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Old  G)lony  Ins.  Co. 

BOSTCm.  MASS. 
Capital      ■     .     .       $400,000 
AMets       .     .      .      1,319,302 
Sorphu  to  Policy- 

h<rfder»  .         732,772 

Boston  Insurance  G). 

BOSTON.  MASS. 
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Has  Been  Extended  to  Cover 

Healthy  Accident,  Life,  Workmen's  Com- 
pensation and  Liability  Insurance 

Continental  Assurance  Companies 

H.  G.  B.  Alexander,  President 

Chicago,  111. 
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A  REFERENCE  BOOK  FOR  ALL  WHO  REQUIRE  FIRE.  GASUALH  OR  NII8GELUNE0US  INSURANCE 

REPORTS  OF  FIRE  INSURANCE  COMPANIES 

Evciy  merchant,  manufacturer  or  property  owner  carrying  fire,  casualty, 
fidelity,  liability  or  other  insurance  (other  tluin  fife),  particularly  those  ti^uiring 
lar^e  lines,  who  are  frequently  obliged  to  accept  policies  of  unlicensed  or  light- 
weight fire  insurance  companies,  or  else  have  their  property  under-insured,  should 
have  at  hand  a  copy  of  *'Reforts  of  Fire  Insurance  Companies,"  by  which  to 
judge  of  the  quality  of  the  policies  offered  by  agents  and  brokers.  This  book 
presents  the  latest  statements  of  about  900  fire  and  marine  insurance  companies, 
m  detail,  with  lists  of  their  investments,  etc.,  and  also  comparative  statements  of 
about  200  casualty  and  miscellaneous  insurance  companies  for  a  series  of  y^ra. 

The  information  concerning  each  company  is  segregated,  so  that  all  desired 
data  relating  to  a  single  company  ma}r  be  found  by  one  reference,  the  companies 
being  arranged  in  alphabetical  order  in  their  respective  groups.  The  book  also 
contains  a  complete  Index. 

This  publication  is  a  compendium  of  the  various  State  insurance  department 
reports  upon  fire  insurance  and  is  more  than  the  equivalent  of  a  library  of  such 
reports,  for  it  contains  the  statements  of  many  companies  which  are  not  given 
in  any  State  reports,  but  which  companies  are  soliciting  business  in  the  United 
States. 

The  work  embraces  the  following-named  classes  of  institutions :  American 
Stock  Fire  and  Marine  Insurance  Companies  (licensed)  ;  Foreign  Fire  and 
Marine  Insurance  Companies  (licensed  in  the  United  States)  ;  American  Mutual 
Fire  and  Marine  Insurance  Companies;  Underwriters  Agencies;  Lloyds  and 
Reciprocal  Underwriters*  Associations;  Unlicensed  Foreign  Fire  Insurance 
Companies  Casualty  and  Miscellaneous  Insurance  Companies. 

Some  of  the  information  which  is  presented  for  the  individual  fire  and 
marine  companies  is  briefly  described  below : 


ASSETS,    DECEMBER  81,   1914. 
Real  estate. 
Mortgage  loans. 
Bonds  and  stocks. 
Collateral  loans. 
Dish. 

Agents'  balances. 
Interest  and  rents. 
Other  assets. 
Total  admitted  assets. 


LIAJBILITIES.  DECEMBER  81,  1914. 
Losses  unpaid. 
Unearned  premiums. 
Perpetual  deposits  reclaimable. 
Other  liabilities. 
Total  liabilities. 
Capital  paid  up. 
Net  surplus. 

Total. 


In  elaboration  of  the  above-specified  items  of  assets,  the  companies'  real 
estate  holdings  and  mort^^e  loans  are  described,  in  sufficient  detail  to  assist  in 
the  formation  of  an  opmion  as  to  their  value;  detailed  lists  of  securities  for 
collateral  loans,  and  bonds  and  stocks  owned,  with  values,  etc.,  are  given ;  tabula- 
tions showing  the  standing  and  business  of  the  companies  for  a  series  of  years 
are  presented;  and  names  of  officers,  directors,  general  and  special  agents  are 
included,  with  other  interesting  and  helpful  information. 

The  San  Francisco  conflagration  losses  of  the  respective  companies,  with 
information  concerning  their  consequent  surplus  contrmutions,  remittances  of 
foreign  companies,  etc.,  are  also  presented  in  this  book. 

The  data  contained  in  "Reports  of  Fire  Insurance  Companies"  arc  such 
as  to  render  this  publication  of  the  utmost  usefulness  to  all  who  buy  or  sell  fire, 
marine,  casualty  or  other  kinds  of  insurance  (except  life).  It  enables  the  pos- 
sessor to  discover  at  once  the  character,  importance  and  degree  of  reliability  of 
any  company  whose  agency  or  policy  he  is  likely  to  be  offered ;  and  gives  sufficient 
detail  to  enable  him  to  form  a  just  opinion  upon  such  a  company. 

"Reports  of  Fire  Insurance  Companies"  comprises  over  432  pages,  and  is 
substantially  and  handsomely  bound  in  red  cloth  and  gold.  Price  per  copy,  $5.00, 
sent  prepaid  to  any  address  in  the  United  States,  or  any  country  in  the  Postal 
Union,  on  receipt  of  price. 

The  information  embraced  in  this  book  is  kept  up  to  date  by  means  of  eleven 
Monthly  Supplements,  which  will  be  furnished  to  subscribers  to  the  book  at 

ts.oo  per  annum,  or  $7.00  with  the  Annual  Book.    An  excellent  binder  for  the 
upplements  may  be  obtained  for  $1.00. 
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The  Fidelity  and  Casualty  Company 

of  New  York 

92  Liberty  Street,  New  York,  N.  Y. 


Annu^  Statement,  December  31,  1914 

ASSETS    :::::::::  $11,858,729.53 

LIABILITIES        :::::::  8,319,608.72 

CAPITAL          ::::::::  1,000,000.00 

SURPLUS  OVER  ALL  LIABILITIES  :        :        :  2,539,120.81 

LOSSES  PAID  TO  DECEMBER  31,  1914       :        :  48,580,800.32 


TIUs  Company  issaes  eontracts  *s  fottows: 

Fidelity  Bonds;  Surety  Bonds;  Accident,  Healtii,  and  Disability  Insurance; 
Buffiary,  Larceny,  and  Tlieft  Insurance;  Plate  Glass  Insurance;  Liability 
Insurance — Employers,  Public,  Teams  (Personal  Injury  and  Property  Dam- 
ape).  Automobile  (Personal  Injury,  Property  Damage  and  Collision),  Phy- 
sicians, Drun>ists,  Owners  and  Landlords,  Elevator,  Workmen's  Compen- 
sation— Steam-Boiler  Insurance;  Ply- Wheel  Insurance. 


Tke 

Provident  Life  and  Trust  Co. 

of  Philadelphia,  Pa. 

Insurance  in  Force  (Paid  for  basis)  ::        $316,615,000 


What  is  the  Best  Form  of  Policy? 

Write  for  Inforpiation. 


J.  THOMAS  MOORE,  Manager  Insurance  Department. 

Fourth  and  Chestnut  Streets. 
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COMPANY 


THE    LARGEST 
INDUSTRIAL 
LIFE,  HEALTH 
AND  ACCIDENT 
LEGAL  RESERVE 
COMPANY  WEST 
OF    NEW   YORK. 
.MANAGED     BY 
LIFE  INSURANCE 
MEN    OP    LONG 
EXPERIENCE 
AND  CONSPICU- 
OUS  SUCCESS. 


.  .  .^    .   1.1  /.^  c      \    ALFRED  CLOVER 

NSURANCE    \        i.,..u..i 
AT   ALL  AGES 
FROM    ONE   TO 
SEVENTY. 

CONFIDENTIAL 
CONTRACTS 
FOR    SUPERIN- 
TENDENTS, AS- 
SISTANT SUPER- 
INTENDENTS 
AND   AGENTS. 


he:a.d  office 

108  South  La  Salle  Street 
Chicago,  Ilunois 
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of  the  subscription  price  paid  by  throwing 
away  the  paper  after  reading,  but  should 
keep  it  on  file  for  future  reference.  Prom- 
inent company  managers  and  other  under- 
writers who  keep  The  Spectator  on  file  will 
testify  to  the  benefits  derived  thereby. 

Send  $1.00  to  the  undersigned  and  we  will 
forward  a  handsome  binder  that  will  carry  26 
numbers  of  the  paper  or  one  volume,  bound 
substantially  in  cloth  and  stamped  on  the 
front  cover  and  back  with  gilt  inscription  of 
the  name  of  the  journal. 


THE  SPECTATOR  COMPANY 

I3S  William  Street  New  York 
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The  Successful  Western  Company 


the  State  of  Minouri  a*  a  Stock  Coni|»Dy 


The  Middle-West  is  the  most  prosperous  section  of  America  and 
the  best  field  for  life  insurance  salesmen.  Get  details  of  our 
agency  proposition— liberal  commissions  and  continuous  renewals. 
During  1914,  the  Kansas  City  Life  was  conspicuous  among  the 
moderate  sized  companies  for  its  large  volume  of  new  business. 


FRED  W.  FLEMING.  Sec'y 


J.  B.  REYNOLDS,  Pres. 


100  Broadway 

The  home  of 
the  largest  surety 
company  in  the 
world,  the 

tjm       American 
3  Snrety  Company 
of  New  York 

1  Every  kind  of 
I  surety  bond.  The 
oldest  surety  com- 
pany in  the  United  States. 
Capital  five  million  dollars. 


Ready  Reckoner 

FOR  . 

EARNED  AND  UNEARNED 
PREMIUMS. 

READY  RECKONER  FOR  EARNED  AND  UN- 
EARNED  PREMIUMS,  A  Scr^  of  Tshlu 
dciiEDCd    for   the    Speed/    CalcuUtiofl    of    the 


formerly    ol    the    Continental    Fire 
Compsny. 
Thi>  new   and   iidporunt   work   is   < 


bjr.a 


entmlives   of    Fire 


.    The 


1I!  the  pro^emi 


to   aWt^^ti.    Eluw  .    .    , 

Ready  Reckoner,  wai  a  well  known  malhemalician, 
vho  wii  lone  connected  wilh  the  Continenta]  and 
Niagara  fire  iniurance  companiei,  and  later  with 
the  Caledonian  Insurance  Company.  THE 
READY  RECKONER   is  Ihe  result  of  hia  daily 

rat?^)"'reiiuired  'of  Vitry  Dnderwrilei.  12mo.,  SO 
pp.    Printed  on  fine  paper  and  lubstantiall;  bound 


Price,  iSM  Pet  Copr. 

THE    SPECTATOR   COMPANY, 

PUBLISHERS, 

135  William  Sticet,  New  York. 
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1849 


iBCorporalMl  1849 


LARQBST  PIRB  INSURANCE  COMPANY 
Chartond  by  th*  State  of  MaaMckataCtt 


1915 


Perp0tual 


SPRINGFIELD  FIRE  and  MARINE 

INSURANCE  COMPANY,  of  Sprinsfield,  Mass. 
CASH  CAPITAL,  ■  SZ.BOO.OOO.OO 


ANNUAL  STATEMENT,  JANUARY  i,  iM9 

A88BT8.    •       •       •       •10p970,404*14 

LIABILITIBS 

CAPITAL  STOCK 

Reserve  for  Re-*insttrance  .        «        «        « 

Reserve  for  all  unpaid  Ijotsas     •        •        «        • 
Reserve  for  all  other  Uabilities  -        -        «        - 

TOTAL    LIABILITIES 

NET  SURPLUS 

SURPLUS  TO  POLICYHOLDERS       -        .         - 
LOSSES  PAID  SINCE  ORQANIZATION       - 


$3»500»000.00 

5,542,965.64 

583J00.36 

353,301.61 


$6,479,967,61 

1,990,436.53 

4,490,436,53 

61,973,344.28 


A.  W.  DAMON.  President 
W.  J.  MACKAY,  Secretary  CHAS.  E.  GALACAR,  Vice-President  F.  H.  WILLIAMS,  Treuurer 

PRIOLEAU  ELUS,  Ass't  Sec'y       GEO.  G.  BULKLEY.  Ass't  Sec'y       E.  H.  HILDRETH,  Aat't  Sec'y 

WB8TBKN  DBPAKTMBNT.  ChICAOO,  ILL. 

A.  F.  DEAN.  Manager  J.  C.  HARDING  and  W.  H.  LININGER.  Aas't  Maoann 

E  G.  CARLISLE,  2nd  Aast.  Manager  L.  P.  VOORHEES  Cashier 

Pacific  Coast  Dbpaxtmbnt,  San  Francisco,  Cal. 
GEO.  W.  DORNIN.  Manager  JOHN  C.  DORNIN,  Ass't  Manager 

Acenoes  la  ail  Pronlneiit  Localltiea  throagkoat  the  United  States  and  Canada 


1866 


GOLDEN    JUBILEE 


1916 


^(§e^)ea/A^impaf(§ 


UNITSO    8TATS8   DKPAPITMKNT.   183-133   WILLIAM    8TPIKST.   NSW  VORK 

C.  H.  Franklin,  Manaosr  and  Attornky 
JNO.   M,  8MITH.  Skcrstary 

POLICIES  ISSUED 

WORKMEN*S    COMPENSATION 
LIABIUTY 


EMPLOYERS 

PUBLIC 

TEAMS 

ORUOOI 
Burolarv 

WORKMEN'S   COLLBCTIVS 


GENERAL  AUTOMOBILE 

LANDLORDS  VE8SEL   OWNERS 

ELEVATOR  CONTINOBNT 

PHYSICIANS   AND    HOSPITAL 

Individual  Accidsnt  and  Health 
Industrial  accidsnt  and  hsalth 


TRUSTEE 
UNION  TRUST  CO.  OF  NEW  YORK 

80  BROADWAY.  NCW  YORK 

THE  FRANKrORT  HAS  BEEN  PAYING  CLAIMS  FOR    FIFTY  YEARS 

ALL  OVER  THE  WORLD 


THE  INSURANCE  YEAR  BOOK.  3CVU 

Publishers'  Announcement 

For  forty-two  years  The  Insurance  Year  Book  has  appeared  annually, 
expanding  year  by  year  with  the  growth  of  the  insurance  business,  and  adding 
new  features  to  its  mass  of  information  as  the  conditions  demanded.  The  pub- 
lishers therefore  take  pride  in  presenting  the  forty-third  annual  edition,  and 
in  acknowledging  the  widespread  recognition  that  has  been  accorded  this  publi* 
cation,  both  in  this  country  and  abroad. 

The  191 5  edition  of  the  Year  Book  is  issued  in  two  volumes,  as  hereto- 
fore, one  being  devoted  to  Life,  Casualty  and  Miscellaneous  Insurance, 
and  the  other  to  Fire  and  Marine  Insurance.  Each  volume  contains  the 
standard  statistics  regarding  companies  and  their  transactions  that  are  neces- 
sary- to  perfect  their  history  from  year  to  year.  These  statistics  are  brought 
forward  to  include  their  transactions  to  December  31,  19 14.  Some  of  the  prin- 
cipal features  of  this  volume  are  briefly  summarized  as  follows : 

FIRE   AND   MARINE   VOLUME 

The  section  entitled  "Reports  of  Fire  Insurance  Companies"  presents  in- 
formation more  or  less  exhaustive  concerning  nearly  1,000  fire  and  marine  insur- 
ance organizations  (including  unlicensed  companies). 

The  importance  of  the  fire  and  marine  insurance  transactions  in  the  United 
States  is  indicated  by  the  grand  totals  for  1914  here  exhibited,  taken  from 
the  Recapitulation  Tables  of  the  Fire  and  Marine  Volume  of  the  Insurance 
Year  Book : 

Number  of  companies 633  Total  income $440,733,210 

Capital  paid  up  (U.  S.  Cos.) .  .$105,669,891  Losses  paid 228,215,023 

Assets 828^187,591  Dividends  (Am.  Cos.,  incl.  mut.)    33,786,956 

N'et  Surplus 292454,377  Expenses  144,638,599 

Net  premiums 405f975»i73  Total  expenditures 406,640,578 

Fire  Departments  and  Water  Supply  is  the  title  of  a  department  in  which 
is  given  extensive  information  as  to  the  fire  protection  of  8,281  cities  and  towns 
in  the  United  States  and  Canada.  This  department  occupies  450  pages,  closely 
printed. 

The  Directory  of  Insurance  Agents  (including  also  lists  of  Insurance  Attor- 
neys and  Adjusters)  occupies  about  275  pages,  4  columns  to  the  page,  and 
includes  about  62,000  names,  being  the  most  comprehensive  list  of  its  kind 
extant.  Comprised  therein  are  about  55,000  agents  (35,000  of  whom  write  fire 
insurance)  and  about  7,000  attorneys  and  adjusters. 

The  list  of  Companies  that  have  Failed  or  Retired  contains  about  2,600 
names. 

Data  are  presented  as  to  insurance  companies  in  45  Foreign  Countries. 

The  oflficers  of  about  350  Underwriters'  Oi^anizations  are  given. 

The  Premium  Receipts  of  individual  companies  are  tabulated  for  12  cities. 

Notable  Conflagrations  in  the  World's  History  comprise  380  such  events 
from  B.  C.  1897  to  A.  D.  1915. 

The  list  of  Large  Fires  in  the  United  States  and  Canada  embraces  322  fires 
occurring  in  the  last  two  centuries,  each  causing  $1,000,000  or  more  of  loss. 

In  addition  to  the  foregoing,  there  is  a  considerable  amount  of  other  useful 
information  presented  regarding  various  features  of  the  insurance  business, 
each  adding  its  quota  to  the  value  of  this  volume,  which,  aside  from  advertising 
matter,  contains  over  1,200  pages.  The  Life  and  Miscellaneous  volume  is  simi- 
larly comprehensive  in  covering  its  peculiar  field. 

Our  thanks  are  due  to  the  heads  of  Insurance  Departments  of  the  various 
States  and  to  officers  of  companies  for  their  courtesy  and  promptness  in  fur- 
nishing us  with  desired  information.  THE  SPECTATOR  COMPANY. 

New  York,  July  3,  1915. 
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l^lie  ^rubential 


N  P.  DavnBH.  PioHU 


*'*:'.  w^''tS^h^fyiSt'^'"'^"•'''"*"°^''"-  *5<>  MUllon  Dollars 

Paid  tor  Innirun  Innad  ud  Revived  duTins  1914  •    518  MilllOn  Doll&rS 

AM«u.ov.r 361  Million  Dollars 

iglMUUanDollvin 


Capital  and  Bnrvlua,  over 


.«^y  325  Million  Dollars 
36  Million  Dollars 


NttolyliMUUt 


■S.'iiX  2  BILLION.  600  MILLION  DOLLARS  | 
orncEits 


ESi 


tlGUALD 


-  -  -  -F^- 

Medlcal''E^«l^ 


4r.s,l 


v.^^ 


idAUMOqiu' 

'■  CsmptTDllei 


{ApDOlBEtd  by  tht  ChaowUor,  fimn  i)k  grflcy^Wm.  Dnrmint  u  Ctaapur  81,  Lam  el  1907 
Bdwud  J.  In.  BowiN  A.  SnviHt  Isaac  F.  Rot 

The  Prudential  Insurance  Company  of  America 


BarpoTBlmd  tindtr  tht  tarn 


Home  Office,  Newark,  N.  J. 
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THE  PRUDENTIAL 
riRST ! 


The  Prudential  stood  in  first  place  in  1914  according  to 
published  records  and  the  reports  of  the  various  Insurance 
Departments  in  the  following  leading  States: 

Insuruice  Inuoi  The  PrudcDtiai 

^ATE  uul  RctIthI  Mm  Hdd 

in  1*14  FintPJiceFor 

New  York $10«,4I  1,778  •Four  Years 

PennaylvanU S3,423,496  SUteen  Years 

New  Jersey 52,44l,»!>  Seventeen  Years 

Illlnoli 41,651,305  Seven  Years 

Ohio 33,128,639  Eight  Years 

Indiana 21,71 1,759  Fourteen  Years 

Wisconsin 11 ,399,673  One  Year 

MinnesoU 6,153,340  Six  Years 

Kansas 5,824,923  Seven  Years 

West  Virginia 5,115,749  Five  Years 

Colorado 4,680,531  Six  Years 

Delaware 3,014,371  Nine  Yean 

*Y«n  IM9,  IVIS,  If »  and  If  H. 

THESE   TWELVE   STATES  INCLUDE   WITHIN  THEIR   BORDERS   OVER  *»%  OP 
THE   TOTAL  POPULATION   OF   THE  UNITED   STATES 

THE   WORLD'S  RECORD 

The  greatest  amount  of  paid-for  life  insurance  ever 
secured  in  a  single  year  by  any  company  in  the  world 
—$518,963,821— was  obtained  during  1914  at  the  lowest 
expense  rate  in  its  history  by 


The  Prudential 

Insurance  Company  of  America 

Incaipavted  imder  liw  Lawi  d  Ih*  Sut*  of  Mew  Jenqr 
FORREST  P.  DRYDEN,  Prwidmt 

Home  Office:  NEWARK,  N.  J. 


THE   INSURANCE   YEAR    BOOK. 


The  State  Life 

Indianapolis 

NOT  THE  OLDEST;   NOT  THE  LARGEST: 
JUST  THE  BEST 

SfJendid  Territory;  Profitable  G>ntracU; 
For  Men  Who  Can  Do  Things 

On  Agency  Matten  Addresi 

CHARLES   F.   COFFIN 

Vlc«-Pr«ald«nt 

1231   State  Cife  Building 


A    FEDERAL    INSTITUTION 


The  Masonic 
Mataal  Life 
Association 

•istrict  tf  Colukii 


CHARTERED  BY  SPECIAL  ACT 
OF  CONGRESS,  Mirch  ],  1I69. 

It*  Ag«nta  tnftke  tnor*  money  th«n  th*y 
could  r«pr*««ntlng  >  conutMrci*!  com- 
pany and  th*  work  la  mar*  eonrantal. 

For  term*  and  tenitorv  wrfM  to 

WM.  MONTGOMERY,  Washington,  D.  C. 

New  llMonle  Temple 

Secretary  and  General  Manager. 


ATLAS 

Assurance  Co., Ltd. 

OF    LONDON 


ESTABLISHED 
1808 


New  York  Branch 

100  WILLIAM  STREET 
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Agents  and  Brokers  Reiiresenting  the  Travelers 

Possess  Great  Advantages 

LIFE  INSURANCE 

Our  Guaranteed  Low  Cost  Life  Insurance  Policies  guarantee  every  figure  and 
efiminate  all  uncertainties.  They  contain  a  disability  clause  by  which  in  event  of 
permanent  total  disability  before  age  sixty,  the  policy  immediately  matures  for  the 
full  value  by  the  payment  of  a  guaranteed  income  to  the  disabled  insured. 

That  the  merits  of  this  form  of  life  insurance  appeal  to  business  men  is  evidenced  by 
the  fact  in  the  percentage  of  increase  during  the  last  five  years  The  Travelers  stood 
second  among  all  the  leading  life  insurance  companies  in  the  country. 

OUR  ACCIDENT  AND  HEALTH  POLICIES 

are  famous  the  world  over  for  their  broad  coverage,  prompt  payment  and  fair  spirit  of 
acUttstment. 

OUR  COMPENSATION  AND  LIABILITY  POLICIES 

afford  the  most  complete  coverage  and  afford  a  service  of  inspection  and  safety 
engioeering  for  the  prevention  of  accidents  the  most  efficient  in  the  world. 

The  agent  and  broker  who  can  supply  these  several  needs  possesses  the  broadest 
and  most  remunerative  field  for  his  efforts.     One  aids  the  other. 

Moral:    R«prasant 

The  Travelers  Insurance  Company 

HARTFORD,  CONN. 


1 


COST    OF    INSURANCE 

American  Bxperlence  3  Va  F^er  Cent 

ILLINOIS    STANDARD    MODIFIED   PRELIMINARY 

TERM  BASIS 


Gomputed  by  N«  %!•  W^rey 


Prepared  to  meet  the  demand  for  accurate  computations  neces- 
sary to  determine  the  expected  mortality  as  required  by  the 
annual  statement  blanks  of  the  insurance  department  and  also 
in  computing  annual  dividends. 

PrlG«  310  per  copy 

THE  SPECTATOR  COMPANY 


Chicaqo  Office: 


135  William  Street. 
NEW  YORK . 
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CAPITAI,   PAID    IN    CASH 


TOTAL  RBSOURCBS  OVSR 


UNITED  STATES  FIDELITY  AND  GUARANTY  CO. 
dal,xiiv/iore:,  n/id. 


ISSUES 

latoBil  RevcoM 
BONDS 

INSURES 

AGAINST 
BURGLARY 

ISSUES 
POLICIES 

Off*r>    to    March&nts    the    B«Bt    Possibla    Protection 
TKrough   Its   OvpaT^mant   of    Guamatoad    Attornoxs 

JOHN  R.  BLAND,  Prcilikat  GEO.  R.  CALUS,  VIcc-Pru.  aod  Scc'r-TrsM. 


/^^i.  New  England  Equitable  ^ 

Insurance  Company 

^^^  INCORPORATED  UNDajkASSACaUSSCTISUWS  mi 

V^OTfgg-^  PAID  UP  CAPITAL  ONE  MILLION  DOLLARS  ^-' 

^RETV  BONDS.  LIABILITV,  WQRUieMI  COMRNSATION, 

PSOraRTV  DANAOB,  ACaDEHT,  nBALTH,  BUKOUSV  AND  PLATS  QLUS 

BOSTON 


Equitable  Suraty  Company  ai  o 
ASSETS 

RolEiute 113,838.  IB  Lon 

MortlMIe  Loaai 48.373. 7S  Prcn 

Market  Valu*  of  Bond> 2.483.178.65  Com 

Market  V«lue  of  Stock* 299,487  "~  ~ 


245.  DC 


.IS 


Ajm 


(Non  Ledga  Aiaela) 


Accounti  Payable. 
Other  LEablUtin. . . 
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OVER  HALF  A  CENTURY'S  BENEFACTION 

(S4th  Year) 

GEO.  E.  IDE,  President 

The  Home  Life  Insurance  Co. 

of    New    York 


A  total 
of 


Has  paid  to  PoUcTfaoldors  and  th«ir  B«n«- 
ficlaii««  slnee  orsanlsatloa  In  1880  ov«r 

And  now  holds  in 
Admittod  Assets  ovor 

^^'       CIAA    '^  PREMIUMS 
ovory     ^iUU         RECEIVED 


$53,000,000 
$30,000,000 


$101.60  ^"    $100 


Its  gain  in  Insurance  in  Force  during  the  past  10  years  is  61.4%;  its  gain  to  In- 
surance Written  in  1914  is  31.4%;  its  Ratio  of  Actual  to  Expected  Mortality  dur- 
ing 1914  is  66.98%;  its  Surplus  Earnings  to  Premiums  since  1860  is  14.96%;  and 
in  1914  14.11%;  since  1860  the  Dividends  Paid  to  Policyholders  amount  to 
12.36%  of  the  premiums  received,  and  in  1914,  13.83%. 

A  Cdnservatively  Progressive   Company  issuing  the  Most    Desirable 

Forms  of  Participating  Insurance. 

HOME  OFFICE:    256  Broadway,  New  York 


W.  H.  STEVENS,  President  JOHN  Q.  ADAMS,  Secietary 

CHARTERED  1853 


L 


INSURES  AGAINST 

Fire,  Ughtning  and  Tornado 

SIXTY-SECOND  ANNUAL  STATEMENT,  JANUARY  1,  1915 

Capital $500,000.00 

Aiseto  (to  protect  Policyholders) 4,378,293.21 

Conflagration  Surplus 200,000.00 

Surplus  to  Policyholders 2,21^,036.88 

Net  Surplus  to  Stockholders 1,568,036.88 

TOTAL  LOSSES  PAID  SINCE  ORaANIZATION,    $22,979,147.00 
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BANKERS    LIFE    COMPANY 

DBS    MOINES 

!ui£*"'S'^  mutual  with  preferred  ri«ks  and  an  exceptional  record  of 
thirty-flve  years  for  a  low  rate  of  mortality,  prompt  payment  of  claim*, 
economy  of  management,  lecurity  of  fund«.  and  favorable  return*  to 
poiicynolaerA. 

ITS  AGENTS  ALL  ARE  PROSPEROUS.    IT  HAS  A  PLACE  FOR  YOU. 
Ovw  $100,000,000  of  Lttf  al  RMwnra  Insuraaoe  WHtten  in  Thre«  Years. 

Admitted  Assets  over  S25.000.000. 


ORIENT 

Insurance    Company 

HARTFORD,    CONN. 


Capital  .    .  $1,IN,HI.H 

Assets    .    .   3,t25,t72.H 
NetSnrplns.    1,H2.M5.44 


A.  G.  MdLWAINE.  Jit.  Prestdent 
HENRY  W.  GRAY,  JR.,  Secretory 


A  Valiibte  AM  to  IMe  iMBricc  JteMite 

THE  MONTHLY 
INCOME  POLICY 

By  Vir.  T.  NASH 

A  booklet  containiiig  mBtmctions  to  Agents 
relative  to  the  advantages  of  the  monthly  in- 
come form  of  insurance. 

Arfumeats  Cleerly  Set  Perth 
Hints,  Instructions  end  Aphorisms. 

The  publishers  have  issued  two  editions  of  this 
work,  one  being  in  cloth  binding,  for  permanent  use 
by  the  life  insurance  canvasser;  the  other  in  heavy 
paper  binding.  PRICES 


Cloth  Binding 

Per  copy . ....  $ 
12  copies. .  • 
50      ^'     ... 
100      "     ... 
500      ••     .. 
1000      "     . . 


JBO 

4.00 

16.00 

26.00 

100.00 

160.00 


Heavy  Pepor  Binding 

Per  copy. ...  $    .SO 

12  coplc 

60      ^* 

100      " 

600      " 

1000      ** 


2.00 

e.oo 

10.00 
40.00 
60.00 


An  AuMlHary  Fublicttiion 

Safei(uardini(  the  Home 

A  leaflet  pointing  out  to  prospects  the  advantages 
of  montlily  income  policies. 

Send  0  teats  for  sample  copy. 

THE  SPECTATOR  COMPANY 

Chicago  Offtcst  138  WiUiam  Stro«C 

Insnraaoe  Bxchaage  NEW  TOKK 
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TELEPHONES,     3  16  0-3161-3162      BEEKMAN 


General 
Printing 


OF   ALL  KINDS 


ROY  PRESS 

Beekman  and  Gold  Sts, 

NEW     YORK 


Insurance  Printing 

Trade  Papers  and  Book  Work 

Pamphlet  Binding 


THIS  Establishment  is  especially  equipped  to  handle  large  lines  of 
Insurance  Printing.      Many  companies    throughout   the   country 
order   all    their  supplies  from    us.       Managers  and    Agents    are 
requested  to  send  for  estimates.  ::  ::  ::  ::  ::  :: 

The  numerous  publications  of  THE  SPECTATOR  COMPANY  arc 
printed  here. 


xxiv-b 


THE   INSURANCE  YEAR  BOOK. 


Cologno  Reinsurance  Company 
Mercury  Reinsurance  Company 

Both  of  Cd****)  8*rmiif 

TRIISICT  REINSURMCE  ONLY 


The  Life  Reinsurance  Contracts  of  the  Cologne  and  the  Mercury  are 
liberal  and  up-to-date  in  every  particular.  Write  for  information. 
Contracts  for  Life  Reinsurance  can  be  made  on  the  Yearly  Renew- 
able Term  plan  or  on  the  Co-insurance  plan. 

Ml  Wi  ToiTOYi  III  S.  Manager  for  Liffo  Reinsurance 

He.  I  Liberty  Street,  New  Yeric 


BEST  EQUIPPEB 

COMMERCIAL 

DESIGNING 

PHOmENGRAVING 

ElECTROTYPING 

PHOIOGRIVPHINC 

SIUUSIMTING 


FARINfiLERCo 

GENERAL.  OFFICE 

AO'AZ  R\RK  PLACE  TO  39-41 DARCLAYST 

UPTOWN     BRA.NCH 

207-217  WEST  25X« STREET 
NE^VYORK 


THE 


METROPOLITAN 
CASUALTY 

INSURANCE  CO.  OF  NEW  YORK 


Home  Office  -    47  CEDAR  STREET 


CHARTERED  1874 


PLATE  GLASS  nni  lOICO 

PERSONAL  ACCIDENT     PUL  U  LO 
AND   HEALTH 

OF  THE  MOST  APPROVED  FORMS 


{EUGENE  H.  WINSLOW,  President 

DANIEL  D.  WHITNEY,  VIce-Preaideat 
S.  WM.  BURTON,  Sccntory 

ALONZO  0.  BROOKS,  AmI.  Secretary 


RILIABLE  AND  ENERMTIG  AfllNTt  WANTiO 
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Rate  Books 
Printed  AND 

Bound 


—In- 
Leather, 
Cloth  and 
Other 
Material 


JJEADQUARTERS  for  the 
very  flexible  Pocket  Rate 
Books  now  in  general  use  by 
the  larger  Insurance  Com- 
panies. 

gEST    Equipped    Establish- 
ment in  Greater  New  York 
making    a  specialty  of    the 
Manufacture   of    Rate   Books. 

\X7'E  bind  all  the  Spectator 
Company's    Flexible 
Leather  Publications. 

Estimates  Furnished 

GEORGE  MeKIBBIN  &  SON 

BUSH  TERMINAL 

3rd  Avenue,  33rd  to  34th  Streets 
Brooklyn  Borough 

NEW  YORK  CITY 


TELEPHONE 

SUNSET  FIFTY'SDC 
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THE  FIDELITY  MUTUAL  LIFE 

INSURANCE  COMPANY,  PHILADELPHIA 


WALTER  LE  MAR  TALBOT.  Pr«sld«nt 


QA  progressive  company  that  has  given  life  insurance 
some  of  its  best  ideas.  Originator  of  the  disability  pro- 
vision in  modern  life  insurance. 

flThe  Fidelity's  prosperity,  substantial  progress  and 
prompt  payment  of  claims  for  over  thirty-five  years,  are 
excellent  credentials  to  public  confidence. 


Insurance  in  Force  over 

Paid  to  and  held  in 
trust  for  policyholders  over 


$134,000,000.00 
65,000,000.00 


A  ftw  denrabU  openings  in  good  territory  for  the  right  men. 


Knitknbsxtkn  l^rtBB 

(Q.  P.  Putnam's  Sons) 

2-4-6  West  45th  Street 

NEW  YORK 


Priotiflg 
Bifldiog 

aid 

Book 

Haoa- 

factoriog 


Books,  Mono- 
graphs, Reports, 
Genealogies, 
Catalogues  and 
all  other  kinds  of 
printing  handled 
expeditiously 
with  good  taste 
and  at  moderate 
cost. 


F.  A.  FLINN,  inc 

PAPER 


32  BEEKMAN  STREET 

NEW       YORK 


HaT«  you  tried 


1776  BOND 


for  your  policies?    NONE  BETTER 


Sole  Agents  in  United  States 

IMPROVED  INDIA 
BIBLE  PAPER 

A  Very  Desirable  Paper  for   Rale  Books 
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THE  SIGN  OF  COOD  CASUALTY  INSURANCE 


d  1869 

LOHDON  6UJIRJINTEE  and  ACCIDENT  CO.,  LTD. 

HEADOFFICE:     134    SO.    LA    SALLE    STREET 
CHICAGO.  ILL 

F.  W.  LAWSON,  G«nl  Muu« 


ALL  BRANCHES  OF 
Utbllllr,  Compentatloii,  A«l«m«bll6,  Aocldanl,  Haalth,  Barglarr,  Ballar  aad  Cradit 


The  Order  of  the  Golden  Seal 

is  one  of  the  Fraternal  Beneficiary  Societies 
with  an  actuarial  Valuation  showing  Better 
Than  One  Hundred  Per  Cent  Solvency. 

This  is  due  to  its  operation  on  Old  Line 
Legal  Reserve  Plans,  combined  with  all 
the  advantages  of  a  Fraternal  Order. 


Offices  at 

Roxbury,  New  York  Richmond,  Virginia 

68  Maiden  Lane, 

New  Yorii 
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Are  yon  looking 

for 
an  Opportunity? 

See  what  the  Year  Book 
tells  you  the  Atlantic  has 
accomplished,  and  you  will 
realize  what  opportunity  it 
has  for  you.  Its  past  prog- 
ress will  continue — will  you 
share  it? 

Atlantic   Life 
Insurance  Co. 

Richmond,  Vs. 


GERMAN    FIRE 
INSURANCE    CO. 

OP  WHEEUNG,  WEST  VA. 
1219  CHAPLINE   STREET 

Ortanized  in  1867 

Capital  Stock   -  -    $200,000.00 

Assets 620,034.11 

NET  SURPLUS  -     131,152.65 

OniCERS 

WM.  F.  STIFEL,  President 

A.  REYMANN,  Vice-President 

F.  RIESTER,  Secretary 

e   w    mrp  1  Asst.  Secretary  and 

S.  W.  RlCb,  J  supt.  of  Agencies 


GREAT    SOUTHERN    LIFE 
INSURANCE  COMPANY 

HOUSTON.  TEXAS 


J.S.RICE, 
Chairman 
th.  Bovd 


^'^' 


THE  LEADINQ  TEXAS  COMPANY 

Larsest  Amount  of  Insurance  in 

Force  of  Any  Company 

In  the  South 

Writing  the  Laivest  Amount 
of  Insurance  in  Texas  of  Any 
Company  Operating  in  the  State 


For  Acency  Contracts  Address 

O.  S.  CARLTON,  President 


Bflild  Your  Owi  BisJiess 

under  our  direct  geaeral  agen- 
cy contract.     This  is  a  liberal 
proposition  for  which  men  of 
ability  can  qualify.     A  few 
exceptional  opportunities  are 
open  at  present. 
For    particulars 
y  address:  John 

■^  F.  Roche,  Vice- 

^^  President, 

^*  OriMlied  I860 

The  Manhattan  life 

Insnrance  Company 

M  iTHiway  New  T«rfc 
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ANOTHER  NOTABLE  YEAR 


GERMANIA 

Life  Insurance  Company 

of  New  York 

IN  ITS  FIFTY-FIFTH  YEAR 

Pa=seH  tht  SSO.OOO.OOO  mark  in  Asscis  i.iid  the  SloO,- 
000.000  n.ark  m  Insurance  in  Furcc-  (PAID-KOK  basis) 
Anet,  {January  1,  1915)  -  $50,874,700-88 

LiabilitiH        -        -  -  -  44,«S9.0S2.3B 

Guarantee  end  Dividend  Fund*  «S,41S,64S.50 
ilffidc-nt  managtnifnl,  atlractivc  and  liberal  policies, 
,iiid  unusually  desirable  general  agency  contracts  all 
lulp  to  make  the  GERMANfA  LIFE'S  grouth  nor- 
ni.il  and  cmain. 


■^  HOMK  OPFICE 

50  Union  Squar> ,    NcwYork,  N.  Y. 


rNORWICH  UNIONi 

FIRE   INSURANCE  SOCIETY 

UMtTEO 

NORWICH,  ENGLAND= 


EilaUiiliMl,  A.  D.,  1797 


FIRE  AND  TORNADO  INSURANCE 


A  W    HARD,  Esq.. 

W    EMLEN  ROOSEVELT,  Esfi., 

JAMES  A.  SCRYHSER, 


UNITED  STATES  TRUSTEES 

Of  Messrs.  Hard  &  Rand 

Of  Messrs.  Roosevelt  ft  Son 
Fiesident  Central  and  South  American  Tel.  Co. 


Head  Office  for  the  Uoited  States,  59  John  St,  New  York 

J.  MONTGOMERY  HARE, 


WILtlAM  HARE, 


I  Manages 


J.  F.  VAN  RIPER,  Branch  Secy. 
J.  H.  BURGER,  Supt.  of  Agencies 
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Principles  and  Practice  o^ 

Life  Insurance 

Eighth  Edition,  1912— Revised, Enlarged  and  Improved 

Originally  prepared  by  NATHAN  WILLEY,  Actuary 

This  edition  contains  entirely  new  explanatonr  text  and  numerous 
additional  tables  prepared  by  and  under  the  supervision  of 

HENRY  MOIR,  F.F.A.,  F.I.A. 

Fellow  Actoarial  Society  of  Americal 

Among  the  many  new  tables  will  be  found  tables  showing  the  terminal 
net  values  by  the  modified  Preliminary  Term  Basis  of  calculation,  according  to 
the  Illinois  Standard — ^modified  on  20-payment  life  for  10  and  15-payment  ufe, 
and  10, 15  and  20-year  endowments  by  the  American  Experience  Table,  with 
3H  per  cent,  interest;  "Costs  of  Insurance;"  Net  Reserves  on  9, 14  and  19- 
pa^rment  life  and  9,  14  and  19-]^ear  Endowment  Policies,  by  the  American  Ex- 
perience Table  of  Mortality  with  interest  at  3  and  3>j  per  cent.,  also  net 
premiums  and  Reserves  on  Term  Policies. 

Send  two  cents  for  elaborate  circular  regarding  this  important  new  work. 

PRICE,  BOUND  IN  HALF  MOROCCO.     •    •     $10.00 

Address  all  orders  to  the  publishers 

THE  SPECTATOR  COMPANY 

CHICAGO  OFFICE:  135  WILLIAM  STREET 

Insuraiice  Exchange  NEW  YORK 


Total  Disability  Benefits  in  Life  Insurance 

Based    on    Mead's    Adjusted    American-Maccabees 
Experience  Tables  and  33^%  Interest 

By  the  Late  LUCIUS  McADAM,  M.  So.,  F.  A.  I.  A. 

Ex-Preeid«nt  and  Life  Govarnor  of  The  American  Inatltute  of  Aetuarlee 

A  complete  system  of  tables  for  computing  total  disability  and  waiver  of 
premium  benefits,  with  commutation  columns,  formulse,  and  mean  reserve 
values  on  ordinary,  10, 15  and  20-payment  life  plans  and  10,  15  and  20-year 
endowments.     Application  to  workmen's  compensation  and  old-age  pensions. 

Entirely  new  and  of  immediate  pertinent  value  to  Actuaries,  Managers, 
and  Insurance  Department  Officiab. 

Price  $20  per  copy.  Sent  postpaid  on  receipt  of  price. 

THE    SPECTATOR    COMPANY 

CHICAGO  OFFICE:  (5o^  SeUing  Agents)  138  William  Street, 

InouranM  £x€liang«  NEW  YORK 


THE   INSURANCE    YEAR    BOOK. 


XXOE 


THE 


44 


TWO  HARTFORDS" 


THE  HARTFORD  FIRE 

INSURANCE  COMPANY  has 

tcatisacted    a    fire   insurance 

\yiriiies8»  honorablyt  for  more 

than  one  hundred  years*    Its 

reputation  and  traditions  are 

its  most  valuable  assets  and 

forbid  sharp  practice*    It  has 

ample  financial  resources* 

Hartford  ^  Fire  Insur- 
ance Company 


THE  HARTFORD  A(XI- 
DENT  &  INDEMNITY  COM- 
PANY has  been  organized  to 
conduct  a  general  casualty  and 
liability  business*  It  is  pro- 
gressing on  the  liberalt  yet 
soundf  principles  that  have  al- 
ways been  the  keynote  of  the 
growth  of  the  parent  organ- 
ization* 


Hartford  Accident  & 
Indemnity  Company 


Hartford,  Comi. 


Fire  Policies 

Buildings  Contents 

Tornado  Rents 

Use  and  Occupancy 

Atiiamobiles  Hulls 

Mail  Packages 

Merchandise  in  Transit 

Tourists*  Floater 

Salesmen's  Samples 


Automobile 

All  Insurable  Hazards 

Plate  Glass  Liability 

Workmen's  Compensation 
Burglary  Theft 

Hold-up 
Accident  and  Health 
Surety  Bonds 

Fidelity  Bonds 


For  ^^Hartford''  Service  Buy  ^^Hartford'' 


R.  M.  BISSELL,  President 
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''Pre-eminence  in  Benefits  to   Policyholders" 

THE  SLOGAN 

The  Mutual  Life 

Insurance  Company  of  New  York 


Paid  to  Policyholders  in  1914        -        -       $69,032,809.59 
Received  from  Policyholders  in  1914     -  58,419,936,89 

Excess  of  Payments  over  Receipts     -       -        $10,612,872.70 
Paid  Dividends  in  1914      -      -      -       -      $17,626,265.36 

Mutual  Life  Agents  Make  Most  Money 

BECAUSE 

Mutual  Life  Policies  Sell  Most  Freely 


For  tennt  to  producing  agenli,  addrett 

GEORGE  T.  DEXTER 

2aa  Vioe.PieMlent 

34  NASSAU  STREET  NEW  YORK,  N.  Y. 
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F.  A  ROTHIBR,  President  ADAM  BENUS,  Secretary 

F.  C.  BARTON,  Ass't  Sec*y 

The  Cincinnati  Underwriters 

COMPOSED  OF  THE 

Eureka  Fire  and  Marine  and  Security  Fire 
Insurance     Companies     of     Cincinnati 

121  EAST  THIRD  STREET,  dNdNNATI,  O. 

STATEMENT,  JANUARY  1,   1915 

Cash  Capital $250,000 

Reserve  for  Reinsurance 254,626 

Unpaid  Losses  and  other  Liabilities 27, 167 

Net  Surplus 229,309 

Total  Assets $761,102 

Surplus  to  Policy  Holders $  479,309.00 

Losses  paid  since  organization..     4,169,384.00 

Income,  1914 256,744.00 

Disbursements,  1914 194,061.00 


Special  Combination 

Dividead  Policies 

They  Sell  Themselves 


AT«r»tf«  Indivitfual  Production  of  Leading  Agents 

$50,000  Per  Month 


Don't  you  want  to  g«t  into  the  game?     Write  us  and  we  will  tell  you 
more  about  this  new  departure  in  the  net  cost  of  insurance. 

Still  have  some  good  territory  and  reasonable  contracts. 


C  L.  GUICE,  President 


LLOYD  DAMRON,  Agency  Director 


Cherokee  Life  Insnrance  Co. 


Rome,  fieorgia 
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OfflO  FARMERS  INSURANCE  COMPANY 

LEROY,  OHIO 

FIRE.  LIGHTNING  AND  TORNADO  INDEMNITY 

STATEMENT  lANUAKY  1,  t«15 


New  York  Basi 

$2,066,825.60 

Reserre  for  Loasea,    -    -    .     - 

96.535.66 

Reserve  for  Contingende*,  -    - 

126.000.00 

Reserve  for  all  other  Liabilities, 

46,345.17 

Net  Cash  Surplus,       -    ■    -    ■ 

1,084,759.90 

Total  Assets,     -    -    ■ 

S3,41 9,466.33 

Sorpliu  to  Polleyholdera. 

fl,209,7S9.90 

F.  H.  HAWLEY,  President  W.  E.  HAINES,  Secretary 

OBOANIZED    IMS 

LOSSES  PAID  MORE  THAN  $19,000,000.00 


^TNA  INSURANCE  AND  BONDS 

ACCIDENT  LINES 

PeTMai]  Acddeot  Hultta  Dinblllty 

LIABILITY  LINES 

Smeloven'  Workmca'i  CompcDiatioB  Tcami 

Public  (Direct)  Blcvitor  Coaaurci*] 

Public  {Coatlofent)  Automobile  OwDcra'    wul   Laiidlwdi' 

PbrtlcUnj  ud  Surscona  Workoeai  CoUcctlvc 

MISCELLANEOUS  LINES 

ComblDkClon  Automobile  Cambination  Rcndeare  ButiUry 

Automobile  CoUlHon  PikCe  Glui  Flywbeel 

Automobile,  Fire,  Theft  ud  Truuportatlon  Sptinkls  Lfktgt 

Veblde  Propotr  Damage  Bl»atoc  Propolr  Damiice  Water  Damaie 

Pu«i  PoBt  Reiiitered  Mail  Touiiiu'  B^gage 

FIDELITY  AND  SURETY  BONDS  FIRE  AND  MARINE 

LIFE 

;etna  life  insurance  co. 

AsMta,  January  1,  1916 $119,516,736 

UabilltUe,  January  1,  191S 104,015,907 

Surplus  to  Policyholdara,  January  1,  1915 16,500,829 

THE    iCTNA    ACCIDENT    &   LIABILITY   CO. 

AaaaU,  January  1,  1915 »3,392,950 

Liabilitiaa,  January  1,  1915 1,307,065 

Surplus  to  Policyholder*,  January  1,  1916 2,085,885 

THE    AUTOMOBILE    INSURANCE    CO. 

OF  HARTFORD,  CONN. 

Aaaats,  January  1,   1915 »791,441 

Liabilities,  January  1,  1915 198,648 

SuriJua  to  Policyholders,  January  1,  1915 592,793 


Reports   of   Fire   Insurance   Companies 


INTRODUCTION 

Proprietors  and  credit  men  of  business  concerns  are  yearly  realizing  to  a 
greater  degree  the  dependence  necessarily  placed  by  them  upon  the  fire  insur- 
ance companies  for  the  protection  of  their  expanding  trade  interests  and  also 
more  clearly  understanding  the  importance  of  obtaining  their  insurance  from 
safe  and  strong  companies.  However,  they  often  find  it  very  difficult  to 
secure  an  adequate  volume  of  good  insurance  to  cover  their  enlarged  risks. 
The  conditions  which  had  existed  prior  to  the  great  San  Francisco  conflagration 
of  April  18-21,  1906,  not  having  been  fully  met  by  the  legally  authorized  fire 
insurance  companies,  had  led  to  the  formation  of  numerous  companies  and 
Lloyds  associations,  and,  later,  to  the  organization  of  many  inter-insurance 
associations,  many  of  which  had  not  gone  through  the  formality  of  secur- 
ing licenses  from  the  State  insurance  officials  of  their  respective  States,  and 
had  also  tempted  a  considerable  number  of  foreign  companies  to  write  "surplus 
Kne*'  risks  without  making  any  deposit  of  cash  or  securities  in  this  country  or 
securing  a  license  from  any  State  Insurance  Department.  The  conflagration, 
being  followed  by  a  greater  scarcity  of  insurance,  brought  about  the  organiza- 
tion of  numerous  new  companies,  and  business  houses  requiring  considerable 
lines  of  insurance  find  themselves  dependent,  to  some  extent,  upon  such  com- 
panies, many  of  which  have  ample  assets  to  conduct  business  along  reasonable 
Imcs,  although  several  have  already  gone  out  of  business. 

A  development  of  these  conditions,  in  conjunction  with  the  desire  of  most 
insurance  agents  and  business  men  to  have  at  hand  some  authority  on  the 
standing  of  the  fire  insurance  companies,  both  licensed  and  unlicensed,  with 
which  they  deal  from  time  to  time,  has  been  a  realization  of  the  desirability  of 
not  only  having  all  such  information  embraced  within  a  single  volume,  instead 
of  scattered  through  numerous  different  State  reports  and  loose  documents, 
but  of  having,  equally  available,  sufficient  details  as  to  assets,  liabilities,  etc., 
to  enable  those  interested  in  any  particular  company  to  judge  as  to  its 
actual  standing.  To  meet  this  requirement,  this  department  of  The  Insurance 
Year  'Book  has  been  prepared.  We  trust  that  it  will  be  found  serviceable  in 
giving  subscribers  correct  information  as  to  the  standing  of  concerns  whose 
policies  tfiey  may  be  oflfered,  and  in  saving  them  from  dealing  with  unreliable 
companies.  In  this  connection  we  suggest  that  subscribers  read  carefully  the 
rexnarics  at  the  head  of  each  of  the  respective  groups  of  organizations. 


INDEX 


TO 


Reports  of  Fire  Insurance  Companies. 


Pagi 

AMh«Q  k  Munieh  Fire  Ins.  Co.,  Aix-larChapelle 183 

AAohflD  Heinnmnoe  Co^  Aix-larChapeUe 378 

Ab«iUeIiiB.Co.,Ftei8,F^miioe 184 

Abington  Matual  Fire  In.  Co.,  Abingtoa.  Mass 236 

Aetoa  k  GoMBee  Mutual  Fire  Ins.  Co..  AtwBter,  Minn 236 

Addiaon  Fannen  Mutual  Ina.  Co..  Addiaon.  lU 236 

£tna  Fire  Ina.  Co..  Louisville 377 

.ffitoa  Fire  Ina.  Co.,  New  Orleana 377 

£tna  Ina.  Co.,  Hartford 9 

Agrioultoral  Ina.  Co.,  Watertown,  N.  Y 11 

Asippina  Ocean,  lUver  k  Land  Tnuuport  Ina.  Co.,  Cologne, 

Qer 378 

AlbMiy  Ina.  Co..  Albany.  N.Y 13 

Allemannia  Fire  Ina.  Co.,  Pittsburg,  Pla. 14 

Allei^beny  Fire  Underwriters  Pofiey,  Pittsboig,  Pa 344 

Allianee  Cooperative  Ins.  Co.,  Topeka,  Kan 237 

Alliattoe  Ina.  Co.,  Philadelphia 15 

AlUaaoe  Assurance  Co.,  London,  Eng 184 

AUians  Ina.  Co..  Berlin.  Ger 184 

Allied  Underwriters  aIN.Y.  ft  Chicago  Lloyds.  N.Y 353 

Alpha  Redprooal  Underwritere,  St.  Joeeph,  Mo 353 

Amaaon  Fire  Ins.  Co.,  Shawnee,  Okla 16 

Amaaon  Ins.  Co.,  Linu,  0.  (and  Charleston,  W.  Va.) 377 

Amerieaa  Automobile  Ins.  Co^  St  Louis,  Mo 17 

American  Dnigaats  Fire  Ins.  Co.,  Cincinnati 19 

AmericMiIn8!Oo7Newark,N.J 16 

American  Ina.  Co.,  Tecre  Haute,  Ind 377 

American  Fire  Ins.  Co.,  Wihnington,  Del 377 

American  Central  Ina.  Co.,  St.  Louis 18 

Amerioan  Bxceas  Fire  k  Marine  Ins.  Co..  New  York 20 

American  Exchange  Underwriters,  New  York 363 

American  Fire  Underwriters,  St.  Lows,  Mo 354 

American  ft  Foreign  Marine  Ins.  Co.,  New  York 20 

American  Inter-Insurance  Exchange,  Kansas  City,  Mo. . . .  355 

American  Uoyda,  New  York 354 

American  Mutual  Ins.  Co.,  Providence 237 

American  National  Fire  Ins.  Co.,  Columbus,  Ohio 21 

American  Reinsurance  Co.,  Hartford,  Conn 21 

American  Trust  ft  Ins.  Co.,  Chicago 377 

American  Underwriters  Agency,  Fbiladelphia,  Pa 344 

Amerioan  Underwriters,  Chicago 377 

Amerioan  Whdesale  Redp.  Inter*In8uzer8,  San  Antonio. ...  376 

Affluaement  Indemnity  Exchange,  St.  Louis,  Mo 376 

Anchor  Fire  Ins.  Asm.,  Dallas,  Tex 356 

Anchor  Fire  Ins.  Assn.,  Dallas,  Tex 376 

Anglo-Ameriean  Fire  Ina.  Co.,  Toronto 378 

Anglo-American  Reinsurance  Co.,  Chicago 21 

An&ndteMtttaalFSreInB.Co..Shamokin,Pa 237 

Ariaona  Fire  Ina.  Co.,  Phoenix,  Aria 22 

Arkwright  Mutual  Fire  Ins.  Co.,  Boston 238 

Arlington  Fire  Ins.  Co.,  Washington,  D.  C 23 

Ariaona  ft  New  Meodoo  Underwriteis,  Phisnix,  Aria 376 

Aahlaod  Mutual  Fire  Ina.  Co.,  Ashland,  Pa 238 

Aasodated  Industries  Fire  Ins.  Co.,  Chicago 343 

Assurance  Company  of  America,  New  York 23 

Aamanoe  UnderwnterB  of  America,  New  York 366 

Atlanta  Home  Ina.  Co.,  Atlanta,  Oa 24 

Atlantic  City  Fire  Ina.  Co.,  Atlantic  City.  N.  J 24 

Atlantio  Fire  Ina.  Co.,  Raleigh,  N.G 26 

Atlantic  Fire  ft  Marine  Company  of  Hartford.  Conn 26 

Atlantic  Mutual  Fire  Ins.  Co..  of  Philadelphia.  Philadelphia  239 

Atlantic  Mutual  (Marine)  Ins.  Co..  New  York 239 

Atlantic  UnderwnterB.  New  Yoric 344 

Atlas  Assurance  Co..  London 185 

Atlas  Fire  Underwriters,  Chicago 376 

AthM  Underwriters,  London 344 

AtUeborough  Mutual  Fire  Ins.  C!o.,  Attleborough,  Mass 240 

Austin  Fire  Ins.  Co.,  Dallaa,  Tex 26 

Automatic  Sprinkler  Inter-Ina.  Exchange,  Baltimore,  Md 366 

Automobile  indenuuty  Exchange,  Kansas  City,  Mo 366 

Automobile  Ins.  Co.,  Hartford 26 

Automobile  Mutual  Ins.  Co.  of  America,  Providence,  R.  I. . .  240 

Automobile  Reriprocal  Exchange,  Kansas  (^ty.  Mo 356 

Automobile  Underwriters  of  America,  San  Antonio,  Texaa. .  366 

Badiaohf  Ina.  Co..  Mannheim 378 

Bakera  Reeiproeai  Exchange,  Kansas  City,  Mo 366 

Balkan  NatMial  Ina.  CoTSoBa,  Bulgaria 186 

Baltimore  Equitable  Sodety,  Baltimore 241 

Baltimore  Mutual  Fire  IiM.  Co.,  Bahimore 241 

Bankers  and  Merchants  Fire  Ins.  Co.,  Minneaoplis 26 

Baakeii  Inter>Ins.  AUianoe  of  America,  Kanaaa  City,  Mo 366 

Bankers  Fire  Insurance  Co.,  Chicago 343 

Barartable  C^o.  Mutual  Fire  Ina.  Co.,  Yarmouthport,  Mass. .  242 

Ben  FrankhnUnderwritera,  Pittsburg.  Pa 344 

Berkdkira  Mutual  Fire  Ina.  Ck>.,  Pitt&M,  Mass 243 

Bnmiagham  Fire  Ins.  Co.,  Pittsburg 27 
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BhMskstone  Mutual  Fire  Ins.  Co.,  Providence 24S 

Bohemian  Kossuth  Mutual  Fire  Ins.  Co.,  Kossuth,  Wis 244 

Bohemian  Mutual  Fire  Ins.  Qo.,  Chicago,  HI 24^ 

Bonded  UnderwriterB  of  America,  Houston,  Tex 35( 

Boeton  Ins.  Co.,  Boeton Tt 

Boston  Manufacturere  Mutual  Fire  Ins.  Co.,  Boston 244 

Bremen  Farmers'  Mutual  Ins.  Co.,  Bremen,  Kan 2AI 

Brewers  Red;»x)cal  Exchange,  Kansas  City,  Mo 35^ 

British  America  Assur.  Co.,  Toronto 18( 

British  Donunions  Greneral  Ina.  Co.,  Ltd.,  London,  Eng 37^ 

British  Canadian  Underwriters 34^ 

British  ft  Federated  Fire  Underwriters,  N.  Y 34- 

British  ft  Foreign  Marine  Ins.  Ck).,  Ltd.,  Liverpool 18^ 

British  Underwriters,  Hartford,  Conn 34^ 

Brooklyn  Fire  Underwriters,  Brooklyn 37( 

Brown  County  Fanners  Mutual  Ins.  Co.,  Morrill,  Kan 24J 

Buckeye  National  Fire  Ins.  Co.j  Toledo,  0 2i 

Bucks  County  O>ntributioo8hip  for  Insurins  Houses  and 

Other  BuildingB  from  Loes  by  Fire,  Morrisville,  Pa 24' 

Buffalo  German  Ins.  Co.,  Buffalo 21 

"Bulgaria"  First  Bulganan  Ins.  Clo.,  Rustchuk,  Bulgaria. .  m 

Buriington  Oxinty  Anociation,  Medford,  N.  J 24( 

Burlington  Mutual  Fire  Ins.  (>o.,  Burlington,  Vt 24( 

Busmeas  Mens  Mutual  Fire  Ins.  Co.,  Towanda,  Pa. 24( 

Caledonian-American  Ins.  C!o.,  New  York 21 

Caledonian  Ins.  Ck>.,  Edinbur^ 18$ 

California  Ins.  Co.,  San  Francisco 3( 

Calumet  Mutual  Fire  Ins.  C>>.,  Calumet,  Mich 24( 

Cahimet  Underwriters,  Pittsburg 34^ 

Cambridge  Mutual  Fire  Ins.  Co.,  Andover,  Mass 24! 

Camden  Fire  Ins.  Association,  Camden,  N.  J 3 

(Tampbdlsport  Mutual  Fire  Ins.  Co.,  Campbellsport,  Wis 24! 

Canton  Ins.  Co.,  Hong  Kong 18! 

Canners  Exchange.  Chicago,  111 35! 

Cantwdl  Mutual  Ins.  Co.,  Odessa,  Del 24! 

Capital  Fire  Ins.  Co.,  Concord,  N.  H 3! 

Capital  Fire  Ina.  Co.  of  California,  Sacramento,  Oal 3! 

Carolina  Ins.  Co.,  Wihnington,  N.  C 31 

Catskill  Mountain  Fire  Ins.  Co.,  Greenville,  N.  Y 24 

(Central  Ins.  Ck).,  Chicago 37 

Central  Ins.  0>.,  Ltd.,  London 37 

Central  Manufacturers  Mutual  Fire  Ins.  Co.,  Van  Wert,  0.. .  24 

Central  States  Fire  Ins.  Co.,  Wichita,  Kan 34 

Central  States  Inter-Ins.  Exchange,  St.  Louis 35 

Century  Ins.  Ck).,  Edinburgh 18 

Chesapeake  Fire  ft  Marine  Ins.  Co.,  Richmond,  Va 37 

China  Traders  Ins.  Co.,  Ltd 37 

Church  Ids.  Assn.  of  the  State  of  N.  Y.,  Rochester,  N.  Y. .  24 

Cincinnati  Equitable  Ins.  C!o.,  Cincinnati 24 

Cincinnati  Underwriters,  Cincinnati 34 

Citis«is  Cooperative  Underwritere,  Chicago 37 

Citisens  Ins.  O).,  St.  Louis 3 

Citiaens  Ins.  Co.,  CSiicago 37 

Citisens  Mutual  Ins.  O).,  Boston,  Mass 24 

(3ity  Ins.  Co.,  Pittsburg 3 

City  of  New  York  Ins.  O).,  New  York 3 

Cleveland  National  Fire  Ins.  Ck).,  Cleveland,  0 3 

Ck»I  Operators  Exchange.  Kansas  City,  Mo 3^ 

Coal  Operatora  Mutual  Ids.  Co.,  Springfieki,  lU 2^ 

Cofenial  Assurance  Co.,  New  York S 

Colonial  Assurance  Co.,  Winnipeg.  Man 3i 

Cobnial  Marino  ft  Fire  Ins.  Co.,  Batavia,  Java 3' 

Colonial  Fire  Ins.  Co.,  Covington.  Ky 3^ 

Ck)k)nial  Fire  Underwriters,  Hartford 3^ 

Cologne  Reinsurance  Co..  Cologne It 

Columbia  Fire  Ins.  O).,  Athens,  Ga \ 

Columbia  Fire  Underwriters,  Omaha 3^ 

Columbia  Ins.  Ck).,  Chicago 31 

Columbia  Ins.  0>.,  Dayton,  0 ,' 

Columbia  Ins.  Co.,  Jersey  C!ity ; 

Ciolumlxan  Ina.  Co..  Chicago 3' 

Columbian  Ins.  Co.  of  Indiana,  Indianapolis,  Ind ; 

Columbian  National  Fire  Ins.  Co..  Detroit,  Mich \ 

Commerce  Ins.  Ck).,  Albany { 

Conunerrial  Fire  Ins.  Co.,  Chicago 3! 

Coounercial  Fire  Underwriters,  Waco,  Tex 3i 

Commereial  Ins.  Co.,  Philadelphia 31 

Commercial  Ins.  Co.,  Wilmington.  Del 3' 

Commercial  Mutual  Fire  Assn.,  Mitehell,  S.  D 2, 

Commercial  Mutual  Fire  Ins.  Co.  of  Greene  Co..  Catskill.N.Y.  % 

Commercial  Underwriters,  Chicago. .  .*. 3 

Commercial  Underwriters,  Des  Moines,  la 3 

Commerrial  Underwritera,  San  Antonio,  Tex 3 

0)mmercial  Underwriters  Agency,  Salt  Lake  City,  Utah 3 

Commercial  Underwritera  Exchange,  Portland,  Ora 3, 

Commercial  Union  Aasuranoe  Co.,  London 1 
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UmoQ  Fire  Ins.  Co.,  Nmr  York. 
Onuncilth  Rre  Ijm.  Co..  DaUas,  Tex. . . 
OaBaamtfth  Ids.  Co.«  New  York 


Paqb 

40 

42 

41 

Canaoimdth  In.  Co..  Chieaao 377 

OauBTCiihh  UaderwriterB.  Sua  Antonio,  Tex 376 

Carad  Mntoai  Fire  Ins.  Co..  Concord.  N.H 250 

Coaoan&Fire  In.  Co..  Milwaukee 42 

GnsnhTown  Mutual  Fire  Ins.  Co..  Concordia,  Mo 251 

Coueelieot  Rre  Ins.  Co.,  Hartford 43 

Oaanlkn  Fire  Ins.  Co.,  Springfield,  lU 343 

OntiMBtd  lu.  Co^  Mannheim.  Ger 379 

CoitiBeBtal  lu.  Co..  New  York 45 

CoopentiBK  IntCT-Insuren,  Chicago 357 

GMjpntire  Fire  Ins.  Co.  of  Oreeoe.  Schoharie  A  Delaware 

C«nitia,Calridll.N.Y 251 

Goopotkn  Ins.  Co..  Pttis.  Fraooe 379 

Gorann  Hre  Ins.  Co..  Washington.  D.  C 46 

CcnMR  La.  Co.,  London.  Eng 379 

CottaiSeed  OU  MiUcrs  Ins.  Bureau.  DaUaa,  Tex 357 

CottoB^atca  Mutual  Fire  Ins.  Co..  Dallas.  Tex 2.^2 

GottoD  4  WookD  Mana&cturarB  Mutual  Ine.  Co.,  Boston ...  251 

CoHrtT  Rre  Im.  Co.,  Philadelphia 47 

Cntt  Omm  Indemnity  Exohann,  Seattle,  Waah 358 

(>euiQtf  Mutual  In.  Co.,  Milwaukee 252 

CRtt  FoflHn  Township  Mutual  Fire  Ins.  Co.,  Crete.  111. . .  252 
(^kbsfaad  Mutual  Fire  Ina.  Co.,  BridgeCon.  N.  J 252 

I^aboT  Mutual  Fire  Ins.  Co.,  Danbury,  Conn 252 

OuobelBs.  Co.,  Vienxia,  Austria 380 

Dqrtoa  Mutual  F^  In.  Co.,  Dayton,  0 253 

D«Kbon  Fire  In.  Co.,  Chicago,  lU 47 

De&na  Motnal  Fire  In.  Co.,  Ded^uun.  Ma& 253 

DdtnR  Coonty  Mutual  In.  Co.,  Media,  Pa 253 

Umie  Underwriters.  Philaddphk.  Pa 345 

Detnit  File  4c  Marine  Ins.  Co.,  Detroit 48 

DteitNitiooal  Fire  In.  Co.,  Detroit,  Mich 49 

DsBtadihad  Fire  Underwriters.  Peoria.  lU 345 

DtsbSen  Mstwl  Fire  In.  Co.  of  Baltimore  City 254 

^>mkn  k  Warehousemen  Reciprocal.  Waoo.  Tex 358 

Ha  Fnt  In.  Co..  Greenboro.  N.  C 49 

DoviMtff  Mutual  Fire  Ins.  Co.,  Boston 254 

Dn«piti  iBdemni^  Exchange,  St.  Louis.  Mo 358 

i>«apBti  Mutual  Fin  Ins.  Co..  Canton.  S.  D 255 

DBbqie  Fbe  4c  Marine  In.  Co..  Dubuque 50 

I>sme  laderwriters.  Pittiburg.  Pa 345 

Ot«idorfer  ftdns.  Co.,  Duaseldorf,  Gcr 380 


Eagle  Fire  In  Co..  Pferis.  France 

S^Fae,  In.  Co..  Newark.  N.  J 

EMkraFuelna,  Co^  Atlantic  City,  N.  J 

omn  sShore  of  Virgima  Fire  In.  Co.,  Keller,  Va . . . . 

EiMoa  Fire  Ins.  Co.,  Concord,  N.  H 

&An  Uadowriten  Agency,  Camden,  N.  J 

£»gaue  Marine  Ina.  Co„  Ltd.,  Gt.  Britain 

QI^Uiiderwritcn,EaPaso,Texn 

□lia  National  I^  Co.,  Chicago 

£^  CcHvcratiTe  Fire  In.  Co.,  Middldwrg.  N.  Y. 
^fwe  Raeip.  Inter-Insunrs.  San  Antonio. 


...  380 
...  51 
...  52 
...  52 
...  51 
...  345 
...  380 
...  376 
...  377 
...  255 
...  376 

Undcrwriten  Agency,  Hartford 345 

wpriK  Mutual  Fire  In.  Co.,  Providenee 255 

f(NlsUiFmIn.Co..Charicston,S.C 64 

S^labli  Fire  A  Marine  Ins.  Co..  Providence 53 

Muble  Fire  Underwriters.  Chicago.  lU 376 

fqe^ible  In.  Alfiaoce.  San  Franoaco.  Cal 345 

&@ebk  Ins.  Co..  Iwfiuttpolis 377 

g?3iaMe  Reciprocal  Kxchangf .  Dallas,  Tex 358 

^^yFnln.  Co.,  Kanms  City,  Mo 54 

^fK^  Mnoal  Fire  Ins.  Assn.,  Sioux  City,  Iowa 256 

w  4  dolEolk  Equitable  In.  Society.  Colchester,  Eng 380 

|B«fca  Ffce  4  Marine  In.  Co.,  Cinrmnata 55 

^«iaBanomeeCo^Berfin 380 

aawiaa.  Co,  Ltd^  London 380 

^K^Mvr  Tin  In.  Co..  Chicago  and  La  Porte.  Ind 377 

^siaafe  Uaderwriters  Agency.  New  York.  N.  Y 346 

^-'ona  Underwriters,  Toronto.  Can 346 

•cioa4  Tiaders  In.  Co.,  Mobile,  Ak 55 

■(^•aiy  latcr-Insoraiiee  Aaaociataon,  Kanan  City,  Mo 358 

ai  girer  MaonfaetorerB  Mutual  Ins.  Co.,  FaU  River,  Mass.  256 

*&Qty  GsBttn  Mutual  Fire  Ins.  Co.,  Louisville 256 

«V»  r.  4  M,  Farn,  N.  D 56 

«®  Uaderwriiera.  Fargo.  N.  D 343 

las.  Co.,  Cedar  Rapids,  la 66 

ASsoee  Ina.  Co.,  MePherson,  Kan 256 

Fire  In.  CcK.  York.  Pa 257 

Fire  Ins.  Co.  of  Upper  and  Lower  SMioon  Townfaips, 

P* 258 

k  Maanfactorers  In.  Co.,  Charieston,  W.  Va 377 

M^aal  Fire  In.  Co.  of  Houghton,  Keweenw  and 

Coutaea.  Oahimei.  Mich 250 

M^oal  Fire  Ins.  Co.,  Salem.  N.  J 259 

Mutual  Fire  Ibb.  Co.,  Wihnington,  Del 259 

M^aal  Fire  Ins.  Co.,  Unoofai,  Neb 258 


Paoi 

Fanners  Mutual  Home  Ant.  Assn.,  Hooper.  Neb 257 

Fannere  Mutual  Home  Tornado  In.  Co..  Hoooer,  Neb 257 

Farmers  Mutual  Protective  Asm..  Stratford,  Tex 358 

Farmen  Reliance  Ins.  Co.,  Camden,  N.  J 259 

Farmen  Underwriten  Reinprocal  indemnity  Exchange,  Ft. 

Worth.  Tex 858 

Federal  Fire  In.  Co.,  Chicago 877 

Federal  In.  Co.,  Jersey  City 66 

Federal  Underwriters.  Ltd.,  Winnipeg 346 

Federal  Union  Fire  In.  Co..  Chicago 67 

Fideaty-PhenixFireIns.Co.,N.Y. 58 

Fidelity  Underwriters,  New  York 346 

Fidelity  Underwriters.  Chicago,  lU 876 

Fine  Art  A  General  In.  Co.,  London 381 

Finnish  Mutual  In.  Co.,  Calumet,  Mich 260 

Fire  Association  of  PhiUdeiphia 59 

Fire  Association  of  niinols,  Chicago 376 

Fire  In.  Co.  of  Northampton  County,  Easton,  Pa 260 

Fire  Insurance  Co.  of  Seattle.  Seattle,  Wash 61 

Fire  Reassurance  Co^Paris,  France 192 

Fire  Retief  Assn.  of  Wayne  County.  Newark,  N.  Y 260 

Fireman  Fund  Ins.  Co..  San  Frandsoo 62 

Firemen  Fire  Underwriten,  Chicago.  Ill 876 

Firemen  In.  Co..  Newark 64 

Firemen  In.  Co.,  Washington.  D.  C 64 

Firemen  Fire  In.  Co.,  Chicago 377 

Firemen  Mutual  In.  Co.,  Providence 260 

Rremen  Underwriters,  Newark.  N.  J S46 

Firemen  ft  Medianici  Ins.  Co.,  Madison,  Ind 65 

First  Bohemian  Reineuranoe  Bank,  Prague 881 

First  National  Fire  In.  Co.,  Washington.  D.  C 65 

First  Reinsurance  Co.  of  Hartford,  Hartford.  Conn 66 

First  Russian  In.  Co.,  Petrograd 192 

Fitchburg  Mutual  Fire  Ins.  Co.,  Fitchburg 261 

Fonciere  Ins.  Co.,  Paris 198 

Foncier  des  France  dc  des  Cok)nies.  Paris 381 

Forest  Products  Ins.  Exchange,  New  York 358 

Fortuna  General  Ins.  Co.,  Berlin,  Ger 381 

Frankford  Mutual  Fire  In.  Co.,  Philadelphia 262 

Franklin  Fire  Ins.  Co..  Philadelphia 67 

Franklin  Mutual  Fire  In.  Co..  Providence 262 

Frankona  Ronsurance  Co.,  Fnmkfort-oo-the-Main,  Germany  193 

Garfield  Aonirance  Fire  Lloyds,  New  York 376 

General  Fire  Aaurance  Co.,  Paris,  France 194 

General  Indemnity  Ebcchaoge,  St.  Louts 358 

General  (Mvine)  In.  Co..  Dreeden 194 

General  Tnist  ft  In.  COm  Atlanta,  Ga 377 

General  Fire  Assurance  Corporatkm,  Richmond,  Va 877 

Georgia  Fire  Underwriters 346 

GeiHgia  Home  Ins.  Co.,  Columbn 68 

Gewgia  Indemnity  Association,  Atlanta 377 

German  Fire  In.  Co.,  Baltimore 69 

German  Ins.  Co.,  LomsviUe 70 

German  Fire  Ins.  Co..  Peoria,  ni 70 

German  Fire  In.  Co..  Pittsburg 71 

German  Fire  In.  Co.,  Wheeling,  W.  Va 71 

German  Alliance  Ins.  Assn.,  New  York 346 

German  Alliance  In.  Co.,  New  York 72 

German-American  In.  Co.,  New  York 73 

German-American  Fire  Ins.  Co.,  Baltimore 76 

German-American  Ins.  Co.,  Pittsburg 75 

German-American  Fire  In.  Co.,  Washinifton,  D.  C 76 

German-American  Fire  Underwriters,  Chicago 376 

German  Fire  Underwriters,  Gary,  Ind 376 

German  Mutual  Fire  Ins.  Co.,  Chicago,  Dl 262 

German  Mutual  In.  Co.,  Cincinnati 263 

German  Mutual  Fire  Ins.  Co..  Covington,  Ky 268 

German  Mutual  Fin  In.  Co.  of  Jefferson  Co.,  LouisviUe,  Ky  263 

German  Mutual  Farmen  Fire  In.  Co.,  Mishicot,  Wis 262 

German  Re- ft  Co-Ins.  Co.,  Berlin,  Germany 381 

German  Underwriters,  Milwaukee ^ 346 

German  Underwriters,  Omahaj  Neb 346 

German  Unbn  Ins.  Co.,  l^nimington.  Del 377 

German  Washington  Mutual  Fire  In.  Co..  Louisville 264 

Gcrmama  Fire  Ins.  Co.,  Chicago 377 

Germania  Fire  In.  Co.,  New  York 77 

Qermania  Underwriten.  New  York 346 

Qermantown  Farmen  Mutual   Ins.  Co.,  So.  Germantown, 

Wis 264 

Ginnere  In.  Exchange,  Houston,  Tex 359 

Oinnen  Mutual  Underwriten  AssociaUon,  Tyler.  Tex 859 

Oilmen  Reciprocal  Underwriters,  St.  Louis,  Mo 350 

Girard  Fire  ft  Marin  Ins.  Co.,  Philadelphia 78 

Girard  Underwriters,  Philadelphia,  Pa 346 

Glen  Cove  Mutual  In.  Co.,  Glen  Cove,  N.  Y 264 

Gkn  Falls  Ins.  Co.,  Glen  Falls,  N.  Y 80 

Globe  Fire  Ins.  Co.,  Huron,  S.  D 82 

Gk>be  Fire  Underwriters,  St.  Louis,  Mo 359 

Gk>be  ft  Rutgers  Fire  In.  Co.,  New  York 81 

Gbbe  Underwriten  Agency,  New  York 346 

Qk>bn  Ins.  Co.,  Hamburg 381 
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Onb  Daln  MiAbI  Fin  liB.  Co.,  Bobn Itt 

Onb  Dnhn  KaOoiui]  Mittstl  Ftn  lot,  Co..  IndiutpolH. . .  Ml 
Oram  Bhipcov  UutuAl  ¥m  Ids.  Awfiulioo,  Ida  Giove,  Im. .  2H 
OtwxI  Rifidi  Mtnlisali  Mutud  Fin  lu.  Co.,  Orud  Rifiik. 

Mioh....  lU 

OtMiU  MoWiI  ?n  !M 

OiuilaBttUFi  uth.N.H SS 

Oi^ibis  Art!  U  P1iilKl<b>liB IM 

OrtAt  Amencui  q^Bu  AiibKiio,T«'r-.,  3n7 

QratUbaFSn-  [oa  CUmis 3T7 

Onat  Kortbcn  J  hicuo       .,-'..,--..'....'.."  377 

Qnat  NorthsD  1  p.d  Mtm, M 

OnU  North  In  Taiwy  AU m 

Gtvt  Soutlxni  1  I        o.Kj 84 

QroitWHtcrnl  S*       !>       3M 

GnMWiirtanil  o 877 

Qma  Conitj  >  OnmriUa.  N.  Y 1B7 

Ondum  Rrt  A  t.  Ltd,  LobIiid.  Eu.  . .  3S] 

Oiocai  Cub  Dc  1  il  Co.,  HuiilJD(daa7Pii.,  !67 

Qurdiu  Amr  C-d    [dDdon  382 

Qian)iuFi»1u  OD.&lt  UkiCit/,  UMh U 

OMnfiia  Im.  Cop ,  Koifalk,  V>       JTT 

OuuutlF  Fin  lu.  Aim    DailM,  Ta 3M 

Oiunur  nn  I»  Co   New  York ,   ...  838 

Ouiu^  Undvimtn.  Naw  Ynk.  M» 

Himburc  AssiuBOCG  L'u..  HuuW W 

'Hambmi'Braua  Fin  lu.  Co.,  Hamtiurg  ................  IM 

Hmbutt  Town  Mutual  Ina.  Co.,  Uaubutf,  Wk M7 

BMnbiir(Uiid<nRll«n.BambiiTi,  Q<r      381 

HuUUn  Ffa«  IM.  Otk.  Hnr  ToA.  N.  Y H 

biBnUnUDtiiilnnIiiLCB..niufiFlJ,  Uaai IN 

Hud-tn-Hand  UndirwriUn,  Haw  York      347 

BaanK  Fin  lb.  Co.,  Naw  YoA, , 88 

inbor  CiMk  Mnbial  nn  Ini.  Co..  Eiir.  ?a IM 

Eardnn  Dnln  Untoal  Fin  lu.  I'-n  .  .<wnB  Pnnl,  Wia.  2<8 

HoilwanDaalinUul.  Fire  Avn..  Hoi.'Jigdoii,  Pa 3S§ 

Hanlnn  i  Implemml  Doilpn  Mut  1:1.  un(e,DaUai.Tei,  3«a 

Banaoiria  MuUiiU  Firn  [ii«  rn    KnFTikli^ --....-...-..-  JtS 

Hartfotdl.ri' !■..  i  ..    jii-.rl  se 

Hartf»r.i  [  '. .  Ho.  HaAlMUr,  OUi. .  »TI 
HartfoMi  ,  Hun  ford KM 

H*wli<on  A  Dn  Moii^  Fin  Ini.b^'.'bB'Moiiiai'. '.'.!!::!  847 
HaaiMofOtkLtrcAQsmlAHr.  Ca.,  Ltd,  LoodoD....  3S3 

H«iTCIvfhaliia.Co„LndDflOD.ET. 88 

E«iaa>FanB«UDtiiainnlDa.Ca7a«iMD.Wk 270 

HnaiidgIia.Oa.,H<Dplui.T«aa 10 

ffibaiii  nn  laa.  Co..  CbieMo,  .  (11 

HIbtni*  Uadanritn.  KnrYo 
"»■— ^-  "Ttaal  Im.  r      ~ 

tual  FIi*  I 

ir  MuUal  Fin  lu.  Co..  Pbdadelphk. 

rlMB  UDdswrilo,  Chilian « 1 

BdIji^  MaMa]  Fin  Ina.  Co.,  BtlBi.  Ha« 171 

Bma  Fba  In*.  Co.,  FodyB^  Aik 81 

Boma  Fin  Ih.  Co..  HaaptaB,  Va M 

Hooa  Kn  Ina.  Co..  Sail  Lilia  CHtf « 

Homa  Id*.  Co..  Nn  Yort (1 

Hma  tsa.  Co.  of  Hawafi,  Ltd.,  HaDoluls M 

Horn  Ina.,  Bk(.  A  Tr.  Co..  QalnatoD,  Ite 377 

HiaaInU(Jiia.EuliaanKtan(a9.Mo 378 

HonaUMaalFinlM.Co.dBnoaHOii.,Bi^uialM.N.Y,  171 

Hoaa  Undmnilaa,  Fotdfoa,  Ark 347 

Sent  UadKvriUn.  Now  Yoifc 847 

Boi>aHataalFSnIu.Corf^o<idaiioa'. '.',!!!!!!!! !!!!.'.!!!  171 

HaUIIndaDut|:&oliaB«.St.Uiila MO 

HoMbotdt  Fin  iM.  (^^KdxiK.  Pa gg 

Hnn(HoaialBainBoaCu.,MUItnbiirt.KT 27! 

I«a  Cnaa  Mba.  Badpnnl  EuhuKc,  Faniai  City.  Mo . .  3H 

lMUaaabotDr«alt*cl;'a«alEi.,KaaiaiCitr.  Mo 3«0 

IlliB(iaInt.Co..ClnauD 377 

Iboja  Mntiil  Fb«  UHknriUn.  BtiTiikn,  IB 273 

inbOM  Undawritaa.  CldauD  III U7 

nimoia  Undsinitn  HatsalAm.,  ChiavD 378 

Impgrial  Ajaunnn  Ca.,  Nev  V«ck W 

IbiwU  laa.  Co.  o(  AnMTKB.  CUcafo 877 

luiteagat  Dialn  Mutual  Ina.  Co.,  Ottod  FoAa,  N.  D. . . .  171 

ladmaHjr  Ana.,  Loadoo,  Eng 381 

IadBBwitTBiiliaiia,CluBaiD 380 

bdaudu  tU^HiriMAan.  Co.,  LondoD IM 

lBdHiBd«aFinba.Co.,  FtailHMpUt 98 

Iwfl*MR«Wlll<teh.A«D.Mut.FinIiia.Ca..And«oii.lDd.  274 
■   '       ■      ■         ■iaMiitii^^CD.,lBifiuuo(b...,. 273 

,....  .'ork '■ '.'.'.'.'.  8M 

bdtMfial  nn  laa.  Co.  Akmi,  Ohio «T 

ladaatrial  Motual  Ih,  Co^  Bcatoo 2T4 

IndtMrial  Uadovnia^  Ctiicafa 378 

ladoAiiUa  Mutual  Ina.  Bada9,Pifia,Fraiua 382 

IikndFInAlbriMlM.Ci>..CUn(D**dUn)rt«.Iiid...  377 


iHuranoe  Co.  o(  North  Asuica.  FUlHMpUa «T 

liniiaii«Co.D(tl»StiiMofF«aBi7lTaiiia,PliiladilpUl...,    M 
Ini.  Euh.  of  Mnobni  of  Nat.  Rtuil  Dnr  Qoodi  Aim.,  Chi.  3<l 

iDaanaM  Enfaaup  UsdWnitn,  FUladtlplua,  Fa 347 

iHDUDe  CadinRitai.  N«r  York 347 

Inlv-Inaarauog  Eidiauga  o(  tba  AulomotiUa  dab  c<  Bouthn 

Calitanua,  La*  Anoba 381 

'    '  "   ■  iBia,  CluoaBO.  in 30 

inB,  Wai&DCIOB.  D.  C 381 

n_ur.  Am.,  PWa 3«l 

TIr  Ina.  Co.,  Gbicaio 377 

FinluCo.,  Dallai.Tei 101 

luL  Co.,  New  York 101 

Fin  OiM.Ntw  York 978 

RaBHunikoe  Co.  Vienna,  Auitria.  *"* 

"  '   wriln  B  Pho.  Ti 


374 


Co,CoBMrd,N, 

ita-SUtaFinIiia.CD,.  DeOut iw 

rtara««In«.Co..ChiiaiO 377 

itv«at«Uiularwnt(iLDBlba.Ta 311 

rmHaidwue  Mutual  Ina.  AMB.,M*Ba  at*,  b 271 

im  ilalMiiiilMiillllIin  ilmi.rmnilTi 271 

nnManiibatannIiit.Co.,  W*l«l«>,Ia 103 

iwa  MtRUtUt  Miilnil  Fin  loa.  Am..  Bpag*.  la 171 

>w(Imr1aiMnt  Mutual Ih.  Abd..  Nanik,  I* 271 

nra  Mutual  Tornado  IB.  An.,  Da  MoiH.  I* ^ 

)«BtaUlB.CD.,K«itaik,b 171 


■thmn  Uoyda  o(  tLa  Oitr  of  New  York.  N.  ¥. . . 
taEan  Fin  i  Marine  Ina.  Co.,  Turin.  Itah' 


a.  Co.,  M(M 
_i«Finlni.  _.._ 
n  County  Patrona  Fl 

mo  Mutual  I^n  Ini.  Co.,  St.  Louit 

T  Fin  UndtrwriUn.  Newark.  N.J 

u  Mutual  Fin  Im.  Co.,  Allmion,  Pa. . . 

^  ^illiu.  Co^.  U| 


^  ._jtualInB.Co.,  Dots,  D(i 

itackx  Fin  lui.  Co.,  Covinitui,  if 

inijiiiiuiu  Mutual  Fin  Ina.  fii    Iriiairtiim.  Wa 

Keyitone  Mutual  Fin  Ina.  Co.,  FUladaiiifai* 

EoratoBa  Undawritn.  FittebuiE. 

Knkkerbooker  Iw.  Co..  New  York 

Knox  County  Mutual  Ini.  Co.,  Mt.  Vemoo,  0.. 


iwOrleaoi... 


ChuhiieWCo.,  Lld..'Linrpoiii,'Ki^ 
^Jtual  Fin  Ina.  Co.,  Lanoaatv,  N.  Y . . . 
HeoiiaiKal  ExcliadcB,  Kaodt  City,  Mo. 


Fir»lM.Co.,Na*livUlftT 

'  la,  i  Baukinc  Co..  BaiDB. 

UutualFSlna. Co^  UlehSeM, Cona _ 

Little  Black  Fannn  Mutual  Fin  laa.  Co.,  UttI*  Bladk.  Wta.  1> 

TiT«i;ool  A  LoodoD  ft  Globa  Ina.  Co..  livvpool -  11 

LiTerpool «  London  ft  Oloba  Ina.  C«.,  New  Ycrk II 

IiTiu>toiiCountyMutualF1nIu.Ca.,UToniaCeatar.N.Y.  3> 

Lloydfl. UhuIdi],... — ^ 

Lioyda,  New  York 3 


ondoB  tlnd»writi,  N*w  Yotk 

--  Star  Fire  Ina.  Aan..  Fort  Worth.  Tai. . . 

nana  Fin  Idk  Co..  Baton  BooslU 

_„rTill<  Oaman  Mutoal  F!n  Ina.  &,.  Lata 
swell  Mutual  Fin  In*.  Co.,  Lowell.  Maaa. .. . 


ir.  Cp.|  I 


d.Co.,  I 


d..Lood«i.Eiu.  2 


9.  Spabut^  Wa* 

ly  Contnet.  SaaduikT,  0. . 

i  InJeanity  Bialiaiiia.  Beatlle,  WaA 

na  Im.  Co..  FhUadiUk 

nalnt*-lna.  AasL.KaaaaaO^ 

M  LloTdit  bu  Olak*,  ma 


REPORTS    OF    nBE   INBUHAKCE   COMPANIES. 


a.OiL.Nc*fBlk,V>... 

a]  IM.  Co,  ilte^M,  OU 
t—hiiniCiitoTiitai.  HnmtoQ.  Tg  ... 
lont  UBbI  Fbi  Im.  Co,  HuWoa,  Fl . . 
[»  Ub.t  HmfaBk  UnRul  IM.  til,  I4 

I;alfalBlfb>I«C<L,I«n,Uw 

H.ifa.  T-  IV.    MJ— .  I~) 

HuinnI«.Oo.,hnJui(l 

■■■||i.i,Iid,Li  ■      - 

ttvia Itiliil Fh , ,.._ _ 

-    -   -■  ~  ■■ntairtaliH.Ca..UHHti)*M,_ 

IdrkilB-CLTR 

nLMljinTcfk.V." 

nH)^FkalB.Ca.I. 

-'ltlKCi>.,C 

Hmiwit  <(itisii.t  Fin  Ik'  Co.'.  CUi^pV. '. 
11-4. J  "-^  Cta  l™.  Co.,  BiHiBim,  f" 
I  Mwio*  In.  Co.rB 

"iarCo.'.NnrtMi^Ku. ;;;..; IS 

^^ ■tTDinjtQtt.  DbI.  .....■...■.■■..■■.  11 

j-1^  liu.Ca..Wuldnft(ia.D.C SI 

'"    '"'^'.'.'.'.'.'."'.'.'.  17 
j; 

ft.1 a 

_- 34 

HMWit  ........,M..n,  M...    -,  .,jrri.ri:.n,T(n™«ta,Pfc  M 

jMrtl  h.j.r-  Fir.   :  -,.'.';•.,, I,,.,  ^^,L  Antonio,  Tei,  3< 

""■•a  Eu^KioL  CkKuu         17 

lMnbEtrfailii(.a>,ChiMiaudHuBnaiid,lBd..  17 
■■Hiiili  ft»  Aaa.  a!  A^riia,  U  Porto,  Ind 17 

!!RtMffalM.Ca,DiBTa 11 

UMF)ttAllMnoU>danntt«,Cada*> >' 

)^<hBiFhUcgF^N«rTort H 

"«t»«ii»S;i™f.M. II 

<MM(lM.(^cSwomW.Va SI 

H;^hi.AM.s(TeiH,Ddla 3« 

!^*^btm^aM.BmAttm.VMmnUi 17 

MablliAalM.Co,C(<UI.ouiaa,EiW U 

"■i^BWMiteil  Plw  IM.  Co.,  PnwidM K 

'■■'MIIM^IiiLCcK.IUifauid.S.D U 

■rhMHMitMlFtiBlM.Co-.Chiiiipi » 

mMrMMiga.1  Uat>»l  IM.  Co..  Futo,  N.  D » 

S-3«U»*™ilm,Cli««p M 

gytWiOMa  Ik  50.  lia.B».  Mm II 

■^^4  tavn  Hatml  Kn  IiH.  Co.,  WoRMUt,  Ml*.  St 

S"wMtI«MnUBilnrilin.nPHo,TB 17 

JBiKi*  MiiMfuHem  Inn.  Co.,  Ctaikitoii.  W.  Vt. . , .  17 
;;»*»**  >hw^aiiMi  Miitail  IM.  Co..  Miatf^.  O. .  K 

jMMllfaoiAMannnnlKCa.Don.IM 17 

Ml*  iiiLi  t  MMBtMhli— IMj-Im.  AllL,  QiItmW.  Tb.  M 

S;^  >hti*l  nn  lM.*a>:,  WniaiiM,  ?■ If 

■aiAltai>innIiKOB..Aadmri&a :« 

■■•itiiUFbaIaa.Ca,Chiai«i 11 

■*MCiHwnUlM.CD..lMi« 11 

a>wranMBtaint*lM.Co.,Yilt.tlicb » 

)««■  hi  *Ubw  Ik  Co.  D*oit 11 

is**!!  IliliH  IfaWwl  Bw  IkOb.  UmIm » 

5*PilliiL.  TwL.  era.  *  W.  8.  Ib.  Co.,  aiana tl 

■Man  Mitatf  Fk«  Ik  Co,  Coond,  Uw 2t 

**" "■-  "-'-rwrilm  AdBCT,  Minnapob. . . 

nlKCo,CliHiw 

nlKC(i,Di«H< 

LCo-.^rtWiMk 
I.  Co»  HmiMm>  1 

l^nlfatmlbB.'^CIiicHi) '.~7 

iP-*»lli.*«Mi»lKOo,Iia™ito»... 

«M«rk«lKCih,Cfa&ld.UlH 

'  ' — ■ It  MiiLP.IkCo,OwiJoob«.,, 

^        J^B   '  Al    Wnl    Uiitfi 

fartaAU 


UImKc  Mntud  Ftn  Int.  Co.,  Hinikr,  0 >M 

MoiU  Ik  Akl,  Pua,  Tn Mt 

Mntnh  Atwr.  Co.,  Uindaa,  bi|. 188 

Uoutir  UutmJ  nn  Ik  Co.,  PonbK.  Miah IM 

Unm*  OiMBlr  CMimtin  Pin  Ik  Co.,  Bpnlntir,  N.  Y.  IM 

UoDtaK^ilK  Co..  Bott~  Mnnl  IIT 

MoolfiMDaiT  Fin  !»■  Co..  ji_ 

ldoaNCoaB(vbt.Co,lden -.. 

UoMW  nnlK  Oo,  UoMow 308 

UMarUiii<mAIa*.Co,L(d.,L(iBdaii,bi| 388 

Uoiut  Rojnl  AvnnM*  Co.,  MoBtnal 188 

Honr  CoobV  Hnti^  Fb«  Ik  Co,  AMin,  Uim 107 

MiiniABdKCo.,Umioti Mt 

Mutut]  ksma.  Co.  h*  InavriDf  Hcom  Iim  Ids  br  Fin, 

Philsifolpliii    3W 

MmuiJ  Ajbui  <  Id.  o(  atf  of  Nonriiih,  Honrieh,  Conn JH 

hlutuil  Awiii-  -flsatr,  RielinuiKL  V> 198 

W11W.I  I'arrji.  M  Hn  Ik  Co..  KnrtOB,  Wb IW 

Mutusl  h'.M'  \.iir.  Co..8|nn|fiMMH> 3M 

^(. .    ,1  I  ■     :<•.  Co.,  PotOiiDm.  Po 101 

M.Hii  I  ,  .      .Co,  B«p,U« aw 

f.i       .  .  .&i.,8l.6«iii«,Mo WO 

h'  .  Co..  Wuhinftoo,  D.  C 100 

.'.'  ,  Co.  Ln  HufKdCiwa^.  Bdur.  Ud 30* 

Uui_:..;.,.jLCo.()f  Widumt«C«iatT.H>t)f«tOBS,Ud  101 

UdimI  Fin  Ik  Co.  o(  Alhuj,  Albw.  N'Y W 

MaUinl  nn  Ik  Co.  of  FmMot  Co,  Pmbrfak,  Md 101 

MMolFlnlKCo.tlCuionConntj'.WHtainttitv.Ud...  «ll 

Miitu]FintKCa.ofC«dlC«m^,  BkMuUd 801 

UuMtl  Fin  Ik  Cd.  of  CbaMr  County,  Co*l<nilia.P> M 

MiitiiilIinlKCo.ofC>lwtCo..Pni»PnM&,Md..  101 
MntatlFIn  1kCo.(4  Oanuoloni  tad  Vididtr.  FliikiMpUt  809 

Mntail  Fin  Ik  Co.  of  Kat  OonntT.  ChtMtHown,  Ud tOt 

UBtiuinNlKCo.i;ifLaadDaBCoiti«f,WatB<(>cdVt....  lot 
Untail  Fin  Ik  Oo.  of  UoBlcHMtfCo,  Btndj  SpdniJld.  101 

UatailFlNlKCo.i)(RMdbv,S^diKPa 30t 

UntBl  Fin,  UariK  A  bbid  fK  Co,  nUMWpliu. 308 

UntailliidHiniilf  Sulu«e,NtiTOri«ui 3M 

UatBl  Ik  a  lISaMd  I%"  CIuiimd,  U.  tad  IMmn. ...  377 

UMod  FMMiiw  FiN  Ik  Co.,  Cbuiirton,  Um 3(U 

UiitB*lPn)MliMlat.C<k,WMhincton.D.C.... SOS 

M<iM>ITnMAlKCa,Dof^iM 377 

UBturil»<hV>lUBlKCo.,Pn 388 

Nim^iwtt  Uiitwl  fin  Ik  Co.,  Pnfidowo 106 

NtlioMl  AmtritM  UuoticMnn  Ik  Co.,  DuAu.  N.  C.  IIT 
tUtianal  jtHir.  Co.  of  Vninii,  BinhBood.  V* SIT 

KilioiBlAataiiobU>lKln,WHD,T<i.... Ut 

"'      '~      ',L.*F.lKCa„Ltd..Londm,Bi)|.. 188 

taklb  Ik  Co.,  PItlAuri,  P> 110 

&  InahHilln  Ik  Co,.l(d..  London U> 

•      Co-CUOMO Ill 

H.  *  Tint  Co..  Waoo,  T«i in 

-   Im.  Co.,  E3iabgth.N.J 130 

Hutford 117 

NMkMtl  Fin  Ik  Co.  of  ABHriOh  Mo 1T7 

Nttiond  FinUiid>iRit«.ChioKD,Ill 178 

Hi(idoi]HHdatnUul«innlKCo.,Hiintinfdon.Pt....  VX 

Nitiana]Intv.lKBuiau,KuKiCilr.  Mo 160 

KMiootl  Ik  Co,  DontTlM.  Md  OkUuBt ITI 

NMiuwl  Ik  Co.,  M«iu,  8.  C IH 

NMiDKllKAlDnMaMtCo.,Donr,  Dd ITT 

TTiliiiinl Tin  Til   iirnminiitiiii.  flh^iiii tW 

NwkiMlLmalMlKCo..BnSth> lU 

HMioBtl  UoMtl  Aiwtwm  Co.,  Fliiltdeliilut 308 

Hnbnl  Hatutl  CbuMh  Ik  Co,  CIdcMO lOI 

Nttionl  PMnlHD  Mutul  Pin  IkCo,  Pliih.,  h lOT 

Nttioul  Seoiiiilr  Fin  Ik  Co.,  Onwlu.  Nab Ill 

NttloulStududLilaAnr.Cp,  Ltd.,  Lowkxh&ic. tB» 

NitiDHlUiidimiKnof  AmviakNiiwYoik 188 

NMiOMl  Unioo  Fin  lu.  Co.,  Fittibun 131 

Natioail  Union  Fin  lu,  Eichuge  ot  Uiiuor  Detlcn.  KtrMa 

Citr.Ua 8W 

Nali(nltIniDalKCe..WHliin|tiBi.D.C IM 

N*tk>Kl*FinlKCo,>Mii 108 

NdnAi  Rra  Ik  Co..  Omdin Ml 

NttnMfct  Htrdwin  Uibn)  Ik  Co.  liainlL  Hab 108 

Nafamki  LiuabiniMDi  Mutunl  Ini.  A^..  Lincoln 108 

KtttMrhuk  Fin  A  Uft  Ik  Co.,  Ilia  BtcuB.  Hoilud SOT 

N«ndi  Fin  lu.  Co.,  Cubb  City,  N«t. 118 

K«mrii  Fin  Ik  Co,  Nanrk,  k:  J m 

Ntmrfc  UDdmrittn,  Nnnik,  N.J 3t8 

N«w  Bnmnhik  Fin  Ik  Co.,  tin  Bnuwri^  N.  J 118 

Now  BraonriiA  MiIbiI  Fin  In.  Co.,  Nan  Bnmnnik.  N.  J.  308 

Navtwrrport  Mufaul  Fti*  Ik  Co.,  NMburrport,  Mm 310 

Na«  CHtIa  CoDBIr  Mutul  Ik  Co.,  ITiIminfloB.  Dd 108 

Kav  Dtonitk  Miliitl  Fin  Ik  Co.  Niw  Dtooaik,  W». .  3M 
Naa  Oillud  Undswiitm  AcBDBT,  Couard.  H.  H . . . 
NawHuBViUnFlNlKCo   ""  ' 
tim  Hhio  UndarwriUn  A| 
Kaa  J«n(v  Aaa,  Cnanridc 
Now  Itav  Fin  Ik  Co.,  Ni 


REPORTS    OF    HRE    INSURANCE   COMPANIES. 


Paqb 

New  Jersey  Fire  Undenmtera,  New  York 34fl 

New  London  County  Mutual  Fire  Ins.  Co.,  Norwiefa,  Conn . .  800 

Newport  Mutual  Fire  Ins.  Co.,  Newport,  Kv 310 

New  State  Fire  Ins.  Co..  So.  McAlester,  Okla 377 

New  York  &  Boston  Lloyds,  New  York 367 

New  York  k  New  England  Underwriters,  New  York 376 

New  York  Central  Mutual  Fire  Ins.  Co.,  Edmeston,  N.  Y.. .  310 

New  York  Fire  Lloyds,  New  York 368 

New  York  Ins.  Assn.,  New  York 376 

New  York  Reciprocal  Underwriters,  New  York 360 

New  York  Underwriters  Agency,  New  York 340 

New  York-California  Und^writers,  San  Francisco,  Cal 340 

New  York  Fire  ft  Marine  Underwriters,  New  York 368 

New  Zealand  Ins.  Co.,  Auckland 207 

New  Zealand  Underwriters 340 

Ntagara-Detroit  Underwriters,  New  York 340 

Nianra  Fire  Ins.  Co.,  New  York 120 

Nord-Deutsche  Ins.  Co.,  Hamburg 208 

Nordisk  Reinsurance  Co..  Copenhagen,  Denmark 380 

Norfolk  Mutual  Fire  Ins.  Co.,  Dedham.  Mass. 311 

North  American  Ins.  Co.,  Chicaoo 377 

North  American  Inter^Inaurers  of  the  City  of  New  York,  N.  Y.  360 
North  Branch  Mutual  Fire  Ins.  Co.,  North  Branch,  Minn. .  311 

North  Branch  Fire  Ins.  Co..  Sunbury,  Pa 130 

North  British  k  Mercantile  Ins.  Co.,  London 206 

North  British  ft  Mercantile  In  8.  Co.,  New  York 130 

North  Carolina  Home  Ins.  Co.' Raleigh 131 

North  China  Ins.  Co.,  Ltd..  Shanghai,  China 210 

North  River  Ins.  Co.,  New  Yoric 132 

Northern  Assur.  Co.,  London 210 

Northern  Fire  Assn^  Chicago 376 

Northern  Fire  Ins.  Co.,  Chicago 377 

Northern  Ins.  Co.,  Moeoow,  Russia 211 

Northern  Ins.  Co.,  New  York 138 

Northern  Fire  Underwriters.  Chicago,  HI 376 

Northern  F.  &  M.,  Grand  ForiaVN.  D 133 

Northern  Underwriters,  New  Yoric 350 

Northwestern  Underwriters,  Chicago,  III 376 

Northwestern  Fire  Ins.  Co.,  Chicago 377 

Northwestern  Fire  k  Marine  Ins.  Co.,  Minneapolis 134 

Northwestern  Mutual  Fire  Amn.,  Seattle,  Wash 311 

Northwestern  National  Ins.  Co.,  Milwaukee 134 

Northwestern  Underwriters  Agency,  Milwaukee 360 

Norwegian  Mutual  Fire  Ins.  Co.,  Cottonwood,  Minn 312 

Norwegian  Underwriters,  New  York 370 

Norwich  Union  Fire  Ins.  Society.  Norwich,  Eng 21 1 

Nova  Scotia  Fire  Underwritera  Agency.  New  York 350 

Nye  Danske  Fire  Ins.  Co.,  Copenhagen 387 

Ooddental  Fire  Ins.  Co..  Albuquerque.  New  Mexico  135 

Ocean  Marine  Ins.  Co.,  London 212 

Ohio  Commonwealth  Fire  Ins.  Co.,  CleveUnd 136 

Ohk)  Fanners  Ins.  Co.,  LeRov.  0 312 

Ohio  Grain  Dealers  Mutual  Fire  Ins.  Assn.,  Cohimbus,  0. . . .  313 

Ohio  Hardware  Mutual  Fire  Ins.  Co.,  Coshocton,  0 313 

Ohio  Ins.  Co.,  New  Albany,  Ind 377 

Ohio  Millere  Mutual  Firelns.  Co.,  Canton,  0 313 

Ohk)  Mutual  Ins.  Co.,  Salem.  0 314 

Ohk)  Retail  Grocers  Mutual  Fire  Ins.  Co.,  Springfield 314 

Ohio  Underwriters  Mutual  Ins.  Co.,  Van  Wert,  Ohio 315 

Ohio  Valley  F.  &  M.  Ins.  Co.,  Faducah,  Ky 136 

Old  Cotony  Ins.  Co.,  Boston  136 

Oki  Dominion  Fire  Ins.  Co.,  Richmond,  Va 377 

Olympic  Fire  k  Marine  Ins.  Co.,  Fort  Smith,  Ark 377 

Oregon  Fire  Relief  Assn..  McMinnville,  Ore 315 

Orient  Ins.  Co.,  Hartford 137 

Otsego  Mutual  Fire  Ins.  Co..  Burlington  Flato,  N.  Y 316 

PkMnfio  Automobile  Indemnity  Exchange,  Los  Angeles,  Cal. .  370 

Pfcdfic  Fire  Ins.  Co.,  New  York 138 

Pacific  National  Fire  Ins.  Co.,  Sacramento.  Cal 139 

Psoific  SUtes  Fm  Ins.  Co.,  Portland,  Ore 130 

Paoifie  Underwriters  Agency 350 

Pamt  Trade  Fin  Ins.  Exchange.  Seattle 376 

Paint  Trade  Mutual  Fire  Ins.  Co..  Philadelphia,  Pa 316 

Pslatine  Ins.  Co.,  London 213 

Palmetto  Fire  Ins.  Co.,  Sumter.  S.  C 140 

Pannonia  Hungarian  Reins.  Co.,  Budapesth 380 

Paper  Mill  Mutual  Ins.  Co.,  Boston 316 

Parkersburg  German  Ins.  Co.,  Parkersburg,  W.  Va 377 

Pan  City  Underwriters,  El  Paao,  Tex 376 

Patemelle  Fire  Ins.  Co.,  Paris 214 

Patrons  Mutual  Fire  Ins.  Co.,  Hartford,  Conn 317 

Patrons  of  Husbandrv  Fire  Relief  \s»n.,  Newburgh,  N.  Y. .  317 

Pawtucket  Mutual  Fire  Ins.  Co.,  Pawtucket,  R.  1 317 

Pewless  Fire  Ins.  Co.,  Waco.  Tex 140 

Penn  Mutual  Fire  Ins.  Co.  of  Chester  Co.,  W.  Chester,  Pa. . .  318 

Pttm  Underwriters.  Pittsburg.  Pa 350 

Pennsylvania  Fire  Ins.  Co.,  Philadriphia  140 

Pennsylvania  Lumbermens  Mutual  Fire  Ins.  Co.,  Phila 318 

Pttmsylvania  Millers  Mutual  Tve  Ins.  Co.,  Wilkes-Barre 319 

Peoples  Co-operative  Underwriters.  Chicago,  111 376 

Peoples  Fin  loa.  Co.,  Frederick,  Md 142 


Paqi 

Peoples  Ins.  Co.,  Chioaco 377 

PMples  las.  Co..  Chicago  and  Kenosha,  Wis 377 

PMples  National  Fire  Ins.  Co.,  Philadelphia,  Pa 143 

Petersburg  Savings  k  Ins.  Co.,  Petersburg,  Va 144 

Phila.  Contb.  for  the  Ins.  of  Hooses  tnm  Loss  by  Fire, 

Philadeli^ 3W 

Philadelphia  Manufs.  Mutual  Fire  Ins.  Co.,  Philadelphia. . .  32fl 

Philadelphia  Underwriters,  Philadelphia,  Pft 350 

Phoenix  Assur.  Co^.  London 215 

Phoenix  Ins.  Co.,  Hartford 145 

Phenix  Ins.  Co.,  Paris 214 

Phenix  Mutual  Fire  Ins.  Co.,  Conoord,  N.  H 321 

Phoenix  Underwrilera,  New  York 35fl 

Piedmont  Fire  Ins.  Co.,  Chariotte,  N.  C 147 

Pk>neor  Cooperative  Fire  Ins.  Co..  Greenville,  N.  Y 321 

Piscataqua  Fire  Ins.  Co.,  Portsmoutii,  N.  H 147 

Pittsburg  Lumbermens  Mutual  Fire  Ids.  Co.,  Pittsburg 321 

Pittsburg  Fire  Ins.  Co..  Pittsburg 147 

Pittsburg  Underwriters.  Pittsburg 351 

Planters  Ins.  Co.,  Bowling  Green,  Ky 322 

Planters  Underwriting  AUianoe,  St.  Louis,  Mo 37Q 

Pohjola  Fire  Ins.  Co.,  Helsingfors,  Finland 38£ 

Porthmd  Marine  Underwriters.  Portland,  Me 37 1 

Portsmouth  Fire  Assn.,  PMtsmouth,  N.  H \if 

Potomac  Ins.  Co.,  Washington,  D.  C 14£ 

Prairie  State  Ins.  Co.,  Chicago 371 

Preferred  Mutual  Firelns.^.,  New  Berlin.  N.Y 322 

Printers  k  Publishers  Exohange,  Houston,  Tex 371 

Printers  &  Publishers  Ins.  Assn.,  Waoo.  Tex 371 

Printing  Trades  Mutual  Fire  Ins.  Co.,  Chicago.  HI 32^ 

Profit  Siarins  Co.,  El^aso,  Tex 37| 

Property  Underwriters  Assn..  San  Francisco 37! 

Proteetion  Mutual  Fire  Ins.  Co.,  Chicago 322 

Protector  Underwriters,  Hartfwd,  Conn 35^ 

Providence  Mutual  Fire  Ins.  Co.,  IVovidenee 32j 

Ph)videnoe  Underwriters  Agency.  IVovidenee,  R.  1 351 

Providence  Washington  Ins.  Co.,  Providenoe 14( 

Provincial  Ins.  Co.,  Ltd.,  Bolton,  Ehig 38! 

Prudential  Fire  Ins.  Co.,  Manchester,  N.  H 15< 

Prudentia  Reinsuranoe  Co.,  Zurieh,  Switaeriaad 39( 

Prussian  Natbnal  Ins.  Co.,  Stettin 21( 

Prussian  National  Underwriters  Aoeney,  Chicago.  Ill 35 

Publishers  RedproMl  Exohange.  Kansas  City,  Mo 37 

Queen  Ins.  Co.  of  America,  New  York. 15 

Queen  City  Fire  Ins.  Co..  Sioux,  Falls.  S.  D 15 

Queen  City  Fire  Underwriters,  Chicago.  Ill 37 

Quinoy  Mutual  Fire  Ins.  Co.,  Quincy,  Mass 32 

Raleigh  Firo  Ins.  Co..  Raldfh,  N.  C 34 

Reciprocal  \nnex,  Kansas  City,  Mo 37 

Reciprocal  [ndemnifiers  of  America,  Si  Louis,  Mo 37 

Reciprocal  Indemnity  Exchange.  Los  Angeles,  Cal 37 

Reciprocal  Exchange,  Kansas  City 37 

Reciprocal  Underwriters.  Kansas  City 37 

Regal  Fire  A  Accident  Ins.  Co.,  London,  Eng 3{ 

ReBanoe  Ins.  Co.,  Philadelphia ., 15 

Rdianoe  Marine  Ins.  Co..  Liverpool 21 

Republic  County  Mutual  Fire  Ins.  Co.,  BeUeviUe,  Kan 32 

Republic  Underwriters.  Dallas,  Tex 35 

Reserve  Fire  k  Marine  Ins.  Co.,  Chicago  and  La  Porte 31 

Retail  Druggists  Mutual  Fire  Ins.  Co.,  Cincinnati 32 

Retailers  F^Ins.  Co.,  Oklahoma  City,  Okla 15 

Retail  Hardware  Mutual  Fire  Ins.  Co.,  Minneapolis 32 

Retail  Lumbemkens  Ins.  Assn.,  Minneapolis 32 

Retail  Lumbermens  Mutual  Ins.  Co..  Milwaukee.  Wis 3! 

Retail  Merehants  Assn.  Mutual  Fire  Ins.  Co.,  Springfield. .  S'a 

Retail  Merchants  Ins.  Assn..  Newport,  Ky 31 

Retail  Merohants  Mutual  Fire  Ins.  Co.,  Minneapdb 31 

Retailers  Mutual  Fire  Ins.  Co.,  Philaddphia,  Pa Zi 

Rhenish-Westnhalian Reins.  Co.,  M. Gladbaeh, Germany. ...  9{ 

Rhode  Island  Ins.  Co..  Plrovidenoe U 

Rhode  Island  Mutual  Fire  Ins.  Co.,  Providenoe 31 

Richland  County  Mutual  Ins.  Co.,  Mansfield.  0 Zi 

Richmond  Ins.  Co..  West  New  Brif^ton,  N.  Y t 

Rochester  German  Underwriters.  Rochester,  N.  Y 3 

Rockville  Mutual  Fire  Ins.  Co..  Roekville,  Conn 3 

Rocky  Mountain  Fire  Ins.  Co..  Great  Falls.  Mont I 

Ro&'ia  Ins.  Co.  of  America,  Hartford,  Conn 1 

RoRsia  Ins.  Co.,  Petrograd 2 

Royal  Ins.  Co..  Liverpool 2 

Royal  Exohange  Assur.,  London 2 

Royal  Standard  Underwriters,  Chicago 3 

Ftoval  Underwriters  Agency.  Chicago 3 

FUibber  Manufacturen  MuUial  Ins.  Co.,  Boston 3 

Rosaan  Reins.  Co.,  Petrograd 2 

St.  Paul  Fire  k  Marine  Ii».  Co..  St.  Paul I 

Safeguard  Fire  Ins.  Co.,  New  York ] 

Safety  Mutual  Fire  Ins.  Co^  Lebanon.  Pa a 

Salamander  Fire  Ins.  Co.,  Washington.  D.  C a 

Salamandra  Ins.  Co.,  Petiofmd ' 

Salem  County  Mutual  Im.  Co.,  Balaa,  N.  J 9 
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SdBDMatMlRre  Ins.  Co..  Salem.  MttB 329 

Snfiooloo  IoUt-Im.  FjchMige,  Houston,  Tex 372 

&nDikl!DeIiii.Co..aavBQnah.Ga. 168 

Ste&UBdervritaB,8aaFraDei80o 351 

SaoaiASikaBB4Aieei.Iin.Co.,Ltd.,Glaa80w.8oolbuid..  390 

SnttttUaoii4NatknalI]i9.Go.,Edmbiizsh 221 

SalKCb^Iiferpool 223 

Sal«idnieIiii.Co..At]aDtieCity.N.J 158 

heoai  Ramax  Jm.  Ob.,  Petro«7»d 223 

S>ointa8Rau.Oo.,Viemia.AiMtria 390 

SBOBteGenasleloi.  Co.,  Bnunb.  Belgium 390 

SmrHsf  Matul  Fire  In.  Oo.  of  DeUwire  Co.,  Delhi,  N.  Y..  330 

SKoitjrireUodenrriten,  Chiei«o 376 

Seaa^Motanl  Fire  Ins.  Co.,  ChatSeld,  Minn 330 

SeeonkT  Idb>  Co.,  Cinrinmrti 159 

Seeaatr  Ffae  Ins.  Co..  DsTenport,  I» 159 

Seenit]rIm.Ooi.Ne«Hftven,Coan 100 

Ncni^nreftMarineAnar.  Co..  Washington,  D.C 377 

Ssm  fire  La.  Co..  Buffalo.  N.Y 162 

Shivaee  Fire  4  Marine  Ins.  Co.,  Lima,  O 162 

ShR«ibai7  Mnfeual  Rre  Int.  Co..  Eatontown,  N.  J 330 

SboialBi.CoL.Sloeliidm 224 

Stn&im  Bcina.  Co.,  Copenhagen.  Denmark 390 

SootiiCBoiaalia.  Co..  Colombia,  S.C 162 

Sooth  Daams  Mntnal  Fire  Ina.  Co..  Peabodv,  Mas 331 

Sooth  Earttts  Fire  Ins.  Co..  Chicago  and  Richmond.  Va 377 

tethGcnauiBdia.Co..Manich 224 

^btthem  Fire  Ins.  Co..  Atlanta.  Oa 377 

SiNtbm  Home  lu.  Co..  Charleston.  S.C 163 

Ssnhcni  £aiHB0  Mutual  Ins.  Co..  Wellington 331 

SoathnLmnber  Undesivriters.  New  Orleans 372 

SoDthmMutoal  Ins.  Cq^  Athens.  G« 331 

Mtbn  States  Mutual  Fire  In.  Co..  Philadelphia 332 

Soolhn  Stock  Fire  Ins.  Co..  areeosboro.N.C 163 

SoBtboB  Uadenvziteis,  Greensboro,  N.C 164 

a«hflm  Uadervriten.  San  Antonio.  Tex 37  2 

9aith««etem Ffae  Underwriters.  Kansas City,Mo 376 

Sntfc-Va(emBedprocalUndenrritarB.Wi0hita,S:aa 372 

Smfirid  Fire  4  Marine  Ins.  Co.  Springfield.  Mass 164 

Wdnd  Bilk  Underwriters.  Chicago 373 

SteiM  Fire  Ins.  Cd^  Hartford.  Conn 166 

^bM  F!n  In.  Co..  Trenton.  N.J 1 67 

^tu>^^l  Fire  Ins.  Exchange.  San  Antonio,  Tex 373 

^adardMwnlns.  Co.,  Livwpool 225 

^wM  Mutual  Fire  Ins.  Co..  I%iladelphia 332 

»ite  Lb.  Co..  DmL  of  Phoenix  Fire  of  Hartford. 352 

SateA3Rr.Co.,Lmrpoot 225 

Soie  Mstail  Fire  Ibl  Co..  Rutland.  V t 333 

9^D«dE]«BoaMlnB.Co..Conoord.N.H 167 

^ttiMitaalnrelM.Co.,Providenoe 332 

MBsFinIna.OD.,OobMciIl.N.Y 333 

KelBgFireIns.Co..Indiaiiapoli8,Ind 168 

^i9i«RreIaB.Co.,Qaebec 390 

Hoama  las.  Co.,  Mobile,  Ala 168 

^i^^n  Ins.  4  Rem.  Co..  Stuttgart.  Ger 391 

*?nm»tlBa.Co^  New  York 169 

^PwatUaclarwritera,N.  Y 352 

M&Onatsr  Mutual  Ins.  Co.,  Sonthold,N.Y 334 

^li&Ofiee.  London 226 

'atfatallM.Co.,(SBcinBati 334 

^3  Ccdenniten  Aieney.  New  York 352 

^vafsc  4  LifiB  In.  Co.,  Gothenburg 227 

^HsliDBalIn.Co.Baale,8witieriand 228 

SvsBaBmnneeCo.,Zariiefa,Switieriand 229 

d«}teimdGeMnl  In.  Co,  Zurich,  Switstfland 229 

TeoKM  Farmers  Mutual  Rre  Ins.  Co.,  NashTille,  Tenn. .  334 

i«*aii  Tire  Ins.  Co.,  Dayton.  0 170 

Tetei»FfreIn.Co^Pittriiurg 170 

TtwPirBlM.  AsBO.,  Tyler.  Tex 373 

Tew  SttoaalMutnal  Fire  Ins.  Co..  Fort  Worth.  Tex 335 

JeuM  I'a^  Reeip.  Ins.  Indemnity  Exeh..  Ft.  Worth 373 

I^Citv  Fneln.  Co..  Lowell,  MasB 343 

i^iaa  4  Mera»  Marine  Ins.  Co..  Liverpool 230 

3J«"I«.CoVft«,PkBiioe 391 

^'n«lBiFireIns.Co.,Laiii8rille,Ky 171 

TiJMittr  Fire  In.  Co..  Cambridge,  Md 377 

^•nMamelas.  Co.,  Tokio,  Japan 230 

^«MDFie4Ma&ineIoB.  Co.,  Sandusky,  0 171 

<<^*za8  Ck  0019^  Co-operBtrve  Fire  Ins.  Co.,  Ithaca.  N.Y..  335 

I*n«f  BsBBB  Mutual  Fire  Ins.  Co..  Herman.  Wis 335 

la^kllMlwdeiMntaal  Fire  Ins.  Co.,  Lowell.  Ma«....  335 

^amortatian  Mutual  Ins.  Co.,  Pfaihuklphia 336 

^^  Cify  Fire  In.  Co..  Minneapolis,  Minn 172 
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Tri-State  Mutual  Grun  Dealere  Ins.  Co..  Luveme,  Minn. . .  336 
Tnioa  Ins.  Co..  Helangfon,  Finland 391 

Underwriting  Agreement,  New  York 373 

Underwriten  Exchange,  Chicago 374 

Underwriten  Fire  Ins.  Co.,  Concord,  N.  H 172 

Underwriten  Fire  In.  Co.,  Rooky  Mount,  N.  C 173 

Underwriters  of  Greenboro,  Greenboro,  N.  C 173 

Underwriters  at  Lloyds  of  Minneapolis 373 

Union  AsBur.  Society,  London,  Eku; 230 

Union  Fire  In.  Co.,  Buffak),  N.  x. 175 

Union  Fire  In.  Co.,  Chicago 377 

Union  Fire  Ins.  Co.,  Paris 231 

Union  In.  Co.,  Bangor,  Me 174 

Union  Ins.  Soaety  of  Canton,  Ltd 391 

Umon  Ins.  Co.,  KttdMiig 175 

Union  4  Phenix  EspauM  In.  Co.,  Madrid 232 

Union  Marine  In.  Co.,  liverpool 232 

Umon  Mutual  Fin  Ins.  Co.,  linooln,  Nd> 337 

Union  Mutual  Fire  In.  Co.,  MontpcJier,  Vt 337 

Union  Mutual  Fire  Ins.  Co..  Providenoe 337 

Union  Nat.  Fire  In.  Co.  of  the  U.  S.,  Indianapolis 343 

Union  Underwriters.  New  York 374 

Union  Underwriters.  New  York 376 

United  American  Underwriten  Agency,  Minoeapolis 352 

United  AaBurance  Ann.,  Dallas,  Tex 375 

United  Druggists  Mutual  Fire  Los.  Co.,  Boston 337 

United  Firemen  In.  Co.,  Phikdelphia 176 

United  Ownen  Fire  In.  Co.,  Sprtimfield,  111 343 

United  States  Fire  Ins.  Co.,  New  York 177 

United  States  Fin  4  Marine  In.  Co.,  W.  Va 377 

United  States  In.  Co.,  Memphis.  Tenn 343 

United  States  Lloyds,  New  York 375 

United  States  Underwriten,  Kansas  City,  Mo 37jS 

United  States  Underwriten  Policy,  New  York 352 

Univeraal  Fire  Ins.  Co.,  Chicago,  III 177 

Upper  Rhine  In.  Co.,  Mannheim,  Germany 391 

Urbaine  Tat  Ins.  Co.,  Paris 233 

Utica  Fin  Ins.  Co.,  Utica,  N.  Y 338 

Vermont  Mutual  Fire  In.  Co.,  Montpelier,  Vt 338 

Victoria  In.  Co.,  Burcharest,  Roumania 391 

Vienna  Rans.  Co.,  Vienna 391 

Vir^nia  Fin  4  Marine  In,  Co.,  Richmond 178 

Virginia  Home  In.  Co.,  Richmond 377 

Vulam  In.  Co.,  New  York.  N.  Y 179 

Vulcan  Fin  In.  Co.,  Oakland,  Cal 179 

Wabash  American  Fire  Ins.  Co.,  Wabaafa,  Ind 179 

Wabadi  Ins.  Co..  Hammond,  Ind 377 

Waco  In.  Co.,  Waco,  Tex 843 

Wanaw  Fin  In.  Co.,  Warsaw,  Ruaaia 233 

Washington  Coun^  Mutual  Fire  In.  Co.,  Wnhington,  Pa. .  839 

Washington  Fire  Ins.  Co.,  Washington,  D.  C 377 

Washington  Hardwan  4  Implement  Dealen  Fin  Ins.  Ann., 

Spokuie 339 

Waahington  Mutual  Fin  Ins.  Co.^St,  Louis 838 

West  Bend  Mutual  Fin  In.  Co..  West  Bend,  Wis. 339 

Westchester  Fin  In.  Co.,  New  York 180 

Western  Asaur.  Co.,  Toronto 234 

Western  Automobile  Underwriten,  San  Francisco 375 

Western  Exchange  Underwriters,  El  Paso,  Tex 376 

Western  Fin  4  Marine  In.  Co^  McAleater,  Okla 377 

Western  Grain  Dealen  Mutual  Fin  Ins.  Asan.,  Dea  Moinesja.  839 

Western  In.  Co.,  Pittsburg 181 

Western  Lumber  Underwriten,  Kanau  City,  Mo 376 

Western  Millen  Mutual  Fire  In.  Co.,  Kansn  City,  Mo 340 

Western  Mutual  Fire  In.  Co.,  Urbena,  0 340 

Western  Reciprocal  Underwriten,  Oklahoma  City 376 

Western  Union  Fin  Underwriters,  Chicago,  111 376 

What  Cheer  Mutual  Fin  Ins.  Co.,  Providence 340 

Wholesale  Grooere  Reciprocal  Indemnity  Exch.,  St.  Louis 376 

Wholesale  Grocery  Subscribes  at  Wamen  In.  Bur..  Chicago  376 

Williamaburgh  City  Fin  In.  Co.,  Brooklyn 181 

Winnip0K  Fire  Underwriten  Agency,  New  York 352 

Wisconsin  Chunh  Mutual  Fin  Ins.  Assn.,  Merrill,  Wis 341 

Wlsoonsin  Underwriten,  Milwaukee 352 

Worcester  Manufacturen  Mutual  In.  Co.,  Worcester,  Mass.  341 

Worceater  Mutual  Fin  Ins.  Co.,  Worcester,  Mass 342 

Worid  Marine  In.  Co.,  London,  Eng.,  Ltd .' 391 

Wyoming  Valley  Fin  In.  Co.,  Warsaw,  N.  Y 343 

Yang  Tase  Ins.  Asan.,  Shanghai 235 

Ywkahin  In.  Co.,  Ltd.,  York,  Eng 235 


LIST  OF  ABBREVIATIONS 

USED  IN   THE  FOLLOWING  PAGES: 


Adl.,  additional. 
Aa.,  adjuatment. 
Ala.,  Alabama. 
Alaa.,  Alaska. 
Amcr.,  American. 
Arix.,  Arizona. 
Ark.,   Arkansas. 
Assn.,  Association. 

Bg.,  bridge. 
Bs.,  bonds. 
Bk.,  bank. 
Bkg.,  banking. 
Big.,  building. 

C,  coupon. 

C.  H.,  courthouse. 
Cal.,   California. 
Can.,  Canada. 

Co.,  company  or  county. 
Col.,  collateral. 
Colo.,  Colorado. 
Com.,  common. 
Conn.,  Connecticut. 
Cp.,  Corporate. 
Cs.,  consolidated. 
Cv.,  convertible. 
Ctf.,  certificate. 
Cur.,  currency. 
Cy.,  City. 

D.,  debenture. 
DeL,   Delaware. 
Dep^  deposit. 

D.  C,  Dist  of  Columbia. 
Div.,  division. 

Dis.,  District 

E.,  east  or  eastern. 
El,  electric. 


Ex.,  Exchange. 
Eq.,  equipment 
Ext.,  extended. 
Extn.,  extension. 

F.,  funding. 
Fla.,   Florida. 

G.,  gold. 
Ga.,  Georgia. 
Gn.,  general. 
Gt,  great 
Gr.,  guaranteed. 

Haw.,  HawaiL 
Ht..  Heat 
Htg.,  Heating. 

Ida.,  Idaho. 
111.,  Illinois. 
lUg.,  illuminating. 
Imp.,  improvement 
Insp.,  inspection. 
Inc.,  income. 
Ind.,  Indiana. 
Inv.,  investment 
la.,  Iowa. 
Int.,  International. 

Jc,  junction. 

Kan.,  Kansas. 
Ky.,  Kentucky. 

La.,  Louisiana. 
Lt.  light 
Ltd.,    limited. 
Ltg.,  lighting. 
Loco.,  locomotive. 
Ln.,  Lien. 


Mass.,  Massachusetts. 
Md.,   Maryland. 
Me.,  Maine. 
Mfg.,  manufacturing. 
Mich.,  Michigan. 
Minn.,  Minnesota. 
Miss.,   Mississippi. 
Mo.,  Missouri. 
Mont,  Montana. 
Mtn.,  mountain. 
M.,  mortgage. 

Nat,  national. 

Neb.,  Nebraska. 

Nev.,  Nevada. 

N.  H.,  New  Hampshire. 

N.  T„  New  Jersey. 

N.  M.,  New  Mexico. 

N.  Y.,  New  York, 

N.  C,  North  Carolina. 

N.  D.,  North  DakoU. 

No.,  north  or  northern. 

N.,  Notes. 

Nwn.,   northwestern. 

O.,  Ohio. 

Okla.,  Oklahoma. 

Ore.,  Oregon. 

Pa.,  Pennsprlvanta. 
Pac.,  Pacific. 
PR.,  Porto  Rica 
Pow.,  Power. 
P.,  preferred. 

R.,  Refunding. 
R.  E.,  Real  Estate. 
Reg.,  registered. 
R.  I.,  Rhode  Island. 


R.  R.^  railroad. 
Rs.,  ng^bts. 
Ry.,  railway. 

Sav^  savings. 

S.  C,  South  Carolina. 

S.  D.,  South  Dakota. 

Sc.,  school. 

Sen.  series. 

S.  f.,  sinking  fund. 

So.,  south  or  southern. 

St.,  street. 

Stk.,  stock. 

Sr.,  Sewer. 

T.,  Term. 
Tl.,   telephone. 
Tg.,   telegraph. 
Tenn.,  Tennessee. 
Tm.,  terminal 
Ter.,   Territory. 
Tex.,  Texas. 
Tr.,  Trust 
Tc,  traction. 
Tun.,  tunnel. 

U.  S.,  United  SUtes. 

Va.,  Virginia. 
VaL,  valley. 
Vt,  Vermont 

W.,  west  or  western. 

Wat,  water. 

Wash.,  Washington. 

W.  Va..  West  Virginia. 

Wjs.,  Wisconsin. 

Wics.,  works. 

Wyo.,  Wyoming. 
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H.  WOLFF 

Book  Manufacturer 
518-534  WEST  26th  STREET 

NEW  YORK 


THIS  Bindery  is  equipped  to  manufac- 
ture books  of  all   kinds  in  any  quan- 
tities or  styles.      Books  of   Reference 
and  Catalogues  a  Specialty. 

Botk  Tohimes  of  the  1913  INSURANCE  YEAR  BOOK  are  boand  by  me. 


Telephonee 


(  327f  i 
1  3271  V 
(  3273  I 


BeMLOdsn 


MDtross&ciarkc 

CO. 

Stationers 
Printers .  . 


Catalog  Printing 

Lithosraphing-Engraying 

Blank  Book  Makers 

Office  Supplies 

Store:  li  CLIFF  STREET,  N.  Y. 
Shops  3«  FERRY  STREET,  N.  Y. 


POLICY  BOND 

is  the  correct  paper  on 
which  to  have  your 
Policies  printed. 

Samples     may     be 
had  on  request. 


Commercial 
Paper  Company 

25  Howard  Street 

New  York  City 
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BOSTON   INSURANCE 

COMPANY 

BOSTON,  MASS. 

Capital  Surplus 

$1,000,000.  $2,000,000. 


Fire,   Marine,  Automobile,  Tornado, 
Yacht  and  Tourist  Baggage  Insurance. 

-^ ■  

HOME  OFFICE: 

Company's  Building 
87   Kilby   Street,    Boston,  Mass. 

NEW  YORK  OFFICE: 
66  Beaver  Street. 

BALTIMORE  OFFICE: 
Chamber  of  Commerce  Building. 

WESTERN  DEPARTMENT: 

A.    D.   Baker   &    Co.,    Managers, 

Lansing,  Michigan. 

PACIFIC  COAST  DEPARTMENT: 

H,  J.  Knowles,  Manager  (Marine) 

Curtis  &  Gordon,  Managers  (Fire  and 

Automobile) 
San  Francisco,  Cal. 

SOUTHWESTERN  DEPARTMENT: 

(Texas,  Arkansas,  Louisiana) 
J.  M.  Thomas  &  Co.,  General  Agents, 

Dallas,  Texas. 

FLORIDA  DEPARTMENT: 

J.  H.  Norton  &  Co.,  General  Agents, 

Jacksonville,  Florida. 


AMERICAN  STOCK  FIRE  AND  MARINE 

INSURANCE  COMPANIES 

oootoin  ftbstncfa  of  the  official  statementa  ooveiiiu  the  year  1914,  of  all  regularljf  Uoeoaed  joint  itoek  fire 
wnpaniw  now  domiciled  and  operatbg  in  the  United  Statea,  tocether  with  summariei  of  their  condition  and 
far  «ch  of  the  last  fire  years. 

Kofn.— Tike  Net  PreanmBB  given  in  the  following  tables,  for  practically  all  of  the  companies,  represent  the  gross  premiums  written 
km  asHuti  faii  tar  lananranee,  rebate,  abatement  and  return  premiums  in  the  respective  years,  except  1913-14,  when  deduetions 
ttipfy  to  boHMBi  writtSQ  in  that  year.  Total  income  exeludeii  deposits  reoetved  on  perpetual  policies,  premiums  of  previous  year 
reesned,  and  otter  extraneous  itcns.  Expenses  exclude  deposits  returned  on  perpetual  poHcies  and  other  items  which  oannol 
be 


iETNA  INSURANCE  COMPANY,  Hartford,  ConnJ 

Pkoidat,  Wis.  B.  Clark;  Viea-FAsidents,  Henry  £.  Rees,  A.  N.  Williams;  Secretary.  £.  J.  Sloan;  Marine  Secretary,  W.  F. 
Whittelsey;  Aaastant  Secretaries,  E.  S.  Allen.  Quy  E.  Beardsley.  Ralph  B.  Ives,    Organised.  1819. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Losses 

Yum 

Aaeta 

Fteminms 

Surplus 

Premiumfl 

Income 

Paid 

Dividends 

Expenses 

penditures 

Ineuirsd 

:H4 

mjua.s37 

19330,314 

88.668^ 

a$]0316.447 

111,772,971 

085,892315 

1900,000 

88,773379 

810365,694 

86,197,871 

1913 

22,481,260 

9,060.728 

6,909390 

9,948,471 

10,891,069 

5319.795 

900,000 

3360.753 

9,980348 

5331350 

I9U 

22^12,779 

8,542,177 

7.985,668 

9374,431 

10.493.216 

4.977,974 

1945,000 

3390,104 

9313.168 

5,075345 

1911 

224)17,280 

7,930356 

7339.723 

8,906,034 

9316.103 

4,595,263 

t945,000 

3,089,298 

8379,561 

4.569386 

1910 

21,023,546 

7,424,218 

7369316 

8327345 

#10,117,482 

3.956,749 

749.864 

2.876.339 

7382.952 

3,995.926 

caaed  laemiuuis  include  amounts  redaimable  on  perpetual  policies,   a  Inehides  tl 340,296  marine  premiunte  and  $820347  mariM 
•  ladudes  $1,000,000  premium  on  new  stock,    t  Inehides  $145,000  tax  paid  for  stockholden. 


AmiB,  Dkl  31. 1914. 

Realotate $410,000 

Boodi  and  stocks....  18,939350 
..     1.975,818 
. .     1,968.523 
102,972 
3.664 


Oihcr 


Total 


LlABILRIM,  Dtc.  31.  1914. 

Losses  unpaid $1,027,655 

Unearned  prems ....    9,712,597 

Fierp.  dep.  red 107,717 

Other  liabilities 884.110 

Total  KabiUtics.  $11,732,079 
Capita] paid np.....  5,000,000 
Net  surplus 6.666,437 


823.400327       Total $23,400,527 


$165,690;  investment  profit,  $813,620. 

BISKS  AND  PREMIUMS:  Fire  riaks  in  force  (except  per- 
pecaalf).  December  31.  $1357384399;  premhuns  thereon,  $17,- 
Mi790;  Baarine  and  inland  risks  in  force.  $50,199,887;  premiums 
t&oeon,  81.041324;  perpetual  fire  risks.  $5303,419;  deposit  pre- 
^smm  tiaercoB,  $119,685. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
IZr73a,4<8:  loases  paid,  $144393,663;  dividends  declared,  cash. 
IM^2n3«S;  stock,  82,805,000. 

BEAT.  ESTATE  OWNED:  Consisis  of  the  eompaay's  home 
^ee  boikSag,  640-680  Main  st.,  Hartford,  whieh  property  oost 
196308  and  meaiiied  at  a  valuation  of  $375,000,  and  a  dwelling 
st45  Praspect  st,  Hartford,  carried  at  cost  ($35,000). 

BONDS  AND  STOCKS  OWNED:  Par  Market 

B<mD8.  Value  Value. 

CsMd  States,  a.,  1925, 4% $100,000  $111,000 

"     r.H.Y..nnp.»  1918-21, 4  J% 50.000  60.500 

Ore.,  WvtL  1921. 6% 25,000  27350 

Gba.,  pnb.  big.,  sc.  wat.  k  sr.. 

1919-1«».6% 18,000  18.900 

Bsialiidse.  Ga.,  scad..  1915-1926.  6%. .  6,000  6340 

B»lio..^stk^J.F.,1961,4% 10,000  9300 

Billo.,«p.stk..nr.,19«l,4% 40,000  39,200 

B(M»,  Mass.,  1923. 4% 25,000  24.750 

BiidmA.CoiiB..sr.,194«M],4}% 25.000  25300 

BefBio,N.Y.,imp.,1939.4%, 22,500  22,060 

Baisb  N.  Y.,  wmt.  1917, 41% 25,000  25350 

Cskiii7.  AL.  d..  1933, 5% 25.000  24300 

aBa|xIIL,asn.dls..l928.4% 25.000  24300 

S«3iid.  0.,  vnt..  1949. 44% 50,000  53300 

Cohmbia,  S.  C.  r..  1941. 5% 80,000  84,800 

CoiB.8tefte.l036.4%, 60,000  52,000 

C«.  Slate.  1934^  3|% 100.000  98.000 

Driia.  Te*.,  wat.  A  sr.,  1920. 5% 36,000  37,080 

Dc*aBa,N.C.,sc.,1935,4>^% 25,000  24300 

Ga.  State.  t92ft-29.3M% 10,000  9,600 

Off Mbuju.  N.  C  sc^  1922.  6% 24,000  25,680 

Gi«,riie.Ala..sc..l922.6% 20.000  21,000 

,  Conn.,  r.,  192^^,  38K% .  • .  25.000  25,250 

Oat,  d..  1920. 4% 46,000  44,160 

%Kil«Da;OBt,d..l032.4% 25,000  22,750 

a»dM.CaBa.,Coiin.R3K..19643M%.  50,000  44,500 

Batfoad.  Coaa..  h.  sc.  1939. 41% 50,000  53.000 

BarffaRl.Cb«B..wai.,1939.4% 50,000  50,000 

botik  firs  asd  marine 


Bonds  akd  Stocu  OwmwD.—CotU. 
BONM.— CofU. 

Jersey  aty,  Cy.  H.,  1923. 5% 

Jersey  City,  r.,  1928,  4§% 

Jersey  City,  wat.  1961. 4i% 

Lexington.  Ky.,  1918, 6% 

Manitoba  Prov.,  1947-8, 4% 

Maryland  SUte.  1927, 4% 

Mecklenburg  Co.,  N.  C,  1920.  6% 

Meriden.  Conn.,  H.  Sc.,  1937-8. 4K%. . 

Milford,  Conn.,  1927, 4% 

Milwaukee,  pk.,  1917-29. 41% 

MUwaukee,  Ub.,  1917-^2, 41% 

Minneapolis,  wat,  1920, 4% 

Montclair.  N.  J..  H.  So..  1944. 41% 

Montreal,  s.  f.,  1942, 4% 

Montreal,  cp.  stk.,  1926. 4^ 

Montreal,  harb.,  1917. 4% 

Nashville,  H.  Sc.,  1940, 4l% 

Nassau  Co..  N.  Y..  1943.  VA% 

Newark,  N.  J.,  f.,  1944, 4M% 

N.  Britain,  Conn.,mun.  big.,  1948.  4%  . 
New  Britain,  Conn.,  pk.,  1915-38,  4>i% 
New  Britain,  Conn.,  sc.,  1923-5,  4i^%. . 

New  Haven,  st  imp..  1936, 4% 

New  Mexico  Terr.,  1915-25, 5% 

N.  Y.  Cy.,  cp.  stk.,  1957, 4>^% 

N.  Y.  Cy.  op.  stk.,  1960, 4K% 

N.  Y.Cy.,cp.8tk.,1915,6% 

North  Haven,  Conn.,  1943, 41% 

Norwalk,  Conn.,  1942, 4K% 

Norwich,  Conn.,  r.,  1938, 4>i% 

Plainfield,  N.  J.,  sr..  1925-7, 5% 

Plainfield,  N.  J.,  sr.,  1926-8, 6% 

Portland,  Ore.,  pk.  k  Blvd.,  1933. 4%. . . 

Pt,  Portland,  Ore.,  g.,  1922,  5% 

Rahway,  N.  J.,  adj.,  1922. 4% 

Richmond.  Va.,  pub.  imp.,  1943, 4%. . . . 

Richmond.  Va.,  1929-38, 4% 

Roanoke,  Va..  pub.  big..  1941, 44% 

Roanoke,  Va.,  st,  imp.,  1936, 4% 

Schenectady  Co.,  N.  Y.,  1915-29, 41%. . 
Spartanburg.  8.  C..  sc.,  1932. 41% 


%. 


Spokane,  Wash.,  bg..  1934,  41%. 
Spokane,  Co.,  Wash.,  r.,  1923.  41 
Spokane,  Wash.,  r^wat,  1931, 41%. 

Stamford,  Conn.,  H..  1938, 4% 

Stamford,  Co..  pub.  pk.,  1942, 4% 

Syracuse,  N.  Y.,  wat,  1915-28,  41%. . . . 
^racuse,  N.  Y.,  int  sr.,  1928-9, 41%.. . 

Taeoma,  Wash.,  bg.,  1929, 41% 

Toronto,  d.,  1920, 4% 

Toronto,  gn.  cs.  1.  d..  1948. 4% 

Toirington.  Conn.,  tn.  sc..  1939,  41%. . . 
W.  Htfd.,Conn.,tnj'.A  imp.,  1943,  41%. 

Westmount,  Aue.,  d.,  1938,  31% 

Winston,  N.  C,  1924,6% 

Ala.  C.  R.R.,  1  m.  g.,  1918. 6% 


Par 
Vahie. 

$25,000 
25,000 
55.000 
50,000 
15.000 
25.000 
72.000 
50,000 
21.000 
17.000 
8.000 
25.000 
50,000 
50.000 
6,000 
4.000 
37.000 
50.000 
25.000 
100,000 
48.000 
22.000 
50.000 
10,000 
50.000 
50.000 
60,000 
35.000 
25.000 
25.000 
10.000 
15,000 
50.000 
50.000 
22.000 
25.000 
25.000 
25.000 
30.000 
29,000 
25.000 
21.000 
50,000 
25.000 
50,000 
25.000 
28.000 
20,000 
30.000 
10.000 
24,333 
25.000 
100,000 
50,000 
26,000 
50.000 


Market 
Vahie. 

$26,250 
25,750 
57,750 
51,000 

13.500 
25,000 
75,600 
51.000 
20,790 
17310 

8340 
24,750 
52,500 
45.500 

5,700 

3,960 
37,000 
51,250 
25,875 
98,000 
49,920 
21.560 
49,000 
10,000 
53,500 
50.500 
60.000 
87,100 
25.000 
26350 
10,600 
15,900 
49,000 
51,000 
21.120 
23,250 
23.500 
24.600 
27.900 
29.580 
25,250 
21,000 
50,000 
25.000 
49,500 
24.750 
28360 
20.800 
30,300 
9,700 
31.656 
27,000 
106,000 
42300 
25,500 
52,500 


J 
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iETNA  INSURANCE  COMPANY,  Hartford.  Conn.-'ConHnued, 


Bonds  and  Stocks  OwmD.—Cont. 
Bonds.— Con/. 

Alb.  A  Susq.  R.R.,  1  m.  cv..  1946,  3i' ,;..$ 

B.  A  0.  R  R.,  1  m.,  g.,  1048.  4' ; 

B.  A  0.  R.  R.  pr.  In.  m.,  1925,  Zi% 

B.  k  Me.  R.R..  d.,  1929, 4i% 

B.  ft  N.  Y.  A.  L.  T.R.  1  m..  1935,  4^r... 
B.,  N.  Y.  ft  E.  R.R.,  1  m.,  1910,  7Vc.  • 

B.,C.R.ft  N.Ry.,1  m.,  1934,  &Vo 

Can.  So.  Ry.  cs.  m.,  1962,  5% 

Can.  No.  Ry..  m.,  1939,  4% 

Cent  Br.  Ry.  1  m.  g.,  1919, 4^ 

C.  0.  R.R.,  1  08..  1930,  4irc    

C.  Pac.  Ry.,  m.,  g.,  1929,  3*% 

Cent.  Pac.  Ry..  1  m.  g.,  1949,  iKo 

C.  R.R.,  N.  J.,  gn.  m.,  1987,  5% 


Ch.  ft  0.  R.R.,  1  m.,  1989, 4rc 
C,  B.  ft  Q.  R.R.  (III.)  m..  1949,  31^'  • 
C.  B.  ft  Q.  R.R.  (Neb.)  m.,  1927,  *%. . . 
C.  ft  E.  111.  R.R.,  gn.  C8.  1  m.,  1937,  5% 

C.  ft  E.  111.  R.R.  1  ce.  1934.  6%  

Chi.  ft  Erie  R.R.,  1  m.,  1982,  &% 

C,  H.  ft  W.  R.R.,  1  m.,  1927,  6% 

C,.  I.  ft  So.  R.R.,  m.  g .,  1956,  4% 

C,  M.  ft  St.  P.  Ry.  (Dub.),  1  m..l920,  6% 
C,  M.  ft  St.  P.  Ry.  gn.  m.,  1989,  4%  . . 
C,  M.  ft  St.  P.  Ry.,  cv..  1932,  4i%. 
C.  ft  Nwn.  Ry.,  gn.  m..  1987, 4 


C.  ft  Nwn.  Ry.,  gn.  m.,  1987,  6% 

C.  ft  Nwn.  Ry.  b.  f.  m.,  1929,  6% 

C.  ft  Nwn.  Ry.  cs.  a.  f.,  1915,  7% 

C.  ft  Nwn.  Ry.,  gn.  m.,  g.,  1987, 3i%. 

C.  ft  Nwn.  Ry.  a.  f.  d.,  1933, 5% 

C.  ft  Nwn.  Ry.  a.  f.  m.,  1929,  5% 

Chi.  Rya.  ce.  m.  A.,  1927, 5% 

Chi.  Rya.  ca.  m.,  B,  1927, 5 


Chi.  Rya.  adj.  inc.  m.,  1927,  i% 
Chi.  Rya.  pur.  mon.,  m.,  1927,  4% 
C,  R.  1.  ft  Pac.  R.R.,  m.,  1917,  6\ 
C,  R.  I.  ft  Pac.  R.R.,  gn.  m.  g.,1988.4<  „ 
C.  St.  L.  ft  N.  0.  R.R.,  g.  1.,  1951,  5%.. 
C.  ft  W.  Ind.  R.R..  C8.  m.,  1952. 4<^f  . . . 
Chi.  ft  W.  Ind.  R.R.  gn.  m.,  1932,  6  p. . 


%. 


C.D.ftl.RR.g.,  1941.5 
C,  F.  ft  Ft.  W.  R.R.  1  m.,  1923.  i'l 
C,  H.  ft  D.  RR..  gn.  m.,  g.,1942,  5* ; .. . 
C,  I.  ft  W.  Ry.  1  ft  r.  m.  g.,  1953,  4^  ^  . 
C,  C,  C.  ft  St.  L.  Ry..  gn.  m.,  1993, 4''c . 

C.  L.  ft  W.  Ry.  1  ca.  m.,  1933,  5% 

Colo,  ft  So.  Ry.  1  m..  1929,  4% 

Col.  ft  Tol.  R.R.,  1  m.  a.f.,  1955,  4%... . 
Day.  ft  Mich.  RR.,1  m.,  1931.  4)%  . . . 
Del.  ft  H.  Can.  Penn.  m.,  1917,  7% 

D.  ft  H.  1  m.  r.,  1943, 4% 

D.  M.  ft  Ft.  D.  R.R.,  1  m.,  1935.  4%. . 
Detroit  Ry.  1  m.,  1915-24, 5% 

E.  Tenn.  Va.  ft  Ga.  Ry.  ca.  m.,  1956,  5% 
E.,  J.  ft  E.  R.R.,  1  m.,  1941. 5% 

F.  ft  M.  R.R,  1  ca.  m.,  1939, 5% 

F.  ft  P.  M.  R.R.,  1  m.,  1939, 5% 

G.,  H.  ft  San  A.  Ry.  Mex.  ft  Pac.  1  m., 

1931,  5% 

Ga.  ft  Ala.  Ry.,  1  ca.,  1945,  5% 

Oa.  RR  ft  Bkg..  1947, 4% 

Hartfoid  St.  Ry.  1  m.,  1930.  4% 

Hock.  Val.  Ry.  1  ca.  m.  g.,  1999,  i^To. . . 
Houaatonic  R.R.,  1  ca.  m.,  1937,  5%. . . . 

III.  Cent.  R.R,  1  m.,  1951,  3i% 

la.  Cent.  Ry.  1  ft  r.  m.,  1951.  4% 

la.  Cent.  Ry.  1  m.,  1938.  5% 

Kan.  Cy.  Tm.  Ry.  1  m.,  1960, 4% 

Keo.  ft  Dea  M.  R.R.  I  m..  1923, 5%  . . 
L.  Sh.  ft  Mich.  So.  RR.  d.,  1931,4%  .. 

Leh.Val.Ry.  1  m.,gr.  g.,  1940,  \\<»c 

Leh.Val.  Tm.  R.R.l  m.  gr..  g.,  1941,  5% 

L.  ft  Jeff.  Br.  m.,  1945. 4% 

L.  ft  N.  R.R.  (P.  ft  M.)  1  m.,  1946, 4Vi . . 

Mahoning  Coal  RR.  m.,  1034.  5% 

M.  C.  RJl,.  1  m.,  1959.  4% 

Mid.  Val.  RR.  1  m.,  1942,  6«7 

Mid.  RR.  N.  J..  1  m.,  1940,  5% 

M.  ft  St.  L.  Ry.  (MeiT.  Jc.)l  m.,  1927,  7'^ 
Minn,  ft  St.  L.  Ry.  (Pac.),  1  m.,1921. 6% 

Minn.  Union  R.R.  g.  m.,  1922.  6% 

Mont.  C.  Ry.,  1  m.,  1937,  6% 

M.  ft  Eaaex  RR.  1  ca.  m.,  1915,  7% 


M.  Tm.  Buffalo  1  m.,  a.  f.,  1924,  4 
N.,  C.  ft  St.  L.  Ry.  1  ca.  1928.  5% 
New  Eng.  R.R.,  ca.  m.,  1945,  b% 
Naw  Eng.  R.R.,  ca.  m.,  1945,  V:'c  ■ 


tr 


Par 

Market 

Value. 

Value. 

SSO,000 

t43,.5O0 

125.000 

116,250 

25,000 

23,0t)0 

150,000 

115,500 

100.000 

86.000 

125,000 

130.000 

150.000 

153,000 

50.000 

53.000 

50.000 

46.500 

37,000 

32.560 

25,000 

25,000 

1.000 

910 

50,000 

47.000 

2.50.000 

292.500 

100,000 

89,000 

150.000 

127,600 

100.000 

98,000 

60.000 

45,000 

50,000 

51,000 

250,000 

270,000 

130.000 

146,900 

64.000 

46,360 

85,000 

93,500 

75.000 

72,000 

44,100 

44,982 

76.000 

71.260 

50,000 

63.600 

18.000 

19.620 

80.000 

80.000 

100,000 

83.000 

100,000 

104.000 

1,000 

1.050 

30.000 

27.900 

45,000 

35.650 

15,700 

7,222 

57,500 

39,100 

60,000 

62,400 

100.000 

89.000 

75,000 

82,600 

100,000 

84,000 

84.000 

89.040 

60,000 

37.500 

50.000 

29.000 

JO^i.OOO 

86,400 

50,000 

26,000 

200,000 

164.000 

100,000 

106,000 

25,000 

22,600 

127,000 

116,570 

25,000 

24,260 

100.000 

109.000 

100.000 

98,000 

25.000 

16.000 

30,000 

28,600 

25,000 

27,000 

84,000 

88,200 

25.000 

16,760 

65,000 

36.860 

76,000 

77.250 

60.000 

62,600 

26,000 

22,000 

60.000 

43,000 

76,000 

75.750 

44,000 

47.520 

100,000 

82.000 

60,000 

24,000 

60,000 

44,000 

26,000 

23,600 

60.000 

43,600 

200,000 

188.000 

200,000 

202.000 

200,000 

222.000 

60,000 

41,600 

60,000 

45.500 

50.000 

64,000 

60.000 

42.500 

25,000 

25,500 

65,000 

67,750 

77,000 

86.240 

25.000 

26,000 

200,000 

222,000 

100,000 

125,000 

160,000 

161,600 

60,000 

47,000 

25,000 

27.000 

103,000 

100.180 

50.000 

47.000 

Bonds  and  Stocks  Ownid.-— Con/. 
Bonds.— Cwtf. 

N.  H.  ft  N..  ca.  r.  m.,  1966,  4% 

New  Lon.  No.  R.R.  1  m.,  1940,  4% 

N.  Y.,  L.  ft  W.  Ry.  Tm.  ftimp.m.,  1923, 4% 
N.  Y.,  L.  E.  ft  W.  R.R.,1  ca.  g.,1920,7% 
N.  Y..  N.  H.  ft  H.  RR,CY.d.ct£i.,  1923- 

48.6% 

N.  Y.,  N.  H.  ft  H.  R.R..  d.,  1966,  4%... 

N.  Y.,  N.  H.  ft  H.  R.R,  1916,  6% 

N.Y.,N.H.ftH.(H.R.ftP.C.,)lm.,1964,4% 
N.Y.,S.ft  W.  R.R.,1  m.tm.,  1943,  6%. 
N.  Y.,  S.  ft  W.  RR.  1  r.  m.,  1937,  b%. . 

N.  ft  W.  RR  gn.  1  m..  1931,  6% 

N.  ft  W.  R.R.,  1  m.,  1932,  6% 

No.  Pac.-Gt.  No.jt.(;.B.&  Q.col.,1921,4% 
Nwn.  Union  RRl  m.  a  f.,  1917,  7%... 

Ore.  8h.  L.  Ry.,  1  m.,  1922,  6% 

Orc.S.L.Ry.  1  cm.,  1946,5%  .   : 

Oawego  R.R.  bg.,  1  m.,  1915,  6% 

0.  ft  8.  RR.  g.  oonat.  m..  1923,  5%  ... 

Pt.  R.  RR,  1  m.,  gr.  g.,  1941,  5% 

R,  W.  ft  0.  R.R.,  1  08.  m.,  1922,  5%  . . . 
St.  P.,  M.  ft  M.  RR.,  08.,  1  m.,  1933,  6^r 


c 


St.  P.,  M.  ft  M.  R.R.,  c,  1  m.,  1933.  4 
St.  P.,  M.  ft  M.  R.R.  c,  1  m.,  1933, 4)% 
St.  P..  M.  ft  M.  R.R  1  m..  1937, 4%  . . . 
St.  P.  ft  N.  P.  RR.  1  m.  g..  1923,  6% . . . 
St.  P.  ft  S.  C.  R.R.,  1  m.  g.,  1919,  6% . . . 
San  F.  ft  San  J.  V.  Ry,  m..  1040,  5%  . . . 
S.  St.  M.  ft  Snw.  Ry.  c.  m.,  1916,  5% . . 

So.  Ry.  1  08.  m.  g.,  1994.  6% 

So.  Ry.  (St.  L.),  1  m.,  1961,  4%  

T.  H.  ft  P.  RR,  1  m.,  g.,  1942, 5% 

T.  ft  0.  C.  RR,  1  m.,  g..  1936,  5%. .   . 

T.  ft  0.  C.  RR,  1  m.,  1935, 6% 

T.  H.  ft  B.  By..  1  m.  g.,  1946,  %  

U.  P.  RR.  1  m.,  RR.  ft  I.  g.,  1947, 4% . . 

U.  N.  J.  R.R  ft  C.  g.  1.,  1929, 4%  

Vt.  Val.  RR.  1  m.,  1940.  4i% 

Wabaah  RR,  1  m.  g..  1939.  5% 

Waah.  Tm.,  1  m.,  1945,  3i% 

Weat  Shore  RR,  1  m.,  2361.  4% 

Will,  ft  S.  F.  R.R.  1  m.,  g.,  1938.  5% . . . 

Arsenal  So..  Hartfd..  1942. 4% 

Masonic  Temp.,  Wil.,  N.  C,  1919,  6%  . 

M.  Bd.,  N.  Y..  1966, 4% 

N.  Y.  Dock  1  m.  g.,  1951,  4% 

No.  Eaat  Sc..  Hartfd..  1931.  3)?^ 


'0- 


No.  Weat  Sc.  Hartfd..  1938,  4 

Peoples  Gaa  Lt.  ft  Coke.  Chi.,  r.,  1947, 5% 

TorontoMtg..  1916,  4%.. 

Stocks. 

Alb.  ftSu8q,RR 

AllcftW.Ry 

B.  ft  0.  R.R.,  p 

C,  M.  ft  St.  P.  Ry..  p 

C,  M.&St.  P.  Ry..com.. 

C.  ft  Nwn.  R.R,  p 

C.  ft  Nwn.  R.R,  oom 

C,  O.,  \j,  ft  St.  Li.  K.K.,  p. 

C.  ft  Pitta.  R.R 

Conn.  Riv.  R.R 

Day.  ft  Mich.  R.R..  p 

DeLftB.  B.  RR 

Ft.W.ftJack8onR.R.,  p. 

Ga.R.R.ftBkg 

HI.  Cent.  RR 

III.  So.  Ry.,  com 

Jolietft(;hi.R.R. 


Kal..  All.  ft  Gd.  Rpds.  RR 

Morris  ft  Essex  R.R 

N.  Y.  C.  ft  H.  R  R.R 

N.  Y.,  L.  ft  W.  R.R 

N.  Y.,  N.  H.  ft  H.  RR 

Oawego  ft  Syr.  R.R 

Pa.R.R 


Peoria  ft  Bur.  Val.  RR 

Pitts.,  Ft.  W.  ft  Chi.  R.R 

Rena.  ft  Sar.  RR 

St.  J.,  S.  B.  ft  8.  R.R.,  p 

St.  J.,  8.  B.  ft  S.  RR.  com 

U.,  C.  ftSusq.  Val.  RR 

Val.  N.  Y.  RJl 

Aetna  Nat.  Bk.,  Hartford 

Amer.  Exch.  Nat.  Bk.,  N.Y 

Bk.  of  Manhattan  Co.,  N.Y 

Bk.  of  N.Y.  Nat.  Bk..  Assn.,  N.Y. 
Cent.  Tr.,  N.Y 


Par 
Value. 

S60.000 

60,000 

100,000 

100,000 

250,000 
250.000 
100.000 
260.000 
60,000 
60.000 
100.000 
45.000 
260.000 
100.000 
160,000 
35.000 
60.000 
23,000 
100,000 
100,000 
116,000 
40.000 
29,000 
60.000 
200.000 
125.000 
26,000 
20,000 
60.000 
60.000 
26.000 
60.000 
50,000 
100.000 
50,000 
106,000 
100.000 
100,000 
36,000 
100,000 
105,000 
50,000 
30.000 
25.000 
55.000 
20.000 
30.000 
60.000 
60,000 


60,000 
30.000 
30,000 

160.000 
60,000 
60,000 
60,000 

100.000 
60.000 
30,000 
15,000 
30.000 
50.000 
50.000 
40,000 
18,100 
10,000 
45,000 
50,000 

180,000 
35.000 

481.300 
45,000 

220,000 
30.000 

100,000 

100,000 
14,000 
60,000 
30.000 
40.000 
20,000 
40,000 
20,000 
30,000 
30,000 


Market 

Value. 

141,600 
41.600 
06.000 

110,000 

266.000 

186.000 

100,000 

225.000 

52,600 

67,000 

120,000 

54,000 

342,500 

107,000 

176,000 

37.800 

60,000 

24.160 

110.000 

105.000 

141.460 

39,600 

30,160 

48.000 

224.000 

133,750 

27.000 

20.000 

52.500 

43.500 

26,000 

62,500 

62,000 

86,000 

48300 

104.940 

95.000 

103.000 

29.400 

93.000 

115.500 

49,500 

31^00 

22.600 

43.450 

18.600 

29.700 

60,500 

49,000 


132.500 
30300 
24300 

201.000 
60,400 
88,500 
79.800 
50.000 
83,000 
64.000 
27,450 
56,200 
61.000 

130.000 
44.800 

13.566 
68.5O0 
86.5O0 

162.000 
40.600 

364,715 
90.000 

244.200 
42.000 

164.OO0 

180.000 
14.000 
12.500 
40.800 
46.000 
M.OOO 
83.200 

64.aoo 

113.700 
307.2OO 


REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


-ETNA    INSURANCE  COMPANY,   Hartford,  Coaa.—Contiaued. 


AjhuiSkicu  Owwbd. — Cont. 

OnU  Hit.     Bk.. 

ariLBriird        

telh  Btt.  Hwtfard 

fttnUIA.  Nh.  Bk..  Phils 

fta]lH.Bl.HHtfor<l 

FteNBBLK.  Y.  City 

HumSiLBL.N.  Y.City... 
EHMNuBk..  Uanfortl. 


■  pud  ia;   by  18S4  Uu 

. JO  it  mma  of  «i«i.non 

f**  mH  m.  and  |aj»S,000  of  ■lock  d^^^-"     "   " 

w  b<_  HHb  M  tcOowr.     Id  1822,  -  .~v.^~./.    ^  ,^u,  » 

C&I'  n>.   in  tMB.  to  1300.000:  in  IBM.  to  tSOO.OOO;  in  1U7,  lo 

. .     .„^    ^  ilJOO.OOO;  in  18«.  lo  K.2M,0M.    In- 

s  I3.ao0j)00  by  Mock  diTidend.    Is  1871  tha 
d  to  |1.5mjOOO  ud  inBtHBl  igiiD  to  d.DOD.- 
oT  (1,500,000  br  itockboUn 
■-     '  ttA  »nd  in  1910  ( 


■  1S81  br 


.  „     I,  tlM^OOO:   liontml.  18B.  IIOJ.OOO;  PoK- 

iMd.  Me,  laSft.  1170000:   ViiMw^  1WI7. 1110,000:   Chian, 

an.  a.nxjm:  B«toii.  isn,  ii,6u.aoa:  st.  lohD,  R  b., 

iST%.  saBjOOO:  OtUwK.  Cu..  l«in.  tl«§,C(n:  Juknanlle.  Fla., 


Aanin  C.  DunliHii.  Mornii  G.  BulkeleT,  Al 
ilGsTn  B.  CWk.  FnaHi  Goodiriii.  Cbuln  f 
Kni^t.  Chiila  P.  CMhy,  Arth-jr  L.  ShipiiuD 


Chai.  L.  Spdwigr,  Lrmu  B.  Bnintrd,  Chu.  A.  Goodwin.  HgnirE. 
R«.  A.  N.  riUiun..  J.  P.  Mociu. 

FIELD  MEN  AND  TERSTTOSY  COVERED'.  Spsciil  juria- 
digtioD  <il  the  boma  oSoa  aitoda  OTar  (lu  Ns*  Entlud.  Middia 
ud  3outbAtlutieBulM.Lliuiww.Miiiis>ippi,  T*u>.  Arkaimi. 
OUihoat  ud  tlia  Dominiaa  of  Ciudi.  Speciil  ueila  tl  homt 
□ffice:  W.  H.  Wut,  Pgtlluid,  Ue.,  for  Mt  lod  N.  it.;  W.  H. 
BouuII.F.V,U>tlim.Batoii.Mi>a..fi]rMui.udR.  1.:  F.  W 
Brodi*.  Hutford,  Coni,.  for  Vt..  WnUrn  Mh.  nod  Cobb.: 
Joaeph  W,  Ruiaell,  nodeat  UtarniT.  New  Vori:  City^  J.  M.  Bii. 
gai.  Attliilr  Horton,  New  Votk.  N.  Y.,  (nr  N.  Y.  C  and  N.  T: 
W.  C.  Rotsli.  Rooliata',  N.  Y..  H.  B.  Smith.  Syiuiue,  N  V 
H.  B.  NnHol,  Albany.  H,  Y,.  Tot  N.  Y.  Stain:  C.  J.  [rwioe.  Phi!^ 
Mphit.  h..  fcir  Eaatcn  Pa.;  H.  0.  KUne.  Pitubiuvfa,  Pa  (or 
""■"■■■  ~   ■      ■        —  .-  ..forWrv».;0,  H. 


S.  MiddietiiB.  Columbia;  S. 


Kiiu.  RkkiDoiid,  Vi 
tur  N.  C.-.l.  8.  MidGKUKi.  uaumn, 
Atlanu,  Oa.,  tor  Oa.;  C.  D.  Wina.  It..  ... 
MiDi,  JaekioBnUi,  FIl,  lor  Fla.:  S.  L.  h 
la  Ala.;  I.  B.  Beard.  Jagkno.  Min.,  for 
Otlaaaa,  La..  (Or  U.:  P.  P.  Twker.  Dall 
T«.;  E.  Wright.  J.  A.  Braekner.  W.  3.  C 
U  for  Ta..:  W.  Una  McCmo,  '  ■■•<■ ' 


°6iV;: 

,  Okkhoma  City   i^n- 

Hugjwa,  Waterloo,  Ont..   _    _.. 

agnnlii  for  Can-:  Tboe.  E.  Gall>«hK.  | 
O.  Kollts.  gi^Hi^  agMt  (auiiDi  deparUne 
WHtcn  braDeh,  eompnaiTUEColo..  Ku.,  M* 


Wom,  Indianai 


.  IL.   for 

Q".'iiaa'.^.'M..'V!i^', 

, B,  Goodwill,  Columbui, 

0.;  C.  R.  Loomi^  P»ine!viUe.  0,.  for  O.;  P.  J. 
L.  Gallaglur,  "-'  — -^  -  "    ■-  "     ■         " 


kn  braoeh,  compnoinB  Cob 
.  S.  D..  lad.,  UiiATH.  D. 


hB,  Indianapoli-i,  Ind-.  State  axaDt  to 
Bmy  H.  C.  Wolff,  IndiaoapoVa,  Ind 


vnter,  Ctucuo,  III- 
..  S.  M.  URon,  I 


..  State  agnnt 
H  agent  ^r  I 


^"lll."^ 


ro'it,  SSkLTaii 


udd,  MilwaukM,  Wia.,  Bute  annt  [or  Wii.;  Jamai 
.  Polk,  NBIb<ill^  Tans.,  Stale  anrat  for  TtuL;  L.  B.  Manson, 
luiavilla.  Kj.,  Buta  acanl  [or  Ky.;  O.  OcrdoD  Long,  Lovit- 
lie,  !£».,  medal  igeBl  for  Ky^  «.  J.  Tjpjmy,  Minneapolk. 
iu.,  atatt  aienl  fat  Minn.:  H.  W.  Ijn£mi|n.  Mimteapolii, 
.  -inn.,  ipetial  agent  (or  Minn.;  H.  N.  Stone.  Fano,  N.  D.,  Btalt 
aatnt  for  N.  D.;  E.  S.  Kiowlea,  Stou  Palla,  S.  D,,  eptcial  agent 
f«  B.  D.;  W.  A.  Hand.  Dea  MoIbm.  la..  Suta  ageDt,  and  H.  C. 
Stuart,  ipectal  agent  for  la.;  C.  R.  Elaa.  Liseoln,  Neb.,  apmial 
aiant  tor  Neb.^T  L.  Thorbnra,  Noridk/Nab.,  apecial  agent  for 
Neb.;  C.  F.  CoHiu,  KamaiCity,  Mo..  StM<  Beat  tor  Mo.:  J.  A. 
Tbonui,  KauaeCilT,  Mo..ipena]BE«itfiir  Mo.;  G.  W.  TMman, 
Kanaw  City,  Mo.,  Stat*  annt  for  E^:  C.  H.  O'Neill,  Kanate 
City.  Mo.,  apBsial  agent  for  Kan.;  B.  M.  MtDouM.  Denvr, 
Colo.,  State  aiant  tor  Colo.,  Wro.  and  N.  M.;  Fa^  CoHt 
Bt*noh,8*B  Franoiaeo,  Cal.,  W.  H.  Braediu  (anml  agent,  E.  8. 
Lirin^oB.  aaMittnt  gengai  agent;  Oeonra  IR.  Townaead,  ageDay 
•uMnamdeU:  J.  A-^nrpliy.  (*Mnl  aJjula;  B.  F.  Milla,  Saa 
Franeiaea,  Cal..  «adal  agmt  tor  Central  Cal.:  G«.  F.  HiriivU, 

,   3u  Prandia.  Cal.,  apectal  agent  for  No.  cJ.  and  Ner.;  E.  V. 

'  CnlTB,  3m  Prantboo.  CaL.  andal  innt  foe  Bay  Comitiea. 
Cal.;  H.  E.  O'Brien.  Loa  An«l«a,  CaL.ipeoial  aienltorBo.Cal.aad 
Aril.:  J,  A.  Odiagbar.  Loa  Angala.  Cal.,  ipecial  uent  (or  So.  Cal.: 
O.  S.MariniT,  Spokane,  WMli.,apeclal  agent  For  E;  Wash.,  E.  On,. 
No  oarl  titebo  and  part  B,  C;  F.  H.  Rhoads,  Seattle,  Waih., 

;   jpadilaEaalfor  W,  Wuh.an<IW,On.;H.  tt.  Page,  VanoouTv. 

'  B.C..ijwialB«entfarAlta..Saik.aDd  iiartB.C.;J.P.  Brtidaii. 
Butte.  MoBt..ii)edalannIf«MoBt..UUhand3i].p^Ida.  The 
campaajr  opntea  ia  ill  tba  U.  S.  and  in  Canada. 


AGRICULTURAL  INSURANCE  COMPANY,  Watertown,  N.  Y. 

Pmideiit.  V.  B.  Swnsa:  Secretary.  1.  Q.  Adaaa;  Aanglaal  Baantary.  P.  H.  Wilhnotl.    Orgwiiiei  1851. 
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REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


AGRICULTURAL  INSURANCE  COMPANY,  Watertown,  N.  Y.— 


AasBTS,DBC.3 1,1914. 

Real  estate $30,479 

Mortgage  loani 703,672 

Bonds  and  stocks . . .  2,818,8 14 

Collateral  loans 93,425 

Cash 409,063 

Agents'  balanees ....  307,217 

Interest  and  rents.. .  42,194 


LiABiLrms.  Die.  31. 1914. 

Loweeunpud |161,003 

Unearned  prems ....  1,905,253 
Conflagration  reserve  200,000 
Other  liabilities 44,000 

TotalliabUities...  12.310.256 

Capital  paid  up 500,000 

Net  surplus 1,589,608 


Total  assets S4.399,864       Total $4,399,864 


Underwriting  loss,  $81,304;  investment  profit,  $186,388. 

RISES  AND  PREMIUMS:  Fire  risks  in  force.  December  31, 
$399,244,200;  premiums  thereon,  $3,700,825. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  recdved. 
$45,488,028;  lones  paid,  $22,979,147;  dividends  declared,  cash. 
$2,192,500;  stock.  $400,000. 

REAL  ESTATE  OWNED:  There  are  4  items  of  real  esUte, 
2  of  which  are  sold  on  contract  and  carried  at  amounts  due  thereon. 
The  ivindpal  item  is  the  company's  home  office  building,  the 
book  value  of  which  is  $35,665,  and  which  is  carried  at  $30,000. 
The  other  items  are  dwellings  in  Syracuse,  Watertown,  N.  Y.,  and 
Rodman,  N.  Y. 

MORTGAGE  LOANS:  There  are  137  loans,  aggregating 
$704,547,  which  are  secured  l^  properties  (principally  loeated  in 
Watertown  and  other  New  York  cities)  vahied  at  $2,035,570. 
the  company  hol<fing  $570,831  of  insurance  on  the  mortgaged 
buildings.  Most  of  the  loans  are  small,  and  there  was  no  past  due 
interest  on  DecCTiber  31,  last.  A  few  of  the  laiger  loans  are  as 
follows:  $200,000  on  property  in  Eastehester,  N.  Y.,  valued  at 
$575,000;  $64,500  on  paper  mills  at  Carthage,  the  insurance 
on  buildings  amounting  to  $130,000;  $35,000  on  proptfty  in  Bir- 
mingham, Ala.,  valued  at  $230,000  (buildings  insured  for  $37,500); 
and  $73,500  on  Watertown  City  Park  (appraised  at  $265,000). 

COLLATERAL  LOANS  are  as  follows:        Market       Amount 
Securities.  Value.       Loaned. 

R.  E.  Mtg.,  Buffalo,  N.  Y $125,000  $8,400 

Arthur  G.  &  C,  Lowville,  N.  Y 1,000 

St.  R(«is  Paper,  Deferiet,  N.  Y.,  p 23,600  20,000 

St.  L\mt.  El.  R.R.ft  L.,  Alez.Bay,  N.  Y.  29,500  20.000 

International  Paper 1,617  1,300 

Hunting,  Watertown,  N.  Y 25.000  10.000 

Watertown  Nat  Bk 1,375  275 

Ontario  Talc,  Gouverneur.  N.  Y 3,000  3,000 

Watertown  Nat.  Bk 1,100  500 

Dayton  Lighting 3,360  2,500 

Brownville  Paper  Co.,  Brownville.  N.  Y .  20.000  7.500 

Watertown  Nat.  Bk 2.750  1.000 

Ore.  Short  Line  R.R 1,740  550 

International  Paper 11,220  10,000 

Brockway,  Watertown.  N.  Y 10.000  8,000 

West  End  Paper,  Carthage,  N.  Y 5,000  400 


Totals $152,672        $93,425 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

Asheville,  N.  C,  wat.  wks..  1922, 4%. . 

Dublin,  Gb.,  imp.,  1937,  5% 

N.Y.,reg.,19S9,4% 

N.  Y.,  State,  canal  imp.,  1958, 3% 

lUchmond,  Va.,  1921-27, 4% 

St.  Petersburg,  Fla..  1941,  6% 


Sullivan  TwnsLip,  S.  C,  r.,  1937,  5K%. 
Watertown,  N.  Y.,  pub.  imp.,  1940,  4%. 
B.A  0.  Ry.,P.JL.E.A  W.Va..r.,  1941, 4% 
Burl.  Ry.  k  Lt.  Co.  Ja.,1  m.s.f.,  1932, 5% 
C.  Ark.Ry.A  Lt.,Ark..l  1.  s.  f.,  1928,  5% 
Chi.  &  E.  III.  R.R.,  r.  &  imp.,  1955,  4%. 

C.  Gt.  W.  R.R.,  1  m.,  1959, 4% 

C,  M.  4  St.  P.  Ry.,  cv.,  1932,  4i%. . . . 

C,  M.  A  St.  P.  Ry.,  d.,  1934, 4% 

Chi.  Rys..  cs.  m.,  1927, 5% 

C,  R.  I.  i  Pac.  Ry.,  1  k  r.,  1934,  4%.. . 

ErieR.R.,  cv.,  1953, 4% 

Erie  R.R.,  Pa.  col,  1951, 4% 

Federal  Lt.  k  Tc,  1 1.  s.  f.,  1942. 5%. . . 
G.,  H.  k  S.A.  Ry.,  T.,  U.k  P.  ezt,1931,5% 

Int.  R.  T.  1  m.,  g.,  1917,  5% 

Intn.  Ry.,  Buff.,  r.  k imp.,  1962, 5%. . . . 
K.  Cy^C.  Co.  &  St  J.  Ry.,  1  m.,  1941,5% 
Kan.  Cy.  So.  Ry.,  r.  k  imp.,  1950, 5%. . 
Kings  Co.,  EI.  R.R.,  1  m.,  1949, 4% . . . . 
Los  Angeles  Ry.  cp.,  1  k  r.,  1940, 5% . . . 
Mich.  Cent.  R.R..  d.,  1929, 4% 


Par 
Value. 

$10,000 
10,000 
27.000 
25,000 
27,000 
10,000 
7,500 
4,000 
10,000 
25.000 
25,000 
25,000 
50,000 
35,000 
25,000 
15.000 
25,000 
20.000 
20.000 
15,000 
20,000 
12,000 
30,000 
40,000 
25,000 
25,000 
25,000 
15,000 


Market 
Value. 

$9,500 
10.200 
27,000 
24,250 
26,020 
10,500 
7,875 
3,840 
8,600 
22.500 
23,250 
7,500 
37.000 
35,525 
22,750 
14.700 
18.000 
14,200 
17,800 
13,200 
20.500 
12,000 
27,300 
37,600 
23.750 
20,750 
22,500 
12.600 


BoNDfl  AKD  Stocks  OwmD.—Con/. 
Bonds.— Con/. 

Mil.  £1.  Ry.  k  Lt,  gn.  k  r.,  1951,  5%. 
Mo.  Pac.  Ry.,  eq.  g.,  1920,  5% 


Mo.  Pac  ool.  tr.,  1917,  5% 
Monong.  Val.  Tc,  1  m.,  r.,  1942,  &%    ■ 
N.  Y.  C.  k  H.  R  JL,  L.  S.  col.,  1998, 3^  r 
N.  Y.,  C.  k  St  L.  R.R.,  g.  d.,  1931, 4% . 
N.  Y.,  N.  H.  k  H.  Ry.,  cv.,  1948,  6%. . 
N.  Y.,  0.  k  W.  Ry.,  gn.  m.,  1955,  i%. . 

N.  Y.  Rys.,  R.  E.  k  r.  g.,  1942, 4% 

N.  Y.  Rys.,  adj.,  1942.  5% 

N.  Y.  State  Rys.,  1  cs.  m.,  1962,  4)%. . 

Norf.  So.  RJl.,  1  k  r.,  1961, 5% 

Okk.  Ry.,  1  k  r.,  1941,  5% 

Puget  Sd.  El.  Ry.,  1  cs.  g..  1932, 5% . . . . 
Rio  G.  W.  R.R^  1  cs.  k  col.  tr..l949. 4% 
R.  I.,  A.  *  La.  R.R.,  1  m.  g.,  1934. 4i% . 
Salt  Lake  k  Ogden  Ry.,  1  m.,  1934, 5% . 

Seattle  EL,  cs.  k  r.,  1929.  5% 

So.  Pac..cv..  1929,4% 

So.  Pac,  cv..  1934, 5% .' 

So.  Ry.,  dvlp.  &  gn.,  1956, 4% 

St  L.,  I.  M.  k  S.  Ry.,  r.  k  g.  div.,1933,4% 
Tol.  Tc.  Lt  k  Pow.,  1  In.,  1918,  6%. . . . 
United  Lt  k  Rys.,  1  k  r.,  1932, 5%. . . . 
United  Rys.,  St  L.,  gn.  1  m.,  1934. 4%.. 

Va.  Ry.  k  Pow.,  1  k  r..  1934,  5% 

Va.  k  Swn.  Ry.,  1  cs.,  1958,  5% 

Ad.  El.  Pow.  Cp.,  1  m.,  1962,  5% 


Am.  Tl.  4  Tg.,  col.  tr.,  1929,  4% 

Am.  Tl.  k  Tg.,  cv  ,  1933, 4|% 

Appalachian  P.,Va.,l  m.  s.f..  1941. 5%. . 

Brownville  Pap..  1925,  6% 

Cs.  Lt.,  Vt.,  1  m.,  s.  f.,  1926, 5% 

Consumers'  Pow..Mich..l  k  r..  1936, 5% 

Dayton  Ltg.,  0..  1  k  r.,  1937, 6% 

Des  Moines  El.,  1  m.,  1938,  5% 

Gt  W.  Pow.,  1  m.,s.  f.  1946,  5% 

Ind.  k  Mich.  El.,  1  m„  1957,  5% 

Int.  Paper,  cs.  a.  f.,  1935.  5% 

Iroquois  Iron,  1  m.,  1917, 5^c 

Iroquois  Iron,  1  m.,  1918,  5% 

Mchte'  Ht  k  Lt,  Indplis.,  r..  1922,  5% 
Mtg.  Bd.,  N.  Y.,  1966,  4 


/C- 


1UM|.    VU.,    if.      A.,    *»VV,    -«/f.   .   .  . 

N.  Y.  Bus.  Big.,  cp.,  adj.,  1927. 


N.  Y.  k  Westchester  Ltg.,  2004.  4%. . . 
Odd  Fellows'  Temple,  LittleFalls,  N.Y., 

1915-30,5% 

Ohio  Lt.  k  Pow.,  1  m.,  1944,  5% 

Pac.  Gas  k  El.,  gn.  k  r.,  1942,  o'^c 

Pac.  Pow.  A  Lt,  1  A  r.,  1930.  5% 

Pac.Tl.ATg.,s.f.,1937,5% 

RaquetteFdy.  A  Sup.,  Massean,  N.  Y., 

Im.,  1918,6% 

Rockford  El.,  lU.,  1  A  r.,  1939,  5% 

St  Reps  Paper,Deferiet,N.Y.,l  m.,1923- 

32  fl<^  

San  i.  Lt  A  Pow.  cp.!  1  Ar!  a.  f., 1956. 5% 

Seattle  Ltg.,  r.,  1949, 5% 

So.  Pow.,  1  m.,  1930, 5% 

Tenn.  Pow..  1  m.,  1962,  57p 

Tex.  Pow.  A  Lt,  1  m.,  1937, 5% 

Utah  Pow.  A  Lt,  1  m.,  1944.  5% 

Utica  Gas  A  El.,  1957. 5% 

West  End  Paper,  Carthage,  N.  Y.,  1916- 

17,6% 

Wis.  Minn.  Lt.  A  Pow..  1944, 5% 

Stocks. 


Atl.  Coast  Lane  R.R 

Atch.,  T.  A  S.  F.  Ry 

Bklyn.  Rap.  Tran 

Cayuga  A  Susq.  R.R.,  gr — 

Chi.7MU.  A  St  P.  Ry 

Chi..Mil.A8tP.Ry..p 

Chi.ANwn.Ry 

GtNo.Ry.,p 

Hereford  Ry.,  gr 

ni.  Cent  R.R.,  gr 

111.  Cent.  R.R 

Lehigh  Val.  R.R 

L.AN.R.R 

Morns  A  Essex  R.R.,  gr 

Morris  A  Essex  Ext  R.R.,  gr. 

Nash.,  Chat.  A  St.  L.  Ry 

N.  A  Decatur  R.R.,  gr 

N.  Y.,  L.  A  W.  Ry..  w 

N.  Y.,  N.  H.  A  H.  R.R 


Continued 

a 

Par 

Market 

Vahie. 

Value. 

$25,000 

$22,750 

15.000 

14.400 

25,000 

23,750 

25,000 

23.260 

10,000 

7.800 

35,000 

29,400 

8,300 

9,047 

30,000 

24,600 

4,000 

3,040 

15.000 

8.100 

50,000 

44.000 

50,000 

45,500 

15,000 

13,200 

10.000 

8.600 

25.000 

16.250 

20,000 

15.200 

40,000 

37.200 

15,000 

13.950 

25.000 

21.500 

10,000 

10.100 

25.000 

18,250 

25,000 

18,000 

25.000 

24,500 

25,000 

21,50C 

10,000 

6,90(1 

25,000 

23.00C 

10.000 

9,10C 

20,000 

18,40C 

30.000 

26,70C 

6.000 

5.8S( 

15,000 

10.5W 

60,000 

m.m 

15,000 

14,10( 

25.000 

23,00< 

20.000 

17.60( 

25,000 

23,75< 

15.000 

11,85< 

30.000 

27.001 

25,000 

18.751 

10.000 

9.301 

10,000 

9,W 

35,000 

32,90 

24.000 

19,921 

7.000 

5,2* 

25,000 

2O,S0 

16,000 

16.00 

30,000 

27,00 

25,000 

21,2S 

25,000 

22.0C 

20,000 

19,4C 

8,000 

4.0< 

10,000 

9.5( 

50.000 

47.« 

30.000 

27,6< 

20,000 

18,tt 

20,000 

19,21 

15,000 

12,41 

40,000 

36.41 

45.000 

41.41 

10.000 

9,a 

8,000 

8,0 

35,000 

32,5 

21,000 

23.1 

54.000 

SZA 

20,000 

18,5 

7.500 

14.3 

20.000 

20.< 

25,000 

33.( 

30.000 

39.< 

35.000 

43j 

10,000 

7.1 

1,400 

1. 

50,000 

56J 

20,000 

27g 

70,000 

86. 

11,000 

18. 

2.60O 

2, 

17.800 

24 

11.900 

22 

10.000 

11 

33.300 

21 

aEPORTS    OF    FIRE    INSURANCE    COMPANIES. 


AGRICULTURAL  INSURANCE  COMPANY,  Watertown,  N.  Y.— Continued. 

taattnStrKaOwwMB.—Cmt.  Pu  Mutet  |      MISCELLANEOUS;    rnmimij  liiwm  tnwcinn  in  i  finniiii' 

Stccu.— CmL  Vilue.  Vihie.  |  mtulsoBvnjr;  bgsuDsiita^niiiiiiuTiii  1863.    TheorililHl 

Ho  hr  Kr  noma  U*<M  \   °*IiiU  KM  tU.OQO;  >od  JumMW  hat*  iXBo  u  fnUoin:    IB09, 

anaiimnwRRii S'WO  ta'sTO  >^.  W.ttM;   itoi^  diridaidi.  lltOOOO,  In  1863:   IIOI.OOO  is 

™.T™™tii.K,ir o,ouu  ij,a,u  iggo.  »Bd  KOO.WM  In  1883.    CooSKmtiOB  Umw:    B»ltinio™. 

Sa  rtff  iClii  RvH 15000  "iiS  ll»t.lJM.»8».iirt;  8«l'>™ioriSM,l«M3«.  »t    VihlM 

iaiJ^Co                          20000  MJOa  I  ef  »P«»]  cfepodta:    Vt,  8S63IIS:  0..,  II0.20Q:  N.  C,  W.600; 

SoPw            ...  mImo  «.soo  I  n»-.  IIOJWO. 

Ci  fV  H  R         2.900  3,360 

KuT^KR..lT         2.000  3,120  '       DIRECTORS:    R.  S,  Whilmui,  J.  C.  KdowIIoo.  W,  H.  3W- 

TinhnK  Sit.  Bk      J.OOO  i.VXI  i   ™».  H.  Binmin,  D.  M.  AndcnoD,  E.  B.  Swrlin*.  W.  C,  Steb- 

MmmCD  S'll.Bk..  Wi  ,Tlii..N.Y  l.IOO  e.24«  '   til»,S.  A.  Upbim.  J.  Q.  Adimi,  W.  F.  HorioE.  D.  C.  MktdlMon. 

NKHR|[.Ci>.Bk..I.itl)eFi[ta.H.V..  7.»0  IS.TM  '   R.  J.  Buck.  P.  B.  WUImatl. 

Xo  S.  V,  Tr..  Wmiwb^  N.  Y 20.000  M.0OO  I 

riwnB.K(I.BlL.  ffmtstwii..N.  Y.  IS.OOO  41,230  I       FIELD  MEN  AND  TERRITORY  COVERED:    Ptatt  if 

"r-if-X    ^-'O"  ^■"W  PKtiDml:    Omeril  «enli.  Edimd  Brown  4  Bom.  Sm  Ftunim: 

i»«.Tl.*T« 20,000  24,130  I   nmb.liiinits,^  B,Wrthii-,forNpv.,rmtn:™:  L.M.Hih, 

Gi  4Jj.  Bar., -V.  Y- 4S0  ISO       W,  p,  p, f„r  IV     ytp    mil  »     Ws-h  ■  n,».  A.  WmdtM, 

B.ufrtiptHoItniiik 34,100  34.100  !    ftih,  &<    Mi    ud   Wto.'   A    L    FleuuiU.  Richnond,   Vl; 

iHTMMmlPiiw.p 30,000  10,M0  Edwin  J.    Im-W,  Aikoi.,  G».,  for  G«-,  Fk..  Ah.  »nd  Tmn.; 

taimlk  Propirlr,  Kj 3O0  90  N.  T.  Juii.in,  Colmnbnu.  O,;  P.  P.  Wlppell,  CbiBgn;  G«.  Ehiw, 

K  .Wi  Bar.Attanu.G» !M  2M  BoOon, Ha*..:  F.F.ButU.Twy.N. Y.i  C.H.L»«y.BiDf[h»nHan, 

UitTwriloi-3»l™«*.N,  Y BOO  623  N,  Y,;   K.  J.  Pimeke,  BjTMUie,  N.  Y.:   Riuwlf  GLIpin.  Phil*. 

'Ksmin  SihKe,  Chi.. 900  600  dtlvhii,  ?•  ;  W.  B,  McCkllui.  FyuldDhit.  Fl:  F.  C.  Buunih 

K.»rtow=  TfUTOOrtilioB 300  MiuKspnlM.  Minn.:  H.  F.  WilBnninrKinim  at>,  Mo.;  E,  S. 

W<r.nit  Idi.ilup..  Ill 100  100  Fneuu.  Onidiii,  Htfa.:  P,  G.  Hunuui.  Indiimiulti.  InH.:  K. 

I  W,  Schor-hm.D,  PilUbufgb,  P«.:  BlBirt  Motod,  Homll,  Mich.; 

T.!Uh  b»k  nlaa.  12,WI3,S23)     ...  t2.«3O,4O0 '12.792.241  |  TkoCHl.ur.n-Kvuu  Co  .  Dn'ir,  Colo..  KeneriUEFDlo  for  Colo.: 

,  I  Fwnk  B.  L-'^.-;.e.  >.\j  OrlHkni.  U..  laaer.l  Men:  l,>r  1i.  lod 

'  UmU.  S.,c^n^.'!N!H..N.D..8.D.udVt. 


ALBANY  INSURANCE  COMPANY,  Albany,  N. 

MeEtor:  ViB-Pmiilnrt,  1.  T.  LuBnc  Seovury.  C.  H.  Hihn:  Aaistut  Seentuy,  John  P. 


Dal.    OmnliKl,  I8II 


111 .  tUW.»2< 
lirj'   1,07018 


1120,496 
123,722 
I2t!l93 


325,723       Inl«b-Mtt. 


N,Y„W.4B,R.R.,l»46.4H':t  

N.So.  R-R.,  Ir.  m.,  IMl.fi^'i  . 

No.  Pk.  Ry..  jn.  i..  204T.  STr    

No.  Ptc.-O.  No.  IC.  B.  A  Q.cd.).l92I.4% 


iTidvKta  dnlHcd.  wh.  1727.- 

i'.LU,  ESTATE  OWNED:  CoiwCi  of  the  aompuy'i  boDU 
■£«  buU^  It  01  Sotc  R.  ud  3:^44  L^  K,,  Albuy,  K.  Y.. 
■  Mnr  txik.  MsH  ud  in»  bnildiDt  oUA  ooM  (80.000. 

MOSTCUGE  L0AK8:  Thn  an  74  kiuu.  nnciag  in  uoouot 
'"m  SOD  ta  (1S,000.  npon  tnmnkm  in  Albuy  ind  uuby 
SB  Bd  lowH.  ensrt  1  Iowa  (tiSM  ud  16,000)  on  B^fliki 
n»m«  ud  one  of  tlSJMO  on  236  W.  711li  •(,  New  York 
U|.  jsnif  .loaoa  longUinc  tl41.10O  (irtlh  no  ora  due 
«i  n  luita  ud  buadiid  niaed  It  UI8.440. 

Pv  Morket 

Yihi*.  Value. 

._ -,„.   .   ,         tlO.OOO        U2.200 

:t..  Ha.4M%..  .  3.OO0  4.600 


5I.L.ASunu.,r,1031,4'> 

Schanactady  Ry.,  I D,  IMI.  tH'" 

I  SptGdd  *  Eartn  H.R..  1022. 6% 

1erCeiil.H.B.,l«3,sr, 

Un.  Rj.  of  M.  v.,  1S42,  SVi 


BOSW  USD  OTOCE3  OWNED: 

U^E.l!(.B.R..lB 
U>°tOR.K..CT..  lou.in 
»>»  Ban  TVu  .  ISie,  iTc  .. 
'^«  E^.  iJL.  I  r_  IMt.  4'^ 
T"  B^ilJ.R.H..iaS8,4"i  . 
f.M-*ai. P.  B»-  e...  1032. 4(4%. 


3.000 


4,700 


D.  To.  Alb.  A  Tny.  ca.  lOM.  4>i'.'i. 

■  a.  «  Sws.  R.R.,  Wn.  3% 

Va.  t  Swn.  R.R.,  1  m..  1138. 5'7r. . . . 
Wabaih  R.R..  1 D.,  ItIO,  9% .  ... 
Wabxh,  Chi.  k  Datrait  Eit.,  1941, 3 
Watsrliat  Turnpike  A  Ry.,  1919,6'.; 
Wenvn  N.  Y,  A  Pa.  R.B.,  1037, 3'  I 
Abut.  Tuba  A  Btampinf,  1832,  y'l  . 
Cala.FuelAIioD.1943.3%. 
Couunun  Ota  Chi.  IS36, 3' 


t.  Gaa  A  B 


,  Ctica, 


I  Gd.  Moion,  1 T.  •,.  K.,  i«j.i.  u-  ^ 

I  KinjaCo.  EI.Li.*Pdw..I907.6",.  .. 
I  KiiMaCo.U.lr.nL,i.,l»M,S'; 

LacMe  Oaa  LI.,  St.  C  1934.  i% 

LouiniUg Oat*  El..  1916.69; 

'   MontnalLuH.APow..m2.4<<,'".. 

N.  Y. G.  4  El.  Lt. H(.4 row.,1046. 3% 

I   P»,  Tg.  4  Tl.,  1937,  S"i 

'   FeopleaOaaLt.4C.,Clii.,lca.,I943,6% 


REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


ALBANY   INSURANCE  COMPANY,  Albany.  N.  Y.—ConttTiued. 

fioms  kttD  Stocxb  Ovnp. — Cimf- 

Br,inm.-Cml.  Viha. 

Porlluid  G.  &  C,  1  r..  IMO.  i% UCMMO 

ScTuhm  EL.  1 T.  m..  lS37.fi% S.OOD 

Un.El.Lt.AF.,&t.  L.  193I,fi% 10,000 

lIiiileilKLLl.4Pow.,BiJlii.,l»M,4M7o  10.000 

nnil«d  Buta  Hubba,  IMS, «% 10,000 

Uniltd  8UIM  Bt«d  Cp.,  3  m..  lM3.&7c.  24,000 

Utin  Oh  *  El.,  r.  A  eit.,  IM7,  S'?^ . . . .  £,000 

W*l(it<n.U.4Paw.,  Im.,  I«SB,i?c.  S.OOO 

ConiLR)-.  iLu.  P S.000 

Bklrn.  R:.|.   [rii S,O00 

Detrain  M  .■  ^r.',.  p S,OO0 

N.    Y.  &■■■.  V.I   ;'i.,U\mat £.000 

Ceolnlfi.i.    I  .  .  ,i..p , t.OOO 

CsDtnl &:...,-  II  <  i>..iiaiii 1,300 

n.e«i.(L.  1         10.000 

UmtvCo^.P    10,000 

Totah  (book  nihiM.  tTlS.B5«) tllSJDO 


IS48,  tSVt.m-.   Balsa.  1871,  120.000. 

DIRECTORS:  ^ 

Lodnnl  Cc«nrtD,  ClitFisi)  D.  Ontcry.  E 

E.  MbHiw.  Chiria  B,  8W """ 

Lflwii  R.  Firker,  Ruonll  K.  caro,  inonua  I.  vu  aovwrp, 
Puk(i'C«niiis,Chu.H.Hilui, Robert  Oloott.EdinnlW.Hukin, 
Mvtu  T.  Naebtmuui. 


Wdworth  ArifU, 


IoMdo.  Mm.,  nnl  «at  (or  £.  M»    Tbtnu 
1  CoBD..  ID..  M^.  n;  I..  N.  Y..  Ft.  ud  R.  I. 


ALLEMANNIA  FIRE  INSURANCE  COMPANY  of  Pittsbui^h,  Pa. 

PnBdnit,  Wm.  StoDDHya;  Betntuy.  Cbtt.  B.  Rata.    Ortuued.  IBtS, 


Sorphu       l^vniumi 


Lum 


Bl  7,330 

_77y2i 
■.  Dk.  31.  II 


10,000 
30.000 


Bondauidikickg...       018,801    Otbi 

CollUsiIlsuu 8.^0 

Cwh liS.743 


387.77. 
B17,S34 


Totdu 


l!t,US 
tOZ4,M2 
7I6!3U 
.8(1.328       Total 31.»4],328 


>l  luUlitin. 
fplui 


Bonn  iHD  Srocu  OwnD.— Cnt 

Bo«D».— Cmt 

Tnuvztn.  tiB.By.i  Lt..  1031.  ir^.. 

AimouT  &  Co.  (K.  E.)  1039, 1H% 

C«M.  Dt  TeL,  1H3,  S% 

Bkmnli  Coil.  tOlS,  1% 

OnaTiUt.  Wsl.,  1832.  i% 

lad.  Bleel  Or.,  IBM.  6^, 


t2<.32S 

20.000 
25,000 


ITndBimtilig  l»g.  tH,8ig;  iaieatmrat  profit.  I7S.1T3. 

RlSKaANDPREMIUMB:  nreriakiinfom,  Deomber  31, 
tlOMII.UD;  pnmiiimi  tlunon.  tl,SH,19g. 

BUSINESS  SINCE  ORGANIZATION:  PrBiiuunu  receiied, 
tl$,t<l3,003i  loan  pud,  tTJ73,731l^  dividnub  declunJ.  euh, 
t«7S,«0a;  ilock.  tlO,000. 

REAL  ESTATE  OWNED:  Couittj  of  12  vmnt  loU  id  IStb 
Wud.  HttttoTBh,  isquind  by  ucbioie  ID  loot,  ud  14  propotia 


laa  CT*  C.,  II 


1023,11% 

C.  A C.  IHO, e? 

Ctikt,im,v^ 


N.t.Tub.p    IWS.5'^,,.. 


Bradil(idiNU.Bk... 


MORTGAGE  LOANS:    Tlwe  in  104  loug,  i 


bj  pnvBij  katod  b  Pittibu^  ud  l 
ua  Ibe  total  Talue  of  lt]«  mortejufld  ^ 
tl,Bje,]Oa.  01  about  two  and  one-lialf  tisus  tne  UDOusl 
But  tl,3as  of  LnlfTot  mi  overdue  QQ  DeRmbs  31,  bat. 
COLLATERAL  LOANS  an  mFoUotc:        Maiket       A 


Total. 

BONDS  AND  STOCKS  OWNED:    ~ 

Obaport,  PH..  B..  IS19-3T,  i'.', 

Mtdid»  Hat,  Cao..  1042,  S'l   

New  BrUitoD,Pa.K.  dk,  IBJ5-29,  i% 

FalatiiuBE.,  103e.4!:'< 

Prince  Albert,  1033,  S'.;  

St.  BoDifaH.  iota,  5'-,  

TOconbl,  C»n.,  1»48,  4'-; 

Toronto,  Can.,  1024.  4!s'i 

Wimipeg,  Can.  1024,  4' , 

BaMo,  i  0.  BJR.  ev.,  IBM.  m% 

Ft.  W.  *  ffah.  Vil.  Tc,  1B34,  !■  r 

Ind.,  Col,  i  E.  Tt,  1B26,  i", 


Totalt  {book  value,  K73.271) . . . 


1  IE 


102.283:  ^em,  IBIl,  181,072. 

DIRECTORS:  Cbat.  F.  Wdk  Wm.  M.  BdL  L.  F.  Denunler. 
Jobn  W.  Lloyd,  James  R.  Storett,  Oeoret  Shtppard.  Wm.  StoD- 
raraer,  Edw.  Snod^an.  Ji-.,  W.  A.  St«uuDcya,  J-  B.  Eisuuari. 
I.  W,  Donnan,  H.  W.  LgdeUiehl, 

FIELDMENANDTERRITOHYCOi-ERED:  F.L.WtmTBr. 
Detnnt.  Mich.,  qiecid  ueot  for  Mich,  and  Ind.;  Tboe.  H.  Smith, 
Dayton,  O..Sla(c  agent  for  O.^Elid  A  Loeb.Cbicago,  111.,  eeneral 
■  for  III,;  Benr,  TiemMne  A  Co,.  Bt«*  annts  for  N,  Y .-. 
,.  Barbour,  Filliburgh.  tpeeial  agail  [or  Fa,  and  N ,  J . ; 
LTum  *  FofHler,  New  VorkCily,  EcncnJ  agcnle  for  MetropolitKia 
distriirt;  Geo,  ^ ,  Couutock,  ienoal  agent  for  mburban  depart- 
ineal,  Bloomfield,  N.  J„  for  N.  J,  and  J).  V.:  G.  S.  Ro«Tic™iit.»  . 
Boston.  Man,,  genaal  agent  lor  Man,  and  Conn.:  CaBfai&an  4 
I  EiiM.  Deivn.  Colo,,  State  acenti  for  Colo.;  Wradeor  4  Co.. 
'  Salt  lAk«  City.  Bute  agents  lor  L'tah;  Lohmeyir.  Goldnmtli. 
I  httSKBi  Co..  CbaileetoD,  W,  Va.,  Eeneial  agcnti  for  W.  Vs.; 
I  FUk  A  Scbulkamp.  MadieoD.  Wiv..  geooal  adente  ftd-  Wis,;  Grova 
I  R-BmiapACo,,  Dallu.  generalaieiitsFDrTei,.  Ls.  OkU.  Hu) 
,  Ark,  ne  companv  openlea  in  Ark,,  Colo,,  Coon,,  111..  Ind., 
I  U.,  Md.,  Man.,  Mich,,  N,  J„  N.  Y„  0,.  OUa..  Pa.,  Tei..  Uub 
'   W.  Va,  and  Wit. 


'■{ 
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THE  ALLIANCE   INSURANCE  COMPANY,  Philadelphia,  Pa.§ 

Pkoideat,  E.  L  Effiaoo;  Tieft-PkMidant.  Benjamin  Riuh;  Second  Vke-IVeiideiit,  John  0.  Piatt;  Sacretaiy  and  Treasurer.  T.  Hooard 

Wrifht:  Anistant  Seeretaiy,  Sheldon  Catfin.     OrsanW,  1904. 


■ 

Unearned 

Net 

Net 

Total 

Loaaea 

ToUl  Ez- 

Loasea 

Tub    i«eti 

Sitrphia 

IVemiums 

Income 

Fkid 

Diridenk 

Ezpenaes 

penditurea 

Incurred 

mi  '  R438^ 

1673,641 

I8O4.088 

01975,662 

11.073,751 

a|559.947 

$60,000 

$323,113 

$943,060 

$588,446 

1113     2,283.444 

6S9.0S4 

693.216 

al.001.077 

1,096,258 

0572395 

60,000 

339.201 

972,096 

560,476 

1912     2.242^1 

609.721 

636.7S2 

1.036,443 

1,107,415 

488,077 

60,000 

345,167 

893.244 

539.007 

1911      2.038,658 

M7,a42 

499,426 

956.316 

1.033,006 

503.529 

t57.168 

313.134 

873.831 

501,682 

1910,    1313^ 

608.016 

C406.149 

940348 

1,015,877 

472,727 

t41,661 

314.137 

828.525 

463.607 

Foewned  pramiamB  indnde  aroounts  redaimable  on  perpetnal  policiea.     X  Inehidea  paynwnii  to  acripholdera. 
■siiae  pranimu,  and  $167,900  marine  loasea.    e  Ezehianrt  of  $  172,271  eontinfent  fund. 


a  InoludcB  $888,087 


ASBBBf  Dk. 

Bondiiad  atoeka 

(Ml 

Afeati'balaneca.. 
btoeit 


31, 1914. 

..  $2.143310 

130,696 

140302 

23,337 


LuBOxnaa,  Dec.  31, 1914. 

LoBMB  unpaid $174,532 

Unearned  prema....  657.994 

Perp.dep.reel 15.647 

Other  liabilitica....  36.134 

Total  liabilitieB...  $884307 

Capital  paid  up 750.000 

NetBurplua 804.038 


Total 


$2,438,345        Total $2.438345 


0 


rDdorvriting  profit,  $70,303;  investment  profit,  $121,651. 

RISES  AND  PREMIUMS:  Fire  riaka  in  foroe  (except  pei^- 
Wtnk),  December  31,  $99,966384:  premiuma  thereon,  $1,061 ,101 ; 
anae nd  inland  riaki  in  force,  $20379,451;  premiuma  thereon. 
1^1,183;  popetoal  fire  riska,  $568350;  depoait  premiuma  thereon . 
I17J86. 

BU8D1E8B  SINCE  ORGANIZATION:  Premiuma  reeeiTed, 
tMSQ.flS2:  knaea  pud,  $5,161,221;  dividenda  declared,  caah, 

snuno. 

BONDS  AND  STOCKS  OWNED 

BONIM. 

Atlmta,Ga.,rc«.,  1931, 31% 

UwaeCa,Pa.,c.,  1919.4i^r 

N.  T,  Slate,  can.  imp^  g..  c.  1962, 4% . 

H  Y.cpntk. tt., e^  1915, 6"c 10.000 

J..Y.,ift.l954.3J% 200,000 

N.Y^ep.8tL,g.,e.,  1959,4-0 '"~*" 

J.  Uie»,  €.,1916.6-^0 

N,^,rCT..e.,1917,  e'l. 

S-C,i«to.U(t,c  1951.4% 

J^.ft^i««.,1982.3JTr 

n^J^.r«.,1984.3rf 

Ateh^T.  A  a  F.  Ry..  cv.,  g.,  c.  1960,  A% 

B.AaB-R.,ci'..g.,c.,  1933,4n 

B.  4  0.  It  R.,  pr.  hL,  g.,  reg..  1925, 3i^ 

C.  he  Ry.,  1  r.  g..  t,  gr.,  1949.  4'  < .... 
C.  Hl  Hy..  Th.  S.  L.,  1  g.,  c,  gr..  1954, 

J''< 

Ciie.  A  E  m.  R.  R.,  r.  ft  imp.  m.,  c. 

^1K5.4-. 

C,B.AQ.R.R.,m.c,  1958.4% 

C.,St  L  A  N.  O.  K.  R.,  eq.  tr.  ctfa.,  g.,  c, 

^ft.N2l,5^c 

CoalKm Ry.,  1.,  g..  c,  gr.,  1945. 4%. . 

CtTc..N.J..g.,c^l933.5^rc 

EneR.B^B.AS«n^  1  ezt..  g.,  c,  1918, 

Ga.  iy.  A  EL  r.'  A  imp.',  g.,  c.*,' 1949,' 5% 
JaJ^C.  A  E  Te., gn.  r.,  c,  1926, 5%. . . . 
«WBn B.  R.,  1  est.  g.,  c,  1919, 5%.. . 
L  S.  A  M.  So.  Ry..  d.,  g,  c,  1928.  4%.. 

1 1  ?r  K^S^»  1  «••«••  1922, 4i^,... 
S.  V  C.  AH.  R.1L  R..  d.,  g.,  c,  1934, 4% 
XT.  A  W.  Ry.,  div^  1  In.,  gn.,  g.,  c, 

^IW4.4% 

»a.  A  W.  Ry.  A  Poc.  C.  A  C,  1  g.,  c, 

1111,4^...  ...T.. .! 

fti A  So.  wIrI iLVgn-,  C-,  lirab, '5%.'. ." 

^a.B^eT.t,c.,  1915.34% 

«8L  A  3hav.  BL  R.,  1  In.  col.  tr..  n.,  g., 

1. 1917. 6^4 

^3er.  Corpu  N.  J.,  col.  g.  n-,  c,  1916, 

^t 

r.  ?  Cp.,  N.  J.,  gn.  m.  a.  f.,  g.,  c,  1959, 

f<rf^  J.  C,  caLtr.;  g..  c,  1951',  4% 

^U  P.  A  No.  W.  Ry..  1  g..  c.  gr.,  1948, 
So-  Se  Hi  m  i  T..  g.;  *c..'  et'.,  1956,"  4% 


Par 

Market 

Vahie. 

Vahie. 

$10,000 

$8,800 

10.000 

10,000 

50,000 

48,750 

10.000 

10.000 

200,000 

167.000 

50.000 

48.000 

3,000 

3,000 

5.000 

5,000 

20,000 

19.600 

29.700 

27324 

170.300 

154.973 

15,000 

14.400 

50,000 

45.500 

10.000 

9.100 

35.000 

32.025 

50,000 

43,000 

20,003 

10,000 

20,000 

18.000 

8,000 

8.000 

15,000 

12,750 

25.000 

25.000 

15.000 

14.700 

15.000 

14,700 

25.000 

22,500 

12.000 

12,000 

50,000 

46.000 

15,000 

14.400 

50.000 

42,000 

50,000 

45,500 

25,000 

22.000 

25300 

26350 

120.000 

118.800 

30.000         30.000 
40.000         39300 


50.000 
50.000 
10.000 
25,000 


15,000 
15,000 


45.000 

46.000 

9.200 

16.500 

15.450 
12,600 


BoHM  ANn  Stocks  Ownxd. — Cmt. 

BoNDe.— C<wrf. 

Tm.  R.  R.  Aaan.,  St.  L.,  gn.  r.  a.  f.,  g..  e.. 

1953,4% 

Tex.  A  P*c.  Ry.,  1  g.,  c,  2O0O,  5% 

Vir.  Ry.,  1.,  g.,  c,  1962, 5% 

Waah.  Tm.,  1  g.,  &.  gr.,  1945, 3J% 

Amer.  Tl.  A  Tg..  col.  tr.,  c,  1929, 4%  . . . 
Amer.  Tl.  A  Tg..  ev.,  g..  c.  1933, 4}%  . . . 

Cen.Die.Tl.,  lB.f.,g.,e..l943,5% 

Mfr'a.  Wat,  1  a.  f .,  g.,  c,  gr.,  1989. 5% . . . 
Minn.  Gaa  Lt.  1  gn..  g.,  c.  1930.  5%. . . 
Phihk  EI.  g^.  cOb.,  reg..  1948. 5% . . . . 
Pitta.  Tm.  Wh.  A  Tr..  1.,  r.,  g.,  c,  1936, 

5% 

U.8.8teelCp.,fl.f.,g.,c.l963,5% 

Stocks. 

(^eeapeake  A  Ohio  Ry 

Norfolk  A  Weetem  Ry 

Reading 

American  Tl.  A  Tg 

United  Gaa  Imp 


Par 

Market 

Value. 

Value. 

$50,000 

$44,000 

25,000 

25,000 

50,000 

49,000 

55,000 

44A50 

50.000 

43,500 

30,000 

28.800 

20,000 

20.000 

8,000 

8.000 

50.000 

50,000 

50.000 

50.500 

25,000 

25,000 

100,000 

100,000 

50,000 

20.000 

100.000 

99.000 

25.000 

36.000 

20.000 

23300 

50,000 

82.500 

ToUla  (book  value.  $2364.133) $2,228,000    $2,089,772 


MISCELLANEOUS:  Thia  company  commenced  buaineai  in 
1904  with  a  paid-up  capital  of  $600,0()0  and  an  initial  cash  8ur> 
phia  of  $500,000.  it  is  under  the  same  management  as  the  Insure 
anoe  Company  of  Nortib  America.  $733,786  aaaeaament  paid  m 
by  stockholders  in  1906  and  $3,562  in  1907.  Capital  was  mcreaeed 
in  1911  from  $500,000  to  $750,000.  Conflagration  losses:  San 
Francisco,  1906,  $1,082,785.  Value  of  special  depont  in  Ga.. 
$8,800. 

DIRECTORS:  William  D.  Winsor,  Chaa.  Piatt,  Jr.,  Rudolph 
Ellis,  Henry  W.  Biddle,  John  Qrebbel,  Bayard  Henry.  J.  Levering 
Jones.  Arthur  E.  Newbold,  Eunene  L.  Ellison. 

FmA>  MEN  AND  TERRITORY  COVERED:  John  M. 
Talbot  A  Co.,  New  York  City;  Dan  B.  Harris,  manager,  Ewell  S. 
Gi^  and  Robt.  N.  Hughe,  assistant  managers,  Atlanta,  Ga.. 
for  southern  departments;  Chaa.  E.  Parker  A  Co..  Hartford, 
Conn.,  for  New  £ng.  Statea;  A.  C.  Shaffer,  general  agent  for  N.  Y. 
state:  J.  C.  Johnston,  general  agent,  and  J.  K.  Huniiton,  assis- 
tant manager,  San  Frandsco,  for  Cal.,  Aris.,  British  Columbia, 
Hawaiian  ul.,  Ida.,  Mont.,  Neb.,  Ore.,  Utah.  Wash,  and  Alas.; 
Fldd  A  Cowles.  Boston,  Mass.  Special  jurisdiction  of  home 
office:  N.  Y..  N.  J.,  Pa..  Md..  W.  Va.,  0..  Ind..  lU.,  Ky..  Colo. 
John  Kremer.  Philadelphia,  general  agent:  H.  B.  Jennings,  special 
agent.  Philadelphia:  P.  C.  Bumham,  Pittsburgh,  for  Western  Pa.; 
F.  E.  Benjamin,  Harrisburg,  for  Eastern  Pa.;  G.  Hope  Miller, 
Newark,  for  N.  J.;  U.  0.  Michaels,  Richmond,  Vs.,  for  Md.; 
Robert  H.  Moore,  Albany,  for  Eastern  N.  Y.;  P.  W .  Clark.  Buffalo, 
for  Western  N.  Y.;  J.  Fred  Neill,  State  agent.  Wheeling,  for  W.  Va.; 
L.  J.  Bonar.  SUte  agent,  Mansfield,  for  0.:  W.  H.  Riker,  State 
agent  and  E.R.Shoemaker,  special  agent,  Indianapolis,  for  Ind.;  A. 
R.Gress.  State  agent.  Minneapolis,  for  Minn.;  M.V.B.Benson.  State 
agent.  Denver,  Colo.;  Geo.  E.  Maoomber,  special  agent,  Augusta, 
Me.;  W.  H.  Winkley,  special  a^ent.  Boston,  for  N.  H.,  E.  Mass., 
and  R.  I.;  Lewis  H.  Small,  imecial  ageat.  Hartford,  Conn^  for  Vt. , 
Western  Maes,  and  C^n.;  W.  C.  Rader,  special  agent,  Birming- 
ham, for  Ala.;  Jcka  A.  Stephenson,  spetnal  agent,  Jacksonville, 
for  Fla.;  R.  N.  Clark,  special  agent,  Atlanta,  for  Ga.;  Alon  so 
Church,  special  agent,  Kew  Orleans,  for  La.;  W.  G  Sours,  special 
agient,  JauEson,  for  Miss.;  Robert  Mable,  special  agent,  Charlotte , 
for  N.  C;  John  C.  Drewry,  State  agent,  Raleigh,  for  N.  C;  Harry 
W.  Crutcher,  special  agent,  Dalhis,  for  NOTthem  Tex.:  R.  B. 
Eillough,  special  agent,  Waco,  for  Southern  and  Middle  Tex.; 
M.  H.  Reeves,  special  agent,  Spokane,  W^ash.,  for  No.  Ida.;  E. 
British  Columbia,  E.  Ore.  and  E.  Wash.;  A.  C.  Wright,  special 
agent,  San  Francisco,  for  C^t.Cid.  and  Nev.;  GecCSmith,  special 
agent.  San  Francisco,  for  No.  Cal.;W.  F.  Kuhl.  Los  Angeles.  Cal., 
for  Southern  Cal.  and  Aria.;  Oilman  L.  Camp,  special  agent, 
Billings,  for  Mont.,  So.  Ida.  and  Utah;  Walter  E.  Bliss,  Portknd, 
Ore.,  for  W.  Ore.,  W.  Wash,  and  W.  B.  C.  The  company  is  licensed 
ini^l  of  the  States  and  Territories  of  the  U.  8.  except  Alas.,  Ark.. 
Del.,  D.  of  C.  la..  Kan.,  Mich.,  Minn.,  Mo.,  Neb.,  N.  M.,  N.  D.. 
S.  D.,  Okla.,  S.  C.  Tenn.,  Va.,  Wis.  and  Wyo.    Also  in  B.  C. 


S  "^namilg  both  fire  and  marine  business 
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AMAZON  FIRE  INSURANCE  COMPANY,  Shawnee,  Okla. 

PKBdent,  W.  H.  GMton,  Secretary.  C.  H.  Eekford.    Organised,  1909. 


YCIR 

Assets 

Uneuned 
Premiums 

Net 
Surplus 

Net     , 
Premiiuns 

Total 
Income 

Losses 
Paid 

Dividends 

Expenses 

Total  Ex- 
penditures 

LoeseB 
Incurred 

1914 

1297,425 
338,368 
327,238 
388.670 

168.114 

64,068 

36.069 

9.772 

$47,897 

91,508 

123.750 

186.641 

59.729 

$92,507 

105.156 

61,533 

15.919 

10,251 

$102,481 

119,104 

72,402 

•196341 
♦48.833 

$81,647 

43.192 

14.511 

8,986 

$66,059 
67361 
98.937 
30.664 

tl9^1 

$147,606 

111.053 

113,448 

39.640 

119,501 

$86,835 

1913 

61,263 

1912 

15,624 

1911 

9,227 

1910 

306.689 

5.327 

•2.067 

•  Includes  $27,087  premium  on  sale  of  stock  in  1910.  $173,657  in  1911.       t  Excluding  $18,818  partial  payment  on  capital  stock 
liability  discharged  by  issue  of  stock. 


Absbtb,  Dec.  31, 1914. 


Real  estate 

Mortgage  loans... 
BiKids  and  stocks. 

Cash 

Agents' balances.. 
Interest  and  rents. 
Other  assets 


$5,985 

154,565 

62.775 

49,582 

15.689 

8.010 

789 


LuBiLimn.  Dxc.  31. 1914. 

Losses  unpaid $16,768 

Unearned  prems 63.114 

Du0reins.cos 6.108 

Other  liabilities....  1.538 

Total  liabilities..  $87,528 

Capital  paid  up 162.000 

Net  surplus 47.897 


Totalassets $297,425       Total $297,425 


Underwriting  loss,  $44,835;  investment  loss,  $2,884. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force  December  31, 
$7,765,783;  premiums  thereon,  $124,076. 

BUSINESS  SINCE  ORGANIZATION  :  Premiums  received. 
$284,773;  losses  paid.  $147,238. 

REAL  ESTATE  OWNED:  The  company  owns  farm  prop- 
erty valued  at  $5,985  procured  by  foreclosure.  It  reouved  $139 
rents  and  paid  $34  expoises  during  the  past  year. 

MORTGAGE  LOANS:  There  ar«  60  loans,  aggragatine 
$154,565,  protected  by  farm  lands  in  Oklahoma,  Kansas  and 
Texas  valued  at  $604,320.  There  was  $175  of  interest  past  due 
December  3 1 ,  last.    Insurance  on  buildings,  $7,000. 


BONDS  OWNED: 

Commerce  Bldg.,  Kansas  City,  Mo . 

General  Life  of  Maine 

Greensboro,  N.  C 

Akron,  0..  imp.,  1923, 5i% 


Par 
Value. 

$3,000 
21.000 
11,000 
2,000 


Market 
Value. 

$3,000 

16.800 

11,000 

2,775 


Totals. 


$37,000        $33,575 


MISCELLANEOUS:  This  company  was  ornniaed  in  1909 
under  the  title  of  the  Weston  k  Soutnern  fire,  andin  1911  changed 
its  name  to  the  AmMon  Fire,  moving  its  head  office  from  Okla- 
homa City,  Okla.,  to  Dallas,  Tex.,  in  1912  and  in  1915  to  Shawnee, 
Okla.  Its  home  office  was  always  in  Shawnee,  (Ala.  Capital 
decreased  in  1911  from  $243,230  to  $174,035.  In  1910  $27,087 
was  realised  as  premium  on  stock  and  in  1911,  $173,657.  In 
1912,  $44,777  was  returned  to  policyholderB  on  account  of  can- 
celled stock. 

DIRECTORS:  Capt.  W.  H.  Gaston,  Jno.  H.  Gaston,  H.  H. 
Hobnan,  C.  H.  Eekford,  E.  C.  Standard,  E.  G.  Senter,  W.  H.  Pen- 
ington,  G.  L.  Miller,  F.  Lee  Williams,  J.  M.  Terrell,  £.  M.  Alvord. 

FIELD  MEN  AND  TERRITORY  COVERED:  J.M.Tisdal, 
Greenville,  Tex.,  for  northern  Tex.;  B.  H.  Dickson,  Tecumaeh, 
Okla.,  for  Okla.    The  company  opentea  in  0.,  Okla..  and  Tex. 


AMERICAN  INSURANCE  COMPANY,  Newark,  N.  J. 


President,  P.  L.  Hoadkqr;  Vioe-Presidents,  Chas.  E.  Sheldon  and  C.  Weston  Bailey;  Secretary.  F.  Hoadley. 

Roy  C.  Vanderhoof;  Treasurer.  A.  C.  Cyphers.    Oi^gpuuied.  1846. 


AssistMit  Seeretary. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Losses 

Y«Ar 

Assets 

Premiums 

Surplus 

Premiums 

Income 

Paid 

Dividends 

Expenses 

penditures 

Incurred 

1914 

10.246,941 

$5,054,394 

t$3.366,394 

fi$3.972,867 

$4,393,421 

n$2,236,169 

$280,053 

$1,665,159 

$4,181,381 

$2,320,800 

1913 

10,004,903 

4,936,969 

13,252,859 

4,210.348 

4,625.452 

2,209,293 

280,050 

1,739,273 

4,228,616 

2.095,350 

1912 

9,867.025 

4,780.327 

13.135,953 

3,934.062 

4,320,180 

1.932.126 

240,054 

1,563,663 

3,735.843 

2,032,0OS 

1911 

9,344,435 

4.513.550 

t2.962.549       3.570.998 

3,950.737 

1.959.844 

230.054 

1,408,992 

3.508.890 

1,944.S3« 

1910 

9,043.082 

4,5.53.042     t2.620,399l      3.608.526 

3.960.76Q 

1.719.810 

201.050 

1.419.9491      3.340.80» 

1,771,439 

t  Excluding  special  reserve,  $300,000.    n  Includes  $132,593  marine  premiums  and  $40,819  marine  losses. 


Asam,  Dec.  31, 1914. 

Real  estate $454,700 

Mortgage  loans 1 ,793.866 

Bonds  and  stocks . . .  6,542,505 

Cash 460.206 

Agents'  balances ....  593,267 

Buh  rec.  for  prems . .  345.563 

Interest 88.719 


Li^BiLnm,  Dec.  31, 1914. 

Losses  unpaid $365,213 

Unearned  prems....  5,054.383 

Dividends 70.113 

Special  reserve 300,000 

Other  liabilities...  90.838 


Total $10,279,176 

excess  spl.  dep. .         3 1.885 


ToUlliabiUtia...  $5,880,547 

Capital  paid  up 1,000.000 

Net  surplus 3,366,394 


Total  assets $10,246,941        ToUl $10,246,941 


Underwriting  loss.  $50,457;  investment  profit,  $475,928. 

RISKS  AND  PREMIUMS:  Fire  risks  in  foroe^  December  3 1. 
$973,192,546;  premiums  thereon,  $9,685,528;  marine  and  inland 
risks  in  force,  $6,205,440;  premiums  thereon,  $125,674. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  reoeived. 
$54,217,822;  losses  paid,  $26,213,296;  dividends  dedaiwi.  cash, 
$4,538,058;  stock,  $600,000. 

REAL  ESTATE  OWNED:  The  company  owns  2  parcels  of 
real  estate,  one  of  which  is  located  in  Newark,  N.  J.,  and  the  other 
in  Rockford,  111.  The  largest  property  is  the  company's  home 
office  building  at  68-72  Park  id.,  Newark,  the  book  value  of  which 
is  $357,800.  It  is  a  new  3-«tory  stone  and  steel  structure,  stand- 
ing on  a  lot  73  X  166  X  144  X  199  feet.  The  other  property  is 
the  company's  office  building  at  Main  and  Peach  sts..  Rock- 
ford.  HI.  It  is  a  2-story  brick  structure,  and  is  carried  at  $96,900. 
There  are  no  incumbrances  on  either  of  the  properties.    The  net 


income  from  real  estate  (over  expenses)  was  $14303  in   19O0 
$15.139 in  1910.  $15,777  in  1911,  $16,346 in  1912,  $16,520 in  1913. 
and  $18,673  in  1914. 

MORTGAGE  LOANS:  There  are  420  mortgage  bans,  which 
range  in  amount  between  $160  and  $125,000,  few  exceeding  $6,000. 
Most  of  the  k>ans  are  upon  prepay  in  Newark  or  neighboring 
cities  and  towns,  and  loans  amounting  to  $1,793,866  are  secured 
by  properties  valued  in  the  aggregate  at  $4,253,192,  upon  which 
the  company  holds  $2,209,825  of  fire  insurance.  Past  due  interest 
amounted  to  $3,148  on  December  31.  last. 


BONDS  AND  STOCKS  OWNED: 
Bonds. 


0:1 


D.C.reg..  1924.3.65 

U.8.reg.,c8.,1930.2% 

Bayonne  City,  a.  f .,  1928. 5% 

Bayonne  City  H.  S.,  1928. 5% . . . . 
Bergen  Co.,  oo.  big..  1933-37. 4k%  ■ 

Essex  Co.,  g.  hosp.,  1947. 4% 

Essex  Co..  g.  hosp..  1949.  4<^ 


Hackensack  Imp.  com.  f..  1942. 4i 
Madison  Bor..  r.,  1916t  Ah 
Montclair,sc.,1942.4i%. 
Newark,  sc.,  1957, 4^'- 


%. 


/O- 


Passaro  Co.,  bdg.  re-bld..  1929, 4i 
Passaic  Co.,  Rutherford  Ave.  Bg.,  1929, 

44% 

Toronto  City  of,  d.  gn.  cs.  1.  for  gn.  hosp. 

k  Christopher  St.  ext.,  1948, 4% 

Toronto,  Prov.  of,  Ont.,  gn.  cs.  1.  d.,  1948, 


4%. 


Par 

Market 

Value. 

Value. 

$30,000 

S31.200 

30,000 

29,10<i 

90,000 

5a,5O0 

75,000 

80,2oO 

25,000 

2&.«l&0 

100,000 

•s,ooo 

100,000 

08.CKK> 

25.000 

26,500 

1,000 

l.OOQ 

50,000 

52.50C 

100,000 

08.00*1 

5,000 

5.1SC1 

30.000 

30.©CK 

56,966 

*».S1< 

17,033 

is.ie^ 
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AMERICAN  INSURANCE  COMPANY,  Newark,  N.  J .--ConHnued. 


Boon  ajd  Siockb  Own  sd.-^oiiI. 


raoDCo^eaHotp..  1943-43.41' 
Ce>tR.R^gB.m.c,1987,5%.. 
Ci.Te.,  1933,5% 


EMtna  A  Amboy  It  R.,  1920, 5 


cr. 


1941, 


Lehigh  VaLR.lL  Term..  1  m.  g. 

y. 

)ridiaBdR.IL,  I  m.g..  1940.5^0 

Monis  A  Ema  R.  R.,  1  ct.  gr..  1915, 7% 
Newark  Pvi.  Ry^  1  ea.  m.  g..  1930. 5% . . 
N.T.AG.L.R.]^Kr.,L.  1946.5%. . . . 
N.  Y..  Soq.  A  W.  R.  K.,  Tenn.  1  m., 

19t3«  5% 

No.Hiid-Co.'lL  Hl.cB.i  1928.5%! .  *. 
TrcBton  Paa.  Ry.,  ca..  1  m.,  g..  1923-31, 

61.     

I-a.  N.  J.  a.  R^  «  Can.,  gn.,  1929-44. 4 1, 
W.  J.  A  Stmiban  R.  R..  1  m..  g..  1936. 

3J" 
W.J.  4  Seaaim  R.  R.Vl  m.\  g!.  1936. 4% 


tr. 


AaKr.  Dock  A  Inp^  1921,  5 

Low  Doek  (Jene7City)es..g..l935.6% 

M.  Bond  of  N.  Y.,  1932. 5' c 

N  T.,  L.  B.  4  W.  Docks  k  Imp..  N.  J.. 

la..If«.5% 

Nc«sk  Gaa,  1  m.  g..  1944,  6  c 

9T0CXB. 

AldL,T.AS.F.Ry..p 

Balt.AO.R.R..p 

Cfeie.,MiL&8t.P.R.R..P 

Chie.ANovm.Ry^com 

rbie^Scp.,liiiiik.40matiaRy..p 

DcLLack.AW.R.R 

Gt,\o.  Ry.,p 

n:.Ceat.R.R 

Lau.ANa8b.R.R 

MiaB..St.P&S. SteM.Ry..  p 

M<gmk  &aeKR.R^gr.byD..L.AW. 

,R.a 

'w.AW.  R.R.,  com. 

H«.PScRy 

^nafjlTaoia  Railroad 

RttE.Xia..CMe.ASt.L.Ry..  p 

nqt^Ft-WsjaeaiMlCbic.  Ry. 

Ta.  N.  J.  R.  R.  *  Can.,  gr.  by  Pa.  R.  R. . 

Cs.  Pkc  R.  R.,  p 

TLATg. 


G9.i4i.Bar.,N.Y 

Ira^rTEittn  SWg..  Cbic . 
I?aderwriter8*SlTg..N.Y. 
Wal.A<l).AIiwp..Chi.  . 


Ptt 
Vahw. 

I100.00D 
337,000 
122.000 
215.000 

225.000 
114.000 
170.000 
150.000 
131.000 

144.000 
200.000 

47,000 
150.000 

15,000 
100.000 
340.000 
356.000 

15,000 

196,000 
300.000 


70.000 
60.000 
100.000 
50,000 
50.000 
20,000 
70,000 
30.000 
60.000 
70.000 

250,000 

50,000 

50.000 

52,500 

50.000 

50,000 

200,000 

60.000 

60,000 

50,000 

400 

500 

500 

100 


Market 
Vahie. 

9104.000 
394.290 
125,660 
223,600 

249.750 
119.700 
171,700 
157,500 
133.620 

151.200 
206,000 

53.530 
148.500 

13.350 

97.000 

857.000 

437.880 

14,850 

201,880 
369,000 


72.100 
48.600 
134.000 
66,500 
70.000 
80.200 
86.800 
33.600 
09.000 
91.700 

437.500 

52.000 

55,500 

58.275 

47.500 

82,000 

450.000 

41.500 

73,800 

77,500 

400 

500 

500 

100 


Toiab  •book  Tal«e,  $6,825319) $5354399  *$6342.505 


as  per  eompany'ii  valaatbns;  the  item  m  aisete  ii 

burd  ofl  imatmaot  department  valuatioDfl. 

MISCELLANEOUS:  After  organiiatioo,  the  capital  in  the 
frm  of  scrip  wm  gradually  increased  to  $600,000  by  dividends 
^fua  pccSta.    Tkia  aerip  was  later  changed  to  stock.    No 


neot  has  ever  been  levied  upon  the  stockholders,  but  the  latter 
paid  in  $150,000  new  capital  and  $300395  surplus  in  1907.  and 
$350,000  new  capital  in  1909.  In  1899  the  business  of  the  oompany 
was  largely  increased  by  re-insuring  the  risks  of  the  Rookford 
laeuranoe  Company  of  Roekford.  lU.  The  oompany  has  paid  the 
following  oonflagratwn  kMees:  Chicago.  1871,  $510;  PaterBon, 
1903.  $90396^timorB.  1904.  $244,072;  San  Franeisoo.  1906. 
$1,109,836:  Bangor.  Me.,  $21,269.  Vahiee  of  special  deposits: 
Ga.,  $9,700;  Va..  $50,600;  Can..  $04,970. 

DIRECTORS:  Geo.  W.  Eeteham.  John  O.  H.  Pitney.  Philemon 
L.  Hoadley,  J.  William  Claik.  Samuel  S.  Dennis,  Edward  L. 
DobUns,  William  T.  Carter,  Benjamin  Atha,  Wm.  E.  Stewart, 
Foirest  F.  Dryden,  John  R.  Hardin. 

FIELD  MEN  AND  TERRITORY  COVERED:  New  England 
dinartment:  Covering  hfe.,  N.  U..  Mass.  and  Conn.  Henry  J. 
IcK,  genera]  agent,  Boston;  Ralph  0.  HinUey,  aeristant  general 
agent,  Boston.    RusseU  E.  Stevens,  speeial  a^oit,  Boston,  Mi 


fiastem  dqiartment:  Wm.  A.  Leetcr,  IVovidenoe,  State  agent 
for  R.  I.;  Jos.  A.  Geyer.  Syraeose,  speeial  agent  for  N.  Y.  State, 
excepting  Subwban  Counties  and  Metropolitan  District:  Alfred 
PmiD  a  Son,  Wheefing,  State  agents  for  W.  Va.;  W.  G.  Shannon, 
Eaton,  0.,  State  agent  for  0.;  PmiI  J.  Clarke.  Newark.  N.  J., 
speeial  agent  for  N.  J.:  R.  Lee  Riggs.  Philadelpnia,  special  agent 
for  eastern  Flu,  Md.,  DeL,  D.  C.  and  Va.;  Clyde  E.  Culp,  Pitts- 
burg, Pa.,  special  agent  for  western  Fa.  Western  department: 
Rodcfard,  111.,  covering  Colo.,  IlL.  Ind.,  la.,  Kan.,  Mich.,  Minn.. 
Mo.,  Neb.,  N.  D..  Okla..  S.  D.  and  Wis.,  Chas.  E.  Sheldon,  mana 
ger;  Chas.  T.  Saekett  and  Chas.  N.  Gorham,  assistant  managers* 
Special  agents:  Fred  C.  Haupt.  Cokrado  Springs,  State  agent  for 
Cok>.;  Geo.  W.  Stuck^  Peoria.  IlL,  Stote  agent  for  III.;  Fted  D . 
Hess,  Peoria.  III.,  special  agent  for  111.;  Geo.  Aldrich,  ^^rin^eM, 
10.,  speeial  agent  and  adjuster  fann  department,  111.:  A.  W.  Cum- 
min^, Roekford.  111.,  aeeutive  special  agent  and  Fred  W.  Sullivan, 
special  agent.  III.  farm  department;  Cnas.  J.  Riehman.  Tipton , 
Ind.,  State  acent  for  Ind.:  H.  M.  Wilson,  ffioux  Rsnids.  la.,  special 
sgent,  farm  department  for  S.  D.  k  la.;  R.  V.  MoConniek.  Daven- 
port, la.;  State  agent  for  la.;  W.  C.  KirehhedL  Ddaware.  la., 
q)eoial  agent  for  la.;  J.  S.  Olund,  Leavenworth,  Kan.,  State  a^t 
for  Kan.;  Geo.  A.  Minskey,  Lansing;  Mich..  State  agoit  for  Mieh.; 
Karl  A.  Thiemo*,  Owatonna,  speoal  agent  for  Minn.  A  N.  D.; 
E.  R.  Perfect.  Kansas  City,  Mo..  State  agent  for  Mo.;  H.  S. 
Norton,  Roekford,  III.,  State  a^ent  for  Wis.  Southern  depart- 
ment: Jas.  W.  Shirley,  supenntendent  of  agencies,  Newark, 
N.  J.  Special  agents:  Louie  J.  Leonard,  Atlanta,  Ga.,  speeial 
Ment  for  Ala.,  Fla.,  Ga.,  La..  Miss.,  and  Tenn.;  H.  R.  Bush, 
Greensboro.  N.  C.  manager  N.  C.  and  5.  C.  department;  W.  L. 
Hmmeman.  Memphis.  Tenn. .  general  ami  for  Ark.;  Lafon  Riker , 
Harrodsburg,  Ky.,  special  agent  for  Ky.;  R.  Lee  Rins,  Phila- 
delirfiia,  qpeonl  agent  for  Va.:  Reinhardt,  Pattillo  k  Reinhardt. 
DsUas,  Tex.,  general  agents  for  Tex.;  Pacific  department:  San 
Francisco.  Cal.,  covering  Cal..  Ida..  Mont..  Ore.,  Utah  and  Wash., 
and  the  territory  of  Alas,  and  Prov.  of  B.  C,  Geo.  0.  Hoadley, 
manager:  Thomas  H.  Williams,  assistant  manager.  Special 
agents:  Alex.  J.  Cartwnght,  San  Francisco,  special  i^ent  for 
northern  Cal^  Mark  B.  Harris.  Los  Angdes,  Cal..  special  agent 
for  South^n  Cal.;  A.  H.  Jackson,  Portland,  Ore.,  special  agent  for 
western  On.,  western  Wash.,  Alas,  and  B.  C;  F.  J.  Root,  Spokane, 
Wash.,  speeial  agent  for  eastern  Wash.,  eastern  Ore.,  Ida..  Mont, 
and  Utah.  Canadian  department,  Winnipeg.  Man.:  Covering 
the  Ftovinoes  of  Ala.,  Man.  and  Sask..  Can.  C.  S.  Riley,  mana- 
ger. Winnipeg.  The  company  operates  in  all  the  States  except 
Axis.,  Nev.,  N.  M.,  Vt.  and  Wyo. 


AMERICAN  AUTOMOBILE  INSURANCE  COMPANY,  St.  Louis,  Mo. 

Preodent,  Chas.  W.  Disbrow:  Secretary.  5.  S.  Williams.    Organixed,  1911. 


1 

Tii^l    Assets 

Unearned 
IVeimuma 

Net 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Dividends 

Expenses 

Total  £x-  J      Losses 
penditures  1    Incurred 

19*.4  1     1690356 
lf:2        579JD53 
1912         539368 

$25«,728 
214381 
174310 

$110,628 
62.490 
22301 

$533,166 
494,196 
369.214 

$548351 
590.477 
424.624 

$203,156 

234,473 

91.945 

$248,536 
234303 
144.027 

$456,692       $219,735 
468,776         236,136 

235.972         103,578 

Dbc. 


31. 1914. 

$3,000 

. .       426.363 

65.000 

54.120 

125.734 

4307 

2332 


LuBiUTxis,  Die.  31, 1914. 

Losses  unpaid $41,776 

Unearned  prems ....  256,728 

Due  reins,  cos 6,614 

Other  fiabifitisa 40.111 


Total  liabUities...     $345,229 

Capital  paid  up 225,000 

Netsorplus 110.627 


BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$1,396,575;  losses  paid,  $531,275. 

MORTGAGE  LOANS:  There  is  one  loan  of  $3,000  on  St.  Louis 
pnipjgty  ^ued  at  $5,000  on  whieh  there  was  no  interest  past  due 
on  Dee.  31,  last.    Accrued  interest  $18. 


BONDS  AND  STOCKS  OWNED. 
Bonds. 


Total  I 


$680356       Total $680,856 


U.S.Gov.  Pin.  Can.3%. 
St.  Louis  R.R..  4i7o 


Uadgariiiag  profit,  $82,510;  investment  profit.  $17,864. 


Colo,  k  So.  Ry.,  1  m.,  4% 

C,  R.  I.  k  P.  Ry..  gn.  m..  4%. . 
A.T.4  S.F.  Ry.,  T.  Sh.  L,,  1  m. 


4rr. 


/o- 


Par 
Value. 

$100,000 

5.000 

20.000 

20.000 

20,000 


Market 
Value. 

$101,500 

4,850 

18.050 

18.000 

18,200 


J 
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AMERICAN  AUTOMOBILE  INSURANCE  COMPANY.  St.  Louis,  Mo.-^Continued. 


Bonds  and  Stocks  Ownnd.— CoiU. 
Bonds.— ConC. 


8t.  L.  8.  W.  Ry.,  1  m.,  4% 

No.  Pm.  Rv.,  pr.l.  A  I.  g.,  4%.. . . 

Wabuh  R.R..  1  m.,  5% 

Chi..  M.  &  St.  P.  g.  m.,  4J% 

S.T.L.I.M.4  S.Ry..g.c.&  l.g.,5%. . 
Ore.,  Wash.  R.R.  AN.,  1  4  r.,  4%. 

M.  K.  A  T.  Ry.,  1  m.,  4%  

Cent,  of  Ga..  cs.,  5% 

So.  Pac.  Ry.,  1  r.  4% 

L.  8.  AM.  So.  Ry.,  4% . 

L.  AN.  Ry.,un.,4%..     

Kan.  Cy.  So.  Ry.,  1  m.,  3% 

K.  Cy.  So.,  r.  A  im.,  5% 

Arg.  Ark.  ar.  imp.,  6% 

Mercer  Co.,  Mo.^% 

Charleston,  Mo.  Wat.  Wks.,  5%. . 
Roodhouse,  111.,  ac.  dis..  5% 


Par 

Market 

Value. 

Value. 

$25,000 

^1,687 

20,000 

19.150 

20.000 

20.750 

20,000 

20.550 

20,000 

20.300 

20.000 

17,900 

20.000 

17,225 

5.000 

5,243 

10,000 

9,225 

10  000 

9,387 

10.000 

9,600 

10,000 

6,987 

15.000 

14,400 

25.000 

25.000 

10,000 

10,000 

5,000 

5.000 

7,000 

7.000 

\       Bonds  and  Stocu  Owjno.—ConL 
Bows.— Cant. 

<   LavrenoevilleTirp.,  Ili,  H.S.,  5%... . 
Moberly,  Mo.  Wat  Wks.,  5% 

Stocks. 
Pa.R.R 


Pv 
Vafaie. 

$3,000 
5.000 

16.500 


Market 
Value. 

$3,000 
5.000 

18,356 


Totals $441,500      $426,363 

MISCELLANEOUS:  Capital  stock  increased  by  unanimooi 
vote  of  stockholders  from  $200,000  to  $300,000  and  same  paid  in 
in  cash  at  $150  per  share,  $50,000  of  proceeds  going  to  surplus. 
In  1913  capita]  reduced  from  $300,000  to  $225,000  ud  $75,000 
added  to  surplus. 

FIELD  MEN  AND  TERRITORY  COVERED:  The  company 
operates  in  Aik.,  Cal.,  Colo.,  D.  C.  111.,  Ind..  Kan.,  La.,  Mich., 
Miss.,  Mo.,  0.,  Tenn.,  Tex..  Utah  and  Wash. 


AMERICAN  CENTRAL  INSURANCE  COMPANY,  St.  Louis,  Mo. 

President,  E.  T.  Campbell;  Vie»-Pnsident.  W.  A.  Blodgett;  Secretary,  B.  G.  Chm;»man,  Jr.;  Asnstaat  Secretary,  Conrad  Roedcr. 

Organiied.  1853. 


Unearned 

Net               Net 

Total 

Losses 

1  Total  Ex- 

Losses 

Ymam 

AsMts 

Premiums 

Surplus 

Premiums 

Income 

Paid 

Dividends 

Expenses 

penditures 

Incurred 

1914 

$4,279,431 

$1,755,322 

$1,115,519 

t$3.691,776 

$3,893,339 

t$2.175.M0 

$149,985 

$1,484,276 

$3,809,901 

^.200,731 

1913 

5,333.329 

3.002.064 

—50,801 

3.400.143 

3.599.443 

1.922.623 

119.985 

1,342.518 

3,385.131 

1,969.841 

1912 

5,439.503 

2.702.010 

404.849 

3.241,135 

3,468,085 

1.685.383 

240.000       1,324.518 

3,249.901 

1,736305 

1911 

5,471.662!      2,364,803 

855372 

2.599,618 

2,854.242 

1.679,833 

260,000,      1.035,534*      2,975.369 

1.647,617 

1910 

5,635,017 

2,393.002 

892,944       2.673,372 

2,911,690 

1.335.172 

240.000 

1.055.755 

2,630.927 

1,447,086 

t  Includes  $71,186  marine  premiums  and  $38,457  marine  losses.    —  Excess  of  liabilities  over  aswts 


Assets,  Die.  31. 1914. 

Mortgage  loans $34,250 

Bonds  and  stocks....  3,189,199 

Collateral  loans 192.386 

Cash 179.707 

Agents'  balances ....  350.418 

Interest 4S.415 

Other  assets 288,912 


LiABiLmxs.  Dec.  31.  1914. 

Losses  unpaid $366,028 

Unearned  prems 1,755,322 

Other  liabilities 42.562 


Total liabitiUes...  $2,163,912 

Capital  paid  up 1.000.000 

Net  surplus 1.115,519 


Totfl $4,283,287 

Spl.  dep.  over  liab . .  3,856 


Total  assets $4,279,431       Total $4,279,431 


Underwriting  profit,  $209,823;  investment  profit,  $110,353. 

RISES  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$331,581,347;  premiums  thereon,  $3370,899;  marine  and  inland 
risks  in  (one,  $636,274;  premiums  thereon.  $21,074. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$54,016,163;  losses  paid.  $30,389,635;  dividends  declared,  cash, 
$3,867,931. 

MORTGAGE  LOANS:  A  loan  of  $25,000  is  secured  by  part  of 
lots  4  and  5,  Graham's  sub-division  of  the  Sulphur  SiN-iogs  tract, 
city  of  St.  Louis,  valued  at  $63,100;  one  of  $9,250  is  upon  lot  53 
Oakland  pi.  extension,  block  4g06B,  valued  at  $16,000. 


COLL.\TERAL  LOANS  are  as  follows: 
Securities. 


Broadway  R.  E.,  St.  Louis 

Nat.  Bk.  of  Commerce,  St.  Loub. . . 
Westing  house  Air  Brake,  Pittsburg. 

Third  Nat.  Bk.,  St.  Louis 

Annuity  Realty.  St.  Louis 

Merchants-Laclede  N.  Bk 


Market 
Value. 

$149,400' 

61.000,- 

66,000j 

139,150 

5.640 

29,400 


Amount 
Loaned. 

$67,836 

100.000 

4.500 

20,000 


Totals. 


BONDS  AND  STOCKS  0\^NED: 

BOITDS. 


$450,590      $192.3Sd 


AlberU.  d.,  1924.  4i% 

Bowie  Co.,  Tex.,  rd.  dis..  1949,  4}% . . 

Brandon,  Man.,  d.,  1942.  i\% 

Calgary,  Alberta,  d.,  1933,  5^;    .     . . . . 
Canada  Perm.  m.  cp.,  d.,  1918,  4^%. . . 

Don  Ana  Co.,  N.  M..  f..  1925.  0% 

Enid,  Okla.,  st  A  wat.  wks.,  1934,  5%. 
Fort  Wm.,  Ont.,  d.,  1937, 4i% 


Par 
Value. 

$15,000 
25,000 
25,000 
15,000 
25,000 
10.000 
25,000 
24,820 


Market 
Value. 

$14,550 
23.500 
22,:.'50 
14,700 
25,0<)0 
10,00<) 
25.000 
23,082 


Bonds  and  Stocks  Owned.— C(m^ 
Bonds.— CoiU. 

Fort  Wm.,  Ont.,  d.,  1934,  5% 

Fort  Worth,  Tex,,  r.,  1941,  4% 


Georgia,  reg.,  1915. 4^% 

Newberry,  8.  C,  ac.  dis..  1949,  4|?c  •  -  ■ 

New  Yoric,  reg..  1956,  4% 

Pierce  City,  Mo.,  1917. 5'> 

Portland,  Oregon,  r..  1928,  4^r 

Richmond.  Va., imp..  1940.  4'c 

Selkirk,  Man.,  1945.  5',' 

Selkirk,  Man.,  1958.  5' ;, 

Selkirk.  Man.,  1959.  5' ;. 

Toronto,  Ont.,  d.,  1949.  4'v 

Victoria,  B.  C,  d.,  1937,  V'c 

Winnipeg,  Man.,  local  imp.,  d.,  1928,  4% 

Atch.,  T.  A  S.  F.,  adj.,  a..  1995,  4'  > 

B.  A  0.,  P.,  L.  E.  AW.  Va.,  r,  1941, 4% 

Boston  A  Maine.  1929.  4i'> 

Can.  No.  Eq.,  1  m.,  1917. 4J' ; 


sr- 


Cent,  of  Ga.,  cs.  m.,  1945, 5 
Cent.  Pac.,  gn.  m.,  1949.  4%. 


C.AO..  gn.m.  1992,  4}' 

C.  A  0.,  ga.  f.  A  imp.,  1929.  5% 

Chicaoo  Rys.,  cs.  m.,  1927,  5% 

ChicrRys.,  1  m.,  1927,  5<^c 

C,  M.  A  St.  P.,  d.,  1934,  A% 

C.  R.  I.  4  P..  1  4  r„  1934,  4% 

Cob.  4  So.,  r.  4  ext.  m.,  1935,  4|";  •  • 

Col.  4  St.  L.,  1  m.,  1942,  A% 

E.  St.  L.  4  S.,  N.  J.,  ool.  tr.,  1932, 5' o     ■  • 

Fort  W.  4  Den.  Cy..  1  m..  1921, 6'"; 

Fort  W.4  R.G.,  1  m.,  1928.4''; 

H.B.4T..lm.,gr.8.f.,1937,o'c  

lU.  Cent.  1  4  r.,  1955.  4'^; 

Kana.  4  Mich.,  2  m.,  1927,  5' , 

Kan.  Cy.,  Ft.  Sc.  4  Mem.,  r.,  193B.  4  r  • 
Kan.  Cy.  Ry.  4  Lt.,  1  In.  r..  ext.,  1913. 5'i 

KansaaCy.So-.lm..  1950.3  c 

L.  8. 4  M.  So.,  d..  1928, 4'- ,    

Little  R.  4  Hot  Spr.  W.,  1  m..  1939,  4  c 

Mis8.R.4B.T.,lm.,1931,5'': 

Mo.,Kan.4T.,14r.,2004.4';. 

Mo.  Pac.g.l.,  1945, 4'v 

Nor.  4  W.  Div..  1  In.  4  gn.  m.,  1944,  4  7; 
No.  Pac^t.  No.,  C.  B.  4  Q.,  ool.,  1921, 


i^ 


Ore.  St.  L.,  r.,  1929,  4% 

R.  L-Frisco  Tm.,  1  m.,  1927,  5";,. 


Par 

Market 

Vahie. 

Value. 

$11,000 

$10,560 

9.000 

8.100 

10,000 

10.000 

10,000 

9,600 

200,000 

108,000 

12,000 

12,000 

25,000 

24,500 

50,000 

46.500 

500 

430 

3,000 

2,550 

1,500 

1.275 

26,766 

23.822 

30,660 

26.674 

10,000 

9.300 

25.000 

22,000 

25.000 

21,750 

50,000 

38,.500 

25.000 

24,500 

25,000 

26.250 

10,000 

9.400 

25.000 

23.500 

25.000 

25.000 

25.000 

23.250 

10,000 

9.900 

25,000 

23.000 

25,000 

18.000 

15,000 

13.200 

32,000 

24,320 

25,000 

23.500 

25,000 

26.250 

25.000 

13,7.50 

50,000 

4R,.'>00 

10.000 

9.201) 

25.000 

24.7.-J0 

100.000 

73.0il«) 

25.000 

2*2,250 

10.000 

6.90<) 

25.000 

23.51)0 

30.000 

24.300 

30,000 

28.80C 

40,000 

22.80C 

50.000 

2l.O)t 

10,000 

9.101 

25,000 

24.2,5< 

10.000 

9.20( 

25.000 

23->o< 
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AMERICAN  CENTRAL  INSURANCE  COMPANY.  St.  Louis,  Uo.— Continued. 


BosBS  As»  Stocks  Owksd.— <7<m<. 
Boms.— Cent. 

St C, Mad. ft  St. L.  Belt,  1951.4% 

SlL^L  Mtn.  A  So.,  uni.  ft  r.,  1929, 4% 
StL,  I.MtQ.ft  So.,  ga.  C8.m.,  1931. 5% . 
St  L..  I  MtB.  ft  So.,  1  m.  r.  ft  &,  1933. 4% 

81.  L  ft  S.  Fir.,  r,  1951. 4% 

a.  L  ft  S.  Ft.,  gn.  In..  1927. 5% 

?tL$«ii.,lcs.iii..l932,4% 

3o.Ptc.,lr.iD.,1955.4%. 


<M 


Tean.  CcaU.  gn.  m.,  1954, 5  . 

Tcm.  R.  R.  Aam.,  St.  L.,  gn.  m.  r.  skg. 

L  1953. 4% 

Uaka  D^t.  1  m..  1918.  6% 

Uiiica  Pte..  CT.,  1927. 4*-r 

United  Rys.  1  gn.  m.,  1934,  4% 

Virpaian,  1  m.,  19«2, 5% 

Wat  Pte-,  1  m.,  1933, 5% 

West  Md.,  1  m-.  1952, 4% 

Widiita  Falfe  ft  N vn.  1  r.  m..  1940. 5%  ■  • 
Aasnitr  Rlty.  St  L.,  par.  etf.,  1952,  5% 

CoowBcn'  Few.,  1  In.  r..  1936,  5% 

CioDberiaod  C.  ft  C,  Jeney  Cy,  pr.  In., 

1913.9% 

C^aiberiaiid  C.  ft  C,  Jecwsr  Cy,  pr.  In., 


Frivo  Abkz  Rl^y,  1  m.,  1928,  5% 

Kiakjck  Lg.  Dirt.  T!.,  1  m.,  1929.  5%. .. 

Laclede  Gas  I«t..  1  zn.,  1919.  5% 

Ln»k  Rl  Eit.  ft  Bldg..  1923.6% 

Mo.  Q.  Lt.  ft  Pbv.,  2  m.,  1921.  6%. . . . 

M«^«e  Bond,  N.  Y.,  1966.  4% 

Pte.  tL  ft  Tg..  1  m-.  1937,  5% 

If.  Exrh.  BldZ.  Sc.  L..  1  m..  1953,  5% . . 
.So.  Bdl  Tl.  ATg.,  1  m.  akg.  f..  1941,  5% 
Wr;^  BUg.,  St.  L.,  1931,  5% 

Stocks. 

Sjef.  ft  Wort.  Ry.,  c 

?a.R.R 

BatttsKa'3  Biu  St.  Louis 

Uce&afikfi-.\m.  Nat.  Bk..  St.  Loois. 

Kataatde  Tr..  St.  Loois 

Katt.  Bk.  of  Commerce,  St.  Louis 

?t  LnanoioaTr 

T.' sd  Nat.  Bk..  St.  Louis 

fiacffrJiae-McKittria:  D.  G.,  StX..l  p. . 

Ladede  Gas  Lt.,  p..  St.  Louis 

UdHe  G»  Lt..  c  St.  L 

CskM  ^ad  sod  Mst..  St.  L 


Psr 

Market 

Value. 

Value. 

138.000 

126,600 

75.000 

56,250 

25,000 

25.500 

50.000 

36,500 

67.000 

42,210 

50.000 

20,000 

50.000 

34,500 

25,000 

23,000 

233,000 

77.658 

25,000 

22.000 

50.000 

51.000 

15,000 

13.650 

50,000 

35.000 

25.000 

24.500 

25.000 

10,750 

25.000 

15,500 

25,000 

21,500 

27.000 

25.380 

25.000 

23.500 

20,000 

12.000 

14,000 

55,000 

50,600 

49.000 

43,610 

75,000 

76.500 

75,000 

79,500 

88,000 

93.280 

10,000 

8,400 

25.000 

24,2^ 

41,666 

31,250 

50,000 

49,000 

75.000 

71.250 

40,000 

41.600 

82,500 

91.575 

10.000 

17.800 

6.800 

18,428 

10,000 

34.400 

351,100 

428,342 

20.000 

78,000 

25,000 

63,250 

50,000 

10,000 

5.700 

5,415 

1.100 

1.045 

30,000 

22.500 

Touh  'rbook  Tfthie.  $4.813.722) 13.950.009    *I3.229,758 


pw  company's  Tshistioos;  asset  item  per  New 
Department  valastaons. 


lock 

MISCELLANEOUS:  Capital  increased  in  1901  from  $600,000 
u  $I4XXM»Q,  and  in  1906  to  r2,000.000.  In  1914  capital  reduced 
irtm  tl^XO/XO  to  $1,000,000  and  $1,000,000  added  to  surplus. 
yvfnSvkien  coobibuted  $919,670  to  surplus  in  1906.  Con- 
ia^vaa  \amm:  Chicago.  1871,  $300,000;  Boston,  1872,  $20,000; 
3«itea«e.  19M:  $172,405;  San  Francisoo,  1906,  $1,610,803; 
Tih«i  -tf  special  deposits:  Ga.,  $10,000;  Can.,  $149,604;  N.  M.. 
r.Vfpy.  Va.,  $46*500. 


DIRECTORS:  John  F.  Lee,  Edw.  T.  Campbell,  George  L. 
Edwards.  W.  A.  Blodgett,  T.  H.  West.  0.  H.  Peokham,  Thos. 
Wright,  E.  E.  Ludington,  M.  R.  Armstrong,  F.  G.  Zeibig.  A.  H. 
Reller,  Hany  H.  Haeuasler,  I.  H.  Lionberger. 

FIELD  MEN  AND  TERRITORY  COVERED:  W.  H.  Taylor* 
special  agent.  Utica,  N.  Y.,  for  W.  N.  Y.;  James  N.  Brown,  special 
agent,  St.  Louis.  Mo.:  E.  S.  Merrill,  Belvidere,  111.,  special  agent 
for  No.  111.;  Bert  C.  Bobb.  special  acent,  Decatur.  111.,  for  So.  111.; 
R.  E.  MoHatton,  special  agent  for  Ind..  Indianapolis,  Ind.;  0.  A. 
Morris,  special  agent,  Jacksonville,  III.,  for  III.  and  Ind.;  J.  C. 
Ragsdale,  State  agent,  and  A.  .A.  Meyer,  special  agent,  Milwaukee. 
Wis.,  for  Wis.  and  No.  Mich.;  Chas.  G.  Bates.  State  agent.  Min- 
neapolis, Minn.,  for  Minn.. ;  C.  B.  Sheppard,  Detroit,  Mich., 
special  agent  for  So.  Mich.;  A.  C.  Speed,  Stote  agent,  Colum- 
Inis,  0.,  for  0.;  L.  A.  Riemann,  State  agent,  Des  Moines,  la.,  for 
la.;  0.  E.  Seurr.  Sioux  Falls.  S.D.,  spedal  agent  for  S.D.  and  N.D; 
L.  C.  Riktf,  special  agent,  Harrodsburg,  Ky.,  for  Ky.;  L.  B. 
Leigh  ft  Co.  general  asents  for  Ark.,  Little  Rook,  Ark.;  R.  W. 
Davis,  specialagent,  Nashville,  Tenn.,  for  Tenn.;  Wm.  B.  Ham- 
mond, State  agent,  and  G.  P.  Hammond,  special  agent,  Harris- 
burg,  Pa.,  for  E.  Pa..  N.  J..  Md..  D.  C.  and  Del.;  W.  C.  Perry, 
speoal  agent.  Pittsburs,  Pa.,  for  W.  Pa.  and  W.  Va.;  H.  R.  Tyler, 
special  agent  Elmira,  N.  Y.,  for  £.  N.  Y.;  M.  R.  Armstrong,  special 
agent,  Kansas  City,  Mo.,  for  W.  Mo.;  J.  C.  Chase,  St  Louis. 
Mo.,  ipecial  agent  for  E.  Mo.;  Sam  F.  Woolard,  State  agent, 
WichiU,  Kan.,  for  Kan.  and  part  N.  M.;  L.  P.  Terhune, 
special  agent  for  Cok>..  Wyo.  and  Uth.,  and  part  N.  M.; 
H.  I.  Riemann,  special  agent,  Oklahoma  City,  for  Okla.; 
C.  H.  Godfrey,  manager.  Southern  department,  Atlanta.  Ga., 
comprising  Ga.,  Fla..  .Va.,  N.  C.  8.  C,  Ala.  and  Miss.;  L. 
T.  Miller,  Atlanta.  Ga..  agency  superintendent  for  Ga.;  W.  W. 
Smith.  Raleiich.  N.  C.  SUte  agent  for  N.  C;  Clarence  Stoekdell, 
Richmond,  Va.,  special  agent  for  Va.  and  8.  C,  W.  N.  H.  Smith, 
Raleigh,  N.  C.  special  agent  for  N.  C;  A.  F.  Irby,  Atlanta.  Ga., 
qieeial  agent  fw  Ga.;  C.  A.  Presoott,  New  Orleans,  La.,  special 
agent  for  Miss.;  Ed.  M.  Hafer,  Jacksonville,  Fla.,  special  agent  for 
Fla.;  A.  C.  Eifler,  Birmingham,  Ala.,  special  agent  for  Ala.,  J.  G. 
Hilliard,  55  John  St.,  New  York  City.  Metropolitan  dept.  Pacific 
Coast  department:  Christeoseo  ft  Goodwin,  managers,  San  Fran- 
cisco, Cal.,  for  Cal.,  Wash.,  Ore.,  Aris.,  Utah,  Mont,  Ida.,  Nev., 
Hawaii,  Alas,  and  B.  C;  R.  Delappe,  San  Francisoo,  Cal..  for 
No.  and  Cent.  Cal.;  Geo.  T.  Gray,  Berkeley,  Cal..  for  No.  Cal., 
and  Cent  Cal.  and  Coast  and  Day  Cos.;  E.  B.  Flack,  Los  Angeles, 
Cal.,  for  So.  Cal.  and  Arii.;  W.  P.  Zwiok,  Seattle,  Wash.,  for  W. 
Wash,  and  W.  B.  C;  W.  A.  Fraaier,  Spokane,  Wash.,  for  E.  Wash., 
No.  Ida.  and  E.  B.  C;  Fred  Tebben.  Portland,  Ore.,  for  Ore.; 
L.  L.  Dibble,  Boise,  Ida.,  for  So.  Ida.  and  Utah;  J.  B.  Fritschi. 
Helena,  Mont.,  for  Mont;  H.  R.  Hackett,  San  Francisoo.  Cal., 
for  Sacramento  and  San  Joaquin  Valleys  and  Mountain  districts, 
to  the  east  and  Nev.  New  England  department:  Simpson,  Camp- 
bell ft  Co.,  managers,  HI  Milk  at..  Boston,  Mass.;  Hucdi  T.  Camp- 
bell^general  agent,  Boston,  Mass., for  Conn.,  R  I.,  Msss.,  Me., 
N.  uT  and  Vt;  W.  N.  Burgess,  Boston,  Mass..  special  agent  for 
Me.,  N.  H.  and  Vtj^H.  C.  Sevdell,  New  Haven.  Conn.,  special 
agmt  for  Conn.;  J.  W.  Cooke,  Providence,  R.  I.,  special  agent  for 
R.  I.;  E.  T.  Campbell,  Jr.,  H.  L.  Havens.  H.  T.  Jordon  and  Joseph 
Seal,  Boston,  Mass.,  speeial  agents  for  Mass.  Texas  department: 
Cravens  ft  Cage,  manasers.  Houston,  Tex.,  for  Tex.  and  La.; 
spedal  agents  for  Tex.,  Jas.  L.  DetrevUle,  Houston,  Tex.;  B.  A. 
Griesenbeck.  San  Antonio,  Tex.;  E.  J.  McCullough,  Fort  Worth, 
Tex.;  Glenn  T.  Herndon.  IHllas.  Tex.;  Dallas  Smith,  Brownwood, 
Tex.;  Clarendon  Ions,  Childre<»,  Tex.;  J.  C.  Roberta,  Athens, 
Tex.;  Quinlan  Adams,  Dallas,  Tex.;  John  Burke,  adjuster.  Dallas, 
Tex.    Company  operates  ia  all  Statea  of  the  U.  S.  ani  in  Canada. 


AMERICAN  DRUGGISTS  FIRE  INSURANCE  COMPANY,  Cincinnati,  O 

Preodeot,  Charles  H.  Avery;  Secretary.  Frank  H.  Freericks.    Organised.  1907. 


Uaeamed 

Net 

Net 

Total 

Losses 

.  Total  Ex- 

Losses 

Yiui 

Aante 

Surplus 

Premiums 

Income 

Paid 

Dividends 

Expenses 

penditures 

Incurred 

1314 

$37S.79S 

$65,569 

$102,718 

$124,561 

$138,245 

$42,704 

$18,000 

$46,228 

$106,932 

41,121 

:si3 

3S2.a6« 

57.608 

88,300 

110.197 

122311 

41,993 

18,000 

43.857 

103,850 

37,170 

lit! 

333JB(I7 

4M63 

74.075 

93.463 

105,902 

42.264 

18,000 

34.792 

95,056 

46,558 

l/ll 

322^176 

41,976 

75,031 

81.048 

92,694 

18.249 

16.000 

31.207           65,456 

19.139 

1>I0 

294.928 

33.421 

58.759 

64.667 

76.132 

17.413 

12.000 

26.108]          55,521 

15,751 

REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


AMERICAN  DRUGGISTS 


FIRE  INSURANCE  COMPANY,  CiDcitmati,  O.—Conlinutd. 

Bow  AHh  9tdcm  Own 


ClmliDd,  O., »,.  1923,  4' , 
Cotambiu.a.K.,  igai,  3)  , 
Culumbiu.  O.,  It.  Imp.,  lOli),  !  . 

Coimaat,  0..it.iiiip.,  ]til5.|^  -t' 
CnyihiKtiCii.,  0.,l4iinp,  I'lh  4! 
Ciiy>lH«>FK]li,  0.,  d.  It.,  IDI '.-.".. 
Dorcbntir  Co..  3.  C,  ».,  I'j.^:^.  i>  , 
7ruikliiiCo.,Cl..rti.,  101),  4i  , 
BaiBilloa.  a,  att.  wkM..  l«2i.  A' , 
HimilUHi.  0,,  ni^  IWI. !  8-10^, . . 


Hut* 

licking  Co.,  O.,  rd.  unii..  l«is,  4)'^; 
MfeodieflUF,  0.,  eJ.  It.,  1031-38, 5'  ^ 
Middleton.  0.,  k.,  lllli-20,  41"; 
MiddlEloni,  0.,  B.,  lt21-22.  (K, . 
"   iirk.  0,.  It.  mm.,  IflIM!,  4i'.; 


pud^p  npiUl  of  tlOOjnO. 

, „  oiiti  piymnli.  ud  m  IM* 

IMaJWO  br  0^  pvmnU.  Id  INS.  110,000  n>  n>b>d 
u  tnnnin  a»  m>  ■todi  Hid.  ud  is  IMt.  tU.00a  Dquwi  in 
a*..  110,000;  in  B.  C,  tlO,000, 

DIRECTOBS^  CbK  H.  Ann,  1.  O.  I 
BhI,  Win.  C.  AaimoL.  G.  0.  ViiuDi.  A.  C.  ..  .  _.  .  _. 
Happ.  Wtltcr  RotliiraU,  0».  B.  EiuiSiud,  M.  S.  KiIib,  E.  B. 
Heundnet,  Punk  H.  FiMiieka,  Bunon  N,  Jonn,  W.  S.  Qkin. 
Jr.  Jobn  D.  Muir. 

FieLDMEHANDTERfilTORTCOVEHED;  Btale uniti; 
CoDDteticut.  Babai  U.  LnB.  Nonniili:  Qcntpk.  Bu.  R.  Pa- 
■KB.  MKDa;  llUntot,  Chu.  H.  Atkt^  Clncw>:  ladiini.  B.  M. 
Khbi,  Indiu^BliK  ffimni  A.  0.  Simtt.  Topeki;  Kantiiiki. 
aimon  N.  JonM,  LooiniUt:  UHwfauiitU.  L.  C.  B^nriU,  HoV 

C:  Micliiinn,  J.  W.  Bed^.  Drlitib  MIbbmdU.  Cbu.  H. 
■.Mhuwipoli):  hCMOUii.  B.  C.  Hnn.  8t  Lc«b;  NewJcmr. 
CbM.  M.  Bntdier,  Candm;  Niw  Yotk,  Dr.  Wm.  C.  Andaion. 
BTDoklyn;  Ohio,  A.  D,  WtUi.  ClBtinuu;  Pfnn^lvuiii.  WiJirr 
Rolliinll.  BMlwKi:  Rlode  Uud,  &Bil  S,  Bhimaiknni,  Prwi- 
dow:  Sogth  CiraUn,  A.  A.  Cdenu.  Gncnmnd:  TnnnR*, 
SubL  C.  Divh.  NHkTilk;  I^im.  B,  H.  Fill,  DiIIh:  Vtmwnl. 
Welcome  B.  Ewtmia.  Bt.  JobMbury;  WHtuBcloB.  C.  R.  Reddini. 
Ssltk:  WtM  VindniL  G.  0.  Vou^,  BiKkWrwn:  Winrowin. 
E.  B.  flomitnet.  Fidovtn;  Cdifoniu.  B.  C.  Andn.  L«  Anpiln: 
Miisr.H.  E  Rhu,  Yumouthville:  Neir  BuBjMn.  S.  Honrd 
Bell,  Derrr:  Cobndii.  F.  W.  Cotton.  Dhitw:  Ion,  J.  B.  Ait. 
Pl.Madi<Dn;Nt(nAk.J.  0.  McBride.  UniToiiiT  PU«:  Kortb 
DikoU,  E.  H.  Miltingl^,  iimcAonD^  IMnnre,  Tbomie  B.  Cirt- 
meO.  Wilmiimon;  Di9lnrtolColnDlwi.O«>.J.Fulinauui,  Wanb- 
inRon.  Th(  rompuiyoixnln  in  Cil.,  Colo..  Conn..  Del.,  D.  C. 
Om..  III..  Ind.,  In.,  Ku.,  Kt..  Me.,  Mm..  Micb..  Minn..  Mo.. 
Neb.,  N,  B„  H,  /.,  N.  Y.,  N.  D..  0b».  P...  R.  I..  S.  C,  TenB.. 
Tei.,  Vl..  Wmh,  W.  Vn.  ud  Wie. 


AMERICAN  EXCESS  FIRE  AND  MARINE  INS.  CO.,  New  York,  N.  Y. 

Proident,  Finler  J.  Sbeponl:  Stcretin'.  An«ll  B.  Ball. 

Thii  eaantifr  k  in  prooig  of  orjuiBtioii  aina  Into  in  KM.   I    Albert  Flwt.  Cliu.  L.  Bonbdmer.  Floley  J.  Sbepcrd.  Williioi  B 

In  ite  ioonnntion  inpin  it  pcopoea  to  nite  imruee  ud       Oibooo.  Ancdl  H.  fiiU,  F.  B.  Munw.  C-  B.  Rofcn,  F.  E.  Barbour. 

nuHuraoM  OB  bt.  namia  ud  Hilomobilg  riika,  wHh  i  innxaed       D.  Dew.  Smythe,  M.  K.  Hart,  Jiiliug  H.  Colieii  and  A.  E.  Stercn- 

eaiilal  of  11,000,01X1.    Amonf  the  direeton  an:  Qmle  Utard,       aolu   Tlw  compuy'l  addrea  a  15  Broad  et..  N.  Y.  Cy. 


AMERICAN   AND   FOREIGN    MARINE   INSURANCE   COMPANY. 
New  York,  N.  Y.7 

Prtnlcnt.  W.  L,  H.  SmiHD;  Beentarr,  Jobn  E.  Hoffnun.    Organiud,  IBSO. 


Yiu 

AmV 

Unearned           Net       1        N<t 
PnminiTU       Surpha       Prtmiumi 

Total            Lows                         1                      Tolal  Ei-         Lobkb 
Income            Piid       |  DiTidendi      EipenM     pendituiei  |    Ineurml 

IBM 
1011 

IMO 

K8.00S 

181,482         W92.406 
43,294           B91.S70 
U,I74          lUS.DH 
33J01         SU,7«9 
63,444 1          MT,72e 

1281,819 

isi:«4i 

1 781881 
217,022 

1298,082           II9,82«           130,000           MJ,47?        »1S.1,309         tl47,6a 

ii    ifii    lii    ISi  is    S-?i 

247:802!          74;oi;            14,n00           77,K«!        l«,9Ki            105.3i 
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AMERICAN  AND  FOREIGN  MARINE  INSURANCE  CO.,  New  York.  N.Y,— Continued. 


Aatta,  Dsc.  31 ,  1914. 

B(Midi  and  flock....  11.121.445 

Caatk 85,478 

Agents'  babiMi.. . .  28.545 

iDterart 0.724 


ToUl 81.245,192 

i^pi.  dep.  orer  liab .  .         26,468 
Total  admitted 


LiABiLmBS,  Dk.  31. 1914. 

LoaaM  unpaid $111,106 

UneanedpraDa....  61,462 

Other  liabHitiea.....  58.752 

Total  babifitiea...  1226.319 

Capital  paid  up ... .  300,000 

NetBurpfau 092.405 


$1 .218.724       Total $1,218,724 


Caderwritiog  ktaa,  $11,071;  isTeitiiieiit  profit.  $68,075. 

RISKS  AND  PREMIUMS:  Marine  and  inland  riaks  in  force, 
December  31,  $12,060,322;  premiuBu  thereon.  $104,350. 

BUSINESS  SINCE  ORGANIZATION:  Pnmiums  received, 
$3.1M.l37;  kjases  paki, '  $832,516;  dividends  declared,  eaah, 
$241,000. 


BONDS  AND  STOCKS  OWNED: 
Bopcm. 

X.  Y.  ?tate,  canal,  reg..  1961.  A^'c 

N'.  V.  State,  reg.,  1956-9. 3-c 

S*.  Y.  State,  reg.,  1958,  4'^( 

S.  Y.  Cjr.,  p^,  g.,  1929,  S^'c 

B  k  O.  RJl..  1  m.,  reg..  1948,  4% 

r  R.R.  of  N.  J„  gnjn.  reg.,  g.,  1987,5*"^ . 

C .  M.  4c  St.  PJly..geiiJB..re..g.,1989,4i^o 

D.  k  H.,  1  r.  m.,  reg.,  1943.  4% 

L  «  A  M.  S-  Ry.,  reg..  g.,  1931,  4<^c 

LdL  Va!  Trml  Ry.,  1  m..  g.,  1941.  5%. . . 


Par 

Market 

Value. 

Value. 

$66,000 

$67,320 

60.000 

59.400 

100.000 

102.000 

75,000 

70,100 

25.000 

23,250 

5.000 

5,850 

30.000 

80.900 

80,000 

78.400 

60,000 

47.000 

45.000 

49.950 

BoifM  AND  Stocu  Owmbd.— CoiU. 
BoKDt.— Con<. 

L.  A  N.  R.R.1  m.,Fk.AMe.Div.,1946.4%. 
M..  S.  A  Now.  Ry.,  1  m..  reg..l947. 4%.. 
Ne..  Flor  A  Skeff  Ry.  1  m.,  1937. 5%... 
Portland  TerW.  1  m.,  reg..  g..  1961,  4%. . 
St.  L,  P.  k  Nw.Ry..l  m.,reg.,g.,1948,  5^7. 
St.  P.  E.  G.Tr.Ry.,1  m.,reg.,g..l947. 4^% 

Stocu 

Albany  k  Susquehanna  R.R.,  gr 

Clevebuid  &  Pittsburgh  R.R.,  gr 

Illinois  Central  R.R..  gr 

MorrtB  A  Essex  R.R.,  gr 

N.  Y..  Lacka.  &  Western  R.R.,  gr 

Pittsbunc,  Ft.  Wayne  k  Chicago  Ry.,  gr. 
United  New  Jersey  R.R.  &  Canal,  gr — 


.Y. — Continued. 

Ht 

Market 

Value. 

Value. 

$3,000 

$2,730 

75.000 

69,000 

8.000 

8.480 

20.000 

17.400 

50.000 

58,000 

20,000 

19,600 

10.000 

26.500 

39.450 

61.830 

127,500 

108,377 

8.950 

15,305 

10.700 

12,412 

60,800 

99,712 

41,300 

92,925 

Totals  (book  value.  $1.107,377) $1,010,700    $1,121,446 


MISCELLANEOUS:  This  company  was  organised  by  parties 
conni>cted  with  the  British  k  Foreign  Muine.  Capital  incTMScd  in 
1910  from  $200,000  to  $300,000.  ConfiagratioQ  loaaes:  Baltimore, 
1904,  $1,250.   Value  of  special  depo«itmCaDada,$26,52a 

DIRECTORS:  W.  A.  W.  Burnett,  WUKam  Gow,  of  Liverpool. 
John  E.  Hoffman,  Frank  Gair  Maoomber.  Charles  E.  Mather, 
James  H.  Poet,  W.  L.  H.  Simpeon,  E.  G.  Steinert,  A.  G.  Thaehar, 
E.  F.  BeddaU.  W.  A.  Jamison,  Walter  B.  Pollock,  Cecil  F. 
Shallcross. 


AMERICAN  NATIONAL  FIRE  INSURANCE  CO.,  Columbus,  Ohio. 


Pterident.  John  W.  Zaber;  Secretary,  Uoyd  M.  Richards.  Incorporated.  1914. 


T\oa 


$3941000. 


filed  its  inoorporatkm  papers  inth  the  Ohio 
.  1914,  and  proceeded  at  onoe  to  sdl  stoek,  whieh 
ta  ptonwaring  rapidlv.  The  capital  proposed  is 
la   initia]  surphis  of  like  amount.  $10  shares 


sdling  at  $20.  It  is  the  oompany's  intention  to  open^  at  first 
in  0.,  Ind.  and  III.  The  oompany  hopes  to  write  ousiness  com- 
mencing June,  1915.  Amonc  the  inoorporators  are:  James  W. 
Carroll,  John  W.  Zuber,  A.  H.  Harmon  and  Uoyd  Richards. 


AMERICAN  REINSURANCE  COMPANY,  Hartford,  Conn. 


This  eoapuiy  filed  its  incorporation  papers  with  the  Connecticut 
Icddatcre  early  in  1915  aa  the  Fire  k  Casualty  Reiiiauranoe  Com- 
?4ar  d  Hartford,  but  a  subaequeat  bill  submitted  changed  the 
t4jae  CD  that  of  the  American  Rdnaurance  Co.  The  company 
aaKvi  f^r  a  charter  aUowing  for  a  capital  of  $500,000.  with  the 
.•r.-.ieee  of  iccreaaiag  to  $5,000,000  wnen  the  directors  so  desire. 


It  is  proposed  to  write  fire  and  casualty  reinsuranoe.  The  list  of 
inoorporators  is  aa  follows:  Sjrlvester  C.  Dunham,  Morgan  G. 
Bulkeley,  R.  M.  Biasell,  Morgan  B.  Brainard,  L.  B.  Brainerd, 
William  Bro  Smith,  L.  F.  Butler,  C.  E.  Chase,  W.  B.  CUrk.  J.  R. 
Hills,  F.  T.  MaxweU.  Ed.  MiUigan.  C.  L.  F.  Robinson,  C.  L. 
Speocer  and  John  L.  Way. 


ANGLO-AMERICAN  REINSURANCE  COMPANY,  Chicago,  111. 


President.  Willis  S.  Herrick;  Secretary.  F.  M.  Rice.     Organised.  1999. 


$100376 


Uoeftmed 
PrgmJunw 


$60,232 


Net 
Surplus 


Net 

Premiums 


$3A>o!       $U3,I37 


Total 
Income 

Losses 
Paid 

$131,237 

$113,622 

Dividends      Expenses 


ToUl  Ex- 
penditures 


Losses 
Incurred 


$S7.253.       $200,875       $123,2)2 


.Dzc.31. 1911 


fteal  estate 


LuBiLiTisB.  Dec.  31. 1914. 

$100    Losses  unpaid $33.S89 

44.850  Unearned  prems...  60.232 

220364  Other UabiUtiee....  2,S00 

10.037  

20,860  Total  liabiUties...  $96,921 

4.665  Capital  pakl  up.    . .  200.000 

Net  surplus 3,955 


Tstai 


$300,876       ToUl $300,876 


Underwriting  loss.  $65,677;  investment  profit,  $14,748. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$9,860,511;  premiums  thereon,  $120,752. 

BUSINESS  SINCE  ORGANIZ.\TION:  Premiums  received, 
$1,808,660;  losses  paid,  $1,272,299;  dividends  declared,  cash, 
$30,000. 

MORTGAGE  LOANS:  There  are  11  loans,  aggregating  $44,850, 
secured  by  111.,  Wis.  and  Mont,  properties,  valued  at  $280,400. 
$151  of  interest  was  past  due  on  December  31,  last.  The  loans 
range  in  amount  from  $1,000  to  $14,000,  the  largest  being  upon 
Lee  Co.,  III.,  property  valued  at  $33,500. 
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ANGLO-AMERICAN  REINSURANCE  COMPANY,  Chicago,  III— Continued. 


BONDS  AND  STOCKS  OWNED. 
BoMoe. 

BaUTift.  in.,  bg.,  1929-31, 4}4% 

Bttrera  Co^  111.,  h.  so..  1925-31.  S'/c... 

Gook  Co..  UL.  pk..  1928-32.  5% 

Chi.  P.  Jdgt,  1918 

Chi.,  gn.  op..  1924 

Cook  Co.,  III.  M..  1918 

E.  St  Louis,  lU..  f .,  1928,  VA% 


fV 


Herrin,  lU.,  wat.  wks.,  1929.  5  ^ 

Kane  Co..  lU.,  bc..  1926,  i]^% 

Kane  Co..  lU.,  ac.,  1931. 4  o 

Kaw  Valley,  Kan.,  dr..  1940.  5% 

U  Salle,  III.,  ic,  1923-26,  4H% 

N.  Y.,  g.  ex..  cp.  Btk.,  1959. 4% 

Okla.  Gy.,  Okla.  pub.  pks.,  1934.  5%. . . . 

Peoria,  lU.,  bg.,  1928, 4% 

Peoria.  IU..bg..  1926, 4% 

Rockford,  f.  jdg.,  1929,  4% 

RoKville,  111.,  wat.  wki..  1920-24,  6"^^ . . . 
St.  Clair  Co..  HI.,  dr.,  1921-24,  $%.... 
Heodenon  Co.,  111.,  so.,  191S-20, 5  r. . 

Toulon,  m..  wat.  wks..  1921-30, 5^f 

WeatefacBter  Co..  N.  Y..  sc..  1915-16, 4% 
ITiIliaiDBon  Co.,  III.,  ac..  1915-23, 4i%. . 
WichiU  Fb.  A  N.  W.  Ry.,  1  r..  1940. 5  'o- 
West.  States  Gas  A  El.,  1  r,  1941, 5%. . . 

West.  0.  Ry.,  1  m.,  1921, 5% 

Waterioo  C.  F.  4  N.  Ry.,  1  m.,  1940. 5% 

San  J.  Lt.  A  Pow.,  1  r.,  1950, 5% 

MU.  West.  Pud,  1916, 5% 

Onig  Mtn.  Lomber.  1918,  6 


ot 


Butte  El.  k  Pow.,  1  m.,  1951,  5<^c 


Tv 

Market 

Vahie. 

Value. 

$5,000 

$5,000 

7.000 

7.350 

10.000 

10,600 

5.000 

5.050 

15,000 

15.450 

3.000 

3,000 

10,000 

10.003 

4,500 

4.765 

5.000 

5.003 

10,000 

9,700 

5.000 

5,103 

10,000 

10,100 

5.000 

5.000 

5,000 

5,150 

5.000 

4.850 

5,000 

4.900 

10.000 

9,700 

5.000 

5.300 

10,000 

10,100 

5,400 

5.454 

10.000 

10.300 

2.000 

2.000 

9,000 

9,000 

5.000 

4,300 

10,000 

8,400 

2,000 

1300 

5,000 

4,250 

5.000 

4,450 

500 

500 

5.500 

5,500 

5,000 

4,800 

Bonds  axo  Stocks  OwnMD.—^ont. 
Bonds.— CoiU. 

St.  Clair  Co..  HI.,  ee.,  1917-22.  A\7o- 

Montgomery  Co.,  so.,  1922-^,  5% 

St  Clair  Co..  past  due 

Wilfiamson  Co.,  past  due* 


Stocks. 

Mer.  A  Mfn.  Bk.,  Mil 

Western  Adj.  A  Inq>.,  Chicago. 


Par 
Value 

110.000 
5.000 
2.000 
1,000 


5.000 
100 


Market 
Vahie. 

$10,000 
5.145 
2.000 
1,000 


5.150 
200 


Totals  (book  vahe,  $230.560) $222,000      $220,364 


MISCELLANEOUS:  This  oompany.  which  was  fonnerly  the 
Central  Naticmal  Fire,  was  organised  early  in  1909  and  was  Ueenflrd 
by  the  Ilfinois  Insurance  Dqmrtmoit  to  oommeoce  boanees  in 
March,  with  a  paid-up  capital  of  $100,000  and  a  net  cash  sorphis  of 
$100,000.    Capital  increased  in  1909  to  $200,000  and  $100,000 
added  to  surplus;  in  1910  to  $300,000  and  $100,000  added  to  sur- 
plus, and  in  19 11  to  $400,000  and  $100,000  added  to  aurphu.    In 
1912.  $200,000  transferred  from  oaptol  to  surphis.    Statements 
according  to  Illinois  atandard.    In  1913  the  company  reinsured  all 
business  in  the  North  British  and  Mercantile  of  New  York,  and 
wrote  no  buaneas  though  it  continued  its  organisation.    Early  in 
1914  it  reorganised  to  ^ansact  reinsurance  only  and  changed  th« 
name  to  tiie  above. 

DIRECTORS:  OUver  H.  Horton,  Edwin  S.  Osgood.  Robert  W. 
CampbeU,  Frank  M.  Rice,  C.  E.  Hunt,  S.  T.  Jacobs.  J.  E.  Kava- 
nagh,  S.  R.  WaoK,  M.  H.  Prescott,  W.  S.  Hanrd.  Jr..  Willis  S. 
Herrick  Ralph  H.  Folsom,  Calvin  P.  King,  F.  R.  Thompoon. 
J.  A.  James. 


ARIZONA  FIRE  INSURANCE  COMPANY,  Phoenix,  Ariz.t 

President,  Eugene  Brady  O'Neill;  Secretary,  A.  0.  Haim.    Organised,  1910. 


Ykab 

Assets 

Unearned 
Premiums 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Dividends 

Expenses 

Total  F.X- 
penditures 

LosBoa 
Incurred 

1914 

$472,974 
400,524 
366.383 
319.690 
283.330 

$150,299 
66,063 
42,651 
35,776 

$95,957 

128.218 

122.345 

83.737 

$231,834 

103.150 

54.678 

72.070 

$254,654;         S81.220 

$105,345 

ilfifi.SA.'i 

$100,741 

1913 
1912 

tl39,737 
69,174 

51.990 
30,092 

47,622'       ^"99.612 
30.130           60,222 

65,S55 

1911 

77,205 

22.441 

32,919           .Vi.3m          22.441 

1910 

4.640 

78,690 

6,782 

•81,782 

8,839 

8,839 

1          -p — 

1    ••■>.••••• 

*  Includes  $75,000  initial  surplus.        t  Includes  $14,331  surplus  paid  in  in  1913.       X  Statement  III.  standarJ, 


Abuts.  Dbc.  31, 1914. 

Mortgage  loans $230,133 

Bonds  and  stocks...  131,037 

Cash 47,285 

Agents' balances....  54,288 

Interest 10,231 


LuBiLUXES,  Dec.  31, 1914. 
Losses  unpaid $25,718 


Unearned  prems. 
Other  liabilities. . 

Total  liabilities. 
Capital  paid  up. . 
Net  surplus 


150,299 
1,000 

$177,017 

200,000 

95,957 


Totalassets $472,974       Total $472,974 


Underwriting  loss.  $60,468;  investment  profit.  $63,781. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31 , 
$21,352,842;  premiums  thereon.  $264,314. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$468,515;  losses  paid, $181, 690. 

MORTGAGE  LOANS:  There  are  64  mortgages  at  S'^l, 
aggregating  $230,133  on  properties  in  Ariiona,  valued  at  over 
twice  the  amount  loaned.  6,296  of  interest  was  past  due  on 
December  31,  last. 


BONDS  OWNED: 

Riverside,  Cal.,  ao 

San  Diego,  CaJ.,  imp 

Cftlgary,  Alberta.  1938,  5% 

Phceniz.  Aris.,  sr 

Aiwche  Co.,  Aris.,  se..  1919.  6%. . . 
Maricopa  Co..  Aru.,  sc.,  1932,  5%. 
Maricopa  Co..  Aris.,  sc..  1932.  67o. 

Stock. 
▼allqrBankad).  ep.,  Phceniz 


Par 
Value. 

$4,000 
20,000 
26A)0 
30,000 
6.000 
7,000 
30.000 


6.180 


Market 
Value. 

$4,120 
20,428 
26,000 
30,460 
6,180 
7.101 
81,000 


6.180 


Totah  (book  vmhie,  $131,037) $120,180      $181,459 


MISCELLANEOUS:  This  oompany  was  organised  June  4. 
1910,  and  commenced  business  with  a  paid-up  capital  of  $200,000 
and  an  initial  surplus  of  $75,000.  Additional  surplus,  $14,351, 
paid  in  1913.  All  of  the  stock  of  the  Arisona  Fire  is  held  by  the 
Arisona  Finance  Co. 

DIRECTORS:  Epes  Randolph,  Lloyd  B.  Christy,  John  R. 
Hampton.  David  Babbitt,  Eu«ene  Brady  O'Neill.  T.  G.  Norris. 
Geo.  A.  Mints,  Geo.  A.  Obey,  J.  G.  Spangler,  E.  A.  Sawyer, 
H.  W.  Asbury,  J.  J.  Kolberg.  A.  G.  Hahn.  TTa.  Pascoe. 

FIELD  MEN  AND  TERRITORY  COVERED:  Arthur  J. 
Davis,  Chicago,  III.,  general  agent,  an-i  James  A.  Shearin.  special 
agent  for  III.,  Ind.,  Mo.,  0.,  Wis.  and  Mich.;  Paul  G.  Keeler, 
Ix»  Anfi;eleB,  Ual..  for  Cal.;  John  E.  King  &  Co..  New  York  City, 
general  agents  for  Eastern  Territory.  The  company  operates  in 
Ariz.,  Cal.,  Colo.,  III.,  Ind.,  Mich.,  Mo.,  N.  Y.,  0.,  Pa.  and  Win. 
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ARLINGTON  FIRE  INSURANCE  COMPANY,  Washington,  D.  C. 

PnsMknt.  WiUiam  Kix«:  Seeretery,  Wm.  D.  Ellett.    Ofganiied,  1872. 


UoeuiMd 

Net 

Net 

Total 

IxMBes 

Total  Ex- 

Loans 

Yitt 

ifleti 

ArcEDimuB 

SurphM 

"PnaaanM 

Ineome 

P^ 

Dmdendi 

ESzpenaeB 

pendituras 

Ineurred 

UH 

$438^ 

190.417 

$100,967 

$74,266 

$01,500 

«?!»211 

$16300 

$32392 

$72,133 

$27,643 

inS{ 

411JDH 

20^1 

137.634 

16,121 

31300 

13,926 

16,000 

12,077 

41.003 

11324 

19U 

«21J0D 

25,235 

131,787 

38,201 

52356 

.12,141 

16,000 

18376 

46,717 

15,538 

mi 

37Q»872 

13,500 

155.076 

10378 

21,938 

4.630 

•16.000 

8354 

29.484 

6.359 

1110 

m^M 

14.155 

163,886 

10.452 

23302 

4.100 

16.000 

7.641 

27.642 

4.243 

■Abo  $100300  stock  dividend. 

ism.  Dk.  31. 1914.  LiAXiumB,  Dsc.  31, 1914. 

fialeadte $200,060    LoasMunpud $8,050 

Unearaed  prema — 
Borrowed  moocy. . . 
Other  fiabifities 


Motffpkaai 
Boadiaadstocb. 

Crt 

Agsti'bduea.. 
IctemI  tad  nota 
Odicr 


Tctil 


120312 

75.630 

6.762 

10337 

4.484 

100 


60.417 
58.000 
851 


Total  fiabOities. 
Capital  pud  up.. 
Net  sorphia 


$127318 
200.000 
100.967 


$428,285        Total $428,285 


Uadenmtios  kn.  $25340;  investment  profit,  $15,173. 

RISKS  AKD  PREMIUMS:  Fire  risks  in  foree,  December  31. 
11068,320;  preanims  thereon,  $112,686. 

BCSIKESS  SINCE  ORGANIZATION:  Premiums  received. 
VA:SZ:  kam  paid,  $214379;  Avidends  dedaied.  cash,  $660,000; 

sock,  1100,000. 

HEAL  ESTATB  OWNED:    Compriaes  5  paioelB  of  Washing- 


^  0.  (X,  property,  the  hint  beinc  oompsjiy's  office  building, 
l^lWhaoia  ave .  N.  W^  re^dded  in  1911  and  1912,  thus 
>9e»«g  the  book  vafaie  to  $85,736.  This  property  was  appraised 
»$17i,4m.  The  neit  larvsat  properties  are  212-4H  St.,  N.W., 
i3!l  1401-«h  ^  N.  W.,  carried  at  $8,000  each,  the  net  having 
eort  lea  than  96.000  each.  Rents  received  last  year  amounted 
to  I7,H7,  vkile  the  taxes  and  expenses  were  $1,303. 


MORTGAGE  LOANS:  There  were  54  loans,  all  first  liens 
on  improved  real  estate  in  the  District  of  Columbia,  valued  at 
$411,481.  There  was  $53  of  interert  past  due  on  December  31. 
The  company  holds  $129,750  of  insurance  on  the  buildings. 


BONDS  OWNED: 

N.  Y.  Cy..  1962, 4i% 

Washington  Market,  1938, 5%. 


Par 
Value. 

$72,000 
1.500 


Market 
Value. 

$74,160 
1,470 


Totab  (book  vahje.  $74,235) 


$73,500       $75,630 


MISCELLANEOUS:  Capital  reduced  in  1897  from  $200,000- 
to  $iro,000,  $100,000  being  carried  to  surplus.  Capital  increased 
in  1911  from  $100,000  to  $200,000;  $100,000  being  traa^erred 
from  surphis  to  capital.  The  company's  charter  was  amended 
in  1911  so  that  its  boaness  is  not  restricted  to  the  District  of 
Cohmibia  as  formerly. 

DIRECTORS:  William  T.  Brown,  Chas.  R.  Edmonston,  Wm. 
King,  W.  Bladen  Jackson.  Robert  C.  Howard.  Herbert  A.  Gill. 
Burr  N.  Edwards.  Alex  a.  Legare,  James  M.  Johnston.  Sami 
L.  PhiUipe,  Isaac  £.  Shoemaker. 

TERRITORY  COVERED:  General  agent:  John  E.  King, 
84  William  st.,  N.  Y.  City.  The  company  is  licensed  in  Conn., 
D.  C.  lU..  Mass.,  Mich.,  N.  J..  N  .Y..  O.and  Pa. 


ASSURANCE  COMPANY  OF  AMERICA,  New  York.  N.  Y. 

Praident,  R.  Bkeckar  Rathbone;  Secretary,  Charles  S.  ConUin.    Organised,  1897. 


Tin. 

m 

WJl, 

ir.i 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Looses 

Amu 

nenuoma 

Sorphis 

Income 

Paid 

Dividends 

Expenses 

penditures 

Incurred 

1828342 

$140,166 

$262,433 

$216,600 

$238,466 

$88,192 

$10,000 

$70,905 

$109,097 

$72,294 

553,434 

136.727 

193,519 

209,119 

226.911 

82.406 

10,000 

66,382 

158.788 

94.562 

4SS.782 

93,596 

175,641 

156,913 

171.901 

65,433 

10.000 

56,636 

131,969 

66,877 

451,647 

90,946 

145,054 

165.739 

178,714 

68.468 

10.000 

54382 

127.850 

61.401 

mjm'          72.073 

107,607 

146.671 

160.637 

56.533 

10.000 

48,593 

115,126 

49.948 

Ciib 


Die.  31, 1914. 

.     $536,580 

67.880 

19.039 

4,533 


LiABiUTiiB.  Dec.  31, 1914. 

unpaid $10,244 

Unearned  prems....  140.166 

Other  liabilities....  15.199 

Total  liabilities...  $165,609 

Capital  paid  up. . . .  200,000 

Netsorphis 262.433 


Toul 


$828,042       Total $628,042 


^■dnrniBK  profit,  $52,572;  investment  profit.  $26,341. 

Hg;S  AND  PREMIUMS:  Fire  rkks  in  force.  December  31, 
^i|i,44l;  prouBms  thereon.  $211,385;  marine  and  inland 
^  a  fan.  $1,968,681;  premiums  thereon,  $52,286. 

BCSD^  SINCE  ORGANIZATION:  Premiums  received, 
S^.g%  lamm  paid,  $4,582,285;  dMdoA  declared,  cash. 

B0HD6  OWNED. 
ft5'5X-w$-lM7,4}% $25,000 


£!v!iS^''*^Y"««-  1916^.34% 
fcJ2S5r,N.y..n«.  1916.4%  .  . 

e!l?*9^i»iy-."«- i«5,3%.  . . 

.N.Y.,1^.  1915,54%.... 


Par 

Market 

Vabe. 

Value. 

$25,000 

$25,000 

15.000 

15,000 

175.000 

163,000 

25/XN) 

24,750 

30,000 

29,100 

100,000 

88,000 

25,000 

25,250 

Pfer  Market 

BoiTDB  OwimD,-^otU.  Vahie.  Vahie. 

New  RooheUe.  N.  Y..  reg.,  1916-19,  44%  $25,000  $25,000 

ftnacuse.  N.  Y.,  reg..  1918. 4i% 40,000  40,000 

dhie.&AltonR.R.,1949,3% 20,000  11,000 

StL.IronMt.&S.Ry..l929.4% 20.000  13,000 

N.  Y.  Rys..  1942, 4% 5.000  3.550 

N.  Y.  Rys..  inc..  1942,  5% 15,000  7.650 

N.  Y.  Cent.  Lines,  eq.,  1915. 44% 10,000  10,000 

So.  P*c..  eq..  1915, 44% 10.000  10,000 

Bait  A  0.  R.  R.,  1915,  44% 13,000  13.000 

Bait  A  0.  R.  R..  c.  1933.  44% 20,000  16,800 

Amer.  Tl.  4  Tg..  1916,  5% 6,000  5,000 

Totals $578,000  $525,100 


MISCELLANEOUS:  Capital  increased  from  $200,000  to 
$400,000  in  1003  and  reduced  to  $200,000  in  1906.  Conflagratioa 
kMSss:  Baltimore,  1904.  $183,309;  San  fVancisco,  1906.  $455,100. 
On  February  14,  1907.  the  company  reinsured  all  its  outstand- 
ing risks  in  the  National  Fire  or  Hartford,  and  resumed  writing 
January  1,  1908. 

DIRECTORS:  KimbaD  C.  Atwood,  Charles  S.  Conklin,  Joha 
W.  Masnry,  Albert  R.  Ledouz.  Fred  H.  Pouch,  Robert  C.  Rath- 
bone,  R.  Bleeeker  Rathbone.  R.  C.  Rathbone,  2d,  Wm.  G.  Willooz, 
W.  W.  Lawrence,  Edward  E.  Hall,  R.  Wilfiams.  Jose  M.  Dias. 

TERRITORY  COVERED:  The  eompany  operates  in  Coo*. 
lU.,  Mass.,  Minn.,  Mo.,  N.  J.,  N.  Y.,  0.,  Pa^R.  I.  and  Wis. 
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ATLANTA  HOME  INSURANCE  COMPANY,  Atlanta,  Ga. 

Praodent.  Joel  Hurt;  Secretary,  CIum.  A.  BiekerBttff.    Organiied,  1882. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Losset 

TiAR 

AjKtS 

Pramiuma 

Surplus 

Inoome 

Paid 

Dividends 

Expenses 

penditaizes 

Incurred 

1914 

$464,879 

167.216 

1175,189 

I64.65S 

193.281 

142.010 

17.000 

$28,369 

$77,379 

$49,663 

1013 

460.369 

71.000 

174.811 

73.015 

.      98.267 

41,233 

14.000 

40.937 

96,170 

44.365 

1912 

479.732 

67.183 

203,770 

41.047 

*       68.951 

91,448 

14.000 

36,339 

141,787 

72.327 

1911 

558  947 

134131 

206063 

153  709 

182  209 

118  354 

14.000 

73.034 

204,388 

108,274 

1910 

679,222 

128.285 

212.038 

175.055 

196,041 

88,749 

14.000 

70,276 

173,025 

103,147 

Awns,  Dsc. 

Mortgage  loans. . 
Bonds  and  stocks. 
Collateral  loans. . 

Cash 

Asents'balanoes.. 
Interest  and  rents 


31, 


1914. 

$154,500 

262.076 

10.281 

14.240 

20,225 

3.558 


L1ABIUTIB8,  Die.  31, 1914. 

Loesesunpaid $17,590 

Unearned  nrems 67,216 

Other  liabUkies 4,884 


Total  liabitities. 
Capita  paid  up... 
Net  surplus 


Totalaasets $464,879       Total. 


$89,690 
200,000 
175.189 

$464,879 


Underwriting  leas,  $13,416;  inyestment  profit.  $20,794. 

.     RISES  AND  PREMIUMS:    Fire  risks  in  force.  December  81. 
$6,916,548;  premiums  thereon,  $131,234. 

BUSINESS  SINCE  ORGANIZATION:  Pnsminms  receiTed. 
$3,806,704;  loeses  paid,  $2,213,256;  dividends  declared,  cash, 
$430,797;  stock,  $130,000. 

MORTGAGE  LOANS:  There  aie  4  Icftns  aggregating  $154,- 
500,  secured  by  Atlanta  properties  valued  at  $415,000.  One  loan  of 
$25,000  is  14  Dist.  Fulton  Co..  Ga.;  one  of  $100,500  on  23-39  Ex- 
change Place.  Atlanta,  Ga..  one  of  $4,000  is  on  37  Daniel  St., 
valued  at  $7,500;  and  the  other  of  $25,000  on  a  strip  of  land  on 
N.  side  Edgewood  ave..  betiveen  Courtlandt  st.  and  Piedmont  ave., 
Atlanta,  Gil  There  was  no  interest  past  due  on  December  31. 
fast.    The  company  holds  $104,000  of  msuranoe  on  the  buildings. 

BONDS  AND  STOCKS  OWNED:  Par  Market 

Bonds.  Value.  Value. 

Arfington.  Ga $21,000        $21,000 

Calhoun,  Ga 8,000  8,000 


Bonds  and  Stocks  Owwao.— Con/. 
Bonds.— Con/. 

Canton,  Ga 

Roswell,  Ga 

State  (tf  Georgia 


Stocks. 

American  National  Bank,  Macon.  Ga. 
Continental  Trust  Co..  Atlanta.  Ga. . . 
Citisens  First  Natl.  Bk..  Albany.  Ga. . . 

First  Natl..  Dublin.  Ga 

Bank  of  Social  Circle.  Ga 

Southern  Trust,  Hawkinsville,  Ga 

N.  P.  Pratt  Laboratory,  Atlanto,  Ga. . . 

Atlantic  Ice  A  Coal  Cp.,  p 

Atlantic  Ice  &  Coal  Cp..  com 


Par 

Market 

Value. 

Value. 

$9,000 

$9,000 

5.000 

5.000 

10.000 

9,700 

20.800 

39.000 

30.000 

36.500 

5.500 

9,075 

1.000 

1.500 

1.000 

1,500 

7.000 

6,300 

36.000 

28.800 

47.500 

40.375 

54,500 

46,325 

Totals. 


$256,300       $202,075 


MISCELLANEOUS:  Capital  increased  in  1885  from  $140,000 
to  $160,000;  in  1887.  to  $200,000;  in  1893.  to  $500,000;  reduced  to 
$200,000  in  1902,  by  return  of  cash  to  stockholders.  Values  of 
special  deposits:  La.,  $9,700. 

DIRECTORS:    Joel  Hurt.  Dowdell  Brown.  Geo.  F.  Hurt.  J.  C 
Hallman,  W.  M.  Hutchinson.  Chas.  A.  Biokerstaff.  J.  S.  Aken,  H. 
R.  Durand. 

FIELD  MEN  AND  TERRITORY  COVERED:  Special 
agent.  W.  F.  Prioleau.  Athtnta.  Ga.  The  company  operates  in 
Ga.  only. 


ATLANTIC  CITY  FIRE  INSURANCE  COMPANY,  Atiantic  City,  N.   J. 

Prandent,  Williun  Riddle;    Seontwr,  Edwaid  E.  Saalar.    OrtaaiMd,  1S03. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Looaea 

Year 

Assets 

Premiums 

Surplus 

Premiums 

Income 

Paid 

Dividends 

Expenses 

penditures 

Incurred 

1914 

$321,997 

$25,065 

$194,239 

$36,027 

$51,512 

$4,309 

$14,000 

$15,231 

$33,540 

95,070 

1913 

304.480 

25,192 

176.789 

37,253 

51.925 

4,461 

14.000 

16.211 

34,762 

3,548 

1912 

287,981 

24,998 

160.386 

36.987 

50,801 

8,279 

12.000 

15.583 

35.290 

R.222 

1911 

273,779 

25.059 

145.844 

40,389 

57,86S 

7.236 

12,000 

15.074 

84.310 

6,200 

1910 

255.781 1           23.122 

129.221 

38,514 

49.180 

8.662 

10.000 

13.068 1           26,730 

1^73 

AsaxTB.  Dec.  31. 1914. 

Mortgage  loans $163,800 

Bonds  and  stocks . . .  100,505 

Cash 44,557 

Agents'  balances ....  7,320 

Interest  and  rents . .  3,993 

Other  assets 1,822 


LiABiunn,  Dec.  31, 1914. 

Losses  unpaid $770 

Unearned  prems ....        25.065 
Other  liabilities....  1.923 


Totol  liabUities. . .  $27,758 
Capital  paid  up ... .  100.0  0.1 
Net  surplus 194,239 


Totol  asseto $321,997       Totol $321,997 


Underwriting  profit,  $16,559;  investment  profit,  $14,901. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$2,671,282:  premiums  thereon,  $49,143. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$395,610:  lessee  paid.  $61,881;  dividends  declared,  cash,  $95,000. 

MORTGAGE  LOANS:  There  are  48  loans,  aggregating  $163.- 
800  on  first  mortgages  on  improved  property  (hotels  and  cottages), 
in  residential  section  of  Atlantic  City.  Chelsea  and  Ventnor.  viJued 
at  $334,700  upon  which  the  company  holds  $155,400  of  fire  in- 
surance. There  was  $585  of  interest  past  due  on  Dec.  31,  last. 
Interest  accrued  was  ^,861. 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

Atlantic  Cy.,  crem..  4% 

Ocean  Cy.,  pjav..  4 

Ventnor,  st.  imp.,  5 

Ventnor.  pav.,  5%. 


Y). 


Ventnor.  pk.  imp..  5*^r 

Pub.  Serv.  Corp..  N.  J..  5%. 

Ventnor  City  Hi..  5% 

Ventnor  School,  5% 


Par 
Value. 

$16,000 
17,000 

3.000 
36.000 

2.000 
13,000 
13,000 

2.000 


Market 
Value. 

$16,000 
17.000 

3.000 
36.000 

2,000 
11,605 
13,000 

2.000 


Totals. 


$102,000    $100,505 


MISCELLANEOUS:  Conflagration  loaea:  Baltimore.  1904. 
$3,500.  Companv  writes  legitimate  surplus  and  sprinUereci  bum- 
ness  throughout  toe  U.  S. 

DIRECTORS:    I.  G.  Adams.  James  T.  Bew.  Amos  Bateman 
William  Riddle.  M.  B.  Woodruff,  Louis  Kuehnle.  WUUam  J.  Blaek' 
Joseph  Thompaon,  Thomas  G.  Sheen.  Edward  E.  Seeler,   Dmwid 
Fitssimons,  A.  Cella.  Geo.  A.  Bourgeois,  Silas  Shoemaker,  B.  V 
Corson ,  Samuel  Jackson,  M .  E.  Keffer.  Fnok  B.  Off. 

FIELD  MEN  AND  TERRITORY  COVERED:    Edward  B 
Seeler.  general  agent,  Atlantic  City.  N.  J.    The  company 
only  in  N.  J. 
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ATLANTIC  FIRE  INSURANCE  COMPANY,  Raleigh,  N.  C. 

Preodent,  Charles  E.  Johneon;  Secretary.  R.  8.  Busbee.    Orsanued.  1905. 


1 

Unearned 

Net 

Net 

Total 

LosBaa 

1  Total  Ex- 

Loasea 

Tl4B 

Agtebt       IfntoSxuBB 

Pramiuma 

Ineome 

Paid 

Diyidenda 

Expenaes  |  penditures 

Incurred 

1914 

t2(».524          $75^1 

S64,028 

178.913 

190,438 

149,499 

110.000 

t3 1.775         S91,274 

$47,039 

1913 

2M,418           70.192 

eo.iH8 

86.400 

99,933 

44.335 

10.000 

34.462          88.799 

44.578 

1912 

353,283;          71,912 

54.161 

88.775 

100.214 

35.644 

10,000 

30.863           76,507 

33.533 

1911  , 

230.943            M.212 

30.728 

77.318 

87.139 

41.541 

10.000 

28.028 

79.569 

41.647 

1910  ! 

223.32?!           62/»5 

31,260 

76.040 

85.781 

40  067 

10,000 

26.334           76.401 

40.223 

AflWTs.  Dec. 

Mortgage  loans .  . 
Boadi  and  atoeka 
Collateral  loua... 

Cadb 

Agents'  balaaeea. . 
lotereat  and  rents 
Other 


31, 


Total 


1914. 

$143,206 

41.520 

8.300 

43,591 

26,302 

1,522 

5,083 


LuBiLtTiBfi,  Dec.  31, 1914. 

Losses  unpaid $4,635 

Unearned  prems  —        75,861 


BONDS  AND  STOCKS  OWNED. 


Total  liabUitiea. 
Capital  paid  up.. 
Net  surplus 


$80,496 

125.000 

64.028 


$260,534       Total $269,524 


Undervriting  profit,  $833;  iuTeetment  profit.  $12,175. 

RISKS  AND  PREMIUMS.  Yin  risks  in  force,  Deeember  31. 
$7,659,159;   premiiuns  thereon,  $149,304. 

BUSINESS  SINCE  ORGANIZ.^TION:    Premiums  raoeived 
$689,191;  loaaes  paid,  $338,219;  diTidenda  declared,  cash,  $75,000.' 

MORTGAGE  LOANS:  There  are  46  loans  aggregating  $143- 
206,  protected  by  improTed  city  real  estate  valued  at  $320,000. 
The  company  faolda  $149,800  of  insurance  on  the  mortgaged 
boihfingi. 


COLLATERAL  LOANS  are  as  follows 
Seeuritiea. 

Seiithfirid  Cot 

TnsL  Church,  (Pers.  end.) 

Biok  of  Maxton 


Totals 


Market 

Value. 

$4,000 

UOO 

11.200 


Amount 
Loaned. 

$1,500 
1.300 
5.500 


N.  estate.  6% 

St  Marya  so.,  Raleigh,  N.  0. 

Raleigh  Country  Chib 

Peace  Institute 


Par 
Value. 

$10,000 

23.000 

2,500 

5.000 


Market 
Value. 

$11,020 

23.000 

2.500 

5.000 


Totals. 


$40,500        $41,520 


MISCELLANEOUS:  This  company  was  organized  in  Decem- 
ber. 1905,  with  a  subscribed  capital  of  $125,000,  and  began  busi- 
neas  February  1,  1906.  with  the  full  amount  of  its  capital  paid 
in.  Stoekholdera.  later  u  year,  pmd  in  $25,000  additional  sur- 
plus. 

DIRECTORS:  Chas.  E.  Johnson,  A.  B.  Andrews,  Jr ,  Alf.  A. 
Thompson.  E.  C.  Hillyer.  H.  T.  Hicks,  Joseph  G.  Brown.  Ivan 
M.  Proctor,  N.  A.  Dunn,  J.  S.  Wynne,  C.  B.  Edwards,  C.  W. 
Home,  GeOTge  Howard,  Wm.  M.  &uaders,  F.  A.  WoodardiWes- 
oott  Roberson,  R.  H.  Ricka,  W.  B.  Barrow,  D.  H.  Hill,  W.  N. 
Jones,  C.  E.  Johnson.  Jr.,  8.  B.  Siepherd,  J.  W.  Harden.R.  6.  Boa- 
bee,  W.  J.  Young,  C.  E.  Durfey,  R.  E.  Royall,  Herman  Weil, 
Graham  H.  Andrewa.  Chas.  B.  Fkrk. 

FIELD  MEN  AND  TERRITORY  COVERED:  J.  N.  Jacobs, 
special  agent,  Raleigh.  N.  C.  The  company  operates  in  N.  C. 
only. 


$16,500 


S8.300 


ATLANTIC  FIRE   AND  MARINE  COMPANY  OF  HARTFORD,    CONN. 


Tha  company,  originally  styled  The  Fire  A  Marine  Company 
of  Hartford,  was  incoqxnated  early  in  1915  by  the  Connecticut 
L«)psUtare  to  tranaact  a  fire  and  marine  reinsurance  business. 


The  capital  is  to  be  $250,000.  which  may  be  increased  to  $1,000,000. 
The  incorporators  are:  William  C.  Scheide,  A.  E.  Hart,  G.  H. 
Burt.  E.  D.  Redfield  and  John  H.  Buck. 


AUSTIN  FIRE  INSURANCE  COMPANY,  Dallas,  Tex. 

Prendcnt,  Geo.  W.  Jabniek;  Secretary.  A.  F.  Pillet.    Organised,  1902. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Losses 

Ym. 

Aaseti 

Premiums 

Surplus 

Premiums 

Income 

Paid 

Dividends 

Expenses 

penditures 

Incurred 

1914 

tmiMi 

$227,703 

$178,623 

$243,693 

$239,895 

$121,571 

$25.0001 

$96,113 

$242,684 

$125,688 

J9132 

653,513 

906.$21 

139,479 

239.223 

281,510 

118.497 

25.000 

92,818 

236,315 

116.589 

1912{: 

S05.571 

191.217 

119.801 

231,626 

271,387 

136.497 

24,151 

89.096 

249.744 

136,069 

l»li 

582353 

180,417 

110.113 

229359 

•283.906 

149.016 

20,458 

86,701 

258.706 

150,511 

191iV 

514.491 

160.027 

100,054 

228.325 

•265.3S0 

137.409 

20,0001 

96,4751        253.884 

145.605 

loefaida  $5,000  in  1910  and' $20,000  in  19n. 


Aasna,  Dbc 

Reaicatatc 

Moitgafe  kiana. 

Loaas  OB  cotton  balea 

(•Mfa     

A«?3ti' balaaeea 

Istereit    

Otber 


31. 1914. 

$16,481 

570.782 

700 

47,065 

48,169 

17,783 

84 


LiABiLrnxs.  Dkc. 

Losses  unpud 

Unearned  prems 

Other  liabilities 

Total  liabUities... 

Capital  paid  up 

Net  surplus 


Z  Statement 

31.  1914. 
$28,869 
227,703 
17.849 

$274,421 
250.000 
176.623 


Total 


$701,044       Total $701,044 


I'adcsvritinK  profit.  $20,229:  investment  profit,  $42,076. 

,  RISKS  AND  PREMIUMS:    Fire  risks  in  force.  December  31, 
$23.3»U92;  premiums  thereon.  $404,639. 

BraNESS  SINCE  ORGANIZATION:  Premiums  received, 
5^346;  lossn  paid,  $1,190,911;  dividendi  declared,  cash, 

££AL  ESTATE  OWNED:  Conaista  of  one-half  interest  in 
a&  oiRee  boiMing  in  Highland  Park  addition.  Dallas,  owned  and 
^Bnaed  jaatly  with  the  Conunonwealth  Fire  Insurance  Company, 
wok  jahie,  $12,000;  market  value,  $13,000 ;  a  fruit  farm  m 
i^fltiee  County,  book  value,  $2,502  ;  market  valie,$3.5O0,  and 
■aettar  firm,  market  vahie,  $2.5a5;  bojk  value,  $1,978-  Net 
isfioes  bat  year.  $9i!(0. 


according  to  Texas  standard. 

I  MORTGAGE  LOANS:  There  are  533  loans,  aggregating 
$570,782  on  improved  city  and  farm  property  in  Tex.,  valued  at 
$2,421,809.  None  of  the  loans  exceeds  $6,000  in  amount  nnd 
average  less  than  $1, 100 

MISCELLANEOUS:  Capital  paid  in  was  originally  $100,000. 
and  was  increased  by  quarterly  payments.  Increaied  in  1903 
from  $115340  to  $240,154;  in  1904.  to  $258,291.  and  in  1905  to 
$318,975;  reduced  in  1906  to  $200,000;  increased  in  1911  to 
$250,000;  in  1907,  $19,558  additional  surplus  paid  in;  in  1908. 
$1,093;  in  1910,  $5,000  and  in  1911,  $20,000.  All  payments 
made  on  account  of  $45,367  stock  notes  were  transfemxi  to  sur- 
plus. Confla9«tion  losses:  Baltimore,  1904,  $17,000;  San 
Francisco,  1906,  $198,415. 

DIRECTORS:  Geo.  W.  Jalonick,  J.  B.  Adoue,  C.  C.  Slaughter. 
Alex.  Sanger.  F.  C.  Callier;  J.  E.  Whiteselle.  R.  S.  Tinnin.  Alex. 
Coke.  Joa.  Faust,  M.  A.  Joy,  I.  Jalonick,  S.  D.  Heard.  Louis 
Lipsits. 

FIELD  MEN  AND  TERRITORY  COVERED:  T.  Edwards. 
Manager  for  Cal.,  Utah,  San  Francisco,  Cal.;  special  agents: 
W.  H.  Quirk.  San  Antonio.  Tex.;  V.  Davis  Brownwood.  Tex.; 
W.  H.  Quirk,  Dalks.  Tex.;  Henry  George.  Dallas,  Tex.;  H.  F. 
Hines.  Corsicana,  Tex.;  E.  8.  Kean,  Jr.,  Waco.  Tex.,  and  A.  T. 
Robertson.  Victoria,  Tex.  The  company  operates  in  Cal.,  N.  Y.. 
Tex.,  and  Utah. 


26 
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AUTOMOBILE  INSURANCE  COMPANY  OF  HARTFORD,  Conn, 

Presidait,  M.  G.  Bulkeley;  Secretary,  J.  Soofidd  Howe.    Commeooed  buebeaB,  1913. 


Ykar 

Assets 

Unearned 
Premiums 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

Loases 
Paid 

Dividends 

Expenses   1 

1914 
1913 

1791.441 
693.982 

1164,374 
43.542 

1292,793 
303.012 

*S363.263 
106,883 

$385,863 
t4 15.594 

•$137,182 
3.747 

$30,000 

$118,134J 
21.14fl| 

Total  Ex- 
noiditureii 


$285,816 
24.893 


Incurred 


$157,979 
5.682 


*  Includes  $352,736  mar.  prems.  and  $28,368  mar. 


t  Includes  $300,000  surplus  paid  in. 


Absbtc,  Dec.  31, 1914. 

Mortgage  loans $69,000 

$500,000   CT.    state 

bds.,  1934,31%...  500,000 
Loan  on  Colt's  P.  F. 

aims,  val.,  $23,200  20,000 

Cash 150,589 

Agents'  balances ....  45,573 

Interest 6,279 


LiABiunzB,  Dk.  31, 1914. 

Losses  unpaid $26,717 

Unearned  prems ....  164,374 

Other  UabUities....  7,557 

TotalliabUities...  $198,648 

Capital  paid  up. . . .  300.000 

Net  surplus 292,793 


Totalassete $791,441       Total $791,441 


Underwriting  loas,  $22,124;  investment  profit,  $21,905. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31 . 
$1,243,580;  premiums  thereon,  $11,213;  marine  and  inland  risks 
in  force,  $12,878,376;  premiums  thereon,  $313,891. 

BUSINESS  SINCE  ORGANIZATION:  Ptaniums  received. 
$470,147;  losses  paid,  $136,954;  dividends  declared,  cash,  $30,000. 

MORTGAGE  LOANS:  The  30  loans  aggregate  $69,000,  and 
are  secured  fay  CNcIa.,  Conn.,  la.  and  Tex.  properties  ^ued  at 
$204,344.  The  only  loans  in  excess  of  $6,000  each  are  one  of  $15, 
000  and  one  of  $10,000. 

MISCELLANEOUS:  This  company  was  inoorpocated  in  1907 , 
but  did  not  begin  business  until  1913,  in  which  year  its  capital 
($300,000)  and  an  initial  surplus  of  $300,000  were  paid  in.  The 
capital  stock  is  controlled  by  the  iBtna  Life.  Dc^raeit  in  Conn., 
$300,000. 

DIRECTORS:  M.  G.  Bulkeley,  S.  G.  Dunham,  J.  0.  Enders. 
M.  B.  Brainard,  J.  L.  English,  J.  Soofidd  Rowe,  Walter  C.  Faxon, 

FIELD  MEN  AND  TERRITORY  COVERED:  Genenland 
special  agents:  R.  E.  Anderson  &  Co.,  general  agents,  Berlin  Big., 
Taooma,  Wash.;  J.  C.  Barrows,  general  agent,  Pieroe  Big.,  St. 
Louis,  Mo.;  Clyde  A.Bissett ,  manager.  Republic  Big.,  Kansas  City, 
Mo.;  T.  J.  Bosquett,  dist.  manager,  Majestic  Big.,  Detroit,  Mich.; 


<  Arthur  W.  Burke,  geaeral  a^t,  45  Kilby  st.,  Boston.  Mass.; 
R.  F.  Bennett,  manager.  Security  Big.,  Los  Anaeles,  Cal.;  Chedey 
A  Chedey,  nneral  agents,  1317-19  N.  Y.  ave.,  Washington,  D.  C; 
The  Day  ftHaosen  Sec.  Co..  general  agents.  Old  Nat  Bank  Big., 
Spokane,Wash.;  Dunning^  Dunning,  general  agents.  Alworth  Blg.» 
Duhith.  Minn.;  W.  S.  Essiek,  general  agent.  Union  Trust  Co., 
Big.,  Hanisburg,  Pa.;  Eyler  k  fienry,  durt.  managers,  Benedum 
Trees  Big.,  Pittsburg,  Pa.,  Esdok  A  Barr,  general  agents,  539 
Court  St.  Reading,  Pa.;  Geo.  M.  Famswortii,  general  agent, 
Hubbdl  Big.,   Dee   Momes,   la.;   Giinnell-Row-Althouse  Co.. 

Sneral  agents.  Mich.  Trust  Co.  Big.,  Grand  Rajuds.  Mich.; 
oward  E.  Griy  Agency  Co.,  general  agents.  112-14  E.  4th  St.. 
Joplin,  Mo.;  C.  G.  HaUowell,  manager,  110  W.  Mich.  Ave., 
lianaing.  Mich. ;  A.  H.  KaoU,  geiMral  acent,  White  Big., 
Buffak).  N.  Y.;  R  C.  Knox,  geoflral  agents,  39  Pearl  st,  Hartford, 
Conn.;  Roeooe  H.  Keffer,  graeral  agents,  Conndl  Bis..  Scranton, 
Pa.;  J.  A.  Lewis,  general  agent,  McKnight  Big.,  Minnewolis, 
Minn.;  Lucas  A  Dake  Co.,  general  agenta,  1(^9  Dake  Big.. 
Rochester,  N.  Y.;  G.  A.  Mills,  assistant  manager.  25  No.  Pearl  st., 
Albany,  N.  Y.;  J.  R  Moloney,  manago',  Expodtion  BU.,  San 
Francisco,  Cal.;  C.  K.  Mount,  manager.  Woodward  Big.,  Waahinc- 
ton,  D.  C;  McCargar,  Bates  ic  Livdy,  general  agents,  Yeon  Big., 
Portland,  Ore.;  H.  A.  McKinn^,  manager.  Turks  Head  Big., 
Providence,  R.  I.;  W.  R  Perkins,  dist.  manager.  1706  First  Nat. 
Bank  Big.,  Cincinnati,  0.:H.  D.  Plimpton,  manajter,  Pabst  Big., 
Milwaukee,  Wis.;  C.  H.  Phdan,  manager.  100  William  st..  New 
York,  N.  Y.;  G.  W.  Rourke,  general  agent,  New  York  Bk)ck, 
Seattle,  Wash.;  H.  K.  Remington,  manager,  Lyman  Big.,  Spring- 
fidd,  Mass.;  W.  T.  Shackldtord,  A  Co..  geaeral  agents,  15-17 
Conuneroe  st,  Baltimore,  Md.;  Geo.  Tramcl,  manager,  175  W. 
Jackson  st,  Uhicago,  111.;  H.  N.  Throckmorton,  manager,  Trac- 
tion Terminal  Big..  Indianapolis,  Ind.;  John  S.  Turn,  manager, 
407-9  Walnut  st.,  Philaddphu,  Pa.;  W.  G.  Wilson,  dist.  manager. 
Leader  News  Big.,  Cleveland,  0.;  Watson  k  Wadsworth,  managers. 
Union  Big.,  Syracuse,  N.  V.  The  oompanv  operates  in  Cal., 
Conn..  D.  of  C,  III.,  Ind.,  la.,  Me.,  Md..  Mass.,  Mich..  Minn., 
Mo.,  N.  H.,  N.  J.,  N.  Y.,  0.,  Ore.,  Pa..  R.  I.,  Vt.,  Wash,  and  Wia. 


BANKERS  AND  MERCHANTS  FIRE  INSURANCE  COMPANY, 

Minneapolis,  Minn. 

Preddent,  J.  G.  Swan;  Secretary,  H.  F.  Thompson.    Organised  1911. 


1 

Ykar     Aasets 

Unearned 
Premiums 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Dividends 

Expenses 

Total  Ex-       Losses 
penditures     Inenirad 

1914        $310,442 

$34,829 
7.531 

$63,071 
82.036 

$44,471 
18,107 

$64,077 
21.736 

$11,607 
167 

$35,561 

28,622 

$47,168'        $12,915 

1913         296.001 

2H.789I               167 

Abbkts,  Dec.  31, 1914. 

Mortgage  loans $221,950 

Cash 74,816 

Agenta'  balances. . . .  6.805 

Interest  and  renta . . .  6,72 1 

Other  asseta 150 

Total  aeseta $310,442 


LzABiLrmsB,  Die.  31, 1914. 

Losses  unpaid $1,308 

Unearned  prems 34,829 

Other  liabilities 7.874 

Total  liabiUtiea...  $14,011 

Capital  paid  up. . . .  203.360 

Net  surplus 63,071 

Total $310,442 


RISKS  AND  PREMIUMS:    Fire  ridu  in  force.  December  31. 
$3,650,313;  premiums  thereon,  $51,982. 

BUSINESS  SINCE  ORGANIZATION:    Pkvmiuma  rwdved, 
$63,106;  loases  paid,  $11,774. 


MORTGAGE  LOANS:  There  are  92  loans  aggregating  $221 .- 
950  on  improved  property  valued  at  more  than  double  the  amoaat 
losfied  thereon.  Company  holds  ample  insurance  on  the  mort- 
pged  buUdings.  There  was  $48  of  interest  past  due  on  Dee.  31, 
last;  and  there  is  one  loan  of  $800  in  foreclosure. 

MISCELLANEOUS:  This  company  was  incorporated  in  1911 
and  commenced  business  in  1913  with  $200,060  capital  paid  ia. 
Caintal  incceased  $3,300  in  1914  by  payment  of  stock  subseriptioa 
notes. 

DIRECTORS:  M.  Bullis.  P.  A.  Christianson.  J.  G.  Gebhard, 
Chas.  Koonie,  M.  E.  Lewis,  J.  B.  Nesen,  Robert  Olson,  J.  Q 
Swan.  H.  F.  Thompeon.  H.  E.  Sox,  C.  S.  Atkinson,  Lafayette 
Dodda,  H.  A.  Sasse,  August  Plachta,  Wm.  Cleveringa. 


TERRITORY  COVERED: 
Minn.,  N.  D.  and  8.  D. 


The  company  operatea  ih  Aria. 


REPORTS    OF    FIRE    INSURANCE   COMPANIES. 


27 


BIRMINGHAM  FIRE  INSURANCE  COMPANY,  Pittsburg,  Pa. 

IVendcBt,  ChariM  MflOiiig;  Seexetary.  A.  J.  Hensing;  Aanstont  Seeretary,  A.  0.  Kanfmazm.    Organiied,  1871. 


;  Uueanied 

Net 

Net 

Total 

.    IxMsee 

'  Total  Ex- 

Lo«ee 

riii| 

flurplus 

Income 

Paid 

Dividends 

Expenms     penditurai 

Incurred 

1914, 

1507^4 

$115,480 

$177,926 

1118.581 

1154,531 

$57,826 

$24,000 

$61,091 

$142,917 

$66,600 

m3 ' 

197^ 

98.430 

104.099 

104.536 

132,112 

55341 

24.000 

47.950 

127.291 

60.775 

ni2 , 

mjm 

87,045 

196.660 

91,371 

116,675 

34,821 

20.000 

38,820 

93.641 

37.305 

Ull  1 

mm 

85.644 

179,196 

90,258 

119,710 

25,907 

20.000 

42,688 

88.595 

31,600 

1910  I 

440^ 

77.303 

156,968 

79,353 

107.984 

28.817 

20.000 

39.485 

88.302 

26.087 

Aarnn,  Dae  31. 1014.  Liabiliiies.  Dkc.  31.  1914. 

Ktilotite $28,006    LoeMBunpaid $14,208 

MotpgeloaBs....       404,925  Unearned  prems....       115,480 

Ciah 40,918  • 

AfQits'babneeL...         17338  Total  liabilities...     $129,688 

lBta«rt  lad  rente. .          6,987  CHHtal  paid  np. . . .       200,000 

NetsorpluB 177,926 


ToUl 


$507,614       Total $507,614 


HISKSAKDPREMIITMS:  Fire  risks  in  force,  December  31, 
£9^05355;  proniuma  thcnson,  $213,100. 

BCSNES  SINCE  ORGANIZATION:  Ptemiams  nceived. 
ILr213S5.-  kens  paid,  $700,618;  dividends  declared,  cash, 
W3JM& 

BSAL  ESTATE  OWNED:  Consists  of  company's  borne 
oiee  bafliSDK  valued  at  ^336  and  a  2  story  mme  building 
«iM  at  |I,47a    Net  ineome  last  year,  $1347. 


MORTGAGE  LOANS:  These  loans  a«rregate  $404,925  on 
AUegheny  Co.  propertyvahied  at  oonsden£ly  more  than  double 
the  amount  loaned.  There  was  $471  of  interest  past  due  and 
$5,978  accrued  on  December  31,  last  The  company  holds  ample 
fire  insurance  on  the  mortgaged  buildings. 

MISCELLANEOUS:  Capital  increased  in  1879  from  $148,000 
to  $171,410,  and  in  1880  to  $200,000. 

DIRECTORS:  Charles  Mailing,  William  Ruske,  Leonhard 
Kaufman.  Frederick  Buehler,  George  Hofmeister,  William  Henn- 
ing,  Georae  L.  Sutter.  John  nefertn,  J.  E.  Roth,  Jos.  F.  Floeger. 
John  C.  Rudolph,  John  A.  Bleichner. 

FIELD  MEN  AND  TERRITORY  COVERED:  Robert 
M.  Coyle  ic  Co.,  Philadelphia.  Pa.,  general  agent  for  Philaddphia 
and  six  adjoining  counties;  F.  9.  TewKsbury,  nttsburg.  Pa.,  special 
a^t  for  Pa.;  Eira  A.  Bomer.  Haselton,  Pa.,  general  agent  for 
SIX  counties.    The  company  operates  in  111.  &  Pa. 


BOSTON  INSURANCE  COMPANY,  Boston,  Mass.§ 

Ftaideot,  R.  B.  Fuller;  SeoKtu7,  neeniin  Niekcnon.    Oifuiuad,  1873. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Losses 

Tin;    Assets 

^^          _  *  ._^__ 

Surplus 

Premiums 

Income 

Paid 

Dividends 

Expenses 

penditures 

Incurred 
$2,141,351 

m  :  K4«5,723 

$2377,725 

$2,337,729 

*$3.443.618 

$3,799,722 

*$2.011.661 

$240,000 

$1,283,491 

$3,535,155 

iiVU    6JS4.741 

2337,637 

2,531,429 

3328,129 

3374,425 

1319.748 

240,000 

1,209,478 

3,269,226'      1.840,555 

IflSS   63»6,196 

2410,114 

3,050,705 

3.156,327 

3,403,250 

1.788.391 

210.000 

1,153,601 

3,151,992 

1,741,281 

inu    6^467367 

2,083311 

2371361 

3,070.044 

3317,960 

1.851;595 

300,000 

1,077,483 

3329,078 

1,823313 

ttlC!   UaB.763 

1,953310 

2,676,412 

3.077.066 

3328.556 

1.6.'>63H 

300.000 

1.102,230 

3.058,744] 

1,674317 

•bdodes  $1.670328  marine 

iasaa,  Dk.  31, 1914. 

Bttlertatc $505341 

Jkrtpeeloana..  ..  417300 

Boadittditoeks...  4.406,808 

':>«btEnlloaas.....  20,000 

C«h 484,734 

Acote'bahaca....  565397 

^a« 20300 

-Wwaasets 45,154 


premiums  and  $891394  marine  kwes.       I  Statements  according  to  Mass,  standard. 

LiABiLmsB,  Dec.  31, 1914. 

Loraes  unpaid $575,940 

Unearned  prems. . . .    2.377.725 


BONDS  AND  STOCKS  OWNED: 
Bonds. 


Dividends. 
Other  liabititieB.. 


120.000 
54,329 


Total  liabUitiee...  $3,127,994 
Capital  paid  up. . . .  1,000,000 
Net  surplus 2337,729 


Toui 


$6,465,723       Total $6,465,723 


Vadavriting  loss.  $138,062;  investment  profit.  $196,100. 

HISS3  AND  PREMmMS:  Fixe  risks  in  force.  December  31, 
»7410JN)0;  pramiums  thereon,  $3,398,671;  marine  and  inland 
an  in  Ibree,  $35,775,614;  premiums  thereon,  $1,106327. 

^BTSIN-ESS  SINCE  ORGANIZATION:    Ptemiums  received, 
G19Q64I3;  ktaes  paid.  $36,746,560;  dividends  declared,  cash, 

„E£AL  ^TATE  OWNED:   ConaJata  of  property  at  Milk  and 
^'^  A.  earned  at  eost. 

MORTGAGE  LOANS:  There  are  29  loans,  of  which  15  are 
^  fcr  tIO.000  or  more.  They  are  all  secured  by  Mass.  property, 
"^SK^  kxafied  in  Boston  and  its  suburbs.  The  total  amount  of 
-*^  (1417300)  n  <mly  about  one-half  of  the  estimated  value  of 
'^  msBlaa  (1826,900).  One  kxan  of  $90,000  is  upon  275-285 
'^•Ptti  It,  Bcetoo;  one  of  $25300  is  upon  138  Ivy  st..  Brook- 
^:  me  of  $40300  is  upon  property  at  Glendon  aiul  Eacde  sts., 
^«coi;  tad  one  of  $26,000  ia  upon  165-166  Tremont  st.,  Boston. 
Tkne  WIS  {2,231  of  interest  past  due  on  December  31,  last,  but 
ta  te  data  for  aa  ioeh  interest  was  December  3  L 


^^^HI^TERAL  LOANS  ate  as  foUows: 


J«»Hinr,p 

«i-AWorc.H.co.,  p. 


Maricet 

Value. 

$25,000\ 

11.100/ 


Amount 
Loaned. 

$20,000 


Tauk. 


$36,100        $20,000 


AugusU,  Ga..  fl.  pro.,  1944,  ^% 

Boston,  Chelsea  Bridge,  So.,  1923.  A{Vc 
Boston,  Bway.,  bridge,  1923,  4i< 


Boston.  Inds  A  bldg.  for  sch.,  1928.  4' 
Boston.  Ids  A  bldg.  for  sch.,  1933,  4iU 
Boston,  Lg.  Is.  Imp.,  1931,  4i<:c.. . . 
BoMton,  Lg.  Is.  Imp.,  1933,  H  t-" 

Boston,  bldg.,  1931, 4i% 

Boston,  bldg.,  1933, 4i<  c 

Boston,  bldg.,  1931,  44  o 

Boston,  bldg.,  1933, 4t  o 

Boston,  sep.  drain.,  1932,  4^ 
Boston,  Sep.  drain.,  1933, 4| 
Boston,  sep.  drain.,  1939,  3i 

Boston,  hoep.,  1932,  Ai'l 

Boston,  hosp.,  1933, 4}^  r 

Boston,  sewarage  loan,  1933,  4}'  o 

Boston.  Pol.  Sta.,  So.  Boe...l933,  AiVc^. 

Boston,  playgrounds,  1933,  4iVc 

Boston,  tunnel,  1949,  3i%. 


/O- 


CI 


Boston,  rap.  tran.  loan,  1949,  3)-  c. 
Minneapolis,  Minn.,  bg.,  1939,  4^.c> 

Victoria,  B.  C,  d.,  1923,  4J% 

Georgia,  State,  1915,  4J% 

Georgia,  State,  1915,  W7c 

Georgia,  State,  1918,  3i<^c 

Georgia,  State,  1920,  3i< 


% 


Georgia,  Stete,  1928,  3i«ro 

Cal.,  State,  San.  Fran.  Har.,  1985,  \% 
Comm.,  Mass.,  state  hy.  loan,  1916,  4 
Comm.,  Mass..  state  hy.  loan,  1917,  4< 
Comm.,  Mass.,  state  hy.  loan,  1918, 4%. 
Comm.,  Mass.,  state  hy.  loan,  1924,  4''c  ■ 
Comm.,  Mass.,  state  hy.  loan.  1928, 3|^o 
Comm.,  Mass.,  armory  loan,  1918.  4% . . 

Comm.,  Mass.,  port  B.loan,1919.4% 

Comm.,  Mass.,  oris.  k.  hosp.,  1939,  3i%. 
Comm.,  Mass.,  Metn.  sr.  loan,1946, 3|%. 


Par 

Market 

Value. 

Value. 

$5,000 

$5,000 

5,000 

5.150 

8.000 

8.240 

50,000 

51,000 

25.(X>0 

26.500 

8.000 

8,400 

S.OfO 

8,480 

6,000 

6,300 

6,000 

6,360 

6.000 

6.300 

6.000 

6.360 

16.000 

16,960 

16,000 

16,960 

10,000 

9,600 

14,000 

14,840 

14,000 

14.840 

15.000 

15,900 

5.000 

5.300 

5,000 

5,300 

73.000 

69.350 

4,000 

3.b00 

25,000 

24,500 

25,000 

24,250 

2,000 

2,000 

3,000 

3,000 

1.000 

900 

3,000 

2,940 

1,000 

960 

50,000 

47,500 

9.000 

9,090 

20,000 

20,200 

18,000 

18,180 

12.000 

12360 

12,000 

11,880 

3,000 

3,030 

50.000 

51,000 

63.000 

61.740 

13,740 

12,000 

t  both  fire  and  marina  bnsinnsn 
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BOSTON  INSURANCE  COMPANY,  Boston,  Uass.— Continued. 


BoNoa  AND  Stocks  OwmD.—CwU. 
Bonds.— Con/. 

Comm.,  Mass.,  Act  of  1903. 1940, 3i%. 


c^ 


At.  Top.  A  S.  F.  R.R.,  1905. 4 

At.,  Top.  A  S.  F.  R.R..  adj.,  1995,  4%. 

Boston  Elev.  Ry.  Co.,  1935.  4% 

Boston  A  Lowell  R.R.,  1932,  A% 

Boston  &  Maine  R.R.,  1926,  4' '- 


C,  M.  4  St.  P.  Ry.,  cv.,  1932,  4i'  i. . . . 

Fitchburg  R.R..  1925.  4'^c 

Fitchburg  R.R.,  1927.  4''r 

Fitchburg  R.R.,  1928,  i\% 

III.  Cent.  R.R.  (Lo.  Div.).  1953,  SJ^i-    • 

N.  Y.  C.  &  H.  R.  R.R.,  1998,  3*% 

N.  Y..  N.  H.  &  H.  R.R.,  cv.  d.,  1948,6"^ 
N.  Y.  Connec.  R.R..  1  m.  g.,  1953,  4§7o. 

Old  Colony  R.R.,  1925,  4% 

Ore.  Short  Line  Ry.,  1922,  6% 

Ore.  Short  Line  Ry.,  cs.  1  m.,  1946, 5'  < . 

So.  Pac.,  cv.,  1929,  4% 

Southern  Ry.  1951, 4% 

St.  L.  &  S.  F.  R.R.,  gn.  In..  1927,  5%.. . 

West  End  St.  Ry.,  1932, 4% 

Wis.  Cent.  R.R.,  1949,  4% 

Booth  Mfg.,  cv..  1931,  4J'", 

Mallory  Steamship,  1932,  5Vc 


Stocks. 

Baltimore  &  Ohio  R.R 

Baltimore  &  Ohio  R.R 

Boston  &  Albany  R.R 

Boston  Elevated  Ry 

Boston  A  Lowell  R.R 

Boston  &  Maine  R.R.,  c 

Chicago.  Milwaukee  k  St.  Paul  Ry.,  c. . . 
Chicago.  Milwaukee  A,  St.  Paul  Ry.,  p.. . 

Delaware  &.  Hudson 

Fitchburg  R.R,.  p 

Manchester  &  Lawrence  R.R 

New  York  Cent.  A  Hudson  River  R.R. . 
New  York,  New  Haven  &  Hartford  R.R. 

Northern  Pacific  Ry 

Old  Colony  R.R 

Pennsylvania  R.R 

Southern  Pacific,  c 

Union  Pacific  R.K.,  c 

First  Bank,  Boston,  Mass 

First  Bank,  Salem,  Mass.,  liq 


Par 

Market    • 

Value. 

Value. 

$16,000 

$15,680 

56.000 

53,760 

30,000 

26.400 

50.000 

43,000 

25.000 

23,500 

50.000 

38,500 

10.500 

10.710 

50,000 

46,000 

10.000 

9,100    : 

50.000 

47,500    ' 

25,000 

20.500 

50.000 

39.000 

41.700 

44.202 

23.000 

24.250    ' 

15,000 

14.250 

10,000 

11.000    , 

500 

540    , 

8,000 

6.880    ' 

2.000 

1.740 

25,000 

10.000 

25,000 

22.750 

12.000 

10,560    1 

25.000 

24,000 

100,000 

88,000 

1 

2,400 

1.944 

4.500 

4,005 

50.000 

90,000 

250.000 

227,500 

10.000 

16.000 

lOO.OU) 

35,000 

40.a)0 

39.600 

30.000 

40.200 

110.000 

162,800 

10.000 

7,800 

5,000 

6,000 

170.000 

153.000 

175.000 

96,250 

10,000 

11,100    ' 

42.500 

63.750 

250,000 

277.500    1 

25.000  * 

24,000 

20.000 

25,600    1 

66.600 

294,372    , 

10.030 

' 

BoKDs  AND  Stocks  Owmbd.— CoiU. 
Bomw.— Cost. 

Grand  Bank,  MarUehead,  Maas 

Merchants'  Bank,  Salem,  Maas. 

Merchants'  Bank,  Worcester,  Mass. . . 

Shawmut  Bank,  Boston,  Mass 

Webster  A  Atlas  Bank,  Boston.  Mass. . 
Brookline  Trust  Co^  BrookUne,  Msss. . 

American  Sugar  Refining,  p 

American  Tel.  k  Telg 

Edison  Electric  lUuimnating 

General  Adjustment  Bureau,  N.  Y 

General  Electric 

Old  Colony  Insurance 

Pullman  Co 

Underwriters*  Salvage 

Western  Union  Telegraph 


Par 
Value. 

$1,700 

5,000 

15,000 

45,000 

15,400 

10.000 

50.000 

200.000 

100,000 

50 

13,000 

358,500 

50,000 

500 

42.000 


Market 

Value. 

$1,065 

8,500 

29.250 

92.250 

81.570 

26,500 

57.000 

246,000 

249.000 

SO 

19.500 

717,000 

77,500 

500 

24.780 


Tota  R  (book  values,  $4,811,573). 


$3,613,850    $4,406.S»8 


MISCELLANEOUS:  Prior  to  1889  this  company  was  named 
the  Boston  Marine  Insurance  Company.  Caintal  increased  from 
$300,000  to  $500,000  in  1876.  and  to  $1,000,000  in  1881.  Con- 
flagration loss:  Baltimore.  1904.  $258,235.  Company  transacts 
both  fire  and  marine  insurance.  Value  of  dqx»t  m  Ga..  $9,890, 
This  company  owns  $358,500  (psr  value)  of  the  stock  of  the  Old 
Colony  Insurance  Company,  valued  at  $717,000,  which  is  not  ad- 
mitted as  an  asset  by  the  New  York  Insurance  Department.  Loss 
by  San  Francisco  conflagration,  1906,  $34,260  (marine  only). 

DIRECTORS:  Ransom  B.  Fuller,  Donald  M.  Hill.  Wm.  H. 
Lincoln,  Frank  B.  Dole,  Israel  E.  Decrow.  Calvin  Austin,  Herbert 
Fuller,  Eugene  P.  Carver,  James  W.  Dunphy.  Frank  B.  McQuestes, 
William  R.  Hedge.  Edward  E.  Blodgett,  N.  J.  Rust,  Wari 
WilUams. 

FIELD  MEN  AND  TERRITORY  COVERED:  Edmund 
Winchester,  fire  manager;  I.  Lloyd  Greene,  assistant  Sie  manager, 
Boston,  Mass.;  Frank  0.  Channdl,  Rochester,  and  John  B.  Dacey, 
Albany,  special  agents  for  N.Y.  Stote;  W.  S.  <^t«no.  Poughkeep- 
sie,  N.  YT,  special  agent  for  N.  Y.  and  N.  J.:  Harold  A.  Miller, 
Pailadelphia,  Pa.,  for  East  Pa.,  Del.,  Md.  and  D.  C;  F.  W.  Sip- 
pell.  Pittsburg,  Pa.,  special  agent  for  West  Pa.,  Md.  and  W.  Vs.; 
Alfred  H.  Mills,  Boston,  Mass..  special  agent  for  No.  New  England: 
Jas.  W.  Hemingway,  New  Haven,  Conn.,  special  agent  for  So.  New 
England.  The  company  operates  in  all  the  States  of  the  United 
Ststeo  except  .\la.,  Aris.,  Haw.,  Ida.,  Mont.,  Nev.,  N.  M..  S.  C. 
and  Wyo. 


BUCKEYE  NATIONAL  FIRE  INSURANCE  COMPANY,  Toledo,   O. 

president,  H.  M.  Barfield;  SecreUry,  H.  8.  Bassctt.     Organised,  1912. 


Yiar 
1914t 


.Assets 


$147,213 


Unearned 
iS-emiums 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

$1,054 

$44,425 

$2,676 

•il05  636 

Dividends 


Expenses 


t$60.401 


ToUlEx-  I 
penditures  | 


Losses 
Incurred 


$60,401 


t  Includes  $50,000  commission  on  sale  of  stock, 
ending  December  31, 1914. 


*  Includes  $100,000  premium  on  capital  stock.       t  Statement  for  3  months 


Assets,  Dec.  31, 1914. 

Mortgage  loans $57,871 

Bonds 20,387 

Cash. 65,442 

Agents'  balances —  1,534 

Interest 1,836 

Other  aaseU 143 


LiABiunES,  Dec.  31, 1914. 

$1,654 
1,134 


Unearned  prems 
Other  liabilities . 


Total  liabtUties. 
Capital  paid  up.. 
Net  surplus 


$2,788 

100.000 

44,425 


Total  assets 


$147,213        Totol $147,213 


RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31, 
$269,882;  pr«miums  thereon,  $2,662. 

PREMIUMS  RECEIVED  SINCE  ORGANIZATION. 
$2,676. 

MORTGAGE  LOANS:  There  are  11  loans,  agnegating 
$57,871,  principally  on  farm  property,  located  in  LucasTDraaace, 
Pauiding,  Putnam  and  Wood  counties,  0.  The  total  value  of  the 
mortgaged  property  is  $185,525.  The  company  holds  $57,800 
insurance  on  toe  mortgaged  buildings,  and  on  Dec.  31.  last,  there 
was  ne  iatcrest  past  due. 


BONDS  OWNED: 

Chardon.O.,  Pav.,  6' r 

Grafton  Trrp.,  0..  5% 

Cuyahoga  Co..  Road,  4 


C" 


Miami  Co.,  0.,  Emer.,  rd..  5'~c 
Harrison  Co.,  0.,  hgwy.,  5% . . . 


Psr 
Value. 

$4,000 
5,000 
1,000 
5,000 
4,500 


Market 

Value. 

$4,160 
5.142 
1.030 

4.7l»2 


Tota'.i. 


$19,500 


$20.3S7 


MISCELLANEOUS:  The  company  was  organised  in  1912. 
but  did  not  commence  business  till  Oct.  1, 1914.  It  was  formerly 
known  ss  the  Peoples  National. 

DIRECTOR^  J.  M.  Spencer,  Chas.  Feilbach,  C.  H.  Voesele. 
H.  M.  Barfield.  A.  R  Chandler,  G.  H.  NstUeman,  Chas.  S.  Turner. 
Sherman  Bond,  W.  B.  Smith,  U.  G.  Denman,  0.  W.  Holmes,  D.  L. 
Durbin.  0.  D.  Tiffany,  F.  A.  Luts.  F.  P.  Clark,  Geo.  AHeaburRer. 
H.  S.  Bassctt,  C.  B.  Johnson,  J.  H.  Pickard,  C.  L.  Baraett. 

FIELD  MEN  .AND  TERRITORY  COVERED:  Samuel  A. 
Barclay  is  managing  underwriter,  with  jurisdiction  ovsr  the  eoUre 
state  of  0.,  wliich  is  the  only  stats  in  which  the  compaay 
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BUFFALO  GERMAN  INSURANCE  COMPANY,  Buffalo,  N.  Y. 

hmktt,  ktm  0.  Wiekaer:  VIoe-Preridaili,  E.  B.  Enert,  Fred  Qreioer;  Saeratary.  Chu.  A.  Qeoiicr:  Aanstant  SecreUricfl.  L.  W.  Fisher 

and  Geo.  H.  Hofheins.     Orsaoiied.  1867. 


1 

Uneamed 

Net 

Net 

Total 

Looeee 

Total  Ex- 

Lo«ei 

Tiw 

AmdtB 

PkmiiuQB 

Snrjdiia 

Pnduuids 

Income 

Fiid 

DiTidendf 

Bxpenaea 

penditures 

Incurred 

mi 

S3^8L67S 

S7M.776 

I130».779 

1597.675 

8716.882 

8432.926 

$60,000 

1279314 

1772.240 

1429.628 

1113 

2LOLfl31 

677.584 

1.661.075 

619.190 

789,841 

850.872 

270.0W 

264.445 

885.317 

332.662 

1912     2,789.180.        678.805 

1.809.067 

660,622 

759357 

375.547 

70.000 

272,672 

718.219 

353.586 

mi      2^75,2741         652.061 

1.611.092 

648,281 

757.160 

359.375 

70,000 

290.563 

719.93S 

359,779 

ItlO     2JS3S.9lOi        631.200 

.    1.597.906 

642.881 

755.006 

28P.883 

70.000 

280.104 

648,787 

296.944 

.4flM»,  Die.  31. 1914. 

Kcilalite 8525.000 

MortMekaaa 533,700 

Boodtiaditoeka...  1.733.927 

CoktealkaM...  16.8G0 

CaA 259,247 

ifeate'balBBeei....  118,742 

Irtmrtaadroili..  31,109 

OthsMBHi 153 


luwatm.  Die. 

Loawa  unpaid 

Unaaraed  preaDs. . . , 
Rea.foroontmgen.. 
Otficrfiabifities... . 

Total  liabifitiea.. 
Coital  paid  up. 
N<^ 


31.  1M4. 

$68,123 

790,776 

80.000 

20,000 

$948,899 

400.000 

1.869.779 


Total 


$8^18.678       Total $3,218,678 


Uadff«ritii«  prof  t.  $37325;  investment  profit.  $133,498. 

RISKS  AMD  FREMIT7MS:    Fbe  rkks  in  foi«e.  December  31. 
tll0.7B8i47;  prammna   thereon.   $1,564,011. 


Br^DiESB  SINCE  ORGANIZATION:  PtemiuBa  raeeiTed, 
tamMS;  ksM  paid.  $$488,910;  dividendi  dedarad.  oaeh. 
CU06J25. 

RE.U.  ESTATE  OWNED:  Consists  of  a  5^ory  iron  bnildbg 
UUak^mA  BfOKiwaj.  Buffab.  N.  Y.,  eairied  at  book  value. 
l92S,aiO,  and  winch  cost  $820,000  in  1871. 

MORTGAGS  LOANS:  There  an  191  loans,  afl  of  which 
Kc  flB  Biiik)  propstias.  and  cBhrZ  of  the  whole  number  equal 
«  cneed  $10390  in  amount,  llie  avence  amount  is  about 
CJBOO.  and  on  the  entire  number  there  was  no  overdue  interest. 
lam  >gpf|ta«Tna  $533,700  are  seeored  by  noperties  vahied  at 
S14IM88.  Thewie8tsingfeloaneareoaeof$15,000onafouDd- 
rj  tt  Aabent  A  Tonawanda  Sta..  Buffalo,  vahied  at  $48,000.  and 
m  of  115.500  OB  ft  factory  ftt  S.  S.  eor.  Broadway  and  Walnut 
a,  nkied  at  $39.97a 


COUATERAL  LOANS  are  as  follows: 


SBCL'uiua. 

laifrLChcm.Co^  p 

W*.^bbTW 

rwaPkCoT. 

Aa.akBlL4Sef.Co 

ChiK.  I.  A  Pke^4%.  Mfty  1. 2002. 
2>LAHadna.4<^.Janel5,1916 . 

T6ie(bGaeAEa.HtK..b8 

DMNatBk.  Buffalo 

Gna.  Ab.  Bk..  Baffalo 

51l.Fill1FBiiert.ba 


Market 

Vahie. 

$7401 
2.900 
1360 
650 
500 
980J 
1360 
3,0001 
4.000f 
7.140i 
550/ 


Amount 
Loaned. 


$6,000 

4.600 
6.300 


Total. 


BONDS  OWNED: 

2^  cT  New  Yoric,  can.  tm..  1942, 

&»C6.,  N.  Y,  1924-25. 4J% 

&»C«t,S.Y.,192fr^2ff,4''l^ 


$23370      $16,800 


4^'- 


vo 


Csatirgf  Westchoter.  1987-38,  4 

MUo.  1M5^,  3|«^ 


Par 
Value. 

$75,000 
30.000 
64.000 
40.000 

266312 


Market 

Vahie. 

$78300 
29.700 
53.740 
38.400 

261,220 


BoMM  OwNSD.— Coat. 

Buffab.  1919-29, 4% 

New  York,  N.  Y..  1916-29.  3i% 

Los  Angeles.  CaL.  el.,  1920, 4i% 

Loe  Angeles,  Cal. ,  harbor  imp..  1921 .  4i% 

Batavia,  N.  Y,.  sr.,  1919. 4f% 

C.  M.  A  St.  P.  R.  R.,  C,  ft  P.,  W.  Div., 

1921,59c 

C,  M.  A  St.  P.  R.  R.,  Wis.  A  Minn.  Div., 

1921,5% 

C.  M.  A  St.  P.  R.  K.,  Dak.A  Gt.  80.  Div. 

1916,5% 

C.  M.  A  St.  P.  R.  R..  La  C.  A  D.  Div., 

1919,5% 

C.  M.  A  St  P.  R.  R.,  Dubuque  Div.. 

1920,6% 

C.3. 4  Q.  R.  R.,  Neb.  Div.,  1927. 4% . . . 

C,  Nwn.  R.  R.,  ea.  ik.  f .,  1915, 7% 

C.  Nwn.  R.  R.,  eq.  tr.  1912,  1918.  4i% 

St.  P.  A  Sioux CitvR.  R..  1919, 6% 

St.  P..  Mum.  A  Man.  R.  R..  1933. 4% . . . . 
Ateh.,T.  A  S.  F.  R.  R.,£.  Okla.  Div.. 

1928,4% 

Del  A  Hud..r.,  1948, 4% 

Rome  Wat.  A  Ogdena.  R.  R..  1922, 5% . . 

L.S.  AMich.So.R.R.,  1997,3|% 

Buff.,So.R.R.,ezt.,  1918,5% 

N.  Y.,  Lack.  A  West.  R.  R.,  1921.  6%. . 
N.  Y.  Cental  Lines,  eq.,  1920,  4i%. . . . 


Pttm.  gn.  eq.,  tr..  1917. 4%. 
WafaaihR.R.,  1939.5%... 


West  Shore  R.  R.,  2361,  i% 

Buffalo^.,  1931.5% 

Niagara  Falla  Power,  1932,  5% 

Buffalo  Gn.  El.,  1939.  5% 

Teire  Haute  A  Ind.  R.  R..  1925. 5% . 


Par 
Value. 

$384,000 

235.000 

16,000 

9.000 

14.000 

70.000 

40,000 

25.000 

40.000 

25,000 
35,000 
11.000 
20.000 
29.000 
20.000 

25,000 
50,000 
26,000 
25,000 
15,000 
25,000 
15,000 
15,000 
15,000 
10,000 
25.000 
21,000 
25.000 
10,000 


Market 

Value. 

$380,160 

221,800 

16.840 

8.820 

13.860 

72,100 

41,200 

25.250 

40,800 

27.000 
33,250 
11.000 
19.800 
31,030 
19,000 

23,000 
47.000 
26,780 
21350 
15.000 
27.250 
14,560 
14.700 
15,300 
9.100 
25,500 
21,120 
25.000 
10,200 


Totals  (book  value,  $1.713.246) $1,742,916  •$1,713,246 


'Securities  as  per  company's  valuations;  the  item  in  Assets 
is  based  on  Insurance  Department  vahiations. 

MISCELLANEOUS:  Conflagration  losses:  Chicago.  1871. 
$5,000;  San  FVancisco.  1906,  $275,000,  net  Chelsea.  1908,  $65,430. 
In  April.  1914.  this  company  absorbed  the  Buffalo  Commercial, 
thereby  increasing  its  capital  from  $200,000  to  $400,000. 

DIRECTORS:  0.  J.  Emert.  Charles  Boiler,  Aug.  0.  GoeU. 
Edwin  B.  Eggert.  George  Urban.  Jr.,  John  G.  Wickser,  Henry  P. 
Houck,  Chwles  Groben.  Edwin  G.  S.  MiOer,  Frank  P.  Person. 
William  J.  Beyer,  George  W.  Schmidt,  Fred  Greiner,  L.  P.  Adolff . 
Jr.,  J.  M.  Mesmer,  John  L.  Kronenberg.  Jacob  C.  Dold,  John 
Benstead.  Wm.  G.  Houck,  E.  L.  Koons,  F.  A.  Kraft.  A.  A.  Berrick. 
M.C.Mills.C.A.Georger. 

FIELD  MEN  AND  TERRITORY  COVERED:  Chae,  J. 
Herbold.  general  agent,  Edw.  F.  Clarke.  Henry  M.  Miller.  C.  W. 
Truncer.  W.  F.  Abbey,  H.  J.  Lamlnn.  C.  C.  Bowersoz,  special 
uents.  The  company  operates  in  Conn.,  D.  C.  III..  Ind.,  la., 
Ky.,  Md.,  Mass.,  Mich.,  Minn.,  Mo.,  Neb.,  N.  J.,  N.  Y.,  0., 
Pa..W.Va.,andWi8. 


CALEDONIAN-AMERICAN  INSURANCE  COMPANY,  New  York,  N.  Y. 

^VMieBt,  Chaa.  H.  Poet;  Vioe-Pree..  R.  C.  Christopher;  Secretary,  Milward  Prain;  A«t.  Sec.,  H.  E.  Franck.    Organised.  1898. 


Via 

isia 
im 
mi 

1I]Q 


Unearned 
Vnaaaaa 


S361.175' 
258.369 
2S8414: 

256,8271 

2S0.2M 


$14,438 
14.166 
12.617 
13337 
16.202 


Net 

Surplus 


$43,504 
35.938 
38,104 
39.134 
31,505 


Net 

Premiums 


$15,985 
16,986 
15.635 
13.423 
16.306 


Total 
Income 


$26,054 
26,741 
25,516 
22.966 
25,883 


Losses 
Paid 


Dividends 


$11,608 

9,506 

9.321 

11,784 

10.259 


$8,000 
8,000 
8,000 


8,000 


Expenses 


$5,545 
5,704 
5,524 
4,893 
5.965 


Total  Ex- 
penditures 


$25,153 
23,300- 
22,845 
16.877' 
24,224 


Losses 
Incurred 

$10,989 

9,715 

6.921 

12,960 

9.670 
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CALEDONIAN-AMERICAN  INSURANCE 


Absstb,  Dkc.  31, 1914. 


LuBiLims.  Dec.  31, 1914. 


Bonds  and  stocks. 

Cash 

Agents*  balances.. 
Interest 


1237,038 

8.622 

13,181 

2,334 


nnpaad 

Unearned  prans . . 
Other  liabilities. . 

TotalliabiUties. 
Capital  paid  up.. 
Net  surplus 


12,433 

14.438 

800 


$17,671 

200.000 

43.504 


Totalassets $261,175       Total $261,175 


Underwriting  loss,  11,106;  investment  profit.  $16,673. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
$3,050,191:  premiums  thereon.  $27,688. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$497,068;  ioeaes  paid.  $437,027;  dividends  declared,  cash,  $92,000. 

BONDS  AND  STOCKS  OWNED:  Par  Market 

Bonds.  Value.         Value. 

N.Y.Cy.cp.8t..l954,3J<^o $175,000   $154,000 

N.Y.Cy..cp.8tk..l935.3i% 48.000    43,680 


COMPANY,  New  York.  N,  Y , —Continued. 

Bonds  and  Stocks  Ownsd.— CoiU.  Par  Market 

Bonds.— Conf.  Value.         Value. 

N.  Y.  Gy.,  ep.  stk.,  1960. 4i% $8,000  $8,240 

Bklyn.,  Queens  Co.,  k  Sub.  R.  R.,  1  m. 

g.,  1941,5% 5.000  6.000 

N.  Y.,  0.  k  W.  Ry.,  r.  m.  g..  1992.  4% . .  6,000  4,150 

Steinwav  R.  R..  N.  Y.,  1  m.  g..  1922,  6%  5,000  5.050 

Amer.TI.&Tg..cv.g..l933,4i% 1.200  1.188 

10&  23rd  St.  Ferry.  lm.g.,  1919,5%....  5,000  2,150 
Stoccb. 

Amer.T].ATg.,cap.stk 6,000  7,380 

Pitts.,  Bessemer  &L.E.R.R,gr 10,000  6,200 

Totals  (book  values,  $245.648) $268,200       $237.038 

DIRECTORS:  Chas.  F.  Mathewson,  Chester  B.  Lawrence. 
Walter  D.  Briggs,  Harry  A.  Kahler.  N.  A.  McNeil.  Chas.  H.  Post. 
R.  C.  Christopher.  Chas.  B.  Bubbell.  H.  E.  Franck. 

FIELD  MEN  AND  TERRITORY  COVERED:  The  company 
is  licensed  in  Cal.,  Colo.,  Conn.,  Me.,  Md.,  Mass^  Mich.,  N.  J., 
N.  Y.,  Pa.  and  Wash. 


CALIFORNIA  INSURANCE  COMPANY,  San  Francisco,  Cal. 

President.  E.  T.  Niebling:  Secretar>'.  George  W.  Brooks.    Organised,  1861. f 


Ybab 

Assets 

Unearned 
Premiums 

Net 
Surplus 

Net 

Total 
Income 

Losses 
Paid 

Dividends 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

1914 

$1,024,513 
1,154.679 
1.262.144 
1,313.103 
1.161.185 

$381,427 

$178,055 

$421,283 
482.562 
493,910 
750.615 
682,437 

$481,490 
646.977 
550,605 
818.090 
738.950 

$182,182 
299.282 
324,048 
284,464 
324,487 

$203,424 
247.076 
216,974 
307.747 
297.854 

$385,606 
601358 
601.022 
652,211 
682,341 

$185,216 

1913 
1912 
1911 

1910 

350,681 
518.492 
619325 
545,136 

205,450 
269.137 
204312 
151,769 

55,666 
60.000 
60.000 
60.000 

276.473 
294,926 
287,112 
311.566 

\  Reinsured  in  1892  in  Ilremans  Fund,  Home  of  New  York  and  Peoples  of  Manchester;  reorganised  and  resumed  busii 
15, 1905. 


Joae 


Aasets,  Dec. 

Real  estate 

Mortgage  loans 

Bonds  and  stocks . . . 
Collateral  loans .... 

Cash 

Agents' balance'  ... 
Interest 


31, 1914. 

$85,000 

322,000 

427,575 

27.600 

69,051 

109.005 

8,846 


LuBiunxs,  Dec.  31,  1914. 

unpaid $18,698 

Unearned  prems ....  381 .427 

Other  liabilities 46.333 

Total  liabilities. .  $446,458 

Capital  paid  up....  400,000 

Net  surplus 178,055 


Total $1,049,077 

Spl.  dep.  over  liab . . .        24,564 


Totalassets $1,024,513       Total 


$1.024313 


Underwriting  profit,  $6,863;  investment  loss,  $16. 

RISKS  AND  PREMIUMS:  Fin  risks  in  force,  December  31. 
$51,588,981:  premiums  thereon,  $730,433. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$4.702318;  losses  paid,  $3,740347;  dividends  declared,  cash. 
$325,000. 

REAL  ESTATE  OWNED:  Comprises  lot  40x60  ft.,  4-story 
and  basement  brick  building,  550-558  Sacramento  st..  San  Fran- 
cisco. Cal.  The  net  income  in  1907  was  $2,975;  in  1908.  $6,045; 
in  1909.  $5,152;  in  1910.  $5,945;  in  1911,  $4317;  in  1912.  $i.916; 
in  1913.  $517;  in  1914,  $823.  The  rental  includes  $3,600  for  the 
company's  occupancy. 

MORTGAGE  LOANS:  There  are  8  mortgage  loans  aggre- 
^tin^  $322,000  protected  by  real  estate  in  and  near  San  Fran- 
cisco, m  Spokane.  Wash.,  and  in  Fresno,  vahied  at  $1 . 1 76,960.  The 
company  holds  $338,550  of  fire  insurance  on  the  buildings.  There 
was  no  interest  past  due  on  December  31,  last. 

COLLATERAL  LOANS  are  as  follows: 


Bonds  and  Stocks  Owned. — ConL 
Bonds.— Coii<. 

So.  Pac,  1  r.  4b,  1955,  4% 

Western  Pac.  R.  R.,  1933,  5% 

San  Fran.,  k  San  Joaquin  Val.  R  R., 

1940.5% 

Saora.GasElec.&  Ry.,  1927,5% 

Natoma  Cs.J)al.,  1930,  6% 

P*c.  Gas  A  El.,  1942,  5% 

P*c.  Tl.  k  Tg.,  1937,  5% 

Peoples  Water,  Oak..  1937,  5% 

Edison  Lt.  k  Pow.,  1921,  6':"c 

aty  El.,  San  Fran..  1937,  5% 

Spnng  VaL  Wat.,  1923,  4% 

Dis.  of  Oak  Bay,  B.  C.  1962,  5% 

Calgary,  Alberta,  1927,  4J% 

New  WeetminAer.  B.  C.,  1931,  4i%. . . . 
Winnipeg  Sch.  Dis..  Man..  1943,  4%. . . . 

Brandon,  Man.,  1952,  41% 

Vancouver,  B.  C,  1961.  5%. 


Dis.  of  No 

Stocks. 
Meichants  Nat.  Bk..  San  Fran . . . 
Cal.  Wine  Assn.,  p.,  San  Fran — 

Pac  Gas  k  El.,  p.,  San  Fran 

PftcTI.  &*!;£.,  p.,  San  Fran 

Pac.  Gas  &S.  Co.,  1  p.,  San  Fran 
,   Pac.  Coast  Adj.  Bur.,  San  Fran... 


Par 

Market 

Value. 

Value. 

$10,000 

$9,200 

65,000 

27.950 

16JM)0 

17.280 

10.000 

10.100 

40,000 

10,000 

5,000 

4.300 

20.000 

19.400 

50.000 

16.000 

15.000 

15.750 

13.000 

10.000 

25.000 

28,250 

5,000 

4.200 

10,000 

0.400 

10,000 

9,200 

10,000 

8,800 

10,000 

0,000 

10.000 

0.200 

12300 

10,625 

40,000 

28.000 

20.000 

16.400 

16.000 

14.060 

10,000 

8.100 

500 

600 

Totab  (book  value.  $474,1 1 1) $590,000      $427375 


Judson  Mfg.,  Oakland,  Cal 

Pac.  Coast  Cas.,  San  Fran.,  Cal. 
Peoples  Water.  Oakland,  Cal . . . 


Market 
Value. 

$50,000 

1.320 

25.600 


Amount 
Loaned. 
$2,000 

85,000 


Totab. 


BONDS  AND  STOCKS  OWNED: 
Bonds. 
Los  Ang.  Pac.  Ry.  of  Cal..  1943. 5%  ■ . 

Los  Ang.  Pac..  1  cs.,  1931. 5% 

Oakland  Transit,  cs.,  1932.  b'^o 

Sutter  St.  Rv..  San  Fran..  1918,  5%. . 
Un.  R.  R.  of  San  Fran.,  1927,  4%. . . . 
Oakland  Tc.  cs.,  1933.5%. 


Petaluma  k  Santa  Rosa  Ry..  1924,  5 
Oakland  Tc.  1935,5 


%. 


(7* 


Los  Ang.  Ry.,  1938.  b^ 

San  Fran.,  Oak.  k  San  Jose  Ry..  1. 1933. 


6'^- 


Pac.  El.  Ry.,  San  Fran.,  1942.  5%. 


$76,920 

Par 
Value. 
$20,000 
10.000 
10,000 
5.000 
50.000 
20.000 
12.000 
10.000 
20.000 

5.000 
5.000 


$37,000 

Market 
Value. 

$18,800 
10.100 
10.000 
4,750 
26,500 
16.600 
11.280 
7.500 
20.600 

5.050 
5.000 


MISCELLANEOUS:    This  company  was  reorsanised  and  re- 
sumed business  June  15, 1905,  with  a  net  cash  surplus  of  $150,000. 
Its  losses  in  tiie  Saa  Francisco  conflagration  of  1906  amounted  to 
$1,776,764.    Subsequent  to  the  conflagration  its  stoekholdetB 
paid  in  assessments  aggreeating  $1,830,000  during  1906.     la 
1907.  stockholders  ijaidm  $860,000  additional  surplus,  and  $100,> 
000  additional  capital     Reins,  its  Eastern  dqyU  in  Americaix 
Union,  Phila..  in  1912  and  its  Western.  Middle  East  depts.  in  the 
Commercial  Union,  London,  in  1913.    Value  of  deposit  in  Canada  , 
$49,800. 

DIRECTORS:  W.  E,  Dean,  A.  D.  CuUer,  E.  W.  McCarthy  , 
A.  Haas,  E.  T.  NieUing.  Wm.  Thomas,  Chas.  H.  Jones,  Jas.  K. 
Moffitt.  S.  C.  Buckbee. 

FIELD    MEN    AND    TERRITORY    COVERED:    SpedU 
agents,  L.  H.  Robins.  Los  AnmleB,  Cal.,  for  So.  Gal.;  G.  Schuyler, 
^mver,  Colo.,  general  agent,  Rocky  Mountain  department.  Ck>lo . , 
and  Wyo.;  Geo.  A.  Obey,  general  agent  for  Aris.;  J.  J.  Claytoa, 
San  Francisco.  Cal.,  for  No.  Cal.;  J.  W.  Warner.  San  Francisoo  . 
CaL,  for  Cent.  Cal.  and  Nev.;  A.  N.  Lindaaar  ana  A.  Dukenfield , 
Seattle.  Wash.;  for  Wash..  Utah,  Mont,  and  Ida.,  B.  C.  and  Western 
C^;  B.  A.  Sifford,  Portland,  Ore^  for  Ore.    The  oompaay 
operates  in  Alas.,  Alta.,  Aris.,  B.  C,  Cal.,  Colo.,  Haw.,  Ida.,  in.. 
La..  Mass..  Mich..  Mont.,  Nev..  N.  Y.,  0.,   Ore.,  Pk.,    Utah. 
Wash.,  Wyo.,  Man.  and  Sask. 
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CAMDEN  FIRE  INSURANCE  ASSOCIATION,  Camden,  N.  J. 

JVeadcBt.  Edmund  E.  Bead,  Jr.;  Viee-Fkcwknt.  J.  Lynn  TVnaoott;  Secretanr  wad  Treamirer,  Joseph  K.  Sharp;  AaauUnt  Secre- 
tary, MiUwood  Trunott.     Organiied.  1841. 


Unearned 

Net 

Net 

Total 

LosBet 

1  Total  £x- 

LosBet 

Year     Assets       Prenunma 

Surphii 

Prenuoma 

Inoome 

P^ 

Dividflnfa 

Etpwmww  I  penditorei 

Incurred 

1914    $ia87ja20\    S1442,072 

$811,504 

$1,652,666 

tll,701.100 

$1,068,850 

$70,183 

$638,200    $1,786,233 

$1,121,464 

1913  ,    3,056.474       1,430.414 

t812.106 

1.578,274 

1,710.003 

853.017 

65,080 

616336      1335,333 

823,002 

1912      1930,045;      1.314375 

826,321 

1.452.063 

tl,568,778 

770,358 

66,055 

558.0001      1395,403 

814.204 

1911      1563.600       1,187.920 

743,325 

1,305,574 

1.415,148 

736371 

50,060 

602.037      1,200,788 

713.437 

1910      2.444.473       1.160,530 

644.437 

1,316.467 

1.422.682 

740,727 

48,081 

497315      1.287,223 

712.126 

Unearaed  i^emiuxna  iochide  amounts  reolaimable  on  perpetual  policies.       t  Exeludee  $100,000  additional  surplus  paid  in. 


Anns.  Dec.  31, 1014. 


LiABiLrms,  Dec.  31, 1014. 


Real 

Mort&jge  loans . . 

Boaib  and  stocks 

CaOsteral  loans. . 

CHh    

Agents'  balances 

Interest 

Ott«ri 


Total 


$80,000 

767.735 

1,883,716 

61.750 

148.972 

202364 

33.783 

100 


Losses  unpaid... 
Unearned  prems. 
Perp.  dep.  reel . . . 
Other  UabiUties.. 


$210,789 

1314.181 

27.891 

23.555 


Total  liabilities...  $1,776,416 

Capital  p^  up 700.000 

Net  surplus 811.504 


$3,287,920       Total $3,287,920 


Cadervxiting  loas.  $222,719;  inTestment  profit.  $161390. 


RISES  AND  PREMIUMS  :  Fire  risks  in  foroe  (except  per- 
petuals).  Dec  31,  $280,474,175;  praniiums  thereon,  $2,896,250; 
perpetual  fire  risks.  SI  .284.967;  depoaitj)remiums  thereon,  $30,990. 

BOINESS  SINCE  ORGANIZA'nON:  Pnmiums  raeeiyed, 
II2JS7.075:  k)aBea  pakl.  $8,014,495;  dividends  declared,  cash. 
tM9,22»:  stock,  $523<». 

REAL  ESTATE  OWNED:  CouMts  of  the  company's  ofBoe 
bsUac.  and  annex  to  office  at  S.  W.  cor.  5th  and  Federal  sts. 
(exnpaajr  oecopies  both  buildincs),  Camden,  vahied  at  $99,000 
oMt  $105^3361. 

MORTGAGE  LOANS:  There  are  210  loans,  rdatiyely  few  of 
•birii  eueed  $4,000.  They  are  chiefly  secured  by  properties  in 
CisKfea.  Atlantic  City  and  nearly  towns.  There  are  several 
leva  of  $10U)G0  to  $25,000  secured  1^  Atlantic  City  properties 
vifaed  modi  higher.  The  overdue  interest  upon  $767,735  of 
cortKBps  amoonted  to  $1,150  on  Dec.  31  last. 


COLUTERAL  LOANS  af«  as  foUowi: 

SacrsniKa. 
P«b  Serv.  Ct>..  N.  J^  gn.  m.,  1958, 5%.. 
BvfiBgtOD  Gas  Lt..  1  m.  g..  1955,  5%. . 
^<  L  4  San  FranJLR..  gn.  b..  1927, 5% 

B,  R-  4  P,  R.R..  eq.,  1926, 5% 

I'ijjf  Amer..  Comwnth  J»k.,C^.  of  N.  Y. 


1929.  4J'7>. 


Gamacae  Trust.  Atlantie  City. 

Caadea  Hock  R.R., 

P«n.Ri 

r«i  SaL  Bk..  Ocean  City 

y^ Odesas  Pub.  Imp..  1050,  4%. . 
rp  Sdt.  nty  of  N.  v.,  1960,  41%. 
ym  OriesES  Pub.  Imp..  1950,  i% . . 


Market 

Value. 

$2,700) 
3.720 
3,640 

25.000 

\ 
10.000J 

5.000 

34375 

624 

2.000 

4.5501 

990/ 

3.640 


Amount 
Loaned. 

$2,750 


25,000 

3,000 

22,000 

500 

1,500 

4,000 

8,000 


Tdt^. 


$96,239        $61,750 


MXDS  ASD  STOCKS  OWNED: 
Boma. 

l^VaLTm.  Ry-  g-.  1941, 5% 

Uidhad  BA,  N.  J.,  1  m..  1940.  5%. . . . 
li^ms  k  Emu  ILR..  1  cs.  m.,  1915,  7% 

VJ.4S.Y.Ry^lm..  1950,5% 

V  J  *  HwL  RiT.  Ry.  A  Feny,  1960,4% 
J?nrk  Hm.  Ry.  ca.,  1  m.  g.,  1930,  5%. 

^tenonRy.,cs.  m.,  1931.  6% 

»eQast  nJL,  prior  liens,  1948,  5% 

J^awsst  RJL,  go.  m..  1948.5% 

.30  fesqrGM  STTc,  1  m.  g.,  1953. 5% 
iretaa  Gas  A  £1^  1  m..  1949,  5%. . . . 

Ifwaa  Pass.  RJR.,  1  m.,  6% 

^-  kntn  A  S.  a  R  Jl.,  1  ca.  m.,  1936. 3§% 

Aaw  Tl  k  Tg ,  ea.  g..  1933. 4j% 

g>^«  Fmy.  1  m.  g..  1946. 5% 

H.d«B  Co.  Gaa.lm.g..  1940.5% 

Ij«?  Dock  es.  m.,  g^  1935.  6% 

5wMk(i.GaB,ca.m..  1948,5% 

if^^  ^  "-«»,'*"•  ®^*> 

^k?am,GaMk  EL, cs.  m..  1949. 5% 

Jti.SarT^N.J..p«rpt..6% 

^-^S«T,N.J,a.^.l950.5% 

?t.S  a,v  X  J.,  coL  g.  n.,  1916, 5%. . . 

JSL^, K.  J..  p»T..  1928. 44% 

5n«itsaa,N.J.,rit.,1927,4% 

Ciakiaa  City,  N.  jThosp.,  1987, 4^%. . . 

Casidea  Citf,  N.  J,  pk.,  1989. 4^%. . . 


Par 
Vahie. 
$65,000 
25300 
10,000 
15,000 
30.000 
50.000 
20,000 
15,000 

2,000 
55.000 
16.000 
37,000 
10,000 

8,000 
25.000 
25,000 
40,000 
10,000 

3300 
20,000 
50,000 
20,000 
50,000 
40.000 

5,000 
50.000 

8.000 


Market 
Value. 
$72,150 
26.775 
10,100 
15300 
24,600 
52300 
22,800 
15,750 

2.100 
54.450 
16.640 
41.660 

8,900 

7,920 
25,750 
26,000 
40300 
10.600 

4305 
20,200 
52300 
18,000 
50,000 
41,200 

4.800 
52300 

8,400 


Bonds  and  Stocxb  Ownso.— Coii<. 
Bonds.— Colli. 

Camden  Co.,  N.  J.,  ct.  hse.,  1944,  4%. . . 

Collingswood,  N.  J.  sc..  4% 

Duluth  City  Wat  k  Lt..  1926,  5% 

Gkraoester  aty  f..  1915, 4% 

Haddonfidd,  N.  J.,  sc.,  1942-46, 4f % . . . 
Jersey  City,  N.  J.,  f .  wat.,  1932.  4%. . . . . 

Mochantviile.  N.  J.,  sc..  1922, 4^%. 

Ocean  City,  N.  J.,  sc„  1920,  4^% 

Ocean  City.  N  J.,  nav.  k  fire  g..  1932,4% 
Ocean  aty,  N  J.,  floating  indbt..l9413% 
Ptaaaukeo  Twp..  N.  J.  sc.,  1930,  4^%. . 

Richmond.  Va.,  1926-38.  4% 

lUchmond,  Va.,  pub.  imp.,  1943-45,  4%.. 

Troup  Co^Ga.,  1941, 5% 

Atl.  City  Ry.,  1  cs.  m.  g.,  1951,  4% 

Atl.  aty  Ry.,  g.  m..  1919.  5% 

Bridgeton  k  Millville  Tc,  1  m.,  1930.  5. 
Camden  k  Sub.  Ry.,  1  m.,  1946,  5%. . . . 

C.  R.  R.  of  N.  J.,  gn.  m..  1987.  5% 

atisens  St.  Ry.,  Munde.  I.,  1  m.,  1027.6% 

Cs.  Tc,  N  J.,  g.,  1033,  5% 

Easton  k  Amboy  Ry.,  reg.,1  nL,1020, 5% 
Jersey  Cy.,  Hob.,  Pat.  RJl.,  1  m.  g.,1049, 

4% 

L.  k  H.  Riv.  Ry.A  Fy.,gnjn.,g.,  1020,5% 

Stocks. 

Camden  Horse  R.R 

Camden  k  Suburban  RJl 

Phik.,  Germant'n  k  Norrist'n  R.R 

PhiUi.To 

Reading  Co.,  com 

UnitedN.  J.  R.R.  k  Canal 

W.  Jersey  k  Sesshore  R.R 

Camden  Safe  Dep.  kTr 

GirardTr 

Phila.Nat.Bk 

Amer.  Tl.  A  Tg 

Gn.  Adj.  Bureau,  N.  Y 

Phib.  k  Camden  Feny 


Par 

Market 

Value. 

Value. 

$100,000 

$07,000 

22,500 

21.405 

5.000 

5.300 

50.000 

50.000 

10,000 

10,000 

5.000 

4.850 

18.000 

18.180 

38.000 

38.000 

11.500 

10310 

15.000 

15.600 

0.000 

9.000 

15.000 

14.160 

16,500 

15346 

10,000 

10,200 

28.000 

23,920 

26000 

26.780 

12,000 

11.640 

100,00') 

104,000 

4.000 

4.680 

2.000 

2,020 

100.000 

103.000 

27,000 

28,060 

50.000 

38,500 

12.000 

12360 

12.500 

68.750 

15.000 

11,700 

5.000 

14,000 

10.000 

16.100 

10.000 

16.400 

70,000 

157.500 

12,750 

13.005 

625 

2.625 

4.200 

36376 

3.000 

12.930 

40.000 

49.200 

450 

450 

27.500 

74.250 

Totals  (book  value,  $1.922,716) $1.600.525     $1.883.716 

MISCELLANEOUS:  Capital  increased  in  1900  from  $105,730 
to  $200,000;  in  1903.  to  $300,000;  in  1904.  to  $400,000;  in  1909. 
to  $500,000:  in  1912,  to  $600,000;  in  1914,  to  $700,000.  Also 
$100,000  additional  surplus  added  each  year.  Cpoflagration 
losBCs:  Baltimore.  1904,  $40,000;  San  Francisco,  1906.  $365,000. 
net.    Value  of  dq^osit  in  Va..  $29,505;  in  Ga.,  $10,200. 

DIRECTORS:  F.  Wayland  Aver,  Frank  J.  Burr,  David  Baird, 
John  F.  Harned,  Wm.  C.  Jones,  Edmund  E.  Read.  Jr.,  Chaa.  A. 
Reynolds,  Wilbur  F.  Rose.  Frank  C.  Somers,  Wm.  J.  Sewell,  Jr.. 
J.  Lynn  Trusoott.  Wm.  T.  Read. 

ItELD  MEN  AND  TERRITORY  COVERED:  A.  J.  Wood- 
worth  k  Co.,  Syracuse.  N.  Y.,  general  agents  for  N.  Y.;  Lohmeyer. 
Goldsmith,  Patterson  Co.,  Charleston,  W.  Vs.,  general  agents  for 
W.  Va.;  Cravens  k  Cage,  Houston,  Tex.,  genoiJ  agents  for  Tex.; 
Edmund  Wmehester,  Boston,  Mass.,  general  agent  for  New  Eng- 
land States;  Loren  H.  Green  k  Co.,  Jacksonville,  Fla.,  general 
agents  for  Fkt.;  C.  W.  Kimmell,  general  agent  for  0.,  Ind.  and 
Mich.;  Rodney  Davis,  general  agent  for  111,  Ky.,  Tenn..  Neb., 
la.,  Mian.,  Wis.,  Mo^  N-  D.  and  Colo.;  John  F.  Gillians.  special 
agent  for  N.  J.;  A.  Y.  Findho^,  special  agent  for  Pa.;  Jerome  k 
Brown,  manager;  Chas.  M.  Jerome,  assistant  managers,  Atlanta. 
Ga.,  for  Ga.,  Ala.,  N.  C,  S.  C,  Va.  and  Eastern  Underwriters 
for  Fla.  Special  agents:  P.  W.  D.  Jones,  Richmond,  Va.,  for 
Va.:  T.  H.  DeGraffenreid.  Charlotte,  N.  C.  for  N.  C.  and  S.  C; 
L.  J.  Leonard,  Atlanta,  Ga..  for  Ga.:  Ben  P.  Richards,  Jackson- 
ville, Fla.,  for  Fbi;:  H.  E.  Parker,  Birmingham,  Ala.,  for  Ala.; 
Gross  R.  Scruggs,  Dallas,  Tex.,  general  agent  for  Ark..  Okla.  and 
La.;  Georn  OTHoadley,  San  Francisco,  Cal.,  msnager  Pacific 
Dept.;  E.  £.  Potters  k  Sons,  San  Francisco,  Cal.,  maaager  Pacific 
Dept.  for  the  Esstern  Underwriters.  Henry  J.  Ide,  Boston,  Mass., 
managers  for  Eastern  Underwriters  for  Eastern  States.  The 
company  operates  in  aU  the  states  of  the  U.  S.,  except  Alas., 
Aris.,  Ida..  Kan.,  Me.,  Mont..  Nev.,  N.M.,  S.D.,  Utah.  Vt.  Wyo. 
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CAPITAL  FIRE  INSURANCE  COMPANY  of  Concord.  N.  H. 

President.  Chas.  L.  Jackman;  Vice-premdent,  Edward  G.  Leach;  ABsistant  Secretary,  F.  T.  Jacfaaan.    Orianind,  1886. 


Unearned 

Net 

Net 

Total 

IXMMB 

Total  Ex- 

LOBMS 

YlAB 

A«ete 

Prcmiuma 

SlUplUB 

I^emiums 

Income 

Pftid 

Dividends 

Eipenaei 

pend]  tares 

Ineuired 

1914 

1770.210 

$194,041 

$211,121 

$241,570 

$281,232 

$176,279 

$16,400 

$101,407 

$294,086 

$177,010 

1013 

761,371 

180,589 

266.096 

201,628 

241.628 

99,149 

16,400 

94,674 

210.223 

95.432 

1913 

752,564 

156339 

250.006 

217.658 

259.413 

96,596 

16.400 

96.821 

209.819 

106.538 

1911 

758,818 

83.687 

301.393 

♦11,542 

t105,601 

251.133 

54.900 

67.921         373.954 

216.670 

1910 

916.340         374.962 

214.272 

4TO.40fl 

500,801 

264.443 

10350 

170.400         445.193 

271.970 

*  Aggregate  net  premionis  written,  $159,865;  paid  for  reinsonuKe,  $448323.  t  Includes  $51,740  ezoeai  of  commtssiow  re- 

odvfd  over  oommisaions  paid. 


AssBTB,  Dec.  31,1914. 


Real  estate 

Mortgage  loans 

Bonds  and  stocks. . . 
Loans  on  Nat.  St. 

Cap.  Bk.  stk.  val. 

$1,200 

Cash 

Agents'  balances . . . 
Interest  and  rents. 


Total 


$81,000 
112.579 
520.911 


1.000 

19301 

31,645 

3,774 


LiABXLims,  Dec.  31. 1914. 

Losses  unpaid $25,480 

Unearned  prems  —  194.04 1 

Borrowed  money . . .  1 16,500 

Other  liabilities....  24.068 


Total  lUbilities...  $359,089 
Capital  paid  up ... .  200.000 
Netsurphis 211,121 


$770,210       Total $770.21 0 


Underwriting  kMs,  $67396;  investment  profit,  $34,963. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$41,122,158;  premiums  thereon.  $414330. 

BUSINESS  SINCE  ORGANIZATION:  Pimiums  received. 
$6,010,549;  losses  paid.  $3381,559;  dividends  declared,  cash, 
$281,764. 

REAL  ESTATE  OWNED:  The  prineipal  item  is  a  brick 
block  on  School  st..  Concord,  the  book  vahie  of  which  is  $76,000 
and  which  is  carried  at  $75,000.  There  is  also  an  improved 
property  in  Concord,  N.  H.,  vnhud  at  $6,000. 

MORTGAGE  LOANS:  There  are  26  kMms.  amounting  to 
$112379.  and  secured  by  improved  real  estate  in  Concord.  Nashua. 
Manchester,  N.  H.;  Worcester,  Mass.,  St.  Johnsbuiy,  Vt.,  and 
Lawrence,  Mass.,  valued  at  $240,800.  The  company  holds  $144- 
400  insurance  on  the  buildings.  Interest  past  due  I)ecemb<^  31, 
last,  amounted  to  $75.  Most  of  the  loans  are  small,  the  largest 
bong  one  of  $33,000  on  4-story  brick  mercantile  block,  and  brick 
dwelling.  Concord.  N.  H. 

BONDS  AND  STOCKS  OWNED: 
Bonds. 

Albany.  N.  Y.,  1926,  4<^^ 

Concord,  N.  H..  1919,  Zi'^c 

New  Rochdle,  N.  Y..  1921,  5^; 

New  York  City.  N.  Y.,  1954.  3i' 'r 

New  York  City,  N.  Y.,  1936,  4' 7 

New  York  City,  N.  Y.,  1953,  3y"c 

New  York  City.  N.  Y.,  1960.  41^^ 

Orange  Co..  N.  Y..  1920.  4i% 

Richmond,  V*.,  1944,  4^7 ..  • 

Somersworth,  N.  H.,  1915-18,  4^c 

Syracuse,  N.  Y..  1921.  4i% 

B.  4b  M.  R.  R.,  1915.  6'  c 

Con.  4b  Clare.  R.  R..  1  m..  1944.  5 
Maine  Rys,  1919.  5% 


■  C- 


Pere  Msrq.  R.  R.,  1  m.,  1943.  4 
Somerset  Ry..  1  m..  1955.  4^  ^ 
So.  Ind.  Ry.,  1  m..  1951,  4S'c.. 

So.  Pac..  cv.,  1934,  5^'; 

Concord  £1.,  1  m..  1931,  h%. 


C«.  Gas,  El.  Lt.  k  Pow..  Balti..  1935, 4) 
Denver  Gas  k  B..  col.  tr..  1917.  6'  c  •  ■ 
Keokee  Cs.  C.  1959.  5<^c 


.0 


c 


Metro.  Stmship.  1  m.,  1939,  5 
N.  Y.  k  Pcnna.  Tl..  1929.  \'\ .... 
Page  Belting,  dmd  n.  1915,  51^'  (. 

Page  Belting,  1915.  6'7 

I^mted  Fruit.  1918.  5'7 

West.  Tl.  k  Tg..  col.,  1935,  5^ . . 

Stocks. 

A.  T.  A  S.  Fe  R.  R..  com 

B.  k  \}.  K.  K.,  p 

B.  k  O.  R.  R..  com 

B.  4b  M.  R.  R.,  com 

Chi.  Jet.  R.  R.  4b  Un.  Stk  Yd.  p. . 
Chi.,  Mil.  4b  St.  P.  R.  R..  com. . . 

Chi.  Nwn.  R.  R.,  com 

Concord  4b  Montreal  R.  R 


Par 

Market 

Value. 

Value. 

$5,000 

$4,700 

1,000 

980 

3,000 

3.150 

25.000 

22.000 

40,000 

39.600 

32.000 

28,160 

15,000 

15.150 

5.000 

5.050 

11.000 

10.230 

3.000 

3.000 

5,000 

5.100 

3.000 

2,700 

5.000 

5.000 

2,000 

1,980 

2,000 

1.000 

1,000 

870 

7,000 

4,970 

2,500 

2,5.50 

3,000 

3.000 

1.000 

900 

5,000 

4.850 

3.000 

2.550 

5.000 

3,750 

3.000 

2.610 

20.000 

20.000 

10.000 

10,000 

5.000 

4,950 

5,000 

4,850 

10,000 

9.900 

400 

324 

700 

623 

3.300 

1.155 

3,000 

3.210 

3.000 

2.970 

4.500 

6.985 

3.500 

3.780 

Boifss  AND  Stogsb  Ownsd.— ^otU. 
Stocks. — ConL 

Del.  4b  Hud.  Co 

Gt.  Nor.  Ry..p 

lU.Cent.  R.  R 

Manhattan  Elevat«d  R.  R 

Massa.  El.,  p 

iM.  Y.  C'.  ft  U.  K.  K.  K... 

N.  X .,  N.  H.  4b  H.  R.  R 

N0.R.R 

No.  Pac.  R.  R 

Penna.  R.  R 

So.  Pac.  R.  R 

Union  Psc.  R.  R.,  com 

First  Natl  Bk.  Concord.  N.  H 

Mechanics  Natl  Bk,  Concord 

Natl  Bk,  Lebanon,  N.  H 

Natl  Stat«  CapiUl  Bk,  Concord 

Amer.  Express 

Amer.  Agric.  Chem.,  p 

Amer.  Loco.  Co..  p 

Amer.  Sugar  Ref..  p 

Amer.  Tl.  4b  Tg 

Amer.  Tobacco,  p 

Amer.  Woolen,  p 

Amoakeag  Mfg.,  com 

Concord  Axle 

Concord  El.,  com 

Concord  El.,  p 

Concord  Real  Estat* 

Federal  Sugar  R«f..  p 

Gn.  Adj.  Bur 

Gn.El 

Liggett  4b  Myers  Tob..  p 

P.Lorillard.p * 

Mergenthaler  Linotype 

Nashua  Mfg 

Nat.  Surety 

Nat.  SuKar  Ref 

Page  Belting 

Phenix  Mut.  Fire  In«.,  com 

Phenix  Mut.  Fire  Ins.,  p 

Prescott  Piano,  p 

Pulhnan  Co 

Stonega  Coke  4c  Coal,  com 

Swift  4b  Co 

Woodbury  E.  Hunt  Co 

Underwriters  Sal^^age,  Chicago 

United  Fruit 

United  Shoe  Machinery,  p 

United  States  Steel,  p 

Virginia-Carolina  Chem.,  p 

Western  Adjustment  k  Inspection 

Western  Union  Tg 


Par 
Value. 

$4,000 
11.300 
6.800 
1.000 
2300 
6.000 
3,500 
800 
4.500 
2.500 
12.800 
3.000 
1.400 
15.000 
1.000 
14,800 
2,.'i00 
3.000 
4.000 
8.000 
16,600 
1.600 
6.400 
7,800 
2,200 
5.800 
3.100 
9.300 
2,000 
100 
8.100 
400 
300 
2.200 
1.000 
500 
500 
8.750 
2.900 
S.-'iOO 
2,.500 
8,200 
1,5(K) 
7,500 
500 
500 
3,100 
L.SOO 
S.-'iOO 
1,(HK) 
100 
2.S00 


Market 
Value. 

$5,920 
14,012 
7316 
1,330 
1300 
5.400 
1,925 
840 
4.995 
2.775 
12.288 
3,840 
4.900 
24,000 
1.400 
37.tKW 
2,425 
2.8«iO 
4.000 
9.120 
20.418 
1,712 
4,864 
4,680 
2.640 
4.930 
3.100 
6.975 
l.fHtO 
1(H> 
12.150 
472 
348 
4,708 
1.2.S0 
910 
470 
9.625 
2.9<>0 
5,5<X) 
1.2,'»0 
12.710 
4.50 
8.025 
2,'iO 
5l»0 
4.619 
1,SOO 

990 
200 
1,652 


Totals  (book  value,  $52 1 .492) $487,050       $520,9 1 1 


MISCELLANEOUS:  This  company  guarantees  the  policies*  of 
the  New  England  Underwriters'  Agency.  The  company  started 
busbess,  1885,  with  $1,500  capital,  wmch  was  subsequently  in- 
creased by  cash  payment*  as  follows:  1S86,  to  $25,000;  1887.  to 
«0,000;ia«9. to $100,000;  1891, to $200,000.  Conflagration  loss: 
Chelsea.  190S,  $32,619;  Salem.  1914.  $45,736. 

DIRECTORS:  Charles  L.  Jackman.  Josiah  E.  Fernald.  Fred  N. 
Ladd,  I.  M.  Savage,  F.  T.  Jackman,  Eben  M.  Willis.  Fred  W. 
Cheney.  Edward  U.  Leach,  Geo.  H.  Tilden.  J.  D.  Mills. 


HELD  MEN  AND  TERRITORY  COVERED:  Special 

F.T.  Jackman.  A.  R.  Kendall,  Concord.  N.  H..  for  N.  H.,  Vt.* 
Mass..  R.  I.  and  Conn.;  John  W.  Gailey,  Bedford.  Pa..  Bpecial 
agent  for  Pa.;  Mills  4b  nonness,  manager  for  Metropolitan  and 
suburban  district.  New  York.    The  company  operates  in  Conn 
Mass.,  N.  H..  N.  J..  N.  Y.,  Pa.,  R.  I.  and  Vt. 
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CAPITAL  FIRE  INSURANCE  COMPANY  OF  CALIFORNIA, 

Sacramento,    Cal. 

Fkcndent,  H.  C.  Moddox;  Secretaiy,  J.  F.  Landia.     Organized,  1911. 


Tiis 

Aaets 

nmarDed 

,       Net 

r    Suriaai 

118.017' 
39,468 
51,009 

Net 
Premiuou 

Total 
Income 

Iioases 
Paid 

Dividendfl 

Ezpenaei 

Total  Ex- 
penditure! 

Losses 
Incurred 

1914  , 

$320,414,        $38,827 
329,170           3lJtM 

156,325 
42.072 
14367 

175,787 
62.078 
26.310 

135,808 

12,811 

724 

$41,500'        S77.308 

144,295 

19]1  1 

31.535 
16.651 

44,346 
17.375 

1912 

312.172 

9.242 

749 

Ssoji,  Dec.  31, 

Beai  estate 

MiTtga^  knutf 

Cash 

\sal3  baiuces... 
kt«f»t  ud  rvDts . . 
Oberawets 


1914. 

14.000 

298,125 

8,020 

9.587 

642 

40 


I^jLBiLnns,  Dec. 

Losses  unpaid 

Unearned  prevos .. .. 
Other  Uabilities 


Total  liabilities. 
Capital  paid  up. . . 
Net  sarplua 


31, 1914. 

$10,164 

38.627 

3,606 

$52,397 

250,000 

18.017 


Tctdl  avets 


$320,414        ToUl $320,414 


PISKS  AND  PREMIUMS:    Fire  risks  in  force  Dec.  31.  $4.- 
(^.'S-yi:  praniums  thereon,  $70,571.      ' 


MORTGAGE  LOANS:    There  are  104  loans  agKregating  $298,- 
125  on  improved  property  in  the  Sacramento  VaUey,  valued   at 
$662,100  and  on  whieh  oompany  holds  $222,350  of  uisurance. 
There  wae  $583  of  interest  past  due  December  31,  last. 

DIRECTORS:  H.  C.  Mudd^x.  Chaa.  HoUkter,  C.  J.  EUia. 
Michael  Hushes.  J.  H.  Heitman,  H.  8.  WUlianiaon,  P.  C.  Cohn. 
J.  8.  Gattmaa,  F.  J.  Michel. 

FIELD  MEN  AND  TERRITORY  COVERED:  Manager 
H.  M.  Schmidt,  Sao  Frandsoo  department,  237  Sansome  St.,  San 
Francisco,  Cal.  Special  aeents,  F.  L.  Ftodiry,  R.  W.  Guthrie 
and  D.  H.  Cox.    "nie  oompany  operates  m  California  only. 


CAROLINA  INSURANCE  COMPANY,  Wilmington,  N.  C. 

Pnafahnt,  H.  C.  McQueen;  Secretary,  M.  S.  Wilbrd.    Orttniied,  1887. 


'^       - 

.  Uaeamed 

Net      • 

Net 

Totol 

Losses 

Total  Ex- 

Losses 

Itu 

Surplus 

Premiums 

Income 

Paid 

Dividends 

Expenses 

penditures 

Incurred 

I9I4 

1122^9         $30,175 

$40,615 

$24,958 

$33,133 

$16,319 

$4,000 

$10,723 

$31,042 

$15,972 

19tJ 

122,215 

30.175 

40,234 

29,051 

40.800 

12.745 

4.000 

19,416 

36.161 

13,762 

litlt  . 

123.142 

27,964 

38,673 

24,136 

34.624 

12.18S 

4,000 

16.57(^ 

32.758 

12,346 

1911 

118,176           27,764 

37,134 

25,764 

34,407 

13.176 

4.006 

12.691 

29,873 

13.439 

19lti 

117,171            27,364 

35,745 

25.924 

44,978 

18,281 

3.492 

10.758 

27.532 

14.081 

Asms,  Dzc.  31. 1014.  Lubtutixb.  Dae.  31. 1914. 

jtaiotate $5,000    Loases  unpaid $1,450 

Uortiice  feaas  .     .  78,600  Unearned  prems. . . .  30,175 

Bokud stocks...  26,500    Other liabiLties 9 

Ci* 4,136  

AfcQH' babaees . . .  6,813  TotalliabUities...  $31,634 

lamtstaad  rents....  1.200    Capital  paid  up 50,000 

Net  surplus 40,615 

TsblaKte $122,249        ToUl $122,249 

fdSKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$2 1H0.293;  premiums  thereon.  $57,457. 

^  BUSINESS  SINCE  ORGANIZATION:    Premiums  received, 
ii'QJM;  loses  paid,  $249,587;  dividends  declared,  cash.  $73,702. 

HLVL  ESTATE  OWNED:  The  real  estote,  which  is  carried  at 
^^  aad  valued  at  $12,000.  ooflBists  of  the  company's  home 
<«inbai]£Be.    Rente  received  laat  year,  $400. 

U0RT6AGE  LOANS:  There  are  30  loans  on  improved  prop- 
«tr.  Hpcgatins  $78,600.  in  Wlfanington,  N.  C.    In  most  cases 


the  loan  does  not  exceed  50%  of  the  value  of  the  mortgaged 
property,  and  in  no  case  does  it  exceed  40%  of  the  estimated 
market  value.  Company  holds  $73,000  of  fire  insurance  on  the 
buildings. 

Par 
BONDS  OWNED.  Value. 

North  Carolina,  4% $21,500 

Masonic  Temple.  6% 5,000 

Total $26,500 


MISCELLANEOUS:  CapiUl  increased  in  1890  from  $31,270 
to  $50,000. 

DIRECTORS:  Sol.  Stemberger,  H.  L.  VoUerB,  Donald  MacRae, 
H.  C.  McQueen,  R.  A.  Parsley.  S.  M.  Boatwright,  Clayton  Giles,  Jr., 
Walker  Taylor,  J.  Haughton  James,  J.  Irving  Bear,  J.  0.  ReiUy, 
F.  A.  Lord.  J.  Van  B.  Metts. 

FIELD  MEN  AND  TERRITORY  COVERED:  M.  S.  WiUard 
general  agent  and  secretary;    E.  M.  Beery,  special  agent.    The 
company  operates  only  in  N.  C. 


CITIZENS  INSURANCE  COMPANY  OF  MISSOURI,  St.  Louis,  Mo. 


Ptwkni,  Onrisi  E.  ChiM; 


.  R.  M.  Biseel.  J.  H.  Carr.  Whitney  Palache;  Secretary,  P.  0.  Crocker,  AssisUnt 
Secretary,  Thoa.  H.  Scotland.    Organised,  1837. 


IIU* 
»I2 

!}11  ' 

nio 


mi,7S5 
81UI5 
80,10$ 
871,632 


$26313 
406,758 
437;n7 
457,290 
458,911 


Net 

Surplus 


$369,027 
150.706 
166,084 
150347 
164329 


Net 

Premiums 


-$855343 
457,952 
611315 
541326 
560,402 


Total 
Income 


—$335302 
490,147 
541376 
571.744 
599,935 


F^ 


$4311 
331.052 
343.743 
344,388 
315347 


Dividends 


18.000 
23,000 
24,000 
24.000 
22.000 


—$138,731 
162,019 
173.933 
212370 
227.150 


ToUl  Ex- 
penditures 


—$116,420 
516,071 
541,676 
580,658 
564.497 


Losses 
Incurred 


$317301 
341,256 
342,701 
328,430 
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CITIZENS  INSURANCE  COMPANY  OF  MISSOURI,  St.  Louis,  Mo.— Continued. 


Ambtb.  Dbc.  31, 1914. 

Mortsace  kMua. . . .  $81,700 

Bonds  and  stoeki. . .  247.060 

CwA 106,928 

Agents' tMlftneei.  ..  158,470 

Interest 5,677 


LuBornss,  Dbc.  31, 1914. 

Looses  unpud $13,915 

Unearned  prans...        26.313 
Other  liabifitieB....  2,500 


Totalliabifities...  $42,728 
Capital  paid  up. . . .  200,000 
Net  surplus 359.027 


ToUI 


$601,755       ToUI $601,755 


Underwriting  profit.  $197,868;  inrertment  profit.  $19,453. 

RISKS  AND  PREMIUMS:  Fire  risks  in  foree,  December  31. 
$5,702,075;  pramiums  thereon.  $46,182. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  reoeired, 
$12,745,389;  lones  paid.  $7.600312;  dividends  declared,  cash, 
$1,128,798;  stock.  $165,000. 

MORTGAGE  LOANS:  The  3  Ixmm  amount  to  $81,700  and 
the  securities  are  vahied  at  $199,000.  No  interest  was  past 
due  on  Deeember  31,  last.  The  eompaoy  hoMs  $1 16.750  insurmnee 
on  mortgaged  bdkfinci.  The  larger  loans  are  $60,000  on  mer- 
cantile buUdittg.  3621-3631  OUtc  St..  St  Louis,  valued  at  $150.- 
000;  and  $20,000  on  brick  apartment,  5321^25  Savoy  Court,  St. 
Louis,  vahied  at  $45,500;  The  remaining  loan.  $1 .700.  is  upon  a 
St.  Louis  dwelling  worth  $3,500. 

BONDS  AND  STOCKS  OWNED: 

BOHDB. 

N.y.Cy.,r«T..  1917.6%. 


N.  Y.  Cy..  cjp.  stk..  1960,  4i% 

>nd.  Va.,  pub.  imp..  1943. 4% 


Riehmoi 

Stete  of  Georgia;  res..  1918.  Z^fc 

St  L.,  pub.  bigs.  A  imp.,  1928, 4%. . . 

Va.  Century.  1991. 3%. 

C.  4b  0.  Ry.,  1  cs.  m.,  g..  1939,  5% . . . 
N.  Y.,  N.  H.  4b  H.,  cv.,  d..  1948,  6%. 
So.  Ry..  1  m..  g..  b..  1996. 5% 


Stocks. 

General  Adj.  Bur.,  New  York. . 

So.  Adj.  Bur.,  Atlanta 

Underwriters  Salvage,  Chicago. 
Western  Adj.  4k  Insp.,  Chicago. 


Par 

Maricet 

Vahie. 

Vahie. 

$12,000 

$12,480 

5.000 

5.060 

1.000 

930 

10.000 

9,900 

105.000 

105,000 

10.500 

8.820 

40.000 

42.800 

30.000 

31.800 

28.000 

29,400 

50 

50 

150 

150 

500 

500 

100 

125 

Totals,  (book  vahie.  $263,691) $242,300      $247,005 

MISCELLANEOUS:  In  1902  and  1903.  the  stookholden  pud 
a  $60,000  to  surplus;  in  1904,  $35,000.  and  in  190^  $35,000. 
ConflacrataoB  losses:  Baltimore.  1904.  $76,531:  San  hanosoo, 
1906/631313.  VahMB  of  sp«»al  depasits:  Qs..  $9,900;  Va., 
$9,750. 


DIRECTORS:  Chas.  E.  Chase,  S.  K  Waggoner.  J.  H.  Carr. 
R.  M.  BiseU,  Thos.  Eghstoo.  Geo.  Qotdoii,XG.  Dugan.  F.  C 
Case.  J.  E.  T« 


FIELD  MEN  AND  TERRITORY  COVERED:  Eastern  de- 
partment: Thos.  H.  Seotlaad,  general  agent.  Hartford,  Conn.; 
Southern  department:  Egleston  4b  Ptescott.  genersl  agents., 
Atianta.  Gs..  for  Q^  Fk..  Ala..  Miss..  La..  Vs..  N.  C.  and  S.  C; 
special  agents.  R.  P.  Luther,  Atlanta.  G*.,  for  western  Ga.;  J.  8. 
Goldsndu.  Birmingham,  for  Ala.;  Arthur  Lane.  Jacksooville.  for 
Fla.;  W.  W.  Roberts.  AtlanU,  for  eastern  Ga.;  W.  Y.  Harper  and 
C.  E.  Hartwdl.  New  Orleans.  La.,  for  La.;  E.  H.  Jones,  Richmond,, 
for  Va.;  M.  G.  Hunter.  Charbtte.  for  N.  C;  R.  L.  Bailey.  Colum- 
bia,  for  S.  C;  P.  L.  Davis  and  C.  D.  Grover.  Vicksbuig.  Miss.,  for 
Miss.  Texas  dqwrtment:  J.  B.  Hereford,  general  agent.  Dallas, 
Tex.;  M.  G.  Jarreau.  special  agent,  Dallas,  Tex.  Jor  northwestern 
Tex.;  Felix  S.  Hereford,  Dallas,  for  eastern  Tex.  (W.  Hugh  Hunter. 
San  Antonio,  for  southern  Tex.;  H.  C.  Craig.  Dallas,  for  central 
western  Tex.  Paoifie  department:  Dixwell  4b  Hewitt  geneni 
agents;  Adam  Gilliland.  aoswtant  general  agent  San  Frandsco,  Cal. 
necial  agenta,  J.  J.  Dennis.  PortlaDd,  for  western  Wadi..  western 
Ora..  western  B.  C.  and  Alas.;  L.  H.  Earle.  San  Frandsco  (office); 
NeU  Stewart.  Spdcaae.  for  eastern  Wadi..  northern  Ida.,  eaatcra 
Ore.  and  eastern  B.  C;  P.  H.  Griffith,  Los  Angeles,  for  soothcr» 
Cal.,  Aris.  and  Nov.;  C.  E.  Miller,  Salt  Lake  Ci^,  for  Mont., 
Utah,  aonthera  Ida.  and  southeastern  Ore.;  Geo.  £.  Deviae.  Sa» 
Francisco  (office);  M.  E.  Spaulding.  San  Fhmoiseo.  for  coast  and 
central  CaL;  R.  £.  DoUard,  San  Frandsco,  for  northeaatem  Cal., 
Nev.  and  southwestern  Ore.;  W.  6.  Dennis.  Fresno,  for  St  Joaquin 


and  northern  N.  J.;  John  H.  Ray.  Brooklyn,  N.  Y.;  Cook  Coontj 
departenent  CHiicaao.  111..  Jno.  Shepherd,  manager.  Special 
agents  reporting  to  Home  office:  Geo.  £.  Hill.  Boston,  for  Maaa., 
Coon.,  R.  I.  and  Me.;  G.  A.  Russell,  Philadelphia.  Pa.,  for  Md... 
D.  C.  southern  N.  J.,  eastern  Pa.  and  Del.;  Jos.  P.  Fisher,  Pitta- 
burdi.  Pa.,  for  western  Pa.;  C.  W.  Phelps.  Syracuse.  N.  Y.,  for 
N.  Y.  State.  Local  agency  managers:  Bruerton  Kimball  A 
Smith,  Boston,  Maa.;  Western  department,  Chicago,  III.,  Duiean 
4b  (}arr,  general  agents;  W.  B.  Tobias,  Peoria,  III.,  for  Ind.  and  III.; 
H.  M.  Wardle,  Detroit  Mich.,  for  Mich,  and  0.;  F.  M.  Greene. 
Minneapolis.  Minn.,  for  la.,  Minn,  and  Wis.;  W.  B.  Dudley. 
Omaha,  for  Neb.;  C.  F.  Hardy,  Topeka,  for  Kan.;  S.  R.  Bruce  aad 
G.  C.  Frickd,  Oklahoma  Citv,  for  Okla.;  Geo.  (Sordon.  St  Louie. 
Mo.. for  Mo.;  J.  E.  Tenner.  St.  Louis,  Mo.,  for  St  Louis  and  part 
of  111.;  R.  H.  Cooper,  Wheeling,  for  W.  Va.;  C.  R.  Boynton,  Louia- 
ville.  for  Ky.;  0.  P.  Smith,  Nashville,  for  Tenn.;  M.  E.  Brown, 
Sioux  Falls,  S.  D.,  for  S.  D.;  A.  C.  Comrie,  Fargo.  N.  D.,  for  N.  D.; 
W.  L.  Braerton  and  W.  A.  Grew.  Denver.  Colo.. for  Colo.;  Jaa.  T. 
Leavitt,  inspector  for  Western  Department,  Chicago,  III.  The 
company  operates  in  Can.  and  in  all  the  States  and  Tcrritoriea, 
except  C.  Z.,  N.  M.,  P.  I.,  P.  R.,  Vt  and  Wyo. 


CITY  INSURANCE  COMPANY,  Pittsburg,  Pa. 

Pterident,  Eugeos  S.  ReiUy;  Secretary.  W.  R.  Bergcr.    Organised,  1870. 


Unearned 

Net 

Net 

ToUI 

Losses 

Total  Ex- 

LoasM 

Tb4B 

Amets 

IVemiums 

Surphis 

Premrams 

Income 

Paid 

Dividends 

Expenses 

penditures 

Inninwd 

1014 

1178,450 

$22,750 

$42,775 

$20,655 

$31,713 

$13,850 

$10,000 

$10,113 

$33,063 

$17,392 

1018 

182,501 

22.615 

50A20 

21,734 

32,407 

7,060 

12.500 

11,430 

31.890 

8.461 

1012 

182.400 

21.407 

53.057 

21.784 

34,075 

7.303 

10.000 

11,027 

28,330 

8.306 

1011 

181.717 

20304 

52.045 

18,715 

28140 

0,648 

10.000 

14,802 

34.350 

8,0«2 

1010 

185.001 

20.550 

55.250 

10.724 

30.050 

8,006 

10,000 

14.403 

32.400 

8.724 

Aannt.  Die.  31. 1014. 

Realestate $34,568 

Mortgage  kMms...  122,055 

Collateral  loans...  850 

Cash 8,171 

Agents'  balances ....  4,818 

Interest  and  rents . .  2,888 

Other  asnts 100 

Total  asnta $173,450 


LuBUTiBa,  Dae.  31, 1014. 

Losses  uiqiud $6,655 

Unearned  nrems 22.760 

OtharliabmtieB....  1.260 


Totalliabifities. 
Capital  paid  up. . 
Net  surphis 


$80,675 

100.000 

42,775 


Total $178,450 


Underwriting  loss.  $4,403;  investment  profit.  $6,858. 

RISKS  AND  PREMIUMS:    Fire  risks  in  fone.  December  31. 
$5,847,067;  praniums  theraon.  $44,023. 

REAL  ESTATE  OWNED:  There  are  6  pieces  of  real  esUte 
(uninoumbered)  all  located  in  AUegbooy  Co..  Pa.,  valued  at  $34.- 


568,  upon  which  the  renti  hst  year  amounted  to  $1,010,  and  the 
taxes  and  expenses  to  $815. 

MORTGAGE  LOANS:  The  40  k>ans,  aggregating  $122,065. 
are  all  upon  AUedbeny  County  real  estate,  valued  at  $342,026. 
The  company  holdb  $1 10,030  insurance  on  the  buildings.  Deoe^. 
ber  31.  last,  the  past  due  interest  amounted  to  $800. 

COLLATERAL  LOANS:  There  is  one  loan  of  $850  on  SoutftkWA 
Traction  Co.'s  5%  gold  bonds  vahied  at  $750. 

DIRECTORS:    A.  V.  D.  Wattmon.  J.  D.  CaDery.  E.  M.  Biae- 
tow,  Richard  Pollard.  John  P.  Hanis.  Edward  Hogan.  W.  C.  mI. 
Eldowney.  Charles  L.  Young.  P.  B.  Reilly.  Jr..  Eugoie  S.  Hcillv 
W.  R.  Bergcr.  Chas.  G.  Reilly.  William  A.  McCaffrey. 

TERRITORY  COVERED:  The  company  operates  Ottiv  Sm 
Fttuaylvaaia.  ^^   ** 
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CITY  OF  NEW  YORK  INSURANCE  COMPANY,  New  York,  N.  Y. 

Prndent.  Major  A.  White:  Secretary,  J.  Carroll  French.     Organised,  1905. 


1 

Tui    hmttB 

1  UaBMacd 
xTeniaiBS 

Net 

Surplus 

Net 
PitanmiM 

Total 
Income 

Losses 
Paid 

DivideiMis 

Expenses 

Total  Ex- 
penditures 

Losses 
Incumd 

im    $1,439,587 
mi      1.552.967 
1913  ,    1,471,618 
1911  >    1.466.009 
1910      1,445,117 

S560.671 
610,441 
500,002 
514,474 
432.31S 

$204,104 
274.148 
304,575 
330,062 
427.536 

$521,576 
027,560 
600,484 
610.404 
571.427 

$580,324 

a763.432 

668.2a5 

664.874 

621,089 

$337,911 
384,406 
323,524 
317,240 
238.435 

$56,060 
50,000 
50,000 
50.000 
42.500 

$240,685 
274,631 
276.525 
280.837 
242,302 

$634,676 
709.037 
650,049 
648,077 
523.237 

$372,110 
367.212 
292.432 
327.918 
239.623 

a  loefaideB  $300/K»  sorphis  paid  in;  $80,000  in  1913.  and  $3,200  in  1914. 


Awn.  Dk.  31, 1014.  LuBiums,  Dbc.  31, 1914. 

Mortpce loans....     $308,250    Loasesunpaid $55,425 

nndi  and  stocks...       954,624  Unewmed  prems....       560,671 

C>4 60,710  Other liabOities....         26,187 

A^nti'bahDoes...       108.525  

lotcrat 9,072  Total  liabilities .. .     $642,283 

Capital  paid  up....       583,200 

Total $1,451,081    Netsarphis 204,104 

Im  asm  spl.  dep.        21.494 


Total  adm'd 


$1,429,587       Total $1,420,587 


rodervriting  loss,  $51,5«2;  investment  profit,  $57,072. 

^  RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  3 1 
Sl20,415.5tt;  pnmiim»  thereon,  $1,104,586. 

BUSINESS  SINCE  OBGANIZATION:  Premiums  received. 
^Sm;  lomes  paid,  $2,18^,200;  dividends  dedaied,  cash, 
IZ75460. 

MOltTGAGE  LOANS:  There  are  0  loans,  of  which  7.  for 
1193.250.  are  gaanoteed,  ptindpal  and  interest,  l^  mor^sage 

nteeeanpaniBs.    A  leu  of  $105,000  is  secured  by  northwest 

Uaiden  Lane  and  William  st.  New  York  City,  the  land 
-^  lit $165,000. 


BONDS  AND  STOCKS  OWNED: 

K.  Y.  State  Gboal  Imp.  Ln.,  1050. 3%. . 

J:Y.C,1954,3*%r.... '..... 

|»^nrad,  Va..  Pub.  Imp..  1048,  4%. . . 

^mauh.G&,1060,4|% 

CbL.  R.  L  A  Pse.  R.  R.,  col.  tr..  2002. 4% 

g;Wls Ppw    1  m.  Sg.  f.  g.,  1940.  5% 

MgrliDveBood,  1966, 4% 

Jf'^&S-  1  in.  at  g.  1941,  5%. . . 
BF.3k!daw,lm.g.l931,5% 


SftocmA. 

|.*O.R.R^oam 

B.*O.B.R.,p 

^•*O.By...*. 

CK.BaA8t.P.R7.,eam. 

EneR.R.,lp 


Vahie. 

$200,000 
25.000 
30.000 
10.000 
10,000 
10,000 
10.000 
25,000 
10.000 
10,000 


43^500 
7,200 
50,000 
50,000 
30,000 


Market 
Vahie. 

$198,000 

22.000 

27,600 

10.200 

2,500 

7.703 

9.800 

21.000 

9,900 

9,200 


38,715 
5,832 
25,500 
49,500 
12.900 


BoNM  AND  Stocu  Ownkd.— Con<. 
Stocks.— Cwrf. 

Gt.  Nor.  Ry.,p 

Ot  Nor.  Ry.,  Iron  Ore  etfs 


Leh.Val.Il.R. 

Louisville  A  Nashville  R.R 

Manhattan  Ry.,  N.  Y.  C 

Nor.  PK.Ry 

So.  Pae.  Ry.,  ocnn 

Union  Pae.  Ry.,  com 

Chase  Natl.  Bank,  N.  Y.  C 

Cons.  Oas.,  N.  Y.  C 

Leh.  Val.  Coal  Sales 

Maiden  La.  k  Wm.  St..  N.  Y.  C. . 

Totals  (book  vahie,  $1,093338). 


Par 

Market 

Value. 

Value. 

$59,400 

$73,656 

10,000 

3,200 

20.000 

27,800 

24,000 

33.120 

10,000 

13,300 

20.000 

22,200 

48.100 

46,176 

60,000 

76,800 

5.000 

28,100 

45.000 

58,050 

12,500 

21.875 

100,000 

100.000 

$934,700      $954,624 


MISCELLANEOUS:  Company  commenced  business  with  a 
paid  in  surplus  of  $300,000;  capital  inereaned  in  1909  from  $200,- 
000  to  $500,000  and  $300,000  added  to  surplus:  capital  increased 
$80,000.  and  surphis  $80,000  in  1913;  capital  and  surplus  increased 
$3,200  each  in  1914.    Deposit  in  Ga.,  $10,200;  in  Va.,  $27,600. 

DIRECTORS:  Edward  Aahforth.  Leopold  S.  Bache,  Daniel 
Birdsall,  J.  Romaine  Brown,  Wm.  H.  Chesebrough,  Wm.  P. 
Dixon,  Robert  E.  Dowling,  Frederick  H.  Ecker,  Chas.  Jerome  Ed- 
wards, Dou^as  L.  Elliman,  J.  Carroll  French,  Frederic  E.  Gunni- 
son, Jos.  W.  Harriman,  Wm,  M.  V.  Hoffman.  A.  P.  W.  Kinnan.  J. 
Edgar  Leaycraft,  Frederick  G.  Potter,  Wm.  G.  Ver  Planck.  Wm. 
Roes  Proctor.  Mi^or  A.  White,  Albert  H.  Wiggin,  Silas  Wodell. 

FIELD  MEN  AND  TERRITORY  COVERED:  Geo.  A. 
Stickney.  Boeton,  Mass.,  special  agent  for  New  England  State? ; 
Hairy  H.  Noble,  state  agent,  and  Hamr  B.  Doten.  special  agent, 
Chicago,  111.,  for  Mich.,  111..  la..  Mo.,  Neb.  and  Ind.;  W.  E.  Main, 
Madison,  Wis.,  geneml  agent  for  Wis.;  E.  E.  Blake,  Syracnae, 
N.  Y.,  special  agent  for  N.  Y.  and  P^;  Frederick  W.  Lau,  91 
William  sU,  spectal  agent  for  N.  J.;  Fredk.  Rutledge,  AsheviUe, 
N.  C,  general  agent  fw  N.  C;  Lammng  k  Co..  Seattle,  Wash., 
geoAial  agents  for  Wash.;  Rhett  k  O'Bieme,  general  agents.  At  • 
Umta,  Ga«  for  Ga.  and  Va..  E.  A.  Groover.  Jacksonville.  Fla.. 
genend  agent  for  Fla.  and  Ala.;  McCarger.  Bates  k  Lively,  Port- 
hmd,  Ore-,  general  agent,  for  Ore.;  Arcfaioald  Kemp,  general  agent, 
home  office.  The  ocmipany  operates  in  Ala.,  Cal.,  Conn.,  Fla..  Ga., 
HI.,  Ind.,  la..  La.,  ^fId.,  Mass.,  Mieh^  Mo.,  Neb.,  N.  H.,  N.  J., 
N.  Y.,  N.  C,  0.,  Ore..  Pa.,  R.  I.,  Va.,  Wash.,  W.  Va.,  and  Wis. 


CLEVELAND  NATIONAL  FIRE  INSURANCE  COMPANY,  Cleveland,  O. 

Pkeadent,  Hyman  D.  Davis;  Yioe-Pkesident  and  Underwriting  Manager,  Carroll  L.  DeWitt;  Secretary,  0.  T.  Brown.    Inc.  1913. 


Tutj     Assets 

Unearned 

Net 
Surphis 

Net 

Total 
Income 

Losses 
Paid 

Dividends 

Expenses 

Total  Ex.       Loesea 
penditures      Incurred 

»U  1  $MI78329 

$61,427 

$300,407 

$80,526 

$105,582 

$7,188 

$97,363 

$104.5511        $11.36a 

AsBtzB.  Dtc:  31. 1914.  LuBiunss,  Die.  31, 1914. 

{tsrtekaiia.....  $434,168    Losses  unpaid $4,652 

Rfkaiiditocks...  342,215  Unearned prems....        61,427 

^^^Siteal  loans 17,160    Other  habihties 2.813 

9^- 240,642                                  

^tfiiabikeea....  23,677  Total  liabiUtiea...      $68,922 

«!o«rt 18,277    Capital  paid  up 700,000 

OitessKU 190    Netsurphis... 309.407 


Total 


$1,078,329       Total $1,078,329 


MORTGAGE  LOANS:  The  company  holds  102  mortgages 
aggregating  $435,418,  secured  by  propoties  in  most  cases  vahied 
at  more  tousn  double  the  amount  loaned.  The  loans  are  all  at 
6%,  and  but  $432  of  interest  was  past  due  on  Dec.  31.  last.  All 
of  the  loans  are  upon  Ohio  properties,  and  range  in  amount  rom 
$150  to  $16,000. 

Book 
BONDS  OWNED:  Value. 


tsdmitiBg  kMB,  $924M8:  investment  profit,  $35,171. 

^RtSKS  AND  PREMIUMS:    Fire  risks  in  force,  December  31, 
I7.^J19;  mBmne  thereon,  $78,943. 

Braora  SINCE  OBGANIZATION:    Premiums  received, 
t»>a$:ksBss  paid,  $7^)06. 


Lowellville,  0.,  sr..  5^^^ 

Columbus,  01.  imp..  A^'c 

Elyria,8r.  6% 

Fostoria  St.  imp..  5% 

Madison.  St.  imp..  5% 

Millersburg,  so.,  5% 

No.  lima,  special  sc.  5% 

Sandusky,  Cy.  sc.  4% 

Wheeling  k  Lake  Erie  RR,  5% . 


$18,614 

23.105 

1.070 

6.075 

5.098 

23,614 

10.414 

5.170 

961 
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CLEVELAND  NATIONAL  FIRE  INSURANCE  CO.,  Cleveland,  O,— Continued. 


Book 

Bonds  Owrbd.— C<m(.  Value. 

Youngstown  TL,  6% $1,000 

Zanesville  Sc.,  big.  &  imp.  4% 3,000 

Brown,  J.,  free  turnpike.  5% 6,063 

Cleveland  Height*.  6% - .  • .  9,056 

Cfeveland.  funded  debt,  4% .^.  1,000 

Cleveland,  reg.  pk.,  i% T ,  25,306 

Cleveland,  wat.  wka.,  4% 75,753 

Cleveland,  riv.  &  hab.,  4% 18.141 

Columbia  Twnahip,  rd.  imp..  5% 10,109 

Cuyahoga  Co.  Det.-Sup.  bg.,  4% 18,401 

Cuyahoga  Co  Pub.  Co.  Wg..  i\% 1  000 

Elyria,  gn.  pav.,  4'^c 600 

Eb'ria,  grade  crossing  4% .  1,000 

Shaker  Heights,  o'V 24,411 

Shaker  Heights.  5<^ 29,986 

Dayton,  riv.  bg ,  4% 9,118 

Dayton,  st.  riv.  bg.,  4% 6,078 

Youngstown  Hotel,  m.  g.,  6% 500 

Zanesville  st.  pav,,  b% 515 

Danbury  Twnship,  rd.  imp..  6% 5,291 

Indianok  Pk.  1  m.,  6% 10,000 

New  London,  st.  intersection.  5% 1.000 

Oklahoma,  st.  imp.,  6% 500 

Oklahoma,  Park  PI  St.,  6% 818 

Totals $350,678 


MISCELLANEOUS:  This  company  wrote  its  first  poUcy  oa 
April  1, 1914.  Its  capital  was  then.  $700,000  and  it  had  an  initial 
surplus  of  $360,529. 

DIRECTORS:  H.  D.  Davis,  E.  H.  Turner,  C.  E.  Ward.  M. 
S.  Milboume.  C.  H.  Bishop.  Carroll  L.  DeWitt.  C.  M.  Wyrick  K. 
Kimball,  L.  Q.  Cumminm.  I.  W.  Jenkins.  C.  B.  Sa'a.  F.  N.  Joha- 
8on,  G.  M.  Skiks.  J.  £t.  Orgill.  T.  J.  Kremer.  Cbas.  A.  Bower- 
BOX.  J.  W.  Everal,  J,  H.  Pireatone,  J.  H.  Hicks,  W.  R.  ^ean. 
W.  E.  Aahcroft. 

FIELD  MEN  AND  TERRITORY  COVERED:  J.  H.  Mac. 
farlane,  Cleveland,  0.,  executive  special  agent,  will  have  geQeral 
supervision  over  the  entire  field  wherein  the  company  operated. 
Special  agents:  A.  C.  Meeker.  Cleveland.  0.,  for  No.  O..  and  D. 
M. Tanner.  Columbus.  0.,  for  S.  E.  0.;  Stanley  D.  Turner.  Indiaa- 
apolis,  for  Mich,  and  Ind.;  John  H.  NelaoD,  Minneapolis,  for  W». 
and  IlL;  Bradford  Murray.  Cincinnati,  for  S.  W.  0.  The  am- 
pany  is  licensed  in  HI..  Ind.,  Mich .  Mo..  N.  J.,  N.  Y.,  C  Pa. 
and  Wis. 


COLONIAL  ASSURANCE  COMPANY  OF  THE  CITY  OF  NEW  YORK, 

New  York,  N.  Y. 

President,  Leo  H.  Wise;  Vice-Presidents.  E.  E.  Hall  and  C.  J.  Folhner:   Secretary.  E.  S.  Powell.  Jr.    Organised,  1896. 


Unearned 

Net 

Net 

Yeah 

Assets 

Premiums 

Surplus 

Premiums 

1914 

$536,26}'       $113,020 

$194,366 

$192,969 

1913 

451.150,          91.423 

132.229 

164.030 

1912 

410.300           61.024 

134.339 

110.641 

1911 

373,189           54.931 

102.222 

109,840 

1910 

850.580           38,122 

101,884 

77.201 

Total 
Income 


Losses 
Paid 


$210,213 

$56,051 

179,067 

59.345 

124,908 

32.259 

121.967 

49.275 

89.737 

15.129 

Dividends  I 

$3,000 
8,000. 
8.0001 
8,000 

16.000' 


Total  Ex- 
Expenses  i  penditures     Incurred 


$53,598 
72,186 
29.964 
51.955 
15.767 


$77.2911 

$141,342 

67,508 

134.853 

45,471 

85,730 

43,511 

100.786 

33,234 

64,363 

Assets,  Dec.  31, 1914. 

Bonds  and  stocks . . .  $445,530 

Cash 55,260 

Agents  balances 29,015 

Interest 6,458 


LiABiUTXES,  Dec.  31, 1914. 

Losses  unpaid $19,877 

Unearned  prems 113,020 

Other  UabiUties...  9.000 


Total  liabilities. 

Capital  paid  up 

Net  surplus 


$141,897 
200.000 
194.366 


Bonds  Owned.— C(m<. 

Pa.  R.  R..  1915,  3i% 

Bklyn.  R.  T.,  notes,  1918,  5% 

Am.  Tel.  4b  Tel.,  1916,  5' h 

N.  Y.  State  Rys.,  1  cs.  m.,  1962,  H 


Par 
Value. 

$25,000 
25.000 
25,000 
20,000 


Market 
Value. 

$25,000 
25.000 

25,000 
17.800 


Total  assets . 


$536,263        Total $536,263 


Underwriting  profit.  $37,003;    investment   profit,    $33,134. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
$26,178,966:  premiums  thereon,  $211,312. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$5,517,043;  los<«es  paid.  $3,451,777;  dividend.^  declared,  cajh, 
$142,000. 

BONDS  OWNED. 

State  of  N.  Y.  canal,  1961-2, 4% 

State  of  N.  Y.,  high  imp.,  1961,  4%. . . . 

N.  Y.  Cy..  cp.  stk.,  1963,  4i% 

New  York  Cy.,  cp.  stk..  1959,  i% 

N.  Y.  Cy..  notes  and  rev.,  1915-17,  6'"t.. 
N.  Y.  C.  k  H.  R.  R.,  1997,  3i  ^o 


Par 

Market 

Value. 

Value. 

$110,000 

$112,200 

30,000 

30,600 

100.000 

108,000 

60.000 

60.000 

25.000 

25.330 

20.003 

16,600 

Totals  (book  value,  $436,879) $440.000       $445.530 

MISCELLANEOUS:  Capital  increased  from  $200,000  to 
$400,000  in  1900.  upon  merger  with  Washington;  reduced  in 
1900  to  $200,000.  The  oompany  reinsured  its  outstanding  risks 
in  19(%  in  the  Westchester  Fire  and  continued  writing  busineas, 
confining  its  operations  exclusively  to  properties  equipped  with 
approved  systems  of  automatic  sprinklers.  Conflagratioa  loeses: 
Baltimore.  1904,  $30,000;   Saa  Frandseo.  1906.  $19,148.  net 

DIRECTORS:  Leo  H.  W^ise,  R.  Bleecker  Rathbone.  Thomas 
Dimond.  David  S.  Walton,  Charles  J.  FoUmer,  Otto  M.  l^dllts. 
L.  Laflin  KellogK,  Edgar  Pahner.  Chas.  F.  Hoffman.  Edward  H. 
Wise,  Chas.  A.  Trowbridge,  John  S.  Sutphen.  Edward  E.  Hall, 
Elias  S.  Powell,  Jr. 

FIELD  MEN  AND  TERRITORY  COVERED:  C.  S.  Conk- 
lin.  superintendent  of  agencies.  The  oompany  operates  in  Coon.. 
111.,  Mass.,  Minn.,  Mo.,  N.  J.,  N.  Y.,  0..  Pa..  Wash,  and  Wis. 


COLUMBIA  FIRE  INSURANCE  COMPANY,  Athens,  Ga. 

Preddent,  J.  Y.  Carithers;  Secretary,  Langdon  C.  Quid.    Organised.  1909. 


Year 

Assets 

Unearned 

Net 
Surplus 

Net 

Premiums 

Total 
Inoome 

I^oflses 
Paid 

1 
Dividends  i   Expenses 

Total  Ex- 
penditures 

Incurred 

1914 

$211,563 
208,717 
205328 
209.865 
210.391 

$70,859 
59.069 
41,190 
80.932 
18.210 

$25,291 
38,061 
64.356 

72.947 
87.163 

$94,476 
78.479 
54.364 
41.260 
30.9S5 

$102,613 
85.428 
64.117 
50.597 

39.847 

$61,714 
45,460 
33.339 
17.465 

13.S78 

$37,643 
38,030 
30.019 
28.829 

$99,857 
88,490 
63.358 
46,294 

$02,126 

1913 

47,785 

1912 

85.428 

1911 

19.04S 

J910 



14.164 

28.0421 

13.66a 
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COLUMBIA  FIRE  INSURANCE  COMPANY,  Athens,  Q^.— Continued, 


iUnii,Dic.31,1014. 

811,506 
126.046 


li<vtgigfl  bus 

Boadiaodato^ 

C«ib 
AieBti'hihnpfi 

I; 


26306 

19.492 

20300 

6323 


LuBJums,  Dsc.  31, 1914. 

LaMeBanpaid $11360 

nnearafldprems  ...  70,860 

Otkcrlkfaffitiai..   .  4,144 

Total  liabUitics..  886,272 

Capitelpudup 100.000 

Net  eurphiB 25,291 


Total 


S211363       Total $211,563 


RIBK6  AND  PREMIUMS:  Fire  riska  in  force,  December  31 . 
173)1.004;  pRflUOBM  thereon,  $152,600. 

BU8INEBB  SINGS  ORGANIZATION:  Premhima  rceeivcd, 
8e,0tt;lMM  paid,  8200,018. 

MOKTGAGE  LOANS:  There  are  5  loaM  for  $11306.  protected 
br  pnuMTty  ▼aloed  at  $43300.  There  was  $1,886  of  interest 
p«t  doe  OB  Dee.  31.  last  The  company  holds  $10,000  of  innir- 
UKP  00  the  moftgaged  boilduiBi. 

COLLATERAL  LOANS  ace  as  foOom: 


itheai  Rf .  A  £L.  Athena,  Qa., 

GooMrBk 

BtofOuMbviBe 

CnBcrdilBank 


stk. 


Market 

Vahie. 

65,700 

100 

120 

1,800 


} 


Amount 
Loaned. 

$26,806 


Totiii. 


BONDS  AND  STOCKS  OWNED: 
Boma. 

Wifcnai,  5^ 

.4tbe«.4*^t 


$67,720        $36306 


Ffer 
Value. 

$5,000 

2,000 


Market 

Value. 

$5,350 
2,000 


BoNM  AND  Stocks  Owmbd. — Conf . 
B0ND8.--C01U. 

Eoekmart,5% 

Elberton,6% 

Clarke  County,  Ga..  4  J 

Athena,  4% 

Blue  Rid«e,  5^1 

Athena,  4% 

Canton,  5% 

I5f0iii,5^f 
Nioholb,  5 
Aihbam,  5 
Rutledge.5 


CT 


rr 


<*' 


o*. 


Sparks,  6^ 

Wmder,5% 

PfcT0,5% 

AthnU,4<^r 

SylYeeter,5% 

Srocu: 
Athens  Hotel  Co.,  p..  87c 


Par 
Value. 

$5,000 
5.000 
4.000 
2.000 

10.000 

10,000 
2.500 

20,000 

10.000 
8.000 

10.000 
5,000 
3.000 
6.000 

14,000 
3,000 

400 


Market 

Value. 

$5,000 

53O6 

4,000 

2.000 

10,000 

10,000 

2300 

20,000 

10.000 

8.000 

10.000 

5375 

3.000 

6,000 

13,075 

2.040 

400 


Totals. 


$125,900     $126,016 


MISCELLANEOUS:  This  company  was  oiiaoised  eariy.ip 
1000  and  was  licensed  to  transact  busineas  in  Oa.  m  April,  with 
a  paid-up  capital  of  $100,000  and  a  like  amount  of  surphis. 

DIRECTORS:  Jas.  Y.  Carithers.  Wm.  T.  Bryan.  Jamse  White, 
John  R.  White,  Hamilton  McWhorter.  J.  T.  Pittard.  Chas  N. 
Hodgson,  F.  C.  Shadcetford,  J.  T.  Johnson,  Judge  John  R.  Wilk- 
inon.  Dr.  J.  C.  MeKinney,  A.  C.  Erwin,  H.  M.  Holden,  Judge 
David  W.  Meadow.  Langdon  C.  Quin. 

FIELD  MEN  AND  TERRITORY  COVERED:  Company 
operates  only  in  Ga.,  6ekl  work  from  home  office. 


COLUMBIA  INSURANCE  COMPANY,  Jersey  City,  N.  J.I 

riMiitait  O.  F.'  One;  Viee-Pnridat,  Fians  Hamun:   Snratatr.  C.  E.  Deu.    OrcuiMd,  ItOl. 


Tui     ASKIB 

Unearned 
Premiums 

Net 
Sun^us 

Net 
Premiums 

Total 
Income 

Loeaes 
Paid 

Dividends 

Expenses 

Total  £z-        Losses 
penditureo     Incurred 

ISU    $1355383 

$188353 
180.120 
178,196 
170,721 
160380 

$409,043 
839.121 
826,702 
275326 
203344 

$379,445 
896,770 
401,007 
86O347 
301.634 

$423,375 
431,844 
432370 
888300 
827.054 

$181,885 
228321 
180.041 
162.581 
127.678 

$130348 
151.051 
153,408 
141,954 
112,441 

$321,733       $180,530 

ma       978.670 

380,472         218.466 

»li        044388 
1911        868383 

334340         205,203 
304,535'        158,171 

1M3       777321 

240,119         131,014 

AasxB.  Dae.  31.  1014. 

Biah  and  stocks...  $948327 

CiA 87316 

Ageoti'balanea....  22358 

fcaoot 12397 

(^dxTMiels 16300 


LiABiumB,  Dbc.  31, 1914. 

Lossesunpaid $41,987 

Unearned  prems. . . .       188353 
Other  Hafaifities 16.000 


J<^ $1,087,898 

^ae(i.0Terliab. .         32315 


Total  fiabiUties. 
Capital  paid  up... 
Net  surplus 


$246340 
400.000 
409,043 


Tilsladm'd 


$1,055,383       Total $1,055383 


profit,  $51,076;  investSMnt  profit,  $56369. 

^RSKS  AND  PREMIUMS:  Marine  and  inland  risks  in  force, 
M«^  31«  $22338.906;  prtmimiM  thereon,  $375,687. 

B^*fiS8  SINCE  ORGANIZATION:  Premiums  received, 
!3.S7I7I1:  ksses  paid,  $1,789386;  dividends  declared,  caeh. 

B0M)6  AND  STOCKS  OWNED:  Par  Market 

Vahie.  Vahie. 

$35,000  $36,340 

50.000  '      50.500 

60,000  58,300 

50.000  50.000 

6,000  5.400 

2,000  1.800 

104300  94,050 

62300  60.625 

10,000  10,000 

31,000  31.000 

50.000  55,000 

1.000  1,170 

30,000  28.200 

32.000         29,440 
14.000  11,620 

20,000         18,800 

and  Inhuid  hnpinem  only 


fgoCo., N.  J.,  l«3*-37,  44% 

BiB^mtflo,  et.  1987,  3i% 

BAb^om.  St.  1917-22.  3J% 

5  V  &--  ^  ^  '"••  1940,  8*% 

;  Y.  Cy.,  hafl  of  recB^  1940.  3J7o 

J  J  Cy..  Mb.  a^  1942,  3*% 

5J.  Cy- San  PJr.,  1920,  3$% 

Arte rfGa.  1915,  44«i...*'::' 

&!fAj^iLi»*2»*lS 

•*<*  i«ri  Highways,  1963. 44% 

^-^^K  0.  R.  R^  cs.  m,  reg.  1980. 

L.&«]|.8bL^R..P981.4% 


BoKoe  AMD  Stocks  Owned. — Cant. 
Bonos. — Cord, 

Leh.  Val.  Ry.,  1940,  4i% 

Mieh.  Cent.  R.  R.,  d.  reg.,  1929.  4%. . . 
Mil,  Sp.  k  Nwn.  Ry..  g.,  r.,  1947.  4%.  ■ 
MU.,  Sp.  k  Nwn.  Ry..  1  m.,  g.,  1947,  4% 

Nat.  R.  R..  Mexico.  1926,  4i% 

N.  Y.  C.  &  H.  R.  R.  R..  r.,  1907,  3i%. . 
N.  Y.  Connect.  Ry.,  gr.,  1953,  4i%. . . . 
N.  Y..  N.  H.  4  H.  R.  R.,  1956,  4%. . . . 

No.  Pac.  R.  R..  1907,  4% 

N.  P.  k  G.  N.,  C.  B.  k  Q..  ooL,  1921, 4% 
Ore.  k  Wash.  R.  R.  &  Nav..  1  r.  m.,  1961. 

4% 

Ore.  Short  Line,  r.,  1929,  4% 

St.  L..  I.  M.  k  So.  R.  R.,  1. 1933,  4%. . 
ChL  k  No.  R.  R..  1987,  5% 


St.  P.,  M..  M.  k  k.,  cxt.  1037.  4%. . . . 
Amer.  Dock  k  Imp.,  1  m.,  1921,  5%. . . 
A.  M.  Tl.  k  Tg..  reg.  prin.,  1929.  4%. . . 
New  Eng.  Tl.  k  Tg.,  g.,  reg.,  1932.  5%. . 
N.  Y.  Tl.,  1  gn.  m.  g.  s.  f.  reg.,  1939, 4i% 

Phjv.  OntarwTd.,  1926,  3i% 

Toronto  Loc.  Imp.,  d.,  1916.  Z\% 

Mooee  Jaw.  d.,  1933,  5% 

St.  Boniface.  Man.,  d.,  1931^43,  5%. . . . 


Par 

Market 

Value. 

Value. 

$10,000 

$10,100 

10.(m 

8.400 

10,000 

9,200 

25,000 

23.000 

12,000 

6.000 

10.000 

8,300 

42,000 

40,740 

30.000 

22.200 

25.000 

23.750 

35,000 

33.950 

20.000 

17.800 

25.000 

23,000 

20,000 

14.600 

20,000 

21,200 

43,000 

41,280 

20,000 

21.000 

10,000 

8,900 

20.000 

20.200 

20,000 

19.600 

10,000 

9,300 

10,000 

9.800 

10.000 

9.600 

10,487 

9,770 

Totals  (book  values,  $1,005,733) $1,005,487     •1953,935 


*  Securities  as  per  company's  valuations;  the  item  in  assets  is 
based  on  insurance  department  valuations. 

MISCELLANEOUS:  Company  began  business  with  $50,000 
surplus;  in  1902,  $30,000  additional  surplus  was  paid  in.  and  in 
1906.  $60,000  additional  was  paid  in.  Canital  increased  in  1902 
from  $250,000  to  $400,000.  The  Umon  Marine  Insurance  Co. 
of  Liverpool  owns  $399,300  of  the  stock  of  this  company.  Con- 
flagration losses:    Baltimore,  1904,  $3,734;  San  Francisco,  1906. 
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COLUMBIA   INSURANCE   COMPANY,   Jersey  City,    N.  J.— Continued, 


$7,273  (net).  Value  of  deposits:  Ont.,  Saak.  and  Mao.,  Can.. 
455.270:  Ga.,  110.000. 

DIRECTORS:  Geo.  F.  Crane.  F.  Herrmann,  Geo.  D.  Halloek. 
Fredk.  T.  Busk,  Lawrence  Kneeland,  C.  E.  Dean.  Wade  Robinaon. 

FIELD  MEN  AND  TERRITORY  COVERED:  General 
agents:  G.  L.  &  K.  J.  Gross.  Providence.  R.  I.;  Field  &  Cowles. 
Boston,  Mass.;  E.  P.  Lenehan,  Cleveland,  0.:  Geo.  W.  Neare, 
Gibbs  &  Co.,  Cincinnati.  0.;  F.  H.  Osborn  &  Bros..  Chicago,  111.; 


A.  G.  Hanooek,  Baltimore.  Md.;  W.  T.  Torrey.  Houston.  Tex. 
Geo.  W.  McMurrieh  A  Sons,  Toronto,  Can.;  Peabody,  Slosson  A 
Smyth,  New  York  City;  Woodward  k  WiUiamaon.  Jersey  Cit^; 
Egbert  F.  Ashl^,  Roohester,  N.  Y.  The  company  operates  in 
Ate.,  Ark.,  CaL,  Conn.,  Del..  D.  C.  Ga..  lU.,  Ind^Ia.,  Kan.,  Ey., 
Me..  Md.,  Mass..  Mich.,  Minn.,  Mo..  Neb.,  N.  H.,  N.  J..  N.  Y.. 
N.  C.  N.  D.,  0..  Okla.,  Pa.,  R.  I..  S.  D.,  Tenn.,  Tex.,  Vt..  Va.. 
W.  Va.,  Wis.,  and  in  Canada. 


COLUMBIA  INSURANCE  COMPANY,  Dayton,  O. 

Preitident.  0. 1.  Gunckel;  Secretary.  Herman  Rice.    Organised  1881. 


-    — - 

- 

Unearned 

Net '  ■ 

Net 

Total 

Losses 

Total  Ex- 

Losses 

YSAR 

Assets 

Premiums 

Surplus 

Premiums 

Income 

Paid 

Divi  lends 

Expenses 

penditures 

Incurred 

1914 

$815,302 

$117,625 

$545,149 

$103,959 

$138,624 

$42,151 

$15,000 

$44,179 

$101,330 

$42,959 

1913 

788,766 

115.412 

521,679 

103.546 

138.292 

60.449 

15.000 

44,805 

120,254 

59.992 

1912 

770,111 

114,883 

503,020 

104,234 

134,727 

38,987 

15,000 

45,016 

99,003 

36.067 

1911 

740.324 

113.434 

471.79) 

103,979 

133,365 

34,940 

15,000 

41,889 

91,829 

31,288 

1910 

702.790 

114,691 

429,38fl 

103,778 

131.157 

41.161 

15,000 

41,234 

97.398 

44.699 

AsssTB.  Dec.  31, 1914. 


Real  estate 

Mortgage  loans. . . 
Bonds  and  stocks. 
Collateral  loans . . . 

Cash 

Agents'  balances. 
Interest  and  rents. 


$57,000 

1S,200 

709.670 

6,500 

10.454 

13  028 

450 


LiABiUTiis.  Dec.  31. 1914. 

Losses  uniMid $1,676 

Unearned  prems  —  11 7.625 

Other  liabilitiei 852 

Totol  liabilities...  $120,153 

CapiUl  paid  up 150.000 

Net  surplus 545.149 


BONDS  AND  STOCKS  OWNED: 
Bonds. 


Market 

Value. 


Cincinnati.  0.,  4% $100,000 

100.000 

67.000 

80.000 

50.000 

14,000' 

60,000 


Total  assets $81.5,302        Total $815,302 


Cleveland,  0.,  4%. 

Dayton,  0.,  4% 

Columbus,  0.,  4% 

Toledo.  O.,  4i% 

Montgomery  Co.,  0.,  4i%. 
Akron,  O.,  4% 


Underwriting  profit,  $15,386;  investment  profit.  $23,083. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31 . 
$21,837,900;  premiums  thereon,  $229,266. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$2,978,114;  losses  paid.  $1,191,922;  dividends  declared,  cash. 
$417,000. 

REAL  ESTATE  OWNED:  Comprises  company's  home  office 
building,  carried  at  $57,000  (actual  cost).  During  the  pa^t  year  it 
received  $4,000  in  rents  and  paid  $1,825  expenses  incurred. 

MORTGAGE  LOANS:  There  are  6  mortgage  loans,  aggre- 
gating $18,200  on  property,  located  in  city  of  Dajrton.  0..  valued 
at  $63,850.  The  mortgages  are  all  first  hens;  there  is  no  interest 
past  due  and  the  company  holds  $17,000  of  insurance  on  the 
buildings. 

COLLATERAL  LOANS:  The  company  has  a  loan  of  $6,500  on 
teeurities  valued  at  $8,380. 


Stocks. 

Nat.Bk 

City  Ry.,  Dayton,  0 

D.  s  M.  R.  R.,  p 

D.  k  M.  R.  R.,  com 

Littie  Miami  R.  R 

Clev.  ft  Pitts.  R.  R 

Columbus  ft  Xenia  R.  R. 
Dayton  Gas 


Totals. 


111.160 
30.400 
27.750 
4.000 
10.000 
26,250 
10,000 
19.110 

$709,670 


DIRECTORS:  0.  L  Gunekd,  Sam*l  W.  Daviei,  Pierce  D. 
Schenck,  Albert  Thresher,  F.  P.  Beaver,  J.  D.  Whitmore,  Torrenee 
Huffman. 

FIELD  MEN  AND  TERRITORY  COVERED:  A.  F.  MoKay. 
Columbus,  0.,  speeia!  agent.  The  company  operates  in  Ind.,  0.. 
Mich,  and  W.  Va. 


COLUMBIAN  INSURANCE  COMPANY  OF  INDIANA,  Indianapolis,  Ind. 

President,  George  E.  Feeney;  Secretary,  Edward  T.  Lyons;  Managing  Underwriter,  L.  S.  MacEnaney.    Organised  1911. 

Began  business.  March.  1912. 


YSiLR 

1914 
1913 
1912 


Assets 


Unearned 
Premiums 


$349,964' 
229,396; 
175.6091 


$21,018 

10.949 

4,145 


Net 
Surplus 


$71,389 
43.049 
59,885 


Net 
Premiums 


$27,313 

14.572 

6.211 


Total 
Income 


t$45,214 

•58,401 

10.304 


Losses 
Paid 


$8,241 

1.998 

33 


Dividends 


Expanses 


Total  Ex- 
penditures 


Incurred 


$55,318 
32,252 
11,3131 


$63,559 
34.250 
11,346 


S9,646 

2,046 

100 


*  Includes  $34,263  premiums 
AasKTS,  Dec.  31.  1914. 


on  new  stcek  sc\L       f  Exclude  $53,112  surplus  paid  in. 
LiABiunsB,  Dec.  31,  1914. 


Mortgage  loans . . . 
Bonds  and  stocks . 

Cash 

Agents' balances.. 
Interest  and  rents . 
Other  assets 


$315,250 

6,188 

9,607 

12,086 

6,825 

58 


Losses  unpaid .  . . . 
Unearned  prems  . . 
Other  liabilities . . . 

Total  liabilities. 
Capital  paid  up . . . 
Net  surplus 


$1,541 

$21,018 

6,UI6 

$28,575 

250,000 

71,389 


ToUl  assets $349,964        ToUl $349,964 


Underwriting  loss,  $25,734;  investment  profit,  $13,904. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
$3,407,359;  premiums  thereon.  $37,054. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$48,095;   losses   paid.   $10,173. 

MORTGAGE  LO.\NS:  There  are  127  loans  aggregating 
$315,250  and  are  upon  imiHx>ved  and  unimproved  city  ana  farm 
properties  in  Ind.  valued  at  about  $844,105.  On  Deoembo'  31. 
last,  $1,397  of  interest  was  past  due.  The  company  holds  $46,700 
tornado  insuranoe  and  $349,550  fire  insurance  on  the  mortgaged 
property. 


BONDS  AND  STOCKS  OWNED. 

West  Terre  Haute,  sc 

Adams  Co.,  gravel  rd 

Indianapolis,  imp 


Par 

Value. 

$2,800 

2,700 

500 


Market 
Value. 

$2,8 10 

2.):^80 

508 


Totals  (book  value,  $6,188). 


$6,000 


S6.1S8 


MISCELLANEOUS:  The  company  eommenoed  busineaa  in 
March,  1912,  with  a  paid-up  capital  of  $107,010,  which  has  been 
subsequently  increased  during  1913  to  $172,409  and  in  1914  to 
$250,000.  both  by  cash  payments. 

DIRECTORS:  George  E.  Feeney,  Michael  F.  Gill.  Edwwd 
T.  Lyons,  Charles  Fox,  John  P.  Finn,  Matthew  F.  GartUnd, 
Frank  X.  Schaffer,  Jacob  Buennagil,  Daniel  L.  Boland. 

FIELD  MEN  AND  TERRITORY  COVERED:  Thoa.  J. 
Flynn.  Chicago,  111.,  State  agent  for  lU.  and  part  of  Ind^  Edwin 
M.  Popp,  Indianapolis,  Ind..  special  agent  for  Ind.;  W.  H.  Kins, 
Chicago,  IlL,  State  agent  for  Minn.,  upper  Mieh.  and  Wis.;  C.  H. 
Haxraden,  State  agent,  Detroit,  MieL,  for  Ohio  and  Mich.  Tlw 
company  operatea  in  IH.,  Ind.,  Mich.,  Minn.,  0.,  and  Wis. 
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COLUMBIAN  NATIONAL  FIRE  INSURANCE  COMPANY,  Detroit,  Mich. 

Pkciknt  JokaG.  Evinc;  Vioe-Ptaiidaoti,  T.  A.  Uwler  and  Patrick  Noud;  SeoreUry  and  Tnuaitr,  M.W.Wobh.    OrguuMd.  1913. 


Yui.    Aflets 


I  Unearned 
Premiums 


Net 
Surplus 


1914 
I9U 


I1.13e.6«7' 
I J2 1.740 


$177,182 
48.746 


$278,117 
261.489 


Net 

InwwiniinnM 


$242,947 
74.636 


Total 
Income 


a$392,823 
91.80) 


Loams 
Paid 


I 


Diridends 


$79,523 
5.96S 


EzpeoMS 


Total  £x- 
penditurea 


Losses 
Incarred 


$1S8.331 
102.352 


$237,854! 
1W.320' 


$81,156 
12.186 


t  iDcbks  t94,9S6  premium  (m  stocks  sokl. 


Aaons.  Dtc.  31. 
Mortpge  knzis. 

a  3^3 

Lass  oa  U.  S.  Bank 
strwk,  Jofaastown. 

Pk..>ihielli.OOa 

(adi 

Aeecte'taknces.... 

h--«  


1914. 

$382,300 
873.840 


9.300 

100.903 

47.623 

22.434 

267 


LuBiumB.  Dsc.  31, 1914. 

Lanes  unpaid $9,650 

Unearned  prems...       177.IS2 
Other  liabilities 9.393 


Total  liabilities . . .     $196,225 

Capital  paid  up 962.325 

Net  surplus 278,117 


.u! 


$!.43«.6«7        Total. 


Bonds  Owjnu.—Coni. 
Highland  Park,  Mich.,  sc..  1926. 4<^r. .  •  • 
Highland  Park,  Mich.,  sc.,  192S,  S'^c      ■ 
Holland.  Mich.,  public  se..  1930.  4%. . . . 

Hope.  Ark.,  sc.,  1937-38,  6% 

Kent  Co.,  Mich.,  road,  1933,  Ai% 

Lake  Odessa,  Mich.,  watwks.,  1922-28,5% 
Laurinburg,  N.  C,  r..  1917-23,  5i%. . . . 

Laurinburg,  N.  C,  r.,  1922.  5i% 

Limestone,  Mich.,  imp.,  1916-18.  6% . . . 


r!>iffvritiaj;  loss.  $132,971;  investment  profit.  $54,643. 

RISKS  AXD  PREMIUMS:  Fira  risk  m  force,  December  31, 
S%.4^Uli»:  premiums  thereon,  $271,784. 

Br?IXES5  SINCE  ORGANIZATION:  Premiums  received. 

£ir.i»:  iooei  paid.  $83,603. 

MORTGAGE  LOANS:  The  company  has  64  k)ans  amounting 
;.  I3«2.3a)  OQ  iioperty  vmhied  at  more  than  double  that  sum. 
ibo*  iR  Int  n  kians  as  large  as  $10,000  each,  those  above  this 
Ka  trJK  $30,000  on  k>t  2,  Uock  78.  subdivision  of  Cass  farm, 
DKTit,  v%Md  at  $73,394;  $15,000  on  Mason  City.  la.,  property 
wj  n  142.000;  $14,000  on  Garner,  la.,  property  appraised  at 
Ul  m.  aai  $20,000  on  Detroit  property  vahied  at  $42,400. 


$1,438,667        Ludmgton,  Mich.,  nav.,  1928-42,  4i' 
=:=    ,   Manana,  Ark.,  se.  ois.,  1933-36,  6^c  ■ 
Midland  Co.,  Mich.,  dis.  rd.,  1929.  5%. 


/O' 


BONDS  OWNED: 
B«tle  Credc  Mich.,  dty  haO.  1938, 4*% 

^-i  Citr.  Mich.,  imp.,  1917, 5^c 

^'Sncam,  Wssh..  f.,  1926.  S^^c 

?^.n  ?»  Mich..wat.wkB.,  1937. 4i%. 
isPjiBis,  Mich.,  wat.  wks..  1942, 4J%. 
•^  liiprii,  Mkh.,wat.wk8. 1926-35. 4J% 
«?  n'7.ty.  Mich.,wat,wk8.1932-42,4*% 
^'  «^''ET.Mcfc.,dJt..l928-34. 4J%. . . . 
;  1^:  -.  Cuy.ifieL,wat.wks,  1917-20,4J%. 
<::n<y{M  Co..  Mich.,  rd.  1919-28,  h%. 
'«  '^.N'.C.rd.,  1942,5rc 


'  **.  Mich.,  hgy.  imp..  1916-23,  5% . . 
^^-^  Mich.,  wat.  wks..  1944. 4%,. . . . 

f«t3iti»iciL,Kww,  1943, 4% 

^i^l  Mieb..  d.  It  and  wat.  wks., 

MS-2t4rt 

Otiir,  Mich.,  rd..  1921-27,  5% 

:-^i5B.  MidL,  rtl,  1918-20,  5<^c 

f««bi.  Midu  r..  1921-20.  4i% 

I  I- M  :L.  OL  8c.  dis..  193»4i.  4J^c  -  •  • 

'  .^iri,  (V  MidL.  road,  1929. 5% 

J.^  B»pjd>.  MidL.saod  fiit..l932.4)% . . 
Crl  Ragi,  iOct^  a,ad  filt,1931, 4%. . . 

^•fc,  SC  .road.  1944, 6<^ 

K-4nja4,  Mkh..  parin..  1915-16.  6%. 
f'^^aafi.  MidL,  pav.,  1916-16, 6% . . 
^aiaek,  MidL,  sc,  192*-29, 5%. . . . 


Par 

Vahie. 

$20,000 

10.000 

4.000 
17,000 
15,000 
15,000 
12,000 
4.000 
4.000 
10.000 

3,000 

9.000 

150,000 

22,000 

5,000 

7,000 

8,000 

9.000 

11,000 

29.000 

10.000 

15,000 

10,000 

1,141 

1,681 

18.000 


Market 
Vahie. 
$20,600 
10,100 
4,010 
17.170 
15.000 
15.000 
11,780 
3.950 
4.010 
10.165 
3.000 
9.120 
147,000 
21,560 

5,000 

7.160 

3.050 

8,960 

11,830 

30,225 

10,400 

14,700 

10,300 

1,141 

1.681 

19,260 


Midland  Co.,  Mich.,  rd.,  1929.  5 

Pontiac,  Mich.,  so.,  1928.  K\% 

Red  Oak.  N.  C,  rd..  1944,  6% 

Richmond,  Mich.,  se.,  1915-28.  5% 

Rich.  Sq.,  N.  C,  rd.  imp..  1932-36.  5Ko 

Royal  (^k,  Mich.,  wat..  1937,  4i% 

Schoolcraft  Co.,  Mich.,  sc.,  1921-26,  5^. 
Sebewaing.  Mich.,  rd.,  1917-24.  4i%. . . . 

ShdbyTMich.,  rd.,  1924-27,  5% 

So.  Haven  Tp..Mieh.,rd.imp.,  1916-33.5% 
Strike  Axe  Tp..Okla./d.imp.,  1936.  6%. . 

Sylvia  Tp.,  N.  C,  rd.  19ll-^7,  6% 

Tulsa,  Okla.,  sc.,  1932.  5% 

Addison  .^pts,  Detroit,  1  2.  m.,  1915-23,6% 
Farmers'  Co-Op.  Brick  &  Tile,  1  m.,  1923, 

7%. 

Kniffhts  of  Columbus  Hall  Association, 

Wells.  Minn..  1  m.,  1920.  6% 

Na.  SUica,  Detroit,  1  g.m.,  1916-21.  6%.. 
J.  M.  Ward  Big..  Battle  Creek.  Mich., 

1  m.  g.,  1925,  5*% 


Par 
Value. 
$5,000 
30.000 

5.000 

4.000 
10,000 

3,500 
11.000 

2,000 

6.000 
30.000 
10.000 
20.000 
10.000 
10.000 

6.000 
17.700 
15,000 
33.000 

6,500 
31.000 

7,000 

20,000 

5.000 

27,000 

5.000 

15.000 

14.000 

3.500 
29,000 

54.000 


Market 

Value. 

$4,850 

31.800 
4.850 
4.120 

10,200 
3.680 

11.120 
2.040 
6.120 
30.520 
10.600 
21.400 
10,700 
10,300 

5,350 
18.422 
15.690 
33.000 

6.690 
31.230 

7,140 
20.920 

6,300 
28,690 

5.050 
15.300 

14.000 

3.500 
29.000 

54.000 


Totols  (book  value.  $882,769). 


$861,022     •$S73.414 


*  Securities  as  per  company's  valuations;  the  item  in  assets  is 
based  on  insurance  departinent  valuations. 

MISCELLANEOUS:  The  company  organised  in  1913  with  a 
$500,000  authorised  capital,  which  in  April,  1913,  was  increased  to 
$1,000,000.  Capital  increased  December  31, 1913,  by  subscriptions 
to  $902,650.  and  m  1914  to  $962,325. 

DIRBCrORS:  R.  J.  Bowes,  P.  M.  Campbell.  E.  G.  Dunn. 
John  G.  Ewing,  John  O'Lsaiv,  Philip  Frits.  Charles  J.  Higgins, 
Frands  J.O'Connor,  Patrick  Noud,  John  Farrell,  Thos.  A.  Lawler. 

FIELD  MEN  AND  TERRITORY  COVERED:  Edward. 
Bliven,  managing  underwriter:  C.  R.  Barber  and  R^  L.  Hewlett, 
special  agoits  for  Southern  Mich.,  0.  and  Ind..  H.  H.  Rimin^ton, 
spedal  agent  for  Pa.,  N.  J.,  Ma«.,  R.  I.,  and  N.  Y.;  W.  E.  Gunn, 
apedal  agent  for  m.,  la.,  Minn.,  Wis.  and  Northern  Mich,  R.  N. 
Cooper,  special  agent  for  La.  and  Tex.  The  company  is  licensed 
in  Cal.,  IntL  DI.,  la.  JLa.,  Mass.,  Mich.,  Minn.,  N.  J.,  N.  Y..  0.. 
Pa.,  R.  I..  Tex.  and  Wis. 


COMMERCE  INSURANCE  COMPANY,  Albany,  N.  Y. 

^>«<idat.  E.  D.  Jcnisoa:  Vie»-Plresklent,  Fhmk  Van  Benthuysen;  Secretary.  A.  J.  Hinman;  Asnstant  Secretary,  A.  Van  Allen. 

Orsanued.  1859. 


I7«.1I2 
748,642 

'Kim 

714.90$ 


Uneamed 
Pnminms 


$259,683 
243,583 
238,745 
326,303 
227,975 


Net 

Surplus 


$253,590 
271.799 
260J286 
263.035 
255.401 


Net 

iftemiums 


$261,940 
249375 
256.837 
246,284 
266.445 


Total 
Income 


$295,537 
285,688 
287,570 
281.146 
3a3.841 


Paid 


8189.498 
130.238 
155345 
146,132 
115,157 


Dividends 


$20,000 
20,000 
20.000 
20.000 
20.000 


Expenses 


$107,580 
106,011 
106379 
102,029 
105.781 


Total  Ex- 
penditures 


$317,078 
256,249 
282,424 
276.257 
253.772 


Losses 
Incurred 


$196,274 
121,442 
149.729 
147,834 
121,930 


>«e».Dtc.3l.  1914. 


*«*»adrtoeto 

■5^^bftlaBca 
****<  tad  rati 


$125,000 
28,200 

524310 

24,081 

43.127 

4394 


LuBiUTm.  Die.  31, 1914. 

Losses  unpaid $27,989 

Unearned  prems....       259,683 
Other  liabifitia 7,850 


Total  UabiliUes. . .     $295,522 

Capita]  paid  up 200,000 

Netsurplus 253390 


1749,112       Total $749,112 

B.  $64,670;  iavegtment  profit,  $66,461. 


RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$60,378,125;  premiums  thereon,  1500.915. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  reoeived 
$9,096,874;  losses  paid,  $5,388,010;  dividends  declared,  cash, 
$1,176,000. 

REAL  ESTATE  OWNED:  Consists  of  the  buildings  and  lots 
at  53.  55  and  57  State  it.,  Albany,  a  portion  of  which  is  used  by 
the  company  as  its  head  offioe.  63  ana  55  is  a  5-story  white  stone 
front  bnck  buikiing  in  front  and  4-story  brick  in  rear;  57  u  a 
4-story  brown  stone  front  brick  building,  with  brick  addittoM. 
The  whole  is  carried  at  $125,000,  its  cost  having  been  $90,000. 
It  was  appraised  at  $144,000  by  the  N.  Y.  Ins.  Dept.  in  June,  1914. 
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COMMERCE  INSURANCE  COMPANY,  Albany,  N.  Y .—Continued, 


MORTGAGE  LOANS:    There  are  12  lottiis,  all  of  wfaieh  (i  _ 

Eating  128,200)  are  upon  Albany  propertiee,  and  eeem  well  secured 
y  properties  valued  at  179,000.    There  was  no  interest  overdue 
on  December  31.  last. 

BONDS  AND  STOCKS  OWNED: 
Bonds. 

N.  Y.  St.  Can.,  I960, 4% 

Albany,  N.  Y.,  Co.,  var.,  3K% 

Albany.  N.  Y.,  hy.  imp.,  var.,  4% 

Albany,  N.  Y.  pub.  imp.,  1916-24,  Z\%. 
Albany,  N.  Y..  at.  imp..  1915-29, 4%. . . 
Albany,  N.  Y.,  imp.  wat.  sup.,  1927. 4%. 

N.  Y.  C.,  g.  reg.,  1918-50,  3J% 

N.  Y.  Cy.  g.  reg..  1955-66. 4% 

N.  Y.  Cy.  g.  reg.,1963,  4*%. 

Bklyn.  R.  T.,  g.,  1918.  6% 

Cent.  Pkc.  Ry.,  c.,  1964, 4% 

C.  M.  k  St.  P.,  cv.,  1932,  4i% 

N.  Y.  0.  k  W.  R.R..  1965.  4% 

N.Y.SUtcRy.,  1962.4J%. 


Sch'tady  Ry.,  1  m.  c.  1941,  4*% 

"       ._       .      )4, 44%. 

United  To.  c,  g.  d.,  1919.  4i% 


United  To.  c.,  g.  m..  2004, 


Watervliet  Turnpike  R.R..1  m..  1919,6% 

Beth.  Steel,  1  r.  m.,  1942,  5% 

Kinsi  Co.  £1.  L.A  P.,  c,  1925,  6% 

SrocKB. 

Chi.,  Mil.  A  St.  P.  R.R 

Del.AHud.R.R 

Gt.No.,p 

Pa.R.R 

So.  Pac.,  eom 

First  Nat.  Bk.,  Albany 


Par 

Market 

Vahie. 

Vahie. 

150,000 

$51,000 

8,000 

.     7,680 

6,000 

6,000 

5,000 

4,860 

16,000 

14,860 

10,000 

9,900 

49,250 

46,250 

20,000 

19.800 

10.000 

10,800 

10,000 

10,000 

10.000 

8,700 

6.000 

6.100 

9.000 

7,110 

15.000 

13,860 

16,000 

16,380 

10,000 

9,300 

16,000 

14.400 

10,000 

10.400 

10,000 

8.700 

4.000 

4,660 

10.000 

9,900 

20.000 

29.600 

10.000 

12,400 

22.600 

24,976 

10,000 

9.600 

10,000 

16,800 

Bonds  and  Stocks  Ownvd. — Cont. 
BoNDB.— Con/. 

Nat.  Bk.,  Cohoes 

Nat.  Bk.  Com'l.  Bk.,  Albany 

Aner.  Tob.,  p 

On.  Adj.  Bur.,  N.  Y 

On.  El 

Kings  Co.  £1.  Lt.  k  Pow 

Mun.  Gas,  Albany,  N.Y 

Underwriters  Salvage,  N.  Y 

Undera.  Salvage,  Chicago 

W.  Adj.  k  Insp.,  Chicago,  lU 

W.  Union  Tg 


Par 

Market 

Value. 

Value. 

15,000 

110,550 

5,000 

16,250 

10,000 

10,700 

400 

400 

10,000 

15.000 

22,500 

27,675 

10.000 

29.000 

500 

750 

500 

500 

100 

200 

30,000 

Totals  (book  value.  1536,928) $478,750    •$524,480 


*  Securities  as  per  company's  valuations;  the  item  in  asMla 
is  baaed  on  insurance  department  valuations. 

MISCELLANEOUS:  After  Chicago  oonflagiation  capital  ns 
reduced  from  1400,000  to  $100,000  and  shares  from  $100  to  $25; 
then  an  adcUtional  $100,000  was  paid  m  in  cash  to  bring  eainta} 
to  $200,000.  The  company  lost  $400,000  in  the  Chicaf»  con- 
flagration of  1871;  $26,000  at  Lynn,  in  1889;  $70,000  it  BoetoD, 
in  1872,  and  $34,000  at  Satem  m  1914. 

DIRECTORS:  Matthew  J.  WaUace,  Simon  W.  Roeendsle. 
James  Milwain,  WUham  Piatt  Adama,  E.  Darwin  Jenison.  Frank 
Tan  Benthuyaen.  William  J.  Nellis,  Moms  L.  Ryder.  John  J. 
GaUogly.  James  B.  MeEwan,  Chaa.  Gibson,  Robert  M.  Chahnen, 
Henry  H.  Eohn,  John  A.  Backer,  Addison  J.  Hinman. 

FIELD  MEN  AND  TERRITORY  COVERED:  R.  P. 
Ookenga,  general  agent  for  lU.;  A.  G.  Rose,  State  agent  Im  Wis. 
The  company  operates  in  Conn..  IIL,  Ind.,  Ky.,  Me..  Md.,  Man.. 
Mich.,  Minn.,  Mo.,  N.  J.,  N.  Y.,  0.,  Pa.,  R.  I.  and  Wis. 


COMMERCIAL  UNION  FIRE  INSURANCE  COMPANY,  New  York,  N.  Y. 

Preadent,  A.  H.  Wray;  Vico>Pt'esident  and  Secretary,  .Chas.  J.  Hohnan:  Vice-Presdent,  C.  E.  Porter.    Organized,  1890. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Losses 

YlAR 

Assets 

Premiums 

Surplus 

Premiums 

Income 

Paid 

Dividends 

Expenses 

penditures 

Incurred 

1914 

$1,205,036 

$648,417 

'    $404,820 

$693,100 

$634,193 

$292,580 

$20,000 

$221,534 

$534,114! 

$286,002 

1913 

1,089,437 

436.697 

393.092 

453,687 

469.151 

217.587 

20,000 

144.785 

382,343 

224,241 

1912 

1,028,090 

391,211 

360,671 

424,787 

456,396 

177,848 

20,000 

137,387 

335.235 

179.949 

1911 

924,559 

342,366 

310,059 

365,727 

396,578 

191.629 

20,000 

115,178 

326,807 

181.768 

1910 

858.806 

316,876 

251.554 

351.200 

378,098 

160,886 

20.000 

116.358 

296.244 

158,879 

A»n«,  Dkc.  31, 1914. 

Bonds  and  stooks . . .  $940,891 

Cash 110,677 

Agents' balances....  143,034 

Interest 10,634 


LuBiuTUs,  Dbc.  31, 1914. 

LoBsesunpaid $37,794 

Unearned  nrems....  648,417 

Other  liabmties 14.605 

Total  liabiUties...  $600,716 

Capita]  paid  up. . . .  200.000 

Netsurplus 404,320 


Total 


$1,205,036        Total $1,205,036 


Underwriting  loss,  $30,044;  investment  profit,  $61,271. 

RISKS  AND  PREMIUMS:     Fire  risks  in  force,  Dwiember  31, 
$103,415,076;   premiums  thereon,   $1,014,624. 

BUSINESS  SINCE  ORGANIZATION:     Premiums  received, 
$4,923,768;  losses  paid,  $2,421,299;  dividends   deebied,  cash. 


BONDS  AND  STOCKS  OWNED: 

BONOB. 

N.  Y.  SUte  hwy.  imp.,  reg..  1962. 4% . . . 
N.  Y.  Stote.  hwy.  imp.,  reg.,  1956. 3% . . . 
N.  Y.  State,  can.  imp.,  reg.,  1958, 3% .. . 
New  York  City,  reg.,  1916^,  Z\% .... 

N.  Y.  City,  reg.,  1956, 4% 

N.  Y.  City,  reg.,  1962, 4i%. 


ty,i 

Norfolk,  Va.,  i^,  1940, 4*% 

Atoh..  T.  ft  8.  FT  R.  Kjjpx.  m..  1995, 4% 

B.  k  0.  R.  R.,  1  m.,  S.  W.  div..  1925, 3i% 

C,  L.  a  ft  E.  Ry..  gr.  1  m.,  1969, 4^%. . 
Inter.  R.  T.  Co.,  1  ft  r.  m..  1966, 5%. . . . 
Minn.,  St.  P.  ft  S.  Ste.  M.  Ry.,  en.  gr., 

1938,4% 

Mo.  Pte.  Ry.,  1  col.  m.,  1920, 6% 

N.  Y.  Connecting  R.  R.,  1  m.,  gr.,  1963, 

44% 

St  L.  Swn.  Ry.,  1  m.,  1989, 4% 


Par 
Value. 

$50,000 

20.000 

5,000 

213,000 

185.000 

25,000 

25.000 

10,000 

40,000 

20.000 

25.000 

20,000 
20,000 

76,000 
40,000 


Market 
Vahie. 

$61,000 

19,800 

4,950 

189,500 

183,160 

26,750 

24,000 

8,800 

36,400 

19,000 

24,760 

19,000 
18,200 

72,760 
33,600 


BoNne  AND  Stocks  Ownxd.— CoiU. 
Bonds.— Coa/. 

S.  F..  Pree.  ft  Phoe.  Ry.,  1  m..  1942, 5% 

So.  Ry.,  1  so.  m.,  1994,  5% 

So.  Ry.,  div.,  script,  1919,  4% 

Un.  Pae,  R.  R.,  cv.,  1927, 4% 

Mich.  No.  Pow.,  1  m.,  a.,  1941.  5%. 


W.Un.Tg.Co..F.4 


's.t 


Stockb. 

All.W.Ry 

Chi,MiLftSt.P.Ry..p... 
Manhattan  Ry.,  N.  Y..  gr. 
8eoondAve.Ry.,N.Y.... 
So.  Ry.,  p 


m.,1950,4»% 


Par 
Value. 

$26,000 

48,000 

200 

20,000 

5,000 

26.000 


26,000 
15,000 
20,000 
12,700 
10.000 


Market 

Value. 

$26,750 

50.40Q 

164 

18,200 

4.55<] 

23,00C 


32,7» 

20.10 

26,60 

121 

e,80 


Totals  (book  value,  $063396) . 


$978,900      *«940,0g 


'Securities  as  per  company's  valuations;  item  in  aaaeta  pet  S.^ 
Ins.  Dept.  valuationn. 

MISCELLANEOUS:  A  controlling  interest  in  this  eompail 
is  held  in  London  by  the  Commercial  Union  of  London.  T1 
company  paid  $25,898  on  account  of  the  Baltimore  oonflaieratii 
in  1904;  $4,916  at  Rochester  in  1901;  at  San  FranciBoo,  19C 
$115,186  net. 

DIRECTORS:  A.  H.  Wray,  C.  J.  Holman,  Wm.  M.  BaUai 
John  Claflin,  H.  C.  Eddy,  R.  A.  Boit,  Fred'k  B.  Campbell,  R. 
Croes.  Chas.  Russell,  Walter  P.  Bliss,  T.  H.  Banks.  C.  E.  Port 
J.  T.  Hilliard. 

FIELD  MEN  AND  TERRITORY  COVERED:  H.  C.  Edi 
Chicago,  lU.,  manager  Western  department;  E.  T.  Niebling:,  ^ 
FVancisoo,  general  agent  for  Padfio  coast;  J.  F.  Edmonds,  fcmt 
agent  Northwestern  department.  Denver,  Colo.  The  oompi 
operates  in  Alas.,  Ark.,  Cal.,  Colo.,  Conn..  D.  C,  IIL.  Ind., 
Kan.,  Ky^  La.,  Me.,  Md.,  Mass.,  Mich.,  Minn.,  Mo.,  Mo 
Neb.,  N.  H.,  N.  J.,  N.  Y.,  N.  O,  N.  D.,  0-,  Ore.,  Pa.,  R.  I..  T« 
Tex.,  Utah,  Wash.,  W.  Va.,  Wis.,  Haw.  and  " 
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COMMONWEALTH  INSURANCE  COMPANY  OF  NEW  YORK, 

New  York,  N.  Y. 

hmdoA,  E.  6.  Biokirdi:  Vue-PMideDti,  J.  F.  HMt>i«i»  W.  P.  Younc,  C.  R.  Pvkim.  W.  S.  Bcrdaa;  SeereUry.  Robert  Newboult; 

AMiflUDt  Secretary,  L.  H.  Eckhardt    Organiied.  1886. 


1 

UiMBraed 

Net 

Net 

Total 

Loves 

Total  Ex- 

Loons 

Tm 

ilaeto 

IrmiiiiiiB 

SarpfaM 

PtuminiM 

IneoDM 

Pud 

DiyidaDdi 

Eipen— 

peoditurai 

loeuRod 

1»4 

l2.75Mn 

1807,445 

$1,317,362 

1800,788 

$1,013,166 

1 

$513,886 

$50,000 

$331,406 

$805,294 

$530,246 

im 

2,m^ 

840,854 

1,184,780 

873.449 

981.908 

453.531 

50.000 

338  J04 

841.835 

444.981 

im 

2JS»M1 

803,946 

1,170,662 

858.922 

982.263 

521.946 

50.000 

343.669 

915,615 

^^-^i! 

1111 

2jx!:m 

988,412 

1,009,385 

1,204,642 

1.817.767 

486.371 

60.000 

448.187 

984.558 

558.134 

1910 

WIMI 

601370 

1,110.071 

711,176 

810.934 

285.727 

50.000 

278.601 

614,32» 

292.286 

^AanB.Dic.81.1914. 

MortMelosBB $290,200 

Bonk lad stocks...  2.303,998 

Ctfi 06.460 

Afeati'fadsnees....  157.304 

Ivmd 20.296 

OtbsiBMlB 200 


Lunxurm.  Die.  31, 1914. 

Losses  unpaid $82,492 

UBearaedDnms....       807,445 
Otbor  liabilities....        34.200 


Totol $2,700,458 

Uacnaaqidsp.        15.959 


Total  liabilities...  $934,137 
Capital  paid  up ... .  500,000 
NetsmphM 1.317.362 


Total 


$2,751,499       Total $2,751,499 


I'&demitiBi  profit.  $75,647;  inTestment  ftofit,  $123,121. 

RISKS  AXD  PREMIUMS:    Fire  risks  in  foree.  Deoembtf  31. 

fl!».95e,100;  jraDimiis  thereon.  $1,557,382. 

BUSDiESS  SINCE  ORGANIZATION:  Phnuams  reeeived. 
tlC,SH;338;  ksNs  paid.  $5,263,407;  diTidentk  dedand,  cash. 

(921X00. 

.MORTGAGE  LOANS:  There  are  18  loans,  aO  on  improved 
N'ev  York  Gij  property.  These  range  in  amoont  from  $7,500 
;o  127,000  each,  sod  all  appear  to  be  well  secured.  There  was 
I  Jt  11,100  of  interest  orenhie  on  Deoember  31,  last,  and  the  pro- 
t«rtieE  neoriog  $290,200  of  kans  are  estimated  worth  $469,500. 


B0ND8  AND  STOCKS  OWNED: 
BomM. 

;.  ?Gw..e..l918.3% 

i,  N  Gof..  Psn.  Can..  re«..  1961. 3%. . . 

V  J.Cy..»qu..re8..  1920,3i'~c 

N.J.Cy,sth..reg..l916.3}v-o 

^  L%  V^  "P-  ™«-  *•**•  3i%. . . 
li^h^'  «^  «•'  "*.  1833.  4i%. . 
h  4  0.  B.  t,80.  w.  div..  1  m..  w«.,  1925. 

'^^HyV^^w.fr'ii/llKcV 

Cot  FkL  By.  Co.,  1  r.  m.,  k-.  reg..  1949. 

r^  ^*jyi-*i^/ii^'ri."iw9. 4^; ; ; ; : 

CM.  A  St  p.  Ry..  er..  g..  rc|..  1932, 

r\\*  st/Rir:.  iVg.;  ri;  im\  a% 

tJ  r^^y-  ^  »•'  ™K-'  '^•87,  A%. . 
pi  t  HbI.  1  k  t.,  reg..  1943,  4'-;. . . . 
L  A  *  ^  So.  Ry.,  i,  reg..  1931. 4% . . . . 
}- >.  I- R.. PL  ea. m.. reg.,  3003. 4% . . . . 

^aJitttM fiy,es.m..reg..  1990.4%. . . 
JU  ^  4  W  Ry  gr..  teg.,  1947.  4% 
M^haa.  k  Tei.  Ry..  1  m.,  reg.  c. 

VC.  4 IL  a.  R.  R.,  L.  &,  ooL.  g.,  reg., 


t,  1M|,U<^ 

^■I».f^  ^  ^  R.'.V.  A  hnpi.  ^ei.; 
Mii  *4"  c   

^  ^.N  H.AH.R.R.R.Co.,cT.d..b8., 

i-^-J^^t  ^7r 

^  »  r^  1 A  gB.  BL.  g.,  B.  f..  reg..  1939. 


,Li«,.  d.  ar.,  reg.  c,  1954, 5% 


Value. 

$2,000 
35.000 
40.000 
30.000 
170.000 
50,000 

50,000 
50.000 

25.000 
25,090 

50.000 
50,000 
50,000 
50,000 
25.000 
20.000 
50.000 
50.000 
50,000 

36.000 

30,000 

25.000 
10.000 

25.000 

50.COO 
25.000 


V  Y  *  ir.  Ug..  gn.  W.,  gr.,  reg.,  c,  2004. 
S  *  W  R,:;i  la:  A'iL' W.V^,"  1944*. 

T  r        

^J  Ry. PL ly.'hL  am!  gt!,"ri..' 2047,' 

\l^/'  <Jt  c:  b:  a  '  Q.;  '^:  ,ii:. 

a  *^.  *"> 

'^oa.. ;».  frt  eq.  k.  g.,  etf.,  reg.,  1917. 

l*^h'tf-^'^9ihi%''-'.'^l''^'."'  30.000 

•;J^  J  R^  CT..  reg.,  1915, 31% 10,000 

^*S.Y.,CAR.R.  «.SL,reg., 

JS!*^: .*..T.  10,000 

«*fc>iCo..  J.C.CoLTr.,T«g.,  1951,4%  29,000 


Market 
Value. 

$2,020 
35,350 
38300 
29.700 
149.600 
46.000 

45.500 
63.000 

23.500 
23.750 

51,000 
46.000 
47.500 
49.000 
25,000 
18.000 
49,500 
46,500 
46.000 

21.750 

23.400 

23.750 
8,400 

26.500 

49.000 
25.000 


25,000 

20.500 

50.000 

45.500 

50.000 

33.500 

50,000 

48.500 

25.000 

24.750 

28.500 

10.000 

10.900 
27.550 


Bonds  .\kd  Stocu  Owmxd.— Coni. 
BoNM.— C<mt 

R.,  Wat.  A  Og.  R.  R..  1  OS.  m..  reg.,  1922. 

So.  nic-i  CT.  g.,reg..  1929.4%. .'. 
St  P..  Minn.  A  Man.  Ry..  reg..l933. 4i% 
Un.  Pac  R.  R..  1  A  r.  m.,  reg..  2008. 4% 
Un.  Fmc.  R.  R.  Co..  ev.,  reg..  1927. 4%. . 

Vandalia  Ry..  cs.  m.,  reg..  1957.  A\'o 

Wash.  Tm..  1  m..  reg..  1945.  Zk7o 

Srocia. 
Atch..T.A8.F.Ry.,p. 


*  •  ■  ■ 


AUegheixMt  Western  Ry.,  gr. 

.  A  Ohio  R.  R..  p 

Chic..  Mil.  A  St.  P.  Ry..  p. . . 


Bah. 


ChL  A  Nwn.  Ry..  com 

ChL  A  Nwn.  Ry.,  p 

Chi.,  St  P..  Minn.  A  Omaha  Ry..  p 
Cleve..  Cin..  Chi.  A  St.  L.  Ry..  p. . . 


Great  No.  Ry..  p 
R.  R 

L.  A  Chi.  R.  K.,  p. . . 
M.,  St'P.  A  8.  S.  M.  Ry.,  Isd.  Ins..  Wis, 


Ill.Cen. 

Kan.  Cy..  St.  L.  A  Chi.  R.  R.. 


Cent.p 

Mo..  Kan.  A  Tex.  Ry..  p 

N.  Y.  C.  A  H.  R.  R.  R , 

N.  Y..  N.  H.  A  H.  R.  R 

Readins,  1  p. 

Union  Pac.  R.  R..  p. 


xManhattan  Bk..  N.  Y 

.\mer.  TL  A  Cable  Co.,  N.  Y,,  gr . . 

Consolidated  Gaa  Co..  N.Y 

The  PuUman  Co..  Chicago.  Ill ... . 


Par 

Market 

Value. 

Value 

25,000 

24.500 

60.00} 

51.600 

25.000 

26.000 

25,000 

23.750 

25.000 

22,750 

35.000 

23.250 

20.000 

16.800 

80.000 

82,400 

20.000 

26.200 

50.000 

40.500 

50.000 

67.000 

50.000 

66,500 

30.000 

53,100 

10.000 

14.000 

10.000 

5.000 

20.000 

24,800 

20.000 

22.400 

15,000 

15.300 

50,000 

40,500 

20,0OJ 

5.200 

40,000 

36,000 

30.000 

16.500 

SO.OiW 

68.400 

lOO.OJJ 

83.000 

850 

2.728 

20.000 

11.000 

50.000 

64.500 

12,0W 

18.600 

Totab  (book  value.  $2.326.063) $2,303,850    $2,203,999 


MISCELLANEOUS:  Early  in  1907  interests  identified  with  tha 
North  British  A  Mercantile  <rf  London  purchased  the  eontrol  of 
this  company.  Capital  increased  m  1887  from  $300,000  to  $500,- 
000.  Conflagration  losses:  Baltunore,  1904,  $45,000;  San  Fran- 
cisoo.  1906.  $13,160.  Value  of  special  deposits:  Va.,  $25,250; 
Oa..  $10,000. 

DIRECTORS:  M.  M.  Belding,  B.  Aymar  Sands,  George  H. 
Maey,  Chas.  F.  Hoffman,  Bradish  Johnson,  G.  Palen  Snow,  Ben- 
jamin Mordecai,  E.  Q.  Ricbaids,  J.  F.  Hastings,  .\Uan  Robinson. 
Wm.  C.  Demorest.  Stuart  Dunean.  £.  C.  Bell.  Lawrence  B.  Elli- 
man,  W.  P.  Young. 

FIELD  MEN  AND  TERRITORY  COVERED:  Departments: 
Metropolitan,  W.  P.  Youne,  Vice-President;  Middle,  C.  R.  Perkins, 
Vice-F^esident;  R.  P.  Barbour,  general  agent;  Pacific,  W.  S.  Ber- 
dan,  Vioe-Pres.;  J.  S.  Hereford,  general  agent;  New  England  and 
Southern  ,  W.  S.  Alley,  general  agent;  Central:  E.  T.  Cairns,  gen- 
eral agent;  Western,  Ohas.  E.  Case,  general  agent;  improved  risks, 
O.  P.  Davis,  general  agent;  special  agents:  L.  W.  Cottrell,  Boston, 
Mass.;  for  New  England  States;  Percy  Ling,  Albany.  N.  Y..  for 
eastern  N.  Y.;  L.  B.  Temple,  New  York  City,  for  Hutison  River  and 
North  Suburban;  B.  L.  Linkfield,  Bayside,  N.  Y.,  for  South  Subur- 
ban; D.  H.  CoUinson.  Newark.  N.  J.,  for  central  N.  J.;  C.  H.  Eb- 
bctts,  Bloomfield,  N.  J.,  for  northern  N.  J.;  E.  E.  Ikier.  Camden, 
N.  J.,  for  southern  N.  J. ;  Nevin  N.  H.  Huested,  Pittsburg.  Pa.,  for 
Pa.:  J.  H.  Bonney,  Pittsburg.  Pa.,  for  Yi.  Va.,  except  Counties  of 
Morgan,  Berkley  and  Jefferson;  R.  M.  August,  Baltimore.  Md.,  for 
Md.,  Del.  and  (Jounties  of  Morgan,  Berkley  and  Jefferson,  W.  Va.; 
G.  a.  Spegener,  Richmond,  Va.,  for  Va.  and  N.  C;  C.  B.  Rogers, 
NariiviJle,  Tenn.,  for  Ky.  and  Tenn.;  F.  A.  Gantert,  Indianapolis, 
Ind.,  for  Ind;  P.  J.  Moriarty,  Detroit,  Mioh^  for  0.  and  Mich.; 
F.  G.  Cargill,  Chicago.  111.,  for  111.;  James  £.  Bright.  Des  Moines, 
la.,  for  la.  and  Neb^  Fred  H.  Sabin,  Minneapolis,  Minn.,  for  Wis. 
ana  Minn.;  A.  R.  Thommasson  and  H.  F.  Whitner,  AUanta,  Ga.. 
for  Ga.  hnd  Ala.;  0.  Unmack,  Spokane,  Wash.,  for  Ore.,  Wadi., 
Ida.  and  Mont.;  Wirt  Leake  and  H.  J.  Thomsen,  Dallas.  Tex.  for 
Tex.  The  oompaoy  operates  in  all  the  states  except  Alas.,  Aria., 
Ark.,  Fla.,  Haw.TKan..  Miss.,  Nev.,  N.  M.,  N.  D..  OkhL,  P.  L 
P.  R.,  8.  C.,  S.  D.,  Utah  and  Wyo.  .^ 
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REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


COMMONWEALTH    FIRE    INSURANCE    COMPANY,    Highland   Park, 

Dallas,  Tex. 

Preaident,  I.  Jftioniek;  Secretary,  J.  B.  Adoue.    Organized,  1903. 


Unearned 

Net 

Net 

Total 

Losees 

Total  Ex- 

LOBBO 

YmuL 

Aaaets 

Prcmiiims 

Surplua 

Premiums 

Income 

Paid 

Dividends 

ExpeoMB 

penditures 

Incoiied 

19141 

1660,801 

1211,613 

1145.116 

$270,196 

S313.617 

$123,407 

$25,000 

$106360 

$254,667 

$13i^l 

19132 

604,454 

194,427 

120.145 

246,266 

285,457 

126305 

25,000 

97,072 

248377 

128^15 

1912/ 

569,400 

185,935 

101328 

242,265 

281340 

150,067 

25,000 

90,478 

265345 

149.628 

1911/ 

552.920 

174,354 

92.722 

236.561 

$278,864 

143,106 

23.000 

89,512,        255,618 
913771        259,751 

133,976 

19102 

507,808 

170,687 

73,720 

233,420 

266,897 

145,374 

23.000 

149.801 

I  Statement  according  to  Texas  standard.    $  Includes  SIO.OOO  premium  on  new  stock. 


Assets,  Dkc.  31, 1914. 

Real  esUte $12,000 

Mortgage  loans 628,249 

Loan  on  23  bales  cot.  700 

Cash 51,869 

Agents'  balances. . . .  53,474 

Interest  and  rents.. .  14,311 

Other  assets 198 


LiABiUTiBs,  Dec.  31, 1914. 

Losses  unpaid $34,887 

Unearned  prems....  211.613 

Contingent  res 10,000 

Other  lutbilities 9.185 


Total  liabiUties. 
Capital  paid  up. . . 
Net  surplus 


Total  assets $660,801       Total . 


$265,685 
250.000 
145.116 

$660,801 


Underwriting  profit,  $18,912;  investment  profit,  $38,240. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$22,789,223;  premiums  thereon,  $397,724. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$2,156,224;  loeses  paid,  $1,079388;  dividends  declared,  cash, 
$198,809;  stock,  $14,000. 

REAL  ESTATE  OWNED:  Consists  of  1-etorv  brick  ofiice 
building  and  1-stoiy  frame  cottage  at  OiUon  and  Abbott  sts.. 
Highland  Park,  DaUas,  in  which  tiiis  company  owns  a  one-half 
interest;  book  value  of  one-half  interest,  $12,000. 


MORTGAGE  LOANS:  There  are  705  mortgage  loans,  sore- 
gating  $528,249,  on  improved  city  and  farm  propertv.  vslaed  at 
$2,189,173.  The  companv  holds  policies  covering  the  buildinss 
amounting  to  $24,875.  The  largest  loans  are  one  of  $7,700  aad 
one  of  $5,800,  but  a  large  majority  of  them  are  under  tl.OOO 
each.    On  Decsember  31,  last,  there  was  no  interest  past  due. 

MISCELLANEOUS:  Cash  capital  increased  $94,933  in  1906 
by  payment  of  capital  stock  notes,  in  1907  to  $230,000  and  in 
IQU  to  $230,000.  fully  paid.  A  premium  of  $10,000  was  resHxed 
on  the  sale  of  stock  in  1911  which  was  added  to  surplus. 

DIRECTORS:    Alex.  Sanger,  C.  C.  Slaughter,  J.  B.  Adode. 
F.  A.  Piper,  J.  S.  Heard,  W.  0.  Connor,  H.  S.  Keating.  J.  C. 
Duke.  J.  W.  Allison.  L  Jalonick,  Geo.  W.  Jaloniok.  H.  F.  Speer, 
E.  L.  Flippen. 

FIELD  MEN  AND  TERRITORY  COVERED:  T.Edwards. 
San  Francisco,  Cal.,  manager  for  Cal.,  Wash.,  Utah  and  B.  C: 
E.  S.  Kean,  Jr..  Waco.  Tex..  Henry  George,  Dallas,  Tex.,  V.  Davis. 
Brownwood.  Tex..  W.  H.  Quirk,  San  Antonio,  Tex..  H.  F.  HLoes, 
Corsicana,  Tex.,  and  A.T.  Robertson.  Victoria,  Tex.,  roecial  agents 
for  Texas.  The  company  operates  in  Ark.,  Cal.,  N.  V.,  Tex.  aad 
Utah. 


CONCORDIA  FIRE  INSURANCE  COMPANY  OF  MILWAUKEE. 

Milwaukee,  Wis. 

President.  Gustav  WoUaeger,  Jr.;  Secretary,  Frank  Damkoehler.     Supt  of  Agencies,  Jas.  M.  Moran.    Organised,  1870. 


Unearned 

Net 

Net 

Total 

Losses 

I  Total  Ex- 

Losses 

Year 

Assets 

Premiums 

Surplus 

Premiums 

Income 

Paid 

Dividends 

Expenses  ,  penditures 

Ineurrel 

1914 

$2,415,965 

$1,168,985 

$387,324 

$1,149,905 

$1,245,765 

$641,364 

$60,000 

$505,298    $1,206,662 

$665,031 

1913 

2,347,514 

1,121,510 

411334 

1.120,916 

1,219.556 

677,312 

60.000 

475.133^      1,212.446 

671,758 

1912 

2,401,532 

1.103,598 

490,508 

1,139,255 

vl,514,638 

601,597 

62395 

489.762      1.154,252 

6l9.e«7 

1911 

1,735,762 

1,025,828 

239.104 

1,088,135 

1,149,579 

661.009 

30.000 

455.785      1,046.794 

533.587 

1910 

1.644.639 

940.741 

221,645 

991.017 

1,052,112 

495.267 

24.000 

427,375!        946.642 

481.543 

*  Includes  $300,000  premium  on  new  stock. 


AfiSBTS,  Dbc.  31, 1914. 

Kfortgage  loans $936,250 

Bonds  and  stocks . . .  1,014,421 

Cash 129,952 

Agents'  balances ....  310,486 

Interest 24,856 


Lluiiutus,  Dkc. 

Losses  unpaid 

Unearned  prems 

Other  liabilities 

Total  liabilities 

Cajntal  paid  up 

Net  surplus 


Total  asseto $2,415,965       Total. 


31. 1914. 

$122,315 

1.168.985 

137.341 

$1,428,641 
600.000 
387.324 

$2,415,965 


Underwriting  loss.  $72,913;  investment  profit,  $99,780. 

RISES  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$222,164,995;  premiums  thereon,  $2,252,078. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$19,599,633;  loeses  paid,  $10,546317;  dividends  declared,  cash. 
$680,562. 

MORTGAGE  LOANS:  There  are  176  mortgage  loans,  aggre- 
gating $936,250,  the  securities  being  vahied  at  $2,515,300.  T'he 
mortgajTOS  are  mostly  for  small  amounts^  only  16  bong  over  $10,- 
000.  The  company  holds  policies  covermg  the  property  amount- 
ing to  $1,119,050.   No  interest  was  past  due  on  December  31,  last. 


BONDS  AND  STOCKS  OWNED: 

BOMDB. 

Appleton,  Wis.,  wat.  wks.,  1925,  4i%. . 
Appleton.  Wis.,  wat.  wks..  1926. 4)%. 
Brown  and  Pike.  Cos..  HI.,  1915-22,  6,0 
Cascade  Co..  Mont.,  scb.  dist.,  1932.  5% 
Davidson  Co.,  Tenn.,  bg.,  1937.  4\%. . . 


i" 


Par 
Value. 

$10,000 
10,000 
15,000 
25,000 
10.000 


Market 
Value, 

$10,100 
10,100 
15,000 
25,750 
10,000 


Bonds  and  Stocks  Owned. — Coid. 
Bonds.— Con<. 

Des  Moines,  laMflch.  dist.  f.,  1932,  4|% 

Fond  du  Lac,  Wis.,  r..  1917.  4^% 

Fond  du  Lac,  Wis.,  ar.,  1921. 3i% 

Houston,  muni,  inm.,  1920,  4f  % 

Juneau  Co..  Wis.,  drain,  dist..  1916,  5% 
Juneau  Co.,  Wis.,  drain,  dist.,  1917.  5% 
Kewanee,  lU.,  wat.  dept..  1915-23,  5%. 
Menomonee.  Wis.,  it.  sc..  1915-21,  5' 0  ■ 
Milwaukee,  City  of.  st.  imp..  1919. 3%  • 
Milwaukee  Co.,  sc.  of  agri.,  1920^  1. 4)  % 
Ode.  Co.  of.  lU.,  sc.  dist.,  1920-6.  4|%. 

OUa.  Cy..  sc.  bldg.,  1929,  \\% 

Pasadena,  Cal.,  wat.  wks.,  1929.  4i%. . 
Peoria  Co.,  111.,  k  La  Mush  drain,  and 

levee  dist.,  1917-18,  6% 

Portland,  Ore.,  imp..  1922,  6% 

Portland,  Ore.,  dry  dock,  1934,  4% 

Seattle,  Wash.,  muni.  It.  ext.  f..  1930, 4Kc 

Sioux  Falls.  S.  D.,  v.,  1932.  b% 

Spokane,  Cy.  of.  Wash.,  sc.,  1931,  A\% 
Starke  Co..  Ind.,  reclam.,  1914-16.  6% 

Tomah,  Wis.,  sr..  1917-26.  5% 

Wausau.  WIb..  pub.  imp..  1925.  4% 

Wausau.  Wis.,  r..  1924-25.  4% 

Wausau,  Wis.,  pub.  imp.,  ext.  wat.  wks.. 

1923-28,4% 

Wausau.  Wis.,  pub.  imp.,  fire  protection. 


1921-28,  4/0 


IP' 


Wau.  k  Green.,  Wis.,  jt.  sc.,  1915,  5%. . 


Par 

Market 

Value. 

Value. 

25.000 

25.5O0 

30,000 

30.000 

12,000 

11,280 

25,000 

25.000 

6,448 

6.3!%4 

3.000 

2,970 

13.000 

13,180 

7,000 

7,052 

1,000 

990 

25.000 

26.009 

10.000 

IO.OO1I 

25.000 

24.50*1 

25,000 

25,0)0 

5,000 

5.06C 

10,000 

10,00^ 

50.000 

46,on( 

20.000 

20.00i 

25,000 

25.7a 

21,000 

21,0(y 

6,074 

6.07 

10,000 

10.29 

3.000 

2.8S 

7,000 

6,72 

15,000 

14,37 

20.000 

19,23 

1,000 

l.(K 
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CONCORDIA  FIRB  INSURANCE  COMPANY  OF  MILWAUKEE,  MUwaukee^Wis.— Con/. 

to  135.730;  m  1880  from  tha  latter  tniouiit  to  Ii3,670;  in  1881  to 
159.550;  in  1883  to  $300,000,  in  1006  to  $300,000.  and  in  1012  to 
$600,000;  Borphu  wa«  abo  inflraaaed  in  1006  by  $50,000.  Confla- 
grationloa:  San  Frandaoo.  1906,  $105,287,  net.  Deposit  in  Ga.. 
$10,300. 

DIRECTORS:  Jufios  Andrae.  Wm.  A.  Starke.  Geo.  F.  Brum- 
der.  Fred  T.  OoU.  H.  A.  Loedke,  Fnd  C.  Ftitalaff.  Frani  WoUaeger. 
Qustav  WoUaecer.  Jr.,  Geo.  P.  Mayer.  Frank  Damkoehler.  John 
A.Stolper.FredVogel,Jr..A.R.Munkwiti.  WalterA^nn.  Wm. 
C.Bnimder. 


BosBfi  AJiD  9nca  Owms.— CeiU. 
BoHBe.— CeiU. 

Waa.  k  Qnea..  Wis.,  it.  sc.  1916-18, 5% 

RiBdBr,(k.wat.wka..  1037,5% 

A.  T.  ^  &  Fe.  By.,  tmoeatatt  iht  line 

WMinrtioD.  1  oLj.  bds.,  1958,  4%. . 

CbL,3aatSt.P.:&^sa.m.g.bds., 

•'i."l«9,4':t. 

ChL  4  Nva.  Bj.,  pi.  m.  g.,  1987.  4%. . 
Cli.B.I.AFfee.Rr..  1  m-r-g..  1934,4% 
ChL.  R.  I.  A  Pac  Ry.,  eq.  g.,  1916, 4^%. 
LS.kM.So.  Ry..  e.  g..  1931.  4%. . . . 
Met  81.  By.,  Earn.  Cy..  es.  m..  1913, 5% 
MJLEL  Bf.  A  U,  1  C8.  m.  g..  1926, 5% 
Mil  Lu  H.  4e  Tree.,  1  m.  g..  1939. 5% . . 
Mi.,  3d.  A  BfwH.  Sy..  1  m.  g.,  1947.  4% 
N.  Y.,  N.  H.  A  H.  By.,  d.  be..  1956.  4% 
(^  SL  Line  R.  R..  r.  2S-yr.  g.,  1929. 4% 
Sbmp*t  RjL,  1  m.  aerL  g.,  1933, 5%. . 
So.  ftc.  R.  R..  1  r.  m.  g.,  1955,  4%. . . . 
UnoB  F^  R.  R.,  1  h.  T.  m..  2008,  4% 
Ckiiipewa  ViL  Ry.,  Lt  A  Pow.,  1  m..  g.. 

J«24.5'> 

la  C!«de  Gm  Lt,  St.  L..  r.  ext.  1  ql  g.. 

Mil  Q^  ii,  1  m.'i  bda.',  'l927,'4%.' ." .' 
Peofim  GuLLkC.,  ChL.  r.  m.  g.,  1947, 

S'*; 

Ponkiid  Gae  A  C,  1  4t  r.  g.,  1040,  5% 

86.CaLEdLjjn.m.g.,  1939,5% 

Wk  Gm  A  ELTi  m.  g.,  1952,  5% 


Par 

Market 

Vahie. 

Value. 

$3,000 

$3,040 

10,000 

10,300 

10.000 

9,100 

60.000 

48.000 

85,000 

23.750 

25,000 

18.000 

10.000 

9300 

25,000 

23,500 

25.000 

23.750 

60.000 

51,500 

50.000 

50.000 

25,000 

23,000 

25.000 

18,500 

20.000 

18.400 

30.000 

30,000 

25.000 

23.000 

10.000 

9.500 

25.000 

24.250 

10.000 

10.100 

25.000 

22.750 

25.000 

25.250 

25.000 

24,250 

25,000 

23.500 

25,000 

24,000 

FIELD  MEN  AND  TERRITGRY  COVERED:  A.F.Hebgen. 
Milwaukee,  Wis.,  eieeutive  epeeial;  Heni7  E.  Miller.  Milwaukee, 
Wis.,  SUte  agent  for  Wis.,  Minn,  and  Upper  Mioh.;  Louia  W. 
Snider,  Detroit,  Mieh.,  State  agent  for  Lower  Mich.;  Fred.  B. 
Clarke,  Indianapolis,  Ind.,  State  agent  for  Ind.;  John  Dreihs. 
Chicago.  111..  State  agent  for  III:  F.  E.  Hoffnuui,  Jr.  Sedalia,  Mo.. 
State  agent  for  Mo.  and  Kan.;  Lookwood  Broe.,  New  York  City, 
general  araits.  Metropolitan  District;  J.  R.  Gardner,  general 
agent  for  Col.  and  Wyo..  0.  J.  Graham,  Dee  Moines,  State  agent 
for  la.  and  Neb.;  W.  L.  Nelson  ft  Co.,  Memohis,  Tenn.,  general 
agents  for  Ark.  and  Tenn.;  Allen  Mehle.  New  Orleans,  La.,  general 
agent  for  La.;  Bertheau,  Selbaoh  k  Bertheau,  San  Francisco,  Cal.. 
managers  for  Cal..  Utah,  Mont..  Ida..  Aria..  Alas.,  Wash..  Ore. 
and  Nov.;  Geo.  W.  Jabniek.  Dallas,  Tex.,  general  agent  for  Tex.; 


Tot«i»  rbook  fahw,  $1.014.421) $1.048.524    $1,014.421 

MZSCELLA3rE0US:    Capital  increased  in  1879  from  $27,790 


for  Mass.,  Conn,  and  R.  I.;  John  C.  Allen,  Philadelphia,  Pa., 
State  agent  for  N*.  J.;  George  F.  Murphy,  Brooklyn,  N.  Y.;  SUte 
agent  ^  New  York  State;  S.  R.  Dibert,  HoUidaysburg,  Pa.. 
State  agent  for  Pa.,  D.  C.  and  Md.:  P.  E.  Nocris.  Columbus,  0., 
State  agent  for  0.  and  W.  Va.;  MerriU  A  Braniff,  Okla.  Cit^. 
Okla..  general  agents  for  Okla.  The  company  does  business  in 
all  the  sUtes  of  the  U.  S.  except  in  Del..  Haw.,  Ky.,  Me..  Miss., 
N.  H..  N.  M.,  N.  D..  S.  C,  S.  D.,  Vt  and  Va. 


CONNECTICUT  FIRE  INSURANCE  COMPANY,  Hartford,  Conn. 

?rtsdmt,  Edward  Milligan;  Viee-Preaidents  W.  T.  Howe  and  George  M.  Lov^joy;  Secretary.  John  A.  Cosmus.    Organised.  1850. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Losses 

fat    AsRCi       Premiums 

Surplus 

Premiums 

Inoome 

Paid 

Dividends 

Expenses 

penditures 

Incurred 

UU    16,740.712     $4,030,489 

11,225,996 

13.587,418 

S3.761.166 

12,048.529 

$160,000 

$1,535,532 

$8,744,061 

$2,111,721 

»U     6,761.549      4.080,104 

1.316,311 

3,600,927 

3,943,083 

2,168,727 

930.000 

1,618,203 

4,616,930 

2,153,978 

IfU 

7,700,634      4.114,573 

2,238,529 

3.739.991 

4,038.333 

2,063.755 

160.000 

1,539,057 

8,762312 

2,086,259 

!fU 

7,49U91       4,065.(H« 

2.066,518 

3,728,304 

4.024,602 

2.298.211 

160,000 

1,467,137 

3,925348 

2,210,772 

IflQ 

7.433,996       4.040318 

1.993.669 

3,783.142 

4.000.906 

1,871.961 

100,000 

1,481,607 

3,513.568 

1.899.99$ 

«al 

M«te«e  loans 

BoadBsad  stocks... 
la»m  m  TraTelen 
^fiU  $56,200. 

VIBD ,. 


Dec.  31,  1914. 

$1350 


lotenat 
Otfeo 


927.600 
4.939357 

30.000 

357.094 

370,021 

83.054 

83,704 


LuBiunxa,  Dw.  31, 1914. 

Losses  unpaid $369,975 

Uneatnea  prems . . . .    4.036,489 
Other  UabOities ....       108.250 


Total  liabifittes. . .  $4314.714 
Capital  paid  up. . . .  1 000.000 
Netsorphis 1325.998 


block.  604-008  Nicollet  ave.;  $55,000  on  122-128  Washington 
ave. 
BONDS  AND  STOCKS  OWNED: 
Bonds. 

Aria.  Ter.,  1946,  5^c 

Astoria.  Ore..  1925, 5'^c 

AugusU.Ga..  1942. 4i% 

Baltic  Md..  1980.  Si'^^      


To«al W,792.680 

S^dcp.oTcrBab...         51,908 


Bridgeport.  Conn.,  1936-39.  4 
Buffalo,  N.  Y.,  1924-30.  47o. . 
Buffalo,  N.Y.,  1962, 4i%.... 
Chicago,  m.,  1926-29. i% .... 
Clev^Lnd,  0.,  1934,  A\% 


/o 


ot. 


Total 


$6,740,712       Total $6,740,712 


ii«  loa,  $124358;  inyestment  profit.  $245,913. 

RISES  AND  PREMIUMS:  Fire  risks  in  force.  December  31, 
I71MB9379;  preminma  thereon.  $7,946,043. 

BC5«£SS  SINCE  ORGANIZATION:  Pkemiums  received, 
f  «J94322;  loaaea  paid,  $43,763,098;  dividends  declared,  cash, 

l3iM5300. 

REAL  ESTATE  OWNED:  The  eompany  owns  several  houses 
&ad  >)teia  St.  PaoL  and  25  aeres  of  land  at  Riverside,  Cal. 

UC«TGAGE  LOANS:  There  aie  89  loans,  aggregating  $927.- 
«A  and  the  appraised  Takes  of  the  properties  securing  these  loans 
UMial  to  fL46B,560,  or  over  two  said  one-half  times  the  amount 
ijuel  Witarebitivc|7feveiBepCifaos,  the  loans  are  for  less  than 
^300  caek,  and  mote  than  oneJialf  of  them  are  upon  Hartford 
Md  Wert  Hartford  propertieB.  The  most  of  the  remaining  loans 
1  naeored  bf  CbaeagD  and  Minneapolis  dweDings  and  stores.  A 
lev  d  the  larger  loans  are  as  foUowa:  In  Hartford,  $46,200  on  3 
^^an  faomeas  bukfin^.  Main  St.  and  Central  Row;  $25,000  on 
r4Ks,  5ai^«3  Main  at.;  $60,000  on  607-013  Main  st.;  $19,000 
30  M  PhMpeet  at.;  I27X)00  on  cor.  Allyn  and  Ann  sts.;  $30,000  on 
196^15  PoBi  St.;  $40X100  on  stores,  530-638  Asylum  st.;  $20,000 
«tt  dveCac.  Arefa  and  Proapect  sts.  In  Chicago,  $25,000  on 
4^«7  \mamm  bloek,  198-304  Kiniie  st.;  $60,000  on  church  and 
sduol  faniliSaci,  Stewnrt  ave.;  $15,000  on  store,  2430-2  Lincohi 
Me^JKSjQIM)  on  eor.  22nd  and  State  sts.;  $25,000  on  stores  and 
Ftek  and  4Sth  aves.    In  Minneapolis,  $40,000  on  busi- 


Columbus,  0.,  1922, 4 

Cok).  Springs,  Col.,  1924.  4% 

Dallas.  Tex..  1920,  5% 

Dallas,  Tex.  watwks..  k  perm.  imp..  1946. 

Duluth.  Minn".."  1932.  4%. '  *      -   '  •  •  •  ■ 
East  Hartford,  Conn.,  fire  dis.,  1931.  4% 

Fairfield,  Co.,  Conn.,  1939,  4% 

Geoisia,  1915,  \\% 

Hamilton,  Ont,  1933,  i\% 

Hartford.  Conn.,  1954-55,  Si'^c 

Hartford,  Conn.,  so.  sc.  dis.,  1931, 3^%.. 

Hekaia,  Mont.,  1916, 5% 

Hennepin  Co.,  Minn.,  1925-24, 4i% 

Idaho  State,  1981,  4i% 

Kansas,  Mo.,  1924,  4*^, 

Nashville,  Tenn.,  1927,  4% 

New  Britain,  Conn.,  sr.  f.,  6th  aer.,  1932, 

3i% 

New  Britain.  Conn.,  8th  ser.,  1936, 4% . . . 


o^- 


New  Haven,  Conn.,  1928,  4 

New  Haven.  Conn.,  1931-33,  4% 

New  London,  Conn.,  1926,  Z\% 

New  Mexico  Territorv,  1933,  4% 

New  Mexico  State,  1952.  A\% 

Newport.  R.  I..  1954, 3i% 

Norwich.  Conn..  1931,  4% 

Oakland,  Cal.,  Municipal  imp.,  1944-46, 


Par 

Market 

Value. 

Value. 

$25,000 

$25,250 

5,000 

5.100 

50.000 

50.000 

100.000 

85.000 

40,000 

39.200 

30,000 

29.700 

20,000 

20,400 

100,000 

99.000 

75,000 

78.750 

34.000 

34.000 

25.000 

24,250 

12,000 

12,360 

25.000 

23,500 

35.000 

33,960 

40,000 

40,000 

50,000 

48,500 

25,000 

25,000 

25,000 

24.000 

100,000 

89.000 

25,000 

23.250 

20,000 

20.000 

50.000 

51.500 

50.000 

51.000 

50,000 

49.000 

60,000 

47.500 

25,000 

23.250 

25,000 

24,500 

12,000 

11,880 

48,000 

47,340 

50,000 

47,000 

10,000 

9.700 

50,000 

50,500 

44,000 

39.600 

25,000 

24,500 

4^*^- 


50,000         51.000 
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.7:.!'^; 


Rldi!uiilCo..8.t.,IB33,S%...  .. 

RiduDoid,  Vl,  IBU.  4% 

Roekrilte.  Cooii..  IttS.  4% 

St.  Duia.de  Uootnt,  CuL,  ISU,  It' I' 
BHDiL(Ni!,Mo.,l)I8,  4'?:.    . 
Wt  Lake  City,  U.,  IB24.  4)'-': 
BallUkcCiU.U.,n.di>..  m:.  \] 
BuDixo.CiI.,  183T-3!i,  M 
Bu  SVu.  Co.,  CU..  192s-.i». .-. 
BnUle,Wi^,iii.dii.,N<>.  I.  !'>--  i:  . 

gpofcueC"    Widl.aFrii-     S.I    -.1     i<i': 


',  INSURANCE  COMPANY.  Hartford,  Coan.—Conlinued. 

BoHM  tm  SiDcu  OwHDi.— Cml.  Par  Mu 

Bourn.— Cjm.  Vahit  V» 

E.L.SD.R.R.,l(r.iii-,Iiai.t% tU.ms  l!3. 

Bo,pM,R.R.,Ir.in.,ll»SB,47f  ---     -  SS.OOO  »,' 

8o.FK.R.R..I<s.iii..I8a7.£% £0,000  53.1 

gL  ft  0.  Cdu  R.  R..  1  m..  w.  &..  ItU, 


U,<NO 

w,cixi 


ataklia.  (M,  Biih  Sc    Di. ,  li):.',-17. 

rffWs'Ar.:', ,-.« 

S"iftnViAi';:: ;.«,.,% 

8:;I^KS^.;:;fcS'"''' 

:..C..C.*atUR.R..C..  im-.  I»l, 

lOMO 

DMrdtSy,,  Im..  lK4,$';i 

H«.R.ft>.C.R.R..H.A.<..lBlS.$'l 

I..B.4Mich.Jo.R.H..d.,1931.4-i,  .... 

aS-.^A^l'S.WlT.:.:. 

UiuL  4  St.  L.  R.  R..  1 4  [..  IMS,  4^^  - 

''V, 

N.  y.  C.  4  H.  R.  R.  R.,  L  8.  Col.,  IMS. 
V.  tvc!  A  B.  R.' bIr!,' mIcIl'Chl id.', 
V.  Y.,  L  4  V.'R.'iL.'i^!  il  ini'ii.',  iim'. 

H.  ^;  N.' H.'4  H-R'B.' B-ii,  4  Pi  di 
im4.4% 

N.  Y.,  H.  H.  4  B,  E.  B.  d.  dft.,  1M7, 
8  i%  

H.Y.,N.B.4H.R.R..d.nf<..IMT,47a 

N.  Y.,  N.  H.  4  B.  R.  R..  d.  «[■.,  «., 
l«(l,31% 

K.  Y.,  N.  B.  4  H.  R.  R.,  d.  ctTi.  CT.,  1148, 

Mo.  Pit.'  4  Ot'.  No  i  R.  R,  Ci  B.  4  Q.,  oJ. , 

1031,4% 

P.On.Ft.  Eq.  Tr.  Clfi,.  IMO.4% 

Portllowiiii«H.R.,lia.,IMJ,S';c  --     . 

Rutkad  rTR.,  1  a.  sl.  IMI,  HTc 

"    ■       -       'uH-R.,  lDi«r  iwg  4?t 


90.000 

22,900 
7ii7S0 

uiuo 
4txm 

S1,1S0 

4«,Hn 

24,000 


23.100 
M.OOO 

u,oao 


10,000 

10.400 

2S,000 

20,900 

90.000 
M.OOO 

IE 

48,900 
20,76. 

29,000 

»,M0 

»% 

Tonmla  BamUhia  4  BidUo  R.  R...1  m.. 

m».4% 

Ud.  Ph.  R.  R.,  1  m.,  R.  R.  4  L.  Orul, 

VMrli£gR°'R..'Km,.'iliu.4%.*.'.'.V.!i: 

V<c.Vk].R.R..  |B.,IM0.41% 

Wati.TW,  la..  lta,ti% 

CcoB.  R..  1*34. 0% 

M.Bd.iitN.Y.,lM«,4% 

NWB.T1.  |B.,1»M,11% 

Pk^'  Oh  4  Cok«  Co..  CU..  r..  IHT. 


29,000 

29W0 
29.0D0 
29,000 


N.Y.,N.HJ1H.R.R.,., 
•P..F,W.4C.R.R... 


£u»Niil.Bli.,Butf«il... 


N«.  El  Bk.,  IlKtiKd 

Fbotnii  Mil.  Bk..  Uutford . . . 

Empin  ud  B«F  St«M  n. . . . 


19.900 

21.900 

4S.500 
4SJ00 
47.900 
31,000 
19,490 

2j>oa 

39,«« 

23.790 
23.000 

40.999 

si.nco 

32i9«0 
91,»00 

33  .an 


W«it  Adj.  4  ion 

Fu.  Gout  Adi.  Bur 

TaflM  (book  n\m.  t9.321.02S).. . 


..ipiU]  iDcnued  in  ] 

by  null  pnymcnt,  ud  in  1009  m 
uvu  ui  »juu,uuO  uid  immediauly  RBtond  to  t  l.C 
UOO.OOO  wu  ilu  tdded  to  (he  aiiiipU7'<  wt 
31.  ISlt.  nsa  ihiRH  ot  th*  iKmpuy'i  (IdcIl  < 
Phnnii  SscuhliM  Co.  Cosaignlion  \oitm:  E 
900:  BiltimoR.  10O4,  9280.097;  Su  FruciKi 
ut.  VilmofipKiiJdeiuili:  Cu.,  tl27,*0 
M..  18.700;  Vl,  U8.5O0. 


E,'"ta 


DIRECTORS:  Fnnklin  G.  WhiUnon,  Duid  R.  Ho»»,  WiUit 
0.  BuiT,  Luciiu  F.  RobiouD,  Ftucii  R.  CuoIe/,  Edmid  Miiiku, 
Eliihi  C.  Hillnrd.  ff  illiui  T.  Hone.  John  A.  Comw.  Gmfe  H. 
LoToio;.  Thomu  C.  T«ople.  John  B.  Kui. 


1.  j^m^a' 


itnn  deputnuol,  Chiugo.  1]1.  W.  F.  Sige,  giaeni  ifcnt  lor 
SoutliHD  dcp«rtfii4iit.  HvlJord,  Codh.  t?r«ciml  uenLa:  S^ .  J. 
Siiyder.Phili.,P«.;Wiii.  a.Mockrtt,PilulnBg,P».?r.W'.  Uoo- 
trotk,  N.  Y.  City;  Vim.  B.  NieJ,  BoMoD.  M>h>  .  lor  Nen  Eng.  ud 
N.nYort;JohnM.DiHrtl,»eMc.l»gectiorNe.Kiw.»SNn. 
York.  HirKori  Coiiii.;^liilip.  WiUwra  '■      ■       ■    ■ 


Ku.;J.D.F]eDiDS.M 


•lO.  Mo..>tUt  Ment,  Mo.;€^a^! 
[Ut, Otiose.  A.  Mnriit. Miauuali.- 
.:  F.  C.  HmtSeld.  Liiihi  Rock.  Aik. 


■k.;  W.  F.  Ruuey.  lod^ndi , 

I.  J.  Knuk.  Aberdno,  li.  I).,  m^  tt 
K.  Lelinburi,  3uu  >«oiit.  Milmuke 


^D.  ind 

R.l,.R«yMld»,Colm „ , 

Bute  ueol.  Tem,;  C.  D.  RiuliDiue,  Oklnboma,  City.  OklL.  SUU 
ueDi.  Okli.:  H.  V.  Lu«,  lodiuupolii.  (pMitl  unit  [or  Ind.; 
G-  Scbemina.  Detroit.  Mich.,  SUM  uuit.  Mieh^  A.  T. 
AlbHghl.  biuic  i«co1.  Chicago,  lU,.  For  llEu^^  ;  W.  P.  Smitk. 
MoiiUctlla.lll..i>iKeiaItc«il!oiIll.;S.S.Wtlpun.Oaislis.Nab., 
Bute  Meot.  Nob.;  A.  B.  WUliwu,  Donyer,  Colo.,  ipeeid  MWl 
tor  Colo,.  N.  M.  ud  ffyo.;  W.  P,  Snolx,  Uiuurton,  K/..  ipMul 
HCDl(orKy.',J.S.RH.j.PoTt]ud.Orc..FotOrt..Wwh.uidB.C.; 
W.  S.  t'crrii,  sax  Ulu  City,  [or  Ut*h,  Idaho,  Moot.;  Chu.  Vod 
Tuen,  Su  FruiciKo.  Cil..  the  Biy  ud  NorthCoHt  Coa.  olCil.: 
L.  P.  Stepbuu.  Loa  Aii«elee.  Bo,  Cil.  ud  Aril.;  P.  S.  Dick  for  C>i. 
4Nt>.;).  U.  OordoD.FocOn.,  Wwh.,  B.C..41d>.  Tbacu- 
puy  oiisslae  throocboat  th«  Dsilod  6utia  ud  Cuadk. 
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CONTINENTAL  INSURANCE  COMPANY,  New  York,  N.  Y. 

Pnatet.  Heof7  Evans;  Viee-Presideat.  Qeorge  E.  Kline;  Seoond  Yioe-Prendent  and  8eereUry,  J.  E.  Lopei;  Second  Vioe- 
PmiuA  uA  Commit  Dsrid  Romny;  Seeretariei,  Chu,  R.  Tuttle.  Jas.  A.  Swinnertoo.  ErMst  Stunn,  F.  R.  MUlard;  Auditor, 
Cbt.A.Oo&   Oisuiaed.  1853. 


Txii'    iaets 


1»4  188.728,008 
1913  <  27^326 
1912    »,15B.457 


Unearned 
Premiums 


1911 
1910 


28.77W67J 
2S.390.915j 


19,540.634 

0.240.320 

0,022.217 

•8.522.785 

•7.917.552 


Net 
Surphu 


115,665.376 
15.115.848 
15.570,417 
15.103320 
14.246.478 


Net 
Premium! 


tS8347,375 
8,005.893 
8.118.000 
7.774.760 
7,308,443 


Total 
Income 


10.676,316 
0.211,701 
9.302,767 
9.008,133 
8.756.232 


Ffeid 


164.426,778 
4.288.238 
3.910,650 
3322,671 
8.079.739 


Dividenda 


061.000,044 
01,000,073 
ol.000.044 
01,000.097 

:al.750,003 


;  Total  Ez- 
Eypnnaew  '  pendituree 


Incurred 


13.197,678 
3,167,486 
3.134,946 
3,080,657, 
2323300 


$8,623,500 
8.456.067 
8X>45.640i 
7312,4251 
7.653.642: 


64«632,636 
4320370 
3,034313 
8.760,989 
3.177,825 


claeiadaa 
IZ28J34 


to  ecriphoblen. 
and  151,800  b 


*  AlK)  eontingent  reeenre  1350,000.      }  Inelades  $1,000,000  stock  dividend,      f  Ineludei 


A«m,DBc.  31 

RaloUte 

lott  OB  230   Ml 

BopePUK.  Y.. 

BoodiaDditocb. . . 

Cak     

.4|atB'baIaBoei. .  . 
Bfakraoifabie.  .. 
lokenBtaadrents  .. 


.  1914. 
$1,271300 

2.700 

22.871,906 

3.217367 

l.lflO.432 

111.541 

115.442 


I 

LiAsiLnriH.  Die.  31. 1914. 

Loosei  unpaid $724395 

Unearned  prems 9,540,634 

Div.,KripftiBt.....  532.603 

Other  liabifitieB....  265,090 

Total  liabiKties . . .  $11,062,722 

Capitalpaidup 2.000,000 

NetBurpiw 15,665,376 


Tfltti $28,759,788 

LaoBfaiipLdep.         3L 


31.600 


Totol 


$28,728,096       Total $28,728,098 


UadermitinK  profit.  S198.541;  invwtmeot  profit,  $1,382,913. 

USES  AMD  PREMIUMS:  Fire  riaka  in  fone.  December  81, 
SUa03I435«;  promoms  thseoo,  $18343,835;  marine  and 
■indraksin  focce.  $5.493360;  vnaiaam  thereon.  $139,094. 

BU31N&B6  3INCE  ORGANIZATION:  Ptemiums  received. 
1171.142,782:  knee  paid,  $01.790361;  dividends  declared,  cash. 
ltt.lU457;  stock.  $1,000,000. 


B£iL  ESTATE  OWNED:  There  are  but  four  items  of  real 
mttt  (si  esnied  at  book  valoc).  vis.:  Tbe  building  at  42-48 
Cedv  It,  a  14-ator3r  and  basement  bnA.  and  stone  fireproof 
<!nctBre.  with  3-otory  addition  on  sdjoining  bt  carried  at  $025.- 
m  .coal  Sl.010.625);  4-stanr  brick  buiWns  at  126  Broadway, 
hookim  E  D.  valued  at  $0,000  (coet^300);  a  lot  and 
tMd£ac  tt  158  Montague  st.  BrooUya.  vahied  at  $67300  (east 
f^l2itu  tad  a  S^ton*  and  basement  brick  and  iron  offioe  building 
li  sndweit  ooraer  Montague  and  Court  sts.,  Brooklyn  earned 
ti  taOflOO  (cost  8342358).    There  are  00  inoumbranoes. 


B0XD3  AND  STOCKS  OWNED: 
Boinw. 

C.  S.  Govt,  Pan.  Can.  L,  g.,  reg.,  1061. 

r.c 

A««n^C«L.d..g..e.,  1924.41% 

GmSL.feg^I915.44% 

N.lCTaT^pLr.,c.,  1939.4% 

K.  T.St^aa.  imp.,  rf«..  1957.3% 

J..  Y  8t,eaa.  imp.,  refr,  1960.  4% 

J».  V  St.,  csn.  imp.,  reg.,  1961,  4% 

J,.y,».dL.reg.g.,l«27.3j% 

y  J^  CorpL.  sc,  g..  reg..  1940, 81% . .  . 
S.  Y.  Cm-  L  r_  t.  mc_  1940,  84% . . . 


U^t'at. 


r«..  1920-1-3^1-6-7.  4 


or 


c« 


^  faa,  ey  k  00..  exp^,  s.  f ..  g^  c.  1939. 

^ 'iw,  tj.kto^  man.  st.  ry.,  s.  f..  g., 

^^l»t^i% 

T«njsto.C:aa,  c.,  1948,  4% 

Auft,  T.  k  S.  F.  Ry..  cr..  g..  c.  1960. 4% 
^  C.  L  E.  EL,  L.  ft  N.,  coL.  g..  c.  1952, 

HS-  5^  ^  ev..  g..  c.;  19W.  4V%V.V.V. 
K.AaR.IL.P.M.*M.  D..  1  AooLla.. 

^|..e,IM5.3*^c 

8^  *  0.  R.  R,  Sova..  eoL.  tr..  1  m..  g.. 
^t,ii25.3i<rc 

p!2  !•'-«*-«-«•'  !•».**% 

C  A  E.  OL  fi.  R.,  ^  ea.,  1  m..  c,  1937, 

r'S  ^3^h^^  "»-'«.;  1958. 4%!  ■  ■  * 
C.  IL  A  St  F.  1^..  JI.  ev..  g..  c.  1932, 

c!hLtft.p.By:;i  oi.,v.,c:.i92i.  5% 

^7f"l|ii,lm.,g.,e..  1927.5% 

a  L  W.  8y^  1  m..  es..  g..  c,  1933. 5% 

S^ ^  t  *'-  'I  ■-'  «■•  «••  ^^^'  '**^« 
CeL*  Sa  Kf^  I  m.,g..  c.  1929. 4% 


Pw 

Value. 

$600,000 

50.000 

10.000 

10.000 

300.000 

53.000 

150.000 

125,000 

250.000 

186,000 

62.000 


Market 
Value. 

$600,000 

46300 

10.000 

9.300 

196300 

52.470 
148.500 
113.760 
215.000 
169.960 

49,930 


25.000  25.000 


25.000 
299.800 
787.000 

50,000 
200,000 

50,000 

25.000 

100.000 

60.000 

50.000 

75.000 

100.060 

52300 
50.000 
100.000 
40.000 
50,000 
48.000 


25.000 
261,412 
724340 

42300 
168.000 

44.500 

21.790 
71.000 
40,500 

36.000 
66,750 
68.000 

60.400 
60300 
96.000 
40.400 
46300 
40.800 


Bonds  and  Stocks  Ownid.— CoiU. 
BoNDe.— CofU. 

Col.  k  Green.  R.  R.  1  m.,  g..  c.  reg., 

1916,6% 

DeL  AHud..d.,g.,c.,  1916,4% 

Det.  Riv.  Tun.,  1  m.,  g..  c.  1961, 4^% .... 

DuL&I.R.R.R..lm.,o..l937.5% 

&ie  R.  R..  A.,  ev.,  g..  c,  1963.  4% 

Erie  R.  R.,  B.,  cv.,  g.,  c.  1953.  4%. 

Ft  Worth  k  Den.  Cy..  Ry.,  1  m.,  g.,  c. 

192L6% 

Qalv.,  Bar.  4b  San  Ant.  Ry.,  1  m..  s.  f.,  g., 

c,  1931.  5% 

Qahr.,  Hoo.  k  Hend.  R  R.  1  m.,  g.,  c, 

1933.5% 

III.  Cent.  R.  R.,  r.  m..  g.,  c,  1985. 4% . . . . 
Kan.  k  Mich.  Ry.,  2  m.,  g.,  c.  1927, 5% 
San.  Cy.,  Ft.  S.  k  Mem.  R.  R.,  cs.  m.,  c, 

1928,6% 

L.  S.  ft  M.  So.  R.  R..  n.,  c,  1915, 5% 

L.  ft  N.  R.  R.,  M.  ft  M.  Ry..  1  m.,  g.,  c. 

1945. 4J% 

M.  ft  0.  R.  R^  1  nL.  ezt..  g.,  c,  1927. 6% 
N.  ft.,  M.  ft  C.  R.  R.,  1  ft  r.,  m.,  g.,  reg., 

ctf.,  d.,  I960. 5% 

N.  Y.  ft  H.  R.  R..  r.  m.,  g.,  2000, 3i%. . 

N.  ft  W.  Ry..  cv..  g.,  c,  1938, 4i% 

No.  Pm..  Gt.  No.  Jt.,  C.  B.  ft  Q.,  g.,  c. 

1921,4% 

S.  A.  ft  A.  P.  Ry.,  1  m.,  g.,  c.  1943,  4% 

Sea.  Air  L.  Ry..  1  m.,  g.,  c,  1950, 4% 

So.  ft  No.  Ala.  R.  R.,  gn.  os.m.,  g.,  c, 

1963,5% 

Southern  Ry.,  dev.  ft  gn.  m.,  g.,  e.,  1956, 

4% 

Tex.  ft  Okla.  R.  R..  1  m.,  g..  c,  1943, 5% 
3d  Ave.  Ry..  N.  Y.,  1  r.  m..  g.,  c.  1960, 

4% 

Union  Tm..  Dallas.  1  m..  g.,  c^,  1942. 5% 
Amaig.  Cop.,  n..  g.,  c,  1915, 5 


Par 
Value. 

$50300 

100.000 
75.000 
25.000 

145,000 
80,000 

150.000 

15.000 

100.000 
40,000 
50.000 

100.000 
750.000 

50.000 
13.000 

50,000 
82,000 
76,000 

250.000 

■  25.000 

75,000 


or 

/O- 


Amer.  Agn.  Chem..  d..  cv.,  g.,  c,  1924, 
5% 

Amer.Can.,s.f..d.,g.,c.,1928,5% 

Amer.  Got.  Oil,  d..  g.,  c,  1931, 5% 

Amcr.  Smelt.  Sec.,  d.,  s.  f .,  ev.,  g..  c,  1926. 
6% 

Amour  ft  Co..  r.  e.,  1  m.,  g.,  e.,  1939, 4)% 

Beth.  Steel,  1  ezt.  m..  s.  f..  g.,  c,  1926, 5% 

Cent.  Leather.  1  In.,  g.,  c,  1925. 5%. . . . 

Cs.  Gas.  d..  cv..  subs  war..  1920. 6% 

Com  Prod.  Ref..  1  m..  b.  f..  g.,  c,  1934. 

5%, 

Fire  Coe.  Big.  Cp..  1  m.,  s.  f.,  g.,  c,  1961, 

Gn.  Motoni  iln.i  a.  f.,  g.j  e..  1915,  6%. . 

Gn.  Rubber,  d.,  g.,  c,  1915. 4i% 

ni.  Steel.  d..g..c..  1940.4|% 

Insp.  Cs.  Cop.,  1  m.,  cv.,  c,  1922. 6% 

Ligg.  ft  Myers  Tob.,  d.,  g..  c.  1944,  7% 

LoiiilardP.,d.,g.,c.,  1944.7% 

Mont.  Pow.,  1  ft  r.  m.,  s.  f.,  g.,  c,  1943. 

5% 

Mort.  Bond.  N.  Y..  m.,  g.,  c,  1966. 4% . . . 
N.  Y.  Gas  ft  El.  Lt..  Ht.  ft  Pow.,  pur., 

mon.,  g.,e.,reg.,  1949.4% 

Otv  Elev..  d.,ov..  g..  c,  1920, 5% 

Ry.  Steel-Spr.,  N.  J..  1. 0.  P.,  1  m..  s.  f., 

g..  c,  1931.  5% 

R^ubiie  I.  ft  S..  s.  f.,  m.,  g.,  c.  1940, 5% 
U.  S.  Steel.  2  m.,  s.  f.,  col.  tr..  g.,  c,  1963, 

Uuh^Pow.  ALt.,  i  m.!  s.'  f .",  g..  c.,  1944,  b% 
W.  U.  Tg.,  f.  ft  r.  e.  m.,  g..  c.  1960, 4^% 
We9t.EI.ftMfg.,s.f.,cv..g..c.,1931.5% 


150.000 
10.000 

185.000 

50.000 

100,000 

60,000 

100,000 

56,000 

225,000 

100.000 

25,000 

50,000 

100.000 

85,000 

1,000.000 
100,000 
250.000 
100.000 
107,000 
50.000 
18,000 

50,000 
24,000 

50,000 
100,000 

77,000 
25,000 

300.000 
50.000 
82,000 
75,000 


Market 
Value. 

$50300 
99.000 
66,750 
24,750 
89.900 
51300 

150.000 

15300 

85.000 
34.000 
47,000 

107.000 
750,000 

49.500 
14,300 

18,000 
68.880 
76.760 

237.500 
19.750 
67.750 


60.000         49300 


96,000 
8,400 

146,150 

48.600 

200.000 

46.500 
93.000 
51.520 

231,750 

91.000 

24.500 

48,000 

9.750 

77.350 

1.000,000 

100.000 

250.000 

83,000 

103,790 

61,000 

21.780 

44300 
19,200 

41.500 
97,000 

69300 
22.500 

800.000 
43.500 
72.160 
67,600 
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CONTINENTAL  INSURANCE  COMPANY,  New  York,  N.  Y,— Continued. 


BoNDB  AMD  Stocks  Owved.—CoiU. 
Srocu.-~Coii<. 

Atl.  ACharl.AirL.  Ry.,gr 

Atlantic  CoMt  line 

Atlantic  Coast  Line,  R.  R.,  com 

Baltimore  &  Ohio  R.  R.,  p 

Baltimore  A  Ohio  R.  R 

Brooklyn  City  R.R.,gr 

Brooklyn  Rapid  Transit 

Buff.,  Roch.  4  Pitts.  Ry.,p 

Buff.,Roch.ftI»itt8.Ry.,oom 

Cent.R.R.CoofN.J 

Chicago  A  Northwestern  I^.,p 

Chicago  ft  Northwestern  Ry.,oom 

Chi.  Or.  ft  Con.  Rys.,  ool.  tr.,  p..  part.,  tr. 

ctf. 

Chi.  Cy.  ft  Con.  Rys.,  ool.  tr.,  com.  part., 

trust,  ctf 

C.,M.48t.P.Ry.,p 

C,  M.  ftSt  P.  Ry.,M.ft  0.,p 

Delaware  ft  Hudson 

Del.,  Lack,  ft  Western  R.R 

Great  Northern  Rv.,p 

Ldugh  Valley  R.B.,  com 

LouisTi]IeftNadivifleR.R 

Mahoning  Coal  R.R.,  com 

Manhattan  Ry.,gr 

Minn.,St.P.ftS.8.M.Ry.,l.l 

Nashville.  Chatt.  ft  St.  L.Ry 

New  York  ft  Harlem  R.R..gr 

New  York,  Chicago  ft  St.  Louis  R.  R.,  1  p. 

Norfolk  ft  Western  Ry.,  com 

Pitt8.,Cin.,Chi.ftSt.L.Ry..p 

Pitts.,  Cin.,  Chi.  ft  St.  L.Ry.,  com 

Pitts.,Ft.  W.ftChLRy.,gr 

Union  Pacific  R.R.,p 

Union  Pacific  R.  R.,  com 

United  New  Jersey  R.R.  ft  Can.,  gr 

Western  Md.  Ry.,  p 

Amer,  Exch.  Nat.  Bk.,  N.  Y 

Bank  of  America,  N.  Y 

BankofNewYork,N.B.A.,N.Y 

Central  Trust,  N.Y 

Mechanics  ft  Metals  Nat.  Bk..  N.Y 

American  Can,  p 

American  Tobacco,  p 

Consolidated  Gas,  N.Y 

Del.,  Lack,  ft  Western  Coal 

Fire  Companies  Big.  Corp.,  N.  Y 

General  Chemical7N.Y.,p 

Lehigh  Val.  Coal  dales.  N:  J 

Mahoning  Inv.,  B.,  R.  ft  P.  Ry .  Prop 

Northern  Securities,  N.J 

Sears,  Roebuck  ft  Co.,  N.Y.,p 

United  Cigar  Stores,  N.  J.,  p 

Western  Union  Telegraph 


Par 
Vahie. 

$20,000 
50,000 

485.000 
40,800 
20.300 

140,000 

aoo.ooo 

70.000 
100.000 
100.000 
250.000 
150,000 


Market 
Vahie. 

S37.600 

105,000 

492,276 

28,152 

13.804 

235,200 

256,500 

80.500 

80.000 

285.000 

405.000 

185,625 


116.800         41.172 


70.100 

250.000 

100.000 

10.000 

356.000 

604300 

250,000 

600.000 

25,000 

200,000 

100,000 

350.000 

251.050 

50.000 

510,500 

250.000 

200,000 

50.000 

100.000 

90.000 

130,000 

300.000 

25,000 

5.000 

50.000 

60,000 

42.500 

40.000 

90,000 

400,000 

29.250 

1.000.000 

47.500 

31.250 

30,000 

10.000 

250.000 

200.000 

79,200 


7,010 

315.000 

130,000 

14,100 

1,409,760 

683.424 

331,250 

672,000 

162,500 

255,500 

77.000 

455.000 

891.227 

40.000 

505,395 

225.000 

140.000 

79,375 

79.000 

106,200 

291,850 

75.000 

51.250 

27.700 

196,500 

603.000 

95.625 

36,300 

93,150 

456,000 

79.706 

1.000.000 

52.012 

51.562 

16,500 

10.200 

306.875 

224.000 

45,936 


MISCELLANEOUS:  Company  was  organised  in  1853  with  « 
caratal  of  $500,000;  increasedinJanuary,  1872,  to  $1,000^)00;  in 
1872,  made  up  by  "calk  on  cai^tal"  impainnent  of  $400,000 
(40  per  cent).  In  1910  the  capital  stock  was  incressed  bom 
$1,000,000  to  $2,000,000  by  a  stock  dividend.  The  Continental, 
together  with  the  Fidelity-Phenix  Fire,  guarantees  the  pohdeB 
issued  under  the  title  of  the  Fidelity  Underwriters.  Values  of 
special  deposits:  Canada,  $266377;  Georgia,  $10,000;  Virginia 
$50,440;  New  Mexico,  $9,600.  Conflagration  kisses:  Chicago, 
1871.  $1,485,888;  Baltimore.  1901,  $924319;  San  Francisco,  1906. 
$1,749,925,  net. 

DIRECTORS:  WUliam  L.  Andrews,  Waltw  P.  Bliss,  George 
Bhimenthal,  John  Keir  Branch,  James  C.  Brady,  James  H.  Dooley, 
Henry  Evans,  G.  Trowbridge  Hollister.  Georae  £.  Kline,  William 
G.  Low,  William  J.  Matheson,  Daniel  G.  R^d,  J.  N.  Wallace. 
Samuel  niker,  Jr.,  Frederic  W.  Si)ott 

FIELD  MEN  AND  TERRITORY  COVERED:  Special  agents 
reporting  to  the  home  office,  80  Muden  Lane,  New  York  Ci^  and 
their  territory:  J.  H.  McChire,  Me.;  W.  D.  Davol,  N.  H.  ft  Vt; 
H.  C.  Buck,  Conn,  ft  W.  Mass.;  H.  B.  Sly.  R.  I.  and  £.  Mass.; 
R.  H.  Dolson,  S.  E.  N.  Y.:  H.  E.  Manon,  N.  E.  N.  Y.;  J.  A. 
Jordan,  Middle  N.  Y.:  A.  J.  Halsey,  W.  N.  Y.;  C.  M.  Skieum, 
No.  N.  J.:  R.  F.  Rieder.  So.  N.  J.;  D.  Hinckley.  E.  Pk.;  E.  A. 
Marrell.  Middle  Pk.;  0.  G.  Plyer,  W.  Ps.;  H.  D.  Roeers.  Md.,  Del. 
and  D.  C;  G.  Weldon,  Va.;  E.  C.  Land,  N.  C;  N.  H.  Clarkson, 
S.  C;  Vernon  HaU,  Ga.;  W.  F.  C.  Fdkn.  Fla.;  R.  C.  Lewis,  Ala.; 
M.  B.  Griffin.  La.  and  S.  Miss.:  L.  H.  Piatt,  Ark.;  B.  R.  Franklin, 
No.  Miss.;  H.  L.  Houseman,  No.  Texas,  W.  G.  Aohenbaefa,  So. 
Texas;  A.  R  Stell,  E.  Canada;  M.  F.  Leiblcr.  L.  I.    Western  De- 
partanent.  332  South  La  Salle  st,  Chicago.  IlL.  C.  R.  Tuttle,  sec- 
retary in  charge  special  agents  reporting  to  the  Western  Dmart- 
ment  and  their  territory:  A  J.  DiUon,  L  D.  Goes.  R  C.  Adams. 
Lon.  D.  McConnell,  Bernard  Sharkey.  Indiana;  T.  J.  Lilly,  H.  E. 
Whitchurch,  Fred  J.  IXmika,  Minn.;  H.  H.  King,  C.  L.  Foster. 
Ky.;  F.  M.  Ewinc,  W.  R.  Ruegnets.  W.  P.  Davis.  Ewing  Stults, 
Tenn.;  W.  A.  Williams,  Ore.  and  Wash.;  G.  L.  A.  Laner,  Wash, 
and  B.  C;  F.  P.  Wilson,  Cal.  and  Nov.;  J.  C.  Wickler.  Cal.;  Geo. 
L.  Mclntire,  Cal.  and  Aria.;  Tracy  Loan  and  Trust  Co.,  Utah; 
J.  W.  Gamblejda.  ft  Mont.;  N.  A.  Bloom,  B.  V.  Legg.  Mich.; 
R.  T.  Miller.  Wis.  and  Mich.;  A.  A.  Maloney,  W.  M.  Broe.  F. 
Meriwether,  Mo.;  G.  C.  Grupe.  HI.  and  Mo.;  A.  C.  Schmuke, 
J.  Potter.  N.  D.;  Al.  C.  Schmuke.  S.  D.;  Hany  Howes.  Canada;  J. 
F.  Donica.  E.  A.  Henne.  C.  E.  Daniels.  la.;  F.  T.  McAnally.  C.  A. 
Mowry,  R.  A.  Honumes,  D.  E.  Babbitt,  E.  P.  Rogers,  III.;  T.  E. 
Griffith,  R.  D.  Voss.  J.  BattershiU.  Kan.;  E.  B.  Lilly,  S.  F.  MeGill, 
Okla.;  A.  G.  Evans,  L.  J.  Coyle,  Neb.;  J.  R.  Martin.  W.  J.  Beggs, 
J.  Edgar  Lyons,  Ohio;  L.  S.  Day.  A.  E.  White,  Colo..  Wvo.  and 
N.  M.;  W.  0.  Campbell.  Colo.;     The  company  operates  through- 
out the  United  States  and  in  Canada. 


Totals  (book  value.  $21.699.180) $19J37.850*$21.778.678 

*  Securities  as  per  company's  valuations;  the  item  in  assets  a 
based  on  insurance  departinent  valuations.  ' 


CORCORAN  FIRE  INSURANCE  COMPANY,  Washington,  D.  C, 

President.  William  E.  Edmonston;  Secretary.  L.  R.  Peak.   Organised.  1873. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Loeaea 

Ys^ 

Assets 

Prenuums 

Surplus 

Premiums 

Income 

Paid 

Dividends 

Ezpenses  |  penditures 

Incurred 

1914 

$277,312 

$18,632 

$157,688 

$13,086 

$30,670 

$4,903 

$10,000 

$12,331         $27,234 

$5,273 

1913 

273,072 

18.110 

154.200 

12.641 

29,691 

2,706 

10,000 

11.884           24,590 

2.706 

1912 

267.341 

17,482 

149.354 

13,032 

30.990 

2,229 

10.000 

10,654           22,883 

2,229 

1911 

259.849 

20.668 

137,572 

11.737 

28,890 

1,784 

10.000 

11.959           23,743 

2,265 

1910 

264.312 

19.126 

133.613 

12.770 

27,491 

2.183 

10,000 

11.121           23.304 

3,457 

Assets,  Dec.  31, 1914. 


Real  estate. 
Mortgage  loans. . . 

Cash 

Agents' balances.. 
Interest  and  rents . 


Total 


$68,967 
197.100 
6.593 

844 
3,808 


LuBXLmsB.  Dec.  31, 1914. 


unpaid. 
Unearned  prema. 
Other  liabilities. . 

Total  liabiUties 
Capital  paid  up 


$370 
18,631 
623 


$19,624 
100,000 


Net  surplus 157,688 


$277,312       Total $277,312 


Underwritin£  kMS.  $3,725;  investment  profit.  $3,488. 
RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$9,063,923;  premiums  thereon,  $86,380.         _      .         .      .     , 
BUSINE^  SINCE  ORGANIZATION:    Premiums  received. 


$565336;  losses  paid,  $121,805;  dividends  declared,  cash,  $303.- 
000. 

REAL  ESTATE  OWNED:  The  real  estate  oomwises  tbe 
home  office  buiUing  of  the  company,  604  11th  st,  N.  W.,  Wash- 
ington,  D.  C,  and  the  adjoining  buikiing,  606,  vahied  at  $68,067. 
Roits  received  last  year,  ^,000,  taxes  and  expenses  $513. 

MORTGAGE  LOANS:  These  loans  sggn^ate  $197,100, 
and  are  mostiy  on  improved  property  in  D.  C!,  valued  at  about 
three  times  the  sum  loaned  thereon.  Company  holds  ample  insure 
anoe  on  the  buildings. 

DIRECTORS:  Albert  T.  Coumbe.  Albert  F.  Mardi,  FVmak 
J.  Lewis,  Louis  R.  Peak,  William  £.  Edmonston,  Frank  Mo> 
Clelland,  Robert  D.  Weaver,  Watson  F.  Clark.  Frank  P.  Reende 

TERRITORY  COVERED:    The  company  opentes  only 
the  District  of  Columlua. 


in 
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COUNTY  FIRE  INSURANCE  COMPANY  OF  PHILADELPHIA, 

Philadelphia,  Pa. 

PKBideDt,  Cfau.  R.  Peek:  Secreteiy.  E.  A.  Law.   Organked.  1832. 


1                 Uneamed 
IiAs'    iaed      lYonhimi 

Net 
Sorpliu 

Net 

IVemiums 

Total 
Income 

Loeees 
Paid 

Divideods 

Expenies 

Total  Ex- 
penditures 

Loeeee 
Inouired 

Vm,    1850451       $357,540 
1913     1.1JM58         530.061 
1912      Uam,        524.381 
1911     1.20i45O,        529.561 
mo     1.183,380;        517.046 

$61,452 
191369 
245.075 
228.415 
219.124 

$430,319 
369336 
381,030 
399,142 
392.453 

$469,034 
419.368 
430,410 
448,364 
441. 3S9 

$216,406 
235,052 
199365 
208.598 
204.314 

$216,000 
32,000 
32,000 
32,000 
32,000 

$172,396 
178,404 
177,633 
183.431 
175.964 

$604302 
445,456 
409.198 
424,029 
412^78 

$224,083 
230,437 
197.428 
233.021 
199.442 

Unearned  prcmiiima  include 

AaBa,DK.31,1914. 
fioJeBtxte $71,165 


MotgageloMiB 

BoBihazsdgtoeb... 
Laa  on  Uotd  Fmb. 
Ft  nL  $3300.. 


c5f: 


hderBdad  rents. 


Tab] 


72.785 
521,409 

2,800 

78,904 

96.245 

4340 

2.003 


amounts  reelaimable  on  perpetual 

LuAiUTOB,  Die.  31. 1914. 

Losses  unpaid $23,968 

Unearned  prems 177.925 

Pcrp.  dep.  red 179,615 

Other  fiS^ties....  7,191 


Total  liabUitiei. 
Capital  paid  up. . 
Net  surplus 


$388,699 

400,000 

61.452 


$850,151        Total $850,151 


UadsviitiBK  profit,  $50,152;  investment  profit.  $42,524. 

RISKS  AND  PREMIUMS:  Fire  rkb  m  foroe  (except  per. 
Vitoaki,  DBomber  31,  $28,009,496;  premhmifl  thereon,  $279,991; 
potMtail  fre  risks,  $8.060362;  deposit  premiums  thereon. 
tI97,411 

BUSINESS  SINCE  ORGANIZATION:  PMniums  received, 
17^71358:  losses  paid.  $4.421310;  dividends  deelaied,  eash. 

tl^fOg. 

K£AL  ESTATE  OWNED:  Thejirindpal  property  is  the  4- 
*»T  itone  end  bviek  boikfinc  on  fWth  st.,  129  ft.  south  of 
[^(■^  it.  nukdelpfaia,  the  Book  value  of  which  is  $30,208.  and 
^^  a  earned  at  $50,000.  The  remaining  6  properties  comprise 
.o<«e  sod  dwelfingi  in  Philadelphia.  These  are  all  carried  at  or 
^v  their  book  vahiea.  which  range  from  $3,258  to  $6,600. 
Tare  MB  no  inwiinlif^y^^i^. 

MORTGAGE  LOAKS:  There  are  35  mort^sge  loans  and  ground 
nMi,flRred  faypropcrtieB  in  or  near  Philadelphia.  Loans  to 
Oc  vnat  ol  $^.785  are  nroteeted  h^  properties  estunated 
to  b«  wth  $370/nO.  and  out  $30  of  mterest  was  over  hie  on 
Ottaiin  31,  hst.  The  htgest  loan  is  one  of  $12,000  on  8.  W. 
«i»r  Sell  sod  Oxfcrd  eta.  (vahied  at  $22,000). 

BONDS  ASD  SrrOCKS  OWNED: 
Basnsw 
J%fc«ny  Co^  Pk^  CO.  rd..  1939.  A<:i. . . 

&fc.  ye^imp..  reg..  1960,  i% 

feViCjr.enrp.  stk..  c,  1957,  A\<'i. 

J«<^lCye.,1923,5^c 

JofcitCy  ««t.  e,  1928-31, 4*^ 

gjw*. P*^ imp.  ret,  1915,  i%.... 

g?^  P*..  f..  c.  ifel.  4J% 

gj.  C^,  1931.  3J^c 

R««*f,  ^puk  U^.  c.  1941^6. 4i% 
?J?«^  MM^.fire^.,  c.,  1938,  4% 
IS^J' K^  haari939,  A%. 
Hw-B«te,  IV  imp.  c,  1921,  3i< 


fVjk  ftgfaT'c..  si.  tr.  ctf..  4'"r . . 
l*^  a  4  Nar.,  eol.  tr.,  1980,  i^rc 


n^,  reg-,  6% 

R.  (L.  S.  ool.),  reg.. 


'^^m 

.Li^^'^'Ry-t  term.  A  nnp..  c., 

193. 4<;..., 

Xo.r^  Ry..'2  pL  m.;  0^1926,' 5^" ' '. 


Par 

Market 

Value. 

Value. 

$10,000 

$9,900 

15.000 

14,700 

20,000 

21,400 

8,000 

8,160 

6.000 

5380 

3.000 

3.000 

5,000 

5,060 

10,000 

9.300 

10,000 

10,200 

6.000 

5,880 

7,000 

6,790 

5.000 

4,850 

4,000 

3340 

10.000 

9.700 

25.000 

20.250 

20,000 

19.600 

15,000 

20350 

10.000 

8,800 

10,000 

9300 

10,000 

10,600 

policiee. 

B0ND6  AND  Stocks  Ownkd.— CotU. 
BONDA.— Cofi<. 

Pk  A  N.  W.  R.  R.,  gn.  m..  0..  1930. 5% 
P.,  B.  A  W.  R.  R.,  1  m..  e..  1943, 4%. . . 
Phila.  A  Ekie  R.  R..  C0.  m..  reg.,  1920. 5% 
P..  C.  C.  A  St.  L.  Ry..  OS.  m.  0..  1942, 4i'  0 
Read,  ft  P.  ft  R.  C.  A  I.,  gn.  m..  c.  1997. 

widikawkaa  Ry..'  'gr.'  Ruas."  Ghrt,' '  e.', 

1957  4% 

Penna.' Steel,  m.  reg.,  1917.  5% ! ....... 

Stocks. 

Efanira  ft  Williamsport  R.  R 

FrankTd  ft  Southwlc  P.  C.  P.  R.  R. . . . 

Qermantown  Pass.  Ry 

North  Penn.  R.  R 

Penna.  R.  R 

Phila..  Germ,  ft  Norrist'n  R.  R 

Phila.Tc 

2d  and  3d  St.  Pass.  Ry 

13th  and  15th  St.  Pus.  Ry 

United  ofN.J 

Union  Te.  of  Phih 

Bk.  of  N.  A..  Phihk 

IstNatlBkofPhib 

Natl  Bk  of  Nor.  Liberties 

On.  Adj.  Bur 


Par 

Market 

Value. 

Value. 

$10,000 

$10300 

5,000 

4.950 

10.000 

10300 

20.000 

20.400 

15.000 

14.250 

15,000 

12,750 

15,000 

14,700 

550 

528 

2,500 

18,000 

10350 

21,730 

5.200 

9368 

33,000 

36,300 

13,200 

36,960 

10.000 

16,000 

5,000 

24,000 

1,000 

4,800 

15,000 

33,750 

8,200 

*'S5 

2.800 

7,280 

1,000 

2.000 

3,500 

8,506 

100 

Totals  (book  vahie,  $509.166) $410,200      $521.409 

MISCELLANEOUS:  Name  changed  in  1905  from  Fire  Ins. 
Co.  of  the  C-o.  of  Philadelphia.  Ca^tal  increased  in  1880  from 
$100,000  to  $200,000,  and  m  1883  to  $400,000.  both  l^^  cadi  pay- 
ments. In  1914,  controlling  interest  in  company  was  purchased 
by  the  New  Hampshire  Fire,  Manchester.  Depont  in  Va..  $19,620 . 

DIRECTORS:  Chas.  R.  Peck.  J.  Buns  Allen,  Smith  M. 
Wilson.  F.  H.  Burpee,  E.  S.  Joeeph.  J.  H.  C.  Whiting,  F.  W. 
Sugeant,  N.  P.  Hunt.  J.  S.  Alexander,  W.  M.  Parker,  F.  P. 
Carpenter.  A.  M.  Heard. 

FIELD  MEN  AND  TERRITORY  COVERED:  Special 
agents:  Smith  M.  Wilson  for  Allegheny  Ca.  Cumberland,  Md.. 
and  part  of  W.  Va.;  D.  E.  Witt  for  VaMN.  C,  and  part  of  W.  Va, 
and  8.  C;  John  W.  Wood  for  Western  N.  Y.;  Frederick  Peters 
for  Eastern  N.  Y.;  F.  A.  Ptowley  for  N.  Y.  Cy  and  suburban; 
Frank  Bancroft  for  N.  J.,  except  Camden,  Gloucester,  Burlington 
and  Salem  Cos.;  W.  A.  Quigley  for  PhiUidelphia  and  suburban 
Camden,  Gloucester.  Burlington  and  Salem  Cos.,  N.  J.,  Md., 
except  Cumberland:  Frank  S.  Chase  for  111.,  except  Cnica^, 
Cairo  and  East  St.  Louis;  M.  S.  Moore  for  Ind.,  Ky.,  St.  Louis. 
Mo.,  Chicago,  Cairo  and  East  St.  Louis,  III;  L.  W^,  Thompson 
for  Conn,  and  Western  Mass.;  A.  L.  Bliss  for  R.  I.  and  Eastern 
Mass.;  A.  D.  Yeaton  for  Wis.;  J.  H.  Gosnell  for  Minn.;  George  K. 
March  for  Mich.;  D.  C.  Zercher  for  Mo.;  A.  W.  Jones  for  0.; 
B.  E.  Hoffmaster  for  la.  and  S.  D.;  Chas.  IV.  Krueger  for  Col. 
and  Neb.;  A.  T.  Bailey  for  Cal.,  Utah  and  Mont.  The  company 
operates  in  Col.,  Conn.,  Del..  D.  C,  Fla.,  Ga.,  111.,  Ind.,  la.. 
Ky.,  La.,  Md.,  Mass.,  Mich.,  Minn.,  Mo.,  Mont.,  Neb.,  N.  H., 
N.  i.,  N.  Y..  N.  C,  0..  Pa.,  R.  L,  UUh,  Va.,  W.  Va.,  Wis.  and 
WVo. 


DEARBORN  FIRE  INSURANCE  COMPANY,  Chicago,  111. 


,  Anide  of  Bcorporation  for  this  oompai^  were  filed  with  the 
^Kmsiy  cf  State,  Illinois,  late  in  1914.  The  Dearborn  Fiie  is 
*«  Ut«  a  tMphal  of  $1.000300  and  surphis  of  like  amount. 
V-^BOirporaiafB  have  been  aeleeted  with  unusual  regard  to  their 
*^  AW  npmsnce  in  ineorance  and  boaness  matters.  All 
'yy^tim  exprnssa  are  guaranteed  not  to  exceed  10  per  cent 
:^  the  aJes  of  stock.  The  organiserB  of  the  Dearbron  Fire  are 
coEptted  onaly  of  men  who  have  devoted  their  lives  to  the 


fire  insurance  business.  The  names  of  the  incorporators  follow: 
W.  R.  Drake.  Austin  B.  Kinnaird,  E.  A.  Force.  W.  T.  McConnell, 
T.  Roy  Vaui^iian.  N.  W.  Tomblin,  Judge  McKensie  Cleland, 
Joseph  C.  Grieb,  George  D.  Casgrain,  Frank  Lindl^r.  A.  H.  Greene, 
Edwvd  J.  Johnson,  Cbrenoe  C.  Dearborn,  Robert  P.  Blick. 
B.  H.  Pegram.  This  company  will  name  as  depository  one  ot 
the  largest  banks  in  Chicago,  and  the  subscription  blank  will 
contain  the  name  of  this  banL 
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DETROIT  FIRE  AND  MARINE  INSURANCE  COMPANY,  Detroit,  Mich.§ 

PKttde&t.  Edwwd  H.  Butler.  Qtattary,  A.  H.  McDondL    OrBsniied,  1866. 


Unearned 

Net 

Net 

Total 

LoflBes 

Total  Ez- 

Loasa 

Ykar 

Aaetf    1 

Premiums 
1668.996 

SorphiB 

Premiums 

Income 

Paid 

Dividends 

Ezpenm 

peodituxes 

Ineuxmi 

1914 

2.271.9041 

$1,031,105 

9728,457 

1826.446 

$463,921 

$60,000 

$307,028 

$830194^ 

$462,975 

1913 

2.277.5391 

637.650 

1.073,767 

723.495 

824.241 

t367.088 

65.000 

307,950 

740.03^ 

363.748 

1912 

2.194.309. 

571.242 

1.049,495 

658,072 

756,480 

345,026 

60.000 

270.061 

675.087 

333.864 

1911 

2,138.818' 

522.981 

1.046,676 

603,951 

700,815 

336,669 

72.500 

246.927 

656,096 

320,288 

1910 

2.113.0401 

490.945 

1,041.484 

572.548 

663.904 

286.358 

50.000 

230.805 

567.163 

296.861 

t  Includes  $14,497  marine  premiums  and  — $2,231  marine  losses.       §  Transacts  both  fire  and  marine  business. 


Ambtb.  Dkc.  31. 1914. 

RealefUte $180,713 

llortcage  loans 887.742 

Bonds  and  stocks...  940.170 

Collateral  loaM 18.400 

Ckah 107.592 

Agents'  balanoes. . . .  114.998 

latwest 22.289 


UAMOtnm,  Dwc.  31. 1914. 

Loisesunpaid $64,103 

Unearned  jpreow...  668.996 

Other  liabilhies 7.700 


Total  liafaifities...     $740,799 

Capitalpaidup 500.000 

Netsorplia 1.031.105 


Total 


$2,271,904       Total $2,271,904 


Underwriting  loss,  $81,664;  investment  profit,  $99,002. 


RISKS  AND  PREMIUMS:    Fire  risks  in  force, 
$119,573,736;  premiums  thereon,  $1,275,872. 


31, 


BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$15,224,509;  looses  paid,  $7,882,995;  dividends  declared,  caah, 
$1,798,500;  stock;  $350,000. 

REAL  ESTATE  OWNED:  Comprises  the  company's  home 
oCeo  buildins  at  95  Shelby  it.,  acquired  in  1911  at  a  coot  of 
$144,963,  ana  which  is  earned  at  coot;  and  10  properties  sold 
■ader  contract,  carried  at  the  respective  balaaces  due. 

MORTGAGE  LOANS:  There  are  183  loaM.  aggregating 
$887,742.  secured  by  Detroit  and  other  Michigan  properties 
vahied  at  $2,579,176.  The  oompaAy  hokb  insurance  amounting 
to  $1,073,105,  and  on  December  31,  last,  the  past  due  interest 
amounted  to  $6,515.  The  loans  are  mostly  less  than  $5,000 
oaeh.  and  but  23  exceed  $10,000  each. 


OOLLATERAL  LOANS  aie  as  foOowo: 


Detroit  A  Clev.  Navigation  Co..  stk. 

Dot.  Tr.  Co..  timber  be 

Ftekcr  Davio  A  Co.,  stk 


Market 

Value. 

$9,700 

12.500 

1.100 


Amount 


$8,000 

10.000 

400 


Totab. 


$33,300        $18,400 


BONDS  AND  STOCKS  OWNED:  Fte  Market 

Stockb.  Value.  Value. 

Aria.,  f.,  1956. 4% $26,000  $24,760 

Aria.,  Wg.,  1948.  5% ».000  9.180 

Aria.,  f.,  1946,5% 6.000  6,060 

Ann  Arbor.  Mich.,  p.  se..  1930-31,  4%. .  5.000  4.800 

Battle  Creek,  Mich.,  sr..  1929.  4% 15.000  14.700 

B«itoa  Harbor.  MicL.  p.  se.,  1924-25. 5%  10.000  10.200 

Detroit,  imp..  1921.  4% 10.000  9.900 

Detroit.  Fairview  Vil..  1934.  4H% 5.000  5.150 

Detroit,  muB.  art.  1929. 3H% 9,000  8,370 

Detroit,  pk.  imp.,  1922,  4% 25,000  24.750 

Detroit,  pk.  imp..  1930.  3J% 22,000  20.460 

Detroit,  pub.  imp..  1918.  3.65% 3.000  2.970 

Detroit,  vs..  1919-26,  4% 203.000  20O.9T0 

DotroU,  pub.  sc..  1924-42.  4% 72.000  67.540 

Detroit.  Bpgwellssc..  1935.  4':"c 34.000  23.280 

Detroit.  Spgwells  Twnship.  1933,  4%.. . .  9,000  8.730 

Detroit,  Woodmere  Wat.,  193 1 .  3H%  • .  6,000  4.550 

Eevse,  Mich.,  sc..  1925,  4}%  10.000  10.000 

Flint.  Mich.,  Wat.  Wks..  1934.  4% 30,000  19.600 

Grand  Rapids,  Mich.,  st.  imp..  1915-29,4}%  19.000  19.000 

Od.Rpds.,Mieh..eng.AStdpipe,1929.4%  17.000  16.660 

Greenfield  A  Spgwelto.Mich.,sc.,1915-16. 5%  11.000  11.260 

Greenfield,  Mich.,  sc.,  1929,  5% 15.000  15,600 

GraoM  Fointe  Farms,Mich..p,1928,4H%  9.000  9.270 

Hamtramok.  Mich.,  pav..  1915-17,  6% . .  6.278  6.278 

Hamtramck,  Mich.,  sc..  1926-29,  4H%  20.000  20.500 

Haratramck.  Mioh..wat.,  1943.  5%....  10.000  11.200 

Hawaii.  Tor.,  1921.  3H% 25.000  24.250 

Hawaii.  Tor..  1920, 4  ^4  "o 8.000  8,000 

Highland  Pk..  Mich.,  imp..  1929,  4%. . . .  10.000  9.600 

Highland  Pk..  Mich.,  p.  se..  1926.  4% . . .  15,000  14,550 


BoNDO  AND  Stoob  Owkko. — Cont. 
Stocks. — Cont. 

Hi^ilaad  Pk.,  Mich.,  pub.  sc.,  1928. 4)4% 

Jackson.  Mich.,  imp.,  1930, 4% 

Kalamasno,Mich.,  fire  prot,  1917,4H%- 

Kalamaaoo,  Mich.^  sr.,  1915, 4% 

KalaiMsoo.  Mich.,  sc,  1921-22.  4H'^c  . 
Kalamaaoo.  Mich.,  stomp..  1915-17.4%. 
Kahmaaoo,  Mich.,  st.  imp..  1915,  4H%. 
Kalamaaoo,  Mich.,  sr.,  1915-18.  i\%. . 

Monroe.  Mich.,  se.,  1918-21. 4% 

Montcalm  Co..  Mich..  C.  H..  1915.  4%. 
Monniagon.  MicL,  oe..  1915.  4 
N.  Mez..  CKD.  imp..  1937,  4 


/O- 


Pontiac,  Mich.,  WatWks.,  1920-26.4^% 

Portiand,  Ore.,  imp..  1921. 6% 

Redford.  MicL.  hgy.  imp..  1915-25, 4|% 
River  Rouge.  Mi^.  sr.  r..  1939,  4H%  •  ■ 

Royal  Oak.  Mich.,  se.,  1916. 5% 

Royal  Oak.  Mich.,  sc.,  1920. 5' c 

Saginaw,  Mich.,  v..  1915, 4% 

Saginaw.  Mich.,  sr..  1915,  SV^'v 

Saginaw,  Mich.,  sidew..  1915-16, 3^%.. 

Saginaw.  Mich..  fit.imp..  1915.4% 

Wayne.  Mich.,  wat.  1919-24.  5% 

Wayne  Co..  Mich,,  rd.,  1918. 4% 

Amcr.  Lumber.  1916-18.  6% 

Detroit  CHy  Gas.  pr.  In.,  1923,  5% 

Hammond  Lumber.  N.  J..1920-21.  6%. . 

Hotchkiss  Timber.  Cal.  1919.  6% 

Johnoon-Dean  Lumber,  Wash.,  1915. 6% 

Psnn.  Timber.  W.  Va.,  1918,  6% 

PtBlakdyMiIl.CaL.1919.6% 

PbrtiimdLamber.  1919. 6% 

a  E.  Slade  Lumber,  Cal..  1916-17,  6%. . 


Par 
Value. 

$10,000 

14,500 

5,500 

1,960 

10.000 

3,000 

9.500 

20,000 

15.000 

7.000 

10,000 

15,000 

25,000 

10,000 

12.000 

20.000 

4,000 

1,000 

2,850 

500 

6,800 

1.500 

4.000 

5.000 

10.000 

15.000 

10.000 

10.000 

5.000 

10,000 

10.000 

5.000 

10,600 


Market 
Vahie. 

$10,400 
14,065 
5.540 
1.900 
10.100 
2.970 
9.SO0 
20.150 
14.880 
7,000 
9,650 
14,400 
25.420 
10.000 
12.100 
20.400 
4,060 
1.020 
2,850 
500 
6.766 
1.500 
4.130 
4.950 
10.000 
15.000 
10.000 
10.000 
5,000 
10.000 
10.000 
5.000 
lO.OOO 


Totab  (book  value,  $952,388) $062,388     •SM2.669 


*  Soeuritieo  as  per  company's  valuations;  the  item  in 
is  based  on  insurance  department  valuations. 


MISCELLANEOUS:  Capital  incrsasod  in  1868  to  $150,000; 
b  1877  to  $250,000;  in  1881  to  $300,000;  in  1887  to  $360,000;  in 
1891  to  $400,000;  in  1897  to  $500,000;  total  stock  dividends  since 
organisation,  $350,000.  Conflagration  km:'  Chicago.  1871. 
$190,000. 

DIRECTORS:  Alexander  I.  Lewis,  Menill  B.  MUb.  Edward 
H.  Butler.  Edward  C.  Van  Husan.  Chas.  A.  Duchame,  Junius 
E.  Beal.  H.  L.  Jenness.  D.  E.  Heiasnian.  Geo.  N.  Brady.  Albert 
L.  Stephens,  C.  L.  Andrews.  Chas.  A.  Dean.  A.  H.  McDonnell. 
William  V.  Moora.  Sidney  T.  Miller,  Fred  B.  Butler.  Chaa.  E. 
EGoeoek.  Elwood  Croul.  j.  P.  Hemmeter,  Wm.  T.  Barbour. 

FIELD   MEN   AND   TERRTTORT  COVBRBD:     Special 
acBDlo:    F.  W.  Aa^ws,  Detodt.  Mieh.;  for  Mich.:  R  L.  Swo. 
Cincinnati,  0..  for  Ohio  and  Ind.;  George  H.  Ball,  DoUwt.  Mich^ 
for  in.,  hio.,  N.  J..  Pa..  Md.  and  N.  Y.;  George  A.  Roheite 
8t.Paul.  Minn.,  for  Minn,  and  Wis.;  Cravens  A  Cafe,  gancnl  anntsl 
Houston,  Tex.,  for  Tex.  and  La.;  Simpson,  (^pbell  A  Co 
general  agents,  Boston,  Mass.,  for  Mass.,  Conn.,  R.  L  suid  Me  ' 
B.  J.  MiUer,  Denver,  Colo.,  general  agent  for  Cok>.;  D.  Cliffe 
Stone,  Nashville,  Tenn.,  for  Tenn.    The  compainr  operatoa  in  all 
the  SUtes  of  the  United  SUtes  except  Ala.,  ArkTOeL.  D.  C.   Fla 
Qa..  la.,  Ky..  Miss..  Neb..  N.  M..  rf.  C.  N.  D..  6kla..  R.  I.,  S.  C 
S.  D.,  Vt.  and  Va. 
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DETROIT  NATIONAL  FIRE  INSURANCE  COMPANY,   Detroit,  Mich. 

M.O.Bairti«d;BMWitMy,J.RihwgdBmdy.  OtfuiMd.  1911. 


faa    kmik 

UnBMiMd 
IrBounini 

Nat 

Swphif 

Nek 
PramiuBi 

Todl 
Ibbomo 

ftid 

Dividend! 

(TMri  Ex-       Loei» 
Ezpeoiee  i  penditacei     laeofted 

Ills 

nil 

$111,016 
82,730 
25,004 

180,710 

123.30d 

123.237 

66.018 

$160,014 
132412 

43418 

6  $210,170 

5  242,886 

5101.382 

tl40.370 

$88,212 

50473 

0.471 

•  ••••• 

$8,004 

<$a$.528     e$174,740l       $111,041 

#67404       •126.067          64,065 

dD8,687i      i(106.158i          11,485 

•4.065t          •4.065 

1911 

X  iMbiki  $140450  iurpins  peid  in.        h  lodudca  $130,550  larplw  fran  nle  of  eUM^k  in  1012,  188,775  in  1013  end  $18,150  in 
I70L150  or^imwtiwi  wpenaei    •  Ezehidce  oisiiutttkm  • 


Ama.  Die.  31, 1914. 


Boodiiaditocb. 

CobtaBll 

CiA.... 

A^ti' 
latovt. 

OHNTtt 


1M. 


^dcp. 


$374461 

168407 

0,000 

36,014 

30.406 

8.663 

137 

$620,188 
12.133 


LiABiuTBS,  Dec.  31, 1014. 

832,700 

111.016 

2,786 


nnpeid 

Uneeraed  imiue. . . 
Other  finlnfillH.... 

Total  fieUfitiv.. 
Capital  paid  up — 
NitRirphM 


$147,496 

388.850 

80.710 


Told 


ttMjaa       Total $617,055 


$67,008;  investment  profit,  $28,376. 


USIS  AND  PREMIUMS:    Fbe  rake  in  foroe, 
I1IJ6U77;  fqniuma  thereon,  $206,510. 


$1. 


BUSINESB  SINCE  ORGANIZATION:    Ptemhime  reeeiTed. 
t33L9M;  loam  paid,  $154,740;  dividends  declared,  eaah,  $8,004. 


MORTQAGE  LOANS:  Thcfe  are  70  loana.  asioontanK  to 
674^61.  an  upon  Miehiaan  properties,  usually  vahied  at  more 
tba  dooUe  the  amoont  loaned.  Interest  past  due  on  Dee.  31 , 
last,  icrtgted  $983. 


COUATERAL  LOANS  are  as  folbws: 


AB0.Pbb.UtiL,  $1000 bd... 
SteSw. Bk..  Abb  Arbor... . 
ftawifir State Bk.^  Detroit. 
IVsienbr  State  Bk.,  Detroit. 
OaiaabiaRr.GBeAELba... 


Teiab 


Market 
Value. 

Amount 
Loaned. 

$ 

2,500 
3,225 
4,300 
1,000 

$ 

2,500 

3.000 

3.500 

000 

$11,025 

$0,000 

BONDS  OWNED. 
Banca  Co..  Mieh.,  Co.  Jail,  1014-27, 5% 

&lU^  MicL.  wat.,  1942,  4H%. . 
Axe,  Mieh..  ae..  1027,  AH% 

Bhxn^dd  Twnahip,  Mieh.,  ae..  1015-27. 

CB&d  Twnabk 'MidL.'s^^  i026^28,'  5% 
Caro  YiUageTMHli.. «.,  1022, 4^%. . . . 
Muskegon,  Mieh..  wat.  1089-41, 4^%.. 

Munking,  Mich.,  v.,  1020.  5% 

Otiaoo  Se.  Dm..  No.  0  Mieh..  1022. 5%. . 
Richmond,  Va^jmb.  imp.,  1045,  4%. . . 
8.  Bte  Marie,  Mieh.,  r.,  1022,  4H%. . . . 
Slambaadi.  Mieh..  se.,  1060-84,  5% . . . . 
WhitefcrlTwiiahip.  Miek..  rd.,  1019-22. 5% 
WiMor  TwMfaip,  Mieh..  rd.,1015-21.4^ 
Cs.  Gas  El.  Lt  ft  Pow..  Md.,  1035. 4i% 
Hamtnmek,  Mieh.,  pav.,  1015-16,  6%.. 


Par 

Value. 

$13,000 

15,000 

35.000 

11,060 

2,000 

8,000 

30,000 

1.000 

500 

10.000 

2.000 

10.009 

10.000 

14.000 

1.000 

2,227 


Market 

Vahie. 

$13,006 

15.000 

34,300 

11.000 
9,000 

3,600 
31,200 

1,040 

519 

17,679 

1.009 

10.440 

10.136 

13.860 

000 

2,227 


Totak $168,727      •$168,263 

*  SeeuriticB  as  per  eompany's  vahmtione;  the  item  in  assets  ia 
baaed  on  ineuranee  departBaent  Tatnatwaa. 

MISCELLANEODS:  This  company  was  organised  in  1011. 
and  oommenoed  boaness  with  a  paid-up  capital  of  $140,250  ana 
an  inHial  net  cash  sorphia  of  166.018.  Ga^tal  incrsased  in  1012 
to  $280,550,  and  $130,550  surplus  paid,  n;  and  $00,150  capital 
and  $88,775  surphia  were  paid  in  in  1013.    Deposit  in  Va.,  $17,670. 

DIRECTORS:  M.  0.  Rowland,  Fhifip  Breitmeyer.  J.  Edward 
Ready.  Henry  J.  Quthard.  Paul  Turner.  H.  A.  Loekwood,  G.  T. 
Calvert,  Adotohua  Fi»l,  J.  V.  Shedian,  T.  L.  Wilkinson,  H.  A. 
Thompson,  V:  T.  Barker,  J.  E.  Wetar.  W.  C.  Grobhaser,  J.  S. 
HatduneoB*  Wm.  H.  Backer,  S.  W.  Ladd,  Ralph  Dyer,  BL  A. 
Douglass,  M.  W.  Milk  James  H.  JohiMoo. 

Ym^  MEM  AND  TERRITORY  COVERED:  Wakefidd 
Morley  k  Co.,  Hartford,  Conn.,  nneral  agents  for  Conn.;  Sol 
Miller,  Newport  News.  lor  Va.;  Fred  C.  Sammis,  Minneapofis, 
for  Minn. 


DIXIE  FIRE  INSURANCE  COMPANY,  Greensboro,  N.  C.J 

AndeBt.  H.  R.  Bosh;  Pint  Viee-Preaident  lames  B.  BhKlea;  Secretary.  F.  M.  Gamer.    Organised.  1006. 


Tta 


»14    $14B9ilS7 

UC'  1.I88JB7 
mi  ;  1059,101 
MIO     U(B;B4I 


Unearned 


$355,603 
346.480 
416,101 
379.194 
500.425 


Net 
Sorpla 


$168,469 
184,873 
204,282 
215,388 

211,077 


Net 
Premiums 


$459371 
442335 
566,886 
532.024 
702.401 


Total 
Income 


$512,646 
405348 
620372 
598322 
767,568 


Losses 
Pkid 


$299,061 
345316 
355348 
490338 
434.012 


$201 
20301 


$218,261 
207.410 
240.633 
251360 
307.442 


Tout  Ex- 
penditures 


$517,613 
581.036 
604382 
742.098; 
742354 


laeumd 


$317,504 
335361 
335.130 
454340 
430,523 


Amm,  Ok.  31, 1914. 


LuBiuTixa,  Dec.  31, 1914. 


Deri 

Mcrtnee  baas. 


Co&tBal 


OU»r 
Tots] 


$103320    Loesannpaki $53,550 

291,284  Unearned  prems....  355,602 

412485  Other  liabffitico. . . .  13,516 

5,900  

81,413  Total  liabilities ...  $421,668 

03.026  Capital  paid  up. . . .  500.000 

12338    Net  surplus 168.460 

731 


$1,000,137       Total $1,000,137 


osa,  $8^900;  investmcat  profit,  $64,703. 

BISR  AND  PREMIUMS:    Fire  risks  in  force,  December  31. 
l47.7Si.440;  laimimiH  theraon,  $686373. 


^BrSlNGBB  SINCE  ORGANIZATION:    Premiums  teceived. 
^.430318:  kiassB  pttd.  $3353.023;  dividends  declared,  cash. 

■    $70,000. 

to  North  Carolina  standard. 


I  REAL  ESTATE  OWNED:  Consists  of  5^tory  and  basement 
building  and  lot,  at  So.  Elm  and  Sycamore  sts..  Greensboro, 
which  cost  $172,464.  Rents  received  last  year,  $11,774;  Usee  and 
expenses,  $7,646. 

MORTGAGE  LOANS:  There  are  43  loans,  which  aggnnte 
$291,284,  and  an  secured  bv  propertiea  valued  at  $01 1 ,000.  The 
loans  range  from  $32,000,  the  latter  on  N.  k  S.  Realty  Co.,  Rich- 
mond, Va.,  water  front  (valued  at  $100,000),  down  to  $800. 
Thoe  was  $135  of  intereetoverdue  on  December  31 ,  last,  which  was 
paid  in  January.  The  company  holds  $106300  of  insurance  on 
the  buildings. 


COLLATERAL  LOANS  are  as  foUows: 
Sbcurrxu. 


30  Shares  McClamroch  M.  k  T. 

4  Bonds  Greensboro  News 

50 shares  lit  Nat.  Bk.,  Durham . 


Co. 


Market 
Vahie. 

$3,000 
2.000 
5,000 


Amount 


$1,100 
2.000 
2,500 


Total. 


$10,000        $5,000 


50 


REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


DIXIE  FIRE  INSURANCE 

BONDS  AND  STOCKS  OWNED:  Phr 

BoiTDS.  Value. 

Georgia  State,  reg.,  1915,  H% $10,000 

North  Car.  St.,  1960, 4% 64,000 

North  Car.  St.,  1960, 4% 10,000 

GranviUe  Co.,  N.  C,  pub.  nia.,  1939, 4i%  25,000 

Richmond  Cy.,  reg.,  1941,  4% 85,000 

Buffalo  4  Suaq.  R.  R.,  19(0,  4% 7,000 

At.  Cat.  L,  R.  R.,  1  cs.  m.,  g.,  1952, 4% . .  26,000 

Chi.  4  W.  Ind.  ca.  g.,  1962,  4% 10,000 

A.  C.  L.  unifi.  m.,  g.,  1959.  ih% 48.000 

la.  Cent  R.  R..  1 4  r.  m.,  g.,  1951. 4% . . .  21,000 

L.  S.  A  M.  So.  R.  R.,  g.,  1928,  4% 25,000 

MU.^.AN.W.,lm..g.,1947,4% 25,000 

No.  P.  &  Gt.  No.  C.  B.  &  Q.,  col.,  1921, 

4% 25.000 

Ore.  S.  L.  R.  R.,  r.,  g.,  1929. 4% 25,000 

So.  Ry..  1  01.  m..  1994, 6% 22,000 

Peace  Inat,  Raleigh,  1917, 5% 500 

WiboD,  good  roada.  1938,5% 40,000 

Mortgage  bond,  g.,  m.,  1932, 6% 10.000 

Stocks. 

Western  Adj.  4  Insp.,  Chicago 100 

General  Adj.  Bur.,  N.  Y 200 

Guilford  Ins.  4  Realty,  Greensboro 6.000 

Southern  Adj.  Bureau,  Atlanta 100 


COMPANY,  Greensboro,  N.  C— Continued. 


Market 

Value. 

110.000 
64,000 
10.000 
24.250 
32,550 

4.200 
23,500 

8,400 
44,640 
10,080 
23.500 
23,000 

24.250 
23,000 
23.100 
500 
40,800 
9,900 


200 

200 

6,250 

100 


Bonds  and  Siockb  Ownbd.— Cen(. 
Stocks.— CofU. 

Southern  Car,  High  Ft.,  N.  C,  p 

Buffalo  k  Susq.  R.  R.  Co.,  praerred... 
Buffalo k  Susq.  R.  R.,  Co.,  common . . . 


Psr 

Vafaie. 

S5.000 
3,000 
1,500 


Mvket 

Vahie. 

15,000 
900 
105 


I 


Totals  (book  value,  1422,056) 1442.400      $412,425 


MISCELLANEOUS:  This  oompany  was  organised  in  1906 
with  a  paid-up  capital  oC  1500,000,  and  an  initial  sunlus  of  I250,- 
000.  In  1909  it  absorbed  the  North  State  Fire  of  Greensboro. 
N.  C.  Vahies  of  special  deposits:  Fla.,  $10,000;  Ga.,  $10,000.- 
Va.,  $24,180. 

DIRECTORS:  William  B.  Blades.  Geo.  Hackney.  Capt.  Ju. 
P.  Sawyer.  H.  L.  Hopkins,  Jas.  B.  Blades,  Jno.  F.  McNair,  Dr. 
L.  S.  Blades,  C.  D.  Benhow,  J.  E.  Latham,  H.  R.  Bush,  A.  L. 
Brooks. 

FIELD  AND  TERRITORY  COVERED:  General  agents: 
E.  E.  Hall,  general  agent,  and  C.  S.  Conklin,  superintendent  of 
agencies,  45  Cedar  St..  New  York  City.  N.  Y.,  for  N.  Y.  and  Mass.; 
Special  agents:  E.  G.  Michaels.  Richmond,  Val.,  for  Va.,  E.  G. 
Cox  and  Clyde  A.  Holt.  Greensboro,  N.  C,  for  N.  C;  R.  H.  Mo- 
Dowell,  special  agent  for  S.  C;  lliis  company  operates  in  III. 
Mass.,  N.  Y.,  N.  C,  Pa.,  S.  C.  and  Va. 


DUBUQUE  FIRE  AND  MARINE  INSURANCE  COMPANY,  Dubuque,  la. 

President,  John  Ellwanger;  Secretary,  N.  J.  Schrup;    Assistant  Secretary,  S.  F.  Weiser.  Organised,  1883. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Losses 

Year 

Assets 

Surplus 

Income 

Paid 

Dividends 

Expenses 

penditures  1 

Incurred 

1914 

$1,642,995 

$972,048 

$408,623 

$810,943 

$894,604 

$449,061 

$40,000 

$340,968 

$830,049! 

9430.083 

1913 

1,673.730         906373 

404,248 

791,271 

869.399 

387.462 

40,000 

834.803        762.265 

876.074 

1912 

1.469.327 

823,912 

388,766 

741,994 

814.741 

846.680 

40,000 

310,362,        697.042 

329.053 

1911 

1,355,021 

760,728 

341.438 

714,254 

786,413 

376.169 

40,000 

302.485,        718.654 

353.739 

1910 

1,300,671 

707,162 

332.268 

761,882 

824.779 

358.536 

40.000 

303,277'        701,813. 

366.024 

AssiTB.  Dec.  31, 1914. 


LuBiUTraa,  Dec. 


Real  estate 

Mortgage  loans . . 
Bonds  and  stocks. 

Cash 

Agents' balances.. 
Interest 


$2,600 

1.103,020 

311,660 

84,641 

118,899 

22,376 


unpaid . . . . 
Unearned  prems.. 
Other  liabiHties.. 

Total  liabilities. 
C^;>ital  paid  up . . 
Net  surplus 


31. 1914. 

$29,491 

972.048 

32.833 

$1,034,372 
200,000 
408,623 


Total  assets $1,642,905       Total $1,642,995 

Underwriting  loss,  $41,361;  inyestment  profit,  $85,741. 

RISES  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$168,121,282;  premiums  thereon,  $1349,403. 

BUSINESS  SINCE  ORGANIZATION:  Ptaniums  received, 
$8,223,073;  losses  paid,  $3,599,543;  dividends  declared,  cash, 
$553,000;  stock,  $100,000. 

REAL  ESTATE  OWNED:  Consists  of  a  frame  building  and 
lot  75  X  150  feet  in  Dubuque. 

MORTGAGE  LOANS:  There  are  332  loans,  amounting  to 
$1,1(^,020,  and  secured  by  properties  valued  at  nearly  three  tunes 
as  much.  Interest  was  overdue  on  12  kMUOs  amounting  to  $2,546. 
Most  <^  the  mortga^  are  upon  HI.  and  Iowa  property,  but  tiiere 
are  also  a  numbv  m  S.  D.,  N.  D.,  Cftla..  Wis.  and  Minn.  The 
loans  are  mostly  for  small  amounts,  but  10  being  as  large  as 
$10,000. 

BONDS  AND  STOCKS  OWNED: 
Bonds. 

Chicago  Cy.,  Ry.,  1  m,  1927, 5% 

Chicago  Rys  Co^  1927, 5% 

CitisensGasAE..1926,5% 

Dubuque  k  Wis.  Bdge.,  1917, 5% 

Dubuque  Hotel 

Midland  Valley  R.  R,  1943.  b% 

MUwaukee  El.  Ry.  Lt.,  1961. 5 
National  Brick.  1915.  5i<^. 
Pacific  Tl  A  Tg.,  1937,5%. 


r>* 


Par 

Market 

Value. 

Value. 

$40,000 

$40,000 

25,000 

24,760 

2,600 

2,400 

1,000 

980 

4.000 

4.000 

10,000 

9.000 

25,000 

23,250 

2.500 

2.500 

10.000 

9,700 

BoNoa  AND  Stoceb  Owned.— Cm<.  Par 

Bonds.— Coni.  Value. 

Pacific  Gas  ft  El..  1942, 5% $20,000 

U.  S.  Steel  Corp.,  s.  f.,  1963. 5% 25.000 

Westinghouse  El.  k  Mfg..  1931, 5% 15.000 

Yellowstone  Irr.  Dis.  Roeebud,  Mont.. 

1940,6% 25.000 

Stocks. 

Avery  Co.,  Pecvia.  HI.,  p 10,000 

Bank  and  Ins.  BIdg..  Dubuque,  la 10.000 

Franklin  Tr.  k  Sav.  Bk..  Cluoaao.  lU. . .  7.600 

German  Ameriean  Sav.  Bk.,  Dubuque,  la  10,000 

German  Sav.  Bk.,  Dubuque,  la 26.000 

Mason  Cy.  Ln.  k  Tr..  Mason  City,  la. . .  6.000 

U.  S.  Steel  Corp.  p 30,000 

United  Stotes  Bk..  Chicago,  111 1.000 

Totals  (book  value  $305,512) $303,500 


Market 
Vahie. 

$17,200 
25,750 
14,250 

25,000 


6.200 
10,000 
12,300 
12.700 
31.250 

6.260 
33.000 

1.180 


S31 1.660 


MISCELLANEOUS:  Paid-up  capital  increased  in  1801  from 
$25,000  to  $100,000;  in  1905,  mereased  by  stock  dividend  to 
$200,000;  oonflagration  Umb.  1914.  Salem.  $91,573. 

DIRECTORS:  John  Ellwanger.  Maurice  Connolly,  N.  J. 
Schrup,  John  Palen.  C.  J.  Schrup.  M.  J.  McCuUough,  G«o.  W. 
Schrup. 

FIELD  MEN  AND  TERRITORY  COVERED:  J.  R,  Balse- 
meyer.  State  agent,  0.,  and  Mich.;  W.  R  McLeod,  special  affent. 
N.  Y.;  E.  I.  Crockett,  State  agent.  Colo.;  J.  H.  Harbeek,  State 
agent,  Wis.  and  Minn.;  George  N.  Schrup.  State  agent,  la.  and 
Neb.;  R.  R  Stowell,  State  aoent,  Penn.;  £,  J.  Weinfurth.  State 
agent.  Mo.  and  OUa.;  J.  H.  Reed,  Kpeeial  afent  for  Ind.;  T.  M 
Uogan,  special  agent  for  111.;  A.  Paull  k  Son,  general  agents! 
W.  Va;  W.  L.  Perrin  k  Son,  general  agents.  N.  Y.  Oty.;  Clar- 
ence de  Veuve,  general  agent,  Cal.,  Ore.  and  Wash.  Th«  com- 
pany ooerates  in  Alas.,  Cal..  Colo.,  Ida.,  III.,  Ind.,  la..  Md 
Mass.,  Mich.,  Minn..  Mo..  Neb.,  N.  Y..  0..  Okla.,  Olte..  P»  ' 
Uuh.  Wash.,  W.  Va.  and  Wis.  * 


REPORTS   OF   FIRE   INSURANCE   COMPANIES. 


St 


EAGLE  FIRE  INSURANCE  COMPANY,  Newark,  N.  J. 

PMadtnt,  E.  M.  Wthbon;  SecnUry,  IVanklia  W.  Fort.  Oduind,  ItlS. 


Yua 

t 
Aaeto 

I'Dearaed 
Premiums 

Nek 
Surphis 

Net 
PremiumB 

Total 
Income 

LoeseB 
Paid 

Divideods 

ExpeDsee 

ToUl  Ex- 
penditures 

LOOBOO 

Incurred 

1914 
1913! 

t»0i525 
3S3i02 

t52.7M 
12.074 

I1163S 
140.794 

187.501 
17.288 

1104.580 
*1«4.043 

121.576 
2.054 

112.000 

144.626 
9.732 

178.202 
11.786 

S32.067 
2,124 

*  loefaida  $141000  flurphts  paid  in. 


AjBBn.Dic.31,1014. 


LiABiUTiBB,  Deo.  31, 1914. 


BcKfaiBditocb. 

CU 

Afieots'bekacei.. 
latettt 


$154450 

190300 

12.804 

17.932 

4339 


unpaid 

Unearned  prans.. 
Other  UabifitieB.. 

Total  liabiBtiee. 
Cental  paid  up.. 
Netearplufl 


110.841 

52,796 

623 

964.260 
200.000 
116.265 


ToUl 


$380,525       ToUl $380,525 


radervritiDg  Ion.  $23350;  inrestmeat  profit.  $15,994. 

RISES  AND  PREMmMS:  Fhe  risks  in  foiee,  December  31, 
e42I.»5:  piemiums  thereon.  $94,744. 

BCasm  SINCE  organization:  Premiums  received. 
nOiTS;  Vmm  peid,  S23327;  dividends  declared,  cash,  $12,000. 

MORTGAGE  LOANS:  Th«e  are  26  loans  anrcBating  $154,150. 
«  wvatj  vahnd  at  935S,720,  the  largest^wEii^  $18,000. 
lit  onpwr  holds  $152350  of  insurance  on  the  mort^^ed 
beMap.  Oa  Dee.  31.  last,  there  was  $50  of  interast  past  due. 

BONDS  .\ND  STOCKS  OWNED:  P*r  Market 

BosiM.  Vahie.  Value. 

Aitny  PL,  N.  J.,  sr^  1947.  4% $5,000  $5,050 

AsDW7  Pk,  N.  J.,  f.,  1918,  5% 15,000  16.800 

flijaae.  .V.  J.,  ic„  1928,  5% 5,000  5360 

C.40.Rj.,19I»,5rf 25.000  24,000 

|«  Col,  N.J^pk.,  1949.4% 5.000  4,900 

&K  R.  H.,  1117,  S\% 25.000  24,750 

Gkmeate  Co.,  N.  J.,  Ik..  1922,  4i^f . .  5,000  5,050 
Ba  Hucrouck  Hghte,  N.  J.,  imp.  ctfs., 

WIMIS: 4.000  4.045 


BORDB  AND  StOCU  OwNIO.-— CoiU. 

BoMM.— C<m<. 

Harlem  R.  &  Portehester  R.  R.,  1915. 5% 

Jersey  Cent.  Tc,  gn.  m..  1954,  5% 

Jersey  City,  N.  J.,  so..  1962.  4i% 

Bar.  Lttle  Falls,  N.  J.,  so.,  1920-24, 4k% 
MiddleBex  Co..  N.  J.,  bg.,  1934-36.  4i% 

Newark,  N.  J.,  corp.,  1930.  4% 

N.  Y.,  N.  H.  db  H.  R.  R.,  n..  1915, 5%. . 
South  Amboy,  N.  J.,  sr..  fas..  1923-27, 5% 
Union  Co.,  N.  J.,  ho^.,  1942,  4|%. . . . 
Union  Twnshp,  N.  J.,  mip.  otf.,  1915-16, 
5*% 


Par 

Market 

Value. 

Vahie. 

$10,000 

$9,400 

1,000 

880 

5.000 

5,000 

12,000 

12,120 

5,000 

5,200 

5,000 

4.950 

10,000 

9,700 

5,000 

5,210 

10,000 

10.400 

Stocks. 


Hudson  Co.  Gas 


So.J( 


dseri 

en  Co. 


Gas 


iSjJerseyCy. 
,  El.  A  Tc,  Ni 


Bergen  Co.  Bank,  Rutherford. 


ewark,  N.  J. 


8,095 


10,000 

10,000 

4.000 


8,095 


13.200 

13.000 

5,200 


Totals  (book  value,  $193.063) $184,095      $190,800 


MISCELLANEOUS:  This  company  commenced  bosiaess  in 
May,  1913,  with  a  paid-up  capital  of  $100,000  and  $72,000 
suiphis;  it  was  further  inoreaied  u  November,  1913,  to  $200,000 
and  $72,000  additional  surplus  added  by  cash  subscriptions.  It 
transacts  a  reinsuranoe  bunness  by  treaty  only  throughout  the 
U.S. 

DIRECTORS:  E.  M.  Waldron,  J.  F.  Fort,  I.  A.  Hall,  Albert  E. 
Howe,  Paul  Guenther,  W.  A.  Baker,  J.  R.  Hall,  L.  V.  Aronson, 
F.  H.  Smith.  C.  Struppmann,  F.  C.  Stumpf,  V.  E.  Downer,  P.  S. 
Van  Kirk,  Edgar  Sergeant 


EASTERN   FIRE  INSURANCE  COMPANY,  Concord,  N.  H. 

President,  Charles  L.  Jackman;  Secretary,  F.  T.  Jackman.  Organised.  1905. 


I   Unearned 
i>A£,   Aaea    ,  Premiums 


iml 
:ji2 . 


$k>,762 
443S7 
24,557 
243)4 

29.W 


$5,741 
4,779 
4.240 
4,077 
4.064 


Net 

Surplus 


$11,021 
10,178 
10306 
10358 
12.642 


Net 

Premiums 


$6317 
5,611 
4,785 
4,562 
4.548 


ToUl 
Income 


$8327 
7383 
7.291 

6311 
5.939 


Losses 
Paid 


$2,386 
1.708 
2.016 
1,466 
1.182 


Dividends 


$2,100 

1.600 

3,000 

6,000 

800 


Expenses 


$1,603 

1,138 

1,428 

936 

826 


Total  Ex- 
penditures 


Losses 
Incurred 


$6,0891 
4.446 
6.177] 
8,402 
2.806 


$2,386 
1,708 
2,007 
1,466 
1,182 


Dk.  31, 1914.  LuExunxB,  Dae.  31. 1914. 

^asdftoca    .      $32,737    Unearned prems....        $5,741 


^V'Bts'bsltacei. 


Total 


13.970 
55 


Total  liabilities. 
Capital  pud  up . . 
Net  surplus 


$5,741 
30.000 
11,021 


$46,762       Total $46,762 


BM3AXD  PREMIUMS:    Fire  risks  in  foree,  Deomber  31, 
>?«J0?;  treainnM  thereon,  $10,719. 

BUSDfEs  SINCE  ORGANIZATION:    Premiums  received, 
H2441:  low  paid,  $12,074;  dividends  declared,  cash,  $15350. 


30XD3  ASD  STOCKS  OWNED: 
Bosroa. 

i*^Ilr.LtAPrCo.,5% 

Tw^HiatHote 

?«i«Pkifiej5«^cbond 
*«Ryi.Bots. 


'%. 


^ —     -    - 

OfOCKL 


Par 
VahK. 

$1,000 

1300 

500 

1,000 

1,000 


500 
500 
500 
800 


Market 
Value 

$900 

1,500 

505 

985 

1,000 


1,250 
395 
395 

1,177 


Bonds  Lm>  Stocks  Ownio.— C(m<. 
Stocks. 

United  States  Steel  Corp.  Co 

Boston  k  Maine  R.  R 

ri .  y .,  N .  u.  dta  U.  K.  K 

Southern  Pacific  R.  R 

Illinob  Central  R.  R 

American  Express 

Western  Union  Telegraph 

Ameriean  Agricultural  Chem.,  p 

American  Locomotive 

Northern  Seourities 

American  Sugar  Refining 

Home  Realty 

Northern  Pteific  Ry 

Chicago  k  Northwestern  Ry 

Great  Northern  Ry 


Totals. 


Par 

Market 

Vahie. 

Value. 

$500 

$308 

3,000 

1,035 

5,500 

3375 

2,500 

2.413 

1,000 

1,127 

500 

500 

2,800 

1.596 

1,000 

935 

1,000 

990 

160 

160 

3.500 

3,675 

1.000 

750 

2.500 

2,769 

2,500 

3.250 

1.300 

1,609 

$31,500        $32,737 


MISCELLANEOUS:  Thn  company  is  under  the  same  manage- 
ment as  the  Capital  Fire  of  Concord  and  the  New  England  Under- 
writers' Agency.  It  transacts  a  reinsuranoe  business  at  the  home 
office  only.  Capital  increased  in  1913  from  $10,000  to  $30,000  by 
tsBoanoe  of  new  stock. 

DIRECTORS:  Charies  L.  Jackman.  Fred  W.  Cheney.  Freeman 
T.  Jackman.  J.  E.  Femald.  F.  L.  Dole  and  I.  M.  Savage. 
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EASTERN  FIRE  INSURANCE  COMPANY,  Atlantic  City,  N.  J. 

Pnoident.  Dftvid  Fltahnons;  Seeret«ry.  J.  Haines  lippinoott;    Amiatant  Seorataiy.  F.  L.  Boeworth.    Organised.  1893. 


YWAM 

AmIi 

Unearned 

lIVUUDmB 

Net 

Burplu 

Net 
xTemiuins 

Total 
Income 

Losses 
Pkid 

DiTidends 

Bzpeniee 

Total  Ex- 
penditures 

Lena 
loeumd 

1914 
1913 
1012 
1011 

$275,752 
264,870 
250,112 
246.742 
430.880 

$16,807 

15,176 

12,274 

4.012 

160.660 

$57,877 
48,736 
86.674 
20300 
10,457 

$23,013 

2i.no 

10.003 

54.500 

277.114 

$38,586 
36,613 
31.230 

t72,0S5 
1306.386 

$3,712 

2.808 

4.037 

112.507 

148,726 

$10,000 
8,000 
8,000 

$0,022 

8.612 

0.083 

30.075 

112.566 

$23,634 
10.415 
21.120 

151.672 

SS.433 
2.9M 
1.077 

71.713 

1010 

261.292 

135,105 

t  Inelades  $7300  advance  pajmeati  <n  aale  of  new  stoek.       t  Ezelttding  $28,607  borrowed  money  wd  $48,061  ooramiBsbnt  "n 


AasRB,  Dk.  81. 1914. 
Mortgsce  loau $160,650 


Uabiuxih,  Die.  81. 1014. 


Bomb  and  stocks. 
LeaMOtt  Atl.,8.D., 

A  Tr.  Co.  stoek. 

▼ahie  $17350.... 

Cask 

Agents'  balaaees. . . 
Interest 


78340 


7300 

10,068 

5.330 

4.065 


napaki 

Unearned  wens . . 
Other  fiabifities.. 

Total  Babilltiei. 
Capita]  paki  up. . 
Net  surplus 


$12 

16307 

1,056 


$17,875 

200,000 

57.877 


Total 


$275,752       Total $275,752 


Underwritinc  profit.  $5368;  investment  profit.  $14357. 

RISKS  AND  PREMIUMS:  Fire  risks  in  foree.  Deeember  31, 
$8,070,773;  preouums  thereon,  $33,792. 

BUSINESS  SINCE  ORGANIZATION:  Fkemiums  received. 
$1,674,723;  kaes  paki.  $1,082,047;  divkteaik  deelar«d,  eaah. 

$08.ooa 

MORTGAGE  LOANS:  There  are  loans  ucracating  $160,550, 
protected  by  improved  real  estate,  moothr  in  AUantw  Cny,  vahiea 
at  $831350.  Company  hoMs  $132300  fire  inmranee  on  the  mort- 
fSfed  bdkliivs.    Intcnet  past  due  Dee.  81,  bwt.  $188. 

BONDS  0¥rNED: 

CitvB.,1033.5% 

Co.,  N.  J.,  bf ..  1024. 4% 

Fort  Lee,  N.  J.,  f.,  1038. 5% 

Hudson  Co..  N.  J.,  pknk  rd.bg..l024. 4% 
Hudson  Co..  N.  J..  1024. 4% 


Per 

Value. 

Market 

Value. 

$3,000 

10.000 

2300 

5.000 

5.000 

$2310 
0.000 
2.600 
4.000 
4,000 

Bonds  Owkid.— Ceiii. 

Kearny,  N.  J.,  pav..  1022. 4V^% 

Longport.  N.  J.,  bdwk.  uap.,  1936. 4%... 

NewJcrsey  Gas.  1  m.,  g.,  1040, 5% 

Oeean  City.  N.  J.,  se^  1042, 5%., 

PleasantvUle,  N.  J.,  se.  dist,  1017-22,4% 

Salem.  N.  J.,  st.  imp.,  1010, 8K% 

Umon  Township,  N.  J.,8e.,  1020-52, 4H% 

Ventnor  Cy.,  N.  J.,  mt.,  1038, 5% 

VentnorCy.,N.J.,sr..l038,5% 

Ventnor  C^..  N.  J.,  sc..  1010. 5% 

Woodbury.  N.  J..  1031-83, 4H% 


Par 

Market 

Value. 

Vshie. 

$2,000 

t2,(fiO 

3.500 

3,256 

4.000 

3.200 

7,000 

7.280 

12300 

12,375 

8.000 

7.780 

3.000 

3.(M0 

600 

624 

500 

SU 

5.000 

sm 

5.000 

5.050 

Totab  (book  valve,  $75,168). 


$76,600        $74,711 


MI8CELLANEOX78:  IVs  company  beau  bomsss  with  a  sin^ 
plus  of  $300,000.  Capital  inareassd  in  1004  from  $100,000  (o 
$200,000  by  transfer  of  $100,000  from  surplus,  and  in  1009  to 
$207,067.  Capital  reduced  in  1010  to  $200,000.  This  compan; 
re-insured  all  of  its  outstanding  risks  in  1011  and  continued  tna- 
nem  operatknis  only  in  N.  J.  Confiagratkm  kiases:  Baltimore. 
1904,  $6350;  San  Frmnoisoo,  1906r$00.467.  Vahie  of  d^o^ 
with  N.  J.  insuranoe  department,  $103380. 

DIRECTORS:  J.  Haines  Liprancott,  David  Fitaimoa, 
D.  W.  Myen.  W.  E.  Edge,  W.  F.  Wahl.  W.  J.  Buslrr.  L-  ^ 
Ryon,  John  C.  Slape,  Hubert  Somers,  D.  L.  Colfins,  Jos.  Schwsrtt. 
£.  E.  Seder.  C.  I.  Burkhard,  H.  W.  Leeds.  J.  T.  Bew.  H.  B. 
"netjen.  J.  B.  Slack,  Jos.  Marvel.  C.  P.  Tilton.  C.  E.  Schroeder. 

TERRITORY  COVERED:  Operates  in  New  Jersey  only, 
thoo^  company  is  aJao  licensed  in  N.  Y.  and  Pa. 


EASTERN  SHORE  OF  VIRGINIA  FIRE  INSURANCE  COMPANY, 

Keller,  Va. 

President.  E.  T.  PoweO;  Secretary,  L.  C.  Mean.    Organised,  1006. 


YlAR 

Asseto 

Unearned 

Net 
Sorphis 

Net 
Premiums 

Total 
Income 

LosBes 
Paid 

Divkiends 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

1014 
1013 

$132,787 

114304 

80307 

72,043 

67.087 

$35,432 
34308 
32,034 
26,687 
26,716 

$66,006 
44.148 
36.268 
23,662 
18.021 

$32,834 
31,106 
32,170 
25.007 
25,333 

$37,301 
35.100 
35348 
28,624 

$0,327 
8.193 
6.5W 

12.312 

$6,165 

$0331 

4.151 

10.155 

10382 

8,525 

$24,723 
10340 

*!« 

1012 

16.44?!            6366 

1011 

223041           10.7$] 

1010 

28.008 

0.345 

17.860 

10.301 

,  Die.  31. 1014. 


Real  estate 

Mortgage  kians . . . 
Aceomac  Co.,  Bds. 

«bsh 

Agents' balances... 
Interest  and  rents. 
Other  assets 


Total 


$1,500 

70.250 

10,060 

2315 

36.065 

1,787 

1.801 


LuBiuma.  Dae.  31. 1014. 

$80 

35.432 

5.005 


unpud 

Unearned  prems.. 
Other  liabmties.. 

Total  fiabifities. 
Cm)italpaidup... 
Netsurphis 


$40,526 
26.715 
66,096 


$132,787       Total $132,787 


REAL  ESTATE  OWNED:    The  home  office  vahmd  at  $1300. 
MORTQAOE  LOANS:    These  loaM  aggregate  $73,250  and 


are  protected  by  improved  real  estate  ratuated  for  the  most  pari 
in  Aceomac  and  Northampton  Counties,  Va. 


MISCELLANEOUS:  This  company  was  incorporated  n 
Febniary,  1906.  It  has  a  subsmbed  capital  of  $102,750.  d 
iHiich  $20,550  is  paid  in.  the  company  hokimg  notce  for  $81,000 
and  having  outstanding  subeoription  acoounta  aggregating  $1300 
Company  transacts  busineas  omy  in  Va. 

DIRECTORS:  S.  W.  Ames.  Frank  S.  Smith.  J.  8.  Bull,  Di 
J.  W.  Bowdoin,  J.  W.  Barnes,  J.  H.  Hopkins.  L.  F.  Nock.  S 
T.  Johnson,  J.  W.  Chandler.  Dr.  T.  J.  WUkins.  Otbo  F.  Mean 
W.  M.  Upshur,  F.  B.  Bell.  S.  D.  Rukm.  FVank  Parsons.  Jr.,  6 
T.  White.  T.  W.  Biackstone.  E.  T.  Powell.  P.  B.  Tankard.  J.  B 
Jones,  Dr.  W.  L.  Dalby. 


EQUITABLE  FIRE  INSURANCE  COMPANY,  Charleston.  S.  C. 

President,  David  Huguenin;  Secretary,  W.  G.  Maiyck;  Assistant  Secretary,  R.  F.  Touhey.    Organized.  1895. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Looses 

TlAR 

Assets 

Preouums 

Surplus 

Premiums 

Inoome 

Paid 

Divkiends 

Expenses     penditures 

Incurred 

1014 

$403,023 

$106384 

$82,840 

$108367 

$127,710 

$67,062 

$14,000 

$44,680       $126,642 

$«5.84 

1013 

401,740 

116314 

72.134 

133,122 

151.207 

83.023 

14.000 

54,416         151.439 
55317         132.051 

81.M 

1012 

401.432 

120313 

67.410 

141,014 

158.806 

61.104 

15,000 

63> 

1011 

878,007 

105,600 

63,878 

124,431 

141,370 

58.772 

20,723 

40.475         128.070; 

40.84 

1010 

861311 

06308 

50,069 

110,718 

132331 

71.604 

11,665 

44.503         127.862! 

e».7i 
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EQUITABLE  FIRE  INSURANCE  COMPANY.  Charleston,  S.  C.'-CofUinued, 


ham,  Dk.  31. 1914. 

RadoWe 130.000 

MoHneeloMf 40.370 

Bonfaiaditocb 235.7ft5 

GofatuWloni 82.440 

CM 17.772 

Aitti'laluMMi 22.444 

Zaterartaadraotai  .  1.8S3 

OteMatli 2.2S0 


luaxunm,  Dk.  31. 1014. 

impud 18,477 

Unnrned  prsBH 1M,384 

OUwrlisbiiltNi S,4» 


1120.183 

200.000 
82340 


Total 
CapitBl  paid  up. . 
Net  mrphui 


Total 


(408.023       Total 1408.033 


UaienmtaiK  profit,  86,537;  InTestment  profit.  $18,188. 

RISES  AND  PREMIUMS:    Fire  riiki  in  fona,  DooMitMr  81 , 
tlIja3S.S7I;  pmran  tberaoo,  1213,401. 

BC3IKES3  SINCE  ORGANIZATION:    Ftmuam  mmnd, 
tU39.411;  faani  pud.  8031.273;  drndandi  dedarad.  eadi.  8164.- 

RLiL  ESTATE  OWNED:  ComprsM  a  S-atory  brick  offioa 
Wdnc  aad  a  2  a.id  S-atary  hriok  warabooia  (tba  hook  Tahia  of 


u  S15.S83).    Tka  ranta  laak  year  acpasaled  81<815  and  the 
tiniiBdcqMiuM8660. 

MORTGAGE  LOANS:  There  are  11  loans,  aggregating  840.- 
ro.neaiedlqr  first  licoa  OB  Charleaton  dwelling  properties.  The 
■ortmri  rrfinijty  are  valued  at  8111,800.  and  the  company 
k»iBSI0«5OOafiBBiiiaaeeonthebuii<fingi.  There  was  no  interest 
PMt  doe  OB  Deoonber  31.  last. 

COLLATERAL  LOANS:  There  arc  loans  aggregating  882.440 
QsieaiBicies  rahied  at  8127.010. 

60XD6  AND  STOCKS  OWNED: 
Boin»s. 

AifcCTilk8.C.,5*^ 

iaa.3.C..4i%^. 

Aiama,  S.  C,  6**<« 

^*waf.N.C,4-c 

AdBnGa.4'^c 

fe%,V?-:::::::::::::::: 

BoisBtsiTiJfc,a  C.,  SJ*^ 

5»dwca,S.C..4i«^ 

Cb*ti«Tffle.Va..4J'^ 

^^tc3,S.C.,5% 


Par 

Market 

Value. 

Vahie, 

81.500 

81.530 

5.000 

5.000 

1.000 

1.030 

5,000 

4.800 

6.000 

5.700 

5.000 

5.150 

5.000 

5,100 

34X» 

3,120 

50.000 

40,250 

6.000 

6,150 

5.000 

5.000 

6,500 

6.630 

BoimB  AND  Stockb  Owifad.-^<m<. 
BoMMk— Coal. 


rM«abia.&C.,4|9 
Bdisfield.8.C.,5% 

~  "    8%. 


If  S.  C 

jia,3*% 

OfesiiTilla,8.C.,5%.... 
OraaoTilla,S.0..4i%... 
QracDsboro.  N.  C,  4%. . 
Lynehborg.Va..4%.... 
Maoon.Oa.,4% 

MobU3.Ala..44% 

Montgomeiw,  Ala.,  4i%. 
Newberry,  9.  C.  4*%.. . 
New  Orleans.  La..  4% .. . 
New  York  City.  4%.... 
Norfolk.  Va.,  4% 
Roanoke,  Va., 
Roine.Ga.,4%. 
8partaoburK,S.C..4%.. 

8u»ter,8.C-4*% 

WibBington.N.C.,5%.. 
Wilmington.  N.C.,4<^r.. 
WifaDington.N.C.,4i%. 


Stocks. 

Ex.  Bk.  A  Tr..  Charleston.  S.  C 

Planters  Pert,  ft  Pfaos.,  Charleston,  8.  C. 
Parker  Cotton  Mills.  7%,  GreenTille,  S.  C. 

TotalB  (book  vahie,  8230,030) 


Par 

Market 

Value. 

Value. 

86,060 

86.100 

5.000 

5,060 

8.000 

8.000 

10.000 

8J00 

8.800 

8.806 

8,500 

8400 

5jOOO 

4.660 

5,000 

4,700 

6,000 

4,800 

10,000 

10.000 

5.000 

5.000 

1,000 

1.000 

10/100 

9,400 

10,000 

10.000 

9,000 

8.460 

5.000 

5.000 

6.000 

5.700 

5,000 

4.900 

5,000 

5.036 

3,000 

3.000 

1,000 

960 

4.000 

4,000 

500 

1,026 

500 

800 

10,000 

0,500 

8238.000     8235.766 


MISCELLANEOUS:  Paid-up  capital  increased  in  1896  from 
835.170  to  8108,945;  in  1897  to  8117,600;  in  1898.  8117.800;  in 
1909  to  8108,500,  and  in  1910  to  8200,000.  Conflagration  loaa: 
Baltimore.  1904.  835,512. 

DIRECTORS:  F.  O.  O^NeiU,  Phifip  H.  Gadadan.  B.  I.  Sim- 
mons,  Sam'l  Lapham,  W.  P.  Carrington.  A.  B.  Murray,  Francia 
J.  Falser.  J.  H.  C.  Wulbem,  £.  H.  Pringla.  D.  Huguenin.  J.  Roes 
Hanahan. 

FIELD  MEN  AND  TERRITORY  COVERED:  T.  J.  Ingram. 
general  agent  for  Va.,  Lynchburg,  Va.:  J.  C.  Noble.  Charles^ 
ton,  8.  C,  special  agent  for  8.  C.  and  N.  C;  W.  E  Gaati,  Jr.. 
special  aaent  for  Ga.,  Charleston,  8.  C.    The  eompany  opsiatas 
in  Ga.,  N.  C,  8.  C.  and  Va. 


EQUITABLE  FIRE  AND  MARINE  INSURANCE  COMPANY, 

Providence,  R.  I. 

Piwidnt,  F  W.  Arnold:  Vice-PreiQdents,  Edward  MiHigan  and  John  B.  Knox:  Secretary.  Samuel  Q.  Howe.    Organised.  1859. 


Yt4I, 


mi 

IHI 

UK 


1888476 

960425 
1.1I3J37 
1J71375 
1,374404 


-1. 


1243435 
20ft,349 
256,929 
800315 

788.083 


Net 

Surphu 


8204404 

264479 

258406 

238.981 

96400 


Net 
Premioi 


*8335.802 
S4S427 
463.761 
809,110 
933457 


Total 
Income 


8380,056 
380477 
542.9U 

424477 
989.686 


Leases 
Paid 


*8192.557 
223.768 
328,185 
574.938 
657,401 


Diyideods 


824.000 
24.000 


12,000 
24.000 


8140,836 
167477 
203462 
194,122 
388,618 


Total  Ex- 
penditores 


Incurred 


8357493 
415440^ 
531447, 
781.060] 
970,0101 


8178439 
214,908 
318,741 
527,709 
664.537 


*  bdade*  860  marine  premiuffls  and  81923  marine  kMses. 


LtABiuma.  Die.  31, 1914. 

Loaaes  unpaid 836.564 

243435 
4,173 


AaBRB,  Dk.  31. 1914. 

^««ate $101,180 

■f^to^loaas  ...  112400    Unearned prems. 

Bo^iad stocks...  718.658    Other  liabihties. . 

C«* 5,710 

^mubtbam....  2479       Total  liabiHties 

<^3B««  and  rata. .  9427    Capital  paid  up. 

Net  surphia 

^^ 949,754 

n>L<ie?.ovwli»b...  61.178 


8284.272 
400,000 
204404 


IfAai 


$888,576       Total 8888.576 


loss.  $17.$51;  investment  profit.  842,753. 

t^ii<  AND  PREMIUMS:  Fire  raka  in  force,  December  31, 
<^  -^^12:  pfcouiMU  thereon.  $484,405. 

RCctNEdB  SIKCE  ORGANIZATION:  Premiums  received. 
»2*^-^;  loan  paid,  $10,491,727;  dividends  declared,  cash. 

^4L  ESTATE  OWNED:  The  priadpal  item  is  the  com- 
P*°y;^aBBBc  oSoe  building  at  Weyboaset  and  Ca<stom  House 
^'jrJ^VTideaee.  This  ia  a  5-8t0iy  iroo  froat  building,  vahed 
^|8».900.  a»ftjy  oesupied  by  the  eomnaay.  the  remaioder  being 
•«i  reasel   The  other  properties  are  2  dwellings  in  Providence. 


MORTGAGE  LOANS:  There  are  30  loans,  amounting  to 
$112400.  and  ranging  from  8100  to  $18,000,  but  few  exceeding 
83400.  No  mortmM  nn  in  piocass  of  foreclosure,  and  all  ar» 
fastlieos.  The  ncearitaea  for  these  k)an8  are  vahMd  at  8373450, 
and  the  company  hoMs  8122.300  of  insurance  on  the  mortgaged 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

Imperial  Japanese  Gt.,  2  Ser.,  1925, 4|% 

Boeton,  1916,  4% 

East  Prov.,  R.  I..  Fire  Dis.,  1932,  i\%.. 

Fort  William,  Ont.,  1942.  ^% 

Macon.  Ga..  1930. 4i% 

State  of  Mass.,  reg..  1941. 3% 

State  of  Mass..  c.  1911. 3% 

NewYoric.1968,4% 

Providence,  R.  I.,  1928, 8^% 

Providence,  R.  I.,  1929, 3% 

Riehmond.  Va.,  1945,  4% 

Stratford,  Ont..  1942, 4i% 

Woonsoeket.  R  I.,  1923.  4% 

Woonsocket,  R  L,  1927. 4i% 

Bait,  db  0.  R  R.  So.  div.,  1925. 3i%. . . 
BostonA  Albany  R.R.eq.tr..  1919, 4i% 
Bridgeport  Tc,  1923. 5% 


Par 

Maricet 

Value. 

Value. 

80,750 

$8,970 

25,000 

25.000 

13,000 

13.130 

24433 

23,116 

10,000 

10.000 

50.000 

42.000 

15,000 

12.000 

25,000 

25,000 

25,000 

23.750 

5,000 

4.450 

20,000 

18,600 

25,000 

24.250 

10.000 

9.800 

25,000 

25.500 

10.000 

9,100 

25.000 

25.000 

5.000 

5,100 

I 
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EQUITABLE  FIRE  AND  MARINE  INS.  CO.,  Providence,  R.  I,— Continued. 


BOHM  AND  SroCU  OWNSD.— CoiU. 

Bonds. — Conl. 

Chi  RyB.,Ber.B..  1927, 6^c 

Col.,  0..  St.  R.  R..  1W2, 5^ 
Denver  CHy,  Tmway.,  1033, 5 


Vc- 


Detroit  El.  Ky.,  1916, 5% 

Eut  St.  L.  Sab.,  1932, 5% 

0».Ry.&El.,1932,6% 

Lehi^V»l.Tm.,1941,5^c 

Ma/H.  Ry.  A  Lt.,  1926, 6% 

N.  Y.  C.  &  H.  R..  1998, 3*% 

N.  Y..  N.  H.  &  H.  R.  R.,  d.  cs.,  1948.  6% 
N.  P.  A  Gt.  N.  R,  R.,  C.  B.  A  Q.,  1921, 


4Cr 


/c- 


R  I.  A  Sub.  R.  R.,  1950.  4% 

Un.  Tc." Ap.,  Plov.  A  Pawt.,  1933, 5^c . . 
Uticft  A  Mohawk  Val.  St.  Ry.,  1941, 4}% 
Clev.El.I]li]]n.,1939,5rc. 


icr 


Detroit  £di80ii.l933,5Vc 
Grand  lUpideQaBLt.,  1915,5rc- 

N.Y.T1..1999,4i% 

Pac.TI.ATg..l937.5Tc 

Pawtucket  fi.,  1916,  S^c 

Un.Steel,1962,5r< 


Un.£l.Lt.  APow.of  Bait..  1929,4i< 
Utica  El.  LtAPow..  1950.5^0 


Stocks. 

Chi.  Gt>  W.  R.  R.,  p.f 

I]l.Cen.R.R 

N.Y.C.AH.R.R.R 

N.  Y.,  N.  H.  A  H.  R.  R 

Pa.R.R 

Un.To.AEl 

Blackstone  Can.  Nat.  Bk 

Industrial  Tr 

Mechanics  Nat  Bank 

Nat  Bank  of  Comm 

Gn.Adj.Bttr.ofN.Y 

Narragaoeett  El.  Lt,  Ptov. . . . 
Nanasanaett  El.  Lt,  Ptov..  d. 

FRmdenoe  Gaa 

^VovidenoeTl 

Southern  Ad].  Bar 

Underwriters  Slyg.,  Chi 


Par 

Market 

Vahie. 

Value. 

$6,000 

13.960 

5.000 

4,950 

5.000 

4.350 

5.000 

4,600 

5,000 

4,700 

5,000 

5,050 

5,000 

6,550 

10,000 

10,300 

10,000 

7,700 

30,000 

31,800 

35,000 

33.950 

5,000 

4.200 

3,000 

3,000 

5,000 

4.700 

3,000 

3.060 

5.000 

5,150 

5,000 

5,000 

5,000 

4,900 

5.000 

4,650 

3,000 

2,150 

5,000 

5.850 

5.000 

4.970 

5,000 

5,200 

11,000 

4.180 

16,800 

18,816 

16,000 

14,400 

20,000 

11,000 

27.500 

.3a525 

20,000 

19,400 

12.500 

18.500 

3.000 

7.110 

5,000 

6,000 

15,000 

21,300 

300 

300 

7,600 

12,750 

2.500 

3,750 

35,500 

69.580 

1.950 

3,900 

100 

100 

1.000 

1.000 

I 


Bonds  and  Stocks  Own*d. — Cmt. 
Stocks.— Cofrf. 

UnderwiitersSlyg.,  N.  Y 

Western  Adj.  A  Inep.  of  Chi 

Totals  (book  Taluee.  1696383) 


Par 

Vahie. 

$500 

100 


Market 

Viiue. 

SI750 
200 


1692.333       1718,658 


MISCELLANEOUS:  Capital  ntereased  in  1881  from  I2OO.O0O 
to  ISOO^OOO.  and  in  1899  from  1300,000  to  1400.000.  Gonlte- 
gntkm  loaees:  Boston,  1872,  1305.000:  Baltimon,  1904,  $121.- 
298;  Smi  Franoisoo,  1906,  $264,750.  Vahie  of  deposit  with  L 
I.  Ins.  Dq)t.  $42,000:  in  Ga.,  $10,000;  in  Va.,  $18,600;  in  Can., 
$110,936.  Eouitable  Seeurities  Co..  of  Hartford  owns  s  majority 
of  the  stoek  oi  this  eompany. 

DIRECTORS:  Frad  W.  Arnold.  Jofios  Fdiner,  Herbert  F. 
HinoUey,  H.  Martin  Brown.  Cyrns  M.  Van  Slyck,  Qeorn  R. 
Smith.  Charies  A.  Morfsn.  Edward  Milfisaa.  John  B.  Knox,  Rob- 
ert L.  Speooer.  Thomas  C.  Temple.  FsokerBraman.  Geo.  L  Groa, 
George  JM.  Lovejoy.  Edward  M.  Day. 

FIELD  MEN  AND  TERRITORY  COVERED:    LovdoyaDd 
Spear,  managers  Western  department  Hartford.  Conn.    Geoeral 
a^nts:  John  J.  McKur,  Maoon,  Ga..  for  Ga.,  Fla.  and  Ala.;  J.  L. 
Price.  New  Orleans,  La.  for  La.  and  Miss.;  Gerald  L.  Sefauyler. 
Denver,  Cok>..  for  Colo»  Special  acents:  F.  C.  Bunill.  Pcrtiaad. 
Me.,  for  Me.  and  N.  BL;  Clarcooe  H.  Senter.  Hartford,  Conn.,  F.  B. 
Luce,  Boeton^  ^*^  ^^  Boston  Metropolitan  District  and  R.  I.; 
James  Hutchison.  Hartford,  ComUtJor  Conn  and  Mass.;  J.  W. 
Friend,  Petersburg.  Va.,  for  Va.,  G.  W.  Robertson,  Augusta,  Ga.. 
for  N.  C;  W.  H.  A.  Munns,  Syracuse,  N.  Y.,  for  N.  Y.:  Walter  Q. 
Kent,  Philadelphia.  Pft..  for  Ea«ton,  Pa..  N.  J^.  Del,  Md.  and 
D.  C;  Black  A  Woohnan,  Philadelphia,  Pa.,  for  Western  Pa.;  A.  K. 
Evans.  Columbos,  0.,  for  O.,  W.  Va.  and  Ind.;  Robert  C.  Hosmer, 
Chicaoo,  DL,  for  HI.;  Roy  E.  EUen,  State  agent  St  Louis,  Ma,  fcr 
Moj^  W.  H.  Young.  State  agent  Kansas  City,  Mo.;   for  Kaa.; 
C.  BL  Luce,  Detroit,  Mieh.,  State  agent  and  W.  C.  Cadwallader. 
Owesso.  Mich.,  and  Dudley  H.  Luce,  Lansing.  Mich.,  special  annti 
for  Mich.;  G.  W.  Holton.  Dee  Moines,  la..  State  agent;  J.  F.  Dale. 
Omaha,  Neb..  State  agent;  B.  F.  Weitael,  Louisville,  Ky.,  Sute 
agent  for  Ky.  and  Tenn.;  8.  Herdegen,  Stote  agent  for  Wis.,  Mil- 
waukee, Wis^  M.  A.  Fraedy,  Milwaukee,  Wis.,  special  agent  for 
Wis.;  B.  E.  Cowles,  Minneapolis,  Minn.,  State  agent  for  Minn. 
The  company  operates  in  all  the  States  and  Territories  of  the 
United  States  except  Alas.,  Aris.,  Ark..  Nev.,  N.  M.,  N.  D.. 
Okla..  a  C.  a  D.  and  Tex. 


EQUITY  FIRE  INSURANCE  COMPANY,  Kansas  City,  Mo, 

President  £•  G.  Rowley;  Secretary,  C.  T.  Hinkle;  Manager.  Brace  Dodson.    Organised,  1909. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Losses 

YlAB 

Asnts 

ftemiums 

Suri^us 

Ptoniums 

Income 

Fkid 

Dividends 

Expenses 

penditures 

Ineuired 

1914 

$238,343 

$25,681 

$108,967 

$42,907 

$57,001 

$5349 

$6,000 

$18,013 

$24362 

$7,649 

1913 

207.447 

35.44i 

78,602 

44.033 

62,671 

7.967 

6,000 

12.616 

26.583 

8,467 

1912 

181.369 

26.746 

51,995 

45,659 

52323 

29,983 

6»000 

13,639 

49,622 

26.983 

1911 

178,149 

26.526 

45.602 

45,498 

53,513 

12,103 

6,000 

15,649 

33  752 

15,102 

1910 

168,630 

25,634 

30394 

50,612 

56.837 

13.390 

6.000 

17,235 

36.634 

12.149 

AsBKB,  Dm.  31. 1914. 


»  •  •  • 


Mortgage  k>ans 
Bonds  and  stocks. 
Collateral  kNms.. 

Cash 

Agents' balances.. 
Interest  and  roits 
Oth« 


Total 


$13,000 

181359 

2.000 

31.740 

9,170 

911 

163 


LuBnmsB,  Dbc.  31. 1914. 

LosBes  unpaid $2300 

Uneamea  prems ....  25,631 

Other  fiabifitica....  5,945 

Total  liabilities...  $34376 

Capitalpaidup 100300 

Net  sarphjs 103,967 


$238343       Total $238343 


Underwriting  profit  $24,974;  investmant  profit  $9394. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$2,583,783;  premiums  thereon.  $51,081. 

BUSINESS  SINCE  ORGANIZATION:  Prenuums  received, 
$367,613;  lessee  paid,  $70318;  dividends  declared,  cash.  $30,000. 

MORTGAGE  LOANS:  There  are  3  loans  agcregating  $13,000, 
Moond  by  improved  KaiMasCSty  property  worth  $83340.  There 
was  no  mtcrest  past  doe  on  December  31.  last  Company  holds 
$27,000  of  insurance  on  the  mortgaged  buiklinga. 

COLLATERAL  LOAN:  There  is  one  loan  of  $2,000,  secured 
by  a  deed  of  trust  on  a  k>t  in  Clemens  Place,  St  Louis,  Mo. 

BONDS  AMD  STOCKS  OWNED: 

BOMDS. 


I  Cy.t  Mo.,  se . 

CmsCohMO 


Par 
Vahie. 

$50,000 
10.000 


Book 
Vahie. 

$50,000 
10.000 


Bonds  Ann  Sroou  Owmn.-— CoiU. 
Bonds.— CoiU. 


St  Louis,  Mo 

Chicago,  111 

Kansas  Qr.,  Mo.,  wat 

Jackson  Co.,  Mo.,  sc 

Ruemmeli-Braon  Co 

Sangamon  Co.,  111.,  se 

Salt  Lake  City,  sc 

Aurora.  IlL,r 

State  or  Louiriana,  Port  Comm . 
Kansas  City.  Mo.,  Pk.  f.  ctfs. . . 


Stocks. 

City  Ice  A  Storage.  Kansas  Cy.,  Mo. . . . 

Sute  Bank  of  Kansas  Cy.,  Mo 

Peet  Bros.,  Mfg.  Co.,  KanJBas  Cy.,  Mo.,p 
Peet  Bros.  Mfg.  Co..  Kansas  City.  Mo . . . 


Par 

Book 

Value. 

Value. 

$10,000 

$10,000 

10.000 

10.000 

11,000 

10,990 

2.500 

2355 

6,000 

6,000 

5.000 

4346 

2,000 

1,783 

9.000 

8366 

2,000 

2,020 

31,549 

31349 

28.900 

20,000 

5,000 

6.75C 

3300 

330( 

2,500 

2.5a 

Totals $188.949       »181.35^ 

MISCELLANEOUS:  This  company  was  organised  and  com 
menced  bunness  early  in  1909  with  a  paid  up  capital  of  tlOO.OOi 
and  a  net  cash  surplus  of  $10,000.  It  operates  only  in  Mo. 

DIRECTORS:  Brace  Dodson.  E.  R.  Rankm,  E.  Sinclair.  J.  W 
Carence,  A.  L.  Dodson.  E.  G.  Rowley.  C.  T.  Hinkle,  R.  F.  QUkosoi 
A.  See 
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EUREKA  FIRE  AND  MARINE  INSURANCE  COMPANY,  Cincinnati,  O. 

Ptandent,  F.  A.  Botiuer;  SeereUiy,  Adun  Benus;  Aflsntant  Secretary,  F.  C.  Barton.    Organixed.  1864. 


Unearned 

Net 

Net 

Total 

LosBes 

Total  Ex- 

Losses 

VUB 

ASBltl 

Flraniiaina 

Surplua 

PteQuunu 

Income 

Paid 

Dividends 

Expenses 

penditures 

Incurred 

1914' 

S388;473 

1131,148 

|143;»4 

9114,604 

1131.036 

134.067 

S8.000 

$55350 

197,907 

184,998 

im 

363i35         121,000 

130,002 

106362 

121,653 

45.600 

8.000 

49,311 

102,911 

46,496 

J91i 

364,493          120.743 

133,954 

102,057 

116,427 

41377 

8,000 

49,513           99,390 

39.194 

mi 

363.340,         120^15 

139,241 

102,529 

117,263 

53,637 

8,000 

49.162!         110,799 

47,500 

1910 

362,7721         128,822 

115,434 

115,301 

130.282 

70.660 

8.000 

61.145         139.805 

71.189 

Asms,  Dsc.  31, 1914. 


Rail 

Bonds  udstodb... 

CoOiteEslkaiK..... 

Ciab 

Ageats'balaiieeaL... 
lateroEt  and  leots.^ 


15,000 
332.613 

500 
29,484 
19,942 

933 


LiABiLims,  Dbc.  31, 1914. 

Losses  unpaid 16,702 

Unearned  jprems....  131,148 

OtherliabffitieB 7,368 

Total  liabilities...  $145,218 

Capital  paid  ap. ... .  100,000 

Netsorphis 143,254 


Total 


$388,472       Total $388,472 


HISKSANDPREMa^MS:  Fiie  risks  in  force,  Deeember  31. 
t2l,4i3,496;  pRniiiims  thereon,  $251,457. 

BUSINESS  SINCE  ORGANIZATION:  Ptvnhnns  reeeived, 
Si^77J60:  kws  paid,  $2315,617;  dividends  declared,  cash, 
H02,QOa. 

REAL  ESTATE  OWNED:  Consists  of  the  Fh)duee  Alley 
Frett  Hook,  book  ▼ahw,  $8,061.  carried  at  $5,000. 

COLLATERAL  LOANS:  Then  m  one  k)an  of  $500  on  Early 
A  Dinds.  pnf.  sik..  the  Bwket  Tafaw  of  which  is  $700. 

BONDS  AND  grrOCKS  OWNED: 

BonM. 
McAleBlcr,  Okla.,  wat.  &  sr.,  1933, 5"^ . . 

MakBjHe.  Okk.,  se..  1923, 5% 

Soeono.  N.  M,.  wat..  1917,  5% 

Cfatoo,  Okla.,  vat.  wks.,  1927,  B^c 

Pi»fcaia,Okla..  se.  dis.,  1922.  67c 

Ckvdsnd.  OUa.,  ar.,  1936, 6% 

PatsK  N.  M.,  wat.,  1939,  6% 

I>3iwt,  Okla.,  waL  wks.,  1927. 5% 

Fliertiff,  Aria^  wat.  wks.,  1928.  6%.... 

FhoeDa  Un.  HL  Dis.,  Aria..  1930 

Umpa,  Aria.  Ter.  ac  dis..  1931.  5%. . 
McAlcBta.OUa^se.,  1937,5% 


Par 

Market 

Vahie. 

Vahie 

$7,000 

$7,770 

5,000 

5,260 

13,500 

13,635 

1,000 

1.002 

5,000 

5312 

2,000 

2396 

2,000 

2378 

2,000 

2,141 

1,000 

1,060 

1.000 

1,021 

5.000 

5.437 

3,000 

3355 

Bonds  and  Stocks  Owv*D.—Cont. 
Stocks. 


2nd  Nat  Bk 

1st  Nat.  Bk 

Cin.  Int-Tm.  R.R.  gr.  1  P 

CoLftXeniaR.R 

Cm-  St.  Ry 

Ckv.  A  Pitta.  R.R , 

Cin.  Gas  A  El 

53rd  Nat  Bk 

Citiaais  Nat  Bk 

German  Nat  Bk 

See.  Ins 

Atlas  Nat.  Bk 

Little  Miami  R.R 

Cin.  Tob.  Wareh.  1  p 

4th  Nat  Bk 

Farm.  A  Shipmrs  Leaf  Tob.Wareh.  1  p. 

Odd  Fellows  Temple 

Girard  Nat  Bk.  Stk 

Nat  Bk.  of  Com 

Cin.,  Newpt  A  Cov.  Lt  k  To.  oom.  stk. 

Scioto  Val.Te 

Ist  Nat  Bk..  Norwood 

West.  Adj.  &  Insp 

Chamber  of  Com.  ctfs 

Ohio  Tc,  p 

Cin.,  N.  0.  A  Tex.  Pfte.  RJt.  p 


Par 
Value. 

$5,000 

17,500 

8,000 

2,350 

25,600 

15,000 

44,300 

11,000 

7,000 

5,500 

28,500 

1,000 

2300 

2,600 

4,000 

2300 

1,000 

4300 

6,000 

3,500 

2,500 

2,300 

100 

200 

8,000 

1,200 


Market 
Value. 

$5,250 

34.125 

7,520 

4.794 

26.880 

24,300 

29.681 

20,900 

13.300 

16,500 

34.200 

3,250 

5,126 

1,040 

10,800 

2350 

1,000 

14,070 

10,200 

2.975 

2,531 

3,979 

200 

90 

6.400 

1330 


Totals  (book  vahie.  $826,668) $258,850      $332,612 

DIRECTORS:  Geo.  SUmer.  W.  B.  Carpenter,  Matthew  Ryan, 
Michael  Ryan,  F.  A.  Rothier,  Adam  Bonus,  C.  C.  Rothier. 

FIELD  MEN  AND  TERRITORY  COVERED:  H.  C.  Kloek- 
eiem.  State  aeent  Lansing,  Mich.,  for  Mich.;  RoQin  B.  Beaton, 
Salem,  0.,  m  Chas.  Benus,  Cincinnati,  0.,  special  agents  for 
O.    This  company  operates  in  HL,  Mich,  and  0. 


FACTORS  AND  TRADERS  INSURANCE  COMPANY,  MobUe,  Ala.§ 

Fcid.  Fordkimer  Tiee-FMidaDt,  C.  P.  DimiaaiSecretafy.  Jade  F.  Roas;  Aasistwt  Secrctaiy,  Jos.  F.  Bollock.  OrtaniMd,  1870. 


Unsamed 

Net 

Net 

Total 

Losses 

Total  Ex- 

Losses 

Sfiis 

AmOB 

Ptanuums 

Surplus 

Pwaninwui 

Income 

Phid 

Dividends 

Expenses 

penditures 

Incurred 

m4 

$116380 

$8366 

$166,630 

*$11306 

$27378 

•$1331 

$16,000 

$10,702 

$26,082 

•^^i 

im 

32i,6e$i 

10.122 

166326 

16,136 

34,756 

3,092 

16,000 

11,338 

29,430 

8.087 

mi 

816300 

9364 

166346 

12,635 

29304 

378 

16,000 

10,069 

25,447 

378 

Ml 

8>0l086 

11336 

162361 

21,603 

83.938 

1,190 

15,000 

9,437 

25.627 

1,190 

mo 

3M.792 

10.476 

161316 

30,722 

42,024 

2,081 

16,000 

9,958 

27,043 

2,086 

*  Indodss  $2330  marine  premiums  and  $121  marine  Sosaee.       i  Transacts  both  fira  and  marine  buoness. 


Sal 


BoadBaadstodEs.. 
ODihtmlk)aM.... 
CaA 

CiegOeeted  prema. 

iBMrel  sad  rents.. 
06m 


Dae.  31, 1914.  UAxnjJSMB,  Dsc.  31, 1914. 

$20,000  Unearned jpnms....        $8,557 

12.900    Other  IkbiUties 2,393 

175.420  

75,675  Total  liabilities. . .       $10,950 


Tottl 


10360  Capital  paid  up 150,000 

10392  Net  surphis 55,630 

620 
11,613 


$316380       Total $316380 


^BISKSANDPBEMinMS:  ^le  risks  in  force,  December  31, 
S13U375;  pcemioiiM  thereon,  $17,042. 

^BGSINEaS  SINCE  ORGANIZATION:  Premiums  received, 
tUHl312;  kases  paid,  $323,628;  dividen<b  dedaied,  cash.  $537.- 
SCI 

^^U.  ESTATE  OWNED:  Company's  home  office  building, 
^^»he,  $7300;  market  vahie  in  excess  of  that  amount  Net 
Rvcne  to  the  eooBpany,  $20a 

MOBTGAGE  LOANS:    There  are  7  loaas  asgregating  $12,900, 
»d  an  pnleeted  by  improved  real  estate  in  Mobile,  Aht.,  valued 


at  $25,800.    The  company  holds  $14,400  of  insurance  on  the  build  • 


COLLATERAL  LOANS:    These  loans,  aggregating  $75,675, 
are  all  well  secured  by  securities  whose  market  value  is  $88,904. 


BONDS  OWNED: 
State  of  Ala $110,000 


State  of  Ala.,  f . 

State  of  Ala.,  reg 

Mobile  Lt  A  Ry.  Co.,  cs. . 
Mobile  Lt  &  Ry.  Co.,  1  m. 

Battle  House 

New  York  Ry.,  5% 

New  York  Ry.,  4% 


Par 

Market 

Value. 

Value. 

110.000 

$102,300 

28,500 

28300 

10,000 

10.100 

10.000 

10,000 

5,000 

5,100 

23.000 

13.800 

7.000 

4,060 

2,000 

1360 

Totals $195,500      $175,420 

DIRECTORS:  A.  G.  Quina,  C.  P.  Dumas,  P.  J.  Lyons, 
Ferd.  Forchomer,  M.  P.  Levy,  R.  A.  Smith,  L.  Lyons.  J.  J.  Mo- 
Phillips,  M.  C.  Altmayer. 

TERRITORY  COVERED:    MobUe  Co..  Ala.  only. 
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FARGO  FIRE  AND  MARINE  INSURANCE  COMPANY,  Fargo,  N.  D. 

PNoideBt.  J.  H.  Wiahek;  Secretaiy.  C.  B.  Thompwrn.    OrgauMd,  1912. 

Aanto,  Dee.  31.  1918:  Bilb  reoeivaUe,  M.845;  nortiifB  loans, 
117.200;  louM  on  Fano  Und.  Co.,  IU,900;  «Mk,  $046;  other 
aneta,  1125  total  aeaet .  I«l,016.  IttbUitaaa:  Capital  pattUp. 
9S8/W0:  net  surplus,  |7,M«;  total,  MtOll. 


MISCELLANEOUS:  This  oompany  is  not  yet  writing  busiiMa' 
bat  is  expeoted  to  oommenoe  early  this  year. 


FARMERS  INSURANCE  COMPANY,  Cedar  Rapids,  la. 

Pmidwt,  Ed.  R.  Smith:  Stxntuy.  C.  N.  Jeokiiu.    Orxaoited.  18<0. 


Unearned 

Net 

Net 

Total 

Laeses 

Total  Ex- 

Losses 

TlAB 

Assets 

Preznituns 

Surplus 

Premiums 

Income 

Paid 

DividendB 

Expenses 

penditures 

Inottnes 

1914 

1943.893 

S()0},180 

8119381 

$420,829 

S495.1S3 

1295340 

120300 

1208.522 

8618.762 

8279.121 

1913 

954,547 

609,947 

118358 

604,530 

556,748 

814,500 

20,000 

177378 

512,478 

3073» 

1912 

914,044 

569.607 

116.224 

394.729 

444.392 

197,170 

20.000 

197.000 

410.170 

194,905 

1911 

1880,837 

539,114 

114.630 

361,999 

403.018 

184,400 

20,000 

177,414 

381,823 

178366 

1910 

t871,439 

537.040 

111.995 

329,0n 

414,014 

133.934 

20.000 

168.536 

312.470 

139,942 

t  Includes  notes  for  proniums. 


Abbbtb.  Dbc.  31, 1914. 
Roalcetate 862,000 


Mortgage  loan . 

Cash 

Agents' balances. 

Interest 

Other  assets.... 


ToUl 


741,095 

34313 

8,031 

13,612 

84341 


LiABiUTiia,  Dec.  31, 1914. 

Losses  unpaid 811.139 

Unearned  prems....  601,130 

Other  liabilitiM....  12,243 

Total  liabilities. .  8624.512 

Capital  paid  up....  200.000 

Net  surplus 119,381 


8943.893       Total 8943,893 


Underwriting  loss,  854,577;  investment  profit,  875,699. 

RISKS  AND  PREMIUMS:  Fire  risks  in  foroe,  Deeember  31. 
882.527,971;  premiums  thereon.  81,502,824. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  reoeived. 
810,994.891;  loeses  paid,  84,616.194;  dindenifa  declared,  cash. 
8615,500:  stock.  8175,000. 

REAL  ESTATE  OWNED:    Company's  home  office  building. 


'   and  other  real  estate  carried  at  its  book  value,  862,030;  market  value 
in  excees  of  that  amount.    Net  revenue  to  the  oompftny.  $3,225. 

MORTGAGE  LOANS:  Thtn  are  160  mortgage  loans,  ao^e- 
gating  8741,095  on  first  mortgagee  on  la.  farm  and  Cedftr  Rapidi 
real  estate  pn^Mrty  worth  about  three  times  the  amount  loued 
thereon.  TWe  is  no  interest  past  due,  and  the  oompany  hoUs 
policies  on  the  buildings  amounting  to  8181,330. 

MISCELLANEOUS:  Company  declared  a  875.000  stock  divi- 
dend in  1880,  and  in  1909  tranatened  8100.000  trom  surplus  to 
capital  account,  thereby  increasing  the  capital  from  8100,000  to 
8200,000. 

DIRECTORS:  Ed.  H.  Smith.  John  B.  Hendetaon,  Isaac  B. 
Smith.  Norman  E.  Smith,  C.  N.  Jenkins. 

FIELD  MEN  AND  TERRITORY  COVERED:  Special  agento. 
C.  W.  Hook,  F.  S.  Snyder,  Cedar  Ramds,  la.,  D.  H.  Criley,  Ot- 
torawa,  la.;  W.  M.  Hotehkiss.  Sioux  Falls.  8.  D.;  P.  K.  Walsh. 
Humboldt,  Neb.;  adjusters,  D.  M.  Kelley,  E.  H.  Pirkel,  J.  H.  Mcr- 
ritt.  Cedar  Rapids.  la.  The  oompany  opoates  in  la.,  Neb.  and 
S.  D. 


FEDERAL  INSURANCE  COMPANY,  Jersey  City,  N.  J.I 

Pre4Jent,  Psrey  Chubb;  Secretary.  M.  Gruadner.    Organiied.  1901. 


1   Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Losses 

Ybab 

Assets 

Premiums 

Surplus 

Premiums 

Income 

Paid 

Dividends 

Expenses 

penditures 

Incurred 

1914 

83,505,127 

8567.486 

81,204,742 

81.621.298 

81,749370 

8758390 

8120.000 

8635.466 

81314,056 

8934.824 

1913 

3.294.677 

611,144 

1,135,054 

1363346 

1,482.053 

572.763 

100,000 

648.436 

1,321,199 

634.551 

1912 

3.273,124 

615,185 

988394 

1,467371 

1375,284 

688343 

100.000 

619.093 

1,407,636 

656,745 

1911 

3,106,931 

572.968 

924.160 

1,189,978 

1388,347 

334,457 

80.000 

543,197 

957.664 

363388 

1910 

2.759376 

541,784 

593,150 

1332383 

1,421353 

653.556 

80,000 

492307 

1,225.763 

641.135 

T  Transacts  marine  business. 
AssxTS,  Dxc.  31. 1914. 


Mortgage  loans . . 
Bonds  and  stocks. 

Cash 

Agents'  balances. 
Interest 


830.000 

2.650.260 

504.837 

301.443 

84.133 


Total 83,529,673 

Spl.  dep.  over  Uab. .        24346 


LiABiij-nxs,  Dbc.  31. 1914. 

unpaid 8588,165 

Unearned  prems ....  567, 486 

Dividends 60,000 

Other  liafaiUties....  84,734 

Total  liabilities. . .  81.300,385 
Capital  paid  up ... .  1,000.000 
Netsurphis 1,204,742 


Totalassets 83,505,127       Total 83,503.127 


Underwriting  profit,  854,375;  investment  profit.  8159,859. 

RISKS  AND  PREMIUMS:  Msrine  and  inland  risks  in  force, 
896,462,791;  premiums  thereon,  81,053,364. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  reoeived, 
815,166368;  losses  paid.  87,586,067;  dividends  declared,  cash, 
8090,000. 

MORTGAGE  LOAN:  The  mortgage  of  830,000  is  secured  by 
7  St.  Marks  place.  Borough  of  Manhattan,  N.  Y.,  valued  at  845,000. 
Principal  and  interest  guaranteed  by  Lawyers  Mtg.  Co. 

BONDS  AND  STOCKS  OWNED: 
Bonds. 

Camden  Co.,  N.  J.,  rd.  imp.,  1931,  4}%. 

Cuba,  Rep.,  cxt.  loan.  1944.  5% 

Cuyahoga  Co..  0.,  bg.,  1922,  5% 

East  Orange,  N.  J.,  wat..  1933,  4% 

Elisabeth,  N.  J.,  adj..  1922.  4% 

Englewood,  N.  J.,  se.,  1935,  4% 

Essex  Co.,  N.  J.,  bg.,  1924.  4% 

Ga.,  Stote  of,  reg..  1927, 3*% 

Hudson  Co.,  N.  J.,  bg.,  1924,  4% 


BoNbs  AND  Stocks  Ownbd.— Conf. 
Bowds.— Coitf. 

Jersey  Cy.,  N.  J.,  wat,  1916-23,  5%. . 
New  Orleans,  La.,  pub.  imp.,  1927, 5%. 

N.  Y..  kmn  Hway  unp*.  1961,  4% 

N.  Y.  Cy.,  repaving.  1916,  3i% 

N.Y.Cy.,  docks,  1917,3%. 


N.  Y.  Cy.,  dks.  &  fers.,  1929-40,  3i^ 


CL 


N.  Y.  Cy.,  rap.  tran.,  1948,  3f% 
N.  Y.  Cy.,  repaving,  1952,  34%. 


Par 

Market 

Value. 

Value. 

85,000 

85,200 

25,000 

26,250 

12,000 

12.480 

15,000 

14.400 

50.000 

49,000 

25.000 

24.000 

35,000 

24.750 

10.000 

9.600 

50,000 

49.000 

N.  Y.  Cy.,  Corp.  stk.,  1956.  4% 

N.  Y.  Cy..  Corp.  stk.,  1959.  4% 

Orange  Co.,  N.  Y.,  rd.,  1915-16,  44%. . 
"     ttc,  N.  J.,sc.,  1940,  44%. 


Co..  N.  J.,  bg.,  1922,  4 


/O- 


Perth  Amboy.  N.  J.,  sc.,  1941,  44%. 
Plainfield,  N.  J.,  jt.  sr.,  1935-6,  5%. 


IT* 
0' 


Plainfield,  N.  J.,  sr.,  1935-7,  5 
Princeton,  Bor.,  N.  J.,  sc.,  1921-8,  44 

Rutherford,  N.  J.,  sc..  1950.  44% 

West  Orange,  N.  J.,  f.,  1941,  44%  .  - . 
Alby.  k  Suaq.  R.  R.,  1  m.,  1946.  34%. 
AU,  C.  El.  R  R.,  1  m.,  1945,  5% 

B.  k  0.  R.  R,  or.  In,  1925, 34  % . . . 
Bergen  Co.  R.  R.,  1  m.,  ext..  1921,  5 
Caro.,  ad.  k  0.  Rv.,  1  m.,  1938.  5% 
Cent.  R.  R.  of  N.  J.,  leg.,  1987,  5% . . 
Cent.  Br.  Ry.,  1  m.,  1919,  4% 

C.  k  0.  Ry.,  1  cs.  m.,  1939.  5% 

Chi.  k  Alt  Ry.,  1949,  3% 

Chi.  k  Alt  Ry.,  1  In.,  1950, 34% 

Chi.,  Ind.  k  St  L.  Ry.,  8.  L.,  1953, 4% 
Chi..  Mil.  k  St  P.  Ry..  cs.  m.,  1934,  44 
Chi.  k  Nwn.  Ry.,  eq.  tr.,  1919-2^1, 44% 


7o- 


c* 


Par 

Maricet 

Value. 

Value. 

878.000 

879,700 

10,000 

10.000 

15,000 

15,300 

2.000 

1.980 

5,000 

4.850 

30,000 

27.150 

200,000 

178.000 

48,000 

42.240 

50,000 

49.500 

10,000 

10.000 

10,000 

10.000 

30.000 

31.500 

25,000 

24.750 

25,000 

25300 

10,000 

10,750 

15.000 

16,150 

12.000 

12.185 

10.000 

10.200 

15,000 

15300 

25,000 

21,750 

20.000 

19.200 

25,000 

23.000 

6,000 

6,000 

10,000 

9.900 

10.000 

11,700 

27.000 

23.760 

25.000 

26,750 

25,000 

15.000 

10.000 

4.3O0 

10,000 

9,00<} 

10.000 

10.300 

25,000 

25,000 

BEPORTS    OF    FIRE    INSURANCE    COUPANIES. 


FEDERAL  INSURANCE 

Bona  uBSiDcaOim.— Cad.  Pa 

Bmmt.-CmL  Vtlm. 

Cto  <  Hen.  R.  R..  1  M..  KMS.  S%...  m.OOQ 

C,  Te.  K.  J_  Waj,  1% 2S.0OO 

EU.  <  Hod-  1  A  r.  BL.  ISA  4% U.OOO 

Ekn  ARiaGr.  B.B.,ln.B.,  ltta,<%  lo.ona 

ETia^V>.AG>.a.Jt.a.iB..l>M.37c  1<U>» 

F^  i  Amb.  R.  R.,  n*..  ISM,  fi<7c  . . .  M.(m 

£i( .  JoL  J[  Eut.  Ry..  1  m..  IMI,  y.r  .  10,000 

Oi^  nu.  *  c«i.  Jo-.  Rr.,  iHo.  6%  Kjm 

Fiutem  UwQ.  R.  R,  1  m..  lOIO.  i":'^  10,000 
Hnuloa  4  Tix.  Ccnl.  R.  R.,  pl  m.,  1«21, 

t  :                                  »W) 

iu.r«i.  R.  R    ■       ■-"-  -■-  :,ooo 

i;i  Cat.  R  R  JO.OOO 

Ii:. Ccu. B.  R                               ■,■    .  12.000 

IiL  Cav  R  R  10,001) 

111  Cat.  R  B                   ..    !  lO.OOO 

L;^,4M.^'   li."  1  m-Vi^ta:,  3i-  »o[00i1 

Ui- V»l.  Tm.  ,; ,     im,151i,  ,^t  30,1K» 

I«lD«k.(3    r:,      I^U,  6'.  SOJMO 

LJi  R  R.,  fi  -, ,  1  0'  ,  W--.  4C  -  lOJJOO 

Mmi- R» -"«."".■.     |-j','-c;    "'"'  IsioOO 

Mldk2R.R.    \    J     1  :a  «l  ,  i'.il",  i  2i.OO0 

M,ILAT,R'.     1  r,<     -,J'>i.v  K.m 

M   4  0.  R.  R     I  :,,      |.'7    [,  lO.WI) 

!>nHt  Pm.  :'.             -,  .  im.'>  Ji.OOO 

S.J,*N.  ¥.     ■     .       I    ■      !'.-■■    -  W.0BO 

S.  Y.C.iH.                            I  i  :  IS.OOO 

S.  Y,  C,  Uh  4S,000 

H.  V.CtL«a:.  i.,  ii.  i-^.Jn..  JUJ,.i  .  50,000 
X  Y..LE.  4  W.  R.  R„dk>.4asp,eit. 

.■>.  1,4  U.*Br.'R.  R,.  (iLa..  IMl.  t'i  lo!noo 

S.  T.  O.  4  W.  R7  .  r,  m..  IMi,  4':  .. .  SJ.OOO 

S.  T_P.  *S,  R,  R..  Im.,  IBM.  I't     .  [0,000 

s.  T ,  .^,  4  w,  R.  R.,  1  m..  war,  s' ,  . .  w.noi) 

Na  Pv,Rr-.cii,lD,4  Id.  gr.,  1047,  S^r  eO,00>l 

^wtiJfwr  STR)-,!***.*";    10,000 

Ow  4  Couzi.  BI,  Rr,  4  Bf ..  a.  m.  1, 

1*M,S-;                  10,000 

Puma  Eit.  R.  R„  1  m,.  eiL.  IftM,  i%  SI.OOO 

Pi  R  R.rt,.  WW.  Ji'r      io.om 

K.  4Ewt.Bj',.  In.in.,l»40,4',.   .  80,000 

p.irt  Radio*  Rr..  I  ■»„  IHI,  S'^;    ...  iinoo 

-^  J«,  Rt.,  Li..  Ht.  4  Pow..  1*37,  i'  ^  10,000 

•^  L  Sm.  Ry..  !  m.,  11WB,  4"c iS,0Ot» 

»  P>c  R.  B..  sq.  a..  ID2I.  ff^c          .  li.000 

:xi.  pt  R  R,.  C»l,,  I «.  ■-  IB17, »' ;  .  is,aao 

Ttml  Aie.  S.  R..  N.  V.,  1  ■.,  lOJT,  i'h  3i.t»0 

T.   4  O.  Ctnt.  R  R.,  I  ■-,  IMS,  S'",  .  10,000 

■  •faatiR,  R..  Im..  ItOO.i'^c 19.000 

Tni.  Mi  R-  &..  I  m..  1K3.  l^'r li,000 

.<«-.  Ac^  num..  1  D.  CT..  IKS.  S%  Zi,000 


COMPANY.  Jersey  City,  N.  J.—ConliHutd. 

Uakm  Bonn  in  Siocu  OwmD,— Cnl.                hr          MiAM 

Vila*,  Bom.— Cml,                             ViAm.          ViIim. 

118,000  '  Ash,  DookAImp..  Im..  1021,  S"^....         (MOOD        tSIJMV 

U,750  '  Aiur,  ted,  e«,.  I,  f,.  1«fl,  S'^o     . . .  ,           lO.eOO          10.400 

t4M0  Ama,  Tl.  4T|„Bi>I,  Ir.,  1)29, 4 '„  ....           [OjnO    .       8,(00 

40,000       AiHT.  Tl.  A  Tl,  n.,  !II33,  41"'^ 11,000  11,8M 

10300       Cat.  LsUw.  I  In..  IKi,  9%  2t,000  14.TM 

11,300  CviFlot,  IW,.a.r.,|..  lUl,  B%  ..  .            7,1X10            S.UO 

IO,MO  Edi,  El.  Ili|.,N.Y,.  Inn,.  ItU.S'",  ,          MpOM         M.SOO 

14,000  Ct-,t  T1.1krflnCo,.N.J„IMt.J'~„  .          19.000          ZiJMM 

0.000  Klj.j.  (  .. .  !I.  y..  a.  Lt.  4  Pg-,,  1  m., 

I      [■>.:-■    11.000        11.SS0 

27.&M  Ki              ^.  y.,E1.Ll.  *Pd».,  pur.B., 

8W    I 20,000         22.S0O 

ii.soo  ;  M.     .     d„i«»,  4r;' 25,000       ujooo 

8.»»    I   N.  ■  I  m,,  1826,  4"^^ 10,009  0,000 

7,300    I   Nr  Gm.,  liW§,5'^l 25,000         SIMO 

1,200  I   N,      .       .  £LI.t,,Ht.4  Paw.,  pur.  m., 

17,250  10,000  8,700 

9.000  IN.        .  '    J.TI^p.  m..  l»30.5''r....          20.000         a<S20 

43,000  Oi              'liw.Fi]l>,l[iii.MH3,S''c          10,000           0,600 

33,300    I   Fn  1  m  g.,  1940, 5% 21,000         25,500 

24,(00  I    P«iplaU.,Ll.4C]E,,ChuaD,,  leLD,. 

«,H0    <       IH3,«';^ 14.000  10,240 

U,SOO       31™lr,  4St,,in.iii.,  IBia.  41'v lajKIO  14,100 

23,150  3UiidudGHLt..N.  v.,  Im.,  1930.5%          15,000          15,300 

2B,2S0    i   SyrmrunLlB.,  1  m,,  igfil,  5'^i, 10,000  10,100 

11,750       TniiloiiGu4EL,  1049, 5^c  50,000  82,009 

11,700  WHh,  Wil,  Piiw,,s.n,  4coL  tr,,  I91», 

20,250  i-"c 10,000  lOJOO 

10,200  Wxh.  Wit.P<iw..lr.  m..  1939,  9%....          19.000          I3,4» 

12,450    I   Wat,  Un.  T(.,  bL  tt,.  1938,  5''V 30,000  18.500 

46,000   I  w«t,  Un,Tt„ri9Jo,4i^i io,aw         o,aoo 

47,500  8rocn. 

■   Cs,T8..N.J 10,000  7,500 

25,750    I    Amr,TI,»Tll flO.OOO  71,800 

9,wn       PioGe  Gout  Silv,  Am  I,OM  t.OOO 

20,750       UndB«rileni'8»lv.,  N.  Y 1,000  1,500 

9,500    I  

47,500  '       Tot>U  (b«ik  nlua,  13,711,4801  ..     .    82,707.000    81,U(,100 

*l,!00  ■  - 

7,900  I 

„,^  MISCELLANEOUS:    C<«<1>1  iistwd  in  1900  rrom  1500,000 

,,-^  t«  SI.O00,OCa  IDd  nOOjm  added  (d  ■urplu..     Compuy  ran- 

,?-i^  und^<i(itiinitBUiidiiii«nbuiincagiilyial9D7iii  tbe  N»- 

..■™  tioralPiwof  Hwtfofd.    Conaignlioii  1™h:    BilUmm,  1904, 

.hTSSi  '   tll,l72:3uPruicun,  100a,t787/KU,   Vilua of  depost in  N,  J., 

Mnn  '       DIRECTORS^  PsiTC>iul>h,F.H.SI(iu.auiual  810411.  Wn, 

SlSa  ^txll'  !'■■  Cbula  Uytn.  Wm,  RudmODd  Cm,  Horn  M. 

To'X  KUhocK,  HvdgD  Chubb,  Harald  F.  WUte 

W'.ISO  TERRITORY  COVERED:    Tin  mdiuu  opnto  b  AIl. 

laBOO  ,\rlt.,  C»l.,  Colo.,  Cioo.,  D.  C,  H»w„  K.  lad,,  I».,  Ku.,  Kt„ 

M,»0  M<„  Md,,  Mh,.  Micb,,  Minn,.  Mo„  Nth.,  N.  D.  N.  J.,  N,  Y., 

IJOO  O..  On..  Pi..  R.  I..  3.  D.,  Toon.,  Ta..  [TUh,  W»k  .  W.  Vt  uil 


FEDERAL  UNION  INSURANCE  COMPANY,  Chicago,  Ill.§ 

FlMdHt.  V.  F.  lUtbik:  Bamtiir  ud  Muuicr,  F.  H.  Oiboni.    Ortuisad.  1108. 


T„ 

1-. 

Pnnnn 

s«X 

--n5~ 

Fmsiiuu 

Toiir~ 

iBODie 

"SS" 

DMdndi 

EHHH 

T.UI  E,- 
padii™ 

,SZ, 

^5! 

23IJ)1( 
201  AH 
IHJIll 

•8S 

NJM 
10.118 

40JJI 

IS4J8C 
40JII 

sia»,8n 
113.75; 

llS,'llI 

82!lOi 

3i.om 

1101,732' 

114.  h: 

1I7,87«I 

11.000 

90,770 

mq 

LuHunia,  Du.  31, 1914. 

tlS.lOD    Lc]WBiup>id.       ..  118,192 

M.0T3    nuAnodpmiu  ...  83,871 

25,708    OUislubaitin 1.5O0 

1320       ToUIIUbilitia,..  181,823 

in  Cmiuipudup...  .  100,000 

Nottwrlw  54^80 

123«.2a3       Tatd t23<,2a3 


RISES  AND  PREMIUMS^  Firg  riiki  in  (o 
BV,>07,734:  inmiinu  tlunoB,  1109,154:  mmrin 
B  font,  1300,183;  pnmiumi  thnon,  18,716, 


MORTGAGE  LOANS:  That  u 
20U  *U  Gnt  BiirltuBi,  prolectod  tn 
U  1203300,  T)m  m  no  iam 
Coapaar  >ioldi  1111,500  En  ianni 
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REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


FEDERAL  UNION  INSURANCE  COMPANY,  Chicago,  III.— Cantinued. 


BONDS  OWNED: 
Cook  Co.,  DL.  1923, 4*:^. 


Wabash  Col.  III.,  bo..  1925-6. 5%. 

Chicago,  1924,  4% 

Chi.  6an.  dis.,  1925-19,  4% 

Chi.  So.  Pk.,  1926, 4% 

Chi.W.Pk.,1922.4% 

Chi.  linooln  Pt,  1926-19.  4%. . 
Colo.  &  So.  Ry.,  1936,  4^%-  •  ■  • 
C.  R.  I.  A  P.  R.R.,  2002, 4%. . . . 
So.  Ry..  1956. 4% 


Pub.  Scrv.Co.  of  No.  111.,  1956,  5' 


.    Par 
Value. 

$10,000 

5,000 

2,000 

25,000 

10,000 

5,000 

18,000 

10.000 

5.000 

10,000 

5,000 


Market  i 
Value. 

$9,950 
5,270 
1,985 

24,775 
9,875 
4.938 

17,785 
8,750 
1,437 
7.338 
4.550 


Totals  (book  value,  $100,450) $105,000        $96,673 


MISCELLANEOUS:  Company  oommenoed  buainess  in  190S 
with  a  ]Mud-up  capital  oC  $100,000  and  an  initial  cash  sun^ 
of  $49,998. 

DIRECTORS:  Capt  O.  W.  Blqdaett.  W.  R.  Creer.  J  W. 
Embree,  A.  W.  EUenberger.  W.  0.  mng.  C.  E.  Kremer,  A.  0. 
Kuehmsted,  Geo.  W.  Kedm.  Cbas.  Krapka.  V.  F.  Maahek,  F.  H. 
Oeborn,  M.  F.  Rittenhouse.  F.  P.  Potter,  Geo.  C.  Wilce,  E.  L 
Fishff. 

FIELD  MEN  AND  TERRITORY  COVERED:  The  oom- 
pany  operateB  m  HI..  Mieh.,  0..  and  Wis.  W.  C.  Anderson,  special 
agent  tor  entire  territory. 


FIDELITY-PHENIX  FIRE  INSURANCE  COMPANY,  New  York.§ 

President,  Heniy  Evans;  Vioe-Prendent,  George  E.  Kline;  Second  Vice-President  and  Secretary,  J.  E.  Lopei:  Second  Vice-Preadent 
and  Counsd,  David  Rumaey;  Secretaries,  C.  R.  Street,  Jamn  A.  Swinnerton,  Ernest  Sturm,  F.  R.  Millard; 

Auditor.  Chas.  A.  Cross.     Organised,  1910. 


Tbab 

Assets 

Unearned 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Phid 

Dividends 

Ezpeoses 

Total  Ex- 
penditures 

Losses 
Incurred 

1914 
1913 
1912 
1911 
1910 

$15;278,993 
14.972,649 
15,145.085 
14,833,423 
13.790.298 

$7,553,115 
7,160,947 
6,834,792 
6.569.693 
6.510,468 

$4,029,393 
4,194.606 
4^99.670 
4,227,756 
3.234.087 

*$6,553,443 
6,289.890 
6,185,991 
6,021.183 
5.627,343 

$7,229,192 
6,859,194 
6,835.009 
6.865,877 
6.106.114 

*$3.313,581 
8,281.196 
3.195,407 
3.514.498 
3.541.456 

$250,000 

250.000 

250,000 

250.000 

50.000 

$2,666,971 
2,637,831 
2,605,225 
2,534.597 
2.571.772 

$6,230,582 
6,169,027 
6.050.632 
6.299.095 
6.163.228 

$3,501,532 
3,186,006 

3^44351 
3.422.207 
3.482.295 

*Inchides  $123,261  premiums  and  $52,039  marine  losses. 

AfiSBTB,  Dae.  31, 1914.             LuBZLrnie,  Dbc.  31, 1914. 
Realestate $572,500    Lossesunpaid $628,354 


Mortgage  loans 23,500 

Bonds  and  stocks...  11,920,644 

Cash 1,520,469 

Agents'  balances ....  954,103 
Interest  and  rents . . .  56,973 
Other  assets 230304 


Unearned  prems., 

Dividends 

Other  liabilities. 


7.553.115 
125.000 
443.131 


Total  liabilities...  $8,749,600 

Capital  paid  up 2.500.000 

Net  surplus 4,029,393 


Total  assets $15,278,993       Total $15,278,998 


Underwriting  loss.  $14,488;  investment  profit,  $740,799. 

RISES  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$1,352,772,006;  premiums  thereon.  $14,182,718;  marine  and  inland 
risks  in  force,  $5,221,014;  premiums  thereon.  $132,560. 

BUSINESS  SINCE  ORGANIZATION:  Ftemiums  received. 
$212,533,625;  losses  paid,  $108,085,597;  dividends  declared,  eaah, 
$7,009,000. 

REAL  ESTATE  OWNED:  Commises  tot  25  x  100  feet  with 
S-stray  brick  buikling,  situated  114  Broadway.  Brooklyn.  N.  Y.: 
lot  25  X  100  feet  with  4-stary  brown  stone  front  building,  situated 
150  Montague  st,  Brooklyn,  N.  Y.;  ptot  of  land  with  3  and  4-story 
buildingsTntuated  113-115-117-119  Broadway,  Brooklyn,  N.  Y.; 
4-story  oriok  and  stone  office  biulding  at  198  Montague  st,  Brook- 
lyn, and  7-stor]{r  bride  office  buikling  at  12-16  Court  st.,  BrodUyn, 
N.  I .;  all  earned  at  book  vahie. 

MORTGAGE  LOANS:  There  are  7  loans,  aggregatbs  $23,500, 
all  first  liens  ranging  in  amount  from  $1,000  to  $6,000.  Nomterest 
was  ovodue  on  Dee.  31.  last.  The  company  holds  fire  insurance 
polices  on  the  mortgaged  buildingB  amounting  to  $29,500.  Total 
value  of  buildincps,  $30,750.  value  of  land,  $17,250. 

BONDS  AND  STOCKS  OWNED:  Par  Market 

Bonds.  Value.         Value. 

Alberta,  Can.,  d..  g..  1924. 4)% $25,000  $23,250 

Col.,  Dist.  of,  reg.,  1924,  3.65% 70,000  72,800 

Georgia,  reg..  1917. 3J% 10,000  9,900 

New  Mexico,  gn.,  r.  red.,  1939, 4% 10,000  9.300 

New  York.  N.  Y.,  cp..  g..  reg..  1936.  4%  145.000  189,200 

New  York,  N.  Y..  cs..  reg.,  1923,  37o  • . .  165.000  148,500 

Richmond,  Va.,  reg.,  1926^  4% 60,000  55.520 

San  Fran..  Cy.  and  Co.  of,  exp.,  g.,  c, 

1938,5% 

San  Fran.,  Cy.  and  Co.  of,  mun.  st.  ry.. 

s.  f.,  g..  c.  1951-2,  6% 25,000  25,000 

Toronto.  Can.,  c,  1944-29, 3i% 80,300  66.308 

Toronto,  Can.,  c.  1948,  4% 299,300  251,412 

B.  A  0.  R.  R.,  cv.,  g.,  c,  1933, 4j% 200,000  168,000 

B.  A  0.  R.  R.,  Pitts.  Jet.  A  Middle  Div., 

1  A  col.  In.,  g..  c.  1925.  zi% 25.000  22,250 

B.  A  0.  R.  R.,  Sown.  Div.,  col.  tr.,  1  m., 

g.,c.,1925.3§% 25,000  21,750 


25.000         25.000 


Bonds  and  Stocks  Ownbo.— Coirf. 
Bonds. — Cont. 

B.  A  S.  R.  R..  ep.,  1  m..  g..  c.  1963, 4% 
Ches.  A  0.  Ry ..  cv.,  g..  c.  1930. 4^% 

C.  B.  A  Q.  R.  R.,  gn.  m..  c.  1958, 4%. . 
C.  A  E.  111.  R.  R.,  gn.  cs.  A  1  m.,  c.  1937, 

5% 

Clev.  S.  L.  Ry.,  1  m.,  g..  c,  1961, 4|%. . 

Del.  A  Hud.,  d.,  g.,  c,  1916, 4% 

Det.  R.  Tun..  Mich.  (Det.  Tm.  A  Tun.) 

1  m.,  g.,  c,  1961, 4i% 

Duluth  A  Iron  Range  R.  R.,  1  m.,  c, 

1937  5% 

Brie  R.'r.,  cv.,  g!,  0.,  1963, 4% . ". . . . . . '.   '. 

Ft.  Worth  A  Den.  Cy.  Biy.,  1  m.,  g.,  c, 

1921,6% 

Galv.,  Harr.  A  San  Ant.,  Ry.,  Mex.  A 

Pae.  Ext,  1  m.,  s.  f..  g^  c,  1931,  5% 
Galv..  Hous.  A  Hend.  R.  R.,  1  m.,  g.,  c, 

1938,5% 

L.  S.  A  Mich.  So.  Ry..  c.  1915. 5% 

Mobile  A  Ohio  R.  R.,  1  m.,  ext,  g.,  c, 

1927,6% 

New  0.,  Mobile  A  Chic.  R.  R.,  1  A  r.  m., 

g.,regy,1960,5% i..... 

Nor.  A  West  Ry.,  cv.,  g.,  c,  1938, 4|% 
Sent  Ant..  Aransas  Pass.  Ry.,  1  m.,  g.,  c, 

1943,4% 

Seaboaid  Air  Line,  Ry.,  1  m.,  g.,  c,  1950, 

4% 

So.  A  No.  Ala.  R.  R.,  gn.  cs.  m.,  g.,  c, 

1963,5% 

So.  Ry.,  dev.  A  m.  m..  g.,  c,  1966. 4%. . 
Tex.  A  Okla.  R.  R..  1  m..  g.,  c.  1943. 5% 
3d  Ave.  Ry.,  N.  Y.,  1  r.  m.,  g.,  c,  1960  4% 
Union  Tm.,  Dallas,  Tex.,  1  m.,  g.,  c, 

1942.5% 

Amer.  A^.  Chem.,  Conn.,  d.,  cv.,  g.,  c, 

1924,5% 

Amer.  Can,  N.  J.,  s.  f.,  d..  g..  c.  1928. 5% 
Amer.  Cot  Oil.  N.  J.,  d.  g.,  c,  1931, 5% 
Amer.  Smelters  Sec.,  N.  J.,  c,  s.,  f.,  c,  g., 

c.  1926,  6% 

Armour  A  Co.,  111.,  R.  E.,  1  m..  g.,  c, 

1939,41% 

Bethlehem  Steel,  Pa.,  1  ext.  m.,  s.  f.,  g.,  c. 

1926,5% 

Consolidated  Gas.,  N.  Y..  d.,  1920.  6%. 
Com  Prod.  Ref.,  N.  J.,  1  m..  s.  f.,  g..  c, 

1934,5% 

Fire  Cos.  Big..  Cp.,  N.  Y.,  1  m.,  s.  f.,  g., 

c.,1961,4i% 

Gen.  Motors  Co.,  N.  J.,  1  In.,  s.  f.,  g.,  c, 

1915,6% 


Pftr 
Value. 

Market 
Value. 

$10,000 

100.000 

30,000 

S5.500 
71.000 
26,700 

50,000 
50.000 
25.000 

36.000 
45.500 
24,750 

75.000 

66,750 

25.000 
125.000 

24.750 
78.000 

100.000 

100.000 

15,000 

15.300 

100.000 
250,000 

85.000 
250,000 

12,000 

13.200 

50.000 
15.000 

18.000 
15,150 

25.000 

19.750 

50.000 

38.500 

50.000 
100,000 

10,000 
125,000 

49.500 

64,000 

8400 

08.750 

50,000 

48.500 

50.000 

100.000 

14.000 

46.500 
03,000 
12.880 

125,000 

128,750 

50,000 

45.500 

25.000 
87.500 

24.500 
8.531 

42.000 

38.220 

500,000 

500.00G 

50.000 

50.00( 

REPORTS    OF    FIRE    INSURAN'CE    COMPANIES. 


PIDEUTy-PHENDC   FIRE    INSURANCE    COMPANY,    New    VoTk.— Continued. 


IlBWd,i.,f,  [MO.*J% 

b^nn  &.  CepiKT.  Uc.  I  m..  «.,f . 

W^OiiihdVlVVpi.'m.igi.'e.'.llIM 

!j^iVJ^iiib.'.it.'K'i..'l-.''~ 

IMiTi 

liinlaiiriS.J.,i..t..t..iti4.T%... 
U-t  Fn,  N.  J^  1  *  I.  B.,  1. 1..  I.,  c. 

aas% 

b  Su^^^,  H.  J.,  1  B..  L  f.,  ■„  c. 

IM1,1% 

Bqi  In  i  ami,  N.  J., «.  f.,  BL,  (.,  c. 

mi.s%-.- 

r.  S.  SMI  Cv.,  H.  J.,  a  IB..  •.  r,  eol.  tr. 

l-m,lW.«S 

iilih>.«u,lb.,  lB..i.r.|.,e. 


itH,ra 


WW.  OsTtL  n.  t.,  I 


MJMO 

32.801) 

Mm 

ISJMO 

2I.TB0 

SOflOO 

MJOO 

J7J00 

M.ioa 

MflOO 

22.S00 

mjMo 

100.«» 

MMU 

U.JW 

uo.ooa      ttijoD 


DIRECTORS:  Chtrla  AlUchul.  E.  C.  Connnc,  Rmrl 
Emu,  Bnedict  J.  Gnmihat.  Pnncii  L.  Hine,  Eunne  Utja.  Ji.. 
WilliuB  H.  UooR.  Starf  K.  PuBny,  Johs  1.  Riks,  E.  R. 
aiMluiiM.  Suioil  A.  WiJib  ud  Albert  H.  Wifiiii.  Dudla;  OlMtt, 
2d,E(l(uI^liBB. 

I  FIELD  MEN  AND  TERRITORY  COVERED:  SpKul 
•call  in  EhUti  UniUty:  A.  Uadeu  BiUird,  Mimtnal.  Cu,. 
for  Cu.,  Pn>i.  of  QuibnT,  ■nd  MumtiiDe  ProTUKn:  DkTid  B. 
Sinet.  TonDUi.  Oit..  [or  Cu.,  ud  Fnriiue  al  Out:  L.  B.  How- 
Mrd.  AunwU.  Me.,  for  Me.  ud  Nnw  HmniduiT;  H,  A.  RobiFr. 
I  BtlL.  Md.,  for  Md..  Del.  ud  Dut.  of  Col.;  0.  E.  C«>k,  Bmud, 
I  Miui.,forEu(Mui.iDdRliodtIdu<l;P.A.C««ravc,H>nrord. 
Cono.,  P  0.  Ba.,  421,  for  Wat  Mxa.,  Coed,  ind  Vl..;  C.  G. 
Buur.  Mmhutnlk.  N.  J.,  foi  Htw  lartf  iIdcI.  Hudtou  Co.); 


B>H.tO.B.R..aHB  . 

Blklrr.. 

Bd.t3w..RR.,p. 
CoWRnQfN.J., 


IW.Ui±.*W.B.R 

1 1  P.  R  R.  ir.  br  P>.  R.  R 

ClSo.Rj..n.,.. ,. 

IMa.  V.LBT  

Wiii\URfl,»ni 

UuANmLRE 

Iftt  Ht-  N.  Y.,  p.  to  lBta«.  E.  T. 


CatTt, 

ftlBiiL .. 

'JU-QtrBiak.Uls. 


«ilPtB._ 

iM.UiTt.N.  J.,p. 
■-     ■     'Tt,  N.J,™ 


C.(«,N 

M.Utk.*W.Co^,  N.J... 

ft(C(ii.BI(,N.y 

GKi».K.Y.,p 

IIIIIolQ«U,S.Y.,.. 
9>aB»teck,N.  Y.,p 


CC.8.,(i( 


»..n:S. 


IiT^.N.Y,. 

Tmb  [book  nlH.  tll.SSl  JES) . . . 


100.000 

341,000 
fil.200 
SMOO 

ISDjWO 
20,000 

120.000 

2olaio 

100,000 


12.128 

afl,7«o 

128.250 
S.OOO 
027,000 


1.302.240 

12,300 
482.068 


NiilL.CkaU.A3t.L(nkRT lOMOO 

.'(<'.lVat.Rr..eaai 100.000 

na>tLB.R.R 20,000 


lo/xn      itMfioa 


2U,B72 
iu!731 


McDind.  Smh  AnU 
burs,  Vl..  to:' 
forV,  V^:C 


}.  K.  CUpp.  AUuU.  Gl.  lot  O*.; 


t,  DiJlM,  To. 


E.  W.  GriR,  Win- 
C;  NdHS  ReJd.  Psrkmbun,  W.  Vi,, 
Chicgo,  Wmimti  drpurtioHil;  F,  W, 
Kgency  nip«nnt«DdcDt;  W.  H.  Clemoiu. 
licup,  Riml  ndjuna;  Rnbt  D.  Air.  Kami  City,  Mo.,  Stala 
mlTor  Eu.:  F.  Eul  Aldcnon,  Id  Aiigilei.  Cil..  Mciil  ttfnt 
■  Aril,  and  CiL:  E,  J,  Aiimoiid.  Cuipbolbport,  iVii.,  ipifU 
ml  for  fl,  a.;  J,  W.  Btiley.  Dan™,  Cold.,  Buti  «OTTll  for  Colo., 
out..  N.  M.,  UUh  ud  Wyo,:  Jolis  Baas.  Cbicaco,  III.,  maul 
cm  far  1 II;  J.  0.  Bnnlict,  Delnll,  Mkh.,  SMla  anal  for  Micb,; 
irr.  W.  r,„y.  SprineHcId,  0„8      '■  - -^     -       - 


furT"  f 


Ky. ,  flpecUl  atRnt  fc 
for  0.,  Fiod  D.  Ho 
B.  C,  On.|Waib. 


fotX'-;  G-  A.  Uu.  Clevel 

«uii,  aiatllB,  Wufa.,  t 
C.  Luoaa,  Nubville, 


,ipecialadflil 
:^ut  for  Sm-. 


Most.;  J.A.  MeCWUuid,  IW  St,  Louia,  ill.,  and  C.  J.  Uattaldda. 
ChieacD,  111.,  ipecial  ifaata  for  III.;  A.  N.  McDoufBlI,  DebtHt, 
Mich.,  ipmal  annt  tw  Mioh.;  F,  H.  Einnfi*.  Tmrlarriltc,  II' 
-ii  for  III.;  F.  M.  Pond  Omalii.  Nek,  Stil 


etal>  annt  for  III.;  F.  M.  Pool,  Omalu.  Nek,  Stale  t 
Neb.;  W.  H.  Raiaa.  SiiHii  FUb,  Bo.  Dak.,  ipecial  acoil  foi  hidd. 
and  3.  D.;  A.  C.  RobntaDD,  C&UiOBia  CilT,  OUa..  Sute  aient  (or 
Okli.;  E.  M.  Scharf  Miueapob,  Hinn.jBpecial  afest  f«  Uiu.; 
Paul  A.  Sohmuck,  Bl.  Lonia,  Mo.,  (ptoal  afUt  for  Mo.;  Tina. 
Scbnilalo',  Milwukte.  Wia.,  apBial  a«eat  for  Wii.;  W.  Q.  Bbipe, 
Euiaa  City.  Mo.,  apsaal  annl  tor  Mo.;  Chal,  E.  Siefkim.  OmaSa, 
N^.,  ipecul  !((■(  I«  Nib.:  A.  F.  Bkoitnip.  Milnakee,  Wii., 
Stite  agmt  for  WW.;  H.  A.  DaridaoD.  Dea  Mou».  la.,  Slata 
anat  for  la.;  W.  A.  Hwe]',  ipedalanit.  Dn  Mown,  Ii.,  tor  !».; 
H.  R.  WicUs,  Sacnnalo,  Cal.,  apeidal  a(ent  for  Ctl..  Ner.; 
Fruk  P.  Wilaoa.  Su  Fluciaeo,  Cil..  aUte  afcnt  (or  Cal.;  W,  J. 
Wood.  iDdiaupolie,  Ind.,  Stale  iBnit  for  lad.  The  cniiipur 
Dimla  in  Caaida  and  in  all  of  the  BUlea  and  Ttfiitorica  ot  the 
United  Statei  ooeiit  Haw.,  Phil,  Ida,,  and  Porto  Rioo, 


FIRE  ASSOCIATION  OF  PHILADELPHIA,  Philadelphia,  Pa. 

'niilBt,  B.  C.  brio:   Vw-Pio^dnit,  TbM.  E 


UU  I  KIDT,411 
1913  '  tmiMt 


tifitt.Ut 
M4i.444 


12,213,700 
2,4U.Me 


Paid  Drridoidi  Btftuta     poidilDm  I  iHurml 

t2,B2e.e3;  t30o.ooo  Ii.7at,s30   t4,e3e,so7  t2,7oe.4is 

2,2M,771  300,000'  1,749,3M      4,31!,lSsl  2,26i,4S2 

3,401 .2J[>!  30O/)0O  1,03S,3M       4,380,643  i.3m39» 

2J7S,917I  300,000  l.eW.SMl      4,372,811.  2,404,102 


uota  ncUimable  on  perpetu^  poliofla. 
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REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


FIRE  ASSOCIATION  OF  PHILADELPHIA,  Philadelphia,  P9L.—ConUnued. 


AflSRS,  Die.  31, 1914. 

Real  estate 1714,400 

Mortgage  lous 1,937,702 

Booda  and  stocks . . .  4,984,300 

Collateral  loans. . . .  146,576 

Cash 620^18 

Aceats*  balaooes. . .  720,433 

Interest  and  rents . .  1 13,775 


LxABiLinn,  Due.  31, 1914. 

Losses  unpaid $479,764 

Unearned  prems ....  4,034,123 

Perp.  dep.  reel 1,515,326 

Other  liabilities....  74.493 


-  Total 19,136.768 

Spl.  dep.  over  liab. .        29,357 


Total  liabitities. 
Capital  paid  up. . 
Net  surplus 


16.101,706 

760,000 

2,258,706 


Total 


•9.107,411        Total $9,107.«11 


Underwriting  loas.  $285,562;  investment  profit,  $372,999. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force  (except  per- 
petuals),  December  31,  $760,220,703;  premiums  thereon,  $7,706,- 
923:  perpetual  fire  rides,  $73,247,935;  deposit  premiums  thereon, 
$1,659,178. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$108,248,931;  losses  paid.  $62,109,671;  dividends  declared,  cash, 
$9,529,762. 

REAL  ESTATE  OWNED:  The  principal  items  are  the  com- 
pany's home  office  buUcfing,  a  7-Btory  stone  and  steel  structure, 
at  N.  W.  cor.  4th  and  Walnut  sts.,  Philadelphia,  carried  at  $460,000 
(book  value,  $466,387),  and  the  4-etory  stone  office  building,  407- 
409  Walnut  St.,  which  cost  $120,645.  and  is  carried  at  $114,000. 
The  only  other  single  properties  carried  at  over  $5,000  are  the 
folfewing:  4155-4163  Frankford  ave.,  mill  and  dwellings,  vahied  at 
$38,000;  201  Federal  St.,  Camden,  N.  J.,  a  2-staiy  brick  office 
building,  valued  at  $13,000,  and  531  East  Broad  St.,  Columbus,  0., 
a  dweUing,  carried  at  $6,000. 

MORTGAGE  LOANS:  There  are  557  mortgage  loans,  aggro- 

Sting  $1,937,762,  the  majority  of  which  are  smaD;  a  few  being 
r  $10,000  or  over.  There  is  one  loan  of  $45,000  on  518-520 
Race  St.,  Philadelphia;  one  of  $40,000  on  1440  acres  of  land  and 
buildings  in  Minn.;  one  of  $30,000  on  418-424  Uberty  St.,  Peoria, 
111.;  one  of  $55,000  on  hospital  in  Sioux  Falls.  S.  D.;  one  of  $55,000 
on  an  apartment  hotel  In  Cleveland;  one  of  $27,500  on  stone  man- 
sion, etc.,  in  Portland.  Ore.;  and  one  for  $28,000  on  property 
located  in  Indianapolis,  Ind.,  all  the  others  being  for  smaller 
amounts.  The  mortgaged  property  is  vahied  at  $4,936,792',  and 
the  company  holds  $2,066,890  of  insurance  on  the  mortgaged 
builcUnes. 

COLLATERAL  LOANS  are  as  follows:         Market 
Securities.  Value. 

Mortgage  on  premises,  Syracuse $3,000 

First  National  Bank,  Phila 12,8001 

6,6501 


German  Amer.  Ins..  N.  Y. 

Pullman  Palace  Car 

Frankford,  Tacony  k  Holmeaburg  St.  Ry. 

lm.5ro,  1940 

Weit  Phila.  T.  4  Tr 

Girard  Nat.  Bank,  Phila 

Industrial  Title  dc  Tr.,  PhiU 

Mohawk  Vafley 

Syracuse  R.  T.,  5%  2  m 

Penna.  &  N.  J.  Sec.  Corp.,  6%  g.  n 

Franklin  Fire  Ins 

Underwriters  Bldg.,  N.  Y 

JBalem,  N.  J.,  4i%  ref 

N.  Y.  C.  A,  U.  R.  R.  R.,  4^%,  ref.A  imp. 

Lehigh  Coal  dk  Nav 

Phila.  Co.  Cn.  M.,  Col.  Tr.,  5%,  1951.. . 
Wifanington  &  Chester  tc.  col.  tr.,  5%.. . 

Trenton  St.  Ry.,  cn.  m.,  5%.  1938 

Harwood  Elec.,  1  dc  ref.,  6%  m..  1942. . . 

Atlantic  City  Gas.  1  m.,  5%.  1960 

Franklin  Fire  Ins.  Co 

Underwriters  Bldg.  Co.,  N.  Y 


Amount 

Loaned. 

$1,600 

15,076 


15,000] 

4,400J 
8,400 

6,800| 

33.000 
10.0001 
3,900/ 
36.000 
1,7501 
8,0i)(), 
10,000 
20.010  j 
7,660 1 
7,800 
9.200 
1,920 
9.900 
4.800 
1.250; 
6.000/ 


16.000 

1.400 

2.500 

1.500 

10.000 

10.000 

25.000 

4.500 

25,000 


30,000 


3.000 


Totals $227,730      $145,576 


BONDS  AND  STOCKS  OWNED: 
Bonds. 


Georgia.  1915,  4J% 

AtUnta.  Ga.,  reg..  1932,  4^% 

Atlantic  City,  N.  J.,  wat..  1925,  5%  . . . 
Birmingham.  Ala..pub.imp.p.g.,  1922.6% 

Birm.,  Ala.,  san.  ref.  g.,  1930, 5% 

Butte,  Mont.,  ref.,  1925,  4i% 

Dallas,  Tex.,  g.  wat.  wks.  imp.,  1947,  iKc* 
Duluth,  wat.  &  It.  g.,  1926,  5 


/O- 


Greenville.  S.  C,  st.  unp.,  pg.,  1942, 5%. 
Houston,  Tex.,  st.  pav.,  1938,  5%. 


Mobile.  Ala.,  r..  1937,  4i% 

Corporate  Stock  of  City  of  N.  Y.,  cy.  cp. 
stk.,  1957,  4J% 


Par 
Value. 
$6,000 

5,000 
25.000 
20.000 
30.000 
25  000 
10.000 
100.000 
25.000 
25.000 
50,000 

25,000 


Market 

Vahie. 

$5,000 

5,000 

26,250 

21.000 

31,650 

24.50i) 

9.400 

106.00U 

26,500 

26.000 

49,500 

26,7.50 


BomM  LtfD  Stocks  OwKiD.—CeiU. 
BoMW.— Conl. 

New  York,  k.  exn.  op.  stk.,1963, 4}%. . . 

PetersbOTg,  Va.,  1929. 6% 

Philadelphia,  c.,  1941, 4% 

Portland.  Ore.,  city  hall,  g.,  1922»  5%. . . 

Richmond,  ctt,  1920, 4%. 

San  Antonio,  Tex.,  bg..  1918. 6% 

Port  Pbrtland,  Ore.,  g..  1922. 6% 

Port  Seattle,  Wash.,  imp.  g.,  1945-7, 4^% 
Prov.  Alta.  D.  Can.,  g.  deb.,  1923,  Ak7o-  - 
Manchester,  N.  J.,  wat,  1931-5,  6%. . . . 

A.  T.  A  S.  F.  Rb.,  1  m.  g.,  1928, 4%. . . . . 
Aur.,Chi.  R.R.l  A  r.  m.  g.,  1946. 5%.. . . 

Baltimore  Elec.,  1  on.  m.,  1947,  5% 

B.4  OJl.R.,S.W.Div.,l  m.  g.,  1925,3i%. 

B.  & 0.  R.R., eq.  tr.  ser.  G,  1919,  4^%. . 

B.  k  0.  R.R..  eq.tr.  J..  1923.  4i% 

Bang.  A  ArooBt.R.R.,car  tr.,1916-7, 5%.. 
Beaver  Val.  to.,  gen.  m.  g..  1953.  b%  — 
Bos.  &  Wore.  St.  Ry.,1  m.  g.,  1923, 4|%. 
Brklyn  Un.  Elev.  R.R.,  1  m.  g.,1950. 5%. 
Buf .  &  Susq.  Ry.,  car  tr.,  1915-6, 5%  . . 
Camb.  A  Indi.  R.R.,  car  tr.,  1922-3,  5%. 

Cana.  Nor.  %.,  eq.  tr.,  1920,  4i% 

Cent,  of  Ga.  Ky.  cs.,  m.  g.,  1945,  5% — 
Cent,  of  Ga.  Ry.  (Ch.  Div.),  pur.  my  m. 

g.,  1951,  4% 

Cent.  Pass.  Ry.,  Pitt3b.,i  m.,  1924, 6%.. 

Chatta.  Rys.,  1  es.  m  g.,  1956, 5% 

C.&O.Ry.,ni.W.g..l992,4i% 

Chi.  &  East.  lU.  R.R..r.  &  imp.g..l955,4% 

C.  R.  1. 4  P.  R.R..  gn.  m.  g.,  1988, 4% . . 
C.RJ.  4  P.Ry.,1 4  r.  m.  g.,  1934, 4% . . . 
C.,H.  4  D.  R.R.,  r.  gn.  m.  g.,  1942, 5% . . 

C,  D.  4 1.  R.R.,  1  m.  g.,  IMl,  5% 

C,  L.  4  W.  Ry.,  1  m.  g.  cn ,  1933, 5%. . . 
Cleve.  Sh.  L.  Ry.,  1  m.  g.,  1961, 4*%. . . . 

Colo.  Spas.  El.  1  m.  g.,  1920,  5% 

Danv.,  rrb.  4  Champ.  R.  R,  g.,  1923,5% 
Decatur  R.  4  Lt..l  4  cn.  m.  a.f.  g.,  1933.5% 
Det.,  R.,  R.  4  L.O.Ry.,1  m.,  1920, 5%.. . 
Dot.  4  Nw.  Ry.,  1  m.  gr.  g.,  1921, 4^%. . 

East  Side  Tc..lm.g..  1929. 5% 

Ebn  Wr,  Lt.  4  R.  R..  Pu.  My  1  m.  g., 

1949  6%  

Erie  R  R,  gn.  Inl  g.,  1996,  4% 

Erie  R  R.,  eq.  tr.,  1916, 6% 

Eva.  4  Te.  Ha.  RR.,  1  gn.  m.J942.5% . 

Fort  Rtt  Tc,  1  m.  g.,  1935, 5% 

IndpoUs  Tc.  4  Tm.,  1  m.  g.,  1933, 5%. . . 

King's  Co.  Elev.  R.R.,  1  m.  g.,  1949,4^ 

Laf.  St.  Ry.,  1  m.  g.,  1923. 5i%. 

L.8.4M.S.Ry..g..  1931,4% 

Leh.  C.  4  N.,  ool.  tr.  now.  loan,1921.4i% 

Leh.  C.  4  N.,cn.m.  s.f  g.,  1954,  4| 

L.  V.  R  R,  reg.  cs.  m.,  1923, 6%. 


^%. 


VC' 


L.  V.R.R,  reg..  1923.  4f 
L.V.R.R,cortr.,  1921,4%. 

Lo.  4  Na.  RJt..  gn.  ol.  1930.  6% 

L.  4  B.  R  R,  1  m.  g..  1924. 5% 

Mah.  4  Shen  Ry.4  Lt..l  cnjon..  1916,5% 
Metre.  St.  Ry..K.C.,cnjn.  g.,  1913, 5%. . 
Mi.  K.  4  Ok.  R.R,  1  m.  g.,  1942,  5%. . 

Mo.  Pac.  Ry.,  tr.  g..  1917,  5% 

Mo.  P.  Ry.,  eq.  tr.,  1916,  5% ;• 

Mutl  Trm.  Buffalo,  1  m.  s.  f.  g.,  1924. 4% 
Newark  Pass.  Ry^  I  oc  m-.  1930, 5%. .;. 
N.  Y.  C.  4  H.  R  R.R,  g.  d.,  ctf8,1934.4% 

N.  Y.  C.  Lines,  eq.  tr..  1919,  5% 

0.  River  R.  R,  1  m.,  1936, 5% 

Oma.  4  C.  B.  St.  By.,  cn.  m.  g.,1928, 5%. 
People's  R.  R,  Syra.,  1  m.,  1921, 5%. . . 

Peoria  Ry..  1 4  r.  m.,  1917,  5% 

Pb-  B.  4  W.  RR,  g.  loan.  1916-18.  4% 
Phila.  Co.,  cn.  4  col.  tr.  g.,  1951,  5%  . . . 
Phila.  Co.,  1  m.  4  eol.  tr.  g.,  1949,  5%. . 

Phila  R  T..  eq.  tr.,  1917,  5% 

Phila.  4  W.  C.  Tc,  1954, 4% 

Pitts.  4  Chart.  St.  Ry.,  1  m.  g.,  1932, 5% 
P.,  McK.  4  Con.  Ry.,  cv.  m.  g.,1981. 5% 
P..  McK  4  Gr.  Ry..  1  m  *..  1931.  5%. 

Pittsb.  Rys..  g.  car  tr.,  1915,  5% 

Re.  Co.,  P.  4  R.  C.  4  L,  gn.  m.,1997.4% 
Rb  Gr.  West.  Ry.,  cv.  m.  g.,  1949.  4%. . 
Scab.  4  Roan.  RR.  1  m.,  1926. 5%. . . . 

S.  P.  R  R,  1  m.  g.,  1965,  4% 

So.  P.  R  R,  eq.  tr..  1918,  4J%. .    ..... 

St,  Jos.  Ry.,Lt.,HtitPow.,l  m.g.,1937,6% 
St.  Lo.,  I.  M.  4  So.  Ry.,  1  m.g.,1933, 4% 
Syra.  R.  T.  Ry..  1  m.  g,.  1946. 5% 


Par 
Value. 

$60,000 
60.000 
60.000 
16.000 
65.600 
t5.000 
39,000 
25.000 
26,000 
25,000 
60,000 
60,000 
25,000 
50,000 
25,000 
26,000 
60.000 
25,000 
60,000 
60.000 
20,000 
30.000 
25,000 
50,000 

50.000 
25,000 
60.000 
81.000 
60.000 
25.000 
60,000 
20,000 
25,000 
60,000 
50,000 
60.000 
80,000 
50.000 
50.000 
80.000 
60,000 

25.000 
60,000 
25.000 
60,000 
50,000 
25,000 
36,000 
25.000 
50,000 
60,000 
75,000 
100,000 
76.000 
25.000 
29.000 
60,000 
60.000 
50.000 
50.000 
25.000 
25,000 
60,000 
22,000 
25,000 
45,000 
25,000 
50.000 
23,000 
25,000 
60,000 
36,000 
30,000 
26,000 
25,000 

1,000 
$0,000 
25,000 
25.000 
25,000 

5.000 
60.000 
25.000 
20,000 
60.000 
60,000 
60,000 


Market 

Value. 

$64,000 
62,009 
61A)0 
16,760 
62,761 
26,600 
39.780 
83.600 
24.250 
2«.500 

-47.500 
54.600 
24.750 
46,500 
25.000 
26,000 
49,300 
28,500 
47.000 
61.800 
19.500 
30.300 
23.750 
52,500 

44,000 
26.000 

48.500 
76.140 
12.500 
22,250 
36.000 
16.000 
18.750 
63,000 
48.000 
49,500 
29.400 
47.000 
48.000 
26.100 
50.500 

25.250 
86.500 
25.250 
$5,000 
50.000 
24.500 
30.240 
85,000 
47.000 
49.500 
75,000 
112,000 
76J>00 
24,250 
32,770 
61.500 
49,000 
47,500 
40,000 
23,750 
24,750 
47,000 
23.100 
22.500 
45.900 
26.500 
48,000 
23.575 
24.750 
49.500 
20.760 
29,700 
26.000 
20.500 
980 
$0,000 
16,750 
25.000 
23,750 
3.300 
62.000 
23,000 
20.000 
48,500 
36.500 
61.000 


REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


FIRE  ASSOCIATION  OF  PHILADELPHIA,  PhUadelphim,  P*.—Continuti. 

M>i«M    ,       DIHBCT0H3:    EUbg  C.  Imn,  Tli».  H.  CondmiB.  Jmjw 
■      ■  ■      MoKimay,  RobtO   Whialut.  CbKkB  B. 


VlhH. 

Tn.  ILB.  Ih'b,  Sl  L,  I  aua*..\1Mi%  IHJXIO 

TiLFk.  t  N.  R.  R-.  1  ■_  IWO.  5%  . .  W.OOO 

T.  i  a  cw  Ry..  1 B.  t,  IBS),  1% . . . .  mjoaa 

Tnmoa  SLaj..  a.  a.  (..  1938.  S?.. . . .  31,000 

Cuni  Hn.  J.  It.  ttf.,  iMR.  4% »una 

L'Btail  T«,  nib,  (D.  BL  ■„  1997,  >?« .  SO.OOO 

«itu  IUt..DiH.D.,l  iiL«.,IHl,  3)%.. . .  ».0Oa 

WiA  Tmn.,  1  M,  i„  19U.  It% »"  "^ 

WiLCF.*  No.  Rj,l  m.U.{,l*M4% 

Am  Fb  BJL  1  ■. »,  int.  i% 

K.  t  L  E.  SA..  1  n.  IL  t.  l»4ft,  4%. . 
WtaB«Tt,lm.iiLg.,l«l,S%.... 
Wta^l  ChtMv  Te.,  coL  tr.,  1918.$% 

wyk.  4  E:  HM.  Bl  Ry..  1  iiL.19»J%.  WOOD 

Ccs.  m.  ii..  1  *  I.  B.  t.  IM3. 5%. . . .  u.nn 

CiL  Gm  ti^L,  I  B.  I..  1933. 5% tS,OW> 

Dk*ci>GmAEL1b.c..  I«29.&<i...  20.000 

EiEnE].LUMk.ti.Et&..  lB4B.S'7p..  13.000 

''-^-"  '■  flt.Ahni..liiLi..1tM,5V'^.  »i-000 

iW.fct.c,  1*12,5%.. . 

UdtdcGB  L4..I.  4  Bk  B.  t.1934,1'..  

L  »-  r:,  1  a.  (..  igsa,  s% »JM» 

Jb  Ui..  1  B.!..  19113.  S?c 2SJI)0 

H«iMtBDM,N.l-,t^l«et.4%....  49,000 

piBwaMriCB.iDi,»si.s%. so.ooo 

Pnu  SbwU  StMl,  1910,  e^o UMi 

T>nt.G«*EL.  I  DLCieU. $%....  tojno 

L'*te*ri(B>  BU(..  1  BL  (.,)««,  5%.  .  I&OOO 

I'L  U«L  pL,ln.a.f.  1^1939. 4  4-107^  SCJHO 

««  ChoLUf..  I  K.  fr.  19M.  STo . . . .  20,000 

B.tO.R.R^c 30,000 

«  Bt.  P^  R.R..  c  . . 

10.000 

lOXm 

Ncnhm  pKifc  R«ilww  Co..  c 10.000 

"-■■--                           •8,7S0 

ItiiO 

1«W 

100 

too 

wo 

IMO 

, 37S 

HO 

1,1300 

2i/XXI 

C»jO«.«M) 


III9CKU.UIB0TB:   lU)  «Ma[<uv.  UwHIh  villi  th*  luui- 

—  " ij  tt  Nottk  Ammn.  foniiMa  tto  poUciM  o(  the 

._   UmlKwiiUn.     CMtil  incnwd   id   ItOS  [rem 

Mono  to  1710000.  ud  njtoAo  ntlind  on  Mb  af  nw  itt  - " 
VHd.    CaafcirmlMli  kMKE    BaHiBon,  lOM.  t3««.0«l:  C 

K7<1(KCk.,  •le.Otm  N.  M.,  121M0;  Cu..Tl9.40a 


BaUmorth.  J( 


teKioaty,  B 

, 'HldHi.H.  T ,..  . 

Beetiet.Geo.  W.  Nerit.  WTiWibA.  Uw.  EEhiudJ.  Moot 

?'3SS           FIELD  MEN  AND  TERRITORY  COVERED:  H«e 
^■^    I  Jumdioli.T,  ■■     ~  --  ■ 

41,50D 
16,U0 
42,000        _  _ 

"*»    I   L,.....,,  All«ny,  N.  ¥..  J.  Waod.  Bf«-.  .— , -- 

ilci.ir.iD,-ni  ud  W.  V>.;  iCHU  mnota,  T.  J.  Tnul.  Uiadiu.  Ph.; 

Jn    .  f    TfiLioimL  PSiliHpbb.  P».:  WilBin  V.  TouM,  BiNi- 

n;.r.  ,M,|,  W.S.G.  a.<i*B.PIul*W|)t™  Pt;R.WB"oyaiinoM' 

P.iii.i.-lpinii,    SimtliwiufcpiirtHHOl;  W.  E.  Cb»piii ,  muuww.  R ■ 

A.  l',im..F,  Kiituu  muuw*,  RiiucUlile  BaiMlng.  AtluU,  Go.; 

•t».i!i:^:«m,  W.  W.  Gn™.liloiii«oBHy,  Al»..  (mAl».;MdlH 

A.  < ;  ...F  I.  Juk«inlli.  Fl>.,  Cor  FIl;  R.  B.  Buiult.  AtkiiU,G«. 

•    i;,:Brnii«iB.B(»i>,L«i«™,Kr.f«Kv.;A.D.MeBry(l;. 

^•iirlnuu  Ll,  (or  MiH,  ud  OriwB  PuUi  tonhrMnU.;  B. 

Hi>riilin,  DuriBc  Vn..  (v  Nuttfa  Cuoliu  tnd  Vl:  Muin- 

■  ■    -     "      focS.C.:J>io.HJlHi.n,  Nmliville,  TBI.., 

J,  W.  Cwhnm.  nunM".  F.  H. 

--    ■  BldE.,  ChicMU. 

■■■ikC".7lll.; 


FIRE  INSURANCE  COMPANY  OF  SEATTLE,  Seattle,  Wash. 

PnadiDt.jH.H.deVeun;  Sxuttary,!.  S.W>t»n.    OrguuedlOII.    Ca[riUl.  tU,«W. 
UncuDed  SS  N«    ~    "  "  TouT^  ~  L«m  ~    ~|~  Toul  Ei-  I     Lo>»  ~ 


larir  a  IBU  lb  •onpuy  nnwitd  *0  nln  is  the  Puifio  Sbus  Fi 


.  <;r  FoRlud.  Or.,  ud  ntind. 
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FIREMANS  FUND  INSURANCE  COMPANY,  San  Francisco,  Cal.§l 

President,  Bernard  Fftymonville;  Vioe-Prendent,  J.  B.  Leviaon:  Seeretvy,  Looii  Wdnauum;  Anstaat  SearetarieB,  H.  R.  Blanehard, 
John  S.  French;  Marine  Secretary,  A.  W.  FoUansoee,  Jr.;  Ireuorer,  Thoe.  M.  Gardiner.    Orgiuiised,  1863. 


YliLR 

Aaeets 

Unearned 
Premiums 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid         Diridenda 

Expenses 

Total  Ex-  -     Losses 
pendituies     Incurred 

1914 
1913 
1912 
1911 
1910 

$10.175.43i 
9.864,872 
9.268,924 
8.649.592 
8.070,629 

$5,244,797 
5,118,515 
3.812.953 
3.714,708 
3.390.131 

$2,275,058 
3.751.215 
3.104.731 
2.581,461 
2.386,381 

•$6,627,131 
7,462,946 
5.472,766 

•    5,487.674 
5.002.234 

$7,020,761 
7,862^12 
5,850,333 
5,819,139 
5.346,677 

*$3,81 1,845 
4,005.137 
2,957.912 
3,047,481 
2,585.877 

$240,000 
240.000 
240,000 
180,000 
225,000 

$2,421,463 
2,826.552 
1,987,437 
2,037,227 
1,834.025 

$6,473.8081  $3,904,192 
7,071,68«  4,086,935 
5,185.349  2.873.082 
5,264,708  3.102,287 
4,6U.902|      2,674,000 

*  Includes  $2,406,732  marine  preminms  and  $1,216,224  ourine  I 
1  Statement  aooording  to  California  standard. 


S  Transacts  both  5re  and  marine  biiain' 


AasKTB,  Dec.  31, 1914. 

RealesUte $571,000 

Mortgage  loans 1,236.156 

Bonds  and  stocks...  5.138.869 

Collateral  loans 377.900 

Caah 1.527.293 

Agents'  balances ....  1 ,059,842 

Interest  and  rents . .  92,673 

Bills,  rec 172,201 


LuBZLmzs,  Dec.  31, 1914. 

Losses  unpaid $810,579 

Unearned  prams ....  5,244,797 

Div.  unpaid 60,000 

Other  Uabitities....  285,000 


Total UabiliUes...  $6,400,376 
Capital  paid  up....  1,500.000 
Net  surplus 2,275.058 


Total  assets $10,175,434       Total $10,175,434 


Underwriting  profit,  $111,824;  investment  profit,  $151,990. 

RISKS  AND  PREMIUMS:  Kre  risks  in  force,  December  31. 
$717,597,542;  premiums  thereon,  $8,705,672;  marine  and  inland 
risks  in  force,  $63,092,099;  premiums  thereon,  $1,400,159; 

BUSINESS  SINCE  ORGANIZATION:  Premiums  receired, 
$100,446,078;  losses  paid,  $58,231,883;  diiridends  declared,  cash. 
$5,316,000. 

REAL  ESTATE  OWNED:  The  principal  property  is  that  at 
8 .  W.  comer  Sansome  and  California  sts.,  San  Frandaoo.  The  old 
building  has  been  torn  down  and  there  is  a  new  one  in  course  of 
construction.  The  only  other  important  property  is  that  at 
comer  of  Montgtunery  and  Sacramento  sts.,  which  cost  $66,000. 

MORTGAGE  LOANS:  These  number  71  and  aggregate 
$1,236,156,  and  are  secured  by  properties  valued  at  $3,932,175. 
The   company   holds   $741,280   insurance  on  buUdings.    The 

Srinoipal  loans  are  as  follows:  $75,000  on  half  block  at  Chestnut, 
f  ontgomery  and  Sansome  sts.,  San  Francisco,  vahied  at  $137,000; 
$40,000  on  S.  W.  comer  Kearney  and  Cby  sts..  San  Frandsco, 
valued  at  $89,000;  $45,000  on  Clay,  corner  Davis  St..  San  Francisco, 
valued  at  $1 1 2,000;  $50,000  on  260  acres  orehard  land  and  impts. , 
near  San  Joae.,  Cal.,  valued  at  $262,000;  $65,000  on  comer  5th 
and  Bluxome  sts..  San  Francisco,  valued  at  $171,000;  $80,000  on 
corner  2nd  and  Tehama  sts.,  San  Francisco,  valued  at  $166,000; 
$100,000  on  comer  3rd  and  Hunt  sts.,  San  Francisco,  valued  at 
$174,500;  $60,000  on  comer  6th  and  Natoma  sta.,  San  Francisco, 
valued  at  $133,000;  $41,150  on  6th  st.  near  Jessie  st..  valued  at 
$125,000;  $70,000  on  Des  Moines  (la.)  propertv  valued  at  $90,000; 
$60,000  on  cor.  Cal.  ft  Van  Ness.  st.  San  Francisco,  valued  at 
$145,000;  $65,000  on  cor.  5th  and  Minna.,  San  Francisco,  valued 
at  $160,000;  $53,750  on  Kearny  near  Bush,  San  Francisco,  valued 
at  $130,000;  $110,000  on  Cal.  near  Front.  San  Francisco,  valued 
at  $195,000.  Overdue  interest  amounted  on  December  31,  last, 
to  $1,221. 


COLLATERAL  LOANS  are  as  follows: 
SicuRrnss. 

Union  Tc,  Santa  Crux,  1935 

F.  F.  Faw  secured  by  Newmark  Grain . . 

German  Sav.  ft  Loan  Soc 

Realty  Ssrndicate 

Peoples  Water,  1937.  5% 

Cent.  Big.  Prop.,  6% 

Conn.  Imp.,  Seattle.  Wash 

Pac.  Warehouse,  Seattle.  Wash 

Western  Pac.  Ry..  1933, 5% 

Northem  El.,  1955.  ds 

Pacific  El.  Ry.,  1942, 5s 

No.  Cal.  Power 

Pac.  Gas  ft  El.,  1942.  5e 

Cal.  Transp 

Matson  Nav 

Alaska  Packers  Assn 

The  Anglo  ft  London  Paris  Nat.  Bk 

The  Anglo  Cal.  Tr 

Ger.  Sav.  ft  L.  Soc 

E.  I.  du  Pont  Nemours  Powder,  pfd 

E.  I.  du  Pont  de  Nemours  Powder,  c<Mn. 

Sonoma  Co.  Nat.  Bk 

Sonoma  Val.  Bk 

The  McNear,  Petaluma 

Seaboard  Bank,  S.  F 


Market 
Value. 

$16,000 
7,500 
21.000 
50.625 
10.000 
3.750; 
6.750^ 
9,000 
1.050^ 
1,800/' 
98.51 
9,600 
2,535 
60.000] 
7,600,^ 
32,000 
13.500] 
1 1,000  i 
21.000^ 
8.910 1 
4651 
15.000) 
6,3751 
7.500 1' 
17,6001 


Amount 
Loaned. 

$10,000 

5.000 

10,000 

35.000 

10,000 

5.000 

2,500 

250 

22.400 
750 

25,000 


30.000 


20,000 


COLLATBBAL  LOANB.— Cofli. 
SXCUUTUES. 


Novato  Bank,  Novato.  Cal 

Bank  of  California  Nat.  Assn 

Mercantile  Ti- 

8av.Un.Bk 

No.  Ry.  of  Cal.,  1938, 5s 

Spring  Val.  Wat 

Giant  Powder. 

Natoma  Dev..  1917, 6e 

Associated  OU,  1 922,  Ss 

Bank  of  Cal.  Nat  Assn 

Pac.  Gas  ft  El.,  p 

No.  El.  Ry..  1941. 5s 

No.El.Ry.,lftc8..1947.5s 

No.El.Ry..l4cs.,1947,5s 

No.  El.  Ry.,  1  ft  cs.,  1947, 5s 

West  Sacramento,  col.  tr.  ft  cv.  g.,  1918, 
6s 


Maricet 

Value. 

$1,000 
94,000 
10,500 

5,635 
25,750, 

5,250 

5,925 

1,000 
29,100 

7.520 
36.000 
63,600 

1,950 
13,500 

8,000 

2.400 


BONDS  AND  STOCKS  OWNED: 
BoNne. 

United  Statee.  r«g.,  1925, 4% 

Axuaa,  Cal.,  St.,  1921-40,  6% 

Belgrade,  Mont.,  Tn.  Hall,  1932,  6%  . . . 
Beoieia,  Cal.,  Mun.  Imp.,  1920-25,  5%. . 

Cal..  San  Fran.  Seawall;  1924, 4% 

Cal..  Hwy.  Act.,  1920, 4% 

Claremont,  Cal.,  H.  Sc.,  1921-30, 5% . . . 

Griswold,  la.,  Sc.,  1921 ,  4h% 

Half  Moon  Bay,  Cal.,  Un.  H.  Sc.,  1921-30, 

5*% 

Hemet.  Cal..  Sc.,  1919-22, 6% 

Hood  River.  Ore.,  wat.  f.,  1922, 5^% 

Lemoore,  Cal.,  sc,  1920-26, 5% 

Mass.  Commonwealth  Met.,  wat.,  1941,3% 

Merced,  Cal..  sc.,  1915,5% 

Modesto,  Cal.,  sc.,  1929-38,  5% 

Monrovia,  Cal.,  wat,  1926-34, 5% 

Napa,  Cal.,  H.  Sc.,  1915-,16, 5% 

Ontario,  Cal.,  wat.,  194044, 5% 

OroviDe,  Cal.,  8r.,  1917-27, 5% 

Paradise,  Cal.,  so..  1916-22,  6% 

Pomona  City,  Cal.  H.  Sc.,  1916-40, 4^% 

Redhuads,  Cal.,  H.  Sc.,  1924-28, 5% 

Redwood  City,  Cal..  Mun.,  1916-25. 5% 
Redwood  City,  Cal.,  Mun.,  1916-17,51% 

Rose,  Cal.,  sq.,  191fr-20, 6% 

San  Ansehno,  Cal.,  Mun..  1920^,  5% . . . 
San  Bernardino.  Cal..  sc.,  1922-27. 5%. . 
San  Buenaventura,  Cal.,  Mun.,  1930^, 

5% 

San  Fran.,  Cal..  Cy.  ft  Co.,  Fire.,  193(MM, 

5% 

San  Fran.,  Cal.,  Cy.  ft  Co.,  sc..  1921,3i% 

San  Fran.  Cy.  ft  Co.  sc..  1915. 5% 

San  Fran.  Cy.  ft  Co.  Hosp..  1915. 5% . . . . 

Santa  Ana.  Cal.,  H.Sc..  1915-27,5% 

Selma,  Cal.,sr.,  1915-28. 5% 

Spirit  Lake,  Id.,  Mun.,  1931,  6% 

Thermalito,  Cal.,  Un.  sc,  1915-19,  5%. . 

Tulare,  Cal.,  Mun.,  1920-24, 5% 

Visalia,  Cal.,  Mun.,  1922-26, 5% 

Wash.  St  Cap.  Big.,  5% 

Wateonville,  Cal.,  sr.,  1939-50, 5% 

Whittier,  Cal.,  Un.  H.  Sc,  1924-26, 6%. . 
WiUiams, Cal., Un. H.Sc,  1918-21,5%. . 

Bait  ft  0.  R.  R.,  1  m.^..  1948, 4% 

Cal.,  Nown.  Ry.,  San  mn.,  1928, 5% . . . . 
Cal.  St  Cable  R.  R.,  San  Fran.,  1915, 5% 

Can.So.Ry.,cs.gr.g.,1962,5% 

C,  M.  ft  St  P.  Ry.,  gn.,  1989, 4% 


Par 

Value. 

$100,000 
10,000 
10.000 
15,000 
70,000 
30,000 
10,000 
5,000 

10,000 
10,000 
15,000 
14,000 
50,000 

1,500 
10,000 
10,000 

2,000 
10,000 
12,000 

7,000 
25.000 
20.000 
10.625 

2.000 

2,400 
10.000 
20,000 


150,000 

25,000 

5,000 

5,000 

33,000 

12,000 

4,000 

5,000 

10,000 

10,000 

15,000 

6,600 

5,000 

6,000 

75,000 

35,000 

15,000 

50,000 

50.000 


Amount 
Loaned. 


100.000 

20.000 

30,000 

50.000 

53.000 
12.000 

1,500 


Totals $637,675      $442,400 


Market 
Value. 

$108,500 
11,029 
10,400 
15,000 
67,000 
39.250 
10,000 
4,850 

10.414 
10,511 
15,463 
14.000 
40.000 

1.600 
10,000 
10.000 

2,000 
10.000 
12.000 

7,257 
23,880 
20,000 
10,625 

2,014 

2,465 
10.000 
20,000 


14,200  14.200 


163,050 

22,947 

6,000 

5,000 

33.000 

12.000 

4.000 

5.000 

10.000 

10,000 

16.000 

6,600 

5,000 

6,000 

60,750 

33.950 

15,000 

48,500 

44.500 


REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


FIREMANS  FUND  INSURANCE  COMPANY,  San  Francisco,   Cai.—Conliniied. 
BaHH  im  &Toca  Owhw.— CmI.  Fu  Mt 


CUE.,IL[.«FM,B.R..St 

E.  &  JtSuti.  Ry..  RKh..  Cal..  IMO,  S%. . 
frnm  *  CBf  Hi.  Hy.,  Sm  Pihl,  1»1«, 


IaA»».R7.,C»J..HJ«.6% 

la  Ait.PK.R.  a..  1 «..  I93I.S?o 
I- AiK.  Pm.  R.  R..  CL,  1  A  r.. 


M(K  KuL  A  Tfi,  *Lj..  a*i'-  4KHJ,  T 
Moiil«ilTnin»w.  C«o-.  I»*1,S%. ... 

So.  Rt-  rfiSi,  IMS,  S^ 

(UludTc.A.C>L.  It33.S% 

"■Itrf  Tm«t  CiL,  I»1S. «% 

Oilhad  Tnoil.  C»l.,  I«3I.  S% 

Omahim  Cabk,  {hn  Feu..  »18.  B% 
0>L  A  Sn  Ant.  Hu.  R.  R.,  L«  ADcda. 


ftt  B  Rr.LuAns..  IH1,S% 

P™i.*Suil»R.Hr..l«4.S% 

S"Fr.*No.P«.Ry.,iei9,a% 

StiFr.,0»k.43»Dj.Ry..l953.5%,.,, 
SilFr.4SKiJ.V^Ry„lW0,S?J.     ... 

5"J-*fl.r.R.R.lM9,4i'^ 

Eo-PK.R.R.Ir..lB65.t% 

So  Pie.  Cil.Hy-.jr.,  1937.4% 

fc.L.4S»iiFr,R.R..Bn.,IB17,i% 

*ii1»51.Bt..1918.S% , 

rii_Pie.a.E.,  ini.r.r.4ld.  gnt.  1»47, 

ri.K.aMit»'niit.  i93iis%''.'.V.'..!!; 

Wdlmi  Pk.  Ry,.  Su  FriB.,  IMS.  S%. . 
AtarftFimtSuiFrM.,  I»3J.«%, . . . 

ii»»Il.*Tf..«I.U..I»»,<% 

BtTO>.I>B».,l«S0.S% 

BtatUkaW.ulWS.WJ 

aiCm.Gm*Et..  Cal..  IWl,  8% 

C«IG«*  EL  Co«>.,  m.  ft  r,  1M7,  S% 

CouaCmu  Wrt..  191S.«% 

QiiAb  HoK  Su  Fj»ii..  1B3S,  *J^ . . 
"— "  ■ -4r..I»r  •- 

■b,»%,'. 
:::iL,i<i3i 

"iwii.*iy..Oe«M.,I».,lW»,6%... 
l<n^L*Tr..Da.M.,It.m»,8%.. 

Lb-^KeUiLi..  ig34.G% 

«i.WMtB(TPOw.*El-.l«W.B^ 

?UwDR..SuFna..ltl7,«% 

'«wiACo.El,.C»l..  ieM.((% 

>o-r»l-P«..3«i  Fr«i..  I  m„  t03!,S%, 

|!o.riLPw.,i!...CJ..l»48.S?S 

!*>.Q,CU..l  ■.,1955,5% 

OiUud  Gh  Ll.  *  Ht.  Cd..  19l«.  S*^ . . 
hiAtGaft  EL.  C^,  ca.  r.,  194!.  5%. . 

I^Gh«B.(..  1915,5% 

FkGhIbp.,  1930.  4'^ 


'»,TltTtL,lV3<.a",i 

hdielnaALoco.WkL.  1917,5%.. 

»aiit.H..GHA  Rr-.  1917,5% 

3uFih.DitD«A.I9]1,5% 

^Piu  GhAEL.  1933.4)% 

^J  U.«P<».. I»4S,S% 

»'bni«ELPli*ALt.,I93S,5% 

'iAiT«ELPo».,1923.«% 

Sj-Tob.«-«,CJ..I9«,fl% 

S|n>(T.l.Witcr.(B.D..l«21.4%. . . 
Siuiliida,Cd..l939.5'^   


UB.SK.BlL,SMFr»n 
Sit.B»ko(D.O.  MUti 
^.hT.Bh..bMFTsa 

lii«Ti..iirtea  Fnn 


9,700 
98.SO0 
34,200 
21.780 


la.ooo 

3«.000 
45,000 
75.000 
75J)00 
50XN» 
35J»0 
5«.000 


11.000 

3ea 

11,540 


3.00n 

iso.oon 

».000 


30.000         40.500 


BOMM.— Cwl. 

Bdt.40.R.R.,™i... 

Chic,  Mil. ftSt.P.RT.,«iB... 


o.Pm.R».  

D.  Pu.  R.  R.,  eom 

HOQ  Rosk.  Su  Fnii. . . 


PH.StalaTI.A  tg.,p 

B)ini«V>J.int.8iuiFnui   

(Cklud  BuL  of  StT..  OikiiDd.  Cil . . . 
lu.  Eich.,  Sui  Fru 

TaMlin»oknlua,tS.523.49a) 


41  Id  t7M.OOO;  in 
luaunlioB  tOHI. 
Borton.  1S72,  I158.0O0:  V».  C?m  M«t., 

■   - ^uFimdm,  — *  *" 

F^  and  Mirii 


Pmo.  Unairwrilns.      .   irit  i-nnnanv  jtylo]  riirmcn'r,  Powi  In- 
■urua  CorpcntioD      '  "I   '.    '     --" '   :hi     i;.ital  luid 

»»0O,OO0  nl  «bmrib  .  .      ■ '         ■    1900,  br 

Od  NornnbiT?,  IIM  .slevigd. 

ud  ia,t04.MT  tnHLiimi  ol  o^n  ,..,:k  a,.'  rm>u-,J.  I  po  Uinih 
I,  III07.  tlie  old  liranui'i  Fuod  nnimed  oontral  with  i  apital  of 
t1.000.DOO,  ubich  wtt  ndund  in  1(09  b>  11.300.000.  ud  iKeiyed 
Lkmw  frcm  tS  tliE  SUla  and  Tmitonee  in  ubich  it  fonoRij 
tnuKled  bann«.  Vtluv  of  ipsol  dipodta:  Va..  554,250; 
Gs..  510,850;  N.  M.,  510,000;  Can..  tSi.SK.  ud  Cd..  1100.000. 
DIRECTORS:  Wm.  J.  Dutlon,  CIihIm  P.  EoUi.  Chu.  R. 
RiqhAn.  Bernard  FaTmoDTiHe.  dUilinr  A.  SEoitli.  J.  B.  Lwiaoa, 
.  HtwhtB.  Henry  RusBfrid,  F.  W.  Van  %cklen,  Vandif 


unt,  aad  HmkinoD  Kellogi.  gcwal  agent  for 

J.  V,  Sbaohj,  M.  J.  MalUii.  >pm»1  amnta  for  De,. , 

N.  J.,  Pa.  aod  W.  Va.r  J.  R.  BwiUey,  Auto.,  ipecinl  toot 
CfiQtnt  doHrtmant.  John  M&nhall,  Jr..  muBcs-.  and  W.  A. 
Chapman,  aat.  manager.  99  So.  U  Salie  at.,  CkeaiD.  III.:  J.  0. 
SlaulTa.  Supt.  of  Aireocioi;  Paul  0,  Knieger  and  Walw  M. 
Sheldan,  Bpeoial  asenli  For  III.;  R.  G.  McCnllguitb.  Sutc  agent 
for  Ind.;  R.  I.  Mclctyre,  lor  Wig.:  D.  W.  Andnwi.  [or  Mich.: 
W.  A.  9airy«f.  for  0.:  Louia  L.  I^vr,  ipeeial  agcDt  for  Minn.; 
r..  8.  Snyder.  gpeciaJ  agent  for  N.  i  3.  D-.  Jama  Matihall.  For 
U.  and  Neb.;  A.  B.  Dutini.  for  Kan.  and  Mo.;  M.  B.  RuirII, 
Slato  mat  for  Ky.  acd  Tenn.;  Roland  Reed,  ipeoial  agent  For 


Pmu  BoTmaDD  &  Co.,  37-43  Wall  at..  N.  Y..  minKen,  Pac. 
Coad  (home  office  department):  Chu.  H.  Thomapon,  general 
adimlec;  RobcK  D,  flonler,  mperintindeDt  of  agecoiea  for  Cal.; 
ipnatl  isecia,  H.  B.  'Hekner,  for  Ore.  and  Waah.;  val  oF  the 
Canada,  Jaa.  R.  Quick,  Ore..  Waih.,  eait  of  Uie  Cauda  and 
Ida.;  F.  L.  Emerick,  For  Ore.  and  Waah.,  wnl  oF  CaKidn:  K.  M. 
Bron.  auto,  epixia]  agent..  Cal..  Nev.  and  Arii.;  W.  M,  Klinaer, 
manager.  A.  E.  Webber,  home  ofTipe.  apecial  agent,  antomo^la 
dapartmcnt:  W,  D.  WheknandChtaler  A.  Swift,  For  So.  Cal.  and 
Ani.;  F.  0.  White,  general  agent  For  Rocky  Min,  Dii.;  W.  P. 
Cofey.  ipocial  agegt  for  N.  M.  and  Colo.;  Fred  R.  Luajmi, 
apeeial  uenl  tut  Utah  and  Wyo.;  C.  D.  French,  special  agent. 
Mont.;  N.  B.  Swelt.  gpeciaj, agent  for  Cent,  Cal  ;  B.  E.  NoufM. 


for  Tei.;  Adanu  i  Boyle.  Little  Rock,  Ait.,  gmenl  agenU 
Frank  C.  Taylor,  leagral  agent  marine  department.  Pac, 

__.  _ly.  &i. 
China;  JoD  ' 


Ciwt:  Gra^wM  Dntlaa. 

olal  agenll;     Biihop  Ii 

T.;  China  and  Japan  TthKu 
Hadley,  aont.  Eiiropai  Mai 
eaubouig  For  Aurtnlwia. 


indon;  M.  de  Chat- 
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FIREMENS  INSURANCE  COMPANY,  Newark,  N.  J. 

D.  B.  Dnobwa;  Vii»-Prwfaot  ud  Tmninr:  Jotao  Kiy:  Vw-PnldcBt,  Ned  Buntt:  SenUir,  A,  H.  B 
OicuiKd.  latl. 


■ — 

UcMTMil 'Nrt  

Nn — 

Taul 

"TS-T^ 

Tot>J  E>-  1 

L« 

AkO 

Prmiumi 

SUTPI- 

Pnaiuu 

DmdoHh 

BtPMH 

-^ 

»3S0,131 

1140,000 

tl.112.I32 

»mM 

»i.ra2,»K 

2,M8,7M 

1.173,*81 

a,M7,0W 

RsdoUtc  tlJM.lM  LMnunp^d  .  .. 

Miit((iice  louu Z.Wl.SSO  UiHwiMd  pnmi . . . 

BoDtbuidilDcki  .      2,0111.483  Ollw  lub£tin. . . 

Cah U,»KI 

A«mM'  tulMTM. . .       471,620  ToUl  ]ubilitie>. 

'-"— ^— ' M.W7  CiviUI  pud  up.  . . 


BoiiM  XHV  SmcKfl  Onnii. — Ctnl 


RISKS  AND  PREMttTMB:  Tin  ri^  in  rom.  Decenba  31. 
ttTl,Ml,Oie:  inniiani  limm,  tJ,701,S08. 

BUSINESS  aiNCE  OBOANIZATION:  Pnniumi  iKavxt, 
H2,S73.S13^  kMK  n^  111,873,818:  dhidgndi  dslind.  tttb. 
(4^10.900:  Hock.  tSUUm. 

REAL  ESTATE  OWNED:  CondM  of  Uw  oompuy'i  bnuc 
offiM  boikliiii  tt  780-788  Bmd  n.,  Nanrk,  irtiieh  (nt  WH.SI? 
udiiarrMutl.IM.I90. 

MORTGAGE  LOANS:  Then  tn  JOS  kwu,  agci^itinii 
ll.a013M.  whicK  tn mmd by  ptopertiei eitiidiwd  iobt  iron!i 
lt,ailM3.  ud  Iha  Bmpuv  1»M>  lt3Ba,4<»  of  Iminm  on 
'bawincigtdboildliin.  Than  m  U  louu  m  Ivn  h  or  luwt 
■—  ""~ '  --'^  -  '  — m    Thckiu 


Hd^Dn 
A  propvtica  loc 


dlnljti 


t47,000.    ' 


BONM  AND  STOCKB  OWNED; 

8ut«ofGMrei»,l)lS.4i";   

Sute  of  Me-lilwcD   1852  4) 


Pmli  \inboj  V  J  It  mp. 
EIiuIrUi  N  J  ie"i  4  c 
Onuige  N  J    IWS  4^ 


iu  J       IMl  5 


Pu 

flint 

?■!«. 

10.(100 

North  Hudaon  Co.,  Ry..  1VI4,  t'",  .... 

North  Hudm  Co.,  Ry..  t«34,  S"„ 

TnatonPiKRy.,]g3I.S';... 
AiiMie»nDookilBip..l921,S'r.   ... 
AUutie  CiC*,  N.  J.,  mts,  182J.  5'X . . 

Ht.,u.*Pr,.  leaa.s'-c... 


jj.soo 

2i!500 
20/130 


Twun  Oh  Ji  D.,  tMB.'li'^o . 


1,4  W.R.R 

■      ruuR.R 

AEhiILR... 

m  R.  R..  N.  J. . 


UOMO      tl7.CMI 


20.<nD 
tO.OOO 
H.tOO 


hDsirtn 

Ruwf  Tmaat  Rt 

CSlai  N.  J.  R.  R.  A  Cm 

I!~qCa.Nu.Bk 

N»t.  Bi. . 


D.  L,4W,Co»l. 

Gmii»l  a4  But.  o[  N.  V     

MilnuknUdwTtiBIili.,  Ana.  ... 

Nenrt  Couoliditad  Gu 

Wnts^  Adj.  *liu..Cbl»iiD 

DaderwriUrt  Saince  Co.,  N.  Y . . . . 

ToUh  (book  nine,  tl.gitjtT).  . 


MISCELLANEOUS:    Cepilal  bnweil  io  18S0  from  »4nO.<ni} 
U  1500.000;  in  1888.  U  HOO.OOO;  in  1880,  to  tl.OOO.OOO.     Ii 

April.  i»0«.  it  loo '    ■      ■ 

dTBoMoo.    Vilu 

N.  M..  iio.ioa 

DIRECTORS:  J.  Ward  WoodrjIT.  Duiil  H.  Dimhui.  Chulo 
G.Colvw^l^|hFWin^uyieo,MAllhMphiia^Edgir^B.  ■" 

Wild. 


CdIw,  Fred'k  FRliiibuywi,  MAHhiH  Phua,  Edgir  B.  Wud. 
«.  W.  HubbiU.  E.  LutSer  Joy,  Oecu  B.  Mockridn,  Ednrd  T. 
Dil.Jig.  F.  DoHsbsTT-ChH.  Holihuis,  Ptny  JickioD.  Jobn 

Tumid  W.Bildw'     -  ■       ■  ■- 


NedBi 


:t,  A.  B. 


....     „.™u™.«„,(or*rt.,  Colo 

Micb..  Moot.,  OklL,  Wii..  [Dd.,  Kv>.,  Mioo..  Neb.,  Teni 
A  Ctn,  HourtDO,  Tet.,  gmenl  mfoI*  'or  Tn.^  C.  U. 
■--    =---■  -o,.  CiJ,  tot  C«l..  Ore.  (Dd   Wash.     Tb« 
>ll  Iht  SuiB  ud  Tmitonn  of  Ibe  l^mud 
Sllta  cucpt  All.,  Alu.,  Del.,  Uiv.,  Idi..  Mia.,  Nr>.  ud  Vi. 


FIREMENS  INSURANCE  COMPANY,  Washington,  D,  C. 

Pnwieiit,  AUu  E.  Welker;  SwretHy,  WiDiin  M.  Hoffnuio.    Cbirteied  by  Concrai  in  1837. 


Tu> 

^ 

"Sssi"" 

a^ 

Priit, 

Total 

fr" 

DiTideodi 

EipeoH 

Toul  £i. 

=^^ 

itu 

1 

I313,S34 

3i,«i 

tJB.I9< 

Tolasi 

70:3I1 

t47.0«< 

t«3,«4 

71,371 

43)301 

tl3.27e 

lolssi 

2.708 

111,000 
11,D0C 

ISW 

t27.tO 

281331 
21,749 
18.2K 

(92.73* 

s 

3I,M» 

S14.U0 
17,231 
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FIREMENS  INSURANCE  COMPANY,  Washington,  D.  C— Continued. 


Dk.  31. 1914. 


Roll 
MortcagBloaiv.... 

Bosdi 

Cvh 

AgBBta'hiiMDeea... 
Intenst  and  rente.. 


Totel 


175.000 

301,420 

27,090 

S.8&4 

7,336 

3,634 

300 


Lllbilitub,  Dbg.  31, 1014. 

$2,300 

53.221 

0.017 


napaid... 
UoMmed  nenM. 
Other  lUbyitiM.. 


Total  lUUlitias. 
CftinUlpaidup... 
NetBUzirfuB 


165,438 

200.000 

58.106 


«323,634       Total 1323.634 


Vwknnitaat  profit,  $5,504:  investmeBt  profit,  $15,310. 

RISKS  .4ND  PREMIUMS:    FlraiiakaiBCoroe,  DeoemberSl, 
$20,784,344:  pcemiimH  tbcraon,  $00,520. 

REAL  ESTATE  OWNED:    CoMiata  of  home  office  bttUding. 
Beat*  reeeiTed  laat  year.  $4,600;  taxes  and  espensea.  $1,846. 


MORTGAGE  LOANS:  There  are  38  loaoa.  agpegfttins  $201,- 
420.  protected  by  improved  real  estate  in  the  District  of  Columbia, 
Taiued  at  $466,700.  There  was  $453  interert  past  due  on  Deo.  31, 
last.    Company  holde  $106,700  of  inannuiee  on  the  boildingi. 


BONOS  OWNED: 


Pot.  Eleo.  Power,  1036, 5% 

Cy.  of  N.  Y.,  c.  p..  stk.,  1062, 4i% . 


Par 
Value. 

$24,000 
3,000 


Market 

Value. 

$24,000 
3,000 


Totab  (book  value.  $27,630). 


$27,000      $27,000 


DIRECTORS:  H.  W.  Offntt.  Geo.  W.  Moaa,  John  Qttiaa. 
Samuel  S.  Luti,  Alhui  E.  Walker,  L.  W.  Groomes.  Geo.  C.  Qert- 
maa.  John  L.  Edwards.  Chas.  H.  Kindle.  M.  T.  Dixon.  J.  M.  Wood- 
ward. 


FIREMEN  AND  MECHANICS  INSURANCE  COMPANY,  Madison,  Ind. 

President,  Davis  Johnson;  Seraetary,  W.  0.  MeLeUand.    Orxanised.  1850. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Losses 

YbamI 

Asseii 

SurpnM 

Prwnhimf 

Income 

Paid 

Dividends 

Expenses 

penditures 

Incurred 

1914 

$116^024 

$11,730 

$3,674 

$12,740 

$18312 

$7370 

$6,000 

$7332 

$20311 

$1,700 

1913 

117380 

11.611 

5.808 

0.476 

18.225 

13300 

7,000 

7.466 

28356 

13300 

1913 

I28j02I 

17.866 

18.837 

20.201 

27387 

32.136 

8.000 

8,237 

48373 

31.106 

1911 

L36.4S5 

26.541 

7.665 

47.675 

55.345 

36.223 

10,000 

14,037 

61,160 

36.436 

1910  1 

146  J09 

20,847 

23.405 

44.075 

51.786 

28,713 

8,000 

17.047 

52.06(^ 

26317 

A«nB.  Dk.  31.  1914. 


LuBiumB,  Dec.  31, 1014. 


Real* 
Martgiselowis. .  . 
BoffiiiaDd  stocks. 
CoibtetalloMifl..  . 

CaA 

AgatM'  balances, 
latooc  and  rents. 
Otbcri 


$0,000 

40.000 

55361 

2.144 

2332 

2,471 

1358 

3,158 


unpaid 

Unearned  prems. . 

Total  liabifities. 
Capital  paid  up. . 
Netsurphis 


$611 
11.730 


$12,350 

100.000 

8.674 


Total 


$116,024       Total $116,024 


RE.U.  ESTATE  OWNED:  Comprises  office  buildinc  at  Mad- 
lad,  market    value  $7,000,  and  12  lots  in  Topeka,  Kan., 
■arket  vabe  $2,000. 

MORTGAGE  LOANS:    These  a^re^ate  $40,000.  protected 
by  ianov«  " 
tete  tae  amooztt  loaned  thcreoin. 


red  real  estate  property 


antresa' 
'  m  Ini 


ndianapolis,  valued  at 


BONDS  AND  STOCKS  OWNED: 

BORDft. 

raio9  Real  Estate  Co.,  Anderson.  Ind 

Wasjaaa  Tribe,  I.  O.  0.  F..  Indianapolis. . 


Book 
Value. 

$11,600 
5.000 


Bonds  Ain>  Stocks  Owned.— CorU. 
Bonds. — Conl. 

Cy.  of  Seattle 

Byon  Irrigation 

Gravel  Road  Bonds 

Syracuse  Lodge,  K.  of  P 


Stocks. 

First  Nat  Bk 

Eagle  Cotton  Co.,  Anderson,  Ind. 

Big.  Assn.,  Madison,  Ind 

Bellington 

Charleston 


Book 
Value. 

$3,200 
5.000 
3.070 
1.000 


10,000 

1.000 

6,201 

700 

3.000 


Totab. 


$55,661 


MISCELLANEOUS:  This  company  transacts  a  surplus  in 
business  outside  of  Indiana  through  Rehm  db  Olin.  Indianapolis. 
Ind.  Conflaitration  losses:  Baltimore.  1004.  $0,500;  San  Fran- 
cisco, 1006,  $3300. 

DIRECTORS:  John  T.  Sohofield,  C.  R.  McLeUand,  Wm.  H. 
Horuff,  H.  S.  Moffett.  David  Johnson,  M.  D.  Wilson. 


FIRST  NATIONAL  FIRE  INSURANCE  COMPANY,  Washington,  D.  C. 

Pt«adait,Rabst J.  Wynne;  Uiidenmtag(MuageraiidSMi«taiy pro tam, John E. Smith.   Orgsniaed,  1012. 


Tm 

I   Unearaed 

Net 
Surplus 

Net 

Premiunn 

Total 
Income 

Losses 
Pfeid 

Dividends 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

H14 

$1,604,002         $252,104 

1.63Q.9SO;          181.072 

W9J77'             6.000 

$382,536 
648,583 
464.170 

$367,006 

404,078 

7,250 

•$701,125 
•822.328 
•407,410 

$210,330 
150,854 

$250,661 

280300 

12,465 

$460,001 

440,753 

12.465 

$220,328 

»U 

188,072 

ltl2 

163 

*Iadades  $487,612  contribated  surphis  in  1012.  $373,605  in 

Aann.  Dsc.  31. 1014.  LuBoms.  Dae.  31. 1014. 

Kssicttte $254,500    Loasesunpaid $43,533 

Hcn^aieloaaa..  .          235,600  Unearned  prems...       252.104 

BoadB  sad  stocks  .         080.250  Other  liabffities. .. .         26303 

C«* 38388  

Ajeats^hahBess...         81367  Total  liabibties...     $322330 

IstovtaadrsBta..         27,185  Capital  paid  up ... .       800.536 

(Jt^Msets 4.722    Net  surplus 382.536 

Total $1,621,012 

^  des».o«erliab..         17310 


Total 


Sl.604,602       Total $1,604,602 


UndowritiaB  loos,  $150306;  investment  kMS,  $18,404. 


1013,  and  $62366  in  1014. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
$34352.073;  premiums  thereon,  $458,327. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$780,143:  kMses  paid.  $370,183. 

REAL  ESTATE  OWNED:  Undivided  one  half  interest  in 
Southern  Buikling.  comer  15th  and  H  sts..  Waahioi^ton.  D.  C. 
Building  is  vahied  at  $1,800,000,  and  the  other  half  interest 
will  be  taken  over  by  this  company  in  1015.  Incumbrances 
consist  of  the  trusts,  amounting  to  $1300.000.  one-half  of  which 
is  assumed  by  this  company. 

MORTGAGE  LOANS:  There  are  31  loans  aggregating  $235.- 
600,  and  all  are  first  liens  on  improved  proporty  in  the  D.  C., 
excepting  one  of  $23,000  on  propoty  in  Lafayette.  Ind.,  valued 
at  $70,000:  total  valuation.  $443,061.   The  company  holds  $224,- 


REPORTS    OF    FIRE    INSURANCE   COMPANIES. 


FIRST  NATIONAL  FIRE 

300  imumm  OD  Um  baiLdidoB.   On  Deeon 
MWrfinWBtpMtJuer^ 
fiONDB  AND  STOCKS  OWNED: 

AiiiKbcny  CD..ii',  tii.'.'m'l'Ai''; 

CtL  SUU,  sin  I'l^.  iUrbn-'hnp.!  IIK^. 


DmvUfe.'Vt.'r,  iflS2. 
QiJvntDflCo.pTBL,!] 
LooiiHiH.  BUM  of,  p 


N.  Y.,Cr.tif.™ni.nk..  lani, 

Ult*.  N.  v.,  a.  *»[..  d  Fn 
A,  C.  L,  R.  R,  I  a.  m.,  luW 
Aiii.-Ailao  Ry  4  El.,  Me ...  f 
crtO,Ry.,i».,.n.,  191;)  . 
CkL.  H.  I,  4  IV.Tly..  1  ,.,  1 
F!..CBil.4PM.R.,l«.in., 
Gl,  Nor.  Hy.,  1  i  r..  HBl.  if 
Intdrh,  Bmb.  Tmn..  1  r    •"""  ' 

N.  y.  c. T  H  •■  - 

81.  JoMphpMc 


INSURANCE 

30r  31,  Uflt,  tbB«  ns 


ViliH.         Vihie. 


COMPANY.   Washington,   D.  C— Continued 

Bona  iiiD  Siocia  Owjm.—Ct*!.  Fu  Muktt 


5.000 

2S.000 
M.OOO 


iO.OOO 
t,000 

10,900 
fi.OOO 
ft.SOO 
5.300 
25.500 
51.000 


i„  1B0«,  6%,.     . . 

is,Ha 

1.006,0(0       I9SHJM 


^1958,5% 

So.BldiiCorp.lWuL.D/c.Vaiii.^ 
Voilcd  oil  4  ElVwo.*^', '1915,57 
Totab  (book  nlw^  iaT«,135).. . . 


MISCELLANEOUS:  C>I)iUliiK«HdD««iib03].teia.  from 
mOWO  to  1320,000  br  oomplMiini  of  pmsoDt  on  nibniptnn  U 
>tock.  On  Du.  31,  l«13,  nmUl  lutdbnn  iKnand  to  iSi:.HT, 
■nd  br  D«.  31.  lOK,  to  tSMjSe.  Detnit  in  Vi.,  tai,«in:  a 
Ol,  W,«a  Compuy  niagurKl  £n  bosiiiai  U  the  Florida  f. 
*  C,  jMbnnnlKM^  iolt  IS. 

DIRECrOBS:  Hon.  Robst  J.  Wynne,  )olm  Len  8m  Ifa. 
OtaBcty  Crwkn  D.  V.  ChidulBk,  O.  8.  UviDcMon,  J.  8.  Ewbr 
Smith,  Chats  TomaoD.  H.  M.  WuRnrsIti.  W.  H.  HopUiB, 
G.  C.  Ankim,  F.  C.  Dingo.  T.  H.  Huntt.  H.  Q.  Bumd,  G.  M. 
EitelL 


U..  foe  U 

Speanl  iHiti: , ,., 

R.  0.  oSim;  Jr:.  FUtadtlphik.  Pl,  for  <• 
Huirffin^Hd,  Ehnk>,  N.  Y,.  fai  N.  Y.  and  WbsIss  fa.;  wm. 
Shodd  HoUoD,  Waduncba.  D.  C,  to,  Md.,  Dti..  Vi.  ud  W.  Vt: 
R.  Q.  Cui|ibdl,^^Qtr,  Mo.,  (or  III  aod  Mo.;  J.  C.  Mul- 
TUMy,  Ddtnit.  I«  Uioh.  4  S.  D.;  Hoiwd  Cnymu,  Bonnn. 
Mm.,  for  Nn  EariMid,  Tbe  somiwiT  opcnw  in  Ai^.,  Cil, 
Col..  D«L,  D.  C.  FL,  Ol.  Idt,  nL/Ind.,  U.,  Md.,  Mi*.. 
MuiL  Mo..  Mont..  Nn,.  N.  J.,  H.  Y..  0„  P>.,  S,  D.,  Utah,  V>. 


FIRST   REINSURANCE   COMPANY  OF   HARTFORD,   Hartford,    Conn. 

EVtudot.CarlSchreiiw:  ViR-PraidntiDdSKiMniy.H.H.gtiTkR:  Agit.SB..WUliunEhDuim.    OrEaniHd.  1012. 


Surplua       PnDDiunia 


I    locumd 

i'       1706.03* 
i|         Z7a.407 


lOU.  LuiiuTua,  Dk.  31,  leu. 

II,MI,100    LcwBDniwd tn7,SS9 

361,048  UDounadpniu...,       5B»,eOg 

14,289  OtbaUab^tia....        34.734 

19,233  

15,939  Total  liaUUtis..     1742.410 

Capital  paid  up 500,000 


Netniridiu... 
Total,. 


tS8,««e.02 

12.341,970;  ]ima  tiaid,  tM],464." 

BONDS  OWNED. 
XilliiifLly,  OoDn-,  dznd  o.,  A''c  , 

N.  Y.  Cy.,  1962-60. 4JU 

N.  Y,  Cy.,  19S7,4i"; 

4.T.A8.FoRy.,nLin„1995.4<-f..  , 
Atl.  C.  L.  R  R.,  !  n.  m.,  1952,  4'^ 

b! 4  0.  R. R,'  tqni'p.  tr.,  rtli^iS-ij^j! 
C.  B.  A  Q.  R.  R..  (!n.  m.,  lOJg.  4' ; . . , . . 
C,  1. 4  L.  fa.,  mmip.,  1917-23,  4);-i. .  - 


90.000 

9o!ooo 

M.OOO 
50.000 

lo.'ow) 


1405,391     I 
33.1,120: 
17.8801 


43,500   I 

39,'800  , 
44J00    I 


I  Includd  Ufa  pniniunu.  (13319. 

I  Bona  Omno.—CenL 

I    Chi.4Wst.tnd.RR.oi.in.,ieB2,4% 

I     Dd.  A  Hud.,  1  4  r.  BL,  19*3,  4'-o 

I     Del.  A  Hud.,  er.  g.  i.,  1918,  V", 

ErioRR,  3yr.  ool.,  lORSt';;. 

Ot,  Nor.  Ri.,  1  4  r.  m.,  ISSl,  4^;.. . . . 

Hodcing  Vi.  Ry.,  1  «.  m.,  1999,  ((""o. . 
<  Ruuu  Cy.  So.  Ry..  I  m-.  19S0,  3':i .... 
'    I.  S.  4  M.  So.  Ry.,  1931,  ITc 

Lebifh  VaJ.  R,  R,  (b.  a.  m..  2O03. 4^ . . 
I    Mil.,S.  *N-D.Ry.,  1(0.K,,  1947,  4'^;, 

Nn/olk  4  Wnt,  Ry.,  1  et.  m..  I99«,  4'  i 
I    No.  Pao.  Bs..  pr.  In.,  1997,  4'^  ...  ... 

,    On.8)H«LiHRR.,r.m.,  1929.4'^c.. 

I    P».,»r.tr.eU«..l»«2,3iCi- ... 

.    F.,C..C.4St.LRy.,CB.m.,19«3,4)'"c 

I    Readuig. jn.m ..  1997,  4'li 

,    So.PacBrCl  Ai.m..lB58,4''c.... 

So.  Ry..  1917,  arc 

I    Union  Pac.  R  R..  I  Id.  4  r.  m..  2003, 4'", 

Total,  flnok  value.  11,445.720 Il.i 

*  Sccurilid  u  ixr  eompany'i  valuatioDs;  i 
■■ed  on  inwrana  department  valoatiou. 
MISCELLANEOUS:    The  oompany  began 
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45^000 
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FRANKLIN  FIRE  INSURANCE  COMPANY  OF  PHILADELPHIA, 
Philadelphia,  Pa. 


FnidcBt,  Pr»k  E.  PifUmnt:  SsnUiy.  Ed(u  P.  Lo«.    Oti«b«l.  ia». 

1              1  UdwhI  '.       Net 
Tiii[   imm    \  Pruum       ftnpiM 

FW"™ 

I^ 

LOM. 

Piid 

Difidoidi 

Tol^  E.-  1 

EimiM     p«»liu» 

limimd 

IS! 

tui7>til  ti.te3,s3T'     tin^io 

UaWSJj     1^07.10^        S34.0t 
3,111  w!     I3»/>mI        7«7,7n 

11 

liMilsoi 

tl-,fB5,5»0 

B13:3» 

Kw.mi 

S9M 

SW.OJSi      !  ,£20,578 
576,041        l,5M,M4l 

i4fl,7M        1.278fl30l 

Si 

le  on  ptrpftiu]  jjoIxmi.     Prnmunii  Luhidc    4'^  m  i 

>  BonM  uiD  Stocu  Owhkd.— Cnl. 
I  BoBiK.— Cml, 

L<h«h  ViOey  R.  R.  (h.  s,  2003, 4tro. 

Lehilh  ViUcy  R  R.,  I  SL.  Ift4g,  4%. . . . 

Lou  liludk  B., T.. |,.  IHV,  <?o - . . . 
I   irY.C.»H.R.R.R.,l«8,aifo 

N.Y,Con.R.It.,l..lB53,H% 

N.  Y.,  P.  A  Not.  R  R.,  I  m., «.,  1B3>,  4' 


*'fr  "n  " 


r.,  1H8.  f 


SMS  AND  PRKUnnrfS;  Rn  nb  in  [c«c  (uapC  per- 
nuki  Dnbgr  31.  t2S»J0».»4«:  [nnuBDi  tlKnoa,  K.S70,- 
3:  inrpetol  fra  riik),  I3a,«n,«3t^  detnil  mnuoma  thcnm. 
CldJiL 

BCJDIES3  SINCE  ORGANIZATION:  Fitminmi  natiisd, 
KXtXn-.  knH  pnid.  t26.US,4U;  drndoidi  dKlind.  euh. 

atU.  ESTATE  OWNED:  IIk  nnt  imporlul  dnfk  puwl 
■  mlqlMeonad  h  tbo  ooupa^'i  hoEDD  office  builduif  «t  431 
•limi  a,  U(  book  nhw  of  «h»li  ia  IM.835,  tnd  irbiob  u 
oM  U  liouno.  Thk  *H  uqaind  in  1872,  The  oUis  B 
liqimai  Be  Ink  «Bd  iMM  Mona  Ukd  dinlbiici  in  Pliilidchiliiii, 
>l  i^rtidineBiwllidinr  that  book  vmlH-     '^ -  — -^ 


ii,noii)(£niyB 


ICOrTOAQE  LOANS:  TIuit  v.  !Z2  Ioui.  ill  hi  nliUr^ 
■•Una,  IbibrtMbKicHW  or  13,000.  They  ire  iH  npon 
•Milftm  m^Ktr,  nnE  b  the  ■uncmK  t72,U0,  ud  no 


45.OD0 

?ri^B^ii1t!'<i!*."^iS^3,.,.v.:: 

^u':.'^^^ir^iT*€-::. 

Edieoo  EL  Lt.  I,  to.  eltt.  r„  1»4«.  57c 
iBfuDy  BU.,  if  Q,.  IM6. «% 

Uh«fa  Cod  4  NiT..  a.  DL,  1854,  tn . . 
mXi  Bt.  Elev,  Ph.  R.  W.,  IMS.  Vc 

».000 

)    I  UnitedRy(..3t.L,pi.,|.,I«34,47s. 

)    I  Wu>Hiiiiker.J.,tm..im.5'^ 

I    I   nub.  Tm..  Im..  lH5.3rr. 


|Ui>t  wiiaiBn  B.  R,  2802. 

?*  H- 1,  n,  n-.  WIS- 18, 4% 

E»R,R„a,l,^lBl8,s%... 

<»  t  POi  R  R,  a.,  (.,  lUO,  3)%.. . 

^*'r«mTW»,ll>25,47o.. 

Bm  k  Brad  Top  RR.  1  m..  EiL.  im. 

«'* '  ■lltj  R  R,  (E.  01, 2008. 4'?c, . 


(Mnrd  Nat  Bk.,  Phila  . . 

UmledOuliBp..  PhiJi... 

!   Faunrlmii*  R.  R 

I   PoDU^tMft.Phila 

Letii^CodftSiv 


CuiHtaJ  in 
I2e4,,e55; 


at  1300,000. 
I,'  1871,  M5l,50.S: 


.■.  1904,  "1153,914:     Bin    Fmnei*  . 

9peoid  doKinU:   Vl.  U2,4«0:  Gn,.  110.000. 

DIRECTORS:  Geo,  A.  Heyl.  G«o,  Fnloi  B»kff.  M.  D 
JoHph  Moore.  Jr..  Sunuel  Y.  Btebiier.  Andna  F.  Derr,  Job. 
Blorr  JenkB,  F.  M.  Kirby.  Chu.  P.  Bunt,  Geo.  StereiHin.  J» 
I   A.  SteeL  F,  £,  Pvkhunrt- 

nELD  MEN  AND  TERRITORY  COl'ERED:  CCKiane) 
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FRANKLIN  FIRE  INSURANCE  COMPANY  OF  PHILA.,  Philadelphia,  Fsl.— Continued. 

BUDMer  Paoifie  Coagt  department,  San  Frandaoo,  Cal..-Tlioini«on 
D(vra;Bro..Pa.Stot«Aj{eney.Wilke»>BarTe,Pa.  Speeial  agents. 
Wm.  P.  Long.  Philadelphia,  Pa.,  for  suburban  N.  lUN.  J..  Del. 
Md.  and  D.  C.;  I.  B.  Woohnan  and  Harold  V.  Smith.  Philadelphia, 
aasifltante;  H.  L.  Staky^  Utioa.  N.  Y..  for  N.  Y.  State  outside  of 
the  suburban  dist.:  C.  E.  Wilkins.  Boston,  Mass..  Harry  Austin, 
Boston.  Mass..  special  agent  for  Me.,  N.  II.,  R.  I..  Conn,  and  Vt.; 
Eimet  E.  Cole,  Jr.,  Lansing.  Mieh.,  for  Miefa.;  John  E.  Jackson. 
Milwaukee.  Wis.,  for  Wis..  Minn,  and  N.  D.;  Gerald  L.  Schuyler. 
Denver.  Col.,  general  agent  for  Col..  Wyo.  and  So.  half  of  S.  D.; 
Carl  B.  Richardbon.  Demeon.  la.,  for  la.;  A.  M.  L.  Waoun.  Cincm- 
nati.  0.,  for  So.  0.;  Edgar  D.  Elder,  Columbus.  0..  for  No.  0.  and 


Ind.;  Harrison  Eeyeer,  Kansas  City.  Mo.,  for  Kan..  Neb.,  and  s. 
half  of  S.  D.;  Frank  S.  Lake.  Peoria,  IIL,forIIL;  Gross  R.  Songp 
ft  Co..  general  agents,  Dallas,  Tn.,  for  Tez.;  Robert  S.  Pries,  gn- 
eral  agent,  Dallas.  Tei..  for  Olda.;  Fred.  K.  Rntledn,  GieeoibQio, 
N.  C.  for  N.  C,  8.  C;  A.  L.  Pkasants,  Riehmon^  Va..  for  Vs. 


and  W.  Va.;  Frank  B.  Clark.  New OrleaaaTUvforta.;  Wbvtoo 
Mitohell.  Athata.  Ga.,  for  Ga.  db  Fk.;  special  acent^  ?vsk 
department.  Robt.  R.  Weber.  San  Franeisoo,  Cal;  Henrr  A. 
Morison.  Seattle.  Waah.;  J.  L.  M.  Waggaman.  Spokane,  Wadi. 
The  company  operates  in  all  States,  iaduding  BiitiA  Cohunbik 
exoqjt  Ala.,  Ark.,  Miss..  Nev.  and  N.  M. 


GEORGIA  HOME  INSURANCE  COMPANY,  Columbus,  Ga. 

Pitadent,  Rhode.  Brown.;  Swnt*nr,  Williui  C.  Cowt.    Oiguiunl,  ISN. 


Ybar 

Assets 

Unearned 
Premiums 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Dividends 

Total  Ex- 
Expeoses     penditores 

Lossa 
Inoumd 

1914 

1753303 

720.440 

762.993 

1,043.508 

1.155,029 

9288.853 
296.519 
307.276 
347.379 
627.507 

$42,902 

71,596 

94.206 

177.111 

121,960 

9397,746 
304.320 
300,251 
359.704 
721,486 

9874,440 
333.363 
417.534 
420.403 

no.398 

$205,944 
227.252 
309,583 
438,323 
486.348 

$123,559       $328,503 
136.742'        372,994 
173,328'        488376 
210.763         658,086 
313.9761        822.824 

$242,349 

1913/ 
1912/ 

9.000 

210.938 
272,305 

1911/ 

i9ior 

9,000 
22.500 

415,515 
48a80S 

/  Statement  according  to 

AaasTB,  Dec.  81, 1914. 

Realestate $60,000 

Mortgage  kMua 52,150 

Bonds  and  stocks.. . .  500,395 

Collateral  loans...  14^50 

Cash 29391 

AflSBta' balances  ...  90,340 

Intenst  and  rente . .  4.406 

Otberassets 2.762 


standard. 

LtAVOjaoB,  Due.  81, 1914. 

Lossesuiipaid $75,428 

Unearned  jprema. . . .       288,858 
Other  Baln&tass 46,630 


Total  liabilitiss. 
CiHntalpaidiip. . 
Net  surplus 


$410,901 

800.000 

42,902 


Totol 


$753303       Total $753303 


RISKS  AND  PREMIUMS:  Fire  r«ka  in  force.  December  31* 
$29,719,064;  prasuums  thereon.  $564,294. 

REAL  ESTATE  OWNED:  The  principal  item  ■  the  oeapany's 
home  office  bdkiing.  1046  Broad  st,  Cotambus.  carried  at  book 
Talue,  $60,000.    There  are  no  ensomoniieeB. 

MORTGAGE  LOANS:  There  are  19  loans,  all  first  liens,  and 
all  are  on  Columbus  property  save  one  small  one  on  Mich.  prop, 
and  one  on  Waycross.  Ga..  prop.  The  loans  range  from  $500  to 
$6,100.  The  aggregate  of  the  kians,  $52. 150.  is  protected  by  prop- 
erties valued  in  all  at  $160,050.  The  company  holds  $71,260  of 
insurance  on  the  mortesgea  properties,  (m  Dec.  31.  last,  there 
was  no  interest  past  due. 

COLLATERAL  LOANS  an  as  foUowi:        Market       Amount 
Securities.  Value.      Loaned. 

100  shrs.  Col..  Ga..  Mfg.  Co $8300         $8,250 

29  shrs.  Nat.  Bk.  of  Columbus,  Ga 4,930  4.500 

Bull  Creek  Sand  A  Grav.,  Cohimbus ....  3.000  1 .500 

Totals $16,430        $14,520 


BONDS  AND  STOCKS  OWNED: 
BoNna. 

U.  S.  rsg.,  1918,  3% 

Alabama  St..  1956,  4% 

Georgia  St.,  1926.  4^;; 

Lottinana  St.,  1936, 4i% 

North  Carolina  St.  1919,  6% 

Virginia  St.,  1932,  Z% 

Norfolk.  Va..  1930.  4% 

Charleston,  S.  C,  1929, 4% 

Rock  HiU.  S.  C.  1951.  5% 

Augusta.  Ga..  1925, 41% 

Augusta.  Ga.,  1934.41% 

Augusta,  Ga..  1942. 4}% 

StLouis.  Mo..  1918, 4% 

Lovimlle.  Ky.,  1923. 4% 


Par 

Market 

Value. 

Value. 

$10,000 

$10,300 

6.000 

6.000 

4.000 

4.080 

10,000 

10,000 

10.000 

10.400 

15.000 

12,975 

2.000 

1380 

5,000 

4,950 

5,000 

5.100 

2.000 

1.960 

4.000 

3,920 

5.000 

4.900 

10.000 

10,000 

10300 

10.000  4 

BoNM  Ajn>  Stocks  Owmbo.— Con<.  Par 

BoNM.— Csiit  Value. 

Opelika,  Ala.,  1934, 5% $4,000 

Macon,  Ga..  1931-2, 4i% 10.000 

Quitman.  Ga..  1926. 5% 1.000 

Columbus,  Ga.,  1827-8. 4i% 14300 

Columbus,  Ga.,  1935,  4% 8,000 

Atlanta,  Qa.,  1990,  4% 6.000 

Cedartown,  Ga.,  1933, 5% 5,000 

Dalton,  Ga..  1930. 5% 5,000 

Faarbum.  Ga..  1942.  5% $300 

AmerieiM.  Ga.,  1941, 4% 5.000 

College  Pnrk.Ga.,  1923-4,5% 5.000 

Fitsgerakl.  Ga..  1942. 57o 5300 

Gainesville,  Ga..  1940.  4i  % 5.000 

CaiTollton,  Ga.,  1942.  5% 5,000 

Nelson  HalLGa.,  5% 1300 

ClarksviUe.  Va..  1934,  6% 1,000 

Fitanakl.  Ga.,  1942.  5% 5,009 

Moofee,  Ga..  1944,  5% 5.000 

Priham,  Ga.,  1944, 5% 5.000 

Sandersville,  Ga..  1933,  5% 3.000 

Sftvamiah,  Ga.,  1935. 4i% 2.000 

Cartenville,  Ga.,  1942, 5% 5300 

AmericttsTGa.,  1944.5% 6,000 

Monareh  M. 4  S..  Macon,  1918, 8%. . . .  600 

Stocsi* 

National  Bank,  Columbus 58^700 

Home  SaviiMpi  Bank.  Cohimbus 18,300 

Swift  Bfanujfacturing,  Columbus 100,000 

Hao^MirKer  Mills,  Columbus 10.200 

Raymond  Oil  4  Gin,  Raymond 1,000 

Southern  Adj.  Bureau.  Atlanta 400 

General  Adj.  Bureau.  N.Y.C 350 

Georgia  Hotel.  Columbus 500 

Totals  (book  value.  $500.395) $391,450 


Market 

Vaiiie. 

$4,008 
lO.lOO 

1.030 
14309 

2330 

4335 

5.100 
5,100 
8310 
4.400 
5375 
5,163 
4,750 
5.137 

900 
1.000 
5.1«t 
5.156 
5,175 
$303 
3360 
5.190 
0,210 

000 


99,790 

13300 

170309 

9.189 

1.000 

400 

isi 

500 


$500305 


MISCELLANEOUS:  Conflagration  losses:  Baltimore,  1904. 
$167,000.  Values  of  special  deposits:  Ala..  $10,930;  Ky.,  $10.- 
000:  U.,  $9,950;  Va..  $15,200;  N.  C,  $11300. 

DIRECTORS:  Dana  Blaekmar,  Rhodes  Btowne,  L.  H.  t^ap- 
pell,  E.  J.  Rankin,  H.  L.  Williams,  J.  A.  Kirvin.  HTH.  Swift. 

FIELD  MEN  AND  TERRITORY  COVERED:  1.  M.  Yoang* 
Richmond.  Va..  for  Va..  W.  Va..  N.  C.  and  Ky.:  Ed.  d.  Hama. 
Columbus.  Ga..  for  Ga..  Fla.  and  S.  C;  J.  C.  ttwleau.  Jaekeon. 
Miss.,  fw  Ala.,  Ark.  and  Miss.;  A.  F.  Meren,  Dallas.  Tex.,  for  Tea. 
and  La.  The  company  is  Uoensed  in  Ala..  AiIl,  Fla.,  Qa.. 
Ky.,  La..  Mias.,  N.  C. Tc..  Tex.,  Va.  and  W.  Va. 
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G£ 

RMAN  FIRE  INSURANCE  COMPANY,  Baltimore,  Md. 

Pnutet.  John  P.  Uuber:  BwMvr,  John  G.  Vuipel     Orr>iii»d.  1«U. 
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■djri>D.blf   OQ 

l^m,  Dk  11. 1(14.  LuHUTTH,  Dk.  31. 1914. 

Sl<npnkiu    ..       (M.4S0  LcwBoiiii^ It3>8 

IvkudiMla        1.3n,U7  UBguDedmu. ...       MtJlS 

tU.        4;.5tB  P<n>.<la|>.nd...   .  IWt 

InnlHdHM.^        IS^n       TMal liiUIitw  .      t301,t2I 

OteiMtt 1J90    CmiUlnidup....       WO.DCIO 

anadnd 37,73)    NMwr^ 730.0ID 

ToUlMa tlJttl.Ml       Tol»l iljai.HI 

IBE8  UiD  PBEMIVHB:  nn  mka  id  rom,  (tugpt  per- 
Wnkl.  DmbIm  11.  tT3,ZIU7«;  miiun  thnoD,  tUG^ai; 
)ma»l  En  nb,  tllUU^  <Ufnt  ^nmiuDU  Ibtnoi.  H.Ufi. 

BtHNDB  anCB  OROAMIZATION:  Fnauima  raoind, 
UMjn  low  pud.    t3,MI,ITl;    dmdndi  dBshnd.  odi, 

n,nun  Md  tHO.ODO. 

HOITCAQe  LOANS:  Tiw  tn  t  loua  innntiv  tU.ttO. 
■daipotBMd  tr  dsriEnv  knt«l  Li  Bittimon  un  udMmti 
<iU  (t  dDoU*  tlu  Muant  kiu«d  tbinwi.  Tb<  oampur 
UbflJ  WMDUaoB  tb*  BBrt(]«id  buUtav 

URDS  AND  STOCKS  OWNED:  Pv  MwM 

BONM.  Viioe.        Vihtt. 

wciLOiTt.RT.i.,  iwi,s% m^oDo       Mum 

[KoiJm.Gon..  i«i.  41% t.oao        4.SO0 

JA-f.UWH.S-i  lO.SOO  IO,«OS 

5A.i.i.i«»,)i% s^ocn        tfito 

••H .  Mh.  i^  L.  1*40,  3)% 48,000         43.U0 

fACr.iiL.L,  IMO.  3(%..... 103,41X1         UJMl 

Ul&iDk.iiDp.L,  1«M,3)% lS,aO« 

ldni.ai.,  ni  ta,  njg,  4% lo.OQO 

J™*™.  Alt.  IBM,  i% 5,000 

(nlnaotTa..li[it.deU.I»4.9%....  9.000 

jfftMnCc-^Ak.,  IBllt,  a% 1J,000 

«aaK>Dn£GiLW.il9i9/<%. .-.  i.OOO 

iw«alFM.B.ILR.,  19t».t%...  10,000 

Jit Al at  L R  R^ CT., l«», *%...  lOfiOa 
U.  1 0.  R.  R..  S.  W.  Dh..  1 B.,  ins. 

•)''■      10,000 

W  *  a  W.  R.  H,,  lots,  6% 10,000 

^B.*  (^  R.  R,  m.  Dir. ,  l»i«, «%....  11,000 

aBT.4V»LR.R..  Im.,  1»6,4%,..  1S,«» 

^^l»*ToiriiiK.R.,lin.,l«S,*%  10,000 

H.A  B>1  R  R.  I A  r.  m.,  IMl.  4% . .  10.000 

JCatiWRR,  In., »»,»%..         s,ooa 

'>*iR-R.I»*S,47. fl.OOO 

Oi  l  R.  t  Bt,  1047, 4% 10.000 

llC«RR,t.o..lM6,*% 10.000 

J  JC*  R  R  R,  1907,  3t7i, 10,000 

K T.N.Ria R. S.. i. U. IMS. .  .  7,000 

ll^*.a.iB.CT.,ittt.zi% TO,ox 

"D,lt.tai.R[t.,lm.,l«SO,E%.'  10,000 

5*,S«R*WiA.RR,K..19a»,4%  8,000 

^JML4WiAJLa.,  1  D.,  1041,4%         10,000 

MiOirt  RS..1  Mi.j)rJt«.,l»J«.4%  10,000 

g*.  Jni  4  Put.  R  £.  m.  1040, 41%  8,000 

5*.  *  Fh.  R  R.  a.  ML,  ISU, «%...,  »,000 

I>U*LiW«l.RR,lin.,l»0,4%  U/IOO 

vii*r»-*-l'-l*W.**'^"  »■«» 

S'JK^*-'™- '•"■*% '<•■»«) 

^»S^t.InL,  1931,4%....  10,000 

!a"-'*»  Ri.  4  EL  ins.  i% 3,000 

^ '^.S^  p- '  ■-  iwi,  4% 1.000 

2*"iCtaRr.,ii»«.s% s,ODo 

ctai'if^'^■'''■■"*■*^ '0*™ 

niS-'^Ji?'"->"»»,S% sw 

f^ *■«■!».  Ult»% 1,000 


aMO 


10,000 


(.ion 


1D.30D 


Bomw  im  arocis  Owmid. 
FiW.4W»b,V.).Tc,liii.,i. 


10.000  9,300 

9.000  4.U0 

10.000  8.100 

nor.  Kj.  4  Ll  .  I  m.,  k.,  1B49,  SI,  10.000  1.S00 

S.  W  T,  By.,  liD„llHO.  5",  lOJWO  8.S00 

Ebd.  IM^l].  Ry.,  2m.,  B,  19Z7.S%.  10,000  0,900 

Cm.  A  C.  BJulFa  Ry.  t  Eg.,  t.  IKS.  i%  10.000  0,700 

RouwIiF,  Vt,  Tc.  k  Li,  1  m.,  i.,  1959,9%        10,000  9,100 

31  J»i,  Ry..  Ll..  Hi.  i  Fow„  j..  1917, 5"i  lOJMO  0,000 

9«..A.L.Ry.,lm., 1050,4%  31,000  >t,*Oa 

a».  A.  L..  Ali.  A Binn. Dir.g..  1913.1%  10.000  WOO 

So.  Ry.St.  L.  Div.,  1  n.,  s.,  IMI.4%..  10.000  8,700 

Bo.  (}ii.Ry..R..  UK,  1% S.OOO  4.«0 

BuS.iCu.  Ky.,1.,  Ih£ lOJWO  9300 

r.  i  No.  Ry.  1  m..  1913.  4% 10,000  9,300 

V8  Ry.,  1  m..  g..  1034,  S% 10,000  9,200 

Va.Ry  4Pi,i..lm„t,  1962,  J%,.,  .  1*,000  14.700 

Bill.  Co.  W.  4  EL,  I  hl,  IH«,  i%....  10,000  9,300 

B.11.  El.,  1  BL,  t,  1M7,  Sr„ IJ,000  I4,8S0 

Ci  Ou.,  1939,  S'.i , IS.OOO  IS.OOO 

C».0«..d.iB.(.,  19H,4i% 12.000  11.400 

Ct  Cod,  t:  im,  t%... J.WO  2,SM 

C«.  Cod,  In.,  t,  10W.I%. 10.000  8,900 

P>.  W.APoir^lD..194a,  1% 15.000  13,U0 

Porta,  k  Bet.  W.,  l  n..  f.,  1927, «%....  £,000  5,300 

C.  Q.dIN.  J.,  Im.,!.,  1949,4% lOWO  8.100 

Ca.  Gh,  SI.  U.  4  Pow.,  «.,  1935, 4t%. .  5,000  4,100 

Cit  SitBk 7,500  3I.M0 

Com.  A  Fw.  N^.  Bk 5 

Drom  ft  Maoli.  Nat.  Bk 4,000  8,S80 

Fu.  A  M«h.  NM.  Bk 5,000  7,3S0 

Flnt  Nat  Bk IJOO  2,^50 

QoiaiiBaiik 80,^00  17^44 

OfnaaoAm.Bk 3«.D00  10,500 

Nat.Ei.Bk 7,500  13,215 

Nat.  Mar.  Bk 4.500  5,985 

Nat.  On.  Bk 13,100  18.078 

S«nd  Kal,  Bk 8^00  17.181 

Weal.  Nat.  Bk 31,740  40.431 

FidaS^  A  Dtr-mi 37.500  40.4Z5 

ndafitr  Tniit 3,000  tXM 

Uarrlaad  TnM,  c  a 4.3«0  4.740 

kfantand  Tnift,  ;> 1,500  1,785 

Mv.  TriHt  A  Dq> 15,000  37,750 

S^E  Dap.  A  Tr.  of  Bitt 2.000  13,400 

U.B,F.AO 8.300  11,555 

All.  Cat.  L.  tC  CoBD S.OOO  13,700 

N,  Y,.  N.  H.  A  H.  R.  R 1.700  3.WS 

No.  Can.  R.  R 21 .250  38,476 

Atl,  Crt.  L.  R.  R.  of  Vs.. «. » LO.OOO  13,100 

BaltEl.ji  .' 10,000  9,300 

Ca,  G«  M  Ll.  A  P(nr, 10,000  11,400 

Oi  Cod 10.000  OJOO 

Md.  IJta  Im 3,000  4«» 

Mersh.  A  Mia.  Trasa 35,000  7,500 

Ca.  Gas  El.  Ll.  4  Pow.,  c.  a 1,000  1.070 

B»lt.  Tr 16,700  25,050 

Total,  (book  Tiliie.»1.189,0S7) tl,3t5,390  '81.432310 


The  ca^lal  haa  be 

The  Eompany  operatea  in  Md.    and    Va. 
Baltimon.  1904, 1924,407. 
DIRECTORS:  J.G.HulaJioff.  C.  H 
,  Auguil  Waki    ■  ■      -    •     ■ 
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GERMAN  INSURANCE  COMPANY,  Louisville,  Ky. 

Pn»d«at,  Henry  C.  Walbeck;  Secretery,  A.  P.  Winkkr.    Qrguiiaed.  1854. 


Ybar 

Anets 

Unmnied 
Phaninnw 

Net 
Surplus 

Net 
Premiums 

Total 
Inoome 

Losses 
Paid 

DiTidends 

Ezpttises 

Total  Ex- 
penditures 

LOMB 

Ineomd 

1014 
1013 
1012 
1011 
1910 

$470,103 
473.085 
466.204 
450.322 
440.350 

134.807 
27,206 
26.804 
25.066 
23.880 

1244.206 
246.504 
230.325 
233.156 
225.304 

125.283 
15.413 
15.732 
16.466 
15.823 

S50.857 
42.275 
30,827 
30.566 
37,011 

15,518 
4.461 
2.868 
3.161 
2.180 

112.000 
12.000 
12.000 
12,000 
12.000 

123,726 
21.562 
16.620 
15.643 
14.178 

941,344 
38.023 
31,407 
30.804 
28.357 

$5,455 
4,4«1 
2,743 
3;3«1 
1.059 

Assvrs.  Dec.  31, 1014. 

Mortgage  loans $261,030 

Bonds  and  stocks . . .  51.325 

Collateral  loans ....  47.658 

Cash.. 6.471 

Agents'  balances. . .  254 

Interest  and  rents . .  7.112 

First  lien  notes 104.073 


LiABiLiTiK.  Dec.  31, 1014. 
Unearned  prems ....       t34.8C'7 

TotalliabiUties...       $34,807 

Capital  paid  up 200.000 

Net  surplus 244.206 


Totalassets $470,103       Total $470,103 


Undenmting  loss,  $2,157;  investment  profit,  $11,040. 

RISES  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$4,414,340;  premiums  thereon,  $64,423. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$840,049;  losses  paid,  $265,175;  dividends  declai«d,  cash,  $458,000; 
stock.  $100,000. 

M0RTQ.4GE  LOANS:  There  are  71  loans  agpregating  $261.- 
030.  on  firstH^ass  property  in  Louisville  and  vicmi^,  valued  at 
more  than  double  the  amount  loaned  thereon.  ^  December  31. 
last,  $81  of  interest  was  overdue. 

COLLATERAL  LOANS  are  as  follows:         Market       Amount 
Securities.  Value.        Loaned. 

Second  Eng.  Luth.  Ch.,  r.  e.  m.,  1022, 4%        $17,000        $14,000 

German  Ins.  Bk.,  stk 1,625  1,425 

German  Ins.  Bk.,  stk 3,250  1,400 


Collateral  Loams.— CoiU. 
Securtites.— C(mf. 

Inter-Southern  Life  Ins 

Hotel  Property  Co.,  p 

Louisville  To 

Sedbach  Realty,  oom 

Sedbaoh  Realty,  p 

Louisville  Htg 

German  Ins.  Bk.,  stk 

German  Ins.  Bk.,  stk 

Goman  Ins.  Bk.,  stk 

German  Ins.  Bk.,  stk 

Deed  of  Trust  to  11  parcels  of  land. 


Market 

Vahie. 
$876) 
900 
800 
2.500' 
3.000 
0.500 
1.625 
3.250 
1.625 
1,625 
10,000 


Ajnotmt 
Loaned. 


%vm 


1.423 

2,500 
200 
660 

8,04S 


Totals. 


BONDS  AND  STOCKS  OWNED: 
Bonds. 


$57,575        $47,65S 


Louisville,  Ky.,  1028,  4%. . . 
So.  Pac.,  1064,  5% 

Stocks. 

German  Ins.  Bk.,  Louisville. 
L.&N.  R.R 

00.  Jrac.  K.  Iv..... 


Totals  (book  value,  $50,250). 


Par 
Value. 
$3,000 

2,000 

3,050 
10.000 
20,000 


Market 

Value. 

$3,000 

1,930 

12,838 
11.500 
17.000 


$43,050        $43,323 


DIRECTORS:  Edw.  F.  Peter,  Alfred  Struck,  Geo.  Kopmcir,  E. 
C.  Walbeck,  A.  P.  Winkler,  Henry  Ahnstedt,  Chas.  Seholu,  Jr 

TERRITORY  COVERED:  Ky.  only. 


GERMAN  FIRE  INSURANCE  COMPANY,  Peoria,  lU. 

President,   Bernard   Cremer;    Secretary,   Charles  Cnmer.    Organised,  1876. 


Ybar 

Assets 

Unearned 
Premiums 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Dividends 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

1914 
1913 
1012 
1911 

$1,061,555 

1.185.756 

1.011,266 

704.233 

760.134 

$680,581 
665,136 
403,256 
357,002 
378,105 

$30,504 
174.422 
203.204 
172,782 

$872,176 
030,315 
604.515 
887,871 

$018,161 
064,300 
637,634 
422.140 
428.807 

$641,382 
447.513 
255,006 
240,608 

$40,000 
20.000 
20,000 

$335,706 
318.041 
200.367 
145,146 

$1,017,068 
786,454 
485,363 
304,764 
304,0581 

$648.9S9 
464,011 
262.380 
235,000 
251.229 

1010 

134,042 

400,034 

244,200 

140.858 

ASSKTB,  Dk.  81. 1014. 

Real  estate $250,000 

Mortgage  loans ....  260,750 

Bonds  and  stocks . . .  358,235 
Loans  on  Avery  Co. 

stk.,  val.  $6.000. .  1,500 

Cash 60,522 

Agents'  balances . . .  123,660 

Interest 6,870 


Liabiuths,  Dbc.  31, 1014. 

Losses  unpaid $106,102 

Unearned  prems ....       080.581 
Other  liabmties....        35.368 


Total  liabilities.., 
Capital  paid  up ... . 
Net  surplus 


$831,051 

200.000 

30.504 


Totol  assets $1,061,555       Total $1,061,555 


Underwriting  loss.  $160,541;  investment  profit,  $65,623. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31, 
$114,284,683;  premiums  thereon,  $1,327,650. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  leoeived' 
$10,844,753;  losses  paid,  $5,603,044;  dividends  declared,  cash, 
$436,000. 

REAL  ESTATE  OWNED:  Tbs  only  property  is  at  Main 
And  Jefferson  sts.,  Peoria,  III,  the  actual  cost  of  which  is  $250,000, 
subject  to  a  mortgage  of  $15,000.  This  property  is  ^ued  at 
$250,000. 

MORTGAGE  LOANS:  There  are  22  kians,  of  which  the 
largest  are:  one  of  $75,000  on  113-115  W.  Jefferson  St.,  Peoria, 
III,  which  property  is  valued  at  $2O0jP0O:  one  of  $20,000  on 
N.  W.  comer  Main  and  Madison  sts.,  Peoria,  valued  at  $60,000, 
and  one  of  $10,000  at  608-614  W.  12th  st.,  Chicago,  valued  at 
$60,500.  Of  the  remainder,  the  mcne  important  ones  are  upon 
properties  in  and  near  Psoria  and  Chicago,  while  others  are  upon 
tann  properties  in  111.,  la.  and  Miss.  Tliere  was  $078  of  interest 
overdue  on  Decemb«  31,  last,  and  the  total  valuation  of  the 
properties  securing  $252,171  of  loans  is  $827,000. 


BONDS  AND  STOCKS  OWNED: 

Peoria.  111.,  imp..  5% 

Hippodrome  Theatre  and  O.  Bldg,  1033, 

6% 

C.  A  A.  R.  R.,  bs.,  1050. 3J% 

Nat.  Bk.  of  Commerce.  N.  Y..  stk 

State  Bk.  of  Chicago,  stk 

Home  Sav.  A  State  Bk.,  Peoria,  stk 

Coml.  Ger.  Nat.  Bk.,  stk 

Standard  Big.  Loan  Assn.,  Denver,  stic. . 


Par 

Market 

Vahie. 

Value. 

$0,500 

$0,500 

10,000 

10.000 

10,000 

4.^ 

10,000 

16.800 

7,500 

20.400 

12.500 

34,375 

06.100 

2^m 

5,000 

4.000 

Totals  (book  value,  $237,925) . 


$160,600     $358,235 


MISCELLANEOUS:  Capital  inoreased  m  1882  from  $100,000 
to  $200,000.  and  in  1884  from  $200,000  to  $300,000;  capital  re^ 
dueed  in  1802  from  $300,000  to  $200,000.  In  1906  the  stock' 
hoMers  paid  in  $100,000  to  surplus.  Conflagration  lowea:  Baltii 
more,  1004,  $102,607;  San  Frandsoo,  1006,  $470,105. 

DIRECTORS:  Bernard  Cremer,  Frank  Qiehl,  Mich.  Keiferi 
M.  S.  Cremer,  F.  M.  Story,  Rob  jQmmermann. 

FIELD  MEN  AND  TERRITORY  COVERED:  BrummeU 
Bros.,  for  Cook  Co.;  Sam  Richmond,  for  HL;  W.  C.  CoUman.  Stat* 
agent  for  Ia.^Lohmeyer.  Goldsmith,  Patterson  Co.,  State  agieAV 
for  W.  Va.;  W.  L.  Nelson  A  Co..  Memphis,  Tenn.,  for  Tean. 
Ark.  and  Miss.  J.  Temple  Doswell,  state  agent  for  La.  Th 
compmy  operates  in  Ala.,  Cal.,  Cok).,  III.,  Ind.,  la.,  Ky.,  La 
Mich..  Minn..  N.  J.,  N.  Y.,  Pa.,  Tenn.,  Tex.,  Utah.,  W.  V« 
and  Wis. 


REPORTS    OF    FIRE    INSURANCE   COMPANIES. 


71 


GERMAN  FIRE  INSURANCE  COMPANY  OF  THE  CITY  OF  PITTS- 
BURG, Pittsburg,  Pa. 

PreBideDt,  A.  E.  Suooop;  Secretory,  A.  H.  Edtart.    Organised.  1862. 


1 

Dnanied 

Net 

Net 

Total 

LoflMS 

Total  Ex- 

Losses 

Tjutf    AmM 

Fmuoids 

Sorplns 

ftemiumi 

Inooaie 

Paid 

Dividend! 

Expeom 

penditure! 

Incurred 

1914 

SU27.4M 

%s9ifiia» 

$170,055 

S520.486 

1585,565 

1207,066 

I363Q0 

8246,652 

$580318 

$301317 

»I3 

1,130,3» 

«ii«SM 

169,066 

581.042 

636304 

825.070 

86300 

263343 

624,922 

302315 

1913 

1.123.143 

618,237 

142,381 

604304 

671,730 

320,780 

36.000 

273354 

630334 

313.731 

mi     1,099,090 

602,231 

136,383 

682323 

630.617 

347,171 

36,000 

277,120 

660,291 

324.851 

1910,    1.128,449 

612.585 

137,006 

720.770 

776316 

388,015 

36,000 

332,62^ 

756,643 

381.707 

haass.  Die.  31, 

Rol  aUte    

Mortpfe  loans 

fiowkaoditocks... 
Cdkienlkani.... 

Cafa 

AfEOts' balances.... 
InscotaBd  rents... 
OibffisHti  


1914. 

$168300 

515.406 

55.631 

135.825 

146317 

95.430 

10355 

100 


LuBiunKft.  Die.  31. 1014.       , 

Loves  unpaid $50,726 

Uneanied  prems. . . .  591.038 

Other  liabiUtin 14.745 

Total  liabifitiei. . .  $656,509 

Capital  paid  up 300.000 

NetBoiphu 170.955 


Tctal  assets $1,127,464       Total $1,127,464 


RE.U,  ESTATE  OWNED:  The  principal  item  U  the  company's 
\aat  oicc  bdldins.  which  coet  $123,255  in  1902,  and  is  carried 
K  $1-50.000.  The  remaining  parods  are  four  dwellings,  carried 
>:  t&m.  S5.030.  $1300  and  $3,500.  respectively. 

MOSTC.\GE  LOANS:  Then  are  199  loans,  amounting  to 
WK.  which  are  aeeored  by  propertieB  loeatod  in  Pittsburg 
udiei«)kboriog  towns,  valued  at  $1,340,350.  the  inuraooe  held 
^  tbe  ooopany  oo  buikfinffi  being  $615,200.  There  was  $1,437 
a  aierest  psst  due  on  Deoember  31.  last.  The  largest  loan  b 
•erf  $15306. 


CoLLiTBiuL  Loans.— Conf. 
SncuRims. — Cont. 

Louisville  ft  Nashville  R.R 

Southcni  Railway 

Liggett  db  Meyen 

American  Can. 

Northern  Pacific  R.R 

Reading  RJl 

Chesapeake  ft  Ohio  R.R 

Canadian  Pteifio  RH 

Southern  PMific  R.R 

Germania  Savings  Bk..  Pittsburg  • 


Market 

Value. 

$1,380] 
1,900 

21,600 
2,700 

11,100 

24,600 
5,100 
1,960 
4,800 

10,880 


. 


Amount 
Loaned. 


$50,000 


4,500 


Totals, $207,921       $135,825 


<r. 


OOUATERAL  LOANS  are  as  foDowB: 

Serorities 


Air  Brake , 

Oevui  Kat.  BL  of  Pitt^iorg,  Pa. . . 
^noad  Nat.  Bk.  of  Pittsburg.  Pa. 
W«e(in«kNMe  EL  ft  Mfg..  aastg.  stk. 
Asaioa  Window  Glass  Mch..  e. . . . 
Auioa  rudow  Glass  Mch..  p. . . . 

Cacan  4  Aiisona  Mining 

wi.Ertite'huBt.  Pittsburg.  Pa. . . . 

WfliEaiBMkftTrust 

Coiojltt  Nit.  Bk.  of  Pittsburg 

AaaiaaMilliai 

9*  Depoit  ft  trust,  Pittsbmg 

^^cfioi  Boeb  Trust 

Jf««BfsrtBmL.ftH 

Cn«bfc8l«J,e 

yiwVtaimLftH 

Aaenaa  rmdow  Glsas  Mch..  p. . . . 

V*»»lTrost,  Pittsburg 

Jawwo  rmdow  Glass  Mch.,  p. .. . 

StejSsS;? 


Market 

Value. 

$1320 
1346 

4360] 
1,480 
1,000^ 
3,750 
1.600 
6.500 
4.060 
1.505 
600 

14.030' 
950/ 
5.000 
4.000] 

18350  i 
3.7501 

23.520 
7.500 
5,200\ 
4,000/ 
7300 


Amount 
Loaned 

$1,000 
1,000 


6.700 


8,800 

12,200 
4.125 

20.000 

18.000 
2,000 

2,500 

6,000 


BONDS  AND  STOCKS  OWNED: 
BoNoe. 
MiUv.,  Et.  ft  Sharps,  st.  ry.,  1923, 5 
Pitts,  ft  Biimii«ham  Trae.,  1929. 5' 

Stocu. 

Fifth  Av.Bk..  Pitts 

Qennan  Nat.  Bk.,  Pittsburg,  Pa. . . 

Met.  Nat  Bk.,  Pittsburg,  Pa. 

MU.  Under,  big 

Third  Nat.  Bk.,  Pittsburg 


Par 
Vahie. 
$16300 
8,000 


500 

10.000 

600 

160 

10,000 


Market 
Value. 
$16,005 
8,160 


900 

17,800 

606 

160 

12.000 


Totals  (book  vahie,  $59,224). 


$45,760        $55,631 


MISCELLANEOUS:  In  1877  company  paid  stock  dividend  of 
$150,000.  In  1907,  capital  increased  from  $200,000  to  $300,000 
by  payment  of  $150,000,  of  which  $100,000  went  to  capital  and 
$50,000  to  surphts.    Conflagration  loss:    Chelsea,  1908.  $65,000. 

DIRECTORS:  A.  £.  Suooop,  Geo.  Wamhoff.  Sr..  A.  H.  Eckert. 
John  A.  Et^ert.  J.  MoF.  Carpenter.  Chas.  A.  Muehllvonner. 
August  Daub.  A.  E.  Niemann.  Dr.  W.  J.  Langfitt,  GusUv  Wehn- 
tedt,  John  C.  Eohne,  C.  H.  E.  Suooop. 

nELD  MEN  AND  TERRITORY  COVERED:  Special  juris- 
diction of  home  oflloe,  Alleghray  Co.,  Pa.;  Fred  G.  Fueasef,  Jr., 
State  agent  for  lU.,  Mo.  and  Wis.;  general  agents  for  Middle  Pa., 
Theis  Bros.,  Wilkes-Barre,  Pa.;  Emit  J.  Hermann,  Detroit.  Mich . 
special  agent  for  Mich.;  J.  B.  Hotalins.  special  agent  fcx*  N.  Y.; 
Lockwood  Bros,  ft  Ward,  managers  Metropolitan  district.  New 
York  Cy.,  and  general  agents  for  N.  J.;  Geo.  T.  Wilson,  State  agen  t 
for  0.  and  Ind.;  Cashman  ft  Evans,  general  agents  for  Colo.; 
Bertheau,  Selbach  and  Bertheau,  Ssjh  Frandsoo,  Cal.,  general 
agents  for  Cal.  and  Utah.  The  oomnany  operates  in  Cal.,  Colo., 
Conn.,  m.,  Ind.,  Mass.,  Md.,  Mich.,  Mo.,  N.  J.,  N.  Y.,  0.,  Pa., 
Utah.  Wash,  and  Wis. 


GERMAN  FIRE  INSURANCE  COMPANY,  Wheeling.  W.  Va. 

IVesident.  Wm.  F.  Stifel;  Secretary,  F.  Riester.   Organised,  1867. 


Yu, 

1)14 

m 

imi 


1620324 
S72.105. 

««314 
610.126 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Losses 

^ACBUUDIfl 

Sorphi! 

Income 

Pfeid 

Dividends 

Eipeme! 

penditure! 

Incurred 

$237379 

$121,153 

$246,279 

$296,660 

$207390 

$16,000 

$124,971 

$348,361 

$203,947 

276366 

156,432 

300.873 

331,446 

163,120 

18.000 

149,373         330.493 

164,729 

269349 

178376 

298.983 

339,778 

173394 

18,000 

145,926         337.820 

169,100 

254342 

198.466 

293.158 

334,162 

157,193 

24.000 

144,977,        326.170 

155,298 

283.404 

223387 

268385 

297.589 

118,805 

24.000 

131.1451        273.950 

121.967 

A«Bii,D^.31^1914^             Lllbiwib!,  Dm.  31, 1914. 
&i!*»fe/y $75,000    Loflseemipaid $35,986 

r*^E^  loans 28.200     Unmnud  nrmm  2S7  f 


i„jri, , 38300    Unearned jprans....       237,079 

ftwlnadnocfa.  .      409,080    Other  liabilities 26,806 


nL.lB.MO 28340 


6,415 


Total  liabilitiai...     $298,871 

Capital  paid  up 200,000 

Netsurphis 121,153 


Tstai 


$620334       Total $620,024 


r 


'*•*«""«»•«  loai.  $43,778;  investment  profit,  $24,499. 


RISES  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$43,138,661;  premiums  thereon,  $458367. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$4,445,167;  losses  paid,  $2,169,233;  dividends  declared,  cash, 
$478,000;  stock,  $90,000. 

REAL  ESTATE  OWNED:  Consists  of  2  2-story  brick  office 
buildings,  with  lot  66x150  ft.,  on  Chapline  St.,  Wheeling,  book 
value,  $66354. 

MORTGAGE  LOANS:  There  an  7  loans,  aggregating  $38,200 
and  protected  by  property  valued  at  $129,500.  The  largest  is  a 
k>an  of  $20,000  on  a  brick  building  at  1219  Market  St..  Wheeling, 
valued  at  $50,000.  There  was  no  interest  overdue  on  Deoember 
31.  last. 
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GERMAN   FIRE  INSURANCE  COMPANY.  Wheeling,  W.  Vsl,— Continued. 


BONDS  OWNED: 

U.  S.  c,  1925,  4''r 

U.  S.  Pan.  Can.,  1961,  3'V 

WheeUng,  W.  Va.,  1919,  b'c 

Wheefing,  W.  Va..  r.,  1915-30.  4<rf . 
Wheefing.  W.  Va..  imp.,  1919-34,  4' 
Wheeling,  W.  Va.,  «.,  1927-29,  4}<j'i.. 

Ohio  Co.,  W.  Va.,  1921,  ij^^l 

Wheeling,  Tc,  1931.  5' 


c  - 


Wheeling,  db  Ehn  Or.  R.R.,  1931,  5<7 

Ind.  4  Nwn.  Tc,  1923.  b^c 

Wheeling  Bd.  of  Td.  Big..  1922.  5'  c  • 

Sands  Realty,  1930,  6^^ 

Underw.  Big..  N.  Y..  1928,  6<^f 

Labelle  Iron  Wka.,  1923,  6^c 

Wheeling  Steel  ft  I..  1919.  5S 

Whitaker-GIeesner,  1916-24,  6r^.... 
Wheeling  Mould  ft  Fdry.,  1930.  6'  c  . 

Ward  Baking,  N.  Y..  1937,  6^c 

Hasel  Atlas  Class.  1931.  6''^c 


Far 

Vahie. 

S50.000 

50.000 

10.500 

19.000 

54.000 

30,000 

1.000 

45.000 

42,000 

15,000 

5,000 

10.000 

10,000 

17.000 

1.000 

9.000 

5,000 

20,000 

15,000 


Market 

Value. 

$55,500 

50.500 

10,500 

19,000 

54,000 

30,300 

1,000 

42,750 

39,900 

13,650 

4,750 

10.000 

10,000 

17.340 

1,000 

9.090 

4.850 

18.800 

15,150 


Totals  (book  values.  $409,500) $409,500      $409,080 


MISCELLANEOUS:  Capital  increased  in  1868  from  $10,000 
paid  up  to  $15,000  paid  up  by  stock  dividend  of  $5,000;  in  18M 
to  $23,000:  in  1871  to  $33,000;  in  1872  to  $50,000;  in  1873  to 
$60,000;  in  1874  to  $70,000;  in  1875  to  $100,000;  all  by  stoek 
dividends.  In  1905  capital  was  increased  from  $100,000  to 
$200,000  by  cash  payments;  conflagration  loss;  Sakm,  1914, 
$23,001. 

DIRECTORS:  Wm.  F.  Stlfd.  August  Rolf.  Heniy  Bieboaon, 
Geo.  E.  Stifed.  Anton  Reymann.  F.  Riester.  F.  Cf.  Driefaotst. 
H.  E.  Ostcrling. 

FIELD  MEN  AND  TERRITORY  COVERED:  Herrick  k 
Autfbaeh.  Chicago,  111.,  ^cral  a^^nts  for  III..  Colo.,  Minn.. 
Mich,  and  Wis.;  S.  W.  Rioe,  supcnntendent  of  agencies;  J.  G. 
Hilliaid.  manager  Metropolitan  distiict,  N.  Y.  City;  Edward  A. 
Keeler,  special  agoit  for  Ohio,  Ind.  and  Pa.;  Chester  C.  Wright. 
spedal  agoit  for  W.  Va.;  F.  C.  Sturtevant,  manager  Eaiicni  d^ 
partment,  oomprisiDg  N.  Y.  State  (except  Metropontan  dis.)  aad 
Mass.  The  company  operates  in  Cok>.,  111.,  Ind.,  Mass.,  Mich.. 
Minn..  N.  Y..  0.,  Pa..  W.  Va.  and  Wis. 


GERMAN  ALLIANCE  INSURANCE  COMPANY,  New  York,  N.  Y. 

President.  William  N.  Eremer;  Secretary.  Elwin  M.  Cragin.    Organised.  1897. 


Ybab'     Assets 


1914 
1913 
1912 
1911 
1910 


$1,920,002 
1,864.277 
1,909,836 
1,834,026 
1,732.692 


Unearned 
Premituns 


$497,409 
487,667 

466.074 
438,523 
413,896 


Net 
Surplus 


$889,267 
868,737 
885,54S 
841.787 
790.740 


Net 
Premiums 


$617,907 
628.327 
613.319 
586.840 
528,563 


Total 
Income 


$707,232 
710.134 
689,339 
657,127 
599.427 


Losses 
Paid 


Dividends 


$403,882 
343.048 
362,242 
323,772 
272.927 


$60,000 
60.000 
60.000 
60,000 
60.000 


Total  Ex- 
penditures 


$191,357 
239.970 
187,542 
174,696 
166,875 


AascTB,  Dec.  31, 1914. 

Loan  on  10  E.  95th 

St.,  N.   Y.,  val., 

$38,000 $25,000 

Bonds  and  stocks . . .  1.706,556 

Cash 70,898 

Agents'  balances ....  109.126 

Interest 8.982 

Totol  assets $1,920,062 


LiABiUTiKfi,  Dbc.  31, 1914. 

Losses  unpaid $123,386 

Unearned  prems ....       497,409 
Other  UabUitiee....         10,000 

Total  liabiUties. . .  $630,795 
Capital  pud  up ... .  400.000 
Net  surplus 889,267 

Total $1,920,062 


Underwriting  loss,  $10,298;  investment  profit.  $90,827. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
$04,621,984;  premiums  thereon.  $938,138. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$8,269,787;  losses  paid,  $4,737,546;  dividends  declared,  cash. 
$660,000. 

BONDS  AND  STOCKS  OWNED:  Par  Market 

Bonds.  Value.  Value. 

U.  S.,  reg.,  1925,  4% $130,000  $143,000 

U.  S.,  reg.,  1930,  2' 0 10,000  9.700 

Mass.  Bute,  reg.,  1942.  3i% 1,000  920 

N.  Y.  Cy.  sc.  hsc.,  reg..  1928.  35^, 75,000  69,750 

Atch..T.  ft  S.  F.  Ry.,  cv.,  1960,  4'  c 25.000  23,250 

Atch..T.ftS.F.Ry.,gn.m.,1995,  4'^'c  .  10,000  9,200 

Bait,  ft  O.R.R.,cv.,  1933, 4J'v 15,000  12,750 

C.  R.  R.,  N.  J.,  gn.  m..  c.  1987,  5^'r  ...  10.000  11,300 

C.  R.  R.,  N.  J.,  gn.  m.,  reg.,  1987.  STc.  •  10,000  11.300 

Ches.  ft  0.  Ry..  gn.,  1992,  41^  f 26,000  22,250 

C.  B.  ft  Q.  R,  R..  111.  Div.,  1949,  3*7^...  5,000  4.050 

C.  ft  E.  in.  R.  R.,  1  cs.,  1934,  6"c 25,000  25,250 

C,  I.  ft  So.  R.  R.,  BT.,  1956,  4^f 20.000  16,600 

C,  M.  ft  St.  P.  R.  R.,  cv.,  1932,  4J%. . .  10,000  9,700 

Hocking  Val.  Ry..  1  cs..  1999.  4i'  c 10.000  9,400 

Mo.,  Kan.  ft  Tex.  Ry..  1990,  4% 25,000  19,500 

N.  0.  Tm.,  1  m.,  1953,  4% 25,000  18.000 

N.  Y.  C.  ft  H.  R.  R.  R.,  eq.,  1922-28, 4*7^  25,000  23,750 

N.  ft  W.  Ry.,  div.,  1  ft  gn.  m.,  1944,  4%  30,000  26,700 

No.  Pac.— Gt.  No.  R.  RT,  jt.,  1921,  A^c  10.000  9,600 

Ore.  S.L.R.R.,r.,  1929, 4'^c 25.000  22,250 

So.  Pac.,  cv..  1934,5% 10,000  9,700 

So.  Pac.,  cq.  tr.  ctfs.,  scr..  1915-23, 4*% . .  18.000  17,640 

So.  Ry..  1  ca.,  1944,  5^, 10,000  9.900 

So.  Ry.,  dev^  gn.  m.,  1956, 4% 25,000  16.500 

3rdAve.R.R..lr.,l960,4% 10,000  8,000 

Amer.  Tl.  ft  Tg.,  cv.,  1933,  4*% 10,000  9.700 

Edison  El.  lUuminadng.  1, 1995.  5% . . . .  10.000  10.500 


Bonds  and  Stocks  Ownkd. — Cont. 
Bonds. — CorU. 

K.ftH.C.ftC..  1,  1951,  6rc 

N.Y.Tl.,  1,1939,  4J'7 

U.  8.  Steel  Cp.,  8.  f.,  1963,5% 

W.  Union  Tg..  col.  tr..  1938,  5% 

Westinghouse  £1.  ft  Mfg.,  cv.,  1931, 5%. 

Stocks. 
Atch.,  Top.  ft  S.  Fe  Ry.,  com 

IS.  ft  \).  K.iC.  p ■ 

B.  ft  0.  R.R.,  com 

Chi.,  Mil.  ft  St.  P.  R.R.,  p 

Chi.  ft  Nwn.  R.R.,  p 

Chi.  ft  Nwn.  R.R.,  com 

I>el.ftHud 

ErieR.R.,p 

Qt.  No.  Ry..  p. . . . 
Uhigh  Val.  R.  R.. 

L.  ft  N.  R.  R 

Manhattan  El.  R.  R. . . . 

Penn.  R.  R 

R.  ft  S.  R.  R.,  gr 

So.  Pac.,  ctf.  of  interest. 

So.  Ry.,  p , 

Un.  Pac.  R.  R..  p 

Un.  Pac.  R.  R.,  com 

Citisens' Cent  Nat.  Bk. 

Nat.Bk.  of  Com 

Amer.  Su.  Refi.,  p 

Amer.  Tl.  ftTg 

Cs.  Gs 

Inter.  Harv.,  N.  J.,  p. . , 
Into.  Harv.  Corp..  p. . . 
Lehigh  Val.  Coal  Sales.. 

Nat.  Su.  Refi 

Undwrs.  Slvg.,  N.  Y. . . 
W.U.Tl 


com. 


Totals  (book  value,  $1,815,328)... 


$655,239 

643.01S, 
609,784' 
563,46S 
499.802' 


Par 

Value. 

$20,000 

20,000 

30,000 

2.000 

15.000 


30.000 
21,200 
35,250 
20.000 
20.000 
60.000 
10.000 
30.000 
47.500 
10,000 
12,000 
30.000 

192.500 
10.000 
18.900 

100,000 

60,000 

25.000 

22.800 

12.500 

20.000 

60,000 

30.000 

10,000 

10.000 

1,250 

1.000 

1.000 

30,000 


Losses 
Incurred 


$423,347 

332.377 
359.667 
343 .6S  2 

268..571 

Market 

Value. 

$i8.«ino 

30.30) 

1.S60 

13,C>50 


28,500 
14,fi2> 
24.323 

.T3.01K) 
75.WP0 
U.IOJ 
10.200 
54,130 
13,100 
13.440 
37.5()0 
205.97.J 
17,li>i 
17.7ftn 

62,tM 

48.IHM 

29,75«J 
36.4  SO 
21.<>*^ 

34,2»M 
11.6(»() 
11.5*^» 

2,Ob2 

9(«H 

l.lVn 

17.7U( 


$1,631,900  •$1,618,74^ 


*  Securities  as  per  company's  valuations;  the  item    in    Aaset 
is  based  on  Ins.  DepL  valuations. 

MISCELLANEOUS:    Thw  company  began  business   with 
'   paid-up  capital  of  $200,000  and  a  surplus  of  $100,000.     Capita 
mcreased  in  1898  from  $200,000  to  $400,000  and  $100,000  &dde 
to   surplus.    Conflagration    losses:    Baltimore,    1904.    S65.471 
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GERMAN  ALLIANCE  INSURANCE  COMPANY,  New  York,  N.  Y.— Continued. 


Su  FtKooo,  1906.  6256,537.    Vahit  of  ipedal  depoats:  Ga.. 
$11,100;  Va^  t».8Q0. 

DIRECTOSS:  Joaraji  H.  Choate.  Ralph  L.  Cattav  Otto  L. 
DamaehAt  Butis  L.  B(^)kiii8.  Willttm  K.  Kmoer,  Woodbuiy 
Laonkn,  l«*eO  Lmooln.  Geo.  W.  Perkins,  Julius  A.  Siunbuns. 
Wi&a  Wood,  Chas.  O.  Smith.  Chas.  H.  Coffin.  H.  C.  Fldtimui, 
Horard  C.  Skoith.  John  W.  Sterliog. 

FIELD  MEN  AND  TERBITORY  COVERED:  E  S.  Archer, 
Bartfonl.  Com..  qMeial  acnt  for  Conn.:  L.  B.  Alexander.  Park- 
obBK.  W.  Ya^  meial  agent  for  W. Va.:  W.  £.  Ash.  Lefaishton.  Pfe. 
tptoMl  ifert  liar  FenB.;  T.  J.  Barber.  Jr^  Winaton  Satem.  N.  C, 
specal  afeat  for  N.  C;  Harry  £.  Parker,  Birmingham,  Ala.,  epeeial 
aseat  for  AJa^  J.  M.  Donald,  Roeheeter,  N.  Y.,  special  agent  for 
N*.  T.;  S.  &  Docaaret.  Boston.  Maaa.,  apeoial  a«nt  for  Masa.;  C.  F. 
Httd.  Gr«Tils.  8.  C^  veeial  agent  for  Fla.,  Ga..  and  8.  C:  W.  C. 
Howe;  AJbaay,  N.  T.,  spedal  agent  for  N.  Y.;  R.  R.  MeDowell, 
DiQaa,  Tcl.  ^eeial  aoent  for  Tex.;  T.  E  Moont.  Baltimore.  Md.. 
snal  agent  far  DeliKi.  of  Col.  4  Md.;  W.  P.  Fhimpe.  New  York 
Cky.  flpeoial  agoit  far  N.  Y.;  C.  H.  Philbrick.  ProndeoM.  R.  I., 
epeod  agent  far  E.  L;  C  Reyndda.  PateBBon,  N.  J.,  apeoial  agent 
for  N.  J.  (Korthflsstsm,  N.  J.):  E.  F.  Soott,  LouisTille,  Zy..  q>edal 
isHitfar  Ey.  A  Tftm.;  P.  F.  Turner,  Portauid,  Me.,  special  agent 
for  Mains  k  N.  H.;  J.  D.  TaDey,  Pittsburg.  Pa.,  spedU  agent  for 
Fk:  Geo.  N.  Bart»  Athota.  Ga.,  special  agent  for  Ga.;  J.  M.  Wood- 
roofa.  Pbiadripma,  Pa.,  special  agent  for  Ptt.  and  N.  J.;  E.  E. 
Ptoefcafl.  Nev  Ybi¥  City,  apedal  agent  for  N.  J.;  L.  F.  Braud,  New 
(HeuB,  La.,  nfliai  afoot  for  La.;  F.  P.  Stoddard.  Syracuse,  N.  Y.. 
ipeml  «at  for  N.Y.;  Alexander  Webb,  Raleigh,  N.  C,  general 
uat  lor  N.  C;  J.  M.  Psnisfa.  Jackson,  Misa..  special  agent  for 
w,  W.  H.  Sage,  iBSr.jJ.  C.  Ingram,  aeat  mgr..  W.  L.  Leroh, 
nt  si^  tBB^  dbica^,  ID.,  for  the  Western  department:  Clarence 
k.  AQm,  Mhmeapobs,  Minn.,  state  agent  for  Minn,  and  West 
Chl;  Edoaad  0.  Basse,  Milwaukee.  Wis.,  state  agent  for  Wis.; 
Wilfaa  F.  fienbow.  Abodeen,  8.  D..  special  agent  for  8.  D..  N. 
D.  lad  Mont;  James  Bnindrit.  Oklahoma  Oty,  Okla..  special 
apst  far  Okla.  (W.);  Henry  G.  Gasper,  Mattoon,  HI.,  special 
ipat  far  DL;  C.  A.  Dafo.  Bad  Axe,  Mich.,  special  agent  for  Mich. 


and  So.  Canj^  Guy  E.  Dixon,  Springfield,  Mo.,  apeeial  agent  for 
Mo^  Will  I.  Drum,  Topeka,  Kan.,  special  agent  for  Kan.:  Clifford 
B.  Dye.  Cohmibus.  0..  amcial  annt  for  C;  Joseph  0.  Dye,  Co- 
lumbos,  0..  state  agent  for  0.;  William  C.  Fowler.  Chicago,  lU., 
State  agent  for  Mich,  and  8o.  Can.;  Burt  J.  Gifanore,  Indianapoba. 
Ind.^  State  agent  for  Ind.;  Charles  H.  Herrmann.  Chicago.  111., 
special  agent  for  Cook  Co..  111.;  Joeeph  E.  Innis.  Cohunbus.  0.. 
special  agent  for  0.:  Alvin  L.  Jeasap,  Denver.  Cok>..  State  agent 
for  Coh).,  N.  M.  and  Wyo.;  Robert  J.  Jordan.  Minneapolis.  Minn., 
special  agent  for  Minn,  and  W.  Can.:  Flul  H.  Knichton,  Hannibal. 
Mo.,  State  agent  for  Mo.:  Julius  M.  Miller,  Muskooee,  Okla.. 
special  a«ent  for  Okla.;  Walter  E.  Miller.  Chicago.  Dl..  State  agent 
for  in.:  Albert  S.  Reed,  Aberdeen.  S.  D.,  Sute  agent  for  8.  D..  N. 

D.  and  Mont;  Lynn  C.  Storoy.  Lincoln.  Neb.,  State  agent  for 
Neb.;  Roger  Swire,  Iowa  City,  la..  State  agent  for  la.;  Wm.  Paton 
McGuirs,  Independence,  la.,  special  agent  for  If.;  Frank  Wright, 
IndianapoIiaL  Ind..  special  agent  for  Ind.;  George  G.  Wright, 
Milwaukee,  Wis.,  special  agent  for  Wis.;  A.  Wm.  Baxter.  Detroit, 
Mich.,  special  agent  for  Mich.;  Rollin  J.  Hopkirk.  Fort  Madison, 
la.,  speoal  agent  for  la.;  William  E.  Landers.  Dayton,  0.,  special 
agent  for  0.;  Fred  Mers,  Indianapolis,  Ind..  spedaJ  acent  for 
Ind.;  Wm.  F.  Wo<dier,  Indianapolis,  Ind.,  special  agent  ror  Ind.; 
Charles  E.  Conrad.  HastingB.Neb.,  fpecial  agent  forNeb.:  George 

E.  Cair,  William  M.  Carr,  Thomas  Cowley.  Geosge  W.  Menden- 
hall  and  Jamea  E.  Stuart,  Des  Moines  la.,  apecial  agents  for  la.: 
George  H.  Tyaon,  general  agent,  H.  Folger,  aasistant  general 
manager,  C.  £.  E.  Ellis,  James  B.  Hatcher,  Douglas  Pivker  and 
Hariy  L  Cope,  San  Francisco.  Cal.,  special  agents  covering 
San  Francisco  and  Bay  counties,  San  Joaqum  Vall^;  E.  F.  Hewit, 
Sacramento.  Cal.,  special  agent  for  no.  CaL;  Earl  R.  Holland,  Loe 
Angeles,  msial  agent  for  so.  Cal.  and  Aria.;  A.  M.  Peckham, 
Portland,  Ore.,  special  agent  for  Ore.;  Frank  0.  Vincent,  Sbokane, 
Wash.,  special  agent  for  eestem  Wash,  and  northern  Idaho;  W. 

T.  Burwell,  SeatOejWash., Wash., special 

agents  for  western  Wash,  and  British  Columbia;  Arthur  D.  Ferns. 
Salt  Lake  City.  Utah,  special  agent  for  Utah,  Mont..  So.  Idaho. 

Nev.  and  Ore.; Seattle,  Wash.,  special  agent 

for  western  Wash,  and  British  Columlua.  The  company  operates 
in  all  the  States  and  Territoiies  except  N.  M.  and  Vt. 


GERMAN-AMERICAN  INSURANCE  COMPANY,  New  York,  N.  Y. 


?M 

mt,  Wm.  N. 

Kremer;  Vice-Firendents.  Charles  0.  Smith  and  C.  H.  Coffin;  Secretary,  Edwin  M.  Cragin; 
Assistant  Secretary.  Jesse  E.  White.    Organised,  1872. 

Tau    iaaelB 

Unearned 
Ptcnuims 

Net 
Sorphis 

Net 
Fkenuums 

Total 
Income 

Losaes 
Fkid 

Dtvideudi 

Expenses 

Total  Ex- 
penditures 

Losses 

»Ufa,34l.730 
1913    21jn.016 
1*12    11414,475 
mi  .  20,753.408 
IRO    17.531,802 

$9408,458 
9.420.808 
8,444.170 
8.156,007 
«,»17.463 

19,898,010 
9,412,963 
9,952,448 
9,204,420 
7.904.150 

18,676,173 
0.009.134 
8.470,180 
8359,806 
7.150.196 

$9,770,839 

10,119,687 

9,691.676 

9.273,848 

7,940,917 

$5,809,885 
4.931,659 
4.791.552 
4.909.584 
3.571,420 

$600,000 
600,000 
600,000 
555.000 
450,000 

$8,404,604 
3.452.712 
3.213,613 
3.286.644 
2.618.303 

$9,374,079 
8.984,271 
8.605.165 
8.751.228 
6.634.723 

$5,446,451 
4,881.758 
4,618.288 
4.795.606 
3,490.602 

,Dk.31.  1914. 

Hoicatate $2,460,000 

M«rtMeloaBi.....  35.500 

BeodiiBdstoeha...  16340.402 

Ci* 1,223,746 

Amti'balaBcas...  1,045,759 

iBtsMaadioit...  145.752 

BibRtmabSe....  46,019 

,  Total $22,887,178 

sgldcp.omfiab.  37.458 


Lx^iunas.  Dnc.  31, 1914. 

Leases  onpaid $1,095,475 

Unearaedprems....    9,168,458 
Otiicr  UabifitiM 192.777 

Total  liabilities...  $10,456,710 

Capital  paid  up 2.000,000 

Net  surplus 9,893.010 


Total 


.$22,349,720       Total $22,349,720 


roder«ritii«  profit,  $92,795;  inveatment  profit,  $1,024,720. 

BISBANDPREMITTMS:  Fire  risks  in  force.  December  31, 
ttiJUSnjM;  preannma  thereon.  $18,004,511. 

.  BTSIKESS  SINCE  ORGANIZATION:  Premiums  received. 
imidMI;  loMs  pud,  $80,771,396:  dividends  declared,  cash. 
llIiQ5,GQ0. 

UAL  ESTATE  OWNED:  Consists  of  the  204tory  office 
?tt%  at  Nob.  62-76  Maiden  Lane,  and  Nos.  1-11  Liberty  St., 
Sm  ^  lAJeb  cost  $l^;i61.  valued  at  $1,630,000:  and 
aoA  bsiidnii  at  Irving  plaoe  and  M«n  st.  and  on  Exchange 
■UBodieakar.  N.  Y.,  wfai^eost  $965,612,  and  are  valued  at 
<pOjQQO.  The  Boebester  property  was  aoquired  in  1911  through 
'•KaofB  «xih  the  Roehester  Qcnnan  Ins.  Co. 

BONDS  ASD  STOCKS  OWNED: 

BOKM. 

B<lysL  Cy.  Se.  Blg^  r^,  1936.  31%. . . 
«e*«iK,Caa..l941,4%. 


Par 

Value. 

$105,000 

100.000 

25.000 


Market 
Value. 

$114,450 
88,000 
20,750 


BoifDB  AlfD  SlOCSB  OwMBD.—CimU. 
BoifDB.^<]^CII<. 

Laohine.  Can..  1944, 4i% 

Manitoba,  1935. 4% 

Montreal,  Can.,  Harbor,  1924. 4% .'..'.[ 

Montreal,  Can.,  1954. 4i% 

New  Yort  City.  1960. 4X% 

New  Yoiic  City,  1962. 4^% 

New  York  City,  var.  reg.,  1957,  i^%. . . . 
N.  Y.  C.  Dq>tof  Cor.  Bba..  reg.,1928.8i  % 

N.Y.C.Dockreg..l927.3i% 

N.  Y.  C.  Docks  db  Ferries,  reg.,1928. 34% 
N.  Y.  C.  Scs,  BUyn.,  reg..  1929, 3i%. . . 
N.  Y.  C.  sc.  ft  sites,  Bx?  Q..rcc.,1941,3i  % 

N.  Y.  State  Can.  unp.,  1923. 3% 

Richmond,  Va..  1941-43. 4% 

Savannah.  Ga.,  1959,  U% 

Toronto,  Can.,  1948, 4% 

Toronto.  Can.  gn.  cs..  1944, 3i% 

Toronto,  Can.,  1920. 4% 

Toronto.  Can..  1924, 4i  % 

Virgmia,1991.3% 

At«AM  T.  4  S.  Fe  Ry.  adj..  1995. 4%. . . , 
Atch..  T.  4  S.  Fe  Ry.  T.  8,  L.,1958, 4%. 
Atch.,  T.  db  S.  F.  Ry.,  E.  0.,  1928,  4%. . 
Atch.,  T.  db  S.  Fe  Ry..  cv.,  1960,  4%. . . . 
Atl.  C.  L.  R.R.,  1..  1952,  4% 

A.  C.  L.  R.R.  (L.4  N.  Col.),  1952,  4%.. 

B.  4  0.  RJl.,  1.,  1948,  4% 

B.  4  0.  R.R.  CP.,L.E.  4W.Va.)r.,1941,4% 

B.  4  0.  R.R.,  cv„  1933. 4i% 

B.  4  0.  R.R..Swn.  Div..  1. 1925.  3^%.. 

B.  4  N.  Y..  A.  L.  RJl..  1, 1965.  4%  .. . . 

C.  R.R.  of  N.  J.,  gn..  c.  1987,  6% 

C.  R.  R.  of  N.  J.,  gn..  reg.,  1987,  5%.. 
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Psr 
Vahie. 

$5,000 

50.000 

25.000 

80.000 

125.000 

800.000 

455,000 

50,000 

50,000 

50,000 

50.000 

25.000 

125,000 

20.000 

10,000 

160,600 

51.100 

25.307 

26.000 

10.000 

60,000 

50.000 

76,000 

100,000 

25,000 

100,000 

100.000 

100,000 

155,000 

50,000 

50,000 

50.000 

15,000 


Market 

Vahie. 

$4,450 

45,500 

23,500 

75,200 

123,750 

792,000 

473.200 

40.600 

45.500 

46.000 

45,000 

21.500 

125.000 

18.750 

9.900 

134,904 

39,347 

24.042 

24,960 

8.400 

49.800 

43.500 

69.000 

93,000 

21,750 

86.000 

90,000 

80.000 

131,750 

44.000 

45,000 

56,500 

16.950 
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BoBDB  nm  Srocii  Owsta.—Ce 

Chet  k  O.  St..  gu.,  1602.  Hn..... 
CIm.  A  0.  R.H..  CY..  1930.  H%.. 
Clu.*A-R,R.,r.,lM9,3%  .\^.. 
CliL*A,R_y,,ll.,l9M,31%  .  . 
CU.,B.»Ci.)tJt.en.,lB&H,4'';. 
Chi.  *  E.  III.  R.R.,  1  ca.,  l'i:]4.  -v - 
CliL*NwB,Rx..>.f,l'';'i.  V- 
CliiWirn.Rj-.,i.f,J";'> 
ChL  ft  Own,  Br-.  !.  [,  fl .  I  '.;.-. 
CU.«W.lnd.R.H.,cv.i'-.j   1 
Chi.,lBd.ftSo.lt.R..e>.  V"'.  I 
Clll.,L.B.ftE.Ry.,  tm.l  "  '   I 
Chi..M:.*et,P.R.R.,fr,A-   -I'll 
Clii„H.  iSi.  P.  tt.R.il.  :"  I    I 
Clii.,H.  ftSt.  P.  R.K..  L><      I  ■\ 
CliL,M,4Sl.P,R.R.,C  svv.  ,:  ■ 
C,M.4St.P,H,R.,.-v,iii,'   1 

c.,R.i  ip.r 

CCCil, 


Vdiu. 
1100.000 

2b!ooo 


171.000        1W,7G0 


InWrb.-Mrt.,  col.  a..  19Sfl,  4)% 

iBlab.  R.  T..  1BM,B% 

L.  S,  ft  Mich.  So,  Ry  .  d„  1931-38.  i%. 
Lbi.  Ave.  ft  P.V.  F.  Rv.,  1,  1093.  i%  . 
L.  ft  N.  ft  M.  ft  M,  Rlt..  jl ,  l9ibM7o. 

l.«N.R.R..iiii.lB«,<% 

L.  ft  N.  R.R.,  So.  Jt,  ]9fi3,  4% 

UidludlLR.  Co.  of  N.  J..  I  m.,  1940.  h% 

Hnm.  ft  St.  L.  H.R..  1  r.,  1M9,  l7o 

Iftan.  L.  ft  M.  St.  By..  1919,  S% 

UimL.  St.  ?.  k  8.  8k.  M.  Rr.,  1938. 4% 
Uo.,  K,  ft  Tq.  R.R.,  I  ft  r..  i004, 4%. , 

Mo.  Pic.  Rt..  Icol..  ioia,t% 

iil.4  0.RlR,.M.,  1,1947,*% 

MoBt.Ci!Bl.R.R.,l,]9a7,e°J 


N.Y.C.4H.  ht.li.R.,cfl.lrj!tf.,l9a(-27, 

Nr^L.4W.'HlR..*VlMl'.S%.','V.',' 
N.  T.,  N.  H,  ft  H.  R.R..CT..  1918,  (,%- 

N.  y.,  8.  ft  W.  R.R.,  1, 1937.  S% 

N.  Y.,  8.  ft  W.  R,R„  tW,  1,  IMS,  S%  . 
V.  ft  W,  Rf.,  Div.  1 1,  ft  EH.  m.,  1941,4% 

N.  4  W.Ry„Poc.,jt.  1,1941,4% 

N.  4  W.Ry-.c...  1932,1%  

"  4W.  Ry,  c      - 


18, 1)% 

,  1897,1%.!! 


N.  ftW.^,-. 
No.P«.,Gt.N' 
No.  Pu.  R,R.  i 
Ore.  Bh.  L.,r.,  I 
Pn.  R.R.,  cv..  I  ■■ 
Pt.  m.,  1937, 


So!  Br.!  dov.  J 
So.  Rj.,  1 »., 


Sl.L.,  I.M.  ft  S.R.R. 

1l.L.,I.MJ 

Jt.L.I.M.1 

8l.L,*Bi _._ 

3[d  Ave.  Ry.,  1  r.  m.,  1980, 1% 

34th  XI.  ClMrtonn  Ry„  1998. 5% 

T  ,  Bt.  L.  4  ff.  R.R.,  1  m.,  I9i0. 4%. . 

Tw,  (N.  Y,).  Cy.  Ry..  1942,  S% 

Un.  Pk.  Ry.. «.,  1917, 4% 


BOHIB  IHD  Stocu  Owhii.— Conl 

BoiiM,— Co»(. 

Un.  Pic.  B.R.,  Iftr..  !008, 1^,... 


EdiioD  El.  lUun...  rf.  Y.,  1,  I99J.  S? 

Ind.Slwl,  1.1952.5% 

,  K.ftH.CodftColie.  1.1951,5%... 

!  Men.  Un,  SU..  lin.,lfliO,S% 

I   N.  Y.  G.  4  El.  Lt.,  B.4  P..  1949,  4! 
.   N.  Y.G.ftEI.  L.,H.4P..  1MS,5% 
f.,  I9S9,H%.. 

,  I  ci..  194i,  "- 

V.  Lta.,d..  I9H,S%.. 

nDcauizr  Tl.,  1933,  S% 

BUDdardOuLt..  1,1030,1%.. 

Mlp.,  N.  Y..  l»M,4% 

IT,  8.  Stael  Cp.,  ■.  f.,  19S3.  S%.  , 


100,000        100,000 


51.000 

m!ooo 


25.DOO 

:s!doo 


43,W0 

w.oaa 

198,800 


I  Llg.,  ] 


«0,  ifo- . 


Alb.  4  Biw).  R.E 

Auh.,  Top.  4  S.  Fa  Rr.,  eoni.,  . 

B.4  0.R.R.,p 

B.  ft  O.R.R.,  80111 

C*y,  4  BuK.  R.R 

Ch«.ftO.H.R.,con 

Chi..Mil.  ftSt.  P.  R.R.,  p 

Chi.,MU.4Bt.P.R.R„coiii,., 

Chi.  ft  Nwn.  R.R.,  p 

Chi,ftNwn.R.R„coni 

Clct.  C.C.ft8l.L.R.R.,p.... 

D»,,  H.ft  Svn.R.R 

Dtl.ftHud 


ntla.  C.C,  A  St.  L.  RJt,,  p 

Rtu.,  Ft.  W.  4  Chi.  R.R 

ReSrSsu!  R.R. '.'.!! !.!!!.'!!!'! 

S(.L.4S.F.R.8.(l>.c.fbrChi.4E. 


SO.OOO       Sim 


300.000     vnm 


isD.ooa     i3i.sai 


100.000        141.000 


Gt.No.  Ry.,p 

...        !37;«10 

"A 

£.S,.Mrii>:-,-.-::::; 

:::    » 

« 

Minn..El.P.48.StaM.Ry.,p.... 

Sll-^!^!"i: 

130,000 

i&,oin 

N.  Y.,  N.  H.  A  H.  BR 

:::    S:!!8 

U.MD 

100,000        200.DOO 


Bo.Pic.,oU,ofuit 

JidATC.Ry 

Un!p»e!R!R!;  com.'.!! !!!!!!!!!!!! 

Am,  Eich.  N.t.  Bfc.,  N.  Y,  Cy 

CitCnii  Nit.  Bk.,  N.  Y 

Ger.  Anw.  Bk.,  N.  Y 

Unwin  N.t.  Bk.,  Roehater,  N.Y. . . 
Uenht.  N>t.Bk.,N.  Y... 


SSa^:';:;::;:: 

^!^i=E: 

isn3.^lr:::;:::::::::::::::: 

REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


GERMAN  AMERICAN  INSURANCE  COMPANY,  New  York,  N.Y.— Continued. 


iJD  9T0CU  OwnEB.—CmLl 


20.000 
t.OOD 
10,000 


nlka)    luz.uuu 

JUiTiMcsdn  BUn. U.OOD 

bi»a(«ltUSiK]  Alma,  p 10,000 

BOKkriOiLS.J W.OOO 

TiiiimW  iikwttt.  N.  Y a,0OO 

raw  DiT  GnA,  p 20.000 

t,6.R.lte.lp , M,600 


190.000 
10.000 

am 


..  VSMt.VBtK.U^M' 


UORTGiOE  L0AK3:  Ttwa  in  2  l«ia  apon  propMia 
iaud  a  Srt  Yirt  vid  Edcnnter.  N.  J.,  «liij»l«I  to  be  worlh 
MOJ]  (uooit  louBd  (31.000),  Ibt  \mtt  of  thw  b^  dm 
<'M,iniiiiIU4-IIi2BAiii«(rd«iB»e..Ry.  Tbcnintotlw 
bu  (taeb  m  HqiikBd  br  Uk  hkik  witli  tba  Rodiariv  Q«^ 
■u  rM  Cs.  That  nav  in  •miHuil  Inm  ttOO  U>  11,400,  ud 
«il«»dliTltoetHnB'pnip«tin.    Nn  btsHt  m  orvdnc 

ML^^LLANEOUS:  Cipital  ivnusd  in  1«D3  tnm  i  1  .'TO.. 
M  l>  ll.UD,0OD  tul  WlS.aSO  HIT  niridu  wm  paal  m  nnd 
■  lll1cmJtiI>MiiKmHltat2.00D^byiiKfIcrwiih  Rixb' 
■BGawL  CmOicnbon  Idmk  BiltunDK,  IW4.  ).<'.i'i.7:ij; 
wfnan  IMM.  CJ»7.g30.  Vilua  of  ipBiil  .jrimitc^ 
&  IIUOO:  Vt..  tU.WO:  N.  M-  111,100;  Cu.,  tiu-  UT.:: 
T.  tljaO.OOO.  Comcuiy  iko  ovh  IM,ZOa  ^n,  ^  ,|....' 
j»  ^  t . .._.  -ttm.nt.v:,:,. ::.,'. 


>MriN.C,Bo»In 

n&ECTOBB: 


m.  10 14.  ».: 
I.  CbHU.  Ralph 
'    ~  ■         1.  frill 


L.  Cutl 


,  OHo 


1,  Samod  McRoberti,  Bowd  C. 


I  C.  ndlmaiis.  frilbam  N,  f^tme., 

.1,  LonU  liucoln,  Gniiia  W.  Pskiu,  JuUna 
-^   .  JL  E.  Waur.  Wu.  Wood.  Cbu.  H.  Coffln.  E. 
L.  Difiai^  C^.  G.  a  ■  ■     ~         ■  --  -  - 

a>&.MBV.St(tliB(. 

fELO  UEH  AND  TERRITORT  COVERED;  E.  8. 

wfa<.C^a„ncia]icestfi>cCoBB.;L.B.AleiaiiiW.I 

>KL  T.  Va,  uoal  uDt  fir  Wst  Vitpob:  W.  E.  Aih,  Lebidi. 
'~  \,lfatlfpl (or Pno.; T. H. Ba^gf,  Ji.. RiduuiKl,  Vt., 


■iB.  IL  awiiruait  («  Pvul;  T.  H.  Bnio,  Jr..  Riduuikd, 
mat  nHa  EgTvi::  T.  J.  fiaibir,  Jr..  VUmob  Salon,  N.  ... 
M  iMt  la  K.  C:  I.  F.Bnad,  N«r  (Maoi.  U.TMoal  M«t 
^ la^ G. .t. Obit. HanxUnrc  Kr,  una]  KOil l« Kr- and 
W  E.  L  Fatfar.  fiinda«b*iB.  Ak,  Dol  waet  F«  Ala:  J .  Bl 
haU.  BaAals,  H.  ¥.,  unaal  a^itTa  N. TTK.  S.  Dnayat, 
S<wa. Hh. mitU unt  for  MHaiC.  F.  R*nl,  CrmTiDa,  B. 
^3Mt«Mfa(Fla,arc.*E.GL;  W.C. Hon,  Albany.  N.y., 
Md  aai  fa  N.  Y.;  W.  JUOej,  Hmtaxi.  To,.  lUM  khi(  for 
Tb.;  T.  E.  UinL  BaUiun,  Ud^  Mala  atiiiit  lor  D«T.,  Diit. 
^Jt  Ud.:  A.  R.  hiaiha.  Didlu,  To-  itUa  aaut  for  T«.;  W. 
I no^H. Ktw  r«fc  Civ, t*f* anntriir  N.  Y^E.  E.  Pucbil., 
^  Tirt  Cttl.itaw  uat  toe  N.7:  C.  H.  FhiUxick,  PnTidam. 
t  L  Ml.  itat  lor  R.  1.;  C.  RirariJ*,  PaUwoii.  N.  J. , 


r  F.  Tnnr  Fartland,  Ut, .«« .««>  t 
;>ltl,  RtuboK,  Pa.,  rtau  ■ccm  [or  Pa., 
Ga.  B*  Kallgt  Oa.:  J.  U.  Woodnffe, 


rivMcaiidN.E.iJ 

"      N.  Hiirt,  Atlai 

ddpbia,Pa.,il 


Uek. 


acnt  lor  N«r  Jaar  i  Pmrn.;  W.  Robin,  Tannlo,  Cu.,  Supt.  ol 
A<a.,  Cu.1  J.  A.  Piniib,  Jadaon.  Mia..  nadaJ  uait  for  Mia.: 
0. 8.  Uint)',  TaoDto,  Caiu  Sopt.  for  Cantdt.;  J.  H.  Bown*.  Baa- 

W4aB.,  9«i^  ■^it'or^rtaaUiB,  Mc.,  N.  H„  indR.  I.: 
Kbox,  Bpria^Ad,  tba,  ihouI  tgM  for  Watan  Him. 
ud  Ccna.:  Arthur  BinniHncb,  Fatoioo,  N.  J.  mgeai  acait  fa 

a ■— N.Y.»adN.J.rLiBi«a.  Looninl.arraoaaK.Y, 

-     CailraJ  and  Watan  Sew  Yorfc  iobnP.  Btial, 
■■         ■•     "     1.,  D«L  Maryland  tod  D. 

Co.,  CbwlvtoD4D-KaDa- 

n  br  W.  Vai  H.  A.  Btmta,  DitroiU 
nd  So.HhIi.:  L.L.  Uoydi  I>«iTa.  Cot., 
■Utc  1(011  lor  U)lo..  KaM..  Nab,,  N.  M.  ud  Wro.;  F.  M.  FallD, 
Minntapolii,  Minn.,  «uu  iitu  for  Uins..  N.  D.  and  Bo.  S.; 
C.  Q.  HcCw.  Cohimbua,  0.,  lUU  igoit  fw  O,;  W,  E,  Pige, 
Da  MoinM,  U.,  Mat*  icnl  l«  la.  and  Ho,:  Rarisond  IValdron, 
Chiaco,  111.,  alata  tat  fa  III.,  Wa.,  Na.  Pi^nnli  of  Mioh.; 
R,  T.  CaldwiU,  Atluta.  Oa..  ipaial  acnt  la  FU.  tad  Oa.; 
W.  O.  TboauUk  BakJjA.  ".  C,  ipMiar  aiul  fn  No.  Can- 
ha.  Eo.CaoUna  and  runnia;  J.  Piiatlr  Cnm,  Atlanta.  Oa, 
■pMiil  wntfnr  Ala.  JKr,,  Mia.  ud  TWul:  W.  H.  Baia,  av.,  J.  C. 
Innra,  ait.  wb.,  W.  L.  Lach,  MO.  (Mt.  BUT.,  mtan  diiiL, 
Cficaio,  IUm  Chlow  A.  AUai,  Umn—r"*-  Mim.,  Haw  inBt 
laMuuL  ud  W.  Cu.;  Edi^«3  0.  Baai,  MUnafca,  Wk..  Mate 
•goit  hr  Wh,;  (TiUiaai  P.  Baibow.  Abadan,  8.  D.,  ndli  ueot 
laS.  D..  N.  D.  tad  Mont.:  JuMaBnnAii  Oklabana  CHj,  Mb., 
■pHul  KOit  la  OUa  IW).;  Hout  Q.  Qafwr.  HttlooD,  ID., 
■Pteial  twDi  hr  111.:   C.  A.  Dtlo,  Bad  An,  Mioh.,  tpadtl 

rt  («  MMi.  and  So,  Ciil:  Goy  E,  Uiea,  Spiindild, 
•pedal  wut  for  Ua.j_  will  I.  Dnm.  Topdu,  Kto, 
•peoil  i(ut  lot  Tfintii-  Clifford  B.  Dya.  Cohunbo.  Ohu., 
■fMeial  ifoit  for  0.;  Joeepb  0,  Eire,  Cohunbiu.  O..  etaM 
i(ut  fa  O.;  Williui  C.  FowW,  Cbie^o,  111.,  ittta  unit 
la  likb.  tnd  So.  Ctstda.:  Burt  J.  Qihaon.  luiluupolia,  lod., 
Hale  *l«t  fw  Ind.;  Charla  H.  Hvmaim.  Chie«o.  111.,  ifaiail 
HUt  for  Cook  Co.,  III.:  Joa^  E.  Innii,  Cohunboa.  0.,  tpedil 

rt  for  0.;  Aim  L.JeMap,biBi«,  Colo.,  Ittta  icoit  laCoL 
UoDoa.tad  WyoBunc:  Robot  J.  Jadu.  If  buapob,  llinn., 
l«MiBB.iBdWaUnCtn.:  PUI B. Ku^Iod, Hta> 


tT.  D.  and  Bfoot,;  Lynn  C. ,, . 

Neb,;  RoitrSiii™,  lout  City,  It,,  tt . 

McGinn,  Ind«p■ldnna^  la,  ipmal  attnt  for  la.;  Frtak  Wridil, 

,_j, clii.liid,.qiaotli(eot  Rx  Ind.:0eow<3.  Wri(ht,  Mil- 

Wii_  ipedal  »(-■'-  ""       '    "      "    ■       "■ 


sffjc'i 


Ibr  Wia.;  k.  Wm.  Btito.  Detooit, 


PUI B.  KnuhloB,  Hta> 
M.  MiUa.  MiAocN, 
illa.Chi«ta,IIL,itM< 

_^-.J„ilttetcent{wS.D.. 

".  Slotey,  Lincoln.  Nob.,  (ttt«  tctnt  llM 
n;.-  1.   --■-igHitforla.;  Wm.Pttoo 


■•bIhs,  Wk.,  fpedal  agsnt 

MicL,  ■Hill  aaoit  Fa  Miel . , . , 

la.,  ifleatl  tliHit  lot  la.;  Wiffitfn  E.  Ludai,  Dntoo.  0..  qiedtl 
unit  la  O.;  Fnd  Moi,  Indianapolu,  Ind.,  qwsuu  tcant  (c*  Ind.; 
Wm.  F.  Woebo,  Indiutpolii,  Ind.,  ipesW  tant  la  lnd.i  Chirla 
E.  Conrad,  Hittino,  Nob.,  noil  i«ut  la  N*b.:G«aie  E,  Car, 
muiui  H.  Ctir,H»ina  Covley,  Oean  V.  Uoidnhall.  aid 
Jmom  E.  Btuatt,  Da  Moina.  ta.,  apMiiltciDlg  for  It.;  Onn 
B.  T^mn,  lanBtl  tfent,  B.  Foloer,  tat.  (eileral  tgeat,  C.  E.  B. 
EUi^  Inm  B.  Htlehtr,  Doufli*  Pukv,  tod  Btny  L.  Con 
neqtl  tgtnta.  Ban  F^aaoioo,  Cal.,  coToincSan  FranciBco  tbd 
Bur  Courtia,  Bu  Joaquin  Vtlln;  E.  F.  Hewil,  Btntmento, 
Cd.,  ipMBil  acnt  lor  No.  Ctl,:  Etrl  R.  HoUud,  Lo*  Anuli*, 
CaL,  ipicial  icent  tor  So,  Cal,  tnd  Atn,;  A.M.  Peokliain.PortW, 
Or*.,  •pedal  ant  fa  Ore.:  Frank  0.  VuMnt,  Spokane,  Warii., 
naoal  igntTm  Eaton  Wah.  and  Northira  Idaho;  W.  T. 
Bnnrell,  Battle.  Wiah.,  and  W.  F.  Hi|b«e,  THoffla.  Waih., 
•pteial  agnUIorWatoi  With,  ud  Brit.  CoL;  Arthur  D.  Fast, 
Salt  Lake  City,  Utah,  ipedtl  t«nit  Idi  Utah,  Moot.,  So.  Idaho, 
Nit.  aad  On,;  Later  D.  Mitchell,  Sattle,  Wirii.,  weeiti  KUI 
for  Watan  Waib.  and  Brit  Col.  TUa  ompany  doa  bonnaa 
in  tD  Sttta  (eic^t  Vt.)  and  id  Iht  Dominjoa  o<  Caudt. 


GERMAN-AMERICAN  INSURANCE  COMPANY,  Pittsburg,  Pa. 


.,.  —  ISSS]  ,&, 

„£_ 

S^ 

Plid 

DiTidndi 

EqHia* 

SS.S:  £=, 

aij;  taiojnsi     tiiiiw     1241,410 

ffl  3Si    5B|    » 

Si  fflsi  sal  as 

33 1  JO) 

lulHt 

21.000 

1147.072 
iu;2t! 

377,114         101,411 
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GERMAN-AMERICAN  INSURANCE  COMPANY,  Pittsburg,  J?Si,— Continued. 


AflsiTB,  Die.  31, 1914. 

RmI  estete $42^22 

Mortgage  loans 560,700 

Bonds  and  stooks . . .  52,460 

Collateral  loans. . . .  ld,SOO 

Cash 78.667 

Agents'  balances. . .  67,290 

Interest  and  rents . .  1 1,066 

Other  assets 1.641 


LiABiLniBB,  Dbc.  31. 1914. 

Losses  unpaid 949.889 

Unearned  prems ....  312,592 

Other  liabilities....  6,975 

Total  liabilities . . .  3369,456 

Capital  paid  up ... .  200,000 

Netsurphis 241,470 


Total  assets 1810.926       Total 1810,926 


Underwriting  loss,  114,578;  investment  profit,  138.857. 

RISKS  AND  PREMIUMS:  fire  risks  in  force.  December  31. 
356,718,271;  premiums  thereon,  1601,717. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$3,802,511;  ksses  paid,  11,961.184;  dividends  declared,  cash, 
1397,000. 

REAL  ESTATE  OWNED:  Consults  of  12  dwelling  properties 
in  and  near  Pittsburg^,  which  cost  $34,602. 

MORTGAGE  LOANS:  There  are  202  loans,  anregatins 
$550,700,  on  property  worth  $1,293,250.  There  was  $1,698  of 
interest  past  due  on  December  31,  hut.  The  company  holds 
$655,600  of  insurance  on  the  buildingi.  There  is  but  one  loan  as 
large  as  $11,000. 


COLLATERAL  LOANS  are  as  follows: 
Securities. 

Rftii  Ave.  Bk.,  Pitts 

Pitts.  Bridge  ft  Iron  Works 

Manufacturers  Lt.  ft  Ht 


Market     Amount 
Vahie.      Loaned. 


$1,800 

20,000 

5,000 


$1,500 

12.000 

3.300 


Totals. 


$26,800        $16,800 


BONDS  AND  STOCKS  OWNED: 

BONDB. 

Federal  St.  ft  Pleast  Val.  By..-. 

West  End  Tc,  Pitta 

Monongahela  Lt.  ft  Pdw 

National  Firaproofmg,  Pa 

Western  Pa.  Expos.  Soc 


SlOCKS. 

Duquesne  Natl  Bk.,  Pitts. 

Fifth  Ave.  Bk.,  Pitts 

Rttsburgh  Steel 

Delaware  Ins.  Co.,  Pfaila. , 


Par 
Value. 

$6,000 

10.000 

5.000 

5.000 

5.000 


4.000 

6.000 

6,000 

160 


Vahie. 

15,050 
9,800 
4,800 
4.950 
5,000 


9,600 
9.000 
4,250 


Totals  (book  value,  $49,250). 


$44,160       S52.450 


MISCELLANEOUS:  Caintal  increased  in  1909  from  $100,000 
to  $200,000  and  $50,000  realised  aa  premium  on  the  new  stock 
sold  added  to  surplus.  Conflagration  Iobbcs:  Bait.,  IQU.  ItO,- 
136;  San  FVasosoo,  1906,  $M48;  Salem,  1914,  $16,331. 

DIRECTORS:  Wm.  H.  Barker,  C.  W.  Hehnold.  A.  H.  Voskaznn, 
Philip  Gettman,  W.  J.  Patterson,  John  R.  Riesmeyer,  J.  B. 
Kaercher.  Chas.  H.  Geilfuss,  K  H.  Myers,  Jr.,  Geo.  H.  Klaus, 
Frederick  Mugele.  Geo.  R.  Aufderheide. 

FIELD  MEN  AND  TERRITORY  COVERED:  TbebBroi., 
Wilkes-Baire.  Pa.,  geoeral  agents  for  Central  Pa.;  Beny,  TrouuDe 
ft  Co.,  N.  Y.  City,  general  agents  for  N.  Y.;  Fish  ft  Schulkamp, 
Madison,  Wis.,  general  agents  for  Wis.  The  company  operate  a 
Cal.,  D4j  IU..  La.,  Mass.,  Md.,  N.  J.,  N.  Y.,  0..  Ore..  Pa.,  Tex.. 
Wash.,  W.  Va.  and  Wis. 


GERMAN-AMERICAN  FIRE  INSURANCE  COMPANY, 

Washington,  D.  C. 

President,  E.  G.  Sehafer;  Secretary,  H.  H.  Bergmann.    Organised.  1873. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ez- 

Losses 

Ybam 

Assets 

JnTOQinilllB 

Surphis 

IVemiums 

Income 

Paid 

IXvidends 

Expenses 

pendituree 

Inconed 

1914 

$367318 

$21,811 

$246,057 

$16,617 

$36,624 

$2,440 

$18,000 

$11,331 

$31,771 

*H?1 

1913 

363,023 

20,402 

241.581 

15,820 

35,297 

4.765 

18,000 

11,710 

84,476 

4.71] 

1912 

368,992 

20,448 

240,543 

15,232 

32,199 

3.066 

12,000 

10,213 

25,279 

f-S! 

1911 

355,035 

20.933 

233,498 

16,502 

34,897 

4,581 

18.000 

9,505 

32,086 

i-tS 

1910 

853,409 

20,259 

233.105 

16.355 

34,253 

2,406 

20,000 

9,451 

31.855 

2.391 

Abbiib,  Dbo.  31, 1914. 


Realcstate $79,814 

Mortgage  kians 277,436 

Cash 6.996 

Agents' balanoes....  99 

Interest  and  rents. . .  3,473 


LiABiumB,  Dbc.  31, 1914. 

Losses  unpaid $51 

Unearned  prems....        21,811 
Other  lialHUties....  899 


Total  liabilities...  $22,761 
Coital  paid  up....  100,000 
Netsurplus 245.067 


Total  assets $367,818       Total $367,818 


Underwriting  profit,  $2,741;  investment  profit,  $18,735. 

RISEB  AND  PREMIUMS:    Fire  risks  in  force.  December  31' 
$9,096,682;  premiums  thereon,  $40,795. 


REAL  ESTATE  OWNED:  Consists  of  company's  home  offin 
building,  book  value,  $61,884,  carried  at  market  value,  $73,68J 
and  2  brick  dwellin^i,  carried  at  $4,000  and  $2,128;  ezpensea 
$1,070.  and  rents,  $5,319. 

MORTGAGE  LOANS:  These  aggregate  $277,436,  and  ai 
protected  by  imoroved  real  estate  in  the  District  of  Columlw 
vafaied  at  more  uian  double  the  amount  loaned  thereon. 


MISCELLANEOUS:    Company  operates  only  in  D.  C. 
flagration  loss:    Baltimore,  1904,  $10,000. 


Col 


TRUSTEES:  E.  G.  Sehafer,  Julius  A.  Maedd,  O.  L.  Wo] 
stelner.  Chas.  Sehafer,  Chas.  B.  Pearson,  F.  A.  Blundon,  E. ! 
Schmidt,  W.  E.  Edmonston,  Herman  E.  Gaaeh. 


GERMAN-AMERICAN  FIRE  INSURANCE  COMPANY,  Baltimore,  M< 

President,  Martin  Meyerdirck;  Secretary,  T.  H.  Manaon.   Organised,  1880. 


Unearned 

Net 

Net 

Total 

Losses 

;  Total  £z-  1 

Loses 

TlAX 

AMtS 

IVemiums 

Surplus 

Premiums 

Income 

Paid 

Dividends 

Expenses 

penditurea 

IncQire 

1914 

$1,239,475 

$258,765 

$457,846 

$241,573 

$306,133 

$221,262 

$50,000 

$98,939 

$370,201 

$217.1 

1913 

1,311,404 

257.937 

530,274 

241,412 

309.581 

128.902 

40,000 

103,749 

272,651 

126,^ 

1912 

1,291,252 

242.950 

515.616 

239.019 

303,197 

112.323 

40.000 

106,042 

258.3ft5 

106.! 

1911 

1,256,156 

225,430 

482.841 

236,626 

t464.825 

123.746 

28,000 

90,280 

242.026 

126^ 

1910 

726080 

206,976 

278.633 

209,108 

244.125 

98.899 

16,000 

81339 

196,238 

97. 

Unearned  premiums  include  amount  reclaimable  on  perpetual  policies,    t  Includes  $180,000  surphis  pud  in. 


REPORTS    dp    FIRE   INSURANCE    COMPANIES. 
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GERMAN-AMERICAN  FIRB  INSURANCE  CO.,  Baltimore,  Md,—Continued, 


Die. 

Balatite 

Gdbtmlkttai  . 

Cull 

Ageatt'bdueea.. 
latenstindreati. 
Oikr 


Total 


31. 1914. 

..      SSS,288 

662,383 

..      424.044 

28,751 

42.708 

11,529 

200 


LiAKLirxsA,  Dbc.  31, 1914. 

Loons  unpaid $18,864 

Unearned  pram....  258,642 

Perp.  dep.  reel 123 

Other  liaUiitiee....  4,000 

Totalliabilities...  $281,629 

Capitalpaidup 500,000 

Net  Burploe 457,846 


$1,239,475       Total $1,239,475 


UBd«rwritisg  loo,  173.078:  invvtment  profit,  $55,650. 

RI9£S  ASD  PREMIUMS:  Fire  risks  in  force,  (except  per- 
petub).  Oeeembtf  31,  $60,627,247;  premiums  thereon,  $497,369; 
perpetod  fire  rides,  $6,250;  deposit  premiums  thereon,  $123. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  reoeived, 
«.430,617;  Ioms  paid,  $1,887,144;  dividends  deelsied,  cash,  $515,- 

REAL  ESTATE  OWNED:  Commises  411  E.  Bait.  st.  (oceu- 
ps^bftbe  oompaoj),  earned  at  $40,000,  and  20  small  prop* 
■^  lad  gnrand  rents  in  Baltimore. 

MORTGAGE  LOANS:  Tliere  are  281  loans,  raoginE  m  amount 
frw  1135  to  $125,000  and  apregating  $66S^.~  lley  are  all 
^fKL  property  in  or  near  Baltimare  and  are  m  few  instances  for 
tt  Bodi  ae  50  ps  cent,  of  the  estimated  vahie  of  the  seeuriw. 
Jam  ■»  DO  mterest  overdue  on  December  31,  last.  The 
^  ioso.  $125,000,  is  secured  by  dwellings  at  Nos.  2201-59 
EsU*  piaee,  Taloed  at  $450,000. 


B0XD9  AND  STOCKS  OWNED: 
Boinw. 

Bi!t  Cy.,i9»^,3}and4% 

B<t-.'^m«,5''-c 

Hiriffl  Rir.  k  Porte.  R.  R.,  1915, 5% . . 


Par 
Vahie. 

$251,900 
10,000 
10,000 


Market 
Value. 

$354,862 
9,300 
9.400 


BoNM  kvm  Stookb  Ownid.-^oiU. 
Stoceb. 


On.  Ad.  Bureau 

Md.Tr.  Co..  p 

Bait.  Tr.  Co 

CoEM.  Gas..  El.  Lt.  ft  Pr.,  p. 

Meroh.  ft  Miners  Trans 

N.  Y .,  N.  H.  ft  H.  R.  R.  R. 
Farmers  ft  Meroh.  Nat.  Bk. 

Mereh.-Meeh.  Nat.  Bk 

Nat.Ez.Bk 

W.Nat.  Bk 

Second  Nat.  Bk 

Citisens  Nat.  Bk 

Oerman  Bk  ......•......•' 

U.8.rid.ftG.Co 


Psr 
Vahie. 

$150 

11,000 

3,150 

10,000 

21,300 

18,700 

9.000 

7,170 

13,300 

2,000 

2,800 

1,320 

1,000 

12,500 


Markat 

Vahie. 

$150 

12370 

8,820 

10,800 

6.390 

10.280 

10.800 

21.510 

21,280 

3.700 

5.740 

5,544 

1,100 

22,500 


Totals  (book  Talue,  $412,699) $400.990      $424.044 

MISCELLANEOUS:  Capital  reduced  in  1881  from  $205,350 
to  $200,000.  After  Bait  conflagration  capital  reduced  to  $50,000 
and  immediatehr  inoreased  to  $200,000.  The  company  mereaaed 
its  capital  in  1911  to  $500,000  and  added  $180,000  to  its  net 
surphis.   Conflagration  loss:   Bait.  1904,  $330,562. 

DIRECTORS:  Martin  Meiyerdirck.  F.  Mueller,  George  A. 
Hax,  Arthur  WaUenhoist,  L.  C.  Sohneidflreith.  John  C.  Distier,  Jr^ 
H.  S.  Rippel,  George  J.  Thaler.  Henry  G.  Von  Heine.  Rudolph 
Sommerwerok,  Ernest  SchmeisBer,  F.  C.  Bressler. 

FIELD  MEN  AND  TERRITORY  COVERED:  Secor  Cutt- 
ningham,  Chicago,  lU.,  general  agent  for  lU.;  R.  P.  Ockenn. 
Ptoria,  111.,  State  agent  for  III.  Tie  company  operates  u  D.  C, 
lU.,  Md.,  Mass.,  N.  J.,  N.  Y.,  0.  and  Pa. 


GERMANIA  FIRE  INSURANCE  COMPANY,  New  York,  N.  Y. 

fre^kat,  Geo.  B.  Edwards;  Vice-President  and  Secretary,  Gustav  Kehr;  Assistant  Seeretaries.  Louis  Pfingstag,  Louis  F.  Qoule. 
Organised.  1859.  


Uoeamed 

Net 

Net 

Total 

Losses 

Total  Ex- 

Losses 

'    .iasets 

fxemiums 

Surpfais 

Premiums 

Income 

Paid 

Dividends 

Expenses 

peoditores 

Ineuired 

I7ia.741 

$3,441,915 

$2,771,229 

$2,999,438 

$3304,192 

$1393.346 

$200,000 

$1344,117 

$3,037,463 

$1,097,076 

7jn,157 

3,365.601 

2,728.227 

2,978.178 

3,291,536 

1.413313 

200,000 

1,283355 

2,89537i 

1,415,606 

7431.078 

3J00.304 

2,733,131 

2.911.244 

3.344342 

1394.250 

200.000 

1312,793 

2,807,043 

1308,160 

6J61.HO      3,278,727 

2,396,126 

2.962,246 

33393I8 

1,545,355 

200,000 

1331324 

2,976,679 

1,488,200 

«,ro7.471|      3.269.548 

2.080,240 

2.975357 

3,203.546 

1357.275 

180.000 

1330.585 

2.767.880 

1372331 

Tittf 

m 
m 
m 
mi 
im 


A«a.  Dm.  31, 1914. 

!»«»te $7301000 

Jflttonkaai...  575350 

«»diiaditocb. . .  5,170345 

?* 500301 

J»stB'hiluu».  ..  530.691 

l«s»at*adpait8...  49,755 

J<^ $7,572,132 

S5fc.iep.o»erli»b..  2391 


LuBiLnxBa,  Dxc.  31, 1914. 

LossesuApaid $288395 

Unesniedprems....    3,441,915 
Otherliabifities. ...         68,002 


Total liabiUties...  $3,798,513 

Capital  paid  up 1,000,000 

Net  surphis 2,771,229 


TjUlkiMKti $7,560,741       Total $7,569,741 


Cadnritiag  bxB,  $935;  inTestment  profit  $246,170. 

HS^  AND  PREMIUMS:    F^  risks  in  force,  December  31 , 
I73UB,«S5;  prexuuma   thereon,   $6,740,188. 

BCSINBBS  SINCE  ORGANIZATION:    Premiums  received, 

]L'£^M\  Iosms  paid,  $36,656335;  dividends  declared,  cash, 

R.731JJ0O. 

^  ESTATE  OWNED:    Consists  of  the  84tory  stone  and 

na  \>^^  at  62-64  Wilfiam  st.  New  York,  occupied  as  offices 

"l^  "^  ^''^  ^  ^  oompanv,  carried  at  $770,000  (actual 

^  ies,Ifi2),  and  the  4-story  bnek  store  and  dwelling  at  5 

^«tcr  iq^  Neir  Yoik  (earned  at  $30,000,  cost,  $50,000). 

.  ^pETGAGE  LOANS:  All  of  the  37  loans  are  upon  dwellinei 
"  >«v  Tgik  City.  The  largest  mortgages  are  for  $40,000  each 
»  ^4  CtHAmt  A^,  Bronx,  New  York,  which  is  valued  at 
«'!»?  ttd  464-6  Bergen  Ave..  Bronx,  N.  Y.,  valued  at  $60,000. 
^■^  ^  •35300  on  40  W.  60th  st.,  N.  Y.,  one  for  $30,000 
"a  4»»  B«9ea  Ave  Bronx,  one  for  $25,000  on  354  Willis  ave.. 
»e  lor  ^JBO  on  a  brick  dwelling  on  Suburban  pi,  near  Boeton 
«??  133300  on  Home  st,  near  Prospect  ave..  one  for  $25,000 
^S^E.  I4lih  St.  one  for  $25,000  on  1044  Teller  ave.,  one  for 
^iOO  (B  4eo  E.  184th  St.,  one  for  $26300  on  1729  Fulton  ave., 
^  »d  «icnl  for  $10,000  to  $18,000  each.  There  is  no  past 
?u?i?!^'  ^  ^  ^'"^  vahiation  of  the  mortgaged  premises 
«  9^0fi,  while  the  amount  loaned  is  but  $575,250. 


BONDS  AND  STOCKS  OWNED: 
BoNoa. 

United  States,  reg.,  1925,  4% 

United  States,  reg..  1961,  3% 

Georgia,  reg.,  1918, 3*% 

Ontario  debenture,  1939-41,  4% 

New  Mexico,  gn.r.,  1933, 4% , 

Attiany  Co.,  reg..  1937, 4i% 

Buffalo,  reg.,  1934, 41"^ 


New  York  City,  1960.  i\% 

New  York  City,  reft,  1953-fe,  3i% 

Richmond,  reg^  1923-9, 4% 

Atl.  Cst  L.  R.JEL  1  m.,  g.,  1952, 4% 

Atch..  T.  ft  S.  F.  Ry.,  cv.,  g.,  1960,  4% 
Atch..  T.  ft  S.  F.  Ry.,  gn.  m.,  g.,  1995, 4% 


Bait,  ft  0.  R.  R.,  ov.  g.,  1933, 4|% 
iray 

5%. 


B'way  ft  7tii  Av 


ov.g.,  ] 
.  K.  IV., 


1  C8.  m.,  g.,  1943, 


B.RT.,g.,1945,5% 

Bklyn.  Un.  EL  R  R..  1  m.,  g..  1950,  5% 
Ches.  ft  0.  Ry.,  R.  ft  A.  Div.,  1  oa.  m., 
g.,  1989,4%. 


Ches.  ft  0.  Ry.,  gn.  m.,  g.,  1992,  4^ 


«?^ 


C,  M.  ft  St.  P.  Ry.,  CV.  g.,  1932,  4*%. . 
'•*•*" "  ftp.  W.  Div.,  1 


fc.  P. 
C,  M.  ft  St  P.  Ry.,  C. 

m.,  1921,  5% 

C,  M.  ft  St.  P.  Ry.,  gn.  m.,  g.,  1989. 4i% 
Chic,  ft  N.  W.  Ry.  s.  f.,  d.,  reg.,  1933, 5% 
Chic.,  R  I.  ft  Pac.  Ry.,  1  r.,  g.,  1934, 4% 
C,  St  L.  ft  N.  0.  R.  R.,  1.  g.,  1951,  5  '^ 
Del.  ft  Hud.,  1  In.  eq.,  g.,  1922,  H%.  . . 
Denver  ft  Rio  Gde.  R  R.,  1  cs.  m.,  g., 

1936,4% 

Evans,  ft  T.  H.  R.  R,  1  m.,  g.,  1921,  6% 
Flint  ft  Pere  Marq.  R.  R.,  1  cs.  m.,  g., 

1939,5% 

Qt  No.  Ry.,  1  ft  r.  m.,  1961,  4i% 

m.  Cent.  R.  R,  r.  m.,  g.,  1955. 4% 

Inter.  R.  T.  1  ft  r.  m.,  g.,  1966, 5 


cr 


Par 
Value. 

$20,000 
5,000 
10,000 
60,000 
5,000 
25,000 
25,000 
50,000 

600,000 
52.100 
50,000 
50,000 
50.000 
30,000 

25,000 
25,000 
25,000 

30,000 
50.000 
13,000 

100,000 
25,000 
40.000 
60,000 
25,000 
25,000 

35,000 
25,000 

25,000 
50.000 
60.000 
50.000 


Market 

Value. 

$21,800 

5,000 

9,700 

55,800 

4,700 

25,000 

25,000 

50.000 

437,500 

49,495 

43,500 

46.000 

45,500 

25,200 

25,000 
25,250 
24,750 

25.500 
44,000 
12,480 

101,000 
24.750 
40,400 
34,000 
26,000 
24.500 

26.250 
25,000 

16,250 
49,500 
51.600 
48.000 
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GERMANIA  FIRE  INSURANCE  COMPANY,  New  York,  N.  Y.— Continued. 


EtoHH  AicD  Btocki  Othu.— Cnt 
Bomx.— Cpn/. 

Kiii.CilyS[i.Ry.,lin.g..l»50,J"„ 

L.E.*ff.  R.R.,liii„g..lsaT,S'rc 

L.B.4M,S[i.Ry.,e..lB8.4?t 

L<iiidi  Vd.  Rr..  if  a.  v..  I  m..  |.,  IMO. 

Ij^ , 

1..I.IL  RH(n.iiL,t,IS38.4% 

LooMTiUa  t  NhIl  R.  R.,  g.,  IMO.  4"^. 
UiL,  SpurU  k  N.  W.  R^..  I  m.. «.,  IMT, 

4% 

Ho..  Ku.  Jb  Tn  Rr..  1  IL.  cit..  g.. 


M.  L  ij,  l'  a.  m,'  'i. 


Mo.  P«.-Gt.  N..  C  ,  B.  *  Q,  «3.,  ».  it. 

1931. 4''1.  

N.  Y..  WnUhrvirr  1  BoL  Ry..  1  dl,  «., 

lMfl,41<-, 
N.  ¥.,  Bbi.  «  M    Bach  Ry.,  I  a.  m.. 

«.,  1035.  3' ,  

N.YC.L.PI  iT.„li..\t2M*.i\%.... 
N.y,.K.  H,4  H.  k,  R-.ey.d.,  19*8.1% 
N.Y.,Ool.4W  Ry^r.iiL.g.,  l»»2,47o 

Ore.9.L.R.R..r.,..,lM9.4% 

SabotrA  Air  Lbr  Rv.J  m..  (.,  1«W,  4% 
8l.  L.  &  Sso  FisD.  R.  R.,  I.  BL,  (.,  ISSl, 


kc.R.R..lr.ii]..(^IIIU.<^ 


Atdi..T.iS.F.R>..r»i 
Aleh.,T.*B.F-Ry..  p. 
All,Co*MLiiiiiR.R..K 
Btlt.iO.R.R.com.. 


Chin  ANowiLRy., eon... 

DeLAHud 

I>Bw*RioGde.R.R.,p. 


RY..Cliic.*8tLR.R,.lp. 
N.Y..N.H.AIi.R.R 

N«.*WM.Rr.,>dj.,p 

PI.R.R 


Vahif. 
tsa.000 
M.00O 


iM,oao 

•a.ooa 
Aooo 


Toledo  i  a.  CcDt.  HY:  1 B^  (■.  1>U.  S% 

W.h«h  H.  R.,  1  m  .  8.,  IBM,  r% 

W.N  Y.  A  p.  ,  H  1. 1  m..  g.  IW7, 3"c 
Whctlin*  e  L.  h.  a  R,  I  e«.  m..  f ..  IM«, 


AiBtr.  Dock  4  Imp..  1  m..  N.  J..  II 

»% :.. 

ABB.TL*T|.,cT..t,l»3S,4}=^o. . 
M(ct«M  Bond,  N.  Y.  g.  m.,  im. 
T(bilC«1. Iraa, * R. lU  I  m.. g..  1 

si  Cfflrp^^' t.  ■  i-',  ie«,  S"r . .' 


47,2Sa 
25.750 
19.2M 

sslooo 

lt.750 

i«!2oa 


UaCOO        232.M0 


wooo 

100,000 

»,oco 


BoEToa  ixD  Srocxa  Ownxd. — 
Siocli.— CoiU. 
So.Ph 


Ag.  Chan.,  p. . . . 
Cu  k  Ftnuiry,  p 


V»l«. 

VllH. 

BOflW 

16.S00 

Ui>ymM.,N.Y.C».. 


ToUta  (book  nluo,  tS,6l!,402) . . . 


«,(Bi.iK  ■«43^,3»T 


MISCELLANGOUS:  C^iUI  wu  in 
».  in  1871  lude  up  br  "alb  on  ai 
1350.000  iSO%)^  <a[iiul  iamaad  in  1880 


m  IBM  to  (500.- 
ji  impumwDt  of 

DD.OOO  to  11.000.- 


losKcr.  uumkT  ib 
Ludolf  PuuUeba 
l.J.A>«bMk,EdB) 


Ch^  nam]  adjuitc.    WdEtern  drnmaenl  

BdvI.,  CIuc*(d.  IU.;  Specitl  ucDti:  Euttrii  dcninment.  EL  H. 
BonilnldTchH.  ku>,  CI.  H.  Kdir,  K.  C.  \\'i^Ead  '  '  ~ 
Rolka.  Fan!  R.  KngiB  ind  Wm.  B    "■    -'-     "'-- 

Btnokh  Aloii  Kaler  iad  R.  D.  Cuoke. 

£.  Bilk  Suieavcni  lor  Wig.:  JoKd  R. 

H.  L.  Suce,  SUte  ucntfor  Midi.;  M.  r.  nwier,  imavHvoE  tot 

tlL;C.  C.  Nicbolgon.SUW  ngtct  for  IU.;  Lk  E.  Qdridci.  Stal« 

M«>l  [or  Ii.;  Aug.  H.  ChriM,  BUU  Mcnl  [or  Mo..  Ark.:  On  T. 

ftice.aponiilBgral  fc-*^--  —^  ^•-•- 

(or  Minn,  »iid  N,  D ,, , 

~  r_   _  -a.      Ej^^i^, 


John 
indO.;H!]MT 
•gent  for  Isd. : 


K«.MdOIUn  F,J.E„_-. 

.-.  ^-.  R  U.  BnmnDndi,  BpemJ  ifent  l< 

Wm.  A.  Grmlum.  ipcckl  mgDl  [or  Neb.  and  S.  D.;  Wu.  I 
tUli  ucDt  [or  \.  M.  udArti.;  Alci.  C.  EundiJl. . 
for  C^.  Md  Wj-o.;  Frtd  S.  Pmfield.  gsml  m 
Wuh.,  Of.,  ud  Moot..  Ida.,  Hub  ud  B.  C;  ClupBuii  * 
Nnjnuin  Co..  Bul««([enU  tor  Cal.  lor  thiGtmana  Undrs.;  Per 
LiK  Wflly,  Bprcikl  >««it  [or  On..  Wuh.ud  B.  C:  Z.  M.  Boyrr. 
apecul  ngmt  fpr  Oir.,  Wub.,  Mont-  vid  Ida-  Boutlmn  d«nrt- 
roeat  apACJal  wntj;  G«r»  Uuhnglon,  Atluiu,  for  Gl,  &  c 
ud  Fli,;  R  C.  Pitltnon.  Coluobw,  G>.,  for  AIl  ud  Min.;  f\ 
T.  Lloyd.  Richmond,  VLjorJ'i>.udN.C.;W.O.KrkfT.  Hm. 


uuptAlu.1 


rer 


.;  M.  T.  Galliin 


a  in  all  Uw  Sum  of  th*  Unit 


JSt»t™ 


GIRARD  FIRE  AND  MARINE  INSURANCE  COMPANY,  Philadelphia,  r>a 

Fraidol.  Henry  M.  Onti;  Vlce-Pnsdent,  Gmrg*  W.  Watt;  Secretary  and  Tranrer,  E.  I.  ThomaBC    OrganiBd,  1S&3. 


T«. 

»_ 

L'lw^cd 

Sur^lua 

PriL-Sm. 

Total 

L«H 

Kvidnda 

.^";Sai: 

i 

Ilji71.40< 

iSI 

$3S7,ii( 

SI 

tSi7.ll33 

n3I.S2t 

H13.40( 

»100,00( 

ino!oo( 
100:000 
loo.uoo 

1378,81 1.      »8S:.320 
381 .2M!         8»,30l 

ii  S 

■stss 
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GIRARD  FIRE  AND   MARINE   INSURANCE   COMPANY,    Philadelphia,   Pa.— Con/. 


iasRS.  Dk.  31, 

Rolotite 

3(ortpssiouf — 
fioadjuditocki... 
CnihtaaJIoiai.... 

Cuh    

Aseob'  bikam. . . 

lateesl 

Other  aseto 


1914. 

1267,250 

190.100 

1,705.302 

24.200 

143,905 

144.565 

25,770 

4.704 


LuBiums,  Dk.  31, 1914. 

LoBBes  impud S63.995 

Umnrnedpremg....  994.535 

Pop.  dep.  reel 576,874 

Other  lttbiliti«8. . . .  3.500 


Total liabUitio....  tl.638.904 
Ci4>ital  Daid  up. . . .  500.000 
Net  suxplus 357,156 


Tou]  S2.505.9S5 

SpL  dep.  over  lub...         9.925 

Toblnets $2,496,060       Totol 12.496.060 


UcdemHiag  loas,  $4,548;  myeitmeDt  profit,  198.789. 

USKS  AND  PREMIUMS:  Fire  riaks  in  force  (except  per- 
ffiaak),  Deecnbcr  31.  $217,337,493;  premiomt  thereon,  $1,901,- 
313;  peipetoal  fire  ikb,  $31,239,254;  deposit  Fremiums  thereon, 

MW71. 

BUSINESS  SINCE  ORGANIZATION:  Praniums  received, 
es^la.735;  kma  paid,  $10,966,901;  dividends  declved,  cuh, 

.  RL\L  ESTATE  OWNED:  The  two  principal  real  estate 
nsii  m  tbt  i-^Uxj  brick  and  iron  bailmng  at  Chestnut  and 
Ttfa  lu,  Pbibddphia.  the  book  vahie  of  which  is  $129,012.  and 
^^  i>  earned  at  $200,000:  and  the  hotel  building  at  29-31 
Bc.tH  7th  It,  Philadelphia,  carried  at  $50,000  (book  value.  $61,- 
!73.  The  remsiniog  parods  are  3  dweUinp  m  Washington, 
^-  C^  AftoQtia,  Pa.,  aad  Philaddphia,  two  of  wliich  are  carried 
tf  nl>ati(As  coasideraUy  leas  than  book  values. 

MOfiTGAGE  LOANS:  Ther«  ai«  40  loans,  of  which  but  4 
STJi  or  oceed  $10,000  in  amount.  Following  are  the  amounts 
f  tU  bneer  loans,  their  seeuritieB  and  the  vahiations  of  the 
^exa-.  msm,  N.  W.  oor.  Broad  and  Nocris  sto..  Philadelphia, 
tTitiJr.  SSaOOO.  326  8.  2l8t  st.  Philadelphia,  $37,000;  $13,000, 
brk  bdkfias.  213  Federal  at.,  Allegheny.  Pa..  $63,000;  $16,000, 
brek  aputznent  house,  2253  N.  33rd  st.  Phihdelphia.  $24,000. 
TW  raainiBg  bans  areprindpally  upon  dwellings  and  farm  prpp- 
0^7  a  Hand  N.J.  The  $190,100  of  kiaos  are  secured  by  prop- 
etss  tsdmated  to  be  worth  $404,500. 

COLUTKRAL  LOANS  are  as  follows:     Market       Amount 
Securities.  Value.        Loaned. 

S  k  &J«nd  ft  Van  Kirk  sta..  35th  Ward, 

.fti $8,000  $5,200 

to  &,  3223  Mantua  ave..  Phila.,  gr 6.000  5,000 

SlftaL,Qo.ftao.  Wintonst.,  nila...  39,600  14.000 


Tjub. 


$53,600        $24,200 


BONDS  AND  STOCKS  OWNED: 

BOKM. 

^^QjLAm,^\% 

Itlastic  t\,  N.  J..  1942.  4 J% 

^adtt,S.J.,i9(26.4% 

W3th,Maa.,1927,4i% 

\^ H^-  ^  ^^  1W7. 44%. . . . 

H«feBt,Va..l9J6.4*r 

J««i,  Va.l940, 4\^c 

Nark  CwAja,  led.,  1950,  4^c 

■  Pt.  1917-27.  4i% 


-.  1930.  44« 


A3ff-Rp..m7.5% 

A:.  C.LR,  R..  L.  k  N.,  1952, 4%. . . . 

B*  0.  R.  R^  1948, 4% 

E.t0.a.R..P..irE.A  W.  Va.,  1941.4% 
B  *  0  a.  R^  S.  W.  Div..  1925,  34%. . . 

B«  ^aah  R.  W.,  gr..  1944.  4% 

J*  4  Snq.  R.  R.  Corp.,  1963,  4% . . . . 
SBtiiTfnuaal.1965.5% 

n*,^;.i\'l^***''o 

VL*W.R.W..1930,44% 

';5Ei  Pk.  Ry.,  Th.  Sb.  L..  1954.  4%. . 

•:^  RiL  4  k  P.  R.  R.,  1989.  44%. . . 

;:V  kjt^  ra.  R.  R.,  r.  ft  imp..  1955, 4% 

^.iLftftte.  R.  fc,  1  r..  1934. 4%. . 

^  *  West.  Ind.  R.  R..  ca.  m.,  1932, 4% 

CeiiRw.Rj'..l  m.t.1945.4%. 

<^OUa.ftGnVR.  R.,  cs.  W..  1952, 

(^^&. >..  i  mi;  1929.'  4%.*.: ::::::: 

5®ak«jTe.,1960.4% 

W.  R.T,  1«2. 44% 


|*«  MeK.  St  Ry,  1  m.,  1029,  5%. . . . 
f^eo  Coast,  1922. 5% 


Pw 
Value. 

$10,000 
20.000 
20,000 
15.000 
25.000 
25.000 

2.000 
10.000 
25.000 
30.000 

5.000 
20.000 
10.000 
35.000 
10,000 
10,000 
21.000 
20.000 
10.000 

5.000 
20.000 
10,000 
10,000 
20,000 
20.000 
20,000 

20.000 
10.000 
10,000 
10,000 
6.000 
20.000 
20,000 
10,000 


Market 
Value. 

$10,000 
20300 
19,600 
15.300 
26.750 
22.500 

1,920 
10,000 
25.400 
30,000 

4300 
18.400 

9.300 
30.450 

9.100 

8,400 
12,600 
18.600 

8,000 

4.850 
17,400 
10,300 

2300 
14.400 
16300 
16.800 

19.800 
9.000 

10300 
8,600 
6,120 

19.600 

19.400 
8300 


BoNse  AND  Siocu  Owran.— Coni. 
Bomft.— Con(. 

Fort  Pitt  Tc.  Pitta..  1935, 5% 

Ga.  ft  Ala.  Ry.,  1945, 5% 

ni.  Cent.  R.  R..  eq.  tr.,  1921-23,  44% 
Ind.  St.  R.  W.  Co..  gn.  m.,  1933,  4%. 
Jefferson  R.  R.,  191975% 


Kansas  Cy.  So.  Ry.,  gr,  1950,  3% 

Lake  Shore  ft  Mich.  So.  R.  W..  1931, 4% 

Leh.  Val.,  cs.  m.,  1923,  44% 

Leh.  Val.  R,  R.,  col.,  1917,  4% 

Leh.  Val.  R.  R.,  ool.,  1919,  4% 

Leh.  Val.  R.  R.,  gn.  as.  m.,  2003,  4%... 
Leh.  VaL  R.  R.,  gn.  es.  m.,  2003,  44%. . 

Leh.  Val.  Transit.  1935,4% 

L.  L  R.  R.  Ferries,  1922,44% 

L^nn  ft  Boston  R.  R.,  1924, 5% 

Mt.  Wash.  St.  F^.,  1  m.,  1933,  5% 

Mutual  Term.,  Buffalo,  N.  Y.,  1924,  4% 
Newark  Pass.  Ry..  1  as.  m.,  1930.  5%. . 
New  Orleans  Term.,  1  m.  gr.,  1953,  47o 

N.  Y.  C.  lines,  eq.  tr..  1924,  44% 

N.  ft  W.  Ry.  I^.,  1  b.  gn.  m.,  1944, 4% 

N.  ft  W.  Ry.,  eq.  tr..  1917.  4% 

N.  Ry.  ft  Lt^  1  cs.  m..  1949,  5% 

North  Hud.  R.  R.,  imp.  nu,  1924,  b%. . 
N.Y.C.ftH.R.R.R..B.4A.,1926.44% 

N.  ft  W.  Ry..  1996. 4% 

Pa.  Co.,  ool.  tr.  g.  loan.  1931.  4% 

Pa.  R.  R.,  cv.  g.,  1915,  34% 

Phila.  Rap.  Tm.,  ool.  tr.,  1957.  5% 

P..  W.  ft  B.  R.  R.,  tr..  1921.  4% 

P.,  W.  ft  B.  R.  R..  d.,  1932.  4% 

P.  ft  R.  R.  R.,  term.,  1941,  5% 

P.  ft  W.  C.  Tc.  1954.  4% 

P.,  C,  C.  ft  St.  L.  R.  R.,  1940,  44%. . . 

P..  McK.  ft  C.  R.  R..  1931.  5% 

Providence  Sec.,  gr..  1957,  4% 

Pere  Marq.  R.  R,  cs.,  1951,  4% 

Reading  Co.,  Jersey  Cent.  Col.,  1951,  4% 

Reading  (3o.,  gn.  m.,  1997.  4% 

Richmond-Washington,  1943.  4% 

St.  Clair  Term.  R.  R.,  1932, 5%. 

Second  Ave.  R.  R.,  1  cs.  m..  1948, 5%. . 

Steub.  Tc.  ft  Lt,  1  m.,  1926.  6% 

St.  L..  L  Mt.  ft  So.  R.  R..  1933,  4%. . . 

So.  Pnc.  R.  R.,  1  r.  m.,  1955.  4% 

Schuylkill  Val.  Tc.  1945,  5% 

So.  Ry.,  St.  L.  Div.,  1951,  4% 

St  L..  So.-Wcst.  Ry.,  1932.  4% 

Tol.  ft  0.  Cent.  Ry.,  1  m.,  1951,  4%. . . 
Tol,  St  L.  ft  Wert.  R.  R..  1925,  34%. . 
Wab.,  Pitts.  Term.  Ry.,  1  m.,  1954.  4%. 
WiUdnsburg  ft  E.  Pitta.  St  Ry.,  1929, 5% 

Amcr.  Gas..  1920,  5% 

Amcr.  Tl.  ft  Tg..  col.  tr.,  1929,  4% 

Altoona  Gas.,  1932,  5% 

Atlantic  Cy.  El..  1938,  5% 

Atlantic  Cy.  Gas..  1960.  5% 

Beech  Creek  C.  ft  C.  1944.  5% 

CJs.  Gas^Pitts ,  1948,  5% 

Ehnira  Wat.,  Lt  ft  R.  R..  1949.  5% . . . . 
Glens  Falls  Gas  ft  El.  Lt,  1919.  5%. . . . 
Hamilton  R.  E..  Phila..  1927. 5  ft  5Vio%. 

Hudson  Riv.  Gas  ft  El..  1929.  57o 

Hutchn  Wat..  Lt  ft  Pow.,  1928,  4%. . . 

Kingston  Gas  ft  El..  1952.  5% 

Mort  Bond,  N.  Y..  1966,  47o 


5  err 


MuncitfEl.  Lt.  1932.5%. 

N.  Y.  ft  West  Ltg.,  2004,  4%. 

Phiht  El.,  1948,  5%. 

Peoria  Gas  ft  £1.,  1923, 

Phila.  Sub.  Gas  ft  EL.  1960,  5%. . . 

Pub.  Serv.  Corp.,  N.  J.,  1959,  5%. . 

Rockford  Gas  L.  ft  C,  1930,  5%. . . 

Underwriters'  Bldg.,  1928.  5% 

Wazuunaker,  John,  reg.,  1923,  5%. . 

West  Chester  Ltg..  1950.  5% 

Wm.  Cramp  ft  Sons..  1929.  5% . . . , 
Wilson,  George  B..  reg.,  1916,  44%. 


Stocxa. 

Lehigh  Coal  ft  Nav 

Pa.  R  R 

Phila-'ft  Darby  Pass!  Ry . .' . 

Phila.  Tc 

Ck>ntinenUi  Equit  Title  ft  Trust 

Atlantic  Cy 

Buffalo  ft  Susq.  R.  R.  Corp.,  com.  ft  p. 

General  Adj.  Bur.,  N.  Y 

Giant  Portland  Cement,  com.  ftp 


Par 
Value. 

$10,000 
20.000 
20,000 
15.000 
20.000 
20,000 
20.000 
10.000 

5,000 
20.000 
30.000 
20.000 
25.000 
20.000 
25,000 
10.000 
10.000 
10.000 
10,000 
20.000 
20.000 
10.000 

5.000 
25.000 

5.000 
10.000 
10.000 
20,000 
10,000 
50,000 
20,000 
50.000 
10.000 
10.000 
15.000 
10,000 
20.000 
30,000 
10.000 
40,000 
10,000 
20,000 
20.000 
20.000 
10.000 
10,000 
10.000 
20.000 
15.000 
15.000 

32.000 
10.000 
15,000 
20,000 

5.000 
10.000 
18.000 
10.000 
20.000 
10,000 
10,000 

9.100 
20.000 

6.000 

5,000 
10,000 
10.000 
10.000 
10,000 
10,000 
10.000 

6,000 
15.000 
10.000 
25.000 
15.000 
10.000 
20.000 


11,000 

15.000 
2.250 

15.000 
2,500 
5.000 

13.500 
150 

16.500 


Market 
Value. 

$10,000 

21,000 

20.000 

12,000 

20.400 

13,800 

18,800 

10,200 

4,950 

19,600 

27,000 

19,800 

22,500 

19.000 

25.750 

9,900 

9.400 

10300 

7.800 

19.800 

18.200 

9.900 

4.900 

24.500 

4.950 

9.600 

9300 

20,000 

9,800 

49300 

19.400 

56.000 

8,200 

10300 

15300 

5.800 

6.000 

28,500 

9,500 

38.000 

9300 

4.000 

17,000 

14.600 

9,200 

10,000 

8.700 

13.800 

12,900 

12,150 

2360 

9.700 

15.300 

17.800 

5,000 

9.700 

14,220 

9.000 

8,000 

10,100 

9,500 

9.100 

19.600 

4.500 

4.850 

8.400 

9.600 

8,200 

10.200 

9,900 

9.40O 

4,500 

14.550 

10,000 

25,000 

15,750 

10,000 

20,000 


17,820 

16,650 

1,687 

24,150 

4,900 

300 

3,015 

150 

2.115 
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GIRARD  FIRE  AND  MARINE  INSURANCE  COMPANY,  Philadelphia,  Vsi,—CorU, 


B0ND6  AND  Stocks  Ownid.— CofU. 
Stocks.— Conf. 


Pa.  Salt  Mfg..  Fhila 

Phila.  Boone 

PhiIa.Boune,  p 

United  Gas  Imp..  Phila. 
Underwriters  Sal.,  N.Y., 
So.  Adj.  Bur 


Par 

Market 

Vahie. 

Value. 

$15,000 

131.500 

1.000 

100 

500 

365 

11,000 

18,480 

500 

750 

100 

100 

Totals  (book  value,  Sl.800.582) Sl.883.000    $1,705,302 


MISCELLANEOUS:  Capital  incnased  in  1906  from  $300,000 
to  $500,000  and  $600,000  received  m  cash  on  account  of  new 
capital;  $200,000  going  to  capital  and  $400,000  to  surplus.  Con- 
flagration  losses:  Chicago,  1871,  about  $20,000;  Boston,  1872, 
$^,000;  San  Francisco,  1906,  $753,786;  Salem,  1914,  $23,617. 
Value  of  special  depoeita:  Qa.,  $10,000;  Va..  $22,500;  N.  C, 
$10,000. 


DIRECTORS:  Heniy  M.  Grate,  John  C.  Lowrj,  Wniiam  R. 
Nicholson,  William  F.  RoUo,  Edward  B.  Smith,  Edward  J. 
ThoinaBon,  FrankUn  M.  Potte,  George  W.  Watt,  P.  C.  Hollings- 
worth,  C.  B.  W.  Ftu^ard. 

FIELD  MEN  AND  TERRITORY  COVERED:  Wm.E.RoIlo 
k  Son,  managers  for  Western  States.  Chicago,  111.;  J.  G.  Billiard. 
Metropolitan  district,  N.  Y.;  H.  W.  Saunders,  general  agent  for 
Va.;  Edw.  E.  Potter  A  Sons,  San  Fnneisco,  CU.,  geDeral  agents 
for  the  Pacific  Coast:  John  C.  Whitner  ft  Co..  Atlanta,  Ga.,  geooal 
agents  for  Ga.,  S.  C,  Ala.  and  La.;  H.  C.  Hare  ft  Co.,  Jackson- 
ville, Fla.,  mneral  agents  for  Fla.;  John  D.  Boni£ue,  special 
agent  for  Western  Flu  and  W.  Va.;  Jos.  J.  Shields,  Philadelphia. 
Pa.,  special  agent  for  N.  J.  and  suburban  territory.  The  company 
operates  in  au  the  States  and  territories  of  the  United  States  except 
Alas.,  Ark.,  EaiL,  Ey.,  Me.,  Miss.,  NoVm  N.  H.,  N.  M.,  N.  C^ 
N.  D..  Okla..  P.  I.,  P.  K.,  a  D.,  Tenn.,  Tex.,  Vt  and  Wyo. 


GLENS  FALLS  INSURANCE  COMPANY,  Glens  FaUs,  N.  Y.lf 

President,  R.  A.  Little;  Vico-Presidents,  E.  W.  West,  J.  L.  Wbitlock;  Secretary,  H.  N.  Dickinson.    Organised,  1850. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ez- 

Losses 

YlAB 

Assets 

Premiums 

Surplus 

ftemiums 

Income 

Paid 

Dividoodi 

Ezpenses  ;  penditures 

laourrod 

1914 

$5,534,340 

$2,563,799 

$2,106360 

*$2,416.128 

$2,699,233 

*$1,603.139 

$110,000 

$985397    $2,596,036 

$1,53M09 

1913 

5,523,123 

2.394,537 

2,317,378 

2,217.163 

2,501,799 

1^,686 

185.000 

909,728      2322314 

1.I85.6M 

1912 

5,753.621 

2.326.832 

2,525,311 

2,163.265 

2,421.929 

1,166,425 

210,000 

852,158;     2.228,583 

1.193.038 

1911 

5,657,100 

2.258,247 

2.778,194 

2,100.391 

2.372.082 

1.037.502 

220,000 

822,286      2,079,788-      1,082,022 

1910 

5.397,368 

2.149.983 

2.689,927 

1.966.161 

2.232.921 

971.760 

240.000 

791,871       2.003.681         987.875 

*  Includes  $117,375  marine  premiums  and  $43,480  marine  kisses. 


AflsxTB,  Dec.  31, 1914. 

Real  estate $216,591 

Mortgage  loans 1,788,535 

Bonds  uid  stocks. . .    2.422.797 
Loans,    on    Finch, 
Pniyn  ft  Co.  bds.. 


IjABiLiTixa,  Dec.  31,1914. 

Losses  unpaid $294,916 

Unearned  prems. . . .    2,563.799 
Other  liabilities 68,765 


Total  liabilities. 


$2  927  480 
val.  $250.000.....       200.000    Capital  paid  up. .. .       500^000 

Cash 448,998    Netsurplus 2,106,860 

Agents'  balances. . . .  400.23 1 
Intersst  and  rent . . .  30.518 
Other  assets 37,560 


Total $5,545330 

Spl.  dep.  over  liab . .        10,890 

Total  assets $5,534,340       Total . 


$5,534,340 


Underwriting  loss,  $297,602;  investment  profit,  $188,064. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$509,601,065;  premhims  thereon,  $4,761,766;  marine  and  inland 
risks  in  force,  $7,907,351;  premiums  thereon,  $173,024. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$46,176,219;  losses  paid.  $23,199,770;  dividends  declared,  cash, 
$3,015,000;  stock,  $300,000. 

REAL  ESTATE  OWNED:  The  principal  item  of  real  estate 
is  the  company's  home  office  buildmg  pi  Glens  Falls,  carried  at 
$200,000  (cost,  $457,257).  The  remaining  parcels  are  dwellings  in 
Rochester,  Pittsburgh,  Castleton  and  Moreau,  ranging  in  li^ue 
from  $371  to  $13,468. 

MORTGAGE  LOANS:  There  are  163  loans,  of  which  52  are 
for  $10,000  or  more.  The  larger  k)ans  comprise  the  following: 
$17,000  on  Cleveland.  0.,  property,  appraised  at  $75,000;  $10,000 
on  Troy  property,  valued  at  $36,000;  $25300  on  York,  Pa.,  prop- 
erty, vahied  at  $42,000;  $15,000  on  Glens  Falls  property,  estimated 
worth  $25,000;  $11,000  on  Glens  FaUs  property,  vahied  at  $20,000; 
$17,050  on  Brooklyn  property,  valued  at  S31.950;  $17,000  on  Glens 
Falls  property,  worth  $30,000;  $20,000  on  Glens  Falls  property, 
valued  at  $35,000;  $10,000  on  Brooklyn  property,  valued  at 
$20,000;  $23,000  on  Brooklyn  property,  worth  $40,000;  loans  of 
$15,000.  $21,250.  and  $35,000  on  Brooklyn  properties,  valued  at 
$30,000.  $68,500,  and  $68,000.  Also  several  kMUis  of  $10,000  to 
$39,000  on  Brooklyn,  New  York  and  Flushing  properties;  $310,000 
on  paper  mill  property  at  Dexter,  N.  Y..  valued  at  $943,800;  $200.- 
000  on  pulp  mill,  etc.,  at  Pafaner,  N.  Y.^valued  at  $450,000;  and 
various  other  loans  ran^ng  as  high  as  $38,000  which  seem  to  he 
amply  secured  by  proporties  soattved  through  the  States  of  N.  Y.. 
Pa..  O.  and  111.  Interest  was  past  due  to  the  amount  of  $5,243  on 
41  loans. 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

Georgia  State,  1919.  Zk% 

Pendleton  City.  Ore..  1929.  5'^c 


Par 

Value. 

$25,000 
SO.OiW 


Market 

Value. 

$24..500 
50.500 


I 


Bonds  and  Stocks  Owned. — CotU.  Par 

Bonds. — Cont.  Value. 

Victoria,  Ont,  1923,  4i% $20,000 

New  York,  N.  Y.,  1952, 34% 100,000 

New  York.  N.  Y.,  1957,  4i% 70.000 

Re^  Sask..  Sdi.,  1933,  5% 20,000 

lUSmond  City,  Va.,  1923,  4% 25,000 

St.  Catharines,  Ont.,  1933,  4}% 20.000 

Fort  William.  Ont.  1933, 5% 10.000 

Glens  Falls.  Un.  Sch.,  1927.  4)% 5,000 

Danv.,Urb.  ft  Ch.Ry..l  nu,  1923, 5%. . . .  100.000 

111.  Cent.  Tc,  1  m.,  1933,  5% 57.000 

Reno  Pow..  Lt.  ft  Wat.,  1  m.,  1944, 6%.  100,000 

No.  Pao.,  Gt.  No.  R.R.  Jt.,  lm.,1921,4%.  25,000 

So.  Pac.  R.R.,  1  r.,  1  m.,  1955.  4% 15.000 

So.  Pac..  cv.  1  m..  1929.  4% 3.000 

Swn.  Interurban  Ry..  1  m..  1940.  6%. . . .  20.000 

Un.  Tc.  Ind..  Kan.  1  m..  1937.  5% 25.000 

Chica@  RaUway,  1  m.,  1927.  5% 25.000 

West  Shore  R.R.  1  m..  2361. 4% 50.000 

Western  Pacific  RR.,  1  m.,  1935, 5% . . .  100,000 

Gouki  Paper,  1  m..  1915-17,  6% 125,000 

Hudson  R.  Pulp  ft  Paper.  1  m..  1918.6%  320.000 

Finch,  Prvum  ft  Co.,  1  m..  1936.  6% 200.000 

Internatl  Paper.  N.  Y..  1  m..  1918.  6%..  190.000 
J.  ft  J.  Rogers  (serial  50,000  biennial),  1 

m.,  1916-19,  6% 146,000 

Newton  Falls  Paper.  1  m..  1915-25.6%. .  164.000 

Twin  Fls  N.  SideL.  ft  W..lm.a916-17.6%  50.000 

Sacramento  Vy.  Irrig..  1  m.,  1919-20.6%.  100,000 

Seattle  Impvt,  1914-20,  7% 68,400 

Washington  Tide  Land,  ctfs,  with  10% 

of  prin..  8% 37,560 

Canada  Perma.,  m.  d.,  1919.  4|% 25,000 

Stocks. 

Chic.  G.  West.  R.R.,  p 60,000 

Chic,  ft  Nwn.  R.R 10,000 

Christopher  ft  Tenth  St.  RR 10.080 

Great  Northern  R.R 10.000 

Illinois  Central  RR 11,500 

Manhattan  Ry 40,000 

N .  Y.  C.  4  H.  R.  R.R 10.000 

Northern  Pacific  R.R 10,000 

Twenty-third  St.  RR 6,700 

Pint  Nat.  Bk,  Glens  Falls.  N.  Y 10.000 

Mount  Kisco  Nat.  Bk.. 5.000 

Nat.  Bk  of  Glens  Falls.  N.  Y 10.000 

General  Adj.  Bureau 400 

Underwriters  Salvage 500 

Western  Union  Tel 45,800 

Louisville  Prop 200 

Bamhart  Bros,  ft  Spindler 50.000 

Amer.  W.  W.  ft  Eict.,  p 50,000 


Market 

Value. 

$18,800 
88.000 
74.900 
19,400 
23,690 
19,400 
9.600 
5,000 
98.00iJ 
54.1.50 
95.000 
24.250 
13.SO0 
2.5SO 
16,0111) 
18.5<>» 
24,7.50 
46.500 
43.000 
125,00(> 
326.40I) 
20O.OOi> 
191.90<J 

146.«M»i> 

164.00<> 

20.000 

25,000 

6S.40(> 

37,5«i> 
25.0» 


22,S*» 
13.3lX> 
12^00 

12.41X» 
12,SS:i 
S3.2i> 

16.41  - 

4O.0CN 

27.0  >  . 
47.i)s  >, 


t  Transacts  both  fire  and  marine  insurance. 
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GLENS  FALLS  INSURANCE  COMPANY,  Glens  Falls,  N.  Y .—Continued. 


BOfM  in  SlMD  OVNBD.— COKi. 

Sncn.— CoRl. 

A]ier.W.W.ftElit.litp 

Jima.W.lf.kEkt.^e 

Wstmi^kbmp 


Ftr 
Value. 

t21.000 

10.000 

100 


Market 
Value. 

110.500 
500 
200 


Tottis  (book  nhie.  $2,400^7) 12,662,160*12.460^7    i 

'  Secnida  u  pe  eompany's  Tahiatioos;  the  item  in  aaseta  is 
faiNd  OD  imniioe  depwteent  valuationa. 

MISCKLLANBDUS:  Thia  oompeoy  commenoed  boaineis  in 
USO  as  a  notaal;  •''"^"g  to  a  stook  bass  and  present  title  b 
im.  b  1867.  eiiatal  was  increased  from  $100,000  to  1200,000 
bft^maOa, ud in  1912  from  1200,000  to  $500,000  by  stock 
if^ad.  Cbsflasatkn  ksses:  Chieaco.  1871.  $7,500;  Boston. 
1S72.  $61,000;  Jubonville,  Fla.,  1901,  $65,000;  Baltimore.  1904. 
S1473Q0;  RodMtcr,  1904,  $12,500;  San  Francaoo,  1906,  $997,330. 
Vik»  of  apedal  depositB:  Oa..  $24,500;  Va.,  $23,690;  Ore..  $25,- 
m  K.  Y..  $200,(100;  Can.,  $02,200. 

DIRECTORS:  Thamas  8.  Coolidge,  John  L.  Cnnningham. 
SbmO  a.  little.  Louis  M.  Brown,  Byron  Lapham,  Glens  Talb; 
VvkL SbddoB, Sslon,  N.  Y.;  C.  J.  De  Long,  Egbert  W.  West. 
GeaCtahoQB.Jr..Geo.B.  Qreeoalet,  MaurieeUoopoB,  Arthur  W. 
^ma  lod  Wiffiam  A.  Brown,  Glens  Falls. 

HELD  MEN  AND  TERRITORY  COVERED:  J.  L.  Whit- 
kei  maoicer  Wertem  department.  Glens  Falls,  N.  Y.,  territory 
«Brt  of  0.  lad  eist  of  Rocky  Mtns.,  inchiding  IH.,  Ind.,  la.,  Kan.. 


Ky..  Mich,.  Minn.,Mo..  Neb..  Okla.,  Wis..  Colo.,  Utah.  N.  D.,  8.  D . 
and  Tenn.  Special  aients:  Royal  J.  Whitlock,  Chicaso.  111.; 
Milton  Welch,  Jr.,  Kansas  City.  Mo.;  H.  G.  Burr,  Cedar  Rapids 
la.;  J.  L.  Windsor.  Inditbapofas,  Ind.:  J.  A.  Mavon,  Chicago.  lU.; 
Edwin  G.  Seibels,  manager  Stnithem  departaient,  Cohimbia,  S.  C; 
for  AJa.,  Fla..  Ga.,  N.  C.  and  a  C;  John  L.  Seibels.  assistant  inan- 
s«er.  Cohmibia.  S.  C.  Special  agents:  Charles  B.  Robb,  Col- 
umbia, 8.  C,  for  S.  C;  Charles  M.  HBUiard.  Tsmpa.  Fla.  and  J. 
Walter  Hilliard,  Palatka,  Fla.,  for  Fla.;  A.  L.  Brooks,  and  T.  H. 
Brooks.  Atlanta,  Ga.,  for  Ga.  and  Ala.;  G.  L.  Meyers  &  Co.. 
Memphis,  Tenn^  (iweral  agents,  E  E.  Potter.  San  Fnnoaoo, 

S»eral  agent;  W.  W.  Potter,  assistant  for  Pacific  Coast  SUtes, 
rii.,  Can,  Ida.,  Mont..  Ore.  and  Wash^  E.  G.  Potter,  superin- 
tendent of  agents.  Special  agents:  H.  C.  Davis,  Oakland,  Cal., 
C.  R.  Kerns.  Helena.  Mont;  C.  H.  GatcheU.  Los  Angeles,  Cal.; 
Trasevant  A  Cochian,  Dallas,  Tex.,  general  sgents  for  Toe; 
Special  agents:  J.  G.  SmithTsTM.  FbweU,  F.  A.  Nisbet  and  E.  E. 
Robinson.  Dallas.  Ten.;  V.  B.  Wright.  Palestine,  Tex.;  R.  M. 
Andenon  and  M.  M.  Orerby.  San  Antonio.  Tex.;  E.  W.  Raynolds. 
Cohimbus,  0.,for  Ohio;  F.  M.  Smalley,  Syracuse,  N.Y..  for  western 
N.Y.j  George  B.Greenslet,  general  agent;  H.W.Ki]J^t.  Glois  Fidb. 
N.  Y^.,  for  southeastern  N.  Y.  and  eastern  N.  J.TH.  S.  West,  440 
Wahiut  St..  Philadelphia,  Pk.  for  eastern  Pa.  and  southon  N.  J.; 
J.  8.  AkoB,  123  Bryant  Ave.,  Bellevue,  P».,  for  western  Pfc.;  Chas. 
H.  Hoxie,  18  Central  st,  Boston,  Mass..  for  New  England;  R.  E. 
Michaels,  Richmond,  Va.,  for  Del..  Md..  W.  Va.  and  \a.:  Lee 
Burton.  New  Orleaw.  La.,  for  La.  and  Miss.;  W.  H.  Georae. 
Toronto,  Can.,  for  Ont.;  H.  N.  Hare,  Columbus,  0.,  for  0.  The 
company  operates  in  all  the  states  excepting  Alas.,  Haw.,  N.  M., 
Nev.,  Vt  and  Wyo. 


GLOBE  AND  RUTGERS  FIRE  INSURANCE  COMPANY, 

New  York,  N.  Y. 

Pieadcat,  E.  C.  Jameaon;  Yioe-PresidentB,  Lyman  Candee,  H.  8.  Thompson;  Secretaries,  W.  H.  Paulison.  J.  T.  Gordon. 

Organiaed,  1899. 

Tiit 

aiT 

m 

im 

tr.i 

m_ 

ihdadm  $282,273  marine  premiums  and  $35,351  marine  I 

Amis,  Dec.  31. 1914.              Lusiuina,  Dae.  31, 1914. 
f^olite $72,945    Lossesunpaid $690,689 


Cneamed 

Net 

Nek 

Total 

Losses 

Total  Ex- 

Losses 

AmetB 

PtaniamB 

SurphiB 

Fkemhuns 

Income 

Paid 

Dividendi 

Expenses 

penditures 

Incurred 

V,n0.484 

$3,461,000 

$34»4,106 

864.587.732 

$4371,026 

s$2,e94.457 

$160,000 

$1,146399 

$4,000,856    $2,790,338 

7.900^ 

3.160301 

3.005.446 

4.452,008 

4,748.492 

2308,919 

160.000 

1,193,965 

3,862.884;     2371.007 

7.287.228 

2.7044^1 

3,237,545 

3,806,954 

4,073.215 

2.063,600 

160.000 

954,664 

3.178,264 

2351.383 

M62,628 

2.569.270 

2,639,960 

8,681,307 

3,920306 

1.030,111 

160,000 

1,000378      3.090,489i      1.877.166 

iM«02 

1,886.225 

2,352.368 

8,064.762 

3365,197 

1.644.191 

160.000 

823.922!      2.628.113.      1.702.133 

iimpce  loans...  87.700 

Boafaacdgtoeks...  7322,602 

C«t  315379 

.4«eu'bslsaoa....  1,195,046 

tJw* 47,468 


Unearned  prems. 
Borrowed  money. 
Other  liabilities.. 


3,461.690 
090,000 
103.999 


Total  liabifities. . .  $4,946378 
Capital  paid  up....       400,000 

^T^ $8,941,640    Netsurphis 3384.106 

SpLdep-oicrKab...       11,156 


Tctti 


.  $8,030,484 


Total. 


:  $8,930,484 


radevriting  pniBt,  $283;378;  in^estmeni  profit,  $^6,439. 

..Rb^Kj  AND  PREMIUMS:  Fire  risks  in  foree.  December  31. 
^'m^;  presaimBs  thereon,  $6382,0f7;  mariae  and  inland 
^va  is  faite,  $7,060364;  premiums  tfaereoa,  4183,926. 

Br^-E8S  SINCE  ORGANIZATION:  Prtmiums  received, 
^'733,405;  losses  paki.  $22304,922;  divkiends  declared,  cash, 
%IM2JBOO. 

UaL  ESTATE  OWNED:  Conasts  of  the  property  at  200 
Park  Bov.  1  and  3  MoCt  St..  and  201-205  Worth  st..  N.  Y.,  book 
^«ee  172345.  There  are  no  incumbraooes  thereon,  and  it  has 
T^Uri  %  ynrty  net  ineoine  ranging  from  $3,044  to  $4,174  in  the 
«e^nsit. 

MriftTQAOB  LOANS:  In  the  aggregate,  properties  securing 
•^•.roo  of  bsns  sre  valoed  at  $180300,  and  the  oompaoy  hokis 
^^^Oofissaraaeeontfaebttildingi.  $780  of  interest  was  over- 
teDeQeaber31.1aBL  The  k)ans  are  as  foDows:  $9,000,  Broad- 
n?.  tkoogfa  to  John  st..  Tinytown,  N.  Y.;  $5,000,  75  St.  James 
E<  BiQaklirB;  $1,700.  89)  Stuyvesuit  ave..  Brooklyn:  $1300,  91 
^>?«csmt  na..  Brooklyn;  $7,000,  Valentine  and  Tiebout  are., 
yU  SSiOO,  E.  S.  ValcDtine  ave..  No.  of  184th  st.,  N.  Y.; 
B73».  15  W.  76th  St..  N.  Y.;  $6300,  Valentine  and  Tiebout 
a^w.  N.  T.;  $15300,  Maple  st,  Englewood,  N.  J. 

BONDS  AND  STOCKS  OWNED:  Par  Market 

Bosna.  Vahie.        Value. 

^-J^-.l92$.4|<^c $43,830        $41,400 

"w.rfA]btrta,g.d.,  1923,44rc 115.000        111.600 


Bonds  and  Stocks  Owhmd.—CotU. 
BoifDB. — Conl. 

Ga.-DawBon  wat.  wks.,  1917-23, 5%. . . . 

N.  Y.  Cy..  dock.  1917,  3% 

N.  Y.  Cy.,  1954-37,  3J% 

N.  Y.  Cy,.  1963, 4J% 

Va.,  Cy.  of  Norfolk.  1922,  5% 

A.  T.  k  8.  Fe  Ry..  cv.,  1955,  4% 

Albany  k  Susq.  Ry..  1946,  3}'''c 

BrinsonRy.,  1  m.  g..  1935.  5% 

Brinson  Ry.,  g..  1915,  6% 

Bway  ft  7th  Ave.  Ry.,  1  m.  cs.,  1943, 5% 
Buff,  ft  Susq.  R.  R..  1963.  4«7 

B.  ft  0.  R.  R.,  cv.,  1933.  44% 

Chi.  Ry.,  1  m.,  1927,  5%. 

Chi.,  Mil.  ft  St.  P.  Ry.,  cv.,  1932.  4i% 
Chi..  Mem.  ft  Gulf  R.  R.,  g..  1940, 5%. . 

Del.  ft  Hud.,  cv.,  1916,  4% 

D.  ft  R.  G.  R.  R.,  cum.  adj.  m.,  1932.  77o 

D.  ft  R.  G..  imp.  m..  1928,  5% 

D.  ft  R,  G.,  1  r.  m..  1955.  59'f 

D.  ft  R.  G.,  C8.  m,,  1936,  ih^l 

D.  ft  R.  G.,  cs.  m.,  1936,  4% 


cr* 


Erie  R.  R.,  gn.  In.,  1996,  4 

Erie  R.  R.,  pr.  to.,  1996.  47o 

Kan.  Cy..  Ft.  S.  ft  Mem.  Ry..  r.  m.,  1936. 

A% 

M.,  K.  ft  T.  Ry..  St.  L.  Div..  2001. 4%. . 

N.  Y.  Ry.,  adj.  m.  inc.,  1942,  5% 

N.  Y.  Ry.,  1  r.  m.,  1942,  4% 


So.  Pac.,  cv.,  1929,  4%. 


So.  Pac,  cv.,  1934,  5 

So.  Ry.,  m.  m^  1956.  4% 

St.  L.  ft  Swn.  Ry.,  1  m.,  1932,  ATc 

St.  L.  ft  San  Fran.  Ry.,  gn.  to.  1927.  5% 
St.  L.  ft  San.  Fran.  Ry.,  r.  m.,  1951.  A.%. 
St.  L.  ft  Ir.  Mt.  ft  So.  Ry.,  un.  ft  r.  m., 

1929,  4% 

Third  Ave.  Ry.,  1  r.  m.'.  1960,  A'\ 

Third  Ave.  Ry.,  sdj.  m.  inc.,  1960,  h^c. . 
United  Rys  Invs.,  1  In.  col.  tr..  1926.  5% 
Wabash  R.  R.,  1  m.,  1939,  5% 


Par 
Value. 

$10,000 

150,000 

260,000 

71.000 

20,000 

2,000 

30.000 

20,000 

10,200 

88.000 

10.000 

50.000 

10,000 

50.000 

50,000 

44.000 

40,000 

66.000 

15.000 

10,000 

23.000 

53,000 

204,000 

100.000 
23.000 
18.000 
6.000 
30.000 
42,000 
50.000 

110,000 
10,000 
50.000 

10.000 
20,000 
50.000 
20.000 
15,000 


Market 
Vahie. 

$10,150 

145300 

130,300 

76.680 

20.200 

1.960 
26,100 
18.600 

9,690 
90,640 

6,000 
46,000 

9.900 
51.000 
47.500 
43.560 
18.400 
54.780 

8.250 

8,800 

18,400 

38.690 

171.360 

73,000 

16.100 

9,720 

4360 

25,800 

42,840 

36.500 

75,900 

4300 

34.500 

7,500 
16,800 
39300 
14,000 
15,450 
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GLOBE  AND  RUTGERS  FIRE  INSURANCE  CO.,  New  York,  N.  Y.—CotUinued. 


Bonds  and  Stoow  Ownkd. — CorU. 
BoND8.--C<mi. 

Wabash  R.  R.,  2  m.,  1939,  5% 

West.  Pac.,  1  m..  1933.  5% 

Wert  Md.  R.  R.,  1  m.,  1952,  4% 

Weet  N.  Y.  k  Pa.  Tc,  1  m.  r.,  1957,  5% 
Amer.  Smelters  Sec.,  g.  d.,  1928,  6%. . . 

Bethlehem  Steel,  1  m.,  1926,  5% 

Bethlehem  Steel,  1  hL  r.,  1942,  6%. . . . 

Cambria  Fuel  Co.,  1  m.,  1925,  6% 

Cal.  Gas  k  El.,  r.  m.;  1937,  5% 

Cs.  Coal,  1  &  r.  m.  1950,  5% 

Denver  Gas  &  El,  n.,  1917,  6% 

Denver  Gas  k  EL,  gn.  m.,  1949,  6%. . . . 

Great  Falls  Pow.,  1  m.,  1940,  b% 

Ind.  Natural  Gas  &  Oil,  r.  m.,  1936,  6% 

Ind.  Steel,  1  m.,  1952,  5% 

Magnolia  Petroleum  Co.,  g.  n.,  1916,  6% 

Mont.  Pow.,  1  r.  m.,  1943,  5% 

N.  Y.  &  West.  Ltg.,  d.,  1954,  5% 

N.  Y.  k  Weet.  Ltg.,  g.  cup.,  20M.  4%. . 

N.  Y.  Air  Brake,  g.  cv.,  1928,  6% 

N.  Y.  Gas  El.  Lt.,  Ht.  &  Pow.,  1949,  4% 
Clean  El.  Lt.  k  Pow.,  cv.,  1951,  5^0  •  • . 
Pac.  TL  k  Tg.,  1  m.  ool.  tr..  1937,  5%. . 
Pac.  Gas  k  El.,  gn.  k  r.  m.,  1942,  5%. . 

Phila.,  cv.  d..  1919,  5% 

So.  BeU  Tl.  k  Tg.,  1  m.  ak.  f.,  1941,  6% 

Standard  Gas  &  El.,  1926,  6% 

Teiaa  Co.,  cv.  g.  d.,  1919,  6 


Wis.  Edison,  cv.  g.,  1924,  6% 

Stocks. 

A.  T.  &  S.  Fe  Ry.,  com 

B.  &  0.  R.  R.,  com 

B.&O.  R.  R.,p 

Buff.  A  Suaq.  R.  R.,  p 

Buff,  k  Susq.  R.  R.,  com 

Brooklyn  Rapid  Transit 

Cal.  Ry.  k  Pow,,  pr.  p 

Chi.  k  Nwn.  Ry.,  com 

Cent.  R.  R.  of  N.  J 

Chi.,  Mil.  &  St.  P.  Ry.,  com. 
Chi.,  MU.  k  St.  P.  Ry.,  p. . . . 

D.  AR.  G.  R.  R.,  p.... 

Del.AHud 


or 
/o- 


•   ••••• 


ErieR.R.,D 

Great  Nor.  Ry.,  p 

Kan.  Cy.,  Ft.  Scott  k  Memp.  Ry.,  p. 

Louisv.  k  Nashv.  R.  R.,  p 

Louisv.  Property 

Manhattan  Ry 

Nor.  Pac.  Ry.,  com 


Par 

Market 

Value. 

Value. 

$62,000 

$59,520 

35,000 

17.150 

150,000 

93,000 

27,000 

28,080 

20,000 

20,800 

40,000 

39.600 

65.000 

55,900 

10,000 

9.900 

50.000 

46,500 

60,000 

53,400 

35,000 

33.950 

10,000 

9.100 

50,000 

49,000 

40,000 

33,600 

60,000 

61.200 

71,000 

71,710 

75,000 

69,750 

50,000 

50,000 

32,000 

26,240 

40.300 

39,494 

65.000 

56,550 

25.000 

22.500 

80.000 

77.800 

25.000 

21,500 

50,000 

48.000 

100.000 

98,000 

25.000 

22.500 

55.000 

55,550 

30,000 

27.900 

10,000 

9,900 

151.200 

134,568 

50,000 

40.500 

20,000 

6,000 

30.000 

2.100 

40.000 

36.800 

25,000 

23.000 

90.000 

119,700 

160.000 

488.000 

140,000 

138.600 

61.500 

82.410 

30,000 

2.400 

150.000 

222,000 

70,000 

301 

140,400 

174.096 

200.000 

140.000 

120,000 

165.600 

900 

360 

50.000 

66.500 

130.000 

144.300 

Bonds  and  Stocks  Ownxd. — Coni.  Par  Market 

Stocks.— C<m<.  Value.  Value. 

So.  Pac.,  com $210,000  $201,600 

St.  L.  A  San  Fran.  R.  R.  A  Chi.  A  E.  lU. 

R.R..  p.  ctfs 25,000  l.OOO 

Union  Pac.  R.  R.,  com 50,000  64,000 

Union  Pac.  R.  R.,  p 80,000  66.400 

United  Rys  Invest.,  San  Fran.,  p 60,000  19,800 

Wert.  Md.  Ry.,  p 60.000  17.500 

Chatham  A  Phenix  Natl  Bk 10.200  18.156 

Irving  Natl  Bk 6,800  12,240 

Lawyers  Title  Ins.  A  Tr 60,000  91,20J 

Amer.  Smelting  A  Refining,  p 130,000  132.600 

Amer.  Smelt'mi;  A  Refining,  com 100.000  63,000 

Amalgamated  Copper 120,000  84.0iJ0 

Brooklyn  Union  Gas 70,000  88,900 

CambnaFuel,  p 2,000  2.000 

Cs.Gaa 340,000  438,600 

City  Invest 10,000  8,000 

General  Adj.  Bur 450  450 

Golden  Hill  Bldg 100,000  100.000 

North  Amer 110.000  81,400 

N.Y.  Air  Brake 151,200  96.T6S 

Peoples  Gas  Lt.  A  Coke.  Chicago.  Dl. . .  154.000  184.b00 

Pac.  Tl.  A  Tg.,  p 122,500  107;J«J0 

Pac.  TL  A  Tg.,  com 100,000  24.0iJ0 

Samuel  Gans 2,500  2,250 

United  Rys.  Invest,  of  San  Fran.,  div.  scr.  2.700  2^4 1 

U.  S.  Steel  Corp.,  p 220.000  242.000 

U.  S.  Steel  Corp..  com 70.000  43.400 

Underwriters  Salvage 1,000  HWO 

Wis.  Edison 5,170 


Totals  (book  value,  $7,712,038) $7,463,880  *$7,247,033 


*  Securities  as  per  company's  valuations;  the  item  in  assets  ta 
based  on  insuianoe  departmttit  vahiations. 

MISCELLANEOUS:  Company  formed  in  1899  by  eoiiBoIid»- 
tion  of  Globe  Fire  and  Rutgers  Fire  Insurance  Companies.  Cap- 
ital increased  from  $200,000  to  $400,000.  Conflagration  losaes: 
Baltimore,  1904.  $90,000,  nrt;  San  Francisoo,  1906,  $37o,561. 
net.  Values  of  special  deposits:  Ga.,  $10,100;  Va.,  $20,200; 
Can..  $101,850. 

DIRECTORS:  H.  R.  Chambers,  J.  S.  FrelinKfauvsen,  E.  C. 
Jameson,  C.  M.  Jameson,  R.  K.  Prentice,  I.  Y.  Watkins,  W.  U. 
Kelher,  William  Hills,  Chas.  E.  W.  Chambers,  Wm.  H.  W.  Morris. 
Edward  C.  Gregory.  Henry  S.  Thompson,  Lsrman  Candee,  How- 
ard K.  Brown,  Alfrea  M.  Rogers,  David  Mahany,  J.  N.  Stearns,  Jr 

INSPECTORS  AND  TERRITORY  COVERED:  Inspectoral 
Louis  Mink,  and  E.  M.  Knowles.  The  company  is  Uceoaed  it 
all  the  states  of  the  United  States,  except  Fla.,  Kan.,  Ky.,  Me., 
Mont.,  N.  M.,  N.  D.,  Okla.,  S.  D.,  Tex.,  Vt.  and  Wyo. 


GLOBE  FIRE  INSURANCE  COMPANY,  Huron,  S.  D. 

President,  H.  C.  Shober;  Secretary.  W.  N.  Farmer.    Organised  1911. 


YmjM 


Assets 


Unearned 
Prenuums 


$294,790 
302,998 
138,033 
143,2821 


$25,409 

40.0H 

21,397 

9,749 


Net 
SafiJus 


$32,057 
54.090 
14,209 
29,467 


Net 
Premiums 


$225,520 

106,256 

131,232 

52.370 


Total 
Income 


$229,287 
205,262 
144,441 
•79.745 


Losses 
P»id 


$182,463 
03,070 
89.893 
15,303 


Dividends 


$13,753 
8,000 
8,000 


$110,007 
70,540 
51,502 
23,011 


Total  Ex- 
penditures 


$300,283 

142,210 

149,455 

38.979 


Incurred 


$179,93 
20,45 


*  Includes  $24,000  surplus  paid  in. 


AsasTB,  Die.  31, 1914. 

Real  estate $4,800 

Mortgage  loans 1 38,494 

Bonds  and  stocks . . .  40,800 

Cash 38,684 

Agents'  balances. . . .  8,254 

Interest  and  rents. . .  5,008 

Bills  receivable 58,090 


LXABIUTtBB,  Dk.  31, 

Losses  unpaid 

Unearned  prems... 

Due  other  Cos 

Other  liabilities 


1914. 

$5,893 

25,409 

28,331 

2,.'i00 


Total  liabilities. 
Capital  paid  up. . . 
Net  surplus 


$62,133 

200,000 

32,657 


ToUlassets $294,790       Total $294,790 


Underwriting  loss,  $34,925;  investment  profit,  $33,824. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
$3,100,455;  premiums  thereon,  $03,522. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$547,053;  losses  paid,  $351,394;  dividends  declared,  cash.  $29,740. 

REAL  ESTATE  OWNED:  The  company  owns  a  lot  located 
at  N.  W.  K  sec.  21,  111,  72,  Hyde  Co..  S.  D.;  book  value,  $4,800. 
Taxes  last  year  $37. 


tu 


MORTGAGE    LOANS:    Thef«   are    82    kMos 
$138,494,  practically  all  of  which  are  on  properties  located  in  S.  . 
east  of  Missouri  River;  two  loans  are  on  property  in  North  £>mko< 
On  Dec.  31,  last  there  was  $1,904  of  interest  past  due. 


BONDS  OWNED: 

Huron  Masonic  Temple 

First  Nat.  Bk.,  MUler,  S.  D 

First  Nat.  Bk.,  Highmore.  S.  D. 
Nat.  Bk.,  Huron,  S.  D 


Par 
Value. 

$1,000 
0,400 
7.900 
9.500 


Maria 

Va.li 

Sl.O 
».« 

10.4 


Totals  (book  value,  $40.800) . 


$24300  »40,S 


MISCELLANEOUS:    This  company  was  organised  Mairch 
1911.    It  commenced  bxisiness  with  a  paid-up  capital  of  SIOO  Q 
Capital  increased  in  1913  to  $200,000. 

DIRECTORS:  H.  C.  Shober,  Neil  McKay,  Geo.  C.  K\x! 
weider,  W.  N.  Farmer,  C.  P.  Swanson,  H.  C.  Harris,  A.  A.  Ch^xxxl 
Im. 

TERRITORY  COVERED:    ID..  Mont,  N.  D.  and  S.  t>.  oi 
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GRANITE  STATE  FIRE  INSURANCE  COMPANY,  Portsmouth,  N.  K.x 

Pnodeat,  CalTin  Pl«e;  Secretuy,  A.  F.  Howard.    Orsaoiied,  1885. 


I 


1914 
1913 

1912 
1911 
1910 


$U03,7M 
149M26 
1.16S,7&5 

l.l&i,348l 


Se34,194 
694.02C 
561.724 
562,5<K 
541^. 


Net 
Suipliu 


1312.080 
337.389 
336.127 
312.330 
319.628 


Net 

Premiums 


$643,544 
817,750 
568.152 
607,087 
600,00£ 


Total 
Income 


$691,162 
666,956 
606.915 
654,224 
644,165 


Losaes 
Paid 


$441,500 
343,685 
330.128 
411.806 
330.586 


Diyidende 


$20,000 
20,000 
20,000 
20,000 
20,000 


$237,740 
229,572 
220,065 
229,523 
224.471 


Total  Ex- 
paiditurei 


$699,240 
693.257 
570.193 
661.329 
576.057 


Losaes 
Ineuned 


$439,527 
34a08« 
337,431 
391.068 
327,495 


Dv.  31.  1914. 

lUileaite $45,000 

Uorts^ekMia 10.600 

Boodiandetoeks...  943.319 

CaA 75.802 

AcmtirbdaanB....  115.116 

btecst  aad  icnts 12,917 


Tetali 


$1,302,754 


LuBiums.  Dk.  31. .    1914 

Looks  onpaid $55,649 

Unearned  jprema. . . .  624,104 

Other  fiabiUtiee 10,831 

Total  liabilities...  $600,674 

Capital  paid  up 200,000 

Net  surplus 312.080 

Total $1,202,754 


Cadwntiiis  km,  $59,360;  invertment  profit,  $54,059. 

fiI3S5  AND  PREMIUMS:  Fiie  risks  in  foroe.  Deoembar  31, 
l»,716.»2;  pramnms  thereon.  $1,193,845. 

BUSINESS 
112,9^16: 
S^iOOO. 


SINCE  ORGANIZATION:  Ft«miums  raceived, 
paid.  $7,142,261;   dividends  declared,  cash. 


££AL  ESTATE  OWNED:    Consists  of  a  4-Btory  briek  buUd- 
^OBpees  St.,  Portsmouth.  N.  H.,  and  a  l-atory  bride 
adjoiaiiig  at  Fleet  and  Porter  sts.,  Portsmouth.    Rents 
$5»616,  taxes  and  expenses.  $2,504. 


Of  sa 


MOBTQAGE  LOANS:  Three  bans,  aggrenting  $10,600,  are 
SKsvd  bgr  prMwrtaes  in  New  Hampehiie  and  Minnesota,  ^ued 
as  S21JD0O.  No  interest  is  past  due.  Company  holds  $9,000  of 
in  iaawaoec  oa  the  boikfings. 


BONDS  AND  STOCKS  OWNED.  Par 

Bonww  Value. 

AlbHir.iai9..1915.4% $10,000 

AJbaar.asL,  IMl,  4H% 5.000 

Aaaay.at^l931.4H'7o 600 

JLliaij.  Wast  ave.,  1931,  4H% 4.500 

Aiaaicnr  Co..  P*..  Co.  Rds.,  1936, 4%.  10,000 

Bo£7N.  H..  imp..  1924.  4H% 11,000 

Baab»,  Cn.  C.  H.,  1910.  3^% 2,000 

BoBta^pab-pk..  1920.3H;o 6,000 

Bortoa.  <kaia.,  1935,  3H  c H,000 

Bortoa,  Bine  iiill  »ve.,  1936. 4% 12.000 

Bortoo.  xapL  tna..  1938,  3H% 10.000 

BotogCoa,  Vt.,  St.  imp..  1917,  4% 5,000 

CaL.  State,  harb..  iinp..  1935,  i7o 20,000 

Com  Co^  H.  H-,  CTH..  1915,  4% 5,000 

CulAmUimI  Co^e.,Co.b%.,1921.3^%  10,000 

DaflM,  TcL,  wat.«  1943.  4% 25,000 

Dmy,S,1L,L,  1928.  4  ?'c 10,000 

I>aB7,N.H.,f^  l«8.4H'c 10,000 

GioQsester,  Msms.,  wmt..  1932,  ZH%  ...  10,000 

fidHiL  Bc^  N.  H..  1917.4% 25,000 

fiyiBbt  Co^  N.  H.,  bigs.,  1921,  4% 10,000 

Co.,  N.  J.,  Wgs..  1949.  4^0. 25,000 

Co^  Waafa..  f..  1928,5% 10,000 

N.H.,  1«^,4% 5,000 

N.  H.,ar.  A  f.,  1924.4% 5,000 

les  Aiwin.  CaL,  w«t..  1920.  4H% 10,000 

vat..  1919, 4% 12,000 

1918,  3H% 20,000 

soa  A  bosp..l931,  3H%.  10,000 

U  wat.,  1938. 3H% 20,000 

Wv^  St..  1921,  3M% 6,000 

oa.,  bs..  1839, 4% 10,000 

Vt-,  Cy.  H.,  1929, 4% 15,000 

Ut.  Vemm.  N.  Y..  ae..  1839.  Z}4% 10,000 

N.H..aain..  1015.4% 14,000 

Teaa.,  mrt.,  1928,  4% 11,000 

S.H^hm^vaSO,ZH% 5,000 

N.  H.,  hcnv   1921-25.  3M% 60.000 

$««?aa.lis^.  aL,  1935. 4% 9,000 

5  Tf.,  :*«ate.  can..  lOeO,  4% 25,000 

S.T.C.,aRB^1936.4  0 10,000 


aeeor^ag  to  Massaehusetts  statement 


Market 

Vahie. 

$10,000 

5.250 

525 

4,725 

9,700 

11330 

1,960 

5,820 

12.880 

11.760 

9,200 

4.950 

19,000 

5,000 

9.600 

23,500 

10,000 

10,500 

9,200 

24.760 

9,900 

24,000 

10,400 

5,000 

5.000 

10,000 

11,880 

19,600 

9,400 

19,600 

4,800 

9,800 

14,850 

9,800 

14,000 

10,450 

5,000 

44.500 

8,910 

25,500 

9.900 


Bonds  and  Sioocb  Ownbo.— Cont.  Par 

Bonds.— Coat.  Value. 

N.  Y.C.,  rap.  tran.,  1948,  3H% $20,000 

N.  Y.C.,d.  4  f.,  1953.334% 8,000 

N.  Y.  C.  mun.,  1954.  3>^% 10,000 

N.  Y.  C,  mun.,  1955, 4% 15,000 

Norfolk,  Va..  app.,  1940, 4^% 10,000 

nttflfidd.  N.  U..  f..  1916,  4% 2,600 

PorUand,  Me..  rMLl922,  334% 10.000 

Portsmouth,  N.  H.,  f .,  1916.  4% 18.600 

Quiney,  Mass..  sr..  1933-4. 4% 6,000 

Roohester,  N.  Y.,  wat.,  1933, 4H% 10.000 

RutUnOt..  sr..  1924,  4% 6,000 

Seattle.  Wash.,  pk..  1927,  4% 20,000 

Seattle,  Wash.,  sr..  1927.  AH% 10,000 

Taooma,  Wash.,  wat.,  1923.  5% 10,000 

Taunton,  Mass..  wat..  1918, 4% 8,000 

Toronto,  Can.,  d..  1948,  4% «...  14.600 

Wateniile,  Me.,  f.,  1935.  3H% 10,000 

Worcester,  Mass.,  sr..  1928.  4% 9,000 

Bi^  State  St.  Ry.  Co.,  o.  n.,  1929,  5%.. .  10,000 

Boe.  Elev.  Ry.,  1937,  i}4% 26,000 

Bos.  £lev.  Ky.,  1942, 5% 10.000 

Bos.  A  Me.  R.R..  reg.,  1923,  3^% 3,000 

Boe.  ft  Me.  R.R.,  1926, 4% 10,000 

Bos.  ft  Me.  R.R.,  1929,  4^% 20.000 

Con.  ft  Mont.  R.R.,  m.  m..  1920.  4%. . .  30,000 

Con.  ft  Mont.  R.R.,  cTft  H..  1920.  3V^%  21,000 

Con.  ft  Mont.  R.R..  M.  ft  M.,  1920, 3^^%  14,000 

fltehburg  R.R.,  1928,  4% 5,000 

lU.  C.  R.R.,  1  m.,  1962,  8H% 6.000 

N.  Y.  C.  ft  H.  R.  R  .R.,  gjn.,  1997, 8H%  13.000 

No.  Pae.  ft  G.  N.  R.  R.,  Jt.  4.,  1921,  4%  .  15.000 

Oki  Colony  St.  Ry.,  1  m.,  1964.  4%. . . .  10.000 

Pet'b.  ft  Hilkb.  R.R.,  1  m.,  1917,  hi%  10,000 

Pbrt.  ft  Og.  Ry.,  1  m.,  1928.  4^^% 10,000 

Stocks. 

Boe.  ft  Me.  R.R.,  c 20,000 

Con.  ft  Mont.  R.R.,  1 4.800 

Con.  ft  Mont.  R.R.,  3 700 

Con.  ft  Mont.  R.R.,  4 3.500 

IILCent.R.R 10,000 

N.  H.  Nat  Bk.,  Portsmouth.  N.  H 16.300 

Gn.  Adj.  Bur.,  N.  Y 400 

Nash.  C.,  G.  ft  C.  Paper.  N.  H..  p  . . . .  5,000 

Underwriters  SalT.,  N.  Y 600 

Totals  (book  vahie,  $1,012,826) $069,800 


Market 
Value. 

$17,800 

7,040 

8.800 

14.860 

9,600 

2,600 

9,600 

18,600 

6.000 

10,600 

4,960 

19,200 

10,000 

10,400 

8.000 

12,994 

9.000 

9,270 

9,900 

23,000 

9300 

2340 

7,700 

15,400 

28,800 

19,110 

12,740 

4,600 

4.100 

10,790 

14,560 

8.800 

9,600 

9,800 


7,000 

6,184 

756 

3,780 

11,200 

11,100 

86,676 

400 

4,600 

750 


$943,319 


MISCELLANEOUS:    Value  of  deposit  m  Vs..  $9,600. 

DIRECTORS:  Calvin  Page,  Albert  WaUaoe,  Alva  W.  Sulk>- 
way,  George  H.  StoweU,  Fred.  H.  Ward,  Parker  W.  Whittemore, 
Joseph  O.  Uobbe.  William  G.  Everett,  Alfred  F.  Howard.  John  W. 
Emcoy,  Wallace  D.  Smith.  William  C.  Walton,  Frederiok  M.  Sise, 
Geo.  N.  Andrews.  J.  Arthur  Brown. 

FIELD  MEN  AND  TERRITORY  COVERED:  The  James  A. 
Jones  Agency,  general  a^ts,  Detroit,  for  Mioh.;  Albert  G.  Han- 
cock, ffeneralagent.  Baltmiore,  Md.;  Mather  ft  Co.,  general  agents, 
Philadelphia,  Pa.:  Gerald  L.  Schuyler,  general  acent.  D^ver, 
Colo.;  F.  C.  Whittemore,  St.  Louis,  Mo.,  manager;  E.  D. Weaver. 
Indianapolis,  Ind.,  special  agent;  Geo.£.  Maoomber,  special  agent, 
Augusta,  for  Me.;  Arthur  F.  Howard,  Portsmouth,  N.  H.jjv.  G. 
Everett,  Manchester,  N.  H.,  for  N.  H.  and  Vt.;  John  A.  Whalley 
ft  Co.,  Seattle,  Wash.  The  company  does  business  in  Colo.,  Conn.. 
Del..  D.C.,  111.,  Ind.,  Ky.,  Me..  Md..  Mass.,  Mich..  Mo..  N.H., 
N.  J.,  N.  Y.,  N.  C,  O..  Pa.,  R.  I.,  Vt.  Va..  W.  Va..  Wash,  and 
Wis. 
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GREAT  NORTHERN  FIRE  INSURANCE  COMPANY,   St  Paul,  Minn. 

Ptesident,  John  Q.  Mcintosh:  Vice-Preadent,  George  W.  La  Bnmde ;  Secretaiy  and  Treaaurer.  Albert  Bere. 

George  T.  Simpson,  CounreL    Organiied,  1914. 


Thu  company  was  ucoiparated  under  the  laivs  of  Minnesota, 
Marah  10,  1914,  and  is  supposed  to  We  commenced  business 
April  10.11914.  Its  authorised  capital  was  $500,000,  divided  into 
50,000  $10  shares.  The  charter  called  for  insurance  against  loss 
or  damage  by  fire,  water,  lightning,  hail,  tempest,  etc.,  and  also 
g»ve  the  ocmpany  power  to  insure  vessels,  frngbt  goods  and  auto- 
mobiles.   While  no  statement  has  been  obtainabte,  we  were  ad- 


vised as  of  Febniaiv  2, 1916, that  one  was  in  course  of  rreparatioo. 
The  oflScers  are  well  spoken  of  in  local  circles.  The  directors  are. 
G.  0.  Mcintosh,  G.  W.  LaBrande.  C.  L.  Maguire,  Albert  Berg. 
J.  A.  Sehmahl,  G.  T.  Simpson.  General  Counsel:  E.  0.  Eberhail. 
J.I.Silbar,  S.  A.  Famsworth,  C.T.Schelly,  L.  F.  Dow,  H.  M. 
Poppe.  J.  C.  Fulton,  George  Jarchow. 


GREAT  SOUTHERN  FIRE   INSURANCE  COMPANY,  Lyndon,  Ky. 

Fnddat,  Wm.  H.  Coi;  Secntuy,  D.  J.  Rtmen;  Mam^  Undemiter,  L.  E.  Dymi.    Oicwiied.  1913. 


Tbab 

Aa»t0 

Unearned 
Premiums 

Net 
Surplus 

Net 
ftwnhims 

Total 
Income 

Losses 
Paid 

Dividends 

Expenses 

Total  Ex- 
penditures 

Incurred 

1914 
1913 

$508396 
597.870 

$154,938 
159,252 

—$10,167 
89.247 

$196,935 
295,199 

$277,392 
304,048 

$247,002 
41,916 

$15,712 

$129,678 
111,994 

$392,392 
153.910 

$76,995 
89.727 

;•  Wi¥'?'^':^^^fi:  .?H?*"PW  *^*IP"  buainesB  m  Feb..  1913.  with  a  $100,000  capitol  and  $100,000  initial  surplus  paid  in.    Earl 
m  1915,  It  merged  with  the  Heniy  Clay  Rre.  of  Lexington,  Ky.  .  k      »«- 


GUARDIAN  FIRE  INSURANCE  COMPANY,  Salt  Lake  City,  Utah. 

president  D.  C.  Eccles,  Secretaiy,  E.  D.  Petrie.    Oi«anised,  1913. 


YSAB 

Assets 

Unearned 
IVemiums 

Net 
Surplus 

Net 
Phimiums 

Total 
Inoome 

Losses 
Paid 

Dividends 

Expenses 

Total  Ex- 
penditures 

Loeees 
Incurred 

1914 

$198,641 

$6,801 

$92,468 

$10,084 

$11,672 

$2,606 

$4,136 

$6,742 

S5.658 

AsasTB,  Die.  31, 1914. 


Mortmrn  loans. . 

Ure.  Iv.  1 

Collateral  loans. . 

Cash 

Agents' balances.. 
Interest  and  rents 


LuBiLirm,  Dec.  31, 1914. 


$25,750 

1,600 

67,596 

111,579 

876 

1,240 


impaid 

Unearned  prems.. 

Total  liabiliUes. 
Capital  paid  up. .. 
Net  surplus 


$3,052 
6.801 


$9,853 
96.320 
92.468 


Total  assets $198,641       Total $198,641 

Underwriting  loss,  $6,511;  investment  profit,  $2,659. 

RISKS  AND  PREMIUMS:    Fire  risks  in  force.  December  31. 
$893,181;  premiums  thereon,  $10,084. 

BUSINESS  SINCE  ORGAinZATION:    Premiums  received, 
$10,084;  losses  paid.  $2,606. 


MORTGAGE  LOANS:  There  are  6  loans  aggregating  $25,750 
on  improved  property  in  Utah,  valued  at  almost  double  the  amount 
loaned  thereon. 


COLLATERAL  LOANS  are  as  follows: 

SBUUHlTUEft. 

Fingree  Nat.  Bank,  Ogden 

National  City  Bk.,  Salt  Lake  City 

Utah  Const.  Co 

Cement  Securities  Co 


Amount 
Loaned. 

$2,500 
10.000 

20.000 


COLLATERAL  LOANS.— Con/. 
Securities.— Conf. 

First  mortgage  on  farm  prop 

Ogden  Pack.  A,  Ptov.  Co. 


Cement  Securities  Co . 

National  City  Bk„  Salt  Lake  City. 

Agency  Co..  Salt  taike  City 

Beech  Grove.  Summer  Resort 


ToUls. 


Amount 
Lo&ned 

S4,000 
5,000 

4,OD0 

12.096 

$57,596 


MISCELLANEOUS:  This  company  was  incorporated  during 
1913-and  commenced  business  during  January.  1914.  The  com- 
pany is  managed  by  the  Agency  Company  of  Salt  Lake  City,  ^wfaich 
guarantees  under  contract  a  certain  premium  income  at  a  lixxuted 
expense  ratio.  The  company  for  the  present  will  confine  its 
operations  to  Utah. 

DIRECTORS:  David  C.  Eccles,  C.  E.  Loose,  Thos.  Sbxuu^, 
W.  S.  McComiek,  Jas.  Finnee,  Jaa.  Mack,  John  McSorley.  D. 
L.  Evans,  Hjrrum  Pingree,  R.  L.  Fishbum  ,Jr..  G.  C.  ParkenaoiUi 
Theo.  Schweitier,  S.  C.  Parkenson,  Almon  Robinson.  Hans  Taft, 
Martin  Pond.  A.  C.  Ellis.  Le  Roy  Eccles.  R.  W.  Sloan. 

FIELD  MEN  AND  TERRITORY  COVERED:  The  agency 
companv,  Salt  Lake  City,  managers.  The  company  operat^is  in 
Utah  only. 


Year 

1914 
1913 
1912 
1911 
1910 


HAMILTON  FIRE  INSURANCE  COMPANY,  New  York,  N.  Y. 

President.  E.  C.  Jameson;  Secretary.  Arthuir  Lenssen,  Jr.    Organixed.  1852. 


Assets 


$449,389 
421,384 
401,163 
416,745 
303.277 


Unearned 
Preouums 


$109,436 

107.402 

104.092 

102,450 

62.502 


Net 
Surplus 


$52,334 
41.169 
30.385 
51,026 
19,159 


Net 

Premiums 


$206,564 
189.646 
189.063 
206.370 
128,451 


Total 
Income 


$222,827 
207,775 
203.321 
220315 
137,478 


Losses 
Paid 


$148,534 

139,695 

176.720 

111.235 

28.612 


Dividends 


$8,047 
7,979 


Expenses 


$38,944 
29,398 
29.987 
27.468 
19,952 


Total  Ex-  '  ___ 

penditures      Incurx>ed 


$195,525 

177.072 

206,707 

138.703 

48.564 


^,34 
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HAMILTON  FIRE  INSURANCE  COMPANY,  New  York,  N.  Y ,—ConHnued. 


Dk.  31. 1914. 


LuBiLRixs.  Dec.  81. 1914. 


Mortgaiekiiiu  .. 
BooiiaBdabKb. 

CWt 

AjEOti'fathacet.. 
Interat 


162.000 

301.830 

25.073 

58.874 

1.612 


LoBBes  nnpud 

UMwned  prams.. 
Borrowed  money.. 
Other  liibilitieB... 

ToUllisfaUities. 
Capital  paid  up. . . 
Net  surplus 


$51,934 

109.436 

25.000 

10.681 

$197,061 

200.004 

52.334 


TjtaluBeti. 


$449,389       Total $449,389 


Uadmniting  profit.  $1,572;  inTestment  profit,  $17,590. 

RISES  AND  PREMIITMS:  Fire  risks  in  forae,  December  31 , 
tir^.771:  premiums  thereon.  $215,601. 

BCSINES8  SINCE  ORGANIZATION:  Fkemiums  received. 
15,402.442;  Iobbsb  paid.  $3368,637;  dividends  dedarad.  cash.  $693.- 

236. 

MORrc.iGE  L0AN3:  Loans  anregating  $62,009  are  seeured 
I?  propertia  at  501^503  and  502-4  W7 176th  at..  New  York,  valued 
iillOljOOO.   Botli  mortcages  are  guaranteed. 


BONDS  .VND  STOCKS  OWNED: 
Bo}n>s. 

.V.\.C.tcp.itk.) 

N'.Y.C.  ep.rtk.) 

N;.Y.C.,.N\Y.C.dock) 

N.  y.  C.  iintcrdumgeables) 

N'.  Y.  C.  (cp.  stL) 

D«w4RioGrMidel*r 

E«|a.ln 

^fte^cT 

N  L  *  San  Fran.,  r 

>'-L4S.W-cr 


Par 
Value. 

$53,000 
25.000 
20,000 
25.000 
20,000 
10.000 
10.000 
5,000 
15,000 
10,000 


Market 
Value. 

$52,470 

22.000 

18.800 

25.250 

21.400 

4.800 

7.300 

4,300 

9,450 

6,900 


Bonds  and  Stocks  Ownnd.— C<m<. 
Stocks. 

Amer.  8.  A  R.  Co.,  c 

Amer.  8.  k  R.  Co.,  p 

Louis  k  Nash.,  c 

No.P»c 

Kan.  aty,  F.  S.  A  M.,  p 

Pac.  Tg.  k  Tl.,  p 

No.  Amer.  Co 

So,  Pac.  Co 


Par 

Market 

Vahie. 

Vahie. 

$00,000 

$37,800 

10.000 

10,200 

12,000 

16,560 

20,000 

22.300 

10.000 

7,000 

10.000 

8,800 

10,000 

7.400 

20.000 

19.200 

Totals  (book  vahie,  $327.325) $345,000       $301,830 


MISCELLANEOUS:  Company  reinsured  in  Hartford  Fire, 
February  18,  1904;  made  •BBessment  on  its  stock  of  $79,549  and 
resumed  buaneas  June  9,  1904;  reinsured  in  Delaware,  Phila., 
1908;  resumed  bunneas  December,  1909.  Capital  increased  in 
1906  from  $150,000  to  $200,004,  and  $50,001  surplus  paid  in. 
Conflagration  kMses:  Baltimore,  1904,  $95,794;  San  Ftaneisoo. 
1906.  $2,445. 

DIRECTORS:  Jos.  8.  Stout,  E.  C.  Jameson,  J.  S.  Freiinr 
huysen,  Arthur  Lenssen.  Jr..  S.  R.  Outerbridge.  Archibald  Doug- 
las,  C.  M.  Jameson,  N.  F.  Lenssen,  S.  S.  Campbell,  H.  R.  Cham- 
bers, A.  A.  Forrest.  H.  W.  Hayward,  T.  L.  Bailey. 

FIELD  MEN  AND  TERRITORY  COVERED:  General 
agents:  Edward  Brown  k  Sons.  San  Francisco.  Cal.;  J.  T.  Bird- 
sail.  Philadelphia.  Pft.;  C.  J.  Adams  Co..  Atiantic  City,  N.  J.; 
Rollins  k  Burdick,  Chicago,  111.  The  company  is  licensed  in  Cal^ 
111..  N.  J.,  N.  Y.  and  Pa. 


HANOVER  FIRE  INSURANCE  COMPANY,  New  York,  N.  Y. 

President,  R.  Emory  Warfield;    Vice-President  and  Secretary,  Joseph  McCord.    Organiaed,  1852. 


1   Unearned 
i>i&    .Aaaets    <  Preminma 

Net 
Surphia 

Net 
ftwninms 

Total 
Income 

Losses 
Paid 

Dividends 

Ezpenaes 

Total  Ex- 
penditures 

Losses 
Incurred 

l^U    l4J»5,(r75     $2,544,976 
m     I.r24,407       2,642.122 
»|i     1365,659       2.701.092 
j;.:     431S.183       2.275.288 
'»:'     ieo.678       2.210,667 

$706,316 

741,304 

911,592 

1.182.412 

1.288.079 

$3,279,286 
2.528,857 
2.772362 
2.371.864 
2.423.326 

$2,438,582 
2.700.684 
2,947.128 
2,549.095 
2.614.661 

$1,463,833 
1,574.375 
1,394.096 
1.384,673 
1,.343.094 

$125,000 
160.000 
160,000 
195,000 

150,000 

$967,040 

1.023,192 

1,173,240 

937,116 

953,874 

$2,555,873 
2,756,567 
2,727.336 
2,516,788 
2.446,968 

$1,400,229 
1.444,411 
1,293,848 
1,340.065 
1.216.122 

AaHW.  Die.  31. 

2eiieitite 

^•httditodu.'.'. 

Jiasu'hiiiiuw'.V.! 
uAenataalieBU.. 


1914. 

$1,129,473 

3.500 

2306.154 

171.647 

375.441 

29,160 


LiiLBiums,  Die.  31. 1914. 

LceeoB  unpaid $271,426 

Unearned  prems ....    2,544.976 
Other  liabilities....        62357 


Jotal    

i^  <lep.  otw  iiab. 

Totd 


$4,604,375 
19300 


Total UaUUties...  $2378.759 

Capital  paid  up 1.000,000 

NetsorpluB 706,316 


$4385.075       Total $4,585,075 


kMB,  $45302:  investment  proflt.  $154314. 

JMS  AND  PREMIUMS:    Fire  risks  in  force.  December  31, 
^MMki  vmaanm  tbmoo.  $5,085382. 

BCSDfESS  SINCE  ORGANIZATION:  Prannums  received. 
^SS^  loi»  P^  $40.712308;  dividends  declared,  cash. 
«.4aj(»;  stock.  IIOOIOOO. 

J^  ESTATE  OWNED:    Consists  of  the  13-Btory  office 

^-^  st  34-36  Pine  st..  New  York,  occupied  in  part  by  the 

°"^>«)r'i  kad  ofioe;   no  meomfaranoa.  book  value,  $907,956, 
«*i  it  11.129373. 

MOKTGAQELOAN:  A  hian  of  $3300  is  secured  by  a  Brook- 
'^  Pnpsty,  413  Unioa  St..  vahied  at  $7300. 

BOXOe  AND  STOCKS  OWNED:  Par  Market 

Bosna.  Value.         Value. 

ftcrfCoUL.  1924,3.6556 $50,000  $62,000 

;««PMM7.3**;{ 10.000  9,750 

^^amyth  of  Mass.,  reg..  1940,  Z\%  40.000  36,800 
«J>a«M»liho{  Mass..  c.  wat,  1.,  1942, 

K**Av^^ 60.000  65,200 

vl*^£"»-I"P-»l*W,3% 50.000  49,500 

5*1 '^^J^  ^"P-  J W®.  370 60,000  49,500 

•''.inB.T.,WH.4Krc 38.000  39.140 


BoNM  AND  Stocks  Owmoi.—Coifd. 
Bowns.— CorU. 

N.  Y.,  Wat,  1964,  4K% 

N.Y.,  Dock,  1921,3%. 


Richmond,  Va.,  1922. 5% 

AtL  Cst.  L.  R.  R.,  1  OS.  m..  g.,  1952. 4% . . 

AtLC8tL.R.R..cv.d..l939,4% 

Bait,  k  0..  cv.,  1933.41% 

Bklyn.  City  R.  R..  1  m.  ft  cs..  m.,  1941, 


5'^- 


/o- 


Bklyn.  Un.  El.  R.  R.,  1  m.,  g..  1950,  5% 
Cent.  Pko.  R.  R.,  1  r.  m.,  c.  1949.  4%. . 
Chic.  MU.  k  St.  P.  Ry..  1  m.,  1921,  5% 
Chic..  Mil  k  St.  P.  Ry.,  cv.,  1932,  4i% 
Chic.,  R.  I.  ft  Pac  Ry..  gn.  m.,  g..  1988. 

4% 

Chic.  R.  I.  ft  P.  Ry.,  1  ft  r.  m..  g.,  1934, 


4*^- 


/o- 


Clev.  Cin.,  Chic  ft  St.  L.  Ry.,  gn.  m..  g., 
1993,4% : 

Col.  ft  Ninth  Atc,  N.  Y.,  Ry..  1  m.,  g., 
1993,5% 

Colo,  ft  So.,  r.  ft  ext.  m..  g.,  1035, 4}%. . 

Del.  ft  Hud.,  cv.,  d.,  1916, 4% 

Erie  R,  R.,  pr.  In.,  g..  cv.,  1996. 4% 

Kan.  City  Ter.  Ry.,  1  m.,  g.,  1960, 4%. 

King's  El.  R.  R..  1  m.,  g..  1949,  4%. . . . 

L.  I.  R.  R„  r.  m..  g.,  1949,  4% 

Manhattan  Ry..  es.  m..  g.,  1990.  4%. . . . 

Mich.  Cent.  R.  R.,  d.,  g.,  1929,  4% 


(Tf 


Mo.,  K.  ft  T.  R.  R.,  1  m.,  c,  1990, 4 
Mo.  P*c.  R.  R..  1  col.  HL,  1920.  57o. . . . 
No.  Pac.  ft  Gt.  No..  Jt  G.  B.  ft  Q.,  col.  c, 

1921.4% 

N.  Y.  C.  ft  H.  R.  R.  R.,  L.  S.,  col.,  1998, 


3i%, 


No.  G.  R.  R..  gn.  m.,  1925. 4i% 

No.  ft  West.  R.  R..  1  col.  m.,  c,  1996, 4% 
Penn.,reg.,  gr..  1921,44% 


Pajf 

Market 

Value. 

Value. 

$12,000 

$12360 

75.000 

70,500 

50,000 

51.500 

25.000 

23.500 

50.000 

47.000 

46.000 

41.400 

26,000 

25.500 

25,000 

25.750 

50,000 

47,000 

10.000 

10.500 

8.000 

8,160 

40,000  35,600 


20,000 
25,000 


14,400 
19.250 


10,000 

10.000 

25,000 

22,000 

25.000 

24,750 

50,000 

42,000 

20,000 

18,800 

35,000 

29.400 

50,000 

45.500 

25.000 

23,250 

25,000 

21,000 

50.000 

43.500 

75.000 

68,250 

90.000 

87,300 

50,000 

39.000 

20.000 

20.400 

50.000 

48.000 

36.000 

36.720 
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Bonds  and  Stocks  Owned.— Cont. 
Bonds.— C<»rf. 

Bt.  L.,  Iron  Mtn.  &  So.  R.  R.,  iin.  ft  r., 
1029  4% 

St.  L.  Iron  Mtn.  k  So.  Ry.,  gn.  os.  R.  k 
Ld  Grt.  m.,  1931,  5% 

Bo.Ry..lc.m.,g.,1994,5% 

Bo.  Ry..  (St  L.  Div.)  1  m..  g.,  1951,  4% 

Bo.  Pac.  cv.  g.,  1929,  4% 

So.  Pac.,  San  Fran.,  tm.,  1  m.,  1950,  4% 

So.  Pac.  R  R.,  1  r.  m.,  g.,  1955, 4% 

Un.  Pac  R.  R.  1  In.  &  r.  m.,  g.,  2008, 4% 

Wabaah  R  R..  1  r.  A  ext,  g.,  1956. 4%. . 

Wert.  Md.  R.  R,  1  m.,  g.,  1952, 4% 

Laclede  Gas  Lt..  of  St.  L.,  1  m.,  g..  1919, 

jor 

Mortoige  Bond  of  N.  Y..  g't  1966, 4% . . . 
New  Ywk  Gas  k  El.  Lt.,  fit.  k  Pow.,  col., 


1949. 4%. 


Srooxs. 


Atch.,T.4S.F.p 

ChicGt.  W.  Ry.,p.tr.ct£a 

Chic.  Mil.  k  St.  P.  Ry.,  p 

Chic,  k  Nown.  Ry.,  com 

Chic,  k  Nown.  Ry..  p 

Clev.,  Cin,,  ChL  k  St.  L.  Ry.,  p 

Colo,  k  So.  Ry..  p 

Del.  4  Hud.  Rv 

Kan.  Cy.,  Ft.  So.  k  Mem.  Ry.,  p 

Manhattan  Ry..  os 

Pa.RR 

Rgf^H^'^ 

Rensselaer  ft  Saratoga  RR.cs 

Un.PSc.RR 

Union  Pacific  Rulroad.  p 

United  New  Jeraev  Railroad  ft  Canal . 

Amer.Ezch.  Nat  Bank 

Bank  of  America 

Nat  Pk.  Bank 

Central  Tnut 

Brooklyn  Union  Gas 

CoDsohdated  Gas 

General  Adi.,  N.  T 

LehiffhCoalftNaT. 

The  United  Gas  Imp 


Underwriters  Slvg.,  of  N.  Y. . . 
Underwriters  Slvg.  of  Chicago. 


Par 

Market 

Value. 

Value. 

150,000 

137.600 

80.000 

30,600 

60.000 

62,500 

25,000 

21.750 

53.000 

45,580 

34,000 

28,900 

50,000 

46.000 

25.000 

23.750 

50.000 

17.000 

50.000 

31.000 

25.000 

26,600 

34.000 

20.160 

25fiO0 

21.760 

25.000 

25.760 

11.000 

4.180 

50.000 

67.000 

80.000 

106.400 

30.000 

53.100 

50.000 

25.000 

30.000 

12.300 

10.000 

14,800 

30.000 

21.000 

120,000 

159.600 

151.250 

167,887 

15.000 

24.600 

10,000 

18.000 

45,000 

57.600 

55,000 

46.650 

15.000 

33.750 

15,000 

31.200 

8.000 

44.800 

2.500 

9.175 

2.500 

25.600 

20.000 

26.400 

60.000 

64.600 

150 

150 

30.650 

49,491 

60.000 

100.800 

500 

760 

500 

600 

Totab  (book  vahiee.  13,089,324) 12.801,950    12,895.163 

MISCELLANEOUS:    Capital  increased  in  1863  from  1200.000 
to  6400.000.    In  1871  received  for  "calls  on  capital,"  $200,000. 


of  50  per  cent;  reduced  in  1872  to  1250.000;  increased  in  1873  to 
1400.000;  increased  in  1875  to  8500,000.  by  stock  dividend: 
increued  in  1881  to  Sl.000.000;  raduoed  m  1906  to  S500.000  and 
later  m  the  same  year  increased  to  $1,000,000;  $250,000  was 
realised  as  premium  on  the  new  stock  isnied.  ConflsgntloQ 
losses:  Portland,  Me..  1866.  $27,074;  Philadelphia.  Pa..  1S69. 
$37328;  Chicago.  HI..  1871,  $260,821;  Boston,  Maas..  1872. 
$252,772;  Boston.  Mass..  1873,  $15,165;  Haverhill,  Maas..  1882. 
$13,876;  Carthage.  N.  Y..  1884.  $42,966;  Lynn.  Mass..  1889, 
$39,662;  Boston.  Mass.,  1889.  $28,423;  Syracuse.  N.  Y..  1891. 
$17,353:    Sea  Bright.  N.  J»  1891.  $10,322;    JacksonviUe.  Fla.. 

1901.  $87,977;  Waterbury.  Conn..  1902.  $22,192;  Paterson.  N.  J.. 

1902.  $59,188;  Rochester,  N.  Y..  1901.  $9,307;  Baltimore,  Md.. 
1904.  $363,385;  Hot  Springs.  Ark..  1905.  $10,560;  San  Francisco. 
Cal.,  1906.  $1,376,542:  Chdsea.  Mass..  1908.  $232,436.  Values 
of  special  deposits:    Qa..  $9,760;  Va.,  $51,500. 

DIRECrrORS:  R.  Emory  Warfidd.  Andrew  F.  Derr.  Joseph 
T.  Low,  William  Allen  Butler.  Stuart  G.  Nelson,  Frank  P.  Csr- 
mnter,  A.  D.  Straus.  George  W.  Stickle.  Israel  P.  Pardee.  Wm. 
H.  Ziet^er.  Chas.  A.  Shaw,  Samael  J.  Clarke.  James  R.  Hvrison. 
Joseph  McCord,  (3eorge  Cromwell.  Benjamin  Walworth  Arnold. 
Arthur  S.  Waloott,  John  F.  Derr,  Henry  G.  Sanford.  James  B. 
Clark,  Edward  Hunter  Landon,  Robert  L.  Pierr^iottt  Edward 
H.  Ladd,  Jr.,  Alfred  E.  Marling.  Frank  G.  Darte.  Horace  C. 
Coleman,  S.  Davies  Warfield. 

FIELD  MEN  AND  TERRITORY  COVERED:   Cbaries  D. 
Palmer,  New  England;    E.  Stanley  Jarvis,  Conn,  and  Astern 
N.Y.:  (Jhas.  R  Hobart,  Central  N.Y.;  F.  M.  Crittenden,  Westoni 
N.  v.;  Thompson.  Derr  ft  Bro.,  general  agents.  Pa.;  OUn  Derr. 
for  N.  J.;  Reinharat.  Pattilo  ft  Reinhardt,  general  agents.  Tex.: 
G.  L.  Meyers  ft  Co.,  Memphis,  Tenn.,  geMral  agents  Car  Ark.; 
H.  Y.  Chatterly.  for  D.  C,  Del,  Md..  Va.;  Alfred  Paul  ft  Soo. 
general  agents  for  W.Va.;  Frank  B.  Clark,  general  agent  for  La.  and 
Miss.;  ^  A.  McCarroIl.  for  Ah.  and  Ga.;  F.  C.  CaUcens  ft  Co.. 
general  agents  for  Fla.;  R.  W.Snyder.  Ky.  and  Tenn.:    Webb  ft 
Skinner,  general  agents  for  N.C.  and  &  C;  Chas.  W.  Higley,  1105 
Insurance  Exchange.  Chicago.  111.,  general  agent. Western  States;  F. 
A.  Hubbard,  assistant  genenl  agent;  Wm.  M.  Higley,  Minn.;  Geo. 
H.  Soott  assistant  for  Minn.;  Geo.  M.  Graham,  N.  D.;  £.  W. 
Pepper,  S.  D.;  Lee  W.  Bort.  0.;  A.  B.  Fipp,  assistant  for  0.;  W.  K. 
Maxwell,  111.;  W.  C.  Myers,  assistant  for  III.:  W.  S.  Nevins.  Mo. 
and  Kan.;    C.  M.  Carter.  Okla.;    F.  E.  Hathora.  la.;  C.  W. 
Bovrett,  sanstant  for  la.;   H.  0.  Phillips.  Ind.;   A.  E.  Driscoll, 
Colo.;    C.  Allhouse.  Mioh.;    Chas.  U.  aeodrieksoa,  for  Neb.; 
Montgomery  Clark,  Wis.;   Bertheau,  Sdbaoh  ft  Berthean,    411 
Sansome  st,  San  Frandsoo.  Cal^  general  agents  for  Cal.  and  Utah; 
William  Deans.  State  agent.  A.  S.  Heatfield,  assistant,  Ida..  Moot., 
Ore.  and  Wash.;    T.  D.  Schwabel,  special  agent  for  Bsv  counties 
and  No.  Cal.;  R.  L.  MeCulloch.  roeaal  agent  for  So.  Cal.;  Ken- 
neth C.  V.  Medoalf,  Mountunndd.    The  company  does  buffifwns 
in  all  the  States  m  Territovies  ezoeipting  Alas.,  Aria.,  Hav.. 
Nov.,  N.  M..  P.  I..  P.  R.  and  Vt 
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president,  R  M.  Bissell;   Chairman  of  Board.  Chas.  E.  Chase;  Vice-Presidents.  Whitney  Palache  and  James  Wyper;  Secretaries. 
Frederick  Samson  and  S.  E.  Locke:  Recording  Secretary  and  Treasurer.  D.  J.  Glacier;  Asastant  Secretaries, 

Thos.  fi.  Sootbmd  and  E.  A.  Bohnar.    Organised.  1810. 


YiaB 


Assets 


$26,880,768 
36,5M,146 
26,517.854 
25,449.839 
24.363,636 


Unearned 
Premhuns 


$15,251,453 
14,781.392 
13,871,786 
14.160.774 
13.784.741 


Net 
Surplus 


$6,969,762 
7,575,782 
8.539.228 
7,819.707 
6.923.967 


Net' 
ftemiums 


t$16,203,400 
16.454.395 
15.443.141 
15.478.917 
15,789.689 


Total 
Income 


$17,167,704 
17.472.448 
16.435,081 
16.459.657 
16.613,187 


Losses 
Paid 


t$9,383,639 
8.812.708 
8,511,526 
8.779.985 
8.470.018 


Dividends 


$800,000 
800,000 
830.000 
700.000 
800.000 


Expenses 


Total  Ex- 
penditures 


$6,107.0231 
6,273.475 
5.696.218' 
5,717.5011 
5,764.801' 


$16,290,662 
15,886,183 
15.037,744 
15.197.486 
15,034.819 


Incurred 


$9,567,670 
8.791,311 
8.516,.53g 
8.5»4.416 
8398,816 


t  Inehides  $753,142  mar.  pcems.  and  $182,490  mar.  1 

Absbts,  Dig.  31, 1914. 

Realestate $728,000 

Mortgage  loans....  394.500 

Bonds  and  stocks. . .  21,237,343 

Collateral  k)ans....  30.000 

Gash 1,521.667 

Agents' balanees....  2,765,076 

Interest 265.767 

Other  asaeta 9316 

Total 126.952,160 

QpL  dep.  OTsr  liab. .        71,411 


LuBiuTras,  Dm.  31, 1914. 

Losses  unpud $1,654,270 

Unesniedprems....  15.251,453 

Special  reaerve 500,000 

Other  liabilities 505,273 

Total  fiabilities. .  .$17,910,996 
Capital  paid  up. .. .  2,000,000 
Netsurphis 6,969,762 


Total 


.$26,880,758       Total $26380,758 


Fndcnmtiog  kas.  $128381;  inTestment  profit.  $625308. 


X  Transacts  both  fire  and  marine 

RISKS  AND  PREMIUMS:  Fiie  risks  in  force.  December  31 
$2,817,993,638;  premiums  thereon.  $29,124,860;  marine  and  ix&lanci 
risks  in  force.  $29,107,288;  premiums  thereon,  $655,986. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$306,151,023;  losses  paid.  $176,586388;  dividends  declaKd,  cash 
$18,220,329;  stock.  $950,000. 

REAL  ESTATE  OWNED:  The  principal  item  is  the  brich 
and  granite  building  at  Pearl  and  Trumbull  sts..  Hartfocxl^  oi 
which  the  actual  cost  was  $838,509.  and  which  is  oamed  at  STOO.^ 
000.  The  remaining  properties  are  3  brick  buildings  in  ChicasM 
and  Hartford,  valued  at  from  $5,000  to  $16,000  each. 

MORTGAGE  LOANS:  There  are  19  loans,  aggregatinc  S346  , 
500.  and  ranging  in  amount  from  $4.0X  to  $82,000.  The  imrKes 
are  one  of  $82,000  on  apartment  building.  714-728  W.  Van  3iir«i 
St..  and  713-727  Boston  ave..  Chicago,  valued  at  $125,000.  and  <n« 
of  $75,000  on  brick  department  stores  at  701-705  Nioollet 
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Mifloapofe.  MjDn.,  vafaied  at  1215,000.  The  others  are  upon 
properties  ia  CUcaso.  ParUand  (Ore.),  New  York,  New  Britain, 
Oma.  ud  Ddbs.  Tex.  The  total  valuatbn  of  the  mortgas^ 
propertin  k  1963,700.  and  the  oompany  holds  $375,100  of  m- 
ntaaee  oe  tbe  bnikimga.  There  was  no  interest  past  due  on 
DeoantoSlkflt. 


C0LL4TEBAL  LOANS  are  as  foDows: 
Steumas. 


AtIaflto.Ga..4<^c  ted..  1930... 

Ad»au,Ga.,3Jf-c.re(L,193l-. 
Atkitt.G«.,3J'~cwat..lWl.. 
Atlaata,G»,4i%wat..l922. 
Atlanta,  Ga..lJ7c,w»t,  1922. 


ToUh. 


BONDS  AND  STOCKS  OWNED: 

BOITDS. 

CuU.Rep..  est.  ban.  1944,  5% 

r.9.of.\iMr^l925.4% 

Alberta.  Phy^.,  g.  d.,  1924,  4§% 

Atkita,  Ga.,  wat,  1921-32.  Ai% 

Adttta,Ga..8e.,l932,4i% 

Athcta.Ga..wat.l9S4-6,4i% 

Baluaore.  Md.,  sr.  hnp.  loan,  19S0, 3}% 

JaDu,  Ta,  ej.  hll.  g..  1962, 4i% 

Gwp  State,  1918, 3i% 

Mtoa,  Ont.,  d.,  1927,  4% 

5»nio«,  Out.,  d..  1934,  ik% 

Hirfed.  Coon-,  Conn.  R.  B.,  1955, 34% 
lesfisa.  Oat.  go.  cs.  loan  d..  1924.  3$% 
ifAaplB,  CaL.  w.  w.,  1921-41, 4J%. . 

5f««aBive,  P.  Q.,  d.,  1954,  5% 

MatnalCflrp..l926,4% 

JidnriDe.  TeiaL,  h.  sc..  1940. 4§% 

P!rJand,0re.,dtyhaU.1920,5% 

?ariacd.  Ore.,  wat..  1935, 4% 

PWttd.  Ob.,  pk.  A  bird.,  1937. 4%. . 

JttaoBd,Va.,1921.4% .;•• 

Twoata,  Out.,  gn.  ea.  kwn  d..  1929. 3i% 

TcroBto,  Ont,  d^  19»M5,  3J% 

Tittloa,H.  J,  wat.,  1988.  4i%. . ..... 

y«<ww,B.C.,loc.imp.  d-,  1923, 4J% 

T?^P.Q.,d.,1954.6% 

Sra>ia,B.a.d..l923.4% 

Jfltoomt. P.  Q..  1955. 4i%.  .•■•••• 
^saixg.  Man,  g*.  (figt.  d.,  1941, 4%. . 
Fc^xc,  Han^  wat.  wks..  1941,  3|%. 

iadw.  Oat,  d.,  1917-20, 5% ;• 

A  T.  4  S.  Fc  R.  R.,  gn.  m.  g.,  1905, 4% 

A-  T.  ft  3.  Pe  Ry.,  CW.-AM.  1  r.  m.. 

WG.  44*^"  

AL.Sa-iW'R.' R^'l  m.Vi946,'5%.  • 
A  C  L,  L  4  N.,  ool- tr.,  Ift52. 4%. . . . 

B.*O.H.IUlBi.g..  1948.4%....... 

B.  4  0. 8.  R.,  1  m.  g.,  awn-,  1925. 3*% 
B  ft  0.  a.  R..  P..  L.  E.  A  W.  Va..  r.  m.. 

1941  ^'.-  

E«:t  R,  R.  4  Stk  iri,'  ind!."i  r.'  m.'.  1939, 

,n 

BftA.R.R,d-,l«33,4'^c 

BftM.R.R.,d..l929,44% 

B  ft  N.  St.  Ry,  1  m.  r.,  1954, 4%. . ... 
^  Coim  Her.  R.  R.,  1  m..  1960.  5% 

B,R.AP.Ry..c8.m..  1957.41% 

B.  C.  a.  4  N.  Ry.,  ca.  m..  1934. 5% . . . 
(y.  So.  Ry,ea.  BL  gr.,  1962.  5%. . ... 
'^  So.  Ry..  Win.  Term,  g.,  1939,  4% 
C«*.rfGa.  Ry..  cs.  m.  g.,  1945. 5%. . . 
C«Bi-Pac-  Ry..  1  r.  m.  g.,  1949,  4%. . . 
Cct.  R  R.  of  N.  J.,  gn.  m.  g.,  1987, 5% 
Ci«.  4  0.  Ry..  gn.  m.  g.,  1992,  4*%. . 
C:*.  4 0.  Ry..  I  ca.  m.  g..  1939,  5%. . 
Ci  4  Ah.  R.  R,  r.  m.  g.,  1949. 3%. . . 
Cd  4  W.  lad.  R.  R,  gn.  m.  g..  1932, 6% 
Ca.  4  W.  Ind.  R  R..  C8- m.  g.,  1952, 4% 

'>-L4S»iLR.R,a.f..l929,6ro 

^4Xwa.R.R^8.f..l929,5% 

^4!ivaBy.,d..l921,5% •;• 

GkuBarftOney  R.  B..  m.,  1949. 3)% 
ClD-  4  Gl  Wert.  R.  R.,  1  m.,  term,  g., 

l«I.S% 

C^ftErieR.R..lm.g.,  1982.5%... 
Qi  ft  E.  QL  R.  R,  gn.  ca.  A  1  m.,  1937, 

CfeTiai  4  ilRy.,'  r."  m^  '1947.4% .'  .* ." 


Market 

Amount 

Value. 

Loaned. 

$19,4001 

8.700 

1.750 

$30,000 

3,000 

5.OO0J 

$38,160 

$30,030 

Par 

Market 

Vahie. 

Value. 

$100,000 

$101,000 

10.000 

11.100 

35.000 

33,950 

32.000 

32,000 

10,000 

10.000 

60,000 

60.000 

50.000 

42.500 

50,000 

51.000 

15,000 

14,850 

50.000 

46,500 

50.000 

48.000 

113,000 

100.570 

59.000 

53,690 

80,000 

80.250 

24,333 

24.333 

62,500 

59,375 

50,000 

50.000 

24.000 

25,110 

50,000 

48.500 

50.000 

48.500 

52.500 

51.450 

68,133 

59.957 

239,439 

198.735 

60,000 

53.000 

50,000 

48.500 

30.000 

80.000 

26.000 

24.180 

25,000 

24.000 

50,000 

44,500 

50,000 

40,500 

18,000 

18.000 

25.000 

24,000 

25,000 

24.500 

54,000 

59,940 

275.000 

253.000 

100,000 

93,000 

95,000 

86.450 

50,000 

43,500 

100,000 

95.000 

50.000 

47,000 

200/100 

154.000 

50.000 

44,000 

125.000 

128,750 

50,000 

52,000 

120.000 

122.400 

66.000 

69,906 

150,000 

139.500 

150.000 

157,500 

200,000 

188,000 

301.000 

352,170 

160.000 

141,000 

210/)00 

224,700 

150.000 

90,000 

240.000 

254,400 

100,000 

84,000 

180.000 

196,200 

134,000 

140.700 

100,000 

102.000 

200.000 

170.000 

59,000 

59.690 

125,000 

135,000 

25,000 

18,750 

75,000 

63.750 

Bonds  and  Stoco  Ownbd.— Conl. 
Bonds.— Conf. 

Chi..  Mil.  A  St.  P.  Ry.,  gn.  m.  g.,  1899. 4% 


Chi.,  MU.  &  St.  P.  Ry..  cv.,  1932.  A\%. . 
Chi.,  St.  P.,  M.  ft  0.  Ry.,  cs.  m.,  I930,67o 
Chi..  St.  L.  ft  N.  0.  R.  R..  C8.m.,  1951,5% 
Chi.,  St.  L.  ft  P.  R.  R..  1  cs.  m.,  1932, 5% 
Choc,  ft  Mem.  R.  R.,  1  m.  g..  1949.  5% 
Cin..  Dav.  ft  Chi.  R.  R..  1  m..  1942, 4% 
Cin.,  Ind.,  St.  L.  ft  Chi.  R.  R.,  a.  m., 

1920.6% 

C,  C,  C.  ft  St.  L.  R.  R.,  1  m.  g.,  1940. 4% 
C.  C.  0.  ft  St.  L.  R.  R.  1  m.  col.  tr.  g., 

1990  4% 

C.  L.  ft  W.  Ry.,  1  m.  os..  1933.  5%. . . . 
Day.  ft  Mich.  R.  R..  gr..  1931. 4)%. . . . 
D..  O.  R.  ft  W.  R  R.  1  cs.  m.,  1946, 4% 

Det.  ft  Mack.  Ry..  1  In..  1995.  4% 

Det.  Term,  ft  Tun.,  1  m.,  1961.  4i%. . . 
Easton  ft  Amb.  R  R,  1  m.  gr..  1920, 5% 
Elg..  Jol.  ft  East.  R.  R,  1  m.,  1941,  57o 

Enc  R  R,  pr.  ta.  g.,  1996,  4% 

Erie  Ry.,  cs.  m ,  1920,  7% 

Ga.  Ry.  ft  El.,  1  cs.  m.,  1932,  5% 

G.  R.  ft  Ind.  R.  R.  1  m.  g.  gr.,  1941, 4i% 
Hartford  St.  Ry.,  1  m.  g.,  1930,  4%. . . . 
111.  Cent.  R.  R.  (Lo.  Div.  ft  Term.),  m.. 

1953  3i% 
lU.  Cent,  R.  R,  i  m.,"  i951,*3i%. .'. . . . 
Inter,  ft  Gt.  No.  R.  R.  P.  M.,  1  m.  g.. 

1919,6% 

Interb.  R.  T,  1  m.,  1968,  6%. 


/o- 


la.  Cent.  Ry.,  1  m.  g.,  1938,  5 

la.  Falls  ft  Sx.  Cy.  R  R,  1  m.,  1917. 7% 

Jeff.  R.  R..  1  m.  gr.  g.,  1919,  5% 

Ky.  Cent.  Ry.,  1  m.,  1987,  4% 

L.  E.  ft  W.  R.  R.,  1  m.  g.,  1937, 5%. . . . 
L.  E.  ft  W.  R.  R.  2  m.  g.,  1941.  5%. . . 


SL  g.,  11 

..  ifel, 


IC7. 


/©• 


L.  8.  ft  M.  So.  Ry..  g.. 

L.  8.  ft  M.  So.  Ry..  d..  1928,  4%. 

Leh.  ft  N.  Y.  R,  R.,  I  W..  1945,  4%. . . . 

Leh.  Val.  R.  R.  1  m.  term,  g.,  1941. 5% 

Leh.  Val.  R  R..  os..  1923.  6% 

Leh.  VaL  R  R.,  N.  t.,  1  m.  g..  1940, 4*% 

L.  I.  R  R.  urn.  m.  g.,  1949,  4% 

L.  ft  J.  Bg.,  g.  m..  1945.  4% 

L.  ft  N.  R.  ILtgn.  m..  1980,  6% 

L.  ft  N.R.  R.  e!h.  ft  N.,  1  m..  1919. 6% 

L.  ft  N.  R.  R..  unl  g..  1940. 4% 

L.  ft  N.  R.  R..  A..  E.  ft  C.  m..  1955. 4% 
L.  ft  N.  R  R..  P.  ft  M..  1  m..  1946. 4% 
L..  H.  ft  St.  L.  RyM  I  m.  g..  1946. 5%. . 
M..  G.  B.  ft  Nwn  Ry..  1  m..  1941. 3i% 
M..  L.  8.  ft  W.  R.  R..  ex.  imp.  m.  s.  f.  g.. 

1929.5% 

MU..  Sp.  ft  Nwn.  Ry..  1  m..  1947.  4%. . 
M.,  St.  P.  ft  8.  Ste.  M.  Cent  Tenn.  Ry., 

1  m.  term..  1941.  4% 

M..  St  P.  ft  8.  Ste  M.  Ry..  as.  m.,  1938, 

4% 

Minn,  ft  Pac.  R.  R.,  1  m..  1936. 4%. . . . 
Minn,  ft  St.L.  R.R..  1  os.  m.,  g.,  1934. 5% 
Minn.  Union  R.  R..  n.  g-.  1922.  6%. . . 
Minn.  St.  Ry.  ft  St  P.  Cy.  Ry.,  cs.  m.. 

19M,5% ^••;j-- 

Mo.,  K.  ft  E.  R.  R.  1  m.,  1942, 5%. . . . 
Mo.  Pac  R.  R,  OS.  1  m.  g.,  1920. 6%. . . 
Mut  Term..  Buffak).  1  m.  s.  f.  g..  1924. 

4%  

N.,  C.  ftSt.  L.  R  R..  cs.  1  m.  g.,  1928, 5% 
New  Eng.  R.  R.  os.  m.  g.,  1945. 4%. . . 
New  London  ft  No.  R.  R..  1  m.,  1940, 4% 
N.  Y.  C.  ft  H.  R,  R.  R..  L.  S.,  eol.  tr., 

1998,84%. 

N.  Y.  C.  ft  H.  R,  R.  R,  ool.  tr.  g.,  1998. 

N.  rxj!  ft  h!  R.*  IrL'.  d.'g.*.*1984,"4% \  \  \ 
N.  Y.  ft  B.  R  R..  4  m.  ext.,  1920,  5%. . 
N.  Y..  L.  ft  W.  Ry..  1  m..  1921,  6%. . . . 
N.  Y.,  L.  ft  W.  Ry..  cons.  m-.  1923,  5% 
N.  Y..  L.  ft  W.  Ry..  term,  ft  imp.  m., 

1923  4%  

N.  Y..  '0.  ft  W!  RyJ.  6^  «•  «M  1956.  ^% 
N.  Y..  N.  H.  ft  H.  R.  R,  cv.  d.,  1948. 6% 

N.  ft  W.  R.  R,  gn.  m.,  1931.  6% 

N.  0.  Ry..  1  m.,  1945,  5%. ;. 

N.  P..  G:  N.  R.  k^  C.  B.  ft  Q..  1921. 4% 
N.  P.  Ry.,  pr.  In.  L.  G.  e..  1997,  4%. ... 
N.  P.  Ry.  St.  P.  ft  D..  P.  M..  1996,  4% 


Book 
Value. 

$25,000 
17.800 
150.000 
212,000 
26,000 
50,000 
50.000 

108,000 
72,000 

200.000 

50.000 

60.000 

41.000 

50.000 

60.000 

203,000 

277,000 

150,000 

137,000 

50.000 

20,000 

100,000 

50,000 
65,000 

248,000 

325,000 

130,000 

100.000 

175,000 

50.000 

50,000 

75.000 

91,000 

200.000 

50,000 

815,000 

75.000 

200.000 

60,000 

100,000 

58,000 

22,000 

100,000 

50,000 

100,000 

235,500 

175.000 

50.000 
75.000 


150,000 
50,000 

112,000 
50.000 

50,000 
100,000 
115.000 

100,000 

200,000 

100,000 

50.000 


100,000 
50,000 
67,000 
58,000 
53,000 

43,000 
200,000 

17,000 
261.000 

29,000 
100.000 

80,000 
159,000 


Market 
Value. 

$24,000 
18,156 
180.000 
233,200 
27,820 
49,500 
34,000 

114,480 
60,480 

166.000 

53.000 

58.200 

24,190 

43,000 

46,500 

211,120 

290,850 

126.000 

153,440 

50,500 

20.000 

96,000 

41,000 
53.300 

248.000 

321,750 

114.400 

106,000 

178.500 

45.000 

51,000 

71,260 

85,540 

188,000 

44.000 

849.650 

84,000 

202,000 

52.200 

.83,000 

65.540 

23.980 

96.000 

45.000 

91,000 

342.565 

148.750 

53,500 
69.000 


50,000    46,000 


142,500 
46,500 
99,680 
55,500 

51.000 
101,000 
117.300 

94.000 

316,000 

94,000 

41,500 


225.000    175,500 


77.000 
45,000 
68,340 
63,800 
55,650 

41.280 

158,000 

18,020 

813.200 

28,420 

97,000 

76,000 

143.100 
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REPORTS    OF    FIRE    INSURANCE   COMPANIES. 


HARTFORD  FIR^  INSURANCE  COMPANY,  Hartford,  Conn,-'Continued. 


Bonds  and  8tocu  Ownid.— CoiU. 
Bonds.— Con/. 

N.  P.  Tenn.,  Ore.,  1  m.  g.,  1933,  6%. . 
Old  Colraiy  8t.  Ry.,  1  m.  r.,  1964,  4%. 

Ore.  8.  L.  Ry.,  1  m.,  1922,  6% 

Ore.  8.  L.  Ry.,  cs.  1  W.,  1946,  5% 

Pen.  &  Atl.lL  R..  1  m.,  1921.  6%. 


P.  A  R.  R.  R.,  tenn.  g..  1941,  5 

P.,  C,  C.  &  St.  L.  Ry.,  08.  m.  "A,"  1940. 


^4*%... 


P..  C,  C.  &  St.L.  Ry.,  c.  m.  "D,"194«,  4% 

P.,  C.  C.  &  StL.  Ry.  c.  m.  "G,"  1967, 4  % 

Port  Rdg.  R.  R.,  1  m.  g.,  1941,  5%.   . . 

Portland  Ry.,  1  A  r.  m.  g.,  1930.  5^c     . 

Rdg.  Co.,  gn.  m.  b.  f.  g.,  1997,  4% 

StTP.  &  N.  P.  R.  R.,  gn.  m.  g.,  1923,  6% 
St.  P.,  M.  k  M.  Ry.,  cs.  m..  1933,  4%. . 
St.  P.,  M.  &  M.  Ry.,  cs.  nu,  1933. 4|% . . 
St.  P.,  M.  A  M.  Ry.,  cs.  m.,  1933,  6%. . 
St.  P.,  M.  A  M.  Ry.,  ext.  1  m.,  1937. 4% 
St.  L..  I.  M.  .A  S.  R.  R,  gn.  oe.  1.  g., 

1931  5*^ 
St.  L.,  i.  M.  A  S.  R.  R,  ui  A  r.  g.,  1929, 

4% V 

St.  L.  A  S.  F.  R.  R.,  gn.  m.  g.,  1931, 6% 
St.  L.  Bo.  R.  R..  1  m.  gr.  g.,  1931.  4%. . 
Ssn  Fr.  A  S.  J.  V.  Ry.,  I  m..  1940, 5%. . 
Sav.,  Fla.  A  W.  R.  R.,  1  m.  g..  1934,  6% 
Sav..  Fla.  A  W.  R  R.,  1  nu.  1934.  5%. . 
8.  A  N.  Ala.  R.  R.,  cs.  m.  g.,  1936,  5. . . 
So.  Pao.  R.  R,  1  r.  m.  g.,  1956.  4%. . . . 
So.  Pac..  Cent.  Pac.  st.  ool.,  1949.  4%. . 
So.  Pao.  R.  R..  Cal.  1  cs.  m.  g.,  1937,  5% 
So.  Ry.,  St.  L.  Div.,  1  m.  g.,  1951,  4%. . 

So.  Ry.,  1  C8.  m.  g.,  1994,  b% 

So.  Ry.,  Mem.  Div.,  1  m.  g.,  1996,  5%. . 
Tm.  R.R.  Aaso.,  St.  L.,  gn.  m.  r.  g.,  1953, 

i%. 

Tm.  K.  R  Asso.,  St.  L.,  1  m.  g.  1939, 4}% 
Tm.  R.  R.  Aaso^  St.  L.,  1  cs.  m..  1944, 5% 
Union  Pao.  R.  R,  1  m.  A  I.  g.,  1947,  4?o 
Utah  A  No.  Ry.,  1  m.  ext,  1933,  4%. . . 
VandaUa  R  R,  os.  m.,  1955,  4% 


0-' 


Vcr.  Val.  R.  R,  1  m.,  1940,  4J« 

Wab.  R,  R.,  1  m.  g.,  1939.  5% 

Wab.  R.  R.,  1  m.  g.,  1941,  4% 

West.  Md.  R.  R.,  1  m.  g.,  1952,  4%. . . . 

W.  S.  R.  R,  gr.,  2361,  4% 

W.  A  L.  E.  R.  R,  1  m.  cs.  g.,  1949,  i%.. 
W.  A  L.  E.  R.  R.,  1  m.  g.,  1926,  5%. . . . 
Willmar  A  Si.  Fs.  Ry.,  1  m.,  1938,  5%. . 
Wis.  Cent.  Ry.,  1  gn.  m.  g.,  1949.  4%. . 
Wis.  Cent.  Ry.,  S.  A  D.  Div.  A  Tm., 

Im..  1936,47o 

Can-  Pm.  M.  Corp.,  d.,  1923,  4f% 

ChL  TL  1  m.  g.,  1923,  5% 

Cleve.  Ei.  lU.,  1  m..  1939,  5% 

Det.  Ed.,  1  m.  g..  1933,  57o 

Laclede  Oas  Lt.,  St.  L.,  1  m.,  1919,  5% 
Laclede  Gas  Lt..  r.  A  ext.  m.,  1934,  5% 

Mich.  State  TL  1  m.  g.,  1924,  5% 

New  England  Tl.  A  Tg.,  1932,  5% 

N.  Y.  TT,  1  A  gn.  m.  g.  s.  f.,  1939,  4J% 

N.  Y.  Dock.,  1  m.,  1961.  4% 

Nor.  Tex.  Tc.  1  m.,  1983.  5% 

No.  Inv.  A  RIty.,  ool.  g.,  1940,  4% 

Union  O.  Lt.  A  Pow..  1  m.  g.,  1932.  5% 

Stocks. 

Chieago.  Mil.  A  St.  P.  R.  R 

Cluca«o.  Mil.  A  St.  P.  R.  R,  p 

Chicago  A  Nwn.  K.  K 

Chicago  A  Nwn  R.  R.,  p 

Connecticut  River  R.  R 

Joilet  A  Chicago  R.  R,  gr 

ti  •  I .  (.>.  V  U.  K.  A.  t\ 

N.Y.,N.H.AH.RR 

N.Y.,L.AW.R.R 

Southern  Pacific,  ctf  of  int 

Union  Pacific  R  R.,  p , . 

^tna  Nat.  Bk.,  Hartford 

Amer.  Excfaan^  Nat.  Bk.,  N.  Y 

Back  of  Amenea,  N.  Y 

Bank  of  Montreal,  Montreal 

Boyiston  Nat.  Bk.,  Boston 

Charter  Oak  Nat.  Bk.,  Hartford 

City  Bk.,  Hartford 

Conn.  Tr.  A  Safe  Deposit,  Hartford. . . . 

First  Natl  Nk..  Hartford 

Hartford  Nat.  Bk.,  Hartford 

Importers  A  Traders  Nat.  Bk.,  N.  Y . . . 


Par 
Value. 

$119,000 

60,000 

100,000 

160,000 

42,000 

150,000 

60,000 
18.000 
50,000 
60.000 
50,000 
30.000 
160.000 
100.000 
65.000 
54,000 
26,000 


100.000 

50.000 

75.000 

87.000 

100,000 

60.000 

100.000 

200,000 

100,000 

105.000 

150,000 

60,000 

107,000 

200,000 

162.000 

50,000 

75.000 

100,000 

152.000 

60,000 

75,000 

75,000 

50,000 

150,000 

100,000 

75,000 

65.000 

100.000 

50.000 
25.000 
50.000 
48,000 
50.000 
57.000 
31,000 
60.000 
60,000 
60,000 
82,500 
26.000 
400.000 
26.000 


47.700 

37,000 

188,400 

20,000 

2.000 

60,000 

93.500 

400.000 

50.000 

1.000 

3,000 

31.500 

20.000 

15.000 

38.800 

12,500 

10,000 

16,600 

78.500 

17.200 

65.600 

30.000 


Market 
Value. 

$134,470 

44.000 

110,000 

162.000 

46,200 

168,000 

61,500 
17,100 
47.000 
66.000 
50,500 
28,500 
168,000 
99,000 
67,600 
66,420 
24,960 


100,000        102,000 


75,000 

61,000 

69,750 

93,000 

122,900 

54,000 

107,000 

184,000 

94,000 

111,300 

130,500 

52,500 

112,350 

176,000 

162.000 

53.500 

72,750 

93,000 

141,360 

47,500 

77,250 

54,750 

31.000 

139,500 

74.000 

75,755 

71,500 

88.000 

44,500 
25.000 
50,500 
48.960 
51,500 
58,140 
31,310 
49,500 
50,500 
49,000 
65,175 
26,000 
340,000 
26.260 


47,223 
49.580 

250,572 

35,400 

3,600 

67,500 

84,150 

220.000 

68,000 

1,000 

2,490 

100.800 
41,600 
84.000 
93.120 
15.625 
17.000 
18.426 

254.340 
30.272 

103,416 

155,700 


Bonds  and  Siocu  OwmD.—Cont. 
BrocKS.-^ofU. 

Manhattan  Co.  Bk.,  N.  Y 

Merchants  Nat.  Bk.,  N.  Y 

Nat.  Bk.  of  Commerce,  N.  Y 

Nat.  Bk.  of  North  America.  N.  Y. . . . 

Nat.  Exchange  Bk.,  Hartford 

N.  Y.  Dock  Co.,  p 

Northwestern  Tl 

Hartford  Accident  A  Indemnity 


Par 

Market 

Vahie. 

Value. 

$10,000 

$32,100 

16,700 

29,392 

12,600 

21.000 

20,000 

2,000 

2.000 

3,240 

82.500 

14,850 

25.000 

27.750 

745,500 

1,341.900 

Totals  (book  values,  $22,337,672) $20,705,207*$21,239,673 


*  Securities  as  per  company's  valuatbns,  the  item  in  assets  is 
based  on  insurance  department  valuations. 


MISCELLANEOUS:  Capital  increases  ($950,000  by 
dividends):  From  $150,000  to  $300,000  in  1853;  to  $500,000  in 
1857;  to  $1,000,000  in  1864:  to  $1,250,000  in  1876:  in  1906  to 
12,000,000  by  the  issuance  of  7,500  shares  of  stock  o(  a  par  value 
of  $100  at  $500  per  share,  thus  adding  $3,000,000  to  surplus 
Conflagration  kMses:  Chicago,  1871,  $1,968,225:  Boston.  1872. 
$485,356;  Baltimore,  1904,  $1,213,844;  San  Fnndaoo.  1906. 
$6,766,937.  Values  of  special  deposits:  Can.,  $941,671;  Ga, 
$9,900;  Va.,  $51,450;  N.  M.,  $11,100-  Cuba,  $101,000.  In  1909. 
1910  and  1911  the  assets  and  surplus  do  not  inehide  $340,000  oc 
Northern  Investment  and  realty  bonds  disallowed  by  the  New 
York  Insurance  Department.  The  Hartford  Fire  owns  a  con- 
trolling interest  in  the  Hartford  Accident  A  Indemnity  Co. 

DIRECTORS:  James  J.  Goodwin,  Theo.  I^man,  George 
Roberta,  Wm.  C.  Skinner,  Meigs  W.  Whaples,  C.  L.  F.  Robinson. 
Chas  E  Chase,  R.  M.  Bissell.  H.  S.  Robinson. 

FIELD  MEN  AND  TERRITORY  COVERED:  Department 
general  agents:  Dugan  A  Carr,  general  agents,  39  So.  La  Salle  st., 
Chicago,  111.;  W.  C.  Boorn,  assisUnt  general  agent,  39  So.  La  Salle 
dt.,  Chicago,  111.;  J.  J.  Purcell,  assistant  ^raeral  agent.  39  So. 
La  Salle  st..  Chicago,  111.;  Hem7  W.  Moinson.  assistant  gmeral 
agent,  39  So.  La  Salle  st^  Chicago,  111.:  E^eston  A  Pkeacott. 
general  agents,  Atlanta,  Cra.;  Dixwell  Hewitt,  general  sisent. 
430  California  st.,  San  Francisco,  Cal.;  Adam  GtllUand.  sssistauit 
eeneral  agent.  430  California  St.,  Sam  Francisco,  Csl;  J.     B. 
Hereford,  general  aoent,  Dallas,  Tex.   Marine  and  transportation 
department;  C.  S.  Timoerlake,  general  agent,  Hartford,  Conn.; 
J.  D.  Vail,  assistant  general  agent,  Hartfora.  Conn.   Local  agency 
managers:  Howard  Hampton,  manaser  New  York  Oty  depart* 
ment.  58  Muden  la.;  Bruerton  A  Kimball,  managers,  64  Rilby 
St..  Boston.  Mass.;  Walter  R.  J.  Smith,  assistant  manager.  54 
Kilby  St.,  Boston.  Mass.;  HenrrW.  Brown  A  Co.,  manasers, 
435  Wahiut  St.,  Philadelphia.  Fa.;  Walter  J.  Chase,  manager 
suburban  department.  435  Walnut  st.,  Philadelphia,  Pa.    Eastern 
department:  Adams*  A  Boyle,  general  Ments,  Little  Roek,  Ark., 
for  Ark.:  W.  W.  Scrimes,  general  sfsnt  Northwestern  depsrtnaent, 
456  Mam  St.,  Winnipeg.  Man.:  W.  J.  Scrimes,  assistant  general 
agent,  456  Main  st,  Winnipeg,  Man.,  for  Man.,  Sask.,  Alberta  and 
western  Ont;  Peter  A.  MeCallum,  general  agent,  29  Wellington 
St.  E.,  Toronto,  Ont.,  for  Provinoes  of  Ont.,  Que.,  N.  B.,  N.  S.; 
A.  R.  Knight,  inspector,  29  WelUngton  st  £.,  Toronto.  Ont.; 
J.  H.  Campbeh,  roecial  agent.  Box  223,  Manchester.  N.  H.,  for 
Me..  N.  BL  and  Vt.;  W.  P.  Carr,  general  agent,  54  Kilby    at., 
Boston,  Mass.;  for  eastern  Mssmu  and  R.  I.;  Arthur  E.  Goodwin, 
spedal  agent,  54  Kilby  st.,  Boston.  Mass.;  for  Boston  suburban 
department;  S.  C.  Avery,  special  Ment,  Hartford,  Conn.;   for 
Conn,  and  western  Msssa.:  F.  D.  Murdock.  inspector,  spec^ 
risk  department,  Hartford,  Conn.;  C.  H.  Smith,  inspeetor,  special 
risk  department,  Hartford,  Conn.;  Lasher  A  Tsyfer,  general 
agents,  58  Maiden  la.,  New  York,  N.  Y.,  for  Metropolitan  depart- 
ment; Pomeroy  Lee,  special  asnnt,  brokerage   department,   5H 
Maiden  la..  New  York.  N.  Y.fjohn  H.  Ray.  spedal  a^eat.  13S 
Montague  St.,  Brooklyn,  N.  Y.:  Charies  S.  Coxe.  Mpem^   agent 
58  Msaden  la..  New  York,  N.  Y.;  W.  W.  Lenox,  fecial  agent. 
86  State  st^  Room  33,  Albany,  N.  Y.,  P.  0.  Box  46,  for  eartern 
N.  Y.;  H.  H.  Smith,  spseial  agent.  Box  183,  Syraouss,  N.  Y..  for 
centrel  N.  Y.;  F.  J.  Sullivan,  special  agent,  Nn^ara  FaOs.  N.  Y.. 
for  western  N.  Y.;  Theodore  D.  Cross,  spseial  agent,  Borvey 
department.  Hudson  Falls,  N.  Yj  George  Brinl^y,  speeial  agent . 
23  Susquehanna  Trust  Bldg.,  WUliamsport,  PIl,  P.  0.  Box   19, 
for  north  central  Pa.;  John  M.  Hobnes,  special  agent,  416  Wsdnut 
St.,  Philadelphia,  Pa.;  for  eastern  Pa.,  southern  N.  J.:  C.    S . 
Kremer,  speeial  agent,  803  Airott  Bldg.,  Pittsburgh.  P^.;    f^^ 
western  Pa.;  L.  R.  Titsworth,  special  a^fent,  surveying  depart- 
ment, Montrose,  Pa.;  W.  L.  Beecher,  speeial  agent,  507  Amerieaa 
Bldg.,  Baltimore,  Md.,  Tel.  St.  Paul  1641,  for  southern    Pa_i 
western  Md.  and  D.  C;  WiUiam  D.  Deaney,  speoial  agent.  Dow, 
Del.,  for  Del.  and  eastern  Md.    Southern  department:  K.    H. 
Jones,  spseial  agent,  Box  137,  Richmond,  Va.,  telegrams  care  nf 
Jefferson  A  Harvie,  for  Va.;  M.  G.  Hunter,  speoial  agents   802 ' 
So.  Tryon  st^Charlotte,  N.  C.  for  N.  C;  R.  L.  Bailor,  special 
agent,  1210  WasUngton  st.,  Columbia,  S.  C,  for  S.  C;   R.   p^ 
Luther,  special  agent,  801  Trust  Company  of  Geor^  Bldg., 
Atlanta,  Ga.,  for  western  Ga.;  W.  W.  RobcrU,  speeial  asent.' 
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HARTFORD  FIRE  INSURANCE  COPANY.  Hartford.  Conn,— Continued, 

SOI  Tmt  Coapooy  of  GeoRgiA  Bldg.,  Atlanta.  Qa.,  for  eaatern 

Gr;  Aittar  Ltiae,  special  ageat,  oare  of  J.  H.  Norton  ft  Co., 

Jaeboimlfe,  Fb.  for  Fb.;  Joim  S.  GoMflOOtth,  iD^ 

16&  ive.  S.,  BBminghaiB,  Ala.,  for  Ala.;  P.  L.  Davu,  special 

sseot.  P.  0.  Box  203,  ViekabarK.  Mia.,  for  Mibb.;  C.  D.  QroTcr, 

WMBl  aieiLt,  P.  0.  Box  202,  Vieksbara,  MisB.,  for  MiiB;:  W.  Y. 

Biraer,  ipcdal  iRot.  Hamen  BIdg.,  New  Orleans,  La.,  Box  414, 

far  Ll;  C.  E.  Usrtvdl,  special  agent,  Hennen  Bldg..    New 

OriesDa,  la..  Box  414..  for  La.   Texas  department:  Hughbert  C. 

Cnis.  speeal  ^ent.  407  Insoranoe  Bldg.,  Dallas,  Tex.,  for  central 

Tcl;  Fdix  S.  HocfoKl,  apedal  uent,  407  Instirance  Bld^.  Dallas, 

Tex.,  fior  oorthosteni  Tex.;  Uui^  W.  Hunter,  special  agent. 

Box  3o9.  Sia  .Antonio,  Tex.,  for  sonthem  Tex.;  M.  G.  Jarreau, 

«pedal  iceot,  407  InsaraDoe  Blda.,  Dallas,  Tex.,  for  northwestern 

To.  fTotoB  department:  W.  L.  Bennett,  special  agent.  39  So. 

U  SAliest,  Chieaflo.  111.,  for  Cook  Co.;  F.  R.  BiaseU,  speckl  agent, 

39  So.  La  SaOe  et.,  Chicaffo,  Ifl^  for  Cook  Co.;  C.  K.  Boynton, 

fecial  agent,  8M-S07  Lincoln  Bank  Bldg.,  Louisrille,  Ky.,  for 

Kj.:  W.  h.  Braerton,  speaal  agent,  Denver,  Colo.,  Box    1555, 

kt  Cob.,  Wyo.  and  N.  M.;  H.  M.  Brooka,  manager  Cuyahoga ' 

Co.  depvtment.  The  Plain  Dealer  Blda.,  Cleveland,  C,  for 

Aibttbala.  Seneca,  Cuyahoga,  Huron,  Erie,  Wood,  Williams. 

Genqa,  Sandusky.  DeGanoe,  Fulton,  Ottawa,  Lorain,  Lake, 

Lma  aad  Henry  CountioB:  M.  E  Brown,  special  agent,  Sioux 

Fifle,  S.  a.  for  S.  D.  and  southern  Minn.;  Stanley  R.  Bruce, 

^nitl  agent,  1116  and  1117  State  National  Bank  Bldg.,  Okla- 

kzaa.  Okk..  for  Okk^  Albert  A  Comrie,  spetAal  agent,  Fargo, 

N*.  D..  for  N.  D.;  W.  H.  Comrie,  Jr.,  speoud  a^nt,  (arm  depart- 

3Bt.  Farso.  N.  D.,  for  N.  D.;  R.  H.  Cooper,  spedal  agent, 

Sdbolba^  Bld^^  Wheeling,  W.  Va.;  Ibr  W.  Va.;  P.  0.  Crocker. 

Mager  St.  Loots  d^Mrtmeni,  Pierce  Bldg.,  St.  Louie,  Mo.,  for 

St.  L»ii,  Mo..  East  St.  Louis,  Granite  City,  Madison  and  Venice, 

li:  C.  L  Danids,  ad^tiater  for  the  northwest.  New  York  Life 

Bk%^  Minneapolis,  Mmn.,  for  N.  D.,  S.  D.  and  Minn.;  M.  S. 

I^TiiKo,  inspector,  39  So.  La  SaDe  St.,  Cfaieaffo,  111.,  for  western 

:iepHtBeot;  J.  F.  Deiber,  special  agent,  R.  A  Long  Bldg.,  Kansas 

City.  Mo.,  for  Mo.;  Witter  B.  Dudley,  special  agent,  Arlington 

Bock,  Onaha,  Neb..  Box  713.  for  Neb.;  A.  E  Elbworth,  special 

Hzat,  Pootiae.  Mich.,  for  Ind.;  J.  T.  Fisher,  special  agent,  farm 

:iepactaeBt.  MarsfaaO,  Mo.,  for  Mo.;  James  A  Flaws,  special 

HBsi,  J9  8o.  La  Salle  St..  Chicago,  OL,  for  survey  department, 

■rt&era  IQ4  Geo.  C.  Friokel,  special  agent,  1116  and  1117  Stote 

Kituaai  Bank  Bldg.,  Oklahoma,  OUa.,  for  OUa.;  Charles  F. 

Htfir.  special  azent,  Topeka,  Kan.,  for  Kan.;  G.  A.  Hastreiter, 

*peei&l  i^ieat  and  adjuster,  911  Ofivia  ave.,  Ann  Arbw,  Mich., 

iraocban  Mich.;  W.  J.  Hatcher,  special  agent,  MitcheU  Bldg., 

ydvaakee,  Wk.,  for  Wia.;    L.  E  Hiklreth,   adjuster,  39  So. 

U  ^  aL,  CbicagD,  DU  for  HI.  and  Ind.;  B.  T.  Hou^,  special 

4et  la   adjuster,  Des  Moines,  la.,  for  la.;  Frank  U.  Jones, 

fal  ageot,  39  So.  La  Salle  St.,  Chicago,  DL,  for  northem  III.; 
T.  LavieDBe.  nedal  agent,  farm  department,  804  Lincoln 
Suk  Bl<lg^  Louisville,  Ey„  for  Ky.;  James  T.  Leavitt,  inspector, 
31  So.  U  Salk  St.,  Chicago,  IlL,  for  western  department;  J.  H. 
^jxaar,  spedal  agent,  Seaaha,  Mo.,  for  surreying  department, 
Mo.;  M.  D.  Looney,  Boural  adjuster,  1021  Pierce  Bklg.,  St.  Louis, 
Mo.,  tor  Mo.  Boutharn  DL  and  western  Ky.;  W.  A.  McGrew, 
^eoil  agBBt  and  a4juster.  Denver,  Colo.,  Box  155.5,  for  Colo., 
N.  M.  aad  Wyo.:  James  S.  McHugh,  special  agent,  Des  Moines, 
Ii.  (or  rarey  dcfwrteient,  la.;  H.  L.  Meek,  special  agent,  173^ 
'So.  fii^  at.  Columbus,  0.,  for  central  and  southern  0.;  J.  E. 


Morris,  spedal  agent,  farm  dmartment,  Sioux  Falls,  S.  D.;  Carl  V. 
Nipp,  special  •ffcnL  Rushvule,  Ind.,  for  farm  and  surveying 
dmartmient,  Ind:  R.  H.  Noms,  manager  Milwaukee  Branch. 
Mitchell  Bldg.,  Milwaukee,  Wis.,  for  City  of  Milwaukee;  Geor^  P. 
Pieree,  special  agent  New  York  life  Bldg.,  Minueapohs,  Minn., 
for  cential  and  northern  Minn.:  A.  B.  Potts,  special  agent,  farm 
department,  206  ThM  ave.  N..  Nashville,  Tenn.,  for  Tenn.; 
G.  F.  Risley.  SPBoial  agent,  Mit^eQ  Bldg.,  Milwaukee,  Wis.,  for 
Wis.;  A.  W.  Sehell,  manager  Hamilton  Coimty  department, 
1414-1416  First  National  Brak  Bldg.,  S.  E.  cor  4th  A  Walnut  sts.. 
Cincinnati,  0.,  for  Hamilton  County,  0.;  J.  P.  Sheridan,  special 
agent  and  adjuster,  931  Genesee  ave..  East  Sa^;inaw,  Mich.,  for 
northem  Mioi.  and  upper  peninsula;  0.  P.  Smith,  special  agent, 
205  Third  ave.  N.,  Nashville,  Tenn.,  for  Tenn.;  C.  E.  Tebbetts, 
■sneral  adjuster  for  Mo.  and  Kan.^  210  W.  Electric  St..  In- 
depoidenoe.  Mo.;  J.  E.  Tenner,  special  agent.  Pierce  Bldg.,  St. 
Lome,  Mo.,  for  St  Louis,  Mo.,  East  St.  Louis,  Granite  City 
Madison  and  Venioe,  III.;  Wm.  F.  Watson,  special  agent,  14 
Merchants  Bank  Bldg^  Indianapolis.  Ind.,  for  Ind.;  Lucien  .K. 
Wllbor,  special  agent.  The  Phun  Dealer  Bldg.,  Cleveland,  0.,  for 
northem  0.;  C.  J.  Woolridge,  superintendent  farm  department, 
Sioux  City,  la.,  for  la..  Neb.  and  S.  D.;  Henry  A.  Yates,  special 
agent,  404  Reisch  Blda^  Springfidd,  IlL.  for  southem  111.;  Hail 
Department:  Nicholas  Hayes,  superintendent,  613  New  York  Life 
Bl4s.,  MinneapoIiB,  Minn.,  for  Minn.,  N.  D.,  S.  D.  and  Mont. 
Marine  and  transportation  department:  Walter  L.  Grape,  special 
agent,  39  So.  La  Salle  st.,  Chicago,  HI.  Padfio  department: 
James  J.  Dennis,  q)eoial  agent,  SlMrh)ck  Bldg.,  Portland,  Ore., 
for  western  Wash.,  central  Ore.,  western  B.  C;  W.  S.  Dennis, 
specud  agent,  Fresno.  Cal',  for  San  Joaquin  Valley,  San  Francisco 
Bay  Counties,  Cal.;  George  E.  Devine,  superintendent  of  agencies, 
430  California  st.,  San  Frandsoo,  Cal.,  for  office;  R.  E.  DoUard, 
special  agent.  430  California  st.,  San  Francisco,  Cal.,  for  north- 
eastern Cal.,  Nev.,  southwestern  Ore.;  L.  H.  Earle,  special  agent, 
430  California  st.,  San  Francisco,  Cal.,  for  office;  P.  H.  Griffith, 
special  agent,  327  Security  Bids.,  Los  Angeles,  Cal.,  for  southern 
Cal.,  Aris.  and  Nev.;  Charles  E.  Miller,  special  agent,  P.  0.  Box 
1508.  Sah  Lake  City.  Utah,  for  Mont.,  Utah,  southern  Ida., 
southem  Ore.;  E.  £.  Price,  special  agent,  327  Security  Bldg., 
Los  Angeles,  Cal.,  for  southern  Cal..  Aris.  and  Nov.;  M.  £!. 
Spaulding,  spedal  agent,  430  CaUforaia  st.,  San  Francisco,  Cal.; 
for  central  Cid.,  northern  Cal.  coast;  Neil  Stewart,  special  agent, 
1123  Paulsen  Bldg.,  Spokane,  Wash.,  for  eastern  Wash.,  northern 
Ida.,  eastern  Ore.  and  eastern  B.  C.  The  following  are  additional 
special  agents  representing  the  Citixens  Insurance  Company: 
GeOTnB  E.  Hill,  special  agent'  54  Kilby  St.,  Boeton,  Mass.,  for 
Me.,  N.  H.,  Massa^  R.  I.  and  Conn.;  Charles  W.  Phelpe.  special 
agent,  Room  631,  Onondaga  County  Savings  Bank  Bldg.,  Syra- 
cuse. N.  Y.,  for  N.  Y.  Stote;  G.  A.  Russdl;  special  agent.  4319 
Larchwood  ave.,  Philadelphia,  Pa.,  for  eastern  Pa.,  southern 
N.  J.,  Md.,  Del.  and  D.  C;  Joseph  P.  Fisher,  special  agent,  608 
Commonwealth  Bldg..  Pittsburg,  Pa.,  for  western  Pa.;  John 
Shepherd,  manager,  39  So.  La  Salle  sL.  ChiMgo,  111.;  F.  M. 
Greene,  special  agent,  Minneapolis,  Miim.,  for  Minn.,  Wis.  and 
la.;  W.  B.  Tobias,  special  agent,  Peoria,  III,  for  111.  (outside  of 
Cook  County),  and  Ind.;  H.  M.  Wardle,  special  agent,  113  King 
ave.,  Detroit,  Mich.,  for  Mich,  and  Ohio.  The  company  operates 
in  all  the  Stotes  and  Territories  of  the  United  States  (except 
Porto  Rico)  and  in  the  Dominion  of  Canada. 


HENRY  CLAY  FIRE  INSURANCE  COMPANY,  Lexington,  Ky. 

Prewieat,  H.  M.  Froman;  Secretary,  F.  G.  Still;  Manager.  Chuide  F.  Snyder.    Organiied,  1910.    Capital,  1270,000. 


ina 
mt 
nil 


Uneamed 

Net 

Net 

Total 

Losses 

Total  Ex- 

Losses 

AsK^      Premiunii 

Suipfais 

Income 

Paid 

Dividends 

Expenses 

penditures 

Incurred 

t5M.4S2       1187,824 

177,525 

1257,537 

•1456,497 

$131,214 

•45,000 

$125,248 

$301,462 

$124,007 

S«i38           91,407 

168,238 

$146,597 

162,560 

115,330 

20,000 

58.932 

194,262 

99,831 

iSim>          66.456 

50,146 

151;881 

tl99,615 

80,796 

13,025 

73,698 

167,419 

86,311 

Vim       34395 

63,476 

73,215 

•135,293 

29,754 

5,854 

51,586 

87.194 

32.702 

ivKm        9jm 

35,530 

16,465 

•90,899 

5,049 

t41,221           46.270 

4.a31 

-  ..'I'^^  $72,547  aurphis  paid  in  1910,  $56,250  in  1911.       f  Includes  $40,927  paid  in  for  surphis  on  stock  in  1912.  and  $165,692 
p  *  ladttdss  ocgaaiaation  euMoses.         S  Includes  tobacco  hail  premiums  on  which  there  are  no  reserve  requirements. 

Mwrre  on  fie  aod  tornado  business  figured  on  the  basis  of  N.  Y.  requirements. 
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HENRY  CLAY  FIRE  INSURANCE  COMPANY,  Lexington,  Ky, —Continued 


Abbets,  Dbc.  31, 1914. 

Real  estate $183,933 

Mortgage  loans 64,978 

Bonds  and  stocks. . .  180.121 

Collateral  loans....  32.201 

Cash 74,300 

Agents'  balances ...  3 1,838 

Interest  and  rents. .  9,393 

St.  k  Co.  warrants . .  29.696 


LiABiLirm,  Dbc.  31, 1914. 

Loases  unpaid 124.230 

Unearned  prems 187,824 

Other  liabmtieB 6,883 


Total  liabUities. 
Capital  paid  up. . 
Net  surplus 


1218,937 

300,000 

77,525 


Total  assets $596,462       Total $596,462 


Underwriting  loss,  $88,765;  investment  profit,  $19,551. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$18,284,261;  premiums  thereon,  $304,255. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  reoeived, 
$642,923;  losses  paid.  $360,252;  dividends  declared,  cash,  $83,879. 

REAL  ESTATE  OWNED:  The  company  owns  an  office  build- 
ing in  Frankfort,  Ky.,  valued  at  $166,000,  and  two  lots  on  Walnut 
St.,  Lexington,  Ky.,  carried  at  cost,  $5,433. 

MORTGAGE  LOANS:  These  aggregate  $54,978  and  are  upon 
23  pieces  of  Kentucky  real  estate,  city  and  farm  lands,  valued  at 
$162,400.  The  company  holds  $40,550  of  insurance  on  the 
BMirtgaged  property.    $68  overdue  interest  December  31,  last. 


COLLATERAL  LOANS  are  as  follows: 
Sbcuritibb. 

Mercer  Nat.  Bk.  Stk 

County  Warrant 

First  Nat.  Bk.,  Wihnore,  Ky 

P.  &  Third  Nat.  Bk.,  Wat  Co.  bs 

Ph.  k  Third  Nat.  Bk.  4  Tr 

Ph.  k  Third  Nat.  Bk.  &  Tr 

Warehouse  Receipt  for  425  bbls.  whsky . 

First  Chr.  Nat.  Bk 

Seelbach  Operating 

S.  Burl^  Tobacco , 

Cent.  Lue  Ins , 

Ben^rman  Realty,  p 

Baptist  Book  Concern 

Life  Ins.  Policy 


Market 

Value. 

$1,000 

364 

2,500 

5,375 

5.850 

5,850 

6,375 

2,000 

1,000 

92 

50 

500 

200 

300 


Amount 

IxMuied. 

$1,000 

364 

2,000 

5.260 

5,260 

5,266 

5,000 


5.000 
3,050 


BonDB  AND  Stocks  Owmn.—Cont. 
Bondb. — CoiU. 

Maiy  Cavanaugh,  r.  e 

Httsburg,  Ky^  gra.  sc 

Barbourville.  Ky.,  wat  wks 

Warren  V.  Qalbreath,  r.  e 

Ben  C.  Allen,  r.  e 

Mercer  Co.,  Ky 

Mexican  Enteroal 

J.  C.  Stils,  r.  e 

HarrodsburK,  Ky.,  el.  It 

Lexington,  Ky.,  st.  imp 

A.  L.  Stratton,  r.  e 

Union  Storage  k  Re-drying 

Land  Tobacco  Re-drying 

Worthville,  grd.  com.  sc 

C.  H.  Berryman,  r.  e 


Stocks. 

Gennan  Nat.  Bk.,  Covingt<m,  Ky . 

W.  R.  Smith,  bus.  college. 

City  Bk.,  Brodhead,  Ky 

City  Bk.,  Somerset.  Ky 

C8.Ga8 

Eversole  Lumber,  Frankfort,  Ky. 
Garrard  Bk.  k  Tr..  Lancaster. . . . 
Title  Guar,  k  Tr.,  Lexington,  Ky. 
Cent.  Savs.  Bk.  k  Tr.,  Newport. . 
Whitley  Nat.  Bk..  Corbin.  Ky . . . 


Peoples  Bk.,  Mt.  Vernon,  Ky. 

Glendale  Blue.,  Glendale 

Amer.  Nat.  Bk.,  Louis 

Commercial  Bk.  k  Tr.,  Louis 

Cynthiana  El.  Lt 

Phoenix  k  Third  Nat.  Bk.,  Lexington . 
Phoenix  k  Third  Tr.,  Lexington 


Pkr 

Market 

Value. 

Value. 

$400 

$400 

500 

500 

1,000 

1.000 

6,000 

6,000 

8,000 

8.000 

500 

500 

485 

500 

4,000 

4.000 

3,000 

3,000 

14,543 

14.543 

5.000 

5.000 

5,000 

5,000 

21,000 

21.000 

3.800 

3,800 

25,000 

25,000 

700 

1,018 

100 

100 

700 

756 

600 

620 

300 

400 

1.000 

1,000 

3.500 

3.6M 

1.000 

1,000 

2.000 

2,575 

600 

530 

500 

550 

600 

64S 

100 

125 

600 

679 

500 

300 

16.800 

28.560 

4,200 

4.200 

Totals. 


BONDS  AND  STOCKS  OWNED: 
Bondb. 

Stevia  C.  Cardwell,  r.  e 

A.  L.  Stratton,  r.  e 

Good  Samaritan  Hoq>.,  r.  e 

Frankfort,  Ky.,  m.  o 

Irvine,  Ky 


$31,457        $32,201 


Par 
Value. 
$2,000 

3.000 

4,000 
23,306 

2,825 


Market 

Value. 

$2,000 

3.000 

4.000 

23,306 

2,825 


Totals  (book  value,  $180,121) $180,121      $180.121 

MISCELLANEOUS:  This  company  oommenoed  busineM 
August  1,  1910,  with  a  paid-up  capital  of  $55,000,  and  a  net 
cash  surphis  of  $72,547.  In  1911,  $56,260  additional  surplua 
was  paid  in.  Early  in  1915  this  company  merged  with  the  Great 
Sotttoem  Fire,  Lyndon,  Ky. 

DIRECTORS:  Frank  P.  James.  J.  L.  Watkins,  Matt  Walton. 
F.  G.  Stils,  Chas.  E.  Hoge.  W.  B.  Brook,  Garrett  D.  Wikm, 
H.  G.  Garrett,  W.  H.  Castner,  Louis  Manhall.  W.  A.  MeDowett. 
C.  F.  Snyder.  H.  M.  Fr(»nan,  E.  W.  Young,  V.  P.  Smith,  E.  C. 
O'Rear,  L.  L.  Dorsey,  A.  OfTuIt,  J.  R.  Docman,  T.  B.  MoGayor, 
C.  P.  Soott,  C.  H.  Morria,  J.  O.  Foley,  E.  E.  Fullerton.  W.  A. 
HaineB. 

TERRITORY  COVERED:    Ky.only. 


HERNANDO  INSURANCE  COMPANY,  Memphis,  Tenn.§ 

President,  J.  R.  Pepper:  Secretary,  J.  S.  Dunsoomb.    Organized.  1860. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

J_OjUqg 

YiaB 

AflsetB 

Premiums 

Surplus 

Premiums 

Income 

Paid 

Dividends 

Expenses 

penditures 

Incurred 

1914 

$139,776 

$16,883 

$6,297 

a$21.752 

$33,086 

a$13,720 

$3,000 

$16,207 

$32,927 

912346 

1913 

127339 

10321 

10,291 

9.195 

17,634 

4,818 

3,000 

12.927 

20.745 

5,652 

1912 

131306 

11,457 

17.408 

12,264 

20.630 

2,044 

3.000 

14.417 

19.461 

3,044 

1911 

129,973 

11,415 

15,233 

10.893 

20,185 

10,208 

3.000 

11.953 

26,161 

6,110 

1910 

136,483 

13.526 

14,175 

15.141 

24,077 

6,430 

7.000 

12.628 

26,058 

11,171 

a  Includes  $584  marine  premiums  and  $1,804  marine  losses 


Abbbtb,  Dig.  81. 1914. 


Mortgage  loans... 
Bonds  and  stocks. 
Collateral  loans. . 

Cash 

Agents' balances.. 
Interest  and  rents. 
Other  assets 


$3,400 
94,031 
5,500 
1,204 
32,278 
1,800 
1,563 


LuBiuTUB,  Dbc.  31, 1914. 

LoBssB  unpaid $506 

Unearned  prems ....        16.883 
Other  liabilities....         16,140 


Total  fiabilities. 
Capital  paid  up. . 
Net  surplus 


Total  assets $139,776       Total . 


$33,479 

100,000 

6,297 

$139,776 


Underwriting  Umb.  $16,186;  investment  profit,  $12,192. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$2357.475;  premiums  thereon,  $33,269. 

MORTGAGE  LOANS:  There  is  one  loan  aggregating  $3,400 
proteeted  by  improved  real  estate  vahied  at  about  $6,500. 

COLLATERAL  LOANS:  There  is  one  loan  of  $500  on  ware- 
house recapts  for  whiskey  in  bcmded  warehouses  valued  at  $600: 
and  one  fa*  $5,000  on  forty  head  of  mules  and  cotton  sold  and  held 
for  dktribtttion  vahiBd  at  $23,000. 


BONDS  AND  STOCKS  OWNED: 

BoNDB. 

Reading  0> 

Atchison,  Topeka  k  Santa  Fe 

Memphis  Light  k  Power  Co , 

Memphis  City,  g 

Taxing  District 

Northern  Pacific 

City  of  Memphis,  "Water" 

Yasoo  k  Misrisnppi  Delta 

West  Shore 

Cotton  Exchange 


Par 

Market 

Value. 

Vahjc. 

$5,000 

$4,625 

10.000 

9.350 

5,000 

4.950 

10.000 

9.900 

5.000 

5.050 

15.000 

13.875 

20.000 

18,000 

5.000 

4,500 

10.000 

9,150 

3.000 

Stockb. 
Illinois  Central  R.R 


10.000 


10300 


Totals  (book  vahie,  $99.621) . 


I  TraasaetB  both  fire  and  mariiM  busiiiesB. 


$95,000         t»4>081 

MISCELLANEOUS:  Capital  reduced  in  1897  from  S15O.O0O 
to  $100,000.  Early  in  1914  this  company  absorbed  the  Bhiff  Citr 
Fire  of  Memphis.  Teno. 

DIRECTORS:  J.  R.  Popper.  0.  B.  Polk.  Fr«leriek  OniB. 
Edward  Fontaine.  W.  B.  MaUory.  J.  F.  Hobt.  F.  M.  Norflecfi.  Ra^ 
Dunsoomb,  J.  S.  Dunsoomb,  W.  H.  Moova. 

TERRliX)RY  COVERED:    Tenn.  only. 


REPORTS    OF    FIRE    INSURANCE    COMPANIES. 
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HIBERNIA  FIRE  INSURANCE  COMPANY,  Chicago,  111. 

Pnndenft,  M.  J.  Naghteo;  Secretary  «nd  Tretsorer,  George  Eseig. 


Tkii  aoopoj  B  bong  orgwiiMd  by  tiie  firm  of  John  Na^ten 
A  On  of  Ghie^  aod  it  is  propoead  to  oommeace  busineBB  aome- 
tiae  b  1S15  vith  1500,000  capital  and  a  omilar  initial  surplus. 


Aeoording  to  recent  advices  the  organisation  work  is  progreasng 
quite  satufaetorily.  R.  £.  Petrie.  Insurance  Ezchaii«k  Chioa«o» 
m  in  ^uvge  of  the  organuntion  work. 


HOME  FIRE  INSURANCE  COMPANY,  Fordyce,  Ark. 

FkeadcBt,  A.  B.  Banks;  Yioe-Fkesident.  J.  H.  Meek;  Secretary,  John  R.  Hampton.    Organised,  1905. 


Uncaroed 

Net 

Net 

Total 

Losses 

,  Total  Ex- 

Losses 

Tub 

HQS,S4 

F^eoQiinnB 

Surptas 

Xsenuums 

Income 

Paid 

Dividends 

Expenses  1  penditures 

Incurred 

1914 

1114472 

S187.134 

$167,477 

1212.049 

S73.784 

eS20.580 

942.169       $136,533 

$64,075 

1913 

353,315 

103.065 

115.999 

160,937 

190,237 

106,640 

e36,76« 

44.192         189.599 

117,790 

1912. 

351360 

84,251 

122,890 

127,429 

188,625 

55.149 

dOO.877 

29.811         185,837 

54,205 

1911  ' 

549.165 

86,036 

173,253 

115.590 

133.489 

78.134 

e32,945 

40,006         151.085 

76,187 

1910 

AliSlS 

91,740 

160,494 

120,417 

165364 

62,907 

c31,774 

35.975'         130.656 

1          61,29& 

e  iKJodcB  $6,774  dividend  to  policyfaoklcrB  in  1910,  17,945  in  1911.  $10,001  in  1912.  $26,766  in  1913  and  $10380  in  1914. 


Amtn,  Dk.  31. 1914. 


LiABiuinB,  Dbc.  31, 1914. 


Kcrtgvloaas.. 
Beads  lod  ito^. 

CoBHoall 


CSCL. 


Gii» 
TstU 


$38,660 

283.006 

5,934 

86.251 

83326 

4.190 

327 


unpaid 

Unearned  prems... 
Dividends  uimaid.. 
Other  fiabifitaesr.. 

Total  Hatnfities.. 
Coital  paid  up. .. 
Net  surplus 


$1300 

114,172 

48.421 

967 

$165,150 
100.000 
137.184 


$402384       Total $402384 


profit.  $51,845;  investment  profit,  $17,966. 

RISES  AND  PHEMmMS:  Fire  risks  in  forae,  December  31. 
ll2i7U84;  mmoms  thesBon,  $220305. 

BUSINE8S  SINCE  ORGANIZATION:  Premiuma  lecevied, 
IUa.»l;  losses  paid.  $095374;  dividends  declared,  eaah.  $240.- 
«t*>ek,$M(MWX 

UOBTQAOE  LOANS:  Tlwre  are  10  loans,  aggregating  $38,- 
SiO  an  propgty  in  Arkaneaa  Tliere  was  $48  of  interest  pMt  due 
aDeoaBherSLIast.  The  property  is  valued  at  $84,000.  There 
R  7mbb  of  $5300  eaeih  on  timbered  luda  in  MissisBippi  valued 


COLUTERAL  LOANS  an  as  foDowK 


g5.(VBL«Lah.dd-.A*. 


Market 

Value. 

$8375] 

l,000j 


Amount 
Loaned. 

6,983 


Totib. 


$9,875         $5,983 


STOCKS  OWNED: 

&Qf  Bsante.  Bwrdte,  AA. . . 
K- of  Bndley. Bradley.  Ark. . . 
U.ofCsrtb.ge.Carthaffe.Ark. 
Bk.af  E^fand.  EoghrndL  Ark. 
K-of  Fonbee.  Fotdyee.  Ark. . . 

&.<ifFBitan.FBlton,Ark 

K-ofUokLeofaLArk 

tt-ofMeNoiLlleNeil,Ark... 

^«fKowE&kliarg.Ark 

^(>f&iBDQ.B3ooo,.Ark 

&oflSliar.1i]]Br/Aik 


Pto 

Market 

Value. 

Value. 

$4300 

$4,200 

675 

709 

4,650 

5313 

1.500 

1300 

14.500 

19375 

1,000 

1.333 

350 

1.260 

1.875 

350 

473 

1,500 

1375 

750 

1.125 

Par  Market 

9rocu  OwKm.—Cont.  Value.  Value. 

Bk.  of  Waldo.  Wakb,  Ark $1,000  $1,750 

Bradley  Co.  Bk..  Hermitage,  Ark 6,000  7300 

Cleveland  Co..  Bk..Eing8land,  Ark 5.200  7,800 

First  National  Bk.,  Benton,  Ark 4,00u  5.200 

La  Fayette  Co.  Bk.,  Buokner,  Ark 250  312 

Paragould  Trust,  Paragould,  Ark 2,000  3.00O 

Pike  Co.  Bk..  Murfreesboro,  Ark 250  260 

Victoria  Baidc.  Strong.  Ark 3.425  4.281 

Bk.  of  FuUerton.  Fuilerton,  Axk 5,000  5.000 

First  ^teBk..LeeeviUe,  La 3.300  3,630 

Sabine  State  Bk.,  Many.  U 400  800 

Ark.  Vane.  Tim.  ^Lbr.,  Fordyce 68,500  68300 

Colfina  Lumber,  Fordyce,  Ark 19,500  390 

Collins-Hampton  Gro.,  Fordyee.  Ark ... .           3,125  4,063 

Edmr  Lumber,  Wesson,  Ark 40.000  60.000 

ElDorado  A  Wesson  Lbr.,  Wesson,  AA..           4,000  4,000 

HaD-Legan  Lbr.,  Morton,  Miss 12,000  30.000 

LeesviIle.IronWk8:,Leeeville,La 200  20O 

German-American  Bk.,  Altus,  Ark 2,900  3,190 

Faimers  Saving  Bk.  ft  Tr.-Co..  Hamburg           4,350  5,002 

Lee  County  Bk.,  Marianna.  Ark 2.000  2.000 

Union  Bk.  ft  Tr..  Junction  Cy..  Arik . . . .           5.000  5.000 

Exchange  Bk^Stuttgart,  Ark 17.000  19350 

Ptort  Neville  Ttober 3,200  3.200 


Totab $243,326      $283,096 


MISCELLANEOUS:  In  1907  the  raidmp  capital  was  increased 
from  $60,000  to  $100,000  and  $75,000  additional  surplus  was  paid 
in  and  in  January.  1906,  capital  was  increased  to  $200,000  by  a 
stock  dividend  of  $100,000.  In  January.  1908.  the  MensantUe 
Fire  of  Little  Rock  was  merged  with  the  Standard  Fire  of  Fordyce, 
and  on  December  31, 1908,  the  Standard  Fire  was  merged  with  th» 
Home  Fire,  increasing  the  paid-up  capital  of  the  latter  to  $250,000, 
and  the  net  eaah  surplus  standing  at  $75,000. 

DIRECTORS:    A.  B.  Banks.  J.  R.  Hampton,  C.  8.  McCaia,. 
J.  G.  PattiUo,  J.  H.  Meek.  C.  D.  Kenesson. 

FIELD  MEN  AND  TERRITORY  COVERED:   A.  B.  Banhs 
ft  Co..  Fordyce.  Ark.,  c^eneral  agents;  J.  C.  Hosea,  W.  W.  O'Neal 
and  E.  F.  Hohnes,  special  agenta  for  Ark.  and  Miss.  The  company 
operates  in  Ark.  ana  Miss. 


THE  HOME  INSURANCE  COMPANY,  New  York,  N.  Y.§ 

Efcridce  G.  Soow;  Vioe-Prendente.  F.  C.  BusweU,  C.  A.  Ludlum;  Vice-President  and  Seeretair,  C.  L.  Tyner;  Secretary,. 
A.  M.  Burtis:  Assistant  Secretaries,  H.  J.  Ferris.  H.  P.  Moore.  V.  P.  Wyatt.    Organised.  1853. 


Tua    Asaets 


U14  I353993I6 

m  1U17314 

ttl2  ».n7367 
»n  32331.746 
1910  ,  39^440314 


Unearned  ;       Net 
Freraiams  ,     Surphis 


$14368,024 
U.447.976 
12341,420 
11,798,635 
11346373 


Net 
Premiums 


Total 
Income 


Losses 
Paid 


Dividends 


11300309 


I 


$11380,851  •115,259,557  $16,780,246  *$8,481,847    $1,200,000    $6,570,407  $15,252,254  $8,650,174 

U0,660,178     14,603,435     16,015.791      7.749.667     tl300.000     6.335.933    14,285.600  7.669,92» 

4,722378     13.024.171      14.343.583       7,085.185       1.050,000      4,629.436     12,714,621  7,000,408 

14305,622     12,712,223     13,911,022       6,578,686      1,050,000      4370,690     11.999.376  6,404,668 

m.S91314     13.199397     14343,572       5.764310^        OOO.OOOf     4346.9341    11.010.244  6.131.474 

praninms  and  $358,686  marine  loases.       t  Excludes  $3,000,000  stock  dividend.  I  Exchidins 
-  surplus  in  1909,  $1,500,000  in  1910,  and  $1,800,000  in  1911, 1912  and  1913. 


Expeoses 


Total  Ex- 
penditures 


Incurred 


both  fire  and 
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THE  HOME  INSURANCE  COMPANY,  New  York,  N.  Y— Continued. 


Abscts,  Dkc.  31, 1914. 

Mortgage  loans $5,500 

Bonds aad stocks...  30,724,755 

Cash 2,161,180 

Agents' balances....    2,857,846 
Interest 250,635 


LuBiLims,  Die.  31, 1914. 

Losses  unpaid $1,554,385 

Unearned  prans....  14,268,024 
Conflanatioa  surplus  2,000.000 
OtherUabiUtiflB 787,656 

Total  liabifities . .  .$18,610,065 

Capital  paid  up 6,000,000 

Net  surplus 11,389351 


Total  assets $35,999,916     Total $35,999,916 


Underwriting  profit,  $370,864;  investment  profit.  $1,817,621. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$3,755,510,790;  premiums  thereon,  $26,653,380;  marine  and  in- 
land risks  in  force,  $48,030,195;  premiums  thereon,  $766,950. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$2S2,949.718;  losses  paid.  $155,697,178;  dividends  declared,  cash, 
$21,415,000;  stock.  $4,000,000. 

MORTGAGE  LOANS:  There  are  3  loans,  the  largest  of  which 
is  for  $3,000,  all  upon  Greater  New  York  property.  No  interest 
is  past  due,  and  tne  mortgaged  properties  are  valued  in  the  ag- 
gregate at  $13,500. 


BONDS  AND  STOCKS  OWNED: 

BOXDS. 


Dis.  of  Col.,  r..  1924,  3.65% 

U.  S..  r.,  1925.  4% 

N.Y.,c..l957,4J% 

N.Y..r.,  1957,4i% 

N.  Y.  rev.,  Sept.,  1916,  6^c 

Richmond,  Va.,  r.,  1922. 5% 

HamUton,  1919-21, 4J% 

Toronto,  r.,  d.,  1944^8. 4^o 

Edmonton  Sc.  Dis.,  1953. 5% 

Jerso'  City  Wat.,  1961,  i^% 

Victoria,  c,  1923. 4Kp 

Alberta,  g.  d.,  1924. 4§% 

Ontario,  d.,  1941,  4% 

<}a..r.,1920,34% 

N.  v.,  r.,  can.  imp.,  1956-59,  3%. 

N.C.,  1951,4% 

B.C..  1933, 4i% 

Maisonneuve,  1953, 5% 

Maisonneuve,  1950, 41% 

U.  S.  of  Mex.,  int'l.  r.,  5% 

A..  T.  4k  S.  F.  Ry.,  cv.,  I960. 4%. . 

Atl.C.L.RJl.,g.,1952,4% 

B.AO.R.R..cv.,1933.4J% 

B.  4  Me.  R.R..  1929,41% 

B.,R.&P.R.R.,1957.4J% 

C,  No.  Ry.»  eq.,  1918, 4J% 

Cent.  N.E.Ry.,  1961,4% 


kcr 


Cent,  of  Ga.  Ry.,  1945,  ^o 

Ches.  &  0.  Ry.,  cv.,  1930. 4|% 

€he8.AO.Ry.,1992,4§% 

Chi.AA.  R.R.,r.,1949,3% 

Chi..  I.  &  So.  R.B..  g..  1966, 4% 

Chi..  M.  4  St.  P.  Ry.,  d.,  1934,  4% 

Chi..  M.  4  St.  P.  Ry.,  cv.  g.,  1932,  4J%. 
Chi.  A  Nwn.  Ry.,  ext.,  r.,  1926,  4%. . . . 
Chi.,  R.  I.  k  P.  Ry.,  1  A  r  m..  1934,  4% 

Chi.,  R.  I.  A  P.  Ry.,  eq.,  1918, 4*% 

Chi.,  St.  P.,M.A  0.  Ry.4.,  1930,  5%. . 

Chi.  ft  W.  Ind.  R.R.,  1952, 4% 

Chi.  4  W.  Ind.  R.R.,  n.,  1915, 5% 

C.  Tm.  ft  Val.  R.R.,  1995,  4% 

Col.  So.  Ry.,  r.  ext.,  1935,  stamped,  4§% . 

D.,  M.  ft  No.  Ry..  g..  1941,  5% 

Erie  R.R.,  Pa.  Coal,  col,  1951. 4% 

Erie  R.R.,  eq.  t.  ctfa.,  1921,  5% 

Erie  R.R.,g.,  1917, 5J% 

Fla.  E.  Coast  Ry.,  1959,  4J% 

O.,  H..  San  A.  Ry.,  1931,  5% 

O.,  H.  ft  H.  R.R.,  1933,  5% 

Oa.  RJl.  4  Bkg.,  1947.  4% 

111.  C.  R.R.  ft  est.  L.  ft  N.O.  it.,1963.5% 

J.,  F.  4  C.  R.R.,  1959, 4% 

Kan.  Cy..  Ft.  S.  ft  M.  Ry..  1936.  4%. . . 

Kan.  Cy .  So.  Ry.,  1  r.,  1950. 5% 

Kan.  Cy.  Tm.  Ry.,  1  m.  B..1960.  4%. . . 

L.  S.  ft  M.  So.  Ry.,  g.,  1931. 4% 

L.  S.  ft  M.  So.  Ry.,  1915,  5% 

L.  S.  ft  M.  So.  Ry.,  1915,5% 


Leh.  Val.  R.R.,  gn.  m.,  cs.,  2003.  4%. 
L..  H.  ft  St.  L.  Ry.,  I  m.,  1946. 5%.. 

Me.  Cent.  R.R..  n.,  1919.  5% 

Man.  Ry..  cs.  m.,  1990,  4% 

Mem.  Un.  Sta..  1959.  5% 


Par 
Value. 

$50,000 

100,000 

200,000 

300,000 

78,000 

50.000 

50.000 

£72.000 

50,000 

200.000 

50.000 

200.000 

35,000 

10.000 

2,800.000 

50.000 

104.000 

20.000 

30.000 

50.000 

200,000 

100.000 

210.000 

200.000 

200.000 

100,000 

200,000 

100,000 

300,000 

100,000 

200,000 

100,000 

250,000 

100,000 

300.000 

100.000 

50.000 

200.000 

200.000 

150.000 

100.000 

200.000 

100.000 

200.000 

50.000 

200,000 

100.000 

100.000 

100.000 

100.000 

200.000 

100.000 

100.000 

100.000 

250.000 

200.000 

105.000 

131.000 

300.000 

25.000 

100.000 

100.000 

100.000 


Market 
Value. 

$50,000 
108,000 
200,000 
300.000 

78,000 

50.000 

48,500 
297,840 

46,500 
200,000 

47,500 
190,000 

31,500 

8,000 

2,688,000 

50,000 
104.000 

97,333 
131,400 

10,000 
194,000 

93.000 
193,200 
150.000 
206.000 

96.000 
148,000 
100.000 
237,000 

93,000 
120.000 

85,000 
227,500 
100,000 
282,000 

67,000 

48,500 
200,000 
166.000 
148,500 

82.000 
170.000 
100,000 
178,000 

50,000 
198,000 

89,000 
102.000 

95,000 

85,000 
200,000 

90,000 

70.000 

95.000 
232,500 
186.000 
105,000 
131.000 
264.000 

25.000 

99.000 

91.000 
103.000 


BoifM  AND  Stocks  Owvmo.—Cont. 

BOKDS.— CofU. 

Mo.,  K.  ft  Tex.  Ry.,  gn.  m.,  1936,  4)%. 

Mo.,  K.  ft  T.  Ry.,  1  r.,  2004,  4% 

N.  0.  Tm.,  1  m.,  1953, 4% 

N.  Y.  C.  ft  H.  R.  E.R..  1915, 5% 

N.  Y..  N.  H.  ft  H.  R.R.,  cv.,  1948,  6%. . 

N.  Y.,  N.  H.  ft  H.  R.R.,  1915, 5% 

N.  Y.,  N.  H.  ft  H.  R.R.,  cv.,  d.,otfis.,r., 

1956,3J% 

N.  Y.  Conn.  R.R.,  1  m.  g.,  1953, 4^%.. . 

Nor.  ft  W.  Poc.,  jt,  1941, 4% 

No.  Pac.,  Gt.  No.,  r.,jt.,  (C£.ft  Q.col.) 

19214% 

Ore.  S.'L.  R.R.*,  v.,"  1929!  4%.* '.    .' 

Pa.  g.  0.  of  1906).  4% 

Reading  (Jersey  Cent  col.)  g.,1951.  4% . 

R.  I.  Imp.,  eq.,  1915.  4J% 

So.  Pac.,  cv.,  1929, 4% 

So.  Pac.,  cv.,  g.,  1934, 5% 

So.  Pac.,  S.  F.  Tm.,  1950.  4% 

So.Ry.,g.,19l7,5% 

Tm.  R.R.  Aasn.,St.  L.,  1953,  4% 

Hudson,  g.,  1918, 6% 

Tol.  ft  0.  C.  Ry..  1935,  5% 

Vandalia  R.R..  cs.,  1957, 4% 

Va.  Midland  Ry.,  gn.  m.,  1936, 5 
Virginian  Ry..  1  m.,  1962,  5%. . 
Un.  Pao.  R.R.,  g.,  2008,  4 


/o- 


/O- 


Wash.  Tm.,  1  m.,  g.,  1945,  3^% 

Wis.  Cent.  Ry.,  1949, 4% 

Adams  Exp.,  col.  tr.,  1948,  4% 

Amer.  Tl.  ft  Tg.,  1929. 4% 

Amer.  Tl.  ft  Tg..  cv.,  1933, 4i% 

Boonville  R.R.  Bg.  Co.,  s.  f.,  1951. 4%. 
Can.  Perm.  Mtg.Cp.,  d.,  1924,  4K%- . 

Ind.  Steel.  1  m..  1952,  5% 

Interb.  R.  T.,  1  ft  r.,  g..  1966, 5% 

Nat.  Tube.  1  m.,  1952,  5% 

N.Y.Tl.,1939,4i% 

N.  Y.  ft  W.  Ltg.,  d.,  1964, 5% 

N.  Y.  ft  W.  Ltg.,  gn.  m.,  2004.  4% 

Peninsular  Tl.,  1  m.,  g.,  1931, 6% 

So.  Bell  Tl.  ft  Tg.,  1  m.,  1941,  5% 

Temple  Coal.  1  m.,  coI.tr.,  g.,  1924, 5%. 

Mtg.  B.  of  N.  Y..  1966,  4% 

U.  S.  Steel  Cp.,  1963,  5% 

Stocks. 

A.,  T.  ft  S.  F.  Ry.,  p 

A.,  T.  ft  S.  F.  Ry.,  oom 

B.  ft  0.  R.R.,  com 

D,  A  \j,  tC.n..  P 

Chi..  Mil.  ft  St.  P.,  com 

Chi.,MU.ftSt.P..p 

Chi.  ft  Nwn.  Ry.,  com 

ChL  ft  Nwn.  Ry.,  p 

ChL,  St.  P.,  M.  ft  O.  Ry.,  p 

Del.  ft  Hud 

Gt.  No.  Ry.,  p 

i  u.  Oent.  K.K 

Kan.  Cy.,  Ft.  S.  ft  M.  RR.,  p 

Lien.  val. tt.A 

La.ftNaah.R.R 

Manhattan  Ry 

N.  Y.  C.  ft  H.  Riv.  R.R 

Xi .  X .,  M .  U.  A  U.  K.lv 

Noif.ft  W.  Ry 

No.Pac.Ry 

No.R.R.ofN.J 

Pa.  R.R 

Pitts.,  B.  ft  L.  E.  R.R •  • ' 

Reading.  1  p 

Roch.  ft  Genesee  Val.  R.R •  ■ 

So.  Pac.,  oom 

8o.Ry.,p 

Un.  Pac.  R.R.,  oom 

Bklyn.  Union  Ga^ 

Consolidated  Gas  of  N.  Y 

Intern'!.  Nickel,  oom 

Lawyers  Mtge. 


The  Maekay  Co., p 

Amer.  Exch.  Nat.  Bk.  of  N.  Y. 

Hanover  Nat.  Bk 

Manhattan,  N.  Y 

Met.Tr 

Pacific  Bk 

U.S.  Mtg.  ft  Tr 


Par 
Vahie. 
$100,000 
200,000 
100,000 
200,000 
100.000 
200,000 

100,000 
200,000 
250,000 

400,000 

100,000 

100,000 

100,000 

100.000 

300,000 

134,000 

100,000 

100.000 

100,000 

200,000 

100.000 

200.000 

50.000 

100,000 

250,000 

100,000 

100.000 

100.000 

300.000 

490.000 

118.000 

25.000 

100.000 

200,000 

300.000 

100.000 

200,000 

200,000 

70.000 

100,000 

100.000 

49,000 

455.000 

400,000 
700,000 
545,000 
424,000 
400.000 
200.000 
700.000 
100,000 
100.000 
200,000 
700.000 
100.000 
200,000 
300,000 
150.000 
600.000 
300,000 
300,000 
800,000 
700,000 
100.000 
825,000 
250,000 
250.000 
180,000 
716,500 
200.000 
400,000 
200.000 
600,000 
100.000 
60,000 
200.000 
80,000 
10,000 
10,000 
5,000 
14,300 
20.000 


Market 

Value. 
$70,000 
100.000 

75.000 
196,000 
103.000 
194.000 

65,000 
194,000 
220,000 

388,000 

91,000 

94,000 

94.000 

99.000 

255,000 

135.340 

83.000 

99.000 

85.000 

192,000 

105.000 

182,oor) 

52.000 
98,000 
235,000 
83,000 
88,000 
77,000 

4S0.-200 

82,600 

25.000 

101,000 

196.000 

297,000 

97.000 

198,000 

164.000 

67,200 

97.000 

97,000 

39.200 

455.000 

396.000 
688,000 
457,800 
318.000 
396.000 
264.000 
903,000 
170,000 
135,000 
294,000 
861.000 
112.000 
120,000 
408.000 
205.500 
780.000 
267.000 
162.000 
832.000 
770.000 
75.000 
915.750 
150,000 
220.000 
180.000 
687.840 
116.000 
460.000 
248.000 
768.000 
116.000 
95,000 
134.000 
164,000 
65.000 
30,000 
17.000 
32.175 
80.000 


Totals $30,418,940  $80,088,379 
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THE  HOME  INSURANCE  COMPANY,  New  York,  N.  Y.— Continued: 


yaXEJUKBOVS:    Capital  ineztMed  in  1868  from  1600,000 

toUnm/a  1859  to  91.000,000;  ia  1863  to  12.000,000;  in  1870 

10  StSKMUD;  m  1876  to  $3,000,000;  in  1918  to  $6,000,000,  by 

K«k  (fividaod.  la  1871,  $1,600,000  impairment  capital  made 

bmL  Sifld  dirideDda  aareKated  $4,000,000.    Conllasntion 

kmm:  CUcagD.  1871,  $3,0n,300;  Boston,  1872.  abont  $800,000; 

BdtiDOK,  19M,  $1,064<814;  San  Franei«x>,  1906.  $2,348,904. 

VaiaesofqiedaldnQaits:    Va..  $61,600; Ga., $9600;  Ore.,  $52,700; 

N.  M..  $11,100;  N.  C  $60,000;  Fla.,  $10,400;  S.  C,  $10,000; 

Caa.  $749,190;  Mex..  $11,070;  Cuba,  $83,260. 

DIRECTOfiS:  Levi  P.  Morton,  Elbridce  G.  Snow,  Georse 
f  Htftfard.  Hemj  F.  Noyea,  Lnden  C.  Warner,  John  Claflin, 
Jofao  H.  Fli^,  Wm.  D.  Baldwin,  Lewia  L.  Clarke,  Clarence 
H.Keliu,  William  I.  Waabbnm.  Elbert  H.  Gary.  Thoa.  B.  Kent, 
GoradBs  N.  Blie,  Jr.,  Frederic  C.  BiwweU. 

HELD  MEN  AND  TERRITORY  COVERED:  East«n  de- 
Fftteat:  Frank  W.  Alden,  State  aeent,  Waterville,  Me.;  Ehncr 
I  Biikr.  Biiriii«tan,  \X  State  agent  lor  N.  H.  and  Vt.;  F.  A. 
Wetkerbee;  general  agent  for  Maaa.;  Howard  H.  Worthincion, 
ipcati  ageat  for  Maaa.;  Gifanoor,  Rotbcry  A  Co.,  Boaton,  Maaa., 
^ml  ageata  for  Maaa.  aub^iffeDeica;  Elliott  G.  Beardaley, 
fvtfefd.  Conn.,  Slate  agent  for  R.  I.  and  Conn.;  Richard  Van 
l^ufua,  Arkay  Blf.,  Albany,  N.  Y.,  apecial  agent  for  eaatem 
>-  Y.;  Hcny  L.  Morgan,  ^rneoae,  N.  Y.,  State  agent  for  centnl 
Fiaak  E.  Bmte,  Rochoater,  N.  Y.,  State  agent  for  weetem 
Geoise  A.  Clarke,  State  aeent,  J.  V.  N.  Simonaon,  special 
•rot  fat  wcmhan  N.  Y.;  Harry  0.  Huth,*home  office,  N.  Y., 
^nluBBt;  F.  J.  Scfaoha,  home  office,  N.  Y.,  inapector  for  N.  Y.; 
Ndn  H.  Sfanmons,  Syraeaae,  N.  Y..  manaeer  for  N.  Y.'  State 
FuB  Dqrt.;  Georae  A.  Clarke,  State  agent.  J.  V.  N.  Simonaon, 
*peaal  a^oit  for  N.  J.  and  DeL;  Hairy  0.  Huth,  home  office,  N. 
N«a»l acBBt  far  N.  J.  and  DeL;  E.  S.  MeElllip.  Bloomaburg. 
TK  spedal  agent  for  north  and  northeaatem  Ffe.;  Fred  D.  Bleaa- 
pqg.  Kttatogh,  Fla.,  rndal  agent  for  weatem  Ffe.;  William 
J.Chigtie,  FUladelnbia,  n.,  apeeial  agent  for  aouth  and  aouth- 
ci^n  Hji  F.  J.  lleFadden,  manager.  Lonia  Harding,  apedal 
>9at  department  of  ImixoTed  Riaka,  home  office,  N.  V.,  Arnold 


X.Y 

.N'.Y 


"llMaiUty,  Mol,  for  department  of  improred  riaka.  Western 
O^vtmeDt:  L.  B.  Leigh  ftCo.,  Little  Rock.  Aik.,  general  agents 


hAitMad  Ark.  farm  denartment;  Harold  Rogers,  Denver,  Cob., 
HitMkiBBt  for  Colo.;  H.  M.  Zimmer.  Chicago.  III..  State  agent  for 
U:  Bttiy  8.  Cole.  Ccntrmlia,  111.,  apeeial  agent  for  southern  111.; 
C«rJttd  0.  Biay.  apedal  agent.  Bkmnungton.  ID.;  H.  G.  Bnswell, 
■f>Mer.  F.  L.  Eaadnan,  apecial  agent,  Chicago,  111.,  for'  111. 
Goik  Ca);  John  B.  Cramer,  State  agent,  Clinton  D.  Laaher. 
ina  Esoott,  apedal  agenta,  Indianapolis,  Ind.,  (or  Ind.;  O.  J. 
mt,  Stete  agent,  O.  W.  FoDett,  apecial  agent.  Dee  Moines  la., 
*9rli.;  C.  W.  Fort,  State  agent.  0.  P.  Riiah,  apecial  agent,  Kanaas 
p^'  Mo.,  for  Kan.;  Robt  H.  9ierman,  manager  for  aonth- 
^«aB  hail  department,  and  John  F.  Hidn,  special  agent, 
•^ikaMCkir,  OUa.,  for  Kan..  Tex.,  N.  M.  and  Okla.;  W.  H. 
^»«Ier.  tneral  agent.  H.  Lee  Upton,  State  agent.  LouisriUe. 
M-;  W.  E.  Drake,  general  agoiey  inspector,  Louisville,  Ky., 


for  Ky. :  Joseph  W.  O'Brien,  Grand  Haven,  Mich..  State 
agent  for  western  Mich.;  Eugene  G.  O'Brien,  special  agent 
for  eaatem  Mich.,  Detroit.  Mich:  William  D.  Lowry,  State  a^ent, 
Jay  A.  Weeks,  speoial  agent,  Minneapolis.  Minn.,  for  Mmn.; 
Walter  Seott,  general  8ab«gen^  dqwrtment,  John  H.  Walsh, 
State  agent,  W.  0.  Woodemall,  Frank  H.  Rea.  special  agenta, 
Kanaaa  City,  Mo.^  for  Mo.,  J(^  K.  Morrison,  State  agent, 
£.  G.  White,  ^pectal  aoent,  Omaha,  Neb.,  John  M.  Shickley, 
special  agent.  lanoohi.  Neb.,  for  Neb.;  William  D.  Lowry,  Stale 
uent.  0.  J.  Johnson,  special  agent,  hail  dept..  Minneapolis,  Minn.; 
Herman  0.  Kallgroi.  spedal  agent,  Fargo.  N.  D..  for  N.  D.; 
C.  T.  Deatrick.  State  agent.  Cluk  0.  Wood.  Ray  Decker,  special 
agents,  Columbus,  0.,  for  0.;  C.  T.  Deatrick.  State  agent  in  charge, 
Cohmibus,  0..  for  0.  farm  department;  R.  W.  Bates.  State  agent, 
Charles  H.  Cowan,  apeeial  agent,  Oklahoma  City.  Okla.,  for  Okla.; 
L.  C.  Niehok,  State  agent,  Sioux  Falls,  S.  D.,  for  S.  D.;  W.  H. 
Wheeler,  general  agent,  LousviDe,  Ky.,  E.  H.  Sherley,  State  agent. 
Naahville.  Trnn .  for  TeniL:  Wm.  C.  KiiUanda,  special  agent, 
Nashville,  Tenn.  and  W.  £.  Drake,  general  agency  inspector, 
Louisville,  Ky.;  E.  A.  Rademaeher,  State  agent,  Roy  L.  Nichol- 
son. C.  H.  Anderson,  special  agents,  Milwaukee,  Wis.,  for  Wis.; 
H.H.  Walker,  secretary,  FX.  Joy,  aasiatantsecretary ,  F.  H.  Cornell, 
aasistant  seeretary,  Queago.  III.,  for  western  farm  department. 
Southern  dej^tment:  Kalford  Ereth.  general  agent.  Percy 
Putnam,  apeeial  asent,  Montgomeij,  Ala.,  for  Ala.;  F.  I.  Moaher, 
Baltimore,  Md.,  State  agent,  W.  Snyder  Carroll,  special  agent, 
1117  Woodward  Big.,  Washington.  D.  C.  for  D.  of  C.  and  W.  Va.; 
Charles  W.  Phillips,  State  agent,  Doraet  T.  Davis,  special  asent, 
Atlanta,  Ga.,  for  Fbu  and  Ga.;  Emerson  H.  Addington.  New 
Orleans.  La.,  State  agent  for  La.;  F.  Bynner  Davenport,  special 
agent.  New  Orleana,  La.;  Albert  G.  Hancock,  general  agent.  G. 
Fred  Swem.  apedal  agent.  Baltimore.  Md.,  W.  Sydney  Carroll, 
spedal  agent,  Washington,  D.  C,  for  Md.;  Kalford  Kreth.  Mont- 

Kmeiy,  Ala.,  general  agent,  A.  J.  Haltiwanger,  Thos.  L.  Spongier, 
ckson.  Miss.,  apeeial  agoita  for  Mias.;  Ben.  J.  Smith,  general 
agent,  Chartotte,  N.  C^  fi.  G.  Foard,  Wifanington,  N.  C.  special 

Sent  for  N.  C.  and  S.  C;  Leon  Dargan.  State  agent,  D.  D. 
eLariy,  C.  M.  Hunt,  DaUas,  Tex^,  special  agenta  for  Tex.; 
Frank  J.  McCarthy,  Richmond,  Va.,  State  agent  for  Va.;  Padfio 
Mexican,  Canadian  and  Cuban  departments:  Harry  L.  Roff, 
general  agent,  John  J.  Sheahan,  aaaistant  general  agent,  H.  W. 
Wagenet,  E.  A.  Sheahan.  apecial  agents.  Sto  Frandsoo,  Cal.; 
Geo.  W.  Madison,  special  agent.  Home  underwriters,  for  nothem 
Cal.,  Nev.  and  Alas.;  Chanee  Quitsow.  James  8.  Suvdam.  Los 
Angdes,  Cal.,  spedal  agenta  for  southern  Cal.,  Aris.  and  New  Mex.; 
John  D.  Coleman,  general  agent,  John  C.  Fox  and  Edgar 
Stevens,  special  agents,  Porthmd,  Ore.;  Vernon  B.  McDowell, 
special  agent,  Spokane,  Wash.,  for  B.  C,  northwest  and  south- 
west Ida.,  Ore.  and  Waah.;  Jumna  Young,  Salt  Lake  City.  Ftah, 
Sute  agent  for  Ida.,  Utah  and  Wyo.;  Ben.  A.  Scott.  Great Falb, 
Mont.,  State  agent  for  Mont;  A.  M.  M.  Kirkpatrick.  general  agent 
for  Ontario,  15  Wellin^n.  E.  Toronto,  Ont..  Arthur  C.  BailHe, 
Winnipeg,  Man.,  special  agmt  for  Can.;  William  B.  Woodrow 
Co.,  Apartado  606,  Mexico  City,  Mex.,  manager  for  Mex.;  busi 
ness  through  home  office  for  Cuba.  Company  operates  in  al 
States  of  the  United  States,  Canada  and  in  Mexico. 


HOME  FIRE  INSURANCE  COMPANY  OF  UTAH,  Salt  Lake  City,  Utah. 


President.  Heber  J.  Grant;  Secretary,  H.  G.  Whitney.    Organised.  1886 

Tut 

Aneta 

Unearned          Net 

Premiums  \    Surplus 

Net 
Premiums 

Total 
Income 

Lornee 
Pkid 

Divklends 

Expenses 

Total  Ex-  1      I^oasee 
I)enditure0      Incurred 

1114 

1113 
1913 
»1I 
ItlO 

tl,l»l,4» 
14>tt476 

9105.206 
06,203 
86,460 
79,646 
74,019 

S638.004 
646.030 
648,143 
534.330 
462364 

1100.666 

106,676 

93.576 

91.445 

90.130 

1173.789 
192.015 
166..554 
153,730 

142.870 

S42,694 
42,383 
45.586 
36,449 
45.314 

$42,000 
42,000 
42.000 
42,000 
36.000 

153,793 
60,619 
46.981 
43.829 
40,268 

I138.4S7  $43,629 
135.002  43.687 
134.567  36.622 
122.278  42.225 
121.582           41,031 

Assn.  Dk.  31. 1914. 

Hoi  estate 

Jf  ortcage  loaoB 

BoodBaadstocka... 
C«iMenlkiaM.... 
^1* 

^«alB'b^aneea.... 


LiABiLnns,  Dec.  31. 1914. 

$3,279 

105.206 

6,000 


$127,000  Ixwes  unpaid . . . 

290,287  Unearned  nrems. 

671371  Other  liabifities. 
10,600 

36,039  Total  fiabifities 

16,792  Capital  paid  up 


$113,486 

300.000 

Netsurphis...' 638.004 


Total 


$1,061,489       Total $1,051,489 


radervritiag  profit.  $7,291;  investment  profit.  $26,784. 

^HISES  AND  PREMIUMS:    Fire  risks  in  force,  December  31, 
Il6.574,«n;  pRonams  thereon.  $203,576. 

^BCS[K£SS  SINCE  ORGANIZATION:    Premiums  received, 
tUOS.776;  \amtB  paid.  $389,536;  dividends  declared,  cash.  $684,- 
«>3:  atek.  $S(M)0O. 
RIAL  ESTATE  OWNED:   CoMists  of  72}  feet  fronting  on 


Main  St.,  between  South  Temple  and  First  South  sts..  110  feet 
depth,  with  2-etoiy  and  basement  brick  building  on  same,  18-26 
South  Main  st.,  Salt  Lake  City,  the  book  value  of  which  is 
$109,000.  Total  rents  received  in  1914.  $7,295;  real  estate, 
taxes  and  expenses,  $2,826.    No  incumbrance. 

MORTGAGE  LOANS:  There  are  8S  loans  for  $290,287  on 
Utah  and  Idaho  farm  business  and  residence  property  valued 
at  $846,450.  Company  holds  $240,150  of  insurance  on  mort- 
gaged buildings.  On  December  31.  last,  there  was  $1,094  of 
interest  past  due. 

COLLATERAL  LOANS  are  as  foUows: 
Sbcurittkb. 

200  shrs.  Utah  Hotel  Co 

Burley  State  Bank \ 

L.  W.  RobWn  Co / 

Prova  Commercial  ftSav.Bk 8.876  4.000 

Beneficial  Life  Ins.  Co..  stk 4.140  1,500 


Market 
Value. 
$8,000 

2.000 

8,876 
4.140 


Amount 

Loaned. 

$4,000 

1.000 


Totob. 


$23,016         110,500 
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HOME  FIRE  INSURANCE  COMPANY  OF  UTAH,  Salt  Lake  City,  Vtah.^ConUnued. 


BONDS  AND  STOCKS  OWNED: 

BOMM. 

Mt.  Hood  Ry.,  Ore..  1927, 6% 

Alto  Club,  S.  L.  Cy.,  1919,  6% 

XJtiOi  Hotel,  S.  L.  Cy.,  1921,  6% 

Caohe  Valley  Irrigfttioa..  Utah.  6% 

Sumpter  Valley  R.  R..  Ore.,  6% 

Sevier  River  Ld.  k  Irrigatioa,  Utah.  6%. 

Stockb. 

Deseret  Nat.  Bk.,  Salt  Lake  Cy 

Deseret  Sav.  Bk.,  Salt  Lake  Cy 

Zk>D8  Cooperative  Mer.  Inst.,  lit 

Consolidated  Wagon  and  Mach.,  Ut 

Thatcher  Bros.  Bkg.,  Logan 

Ogden  Sav.  Bk.,  Ogden 

Oregon  Lumber 

Amakamated  Sugar.  Utah,  p 

Utah  Idaho  Sugar,  Utah 

Fanners  Ut.  Loan  Assn.,  Logan 

Heber  J.  Grant  k  Co..  Salt  Lake 

San  Vmcente  Lumber,  Cal 

Sugar  Cy.  Towosite.  Idaho 

Mt.  Hood  Ry..  Ore 


Par 

Ilarkefe 

Value. 

Vahie. 

914.500 

913.920 

10,000 

10,000 

5.000 

5,000 

1,800 

1,710 

4,000 

4,000 

10,000 

8.500 

10.000 

80,200 

3.000 

32,550 

65.000 

225.500 

78,400 

66.248 

5.000 

8.000 

1,200 

3.960 

29.200 

35.040 

15,000 

18.750 

78.980 

57,261 

420 

420 

1,150 

2,587 

4,600 

2,300 

1,000 

550 

720 

3,040 

BomM  AND  SXOCKS  OWNXD.— Coftf. 

Stockb.— Coirf. 

Utoh  Hotel  Salt  Lake  Cy 

Hotel  Ut.  Olpereting.  Salt  Lake  Cy.. . . 
Utah  Stote  Nat.  Bk..  Salt  Lake  C^.. . . 
Walker  Broa.  Bk..  Salt  Lake  Cy. 


Par 

Market 

Value. 

Value. 

925.000 

$10,000 

7.500 

9.375 

6.000 

12,060 

5.000 

10350 

Totals  (book  value  •573,956) 1382.470      $571^71 

MISCELLANEOUS:  Capital  increased  in  1891  from  $100,000 
to  $250,000;  increased  in  1909  to  $300,000  and  $40,000  rtftlised 
on  sale  d  new  stock. 

DIRECTORS:  Thomas  0.  Webber,  Charles  S.  Burton,  P.  T. 
Famsworth.  Francis  M.  Lyman.  John  R.  Barnes.  Elias  A.  Smith, 
Joseph  F.  Smith.  John  C.  Cutler,  L.  S.  HiUs,  George  Romnegr. 
Heber  J.  Grant,  John  F.  Bennett,  Matthew  S.  Browning. 

FIELD  MEN  AND  TERRITORY  COVERED:  Heber  J.  Giant 
it  Co.,  Salt  Lake  City,  general  agents:  A.  L.  Maodonakl  and  E. 
M.  Weiler,  Jr.,  special  agents;  H.  R.  Mann  &  Co.,  San  Franciaoo. 
Cal.,  general  agents  for  Cal.  and  Wash.;  Gerald  L.  Schuyler. 
Denver,  Colo.,  general  agent  for  Colo,  and  Wyo.;  Gus  E.  Hart- 
ung,  special  agent.  Denver,  Colo.  The  company  operates  in 
Aril.,  Cal.,  Colo..  Ida..  Mont..  Utah,  Wash,  and  Wyo. 


HOME  FIRE  INSURANCE  CORPORATION  OF  VIRGINIA,  Hampton,  Va. 

President,  J.  T.  Lee;  Secretary.  H.  W.  Saunders.    Otganiied,  1905. 


YSAR 

Assets 

Unearned 
Premiums 

Net 
Surplus 

Net 
Premiums 

Tocal 
Income 

Loasas 
Paid 

Dividends 

Expenses 

Total  Jix- 
penditures 

Incurred 

1014 

$74,988 
71.337 
66.943 
62.624 
58.716 

$20,473 
19,626 
20.881 
19,366 
17,260 

$37,114 
33,352 
28,661 
26,288 
22,842 

$19,949 
18.789 
20.817 
20,820 
17,703 

$22,871 
22,120 
23,541 
23.083 
19.954 

$8,946 
6.969 
8.606 
9,149 
5.037 

$10.60i 

10.405 

10309 

10,126 

7,895 

$19,550 
17,464 
19.31S 
19.275 
12.932 

$S.1U6 

1913 

0.606 

1912 

8,506 

1911 

8.061 

1910 

■• 

5^74 

AasKTB.  Dec.  31. 1914. 

Mortgage  loans $26,675 

Bonds  and  stocks ...  21.3 19 

Collateral  loans 13.460 

Cash 6,622 

Agents'  balances. . . .  5,581 

Interest  and  rents....  1,331 


LiABiuTiBB,  Dm.  31, 1914. 

Unearned  prema....         $20,473 
Other  liabiUties....  1.426 


Total  lUbUities. 
C^)ital  paid  up... 
Net  surplus 


$21,899 
15,975 
37.114 


BONDS  OWNED: 


Pulaski  Co..  Va 

Hampton,  Va.  Sav.  k  Bldg. 

Totals 


Par 
Value. 
$10,000 
10.000 


Market 

Value. 

$10,835 

10,484 


$20,000        $21,319 


Total  assets. 


r4,988       Total $74,988 


RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
$1,968,322;  premiums  thereon.  $41,067. 

MORTGAGE  LOANS:  There  are  29  loans  aggregating  $26,675 
on  property  in  Va.  valued  at  more  than  double  the  amount  kutned 
thereon. 

COLLATERAL  LOANS:  These  loans  amount  to  $13,460  on 
securities  whose  market  value  is  $22,300. 


MISCELLANEOUS:  Company  began  businev  Jul^  1.  1905. 
with  a  paid-up  capital  of  $13,620.  whidi  was  increased  m  1906  to 
$15,975  and  $1,110  additional  surplus  paid  in.  Company  opi- 
ates only  in  Va. 

DIRECTORS:  F.  W.  Darling,  S.  C.  Rees,  R.  E.  Wilaoo.  H. 
R.  Booker,  W.  B.  Baldwin.  J.  T.  Lee,  J.  W.  Rowe,  A.  T.  RaiMone. 
R.  I.  Mason.  Chas.  H.  Hewins,  W.  W.  Riehardson.  Dr.  J.  W.  Hom. 
J.  B.  Khnberly,  Dr.  Geo.  K.  Vanderslioe.  E.  M.  Tennis.  W.  W. 
Woodward.  J.  S.  Wyatt,  Alex.  James.  J.  A.  WUlett.  J.  M.  WUIia. 
N.  S.  Groome,  H.  W.  Saunders.  Geo.  E.  Hunt. 


HOME  INSURANCE  COMPANY  OF  HAWAII,  Ltd.,  Honolulu,  Haw. 

President,  Cedl  Brown;  Treasurer  and  Manager,  Zeno  K.  Myers.   Organised,  1911. 


TtAB 

Assets 

UneaTDed 
Premiums 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Dividends 

Expenses 

Total  Ex- 
penditures 

Losnea 
Incurred 

1914 

$82,658 
71.768 

$10,879 
10,137 

$20,055 

10,006 

5,150 

$11,401 
12.990 
12.766 

$25,731 

•30,638 

19.105 

$1,398 

1,287 

742 

$13,442 

18.232 

8,418 

$14340 

19.519 

9.160 

$1,396 

1913 

1,287 

1912 

65.075 

7,289 

743 

*  Includes  $347  surplus  paid  m. 
Asans,  Dec.  31, 1914. 


Mortgage  loans. . . 
Bonds  sjid  stocks . . 
Collateral  loans.. . 

Cash 

Agents' balances... 
Interest  and  rents. 
Other  assets 


631,900 

9.609 

18.340 

15.0S0 

847 

1.089 

5.823 


LiABELmiB,  Dae.  31, 1914. 

$10,879 
1,724 


Unearned  prems 
Other  liabilities. 


Total  liabifities. 
Capital  paid  up. . 
Net  surplus 


Total  assets. 


$82,658       Total. 


$12,603 
50,000 
20,055 


$82,658 


Underwriting  profit.  $5,942;  investment  profit.  $4,017. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
$1,122,761;  premiums  thereon,  $21,205. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$42,689;  losses  paid.  $3,463. 

MORTGAGE  LOANS:  There  are  15  loans,  aggregating  $31,900 
on  15  lots  in  tbe  be^t  residential  sections  of  Honolulu,  valued  at 
$84,150.  Tbe  comaaay  iiolds  $35  850  insurance  on  the  property. 
There  was  no  interest  past  due  on  December  31,  last. 


COLLATERAL  LOANS:  These  loans,  amounting  to  $18340. 
are  upon  sugar  stocks  and  bonds  whose  market  value  is  held  at 
$57,692. 

Par         Market 
BONDS  OWNED:  Value.         Value. 


Mutual  Inv.,  Hawui 

Chinese  Mutual  Inv.,  Hawaii 

HiloR.  R.,  6% 

Uooolulu  Lava  Brick.  6'^ 

Pioneer  Building  and  Loan  Association.. 

Totels  (book  value.  $9.609) 


$500 

500 

6.000 

6.000 

109 


$5O0 

5O0 

2.750 

6.000 

109 


$12,500 


S9,6O0 


DIRECTORS:  Cecil  Brown.  J.  A.  McCandless,  Norman  W&t> 
kins,  Zeno  H.  Myers,  F.  D.  Lowrey,  Chu  Gem,  John  A.  Soott, 
A.  S.  Wilcox.  R.  A.  Wadsworth,  G.  F.  Bush. 

FIELD  MEN  AND  TERRITORY  COVERED:  C.D.Lufkin. 

gsneral  agent,  Island  of  Maui;  M.  de  F.  Spinola.  resident  ageat , 
ilo,  Hawaii;  Chinese  Mutual  Investment  Company  of  Hawaoi. 
Ltd..  agents  at  Honolulu;  C.  F.  Drake,  special  agent  for  Hawaii! ; 
A.  W.  Eamea,  agent  at  Wahiana.  Oahu.  The  company  is  licensed 
in  Hawaii  only. 
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HUMBOLDT  FIRE  INSURANCE  COMPANY,  Pittsburg,  Pa. 

Ptasndent.  A.  H.  Trimble;  Seeretary,  Edward  Heer;  Aanstant  Seeretary,  F.  W.  Scbrata.    OrganiMd.  1871. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Losses 

TiAtl    AsNto 

PtaouniBa 

Burphii 

PreoiiiintB 

Income 

Paid 

DiTideads 

EdcpeoMB 

penditures 

Incurred 

1914    |1,»9.673 

$849,178 

9108.916 

$703,914 

$840,811 

$514,715 

$30,000 

$342,227 

$892,942 

$522,530 

I9I9      I.4S5JQ9 

812.060 

248.114 

793.215 

870.203 

405.132 

48,000 

302,007 

815,199 

391.112 

»u    i.mjm 

772,311 

204.084 

730.928 

800,851 

370,742 

48,000 

321.133 

745,875 

370,954 

1911  ,    1.356,627 

712,713 

202,781 

734,777 

800.472 

395.234 

44.000 

322,000 

701,900 

389,838 

mol    W12,778 

005.487 

323.851 

050,749 

t788.180 

277,421 

32,000 

271,781 

581.202 

272.141 

t  Indiides  $77^445  premium 
AsBRt,DK.31,1914. 


Heilesiate. 
Mortpge  loans... 
Boiuii  and  ttocfci. 
CoOatcrd  loans... 

Cash 

A«mts'balaocca.. 
laterait  and  rents. 
Other: 


Total 


$110,707 

839330 

117.700 

43.200 

131,109 

135.174 

18.153 

240 


on  new  stock. 

Luaarnia.  Die.  31, 1914. 

LoMCfl  unpaid $71,857 

Unearned  prems ....       849.1 78 
Other  liabilities.....  9.728 


Totollialntitiefl...  $930,758 
Capital  paid  up.....  300.000 
Net  surplus 106.915 


$1,390,073       Total $1,399,073 


loM,  $110^692;  inTVtment  profit.  $07,393. 

BISKS  AND  PREMIUMS:  Fire  risks  in  foree.  Deeembcr  81, 
Ii:5i98.064;  prcfnimns  thereon.  $1,028,079. 

BUHNESS  SINCE  ORGANIZATION:    Premiums 
ttS38.n8;  loHes  pud.  $2,950,572;  dividends  declared. 

mm, 

.  HEAL  ESTATE  OWNED:  The  prineipal  parcel  of  real  estata 
ii  ifae  eompainr's  home  office  building  at  1310  Bearer  ave.,  Ktta- 
faa^  tile  book  Tahie  of  whieh  is  $50,000,  and  an  office  building 
»sd  apartments  at  1627  BeaTV  are..  Pittsburg,  carried  at  ooet, 
131,415.  None  of  the  remaining  10  propertiee  (mostly  dwellings) 
taomsd  at  more  than  $5,500. 

MORTGAGE  LOANS:  The  eompany  has  398  loans,  aggregating 
SI9J30.  the  tots!  ftimatfH  value  of  the  mortaa^ea  premissB 
faeejt  11.341 .834.  Tbe  insurance  carried  on  the  buudmgs  amounts 
(0  I1.1Q3450L  The  loans  are  all  small,  rebttiTely  few  exceeding 
MOO,  and  the  largest  being  $14,000.  They  are  principally  upon 
mleitate  in  or  near  Pittsburg. 

(XXXATERAL  LOANS  are  as  foUowa:  Market  Amount 

SeenritieB.  Value.  Loaned. 

Mmrhcster  abviags  BL  A  Tr.  stk. $900  $100 

UuehesterSbTiBCBBLATr.stk. 000  500 

Mmchestfr  Savings  Bk.  A  Tr.  stk 000  450 

^DepotttAT^.ltik.. 13,920  8,300 

3lsBEhcstcrSaTinceBk.ATr.stk 900  800 

175 

Ifaaditstcr  Sarins  Bk.  A  Tr.  stk 800  200 

CroableSted  Scrip 130) 

CnaUeSleel.p.etk 750l  «-« 

Ci^MS9Nat.Bk..BeaeTueBtk lOOf  ^'^'^ 

DaliirSbTiiMsATr.etk 2,250] 

MsadiMSaTiiigeBk.AlY.stk 000  300 

Msaebatcr3aTingeBk.ATr.stk 1.200  900 

BdfevQeBcaltySaTinnATr.stk 3.000  2.500 

MiaelxsivSaviBgeBk.ATr.stk 4,500  1.200 

Mucfaertcr  Savings  Bk.  A  Tr.  stk 300  80 

Maaehceter  SaTinge  Bk.  A  Tr.  stk 1,500  1,000 

Peopka.VaturalGasAPipeagestk 2,380  1,100 

MaBdi«stCTS^nBgeBk.ATr.stk 900  300 

Msatli«ttv&vingeBk.ATr.stk 1.200  1,000 

MaedMattfSaviagaBk.ATr.stk 2,400  500 

MiaefaeMcr  Sevinge  Bk.  A  Tr.  stk 000  500 

Pan  OiJstk 3,000 

MaadactsreD  Lg.  A  Ht.  stk 500 


CoLLATBHAL  LoANs.— Con<.  Market  Amount 

Secneinss.— Con<.  Value.  Loaned. 

Waynceburg  Home  Gas  stk $1,300  $12,500 

Greene  Cananea  Copper  stk 2,400  3.000 

Wcstinghoose  Airbrake  stk 3,000  2,100 

Columbia  PiateGheistk 17,490 

Columbia  Plate  Glass  stk 2,310  500 

Ohio  Vallqr  Water 800  200 

Ohio  Val.  Wat.  Co 1,800) 

Columbia  Plate  Glam  stk 2,200^  2.570 

Manchester  Savings  Bk.  A  Tr.  stk OOOj 

Manchester  Savings  Bk.  A  Tr.  stk 000  250 

Totals $74,890  $43,200 


BONDS  AND  STOCKS  OWNED:  Par 

BoNDe.  Value. 

Col. PUteGhsi.  1921,  0% $10,000 

Pitts.  Crucible  Steel,  1923. 5% 10.000 

Jones  A  Laughlin  Steel,  1939. 5% 5,000 

Republic  Iron  A  Steel.  1940. 5% 6.000 

Pitts.  Coal,  1931 .  5% 5,000 

United  Coal.  1915,  8% 5.000 

Nat.  Tube,  1952,  5% 5,000 

R.  I.  A  So.  Ry..  1947.  5% 5.000 

Union  Nat.  Gas..  1910-20,  0% 10.000 

Stocu. 

Gn.  Adj.  Bureau 100 

Pa.R.R 33,000 

Wcstinghoose  EL.  com 12,500 

Westmghouse  El.,  p 5.000 

Amer.  Tl.  ATg 5.000 

Totals  (book  values.  $125.541) $121,000 


Market 

Value. 

$15,200 
9.900 
5.050 
4.700 
4.050 
2.000 
5,000 
2.750 
10.120 


100 

30.030 

9.250 

0.200 

0,150 


$117,700 


MISCELLANEOUS:  Capital  increased  in  1879  from  $01,098 
to  $81,732;  in  1880.  from  $81,732  to  $100,000;  in  1904.  from 
$100,000  to  $200,000,  when  $50,000  of  surplus  was  also  paid  in, 
and  in  1910  to  $300,000  and  $77,445  premium  on  new  stock  added 
to  surplus. 

DIRECTORS:  Edward  Gwinner,  E.  Hoeveier,  Edward  Fried. 
Jas.  P.  McKinney,  Aug.  Langenheim.  A.  F.  Schwerd.  Michael 
Kress,  Geo.  W.  Crawford,  W.  A.  Selling,  A.  H.  Trimble,  Wm.  H. 
Jaoob,  Jacob  M.  Loeb.  Edward  Heer.  M.  W.  Stoner.  Dr.  J.  B. 
Keaggy,  Wm.  E.  Conroy. 

FIELD  MEN  AND  TERRITORY  COVERED:  Percy  B. 
Dutton.  Rochester,  N.  Y.,  general  agent  for  N.  Y.  State  (outnde 
of  Metropolitan  dis.);  Geo.  W.  Comstock,  general  agent,  N.  Y. 
suburban  dis.;  H.  C.  Cowpfamd,  superintendent  of  agencies;  H. 
J.  A.  Finley,  special  agent  for  Western  Pa.  and  Northern  0.; 
Geo.  E.  Monler,  for  Md.,  D.  C,  Southern  N.  J.  and  Eastern  Pa.; 
Geo.  S.  Roaencrants,  general  annt  for  Msss.  and  Conn.;  Rah  A 
Sehulkamp,  general  agents  for  Wis.;  E.  W.  Clinton,  special  agent 
for  O..  ana  M.  V.  McGilliard,  special  agent  for  Ind.  Ilie  company 
operates  in  Colo.,  Conn.,  D.  C.,  111..  Ind.,  Md.,  Mass.,  Mich., 
N.  J.,  N.  Y.,  0.,  Pa..  Cal.,  Tex.  and  Wis. 


IMPERIAL  ASSURANCE  COMPANY,  New  York,  N.  Y. 

president,  P.  Beresford;  Secretary.  Howard  Terhune.    Organiied.  1899. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Losses 

TUJI; 

Surplus 

Ptemiums 

Income 

Paid 

Dividends 

Expenses 

penditures 

Incurred 

Wl' 

$814,781        $300,088 

$274,793 

$331,722 

$300,427 

$107,191 

$20,000 

$133,255 

$320,446 

$109,404 

liu 

758.1S3          209.4}5 

202.018 

284.511 

311.909 

152,0S5 

20.0;)i) 

111.997 

284,0S2 

139,450 

1S12 

793,737          200.905 

245.300 

294.285 

320.392 

151.336 

20,000 

112.4S8 

283.824 

147,548 

Mil  ! 

7».417          282,242 

222.205 

319.940 

345.142 

186.726 

20.000 

118,560 

325.286 

180.092 

Itw 

707J4S          251:252 

221.093 

337,342 

800.858 

153.367 

20.000 

122.823 

296.190 

151.703 

REPORTS    OF    FIRE    INSURANCE    COMPANIES. 
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B,  Dk.  31,  l>14.  Luiiunn.  Dm.  ai.  1814. 

lalecki...     MST.eoe  Lo«nun|iuil m,VIO 

K,m  Unanwdprniu....       Xt.OSa 

OuiH.,..         S2.SIS  Other KiiiOitia....         12,100 


IMPERIAL  ASSURANCE  COMPANY,  New  York,  N.  Y.—Conlinued. 

Pu  MKiU 

Bonn  Onm.— Cml.                       Vihe.  Viht. 

SMJWO  t32JW 

"i  S.'sii'k'.  R.'  iC'i  ".° 

N.  Y.  6.  A  fi;  R.  iu'Rli  L.'8.'»i.i  lil^', 
St% 

Un.  Pu.  R.  R,.  1  D..  R.  R,  i  Ld.  Gnl,, 
1«T,4^ 

N.  Y.  -n.,  1*3»,  *l"t 

Tntah  {book  nine,  tSg7,S(M) WKSa      IM:.6M 


iUlptiduE 


200.000 


ToCiIwrH t8l4,7Sl        Total KH.7S1 

ITudemitine  loai.  lll^GSO;  pmnmnit  profit.  tMJH. 

RISKS  AND  PREMIUMS:  FLniubiiifone,  DnnnberSl. 
t71,47I.0(»;  tnmhiiu  (bseon,  U7l.gao. 

BUSINESS  BIKCB  ORGANIZATION:  FnmiuiiB  nnnnd. 
14.322,403;  knati  pud.  12,741.237^  dividendi  ilocUnd,  ooli, 
tlSOMO. 

BONDS  OWNED: 


n,  1023, 4 


ti.y^C..cp..Byyt>.(.,ei„  ie2(k37,3)% 
N.  Y.  Cy., ...  IM  et,  IBM,  St% 


129,000 


F.R,R.,Ell.lli 


Ken  York  Cy., 

Aldi.,T.4tfl . 

Bait.  A  0.  R.  B..  a.  In.  m.,  IKt,  ti^,.. . 
CbL,  Mil.  A  St.  F.ll.  R..  fH  jn..  lOM,  4% 
Cltv.e.L,H.R.,g  •--   —  ""■ 


220,000       22e.eo 


U3K 


, J  .jt*r«l»  uJsntifiHi  with 

Phonii  Amnim  oC  LoixkiQ.    On  Febnury  23.  IBM.  ihi 

•toUioliici  voLuntiuilir  [ud  in  »0,D00  and  in  19W,  OXSK 
addilaanal  lundoi  wai  pu]  b  by  ttookholdsf.  CoaflaflnlJDii 
Iobm:  Balliiiign,  IIMI,  (S0.01fi:  Bu  Fnuwo.  IKK.  tUSMl. 

DIRECTORS:  Oione  Fnncu  Cnm,  OwTgit  A.  Stroiil. 
Hhtv  H.  Trwdwill.  P.  B<nrfoni,l«H  P.  B^vd.  A.  D.  If- 
iog,  Jr.,  A.  P.  Whitalnsd.  R.  B.  Wiittwnore,  W.  Irrini.  L.  P. 
Bayvi).  ;r.,  PErmington  Whilthud.  H.  Tn-huw,  H.  Duiinttoo. 

FIELD  MEN  AND  TERRITORY  COraRED:  H.  E, 
Lidnor.  Chicago,  gtatni  igent.  WMtern  dtportnxnl:  W.  Irvii», 
nnenl  igrnt.  Fiofc  dcputmmt:  H.  Terbiwr.  gaunl  tfra  >l 
home  iA«,  The  annpuiv  openln  in  Ci!..  Colo.,  C'Wil.  FU., 
Ida.,  lU..  lod.,  la,,  KaoTKy.,  Me..  Md.,  .«■«.,  Micli..  Mi".- 
Mo.,  Mont,  Neb..  N.  H..  N.  J.,  N.  Y.,  N,  C„  N.  D.,  1).,  On., 
Pa.,  R.  I.,  a  D„  Tei.,  Wash.,  W,  Vs.  and  Wis. 


INDEPENDENCE  FIRE  INSURANCE  COMPANY,  Philadelphia,  Pa. 

pRudent,  Btnry  I,  Bran;  Vioe-Praklrot.  Ersetl  U.  Cnaby;  Senrliuy.  Tbeodort  E.  Bniwn.    Orguiied,  191D. 


y«a 

A«U 

tlMained 
Pismiumi 

Net 
Bucpla 

Net 

I^^ 

P^     1  Diridcndi 

E.p«n« 

T<iUl  El-  1 
pendilun. 

.s 

»4fl.0»i 

3M.7SI 
277,257 
2M.ftM 

Itl,(l19 
fiS.472 
2S,B4a 
10.ftM 
1,795 

I85,3S4 
6i.707 
74.314 

(78.026 
100,704 

203^ 

lOl.l^ 

29^1 
■54,928 

|2S,430 

33.229 

1  J177 

,2M 

i2:2«i 

»M,S4«j 

1910 

1  

Aii^ta'  balaneea.-  ■  - 


TMalu 


tue.090       Tot^.. 
1 ;  EnFcetment  p 


I'ndenmting  ;n>fit.  12,: 

RISKS  AND  PREMIUMS:  Hre  nikeinfotee.  December  31. 
(10.900,553;  preaiuma  therom,  199,436. 

BUSINESS  SINCE  ORGANIZATION;  Premiiimi  iwnved 
t2M.2B0;  loam  paid.  1119,344. 

MORTGAGE  LOANS:  Thva  an  2  loana  ffftttOnf  127  .MO; 
one  for  (7,500  on  raddestiaJ  property  at  W:nuunn>od,  Pa.,  and 
tbe  gtber  Cm  120,000  oa  hunber  property  is  Philadelphia  valued 
at  t40«O. 


<S  OWNED. 


AUteheny  Ct 
Wuhington ' 
Alloona.  r.,  I 


.  Citr,  rap.  tian.  loan.  19 
, .„»delphi>.  1040, 47,  ..  .. 
I^tUburi.  n(,  1 1«.,  1929. 4] 
SynKUBC,  mim.  imp,.  1014, 4'; 


Pat 


20.000 
2BJ100 
10,000 


Tray.  vat.  i  idpe  line,  1029, 
Tray,  wat.wki..  1919-114) 
UUca,  pgb,  imp.,  1917-19,  4 


Alle^.  Val.  Ry..  oi.  m..  IS 
At..Top,*B.F.Ry..B 


dian  Nnn.  Ry..  eq.  tr..  1910,  Wi 

C,  M.  A  St.  P.  Ry., !».,  1932,  HI. . . 

C.  M.  t  Si.  P.  Ry.,  m..  1989,  i% 

C,  R.  1. 1  Pat.  Ry.,  1  1 1..  1934,  IT,- 

llhnni  Cent.  Ry.,  eq,  tr.,  1919.  ti'~,. . . 

Inlemall  t  Gt.  No.  Ry.,  19H.  S',-^.  . . . 

LouiniUe  t  Naabville  R.R.,  1940. 4'^', . 
,  Norf.AWeet.R.R..I!D.A|njii.,1944,4'~ 
I  N.Pac.Ry.poorlii.4M.([rt.,l9*7.i'~, 
,  Pacific  Pow.  &  Lt.,  1  A  r.,  1930.  5?; . . . 
I    PeD08ylva]iiaRJt.,eT.,  1019,11%, --' 

P..  C,  C.  *  St.  L.,  (■.,  1997, 4^^ 

'  Portland  lb.,  Lt.  A  P<iw.,l&[.,l»42.: 
I    UiionPaaficR.R.,  l&r..20I)8,4?c.... 

I        Tolaba 

I        •Securil 
baaed  on  in 

I  MISCELLANEOUS:  Thb  coaiwiy  na  msauied  io  1910. 
and  commeand  biuoDaaa  wi^  a  paid-op  capital  of  t200/)00  u>i 
an  iDitial  Dull  niplua  of  (90,000. 

DIRECTORS:  Llierto  C.  Cneby,  Edward  P.  Hpii»d,  RnnD 
a  Hubbvil.  Geo.  H.  May.  ManbalfS.  Monaa.  Roland  L.  Tayki, 
Wdliam  H.  Woodbi  and  oflicsn. 

TERRITORY  COVERED:  Tbe  eompasy  op«(«g  ii  III., 
MiH..N.J..N.Y.aiidPa. 


1268,991) 


I267.«tt     -ISM -HO 


REPORTS    OF    FIRE    INSURANCE    COMPANIES. 
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INDUSTRIAL  FIRE  INSURANCE  COMPANY,  Akron,  O. 

F.  R.  Onnaby ;  Vioe-PMident,  J.  S.  FVdiaghiiyeeii ;  Seoretary,  0.  F.-Hutofilbga^    OrganiMd,  1911. 


7iA8    ha^ 

Uonmed 

N«t 

Net 

IVemiuaM 

Total 
Inoome 

Losses 
Pfeki 

Dividends 

Total  £z- 
EipwMMi     penditutet 

Losses 
laourred 

1914      1123,065 

1106 

lft,381 

4,600 

221 

$18,167 
21,173 
M.046 
6a679 

$9,370 

28,370 

15.776 

334 

$16,723 

35,926 

22,256 

4,016 

$24,301 

8,724 

2)881 

150 

$13.083<        $37,384 

22,712;          31.436 

28,810          31.691 

7.248            7.398 

$23,725 

m%       I4i471 

1912        139.706 

2,865 

1911        150J97 

160 

AasRB,0ic.31.1914. 

MortgatebMos $79,605 

Bottktadstoeb...  21,600 

CMh 15.694 

Agsttd'baiaQoeB....  4.687 

!«a« 1,122 

(k&erogeta 356 


I^ABnrma,  Dbc.  31, 1914. 

Losses  unpaid $1,228 

Uneamed  prams 105 

Doe  reiiis.  COS. 2,449 

Other  liabilities 1,116 

Total  tiabiUties...  $4398 

Capital  paid  up 100,000 

Netsurphis 18.167 


Total 


$133,065       Total $123,065 


Uadervritiiig  km,  $9,912;  iaTestmeat  profit,  $6,905. 

RISKS  .AND  PREMIUMS:    Fire  riaks  ia  force.  Deoember  31. 
6/313:  pfeoimns  thereoa,  $210. 

BUSDJESS  SINCE  ORGANIZATION:    Premiums  reoeired, 
6107:  iowa  pud,  $34,539. 


MORTGAGE  LOANS:  There  are  16  loans,  aggregating  $79.- 
605.  protected  by  farm  and  mercantile  property  in  Aloon,  Canton 
and  Wadsworth,  0.,  valued  at  $227,320.  There  was  no  interest 
past  due  on  December  31,  last.  Contpany  holds  $60,050  of 
insurance  on  the  buildings. 

Par         Market 
BONDS  OWNED:  Vahie.  Value. 


Canton,  0.,  imp.,  1914-19.  i\%. 
Loram,  0.,  par.,  1918-23. 4i%.. 


$7,(yX) 
14.000 


$7,600 
14.000 


Totals  (book  vahie,  $21.600) . 


$21,600        $21,600 


MISCELLANEOUS:  The  company  is  licensed  in  Ohio  only. 
Capitel  has  been  increased  l^  ab8(Ni>tion  of  Wilmington  to  $200,- 
000.    Present  surphu  approumately  $46,000. 

DIRECT0B8:  Chas.  W.  Seiberling,  W.  A.  Ault,  Qottfreid 
Wild.  A.  R.  Tumbull.  I.  S.  Myers.  F.  R.  Ormsby.  Joseph  Winum. 
A.  n.  Rohrer,  Joseph  Danigel,  J.  S.  Frelinghuysen,  Geo.  F. 
Hutdungs,  G.  A.  Rohner. 


INSURANCE  COMPANY  OF  NORTH  AMERICA,  Philadelphia,  Pa.§ 

Eugene  L.  ElBson;  Yice-President,  Beojamm  Rush;  Second  Vioe-Pkendent,  John  0.  PbU;  Sccretaiy  and  Treasurer,  T. 
Houard  Wright;  Asevtant  Seeretaiy,  Sheldon  Catlm.   Organised,  1792.. 

rl ^ \ I ^ J. f^ 


W 


ItU  S18.J«D,362 
^  :  17.801Jg76 
H«  !i7JW,4l6 

•*'**-«flw,457 


Unearned 
Premiums 


$7349,073 
7,76M01 

^^1,638 
7,146,146 


Net 
Surplofl 


$4,849,128 
4,541.296 
i.688,673 
4,000.000 
3,620,235 


Net 
Premiums 


*$9.698,224 
9.412.992 
0^)14.283 
9j60i772 
8.990  JtT 


Total 
Inoome 


$10,426,165 

10.094.667 

9.962,754 

9.917,786 

tlO.180.498 


Losses 
Paid 


*$5,564,003 
5349/)38 
5,041,968 
5.072,530 
4,643.471 


IMTidends 


$480,000 
480,000 
480,000 
480,000 
360.000 


X 


Expenses 


$3,620,455 
3.620,319 
3,510,212 
3,416.117 
3.345.140 


Total  Ex- 
penditures 


$9,664,458 
9,449,357 
9.032.180 
8.908,647 
8.348,611 


Losses       /^ 
Incurred     ^ 


t/ 


>^' 


iV 


$5,987,123 
5,400.138 
5,189.168 
5.185,530 
4,795.221 


/    4 


Caearaed  premhima  inefatde  amount  reelaimable  on  perpetual  polides. 
t  Indudes  $500,000  surplus  paid  in. 


*  Indudes  $3,623,295  marine  premiums  and  $1,813,347 


A«tiB,Dic.31, 19'14. 

^Wte $235,300 

jMsaflelosBs 222,026 

J«*  Bad  stocks...  15.079,W9 

?*  .-  ■ 1.233,737 

W  biiuces.  . .     1.639.231 

i«aw 161,327 

Oi!wa«^ 114,573 

J«»J     $18,686,032 

!??l<iep  oTwBab..       125,670 


LuBninxB,  Dec.  31. 1014. 

LoflSBi  unpaid $1,762,161 

Unearned  prems 7, 134,633 

Perp.  dep.  reel 714,440 

Other  liilldfiticB 100,000 

Total  liabitities...  $9,711,234 
Capital  paid  up ... .  4.000.000 
Net  surplus 4,849,128 


T«aJa«ts $18,660,362       Total $18,560.362 

ladsvritiag  profit,  $40,721;  tnTostment  profit,  $888,781. 

^^  AKD  PREMIUMS:  Fire  risks  in'foroe  (except  perpet- 
^  DNoabs  31,  $1,137369,303;  premiums  thereon,  $12,411,- 
.Z^**?*  *^  inl*D<i  nab  m  force,  $161,136,603;  premiums 
^^"^XXMXJXil;  perpetual  fire  nab,  $30,411,407;  deposit  pre- 
^^3tt  tiywon,  1788.467. 

^f^KKS  ONCE  ORGANIZATION:  Premiums  receiyed, 
^i^^^;  loesa  paid,  $170,382,194;  diridends  dechved,  cash, 
'^"5.C3:stoA,$20aO0O. 

JiU  BTATE  OWNED:    Consists  of  8  properties,  aggre- 

^B  book  vafais  $235,300.   The  largest  single  property  is  the 

^Vttri  lume  oiBee  boydbg,  situated  at  228-232  Walnut  st. 

^omed  at  $180,000.    The  majority  are  brick  and  frame 

^^99,  mocOy  dwellingB,  worth  from  $2300  to  $15,000.    The 

!!.??'  '""^  f*  aggregated  $8,628.    No  moumbrancee  on 
•jjoitne^ 


If^TOAtiE  LOANS:  There  are  48  loans  aggregating  $222,025 
W7  QQ  livdhng  bousre.  ranging  from  $150  to  $17,000.  with 
^  «tt«B5Bg  to  $10,000  or  more.  The  valuation  of  the  mort- 
£fM  IwpwMs  VIS  $596,007.  and  the  interest  past  due  Deoem- 
^f^Jj<^e«ited  but  $30. 

I  TncaKti  both  fire  and  marine  business. 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

Alberte,  d.  g.  c,  1924, 4|% 

Atlanta,  Ga..  ac.,  reg.,  1936, 4|% 

Colfax  Co..  N.  M..  sc  c,  1917,  6% 

Grant  Co..  N.  M..  r.  c,  1932.  5% 

Jersey  City,  r.  assmt.  g.  c,  1935,  4% — 

Montreal.  Can.,  d.  b.,  1939, 3i% 

Montreal,  Can.,  d.  c,  1925-44 

N.  Y.  (St.,  aq.  reg.,  1952,  Z\% 

N.  Y.  City,  cp.  Stic.  g.  c,  1915,  6% 

N.  Y.  City,  cpjtk.  g.  reg.,  1936^6.  4%. 
N.  Y.  City,  cp.  etk.  g.  c,  1957.  4^%. . , . 
N.  Y.  City,  cp.  stk.  g.  reg,.  1957,  4% . . . 

N.  Y.  City,  cp.  stk.  g.  c,  1959,  4% 

N.  Y.  City,  cp.  stk.  g.  reg.,  1960, 41% . . 

N.  Y.  City,  rev.  g.  c,  1916,-17,  6% 

N.  C,  ad.  big.  c,  1951, 4% 

Nova  Scotia  Pro.,  d.  c.  1922.  3% 

Ottawa,  d.  c.  1928, 3j% 

Phila.,  Pa.,  loan,  reg.,  1939,  4% 

Portland,  Ore.,  dty  hall  c,  1922,  5%. . . . 

Raton,  N.  M.,  c,  1917.  6% 

Richmond,  Va.,  reg..  1923,  4% 

San  Ikfiguel  Co.,  N.  M.,  ref.  g.  c.l  030,4% 
Toronto,  Can.,  cs.  debt  c,  1945,  3^%. . . 
Toronto,  Can.,  gn.  cs.  loan  d.  c,  1948,4% 

Winnipeg,  be.  imp.  d.  c,  1938, 4% 

Winnipeg,soh.  d.  c,  1941,  4% 

Ala.  G.  So.  R.R.,  ext  1  g.  c,  1927,  5%. . 
A.,  T.  k  8.  F.  R.R.,  1  *  r.  g.  c.,1962,4i% 
A.,  T.  k  S.   F.  Ry.,  cv.  g.  c,  1960, 4%  • . 
A.,  T.  ft  S.  F.  Ry.,  gn.  g.  c,  1996,  4%   . . 
A.,  T.  k  S.  F.  Ry.,  trans,  oont.  short  line 

1  g.  c,  1958,  4% 

Atlantic  k  Danv.  Ry..  1  g.  c,  1948. 4%. . 
Atlantic  aty  R.R..  cs.  c  gr.,  1951,  4%.. . 


Par 

Market 

Value. 

Value. 

$55,000 

$53,350 

10,000 

10,000 

100 

100 

8,000 

8.000 

100.000 

98,000 

45,000 

38,250 

138,000 

129350 

100,000 

85,000 

25.000 

25.000 

151,000 

144.960 

40.000 

41.600 

25.000 

24.000 

100.000 

96.000 

500.000 

500.000 

25.000 

25.000 

26,000 

24,500 

10,000 

9.000 

30,000 

25.800 

100.000 

100,000 

50,000 

51,500 

200 

200 

53,000 

51,410 

12,000 

11.520 

4,866 

3.796 

20,000 

18,200 

30,000 

27,300 

12.000 

10,920 

50.000 

50.000 

100,000 

99.000 

100.000 

96.000 

12,000 

11.165 

38,000 

33.060 

35.000 

30.450 

75,000 

69,000 

kEpohts  of  fire 


CE    COMPANIES. 


INSURANCE  COMPANY 

Bonn  uD  Sioeu  Owim.—Cmi. 

B.  k  0.  tq.  ir. «.  <:.  B;  ISli-IB.  4)%... 

B,  1  0.  R.R„  cv.  g.  c ,  ISa,  4J% 

B.  t  0.  H.R.,  L  E.  c  .  IMS,  4^. 

B  40.R,H.,P..L.E,*W,V»,r.g.c,. 

B,4  0,'R,H..prior"lii!to,.'iMsl'3i'^f.' 
fl.  4  0.  RJl,  9wq.Div.,  1 «.  «^  IMMiro 
Big  SiDdy  Hj..  I  (.  c,  p,  1M4, 4?c. . . . 
B.  A  A.  H.R.,  Imp.  c.  cr,  l»g,l%.. .. . 
'■—■'■"  Ho.  R^.  liMt.,  1«30.4%... 
No.Ry.,«|.l|J»ll-Il,U%' 
!0'..lh.iil.llI.«.Bv.l9Sf.4% 
O.Ry..lci.n«,li9»i5rD... 

o.  Hy.,  jn, ». «,  i<Kn,a%... 

li.  «  Erie  R.R..  1  g.  e..  I>8i,5% 

li.  k  Nira.  Ry.,  tm.  m-  1IB7,  M% . . 

It.  A  W.  Ind.  R.R.,  ID.  1. 1.  0..19lS,S% 
LoL,  B.  k  (J.  R.R..  go.  0,  i&a,  4%. . .. 

Chi.  at.  W.  R.R.,  1 1  t-,  low.  4% 

ChL.  Ind.  d  Sa.  R.R..  (. «.,  B-,  mi.  4% 
ChL,  M.  &  P.  S.  By..  I C  <.,  r-  ItU.C^ 
Chi.,  M.  A  8l.  P.  Ry..  BT.  f.  e-.HM,  *i% 
CbL,  K.  1. 4  P.  Ry..  in.  g.  0.,  im  l?e-. 
Chi..  Et,  L.  k  H.  D..  R.R.  tq.  «{.  (.  c, 

gt.,l»24.I^  

Chi..  St.  L.  «  N.  0.  R.IL,  «*.  1.  t.  fr., 


OF  NORTH 

Pu  Mariut 

Vihu.  VihH. 


Cent.  Pu 
Choi.  A 

Chem.  4 

Chi.  «  Erie  R.R. 


■  SSI, 


l,3t'7. 

4  Mud.  R.R..  I 


.H^l».e.,l»l9.8%.. 

■'R.R.»H.,18M,S% 

l(,.(B.<:.,l>IlkS%. 

C„  H.  «  D.  Ry.,  ID.  |.  a,  IMl,  i%.... 
QiiKiuSt.  RJt..  1a.|.e..l«33,S^... 
C,  C,  C.  4  Bi.  L.  Ry.**.  ■-  e.,lWS,4%, 


C.  L.  k  W.  Hy.,  t 


0.  1I»1.S%.. 


*W.  Ry,..„, ,.  , 

C.  8.  L.  Ry.  I  g  c.  (T.,  lMl,4i% 

Con.  Tcj  .S  J     ■  "- 

Dei.  4  Hud..  I 
W.  Rii.  R.H. 


IBM,  STc 

■13. 4':^ 

p..  I»3M% 


EriFH.H.,g     .     „ 

Erie  R.R.,  pnor  Id  g.  c.  19M,  4'^ 

jrie  R.R.,eq-  tr.  g.  c.  gr.,  1»IS.  41%.. . . 


t.vts 


}*.  Ry.  4  [ 
oi..Co\.k 

'   t  J    R.H..  I  I.  e.  IV3U,  IVb 

p.  Tc.  4  Tcnn.,  1  c  <L,  lt33.  S%.. 
b.  Rpd.  Tnn.,  I  tc  !»«.«%.... 
4C.R.H..U.c.»r.,l»W.4%.... 

»ii  R.R.,  1  eii.  |.  e,  I>1».  S%.. . . 

.  C,  Ho.  k  P>|.  St.  Ry.,1  ■.'.■»4t,4%. 
L.  8.  k  M.  3.  Ry.,  d.  g.  („  IBM,  4%. . . , 
LoUgh  Vti.  R.ft.,  »iiniiil)'H»,4t%, . , . 
Lehigh  V4l.  R.R.,  caL  tr.  1. 0- t>)fl.  47o . 
«..im4}%  -. 
3.g.e..20U,4^D. 


LoDg  Is.  R.R.,  r. 
'    ■-  ■■  R.R..  E. 


ig.gr.,  1W1,S%. 
(,  0..  lW!.4i^i.. 


•% 

L.  4  N.  E.R.,  g.  c,  IMO,  4% 

McK.  4  B.  V.  R.R.,  I  g.  1. 1918,  8%. . . 
MukctSLQer.F.l^.,  1|.e.,  1WU,4%. 

Mtm.  13.,  eoL  n..  f.  c  1«1S,  Sr^ 

Uctr.  ei.  Ry..  K.  C.,  a.  1. 1.,  ms.  S%. 
Midlud  VaJ.B.R.,  idj.  m.,  g.  c.  1«3,  i% 
Mid.  ViJ.  R.R..  idj.  m.,  g.  c.  1«53,  i"/,.. 
N.  Y.  4  Eri.  R.R.  «l.  t  (.  1B23. 4j7c . 
N.  y.  C.  4  H.  R.  R.K.,  B.  i  A.  R.R.,tt]. 

tr.o.lBJe-18.4i% 

N.  Y.  CeoL.  eq.  u.  1. 1.,  IfllS-S^c 

N.Y.Cwil.,«i.tr.g.e.,  1911.4)'!;  ... 
N«f.  A  W.Ry.,  div.l  tn.  A  gn.g.c.lW, 

i% 

Ntnf  4  W. Ry.,  1  m. g. «,.  19M. i'Z-.-. 
N.  P.  Ry,.  prior  to.,  ry.  Id.  grut,  g.  c, 

IHW.  4% 

N.P.Ity4ai.N.Ry,iMBtg.e., 11)21,4% 
Or«n8.  LR.IL,r.t.*.p.,  IK^.tr^. 
P.  AN.  Y.  C.  A ILR..<iucg..  ISSS.  irV  . 

P.  A  Nwn.  RJL,  gn.  c,  WO.  S''^ 

FK.  Co.,  (.  lou,  p..  UK,  3t% 

P»..  gD.lrt«i,li«.etI.,  r»s.,icr..1»li-18,iro 
?%.  R.R.,  a.  c-  c,  ms,  4';^ 


I44.U00 
OS  ,000 


AMERICA,   Philadelphia,  P^.— Continued. 

BtHCDB  im  Stocu  Ownu.— C«I.  Pu         Muki 

Bohh.-CmI.  VtJut.        Viliii 

Pt  RJl.,  er.  g.  c.  Ills.  3)% tiM.(m     Cfjjt 

Pt.  A  Erie  R.R..  gD.  g.  f(a..p., '""  "~         .■~ '—       

Phdi.,B.AW,R.R..g.c.,l«ig 
Phili..  B.  A  W.  R.R..  a.  c.  I«K 
Phik.  Co.,  lcol.tr,  g.c..lM9. 
Phik.  Rin.  Tnat.,  ul.  tr.  o..  I 
Phili.aT.,ea.tr.c(f.g.c..lfl 
Phil*.  R.  T..  eq.  tr.  ctf.  g.  t.,  I« 


3S.000        33.SIII) 


F ,  < ' .  0.  4  St.  L.  Ry,  n,  g.  «.,  p„ 
p.,  I' .  r,  ASt.  L.  lEy..  a.  c.  c.  P..1K3, 


PuL.  ia.  (5m„  N,  J.,  eol.  g.  t,l»l«jl%. 
P.  Ber.  Co.,  NJ.,  gn.mjj.  g.c.JSSe.  8%. 
Rwliiig  Co.  4  Ph.  4  Rtading  OxJ  4  IroD 


Rio  Gr.  W.  ^.,  1  a.  g.  c.,  IMfl, 
St.  L.  A  N.  W.  Ry.,  f.  o.  m-.  Ift 
St.  P.  4  Dui.  R.R.,  1 


t»es. 4' 


L.k.S..lg.B^ .„ 

Su  Ant.  4  An.  Ph  Ry.,  1  eit.g.c..lH3,4^ 
So.  Puific,  s).  tr.  etf.  g.  e..  IB20-Z3. 4)'i> 
Sauthsa  Ry.,  dev.  4  giLm.  g.  o.,l»S«.4% 
Southen  R..  eq.  tr.  g.  a..  ISlS-l*.  41%. . 
BwubcnviUe  Tc.  A  U..  g.  0.  p.,  1928, 8% 
Trm.  R.R.  Amo.,  8t.  L..  1  a.  g.  e.,1t44.8% 

Tnn.  R.R.  Ama.,  St.  L.,  • '  -  - 

1953,4 


•.  t.  g.  (., 


Tr.  Ht.  jDdd.  A  E.  Te.,1  r.  g.c.  1918, 8% 

Tei.  4  PkTR/..  1  g.  e..  MOS.  i% 

llDgi  R.R.,  1  at.  g.  c.  1918,  8% 

ToroDto  Ry.,  g.  n.  c,  19K.  t% 

VTnpoi»I^.,l  g-c,  1983,  S% 

Wat  Sbom  R-KT.  1  rt«.  p.,  2341. 4%. . . 
W.  K.  Y.  A  P«.  Ry..  go.  g.  o.,  1943.  4"; . 
Wilk.  A  E.  PitiL  St.  Ry..  I  g-  c.  1«39,J% 
Wilm.  A  Ho.  R.R..  gs.  gjt(.p..l93t,S^D- 

—       J  n  b  ,  ^  5  _  IIBS.4% 

Pow..la.eit.c.a., 


Wito;4We'ld.IL'k.,i 


Ams.Cu-.d.  CO..  1128.8% 

Anar.  Lot.,  J.  n. «..  1917, 8%. 

Adw.  TI.  ATg.,  ool.  tr.  s.,  1911,  4%. . . 
Amsr.  TI.  ATg.,  er.iL  i.,  1133.  H%.. . . 
Atmoor  4  Co..  i.  e..  IV  g.  D.,  1931, 41% 

Atlutie  Mauul  Iio..  m.,  8% 

Baldnin  Logo.  Wb..  1  g.  o.  .1940,  8% . . 

Cimbiit  St«L  n.  g.  e.,  1917,  B?c 

Com.  G>^  El.  Lt.  A  FOv.,  Bdl.,  ta.  g. 

o„ll«.4i% 

EquiUble  lUg.  Qa  Lt,  Fa..  1  C..I918,8% 
ErU  A  W.  TnMpU.,  p.  g.  e..  lt2S,  4%. 

Huriib-Oa,  1  (.c  1928,  8%. 

Inlao.  Btn.,  |.  b.  c,  1918,  S?,. 

Lehigh  Coal  A  NiY..  a.  g.  s..  1»»4. 41%. 
Leiiigh  C«l  A  Nh.,  gn.  n^.  1924. 4l%. 


MIn. 


It,  Co.,  P».. 


EI.  (Roidingl, 
Muui.GaLt.,gil-  B-  p..  fVAO,  a-/D.-- 
Moc1gHcBatiirN.Y..g.(i..  I»M„< 

N.  YTBmk.  g.e..  1981.  4'^r 

N.V.Tel.,  gii.g.c.,1938.  *!%.... 

Omihi  Qu,  a  g.  c.  1117,  S'1: 

Pk.  Gh  a  Q.,  gn.  t.  g.  e.,  1B42,  i% 
Pun-Muy  CoJTi.  F.  g.  c.  1139.  i7, 
Fhita.  D.,  iitli.  tr.  rtf .  g.  r«.-  IBM.  1 
Kill.  T«  Wireh  4  Tr..l 
FoloioH  El.  Po*.,  1  g.  e.. 
TunpfeCol..  Inl.i.  r.| 
V.  B.  8l«I  Corp,  >.  I.  g.  0. 
Waton  Electnc.  g.  <,,  11.. 

Atth..  Top.AS.F.Ry.... 

B.AO.  R.R..  p 

B.  4  0.  R.R.,  c 

Chta.  4  (J.  R)r„ 

Dcl(.4BoiudBr»hR.R. 

Utud  Vil.  R.  R 

NnfolkA  Wat.Ry..«in. 

No.  P«e.  Ry 

No.P».R,B.... 


i%.. 


Ittl.  8%. . 
i.e.,  1W4,S' 
,  1918.  i%. 


M.OOO 
33,009 

iM>n 


REPORTS    OF    FIRE   INSURANCE    COMPANIES. 


99 


INSURANCE    COMPANY   OF   NORTH   AMERICA,    Philadelphia,  FaL.— Continued, 


Bom  ASD  9roGKS  Owncd.— Coirt. 
Biocsa.— Con<. 

Pk.JLfi 

PfcikTc 

fiadiogCo 

So.P»c 

Vmahe.R.R 

Giiwd  Nat.  Bk 

PlBla.Nit.Bk 

Aaer.Tl.ATg 

Ga«1.4di.Biir^N.Y 

N.Y.Doek,p 

Pae.C(wtSaLAa» 

PlttkBoune 

Pbila.  BovK  p 

So.  A4i.  Bar.,'  AUiiito. .. . . 

UadervriUn'  Salv..  ChieaflD 

;:3der»TTt»'S»Iv..N.Y 

Caitd  Gas  Ia>p 

Wot.  A4}.  4  loq^  Qdeago 


Par 

Market 

Vahie. 

Value. 

1166.000 

$171,600 

125.000 

200.000 

200.000 

288,000 

50.000 

4U75 

57.100 

66.664 

10,000 

31.500 

10,000 

40.300 

250.000 

293,750 

150 

150 

16,500 

4.125 

2,500 

1,250 

2,000 

120 

750 

420 

300 

800 

1.000 

1.000 

1.000 

1.000 

250.000 

412.500 

100 

200 

Toiab  (book  rahie.  81^518,299) 815,234,740  *814325,114 


*  Seeoities  ib  per  eorapany's  ▼iJuatioiw;  the  item  in  mwetH  ia 
nsd  oa  iDsoraBee  depaiteient  Tafamtioiie. 

MISCELLANEOUS:  Tfaia  oonqnoy,  together  with  the  Fire 
AoB.,  goaraoteei  the  poBdes  of  the  Phila.  Underwritera.  In 
1350  capital  iacRaaed  6am  $300,000  to  $500,000  by  atoek  divi- 
^  of  1300.000;  in  1874  to  $1,000,000;  in  1876  to  $2,000,000; 
B  t^  to  $3i)00j000,  together  with  special  aurphu  paid  in  $1,- 
axum  Capital  was  increased  in  1910  from  $3,000,000  to  $4.- 
000400.  lad  $500,000  additional  sorphia  paid  in.  Conflagration 
'vb:  Oieaso,  1871.  about  $650,000;  Boston.  1872.  about 
mm-.  Bahimore^  1904,  $507,292;  San  FVaodsoo,  1906,  $3.315.. 
000.  Vabtt  of  apedal  depoeitft:  Ga..  $10,000;  N.  M..  $19,440; 
Va.  151,380;  Can..  $377,041 

m?j:CTOBS:  Edward  H.  Coates,  John  Story  Jenks,  Edward 
Eopldaaaa.  Georse  H.  McFaddeo,  William  D.  Winsor,  Henry 
V  BsUe.  a  Haitman,  Kuhn  Nathan  Trotter.  Arthur  £.  Newbold, 
Cwia  Flatt.  Jr.,  Charlea  S.  W.  PMkard.  J.  Percy  Keating.  Lincoln 
9>^r  G.  GoiMberry  Pbrves,  Bimrd  Henry.  John  W.  Pepper. 
Ei^  L  EBisoii,  Edward  &  BueUey.  Jr.,  Rudnlph  EUia,  Wm. 
I-BSett. 

7IEU)  MEN  AND  TERRITORY  COVERED:  W.N.John- 
m,  OkaeD,  HL,  feneral  aeent;  B.  L-Weat  Si  L.  J.  Braddook,  aasist- 
>>*99ni  acenta,  weatern  department:  Charlea  E.  Parker  ft  Co., 
Mori  Coan^  naitacBra  for  New  England  States;  Albert  C. 
sMff.Ma.,  seaeml  aeent  for  New  York  State;  Dan  B.  Harris, 
■nifer.  Ewdi  Gay  and  Robert  N.  Hughs,  asaistant  managers, 
A|^.  Ga..  aoothem  department,  oomprisijig  N.  C,  S.  C.,  Ga.. 
^A^  Hl.  Mm,  La..  Tex.  and  Ark.;  J.  C.  Johnston,  gmeral  agent 
K4J.E.  Haimltion,  aanatant  general  agent  for  Pacific  depiut- 
^»t.  Saa  Fraadseo..  Cal.  eoinpriaes  Cal.,  Ore.,  Wash.,  Mont, 
.W..  Ida^  Aris..  Alaa.,  Utah,  B.  0.,  Haw.;  Robert  Hampaon  A. 
^.  seaeral  agenta  for  Oan.;  John  M.  Talbot  ft  Co.,  New  York 
Cor,  maa«en  Metropolitan  district.   Special  agents,  New  York 


SUte  department:  Robert  H.  Moore,  Albany.  N.  Y.  for  eastern 
N.  Y.;  Pctcv  W.  Clark,  Buffalo,  for  western  N.  Y.  Western 
department  State  and  niedal  agents:  L.  J.  Bonar.  State  agent, 
Mansfield,  0.  for  Oj  Edw.  Tiudey,  special  agent.  Mansfield.  0., 
for  eastern  0.;  R.  P.  Hare,  Jr.,  special  agent,  Mansfield,  0.,  for 
western  0.;  J.  Fred  Neill,  SUte  agent.  Wheeling  for  W.  Va.; 
W.  H.  Riker,  State  agent,  and  E.  H.  Shoemaker,  special  agent, 
Indianapolis  for  Ind.;  E.  E.  Marion.  State  agent,  Detroit  for 
Mich.;  Georte  A.  Aiens.  npecial  agent,  Chicago  for  northern 
HI.;  Frank  Goldthorp,  special  agent.  E.  St.  Louis  for  southern 
111.;  Herbert  Barr.  Matton.  lU..  for  oentr»l  III.;  Frank  A.  Phillips. 
State  agent,  Milwaukee  for  Wis.:  Caesar  Thomas.  Sute  agent, 
Watertown  for  Tenn.;  W.  L.  Ely,  State  agent,  and  A.  H.  Ely. 
special  agent.  Monroe  City  for  mo.;  P.  M.  Rushmore,  special 
agent,  farm  department.  Carthage  for  Mo.;  E.  S.  Phelps.  State 
agent.  Burlington  for  la.;  R.  W.  Miller,  special  agent.  Webster 
City  for  la.;  W.  D.  Perry.  State  annt.  and  H.  E.  Stephens,  special 
agent,  Topeka  for  Kan.;  Frank  Y.  (Hy,  superintendent  of  farm 
agencies  for  Kan.,  Okla.,  Mo.  and  Col.;  W.  E.  CosteUo,  special 
agent  for  farm  agencies,  Clay  Cmter  for  Kan.;  Henry  Ludlow, 
State  agent.  Oklahoma  City  for  Okla.;  S.  J.  Henderson.  State 
agent.  Omaha  for  Neb.;  Milo  D.  Baasett.  State  agent,  and  F.  A. 
lUimmeel,  assistant  State  agent.  Aberdeen,  S.  D.  f<x  N.  D.  and 
S.  D.;  Eaton  ft  Eaton,  general  agents  (farm),  Fargo,  N.  D.  for 
N.  D.;  A.  R.  Gress,  State  agent,  MinneanoUs  for  Minn.;  Robert  D. 
Brown,  special  agent,  Minneapolis  for  Minn.*  M.  V.  B.  Benson, 
State  agent.  Denver  tot  Colo..  Wyo.  and  N.  M.;  H.  E.  Pate, 
special  agent.  Denver.  Colo,  for  Colo.,  N.  M.  and  Wyo.  Southern 
department,  special  agents:  Walker  Taylor.  State  agent.  Wil- 
mington for  N.  C:  Robert  Mable,  Chartotte.  N.  C.  for  N.  C.  and 
STC.;  Richard  N  Clark.  Atlanta,  Ga.  for  Ga.;  W.  C.  Rader, 
Birmingham  for  Ala.;  Jolm  A.  Stephenson,  Jacksonville  for  Fla.; 
HarryW.  Cnitcher,  Dallas,  Tex.  for  northern  Tex.  ;  R.  B. 
Kilk)ugh,  Waco,  Tex.  for  southern  and  middle  Tex.;  M.  R. 
Ferguson.  Little  Rock,  Ark.,  special  agent  for  Ark.;  Alonao 
Church.  New  Orleans  for  La.;  W.  G.  Sours.  Jackson  for  Miss. 
New  England  department:  George  E.  Macomber,  Augusta  for 
Me.;  WTH.  Winkley,  Boston,  Mass.  for  N.  H..  R.  I.  and  Mass. 
east  of  Connecticut  River;  Lewis  H.  Small,  Hartford.  Conn,  for 
Vt..  Conn,  and  Mass..  west  of  the  Connecticut  River;  Walter  E. 
Bliss,  Portland.  Ore.  for  western  Waah..  western  Ore.  and  western 
B.  C;  Gifanan  L.  Camp,  Billings,  Mont,  for  Mont.,  southern  Ida. 
and  Utah.;  M.  H.  Reeves,  Spokane,  Wash,  for  eastern  Wash.; 
eastern  Ore.,  eastern  B.  C.  and  northern  Ida.;  W.  F.  Kuhl,  Los 
Angeles,  Cal.  for  southern  Cal.  and  Aria.;  A.  C.  Wright,  San 
Frandseo  for  northern  Cal.  and  for  Southern  Cal.  and  .Ariaona  and 
Nev.;  Geo.  0.  Smith.  San  Francisco  for  central  Cal.;  Robert  Hamp- 
aon ft  Son.  Ltd.,  general  agents  for  Canada,  Montreal.  Ont.;  Percy 
S.  Giant,  special  agent,  Toronto  for  Ont.;  E.  G.  Hampaon,  special 
agent.  Montreal.  Can.,  for  Montreal,  Quebec.  Ont.;  W.  E.Nutter, 
Winnipeg,  Man.,  apeeial  agent  for  Man.,  Alberta  and  Sask. 
Special  jurisdiction  of  home  office:  Pa..  Del..  N.  Y..  Md..  N.  J.. 
Va.,  N.  Y.  City,  L.  I.  and  Boston:  John  Kremer,  general  a^t, 
Special  agents:  Horace  B.  Jennino,  Pa.;  P.  C.  Burnham.  Pitta., 
for  W.  Pa.;  F.  E.  Benjamin,  Hamsburg,  Pa.,  for  E.  Pa.;  G.  Hope 
MUler,  Newark,  for  N.  J.;  U.  0.  Michaels.  Stote  agent,  Richmond, 
Va.  for  Md.  and  Va.  The  company  operates  in  all  the  states  and 
territories  and  in  Canada. 


INSURANCE  COMPANY  OF  THE  STATE  OF  PENNSYLVANIA, 

Philadelphia,  Pa.t 


^nmimt,  GostaTua  Remak,  Jr.;    Yice-Praridenta,  Waite  Bliven,  J.  Henry  Scattergood,  H.  W.  Stephenson;   Treasurer  and 

Secretary,  J.  J.  P.  Rodgers.    Organised,  1794. 

Tiu    Amttt 

Oaearned 
PnauuBM 

Net 
Surplua 

Net 
PreminmB 

Total 
Income 

Losses 
Paid 

Dividends 

Expenses 

Total  Ex-        Losses 
penditures     Inourred 

ttjj   $3.79U9$ 
Mil     4jOQi,tf3 

^     3J10JS3 
^    I.38M41 

tSJM,096 
2,2S8wO» 
1,77S^460 
J.16<M»4 
8.151,651 

1824.460 
847,774 
403,493 
489,770 
438,944 

081,923,796 

2,154,560 
2,239,203 
2,214,729 
2,575.835 

82,065,568 
2,294,541 
2367,469 
2,311,696 
2.702,766 

081377.084 
M13,703 
U97,463 
1,773,695 
1.460.335 

860.004 
64.16  ( 
64,000 
48,000 
48,003 

8770,275 
874.836 
848.919 
847.516 
901.934 

82,207.363)  81,814.511 
2,899,288  1.439,179 
2310,381  1,386.444 
2,660.211'  1,606,860 
2.410.269      1349,048 

I  amount  reehumable  on  perpetual  policies, 

I.  Dkl  81, 1914.  LuBiunxa,  Dsc.  31, 1914. 

J*^«iUle $307,000    Laeaesunpud 8269,437 

fytelesas....         S7300  Unearned prema....    1,636.471 

Jadisadstoeki...    2,754392    F^rp.  dep.  reel 522378 

^  149309  Other liabilitiea....        37.594 

^'hshaeea....       417,734  

^Bvtwdrcata..         88.480  Total fiaUfitiee...  82.465380 

OAaraaMla 8381  Capital  paid  up. .. .    1.000,000 


NetaurpluB 825316 


Total 


83.791,196       Total 83.79U96 


807395;  inrcataenl  profit,  8128380. 


a  Indudee  8382,042  marine  premhima  and  8141337  marine  losses 

KISKS  AND  PREMIUMS:  Fire  riska  in  force  (except  per- 
petuals).  December  31,  8266.324,703;  premiums  thereon,  82,849,- 
860;  marine  and  inland  rittn  in  force,  813,838.175:  premiuma 
them>n,  8361.629;  perpetual  fire  risks.  823,589.005;  deposit  pre- 
miuma thereon,  8573.820. 

BUSINESS  SINCE  ORGANIZATION:  Ptamiums  received, 
87362,223;  losses  paid,  84.921,725;  dividends  declared,  caah. 
8188.000. 


L  ESTATE  OWNED:  Consista  of  4  acres  of  building  Iota 
a^  H|rberth.  P.  R.  R..  Mont.  Co..  Pa.,  carried  at  8150.  and  k>t 
containing  310  acres,  with  6  stone  and  frame  dwellings,  bams, 
pumpi^  stations,  etc.,  Bradford  Hills,  Chester,  Co.,  Pa.,  carried 


7764^21 
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INSURANCE  COMPANY  OF  THE  STATE  OF  PA.,  Philaddphia,  Pm.—ConHnued. 

, Jwraiiiii*  *t  ISfUI&S,  1th  rt.,  Phil». 

ddphii.  ututl  ctM,  tm.OOO,  orried  *t  im.OOO;  dnlEnf 
U  2UA  W.  37Ui  n..  Donr,  Cola.,  miriti  it  book  nluc,  U,41», 
ludoSHbuildiniuSOS-aiO  Wdnotit.,  PbolL,  nlued--'"" 


liw;^ 

niVr 

i'i'A- 

ST.?.';iS:? 

44J»0    I 

S2,9i»  ; 
ia.«w 
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INTERNATIONAL  INSURANCE  COMPANY.  New  York. 


FtandaDt,  Sunmer  Bdlard;  Secretary,  Frits  Kortenbeutd.    Orgeoiied.  lOOO. 

Tcii 

AmOB 

Uoeeraed 

Net              Net 
Surphu       Premioms 

Total 
Income 

LoflNS 

Fkkl 

DiTidende 

Expenaee 

Total  Ex- 
penditures 

Losses 
Incorred 

19]4 

1325,710 

3,803451 
3,706,281 
2.772.447 
2,210.409 

S54.163>  -tl  .480.062 

-11324316 

3382341 

t4,118305 

3.011.176 

2,003.664 

11,076350 

2  403378 

1302332 

1.560.000 

050.334 

S620.000 
20,000 
20300 
20,000 
20.000 

S387363 

1.412311 

1378,156 

864,084 

616303 

t2.083.513>      1636.471 

1913 
1912 
Ifll 
1110 

12,430.451 
2,618.166 
13n,4«3 
1372,126 

632.078 
620.717 
285.000 
365.175 

3.700,740 
3305380 
2,020333 
2.026.044 

8.836,660 
3.100.487 
2.454.884 
1.686.627 

2,463,651 
1,880,405 
1,605.847 
1.003.984 

I  ladndes  $100^000  surphis 

Anm,  Die.  31, 1014. 

Boods fSll.lOO 

Cut 11,632 

latmat 2,078 


paid  b  1012  and  150,000 

LuBiunss,  Dec.  31, 
unpaid 


Other  liabiUtics. 


in  1014. 

1014. 

368,547 
3.000 


— EzoesB  of  oonuniasions  paid  overpremium  income. 


Total  liabinties...      $71,547 

Capital  paid  up 200.000 

NetsorphiB 54.163 


Total 


S326.710       Total S325.7I0 


UDder«ritii«  loss,  103.477;  invcftment  profit,  $86363. 

RISES  AND  FR£MIUMS  in  force,  none. 

BUSINESS  SINCE  ORGANIZATION:    PKmiums  received. 
112.976.633;  loMS  paid,  $7,046,700;  dividendf  declared,  cash. 

roo.ooa 

Par  Market 

BONDS  OWNED:  Value.         Value. 


Bafclo,  N.  Y..  wat..  ng^  1010.  4i7c. . . . 
icSaioaCo..N.Y.,hw7.imp.,reg.,1018. 6% 

V  T..  .N'.  Y.,  ng^  1915,  »i% 

X.y,N.Y..c.l01«,3i% 

XT..N.Y..w«.,1917.3J% 


k!  y!!  x!  y;;  FtWaah.  S.,  rei,Voi8.  'zi% 
VflckeB.  N.  Y..  !«▼-,  r««.,  lOie-17, 6% . 


$36,000 
60,000 
6,000 
10.000 
10.000 
45.000 
50.000 


$35,700 

51.000 

5.000 

0.000 

0.000 

44.100 

60,750 


Bonds  Owiobd.— Coni. 

N.  P..  Gt.  N.  Jt..  C.B.A  Q.col..  1021, 4% 

Pa.  R.R.,  eq.  tr..  1016. 4% 

So.  Ry.,  eq..  1018, 6% 


Par 
Value. 

$25,000 
30.000 
50.000 


Market 
Value. 

$24350 
30.000 
50.500 


Totals  (book  value,  $300,037} $310,000      $31 1.100 


MISCELLANEOUS:  This  eompanv  was  organised  March  6, 
1000.  and  confined  its  transactions  to  fire  reinsurance  exclusively, 
but  ceased  writing  and  paid  $2,043,254  of  return  premiums  in  1014. 
The  company  as  of  April  1. 1014,  cancelled  its  entire  bumness 
which  was  sufaseqaently  placed  by  its  former  companies  with 
the  Hamburg  Assurance,  Hamburg.  It  writes  now  out  a  very 
small  business  which  is  simultaneously  rdnsured  in  the  Hamburg. 
It  cranmenoed  business  with  a  paid-up  capital  of  $200,000  and  an 
initial  surplus  of  $60,000.  During  1000  the  stockholders  vol- 
untarily contributed  an  additional  surplus  of  $335,000,  in  1012, 
$100,000.  and  in  1014.  $60,000.  Of  ita  stock.  $103,600  is  owned 
by  Veraicherungs  GeseUsehaft,  Hamburg. 

DIRECTORS:  William  Sehall.  Jr.,  Edmund  Pavenatedt, 
William  G.  Willcoz,  Rudjoph  Keppler.  Hugo  C.  Buchenberger. 
Frans  F.  Mutsenbecher.  William  x .  Wemple,  Herman  Mutien- 
becher.  Ernst  Behre.  Paul  C.  Sehnitsler,  Sumner  Ballard.  Frits 
Kortenbeutel.  Carl  MuUer. 


INTERNATIONAL   FIRE   INSURANCE   COMPANY,   Dallas,   Tex. 

FkcaiteKt,  Geo.  W.  Jakmidc;  Active  Vio»-IVesident,  L  Jakmick;  Secretary,  A.  F.  PiDet    Organised.  1000. 


Tia    isseti 


1114  I  $n0383 

UU,  3M340 

Ifl2  316,610 

mi.  112.102 


$82334 

68311 
S9JSS0 
66,467 
73,460 


Net 

Surplus 


$52332 
40,702 
87310 
86,440 
45,043 


Net 
Premiums 


$80355 

06,040 

76,644 

117.071 

188.746 


Total 
Income 


$108,726 
111310 
138,026 
140357 

•163.061 


Losses 
Paid 


$45332 
58340 
72.736 

112.300 
53.803 


Dividends 


$10,000 


0.276 


$30,165 
48.7261 
41312 
82,481 
623601 


Total  Ex- 
penditures 


$04,407 
101.075 
114.547 
104,871 
125.529 


Incurred 


$50,228 
44.067 
65344 

117.405 
72.185 


•ladndes  $116360  anrplui  paid  in  in  1000  and  $14375  in  1010. 


Aibb.Dk.  31. 1914. 


B«l 


Afeoti'] 
l»aeHsDdKBt8. 


Total 


$5,083 

184378 

88,720 

83,067 

10.744 

7321 


LuBiums,  Die.  31, 1014. 

LosMsniqiaid $21,084 

Unearned  nrems....        62,834 
Other  liabifitieB....  3,163 


Total  liabifitiM... 

Capital  paid  up 

Net  snrphu 


1330363       Total. 


$87,031 

200.000 

52332 

$330353 


t^adowriti^  kns,  88,007;  invcatment  profit,  $14,726. 

USKS  AND  PREMIUMS:  Fbe  risks  in  force,  December  31, 
rjEI.770;  mniBU  thereoo.  $123,101. 

BOEKESB  8INCB  ORGANIZATION:  Ptamiums  received, 
K3MU;  kases  paid,  $840321;  dividends  declared,  cash.  $10,000. 

.  HEAL  ESTATE  OWNED:  The  oompanv  owns  640  acres  of 
:e;»*ed  land  in  Nolan  Co.,  TesL  The  market  vahie  is  $12300. 
amedtt  hook  vahw,  $5383.    Net  rents  received  last  year.  $5,083. 

JfOETCAOE  LOANS:  Then  are  38  k)an8.  aggregating  $184,- 
^T9.  tntected  by  improved  farm  and  aty  real  estate  in  Texas, 
I>^  It  $667300.  ThfBK  was  $1,733  of  interest  past  due  on 
Dec.  31.  last.  Campainr  hoMs  $170,000  of  fire  and  tornado  insur- 
saeeoatiie  aurtMBd  boiUingB. 

BOIiSS  AND  STOCKS  OWNED:  Pte  Market 

Boasa.  Value.         Vahie. 

abaACo.,C.tt,10l8.4% $1,000  $  040 

5^.Worth,issp.,1050.57o 50.000  47.500 


Boma  ATD  SxocKB  Owiran.— Crnil.               Par  Market 

Stocks.  Vahie.  Vahie. 

Citisens  Nat.  Bk.,  Stamford.  Tex $1,500  $2,340 

Mereh.  ft  Farmers  State  Bk..  Wthf  d.  Tex.  10,000  1 1 .000 

Western  Nat.  Bk.,  Ft.  Worth,  Tex 18.000  25.740 

First  Nat.  Bk.,  Comanche,  Tex 1.000  1.200 


Totals. 


$81,500        $88,720 


MISCELLANEOUS:  This  company  was  organised  in  1000 
and  commenced  banness  with  a  paid-up  eapital  of  $216,700  and 
an  initial  cash  surplus  of  $116,860.  Capital  increased  in  1010  to 
$231,000  and  $14,575  additional  surpfais  paid  in.  Capital  reduced 
one-seventh  Jan.  16.  1012.  and  then  stock  sold  to  make  capital 
$200,000.  the  new  stock  selling  for  $1 16.  In  1015.  Geo.  W.  and  I. 
Jalonick.  owners  of  the  Austin  and  the  Commonwealth  of  Dallas, 
obtained  control  of  the  International  and  transfenred  the  home 
office  from  Fort  Worth  to  Dallas. 

DIRECTORS:    8.  R.  Crawford,  Geo.  W.  Jabnick,  E.  E.  Whit- 
ney, J.  P.  Crouch,  R.  L.  Heden,  J.  S.  Heard,  Edgar  Flippen.  J.  C 
Duke,  I.  Jatoniok,  A.  F.  Pillet,  G.  G.  Wri^t, TT B.  Adouc.  I.  T 
Moore. 

FIELD  MEN  AND  TERRITORY  COVERED:  J.H.Anke'e, 
agent,  and  Thos.  Edwards,  Sui  f^ancisoo.  Cal..  general  agents  for 
^.,  E.  S.  Kean,  Jr.,  W.  H.  Quirk.  J.  T.  Robertson.  V.  Dans.  H.  F. 
Hines  and  Henry  Georae,  special  agents  for  Tex.  The  company 
operates  in  Cal.  and  Tex. 
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INTER-STATE  FIRE  INSURANCE  COMPANY,  Detroit,  Mich. 

Presideiit,  C.  A.  Palmer;  Vioe-Pre3ideat  and  UaderwriUng  Manager.  3.  D.  Andras;  Seoretarjr,  W.  A.  Eldridge.     Organiwd.  1913. 


Ybab 

1  Unearned 
Assets       Premiums 

Net 
Surplus 

Net 
Premiumi 

Total 
Income 

Loeses 
Paid 

Dividends 

Expenses 

Total  Ex- 
penditures 

LoeaeB 
Ineoned 

1914 

S221.814'          $8,809 

140.533 

$13,828 

$15,177 

$782 

$20,864 

$21,646 

11,423 

AssKTS,  Dkc.  31, 1914.              LiABZUTiEB,  Dec.  31, 1914. 
Mortgage  loans $177,140    Losses  unpaid $650 


Bonds  and  stocks. 

Cash 

Agents' balances.. 
Interest  and  rents. 


24.146 

11,417 

5.794 

3,317 


Unearned  prems. 
Other  liabilities.. 


8,809 
1,327 


Total  liabiUties...      $10,786 

Capital  paid  up 170,495 

Net  surplus 40,533 


Totalassets $221,814       Total $221,814 


Underwriting  loss.  $7,818;  investment  profit,  $1,350. 

RISES  AND  PREMIUMS:  Fire  risks  m  force.  December  31. 
$1,219,174;  premiums  thereon.,  $13,828. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  reeeived, 
$18,828;  kMses  paid.  $782. 

MORTGAGE  LOANS:  Thera  are  48  loans  aggregating  $177.- 
140,  all  of  which  are  first  mortgages  on  improved  property  located 
in  Mi^igan,  principally  in  Detroit.  Loans  in  all  cases  not  more 
than  50%  of  vahie.  There  was  $364  of  interest  past  due  on  Dec. 
31»  last.  The  company  holds  ample  fire  insurance  on  the  mort- 
gaged buildings. 


BONDS  OWNED: 


Eoorse,  Mich.,  sr.  ext . . 
Detroit,  1  m.  real  est.  g. 


Par 
Vahie. 

Muket 

Vshie. 

$2,000 
22,146 

12,000 
22,14« 

Totab. 


$24,146        $24,140 


MISCELLANEOUS:  This  oomzmny  was  incorporated  witb  i 
eaoital  of  $500,000  and  oommenoea  business  about  July  1, 1914. 

DIRECTORS:  C.  A.  Pahner.  W.  A.  Eldridge.  C.  0.  Davis, 
S.  D.  Andrus,  Leo  K.  Hennee,  Harmon  R.  Vemor,  W.  W.  Wiight. 
Gustav  Dietrich,  Frank  G.  Row.  Dr.  Roman  Sadowkai.  J.  R.  Ssoto, 
W.T.  Do<ke,  Card.  T.  Sands.  J.  H.  Beckton,  W.  A.  Vance,  ThoiBi« 
Bennett,  Charles  Clarage,  C.W.  Liken,  W.  E.  Moss,  F.  H.  AUiioh. 

FIELD  MEN  AND  TERRITORY  COVERED:  David  D. 
West.  Grand  Rapids,  Mich.,  special  agent  for  Mich.  The  com- 
pany operates  in  Mich.  only. 


IOWA    MANUFACTURERS    INSURANCE    COMPANY.    Waterloo,  Iowa. 

Presklent,  W.  W.  Marsh:  Secretary.  Hermann  Miller.    Organized,  1905. 


TlAB 

Assets 

Unearned 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Dividends 

Expenses 

Total  Ex- 
penditures 

LOSBM 

Incurred 

1914 

$200,262 
199,138 
197.466 
188.561 
181,924 

$87,264 
83,617 
73,985 
58,115 
68,351 

$11,907 
14.756 
22,404 
26.968 
11,488 

$86,594 
89.883 
97,402 
76,237 
67,903 

$100,580 

98,782 

105,675 

84,587 

75.211 

$49,583 
46,004 
44,231 
29,052 
30,940 

$49,628 
61.076 
52,265 
44.607 
87.697 

$99,211 
97.080 
96.496 
76,659 
70,137 

$50.0S« 

1913 

45,667 

1912 

42,555 

1911 
1910 

3,000 
1,500 

30.171 
30,940 

1.  Dbc.  31, 1914. 

Realestate $14,000 

Mortgage  loans 1 10.600 

Waterloo,  Ia..Cy..6%       1,793 

Cash 53,753 

Agents'  balances 9,548 

Interest  and  rents...  2,038 

Other  assets 8.530 


LuBiunu,  Dbc.  31. 1914. 

LoasBi  unpaid $686 

Unearned  prems 87,264 

Other  liabiUties 405 


Total  liabilities. 
CaiHtalpaidup... 
Net  surplus 


Total  assets $200,262       Total . 


$88,355 

100.000 

11,907 

$200,262 


Underwriting  loss,  $11,607;  investment  profit,  $8,758. 

RISKS  AND  PREMIUMS:    Fire  risks  in  force,  December  31. 
$20,478,686;  premiums  thereon,  $218,160. 

BUSINESS  SINCE  ORGANIZATION:    Premioms  reeeived. 
$604,576;  losses  paid,  $256,650;  dividends  declared,  cash,  $4,500. 

REAL  ESTATE  OWNED:    Purchase  price  $14,000.    Valued 
now  at  $28,000. 


MORTGAGE  LOANS:  There  are  20  mortgage  kians  sggrt- 
gating  $110,600,  protected  by  Iowa  farm  lands  vafaiad  at  $334,060. 
No  interest  past  due  December  31,  last  The  eompany  holdi 
$43,725  of  fire  insurance  on  the  boiUings. 

MISCELLANEOUS:  Stockholders  eontribated  $10,000  to 
surplus  in  1906.  and  in  1909  capital  was  inersased  from  $25,000 
paid  up  to  $100,000.  and  $40,000  realised  as  premium  on  ntv 
stock  sold. 

DIRECTORS:  W.  W.Marsh,  C.  L.  Kingsley,  Tluw.  B.  Canoa, 
F.  H.  Keys,  Robert  Paterson,  Wm.  Louden,  George  E.  Liehty. 
Robert  8.  Sinclair,  A.  H.  Holt,  Robert  Pnfaner,  C.  W.  MuUsn. 
Geo.  N.  Garrettson,  J.  T.  Sullivan,  fiennr  Weis.  J.  E.  Sedgwick, 
H.  V.  Myers.  N.  Northey,  Herman  MUlcr,  D.  Tmey.  J.  C. 
Bauch.  E.  H.  Headford. 

FIELD  MEN  AND  TERRITORY  COVERED:  H.  V.  Meyn, 
State  agent  for  la.;  J.  C.  Bauch.  special  agnt  for  W.  la.  and  0. 
0.  Wolfe,  spesial  agnt  for  Eastsra  la.  TIm  4 
in  la. 


KENTUCKY  FIRE  INSURANCE  COMPANY.  Covington,  Ky. 


It  IS  understood  that  the  Kentuoky  Fixe  of  Covington,  Ey.. 
which  was  organised  in  1914  ss  an  assessment  company,  willfile 
papers  for  incarporation  as  a  stock  company.  It  is  to  have  a 
capital  of  $100,000.  of  which  $55,000  is  abwdy  subscribed.  The 
officers  say  that  the  rest  of  the  stock  has  been  practically  i^aoed. 
Its  surplus  will  be  $40,000.  The  last  $45,000  of  the  company's 
•toek  wiU  be  sold  at  $20,  the  par  value  being  $10;  this  will  furnish. 


the  surplus.    This  company,  according  to  its  officers,  haa  $1,334.- 
000  of  insurance  in  force,  and  has  162  agents  in  Kentucky.    '^ 


Iti 


surplus  b  now  about  $18,000,  which  is  expected  to  be  enoogh  to 
take  care  of  the  reinsurance  reserve  when  tne  asseanent  company 
reinsures  in  the  stock  company.  It  is  planning  to  enter  Ohki 
and  Indiana  as  soon  as  all  the  oaintai  stock  is  subscribed. 
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KNICKERBOCKER   INSURANCE  COMPANY,  New  York. 

Pterideot.  Chas.  E.  Peek;  Secretary.  A.  Leroy  Eustaee.    Organifed,  1913. 


1 

Unearaed          Net 
IVenuums       Surplus 

Net 
Premittms 

Total 
Inoome 

Losses 
Paid 

Dividends 

Expenses 

Total  En- 
penditures 

Losses 
ntcuired 

1914  1    1440,976 
1913 1     403.726 

$33340 
10,943 

$149,735 
139.799 

$72,625 
23,739 

$88,917 
32.969 

$24,520 
519 

$15,000 

$17,547 
7.808 

$57,067 
8.327 

$27,439 
2.116 

Asm,  Die.  31, 1914.  LuBiums,  Die.  31. 1914. 

Boacii $381,700    Lossesunpaid $4,619 

34,688    Unearned prems....        33340 
Other  UabUitica 3.282 


Afcati' bshaccB. 
I«*re8t 


19.809 
4.779 


TotalliabiUtics. . .      $41341 

Capital  paid  up 250,000 

Net  surplus 149.735 


ToCi] 


$440,976       Total $440,976 


ladcrviitiDC  mfit.  $3344;  invQitment  profit,  $21,691. 

USES  AND  PREMIUMS:    Fire  risks  in  foree,  December  31. 
IS  243.706:  pnmio&a  thereon,  $63,523. 

BUSINESS  SINCE  ORGANIZATION:    Premiums  received, 
ll^3M;  Umu  paid.  $24,937;  diYidends  deckred,  cash,  $15,000. 

Par  Market 

BONDS  OWNED:  Value.         Valua. 

Jj.  Y.  Cy.  epi,  1918-20. 3  J% $210,000  $205,800 

laflsPk.eT..lfl27.4% 20.000  18,200 

5oJilT1.4Tg..l941.5% 10.000  9.800 

J«tittjfcr.lm.,1930.5% 10.000  10.100 

Ckr.£LI|faBB.lm^l930,5% 10.000  10.200 

C*t8li.I«,1927.5% 20,000  19,800 


Par  Market 

Boiraa  OwvwD.—Cmt.  Vahie.  Value. 

Kanawha  ft  Mieh.  Ry.  2  m..  1927, 5% . .  $10,000  $9,900 

Amer.  Tl.  A  Tg..  1929. 4% 20,000  17.800 

IntemaU  A  Gt.  No..  1919.  6% 10.000  10,000 

So.  Pac.  eq.  1919-20,  4i% 20.000  20,000 

P».  Gn.  Fit.  eq.,  1920,  4|% 10,000  10,100 

B.  A  0.  eq.,  1918-19,  i\% 20,000  20,000 

Chi.  A  Nwn.  eq..  1918,  i\% 20.000  20,000 


Totals  (book  ?ahie,  $376,994) $390,000      $381,700 


MISCELLANEOUS:  This  company  was  formed  early  in  1913  by 
parties  identified  with  the  well-known  insurance  firm  of  Wilkox. 
Peek  A  Hughes.  Its  capital  is  $250,00a  and  its  initial  surplus  was 
$125,000. 

DIRECTORS:  Chas.  E.  Peek.  R.  T.  ManhaU,  P.  S.  MaUett, 
H.  N.  Townsend,  C.  D.  Franks,  R.  Van  Iderstine,  J.  C.  Shafer. 
E.  B.  Walker.  S.  G.  Willooz,  William  G.  Wilkox,  Victor  R.  MeU. 
A.  Leroy  Eustace. 

FIELD  MEN  AND  TERRITORY  COVERED:  Thecompany 
operates  in  111.,  N.  J..  N.  Y.,  0.  and.  Pa.  £.  P.  Lenihan,  Rocke- 
feller Big.,  Cleveland,  0..  Stote  agent  for  0.:  Robert  Van  Arsdale, 
Insurance  Exchange,  Chicago,  State  agent  for  111. 


LAFAYETTE  FIRE  INSURANCE  COMPANY,  New  Orleans,  La. 

Picaidetti,  John  X.  Wegmann;  Secretary,  Charles  A.  Gordon.    Organised,  1869. 


Unearned  ,       Net 
ibi    iaeti      Premioma       Surplus 

Net 
premiums 

Total 
Income 

Losses 
Paid 

Dindends 

'K)'H|y<iiMw 

Total  £x- 
peoditures 

Losses 
Ineuned 

n       IS0M13         $46,583 
\in       «6,722           4S.468 
J«       493.295           50346 

KI       478,298           50.564 
im       466JB3D           52.027 

$295,096 
286.035 
280.172 
261.570 
252,473 

$40,960 
45,995 
53,313 
54.902 
59,905 

$64,986 
20,542 
73,494 
73385 
79,844 

$12388 
18,896 
11336 
21,844 
21,817 

$22,270 
22358 
22,693 
22,600 
19,476 

$22,269 
16304 
19384 
15,402 
19.002 

$57,427 
57.958 
53,413 
59,746 
60,295 

$15379 

18.740 

8.705 

24,539 

20.164 

Aivn,DK.31. 1014. 

Jfi*«W« $5,000 

»nneioass 84320 

Miiad  docks...      404.660 

*^ 079 

12,064 


LiABiLniBS,  Dbc.  31, 1914. 

LosMS  unpaid $2,775 

Unearned  prems.... .        46,593 
DiridendB  unpaid...        12,449 

Total  BafailitieB....  $61317 

Capital  paid  up 150,000 

Netsorphn 295,096 


Totii 


$506,913       Total $506,913 


^SISKSANDPBEMIUMB:  FIn  risks  in  force.  December  31, 
lUBSigS;  jranoBH  thcrcoo,  $93,913. 

^SDiESB  SDiCE  ORGANIZATION:  Premiums  raeeived. 
^»l;  ksHs  paid,  »15343;  dividends  declared,  cash,  $735.- 
*t  •«»*,  $103,500. 

UAL  ESTATB  OWNED:  CoMiBts  of  building  situated  2123 
^^  n.  New  Ocleam.  Tans  for  1914  were  $366.  Book 
''^  lUOO.  BBiksi  Tabe.  $5300. 

Jl^tTQAQE  LOANS:  Then  an  89  kwas.  aurega%  $84.- 
gr^Msd  by  fini  mortage  on  improved  reaTesOtte  m  New 
^""^•orth  $2113001  Ivn  was  no  interest  past  due  on 
***"«'»  31,  last   The  eompasy  holds  $161,415  of  ore  inmirance 


B0SD8  AND  STOCKS  OWNED: 


J.apiia 


Par 
Vahie. 

$42,000 
18,000 
25,000 
14,000 


Market 
Vahie. 

$39,060 
20,700 
22,750 
87300 


Bonds  and  Stocks  Ownkd. — CorU. 
Bonds.— C(m<. 


Louisiana  st 

Atehafala]ra  Levee 

Bossier  Levee 

Caddo  Levee 

Lafourche  Levee 

Pontehartrain  Levee  "D" . 
R.  R.  Atch.  de  B.  B.  Levee. 
Canal  and  Claiborne  R.  R. 

Edison  El.  Co 

N.  0.  and  CazroUton  R.  R. 


Stocks. 

Commcrqial-Oermania  T.  dk  S.  B 

Diiie  Homestead  Assn 

Eureka  Homestead  Soo 

Hibemia  Homestead  Assn 

Third  Dis.  Big.  Aflsn 


Par 

Market 

Vahie. 

Value. 

$50,000 

$50,000 

10,000 

10,000 

20.000 

20,000 

25.000 

25300 

45,000 

45,900 

50,000 

57.500 

10,000 

10,000 

15.000 

17,250 

26,000 

26,000 

17,000 

17,000 

1,000 

1,900 

1,000 

1,000 

300 

300 

1.000 

1,000 

1,000 

1,000 

Totals $371,300      $404,660 


Capital  has  been  increasecl  from  $46,500 
of  stock  dividends.    Company  operates 


MISCELLANEOUS: 
to  $150,000  by 
only  in  La. 

DIRECTORS:  Joseph  Baumann.  Henry  P.  Dart.  Geo.  M. 
Faivre.  Adam  Gambd,  Walter  H.  Hoffmann,  John  W.  Joachim. 
T.  J.  Kohl,  Christian  Miller,  F.  W.  QrasTATRttel,  Louis  Sohuler. 
A.  Norton  Skardon,  R.  Theom.  Joseph  Tranehina,  John  X.  Ww- 
man,  Samuel  Wilson,  Jacob  x  oong,  John  T.  Holmes.  Heniy  P 
Pfeffer. 
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UVERPOOL  &  LONDON  &  GLOBE  INSURANCE  COMPANY 

OF  NEW  YORK,  New  York,  N.  Y. 

i'kesident,  H.  W.  Eaton;  Secretai7. 0.  W.  Hoyt;  Anistant  Seoretariea,  J.  B.  Kramer,  T.  A.  Weed.    Organised,  1897. 


Unearned 

Net 

Net 

Total 

LOBMB 

Total  Ex- 

Loan 

Teab 

Aneto 

PlremiumB 

Surplus 

Ptemiums 

Income 

Paid 

Dividends 

Ezpeoses 

peaditura 

Incurred 

1914 

Sl.168,654 

1320.947 

$567,980 

•1340,715 

1376,217 

•1163.659 

$20,000 

196.506 

$280,165 

$188,018 

1913 

1,080,710 

282.207 

548,077 

295,674 

330,770 

115,844 

IS.OOO 

73.402 

204,246 

115.387 

1912 

969,179 

236,215 

459,027 

235,121 

268,015 

137,100 

15.000 

64,515 

216,615 

129.048 

1911 

938.668 

232,333 

429,908 

226.850 

,  256343 

117.539 

15,000 

71,047 

203,586 

119.U2 

1910 

881.159 

227.258 

379,034 

•  221,738 

249,030 

111.555 

15,000 

68.001 

194.646 

113,685 

•  Includea  $15,811  marine  premiums  and  $18,143  marine  leases. 

AsaiTB,  Dbo.  81, 1914.  LuBiuma,  Dec.  31, 1914. 

Bonds  and  stocks...     $819,460    Loasei  unpaid $56,540 

Cash 188,800    Unearned jprems....  320,947 

Agents' Ulancce....       158,981    Other  Habmties.... .  24.187 

Interest 6.913  

Total  liabilities. . .  $400,674 

Capital  paid  up.....  200,000 

Net  surplus 567,980 


Total  assets $1,168,654       Total $1,168,654 


Underwriting  profit,  $2,725;  investment  iwofit,,  $37,178. 

RISES  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$53,373,118;  premiums  thereon.  $564.346;jnarine  Mid  inland  risks 
in  loroe,  $1,669,374;  premiums  thereon.  $35,477. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$3,206,732;  loBses  paid.  $1,535,159;  dividends  declared,  cash, 
$149,825. 

BONDS  AND  STOCKS  OWNED: 

BONDB. 

Ga.  State,  1930. 8H% 

N.  Y.  City.  CB.,  1922, 3H% 

N.  Y.  State  canal.  1957, 3% 

Atl.  A  C.  A.  L.  Ry..  1944,  4H% 

B.  A  0.  RJL.  ev..  1933, 4H% 

C,  B.  A  Q.  R.R..  jt.  1921, 4% 

C.  M.  A  St.  P.,  cv.,  1982. 4J^% 

lU.  Cent. ,  r.,  1966. 4%. 

Lehigh  Coal  A  Nav..  os.  m..  1954,  4Vi%. 
N.  A  W.  R.R.,  1  CB.  m.,  1996, 4% 


Par 

Market 

Value. 

Value. 

$10,000 

$0,600 

195,000 

187.200 

50.000 

49,500 

35,000 

34,300 

6,000 

5,520 

15,000 

14,660 

6,000 

6.120 

36,000 

32,200 

50,000 

50,000 

25,000 

24,000 

Bonds  and  Stocxs  Ownnd.— Con<.  Par 

Bonds.— Coftf.  Value. 

N.  A  W.  R.R.,  cv..  1932.4% $6,000 

N.  A  W.  R.R..  ov..  1938, 4H% 7,000 

So.  Ry.  1  OS.  m.,  1994, 5% 50,000 

Sa  Ry.  scrip  div.  otf..  1919, 4% 1,000 

W.,aAS.R.R.,lm..  1960,4% 30.000 

Stocks. 

A..T.AS.P.,p 100  000 

B.  A  0.  R.R.,  p 20,000 

Chi..MiLASt.P^p 40,000 

C,  C  A  St.  L.  R.R.,  p 40,000 

IlL  C.  R.R 30,000 

Norf.  A  W.  R.R.,  p 50,000 

8o.Ry.,p, 50,000 

Un.  ftuj.R.R.,p 20,000 

Totals  (book  vahie,  $992,181) $871,000 


Maricet 

VahK. 

S6300 

7,350 

52.500 

S20 

26.100 


103.000 
16.200 

53.eoo 

20,000 
25.500 
44.500 
34,000 
16,600 


$819,490 


MISOELLANOUS:  This  company  b  controlled  by  interests 
identified  with  the  Liverpool  ana  London  and  Globe  of  Liver- 
pool. Ltd.    Vahie  of  speoial  deposit  in  Georgia,  $9,600. 

DIRECTORS:  Henry  W.  Eaton,  J.  A.  Stewart,  Walte  C. 
Hubbard,  T.  M.  Brown,  Edmund  D.  Randolph,  A.  G.  Dent 

FIELD  MEN  AND  TERRITORY  COVERED:  W.6.Wam!B, 
raieral  agent,  Chicago*  IlL;  Clarenoe  F.  Low,  general  a^snt,  Ne« 
Orleans,  Xa.;  R.  P.  Fabj.  general  agent,  Sba  Fraaoiseo.  Cal. 
The  oompanv  operates  in  Ala.,  Colo.,  Conn..  Fla.,  Ga..  lU.,  la- 
Kan.,  La.,  Mich.,  Minn.,  Miss.,  Mo.,  Mont..  N^  N.  M.,iN.  J., 
N.  Y.,  N.  D.,  Pa.,  a  D.,  Tex.,  Utah,  Wis.  and  Wyo. 


LOUISIANA  FIRE  INSURANCE  COMPANY,  Baton  Rouge,  La, 

President,  0.  B.  Steele;  Secretary,  R.  N.  Ross.    OrgHniaed,  189L    Paid-up  capital,  $72,240. 


Ykab 

Assets 

Unearned 
lYemiums 

Net 
Surphia 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Dividends 

Expenses 

Total  Ex- 
penditurea 

iDCUxred 

1914 

$68,588 
65,280 
66.421 
63,861 
61,959 

—$3,674 
65,260 
66,420 
46,809 
44,909 

$7,391 
7,333 
7,158 
7,351 
7,831 

• 

$3,655 

$3301 
7.376 

$7,466 
7,396 
7.225 
7,276 
7.896 

1913 

$21 

1912 

1911 

3,473 
3.961 

3.803 
8,834 

1910 

— ^Impairment. 

ASSETS.  DEC.  81,  1914:  Real  estate.  $30,677;  mortmge 
loans.  $9,000;  bonds  and  stocks,  $19,026;  collateral  loans,  $2378; 
cash,  $4,480;  other  assets,  $2,527;  total  assets,  $68,588.  lia- 
bilities: Unpaid  dividends.  $22;  capital  paid  up,  $72,240;  im- 
paiimmt.  $3,674. 

BUSINESS  SINCE  ORGANIZATION:  I»vidends  declared, 
cash,  $30,672;  stock,  $56,904. 

MORTGAGE  LOANS:  There  are  14  loans  amounting  to 
$30,677  on  property  in  the  city  of  Baton  Rouge,  La.,  vahied  at 
$87,000.  The  company  hoUs  $48,000  on  the  mortgaged  build- 
ings.   No  interest  past  due  on  December  31,  last. 

COLLATERAL  LOANS:  The  company  holds  loans  on  bank 
stocks  and  bonds,  valued  at  $26,427,  amounting  to  $19,026. 


BONDS  OWNED: 


Baton  Rouffe  Imp 

Istronma  Hotel  Ca 

Baton  Rouge  Wat.  Wks.  Co. 

Total 


Mark 

Vahil 

$5.C 
l.C 
3,« 


$9.fl 


MISCELLANEOUS:    The  company  made  a  reinsuraxkee  tr« 
in  1907  with  a  lar^  American  stock  fire  insurance  oompany 
which  all  the  Louisiana's  liabilities  were  diminatad  aaid  it 
tuned  its  identi^,  continiung  bunnees  as  theretofore  but  vril 
out  any  hability  for  unearned  premiums. 

DIRECTORS:  J.  D.  Fiahcr,  0.  B.  Steele,  C.  C.  Bird.  J<« 
Gebelin,  S.  I.  Raymond,  T.  Jones  Croes,  W.  P.  ConneU,  J.  Fi 
bacher,  H.  H.  Howell.  W.  B.  Burke.  A.  Doherty.  Jr.,  J.  N.  Tboi] 
J.  A.  Caruthers.  King  H.  Enox,  H.  C.  Pauben. 

HELD  MEN  AND  TERRITORY  COVERED:  Bird  A  ] 
of  Baton  Rouge  are  general  agenta  for  La.,  the  only  state  in  vd 
the  company  operates. 
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LUMBERMENS  INSURANCE  COMPANY,  Philadelphia,  Pa. 

Ptcaifdent,  Levis  Davis;  VIoe-PKaident  utd  SecKtary,  Ofiver  H.  HilL    Organised*  1873. 


1  Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Losses 

Yiu    iaNs 

Prenuums 

Income 

Fkid 

Dividends 

Erpenses     penditures 

Inouired 

1914    S1305^ 

$453,023 

$1,174,998 

$220,681 

9309,555 

$107,638 

$45,000 

$107,151       $259,789 

$107,602 

im   imBx» 

461,791 

1.112.093 

243,602 

325,819 

107,961 

45,000 

115,087 

268.048 

112,298 

lflI2     1^469 

456.791 

1.107,867 

240.651 

321322 

135310 

45.000 

113357 

293.667 

123.072 

1911     Ijm^ni        453,228 

1.061,640 

243.856 

827,263 

130,415 

45,000 

115,139         290,554 

135.380 

1910     1.782v5lOi        482^11 

1.015.756 

264.940 

340,754 

1013M 

40.000 

119.619.        261,463 

101342 

Uficaraed  pwDhiiDs  inefaide  amoant  reclaiDBable  on  perpetual 


Aaum.  Dk.  31. 

&ale>tste 

MiTtgafelosns 

BozidE  and  stodcs . . . 

Ciik 

igati'bahDoa. . . 
menA 


1914. 

$63,920 

116.650 

1.604352 

5.000 

54.792 

35.715 

24.623 


LuBiuins,  Dec.  31, 1914. 

LosKSimpaid $20303 

Unearned  prems ....       279,835 

Perp.  dep.  reel 173,188 

Other  tiabilities,...  6.928 

Total  liabiHties. . .  $480,254 
Capital  paid  up. . . .       250.000 

Net  surphis 1,174.998 


Teial 


$1.9(»,252        Total $1,906,252 


lodervriti^  profit,  $15,861;  investment  profit,  $92,044. 

RISES  AND  PREMIUMS:  Fire  risks  in  foroe  (except  per- 
petab).  Deeenber  31.  $52,981,186;  premiums  thereon.  $529,569; 
popiteJ  fire  risks,  $7310,649;  deposit  premiums  thereon,  $192.- 

«1. 

BUaXESS  SINCE  ORGANIZATION:  Ftemiums  received, 
UJOKJII;  kMMs  paid,  $2,972,992;  dividends  deeland,    cash, 

H£iL  ESTATE  OWNED:  The  principal  propertyis  the  oom- 
tufs  hone  oiEee  lmildii«  at  427  Walnut  st,  Philadelphia. 
Tlaii4  8tarieainfrDntaiid3inbaek;  its  book  value  is  $42302, 
ud  it  is  csoied  at  $40,000.  There  are  3  other  Philadelphia 
iKpertia  (dvdfings).  5  in  St.  Psol,  inchiding  storjBs,  dwellmgs. 
lad  tad  rtsfaks;  2  dwclfian  m  Denver;  a  dwelling  in  South 
Migwpnfii,  and  1  in  Omaha.  Neb.  The  book  value  of  none 
of  thoe  properties  czeeedB  $5327.  and  in  most  instances  is  much 
~  lad  in  many  cases  they  are  carried  much  below  book 
Here  aie  no  ineumfanoceB. 


M0BT6AGE  LOANS:  None  of  the  28  \otaa  exceeds  $17,000 
=  SMBt,  the  seeurities  being  k>eated  in  Philadelphia,  Dulutii, 
^&MpoGi,  St.  Pfeol,  Oak  Park,  HI.,  Omaha,  Austin,  HI.,  and 
Tnm  Co.,  Minn.  The  total  loans,^  $116,650,  are  secured  by 
P^ortia  vabed  at  1232,400,  and  no  interest  is  overdue. 


OQUATERAL  LOANS  are  as  folknrs: 


AKr.Fi|KMrK.Co.,atk 

7ai  Cheier  St.  By.  Co.,  1  m. 

rAityDqu,stk 

Teub 


Market 

Vahie. 

$2,880 
1.600 
1.480 


Amount 
Loaned. 

$5,000 


$5,960 


$5,000 


BOHDB  AND  CTOCKS  OWNED:  Par 

BoHDS.  Value. 

X  y.Cr,195S.4% $25,000 

-BW  li^  Twp.,  1922.  5% 1 1,000 

4chet7,  Pi.,  se.  diat.,  1835.  4% 20.000 

iii«a,S.Y..1942.  4J% 25.000 

^Alkesjr  Co..  1^,1933,4% 25.000 

^]4kBirCo.,Fk.,ig84,4% 25.000 

JjioMa,  Pk.  1934, 4% 25,000 

J  Y.C,.,  ift»,  ^% 25,000 

BdnscPk,  198^-38.4}% 25»000 

yoa,r.,l«7.4§% 15,000 

f»5ny,N./.,1938,4J% 25,000 

l«  Aapki,  CaL,  1960,  4*% 25,000 

*&srSo.  R.  R..  1S90,  5% 25.000 

^  Ca.  a  R.  R,  1945.  5% 20,000 

Aain,QBa&Cln.Ry..lm..  1941,5%  25,000 

|n»  A  74  Ave.  R,  R-,  ce..  1943,  5%. .  10.000 

j4  0.R.R^pr.ln,1925,3i% 15,000 

S-  *  0.  R.  R,  cqra..  1916-23,  4J%, . .  25,000 

&7a  Tbob  fCSL  R.^  gr.,  1950,  6%. .  20,000 

^.St.LftFittB.R.R..  1932.5%-..  18,000 

Cnbns  4  Oav.  R.  R.,  1941,  5% 12,000 

CttdhohockcB  G.  A  W..  1929.  4% 5.000 

^«t.P»e-R.R.,gr.,  1929.3i% 26.000 

C«tolG».Ry.,es-.  1946.5% 26,000 

^  A  Win.  lad.  R.  R..  cs..  1952, 4% . .  26,000 

C.  B- L  4  P.  Ry.,  1917,  4% 20.000 


Market 
Value. 

$23,750 
11.000 
19,200 
25,000 
24.000 
24.000 
24,000 
21.000 
25.500 
15.000 
25.000 
25,000 
22300 
18,400 
24,750 

0300 
13,350 
23,950 
19300 
18.720 
12.480 

4.750 
21,750 
25.000 
20,000 
18,400 


BoiTDe  AMD  Stocks  Owmzd.— Con<.  Par 

BoND0.— Cofrf.  Vahie. 

Cy.  Lt.  &  Tc,  Sedalia,  Mo.,  1952,  5%. .  $3,500 

Cleve.  ft  Pitts.,  gn.  m.,  gr..  1948,  3i%..  10,000 

Chi.  Rys.,  1927,  5%.  .• 25,000 

ConndOsviile  Wat.,  gr.,  1939,  5% 25.000 

Dan.,  Urb.  4  Champ.  Ry.,  1923,  5%. .  25,000 

Duhith  St.  Ry.,  1930,  5% '  25,000 

Det  4  Mack.  Ry.,  1995,4% 5,000 

Equitable  lU.  Gas  Lt.,  Phila..  1928,  5%  20,000 

EI.  4Peop.,8tk.  tr.  ctfs..  1945,  4%....  25.000 

Edison  El.  Lt.,  stk.  tr.  ctfs..  1946,  5%. .  5,000 

Edison  El.  III.,  Bklyn.  1939.  4% 20.000 

Erie  R.  R.,  pr.  In..  1996,  47o 25,000 

Erie  R.  R..  equip.,  1917.  5% 15.000 

Grand  Rapids  Gas  Lt.,  1915.  5% 10.000 

Ga.  Ry.  4  El.,  Athmta,  1932.  5% 25.000 

Houston  Belt  4  Tm.  Ry..  1937.  5% . . . .  25,000 

111.  Cent.  R.  R.,  Louis.  Div.,  1953,  3^%  15,000 

ni.  Cent.  R.  R..  St.  L.  Div.,  1051,  Z\%  10,000 

Jamison  Coal  4  Coke,  car  tr.,  1915,  5%  5,000 

Jackson  Cons.  Tc.  gr.,  1934,  5% 25,000 

Kan.  Cy.  So.  Ry.,  1950,  5% 25.000 

Lehigh  Val.  R.  R..  annuity,  6% 10,000 

Lehigh  Tc,  1923,  5% 15.000 

L.  S.  4  Mich.  So.  Ry.,  1931,  4% 25,000 

Lehigh  Coal  4  Nav.,  1930.  4^% 25,000 

Master  Bldrs'  Exch.,  1917,  5% 4.000 

Mil.  Gas  Lt.,  1927,  4% 20,000 

Market  St.  Elev.  Pass.  Ry.,  1955,  4% . . .  25,000 

Mfrs.  Wat,  gr.,  1939,  5% 23,000 

N.  Y.  Rys.,  1  4  r.,  1942,  4% 20,000 

N.  Y.  Rys-jadi.,  1942 20,000 

N.  Y.  Gas,  WhU  Ht.  4  Pow.,  1949, 4%  25.000 

Ohio  River  R.  R.,  1936,  5% 7,000 

Pa.  Steel,  1917, 5% 10,000 

Passaic  Lighting,  1925,  5% 10.000 

Phila.  El.,  g.  tr.  ctf.,  1948,  5% 20.000 

Phila.  of  Pftts.,  cs.  m.^  1951,  5% 20,000 

Pitts.  4  Charl.  St.  Ry.,  gr..  1932, 5% . . .  10,000 

Pa.,  p.,  1916.34% 4,000 

Peona  Gas  4  El.,  1  m.,  1923, 5% 25.000 

Pub.  Scrv.  Corp.  of  N.  J..  1959,  6% . . . .  25,000 

Richmond  4  Danville  R.  R..  cs.,  1915, 6%  25,000 

Reading  Co.  4  P.  4  R.  C.  4  I.,  1997, 4%  10,000 

Rio  Grande  West.  R.  R.,  1939,  4% 25,000 

So.  Ry.,  eq.  tr.,  1917-23,  6% 20,000 

St.  L.,  P.  4  Nwn.  Ry.,  gr.,  1948,  5% . . .  25,000 

Sunb.,  Has.  4  W.-B.  R.  R.,  1928,  5% . . .  7,000 

Sham.,  Sun.  4  Lewis.  R.  R.,  gr.  1925, 4%  10,000 

St.  L.  Mer.  Bg.,  gr.,  1929,  6% 20,000 

Superior  Wat.,  Lt.  4  Pow.,  1931, 4%. . .  10,000 

Superior  Wat.,  Lt.  4  Pow.,  1929, 5% . . .  1,500 

St.  P.  Gas  Lt,  1944. 5% 10.000 

St  L.  Tm..  cup.  sU.  4  prop..  1917. 4i%  15.000 

St.  Joseph  Gas.  1937.  5% 15,000 

St  L.  Transit,  1924,  5% 25,000 

Scranton  Ry^  1932,  5% 25,000 

Tex.  4  Pac  R.  R.,  2000, 5% 11,000 

T.,  P.  4  N.  R.  R.,  gr.,  1920,  5% 26,000 

Underwtrs.  Bldg.,  N.  ¥..  1  m..  1928,  5%  10,000 

United  Rys ,  St  L,  1934.  4% 25,000 

Westchester  Ltg..  1950,  5% 25.000 

Wichita  Falls  4  Nwn  Ry..  1939,  5% . . . .  20,000 

Srocxfl. 

WUkes-Barre  4  HasleUm  R.  R.,  p 1,300 

Amer.  Lt  4  Tc,  p 10,200 

Amer.  Lt  4  Tc,  com 5,800 

Grand  Rapids  4  Ind.  Ry 10,000 

Phila.  Tc 12,500 

Phila.  Co.,  p 20,000 

Phila.  Bourse,  com 500 

PhihL  Bourse,  p loo 

Detroit  4  Mack.  By.,  p 3,800 

Detroit  4  MacL  Ry.,  com 8,000 


Market 
Vahie 

$2,625 

8,500 

23,750. 

21350 

23,750 

24300 

4,150 

21.000 

19300 

5,250 

17,400 

20,000 

15,000 

10.000 

25.000 

24.000 

11.700 

8.000 

5,000 

24,000 

22.500 

13,600 

13300 

22.500 

24300 

4,000 

18.000 

23.250 

23,230 

14,200 

10300 

20,750 

7,140 

10.000 

10.000 

20,200 

16,000 

9,600 

3,920 

24,750 

21,750 

25,000 

9,300 

18.750 

19,780 

25.500 

7,000 

9.600 

20.400 

8.000 

1,200 

9,500 

14,400 

13,500 

16.250 

24.750 

10.450 

24.500 

10.000 

17,500 

25,250 

19300 


65 

10,710 

17,400 

2,000 

19,750 

16,000 

30 

60 

3,230 

6300 
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LUMBERMBNS  INSURANCE  COMPANY,  PhUadelphia,  FsL,-'ConUnued, 


Bonds  ams  Stockb  Owtno.—Cont, 
&10CKB.—C01U. 

CttiBeii8Paai.Ry.,Fhila 

Cy.  Lt.  ft  Te..  SedalU,  Mo.,  p 


Pw 
Value. 

S600 
3.500 


Market 
Value. 

93^60 
1,400 


Totals  (book  value,  91,023,819) 91,688,300    ni,574,700 


*  Securities  ss  per  company's  Talnatioos;  the  item  in  Assets 
s  based  on  Ins.  Uept.  valuations. 

MISCELLANEOUS:  Capital  increased  in  1876  from  9125,000 


to  9200.000,  and  in  1880  to  9250,000.  Losses  tncuned  sad  loan 
paid  include  those  occumng  under  perpetual  pohcies.  Con- 
flagration losses:  Baltimore,  1904,  9780. 

DIRECTORS:  Lewis  Davis,  J.  Qibson  McDvain,  Edmund 
Webster.  David  E.  Williams,  Oliver  H.  Hill,  John  Hay.  Edvin 
S.  Diion,  Francis  I.  Maule,  Herman  Hoopea,  Isaac  W.  Roberta. 
Qeorge  J.  Watson,  Jay  Qfttes. 

FIELD  MEN  AND  TERRITORY  COVERED:  Henick  4 
Auerbach,  189  La  Salle  st.,  Chicafo,  HI.,  managers  for  IlL,  0., 
Mich.,  Wis..  Colo.,  and  U  The  company  operates  in  Colo.  Ili., 
la.,  Md.,  Mich..  Minn..  N.  Y..  0.,  Ffe.  and  Wis. 


LUMBERMENS  MARINE  INSURANCE  COMPANY,  Norfolk,  Va.1 

Prendent,  John  L.  Roper;  Secretary  and  TVeasurer,  W.  B.  Roper.    Orsamaed,  1899. 


Y&ut 

Assets 

1914 
1913 
1919 
1911 
1910 

963,526 
61.271 
61,199 
61,709 
58,469 

Unearned 
Premiums 


9171 
169 
138 
125 
164 


Net 
Surplus 


938,176 
85,994 
85.935 
34.772 
38,092 


Net 
n«miums 


98.290 

8  AAA 
,000 

10.020 

9.546 

11304 


Total 
Income 


911.528 
11,566 
12,713 
12,150 
14,268 


Paid 


9561 

5.498 

5,183 

733 

871 


Dividends 


95,000 
2,500 
3.750 
5,000 

12,500 


Ezpensei 


Total  Ez- 
pen<Utures 


LOBBM 

Incurred 


92,114 
3,417 
8,353 
8,336 
3.803 


97.675 
11.415 
12.286 
9,060 
17,174 


$561 

6.168 

3.517 

2^ 

871 


AsBvxs,  Dae.  31, 1914. 


Mortgage  loans.. 
Bonds  and  stoeks. 

Cash 

Agents' balances.. 
Interest 


915,900 

39,160 

5,846 

1.889 

781 


LLiBELmas,  Die.  31, 1914. 

Unearned  prems 9171 

Other  liabUitieB....  179 


Total  liabilities...  9350 

Capital  paid  up....        25.000 
Net  surplus 38,176 


Total 


963,526       Total 963.526 


Underwriting  profit,  91,543;  investment  profit,  92,991. 

RISES  AND  PREAIIUMS:  Marine  and  inland  risks  in  force. 
December  31,  936,924;  premiums  thereon.  9341. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
9218,919;  losses  paid,  990,164;  dividends  declared,  cash,  956,610; 
stock,  918,200. 

MORTGAGE  LOANS:  There  are  5  lous  ameuting  915,900 
on  property  valued  at  927,200.   There  is  913,800  m  insurance  on 


the  mortgaged  boildingB.  All  of  the  mortgaged  property  is  located 
in  the  oty  of  NorfolE.  On  December  81,  last,  no  interest  waa 
overdue. 


BONDS  OWNED: 

Norfolk  City,  wat 

Norfolk  aty.r 

River  Front  Belt  Line 

Garrett  ft  Co.  Inc 

Nansenmond  Riv.  Brick  ft  Tile. 


Par 
Value. 

95,000 
5,000 
7,000 
8.000 
2.000 


Market 

Value. 

94.700 
4.700 
7.000 
8.000 
2.000 


Totals  (book  vahie,  926.400) 


927.000        926.4(» 


MISCELLANEOUS:  Capital  increased  in  1901  from  99.500 
to  915,200;  in  1902  to  916.000;  in  1903  to  924,000;  and  in  IWM 
to  925,000.    Transacts  bosmeaB  in  Va.  only. 

DIRECTORS:  John  L.  Roper,  C.  L  Millard.  Etorton  Conrin. 
Jr.,  J.  L.  Camp,  A.  B.  Cramer. 


MADISON  INSURANCE  COMPANY,  Madison,  Ind. 

Pnadnt,  J.  W.  ConwH;  OuubUit,  J.  E.  Wagrar.    OiginiMd,  1831. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Losses 

Y&ut 

Assets 

Premiums 

Surphis 

Inocme 

Paid 

Dividends 

EXDODDOB 

penditures 

Incurred 

1914 

9183,867 

98,758 

971,109 

99.076 

919,846 

98376 

98.000 

95.983 

917359 

92.684 

1918 

186,869 

10,871 

70,497 

14,158 

24,869 

12306 

8.000 

5.443 

25,649 

9.466 

1912 

196,510 

16,608 

72,162 

25,419 

34377 

16378 

8.000 

4357 

29,134 

17.068 

1911 

189,251 

16,572 

65,480 

28352 

34.144 

19347 

8,000 

5344 

82391 

17350 

1910 

192,645 

17,502 

65,459 

26,592 

36,667 

23.898 

8.000 

5,333 

37331 

25.151 

Aasns,  Die.  31, 1914. 


LuBiuins,  Dae.  31, 1914. 


Real  estate 

Bonds  and  stocks. 
Collateral  kians... 

Cash 

Agnts'  balancee.. 
Interest  and  rente. 
Other  assets 


Total 


96300 
162,868 
6,864 
2.755 
2307 
1,986 
87 


Unearned  prems. 
Div.  unpaid 


98,758 
4,000 


Total  liabilities. 
CajHtal  paid  up. 

Net 


Atalpaid 
surplus.. 


912.758 

100,000 

71,109 


BONDS  AND  STOCKS  OWNED: 

BOMM. 


9183.867       Total 9183.867 


RISES  AND  PREMIUMS:    Fire  risks  in  force,  December  31, 
91«406,908;  premiums  thereon,  918.350. 
Gash  dividends  declared  since  orgainsation,  9752,900. 

REAL  ESTATE  OWNED:    Consists  of  ofliee  building.    Rents 
received  last  year,  9100. 


Toledo  Tm 

United  TeL  Co 

Westinriiouse  El.  ft  Mfg. 

R.  E.  M 

So.  Ry 

Va.Ry.  Co 

Amer.  CanCo 

So.  Pac.  Co 

TheWaveriyCo 

Cent.  Oolitic  Stone  Co... 


Co. 


COLLATERAL  LOANS 

SacuBims. 

Twin  Cy.  Rapid  Transit. . 

lire  ft  Meeh.  Insurance 

Penooal  security  loans 


follows: 


Amount 

Loaned. 

94.000 

200 

2,664 


Totals. 


96364 


t  Transacts  marine  business  only. 


Siocu 

Local  Big.  AsBos 

Twin  City  R.  T.  c 

Proctor  ft  Gamble,  c 

United  Ci^  Mfg.,  c. . . . 

Nat.  Biscuit,  p 

Nat.  Biscuit,  c 

Un.  Pac.  R.R.  Co.,  com. . 

let  Nat.  Bt.  Cin 

Lehigh  Val.  R.R.,  c 

Lehkh  Val.  Coal  Sales ... 
C.  l^iroort  4  C.  LI  ft  T. 
Pa.  R.R.,  c 


Par 

Market 

Vahie. 

Vahie 

911,000 

tS3O0 

5,000 

5.000 

10.000 

0300 

2,000 

2.000 

5,000 

4.025 

4,000 

3.S40 

2,000 

l.S6<) 

1,000 

960 

2,000 

2.ono 

2,000 

2.000 

2311 

2.511 

2,000 

1.92C 

6,700 

3331( 

4.000 

1.64C 

5.000 

6.15( 

7,500 

0.22J 

6,000 

6.061 

4,600 

8.74< 

4,500 

5.89; 

600 

93i 

5.000 

3.75 

13,550 

14.22 

REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


107 


MADISON  INSURANCE  COMPANY,  Madison,  Ind.—Continued, 


Bom  iSD  Sfocn  Ovhbd.— C«ii^ 
SvDCU.— Cm/. 

BJ[brn.B.T^e 

A.TT*S.F.E.B,e 

IlC.O,e 

An.T:.klg^t 

x.hc^c 

BallOLAO.R^c 

a»Ua40.B.E,p 


Value. 

$5,000 
5.000 
5.000 

4.000 

5.000 

1,300 

700 


Market 

Value. 

14.225 

4.600 

5.450 

4.720 

4.150 

897 

483 


Totals $131,961      $162,868 


MISCELLANEOUS:  Company  did  traiuaot  a  mrplua  line 
buaiMBS  throufb  A.  J.  Vaa  Deinse,  Indianapolis,  Ind..  but  has 
now  oeaeed  writing  surploB  line  buBineas  entirely.  Conflagration 
San  Francuoo,  1906.  $5,000. 


DIRECTORS:    J.  W.  Coniett,  John  B.  Roas.  E.  E.  Powell, 
H.  W.  Hargan,  J.  K.  Tfey^t. 

TERRITORY  COVERED:  Indiana  only. 


MARQUETTE  NATIONAL  FIRE  INSURANCE  COMPANY,  Chicago,  lU. 

PnndeBt»  Anthony  Matre;  Vice-President,  Henry  Reis;  Secretary,  Henry  J.  Woessner.    Incorporated.  1912. 

Aara.  Die  31, 1914.  LEABiunsa,  Dec.  31, 1914. 

MorpgekiaBs $49,000    Capitalpaidup $300,000 

&::»h:j«r value)..       167.900    Netaurpfaia 35,349 

Ci* 118.449 


Bonds  Ownbd.— CoiU. 


ToU^sd. 


$335,349       Total $335,349 


U.  L.  A  P.  Junction  Cy.,  Kan..  6% . 

Port  Arthur.  Tex..  S'^o 

Baylor  Co.,  Tex.,  5% 


BONDS  OWNED: 


Total 


Fkr 

Value. 

$2,000 
20.000 
25.000 


$167,900 


P»Ao(ARadia»La.,5% 

Pe**iil,Fk..e% 

iiiadoQCo,Tena,6% 

Sa«^Twp.,Tenn.,5% 

§«>«?.  To..  5% 

^Cb.ir.Va..5% 

?*™te*D1..5% 

a.Vii««'i3elL,St,Loui8.5% 

.iaerJiB.  riB,  5*% 

I>'r^no  Lit  *  Ben.  Inai..  Denver,  5%. 
5««  H.  N,  Portland,  Ore,  5i% ... . 

.«faesBa^N.0rieans,6%.. 

^i^Um-Btm^.,  Memphis.  6%... 
^lwnApt.6% 

^ma,piL,i7o 

Hft««.T«t,5% 


Par 

Value. 

$33,000 

16,000 

6.000 

1.000 

22.000 

11.000 

25.000 

100 

600 

500 

500 

500 

500 

500 

2.000 

300 

500 

1.000 


In  additbn  to  the  admitted  aasets,  the  company  was  shown  to 
have  on  Jan.  18,  1915,  resources  as  follows:  Securities  hdd  by 
La  Salle  Street  Trust  ft  Sayings  Bank,  $374,602;  cash  in  same 
bank,  $44,175;  etf.  of  deposit,  same  bank.  $2,000;  cash  in  Pullman 
Tr.  ft  Sav.  Bk.,  (due  June  1,  1915).  $7,200;  ctf.  dep.  Ashland, 
12th  Bank,  $6,000;  cash.  Jos.  Stein  ft  Co.  (due  March  4,  1915), 
$5,000;  cash,  Kowalski  Bros,  (due  May  21.  1915).  $4,000;  notes 
given  by  ttookholden  account  surplus,  $362,714  (about  ooe-half 
to  be  collected  within  90  days). 

MISCELLAKEOUS:  This  company  has  an  authorised  capital 
of  $1,000,000  nnd  it  b  proposed  to  have  an  equal  amount  of  sur- 
irfus.  BeoMise  of  inautity  to  obtun  posscBsion  of  bonds  owned 
and  cash  on  deposit,  due  to  the  faihue  of  the  La  Salle  Street  Trust 
ft  Saving  Bank,  it  was  decided  to  make  the  capital  $300,000. 
After  examination  by  the  Illinois  Insurance  Department,  the 
company  was  on  Jan.  28,  1915,  licensed  to  transact  business  in 
that  state.  Secretary  Henrv  J.  Woessner  is  the  managing  under- 
writer. Early  ia  1915  surplus  increased  to  $65,000  by  collection 
of  notes. 


M.\RYLAND   MOTOR   CAR    INSURANCE   COMPANY,    Baltimore,  Md. 

President,  J.  Purviance  Bonsai:  Secretary.  Chas.  B.  Reeves.    Organised,  1910. 


ri4i 

an 

111! 


Unearnel 
Ftannims 


1414,690 
43U81 
414.797 
1<S,519 
U2J5S6) 


$75,135 
71.675 
48,839 
41,301 
18.709 


Net 

Surplus 


$35,627 
32,866 
47347 
11.499 
18.627 


Net 
Premiums 


$168,504 

161,918 

112,432 

90355 

38.344 


Total 
Income 


$188,482 
177,906 

•178375 

95,432 

*q4306 


F^ 


$66388 

46^469 

39,632 

29.530 

6,415 


Dividends 


$15300 

15.000 

8.000 


Bipenses 


$95,644 
91,483 
61,173 
45.182 
16.956 


Total  Ex- 
penditures 


$167332 

152.952 

106305 

74.712 

33371 


Incurred 


$61,794 

53.473 

44.143 

32.103 

7.386 


'  hdmkB  $25300  initial  smphis  paid  in.  and  $50,000  surplus  from  sale  of  stock  in  1912. 


Dk.  31, 1914. 

Boabaadfltocka...  $397356 

^•*   31.139 

Afsuf'balaaeeaL...  2930$ 
4341 


LuBiLRizs.  Dec.  31, 1914. 

Losaes  unpaid $20,935 

Unearned  prems 75,125 

Other  liabihties.....         13.003 


TouJ.... 

^-.tdeiiLGvvBab. 

T-al 


452339 
7.639 


Total  liabilities...     $109,063 

Capital  paid  up 300,000 

Net  surplus 35,627 


$444,690       Total $444,690 


^»9wmiE«  profit.  $7,753;  investment  profit,  $19,706. 

^^^  AND  PREMIUMS:    Pberisb'mfoice,  December  81, 
^.J|..1S2:  prasioDs  thereon,  $150349; 

BUSDCESS  SINCE  ORGANIZATION:    Premiums  received, 
^t  u«:  bwa  psid.  $178,934;  dividends  declared,  cash,  $38,000. 

BXYDS  AND  STOCKS  OWNED: 

BOSDS. 


Par  Market 

Vahie.  Vahie. 

$11,300  $11369 

10,000  10300 

p..  ^  ^.-^-^-...•c 14300  14.280 

VT.C-.cP7MeD,4K% 70.000  70.700 

*   ^^**f  i-*-^""»l>-.l»«.4%--          10,000  9,300 

5^^r?tJt^^°?-'*«38»*% ^  37« 

P-«^.ft3ttteLH.B^r,ll33,4^%..          20,000  21,200 


Bi^,X.Y.,W,1932,4K% 


BoMDB  A.ND  Stogu  Owmso.— Con<. 
Bonds.— Coitf. 


jr 


Rome,  N.  T..  Wat.  r..  1931,  iH 

Roma,  N.  Y.,  wat.  r.,  1931,  iH% 

Taseweli  Co.,  Va.,  rd.  ft  bg.,  1933.  5%. . 
Troy.N.Y.,D.imp.,8er.ll,1928-31,  4M%. 

Troy,  N.  Y.,  res.,  1919, 4H% 

Utica,  N.  Y.,  imp^  1924-83,  4H% 

Yonkera,  N.  Y.,Wat.,  1920-24,  4^%- 

B.  ft  0.  R.R.,  cv.,  1933,  4H% 

B.  ft  Swn.  R.R.,  ext,  1918,  5% 

C.ftO.Ry.,cv.,  1930,4>^^i 

Chi.  Cy.  Ry.Ll  m.,  1927, 5% 


C,  M.  ft  St.  k  Ry.,  gn.  m.,  1989,  4H%. 
C,  R.  L  ft  P.  Ry.,  eq.,  1915,  4H% 

C,  R.  I.  ft  P  .Ry.,  1  r.  m.,  1934, 4 
Col.  St.  Ry^  1  CB.  m.,  1932,  5%. 

D,  ft  Nwn.  Ry^  1  m.,  1921,  i^^% 


KyM  1  m 
M.,  D.  ft  S.  R.R.,  1  m.,  gr.,  1947,  5%. 
M.  St.  Ry.ft  St.  P.  C.  Ry.c8.  m.,  1028, 6% 

Mo.,  K.  ft  T.  Ry.,  1916,  5% 

No.  Pac.  Ry.,  pr.  to.,  1997,  4% 

Pa.  R.R.,  CB.  m.,  1948,  4% 

St.  L.  ft  S.  F.  R.R.,  eq.,  1915,  5% 

St.  L.,  I.  M.  ft  So.  Ry.,  eq..  1916,  5^r. . 
St.  L.  J.  M.ft  S.Ry.,R.ft  G.Div.,1  m.,1933, 

4% 

Un.  Rys.  ft  El.,  Bait,  1  m.,  1949.  4%. . 


Par 

Market 

Value. 

Vahie. 

$10,000 

$10,100 

5.000 

5.050 

5.000 

5,150 

11.000 

11,440 

9.000 

9,180 

10.000 

10.390 

10.000 

10.160 

5,000 

4,600 

6,000 

5.060 

5,000 

4.000 

5,000 

5,000 

10,000 

10,300 

5.000 

5.000 

5.000 

3,600 

5,000 

4,950 

3.000 

2,610 

5,000 

4,850 

6.000 

5.100 

5,000 

4350 

5,000 

4,750 

5,000 

5,000 

5,000 

4,950 

3,000 

3,000 

5,000 

3,650 

5.000 

4.200 
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MARYLAND  MOTOR  CAR  INSURANCE  COMPANY,  Baltimore,  U±—ConUnued. 


Bonds  and  Stocks  Ownbd. — Cont. 
BoNDe,— C(wU. 


r* 


i(^. 


ity* 


W.  Md.  Ry.,  1915.  5 
Wich.  F.  &  N.  Ry..  1  m..  1939.  5' 
C.  &  P.  Tl.,  1  m.,  B.  f..  1943,  5%. 
Ob.  Gaa,  Balto.,  gn.  m.,  1954,  iH'\, 
DaviBon  Cheiii./Balto..l  m..  1932.  6%. 
Elk  Horn  Fad,  W.  Va..l  m.,cv.,  1918,5  © 
Equit.  M.&  Tr.3ftlto.,l  m.,  1923.  5''o  . 

Lftclede  Gas  Lt,  St.  L..  1934.  5% 

Syracuse  Gas.  1  m..  1946,  5% 


Stocu. 

B.  ft  0.  R.R.,  Balto.,  com. . . . 

B.  ft  0.  R.R..  Balto.,  p 

Pa.  R.R,.  Phila 

Unkm  Pae.  R.R..  N.  Y..  com, 
Moht-Mech.  Nat.  Bk..  Balto. 


Par 

Market 

Value. 

Value. 

$10,000 

$8,500 

10.000 

9.400 

10,000 

9.600 

15.000 

14.250 

5.000 

4.950 

10.000 

9,500 

5,000 

5.000 

10,000 

10.100 

5.000 

5,100 

600 

534 

300 

243 

10.000 

11,100 

2.800 

3,584 

2,000 

6.000 

Totals  (book  yalue.  1406.691) $398.300      $397.555 

MISCELLANEOUS:  This  oompaay  was  arganised  in  1910 
and  commenced  business  with  a  paid-up  capital  of  $100,000  and 
a  cash  surphis  of  $25,000.  The  company  increased  its  capital  in 
1912  to  $300,000.  also  adding  $50,000  to  its  net  surplus  from 
premiums  on  stock. 

DIRECTORS:    John  R.  Bland,  Jas.  C.  Feohagen.  Charles  E. 


Rieman.  J.  Purvianoe  Bonsai.  W.  Irvine  Keyser.  Miles  White,  Jr., 
Jacob  A.  Uhnan.  William  Whitridge.  W.  Graham  Bowdoin,  Jr.,  F. 
D.  Buck.  R.  C.  Hoffman.  Jr..  C.  B.  Reeves. 

FIELD  MEN  AND  TERRITORY  COVERED:   Borlsod  i 
Johns.  San  Frandaoo.  managers   for  Cal.;  Jacobs  A  Stvboj, 
Denver,  managers  for  Colo.;  Courtland  E.  Pierson  Co..  Wilmingtoo, 
^neral  agent  for  Del.:  Ralph  W.  Lee.  Wash.,  gpaenl  agent  for 
Wash..  D.  C;  George  E.  Brennan,  Chi.,  manager  for  IlL:  Yasusk 
Messick.  Ind..  managers  for  Ind.;  Merritt  W.  I^cas.  Kan.  Cy..  geih 
end  agent  for  Kan.  Cv..  Mo. ;    Parr   ft  Pair,  Balto.,  geMni 
agent  for  Balto.;  O'Neu  ft  Parker.  Boston,  managers  for  Man.; 
Wm.  H.  McBryan.  Detroit,  manager  for  Mien.;  Stq)hen  A.  Maits. 
St.  Louis,  manager  for  Mo.;  Sdiryver  ft  Gwler.  Newark,  macsgR? 
for  N.  J.;  Oakley  ft  Leins,  N.  Y..  manager  for  N.  Y.  Cy.;  James  T. 
Harfam.  Clevduid.  manager  for  No.  0.;   Edward   E.  Shidc}-. 
Cincinnati,  manager  for  So.  0^  Hartman  ft  Thompson,  Portlsod, 
general  agent  for  Ore.;  Alfred  r.  Devereux,  Philadelphia,  mxatfia 
for  Philadelphia.  Pa.;  Howard  Shaw,  Pittsburg,  general  tfent 
for  Pittsbunh,  Pa.;  James  E.  ftnith.  Provideoce.  mansccr  for 
R.  I.;  W.  D.  Middleton  ft  Co..  Charleston,  general  afsnt  for  S  C: 
Seay  ft  Hall,  Dallas,  general  agent  for  Tex.;  Baldwm  BroB.,  NV 
folk,  general  agents  for  Va.;  John  C.  MeColUster.  Seattle,  msouer 
for  Seattle.  Wash.;  Stanton  ft  Hill,  Taooma,  general  ageota  tor 
Tacoma.Wash.;  Alfred  Pftull  ft  Son.  Wheeling,  general  afeots  (or 
W.  Va.;  Haekett.  Hoff  ft  Thiermann.  Milwaukee,  general  spent}. 
for  Wis.    The  company  is  licensed  in  Cal..  Cob..  Dei.,  D.  of  C, 
111.,  Ind.,  Md.,  Mass..  Mich.,  Mo.,  N.  J..  N.  Y.,  0..  Ore.,  Pt., 
R.  I.,  S.  C,  Tex.,  Va..  Wash.,  W.  Va.  and  Wis. 


MASSACHUSETTS    FIRE    AND    MARINE    INSURANCE    COMPANY, 

Boston,  Mass.§ 

Ptesident.  Everett  C.  Benton;  Secretaiy.  Walter  Adiaid.   Organised.  1910. 


Year 

Assets 

Une^ned 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Dividends 

ExpeoMS 

Total  Ex- 
penditures 

Loaa 

Incurred 

1914 
1913 
1912 

$1,402,544 
1.369.776 
1.339.057 
1.218.793 
1.086,950 

$529,776 
483.787 
396.433 
270.901 
119,315 

$262,791 
308,811 
377.259 
411.920 
456.397 

1716.083 
632.291 
531.510 
393.743 
148.130 

$767,674 
680.469 
572.019 
437.571 

t661.012 

•$422,322 
333,580 
226,465 
130,555 

7,887 

$15,000 
15.000 

$292,102 

264.042 

224,489 

173,835 

95,186 

$729,424 
612.622 
450.954 
304.390 
103.073 

444.622 
339,015 
249.463 

1911 

149,111 

1910 

U^? 

'Inchades  $296,723  marine  premiums  and  $108,102  marine  1 
)  Tnmsaots  botii  fire  and  marine  business. 

AaaBTS,  Dbo.  31, 1914.  LuBiLrms,  Dec.  31, 1914. 

Bonds  and  stocks . . .  $1,170,492    Losses  unpaid $97,915 


Cash 

Agents'  balances. 

Interest 

Other  assets 


89.507 

134360 

8,095 

90 


Unearned  prems. 
Other  lialnlities. 


529.776 
12.062 


Total  Uabilities . . .  $639,753 
Capital  paid  up ... .  500.000 
Net  surplus 262,791 


Totalassets $1,402,544       Total $1,402,544 


Underwriting  toes,  $78,750;  investment  profit.  $47,729. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
$76,428,002;  prenuums  thereon,  $759,388;  marine  and  inland 
risks  m  force,  $11,165,066;  premiums  thereon,  $256,066. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  raoeived. 
$2,421,757;  loeses  paid.  $1,100,644;  dividends  declared,  cash, 
$30,000. 

BONDS  AND  STOCKS  OWNED: 

BONOB. 

U.  S.  Govt.,  reg..  1925,  4% 

Boston.  Mass..  reg.,  1939-49.  3)% 

GreenfieM,  Mass..  f.  d.,  c.  ,1915-30.  4%. 

Holyoke.  Mass..  reg.,  1933-5.   4% 

Lowell,  Mass..  c.  1915-6.  4% 

Mass..  reg.,  1922-48.  3i% 


ic_ 


Maas..reg..  1926,  4%. 
Mass.,  reg..  1936-49.3%. 
Methuen.  Mass..  c.  ex..  1924-30.  4%. 
New  Bedford.  Mam.,  reg..  1924-27. 4 
No.  Attleboro.  Mass..  c.  reg..  1937-9, 4% 

Wayland.  Mass^  c.    1915-30.  4% 

Detroit  Tm.  ft  Tun.,  m..  c.  1961. 4}%. . 
0re.-Wa8h.  R.  R.  ft  N..  1  ft  r.,c..  1961. 

4Cr^ 

Puget  Sd.  Tc.  Lt.  ft  Pow.'.c.i  1919,  6%. . 

Amcr.  Tl.  ft  Tg..  c.  1929.  i% 

Boston  Tm..  m^  reg.  1947.  3i% 

New  England  Tl.  ft  Tg..  c.  1932.  5%. . 
Cumberland  Tl.  ft  Tg.,  c.  n.,  1916. 5%. . 

Nwn.  Tl.  Ex..  c.  n..  1916,  5% 

Brockton.  Mass..  n..  1915,  4 
Mdden.  Mass.,  n.,  1915.4 


7c. 


¥ax 

Market 

Vahie. 

Vahie. 

$10,000 

$11,100 

200.000 

191.500 

48.000 

48.570 

17.000 

17350 

11,600 

11.600 

60.000 

58,940 

8,000 

8320 

44.000 

38.840 

20.000 

20.200 

42.000 

42.840 

16.000 

16,640 

19.500 

19.685 

20,000 

18,600 

20.000 

17300 

25.000 

25350 

10.000 

8.900 

50,OQO 

46.000 

25.000 

25350 

18.000 

18.000 

75.000 

75.000 

15.000 

15.000 

12,000 

12.000 

tlndudes  $500,000  premium  on  stock. 


BoNDe  AJfD  Stocks  Owmid.— Conf. 

Stockb. 

OW  Colony  R.  R 

First  Nat.  Bk..  Boston 

Merchants  Nat.  Bk.,  Boston 

Merchants  Nat.  Bk.,  Worcester 

OW  Coteny  Tr.,  Boston 

Amer.  TLftTg 

Brockton  Gas  Lt 

Cambridge  Gas  Lt 

Edison  El  Ilhmi..  Boston 

Genera]  Adj.  Bur..  N.  Y.  Cy 

Lowell  El.  Lt 

Lynn  Gas  ft  El 

New  Bedford  Gas  ft  Edi.  Lt 

New  England  Tl.  ft  Tg 

Springfield  Gas  Lt 

Underwriters'  Salv..  N.  Y.  Cy 

Western  Adj.  ft  Insp.,  Chicago 

Western  Union  Tg 

Worcester  El.  Lt 

Worcester  Gas  Lt 


Pte 

Markc 

Vahie. 

VshH 

$6300 

S930 

20,000 

88,40 

10.000 

313(1 

12300 

2433 

15,000 

46,2« 

10,000 

123( 

8.000 

10.* 

3.700 

9.« 

10.000 

24.9 

50 

1 

5.000 
5,0QD 

10.0 
223 

6.300 

173 

30i)OO 

26,0 

6.500 

17.3 

500 

1 

100 

* 

4 

50.000 

29.; 

5.000 

13.J 

10.000 

27,i 

Totals  (book  value.  $1.186.607) $060,060    $1,170. 


MISCELLANEOUS:  This  company  was  orguiised  in  1! 
and  commenced  business  in  that  year  with  a  paid  up  cuMtal 
$500,000  and  an  initial  surplus  of  $500,000.  Depontm  i 
$11,100. 

DIRECTORS:  Herbert  Austin,  Hugh  Baaeroft,  E.  C.  Benl 
E.  R.  Champlin.  R.  J.  DunUe.  W.  R.  Evans,  W.  8.  Glid<kn,  G 
Ham.  W.  B.  Henderson,  J.  T.  Hosford,  R.  0.  Lamb.  Ed w.  Lbds 
W.  A.  McKenney.  E.  T.  McKnisht,  E.  P.  Rioksr,  F.  L.  Ripley 
J.  Rothwell,  W.  G.  Shillaber.  OE.  Smith.  J.  J.  Stonow.  Joeepl 
Russell.  E.  S.  Webster.  James  L.  Richards. 

FIELD  MEN  AND  TERRITORY  COVERED:  Joha 
Downey,  general  agent.  Boston,  Mass.;  G.  B.  HoH,  Boston.  M 
special  agent  for  New  England;  B.  C.  Cooke  Acon^,  Sup« 
Wis..  State  agents  for  Wis..  Minn,  and  No.  Mksb.;  Hay  h  1 


noMs.  Raleigh,  N.  C.  general  agents  for  N.  C.  ft  8.  C;  1 
Dickey.  Jr..  Atlanta,  Qa.,  State  agent  for  G*.  The  oompsmy  i 
ates  in  Cal..  Conn..  DeU  D.  C.  Qa..  111.,  Ind.,  B>^  MeT.  1 
Mass.,  Mich.,  Minn.,  Mo^  N.  H.,  N.  J.,  N.  Y..  N.  C.  O.,  ' 
Pa.,  R.  I.,  8.  C,  Vt.  and  Wis. 
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MECHANICS  INSURANCE  COMPANY  OF  PHILADELPHIA, 

Philadelphia,  Pa.* 

IMde&t,  Skmn  J.  Martin;  Viee-Prerident,  John  M.  Cunphell;  Secretary,  John  A.  Snyder.    Organized,  1854. 


Unearned 

Net 

Net 

To»aI 

Loaaes 

Total  Ex- 

Loeaes 

Yiis    Amtia      Premiams 

Suiplufl 

PremitunB 

Income 

Paid 

Dividends 

Expenses 

penditures 

Incurred 

1914    Sl.41i034       1734374 

1393,276 

S375,582 

1436,801 

$197^16 

125.000 

$176,441 

S398.657 

$190,628 

im     1^^         724,052 

385,591 

382,858 

443,464 

225,283 

25,000 

176.791 

427i074 

216,720 

1912      U»,916|        711,293 

397,649 

387,623 

446,859 

219,972 

25.000 

181.250 

426,222 

225,126 

»1I      1,375,900         096,507 

392,410 

383.603 

443389 

228.005 

25,000 

178.507 

431.512 

215,288 

mo     1,352.747         692,492 

364,489 

404,853 

462,98^ 

199.942 

25.000 

182.724 

407.666 

195,649 

L'aeaned  pRnuums  ixtelude 
.Aasm,  Die  31. 1914. 

Httleslate 198.000 


Mgrtjagebaae..... 
Brai^iadstoeb... 
Co!h*.sa]lo«iie..... 
r**        

AjRtts'baiaaces... . 

Ifi'cre^  lad  reots 

'XhtrtaBets 


I86,n5 
910,105 
60,000 
92,064 
47,682 
13.438 
5.970 


amount  reclaimable  under  perpetual 

LuBiuins.  Dkc.  31. 1914 

Losses  unpaid $26,190 

Unearned  prems ....  4 10.862 

Perp.  de.p  reel 324.012 

Other  liabilities 9.694 


pofidee. 

BoNDB  AND  Stocks  Owned.— Cont. 
BoxDs. — Cont. 

C.,M.  ft  St.  P.  Ry.,  gn.  m.  g.,1989,  4H% 


or 


Total  liabifities....     $770,758 

CapiUl  paid  up 250,000 

Netsurphis 393.276 


TotiltaBeli $1,414,034       Total $1,414,034 


HISKS  AND  PREMIUMS:  Fire  risks  in  force  (except  per- 
V^}  December  31.  $83,017332;  premiums  thereon,  $776,516. 
pvpetail  fire  rtaks,  $15,016,296;  deposit  premiums  thereon,  $358,- 

Bl'SDfESB  SINCE  ORGANIZATION:  P^miums  reoeived. 
£;'&471;  imsB  paid.  $4,688,197;  dividends  declared,  cash, 


Hocking  Val.  Ry.  eq.,  1917.  4 
J.,  F.  ft  C.  Ry.  1.  m.  g.,  1959,  i^c 
Johnstown  Pass.  Ry.  m.,  1931,  i%. 
Li.  o.  ft  M.  90.  Ry 


/O 


^^c 


.  Ky.  1928  4' 
Leh.  C.  ft  Nav.  dol.  Tr.,  1930.  4J^% 

Leh.  Val.  Coal.  1  m.,  1933.  5% 

Leh.  Val.  R.R.  cs,  m.  1.,  1923,  4H%. 

Leh.  C.  ft  N..  cs.  a.  f..  1954.  iW  c 

Market  St.  El.  Ry.,  P.  1  m.,  1955.  49 


N.  Y.  C.  L.  eq.  tr.,  1922. 4H 

NJe  W.Ry.Div.,  I  l.ft  gnjn.,  1944,  4%.  - 

Nor.  ft  W.  Ry.,  eg.  tr.,  1917,  i'/c 

No.  Pac.  Tm.  of  Ore.,  1933,  69c 


BIU.  ESTATE  OWNED:  CoBsirts  of  the  company's  home 
oite  inft&y  at  soutlnraBt  oor.  Fifth  and  Walnut  stsTPhOadelphta, 
^J**J  In  bufUiDg  witii  basement  and  tower  and  a  4-8tory 
at  «&a  buikiing  aojcmiing  and  communicating;  book  value, 
Km.  emied  at  $00.00a  Rents  reoeived  last  year,  $4,537; 
tna  lari  BpeBflsa,  ^,054;  also  a  Denver  property  taken  under 
inunre,  vfaick  cost  $10,776  and  is  carried  at  $3,000. 

)i<^GAGE  LOANS:  The  kmns  number  62  and  amount  to 
nUJii,  tfae  value  of  the  mortgaged  properties  being  estimated 
«t  1374.150.  On  December  31,  lart,  there  was  $1,130  of  interest 
(i^vjae,  al  but  ooe  of  the  due  dates  being  in  December.  Com- 
^i  W>Ub  t20$;9fiO  of  insurance  on  the  buildings. 


cr 


/o- 


C-XJATERAL  LOANS 
..  SscuKtmSk 

j;*i*G)ai*Nav;!;.;:; 

l-trfGMllBp 

W«Pfcai.T.ftT 


foDows: 


Market 
Value. 

$23,250) 

23,250  ( 

24.3751 

6.160) 


Amount 
Loaned. 

$60,000 


Tstais. 


$77,035        $60,000 


WNDS  AND  STOCKS  OWNED: 
Bonds. 

5«|rfClfton  Hta.,  Pia..  1918,  5% 

^«pkm,r.,1918^.3H% 

?*Jeliilaa,lt41,49^c 

Cp.?lk.ofN.Y..1960,4K% 

^^t?^^N.Y..1963,4H% 

.JlL4lo,sn  VaLEL  1  ca.,  1933,  4H%. 

»»HjvCaL  TV.,  1917,6% 

'Jf^StRy.lm^l»58,6% 

YkHi'¥^  W.Vajjn..l941,4% 
?i£.i-il.^T'-  W15-22.4H%... 
/^  J  ll*^  "y.  I  m.,  1946,  5% 

f«^TtcfN.J.,1983.5% 


Par 
Value. 
$5,000 

3.000 
33,000 
67,000 
40,000 
10.000 
20,000 
10.000 
10.000 
10.000 
35,000 
15,000 
10.000 
15.000 
10,000 


Mariset 

Value. 

$6,500 

3.090 

31,725 

67,000 

39.500 

10.400 

16.000 

9.400 

9.050 

7,800 

33.550 

15.150 

10.000 

14.250 

10.100 


No.  Pa.  R.R.  1  m.,  1936,  4%. 

Pa.  Co.,  g.  In.,  1916,  3H'^c  . . 
Pa.  gn.  fr.  eq.tr.,  1917,  4^^ . . 
Phil,  ft  Erie  R.R.,  g.,  1920,  4 
Phil.,  Wil  ft  Balto.  R.R..  1917,  4 

P.,  C,  C.  ft  St.  L.  Ry..  1942,  KWCc 

Read,  ft  P.  ft  R.  C.  ft  I.  gn.  m.g.1. 1997.4 
Schuy.  R.ft  E.8ido  R.R..Fhi].,1925.  4%. 
2nd  ave.  R.R.,N.Y.,1  cs.  m.c,  1948.  5%.. 

2nd.  ave.  Tc,  Pitts.,  1934,  5% 

Scranton  Ry.  gn.  m.,  1920,  5% 

Tm.  R.R.  Assn.  of  St.L.lc8.m.,  1944, 5% 

Tol  ft  0.  C.  Ry.  car.tr.,  1918,  K% 

Wab..  P.  Tm.,  1  m.,  1954,  4% 

Edison  El.  Lt.  tr.  ctf.,  Phil.,  1946,  5%.. . 
Phil.  1  m.  ft  Col.  tr.  g.  Pitts.,  1949, 5%. . 
Pub.Serv.Cp.,NJ«n.m.  c  f..  1959,  5% 
U.  S.  Steel  Cp.  s.  f.,  1963.  5 


or. 


W'mifrede  Coal  1  m.  g.,  1930.  6% 

Stocu. 

Fairm't  Pk.ft  Hadd.  PaaB.Ry..6%  Sr.Phil 

Phil.  Tc,  8%  gr 

2nd  ft  3rd  Sts.  Pass.  Ry.,24%.gr.,Phil. . . 
13th  ft  15th  Sts.  Pass.  Ry  .24%.gr.,Phil. 


Un.  Pass.  Ry..  19%, 
Union  Tc,  6%,  et., 
Lehigh  Coal  ft  Nav 
United  Gas  Imp.... 


PhU. 


Par 
Value. 

$15,000 
10,000 
20,000 
10,000 
10.000 
25.000 
10.000 
10,000 
25,000 
50.000 
25,000 
10,000 
15.000 
10.000 
11.000 
8,000 
25,000 
28,000 
2,000 
10.000 
10.000 
30.000 
15.000 
10,000 
10.000 
10.000 
15.000 
10,000 
20.000 
20,000 
10.000 
25,000 
10,000 

10,000 
25.000 
1,000 
1,500 
5.000 
50,000 
7.600 
7.500 


Market 
Value. 

$14,925 

9,550 

17.200 

8.500 

9,000 

24.000 

10.250 

10.050 

24,375 

46.250 

23,875 

8,760 

14.700 

11.100 

10,780 

7.860 

24.562 

27,300 

1.960 

9.900 

9,300 

29.100 

3.000 

9.200 

9,600 

10.100 

14.100 

700 

20.700 

19.400 

8.650 

25.000 

9.300 

11,800 
39.600 
4.700 
7,200 
17.^60 
38.750 
11.625 
12.187 


Totals  (book  value.  $979,803) $924.500      $910.104 

DIRECTORS:  John  P.  McGrath,  Charles  T.  Quin,  Simon 
J.  Martin,  P.  Dougherty,  Frauds  McManus.  Jr.,  Thomas  Moloney, 
John  M.  Campbdl,  Edward  J.  Dooner,  William  Bergan,  James 
M.  Kelley,  John  A.  Dunns,  John  A.  Snyder.  Wm.  McDaid. 
LoUH  Boss,  J.  Howard  Brown,  J.  J.  SulUvan.  Jr..  Walter  L. 
Haehnien,  Christopher  Gallagher,  Wm.  V.  McGmth.  Jr. 

GENERAL  AGENTS  AND  TERRITORY  COVERED:  Her- 
riek  ft  Auerbach,  Chicago.  mansMrs  for  W.  department,  comiMris- 
ing  HI..  Mirni.,  Mo..  0.,  Mich.,  wis..  Neb.,  la.  and  Cob.  A.  J 
Woodworth  ft  Co..  genenl  agents.  N.  Y.  State,  outside  of  Metro- 

SKtan  district.    The  company  opiates  in  Colo.,  111..  la.,  Mass., 
ich.,  Minn.,  Mo.,  Neb..  NTJ.,  N.  Y..  0.,  Pa..  R.  I.,  and  WU. 


MECHANICS  AND  TRADERS  INSURANCE  COMPANY,  New  Orleans,  La.  § 

Ptoeadeat.  H.  A.  Smith;  Vlc»-PreBidents,  R.  L.  Emery  and  S.  T.  Maxwell;  Secretaries,  T.  B.  Norton  and  G.  H.  Tryon; 
Assistant  Secretary.  F.  D.  Layton.    Organised.  1869.  


»i4 

ISU 

mi 

)9Kj 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Losses 

Fkeuiiums 

Surplus 

Premiums 

Income 

Pfeid 

Dividends 

Expenses 

penditures 

Incurred 

$588,126 

$633,523 

•1653.820 

$714,697 

*$463,420 

$12,000 

$263,737 

$739,157 

$461,786 

668,128 

647.296 

743.448 

804,400 

360.024 

12,000 

259.814 

631.838 

362.256 

561.990 

478.367 

698.666 

740,674 

447,263 

12.000 

249.173 

708.436 

431.065 

546,979 

463.129 

712.072 

767,568 

437.838 

12.000 

249.785 

699.623 

412.113 

681.419 

396.232 

732363 

780,666 

370,184 

18.000 

259,805 

647.989 

384.452 

tl.512.264 

.   1^714 

I40in9 

1<»6JB6 

J  i3ajw$i 

•Iiafadei $335  mar.  prems.  and  $2,016  marine  loflses. 

*  l^essiyivuia  standard.        iTransaets  both  fire  and  marine  business. 
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MECHANICS  AND  TRADERS  INSURANCE  COMPANY,  New  Orleans,  La.— Cont. 


AssBTB,  Dec.  31, 1914.  Lubilities,  Dbc. 

gealertate t23,500    Loeses unpaid 

Bonds  and  stocks...    1,247,711  Unearned  prams.... 

O^ah 64,028    Other  liabSties 

Agents'  balances. . . .       154,659 
Interest 22.366 


Total  liabilities. 
Capital  paid  up... 
Net  surplus 


Total  assets $1,512,264       Total. 


31,  1914. 

170,615 

588.125 

20.000 

$678,740 
300.000 
533.524 

$1,512,264 


Underwriting  loss.  $77,658;  investment  profit,  $75,628. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$108,574,713;  premiums  thereon.  $1,134,171. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$14,916,141;  lo«es  paid.  $8,099,689;  dividends  declared,  eash. 
$1,262,337. 

REAL  ESTATE  OWNED:  Connsts  of  the  company's  home 
office  building,  a  3-«tory  brick  slated  structure,  at  144  Caron- 
delet  St.,  New  Orleans,  acquired  in  1901  at  a  cost  of  $22,000. 
Net  rents  received  Isst  year,  $2,493. 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

Atchafa.  Dis.  r.  A  imp.  lev.,  1949, 5% . . 
Bd.  of  Com.  Lake  Borgne  B.  L..  1952. 5% 

Bd.  of  Com.  Pt.  N.  0.,  1969, 5% 

Franklin,  La.,  P.  St.  M.  dr..  1920,  6%.. 

5th  Dis.  Lev.,  1950-54, 5% 

Lafourche  Basin  Levee,  1954,  5% 

Louisiana  State.  1955-60, 4i% 


Par 
Value. 


Market 
Value. 


New  0.  City  B.,  1942, 4%. 

New  Orleans,  os.,  1922,  7% 

New  Orleans,  pr.,  5% 

New  Orleans  pub.  imp.,  1950, 4% 

New  Orleans  pub.  imp.  ctf.,  1919,  5%. . . 

Ponchartein  Levee,  1944,  6% 

Red  River,  Ateh.  ft  Bau.  Bof.  D».  Levee, 

1950^5^ 

New  Orleans  Ry.  4  Ltg!,  1985,  44%V.  V. 

Canal  ft  Claiborne  R.R.,  1946,  6% 

Baton  Rouge.  La.,  El..  1939,  5% 

Edison  El.,  g.,  1929.5% 

Mehts.  El.  Lt.  ft  P..1  m.  g..  1929,  6%. . 

Rice  Belt  Mill'mg.  1922,  6% 

Un.IiT'tn.  ft  Rice  Milling.  1916-29,  6% 

Stocks. 

Canal  Bk.  ft  Tr..  New  Orleans 

Com'l-Germania  Tr.ft  Sav.  Bk..  N.  0. . 

Hibemia  Bk.  ft  Tr..  New  Orleans 

Whitney  Centl  Nat.  Bk.,  N.  0 

Metropolitan  Bk.,  New  Orleans 

Maison  Blanche,  p.,  N.  0 


$85,000 

$87,550 

5.000 

5.150 

62.000 

66,340 

20,000 

20,000 

46,000 

46,460 

26,000 

27,560 

25,000\ 
75,000/ 

105.000 

52.000 

48.880 

6.000 

6.840 

3.860 

10,422 

225,000 

204,750 

20.000 

20.000 

25,000 

29.750 

47.000 

48,880 

125,000 

101.250 

35.000 

42.000 

25.000 

22.500 

100.000 

101.000 

58.000 

52.200 

50,000 

50.000 

20,000 

18.060 

600 
20.000 

900 

10,000 

5,000 

50.000 


1.044 
46,000 

2,925 
23,000 

7,150 
53.000 


Totals  (book  value,  $1,344,525) $1,222,360   $1,247,711 

MISCELLANEOUS:  Capital  reduced  from  $376,000  to  $350,- 
000  in  1895;  to  $317,500  in  1896.  and  to  $300,000  in  1897.  Con- 
flagration  loss:  Baltimore.  1904.  $60,649.  Salem.  1914.  $38,899. 
Figures  according  to  Connecticut  standard.  Migority  of  com- 
pany's stock  is  owned  by  Colonial  Securities  Co.3araord. 


DIRECTORS:  Jas.  Nichols.  R.  L.  Emery,  H.  A.  Smith.  J- 
P.  BaMwin.  John  Grote,  George  K.  Phtt.  Philip  Werlein.  W.  6- 
Thompson,  W.  A.  Keniaghan,  H.  D.  Newman,  B.  C.  Caniui> 
S.  T.  MaxweU. 

FIELD   MEN   AND  TERRITORY  COVERED:   EmIot 
field:  95  Pearl  St.,  Hartford,  Conn  .  C.  B.  Roulet.  genenl  agfot; 
W.  H.  Lewis  and  G.  W.  Roberta,  special  agents  eastera  Maai. 
and  R.  I.,  Boston,  Mass.;   G.  F.  Cowee,  special  agent  vesters 
Mass.  and  Conn.,  Hartford.  Conn.;  C.  A.  Rich,  special  agent, 
Rochester.  N.  Y.,  for  western  N.  Y.;  F.  L.  Owen,  special  agent, 
Albany,  N.  Y.,  for  eastern  N.  Y.;  L.  C.  Dameron.  general  ad}\»ta. 
New  York  City;  L.  C.  Breed,  special  agent,  metropolitan  New 
York,  New  York  City.  R.  C.  Alton,  qiecial  agent  for  aoutfaera 
N.  Y.,  N.  Y.  C;  RossM.  Wickham.Stateagentand  J.B.ThomiMCo 
special  agent  for  N.  J..  Newark.  N.  J.;  N.  C.  Rorabaugh  and  Wm. 
M.  Goodwin,  special  agents  eastern  F^.,  Phihulelphn,  Pa.;  H.  M. 
Zwog,  special  agent  for  western  Pa..  Httsburgh,  Pa.;  A.  A.  War- 
field,  special  agent,  Md.  and  D.  C.  Washington,  D.  C;  A.  G. 
Eenngott.  State  agent  for  W.  Va..  Wheeling,  W.  Va.;  R.  G.  HaTo, 
special  agent  N.  C,  Charlotte,  N.  O;    H.  C.  Hare  ft  Co. 
Jacksonville.  Fla..  general  agents  for  Fla.     Western   Braocb : 
175  West  Jackson  Blvd..  Chicago.  111.;  Fred  S.  James,  geDenI 
agent.  George  W.  Blossom,  assistant  general  agent,  Geori;e  H. 
Bell,  assistant  general  agent;   H.  T.  C^klge,  agency  super- 
intendent,   Illinois:    W.  T.  Bisbee.  special  agent.  Cook  Co., 
Chicago;  D.  E.   Monroe,   State  agent.   111.,   Chicago;  A.  £. 
Owens  and  L.  F.  Knauer,  special  agents,  Chicago;  C.  W.  Batts, 
special  agent,   Athens.    Indiana:    James  A.   Bawden.  special 
agent,  Indianapolis.    Iowa:    W.  W.  Waddell.  State  agnit;  J. 
G.  Kenney  and  H.  8.  BartJett,  special  agents,  Des  Moines.    Kanssf ; 
Theo.  ft  W.  L.  Gardner.  State  agents,  Topeka;  C.  M.  Hill,  J.  L. 
Galbreath  and  Frank  L.  Britton.  special  agents.  Topeka;  John  D. 
Flintjer,  special  agent.  Kansas  City.  Mo.    Eentndy:    Darid 
Caldwell.   State   agent,   Louisville.    Michigan:    £.    W.   Bell. 
special  agent,  Lansmg.    Minnesota:    F.  F.  Wirth.  SUte  afcnt 
Minneapolis.    Missouri:    H.  C.  Qarlick,  special  agent  outside 
of  St.  Louis.  Kansas  City;  D.  E.  Monroe.  State  agent,  St-.  Locis 
Co.,  Mo..  St-Louts;  M.  D.  Mayhugfa,  special  agent,  Eansaa  Citj. 
Nebraska:    A.  J.  Love,  State  agent,  Omaha;  W.  H.  Elboun, 
n)eeial  agent.  South  Norfolk;  James  H.  Casebeer.  special  agcfit 
Blue  Springs,  W.  C.  Dunker,  special  agent,  Lincoln;  W.  H.  Miller. 
special  agent,  Omaha;  Adam  Grass,  special  'agent,  Hastiop. 
Ohio:    A.  W.  Ross,  special  agent.  Columbus.  Tennessee:  Cooper 
ft  Hall.  State  agents,  Nashville.    Wisconsin:    Ray  E.  Hieoox, 
State  agent  and  Hilles  C.  Rhyan.  special  agent,  Milwaukee. 
Improved  risk  department :     Chicago,   T.  M.  Loee,  special 
agetat.  Chicago.     Inspectras,  J.   B.   Nicholson,  J.    A.   Grote^ 
special  agent,  hail  departjhent,    Sioux    Falls. 'S.  D..   Pacific 
branch,    Sansome  ft   Sacramento  sts.,  San    Franciaeo.  Cal] 
Wayman  ft  Henry,  general  agents;  F.  E.  Stone  ft  M.  H.  Tbomsoci 
assistant  general  agents.    W.  W,  Cleveland,  J.  N.  Waters.  J.  R 
Kenna.  special  agents,  northern  Cal.,  San  Frandsoo,  Cal..  J.  Ai 
Faull,  general  inspector,  San  Frandsoo,  Cal.;  E.  A.  Rowe  and  J 
F.  Boylan,  special  agents,  southern  Cal..  Los  Angeles.  C&l 
Bruce  Kalts.  special  agent,  western  Wash,  and  B.  C.,  Seattle 
Wash.;  W.  S.  GiD  and  C.  B.  Harris,  special  agents,  eastern  Wsf^, 
Spokane,  Wash.;  C.  S.  Hill,  special  agent.  Colo..  Denver,  Cok 
Home  office  department.  144  Caronddet  st..  New  Orleare.  La. 
Emeiy  ft  Norton,  general  agents  for  La.  and  Misa.;   Walter  H 
Witty,  special  agent,  New  Orieans,  La.    The  company  operate*  il 
all  the  States    of  the  United  States  exoept  AJa.,  Alas.,  kni 
Del..  Qa..  Haw..  Ida..  Me..  Mont,  Nev.,  N.  H.,  N.  M.,   N.  D 
Ore.,  S.  C.  8.  D..  Vt,  Va.  and  Wyo. 


MERCHANTS  FIRE  ASSURANCE  CORPORATION,  New  York. 

PresideDt,  Edward  L.  BaUaid;  Secretary,  A.  C.  Noble;  Ass't  Sec.,  W.  B.  Carter.    Organised,  1910. 


Ybak 

Assets 

Unearned 

Net 
Surplus 

Net 

fVBtniiimii 

Total 
Income 

Losses 
Piud 

Dividends 

Expenses 

Total  £x- 
pendituree 

Incune^ 

1914 
1913 
1912 
1911 

1970,388 
862,709 
810,441 
698,408 

$310,744 
261,495 
207,491 
153,919 

$401,651 
364,504 
364,568 
322.894 

$442,398 
383,454 
311,194 
245.963 

$484,460 
419,793 
353.624 
283.375 

$216,530 

162.764 

132.367 

83,079 

$24,000 
20.000 
20,000 

$127,382 

113,498 

97,382 

83.630 

$367,912 
296^02 
349,749 
166,709 

SMO.: 
158.1 
143.1 

90. 
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MERCHANTS  FIRE  ASSURANCE  CORPORATION,  New  York,-'Continued. 


AmcDBcSl.  1914. 


anon  MBS. , 
Ctk  of  depoaU 
Cad 


Istenst. 


$200,000 

082^16 

40,506 

86.072 

4.000 


LoBxunn,  Die.  31 ,  1014. 

S52.088 

310,744 

6.000 


Loflses  unpaid 

UDaneapnmB.... 
OOitflbb&M.... 


Total  fiaUfities.. .  1368.732 
Capital  paid  op....  200,000 
Netmrphjs 401,661 


Tcta] 


1070.383       Total $070,883 


radffviitiiig  profit.  $28,051;  inTcstmeat  profit,  $32,106. 

RISKS  AND  PREMIUMS:  Fin;  risks  in  fone.  December  31. 
S5I.118.U6:  pRDiomi  thereon,  $500,030. 

BUSINESS  ^NCB  ORGANIZATION:  Pkenuoms  reeeived. 
11  MiJM;  htm  psid,  $623,006;  (firidenib  declared,  cash,  $64,000. 

UOSraAGE  LOANS:  There  are  17  loan,  amrwatiog  $200- 
JK,  ftO  bat  three  of  whieh  are  apon  Brookl/n.  nT  Y.,  profMrties. 
ThencaritieB  are  valned  at  $313,600.  ana  the  oompaoy  holds 
■ansee  polides  opoo  the  mortmea  preouses  to  the  amoont 

BONDS  AND  STOCKS  OWNED: 


AaaicaDCBi.d..l028,5% 

AarMnTl4Tg..l«3.4J%.. 

Bilt40.,cT^4J% 

BiiSfch«Steel.r.,  1042,6%. . .. 

C-B.4Q.Jt.,M21.4% 

Cii,  M.  A  St.  ?.  er.,  1032.  4*% 
Ca,8.I.4P»e.,1984.4%.... 

|«.ef.3),4*rj 

^.^tii.,  1066.5%... 

*fte..l«4,5%.... 
^i.C«.ChBn.d.,6% 
^««  Tint  Co 


1016,5%. 


Per 

Market 

Vahie. 

Vahie. 

$10,000 

$0,200 

10,000 

0.800 

20.000 

18.400 

10,060 

8.000 

10.000 

0,700 

10.000 

10,100 

20,000 

15,600 

20,000 

14,200 

10.000 

0,000 

10.000 

6.200 

20,000 

10,000 

10.000 

10,200 

20,000 

10,600 

5,000 

6,076 

10.000 

0,726 

1,000 

3,600 

20.000 

10300 

Bonds  and  Stocks  Owkbd.— Ton*. 
Stocx?. 

Atlantic  Coast  lane 

Bankers  Trust  Co 

Brooklyn  Union  Gas 

Chi.,  BurL  ft  Quincy 

Eqonable  Trust 

General  Electric 

Gt.No.Hd 

Guaranty  TVust , 

IntematioDal  Nidkel,  eom 

Lawyers  Mortnge  Co , 

Lehigh  VaDeylAr  $60.) 

LooisviDe  ft  Nashville 

Northern  Padfie , 

Otis  Elevator 

PoIfananCo 

Readinff  Co.  (Par  $50.) 

So.Pacffic 

Ter.  ft  Pac  Ry 

Title  Guar,  ft  Trust 

United  Cigar  Stores 

U.  &  Mtoe,  ft  IVust  Co 

Va.  Car.  Chemieal  Pfd 

Va.  Iron  Coal  ft  Coke 

Western  Md.  coin 

Western  Union  Telegraph , 


Par 

Value. 
$20,000 

6.000 
10.000 
11,400 

6,000 
20,000 
40.000 

6,600 
10,000 

5.000 
10.000 
10.000 
10.000 
20.000 

5.000 

10.000 

10.000 

100.000 

5.000 
10,000 

2,500 
10,000 
10,000 
60.000 
60,000 


Market 
Vahie. 
$24,000 
20.500 
12,500 
25,023 
20,250 
20,800 
48,600 
35,760 
11,700 

0,500 
13,600 
13,800 
11,100 
16,200 

7,760 
16.400 

0,660 
15,660 
20,600 

8.800 
10.250 
10.100 

4,200 

0,260 
34,800 


Totals  (book  value,  $703,081) $684.400      $637.022 

MISCELLANEOUS:  The  company  oomTnenoed  business  in 
Mareb.  1010,  with  a  paid-up  capital  of  $200,000,  and  a  sorphis  of 
$300,000. 

DIRECTORS:  Edward  L.  Balkrd.  Charles  W.  Ballard.  Ber- 
tram Cutler.  John G. Luke^Edoar L. Marston,  Stephen C.  Millett, 
Samuel  T.  Morgan,  John  D.  Rodkeleller,  Jr.,  Alexander  V.  Roe, 
Finley  J.  Shenard.  Herbert  E  Rogers,  Clarenoe  W.  Seamans, 
Frederick  D.  tJndarwood. 

TERRITORY  COVERED:  The  oompany  operates  in  Cat., 
Conn.,  Colo.,  la.,  IIL,  Ind.,  La.,  Mass.,  Bfich.,  Minn.,  Mo.,  Mont., 
N.  J.,  N.  Y.,  0.,  Ore..  Pa.,  and  Wash. 


MERCHANTS  FIRE  INSURANCE  COMPANY,  Denver,  Colo. 

President.  W.  J.  GaUigan;  Seeretery.  J.  R.  Gardner.    Oncanized.  1007. 


Unearned 

Net 

Net 

Total 

Losies 

Total  Ex- 

Loasea 

rtifi' 

ifleti 

JnrsDnifiis 

Surplus 

Premiums 

Income 

Pkid 

Dividends 

Expenses 

penditures 

Incurred 

314. 

$151,880 

$111,070 

$128,500 

$127,830 

$152,032 

$54,126 

$15,000 

$56,861 

$126,076 

$57,038 

liU' 

tfS.510 

102.872 

114.507 

122.835 

147.450 

53.286 

16.000 

67.542 

126.828 

66,736 

mi 

40U27 

02,584 

107.005 

102.718 

127.471 

48.083 

8.000 

51.283 

107.366 

48,803 

nil 

386.810 

88.758 

03,072 

101,056 

124.620 

45.241 

16.000 

60.485 

111.726 

40.100 

»1Q 

snjni 

60.610 

107,300 

73.246 

03.607 

23.507 

8.000 

40.334 

71,841 

25,187 

AsBia.Di&81.l014. 


LuKums,  Dbc.  31, 1014. 


Boe>Ji  sad  ttocka. 

CeSitaalkaM.. 


8345,684    Loases unpaid... 
124,851    Unearned  preme. 
883    Othaliafaffitiea. 


Irnot 


Tctal 


40.205 

30,172 

0,006 

40 


Total  liabilitiea. 
Capital  paid  up. . 
Netsorplua 


$10,008 

111,070 

1,486 

8123.480 
200,000 
128.600 


$451,080       Total $451,080 


raJavitiiC  ptofit.  $3,601;  investment  profit,  $26,322. 

USE?  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
tVilJSX^  PRBiaBM  thereon,  8212.167. 

BUSnCESS  SINCE  ORGANIZATION:  Phnuuma  received: 
VUilS;  Imbss  pMd,  8248.458;  dividends  dedared,  cash,  $72,500; 

r^CljOOO. 

iiOrrc.AGE  LOANS:  There  are  68  kans,  aggregating  $246,- 
CM-TMectedlqrimprDred  real  estate  vahied  at  $(B7,100.  There 
««  R:%I  of  iBbaest  past  doe  on  December  31,  last.  Oompany 
»bidi  045.060  of  be  iDMBaMc  oo  the  bmldmgi. 


BONDS  OWNED: 

Ask  Wtt^  1822,  6<^o 

W^Co^Cob.,  St  &t,  1021. 6% 

awff.ColD-,«c.dht.,l028,6% 

SQ.afcCoartSo.3,6% 

U«ftar  Coj^Cafcn,  k.  «firt^  ifSO^O,  6% 
l««^CkL^Cda, It dist. i,  1020,  6%. . 

FtMoiBa.Cak^R.,1021.  6% 

e.  <SBt.,  1060,  6% 


Per 

Maricet 

Vahw. 

Vahie. 

$6,000 

$6,000 

2,000 

2,000 

100 

100 

400 

400 

3,000 

3.120 

1,800 

1336 

8,000 

8,240 

20,000 

20,000 

10,600 

11,236 

BomM  OwKBD. — Cent. 

Aravada,  Colo.,  wat.,  1026,  6% 

San  Luis  Val.,  Colo.,  iir.,  1020,  6% 

Limon,  0>k>M  ivat.,  1026, 6% 

Johnstown,  Cok>..  wat,  1027.  6% 

Steamboat  Spgi..  Cok).,  wat..  1025,  6%. 
Montrose  Co..  Cok)..  so.  dist..  1042. 5i% 

La  Junta.  Colo^  wat..  1027.  5% 

Montrose  Co.,  CkAo.,  sc.  dist,  1032, 5)% 
Prowers  Co.,  Colo.,  so.  dist.,  1032,  6%.  • 

Delta.  Colo.,  wat,  1026,  5i% 

Del  Nort^  Cok).,  r.,  1028,  6% 

Delta,  Cdo.,  wat.,  1018. 5^% 

Adams  Co.,  Goto.,  sc.  dist,  1033,  6%. . . 
Morgan  Co.,  Cok).,  sc  <fist.,  1034,  6%. . 
MeadTCdo.,  wat.  1020.  6% 

Co.,  Colo.,  iir.,  1030,  6% 


Par 

Market 

Value. 

Vahie. 

$10,000 

$10,000 

10.000 

10.000 

3.500 

3,600 

5,000 

5,100 

5.000 

6,060 

3.000 

3.180 

3.000 

3,000 

1,500 

1,560 

8,000 

3,150 

6,000 

5,100 

500 

500 

5.500 

6,500 

1.500 

1,500 

3.500 

8,640 

3.500 

3,500 

0.000 

8,560 

Totals  (book  vahie,  8124,861) 8123,300      8124351 

MISCELLANEOUS:  This  comMny  took  over  all  the  out- 
standing business  of  the  Merchants  Mutual  Fire  of  Denver,  Colo. 
It  reoc^m>ed  on  July  1,  1007.  Late  in  1000  the  company  amal- 
gamated with  the  Meroaotile  Fha  of  Doiver. 

DIRECTORS:  J.  M.  Petrikin,  A.  H.  Berth,  N.  B.  MoCrary, 
R.  J.  Morris,  W.  J.  GalliguL  J.  R.  Gardner,  8.  H.  Clammer,  Chae. 
Reeker,  Alfred  Wild,  P.^rier,  C.  F.  Beet 

FIELD  MEN  AND  TERRITORY  (X)VEF£D:  C.  H.  Gardner. 
Denver,  Cob.,  special  agent;  C.  D.  Hall.,  Loe  Angeles,  Cal.,  for 
Cal.,  0.  R.  Daly,  special  agent  for  Wash..  Spokane.  Wash.  The 
company  operates  m  Cal.,  Cok).,  Ida.,  HI.,  Mont,  N.  J.,  N.  Y., 
Pa.  and  Wash. 
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MERCHANTS  INSURANCE  COMPANY,  Bangor,  Me.^ 

Preodent,  Wm.  B.  Snow;  Secretary,  Harold  8.  Stewart.   Organised,  1885. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex-      Lorn 

Year 

Assets 

Premiuma 

Surplus 

Incfune 

Paid 

Dividends 

Expenses 

penditures     locumd 

1914 

1374.027 

$62,023 

$185,434 

$130,076 

$144,127 

$74,227 

$11,640 

$31,485 

$117,352        164,767 

1913 

349,621 

61,379 

164,003 

124,091 

139,641 

78,011 

12.160 

26,956 

117,127          75.6M 

1912 

334.121 

58,096 

150,769 

113,214 

125.806 

63,690 

11.400 

25,275 

100365t         74.30} 

1911 

307,246 

48,225 

143,797 

94,047 

106,543 

76,813 

11.760 

21,297 

109,870         69,571 

1910 

312,189 

47.992 

143,152 

95,054 

109,246 

55,562 

11,960 

20,277 

87,799!         64,477 

AsBiTS,  Dbc.  31, 1914. 

Mortgage  loans $29,500 

Bonds  and  stocks . . .  247,448 

Collateral  loans 18,400 

Cash 39,476 

Agents'  balances ....  24.058 

Interest  and  rents . .  3,580 

Bills  receivable 11,565 


LiABiuins,  Dec.  31, 1914. 

Loeses  unpaid $23,690 

Unearned  prems 62,023 

Div.unpaid 1,080 

Other  liabiUtieB....  1.800 


ToUl  liabilities. 
Capital  paid  up. . 
Net  surplus 


Total  assets $374,027       Total . 


$88,593 
100.000 
185,434 

$374,027 


RISKS  AND  PREMIUMS:    Marine  and  inland  risks  in  force. 
$1,416,163;  premiums  thereon,  $69,546. 

MORTGAGE  LOANS:    There  are  25  loans,  aggregating  $29,500 
on  business  bk>ekB,  dty  residences,  land  and    wharf  properties, 

T  Transacts  marine  business  only. 


valued  at  more  than  double  the  amount  loaned.    Then  wm  no 
interest  past  due  on  December  31,  last. 

COLLATERAL  LOANS:  These  loans  aggreicate  $18,400  tnd 
are  mainly  upon  bank  stocks,  market  value,  $29,990. 

BONDS  AND  STOCKS  OWNED:  These  items  consist  of  ii 
widely  distributed  and  well  proportioned  assortment  of  railrosd  awl 
industrial  bonds  and  stocks  aggregating  at  their  market  value 
$247,448  and  par  value,  $241,500. 

MISCELLANEOUS:  Company  operates  only  in  Maine  aod 
the  maritime  provinces. 

DIRECTORS:  H .  P.  Sargent,  Fred  B.  Cutler,  Arthur  Cbapm. 
Wm.  B.  Snow.  Horace  A.  Stone,  A.  H.  Babcock,  Albert  G.  Dole, 
James  F.  Singleton,  Walter  S.  Higgins. 

FIELD  MEN:  J.  Fred  SuUivan.  St.  John.  N.  B.;  E.  S.  Cn»- 
by,  Bath,  Me.;  E.  A.  Butler,  Rockland,  Me.;  George  ElUoU, 
TliomaBton,  Me. 


MERCHANTS  UNION  INSURANCE  COMPANY,  Meridian,  Miss. 

President,  Levi  Rothenberg;  Secretary  and  Manager,  H.  M.  Street;  Ant.  Seoretaiy  and  Manager,  B.  Street  Cobum.     Organised.  1908 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Losses 

Year 

Assets 

R>emiums 

Surplus 

Premiums 

Income 

Paid 

Dividends 

Expenses 

penditures 

Incurred 

1914 

$157,3S5 

$8,832 

$46,175 

$9,972 

$20,322 

$8,997 

$8,000 

$9,582 

$26,579 

$9,497 

1918 

164,899 

11,024 

53,875 

13.709 

24,796 

6,527 

8,000 

10,477 

25.004 

6.227 

1912 

175,072 

12,309 

52,702 

14,965 

25,924 

12.430 

8,000 

5,768 

26.198 

8.80S 

1911 

175.345 

13,616 

55.084 

17,578 

27.010 

9,506 

8,000 

1,167 

18,673 

U.8Q(T 

1910 

167,0081          15,383 

50,600 

17,760 

28,115 

17,789 

8,000 

8.506 

34,297 

16.0B 

AsBKTS,  Dec.  31, 1914. 


Real  estate 

Mortgage  loans. . . 
Bonds  Slid  stocks. 
Collateral  loans. . . 

Cash 

Aunts' balances.. 
Interest  and  rents. 


$6,355 
113,191 

13.260 
5.200 
5,308 
5.986 
8,095 


LiABiunss,  Dkc.  31. 1914. 

Losses  unpaid $500 

Unearned  prems —  8,832 

Other  liabilities....  1,878 


Total  liabilitica. 
CaiMtalpaidup..., 
Net  surplus 


$11,210 

100,000 

46,175 


Total  assets $157,385        Total $157,385 


RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$615,869.    Premiums  thereon,  $14,460. 

BUSINESS  SINCE  ORGANIZATION:  PMmiums  received, 
$358,528;  losses  paid.  $197,726;  dividends  declared,  cash.  $82,000. 

REAL  ESTATE  OWNED:  The  company  owns  an  office 
building  carried  at  book  value. 

MORTGAGE  LOANS:  There  are  loans  aejfsragatiiu  $113,191, 
on  first  mortgages  on  property  mainly  in  Meridian,  Miss.,  i^ed 
at  $610,000.  No  interest  past  due  on  December,  Ust.  Company 
holds  $200,000  of  insurance  on  the  buildings. 


COLLATERAL  LOANS  are  as  foUows: 
Securities. 

Citisens  Nat.  Bk.,  Meridian,  Miss 

Meridian  Fert.  Fac 


Market 
Vahie 

$10,000 


Amount 
Loaned. 

$5,200 


Totals. 


$10,000 


%&.m 


BONDS  OWNED: 

Meridian  Cotton  MiUs 

Meridian  Fert.  Fac 

Ist  I^esbyterian  Chureh 


Par 
Value. 

$9,500 

3,500 

250 


Maricrt 
Value. 

$8,250 
3,500 


Totals. 


$13,250         %IZX^ 


MISCELLANEOUS:  Company  formerly  operated  in  Ark.  and 
Miss.  It  now  confines  its  operations  to  the  latter  state.  In  1903| 
the  company  reduced  its  marimnm  line  on  dweOing  properties  U 
$1,500,  and  reinenired  a  large  portion  of  its  term  buaiDess  whiei 
reduced  its  net  receipts  and  reserve.  Conflagration  loes:  Yaso4 
City.  1904,  $10,433. 

DIRECTORS:  L.  Rothenberc,  B.  W.  Griffith,  Emmjj  T.  Howard 
R.  W.  Millsime,  W.  E.  Raskin,  Lows  Cohn.  8.  J.  JohiMon,  Edwl 
McMorrieB.  £.  Cahn.  H.  M.  Threefoot,  H.  M.  Street. 


METROPOLITAN  FIRE  INSURANCE  COMPANY,  Chicago,   111. 

President,  Thos.  F.  Ked^y;  Secretary,  Geo.  Eaaig.    Orgaoised.  1902. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Looaes 

TiAR 

Assets 

Premiums 

Surplus 

Income 

Paid 

Dividoids 

Expenses 

penditures 

Incurred 

1914 

$205,884 

$61,443 

$40,722 

$71,947 

$80,542 

$63,472 

$10,000 

$29,262 

$102,734 

$65.] 

1913 

224,968 

62,857 

60,098 

81,148 

88.996 

38,532 

10,000 

29,929 

78,461 

38J 
36i 

1912 

215,999 

53.500 

59,037 

61,936 

69.382 

39,030 

10.000 

23,406 

72,435 

1911 

221,184 

56,687 

58,211 

104,136 

113.131 

44,868 

10,000 

52.889 

107,767 

«J 

1910 

267,404 

15,032 

97.625 

166.218 

175,050 

65.689 

67.553 

133,242 

70,1 
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METROPOLITAN  FIRE  INSURANCE  COMPANY,  Chicago,  111.— 


A5ais.Dic31. 1914. 


LuBiunxs.  Dec.  31, 1914. 


Bonds  udiloeb. 
Cub 

btatslud  rents. 


TocaJ 


1178.284 

11.099 

12.823 

3,680 


Losses  unpaid 

Uoeamed  prema.. 

ToUlBabiKtieB. 
Caintalpudup. . 
Net  surplus 


13,721 
61.443 


$65,164 

100.000 

40.722 


t205^6       Total 1205.886 


radervriting  ioss,  119,245;  investment  profit,  19.870. 

RISES  .\ND  PREMIUMS:    Fne  risks  in  force,  December  31, 
t^^2.6S3;  pceminms  thereon.  $116,061. 

BUSINESS  SINCE  0RO.4NIZATI0N:  Premiums  received, 

tl  VI6.640;  ioMS  paid,  1660.421;  dividends  dedaied,  cash,  $70,- 
wj.  stock.  110,000. 

dO.VDS  AND  STOCKS  OWNED:  Par          Market 

Bonds.  Vahie.         Vfthie. 

<W»Qr $73,000        $73,000 

::^^^ 15,000      14,100 

^JcigDCy.Ry 15,000          16,018 

*4saQiracihh.Edi80D 15.000          15,310 

^r^"^? 15.000          14.775 

Mr^K.S.aRJR 15,000         11,925 


Bonds  and  Stocks  Ownbd. — Coni. 
Bonds.— Cottt. 

Calumet  ft  So.  Chi 

W.Chi.  Pk 

Chieaop.  stocks.  World's  Fair 

W.  Aoj.  ft  Insp.,  stk 

Ins.  Exch.  Bl«.  Tr 


Continued 

1 

Par 

Market 

Value. 

Value. 

$12,000 

$11,160 

5,000 

5.000 

5,000 

5.000 

125 

12.870 

13.000 

Totals  (book  value.  $180,099) $183,125      $1 78.2S4 


MISCELLANEOUS:  Capital  ineraased  in  1905  from  $100,000 
to  ^00,000  by  payment  of  900  shares  in  cash  and  a  stock  dividend 
of  10%,  or  100  shares.  Company  commenced  business  with  a 
surphis  of  $25,000.  and  in  1905  $22,500  was  added.  Reinsured 
a  luge  proportion  of  its  bvainees  in  1909  in  the  Westchester  Fire, 
and  company  oonttnued  operations  in  its  home  State  only,  re- 
dneing  its  capital  from  $200,000  to  $100,000  and  adding  the 
amount  to  surplus.  Conflagration  losses:  Baltimore,  1904, 
$9,349;  San  Frandsoo,  1906,  $850  (by  reinsurance). 

DIRECTORS:  Thos.  F.  Kedoy.  M.  T.  Naghten.  Z.  P.  Brosseau. 
Edward  Cluff.  James  I.  Na^^ten,  William  A.  Birk,  Eugene  M. 
Keeley.  Squire  S.  Buike  and  William  J.  Kerwin. 

FIELD  MEN  AND  TFJRRITORY  COVERED:  J.  F.  Niebol- 
son,  Chicago.  111.,  special  agent  for  Cook  Co.  and  No.  111.  Com- 
pany operates  only  m  111. 


MICHIGAN  COMMERCIAL  INSURANCE  COMPANY,  Lansing,  Mich.o 

Prendent,  F^ank  D.  Bennett;  Secretary  and  Treasurer,  A.  D.  Baker.    Organised.  1905. 


^la    Ams 

Unearned 
Premiums 

Net 
Surxdus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Dividends 

Expenses 

Total  Ex- 
penditures 

Incurred 

I>M     1135^ 

$267,685 
277322 

$2D0.010 
ISlJMa 

*$461.912 
496.258 
319,100 
721.932 
719.552 

$503,481 
5340^52 
365.939 
768,926 
766,619 

*$264.631 
251,322 
412.431 
473.193 
596.209 

$226,268 
215,252 
190,490 
298,114 
360,722 

$490,899 
466.574 
602,921 
771,307 
956.931 

$274,795 
251,350 

H13       mM9 

2SL314'          153.6A4 

379.523 

»1I     U04,776          540:Mi 

82.760 
86.782 

449.929 

»»     1.113,466 

544349 

573.948 

'ladsiks  $40,880  marine  premiums  and  $11,754  marine  kMses. 

Aan.  Die.  31. 1914.  Lubujtbs,  Dbc.  31 ,  1914. 

ff<attt> %15J025    Lossnunpaid $54,829 

MzVigekaaB 606.714    Unearned  prans....       267.695 

!<«<:iaad stocks...       115.748    Other liabiUtieB 13,000 


C^  ^ 


iC^ 


91JS01 
02324 
12.022 


Total  liabifitiM . . .     $335,716 

Capital  paid  up 400,000 

Net  surplus 200,010 


$085334        Total $935334 


l^admitiag  loss,  $103M:  investment  profit,  $38,205. 

jm  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
H^m.412;  pretainms  thereon,  $491,292;  marine  and  inland 
n?bQ  (cnc  1297.726;  prcnumns  thereon.  $20,232. 

BrgKES  SINCE  ORG.ANIZATION:  Premiums  received, 
If^^  kens  paid,  13,670,086;    dividends  declared,  cash, 

^SjJ,  EgTATE  OWNED:  Consists  of  an  office  building  and 
^a  Lm«.  which  eost  $8320.  and  is  carried  at  $14,000,  and 
tr.  itf^  properties  in  Battle  Creek,  sold  on  contract. 

.  ^«TGAGE  LOANS:  The  266  loans  are  all  upon  Mich,  and 
TJ*!?^'  ^^^y  '^  B>^^  (>^?  Lansing,  Detroit  and  Hoi- 
^  ad  (aif  IS  baas  esoeed  $8300  m  amount.  The  aggregate. 
I?C!ilP?****^  ^  properties  valued  at  $1374,723,  andthe 
■5^  hoidi  $821,683  of  msuranee  on  buildings.  No  interest 
^J^i^?^^>fx>eaiba3h]agt.  The  largest  k)an,  $25,000, 
I  ^^  ^"■^^^  ^  ^^^  Miehigan  ave..  Chicago.  vahieJ 


BONDS  OWNED: 


Par 
Value. 


^"te""""-*^ •*•"" 


,«..  1916-19,54%. 


10,000 

18,000 

50,000 

3,000 


Market 

Value. 

$7,940 
10,000 
18340 
48,000 
3,048 


Company  reinsured  a  large  part  of  term  business  in  1912. 


Bonds  Ownsd.— CotU. 

Manistique,  Mich.,  wat.  wks..  1931.  5%. 

Manistique,  Mich.,  sc.,  1932. 5% 

Mt.  Plsas't.  Mich.,  wat.  wks.,  1915-16. 4% 
Portland.  MicL,  wat.  wks.,  1915,  4%. . . 
Saugatuck,  Mich.,  wat.  wks.,  1922,  5% 
Shiawassee  Co..  Mich.,  c.  h.,  1915,  4%. . 


Par 

Market 

Value. 

Vahie. 

$5,000 

$5,200 

3.000 

3.120 

2,000 

1.990 

10,000 

9.850 

3.000 

3.060 

5,000 

5.000 

Totals  (book  value,  $117,000) $117,000      $115,748 


MISCELLANEOUS:  This  company  began  business  with  a 
paid-up  capital  of  $200,000  and  a  surplus  of  $100,000.  In  1906, 
capital  increased  to  $^,000  and  $70,000  was  realued  as  pre- 
mium on  the  new  stock  issued,  and  in  1906  capital  was  increased 
to  $400,000  and  $100,000  realised  as  premium  on  new  stock. 

DIRECTORS:  H.  E.  Hooker.  Robert  Henkel,  A.  D.  Baker, 
E.  F.  Coolev.  F.  D.  Bennett,  S.  J.  Titus,  John  A.  Kelly,  Wm.  A. 
Bauman,  W.  B.  Parsons,  F.  L.  Colby,  B.  L.  Hewett. 

FIELD  MEN  AND  TERRITORY  COVERED:  Baumann, 
Gordon  Co.,  Winona,  Minn.,  general  agents  for  Minn.,  S.  D.,  N.  D., 
and  Wis.;  Chas.  B.  Allan.  Kan.  Cy..  Mo.,  State  agent  for  Kan., 
Mo.  and  Neb.;  Merrill  ft  Braniff,  OkU.  Cy.,  Okla.,  general  agents 
for  Okla.;  L.  G.  Weimer,  New  York  Cy.,  state  agent  for  N.  Y. 
and  N.J';  Ralph  Westbrook.  Harrisburg.  Pa.,  State  agent  for  Pi.; 
Robt.  D.  Machan,  IndianapoHs,  Ind.,  State  agent  for  Ind.;  Geo.  A. 
Brown,  Chicago.  III.,  State  agent  for  111.  (outside  of  Cook  Co.),  la., 
and  F.J.Sauter,  Chicago,  Cook  Co.,  111..  Mgr.;  H.E.  Murphy. 
Hartford,  Conn.,  State  agent  for  Mass.,  R.  I.  and  Conn.;  R.  D. 
Wiley,  C?olumbus.  0.,  State  agent;  W.  B.  Callis,  special  agent  for 
0.;  B.  E.  Stair,  Lanang.  Mich.,  and  W.W.Webb,  Lansing,  Mich., 
spedal  agents  for  Mich.;  G.W.  Brooks,  San  Francisco.  Cal.,  general 
Ment  for  Pacific  Coast,  Haw.  ft  B.C.;  Geo.  R.Snyder,  Mt.  Sterling, 
Ky..  special  agent  for  Kv.  and  W.  Va.  The  company  operates 
in  sJl  the  States  and  Territories  of  the  United  States  except  Ala. , 
Alas^  Colo.,  Del.,  D.C..  Fla.,  Qa.,  Ida.,  la^Me.,  Md.,  Miss.,  Nev ., 
N.  H.,  N.  a,  S.  C,  Utah,  Vt.,  Va.  and  Wyo. 


to  Micltigan  standard 


REPORTS    OF    I'lRE    INSURANCE    COMPANIES. 


MICHIGAN  FIRE  AND  MARINE  INSURANCE  COMPANY,  Detroit,  Mich. 

Fniidait.  D.  M.  Psry.  Jr.;  Vne-Pnddgiit.  E.  1.  Booth;  SMnUry,  H,  E.  Enntt;  Aniatul  Stentuj,  B.  P.  Webb,    Ortuiitd  ]^ 


Y„ 

A»U 

Pi^m 

Surplu. 

Pnmiumi 

Ib^ 

Pud 

DiHJ_k 

EiponM  1  p^tu^  1  tHin^ 

!!! 

l.MT,M3 

litulsei 

I.J74.193 

KBS.U: 

t3U,«M 

ii 

11 

S7H^73 

IU«,>31 

SI 

1i 

i3is,H»'     tni.Mi    man 

303,40?;         744,42^        3H.«S: 

»  as  s 

2e»,4:i      eii.sM     301  .on 

Uodswritmi  lu^  tM.azt:  iDratouiit  mtt.  H1,«U. 

HIBKS  AND  PKEMIUMB:  Fin  mk>  in  Ibm,  Deoombw  31, 
tllS.U3fillS:  mniiimi  Umon.  lUI&SOO. 

BUSINESS  SINCE  OIUIANIZATION:  Pnniunia  noaved, 
II4,I11,MS;  Ion  ptid.  IT.STI.Ut;  dirideoifa  dedind,  adi, 


REAL  ESTATE  OWNED:  CosuU  mtinlj  of 
'.Q  Irving  ^.,  nbdiv 


theki 


itan  beuii  U  i 
IM.SaTThcre 

MORTGAGE  LOANS:  Tlun  in  143  kuH,  d(  wlueh  ooit  1 
aund  110,000  in  uwunt.  Tbe  loui  Hpcfila  tS20.9M.  toi 
in  neurad  bf  mpstiB  nbad  It  tt,4aMai>-  ButttMiatMri 
WMorvdwoD  DmolHtl.lut  Moot o( thtHOHrtiM  lottMd 
qpon  m  m  DglnH  ud  il  m  ia  MidugiiL  Tba  liiHt  lou  ii 
00*  o(  SO.OOO  OD  1  btick  iputment  hosn  M  Wl-«  Jobs  R.  M., 
DAoit,  nhied  u  tSO.OOO. 

BONDS  OWNED:  Pu  MukM 


1,  On.,  I 


.  1SM-44,  S 


«•,« -., 

y.  f,  1813-M.  1% 

AnMlD  Co.,  TcL,  ni..  1(151,  5'^^ 

BMlb  Ciwk.  MkIi..  bE..IHS-2e,  1%. . 
BewmuDt,  Tu.,  k.  Ub.,  IHt,  Sr<..  -  -  . 

DMn}it,ir..  1>1S-14,  4'^!, 

Sttiat,  pk..  1I»0.  air« - 

DgDol.  irt  BIB.,  Itn,  3t% 

DMdi,  pk..  ISM.  4" 


4  l»».  HTf 


l7,317o... 


(IMtto 


38.DD0 
10.000 
11,000 
70.000 


109,190 

0,100 
1I,S8D 


HHon,K.,  mis,  *%, 

Drtol,  mh.  bop.,  1I1».  3.St% . . . 

DMnU.  pub.  v.,  IftU.  4% 

Dotioit,nob.  lit,  11134,  4'T. 

DMial  Gil.  pr.  In.,  1023,  i%. . . . 


Miefa.,  pub.  wit.,  1943 
.  .  Micb..  K..  1«6.  ti% 
Pk..  Mich.,  imp..  1«2»,  4' 
'-■- Ht.  imp,  1«3] 


iSwTOkliL,  w.  w., 


s. 

,*i^K 

j::;^|;iv 

siS 

^■r-rf 

H 

"».*;'.**."':: 

"'S^" 

i.,it-4».utii.,iw<; 

ToUJi  auk  nhu.  H«5,00 


, .._ by  Mockhold'ai.    Coa£igr¥l^aliam:  Su  Fns 

dan.  1909.  t:i71.10i. 

DIRECTORS:  F.  J.  nKker,  Wiltv  C.  Uiek,  D.  M.  Fsn 
Jr.,  Juingi  Cnms,  ClinbHi  Ooodloe  Ediw:  H.  Kitkt  VUu 
Chirlea  B.  Ciliert.  F.  A.  SeknlMv  1.  W.  Il^unn.  FUlip  B 
McMiUu,  WiUiHi  R.  H«,  Joma  D.  84W(U,Cbl  W.  Bvm 
™.  -  .._...  ^..  "^.Hioor,  WiffiimH.  Mmriiy,  Clm 
Ctrl  ^  HoiT.  DtTid  C.  Wbiut! 


FIELD   MEN   AND    TERHITORT    COVERED:    Wiilu 
O-  Wiymu  A  C.  A,   Heiuy,  B       "  -.  .     *      rt 

CoMt  dapMlmml;    D.   Cliffs  S ,  .._-. 

■(nt  [or  Ej.  ud  T«d.;  Cnnu  A  Cin.  H 

Mvi  f«  Tu.  ind  U.;  BiDiNoD.  Cimpbdl  t  Co.,  B< 
teaati  itHit*  C"  Mm.  ud  Cou.:  C-  W.  Huudii 


'e  Sbma.  NtahTilg,  Tdm  .  i 


Tbt  ocouaiir  cwt .  una.,  v. 

HwTlSTnl.,  It  Ud..  Ml 

MtniL,  Mo.,  Monl.,  :\m.,  ...  iL,  .V.  J.,  K    "     " 
R.  I„  TaiiL,  T«.,  tuli.  Vl„  Wui.,  W.  Vt, 


■3*1  ueal  V*  I 

SDlfaTEHtODl 

-:  Ne>l  C.  Stotlt. 
■  fttu»n  Pa. unit 

Colp     Cooa..  F 


MILWAUKEE  MECHANICS  INSURANCE  COMPANY,  Mawaukee,  ^ 

,  Cbu.  H.  Yuikar,  Begoad  Vieo-PmidMit,  0 

st  S«3iuqr,  Enil  Taek.    Orfuinl.  1392. 
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A>rii 
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Drridndi 
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339.431 
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MILWAUKEE  MECHANICS  INSURANCE 

Ams,  Dk.  31. 1914.  Lubuitibs.  Dec.  31, 1914. 

fiolatate 127,300    Loeses  unpaid 1228,231 

jMwioiai....    1,719.785  Uneftrned  prema....    2.259.713 

Boodiaadaloeb...    1,907,396  Other  lUbiHtieB. .. .       138,228 

OMfa 237.772  

Asents'biiaooa....      337,822  TotellbbffitWB...  12,626.172 

^fst 44.022    Capitelpaidap 1,000,000 

Otisamto 1,581    Netsorpias 640,302 


.J^ W.275.678 

S{yLdep.oTerlitb..         9,204 


Total  MiBto 64.266,474       Total 64,286,474 

I'advmitiQs  kw.  $298,060;  investment  profit,  6192,864. 


BI^jLVD  PREMIUMS:  Rn  riakB  in  foite,  December  31, 
h404«.I(»;  pRmranM  themm,   64.438.783. 

r??"  ?.?S  SINCE  ORGANIZATION:  Pramioms  received. 
{^^5*  ^  EK*!*  »0,103.272;  dividend!  deeiazed,  cash. 
«2..«,000;  Block.  000,000. 

EZALKTATO  OWNED:   Comims  2  parcela.  via.:  3^toi7 
^  ^!^  *"**"^  •*  **2-444  Sty  HaUSauare.  MUwaukee 

^  mjXJO),  and  7  lota  in  17th  Ward,  Milwaukee  (vahie, 

il^A}.  Ttere  are  no  incumbnooeB. 

MOBTpiGE  LOANS:  Thete  an  105  loans,  ranging  in  amount 
2"  Sao  to  $136,000,  and  aggregating  61,719^  The  pro- 
J2i  W«5«  we  Tabled  at  64.790;7i7,  and  there  ms  61.375 
aw  PMt  due  on  I^cember  31.  lart.    The  loan  of  6156,000 

t£i  ^•^'  t  §5;  ^-  ^y-  ^'  («»P*  E.  200  feet).  MUwaukee, 
jiM.  wnh  bukfingi,  at  1388,620,  and  the  company  holds 
IliOiinafiaMBanee  on  the  building  thereon. 

BONDS  AND  ffTOCKS  OWNED:  Par         Market 

Boms.  Vahie.         Value 

(^^^Si'^'^^i^ •25.000        624.000 

W  Prrt.Pnh.Se.  Dist,  1941.  5%         25,000         33,250 

S^<i5^i2J^S^*^ 22,000         22,000 

&(Sl'h&'?«?lF^-29.44%.  60,000         49,500 

f2i«-S"^lW4.«% 25,000  26.125 

lW*^^^-»*W*'«% 52.000         53^60 

&ftV^,S?y?S^-^*^<' 7,000  6J20 

Mij  St  Inp..  1918-29,4% 9,000  8,634 

^;/£f72-*k,1957^4i% 116.000  119.025 

^S5'?»5Wt2l»23,5% 50.000  51,250 

5*^«h.Va..J940.4i% 18.000  17.100 

fcljr*- «- W}^17.  5%     8,000  8,000 

jMMi  Va-l»41, 4% 25,000  23,000 

wK^^'&'^o 12,000  9,960 

w2?^S^'»*-l*l«'«^£: 500  '500 

w2JS'£""'-.l"5^'*% 7,500  8,000 

rSi3 ^rf^ "?P'  l«15-30.  5%. .  16,000  16.000 

gf^N.C..8t.inp..l960.4i%...  20.000  19000 

J^^-J-IUev..  1933,41% 25,000  21000 

fjafajNcRy.,  equip.,  1915-20.  4|%  27,000  26.440 

S^/^S^1^^% «0,000  11,100 

ci  t  J*ft?^*y-  »•  I'**.  6% . . .  25,000  18,760 

aM«ti?-S-?- !?«'*% 25.000  21,250 

a^{nfM-Sy-'<'-l«"'*% 50-000  45W 

a^i*iL*^|•^•'l.•1^5% 80.000  29.400 

•*«  Mcwn.  By.,  equipu  tr.  etfik.  1919, 

Hj ..........                25.000  24.500 

^*^?^Ry.St.L..P.  AN.  W^ 

agprii: -W 50,000  51,250 

SiJLv^^^'-vl*^'i^« 75,000  50,250 

^*5!»»i  VaL  EL  By..  Lt  4  Pow..  1924, 

iWiiLlw-     •%;••,; 80.000         29,100 

(Wb^-VLVV,; 30.000    22.500 

Sl^fi*  ^  '^- 1**1'  **%••••    17.000    16.150 
JWg5r|».R7.1960,3% 60,000    34,000 

lfeiA.R-l«**5%, 26,000  25,500 

l&t^*Te.,1929.5?i 75,000  75.000 

lL^*/^?f-»l**7.4% 25,000  22.500 

XTP^u  tVv?-  ^y-'  l^W,  4%. .  75,000  67,500 

SlL  d  M^?-.?-^**'  '*% 100.000  70.000 

fc;^«R?*ti.'^J'-l'^'*^«"-  25.000  16.250 

ffiSSl-'?S*'^%l 25.000  24.625 

25?"  *'•'  AtL  4  Dan..  1948,  4%. .  35,000  29,400 

fiJ-^Kaomlle  4  0,.  1925,6%  17,000  18,360 


COMPANY,  Milwaukee,  Wis.—Coniinued. 

BoNDe  AMD  Stocks  Owivbd.— Conl.  Par  Market 

Bonds.— CoiU.  Value.  Value. 

So.Pae.Ry.,r.,1955.4% $19,000  616,150 

So.  Pac.  Ry..  eg.,  1919. 4*% Z5J000  34,300 

Wabash  Ry.,  Omaha  tiv.,  1941.  3i% . . .  85,000  21,000 

Wabash  Ry.,  Tol.  4  Chi.  Div.,  1941,  4%  10.000  6.900 

Wabash  Pitts.  Tm.  Ry..  ctf..  1954, 4%  . . .  50,000         

W,  Md.  Ry.,  1952.  4% 5Oj00O  27.000 

Wichita  Falls  4  Nwn.  Ry..  1939.  5% . . .  25.000  23,000 

Wis.  Cent.  Ry.,  1949,  4% 45.000  38.250 

Armour  4  Co..  1939.  4*% 29,000  26,100 

Cudahy  Picking.  1924,5% 10.000  9,900 

Hydraulic  Power.  1950,  6% 12,000  1 1.760 

Merchants  Ht  4  Lt,  Ind..  1922, 5% 25,000  23,600 

Niagara  Falls  Hyd.  Fbw.  4  Mfg.,  1920, 

4% 18,000  16.020 

Rockford  El.,  1939. 5% 10.000  9,400 

Seattle  Lishting.r.,jt..  1949. 5% 25.000  22.250 

A.  0.  S^tt  Mfg..  Mb.,  1920. 5% 25,000  24,000 

Union  EL  Lt  4  Pow.,  St.  L.,  1932, 5% . . .  30,000  29,400 

Wis.  Gas  4  El..  1952. 5% 50,000  46,000 

Wis.Pub.8erv..l942.5% 36,000  32,400 

Stocks. 

Mil  El.  Ry.  4  Lt..  p 32,000  31,040 

Wv.NatBk.ofMil 6,700  13.400 

Totab  (book  value,  61.842,717) $2,102,200  *61.842.717 


*  Securities  as  per  company's  valuations;  the  item  in  Assets 
is  based  on  Ins.  Dept  T^uations. 

MISCELLANEOUS:  Capital  increased  in  1906  from  $200,000 
to  $500,000  and  $300,000  was  realised  on  sale  of  new  stock.  Early 
in  1911  the  Nfilwaukee  Fire  was  mer^  with  the  Milwaukee 
Mechanics  under  the  title  of  the  latter  mstitution,  with  a  capital 
of  $1,000,000.  Conflagration  losses:  Baltimore,  1904,  $321,570; 
San  Frandsoo,  1906.  $1,405,010.  Vahies  of  spedal  deposits: 
Ga.,  $9300:  Va.,  $48330;  N.  M.,  610300. 

DIRECTORS:  Chas.  H.  Ynnker.  Chas.  F.  Pfister.  Ferdinand 
Meineoke,  G.  W.  Groasenbaoh,  William  Finger,  Fred  T.  Goll.  Fred 
Vogel.  Jr..  Oustav  Fhbst,  Wm.  L.  Jones,  Dr.  Jos.  Schneider.  Chas. 
G.  Stem.  Arthur  R.  Munkwite,  Otto  H.  Falk.  H.  A.  J.  Upham. 
Geo.  C.  SwaOow,  0.  C.  Fuller,  W.  C.  Quarks,  and  J.  Nunnemacher. 

nELD  MEN  AND  TERRITORY  COVERED:  General 
agents:  Harty  Fox  for  Chi.  and  Cook  Co.,  175  W.  Jackson  Blvd. 
Chicago.  111.;  E.  L.  GriebUng  for  Ckrv..  Cuyahoga  Co..  Cleve- 
land/O..  710-711  Park  Big.;  Wm.  L.  Perrin  4  Son  for  New  York 
City.  73  Maiden  Lane.  New  York  City.  N.  Y.;  State  agents:  H.  F. 
Aveiy  for  Colo.,  Wyo.,  Aris.  and  N.  M.,  Colo.  Springs,  Cdo.;  0. 
W.  Loomes,  for  Ore.  and  Wash.,  Seattle.  Wash.:  John  Bohen  for 
No.  HI..  FreepOTt,  ni.;  H.  E.  Bonmng  for  0.  and  W.  Va.,  Cincm- 
nati.  0.;  Walter  L  Burkhart  for  Ida..  Mont,  and  Utah,  Helena, 
Mont.;  C.  W.  Childress  for  Tex.,  and  La.,  Fort  Worth,  Tex.;  Chas. 
F.  Ends  for  Ind.,  Indianapolis.  Ind.:  A.  W.  Freeman  for  la.. 
Deoorah.  la.;  Etienne  Givemaud  for  Mass..  Conn.,  R.  I..  Vt.  and 
N.  H..  Boston,  Mass.  John  A.  Hanson  for  Minn..  N.  D.  and  S.  D., 
St  Paul,  Minn.;  R.  Wilson  Hoffman  for  Pa.  and  N.  J..  Harris- 
burg.  Pa.;  F^  N.  Strudwick.  for  Va.,  N.  C.  and  S.  C,  Greensboro, 
N.  C^  Geo.  P.  Kessberger  for  Mich..  Detroit,  Mich.;  H.  L.  Maury, 
for  E.y..  Tenn.  and  Ark..  Louisville,  Ky.;  W.  W.  Orebaugh  for 
Kan.,  Okla.  and  Neb^  Wichita,  Kan.;  Chas.  A  .Proudfit  for  Mo.. 
Kansas  City.  Moj  W.  B.  WiOdzMon.  for  Fla..  Ga.  and  Ala..  At- 
lanta, Ga.;  R.  E.  Replinger  for  Wis^  Milwaukee.  Wis.;  L.  W.  Rich 
for  la.  (Ger.  Und.)  4  (Sur.),  Des  Maines.  la.:  Dan  T.  Smith  for 
So.  III..  Winchester.  HI.;  Robt.  Wechselberg  for  German  Under- 
writers, IlL  &o.),  Mich..  Ind.  and  O.j  Indianapolis^  Ind.;  R.  H. 
Wleben  for  German  Underwriters,  Wis.;  Mich..  Mmn.,  and  HI.. 
Milwaukee.  Wis.;  Paul  N.  Sdiueni^,  special  agent  for  Wis.. 
Milwaukee.  This  company  does  busmeas  m  all  the  States  in  the 
United  States  excepting  Alas.,  Cal.,  Del.,  Haw.,  Me.,  BAiss.  and 
Nev. 
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MINNEAPOLIS  FIRE  AND  MARINE  INSURANCE  COMPANY, 

Minneapolis,  Minn.t 

Pwaident,  F.  C.  Van  Duaen;  Secretary,  Alfred  Stinaon;  Aesistant  Secretary,  F.  M.  Merigold.    Organiied.  1902. 


Yrar 

Assets 

Unearned 
Premiums 

Net 
Surplus 

Net 
Premiums 

ToUl 
Income 

Losses 

Paid         Dividends 

1 

Expenses 

Total  Ex-  '     Losses 
peadituras  >    Incurred 

1914 
1913 
1912 
1911 
1910 

$679,310 
575,415 
488,387 
558307 
577,856 

$204,287 

133,338 

75,824 

149,528 

183,421 

$242,554 
228,138 
197,190 
175.114 
153,580 

$247,347 
171.688 
•36,883 
181,688 
188,698 

$336,000 
250,316 
102.365 
207,261 
232.718 

$97,750 
61,221 
•98,734 
142,834 
310,976 

$20,000 
20,000 
20,000 
20.000 
22,125 

$119,430 
80.303 
52,971 
64,781 
63.867 

$237,180'  $114,400 
161,524  52,763 
171,70.V  79,596 
227,615,  133,951 
396.9651         271.917 

*  Relatively  gmall  net  premiums  and  heavy  losses  due  to  canoellation  of  much  business  taken  through  reinsurance  contracts 
prior  to  1912. 

Assets.  Dig.  31. 1914.             Lubiutisb,  Dsc.  31, 1914. 
Mortgage  loans $363,575    Losses  unpaid $23,692 


Bonds  and  stocks... . 

Cash 

Agents'  balances. 
Interest 


188.351 
77,314 
37,611 
12.459 


Unearned  prems. 
Other  liabilities. 


204,287 

8.777 


Total  liabUitics...     $236,756 

Capital  paid  up 200.000 

Net  surplus 242.554 


Total  assets $679,310       Total $679,310 


Underwriting  profit,  $2,219;  investment  profit,  $32,198. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$30,926,449;  premiums  thereon.  $352,173. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$2,888,952;  losses  paid,  $1,759,418;  dividends  declared,  cash. 
$216,800;  stock.  $40,000. 

MORTGAGE  LOANS:  There  are  127  loans,  aggregating  $363,- 
575,  protected  by  Minn.,  Wis.,  N.  D.  and  S.  D.  real  estate,  valued 
at  $1,173,248.  There  was  $082  of  interest  past  due  on  December 
31,  last.  The  company  holds  $129,390  of  insurance  on  the  build- 
ings. There  are  but  6  loans  in  exoesss  of  $5,000,  the  largest  being 
$11,000. 

BONDS  AND  STOCKS  OWNED: 
Bonds. 


Minn.  Gas  Lt,  1930, 5% 

Grand  Forks,  G.  ft  £1..  1925. 5%. 
Terre  Haute  Tc.  ft  Lt.,  1944.  5%. 

Henderson,  1917, 5% 

Co.  of  Roseau,  1915, 4i% 

Ellendale.  N.  D..  1924-29.  6%. . . . 


8.  D.  Cent  Ry..  1927,5%. 


Par 

Market 

Value. 

Value. 

$10,000 

$9,800 

25.000 

23,500 

10,000 

9.700 

10.000 

10,100 

10.000 

10.000 

6,000 

6.270 

10.000 

9,100 

Bonds  and  Stocks  Ownsd.— Cont. 
Bonds.— Coirf. 

Minot,  N.  D.,  1928.  e% 

Custer  Co..  N.  D..  1P22, 4% 

Clay  Co..  S.  D..  sc.  dis.  28.  1915-17. 5%. 

Butte  El.  &  Pow..  U«?  1,5% 

Deuel  Co.,  S.  D..  so.  dis.  58, 1917,  5%. . 

Chi.  Ry.,  1927.  5% 

West  Hope,  1927,6% 

Co.  of  Martin.  },  inn.,  1929-32,  6% 

St.  Cloud,  Minn.,  so.  dis.,  1915-18,  4%.. . 

Stocks. 

Ist  Nat.  Bk..  Minneapolis 

Nvn.  Nat.  Bk..  Minnespolis 

Security  Nat.  Bk.,  Minneapolis 


Par 

Market 

Value. 

Vahie. 

$20,000 

$21,400 

1,000 

940 

1.400 

1.406 

11.000 

10.560 

800 

800 

10.000 

9,900 

2.000 

2.140 

4.500 

5.in 

10,000 

9,807 

2,600 

7.525 

10,000 

28,000 

2,500 

12.500 

Totals  (book  value.  $183,589) $156.700      $188.561 

MISCELLANEOUS:  This  company  wa.«  organised  in  1902  as 
the  Winona  Fire,  with  a  paid-up  capital  of  $13u.0U0,  and  a  sor- 
phis  of  $50,000,  and  early  in  1911  changed  its  name  to  the  Min- 
neapolis Fire  and  Marine.  Capital  increased  in  1904  to  $160,- 
000  and  in  1906  to  $200,000  by  stock  dividend. 

DIRECTORS:  F.  C.  Van  Dusen,  A.  G.  Morits,  J.  D.  McMilUm, 
A.  Stinson,  G.  C.  Bagle>'.  J.  R.  Marfield,  P.  L.  Howe,  Chas.  W. 
Sexton.  C.  A.  Brown.  W.  C.  Helm. 

TERRITORY  COVERED:  Special  agents:  A.  W.  Fleminit. 
for  0..  Pa.  and  part  of  Mich.;  H.  G.  Karow,  and  C.  H.  Mande\  ille. 
for  Wis.  and  part  of  Mich.;  F.  E.  Nelson  and  J.  A.  Haas  for  Minn.: 
F.  D.  Young  for  la.:  F.  W.  Merigold  for  Mont.;  J.  W.  Walsh,  for 
S.D.:  G.  W.  Funk  for  N.D.  The  company  is  licensed  in  Colo.. 
III..  la.,  Mass.,  Mich.,  Minn..  Mont,  Neb.,  N.  J..  N.  Y.,  N.  D.. 
0.,  Pa.,  8.  D.,  Wis.  and  B.  C. 


X  Formerly  Winona  Fire:  name  changed  in  1911. 


MINNESOTA  FIRE  INSURANCE  COMPANY,  Chatfield,  Minn. 

President.  Joseph  Underleak;  Secretary.  S.  E.  Bibbins;   Organised,  1909. 


Ykab 

Assets 

Unearned 
Plremiums 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

IMvidends 

Expenses 

Total  Ex- 
penditures 

Losses 
Ineurred 

1914 
1913 
1912 

$201,942 
181.875 
169,702 
175,598 
159,111 

$52,911 
38.176 
31.620 
35,412 
21,978 

$23,847 
31.952 
24,586 
29.454 
29.678 

$97,318 
72.220 
64,509 

103,993 
54.582 

$111,101 

81,471 

73,340 

119,609 

65.818 

$54,768 
40,321 
40.950 
51,803 
30,535 

$5,771 
15 

$31.<74 
31.137 
33.424 
47.358 
26,390 

$92,213 
71,473 
74374 

104.162 
56,925 

$66.6S1 
43.343 

1911 
1910 

5.001 

53.5T7 

2©  .3-^^ 

AssBTS,  Dsc.  31, 1914. 

Real  estate $15,288 

Mortgage  loans 94,196 

Bonds  and  stocks . . .  26,080 

Ctfs.  of  deposit 28,000 

Cash 12,905 

Agents'  balances. . . .  22,068 

Interest  and  rents . .  3,143 

Other  assets 262 


LiABiUTns,  Dec.  31, 1914. 

Losses  unpaid $12,894 

Unearned  prems 52,91 1 

Other  liabilities....  9.250 


Total  liabilities. 
Capital  paid  up. .. 
Net  surplus 


r5,055 

103.040 

23.847 


Total  assets $201,942       Total $201,942 


Underwriting  loss,  $18,095,  investment  profit,  $16,098. 

RISKS  AND  PREMIUMS:    Fire  risks  in  force,  December  31, 
$5,896,104;  premiums  thereon,  $100,590. 

BUSINESS  SINCE  ORGANIZATION:    Premiums  received, 
$338,910;  losses  paid,  $217,865;  dividends  declared,  cash,  $12,786 


REAL  ESTATE  OWNED:  Consists  of  9  pieces  carried  at 
$15,288.  Two  of  these  pieces  are  Canadian  farm  lands,  1,280 
acres;  five  pieces  of  North  Dakota  farm  Unds,  consisting  of  880 
acres;  one  piece  of  village  property  in  Chatfield,  also  200  acres  farm 
land  in  Minn. 


MORTGAGE  LOANS:  There  are  61  kians  aggregating  $»4 . 1 1»«^ 
protected  by  farm  property  in  Minn..  N.D. and  S.  D..  vatluc^j 
at  more  than  double  the  amount  loaned  thereon.  $340  of  inter^^i 
was  past  due  on  December  31,  last. 

BONDS  AND  STOCKS  OWNED:  Pte 

Vahie. 

St.  Petersburg  Cy..  Fla.,  1941,  6% $5,000 

Peoples  Tl.,  p.  stk 400 

Peoples  Tl.,  c.  stk 15,200 

Greenwood  Prairie  Tl 5,230 

Totals  (book  vahie,  $25,930) $25,830 


DIRECTORS:  F.  G.  Stoudt,  F.  L.  Tesea.  D.  B.  F^wiklxxft^ 
Maddock.  Jos.  Underleak.  L.  D.  Harkins,  H.  A.  Baldwin.  8..    i 
Bibbins.  C.  L.  Thurber. 

FIELD  MEN  AND  TERRITORY  COVERED:  JohnNaelri* 
k  Co..  29  So.  La  Salle  st.,  Chicago,  111.,  for  HI.;  F.  H.  Wal<i. 
Fargo.  N.  D.,  State  agent  for  N.  D^  N.  S.  IVlw.  Sooz  f?^^ 
S.  D.,  State  agent  for  S.  D.;  Jas.  S.  Kemmr,  Chisago,  Il].»  r« 
sents  the  company  for  surplus  lines  in  the  Middle  West,  A.  J_ 
Ddnse  k  Co.,  Indianapobs.  Ind.;  W.  C.  Johnson  d:  Co.,  *^ 
Mass.,  and  C.  W.  Smith,  San  Ffandsoo,  Cal.    The  eon.,^...,^  .^ 
licensed  in  Minn..  N.  D.,  and  S.  D.  "^ 
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MONTANA  FIRE  INSURANCE  COMPANY,  Butte,  Mont. 

W.  R.  Allen;  Secretary.  C.  M.  McCoy;  Maaacer,  Thoe.  T.  Frith.    Organised,  1912. 


1 

Uneanted           Net 
^emiuma  '    Surplus 

Net 

Total 
Income 

Losses 
Paid 

Dividends 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

1914  '    S397.715 

$45,»75 

32.545 
21.678 

186.595 
73.120 
10.535 

$57,222,         $88,987 
37.70S            92.283 

$19,901 
6.669 
5.593 

$56,067 

47.190 
48.658 

$75,968 
53.859 
54.251 

$24,877 
6.669 

I9I3        340i^ 

1912        219.149 

40.579 

308.673 

7,693 

Aasm,  Dmc  31, 1914. 


LuBiLrxiBS.  Dec. 


Mortgage  ioaas. . 
Bofidsaadstoeka. 

Cwh 

Attests' balaoees.. 
Interest  and  rats 
OUer  assets 


$322,462 
20.921 
24.738 
10.360 
15,098 
4.136 


unpaid 

Unearned  prona . . 
Other  liabOitiee.. 

Total  liabiUties. 
Capital  paid  up. . 
Net  surplus 


31,  1914. 

$4,976 
45.975 
10,779 

$61,730 

249.390 

86.595 


Total 


$397,715       Total $397,715 


Vaknnitiag  km,  $20,041;  inrestment  profit.  $21,358. 

RKKS  .4ND  PREMIUMS:  Fire  risks  in  force.  December  31. 
14^1,507;  pranioma  thereon.  $86,955. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$127,681;  kasea  pud,  $32,163. 

UORTGAGE  LOANS:  There  are  51  loans,  auregating  $322.- 
442.  protected  by  Cann  real  estate  in  Mont  and  Ida.  There  was 
I&.I77  of  iBtcrast  paat  due  on  December  31.  last.  The  land  mort- 
msd  is  Tahaedst  $668,086  and  the  buildings  thereon  are  valued 
■t  tlUJSTD.   The  company  holds  fire  insurance  to  the  amount 


BONDS  AND  STOCKS  OWNED: 


atyofLibby 

Round  Up  Water  Co. 

City  of  Butte 

atyofWhitefiah.... 


Par 
Value. 

$4,200 
1.000 
7.500 
9.221 


Market 
Value. 

$4,200 
1,000 
7,500 
9.221 


Totals. 


$20,921        $20,921 


MISCELLANEOUS:    This    company    commenced    buaini 
February  2.  1912,  with  a  subscribed  capital  of  $200,000  and  an 
initial  sorphis  of  $120,000. 

DIRECTORS:  W.  R.  AUen.  E.  E.  Easelatyn,  C.  M.  McCoy. 
John  G.  Brown,  W.  Lee  Muns,  T  J.  Nemy,  George  A.  Loasby, 
David  HUger,  T.  J.  Bennetto,  W.  H.  Sales,  H.  B.  Wil^y.  Wm. 
Lindsay,  u.  Chty  Groff. 

FIELD  MEN  AND  TERRITORY  COVERED:  Richard 
Lockey,  Jr..  special  agent  for  Mont.,  Butte,  Mont.  The  company 
operates  in  Mont.  only. 


NATIONAL  FIRE  INSURANCE  COMPANY  OF  HARTFORD, 

Hartford,  Conn.j! 


H.  A.  Stauth;  Chairman  of  Board.  James  Nichols;  Secretary.  Geo.  H.  Tryon;  Assistant  Secretaries,  F.  D.  Lay  ton,  S.  T.  Maxwell 
C.  &  Lancdon,  E.  E.  Pike;  Treasurer,  F.  B.  Sormour;  Assistant  Treasurer,  W.  J.  Fredrick.   Organised,  1871. 


Unsarned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Losses 

.Assets 

IVemiums 

Surplus 

Premiums 

Income 

Fkid 

Dividends 

Expenses 

penditures 

Incurred 

116,019,725 

$8,909,006 

$3,606,175 

$8,643,551 

$9,265,765 

$4,858,881 

$400,000 

$3,490,812 

$8,749,693 

$5,064,975 

i»;:. 

15.485.762 

8.140,336 

4,082,441 

8.454,041 

9,070.194 

4.408,904 

400.000 

3.463,429 

8,272,333 

4,381,437 

i>:2 

14.932.673 

7.862,927 

3,897,205 

7,809,925 

9,565,461 

3,947,106 

244,430 

8,161,963 

7,353,498 

3,939.666 

I'/ii 

11J37.740 

7.212.864 

2.630,276 

7,914.216 

8.383.237 

3,774,939 

200,000 

8,333.917 

7,308,856 

3.673,450 

ir.o 

lOje.293 

6,075,295 

2,645.909 

7.138.059 

7.514,311 

3,007.438 

200,000 

2,739,761 

5,947,199 

3,150.691 

I  Cooneedeat  standard. 

A«in.DM;.31.  1914. 

Keilertate $602,567 

Mortcage  U»m 1 .739,775 

BoBibaodstoeka...  10.528,589 

Cuh..    1.447.278 

Aiteats'balaaeea....  1.352.931 

latawt 161.053 

OtherassetB.net...  217.532 


LuBiuma,  Die.  31, 1914. 

Losses  unpaid $875,194 

Unearned  prems  —  8,909,008 

Contingent  fund 300,000 

Other&bilities 359,349 

Total  liabiUtica...  10.443,550 

Capital  paid  up 2,000,000 

Net  surplus 3.606,175 


Total 


.  $16,040,725       Total $16,049,725 


V:«la«Titii«  ktsa.  $737,485;  investment  profit,  $776,489. 

^  USKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
SI.W,7^764;  premimu  thereon,  $17,073,122. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
£13314.315:  lows  paid,  $59,680,662;  dividends  declared,  cash, 
K.U1.430;  stock,  $100,000. 

ft£AL  ESTATE  OWNED:  The  principal  parcel  is  the  com- 
PU9's  hone  office,  a  brick  building  at  95  Pearl  st..  Hartford, 
•J  vfaiEh  the  actual  cost  was  $496,142.  and  the  market  value 
Wiff»i.  The  ooiy  other  importont  property  is  424  Walnut 
«^  Pyaddphia.  an  office  building,  book  value  $60,900.  carried 
ftt  mSM.  There  are  7  other  items,  mostly  dwellings  in  Hart- 
f»tl.  St.  Paal  and  Peoria.  lU.;  net  income  last  year,  $20,158. 

MORTGAGE  LOANS:  The  335  loans  aggregate  $1,739,775 
»1  «e  pnteetad  by  real  estate  valued  at  $5,809,125,  the  insur- 


ance held  by  the  company  amounting  to  $1,359,250.  These 
loans  cover  property  in  12  States,  the  bulk,  however,  being  situated 
in  Kan..  la.,  Neb..  Mo.  and  111.  The  largest  loans  are  as  fol- 
lows: $37,000  on  lots  and  hospital  in  Fort  Dodge,  la.,  valued 
at  $80,000,  $49,000  on  brick  school  and  hospital  in  Cedar  Rapids, 
la.,  valued  at  $185,000;  $40,000  on  151-157  No.  Lawrence  ave.. 
Wichita,  valued  at  $140,000;  $100,000  on  S.  E.  Cor.  8th  and  Jack- 
son Bts.,  Topeka,  Kan.,  valued  at  $175,000. 


;      BONDS  AND  STOCKS  OWNED: 
Bonds. 

j   Albany,  N.  Y.,  st.  imp.,  1962.  4K^; 

!   AugusU,  Ga.,  hosp.,  1942,  4>  3' 

j   Bridgeport,  Conn.,  cs.,  1924,  4 

I  Buffalo,  N.Y.,  wat.  r.,  reg.,  1919-29,  4% 

Coal  Creek  Drain.Al.di8..ni.,d.,19I6.  6% 

Dallas,  Tex.,  per.  st.  imp.,1950,  4K%. . 

Dexter  Sc.  Dis.  No.8,N.M.,  1936.  6^;.. 

E.  Hartford,  Conn.,  wat.  fd.,  1942, 4>  j  % 

Farms  Sc.  No.  2,  N.  M..  1936,  6% 

Findlcy,  111..  El.  Lt.,  1918,  5^ 

Florence,  S.  C.  Wat.  Wks.,  1950,  5%.. . 

Ft.  Wm.,  Can.,  sr.  d.,  1933.  b% 

Ft.  Wm.,  Can.,  d.,  1932,  5^r 

Ft.  Wm.,  Can.,  d.,  1942,  5% 

Ga.,  1915.412^0... 

Greenville,  S.  C,  sr.,  1942,  5?^ 

Groton,  Bor.  Conn.,  wat.  In.,  1924,  4%.. 
Hamilton,  Ont.,  d.,  1927,  4% 


Par 
Value. 

$50,000 
39,000 
25.000 
25,000 

2,000 
100,000 

3.200 
60,000 

3.000 

4.000 
25,000 
100.000 
25,000 
25,000 
10,000 
25,000 
10.000 
50,000 


Market 
Value. 

$54,000 
39.000 
24,750 
24,750 

2,020 
98.000 

3,232 
52.500 

3,060 

4,000 
25.750 
96,000 
24.000 
23.750 
10,000 
26,500 

9,900 
46,500 


REPORTS    OF    FIRE    INSURAMCE    COMPANIES. 


NATIONAL  FIRE  INSURANCE  COMPANY  OF  HARTFORD,  Hartford,  Conn.— Com, 

BoltM  IMP  SlOCM  OWJIBD.— <70Hl.  PtI 

Boimt.— Can.  VihM. 

Hirtford,Coim,.OY.bg.,  IBM-SI,  3J^%.  1101.001) 

BBhwDod,  III..  1^  tk..  1«1S,  i%- SM 

HUMnr  Dr.  Ley,,  111..  1R16,  6% T/NM 

L.  Arlbiii  «c  dia..  20.  N.  M.,  ISSS,  E%.  MOO 

LondOQ.  Ont.,  d..  1M4. 9% lOD.OOO 

lot  Aiigeln.  bsrb.,  ISIB.  4H?c It.OOO 

MiiKiDDinive,  CiD.,  d.,  ]e4«,  41^%.. ..  29«» 

MuKnnflive,  K.  Mm..  Cic,  19i0. 4H%  50.000 

McGh  Ck.  Lev  A  Dniii..IlJ.,  I«l?-1«.0%  IS.OOO 


MowTiw.  Cu. 
Mound  City.  Ki 
Murpbyibon).  Ili 


Wki.,  1 


iA} 


0  4%.., 


H«tfonl,cfMm.,M..18ai,ir: 

Nomlk,  Com..  IBT.,  1931, 4t% 

NutBvod  dniB,  {]».,  lU.,  ISin.  6^. . . 

Omttii,  Keb..  fib.  bb.,  1932. 4t% 

Orielika.  Als.,  w..  1 W4. 55S 

OlUn,  Cs..  imp.  d.,  IfilT.  3i% 

PoiUind,  (Irt..  W.I.I.,  lOT3,J'-f 

PorlUnd.  Ore.,  pk.  A  blTd..  1037.  *%... 

Riclimoiul,V>..n«..lll33-U,4% 

St.H™;inUir.CiiB-.d-.l»S3.B%. 

Suoifard,Conii,,iii.,lM1.4|% 

ToraoW.  Cm-,  m  L  d.,  I»48-!l,  *%.... 

ToroDKi.  Cu.  J.  imp.  d.,  IW!,  4% 

View™,  Cui„d.  1KB. «% 

AU..  TVub.  a  No.  RJL,  1  a„  Ittt.  i% . 
AJL.  Turn,  i  No.  Hr..  |.  n.,  lOl?,  S%. . 
.  ,  .  „        ..      --L.iSM.sro 


LI.  To.  B 


i.,lM7.8%. 


IHiL  S%.'.'. 


n..  1937.8^ 


B.A0.ILR.,F.,1.E.^ 

B.ASo.R7..liii..lHI.S%. 

B..  E.  ft  B.  R.11,,  I  m.,  IMl.  !% 

BUy,  Un.  El.  RJt.,  1  m.,  1860,  5%.,. 
Bfl  L.  Tc,  1  m„  1»8, 5% 

Burl.,  t.  R?i  N'."Ky.  a.  rm^.'lBM,  S^ 

Buih  Tn^  a.  ID.,  1»5,  B<;f 

Cm.  30.  Ry.,  a.  gr.,  1M2,  b% 

C„  C.  ft  0.  R7..  1  m,  1938,  S% 

C.  C.  4  O.  Rr.,  B).  B..  1820, 5% 

C. Bt.  Un,  Pk.  Ry..  1  m,.  1948.  4%. ... 

Cenl.  of  Gb.  Rj..  Ch»l..  19SI,  45i 

C.  Vt.  Tnuu,,  t«Dp.(tiiulup.,lD17,S% 
Cbs.  ft  0.  Ry.,  1  a,  a..  1839,  S% 
Ch™.4  0.  Ry„R.*.A.,2 
C.  ft  £.  Ill,  H.R..  ED.  a.  ft  1 
■  Cbl  ft  Erie  RJt..  1  a.,  I981-,  - 
Clii.  ftlnd.C.  Ry,.  Im..  1938. 

C,  H.  ft  W.  R.R..  I  m.,  1827,  b^-, 

C„  P.  ft  St  L.  Ry.,  pf.  k.  m..  leSo,  41% 

Chi.  Ryi.,  puj,  m,  m..  1827,4% 

C,  R.  1. 4  P.  Ry.,  «i.  D.,  I91B-2S.  4)^ 
C,  K.  I.  ft  P.  Ry.,  (q.  0.,  1920,  41%. . 
C,  St.  P.,  U.  ft  0,  R.R.,  I*,  m.,  1(30.0 
C.  St.  P.,  M.  ft  0.  R.R..  d.,  1930,  S%. 

C.,Et.L.ftN.O.ILK.,  19E1,S% 

C  T.  H.  ft  S.  Bj.,  1  ft  r.,  19«0,  a%. . . 
C.  ft  W.  Isd.  R.R..  IS.  a..  19E2, 4%. .. 

Cboe.  ft  Mtm.RJI.,  1»48.S% 

C.H.ftD.  Ry.,gD.m..  1939. 1% 

C,  I.  ft  W.  Ry.,  1  ft  I.  m.,  1BS3.  i%. . . 
C.  C,  C.  ft  St.  L.  Ry.,  d.,  1S31,  4h?o. 

C.  L.  ft  W.  R.R,.  1  m, ».,  1833,  i%... 
Colo.  Shi.  ft  C.  Ck.,  Ry.,  o.,  1942.  i', 

D.  ft  Rio  O.  K&..  imp.ID..  1928.  S%,, 

DniTB- Tiry.  Tm.,  Im.,  I931,S% 

E.. ;.  ft  E.  Ry.,  1  m..  IMl,  K% 

E.  ft  led.  H.R..  1  a,  m.,  1929,  6% 

FItalibBii  R.R.,  1832. 4l%. 

F.  ft  F.  M.  R.R.,  a.  1  m.,  1938,  !>%... 
Ft.  W.  ft  D.  Cy.  Hy.,  1  a..  1921,  •%.. . 
0.,  H.ft  S.  Aiit.Rr.,1  m.,M.-F.,1831,E% 
O*.  ft  All.  Sf .,  1  a.  u.,  194S.  i%. . 
Od.  T.  Ry..  Cbb.,  *g.  b.,  1018.4)%, 
CnlfTni.  --    •"'  '* 


1.,  M.  B.,  101 
1967.4%... 


60.000 

192.600 

23.600 
43,660 
178300 


H.  Riv.  ft  PtcheMn  RJt..B..  1916,  i%.. 
tad..  III.  ft  Ii.  R.R.,  1  m..  1960.  4%. . , . 
K.  ft  Col.  Pm,  Ry.,  1 1.  m..  1938,  6%. . 

Km.  Cy.  El.  Ry. «.  m.,  1822,  t% 

E.  Cy.  ,Ft.  S.  ft  Mem.  R.R.,r.m.,ie3«,4% 

E.  Cy.  So.  Ry.  eo.  n.,  1920. 6% 

L.  E.  ft  W.  R.R.,  2  m.,  1941. 6% 

L.  S.  ft  M.  80.  Ry.,  1931.  i% 

Uh.  ft  H.  Rii.  Ry.,  d..  1920. 4% 

Ub.  V»J.  Tm.  Ry..  I  m.,  1941, 6% 

Lsoy  ft  Cinry  Vil.  A.  L.  R.R.,  1920,6% 


3.in.,  1834,6%. . 


Mwon  Cy.ft  Ft,  D,  F 
MidludVil.  R.R.,1 
Mlla  ft  Bn.  R.R., 
M.  ft  St.  L.  RJt.,  la 

Mirn.  ft  St.  L.  R.R..  1 ,  ,,„ 

M.,  L  ft  M.  Ry.ftM.St.Rr.,  Im..iei8,6% 

MiM.  CcBt,  RJt.,  I  m.,  1949. 6% 

Mo.,  K.  ft  O.  R.R.,  1  m.,  1942, 6%. . . . 
Ma.,  Ein.  ft  T«.  ib.,  1  ft  e.,  2004, 4% 
Mo.,  K.  ft  Tei.  Ry.  Si.  L.  Kt.,  2001. 4*^ 
MS..K1B.  ft  Tei.Ry.,  1  m..  at.,  1944,11% 

Mo.  Pw.  Ry..  1  <».  m.,  1920,  8% 

....  ^    ._    1824  4%,. 

'-  ■^—  "-  192a.  S% 

1823,  6% 
fl.  4%. . 


I  N..C.  ftSt.  L.  Rr.,^«>t.B[. 
j  N..  C.  4  Si.  L,  Ry.,  1  a.,  m.. 
Now.  LoD.  Na.  RJL.  1  n.,  19 


N,Y..  N,  H.  ft^.  R.R.,  cv.  d.,  1848, 8% 
N.Y.  Ry«..  1  r.  e,  ft  f.  m..  1942,  4%. . . . 
N.Y.  Hyt,  Bdj.  m.  ioe..  1842,  3.6%... . 
Nodmiy  Vd,  RJt.,  1  m.,  1920.  7%. . . 

Nor.  80.  R.R.,  1 1.,  1961,  5% 

Nn.  F4.  R.R.,  Im..  1941,  6% 

Kwn.  Tm.  RJL,  1  m.,  1928,  6% 

Ore.  S.  L.  R.R„  1  a.,  1821,  S% 

0Te.S.L.Ry.,r.,lM»,4% 

P.  ft  P.  t'n.  Rj.,  1  m.,  1031,41%. 
Fhilt.d.,  1822.6% 


P.  ft  i.  R.R., , . .  „ 

P.  Tm.  R.R.  ftC,  Im..  1942,  S%..., 

R.  4  Spt.  Ry.,  I  m.,  1986, 6% 

Rio  Grudi  Je.  Ry..  1  m..  I9$9. 8%. . . . 

R,  I.  F[iBoTm.,lm..  1927,6% 

St.  L.  4  S.  F.  RJK.,  1  m„  M,  0.,T.ft  M.. 

1940,1% 

St.  L..  1.  M.  ft  8,  Ry.,  R.  ft  Q..  1833,4% 

at.  L..  R.  M.  ft  P..  1  ra.,  1966, 6%. 

8t.L.T^iniit,  1924.6% 

St.  P.  Cf.  Ry..  oibhi,  a.  m..  1937. 6%.. 

S.  Air  lL»R.R.,r.m.,  1869,4% 

S.  Air  IJne  Ry.JU.-B..  1  n.,  1933, 4%. 

S.  ft  R.  R.R.,  1  m.,  1928, 6% 

So.P«c.RJl.,lr.,  1966.4% 

So.  Ry.,  1  B.  m..  1994, 3% 

So.  Ry.,  1  m..  Mem.  Dir..  1990, 6%.. . . 
So-  Ry.,  1  m.,  SI.  L.  Dn.,  1961.  t%. . . . 

T.  ftj  Ry.,  1  m.,  1849, 6% 

T.  4  P.  Ry^  1  m.,  U.  Dir.,  1931. 6%... 

T.  ft  0.  C.  Ry.,  W.  1  m..  1986. 6% 

Tol.  Tm.  R.R„  I  m.,  1967. 41% 

U.  ft  Del.  R.R„  1 «.  m„  IHB.  6% 

Ln.  Tm..  Dillu,  1  m.,  1842,  i% 

Viad»li»  R.R..  Ci.  il..  1867, 4% 

V..Ry,  Im.,  1902,*%  

W.bMb  R.R.,  1  m.,  1838. 6% 

W.,  C.  F,  ft  N.  Ry.,1  m.  «.  (..  1840,  6% 

W.  Md.  RR.,  1  B..,  1862, 4% 

W,  ft  L.  E.  Ry..  I  a..  1828, 6% 

W.ft  L,  E.  RJt..  1  a.m.,  1949.4%.... 

Amer.  Pow.  ft  U,  b..  1921. 8% 

Buff,  Go,  £t„  1  r..  1838, 6% 

Buih  Tm.  Bin..  1  m.,  I960, 6% 

Conn,Riva,Im..  1834,  8% 

Gidvaton  Wbirf.  1940. 5% 

fiiuDO  ft  Eri«  L.  ft  Sbt..  d.,  1916.  tfi% 
H.  A  Erie  Ld.  4  Sbt.,  d.,  1918. 4»%. .. 

Mt«,Bd.,  1932,  J% 

Orate  Co.  LIg.,  1  01..  1926, 6% 

Piiril.  4  P.  Cp.,  1 4 1. 1,  f.  A,  1961. 6% 


18,000 
104,000 

60,000 


130,000 
100,000 
60,000 


REPORTS   OF    HRE   INSURANCE    COMPASIES. 


NATIONAL  PIRE  INSURANCE  COMPANY  OF  HARTFORD,  Hartford.  Cor 


(Icb.  T.  4  8.  F.  H.H-,  p 

CiL*E.m.EJL.»Bi 

Cli,  a.  I. *S(.  R 


P«.  to,.,, 
4  0,  Si..  [ 


ilLCntHJt ,, 

l*.tNi*TSJ«SJl 

a«tilf*0,Bi.3ii.Ilj,,, 
X,H  EL R^«n.. ,,"..., 


W,Rr,idj_p 


37,sso       u.oia 


ri.N.J.H-R,4Cui»i 

C,  C,  i  a  Ea.jr,  6%  D,  ft  H.  S  Jt. , 
A«»Nitak,Kiiifcrt 


a»a,HiitfcBi. 


gtai|i>M,  laj  mafOs  mrtcod:  Irwwwi  in  1878  In  MnflOO 
^M  dinkoS:  bai^i  in  IMl  to  tl,00O,<Ma:  iDsnuad  m 

"OBtMMUW).    —  -      - ..,■... 

"W^HSDl 


<i  CMS,  Htb.   The  CUaUl  Bm^Ou  Oa.,al  wbioh  the  Nt 


gs«afisi,'Siasn2s 


i:  T>..  tW.Ha:  Oa,'lia,n)0:  N.'U.i 


DtBBTrOBS;  Juia  Nieboli,  John  S 
£w-  T,  UunJI.  CkH,  H.  Bmon.  Rii 
m™,  FiM,  B,  Jum.  OiMln  Cheney.  1 
B  Bsl.  Prad  F.  SbiIL 


Boot.  E,  y.  laid, 
A  B.  Eon^ii,  L,  A. 
'any  A,  Smith,  Q«a. 


nO^  HEH  AND  TEHBITORY  COVERED:  Hobm  oBm 
■fnim;  C.  B.  BmlM.  nunJ  ■(V':  W,  H.  Lvn  ud  0. 
■,  Uon,  Bartco.  Mk.  ipsck]  ^Dta  for  Us..  N.  H.,  K.  I,  uit 
I^WL-  Vl  ^  Wmbb  "— ;  F.  H.  BunbuTKillud  Vt., 
«ai  WeM  bt  Vk  (UsUlC.  A.  Bioh,  HoehtMtt.  N.Y.. 
Boi  ■md  igt  «■!«  N«w  Tok.  ud  P.  L.  Own.  Albuy. 
U .  «Ml  ••■«  fa  (Htera  Km  York;  L.  cTbaDnm 
^Tnl  On.  BBoml  idiMB:  L.  C  Bnii,  Nnr  y«k  Citr, 
S •»«  brlTY,  Sibnrbu:  R.  C.  Alton,  Ne»  Y«k  Cto, 
—  '  Iw  Bo,  K,  y,;  F,  R.  Pvu,  Fu  RoekiinT,  apeiSJ 
"  y.  CDlmkl;  R.  uTVukbun,  8U(^  ud  J.  B, 
>^Minla,  Nenrk,  N.  J^for  N  J.:  A,  0.  Kenngott, 
Tl,  ipKiil  igeDt  f<r  W.  Tl  CoIodM  Brueh; 
— ^  --'  "Tm,  C.  OtmdwiB,  PMlKMphiii,  ipeeiaj 

,  , Wufidd.  WHUnfloB.  D,  C,  ipeiU] 

f"."  '«M  Ud,  ud  D,  C;  Hbit  M,  Zwni,  Hdrimj,  Pt, 
jwl  i^t  li)r  W.  Pi:  AUnd  Pml  4  Son,  Whertiu,  W.  Vt, 
^  wa  loc  W.  Ti;  R,  G,  HiTB.  Chnrioll*,  nTC,,  tftdti 
••"*■>.  Cud  B.Cj  Hurt  T.Pow»ll.AtJ»Btfca»,,<p«ml 
•Bsi  l«  G».  tid  *h,;  a,  cTHim  *  Co,,  Jeekionville,  (nnl 


ifeDti  for  Ph.:  QUpu.  Vu  Tiump  i  MonlCDBun'.  WlbmgctoB 
SUle  iMiU  ror  Od,;  ColonuU  Bnnch  Bonthan  deovtaMnt 
Cotmnbu.  B,  C;  Edwu  0.  Seibela.  muufs:  John  J.  Sglbck, 


ii.C.:  A.  L.'imki .  _, . 

Atlute.  Ot,.  ((«  Altji  T,  H,  Brooke,  ■perulueDt.Athnta,< 


r  G>,;  Chu.  U.  diUkrd,  ifHcui  ei 


■cent.  CohimlnKa 
' « ipMial  itent. 
It.  AlhntLO*,. 
lor  G>,;  Chai.  U.  HiUinrd,  iiHcul  e«eD(.  Tunis;  J.  WiUs 
HilUard.iiHulacail.  lUallu.  Flc.for  Fla,  Cult  detmrtmait, 
144  CMOnddrt  St,.  Nnr  Orieu^  U— Emery  i  Hottoo.  («tnl 
uente  tor  Uw,  ud  U.:  Welter  H,  Witty,  epsiil  acoit.  New 
Orleue.U,  3oiiUiwHl(md«p>rtDieiit,D>llM,Tei.— IHionBt 
leonl  unite  [or  Tei,,  Ark,,  Okli,  ud  Colonvl 
R,  M.  Andersen.  DaltH,  Tn..  eiKutiye  epH»I 
"i.  TI    rtnoB, 


Ci 


n.  nkia. 


lu  Anumo;  V.  B,  Kiiflit,  for  E. 
i;  idjiutei.  Bud  Pdw^  Dilbd 
on.  DMIh.  Tdi,.  Inlpeclor,  Hul- 


r.  CutMta,  uencT 


■pecial  laeiit. 
BD  Blvd..  r 

-^ D.  E.  Monm  SttlcwaT^^Mn. 

Ill.LW.T.BIib«,ip«ii]  Mat  Cook  Couity.  A.E,  OniiMid 
L.r.  Kb ■-.--—  ™!--  ■.,,,-.-, 

Jee,  A. Bftwden. encuL ueot uokn ,  «. ,.,, _„ 

Aua.  IndiuqnBt.  Iii£  Iowa;  W.  W.  Widddl.  Slala  igont, 
end  J.  0.  KiDuy  ud  R.  B,  Bertktt,  epMiil  imtiL  Dm  Mduih, 
U,  KuHi:  ThHi.  4  W.  L.  Ovdner.  BtaU  tveli,  C.  M.  Hill, 
J,  L.  Oilbmth,  Fnnk  L.  BritWi,  ipMiil  iieott.  To^i.  Ku! 
jdu  D,  FUntjtr,  ivedi]  eimt,  Kunt  City.  Uo.  Ealoeky: 
DsndCiMwd,aiatiMta(,Iouinilh,Ky,  Miehifen:  Chulci 
Row,  Bl>t(  ifrnt,  Clydg  B,  Smith  ud  E,  W.  Bell  (Cokmiil) 
■HBl  inatt,  LaiiBiu,  Uleh,  Minmotaud  North  Dikoti:  F. 
F.mrtMtntenpiiLLoBieL,^-'-- 


L.  K  Emnei,  naeid  wnt*,  Chieuo,  lU.    C,  W.  Bi 

'    Athen.  III.    Indiui:    F.  O.  Denrndorf,  Btnl*  ipBt, 
Oibrial.  nacbl  Mtot.  Lenefct  AhnM,  Indiuuiola.  Ind,: 


rb!c?M™ 


,    Nebn^:    A.  ),  Lot*.  Butau 


t.  Omebe.  N^;  W.B 


..   .    Lot*.  But*  uent.  Omibe.  > 

ipenel  e«ent  Bo.  Norlolk,  Neb.:  Jimw  H.  _™™, 

meinl  ueDl.  BhH  Suin^.  Neb,;  H.  C.  Dimker.  idmU  ifent, 
UncolD.  Nob.;  W.a.  Millar,  wedil  Mat.  Onttb*.  n£,,  ud  Aihm 
CnjB,i|i«nliceBt,He(tina,Neb,  OUo:  Geo.  W.  tbriab  ud 
0»,  0.  OmeLVKuliBnlLColuinbiie.O.  A,  W,  B«.q>«ekl 
•cent,  Cnloniil  Fin  Dndicvntin.  ColuAiii.  0.    Bo,  DikoM:  E . 


t.  Wit.:  Hilb 


8I*U  Mtnt,  MUwe 
.   Cuidt:  ttea,  E 


C.  Rtou.  ipei         _  

■mn]  wcnta.  Wmniptt.  Mul  Impcond  Ht  dnutanal' 
nedal  ifent,  T.H.Laea.  OeMftl  in^ntoc,  J.B.Mchohon, 
/.  A.  0km,  ipmU  tM  1*0  denutmnt.  Sua  FUb.  B.  D.: 
Fuiftt  denrtment,  Bumdo  ud  Seouieoto  Sli..  8u  FnneiHo. 
^.-WiSnd  0.  Wumuud  Qui  A.Hmy.  totot  (eunlMobTi 
FMnkE-SIOMudMiiiwitlH.Thomeon.uiktutfRmlemte 
S»«leieole^  W,  W.  OmhUKf,  J.  N,  W.t«.  u3  J.  R.  S^ 
No.CeJ.udH>rT,:BuPiueieeo,  J,  A,  Fioll,  tuml  iBnwtor 
Su  Fiusiiea;  E,  A,  Row«  end  J,  F.  Boyko,  Bo,  Cal.  modAru 
Loe  Audei.  Cal.:  E,  R.  ThranMoii.  Ore,,  Pordud.  On,:  Brnoe 
K*lli,WHb,udB.C.,S«ttle,Wuh.:W,8,0illuidC  fi  Hurii 
WMli„Idt,Mont.,Spok»no.Weoh.;C,e.  Hill,  Colo.  Wvo  N' 
M.  ud  Vteh,  Deova,  Colo,  Colurabii  FLrt  Undnwrita,' 
Om«h«.N«b,.C,  O.  Tetasr-  "-i  n  M.rric;.  F  '■—  -  -^.'- 
uilDuin,  Nebruki 
N«b.:A.J.Muniih.SUi 
luatut  SlMle  ifoit,  H    ''  I     i.      ,.  i. 


5K 


Nel>..ip 


._., «,N( „.^,  „, 

DowiKj,  liioob.  Keb-j  ( ■  K.  ftTiiicuml.  Kci 
Oriffln,  Omihi,  Ntb..  J,  T.  BeDniof,  Uuaa 
■cent*,    Kenne:    C,H.  S4'uk,Btiteuent,A 

atile  aniit,  Topdu.  Ban.    low*:    jT  F,  » ,  „_„  ._„. 

Da  Maun;  D  L,  MeCurthy.  Do  Moinee,  1.  ,  ipeoi.l  ^raTSd 
•dioRer.  B<nithDikota^.nd.Mii>o,:  AiiKii>tWu«t^Sbitr>»nl 
D,  L.  MoCoy,  ipeiu]  M.-ni.  Simii  F»ilj.  North  Ddinl*  ■ 
Oiu.  S  Hort-SUWacHit,  firgo  K.  D.  Oklihoros:  J.  H. 
MeNew.Btat(uent.OUiboiu  aty.  The nmpuy opeittM Id 
■II  tbeiMMudiDCuuh. 
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REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


NATIONAL  FIRE  AND  MARINE  INSURANCE  COMPANY, 

Elizabeth,  N.  J. 

PreBident,  H.  R.  Chambers;  Secretary,  H.  0.  Trowbridge.    Organued,  1865. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Lqbkb 

Ybar 

Aoaettf 

Premiums 

Surplus 

Ptemioms 

Income 

Paid 

Dtvidends 

Expenses 

penditures 

Incomd 

1914 

1341,874 

$195,834 

$30,956 

*$425.343 

$435,824 

•$309,073 

$6,000 

$88,123 

$413,196 

$297,248 

1913 

334.642 

135,343 

23,620 

334.677 

372.114 

381,783 

10.000 

99.222 

491.005 

387,222 

1912 

446,996 

239,038 

61,864 

436.863 

463.033 

356,504 

10,000 

112.122 

478.626 

338.278 

1911 

503,381 

252,581 

60,168 

478,003 

493.577 

320.126 

10,000 

109,107 

439.233 

319,019 

1910 

439,392 

203,733 

81.695 

377,921 

393.899 

223,700 

10,000 

97.750 

331.450       232,«H 

*  Includes  $142,431  mar.  prems.  and  $75,065  mar.  losses. 


Anrre,  Dec.  31, 1914. 

Mortgage  loans $20,700 

Bonds  and  stocks . . .  169,815 

Cash 22.264 

Agents'  balances ....  126,893 

Interest  and  rents . .  1, 148 

Other  assets 1.054 


LuLBiLnxES,  Pec.  31, 1914. 

Losses  unpaid $15,084 

Unearned  prems ....       195,834 


Total  liabilities. 
Capital  paid  up. . 
Net  surplus 


Total  aasets $341,874       Total . 


$210,918 

100,000 

30,956 

$341,874 


BoNDB  A.in>  Stocks  Owned.— CoiU. 
Bonds. — Cont. 


Morris  A  Essex 

N.  Y.  ft  Hoboken  Ferry. 
Rahway  Cy.,  adU . . . 
St.  Louis  ft  So.  W., 


cs. 


Underwriting  profit,  $6,613;  investment  profit,  $6,824. 

RISKS  AND  PREMIUMS:  Fire  risks  in  foree,  Deoembv  31. 
$24,993,341;  premiums  thereon.  $303,285;  marine  and  inland  risks 
m  force,  $1,639,494;  premiums  thereon.  $82,659. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$3,683,505;  losses  paid,  $2,403,911;  dividends  declared,  cash, 
$325,000. 

MORTGAGE  LOANS:  There  are  11  loans,  agoe^ting  $20,700, 
mostly  on  residential  property,  in  Elizabeth  andUmon  Co.,  N.  J., 
valued  at  $56,700.  There  was  no  interest  past  due  on  Dec.  31, 
last.  ^  The  company  holds  $29,950  of  insurance  on  the  mortgaged 
buildings. 


Stockb. 

A.  X.  ft  s.  r.  R.  R 

No.  Pacific  R.  R. 

Chi.,  Mil. ft  St. Paul.... 

Cs.Tr.,N.J 

Pennsylvania 

U.S.  Steel,  p 


Par 

Value. 

$10,000 
15,000 
10.530 
10,000 


10,000 
10.000 
20.000 
10.000 
10,000 
10.000 


Market 

Vahtt. 

6.*)'J 


9,900 

19.9.M 

7,i5(i 

n.m 


Totals  (book  value,  $190,531), $190,530      1169.31.) 


BONDS  AND  STOCKS  OWNED: 

BoNDB. 


Broadway  Surface  R.  R 

Elisabeth  Cy.,  r 

Iowa  Cent 

Jersey  Cy-  H.  ft  P.  St.  Ry. . , 
Kan.  Cy.  Ft.  Scott  ft  Memp. 

Louisville  ft  Jeff.  Big 

Mo.Pac.Ry 


Par 
Value. 

$10,000 
15.000 
10.000 
10,000 
10,000 
10.000 
10.000 


Market 
Vahie. 

$10,200 
14,700 
4.800 
7.700 
7,300 
8,200 
6,200 


MISCELLANEOUS:  Conflagration  losses:  Baltimore.  1904. 
$16,000;  San  Francisco,  1906,  $22,658.    Company  transacts  some 

nhis  business  through  Chas.  Bogert,  New  York,  and  BoUiDfl 
urdick,  Chicago.  111.    The  company  operates  in  111.  and  N.  i. 
Chas.  Bogert,  general  agent,  Westwood,  N.  J. 

DIRECTORS:  H.  R.  Chamben,  F.  F.  Olasby.  J.  8.  Frelioc- 
huysen,  J.  E.  Dunham.  P.  K.  Brown.  W.  H.  Kellner.  H.  C.  Trov 
bridge,  J.  W.  Whelan.  J.  F.  Spinning.  M.  M.  Crane,  R.  S.  \^li 
liams.  A.  R.  Herson.  Henry  W.  Cnme,  E.  C.  Jameson.  C.  C 
Coleman.  Russell  W.  Lewis,  Arthur  D.  Chambers.  Foster  M.  Voot 
hees. 

FIELD  MEN  AND  TERRITORY  COVERED:  Sp«ia 
agents,  Charles  Bogert.  Westwood,  N.  J.;  Lazunis  ft  EUckerl 
Bayonne,  N.  J.;  IHvid  Gordon.  Paterson.  N.  J.;  Alex.  La\ki 
Paasaic,  N.  J.;  Rollins  ft  Burdick.  Chicago,  lU..  general  agents  fa 
III.    The  company  operates  in  111.  and  N.  J. 


NATIONAL-BEN  FRANKLIN  FIRE  INSURANCE  COMPANY, 

Pittsburg,  Pa.a 

FMsiden^  Samuel  McKnight;   Viee-Presid^tB,  C.   F.   Stifel.  J.  C.  Porter;    Secretary,  H.  M.  Schmitt;    Assistant  Secretari< 

Thos.  A.  Hathaway,  S.  J.  Cross,  A.  C.  Ross.    Organised.  1866. 


Year 

Aasets 

Unearned 

Net 
Surplus 

Net 

Total 
Income 

Losses 
Paid 

Dividends 

Expenses 

Total  Ex- 
penditures 

Loasea 
Incurred 

1914 
1913 
1912 
1911 
1910 

$3,374,660 
3,347.530 
3.341,451 
3,215,161 
3.130,932 

$1,761,473 
1,665,562 
1,609,101 
1.398,809 
1.343,159 

$385,554 
532,383 
531,052 
638,831 
633,661 

$1,643,657 
1,474,754 
1,525,588 

1.306.82S 
1,377,092 

$1,813,524 
1,650,458 
1.698,068 
1,470,427 

•1,638,538 

$924,738 
797,932 
726,137 
686,553 
642,074 

$120,000 
160,074 
160,000 
136.064 

t287,536 

$751,737 
679,584 
692.146 
573,990 
601.252 

$1,796,475 
1.637,590 
1,578.283 
1.397.607 
1,530.862 

$1,002.1 
752.( 
743.^ 
695.i 
549. 

*  Includes  $125,000  premium  on  new  stock.    X  Includes  $  1 75.000  stock  dividend. 


AsssTS,  Dec.  81, 1914. 

Bealestate $146,800 

Mortgage  loans 2,297.021 

Bonds  and  stocks... .  334,230 

Collateral  loans 81.500 

Cash 215,325 

Agents'  balances. . . .  253,712 

Intoest  and  rents....  45,872 

Otheraasets 200 


LiABiuTUBs,  Dkc.  31, 1914. 

Losses  unpaid $204,578 

Unearned  prems 1,761,473 

Other  liabUitiee 23.055 

Total  liabilitiee. . .  $1,989,106 

Capital  paid  up 1,000,000 

Net  surplus 385,554 


Totalaneta $3,374,660       Total $3,374,660 


Underwriting  loss,  $193,911;  investment  profif,  $167,083. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$361,624,681;  premiums  thereon,  $3,491,553. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$17,073,493;  losses  paid,  $7,521,740;  dividends  declared,  cash, 
$1,737,801;  stock.  $227,500. 

«  Statement  according  to  Pennsylvania  standard. 


REAL  ESTATE  OWNED:  Comprises  19  items  of  dwelt 
farm  and  lot  property,  all  but  one  (m  Toledo.  0.)  in  Alle«fa 
Co.,  Pa.,  the  total  book  value  being  $133.65$,  and  the  maj 
value,  $146,800.  The  company  during  Uie  past  yettr  recei 
$10,503  in  rents  and  paid  $6,172  taxes  and  expenses. 

MORTGAGE  LOANS:  There  are  851  loans  aggresa 
$2,297,021,  mostly  upon  properties  in  Pittsburg,  N.  S.,  with  a 
in  Kttsburg  proper  and  neSghboring  towns.  Only  a  few  e( 
or  exceed  $10,000  in  amount.  There  was  $7,489  ot  interact  g 
due  on  December  31,  last.  Most  of  the  loans  appear  to  be  an 
protected,  the  value  of  the  mortgaged  preouses  oeing  S5,09^. 
and  the  company  holding  $2,950366  of  msurance  on  the  buUdi 

COLLATERAL  LOANS  are  as  foUows:  Market  Am 

Securities.  Value.  Loa 

R.  E.  Sav.  ft  Tr $1,800  %\ 

R.  E.  Sav.  4  Tr 1,800  J 

R.  E.  Sav.  4  Tr 600 

R.  E.  Sav.  &Tr 600 


REPORTS    OF    FIRE    INSURANCE    COMPANIES. 
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NATIONAL-BEN  FRANKLIN  FIRE  INSURANCE  COMPANY,  Pittsburg.  Fa.—Cont. 


CoiumjLL  Loans.— Coni. 
Seeorities..— Con/. 

RE&r.^Tr 

Aik^eayTr 

Bk.ofRrti 

R.E.S.v.4Tr 

R-ESar^TY 

R.E.SbT.4Tt 

R.E.SiT.4Tr 

N»t.  Mortar  A  Snpply 

ataadtfd  UndenrooiKi  Cable , 

R.E.3»T.4Tr 

R.E.SaT.ATr 

R-E.  SiT.AIV 

R.E.S»f.4Tt 

L  a  SwUh  Wooden  Ware 

R.E.S*T.&T>  ...     . 


Market 
Value. 

$3,600 
1.680 
1.380 
1,800 
2.400 
1.800 
1,200 
5,500 

113.100 
1,200 
1,200 
1.800 
1.200 
5.250 
600 


Amount 

Loaned 

12,500 

1.800 
1.300 
1,800 
1.300 
1.000 
3.500 
58,000 

800 
1.800 
UOO 
1,000 
1,600 

400 


Bonds  and  Stocks  Ownbd. — Cont. 

Bonds. — Cont. 

Nat.  Tube  Co..  1  m.,  g.,Pitt8.,  1952.  5%. 

Phil..l  m.  A  CoLtr.,g.,Pa..  1949.  5%. 

Pitts.  Cruc.  Steel.,  1  m.,  g.,  Pitts.,  1928, 5% 

Stocks. 

Allegheny  Tr.,  No.  Side.  Pitta 

R.  E.  Sav.  ft  Tr.,  No.  Side,  Pitts 

Gn.  Adj.  Bur.,  N.  Y.  C 

Aspinwall  Dellafield,  Aspinwall.  Pa 


Par 

Market 

Value. 

Value. 

125,000 

t25,000 

2.000 

1.980 

20.000 

19,800 

2,500 

3.650 

500 

600 

100 

100 

3,550 

4,260 

Totals  (book  value,  $327.920) $342,557      $334,230 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

a<aeTiIJe^Can..i,1943,5% 

Coluibui,  Ga.,  lows  bg.,  1940. 4i% 

giMntofl  Can.,  d..  1924.  4  J% 

Ft.  Jul,  Can.,  d.,  1928, 5% 

FtffnL.Giii.,d.,1936.4i%, 

Miffliioo,Caa.,d.,1934,4J% 

M«ifcbe  Hat,  Can.,  d.,  1943, 5% 

Bsnalw,  B.  C..  Can,,  d.,  1960,  4}% . . . . 

Wla.  B.  C.  Can.,  d.,  1960, 6% 

P«t«ieh  Prairie.  Ctai..  1945, 5% 

Jiibtooft,  Can,  d..  1943,5% 

»nto»,  C^,  pub.  »c.  d.,  1953, 5%. . 

»f  Booi&a,  Can.,  d.,  1943,5% 

Tonnio.  Can.,  d.,  1919.  3i% 

JaaowTer,  Can.,  local  iinp.d.,1923,  4J% 

jKtoit,Can.,  d.,  1924. 4f% 

Se-.flria,Can.,d..  1938.  4% 

Jookoek,  Can..  d„  1920, 4% 

K  MeE.  40.  Rj..  1  ea.  m.  g..  1931, 5% 
Ktti  k  Bmn.Tc.,1  m.,  g..  1929,  5%. . . . 
•«M  End  Tc  gn.  m.,  Pitts.,  1938, 5%. . 
f  Pi.  Ry.,  1  m.,  g.,  Pitts.,  1931,  5%  . 
MM  k  Laujjilin  Steel  Co.,1  m.g.,P.. 
190.S% 

ilea.  RiT..  cs.  c*  c,  1  m.  g.,  Pitts.,  1949, 


$148,510 

Par 
Value. 
$5,000 
10.000 
15,000 

5.000 
10.000 
10,000 
.10.000 
10,000 
10,000 

5.353 
10,000 

5,000 
10,000 
10,000 
10.000 
24,333 
20,000 

5,000 
10,220 
11.000 
15,000 

5.000 

8,000 
15,000 

30,000 

10,000 


$81,500 

Market 

Value. 

$5,000 

10.200 

14,100 

5,000 

9,500 

9.600 

9,300 

9,600 

9,500 

3,961 

8.800 

4,500 

9,500 

9,400 

9,300 

23,116 

19,400 

4,800 

8,891 

10,230 

15.300 

5,100 

7.840 

15,000 

30,300 

11,600 


MISCELLANEOUS :  National  paid  a  stock  dividend  in  1873 
of  $12,500;  capital  increased  in  1903  from  $100,000  to  $200,000  by 
cash  payments,  and  $55,000  premium  on  new  stoek  realised.  In 
1906  capital  increased  from  $200,000  to  $500,000,  and  $111,013 
was  resjind  as  premium  on  the  new  stock  issued,  and  in  1910 
capital  increased  to  $1,000,000  and  $125,000  additional  surplus 
paid  in.  National  consolidated  with  Ben  Franklin,  December 
28,  1910,  capital,  $1,000,000.  Conflagration  kMsee:  Chicago, 
1871,  $2,500;  Baltimore,  1904.  $833;  Salem,  $115,462.  Statements 
according  to  Pennsylvania  standard. 

DIRECTORS:  John  Thompson.  Chas.  F.  Stifel,  A.  H.  Lauman. 
P.  T.  McCance,  John  Ommert,  August  Loch,  N.  J.  H.  Gerwig, 
Saml.  McKnight,  Joe.  C.  Porter,  T.  C.  Pitcairn,  R.  J.  Graham, 
Jas.  B.  Jones,  R.  V.  Ktoaim,  H.  B.  Ingham,  R.  C.  Tannehill,  Jr., 
H.  M.  Schmitt. 

FIELD  MEN  AND  TERRITORY  COVERED:  Geo.  S. 
Rosencrants,  Boston,  Mass.,  general  agent  for  New  England 
States;  Louis  P.  Matthews,  New  York  Ci^,  special  agent  for  N.  Y. 
and  N.  J.;  Geo.  J.  Porter,  Philadelphia,  ra.,  special  agent  for  Pa., 
Md.  and  So.  N.  J.:  Thos.  E.  Allaire,  Cleveland,  O.,  special  uent 
foi  0.:  H.  W.  Watkins,  Indianapolis,  Ind.,  special  agent  for  lad.; 
Sam'l  T.  Sheppard,  Detroit,  Mich.,  special  agent  for  Mich.;  H.  A. 
lingenfelser,  Milwaukee,  Wis.,  special  agent  for  111.  and  So.  Wis.; 
Norman  J.  Theiss,  Minneapolis,  Minn.,  special  agent  for  Minn, 
and  No.  Wis.;  P.  M.  Wigginton,  Portland,  Ore.,  special  agent  for 
Ore.  and  Wuh.;  R.  E.  Schramm,  Chicago,  III.,  special  agent  for 
la.  and  Neb.;  Jas.  F.  Cobb  Co.,  San  Francisco,  Cal.,  general  agents 
for  Cal.:  Langdon  C.  Quin  &  Co.,  Athens,  Ga.,  genmU  agents  for 
Ga.  ana  Fla.;  Hays  Bros,  ft  Reynolds,  Raleiim,  N.  C,  general 
agents  for  N.  C.;  David  Huguenin,  Charleston,  S.  C,  general  agent 
for  S.  C;  J.  R.  Gardner,  Denver,  Colo.,  general  agent  for  Colo., 
Mont,  and  Utah.  The  company  operates  in  Cal.,  Colo.,  Conn., 
Fla.,  Ga.,  111.,  Ind.,  la.,  Kan.,  La.,  Md.,  Mass.,  Mich.,  Minn., 
Mo.,  Mont..  Neb.,  N.  J.,  N.  Y.,  N.  C,  0.,  Ore.,  Pa.,  S.  C,  Tenn., 
Tex.,  Utah,  Wash.,  Wis.,  Wyo.  and  in  Can. 


NATIONAL  BREWERS  INSURANCE  COMPANY,  Chicago,  111. 

President.  W.  H.  Rehm;  Secretary,  E.  Graham  Rhoads.    Organised,  1906. 


nil 
mi 

1911 
1910 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Losses 

Amta 

Surphis 

Premiums 

Income 

Paid 

Dividends 

Expenses 

penditures 

Incurred 

1350,298 

$18,393 

$127372 

$33,778 

$48,344 

$3,614 

§$26,658 

$13,572 

$43344 

$6,532 

339.800 

18.618 

120,370 

34,597 

48,875 

12,749 

519,157 
$33,389 

13,657 

45,563 
48,737 

12,611 

340.116 

18.679 

120,687 

35,449 

48,327 

2,268 

13,080 

2,216 

344,246 

19,267 

123,662 

36,427 

60,280 

15,376 

(18,019 
(26,705 

13.342 

46,737 

15,274 

340,191 

18,596 

120,845 

35,104 

60.174 

6,098 

13,489^ 

46,292 

3,658 

i  loebdes  dmdecds  to  poficyhoklers:  $6,706  in  1910,  $8,019  in  1911.  $8,389  in  1912,  $9,157  in  1913  and  $6,658  in  1914. 


Awn,  Dk.  31. 1914. 


$<^udsfcDdEi. 

f»3ti'bila^. 
laerest 


$313,920 

27,495 

4,435 

4,448 


LuBiurrBB,  Dk 

Losses  unpaid 

Unearned  prems.. 
Other  liabmties. . 

Total  liabilities. 
Capital  paid  up. . 
Net  surplus 


31, 1914. 

$3,000 

18,393 

1,063 


$22,476 
200.000 
127322 


ToUi 


$350,296       Total $350,298 


Taderwritiag  profit,  $15,993;  investment  profit,  $18,117. 

KISS  AND  PREMIUMS:  Foe  risks  in  force,  December  31. 
H406i6l:  ivamnms  thereon,  $36393. 

fil'SINlSS  SINCE  ORQ-ANIZATION:  Premmms  received, 
C71138;  bases  pakl.  $52345;  dividenxk  declared,  cash,  $125,000. 

BONDS  AND  STOCKS  OWNED: 

-    ,  ^  BOKDS. 

C«kCb.,IlL,e,  L,  1920-25, 4% 

J^  Da  flC  ChU  1915-20,  4% 

^•;J^lflfr-23.4% 

•^:iCy.,cp.  11^.1955^,4% 

?»u!a..l938,4rr.... 
B.  4  Q.,  IL  tfrr..  1940. 4% 


Bonds  and  Stocu  Ownid.— C<m<. 

Bonds.— Coii4. 
C,  R.  I.  A  P.  Ry.,  gn.  m.,  1988,  4%. 

Peoples  Gas,  1947,5% 

Powell  Riv.  Co.,  1926,  6% 

Lracoln  Pk.,  1928,  4J% 

Connecting  R.  R.,  ov..  1915,  3}%. . . 

Chicago  Tl.,  1923,  5% 

Commonwealth  Edison,  1943,  5% . . . 
Armour  ft  Co.,  1939,  4J% 

Stocks. 
Western  Ad.  ft  Insp.  Co 


P^r 

Market 

Value. 

Value. 

$5,000 

$4,450 

10.000 

10.100 

7,000 

7.000 

7,000 

7,210 

5,000 

5,000 

5,000 

5,050 

5,000 

5,100 

5,000 

4,650 

100 


200 


Par 

Market 

Value. 

Value. 

$35,000 

$34,650 

6.000 

6.970 

65.000 

64350 

33,000 

32,670 

62,000 

61.970 

30.000 

30.600 

5,000 

4,750 

Totals  (book  value.  $321.249) $315,100      $313,920 

MISCELLANEOUS:  The  company  was  organised  in  April. 
1906,  and  commenced  business  early  in  1906  with  $100,000  capital 
and  $50,000  surplus.  Capital  increased  in  1908  to  $200,000. 
Those  Interested  m  the  company  are  all  brewers;  and  the  com* 
pany  will  write  nothing  but  brewery  plants  and  allied  industries. 

DIRECTORS:  E.  A.  Faust,  Geo.  Reiseh,  Chas.  E.  Succop, 
Otto  Kubin.  N.  W.  Kendall,  E.  F.  Meyer,  Wm.  A.  Birk,  Carl  J. 
Hoster,  Edward  Landsberg,  Rudolf  Brand,  E.  Graham  Rhoads. 
Peter  S.  Thuerer,  Henry  Gund,  Wm.  H.  Rehm.  Gustave  W. 
Lembeck.  Chas.  Hasterlik,  C.  H.  Henning,  R.  J.  Schoefer. 
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NATIONAL  EXCHANGE   INSURANCE  AND   TRUST  COMPANY, 

Waco,  Tex. 


Prendent,  Chat.  A.  Weathered;    Secretary,  Nat  S.  Smith.    Organised.  1912. 


AsBBTB  Dec.  31. 

Real  estate 

Mortgage  loans.. .. 
Bonds  abd  stocks. . . 

Collateral  loans 

Cash 

Other 


1914. 

1249,134 

115,144 

40,056 

71.915 

4,554 

16,952 


LuBiLnnB.  Dae.  31, 1914. 

Total  liabilitiei...  1104,612 

Capital  paid  ap 220,000 

Capital  part  paid .. .  22,952 

Net  surplus 150,191 


Totalassets 1497,755       Total $497,755 


MISCELLANEOUS:  This  oompany,  which  was  orgamnd  h 
1912,  is  onpowered  by  its  charter  to  traraaet  fire  and  o^ 
branches  of  insuranoe,  but  we  are  informed  by  the  secretary  that 
the  oompaiiy  has  not  as  yet  written  fire  insurance  and  Uut  it  viU 
not  do  so  until  the  fuU  capital  of  11,000.000  is  sdd.  It  is  at  pm- 
ent  doing  a  goieral  loan  and  titie  mauranoe  buaness.  The  total 
inctane  for  the  year  1914  amounted  to  ^7,204  and  ezpeneei  to 
$28,572.    Dividends  paid,  three  3%  and  one  10^  cash  dmdend. 

DIRECTORS:  Chas.  A.  Weathered,  Sam  Sanger,  R.  £. 
Threadgill,  W.  H.  McCuOough,  Nat.  S.  Smith. 


NATIONAL  LUMBER  INSURANCE  COMPANY,  Buffalo,  N.  Y. 

President.  Morris  S.  Tremaine;  Secretary,  W.  P.  Haines.    Organised.  1905. 


YitAB 

Assets 

Unearned 
Premhims 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

Losses 

Paid 

Dividends 

'Rrpamiftf 

Total  Ex- 
peoditures 

LoMi 
Ineontd 

1914 
1913 
1912 
1911 

$377,218 
332,440 
407,379 
400,598 
380.872 

$90,459 

**"l26^466 
124.573 
128,061 

$50,277 
63.233 
52,015 
54,220 
14,223 

$187,587 
183,784 
236394 
233.630 
255,085 

$202,026 
198.064 
250.821 
246,121 
270.365 

$62,700 
142.422 
126.370 
128.322 
167.332 

$6,000 
12.000 
12.000 

$94,468 
113375 

99311 

97.985 

104,608 

$163,168 
268397 
238,181 
226.307 
291,940 

151,888 

160,963 
133,M2 
118,838 

1910 

"*2b'.666l 

163.184 

AassTs.  Dec.  31. 1914. 


LuBiLrms,  Dbo. 


Bonds  and  stocks. 

Cash 

Agents'  balances. 

Interest 

Other  assets 


$243,240 

91.115 

39,182 

2318 

1,358 


unpaid 

Unearned  prems... 
Other  liabilities. . . 

Total  liabiUties.. 
Capital  paid  up. . . 
Net  surplus 


Total  assets $377,213       Totol . 


31. 1914. 

$29,148 

90,459 

7329 

$126,930 

200.000 

50,277 

$377313 


Underwriting  loss.  $27,069;  investment  profit,  $18,498. 

RISKS  AND  PREMIUMS:    Fire  risks  in  force.  December  31. 
$16,423,571;  premiums  thereon.  $171,967. 

BUSINESS  SINCE  ORGANIZATION:    Premiums  reoaved. 
$1,916,065;  kMses  paid.  $964,156;  dividends  dedared.  cash.  $80,000. 

BONDS  AND  STOCKS  OWNED: 

BOMDB. 

N.  Y.  Cy..  OS.  stk..  191849.  3}% 

N.  Y.  Cy.,  op.  stk.,  1954^.  3i% 

N.  Y.  Cy..  op.  stk.,  1957,  4i% 

Oy.  of  Buffak).  1930,  3i% 

^.  of  Buffate.  1931,4% 

Erie  Co.,  N.  Y.,  cpxid  roads,  1919.  4%. 

So.  Pao.,  cv.,  1929,  4% 

Ont.  Pow.,  d.,  1921,  6% 


Par 

Market 

Vahie. 

Value. 

$25,000 

$23,000 

146,000 

128,480 

10,000 

10,700 

5,000 

4,650 

13,000 

12370 

10.000 

9,900 

3,000 

2380 

10.000 

9,800 

Bonos  and  Stocss  Owmbd.— (7ot<. 
Bonds.— CmI. 


Cohoes  Cy..  1914. 3}%. 
N.Y.Cy.,  1915-17.  6%. 


BroGXB. 

B.  a  0.  R.  R..  com 

W.  Ad.  A  In^ 

Ateh..  Top.  A  S.  Fe  R.  R..  com 

N.  Y.  Cen.  A  Hud.  River  R.  R.,  com. 


Par 

VahM. 

$5,000 
12300 


10.000 

100 

10.000 

5.000 


Market 

VahK. 

85.050 
12JW 


8,900 

9.900 
4J00 


Totals  (book  value  $266,172) $264,600      1243^ 


MISCELLANEOUS:  This  company  began  business  with  a 
paid-up  capita]  of  $200,000  and  a  surplus  of  $50,000.  On  Dec  31, 
1913,  the  company  reinsured  its  outstanding  risks  in  the  New  Hami>- 
shu«  Fire,  its  wntings  in  January,  1914,  abo  being  automatieal^ 
reinsured  in  the  New  Hamj^shire.  The  oompany  continued  bua- 
neas  in  a  m»e  restricted  territory  with  Oram  a  Forster,  New  Yoik, 
as  its  general  agents. 

DIRECTORS:  J.  C.  Batohdor.  H.  F.  Bingham.  A.  W.  Booth, 
W.  P.  Haines,  C.  J.  Hamlin,  G.  H.  H.  Bills.  B.  F.  Jaokson,  W.  C. 
Laidlaw,  W.  L.  Manjy.  J.  F.  Middledith.  H.  C.  Milb.  Q.  B.  Moat- 
epmcry.  H.  £.  Montgomery.  C.  H.  Presoott,  Jr.,  A.  a.  Pimm.  M. 
E.  Preiseh,  M.  S.  Tremame.  C.  M.  Smith. 

TERRITORY  COVERED:  The  oompany  operates  in  Cal., 
HI..  Ind.,  Mass.,  Mich.,  Minn.,  N.  J..  N.  Y..  0.,  fk.,  and  Wis. 


NATIONAL  SECURITY  FIRE  INSURANCE  COMPANY,  Omaha,  Neb. 

President.  Walter  A.  Qeorge;  TVeasurer.  F.  J.  Zeman;  Secretary.  0.  A.  Daniekon.     Incorporated,  1914. 


This  oompany  was  inowporated  late  in  1914  with  an  authorised 
coital  of  $500,000.  It  was  proposed  to  sell  the  shares  of  $100  each 
at  a  premium  in  order  to  create  a  $500,000  surphis.  At  present 
about  $200,000  has  been  subscribed,  all  of  whieih  has  been  paid 
in  in  cash  or  stockholders  notes.  The  organisation  eroeneeB  are 
to  be  limited  to  15%  of  caiutal  stock.    The  president  and  promoter 


of  the  oompany  is  Walter  A.  Qeorce.  formerly  state  treasurer  d 
Nebraska,  and  proimnentty  identified  in  local  banking  eireles.  The 
National  Beounty  expects  to  oommenee  business  dnriag  July.  1915^ 
The  directors  are  W.  A.  George.  E.  E.  HoweD.  (Vioe-PrendcDt) 
M.  D.  Hatch,  F.  J.  Zeman,  C.  H.  Aldrieh,  W.  B.  Howard.  E.  £ 
Royoe  and  C.  H.  Clanoy. 


NATIONAL  UNION  FIRE  INSURANCE  COMPANY,  Pittsburg,   Pa. 

Praidant,  E.  E.  Cok;  Tufr-Ptandant,  A.  W.  MeDoo;  Seentuj,  Wm.  Q.  AnHtroiic.     Orfuind,  IWl. 


YlAR 

Aseete 

Unearned 
Pramiuma 

Net 

Surplus 

Net 

Pkemiuma 

Total 
Income 

Looms 
P^ 

Dividends 

Expenses 

Total  Sx- 
penditorea 

Ineuired 

19141 
1913/ 
19121 
1911i 
19101 

$4,195,444 
4.604.781 
4.136.838 
3.911371 
3407.145 

$2,479,502 
2.889,334 
2.34A.994 
2.062.812 
1.604,162 

$263,340 
408,758 
545.227 
532/m 
408.102 

$1,960,372 
2.702.296 
2.302.953 
2.072.601 
1.933.032 

$2,149,222 
2.875.191 
2.462374 

{2367,125 
2,069391 

$1,604,026 

1,291.996 

1.121.888 

1.018.443 

941386 

$90,000 
90.000 
90.000 
85300 
81300 

$955,015 
071.352 
896.563 
785.968 
778.4681 

$2,649,041 
2353348 
2.107.451 
1389.901 
1.705.754 

S1.6»5.4« 

WHM 
931.63 

X  laehides  $75,000  presDium  on  new  stock  in  1900  and  $60,000  in  1911.       I  PeimBylnaiia  standard. 
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NATIONAL  UNION  FIRE  INSURANCE  COMPANY,  Pittsburg,  Psi.^Continued, 


Bed 


Boodisiiifltocki. . . 
Loto  OB  ft.  Witer, 

im,&% 

CiA..... 

Agatt'idaaBei.... 
latoataadreBta... 
Otfcer 


Dm.  31. 1914. 

130,654 

487,635 
2,738.241 


115.000 

176,303 

518,828 

46,644 

82,050 


LuBiums,  Die.  31. 1014. 

LoMMimiMid 8202,627 

Unflunedpraoi....  2,479,502 

TuM  4  exp.  aeer. .  59,458 

Borrowed  rnonej.. . .  100,51 7 

Total fiftbOitus...  $2,032,104 

Capita]  paid  up. ... .  1,000.000 

Netsurphu 263.340 


Total 


$4,195,444       Total $4,195,444 


RISES  AND  PREMIUMS:  Fire  ridct  id  force,  December  31. 
Hli.90S,S3O;  premiome  thereon.  $4,817,258. 

BCSINESS  SINCE  ORGANIZATION:  IVemimne  reeciTed. 
t205S5J63:  kane  paid.  $11.404315;  dividenda  deelared.  oaah, 

1547^00. 

RL4I  ESTATE  OWNED:  Conaifta  of  a  frame  dweUiag  at 
AnioQ,  Fk..  a  bride  dweUinc,  etc..  at  218  South  DaUaa  ave., 
FhtBbvs.  aad  two  frame  dwd]iiifi  at  Albia.  la.,  all  earned  at 
book  -nlat.   Tht  net  income  last  year  amounted  to  $1 ,661. 

MORTGAGE  LOANS:  All  of  the  50  loaiM  (exoept  5  on  briek 
apvtaeatB  in  Skit  Lake  City,  one  for  $13,000,  one  for  $14,500, 
ucdkff  for  $20,000)  are  npon  pioperticB  located  in  or  near  Pitta- 
bEif.aBd  the  total  amount  of  $487,625  is  protected  by  real  estate 
enaated  worth  $1,162,855.  There  is  one  loan  of  $50,000  on 
SirispUe.  Fa.,  property  vahied  at  $107,500;  one  of  $27,500  on 
3iae  itmce  aJMl  manmaetuxing  plant  in  Pittobur^,  Pa.,  valued 
MtSiOOl^  and  ooefor  $45,000  on  frame  storage  buildmg  and  manu- 
faetBiag  pbnt  in  FSttaburg.  Pla..  valued  at  $100,000.  The  re- 
s»der  laoge  from  $22,500  to  $L000.  There  was  no  interest 
pMt  dac  OB  Deeember  31,  last.  The  oompany  holds  $503,060 
'Jsmnaee  on  the  buildings , 


BONDS  AND  STOCKS  OWNED: 
Boima. 

Ai&Ti3e.N.C..lM1.5% 

fcErtiW,  Can..  1942. 4i% 

CiJpiT.  Can.  Phit.  Pub.  se..  1935. 4i%. 

C*!pi7.Caa.,d..l933.5% 

Edmoaum,  Csn^  1953,  &% 

Gi,  Slate  of.  1916, 4i% 

GTid|A,Can..l932,4% 

GQd|ib,Cta,  1940. 4% 

uad|A.Csn..I«2.44% 

H«itoa.GnL,d..  1934.41% 

Li^ihartVa.  1984,4%.      

,M!i5gieHat.Can..l942.6% 

Mcatral,  Oaa.,  d..  1937.4% 

Mfi&treal,  Oul.  Prot  ae.,  1939. 4%. . . . 

Si-?!*^ '-*•**•  **% 

J«ttk,Va,  1928-39, 4% 

NiBa.Can.,1928.5% 

|5«.Caii.,d..l«B»,4J% 

|«fcaaBd,?a.,1938,4% 

|l.BoeilK,Oaa..l917.6% 

*-Bcafc«,OaiL.d..l982.6% 

3!KJ»er,S.C.,1951.ft% 

Tacato.CbB^d..l020,4% 

f^uesonr.  Can.,  d.,  1923, 4i% 

^^rtam,C^d.,1904,4i% 

AJk.Val.SLBy..l9e«.6% 

&.  T.  A  S.F.BJL.eT.,  1960,4% 

B.A0.1UL.er^l033.4i% 

C«st  rf  Gi.  ILB^  Chat.  Dir.,  1951. 4% 

C,  M.  4  fit  P.  Ry.,  CT..  1932. 4§% 

!H.T..14rr.m.,1964.5% 

L  S.  4  Mich.  86.  KJt.,  1928-31.  4%. . 

LAX  ILR.,  1965.4% 

M.|ji-adj.m^l942.5% 

;  Ti.Bjfc  Co.,  1  r- a.  r.  m..  1942.4%. . . 

j4W,fiy,cv^l«8.4i%. 

^  4  W.It£,  Dir..  1044.4% 

J*fc«Co.,l»97,4% 

&  Ac  R.IL,  1  r.,  ia65, 4% 

y-P»c.RJUev..l927.4% 

£H4]LB^lm.,lM2.4% 

*iattsa^akB8bd.B7.,1960.4% 

Aw.UftTt.l92f,4% 

At^Caal.l9tt.6% 

H«VBTU.W«t.,lfl82.5% 

C«t.OiLll-lB^1943,5% 

?j«iCol».H.C,11»21-«0,5% 

Coke,  1942.  5% 


---C.*C.,1«1.5% 

Jbsa  A  Laad&  Steel  Co..  1939. 5% 

Kt«i^ton  Wat,  1980. 5% 

Utrob€Wat-.l»18,5% 


Par 
Value. 
$20,000 
15.000 
10.000 
15.000 
10,220 
10,000 
1.000 
6.000 
8,000 
15.000 
20,000 
10,000 
7,000 
13,000 
10,000 
12.000. 
15,000 
10,000 
18,000 
10.000 
15,000 
10,000 
24,333 
10.000 
25.000 
50.000 
150.000 
75.000 
20.000 
100.000 
50,000 
50,000 
25.000 
18.000 
5.000 
100.000 
50.000 
30,000 
50.000 
50,000 
50,000 
50.000 
50.000 
50.000 
25,000 
20,000 
25.000 
100.000 
13.000 
50,000 
25J00D 
50,000 
30.000 


Market 

Value. 

$20,000 

14.413 

9.500 
14,701 

9,913 

10,000 

962 

6.277 

7.646 
14.757 
19.000 

9.417 

6,660 
12,350 
10,079 
11.400 
14.805 

9.020 
17.100 
10,000 
14314 
10,000 
23.116 

9,675 
24,042 
50.000 
147.750 
69,000 
18.000 
101.750 
49.500 
46.500 
23.250 

9.720 

8,800 
104,750 
45,000 
28.600 
43.000 
46.000 
45.626 
31,000 
45,000 
44.500 
25.000 
20,000 
24.937 
100.000 
13.000 
50.000 
25.000 
50,000 
30,000 


BoNna  AjffD  Stocks  Owhsd. — CotU. 
BomM.— Cott<. 

Mceta  Machine  Co.,  1915-19. 5% 

Mon.  R.  C.  C.  A  C,  1949,  6% 

Nat  Pire  Proofing,  1916-32, 5% 

Nat  Tube,  195275% 

Penn  Wat,  1929.  5% 

Pittoburg  Brewing.  1949.  6% 

Pitto-Bidralo.1929.5% 

Pittabuig  Coal.  1931,5% 

Pittsburg  Crucible  Steel.  1924-34,  5%. 

Pitts.  Lm_B.  a  0.,  1916,  6% 

Racine  Wat,  1931.  5% 

St  Joeeph  Wat.  1941. 5% 

Standard  San.  Mfg..  1920.  6% 

Union  Bag  A  Paper,  1930,  5% 

Union  Gas.  1929.  5% 

Union  Steel.  1952,  5% 

Vandalia  Coal.  1930.  6% 

W.BiaddockBg..  1927.5% 

W.  Union  Tg.,  1950. 4i% 


•  ■  •  •  I 


9rocxB. 

Jf  •  cC  \j.  K.iC..  p.  ...•.•• 

B.  A  0.  R.R..  com 

Ill.CaitR.R 

N.AW.R.R 

A  B*  AV*Aw  ■••■•  ■  ■  ■  ••••••■*■•■•■■ 

Pittoburg  A  L.  E.  R.R 

Farmers'  Dep.  Nat  Bk..  Pitta. 
]st-2nd  Nat.Bk..  Pittoburg.  Pa. 
Western  Union  Tg 


Par 
Value. 

$15,000 
25.000 
46,000 
10.000 
65.000 
50.000 
42.000 
70.000 
25,000 
25.000 
20,000 
50.000 
50.000 
25,000 
13.000 

117.000 
50.000 
23.000 
25,000 


20,000 

3.000 

30.000 

156,200 

110.000 

12.550 

5,500 

2300 

28.600 


Market 
Value. 

$15,000* 
28.875 
45.540- 
10.000* 
65,000- 
35.000< 
42.000> 
65.100' 
25,000- 
25.000 
20.000 
45.000* 
50.000 
22,500' 
13.000 

122,265 
47.500- 
23.000 
23.750 


16.100 
2,670 
33,750> 
163329 
122,100< 
52,710- 
6,325 
2.800« 
16302 


Totals  (book  vahie,  $2.807339) $2,795,203    $2.738341 


MISCELLANEOUS:   This  oompany  oommenced  businesi  with 
a  pakiHxpomital  of  $500,000  and  a  surplus  of  $250,000.   Capital 
ineieaaed  in  1902  to  $750,000;  in  1906,  $1,050,000  of  surphis  was- 
paid  in  by  stodchoUets,  and  in  1909  capital  was  increased  from. 
$760,000  to  $900,000,  and  $75,000  realised  as  preouumi  on  the 
new  stock  soM;  o^  increased  in  1911  to  $1,000,000  and  $60.00O< 
reahied  as  premium  on  the  new  stodc  sold.   Conflagration  losses: 
Baltimore.  1904.   $126373;    San  Franciioo.    1906.   $1,110,976; 
Chelsea.  1908.  $144,979.    Special  depoeito.  vahicfl:  Ga.,  $10,000; 
N.  M..  $10,080;  Va..  $47,500;  Can..  $210,563. 

DIRECTORS:  J.  Stnart  Brown.  H.  Buhl,  Jr.,  E.  E.  Cole,  John 
FaneD.  James  B.  Haines.  Jr.,  B.  F.  Jones,  Jr..  James  H.  Loekhart 
H.  C.  McEkfewney.  A.  W.  Melkm,  George  T.  Oliver.  David  B. 
Oliver.  H.  K.  Porter.  Alexander  C.  Robinson,  Wm.  B.  Schiller, 
Edward  A.  Woods,  George  Z.  Hoaadc.  Fred  S.  James,  Louis  C. 
Sanda,  Chas.  W.  Dahlinger,  Joseph  H.  Holmes.  Edwin  W.  Sknith. 

FIELD  MEN  AND  TERRITORY  COVERED:  Puker.. 
Aleshire  A  Gardiner,  1983  Insurance  Exchange,  Chicago. 
HL.  for  Cook  Co.,  111.;  Dizwell  Davenport,  manager  Metro> 
politan  department,  604  Merehante  ExchauM  Big..  San 
Fkancnco,  Cal.;  J.  B.  Sixich.  Home  Office,  Pittriburg.  Pa.. 
Allegheny  Co.,  Pa.;  F.  Ad:eiman,  executive  special  agent  for 
Biooklvn.  New  York,  suburbs  and  New  Jersey,  326  Clifton  ave., 
Newark.  N.  J.;  J.  D.  Berry,  special  agent  for  la.  and  Wis..  Des 
Moinca.  la.;  Wm.  T.  Betts,  special  asent  for  eastern  Pk..  D.  of 
C.  Md.,  Lock  HavenJ>iu;  J.R3crtholf,  special  agent  for  No.Cal., 
San  Fnjidsoq.  Cal.;  J.  L.  Bfamch.  special  agent  for  Colo..  Wyo. 
and  N.  M.,  Denver,  Colo.;  W.  P.  Cassell.  State  agent  for  La. 
and  Tex.,  Dallaa,  Tex.;  F.  E.  Church.  State  agent  for  Minn,  and 
Neb.,  Minneapolis,  Minn.:  A.  0.  Densel.  special  agent  for  western 
Pk  and  northern  W.  Va..  Fittrt>urg.  Pa.,  Geo.  Diebold,  State  agent 
for  O.,  Cincinnati,  0.  F.  E.  Dunham,  special  agent  for  Mass., 
R.  I.,  Conn.,  Me.  and  N.  H.,  Boston,  Mass.;  Felix  Fulton,  speciah' 
agent  for  Kan.  and  Mo.,  Kansas  City.  Kan.;  H.  G.  Green,  State 
agent  for  Wash,  and  Ore.  west  of  Cascade  Mto..  B.C.,  Saskatchewan 
and  Alberta,  SeattlvWash^  P.  W.  Greene,  State  agent  for  Ind., 
Indianapolia.  Ind.;  H.  A.  Haskell,  special  agent  for  Ky.  and  W. 
Va.  souu  of  Paikersbuig,  Ashland,  Ky. ;  H.  H.  Hirsch,  spedal  agent 
for  Ga.  and  FU.,  Atianta,  Ga.;  W.  R.  Howard,  special  agent  for 
Va.,  Norfolk,  Va.;  W.  G.  Titus,  State  sgent  for  Mich.,  Lansing, 
Mich.;  M.  B.  Mvik,  special  agent  for  111.,  Chicago,  111.;  A.  M. 
McGain,  State  agent  for  Tenn.,  Naahville,  Tenn.;  R.  M.  Nevins, 
Stateagentfor  N.  Y.  State  (exoept  N.Y.  sub.,  N.  Y.C.andBklyn}, 
Slyraettse,  N.  Y.;  J.  F.  Pnce,  special  agent  im  Wash,  and  Ore., 
east  of  Cascade  Mte..  Ida.  ana  Mont,  Spokane,  Wash.;  H.  J. 
Richmond,  superintendent  of  agendea  Province  of  Ontario, 
Toronto.  Can.;  W.  M.  Stodghill,  special  agent  for  southern 
Cal..  Los  Angdes.  Cal.;  H.  C.  Sdto.  special  agent  fw  (Mda.  and 
Aik..  Oklahoma  a^,  OUa.;  R.  S.  Turner,  speoal  agent  for  N.  D. 
and  S.  D^  Fargo.  N.  D.;  B.  B.  Weaver,  special  agent  for  Ala.. 
N.Cjmd  S.C..  Attanta.  Ga.;  E.W.  Hall,  manager  OaUand  Branch' 
Office.  Oakland.  Cal.;  Tracy  Loan  A  Trust  Co.,  generml  agento. 
Utah,  Salt  Lake  City,  Utah.  The  oompany  operatea  in  all  the 
States  and  Territories  of  the  United  States  «cept  Aris.,  C.  Z., 
Cuba,  Del.,  Miss..  Nev.,  P.  I..  P.  R.  and  Vt. 
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NATIONAL  UNION  INSURANCE  COMPANY,  Washington,  D.  C. 

President,  Albert  F.  Fox;  Secretary,  Phifip  F.  Lamer.    Organised.  1865. 


Unearaed 

Net 

Net 

Total 

LoflM 

Total  Ez- 

Loan 

Ybar 

Amebt 

Premiums 

Surplus 

Premiuma 

Income 

Paid 

Divideods 

Eipwuwii 

penditttrea 

1014 

1286.378 

125,494 

1167,974 

119,000 

136.400 

$5,735 

17.000 

$21,432 

$34,167         K54] 

1913 

284.001 

23.925 

157.231 

17.555 

34.924 

2.378 

7,000 

20.290 

29,668 

3.505 

1912 

282.746 

24,709 

156,279 

18.489 

35.242 

3,627 

7,000 

25.109 

85.736 

4.237 

1911 

283.358 

23.523 

155,368 

19.039 

36,630 

6.057 

7.000 

21.296 

34.353 

4.430 

1910 

280.673 

22.248 

155.743 

18.257 

35.895 

1.221 

7,000 

20,161 

28.382 

2.697 

AssKiB.  Drc.  31, 1914. 

Re&I  estate $170,734 

Mortgage  loans 106,600 

Loans  on  stk.  W.,  L. 

&T 3,500 

Cash 3.625 

Agents'  balances  —  413 

Interest  and  rents ...  1 ,506 


LuBiuTTEB,  Dec.  31. 1914. 

Losses  unpaid $1,500 

Unearned  prems  —         25,494 
Other  liabilities 1,410 


Total  liabilities. 
Capital  paid  up. . 
Net  surplus 


Total  aasets $286,378       Total. 


$28,404 
100.000 
157,974 

$286,378 


REAL  ESTATE  OWNED:  Consists  of  company's  borne  office 
buil<fing  and  two  small  dwellings.  Total  rents  durinit  Wi 
$11,583;  taxes  and  expenses,  $9,264.  The  book  value  of  the  real 
estote  owned  is  $158,213.  and  the  market  value.  $170,734. 

MORTGAGE  LOANS:  There  are  52  loaas  for  $106,600.  all  tint 
liens  on  property  aggregating  $208,425  in  vahie.  TlMre  was  ao 
interest  past  due,  and  the  company  carries  $182,075  of  insunitoe 
on  the  buildings. 


RISKS  AND  PREMIUMS:  Fire  risks  m  force.  December  31. 
$13,010,933;   premiums  thereon,  $48,933. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$1,133,788;  losses  paid,  $405,806;  dividends  declared,  cash, 
$646,000. 


MISCELLANEOUS:  Conflagration  losses:  Baltimore,  1904. 
$7,860.    Company  operates  only  in  the  District  of  Columbia. 

DIRECTORS:  Chas.  B.  Bailey,  Thomas  Bradley.  Albert  F. 
Fox.  W.  T.  Galliho'.  John  B.  Lamer,  Philip  F.  Lamer.  Chw. 
Mades,  B.  F.  Saul,  Geo.  Spransy.  Fk>yd  E.  Davis, Walter  3.  Pntt 
Jr.,  John  C.  Weedon. 


THE  NEWARK  FIRE  INSURANCE  COMPANY,  Newark,  N.  J. 

President.  Edgar  J.  Haynes;  Vice-President.  George  F.  Reeve;  Treasurer.  T.  D.  Richardson;  Secretary,  Thos.  L.  Farquhar. 

Organised,  1811. 


Unearaed 

Net 

Net 

Total 

Losses 

Total  Ex- 

Loaaa 

Ybar 

Assets 

Premiums 

Surplus 

Prenuums 

Income 

Paid 

Dividends 

Expenses 

penditures 

Incurred 

1914 

$2,105,419 

$920,355 

$514,898 

$1,090,843 

$1,166,271 

$560,223 

$60,735 

$449,178 

$1,079,136 

$591.2a 

1913 

2.009388 

758.230 

807,131 

938.593 

1.018.208 

416,998 

69.747 

402,S3i<'         889.583 

453,3  if 

1912 

1,917.142 

575,260 

727.225 

722.421 

tl,046,051 

332.720 

52,431 

342,953         728,104 
236.9121         475.014 

347.411 

1911 

1.370,506 

422.133 

603,794 

534,680 

849.019 

203,626 

34.476 

,         224.334 

1910 

1.083.679 

328.587 

453,8)5 

389.653 

439.862 

225,711 

32,052 

175.879         433,642 

'      231,*^: 

t  Includes  $2.55,937  premium  on  stock  soki. 


AsBRS.  Dec.  31, 1914. 
RealcsUte $186,012 


Mortgage  loans . 
Bonds  and  stocks . 

Cash 

Agents'  balances. 

Interest 

Other  assets 


522.650 

1,048.364 

135,296 

195.039 

17.958 

100 


LuBiuTiu,  Dkc. 

Losses  unpaid 

Unearned  prems..  . 
Other  liabilities . . . . 

Total  liabiUties... 
Capital  paid  up. . . . 
Net  surplus 


Total  assets $2,105,419       ToUl. 


31, 1914, 

$141,785 

920.355 

28.381 

$1,090,521 
500,000 
514,898 

$2,105,419 


Underwriting  loss.  $112,467;  investment  profit,  $90,140. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$166,031,884;  premiums  thereon,  $1,665,192;  marine  and  inland 
risks  in  force,  $313,060;  premiums  thereon,  $12,743. 

BUSINESS  SINCE  ORGANIZATION:  Prenuums  received, 
$11,277,741;  losses  paid,  $5,463,780;  dividends  declared,  cash, 
$1,376,981. 

REAL  ESTATE  OWNED:  Consists  of  the  company's  home 
office  buikiing,  a  1  and  2-6tory  marble  and  brick  structure  at 
41  Clinton  St.,  acouir^d  in  1910.  the  book  value  of  which  is  $180,852. 
and  which  is  carried  at  $185,000,  and  2  lots  in  Hackensack.  N.  J. 

MORTGAGE  LO.\NS:  There  are  123  loans,  aggregating 
$522,650.  secured  by  ^perties  valued  at  $1,072,600.  and  the  com- 
pany holds  $606350  insurance  on  the  buildings.  The  loans  are 
mostly  small  ones  on  real  estate  in  Newark  and  its  environs,  and 
but  $616  of  interest  was  overdue  on  December  31,  last. 


Bonds  Aifn  Stocks  Owicbd.— Cotif. 
Bonds.— Coal. 

Midland  R.  R..  N.  J.,  c.  1940.  5%. . . 


o^ 


Newark  Pass.  R.  R.,  c,  1930.  5 
North  Hud.  R.  R.,  c,  1928.  5%  . 
Riverside  Tc.  1  m.,  c,  1960,  5%. 
Trenton  Pass  R.  R..  1  m.,  c,  1922,  6 
West  Shore  R.  R..  c,  2361.  4% 
West  Shore  R.  R..  reg.,  2361,  4 


or 


(yr 


Gas  A  El.,  c.  1949,  5' 0 

Hackensack  Wat,  1  m.,  c,  1952.  4%. 

Hoboken  Land  Imp.,  c.  1930.  h% 

Hud.  Co.  Gas..  1  m.,  c,  1949.  hr:o  . . . 
Mortgage  Bond.  N.  Y.,  c,  1932.  5%. . 
Newark  Gas,  1  m.,  c,  1941.  6' 


Newark  Cs.  Gas.,  2  m.,  c,  1948.  5%. 
Plainfield  Gas  k  El.,  c.  1940.  5%. . . 


BONDS  AND  STOCKS  OWNED: 

BONDB. 

U.  S.  Govt.  Pan-  Canal,  c,  1961.  3'  < . . 
U.  S.  Govt.  Pan.  Canal,  reg.,  1961,  3'  c 

Belleville,  reg.,  1943,  6^ 

Elisabeth  Adj.,  reg.,  1922.  k' l 

Essex  Co.  Hoep.,  reg..  1947.  4% 

Essex  Co.  Pk.,  reg..  1926,  4*  c 

Hud.  Co.  &  Nwk.Pk.  Rd..reg.,1960.  4i 

Hud.  Co.  Pk.,  reg.,  1954,  4'  c 

Newark,  wat.  reg.,  1922.  4<^c 

Newark,  sc.,  reg.,  1957,  4''c 

Newark,  reg..  1930.  4'  c 

Rutherford,  imp.,  reg..  1915,  5^^ 

Cs.  Tc.  Co.,  N.  J.,  c.  1933.  5'  i   

East  k  Amb.  R.  R.,  1  m.  reg.  1920.  5'^o 


r- 
c 


Par 
Value. 

$25,000 

10.000 

15.000 

15.000 

10.000 

35.000 

7,000 

10.000 

4.000 

10.000 

100.000 

9.999 

40,000 

10.000 


Market 
Value. 

$25,250 

lo.ioa 

16.050 

14.700 

9,800 

34.650 

7,280 

9.500 

3.960 

9.800 

99,000 

9.999 

41,200 

10,400 


Stocks. 

A.,  T.  k  S.  Fe,  com 

A.,T.AS.  Fe,  p 

Cs.  Tc.  N.  J.,  com 

Lacka.  R.  R.,  N.  J.,  com 

Morris  k  Essex  R.  R.,  N.  J.,  gr.,  com. . . 

Rapid  Tran.  St.  Ry.,  gr.,  com 

Reading,  1  p 

United  N.  J.  R.  R.  k  Canal,  com 

Union  Pae.  R.  R.,  p 

Nat.  Newark  Bkg.,  Newark,  N.  J.,  com. 
Nat  State  Bk.,  Newark,  N.  J.,  com. . . . 

Gn.  Adj.  Bur.,  com 

Newark  Cs.  Gas.,  com 

So.  .\dj.  Bur 

West.  Adj.  k  Insp.  Bur.,  com 

Amer.  Tl.  k  Tg..  com 


Par 
Vahie. 

$10,000 
38.000 
20,000 

5.000 
10,000 
28,000 
22,000 
10,000 
10,000 
27,000 
57.000 

5,000 
80.000 
50.000 
20,000 


10,000 
30.000 
20.000 
20.000 
30.000 
12.000 
10,000 
10.000 
10,000 
21.000 
16,000 
50 
11.500 
100 
100 
10,000 


Mari^ei 
Valw. 

$10,.5ft^ 
39.9'>i 
20.6^> 
4.65'^ 
10.7iki 
26,(W" 
20.4rt" 
10.2» 

27.271 
59,'iSii 
4.9:w 
9S,4<« 
53.ili» 
20.2'> 


9,90 
30.*1 
15.<H 

51..M 

S.St 
22. .y 

S,3' 
7S.V 
36.0 

11.1 

I 
'% 

12.3 


Totals  (book  value.  $1.071.793) $903,749     »1.(HS.3 

MISCELLANEOUS:    Capital  increased  in  February.    191 
from  $250,000  to  $500,000  and  $255,937  additional  surplus  paid 
Value  of  depositB:  Va.,  $25,250;  Ga.,  $10,100;  N.  J..  $200,000. 

DIRECTORS :  George  F.  Reeve,  Theodore  Coe.  Walter 
Nichols,  Joseph  Ward.  Jr.,  James  S.  ffigbie,  Alfred  F.  Skini 
Winton  C.  Garrison.  J.  H.  Bacheller,  Joseph  M.  Riker.  FrsQl 
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THE  NEWARK  FIRE  INSURANCE  COMPANY,  Newark,  N.  J.^Continued. 


CooLm.  Hotet  P.  deMOD.  Menitt  G.  Fokiiu.  Edgw  J.  Hayoei, 
Joseph  M.  ^ne,  Unl  H.  McCarter. 

HELD  liEN  AND  TERRITORY  COVERED:  G«o.W.Dornio, 
Sui  ftiDcno,  CaLj  inuiager;  John  C.  Dornixi.  a»atant  manager, 
f^ofic  Cbaet  department;  A.  H.  Harris,  geDeral  asent  for  Southern 
dtfwtBMBt.  RicfamoDd,  Va.;  H.  M.  Owen,  RidhmoDd,  Va.,  and 
G.  W.  Cunpfadl,  h.,  soathcm  special  acente;  Alfred  Paull  A  Son, 
aunl  KEcots  for  W.  Va.,  Wheeling,  W.  Va.;  Ralph  E.  CoHey. 
BoFton,  MiBft^  special  agent  for  Mass.,  Conn.,  Me.,  N.  H.  and 


R.  L;  J.  U.  Dixon,  AJbany,  N.  Y.,  special  agent  for  N.  Y.;  L.  R. 
Dale,  Omaha,  Neb.,  State  agent  for  Mo..  Minn..  la.  and  Neb.; 
A.  8.  Jacobs,  Chicago,  111..  State  agent  for  III.,  Ind.  and  Wis.; 
W.  E.  Collins,  Detroit,  Mich.,  State  agent  for  0.  and  Mich.; 
Frank  T.  MoBride,  Newark,  N.  J.,  special  agent  for  N.  J.;  C.  E. 
Titaworth,  Harrisburg,  Pa.,  special  agent  for  Del..  Md.  and  Pa. 
Company  operates  in  all  the  states  and  territories  excepting  Ala., 
Ark.,  Haw.,  Kan.,  Kv.,  Miss.,  N.  M..  N.  D.,  Okla..  P.  I.,  P.  R. 
S.  D.,  Tenn.,  Tex.,  Vt.,  and  in  Canada. 


NEVADA  FIRE  INSURANCE  COMPANY,  Carson  City,  Nev. 

Preeident,  G.  F.  Talbot;  Seoretary  and  Treasurer,  Robert  Carlson.    Began  busineas,  1914. 
.AS.<ETS,  DEC.  31.  1914,  $141,045;  capital,  tlQOJOOO;  net  surplus.  134.137. 


NEW  BRUNSWICK  FIRE  INSURANCE  COMPANY, 

New  Brunswick,  N.  J. 

iVesdat,  Geo.  A.  Viflimann;  Vice-Frerident,  D.  L.  Morrison;  Vioe-President  and  Secretary,  Chas.  D.  Ron;  Treasurer,  E.  B. 

Wycoff.    Organized,  1826. 


Unearned 

Net 

Net 

Total 

Ixisaea 

1  Total  Ex- 

Losses 

Till      JbKtl 

'  Premioms 

Sundufl 

Ftemiums 

Income 

Paid 

Dividends 

Expenses  '  penditures 

Incurred 

I9U    Sl.246,913 

S574.720 

1206.558 

$660,795 

e  $777,779 

$319,268 

$40,496 

$296,145 

$655,909 

$328,633 

1»:3      1.040,932 

480,754 

171,564 

545,970 

«660,337 

274,124 

31.917 

249,784 

555,825 

280,223 

I'^li       867.830 

436,357 

145,833 

542,259 

c616,943 

205,496 

30,786 

235,989 

532.271 

274,385 

I'^tl       735,460 

378,831 

122353 

480,136 

510,198 

233,632 

22,014 

213,092 

468,738 

235.179 

r^Vj       684,740 

300,022 

94.195 

456,921 

480,956 

225,514 

19,985 

207,129 

452,628 

231,539 

rlidada  $44^25  premiums  on  stock  sold  in  1912,  $75,225  in  1913,  and  $70,292  in  1914. 


AsBTs.  Dk.  31, 1914.             LiABiLmsB,  Dbc.  31, 1914. 
SeaJestate $132,362    Lossesunpaid $53,086 


Jfotage  loans. 
B€>d!aiKiEtc^ 

ttoias    . .     . . 
CniffMBrta  ... 


265354 
578,520 
156,224 
118.149 
6,095 
100 


Unearned  prems. 
Other  liabifities. . 

Total  liabilities. 
Capital  paid  up . 


574,726 
12,543 

$640,355 
400,000 


Net  surphis 206,558 


.Tclal    $1.257304 

^dtponrliab..         10391 


Totk 


$1,246,913       Total $1,246,913 


Tiderariting  loas,  $66,749;  investment  profit,  $62,589. 

^  RISKS  AND  PREMIUMS:    Fire  risks  b  foree.  December  31 , 
^UHjQl;  premiQm  thereon,  $1,056,302. 

,  BtjISESS  SINCE  ORGANIZATION:    Premiume  received, 
^i^im-,  loases  paid,   $2,372,915;  dividends  dechired,  cash 

REAL  EFTATE  OWNED:  The  only  item  is  the  company's 
hone  oSee  bdtfing,  eseeted  in  1907-8  at  a  coat  of  $110398.  and 
nmed  st  book  value,  $132302. 

MORTGAGE  LOANS:  The  company's  mortgage  loans  number 
^^TbekriMtsia^kMB  is  one  of  $55,000  on  360-366  George 
■^.  Nev  BmsvieL  The  rate  ia  5%:  the  huid  is  valued  at  $60,000 
1^  boidbg  at  $40,000  and  $45,000  of  insurance  is  carried 
vreoi.  Tie  iwnaining  loans  (exc^  nineteen  on  Perth  Amboy, 
JJ'iaoe.  FreeUd,  Bevaren,  FiseaUway,  Raritan,  Highland  Park, 
"ttaebea.  K.  J.,  and  Portland,  Ore.  proper^)  are  upon  real  estate 
f^v  atu  Nev  Bninswiek.  The  propertMS  are  vahied  in  the 
*^nte  at  $543,750,  or  more  than  aouble  the  amount  loaned 

<3I,12$}.   $1471  of  interest  was  overdue  on  December  31,  last. 

BONDS  AND  STOCKS  OWNED: 
BoMsa. 

J*«Co.  S.J,  1934, 4^0 

•AstK«,Ui5  4jej. 

f*rrity,N.  J.,wat..  1982,47c 


/O- 


,4% 

,9i^J?-B.R.g»L,m.,1992,4§^ 
^«fc.4^,l«35,4i% 

?ab^.Cp.,N.  J.,  1959.5%... 

|»*o~4,  N.  J.,  wat^  1962.  4% 

*3my  Co.,  ca-,  4% 


Par 

Market 

Vahie. 

Vahie. 

$25,000 

$24,500 

10,000 

10,000 

1,000 

970 

4,000 

3,960 

3300 

3,430 

40,000 

35300 

10,000 

10,200 

16,000 

14380 

5,000 

4.700 

20,000 

17.600 

10,000 

10,100 

25,000 

22300 

20,000 

17,200 

10,000 

10300 

10.000 

9.900 

1.000 

850 

5,800 

3,480 

BoNoa  AKD  Stocks  OwutD.—Cont. 
&rocE8. — Cont, 

U.  8.  Steel.  1963,  5% 

Atch.,  T.  A  S.  F.  Ry..p 

Bait.  4  0.  R.  R.,  com 

Bait.  A  O.,  R.  R^  p 

Chi..  Mil.  A  St.  raul,  com 

Gt.  No.  Ry.,  p 

No.  Pac.  Ry 

Penn.  R.  R 

So.  Pac.  R.  R 

Un.  Pac.  R.  R,  com 

Equitable  Tr.,  N.  Y 

Middlesex  Title  Gr.  A  Tr.,  New  Bruns. 

Nat.  Bk.,  N.  J.,  New  Brunswick 

Nat.  Bk.,  So.  Amboy 

People's  Nat.  Bk.,  New  Brunswick 

TiUeGr.ATr.,N.Y 

Asso.  Undwrts 

Bethlehem  Steel,  p 

Gn.Adj.Bur.,N.Y 

Gn..  El 

Nat.  Sur.  N.  Y 

So.  Adj.  Bur.,  Atlanta 

Washington  Water  Power,  Spokane . . . . 
WestinghouseEl.  Mfg.,  p 


Par 

Market 

Vahie. 

Value. 

$10,000 

$10,300 

10,000 

10,300 

10.000 

8,900 

10.000 

8,100 

10,000 

9,900 

20.000 

24,800 

10,000 

11.100 

27300 

30,525 

10,000 

9,600 

10,000 

12,800 

3,500 

14.175 

40,500 

70.875 

7.000 

19,950 

1,000 

3,040 

1.500 

3,975 

1,200 

4,944 

3.500 

17.500 

10,000 

S,70O 

450 

450 

10.000 

15,000 

15.000 

27,300 

100 

100 

26.400 

31,416 

20,000 

24,800 

Totols  (book  value,  $543,029) $583,950      $578,520 


MISCELLANEOUS:  Capital  increased  in  1905  from  $50,000  to 
$200,000  and  in  1913  to  $300,000.  Surplus  paid  in  on  new  stock, 
$30,000.  In  1906  the  capital  was  increased  from  $200,000  to 
$400,000  and  afterward  reduced  to  $200,000;  $50,000  was  realized 
as  premium  on  the  new  stock  issued.  On  .\pril  1,  1906,  $200,135 
was  added  to  surplus  by  cash  payments  of  stockholden.  In 
1913.  capital  increased  $100,000  (to  $300,000).  and  $59,300  surplus 
paid  in.  In  1914,  cai>iUl  increased  to  $400,000  and  $7,029  surplus 
paid  in.  Conflagration  losses:  Baltimore,  1904,  $3300;  San 
Francisco,  1906,  $157,000.  Value  of  special  deposits:  Fla..  $10,200, 
Ore.,  $25,000;  Va..  $14,880.  Ga.,  $10,000. 

DIRECTORS:  Theo.  F.  Hicks,  William  B.  Lloyd,  W.  L.  Perrin. 
D.  L.  Morrison,  Chas.  D.  Roes,  E.  B.  Wyooff,  Cieorge  A.  Viehmann, 
J.  L.  PazBons,  Henry  C.  BrummelL 

FIELD  MEN  AND  TERRITORY  COVERED:  W.W.Alver- 
son,  manager,  San  Francisco,  Cal.,  for  Cal.,  Ida.,  Mont.,  Ore., 
Aril,  and  Wash.;  T.  J.  Ingram,  general  agent  for  Va.;  Fred 
C.  Sammis,  State  agent  for  Minn.;  Reinhardt,  Pattilo  A 
Reinhardt,  Dallas,  Tex.,  general  agents  for  Tex.;  Fish 
A  Schulkamp.  Madison,  Wis.,  State  agents  for  Wis.;  A.  L.  La 
Combe,  New  Orleans,  state  agent  for  La.  The  dompany  operates 
in  Ala.,  Cal.,  Colo.,  Conn.,  Fla.,  Ga.,  Ida.,  111.,  Ind.,  la.,  La.,  Md. 
Mass.,  Mich..  Minn.,  Mo.,  Mont.,  Neb.,  N.  J.,  N.  Y.,  N.  C.,  0 
I   Ore,  Pa.,  S.  C.,  Tex.,  Va.,  Wash,  and  Wis. 


FERE    INSURANCE    COMPAXIES. 


NEW  HAMPSHIRE  FIRE  INSURANCE  COMPANY,  MaDchester,  1 

1.  p.  Hunt;  Bnrstuia.  F.  E.  Hutiii,  L.  W.  C 


AiMtM       Pnmiumi 


i3.27i       t,IXH.49i 


(I.7M.7H 

i,m.ni 

1,»UJ0S 

l,t78J3l 


12,740^03; 


U7l.463i         114.971) 
1J47.t34i         IKUMD 

i.2t2,ut       ia)/no 


I,     !JJ7.Mi^ 
||      J,2<17*77^ 


Agota' UluM...       4U.HT  Oihv labilitia. . 

iDUral SO.SU 

ToUI  liibdilia 

ToUI H.363.310  CspiUlpudup. 

Bpl.  dep.  OTBJiib..         1S.23I    NHnirplui 


fl7J00 
129.000 

iMjev 

..  n.2T4.3U 


Tot^iwU Kj5a,W»       TdUl te.SM.OT 

UndimituiK  Iota.  1200.56:;  ianMinsiit  tra6t,  ll71,Gia. 

RISKS  AND  PREMIl'MS:  Hn  riaka  in  hret.  Dtccmba  31 
l402.S2e,343:  pnmiuDU  Ihenon,  11,016,141. 

BUSINESS  SINCE  ORGANIZATION:  Premiumi  rrainc 
«49.6U.3U;  low*  pud,  I2I.&30,4!B;  divideodi  dcclind.  cut 


... ,.,  ._ ,  ud  Arkuwi  Cy..  Kiio., 

fcutSof  which  cuead  110,000  in  mirkatTiiliiition.  The  fcincipu 
itai  B  tha  ccmpuy'i  homt  iiffln  biiildiiic,  nlued  at  tSl,000. 
Tharfi  an  do  incimibnuicQ. 

MORTOAOE  LOANS:  Thm  i ,        , 

proUeMd  by  fopatiia  is  MiDDcapiiiii.  MaockaU 
Naabua.  H.  0?,  Talued  in  all  at  I1IS,900,  and  Lt 

nrniiiuiybokkUe.Maoriia  

uid  only  2  euead  18,000. 


;;.XS"!f 


atMO. 


BONDS  AND  STOCKS  OWNED: 


Markst 


Imp.  Jap.  OoTt..  1>10-2II.  4)% 

U.S.  Gon.,n(.,  1(IJ6.4% 

AJiraii.  O.,  wat.  wka.  at..  IVK,  4)%. . . 
Albany.  N.  V.,  Stall  n.  imp..  1H3.  ii% 
BaituBora,  MJ..  am.  imp.  nf.  I>M.  *% 
Baltimon,  Ud.,  tond.  Id.  na..  IDU,  t% 

BoaloD,  MaK,  lib.,  n«.,  KOS.  4% 

BoaloD.  Maa*.,  ant  loas.  nc,  l>37,  4% 
Boatan,  Maaa.,  lari.  Dtuni.  pgn.,  nt^ 

1M7,4% 

Buffalo,  N.Y.,  cr.  aom..  rag.,  ]«31,  i% 

Cambridce,  Mas,  1028. *%.... 

Ciocinmli.  0.  lubw.  h«p.,  IWJ,  4)%. . 

Coacrad.  N.  H..  wal.,  tail,  i%  

Conracd,  N.  U ..  wit.  1  W3-t.  3t% 

Oallai.  Tax.,  wal.  wka.  imp..  tH7, 4% . . 
Duluth.  MinD,.  nt.  t  It..  IBIt,  4%. .. . 

Ouluth,  Miim.,ac.  1S40,4)% 

Eaat  PorUaid.  Or  .  wal..  1921.  S%. . . . 

Oa..  BUM  of,  M.,  leiB,  4i% 

~     -"■    — -,(% 

..^1,4H 

)..  pk.  t  blvd.  imp.,  1024, 

'iici.'.'iio.'.K.'iMl.'im,'ii%.'. 

aa  ait.  Mo.,  mt.  wia.,  \tH  4% 

LnwoU.  Mas..  Ht.,  lOli,  4|% 

Maccbeatn.  N.  H..  as.  be.,  1933.  4%.. . 
Uudutfa,  N.  H.,  wat  I(u,  lOlS,  4% 
Mamphia.  Teim..  bd.  of  adu.,  I»7.  4%. 

Uiiiaaapolk.  UiDD.'ir.  ac!.  fm'4%! ! 

Haabiu,  NTH..  t..  IMI,  4% 

NadiTiUa.  Tam.,  at ,  aly..  be  aitii..  IMl, 

N«wliariy*Sc'.'t)ki,'3!'dViHl>,'4i%!!! 
Naw  Briloia.  Ct.  nL  Id.,  iwi,i%... . 


S.  Y.  Cy.,  op.  atk.,  c,  19*7,  ii% 

N.Y.CT,.i.a..ep.atk.c.,llife.4l%  . 
N.  Y.  Stale,  cap.  mip,  i.,  1M3,  4'^„  ... 
Omaha,  Nab.,  nt  wka.,  IMI,  4)7t>. . . . 
Fawtu^  R.  I.,  ar.,  IMO.  4% 


ic,.  r<«^l»M.  4i% 

K.  d^t..1fg32.'4)%^ 
g.,K.  loan,  11*17.4% 


BaiigDr  k  AtmaMA  k.  R.,  ca.  i.  m.,  1H1, 


B..  R.  A  F.  Ry.  a.  m..  Itt7,  *{% 

Caa.  Bg.  Ry.,  (*.  n.  E-.  IH2,  i% 

CanL  B.  R.  of  N. ]..  ID.  m..  lW,i7c-- 
C.  1 0.  Rr.,  I  a.  m„  IMO.  S% 


Col.  A  GraeD.  R.  R.,  1  i 
Com.  k  Ctan.  R.  X.  1 


1.,  191  ft  fl%^ . 


"  Y.,  N.  H.  4  "  "  * 

m.l«M.4' 


10.000 
2S,«0a 
Ifi.OOO 
M.OOO 


Cone.  «  Modi.  R.  R.,  d„  1920,  3)%. . . 
Conn.  4  Mont.  R.  R.,  d.,  19a),  t%.... 
Conn,  ft  Paaa.  R.  R.  R..  1  m..  1943,  4% 

Del.  4  Hud.,  ar.  d..  1918,  t% 

Dal.  t  Hud.,  1  In.  ag..  1922.  t)% 

RtihbBS  R.  B.,  1927,  i% 

Gr.  R..  B.  ft  a  R.  K.  1  m.,  1921,  £%.... 

III.  Cent.  Eq.  Tt.,  1917,  *J% 

luL  ft  St.  L  R.  k.,  Im..  1919. -To... 
Eanaaa  Cj.  Tm.  Ry..  I  m.,  rm.,  190O.  4% 

Ky.CeDt.Ry.,  1  m.,  1987,  4r„ 

L  S.  «  M.  So,  Hy..  d..  192S-3I.  4%. . . . 

La.  Val.  Tm.  Ry.,  1  m..  1941,  G% 

Han.  ft  Law.  R.  R..  1922.  4% 

Mich.  Cent.  R.  R.,  d.,  1929,  t% 

U,  81.P.  ft  8.  Bla.  M.  Ry.,  1  (a.  DL,  1038, 

M..BLFVft&ata"uVRy*.,*eq''n.|lillC 

Uo.'PacVRy.; 'ti.'  I  m.','i926.«%' !! ! 

Mom.  Cut.  By.,  I  m.,  1937,  S% 

K.  Y. C.  ft  hTR.  R.  R., d.,  1934. i%... 
N.  Y.  C.  4  H.  R.  R.  R.-B.  ft  A.  R.  R. 


-     ...     ^-  .  _.,.-)S«.3i% 

N.  Y.,  N.  H.  ft  H.  R.  t,  H.  k.  4  P.C, 

1  m,  1954.  t%  

N.  P.JJ.  N.  Ry.,  rat.,  1921, 4% 

N.  F.  Ry..  St.  P.  ft  D..  m-  1994.  4%. . . 

Nof.  *  Ww.  R.  R.,  d.,  I(H7.  4ro  

On.  Bh.  L  R.  R.,  r.  m..  lOtt.  4% 

On.  Sb.  L.  Ry.,lBi..l922,  8%     


I9J0I1 
20.4W 
tOWi 


REPORTS    OF    FIRE    INSURANCE    COMPANIES. 
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NEW  HAMPSHIRE  FIRE  INSURANCE 


Bom  m  9iocD  Owim>.— Coni. 
BoRoe.— Coaf. 

Jt  L,  F.lkSy^  1 BL,  1927, 5% 

5tLaMtJkSo.By^  R.  A  G.  Dir'a., 

Iiiul8a4% 

6ii{LCoLRrk,lnL.l»24.4%. 

An.  R.  R.  Aml,  SL  L,  I  oi.  m.,  1944, 5% 
m,  St.  L  A  W.  H IL.  pr.  In.,  1925. 3|% 

Uiiioa  Pkt  R.  iU  1 BL,  1947,  4% 

Ut  4  NaRj..lm..  1983.4% 

\lek8.  t  Mer.  It  R.,  1  m,  1921,  6%. . . . 

WotEodStfiy.,  1923,4j% 

Wk  CeaL  Ry,  1  go.  m.,  1949,  4% 

Ai  Era,  coLtr^  1947-48,  4% 

Aner.  Low,  g.  b..  1917,  5% 

Aaa.  n  k  Tfr,  ool.  tr.,  1929,  4% 

Awr.  TL  A  Tit,  cv^  1933.  4 J% 

Bcriia  Uilh.  1 DL,  1920-25,  5% 

Gex  a,  I.  (1,1952, 5% 

Gl  Ka  Fto,  1  nt,  1927, 6% 

a  St,  g.  (1.1940.41% 

M«cfc.  Tc,  U  4  Ptow,  1  m..  1921, 5% 
}bftGai.if,1929.4j%.......... 

Metro.  SteuL,N.  J.,  1999,5% 

Miaa.  Gm.  LL.  1  gn.-  m..  1930. 5% 


■52J^j^*Tj..j.,'l«2,5% 


t&. 


Chicago,  r.  m.. 


ratal  Froit.  i.  f,  g.  d.,  1925, 41% 
J.SSt«l,2iiL,19«3.5%....   .. 

Cfiii,  5.yr.  coL  tr.  g.  n.,  1917,  6%. 
Jw.  Tl  4  TW,  od.  tr..  1932,  5% 
ttK.  L'aioo  Tg.,  eoL  tr.,  1938,  5? 


Stocks. 

A,t48.FeBy.,oom 

l,T.4S.P«By.,p 

f  *O.R.R,cwii 

B.AO.R.R^p 

»3i*Aa.R.R 

S3i4Me.ILR.,com 

5»tM«.R.E..D 

Cj!.GtW«tR.ft..p 

g!.J^R|i.*Utt.8i.Ydi.,p 

5i,Ma4StP.^.;p 

^4NTO.Ry.,ooni 

Q>i»R.L4PM.Ry..old8tk 

Jat4M<iBtB.R..cl.l 

J«.4MaoLB.B..d.2 

Cjc.4^Mo«tR.IL,cL4 

g^tp;:::::::::::::::::: 

{ICeaLBLlf:  : 

WlV«IR.r 

!<tCaitJLR 

JH:*?.R.ItR 

J-Y.X.H.4H.R,R 

g^|a.N.H 

£:5^aj 

fey^4WroiegtgR.R^p 

Sa9w««tVtItoyR.R 

™.ftWa3rM4rChLHy 

*a»*VailqrR.R....7: 

cwii^i'iu'p;; ;;;;;;; ;;;;;;;;; 

fcVia,CaDeord.N.H 

tei?«SSf5f.^H.=;::: 

yyg  Iht  BL,  Tiancmtar,  N .  H 

«ntei  Nftt  Bk..  Manefacster,  N.  H. 


Par 
Value 

110.000 

20,000 
25,000 
25,000 
25,000 
10.000 
12,000 
25,000 
25,000 
25,000 
45,000 
50,000 
65.000 
14.000 
50.000 
5.000 
50,000 
10.000 
100.000 
50.000 
20.000 
50.000 
25.000 

10.000 
25.000 
20.000 
25.000 
16.000 
25,000 


10.000 

20.000 

10,000 

10,000 

20,000 

30,000 

10,000 

27.500 

20.000 

60,000 

50,000 

137,500 

3,300 

15.000 

2,500 

50.000 

60.000 

10,000 

35,000 

80,000 

20,000 

30,000 

125,000 

32300 

13,000 

20,000 

5,000 

26,000 

151,250 

20,000 

4,000 

18,900 

60,000 

1,000 

8.000 

6,000 

2,400 

5,000 

13,000 


Market 

Value. 

19,200 

14.400 
22.500 
26.250 
19.000 

9.700 
11,760 
25.000 
24.500 
22,000 
33,850 
49.500 
48.950 
13.720 
49,500 

5.200 
50.000 

8.700 
101.000 
48.000 
14.000 
50,000 
25,000 

10.000 
23,000 
20.400 
24,750 
15,360 
23,750 


9,800 

20,000 

9,000 

8.000 

36,000 

10,500 

4,500 

9,625 

21.000 

49.500 

66.000 

180.125 

600 

15.750 

2,625 

53.600 

73,500 

7,700 

43,788 

89,600 

27,200 

28,500 

111,250 

20,996 

13.260 

22,000 

7,750 

26.000 

167,887 

32,000 

1,600 

18,144 

41,000 

1,500 

25,600 

6,250 

2,400 

5.750 

17,550 


COMPANY,  Manchester,  N.  K.^Cont'd, 

Bonds  lhd  Stocm  Owwio.— Cont.  Par  ^?^ 

Btoau.—CmU.  Vahie.         Value. 

Pemigewaaset  Nat.  Bk.,  Plymouth,  N.  H  $6,000  112.000 

Adams  Expras 10,000  9.800 

Amer.Expras 20.000  20.000 

Amer.  Sugar  Ref..  p 50.000  55,500 

ASS.TrfTg;:.': ^.ooo     ji.eoo 

Amoskeag  Manu..  Manchester,  com "''599  Sr'^ii! 

Amoskeas  Manu..  Manchester,  p 85,000  84.150 

Cs.C5asrN.Y 30,000  38.400 

On.  Adj.  Bur..  N.  Y 300  300 

Laoonia.  Laoonia.  N.  H 2.400  240 

Manch«ter,  N.  H..  gas  It 2.100  13.125 

Mass.  Gas.  p ^T. 80,000  27.000 

Nashua  C,  0. 4  C.  Pap.,  p 10.000  7,500 

Nat.Bisc..P .:. 20.000  25.400 

Nat:a!ffiRrf.,new 10,000  9.000 

New  Hamp.  Securities.  Manchester 400,000  400.000 

Pemigewaawt  Co.,  Plymouth 6,000  3,000 

Pullman 60,000  93,000 

SanbomMap l.JOO  2.800 

So.  Adj.  Bur- Atlanta ^200  200 

Undenmten?8alv..  Chicago 1,000  1,000 

Underwritos' SalT..  N.  Y 400  400 

WeDs  Fargo 5.000  4,650 

Westera  Adj.  A  Insp.,  Chicago 100  100 

West.  Union  Tg...:7....!7 10,200  5.916 

Totah  (book  value,  $4,895,960) $5.509.325    $5.505,644 

MISCELLANEOUS:  Capital  increased  in  1882  from  $250,000 
to  $500,000;  in  1888  to  $600,000;  in  1891  to  $700,000;  m  1893 
to  $800,000;  in  1896  to  $900,000.  and  in  1897  to  $1,000,000; 
b  1907  to  $1,100,000;  m  1910  to  $1,200,000.  and  in  1912  to  $1,350,- 
000.  Conflagration  kjases:  Baltimore,  1904.  $414,491;  San 
F^Mcisoo,  1906.  $455,340.  Values  of  spedal  deposits:  Georgis, 
$10,000;  Virgmis,  $56,500. 

DIRECTORS:  Nathan  P.  Hunt,  Walter  M.  Psrker,  Alfred 
Quimby,  Frederic  A.  Faulkner,  Herman  F.  Straw,  Frank  P.  Car- 
penter, Henry  E.  Bumham,  Roger  G.  Sullivan,  Prank  W.  Sargeant, 
Thomas  R.  Varick,  Wairen  Brown,  William  H.  Cadwell,  Arthur 
M.  Heard,  Harris  M.  Shaw,  Benjamin  A.  Kimball,  Orion  B.  Brown. 
Samuel  K.  Bell  George  P.  Crafts.  WilHam  F.  Richards.  John  A. 
Fisher.  Geo.  W.  Fowler.  Aretas  B.  Carpenter,  Franklin  Worcester. 
Arthur  W.  Howison. 

FIELD  MEN  AND  TERRITORY  COVERED:  GibnanMeAl- 
alster,  special  agent,  at  home  oflbse,  A.  L.  Bfiss.  special  agent.  20 
Kilby  St.,  Boston;  L.  W.  Thompson,  New  Haven,  Conn.,  for 
New  England:  W.  A.  Qukley.  Philadelphia,  Pa.,  special  agent  for 
suburban  PhiladdDhia;  E.  S.  Joseph,  Harrisburg,  Pa.,  spedal 
agent  for  eastern  Pa.;  Smith  M.  Witaon^ttsburg,  Pi^  special 
agent  for  western  Pa.,  western  Md.  and  W.  Va.;  John  W.  Wood, 
Buffalo,  N.  Y.,  special  agent  for  western  N.  Y.;  Frederick  Peters, 
Fishkill,  N.Y.,  special  agent  for  eastern  N.Y.;  Frank  Bancroft,  E. 
Oranse,  N.  J..  WDe6al  agent  for  N.  J.;  W.  M.  King,  Atlanta,  Ga.. 
and  Jonn  J.  McKay,  Macon,  Ga.,  managers  south  Atlantic  depart- 
ment. oomprisingGa.. Fla.  and  Ala.;  D.  E.  Witt,  Lynchburg,  Va., 
special  agent  toVa..  N.C.,  S.C.  and  southern  W.Va.;  A.D.  Yeaton, 
Oshkosh,  Wis.,  spectti  agent  for  Wis.;  M.  S.  Moore,  Terre  Haute, 
Ind.,  special  agent  for  Ind.,  Ky.  and  Tenn.;  Wm.  R.  Drake.  Terre 
Haute.  Ind..  special  agent  for  Ind.;  F.  8.  Chase,  Bloomington, 
lU.,  special  agent  for  HI.;  T.  M.  AyeriU,  Unook,  Neb.,  special 
agent  for  Nebj  Geo.  K.  March,  Hillsdale,  Mich.,  special  agent  for 
Mich.;  D.  C.  2ercher,  Kansas  Cy^  Mo.,  special  agent  for  Mo.  and 
Kan.;  A.  E.  White,  Denver,  Cob.,  special  agent  for  Colo., 
Neb.  and  Wjo,;  Aaron  W.  Jones.  Columbus,  0.,  special  acent  for 
O.;  B.  E.  Hoffmsster.  Omaha,  Neb.,  special  agoit  for  la.  and 
S.  D.;  J.  H.  Gosnell.  Minneapolis.  Minn.,  speoul  agent  for  Minn, 
and  N.  D.;  A.  T.  Bailey,  San  Frandsoo.  manager  for  Cal.,  Ore., 
Utah  and  Mont.;  John  A.  Whallcw  A  Co.,  Seattle,  Wash.,  SUte 
agents  for  Wash.;  Tresevant  A  Cochran,  Dallas,  Tex.,  general 
agents  for  La.,  Tex.,  Ark.  and  Okla.  The  company  does  business 
in  aU  the  States  and  Territories  of  the  United  States,  except  Alas.. 
Aris..  Ida.,  Ner.  and  N.  M. 


NEW  JERSEY  FIRE  INSURANCE  COMPANY,  Newark,  N.  J.§ 

Mdeai,  Geo.  A.  Viefamann;   Vioe-Presidents,  Rudolph  F.  Rabe,  C.  L.  Auger.  A.  E.  Hartcorn;  Secretary.  Geo.  E.  Lyon. 

Organised.  1910. 


^lo.    4«Bls 


IS!    G.0$1*W2 
ItlS  ,   1.914JS9 


Uasamsd 


$608^1 
547.744 
402,640 
169,216 


Net 
Suxplna 


$326,668 
404,115 
430,143 
245,636 


Net 
Premiums 


a$707,487 
663,375 
612,636 
268,666 


Total 
Income 


$812,238 

t828,192 

•1,021.674 

•576.733 


Paid 


a$423368 

405,101 

189,826 

18,775 


Diyidends 


$329,628 
328,984 
279,721 
120.006 


Total  £x- 
pcmditures 


$753,496 
734,085 
469.547 
138.783 


Losses 
Incurred 


$435,066 
405,858 

243361 
33,004 


n^l^'^^l'^^fiSnbalMmtilm  paid  in  in  1911  and  $381,627  additional  in  1912.       t Includes  $76,530  surplus  paid  in,  and 
<^i.g7rwenfd  &om  orgamsstion  board,    a  Includes  $6,256  marine  premiums  and  $29,954  marine  losses. 

f  IHsMii  both  fire  and  narine  bosinsB. 
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NEW  JERSEY  FIRE  INSURANCE  CO.,  Newark,  N.  J.^Continued. 


A88BTS,  Dec.  3i,  1914. 


Real  estate 

Mortgage  loans 

Bonds  and  stocks . . 

Cash 

Agents'  balances . . 
Interest  and  rents . 
Other  assets 


S297,035 

738.050 

757,336 

99.033 

144,671 

17.838 

7,009 


LiABiUTixs,  Dec 

Losses  unpaid 

Unearned  jn-ems.. 
Other  liabUities. . 

Total  liabilities. 
Capital  paid  up. . 
Net  surplus 


31, 1914. 

1105.762 

608.531 

20.921 


$735,214 

1,000,000 

326,658 


Total  assets $2,061,872       Total $2,061,872 


Underwriting  loas,  $144,484;  investment  profit,  $67,026. 

RISES  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
$105,461,963;  premiuoos  thereon.  $1,156,529:  marine  and  inland 
risks  in  force,  $500,040;  premiums  thereon,  $6,255. 

BUSINESS  SINCE  ORGANIZATION:  Phuniums  received. 
$2,252,165;  losses  paid.  $1,012,133. 


REAL  ESTATE  OWNED:  Consists  of  an  a«tory  fir»iiroof 
building  at  38-40  Clinton  st.,  Newark,  occupied  for  oflBoe  pur- 

res,  carried  at  book  value,  $238,252.  a  dwelling  in  Rutherford. 
J.,  valued  at  $11,530.  an  office  building  in  Rutherford  oarriea 
at  $26,075.  and  a  brick  tenement  property  in  Passaic,  N.  J.,  which 
cost  $32,709.  The  three  last  named  properties  were  acquired 
under  foreclosure. 

MORTGAGE  LOANS:  There  are  04  loans,  raaging  from 
$2,500  to  $32j000  in  amount,  and  amregating  $738,050,  secured 
by  properties  m  Montclair,  Paasaic,  Plunfield,  Rutiicrford,  Caria- 
tadt.  Little  Falls.  Ridgewood,  Asbury  Park,  Belmar,  Atlantic 
Highlands,  Highland  Park.  West  Orange,  Perth  Amooy*  New 
Brunswick,  Fanwood,  Murray  Hill  Park,  East  Orange,  Red  Bank, 
Clifton,  Lsikeview,  North  Arlington,  Glen  Ridge,  Palisades,  Lake 
Hopateong,  Long  Branch,  Boonton,  Nutley,  Short  Hills,  South 
(>nnge,  Irvington,  Bloomfield,  Ocean  City,  Millbum,  and  Newark, 
N.  J.,  valued  at  $1,434,235.  the  company  holding  $890,800  of 
insurance  on  the  biuldings.  There  was  $1,762  of  interest  past 
due  on  Dec.  31.  last.  The  largest  loan,  $32,000.  is  protected  by  the 
apartment  house  at  N.  Burnett  and  William  sts.,  E^ast  Orange,  val- 
ued at  $65,000,  and  insured  for  $40,000. 

BONDS  AND  STOCKS  OWNED: 
Bonds. 

Asbury  Ptok,  N.  J.,  imp.,  1947-51.  i\% 
Atlantic  Cy.,  N.  J.,  drg.,  1941,  4*%. 
Atlantic  Cy.,  N.  J.,  pav.,  1921,  4f 
Atlantic  Cy.,  N.  J.,  wat.,  1941, 
Bayonne,  N.  J.,  f.,  1928,  5%. . 

Bayonne,  N.  J.,  g.  f.,  1929, 4J% 

Bayonne,  N.  J.,  sc.,  1930. 4^% 

Bridgeton,  N.  J.,  imp.,  1941.  4i% 

Bordentown,  swg.  disp.,  1940, 4J%. . , . 

Burlington,  imp.,  1946, 4i% 

Camden,  r.,  1041, 4i% 

Cape  May,  N.  J.,  imp..  1042,  5% 

Hoboken.  sc.,  1042. 4*%. 

Jersey  Cy.,  sc..  1061,  4J% 

Jersey  Cy.,  hoep.,  1035,  4% 

Jersey  Cy..  pk.,  1061,  4i% 

Jersey  Cy..  wat.,  1061,  i\% 

Long  Branch,  sc..  1041, 4|% 

Newark.  Corp.  sc..  1030.  4% 

Newark,  new  city  hall.  1031,  3i% 

Newark,  wat.,  1922,  4% 

New  Brunswick,  sc..  1953-55,  4^%. . . . 

New  Brunswick,  s.  f.,  1920.  4^% 

Orange,  mun.  el.  It..  1960,  4% 

Orange,  f.,  1936, 4^%  

Orange,  sr.,  1916-21.  S'^;  

Passaic,  sc..  1917-40, 4^% 

Passaic,  hosp.,  1936,  4^*^ 

Pfeterson.  sc,  1934.  4^7 

Paterson,  sc,  1940.  4i% 

Summit,  f.,  1940,  4^% 

Summit,  pk.,  1038,  4j% 

South  Amboy,  sr.,  1Q45-46.  5% 

Trenton,  sc..  1041, 44% 

Trenton,  r.,  1021. 44% 

Trenton,  r.,  1016,  4% 

Bergen  Co..  bldg.,  1936.  4^% 

Bergen  Co..  H,  1931.  4^% 

Cape  May  Co..  rd.  A  bg..  1941.  4^%. . 

Camden  Co.,  rd.  imp..  1935.  4^% 

Essex  Co..  hosp..  1949.  4% 

Hudson  Co..  pk.,  1960,  4% 

Middlesex  Co..  bldg..  1032.  4}% 

Middlesex  Co..  bg.,  1026.  3i% 

Passaic  Co..  rebldg.  bg.,  1920,  4% 

Union  Co.,  hosp.,  1041, 4}% 


Par 

Market 

Value. 

Value. 

$5,000 

$5,050 

5,000 

5,200 

10.000 

0.000 

6,000 

6.240 

5,000 

5.350 

7,000 

7,140 

5.000 

5,100 

10.000 

10.200 

5.000 

5.000 

5,000 

5.000 

5,000 

5.250 

10.000 

10.700 

10.000 

10.400 

15.000 

15.000 

5,000 

4.850 

5.000 

5.000 

20.000 

21.000 

5.000 

5,100 

5.000 

4.050 

20.000 

18.600 

5.000 

4.0.50 

5.000 

5,250 

1.000 

1.010 

6,000 

4,700 

10,000 

10.300 

3.000 

3.090 

10.000 

10,300 

10,000 

9,700 

5,000 

4,900 

5.000 

5.250 

5.000 

5.200 

5.000 

5,200 

5.000 

3.240 

10.000 

10,600 

10,000 

10.200 

5.000 

5,000 

5.000 

5.200 

5,000 

5.150 

10.000 

10.200 

6,000 

5.200 

10.000 

9.800 

30.000 

28.500 

10,000 

10.100 

15,000 

14.100 

3.000 

2.970 

10.000 

10.400 

BoNOB  AND  Stocks  Owned. — Cont. 
Bonds.— C<m/. 

Harrison,  sc..  1021.  4^% 

Little  Falls.  N.  J.,  sc.,  1017-10,  4}%. . . 

Union,  sc.,  1923,  4^% 

West  Orange.  N.  J.,  sc.,  1030,  5% 

Morris  A  Essex  R.  R.,  1  r..  2000,  3i%. . 
N.  Y.,  Susq.  A  W.  R.  R..  r.,  1037,  5%. . 
N.  Y..  Susq.  A  W.  R.  R..  gn.  m..  1040, 5% 
N.  J.  A  H.  R.  R.  R.  A  F.,  1  m..  1050,  4% 

Nor.  A  West.  R.  R.,  cs.,  1038. 4j% 

So.  Pac..  cv.,  1034,  5% 

U.  N.  J.  R.  R.  Canal,  gn.  m.,  1023, 4%. . 
W.  J.  A  S.  R.  R.,  1  cs.  m.,  1036,  4%  . . . 
Newark  Pass.  R.  R.,  1  cs.  m.,  1030. 5% . . 
Boonton  El.  of  N.  J.,  g.  m.,  1942,  5%. . . 

Cs.  Tc.  of  N.  J.,  1  m.,  1033,  5% 

Cs.  Gas  of  N.  J.,  1  cs..  1036.  5% 

Elis.  A  Trenton  R.  R.,  1  m..  1062,  5%. . 

Hudson  Gas.  1  m..  1049,  5% 

Mercer  Co.  Tc.  1  m..  1944.  5% 

Morris  A  Somerset  El.,  s.  f..  1040,  5%. . 

Newark  Gas,  1  m..  1944.  6% 

N.  J.  A  No.  Gas.  1  m.,  1952,  5% 

P*t.  A  Pass.  G.  A  E..  cs.  m.,  1949,  5%. . 

Plainfield  Un.  Wat.,  r.,  1931,  5% 

Public  Service,  N.  J.,  gn.  m..  1959.  5%. . 

Riverside  Tc,  1  m..  1960,  5% 

Shore  Lighting.  1  m.,  1951.  5% 

United  El..  N.  J.,  1  m.,  1949,  4% 

Stocks. 

Great  Northern  Ry 

Lehirii  VaUey  R.  R 

Reading 

A.,  T.  AS.  FeRy 

Atlantic  Coast  Line  R.  R 

Louisville  A  Nashville  R.  R 

Norfolk  A  WcBtern  Ry 

Pittsburg  C.  C.  A  St.  L.  Ry 

Pittsburg  C.  C.  A  St.  L.  Ry.,  p 

Louisville  A  Nashville  R.  R 

Atlantic  Coast  Line  R.  R 

Norfolk  A  Western  Ry 

Southern  Pacific 

a.  A  O.  K.  K 

Brooklyn  Rapid  Transit 

Pa.R.R 


Par 
Vahe. 

$2,000 

5,000 

10,000 

10,000 

10,000 

5,000 

3.000 

20.000 

1.000 

2.000 

10.000 

20.000 

10.000 

5.000 

5.000 

11.000 

20.000 

10.000 

10.000 

10.000 

3.000 

10,000 

5.000 

20.000 

5,000 

10.000 

15.000 

5.000 


11,900 

10.000 

10,000 

10,000 

10,000 

10,000 

10.000 

10,000 

10.000 

2,000 

1,000 

500 

10.000 

10,000 

10.000 

5.000 


Value. 

12.020 

5,&20 

lO.lOO 

lO.fOO 

8.700 

4."50 

2.190 

8,200 

1,050 

2,M0 

10.000 

19.400 

10.500 

s.om 

5.1.50 
ll.fifiO 
19,C«) 
10,4(ft 

s,:r(' 

9.N00 
5.050 

20,200 
4.500 
9,300 

14.550 
4,050 


14,756 
13.900 
16.4W 

9,m 

12.100 
13.800 

\^m 

7.300 
9,500 
2,760 
1.210 
520 
9,600 
8.900 
9,200 
5.550 


Totals  ^book  values.  $781.335) $745,400       $757.a36 


MISCELLANEOUS:  The  New  Jersey  Fire  of  Newark.  N.  J-. 
was  examined  for  license  l^  the  Comnussioner  of  BvikiDg  and 
Insuranoe  of  the  State  of  New  Jersoy,  as  of  March  18.  1911.  TYt« 
oompany  then  possessed  a  paid-up  capital  of  $200,000  and  a 
cash  surplus  of  $148,363.  During  1011  capital  was  iDcreaaed  t<i 
$400,000  and  $296,000  additional  surplus  paid  in.  In  1912.  caintaJ 
was  again  increased  to  $000,000.  and  $370,000  additional  BurphM 
paid  in.  In  1013  capital  was  increased  to  $1,000,000  and  $75.00( 
additional  surplus  paid  in. 

DIRECTORS:  Chas.  L.  Auger.  E.  C.  Bataille,  W.  R.  CoddVos 
ton,  Wm.  L.  Douglas.  Edwin  B.  Goodell.  Thos.  J.  Hillery.  Rudc^ 

F.  Rabe,  David  St.  John,  M.  D.,  Edmund  Eugene  Sareeant,  Wm 

G.  Wfailden.  Frank  Stumpf.  A.  E.  Hartccnn,  fVank  Jcouungj 
Geo.  N.  Seger,  I.  A.  Hall,  Geo.  E.  Lyon. 

nELD  MEN  AND  TERRITORY  COVERED:  W.  O.  Chai 
man.  Newark.  N.  J.,  special  agent  for  N.  J.;  W.  H.  Warner.  Phil 
delphia.  Pa.,  special  agent  for  eastern  Pa.  and  Md.;  E.  C  1 
Wolfe,  Pittsburg.  Pa.,  special  agent  for  western  P^.;  George  B«rr 
123  William  St..  N.  Y.  Cy..  special  agent  for  N.  Y.;  Paul  1 
Schenck,  Greensboro.  N.  C.,  general  agent  for  N.  C.  and  S.  C 
H.  S.  Kaufmann.  New  Orleans.  La.,  general  agent  for  La.;  G  x^.  1 
Jalonick.  Dallas,  Tex.,  general  agent  iar  Tex.;  Guy  M.  Rush,  I 
Angeles,  Cal.,  general  agent  for  Cal.;  Joe.  H.  Rucker,  general  atm 
San  Francisco,  Cal.;  Seeley  A  Co..  general  agents  for  Wash.,  Oi 
and  B.  C;  Jordan  A  Norton.  JackaonviDe,  Fla.,  general  asents  ' 
Fla.;  J.  W.  Robertron.  Chicago.  HI.,  ^eral  agent  for  IIL.  Col 
Ind..  Minn.,  Wis.,  0.  and  Mien.;  D.  ChfTe  Stone.  Nashville,  Tec 
general  agent  for  Tenn.,  Ala.  and  I^.  The  oompany  opera 
m  Ala.,  Cal.,  Colo.,  Fla.,  III.,  Ind..  la.,  Ky..  La..  Md..  Ma 
Mich..  Minn..  N.  J,.  N.  Y.,  N.  C,  0..  Ore.,  Pk..  S.  C..,  Tc 
Tex..  Wash..  Wis.  and  B.  C. 
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NIAGARA  FIRE  INSURANCE  COMPANY,  New  York,  N.  Y. 

Preadeai,  Harold  Herrick;  Fioe-Prendimt,  Geo.  C.  Howe;  Secretary,  Geo.  W.  D^wey.    Orgaaised,  1830. 


Uaeaned 

Net 

Net 

Total 

Loaaes 

1 

Total  Ex- 

Loeses 

Yuri   AaetB 

SurpluB 

Income 

Paid 

DiTidends 

Expenaes 

penditures 

Incurred 

1911  :  t7.439,m    S3.6S2.5B3 

12.323,733 

13,827,597 

14,148.328 

11,834,096 

$250,000 

$1,574,154 

$3,658,250 

$1,925,039 

I9I3I   6il4,4(X> 

3.096,428 

2,500.950 

3,284,293 

3,542.684 

1.655,731 

350,000       1,319,555 

3.225,286 

1,670.913 

I9I2     fi,9Sl,ffiO 

2,909,430 

2.664.692 

3,174,564 

3,471.764 

1,691,311 

250.000 

1.273.319 

3,214,6301      1,680.164 

l^:i  1   S,7M,192 

2,901354 

2,475,199 

3,226,700 

3,500.506 

1,644.310 

200.000 

1,243.089 

3,087.399      1,575.468 

1910.   6^.037 

2,777,578 

2,051.128 

3,151.211 

3,398.195 

1.477,189 

475,000 

1,224.340 

3,176,529 

1      1,634,093 

Asssn,  Die.  31, 1914. 

Mortgage  loan....  $553,500 

BdKfa&adstocb...  5,822360 

Ctti   475,726 

AfentBtdaoaes....  517.381 

Inares 39,220 

OtherMKtB 94,186 

Tc4al $7,502,873 

SridB?.oTcrliab..        63,700 


LuBiLniES,  Dec.  31, 1914. 

Lonea  unpaid $347,315 

Unearned  prema ....    3,682,593 
Other  Uafa£tieB....        85.532 


Total liabiUtiee...  $4,115,440 
Capital  paid  up. . . .  1,000.000 
Net  Burplua 2.323,733 


Ty.al 


$7,439,173       Total $7,439,173 


Zt^enmODg  loa,  $285,125;  inTeetment  profit.  $421,608. 

RISKS  AND  PREMITJMS:  Fire  riaka  in  foree,  December  31. 
KS8.nS.7S4;  premiuxnB  thereon,  $6,991,703;  marine  and  inland 
c^«  ia  force,  $1,297,348;  premiums  thereon,  $35,374. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
^VrSSMl;  loaBes  paid,  $47,231,128;  dividends  declared,  cash, 

MORTGAGE  LOANS:  There  are  8  loans,  of  which  the  largest 
B  flliOOO  aecored  hy  3  E.  Slst  at,  N.  Y.  (raloed  at  $220,000). 
Ik  Gtbas  are:  $60,000  on  442-444  3d  ave.,  N.  Y.  (valued  at 
S^iBO);  S?3.5ao  on  133-6  W.  11th  St.,  N.  Y.  (valued  at  $105,- 
^yy,  MfiOO  00  404-8  E.  49th  st.  (valued  at  $irO,000);  $40,- 
a»aQ  Rodeaee  at  OoM  Spring  Harbor,  N.  Y.  (valued  at  $128.- 
«Cn  IS830C  on  670  BitMdway,  N.  Y.  (valued  at  $100,000); 
C4.000  00  461  Amsterdam  ave.,  N.  Y.  (valued  at  $47,500); 
mm  m  106-13  W.  S5th  st,  N.  Y.  (valued  at  $170,000). 
>3  ktovt  irtt  overdue  on  Deeember  31.  kst. 

B0SD8  AND  STOCKS  OWNED: 
BoHoa. 

J5e1a,g.,d.,1924.4J% 

jWfW  N.  M..  a.  sr.  ha^  1929, 4|% 
^«W  Dyking  Dist,  B.  C.,  d.,  1984, 

^Hl 

G«r?a.n^l915,44% 

J«KjHte.  Vs.,  r.,  1935, 4% 

;.  I-  Cr,  ep..  vat  sup.,  1980, 41% ... . 

M,Cf.,i936,4% 

J  J..Cy.,wtKip.,  1954,34% 

X  I. tf.,  ca,  pub.  pka.^  pkwys.  A  drives, 

H.  Y.  5. 


'%■ 


est 


Drive,  1954^ 


i|.r.^^»,iK4;3t% 


.  es.  St  ^  pk.  opening,  1918, 

5  Y;t3;,ioi8tr.  ■t:;i9M,'3i%:  y.'/.v.] 

•I  I-.  hvy.  mm..  eiempC,  1962-41 , 4% . . 
Xev  ¥«k.  M  Intentate  Pk.,  1961, 4% 
i«felk.  Vs.,  Wanilmp..  1986,4% 

Jjrfdk,  V»^  1923. 57o 

5rtiiad,ftt,ii«t.L,  1923,5% 

J«tl»al  Ore.,  g,  1922. 6% 

^tfewjd.  Va.,  1926. 4% 

yaamt(iB.,8t.l943,4% 

^)CC«.  L  R.  R..  g.,  Louia.  A  Naah., 

^«Ul«,4% 

Caihfciv   lr.,g.,1949.4% 

CUapeakeftO^g.,1914 

J^  JU  8l  L  R.  B.,  cv.,  g..  1932. 4»% 
C>H.  1. 4  Pac.  Ry.,  1  r.  m.,  g.,  1934, 4% 

C,  i  U  P  Jly.,  g.,  d..  1932, 6% 

|'»a.ll,eoL,g.,1914 

Ma^Cy,  Ft  Seott  A  M.  Ry..  g-,  1936, 

M.4M3o.Ry.,1915,5% 

8^1921,4% 

|gj;.JJ-.g.l9»,4% 

^  PttSicM-.  1936, 4f% '.'.'.'.'.'.'. 


Par 

Market 

Value. 

Vahie. 

$50,000 

$48,500 

10,000 

10,000 

15.000 

12,750 

10,000 

10,000 

25,000 

23,750 

200,000 

202,000 

82,000 

81,180 

65,000 

57,200 

50,000 

61,500 

40.000 

39,200 

40,000 

35,200 

29,000 

25,520 

14,000 

13,720 

6,000 

5,280 

75,000 

76.500 

25.000 

25,500 

12,000 

10,800 

500 

506 

10,000 

10,500 

40,000 

40300 

15,000 

13.950 

500 

480 

10,000 

8,800 

160,000 

188,000 

50,000 

47,000 

23.000 

23,460 

50,000 

36,000 

100,000 

60,000 

75,000 

54,760 

50,000 

50,000 

50,000 

50,000 

50,000 

46,000 

100,000 

97,000 

150,000 

129.000 

100,000 

102,000 

30,000 

30,000 

Bonds  i.in>  Stocks  OwvzD.—CmU. 
Bonds. 

Hack.,  N.  J.,  wat.,  1  m.,  g.,  1952, 4% . . 

Ind.  Steel.  1  m..  e..  1952,5% 

Lake  Gas.  Cook  Co..  1  m.,  1915, 6%. 
Liasett  A  Myers  Tob..  g.,  1951. 57o  ■ 
P7LoriIlard,g.,1951,5 


(/,' 


Mortgage  Bond  of  N.  Y..  g.,  1966, 4  . 
N.  Y.  Gas,  El.  Lt,  Ht.  A  Pow.,  p.,  g 
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1949,  4% . 


U.  S.  Steel  Cp..  reg.,  s.  f.,  g.,  1963,  &%  ■ 

Stocks. 

Atch.,T.AS.F.R.R„p 

Atch.,T.AS.F.R.R.,oom 

Bait.  A  O.,  R.  R.,.p 

Bait  A  0.  R.  R.,  com 

Cent  R.  R.  of  N.  J 

ChL,  Mil.  ASt  P.  R.  R„p 

Chi.,  Mil.  A  St  P.  R.  R..  com 

Chi.  A  Nwn.  R.  R.,  com 

Clev.  A  Pitts.  R.  R.. 

Louis.  A  Naah.  R.  R. 

Moiria  A  Essex  R.  R 

N.Y.,L.&W.Ry 

No.  Psc.  Ry.,  com 

Penn.  R.  R.,  com ■ 

Pitta.,  Ft  W.  A  Chi.  R.  R 

Reading,  com 

Rennadaer  A  Saratoga  R.  R 


So.  Pac.,  com. 

Un.  Pac.  R.  R.,  com 

Un.  Pac.  R.  R.,  p 

Amer.  Exch.  Nat  Bk.,  N.  Y 

N.Y.Tr.,N.Y 

U.  8.  M.  A  Tr.,  N.  Y 

Prov.  Loan  Soc.  of  N.  Y 

Amer.  Car  A  Foundry,  p 

Gn.Adj.Bur.N.Y 

Int.  Harvester  of  N.  J.,  cum.  p. . . 

Int.  Harvester  Cp.,  cum.,  p 

Louis.  Prop. 

National  Biscuit,  p 

Pullman 

So.  Adj.  Bur 

Underwriters  Slvg.,  N.  Y 

Underwriters  Slvg.  of  Chicago,  111 . 
U.S.  Steel  Cp.,p 


Par 
Value. 

$50,000 
50.000 
20,000 

100,000 
85.000 
24.000 

50.000 
100,000 


200.000 

124.000 

36.000 

267,500 

130.000 

60.000 

50.000 

150.000 

10.000 

180.000 

20,000 

30,000 

200.000 

110.000 

10,000 

25.000 

10,000 

150.000 

300,000 

100,000 

35,000 

40,000 

20,000 

100,000 

50.000 

150 

25,000 

25,000 

1,400 

10,000 

100.000 

200 

1.000 

500 

200.000 


Market 
Value. 

$42,500 
51,000 
20,000 

102,000 
85,850 
20,160 

43.500 
103,000 


206,000 

122.760 
29,160 

238,075 

396,500 
80.400 
49,500 

199.500 
16,600 

248,400 
34,200 
34.800 

222.000 

122.100 
16,400 
41,000 
18.000 

144,000 

384.000 
83,000 
72,800 

240.000 
81,200 

100.000 
59.000 
150 
29.500 
29,500 
560 
12.700 

155.000 

200 

1,500 

500 

220.000 


Totals  (book  value,  $5,834,158) $5,051,750    $5,822,860 


MISCELLANEOUS:  Capital  reduced  in  1872  from  $1,000,000 
to  $500,000.  In  1906  capital  reduced  from  $500,000  to  $250,000 
and  later  increased  to  $750,000  by  sale  of  new  stock  at  200 ''< , 
thu<i  adding  $250,000  to  capital  and  $750,000  to  surplus:  capital 
mcreased  in  1910  to  $1,000,000.  Conflagration  losses:  Chicago, 
1871,  $256,000;  Boston,  1872,  $358,000;  Baltimore,  1904.  $275^- 
000;  San  Franciaeo,  1906,  $2,150,000.  Chelsea,  1908,  $230,000. 
Valuei  of  special  deposits:  Ga.  $10,000;  Va.  $59,485;  N.  M. 
$10,000;  Can.,  $189300 


DIRECTORS:  J.  Herbert  Johnston,  Robert  W.  De  Forest 
Otto  T.  Baanard,  Henry  W.  De  Forest  J.  Warren  Greene,  Harold 
Herrick,  Henry  E.  CJoe,  (Jeo.  C.  Howe,  Geo.  W.  Dewey,  Wilham 
B.  Boulton.  Tbomaa  ^Uiama,  Chas.  T.  Willa,  Johnston  de  Forest, 
Ethelbert  I.  Low,  Chas.  Laue. 

FIELD  MEN  AND  TERRITORY  COVERED:  W.  L.  Steele, 
manager;  J.  P.  Singleton,  assistant  manager.  Western  depart- 
ment Insurance  Exchange,  CHucaffo,  III.  Special  agents,  Wntem 
department:  David  E.  Jones,  Minneapolis,  Minn.,  for  Mun., 
N.  D.  and  S.  D.;  H.  J.  Zechlin.  Milwaukee,  Wis.,  for  Wis.;  C. 
W.  Good,  Chi.,  for  111.;  J.  B.  Bush,  Kan.  Cy.,  Mo.,  for  Mo;;  M . 
M.  Hawxhurst  Detroit  Mich.,  for  Mich,  and  part  of  Ont.;W.  T. 
Porter,  Jr.,  Cincinnati,  for  0.;  D.  P.  Barrett  IndianappBs.  Ind., 
for  Ind.;  W.  F.  Sweaaea,  Kansas  City,  Mo.,  for  Kan.;  Chfford  Wat- 
son, Vinton,  la.,  for  la.  and  Neb.;  G.  S.  Whitford,  Denver.  Colo., 
for  CoJo.,  Mont,  N.  M.  and  Wyo.;  W.  H.  McCIam,  OkUhoma 
City,  for  Okla.    Edwin  Parrish,  manager  Pacific  Ckwst  depart- 
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meat,  oonastuig  of  Cal..  Ore.,  Wash..  Utah,  Ncv.,  Am.,  Alaa., 
Ida.,  Hawauan  Is.,  B.  C.  Allwrta  and  Saakatchewan;  epecial 
Mento,  Chester  Deaing,  Portland,  Ore.,  for  Ore.,  WaA.,  and  B.  C; 
p.  D.  Balwin.  San  Frandsoo.  Cal.,  far  Cen.  Cal.;  R.  T.  Boyd. 
San  1^0800,  Cal.,  for  Cent.  Cal.;  B.  C.  Fischer,  Los  Angdas, 
Cal.,  for  So.  Cal.  and  Aris.;  J.  A.  Carlson,  Spokane,  Wash., 
for  E.  Wash.,  E.  B.  C,  Ore.,  Ida..  Alberta  andSask.,  CHffoni 
H.  Rice,  Boston,  Mass.,  general  agent  for  New  England  States; 
Hany  S.  Richards, specttlageot,  Rochester,  N.  Y.,  for  W.  N.  Y.; 
Joseph  H.  Mayers,  speoal  acent,  Albany,  N.  Y..  for  E.  N.  Y.; 
{•■•  Westevelt,  Tenafly.  N.7.,  special  agent  for  N.  J.  and  S.  E. 
^-.vi."-  **•  Benjamin,  Phihufelphia,  special  agent  for  E.  Pa. 
and  Md.;  S.  S.  Grimm.  Flttsborg,  speoal  agent  for  W.  Pa.; 


J.  M.  Price,  special  agent,  Patchogue,  L.  I.:  Howard  S.  NatUn, 
Richmond,  Va.,  spediU  agent  for  W.  Va.,  Va..  N.  C.  and  S.  C; 
B.  E.  Dnrden,  Atlanta.  Ga.,  special  agent  for  Ga..  Ala.  and  Fla.; 
Fred  L.  Seaman,  New  Orleans,  La.,  special  agent  for  Miss,  and  La.; 
Vemer  Kline,  Louisville,  Ky.,  speoal  agent  for  Ky.  and  Tenn.; 
L.  B.  Leigh  &  Co.,  little  Rock,  Ark.,  general  igenta  for  AiU 
lYeserant  A  Cochran.  Dallas,  Tex.,  general  agents  for  Tex.; 
Spedal  agents  for  Tex:  J.  G.  Smith  and  F.  A.  Nesbit.  Dallas; 
il.  L.  Houseman,  Palestine;  Waller  Acker.  Waxahacfaie;  P.  M. 
Anderson,  San  Antonio.  The  company  operates  in  all  the  States 
and  territories  except  Dd.  and  D.  C,  and  in  the  jprovinoes  of 
British  Columlna,  Saskatchewan,  AlberU,  Ont.  and  Quebec.  Can. 


NORTH  BRANCH  FIRE  INSURANCE  COMPANY,  Sunbury,  Pa. 

President,  W.  H.  Lyons;    Secretary,  Amos  Bloom.    Organised,  IQIL 


YK4B 


Asaets 


1235,997 
166,337 
130,682 


Unearned 
Premiums 


$51,010 

17.132 

3,227 


Net 

Surplus 


125,088 
36,174 
27.455 


Net 

Premiums 


177,011 

25.518 

4,989 


Total 
Income 


*I83,909 

•31,314 

7,074 


Pftid 


130,794 

3.516 

136 


Dividends 


t4,000 


131,474 

11,840 

6.651 


Total  £x- 
pencfitures 


166,268 

16,356 

6,787; 


loeumd 


t39,8l4 

3,726 

136 


*  Excludes  17,500  surplus  paid  in  1913  and  130.000  in  1914. 


AB8n*B,DBc.3I,1914. 
Mortgage  loans $92,400 


LuBiunBs,  Dm.  31, 1914. 


Bonds  and  stocks. 

Collateral  loans 

Cash 

Agents' balances.... 
Interest  and  rents..., 
Ctfs.  of  Deposit. . . . 


unpaid 

Unearned  prems... 
Perp.  dep.  reel 

Total  liabilitica.. 
Capital  paid  up 


54,450 

3,700 
16.347 
12.492 

2,058 
54.550    Net  surplus. 


$0,489 

51,010 

460 


$60,909 

150,000 

25,088 


Totalaaseti $235,997       Total $235,997 


Underwriting  loss,  $27,645;  investment  loss,  $9,441. 

RISKS  AND  PREMIUMS:  Fire  ri^  in  force,  December  81 . 
$7,518,023;  premiums  thereon,  $89,661. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$107,518;  losses  paid,  $34,228;  dividends  declared,  cash,  $4,000. 

MORTGAGE  LOANS:  Tbere  are  38  loans  aggregating  $92,- 
400  on  lands  and  buildings  in  Sunbury,  Ptt.,  and  neighboring  towns 
valued  at  $139,536.  The  company  hoUs  $94,999  insurance  on 
thebuildinsB.    On  Dec.  31,last,  there  was  $158  of  interest  past  due, 

COLLATERAL  LOANS  are  as  foOows: 


SlCUlUTUS. 

Bank  of  Landesburg 

Sunbury  Bg.  Co.  stk 


I»*B««*«» 


Market 
Value. 

$2,184 
5,000 


Amount 
Loaned. 

$1,000 
2.700 


Totals. 


BONDS  AND  STOCKS  OWNED: 
BoNns. 


$7,184         $3,700 


Hymouth,  Ph.,  le.,  4%.. 
Hummebtown,  wat,  5%. 
Lycoming  Co.,  Pa.,  3%.. 


Psr 
VahM. 

$8,000 

5,500 

500 


Market 
Value. 

$8,000 

5.500 

500 


BOMDS  AND  StOCU  OwiOCD. — CotU. 

Bonds. — Corit, 

MontoursviDe,  Pa.,  sc.,  4% 

Mt.  Carmel,  Pa.,  ae 

N.Y.City 

Fairell.  Ps.,  sc 

Lock  Haven,  Ps.,  bo 

Rtts.,  Ps.,  4J% 

N.  Y.  Cy..  4J% 

Hanover  McSberr>'stown  Water,  5%.. . 

Stogkb. 
Hooven  Mercantile. 


Pkr 
Value. 

$1,000 
7,000 
8,000 
3,000 
3,000 
10.000 
10,000 
3,000 


400 


Market 

Value. 

$1,000 
7.000 
3.000 
3.000 
3,000 
10.000 
10.000 
2,fc50 


Totals  (book  value,  $58,000) . 


$54,500 


MISCELLANEOUS:  lliis  company  was  oKsniied  in  ISll. 
and  was  licensed  in  May,  1012,  witha capital oTIlOO.OOQ, aixl • 
surplus  of  $50,000;  capital  increased  Dec.  31, 1913,  $12,500  by  cuh 
payment  and  $7,500  caah  contributed  to  surplus;  Dec.  31,  1914, 
capita]  increased  $37,500  and  surplus  increased  $30,000  by  c«d 
payments. 

DIRECTORS:  D.  N.  App,  I.  E.  Boost.  Amos  Bloom,  Then 
Bosk.  E.  E.  Clark,  Geo.  E.  Deppea,  Mahk>n  Dyer,  P.  J.  Ttmcf 
P.  H.  Fuhrmann,  M.  E.  Grove.  F.  A.  Hayes,  A.  P.  HuH,  H.  h 
Jones,  J.  H.  Lenker.  G.  £.  Ledter.  W.  H.  Lyons,  D.  C.  LyoH 
W.  H.  Merti.  C.  S.  Miller,  A.  MoescUin,  W.  H.  Nicely,  A.  W.  Poo 
tius,  W.  A.  Riland,  C.  P.  Rinefaart,  Isaac  RookefeUer.  A.  G.  Rotb 
ermd,  J.  W.  SampseU,  J.  J.  Sanksy,  C.  C.  Seebold,  Wm.  Shinua 
D.  H.  Snyder,  Joe.  Wilhour,  Jos.  Wyatt.  J.  G.  Sell,  0.  I 
RockefeUer.  J.  M.  Sherman,  J.  P.  Ttessltr. 

FIELD  MEN  AND  TERRITORY  COVERED:  E.C.Wcl 
P.  0.  193.  Philadelphia  jF^  and  L.  H.  Priest,  Hug^esvine.  PH 
special  agents  for  Pa.     The  company  openttesin  Pft.  only. 


NORTH  BRITISH  AND  MERCANTILE  INSURANCE  COMPANY 

OF  NEW  YORK,  New  York,  N.  Y. 

Pnddcat,  E.  0.  Richiida:  Vioe-Fnddeot  u>d  Secntvy,  J.  F.  H«.tiii«a;  Vioe-Fnwlento,  W.  P.  YoaBC  C.  R.  Pokiia,  W.  8.  Bcnlu 

OiguiMd,  1897. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Looes 

YSAR 

Assets 

Surplus 

Fkemiums 

Income 

Psid 

Dividends 

Expeosei     penditures 

Iscunsd 

1914 

$2,277,567 

$478349 

$1,540,046 

$545,788 

$634,423 

$270,378 

$20,000 

$224,294       $514,672 

$2793 

1918 

2.111,192 

503,044 

1,359.705 

541351 

627.893 

250,312 

2(MX» 

203.491 

47330$ 

246.1 

1912 

2.029.646 

508,383 

1.270.136 

564.703 

643,679 

275,152 

20,000 

216,771 

511323 

2533 

1911 

1.925.010 

529  S99 

1.121.006 

.   607,018 

763,839 

262.413 

20,000 

243,447 

635360 

276,3 

1910 

1,679,210 

431.404 

990.023 

572,855 

637,673 

199,505 

20,000 

20B366 

427,771 

2i5,a 
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NORTH  BRITISH  AND  MERCANTILE  INS.  CO.  OF  N.  Y.,  New  York,  N.  Y.—ConL 


ism,  Dk.  31. 1914. 

BoadiiBdstMb...  32.097,650 

C«4 75.«76 

Afatthtlam....        80,141 

latoot 23,700 

OtkeuKtM 500 


LiABnjTiBS,  Dec.  31, 1914. 

LoBsea  unpaid $43,672 

Unearned  prems ....  478,849 

Other  liaUUties. . . .  15,000 

Total  liabilities...  3537.521 

Capita]  paid  up. . . .  200,000 

Net  surplus 1,540,046 


Totel 


|2.277,5«7       Total t2,277,5«7 


VoiamHag  profit,  102,107:  inveatment  profit.  $106,284. 

RISES  AND  PREMIUMS:  Fira  rieks  in  force.  Deoembv  31, 
I123J01.198;  mmiaiDs  thcRon.  $832,599. 

firSINES  SINCE  ORGANIZATION:  Premiums  received, 
txIlL746;  loM  paid,  $1,885,456;  dividenda  declared,  cash, 
1252,000. 


BONDS  AND  STOCKS  OWNED: 
Bomw. 

r?.Pte.  Cut,  leg.,  1961, 3*^r 

BklTiu  WaBabout,  lef.,  1926,  3|% 

.N  »  Oy^  App.  Diy.  Soip.  Ct.,  reg.,  1929, 

N  V  'ctJ  Bklyxu  Se.' H.' Pttrpo8Be.'rii 

^.l«7.3|fr 

J.  Y.C..iLT..r«f.,1949,3J<^f 

Hr^»^'««'»l«57,4i% 

K  Y.  5t»te  Cml  fam^  leg..  1961,  4% . . 
A.T  A  &  F.  T.  a  L,  Its..  1958,  4^'c^.. 
At.  (jt  L,  1  cs.  nL.  Iff..  1952. 4'^- 
WL4  0.R.It,eT.f.,rBg.,  1933 


Pkr 

Value. 

$10,000 

50,000 


Market 

Vahw. 

$10,100 

47,000 


53,000         49,290 


,4|% 


f,-5-A^P^d.,««.1934,4<r, 

<>)«  *St  P, go. m..  it«..  1989.4%  -. . 
CkA  V).  W..PL  m.,  reg.,  1987,  4%. . 

^tS'}^^^  "»-  ««-'  >»2,  4ro 
ftL  4 HwL.  1 4  r.  m..  rtg.,  1943, 4rc . . . . 

Ot  .y  R.  t.  li  r.  m..  n«^  1961.  i\% 

U>JLlLaiL,n».,1940.4<^r 

MiMattia  Ry.,  ea.  m.. ««.,  1990. 4% . . . 

>  Y  C  t  H.  H.  R.  R..  r.,  r«..  1997, 3*% 

m.^% _ '._ 


26,000 
26,000 
50,000 
50,000 
50,000 
50.000 
50,000 
60.000 
60,000 
50,000 
60,000 
50,000 
65,000 
50,000 
50,000 
50,000 
60,000 
25,000 
50,000 
60,000 
60,000 


22,760 
22.350 
63,500 
61,000 
45,600 
47,000 
46,000 
51,000 
46,000 
48.000 
57,000 
42,000 
63.700 
46,500 
60,500 
48,500 
47,000 
24.000 
46,500 
44,000 
41,500 


BoNM  AND  Stocks  Ownxo. — CoiU. 
Bonds. — Cont. 

N.  Y.  A  W.  Lt,  m.  m.,  reg.  c.,  2004,  m. 
N.  Y..  W.  4b  B.  R.  R.,  1  m..  reg.,  1946, 

4i<^r 

No.  Pac.  Gt.  No.  C.  B.  A  Q.  Col.,  jt,  e., 

1921.  4%. 
Ore.  S.  L..  t.\  reg.Vl929, 4^f  .'.".*!!!'.!.'!!! 
R.  ft  Phila.  ft  R.  Coal  ft  Iron,  gn.  m.,  reg., 

1997,  4rc 

6o.  Ry.,  1  es.  m..  g.,  res.,  1994, 5% 

St  L.,  P.  ft  No.  W.  Ry.,  1  DL,  g.,  reg., 

1948  5% 

Un.  Pac.  R.  R.,  cV.,  reg.i  1927^  4% . . . 

Stocks. 

Allegheny  ft  W.Ry.,g 

Atoh.,  T.  ft  S.  F.  Ry.,  p 

Bait  ft  0.  R.  R^  p 

Chi..  Mil.  ft  St  P.  Ry.,  p. 
Chi.ftNo.W,Ry.,p.... 
Ciev.ftPitto.R.R.,g.... 

ErieltR..  Ip 

Reading  Company,  1  p. . 
So.  Ry.,  p. 


•  ••••< 


8o.Ry..M.ftO.  tr.. 
Un.  Pac.  R.  R.  Co., 


:,  N.  Y.- 

—Cont. 

Par 
Value. 

Market 
Value. 

$50,000 

$41,000 

50.000 

35.000 

50.000 
50.000 

48,500 
46.000 

50,000 
50,000 

47.500^ 
52.500 

50.000 
86.000 

63,000 
78,26a 

10.000 

100.000 

60,000 

100,000 

30.000 

30.000 

40.000 

80.000 

100,000 

50.000 

50.000 

13,100 
103,000 
40,50(V 
184.000 
63,100 
27.900 
17,200 
70,400^ 
68.000^ 
37,500 
41,500 

50,000         39.000 


Totals  (book  ralue,  $2,218,927) $2,239.000    $2,097,550 

MISCELLANEOUS:  A  majority  of  the  stock  is  held  in  Lon- 
don. Eng.  Stockholden  paid  in  $200,000  additional  surphis  in 
1901.  <>>nflapation  kases:  Baltimore,  1904,  $15,801;  San  Fran- 
ckM».  1906,  $ll,25a 

DIRECTORS:  Adrian  Iselin,  Jr.,  B.  Aymar  Sands,  Jamas' 
Stilbnan,  Wm.  Fienon  Hamilton,  A.  D.  JuiUiard.  James  Speyer, 
Charles  8.  Brown,  Geo.  C.  Boldt,  Hermann  Sidcken,  E.  Q. 
Richards,  J.  F.  HasHngs 

DEPARTMENTS  AND  TERRITORY  COVERED:  De- 
partments: MetropoUtaa,  W.  P.  Young,  vice-ivesident;  Middle, 
C.  R.  Perkins,  vice-prendent,  and  R.  P.  Barbour,  general  agent; 
Pacific.  W.  S.  Berdan.  vioe-tires.;  New  England  and  Southern,  W. 
S.  Alley.  Reneral  agent;  Central,  E.  T.  Cums,  general  agent; 
Western,  0.  E.  Case,  general  agent;  Improved  risks,  G.  P.  Davis, 
nneral  agent.  The  company  operates  in  Colo.,  Conn.,  D.  C,  111. . 
Ind.,  la.,  Ky..  La.,  Me.,  Md^  Mass.,  Mich..  Minn.,  Mo.,  Neb., 
N.  H..  N.  J.,  N.  Y.,  N.  C,  0..  Pa.,  It  I.,  Tex.,  W.  Va.  and  Wis. 


-VORTH  CAROLINA  HOME  INSURANCE  COMPANY,   Raleigh,  N.   C. 


President  Alexander  Webb;  Secretary,  Geo.  P.  Folk.    Organiied  1868. 


1^14 

mi 

MM 

im 


Unearaed 

Net 

Net 

Total 

Losses 

1  Total  Ex- 

Losses 

ASMto 

xVenumDa 

Surplus 

Income 

Paid 

Dividends 

Espeuses     penditures 

Ineuired 

'    1454,341 

1116,609 

$198,305 

$126,076 

$143,714 

$56,992 

$7,584 

$42,7841      $107,360 

$62,248 

I     433,382 

106,606 

191.715 

114,712 

131,518 

48,327 

7,584 

47,265j         103.176 

43,203 

i     403.974 

101,581 

162.782 

111,401 

126.493 

59,119 

7.584 

40.332i        107,035 

62,101 

1     ttUSO 

105,290 

141,031 

124,174 

137,201 

52,538 

7,584 

42,753         103,875 

62,499 

346.918 

99,317 

115,370 

114/m 

127,715 

45.457 

7,584 

35,828          88,869 

41.760 

A9Bn,DB&3l,  1914, 

Miaadstoeka...     $347,980 

67,371 

40,126 

3^885 

4,880 


I»ff!8tiidieitB 


LiAMLnma,  Die.  31, 1914. 

Lovesunpaid $11,868 

UiiMmed  prems....  116.669 

Other  fiabUities....  1.000 

Total  liaUUties...  $129,637 

Capital  paidup 126,400 

Netsorphis 198,304 


Tctalawta $454,341       Total $454,241 

r&dBrvmiBg  prafit,  $0435;  infeatment  pio6t,  $5,039. 

J^  AND  PREMIUMS:    Fb«  riaka  in  forte,  Deoembv  31, 
tO^tiM;  muBM  thereon.  $323,490. 

^jfflB  amCB  (ttOANIZATION:  Premiums  received. 
£«3JSg;  ksMMid,  $1,202,736;  dividends  declared,  eash, 
IVin2;itoek.  $77,710. 

fiONTW  AND  OTOCKS  OWNED: 


4%. 


^^-^-^Su-4%:: 

R^4%. 
8.0,4% 


i5%... 


8«I«*,N.CJ 


Pte 

Vahie. 

$10,000 

3,000 

4,000 

6,000 

16,000 

600 

24)00 

114)00 

10,000 


Market 

Value. 

$10,000 

^^ 
AJOOb 

4,000 

13,660 

480 

1,920 
11,000 
10,000 


BoMSi  AXD  BroGXB  OwinD.--CeR<. 
BoMM.— <7oa/. 


Ashley  River  R.R.,  8%. 
Richmond,  Va.,  4%.... 

Orange  Co.,  N.  C 

FonytheCo.,N.C 

Qoldsboto,  N.  C 

SUtetviDe,  N.C 


Stocks. 

Atlantic  Coast  line 

N.  C.  R.R , 

DO.  n.xC., p............. 

Atl.  A  No.  C.  R.R 

Pk.R.R 


»  •  •  • 


Par 
Vahie. 

Market 

Value. 

$8,000 
11,000 
10,000 
10,000 
10,000 
6,000 

$8,000 
10.230 
10,000 
10.000 
10,000 
4,500 

26,000 
35.000 
31.000 
20,000 
30.000 

26.260 
56.000 
18,600 
15.000 
31.500 

Totals. 


$345,600      $347,980 


MISCELLANEOUS:  Capital  increased,  1001  from  $52,390 
to  $66,283;  in  1903  to  $73,345;  in  1903  to  $81,436;  in  1904  to 
$89,299;  1905  to  $96,356,  and  1906  to  $136,400. 

DIRECTORS:  A.  B.  Andrews.  W.  N.  Kremer.  E.  M.  Cragin, 
B.  S.  Jerman,  C.  H.  Coffin,  C.  G.  Smith,  Jno.  F.  Bruton,  Jno.  C. 
Drewry,  Walker  Taylor.  Alexander  Webb.  Thos.  Barber.  Jr., 
Chas.  F.  Hard,  E.  B.  Dewey,  E.  C.  Duncan  and  Jesse  E.  White. 

WELD  MEN  AND  TERRITORY  COVERED:  John  P. 
Hoff,  roedal  agent,  Raleigh,  N.  C.  The  company  operates  in 
N.  C.,  S.  C.  and  Va. 


REPORTS    OF    FIBE    INSURANCE    COMPANIES. 


NORTH  RIVER  INSURANCE  COMPANY,  N.  Y. 


YUE 

A-..,     ■ 

Premium 

Surpliu 

"N« 

Taul 

'ffl' 

DiTidtodi  1    EipoH 

ToUI  Ei- '. 

pBdiUini 

tniml 

19 

2.47«.U1. 

t  .tas,tl3l 

.mm 

607'^ 

sio!i»: 

1,673OT 

1:S! 

Kg 

8W.M7 

ISI.Mli       1726.481 
Si.tU         S93.1M 
M,S30           727.231 
36.(00         7iS.01( 

11.731.00 
l.e]«.672 
I.723,H3' 
178J71 
1,M0.K3 

_(liST 

Mortgage  kAnA. . . 
BoodBvidsUKka  .. 
Lou  OD  RdviI  Bkf, 


Toul 

Bpl.dep.anrlab.. 

t2,B«2.1 

ToUlHMU.... 

I2.95S.0: 

(68.16! 

t3.17l,IIS. 

MORTGAGE  LOAf 
lail.tao  (upon  iibii:b  ! 
by  propflrtiea  valued  at 


BONDS  AND  ffTOCKB  OWNED:  Fu 

BOHM.  Vllliw. 

AIIUU,  Gl.  ni,  IK3,a)% tlOMO 

Ndt..  Vi.,  Bnmk  Wd.W-.  in*.  i'?o-..  2.000 

Nor,,  ViL.  r,  red-.  IIM,  4% S.OOO 

Hat..  Vi.,  All.  Cy.  Wd.  Inp.,  1K8,  *%  17.000 

All-  C«l.  Line  R,  fc,  ei.  d..  It3»,  *% 25,000 

Bill.  1 0.  M.  R  .  cv..  11)33, 1)% 21.000 

C.  *  N.  W.  Ry  .  1  a.  L.,  P.  4  N.  W.  Ry., 

1  m..  IB4,S.  5' J. 21,000 

H.  Y,.  N,  H.  4  a.  R.  R..  t».,  IKM,  3i%  20.000 
No.  Pic.  Rj..  Ul.  No,  R)r.,jt.,  C,  B.4 

«.,wi.,  1021, 4"i am 

St.  L,  1.  MtD.  t  So.  Ry..  R.  *  0.  DiT., 

IIBJ,  4% 10,000 

So.  Fk.,  cr.,  1««,  4''; 4S,000 

So.  Pm..  tv.,  1934,  »■•; 12.000 

Ama.  SmdUn  S«..  N.  J.,  d.,  ev..  I<n«. 

Sli , 2S.0OO 

Aiiii!f.'n.4T<..N,Y..(!T.,IM3,4i%...  S5.000 

Amw.  CotlonOiLN.  J.,  d..  1031,8%....  25.000 

Anw.  TobuM.  N.  J..  ISlt,  ef-i 0,000 

Jooa  k  Lwuhliii  St.,  •.  t.,  IDJO,  57s 2t.0O0 

P.  Lodll«d,T(.J.,  IM4.  TTc ».0OO 

M.B.,N.V..in„IM«,4'^c... 25.000 

N»t.TubfcN.J..liii..lllS2,S<r„. 25,000 

N.  Y.  t  W.  Ltt.  gL.  m.,  2004, 4"i 20.000 

So,  Bell  Tl. 4Tt,  N.  V.,fct.,  1  m.,  IWl, 

5%         2S,000 

So.Cal.Ed..LoeAw.,|ii.ra..lNS,5%  .  25.000 

AU.  Cm.  LiH.  R.  R,.  oom 30.000 

B»l(.  4  0.  R  R.,  com 11.2S0 

Bait,  i  a  R.  R.,  p a,ooo 

Clii.,MU.*8t.P.Ry.,iom 40,000 

DtLAHud 30,000 

Del.  L«L  t  Wat.  R.  R 20,000 

Gt.No.RR,p lOflOO 

L«k.ILR.orii,J 3.500 

I,<LVtl.RR 20,000 


Market 

Value. 

tMOo 


BoKBs  iND  SiociB  OwsiD.— CoKl,  Par  Muin 

STOcid,-CoM,  Value.  "^I" 

Louia.  4  NarfL  R.  R IIO.OOO  II!.*™ 

Nor.  &  W«t.  Ry.,  eom 30.000  11,>" 

No.Pat.R.R 6OJKI0  5S.W 

Rtading.  com MWO  S."" 

Rading,  2  p  , 20,000  17.*" 

So.  P~;.,  eom 58,100  M.Tji 

Un.  Pae.  R.  R.,  com     50,000  M>l» 

Com  E«h.  Bk.,  N.  Y 2,000  «.>" 

ISal.  BkofN.  V. 5,W»  tt.W 

HanOTS  Nat.  Bant  N.  Y 20,000  IW."" 

Nat.  Bafik<)(CDiiIiiiera,N.  y 20,0UD  33.81' 

Nat.  Pk,  Bk„  N.  Y 30,500  llliU 

Peo|*«- N«.  Bk.,  Haekemack W.OOO  60.WI 

Franklin  Tnm,  BUyB 1.700  *21* 

Anier.  Smlc.  &  ReGomi.  N.  J.,  p 50,000  5I.<"' 

Anwir.  Tobaeoo.  N.  J^  p 30JXIO  32.1* 

Amavaa  Tob«co.  N^^  J.,  cwn lO.OUO  23.W 

Galena  Simal  Oil,  com 6,000  K."> 

Go.  Adj. lis;,  N.  Y 100  Ii" 

Go.  a 20.000  JOJ"" 

I*tugh  V.l.  Coal  SalM.  N.  J 1.250  2-"", 

Liimi4Mycn>TohK<»,N.J.,p....  20,000  &1U 

P.  LariUanl.  N,  J.,  (om lO.OOO  l:"^ 

F  Lorrillard,  N.  J.,  p      20,000  2ia» 

Pac.  Tl,  4  Tg..  Cal.,  p                    ...  40.000  3iJ* 

SsflbocnMap,  N.  Y  H.800  i'.Si" 

Sean.  Roebuck  4  Co.,  N.  v..  aom 30.000  5«.l«' 

Sm«.  BoebiMkACo,  N.  Y.,  p 10,000  1!.*£ 

Standard  Oil,  Cal 4fl«0  i,"^ 

StaDdard  Oil.  N.  J 5.000  20^; 

BtudardOil,  N.  Y SO.OOO  42.3* 

Undwurilaa' si™.,  N.  Y l.OOO  l.S» 

Ub.  Fruit,  N.J lOjnO  ».*■ 

Un.  SbdB  Macli.,  N.  J.,  p 2S.0OO  30.W 

VicuumOil.  N.  Y... 10,000  21.7» 

Warfi.  Wat.  Po" ao.OOOStJO 

Tolab  (book  Tshie.  tl.t61J32) tt,507,2W    tl.M8.<t 

MISCELLANEOUS:  Capilal  wai  inereaied  is  1SI3  fiom  I3» 

000  to  KOOmi  and  179,000  eurphu  [ut  in.  Vahua  of  ipec] 
i^oBte:  Va.,  tZlJllO;  Gl.  18,8110. 

DIRECTORS:  William  F.  Douglaa,  Jolm  Mann  Khh,  WiU^ 
E.  Hntohiaa.  Darid  M.  MoniioD.  WiUiau  M.  V.  Hoffnu 
Freddiek  H.  Cnua,  Jamia  TursB,  Auguitua  8.  Hutcfaina.  Jc 
athas  B.  Cnrcey.  In^  Stuart,  Robert  D.  Andnm,  Gtott 
Milch^  LynsdK  W.  lAwnux,  Qtttv  P-  Gaati,  Suiiiri 
Hoffman,  Jobn  A.  Fcnlv.  Waldo  Butshine,  Lauw  F.  Ball* 
leaac  L.  AU^  J.  Inter  Pimne,  Wm.  A.  Linn.  ViDooit  S.  U 
lord,  CharloM.  WoloMt.  WmTkvkne^  Rudolph  O.  Baubg 
Andrew  B.  Newnmbe,  Albert  A.  Smilh,  Wd.  1.  Fbhcr,  Uai 
T.Hull. 

FIELD  MEN  AND  TERRITORY  COVERED:  J.  L.  Pane 
rami  tmx.  Nea  York  City,  N.  V.  Anoeiat«l  Uodvnn 
San  Fraiciieo.  Cal,,  nDKal  anta  iir  PadAe  COHt;  Bdd 

C.  OiittendeB,  Bnn^irN.T;  StM  uaU  lor  New  Yr 
G.  B.  Fiab(r.Hartlord.Caaa..StataaEeDlfaConn.;  A.  R.Onta 
BoitsD.  Maei..  special  iieiit  all  nev  Ellwand  imeirtCoiiiii.:  Cm 
lV,N«wYorkCity.Slat*B(eotF>.aiu]Md.:  A.  H.BotctHn, 
TenaOT.NJ..  NJ.  and  N.Y.  Suburban  terriWrr-  D-  J.  Cvr.  B 
mond^B.,  State  aitnl  Va,  N.  C,  W.Va.  E.  E.  Le  \'an,  Atti 
Oa..State  agent  Oa.,  S.C,  F\a..  Ala..  La..  Mn..  W.  L^  FiBtcT. 
Worth.  Ten.  Sute  agent  Tei.  ;  A.  Frieraoi.  Sbelbyrille.  Ti 
(tale  agent  For  Tenn.  4  Ky.;  F.  td.  Oimd.  Fteepoct.  III.,  dud 
of  weelen  departiml-  The  compan;  opnlee  in  mil  \i»  & 
dI  the  V.  S.  einpt  Alaa..  Ark..  Del..  Kan.,U«.,  Um.,  Ner..  N 
N.  M..  Okla.  Vt.,  and  Wyo. 


REPORTS    OF    FIRE    INSURANCE    COMPANIES. 
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NORTHERN  INSURANCE  COMPANY  OF  NEW  YORK,  New  York,  N.  Y. 

htaiat,  Wdl  Mason;    Seeretaiy,  James  Marahall;    General  Managers.  Wxllard  S.  Brown  ft  Co.    OrganUed.  1897. 


.  Uneanied 

Net 

Net 

Total 

Losses 

Total  Ex- 

Losses 

Yia    Ameta 

AcCDUtlXDS 

Sorphzs 

ftemiums 

Income 

Paid 

Dividends 

Expenses 

penditures 

Ineurred 

1914  I  |1.43i2«2'      1755.453 

$227,020 

eo44.4{X/ 

$906,509 

$450,764 

$21,000 

$349,237 

$821,001 

$472,605 

1913     1,]383;         6674)52 

261.984 

711.923 

768,970 

361,580 

21,000 

299,470 

682.050 

344.165 

im     1407,292 

613318 

259.201 

671.069 

722,714 

364,746 

21,000 

273,969 

659,716 

336,050 

1911     US6,730 

584.244 

221.485 

653,810 

703,459 

875367 

17,500 

266.406 

659,273 

364,371 

1910     I.20I.586         587.026 

176.999 

677,735 

748.602 

379386 

17,500 

276,333 

673,119 

393,029 

AssEis.  Dk.  31, 1914. 

Mortgi^JoaBB....  $126,000 

Beads  aadstoeb...  1,075393 

C«di 100/B9 

AseotsbafauMei....  114.172 

Isterwt 6,458 


LuBmnss,  Dxc.  31, 1914. 

Losses  uiqiaid $76,789 

Unearned  prems 755.453 

Other  liabifities. . . .         15.000 


Totol  liabilities...  $847,242 
Capital  paid  up....  350.000 
Netsorplus 227,020 


Total 


$1.424362       Total $1,424362 


Ciderwnting  losi,  $75,656;  investaient  profit,  $61,691. 

RISES  AND  PREMIUMS:  Fne  risks  in  force.  December  31, 
'^;1E<^:  pramoms  thereon,  $1,423,947. 

BIBIN£SS  SINCE  ORGANIZATION:  Premiums  received, 
^Uli;  losses  paid.  $4,414,721;  dividends  declared,  cash, 

MONGAQ^  LOANS:  A  loan  of  $33,000  is  secured  \^  a  brown 
teeMiog  at  62  E.  58th  St,  New  York,  vahwd  at  $50,000,  one 
^meo  is  upon  briek  dweffings  137-141  E.  38th  st..  New  York. 
"vW  It  $128300  and  one  of  $20,000  is  secured  by  brick  store 
•■diaAi277PdB]  St..  New  York,  vafaied  at  $30,000. 

BOKIW  AND  STOCKS  OWNED: 
Boma. 
r.  R  rf  Aaer.,  1 918.  3^c 

^'J^^^y^*'**'^'^ 

Asa  .Ww  R.  R..  1  m..  1995,  4% 

At.Ca.LueR.R.,ooL,  1952, 4<^e 

B»k.A0.CT.,lfl83,4J% 

C«2LPte.Ry..  Ir.m..  1949. i^c 

U4Jlick.So.Ry..d.,  1928,4% 

L  *  S.  R.  R.,  AtL.  K.  A  C.  Div.,  1955, 

J|^;aRy,ea!"m.^  lWo.4%V. .' 
-V  T.  Oat  4  a  R.  R.  R.,  d..  1934. 4% . . 
J  y  N.  H.  A  H.  R.  R.,  cv.,  d.,  1948. 6% 
JHjJfe-Gt.  No..  Jt.  C.  B.  A  Q.,  col-, 

iwl.4'^ 

^S.LR.R.,r.  00^1929. 4% 

J*5  hc.R.R,l  r.m.,1955,4% 


Atd^T.AS.F.Ry.,com. 
AteiuT.48.F.Ry..p.,. 


Par 

Market 

Value. 

Value. 

$10,000 

$10,100 

165,000 

145.200 

26.000 

15,750 

"25,000 

24.500 

25,000 

23,000 

10,000 

9.100 

15,000 

13,800 

25,000 

23.500 

25,000 

23.500 

20,000 

18,000 

15.000 

13,950 

25.000 

22,500 

20,000 

21,200 

25,000 

24,250 

20,000 

18,400 

25.000 

23,000 

20,000 

19,800 

50.000 

51,500 

Bonos  and  Stocks  Owkxd.— Com. 
Stocks. — CmU. 

Bait.  4  0.  R.  R.,  p 

Chi.,  Mil.  A  St  P.  Ry.,  p 

Chi.  A  Nwn.  Ry.,  com 

Del.  A  Hud.,  com . 


Lehigh  Valley  R.  R.,  com . 
L.AN.  R.K.,com. 


Manh't.  Ry.,  com . 

No.  Pae.  Ry.,  com 

Pa.  R.  R.,  com 

Reading.com 

Reading.  1  p 

Reading,  2  p 

So.  Ry.,  p 

Un.  I^.  R.  R.,  p 

Cs.  Gs.,  com 

L.Val.  Coal  Sak».  com. 


Par 
Value. 

$10,000 
30,000 
37,500 
30,000 
70.000 
48.000 
30.000 
20.000 
75,600 
10.000 
20.000 
10.000 
20.000 
30,000 
20.000 
8.750 


Market 

Vahie 

$8,100 
40,200 
49375 
44.400 
97.300 
66,240 
39.900 
22,200 
83.916 
16.400 
17.600 
8.800 
13.600 
24.900 
25,800 
15312 


Totals  (book  value,  $1,074,693) $1314.850    $1,075,594 

MISCELLANEOUS:  Original  surplus,  $100,000;  original  capi- 
tal, $200,000;  increased  to  $250,000  in  1900.  on  absorption  of 
Eastern;  increased  in  1904  to  $350,000.  Conflagration  losses: 
Baltimore,  1904,  $198,271;  San  Francisco.  1906,  $2,467.  Deposit 
in  Ga.,  $10,100. 

DIRECTORS:  Wilfiam  A.  Street,  Arthur  A.  Fowler,  William. 
Mason,  James  Marshall,  Eberhard  Faber,  William  Brewster, 
John  E.  Berwind,  Joseph  P.  Grace,  Wtllard  8.  Brown.  H.  C. 
Brokaw,  Louis  J.  Pooler,  Robert  Mallory,  Sheppard  G.  Schermei^ 
bom. 

FIELD  MEN  AND  TERRITORY  COVERED:  WUIiaia 
Williams,  Eastern  States  special  agent,  72  Elbv  St.,  Boston,  Man.; 
Frank  G.  Dela  Hunt,  Milwaukee,  Wis.,  speoal  agent  for  Wis.; 
Eric  Lindskog,  Minneapolis,  Minn.,  special  agent  for  Minn.,, 
and  northern  Mich.;  Jos.  W.  Beck,  Detroit,  Mich.,  special 
agent  for  Mich,  and  0^  C.  C.  Crandall.  Cambridge  Sprinn,  Pa., 
special  agent  for  Pa.;  W.  P.  Ray,  Terre  Haute.  Ind.,  special  agrat 
for  IIl.,Tnd.  and  Mo.;  James  B.  F.  Ransom,  special  agent  for  N. 
Y.  and  N.  J.;  Geo.  B.  Lamping  k  Co..  Seattle.  Wash.,  agents  for 
Wash.;  McChue  Kelly,  manager  Pae.  Coast  department.  San  Fran- 
eaeoo.  Cal..  Damin  A  Hopkins,  managers  southeastern  dqwrtment^ 
Atlanta.  G».  The  company  operates  in  Ala.,  Cal.,  Colo.,  Conn., 
Fla.,  Ga.,  Haw,,  Ida.,  llUInd-.  La.,  Md.,  Mass.,  Mich^  Minn., 
Mo..  Mont,  N.  J.,  N.  Y..  N.  C,  0.,  Ore.,  Pa.,  R.  I.,  8.  C,  Utah, 
Wash,  and  Wis. 


NORTHERN  FIRE  AND  MARINE  INSURANCE  COMPANY, 

Grand  Forks,  N.  Dak. 

President,  C.  K.  Bradlsy;  secretary,  H.  H.  Hand.    Organised,  1911. 


ibi!    Assets 

Uneyaed 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

IKyidends 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

^^14  ,    1155310 

$42,749 
23,994 

$1,996 
17,529 

$138,670 
81,186 

$143,335 
83,648 

$70,655 
16318 

$64,904 
26,636 

$135359 
43354 

$78,076 

•8U!      14aj80 

16318 

Total 


Die.  31, 1914. 

$72,500 

28,067 

21.638 

3,457 

30,258 


LuBiLrnxs,  Dec.  31, 1914. 

$8,973 

42,749 

2,190 


unpaid 

Unearned  prems... 
Other  liabilities — 

Total  liabilities.. 

Capital  paid  up 

Net  surplus 


$53,912 

100.000 

1.998 


$155,910       Total $155,910 


UadoviitaBg  loaa,  121,597;  iuTestment  profit,  $6,066. 

RISKS  AKD  PREMIUMS:    Fire  risks  in  force,  December  31. 
9i,m,S(^,  jKtaaoMM  tbcreon,  $106,872. 

BUSINESS  SINCE  ORGANIZATION:    Premiums  received. 
245  379:  kasw  paid,  $»7.238. 


MORTGAGE  LOANS:  There  are  50  mortgage  loans,  aggregat- 
ing $72,500,  all  of  which  are  on  fann  lands  in  N.  D.,  thelargest 
of  which  is  $7,000  and  the  average  $1,500.  The  property  is 
valued  at  ^10,960.  The  company  holds  $6,503  of  insurance  on 
the  mortgaged  buildings.  On  Dec.  31,  last,  there  was  $2,022  of 
interest  past  due. 

MISCELLANEOUS:  The  oomjiany  was  organised  in  1911  and 
began  boaness  April  1,  1912,  with  a  paid-up  capital  of  $38,000 
wMch  was  later  increased  to  $50,000.  In  1913  the  capital  was 
further  increased  to  $100,000,  all  increases  hy  cash  payments. 

DIRECTORS:  C.  K.  Bradley.  E.  A.  Baker.  H.  H.  Hand.  P.  J. 
Wibe.  Carl  Fischer,  Thos.  Taykir,  A.  Mitchell.  George  Else,  W. 
S.  Diyden,  Ben  E.  Burt. 

FIELD  MEN  AND  TERRITORY  COVERED:  J.  H.  Hand, 
special  agent.  Grand  Forks,  N.  D.;  I.  Bundlie,  special  asent,. 
Grand  Forks,  N.  D.    The  company  is  licensed  in  N.  D.  only. 
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NORTHWESTERN  FIRE  AND  MARINE  INSURANCE  COMPANY, 

Minneapolis,  Minn. 

Prendent.  Walter  C.  Leach:  Secretary,  John  H.  Griffin.   Organised.  1899. 


Year 

Amebt 

Unearned 
Premiiuns 

Net 

Surplus 

Net 

PremiumB 

Total 
Income 

Loesee 
Paid 

Dividends 

Expenses 

Total  Ez-  .     LcMMi 
penditures     loeuned 

1914 
1913 
1912 
1911 
1910 

11,252.595 

1.139.840 

990.707 

801.583 

679.957 

$517,114 
432.560 
288.812 
211.887 
164.910 

"*fe35",99i 
329.702 
256345 
176,518 

§1918,204 
838,056 
795,670 
596,089 
591,724 

11,031,298 
883,857 
837,965 
634,081 
647.221 

§  1514.618 
344,280 
365.978 
291,256 
234.678 

S30.000 
30.000 
30.000 
18.000 

tll2.000 

I3«l,407 
364.585 
248.229 
201.463 
212.422 

1906.025 
738.865 
644,207 
510,719 
559.100 

I534.i44 

341,72S 
860,617 
282,767 

2(n,m 

t  Includes  1100,000  stock  ^vidend  apptied  to  capital.    §  Includes  1554,969  tornado  ft  hail  prems.  and  $3114143  tornado  and  hail  kMBet. 


AflSETB,  Dkc.  31, 1914. 

Mortgage  loans $659,491 

Bonds  and  stocks . . .  185,043 

Cash 327,607 

Agents' balanoes....  58,641 

Interest 14,858 

Other  assets 7.055 


LuBiunxB.  Dec.  31,1914. 

Losses  unpaid $35,447 

Unearned  prems....  517,114 

Dividendb 30.000 

Other  liabiUties....  25,138 

ToUlliabiUties...  $607,699 

Capital  paid  up 300,000 

Net  surplus 344,896 


Total  assets $1,252,595       Total $1,252,595 

Underwriting  loss.  $14,154;  investment  profit,  $53,059. 

RISKS  AND  PREMIUMS:  Fire  risks  in  foroe,  December  31, 
485,905,063;  premiums  thereon,  $1,000,174. 

BUSINESS  SINCE  ORGANIZATION:  Piremiums  reoei\ed. 
46.873,741;  losses  paid.  $3,591,348;  dividends  declared,  cash, 
4214.675;  stock,  $135,000. 

MORTGAGE  LOANS:  The  302  loans  amregate  $659,492, 
and  are  prineipaUy  upon  farm  properties  in  Minn..  N.  D.,  ana 
S.  D.,  valued  m  all  at  $2,228,650.  There  was  $474  of  interest 
overdue  on  December  31.  last.  The  company  holds  $111,500  of 
•insurance  on  the  buildings. 

BONDS  AND  STOCKS  OWNED: 

BOM>B. 

Aitkm  Co.,  Minn..  Jud.  d.,  1919-20. 5|%. 
Cuyuna,  Minn.,  wat  wks.,  1922-32,  6% 
Devil  8  Lake,  N.  D.,  st.  Itg.,  1924. 5}%. . . 


/0> 


Douglas  Co.,  Minn.,  d.,  1919, 41 

Duluth  City,  Minn.,  gn.,  1918, 5% 

Faribault  Co.,  Minn.,  jud.  d..  1920.  5%. 
Freeborn  Co.,  Minn.,  pub.  6r.  d.,  1916, 

5H% 

-Garden  City,  S.  D..  sc..  1924-34. 6% 

Henry.  8.  D..  1921W4.6J% 

Jackson  Co.,  Minn.,  jud.  d.,  1921-26. 5% . 
Jackson  Co..  Minn.,  Pub.  dr..  1920-1. 5% 
Kandiyohi  Co..  Minn.,  dr.  d.,  1924. 4^% 
Lac  Qui  Parle  Co..  Minn.,  d..  1930, 5%. . 

Le  Sueur  Co.,  Minn.  d..  1915-22, 5% 

Mandan.  N.  D.,  r.,  1934, 67o 


Par 

Market 

Value. 

Value. 

$8,000 

$8,360 

15.000 

15.649 

4.000 

4.080 

4.000 

4.040 

5.000 

5,100 

6,000 

6,060 

4.000 

4,000 

10.000 

10,488 

8.000 

8.000 

10.000 

10,280 

10.000 

10,200 

5.000 

5,050 

5,000 

5.300 

16.000 

16.080 

5,500 

5.830 

Bonds  and  Stocks  OwtnD.—Conl. 
Stocks.— Con/. 

Martin  Co.,  Minn.,  jud.d.,  1919-20, 5%. . . 
Martin  Co.,  Minn.,  jud.  d.,  1923-33,  6% 
Martin  Co.,  Minn.,p.dr.d.,1921-22, 6%.. 

Minn.  State  Pr.Ctb.,  1916. 41% 

Redwood  Co.,  Minn.,  dr.  d.,  1921. 5% 

Wright  Co..  Minn.,Jud.  d^  1915-20. 5% . . 

Minn..  St.  P.  A  S.  S.  M.  Ry.,  1  os.  m.,  g., 

1938,4% 

Stocks. 

First  National  Bank,  Sheyenne,  N.  D . . . . 

Western  Adj.  A  Insp.,  Chicago 

Underwriters  Salvage,  Chicago 


Par 

Value. 

$4,000 

11.000 

6,000 

10.000 

4.000 

4.500 

25.000 


1,000 
100 
500 


Uvkei 

Value. 

$4,080 

11305 

6.120 

10,100 

iUO 

4.500 

23.730 


1.350 

200 


Totals  (book  value,  $181,075) $181,600      $185,042 


MISCELLANEOUS:  Company  was  previoosiy  located  U 
Grand  Forks,  N.  D.;  incorporated  under  laws  of  N.  D.;  movei 
to  MinneapoIiB  in  1904.  Capital  inereased  in  1900  from  $26,000 
to  $100,000;  in  1902  to  $122,250;  in  1903  to  $117,350;  in  1004  to 
$200,000;  in  1906  to  $300,000.  and  $125,000  ooalribatad  to  tor- 

Sus  ($50^000  voluntarily  contributed  by  stoekholden  and  175.- 
10  premium  on  sale  oi  new  stodc).  Capital  rednoed  in  190^ 
from  $300,000  to  $200,000,  and  the  $100^  added  to  sorplai. 
Capital  increased  in  1910  to  $300,000  bjr  stock  (fivklend.  In  190$ 
the  company  reinsured  its  term  buauesi  in  the  Northwtatem 
National  of  Milwaukee.  Company  suffered  a  kw  of  1106.918  in 
the  San  Fhmdsoo  conflagration,  1906. 

DIRECTORS:  John  H.  Griffin,  Walter  a  Leach,  E.  C.  Warn- 
er. C.  T.  Jaffray,  F.  A  Chamberiain.  Earle  Brown,  A.  A.  Crane. 
R.  W.  Webb.  Isaac  Haslett,  John  Berkhols,  D.  L.  Caae. 

nELD  MEN  AND  TERRITORY  COVERED:  SpecUl 
agents:  George  A.  Veitch.  Grand  Forks,  N.  D.;  0.  R.  BortVe. 
O.  J.  Eastman,  Minneapolis,  Minn.;  Earl.  E.  Dewar,  Qreat  Falb. 
Mont.,  and  John  T.  Woodroffe.  Fargo,  N.  D.;  Jay  Delamater. 
Watertown,  S.  D.;  D.  T.  Babeon,  Ellsworth,  Kan..  F.  E.  W^right, 
Oshkosh,  Wis.;  N.  F.  Babson,  Lincoln,  Neb.  The  oompany 
operates  in  111.,  la..  Ida..  Kan.,  B4i<dL,  Minn.,  Mont.,  Neb.,  N.  D-, 
0.,  S.  D..  Wis.,  N.  Y..  Colo..  Cal.  and  Ore. 


NORTHWESTERN  NATIONAL  INSURANCE  COMPANY 

of  Milwaukee,  Wis. 

■President,  WUford  M.  Patton;    Vice-President.  Alfred  F.  James;  Second    Vice-Pnsident,  Wm.  D.  Reed;  Secretary,  Joseph  Haebl: 

Assistant  Secretary.  Lubin  M.  Stuart;  Genera]  Adjuster,  Arthur  J.  Wright.    Organised,  1869. 


Unearaed 

Net 

Net 

Total 

Losses 

Total  Ex- 

Leases 

Ybab 

Assets 

Premiums 

Surplus 

Premiums 

Income 

Paid 

Dividends 

Expooses 

penditures 

Incurred 

1914 

$6,835,726 

$3,304,684 

•$1,688,493 

o$2,738.480 

$3,013,867 

o$1.385.747 

$160,000 

$1,253,175 

$2,788,922 

$I,389.0S< 

1913 

6.649.897 

3.309399 

•1,555.541 

2,714,008 

2,977,455 

1,271,989 

150.000 

1,235.869 

2,657358 

1.239.63; 

1912 

6.551.348 

3.153.957 

1.625,186 

2.619,947 

2,863,374 

1,107.393 

150.000 

1,170,82a     2,428,213 

1,118.36,' 

1911 

6.186,431 

2.977,200 

1,495.145 

2,372,078 

2.605.151 

984.664 

140,000 

1.976.377^     2,201,041 

9I6.67J 

1910 

5.805,341 

2.812.031 

1.404.411 

2,167,989 

2.387.693 

912.146 

140.000         997.1511     2.049.297] 

SQO.V^ 

*  Ezchisive  of  $500,000  conflagration  reserve.       o  Includes  $36,664  marine  prems.  and  $7,043  marine  li 


Abbxtb,  Dxc.  31, 1914. 
Real  estate $178,000 


Mortgage  loans . 
Bonds  and  stocks. 

Cash 

Agents' balances. 
Interest 


1.358.000 

4.575.262 

361,228 

381.752 

32.278 


*  Total $6,886,520 

SpL  dep.  over  hab . . .        50.794 


LiABiunBS,  Dbc.  31, 1914. 

Losses  unpaid $205,712 

Unearned  prems ....  3.304,684 

Conflagration  res. . .  500,000 

Other  GabiUaes. . . .  136,837 

Total  lUbiUties . . .  $4,147,233 
Capitel  paid  up ... .  1 .000.000 
Net  surplus 1.688,493 


Totol 


$6,835,726       Total $6,835,726 


■Underwriting  profit,  $41,153;  investment  profit,  $125,744. 


RISKS  AND  PREMIUMS:  Fire  risks  in  force,  Deownber  31 
$739,602,574;  premiums  thereon,  $6,469,955;  marine  and  tnlaa 
risks  in  force,  $1,016,044;  premiums  thereon,  $17,192. 

BUSINESS  SINCE  ORGANIZATION:  Premiuma  received 
$44,269,428;  losses  paid,  $19,789,802;  dividends  deelarwi,  cas) 
$3,184,000;  stock.  $174,000. 

REAL  ESTATE  OWNED:  Comprises  the  company's  bom 
office  building,  a  3-ntory  structure,  and  the  lot  at  tha  K.  W.  cot 
of  Wisoonan  and  Jackson  sts.,  Milwaukee,  iriiich  coot  S237.77' 
and  is  carried  at  $178,000. 

MORTGAGE  LOANS:  There  are  73  loau,  amounting  i 
$1,858,900.  secured  by  Milwaukee  properties,  estimated  won 
$3,909,975,  and  upon  which  the  company  holds  $1,383,950  of  ii 


REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


NORTHWESTERN   NATIONAL   INSURANCE   COMPANY.   Milwaukee,  Wis.— Con(. 


— . <TD».ira-M,4%... 

Ca*c«.m,im,4% 


l.Cr.lOti'-. 

(tB«iiVi,isft4%.. 


iii.r.«3.r.BT,CLiL.iMi,i%..- 

Ud.  T.  t  a  r.Sr- Tna.  St.  L^  1 DL. 


ia-*lJuBi.m.n,l«B0.3|% 

c-.!.*a[i.TLKEs*..i»«,4% 

'^tL]l.ILL,a.a,Vaj,t% 

ai.4iat.IL]  ■.,1181.!% 

t>,l«.».RB..««.Bi,l«8»,4%.... 

Ck  M.1  9l  p.  lb,  c«^  lUl.  *&,  ■ 
CilSw.gj,CBl,P.»l.*O.KV, 


N.  K.  Kr.  H„  L.  8.  *  V.  Db, 

li-¥.ft.,|UHjJ,S% -;• 

X.W.Tt,8t.L,P.*H.W., 


'>-KLtr.BT,r,B.,lB4.4%... 
l)i''tt.lid.S.s;fB.B,l«U,4%. 
^»a<ii,.-i»u.«% 


^'ulf,ltr.K.lMl,41% 

lC<alL]m,lMl,  11% 

•<L(VT&b..ln,IBa0.4% 

i«UmL,3s.R)r,d,lMS.4% 

U  t  XldL  K.L,  IB.  BL,  l»10, 4%. . . 

« (^  t  rt  dm^  B.  k,  1 K,  IMS. 


ts.too 

»6,ua 


ii.ooo 
n8,7« 
U.SOS 


lo'tM 

■iiw 

80,000 

48,000 

1000)0 

U4J00 

U.000 

13,000 

lOOJW) 

WJM 

50,000 

S2.ua 

100.000 

(0.000 

10Q.0O0 

81,000 

•100.000  t7».S7S 

100.000  »J7S 

100,000  U.2M 

ioa,wxi  sti,ioa 

100,000  89,190 

100,000  M.ST9 

100,000  S7,§7i 

100.000  M,2U 

100,000  00,000 

looxm  06,000 

IMMO  lilMl 

lOOMW  SMOG 

100.000  M.37S 

10,000  47,790 

lOO/nO  B4,900 

Totib  (book  nhu,  t4,W4,93S) »4.W3,473  t4.iaa,lg3 

■  ooatfUT'i  nhiUkmi  tha  item  in  AimO  it 


PiOt^  iXC."k  Bt'L.  ^.1  ipLBL,'  IMii 

Sl  t°.i  Y.Ufc'4  Oa. 'm.',  R.'  A  O."  biv.', 

1»J3, 4%, , 

&i.P»e.R.B.,  lt.m..l»99,4'"t 

8o.Hy„m.m,l»ft4,»'"., 

Ua.  Hb.U.  B.. fo. d.,  IM7,  ITc 

l>liiiuIlT.,lm.,IM2.t'>-, 

Wb.  Cat.  Ry.,  ta.M,,  1M«,  4<~c 


MISCELLANEOUS:  Cinld  mrd:  IMt.  lubKritwd  a»t*l, 
1790,000;  18N,  1S70.  ptid  m  20%,  1100,000;  1871,  dindeDd  to 
a(at*]  ito^  (97J00:  1S7I,  ob  xannl  ol  CUaia  £n,  nb- 
niM  npital  radao«J  t«  HOOJMO;  ISTl-lSTS,  pud  in  a%, 
(48,000;  1873,  difidoid  to  cuKlJ  ■tuL  t«4 JOO;  liKdindoul 
to  suit*!  Oock.  S72.000;  IVH,  pudLl  3S%.  1118.000;  l«Ot, 
pudiD  tti%,  tmnaa;  total  apitd  nvminta.  tlMajMO. 
Conllunitioii  loaM;  CUato.  1871,  IZ4>,750:  BiItimaR.  IMl. 
tIWl.Ma;  Bu  FVwuws,  ItOS,  tHB.07&  V*l»  of  ipiiul  de- 
poHtg:  Gl.  110,0(10;  N.  M.,  tl0,200:  Vt.,  147,410;  Ctn..  tlOt,tin . 

DIRECTORS:  Chul«  Ri/,  Fndtriok  U^laB,  1.  (Men 
Armour,  Hod.  Judb  G.  Jecthjni,  Wuhin[tOD  Beaka-,  Fird 
Vogel,  Jr.,  H.  A.  J.  Uptam,  W  D.  Vu  Dy&,  Romrd  Oreene. 
□nut  Fltoh,  J.  H.  Twttdr,  Jr.,  Robert  Camp.  WUfonj  M.  Fuloo. 
Alfred  F.  Jiiioeh  WiUiun  D.  Reed. 

_F^^DMEN,ANlJTi:illllTiJItV  COVERED:  Specif  uenU; 
,.  For  U.  ud  nX;  Wil 


Sliukn,  for  N,  ¥.:  i.,-j.  A.  .-^hevlin,  lor  Wancra  Pt  ud  Md.; 
W.KUlxT.focloiitlifT.i < ';il  . O. LTKibop, [or UonL, tdi.. Wyo. 
ud  nUi;  F.  C.  SbenL,.,r..  f.r  S  U.;  C.  N.fWeldt,  Mo.  ud  Kin.; 
W.  V.  Oner,  (or  Ui.-  .  i'..[,n  ud  R.  I.;  G.  F.  Niekngn,  lor 
Wlib.  ind  Orfc:  L  fn  Inilfnfdd  far  We*.;  C  W.  Oneoe.  t« 
noRbn  Cel:.  R.  H.  ^':.rr..,r  <nr  Wil  ud  upper  Mieh.;  U.  W. 
F™iiiiui,forMiDii.i.iiS  ]i.  E,  L.  Uyfioldfcr  N.C..S.C.,G». 
udFU.  Tbeomipent  Lq^-iiuiiiiiialii  Ari>.,CtLColo.,Coaa.. 
D.  C,  Ids.,IB.,  Ind..  I,.  K.m..  K]'„  M±,  MiKTMicik.,  Miiu.. 
Mo,.ri».,Qi.,i.loirt.,  s...  N  J,S.M.,N.Y.,N.D..O.,OU.., 
0rB.,P4.,R.l,.S.C.,^.  U.,  I.  Tj..Tei.,  Uuli.  Vt.  Wub,,  ff,  V.,, 


JM 

^^±T 

Net 

Burpta 

1.^ 

"~Totij 

Lo« 
Peid 

DiTkleodi 

Eipeoee. 

sasT 

"Liili" 

3(UU 

11,0171 

U,3M 

"ii 

20.031 

eo4.«73 

11 

'SiStI 

SIOTS 

'Ui«iiWUMeD 

■'m*   l5a,0M  LoMunpHJ.  ... 

'WV^He....  173,10)  UBeunedneme... 

■•        20,100  Otbr  liibilitiii. . . 

■        lUll 

Kiitima..  11«8  TolktIiibilitMa.. 

■^■edntt  .  tMl  Ctpitdpudup. .. 

■^-KO  I.Ill    Netnvlia 


oaoax      Tvai... 


REAL  ESTATE  OWNED:  CoDseU  of  loU  13 
block  17,  oricin&l  tovn  eite  of  Albuquerque,  vbi 
uidereained>t(tl,0aO;ht  I,  b!ocC2,  MuaknEi 
nt  c«t,  t4,12a,  uid  ume  property  lold  on  contra 

MORTGAGE  LOANB:  Then  ue  91  lout,  eli 
on  Tm.,  a™.,  N.  M.,  Mo..  Km.  ud  Okk.  city 

I   ^  IZ73,2b«,  on  which  tlic  compuy  bolde  1119,9 
There  wee  no  istanat  ttported  put  due  on  Deoe 
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REPORTS    OF    FIRE   INSURANCE    COMPANIES. 


OCCIDENTAL   FIRE  INSURANCE.  COMPANY,  Albuquerque,  N.  U.— Continued. 


BONDS  OWNED: 

Chicago  Apart.  Bldg 

N.  Y.  State,  1961,  4% 


Par 

Value. 

$10,000 

10,000 


Market 
Value. 

$10,000 
10,156 


Totals $20.0Q0 


$20,156 


MISCELLANEOUS-  Values  of  spedal  depoeits:  N.  M.,  $10,000 
111.,  $10,000;  N.  Y..  $10,200;  Okla.,  $10,000. 


DIRECTORS:  M.  W.  Flouniqy.  Goo.  Roalingtoo,  A.  B. 
McMillen,  H.  F.  lUyiiolds,  J.  Van  Houten,  A.  B.  McGaffe}*,  Job 
W.  Poe,  C.  N.  BladEweU. 

FIELD  MEN  AND  TERRITORY  COVERED:  J.  J.  ABca. 
N.  M.;  J.  J.  Ankele,  San  Franeisoo.  C^^  general  agent  for  C&l. 
The  company  is  licensed  in  Arii.,  Cal.,  Colo.,  Dl.,  Mo..  N.  M.. 

N.  y. 


OHIO  COMMONWEALTH  FIRE  INSURANCE  COMPANY,  Cleveland,  0. 

President  and  Treasurer,  Elmer  E.  Qandy;  Vioe>PreBident,  W.  J.  Geiger;  Secretary,  H.  P.  KnoUe.    Inoorp<mted  Sept  2,  1911. 


Tlus  company  was  organiaed  under  the  laws  of  0.  and  has  an 
authorised  capital  of  $100,000,  which  is  already  subscribed,  and 
$48,975  of  which  is  paid  in.  The  stock  was  sold  at  $50  per  share 
(par  $25).  so  that  after  providing  fw  all  organisation  expenses 
the  company  should  begin  business  with  at  least  $50,000  surplus. 
The  directors  are  E.  E.  Gandy,  W.  J.  Gdger,  H.  P.  Knoble,  J.  T. 
Bumham.  fi.  A.  Murphy.  A.  C.  Heniy,  M.  J.  BUta,  J.  C.  Wolf, 


S.  W.  Wo&bau,  Frank  Yesberger,  Roes  P.  Jordaa,  W.  C.  Smoote. 
The  company  will  transact  a  me  buaness  only  in  (Mo  at  fim, 
sradually  enlwging  its  territory  and  capital  aa  buuneas  deoudi. 
Plans  are  now  under  way  to  merger  this  company  with  the 
Shawnee  F.  &  M.  of  Lima,  0.,  due  to  the  difficulty  which  both 
are  experiencing  in  selling  thdr  capital  stock.  The  ^poaitioD  bs 
been  approved  by  the  (ureetarate  of  both  oAw^p^wy 


OHIO  VALLEY  FIRE  AND  MARINE  INSURANCE  COMPANY, 

Paducah,  Ky. 

President,  Frank  M.  Fisher;  Vioe-President,  Dr.  Frank  Boyd;  Treasurer,  E.  G.  Boone;  General  Counsel,  W.  A.  Berry; 

Secretary,  Auber  Smith. 


YlAS 

Assets 

1914 

$141,3441 

Unearned 
Proniums 

$6569 


Net 
Surplus 


$61,840 


Net 
Premiums 


$12,164 


Total 
Income 


Paid 


Dividends 


t$155,352 


=-=»= 


$8951 


Expenses 


*$21,531 


Total  Ex-  I   Losses 
penditures  i  Incumd 

^426'    vt»r 


*  Includes  $11,355  organisation  expenses,    t  Inelodes  $140,000  caiutal  and  surphis  paid  in. 


Assets,  Dbc.  31, 1914. 

RealesUte $15,000 

Mortgage  knns 84,576 

Stocks 3.875 

Collateral  loan....  7,000 

Cash 15.783 

Agents' balances....  3,642 

Interest  and  rents. . .  1 ,259 

Other  assets 10,209 


LuBiuTiBS,  Dec.  31, 1914. 

Losses  unpud $1,984 

Unearned  prems 6,369 

Other  liabmtiee....  1,151 


Total  liabiBties. 
Capital  paid  up... 
Net  surplus 


$0,504 
70.000 
61,840 


Total 


$141,344       Total $141,344 


COLLATBRA.L  LOANB. — CotU. 

Securities. — Cont. 

Farmers  A  Merchants  Bk.  of  Hickman,! 
Real  Estate  Notes / 


Market 

Value. 


Amoucl 
Loaaed 


12,317         $2,00( 


Totals. 


Underwriting  loss,  $3,955;  investment  profit.  $6,670. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  Deoember  31 , 
$692,010;   premiums   thereon,   $12,164. 

BUSINESS  SINCE  ORGANIZATION:  Fremhims  received, 
$12,164;  losses  paid,  $896. 

REAL  ESTATE  OWNED:  The  company  has  an  equity  of 
$15,000  in  its  home  office  building  in  Pkducab,  Ky.  The  annual 
rental  amounts  to  $1,932. 

MORTGAGE  LOANS:  There  are  26  loans  aggregatins  $84.- 
576,  praeticaUy  all  of  which  are  on  farm  lands  in  western  Kv.  and 
southern  111.  2  loans  are  on  improved  property  in  Paaucah. 
The  total  vahie  of  the  mortgaged  property  is  $236^00.  The  com- 
pany holds  $32,750  insurance  on  the  mortgaged  property.  On 
Dec.  31,  last,  there  was  no  interest  past  due. 


STOCKS  OWNED: 

BankofBariow 

BankofGilbertsville 

KevUBank 

Citiaens  Savings  Bk 

Bank  of  Lovelaoeville 


$8,415 

Pte 
Value. 

$1,000 

1.000 

300 

500 

500 


$7.(» 
Markf 

$1^ 


Totals. 


$8,300 


$s.s 


COLLATERAL  LOANS  are  as  foUows: 
Sboujuius. 

Baakof  Bariow.stk 

City  Nat.  Bk.,Padueah 

City  Nat.  Bk..Paducah 

MedianicB  Trust  ft  Svgs.  Bk 


Market 
Vahie. 

$1,250 
2,128 
1,520 
1,200 


Amount 
Loaned. 

1.000 
2,000 
1.000 
1.000 


MISCELLANEOUS:  This  oomnany  was  inoorporated  \p 
7. 1914,  with  an  authorised  capital  of  $260,000  and  an  equal  amoN 
ot  surplus.  The  oompanv  commenoed  writing  wbeo  the  c»p^ 
which  is  being  sold  at  double  par,  reached  $50,000.  It  is  nropcN 
to  operate  generally  when  all  of  the  eapitid  and  surphis  has  U 
paid  in. 

DIRECTORS:  F.  M.  Fisher,  Dr.  Frank  B<vd«  E.  G.  Bo^ 
Auber  Smith,  W.  F.  Paxton.  Louis  F.  Kolb,  R.  D.  Wilson,  Ml 
L.  Jones,  E.  C.  Phelps.  0.  W.  Emery,  W.  A.  Berry.  J.  M.  U 
Harry  Meyer,  E.  W.  Baker.  Abe  L.  Livingston.  £.  D.  Baol 
Dr.  H.  G.  Reynolds,  G.  R.  Davis,  J.  L.  Wolff.  Ed.  E.  Wall 
C.  J.  Barlow,  Dr.  T.  W.  Blakey,  A.  L.  Newman,  T.  H.  Fan 
L.  Brewer.  Dr.  G.  W.  Walbright,  C.  C.  Leonard,  Sua  T.  Ste« 
H.  B.  Gilbert,  R.  E.  Cooper. 

TERRITORY  COVERED:    Ky.only. 


OLD  COLONY  INSURANCE  COMPANY,  Boston,  Mass,§ 

President,  Ransom  B.  Fuller;  Secretary,  Charles  D.  Hodges.     Organised,  1906. 


Ybm 

Assets 

1914 
1913 
1912 
1911 
1910 

$1,319,251 

1,316.898 

1,334.768 

1.227.221 

875.265 

Unearned 
Premiums 


$487,671 
452,671 
401,363 
352,531 
338,112 


Net 
Surplus 


$332,722 

369,726 

452,715 

395,429 

79,694 


Net 


$624,909 
615.182 
576,743 
521393 
513.835 


Total 
Income 


$677,557 
666.644 
625313 

t863.960 
646,580 


Losses 
Paid 


$422,594 
308,456 
323.106 
323342 
338.839 


Dividends 


$24,000 
24.000 


$8,000 


$218,186 
216.887 
191327 
176399 
189.090 


Total  Ex- 
penditures 


Loesi 
Incun 


$664,780 
649.343 
514,432 
500^1 
635,029^ 


$421 
311 
31J 
331 
32 


'Includes  $147,165  marine  premiums  and  $91,138  marine  I 


t  Inchides  $300,000  surplus  paid  in. 


I  Transacts  both  fire  and  marine  bminess. 


REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


OLD  COLONY  INSURANCE  COMPANY,  Boston,  Uaas.— Continued. 


Tl.ns    OUxrliiibiHH....           ^IW 

lUWJSl       Total |U1».»I 

7MT:  muoiM  tbcnoo,  fUMW. 

CE  OROANIZATION:  Fw^i^  min], 

piid.  e^iswat;  drndnk  d«d»d.  e>^: 

BoHM  im  8nxu  OmD.—CmL 

rnlnntiidil 
USESANDF 

On.  Adj.BnT-.N.Y 

SSSSiT.:::;:::;:::::::::::: 

ToUli(hook™hli^llJllS^« 

MMkM 

Vihie. 

scMxn 
njeo 


I II  WD 

im 

IMOO 


MISCELLANEOUS:    nig  cmDpui;  ma  ottuued  ud  «m- 
■■    •-     nririBltOSnthiputupapiUlof  MOD.OOO 

J  tiOO.OOO.      Addilioul  eudJui.  I3O0.0OO.  na 

ISll.    It  m  •ontnllcd  bj  tbe  Bon      ' 
*a,SUrimo(  tbaitcofcot  thtOI 

_.  FuDw,  J.  W.  DuDplj,  C 

EuniB  P.  Cuts,  Fnak  B.  MoQiiiitia, 

uu.ma. 

".  i.)(ED:GeD>nlueijU: 

I  i.lTid.,  Im.,  Ky.,Mich.. 

'  I .     ■:'.'.[-■  Cochmi,  Tboc      " 

^r<,-..i   «<n»:   A.  E.   mh 

w  tcgkud:  F.  O,  Cb»i     ' 


ORIENT  INSURANCE  COMPANY,  Hartford.  Coaa.§ 

L  0.  Ucllniat,  Jr.:  Vue-Pniilait  ud  Stentary.  H.  W.  Orv.  Jr. 


,000  UIJ47:     .1,4U.< 


™ll 

l.«M 


K3.iSOI      U«.«30       tM.HT 


b£u?i£^. 


,  KM.              I^inuiiB,  Dv.  U,  IMl 
tin.tM    I^iKiaaiiul tI10,UT 


IIululatnlMBmi 


V  l«b£l£!'.'. 


..  tl.«33.S0T 
.  1,000.000 
.    1.001.0U 


..e.sit,sn     Totti.. 


^  UTD  FRKWUMS:  Hn  mk.  in  ton.,  Dmoti*  31, 
9MW1:  |iM—  ibnoB.  e,7>ljn;  urioa  ud  inluJ 
"^jK  fij8W»ii  imuni  ibnoD.  I101,1M. 
ranSSe  sixes  (HUUMIUTION;  PmioiB  raand. 

ttJlBTATE  OWNED:    Cowtiiif  tba  brick  Mow  ud 
^IJ^itHlMl  Tnlr  It,  Hntfinl,  osan;M  M  buM 

"WW  AMD  STOCKS  OWNBIh  Pu  MskM 

Bo»».  Vihifc         Vihie. 

ci.  »i.'H;*S;-- *'"■'»''      WLIOO 

'T'™*'"*>H%- 40,«a         lOJOO 


MiM.  M^aTWM.  Lou,  ltSI,M%... 
N,  ¥.  StM^  bwy.  iui).,  ■««},  4}%. . . , 

N.  Y.  Btato,  CMol,  I W,  41% 

Olnm  Co..  Ob.,  r..  lUS.  S% 

Amiata,  (k,  fld.  ^oL.  Itu,  4|% . . . . 

MldinHam,  Coim.,  cr.  imp..  lUl.  S)7« 
Nbw  BriUio.  Coso.,  nt,  II —  "" 
Hn  Lnxkn,  Coul.  h.,  IK 

Niifdk.V>..  l(17,t% 

Nctmlk,  CoiuL,  r..  lOO.  4%. . . 

PHabnrE,  V^  IHI,  4?! 

FeMnbora,  Vl,  pnb.  imp..  ISU.  41%  - , 
BdHHtKbr.  N.  v..  nL,  Itn,  4^  . . . 
Bo.  N<ri^  CosiL.  mt.,  lOU.  4%. . . . 

Bmbrd.  Ccoiu, «..  ISM,  4% 

"--■ ^ —  mi.4l..l»lB,«% 

Jr^u^^Com.  in>,  4^. . . 

All.  Mid.  R.  R..  1  -    -'-"■"■ 


L,  ite,  s%! ! 


B,  4%. , 


All,  C.  L.  R.  R.,  «.  BL.  II 

B.  A  M.  R.  R.,  d.,  Ittt,  4)% 

BUm  *  Mont.  R.  R.,  3  SL.  1838,  t% . . 

Cart.  </  Ot  Rj.,  1  m.,  WW,  S% 

CaL  0>.  Rt..  h.  pi..  IHt,  5% 

Cot.  rtt.  Rt..  p.  m..  1039, 3)%  

Ctni.  R.  R.  N.  '.  (D.  PI.  nc.  I«87,  S% 


78.000 
100,000 
30.00a 


REPORTS    OF    nRE    INSURANCE    COMPANIES. 


ORIENT  INSURANCE 

n>  9iwu  DwHU.— CmI.  Ph 

BoHiM.— Colli.  ValiH. 

Im..  IWST,4% ttMMO 

>.B..i83s.5% asaa 

lm-IMI,I%. M.COO 

C.,R.I.*F.Ev,~  T!i.,lWl,  *'^..  MJ«I 

C,  B.  1.  A  JWWO 


C„  D.  ft  1.  R.  1, 1 1 
C.Nd.R.R.,1111.,  1 
C.  C,  C.  1 1.  Rj.    I 


DHL  i  Rio  Ot.  R.  iL,  1  (B.  DL,  ]S3e.  4' 
a,  Gr.  H.  4  W.  a,  H.,  1  a.  m.,  IMS,  -1' 
E.Tsin,,  Vl  a  G>.  Ry.. «.  m.,  1K«.  5' 
Riiu  i  Pm.  M.  a.  B,.  1  m„  1920.  8' : 

Fl».  So.  i(.  R,  I  DL.  19*5. 4';;. 

Fl.  Wth.  4  Dh).  Cy.  IW.,  1  m..  IWI,  0 


I.,  lil»,S^c...  ■■ 


lU.  Cvt.  R.  it.,  Lt.  Div.,  1  m..  IHl,  S)% 
Kin.  4  Mick  By.,  1  bu,  1990,  — 
KuL  Cy.  Bo.  Ry,  «q„  l9l»,  S* 
Loin  &ie  ft  W.  R-IL,  1  n.,  II 
La.ftM,B(i,Ry.,d.,  mi,4' 
bh.  ft  N.  Y.  R  R.,  1  m-  1H6. 4%. .. 
Lab.  VaL  Tu.  Rs„  1  bl,  IMI,  S%  . . . . 
L  ft  N.  R.  R,  Pwl  ft  Mod.  Dit..  1  n 

MiolLl^t'R  R.^l  m-.  il>M,  *%  --i 
Mmn.  491.  L.  IL IL,  1 »,  m..  \9S«.  W 
Mum.  ft  9t.  L.  R.  R.,  1  A  1-  [:i .  vf.f' 
Uain-8(.P.ftS.SlE.M.l^..  1    -  m. 

lKi,i% 

Mo.,  Kuu  ft  R  R/..  1  m  .  in.',  -.  , 
Mor.ft&iR.R.,  IcB.m..  1'.<|',.7 
N,  C.  4  Su  L.,  1  n.  B  .  I''--.  -. 
NenEiia.  R.  R.,  a.  in..  i'ir<    i 
(J.y.rS!H.4i,B.R...i  .1.1.1.  ..; 
N.4W.  Ry..  In,..  IWii.  ( 
N.  4  W.  fi.,  1  In.  4  .ill-..  I'^u.  1 
a«.  9.  L.  ft.  H..  r.  IBJtt,  r  . 
P».  R.  R,.  cr.  m.,  lUl.^,  Jlj  . 


Ridi.  ft  DuL  R.  R.  d..  lui' 
&T..  FlL  4  W.  Ry.,  1  ni..  I 
a»*^Fl».ftW.Rj    Im..  1 


StLftSwF.R.  i.s 
m.  p..  M.  ft  M.  R;.. ». 

ei,P.ftS.Cr..lln,lc 


COMPANY,  Hartford,  Coaa.—Continued. 

fi<nn»  km  Sroco  Owiud.— Caul.  Pa 


UMno 

31M0 

10,000 


«,47I 
SJOO 
40.750 


lOJMO  11,800 


10.700 
10,^(10 
13.760 


TdWIi  Ibook  nhw.  I342:,at5) Iijwa.ll»  tiWJW 

UISCELLANEOnS:  BiM*  Jslr,  1900^  OiB  ombpw  b  la 
oootnllad  by  London  uil  UniMfcm  n«  ioMnta.  CuM  a- 
tniind  m  1S81  fnm  tUO,000  to  tt,OO0M);  nhuil  u  ISN 
to  tIOO.000.    In  ISOt,  181,000  WM  p&  ta  by  MoeUoldn.  ad 

uil9a9,t200/Ma>ddiaaulMiphHwMp*iilb.  Li  19IS.t>«UW) 
ni  DMnfaind  bms  nralw  to  owStL  CoaSacntUB  loiia: 
BoatoD,  Wi.  tUl/m-.  JaiteiaviBa,  1901,  nsiSS);  BahiBR 
ltOI,ll4(jp30;aHiFniHia«,tBOe,tl,679JX».  Vihitaofitiiail 
dam^ta:  Vk,  tIt.lOO;  O*..  tlOJXN);  N.  M.,  tll.lOO. 

DIRECTORS:  A.  O.  UeUmios.  Jr.,  J.  V.  Potbnll.  C.  F 
Bilioll,  J. 0. Bill,  BaoiT  W. Gwr.  Jt, Om.  E.  Dot,  B.EPimt. 
Fmdnak  W.  P.  Ratter.  Sam  B.  3toy. 

FIELD  MEN  AND  T^RITORV  COVERED:  CIwIh  t 
Dm.  Ctamm,,  HI.,  amimtr,  Joha  F.  Stdocd,  M  So.  La  faUt  ■.. 
Chicago.  111.,  afiBinr  aapouiMalaot  for  waatan  dafhimaj  Ju 
B.  Buy,  Sao  Fru^BD,  Cal..  maiiaav  for  PMifkt  dnanniBl:  Gv. 
0.  Simtli.  amor  anpainttadait  and  Wilfiam  B.HarkiiB.  kol 
aasaUnr  J.  BTVataa,  Htov  aopnatviWit  Loa  &M<lia.  CaL: 
IVasnotft  Codma,  IMIaa,  To,  laaBa]  ^Bta  aoObwMn 
■U.  «B|ii^  Tat,  AA.  and  U.  &*dal  Malt 
"-  F.A.N«£it(.S.U.PonlLE.E.Ro£Soa.5te. 
-■     ■      -    .iR.!?.*]  ■  --     - 


It,  hkiiiii^  Ta.;  R.  I 

Su  Anwaio,  Tai.;  E.  E.  Wi«ht  ai.. 

"  -      a.  Ia.1  J.  K.  ShwIiardrA-  H.  Kol 


I.'O.toililF.'i 
TatjV.jTj^^. 

H^ton.  J^r%*  O 

lJtU.Roek.AA.:   E , 

Middb  atala.  Md..  D.  C,  Va..  W.  V..  N.  C,  S.  C,  Oa,  Fla.,  All. 
Ey.  ud  Tflm.:  Wiain  dmartont  com  Waaln  Slaw 
aod  IWritorita;  PaaSa  dasaRtuDt  oonra  CaL  Ccft).,  Vjo. 
Ora.,  Mom..  Wah.,  Utah.  I^.  Nn.  ud  the  TnitdrM  of  N. 
U.,  Ana.,  Alaa.  aid  Haa.  fliiiiail  mil  ■iiiiil  iiiiili  Eaawa 
datBrtoMM,  E.  J.  SolBvu  aad  Jotm  J.  Hocan,  Boatw.  Una. 
apaiial  aiBla  lor  Ma,  N.  H.  and  Vt.i  Ja^  Otnnaod.  Botuo. 
UaiuiDMialattMHiiiL.aiid  B.I.:  A.  H.  Murphy,  BirHorl. 
Caaa-  qiadal  ^nt  far  Ctan.;  C.  J.  Mahoonr,  Ncsiii,  N.  l- 
mm  wnt  lor  nlwrtiaB  »k1  tuMn  N.  Y.iW.  R.  Smarih. 
R«£tv,  N.  y..  apania]  ami  lor  nlwn  N.  v.;  Paul  Tuns.  In 
PUlMMphia,  Pa.,  nadal  iftnt  ht  N.  J.,  taatan  IV  Balbrnm 
and  D.  C.:  H.  A.  W.  Hapw,  Bairiiaiburi,  PL,  ncJaJ  KHt  <« 
Va.,  Md.  aod  W.  Va.:  R.  ATHaocoek,  Allaola,  Oa.,_niHaI  tgrnt 
for  Ol.  N.  C.  &  C,  Fla.  aad  Tann.;  Thomaa  ft  Bur,  nnl 
agaala,  Uofaib,  Ala.,  for  Ala.:  L.  B.Himpliny,  Oal(fabor>.7I.  C. 
apaoia]  agent  [or  H.  C.,  B,  C.  ami  FbJT  C,  Cwd,  Adaaca.  G> . 
aiMcial  Hmt  (iir  Ga.:  W.  R.  Ajlai.  HcUfnnsy,  Ala..  ifiaEul 
agmt  fa  Ala.     WtaUm  dsHtmat  ^lacial^  w»t«  WaaHml 

intcDdmi,  Fred  D.  Buekman.  rliiiiaaii.  lH .  nedal  agant  for  Coot 
Co-UL:  W^A.  CanB^CUaa>,llL,^aciBl,agaat(E      ' 


Neb.j  J^B  A.  Hoonr,  IVton.  O..  Stala  i 
aea.IndkBapolk,Iad.,ar    '' 

City.  Mo., «aeiai«nt  (nOuiTud iCu^ C.Xmibin  wdT 
CrUatwa,  HUaaukea,  Wk,  Btato  anita  far  Wil;  A.  C  <^ 
bat,  Datant,  MA.,  SMa  a(Ml  IvlUeh.  PttiBs  darlmai 
anaoal  acenta:  IwGe  dnaitaieot.  G.  T.  Riohmmd,  Han  Fran- 
weo.  t^apatial  BfUil  for,N.  C.  ud  Cant  CWtia;  J..P- 


Loa  Jl^alaa.  C^qkU  agant  far  aoutWn  CaL  aui  Atta: 
W.  W.  Oibnon.  Sacmntoio.  CaJ.,  iniial  '  "' 

and  NaT.;  Q.  L.  Gooddl.  RrUand.  On,  i 

aoullwn  Waah.  and  matwii  Ida.;  Davi ,.  ,_. 

WaalL,  Hiadal  annt  la  Waah..  Alia,  aad  ooitlHB  t<^.-  N.  Oi 
■wTpma.  CST.  anttial  agent  liir  Cola,  Wn.  tad  N.  I 
N.  W.  Clayun,  Jr..  &it  Laka  City,  titab.  apaall  uent  la 

Ida.,  Moot,  and  Uuh.    The  eomr ="  ^  ■■-  "■- 

aad  fnitoria  (euept  Dti.)  and  in 


Ore, 
N.  Oai^ 


aaiaairUKS 


PACIFIC  FIRE  INSURANCE  COMPANY,  New  York,  N. 

Prenlant, C.  V.  Mnen>la:  Sscinlary,  Hauy  O.Stephen.    Orgamaad,  18U. 
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PACIFIC  FIRE  INSURANCE  COMPANY,   New  York,  N.  Y .--Continued. 


^no,  Ok.  31, 1914. 

Bo«ii«ditDcb...|1.022,O7» 
Cufa 33,971 

i«ato*6ifaaBeB....      131,473 
'ateBK 3,135 


LzAAiLRics,  Die.  31, 1914. 

iKwn  unpaid 192319 

UnetrnBdnreoiB....  349,840 

Other  lUbifities 26,317 

Total  liabilities . . .  $468,976 

Capital  paid  up 400.000 

NetauipliM 311,682 


ToUiMKti $1,180,668       Total. 


$1,180,658 


rodervntjog  pndt,  $3,104;  inTeBtment  profit,  $60,053. 

fllSKSAND PREMIUMS:    Fire  rieka  in  force, Deeember 81. 
«i»W4fl;  prantmiia  thereon,  $679,691. 

„?SI|!588  SINCE  ORGANIZATION:    Prtnniums  rt»eived. 
IMioS  ^^  18,543,114;  diTidenda  declared,  eaah, 


Par 
Value. 

000 
,000 
000 
10.000 
25,000 


BOBTIH  AND  STOCKS  OWNED: 
Bona. 

•;;j-|J>f2U% $170,1 

^1557.4*^ :::::::::::::  75 

J^*M.Gt,1938.4i% 

fe.lU,19614%..  . 

fawraMi  jyt.  1952. 4%, 20;000 

i^-8»Aw8ej^  1W6.  efe 10,000 

gU^  1925.5% 10.000 

S^8ecCo^^l827,5%. 20,000 

«r  81,1926, 4% 9,000 

Sxocxs. 

ffnS^«» 22.300 

i*\K^J> 1.200 

J?-V*»LBy..oo«n 40.000 

gh.it  4  3t  P.  By.,  com 50.000 

S*S;^^/-I> 40.000 

^r^«-y 20,000 


Pi-Ra 


30,000 


Market 
Value. 

$159,650 
50.000 
80.250 

0.500 
18,250 
12,400 
10,400 

9,900 
12,000 

7,560 


49,500 
19347 
972 
53,200 
49,500 
49,600 
22,200 
33,300 


BoMM  AMD  Stood  Ownid.— CoiU. 
Siocu. 

R^idmg $10,000 

So.Pw 

Un.  Pac.  R.R.,  com 

W.  Md.  R.R.,  p 

Amcr.  Tl.  A  Tg 

Bklyn.aty.R.R 

EingB  Co.  El.  Lt.  k  Pow 

Manhattan  Ry 

Pullman 

Bklyn.  Union  Gae  Co . . . 

Cs.Gae 

No.  Amer 

Automatio  Fire  Alann 

Ot.  No.  Iron  Ore  P^p 

Golden  Hill  Bis 

Underwriteia  Siuvage 


iinued. 
Pw- 

Market 

Value. 

Vahie. 

$10,000 

$16,400 

30,000 

28300 

10,000 

12300 

10,000 

2,500 

20,000 

24,600 

20,000 

34.800 

20,000 

18,400 

30,000 

36,900 

30.000 

39,900 

20.000 

31,000 

30,000 

38.100 

40.000 

51,600 

10,000 

7.400 

950 

1.900 

10,000 

3.200 

25,000 

25,000 

500 

750 

Totali  (book  yalue,  $1,082343) $968,950  *$1,067317 

,   *Securitiei  at  per  oompany'i  vahiatione;  the  item  in  aasets. 
la  baaed  on  insurance  department  valuatione. 

MISCELLANEOUS:  The  company  raineared  m  the  West- 
chester Fire  in  June.  1901.  and  resumed  businflBB  in  Deeember. 
,1902.  The  Pacific  and  the  Greenwich  of  New  York  were  meroeJ 
m  1013  under  name  of  Psdfic  Fire.  Confiagration  kMses:  Chi- 
oaoo,  1871,  $12,100;  Baltimore.  1904,  mM\  San  Fianciseo. 
1906,  $50329.    Vahie  of  deposS  in  ft^..  $0300.  '"™~* 

IMRECTOBS:  H.  B.  Brundrett,  Henry  J.  Robinvm,  Edwanl 
E.  Peaice.  Jidian  D.  Faizehikl,  Eben  Dcmarest,  Clinton  L.  Roe- 
siter,  A.  R.  Pterson.  John  N.  Steains,  £.  C.  Jameson.  C.  V.  Mes- 
erde,  J"  R- ?o^»da»v/- H^^Book,  E.  Frank  Brewster.  H.  A. 

^S**iLf  •  ¥"™y'  ^-  ^'  0»bo»e.  M.  A.  Stone,  F.  T.  Nwbit. 
J.  o.  JTreungnuyMQ. 

FIELD  MEN  AND  TERRITORY  COVERED:  J.  S.  Fre- 
lU..  Ind..  Mmn.,  Mo..  N.  J..  N.  Y..  Ore..  Pa.,  8.  C.  Wash,  and  B.  C. 


PACIFIC  NATIONAL  FIRE  INSURANCE  COMPANY,  Sacramento,  Cal. 

President.  G.  W.  Cartwright;  SecivUry.  H.  J.  Barcdoux.     Organised.  1913. 


Aucn,  Aivfl  1.  1915.  LuBiunia.  April  1,  1915. 

!(^!?«>>aia $259,236  Capital  paid  up ... .     $250,000 

Baimditeto...          2,900  Netsurphis 56.678 

)^  37304 

I«w* 7,034 

TcolMieb $306.673       Total $306,673 

i,S2"Jathe admitted  aasrtii,  the  oompany  has  collateral  loans. 
wr.tisatee  sad  fiztmes,  $1,982;  aooounfee  receivable,  $5,096; 
gsogteas  sad  note  ia  praeem  of  eoOeetion.  $369,145;  total, 

Jtf^LLAIWBODS.  — This  company  was  formed  in  the 
1^  of  1913,  with  a  capital  stock    of    $250,000.     We    are 


ApnJ,  1815.  The  capital  of  the  oompany  is  fully  m  d 
"?i.u°?*i^  ^J*^  colleetions  during  1916will  go  tosurSi 
jgichattheendoftheyearshoddtolbr^^  bSS?: 

ttaj«  IS  Profenng  njfcisfisctcrily  in  their  sale  of 'stock,  ttk 
reported  that  among  the  dneotors  are  very  prominent  businm 
men  of  the  Pacific  UM«t.  -"««i»  uuhu^ 

DIRECTORS:  G  W.  Cartwmht.  J.  I.  McConneU.  Albert  E. 
Boynton,  C.  L«e  La  Rue,  J.  0.  Hickman,  A.  T.  Lmdgren.  R  W 
Eineeton,  C.  P.  Vidni.  6.  W.  CanSohael,  Hemy  tXw.  H  J ' 

Henley,  Jr..  O.  W.  Peltier.  Henry  Br^yard.  J.  I.  Jones.  A.  E 
Muenter.  L.  A  Wnght,  W.  F.  Gormdey.  R.  N.  Burgw.  . 


PACIFIC  STATES  FIRE  INSURANCE  COMPANY,  Portland,  Ore. 

IVeeident,  F.  E  Beach;  Secretary,  C.  A.  Craft.    Organised  1909. 


»:4 


S6163S2 
&JQ.724 
43^919 

^.ie»; 


$72383 
67j(l58 
29,5«1 
107S5 


Net 
Surplus 


$181,878 

155,984 

128,562 

36.414 


Net 
Premiums 


$07,493 

101.791 

39.171 

26,083 


Total 
Income 


•$179,771 

201,726 

60.401 

•69.603 


Losses 
Psid 


$48,436 

48.410 

14.624 

5,542 


Dividmds 


Expenses 


Total  Ex- 
pend! tuz«s 


t$60,502; 
52.213 
56.653 
19.358 


$108,938 

100,623 

71,277 

24.900 


Losses 
Incurred 


Madades  $34J938  smplos  paid  in  1911  and  $30,000  in  1914.      t  Includes  selling  expenses. 


$54,295 
48.646 
15.059 

6.042 
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PACIFIC  STATES  FIRE  INSURANCE  COMPANY,  Portiand,  Ore.— Continued, 


Aflevrs.  Dbg.  31 

Red  estate 

Mortgage  loans 

Bonds 

Cash 

Agents'  balances. . . . 
Interest  and  rents.... 
Other  assets 


1014.  LiABiUTiBa.  Dec.  31, 1014. 

$18,550    Losses  unpaid $6,004 

343,722  Unesnedprems....        72.583 

74,450    Cap.  part  pd 21.404 

126.008    Other  tiaUJities 3,133 

40,071  

6.212  Totalliabilities...    8104.204 

6370    Capital  paid  up 331.300 

Net  surplus 181,378 


Total  assets $616,882       Total $616.882 

Underwriting  loss,  $4,854;  inyestment  profit,  $34,631. 

RISKS  AND  PREMIUMS:  Fire  risks  in  foroe,  December  31, 
$0,300,578;  premiums  thereon.  $134,368. 

BUSINESS  SINCE  ORGANIZATION:  Ftemiums  received, 
$264,548;  losses  paid.  $122,108. 

REAL  ESTATE  OWNED:  The  company  owns  four  lots,  con- 
»Ainin£  ten  houses  valued  at  $26,000  (market  value),  and  render- 
ing a  net  income  of  $^  yearly. 

MORTGAGE  LOANS:    There  are  03  loans  for  $343,722. 

mostly  in  small  amounts  on  Ida..  Ore.  and  Wash,  property,  except 

three,  two  for  $10,000  and  one  for  $20,000,  carrying  an  avera^fc 

interact  of  7%.    The  total  value  of  the  mortgaged  property  is 

$804,375  and  the  company  holds  $328,400  of  insurance  on  the 

buildings.    There  was  $1 ,356  of  interest  past  due  on  December  3 1 . 

last. 

Par  Book 

BONDS  OWNED:  Value.         Value. 

No.  Pftc.  R.R.,  2047.  3% 

Ashland,  Ore.,  wat..  1020, 4}% 

Elks  Lodge  No.  388,  Baker  City,  1023, 6% 

Estacada  City.  1020,  6% 

Ore.-Wash.Ch).  1036,6% 

Benton  Co..  Ore.,  1017-8, 4% 


Fto  Book 

Bonds  Ownxd.— CoiU.  Value.  Vilne. 

Pac.AEa8tRy..l037.6% $1,100  SS2S 

NwD.  Harvester.  1020, 8% 10.500  10^ 

Bay  City  Land.  1030.  6% 5,000  im 

Centralia  Wat.  Supper.  1026,  6% 1.000  4C0 

Portland.  Me.,  wat,  1027. 4% 1.000  1.000 

Rose  atyPk.  Club,  1021,  6% 400  400 

Wheeler  Co.,  Ore.,  sc.,  1023.  7% 1.500  1,500 

LewistonL.&Wat.,1021, 7% 500  500 

Wash.  El.,  1037.  6% 12.000  12,000 

Portland  Sodal  Turner  Verm.  1033, 6%  2,000  2,000 

Lewis  Co.  El.,  1036,  6% 20,000  19.000 

Lewis  Co.  wa..  1021,  6% 5,000  2,000 

PrinevilleCommereialClub 100  100 

aty  Warrants 814  8H 

Total $84,014  174.459 


$1,600 

$1,070 

1,000 

1,000 

100 

100 

5.000 

5.000 

13.500 

0.450 

2,000 

2,000 

MISCELLANEOUS:  Tliis  company  was  organiaed  in  19» 
and  was  licoised  to  transact  busanees  in  Ore.  eany  in  1911i  vitk 
a  paid-up  capital  of  8100.000.  Capital  increased  in  1911  to 
$230,833  and  »4,038  additional  surplus  paid  in.  and  in  1912  h  nu 
increased  to  $267,200  and  $60,058  additional  surplus  paid  is- 
In  1013  capital  was  increased  to  $301,000  fully  paid  aad  $28,419 
surplus  paid  in.  In  1014  capital  increased  to  $331,300  and  $30,000 
surplus  paid  in.  There  was  also  $21,404  partially  paid  opitaL 
The  company  also  has  subscriptions  amounting  to  $51,500  vbidi 
are  being  collected  in  cash. 

DIRECTORS:  A.  H.Averill.F.E.  Beach.  Wm.M.  Cake.  LG. 
Clarke.  C.  A.  Craft,  Chester  Deering.  Manuel  Priedly.  F.  I.  Fulkr . 
John  Gill.  D.  J.  Qnimby.  S.  W.  Stiyker. 

FIELD  MEN  AND  TERRITORY  COVERED:  J.  W.  Srii- 
tow.  special  agent  for  Ore.;  J.  H.  Bridfefbrd.  special  sgent  for 
Wadi.;  S.  G.  Gordon,  special  agent  for  Ida.  The  eompaii; 
operates  only  in  Alas..  Ida..  Ore.,  Wash,  and  B.  C. 


PALMETTO  FIRE  INSURANCE  COMPANY,  Sumter.  S.  C. 

Fnaident,  W.  B.  Wilaoo;  Becntaiy  aod  Muucv,  Peny  Moaas,  Jr.       Oifuuied,  ltl2. 


YlAB 

ASNtS 

Unearned 
Premiums 

Net 
Surplus 

Net 

IVemioms 

Total 
Income 

Losses 
Pkid 

Dividends 

Expenses 

Total  £x- 
psnditures 

LOMB 

Inanred 

tl014 

$37,088 
36.202 

$12,080 
0.436 

-4724 
2.610 

$3,603 
4,502 

$4 

237 

427 

81,007 
664 

H 

1013 

1,853 

BT 

ASSETS.  DEC.  81,  1014:  Martgsn  kMns,  $4350;  cash.  $31.- 
588]  agents^  balances,  $1^00;  bills  iweivmble,  $212;  total.  $37,0aS. 
liabilitice:    Taxes,  $7;  capital,  $25,000. 


MISCELLANEOUS:  This  company  was  inoonxvated  ooder 
the  laws  of  South  Osrolina  in  1018.  and  began  busiiieBB  in  August 
1012.  with  a  capital  of  $25,000  and  an  initial  surplus  of  $6,250. 
The  company  opentes  in  8.  C.  only. 


PEERLESS  FIRE  INSURANCE  COMPANY,  Waco,  Tex. 

C.  H.  Cox;  Seoreteiy.  J.  B.  Maxfield.    Incoipcnted  1012. 


The  followittg  statement  is  as  per  the  examination  by  the  Ariioia 
Corporation  Conunisnon.  Assets.  Aug.  1.  1014:  Real  estate, 
$168,366;  mortgage  loans,  $35,673;  cash.  $300;  interest  and  rents, 
$1,006;  bills  imvable,  $13,301:  total  assets,  $210,425.  Liabi). 
ities:  Bills  payable.  $127,815;  capital  paid  up,  $78,060;  net  sur- 
phis.  $12,650;  total.  $210,425. 

REAL  ESTATE  OWNED:  The  company  owm  on»-half 
interest  in  the  Provident  Life  dc  TVust  Building  of  Waco  in  part- 
nership with  Hobby,  Qross,  Street  &  Hobfar,  vahied  at  $112.- 
500;  also  four  pieces  of  farm  lands  valued  at  $55,805. 


MISCELLANEOUS:  The  company  had  not  commeoeed 
active  business  when  this  page  went  to  press.  The  pie^dtti 
advised  us  that  a  pennit  had  been  granted  the  oontpanv  fay  tfa< 
Arisona  Ins.  Dept  but  that  no  business  would  be  wnttea  til 
conditions  impKovsd.  The  officers  are:  IVosident,  C.  H.  Cox; 
vicciltresident,  Chas.  L.  Sanger;  secretaiy,  J.  B.  Maxfield;  m 
treasurer,  Fkt  F.  HopUna. 


PENNSYLVANIA  FIRE  INSURANCE  COMPANY,  PhUadelphia,  Pa. 

Charles  H.  Barry,  Yice-President,  John  L.  Thomson;  Secretary,  W.  G.  CraweO;  Asristant  Seontaiy,  H.  L.  Warner: 

Secretaiy  Agency  Department.  W.  J.  Dawson.    Orgsnised,  1825. 


Ybab 

Assets 

Unearned 
Premiums 

Net 
Surplus 

Net 
xxomiums 

Total 
Income 

Losses 
Paid 

DivMiends 

Expenses 

Total  Ex- 
penditons 

Lgbcb 
Incurred 

1014 
1018 
1012 
1011 
1010 

$7,021,870 
7.887,158 
7,726,728 
7.666,515 
7.346,606 

$4,640,001 
4,514.888 
4,353,121 
4,340.510 
4.127.063 

$2,010,742 

$2,200,647 

2,203314 

2,284300 

2,065.506 

$3,648,101 
3.444.563 
3.477.486 
3.400.863 
3,447,586 

$3,077,046 
3.760.504 
3,706.707 
3,800.000 
3.748,228 

$2,332304 
1,017,771 
1,001.832 
2.135.821 
1.055,865 

$225,000 
225,000 
225.000 
225.000 
206.250 

$1,348,281 
1357,043 

1306330 

$3,000,175 
8.500,714 
3330.082 
8.676.717 
8.467,945 

82,415,3a 
1.940,1] 
1.059J 
2,104.6J 
2,026.15 

Unearned  premiums  include  amount  redaimable  on  perpetual  policies. 
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PENNSYLVANIA  FIRE  INSURANCE  COMPANY,  Philadelphia,  Psi,^Continued. 


Balatate 

Mflttsageloui... . 
Andtaiiditoeb... 
CoJhtoalkut.... 

C«h 

Aseota'  btkaoa. . . 
laterert 


1914. 

$139,000 
170,750 

e,450^64 

122.000 

21S.1(S 

777,022 

05.474 


Total  17,909,778 

SpLdep.  over  lab..        47.899 


LuBiLiTm.  Dec.  31, 1914. 

Laamunpud $424,946 

Unearned  prems ....  3,582,949 

Ferp.  dep.  reel 1,066,742 

Other  iiabUities....  77.500 

Total lUbiUtiee...  $5,162,137 
Capital  paid  up....  750.000 
Netsurploi 2.019,742 


Total 


$7.921379       Total $7,921,879 


Vadawnfiag  km,  $254,242;  inveatment  profit.  $337,236. 


RISES  AND  PREMIUMS:  lira  riaka  in  foroe  (except  per- 
petaii;.  Duxaba  31,  $674^27,476;  premimna  thereon,  $7,045,- 
^.  Popeteal  fire  riifca.  $46,901,740;  depoeit  premioma  thereon, 

BraXES  SINCE  ORGANIZATION:  Pramiuma  received. 
IS^'«!^^9;  h»M  paid,  $49,006,663;  diridenda  declared,  caah, 

15.407.750. 

1£AL  ESTATE  OWNED:  Hie  principal  propertjr  compriaea 
^,*fai  vhite  marble  and  fariek  buildinga,  with  3-8tQfy  brick 
bide  baadoa  at  50»^10  Walnut  at,  FfailMletphia  (book  value, 
nsmv&ad  at  $125,000,  and  oeeupiadbgr  the  company.  The 
nnaias  jnpcrtiea.  a  dwdJinff  in  St.  Paul.  Minn.,  and  one  in 
Putaddpfaii,  are  earned  bdowbook  valuea. 

UOBTGAGE  LOANS:  There  are  16  baai.  among  which  are 
fbeidoaiiK  $87,000  on  fariek  hoapital,  etc  Qnnd  Forica,  N.  D., 
nhd  at  $105,000;  $30,000  on  422  Wahmt  at,  Philadelphia, 
nbaj  at  $50,000;  $20,000  on  1828  Spraoa  at.  Fhilad^phia, 
nMBt$35AX).  The  remaiaing  kwna  are  ehiedy  upon  iy». 
«|Ab  ml  ertate.  with  %  few  aeemwl  hy  Waahmgton,  Eaaaaa 
^  md  other  pcopertiea.  The  aarecata  eatimated  raloe  of 
t^  BcaitMi  lor  $170l750  of  kwiiin  $182,315,  and  the  inaur^ 
tttt  Wd  t7  the  eompany  aoaoanta  to  $219JJ0O.  Then  waa 
CO  nvGrt  p«t  due  on  Daeember  81,  laat 


COmHRAL  LOANS  are  aa  foOowa: 


Si«n»ealth  Title  Ina.  4b  Trmt . 

IWdNatBk 

C*.Tt,.V.J 

OE.Ry.,lr 

g,E.8r 

Si 

ftritti  Ry.it  4  PtoWl.'  i*r  .*.*.' 


Market 
Value. 

$15,000 
10,666 
7,000 
65,6251 
15,500/ 
nil 
72,200 


Amount 
Loaned 

$10,000 
8,000 
5,500 

48,500 

2,979 
50,000 


T<^ $185,990      $124,979 


B0MD3  AKD  STOCKS  OWNED: 
id,Gi,ML,W22,4i% 

aaaiti9i?:4i^^^^f!: 

J_J.^.ier,  1916-16.  6% 

JnW,  ft.,  1922-26,  6% 

5»^  Va,  192S-i3. 4% 

*n*Brg.  H^  at  imp.,  1915-19. 4% . . 

A.T. 4a PeB.  R..  Im.,  iSs.  4^  . .! 
ftaJtte  Cjr.,  a.  RTm,  191975%.  . . . . 

8  *  0.  a.  R,  ¥^  L.  I.  4  W.  Va.  «yi., 

f- a-.  1941.4% 

^  f  Aram.  R.'  R.',  1  m.','l939,  5%! ! 
B«^*  WR.R.,  1  m.,8t  J.te^, 

1963,4% 


^^  *^B^K..1V  8.  L.,  1  m.  t,  191 


B.1954, 


G^xiiVi*  1 4  r.  a.,  1956. 5%. . 

Cfeat.  ft  0.  Bj..  1919.  5%. . . /. . .   . . . . 

B.L,eartr.,1916.5% 


C*A. 


Pte 
Value. 

$10,000 
25.000 
47,000 

100.000 
85.000 
45.000 
19.000 
38,500 
25,000 
20,000 
60,000 
30.000 

100,000 
25.000 

100,000 

100,000 
50,000 

50.000 
17.500 
25.000 
27,000 

25.000 
150,000 

100,000 
50,000 
50.000 

100,000 
10,000 
50,000 
25.000 


Market 

Value. 
$10,000 
25.000 
47.000 
99.000 
35.000 
46,800 
19.190 
36,020 
24,750 
20.800 
45.000 
30.600 
92.000 
25.000 
92,000 

86,000 
44,000 

44.000 

10.500 
24,500 
27,000 

25.000 
141,000 

86.000 
46,000 
47.000 
107.000 
9,800 
47.500 
24.057 


BoHoa  AMD  SvocBB  OwNxn.— Coal. 
BoMoa^'^CoNt 

C,  H.  4  W.  R.  R.,  1  m..  1927,  6% 

C,  I.  4  8.  R.  R.,  1956,  4% 

C,  L  4  L.  Ry.,  eg.,  1918,  4j% 

C,  I.  4  St  L.  S.  L.  Ry.,  I  m..  1953, 4% 

C.  4  Nwn.  Ry^  a.  f.,  1929,  5% 

C,  R.  I.  4  P.  R.  R.,  gn.  m.,  1988, 4%. . 
C,  R,  I.  4  P.  R.  R.,  1  r.  nu,  1934,  4% . . 
C.  4  W.  Ind.  R.  R.,  ca.  m.,  1952, 4%. . . 

C.  4  W.  Ind.  R.  R.,  m.,  1915, 5% 

Choctaw,  Okla.  4  G.  R.  R..  ca.  m.,  1952, 


O/o-  •  • 

Cleve.  8. 

Det  Tm.  4  Tun.,  1  m'.  g.,  196f.  4|%. 

Erie  R.  R.,  pr.  In.  g.,  1996.  4% 

Erie  R.  R..  gn.  In.  g..  1996,  4% 

Erie  R.  R^  col.  g.,  1915.  5% 

Evana.  4  T.  H.  R.  R.,  1  gn.  m..  1942. 5% 
Fla.  E.  CM.  Ry.,  1  m.  g..  1959. 4|%. . . . 

Greenbrier  B^.,  1  m.,  1940,  4% 

Houaton  Belt  4  Tm.  Ry..  1  m..  1937, 5% 
Ind.,  Col.  4  £.  Tc,  gn.  r.,  1926,  5%. . . . 

la.  Cait  Ry.,  1  r.  m.,  1951.  4% 

J.,  F.  4  C.  R.  R..  1  m.,  1959,  4% 

Leh.  Val.  R.  R.,  col.  tr.,  1919-20.  4%. . . 

Leh.  Val.  R.  R.,  gn.  ca..  2003, 4^% 

L.  I.  R.  R.,  Ferry.  1  m.,  1922,  4i% .... 
L.  4  N.  R.  R..  and  M.  4  M..  1  m..  1945, 

4f% 

L.  4  N.  R.  R.,  uni.,  1940,  4% 

Midland  Val.  R.  R.,  adj.  m.,  1953.  5%. . 
Midland  Val.  R.  R.,  ad],  m.,  1953. 5%. . 
Minn.  4  St  L.  R.  R..  eq.  tt.,  g.  1915. 5% 
Mmn.  4  St  L.  R.  R.,  car  tr..  1918. 5%. . 
Minn.  4  St  L.  R.  R..  car  tr.,  1919. 5%. . 

Mutual  Tm.  of  Buffalo.  1924.  4% 

Newb.  4  N.  Y.  R.  R..  m.,  1929, 5%. . . . 

New  Or.  Tm.,  1  m.,  1953,  4% 

New  Or.,  Tx.  4  Mz.  R.  R..  eq.,  1916. 5% 
New  Or.,  Tx.  4  Mz.  R.  R.,  eq.,  1918, 5% 
New  Or.,  Tz.  4  Mz.  R.  R..  eq.,  1919, 5% 

N.  Y.  C.  lanea,  eq.  tr.,  1918,  A% 

N.  Y.  C.  Linea,  eq.  tr.,  1915. 5% 

N.  Y.  C.  Linea.  eg.,  1925, 4}% 

N.  Y.  C.  4  H.  R.  R.  R.,  d.  g..  1934, 4%. . 
N.  Y.  C.  4  H.  R.  R.  R.,  n.,  1915, 5%. . . 
N.  Y.  C.  4  H.  R.  R.  R.,  1915,  4j%. . . . 
N.  Y.  State  Rya.,  1  ca.  m.,  1962,  44%. . 
N.  Y.^.  4  W.  R.  R.,eq.  tr.,  1916-19, 5% 
N.  4  W.  Ry.,  gn.  m.  diy.  1, 1944,  4%. . . 

N.  4  W.  By.,  eq.  tr.,  1915,  4% 

Om.  4  Co.  Bl.  St  Ry.,  1  ca.  m.,  1928, 5% 

Ore.  8.  L.  R.  R.,  r.,  1929,  4% 

Pa.,  tr.  g.  ctft.,  1916, 3J% 

Pk.,  gn.  fgt  eq.,  1915-17,  4i% 

Pfc.  R.  R.,  ca.  m.,  1948,  4% 

P.,  B.  4  W.  R.  R.,  1917-22,  4% 

Phih.  Co.,  1  m.  4  ool.  tr.,  1949,  5%. . . . 

Phila.  Rap.  Tr.,  col.  tr.,  1957.  5% 

P.  4  R.  R.  R..  tm.,  1941, 5% 

P.,  W.  4  B.  R.  R.,  atk.  tr.  eth.,  1921, 4% 
Pitta.  4  Char.  St  Ry.,  1  m.,  1932,  5%. . 
P..  C.  4  St.  L.  Ry.,  oa.  m.,  1957. 4%. . . . 

Pitta.  4  Shaw.  R.  R.,  1917,  6% 

P.,  Yatn  4  Aaht  Ry.,  1  an.  m.,  1948, 4% 
Reading  and  P.  4  R.  C.  4 1.,gn.  m.,  1997, 

4% 

Seat  Rent  4  So.  Ry.,  1  m..  1924.  5%. . 

So.  Pae.  R.  R»  1  r.  m.,  1955,  4% 

So.  Pke.,  San  Fran.  Tm.,  1  m.,  1950,  4% 

So.  Ry.,  1  m.,  1951, 4% 

So.  Ry.,  1  OB.  m.,  1994, 5% 

So.  Ry..  eq.  tr.  etfa.,  1915, 4|% 

So.  Ry^  eg.  tr.  ctfa.,  1915, 6% 

St  L.,  I.  M.  4  So.  Ry.,  R.  4  G.,  1  m., 

1933.4% 

St  L.  4  San  Fran.  R.  R..  gn.  In..  1927, 5% 
St  L.  4  San  Fran.  R.  R.,  N.  0.,  Tez.  4 

Mez.  DiT.,  1  m^  g.,  1940. 5% 

Tre.  Hte.,  Ind.  4  E.  Tc,  1  r.  m.,  1945, 5% 
Tm.  R.  R.  Aaan.  St  L.,  1  m..  1939.  4|% 
Tm.  R.  R.  AanL  St  L.,  gn.  r.  m.,  a.  f., 

1953.4% 

Un.  Pac.  Ry^  1  m.  4  Id.  gt..  1947.  4%. . 

Va.  4  Swn.  By.,  1  m.  g.,  1958,  5% 

Va.  Ry..  1  m..  1962, 5% 

Waah.,  0.  4  W.  R.  R..  1  m.,  1924, 4%. . 

Weat  Tranait,  1923.  3t% 

Cambria  Steel,  1917.  6% 

Chea.  4  Del.  Canal,  1  m..  1916,  4%. . . . 


Par 

Value. 

$60,000 
50,000 
50.000 
50,000 
43.000 

100.000 
50.000 

150.000 
50,000 

50.000 
25.000 
50.000 
50.000 
18,000 
25.000 
25,000 
50.000 
100.000 
50,000 
50,000 
25,000 
50.000 
50.000 
25.000 
50.000 

50,000 
50,000 
53,300 
25,300 
25,000 
10,000 
15,000 
50.000 
25.000 

100.000 
2.000 
17,000 
6.000 
25.000 
50,000 
25,000 
25.000 

100,000 
25.000 
25,000 
50,000 

100.000 
10.000 
50,000 
50.000 
80,000 
36.000 
20.000 
75,000 
50.000 
50.000 

100.000 
65.000 
25.000 

100.000 
60.000 
25,000 

50,000 
25,000 

100,000 
50,000 

100,000 
50.000 
10,000 
50,000 

100.000 
50.000 

50.000 
50.000 
50,000 

125.000 
25.000 
50.000 
50.000 
57.000 
50.000 
50.000 
10,000 


Maricet 
Value. 

$57,000 
44.000 
49,5(X) 
45,000 
45.150 
87.000 
38.500 

126.000 
50.000 

49,500 
24.000 
46,500 
42.000 
13.140 
25.000 
23,500 
45,500 
87.000 
48,000 
44.500 
12.000 
45,500 
48,500 
23.500 
48.500 

51.000 
48,000 
21.320 

6.325 
24,750 

9.700 
14.550 
47.600 
25.000 
78,000 

1.420 
12.070 

4,260 
24.750 
50.000 
24,750 
25.000 
08.000 
25,000 
22,250 
49.500 
91,000 

9.900 
48,000 
45.500 
29.400 
35.000 
20,000 
70,500 
49.500 
49.000 
112,000 
63.050 
24.500 
94.000 
60.000 
23.500 

47.500 
21,250 
92.000 
42.000 
88.000 
49.250 
10.000 
50.000 

73.000 
19,000 

14.000 
48.500 
50.000 

108.750 
24,500 
46.000 
49,500 
51,300 
45,500 
50,000 
7,000 
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REPORTS    OF    FIRE   INSURANCE   COMPANIES. 


PENNSYLVANIA  FIRE  INSURANCE  COMPANY,  PhUadelphia,  FsL.—Coniinued. 


BovM  AND  Stocks  Owved.—CotU. 
Bonds.— Coirf. 

Chi.  Elvtd.  Ryi.,  1916,  5% 

Counties  Gas  k  £L,  gn.  m.,  g.,  1962,  5% 
Ga.  Ry.  ft  El.,  r.  ft  imp.  m.,  1949.  5%.. 
Ga.  Ry.  ft  Pow.,  1  r.  m.  s.  f.,  1954.  5%. . 

Hoboken  Ferry,  I  m.  g.,  1946,  5% 

Ind.  Wat.  Wks.  Sec.,  col.  tr.,  1948, 6%. . 

Interb.  R.  T.,  1  ft  r.  ul,  1966,  5% 

Keystone  C.  ft  C,  1  ft  r.  m..  1915.  6%. . 
Leh.  Coal  ft  Nay.,  col.  te..  1930, 4A%. . . 
Leh.  Coal  ft  Nav..  f.  ft  gn.  imp.,  1948, 4% 
Leh.  Coal  ft  Nay.,  col.  ix.  pow.  loan,  1921, 

Leh.  Coal  ft  Nav!,  es."ml,*B.'fM'i964,'4i% 

Mfrs.  Wat.,  1  m.  g.,  1939,  6% 

Masi.  El.,  c,  1915,  5% 

Metro.  St  Ry..  Kan.  Cy.,  g.,  1913, 5%. . 

Mmn.  Gas^  1  gn.  m.,  1922,  5% 

Mortgage  Bond/N.  Y.,  g.,  1966,  4%. . . . 

Pk.-Md.  Coal,  1  m^  1939,  6% 

Fhila.  Sub.  Gas  ft  M.,  1  ft  r.  m..  1960. 5% 
Pub.  Serv.  Corp.,  N.  J.,  g.,  1959,  5%. . . 
Pub.  Serv.  Corp.,  N.  J.,  coL  g.,  1916,  5% 
Union  Tc.,  Ind.,  gn.  m.,  g.,  1919.  5%. . . 
Wilkes-Barre  G.  AH.,  os.  m.  g.,  1955, 5% 
Wilmington  Gas,  1  r.  m..  1949,  5%. . . . 

Stocks. 

BeDefonte  Cent  R.  R.,  Pa 

Buff,  ft  Susq.  R.  R.,  p 

Buff,  ft  Susq.  R  R,  oom 

Grand  Rapids  ft  Ind.  RR 

Midland  Val.  R  R..  p 

Pa.  RR 

Gn.  Adj.  Bur.,  N.  Y 

Fw.  Coast  Adj.  Bur. 

Phila.  Bouise 

So.  Adj.  Bur.,  Atlanta 

Underwriters' Salv.  of  N.Y 

Underwriters'  Sahr.  Corp.  of  Chicago. . . 

Underwriters'  Securities  Corp.,  p 

Underwriters'  Securities  Corp.,  oom 

West.  Adj.  ft  Insp 

Phila.  Nat  Bk 


Par 
Value. 

150,000 
50,000 
50,000 
50,000 
50,000 
50.000 
50,000 
50.000 
50,000 

100,000 

50.000 
50.000 
44.000 
50.000 
50,000 
50.000 
25.000 
46,000 
25.000 
75.000 
50.060 
50,000 
50,000 
25,000 


Market 
Vahie. 

$49,000 
50.000 
49,000 
46,000 
51,000 
50.000 
49,500 
50,000 
49,500 
97,000 

49,500 
48.500 
44,440 
50.000 
47,500 
50.500 
20,750 
45,080 
23,250 
67.500 
49.000 
46,000 
51,000 
24.500 


22.000 

2.200 

3.750 

2,250 

1.875 

187 

21,000 

4.200 

51,475 

NU 

102,600 

111.834 

100 

100 

500 

500 

700 

90 

350 

350 

500 

500 

600 

420 

147.500 

147,500 

100.000 

m\ 

100 

100 

20,000 

87,000 

Totals  (book  yahie,  $7,029,869) $7,188,650    $6,567,796 

Securities  as  per  company's  yahatioDs;  the  item  in  assets  is 
based  on  insurance  department  yaluations. 


MISCELLANEOUS:  Capital  increased  in  1868  from  $200,000 
to  $400,000,  and  in  1906  from  $400,000  to  $750,000;  $1,060,000 
was  realised  as  premiums  on  the  new  stock  issoed.    Oo^agration 


Boston,  1872,  $550,000;  Baltinoore.  1904.  $380,000:  Sid 
Frandsoo.  1906.  $2,960,000.  Vahics  of  spedal  depositB:  Vl. 
$86,406;  Ga.  $10,000;  Ore.,  $66,960. 

DIRECTORS:  Chas.  H.  Baur,  R  Dais  Benson,  J.  Tttaill 
Lea,  Richard  M.  Gadwalader,  John  L.  Thomson,  W.  Gutber 
Crowell,  Edward  T.  Stotesbury,  Edwin  N.  Benson.  Jr.,  Henry  I. 
Brown. 

FIELD    MEN    AND    TERRITORY   COVERED:   G«ar« 
Batchelder,  manager  Western  dqiarteaent,  Chioago.  HI.;  D.  w. 
Redfield,  assistant  manager  76  W.  Monroe  si..  Chicago,  li; 
Fred  H.  Smons,  Chicago,  111.,  special  agent  for  No  lU.;  J.  Z 
Knapp,  Jacksonyille,  special  agent  for  So.  HI.;  L.  S.Wal]aoe.  Del- 
evan.  Wis.,  special  agent  for  Wis.:  L.  C.  Stire,  Denver,  Colo., 
speeial  agent  for  Cok).,  Wvo.  and  Neb.;  J.  A.  Goebel,  BeUefonUine, 
special  aoent  for  Oj  F.  K.  Norris,  Aberdeen,  8.  D..  roedal  sgeat 
for  N.  D.  and  a  IX:  Joe.  L.  Kins,  Minneapolis,  Mum.,  epedtl 
sgent  for  Minn.;  W.  H.  MoGcrvey,  Aenia,  0.,  qiecaal  aoent  for  W. 
VtL  and  southern  0.;  R.  E.  Maekintoeh,  Des  Motnes.  la.,  for  U, 
W.  M.  Gregonr,  special  agent  for  Kan.,  Topeka,  Kan.;  N.  L 
Spencer,  special  agent  for  Mich.,  Lannng,  Mich.;  J.  0.  Beck,  U 
Fayette,  Ind.,  special  agent  for  Ind.;  Wm.  C.  Brown,  special  innt 
for  Mo.,  St  Louis,  Mo.;  C.  A.  Haggart,  Oklahoma  Ci<7.  Okls.. 
for  Okla.;  E.  C.  Brush,  maoa^,  Frank  H.  Battalana,  asaocute 
manager  and  E.  M.  Bum,  specuU  agent  New  Endand  departmot, 
Boston,  Mass.;  W.  E.  Chapin,  manager,  R.  A.  Tahner,  sssistaat 
manager,  southern  department  Atlanta,  Ga..  embraeingVa.,  N.  C, 
S.C.,  Ga.,  Ala.,  Miss.,  La.,  Fla.,  Ky.  and  Tenn.;  John  HalhDaD, 
speeial  asent  for  TemL.  Nashyille,  Tenn.;  Bennett  B.  Bean,  I^- 
ington.  Kv..  for  Ky.;  Barclay  A.  Hamlin,  Danyille,  Va.,  8pea»I 
agent  tor  Va.  and  N.  C^  Manon  Knowles,  special  agent  for  S.  C. 
Atlanta,  Ga.;  A.  D.  McBryde,  special  agent  for  Miss,  and  La.,  Ne« 
Orleans,  La.;  R  B.  Baraett,  spedal  agent  for  Ga.,  Atlanta.  Gs.; 
Miner  A.  Gowan.  Atlanta,  Ga.,  special  agent  for  Fla.;  W.W.  Qnrn, 
Montgomery,  Ala.,  npedal  agent  for  Ala.  and  Miss.;  TVesersot 
ft  Cochran,  Dallas,  Tex.,  managers  for  Tex.  and  Ark.:  W.  b. 
Brown  ft  Co.,  New  York  City,  managers  Metropolitan  distnct; 
Danid  Prentice,  New  York  City,  manaser  depsiitment  of  Nev 
York  State  and  northern  N.  J.;  George  P.  Beck,  speeial  agent  S>ynr 
euse,  N.  Y.;  Jos.  J.  Lyons,  special  agent  92  William  st.  New  Yot: 
Thompson,  Derr  ft  Bro.,  managers,  department  State  of  Pa^. 
W^Ukesbarre,  Pa.;  Wm.  L.  Jones  Agency,  agent  Pittsburg,  Fa.;  E.  J. 
Richardson  ft  Sons,  Baltimore,  Md.,  managers  dspartmeot  State 
of  Md.;  Tyler  ft  Rutherford,  agents.  Wasfington,  D.  C:  G|]ptB 
Van  Trump  ft  Montgomery,  managers  Del.  department  ^u- 
mington,  Del.;  R  W.  Osbcrn,  San  FVancisco,  Cai.,  naanager  Fkofie 
Coast  department;  S.  P.  Mesiok,  San  Frandsoo,  Cal.,  sapena- 
tendent  of  agencies  in  eharge  of  Mont.  Utah.,  southern  Ida.  and 
general  fieM;  C.  V.  MoCartSy.  Portland,  Ore.,  for  Wash.,  Ore.  sjmI 
northern  Ida.;  F.  J.  Agnew,  sunt,  of  agencies,  Oakland.  Cal.,  for 
northern  Cal.  and  Nov.;  A.  C.  MoConnen,  Los  Angeles,  Cal.,  nc 
southern  Cal.  and  Aris.;  F.  A.  Lathrop,  Ban  Fhuicisoo,  Cal..  foi 
central  Cal.  The  comnany  operates  oyer  the  whole  United  Suta 
exc^  Alas.,  Haw.  and  N.  M. 


PEOPLES  FIRE  INSURANCE  COMPANY,  Frederick.  Md, 

Fteadtot,  EtDoy  L.  Cobhnto;  SeeteUry,  Wm.  W.  Donb.    OisuiMd,  1M>7. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Losses 

YSAR 

Assets 

Premiums 

Surplus 

Premiums 

Income 

Pkid 

Dividends 

Expenses 

penditures 

Incurred 

1914 

$168,266 

$25,632 

$28,621 

$51,715 

$60,264 

$27,795 

$6,000 

$19,828 

$53,623 

$38,31 

1913 

156,299 

22.982 

30,501 

37,718 

47.844 

21.336 

6.000 

17.152 

44,48S 

20.87 

1912 

153,287 

22,779 

27,708 

30,002 

39.324 

12,934 

6.000 

12.653 

31,587 

12.67 

1911 

146,007 

20365 

22,264 

24,945 

36.901 

12,029 

9.000 

10,065          81,0M 

13,72 

1910 

141,679 

15,903 

25,571 

15.850 

24,355 

10.019 

5,000 

9.5191          24,538 

7,« 

Asnrs,  Die.  81, 1914. 

Real  estate $30,000 

Mortgage  k)ans 24,500 

Bonds  and  stocks . . .  42,010 

Collateral  loans. . . .  34,880 

Cash 23,300 

Agents' balances....  5,658 

Interest  and  rents. .  2,894 


LiiBiLniu,  Dk. 

Losses  unpaid 

Unearned  jprems.... 
Othtf  liaUEties. . . . 

Total  liabilities... 

Capital  paid  up 

Netsuiphis 


31, 1914. 

$6,935 

25,632 

2,068 

$34,635 

100,000 

28,621 


Total 


$163,256       Total $163,256 


Underwriting  kMs,  $1,168;  investment  profit  t6,288. 

RISKS  AND  PREMIUMS:    Fire  risks  in  foree.  December  31. 
$6,664,631;  prenuums  thereon,  $60,964. 

BUSINESS  SINCE  ORGANIZATION:    PMniums  rmved, 
$187,268;  kisses  paid,  $03379;  dividends  declared,  cash,  $36,957. 

REAL  ESTATE  OWNED:   Coni«ises  company's  home  office 


boikfing,  carried  at  $30,000,  book  value;  market  value,  $35.00 
Rents  received  last  year,  $3,065;  tans  and  expenses,  $l,20i2. 


MORTGAGE  LOANS:  Then  an  5  kwas  for  $24,500  on  fir 
dassfarm  and  dty  property  in  Md.  and  D.  C,  vahied  at  $139.00 
No  interest  past  due  on  Deoember  81,  last  Company  bok 
$10,875  of  insurance  on  the  mortgaged  building. 


COLLATERAL  LOANS  are  as  foDows:  Bfaiksi 

Securities.  Vahia. 

WalkersvUle  Sav.  Bk.,  sdc $1.1S6\ 

Berlin  &Lovet8.Bg.,stk 875/ 

Frederick  R.  R..  p 4,2601 

Fred,  and  MiddietownRy..lm.,g 2,000/ 

Real  Estate,  Wastington.  D.  C,  31  notes  6,200 

Hagerstown  A  Frederick  R.R.,lm.,  ad.  b  22,750 

Totals $80,700 


Amoni 
Loaoe 

$U 

5,0 

6,2 
22,4 


134.8 


\ 
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PEOPLES  FIRE  INSURANCE  COMPANY.  Frederick,  Ud.-^Continued. 


WXDS  AND  STOCKS  OWNED: 

BQ!QD8> 

Ft  V4?»i  WabMh  Val.  Te..  5%... 
ML  v.  foodbor  CottoD  Dack,  5%.. 

£iiiai11k4Briek.6% 

RHimetG»AEL,5% 

St  Uvmm  Palp,  ft  Lumb 

Frad.ft>fidd]ctoiiRy 


9rocn. 

X«tMfrfL,Bah 

Gooa  AnKT.  I%t  Int..  Bait. 

Mosicr  Te^  Bdt 

Cbtn]Te..FMcriek.Md... 
TeciiBal  Ry^  fidtimore 


Fkr 

Maiket 

VshM. 

Vahie. 

16.000 

14.000 

5,000 

2,500 

6.000 

6.000 

5.000 

5,000 

10,000 

10,000 

2,000 

1,060 

1,000 

3.000 

625 

1,250 

800 

800 

2,500 

5,000 

5.000 

2,500 

Totib  (book  Tihie,  147,288). 


$46,025        H2,010 


DIRECTORS:  Wm.  F.  Allan,  MeQill  Belt,  Chas.  C.  Bimt, 
Zota  H.  BriMfidd,  8.  L.  Bryn,  Emoiy  L.  Cobl«Dti,  C.  R.  Cobleoti, 
K  G.  Cover,  Abraham  Hemp,  Jr..  Danid  0.  Kepler,  R.  Ruah 
liowk.  Rev.  laaae  M.  Motter,  Wm.  Reddie,  Henry  C.  Remeben, 
C.  Chae.  Reon,  Chae.  M.  Shank,  J.  Franklin  Thomas,  F.  G. 
Wri^tiOD,  John  8.  McDanid,  E.  E.  Qmmerman. 

FIELD  MEN  AND  TERRITORY  COVERED:  ThomM  T. 
Hammond,  ceneral  a^ent,  26  Commeroe  st..  Baldmore,  Md.;  W. 
Hairy  Hafler,  fVedenck,  Md.,  epedal  agent.  Company  operates 
only  in  Md. 


PEOPLES  NATIONAL  FIRE  INSURANCE  COMPANY,  Philadelphia,  Pa. 

ntadeot,  E.  C.  Stokn;  SMnliiy,  Etaj  T.  AOajr:  Tieuonr,  J.  M.  Caaniiig.    (kvuuMd,  1908. 


Tia 

AmetM 

Uneaniad 
xmnoma 

Net 

Snrpfais 

Net 
Fkemhims 

Total 
Ineome 

LOBMS 

Fkid 

Dhidends 

Eipen... 

Total  Ex-       LosMS 
pendituras     Ineorred 

1914/ 

imi 

isnjsso 

1506,063 
587081 

•9262.275 
230.134 
242,072 
246,060 
354.321 

SR88,040 

785,027 

850,887 

a713.820 

1317,003 

1080,106 
878306 
055,360 
830,216 

1,030,601 

$401,055 
406355 
677310 

1,074,428 
760336 

1405,654 
383361 
433,410 
428,756 
801,077 

1807,600       $500340 
878316        446.020 

:ni/ 

IllOI 

2M7m 

2,052,136 
2.770.236 

587,642 

645,514 

1.217310 

150,666 
50300 

1,110.620        585306 
1,553,184      1,051,102 
1311.313         818.402 

ptcBuams  indnde  thoae  redaiaable  on  perpetual  pofioies.    *  Excludes  $12,027  exoess  of  special  deposits,     a  Acgregate 
written,  $1,013320;  paid  for  rdnmranee,  $300,000.     I  Pennsylvania  standard. 


i«n,Dic.31, 

B«.'€etite 

^tcipfeloaas..  .. 
5«4*aditoeb.'.. 

^fltemlloaw..... 
CtA 


Ifitnitttd  rants.. 


1014.  LuBiLinxB,  Die.  81, 1014. 

$03306    Loescaunpaid $60,507 

400,050  Unearned piems....     586,000 

1.063.554    Perp.dep.reeL 12,054 

7.000  Other liabilitMS.....        12,405 

137,807  

127.167  Total  liabifities...     $680,065 

23,466    Capital  paid  up 1,000,000 

Netsorphis 262375 


TotaJaaietB $1,043340       Total $1,043,240 

tsdemitiag  kas,  $33,606;  investment  profit,  $70,817! 

USS  AND  PREMIUMS:  Fire  risks  in  foree  (except  per- 
^^l  DecflBbcr  31,  $103346.473;  premiums  thereon,  $1,130,- 
S5:  perpetaij  fire  risks,  $430,625;  aepoait  premiums  theceon, 

6r§I5£SS  SINCE  ORGANIZATION:  Pmuiuiih  received, 
t^^'  ^"^  PW>«  S3.64M76:  dMdeadB  dedaied,  eaah, 

REAL  ESTATE  OWNED:  Consists  of  the  3-story  stone 
kikfi^vithbtlllfLhy  100  ft.  8  ins.,  at  Thiid  and  Wabut 
<te,  boQsfat  ia  June,  1012;  coat.  $170,103  and  carried  at  $200,000. 
Kfc.«rt  10  a  aoitgaae  ci  $106,704.  It  is  stated  that  this  property 
c»  sera  ^mind  1^  the  Pennsylvania  Insurance  Department  at 
ISIOOO.  Net  iaeoBe  bat  year  amounted  to  $4,330. 

^BfOttTGAGE  LOANS:  There  an  56  kiam,  aggregating  $400,- 
?2^^^nded  sDOQg  mmnl  States.  The  kans  are  mostqr  upon 
J?^^P.apsrtBenls  and  stores,  and  there  are  only  10  exceed 
•u^maaMnat  The  larnr  kmns  are:  $45,000  on  store  and 
*MeDtB  at  Kcntneky  aiidPadiic  aveSnAtlantie  City,  Tshied 
gl^OOO;  ll8,000ooProut  Bk..  MJagoTFIa.,  valued  at  $42,000; 
^oa3«»-5No.3ni8t.Fb]kdelphia,vahiedat  $134,400; 
1^  oa  N.  E.  ear.  Pteifie  and  Texas  aves..  Athmtio  City, 
;w  «t  M«.fiOO;  $25300  on  4102  LaneMts  ave.,  Philadelphia, 
^itt77.500;  $25,000  on  145  So.  Csrolinaav&.  Atfamtio  City, 
^it$«jOOO;  $17300  on  454  W.  27th  st.  N- Y..  vahied  at 
^■^iMUM)  on  55  E.  Grand  avc  BrodOyn,  N.  Y.,  vahiad 
tl^'WCOoa^niAwuy,  Gary,  Ind.,  vahiad  at  $37300; 
^QB  14  Cbiton  St..  Borei«h  Manhattan,  New  York  City, 
!?^Htt  $35,000.  These  waa  $664  of  interest  past  doe  on 
ir**^^^'"*-    Company  holds  ample  insurance  on  the  build- 

MB. 

^^{^U^TERAL  LOANS:  These  loans  amount  to  $7,000  and 
^  q»s  seoirities  whoae  market  vahe  amount  to  $10,000. 


BONDS  AND  STOCKS  OWNED: 

A^.Ga^^ip^l03*-36.5% 

^.p,  imp.  1915-16,4% 

g^jMA.  aew  ».  imp..  1080. 8  J4%. . .  . 

gaa«h  aUt;  ^.  Imp.,  1010. 6%. . . 
«**.Ma«fc,imp..l91».22.8H%.... 


Par 

Maricet 

Vahie. 

Vahie. 

$10300 

$12,000 

25,000 

25.000 

10.000 

8,500 

10300 

10.000 

10,000 

10300 

15,000 

14,600 

BoHM  AUD  Srocu  Owinm.— Craf. 
BoNDa.— Oont. 

Camden,  N.  J.,  floating.  1028, 4M%- . . 

Cohimbus,  Ga.,  r.,  1030,  AH% 

Co.  of  Coos,  Ore.,  BC.  dis.,  No.  0,1028,5% 

Eugene,  Ore.  Wat,  1048,  5% 

Bor.  of  Greensburg,  Pa.,  f.,  1038, 4^%- 

Hoboken.  N.  J.,  wat,  1088. 5% 

Homestead.  Pa.,  r.,  1028, 4H% 

Houston,  Tex.,  st  imp.,  1043, 5% 

Los  Angeles,  Cal.,  wat,  1040. 4H% 

McKeeeport.  Pa.,  wat.,  1017-28, 4%. . . . 

Minneapolis,  Minn.,  sr.,  1038, 4% 

Mobile,  Ala.,  r..  1037, 4H% 

Co.  of  Nassau,  N.Y.id.c8.,  1026. 5%. . . . 
Newport  News, Va.it Jmp.,1048.4H%-. 
New  Rochelle.  N.  YT,  sr.,  1015. 5% 

N.Y.,cp.,1057,4H% 

N.Y.,  city  imp.,  1015, 3% 

N.  Y.,  new  aqu..  1020, 3H% 

N.  Y.,  city  imp.,  1015, 3% 

N.  Y..  n.,  1015-16, 6% 

No.  Bergen,  N.  J.,  f..  1038, 5% 

Oswego,  N.  Y.,  wat.  1015, 4H% 

FhOa..  Pb.,  se.  dis.,  1030-32, 4K% 

Pitts..  Pk.,  5th  wd.  se..  1028, 6 


70. 


Plain^dd,  N.  J.,  ac.,  1058, 4^% 

Pt.  Chester,  N.  Y., ar.,  1015-16,  5%. . . . 

Portsmouth,  Va.,  pav.,  1038, 4H% 

Poughkeepne,  N.  Y.,  r.,  1028, 4H%-  •  •  • 

Richmond.  Va..  r.,  1027.4% 

Richmond.  Va..  Armory,  1020, 4% 

Richmond.  Va..  imp..  1038, 4% 

Richmond,  Va..  cy.  h.,  1040, 4% 

Richmond,  Va..  culvert.  1041. 4% 

Roanoke,  Va.,  r.,  1036. 4H% 

San  Frandsoo,  Cal.,  sc.,  1923, 5% 

Schenectady,  N.  Y.,  sc.,  1928,  iH%. . . . 

Seattle,  Wash.,  1021, 7% 

Spokane,  Wash.,  bg..  1033. 4M% 

ftmcuse,  N.  Y.,  Salina  so..  1015-18.4M. 
Wilmington.  Del,  wat  wks.,  1021, 4%. . 
Woodboy,  N.  J.,  so.,  1042-46. 4^%^. . 

Yonkera.  N.  Y.,  so..  1015-16. 4^% 

A.,T.  ft  S.  F.  R  Jl.,  sh.  U 1  m.,  1058, 4% 

Bos.  4b  Me.  RJt,n.,  1014, 5  ft  6% 

Bos.  ft  Me.  1 1.,  1020, 4H% 

Cent  Pac  s.  1.,  1  m.,  1054, 4% 

CheB.ftO.R7.,n.,1010,5% 

ChL  ft  No.  lifich.  1  m..  1031. 5% 

Chi.  R.  I.  ft  Pise,  eq.,  1017. 4H% 

Chi.  R.  I.  ft  Pac«ijn.r..  1034, 4% 

Chi.  ft  W.  Ind..es.  g.  m..l052,4% 

Den.  ft  Rio  G.,  1  m.,  1036, 4% 

Ft.  W.  ft  Rio  G.,  1  m.,  1028, 4% 

Ia.  Cent  Eq.,  1016. 5% 


Par 

Market 

Vahie. 

Value. 

$10,000 

$10,300 

10,000 

10,000 

5,000 

5,050 

10,000 

10,400 

10.000 

10,100 

10,000 

11,100 

10,000 

10,300 

10,000 

10.400 

10.000 

10,100 

10,000 

0,050 

10.000 

0,800 

10,000 

0,000 

3.000 

3310 

10,000 

0.800 

3,000 

3.000 

10,000 

10.700 

2300 

2,500 

4,000 

3,020 

5,000 

5,000 

8300 

8,500 

10.000 

10,700 

10.000 

10.000 

25,000 

25,750 

10,000 

11,200 

10,000 

10,000 

5,000 

5.000 

10,000 

10,000 

13,000 

13,000 

2,000 

1,020 

3,800 

3310 

300 

282 

1,400 

1,302 

2,500 

2,325 

10.000 

0.800 

10,000 

10.200 

10,000 

10.300 

300 

300 

10,000 

10.000 

5,000 

5.086 

25,000 

24,7lM) 

10,000 

10,100 

3.000 

3,000 

10,000 

0.100 

10,000 

10,000 

20.000 

15,450 

10,000 

8,700 

10,000 

0,600 

10,000 

4.300 

10,000 

0,700 

10300 

7,200 

10,000 

8,400 

10,000 

8,000 

10.000 

5300 

15.000 

14350 

1 
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PEOPLES  NATIONAL  FIRE  INSURANCE  COMPANY,  Philadelphia,  P&.— Continued, 


BoifDfl  4N1>  &IOCKS  OwMID.-^Onf . 

L.  I.  R.R.  Fecry,  1  m.,  1922. 4H% 

L.  k  N.  A.,  K.  A  C,  1  m.,  1055, 4%. . .. 

L.  4t  N.  P.  &  M..  1  m.,  1946. 4% 

Mich.  Ry.  1 1.  n.,  1919,  6% 

Minn.  Sc  St.  L.  £q.,  1916, 5% 

Nor.  A  W.  Div..  1 1.,  1944, 4%. 


Peoria,  111.,  Ry.«  1  m.,  1920, 5% 

P.  M.  L.  E.  AD.  R.  Div..l  m.,  1932,4H% 

Pine  B.  k  W.,  1  m.,  1923,  5% 

Bt.  L.,I.  M.  R.  A  O.  DiT.,1  m.,1933,4%. 
8.L.City,  U.  Dp.A  Ry.,1  m.,  1938, 6%. . 

San  A.  A  A.  Pus,  1  m.,  1943, 4% 

Sea  Coaat  pr.  1.,  1948.  S% 

So.  Pac.  Co..  San  F.  Tm.,  1  m.,1950,  4% 
ToL,  St.  L.  k  W.,  pr.  1.,  1925,  Z^% .... 

So.  Ry.  Eq..  n.,  1916,  5% 

Beloit,  Wis.,  To..  1  m.,  1932, 5% 

Binningham  Ry..  Lt.  A  Pow.,  1915, 6% . 
Ran.  Cy.  St.  Ry.  A  Lt.  1 1.;  1913, 5%. . 

Ken.  Te.  A  Tm.,  1961, 5% 

Kewanee.Ill.Jit.&  Pow.,1  m..l924,  6%. 
Lafiayette  A  LogansptTcl  m.,1936. 6% 

Miami,  Fla.  Gas.,  1  m.,  1936,  5% 

Mil..  Wis.  Gas  Lt.,  1  m.,  1927,  i% 

MuncieEl.  Lt.,  1982, 5% 

Peoples  Pass.  By..Phil.tr.etf.,  1943,  4% 

Peoria  Oas  A  El.,  1923. 5% 

PubAr.Cp.,  N.  J.,  n..  1916,  5% 

R.  A  F.  El.  Ry.,  1  m.,  1923,  5% 

St.  J.  Mo.  Gas.  1  m»  1937, 5%. ...... . 

San  Fran..Ca].G.  A  E«i  jn..  1933, 4H% 
So.  Jecaey,  8-*  E1.A  Te.,  1  m.,  1953. 5%. . 

U.  Rya..  St.  L,  1  m..  1934. 4% 

Va.  Ry.  A  Pow.,  1984. 5% 

Wash^.  C.  Tm..  1  m.,  1945. 8M%- . . 
AemeWh.Lead.AColorWk8.,lm.,1918,6% 

Kenmore  Pulp  A  Paper,  1937.  6% 

Mtn.  Bd..  K.Y.,  1966,  4% 

8t.l.  P.  A  L.  Cp.,  1  i.  8.  f.,  1933. 6% . . . 


Ptf 

Market 

Vahw. 

Valoe. 

$15,000 

114,250 

15.000 

18.500 

10,000 

9.100 

10,000 

9.800 

10.000 

9,700 

10,000 

9,100 

10.000 

9,700 

10.000 

0.800 

10,000 

9,600 

10,000 

7,300 

10.000 

0,400 

10.000 

8.200 

12,000 

12,600 

15,000 

12,760 

10,000 

8.100 

10,000 

10.000 

10,000 

9.400 

10.000 

10,000 

10.000 

8.900 

20,000 

16.800 

10.000 

10,100 

10,000 

8.900 

10,000 

9.600 

10.000 

9,100 

6,000 

5,760 

10.000 

8,400 

10,000 

0.900 

10.000 

10.000 

20,000 

18,800 

10,000 

8.400 

13,000 

11.830 

10,000 

9,900 

15,000 

10,500 

5,000 

4,600 

10,000 

8,400 

5.000 

4,900 

5,000 

4.625 

10,000 

8.400 

25,000 

24.750 

BoKiM  km  Srocn  Owned.— Coirf. 
Stoceb. 

Cent.Tr.  A  Say.,  Phila 

Com  Exeh.  Nat.  Bk.,  Phila 

4th  St.  Nat.  Bk.,  Phila 

Girard  Nat.  Bk..  Phila 

Quaker  (>.  Nat.  Bk.,  Phila 

So.  Adj.  Bur.,  New  Orleans.  La 

8rd  Nat.  Bk..  Phila.... 

West.  Adj.  A  Inro.,  Chi. . .  .•« 

West.  Sprinkled  Risk  Assn 

Atl.  Refining 

Lehigh  Coal*  Nav 

Jessup  A  Moore  Paper 

Temple  Coal 

St.  Lawrence  Sec.  Cp 

Jessup  A  Moore  Paper  oom.  stk — 


Par 

Value. 

no.ooo 

5.000 

5.000 

5.000 

10,000 

100 

10.000 

100 

500 

1.000 

5.000 

20.000 

10,000 

5,000 

3.000 


VafaK 

S12.0QI) 
15300 
I4,2M 
16.750 

ll.S>)iJ 

25,7ili 
SOU 

hm 

8.1IM 

19,600 

lO.?)) 

7W 

750 


Totals  (book  value,  $1,125,085) $1.093.000   timM 

MISCELLANEOUS:  Company  wat  orgaaiaed  under  tbc 
laws  of  Delaware  in  1908.  and  oommenoed  business  January  1, 1909, 
with  a  pi^-up  caintal,  of  $712,200  and  an  initial  surplus  of  SS16.- 
871;  capital  mcreased  in  1909  to  $1,000,000,  and  $478,668  ukh- 
tbnal  surplus  paid  in.  Values  of  special  adepoaits:  Vs.,  $411,039. 
Ga^  $10,200. 

DIRECTORS:  Hon.  E.  C.  Stok«,  C.  J.  Adams,  D.  M.  Bin. 
Geo.  de  B.  Klein.  H.  T.  ABw.  J.  M.  Canning.  FVed  T.  Chaodkr, 
Wm.  J.  Cooper,  Gen.  Jas.  B.  CoryelL  Harry  W.  Davis.  W.  H. 
Clark.  Thos.  Devlin,  Isaac  Ferris,  Jr.,  Jules  A.  Kerie.  Dr.  John  B. 
Mayer,  J.  A.  McKee.  J.  Hector  McNeal,  H.  K.  Mulford,  Vm. 
K.  Ober,  Jr..  Geo.  Oldham,  E.  H.  Pennypacker,  W.  L.  WakefieU, 
Geo.  B.  WeOs,  L.  J.  Hammond. 

HELD  MEN  AND  TERRITORY  COVERED:  R-H-Howt 
Philadelphia,  for  Pft.;  A.  H.  Walten  for  N.  J.;  W.  B.  Bieroe,  io 
Ind.,  III.  and  Mich.;  Freeman  Wilson,  Columbus,  0.,  for  (X: 
Grant  Stookham,  Baltimore.  Md.,  special  agent  for  Md.;  H.  C 
Letson,  Albany,  N.  Y.,  special  agent  for  N.  Y.  Stote.  The  coot- 
pany  operates  in  all  the  states  and  territories  of  the  Umted  StaM 
except  Alas.,  Aria..  Ark.,  Ky.,  Ebw.,  Mias..  Mo.,  Nev.,  N.  M^ 
Okla.,  Tenn.,  Tex.,  Vt.  and  W.  Va. 


PETERSBURG  SAVINGS  AND  INSURANCE  COMPANY,  Petersburg,  Va. 

Pnaideot,  Alaxander  Hamilton;  Seorataiy.  E.  W.  Butober.  Organiaed,  1860. 


, 

Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Lossei 

YmuL 

Aaseti 

Surplus 

Premiums 

Inoome 

Paid 

Divklendi 

Expeoiaa 

penditurea 

Ineuirad 

1914 

$8,425,302 

$124,587 

$710,770 

$122,985 

$306,437 

$62,609 

$40,000 

$165,407 

$268,106 

167,34 

1918 

3.286,800 

116,072 

892.602 

117,724 

289,158 

48,758 

37,000 

151.803 

237^1 

52^' 

1912 

8,263,405 

104.781 

680,676 

111.801 

277318 

56,712 

36.000 

144,213 

280.025 

57.» 

1911 

8,274,339 

97.515 

660,805 

106,006 

269,600 

51.052 

36,000 

103385 

iX2«8" 

44,61 

1010 

3.166,147 

90.663 

622,926 

103,757 

250,666 

60.754 

36,000 

133.7671 

280^1 

573 

Aama,  Dm.  31, 1914.  LuaiLmis,  Dm.  81, 1914. 

Bealestate $60,992    Loesnunpaid $14,909 

BoDds and  stocks...      181347    Unearned prems....      124387 

Gash 586335    Other  liabiBties. .. .    2.366.117 

Agents' balances....        20,169  

Other  assets 2376349       Total  liabitities. . .  $2305313 

Capital  paid  up....      200.000 
Netsurphis 719.779 

Totalaawts $3325392       Total $3,425,392 


Underwriting  profit,  $643;  investment  profit,  $66334. 

RISKS  AND  PREMIUMS:  Fire  risks  in  foroe,  December  31, 
$14,761,628;  premiums  thereon,  $285,383. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$8,518,789;  losses  paid,  $1,848,018;  dividends  declared,  cash, 
$1,021,916. 

REAL  ESTATE  OWNED:  CoiwBtB  of  company's  home  offioe 
buikling  at  Petefsburg,  Va.  Carried  at  book  vuue,  cost  over 
$85,000.    Rents  received  during  past  year,  $1,470. 

Pitf         Market 
BONDS  AND  STOCKS  OWNED:  Vahw.         Value. 

Central  of  Ga $25,000        $25,000 

Hotel  Riohmond 62.000       ,63303 


BoHiM  AND  Stocu  Owmo.^Cmf.  Value . 

State  of  Maryland $10,000 

City  of  Portsmouth 11,000 

City  of  Wihnington 10,000 

Union  Buffalo 70.400 

U.S.  Steel  stk 60,000 

Totals $247,400 


Mark 

Vab 

$10/1 
10,1 
iO.1 
10,( 
54.< 


$i8i; 


MISCELLANEOUS:  The  ratios  of  expeaeea  oT  the  insora 
departaMot  of  this  oompaay  to  pnoiiams  reooivad  bave  b 
as  follows:  1013,  40.2%;  1012,  80.6%,  1011,32.9%;  1010.  37.( 
1000. 36.7%;  1008, 32.7%;  1007. 32.2%;  1006. 20.0% :  1905.27  1 
Conflagration  Umk    Baltimore,  1004,  $6378. 

DIRECTORS:  Alexander  Hamilton.  Forteaoua  Whittle.  . 
K.  Branoh,  D.  B.  Dunk>p.  Fred  W.  Scott,  Walter  N.  Jodm. 
H.  CuthlMrt,  H.  P.  Harrison.  Robert  Gillian,  Wna.  H.  Ca 
John  D.  Watkins  and  F.  M.  Hobbs. 

FIELD  MEN  AND  TERRITORY  COVERED:  Harr 
I  Poor  A  Co.,  Ino.,  Baltimore,  Md.  for  Md.;  H«y  A  R»ih 
'  RaUgh,  N.  C.  for  N.  C.    The  company  operates  In  Md..  N 
Pa.  and  Va. 


REPORTS    OF    FIRE    INSURANCE    COMPANIES, 

PHCENIX  INSURANCE  COMPANY,  Hartford,  Conn. 

PwlDLEd<adMillifu:n»PnB(lavGso.M.Lo*eioy:S«cntBiaa,JidnB.  Knoi.T.  C.Ttnpls.    OrfuiMd,  19 


AhkDk.I1.1I 


3.TiQ,wiO'     i/m,i(o\    s.<ai,M 

Luuumi.  Dk.  31,  ltI4. 


UTidsidi      Expeua 

i      issa.Mi    t3,2i7,s«i 


taiaait    1141,013  LoMaimpud.., 

ilxonliiua....  IM,880  UHUsediniiii. 

Bwkisdaeta...  ]1,M,2»  Odw  bbiGbi . . 

Lowia  roh'i  fu.  

F  A.  W(..nh.  ToUllatiiGtia...  U.2I0JU 

am     ..   .  lo.tno  c>iiui(uiup  . ..   t.ooo.ooo 

fi*           JIOJM    Nrtmrploi.,               

Um'tikm  ..  I.007.2M 


1SD.O00 


S,4T3,3»I 


.TguJ 


IM.DSS 

. .  .I11,»17,7M 
I..       1M.158 

tMtli.iajOi        Total    . 


mLffiriTSOWNED;  Cwwti  (<  ■  mup  of  rtwai  uul 
l"-'im  «  EM]  Pnrl  W..  Hmford,  book  nhie,  nim,  ud 
<n»l  H  tlU.OOO  ud  diRaiiw  momT  »t  38-M  Len  ■«.. 
oMutnw. 

Ui jlItUGE  LOANS^  B^t  rf  tht » leaw  in 
«>-h(i.  OH  ol  liojno  banc  Hcnnd  br  1  "— ' 
i^CiliW  TfeRouBBckuiinnpoDru 


—  -VD  dwdBaa  ia  Wyuitaii.  Ga,,  a  dmdCi 
Gi  Hd  Im  b  Ub  ud  Db  UdM.    Tbe  to 


BOM)!  AHD  CTOCSS  OWNED: 

WtOiLd,  IIII.H% 

Mpm  Ctn,,  a.  R.  bidf ..  ISH-ZT 

'•"tod.  CblI  i,"  iwil  4%. '.!!!!"  i ! 

h-tad.  Cm,  IMt  4fe 

■wMCuulHl.^ 

piwtSC,*,  1IM,S% 

f.«™.r«.llW,4i% 

'-■«lA,Cii,l»l».S% 

a*-'Wd,lB»,4i« 

*"W,(w,im.4l\. 

?afci.nK,d,l»4I.fli% 

;«aK}[t,  iKi.  j%  

.-Wi  Oil,  d^  l»M-n,  3»% 

^™d.  (ii,  w_  d-  la^.  i% 

^«»LC«,1MI.4% 

J"«k  Cii,  ing, »% 

'"fcwntk.lWl.i^ 

'W^d,1117,4%       

^»««,Cui..i.l»«),J% 

;™*™  Fi,  rtf..  1M1, 4% 

™*^,  (»t,  nL  loM.  IMS.  8%, , . . 

s'^'S"-'*'™-"""-'^ 

?-rk«d.Cw,t,  iMg.s%       

^A..i.M13,4i%  ,     .     

™-^Tt,n«_mi.»% 

?™™i,  CiL.  Hw  Inw,  1»I7,  H% 
£l  hdfw,  Ui^  ^  iBp„d„  1B3I,  E% 


itt^,WI, 


MtAH 

VdiK. 
tISJSO 


2s.a» 

K.000 
21,000 


BCHH  IHB  Stocu  Owvd.— {7m(. 


r.  J  Scbool.  18S2.  H%        tlilOO 


IB,S%,.  »,O0O 


AU.  t  Duf.  B.  R7i  a,,  IMS.  *%■ 

AIL-Sinn..  1  m.,  11)33,  i% 

A.,  T.  di  S.  Fb  B.  L.,  l«6g.  4% 

B.AO.,  «q.  It..  ]«2I.4t% 

Buicv  ft  Arm.,  1M3,  H 

BuAMc,  ie»,4i%         

B,C,K.AN„I..Mr* 


lli.,ll»4. 


B.,C.R.ftH.,t..U.AD..RC.,  l)3t.S%     . 

Cuolii>>CaUl(«.,lH«.l% 

Cent.  Ph.,  I  r.,  Ittl.  4% 

CciDt,  Pu,  Tb.  B.  L.,  1  m.  p..  It54.  4% 

C.  *  0..  I  M.,  1»M,  S% 

Choc.  A  Man..  1  m.,  IH>.  S% 

C,  I.  AS.,  lM.ni,.  IMO.*^ 

C.,I.4L.,r..IW7,5% 

C„  I.  4  L,  r.,  1947,  4% 

C.4N«i.R»..tf..lM»,«%... 
C.  4  Nwn.  Rj..  -  '    "™  "- 


f.,  l«M.  S%.. 
D..  1033,  «%.. 
L,lWa.4%... 


c.,st.i,.*iif.o.,i»si,i% 

C,  M.  *  Bt  p.,  C.  4  P.,  IWl,  4% 

C,  M.  4  St.  P.,  W,  *  M,,  1  m.,  H!l.  8% 


C  M.  4  St.  P.,  W,  *  M,,  1  m.,  Hi 

C,  M.  4  BL  P..  n,.  im.^%. . . 

C.  Rji.,  pn.  dwn..  1B27. 4% 

C.  Kys..  »dj.  iac,  1M7,  4% 

CBi.  P„M.  4  0.,  1»30,S% 

On,.  Dw-  A  Iiontoii,  1  n.  v..  1941, «% 
Clmlud  4  MibcouiK  Villfry,  19)8, 11% 

Cmt.  R.  R.  N.  T,  fa.  m.,  1087.  6%. , . . 

Cin,,  Ind.,  St  L.  4  CH.,  IBM,  t% 

am.  On..  Cbi.  4  8t  L,  1W3.  t%  . . 
C.  C„  C. »  Bt  L,  Ot  L.  DiT.),  1990.4% 

Dd.  4  Hud.,  1  In.  M.,  1922. 4)% 

DutbCt.  W,  1  4  r.  •.  f.,  1933.  S%. . 
Dn  M.  4  n.  D,  1  n.  ir.,  I93S,  4%.... 
Det.  Or.  R,  4  W.,  a.Tm.,  IWfl.  4%. . 
Ddirth  A  Inn  Run.  1  m.,  1937,  8%. . 

Dttrmt  to..  I  m.TlSM,  8% 

tUn.  JolTn  4  EHtan,  I  a..  IHI,  6%. . 

BwRj.,  ln..,»,1920,7%    .-,. 

i>ie  8y.,  Puui,  mL,  19*1, 4% 

bdon  4  Amboi.  1  m.,  n«.  n..  1920,  S% 
BniMt.  *  Tr.  HL,  1  m.  a..  IWl,  8%. . 
rUnl  4  Pen  Mirq.,I&  I  m..  1989, 8%. . 
Oeonii  Pec,  1  m.,  1912,  3% 

0%.  rTr.  4  mf„  mr,  4% 

Oiud  Tronk  Ry.,  Cu..  eq.,  19IB,  4)% 

BocUat  Vi].,  1 «.  n,  l«>t,  4)% 

I..C«H.,g..HO«,S% 

iDd.,  111.  4  Ii..  I  m..  1980,  4%  

Kin.  Cy.  4Pm.,  I  ».,  1990,  4%. . .... 

Kin  Cj..  Ft  St.  4  M..  a.  m.,  1928,  fl% 


n.iB37,  S^c 


L.S.  AM.  Sa.,d..  1931,4^. . 


Looia.,  Hend!  4  Bt.  L,  1  s 


28.800 
25,800 
I8.S40 


28.000  17.000 


180.000        141,01) 


FIRE    INSURANCE    COMPANIES. 


PHCENIX  INSURANCE  COMPANY.  Hartford.  Coaa.—CorUinued. 

Bom*  ua>  Srocu  Owtna.—Ctnl,  Pv 


v„lMI,  4^Ji.' 


Mo.,  K.  A  E.,  1  SL.  IT.,  IMa,  9% 

Nirfi.,  C.  4  Bl.  U  n..  1028, 1% 

N,  V.  C,  *n.  tr.,  1918-20,  S% 

N.  Y.Cb).  It.,  11111.4K.  ,. 

N.  Y.  C,  «).  tr.,  B.  A  A.,  IBM,  tl%. . . 

N.  y.,  C.  Ji  31.  L,  d..  IMl.  t% 

N.  Y..  L.  4  W.  H.  R.,  gr.,  IWl,  »%. .  . 
N.  Y,  N.  H.  A  B.  R.  k,  or.  d.,  IMS,  6% 

N.V,N.H.4H„llll!.src     

N.  Y.   WhC.  a  B«u>n.  IMH.  4l<^, 


Ore.  *  Cai .  I  m.  gr.,  !■ 
ChwKD  4  STncuK.  coi 
P».  On.  Fgt  Eq.,  ns.. 
Borne,  Walsr.  4  Ogdeu 
Buta  Fe,  Prwcolt  *  P 
Bt.  L..  P.  4  NwB.,  I  m 
3t.P..M.  4M.,  a.m. 
BuP.,  M.4M.,  ut,  t 
St.  P.  4  No,  no_  RE. 
Bt  P.  4  No.  Pk.,  c.  I  I 
So.  Sy^  St.  L.  DiT..  ]  i 
So.  Rr..  UmiL  IHv,.  ) 


ZltlOO 
ISIJKIO 


Mooo 
iDo.oSo 


37,820 
2«,»00 
M.TtO 


St.  L.  4SiinFnii..  gu.  m 
St.  L,,  Sm.  Rj,,i,  clfe,  < 
So.  4  No.  All..  CI.  m  er 
R.R.BBcoritia.,  tlfi..  1'.: 
Tm,R.il.AMii..St.L..  Ir. 
Tn.  R.  R.  Aw.,  Si,  L  ,  I 
T,.  H.  4  B..  ]  m..  IWIi,  4 
Taled>4CHiioCeiit.,  I  m 
Toledo  4  C&io  Coit..  "    f 


£tu  Nit.  Bli.,  Hutfod M.OOO 

Cfflimi  Truit,  k  y  sifioo 

ChutctO&kNil.  Bk..UutfDrd IBJOO 

aty  Bk„  Httford H.OOO 

Caciu»inniillliBli.,RiobMDml,  V( 1.00D 

Hvtford  Nkt.  Bk.,  Hvtlord 19,000 

Hutfocd  Tr.,  Hutfurd    U,DO0 

Htn»Nat.Bk.,  Meridm 8,700 

laiNnl  Bit,,  TonDIa.  OdI t7.80a 

Mibniii(iluTr..N.  Y 10,000 

NU.Ei.Bk.,  Hutl«d...      17.000 

Nn  Brhun  TV..  Hew  BrHiin S,0aO 

Nf>  Brttun  Nmt.  Bk.,  Nn  Brilalii M.OOO 

nniiiii  Nit.  St.,  Hutlnrd 77.000 

BuleBk.4Tr..  Hinford     20.000 

SmirityTt.,  Hutfofd S,0OO 

^trbBTTNitBL,  Wilwburr.. 22.000 

BrntooEI.  Rv...   .'*' .,■,■."■.■.".■,■.','.'.'.*.'.  m'.OOO 

C  C,  C.  4  St.  I..  R.  a.,  p 30,000 

C,  C  C.  4  St.  L.  R.  H.,  com 1S.200 

Cliiaffi.  Mil.  4  St.  P.,  p 30,000 

elm.  4  I^ttL  R.  R..  ET  2S,0OD 

Ft.  VKn<t  4  Jacknc  R.  R..  p.,  gr £0.000 

Owpi  R.  R.  4  Bkg 30,000 

IffloaTCefit 20.000 

Logk.4Nuti, W.0OO 

Mcnii4&H!t.R.._aT M.OOO 

N.  Y.,  N.  H.  4H.  R  R              tK/KO 

N,V.4H.R.R.,n 12J00 

N.  Y.  C.4H.  H.  ffH llOflW 

P1.R-R a87JM 

Pram  A  Banmi  Vil.  R.  R.,gr 00.000 

ReuHlKT  4  fteilOM  R.  R-.  «i »,0D() 

Bhurni  R.  H.  of  P...  p IMOO 

Unjud  N.  J.  R.  R.  4  Cut].,  (r 10.000 


3«',00D 
130.000 

1 

•si 

30.000 
IWI.300 

N.ni 
luo) 

N.Y.DaCi 

^J^::::::::::::::::::: 

iw 

PnridHiMGH 

ToUla  (book  tilue,  tlO^IMtS) I 

o.iis,sooii!.m.OT 

tt»it«> 

•  S«antim  m  p«  coDpiDy-.  vilutDD. 
bM«l  OB  innnm  deputnwt  nliuliooa. 

ntlDOIOl 

b:  N.TJTlH 


DIRECTOBB:  Ltisu  B,  .. 
Jieaba,  Chirln  H.  NorChim, 
Cbu.  Hc^iai  Omit,  Geo.  h' 


0   Fwnwo,   1S0«,   t1.~ 


0.  John  M.  Tu^. 
...  __r»nl  M.  Dw  " 
<^  Rsbwt  J.  AUys. 


FIELD  MEN  AND  TERRITORY  COVERED:  ^ndiliuv- 
diction  of  boDW  office.  New  Enflud.  Uiddk  ud  SovtlinUn 
BtUee.  Spnid  icnita;  B«o  I.  Sanpna,  AUuto.  G*-:  J.  U. 
Cuvtboa,  Smcae,  N.  Y.;  IM«5b.  Ine.  himbI  mW 
BdMM.  Uik;  W.  H.  SUSi^  BoMoa,  Iba.;  Buntd  Hidui  ul 
B.  B.  Woolmu  Pliikdel[dui.FL;  Birald  E.  Grkwold.  N.  Y.  O-. 


Aiiiiiit*,  a*.:  J.  W.  Friciid.  Jr.,  PeUnburi,  Vl;  E.  B.  KvtiN, 
DiJIh.  To.;  Geo.  H.  Hirtwell.  Su  Aclonu.  Tn.;  A.  E.  BUii. 
Jr ,  r:n^1mtl.  T^.  ■  '  L  Prka  Nr-  Orkui,  I*.;  F.  C.  HitM 
L  rtflten  <upvtmait — baM]  offiee,    Biraifld. 

C  -  i,  ■cngil  mdji—tg,  213a  Imotmim  EnViiig. 

C  Wiawood,  idiMv.  ^rii«Beld,  O.^  M.T. 

G  Cobiiiilu,  0.;  B.  F.  VvtMl,  (peeul  uoii. 

?  iMfinl.  KiiM»l"T.riir'TInT™  rMm''^-" 

a:  llrbu  M.  LeUe,  q»al  ^lat.  St.  Loiw. 
Stu<  wnt,  OmhL  Neb.;  S.  HsdMeL 
HI  a.  W-B.;  U.  A.^Mdy,  utW  Hnt,  Mil- 

m  S..  Cowlm,  SteK  HnLUineapolB.  Miuii 

Ji  «ent.  FaiiD,  K.  D.:  S.  C.  HoOMt.  Sun 

uci.1,  L'>.j..Mi^  ii..,  C.  A.  Bdd«,  mMm]  iaepeetg,  Chiean  11  : 
C.  B.  Lucn,  Btite  •fcnt.  Demit,  ud  D.  H.  LoM,  anedil  acdit, 
Lvoiu,  Mieh.1  Geo.  W.  HoHon,  SUIe  iwnt,  De*  Uoinca.  U 
OTaHiD ud  W. H. BcblibMh. ipedkl  weMi,  OUabonw  Cj- 
%](.;  Geo.  B.  Tym,  Su  nuoeco.  CiL,  leonl  (geDl  fa 
PKiaedecwtimCHBbertFoliv.Mtrtutfaunlaceol:  Hun 
Bwnr  ud  C.  Coolr,  Bu  FtuciKO.  CiL,  BiisiuHBdHiU  n 
uHita:  J.  B.  Hit^,  H.  L.  Cop*  ud  DovtliB  Pukcr.  Sm 
KudeCD,  •mUxHUii  E.  F.  Hnritt,  SHnmeDto.  aptieul  nftu 
ta  unhn  C^  ud  Ner.:  F.  Q.  Ainhs  ud  Ewl  BoUud 

J^dAukPtnlud.  On^^niM  i|eU  tv  On.;  F.  O.  Vimi 
BpobM.'W^..  CMMn  WMk.  ud  utbrn  Idk.;  W.  T.  Bnrml 
Bi^ShWMta.,tirwiitnWult.udB.C.:  A.  D.  Fema.  R^ 
L(keCitT.f<TtUh.HIUh(nIda.,U«it.,BBd  eaetcn  On.  Tl 
onyiany  opoaU*  in  Cauda  and  m  all  IIh  Stalee  and  T«critcn 
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PIEDMONT  FIRE  INSURANCE  COMPANY,  Charlotte,  N.  C. 

FkvidBot.  Henry  M.  McAdflu;  Seoretary.  A.  L.  Smith;  Muugv,  E.  H.  Chiaholm.    Orsuiiied,  1805. 


I 

Unearaed 

Net 

Net 

Total 

LOBMS 

Total  Ex- 

Losses 

Tial   iMti 

PkcBumns 

Sorphis 

Ftemiums 

Inoome 

Paid 

DiTideDdi 

EzpeoMi 

penditurai 

Incurred 

1914    $aim 

$107,804 

8209.054 

8101,543 

1131.010 

$58,740 

$10,000 

$36,668 

$106,406 

$47,631 

1913     mm 

107,730 

183.365 

120.012 

152.381 

71.700 

10.000 

41.876 

123.085 

71.700 

m     wjm 

n;ai 

188.423 

108.080 

135,131 

55.214 

8.000 

37334 

101308 

52361 

nil  I     311.914 

70.8W 

145.347 

05.508 

110.581 

43,333 

8,000 

82.550 

83302 

43.474 

mo|    2K,m 

71.883 

115.438 

80.273 

100,465 

50.404 

6.000 

32,170 

88.670 

42,054 

Ann.  Dae  31. 1014. 


Baili 
Moitme  loBos. . 

CW) 

Agots' bafaaeas. 

Otkri 


Total 


$75,000 

307325 

18.423 

20345 

2 


LE4BILRIB.  Dec.  31. 1014. 

Loaaea  onpaid $4377 

Unearned  prema ....       107364 

Total  liabifitiea...  $112,741 
Capital  paid  tt]>.....  100.000 
Netforplua 200.054 


$421,705       Total $421,795 


RISKS  AND  PREMIUMS:    Rre  riaks  in  focee.  Deo.  81, 


%\m^ 


$100331. 


BUSINESS  SINCE  ORGANIZATION:  PtanhmM  raoeived. 
$1300l422;  loaav  paid,  $751,168 ;  diTideocb  dedarad,  oaah,  $70,500. 

MORTGAGE  LOANS:  There  ara  108  loaai  aoregating  $307.- 
525  on  property  vahied  at  $1,442,600. 

MISCELLANEOUS:  Capital  inereaaed  in  1806  from  $30,000 
to  $82,000;  in  1807,  to  $34,445;  in  1800  to  $50,000  and  in  1009  to 
$100,000.  Conflagration  loaav:   Baltimore.  1004.  $12,000. 

DIRECTORS:  J.  T.  Anthony,  C.  Valaer.  Henrr  M.  McAden. 
A.  L.  Smith,  W.  H.  Belk.  B.  D.  Heath,  Eugene  H.  Chisholiu 

FIELD  MEN  AND  TERRITORY  COVERED:  Vernon  Q. 
Weaver,  apedal  agent.    The  oompany  operates  in  N.  C. 


PISCATAQUA  FIRE  INSURANCE  COMPANY,  Portsmouth,  N.  H. 

Pnrident.  Calriii  Fan:  Stenfry.  Alfnd  F.  Howwd.    OmaiMd.  1M7. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Losses 

Yea 

Aaats 

Pftmiuma 

Snrploa 

Premiums 

Inoome 

Paid 

Dirideoda 

Ezpenaee 

penditures 

Inourred 

1114 

138397 

10.650 

$17342 

$8,000 

$10,330 

$5,617 

$1,000 

$2,405 

$0,022 

$5,004 

19U  . 

37311             0308 

16.771 

0,724 

11.103 

3,786 

1,000 

2385 

7371 

2.080 

YtU 

22300 

8.777 

12.620 

8311 

0319 

2,771 

1,000 

2325 

6.006 

4,000 

m\ 

29386 

0338 

10304 

8.723 

0.000 

5,022 

1,000 

2330 

0361 

5.723 

im 

38^702 

8.174 

0353 

8.648 

0.741 

3300 

1,000 

2311 

6311 

3.564 

Imm,  Dk.  31. 1914.  Lunums,  Die.  31. 1014. 

BinhaadiloefcB...       $33,406    Loaaesonpaid $884 

Ci*  5307    Unearned nema....  0.650 

478    Other liabmties....  12 

806  

Total  fiabUitiee...  $10355 

Capital  paid  up 10.000 

Netsurphis 17,842 


TaiU 


$38397       Total $38307 


BONDS  AND  STOCKS  OWNED: 

BOUDS. 

Allegheny  Co.,  Plu,  eo.  rds 

Bay  State  St  Ry.,  aer.  o.  n 

No.  Pao.  k  GOfo.  Ry..  jomt,  4% . . . 

Taooma.  Waah,  6  % 

NTiTNat.  Bk.,  etk 


Par 

Market 

Value. 

Value. 

$10,000 

$10,151 

7,000 

7.000 

2.000 

1.974 

2.000 

2.030 

5,000 

11360 

Totals. 


$26300        $32,405 


^1I5K9  AND  PREMIUMS:    Fin  liska  in  fone.  December  31, 
ttjttjPI7;i«MamM  thereon,  $18370. 

msm  SDICB  ORGANIZATION:    PMnhnns  neeived. 
IViOhhM  paid,  $20,786;  dtvidends  deelaied,  eaah.  $7,000. 


MISCELLANEOUS:    Company  operatea  only  m  N.  H. 

DIRECTORS:  Cahin  Pam,  Fred  H.  Ward,  That.  Entwistle. 
WuL  C.  Walton,  AHred  F.  Howard.  John  W.  Emery,  Alva  W. 
SuUoway.  Parker  W.  WhitteoMMe,  Morria  C.  Foya,  Joeeph  0. 
Hobba.  Wallace  D.  Smith.  John  H.  Bartlett.  Albert  Wallace. 


PITTSBURGH  FIRE  INSURANCE  COMPANY,  Pittsburg,  Pa. 

IVaidcBt,  R.  J.  WBaon;  Viee»Preadcnt,  D.  C.  Shaw;  AsnoUnt  Seeretary,  W.  J.  R.  MagUl.    Organised,  1851. 


Yum 

uu 

ttu 
uui 
»n ' 

HlO; 


Unearned 


tS14,752: 
5U357' 
151340 
166,619 
55U704, 


$170,732 
176366 
194384 
167,155 
120340 


Net 

Surplna 


$108,833 
118,622 
126336 
176307 
200356 


Net 

Premiums 


$188382 
103,430 

243311 
210,640 
164387 


Total 
Income 


$214,060 
210,410 
274303 
244.673 

1238318 


Paid 


$110,571 

127.377 

128,608 

00,753 

72,028 


DiTidenda 


$16,000 
32.000 
32,000 
80,720 
16.000 


$89,734 
102,460 
117,730 
105,034 
77338 


Total  Ex- 
penditures 


$216305 
261346 
278.428 
235,507 
166.266 


Incurred 


$123,355 

114.003 

137,181 

05,992 

68.866 


t  bdodea  $50300  saiphM  pfiiH  in. 

Aamn,  Dk.  31. 1014.  LuuLmss,  Dnc.  31, 1914. 


Ial«state. 


CoCttnl 

^^tnitaadiettli. 

Ouff) 


ToW 


$110,700 

321.100 

5,100 

2375 

32.172 

34,490 

8,725 

100 


unpaid — 
Unearned  prema . 
Other  fiabOitiea.. 

Total  liabititiea 
Capital  paid  up 


$30,050 

170.732 

5.137 

$205319 
200.000 


COLLATERAL  LOANS  are  i 
SeouritieB. 

Union,  stk 

German  Amer.  Ins..  side 


ifoUoi 


Market 

Value. 
$5,000 
1.800 


Amount 

Loaned. 

$2,025 

250 


Netsurphis 108,833 


$514,752       Total $514,752 


Cadswritiag  kas,  $16,421;  mTestment  profit,  $22,632. 

KI3KS  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
<8MJC29;  pfCBBnn  theram,  $850,065. 

El^INESS  SINCE  ORGANIZATION:  Premiuma  received, 
r^SJild:  haam  paid,  $1,792376;  <fividend8  declared,  CMh, 

UAL  ESTATE  OWNED:  Consists  of  10  dweUiog  properties 
■taatad  ia  Pittaborg. 

M^S^^  LOANS:    These  aggr^te  $321,100  and  are 

^"^l^'iJS^  onofed  real  eatate  in  aadnear  Pittaburg,  valued 

J(K0Q38Q.  TWe  WM  $3,462  of  interaatDaat  due  on  December 

namt   The  eaaspaayhol^  $806,650  of  fre  insurance  on  mort- 
ncMl 


Totals. 


$6,800 


$2,275 


STOCKS  OWNED: 


West.  Nat  Bk.  (Nat  Bk.  of  W.  P^.  Pbg.) 

West.  Ad.  k  losp 

Gn.  Ad.  Bureau 


Par 

Vahie. 

$3300 

100 

50 


Market 

Value. 

$4,940 

200 

60 


Totals. 


$3,950 


$5,190 


MISCELLANEOUS:  Capital  increased  in  1910  from  $100,000 
to  $200,000  and  $50,000  addol  to  surplus. 

DIR^TTORS:  R.  J.  Wilson,  D.  C.  Shaw.  Robert  S.  Smith, 
Theodore  G.  Daub,  Alexander  M.  Scott,  John  R.  Voskamp, 
F.  J.  Close,  Chas.  Eberle,  R.  B.  Carson,  A.  C.  Shaw,  J.  Frank 

frnib  MEN  AND  TERRITORY  COVERED:  Herrick  k 
Auerbaeh,  189  La  Salle  St.,  Chioaoo,  general  agents  for  111.,  Mich, 
and  Wis.;  Frank  C.  Sturtevant,  Philaddphia,  Pa.,  general  agent 
for  N.  Y.  and  N.  J.  The  company  operates  u  Colo.,  III.,  Ma»., 
Mich.,  N.  J.,  N.  Y.,  0.,  Pa.  andWis. 
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PORTSMOUTH  FIRE  ASSOCIATION,  Portsmouth,  N.  H. 

PreeideDt,  Calvin  Pfece;  Secretary.  A.  F.  HowartL  OrBUuied,  1887. 


Unearned 

Net 

Net 

Total 

LoHes 

Total  £z- 

Loan 

Ybib 

AflMti 

Surplus 

PNmiums 

Income 

Fkid 

DiTideDdi 

EzpaoMi 

peoditureB 

Incumd 

1914 

1172.818 

121,041 

$100,472 

116,425 

123335 

19,796 

$5,000 

$6,446 

$21342 

$10,351 

1913 

171,746 

21,616 

99380 

18.166 

25,077 

6,952 

5.000 

7,149 

19,101 

5.799 

1912 

160.597 

21,026 

87,767 

16,828 

23.618 

6376 

5.000 

6,681 

18.057 

8.11( 

1911 

157,740 

21327 

86,451 

17,124 

24368 

9317 

5.000 

7,038 

21355 

8.917 

1910 

155,655 

20.874 

81.818 

16,839 

23.329 

10.642 

5.000 

7.439 

23.072 

8^15 

AflBBTB,  Dm.  81, 1914. 

Mortgage  loans $2300 

Bonds  and  stocks . . .  151,786 

Cash 15386 

Agents'  balances ....  1,929 

Interest  and  rents...  817 


LE4BILITI1S,  Dbc.  31, 1914. 


unpaid 

Unearned  pnms.. 
Other  liabiEtiea.. 

Total  liabifitiea. 
Ci^Mtalpudup... 
Net  surplus 


$1,205 

21,041 

100 


$22346 

50.000 

100.472 


Total 


$172,818       Total $172318 


RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$3379,432;  premhims  thereon,  $41,^5. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  reodved, 
$466,960;  losses  paid,  $233,463;  dividends  dedarad,  cash,  $88,000. 

MORTGAGE  LOANS:  There  is  1  loan  for  $2,500  on  land  and 
buildings  in  Benton  Co.,  Minn.  The  property  is  valued  at  $6,000. 
No  interest  past  due. 


BONDS  AND  STOCKS  OWNED: 
Boiaw. 


Berlin,  N.  H.,  4i% 

Boston,  Mass.,  3}% 

Boston  Elevated  Ry.,  5%. . . 
Boston  &  Lowell  R.  R..  4% .. . 
Boston  &  Maine  R  R.  3i%. 
Boston  &  Maine  R  R.  4^% . . 
Cohmibia  CoM.Wa8h..  4i%  . 

Concord.  N.  H.,  3i% 

Concord.  N.H.,  4% 


Market 
Value. 

$4,071 
3.041 

10.151 
4.017 

10.000 
5,161 
1,002 
5.061 
1,015 


BoifM  AMD  Stocks  Owhkd.— CsiiL 
Boms.—CaU. 


Market 

Vahie. 


Concord  &  Montreal  R  R.,  3|% I&.000 

Conooid  ft  Montreal  R.  R.,  4% ^^^^ 

EvansviDe  Electric  Ry.,  4% 4.«4 

Gorham,  N.  H.,  4% 3,064 

Hillsboro  County,  N.  H.,  4% il"2 


Lisbon,  N.H.,3i%. 
Maiden,  Mass.,  4%. 
Massachusetts,  3i 
Newton.  Mass.,  4^; 


c* 


Old  Colony  Street  Ry.,  i%. . . . 
PMofic  Telephone  ft  Teleg.,  5% . 

Pennsylvania  R  R,  49c 

PIttafiald.  N.  H..  4% 

Portland,  Me..  3*% 

Portsmouth,  K.  fl.,  4% 

Tacoma.Wash.,5% 


Xenia,Ohio,  watwks.,5%. 


(,  Stocks. 

Concord  ft  Montreal  R  R 

U.  S.  Steel  Cp.,  p 

New  Hampshire  National  Bank. 


5.000 

io,m 

2.200 

11.428 

4i38 

4.W& 
5.0*7 
1^ 
Z,W 
l,Ml 
5.(W 
2,009 


7.6fiS 
11.000 
11350 


Total $151.736 

MISCELLANEOUS:    Company  operates  only  in  N.  H. 
DIRECTOBS:    Calvin  Page,  Albert  Wallace,  Joseph  0.  BobU 
Alhed  F.  Howard,  John  W.  Einery.  Wm.  C.  Walton. 


THE  POTOMAC  INSURANCE  COMPANY  OF  THE  DISTRICT  OF 

COLUMBIA,  Washington,  D.  C. 

President,  George  W.  White;  Vioe-PlreBident  and  Mananr,  Thomas  C.  Moare;  Secntary,  A.  E.  Phillips.    Chartered  by  special  u 

ofU.r 


S.  Congress,  1831. 


Ybib 

Assets 

Unearned 
Premiums 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Pkid 

Dividends 

Expenses 

Total  Ex- 
penditures 

Loesa 
Incurred 

1914 

$350,813 
330,431 
366.906 
889.668 
872,569 

$38,531 
21.615 
84.291 

185,041 
46.823 

$101,749 

100.890 

20.238 

27,658 

72,057 

$46,832 
42,166 
214,566 
226,386 
151,680 

$66,885 
96.314 
231.483 
250,065 
182.764 

$16,044 
82.887 

153,344 
97.402 
91,315 

$37,528 
137319 

86,944 
109388 

54.699 

$53.6721         il€7: 

1913 
1012 
1911 
1910 

'""$12,666 

12,000 

6,000 

220,306 
252,288 
218,790 
152.014 

184.9S 

1Q93I 

93.5 

AssRS,  Dsc.  31, 1914. 

RealesUte $36,875 

Mortgage  loam. . . .  200.760 

Bonds  and  stocks...  85,440 

Cash 14387 

Agents'  balances . . .  10.274 

Interest  and  rents . .  2,381 

Other  assets,  net . . .  756 


LuBiunss,  Dbc.  31, 1914. 

Losses  unpaid $7,211 

Unearned  prems ....        38.531 
Other  liabOitieB. . . .  3,322 


Total  liabilities. 
Capital  paid  up. . 
Net  surplus 


$49,064 
200.000 
101.749 


Total 


$350,813       Total $350,813 


Underwriting  loss.  $21,713;  investment  profit,  $13,222. 

RISES  AND  PREMIUMS:  Fira  risks  in  force,  December  31, 
$14,853,687;  premiums  thereon,  $74,200. 

REAL  ESTATE  OWNED:  Conasts  of  property  vahied  at 
$36375.  situated  in  Washington,  D.  C.  the  largest  of  which  is  a 
brick  Udf.  vahied  at  $29,000.  Total  rants  received  in  1914,  $1,959; 
taxes  and  expenses,  $751. 

MORTGAGE  LOANS:  lliere  are  56  loans,  aggregating  $200,- 
750.  on  properties  situated  in  District  of  Columbia,  valued  at 
at  least  50  per  cent  more  than  the  amount  loaned  thereon.  No 
interest  past  due.  Company  hdds  $280,050  of  fire  insurance  on 
the  buildings. 

BONDS  AND  STOCES  OWNED:              Pv  Market 

BoKM.  Vahie.  Vahie. 

Brunswick  A  Western  R  R.,  4% $6,000  $4,700 

Virdnia  Midland  Ry.,  5% 5,060  5300 

A.,  TTA  a  Fe  Ry.,  1917, 5% 1.000  1,060 


Bonds  ahd  Sixxtu  Ownio.— C<m<. 
Bonds.— Cent. 

Interb.  R.  T..  1966.  6% 

N.  P..  G.  N.,  C.  B.  A  Q..  1921, 4%. . . . 

Seaboard  Air  Line.  1959.  4% 

Va.  Ry.  A  Pow..  1934,  5% 

Va.  I&..  1962,  5% 

New  York  Central  eq.  tr.,  4}% 

Wash.  Ry.  &  El.,  4^^^ 

Potomac  El.  Power  Co..  5% 

Stocks. 

Farmers  ft  Mechanics  Nat.  Bk.,  Wash.. 
Wash.  Safe  Depoat,  Wash 


Par 
VahK. 

$10,000 
6,000 
7.000 
5.000 
5.000 
5.000 
5.000 
8.000 

11.000 
1,000 


Marh 

Val« 

$9.fi 
4.« 
5.1 
4.( 
4.< 
4.« 
4J 
8.< 


Totals  (book  value,  $66,884). 


$73,000 


$S5. 


MISCELLANEOUS:  Camtal  increased  m  1890  from  $75. 
to  $200,000.  Conflagratioa  loss :  Baltimore,  1904.  $241303.  Ei 
in  1913  the  company  reinsured  all  of  its  outride  rnmlncnn  and  < 
tinned  business.  $89,130  vofamtatily  ooiitriboted  to  aurphi 
1913,  and  $10350  in  1914. 

DIRECTORS:  CSias.  W.  Fairfax.  Oeom  Howud,  Cfaas. 
Howe.  Jesse  L.  Heiskell,  Chas.  E.  Hood,  K.  E.  Plaiio,  Geo. 
White.  Alex  E.  Phillips,  W.  E.  Wikox,  Claade  Notte  MiXVes 
None  Miller.  Thomas  C.  Moore. 

TERRITORY  COVERED:  F.  J.  Ein^meoia]  sunnt  f«f 
W.Va.  The  company  is  ficensed  in  D.  C,  HL.  Maaa..  N.  J-,  N 
0..  Pa.  and  W.  Va. 
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PROVIDENCE  WASHINGTON  INSURANCE  COMPANY, 

Providence,  R.  I.§ 


P^wieBt.  J.  B.  Bnach;  YiBe-Ftawtait,  C.  D.  Danlop:  w^ 

E.  Bodiy;    AanUot 


,,  A.  O.  Beds;  Marine  Seoretaiy,  Q.  C.  Houae;  Treesurer.  George 

SeoretaiT,  W.  H.  PhUtips.    Inoorporated,  1799. 


7mi|   imt» 

Unearaed 

Net 

Net 

Total 

LoHes 

Total  Ex- 

Loaaea 

XTBDIUlUa 

Surphia 

^^_          y 

Inoome 

Pdd 

DiTidflDda 

EzpeDaaa 

pendituna 

Incurred 

1914/ 

ts.is^ 

12,535,964 

1866^22 

*S3.689,156 

13,980,880 

*|2,255398 

8100,000 

$1,275,143 

13.631.041 

12,569.115 

19Uf 

issm\ 

2.450.614 

1.009,216 

3,603.671 

3.813,032 

2,096,901 

100.000 

1317.886 

3,414,787 

2.006.438 

Mifl 

i,mjn\ 

2,302319 

l,049j069 

3.261.916 

8.530,000 

1360.814 

75.000 

1.163.989 

3.099.803 

1.920.360 

Ulli 

4,142^12 

2,206,406 

869.456 

3.029.531 

3.256,323 

1364,937 

75.000 

1.078.303 

3.018340 

1325,023 

Ul« 

3,m.iae 

2.118.42S 

737.673 

3.005.329 

3,129.011 

1.691.968 

.    50.000 

1.071.768 

2313.736 

1.686,754 

*lBeiDdein332.6B7 


AaBn.I>ic31,19l4. 
lam  QB  53  Cath- 

•«WPh7,N.Y.  $66300 

^aoditoeb...  3,780,006 

CM 023.425 

AiEBkbaJaaeaB....  064,701 

BLJirBoaTabie 17,733 

I»s«wt 12.990 

Tohl 6,198,456 

LaiexeaBi|).dep..  9302 

Totilawti $6,183,053 


pRmiuma  and  $752379  marine 

LuBiuntt,  Die.  31, 1914. 

LoaBeannpeid $714*467 

UneMsed Plena....    2336,964 
OtiwrliBbffitiea 67.000 

TotaltiabUitiea...  $3317.421 

Capital  pftid  up 1.000300 

Netaorphia 866,232 


Total $5,183,663 


CifaviitiDc  km,  $237376;  inTeatment  proat,  $203393. 

U^ANDFBSMIUMS:  Hreraka  in  foree.  December  31, 
90i,::m^;  praamniH  tlMeon,  $4348.414;  marine  and  inland 
abb  fane.  $37321,978;  pnmiuina  thereon,  $627367. 

BUSKEBS  SINCE  OBGANIZATION;  Piemiiana  feeeired, 
^injSS;  loam  pakU  $46344.192;  diridendi  declared,  eaah, 

BO.VDS  AND  STOCKS  OWNED:             Par  Market 

BoKM.  Value.  Vahie. 

Aii»|Dcr J(if..ae^bg.,1943,  5% $10,000  $10,300 

Bote.  MaiL,  1928, 3H% 50.000  47.000 

fl  Warae^  wnL  wka.,  r.,  1919, 3H%. . .  25.000  24300 

b^li.pk.iBp.,1927.4% 25,000  24300 

)(iajLileL«atfai..  1938.  ZH% 83.000  76360 

i<«»A.rl4waa..  1923,  3H% 5.000  4300 

J<w.  Sue.  1936. 3H% 25.000  23.250 

^vsu  Que.,  Ptot.  ac,  1942,  4% 75.000  67300 

N  y.Cy.ep.f&..1957,4H% 5Q(0.00  53,500 

M.Cy^reT.b.,1917,6% 60.000  52.000 

^•taefftR.L,ar.,1923.4% 25,000  24.750 

Hviaebt.  R.  I.,  ae..  1929. 4% 40.000  39300 

Pnfr.2.L.inb.uDp..l929.3% 50300  44,500 

j!w..a.L,«.UL,1944.4% 50300  60,000 

Biriwwad.  City  of,  1943-41, 4%. 60300  40,010 

RLM«.Pk.L.1958.3H% 100,000  90300 

^nBaab.Ga,f.g.,1969.4H% 10.000  10300 

B4Pkiir.R.R.,ep^l918.4% 100,000  96300 

Ciaioit7.^«r..  1962.5% 35,000  86300 

L.  S.  4  Milk  So.  Ry.,  1928.  4% 17.000  16,980 

LS.4Mjtii.8o.E7..1915,5% 60,000  50.000 

l^TiLRjr..lm.,1940,4H% 15.000  15.150 

y  Y.CAH.a.R  R.X.8«1.19983H%  25,000  19,500 
N  T Ci  HJtRR.,  6ufcA.eq.  tr.,192«, 

t's:  25300  24.750 

X?^GXJ3..CiJtQ.eoL.1921,4%  50.000  48300 

ivan  LA  T.,ajn.,  1951, 4% 20300  6.000 

An- TL  A  T«..  col.tr..  1929. 4% 25.000  22.250 

a  Tt.  Brf. Ji.Y..l jn.,  1948. 6% 20,000  20,200 

Ciftb  Are.  RA-,N.Y..lm.,  19933%  10,000  10.000 

!:fiG,OT.X).,8i..l939,5% 25300  24300 

5a-Q.<L,1952,5% 25,000  26300 

;fB;yAa,la.a[La,f.,1932,5%....  25,000  25.250 

ff5tedCb.,d^l940,4H% 100,000  87.000 

^•a.Gt8.l«29,4M% 26,000  24.000 

i{afcGa.a,m^l834.5% 25,000  25,000 

3J'XLTTia-AP.ed.1r.,1916,6%....  26300  25.000 

J<B, 1966,4% 25,000  21,000 

^ivt  D.  Lt,  CT.  d.  ct£.,  1918, 4% 8,900  13384 

;^E.TlATg..l«S23% 50.000  60,600 

H  \GA  a  UJIU  Pow.,  1949, 4% . .  26.000  21.750 

.Vr.Tl,14tB.m,i.f.b..l939,4H%  26300  24300 

PoftittdRy..lAr.aL.8.f.,l«30,5%..  26,000  25360 

::LP.GaaU.|n.nL,l944,6% 25300  23360 

'>T.a.I!hm.La..l939.6% 25.000  25360 

p-twjt  EdisMu  1 BL,  1«S3, 5% 25.000  25,750 

La.  Q.N.  J,  I  m.,  1949, 4% 25,000  20.250 


I  Rhode  laland  atandard.        |  Tranaaeta  both  fire  and 


Boma  AMD  Srocsa  Ownsd.— CofU.  Pkr         Market 

Boin».-<7oiil.  Value.         Valoe. 

lJnJSl.Lt.4cPow.3ftl..  1  cajn^l929,4H%        $20,000       $18,600 
Un.  Tc.  A  EL,  Proy.,  1  m.,  1933, 6% . . . .  26,000         26,000 

Stocks. 

Balto.  ft  0.  R.R.,  oom 4300  4.005 

B.4cO.R.R..p 2,400  1.944 

Chi.  ft  Nown.  Ry.,  oom 72300  96.426 

Chi.  ft  Nwn.  Ry..  p 40.000  70.800 

Cley.,  Cin..  Chi.  ft  St.  L.  ILR.,  com 8.800  2.640 

Clev..  Cin..  Chi.  ft  St.  L.  Rit.,  p 20.000  10.000 

Gt.No.Ry.,p 66,000  81340 

Leh.VaLfcr 10,000  13.900 

ManhnttanRy 20.000  26.600 

Newport  ft  Fall  Riy.  St.  Ry.,  gr 20.000  22,000 

No.Fkc.Ry 60,000  66.600 

OldCokmyR-R 21.000  31.600 

Pk.R.R 75,750  84.082 

PiUa.,  Ft.  W.  ft  Chi.  Ry.,  gr 30.000  49.200 

So.P*c 6,400  5,184 

Un.Pae.R.R..oom 20.000  25.600 

Bk.ofAiner.,N.Y 10,000  66,000 

Bk.ofMont.,Mont 10.000  24.000 

Bladcatone  Cuud  Nat.  Bk.,  Proy 65.000  81,400 

Central  Tr.,N.Y 10,000  102,400 

l8tNat.Bk.,N.Y 10,000  89,400 

Gr.Tr.,N.Y 5,000  27,500 

Induatrinl  Tr.,  Proy 47,700  113,049 

Nat.Bk.ofCom..N.Y 37300  63,000 

Nat.  Pk.  Bk..  N.  Y 50,000  183,500 

U.aTr.,N.  Y 10.000  109.000 

Gn.  Adj.  Bur 400  400 

On.  El 80,000  120,000 

Gn.  File  Ext.,  d 22300  28.990 

Uwyer8M.,N.Y 20.000  38,006 

Leh.VaLCoalSaleB 1.250  2,188 

NamganeettEl.Iit.,Pray 53.350  90.695 

Pae.Coa8tSalyaseAam 260  260 

PawtaeketGaa^P 20.000  17,600 

Phiy.Gae 46300  89.180 

Proy.TI 60,000  100.000 

pQlbuA 60,000  77,600 

So  Adj.  Bur 300  300 

Underwritera  Sahr..  N.  Y 500  750 

Underwriters  Salv..  Chi 1,000  1,000 

U.S.  Steel  Cp..p 60,000  55.000 

WhntCheerCp 150.000  150,000 

Totnle  (book  yatae,  $2,926300) $2,925300     $3,789,606 

MISCELLANEOUS:  In  1871  receiyed  for  "call  on  capital, 
$60,000;  1875  capital  increaaed  from  $200,000  to  $400,000;  m 
1898  from  $400,000  to  $500,000;  capital  increased  in  1911  to 
$750,000,  and  in  1912  to  $1,000,000.  Conflagration  loaBes:  Chi- 
cago, 1871.  $383,142;  Boston,  1872,  $101379;  Baltimore,  1904, 
$148,610:  San  Franciaoo,  1906,  $794,244.  Value  of  special  deposit 
m  G«.,  $10,200;  N.  M.,  $10,300;  Va.,  $46,510;  Can..  $205,480. 

DIRECTORS:  F.  W.  Carpenter,  Eugene  W.  Maaon,  J.  B. 
Branch.  C.  D.  Duntop,  A.  H.  Tillinghast.  C.  Presoott  Knight, 
Jease  H.  Metoalf.  Robert  W.  Taft,  William  Gammell.  Jr. 

FIELD  MEN  AND  TERRITORY  COVERED:  Special 
agents:  A.  B.  Fowler,  Boston,  Mass.,  for  Me.,  N.  H.  and  E. 
Maai.;  J.  W.  DeWolf.  Proyidence.  R.  I.,  for  Vt.,  W.  Maas..  R.  I. 
and  Conn.;  W.  E.  Maynard.  Utica.  N.  Y..  for  N.  Y.  State  (outside 
MetropoUtan  district  and  L.  I.):  Louis  H.  F.  Peck,  N.Y..  for  N.  J. 
and  suburban  N.  Y.;  W.  V.  A.  Keeler,  Phihulelphia.  Pa.,  for  E.  Pa.. 
Del..  D.  C.  and  E.  Md.;  W.  Rhodes  Budlong,  Pittsbivg.  Ph..  for 
W.  Pa..  W.  Va.  and  W.  Md.;  W.  0.  Van  derVoort.  CoIlieryiUe. 
Tenn..  for  Ark.  and  Tenn.  Western  department:  Chicago,  111.. 
S.  T.  0>Ilin8,  manager;  C.  E.  Clutia.  assistant  manager;  special 
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acents :  F.  W.  Ransom.  Columbus.  O.;  0.  E.  Green.  Indianapolis. 
Ind.;  John  R.  Brown.  Milwaukee.  Wis.;  A.  J.  Meyer,  duoaoo, 
111.:  A.  S.  da  SUva.  Detroit.  Mich.;  Chas.  F.  Butts,  Minneapolis, 
Mmn.;  Gus  M.  Wise.  Kansas,  City.  Mo.:  C.  D.  Cobb* 
Co.,  Denver,  Col.,  general  agents  for  Col.,  Wyo.  and  N. 
M.;  Pacific  dq;Mrtment:  Curtis  and  GordoDL  managers,  San 
Francisco.  Cal.;  E.  C.  Morgan.  Portland,  Ore..  L.  L.  Gibeon.  Los 
Angeles,  special  agent  idr  Southern  Cal.  and  Aris..  and  C.  L.  Green- 
wait,  San  Francisco.  Cal..  special  agent  for  Northern  Cal..  Ner^ 
Utah  and  Mont.    Southcni  department:    J.  D.  Kitchen  a  Bro.. 


rnJ  agents.  New  Orleans,  La.;  special  agents,  Chss.  H.  Stortp 
Worth.  Tex.,  F.  E.  Wille,  Ft.  Worth,  Tex.,  for  Tex.;  E  A- 
Raehal.  New  Orleans.  La.  Southeastern  dqartment:  Atlaott, 
Ga.,  Jerome  and  ]^wn,  managers.  n>eeia]  agents,  Geo.  W.  Gutt. 
Jr.,  Macon,  Ga.,  J.  W.  Cowan,  Charlotte,  N.  C,  J.  Hunter  White. 
Richmond.  Va.;  special  a^ts.  Fknda  department:  J.  E. 
Norton,  general  agent;  Louis  Z.  Baya.  assistant  seoeral  ageit; 
Thames  a  Batre.  MotiJe,  Ala.,  general  agents  for  Ala.  The  ooa* 
pany  opentes  in  all  the  States  and  Temtaries  excepting  C.  Z., 
Okla.,  P.  I.  and  P.  R. 


PRUDENTIAL  FIRE  INSURANCE  COMPANY,  Manchester,  N.  H. 

President,  Joseph  Quixin;  Secretary.  A.  L.  Gadbois.    Organised.  1003. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

LOSMB 

YlAR 

Aasets 

Fkemiuffls 

Surplus 

Premiums 

Income 

Paid 

Dividends 

Bzpenaes 

penditures 

Incuntd 

1914 

$143,579 

$19,339 

$17,468 

$23,831 

$31,009 

$31,130 

$7,600 

$13,968 

$52,618 

ssion 

lttl3 

165,442 

28,840 

32,709 

36,226 

43,680 

26,770 

7,500 

16,458 

50,748 

24,483 

1912 

174,614 

25.135 

43,299 

82,377 

89,315 

9,274 

4,875 

17.528 

31.677 

14.438 

1911 

166.493 

15.344 

48,106 

17388 

t42,680 

8,118 

3,750 

9,515 

21.383 

7.1» 

1910 

111.935 

12.728 

30,040 

16,102 

}28,742 

2,567 

1,750 

6.554 

10.871 

3.948 

t  Includes  $7,500  surplus  paid  in  in  1910,  and  $17,500  in  1911. 


Aasrre,  Die.  31. 1914. 


Mortgage  loans. . . 
Bonds  and  stodcB.. 

Cash 

Agents' balances.. 
Interest  and  roits. 
Other 


$91,349 

41.600 

3.926 

4.175 

1.746 

783 


LiABmmB,  Dao.  81, 1914. 

Losses  unpud $6,772 

Unearned  prems....        19^39 

TotalliabUitice...      $26,111 

Capital  paid  up 100.000 

NetsurphiB 17,468 


Total 


$143,579       Total $143,579 


There  are  28  loans,  aggregating  $91.- 


MORTGAGE  LOANS:     i  nere  are  £6  loans,  agnegatm, 
349,  secured  by  land  and  buildings  in  ManchesterTN.  H..  valued 
at  $189,250.    No  interest  past  due  on  December  31.  last.    The 
company  holds  $109,550  ot  insurance  on  the  buildina. 


BONDS  AND  STOCKS  OWNED:  These  items  conwt  mntlr 
of  first  class  railroad  bonds  together  with  industrial  and  muoii^ 
bonds  and  some  electric  railroad  stock  aggregating  $41,600  maint 
value. 


MISCELLANEOUS:  Company  oommenoed  boaiMSB  witb  t 
paid-up  capital  of  $25,000  and  aninitial  surplus  of  $10,000.  C»^ 
ital  increased  in  1909  to  $50,000  and  $12^00  additionsl  warjim 
paid  in.  and  in  1910  to  $65,000  and  $7,500  additional  mrfim 
paid  in.  Capital  increased  in  1911  to  $100,000  and  $17,500  uUed 
to  surphiB.    Company  operates  in  N.  H. 

DIRECTORS:  Joseph  Quirin,H.Pari8eaa.EdffloiidFlnird,  A 
L.  Gadbois.  Theophile  J.  LabreKnie,  John  H.  RainviUe.  J.  A.  Qaxj, 
L.  P.  La  Bonte.  J.  E.  Larocfadle,  Thos.  Mocin,  Eugene  QoiriB. 
Alb.  J.  Fteoourt,  S.  J.  Laflamme^  Emery  Lapieire,  Wm.  Maroottt. 


QUEEN  INSURANCE  COMPANY  OF  AMERICA,  New  York,  N.  Y.§ 

IVoidait,  E.  F.  Beddall;  Vtet-PttMeat,  Q.  W.  Bnnlwll;  Seentaijr,  Nerett  S.  Bartow.    Otguiied,  1801. 


Ykar 

Asseta 

Unearned 
Premiums 

Net 
Surphis 

Net 

Total 

Losses 
Paid 

Dividends 

Wxpenaes 

Total  Ex- 

Losn 
Inclined 

1914 
1913 
1912 
1911 
1910 

$10,187,030 
9.980.013 
9,994.450 
9.558.098 
9.025.889 

$4,563,670 
4,500,614 
4.382.873 
4.206.619 
4,009,955 

$4,021,442 
3.939.008 
3.961.146 
3,738.798 
3389.125 

*$5.065.279 
4,968.750 
5,009,026 
4.774.855 
4.631.527 

$5,467,062 
5345.439 
5,388.738 
5,098,145 
4.948.129 

*$3,033.653 
2.728347 
2.609,751 
2.496.202 
2.338.969 

$300,000 
300.000 
300.000 
300.000 
300.000 

$1,943,789 
1,906,635 
1,906.277 
1.762302 
1,708.792 

$5377.442 
4,933.962 
4316,028 
4358,504 
4347.761 

$3,021,496 
2.651.6S4 
2367.517 

2396,«s: 

*  Includes  $706,699  marine  premiums  and  $362,276  marine  1 

AaBsn,  Dbc.  31, 1914.  LuBonxia,  Dia  31, 1914. 

Mortgage  loans $63,000    Lossesunpaid $453,560 

Bonds  and  stocks...  8.885.890    Unearned  prems. .. .    4.563.670 

Cash 495,066    Other  liabilities 148.858 

Agents'  balances. . . .  763.749 

Interest 94334 

Otherassete 4.193 

Total 10.306,132 

Qpl.dep.overliab..       119.102 


Total liafailitiea...  $5,165,588 

Ciynta]  paid  up 1.000.000 

Netsurpuls 4.021.442 


Totalassets $10,187,080     Total $10,187,080 

Underwriting  loss,  $30,104;  investment  profit,  $531,640. 

RISEB  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$777,778,960;  premiums  thereon,  $8,319,604;  manne  and  inland 
riab  in  force,  $24,763,406;  premiums  thereon.  $580,538. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$76,728,010;  kMsas  paid.  $40,532,352;  dividends  declared,  cash, 
$8,000,000;  stock,  $600,000. 

MORTGAGE  LOANS:  There  are  three  k>ans  aggregating 
$63300.  which  are  protected  by  properties  valued  at  $100300. 
and  the  company  holds  $75,000  insurance  on  the  buildinck  The 
kaas  are  as  foUows:  $29,000  each  on  406  and  410  W.  115th  St.. 
N.  Y.  (vahied  each  at  $44300);  and  $5,000  on  1418  Pacific  st.. 
Brooklyn  (valued  at  $11300). 

{Transaets  both  fire  and  marine  buainess. 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

U.  S.  Govt.  1930. 2% 

Balto..  reg.  wat.  L,  1958. 4% 

Bklyn.  Gravesend  Imp..g.,  1934,  ZH% 

Bklyn.  cs.  g..  1936-37.  3H% 

Bklyn.  Mem.  Mon.,  g..  1927,  BH% 

Cal.,  1937.  4% 

Ga..  1918, 3V6% 

Hafifax.  N.  S..  5% 

Montreal.  Can.,  d..  1942. 8Vi% 

Montreal.  Can.  s.  f.  g.,  1942,  4% 

Montreal  Habor,  d..  1924. 4%. 

Massachusetts,  g.,  1940.  SH% 

N.  Y.  State  Can.  unp.  I.  g..  1969-^7, 3% 
N.  Y.  State  can.  imp.  1.  g.,  1961,  4%. . . 

N.  Y.  State  hwy.  imp.,  1966,  3% 

N.  Y.  State  hwy.  imp..  1963. iH%. ...' 

N.  Y.  City  ce.  g..  1925,  3% 

N.  Y.  City  cs.  g..  1927-54,  3H% 

Ottawa,  Can.,  v..  1928,  3H% 

Portland,  Ore.,  wat  1..  1923.  5% 

Richmond.  Va.,  1920-43.  4% 

St  Henri.  Mont  sc  d..  1949.  4M%-  • . . 

Toronto  ca.  1.  d..  1929,  3H% 

Toronto  d..  1948. 4% 

Victoria,  B.  C,  1.  imp.  d.,  1918.  4%. . . . 


Pte 
Value. 

$10,000 
25,000 
75,000 

445,000 
5,000 
25,000 
10.000 
00,000 
84,066 
70.000 
10,000 

100,000 

270.000 
15fiO0 
85,000 

100,000 
25,000 
1314,000 
80,000 
50,000 
52,000 
83,000 
48.666 
35,040 
80,000 


Mubt 
Valoe. 

fQ,WO 

24,500 

6S,3» 

40030Q 

4.650 

24.250 

9.90(1 

67,«« 

2&27i 

65.10^ 
».5« 
92,000 
267.3M 
153M 
34.65^ 

no.ooi 

22,i« 
91t$«^ 
26,4€^ 
5231^ 
49>^ 

30.oa 

3U8J 
19.404 
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ficBOSiXB  Srocu  OwNSD.— C'ont. 
Boras.— Cmtf. 

rKtam,B.a,|.iL,1924.4M% 

Wiiqm  MaL  imp.  d.,  1019,  4%. . . . 
.i,  T. 4  &  Fe.  Ry.  gn.  m.  g^  1905,  4%. 

i.C.LIlB.la.m.g..l9S2,4% 

B.iO.fi.11, 1  BLg.,  1948, 4% 

B.  A  0.  RJL,  pr.  L  I,  1925.  3H%. . . . 

B.  ACRiL,  CT.fr,  1983. 4Vi% 

B.40.R.R.,liiLfr.l948,4% 

B.  A  Me.  RJL,  1929. 4M% 

C^  So.  R]r.  1 4  r.  m.  g.,  1963, 5%. . . . 

Can.No.Rj.  IBL,  1980, 4'^c 

Ceat  of  (k  fcr..  1  m.  g.,  1945.  5%. . . . 
CeBt  H.  Ent  Hy.,  1  m.,  g..  1961. 4%. . 

C.  R.  R.  rf  N.  J.  gii.  m,  g.  1987,  5%. . . 
C«LP»cRy..lr.m.g..  1949,4%.... 

ao.40.Ry,g..l9».5% 

C.,B.4  Q.  Ri,  a.  bl,  1958,  4%. . . . 
C,  B.  4  Q.  RJL.  aS-Dir.)  m.,  1949, 3H 

Ca4So.RA,g,195«.4% 

C.M. 4 P.i^.  1  Bk  g.  1949.  4%.. 


■x.IS21.5%. 

C.  Jf  4  Sl  p.  Ry.  (M.  &  N.  Div.).  cs. 

!i.,lM4,4>i%. 

C^i  9LPay.CD.A  Gt  So.)l  in.,«.. 

myfc, . 

C0I^St>.Ry.(W.4  M  J>iv.)g..l921,5% 
CJUSU>Jty.(D  J)iv.)l  in.».f.,1920.«% 

gL4Xw>,Hy.,d.,1921.5% 

Cb.4  NwD.  Ry..  i.  f.  d..  1933, 5% 

C,E.I.4P.RJl,.g,,  1988,4%, 

C.3i.L4N.O.R3i.,1951.5% 

t  ,SLP..M.40.Ry.,0B.iiL.  1930,3K% 
^  *  P,  M.  4  0.  Hy..  ct  m.,  1930. 8%. 
C  Ta 4 ViLRy..lm.g..  1996.4%... 

D  4  H.  14  MB.  g.,  1943, 4% 

r  E.  4  M.  YiL  ak,  ea.  m..  1933.  6% 
Ijt  Xo.  fc.  1  4  r.  m.  g.,  1961 ,  4K%.  • . 
toMfiLRy.,  1 «.  m.  g..  1999.  <  J%. 
C  C.RR.(SLLDiT.),  1  DLg.,  1961,3i 

f,P.4C:RA.  1  BL,  1959, 4% 

\\k  W.  RJL,  1  m.,  g.,  1987. 5%. . . . 


Fte 

Market 

Vahw. 

Value. 

132,000 

S80.720 

12,000 

11,640 

58,000 

55,680 

75,000 

70500 

21,000 

19,530 

50,000 

46,000 

6,000 

5,520 

12.000 

11,160 

50.000 

38,500 

50,000 

53,000 

48,666 

45,746 

3.000 

3,240 

50.000 

38,500 

100.000 

117,000 

100,000 

94,000 

100,000 

107,000 

100.000 

94.000 

50,000 

42,500 

75,000 

63.000 

25,000 

23,250 

100,000 

92.000 

10,500 

10,710 

50.000         52,000 
50.000         51,500 


p,.4Jl.fe.Ry..l997.3*%. 
Li^4M3.Ry..g..i928.4%. 
Ky,«y.lo-t.  1940,4*%. 


tl'lhP-^  m.  g.,  20O3. 4%. . . 
H-l«i^By.lm.g..  1941.5%. 
fi||.r.«.|..1949.4% 


J- 4  J.  Ri.  1940,4% 

lLi»;j5J.4M.Kv^l  iiL*.1946,4% 
{ft?SLf5-«-<*"l«9,4% 

J*^  J«t  Ry..  1  m..  1937.  6% 

iii-J^^"-l«6.4% 

«'v-;m3^x'»»'lW7,5% 

J  Hv^^»^»-^' «•<*••  1»34.4%. 

g.  he.  GLNo.it,  1921.  4% 

SMJ->^,»B^1929,4%. 

?rpiy^^-'^»3i,5%....;^ 
r;fc^5^*«-«-.^«7,5%. 

vL^^i-  ^  *  '•  »••  K-'  2008, 4%. . 
vI^P-  "■  »•  '•  «••  1«57. 4%.. . . 
W«t  antt  Ri:,  1  Bu.  2361. 4% 


25,000 
9,000 
70.000 
1.000 
56.000 
50,000 
63,000 
26,000 
50,000 
24.000 

106,000 
42.000 
75.000 
25,000 
50.000 
25.000 
25.000 
75.000 
47,000 
75.000 
19,000 
5,000 
58,000 
75.000 
65,000 
16.000 
25.000 
75.000 
50.000 
6,000 
13,000 
30.000 
29.000 
75.000 
14.000 
18,000 
36.000 

100.000 
30.000 

100.000 
40.000 
75.000 
50.000 
25,000 
60.000 
50.000 
50,000 
17,000 
50,000 

100.000 
20,000 
50.000 
40.000 
86.000 
10.000 
6.500 

120.000 
25.000 
50.000 
25,000 
52,000 


25,250 
9.450 
77.000 
1.020 
68,240 
44,500 
69,300 
23,000 
60,000 
20,400 

103,880 
51,660 
75,750 
25,250 
41,000 
22,000 
22,750 
76.500 
40.420 
70.500 
19,190 
4,500 
64.880 
68.250 
62.400 
14,660 
21,000 
09,000 
58,500 
7,500 
14.010 
27.600 
30,740 
67.500 
14.560 
13,680 
19,440 
70.000 
28300 
97.000 
38,000 
69,000 
44.500 
18,000 
66.400 
52,000 
56,000 
18,700 
44,000 
92,000 
20,400 
53,000 
41,600 

105,780 

10,900 

6306 

114,000 
23350 
46,500 
24,500 
48360 


Bonds  and  Stocks  Ownsd.— €'oiiI. 
Bonds.— Coal. 

Manitoba  drainage  da.,  d.,  1935,  4%. 
Manitoba  drainage  die.,  d.,  1937,  4%. 

New  Zealand,  1929,  4% 

Ontario,  d..  1936,  3i%. 

Ontario,  d.,  1939, 4% 

Qnebee  inscribed,  1987, 3% 


Stocks. 

Aio.  V  ousQ.  n.iv 

Allegheny  k  Western  Ry 

Beech  Creek  Ry 

B.,  R.  k  PittB.  Ry.,  p 

\yStSW18Ba  K.lva.  p. .............. 

v/bl.  A  !£•  XU.  Jcv.A«.  p.  ............ 

Ohi.,  M.  ft  ot.  JT.  Jtcy.,  p 

Chi.  k  Nwn.  Ry.,  p 

Chi.,  St.  P.,  M.  k  0.  Ry.,  p 

C/.,  C.  C  4t  St.  L*.  ICy.,  p 

Clev.  ft  Pitts.  R.R 

Cel.  ft  Bound  Brook  RJl 

Det.  H.  ft  Swn.  RJt 

Erie4Pitt8.RJl 

Fy.  Wayne  ft  Jackson  R.R.,  p. . . 

Genevs.  Coming  ft  So.  R.R 

Ill.Cent.R.R 

Jackson,  Lansing  ft  Saginsw  R.R. 

Kal..AlLGd.R.RJEl 

Little  SchuylkUl  Nsv.  ILR.  kC 

Manhattan  Elev.  Ry 

Morns  ft  Ehcx  RJL 

NaahTille  ft  Decatur  R.R 

M.  X.  ft  U.  A.A.  ................ 

N.  Y..  L.  ft  W.  Ry 

F»i  U«|  C  ft  ot.  L«  Ry<f  p 

R.FtW.ftC.Ry 

Reuselaer  ft  Saratoga  RJl 

St  L.  Bjg.,  Ip. 

Swn.  R.R.  of  Qa 

Un.  Pac.  R.R.,p 

United  N.  J.  RJU  4b  Canal 

Valley  RJl 

Warren  RJl 

Farmers*  L.  ft  T 

On.  Adj.  Bur 

Itiabonuig  Iny 

So.  Adj.  Bur 

Underwriten  Sahrage,  Chi 

Underwriteis  Salvage,  N.  Y 

W.Adj.ftlnsp 


•  •  ■  •  • 


Par 
Value. 

$35,000 
5.000 
49.000 
40.000 
30,000 
30.625 


28.100 
70.000 
20.000 
102.100 
35.000 
50.000 
35.000 
50.000 
37.500 
29.800 
10.000 
50.000 
22,100 

6300 

15,800 

100.000 

103,600 

100.000 

29,000 

4,000 
27.500 
50,000 
95.000 
15,000 
41350 
96.600 
30,000 
10,000 
85,000 
90.000 
38.600 
44.200 
100.000 
63,000 

1,600 

45,250 

10.000 

150 

8,700 
500 

1.000 

1,000 
100 


Market 

Vahie. 

$32300 
4.550 
48.510 
35.600 
28,500 
24,193 


74.465 

01,700 

16,200 

91,890 

42,000 

63.000 

5.250 

67,000 

66375 

41,720 

5,000 

83,000 

40,664 

5,670 

21,014 

122.000 

81.844 

85.000 

21.750 

5.200 

30,250 

66,500 

162,450 

28300 

148,500 

111,940 

48,600 

0,500 

139,400 

162,000 

42,460 

46.410 

83,000 

141,750 

1,840 

71,495 

110,500 

150 

5,655 

500 

1,000 

1,500 

200 


Totals  (book  values,  $0331,459} $8324,714   $8,885,890 


MISCELLANEOUS:  This  eompany  was  organised  to  take 
over  the  American  buriness  of  the  Queen  of  liverpooL  A  majority 
of  itR  stock  is  heU  1^  the  home  rake  of  the  Royal  of  Dverpool. 
Capital  increased  m  1904  from  $500,000  to  $1,000,000  by  stock 
dividend  of  $500,00a  Conflsgratbn  Vmmi  OtUira,  1900, 
$120,000:  Jacksonville,  FbuTlMl,  $55,032;  Fsterson,  N.  J„ 
1902,  $123,060:  Baltimate,  1904,  $425,939;  Rochester,  1904,  $28,- 
522;  Toronto,  1904,  $255308;  San  Frandsoo,  1906,  $1376,575. 
Salem,  1914,  $85,096.  Values  of  special  deposits:  Can.,  $589,751 ; 
Qa.,  $10,075;  N.  M.,  $9,950;  Va.,  $50,406;  N.  Y.,  $106,183. 

DIRECTORS:  James  StiUman,  VHIliam  A.  Nash,  Henry  Hents, 
David  Bingham,  Edwin  6.  Marstan,  Jas.  A.  Maodonakl,  Samuel 
SkMtn,  Edward  F.  BeddaU,  George  W.  BurcheU,  Nevett  S.  Bartow, 
Peter  D.  MoGiegor.  C.  O'D.  Iselin. 

FIELD  BIEN  AND  TERRITORY  COVERED:  P.  D.  Mo- 
Gregfv.  manager,  and  A.  R.  Monroe,  assistant  manager,  160 
W.  Jackson  Blvd..  Chicago,  HI.;  Fred  W.  Stone,  Delevan,  III.^ 
State  affent  for  111^  R.  F.  Mebuiy,  Detroit,  Mich.,  State  agent, 
and  O/D.  Wiohe,  Grand  Ranids,  Mich.,  special  agent  for  l£ch. ; 
Earl  W.  Thomas,  St  Louis,  Mo.,  State  agent  and  A.  C.  Wallace , 
Kan.  City.  Mo.,  special  agent  for  Mo.^E.  S.  Plummer,  Si  Lods , 
Mo.,  speaal  agent  for  Mo.;  Cyrus  Woodbury,  Columbus,  0.. 
State  agent,  and  E.  M.  Bniddook,  New  Lexington,  0.,  special 
agent  for  0.;  John  Fitsgerald,  Indianapofis,  Ind.,  special  agent  for 
Ind.;  J.  D.  Carpenter,  Des  Moines,  la.,  special  aeent  for  la.; 
A.  Bauds;  Kansas  City,  Mo.,  special  agent  for  Kan.;  L.  F.  I^nid , 
Minneapolis,  Minn.,  nedal  agent  for  Minn.;  H.  H.  Miller,  Omaba» 
Neb.,  special  agent  for  Neb.;  E.  W.  Pepper,  Aberdeen,  S.  D., 
special  agent  for  N.  D.  and  S.D.;  E.  E.  Ohnger,  Oklahoma  CStr. 
Okla.,  special  agent  for  Okla.;  C.  P.  HeUiweU,  MUwaukee,  Wis., 
spedal  agent  for  Wib.\  R.  De  Cleroq.  Chicago.  III.,  special  agent» 
and  M.  G.  Kabatick,  Chicago,  111.,  inspector  for  Cook  Co.;  J.  P» 
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QUEEN  INSURANCE  COMPANY  OF  AMERICA,  New  York,  N,  Y.— Continued. 


Hutehuuon,  Chicago.  111.,  dty  maiiftnr  for  ChioKso.  III.;  6.  Y. 
Tupper,  Atlanta,  manager;  Frank  D.  HoUand,  a«iatant  nuuiagAr, 
8.V.  Tiipper,  Jr.,  2nd  aast.  mgr.,  Central  and  Southern  department: 
B.  C.  Harriaon,  speoial  agent  for  Oa.;  J.  L.  Edelmann,  special 
agent  for  N.  C.  and  8.  C;  Will  T.  Sweeney,  LouieriUe,  Ky.  jv)eeial 

rit  for  Ky.;  6.  F.  Nininger.  spedal  anot  for  Va.  and  W.  Va.; 
M.  Haynes,  special  agent  for  Ala.  and  Fla.^.  H.  Underwood, 
■peciAl  agent  for  Tenn.  and  Ark.;  W.  H.  Van  Wart,  Dallas,  Tex., 
■peoial  agent  for  northern  Tex.;  H.  0.  Hill,  San  Antonio.  Tex., 
■peeial  a^t  for  southern  Tex.;  R.  8.  Rust,  Jr.,  New  Orleans, 
La.,  special  agent  for  La.  and  Miss.;  Rolla  V.Watt,  San  Fnmeiaoo, 
Oal.,  manager  P^cifio  Coast  department,  comprising  Cal.,  Nov., 
Ore.,  Wash.,  Ida.,  Mont,  Utah,  N.  M.,  Ajia.,  Alas,  and  Hawaiian 
Islands;  John  T.  Fogartyi  assistant  manager;  F.  B.  Kellam,  bnneh 
seoretaiy.  Special  agents:  H.  R.  Burke,  Portland,  0^.,  for 
Ore.  and  Wash.;  Matt  B.  Evans,  Seattle,  Wash.,  for  W.  Wash.; 
J.  T.  O'Brien.  Spokane.  Wash.,  for  Wash.,  Mont,  and  Ida.;  E.  P. 
EUred,  Fresno,  Cal.  for  central  Cal.;  J.  B.  Walden,  San  Fran- 
«iBco,far  northern  Cal.  and  Ner.;  Roy  Folger,  San  Francisco, 


Cal.,  for  bay  counties;  J.  K.  Urmston  and  F.  J.  Perry,  Los  Asgda. 
for  southern  Cal.  and  Arts.;  J.  H.  Banks.  Salt  Lake  City,  for  Utah. 
Ida.,  N.  M.  and  Mont ;  D.  L.  Stewart  Sacramento.  Cal..  for  oeatol 
Cal. ;  CD.  GabrielBon,  Salem,  Ore.,  for  Ore.  and  Ida.;  Wm.  MadttT. 
manager.  Montreal;  J.  H.  Labdle,  assistant  manager.  CuKbui 
department;  C.  A.  Eyans.  Halifax,  rendent  manager  for  Non 
Scotia  and  Piiaot  Edward  IsUnd;  Frank  Rhind,  asMtut  nc- 
retazy,  HalifAx.  N.  Sj  C.  E.  L.  Janris  ft  Sons,  general  igetttB.  St, 
John,  N.  B.:  R.  P.  Rithet  ft  Co..  Ud^  goural  ageoto.  Vietanv 
B.  C.  Special  agents  in  Metropolitan  and  Easteni  departmeati 
report  to  head  office  in  N.  Y.:  M.  F.  Bartlett  Me..  N.  H.; 
A.  R.1^,  Tt;  H.  R.  Worthily.  Mass..  R.  I.  ft  Arthur  B.  Knox. 
for  Conn.,  Francis  D.  Bennett  New  England  States  automobik 
business:  F.  8.  Tyler,  N.  Y.  State,  WMtern  dirvkm;  R.  W.  rigbt. 
N.  Y.  State,  Eastern  dtvinon:  M.  B.  Jones,  N.  J.;  BeBJuia 
Bevier.  Uoyd  V.  Watkins.  Pa..  Del.,  Md.  and  D.  C;  H.  C.  Wic- 
staff,  Philadelphia,  for  suburban  temtory.  The  company  doa 
busbesB  in  all  the  Stotei  of  the  United  States  and  in  Hawtii.  id 
India  and  the  Dominion  of  Canada. 


QUEEN  CITY  FIRE  INSURANCE  COMPANY,  Sioux  Falls,  S.  D. 


IVesidsnt  P.  F.  Sherman;  Secretary,  D.  P.  Lemen. 


1906. 


Year 

Assets 

1914 
1913 
1912 
1911 
1910 

t254354 
250.483 
249,679 
242,730 
301,423 

Unearned 
Premiums 


135,514 
38,496 
35.750 
80.382 
00.780 


Net 
Suiphis 


99,937 
3,176 
6,712 
6,809 
4,738 


Net 
Premiums 


$52,588 
77,132 
59360 

130,179 
85.144 


Total 
IncomA 


$79,490 
87A51 
71,159 
46,064 

109.m 


Paid 


$86,726 
46,401 
21.497 
44,197 
98.080 


Dividends 


$87332 

41.803 
66.907 
75.6971 


Ttotal  Ex- 


$74358 

94,746 

63301 

110,714 

178,777 


iDoaned 


$38^ 
46.64S 
24.128 
24.414 

8o.in 


X  Company  reinsured  its 

Assam.  Dk.  81, 1914. 

Realestate $55,000 

MortgagekMAs 125.968 

Bonds  and  stocks....  500 

Collateral  loans 31.250 

Cash 7,936 

Agents' balances....  13399 

Interest  and  rente...  6309 

Otherassets 13,792 


in  8  States  in  1911. 

LuBiuntt,  Dk.  81, 1914. 
Loesesunpaid $7,106 


Unearned  prems... 
Other  liabUitieB.... 


35314 
1,795 


Total  liabifities...      $44,417 

Capital  paid  up 200.000 

Netsurplus 9,937 


Totalassets $254354       Total $254,354 


REAL  ESTATE  OWNED:    Consists  of  3-etoi7  and  basement 
brick  buiMing  with  one  story  brick  and  steel  vault,  24  z  18. 


MORTGAGE  LOANS:  There  ai«  23  ktans  aggiegating  $12S.- 
968  on  farm  lands  vahied  at  more  than  double  the  amount  loaoej 
thereon.  The  company  holds  ample  insurance  on  th«  mortaited 
buildinm.    On  December  31,  last  there  was  no  interest  past  due. 

MISCELLANEOUS:  This  company  commenoed  bosuMs  m 
1905  with  a  paid-up  capital  of  KOOJolki  and  $37303  of  sorploi 
Capital  increased  in  1906  to  $389,617;  $137,617  being  paid  bi 
bystockhokieEs.  Capital  raduoed  in  1907  to  $200,000,  and  $2;eS 
additional  surplus  pud  in.  Conflagration  lots:  San  Ftaacaeo. 
1906.  $202,464. 

DIRECTORS:  P.  F.  Sherman.  George  Schkwser.  Eagax 
Ssenger,  C.  L.  Norton,  Thos.  H.  Brown,  0.  8.  Swenson,  Tlieo.  F. 
urem* 

FIELD  MEN  AND  TERRITORY  COVERED:  E.  A 
Hoyt  and  W.  H.  Roberts,  speoial  agents  for  S.  D.,  and  A.  T.  VLxtmli 
for  N.  D.   The  company  operates  in  N.  D.  and  8.  D. 


RELIANCE  INSURANCE  COMPANY  OF  PHILADELPHIA, 

Philadelphia,  Pa. 

President  Wm.  Chubb;  Vue-Ptesident  and  Secretary.  Chas.  J.  Wister.    Organised,  1841. 


YlAB 

Assets 

Unearned 
Premrams 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Dividends 

Eizpettses 

Total  Ex- 
penditures 

Loasei 

1914 
1918 
1912 
1911 
1910 

$1339,344 
1,616.009 
1,733,486 

131036S 
1.862.901 

$832,483 
882,184 
1,018.060 
1,048.432 
1.018.264 

$175,521 
155301 
179,034 
200,151 
283.032 

$676,604 

720,224 

909,052 

1,012.975 

1.011.283 

$737,585 

782,072 

972,130 

1,079,524 

tl.124.765 

$433,153 
540.723 
582.587 
636.397 
500311 

$24,000 
32.000 
40.000 
40.000 
38.854 

$315,304 
373,870 
408301 
452,133 
443386 

$772,457 

946.593 

1,030,788 

1,128,830 

982.551 

$132,851 

5603s: 
60738.' 
518.26J 

Unearned  premiums  include  amount  redaimable  on  perpetual  policies,    t  Includes  $50,000  premium  on  stook  sold. 
Dm.  31. 1914. 


Realestate 

Mortgage  loans... 
Bonds  and  stocks. 

Cash 

Agents'  balances. . 
Interest  and  rents. 
Other 


Total 


$134,000 

47300 

1.080,170 

83.145 

180.191 

13313 

525 


LuBiLxnsa,  Dk.  31, 1914. 

Loesesunpaid $84,666 

Unearned  prems....  713.813 

Perp.dep.  reel 118.670 

Bono««d  money. ..  25,000 

Other  UabiUties....  21.674 


Total  liabifities. 
Capital  paid  up. 


$063,823 
400.000 


Netsurphis 175.521 


$1,539,344       Total $1,539,344 


Undffwriting  kas,  $24391;  inTestment  profit  $68311. 

RISES  AND  PREMIUMS:  Fire  risks  in  force  (except  per- 
petuals),  December  31,  $138,545,003;  prenuums  thereon,  $1,421,- 
393;  perpetual  fire  risks,  $4,915,826;  deposit  premiums  thereon, 

$i80.m 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$16,709,692;  ksses  pakl.  $9,065,795;  dividends  declared,  cash, 
$1399.451. 


REAL  ESTATE  OWNED:  Comprises  5  properties,  the  pria 
oipal  one  being  the  54tory  brick  and  stone  omoe  baiUing  a 
429  Watent  st,  Philaddphia,  occupied  by  the  oompaay,  of  wfaid 
the  book  vahie  is  $80,017,  and  the  market  vahiatton  ia  $»9.0W 
The  remundar  are  dweUingi  and  a  store.  There  are  no  inaxm 
brances. 

MORTGAGE  LOANS:  The  6  ktans  ai«  seettred  by  Phib 
deli^ua  properties.  Only  1  of  the  loans  exceeds  $10,000;  and  tb 
amregate  i^uation  of  the  morteiged  premises  is  $102,000,  upc 
wmch  the  loans  amount  to  $47300. 

BONDS  AND  STOCKS  OWNED: 
Bonds. 

Allegheny,  Pa.,  1934, 4% 

Allegheny,  Pa.,  1935.  4% 

Atlantic  Cy..  N.  J.,  1944.  4*% 

Bergen  Co..  N.  J.,  oo.  bidg.,  1920.  4i%. . 


Phila,  1939,  4  o 


Phila.,  1938.  4< 
Pittebutg,  Pa.,  1915.4%. 

N.Y.,1957.4% 

N.  Y.,  1954,  3*% 


Pte 

Mark. 

Value. 

Valui 

$10,000 

$9,91 

10.000 

9.9( 

10,000 

10.  H 

15.000 

15.0 

30.000 

30.U 

20.000 

20.0 

18.000 

IS.U* 

50.000 

50,') 

50,000 

43.7 
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RBLIANCE  INSURANCE 

Bom  i»  Srxsd  Owtna,—C(mt. 
_  Bans.— Coiif. 

J5f^|tai,Dd,1932,4%, 

J5tamtBB,I>BL,1981,4J% 

AfcgfavViLILB.193.4% 

AilBto«'niLRy^I919.4% 

f.T.A3.ft,fiLiiL,l996,4% 

MC.L,  10.01,1952.4% 

Ati.  4  Dte.Ry.,lni.,  1948.4% 

J*  OR.  BL.pr.hu  1925.3*% 

B.A0.R.R..lBL,i948.4% 

a*O.R.R,P.L.RAW:V»..r.iiL, 

SSl'i^A^  1  r.  HL  g..  1949.  4%. . 
««.  4  0.  Ey.,  gB.  m.  r^  1992. 4J%. . 
95^  *  0.  By,  gii.  m.,  1992,  «f%. . . . 

C-M.{a.P.|y,19B4.4% 

C,  M.  4  St  P.  By.,  cTe.  1982,  4t%. . . . 
C C  a 4 St LR. R., giL HL.  1993. 4% 

M4aiL,lAr.iiL.  1943,4%...... 

pei.4BioG.  R.  B..  1  tt.  m..  1936, 4% 
^  *Anibw  R.  R^  1  in..  1920,  5% 
g-^Pjopfa'  Tc  tr.  etfa.,  1945.  4%. . 

aieR.R.pr.Vl996,4% 

&ieIlIL.p.IiL,199ft,4%. 

aaLAB-TTML  R.  R.  &  C.,  1925, 5% 
^  Cat.  1 4  r,  1951, 4% 

1-8.411.80.1^-1928,4% 

^fiLR.R,gn.flnn^  3003.4%... 

LLH.R.r.in.,  1949.4% 

^4  N«fa.  R.  R^  1  00^1919.  6%. . 
J- J  y  HJLR.R,L.a&»l.  1998A% 
J-[,P.4N.B.R.,lin^  1939,4%... 

J.4ff.^.,*T.lln..l»44.4% 

J.4W.|r,l«».in.,199«.4% 

J*^ ^,BLK,  198d.  4% 

fetS.LR.R,r.l9a0,4% 

J».R.R.«.iiL,19I9,6% 

^K.B.ag,1948,4% 

?».  I.  loan,  1916,  3*% 

^1,1«1,4%...  .  

?U  K.  Y.  Outtl  4  R.  R.,  1939,  4%. . 
J^«Pi-.Ry.l948.4% 

Js^ 4 EwRX,  1920,  4% 

Jtl-B-H.iinpwm.1947.4% 

t*  y.  R.  1  ■«. !».  m..  1987, 4%. . . 
£5^.  Con*.  N.  J,  gn.  BL,  1959,  5% 

^KJ«yCeiit.,1951.4% 

S«%  ««l  P.  4  R.  C.  *  U  1997, 4%. . 

»^(sLM.4&uRy^l983,4% 


COMPANY   OF   PHILADELPHIA,   PhUa.,  P&.—CotUinued, 

BoiTDe  JlND  8tooeb  Owicid.— CoiU. 

BOMM.— ^Oltf. 

St.  p..  M.  4  M.  R.  R.,  C8.  m..  1933,  4% 

2d  Ave.  To.,  Pittsburg,  1934.  5% 

So.  Fto.  R.  R..  1  r.  m.,  1955,  4% 

Union  To..  Ind.,  gn.  ol,  1919, 5% 

United  N.J.  R.  rTa  d,  1923,  4% 

Unitod  To..  Pittibmg.  Pft.,  1997,  5%. . . 

Va.  Ry..  1  m.  g.,  1962,  5% 

W.  J.  &  &  R.  R..  1936,  4% 

Wert.  N.  y.  4b  Pa,  R.  R.,  1937,  5%. . . . 

Wert.  Pa.  R.  R.,  1928.  4% 

Coon.  Ry.  4b  Lt,  1951.  4|% 

Del.  Riv.  Ferry..  1921.  5% 

Hud.  Co.  Qm.,  g.,  1949.  5% 

Wert  Gherter  L^.,  1950.  5% 

Stocxb. 

Gn.  Adj.  Bur 

Relianoe  Ineuranoe 

Pacific  Coart  Adj.  Bur 


Pkr 

Market 

Vahie. 

Value. 

110,000 

19.800 

10.000 

10,000 

14.000 

13.580 

15,000 

14,550 

10.000 

9,562 

15.000 

14,062 

10.000 

8,850 

20.000 

18,450 

10.000 

9.337 

10,000 

8,600 

15,000 

15,637 

80,000 

27.000 

10,000 

9,100 

10,000 

9.487 

15.000 

14350 

10.000 

9,160 

25,000 

25,875 

15,000 

11,450 

10,000 

9,750 

10,000 

7.925 

20.000 

30,700 

10.000 

8,100 

10,000 

8,560 

15,000 

12,562 

15.000 

10375 

10.000 

8.500 

10,000 

4.800 

30,000 

18,400 

15,000 

14.100 

25.000 

23375 

25,000 

25350 

5,000 

5,000 

15,000 

13.500 

10,000 

9.000 

2.000 

2,167 

5.000 

3.937 

5.000 

4,800 

15.000 

13375 

10.000 

9.600 

15,000 

9.975 

5.000 

4,850 

15,000 

13.725 

4,000 

4.090 

85,000 

25.081 

13,000 

12,772 

5.000 

4,712 

20.000 

19.600 

10.000 

8,300 

15,000 

14312 

25,000 

27,125 

5,000 

4,900 

15,000 

14,475 

5,000 

4.900 

15,000 

14,475 

10,000 

9,650 

laooo 

9,000 

10.000 

9.450 

55,000 

52.250 

15,000 

14,100 

5,000 

3,650 

Par 

Market 

Value. 

Value. 

115,000 

$14,700 

15,000 

14.400 

15.000 

13,837 

5.000 

4.625 

5,000 

4.950 

10.000 

8.000 

10.000 

9.875 

5.000 

4,850 

5,000 

5,150 

10.000 

9.700 

5.000 

4.650 

6,000 

6377 

20.000 

20.600 

10.000 

10.400 

150 

150 

1,350 

1,620 

100 

100 

Totala  (book  rtloe,  11,116,487) $1,143,600  "$1,076370 


*  SeeuritieB  as  par  oompany's  yaiuatione;  the  item  in  aasets  is 
based  on  insnranoe  deparUneot  vahiadons. 


BII8CELLANE0US:  Capital  increased  in  1910  from  $300,000 
to  $400,000  and  $60,000  premium  raalixed  on  new  stoek  soki 
added  to  surplus.    Confiavation  Ioms:    Balto.,  1904,  $141,462. 

DIRECTORS:  T.  Wistsr  Brown,  Samuel  Bvpham,  Cornelius 
Stevenson,  William  Chubb.  Edward  K.  Bispham,  Clarence  B. 
Collier.  R.  Franck  Wood,  John  B.  Morgan.  Ghas.  /.  Wister,  Alei. 
W.  Wister,  John  A.  lUohmond. 

FIELD  MEN  AND  TERRITORY  COVERED:  Walter  D. 
Wilfiams.  Rookford,  111.,  mani^  Western  departmeDt.  E.  K. 
Crawford.  asBostant  manager,  ududing  Cok>..  IlL,  Ind.,  Iowa, 
Kan.,  Mioh.,  Minn.,  Mo.,  Neb.,  N.  D.,  S.  D.  and  Wis.,  Stote  and 
meoial  aflents:  E.  I.  Crookett.  PueUo.  Colo.,  qpedal  agent  for 
Colo,  and  Wyo.,  E.  A.  Davis,  Minneapoits,  M  juu  Stats  agent  for 
Minn,  N.  D.  and  8.  D.:  F.  J.  Dudley,  Green  Bay,  Wia^  State 
agent  for  Wis.:  W.  E.  QrUfith,  Kansas  City.  Kan.,  State  aoent 
for  Kan.  and  Mo.;  E.  T.  Tanner,  Paris^  111.,  State  agent  for  ill.; 
H.  M.  Greenberg,  Rookford.  HL.  special  agent  for  01.;  C.  A. 
Wehmcyer,  Ann  Arbor,  Mich.,  State  agent  for  Mich.;  J.  W. 
Shepherd.  Jr.,  Oakland,  IlL,  special  agent  fbr  111.  Fsnn  depsrt- 
ment:  John  F.  Smner,  State  agent,  Lincoln,  Neb.,  for  Neb.; 
E.  A.  Walthers,  speotsl  agmt,  Ajppleton,  Wis.,  for  Wis.;  J.  P. 
Wdfe,  Moorehead.  Minn.,  qpedal  sgent  for  N.  D.  and  B.  D.;  H. 
C.  Upham.  Indianapdis,  Ind.,  State  asent  far  Ind.  Chas.  T. 
Beesley,  Dee  Moines,  la..  State  agent  for  la.:  Edwin  J.  Carter, 
Columbus.  0.,  for  0.  and  Ey.;  Lohmeyer,  Goldsmith,  Patterson 
Co.,  Charieston.  W.  Va.,  general  agents  fbr  W.  Va.;  A.  J.  Wood- 
worth  k  Co.,  N.  Y.,  State  managers;  Wallace  Reid,  manager 
Metropolitan  District,  N.  Y.;  WmTW.  Blaig.  general  agent[l^. 
H.  Brewster,  special  agent  for  New  Endand;  H.  T.  Williams, 
special  agmt  for  Fft.,  N.  J.  and  Md.;  C.  C.lQnncy,  San  Francisco, 
Oal.,  manager  for  Ps«ific  Coart  department,  induong  Cal.,  Wsah., 
Ore.,  Utah,  Ida.  and  Mont.;  speoial  agents,  R.  R.  Weber,  San 
Francisco;  H.  A.  Morison,  Seattle,  Wash.;  J.  L.  M.  Waggaman. 
Spokane,  Wash.  The  company  does  businesB  in  all  the  States  ot 
the  United  States  except  Ala.,  Alas.,  Ark«,  Del.,  D.  C,  Fht.,  Ga.. 
Haw.,  La..  Mi».,  N.  H.,  N.  M.,  N.  C.  OUa..  P.  I..  P.  R.,  S. 
C,  Tenn.,  Tex.,  Vt.  and  Va.  and  in  B.  C. 


RETAILERS  FIRE  INSURANCE  COMPANY,  Oklahoma  City,  Olka. 

Ftandent,  M.  D.  Soott;  Beoetaty,  AKmd  H»re.    OtguiiMd,  1910. 


Tiis    AsHti 

Unearned 
IVcDnums 

Net 

Surplus 

Net 

Premiums 

Total 
Income 

Losses 
Paid 

Dividends 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

i^    %ifnja» 

$16,072 

6,390 

2.199 

622 

$82,163 
16,623 
18,729 
1,782 

$29,242 

12,145 

3372 

1,027 

$47,997 

17,341 

*  29368 

4340 

$342 

477 

3 

$15,173 

16.033 

11,804 

4.896 

$15,151 

16310 

11307 

4.890 

$342 

22     'w 

477 

aU        73[ma 

3 

la        «4» 

Bai 


*  ladads  $21,196  eontribnted  to  snrphs. 
~~~  Die.  31, 1914.  LuBiLniM,  Dm.  31, 1914. 


Bi^aeditoeks... 


OAff 


$3,906  Uneemed  prems. . . 

44,182  Maturing  stoek... 

10,000  Other lii3)ifities... 

806 

20408  Total  liabilities. 

10320  Capital  paid  up... 

1328    Net  surplus 

13389 


$15,072 

5361 

633 

$21,066 
50300 
32,163 


^**»^ $104329       Total $104,029 

CadmitiBg  VKfBt,  $4338;  investment  proat,  $8,675. 

RjStS  ANDTOMIUMS:  Fire  risks  in  force,  December  31, 
njoaaio;  prsBMBs  thcnon,  $29,844. 


BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$46393;  kMses  paid,  $822. 

MORTGAGE  LOANS:  There  are  loans  for  $44,182,  protected 
by  Oklahoma  farm  and  city  proiMrty,  valued  at  more  than  double 
the  amount  loaned  thereon.  No  interest  psst  due  on  December  31. 
last.   Company  holds  ample  insurance  on  the  buildings. 

MISCELLANEOUS:  Company  has  no  stents  and  pays  no  com* 
missions.  Bueiness  taken  by  application  direct  from  insured,  and 
by  salaried  solicitors. 

DIRECTORS:  M.  D.  Scott,  A.  M.  Greiner,  J.  S.  Peter,  L. 
Berk>wits,  Sam  Miller,  J.  W.  Masters,  J.  W.  Porter,  F.  E. 
Haugfaton,  D.  L.  Larsh,  Allied  EUtre,  I.  G.  Kreiger. 

FIELD  MEN  AND  TERRITORY  COVERED:  F.  C.  Blakely 
and  T.  E.  Howard,  inspectors,  Oklahoma.  The  company  operates 
in  Oklahoma  only. 


REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


RHODE  ISLAND  INSURANCE  COMPANY,  Providence,  R.  I-t 

MkDt.  Oh.  L.  Sbrplty;  VK^-Pnodnt  wd  Btrntarj.  BbH  Q.  FSqia;  AaMmt  SaenMqp.  T.  JohuoB.  Jr     (hmdni  1' 


Tub 

1-1. 

"SS 

-AT 

^ 

-ST 

■ffl- 

DMdndt 

a,™ 

"SS" 

Imnri 

ItO 

MBS,3A0 
l.I743» 

sri.iti 

320.021 

1928,80! 

3»i:^ 

s 

K 

ST4J)6I 
Ul.MI 
«1.«H 

1371^ 

WOM 

tI42,l« 

lis 

I  SulenwDl  occofdmg  Co 

Ann*.  Die.  31,  IB14.  ,  _ 

BoukuidibMla...  tl.lM.3S8  lomuaimM.. 

Ctdi «llfiS2  UiHUMdinmi.. 

. ...,._                  jjj^jj  OUmSibilliB... 

11.12S 

lOO  ToUlBi 


rrufiaa 
toaxoa 

338,102 
tl.t36.822 


RiaKSANDPBEMICMB:    nNtyainfima,I>aaBibwSI, 
tIll,H7.80l;  mdmni  tknim,  tlM6,»a. 
BUSINESS  SINCE  ORQANIEATIOK:    Fmiuini  noriml , 

».U3.ai>;  1«  []ud,  tl.ns,4W;  dhidndi  dsdimd,  oib. 


I  B<WN.— Cnl. 

UiLELLt.*P(i>.,li>i..|.,]«: 
I  Si]Tmmtlia,(LAfi.I81S.t%. 
"      ■--    i.,llB»,B%, 


«.IL,IBlB.t% 

fitMtE..«ir„l>17,S% 


HunilUrD,  (.hil.,  d.,  191G,  4' 
MoimJ.Cu.,  1MU.3I'', 
MdhItbI.Cml,  Prot.  Bd.  i.l 

d..lM0.4% 

NorVirtaty.ip..lM6,  4 


Ateh..T.»aF.B.a,p..... 

G.No.R¥.,p 

mCm-R-B 

N.y.,N.H.&H.ILH.... 
"    Pne-H-R. 


'L  R.  £. . . 


il.EtBk.c*Proi.,H.I... 


Tmnlo,  CUL,  1918, 3)' , 

Alc!i.,T.*S.F.Hy.,ci-  i;,l(n0,4%.. 

B<».«Me..B.,  ISIB.  6',  

C,  B.  i  Q^  jUgr.  by  K.  F.  .t  C,  No.  E. 

R..IIB1.4% 

DaivH  CiiT Ttiamiy,  lini, :,%, 

L.H.tMich.Bo.R.R..lUjl.)  ', 

Muds  RuIwivl  d,,  1919,  -^  ,     .  -  -  ^ .  - 
MU..  AtUtbor.  i  Wc»a!.  Si   }ly.,  ISIS, 


■MOO 
KMXn 


3«,1«0 
S.SOO 
103» 

).TOD 


Tc.  iQ 

un.  TV.. of  PKn.jR,  t , 

Amer.  La  Fni»  nn  Bng..  ioe.,  p . . 
Amar.  I^  FnoM  F^  Bu..Iiiii,  eo 

On.  Adj.  Bur.,N.y 

So.  Adj.  Biir.,Alliiiifai,Q> 

Undcrwrilaa  St|.,  Chi.,  in 

V>idsinil«S>i,N.Y 

WsLAd-AlDv 


50,000       mta 


N.  Y  r.4H.  U.  H.  R.r 


Aim.  Tl.  *  Tg.,  ml.,  IBM,  4'-;. . 
CnonptfiD  A  Esowlti  Loom  Wki 

lSl7-S0.e% 

Datnit  Cl.  Qu  n.  m.  g.,  1S18,  fi' 


ToUli  (boak  nlu^l1,lg538«)... 

USCELLANEOUS:   Tlda  m 

Vs.,'llt.lMO;  in  Oa^  (10.000 
— .  Ntfaon  W.  AUrUi,  Havtgn  D.  Arnold,  Wilut 

_._thuiil  B.  Ckunli.  8uniMl  Rnnn  (^  L  H. 

Ccoitoik,  M.  F.  Do^,  DiriBLagS,ItfnuB.aaS.Willa 
8.  HKkneT,  C.  H.  fiDUUia,  Btdjtmn  A.  JaAn,  ArtiiH  i. 
KeOt).  S.  M.  NieboUiHi,  Pndnik  S.  P«ek,  Fraak  N.  PIuIEiil 
Geo.  C.  Riillin,  Eaal  Q.  Pigps.  OamiB  L.  Omlm.  Wilfiui  M 
Wood,  B^mn  S.  Wstaon,  Baar  A.  CupoMn-. 

FIELD  MEN  AND  TEBRTTORY  COVERED:   C.  B.  Bokt 

PldlideliiUL  Pl,  nwul  lant  far  Pt^mxltmn  N.  J„  Md.  in 

Dri.;  Ftwk  B.  Daks,  BodieMr.  N.  Y-  qwu]  mmA  b(  N.  Y. 

i,nv    I  R.A.Oib(]n*,nMUl*pUf«unHniH.J.*Hli(nUisnN.T. 

'  JahD  D.  PoUoBk,  CUewD.  Ul..  for  tSSL^^UlTuiBu.  and  W.  Kr. 
14,400  :  f  ar  HocTiwj,  CliHanivL  UL,  lor  Nib.,  m.,  U.,  Ho- ud  Wb 
33.800  Q«D.  A.  Ciuo,  Cohdnliii^  O,  qMcW  (OBl  tor  0.,  wTv*.  and  E 
".MO  Ky.:J.p^,|o.BM»<oJa„«iaii««forVa^N.C.« 
12.2M  I  Toul;  afl(4oaWUIiiiia,WilnD,H.C..ipaaal  wnt  foe  a  C 
Gi.,  ud  Fla.  and  J.  R.  Cotin^  aKMat  nSluBt  "^ 
S,«n    I  onapuv  MMTMsb  CaLColo.,  (%>>..  IM.,  IJ.  C,  Fla..  G 

°~"    ■  IiKL,Ia.,^.,lA.,Ud7MH.,MiidL,  If-        

nTY.,  NX..  N.  D,,  Ohl,  0..  fa.,  R.  i.,  I 


4,S90    I  W.V::Wk.ud'B.'6. 


.-, G*,ID 

___,  Mo.,  N«b.,  N.  I 
B.  C,  Tonn..  Va„  WbIi 


RICHMOND  INSURANCE  COMPANY,  West  New  Brighton,  N.  Y. 

Frsidmt,  J.  F.  Bmtb;  BsntaiT,  D.  O.  Wakonaii.  Ortuund,  1838. 


1S2J1U 
iu|tl8 


1131 JM 

ss.24e 

S8,7S« 

CTJ8S 


W,1S8 
88,697 
01.118 

oi,aM 


tl»,7D6 
306,425 
107,84^ 
188,111 
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RICHMOND  INSURANCE  COMPANY, 


ins.  Ok.  31. 1914. 


MortMiIoui. . 

Bflttfauditocb. 

CaA 

ifeati'btluoeB . 
Intoeet 


S297.060 

148.340 

80.238 

48.715 

3.466 


LiABoniH,  Dsc. 
Lo6BeB  unpaid 

UUMUIIM  JpraDIB. . . . 

OtlMr  liabilities 

Total  liatnfitiei... 

Capital  paid  up 

Netsurphifl 


31. 1914. 

$27,137 

176.480 

4.000 

SS07.617 
200,000 
170,192 


TotaJ 


S577309       Total S577.809 


rodomitiBg  profit.  1646;  iaveftment  profit,  129.512. 

RISES  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
19.720413;  prcminins  thereon,  $322,556. 

BUSINESS  SINCE  ORGANIZATION:  FMrnhims  reeeived, 
SlittJIl;  losses  paid4643,249;  dividends  dedared.  cash,  $54,000. 

MORTGAGE  LOAMS:  There  are  72  leans,  ranging  from  $500 
toWjOOO,  sad  amoonting  to  $297,050.  which  wppear  to  be  axnply 
Kond  Igr  local  prapertiee.  There  was  $681  of  mterest  pastdoe 
OB  Deecmber  81.  last. 

BONDS  AND  STOCKS  OWNED: 
BoMBa. 

8jiteoria,l924,4i% 

Cy.N.Y,ep.stk..7.! 

Cj.N.T^caetk 

A.T.4a?:RJLCo.,gn. 

B.40.RJL,pi 7.T7. 

C3L40.HJt,fn 

J«iiSaBCD.AP:R.,gn 

SoLhcR^ev r 


Par 

Market 

Vahie. 

Value. 

$5,000 

$5,100 

5.000 

4,400 

25,000 

24.750 

lO/WO 

9.600 

5.000 

4.650 

5.000 

4,700 

5.000 

4,750 

10,000 

8,600 

West  New  Brighton,  N.  Y.— Continued. 

BoRM  AMD  Siocu  OwNKD.—CoiU.  Psr  Market 

Bo2n)e.~Coiit.  Value.  Vahie. 

Union  Pkc.  R.R.,  r $10,000  $9,500 

L.  A  N.  R.R.  Co..  A.  K.  A  C.  Div.,  gn. . .  5.000  4.500* 

P»c.Ga8AEl.,gn 10.000  8.600- 

Adirondack  EI.  ^w..  cp 5.000  4.600 

N.  Y.  4  Richmond  Gas 10.000  9.700 

No.  Psc  Ry.,  A 1^ 5.000  4.75fr 

Louisville  Gas  ft  EI 5.000  5.05(^ 

Mo.  A  Kan.  Tel.,  n 5.000  5.00O 

Paiet8d.T.L.AP 5,000  5.06a 

CfaieagoRyB 5,000  4,96^ 

N.Y7Tl..lgn 5,000  4.900 

Siocu. 

UnionPw.Ry 8.000  10.240 

Totals  (book  vahie.  $151.160) $153,090  $148,340 


MISCELLANEOUS:  The  company  was  formerly  the  Rich- 
mond Co.  Mutual  Iiwiinmce  Company.  It  was  rearguiaed  in 
January,  1907,  as  a  stock  company  with  a  paid-up  capital  of 
$200,00a 

DIRECTORS:  David  G.  Wakeman,  James  Feeitv,  Frank  W. 
Tompkins,  Wm.  L.  Flake.  George  M.  Matthhis,  J.  F.  Smith, 
John  A.  Snyder,  Benecfict  Parker.  D.  J.  Tysen.  Henry  W.Bath,. 
W.  J.  Davidson,  K  R.  Moody,  Wm.  £.  Hutchins,  John  E.  King, 
AMn  Conklin. 

FIELD  MEN  AND  TERRITORY  COVERED:  Cram  4 
Forstcr,  general  agenta,  95  William  St.,  New  York  City.  Com> 
pany  operates  in  uL,  Mass.,  N.  J.,  N.  Y.,  0  and  F^ 


RXKY  MOUNTAIN  FIRE  INSURANCE  COMPANY,  Great  Falls,  Mont. 

Ftaident,aeor(eLloyd;S«ctetaty,I<oP.MeHed.   OifuSMd,  1012. 


Tbi 

AsRta 

Unearned 
Preniinms 

Net 
Surphis 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

IXvidends 

Expenses 

Total  Ex- 
penditures 

-   Losses 

1114 

$120,526 

$15,918 
10,005 

$151,472 
150,838 

$13,291 
25,195 

$42,914 
51.208 

$3,373 

30 

$20,722 
15.884 

$24,096 
25.914 

$4.48» 

m 

429:791 

io.66w 

3a 

iiBRt.  Dac.  31, 1914.  Liabiutixb.  Dk.  31, 1914. 

^«tete $149,102    Loesesunpaid $1,115 

ffsf^Vttkam....       241.950    Unearned mems....        15.918 

Other  liabiHtieB....  2,021 


-Jusih'halanees.:.' 
IctngtaadrBnla... 


12370 

4^72 

12,332 


Total  liabilities...  $19,054 
Capital  paid  up....  250.000 
Netsnrphis 151.472 


$420,526       Total $420,526 


kas,  $0,775;  investment  profit,  $24,414. 

.HISESANDFBEMIUMS:    Fire  risks  in  force,  December  31. 
1^12.060:  pnBsnme  thereon,  $40,906. 

BUSDiESS  SDCGE  ORGANIZATION:  Prenunms  received. 
^M;  ham  paid.  $3,4D4;  dividends  decbied,  cash,  $10,000. 

SEAL  EETATB  OWNED:  Consists  of  fets  in  Great  Falls,  on 
?ueh  QOB^nir  has  ereetcd  a  3  story  home  office  buiMmg  costing 
}i3m2  vith  n^roivcnicnts  vahied  at  $13,050.  The  net  mcome 
vstiBstedat  $14,000. 


MORTGAGE  LOANS:  There  are  45  loans  amounting  to 
$241,960,  on  property  vahied  at  $609,068;  on  Dec.  31, 1914,  there^ 
was  $4,266  of  interest  past  due.  There  is  one  loan  of  $4,000  i& 
process  of  foseckmre.  The  aversge  interest  rate  is  slightly  over 
/percent. 

MISCELLANEOUS:  This  company  began  business  January 
6,  1913,  with  $250,000  capital  and  $90,000  surplus.  As  of  June, 
1914.  it  wss  voted  to  increase  the  capital  stock  to  $300,000.  selling 
at  $250  per  share.  314  shares  of  the  new  iasue  have  been,  sun-^ 
scribed  and  company  hdds  subscribers'  notes  besiing  8%  interest. 
TbBse  notes  are  not  carried  as  admitted  assets  ana  do  not  show 
on  the  statement. 

DIRECTORS:  George  Lknrd.  John  E.  Dawson.  E.  Broox 
Martin.  John  Lucas,  Leo  P.  McMeel,  Alfred  Mahnberg,  T.  J. 
Walsh,  W.  L.  HoOoway.  Psris  Gibson.  Owen  P.  McEhneel. 

FIELD  MEN  ANDTERRITORY COVERED:  John  E.  Daw- 
son,  special  agent.  Great  Falls,  Mont.  The  company  operates  in. 
Mont.  only. 


THE  ROSSIA  INSURANCE  COMPANY  OF  AMERICA,   Hartford,    Conn. 


TVi  eoBDiiaBy  was  incorporated  early  in  1915  by  interests  iden- 
«H  m&  the  Rossa  Ins.  Co.  of  Petrograd.  Its  incorporation 
fSfnaMtoi  a  fire  and  marine  reinenranoe  business  onuy,  with 
»  Bianm  caiiital  of  $250,000  and  power  to  increaee  same  to 


$2,500,000.    The  incorporators  are  William  B.  Clark,  George  B. 
Edwards,  Hubert  Cilfis,_JameB  Niohole,  J^.  L^Hewes,  Isaac  N. 

L. 


Idkman,  J.  B.  Branch.  Wm.  B.  EDiaon,  Chas.  W.  Gross,  Frederic- 
J.  Bunoe,  B.  N.  Carvalho  and  C.  F.  Sturfaahn. 


SAFEGUARD  FIRE  INSURANCE  COMPANY,  New  York,  N.  Y. 


/n^Sslnrd  Fire  Insnrance  Conmainr  is  being  ovnoised  by 
^.  UdMae,  Jr.,  managsr  of  the  London  and  Lancashire 
m  01  Uvspeol  and  othen  connected  with  that  company.  The 
Lmdui  4  Uaeadure  will  eonlzol  the  Safeguard,  which  is  to 
«nte  fire  ianraaoe.     The  diarter  of  the  former  Safeguard  In- 


surance Company  has  been  owned  by  the  London  and  Lancashire 
since  1879.  The  new  companv  has  a  capital  of  $200,000  and  a 
nuplus  of  $300,000.  On  April  9,  1915  the  Safeguard  received  a. 
license  from  the  New  York  insurance  d^artment. 
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ST.  PAUL  FIRE  AND  MARINE  INSURANCE  COMPANY, 

St.  Paul,  Minn.§ 

Prarident,  F.  R.  Bigdow;  Yioe-Pftrident,  J.  H.  Skmner;  Seontaiy.  A.  W.  Pttiy:  Amtaat  Seontarin,  H.  S.  Greea  and  J.  C. 

MoKown;  Auditor,  A.  E.  Krobs.    OrsMuied,  18tt. 


Unearned 

Net 

Net 

Total 

Loaaea 

Total  Ex- 

LoaM 

Year 

Aaeto 

PremhuDB 

Surplus 

Premiuma 

looome 

Paid 

Diridenda 

Expenaea 

peDditurea 

Ineunad 

1914 

110,244,022 

15,242,917 

13,153,709 

*|6.604,983 

17,024,473 

•*3,875,418 

1120,000 

$2367356 

$6382,873 

S3,»M,393 

1913 

9,473,163 

5,215,216 

3,073,450 

6,109,855 

6,512,716 

3,376389 

100,000 

2.137,631 

5,613.«2() 

3301.517 

1912 

8,777^14 

4396,773 

2,722.631 

5,973,181 

6349,776 

8391381 

100,000 

3.121372 

6318,153 

33463B 

1911 

7,970.977 

4.753.689 

2,177.716 

5,575.865 

6,880,565 

2,842378 

60,000 

3,004,891 

4,906,964 

2337,588 

1910 

7,035,234 

4,156.374 

1,917,242 

5,016,032 

5,298.379 

2,672.986 

60,000 

1,728.681 

4,461,667] 

2,669.753 

•  Inoludea  11,798.906  marina  premiuma  and  $959,755  marina  k)aaea. 


Aaam,  Dae.  31, 1914. 

RealeaUte $248396 

Mortga«e  loana 1,095,006 

Bondaandatoeka...  7,303,107 

CoUateral  Iomm.  . . .  200,000 

Caah 687,437 

Agents' balanoM....  651,574 

Interest 75,978 

Other  asaets 24,706 


LuBiunxs,  Dec.  31, 1914. 

Loaaea  unpMd $713383 

Unearned prema....    6,242,917 
Other  liabflitiea....       133,763 

TotalliabiUtiea...  $6,090,263 
Capital  paid  up....  1,000,000 
Netaurplui 3,153,760 


Total $10,286303 

8vL  dep.  over  liab . .        42,181 


Total  adm. 


$10344,022       Total $10,244,022 


Underwriting  profit,  $284,943;  intestment  profit,  $457358. 

RISES  AND  PREMIUMS:  Fin  riab  in  force,  December  31, 
$784,719,928;  premiuma  thereon,  $9,313,368;  marine  and  inland 
riaks  in  foroe,  $64,185368;  premiums  thereon,  $885,576. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$88,909346;  losBea  paid,  $61383.476;  dividends  declared,  caah, 
$2,436,694;  atoek,  $500,000. 

REAL  ESTATE  OWNED:  The  priaetpal  item  ia  the  eom- 

a  I  home  offioe  buiUinc  oor.6th  and  Washington  sta.,  St. 
completed  in  1909  and  oooupied  aolely  by  the  company. 
coat  and  ia  cairied  at  $215,167.    All  oi  the  remuning  reAl 
«8tate  ia  aold  on  contract. 

MORTGAGE  LOANS:  There  are  61  loona,  aggregating  $1,095,- 
406,  which  are  protected  by  propertiea  to  the  value  of  $4,609300; 
ihe  company  hoMing  $1,609,860  of  inauranoe  on  buildingi.  They 
are  prindpally  upon  dwelfinga  and  apartment  houses  in  St.  Pau. 
and  Minneapolis,  an  office  building  in  Sioux  Falla,  S.  D.,  and 
farm  propertiea  in  Minn.,  Wia.,  S.  D.  and  Neb.  The  largeat 
loans,  with  their  securities,  are:  $22,000,  atorea,  apartments,  etc., 
Sdby  ave.  and  Mackubin  at.,  valued  at  $46,000;  $35,000,  22> 
24  So.  10th  St,  St.  Paul,  valued  at  $46,400:  $63300,  apartment, 
18th  at.  and  Park  ave.,  Minneapolis,  valued  at  $87,000:  $80,000. 
storage  warehouse,  etc.,  4th  and  Lake  ata.,  Minneapoua,  vahied 
At  $220,000;  $30,000,  stores,  apartments,  etc.,  Sdby  ave.  and 
Mackubin  at.,  St.  Paul,  valued  at  $60,000;  $20,000,  mercantile 
bidg..  181-3  Jackaon  at..  St  Paul,  valued  at  $60,000;  $52,500, 
lota  1-5  William  aub-div.  lota  I  and  12,  block  82,  Minneapolis, 
and  Hoag'a  Addn.,  valued  at  $110,000;  $32,500,  Ashland  ave. 
and  No.  Oxford  at..  St  Paul,  valued  at  $82,500;  $25,000,  Ryan 
Hotel.  St  Paul,  valued  at  $785,000;  $20,000,  790-798  Grand  ave., 
St.  Paul,  valued  at  $35,000;  $400,000,  k)ts  4-12.  block  7.  St.  Paul, 

E-oper,  and  building  under  construction,  value,  $1,600,000;  $25,000, 
t  5,  v.  D.  Walah'a  rearrangement  valued  at  $60,000;  $45,000. 
712-28  So.  5th  and  420-22  8th  ave..  So..  Minneapolia,  valued  at 
$146,000;  $56,000,  theatre  and  office  building.  101-5  Washington 
sve..  No.,  Minneapolia,  valued  at  $185,000. 


COLLATERAL  LOANS  are  as  foUows: 
SicuRmM. 

DesPlaineeVaUeylLR 

Minn^.  St  P.  db  S.  Ste  M.  Ry« 

New  Orleana  Port  Comm 

Omaha,  Council  Bluffs  St  Ry 

Wis.  Ry.  Lt  4  Pow. : 

Twin  City  Tl 

Citiaons  Gas  k  Fuel,  Terre  Haute 

Northweatern  Elev.  Ry 

Twin  City  Rap.  Tran..  Minn 


Market 
Value. 

$23,750) 
45,000 
61,400 
24.250 
2.700 
2,895 
22,500 
31,500 
29,025 


> 


Amount 
Loaned. 

$100,000 


75,000 


25,000 


Totals  (par  value,  $246,000) $232,760      $200,000 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

Aberdeen,  S.  D..  ar..  1915,  4\% 

Aberdeen,  S.  D.,  Ind.,  se.,  1929,  4}%. 


Par 

Value. 

$2..5()0 
25.000 


Market 
Value. 

$2,500 
24,250 


BoifiM  aRD  Stocks  Ownio.— CoiU. 

BoiflM.-^«ll<. 


Aberdeen,  S.  D.,  sc,  1930,  Ah% 

AcUey.Ia..  Ind.  so..  1917.6% 

Ada  Co..  Ida.,  id.  k  bg..  1926-6 

Aitkin,  Minn.,  sc,  1931.  4% 

Alberta,  C4m.,  1923, 4^% 

Amarillo,  Tex.,  rd.  bg.  k  St.,  1960, 6%. . 

Andover,  S.  D.,  ac.  f.,  1921-6,  6% 

Baker  Cy.,  Ore,  wat,  1920, 5% 

Bird  laland,  Minn.,  It  k  wat..  1925.  6% 

Brainerd,  Minn.,  wat,  1925-9,  6% 

Brookinfli,  S.  D.,  wat,  1921, 6% 

Calgary.  Alta.,  ao.,  reg.,  1946-52,  4|%. . 
Canton,  S.  D..  wat  k  r.,  1923, 5%. .... 
Carter  Co.,  Okla.,  e.  h..  1927-8.  6%. . . . 

Caacade  Co.,  Mont,  ac.,  1929, 4% 

Caaeade  Co..  Mont,  ac.,  1932,  6% 

Cascade  Co^Mont,  jail,  1933, 6% 

Cheyenne,  Wyo.,  wat,  1938,  5% 

Chickaaha.  Okla.,  wat.  1926,  6% 

Chiekaaha,  Okla.,  r.,  1928. 6%, 

Chickaaha.  Okla.,  ac.,  1928,  5% 

Coal  Co.,  Okla..  bg..  1936.  5%, 

Custer  Co.,  Mont,  r..  1932,  5% 


1W5,  4J«., 
1937,41%. 


'%. 


Daviaon  Co.,  S.  D.,  r..  ^^. 
Davidson  Co.,  Tenn.,  Dg.. .. 

Dubuque,  la.,  ao.,  1916.  4%. 

Eugene,  Ore.,  wat,  1948,  5% 

Eugene,  Ore.,  r^  1916,  6% 

Eugene,  Ore.,  sr..  1943, 6% 

Everett  Waah.,  1931, 6% 

Fairmont  Minn.,  ar.  k  drg..  1926-6.  6% 

Fairmont  W.  Va..  ao.,  1942,  6% 

Faribault  Minn.,  r..  1916-e,  4% 

Florence.  S.  C,  ar.,  1950,  5% 

Fort  William.  Ont.  1940,  4^% 

Fort  Worth,  Tex.,  imp.,  1949,  ih% 

Fort  Worth,  Tex.,  ac.,  1949, 4|% 

Fulda,  Minn.,  ac..  1929,  5% 

Fulda.  Minn.,  pub.  hall  k  jul,  1915-7, 6% 

Gait  Ont,  ar..  1946,  4% 

Georgia,  St,  1920,  81% 

Glenooe,  Minn.,  wat,  1917,  6% 

Grand  Forke,  N.  D.,  f.,  1925,  4i% 

Granite  Co.,  Mont.  oo.  c.  h.,  1U32,  41% 

Grant  Co.,  N.  M.,  r.,  1932,  5% 

Great  Falb,  Mont,  wat,  1918,  5% 

Great  Falla,  Mont,  r..  w.  w.,  1933. 5%. . 

Greene  Co.,  Tenn.,  rd.,  1918.  5% 

Guthrie,  Okla.,  wat,  1931,U% 

Guthrie,  Okla.,  ar..  1931, 4i9 
HaUock,  Minn.,  sr.,  1926,  i^' 
Hamilton.  Ont,  ap..  1927,  4' 


Of 
/Q- 


Hamilton.  Ont,  wat,  1937,  4% 

HiU  Co..  Mont.  f..  1934,  5%, 

HiU  Co..  Mont,  ac,  1932.  5% 

Hubbard  Co.,  Minn.,  f.,  1920-4,  6%. . . 

Jefferson  Co.,  Waah.,  r.,  1916, 6|% 

Johnaton  Co.,  OUa.,  bg.,  1934,  5% 

Josephine  Co..  Ore.,  sc.  1930.  5% 

King  Co.,  Wash.,  f.,  1928,  6% 

Koochiching  Co.,  Minn.,  dit,  1918-19, 

4i% 

Lac  qui  Parle  Co.,  Minn.,  ac,  1917,  5% 

Lake  Co.,  Colo.,  r.,  1921,  4% 

La  Moure  Co.,  N.  D.,  c  h.  k  j.,  1928, 4|% 
Laneaboro,  Minn.,  el.  1.  k  p.,  1915-6. 5% 

Langdon,  N.  D.,  f.  k  r.,  1925,  5% 

LaaVena,  N.  M.,  r.,  1937,  5% 

Latah  Co..  Ida.,  ac,  1932.  5%. 


Laurena  Co.,  S.  C^  bg..  1936.  4i%^ .... 
Lawrence  Co.,  S.  D.,  c  h.,  1926, 5%. . . . 


Par 
Value. 

$15,000 
11.000 
28.000 
18,000 
60,000 
26,000 
10,000 
18,000 

7,000 
26,000 
85.000 
20.000 

6.000 
25,000 
25.000 
60.000 
60.000 
26.000 
17.000 

8,000 
26,000 
35,000 
60,000 
10.000 
25,000 
20,000 
36.000 
36.000 
26.000 
60,000 
27,400 
25.000 
10.000 
10,000 
10,000 
60.000 
10,000 
16,000 

3.000 
61.000 
10.000 

8,000 

9.000 
60.000 
10,000 

5.000 
50,000 
26,000 
20,000 

3,000 
10.000 
35.000 
16.000 
60,000 
20,000 
11,000 
28.000 
60,000 
25,000 
25,000 

30,000 

8.000 

2.000 

32.000 

2.000 

10.000 

24346 

10,000 

10.000 

24.600 


Maiket 

Vabie. 

114,521 
11.000 
29.745 
16,380 
48,000 
SS.417 

9,930 
13,078 

7.000 
25.714 
32.406 


6.<»0 
2S300 
23.175 
51,405 
52.475 
25.000 
17,000 
8.000 
25.000 
35,000 
51335 
9350 
24.312 
19,775 
25,407 
25.000 
25375 
50.000 
27,9W 
25341 

9.933 
10375 

8,350 
50.000 

9339 
16.1(>1 

3,000 
30.652 

9,687 

8,150 

8.744 
48355 
10335 

5,048 
51.840 
25.000 
20.000 

3,000 

9.562 
81,150 
12,750 
52,080 
20,372 
11,178 
28,134 
50.620 
25.000 
25,850 

29.671 

aooo 

1.903 
31.10b 

2.000 
lO.OW 

24346 
10.000 

9,730 
24.500 


I  Tranaaota  both  fire  and  marine  buaineas. 
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ST.  PAUL  FIRE  AND  MARINE  INSURANCE  COMPANY,  St.  Paul,  Minn— Con/. 


Bam  tn  Siocu  Owhbd.— Cont. 
Bqsn.-Coii<. 

LMraeeCo,S.D,r.,l«27.5% 

lewte,MoBt,TOL.  1926^5% 

If^,MbBt,«..1982,5% 

febCa,  Waiue.  h.i  j^  1«26. 44% 
lapofa  Co.,  Ida.,  buy  dist..  1 W3-32 ,6% 

Iirap*0B,Moirt,f.,l«32.5% 

IaAa|db,0d,ic.l»16.44% 

I^pj.«Bm..l859.5% 

MianaD,oLlt,i«29.44% 

u!^T^  Ifimu  1917.  5% 

5{«wi>^  N  D..  ^,  1931,  5j% 

M««*^  Caa,  di«,  1987.  4% 

M*id;&D.,wrt.,lW4.5^c 

i&&?>"^  ^^  ^^'  **^« 
S5<d»  Co^MobL,  r.,  1916,  6% 


VC' 


J«J»  ^'  •'*•  ^7  0-  ^  1«5.  4J%. . . . 
UvkUmA  (V  MOTt,  r^  1932,  6%. . . 

2S?'-Hl?»t.,1959,5% 

55  Co.,  Mont,  r,  1933.  5% 

Pn  BipidB.  MhuL,  b.  A  w.,  1929.  44% 

™fi5^*«m»-.  f-  1W4. 44% 

5MW«B,Qre.,lewe4  8t.,  1938.5%.. 
gfam^  Oe.,  vat.  wka.,  1913.  5%. . . 
5^WiUL,TflLh.&j.,1920.«%.. 
J^lfim..v»t^l920.5% 

2«*wJ  Pafli,  MiuL,  r..  1918,  5%. . . . 

«*2«1,  V^.Wf..  1923^,  4% 

J^  CiL  Bc.  1915-16,  5% 

H^^gLTdrg..  1915-15. 5%. . . . 

2^  wah,, ».,  1927. 44% 

2^  Tet,  St.  4  le.,  1933-42,  5%. . 
»J^  Co.,  Moot.,  tt.,  1922,  4%. . . 

^JS'f-S-'»*'*«23.5% 

5EI"JK %.D-  '••  *«27.  5% 

2*»  Co,  Tam^  rd..  1928-38, 5%. . . . 
Tgy^Mort.  K,  1933,  5% 

grfBjwPUk  Jfinn..  w.  w.,  1925. 5% 

tJSS'  ^  J*-  ?°P-  1915,  S4%.  . 
}2«to,  C<  h».  inp.,  Ng.,  1922.  4% 

4ncy,lfiuL,r,  1921.5% 

I"?!**  Ma.,  lad.  ae.,  1982.  6%. . . . 

T^FaBi  Co,  Ida.,  Ind.  ac.  1980,  5% 


8^  *O.J^,liiL.  1925.34% 


ofir™%-V>«^"^l*^  44%.... 
^*  £  a  R.  R..  gn.  CB.  A 1.  m..  1937, 

c&Vl^^»H?^^^^»*2;*%:; 

r%8*Q^it.M21.4% 

r  M  aI^^-  ^JSh  1W9, 44%. . . . 
1.  it  *  St.  P.  5y,  Ol  P,  1921.5%. . 

^Bj.  la,  1981, 5% :.:... 

I».C«tSy,ia^l9j8^f% 


Pir 
Value. 

$15,000 
15.000 
50.000 
15,000 
40.000 
25,000 
19,000 
25.000 
14.000 
10.000 
50.000 
60.000 

5.000 
23.000 
25.000 
20.000 
20.000 
31,000 
50,000 
50,000 
25,000 
50,000 
25,000 
25,000 
25,000 
25,000 
62,000 
13.000 

6,000 

8.000 
25.000 
33,000 
10,000 

5,000 
50,000 
25,000 
18,000 

6,000 
25.000 
25,000 

8,000 
25,000 
25,000 
25,000 
50.000 
50,000 

6,000 
50,000 
51.500 
25.000 
25.000 
25.000 
12.000 
25.000 
50,000 
100,000 
20,000 
45,000 
25.000 
25,000 
18,000 

5,000 
25.000 
17.000 
60.000 
50.000 
50.000 
50.000 
50.000 
50,000 
50.000 

50.000 
25.000 
60.000 
50.000 
60.000 
75.000 
60.000 
26.000 
100,000 
60.000 
50,000 

bdjm 

60.000 
20,000 
50.000 
16.000 
10.000 


Market 

Value. 

116.000 
15.033 
50.475 
14,668 
43.285 
25,295 
18.954 
26.570 
13.660 
10.060 
53.635 
62.050 

2.500 
23,000 
25,776 
20,286 
20.060 
30.364 
50330 
62.040 
25.730 
60.665 
25.317 
24.118 
25.000 
26.517 
64,167 
12,537 

6.815 

7.79 
26,357 
33,590 
10,074 

6,087 
47,485 
24,290 
18.271 

6,030 
26,062 
23,593 

8,000 
93,672 
25,000 
27.335 
48,855 
51,032 

5,734 
49.365 
52.210 
25.457 
26,000 
25.462 
12.174 
26.300 
48,445 
92,760 
20,166 
45,000 
25,113 
25,000 
18,197 

4345 
25.600 
17.000 
60.530 
43,600 
46.750 
48.938 
43.000 
50,750 
44.250 

38.000 
19.000 
39,500 
47.437 
48.875 
64,600 
48,000 
25,875 
96.750 
83376 
60,260 
46350 
40350 
18.900 
44350 
16.000 
8300 


Bonds  aicd  Stocks  Owhsd.— Cmi<. 
BoHDe.— Cont 

Lookr.  4  Naah.  R.  R.,  miL.  1940,  4%. . 
Metro.  Si  Ry^  K.  C,  oa.  m.,  1913,  5% 

Mid.  Vail.  R.  R..  1  m.,  1943,  5% 

Mil.  El.  Ry.  A  Lt..  r.  A  extn..  1931,  44% 
Minn.,  Lyn.  A  M.  Ry.,  1  os.  m.,  1919, 5% 
M.,  St.  P.  ft  a  &  M.  Ry.,  eq.  tr.,  1923, 5% 
M.,  St  P.  A  8.  8.  M.  Ry.,  C.  Tm,  Ry., 

lni„«.f.,  1941,  4<^ 

M..  St.  P.  A  S.  S.  M.  Ry.,  eq.  n.;  1918-20, 

44% 

M.,  St  P.  A  a  S.  M.  Ry.,  1  m.,  1938, 4% 
M.,  St  P.  A  S.  8.  M.  Ry.,  eq.  n.,  1918-20, 

44% 

Miim.  St  Ry.  A  St  P.  Cy.  Ry.,  oa.  m.. 

1928,5% 

Miim.  Trnfr  Ry.,  1  m.,  1916,  4% 

M..  K.  A  £.  Ry..  1  m.,  1942,  5% 

M.,  K.  A  0.  Ry.,  1  m.,  1942,  5% 

M..  K.  A  T.  Ry.,  St.  L.,  1  m.,  2001.  4% 

Mo.  Pac.  Ry..  col.  tr.,  1917,  5% 

Mo.  Pac.  Ry.,  ei.  1  m.,  1920,  6% 

Montreal  Twya.,  1  A  r.  m.,  1041,  5%. . . 

New  Orleans  Tkn..  1  m..  1963,  4% 

N.  Y.  St  Rys.,  to.  1  ce.  m.,  1962,  44%. . 
N.  Y.,  W.  A  B.  Ry.,  1  m.,  1946,  44%. . . 

Nor.  So.  R.  R..  1  r.  m.,  1961,  5% 

No.  Pac.  Ry.,  pr.  In.  ry.  A 1.  g.,  1997, 4% 

No.  Pkc.  ^.,  gn.  In.,  rag.,  2047,  3% 

No.  Tex.  Tc..  1  at,  19^.  5% 

Ore.  El  Ry.,  1  m.,  1933,  5% 

Pa.  gn.  fgt  eq.  tr.  efcTs^  1919,  4% 

Pere  Marq.  R.  R.,  L.  E.  A  D.  It,  1  m., 

1932.44%. 

So.  Pao.  R.  K.,  1  r.  m..  1965,  4% 

Sp.  A  In.  E^  R.  R.,  1  m.  A  r..  1926, 6% 
St.  J..  M.  Ry..  U..  Ht  A  Bow..  1  m.. 

1987.5% 

St  L..  I.  M.  A  S  Ry..  R.  A  G.,  1933, 4% 
St  L.,  P.  A  Nwn.  Ry..  1  m..  1948.  5%. . 

St.  P.  Cy.  Ry.,  cs.  m..  1937,  5% 

Te.  He^  Ind.  A  E.  To.,  1  A  r..  1946.  5% 

Union  Pacific  Ry.,  1  m.,  1947,  4% 

Butte  El.  A  Pow.,  1  m.,  1961,  5% 

Cal.  Gas  A  El.,  u.  A  r..  1937,  5% 

Chicago  T1.,  1  m.,  1923,  5% 

Cleve.  El.  lUm.,  1  m..  1939,  5% 

Commonwealth  EI..  1  m..  1943.  5% 

Detroit  Ed.  D..  1  m..  1933.  5% 

Detroit  Cy.  Gas.,  gn.  m.,  1923,  5%. . . . 
Grand  Rap.  Ed.,  1  m..  s.  f..  1916,  5%. . 
Laclede  Gas  Lt.  St  L..  1  m.,  1919, 5%. . 
Laclede  Gas  Lt,  St.  L.,  r.  A  e.,  1934,  5% 
Madison  Rir.  Pow.,  1  m.,  1935,  5%. . . . 

Minn.  Qaa  Lt.  1  n.  W.,  1930.  6% 

N.  Y.  Tl.,  8.  f..  1W9.  44% 

Omaha  El.  Lt  A  POw.,  1  m..  1933, 6%. . 

Pac.  Coast  Pow.,  1  m.,  1940,  5% 

Pkc.  Gas  A  El.,  gn.  A  r.  m.,  1942,  5%. . 
Fartlaod  G.  A  0. 1  A  r.  W..  1940,  6%. . 
Portland,  Ore..  On.  El.,  1  m..  1936,  5% 

St.  PiMil  Gas  Lt,  1  m.,  1915.  6% 

St  Fftul  Gas  Lt.  es.  eztn..  1918.  6%. . . 

St  Paul  Gis  Lt.  gn.  m.,  1944.  5% 

Seattle  El.,  es.  A  r.  m..  1929.  5% 

So.  CaL  Ed.,  gn.  m..  1939.  5% 

So.  Wis.  Ptow..  1  m.,  1938.  5% 

Union  El.  Lt  A  P..  St  L..  1  m..  1932. 5% 
Union  El.  L.  A  P.,  St  L.,  r.  A  e..  1933, 5% 

Utah  Pow.  A  Lt,  1  m.,  1944, 5% 

Waah.  Wat  Pow.,  1  r..  1939,  67o 

Stocks. 


Pkr 

Value. 

826,000 
50,000 
60,000 
25,000 
60.000 
60,000 


50,000 
50,000 


Great  No.  Ry.,  p 

Great  No.  Iron  Ore  Fro. 


No.  Pac.  Rf. 

No.  Securities 

Twin  City  Rapid  TVan 

Merchants*  Nat  Bk.,  St  Paul. 

Gn.  Adj.  Bur.,  N.  Y 

Underwriters'  Saly.,  Chicago. . . 

So.  Adj.  Bur.,  Atlanta,  Ga 

Western  Adj.  A  Insp.,  Chicago. 


60,000 
30.000 
28.000 
60.000 
25.000 
60.000 
60.000 
100.000 
50.000 
50.000 
40.000 
50.000 
100,000 
100.000 
25,000 
30,000 
50,000 

160,000 
50,000 
40.000 

25.000 
60.000 
50.000 
25,000 
26,000 
12.000 
50,000 
26,000 
60,000 
60,000 
50,000 
50,000 
26,000 
26,000 
60,000 
26.000 
50,000 
25,000 
25,000 
60,000 
26,000 
50.000 
25.000 
25.000 
20.000 
31,000 
30.000 
25,000 
25.000 
25.000 
25,000 
25.000 
40.000 
60.000 


60,000 
30.000 
60.000 

800 
50.000 
35,000 

100 
1,000 

100 

100 


Market 
Value. 

122,875 
46,000 
43.000 
22.375 
50.125 
50,360 


100.000  92.000 


49345 
45.000 


30,000         2935^ 


50,370 

29,856 

26320 

46,870 

16305 

45,750 

50360 

95300 

38.500 

42350 

27300 

42.500 

89,500 

62,000 

24.500 

28,950 

48,500 

121.600 
42,250 
36300 

24,187 
33375 
51350 
25,375 
23,750 
11,400 
48.000 
22.875 
49,750 
49,750 
49,625 
50,250 
24,625 
25,000 
50,000 
24,375 
47,500 
24,000 
28,625 
65,200 
23.750 
43.000 
23.500 
25.000 
20.100 
31.620 
28,200 
23,625 
22,875 
22,750 
24,625 
22,500 
35,800 
50,500 


67,800 

8,100 

59,925 

800 
48.375 
87300 

100 
1.000 

100 

200 


Totals  (book  value,  $7,607,797) $7,504,346  *$7.171,072 


*  Securities  as  per  company's  valuations;  the  item  in  assets  is 
based  on  insurance  departooent  valuations. 
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ST.  PAUL  FIRE  AND  MARINE  INSURANCE  COMPANY,  St.  Paul,  Minn.— Coni. 


MISCELLANEOUS:  In  1871  noeiTed  far  oalta  on  eapitel. 
$130,000.  Capital  inonMed  in  1882  from  9400.000  to  SSOO^. 
and  in  1014  Inm  S500.000  to  $1,000,000  bv  stock  diyidBuL 
ComiMny  operatei  under  lewiwe  fixnd  law  of  Kfinnesota,  having 
depotitea  a  speoial  reserre  fund  of  $250,000.  Conflagration  loaMs: 
Chicago.  1871,  $140,000;  Boston,  1873.  $76,000;  Baltimora,  1904, 
$172,004;  San  F^andsoo.  1900,  $1,233,357.  Values  of  ipwial 
depants:  Can.,  $270,490;  Ga.,  $8,800;  N.  M.,  $10,200;  Va., 
$23350;  Mex.,  $2,214. 

DIRECTORS:  C.  H.  Bigebw.  Jr.,  F.  R.  Bigelow,  Kenneth 
Clark,  H.  S.  Cole.  W.  B.  Dean,  H.  T.  Drake,  F.  A.  Fon,  J.  W. 
Lusk,  C.  P.  Noyes,  A.  W.  Peny,  C.  W.  Sexton.  J.  H.  SBnner,  V. 
M.  Watkins. 

HELD  MEN  AND  TERRITORY  COVERED:  General 
agents:  Chiistensen  &  Goodwin.  San  Francisco,  Cal.,  managen 
for  Padfio  department:  E.  J.  Richardson  k  Sons,  Baltimore.  Md., 
for  Md.  and  Del;  O^rion-RttsseD  k  Co.,  Boston,  Mass.,  for 
Conn..  Me.,  N.  H..  Mass.  and  R.  I.;  F.  Merges  k  Co..  New  York 
City,  for  central  and  southern  N.  Y.  and  nT,  and  all  of  N.  J.; 
CrmTcos  k  Cage,  Houston.  Tex.,  for  Tex.  and  La.;  speoial  agents: 
for  Cravens  and  Cage,  J.  L.  De  Treville,  Houston,  Tex.,  for  La.; 
Dallas  Smith,  Brownwood,  Tex.,  for  central  west  Tex.;  J.  C. 
Roberts,  Athene  Tex.,  for  central  east  Tex.;  John  Burke.  Dallas, 
Tex.,  adjuster  for  Tex.;  Glenn  T.  Hemdon,  Dallas,  for  north- 
eist  Tex.;  E.  J.  McCuUough.  Fort  Worth,  for  northwest  Tex.; 
B.  A.  Greisenbeck,  San  Antonio,  for  southwest  Tex.;  N.  B.  Reed, 
Houston.  Tex.,  for  Tex.  gulf  coast:  Qninlan  Adams.  Houston, 
Tex.  for  southeast  Tex.,  and  Claiendon  loos.  Children,  Tex.,  for 
Tex.  farm  department.  ^?eeial  jurisdietion  of  home  office:  Ala.. 
Ark.,  Colo.,  D.  C,  Fia.,  Ga..  lU..  Ind.,  la.,  Kan..  Ky..  Mich., 
Minn.,  Mjsb.,  Mo^  Neb..  N.  M..  N.  Y.  (W.  of  No.  Cen.  R.  R.), 
N.  C,  N.  D.,  0.,  Okja^  ftu,  (W.  of  No.  Cen.  R.  R),  S.  C,  S.  D., 
Tenn..  Va.,  W.  Va.,  Wis.  and  Wyo.:  also  Ont»  Que..  Alta.,  Sask. 
and  Man.  provinces,  Canada.  A.  M.  Jack  k  Son.  gnaral  agents. 
Halifax.  Fh)vinoe  of  N.  S.  and  Fdnoe  Edward's  Island.    Specia  1 


ruts:  R.  A.  Oveipeck,  D.  D.  Daly  and  C.  D.  Hayes  for  Mm 
J.  Sonnen  and  J.  M.  Allen,  ChicMO,  DL,  for  DL;  J.  &  Bmief 
Eansie  City.  Mo.,  for  Mo.;  C.  L.  MootBomery.  Ottumva,  la., 
for  southern  la.;  E.M.McKinney,  Des  Moines,Ia.,  tor  northera  U, 
B.  E.  Morsau,  Denver,  Colo.,  for  Cok).,  Wyo.  and  N.  M^W.  C. 
I^le,  Omaha.  Neb.  for  Neb.;  Van  Andale  k  OUbome.  Wiehits. 
Kan.,  for  Okla.  and  Kan.;  J.  W.  Cunnindiam,  Birmingham.  Ak, 
for  Aia.,  Fla.  and  Ga.;  H.  A.  Sampson,  ffid^ond,  Va..  for  N.  C^ 
&  C,  Va.  and  D.  C:    A.  C.  Brunswold  and  A.  N.  Ooonr. 
F^igo,  N.  D.,  for  N.  D.;  A.  F.  Milligsn.  W.  E.  BfiW  A  E 
Speny  and  F.  H.  Stneter,  Aberdee^.  D~  for  S.  D.:  John  Mo- 
Choe,  St.  Ful,  Minn.,  for  part  of  Wis.  and  part  of  Minn.;  D.  0. 
Stine,  Reedsburg,  Wis.,  for  part  of  Wis.;  C.  A.  Kellx,  Torre  Hairte. 
Ind.,  for  Mich,  and  Ind.;  A.  I.  Maepherson.  Louisville,  Kjr.,  for 
Ky.  and  Tenn.;  W.  F.  Carroll,  Vicksbuig,  MiiB.,  for  Miss.  u^Aric: 
Ralph  Taykr,  Cohimbos,  0.,  for  0.  and  W.  Va.;  Chas.  H.  Knocbe, 
FHtsborg,  Pa.,  speoial  agent  for  part  of  Pa.  and  N.  Y.;  Botler. 
Byer  Bros,  k  Oodere,  Saikatooo.  Sask.,  speoial  agents  for  AlberU 
and  Saskatchewan;  O.  A.  Shemtt,  Toronto,  Ont.,  epeeiai  agent 
for  Ont  and  Que.;  R.  DeLapp,  San  Fraocioo,  Cal.,  special  annt 
for  Cal.;  George  T.  Gray.  San  Franasoo,  CaL,  for  coast  and  bay 
counties,  CaL,and  Sacramento  Valley:  Carl  A.  Truitt,  Stocktoo. 
Cal..  for  San  Joaquin  Vallegr,  Cal.  and  Nov.:  R.  N.  Loiiob,  Jr. 
and  E.  B.  Flack,  Los  Angdei,  CaL,  for  sootlMra  CaL  and  Aru.: 
W.  F.  Zwick.  Seattle,  Wash.,  for  west  Wash,  and  weet  B.  C.; 
W.  A.  Frasier,  &K>kane,  Wash.,  for  eastern  Wash.,  nortiiern  Ida. 
and  eastern  B.  C.:  John  B.  Fntaofai,  Helena,  Mont,  for  Mont.; 
L.  L.  Dibble,  Boise,  Ida.,  for  southern  Ida.  and  Utah;  Fnd. 
Tebben,  Portland,  Ore.,  for  Ore.;  speoial  aesnta  for  Chrateuoa 
and  Goodwin's  tenitoiy.    G.  L.  Enhells,  Newark,  N.  J..  C..A. 
Byerson,  Patoaon.  N.  J.,  and  Lewis  H.  Spier,  New  York  Cut. 
for  F.  Mergv  ITCo.'s  territoiy.    Walter  C.  Raoth.  New  Ycrk 
City  for  the  antomobile  fidd.    Walter  T.  Jordan  and  Thomas  E. 
GUvin,  speoial  agents  for  Boston,  Mass.,  eovering  the  terntorr 
for  OBrion,  Russell  &  Co.     The  oompany  operates  in  all  tbe 
States  except  Vt 


SAVANNAH  FIRE  INSURANCE  COMPANY,  Savannah,  Ga. 

Ftasident  Mills  B.  Lane;  Secretary,  W.  F.  Train.     Organised,  1911. 


YlAB 


$177,785 
168.816 
167,213 
150.023 


Unearned 
Premiums 


$13,717 

12,066 

8,022 

1.306 


Net 

Suiphia 


$64,060 
64,000 
47,501 
40.256 


Net 
Praniums 


$11,331 

14,403 

11,4M 

2.111 


Total 
Income 


$16,610 

22,073 

12.537 

3.500 


Fkki 


$3,700 

4,780 

801 


Divkiends 


Total  Ex-  j     _  

peodituroi  >   Incurred 


$4,380 
5,531 
5.626 
2,586 


$8,170^ 

10,320^ 

6,4271 

2.586 


ABsm.  Die.  31. 1014. 


Real  estate 

Bonds  and  sto^., 
Collateral  kians... 
Cash 

AgentB*  balances... 
Interest  and  rents., 
County  notea 


Total 


$120,000 

1,000 

800 

10.465 

7,228 

1,202 

28,000 


Ia&bilriu,  Dk.  31. 1014. 
Unearned  prems ....       $13,717 


Total  liabilitieB. 
Capital  paui  up. . 
Net  surplus 


$13,717 

100.000 

64,068 


$177,785       Total $177,785 


RISES  AND  PREMIUMS:  Fire  risks  fai  force.  December  31. 
$1,864,110;  premhims  thereon.  $23,857. 

BUSINESS  SINCE  ORGANIZATION:  Premmms  received. 
t80;i80;  loases  paid.  $5,887. 

REAL  ESTATE  OWNED:  The  company  owns  its  home 
office,  a  5-fitory,  fire  proof  construction  ^ee  bniMing,  valued  at 
$120,000.  The  rents  received  during  the  past  year  were  $8,348, 
and  the  expenses  were  $4,057. 


COLLATERAL  LOANS:  There  is  one  loan  of  $800  on  Savannah 
Bank  k  Trust  Co.  stock,  the  market  value  of  which  is  $800. 


BONDS  OWNED: 

BONPA. 


Savannah  aty,  1050,  «i%. 
UbertyCo.,n.,1015,8%.. 
Emanuel  Co.,  n.,  1015, 8%. 
LanreM  Co.,  n.,  1015, 8%. . 
LaursM  Co.,  a^  1015, 8%. 


Par 

Value. 

$1,000 
6,000 
8,000 

!0,000 
5,000 


BIsHost 

Vakis. 

5,000 

8,000 

10.000 

5J0Q0 


Totab. 


$20,000        $».0S1 


DIRECTORS:  R.  S.  Cope,  Gordon  L.  Groover,  John  H.  Him- 
ter.  Milk  B.  Lane.  B.  H.  Levy.  H.  S.  Meinhard,  Joe  D.  Myer^  M. 
J.  OXeary.  JohnF.  Pwtaenjt.  L.  Richmond,  H.  P.  Smart,  W.  F. 
Train,  B.  H.  Wright,  AlbertWyUy. 

TERRITORY  COVERED:  The  oompany  operatos  ia  Oa.  only. 


SEABOARD  FIRE  INSURANCE  COMPANY,  Atlantic  City,  N.  J. 

President,  Theo.  J.  Lapres;  Secretary  and  General  Manager,  James  B.  Springer.    Reoiganiaed,  1010. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Ijom^ 

YlAR 

AswtB       Premiums 

Surplus 

Praniums 

Income 

Pkid 

Dividends 

Expeoaes 

penditures 

Inenrrsd 

1014 

$66,070 

$4,332 

$11,210 

$6,036 

$0,523 

$8,707 

$3,000 

$2,410          $8,126 

$S.7W 

1013 

65,602 

4.313 

0,844 

6.133 

0301 

2,001 

3.000 

2387 

7.678 

2,001 

1012 

63,762 

4.480 

7,784 

6.553 

0,710 

1,224 

8,000 

2.681 

6.845 

1.224 

1011 

60308 

4J16 

5,160 

6,402 

0,440 

2,180 

1300 

2332 

6331 

2.18S 

1010 

56,4251            8.500 

2.564 

5372 

7.801 

271 

1,400 

2,m 

4370 

271 
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SEABOARD  FIRE  INSURANCE  COMPANY,  Atlantic  City,  N.  J.—CotUinued, 


Mortmeloui.....  149.750 

Boodiudfteeb,..  6^200 

CaA 8»091 

imti'bdioM....  U02 

latemtiadnnti...  827 


LE^BiLRna,  Die.  31^  1014. 

UnflHiMd  imBM. . . .        14,332 
Pwp.  dei».  nd 419 


Total  IttbiUties. 
Oapitelpatdup... 
Netsurpiu 


14.751 
50,000 
11,219 


T^ 


$66,970       Total $65,970 


RISKS  AND  PREMIUMS:    Fire  riaka  in  f one,  December  31, 
tSS3.425;  prammaa  thnean.  $8,614. 

BUSLVEK  SINCE  ORGANIZATION:    Ptcmiuma  leceiTed, 
tra^:  faM  paid,  $8,700;  divideDdi  dedaced,  eaah,  $11,900. 

MOBTGAQE  LOANS:  There  are  10  loaoa  aggrecatiog  $49,750. 
ttd  tre  ail  fint  lieaa  on  improved  real  eatate  Tanied  at  nearly 


twioe  the  mortcBfed  amount.    No  intereet  overdue  Deeember  31, 


BONDS  AND  STOCKS  OWNED: 

BOMDS. 


VeDtaorC3r..N.J. 
Cy.Sq.Land 


Par 

Value. 

$4,200 
2,000 


Market 
Value 

$4,200 
2,000 


Totafa. 


$6,200 


$6,200 


MISCELLANEOUS:  This  oompaoj  vaa  inootporated  as  a 
mutual  ooibpaiiy  in  Augot.  1907.  It  was  reocsaniaed  aaa  itook 
oompany.  mruaiy  23,  1910,  with  a  oa^tal  of  $50,000.  The 
oompanyiafioensedoalyinN.  J.and  appoiitts  no  agents. 

DIRECTORS:  Theo.  J.  Lapres,  James  B.  Springer,, Edward 
W.  Hunt.  William  F.  Shaw,  Walter  T.  Reed,  Job  Mathis,  J.  Moms 
Reeves,  Harvey  S.  Justioe.  Benj.  E.  Harris.  WUbur  S.  Dickeson. 


SECURITY  INSURANCE  COMPANY,  Cincinnati,  O. 

Ptaident.  F^tank  A  Rothier;  Secretary.  Adam  Benus;  Assistant  Secretary.  F.  C.  Barton.    Organised.  1881. 


Unearoed 

Net 

Net 

Total 

Losses 

Total  Ez-  1 

Losses 

Yus 

Assets 

Pkeaunma 

Surplus 

Premiums 

Income 

Paki 

Dividends 

penditures  . 

Ineurred 

nu 

1373,630 

$123,478 

$86,054 

$110,429 

$125,708 

634.131 

$9,000 

$53,033 

$06,164; 

$35,143 

19U 

U9,636 

113,806 

75.358 

101.726 

116.333 

44,607 

9,000 

47,815 

101,422 

45,183 

mi 

3S0.77D         111.806 

80379 

96.319 

110.812 

41,065 

9,000 

47,219 

97,284, 

37,410 

1111 

356,804 

111,551 

83,377 

96.622 

110.817 

54.303 

9,000 

47.258 

110,561 

48.303 

uu 

360,960 

119.902 

74.386 

112.076 

138.616 

65.240 

9,000 

66.79^ 

140.032 

65,668 

Ana,  Dk.  31. 1914. 

BoBihiBdihxkB...  $387,724 

^ 16.910 

Unii' balnea....  17.264 

iBletstaodKnts..  732 


LuLBiuniB,  Dm.  31, 1914. 
losses  unpaid $6,702 


Unearned  prems . . 
Other  liabmties.. 

Total  liabifities. 
Capital  paid  up. . 
Net  surplus. 


Wm  *-•  «  •   •  I 


123.478 
6.396 

$136,576 

150,000 

86,054 


Totil 


$372,630       Total $372,630 


BI3S3  AND  PREMIUMS:    Fhe  risks  m  fbroe.  Deoembw  31, 
IH,ni.280;  preminnM  thereon.  $235,980. 

KSSESB  SINCE  ORGANIZATION:    Ptammu  ceoeived, 
g^9;  ksBSB  paid.  $1,653,767;  dividends  declared,    cash, 

B0SD8  AND  fiTTOCKS  OWNED: 

BONDft. 

JfcAlrt».  qUa^  wat.  *  ST.,  1983, 5%.. 

fa<»o.N.iL.w«t,igi7.5% 

^BQ.OIch.,«Bt.wka.,  1927.5% 

Ji!^'^acdla.,1922.6% 

gnifaal0^sr.,l»36,6% 

ftrtsta.  N.  M..  vraL  wki.,  1939. 6%. . . 

2aaat,0Ua.,watwka..l927,5% 

J^Bopa  (K,Aria.,  SSL  &..  1981, 6%. . 
Me&lartcr,Okla.,ee.,  1937,5% 


C.ll.a4T.P.R.R.,eoBD... 
Col4XeMaR.R  . 

g|.TfltWsidiouee.ip 

^ftSsbartwi 

<>«dnd4P&ttabiir8hR.R. 


Par 

Market 

Value. 

Value. 

$5,000 

$5,560 

11,000 

11,110 

1.000 

1,060 

5,000 

5,512 

1,000 

1,148 

2.000 

2,278 

2,000 

2,141 

5.000 

5.437 

3.000 

3.255 

5,000 

18,000 

2.750 

5.610 

4,400 

1.760 

23.450 

47.486 

800 

1.296 

Bonds  amd  Srocu  Owmsd.-- Coa(. 
Stocks.— Coat. 

Farm.  A  Ship.  Lesf  Tob.  Warehouse,  1  p.. 

Cincinnati  Qaa  A  EL 

Cit.Nat.Bk 

Flftb-Third  Nat  Bk 

German  Natmnal  Bank 

Grand  Hotel 

Scioto  Val. To..  Ip 

Cinonnati  Inter-TenBinal  R.  R.,  1  p  . . . 

First  National  Bk 

Eureka  F.  A  M.  Ins 

Fourth  National  Bank 

Cin.,  Newport  A  Covington  Lt.  A  Tc, 

com 

Cin.^  D.  AT0I.T0 

National  Bank  of  Commerce 

Second  National  Bank 

(^n..  Newport  A  Cov.  Lt.  A  Tc,  p 

Fint  Natmnal  Bank.  Norwood 

Cin.,N.O.ATex.PacR.R.p 

Western  Adj.  ft  Insp 

Ohio  Traction,  p. 


Par 

Market 

Value. 

Value. 

$2,500 

62,550 

47.600 

31392 

10.500 

19,950 

12.000 

22,800 

5.000 

15,000 

17,700 

13.275 

2,500 

2,531 

5,000 

4,700 

17,500 

34,125 

8,900 

17.800 

10,000 

27,000 

6.500 

5,525 

10,000 

1.000 

6.000 

10.200 

9.000 

9.450 

7,500 

5,550 

500 

865 

2.600 

2'£5 

100 

200 

64)00 

4.000 

Totals  (book  value,  $353,344) $257,800      $837.724 

MISCELLANEOUS:  Conflagntion  teas:  San  Francisco,  1906. 
$25,005. 

DIRBCTORS:  H.  H.  Msyer.  W.  B.  Carpenter,  Michael  Ryan. 
F.  A.  Rothier.  Adam  Benus.  C.  C.  Rothier.  Richard  Ryan. 

FIELD  MEN  AND  TERRITORY  COVERED:  H.  C.  Klook- 
sien.  State  agent  for  Mich.;  RoUin  B.  Heaton  and  Chas.  Benus. 
speoal  agents  for  0.;  H.  C.  Kteeksien  and  Chas.  Benus.  for  111. 
The  company  cverates  in  Dl..  Ky.,  Mich,  and  0. 


SECURITY  FIRE  INSURANCE  COMPANY,  Davenport.  la. 

FMident,  &  F.  Gilmu;  SeoKtaqr,  M.  C.  Hiiinb.    Oiguiied,  1883. 


Unaaraed 

Net 

Net 

Total 

Loeses 

Total  Ex- 

Losses 

Tiu 

ASMiS 

Fkansoma 

Surplus 

Premiums 

Income 

Pkid 

Dividends 

Expenses 

peodituree 

Incurred 

IfU 

1617.888 

$375313 

$60,602 

$253,683 

$283,728 

$124,054 

$24,000 

$118,065 

$266,119 

$126,233 

1913 

QDl29Q 

343«469 

66.017 

246,568 

275.376 

107.327 

24.000 

113328 

245,155 

103,715 

19U 

5»m 

301.860 

71,392 

229,783 

257.104 

85,792 

22.000 

111,064 

218356 

8S325 

ml 

xaim 

385470 

86318 

176,950 

t274.397 

89,661 

40.000 

86363 

216314 

88313 

iflO 

tlODjMO 

241,761 

44.147 

187314 

204.495 

96.608 

10,000 

85,418 

192,026^ 

88,872 

t  la^dea  $7SjOOO  soiphis  paid  in.       t  Includes  notes  for  premiums. 
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SECURITY  FIRE  INSURANCE  COMPANY,  Davenport,  Isl.— Continued. 


Ambtb,  Dkc.  31, 1914. 

Rod  estate U4,730 

Mortgace  loans. 433,695 

TriCy.B.stk 6,000 

Lbs.  on  Morton  L.  M 

M.&C.Stk 12,000 

CMh 86,068 

AgeDts'  balanoes. . . .  20,660 

Interest  and  rents.. .  13,005 

Itanium  notes 23,800 


LiABiuinB,  Dsc.  31, 1914. 

Laeses  unpaid S8,407 

Unearned  prems ....      376.818 
Other  liabilitaes 3,036 


Total  Uabifites....     $387,26« 

Capital  paid  up 200,000 

Net  surplus 60,602 


Total 


$637,858       Total 8637,868 


Underwriting  loss,  116.735;  investment  profit,  125,320. 

RISKS  AND  PREMIUMS:  Fire  risks  in  f one,  Deeembcr  31, 
848,352,343;  premiums  thereon,  1683,369. 

BUSINESS  SINCE  ORGANIZATION:  Phaniums  reoeived, 
12,821.667;  losses  paid.  11.122,004 ;  dividends  declared,  cash, 
1225,543:  stock,  175,000. 


■      REAL  ESTATE  OWNED:  Covlsts  of  Davenport  City  lot 
>  apd  hcm«  office  boildiiis,  valuad  at  $44,730. 

MORTGAGE  LOANS:  There  are  85  Unuis,  aarsgatiiis  1433,. 
095,  protected  by  first  liens  on  la.  farm  and  red  estate,  sod  « 
few  Minn.,  Mont,  N.  D.  and  S.  D.  farm  properties,  valued  it 
$1399Jt80.,  The  eompany  holds  $38,775  of  inmaooe  00  tbemort- 
gsged  KitiMiwgp- 

MISCELLANEOUS:  Cental  inenased  in  1897  from  $25,000  to 
$100,400  by  stock  dividend,  and  in  1911  capital  was  inerettnl 
to  $200,000  and  $50,000  added  to  surplus. 

DIRECTORS:    S.  F.  Oihnan.  M.  C.  Hinseh.  H.  Sduixda, 
,   R.  Rohlfs.  P.  Hinseh,  L.  M.  Marks,  J.  W.  Bolfincer. 

FIELD  MEN  AND  TERRITORY  COVERED:  PmI  Hinseh, 
Davenport:  M.  F.  Yakish.  Cedar  Rapids.  la.;  J.  D.  Lateer.  Bloom- 
ing;ton.  III.;  K.  P.  Gohhnann.  Lyons,  la.;  J.  M.  Ingle,  Bondnnurt, 
la.;  W.  J.  Shumwav,  Stevens  Point,  Wis.  The  company  opentfs 
in  la.,  111.,  Ind.,  Ohio  and  Wis. 


SECURITY  INSURANCE  COMPANY  OF  NEW  HAVEN, 

New  Haven,  Conn.t 

President,  John  W.  Alfing;  Viee-PresideDt,  K  G.  Stoddard:  Secretary,  Victor  Roth;  Assistant  Secretary,  Willis  Psrker.    Orgamied.  IMl. 


YlAR 


$4,173,901 
4,104,036 
4,074,447 
3,916.120 
3,117.448 


Unearned 
Pnminms 


$2,150,543 
2.086,791 
1,951,937 
1,744.283 
1.556.841 


Net 

Siirphis 


$794,712 
802.506 
896.217 
940.287 
639,791 


Net 
ftwnhims 


$2,089,974 
2,119.252 
2,021,794 
1.815,311 
1.622.814 


Total 
locooe 


$2,270,146 

2,297,599 

2.185,600 

12,234.848 

tl  ,921,969 


$1,236,781 

1,117,761 

1.029,030 

920.388 

774,025 


Dividends 


$90,000 

100,000 

119.000 

84.000 

70,000 


$878,499 
916,359 
860,924 
786,702 
716.928 


Total  £x- 
pcmditnres 


$2,205,280 
2,134,120 
2.008.954 
1.791.090; 
1,659,0531 


Inctnred 


$1,250,952 

1,107.154 

1,023.513 

935.461 

826,363 


t  Inchides  $200,000  premium  on  new  stook  in  1910  and  $800,000  in  1911. 


AsavTB,  Dec.  31, 1914. 

RealcsUte $250,150 

Mortgage  loans 406,400 

Bonds  and  stocks . . .  2,977,897 

Collateral  loans 16.750 

Cash 101,483 

Agents'  balanoee ....  346,939 

Interest 43,074 

Otherad.  assets 31.208 


LiABiunae,  Dec.  31, 1914. 

LoesM  unpaid $192,097 

Unearned  prems 2,150,543 

Other  liabmtiei....        36,549 

TotalliabiUties...  $2,879,189 
Capital  paid  up. . . .  1,000.000 
Netsurplus 794,712 


Totalassets $4,173,901       Total $4,173,901 

Underwriting  lo«,  $80,418;  investment  profit.  $1671944! 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$407,512,308;  premiums  thereon,  $4,131,674. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$30,768,686;  losses  paid.  $17,687,745;  dividends  declared,  cash, 
$1,277,281;  stock,  $50,000. 

REAL  ESTATE  OWNED:  Comprises  the  eompaiiy's  office 
building,  at  Ebn  and  Church  sts.,  of  which  the  book  vahe  is 
$174,870  (carried  at  $185,150)  and  a  bt  with  building  for  western 
department  headquarters,  at  North  Wyman  and  Peatti  sts.,  Rook- 
ford,  m.,  whioh  cost  $64,398  and  is  carried  at  $65,000.  Both  are 
unincumbered. 

MORTGAGE  LOANS:  There  are  42  loans,  aogranting  $406.- 
400.  and  protected  bv  properties  (mostlv  in  New  Haven)  esti- 
mated to  be  worth  $781,760.  upon  which  the  company  holds  $487.- 
100  fire  insurance. 


COLLATERAL  LOANS  are  as  foIk)ws: 
Sbcdbitiss. 

N.  Y.,  N.  H.  A  B.  R.  R 

Bond  Internat.  Silver,  d.,  due  1933 

I4.  Y.,  N.  U.  fl>  JlI.  It.  It. 

N.Y.,N.H.4H.R.R..cv..l948 

8o.N.EnK.Tl 

So.NewEng.Tl 

Amer.Tl.  ATg 

West,Un.Tg 


Market 
Value. 

$6,6651 

1.000 

I    339 

1.540* 
3,5001 
1,845 
1.155 


Amount 
Loaned. 

$9,500 
2,250 
5,000 


Totals. 


$21,249        $16,760 


BONDS  AND  STOCKS  OWNED:               Par  Market 

BoNse.                                 Value.  Value. 

Atlanta.  Ga.,  wat.  wks.,  1933-31, 3i% . . .        $10/100  $8,800 

New  Haven,  Conn.,  1917, 8}% 12,000  11,760 

New  York  Cy.,  1954,31% 20,000  17,575 

X  Statements  aeeortfing  to  Conaeetieat  standard. 


BoNna  AND  Stocxb  Owned.— Ceiil. 
Bonds.— CofU. 

New  York  Cy.,  1917, 3% 

New  York  Cy.,  1956, 4% 


Norfolk.  Va.,  1932. 4%. 

Norfolk.  Va.,  imp..  1936. 4% 

Richmond,  Va.,  1948-38, 4% 

Ateh.,  T.  A  S.  F. .  R.,  Radi.,  1996, 4% . . . 
At).  Cst.  L.  R.  R.,  1  C8V4%  Bonds,  1952, 

Bing..  Lest.  A  Un",  N.  Y.',  Vm.,*  i926,*6% .' 


Birm.  Ry .  Lt  A  Pow..  1954. 4}% 

Bridg.,  Conn.,  tc.,  1  m.,  1923, 6% 

Chi.AE.IU.R.R.,r.,l965,4% 

Chi.AE.Ill.R.R.,rfij.,1915,6% 

Chi.Rys..lm.,1927,6% 

Chi.,R.L  A  ftMJ„r..  1934,4% 

aev.,  Cin.,  Chi.  A  St.  L.  R.  R.,  1993, 4% 

Conn.  Ry.  A  Ltg.,  1  r.  m.,  1951,4|% 

Cs.  Ry..  d.,  1964, 4% 

Cs.  Rv.,  gr.  d..  1956, 4% 

ErieR.R.,n.cs.Fr.ln.,1996.4% 

ErieR.R.,gn.ln.,rc8.,  1996.4% 

Kan.  Cy..  Ft.  Sc.  A  Mem.  Gtd.,  r.  m., 
1936  4^^ 

Kan.  Cy.,  Ft.  Sc.  A  Mem.',  os.  m..  IVK, 
gor, 

L.  l' R.  R. "  i  m.  gr.  v..  1949, 4%.*  .* . ."  .*  .*  .* .' .' 

L.  AN.  A  So.,  1952,4%, 

Meriden,  Conn.,  H.  R.  R..  1 .  m.,  1924, 5% 
M..  H.  A  F.  Mass.  St  Ry.,  1  m..  1918, 5% 

Minn.  A  St.  L.  R.  R..  1  m.,  1949,4% 

Mo.  Pac.  R.  R,  col.  tr.,  1920, 5% 


r.,  1  v^u,  ovo. . . . . 
Mo.  Pte.  R.  R.  cs.,  1  m.,  1920, 6% . . . . 
N.  Y.,  N.  H.  A  H.  R.  R..  d.,  1986, 4% 
N.  Y.,  N.  H.  A  H.  R.  R.,  d.,  1948, 6% 
N.  Y.,  N.  H.  A  H.  R.  R.,  d..  1965,  4% 
N.  Y..N.H.  AH.  R.R.  1915,5%... 

N.Y.  State  Ry..  1962.41%, 

Nor.  A  W.  Ry.,  cv..  1938. 44% 
No.  The.  R.  R..  gn.  In..  2047. 3 
Ore.  Sh.  L.,  gr.  r.,  1929, 4% . . 
P.AE.R.  R.,lm..l940.4% 


R.J.Ccol.,  1951.4%.. 

St  L.,  I.  Mtn.  A  So.  Ry..  1  dl.  1983, 4% 

So.  Pac.  ILR.,  ool.tr.,  1949, 4% 

So.Ry.M.AO.CoL,tr.,1988,  4% 

8o.Ry.,lm.,1994,5% 


Par 
Value. 

$20,000 
40,000 
10,000 
25,000 
18,000 
26,000 

20.000 
10,000 
20.000 
10,000 
30.000 
20.000 
75,000 
20.000 
10,000 
28,000 
6.000 
30,000 
30,000 
10,000 

50.000 

4.000 
20.000 
80,000 
12,000 

5.00O 
18.000 
30.900 
10,000 

9.000 
10,000 
2I.00O 
25.000 
40.000 

3.000 
30.000 
20.000 
10,000 
UflOO 
60,000 
86,000 
40.000 
40,000 


Market 

Vaioe. 

$19,5<)0 
39.800 
9.4(10 
23.250 
17,100 
22.000 

18.750 
10,000 
IS.050 
10.250 
10.500 
20.00C 

Tzm 

I5.5M 
7.70( 

26.041 
iM^ 

22Jff* 

25.20 
7,35 

36,S7 

4.49 
19,0t 
2S,« 
12.24 

4.9< 

«>.« 
27.7J 
10,21 

«.9( 
lO.ft 
16.1 
24.5 
35.C 

3.1 
20.1 
1».3 

7.3 
23.; 
37,C 
32.! 
32.: 
42.: 


REPORTS    OF    FIRE   INSURANCE   COMPANIES. 


161 


SECURITY  INSURANCE  COMPANY  OP  NEW  HAVEN,  New  Haven,  Conn.— Con/. 


BooiajdSiogd 


Fw 
Value. 


8o.«f.,1956,4%. 

«  AwL,X.r.Bj.,Ir.ni..l9«.4%. .. 
Sid  iTe^  K.  Y.  Ky.,  adj.  inc.,  1940. 6%. 

'IWritrRy.4LL.eoLtr..lW3.5% 

ra.Rji,8tL,Im-,1934.4% 

l.Tc^AJhtty.»B.,200t  ♦}% 

Wab.iLTe,.lm..lWl,5% 

A«i.T1.4Tg..eT..lW3.4i% 

AflW.Tl.AT8..1fl29,4% 

Bridgeport  BW.,  WW.  8% 

ftiiLM«h.ToomW9,«% 

C«t.L«a..lln..l925,5% 

ChLTll922,S% 

CiG»,.V.r 

Ci  (k,  EL  LL  A  Pow..  Bftlt.  1935, 41% 
C-iabofaadTL ATfr.  1  m..  1937,5% . . . 
Biain  WaL,  Lt  A  R.  R.  M.  m.,  1956. 5% 
Gai  A  a  of  Bosen  Co.,  gn.  m.,  195449, 

s*  a  co!."g-*(i;  lira"  5% /.  *. ; ;  .* .'  .* .'  .* .'  * ; 

C.Rub,«i3,4f%.:..7 

^a.lm..l980.5% 

Highwwd.  1924,9% 

HocoagVilPro^l  DL,  1961,5% 

hta,lm^I948,«% :... 

hL5tPnmp,lln.,1929,5% 

Kaa.(rHm.TLl923.5% 

i*tate(kLt,8t  L.,r.  &  ert.  m.,  1934, 

Ve    

5*^St«eJl,lm.,l924,5% 

;±,.N.  J.,ea.p..  1  m..  1048. 5% 

'"         yoj^ 

•% 

..  -,  ^  — -,  — — ..  .J.,  1833,5%... 

5  J.  Gi.,  Q.  LL,  Ht  A  ftiw.,  1949, 4% 
J  Y.*Q.H.U  4Pow.,  1  m.,  1930,5% 

iapnfilk.lnL,  1932,5%.. 


Ojtt^ffit.P(nr.,liii.,l«34.6% 

«^4Tg.,eol.tr- lau,  1937,5%. .. . 
™*iG8.  Lt.4  Gie,  CaL,  r.  m.,  1947, 

fl^iSff*  Tg.,  1  m..  1941, 5% 

pSI!S^?^■•'-^•'«23-25,4§% 


FfSS»'/°Ltr.,19i8;6%: 
"«^EL,1bl.1922,5%. 


»«i«taeH.AI|^,t.f.,eT.,  1931.5% 

SlOCKBi. 

Clw.,an,CfcL48tL.Ry 

C«a.|y.4Ui..oom 

^kJbtLSS: 

jCwLRR 

JWifc40.R.R 

;jUl.H.4H.R.B 

*«^*Wert.R.B 

^OtrR,Tt„p 

}^.BttLNrt.mL.N.Y 

^KitBt,N.Hrr:^ 

^KatBt.N.H 

Jjir.H.Bkrk.H 

2>lHtLBk.,N.H 

^.UATg. 

^(kAH.T. .  . 

S:Pi-.N.Y 

5«*tO« 


H.H.G«.U 

2m«  wstpii.;;; 


Market 

Value. 


120,000 

114.675 

19,000 

15,960 

24.000 

19.060 

20.000 

19.450 

30.000 

21,150 

30.000 

28,200 

4.000 

3,640 

27.100 

26,693 

41,000 

36,490 

5.000 

5,000 

12,000 

12,000 

35,000 

34325 

15,000 

15.169 

17,500 

1.684 

20.000 

17.950 

80.000 

29.250 

10.000 

9,300 

25.000 

24.812 

9,000 

9.540 

30.000 

29.513 

20,000 

20,000 

30,000 

80.000 

7.500 

3.000 

21,000 

23.100 

10.000 

3,500 

10.000 

8.900 

30,000 

30.188 

45.000 

44387 

20.000 

20.000 

18,000 

16.200 

10,000 

10.600 

25.000 

25.313 

50.000 

50.000 

15.000 

15.000 

29,000 

29.290 

47,000 

43,900 

25.000 

25.250 

30,000 

29.325 

31,000 

31,775 

7,000 

7,000 

50,000 

48300 

30.000 

30337 

15,000 

15,000 

50,000 

49,000 

17,000 

17.000 

40.000 

37350 

20,000 

19,000 

20,000 

20375 

50,000 

61375 

35,000 

35,700 

50,000 

48313 

20,000 

19300 

49,000 

45,141 

20,000 

19,100 

10.000 

5,125 

54,000 

32,940 

74.700 

48356 

12,000 

17380 

23,000 

26320 

10,000 

8300 

2,500 

1343 

20,000 

17300 

20,000 

16,400 

10.000 

12,675 

800 

824 

10.000 

21,000 

13.300 

24,606 

7.500 

10300 

31,000 

42.000 

17,600 

35.200 

35,500 

43.666 

10.000 

7,000 

70,000 

90.475 

17,150 

24,696 

250 

250 

5,000 

175 

10.000 

8,950 

28,535 

45.640 

13,500 

10.125 

10,000 

9,125 

130,000 

182,000 

Bonds  Ltm  Srocn  OwmD.-^anf. 
8nocKB,—C9nt. 


So.  Adj.  Bur 

UndwtrB  Slrg.,  N.  Y 

W.AdJ.4Iiiap 

w.uTti 


•    •     •     B     ' 


Par 

Value. 

$300 

500 

100 

56,000 


Market 
Value. 

3300 

025 

140 

32.340 


Totak  (book  value.  $3.028.203) 13.100,325   $2,977,896 


MISCELLANEOUS:  Capital  incnaMd  in  1887  from  $200,000 
to  $250,000;  redueed  to  $200,000  in  1898:  increased  in  1899  to 
$300,000;  in  1903  to  $400,000;  1905  to  $500,000;  in  1906  reduced 
to  $312,500  and  later  increased  to  $500,000,  the  new  stoek  netting 
a  premium  of  $112300;  capital  increased  in  1910  to  $700,000,  the 
new  stoek  netting  a  premium  of  $200,000.  Capital  increased  in 
1911  to  $1,000,000  <and  $300,000  realised  as  premium  on  the  new 
stock  issued.  Oonflagratbn  losees:  Baltimore,  1904.  $786;  San 
Francisco.  1906,  $417,194.  Value  of  special  deponts:  Ga., 
$8,800;   Va..  $49360. 

DIRECTORS:  Joel  A.  Sperrv.  John  W.  Ailing.  E.  G.  Stoddard, 
John  T.  Maneon,  Chas.  n.  Nettleton.  James  S.  Hemingway, 
D.  A.  Blakeelee,  EU  Whitney.  J.  T.  Moran.  Louis  £.  Stoddard. 
Anon  A.  Ailing. 

FIELD  MEN  AND  TERRITORY  COVERED:    Home  office 
R  H.  M.  Staart,  general  agent.  Phik..  Fk..  for  E.  Pa..  Del.. 
Md..  D.  C.  and  So.  N.  J.:  C.  A.  Stroebel,  special  agent.  New  York 
City,  for  No.  N.  J.  and  N.  Y.  Suburban:  P.  B.  Jarvis.  speelai 
agent,  Syracuse,  N.  Y.,  for  N.  Y.;  Fred  M.  Bleuit,  epectal  agent , 
nttsbur^  Pa.,  for  W.  PtL  and  W.  Va.;  F.  A.  Nutt.  spedal  agent 
Boston.  Mass.,  for  New  England:  S.  R.  Chklsey,  special  agent 
New  Haven.  Conn.,  for  Conn.;  Harold  S.  Quy.  special  agent. 
Bdiddletown.  Conn.,  for  Conn.;  J.  M.  Norris,  special  agent- 
Columbus,  Ohio,  for  Ohio;  W.  P.  Johnson.  State  agent,  Louisville - 
S.,  for  Tenn.  and  Ky.,  H.  B.  Qriffin,  special  agent,  Natchei 
■..  for  Ark.,  La.  and  Miss.  Western  department:   Walter  D 
Williams,  manager,  Roekford.  111.;   E.  ET.  Crawford,  assistan 
manager.  Roekford.  III.;  E.  I.  Crockett,  special  agent,  Pueblo 
Colo.,  for  Colo,  and  Wyo.^  F.  J.  Dudley,  speoal  agent.  Green  Bay 
Wis.,  for  Wis.;  £.  A.  Davis.  State  i^ent,  Minneapolis,  Minn.,  fo' 
Minn.,  N.  D.  and  8.  D.;  J.  P.  Woffe,  oeeial  agent,  Moorehead. 
Minn.,  for  N.  D.  and  S.  D.;  W.  B.  Oiiffith,  State  agent,  Kansas 
City,  Kan.,  for  Kan.  and  Mo.;  B.  S.  Smith,  special  agent,  WichiU. 
Kan.,  for  Kan.;  C.  A.  Wehmeyer,  State  agent  for  Mich.,  Ann 
Arbor,  Bifioh.;  E.  T.  Tanner.  Stote  agent,  Puis.  ID.;  J.  W.  Shepard. 
Jr.,  speeial  agent.  Oakkmd,  lU^^for  lU.;  H.  M.  Oreenberg,  special 
agent  for  111..  Roekford,  lU.;  Chas.  T.  Beealey.  SUte  agent.  la., 
Des  Mdnes,  la.;  John  F.  Zimmer^  State  agmt  for  Neb..  Lincoln, 
Neb.;  H.  C.  Upham,  Indianapohs.  State  agent  for  Ind.;  J.  A. 
Stillwell,  spectaf  agent.  Vincennes.  for  Ind.   Paeifio  Coast  depart- 
ment: £.  £.  Potter  &  Sons,  general  agents.  San  Franoiaoo,  Cal.; 
E.  O.  Potter,  superintendoit  of  agencies,  San  Francisco.  Cal.; 
R.  H.  Davis,  special  agent,  San  Frandsoo.  Cal.,  for  No.  Cal.: 
C.  H.  OateheL  speeial  agent,  Los  Angeles.  Cal.,  for  So.  CaL  and 
Aria.;  C.  R.  Kerns,  speoal  agent.  Seattle,  Welsh.,  for  Ore.  and 
Wash.;  E.  A.  Parsons,  wpKul  agent,  Portland.  Ore.,  for  Ore.; 
Chas.  Dnnlop,  speeial  agent,  Boaenuui.  Mont,  for  Mont.  Utah 
and  Ida.  Southern  department:  Jerome  and  Brown,  managers. 
Atlanta.  Gsl:  J.  R.  Daniell,  wpKul  agent.  Birmingham.  Ala., 
fior  Ala.;  P.  B.  TVavis,  special  agent  Jaoksonville.  Fla..  for  Fla.; 
Geo.  W.  Gantt,  Jr.,  speieial  agent.  Maoon.  Ga.,  for  Ga.;  J.  W. 
Cowao,  BMoial  agent,  Chariotte.  N.  C.  for  N.  C.  and  S.  C;  J. 
Hunter  WhHe,  special  uent  Richnioad.  Va.,  for  Va.    Sooth- 
western  departeant;  T.  A.  Manning,  general  agent,  Dallas.  Tex.; 
W.  K.  Jones,  Dallas,  Tex.,  flpeoial  agent  for  north  Tex.    The 
eompaoar  operates  in  all  the  States  otthe  United  States  except 
AlaslTN.  MTNev.  and  Vt 
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REPORTS    OF    FIRE    INSURANCE    COMPANIES- 


SENECA  FIRE  INSURANCE  COMPANY,  BufiFalo,  N.  Y. 

P^dent,  William  F.  Easting;  Secretaiy,  A.  H.  Tracy,  Jr.;    Aflsistant  Seeretaiy,  P.  G.  Eoaer.    laoorporated,  1912. 


YSAB 

Aflseta 

Unearned 
Premhims 

Net 
SurphiB 

Net 
I^enunms 

Total 
Income 

Lonei 
P^d 

Dividends 

Expenses 

Total  Ex- 
penditures 

Loan 

looxred 

1014 

$422,637 

$10,645 

$200,048 

$16,100 

$30,244 

$2,554 

$14,305 

$16,049 

13.98: 

A88BTB,  Dac.  31, 1014. 


Mortgage  loans. . 
Bonds  uk!  stocks. 

Cash 

Agents' balances.. 
Interest 


$118,200 

166.740 

126,688 

3.358 

7,651 


LiABJumB.  Die. 

Losses  unpaid 

Unearned  jprems 

Other  liabui  ties 

Totalliabilitics... 

Capital  paid  up 

Netsnrjdus 


31, 1014. 

$1,513 

10,645 

531 

$12,680 
200.000 
200.048 


Total 


$422,637       Tote] $422,687 


UnderwritiDg  loss.  $14,030;  investment  profit.  $22,140. 

RISES  AND  PREMIUMS:  Fire  risks  in  foroe,  December  31, 
$1,764,242;  premiums  thereon.  $15,853. 

MORTGAGE  LOANS:  The  37  loans  are  secured  by  Buffalo 
properties  valued  at  at  least  50  per  cent  more  l^an  amount  loaned 
thereon.  Only  7  loans  exceed  $4,000  in  amount  No  interest 
was  past  due  on  December  31,  last. 

Par  Market 

BONDS  OWl^D:  Value.  Vahie. 

Buffalo,  Bird  ave.  tk.  sr.  r.,  1015-33. . . .         $23,750        $23,068 

Buffalo,  Cy.  Pk.,  1015-23 36,000         38,070 


Bonne  Owrxd.— Cont 

Geneva  Spl.  Appron.,  1015-27.. 

N.  Y.  Cy.  cs.  rtk.,  1022 

N.  Y.  Cy.,  Corp.  stk.,  1021-«. . 
SpringviDe.  N.  Y.,  1015-20. . . . 


Pte 

Yahie. 

$51,000 

3.000 

18.000 

30,808 


Market 

Yaloe. 

&m 

2.SS0 
17,220 
31,527 


Totals $162,558      1166.740 

MISCELLANEOUS:  This  company,  whioh  had  been  m  pn>- 
oess  ci  organisation  since  1912,  began  transacting  a  genen)  fire 
business  february  1, 1014,  with  $200,000  capital  fa&y  paid  up  i&d 
$200,000  initial  cash  surplus.  For  the  present  it  will  confiiK  iti 
operations  to  New  York  Stete. 

DIRECTORS:  A.  H.  Burt,  Christian  Flierl.  Wm.  F.  Eaitins, 
Louis  Kinkel.  F.  A.  Mendlein,  Jacob  E.  Mueller,  George  C.  Bii^. 
John  B.  Schaefer,  A.  H.  Triuy.  Jr.,  D.  L.  Tattie,  Cbu.  E. 
Wiesseman,  Conrad  Flierl.  Jr.,  Wm.  L.  Henrioh,  A.  A.  Adsngr  ud 
H.J.Wal8. 

TERRITORY  COVERED:  Crum  A  Porster.  05  Wiffism  rt.. 
New  York  Cii^,  are  managers  for  the  ilelropolitan  District. 


SHAWNEE  FIRE  AND  MARINE  INSURANCE  COMPANY,  Lima,  0. 


The  Shawnee  Fire  and  Marine  has  been  organised  at  Lima,  0., 
with  a  capital  stock  of  $100,000  and  a  surphis  of  $50.000,iaocording 
to  its  plans.  A  license  will  be  applied  for  shortbr.  The  incor- 
ponUoB  include  Efaner  D.  Webb  of  lima,  F.  B.  Cotner  of  La&y- 
ette,  G.A.  Stauffer  of  Ottawa,  and  John  G.Heiniieh  of  Wapakoneta. 


Recently  plans  were  approved  by  the  directors  of  this  oompaoy 
and  those  of  the  Ohio  Commonwealth  of  Clevebad  to  aiDal|Ei- 
mate  the  two  companies  in  order  to  insure  an  early  asBumpboe 
of  boBDnesB. 


SOUTH  CAROLINA  INSURANCE  COMPANY,  Columbia,  S.  C. 


Prendent,  Edwin  0.  Seibels;  Secretary,  John  J.  Seibds,*    Organised,  1010. 


YlAR 

Assets 

Unearned 
Premiums 

Net 
Suiphis 

Net 

Total 
Income 

Losses 
P&id 

Dividends 

Expenses 

Total  Ex-       Loesea 
peoditures      Ineoned 

1014 

$136^283 

135,634 

130,642 

118,880 

53,801 

$20,054 

28.83C 

24.176 

17.658 

5,623 

$54^7 
53,071 
50.651 
50^80 

$34,515 
34.543 
32,305 
25,701 

$42,812 
42.477 
38.780 

•56.202 
10.100 

$25,745 

22,730 

14,011 

6,232 

$15,863 
14,747 
12,683 
10,685 
t4,711 

$41,606!        $25.0S{ 

1013 

37,486           20.6» 

1012 

27,504          20,73 

16,017;          8,21 

4.711. 

1011 

1010 

23,057 

0,225 

•  Inehides  $25,703  surplus  paid  in.     %  Includes  organisation  expoisee,  $403. 


AsBSTB,  Dac.  31, 1014. 


LiABiLiTin,  Dk.  81, 1014. 


Mortgsge  loans. 

Osah 

Agents' balanoes. 
Interest 


$123,000 
8,372 
6,656 
3,255 


unpaid 

Unearned  prems.. 

Total  fiafailities. 
C^ntelpaidup.. 
Netrarplus 


$3,172 
20.054 


$82,226 
50,000 
54,057 


Total  assets $136,283       Total $136,283 

Underwriting  loss,  $7,003;  investment  profit,  $8,207. 

RISKS  AND  PREMIUMS:    Fire  risks  in  foroe,  Deeember  31, 
$3,540,830;  premiunw  thereon,  $56,601. 

LOSSES  PAID  SINCE  ORGANIZATION:    $70,181. 


MORTGAGE  LOANS:  lliere  aie  20  kians,  agne^ating  $1231 
000,  and  are  protected  by  fint  lieos  on  improved  etty  proper^ 
valued  at  more  than  double  the  amount  loaned.  No  interest  psi 
due  on  December  31,  last. 

MISCELLANEOUS:  This  oompany  was  oraaniaed  in  191 
witii  an  authorised  capital  stock  oMlOO.OOO,  cTi^ieh  $24,21; 
had  been  paid  in  up  to  December  31.1010.  and  during  1011  the  psi^ 
up  capitsl  was  increased  to  $60,000  and  $35,708  smplui  paid  i^ 
Company  operates  only  in  8.  C. 

DIRECTORS:  Ben.  F.  Tsylor,  W.  D.  Meltoa.  Aqnst  Kok 
Edwin  G.  Seibds,  John  J.  Selbeb,  Joseph  NorwoodTEdwin  ^ 
Robertson.  J.  J.  Lawton,  A.  M.  Law,  P.  W.  Suffiran.  Richard 
Mannmg.  W.  R.  Barringer.  G.  M.  Bieny,  Gfaas.  E.  Commaiw)' 
J.  D.  Dial.  Chas.  J.  Bruoe. 


REPORTS    OF    FIRE    INSUR- 


:    COMPANIES. 


SOUTHERN  HOME  INSURANCE  COMPANY  OF  CHARLESTON,  S.  C 

PnBdat.OKuE.JiiluiBn^SKntarT.IHUudB.SnKlI.    OrfuiHiJ.  IDll. 


Tui 

im. 

Pkb^du 

&,ph- 

~Nrt 

~Toti|- 

^Sd"              ttTid»d< 

li^^ 

l*H 

IM.W 

78.1M 

I22.0K 

18.328 

'ffl 

B7.18e 

(34.336 
■37J14 

*3«.oae 

lJ:nSi 

112380          »27,8lll 

I1S.7M 
1«.230 

an 

'S-JiSl:::::::;: 

a.JM 

jidvla  tlUTS  HrpliB  pud  in  1«1 1,  ia.53i  b  1« 
B».  Dk.  31,  IDM.  LUBOirag.  Die.  31 

(iloua 133.700    LoM nuiiud 

laimaAt...        nitO    Duustd  nmw. . . 
nJloaH S.800    Ba.  f«  iln 


BONDS  OWNED: 


,  ChirlaiUiD.  B.  C.  1 


»HI.033       ToUl. 
■.  tm:  isTntniuil  mfit.  (7,381. 
U5K3  AND  PSEUirMS:    Fn  nki  in  (<*«,  E 


dataiDEeaibaJl.EHt.  Tbtug 


COLUTERAL  lOAMBw  ■  (oDon: 


t70,S(K)  (1B,S8(» 


: Soulh  Cuoliu  in  FibiuKy.  1911,  ud  ol  -  - 

ogmbff  31.  1011.  poaHdBpud-iipii*(iiUloFH7.KII}.  CipiUI 
incnMed  134,140  ud  furphu,  tS.Ki.  ihinii«  IBII;  npUl  ok- 
crand  to  n:.30a  ia  1913,  ud  ta,»a  nirplui  idd«l. 

DIRECTORS: 
E.  K.  Mwibil],  T 
David  R.  Coker.  A 
D.  B.  Benll. 

FIELD  MEN  AND  TERRITORY  COVERED:  O.E.IoIuhoii, 
CliarlvlDii,  S.  C,  guenJ  igent:    The  compu/  Dpenla  in  S.  C. 


RS:  E.H.PrinflB.LHi)r^innn.)iM.T.Laiutd. 
il],  W.  J.  Mnciv,  H.  PhtIi^  J.  Brittltbul. 
IT.  A.  W.  IJUisliiv.  A.  T.  Bmrtlw.  Owir  E.  Jotmioii , 


SOUTHERN  STOCK  FIRE  INSURANCE  COMPANY,  Greensboro,  N.  C. 


Pr»b.t 

A.  Meta». 

Oncuiiici.  laiU. 

M        iM^ 

ass 

NM 
SDrplw 

PnmiiuM 

Total 
Ikoow 

Pud 

rHviifeDd. 

E.PCDM 

ToUl  Ex- 
pndituni 

Low* 

Inoumd 

ct*l»Mt 
iMt.77i 

l>3,SU 

n 

11 

(01,381 

11 

iOUl!! 

41,817 

11 

8.400 

31.28J 

8S.B17 

li 

»4fl.43S 

40.7S3 
41,248 
33.8S* 

cljKlnilll    1100,000 

Aan^  Dae.  SI,  1014. 

U«n«ii«rbaH.....     1147.430 


Luuums,  D*G.  31,  IV 


1I7.3SS    Dnnniedpr 


9.030 

OH....         18.012       Total  litUlilis.. , 
mW...  Zgn    BtocUuldn  l^. . . 


•^  W.  Tk..  otiBBtod  U  bo  mnh  (U>^.    InUnM  put 
•■  DkSI.  iMt.  •*•  tWM.aecoomuiT  tiiMiii  1184,088  of 


DK.Sl.lMt.WMtl 

■  IB  OtbuWafL 
lOLLATERAl  LOAKS  MMfoOowc 


l.*vfel^4^ 

jSussT:;^^;;; 

IBoBdOf^inHtwiC;. 

VihuL.       Laued. 


BTOCKS  OWNED: 


Totab 

MISCELLANEOUB:    Conpuj  wm  tormerlr  nntul:  in  MW 


nn  villi  ■  i^d4[i  oifltai  of  H 
d  llOO.mO;  pud-Dp  cmpital  ina 
*     ■      BO.OOO  >ur]ila«  to  e 


Soutbcra  Stoek 
iklwldm'  bnsita 
lo  1110.000  t>y 


nuuHD,  -.  ...  .«.-,  ...  O.  Vuigbn,  Ftiali  P.  T»t«,WBi,  E. 
Holt.  J.  Vu  LiadleT,  A.  M.  Bala.  EOam  A.  South*.  E.  I. 
Di<K  C.  A.  McbuM.  Robl.  J.  Uctone,  9.  B.  Tum«,  K.  C.  Hood. 
FIELD  MEN  AND  TERRITOIIY  COVERED:  A.  W.  Ue- 
AStttr.  auata;  C.  A.  Mcbun.  MoiUnt  duibkr:  W.  E. 
Aihlo,idiiialavidipHiiilueDt  [orS.  C;  A.T.  Pnnr,n«ii) 
•Cffit  ta  N.  C.    The  oimipu;  opnta  in  N.  C.  ud  8.  C. 
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REPORTS    OF    FIRE    INSURANCE   COMPANIES. 


SOUTHERN  underwriters;  Greensboro,  N.  C. 

Fteeident  and  Treuurer,  A.  W.  McAlister;     Secretary,  C.  A.  Mebaoe.    Organited,  1903. 


Unearned 

Net 

Net 

Total 

LosBes 

Total  Ex-       Loani 

Ybar 

AjMtS 

Premiumi 

Surplus 

Premiunu 

Income 

Paid 

DividendB 

Ezpensee 

penditurea  '  Ineoned 

1914 

1394,776 

1118,552 

159,806 

1109.805 

1129,510 

$65,385 

112,000 

147.950 

1125,335        t6i.m 

1913 

386.734 

113.231 

56.199 

108.735 

128.317 

48.430 

12.000 

50,668 

111,098         50,726 

1912 

367,332 

105.507 

46.816 

103.877 

119.281 

51.764 

12.000 

41.651 

105,415         50.925 

1911 

353,990 

104,167 

83.975 

101.257 

114.037 

52.169 

12,000 

40.72^ 

104396         &2.016 

1910 

344.849 

102.417 

26.432 

103.440 

126,557 

63.652 

12.000 

41,991 

117.6431         66il$ 

A88KT8,  Dec.  31, 1914. 

Mortgage  loans $204,308 

Bonds  and  stoeks. . .  136,795 

Collateral  loans 14.965 

Cash 8.316 

Agents'  balaaoei.eto  23.574 

Interest  and  rents.. .  4.625 

Otheraaseti 2.194 


LuBiunss,  Dbc.  31, 1914. 

Losses  unpaid $4,418 

Unearned  prems....       118.552 
Other  liabilities....        12.000 


Total  liabifities. 
Cajntalpaidup... 
Net  surplus 


$134,970 

200.000 

59.806 


Total 


$394,776       Total $394,776 


MORTGAGE  LOANS:  There  are  71  loans,  aggregating  $204,- 
808;  protected  by  property  in  N.  C,  S.  C,  W.  Va.  and  Va.,  valued 
at  $873,025.  There  was  $459  of  interest  past  due  on  Dec.  31,  last. 
Company  holds  $245,865  of  fire  insuianoe  on  the  mortgaged  build- 
ings. 

Amount 
Loaned. 

$6,965 


COLLATERAL  LOANS  are  as  foUoivs: 
Seeuxities. 


8o.Life&Tr 

Greensboro  See 

Parinr-Hunter  Reaky 

Greensboro  Nat.  Bk 

Amer.  Exehange  Nat  Bk. . . 

So.  Underwriters 

Underwriters  of  Greensboro. 


Market 

Vahie. 

$7,000 
1,100 
500 
1,120] 
1,792 
3.675 
3,000 


8.000 


Totab. 


BONDS  AND  STOCKS  OWNED: 
Bonds. 


$18,187        $14,965 


Va.  Century. 
Imperial  Co. 


Psr 
Value. 

$9JS16 
3.000 


Market 

Vahie. 

$9,516 
8,000 


BoNDe  AND  Stocks  Owmat.—Cont. 
Stocks. 

Union  Supply  ft  Cotton 

N.CTr 

Bainbridge,  Ga 

Warren  Co.,  Ga 

Sanford  Cotton  Mills 

Amer.  Ezeh.  Nat  Bk 

AxDer.  Warehouse 


Psr 
Value. 

$21,000 

68,500 

5,000 

5.000 

5.000 

15,000 

10,000 


Value. 

121^) 

67,2TJ 

5.11.5 

5.04CI 
4.000 

5.000 


Totals $132,016     $13«.:*> 


MISCELLANEOUS:  PoUdes  issued  under  the  above  title 
were,  ptior  to  1906,  guaranteed  by  the  Southern  Stoek  Fn. 
Southem  life  and  Trust,  Underwriters  of  Greensboro  and  Hotu 
of  Qveeosboro.  Since  1908  the  Southem  Underwritecs  discoB- 
tinned  this  arrangement  and  abeorbed  the  Home  of  Greeosfaon, 
starting  operations  with  a  capital  of  $150,000,  which  wu  is- 
eressed  in  1909  to  $200,000,  and  $4,900  realised  as  praniim 
on  the  new  tttotk. 

DIRECTORS:  H.  L.  Hopkint.  James  P.  Sawyer.  B.  D.  Hettii. 
W.  E.  Holt,  J.  S.  Carr.  J.  Van  Lindley,  J.  W.  Scott.  J.  M.  Hendm. 
A.  M.  Scales,  Z.  V.  Taylar,  R.  G.  Vaughn,  A.  W.  MeAlifltir,  C. 
A.  Mebane.  E.  J.  Davis,  Emson  A.  Smyth,  R.  P.  RkbsidMn. 
Jr.,  C.  W.  Battle.  W.  H.  Watkins,  J.  E.  Latham.  W.  A.  Smitii. 
Chas.  H.  Herty,  S.  L.  Alderman.  W.  J.  Hege,  R.  C.  Hood. 

FIELD  MEN  AND  TERRITORY  COVERED:  A.  W.  Mc- 
Aliiter,  manager,  and  C.  A.  Mebane,  assistant  manager;  W.  E, 
Ashlsy,  adjuster,  Greensboro,  N.  C;  A.  T.  Preyer,  Greemboio. 
N.  C,  special  agent  for  N.  C;  T.  D.  Dupuy,  Greensboro.  X.  C.. 
for  Va.;  A.  L.  Woods,  special  annt  Atlanta.  Qa..for  Ga.  Tbe 
company  operates  in  Qa.,  N.  C,  8.  C,  Va.  and  W.  Va. 


SPRINGFIELD  FIRE  AND  MARINE  INSURANCE  COMPANY, 

Springfield,  Mass. 

President,  A.  W.  Damon;  Vice-President,  C.  E.  Galacar;  Secretsiy,  W.  J.  Maokay;  Asristant  Secretaries,  Prioleaa  EUis,  E.  H.  Hilditth 

Geo.  G.  Bulkley;  Treasurer,  F.  H.  Williams.    Organised.  1849. 


Unearned 

Net 

Net 

Total 

Lasses 

Total  Ex- 

Lows 

Year 

Assets* 

Premiums 

Surplus* 

Prtmiuins 

Income 

Pkid 

DiTidends 

Eizpettses 

%• ^     _   _  _ 

Inoocrei 

1914 

$10,949,929 

$5,542,966 

$1,960,961 

$5,880,495 

$6,385,788 

$3,602,160 

$260,000 

$2,302,069 

$6,064,239 

$S348.7M 

1913 

10,943,903 

5,286,835 

2,331.374 

5.743.118 

6.204.260 

3,041,012 

200,000 

2,263,061 

6,504,073 

3,006,442 

1912 

11,056.603 

5,001,291 

3.266,054 

6.466.731 

5.921,485 

2.934,664 

200,000 

2,166,676 

5300,1401     2,912^ 

1911 

10,407,S48 

4,790.798 

2,870,708 

5.244.628 

6,667,940 

3.049.658 

200,000 

2.047,608 

6,297,25«     3,006^1 

1910 

9,968,143 

4,575,479 

2.642.281 

5,243.334 

5,605.622 

2,894.409 

200.000 

2.100.3971     6.1943061     2.9S8.06I 

*0n  New  York  Ins.Dept 

Asms,  Die.  31, 1914. 

Realestate $800,000 

Mortgage  loans 2,068,870 

Bonds  and  stoeks. . .  6,639,097 

Cssh 778,304 

Agents' balaaoes....  1,201,893 

Interest 66,786 

Total $11,039,660 

Spi.  dep.  over  liab . .        89,621 


LuBiLRns,  Dae.  31, 1914. 

Lossesunpaid $683,700 

Unearned  prems....    6,642,966 
Other  liabmties....       353302 

Total  liabilities. . .  $6,479,968 
Capital  paid  up....  2300,000 
Netsurplus 1,909,961 


Total 


.$10,949,929       Total $10,949,929 


Underwriting  loss,  $209,321;  investment  profit,  $247,630. 


RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$996,498,316;  premiums  thereon,  $10,666316. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$109320,103;  losses  paid,  $61,973344;  dividends  declared,  cash, 
$6.804342;  stock.  $2,000,000. 

REAL  ESTATE  OWNED:  Consists  of  the  company's  home 
office  buikiing,a  grsatto  structure  at  State  and  Maple  sts.,  Spring- 
field, Mass.  ThM  is  carried  at  its  book  value,  $300,000,  althou^ 
it  actually  cost  $462306. 


MORTGAGE  LOANS:  There  ai«  113 
$2,068,870.  and  protected  by  properties  (all  but  a  few  m  SBcni 
field,  vahied  at  $8,718300.  and  on  which  the  company  hoUi  ia 
suiance  to  the  smount  of  $1,434,775.  But  17  hiaas  eioeed  $10.09 
in  amount,  tbe  largest  being  $360,000  on  brick  aoeroantile  htoci 
328-336  Main  St,  Sprin^dd,  vahied  at  $626,000.  The  (bar  on 
largest  kians  are  $200,000  on  office  big.  at  Main  and  Fort  fte 
Spnngfield,  vahied  at  $360,000;  $180,000  on  34»-353  Main  i! 
Springfield,  vahied  at  $300,000;  $180,000  on  biiok  mcrassti 
block,  378-382  Mam  st.,  Springfield,  vahied  at  $300,000;  and  SITS 
000  on  brick  mercantile  bbck,  100-116  Main  at.,  SpringGe!^ 
vahied  at  $300,000. 


BONDS  AND  STOCKS  OWNED: 
Bonds. 


Brantford,  Ont.,  d.,  1942,  4}% 
Calgsry.  Alta.,  d.,  1933,  6%. . . 


Geohda,  res.,  1916, 4|%. . 

Hamilton,  Ont,  d..  1932,  4%. 

Hamilton,  Ont,  d.,  1934, 4}% 

Monfieal,  Cath.  sc.,  1948,  4% 

Montreal,  Ptot  bd.  so.  comm.,  1938.  4% 

Otttranont  Que.,  sc  d.,  1950,  ih% 

Port  of  PbrtbuKi,  Ore.,  dr.  dk.,  1933, 4% 


Pkr 

Msrfa 

Value. 

VshM 

$60,000 

$573 

60.000 

49.a 

10,000 

10.01 

12,000 

laa 

38,000 

343 

26.000 

22.2 

85.000 

22.:. 

60.000 

42.0 

60,000 

46.0 

REPORTS    OF    FIRE    INSURANCE    COMPANIES. 
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SPRINGFIELD  FIRE  AND  MARINE  INSURANCE  CO.,  Springfield,  Mass.— C<w/. 


BceiM  A»  SrocD  Owhsd.— Cml. 
Boim.-CMl. 

fi(9Bi,SHL.d^in8.5% 

Rickm^\\nt^  173&,A% 

Tomto,  p. « 1.  d^  1948,  4}% 

Taloca  ^N.  M..  r..  1932.  5% 

rjetom,RC,d,  l«38,4i% 

RelaBa,B.C,d^l951,4^c  

WettB0Bot.^,d..l«S5,44% 

TflADoanL^d^  1947, 4)% 

TiaD^eg,  Mu^  kw.  imp.,  1925,  4%. . . 
riaoip«Mu^Md.st  bg..d..  1925.4% 
Wbfijpeg,  lluL,  w.  w.,  d.,  19M,  4%-  •  • 

Winston,  N.C- 1940, 4i% 

CiMdao  F^  By..  0.  elf.,  1924,  9%. . . 
Hi.  Mil  A  Sl  P.  Sy..  er.  8.,  19S2, 4i% 
N.  Y..  S.  H.  4  H.  R.  R..  er.  d.  c  1948. 


Pir 
Vahw. 

920,000 
55,000 
27,000 
10.000 
30.000 
15,000 
15,000 
35,000 
25.000 
30,000 
5,000 
30.000 
17,200 
45,000 


Tc 


X  Y.,  N.  HI H.  R.  R.,  ev.  d.  Kg.,  1948, 

J% 

IVm  By^  1 4  r.  m.,  reg.,  1925,  5%. . . 

So.  Pte..  rt«.  CT.  g.,  1929,  4% 

So.  Pic,  CT.  t,  1984, 5% 

»  St. K. (St.  rtfc..  1919.  4% 

A5«.Tl4Tg..nr.g-1983,4i% 

Anw.  Wt|.  I^pcr..  CI.,  1919.  5% 


.Ve»  lag.  Int.  k  See.,  p 

T9t  luted  G«  4  El.,  111.,  1940, 5%. . 

9rocBi. 

4.  T.  4  S.  Fe  Ry-  eom 

.CT.AS.FeRy..p 

B  tO.B.H..eoin 

B*aR.R.,p 

1^  cK.  Ky.,  eon 

'c^  )lil.  &  St.  P.  Ry..  com 

'Vya4BtP.Ry.,p 

'k  4  XwB  By.-  eom 

^3a.8inrR.S 

Gt  JiaBj^p 

DLC(«.R.R 

Iti&btteRy 

»Y,N.H.4H.R.R 

VVPk.Hy 

PlLI.    

^^e« 

>^-P 

;£a!  P»c.  R.  R.,  eon 

MtoXaLBtL  Boston 

fiVaNitBOpriiKfidd 

2^N»tra.,8pra5Bdd 

^n7Stt.Bk.,Bo6rSe 

r«NiLBk,Bortnn 

^■RNat  BL,  NortltUDpton 

*^iwe  NftL  Bk 

3«ttnti  Nat  BL,  Boston 

^•c^  Nat  BL,  Worcester 

3«tBLiifCauDerce,N.Y 

3tt.3ha«iiatBL,  Boston 

^i;$antituNat.Bk 

WBortooNatBk 

SMCckoyTtart,  Boston 

J«»MdMat.BL,Boston 

5P9SB«Hat.bk 

%«KiiBL.8priagSdd 

^«te  4  AtiMNsL'&k.,  Boston 

tacr.Bip 

j»Ti4Ti.";!;;;;;;;;;!;;;;;!; 

f^WfG«4B.Lt 

?*«keVatRw 

-naGM4H 

^p«  On..  Boston,  p 

jE.In.48ee..8i»inAdd,p 

2  St?*  {41.  ftop.,  com 

^^.^'^'^ 

v^GaiLt;::::::::::::::::::::::: 

?»=«5eaGaaLt 

•*F2i.'tS^:::::;::::::: 


20.000 
100,000 

50,000 

20,000 
1,000 

12,000 
100,000 

"50,666 


50,000 

50.000 

122.500 

12.000 

86.000 

100.000 

200,000 

125.000 

40,000 

118.000 

105.000 

115,000 

150,000 

600.000 

100.000 

300,000 

100,000 

50,000 

100.000 

15,000 

26,000 

30.000 

30,000 

125,000 

9.900 

10,000 

15,000 

30,000 
171,400 
12,200 
10,000 
80.000 
50,000 
20,000 
50,000 
10,000 
50.000 
60,000 
8a500 
10.000 
20.000 
100,000 
105,000 

'i»w,666 

90.000 
16.000 
50,000 
1.000 
1.000 
28,000 
12.500 


Market 

Value. 

819,600 
51,650 
20,460 
10,300 
27,900 
12,450 
14.400 
33,600 
23.500 
28,200 
4,550 
29,400 
17,888 
45,900 


44,000         46.640 


21,200 
95,000 
43,000 
20.400 
820 
11380 
67.000 
10.500 
49,000 


49.500 

51.500 

109.025 

9.720 

168,560 

99.000 

268,000 

166,250 

72,000 

146.820 

156.450 

128.800 

199,500 

830.000 

111.000 

333.000 

96.000 

34,000 

128.000 

18,750 

28.750 

51,900 

33.300 

552.500 

13,464 

19.800 

46.950 

97,500 

50,400 

351370 

•4,400 

12,600 

92,400 

145,000 

46,600 

116,000 

20300 

48,500 

73,800 

73,200 

42.000 

90,000 

91.000 

68350 

36.250 

350,900 

189300 

89300 

185,000 

1,000 

1300 

71,400 

11,625 


totdi  (book  nhis,  86.925,932) $5,157300  •$6,668372 


eonpsny's  Tahatioos;  the  item  b  asKta  ia 
▼ahiatioiM. 


MISCELLANEOUS:  Begmning  with  $50,000  oapital,  inoreaMS 
were  made  by  osah  psymsnta,  aa  foUowa:  1851,  $50,000;  1853, 
$50,000:  1859.  $50,000;  1864.  $100,000;  1866,  $200,000;  and  by 
stook  diTidoDda  aa  foUowa:  1875.  $100,000;  1876.  $150,000;  1880. 
$250,000;  1887.  $250,000;  1889,  $250,000;  1901.  $500300.  In 
1918.  capital  was  ineiesaed  $500,000  by  itoek  dividend.  Aaaees. 
menta  were  levied  aa  foUowa:  1871  (65%),  $825,000;  1872  (30%)^ 
$150,000.  Cooilagmtion  losaea:  Chicago.  1871.  $527,120;  Boa- 
ton,  1872,  $259394:  B«ltimoie.  1904.  $440,813;  San  Fnndaeo^ 
1906.  $1,639,068.  VahieB  of  apodal  depoots:  Ga..  $10,000;  N.  M. 
$10300;  N.  C,  $29,400;  Va.,  $51,650;  Can..  $431,660. 

DIRECTORS:  J.  L.  Ptaaae.  M.  S.  Sonthworth,  Homer  L. 
Boeworth.  W.  D.  Kinaman.  W.  A.  EEania,  A.  W.  Damon,  Chaa. 
E  Qalaoar,  Joseph  Shattuek,  A.  F.  Dean.  Frederick  Harris. 

FIELD  MEN  AND  TERRTTORT  COVERED:  W.  B. 
Cmttenden.  apecial  agent,  W.  Maaa^  Vt.  Conn..  Hartford.  Conn.; 
J.  B.  Conuah.  apecial  agent.  S.  £.  MaBB..  CenterviDe.  Mass.; 
F.  R.  Qalacar.  special  agent,  E.  Mass.  and  R.  I.,  Boston.  Maaa;. 
M.  S. Bradiah.  spedal  asent.  Me. and  N.  H.. Portland,  Me.;  A.L. 
Moonay,  Pluladelphia,  nu,  neoial  agent  for  aoatheastcm  Pa., 
Md.,  D.C..  Del.  and  aouthem  N  J.;  W.  A.  Hebert,  Wilkeabaire.  Pa., 
special  agent  for  nortbeaatem  Pa.;  W.  E.  Brewster.  Newark,  N.  J., 
apecial  agent  for  eeotral  and  northem  N.  J.:  F.  L.  CurtiB.  Syracuse. 
N.  Y..  special  agent  for  weatem  N.  Y.;  Chaa  R.  Folaom.  Syra- 
ow,  N.  v.,  neml  agent  for  central  N.  Y.;  Clark  R.  Hall.  Albany. 
N.  Y.,  Bpmu  agent  for  eastern  N.  Y.;  Piatt.  Yungman  4  Co.. 
managers  Philadelphia  suburban  department,  Phihuielphia.  Pa.; 
Hubert  W.  Chapman,  apecial  agent  for  western  Pa.,  Pittsburs,. 
Pa.;  C.  G.  Smith,  agent  Metropolitan  deparUnent,  New  York 
City;  J.  M.  RogHs.  special  agent  for  Ky..  LouisTille.  Ky.;  J.  M. 
Pieton,  special  agent  for  Tenn.,  Nashville^  Tenn.;  L.  T.  Powers, 
special  agent  for  La.  and  Miss.,  New  Orleans,  La.;  R.  P.  Cbwer.. 
special  agent  for  Oa.,  AtUuita,  Ga.;  E.  C.  Jones,  spedal  agmt 
for  Ala.  and  Fla.,  Atlanta,  Ga.;  F.  H.  Spencer,  spedal  agent 
for  N.C.  and  S.  C,  Chark>tt^  N.  C;  Carroll  L.  Garaett.  spedal 
agent  for  Va..  Richmond,  Va.;  Murphy.  Love.  Hamilton  and 
Basoom.  provincial  agents,  Toronto,Ont.;  Knowlton  4  Gilchrist, 
general  aunts.  St.  John,  N.  B.;  J.W.  Grier  4  Co.,  Mootresl.  gneral 
agents.  Western  department,  134  So.  La  SaUe  st,  Chicago.  III.;  A. 
F.  Dean,  manager ;  J.  C.  Harding  and  W.  H.  Lininr,  assistant 
managen;  E.  G.  Carliale,  oeoond  assistant  manager;  J.  W.  Baker,. 
managuT  Metropolitan  diatriot:  State  and  spedal  sgents:  C.  B. 
Can^beO,  SUte  agent.  Little  Rock.  Ark.,  for  Ark.;  M.  H.  Collins,. 
■Moial  agent.  Denver,  Colo.,  for  aouthem  Cob.  and  N.  M.;  F.  W. 
Iider,  ■padal  agent.  Denver,  Cdo.,  for  northem  C<A>.  ana  Wyp.; 
Charlea  E.  Varlsy.  anpt.  improved  riak  department,  Chicago,  HI.;. 
Homer  CaUweU,  SUte  aoent,  Psoria.  lU.;  F.  W.  Sundkff.  spedali 
agent,  IVaria,  lu.,  for  ID.;  J.  H.  Hellekson,  Stote  agent^  lodian- 
ttmliiLlnd.,  for  IikI.;  C.  W.  Fracker.  State  agent.  Dee  Momes,  la.; 
C.  D.Wadsworth.  SUte  agent.  Des  Moines,  la.,  and  Frank  D.  Carr,. 
spedal  agent,  Dei  Moines,  la.,  for  la.;  L.  0.  Gray,  general  agent,. 
Kansas  City.  Mo.,  for  Kan.  and  Mo.;  C.  W.  IVapp  and  H.  M.  Rose., 
special  agents  for  Kan.,  Kansss  City,  Mo.:  F.  T.  McComber.  State- 
agent,  Ann  Arbor,  Mich,  for  Mich.,  and  J.R.  Heenan,  q^edaJ  agents 
Detroit,  Mich,  for  Mich.;  E.  C.  Bowe,  State  agent.  Minneapolis, 
MiuL,  for  Minn.:  A.  B.  Johnson,  spedal  agent,  Minneapolis, 
Minn.,  for  Minn.;  T.  H.  Carlton.  H.  K.  liniger,  apedal  agenta  for 
Mo.,  Eanaaa  Ci^,  Mo.;  N.  S.  Harding,  SUte  agent,  Nebraska 
City,  Neb.;  W.  8.  Harding,  roenial  agent.  Nebraska  City,  Neb.; 
C.  E.  Baboock.  spedal  agent.  Ohiowa.  Neb.;  A.  H.  Brown,  special 
aoent,  Hastingi.  Neb.,  for  Neb.;  H.  A.  IVeder,  State  agent,  xarso. 
N.  D..  for  N.  D.;  R.  T.  Huggard,  State  agent,  Columbus.  0.,  for  0.; 
R.  S.  Tidrick,  spedal  agent,  Columbus,  0..  for  0.;  Guy  H.  Fuller, 
SUte  agent.  Oklahoma  City.  Okla..  for  Okla.:  H.  C.  Chft.  apecial: 
agent.  Oklahoma  City.  Okla..  for  Okla.;  R.  G.  Stevens.  State  agent, 
Soux  Falls.  S.  D..  for  S.  D.;  E.  A.  Chkhohn.  State  agent  for  north 
Tex..  Dalks.  Tex.;  Herbert  C.  Ford.  State  agent  of  south  Tex., 
San  Antonio.  Tex.;  F.  W.  Shirer.  SUte  agent.  Wheding,  W.  Va., 
for  W.  Va.;  E.  G.  Frasier.  State  agent,  Mflwaukee.  Wis.,  for  Wis.; 
F.  W.  Otto,  special  agent.  1329  Wells  Bldg..  Milwaukee.  Wis., 
for  Wis.;  F.  L.  JBeberting,  general  agent  for  Can.,  Winnipeg.  Man., 
Can.;  T.  J.  Ccmelius,  general  adjuster,  Kansas  City,  Mo.;  John 
Gibbons,  general  adjuster,  DaHsSj  Tex^  Chas.  D.  Eaton,  resident 
manager,  St.  Louis,  Mo.  Pacific  Coast  dqMrtment.  comer 
Cafiforina  and  Montgomery  sts..  San  Francisco.  Cal.;  George 
W.  Domin.  manager:  John  C.  Domin.  ssdstant  mansger;  Geo. 
C.  Codding.  F.  EL  Young  and  H.  K.  Nooise  for  northem  Cal.; 
J.  E.  Crandall,  for  aouthem  CaL  and  Aris.,  Los  Angeles.  Cal.; 
J.  F.  R.  Webber.  Portland,  Ore.,  for  Ore.  and  southern  Waah.;  C. 
H.  Anderson,  for  Wash.,  northem  Ida.  and  Mont.,  Seattk,  Wash.; 
L.  B.  Rogers.  Salt  Lake  City,  for  Utah,  Nov.,  Mont,  and  southern 
Ida.  The  oompan;^  operates  in  all  the  States  of  the  Union,  in- 
chiding  the  Hawaiian  Islands  and  the  Dosunion  of  Canada. 


REPORTS    OF    FIRE    INSURANCE    COMPANIES. 

STANDARD  FIRE  INSURANCE  COMPANY,  Hartford,  Conn. 

Fnadnit,  M.  Lcwiq  Hewn:  Becntuy,  H.  B.  Anthmr.    Oifuiiitij.  1901, 
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ivl'l. 

iSi 

P»id 

Diiid«di 

ElI«B 

ToUlEi. 
ptu&Uinl. 

is 

IDM 

tl.U9,ttl 

ijoiau 

1.1B2,I»D 

i.ii!o.no 

Ufl.0i8 
333,834 
l(.43l 

1  IT  Jit 

tsojis 

130,783 

'IS 

« 

I 

■as 

iTun 

iaitiftl  urpJui  pud  in.    t  Etcliidinft  « 
1.  Dtc.  31,  ISU.  IjinuTm,  Die.  31,  1114. 


Total  umH ll.gM.Wl 

UadvwritiDt  loM,  I15B.731: 


RIBK8  AND  FREMIDMS:  Fin  ri 

ltig,IIS«M9:  pmiuuiiu  tliacca.  tl,OW,m. 

BUSINESS  SINCE  ORGANIZATION:  1 
(2.106,44*;    kam  pud,    K66.2e4;    diiidn 


hjmiaUry  iat. 
Hmford,  6muL. 


Cln™.,  O.,  in  d(pt.,  l»3i.  ii%.. 

"'—    "    " — pan.,  11)43,  (1%. 

.ri«tbg.,lBM,iil 


Mdl,  BL  tei£oini~B.  ion.  11 

"      "k,  N.  i.,r.,'lM4,  4(%. 
'-'-'-  ^ — „ir.f.,  1M_. 
1..  [..  m».  V 


..'im.'i^ 


It.  coIt..  1122, 


N«T  BrltuB.  boiiii. 

Nf*  CUUU,  CODD..  . 

N««  Londoa.  Com.,  tc 
Ne>  RmWc  N.  Y.,  ( 

N«r^hrJk,'N.Y;,'^.;(ii.Mf;,'iM7- 

31, H''^ 

Naw  RocMlt,  lib.  bidg.  imp,,  1111,  4)5!, 

N.  Y.  Cy..  Bip.  rtt  n.,  IBIB,  «% 

N.  Y.  Cy„niT..  mtwT.  f.'"       

N.Y.Cy.,j.«-|.    ■-     I'l-..     Kr. 
Norwich,  Conn. 
Portlw'  " 
St.  Lci 


l7o...  M.WO 

1. 3t%         19,000 


d.  On., ' 


I'SIdo!^.,  pkL;  i»Ji.  .,,^ 

Tonato,  n,  a.  ].  d..  d.  pow.,  1MB.  4% 
Utioi.  N.  Y.,  Mb.  imp.,  igiJ-i8.4i'"p.. 
Vnonra,  Bp.  C.  lot.  imp.  d.,  IBM,  4)% 

WilsbuiVi  ^"B-  «-.  in4,31% 

VoBk«,K.  Y,.K.,  lin-lS.  4}% 


Atl. 


-.,  L.4N,«i,I(, 
I..  IBM,  4' 


B.  *  M.  fe.  R.,  loag,  4^„ 

B.  A  N.  Y.  A.  L.,  1  m,.  IKi,  4%. . . 
Ctnt  P«.,  I  r.  m.,  IMft  4".     --     - 

C,  B,  A  a  R,  R,  g 

C„M.  4P.  8..  Im.  „ 

C.  M.  ASt.  P,.  (s.  m„l«St,' 
C.  A  Nwn..  gn.  m..  1987,  3Kd 


I.,  1858. 4%. . 


<2».i%.. 


C.  Rock  I.  A  Pi 

C.  8(.  L,  4  H,  Or,,  f.  i..  i»i.  o'.t 

C.  t  WtM.  lad.,  ca..  IBSl,  4%. 

C.  C  C.  *  31.  L..  ool,  ti.  m..  IMD.  t-l, 
Cle«.  8.  L.  Ry..  1  m.  gr.,  19(1,  H%... 

IlL  Cenl..  r,  m,.  IBM,  4"-, 

HI.  Ctoc  A  C,  St.  L,  A  N.  0.  R.  R.,  It, 

I  r.  DL,  IK3,  5' ; 

Uks  Shon  A  Mich.  So..  1031.  i% 

Uhi(h  VkU.  Tm.,  I  m.,  IHl.  1^^.-.... 


».ooa 
ulooo 


10,300 

i.Doa 

14.U0 


13,800 


11.000 

14!000 

18. 7M 
18,800 

i:,r» 


Bonn  uiD  Siocu  OwmB.— Cm*. 

L.  I.  R.  R.,  d.,  1134,  BTo 

L.  t.  R.  R~  r.  III.  liit.t'^ 

L.AN. 


bosu'i  L,^  T,  R  R  «  S,  B.,  1  B 

1118,7% 

New  LondoB  No.,  I  ».,  IMO.  4% 

V.  Y.  C.  4  H.  R.  R.  R.,  r.,  301J,  41%, . 

Y.  Con.  B.  &,  I  D.  »„  1»M,  4i%. . . 

Y,  L. 4  W.. ooHt.  m..  im,  i%.... 

Y..  N.  a  *  H.,  ei.  d..  1048,  fl% . . . . 


L  IMT,  4° 


n,  I.,  r.  a  £1,,  1  m»  iwv,  lye, .,,,.-. 
No.  Pk.-0(.  No.,  it.,  C.  B.  4  4.  uL, 


OitL  4  CiLRR,]  111,1197,8%....  18,00 

Ore.  B.  L,  a.  1  m..  IBIS,  8% 10,09 

P».  tr.  cUi.,  IMS,  11% IO.00 

PaUnburg  R.  R,.  ck  m^  IVH,  8% 100) 

P.,  C,  C.  A  St.  U  a.  m.,  1MB,  4]%, . .  UM 

Riob,  4  Fel«..  B,  m..  IMO,  4t% 8W 

3t.P.  ADuhith,la.m.,  1H8,  4%..,.  10,00 

So.  Fk..  1  r.  m..  IBU,  4%  U.00 

Union  Pic,  1  In.  A  r.,  1008.  4% ISM 

VudaliL  oe.,  1187,  47o 10,00 

Vt.  V»L  R.  R,  1  m.  I.,  IWO,  4)% «,00 

WnbHh  B.  R.  1  m„  !»>,  8% 10,00 

Waifainstoa  Tn..  1  m..  IMS,  4% 10.00 

Utrt.  ftmd..  N.  Y„  g,  m.,  1)33,  i%. . .  10,00 


TnHt 

Caviui  4  Su>).  R. 


Notthan  Cent.  R.  R.. 
Omoo  4  SyneuaaR 

UiuonP»c.R,R..p 

United  N.;.R.R.  4  Cui»L,gr. 
Pic.  CoMtAdj.,"     "        '•• 


MISCELLANEOUS:  Thia  ounpuf  wu  anuuMd  DKonbi 
31, 110e,ud  Munoued  buuem  in  Anil,  itu),  with  b  pu 
op  guiUI  of  t8D0/)00  ud  *  nid-in  Hiplui  of  1800,000.  Depc 
[D  Ol,  810,000, 

DIRECTORS:  D,  N.  BirDOT,  E.  B.  HitalL  F.  P.  Furiot 
Qh.  A.  Qw^  Alton  Firrel.  M.  L  Haws,  W.  A.  Buibcni.  J. 
Enagn.  W.  F.  AmalionK,  L.  R.  Cheney. 

FIELD  MEN  ANDTERBITORY  COl'ERED:  Joe.  K.  Hook 
Hiriiotd,  CoDn..  [or  New  England:  Qeorge  Birisy,  Bmakl; 
N.  Y,.  for  N.  Y.  uid  N.  J.:  RM  S.  Calhoun.  FhiUddphi*.  F 
fir  Fl,  D.  C.  and  nuihin  N.  1.:  H.  E.  Hire,  AUsdU,  Gi .  I 
Fla..  N.  C.  3.  C.  Oa..  Ala-.  I  '  ~  "-■"•- 

Marion.  O..  ta  0..  Ky..  loinr  M 


,  Fred  rf.  Pcm 

,  ..  _., and  W.  Vi,;  R<m  A.  Moo 

Ind.,  [»  Ind..  lU.  and  Mo.;  VT.  O.   Madellai 
!v  uiqw  Mich.,  Wia^  Minn..  Ik.  and  V" 


r.  Colo.,  for 


„„.„.  ^ ._  Ctio.:  wJnr  H."Mii 

Hmon,  B.  U.,  lor  S,  D.;  Norman  Tboajpaon.  Fargo,  N.  D..  I 
N.  D.  Th*  Dompuy  opntee  in  aU  the  Statia  and  Urritor 
einpl  Alaa^  Ark.,  Haw.,  Eu.,  Mbe.,  Okla.,  P  I.,  P.  R.  wd  Vi. 


REPORTS    OF    FIRE    INSURANCE    COMPANIES. 
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STANDARD  FIRE  INSURANCE  COMPANY  OF  NEW  JERSEY, 

Trenton,  N.  J. 

Prendent,  Wm.  C.  Lawrence;  Seeretary,  0.  J.  Prior.    Organued,  1868. 


1 

UaBBoed 

Net 

Net 

Total 

LOMSB 

Total  Ex- 

LoMSB 

Yui\   Aaed 

( 

^%  _  .  .  * 

Smpiu 

FtemhiiiM 

Income 

Paid 

DiTidenda 

Expense! 

peoditone 

Incurred 

im    |1,Q6I,«0 

1344381 

S465.77D 

1323,962 

1875.652 

$176,596 

$20,000 

$124,883 

$321,479 

$172,970 

im     m,i» 

33«.164 

414,679 

324,458 

360,909 

163.167 

16.000 

123.435 

302,602 

158.392 

m2      953429 

330,446 

386.719 

294,904 

335326 

166,021 

16,000 

•135.824 

317345 

156,534 

mi       913.70B 

327.973 

828.992 

313.215 

350,733 

198.089 

16.000 

126.075 

335,114 

189.637 

I9M       892^ 

333^10 

801,462 

839.470 

874345 

153,973 

16,000 

136.651 

806.6241 

152.106 

'IodadeitU.786 
Ann,Dic31,m4. 


JLaii 
IMpcelout.. 

Boodi  ttd  itoGb, 

CM 

iiati' beiioeei. 
btoot 


$30,000 

3(1350 

673389 

47314 

61.029 

6.408 


of  1911 

Luannaa,  Dm.  81. 1914. 

LoiBMiinpaid $30356 

Uneaniedprema....  844381 

Other  liabifitiei....  17.983 

Total  fiabifitki...  $393,720 

Capital  paid  ap....  200,000 

Netsorplm 465.770 


Totei 


S1359.490       Total $1,059,490 


Uadovritiai  profit,  $16331;  investment  profit,  $54,760. 

aiSKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
rmijsn;  tnmaam  Oiereon,  $671,066. 

Bl^IN^  SINCE  ORGANIZATION:  Premiums  recetTed. 
^L^S:  loM  paid,  $3,458,960;  dividends  declared,  casii, 

mi  ESTATE  OWNED:  Conrists  of  the  3-  and  2-8tor7 
lRkbaafii««iyi  white  marUe  front  at  15  W.  State  st..  Trenton. 
Bacaaknd.c»ried  at  $30,000. 

imUGE  LOANS:  There  are  53  loans  asgracatittg  $241,250, 
•^ Kt kfev  of  «hieh  are  npon  TVenton  properties.  Only  $170 
«-3tBatvM  put  doe  on  December  31,  hMt. 

B<»il»  AND  STOCKS  OWNED: 
Bona. 

I«toaStBy^«8,1838,5% 

JWte  ha.  Rjr^  1915-31,  6% 

1"^  ??-•*  ^^  St.  By^  1943,  5% 

raTdEUN.7,lM9.4% 

^,i%AL  A  CeaL  Jet.  By.,  1960, 5% 

VWwyaRy.,1948.4% 

5^  Ti  Ctf,  1930. 5% 

^aoRiX;.  Cr.  A  Cbnal.  1944, 4%. . 


BoBM  ANn  Stocks  Owintt>.~C«Rf . 


Cape  May.  N.  J.,  imp.,  1934.  5%. 

Orange,  N.  J.,  so.,  1934, 4% 

Orange.  N.  J.,  sc.  1943, 4|% 

Hudson  Co..  N.  J..  pL,  1954.  4%. 

Hudson  Co.  Qas,  1949.  5% 

So.  Hy.,  div.  ctf.,  1919,  4% 


Stoocb. 

Meeh.Nat.Bk 

First  Nat  Bk 

Atl.  A  Chad.  A.  L.  By 

Phihi.To 

Fkd.  A  Sthwk  Phna.  Cy.  R.  R 

intero.  Me 


let.,  p. 

Interb.  Met^.  voting  ctf. . . . 

B.  A  0.  B.  B.,  com 

United  N.  J.  B.B.  A  Canal. 

Cs.  To.  of  N.J 

liggett  A  Myen  Tob.,  p. . . 
Geo.  W.  Heline,  p 


Par 

BCarket 

Value. 

Value. 

$20,000 

$21,200 

61.000 

58,560 

25,000 

25.750 

40.000 

38.000 

15,000 

15.600 

400 

328 

5.000 

22.800 

7,700 

14.861 

15.100 

30.200 

25.000 

40.250 

1.500 

10.950 

20.000 

13  600 

80,000 

18,600 

16.500 

2310 

50.000 

44300 

10.000 

22300 

50.000 

87,500 

30.000 

35,400 

15.000 

16,950 

Par 

Market 

Value. 

Value. 

$58,000 

$58,000 

23,000 

25.020 

10.000 

9.600 

20.000 

19.200 

25.000 

20,250 

20,000 

19.200 

26,000 

19.750 

10,000 

10.000 

25,000 

18.750 

4,000 

3.960 

Totals $657300      $673389 

MISCELLANEOUS:  Capital  reduced  in  1880  from  $200,000  to 
S100.000,  and  inoeased  in  1902  to  $200,000  by  cash  payment. 

DIBECTOBS:  F.  W.  Boebiing.  Huston  Diaon,  B.  V.  Kuser, 
H.  W.  Cook,  W.  H.  Brokaw.  I.  F.  Bichey,  0.  D.  Wifldnson, 
W.  H.  Linburg.  A.  C.  Yvd.  N.  L.  Petty,  W.  A.  BoeUing,  John  H. 
Sendder,  J.  HTBlackwell,  J.  W.  Manning,  W.  C.  Lawrence,  E.  G. 
Roebfinf.  E.  B.  Panons,  N.  B.  lyioi,  A.  W.  Lee,  0.  J.  Prior, 
B.  B.  Dinamon. 

FIELD  MEN  AND  TEBBITOBY  COVERED:  William  M. 
Croser,  special  agent.  The  company  operates  in  Mass..  N.  J., 
N.  Y..  0.  and  P^ 


STATE  DWELLING  HOUSE  INSURANCE  COMPANY,  Concord,  N.  H. 

Pnsident,  S.  A.  Carter;  Secretary,  Obadiah  MorriU.    Organised,  1885. 

fia 

»a 

919  1 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Lceses 

iMto 

IVemiums 

Surplus 

Premiums 

Paid 

Dividends 

Expenses 

penditures 

Incurred 

tSl,7S 

$8,389 

$18,049 

$4,348 

$8377 

$1,675 

s$2,790 

$3361 

$7,826 

$220 

ilM» 

8,650 

15.716 

5.373 

8,069 

148 

«3.020 

2.075 

5.243 

148 

51,920 

7,823 

17,307 

4.695 

7,516 

161 

«2.805 

1,957 

4.913 

1,607 

»jsa 

7,451 

17.020 

4.963 

7,456 

1.054 

e2.896 

2.084 

6.034 

1.054 

48.401 

6.729 

16.441 

3,812 

6.497 

2.089 

C2.688 

1.803 

6.580 

2.089 

>  Isdadei  diridndti  to  potioyfaolders. 


^"ini.DK.31,1914. 

j5«Bloias....        $4,000 
wnditoeb...       38,464 

f^-,- 8,608 

N«i'hriM8Bi....  217 

466 


LuBfLmss.  Die.  31. 1914. 


Unearned  prems.. 
Other  liabihties.. 

Total  iiabilxties. 
Cental  paid  i4>. . 
Netsurphis 


$8389 
317 


$8,706 
25.000 
18,040 


««i $51,755       Total $51,755 


i«ai 


HSS  i.VD  PREMIUMS:  Fire  risks  in  force,  December  31, 
lUOun;  praaisBM  thseon,  $15,039. 

r^TSB  aiMCE  OBOAmZATION:  Pnmhimi  reoetred. 
aii.tiB;iian  paid.  $36,943;  <findeods  declared,  cash.  $44,430. 

M'^GAGE  LOANS:  There  are  2  loans  aggregating  $4,000, 
f^^  hjf  dvc&BK  property  atoated  in  Merrimack  Co.,  N.  H.. 
^^i  a  STjOOOl  There  is  no  interest  past  due,  and  the  com- 
ic/ i^  $3  JOO  of  insoranoe  on  the  buiMings. 


STOCKS  OWNED: 


4aFe. 

■  Wflolea. 


Par 
Value. 
$6,000 

3,500 


Market 
Value. 
$5,940 
2.590 


Par  Market 

SrocKB  OwsK>.—<!onL  Vahie.         Value. 

Baltimore  A  Ohio  By $2,300  $2,039 

Brookl^  Bapid  Transit 1.000  910 

Conn.By.ALtg. 2,000  1,200 

ChL,  Mu.  A  St.  P.  By 2300  2,475 

Kan.CT.So.^ 3,000  1.830 

N.  Y.O.AH.B.  B.  B 2,500  2350 

Norfolk  A  Western  By 3.000  3.120 

Pa.B.B 2,500  2,775 

U.  S.  Bealty  A  luT 3.000  1,830 

U.  S.  Steel  Cup 3,000  1.830 

Union  Pacific  By 1,000  1,550 

Totals $35.300        $30.337 

MISCELLANEOUS:  On  April  27,  1907,  paid-up  capital  was 
increased  from  $15,000  to  $25,000.  Company  operetes  only 
in  N.  H. 

DIBECTOBS:    Sobn  A.  Carter,  William  F.  Thayer,  John  E 
Robertson.  Willis  D.  Thompson,  Frank  S.  Streeter,  Arthur  P. 
MorriU.  Oeorae  A.  Foster.  Obadiah  Morrill,  Frank  P.  Andrews. 
.\Uen  HoUJs.  Isaac  Hill. 


REPORTS    OF    FIHE    INSURANCE    COMPANIES. 


STERLING  FIRE  INSURANCE  COMPANY,  Indianapolis,  Ind. 

i;  SeoMuy,  Oicw  L.  Ron.     Oituuad,  llll. 


Tui 

!  Unomed 

-^r 

■il™ 

"iST 

IKridBdl 

Ei|«H     p^Uin^ 

iHUltd 

1310,883 
388  J«2 
UMIO 

2«.BB1 

30M5] 

t3(B.t2S 

23.J31 

11   11 

m 

I  ImhidiB  tSOIUSS  i 

MortcKcloiia....  tl.Ul.MO 
Bondauditoclu...  242,028 
Collilttnlkiua....  b.tM 


T<ilt]*dm.iHi 


79,125       ToUi: 

Z4.nS    CiiiitalpHl 
NFltur^.. 


tl,5tl8.47S       Tot^.. 


(1,M8.47S 


Uadvnitioi  liH,  I114.38>:  iotntnait  jmEt,  UfJUt. 

USKB  AND  PREMIUUS;  Rn  nk*  in  fun,  DMcabw  31, 
IN.I23.«TI;  pnsmiimH  tbtnon,  160(1,081. 

BUSINESS  SINCR  ORGANIZATION:  PnmiiiDig  rMOwd. 
(1,070,729;  Iowa  nud.  »(02,92g. 

MOKTOAGE  LOANS^  Thtn  an  380  Imm,  KQwOttf 
'    ^  '^  nnproiad  ral  cstatfl,  moiuj  mliidiua, 


IIO.ODO  or 


ll.HIJNU.nDtaotadb^imiinnsd 
nhied  it  fil,El>W7.    Oily  IT  u.  _ 
btrnt  bgiufor  tSOOOO.  t36j000,  tI6,IXw  UH  ( 
Cba  mnuDda  luiiiit  EriOD  IIOO  up.    Thoe  * 
But  dw  on  December  31.  iHt.    Tbe  aniiiHiB: 

BONDS  OWNED: 

r.ti  rhll.,r....,  l^M,4% J 


ID  Co..  lad 


S.  3%.. 


f.  r.  c  ieia-*i.  *i% 

WwMl..  I=d.,  K,,  0- 1915. «%...,. . 
Aduni  Co.,  Ind..  mK.  rd.  c,  lOlM  4)% 
ClinloD  Co..  lod..  gr.  r.  Hil-17,4l%. . 
OuTciU  Co,.  Ind.,  ft.  id.,  19J5-10, 4i% 
Sipuln    )kl>    f    lias  •% 
Duvili    >a   «  Alig.imii.  INO  i% 
Lyactibun  \l  nt,  108,4% 
RouiolEeAs   pabiclMO  M% 
RouiDkr  Vi         up    1940,  41% 

led     \  D     DC..  I UT     1917    3'^ 

Mm  D  I         1  td    mt  H  4ir 

Din  it^  I    I    {T  nj    1911  23  UH 

Kbox  I             rd    1921  2S  4)% 

N™i  I        m    J  W  &  I  (wp 

Hrndn  k  I       n  rd    1928J0  41'- 

PukclD   Kt    >i    nid   1(17941 
Dwcn     0    iDd     a    1011  41% 
"    ■      'o    Ind    «  ri    mS-IO  41'"« 
,    o   Ind^  p  id   IWM,  *\% 
■    ■    E     id,  1911-9  41% 
I    J  k  T  Twp   DM  rd 

-o.fod    t.  rd    lBlI-a.41% 

9   iDd    gv  Rj    1017  9  4)<" 


23,000 

9,300 

.     4,900 


li  iv.id..  l»li,4i^. 

AU-o..  C...  .^.,  gr.  rd.,  191S,  4i^ 
MtdiKiD  Co..  lod..  gi.  rd.,  I9H  *\% 
Rudolph  Co.,  lod.,  tane.  id.,  1917, 4) 

ToUli  (bwA  nliM,  taU,lU) 

MlBCELLANEOnS:  Vihia  of  dep 


■:  Ind..  tiU,lll 


DIR£(7T0BB:  J.C.B!midBis,L.A.Co1anu.E.U.Hifidii>- 
C.  M .  Honv,  Ju.  F.  Jdk^,  L.  B.  HUBluLWrN.  Sbosn  R-C 
Walkup,  J.  E.  Lilly,  Q.  0.  Qoidt,  eTdTEtuh,  J.  Will  Bu«, 
Elnw  E.  Oudy. 

FIELD  MEN  AND  TERRITORY  COVERED;  On  B.  ^ 
Dun,  Btata^nt,  W.B,  FttafK^  tptcW  tieal,  IbiIbheM 
Ind.;  J.  A.  Sln(rPddn,IIL,  BtM*  WKt  for  IlL:  Morn  W.  VM 
Gki  BmldiDE,  UmiJ-pjj  Mln.  HiU  untfn  Minii.  lod  wlK 
H.B.MiitU&linBbw;0..aUMMtBtteaitiidMkk^Akii^ 

I  *  Alsundv,  BMa  icbU.  R.  SThiAa,  CWfabm,  W.  V> 
■PMnl  atot  K»  W.  Vt.:  11m  KtoHl  C<K,  Mdnvvfilu  MM  1 

Tiliiiljili .nT.riin.niililnilVHitliM  humihi  fH* 

Abd  B«U^  BaltiBen,  Md- for  V».,N.  C,  D.  C  Ui.  n 
Del.,  N.  J.,  ud  N.  Y.,  gaUfUAopofitaD  ibliiiit:  A.  A.  Eia 
Ehnn,  N.  Y^  Mdil  MM*  tMbm  depMbnent.  tnrek  N.  I 
SUta;  RiipbWartlnok.iiMdilwntiHterBdqi'Di't.lnTdtn 
otBoc  HH^m.IVnukE.PMmd«lii<nt,nrtndt(d 
ment,  nnk  NTcVl,  Md_^  lOoa  Utmxn  Md.    nt  ^ 

,   pur  opnta  m  OJ.,  D.  C,  Q.,  Ind.,  Md.,  MkA,  Mibl.  :(. 

I   N7Y..N.C.,0.,0r«.,PL,  VL,Widi.,  W.VL,udWk 


STONEWALL,  INSURANCE  COMPANY,  Mobile,  Ala.5 

Fniidtal,  Chu.  H.  Brem;  Sectrtuy,  John  Giillnd.    Oiiuind,  UH. 


Tu> 

A-«. 

'?ssi 
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-^LT 

~i^r 
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I»rid«A 

TKia^ 

b^ 

914 

910 

1 

30,873 
Sill 

1»,792 

38.498 
33,90G 

49.1M 
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IK 
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STONEWALL  INSURANCE  COMPANY,  Mobile,  AlsL.—Continued. 


Aims.  Dk.  31. 

Bmles»e.  ■■■.'... 
MoitMriaui — 
Bodtudftocb... 

CdbtenDoaoi 

Cmb 

AgeatB  balaoeai. . . . 
I^erert  and  rentf . . 

BabncdviUc 

Othff 


1914. 

12,250 

116345 

114,095 

30,775 

8,437 

23,535 

930 

17,399 

658 


LiABzuTXis,  Dec.  31, 1914. 

Cneuned  prems. . . .       128,325 
Borrowed  money...  5,000 

Other  liabilitiei....  5.192 


Total  Habilities.. 
Cairital  paid  up. . . 
Netniiphit 


S38.517 
150,000 
125,907 


Total 


1314,424       Total $814,424 


Uodennitiiif  profit,  $3,094;  mTestinent  profit,  $10,267. 

filSES  .4ND  PREBIIUMS:  Fire  risks  in  foroe,  December  31, 
13.706.435;  premioms  thereon,  $54,771. 

BrSIN£SS  SINCE  ORGANIZATION:  Premiums  received, 
11420.781;  kflses  paid.  $438,662;  dividends  declared,  cash. 
1530,033;  stock,  $48,465. 

aL\L  ESTATE  OWNED:    Land  in  Mobile,  Co.  Ala.,  valued 

«tS2.250. 

MORTGAGE  LOANS:  There  are  65  k>ans,  aggregating  $1 16.- 
Sfi,  protected  by  improved  real  estate  in  Mobile  City  and  snb- 
Bfos,  nbed  at  $321,400.  There  is  no  interest  past  due  and  the 
eoQpuv  holds  $136350  ct  insoranee  on  the  buildings. 


OOLLATERAL  LOANS  are  ss  foOows: 
Seeorities: 


BtgBma,itk. 
lAHiLBaak. 


Market 

Value. 
$2.640\ 
4.000/ 


Amount 
Loaned 

$5,000 


CoLLAniuL  Loans.— ^Trnil. 
Securities.— CofU. 

Greene  Co.  Lbr.  Co 

Stonewall  stk 

Peoples  Bank 

Stonewall 

Van  Antwerp  Bldg 

450  bales  cotton 

400  bales  cotton 


Market 

Amount 

Value. 

Loanad 

$1,000 

$1,000 

2.640 

2,050 

850 

375 

4.950 

4.000 

500 

500 

15,750 

15,000 

14.000 

10,000 

Leis  loans  on  own  stock . 


$46325 


$38,125 
7,350 


$30,775 

BONDS  AND  STOCKS  OWNED:              Par  Market 

Vahie.  Vahie. 

Alabama  Cb $107,000  $99,510 

Alabama.f 7,000  7,000 

Mobile  Cot.  k  Merc.  Assn 2300  2,500 

Mobile  Infirmaiv 5,000  5.000 

Stk.  Chamber  01  Commerce 25  25 

Cotton  Ei 100  60 

Totals  (book  value,  $121.605) $121,625  $114,095 


MISCELLANEOUS:  Company  operates  only  m  Alabama. 

DIRECTORS:  J.  J.  Blaeksher,  Chas.  H.  Brown.  Nathan  0. 
Davis,  Samuel  J.  Hahn,  Winston  Jones,  A.  L.  St^des,  Estes  D. 
Baker.  A.  W.  Brooks.  J.  C.  Buah,  Jr.,  Leqpoki  Eichold,  Robert 
Hunter,  W.  P.  McDoanell.  F.  C.  Tuner.  Stewart  Broob,  J.  B. 
Davis. 


STUYVESANT  INSURANCE  COMPANY,  New  York,  N.  Y. 

PMident,  A.  R.  Fierson;    Secretary,  C.  A.  Oarthwaita.     Organised,  1859. 


Tua    Aaets 


IM4  ;  tl,lC232S 
l«i  1349343 
SU  U35319 
ttti  1337376 
IWO    135t,119 


Uneamed 


$476,707 
694388 
600,092 
630,«1« 
490308 


Net 
Surplus 


$150,962 
112,425 
268354 
277,696 
251364 


Not 
Ftemiums 


(4651,673 

1,178,755 

1,022,039 

914,653 

915,068 


Total 
Inoome 


$702,080 

1,232,090 

1371,413 

966,066 

957331 


FUd 


a$579,767 
810,145 
695,797 
683,439 
492.700 


Dividends 


$40,000 
40,000 
40,000 
40300 
40300 


$209312 
348317 
300,403 
277381 
2663071 


Total  Ex- 
penditures 


$889,069 

1,198.662 

1,036,290 

901,820 

799,507 


Ineorred 


$547,606 
828.706 
642,67$ 
684388 

510.641 


s^bdea  $39392  marine  pTcmiums,  and  $5300  marine  losses. 
Amn,I>K.31. 1914. 


itotSiieloaas... 
BBDdaaadsfeoeka.. 
CM 

AfCBia'balBaees... 

Ixentt , 

0^1 


Total 


LiABiuma,  Dsc.  31, 1914. 

Lossa  unpaid $115,049 

Uneamed  prems 476,707 

Other  liabffitica.....  19,606 

Total  liabifities...  $611361 

12,000    Capital  paid  up.....  400.000 

Netsuiphis 150.962 


$6,000 
875,777 

6332 
258,541 

3,473 


$U82323       Total $1,162,323 


CndavritiBg  psufit.  $20316;  investment  profit,  $48,721. 

2ISES  AND  PREMIUMS:  Fin  risks  in  force,  Deember  81. 
P3,196J0S;  preuDUBM  thereon,  $031,683;  marine  and  inland 
nb  m  ioroe,  $298304;  premhou  thereon,  $4,755. 

^BUSDIESS  SINCE  ORGANIZATION:    Premiums  received, 
^'.3^.965:  kssee  pttd,  $6,486391;  dividends  deelared.  cash. 

ti.i7s.ino. 

MORTGAGE  LOANS:  There  is  a  fean  of  $8,000  on  379  Bridge 
K.  Brook^  fafaied  at  $0,000. 

B0MB6  AND  STOCKS  OWNED: 

BOKOS. 

5  J..  C.  rap.  t,  1960, 3% 

JJ.C,poLdeot.,1941.3% 

J.  T  C,  sew  (pK  eoL,  1915, 3i% 

J|C,r.L.1964.3J% 

J.T.C..add.w«t..l91?.31% 

;-jC,ap.l957.44%. 

C.C.A0rRR3lsB,lW8,5% 

J,  If.  4  8t  P.  RJL,  ev.,  1933, 4|%.. . . 
w^  B.  L  ft  Fae.  R.R..  cv..  9002, 4%. . . . 


Par 

Market 

Value. 

Vahie. 

$25,000 

$28300 

120,000 

04,800 

5,000 

4,100 

1,000 

1,000 

8,000 

8300 

20.000 

17,600 

80,000 

30,000 

10,000 

10,700 

10300 

10,700 

10.000 

9300 

1,000 

600 

15,000 

14350 

8.000 

8,160 

16.000 

8,750 

Bonds  akd  Stocks  Owmn. — Cont. 
Bonds.— Cont. 

Kan.  Cy.,  Ft.  S.  ft  M.  R.R.,  1  m.,193624% 
Mo.  Pae.  RJl.,r.,  1  m.,ov.,  1959,  5%.. 

So.  Pac.,  cv.,  1934, 5% 

St.  L.  ft  San  F.  RJt..  r.,  1951, 4% 

St.  L.  ft  Swn.  R.R.,  1  cs.  m..  1932, 4% . . 

W.  Md.  R.R..  1  m..  1952, 4% 

Bdwy.Suxf.RJl..N.Y..l  m.,  1924,  5%.. 
Lex.  Av.  ft  Pav.  Fyja.R.,N.Y.C..l  m., 

1993,5% 

Am.  Smelters  Sec.,  s.  f.,  1926,  6% 

Mtc.  Bd.  of  N.  Y.,  1966.  4% 

N.  Y.  Air  Brake,  1  m^  1928, 6% 

N.  Y.  Gas  ft  El.  Lt,  H.  ft  Pow..l949,4% 
Clean  El.  Lt.  ft  Pow.,  1  m.,  1951,  5%. . 
W.  EL,  1  m..  1922. 5% 

Stocks. 
Ateh.,  T.  ft  S.  Fe  R.R.,  oom 

B.  ft  0.  R.R.,  com 

Buff,  ft  Susq.  R.R.,  cp.,  p 

Buff,  ft  Susq.  R.R.,  op.,  com 

Brinson  Ry..  p 

Chi.,  Mil.  ft  St.  P.  R.R.,  com 

Chi.,  Mil.  ft  St.  F.  R.R.,  p... 

Del.  ft  Hud.  Co 

Kan.  Cy.,  Ft.  8.  ft  M.  Rja..  p 

La.ftNashviHeRJl 

Man.Ry 

Minn..  St.  P.  ft  S.  Ste.  M.  R.R.,  p 

Minn.,  St  P.  ft  S.  Ste.  M.  R.R.,  com.. . 

Norf .  ft  W.  R.R.,  com 

No.P*c.R.R 

So.Ry.,p 

So.  Ry.,  scrip 


Par 
Vahie. 

10,000 
15300 
10,000 
25.000 
25.000 
20,000 
10,000 

15.000 
10.000 
20,000 
10,000 
5,000 
10,000 
10,000 


10,000 

1300 

2,200 

2,000 

3.000 

10,000 

10.000 

20,000 

10,000 

43.200 

40.000 

10.000 

10.000 

11.600 

3300 

20.000 

60,000 

10,000 

200 


Market 
Vahie. 

7300 
5350 
10300 
15,750 
17350 
12,400 
10300 

15,150 

10.400 

16300 

9300 

4.850 

9,000 

10300 


9,900 

973 

1,958 

600 

210 

9,500 

9.900 

26300 

14300 

53368 

28,000 

18.800 

13300 

15,196 

4.069 

20300 

55300 

6300 

164 


170 


REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


STUYVESANT  INSURANCE  COMPANY,  New  York,  N.  Y .—Continued. 


So.Pac 

Un.  Pse.  R.R..  p 

Un.  Pm.  R.R.,oom.. 

Cs.Qu 

Golden  HiU  Big 

La.  Property 

P.  Lorillard,  oom 

TobMoo  Produ«ti,  p. 
ImngNatBk , 


$50,000 

948,000 

30.000 

16.600 

10.000 

13300 

30,000 

38.700 

25.000 

26.000 

100 

40 

30.000 

86.400 

10.000 

8.700 

10.000 

18.000 

Totdi  (book  Tiklue  1068.000) 8000.800      8876.777 

MISCELLANEOUS:  On  NoTember  21,  1002,  30%  (140.000) 
■Hiwiiiniint  was  ieyied  <»  stockholdecB  and  amount  added  to 


nrphia.  In  1008  capital  was  inereaaed  from  8200.000  to  $4(n,(Xn 
and  $100,000  added  to  anrplua.  Conflagration  losMs:  Baltinoic 
1004.  $42,000;  San  Frandeoo,  1006.  $156,000.  Bpadal  depoat 
in  Man..  $12.0Qa 

DIRECTORS:  A.  R.  Pienon.  J.  S.  Frelin^mjaen.  E  G 
MeEaddin.  E.  C.  Jameson,  Robt  K.  Prentaee.  L  R.  Bovdn. 
C.  y.  McMole.  F.  L.  Franent.  C.  A.  Qartkvaite.  L.  A  ThoDpno. 
W.  H.  KeDner,  W.  P.  Prentiea.  E.  F.  Bnwitar.  F.  P.  Hint, 
A.  C.  Knotbe,  J.  F.  Sehmadaka.  H.  R.  Chaabcra. 

FIELD  MEN  AND  TERRITORY  COVERED:  J.  8.  Fnfiu- 
hayaen.  flaoeral  agent.  The  company  operates  in  (?tl..  (}olo^  Du 
La.,  Md.  Minn..  Mies..  Mo.,  N.  J^  N.  Y.^  N.  C.  C.  On^  PL, 
Tenn..  Utah  and  Wash.,  alio  m  B.  C.  and  ~ 


TEUTONIA  FIRE  INSURANCE  COMPANY,  Pittsburg,  N.  S.,  Pa. 

Preodent.  C.  W.  Gerwig;  Secretary.  N.  A.  Wood.  Organised.  1871. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

LOM 

Yl&R 

AMtS 

Preminms 

Surplus 

Premiums 

Inoome 

Pkid 

DirkleDds 

Expenses 

pend!  tores 

lannw 

1014 

$003,367 

$633,278 

$00,801 

$610,133 

$671,615 

$402,152 

$22,000 

$250,704 

$773,856 

1502,814 

1013 

1,001.870 

648.661 

103.420 

670.378 

725.587 

303,120 

32,000 

274;M1 

600^1 

382.741 

1012 

1.066.030 

607327 

207.060 

620.284 

673.732 

385.081 

82,000 

251,065 

668.1M 

saim 

1011 

1.062,036 

587.101 

211.067 

664.483 

707.560 

406,174 

40,000 

268,277 

716.451 

3M^ 

1010 

1.060.101 

680,636 

268.466 

610.388 

670.674 

200,746 

40,000 

238.11^ 

mm 

I14J0H 

ASBBTB.  Die.  31. 1014. 

Realestate $71,300 

Mortgage  loans 742,487 

Bonds  and  stocks . . .  40.780 

Cash 27,064 

Agents'  balances ....  88.768 

Interest 11.043 

Other  aMts 1.125 


LiABiLnnfl,  Dno.  31. 1014. 

Losses  unpaid $66,108 

Unearned  prems ....       633.278 
Other  liabilities....  3.000 


Totalliabilities. 
Capital  paid  up. . 
Net  surplus 


$702,476 

200.000 

00,801 


Totalassets $008,367       Total $003,367 


Underwriting  loss,  $135,041;  inrestment  profit.  $54,512. 

RISES  AND  PREMIUMS:  Fire  risks  in  force.  December  31, 
$122,103,038;  premiums  thereon.  $1,235,713. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$7,240,673;  losses  paid.  $3,041,102;  dividends  deckred.  cash, 
$620,500;  stock.  $65,000. 

REAL  ESTATE  OWNED:  The  chief  item  is  the  company's 
home  office  building,  a  3-0toi7.  bride  structure  at  735  Ohio  st.. 
Pittsburg,  the  book  vahie  of  which  is  $28,165.  and  wUch  is  carriea 
at  $30,000.  The  remaining  properties  are  8  lots  on  Alleqiuppa  st., 
Pittsburg  (valued  at  $1,000);  32  lots  in  Reserve  twp.  (valued  at 
$10,000);  a  lot  on  Fleck  st.,  (valued  at  $700);  21  tots  and  6  acres, 
Reserve  twp.,  (valued  at  $10,000);  7  lots.  11th  ward.  McKeesport. 
(valued  at  $2,100);  a  dwelling  on  Woodville  ave.,  valued  at  $3,500. 
and  6  dwelfings  at  Webster  and  Manilla  sts..  valued  at  $14,000. 

MORTGAGE  LOANS:  There  are  240  loans  on  properties 
I  ocated  chiefly  in  I^ttsburg.  McKeesport,  Avalon,  Dormont. 
SwisBvale,  Beeehview.  Willdnsburg  and  other  western  Pa.  towns. 
There  sre  but  7  loans  as  large  as  $10,000.  and  the  average  is  about 
$3,000.  They  are  mostly  upon  improved  properties,  and  there 
is  $8()0.750  cf  insurance  held  by  the  company  on  biuldings.  the 
total  amount  loaned  being  $742,487.  The  mortgaged  properties 
are  valued  at  $4,528,800,  and  there  was  $1,500  mterest  overdue 
on  December  31.  last. 


BONDS  OWNED:  Pkr  MariRi 

Vahie.  Vilae. 

Pitts..  McK.  k  Con.  Ry..  cs.  m $3,000  S3.04S 

Phila.  Co..  1  m.  &  col 5.000  44^ 

Doquesne  Tc,  1  m 3.000  2,W 

Pitts.  Alleg.  k  Maneh.  Tc 1,000  1.015 

WiUdnsburg  A  E.  Pitts.  Tc 5,000  &.0^ 

United  Tc..lm 1,000  U« 

U.  S.  Steel,  g.,  s.  f 5.000  5,I» 

So.  Tc,  1  m..  col.  tr 7,000  W 

West  Pa.  Ry..  1  m.,  g 8.000  7,9M 

B.  A  0.  R.  K..  ev..  g 5.000  t5'5 

N.  Y.  C.  A  H.  R.  R.  R 5.000  4.5O0 

L.  S.  A  M.  S.,  c.  g.,  4% 6.000  4,600 

Totals S63.000  '$4«.ni 


*  Securities  as  per  company's  valuations;  the  item  in  asKti  i! 
baaed  on  insurance  department  valustions. 

MISCELLANEOUS:  Capital  increased  in  1870  Iran  $105,001 
to  $110,680;  increased  in  1880  to  $125,000;  and  in  1005  fns 
$125,000  to  $200,000  and  $30,260  realised  as  pranium  oo  th 
new  stock.  Conflagration  loss:  Baltimore.  1004.  $2,500;  Saica 
Mass.,  1014,  $75,000. 

DIRECTORS:  Heniy  Gerwig,  Wm.  Riemeoanyder,  Dr.  t 
L.  Csamiecki,  Henzy  J.  Lots,  Jacob  Mutdg,  Charles  Kelbe 
Dr.  F.  Blume,  C.  R.  Hanna,  C.  W.  Gerwig,  Geo.  E.  Meyer,  K]« 
J.  Steiner,  H.  W.  HeqMnfaade. 

FIELD  MEN  AND  TERRITORY  COVERED:  W.  T.  BoA 
special  agent  for  western  "?%.;  L.  D.  Owrey,  special  ageat  h 
eastern  Pa.,  N.  J.  and  Md.;  E.  A.  Flickner.  special  agent  for  (I 
and  Mich.;  M.  V.  McGiUiard,  special  agent  for  lod.;  Ebd 
Loeb,  general  agents  for  lU.;  Percy  B.  Dutton,  general  «^ 
for  N.  Y.  State  (outside  of  Me^opofitan  distriet);  Geo.  S.  Row 
crants  for  Mass.  and  Conn.  Tne  company  operates  is  Ok 
(3onn..  D.  C.  ID..  Ind..  Md.,  Mass.,  MichVN.  J7n.  Y.,  0.  P 
and  Wis. 


TEUTONIA  FIRE  INSURANCE  COMPANY,  Dayton,  O. 

Preridcnt,  J.  linxweiler.  Jr.;  Secretary.  Wm.  F.  Kramer.     Organised,  1865. 


Unearned 

Net 

Net 

Total 

LoeMS 

Total  £x- 

LOSM 

Ybab 

Assets 

Premiums 

Surplus 

Income 

P^ 

Dividends 

Expenses 

peodituz«s 

loourrsi 

1014 

$1,001,056 

$142305 

$600,763 

$120,027 

$150,227 

$28,538 

$30,000 

$50,013 

$117^1 

$30.1 

1013 

066.827 

138.788 

572,505 

110.011 

157.502 

60.258 

30.000 

56.234 

146.483 

60J 

1012 

067.673 

133,057 

578.323 

120.661 

150.180 

35.021 

30.000 

50.004 

124.115 

35^ 

1011 

020.576 

110.870 

555.806 

115.576 

150.600 

27.045 

30.000 

65.333 
43.72d 

112,368 

20; 

1010 

887.310 

00.656 

536.266 

85.833 

*210,644 

10.651 

tl32.000 

106.37^ 

m 

*  Includes  $100,000  premiums  on  new  stock,    t  Includes  $100,000  stock  dividend. 


REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


TEUTONIA  FIRE  INSURANCE  < 


BUBOBB  SINCE  OBGANIZATIOM:  Ptmaaat  nesnd, 
tUR.IM:  loBB  puL  tM3.<71:  drndmk  daclind.  SHh,  tSUr 
IM  M«L  1130,0X1. 

XOl  ESTATE  OITNED:  Lat30ilintt.,(awbicihHnciUd 
■  iWH.  •oatme  aad  Mael  Ei«pn»(  baikfinc  oamiied  ■DWr  br 
" ■"     ■■-"     ■- 1.  l)wto«i.O. 


BONDS  AND  9T0CES  OWNED: 

nmjuil,0..nf^  1024-31, 4% tlSCOOO 


Uwket 

Vilw. 
tt2:,3D0 


I«1»*>,0_««,  H17-41,  4%... 

TA^0,i».l(B8,4W%. 

CAmttM,  0„  r».  19IS-41, »%.... 
Cotarta  0,  ««..  IWl,  4M% 


HOMO        113,110 


IaCgDO,0..ni.,in4.4%.... 
fi>a(S>n.O,nc.  1917-26, «%.. 

;™JSa;I5::ioM;4Hi::: 


fcli^  d,  »..  tWg.10, 5% 

I*IUO.O,  II.T,  19I»0.  »7q 

nm«.0..m.ht,lM(WJ.4l% 

t»r>ia.  0.11.  tib  St..  rWL.  1919, 4%... 


hfi  OD  IiH.  DqD.  Vi 
UIBCELLANE008:   Cteit*l: 
- n^Md 


. .-, . ia  mo  bom  (lOWlOO 

to  tIMMMO  ud  tlWAX)  n&tti  H  vBnhm  on  tlw  new  itock. 

DIRBCTQB8:  J.liBirrikr.Jr- Wd.F.OiIbu,C.H.  Fnok, 
Adtm  Stfauitt,  FMak  J.  BoA*.  Homu  Bmtiav,  Huir  Bulk- 
hMdt,  Wd.  H.  KhUbu  ukI  Li»  W.  Prim. 

FIBU)  HEN  AND  TERRITORY  COVERBD:  bMiJ  MOt. 
B.  J.  Vam.  The  imipur  opnta  in  tU..  IkI..  Ui^N.  Y., 
0.,Pt.udW.V>. 


THREE  TRADES  FIRE  INSURANCE  COMPANY,  LouisviUe,  Ky. 

PnulaDt.  I,  P.  Buurd:  Scoetarj,  Rotnt  B.  Onen. 
[^H«nf  wHinoo*panMI*t«mlSI3utlwCoKlDHlai    |  ■*•  itUI  in  (he  dook  aallint  itafi  tod 


Ik  sf  tlDO.000.    EtriT 

U  Iha  Tbtw  TndM  and  111*  iKv- 
MA  _:-!.  _  i:^  iMunnt  of  lur^hu. 
DO  ud  wfakkej  niki. 


XeUiT,  lohn  W.  UeCdlDoti,  I.  P. 

bu  PtielM ,  J,C .  Bri|h(,  JX.  Suar. 

I.  fiUkn,  R.  E.  WiOim.  U.  C.  SundnTC.S. 

:r  ud  W.  L.  Porter. 


io,4es 

SI  ,478 


KiaSANDFREMIDUS:    nnnkeb 
■Jnui.  niiiiiiiiin  tbemi.  t71.ttl. 

a  SINCE  ORGANIZATION:    Premhimi  noind. 


■n  S  loui  he  (12^100  «■  mp- 

_  ^ ,    _.  Ji  tZ7.4l»  o( 

rcoLUT^L  LOANS:    Urn  itoiukiuof  ll2.0Da«itha 
|b<k  d(  tb.  LubiT  IsHiuoe  Co.,  N»  York,  nhiid  nt  tUMO. 


BONDS  AND  STOCKS  OWNED: 
nTv|i.,HnronCa.,0 


UIBCELLANEOUS:    Tliii  eamnnr 
b  184a.  iuidopcnl«l«iEtii«]Snui 
puir  until  18S7.  kfter  wliich  the  bunnea  in  lorce  wu  eootaou 
lo  Bjnntioii.    It  wh  nutituuied  in  1902  ud  nov  eoohr 
iti  opentions  ihnoet  entirelj  lo  iTunber  knd  woodvorkiiig  ml 
Tbg  eomiwiiT  opviln  onljr  in  Obio,  hinog  rongured  ite  bu 
BCH  in  othtr  BUtea  in  tbe  Fedgnl  UodemiUn  in  1911. 
19IJ,  the  «»ioUl  i««k  "1     ■-  '' 
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TWIN   CITY  FIRE  INSURANCE  COMPANY,  Minneapolis,  Minn. 

Plrendentt  Q.  A.  Mowry;  Secretary,  W.  A.  Gordon.    Oigaiuaed,  1913. 


Ybab 

Aaaets 

Uneanied 

Net 
Suxphis 

Net 
Ftdiutunfl 

Total 
Income 

Lones 
Paid 

Dividends 

Expeneee 

Total  Ex- 
peaditttres 

Loom 

Inoamd 

1914 

$906,611 
868.023 

1248,714 
214,695 

$131,621 
130,118 

1402,969 
426,928 

$447,217 
697.759 

$229,645 
127,547 

$180,161 
389.758 

$409,806 
517,305 

1232.068 

1913 

138J16 

Abbkb,  Dec.  31, 1914. 

Baalestate $831 

Mortgage  loana ....  891,337 

Bonds  and  stoeka...  76.000 

Cash 401,341 

Agenta*  balanoea. . . .  29,498 

Int«N8t  and  rents. . .  7378 

Other  assets 726 


LuBnmiB,  Dm.  81, 1914. 

Losses  unpaid $13,188 

Unearned  prems....  248,714 

Other  Uabmties....  18,093 

TotalliafailitieB...  $274,990 

Capital  paid  up....  500,000 

Netsurplw 131.621 


Total 


$906,611       Total $906,611 


Underwriting  loss,  $40,008;  inyoBtment  profit*  $41,505. 

RISKS  AND  PREMIUMS:  Fue  risks  in  force,  December  31, 
$36,111,491;  premhmis  thereon,  $458,091. 

BUSINESS  SINGE  ORGANIZATION:  Ftamhims  received, 
$829,897;  losses  paid,  $857,191. 

REAL  ESTATE  OWNED:  Consists  of  1  frame  dwdfing  house 
and  two  lots  in  Benson's  Add'n.  to  Valley  City,  N.  D.  Vahie,  $881. 

MORTGAGE  LOANS:  There  are  150  first  knns  aggregating 
$391,337  on  farm  and  cil^  property  in  Minn.,  N.  D.,  III.  and  Wis., 
valued  at  more  than  double  the  amount  loaned  thereon.  On  Dec. 
31,  last,  there  was  $776  of  interest  past  due. 


BONDS  AND  STOCKS  OWNED: 

Brandon,  Man.,  wat.  wks 

Cannon,  Man.,  sc 

Minneapolis,  Minn.,  ESks.  Bldg 


Par 
Value. 

$7,000 

3.000 

65.000 


Mvkft 

Value. 

«7.000 

3.000 

65,000 


Totals. 


$75,000       S7S^ 


MISCELLANEOUS:  This  company  commenced  busjneaeariy 
in  1913,  having  taken  ow  the  United  American  c^  Milwaukee.  Ii 
the  spring  of  1913  it  also  absorbed  the  Middlewest  Fire  oC  Vt&er 
City,  N.  D.  Its  capital  is  $600,000.  and  its  initial  soiphtt  wii 
$500,000. 

DIRECTORS:  W.  A.  Gordon.  Henry  C.  Hanke,  WAlter  B- 
Jordan,  Frank  Krehla,  W.  J.  Landon,  John  B.  Lee,  F.  B.  Mewn, 
F.  H.  Peterson.  Milton  Shussler,  E  F.  VoOanann.  A.  W.  Welk. 
A.  A.  Wright,  Geo.  A.  Mowry,  William  Walsh,  1^.  H.  Moriock. 

HELD  MEN  AND  TERRITORY  COVERED:  Ftuk  k. 
Krehla,  general  agent,  and  Lee  W.  Metaaer,  east,  general  sient. 
Milwaukee,  Wis.,  for  Wis.,  HI.,  and  0.;  Fied  S.  Youna  A  C», 
general  agents,  Des  Moines,  la.,  for  la.;  Alsxander  Carole.  Stoti 
agent,  ana  Benjamin  Herberg,  special  agent,  Minneapolis,  Bfiun- 
for  Minn.;  W.  G.  Hodge,  ^te  ag^t,  and  C.  STMeCulkragb. 
special  agent,  Fargo,  N.  D.,  for  N.  D.;  A.  L.  Casey,  State  ageot, 
Sioux  Falls,  S.  D.,  for  S.  D.;  John  Peterson.  State  egent,  Fwgo, 
N.  D.,  for  Mont,  and  N.  D.  The  company  opomtea  in  III..  U^ 
Minn.,  Mont.,  N.  D.,  S.  D.  and  Wis. 


UNDERWRITERS  FIRE  INSURANCE  COMPANY,  Concord,  N.  H. 

IVesident,  Charles  L.  Jaekman;    Secretary,  Freeman  T.  Jaekman.    Organised,  1886. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

LOSM 

Yl&R 

Assets 

Premiums 

Surplus 

IVemiums 

Income 

Paid 

Dividends 

Expenses 

penditures 

Ineumd 

1014 

$385,292 

$24,083 

$100,134 

$31,523 

$48,165 

$11317 

$13300 

$18,421 

$44,038 

113.19% 

1913 

331,192 

22,010 

99.482 

25.005 

43,458 

10,104 

14300 

15323 

40,427 

8.2N 

1912 

884,16() 

21,040 

100,631 

24.756 

60,778 

13.290 

13.800 

17.645 

44.620 

11.3M 

1911 

866,907 

19,346 

83.853 

28.885 

58,472 

5.800 

9.688 

12368 

27336 

&.«M 

1910 

182,572 

16.472 

52.935 

20,309 

29.443 

6.485 

5,963 

8.915 

21313 

6.7U 

Asam,  Dm.  81. 1914.  LuBZunn.  Dbc.  81. 1914. 

Bonds  and  stoeks...    $329,718   Lessee  unpaid $1,575 

61,947    UneamefTnems....  24.083 

87318    Other liabifities.....  9300 

4,170  

2,144       TotalliabililbB...  $85,158 

Capital  paid  up 200,000 

Netsorphis 100,184 


Collateral  loana, 

Cbsk 

Agents*  balances.. 
Interest  and  rents, 


Total 


$885302       Total $335392 


Undsrwriting  Umb,  $1388;  investment  profit.  $16390. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  Deoember  81, 
$4370.780;  premiums  thereon,  $47304. 

BUSINESS  SINCE  ORGANIZATION:  Ptamiums  received, 
$688,089;  loassi  paid,  $894,653;  dividends  declared,  cash,  $05,102. 

Amount 
Loaned. 

$2,800 


COLLATERAL  LOANS  are  as  follows:    Market 


Seeuntiea. 

Nat.  State  Capital  Bk.... 

Va.  Car.  Chem.,  com 

Amer .  Woolen,  p 

Va.  Car.  Chem.,  p 

N.Y..N.H.ftH.R.RJl 

Conoord  El.,  com 

Page  Belting 


Aten.,  Top.  &  Santa  Fe  R.E.,  eom. 

U.S.Sto<dr 

Amer.  Agrie.  Cnem.,  p. 


Co.,  com. 
Amer.  Tl.  ft  Tg.  Co. 


Mechanics  Nat  Bk, 
Pkge  Belting. 


Value. 

$8,000 

7121 

586 

100 

652 

200 

100 

96 

61 

1,881 

467. 
12,000 
45,980 


4,000 


10300 
45.147 


Totals. 


$65,286        $61,947 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

Atchison  R.R.  Lt.  ft  Pow 

JSos.ft  Me.  A.11 

Cent.  Loan  ft  Land 

Concord  Y.  M.  C.  A 

Conoord  Y.  M.  C.  A 

Kancamaqua  Chib 

So.Pac.R.R 


Stocks. 

Atch.  Top.  ft  6.  F.  R.R.,  com. 

B.  ft  Me.  R.R.,  com , 

Conoord  ft  Montreal  R.R 

Gt.No.R.R 

No.R.R.ofN.H 

N.  Y.,  N.  H.  ft  H.  R.  R.R 

So.Pm.R.R 

Un.  Pac.  R.R.,  com 

First  Nat.  Bk.,  Concord.  N.  H . 
Nat.  Bk.  of  Lebanon.  N.  H. . . 
Nat.  Stote  Cap.  Bk.,  Concord . . 
Mechanics  Nat.  Bk.,  Conoord . 

la.  Loan  ft  Trust 

Amer.  Agrio.,  p 

Amer.  Exp 

Amer.  Locomotive,  p 

Amer.  Sugar,  eom 

Amtf .  Snuff,  com 

Amer.Tl.ftTg 

Amer.  Tob.,  com 

Amer.  Woolen,  p 

Atl.  Refining , 

Anglo-Amer.  Oil , 

Brit.-Amer.  Tob 

Bugeye  Pipe  Line 

CapitiU  Fire  Ins.,  9om 


Par 

Value. 

$1,000 

1.000 

610 

025 

400 

00 

2.500 


6,000 

16.000 

3.600 

5.400 

AOO 

21,000 

14.100 

6,000 

600 

1,000 

1.200 

7.000 

1.000 

6.000 

1.600 

S,600 

7,600 

SOO 

6,000 

1,600 

2,600 

100 

100 

12.700 

200 

22.900 


Markd 

Vab» 

621 

$4 
2.l2i 


3.78 

6,68 
SI 
11,7 
13.1 

7, 

1.7i 

k 

n,(A 

2.1| 
4.61 
1.54 
2JSi 

'•i 

64X 

8,« 

l.S 

S 

s 

2, 


45i 
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UNDERWRITERS  FIRE  INSURANCE  COMPANY,  Concord,  N.  K,^ConUnued, 


BosM  Aso  Stocu  Owxkd.— Cofrf. 
Spocu.— Coiif. 

CoawriBlg 

Cooflonf^  Factory 

CoflJerFoi. 


GakDa%iaIOil,com. 

GawaJa 

Ci.No.Ore 

Hdoe.  G«o.  W.,  com 

HiDAwdata 

Hooe IiT 

laipermi  Tob.  B^  drf 

lBd.i^Lloe 

JohnmriaFQa 

LeUgfaVal.  Coal  Sales 

ligntt  k  Mjat  Tob.  eom. 

Inulard  Ca,  eom 

UaTeriekMilh 

MeAaann  k  Forbea,  com. 
Magntkalcr  Linotype  Co. 

NitTrtaait 

Nat.Saerty 

Natdbgar 

N.Y.Traaat 

OlioOQ 

PlseBchiu 

hakOifiGat 

Poto  Bkaa-Amer.  Tob 

BapahkR.J 

So.F^IiDt 

8ntkPfeBB(^ 

SteiriOiI,N.J 

3uadBdOil,Cal 


Par 

Market 

Value. 

Vahie. 

S3,800 

$2,800 

200 

100 

100 

275 

100 

175 

800 

1,176 

5,000 

1,675 

200 

318 

7,500 

7.500 

400 

240 

1.300 

66 

100 

122 

100 

150 

2.200 

3.740 

900 

1.906 

600 

1.020 

1.000 

800 

100 

195 

1.100 

2.360 

500 

175 

500 

880 

500 

460 

100 

265 

600 

1,074 

8.800 

4.180 

200 

860 

160 

880 

200 

530 

100 

221 

100 

280 

2,000 

8,080 

700 

3,240 

Bonds  and  Stocks  Ownsd.— CoiU. 
Stocks.— CofU. 

Standard  Oil,  Ind 

Standard  OU,N.Y 

Union  Tank  Line 

United  Cigar  Stores,  com 

United  Cigar  St<tfeB.  p 

United  Fruit 

U.S.  Exp 

U.  S.  Rubber,  1  p 

Vacuum  Oil 

Va.  Car.  Chem..  oom 

Va.  Car.  Chem..  p 

We8t.Un.Tg 

Westingfaouee  Mfg 

Weyman-Burton.  oom 

Young,  J.  S.,  com 

United  Ph>fit  Sharing 


Par 
Value. 

$800 
800 
100 

9.000 

2.000 
900 

2.500 

8,100 
200 

9.500 

400 

14,000 

1.000 
200 
100 

1.100 


Market 
Value. 

$1,880 

1.680 

86 

792 


1.328 

1.812 

8,178 

438 

2.708 

400 

7,980 

656 

430 

126 

110 


Totals  (book  value.  $202,408) $229,185      $229,712 


MISCELLANEOUS:  This  eompany  waa  formerly  the  FVe 
Undenrritera  Aaaodation:  name  changed  by  act  of  lenslature 
in  1907  to  the  Underwriters  Fire  Insurance  Company,  ntid-up 
capital  increased  in  1907  from  $10,000  to  $35,000.  and  in  1908 
rom  $35,000  to  $59,000;  in  1909  from  $59,000  to  $100,000  by 
eaah  payments,  and  in  1911  to  $200,000  fnHy  paid  up. 

DIRECTORS:  Charles  L.  Jackman,  Fred  W.  Cheney,  M.  R. 
Jackman,  T.  £.  Prescott,  F.  T.  Jaekman  and  B.  F.  Preaeott. 

FIELD  MEN  AND  TERRITORY  COVERED:  F.  T.  Jack- 
man  and  A.  R.  Kendall,  vedal  agents  for  N.  H.  and  Vt.:  John  W. 
Gailey,  apMial  agent  for  Pa.  The  company  operates  in  N.  H.,  Pa. 
aodVt. 


UNDERWRITERS  FIRE  INSURANCE  COMPANY,  Rocky  Mount,  N.  C. 

President.  M.R.Bn8irBll;  Secretary.  W.S.  Wilkinson.    Organised.  1905. 


Uneamed 

Net 

Net 

Total 

Losses 

Total  Ex- 

Losses 

lia 

Aaeto 

Premiums 

SnrploB 

Premiums 

Income 

Paid 

Dividends 

EipenseB 

penditures 

Incurred 

KM 

t]2V2S 

$29,051 

$37,215 

$27,834 

$38303 

$11,665 

$3,605 

$11,210 

$26,480 

$13,065 

m 

114.909 

24.588 

35.856 

22,617 

28.794 

6.406 

3.090 

10.046 

19,542 

6.673 

UlJ 

liB.941 

20,902 

29,716 

20.622 

25.764 

6,577 

3,000 

8.532 

18.199 

6.958 

mi 

98.594 

18.180 

25^24 

18.730 

22,764 

5,875 

3,090 

7.685 

16,650 

6.798 

ItVi 

91.63S           15.997 

22,054 

16,185 

20,160 

3,927 

8.090 

6.443 

13,460 

3.192 

Ason,  Dk.  31. 1914. 
jf'^rtcsp  loaos. . . .       $04,507 

Btii 10.500 

^^     8.632 

AfftU'bkBwa...  5.920 

tJ«^ 2,576 


LuBiurnia,  Dxc.  31, 1914. 

Losses  unpaid $1,959 

Uneamed  prems —        29,051 
Other  liabifities...  2.500 


Tota  liabilities.. 
Capital  paid  up.. . 
Net  surplus 


$33,510 
51.500 
37.215 


Total 


$122,225        Total $122,225 


^KISES  AND  PREMIUMS:      Fire  risks  in  force  Dec.  31. 
>3JH44o;  pcemmms  thereon.  $73,121. 

^  BrsrxiSS  since  0RGANIZ.\TI0N:    Premiums  received, 
1143.970;  baaca  paid,  $46,816;  cash  dividends  declared.  $22,145. 


MOBTGAGE  LOANS:  There  are  62  first  mortgage  loaos 
^■°^*»X  to  S94.507  on  improved  real  estate  valued  at  £^67,450. 
ne  tetaptttf  holds  $80,275  of  insurance  on  the  buildings.  No 
■^««s  part  doe  oo  December  31.  last. 


Par  Market 

BONDS  OWNED:                         Value.  Value. 

N.  C,  1949^50,  4i% $10,000  $10,000 

Salsbury  Ice  &  Fuel,  1916, 6% 5,000  5,000 

Totob $15,000  $15,000 


MISCELLANEOUS:  This  company  was  organised  late  in 
1905,  and  commenced  business  February  1,  1906,  with  a  cash 
capital  and  surplus  amounting  to  $64,325. 

DIRECTORS:  W.  L.  Sherrod.  Dr.  J.  C.  BrasweU,  J.  B.  Phillips. 
H.  B.  Bryan.  M.  C.  BrasweU.  Geo.  B.  Curtis,  R.  S.  Wells,  S.  C. 
Bellamy.  J.  M.  Sherrod.  S.  F.  Austin,  W.  T.  BrasweU,  Dr.  J. 
P.  Whnberlev,  W.  D.  Hackney.  Dr.  R.  H.  Speight.  W.  L.  Banks. 
Dr.  G.  L.  Wimberley.  J.  C.  BrasweU,  Dr.  H.  B.  Marriott.  0.  S. 
Edwards,  D.  J.  Rose.  Dr.  M.  R.  BrasweU.  W.  S.  WUkinsoa, 
W.  T.  WiUeford.  E.  W.  Shearin. 

FIELD  MEN  AND  TERRITORY  COVERED:  WUkinaon, 
ullock  &  Co..  general  agents;  Geo.  A.  Wilkinson,  special  agent. 
Rocky  Mount,  N.  C.   Company  operates  only  in  N.  C. 


UNDERWRITERS  OF  GREENSBORO,  Greensboro,  N.  C. 

IVendent.  J.  Van  Lindley;    Secretary  and  Treawrer,  A.  W.  McAtiater.    Organised,  1897. 


Tut 

:ii4 

MI2 
Itll 
WIO 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Losses 

hmttB 

Premiums 

Surplus 

Premiums 

Income 

Paid 

Dividends 

Expenses 

penditures 

Incurred 

$239,497 

864,745 

$57,159 

$63,891 

$78,566 

$89,359 

$6,000 

$26,872 

$72,231 

$38,928 

230.589 

60.536 

52,024 

63.812 

74.613 

27,229 

6,000 

28,101 

61,330 

28.022 

20S4KB 

52,834 

45,934 

56.558 

65.523 

26.648 

6.000 

22,723 

55.371 

26,548 

.      192,311 

49.785 

35236 

53.870 

65,122 

25,937 

6,000 

21,774 

53,711 

24,278 

I7UW2 

47.501 

23.361 

53.885 

58.766 

21,146 

6,000 

21,654 

48,800 

23.475 

REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


UNDERWRITERS  OF  GREENSBORO,  Greenaboro,  N.  C— Continued. 


I,  Dmc.  31.  ItU. 

louu tl(K,lM 

■todki. . .         ftt.TIO 


Dk.  Jl,  ltl4. 

Loan  Dnlwd tlJHU 

UnHnadjnsa....        M.Ttt 

ouwiiiiiiEtiH....       una 


14.3W  Total  lUUlitiB. 
D.IH  CaiiUliiudap,.. 
1,809    NitimilM 


mm 

IDO.OOO 

ti».t»     ToMi tna.m 


MOKTOAOS  LOANS:  Tbtn  in  H  lo 
114.  Hnired  br  nd  «Uta  ID  N.  C,  S.  C,  Mill  VL.  emmuu  mn 
*" ■  1130  isWst  put  due,  on  D«.  31.  IhI.  in 


H71JtO.    Tlmwi 


BmH  uis  &nicn  OwHID.— CmI. 


:r^ 

Totak 

tlOO/KM. 

TORS:    A.  W.  UcAlittK,  Wm.  E.  Hoik  J.  B.  Stnal. 

W.  A.  TlumH.  CluH.  W.  Hwiw,  W,  P.  Be^  J.  Y.  Jotdh,  J.  Vb 
IJndlaT,  0.  A.  Normod,  Jr.,  H.  E.  Rk^  B.  D.  tfaih,  C.  Q. 
Wiuht,  Ciny  J.  HiuUr,  Osa.  EHknajr.  £.  M.  Heuiii.  A.  H. 
Sola,  R.  Q.  Viugbii,  C.  A.  Uifawa,  B.  C.  Hood. 

FIELD  MEN  AND  TERRITORY  COVERED:  A.  V.  Uf 
AlkUr.  muigoiC,  A,  Mebuu.  inRut  muiffr  A.  T.  Pirra. 
ipnbl  ugBt;  W.  G.  Aihltj,  iidjiisls.  Ttie  ampu]'  opsila 
onJT  in  N.  C.  ud  8,  C. 


UNION  INSURANCE  COMPANY,  Bangor,  Me.1 

PnaideBt,,  A.  F.  StoUon;  BtcnUtiy.  A.  W.  Supla;  Ant.  Seentaiy,  A.  F.  BU^tHD,  Jr.    Orguind.lMl. 

nu 

A^ 

nunad 
Pnmium 

A. 

Net 

Total 
Isooiae 

■sr 

DiTidBdl 

IToUlEx. 
EIIH.H      i«dito». 

iBomd 

till 

1«U 

laio 

U7T,U« 

1 

tia3,3K> 

11 

«.5» 

t217j01 

ns.iXM 

1»,2«0 
IM^ 

"1 

gain! 

IS 

34W0 
14.000 

ass    m,«* 

tioi;io 

An*n,  Dm.  11, 11114.  Luuunu,  Dk.  31, 1' 

Bondauditoiki...     1431,103    Ltaaimpud 1 

CMh M.2M  IIustDtdima,...       1 

AftnU' U^m,  dU        4T,SU  Otba  liibmtia. . . . 

BlDiiManUt.  '.'.'.        20^485  ToUlliililitis...     II 


liT7.BB6 
SI8KB  AHD  PREMIUMS; 


Total,, 


D.  tlU.26i. 

8  aiNOE  ORGANIZATION:    Pnmhum  « 

U.HS,S&fc  ban  pud.  t4.tH,78T;  dividtndi  dtduid, 
trtCCOO;  •t«k,  600.000. 

BONDS  OWNED:  Pu  ) 


Aihlud,  Wii..  1U2,  iri' 
B.y  Cily,  Mich.,  191B,  5'"; 
BdlbghiuD,  Wuh..  m6.  3' 
Boulitv,  Cal,,  lira,b<^,  . 
Chwrnme.  Wjro.,  1«0.  STc 
I>alatfa,HiJU.,lW3,fiS-i.. 


4.000 


-B,  Th..  1»S,  3^^ 

■.(»»,  lM»-M.S':i 

jTMo..  lB17,4^i 

JaekBH.  UidL,  11)33,4)% 

Kunw  Cihr,  Ku..  IHO,  4|% 

'—moo.  H*.,  IIBO,  *% 

Ii.  Miim.,  ISIS,  4% 

B,  0.,  l»ai-37,  6% 

_  Temi.  1M3.  3% 

umu>,  Nab.,  IS34,  41% 

SKikKlS.ir,:::::::: 

FOrtlud,  On..  IBIS,  3%.  l«I.  ^  . . 

FnobBatCo.,U«..  mB-10,3)%.... 
"    ■-111.C0..D..  IBIB,  6% 

.Tai..  IBM,  S% 

•.  1!^.  IBIS,  3% -, 


BHi^)tiiib«.^eb.. 


'*.'*-.li'-- 


II,  4%.. . 


13,  41%. . . 
0,S%,., 


AUkAW.  R.  R.,  I9B8,  4% 5,000  UO 

A^bndLt.,  Pow.ASLRt.,  IB3«.3%..  0.000  l.i'K 

AL.  T.  k  3.  F.  Ry.,  1»9S74% lO.OOO  I'.W 

B.  *  0.  R.  R.,  1IK3,  31%. 10,000  IWW 


^_  El.,  1833. S'!.     ...   . 
^or.StRy.,lB33,4l%. 


«j»ID.Kj-i.lB14,B%.. 6,000  S.M 

fl.  4  Q.  B.  ft..  1MB,  31% BJMO  tJ» 

i.AtfoDt,  R.IL,ig20,4% 10,000  >JI» 


lud.  Ky.,  IV3U,  fi% 

iDd.,  ll  A  iL  R.  R..  IBSO,  4% 

Jmi.  A  BatUe  Cnek,  To.,  IB23. 3%. 
Midd.  A  Boa.  St.  Ry.,  1032, 41%. . . . 
H.  v..  O.  4  W.  H.  ifc.  1»»J.  4% . .  . . 
Rutlud  Rj>.,  Lt.  4  Paw..  IMS,  3%. 

eobiwt.  Us..  IBtl,  41%  

Bt  U  I.  MUl  4  So.  R. : 

_     J  _    .    .     ..  L^jgj^^^ 


F.,  1931, 0%. 


Tii1.1r.Ai 

Tnntosn 


Watm  Md.,  IB3S,  1% 

Wkhita  R.  R.  4  U.,  1B31. 3% 

Anb.  A  Sjt.  BL,  1B42. 3% 

Coki.  Bpt.  LI.  A  PMr.,  IBIB,  3%. . . 
Herk.  &.  Lu  Bt  A  Poir.,  IBU,  S^ 


4%.. 


ToUk  (bonk  vihM,  t4S3.9M). . . 


1473.933      (4U.I(H 


MISCELLANEOCS:  Tlu  tmoaj  mt  onuimd  in  m 
ud  taaimeti  ■  miriiK  ud  inlud^buim.  CipiuJ  ismnl 
in  IBIO  tram  tlDI),0OD  U  1200.000  by  Btaok  dinleod  of  IIOO.DOO. 
■ffld  in  1B13  fcom  3200.000  to  1300,000  by  itotili  diTideod. 

DIRECTORS:  Mm  Wbon.  F.  H.  AppMon,  A.  F.  SIcBia. 
C.  P.  DhuhM.  I.  E.  SteUoii,  W.  S.  HiniBi.  Chuia  Suibi. 
Joi.  0.  BUe  S.  P.  DniHtt,  Hi^  R.  Cb^in  ud  Pnok  L  Pndli' 


CoirieAEil 


^tfn. 


,  Eonml  UMU  fcr  Pmnneca;  Baldiui« 
,  KOhM^  Ph.:  Wm..  W>Un  ud  Co 


REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


UNION  FIRE  INSURANCE  COMPANY,  Buffalo,  N.  Y. 


DxHiicd 

—m— 

^N«t 

-f^Hi- 



-USS- 

*^'- 

MUH 

n^ 

tll.l»0 

n,  Dr.  11,  ISM. 


s.Deoembs31, 


Tidnriliif  [n£t.  H.S74; 

■HES  .vm  PREMmUS:    Fbciukii 
tUTW;  munv  thseoo.  1130.044. 

BCaNEffi  SmCE  ORGANIZATION:  Fmnhua  ncBTBd, 
DAUT^  loMi  (wd,  11.121,117;  drriduk  dockml,  mh. 

jmiGAOI  LOANS:  TLe  It  mstocH.  wUch  annnta 
■■Ut,  4var  to  tw  tMOciy  maati  bykal  Rnpoiis  nliKd 
iiBajn,  Kd  ai  whioh  &B  ccmiuj  bidili  tT4,lwG^  unmiM. 
sons  AND  ?rOCK8  OVNED;  fti  Mu-ket 

.^,  Bomt  V»hM.  Vilne. 

J*M«M.4% t3S.0(ia      (3s.a«o 

^«lr,  II»,H% B,m  BJM 

Wprt,  St,  l«7,4i%. 1S,000  IS.IM 

fc-InJCitr.t..  IWfc  «%• mum  Si,8C0 

^fiVnL.IMa,41%..... »),inO  11,001) 

"jfc^.  1«3,41% ajlOO  5,J00 

»Hidr,8t,1M,4%.... 10.000  10.400 


tio,ooij      nojoo 


NiinnGDcnR.  R.,  1*27,9'^ 

SlXB.Ul(i.AI>Hi.R.R.,ieU,I%... 

8o.Pm.,]«34.S% 

IlEwifStad,  1040,11% 


m»M*      1217.144 


I  fMtniAPamiCiMiiii..'.'.'.'.'.'.'.'.'. 
WottniAdj.AIup 

Totita  (bsok  nhK,  t2M,HH) 

MISCELLANEOUS;  TUa  nrnpur  wh  or^iiiigd 
ud  ittiitd  bom  buBUM  ID  IMt;  mmHd  opnMuu 
1810. 

DIRECTORS:  C,  L«  AbgU,  W.  O.  Cue,  O.  E.  Fort. 
Hhtkh,  W.  E.  HatohiH,  J.  E.  Unllc*.  H.  H.  Pnni 
Rodin.  Jbo.  T.  Stada.  Oao.  R.  TeUiT,  Hury  T.  Vin,  I 
AbsaTWn.  T.  RotMta,  A.  D.  Qui. 

FIELD  URN  AND  TERRITORV  COVERED:  ' 
Pmtv.NnYoAQ^gamlanDl*  f or  Uu  Uiiilod  Bti 
eoniaoy  op«nt«  ID  W.,  »- ■  ^^-    "  "  -   ■  "- 


ilaoDl*  foiUioUiiiloil 
!h., TTj..  N.  Y.  and  ft 


UNION  INSURANCE  COMPANY,  Pittsburg,  Pa. 

Pr«dmt.  Andrw  W,  M-llon:  SkmUtt,  /.  W.  T.  MiLiin.    Ofraaiiol  1»71. 

Tu    iM,^ 

II«B»d 

antpiiB 

PniihnM 

TduI 

■ST 

DiTidaidi 

to- 

Si£ 

.in 

IM.770 

(iis.m 

H,74S 

1 119.120 
ll3.4llt 

■!S 

t60.521 
MJSI 

U,I3( 

"AS 

lo.wx 

I'm 

ss 

tl04.SM 

ii 

7.J11 

190,431 

i 

T«4ll. 


1232.304 


(Inimla I1B3M 

TbUI 1332,304 

profit,  m/ou- 


3^  AXD  PREUIUUS:    Fm 

.traVESSHKCB  ORGANIZATION:    Pmnii 
I Wil3:  IwH  pul.  HMJUl:  dmdndi  dnlind 


_»^  BTATS  OWN 

^i«ih,nirWifd.MeB 


:  Cofopraa  lot  SOilDO  [(.,  71b 
L  ^4tatT  fr«iDfl  dweUiOB:  Uld  Lol 
port.  Pi.,  nith  Itlory  fnms  dwti- 
Rnli  nccned  IhI  ynr  Bmomitnl 


'MtudilxapBaa  ._  .__.. 
UdSTGAGE  LOANS:  Tim  kb  9S  Loui,  inioan&ic  to 
'IH3U.  mnd  by  bit  liaa  oa  piopcr^  Imlad  ioAllo- 
^C4.TilBad(tnu.lM.  Ttun  ni^eao  sf  ^tsort  vhI  do* 
c^aiinlUlML    Tbc  ampuy  bold!  tlM.5Da  at  iuuniiu 

B'>»[)3  AND  STOCKiS  OWNED:  Fu  Mukrt 

BoniL  V(k».  Vilua 

™  Oit  McKavvt.  P*. H0.0OO  10.700 

U-«5tW«B ,.  Ktxa  8JO0 


Cauwlkrilld.  P>.,  Wits t9.000 

N»w  CKliTK.,  Witar. »,000 


___Sl.Ry.,I 

PiUsbncb  Cn»bleSt«(d 

AlMxD)'  ViUey  St.  Ry 

Fittabnr^Bnltdo 

ntUburch  Coil,  deb 

Cbwlin  Volln  Wots 

Jomino  Cod  A  Cok) 

NMioul  Tin  Proofinf 

MoBIMDWottf 

Gull  RofimoE 

Intw-BomARi^  Tnant  ,. 
PeDnQn.Frl.Eq.Ti 

Ompake  A  Ohio  By .', . .'.'.' 
Ci.  To.  CuTr 


DoKD  Tcurt,  I^tlabmib 

ToUh 

MISCELLANEOUS:     ConlUcntiDii 


lOMs:    Chioiss.   1S7I. 


._.   ^  Mellon.  ThM,W»lkor,H.C.Fri(k,J«mei 

_.  LocUuui.  Chu.  R.  Ftndricb,  Sunuel  Jvrii,  Edma  J.  Kniegs, 
Joho  T.  F^odley,  Tboi.  C.  laieti,  T.  A.  Udloo.  J.  W.  J.  MeLwn, 
H.  A.  Fbillipg. 

FIELD  MEN  AND  TERRITORY  COVERED:  Ed>u  J. 
KncEfT.  EOotnl  unit;  Hirry  F.  Alliioii.  epeeiil  tfeol.  TbaooiD- 
I«Dy  opnM  in  IQ.,  O.,  Fi.  ud  Wu. 


176 


REPORTS    OF    FIRE    INSURANXE    COMPANIES. 


UNITED   FIREMENS   INS.    CO.   OF  PHILADELPHIA,  Philadelphia,  Pa. 

Pieaident  Wm.  H.  Clark;  Yioe-Pmidfiiit  and  Seeretuy,  Henry  T.  Alley;  TreMunr,  J.  M.  Cuuiiiig.    Orsamied.  18&3. 


Uaeemed 

Net 

Net 

Total 

Loaaes 

Total  Ex- 

Loaaei 

Ykir 

AaetB 

Premiumi 

Surplus 

Piumtnimt 

looome 

Paid 

Dividends 

Expenses 

penditures 

Iaean«d 

1914 

11.736,595 

11.148,843 

1128.094 

$369,247 

$458,294 

$233,359 

$82,000 

$179,036 

$444,395 

mi:m 

1013 

1.732.741 

1.156.694 

141.602 

359.306 

439322 

234.112 

32.000 

177,618 

443.725 

217.1W 

lOlS 

1.798.856 

1.161.962 

184.696 

387.327 

464,557 

205.478 

32,000 

169.740 

407,218 

2113^ 

mi 

1.776.987 

1.116.992 

221.719 

340.871 

•504.339 

101.655 

24,000 

148.445 

274,100 

119^ 

1910 

1.S65.9S4       1.001,812 

150,047 

115.228 

172,838 

35.818 

16,000 

62,227 

114,045 

41.402 

Unearned  premiums  include  amoont  rsokimable  on  pen)etttal  pofiaes,  loeses  include  these  on  perpetual 
$100,000  pcemium  on  new  stoek. 

Aann.DK.  81. 1914. 

Real  estate $82,900 


•iDClotk 


Mortface  loans. 
Bonds  and  stoeks... 
Loan.  Frankford  k 

8.  P.  By..  vafaN. 

$1.730 

Cask 

Afents*balanoes.... 
Interest 


155.850 
1.37^866 


1.000 

130.299 

63.473 

23.207 


LUBILRIM,  Dk.  81. 1914. 

Losses  unpaid $43,475 

Unearned  pnms....  349.328 

Pern.  dep.  red 799,515 

Other  liabiaties....  6.183 


Totelliabiaties. 
Capital  paid  up. 
Net 


litalpaid 
sui^.. 


$1,198,501 
400.000 
128.094 


Total 


$1,736,595       Total $1,726,595 


$58,093; 


pto&t.  $76,495. 


BISKS  AND  PREMIUMS:  fin  risks  in  force  (except  per- 
petuab).  December  31.  $66,849,733;  prsssiiiBBS  thereon.  $671,070; 
perpetual  fire  risks.  $39,033,916;  depoat  premiums  thereon, 
|S^150l 

BUSINESS  SINCE  ORGANIZATION:  Ptemiums  receiTed. 
$iai^.:04;  kases  paid.  $6,592,496;  diTidends  declared,  cash, 
$907,501 

RE.\L  ESTATE  OWNED:  Aade  from  the  eomnany's  home 
•flfee  huiMiiv  at  419  Wafamt  St..  Phila.  (book  iraOne.  $d5.000; 
earned  at  $^000\  the  real  estate  eomprisH  a  store  and  dwcUinc 
in  PaiU.,  earned  at  $1,500,  and  a  brick  dwellinc  carried  at  $1,400. 

MORTGAGE  LOANS:  There  ars  94  saortcaie  Wmms  vfirst 
»)  and  Boond  rents,  sgreiatii^  $155,850.  secured  by  prop- 
n  tnlsBd  at  $362,^50,  and  the  company  holds  $l4!^0iX)  in- 
lonboikiiivs.  There «»« $158 interesDoverdue on  December 
SI.  bet  The  loans  were  chiefcr  vpon  Phila.  properties,  vith  a 
hm  m  Csmdea.  N.  J.,  ow  in  Bocks  Co.,  IV,  one  in  Hoboken. 
N.  J^  aMd  one  in  Chicwfo.  There  we  two  of  $iaaX)  earh  in 
Phtbdeddna.    TIk  others  are  all  maO,  the  averace  beinc  aboat 

$i.6oa 


BONDS  AND  STOCEi!  OWNED: 


Pv 


av,Pa.,iiL,  i«3,4-; 

C^x.  Pa.,  nl..  1».V<.  4  "V        .  - 

AOe^Kny  Co..  IV.  jatL  \*iS,  A\- 

Ahmna.  P)u  r^  I93i^  A^l- 

Atbata.  Ga..  cy.  kaan.  1«.U.  Z\  \-  ... 
BnMi^ehaai.  Ak.,  fit*,  lai.  1»K\  5  *:•  . 
C-c^uaUa.^  0„r-,l*4l.  5\  .  .  . 
Cv^aib<».  G^.  he.  IM^V  4k  > 
G^fno.  S  C„  wav  msa^.  HH$.  5";.  . . . 
Ikksapkais  Tenn^  :«;;v.  l^i,V  A\\f  ^ , . 
N.  Y  l>  .  <WT^  «i .  li^V  4i  ,     «       . 

N.  Y.  CS  ,di^  i>e*  $t 

S.  Y.  O.wsi,  IJe^il". 
«ini*e>va.  IV .  Sff  A  caci^  1«S:^  4**^ 

PWa.  QT  kwa,  Ix^:   .^i 

PMa.  (7.  kMa.  lii.^  M  

PMa.  (7  «r.  ^53..  1»>.^  4i  :     

WlAiftm..  IV,  i»rv,  JjilX.  4\ 
Pmiiwtt.  IV,  W  L  «t  tML,  IH'X  1)  -i 
Hr^aao.  vW.  «.  ^iwe  ,  Sat ,  l?^v  ♦!  .• 
All  CLRR.LAN  ^ai-  lAVi.  4  ,. 
E.  *  O  R  R,  o    (    l*yi.  4t  , 
B.  *  v>   «*;  IT .  !*L\\  4i  , 
K>nr  v>w  Tc    Kr  ,  l  m  t .  15UU  ,^ ". 
C«M7^  It  K>     Ka*.  1  m    !>:i^  4  .•  . 
Own.  A  0   Kt    ;  ML  m    :iii(.^  > 
Ckcsa  A  v^  K*   rr  •  A  nar-  a.  :>?#  ^■; 

c.  V.  4  >5  r  i*^  .«.  :5V.'4  4 
C   W.  A  ^*.  r  K>    Of  «   is.^'  ♦«  ~ 
Cikv.  vXtt.  A  vl  R  R.  cr  m 
Clew  4  Vjl-^;*  Ri  .  :  a. 
CVuf.  A  >:.  K»    r  A  rvit.  jl 
Cm-It  7^.-«  Kj  A  U    Mt    r« 
C-oiL  R5   A  .^.  :  A  r  &. 
Oweew-vx  5* 

I^  kV.  IV  R  W  £  -a-  rf    tM#  4  ' 
£.  A  IV«n»r'»  Tr..  ruA.  ict.  c  rtf . 
rH3w4  , 


$35.'>» 
IO.rtX> 

3j>.» 
10.<VX> 
liXi>X) 

4.1XX1 
IltXX> 

5.iU^ 
I5.rt« 

^v^w 

li.iXX> 
15.»XX> 
10i\X> 
K.'S^X^ 

T.^X> 
IO'>X> 

«..mX> 
1!V  -W 
10  \X1 
l.V 
li> 
15 


XW 

xxi 

>*> 
*>> 
>x> 

>\^ 


Ry.v\'C.  v^. 


:"i>\  4!  . 
:iJ:  4*  , 


r 

i.V  .x\* 

^\.x■* 


$3if^y 

54.iX> 

S.nX> 

10.4'» 

4.240 

4.»X) 
I5.i*\> 
3l\>X> 
13,tvV1 
14»> 
liVXX^ 

i(»  :i.x> 

9..VX> 
If-W 
lx\lX> 
1,^  >X^ 

♦..\X1 

l^  >>.> 

S  N  ».^ 

10.  >.x^ 
^  ^x^ 

u  w 

14  nV 
U  ?.X" 

4*.V 


Boms  AMD  9tocu  Owifw>.— Coal. 
Bonds.— CmiI. 


Eyans.  A  Te.  He.  R  R..  en.  m.,  1942, 5% 

Fonda.  Johnstown  A  QtoversviUe  R.  R., 
1  cs.  gn.  r.  m..  1952,  4i% 

Ft.  W.  AWab.  V.  Tc  1  os.  m..  1934. 5% 

ni.  Cent.  R.  R..  Lt.  Dit.,  1  m..  1953,  ZkVo 
I   Ind.  No.  Tc,  1  UL.  1933.  5«*'c 

J..  F.  4  C.  R  R.,  1  m..  1959,  4% 

Kan.  Cy.  So.  Ry..  r.  A  imp.  m.,  1950, 5% 
I  Ky.  Tc  A  TuL,  1  A  r.  m.  s.  f..  1951,  5% 
!   L.  E.  A  W.  RR,  1  m.  g..  1937.  5%. . . . 

L  S.  A  Mich.  So.  Ry..  1931,  4<^ 

■   Leh.  Val.  R  It.  N.  Y..  1  m.  g..  1940. 4J% 

Leh.  VaL  R.  R.  N.  Y..  gn.  ca.  m.  2003. 4% 
,  M.,  D.  A  S.  R  R.  Ga.,  1  m..  1947.  5% 
I  Newark  Ptas.  Ry.,  1  es.  m.,  1930.  y 


N.  Y.  C.  lines,  eq.  tr..  1919-24.  4|<^c 
N.  A  W.  Bj.,  dhr.,  1  L  A  g.  ul,  1944.  4% 
Oley  VaL.  Al.  ry.  atk.  g.  tr.  etf^  1931. 5% 
Oley  Val,  IV,  it..  I  m.  g.,  1931.  4*%  . 
Om.  A  C3.  Ry.  A  Bg..  1  es.  nL,  1928. 5% 
Pa.  R  It.  ga.  Cgt  eq.  tr.  g.  etf..  1919.  4% 
IV  R  R..  ga.lgL  eq.  tr.  g.  ctf.,  1915-23. 


4rc. 


1935.4*^ 


Pa.  Co.,  gr.  tr.  ctf..  1941,  S|<"c 
Peoples  Peas  Ry.,  IV.  1  m.  ei^ 
Phila.  A  Erie  R.  It.  g.  m^  1920.  5'~c    • 
Phila.  Co.  Pitta..  IV.  1  m.  A  eai.  tr.  g.. 
1919  5*~ 

Phila.  C<>./pi'.'i'nL"AdLtrV  1951. 5^0 
P^  W.  A  B.  R.  R..  stk.  tr.  ctf..  1921. 4^^ 
P,  McK.  A  a  Ry ..  1  m.  es.,  1931. 5%. . 
P.,  C,  C.  A  St  L.  Ry.,  es.  ul,  1940^. 4|% 
R.  A  W..  gr.  col.  tr.  m.  kian.  1913.  A^c  - 
Read.  Oo..P.AR.aAL,gn.m^  1997, 

4<^c 

St.  L  A  S.  F.  R  It,  eq.g.  n..  1918-9. 5% 
2wl  arc  Btts.  Tc.  1  m.,  1934.  5^c  . . . 
Sa  Pac,  Ky.  (Cent.  Phc  atk.),  eoL,  1949. 

4-^  

So.  Pac,  er..  19M.  5*7 

T  H^I.AE.Tc^]Ar.m.s.f.l945,5<^c 

rs3«i  Rjw.  g.  tr.  etf^  1949.  4'^c 

Vv  Rt.  a  Pow.,  1  a  r.  m.,  1934,  5*-c.  • . 
W»t.  D  C  .  Tm.,  1  m.  g,  1945, 3^1.. . 
W  X  Y  APa.  R  R,  Im..  1«7.5^.. 
W^-ar.xft.  Del,  Ry.,  1  m..  1951.  5<^. . 
Wsr^^  F435  A  Sn.  Ry^  Okla.,  1  r.  m.. 

A(w  W  L  A  C.  W.^  VfklL,  i  in^  i91»^ 

lie:,  f  .  .  

,Kii-Ot.Ga^  Im.iiMMO.S'^ 

B*:;.  il  KvTi.,  Mi.  1  m_  1947.  5^. . 
iV  C»«L,  Pi:w>.  I  nu  194>.  5  ,-  .... 
l\^»  Pv^w^  .\lina  .  I  m.  1?.?9.  5*;.  .     . 

K'r    In  -  Kjr-  1  ■-  l^l*.  «'r 

Mfr«.  Was.,  Aihmsovv.  Fk,  1  m.  a.  ff.. 

w.'yki  ,-   ....  

M.v^  B  .  N.  Y.,  g.  m.,  1«2.  5~  .  ... 
N.^  SJTcSeid  Wat.  IV,  I  m.  !S^2>.  S"  .. 
NfT  -^^  A..  Pv^w.,  W,v.\,  I  m.,  1*27.  6  c.. 

IV  Ir* .  I  m  ».  f_  :^.X  5  7 

r<vT^  vU*  A  C  !L.  1  m.  «..  1921  5~; 
r  75.^  T^  W,  A  T^  I  r-  m.,  l>i>?i^  5  "I-  . 
r  5^  .\Tr  N  J.  ex  m  s.  f ,  !!»">».  5"i 
R  r  T.-Jf  l»  A  T^«  Pk.  i,  l^:v  4^f 

^^  Iaw  pal  0.x?k  S.  Y,  I  m.,  l«»-  ^ 

V:*i  U  A  ?Vw.  es.  m»  1«.V  4~     ! 
I  -Ail  Sfv-ar   .\t7v    V».,  ^  il.  1*22.  6 "7 
^-s^:>ft.  u*&,.lr  Ail!  m.,l»4Sl5'; 


Vr  **•:  v»*«^  ^TT,?..  r-r.:* 


!*».*       <>a&v«c  vN   N*:  Rv.  r:aja.  Pa 


Par 

Market 

Vahie. 

V«to(. 

$10,000 

J7.0W 

10.000 

8,700 

15.000 

12.4.V1 

10,000 

8^J 

10.000 

S.20.1 

10,000 

9.1« 

10.000 

9.6>30 

15,000 

12.&M 

10,000 

109Q0 

10.000 

9.44» 

20.000 

20.209 

15.000 

13.500 

10,000 

9.7'30 

20,000 

21.000 

15.000 

14.«0 

15.000 

13.630 

6.000 

*'^. 

5,000 

4.450 

15.000 

14.550 

10.000 

9.8O0 

14.000 

14,120 

15.000 

12,9» 

30.000 

19.200 

5.000 

5.200 

5.000 

19S0 

10.000 

8.309 

10.000 

9.»» 

10.000 

I0.20fl 

34.000 

35.03(1 

15,000 

14.23C 

10.000 

9J»X 

10.000 

9J* 

15.000 

uja 

10.000 

9.40 

10.000 

io.-?i 

laooo 

9.^1 

25.000 

15,75 

10.000 

9^ 

25.000 

2l.« 

12.000 

12.4" 

25,000 

2S.A 

lOlOOO 

S.6 

lOiOOO 

9,8( 

lOjOOO 

7.9 

10,000 

9.9 

25.000 

10,0 

10.000 

S,9 

15.000 

lU 

lOOOO 

lOJ 

15.000 

i4;3 

10,W)0 

9.C 

10.000 

lac 

10.000 

9,1 

laooo 

9S 

10.000 

1».< 

10.009 

9.( 

17,0X) 

15.' 

10.003 

V 

tiJOOO 

24. 

10.000 

• 

KKOOO 

&, 

I0.00O 

9. 

osoo 

21 

10,000 

11 
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UxMTED  FIREMENS  INS.  CO.  OF  PHILADELPHIA,  Philadelphia,  Tsl.— Continued. 

Bom  Ajo  Sncu  Owms. — Cont, 
drocKS.— Coal. 


njd  Nit  Bk..  Hall 

/eanip^  Moore  Piper,  Maas.,  cum.  1  p. 

So.ftdfc.KT 

Ttt  Pow.  k  LL,  Tex.,  earn,  p 


kmip  ft  IJoore  Pap.,  Man.,  oom . 
St.  lAwnaee  Seeuntifei  Coip.,  Va . 

Gn..\di.Bur.N.  Y 

Vn^trnitea  Sahr..  Cfakaep , 

rDdmfritai'SalT..N.Y 

ff'e«tera.Ad; 

Fbib.  UodviRiten'  Aam.  D^. . . 


Par 

Market 

Value. 

Value. 

85.000 

812.850 

10.000 

9,800 

laooo 

9.800 

10,000 

9.500 

1.500 

375 

5,000 

750 

150 

150 

500 

500 

sao 

750 

100 

200 

lOD 

100 

Total  (book  vafaie.SI.345,941) 81,341.350    81,270,805 


MISCELLANBOUS:    Capital  i 


in  1882  from  8200.000 


to  8300.000,  and  in  1906  to  8400.000;  8100.000  being  naliaad  aa 
premium  on  the  new  stodc  and  added  to  aurplus.  Capital  reduoed 
m  1908  from  $400,000:to  1200.000,  and  in  191 1  increased  to  1400,000 
and  1100,000  addBd  to  surplus.  Conflagration  losses:  Baltimore, 
1901. 8100.210;  SanFranciscQ.  1905, 8311.552;  Chelsea,  Ma8S..1908. 
8335.061 .  Value  of  speeial  deposit  m  Georgia.  $8,800. 

DIRECTORS:  Geo.  De  B.  Keim.  Percy  M.  Chandler,  Josiah 
A.  McKee,  Thomas  K.  Ober.  Jr.,  Maurioe  W.  Sloan,  George  B. 
Welb.  S.  W.  Ffoulkes.  Wm.  H.  Clark.  Chas.  T.  ColUday. 

FIELD  MEN  AND  TERRITORY  COVERED:  General 
a8;ent8^  Jas.  F.  Cobb  Co.,  Inc.,  San  Francisoo,  Cal..  for  Cal. , 
Wakefield,  Morley  &  Co..  Hartford.  Conn.,  for  Conn.;  Harry  S . 
Kaufman,  Ltd..  New  Orleans.  La.,  for  La.;  Bertheau.  Selbach  k 
Bertheau.  San  Francisco.  Cal..  for  Cal.,  Ore.  and  Wash.  The 
company  operates  in  Cal.,  Conn..  FU.,  Ga.,  111.,  La.,  Me.,  Massv 
Mich..  N.  J.,  N.  Y..  0.,  Pa.,  R- 1 ,  S.  C.  Ore..  Wasa..  Ala^,  Minn., 
Wis.  and  Md. 


UNITED  STATES  FIRE   INSURANCE   COMPANY,    New  York,   N.  Y. 


PtaideDt.  Charia  A.  Norrw; 

VM»>F^esident8.  Mortimer  J.  Bnnis,  Mortimer  L.  Allen;  Seeretaiy.  0.  B.  Candidua.    Organised,  1824. 

Tua 

AMtS 

Uoearned 
IVenuuma 

Net 
Surplus 

Net 
Fremiums 

Total 
Income 

Losses 
Paid 

DtTidendi 

Bzpeoaas 

ToUl  Ex- 
penditures 

Losses 
Incurred 

IIU 
1912 

mi 

IflO 

I141M07 

1,197.387 

U10L927 

U)46,9M 

557.342 

8588,271 
522315 
870,229 
280341 
134,060 

8205.065 
202.922 
290,972 
288378 
135,629 

8712,550 
780,133 
580,060 
503.109 
266.085 

8762,029 
825,158 
685.887 
549322 
287,104 

8395,400 
339,186 
278339 
333,303 
129,370 

838,000 
28,000 
28,000 
24,000 
15,000 

8310,647 
330.367 
249354 
215,024 
112.999 

8734.047 
697353 
655393 
572,327 
2573691 

8401,872 
348.095 
263,0n 
805303 
128,708 

Dv.  31, 1914. 

Mortpgeloaiv....  851300 

Boaiud  stodB...  M0.661 
Urn  oa  Saabon 

sttp,nL|12300.  10,000 

0^ 130,861 

fjEsu'balaoeeB...  106323 

I*ml 4.936 

Jfltol 81.243.681 

^depLomSab...         12,774 


LuBmnuB,  Die.  31, 1914. 

Losses  unpaid 876,851 

Unearned  prsms....  538,271 

Other  liabtfities....  10,700 

Total  liabilities. . .  8625.822 

CMtal  paid  up. . . .  400.000 

Net  surplus 205,085 


Toiy 


81.230,907       Total 81,230,907 


I?Bdff«nti%  kas.  823,429;  inreBtment  profit,  866367. 

HSKS  AND  PREMIUMS:    Rn  risks  in  force.  December  31. 
MJ443M:  premiums  thereon,  81,019,952. 

VimVESS  SINCE  ORGANIZATION:  Pnmiums  received, 
tKl!S,177;  losses  pud.  87.581.763;  dividends  declared,  cash. 

MORTGAGE  LOANS:  There  is  a  loan  of  820300  on  an  apart- 
■at  at  191  St  Niebolaa  ave.  New  York,  valued  at  885,000; 
oae  of  828300  on  027  Weit  End  ave..  New  York,  valued  at  845,- 
909:  aad  oae  oC  82.500  on  559  Clinton  ave.,  Brooklyn,  vahied  at 


BOmXS  AND  STOCKS  OWNED: 
BoHoa. 

AtiMta.Ga..sr,i«g..  1917-20,4*%. . . . 

it^Ga.,se.,Kg.,1010,44% 

^httL.Ga^w«t.n«..  1920,44%. . . . 

gwYfltk.CoDaBe,rs«.,1915.3i% 

hCTT:«k.ftH*,ia8..  1027^.31%... 

JwY«k.Pt,n«..1940.3J% 

Km  York.  B.  T^  r«B..  1052-^.  3i7o- . . 

^«k.WB,  195*^.31%. 

5A&,yiUw«..192M8.4-7o 

a*»iri.  Va^wt,  1045.4% 

5*40.  R  Rlev.,  1030, 4i^ 


]^Y.N.H.4n..ev.,ll»6,3i 

fc'Jit,CT.,lt29,4% 

^fttev.,  1984,5% 


iff 

/Q.   . 


Aa«TlAT|..ev^  1033.44%. 


Pkr 

Vahie. 

Value. 

86*000 

86.000 

3,000 

3.000 

1,000 

1,000 

16.000 

16,000 

89.000 

82,460 

20.000 

18.000 

160.000 

140.800 

48,500 

42.680 

10.000 

8.980 

12.000 

11,160 

10,000 

8,000 

10,000 

6.800 

25.000 

21300 

6.000 

6,130 

60300 

59.400 

BOMDB  AND  SlOGU  OWMBD.— CoRl. 

Stooss. 

Ati.  Cst.  L..  eom 

Batt&O.RR.p 

BaltAO.RR.oom 

Del.&Hud 


GtNo.Ry..p.... 
Lel4hVal..&R. 

No.P*c 

.So.Pac.com 

Un.  Pae.,  com 


■  *  •  ■  ■ 


l8tNat.bk..ofN.Y.Cy 

Hanover  Nat.  Bk  of  N.  Y.  Cy . . . 
Nat.  Bk.  of  Com.  in  N.  Y.  Cy. . . 

Nat.  Pk.  Bk.  of  N.  Y.  Cy 

Peoples  Nat  Bk.  of  Haokenaaek,  N.  J . . 

Amer.  Tob..  p 

On.  El 

Li8Bett&Myers,p 

P. lorilhvd  &  Co..  p 

Lehi^VaLCoal 

Pao.Tl.  ATg.,p 

Sanborn  Map 

Washington  wat  pow 


Par 

Value. 

880,000 

1,200 

2.250 

30300 

20,000 

10300 

30.000 

30,000 

10,000 

5,000 

5.800 

15,000 

12,000 

20.000 

10.000 

10.000 

10,000 

10.000 

1350 

10,000 

10,000 

25.000 


Market 

Vahie. 

836.300 

962 

2302 

29,600 

24300 

13,900 

33300 

28300 

12300 

44.700 

88370 

25300 

44,040 

60300 

10»700 

15.000 

11.800 

11,600 

2,187 

8300 

24.000 

29.750 


Totak  (book  vahN.  81,008347) 8774.000      8940.662 


MISCELLANEOUS:  Conflagration  losses:  Boston.  1872,  85.- 
000;  Baltimore.  1904, 866,931;  San  Francisco.  1906. 8153.931.  The 
company  reinsured  most  of  its  outstanding  risks  m  the  West- 
chester Fire  of  New  York,  in  June,  1906.  resumed  operations  in 
AuTOrt,  1906.  Absorbed  the  Peter  Cooper  of  New  York  in  1911. 
and  increased  capital  to  8400,000.  Value  of  special  deposit  in 
Georgia.  810.000;  Virginia.  820390;  New  York,  821310. 

DIRECTORS:  A.  Romeyn  Pierson,  Geone  R.  Branson, 
Wilfiam  E.  Hutehins,  John  A.  Forater,  J.  Lester  Paraons,  W.  McD. 
Person.  Charles  A.  Norris.  Isaac  L.  Allen,  Mortimer  L.  Allen,  A. 
S.  Hutohins,  Wm.  L.  Albco,  Jas.  A.  Bennett,  F.  W.  Drake.  M.  J. 
Ennis,  Louis  F.  Ballard,  0.  B.  Candidus.  F.  H.  Crum,  R.  0.  Han- 
bold,  Perry  C.  Todd,  J.  F.  Smith  and  D.  O.  Wakeman. 

FIELD  MEN  AND  TERRITORY  COVERED:  Crum  A 
Forster.  New  York,  eeneral  agents  for  the  United  States.  Tlie 
eompaiur  operates  in  Coto.,  Conn..  111.,  Ind..  Ey..  La.,  Md..  Mich.. 
Minn^issM  Mo..  Neb.,  N.  H.,  N.  J..  N.Y.,  N.  C,  0.,  Pa.,  3.  D., 
Utah,  Va..  W.  Va.,  Wis.,  Cal.,  Ga.,  la.,  Mass.,  N.  D.,  Ore.,Tena, 
and  Wash. 


UNIVERSAL  FIRE  INSURANCE  COMPANY,  Chicago,  III. 

Pkesident,  Gerald  A.  Rolfes.   Incorporated.  November,  1914. 

'Riteoaapaay  waa  iooorporated  late  in  1914  with  an  authorised  The  company's  nresent  address  is  749-51  Insurance  Exchange 

«*P»  of  81,000.000  and  a  hke  amount  of  surphis.    The  shares  Bid;.,  Cuica^o,  III.    The  organisation  committee  are  Gerald  A. 

««tpb«9oUatdoafaleparTalueof810.  The  oompainr  is  Uoensed  olfes,  N.  M.  St.  Clair.  W.  H.  Healy,  W.  H.  Kern.  E.  R.  Thomas. 

»  a.  but  we  are  informed  thMT  will  later  expand,  andu  at  present  W.  B.  Taylor.  H.  C.  Dix,  W.  J.  Dillon,  F.  B.  Baldwin,  E.  W. 

IB  tbe  ofpabatioa  praeea.    We  are  advised  that  in  a  shmt  time  Thompson. 
tbe  vm^fots  wiB  ksvw  aa  orgaoised  field  force  established  in  III. 
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VIRGINIA  FIRE  AND  MARINE  INSURANCE  COMPANY,  Richmond,  Va, 

Pnadent,  W.  H.  Pftlmcr;  SeeraUry,  W.  H.  MoCarthy.    Orsaiiised,  1832. 


llDearned 

Net 

Net 

Total 

Loaaes 

Total  Ex- 

LOM 

Tbar 

Avete 

PremiumB 

Surpliu 

Premiuiiu 

Income 

Paid 

Divideods 

ExpeoMi 

pendLtura 

Iscomd 

1914 

Sl.761.020 

$720,604 

S668.155 

S744.690 

S817.746 

1476361 

$30,000 

$290,478 

$797,339 

t48UU 

1913 

1,739,740 

708.723 

672.411 

742,108 

798.362 

408,083 

25.000 

293.984 

727,067 

419J5I 

J912 

1.649.798 

683.894 

628.694 

728.764 

805.376 

456.916 

25.000 

276.625 

758.541 

447.464 

1911 

1.618,037 

665,735 

613.505 

729.570 

795.291 

482,599 

25.000 

281.056 

788.655 

466^ 

1910 

1.590.722 

669.567 

577.684 

758.839 

827.409 

463.177 

25.000 

279.239 

767.416 

430^ 

Ambtb.  Dsc.  31, 1914. 

Real  estate $118,458 

Mortgage  loans 82,175 

Bonds  and  stocks ...  1 ,326,558 

Collateral  loans...  19.600 

Cash 60.635 

Agents*  balanoea....  134,159 

Interest 19,194 

Other  assets 241 

Total  assets $1,761,020 


LxABiLRisB,  Dbc.  31, 1914. 

LosMa  unpaid $89,757 

Unearned  prems....  720.604 

Dividend 15.000 

Other  liabUities. . .  17.504 

Total  Uabilities...  $842^65 
Capital  paid  np . . . .  250.000 
Netsurplus 668.155 

Total $1,761,020 


Underwriting  loss,  $41,897;  inTestment  profit,  $67,641. 

RISKS  AND  PREMIUMS:  Fire  risks  in  foroe.  December  31, 
$97,395,639;  premiums  thereon,  $1,411,613. 

BUSINESS  SINCE  1865:  Premhims  received.  $16,570,852; 
1    osses  paid.  $10,124,896;  dividends  dadared.  eaah.  $1,877,086. 

REAL  ESTATE  OWNED:  Incbdes  the  company's  home 
office  building,  1015  E.  Main  st..  Richmond,  which  cost  $31,300  in 
1861,  carried  at  book  value,  $75,000;  a  warehouae  at  1014-16  E. 
Caiy  St.,  Richmond,  carried  at  book  value,  $40,000;  and  a  number 
of  lots  in  Richmond.    All  are  umncumbered. 

MORTGAGE  LOANS:  The  $82,175  of  mortgages  include  15 
oans,  ranging  from  $1,000  to  $20,000.  the  Utter  being  upon  Rich- 
mond property,  valued  at  $34,800.  The  total  valuation  of  the 
mortgaged  iropertieB  (iriiich  are  located  in  Richmond  and  several 
other  Virginia  towns)  is  $173,500,  and  the  company  holds  $108,- 
700  insurance  on  the  buildings.   There  is  no  ovndue  interest. 


COLLATERAL  LOANS  are  at  follows: 
Securities. 

Nat  Sta.  k  Cy.  Bk.,  stk.,  Richmond. . . . 
Nat.  Sta.  k  Cy.  Bk.,  stk.,  Richmond. . . . 

Va.  Ry.  k  Power,  p.  stk 

Va-Caro.  Chem.,  p.  stk. 

Totals  (par  value.  $30,000j 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

U.  S,  Reg.  Pan.,  1961,  3% 

Ala.,  reg..  1956.  4% 

Ashland,  Va..  wat.  k  or.,  1964.  5% 

Bkeksburg,  Va. .  1 94 1 ,  6% 

Danville,  Va..  int.  imp..  1935.  4% 

FarmviUe,  Va..  wat.,  1931,  5% 

Franklin,  Va.,  sc.,  demand,  6% 

I^mehburg,  Va.,  wat.,  1938,  4% 

Manchester,  Va.,r.,  1935,  4% 

Manchester,  Va.,  wat.  filt.  pi..  1940,  4% 

Mass..  S.,  ST.,  1930,  3%. 

Mass.,  S..  ST.,  1930.  3i% 

MobUe,  Ala.,  c.  r.,  1937.  AV7c 

N.  Y.  Cy.,  Corp.  stk.,  1982,  4i% 

N.C.,1950,4% 

Petersburg,  Va.,  r.,  g.,  1943,  4% 

Richmond,  Va.,  1920,  4% 

Richmond,  Va..  1921.5% 

So.  Boston,  Va.,  1942,  67o 

Va.  S.,  cent.,  1991.  3% 

Va.,  S.,  Riddle.,  1932,  3% 

Wilmington,  N.  C,  1922, 5% 

AtTOL.  R.  R,  col.  tr..  1952,  4% 

AtL  C.  L.  R  R,  1  OS.,  1952,  4^c 

Ati.  C.  L.  R.  R,  eq.  g.,  1915,  4% 

B.  &  0.  R  R,  cv.  g.,  1933.  4i% 

C.  k  0.  Ry.,  gn.  m.,  1992.  4J<^ 

Ga.  &  Fla.  Tm..  1  m.,  1930.  6'  L 

Ga.  Mid.  Ry.,  1  m.  g.,  1946.  3% 

N.  k  W.  Ry.,  1  OS..  1996.  4<7r 

N.  k  W.  Ry..  cv.  g..  1938.  4*% 

S.  A.  L.  Ry.,  1  m.  g.,  1950,  47o 


Maricet 

Amount 

Value. 

Loaned. 

$3,045 

$1,600 

12,180 

10,000 

9,890\ 
12,375/ 

8.000 

$37,400 

$19,600 

Par 

Market 

Vahie. 

Value. 

$25,500 

$25,755 

13,000 

13,000 

5.000 

4,900 

12,000 

12.480 

20,000 

18.600 

10,000 

10,100 

8,000 

8.000 

30.000 

27.900 

3,000 

2.850 

500 

470 

10,000 

8.900 

3.000 

2.820 

10.000 

9.900 

13.000 

13.390 

13.000 

13.000 

1,000 

920 

100 

98 

5,600 

5,712 

3.000 

3.000 

305.500 

256.620 

26.600 

22.876 

10,000 

10.300 

20,000 

18.400 

30.000 

28.200 

5.000 

5.000 

6.000 

5.520 

20.000 

18300 

20.000 

19,400 

50.000 

31.500 

10.000 

9,600 

5.000 

5.250 

22.000 

18.700 

Bonds  and  Stocks  Ownsd.— CoiU.  Psr 

Bonds.— Coji<.  Vahw. 

So.  Ga.  Ry.,  1  m.  g.,  1923,  5% $15,000 

So.  Ry..  1  OS.,  1994,  5% 10,000 

So.  Ry.,  div.  ctfs.,  1919.  i% 600 

Va.  k  Swn.  Ry.,  1  os.,  1958,  5% 10.000 

Va.  Ry.  A  Pow..  1  m.  &  r..  1934.  5%    .  55.000 

Comwlth  CI..  Richmond,  1  m.,  1920.  6%  2.000 

Rich.  Loco.  Mach.  Wks.,  1  cs.,  1929.  6%  22,000 

Uni.  of  Va.,  Charl..  1  m..  1946.  4<  c 12,500 

Va.  Caro.  Chem..  1  m.  g..  1923,  5%. . . .  46.000 

Va.  Caro.  Chem..  cv.,  1924,  6% 4,000 

Stocks. 

Atlantic  Coast  Line  R  R,  com 34.700 

B.  4  0.  R.  R,  p 20,000 

L.  k  N.  R.  R,  com 18,000 

N.  &  W.  R.  R,  p 10,000 

N.  k  W.  R.  R,  com 25,200 

Rich.,  Fred,  k  Pot.  R  R,  div.  ob 0.000 

Rich.,  Fred.  A  Pot.  R.  R.  com 2.000 

So.  Ry..  p 30,000 

Va.  Ry.  k  Pow..  Richmond,  p 20,000 

First  Nat.  Bk.,  Richmond 3,600 

Nat.  S.  k  Cy.  Bk.,  Richmond 15.500 

Va.  Tr.,  Richmond 4.000 

Amer.  Loco.,  p 20,000 

First  Nat.  Bk.  Bldg.  Corp.,  Richmond. .  10,000 

Gn.  Adj.  Bur.,  N.  Y 100 

Jefferson  Rlty.  Corp.,  Richmond,  p 19,400 

Jefferson  Rlty.  Corp.,  Richmond,  2  p. . .  2.000 

Jefferson  Rlty.  Corp.,  Richmond,  com.. .  2,000 

Louisville  Prop^  Ky 1.000 

Southern  Adj.  Bur.,  Atlanta,  Ga 100 

Underwritera'  Salv..  N.Y 500 

Va.  Cait).Chem.,p 41,700 

Totals  (book  value.  $1,371 .703) $1,390,800 


Mirbt 

Yilot. 

%\im 

10.500 
491 

50,600 
2,000 
23.100 
UjV» 
44.1« 
4.000 


41.987 
16.200 
14JM 

s.no 

18.430 

W« 

21X400 

10,«» 

9.07J 

20.0^ 

IO.ODli 
10 

19.40 
1.7B 
39 
40 
10 
7* 

41.2S 


'$1,383.58 


*  Securities  as  per  company's  valuations;  the  item  ia  asaeU ' 
based  on  insurance  departinent  valuations. 

MISCELLANEOUS:  The  Virginia  Marine  was  organised  i 
1832  (March  14),  with  a  eaah  capital  of  $100,000.  p^'id  in  ^ 
eaah  subscriptions.  Tnuisacted  marine  bustness  only.  Dun 
session  of  legislature.  1839-1840,  the  capital  was  mathorised 
be  increased  to  $200,000,  and  in  the  spring  of  1840  the  additiM 
was  subscribed  and  paid  in  cash  and  the  oompuiy  oommeaeej 
fire  business  also.  Cnarter  was  amended  January,  1852,  changi 
name  to  Virginia  Fire  k  Marine  and  was  agun  akmended  Jaaol 
4,  1858,  changing  par  value  of  shares  from  $100  per  riiare  to  f 
per  share,  \larch  28,  1860,  January  3.  1866,  aasctn  were  redal 
to  $62,000  on  account  of  the  Civil  War,  and  in  order  to  ag] 
commence  business  each  5  shares  of  stock  were  reduced  to  c 
share  and  the  cajMtal  was  increased  to  $175,000  by  cash  sabsd 
tioos.  In  June,  1872,  capital  was  increased  to  S200.000  by  o 
subseriptioos.  On  March  5, 1874,  capital  was  iniiiunutJ  to  $250.1 
by  cash  subscriptions.  Values  of  special  deposits:  III.,  $13.1 
La.,  $12,625;  N.  Y.,  $13,390;  Va..  $11,760;  Mass^  $11,720;  K. 
$13,000;  AU.,  $13,000. 

DIRECTORS:   W.  H.  Palmer(E. B.  Addison,  J.  Jordan  La 
W.  H.  Pahner.  Jr.,  F.  E.  Nolting.  H.  J.  CabeU.  0.;Herbert  Foas 


FIELD  MEN  AND  TERRITORY  COVERED: 


L 
C 


Chioaeo,  111.,  general  agent  for  111.;  Hall  k  Henshsiw.  N.  Y.  . 
J.  D.  Kitchen  k  Bro.,  New  Orleans,  general  ageats  for  Tex., 
and  Miss.;  J.  M.  Leake,  general  agent  for  V%,  li.  C.  aad  T< 
A.  J.  Selden.  Jr.,  J.  H.  Baker  and  Wm.  P.  HilL  apeoal  s« 
A.  E.  Phillips.  Washington,  D.  C,  general  agent  for  Waahm| 
Logue  Bros,  k  (^o.,  Pittsburg,  Pa.,  for  western  Pa.;  Jos.  I> 
PhSadelphU.  P^.  for  Philadelphia:  Henry  J.  Ide,  Boston.  M 
general  agent  for  Mass.;  Thames  k  Batra.  Mobile.  Ala.,  ga 
agents  for  Ala.;  Cooper  k  Hall,  general  agenta  for  Tenn. 
coDuiany  operatas  in  Ala..  D.  C^  Hit  Ia**  Masa.,  Miaa.^  H 
N.  C..  Pk,  Tenn..  Tsi.  and  Va. 
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VULCAN  INSURANCE  COMPANY,  New  York. 

Timia*,  Udor  Kahn:  Vioc-Pnaident,  Chai.  E.  Falk;  SMntey,  I.  KoaniolMic*.   Oigaabed.  1(11. 


1 

Uoearaed 

Net 
SaipiuB 

Net 

Total 
laoome 

Loases 
Pftid 

DiTkle»d. 

RzpraMB 

Total  Ex- 
peadituref 

Loans 
IimiRed 

1914      OI7.Q14 

335.052 

977.453 
54.404 

72.449 
95,459 

55.443 

130365 
83.511 

983.818 

100,447 

143.408 

38.130 

919.107 

128,043 

51.503 

1.249 

925.205 
51.655 
45.232 
10395 

944313 

179.099 

107.735 

12.14« 

915391 

1911       31i,9S7 

119.153 

1912       3SS30 

54,671 
25.265 

73345 

mi  1     337.798 

5345 

AatMn,  Dec  31. 1914. 


LiABiLRnB.  Dm.  31, 1914. 


BoDfiiuditodD. 

CHh 

Afe^'faaboecf.. 
blent 


9378340 

24371 

21331 

2,772 


uiq»id 

Uneamed  prema.. 
Other  liabifitieB.. 

Total  liabilities. 
Capital  paid  up... 
Netrarphii 


98.987 

36,052 

4322 


Total 


9337314       Total. 


949,551 

200.000 

77,453 

9327,014 


TiderantiBK  profit,  92.463:  iiiTcstiiient  profit.  920385. 

RHS  AND  PREMIUMS:    Firo  riab  in  forae.  Deoeabcr  81. 
li4N.78l;  praoiains  tbcram,  958337. 

BCSNfiSB  SINCE  ORGANIZATION:    Pkcmiums  reoeiTvd. 
VSU»l;  kuM  paid,  920634& 

Par  Maitet 

BONDS  OWNED:  Value.  Value. 

$ttT(rtC!it7.S-be..l91»«4.3i% 9338300      9319,940 

St»  Y«k  Cy,  g^  1962.  4i% 40,000         41300 


Bonds  OwKMo.—ConL 

m.  Cent  R.  R.,g.,  1955,4% 

Chi..  Rk.  I.  A  Pae.  R.  R.,  g..  1988, 4%. 
Bait  &0.8wn..g..  1925. 3i% 


Par 
Vahie. 

910.000 
10.000 
10.000 


Market 

Value. 

90300 
8.900 
9.100 


Totab  (book  Tahw.  9378.311) 9306300      9378,340 

MISCELLANEOUS:  Company  began  business  in  1911  with 
9100300  initial  surplus  jpaid  in.  Reinsured  all  risks  in  December, 
1913,  and  oontinuea  bnamesB. 

DIRECTORS:  J.  B.  Banm,  E.  Eisemann.  I.  Kahn.  H.  R»- 
?ntaer.  C.  &  Besthoff,  C.  E.  Falk,  I.  Koenjgsbecger.  M.  Strauss. 
M.  Yankauer,  H.  J.  Corbefet.  Blax  Qteene,&  Mendelsohn.  David 
Tim. 

FIELD  MEN  AND  TERRITORY  COVERED:  John  C. 
Ease.  Home  Offiee  Supt  of  Agents.  The  eonpany  opsntes  in 
m..  Ind..  N.  J..  N.  Y..  0.  and  Pk. 


VULCAN  FIRE  INSURANCE  COMPANY,  Oakland,  Cal. 

IVeskient,  J.  F.  Cariston;  Secretary.  Arnold  Hodgkinaon.    Organised,  1911. 


Tiu 


Unearned 


»U:  1983,945 
im  I  935.835 
)»»'     934.773 


$74,930 
54,101 
21,961 


Net 
Surplus 


9391.445 
378,830 
395.737 


Net 
IVemiums 


9103367 
09.181 
39,935 


Total 
Income 


9155,877 

150,274 

*46S353 


Pftid 


945411 

29,822 

1.158 


Diridends 


982,094 
81,910 
50,150 


Total  Ex- 
penditures 


9138.475 

111.782 

51318 


Inewiud 


949,098 

35,513 

1.144 


*  ladadsi  9403300  surplus 

^^KR.  Dk.  31, 1014. 

i<atelosaf....  9532.066 

?-ai   343,145 

i«M  «  N.  W.  EL 

^''    le..f80.00in.  50,000 

^«*i     128,400 

^tshtkxm....  22.707 

^i»w< 6312 


pud  in. 

LiABiums,  Die.  31, 1914. 

unpaid 99333 

74,939 
7328 


Unearned  prsms. 
Other  liabilitim. 


Total  liabifities...  991,500 
Capital  paid  up. . . .  500,000 
NetsurphM 391,446 


T'Ml 


9062,946       Total 9982,945 


tsdeniritag  kss,  939,996:  inrestment  profit,  952^603. 

,  KISKS  AND  PREMIUMS:  Firo  risks  in  fora,  December  31, 
iV.mjsri;  irauvms  thereon.  $137,999. 

BT^JDJESS  SINCE  ORGAKIZATION: 
»^^  kmes  paid.  $76322. 


Premiums  received, 


MORTGAGE  LOANS:  Then  are  27  loans,  including  one  of 
•2642  secured  by  Realty  S;^dieate  deeds  of  trust  of  several 
-^•^^  kta  ia  various  nb-divinons  in  Alameda  county.  The 
^■•B:fi8  Icaos  are  mainly  secured  by  lots  in  Alameda  county. 
't'  ^.0)»5  loaned,  in  the  a^sregate,  is  secured  by  properties 
:^i  K  S1.162357.  $2358  of  interest  was  overdue  on  December 
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BONDS  OWNED: 

!^^,h.Iiu„  1933^,6%... 
«c?  :?B.  iav^  etf,  191$.  5%. 


Par 
Value. 

$3,500 
500 


Market 

Value. 

$2,763 


Bomw  Owifw.— Csni. 

Oakland  Hotel,  1940.  6% 

Cal.-Ore.,  Pow.,  1952,  5% 

Oakland  Tm..  1913.6% 

Oakland  Cy..  1924-25.  4i%. . . . 
S.  Joaquin  Ir.  Dis..  1933.  5%. . 
Los  Angeles  City.  1931. 4)%. . . 


Pw 

Mariwt 

Vahm. 

Vahm. 

96.000 

95.400 

10.000 

8300 

200.000 

200.000 

10,000 

10.100 

15.000 

13.350 

3,000 

3,030 

Totals  (book  vahie.  $343.645) $348,000      $243,145 


MISCELLANEOUS:  This  company  was  organised  in  1911 
with  a  proposed  capital  and  surphis  of  $1,000,000,  and  oommeneed 
business  in  May,  1912,  with  a  paid-up  capital  of  $500,000.  and  an 
initial  cash  surplus  of  $403,000. 

DIRECTORS:  Wiokham  Havens,  Alden  Anderson,  R.  M. 
FItigerald,  W.  T.  Veitch,  Tom  C.  Grant,  J.  Y.  Ecdeston,  J.  F. 
Cariston,  J.  P.  Maxwell,  J.  W.  Phillips.  E.  S.  Wangenheim,  C. 
H.  Wente.  William  Cavalier,  Stuart  S.   Hawley. 

FIELD  MEN  AND  TERRITORY  COVERED:  0.  R. 
Indahl,  special  agent,  Butte,  Mont.,  far  Wash.,  Ida.,  Ore., 
B.  C.  and  Mont.;  C.  A.  Perry,  special  agent.  Home  office. 
No.  Cal.;  Frank  F.  West,  Jr.,  special  ARent,  Home  office, 
for  Bay  Counties.  The  company  operates  in  Cal.,  Col.,  Haw.. 
Ida.,  Mont..  Nev.,N.  Y.,  Ore.,  Pa.,  UUh,  Wash.,  Wyo.  and  B.  C. 


W'ABASH  AMERICAN  FIRE  INSURANCE  COMPANY,  Wabash,  Ind. 

Secretary  and  Treasurer,  C.  L.  Wilson. 


T^  iGspsny  ii  being  organised  at  Wabash,  Ind.,  by  reputable 
'•^^  as  fl€  that  dty.  It  b  proposed  to  commence  business 
^^^uthgraed  capital  stock  of  $200,000  has  been  paid  in. 
>  9o(±  a  beiog  sold  at  a  premium  in  order  to  create  an  equal 
^'ist  fj  mrjkaL  The  stock  b  seUing  rapidly  and  it  b  expected 
^  u>c  f Bab  seceaaiy  to  write  business  m  the  very  near  future. 


Among  the  organisers  are  Fred  I.  King,  W.  R.  Yamelle.  Lorin 
W.  Smith,  Chas.  S.  Roee,  Will  H.  Adams,  C.  B.  Irelan.  Jas.  Wibon, 
Geo.  C.  Hepskind,  Theo.  W.  Gillespie,  W.  H.  Anderson  and  W.  H. 
Smith.  The  company  as  of  May  12, 1915,  reported  that  it  had 
sufficient  stock  sold  to  start  business,  which  they  advised  us  they 
will  do  as  soon  as  notes  on  hand  are  paid. 


REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


WESTCHESTER  FIRE  INSURANCE  COMPANY 

PrwltDt,  G«.  R.  CrmwtoH;   \^i»-Pnddait  ud  Tranm.  John  H.  KelLr;  SnnUiy.  0 

,  New  York,  N.  Y. 

E.  Schubr.     Or«.iu»d.  ISr. 

Tui 

A-ta 

UhvubI 

SutpJia 

fZn™ 

Total 

p^d 

DiTidBldl 

EipouM  1  pndibiiH  |  luml 

1BI4 

s 

1*10 

U.BI)7.9«2 

s,  170,  tag 

It,3:7.3» 
3,27J.3S1 

2,4»,Sg0 

■!SS 
iffiJSl 

■iii 

tl.33S.K3 
3.42Ua7 

12,170.667 
1013708 
1,5«7,713 
1  .SI  1.32) 

1 

iiai4;347     i,us!^    lisiUM 

»7,TI!|      !.SS4.»m1     l.«ryil 

Natiurplui 1J30,3S 


t^BB?,fl^l^       TctiJ »3.S97,«3 

1.  t3M.M2;  inTstmsil  ixofit,  1278,101. 
BI8KS  AND  PREMIUMS^    FSniMuin  Iotek,  Dnsmlv  31. 
IMKI,n7^1:  pnndDiia  Uunoa,  •«.M1,377. 
BUUNEW  SINCE  OKOANIZATION:    FnaniiiiDt  ragdved 

SIKUSS;  liiBB  p^  131.133,018:  dindenik  dnlued.  a^. 
UMkllotk,  (lOOpOD. 
REAL  ESTATE  OWNED:    Comiicuea  *  dvelGDg  nointy, 
iB  H«hlndfe,  H.  ¥.  City,  irbuh  i>  uaaiuumt>i«il  uH  u  evt^ 

MORTQAOB  LOANS:  Th«  in  38  bans,  ot  wfaiih  but  3 
niiged  IS.JOO  in  imounL  T^cy  m  uiiilr  upoo  piopgrtin  in 
ud  aeu  Nair  York  City,  ud  1123.210  o[  louu  in  praUcUd  by 
nul  «UMnlu<diitt2IS7,D10.  uidupon  wbicb  Uu  mnpuy  holdi 
tUT.lW  iuunnoe.  Tbi  liifen  Inn.  ll2,ina,iiupoiidnlUiig> 
in  Mt.  Vanon.  N.  Y,.  nlued  it  118,000. 

BONDS  AND  STOCKS  OWNED:  Pir  Mirktt 

BORM.  V.h,.  V.h,. 

i3txpt.}ni,ii% 

UutDsnmrrt.  Q».,  Cu..  1H3. 3' 

NeirMH.,  1833,1% 

N.T.Cy.,N.Y..19S0.!%... 


K.Y.Cr.,N.Y,l»4<HH,3)ro. 

N.T.Ct..N.Y..183U>.1%.. 
Hi*  YnkSUta,  1801.  V-i. .... 


CuSo.  Ita..  18*15% 

Clii.,Mil.48l.P.Ry.,  l»32.1t'^ 

Chi^R  I.  AFU.R.R..  1834,1% 

Ft.  Worth  *R.Gr.Er..  1838,1% 

m  Cut.  R.  R.  A  ai^  St.  L.  &  N.  0.  R 

R.18W,S% 

Intv.  R.  T..  1861, 3% 

L.I.R.R..I«31.5°^. , 

N.Y.C.ftH.R.R.R..  3013,1)% 

N.Y.Cr-- *- 


.     _. 3:RR.,I«48.0%.. 

Ni>.P»o.RT.,in7,4%.... 

etL.P.ANwn.RT..lMg,t% 

St.  L.  *Su  Fiu.  R.  R.,  IKl,  4% . . 

Bo.  Ph.,  1934.5% 

So.  Ry.,diT.ctti..  1818.4% 

Cd.  ^..br,  1828,  S% 

Amv.  11.  ATc.,  1817,4% 

H.Bd.*)fN.Y,,18«,l% 


aBtMlCp.,1861,5%  '. 


E.R., 


jUldrt-lJiLR 
Bilt.AO.RriL.] 
Bdt*O.R.R.,< 
BUyiLR.R 


13.000 

34,750 

\m 

,M* 

Clu..MiLASLP.It.R..MBi... 

CU.ANinLR.R 

CWT.,Cin.,CliL4Sl.L.R.R... 

IM.iHDd.R.R 

FruUinl  A  Souttmrk  R.  B. . . 

Gt.No.RR.p 

El.C«itIl.R ..., 

Loui(.ANHh.RK 

M»chttiLRy.,N.Y 

N.Y.C.4H.II.R.R 

N.Y.AHiri«nB.B 

N.Y..L4W.R.R 

So.P««.B.R 


7^00a  130.600 

IO.0OO  31.000 

100,000  131.000 

lOO.OOD  88JM0 

100.000  133.000 

100.000  30M0 

lOOWO  118.000 

13.000  108.S00 

100.000  1 21.000 


C*wo(o  *  ByneiiK  R.  R . . . 

PhulH-R 

Rsding  R.  R.,  1  p. , 

RadingR.R.,Dinn 

RouHlis  A  ShMoo  R.  R . . 
8i,.Pm.R,R 


BridmnrtTr,.. 
Chatbini  A  Phvo 


ToMIb  (b«A  Tiba,  13,407,509) H.203.B83   31,813, IK 

MISCELLANEOUB:    Compuy  vh  oriffuUi  mitul; 


, -_ ;0  nitli  1200,000  owitil.   Cititt 

iDsnugd  in  1873  from  VKOOM  to  tlSO/MO  bv  rtoek  dinW 
wdin)B7ttat3aO,OOOilwhyatookdtnduKl.    Cn>I>l>K«M 

3500.000  by  1200^  ndi  imrmntL    CciaBi(nlu 

—   ,™  ««.«*„.   ».u: 1804.  tW».127;  ^ 


tXafMia 

. H(WMi  Bi 

FnociM),   ]80«,  ta6U42.    Vllw. ,„ 

I21J80:  Ql,  310.000;  H.  U,  18,700:  Cul.  t 

DIRECTORS:  0«.  R.  OmwJoBl,  Wm.  H.  .»o  r,™..  r- 
WiUJU,  Joha  Lron.  W.  F.  fiiibiqi,  R.  H.  BurdHtt,  Wm.  U.  Fitd 
B.  B.  Bowng,  John  H.  Eellv,  G,  B,  Cnvtord.  Ellvond  BdtMI 
Fnderiok  A.  Hodtmicn,  Otto  E.  Behirf(r.  Stiks  E  GouW) 
Chl>.  E.  lajqntlur/. 

FIELD    MEN    AND    TERRITORY    COVERED;  Puff* 

Schwarta,  miniw  Watdrn  douruoent-,   Edwia  Woner.  uts 

.  inn  ^?  .fjL^Juon  Blid..  Chtago.  01..  tmbndazlll-.  !:>! 

!     .  .  Minn.,  Mo.,  NobTN,  D.,  0.,  3.  D..  Wb.,  T.  ( 

It,  Ind..  State  igml.  Glenn  H.  Daiw.  Cbin? 

Seat.Q.L.  Runy.  FnnUorl.Ind.,  Ht.ilKta 
id.:  E.  H.  Hinckley.  Kiluiuoo.  Miiii..  ^pM 
Idolph  Wsner.  Kunu  City,  Ma.,  ipeciil  UK 
£-  fi.  CuMon.  Cohunboi,  0,.  ipecial  ujaA  \i 
.  Milwmkn.  Wit.,  quidil  igsnl  r«  Wn:  0. 1 
:C.R.  Lill,  Minneipalii,  Mian.,  ipRiil  igKit '' 

.-^.  !>.:  W.  N.  Du  Vil.  Omiilii.  Neb.,  Huiil  uen<  ft 

indKu-:  McKinneyAAl)eii.SiauFilb,S.  D..9U'.ttni; 
D.:PicifioD(i)t;B.J.  SDiitti.D0'iiirCiL.On.,WH)t.,BC 
loL.  Mont.,  N(v..  Utah.  Anon,  Aki.  ud  Hinii:  SfKcial  utU 
Chu.  T.  Von-TageB  ud  FradS.  Dick.  Su  Fnncim.  Cil..  ^ 
eeoM  and  No.  Coagt  CouBlita  of  Cal,;  L.  P.  StepbtH.  Loa.^ack 
C*).  for  Boutbn  Cll.  and  Aril.;  Ju.  &  Reed.  PorlUnd.  Or 
St*  wMon  On..  Widi.  ud  ntsn  B.  C;  Jr.>>i>  M  Gnrdn 
Spokane.  Wirfi..  fcr^eaeMii  On.  and  Wi^..^ 


iiA.C.:-i 


:  Utah,  tor  Uuh.  Mil 


.. ,..,  „_ -,-  -  -  -ibcnon.  axvu 

Denver.  Colo.:  Grw  R  Senggi  A  Co..  Dallii.  Tt 
,.__._.  ^'enti[ivTei..Aik.  and  La.:  RraQntiain.uM.iw 
J.  H.  Speed,  hong  office  nedil  innl  ud  J.  R  Eiehliti.  un 
muiga.  DillH  Tei,;  C.  A.  Charahen.  Idttle  Rock.  Aik.,  >pk 
■■Bit  for  Ark.;  F.  T.  Poittr,  Iteli^  Ta..  ipeciil  anni  fv  Ot 
ud  Wtal  Tei.;  W.  P.  Steele.  Shnrraport.  La.,  neoa)  t««nt.  I 
ud  B«l  Td.;  R.  W.  Rawli,  DilUi,  Tei^  apacial  a«eni  tor  I 
Tei.:  VuB  HoBmaitir,  Dallu.  Tn..  ipedaJ  aient  (or  No.  Tt 
E.  A.  GrsoTO.  JackKnnlle,  Fla..nii«l  agent  udW,  G.  .tniii 
JnckBqviile,  Fla.,  tts.  aup.  for  m.,  Oa..  Ala.  and  Min.:  Fn 
T.  ETani.  JackBBTille,  Fh.,  ipedd  ageol  for  Fla.  and  Gi.:  I 
E.0iwrtiid,  Jaokgoanlle.  Fla..  neoial  agent  for  Ala.  and  Mi»: 
R  Hooka,  FarmTille,Van  ipediW  tor  E.  W.  Va..  X*..  N.  C.  i 
S.  C;  G».  R.  WiUianu,  AUuta.  Qa.,  nieeiil  *«di  for  So.  t 
AU.  ud  Miia,    Special  jurisdiction  of  hoou  oiBee.  all  tbr  i 

- — -  "—  -ibraced  in  WaUm  dept.     U.  F.  Bk> 

-    ■     ■-  -    in.,R.I.a   ■-  ■• 

and  W.  Mm:  W.  a!  UTOi!' Suli  a^i  fo ... 

R.  I.: Ruchester,  N.  Y..  spsrial  anal 

W.  N.  Y.  ind  No.  P..;  S.  T.  Certw.  Ml.  VwiKin.  N-  Y..  fori 
««pt  northan  tiv  of  anintiei,  and  Md.:  S.  B.  KraarAr.  sh 
■cent  lor  Ky..  Ttnn.  and  middle  and  W.  W.  Vl;  Fred  C.  $m 
iHcial  i£eDt  vjburbu  territory  in  N  Y.  State  aad  N.  J.:  V 
HunWr,  gpeciai  Kot  for  E.  N,  Y.  The  »miiuf  operalv  id 
the  Stala  and  Territoriee  of  tbe  United  Stata  aonit  Del 
Can.empl  N,  S.,  F,  E.  I.  ud  N.  F. 
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WESTERN  INSURANCE   COMPANY   OF    PITTSBURG,   Pittsburg,   Pa. 

ftaadcDt,  W.  Bomid  Nimiok;  Viee-PtesidAtB,  H.  8.  A.  Stewart  and  David  P.  Blaok;  Secntarj  and  Treaiunr,  D.  Dallas  Hart. 

Oriaoixed.  1849. 


UikBanied 

Net 

Net 

Total 

LoflBes 

Total  Ex- 

I/onn 

Tub 

AKti 

Sorphis 

IVemiami 

Income 

Paid 

Diyidends 

Expenaei 

penditam 

Ineuned 

m 

m,9N 

$2354)77 

109.980 

$1,491 

134.547 

1170.231 

824,000 

19.000 

1203,321 

$141,558 

1913 

9g!Mi 

645,135 

-6,733 

549.938 

589.119 

341,296 

24,000 

251,374 

616,670 

222Ji25 

1912 

04S.767 

541.998 

38,971 

588.480 

623,049 

331.069 

24,000 

272,267 

627,356 

323.424 

1911 

M,m 

533.080 

43,710 

571.965 

609,396 

299,159 

24.000 

264,478 

587.637 

296.329 

1910  1 

929,706 

508.597 

82,787 

570,283 

608.439 

816,554 

24.000 

245,648 

586.202 

311.391 

— Euea  of  liabifities  over  aaset». 


.4sn8,]>ac.31.1914. 


Sol  estate 

Motfise  iom. . 
Bgndsudstodo. 

Casa    

Areata'  balaaea. . 

MffOt 

Otbei 


Total 


13.500 

67.900 

516.010 

20.066 

40.943 

8.261 

888 


LUBILTTIBB.  DbC.  31,  1914. 

Losses  unpaid $21,250 

Unearned  jprema....       235,077 
Other  liabOtties....  1.300 


Total  HabiUties. 
CaiHtalpaidi^). . 
Netsarplns 


$257,627 

300.000 

99,9S0 


$657,607       Total $657,607 


rahr«ritii«  profit.  $07,808;  inTeetment  profit.  $32,079. 

BISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
ttfje.706(  vnmtmm  theraon,  $459,375. 

KSINESS  SINCE  ORGANIZATION:  Preminma  received, 
tlo^lfS:  lones  paid,  $6,120,936;  dividends  declared,  caeh, 
lir4jmhstoelc  $168,750. 

KL4L^TATE  OWNED:    A  lot  and  diraU'mg  in  Avalon,  Pa. 

M08TGAGE  LOANS:  There  are  16  loans  aggregating  $67,900 
*^  »  memd  by  properties  valued  at  $202,020,  uul  the 
«^»aT  holds  $04,500  of  insuranee  on  the  buildings.  $30  of 
iCBat  w  iiast  due  on  December  31,  last.  Only  two  of  the 
oa  oMd  $10,000.  and  all  of  them  are  upon  real  estate  in 
ntvbvg  nd  nearby  tovBS.  A  loan  of  $14,000  is  upon  8  tLput- 
■at  tosn  00  Biddfe  ave..  Wilkii»burg,  valued  at  $36,000.  and 
w  of  115.000  is  on  3  brick  dweUings  at  3508-10  fifth  ave.,  vahied 

BONDS  AND  STOCKS  OWNED:  Fte  Market 

BoHsa.  Vahie.        Vahie. 

^1^  Co..  Fla.,  bg..  1040.  4% $5,000  $5,000 

^f^  Co.,  H^  mem.  hall,  1939,  4%  22,000  22.000 

}Ji^r  Co.,  Fk..  poor  farm,  1930,  4%  20.000  20.000 

^4jBar  Co..  Pa.,  rd,  1936, 4% 10.000  10.000 

fr.4r,  P^  1919. 4% 5.000  4.965 

'intk,Pfc.,i9i5,4crg 4,000  3,992 

Caadlmie,  Pk.,  1919,  4% 3,000  2,973 

}*5pMe.Pa.,h.8c.  1834.4i% 15,000  15.604 

Mcwe^wt,  Pa.,  ac.  1918-23.  5% 1,000  1,039 

I- naibndi,Fli^  1928-34.41% 30.000  31.107 

?te»«»d,S;,1832,4J% 3,000  3,112 

«wwt4,  PiL,  1916,  4}% 10,000  10,428 

[iwtaa.  Pa.,  1915-18,  4*% 2,000  2,009 

FraAiai.Fli^  1915-18,  5% 2,400  2,411 

«»aa[r,  PL,  1834-35,  5% 5,000  5,408 

JfoMo,  Pi.,  BC,  1915-21. 4i% 7,000  7,056 

I»£fw»,Pa.,1917.5% 7.000  7.136 

g<*grgh.  Pk,  ac,  1915-16,  4% 2.000  1.996 

™wife,P»,scl»38.5% 15,000  16.683 

S^tifvc^  ^  St  imp..  1915-39.  4%. .  30,500  30,204 

™ei^  Pk .  SoboRun  ar.,  1924. 4i%  2,000  2,024  - 

gN*,^»..19M.4J% 3,000  3,036 

nuteilx,  IV  wat.  1924-30,4*%....  17,000  17,207 

^Mk,  Pk.,  pk.  A  eh.  L,  1927,  4}%  5,000  5.100 

"*«.  P.  IL,  19B.  6% 10,000  10,000 


Bonds  lsd  Stocu  Owvmu.—Cont.  Par 

Boin)8.-~Coiii.  Value. 

Port  Vue.  Pa..  1922-32.  4*% $15,000 

Wash.  Co..  Pa.,  rd.  imp..  1930-31.  4K%  10.000 

West  Homestead,  Pa..  1915-31.  4% 22.000 

West  View.  Pa.,  imp..  1934,  4i% 5,000 

WiUdnsburg.  Pa.,  1915-20,  4i%> 20.000 

Ardmore  St.  Ry.,  1958,  5% 5,000 

Beaver  Val.,  P*.,  Tc,  1950.  5% 8,000 

Ft.  Wayne  A  Wab.  Val.  Tc,  1934,  5% . .  20.000 

Nwn.  Pa.  Ry.,  Erie  Div.,  1947,  4  to  5%  8.500 

PeekskiU  Ltg.  A  R.  R.,  1930,  5% 10,000 

Pitts.  &  Butler  St.  Ry.,  1935,  5% 10.000 

Youngst.  A  Shar.  Ry.  &  Lt.,  1931.  5% . .  3.000 

Atlanto.  Ga.,  wat.  A  el.  pr..  1943.  5% . . .  4,000 

Birm^  Ala.,  wat.  wks^  1939,  5% 15.000 

Cy.  Wat..  E.  St.  L..  111.,  1918,  6% 5,000 

Connells.,  Pa.,  wat.,  1939,  5% 4,000 

Duquesne  Chib,  Pitta.,  1932,  5% 12,000 

Elbworth  Coal,  1921,  6% 12,000 

Jacks  Run  Bg.,  1932  5% 4,000 

Marq.  &  Bess.  Dk.  A  Nav.,  1933, 4i% . .  15.000 

Md.  ft  Gearges  Crk.  CI.,  1932,  6% 20.000 

Monong.  V J.  Wat.,  1931.  5% 11.000 

New  Caatle,  Pa.,  wat.,  1941,  5% 9.000 

Pa.  Wat.,  WilkiMburg.  1929,  6% 10,000 

Pittsw-Buff.,  1929,  5% 10,000 

Racine  Wat..  Wis..  1931.  5% 5,000 

St.  Joseph.  Mo.,  wat..  1944,  5% 10,000 

Suburban  Gas,  PhiU.,  1952,5% 5,000 

Waynesbuig,  Pa.,  wat.,  1925,  5% 5,000 

Stocks. 

Adiron.  EL  Pow.  Corp.,  N.  Y.,  com 9,000 

Adiron.  El.  Pow.  Corp..  N.  Y.,  p 6,000 

On.  Adj.  Bur.,  N.  Y 400 

Ky.  Sec.  Corp.  (Inc.  Va.),  com 800 

Ey.  Sec.  Corp.  (Inc.  Va.),  p 8,000 

Underwriters*^  Salv..  Chicago... 500 

West.  Adj.  ft  Insp..  Chicago 100 

Totals  (book  vahie.  $538,057) $553,200 


Market 

Vahie. 

$15,447 

10.600 

22,000 

5,215 

20.242 

4.850 

7,440 

16.400 

7.650 

9.700 

7.000 

2,970 

3.680 

13.060 

4.660 

8330 

12.000 

12.000 

4.000 

14.550 

20,000 

9,130 

7.650 

10.000 

8.500 

4.500 

7.500 

5,000 

4,750 


1.125 
2.730 
400 
816 
6.840 
500 
200 


'$525,291 


*  SeouritieB  as  per  company's  valuations;  the  item  in  assets  is 
based  on  insurance  depsr^nent  vahiationa. 


MISCELLANEOUS: 
to  $300,000. 


Capital  increased  in  1884  from  $225,000 


DIRECTORS:  D.  Dallas  Hare,  Paul  C.  WoUT.  David  P. 
BhMk,  Geo.  W.  J.  Bissell,  W.  H.  Nimick.  H.  S.  A.  Stewart,  Jas. 
H.  Lodthart  H.  J.  Heins,  John  E.  Hurford,  John  Woodwdl.  Rsubsn 
Miller,  Joseirii  T.  Speer,  Nathaniel  Hohnes. 

FIELD  MEN  AND  TERRITORY  COVERED:  C.  M. 
Limpert.  spedal  agent  for  Pa.  and  0.  The  company  operates  in 
m..  MimL.  N.  Y..  0..  Pa.  and  Wis. 


THE  WII^LrAMSBURGH  CITY  FIRE  INSURANCE  COMPANY, 

New  York,  N.  Y. 

^taidBt.  Geo.  R.  Brauoa;  Tiee-Presidents.  E.  L.  Allen,  F.  H.  Douglaai,  Lewis  H.  Vail,  Wm.  A.  Jones;  Viee-Praident  and 
Secretary.  David  J.  Burtis.    William  Harkneas.  Chairman  of  Board  of  Directors.    Qrganiasd.  1853. 


7iu 

mi 
ittt 
mi 

1118 


Uaeamed 

Net 

Net 

Total 

Losses 

1  Total  Ex. 

Losses 

AMti 

PlMOUBOS 

Surphis 

Premiums 

Income 

Psid 

Dividends 

Expenses 

peoditures 

laoumd 

$inB.17S 

82.579.462 

$798,456 

$2,666,824 

$2,874,630 

81.699.127 

$120,000 

$1,247388 

$3,067,015 

$1.705385 

JS'S 

3.559.0t9 

976.804 

2.580.545 

2.788.875 

1.593.903 

114.000 

1.207.494 

2.915399 

1,529323 

l-SS 

2.238;il9 

666.894 

2.1964)44 

2.351.973 

1.396.388 

370,000 

989,9111 

2.658307 

1344.780 

2.^S<;657 

1,788.214 

683.302 

1.730.593 

1343.411 

982.134 

50,000 

784,252 

1318386 

945.039 

234i448 

1.710.604 

666.392 

1.853.006 

2.011.986 

924.906 

50.000 

813.2091 

1.788.114 

027.308 

RfiPORTS   OF   FIRE   INSURANCE   COMPANIES. 


THB  WILLIAMSBURGH  CITV  FIRE  INS, 

c  91,  1«H.  Liuiurna,  Drc.  31,  l« 


wluh  oon  KSMO,  will  ia  a 


Diid«writii>(  Ion,  t313,7»;  innMniait  mtt.  1281,077. 

HISKB  AH  D  PREMIUMS:  Fin  liiki  b  tens.  Diecmba  11 , 
tMl.e34,3U;  pianiuna  tttnon,  tS,»M,ZS7. 

BUSINESS  SINCE  ORQANIZATION:  Praahimt  nnivtd, 
tW.(7t.Wl;  low  laitl.  t31,Mtt,Sa8;  diTidmdi  didvKl,  euh, 
UjmjKM;  atoBk.  150,000. 

REAL  ESTATE  OWNED:  Coniuti  of  iMory  brick  buildioE 
MRf«ilm>(D(IKait  *n..  BmoUfQ,  whioh  out  US^ll,  ud 
■t  Ut.OOO,  m  buildiu  U  IM  MauUgue  M.,  &wklyn, 
.  VBMO,  iBi  ia  i^ed  M  160,000,  ■  bhok  lod  lUru 
____  M  M  Wat  Ulit  at..  N.  V.,  mnitd  U  oM  |tl7,»3i 
ud  tba  popirt*  *t  S«  Muket  it..  PHcUHiBiB,  N.  Y..  aimd 
It  out  (tU,aDO).    All  m  BiiiimnmlMcaf, 

UORTQAQE  LOANS:  ThBUmartmeloounaie&sii  1300 
to  HS/nO.uid  ills  Util  imiNBt,  tHe,lSO.  ii  pntwtod  by  n«v- 
IM  io  ud  Da«  Nm  Y«k,  Poughkcflpiifl  Hid  Alban; ,  Tshied  M 
tM^OaO.    TlB  i*i«(  loM.  m:  »«,«»  on  —   '^— '   —     - 


000, 110  W.  IWtli  at.;  tipOO.  211  W.  IMth  it.:  lU.OOO,  JTS-7B 
E.  Bth  at.:  (28.000,  333  E.  ISth  at.;  mXM.  U-70  Bulbvu  st. 
Tlw*  WH  tl»  of  intocat  laat  du>  on  DecODbs  31,  lirt. 
COLLATERAL  LOAN  ia  ulalbwa:  UarkM      AsMint 


BONDB  AND  ?TOCKB  OWNED; 

Oattv^  1BIB^1% ■■   


Nnn>orrNwa.ViArl"I>i'P-.IM3.*i%       I0,«> 

Naw  York,  cp.,  1»1M0,  H% '"^ 

Ni>Y«k.KB-Aq.,lR10.31% 

Naw  Y«k,  Su.  Pret ,  t>20-2S,  3t%. . . 
Nn  Yock,  eoDit.  crfm.  lOlMO.  3(%. 

NnYcrk,it.A[^f.,l»l,3(% 

Niw  York.  cooaUot  r.  U 1011^.  3t%. 
Naw  Y«k.w.t„  10(7, 4t%  


,  Va.,  1042,  *i% SMO 

BklmuDd,  Vi.,  IVXt-U,  4% 13M0 

AU.CM.liix,K.R, 01.,  1038,4% SSJMO 

Balt.*0TRrR.,<iT.,l«)3,417D lUOO 

BUyii.R.T.C.,m.,l>4S.S''D lOMO 

Clia  AQ.RT-.af.,l«3a,4t% SOJMO 

Chi.  Ry.,lBL,  1017,5% 10.000 

Danr  A  Rio  Od.  R.R,  1  A  r.  m.,  l«Mi,5%      10,000 

De(.AF&iRy.,lea-iii-.l»21,»% '"- 

DW.  Un.  Ry„  1 ».,  m..  1032, 4i% 

InMrbor,  Met,  »L  (r,.  1050, 4}% 

U.  Cenl.  R.  R.  Co.,  1  m..  1BJ8.  S% 

iTiniw  ?i,4nR.R.,lni-,l»S".4%.-. 

LiiLcE.i"'  r.  p.,:ra.iiiiussi 

BLL..b.Mtii.ASo.Ry.,103l.>% 

8(..Pao.,o»..l8M.4%,.. 

So. Par. Of..  1034,6%.   ■  -^ 

£l'M^ili,""t.,ini'5,..%.'.':::;:; 

Id.9t,d..lH0,*l%- 

J  *L.Bt_a,t,lm.,103li,  r.'  , 

^^Co.n.U.AFow.,p  iL,  1007.0% 

MlB»d£irN.V-<.,lM«.1-, 

"  ™B«ke.lm-,a..,IO».«% 

iJ.  Y,  Ot^EL  U,  Ht  4  Pq-.,  p.  m.  m.. 

ftt.U.t?<n.,im^m3,S% 

gl.Siik*-X.:cl::i«iVwt::: 


COMPANY.  New  York,  N.  Y.—Cntinid. 

BtwDs  km  Stocu  Owtiid.— CokI,  Par  Msbi 

Bnca.  Viht.  Vila. 

AU.  Cat.  Liu  R.  R.,  oom t30.«U  tHJCO 

Bait  AG,  R.R.,tan...' 4>,KI0  II.BS 

B»lt.4  0.  R.R.,p. 11,000  1,™ 

Bkiyn.  R.  R ,  80,000  tlUffl 

D,.L.  A  W.  R.  K 16,000  mm 

D.,  AR.O,  R.R.,p 10,000  SO) 

Ot.  No.  R...  j> 11,000  IIW 

L.H.R.oiRj 2.m       m 

Louk.  A  NMh.  R.  R 10.000  !7.tD] 

MuliMtaii  Ry 70,000  U^IK 

Nor.  A  W.  B;.,  no 110,000  Ut.M 

No,  Pat  Hy 6a/XKI  tlSHI 

Bo.  Pat.  oom. 124,000  111.0« 

till.  Pac  R.  R.,  OHB 100,000  1it«« 

Ua.  Pac.  R.  R.,  p lOOJDOO  SUm 

FallkiU  Nat.  Bk.,  Pokw IJWO  IXa 

Farmcn'  aiid  Ml^  Nat.  Bt.  Pokpoe. . .  1,000  i.*X 

in  NsL  Bk.,  New  York 5JNI0  44.7ni 

Haiit™(rNml.Wt,  NrwYork 17,500  IIU^ 

Kiap  Co.,  TV,,  Bklm 3,000  ITJW 

MfTchuuNatwulBuhofPokine...  1.000  IM» 

Naaasu  Nat.  Bk.,  Bklyn 33.400  miU 

Nat.  Bk.  of  Com.,  Now  York 10.000  IIW 

Nat  Cy,  Bk.  of  Bklyn 2.600  7,l» 

Nu.  Pk.  Bk.,  N.  Y 3S,000  11S.«1 

Pwfto>' Nat.  Bk..  Hukcnaaok IB.DOO  7t.(UI 

Pokudc  Tr..  Fokpse. 1.000  7.73 

Amar.  Eip. 10.000  l.M 

Ann*.  aJt.  4  R«f.,  p 20,000  M,W 

Asw.  Ti.  4  Cabla 10.000  iM 

Bkiyn.  Un.  Gm 00,000  74.M 

Ca.  Gu..  N.  Y «0,000  77M 

Gn.  Adj.  BuroiM,  N.  Y 460  *» 

Gn.El 40,000  lOW 

King.  Co.  EL  U,  Hi.  4  Po» 30,000  34.WI 

Ijg.  A  My.  Totwco.  p 10.000  il.M 

Louis.  Prop 100  « 

M,  Bd..N,Y 10,000  lO.KO 

Nit.  Lsd,  p 10.000  IClWO 

Pat  Tl.  4  T|„  p 10,000  MM 

Pn«9d  atl.  Si,  com 60.000  21M 

StDbom  Map 16.000  34K> 

8,.  R.  4  Co.,  HUB ,  20,000  17.4H 

Studifdl^otN.  J 5.000  aij> 

Und-tn'  Slv^,  Chi SOO  M 

Undwila' SJTg.  N.  Y I.OOO  IJO 

Un-Pniit,-. 90,000  Mia 

V,  B.  Sl«d  Cp.,  p lO.OOO  IIW 

VmnmiOU aO.000  4V« 

Waah-WatPow 50,000  SOJO 

WdbPnim 1,300  aji 

Wat.  AdiT 4  Inp 100  » 

Ca.  G.«.rN.  Y„  r 0,000  m 

TolaH  (botA  «luo,  I3,411,l») C.7B1,*60  'tlJUJl 

*  Saeurtte  aa  ps  oxiipany'a  TihiaCioiia;  Iha  il«ni  in  AihQ 
Ua«l  on  Im.  Dept.  •aliutiona. 

MiaCELLANEOUS:  Cvilal  iiCRBed  ia  1M7  tRU  1150,0 
to  1260.000,  and  in  1012  to  tmUOO.  Canflacrtticn  Vm 
Cbiaw>,  1S71,  M1.710;  BoatoD.  1772.  tULDOO:  Battiniot*.  I« 
tl61,468;  Su  Fruciico,  1*06,  tliO^.  Abaorbad  tlie  Eop 
City  Fin>  of  Na>  York  in  1012  ud  Um  NaMU  &  DoIcIwh 
1013,  UiiiiiiKTwingi^UlfiantOOaOOO  to  11.000.000.  Vii 
ofapHdildopoaita:    Oa.,  520,000.  Va..  348,440. 

DIRECTORS:  E.  L.  AUtn,  1,  L,  Alien.  M.  L.  Allen.  G. 
BnMOB,  A  M.  Bor^  F.  H.  Cnun,  J.  A.  Forattf,  Wm.  Hubi 
R.  0.  HaubdiL  S.  V.  Hoffman,  U.  T.  HdU.  A.  S.  Butehiu.  W . 
BnUiiia,  H.  D.  LaaDabury,  J.  L.  Panonii.  H.  H.  WiHiana.  I. 
AikiaDOh  L  F.  BtUird.  Wm.  H,  Haftana,  F.  M.  Jobnaton.  * 

A.  Jons.  SidoiDso  Katcbui,  P.  J.  U  Fene,  F.  B.  Lawn.  A. 
Nawsmbc  Cbaa.  W.  FUgrim.  J.  W.  Pouobar,  F.  H.  Tnijr.  L 
Vail. 

FIELD  MEN  AND  TERRITORY  COVERED:  Cnm 
Foratw,  gansil  ami*,  iU  William  at.,  Naw  York  City.  Hi 
diet  baa  juriadio&m  ovs  all  agaiHy  bniuioai  of  tlu  cxnipi 
F.  M.  Qund.  Fiamort,  HI.,  mmatta  waaUn  daputmeait.  A 
liatod  Undirwritfn.  Inn..  Su  Piandaco.  Cal.,  Bumaan  F> 
Coait  department:  Spedai  acnla:  Dabncy  J-  Ckrr.  Rjchmc 
Va.  for  VlTw.  Va.  and  N.  CjE,  H,  UVat.  Atkittk.  O*^  for 

B.  C.  Fta.  and  !•.;  W.  L.  Fous.  Ft  Worth,  TD..  ti*  TaL 

C.  CbitUmdni,  Brooklyn,  la  H.  Y.:  G.  B.  FUh,  Hutfori.  O 
(cr  Coon.;  A.  R.  Onhun.  Boaton.  Uim.,  for  Uttf^  R.  I..  Me. 
and  N.  H.;  O.  Z.  Dtj.  New  Yidi  Oty,  lor  Pa.  and  Md.;  A.  Tn 
BMbyriila,  T<nn.,  lot  Ky.  ud  Tarn.:  Barf  Btmhmu,  Ta 
N.  J.  fa  N.  Y.  and  anbwbHi  N.  Y.  Tba  oamvur  opsiti 
bO  tbe  Btats  ud  tanilONa  of  the  United  StMM  «BB>ii4  AIl.  I 
Ara.,  Aik.,  DcL,  Haw.,  Wyo.,  Uka.,  Nar..  H.  M..  Okim^ 
ud  P.  R. 


FOREIGN  FIRE  AND   MARINE   INSURANCE 

COMPANIES 

!■  tfcefclbrog  paces  win  be  foond  afaatneto  ol  the  ofBdal  •Utementa  ooTsiog  the  ^^ear  1014,  of  the  United  Stotes  branehea  of  all 
RSDlBtr  iKeased  foiwgn  fire  and  marine  inaurance  eompanina  now  operadng  in  the  United  Statea,  togatfaer  with  aommariea  of  their 
aadtioa  and  boiiaeB  for  each  of  the  last  fiye  ynn. 

NooL— lie  Net  PremiumB  fftm  in  the  f oUowing  taUea  repreaent  the  groea  mmiuma  written,  leaa  amounta  vM  for  rdnanranae, 
rebrte,  ibatBDeBt  and  retam  premiuma  in  the  raapective  years.  Total  income  euhidea  deponta  leoeiTed  on  perpetual  policieB,  premiuma 
cc  (mipBi  year  reedved,  reeeipta  of  forogn  oompaniea  from  their  home  offioea  and  other  extraneous  items.  Expenses  exclude  de- 
pBrnnetaraed  on  penwtuaJ  pcMieiea,  remittaneea  of  foreign  oompaniwi  to  their  hoDM  offices,  and  other  itema  which  cannot  properly 
be  chased  la 


AACHEN  AND  MUNICH  FIRE  INSURANCE  COMPANY, 

Aix-la-Chapelle,  Germany. 

Cmted  Stelea  Manager.  J.  A.  Eelsey,  New  York;  Pacific  Coast.  A.  C.  Olds,  Manager,  San  Francisco,  Cal.     Orguiised,  1825. 

(United  SUtw  Branch  Stotistics.) 


1 

TiAs'    Aseeta 

Unearned 
IVemiums 

Net 

Premiums 

Total 
Income 

Loeaes 
Pftid 

Expenses 

Total  Ex- 
penditures 

Loaaea 
Incurred 

(+J  Rec'd 

from  or 

(-)  Remit. 

to  H.  0. 

VM    f2,658,136 
1113  ,    2.289,232 
ttU      2.540,241 
1111      2.470.143 
1110      2.3S7,725 

|I,281,0S6 
1,280,001 
1,150,450 
1,003,814 
1,018.206 

11,211,524 
1,174,513 
1,238312 
1,200.018 
1,207,948 

$1,180,279 
1,252,184 
1,199,459 
1,080302 
1.081,321 

$1,278,717 
1343385 
1385,424 
1,170318 
1,158,229 

$745,213 
011,058 
003394 
571338 
504.190 

$500,099 
510,046 
485.170 
448.082 
444,571 

$1,245,912 
1,127,704 
1,068.770 
1.019.920 
1,008.707 

$747,433 
579384 
589,731 
535,482 
548,274 

+$14,047 

—  93317 

—92,723 

--45.083 

+8.005 

Dsc.  31. 1914.  LiABiunn,  Dbc.  31, 1914. 

$2372,419    Loaaesunpaid $131,297 

CMh 172,106  Uneamednrana. . . .    1301.050 

Aiati'balsaeeB....       191.032  Othv HabilitieB. . . . .         24,259 

IsiBol 28,043  

Total  liaUfitiea. . .  $1,440,012 

Tetil $2,004379    Suiplua 1,211.524 

StUefixntt  liab. . .  0,143 


Total  ai 


$2,058,130       Total $2,058,130 


CadeniritiDK  feaa,  $95303;  iuTcatment  profit,  $125,070. 

KI5KS  AND  PREMIUMS:    Fin  risks  in  foree,  December  81, 
ttSM^TI;  premiumfl  thereon,  $2,481,387. 

BCSINESB  IN  U.  8.  SINCE  ADMISSION:    Premiums  re- 
ared, 110312317;  losaea  paid,  $11,490,929. 

BONDS  OWNED: 

ri  Gov.,  leg..  1025. 4% 

?i^r-,wfr,l»2,4J% 

Abaf.N.Y^reB..1029.4% 

aefdad.O.,w«.,l«2,4*% 

Gfc,f»,lf28.3r% 

Mm,M^l»7,37o 

I«  V-C^reg.,  eau.  1925.  3% 

Y.C^cex.,  1954.3i% 

Y.C,iet,ex^l965,4% 

Y.C..  leg.,  et.  1957, 4J% 

!•  C  fe|.,  ex 

T.  C^  leg.,  ex 

Y.  C,  ngri  ex 

^  Y.  O,  m,  ex,  I960, 4% 

N.  Y.,  eaaal  imp.,  reg.,  ex^  1969, 3%. . . 

VJ.,lig^.iBip.,eau.l958.4% 

|«taaaad,?a-r««.1941.4% 

B<Kka(ff.NrY.,Rg.,1928,3% 

A.  T.  4  i  Fe  R^,  gn.  m.,  1905, 4%. . . 

A.T.4S.FeRJL,eT.,  1965,  4% mf.wu 

AIL  CLER^lm^ea.,  1952,4% 40.000 

AlLC.LRJL,ov..l939,4% 

^tO.  R.E7Swa.  Dir..  1  m..  192531% 

^aB.By..e8.gr.,190a.5% 

CmL  PkTSJ.,  r.  1  m-,  1949, 4% 

CbM.4  0.RJt,m.jn.,1992,4J*„ 

C.  4  a  R.R^P.^Br..  Im..  1940,4% 
^H.  1. 4Pte.R7.,  1  m.  r.,  1984, 4% 
^.  a.  L  4  Bm.  Ry.,  gn.  m.,1968, 4%. 
^BJ.  4  P.  Ry..  eq.,  1020.37. 44%. . 
Cb.  4  Nwn.  Ry,  ext,re«.,  1920, 4%.. . . 

j5.MiasddRy.,lm.,1940,3% 

«.  WR3r4rf  CaB.eq*,  1922, 4i%.. 
Gl  )ia  By.,  1  m.  r.,  leg..  1901, 4i%. . . . 
taeA.a.T.  


1  a.,  1900,  6%. 


f»^  ^.  Sol  R.R..  1  m.,  1050, 3%. . 
L  4jr  Ra,  8L  L  DiT.,  2  m.,  1980, 3% 
M.C.R17J.4N.  I.,  1  m..  1957, 4%. . 
^  B9.  of  Mex.,  pckr  In,  1057, 4i%. . 

Ntt.  Ry.  of  llei^gp.m.,  1977,4% 

NiLfc  of  Mex,  1917,0% 

V  ?V?\%r'J  *  '-  "«-  !•"•  ^"^0- 

J^-*^|y-.i»-iw«.4% 

>«>Pie.RR.,lriorln.,1997.4% 


Pkr 

Market 

Vahie. 

Vahie. 

$60,000 

$55,500 

10,000 

10,100 

50,000 

49300 

100,000 

105,000 

10,000 

9,700 

100.000 

90,000 

184.000 

105,000 

30.000 

20.400 

50,000 

49300 

50,000 

53300 

10,000 

16,040 

10,000 

8300 

10300 

8300 

50.000 

50,000 

100,000 

99.000 

100.000 

102,000 

22300 

20.925 

00,000 

63,400 

50.000 

48,000 

25,000 

24300 

40.000 

37.000 

25,000 

23300 

40,000 

30,400 

25.000 

20.500 

20,000 

18,800 

60,000 

47.000 

50,000 

42,000 

25.000 

18,000 

25.000 

22350 

25,000 

21,700 

75,000 

72,000 

55,000 

34,060 

25,000 

24,250 

25.000 

25,250 

60,000 

49300 

100,000 

60,000 

12,000 

7300 

10,000 

13,000 

80,000 

18,000 

20,000 

9,000 

2,020 

1,414 

60,000 

48300 

25,000 

19,750 

40,000 

38,400 

60.000 

47300 

BOHDB  OWMSD. — CotU, 

No.  Pkc  R.R..  gn.  In..  2047, 3%. 
Ore.  S.  L.  R.R..  r.,  1929,  4%. 


St.  L.,  Swn.  Ry.,  1  ca.  m..  1932,  4%. 
a  Air  L.  Ry.  A.-B.Div.,  1  m.,  1933,  4%. 

So.  Pac.  iUL,  1  m.,  r.,  1955.  4% 

So.  Pac.  R.R.,  1  m.,  r.,  reg.,  1955, 4%. . . 
So.  Ry.  Co..  St.  L.  Div..  1  m.,1951.  4% 

Un.  Pkc.  R.R.,  1  m.,  1947,  4% 

Vandalia  R.R.,  ea.  m.,  reg.,  1957. 4%. . . . 

W.  Sh.  RR.,  1  m.,  rag..  2301,  47o 

W.CRy  Sup.4  D.Div.4T.  1  m..  1930.4% 

Mtge.  Bd.  of  N.  Y..  1900.  4% 

Mut  Union  Tk.,1  m.,  ext.  1941,  5%. . . . 
Phila.,  cv.  g.  d..  1922,  5% 


Par 

Maricet 

Value. 

Value. 

$50,000 

$33,500 

25,000 

23.000 

25,000 

17350 

45,000 

38350 

25,000 

23,000 

25,000 

23,000 

20.000 

17,400 

50.000 

48300 

25.000 

23.250 

50,000 

40300 

50,000 

44,600 

23,000 

19,320 

50,000 

49300 

50,000 

48.000 

Totals  (book  value.  $3,430368) $2,490,520    $2372,419 

MISCELLANEOUS:  The  company  bepm  general  businesa 
m  the  United  Statea  in  1896,  having  prenoualy  operated  to  aooe 
extent  upon  the  Faoifio  Coaat  Connagration  loaaea:  Baltimore, 
1904,  $143,481;  San  FrancMOo,  1900,  $3,035,040.  The  San  Fnm- 
daoo  loaaea  w*e  paid  by  remittaneea  from  home  office.  On 
December  31,  1913,  the  home  oflioe  atatement  ahowed  aaaeta 
amounting  to  $9310,720;  capital  $2360,000.  Vahiea  of  apedal 
depoaitBTGa.,  $0,700;  N.M.,  $10,100;  Va..  $20,925;  other  de- 
posita:  N.  Y..  $245,000;  0.,  $100,000. 

UNITED  STATES  TRUSTEES:  Walter  T.  Rosen.  Albwt 
H.  Wiggin,  Chas.  H.  Sabin,  N.  Y. 

FIELD  MEN  AND  TERRITORY  COVERED:  Jos.  A.  Kels«y. 
manager;  S.  H.  Quaokenbush,  asaiatattt  mananr.  80  Maiden 
Lane,  New  York  City,  oovenng  the  Statea  m  Me.,  N.  H., 
Md.  Vt.,    Maaa..   R.   I.,   Conn.,    N.   Y..   N.   J.,    Pa.,   Del.. 

D.  C,  Cok)^  Wyo..  N.  M..  Va..  W.  Va.,  0..  Ind..  Mich.. 
Ey..  TeuL,  Wis.,  111.,  la..  Minn.,  Mo..  Neb.,  La.,  Tex..  OUa.. 
Ak..  Gs.,  Fla..  N.  C.  and  S.  C.  Speoal  agents:  A.  K.  Slade. 
Jr.,  Boston,  Maaa.,  for  Me.,  N.  H.,  Vt,  Mass.,  Conn,  and  R.  I.; 
A.  L.  Brower,  Syracuse,  N.  Y.,  for  N.  Y.  Stoto;  Henry  I.  Willet. 

E.  Orange,  N.  J.,  for  N.  J.,  Pa.,  Del..  Md.  and  D.  C;  F.  G.  Krueger. 
PittsbuiiKh,  Pa.,  special  Meat  for  Pa.  and  W.  Va.;  H.  W.  Murray, 
mneral  agent,  Chicago,  Ul.,  for  middle  western  States,  Kv.  ana 
Tenn.;  J.  M.  Clark,  Chicago.  111.,  special  agent  for  lU.  and  Ind.; 
J.  0.  Gable,  Detroit,  Mich.,q>ecial  Kent  for  0.  and  lower  Mich.: 
W.  K.  Wuner,  epeeial  agent.  Cedar  luvids,  la.,  for  la.,  Mo.  ana 
HA.;  P.  J.  Kieffer.  special  Ment.  Minxwapolis.  Minn.,  for  Wis.. 
Miim.  and  northern  Mich.;  £.  J.  Miller,  general  agent,  Denver, 
Cok).,  for  Colo.,  Wyo.  and  N.  M.;  Jerome  and  Brown,  managers, 
southern  departmoit,  Atlanta,  Ga.,  comprising  Ala.,  Fla.,  Qa.. 
N.  C.  S.  C.  and  Va.;  J.  Hunter  White,  Norfolk.  Va.,  speoml  agent 
for  Va.;  J.  D.  Kitehen  4  Co.,  New  Orleans.  La.,  geniniu  annts 
for  Lav  J-  W.  Cowan,  Charfette,  N.  C,  special  agent  for  N.  C; 
Geo.  W.  Gantt.  Jr.,  Macon,  Ga..  special  agent  for  Ga.;  J.R.  Daniell, 
Birmingham,  Ala.,  special  ^tpi  for  Ala.;  P.  B.  Travis.  Jackson- 
ville, Fla.,  special  annt  for  Fla.;  John  S.  Aldehof  4  Co.,  Dallas. 
To.,  general  agents  for  Tex.  and  (Mda.  Pacific  Coast  department: 
A.  C.  CHds.  manager.  San  Frandsoo,  Cal..  jurisdiction,  Cal.,  On.t 
Wash..  Ida.,  Mont,  Utah,  Nev.,  Aris.  and  Alaa.;  C.  A.  CoWin. 
Portland,  Ore.,  superintendent  of  agencies  for  Wash..  Ore.,  Ida. 
and  Mont  Pftul  St  John,  San  FVaneiaoo.  Cal.,  apeeial  agent  for 
Cal.,  Nov.,  Aris.  and  Utah.  The  enmpany  operatea  in  all  the 
Statea  of  the  United  Stotea  except  Ark.,  EuuTMiaa..  N.  D.  and  8.  D  • 
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REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


ABEILLE  INSURANCE  COMPANY,  Paris,  France. 

United   States   Managers,   Starkweather  k  Shepley,   Inc.,   Providence,   R.  I.       Organized,  1857. 

(United  States  Branch  SUtistics.) 


Tbak 

AMte 

Unearned 

Surplus 

Net 
Premiums 

Total 
Income 

LoMes 
Paid 

Expenses 

Total  Ex- 
penditures 

Losses 

(+)  Rec'd 
from  or 

MRenit 
toH.O. 

1914 
1913 
1912 
1911 

$625,011 
594,719 
592374 
676,869 

$144,194 

129,410 

91,684 

46,762 

$436,661 
421307 
465,925 
509.277 

$183315 

180.796 

151.167 

97.837 

$205,658 
202,603 
172325 
114,064 

$121,784 
80.854 
67,689 
22,465 

$72,726 
66,805 
47331 
24.794 

$194310 

147,669 

115.520 

47.259 

$128305 
85313 
68,678 
81,801 

-85.000 

+801 

A88RB,  Die.  31. 1914. 

Bonds $507,810 

Cash 38,906 

]>ue  from  reinsur.. 

companies 60,715 

Inteitst 6314 

Other  assets 11,366 


LuBiuTUB,  Dec.  31, 1914. 

Losses  unpaid $26,455 

Unearned  prems....       144,194 
Other  liabiDties....         17.711 


Total  liabilities...     $188,360 
Surphis 436.651 


Total 


$625,011       Total $625,011 


UndenrritiDg  loss,  $25,002;  investment  profit,  $40,346. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  81, 
$29,230,061;  iiranhmM  thereon,  $262305. 

BUSINESS  IN  U.  S.  SINCE  ADMISSION:    Pramiums  n- 
ceiyed.  $613315;  losses  paid,  $288,341. 


Fv  Market 

BONDS  OWNED:  Vahie.  VshK 

aereland,  0.,  grade  crossing.  1940. 4% .  $100,000  $103,000 

New  York  Cy..  cp.  stk.,  1960,  i\% 211,000  213,110 

No.  Pao.  k  Qt  No.  Ry..  jt..  C.  B.  k  Q.. 

1921, 47o 60.000  58^ 

Chi.  k  Nwn.  Ry.,  gn.  m.,  1987,  Zk%. . . .  50,000  41.500 

lU.  Cent.  R.  R..  r.  OL.  1955. 4% 60,000  46,000 

So.  Pae.  R.  R..  1  r.  m.,  1955.  4% 60,000  46J)00 


Totals  (hook  Talue,  $513360) $521,000      $507310 

MISCELLANEOUS:  The  AbeiHe  Insurance  Compaoy  of  Pim. 
France,  entered  the  United  States  for  regular  businea  in  Iftll. 
making  its  statutonr  deposit  with  tiie  New  York  Insoianee  De- 
partment Value  of  special  deposit:  Ohio.  $100,000.  Theoooi- 
pany's  home  oflke  statement  as  of  December  81,  1910,  shoved 
total  assets  aggregating  $4,932,915.    Its  capital  is  $2,400,000. 

UNITED  STATES  TRUSTEE:  Bankvi  Trust  Co..  New 
York. 

TERRITORY  COVERED:  The  company  is  BoeiMed  u  SU 
La.,  Mass.,  Mich..  N.  Y.,  N.  C,  Ohio,  Pa.  and  Wis. 


ALLIANCE  ASSURANCE  COMPANY,  Ltd.,  London,  Eng.^ 

United  SUtes  Managers,  Chubb  k  Son,  New  York.    Organised,  1824. 


Ybab 

A«eto 

Unearned 
Premiums 

Surplus 

Net 

Premiums 

Total 
Income 

Losses 
Pftid 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

from  cr 

(-)  Remit. 

to  H.  0. 

1914 
1918 
1912 
1911 

$587,782 
541,031 
022,739 
628.066 

$72,494 

73,421 

68316 

7.990 

$414,968 
377.820 
442374 
489.247 

$215,761 
154373 
222.906 
167.845 

$239,041 
178323 
246375 
172.795 

$93,217 

100.809 

59,202 

34.520 

$76362 
62,327 
49,441 
32.907 

$169,779 

163.136 

106.643 

67.427 

$112,060 

116.292 

97306 

59347 

-$28,65; 

-76351 
— 125.9» 
+519,493 

AflBvra,  Die.  31, 1914.  LuBiumB,  Dbc.  31. 1914. 

Bonds $500,900    Losses  unpaid $90,203 

Cash 62,031    Unearned  prems...  72.494 

Agents' balances....        10.309    Other  Uabifities 10,047 

Interest 8,542  

Totalliabilities...     $172,794 
Surplus 414,988 


Total 


$587,782       Total $587,782 


Underwriting  profit,  $37363;  investment  profit,  $26364. 

RISES  AND  PREMIUMS:    Marine  and  inland  risks  in  force. 
Dee.  31,  $13,721,246;  premiums  thereon,  $138334. 

BUSINESS  IN  U.  &  SINCE  ADMISSION:    Premiums  re- 
ceived. $761,486:  losses  paid.  $286,024. 

Y  Transacts  marine  insurance  only. 


Par 
Value. 


Msrkel 

Value. 


BONDS  OWNED: 

New  York.  N.  Y^  cp..  1960,  4J% $370,000       $S73.7I» 

N.  Y.,  N.  H.  ft  E.  R.  R.,cv.d.,  1948,  6%        120,000        127.200 

Totals  (book  value,  $535,123) $490,OQQ       $500.900 

MISCELLANEOUS:    This  company  entered  the  United  Staus 
for  marine  business  in  1911. 

U.  S.  TRUSTEE:    Bankers  Triist  Co.,  N.  Y. 

TERRITORY  COVERED  :      CaL,  Cok>..  111..  La..   Maai.. 
N.  J.,  la.,  N.  Y.,  Mo.,  Neb.,  N.  D. ,  Pil  and  S.  D. 


ALLIANZ  INSURANCE  COMPANY,  Ltd.,  Berlin,  Ger.* 

Organised,  1890. 


United  SUtes  Manager.  H.  K.  Fowler,  New  York. 
(United  SUtes  Branch  SUtistics.) 


1 

(+)  Bee'd 

Unearned 

Net 

Total 

Losses 

Total  Ex- 

Losses 

f ro«n  or 

Tb4B 

Assets 

ftemlums 

Surploi 

Premiums 

Income 

P^ 

Expenni 

penditures 

iMoned 

(-)  Remit 
toH.  0. 

1914 

$633,882 

$65,962 

$400,199 

$337,696 

$862,606 

$166,080 

$87,177 

$268307 

$186,464 

+S283S4 

1913 

507.960 

62,879 

282,680 

320382 

341327 

189.167 

87308 

276.465 

4-31387 

1912 

446.638 

65,476 

278322 

813,080 

829318 

121.097 

78.466 

103352 

188»ttS 

—119.726 

1911 

440.026 

24318 

880.741 

110.444 

115337 

26337 

27,789 

53.97« 

613761 

+173302 

i  Traasaoti  marine 
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ALLIANZ  INSURANCE  COMPANY,  Ltd.,  Berlin,  Ger. —Continued. 


Aflra.Di&31.1914. 

Bottfa S520350 

Cmb 77.516 

28.487 
6.979 


LiABiLrnxs.  Die  31. 1914. 

Loom  unpaid $157,171 

UoeaniednremB....         65,962 
Other  lialnfities.....         10.000 

TotalliabilitieB...     $233,133 
Sarphis 400.199 


Total 


$633382       ToUl $633,332 


profit,  $60,642;  mvMtmeat  profit.  $28343. 

RISKS  AND  PREMIUMS:    Marine  and  inland  riala  in  fone, 
Decaaber  81.  $11.490364;  premiimM  thereon.  $119,768. 

BUSINESS  IN  U.  S.  SINCE  ADMISSION:    Fktmiams  n- 
cend.  $1,062,002;  kam  paid,  $501303. 


Par  Market 

BONDS  OWNED:  Value.  Value. 

New  York  Cy..  1960.  4i% $210,000  $212,100 

Bait.  A  Ohio.  1941,  4% 80.000  09.600 

Chi..  R.  I.  ft  Pae..  1934.  4% 120,000  86.400 

St.  P.  ft  K.  C.  Sh.  L..  1941.  44% 100,000  76,000 

m.  Cent  R.R.  ft  C.  St.  L.  ft  N.  O..R.R.. 

1963,5% 60.000  51.500 

h.  V.  R.R.  gn.  m.  g..  2003.  4i% 25.000  24.750 


Total!  (book  value.  $558.945) $585.000      $520.350 

BAISCELLANEOUS:  This  company  wae  fioenaed  to  tranaaet 
marine  ineoranoe  in  New  York  State  in  1911.  Its  hiteet  home 
office  financial  eifaibit  showed  aasete  amoontins  to  $10392,793 
and  a  fully  subeoribed  capital  of  $2300.000;  pud  up,  $625,000. 
Its  dividendo  to  stockholdm  in  1906  and  1909  were  28  per  cent 
Value  of  depoeit  in  Maes..  $120,000. 


UNITED  STATES  TRUSTEES: 
VanderUp.  Edwin  Q.  MerriU.  N.  Y. 


James  Spsyer,  Frank  A. 


ATLAS  ASSURANCE  COMPANY,  Ltd.,  London,  Eng. 

Uated  Stota  Manager,  Frank  Look,  New  York;  Western  Department  Manager.  George  E.  Haas.  Chicago;  Pacific  Department  Manager 

Frank  J.  Devlin.  Han  Francisco.    Orgaoiiei.  180S. 

(United  States  Branch  SUtistics.) 


Tin)  Amttt 

\ 

Unearned 
PrcQiiuma 

Surjrfas 

Net 
Pmniums 

Total 
Income 

Loeses 
Pftid 

Expenses 

Total  Ex- 
penditures 

Losses 
Ineuired 

(f )  Rec'd 

from  or 

(-)  Remit. 

to  H.  0. 

mi 
m 

ms 
mi 
mo 

8.9C2^091 
2,859.665 
2,8M,707 
2.58.564 
X48$318 

$1,001,757 
1,633317 
1367.633 
1385317 
1306336 

$1,094,914 

1.077368 

1349352 

806.170 

766.613 

$1,779,864 
1.735.124 
1,715312 
1.712.931 
1397352 

$1,887,137 
1324335 
1300.600 
1300.035 
1.902.466 

$976,135 
945319 
867,636 

1.039,354 

885.097 

$735,558 
712.042 
675,507 
680,001 
695.451 

$1,701,693 
1.657361 
1343,148 
1.709355 
1380348 

$964,048 
903.168 
856,350 
963380 
906.169 

-$84,940 
-49.912 
+98.273 
-07,284 
+  18.739 

Awn.  Dk.  31. 1914. 

Sttlotate $60,000 

^^ud  stocks...  2,359.435 

CiA 182,172 

AiEBb'haiaaces....  367353 

ISBot  and  rents..  29,092 

J(^ $2,988352 

^^ofsBab..  26.461 


I^Mums.  Dm.  31, 1914. 

Loeses  unpaid $129,724 

Unearned  prems. . . .    1,691,757 
Other  iiabOities. . . .        45.696 

Total fiabiUties...  $1,867,177 
Surplus 1.094.914 


Total  ada. 


$2,062,091       Total $2,962,091 


ksB,  $10351;  iufsstmeot  profit,  $139,904. 

USES  AND  PREMIUMS:  Fire  risks  in  forae,  December  81. 
I3»m,m  premiuma  thcfeon.  $3360.639. 

BUSINESS  IN  U.  S.  SINCE  ADMISSION:  Premiums  re- 
oo^  126,555382;  knns  paid,  $15321.389. 

KEAL  ESTATE  OWNED:  Consists  of  a  property  on  Sacra- 
■c^  it^  near  Sasnome  st.,  San  Franciseo,  Cal..  acquired  in 
insstseost  of  $33379,  and  carried  at  $25,000.  and  two  parcels 
« Ind  oa  Broadway,  near  So.  7th  St.,  Brooklyn.  N.  Y..  carried  at 

65,000. 

BONDS  AND  STTOCKS  OWNED: 

BOIIDS. 

D.afC..f..l924,3.65% 

gw^r«g..l91S,4J% 

5  V  a,  ML  imp..  1960. 4% 

M.  St.  h«y  imp.,  1963.4*% 

5^.  Csya.  Co.,  hg.,  1927-29,  5% 


K»t.  1991. 3%. 

H-U,AIbQ..1929.4** 
5-JCy.,ep..l957.4i,„... 
J  T;C,cp.stk.  1962.3*% 

3*T^  8.  C  at.  A  ewk,  1942, 4J% 
J<»  State  Hwiy.  1920.  »% 

SiSS-^»'-^«"^*»,3i%.... 

^' 4  ^•n.  Hjg  gn.  m.  g.  1987,  ij%.. . 
r'^lil^^  1  r.  m.,  1994.  4%. . . 
C.R.  L  A  P.  Ry.,  gn.  m.  g.,  1968. 4%. . 


Per 

Market 

Vahie. 

Value. 

$10,000 

$10,400 

10.000 

10,000 

60,000. 

51.000 

30.000 

33.000 

100.000 

106.000 

oaooo 

50.400 

8.000 

3.030 

1.000 

1.000 

300.000 

214,000 

150300 

132300 

6300 

5350 

15375 

15.150 

50.000 

49.000 

50.000 

44300 

100.000 

92300 

25.000 

23.000 

25.000 

17.250 

60.000 

47.000 

150.000 

120,000 

100,000 

104.000 

150,000 

124300 

25,000 

18.000 

28.000 

20.470 

BoNDe  km  Stocu  Owmso.— Coni. 
BoNDe.— C01U. 

C.  C.  C.  A  St.  L.  Ry..  gn.  m.  g..  1993. 4% 
Clere.  S.  L.  Ry..  1  m.  g..  1961.  4i%. . . . 
Gt.  North.  R.  R.,  1  r.  m.,  1961,  i\%. . . 

lU.  Cent.  R.  R..  1  m.  g.,  1953,  3i% 

m.  Cent.  R.  R..  St.  L.  D.  &  Tm..  1  m.. 

1951.31% 

lU.  Cent.  R.  R..  W.  L..  1  m.  g.,  1951, 4% 
Kan.  Gy.  Tm.  Ry..  1  m.  g.,  1960.  4%. . . 

L.  ft  N.  R.  R..  1  m.  g..  1931.  5% 

L.  ft  N.  R.  R.,  A..  K.  ft  C,  reg..  1955. 4% 

Manhattan  Ry..  1  m..  1990.  4% 

N.  Y.  C.  ft  H.  R.  R.  R.,  gn.  g.  m..  1997. 

31% 

N.  Y.  C.  ft  H.  R.  R..  d.,  1942.  4% 

N.  Y.  C.  ft  H.  R.  R.  R..  n.,  1915.  44%. . 
N.  Y.  ft  Put.  R.  R..  1  cs.  g.,  1993.  4%. . 
N.  P..  G.  N.  R.  R.,  jt..  C.  B.  ft  Q.,  col. 

1921.4% 

'  a.  R.  R.,  cv..  1915.  3J% 

Portland  Tm..  1  m.  g.,  1961,  4% 

So.  Pao.  R.  R..  1  r.  m..  1055,  4% 

So.  Ry.,  1  cs.  m..  1994.  5% 

Stocks. 

Beech  Creek  R.  R..  gr 

Morris  ft  Easex  R.  R..  gr..  com 

Pitts..  Pt.  W.  4  C.  R.  R..  gr 

United  N.  J.  R.  R.  Can.  ft  Const 

Cs.  Gas..  N.  Y.  Cy 

10th  ft  23d  St.  Ferry.  N.  Y.  Cy..  gr 


Par 

Value. 

Market 
Value. 

$50,000 

100.000 

50,000 

25,000 

$38,500 
96.000 
50,500 
20,500 

25,000 
22,000 
40.000 
25.000 
25.000 
50.000 

20.500 
20.020 
37.600 
26,500 
22,500 
46,500 

70.000 
55.000 
50.000 
25.000 

58,100 
48.400 
50,000 
21.750 

75.000 
80,000 
25.000 
50,000 
54,000 

72.750 
80,000 
21,750 
46,000 
56.700 

15.000 
37,500 
40,000 
20.000 
343fi0 
10.000 

13.500 
64,125 
65.600 
45.000 
43,860 
1,700 

Totab  (book  value.  $2.596,724) $2.435.500    $2.359,435 

MISCELLANEOUS:  The  Atlas  began  businev  in  the  United 
States  in  1886.  Its  home  office  statement  as  of  December  31. 
1913,  showed  a  subscribed  capital  of  £2300,000  (£264.000  paid 
up)  and  assets  aggregating  £4.474372.  Conflagration  kiaes: 
Baltimore.  1904,  $225,683;  San  Francisco.  1906.  $1.721387; 
San  Frandsco  losses  were  paid  by  remittances  from  home  office, 
Vahies  of  roedal  deposits:  Ga.,  $10,000;  N.  M..  $9310;  Va.. 
$50,400;  a,.  $100,000. 

UNITED  STATES  TRUSTEES:  Richard  J.  Cross.  Walter 
P.  BUas.  Edwin  G.  Merrill.  N.  Y. 

FIELD  MEN  AND  TERRITORY  COVERED:  New  York 
branch:  Frank  Lock,  manager;  Giles  K.  Tinker,  sub-manager; 
L.  C.  Williams,  general  adjuster;  W.  B.  Medlicott,  gaural  agent, 
and  A.  H.  Bronson.  speoial  agent  for  New  England;  K.  T.  Butler 
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ATLAS  ASSURANCE  COMPANY,  Ltd.,  London,  Bng.'-Continued. 


peml  a«ent  for  N.  Y.  State;  0.  G.  Boyle,  ipecial  •ffent,  Mid 
JameB  McFadden,  assistant  special  acent  for  N.  J.,  P^,  Del., 
D.  C.  and  Md.;  J.  H.  Raine  and  B.  E.  Thomas,  speoial  agents 
for  Va.,  N.  C.  S.  C,  Ga.,  Fla.  and  AJa^  L.  Moorose  &  Sons, 
general  agents  for  La.  and  Miss.;  Beers,  Kenison  k  Co..  general 
agents  for  Tex.  Chicago  branch:  Geo.  E.  Haas,  manajrar;  £.  W. 
Jewell,  assistant  nuaiaaer,  Insurance  Exchange  Bldg.,  Chicago,  III. 
Spedal  agents:  John  M.  Neuburger.  Cincinnati,  0^  and  G.  S. 
Pktiik.  aanstant,  for  0.  and  W.  Va.;  Harry  Gamble.  Indianapolis, 
Ind.,  for  Ind.  and  Kyj  E.  M.  Sohoen.  Kansas  Cy..  Mo.,  for  Mo., 
Neb.  and  la..  R.  F.  Woltersdorf.  Chicago.  Dl.,  for  Dl.  and  Mieh.; 


W.  E.  Golden,  Milwaukee,  Wis.,  for  Wis.  and  Minn.;  Adaau  k 
Boyle,  general  aoents  fw  Ark.,  Little  Rode,  Ark.  Padfie  Cout 
department:  Frank  G.  Devfin,  San  Fraaeiaoo,  Cal..  maoa|er;  T.  H. 
Palaohe,  assistant  manager;  A.  J.  Penfield,  agency  supmnteodnt. 
Special  agents:  H.  R.  Jadcson.  special  agent  for  southern  Cal.  asd 
Aiis.;  E.  K.  Lowar,  for  eastern  Wash^  Mont,  and  Ida.;  A.  E. 
Ehrhom.  for  western  Wash,  and  Ore.;  F.  H.  Elster,  far  narthen 
Cal.  and  Nev.;  Wm.  Manning,  for  Colo..  Wyo.  and  N.  M.;  CnigG. 
Owens  for  central  Cal.  This  company  operates  in  all  the  SUka 
and  Territories  excepting  Alas.,  Kan.,  N.  D.,  Okla..  S.  D.  uA 
Tenn.,  and  in  the  Hawaiian  Islands  and  the  Dominion  of  Ciaadi. 


BALKAN  NATIONAL  INSURANCE  COMPANY,  Sofia,  Bulgaria. 

Umted  Stetca  Muncen,  Wm.  C.  Sebeide  t  Co.,  Ine.,  Hartfofd,  Conn.    Otfiaiied  18(S. 


(United  SUtes  Branch  Statistics. 

) 

YUB 

A«ets 

Unearned 
Pttoniums 

Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Expenses 

Total  Ex- 
penditures 

LoMCi 

Incttzred 

(+)  R«'<i 

from  or 

(-)  Remit 

toH.  0. 

1914 
1913 
1912 
1911 
1910 

$2,059,555 

1,857,150 

1,494.232 

1,200.726 

373.953 

$1,130,495 

1.067.206 

894,581 

726.207 

30.944 

$572,174 
532.064 
424.432 
394.926 
338,283 

$1,815,469 

1,862.700 

1.354.911 

1.073.891 

57.199 

$1,888,815 

1.915.987 

1.396.859 

1.0S8.874 

58.181 

$1,156,806 

1,064.105 

721.183 

212.925 

344 

$553,475 

570,205 

413.794 

323.573 

18357 

$1,710,281 

1,634.310 

1,134.977 

636,498 

18,701 

$1,226,707 

1.0S1,281 

801.949 

291,851 

5.070 

-$1,852 

+91,<2t 

-I-M.7S 

+271.TO 

+330.274 

AesmB,  Die.  31, 1914. 

Bonds  and  stocks. . .  $1,379,950 

Cash 467.897 

Due  fmn  other  oos..       189.753 
Interest 18,955 


LuBiurm,  Dec.  31, 1914. 

Lossesunpaid $288,886 

Unearned  prems ....    1.130.495 
Other  KabiUties....        65.000 

Total  liabilities..  $1,484,381 
Surplus 572,174 


Total 


$2,056,555       Total $2,056,555 


Underwriting  loss,  $52,280;  investment  profit.  $91,269. 

RISKS  AND  PREMIUMS:  Fire  risks  in  foroe,  December  31> 
$105,601,542;  premiums  thereon,  $2,053,672. 

BUSINESS  IN  U.  S.  SINCE  ADMISSION:  Premiimu  re- 
oeiyed,  $6,164,170;  losses  paid.  $3,117,972. 

BONDS  OWNED: 

Mass.  Met.,  pk.  kian,  1937,  3i% 

Mass.  Met.,  wat  kian.  1941,  3% 

N.  Y.,  oanal  imp.,  1958,  3% 

N.  Y.,  oanal  imp..  1960-61,  4% 

N.  Y..  hwasr.  imp.,  1960-61,  4% 

Baltimore.  Md..  dock,  imp.,  1961,  4%. . 

Boston,  Mass.,  hway.,  1933,  8i% 

Boston,  Maas.,  tunnel  ft  sub.,  1945,  3|% 

Buffalo.  N.  Y..  wat.,  1931, 4% 

Chicago,  HI.,  gn.  oo^.,  1921,  4% 

ChicagD,  111.,  perm,  mip.,  1917,  4% 

Cioeinnati.  0..  wat.  sup..  1950. 4% 


Par 

Market 

Vahie. 

Value. 

$20,000 

$18,600 

50.000 

42.000 

100.000 

99.000 

112.000 

114.240 

43.000 

43.860 

50.000 

49.000 

60.000 

46.500 

50.000 

47.500 

50.000 

49.600 

25.000 

24.750 

25.000 

25.000 

50.000 

61.000 

Par  Mtfkei 

Bonds  Owhid.— CoiU.  Value.  Value. 

Cleveland,  0..  wat.  sup..  1940.  4% $50,000  $51,500 

Detroit.  Mich.,  pub.  sc.,  1944,  4' > 50.000  49.000 

Hartford,  Conn.,  mun.  bldg..  1933.  4)%  60,000  52.500 

KaiMas  Cy.,  Mo.,  sc.  dist,  1933.  ik%. .  26.000  2S.750 

KaiMas  Cy..  Mo..  12th  st  twy.  1930, 4i%  26,000  3&.^ 

Minneapolis,  Minn.,  sr.,  1941. 4% 60,000  49.000 

Newark,  N.  J.,  pub.  Udg..  1941,  4% ... .  60,000  49.000 

N.  Y.  Cy.,  Corp.  Btk.,  1955.  4% 20.000  193» 

N.  Y.  Or..  Corp.  Btk..  I960.  4J% 220,000  222400 

Phila.,  I^..  1941.  4% 60.000  51^ 

Portland,  Ore.,  wat,  1936.  4% 60.000  «^ 

Seattle,  Waah.,  pk.,  1932,  4*% 60,000  50,000 

St.  Louis,  Mo.,  pub.  Wdg..  1929.  4%. .  75.000  75.000 

Totals  (book  vahie.  $1.381.429) $1.390,000   $1.379^ 

MISCELLANEOUS:  Deposit:  Conn.,  $300,000;  0..  1100- 
000;  N.  Y.,  $200,000.  The  home  office  statemeat  of  this  oompaaj 
as  of  Deoember  31.  1913.  showed  assets  aggragating  $5.667J44 
and  a  paid-up  oapital  of  $400,000.  PoUeyhoMers  surphis.  $702,- 
216. 

UNITED  STATES  TRUSTEE:  Stote  Bank  ft  Tnift  Co. 
Hartford.  Conn. 

TERRITORY  COVERED:  Thia  Co. «  fieeiMed  in  Ark.  Cob 
Conn..  Del..  IlL.  Ind..  la..  La..  Mass..  Mioh..  Miaa..  Moot.  Nct 
N.  H..  N.  J..  N.  Y..  N.  C.  Ohio,  P^,  Tex,,  Utah  and  W.  V» 


BRITISH  AMERICA  ASSURANCE  COMPANY,  Toronto.  Can. 

Vice>IVeaident  and  Qeni  Manager,  W.  B.  Meikle;  Assistant  Genl  Manager,  John  Sime;  Secretary.  E.  F.  Ganow.   Organised.  1S33. 

(United  States  Bcaneh  Statwtics.) 


YliB 


1914 
1913 
1913 
1911 
1010 


$1,843,366 
1.887.726 
1.76S.817 
1,600.686 
1.690,00$ 


Unearned 
Premiums 


$068,716 

1,019.446 

916355 

800.711 

787.847 


tSUfpittl 


$723,118 
728.066 
706.386 
736.684 
888303 


Net 


$1,042326 

1,097.703 

1,094,466 

963.163 

037,068 


Total 
Income 


$1,106,816 

1,160,578 

1.164.010 

1310381 

006304 


Paid 


$760,086 
670,647 
687342 
684388 
477,438 


$445,052 
450,788 
452,857 
406,971 
807.600 


Total  Ex- 
penditures 


$1,205,137 

1.021.436 

1.040399 

040380 

874.038 


Ineurred 


(+)  R«'< 
from  or 

toH.0 


$766,748 
669.6041 
671.380 
630.667 
491.103 


+837.8 

+  1S.« 

—104 

-9.8 

—71.4 


Asaan.  Dae.  31, 1914. 

Bonds  and  stooks. . .  $1376.637 

Cash 804.366 

Agenta'  balanees ....       143.461 
Interest 33377 


LiABiunu,  Die.  31, 1914. 

Losses  unpaid !     $142301 

Unearned  jprems....       058.716 
Other  liabiUtieB....         19.186 


Total $1,846,021    Sorphis. 

Lees  exoe  s  spl.  dep.         3,756 


Total  liabilities. 


$1,120,163 
722,113 


otal 


$1343,366       Total $1,842366 


writing  lo«,  $118,433;  investaeBt  profit.  $79,879. 


RISKS  AND  PREMIUMS:  Fire  risks  in  force.  Deoember 
$190,121,788;  premiums  thereon,  $1,916,610. 

BUSINESS  IN  U.  S.  SINCE  ADMISSION: 
eeiTed.  $36.576351;  losses  paid,  $23,412,160. 


BONDS  AND  STOCKS  OWNED: 

BONDB. 

Brooklyn,  N.  Y..  g..  1936,  3i% 

Cleveland,  0.,  grd.  erg..  1923,  4%. . . . 

Georgia  SUte,  reg.,  1916. 4i% 

GreenvUle  Co.,  S.  C.  r.,  1933,  4)%. . 


Par 

Value. 

$30,000 

100.0OO 

10,000 

5,000 


Mart 

Vail 

$27.( 

101  .< 

10.' 

5.' 
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BRITISH  AMERICA  ASSURANCE  COMPANY,  Toronto,  Can.—Continued. 


BOSIM  ilB  81OCU  OWIOD.— CoiU. 
BoRDBir- CmI. 

KiiBtaB.0ni,  1919-25  4i% 

lQidBo,0Dt,I921.4%. 


/C- 


Maiitofai.PtOT..1930.4  .. 

N.  M.,  tern,  a^  1925.  5% 

S.  Y.  State,  hwy-  imp..  1958.  4% 

X.  Y.  Or.,  eorp^,  1919. 3J% 

N.  Y.  Cy.,  eoep..  1941. 3\% 

NY.  Cy.,  Corp.,  1959, 4% 

N.Y.Cy,eonm963,4i% 

Porto  Rw,  ng.  1932.  4% 

RiciuDOBd,  Vi.,  1924-27,  4% 

RircsidcCiL,  1923-35. 57o 

ToiBdo,0..gii.f.,1919,4i% 

Victoria. B.C^d,  1923.  4i% 

CkaNo.  By.,  es.  A,  1930.  4% 

Imp.  Rol&«  SfL.  C.  N..  eq..  1920.  4}% 
Dal.  By.  Ul  &  Win.  Rj..  1916,  5%. . . 

fcb.  Bap.  TraiL.  1  m.,  1938.  5% 

Watawre  Ry..  1  m..  2361.  4% 

CcBt.  Can.  Loan  &  8aT..  d.  1917.4%.. 
PtOT.  U- Ht  ft  Fwr.,  1  m..  1946.  5%. . 

Terooto  Gn.  Tr..  inr.  rec.,  1918, 5% 

Toraoto  Sav.  ft  Loan.,  d.  1915,  4% . . . . 

ai.  Mil  4  St  P.  Ry.,  p 

GtNflr.R.R,p 

1 B.  C«t.  R.B..omi 

Mian.,  St  P.  ft  &  Ste.  M.  Ry..  00m. . . . 


Pu 

Market 

Vahui. 

ValuA. 

120.000 

$19,689 

15.000 

14,550 

5,000 

4.650 

10000 

10.000 

5,000 

5.100 

170.000 

164.900 

5.000 

4.500 

75,000 

75,000 

5.000 

5.400 

10,000 

10,200 

26,300 

25.498 

25.000 

25,470 

10.000 

10,300 

140,000 

135.800 

40,393 

37.969 

64.000 

60,800 

55,000 

54,450 

22.000 

22.220 

12,000 

11,160 

365,000 

365,000 

52.000 

52,000 

12,000 

12.000 

50,000 

50,000 

10,000 

13,400 

21,600 

26,784 

4300 

4,816 

10,000 

12,300 

Totafa  (book  value,  11,430,569) 11,384,593  11,376,956 


*Seraritics  as  per  eoDQWoy's  valuftdona;  the  item  in  aaaets  is 
Mod « ianiranee  departeoent  TahiatkoB. 

3flSCELUNB0US:  The  company  besan  bosineas  in  the 
rated  State  in  1874.  On  December  31,  1914,  its  total  aaaeti 
KRihovB  I7  ita  borne  office  statement  to  amount  to  12.303.105 
>ad  n  piidHip  eantal  is  $1,400,000,  of  whieh  $550,000  ia  nrefer- 
ax  iiuk  ianed  in  1908  at  125%.  Conflanation  foaaes:  Balto., 
im.  n9S.841:  Tonmto.  1904.  $226,09l78an  Franeiseo,  1906. 
Kn,672.  ValneaofapeeialdepoaitB:  Ga^  $10,000;  N.  M..  $10.- 
000:  Va^  65,498:  Porto  Bieo,  $10,200;  other  depoeita:  N.  Y.. 
I^IMDO;  0..  $100,000. 


>      UNITED  STATES  TRUSTEE:    United  States  Mortgage  ft 
Tnist  Co..  New  York. 

DIRECTORS:  W.  R.  Brock.  _pra9ident;  W.  B.  Metkle.  yioe- 
oresident;  R.  Bickerdike.  M.  P..  H.  C.  Cox,  D.  B.  Hanna,  John 
Hoakin,  K.  C,  LL.D.,  Alex  Laird,  Z.  A.  Laah,  K.  C.  LL.D., 
Augustus  Mvers,  Georae  A.  Morrow,  Lt  Col.  Frederic  NicboUs. 
James  Kerr  Osborne.  Col.  Sir  Henry  Pellatt.  C.  V.  0.,  E.  R.Wood. 

FIELD  MEN  AND  TERRITORY  COVERED  Western  de- 
partment include!  the  States  of  ColOj  Mont..  Kan.,  S.  D.,  Wyo.. 
Utah,  N.  M.,  Ida.,  N.  D.  and  Arix.;  H.  T.  Lamey.  manager;  H.  P. 
Giberson,  assistant  manager  at  Denver,  Colo^  Miller.  Henlv  ft 
Scott,  general  agents  San  Fhmciaoo,  Cal.,  for  Wash.,  Ore.,  Haw. 
and  Alas.;  Watson  ft  Taylor,  San  Francisco,  Cal.,  general  agents 
for  Cal.;  J.  C.  Crooks,  n)ecial  agent  for  Cal.;  J.  W.  Byrnes,  special 
agent  for  Cal.;  H.  P.  Hildreth,  special  agent  for  Ore.  and  Wash. 
Southern  departaient,  Chas.  H.  Godfrey,  manager.  Atlanta,  Ga.; 
Louis  T.  Miller,  agency  superintendent,  Atlanta,  Ga.;  W.  W. 
Smith.  Sute  agent  Tor  N.  C.,  Raleigh,  N.  C;  W.  N.  H.  Smith, 
special  agent  for  N.  C,  Raleigh,  N.  C;  Clarence  L.  StockdeU, 
special  agent  for  S.  C,  Richmond,  Va.;  A.  F.  Irby.  special  agent  for 
Gbu,  Atlanta,  Ga.;  A.  C.  Eifler,  special  agent  for  Ala.,  Birmingham, 
Ala.;  C.  A.  Prescott,  special  agent  for  La.  and  Miss..  New  OrleanB. 
La.;  Ed.  M.  Hafer.  special  agent  for  Fla.,  Jacksonville,  Fla.  W.  L . 
Penin  ft  Son,  agents,  Metropolitan  district,  73  Maiden  Lane, 
New  York  City.  J.  G.  Siznmonds,  general  ag^nt.  New  York 
City,  suburban  district  95  William  st..  New  York  City.  A.  G. 
Hancock,  Baltimore,  Md.,  general  agents  for  Md.,  Va.,  Del..  D.  C. 
and  W.  Va.;  E.  Sharps.  Pittsburg.  Pa.,  opeoial  agent  for  Pa.; 
H.  C.  Brose,  Philadelphia,  Pa.,  for  N.  J.;  Q.  L.  Meyers  ft  Co., 
Memphis.  Tenn.,  gmeral  agent  for  Ark.;  John  S.  Aldehoff  ft  Co.. 
Dallas,  Tex.,  general  aojonts  for  Tex.  and  Okla.;  New  Engbma 
States:  OBrion-Russell  Co.,  managers;  Joseph  F.  Bumside,  general 
agent,  Wm.  Turkr  Jordan  and  Thomas  E.  Glavin,  special  agents, 
Boston,  Mass.  Special  agent  for  New  York  State  (except  N.  Y.  City 
and  Buffak)),  Gf.  W.  Aloock,  Syracuse,  N.  Y.;  W.  R.  Townley, 
American  Trust  Building,  Chicago,  III.,  general  agent;  A.  H. 
Grupe,  St.  Louis,  Mo.,  for  Mo.  and  lU.;  John  Davy,  Cleveland,  0., 
for  0.;  E.  F.  Richards,  Detroit  Mich.,  for  Mich.;  T.  E.  Hayden, 
Indianapolis,  Ind.,  for  Ind.  and  Ky.;  Robert  L.  Bruen  for  Minn.; 
Geo.  R.  Croeley.  Milwaukee,  Wis.,  for  Wis.  and  la.;  W.  A.  Scherfe 
for  la.  The  company  operates  in  all  the  States  in  the  United 
States  except  Nev.  and  auo  in  Mexico  and  foreign  oountries. 


BRITISH  AND  FOREIGN  MARINE  INSURANCE  COMPANY,  Ltd. 

Liveq)ool,  Eng.^ 

United  States  Manager,  W.  L.  H.  Simpson;  Secretary,  H.  J.  M.  Edgar,  New  York.    Organised  1863. 

(United  States  Branch  Statistics.) 


Tiu 

AmIi 

Uneanwd 
P^wninTOt 

Sniplus 

Net 
Premiums 

Total 
Income 

Losses 
P^ 

Expenses 

Total  Ex- 
pendituies 

Losses 
Incurred 

Remit 
to  H.  0. 

nu 

»13 

mi 
mi 

ino 

SUIO422 
1^8,897 
],MS.757 
1,441,766 

1177.944 
166.645 
164.415 
214.041 
186,564 

1797,167 
715.475 
755.730 
712.786 
749.405 

1923.683 
400396 

1.096,204 
770,182 

1.061,502 

9967,098 
443.163 

1.136,870 
810,986 

1,103,384 

$462,299 
534,468 
485371 
273.296 
439364 

S266.488 
297.009 
258.646 
247379 
217.203 

$727,787 
831.477 
694.017 
520.675 
657.067 

$517,176 
504.095 
884.045 
393.657 
845.453 

$100,304 
127,577 
278329 
403.676 
236308 

Ann,  Dk.  31, 1914. 

BoadiaBditocb...     $943,639 

Ciifa 92,650 

150308 
14,025 


btenit 


LiABiunn,  Dbc.  31, 1914. 

Lasses  unpud $188,929 

Unearned  prems 177,944 

Other  liabilities....        46,082 

Total  liabilities...     $412,965 
Sorphis 707,167 


TfltalMBcH $1310,122        Total $1310,122 

CadmoJtiag  profit,  $127358;  investment  profit,  $54,637. 

^RISKS  AND  PREMIUMS:   Marine  and  inland  risks  in  force, 
OwstaZl,  $31335,984;  pnaunma  thereon,  $315,592. 

BCSDnSBS  IN  U.  8.  SINCE  ADMISSION:    Pronhmis  re- 
«««i  61,582,682;  kans  paid,  $233M308. 

BO!n»  AND  STOCKS  OWNED:  Psr 

-  .  Bonus.  Value. 

g  rfC  .f.,  1924.3.65% $100,000 


MijiAssetta,  Stete,  reg..  g.,  1930, 3*% 
JJ.C.eoip.atk.,1953.S% 

P«*ad,  Ore.,  wat,  1923,5% 

JrfMd,  Ort,  new  C.  H.,  1922, 5% . . . . 

|-iJJ«-|-|.g.e.,l»44,4i% 

5{S«-S-ang.e,  1923, 34^0. 

St'  ^'t^.^-ByjC J».W.i)iT.,  1921.  5% 
Q^M*atP.  Ry.,  giuii..cl969. 4J% 

IT^ansMti 


12.000 

70,000 

142,000 

23,000 

2,000 

8,000 

1,000 

12,000 

2,000 

55.000 

40,000 


Market 

Value. 

$104,000 

1138  0 

61,600 

146360 

24,150 

2,100 

8.160 

690 

9360 

1340 

57.200 

41300 


BoifDs  LKD  Stocks  Ownsd.— CoiU. 
Bonds.— Coirf. 

East  Shore  ft  Suburban  Ry.,  g.,  1940, 5% 
III.  Cen.  R.  R.,  St  L.  Diy.,  1951.  3i%. . 

lU.  Cent  R.  R.,  L.  Div..  1953. 3i% 

Lehigh  Valley  Ry.  1  m..  g..  1940. 4i%. . . 

New  Eng.  R.  R.,  reg..  g..  1945.  5% 

N.  Y.7n.  H.  ft  H.  R.  R.,  1965,  4% 

Old  Cotony  R.  R.,  reg.  1925-38,  4% . . . . 

SfOCKS. 

Cleveland  ft  Pittsburg  R.  R 

Illinois  Central  R.  R.  leased  lines 

Pittsburgh,  Ft.  Wayne  ft  Chi.  Ry 


Par 

Market 

Value. 

Vahie. 

$36,000 

$33,480 

15,000 

12300 

15,000 

12300 

35,000 

35350 

50,000 

53,000 

123,000 

91,020 

75,000 

70,250 

25,000 

41300 

1,500 

1375 

76,600 

125,624 

Totals  (book  value,  $967,408) $919,100      $943,639 


MISCELLANEOUS:  Interests  identified  with  this  company 
also  control  the  American  ft  Foreign  Marine  Insurance  Company. 
Conflagration  losses:  Baltimore,  1904.  $19,985.  The  home  office 
statement  of  ^e  company  as  of  December  31,  1913.  shows  assets 
of  £2,444,471  exolusSve  of  £1340,000  of  uncalled  capital,  tiis 
paid-up  capital  beins  £268,000.  The  balance  of  the  profit  and 
loss  account  and  underwriting  account  was  £562350.  Value  of 
deposit  in  Mass.,  $305,000;  in  N.  Y.,  $212,000;  in  0.,  $100,000. 

UNITED  STATES  TRUSTEE:    Central  Trust  Co.,  New  York. 

FIELD  MEN  AND  TERRITORY  COVERED:  Balfour, 
Guthrie  ft  Co.,  general  agents,  San  Frandsco,  Cal.;  W.  E.  J.  Ord, 
manager. 


REPORTS    OF    FIRE    INSURANCE    COMPANIES. 

'  BULGARIA  "—FIRST    BULGARIAN    INSURANCE    COMPANY, 
Rustcbuk,  Bulgaria. 

UdIibI  Rtstn  Muugen,  Snow  t  Ttlnse,  SO  tiiidm  laiw.  Ntw  Vorb  City.    Or(iiiii«d.  1891. 


Tw. 

A«M* 

PiSSh^ 

Surplui 

fti^L- 

"li^. 

Fiid 

EimH 

p^Ur^ 

Incufml 

froottO. 

igi2 

I.3«0.IM 

m'.iK 

TiSflsi 

TM,M2 

IM.OK 

t37J,Ml 

sk,m; 

tl,284.B17 
JS7.5M 

B.  Die.  31,  [914.  Luitunu,  Die.  31, 1(114. 

tl.26a.330  Lmnunpud tlB3.0S9 

113.121  UnwDfdpninu....       747,140 

7B.B»t  OtlKrliabilitia....  2.U0 


1137,803,907;  pnmiima  lianon,  tIJJUi 

BUSINESS  IN  U.  S.  SINCE 
«dnd,  13,149.441;  loas  pud.  11,713.309. 

BONDS  OWNED; 


CleTtknd.  Kg-,  ie^4-6. 1% . . . 
V.  y.  Stole,  bmy..  IKl.  4%. 
"   *■  Bd.On..o.,  1943.H%.. 

, .;.    1,    V     ..     11^ 


TKufakniHie,  N.  Y.,  m.  1IK9,  4)%.. . . 
HnErNry.,  ng.,  k,,  1031-3i,  41%. . 

M.  T.  Cy.,  IBsa.  IJ't 

BiaiKuD  Co.,  O.,  bt-,  1313.  4^^ 

Dillab  Tn ,  pmn. «.  imp.,  1910. 41%. , 


100,000  I02W0 

tO,0D0  «i,ODD 

40.000  4IJ00 

10,000  10,1S0 

10,000  10.100 


(21,000        tttJiO 


Na«ltoclw]le,N:V.  pc.im.  rg.  1913,5% 

New  RocbtUe.  N.  Y..  eTD.  ng..  I»l«,5% 

k™  Rochdle,  N.  Y..  F.  D.  na..  1920,  S% 

w  Rocbelle.  N.  Y.,  pk.  nf..  1920.  5%  3,000 


Nh  RochoUs,  N.  Y 


nl.  ni..  1933.  4^ 

D.,  0.,  IWB.  4%..,, 

jHkKS  Co..  On.,  e.,  1938.  3% 

HutlHd, Com.,  t.,  1939.41%... 


2.000 
3.000 


COVERED:  The  umiu;  di 


CALEDONIAN  INSURANCE  COMPANY,  Edinburgh,  ScoUand. 


y«i 

UDWna] 

Banhm 

N>1 

Total 

Ldbh 
Fiid 

«■— 

ToMI  Ei- 1     LoK 
pmdituRi      loaamd 

1 

1910 

i'jnum 

•1»S 

1,41149: 

l|4T4,3a; 
1.419.090 

l,MS.49t 

IS 
ffiS 

HS.9M 

la  s 

1.297.Mi|        713M> 

liliS 

BoDdlUll  M«kl 

.    1,332.711 

i'^iSl 

LUBILTTIU.  Dk.  31, 1914, 

dHumild 1180,349 

JuanudPTfiBJA.....     I,U0,213 
>UHrlubiStia.....         37,000 

ToUlUtbiliUa...  11,083,802 


Total  id 


I.  t2,281.H 


Total. 


12.284.041 
jmfil.  177.371. 


Uukrwritinc  lag.  tlll.201;  Loncti 

RISKS  AND  PREMIUMS;  Tin  i_ ,  __„ 

1271,391,130:  mmiuiu  tbnoa.  12333,193. 

BUSINESS  IN  U.  a  SINCE  ADMISSION;  Pnanhuiu  »- 
ouTBd,  132,789,000;  Imm  pud,  120,972,033. 

REAL  ESTATE  OWNED:  CooiifU  ot  tbc  il-ttarj  ud  (»■»- 
m«t  fireproof  buildiuR  tt  KN.A2  Pine  St..  N.  Y.  (occuinad  in  put 
brlhc flRcpM^).  which  coR  t442,We,  ud  is  »lu>d  it  Icai.OQO. 


BONDS  AND  STOCKS  OWNED: 

BOHH. 

RichnionJi'Vil',  1924-37,' 4';i. '.    .'°^'[..' 

N.  Y.  Cy..  ooip.,  1928-14,  3i% 

N.  Y.  &.,  (Wp..  1990.  41% 

Fodluil,  (^..  wat.  iDU.  1923,  i%. . . . 

Owtps,  1917,3*% 

Ctlifonui,  IIMl,  4'"o 

Cilifiinilk,  1931,  t'.l. 

Albuv  8o.  R.  R.,  I  m.  a.  (.  t,  1939, 1% 


Pu  Mvkit 

Vain*.         Vihia. 
tlOO.OOO      1104.DOO 


Bond*  hkd  Srocse  Ovjm.-^Cnt.  Pm  MsrW 

BosM.— Ciml.  ViloiL  Vite 

C,  B.  A  q.  R.  R..  Neb.  extn.  m.,  1927, 4%  130,000  129,4« 

C.R.I.IF.R.R.,  (ELD.  I.,  1988,4%  10,000  »M 

L.  S.  &  M.  a  R,  H..  |.,  1931.  4% 10,000  4I.m 

Mo.  Pk.  %.,  MD.  (.  D..  1911,  8% 40,000  It.CH 

N.  Y.  C,  ft  B.  R..  L.  8.  ocd. «.,  19*8, 31%  23.000  ID.SC 

N.  Y.  C.  Linw,  w.  tr.  g.,  1911-28,  4}%  28.000  27,:a 

N.  Y..  O.  *  W.  Ry.,  g.  m.,  g„  I9U.  i-..  11.  nm  mrs 
Riob.  A  Felm.  R  a,  a.  n.,  II 


4,1%.. 


lDd.8t«ol,li ,„ 

LKki.  SWeL.  1  DL  n.  (.,  1993. 8%. . . 
NX.  Tubt,  1  m.  0. 1.,  1911, 1% 


N.  Y,.C,  4at.L.  R.  R..  I 

P».  R.  R ,,, 

Amw.  Ei.Nit.fiL.,  NY,  . 

C.Gu.,N,Y 

On.  Adj.  Bur 

nim.  t  Paw.  Sm.,  P 


18.tin 
96.109 

17.100 
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CALEDONIAN  INSURANCE  COMPANY.  Edinburgh.  Scotland.'-Continued. 


BflRU  un  SioGD  OwMSD.— Coni. 

StOIMB.--€oiU. 

Ffrinntai'adT^N.Y 

Vakmim' Saif.,  Chicago 

WtttanAi^khap 


Par 

Value. 

11.000 

1.000 

100 


Market 
Vahie. 

11.500 

1*000 

200 


Total  (book  fabe.  11,457.403) 11.350,500    11.363.745 


MISCELLANBOUS:  This  eompany  bepm  busmen  in  the 
tJaitad  Stateio  1881  Its  home  oflSoe  itatement  as  of  Deoember 
31, 1911,  aboved  a  nbatribed  capital  of  £537.500  (£107.500  paid 
1^}  lad  aneti  aoErogating  £3.825,217.  The  interests  oonneoted 
vith  Uus  eompsny  aao  oontrol  the  Caledonian-Ameiioan  of  N.  Y. 
CoQ&gntiaQ  Ioms:  Jacksonville,  Fla.,  1901. 1107.873;  Paterson. 
N.  J..  1902, 131332:  Baltimore.  1904,  $248,292;  San  Franciseo. 
19IX.  12.477.481;  Chebea.  1008,  $44,078.  Value  of  special  da- 
pnitc  (%io..S104.000;  Qa..  $9,900;  Va..  $25,155. 

UNITED  STATES  TRUSTEES:  Richard  J.  Ctosb,  Walter 
F^  Bfiii,  E.  a  Mernll.  New  York  City. 

FIELD  MEN  AND  TERRITORY  COVERED:  Chaa.  H.  Post. 
v..  S.  nanater  R.  C.  Christopher,  sosistant  U.  S.  manager;  H.  E. 
Pnad,  farufdi  Beoretary:  F.  N.  Brown,  general  ajent,  western 
<iepHtBMOt;  P.  J.  BrigBk  general  a^ent  southern  department; 
D.  11  Darby,  secretary  City  deparbnent;  C.  D.  Cobb  k  Co., 


Dnver,  Col.,  general  ageott;  A.  L.  Tefft,  special  agent  for  Colo* 
and  Wyo.;  Love-HaskeUCo.,  Omaha,  Neb.,  eeneral  asentsfor  Neb.: 
A.  W.  Dorbert,  Cohimbus.  0.,  special  agent  for  0.  and  Ind.;  John  B. 
Adams,  Detroit,  Mich.,  spedal  sgent  for  Mich.;  F.  M.  Bishop,  Mil- 
waukee. Wis.,  special  agent  for  Wis.,  111.  and  Minn.;  Thos.  F. 
Shean.  New  York  City,  general  agent  for  N.  Y..  N.  J..  Pa.,  Md., 
D.  C,  Del.  and  W.  Va.;  Donald  Christopher,  New  York  City, 
roedal  agent  for  N.  J..  Pa.,  Md.^  D.  C.  Del.  and  W.  Va.;  R.  M. 
Carothers,  Syracuse.  N.  Y.,  special  agent  for  N.  Y.  State;  R.  R. 
Clark,  Boston,  Mass.,  general  agent  for  Conn.,  Mass.,  Me.,  B.  H. 
and  Vt.;  W.  A.  Lester,  general  agent  for  R.  I.;  C.  R.  Bartley ,  Rich- 
mond. Va.,  roecial  asent  for  N  C,  S.  C,  Ky.,  Tenn.  and  Va.;  Beers, 
Kenison  ft  Co..  Galveston.  Tex.,  general  agents  for  Tex.;  E.  A. 
Groover,  Jacksonville,  Fla.,  general  agent  for  Fla.,  Miss.,  Ga.  and 
Ala.;  Ffard  Marks  Insurance  Agency,  New  Orleans,  general  agents 
for  La.;  Arch.  C.  Olds,  numager,  San  Francisco,  Pacific  Coast 
department,  comprising  Cal.,  Nev.,  Aria..  Ore.,  Wash.,  Ida., 
Utah,  Mont,  Alas,  and  the  Hawuian  Islands;  C.  A.  Colvin,  Port- 
land, Ore.,  superintendent  of  agencies  for  Ore.,  Waah.,  Ida.  and 
Mont.;  E.  E.  Fanabaker,  Sacramento,  Cal.,  special  agent  for  eentral 
Cal.:  Warren  CampbeU,  Los  Angeles,  Cal.,  special  agent  for  south- 
em  Cal.;  Paul  St  John,  special  agent  for  Cal.,  Ari.,  Nov.,  and  Utah. 
The  eompany  operatea  in  all  the  States  of  the  United  States  except 
Ark.,  N.  M..  N.  D.,  Olda.  and  8.  D.,  and  also  in  the  Dominion  of 
Canada. 


CANTON  INSURANCE  OFFICE,  Ltd.,  Hong  Kong,  China.  § 

Pieifio  Coat  Otunl  Afenii,  Puiott  A  Co,  8ui  Fnadaeo.  Ckl.    Or|uia«l,  1836. 


Yu* 

.4saets 

Unearned 
Premiums 

Surplus 

Net 

Total 
Income 

Paid 

Expenses 

Total  Ex- 
penditures 

,  (+)Rec'd 
Losses     :    from  or 
Incxirred    '  (— )Remit. 
1    toH.  0. 

ISU 
1913' 

1288,887 
299.326 

$38,562 
38,328 

$215,274 
218.504 

$127,030 
127,672 

$137,624 
138.029 

$89,299 
121.332 

$39,405 

37.887 

$128,704 

159.219 

$89,299    

121,332 

I.  Die.  31. 1914. 

fiea4aaditods...  $239,125 

C«fc 18,070 

Aiato'bshncea...  26.660 

>JeaMtB 5,014 


l&ai 


ITraanets 


LuBiuma.  Dxc.  31. 1914. 

Loaaesunpaid $31,290 

Unearned  prems ....        38,562 
Other  liabilities 3,761 

Total  liabifities...       $73,613 
Surphis 215,274 


$288387       Total $288,887 


RISKS  AND  PREMIUMS:  Marine  and  inland  risks  in  force, 
$1,607,278;  premiums  thereon,  $71,528. 

MISCELLANEOUS:  This  company  is  liosnsed  to  write  marine 
msuranoe  on  the  Paeific  Coast,  and  has  $200,000  of  U.  8.  bonds 
depoated  with  the  Insurance  Department  of  the  State  of  Wash- 
ington and  $199,500  in  New  York.  The  company's  Dec.  31.  1914 
financial  statement  showed  assets  amounting  to  $2,745,651  and 
a  paid-up  capital,  $250,000  and  a  net  surplus  of  $1,94 1,509.  Com- 
pany is  hoensed  in  Cal.,  Haw.,  Wash,  and  B.  C. 


CENTURY  INSURANCE  COMPANY,  Ltd.,  Edinburgh,  Scotland. 

United  Stotes  Managers,  Henry  W.  Brown  k  Co.,  New  York.    Organised,  1885. 

(United  SUtes  Branch  SUtistiaa.) 


Tilt 

AsKis 

Unearned 

Surphis 

Net 

Premiums 

Total 
Income 

Losses 
Paid 

Expenses 

Totol  Ex- 
penditures 

Losses 
Incurred 

(+)  Rec'd 

from  or 

(-)  Remit. 

to  H.  0. 

1914 
1913 

t»i2 

tOO.730 
707,400 
636,205 
Saj07 

$105,473 

173333 

05349 

36318 

$449,251 
507.923 
508.994 
492,270 

$313,645 

303326 

178,236 

16.747 

$341,870 

830306 

203,750 

16,747 

$231,082 

139371 

32,893 

12.392 

$109,993 

101.113 

61,371 

4.859 

$341,075 

240.984 

94,264 

17.251 

$238,041 

142.730 

49.45S 

14.232 

—$25,997 

+  19.037 

+  24,694 

+  1,460 

a   tei,  Dae.  31. 1014.  LuBiums,  Die.  31. 1014. 

°^ $600,040    Lossesunpaid $33,006 

Y^  21.562  Unearned  nrems....       105,472 

Wbtlaneea....        41323  Other  liabitities. ... .           2,100 

^ 7.604  

^t^MBeti 100  Total  liabifities...      $231,478 

Surphis 410,251 

TotalMRts $680,720       Total $680,729 

Usfkrwritiag  kaa,  $60,906:  investment  profit,  $28,141. 

RISKS  AND  PREMIUMS:  Fir«  risks  in  force  Deoember  31, 
Svll.^:  prenBimis  thereon,  $373,228. 

.BCa?«:S^IN  U.  a  SINCE  ADMISSION:  Premiums  re- 
»^  1^326;  Uma  paid.  $422354. 


Par  Market 

BONDS  OWNED.  Value.  Vahie. 

N.  Y.,  highway  imp..  1962, 4% $2,000  $2,040 

N.  Y.,  Psfiaades  Pk.  loan.  1961.  ^% 25.000  25.500 

Albany,  high  school,  1920-24.  4% 50.000  49300 

Buffalo  Cy.,  wat.,  1960, 4% 50.000  48,500 

N.  Y.,  cp.,  1959,  4% 50,000  50.000 

N.  Y.,  1962.  4J% 60.000  51.500 

N.  Y.,reg.,  1957,  4i% 2.000  2.140 

Utica.  pub.  unp..  1919-29,  4}% 21.000  23.680 

Chattanooga  Sta..  1  m..  1957.  4% 15.000  13,350 

Ches.  A  0.  Rv..  cv.,  1930.  4i% 16,000  12,000 

Chi..  Mil.  &  St.  P.  Ry..  19S9.  ^% 10,000  9.600 

Chi.  ft  Nown.  Ry..  gn.  m..  19S7,  3|7o  • .  5.000  4,150 

Del.  k  Hud.,  d.  ev..  1916,  A'i 10.000  9,900 
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REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


CENTURY  INSURANCE  COMPANY,  Ltd.,  Edinburgh,  Scotlsind.— Continued, 


Bonds  Owned.— Coitf. 

Denver  A  Rio  G.  R.R.,  1  ft  r.  m.,1955,S% 
Kan.  Cy.  So.  Ry.,  r.  ft  imp.,  1950,  5%. . 
Lake  Shore  ft  Mich.  So.  Ry.,  1931.  4%. 
La.  ft  Nashville  R.R..  Atl.  K.  ft  C.Dit., 

1956,3% 

Mo..  Kan.  ft  Tex.  Ry.,  2004,  4% 

Nor.  ftW.Ry.  1  In.  ft  gn.  m.,  1944-29.4% 

Pub.  Serv.  Cp.of  N  J.,  6% 

Pub.  Serv.  Op.  of  N.  J.  s.  f..  1959,  5%. . 

So.  Pac.,  1  r..  1955,  4% 

Va.  Ry.,  1  m.,  g.,  1962,  5% 

Amet.  TI.  ft  Tg.,  col.  tr.,  1929, 4% 


Par 

Market 

Value. 

Vahie. 

126,000 

112.000 

40.000 

38.400 

25.000 

23.600 

24.000 

31.600 

25.000 

14,250 

30,000 

27,300 

10.000 

10,500 

25.000 

22,500 

15.000 

13,800 

25,000 

34,500 

25.000 

22,250 

Bonds  Ownxd.— Cont. 
N.  Y.  Tl.  1  ft  mL  m..  1939, 4|%. . . . 
Standard  Oaa  ft  El.,  ev..  1926.  6%. 


Par 

Mvket 

Value. 

Vtlae. 

115.000 

$14,700 

50,000 

*&m 

ToUle  (book  value.  $619,303) 1639.0000     'tSW.OSO 


*  Company's  valuations;  item  in  assets  per  N.  Y.  Ins.  Dept. 
valuations. 

UNITED  STATES  TRUSTEES:  Henry  I.  Brown,  U.  C. 
Crosby,  Roland  L.  Taylor. 

TERRITORY  COVERED:  The  eompany  operates  in  Cal., 
Colo.,  DL,  Md.,  Mass..  Mo.,  N.  J..  N.  Y.,  N.  C.  Ore.,  P»..  R-  U 
Wash,  and  Wis. 


COLOGNE  REINSURANCE  COMPANY,  Cologne.  Germany. 

United  SUtes  Manager,  E.  M.  Cragin.  New  York.    Organised,  1852. 
(United  SUtes  Branch  Statistics.) 


Ybar 

Assets 

Unearned 
Premiums 

Surplus 

Net 

Total 
Income 

Leases 
Pftid 

Expenses 

ToUl  Ex- 
penditures 

Losses 
IneuRed 

(+)RMciT'd 

frCMD 

(--)Rcmt 
toH.O. 

1914 
1913 
1912 
1911 
1910 

11,417,064 
1,393,081 
1,462,700 
1.389,319 
1.234.230 

$915,521 
889,348 
812,204 
847,128 
691,846 

1284.980 
322.119 
488.368 
379.459 
422.938 

11.180.827 

1.186.176 

1.060,394 

1,161.985 

877,003 

11.236.112 

1.241,865 

1,108,603 

1,204,264 

912.378 

$835,298 
639,197 
683.708 
628.797 
460,058 

$414,805 
401,665 
345,503 
366,108 
287,494 

$1,240,103 

1.040.862 

1.029.211 

994.905 

747.562 

$848,096 
646.749 
672^^ 
662.190 
461.747 

+  15,074 
-240.101 
-  14.417 
-53.821 
-41.751 

AB8ST8.  Dbc.  31, 1914. 

Bonds  and  stocks...  $1,361,460 
Agents'  balances ....  37, 127 
Interest 18.477 


LuBiuTias,  Dae.  31, 1914. 

Losses  unpaid $196,563 

Unearned  prems 9 15,52 1 

Other  liabilities....        20,000 


Total  UabiUtiee. 
Surplus , 


$1,132,084 
284,980 


Total  asseU $1,417,064       Total $1,417,064 


Underwriting  loss,  $118,603;  investment  profit.  $76,300. 

RISKS  AND  PREMIUMS:    Fire  risks  in  force,  December  31, 
$173,855,345;  premiums  thereon,  $1,729,466. 

BUSINESS  SINCE  ADMISSION  TO  U.  S.:    Premiums  re- 
ceived, $12,224,208;  losses  paid,  $6,524,173. 

Market 
Value. 

$177,600 
99,000 
47.000 
50,000 


Pfer  Markel 

BoKDS  Owvm.— Cant.                     Vahie.  Vshie. 

New  York  City,  rag.,  1962,  4  i% $120,000  $123,000 

"      "    '  -                                                 50,000  50.500 

220.000  211^ 

250,000  235.000 

46,000  41.860 

80.000  83,200 

250.000  242.500 


New  York  City,  reg.,  1960, 4i% 

Atch.,  T.  ft  S.  F.  Ry.,  gn.  m.,  1995,  4%. 

Ccn.  Pac.  R.  R.,  1  r.  m.,  1949. 4% 

Cen.  Pac.  Ry .,  gn.  m.,  1929.  3i% 

C.,M.ftSt.P.R.R.,l.m..l921,5%.... 
U.  P.  R.  R.,1.  m.  (R.  R.  ft  Ld.  Gr.)  ,1947,4% 


Totals  (book  value,  $1.436,194) $1,376,000    $1.S61.4C0 


Par 
BONDS  OWNED:  Value. 

United  States,  reg..  1925. 4% $160,000 

New  York  City,  reg.,  1917,  3i% 100,000 

New  York  City,  reg.,  1 928, 3  J% 50,000 

New  York  City,  reg..  1959, 4% 50,000 


MISCELLANEOUS:  The  Cobgne  began  baauess  in  thi 
United  States  in  1898.  Its  busincBS  in  the  United  States  is  ooo- 
fined  to  the  reinsurance  of  the  German-American  of  N.  Y.  Cod- 
flagration  losses:  Baltimore.  1904.  $125,000;  San  Francisco.  1900. 
$858,000.    These  losses  were  incurred  by  oompany's  home  office. 

UNITED  STATES  TRUSTEES:  Woodbury  Langdon.  Otto 
L.  Dommoich.  Ralph  L.  Cutter.  New  York. 

TERRITORY  COVERED:  The  company  is  licensed  in  Aik.. 
Conn.,  Del.,  Fla.,  Mass..  Miss..  N.  J.,  N.  Y.,  N.  C,  Pa..  Tcl, 
W.  Va.,  Colo.,  III.,  Mich.,  Mont,  and  0. 


COMMERCIAL  UNION  ASSURANCE  COMPANY,  Ltd.,  London,  Eng.J 

United  States  Manager,  A.  H.  Wray;  Assistant  Managera,  C.  J.  Hohnan  and  C.  E.  Porter; 
Branch  Secretary.  Wm.  M.  BaUard,  New  York.    Organised.  1861. 

(United  States  Branch  Statistaos.) 


Ybar 

Assets 

Unearned 
Premiums 

Surplus 

Net 
Premiums 

Total 
Income 

Loeses 
Paid 

Expenses 

Total  Ex- 
penditures 

Loeses 
Incurred 

(+)  Rccd 
from  or 
(-)  Rpmit 
to  H.  0. 

1914 
1913 
1912 
1911 
1910 

$9,204,052 
7.441.934 
7,620.988 
7,587.440 
7,490.808 

$6,295,513 
4,282,622 
3,847,594 
3.991,708 
3,902,100 

$2,183,273 
2.468.154 
2,910,607 
2.809,647 
2.628.840 

•$6,759,321 
4.725.717 
4.581,745 
4,660.245 
4.823,594 

$7,013,547 
4,966,506 
4.822,534 
4,902,782 
5.125.309 

6*3,032,635 
2.550,143 
2.618,165 
2.628.091 
2,729.873 

$2,428,481 
1.689.963 
1,536,577 
1,615.302 
1,557,515 

$5,461,116 
4,240,106 
4,154,742 
4,243,393 
4,287,388 

$3,042,334 
2,582.810 
2,605,977 
2.539.017 
2,523,384 

—$141,143 

— aitj.'i'n 

—628.669 
—471.509 
—504.627 

Unearned  premiums  include 
marine  losses. 

Assets.  Dxc.  31, 1914. 

Real  estate $960,000 

Mortgage  loans 30.000 

Bonds  and  stocks . . .  5.452.370 

Cash 1,292,010 

Agents'  balances. . . .  1,388.222 

Interest  and  rents. . .  80.445 

Other  assets 1,005 


amounts  redaimable  on  perpetual  policies.    *  Includes  $634,999   marine    premiums   and  $423,896 


LiABiLnuB,  Dec.  31, 1914. 

LoBsee  unpaid $593,224 

Unearned  prems ....  6.210.196 

Perp.  dep.  red 85.3 1 7 

Other  liabUities 132,042 

Total liabiUties...  $7,020,779 

Surplus 2,183,273 


Total  assets $9,204,052       Total $9,204,052 

Underwriting  loss,  $787,556;  investment  profit.  $361,512. 


RISKS  AND  PREMIUMS:  Fire  risks  in  tone  (except  per- 
petuala),  December  31,  $1,171,975,659;  premiums  thcnon.  Ill,* 
703.940;  marine  and  inland  risks  in  force,  tl7,661,3M;  premiums 
thereon,  $186,161;  perpetual  fire  risks,  $4,440,599;  depoait  pre- 
miums thereon,  $94,797. 

BUSINESS  IN  U.  S.  SINCE  ADMISSION:  Premiums  re- 
ceived, $112,670,012;  losses  paid,  $66,001,902. 

REAL  ESTATE  OWNED:  Compiisa  the  building  and  lots 
at  N.  E.  corner  Pine  and  William  sts..  and  60  William  at..  N.  Y  . 
occupied  by  the  company  (book  value.  $622,300;  carried  at 
$800,000):  and  the  building  and  lots  at  416-420  Walnut  at..  Phiia.. 
(book  value.  $54,000;  maiiet  value.  $160,000). 


I  Transacts  fire  and  marine  ineuranoe. 


REPORTS    OF    FIRE    INSURANXE    COMPANIES. 
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COMMERCIAL  UNION  ASSURANCE  COMPANY,  Ltd.,  London,  England.— Cow/. 


MORTGAGE  LO.\NS:  There  are  7  loftne  of  $1,000  to  $9,000 
euk.  asicptiBg  S30,000.  secured  by  improTed  dty  property. 
Tai-jHi  at  tS9,0U0. 

BONDS  AND  STOCKS  OWNED: 
fioime^ 

Ckariestoa,  S.  C,  1929.  4% 

Chioio,  in,  1915.  4% 

C*Telaad.O..  1921,4% 

G*-.  Sute,  1915, 4*% 

G».,St*te,  1933-34,34% 

CJreenTilfc,  S,  C,  r.  m.,  1942, 57o 

N.Mo^r.,  19a.4% 

S.  Y.  C.  1915n55,  3J% 

X.  y.  C-.  1955. 4% 

N.Y.C,  1956.4% 

Portkad,  Ore^  1917. 5% 

ParUMd,  Ore.,  r.  1928,  4% 

fiiehiooiid.  Vi..  1943,  4% 

k\L  C.  L  R.R.  L.  &  N.  cd.,  1952,  4%. 
A,  T.  k  S.  Fe  Hy..  adj.,  19»5.  ^% 


B  40.  RJl  S.  W.  Div.,  1  m.,  1925,  8i% 
Bl  0.tLR.P.X£A  W.Va^..l941,  4%. 

BoSalo  Ry.,  1 «.,  1931,  6%, 

C«a».  N.  E.  Ry.,  1  m.,  1981,4% 

C.Ra-afS.J.,giLnL,1987,5% 

C  RA<rfG*-,a.,  1945.5% 

CeatPac.Ry.,lr.,  1949,4%. 
CcBt  Pm.  Ry.  m.  g.,  1929,  3i 


or 
/O' 


On.  A  0. Ry^  1  es.,  1939,  5%. 

Ob.  4  O.Ry.,giL,  1992,41% 

On.  i  0.  Ry^  gn.  r.  ft  imp.,  1929,  5%. 

Cte.ilyt.l..l927,5% 

C,  M.  4  SL  P.  TlL  C.  ft  P.  W.,1921,5% 

C,M.4St  P.  RR.,  d..  1934, 4% 

C,ll4P.3.Ry.,lg.,  1949,4% 

C,  A  Nwt  RR,  8.  f.  d.,  1929,  6% 

C  k  Xira.  RR,  es.  m.,  1915.  7% 

C,  R.  1. 4  P.  RR,  1  m.,  1917,  6% 

C^  R. 1. 4  P.  RR..  gn.  m.,  1988.  4%. .. 

C.R.L4P.Ry.,lr..  1934.4% 

Oi,  St.  L  4  N.  0.  RR.  CB.,  1951.  6%. 
C.  C.  C.  4  StL.RRa  ft  C,  1. 1940. 4% 

C,B.4Q.RR  S.  W..  1921.  4%. 

C.B.  4  Q.  RR  111-,  1949,  3i% 

OMKkSo.  RR.  r.  ft  Ext.  1935,  44%. . 

Cm  Rj-.  4  LUI  r.  g..  1951,  44%. 

D  AEioG-RR.  1  cs.,  1936,  4i% 

DARioG-RR..  lea.,  1936.4% 

Da  M.  4  Ft  D.  RR.  1  gtd..  1936, 4%. 
Cerrw  Uoitod  Ry.,  1  cb.,  1932,  4J%.. . . 

£wRy.,  1  C8.,  19aR  7% 

i  5t  L  4  Sub.,  col.  tr.,  1932,  5% 

it  W.  4  Denv.,  1, 1921,  6% 

Gx.  Xo..  No.  P*e..C..B.A  Q.col.,1921,4% 

t;  C«iL  RR,  1,  1952,  3J% 

U  C-ai.  RR,  1  r,  1955,4% 

L  Cot  PwR.,  St.  Lu,  1951,  3% 

bl,m.4U.RR,  1,  1950,4%) 

U.  Mob.  4  Nwn.  R.IL.  1  gt..  1935,  3i% 

Kia  Cy.  So.  RR,  1.  1950,  3% 

if  C.  R.R.  I,  lJfe7.  4  .  c 

LikeErieft  W.  RR.,  1, 1937,  5% 

I  S:l  4  Mkh.  So.  RR.,  1928.  4% 

L-  2^  4  Mich.  So.  RR.  d.,  1931, 4%. . 

Let.ViL,RR,  Igt.,  1940.4i% 

Ltt  VaL  Tm.  RR,  1  gt.,  1941, 5%. . . . 

LI.RE^d.,1934.5f; 

;- 1.  RR.r.iiL,gt..  1949,4% 

1.  4N.  T.R..  an.  m..  1940. 4% 

L4  S.  RR.  K.  O.  ft  M.,  1. 1930.  6%. 

L4  X.  RR.  A..ILft  C,  1955.  4% 

Mjck  C.  Hy..  d..  1929.  4% 

Md,LS.4  W.  RR-.ee.  1, 1921,  6%... 

S=i-  5l  Rv.,  1  es..  1919,  5<^f 

MitPft  S.  Ste  MJly.,gt.,  1938.  4%. . 

J«»C«t.  RR.  1.  1949.  5% 

!<3,EtiL  ft  Tex.  RJL,  1  r..  2004. 4%. . 
Mi  Pie.  Ry ..  «-.  1945,  4% 

J  0.  Tb..  1.  gt.  1953.  470. 

?.  \.  C.  4  H.  Riv.  R.R,  d.,  1934,  4%. . 
y  Y-  C.  4  B.  R  RR^LAod..  1998,3*% 

N  Y.  Ryi,  «di.  in..  1942,  5% 

NY.  Ryi,  1  r.  e.  ft  r.  m.,  1942, 4%. . . . 
K.  4.  W.  Ry.,  imp.  ft  ex..  1934.  6%. . . . 

J».  4  W.  Ry.,  p.  Bu,  1931.  6% 

5  *V.Ky.,ST.  1.  1944,4% 

Nx  PacRy.,  prior  Uu  ft  l.g..  1997,4%.   - 
Ott  a.  L  RR,  r.  m.,  gt.,  1929,  4%. . . 

J*,gttr.dfa^l944.3j% 

KcBLfrt.eq.tr.  "P",  1919-23.  4i%. . 


Par 

Market 

Value. 

Value. 

$40,000 

$39,200 

10,000 

10,000 

100.000 

101.000 

10.000 

10,000 

10.000 

9.500 

10.000 

10.600 

10,000 

9.700 

328,000 

306,000 

203.000 

200.970 

50,000 

49.500 

50/MO 

51,000 

25,000 

24,500 

52.000 

48.360 

50.000 

46.000 

25.000 

22,000 

44,000 

40.040 

125,000 

108.750 

25,000 

25.750 

50,000 

38,500 

50.000 

58,500 

25,000 

26,250 

115.000 

108,100 

50,000 

45,500 

60,000 

53,500 

25,000 

23,500 

25.000 

25,000 

15.000 

14350 

50,000 

52,000 

25.000 

23,000 

50,000 

46,500 

64,000 

67.200 

50,000 

50.000 

60.000 

62,400 

50,000 

44.500 

50.000 

36.000 

50.000 

55.000 

50.000 

42.000 

11,000 

10,670 

50,000 

42.500 

10.000 

8.80O 

50.000 

48.000 

50,000 

44.000 

50.000 

40.000 

100,000 

60.000 

100,000 

70,0)0 

60,000 

67,200 

25,000 

23,500 

25.000 

26,250 

125,000 

121,250 

50.000 

41,000 

15.000 

13,800 

10.000 

7,300 

25,000 

22.000 

50.000 

44,500 

15,000 

10,350 

45.000 

40,500 

13,000 

13,260 

35,000 

32,900 

15.000 

14,100 

60,000 

50.500 

60.000 

55,500 

50,000 

50.500 

100,000 

91,000 

25.000 

24,000 

50.000 

59.000 

50.000 

45,000 

25.000 

21.000 

25.000 

27,500 

50.000 

50,500 

100,000 

95,000 

25.000 

23,000 

35.000 

19.950 

50.000 

21,000 

50.000 

39.000 

200.000 

180,000 

50,000 

39,000 

63,000 

34,020 

24,000 

18,240 

50,000 

61.000 

50,000 

60.000 

15,000 

13.660 

100,000 

95,000 

115.000 

105,800 

100,000 

86,000 

50,000 

50.500 

BoNoe  AND  Stocu  OwwiD.— Cwii. 
Bonds. — Cont. 


Pa.  RR.  ov.,  1915.  3J%. 
RI.F.Tm.,  1.1927.5%.. 


lOf 


St.  L.  T.,  impl,  1924,  670 

StX.,I.M.ft  So.Ry..u.ft  r.in..  1929,  4%. 
St.L.,I.M.ft  So.Ry.,g.c.m.ft  l.g..l931, 5% 

St.L.Tm.C.Sta.ft  Pr.,1917.  4J% 

St.  P.  Cy.  Ry.,  Minn.CaWe  C8..1937,  6% 
St.  P.,  M.  ft  M.  Ry.,  C8.  m..  1933,  6%. . 
80.  ft  No.  Ala.  RR  cs.  gt.,1936. 5%. . . . 

So.  Ry.,  1  C8.  m.,  1994, 5% 

So.  Pac.  RR,  1  r.,  1955,  4% 

Tm.  RR  A«n.,  St.  L.,  1,  1939,  4J%. . . 
Tm.  RR  Ama.,  St.  L..  gn.  r.,  1953,  4% 
ToL,  Wal.  Val.  ft  0.  RR  "A'  ',1931, 44% 
Tol.,  Wal.  V.  ft  0.  RR  "B",  1933,  4*% 
Un.  Pac.  RR,  1  m.  ft  I.  g.,  1947,  4%. . 

Un.  Pac.  RR.  cv.,  1927,  4% 

Un.  Depot,  St  Louis,  1, 1918,  6% ;;. 

United  N.  J.,  raU  ft  canal,  gn..  1944,  4% 

Virginian  Ry.,  1, 1962,  6% 

WabashR-R,  1  In.  tm.,  1954,  4% 

Western  Pa.  gn.  m.  gt.,  1928, 4% 

W.  Shore  RR,  rt.,  1  reg„  2361,  4% . . . . 
W.  Va.  ft  Pitts.  RR,  1, 1990,  4% 


Par 
Value. 

$50,000 
25.000 
25.000 
50,000 
60,000 
70,000 
25,000 
25,000 
25,000 
100.000 
25.000 
25,000 
25,000 
85.000 
4,000 
100,000 
10,000 
50,000 
12,000 
25,000 
50,000 
60,000 
50,000 
25.000 
25.000 
63,000 
34,000 
25.000 
25,000 
21,000 
60,000 


ComVth-Bdison,  Chi..  1,  1943.  5%,. . . . 

Mtge.  Bd.  of  N.  Y..  1966,  4% 

N.  Y.  Gas  ft  e.Lt,HtA  Pow.,1.1948, 5% 

Pac.  TI.  ft  Ta.,  1,  1937.  b% • .  • 

People's  Gas  Lt  ft  Coke,  Chi.,  r.,  1947,5% 
Underwritera  Big.,  N.  Y.,  1928,  5%.  .^ 
Western  Union  Tg.,  f.  ft  r.  e.,  1950,  4i% 

Stocks. 

Al.  ft  W.  Ry .,  g J  J.' 

N.Y..N.¥.ftH.RR_....... 55.000 

150 

60 

1,000 

1,000 


15,000 


Rensselaer  ft  Saratoga  R.  R.,  gt 

On.  Adj.  Bur.,  N.  Y 

So.  .Adj.  Bureau 

Underwriters  Salvage,  N.  Y . . . . 
Underwriters  Salvage,  Chicago. 


Market 

Value. 

$50,000 
23.250 
17,000 
37.500 
51.000 
68.600 
26,000 
30,750 
26,750 

105,000 
23.000 
25.000 
22.000 
84.150 
3,960 
97,000 
9.100 
51,000 
11,880 
24.600 
38,000 
50.000 
46,500 
22.000 
25.500 
52.920 
35.700 
24.250 
25.250 
21.000 
46,000 


19,650 

30,250 

22.600 

150 

50 

1.500 

1,000 


Totals  (book  value,  $5,765,588) $5,860,700    $5.452,370 

MISCELLANEOUS:  This  company  began  buamess  in  the 
United  States  in  1871.  The  Commercial  Umon  of  N.Y.,  the  Pala- 
tine of  London,  and  the  Union  of  London,  and  the  Hand  m  U«d4 
Underwriters  of  London  are  under  the  same  management  m  tbia 
country.  The  December  31,  1913,  home  office  statement  of  the 
Commercial  Union  shows  capital  subscribed.  £2,950,000  and  paid 
up,  £295,000,  with  total  assets  of  £24.902.252  ^exclusive  of  tnat 
business  assets).  Conflagration  losses:  Baltunore,  1904.  $384,- 
115;  San  Francisco,  1906,  $2,469,525;  San  Francispo  losses  were 
paid  by  remittances  from  home  office.  Values  of  deposits:  Va., 
$52,000:  Ga.,  $10,000;  N.M.,  $10,000;  Mass.,  $100,000;  O.,$100,- 
000;  N.  Y.,  $481,000. 

UNITED  STATES  TRUSTEES:  John  Claflin,  Richard  J. 
Cross,  F.  B.  Campbell. 

FIELD  MEN  AND  TERRITORY  COVERED:  A.  H.  Wray, 
United  States  manager;  C.  J.  Hohnan  and  C.  E.  Porter,  assistant 
managers;  Wm.  M.  Ballard,  branch  secretary.  Junsdiction  em- 
braces aU  of  the  United  States  east  of  the  Rocky  Mountams. 
H.  C.  Eddy,  Chicago,  HI.,  remdent  secretary;  A.  M.  Nelson, 
aanstant  secretary;  T.  E.  Mathews,  agency  superintendent  for 
Western  department,  comprising  Mich.,  0.,  Ind.,  III.,  Wis.,  la., 
Minn,  and  Mo.  '  J.  F.  Edmonds,  Denver,  Colo.,  rOTidcnt  secretary; 
George  Sherrick,  assisUnt  secretary  for  Northwestern  department, 
comprising  Kan.,  Neb.,  N.  D..  Okla.,  8.  D.,  Colo.,  N.  M.,  and  Wyo. 
E.  T.  Niebling,  San  Francisco,  Cal.,  manager  Pacific  Coast  branch; 
R.  C.  Medcraft,  assistant  manager,  covering  Ore.,  Cal.,  Ney., 
UUh,  Aris.,  Wash.,  Mont.,  Ida.,  Alas.,  lower  Cal.  and  Haw.  Islds. 
L.  Monrose  ft  Sons,  New  Orleans,  La.,  general  agento  f or  La^ 
E.  A.  Groover.  Jacksonville.  Fla.,  general  agent  for  fla^  Adams  & 
Boyle.  Little  Rock,  Ark.,  general  agents  for  Ark.;  R.  D.  Coughsr 
nour,  Dallas,  Tex.,  State  agent  for  northern  Tex.;  E.  B.  Hopwood, 
adjuster  for  N.  Y.  C.  and  suburbs;  W.  T.  Furnees,  Boston  Mass, 
general  agent  for  New  Eng.  States.  Special  agents:  W.R.  Pen- 
rose, Hartford,  Conn,  for  Conn.;  R.  N.  ElweU,  Exeta,  N.  H.  for 
N.  H.;  A.  J.  Murphy,  Boston,  Mass.,  for  balance  of  New  Eng.; 
George  S.  Tompkins,  Albany,  N.  Y.,  for  eastern  NY. ;  outside 
suburban  district,  James  M.  Hodges,  Brooklyn,  N.  Y.,  for  W .  Y  . 
suburban  (except  L.  I.),  and  northern  N.  J.;  Burt  G.  Wray, 
Patchogue,  L.  L  for  L.  I.;  Frank  W.  Young,  Syracuse,  N.  Y.  for 
western  N.  Y.;  Burling  D.  Prince,  PhiUdelphia,  Pa.,  for  southern 
N.  J.  eastern  Pa.,  Del.,  Md.  and  D.  C;  W.  R  Adams.  Pittsburgh, 
Pa.,  western  Pa.,  W.  Va.;  Hamilton  Yancey,  Rome,  Ga.  for  northern 
Ga.,  northern  Ala.  and  northern  S.  C;  Eugene  M.  Ransom, 
Columbus,  Ga.  for  southern  Ga.,  southern  Ala.  and  southern 
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8.  C;  E.  A.  Young,  Richmond,  Va.  for  N.  C.  and  Va.;  W.  J. 
Gilsdorf,  Lexington.  Ky.  for  Ky.  and  Tenn.;  R.  E.  L.  Leiper, 
San  Antonio,  Tex.  for  southern  Tex.;  R.  D.  Coughanour,  Dallas, 
Tex..  State  agent  northern  Tex.  Westo^n  department  special 
agents:  W.  r.  Hawxhurat.  H.  M.  Carmichael.  Detroit.  Mich, 
for  Mich.;  A.  M.  Cole,  I.  £.  Reidin^.  asmstant.  Alliance,  0. 
for  0.;  W.  0.  Ghamberlin,  Minneapolis,  Minn,  for  Minn.;  J.  C. 
Griffiths,  Jr..  Chicago,  111.  for  111.;  W.  H.  Harrison,  Des  Moines, 
la.  for  la.  and  northern  Mo.;  Donald  D.  Heni^,  Jefferson  City, 
Mo.  for  Mo.;  W.  E.  Atwater,  Milwaukee,  Wis.  for  Wis.;  John 
Stone,  Indianapolis,  Ind.  for  Ind.;  Chas.  O.  Stone.  Chicago,  III., 
specisJ  agent,  Hand-in-Hand  Underwriterx.  Northwestern  de- 
partment special  agents:  H.  E.  Seeds,  Topeka,  Kan.  for  Kan.; 
John  Benson,  Oklahoma  City.  Okla.  for  Okla.;  H.  W.  Hicks. 
Fargo,  N.  D.  for  N.  D.;  Elmer  F.  Davis,  Sioux  Falls.  S.  D.  for 


8.  D.;  W.  H.  Crec,  Cok).,  Wyo.  and  N.  M^  George  B.  Gray' 
Fondniu-Lao,  Wis.  for  northern  Mich,  and  Wis.,  Haad-in-Hud 
dept.;  W.  H.  Herman,  Cleveland,  0.,  for  0.  and  southern  Midi., 
Hand-in-Hand  dept.,  Charles  G.  Stone,  MinneMolis,  Minn,  for 
Minn.,  N.  D.  and  S.  D.;  E.  D.  MeCall.  Omaha.  N^.,  genml  acent 
for  la.  and  Neb.;  E.  T.  Niebling,  San  Francisco,  Cal.,  man^v 
Pac.  Coast  Branch;  R  C.  Medcraf t,  assistant  manager,  covmai 
Ore.,  Cal..  Nev.,  Utah,  Aris.,  Wash..  Mont.,  Ida..  Alas.,  lover 
Cal.  and  Haw.  Islds.  Pacific  Coast  roeeial  agents:  F.  J.  H. 
Manning,  San  Francico.  Cal.;  Geo.  F.  Heuer,  San  FraoQieo. 
Cal.;  A.  £.  Field,  Son  Francisco,  Cal.;  John  £.  Coegrove,  supt- 
of  afencies.  San  Frandsoo,  Cal.;  Geo.  W.  Swan.  Seattle,  Waalu; 
H.  £.  Parkhurst,  Portland,  Ore.;  I.  M.  Fisher,  Helena.  Most. 
(for  Mont,  and  Utah);  Walter  H.  Young,  Los  Anesks,  CtL 
The  company  operates  in  all  the  States  and  territoriea  at  Uis  U£ 


FIRE  REASSURANCE  COMPANY,  Paris,  France. 


United  States  Manaeer.  B.  N.  Carvalho.  Hartford.  Conn. 
(United  States  Branch  Statistics.) 

Yb4r 

Assets 

Unearned 
Premiums 

Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Expenses 

Total  Ex- 
penditures 

LOSMS 

Incurred 

(+)  Reed 
Crotn  or 

(-)ItaDil. 
to  H.  0. 

1914 
1918 
1912 
1911 

$1,634^16 

1.431.665 

1,202,444 

776,495 

|987;t33 
802,442 
641,531 
2S5392 

1406.798 
422,359 
547,820 
480,503 

11,613,295 

1.350,691 

1.054,969 

335,564 

11.671.091 

1,397.269 

1,084,047 

345.401 

$1,019,653 

757,292 

345.180 

48.395 

$480,937 
401.647 
305,433 
101,183 

$1,500,490 

1.158,939 

650.613 

149,578 

$1,056,874 

832.156 

414.618 

87,253 

+$lWi3 
+  15,841 

+5^.g8e 

AsBBTB,  Dm.  31. 1914. 

Bonds $1,252,950 

Cash 266,447 

Bal.  due  from  ooe. . .  96, 1 17 

Interest 18.802 


LuBiuTxxs.  Dbc.  31, 1914. 

Losses  unpaid $234,685 

Unearned  prems...        987.333 
Other  liabmtieB.....  5.500 

Total  liabiUties . . .  $1,227,518 
Surphis 406.798 


Total 


$1,634,316       Total $1,634,316 


Underwriting  loss,  $103322;  investment  profit.  $77,048. 

RISKS  AND  PREMIUMS:    Fire  risks  in  force,  Deoember  31 . 
$165,844,315;  pcemiums  thereon,  $1,811,228. 

BUSINESS  IN  U.  S.  SINCE  ADMISSION:    Premhims  re- 
eeiyed,  $4364,618;  kMses  paid,  $1,156,216. 


BONDS  OWNED: 

Cleveland,  gn.  sr.,  reg.,  1928,  i\% 

Cincinnati,  viaduct,  reg.,  1936.  ^% 

Cincinnati,  park  imp.,  r«8<.  1953.  4i%... 
N.  Y.  C,  mun.  purp.,  reg.,  1960.  4|%.. , 
N.  Y.  C,  wat.  sup.,  reg-t  I960.  4i 
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N.  Y.  C  ,  varjnun.pur.,reg.,1960,  i\%. . 
N.  Y.  C,  g.  op.  stk..  reg.,  1963,  4iVo. . . 
N.  Y.  St.  canal  imp.,  reg..  1957.  3%. . . . 
A.,  T.  A  S.  Fe  R.R.,  gn.  m.,  1995,  4%. 
Atl.  C.  L.  R.R.,  1  ca.  m.,  1952,  4 


%. 


Par 

Market 

Value. 

Value. 

$50,000 

$52,000 

60.000 

47.600 

5.000 

6,300 

70,000 

72,100 

130.000 

133,900 

200.000 

206,000 

10.000 

10,800 

60,000 

49,500 

75,000 

72.000 

60.000 

47.000 

Bonds  Owwbd.— Coni. 
B.  k  0.  R.R..  1  m..  1948. 4%. . . 
B.  ft  0.  R.R.,  prior  In.,  1925, 3 


.  41% 


If 


Chea.  k  0.  Ry..  gn.  m.,  1992. 4i% 

Chi..  B.  k  Q.  R.R..  III.  Div..  1949.  3|% 

Erie  R.R.j?rior  b.,  1996, 4% 

Leh.  Val.  I&.,  1  m.,  1940. 4i% 

La.  k  Nashville  R.R.,  unified,  1940, 4 
N.  Y.,  W.  k  B.  Ry.,  1  m..  1946,  4i% . . . 
No.  Pac.  Ry..  p.  b.  Ry.  k  1.  g.,1997,4%. 

Nor.  k  W.  Ry.,  1  cs.  m.,  1996,  4% 

Ore.  R.R.  k  Nav.,  cs.  m.,  1946, 4% 

So.  Ry..  1  cs.  m.,  1994, 5% 

Tex.  k  Pac.  Ry.,  1  m.,  2000, 6% 

Un.  Fae.  R.R.,1  m.,  R.R.  k  1.  g.,  1947,4% 


Par 
Value. 
$50,000 
25,000 
60.000 
25,000 
25.000 
50,000 
75,000 
50,000 
50,000 
25,000 
50.000 
25,000 
25.000 
75.000 


Marbt 

Valoe. 
$46,500 

23.000 
47.000 
21,230 
21,000 
50.500 
72.000 
35,090 
47.500 
24.00)) 
46.500 
26.250 
25,000 
72,750 


Totals  (book  value.  $1371.065) $1,290,000  *$1,2M450 


*  Securities  as  per  company's  valuations;  the  item  in  aaeta  ia 
based  on  insurance  department  valuations. 

MISCELLANEOUS:  Deposit  in  Conn..  $210,000;  in  N.  Y, 
$200,000;  in  Ohio,  $105,000. 

UNITED  STATES  TRUSTEE:  Conn.  Tr.  k  Safa  Deposit  Cc 
Hartford. 

TERRITORY  COVERED  IN  U.  8.:  Ark.,  Colo.,  Conn..  Dd^ 
III.,  Ind.,  Ia.,  La.,  Mass..  Mich.,  Miss.,  Mont.,  Nev.,  N.  H..  N  Jt 
N.  Y.,  N.  C,  0.,  Pa.,  Tex.,  Utah  and  W.  Va. 


FIRST  RUSSIAN  INSURANCE  COMPANY,  St.  Petersburg,  Russia. 

United  SUtes  Manager,  Paul  £.  Rasor,  New  York.    Organised,  1827. 
(United  States  Branch  Statistics.) 


Ybar 

Assets 

Unearned 
Premiums 

Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Expenses 

Total  Ex- 
penditures 

LoMes 

Incurred 

(+)  Rec'd 

from  or 

(-)  Ronit 

to  HO. 

1914 
1913 
1912 
1911 
1910 

$1,518,297 

1365,737 

1,347,931 

1,161,749 

979,889 

$868,125 
832,016 
791,977 
622,234 
472,291 

$496,977 
385,643 
424.113 
425.169 
414.946 

$1,139,068 

1,127,338 

1,134.754 

911,630 

674.213 

$1,193,907 

1,178.338 

1,179.845 

948.781 

708.311 

$708,379 
619.374 
585.113 
392.039 
316,066 

$367,679 
362.313 
363.559 
297.299 
213.363 

$1,075,958 
981,687 
948,672 
689,338 
629.419 

$721338 
618.040 
602,655 
413.015 
344.102 

•*ii75;o« 

—70.000 

AsasTB.  Dk.  31, 1914.  LiABnjTiES.  Dec.  31. 1914. 

Bonds  and  stocks. . .  $1,318,910    Losses  unpaid $125,941 

Cash 155.528    Unearned  prems....       868.125 

Agents' balances....        33,070    Other  liabilities 27,254 

Interest 10,789  

Total liabUities...  $1,021,320 
Surplus 496,977 


BONDS  OWNED:  Vahie. 

U.  S.  Gov.  reg.  0.,  1925,  4% $100,000 

N.  Y.  C.  cp.  stk.,  1955-66,  4% 934,000 

N.  Y.  C.  cp.  stk.,  1962,  4J% 275.000 


Msrket 

Valoe. 

$111.00') 

924.660 

283.250 


ToUl  assets $1,518,297       Total $1,518,297 


Underwriting  profit.  $13,641;  investment  profit,  $97,793. 

RISKS  AND  PREMIUMS:    Fire  risks  in  force,  December  31, 
$168,598,103:  premiums  thereon,  $1,686,462. 

BUSINESS  IN  U.  S.  SINCE  ADMISSION:    Premiums  re- 
ceived, $6,741,116;  losses  paid,  $3,259,589. 


Totals  (book  vahies,  $1  326.402) $1,309,000    $UIS.»19 

-i 

MISCELLANEOUS:  This  company  was  Ucaosed  to  traond 
busineas  in  N.  Y.  State  early  in  1907  and  writes  reinmrance  ooly 
in  the  United  States.  Paul  E.  Rawr  is  also  manager  of  the  Ruf^sa 
Reinsurance  Company  and  the  Moscow  Fire  Insuraaee  Compaay. 
Deposit  in  N.  Y.,  $223,003;  in  0.,  $100.QOO. 

UNITED  STATES  TRUSTEE:  Bankers  Tr.  Co.,  N.  Y. 

TERRITORY  COVERED:  The  company  is  liecoaed  in  .4rk^ 
Colo.,  Del.,  111.,  Ia.,  La.,  Mass.,  Mich.,  Miss.,  Mont..  Nev., N.  Hi 
N.  Y.,  N.  C,  0.,  Pa.,  Tei.  and  W.  Va. 


REPORTS    OF    FIRE    INSURANCE    COMPANIES. 
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LA  FONCIERE  INSURANCE  COMPANY,  Paris,  France.l 

Gaml  AfieatB.  H.  R.  Blum  k  Co.,  San  Franoi9C3,  Cal.,*  Agenii  Bertschmaan  and  Maloy,  New  York.    Organised,1879. 

(United  States  Branch  Stotistics.) 


Yui 

1 

1 

'  Unevned 

Soipioa 

Net 
Premiuma 

Total 
Income 

liOeses 
Paid 

Expemies 

Total  Ex- 
penditures 

LOSMS 

Incuired 

(-4-)  Reo'd 

from  or 

(-)R«mit. 

to  H.  0. 

im 

1913 
1912, 
1911  1 
IJIO 

S341.927 
227^1 
227300 
235.059 
236.491 

16,638 
7,676 
8,399 

10,462 
8,417 

S214.201 
212,035 
205,087 
216.627 
210.809 

$28,203 
39,690 
40,771 
41,385 
38,091 

$37,331 
4S.741 
49.865 
50.439 
47.777 

$14,487 

31.919 

7,204 

28.864 

18,221 

$9,159 
12.807 
12.847 
13,164 
11.959 

$23,646 
44.726 
20.051 
42.028 
30.180 

$27,327 
25.715 
13,458 
18,795 
22,896 

-$8,560 
—6,320 

—25.779 
-«,7J2 

—18,831 

T  TnoactB  fflariiw 


Ams.  Dec.  31. 1914. 

BcadiaadstoGb...  $222,750 

C«b 11,960 

Afotsbskocei....  4.010 

Jwwit 1.500 

Oberiasets 708 


LuBiLiTiES,  Dm.  31, 1014. 

Losses  unpaid $30,328 

Unearned  prems....  6,638 

Other  liabtUties.....  760 


Total  liabilities...      $27,726 
Sorplua 214.201 


To:il 


$241,027       Total $341,027 


CBdavTiting  loss.  $7,402;  investment  profit.  $18,128. 

KKKS.^XD  PREMIUMS:    Marine  and  inland  risks  in  fotta. 

Innate  31.  $426,222;  pramams  thoeon,  $11352. 

Bl^IKESS  IN  U.  S.  SINCE  ADMISSION:    Pramiums  n- 
«^  tl.083.l58;  kwes  paid,  $812,082. 


Var  Market 

BONDS  OWNED:                       Vahie.  Vahie. 

New  York  Cy.,  ep.  stk.,  1056,  4% $200,000  $198,000 

New  York  Cy.,  ep.  stk.,  1055,  4%....          25.000  24,750 

Totals  (book  Talue,  $226,000) $225,000  $222,750 


MISCELLANEOUS:  This  company  tranaaets  a 
ness  in  the  United  States.  Its  home  ofBoe  statement  as  of  Da- 
oember  31,  1913,  showed  assets  amoontins  to  $6,602,831  and  a 
oapital  of  $5,000,000,  $1,250,000  of  whichis  pud  up.  It  entered 
N.  Y.  State  in  1907,  making  the  usual  stetutonr  deposit. 
Bertsehmaon  and  Maby  are  also  agents  of  theOeoeral  Marine  and 
the  Switseriand  (3eneru  laanraoee  Compames. 


FRANKONA   REINSURANCE  COMPANY,  Fraakfort-on-the-Main,  Ger. 

United  States  Manager,  C.  H.  Franklin.  New  York.    Incorporated  18S6. 
(United  Stetes  Branch  Statistics.) 


Tbu    AskIs 

Uoeamed 
Preouuma 

Surplus 

Net 
Preauums 

Total 
Income 

Loews 
Paid 

Expenses 

Total  Ex- 
penditures 

Losses 

Incurred 

(+)  Reo'd 

from  or 

(-)  Remit. 

to  H.  0. 

^^  .     531366 

$460,475 
107,406 
163.305 
110,606 

$201,704 
351,465 
372,687 
331.252 

$782,188 

276,304 

235,519 

27.222 

$809,248 

299.021 

256.705 

27,715 

$305,093 

146.159 

100,101 

29.473 

$219395 
83,218 
72.505 
11.117 

$524,993 

234,377 

172,606 

40.590 

$388,030 

152.906 

88.9fe 

37,941 

—$13,853 
—55,186 
—24,548 
+  28,029 

Asua.  Dec.  31. 1014.  LiAstunia,  Die.  31,  1914. 

^  $572,000    Lossesunpaid $109,449 

\^  .; 287.688    Unearned  prems....       480.475 

tvssshtiMaeta  ...      —3.601    Other  liabOities. ... .  2.500 

^       8.221  

Total  fiabilities...     $572,424 
Surplus 291,794 


T«i 


$864,218 


Total $864,218 


radffwt^loo,  $87,173;  invertment  profit,  $38,856. 

BBES  AMD  PREMIUMS:    Fiie  risks  in  force,  December  31. 
^^»m;  pranms  thereon.  $861,730. 


BL'sDrES  IS  V.  S.  SINCE  ADMISSION:    Premiuma  re- 
<*>*«i  IU21 JS3:  keses  paid,  $572,900. 


BONDS  OWNED: 

N.  Y.  Steto  loan,  highway $100,000 

N.  Y.  State  Ln.,  canal 

N.  Y.  Cy.,  CD.  stk 

Cy.  of  Cleveland 

Dicl.  k  Hudson 

Union  Pac 

Colo.  4  So 

No.  Pac 

B.&O 

Cent.  Pac.  R.R 


Par 

Market 

Value. 

Value. 

1100,000 

$102,000 

100,000 

102,000 

100.000 

101,000 

100.000 

101,000 

50,000 

49.000 

25,000 

22.500 

25.000 

23,750 

25.000 

23.000 

25.000 

23.500 

25,000 

25.000 

Totals  (book  value.  $379.496) . 


$575,000       $572,000 


MISCELLANEOUS:  The  capitel  of  this  company  is  $2,000.- 
000.    Deposits:  N.  Y.,  $200,000;  0.,  $100,000. 

U.  S.  TRUSTEE:    Bankers  Trust  Co.,  New  York. 

TERRITORY  COVERED:  The  company  is  lioensed  in 
Ark.,  Col..  Del.,  HI..  Ind..  la.,  La.,  Me.,  Mass.,  Mich.,  Miss., 
Mont,  Nev.,  N.  H.,  N.  J..  N.  Y.,  N.  C.  0.,  Pa.,  Tex.,  Utah 
and  W.  Va. 


194 


REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


GENERAL  FIRE  ASSURANCE  COMPANY,  Paris,  France, 

United  States  Managers,  Fred  8.  James  k  Co.,  New  York.    Organised,  1819. 

(United  Stotes  Braaeh  Statistios.) 


YEiB 

Aaaets 

Unearned 
Fk«miums 

Surplus 

Net 
Premiums 

Total 
Income 

LOSMS 

Pftid 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

(+)  Rec'd 
from  or 

(-)  Remit. 
toH.O. 

1914 
1918 
1912 
1911 
1910 

1836.739 
839.981 
846.841 
748360 
597.391 

1375,815 

343.497 

306,105 

221,550 

55.856 

8389.053 
432.126 
474,032 
488.788 
528,759 

1448,413 

380,562 

400,970 

815,716 

95,326 

$476,727 
406,647 
425.903 
886,749 
105.553 

$813,437 

201,936 

.    150,795 

68,574 

4.138 

$178,605 

154,964 

156,333 

98,157 

85,716 

$492,182 

356.900 

807,128 

166.781 

89354 

$810,661 

221,498 

151,949 

84,738 

9,47(^ 

-IWtt 

-l«,4tt 

-19,018 

4^,700 

Abbrb.  Dm.  81, 1914. 

Bonds  and  stocks . . .  $674,090 

Cash 85,805 

Agents' balances...        67.460    Other  Itabi 
Interest 9,384 


LiABiiinM.  Dm.  31, 1914. 

Losses  unpaid $47,912 

375.815 
23,959 


Losses  unpai( 
Uneamedpr 


prems. 
iBties., 


Total  liabilities...     $447,686 
Surphis 389.068 


Total 


$836,739       Total $836,789 


Underwriting  km,  $77,228;  investment  profit,  $43,502. 

RISK8  AND  PREMIUMS:    Fire  risks  in  force,  December  31, 
$77,413,972;  premiums  thereon,  $704,104. 

BUSINESS  IN  U.  S.  SINCE  ADMISSION:    Premiums  re- 
eeived,  $1,609,452;  ]oam  paid,  $729,247. 


BONDS  OWNED: 

Cincinnati,  0.,  reg.,  1925, 3i% . . 
Cincinnati.  0..  reg.,  1986. 3}%. . 


N.Y.  City,  reg.,  1969, 4%. 

N.  Y.  gty,  reg.,  1959, 4% 

N.  Y.  City.  reg..  1957, 4% 

B.  ft  0.  R.R.,  pr  or  In.  g.,  1925,  8}%. . . . 

B.  k  0.  R.R..  prior  In.  reg.  g..  1925, 3*% 

C.  N.  E.  Ry.,  1  m.  g.,  1961, 4% 

C.  N.  E.  B&.,  1  m.  reg.  g.,  1961. 4%. . . . 

Chi..  B.  ft  Q.  R.R.,  m..  1949, 3}% 

10.  C.  R.  R..  reg.  r.  m.  g.,  1955,  4%. . . . 


Pu 

Market 

Value. 

Value. 

$74,000 

$71,780 

31,000 

29,450 

31,000 

31.000 

170,000 

170.000 

10,000 

10.000 

98,000 

90.160 

10.000 

9.200 

5,000 

3.850 

20,000 

15.400 

56.000 

47.600 

25.000 

23.000 

BoifDB  OwNSD.— Coat. 

M.,  S.  ft  Nwn.  By.,  1  m.  reg.  g..  1947. 4% 

So.  Pae.  R.R..  1  r.  m.  g..  1955,  4% 

Un.  Pie.  R.R.,1  In.  ft  r.  m.  g.,  2008.  4% 


Pto 
Value. 

$25,000 

IIO.OOO 

51.000 


Mirtet 

Valoe. 

$23,000 

101^ 

48.450 


Totals  (book  vahie.  $679.956) $716,000     I674.0W 


MISCELLANEOUS:  This  company  entered  the  United  Ststa 
July  14.  1910.  Ito  Utest  home  office  statement  shoved  totil 
asKts  amounting  to  $7,186,678,  the  paid-up  capital  being  $400,00(X 
Deposits,  N.  Y.,  $211,000;  0.,  $105,000. 

UNITEDSTATESTRU8TEE:    Central  Trust  Co..  New  Yort 


nELD  MEN  AND  TERRITORY  COVERED:  U.ai  _, 
Fred  S.  Jsmes  ft  Co..  asBistant  manager.  E.  E.  Wakefidd; 
superintendeat  of  ageneiee,  C.  B.  0.  Gaillard;  John  B.  Giitbm, 

rial  agent.  219  E.  German  st..  Baltimore,  Md.,  P^.  Md, 
Va.  and  N.  J.;  Chas.  E.  Maoomber,  special  sgeat,  » 
Water  St.,  Boston.  Mass..  for  N.  England,  D.  C.  and  N.  i-; 
Milton  P.  Vore,  special  agent.  175  W.  Jaekaon  BlTd..  Chieaso. 
ni.  for  in..  Ind..  Ky..  Mich..  Minn..  0..  WJbTMo..  Kan..  Neh  and 
Cok).;  F.E.  Shaw,  supervising  general  agent  for  Can..  TorontcCia.; 
Pice,  Harrison  ft  Millar,  general  soents,  Winnipeg,  Man.,  Cia-, 
PioY.  of  Man..  Alberta,  SmL,  B.  C.  and  W.  Out.;  Laimn.  Ud.. 
general  agent,  Montreal,  Que.,  Can.,  M<mtreal  and  Ticinity.  nor. 
of  Que.;  J.  B.  Morrissette,  loeal  general  sgent  at  Quebeo.  Tim 
company  operates  in  Colo.,  Conn.,  D.  C.  111.,  Ind..  la.^  Ksa^ 
Ey..  La..  Mdi,  Mass..  Mich.,  Minn..  Mo.,  Neb.,  N.  J.,  N.  Y.,  0. 
Ore.,  Ph.,  R.  I.,  Wash.,  W.  Va.  and  Wis.    Also  in  Canada. 


GENERAL  MARINE  INSURANCE  COMPANY,  Dresden,  Saxony.1 

U.  S.  Manager,  Max  Gmndner,  New  York. 
(United  States  Branch  Statistics.) 


YlAR 

Assets 

Unearned 
Premiums 

Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Pftid 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

(-H)  Rec-d 

from  or 

(-)RaniL 

to  H.O. 

1914 
1913 
1912 
1911 
1910 

$240,636 
250,069 
259.625 
347,189 
375,530 

$885 

3.105 

4,637 

23,512 

73.717 

$222,662 
229.237 
218,974 
266304 
221,536 

$60,677 
92394 
118,503 
146,144 
271,004 

$69,799 
102,155 
129,623 
159,107 
271,345 

$60,306 
64.265 
96.173 
82.489 

136.894 

$18,493 
39.551 
89.842 
55,617 
73,306 

$78,799 
103,816 
136.015 
138.056 
210,200 

$56,081 
50,078 
84.075 
59,033 

173,902 

-$9.1» 
— 7,M0 
—73,45! 
-52.I56 
+4641* 

AssKTB,  Die.  31, 1914.  LiABiUTiBS,  Dbc.  31. 1914. 

N.Y.C.Bds.,1954,3i 

%  and  stocks.....     $220,000    Loesesunpaid $11,195 

Cash 11.636    Unearned prems....  885 

Agents' balances....          7^32    Other  liabilities 5,884 

Interest 1,458  

Total  UabiUties...  $17,964 

Surplus 222.662 


Total 


$240,626       Total $240,626 


Underwriting  loss.  $13,775;  investment  profit.  $16,337. 


RISKS  AND  PREMIUMS:  Marine  and  inUad  risks  in  force. 
December  31,  $280,081;  prernhmn  thereon,  $885. 

BUSINESS  IN  U.  S.  SINCE  ADMISSION:  Premiums  re- 
ceived, $6,842,602;  losses  paid,  $3,282,451. 

MISCELLANEOUS:  This  company  is  under  the  joint  manege- 
ment  in  New  York  of  Jacob  Bertsohmann  and  Max  Onmdner,  bei 
elsewhere  in  the  United  States  is  under  the  manacemeat  of  Msi 
Grundner. 

FIELD  MEN  AND  TERRITORY  COVERED:  The  compaa; 
is  licensed  in  Cal.,  111.,  La.,  Md.,  N.  Y.,  Pa.  and  Tex. 


Y  Transacts  marine  business. 


REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


HAMBURG  ASSURANCE  COMPANY,  Hamburg,  Germany. 

Vaud  Sum  IltMtn*.  Uuunlixslw  i  Bdud.  Ik.,  K>  Mudn  Unt,  N.  Y.    OtuiKd,  ISRT. 


,„(,-. 

UOBSHi 

3«nh> 

„i. 

£1 

■sr 

_ 

sas; 

TjTSST 

Hit  1  KiniH 

aaoi^BH 

SIMM 

U.823.UI 

tI,M2M3 

tlJMttjM 

omm 

t1 ,997,903'    +ms,130 

DK.SI.lflli.. 

tta.»i 

S,  101 ,859 


TiitiiHB ti.m,4sa     TotaJ... 

I'lteintBI  Ion,  IU2,1H;  IBTMtaHBt 

USS IND  FREHIUMB:    Rn  riakB  b  fom.  D« 
B1SJU,;K  tnmM  Uxnn.  UM^Alt. 

iZmex  IN  D.  B.  SINCE  JlDMlSaiON:    Pnn 
•mj,  KJBjai:  lona  pud.  11,113,810. 

Pu 
BONDS  OVNED:  ViIm. 

ii™,0,«.19».tirc 171.000 

li™.  0.  fii.  Vtt.,  to.  &  Bnp.ji.,l9M, 

ii-,       U.OOO 

U-T,VV.,r»,l9ie,4i%      37,500 

Uu  N.  y,  nL  Kg..  1919, 41%, . . .  U.OOD 

Oi-'Xil  bap..  HI.,  1934.4)7, 15,000 

Bm».  ItL.  c  1913, 41% U.OOO 

J*™  Co..  s.  y,  brnr-  ™p^  "»-. 

u  A«4.  Ciu  M., «!.'  iiis,'  m,'. '. '.      io'/ioo 
^  .\Kd_.  CiL,  B., «,  1918. 41%, ....       njmo 

^EBRdi,  UiB.,  c  1911-17, 4^ . . . .  83.000 

^l.g.eSnUt.  1911.8%...  ■ 


. . .  W,lSi,4S« 
1111.808. 


Sf^i 


.KV^Ln.,aw,3i%... 


9.Ara.A.19m3^..- 

^  <.'.i.<aAi«.,  1111,3% 

^C>.,K<t,r..t.  1918.4%..... 

*«Ii>»i,IM,ml..«..1918.*J%.. 
'~'-»,CiL.6.I91S.4i% 


i«fnLCil,Hp..  lin.S'^c 

l<un.S.Y..r»,  19l7.5fJ 

^T  ti.¥.^..et..ltn.i%.. 

J.1.U.8t,i»,  H1(k8.4i'7o 

1-.^  V.*E.RJL.Im..l91«.7%., 

J  *  S:..  R.E.,  1 B,  1918.  S  i 

Cmt  Pit  a,,  ■..  IKO.  31% 

ail.l.K^a|.,l9lt.4i% 

C.  1 E  n  Bi..  r.  &  imp  ,  19W,  4%. 


50,000 
80,000 
100.000 
M.O0O 
30.000 


310.000 
15,000 
ISJHO 

3SJ100 


C,  S  t  Q.  ft.B,  U.  Dn.,  1910. 9% 
C-  M-iS.  pTft,^  „,  1932. 4)%.. 

o^b,i»..im.i% 

f-J-l*P.lR..lm,1017,0%.. 

^'  IL  I  -  4  P.  RS^  1 1.  B.,  1134.  *%..  »,.~~ 

t?"  *  P ,  M,  4  0.  a^-.  d.,  1930. 6%..  15,000 

t«4HiiCo..d.,  1910.4?t lOOflOO 


75.000 
13',  1 50 


•ai'k.R..i  . 
nR.R.,li 


15,47%... 


N.  y.  C.  Liu, «.  ti.,  1015, 4)^ 

N.  T.  El.  RJLJC,  1910.  S% 

S.  Y..L.  E.  A  ff .  R.&..  I  a.  ib.,1910,  7% 

Norf.  A  W.  Rf..  tq.  tr..  19l9r4(% 

Noif.  A  W.Rj.,CT.,  1931,4% 

No.  P.  QL  No.  C.  B.  A  ajt..  1911,  4% 

Nwn.  Ub.  Ry.,  1  m. ».  t.,  1917, 7% 

P^R.R.,  CI..  1918,31%  

R.I,  Imp.,  ed.,  1915,41%    

Si.  P.  4^DUiCi(«R.R.,  Im.,  1919,5% 
Sdolo  Vtl,  i  H.  E.  R.R.,  1  m.,  1989,  4^, 

B.  A  N.  A.  R.R.,  (m.  m.,  IMA,  5% 

Bo.  P«.  R.R.,ffy.,  1929,  4% 

Un,  Pie.  RR,  CY.,  1917,  4T£ 

W.  A  8l.  P.  R.R.,  1  B.  ..  r.,  1915,  7%. . 

Anw.  TI.  t  Tt.,  ul.tr..  1919,4% 

Am  Uilb.  Court,  i  Eq.,  1910, 41%. . . . 

Oi.  TI..  1  B.,  1913, 1% 

~      Tl,.l  ji.n,.19H.5%.. 


N(ib.Tl.,i 

N.  Y.  Tl.  Co.,  1  A  (n,  a.,  1939,  4)%. . . 
Pm.  Tl.  A  Tg.,  I  u.  A  «oi.  a.  tf.,1937.5% 


. A«i.n. 

Fnut.B..  1917,0% 

U.a.Riibb,Ti».u..  191S,fi% 

ToUb  (tuA  nloa,  t3,B;8,4« 


MIBCELLANEOnS:  Thii  »mpuj  enl 
ud  WHliegowl  Id  dobowMtiD  nTV.  S 
Dk,  31, 1913,  iti 


up:  CHuUl  mam  had.  1887,500  u 
lU  oturto' pmridaglorlrt  niiuuna 
no)  Ihrautfuut  the  Uiiilcd  8t*M. 


I  profit  biUntfol  1158,557. 


•i.  Y.  Uft  Int.  A  Tnirt  Co.,  H.  Y. 


HAMBURG-BREMEN  FIRE  INSURANCE  COMPANY, 
Hamburg,  Germany. 


.^_ 

Ss£ 

Sondu 

Net 

■SS.     "B- 

EIPOH 

TotdBi- 
peBdilam 

l™       't^,' 
incu™.     ,-,R-g. 

i'iS 

Ul  8.411 
1,173.917 
i:iM.793 

1I40J47 
«0,145 
555.973 
500.953 
083.443 

81,0e4,28« 
tJ99.911 

1,351.971 

11,153,45! 

i,4ioiog; 

3714,371 

851  ,824'    11,239,001 
581,493       1,345,789 
555,715       139«,7SS 
514,553       1355.052 
53  .87!l      1,309.719 

809.392         +7,735 
803:292'     — IIUW 
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HAMBURG-BREMEN  FIRE  INSURANCE  COMPANY,  Hamburg.  Germany.— Cont. 


AflBSTS,  Die.  31, 1914. 

Bonds $1,578,835 

Cash 79,016 

Acenta'  balances. . . .  195,785 

InteraBt 23,000 


Lllbiutiks,  Dio.  31, 1914. 

Loaaea  unpaid $165,005 

Unearned  prema 1,116,384 

Other  Kabilitiea 35.000 

ToUl  lUbilitiea. . .  $1,316,389 
Surplus 560.247 


Total  aaaets $1,876,636       Total $1,876,636 


Underwriting  loss,  $97,963;  investment  profit,  $05,581. 

RISKS  AND  PREMIUMS:    Fiie  risks  in  force,  December  31. 
1204,376,990;  premiums  thereon.  $2,207,342. 

BUSINESS  IN  U.  S.  SINCE  ADMISSION:    Premiums  n- 
ceived,  $43,548,949;  losses  paid.  $28,344,697; 

Par  Market 

BONDS  OWNED.  Value.         Value. 


G».  Bute.  1915.  4i% 

N.  C.  Bute  red.,  1950.  4% 

Charleston,  S.  C.  r.,  1938,  4% 

Cinoinnati,  0.,  gn-  st.  imp.,  1927, 3i%. 

CleTeland.  0.,  bg.,  1942.  4i% 

N.  Y.  C.  g..  1940^2. 3*% 

N.  Y.  C.  cp.  stk.,  1955,  3i% 

N.  Y.  C,  g.,  1957,  4J% 

Providence.  R.  I.,  g.,  1923, 4% 

Richmond.  Vs.,  1922,  5 


'0' 


Richmond,  Va..  1924-6,  4% 

A.,  T.  A  S  F.  R.R..  gn.  m.  g..  1995,  4%. 
B.  k  0.  R.R.,  prior  In.  g.,  1925,  3i%. . . . 
Beech  Creek  R.R..  gr.  1  m.  g.,  1936, 4% 

B.  k  P.  R.R.,  cp.,  1918.  4% 

Cent,  of  Ga.  R.K.,  1  m.  g..  1945.  5%.. . . 

C.  Pac.  Ry..  1  r.  m.  g..  1949.  4% 

Ch.  k  0.  Ry.,  cs.  1  m.,  g.,  1939,  5%. . . . 

C.  k  A.  Ry.,  1  In  g.,  1950,  3J% 

C,  B.  k  Q.  R.R.,  111.  Div^fflLg^  1949. 4% 
C,  M.  k  St.  P.  R.R.,C.4  P.W.Div.1  m.,g., 

1921  5'*c 
C.,I.,8t.L.4  C.R.R:.gn.i  'm!,iE.,"l936,  4% 
Deny,  k  Rio  G.  R.R..C8.1  m.g.,1936,  4% 
E.  Tenn., Va.dk  Ga.R.R.cs.m.g.,1956,  5% 

Erie  R.R.,  prior  In.  g.,  1996,  4% 

Hocking  Val.Ry.,c8.1  m.g.,  1999,  4i%. . 

lU.  C7R.R..  1  m.  g..  1951,  3J% 

Lake  Erie  k  W.  Rll..  1  m.g  .,  1937. 5%. 

L.  I.  R.R..  OS.  Im.  g..  1931,5% 

kt.  k  Ark.  Ry.,  1  m.  g..  1927,  6% 

La.  k  Nashville  R.R.,  1  m.  g.,  1937.  5%. 
Mo..  Kan. A  TR.R..1  m.g..  1990,  4%. . 

Mo.  Pac.  Ry.,  tr.  g..  1917,  5% 

N.  k  W.  Ry.  cs.  1  m.  g.,  1996,  4% 

N.  P.  R.R.,  pr.  In.  Ry.  k  l.g.  g.,  1997.  4^ 
Ore.Ry  k  Nav.,  cs.  m.  g.,  1946,  4%. . . 
Ore.  8.  L.  R.R.,  cs.  1  m.  g.,  1946.  5%. 


/O 


$10,000 

10,000 

5,000 

50,000 

55,000 

120,000 

100.000 

50.000 

25.000 

15.000 

16.000 

50.000 

50.000 

20.000 

30.000 

30.000 

50.000 

30.000 

30,000 

25.000 

30.000 
25,000 
50.000 
30.000 
50,000 
50.000 
50.000 
30.000 
30.000 
20.000 
80,000 
50.000 
10.000 
30,000 
30.000 
40.000 
20,000 


$10,000 

10.000 

4,900 

48,500 

58,300 

106.200 
88.000 
53.500 
25.000 
15.450 
15.485 
48.000 
46.000 
19.000 
28.800 
32.400 
47.000 
32.100 
12.900 
23.750 

31,200 
22.750 
40.000 
32.400 
42.000 
50.500 
42.500 
30,600 
32,100 
17.800 
33,300 
43.500 
9.500 
28,800 
28,500 
37.200 
21.600 


Bonds  OwKZD.-^oiif. 

Pa.  Co.  gr.  1  m.  g..  1921.  4}% 

Pa.  R.R..  cs.  m.  g..  1943.  4% 

Pfc.  R.R..  cs.  m.  g..  1919.  5% 

P..C.,C.ft  St.L.R.R..Er.oBjn.g..  1940.44% 
R.  Co.,k  P.A  R.C.A  L.  gn.  m.g..  1997.4% 
St.  h.k  San  F.  R.R..  gnjn.g.,  1931.  5%. 
St.P.,M.A  M.R.R^C8.1  m.g.,  1933.  4i% 
S.  Val.A  N.  E.  R.R..Kr.l  m.g..  1989,  4 
Un.  Pac.RJl.,1  m.k  Lg.  g.,  1947,  4 
Wabash  R.R.  1  m.  g..  1939, 5%. 


/o- 


(7* 


Par 

Mvket 

Value. 

Vilue 

130.000 

%mn 

15.000 

15.000 

10.000 

10>M 

30.000 

8fl.«3 

50.000 

47^ 

25.000 

25.50C 

30.000 

31.20!! 

40.000 

37.W 

30.000 

29,ICK 

50,000 

51.5IX 

Totals  (book  value.  $1,538,414) $1.656,000   IU78^ 

MISCELLANEOUS:  Thn  company  began  busiaen  id  tM 
United  States  in  1858.  On  January  1,  1914.  its  home  office  ttatb 
ment  showed  assets  of  16,335,183  marks,  its  paid-up  ctiiU 
being  6,000,500  marks  including  3.531,000  macks  stoeU»ldm 
notes).  Conflagration  loams:  Baltimore.  1904,  $103,150;  Su 
Francisco,  1906,  $1,612,201.  San  Fraodaoo  knsas  were  pud  bj 
remittances  from  home  ofiBqe.  Values  of  special  deposits:  Gi- 
$10,000;   N.  C.  $10,000;    Va..  $30,935. 

UNITED  STATES  TRUSTEES:  William  SefanU.  Jr..  Heon 
R.  Eunhardt,  John  Aehelis,  Henry  A.  Caesar.  GusUv  Sefanb 
NewYoriE. 

FIELD  MEN  AND  TERRITORY  COVERED:  H.  N.  Kc! 
sey.  123  William  st.,  N.  Y.,  manager  in  U.  8.;  G.  Asehcrmau 
secretarv.  Territorial  jurisdiction  of  U.  S.  head  office,  eati 
U.  S.  M.  F.  Bartlett,  Waterville.  Me.,  special  aeent  for  .Me.  u 
N.  H.;  H.  E.  Bums.  Boston.  Mass..  special  agent  tor  Conn^  Mas 
and  R.  I.;  John  M.  Dom,  Pittsburg,  Pa.,  special  a«at  for  veter 
Pa.,  western  N.  Y.  and  Md.;  J.  J.  Gariand,  New  Yoric  CiQ 
Bpeciftl  agent  for  N.  Y.  suburban  tcRitory:  C.  B.  Fftttow 
Cohmibus.  0..  special  agent  for  0.  and  W.  Va.;  ChM.  H.  Pbi 
brook,  New  York  Citv,  special  agent  for  eastern  Plu.  Dd..  N. . 
and  eastern  N.  Y.:  Hennr  Hoffman,  Chieaco.  DL.  special  sjef 
for  lU.,  southern  Wis.  and  northern  Mich.;  Wm.  A.  Jack,  Kua 
City,  Moy  state  agent,  Chas.  firoufi^  assistant  state  agent  (« 
Mo.  and  Kan.;  Elwood  T.  Johnson,  Miniie^)ofis.  Minn.,  spoi 

Stent  for  Minn..  N.  D.  and  northern  Wis.;  J.  CBrieo  Kiifa] 
rand  HnTen,  Mich.,  state  agent  for  Mich.  (lower  peaionfa 
and  Ind.;  Emuest  J.  Miller,  Dnver.  Cob.,  state  ainnt  for  Col 
and  Wvo.;  Wm.  J.  Nolan,  Ins.  Ezch.,  Chicago,  III.,  ^ate  a.entf^ 
111..  Mich..  Minn..  N.  D.  and  Wis.;  John  L.  Smith,  Louisvi!] 
Ky.,  special  agent  for  Ey.  and  Tenn ;  JoAm  W.  Gordon,  Rid 
mond,  Va..  general  agent  for  D.  of  C.  N.  C.  and  Va.;  PattiSo 
Biekerstaff ,  Atlanta,  Ga..  general  agents  for  Ala.,  Fla..  Ga.  lad  I 
C;  Leon  Irwin  k  Co.,  New  Orleans,  La.,  general  agents  for  U 
J.  G.  Hornberger,  San  Antonio,  Tex.,  general  agent  for  Tri 
Tom  E.  Earp,  Ardm(X«,  Okla.,  qpecial  agent  for  Ark.  and  Okb 
MaoDonald  k  Milea,  Ssjn  Francisco,  Cal.,  manages  Pacific  Coi 
dept.,  embracing  Aris.,  Cal.,  Idaho,  Mont.,  Nev.,  Ore.,  Utah  ai 
Wash.  Ernest  C.  Folsom.  Lino(^  Neb.,  speeial  agent  for  N< 
The  company  operates  in  all  the  States  ana  temtories  except  Mis 
N.  M.,  S.  D.  and  Vt. 


INDEMNITY  MUTUAL  MARINE  ASSURANCE  COMPANY,  Ltd., 

London,  England.^ 

United  SUtes  Attorneys,  Higgins  k  Cox.  New  York.    Organised.  1824. 
CUmted  Sutes  Branch  Statistics.) 


Unearned 

Net 

Total 

Losses 

ToUl  Ex- 

Losses 

Remit  t 

YlAR 

Assets 

Premiums 

Surplus 

Premiums 

Income 

Paid 

Expenses 

penditures 

Incurred 

HO. 

1914 

$529,891 

$107,251 

$351,965 

$371,723 

$388,264 

$190,457 

$71,445 

$261,902 

$185,740 

»«.l 

1913 

490.804           95.571 

328.263 

320.395 

335.445 

202.135 

80,468 

282.603 

195.217 

K^ 

1912 

499.219 

87,123 

294,445 

347.978 

362,649 

137.190 

61.339 

198,529 

170.755 

113.1 

1911 

463,517 

68.122 

328.273 

339.488 

355,819 

139,015 

46.100 

185.115 

132.160 

\^ 

1910 

463.038 

117.925 

289322 

413.494 

432.574 

214,151 

43.348 

257,499 

135.278 

202] 

AasETB.  Dec.  31, 1914.              Lubiutus,  Dkc.  31. 1914. 
Bonds $349,900    Losses  unpaid $55,675 


Cash 

Agents'  balances. 

Interest 


Total 

8pl.dep.over  liab. 


136.519    Unearned  mems . . 
50.656    Other  liabilities... 
3.216 

Total  liabiUties. 


107,251 
15.000 

$177,926 

$540,291    Surplus 351.965 

10.400 


Total  ad.  assets. .     $529,891       Total $529,891 


Underwriting  profit.  $91,745;  investment  profit.  $22,522. 

RISKS  AND  PREMIUMS:    Marine  and  inland  risks  in  force, 
December  31, 19,666,506;  premiums  thereon,  $198,907. 

BUSINESS  IN  U.  S.  SINCE  ADMISSION:    Premiums  re- 
ceived. $7,115,032:  lossa  paid,  $4,707,344. 


f  Transacts  marine  insurance  only. 


BONDS  OWNED: 

N.  Y.  cp.  stk.,  1956,  4^o 

N.  Y.,  cp.  stk.,  1963,  i\% 

III.  Cent.  R.R.,  col.  tr.  1.  n.o.t..l953,4%. 
N.  Y.  k  P.  R.R.  1  cs.  m.,  1993,  4 


%. 


Balto.  k  0.  R.R.,  prior  In.,  1925,  3^%. 
Winn.  Gn.  Hosp..  1  m.,  1944,  5% 


Par 

M^' 

Vahie 

V»j 

1200.000 

$19>.< 

15.000 

16.1 

50.000 

45.< 

50.000 

43. 

40.000 

UJi 

10,000 

10.1 

TotaU  (book  value.  $370.900) $365,000      $3 19.) 

MISCELLANEOUS:  This  company  began  businena  in 
United  States  in  1889.  It  has  a  deposit  with  trustees,  $140,< 
in  addition  to  the  deposit  with  the  New  York  State  Insurji 
Department.  Deposit  in  Man.,  Can.,  $10,400.  Its  hotut  oi 
statement  (December  31,  1913)  showed  surphis  over  capital  i 
all  other  liabilities  $4,859,622,  the  pudnip  oapital  b^.  $1,005.1 

UNITED  STATES  TRUSTEES:  Herbert  Appletoa.  IXm 
F.  Cox.  ««Mv~M.  ..^ 

TERRITORY  COVERED:  The  company  is  licensed  in  K 
Cal..  Colo.,  D.  C.  111.,  Ind.,  la..  La.,  Md.,  Mich..  Minn..  Mi«  ,  \ 
Neb..  N.  J.,  N.  Y.,  Pa..  Tenn..  Tex..  Wash,  and  Wis. 
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INTERNATIONAL  REASSURANCE  COMPANY,  Vienna,  Austria. 

United  SUtes  Managers.  Mutunbeeher  A  Ballard  (Inc.).  New  York. 
(United  States  Braneh  Stotistics.) 


Tujt;    AselB 

Coeinied 
Premiums 

Surphis 

Net 
Praniums 

Total 
Income 

Losses 
Paid 

Expenses 

Total  Ex- 
penditures 

Lofisea           Remit 
Incurred    [  from  H.  0. 

1914      1874,808 
1913  ;     554.068 

67305 

1411.411 
431.179 

S693,69« 
33.901 

$717,424 
34.668 

1178,746 

$214,842 
281 

$393,588 
281 

$221,749     —$16,838 
—11,919 

Aflnn,DBc.31.1914. 

fioadnaditoeb...  $734,045 

Ctth   127,375 

ifests'bsbKes....  5.006 

iKBot 8.382 


Lufioims.  Die.  31. 1914. 

Losses  unpud $59,467 

Unearned  pnms....      394.830 
Otherfiabi&Ues 9,100 


Total  fiabifities . . .     $463,397 
Surplus 411,411 


Total 


$874,806       Total $874,808 


UaderwiitinK  loss.  $62,236;  inTestmeat  profit.  $39,306. 

BISKS  AND  PREMIUMS:    Fire  risks  in  foiee.  Deeembsr  31. 
ISbM*,K6:  premun  tfacnon.  $608,404. 

BU3NiSS  IN  U.  8.  SINC^E  ADMISSION:    Premiums  re- 
«md.  $727,697;  Iomis  paid.  $176,657. 


BONDS  OWNED: 

CbotD.  m.  jdgm't  f.,  e^  1919. 4%. . . . 

CiL,Il.,ir.r.e,1921,4% 

(^usMti.  0..  dc.  at.  reg..  1955. 3i% . 
gaMMj  Ry.  Tm.,  reg.,  1965,  3J%. . . . 
S(*&(Me.N.Y.jnnBimp..reg..  1917- 

j  tIYy.;  (iViii;  iisi  4%.* !.'!!! ! 

P!C^issh.Pk.e..  1918.41% 


Pw 
Value. 

$10,000 
16.000 
11.000 

160,000 

26.000 

256,000 

80.000 


Market 

Value. 

$9,900 

14,860 

10340 

139.600 

26.300 

262.460 

30,300 


Bowoa  OwNin.— Coni. 

Pittsbui«h.  Pa.,  serial,  c.  1922.  4  i% . . . . 

Portland.  Ore.  wat.  1.,  e.,  1917.  5% 

8anDie8O.Cal..pk.impi..e..l918-20. 4i% . 
San  Fran.,Cy.A  Co.oi  mun jtjy..l922-37, 

Yonkere*.  n!  ¥.','««.,  1916!  6%.'.'. ! 
Youngstown.  0..  mun.,  e.,  1917-21,  6% 

C.  B.  A  Q.  R.R..  gn.  m.,  1958,  4% 

Un.  Pac.R.R.,  1  In.&  r.  m.,  2008.  4%. . . 
Am.  Tg.  &  Tl.,  ool.  tr..  c.  1929.  4%. . . . 
Laclede  Gas  Lt.  1  m..  g..  1919,  6%. . . . 


Par 

Market 

Value. 

Value. 

$15,000 

$15,150 

14.000 

14.280 

25,000 

24.760 

60.000 

61.265 

25.000 

25.260 

25.000 

26,620 

16.000 

14,100 

36,000 

33,250 

25.000 

22,250 

25,000 

26,600 

Totab  (book  value.  $717,662) $760.000      $734.046 

MISCELLANEOUS:  This  company  formerly  transacted  a 
casualty  reinsursnoe  busineas  in  the  United  States,  but  in  1913  it 
changed  its  charter  and  b  now  licensed  to  do  a  fire  riaosurance  bun- 
nesB  only.  Home  office  statement  Dee.  31, 1913,  shows  a  capital 
of  $500,000,  a  capital  reserve  fund  of  $120,000  and  a  profit  bal- 
ance of  $66,663. 

U.S.  TRUSTEE:    N.  Y.  Life  Ins.  &  Trust  Co. 

TERRITORY  COVERED:  The  company  is  licensed  m  Ark. . 
Cob.,  Del..  111.,  la.,  La.,  Mass..  Mich..  MisBm  Mont.,  Nev..  N.  H.. 
N.  J..  N.  v..  N.  a,  0..  Pa..  Tex.,  Utah  and  W.  Va. 


JAKOR  INSURANCE  COMPANY,  Moscow,  Russia. 

United  States  Managen.  Mutienbecher  A  Ballard,  Inc.,  New  York.    Organised,  1872. 

(United  SUtes  Branch  Statistics.) 


Tiii 

Amta 

Uaearaed 
Premtmns 

Surplus 

Net 

laCmiUJDDS 

Total 
Income 

Losses 
P&id 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

(+)  Rec'd 

from  or 

(~)  Remit 

to  H.  0. 

mi 

2,611,009 
2.498.135 
]J4a;3S2 
1.760337 

$3,004,553 
l/iQ6,219 
1,675.839 
1.249.556 
1.070.388 

$480,479 
606.943 
605,052 
465.663 
474,786 

$2,822,426 
2.602,360 
2.659.276 
1.896.718 
1.779.661 

$2,984,662 

2.606311 
2,634.876 
1.961.930 
1.830,665 

$1.769349 

1.619369 

1318,930 

1.0703M 

813.192 

$927,006 
720.427 
766.908 
536,691 
480.972 

$2,606366 
2389.996 
1.986338 
1.607.081 
1,294,164 

$1.823372     —$76374 

1394.909,     —126.000 

1373.073|      —76300 

1.081391     —180.000 

861,112       -90,000 

Assn. Dk. 21, 1914.  Liabiutm.  Dio. 31. 1914. 

kedl $2,408,265    Looesunpakl $361,821 

•^ 262.2S1    Unearned  prems....  2,004.663 

tffBU'bslsaeea....       162,047    Other fiabifitieB 10.000 

lawit 33,760  

Total  liabilities...  $2,876,874 
Surplus 480,479 


T«il 


$3,856353       Total $2,856,863 


has.  $273,695;  investment  profit.  $133,804. 

^BISKSANDPBBMIUMS:    Fire  risks  n  farce.  December  81. 
lHg.111340;  preniaBB  tfaown.  $3,759386. 

BirSDISB  IN  U.  8L  SINCE  ADMISSION:     Ptemiums  n- 
$13306340;  Icmmb  pud,  $6,701332. 

Par 
BONDS  OWNED:  Value. 

^P^ief^m9.4)% $26,000 


50.000 


J*^  Md,  sr.  IM).  U  wg.,  1961, 4%. . . 

gini,llsii..p3:pk.aL,M,1918,4%  85,000 

w,Ma«.,TCgL,  i«8,8i%7. 60300 

gW».N.Y-gia£  «r^  icg.,  1917,  H%.  15.000 

^H-Ypt.  1^^,1961, 4% 

«a«o,nL,€nba.eL,1920,4% 

JttpfliB.  Ol,  nm^  e..l915.16. 4% 

MOi  in,  1^^1918, 4% 25300 

^toe,<),tt.  itt8,5% 26300 

\fL^.5% 20300 

»UBiT..IIaK,wi«.ktt.nc4«M.8«%         25.000 


60.000 
50.000 
25.000 
26300 
50300 
60.000 


Market 

Vahia. 

$26,260 
49.000 
36,000 
47.000 
14350 
48300 
48300 
34.750 
24.750 
60.000 
60.500 
26,000 
26300 

20.000 
23,000 


Bonds  Owned. — ConL 

Ga.  SUte.  c,  1916. 3i% 

Gleos  Falls.  N.Y..  sr.  r.,  reg..  1923-25. 4}% 
Grand  Rap.,Mieh..wat.ext.reg..l924, 4% 
Hartford,  Conn.,  mun.  g..  reg..  1933. 4i% 
Hudson  Co..  N.  J.,  bg..  c,  1939.  4}%. . . 
Jamestown,  N.  Y.,  wat.reg..l915-17.4|% 
Jersey  City,  N.  J.,  bosp.  g..  c.  1935. 4%. 

Kansas  Cy^  Mo.,  g..  c.  1930, 4i% 

IQnf  Co.,  Wash.,  barb.  g..  c,  1931, 41%. 
Lewiston.  Me.,  wat.  loan,  c.  1917,  5%. . . 
Los  Angdes,  CaL,  barb.  mip..  reg..  1931- 

86j4j% 

La.,  State,  g..  c.  1915-6, 4i% 

Memphis.  Tenn.,  poL  sta.  &  &e  eng.  hse., 

e..l960,4i% 

Minneapolis,  Minn.,  c.  1917. 4% 

>lis.  Minn.,  rag.  1918.4% 

>lis,  Miim..  pre.  pmt.  rer.  f.,  c. 


1942.4% 

Newark,  n  J.,  cp., 
Newburgh.  N.  Yl 


teg..  1930. 4% 

Jewburgh,  N.  YLwst..  tag.,  1930. 4%. . 
Newcastle.  Co.,  Del.,  big.  com.  g.,  reg , 

1929-32.44% 

New  Rochelie.  N.  Y.,  mun.  imp.,  reg., 

1916-20, 4i% 

N.  Y.,  Cy..  ep.  stk.,  reg.,  1967, 4i%. . . . 
N.Y.,  St.  1.  for  hgwy.imp..reg..  1958,4% 

Norfolk.  Va..  app..  reg.,  1940. 4i% 

Norfolk,  Va.,  9Ui  wd.  mip.,iec.,1942, 4i% 

N.  C.  State,  reg.,  1919.  6% 

Omaha.  Neb..  5th.  e.,  1924. 44% 

Omaha.  Neb.,  4th,  c.  1934, 4{% 

Patcrson.  N.  J.,  ac,  reg.,  1984,  4%.. . . . 


Par 
Value. 
$25,000 
25,000 
60.000 
25.000 
75,000 
22300 
60.000 
60.000 
25.000 
20.000 

50.000 
100,000 

25,000 
25,000 
26.000 

26.000 
50,000 
25.000 


Market 
Value. 
$25,000 
25.750 
48.000 
26.260 
77.260 
22375 
48.500 
61.600 
24,760 
20,400 

50300 
100.000 

25,000 
26,000 
26.000 

24300 
49300 
24300 


50000         60.660 


25.000 
300.000 
50.000 
26.000 
26.000 
40.000 
16,000 
10.000 
36.000 


36300 
814.000 
51,000 
24.000 
24.000 
42300 
15.160 
10300 
3430O 
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JAKOR  INSURANCE  COMPANY,  Moscow,  Kaisiz.— Continued. 


Banoa  Oimi>. — Conf. 
F«n.  Ct..  lU.,  bi.,  <:..  lUI-2.  *%.. . 
Pit«.uii,  Ft,  c.  1»U,  »%.  ... 
Kttdmfh,  Pl,  k..  r^..  1122,  41%- 
Kltabonb,  ?k.  Lou.  n«.,  isao,  31^ 
PortluKTOn..  nt.  c.  I9S4,4%.... 

St.  Louii.  Mo.,  «.,  IKS.  4% 

Gt  hoi,  Minn .  nt..  t«.,  1«IS,  t% 
SdtL«l»CSty.Ut»li.i         ■—    "" 
8ia  Diggo,  C2..  Mu. 
8»nF™n..Cy>'"-   " 
-30.  S%..,, 

Seatlk.  Wuh.,  iud.,  q,.  ikib.  >i7o 

Ttama  Co.,Vt.«iU  h(..ni|.,lt31-4,t% 
ToIhIo.  0.,  bi.,  R«^  1833-8.  41% ... . 
Tnetam  N.  JT.  C.  H,  n*..  ISN,  4%. . 
Wdbata  Co..N.V..AlnBha..r4.,  1838. 


I,  CJ..  Mu.  iDojH,  1817.  S% 
.Cy.4Co..C»r^o(J..(i.,  IKT 

,;  I»18.'4i%'.! 


ir.HoinkOkN. 


lOJOO 

si.an 
so,too 


BoKM  OwinD.~<7«l. 
WoaQBcket.R.I.,f.,ci..  1»4I.  4i%.... 
Yonkn.  N.  Y.. r«.,  181B. *i%... 


mjKO      KM 


THE  LAW  UNION  AND  ROCK  INSURANCE  CO., 
London,  England. 


(UniMd  8I«M  Bnneh  BUtirtinL) 


YUB 

^  'E=i 

Sopl- 

»i. 

Totel 
InniD* 

Pud 

EHH.. 

SS.^ 

I— 

s 

1.173.M9I        44S.472 

SI  s 

sn.os! 

138.870 
137.313 

I373.B14 
448.811 

4S7J43 
431.217 

■as 

4MJ«: 

443.^53 

312.243 
2U3«8 
I  PI  .480 

%mjM 

t44l.0« 
433.H 
II4.S4T 

tm.us 

^ 

Inunt... 

OtbHwri 


.  II  .320.98 


ToUl 11.320.888 

■anent  irofit,  t7G.M0. 


Id«,  117.337:  ii 

PREMIUMS:    Fin  r  tka  in  [ortc. 

miumi  Uxnon.  8770,333. 

N  U.  S.  SINCE  ADMISSION: 

N):  toiH  pud.  13,244,838. 


S.  t.,  Cy .,  to  igU.;  1041,  Si^' .  .V 
__,  Y..  (*,  W  Two,  lM2,St%, . , 


200.000        173.000 


t.,G,.19S7,41'7,.    

V..Cy,.mt.iH    . 

Y.,  Ci..  1867. 4)' ,     

Y,.  Cy..  nip.  mu..  mi.  H% 

T.,8tal«.lirfy.in-I>.  WW. 4%. 

-'— ■  Ore.  w»t..  l'J.>:i.  3'i... 

RUmuL  Vt.',  IftV  t  .  '      ... 

A..T,4S,F«Hy„cv.  l!i35-«0.  4':i.... 

Dtl.  ft  Had,,  1  i.n:.lVlHii 

lU.C«nLR.H..lSS3.  r 

L.I.R.R..r.»L.  IWU  i  ;     

[(.Y.CAH.1LRK.,L.^  <:ol..  1888.31% 
P,  a,  C.  *  8t  L,  E  K. ,  IIHO,  41':l 


PsUuiLOr 
PnrtluvCOi 


Bona  um  Smca  Owrid.— (M. 


ffte.*, 


Pitli.,  Pi.  W.  ftChi.  Ry..m 
Pittt.Ft.  W.4CliLHy..r 
Raoi.  1  Su-.  H..R.,  p- 


.    I1.»3,SOO    11,1* 


81,5:2.933.  ud  ^ , 

U  8820,238.     ContuntiOD  la 

Su  nvOBOO.  1903,  6338.000. 

by  mnituziui  froa  hcow  dSos.  Dnoil  in 
N.  Y.,  (233,000. 
UNITED  STATES  TRUSTEES:  tnim  Tnat  Co.,  New  V 
FIELD  MEN  AND  TERRITORY  COVERED;  Bi!  t  I 
<lu«.  U.  8.  luunn.  40  Jokn  K-  N«ir  Ycifc.  eomini  C< 
IM.,  D.  C,  luTlad.,  Md.,  Mu.,  Ukh.,  tfion.  Nob, 
J^  N.  Y..  O..  P...  R.  !.,  W.,  W.  Vt,  Wa;  8p«Bl  MK 
Wilts  O.  Sloce,  J,  H.  Rideny,  ud  AInn  P.  Lbvd.  A.  F,  f 
A  Co.,  Chiago,  muwn  for  Cook  Co,,  lU,.  Hmy  H.  » 
8ftn  Fruoisoo,  ououer  for  Pvdfic  Coul.  dDTfri^  Alu..  i 
CL,  CoL.  Id»..  Mom,,  Nn.,  On..  Ouh,  WiA,  Wyo..  >t 
■^U,  J.  F.  CuiToil,  E.  M.  Brsdcoitcin  ik1  N.  L.  N^bd.  J.  1 
DiiDU.  MDntnul,  nunuir  {«  Can.  Tbe  oanii;  openb 
AIh.,  Am..  C*).,  CdoTCoiin..  DtL,  D.  C,  Hvi.,  Ifh.,  HI., 

Md.     M«-     Mi-i"      Minn     U„-*      *'  ■       ■'  "■'     '      >■'     '■ 

0™.._Pi 


REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


199 


LIVERPOOL  AND   LONDON  AND   GLOBE   INSURANCE  COMPANY, 

Ltd.,  Liverpool,  Eng.§ 

H.W.EUoa;  Dwotar  Ifuaoer.  G«o.  W. 
kBLTrA. 


Weed;  Haoafer, 
John  W. 


W.  Eoft,  Neir  Yoik;  AMtent 
,_W.  8._WaR«n,Cliiea8o 


Ghum,  Sen  Frmndioo, 
(United  Stetci  Bnneh  StatiitMs.) 


AMtnnt  Pspatf  MaoMW.  J.  B 
»:  Mananr,  Ckraiee  F.  Low,  New 
Orsuiisea,  18S0. 


B.  Enmer,  New  Yoik; 
Orkene;  llnnngr, 


Yta 


»14  $14,778^ 

1912  U^Tlfl^TH 
1911  13»7n.7Q5 
1910  I  13.745.408 


Unettned 
nemnune 


ff,ff82.<ffig 
8.S0I|,«22 
8.2W.0M 

7.345.«77 


SorphiB 


14.811.587 
4.829X)18 
4.013.519 
4,491473 
5.155.974 


Net 


*$B.687,549 
8,908,995 
8.888.107 
8.393.317 
8.001.144 


Total 
Ineome 


10,260.633 
0322,393 
9.852,204 
8345,724 
8.480310 


Fkid 


•85302.918 
4.740,874 
4360358 
4358,104 
3.965.158 


88,106,626 
3,048307 
3.197338 
2353,934 
2.678,452 


Total  Ex- 
penditurea 


88.4013M 
7.789.181 
8.057391 
7,410,038 
6.643.610 


Ineoired 


85.357.083 
4.641318 
4,796.122 
4.455,136 
4320.738 


(-H)  Rec'd 

from  or 

(~)  Remit. 

to  H.  0. 


— 837B333 
—1,030.496 
—1310,657 
—1338.013 
—1.722373 


Uaearnid 


infllade  amoonta  zeobimable  on  perpetoal  polioiea.    *  Inabdea  1706,468  marina  pranioma  and  8360334 


Ams,  Die.  31, 1914. 

Bal  estate $1,647,345 

Mflrtpgekani 2,961,764 


BradiiBdrtoekB 
LmoQlifepdicy 

ciA .. .  rr. 

Moti'labaoeB.. 
blaestandraitL 

Olbff 


6.193315 

100 

1387,057 

2,272.049 

107,305 

3315 


Ts^ri 


$14,773,060 


LunuTixB.  Die.  31, 1914. 

LoaBeeanpaid $1,116,798 

Unearned  prema ....    8,543,499 

Perp.  dep.  dec! 179,434 

Other  liabilitieB 211.737 

Totalliabilitiea...  $0,961,463 
Snrphia 4,811.587 

Total $14,778,060 


profit,  $12,966;  tnveateent  pnftt,  $658324. 

ilSES  AND  PREMIUMS:  Fire  riaka  in  foree  (exeept  per- 
ffsak),  Deeember  31,  $1317366.967;  premtuma  tlmeon. 
Ui.m,1S»:  marine  an^  inknd  As  in  foroe.  $28,204,251;  pr»- 
B»  thmn,  $680,066:  perpetaal  fire  riaica,  $6363,158;  depoait 
vaamam  thereon,  $188378. 

BUaNEBB  IN  U.  a  SINCE  ADMISSION:  Fhaniuma  re- 
tBftd,  9211.782340:  loaaea  pud.  $142.249315. 

KL4L  ESTATE  OWNED:  Comprisea  8  paroeb.  of  which  the 
"■faoBd  book  Tahw  ia  $1300399.  and  the  market  value  ia 
fiWMS,  The  loeationa  of  the  buildinsi  and  their  respeetive 
book  lad  market  Tnhma  are  aa  foOowt:  N.  Y..  45  William  at., 
$3UR  1850,000:  N.  Y.,  82  WiOiam  at..  $331,747,  $341,934; 
^T.  3t>^  Prince  at.,  $79,458;  331-337  Wabut  at,  Philn.. 
S^Mi,  9126300:  158-160  Qraeiw  St.  N.  Y.,  $68,036;  114-118 
7  17;k  Su,  N.  Y.,  $147307;  392  E.  117th  St..  N.  Y..  $11,473 
GT.gstkSt.N.Y..  $23,637.    There  are  no  ineumbrancee. 

MORTGAGE  LOANS:  All  bat  two  of  the  71  lonna  are  upon 
-Vv  Yorii  Gtj  propstiea.  The  total  amount,  $2,961 ,764,  iapro- 
(«eed  fay  real  eatnte  to  the  eatimatedvahie  of  $5391300.  There 
«»  9256  of  istereat  owdue  on  December  31,  laat.  The  largeat 
kvi  are  oae  of  9350.000  on  800-804  Broad  at..  Newark.  N.  J.. 
^•iaei  It  9742,750;  $100,000  on  234  Centnl  Pk.  W.  (valued  at 
f}».V»\,  $100,000  on  2643^  Broadway  (valued  at  $162,000); 
imOQO  ga  13»-141  Franklin  at.,  N.  Y.  (vahied  at  $26O,00OS; 
tSiXno  on  N.  E  cor.  117th  at  and  St  Nichoba  are.,  N.  Y. 
'nhedat  9190.000);  and  $125300  on  N.  W.  cor.  117th  at.  and  7th 
»«•.  .S.  Y.  (Tilned  at  $190,000). 

B0XD6  AND  STOCKS  OWNED:  Par  Market 

BoTras.  Vahie.         Value. 

;;4,1925.4<^e  $100,000  $111,000 

I  \Ger.^l961,3% 7.500  7376 

B<raSDoCo7N.M..1915,5% 5,000  5.000 

S^,1915,4i'c  10,000  10.000 

SYS«e,  canal,  1928.3% 60,000  60,000 

N  I .  State  canal.  1957, 3% 163,000  161,370 

J.  TStrte,  canal,  1958.3% 820.000  316.800 

v\  State,  bcwy.  imp..  1958,4% 100.000  102,000 

„»",LRiT.unp..  1926,4% 60,000  51,000 

;.«lO.,pLiji8p..  1927,4% 50,000  51,000 

C  JC^Cfc,  1922,3J% 125,000  120,000 

J  jC^cp,  1928-42,  3i% 235,000  196380 

i^i- C.  cp.  tap.  tnan.,1949, 3  J% 660,000  489,500 

/jtkcatd,  V».,  r..  1938. 4% 52.000  48,860 

^<rfCol^l934.3i% 100,000  104,000 

-}.r4S.FeR.R.,gn.m-.  1995.4%...  100,000  96,000 

At.  Cc«  Line,  I  cm.,  1962.4% 250,000  235,000 

JV  Cam  Line  BJL  cv.,  1939,  4% 100,000  94,000 

At^  CoMi  Li^  R.R.  (LAN.),  col.,  1962, 

>**r     50,000  46.000 

I  tgR-R-,ev..  1933.4*% 24,000  22,080 

^*P.BA,ea.m.,19tf.4iyo 100,000  101,000 

i  Tnaauta  fire  and  maiioe  boaineaa. 


Bonds  and  Stocks  Ownbo.— C<m<.  Par  Market 

Bonds.— <7on<.  Value.  Value. 

W..  S.  &  S.,  1  m..  1060.  4% $70,000  $60,900 

C.  A  Nwn.  Ry ..  gn.  m.,  1987,  4% 200,000  190.000 

C,  M.  A  St  P.  Ry ..  1  m..  1921 .  5% . . . .  102,000  106.060 

C.  M.  A  St  P.  By.  or.,  1932, 4i% 89,000  30.780 

fine  Ry .,  ca.  m.,  1920, 7% 186,000  207.200 

Cirand  lYunk  of  Can.,  eq,,  1922,  4i% . . .  100,000  97.000 

Qt  No.  By.C3A  Q.Rll4t,1921,  4%. .  200,000  194,000 

I.  R.  T.,  1  &  r.  g..  1966,  5% 100,000  99,000 

Leh.  C.  A  N.,  ca.  m..  1954. 4i% 100.000  100,000 

L.  &  N.,  1955.  47o 150.000  135.000 

M.A  E.  RJt,  1  r.  g.  m.,2000.  3i%. . . .  100.000  87,000 
N  Y.,  N.a&  H.RJI.  H.R.A  P.  R.R..1  m.. 

1954, 4%: 60,000  45.000 

N.Y.^.R.R..lm..  1946,4i% 60.000  85,000 

N.&W.R.R.,ey.,  1932,  4% 23.000  24.150 

N.  &  W.  Ry.  ey.  g.,  1938, 4}% 33,000  34,660 

No.  Pae.  Ry.  prior  in.,  1997. 4% 100.000  96,000 

So.  Pae.  or.,  1929,  4% 360,000  301,000 

So.  Pae.  San  F.  Tm.  1  m.,  1950,  4% . . . .  50.000  42.500 

So.  Ry.,  1919,  4% 2,000  1,640 

So.  Ry^  1  ca.  m.,  1994,  5% 100.000  106,000 

St  L.,  I  M.  &  So.  R.R..  gn.  m.,  1931 . 5%  150,000  153,000 

Union  Pae.  RJl.,  1  m.,  1947,  4% 100,000  97,000 

Waahi^n  Tm.,  1  m.,  1945,  Zh% 200,000  168,000 

N.  YTtL.  1  gn.  m-.  a.  f.,  1939,  4i% 100.000  98.000 

Stocks. 

A..  T.  A  S.  Pe.,  p 60,000  51,500 

B.4  0..P 80,000  64.800 

ChL,  M.  &  St.  P.,  p 260,000  348.400 

ChL  A  Nwny  c 100,000  133,000 

Clev.,  Cin.  d  4  St  L.,  p 100,000  50,000 

ni.  Cent_j 83,000  70.555 

Norf.  A  WT,  P 220,000  195,800 

So.R.R.,p 100,000  68.000 

Un.  Pae.,  p 200,000  166.000 

Underwnten  Salvage 1.000  1.500 

On.  Adj.  Bureau 300  300 

Totals  (book  value,  $6,681,010) $6,489.800    $6,193,515 

MISCELLANEOUS:  Thia  company  began  buaineaa  in  the 
United  States  in  1848.  Ita  home  office  atatement  aa  of  December 
31,  1911,  ahowed  aaaeta  amounting  to  £11,674,284,  a  aubacribed 
capitel  of  £3^262,200.  and  a  paid-up  capital  of  £1.051,440.  The 
Liverpool  A  London  A  Ok>be.  of  N.  Y^,  la  controlled  by  the  aame 
intereata  aa  dominate  thia  company.  (Conflagration  loaaea:  Chi., 
1871.  $3,230^91;  Boston,  18^31,427^  Baltimore,  1904. 
$1,051^;  Roeheater,  1004.  $60,000:  Toronto,  1004,  $150,000; 
San  mneisco.  1906,  $4,522,905.  Chicago.  Boston,  Baltimore 
and  San  Franciaoo  losaes  were  paid  chiefly  by  remittancea  from 
home  oflSce.  Valuea  of  special  deposits:  Va.,  $48,860;  Ga., 
$10,000;  N.  M..  $10,000;  Ohio,  $100,000. 

UNITED  STATES  DIRECTORS:  John  A.  Stewart.  Thatehsr 
M.  Brown,  Walter  C.  Hubbard,  Edmund  D.  Randolph. 

FIELD  MEN  AND  TERRITORY  COVERED:  Henry  W. 
Eaton,  manager;  G.  W.  Hovt  deputy  manager;  J.  B.  Kremer, 
aanatant  deputy  manager;  T.  A.  Weed,  agency  auperintendent. 
Head  office  m  the  United  Statea,  No.  80  William  at,  N.  Y.,  em- 
braces  N.  Y^N.  Eng.,  Pa.,  N.  J.,  Del.,  Md.,  D.  C.  0.,  Ind..  Ky., 
Tenn..  Va.,  W.  VsTn.  C.  and  S.  C;  J.  M.  DeCamp,  Cincinnati, 
0.,  goiecal  agent  for  0..  Ind.,  Ky.,  Tenn.  and  W.  Va.:  Eastman 
A  Fenton,  Boston,  general  agenta;  W.  E.  Batea.  Phila^  general 
agmta.    Spei^  agenta  in  territory  of  head  office:    F.  W.  Baaer. 
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LIVERPOOL  AND  LONDON  AND  GLOBE  INS.  CO..  Ltd.,  Liverpool,  Eng.-CoBf. 


J.  H.  VreeUnd,  E.  a  Andenon,  F.  Powell,  C.  H.  Smith,  Edward 
Cay  John  M.  Monroe.  A.  M.  Travers,  J.  B.  Knox,  Jr.,  R.  B. 
Dawson.  J.  Arthur  Pulsford,  A.  F.  Sanford*  H.  E.  Reiflinm-,  F. 
H.  Walker,  A.  L.  DeRoaset,  Chae.  B.  Corry,  F.  G.  Snyder^ftank 
Ritchie.  J.  H.  Clinton,  Ernest  A.  Matthews  and  Robert  D.  Wil- 
liams. W.  S.  Warren^  175  Jackson  Blvd.,  Chicago,  III.,  manager; 
Hugh  R.  Loudon,  assistant  manager;  Richard  H.  Puroell,  deputy 
ass't  mgr  for  Colo.,  111.,  la.,  Kan.,  Mich..  Minn..  Mo.,  Mon.,  Neb., 
N.  MTTn.  D.,  S.  D..  U.,  Wis.  and  Wyo.;  A.  M.  Upham,  Des  Moines, 
la.  State  agent  and  J.  C.  Harty,  Fort  Dodge.  la.,  special  agent 
for  la.;  A.  B.  Davis,  Fargo,  N.  D.,  State  asent  for  ISl.  D.:  W.  P, 
Robertson,  Detroit,  Michl,  state  aoent  for  Mich,  and  M.  Brown, 
Jackson,  Mich.,  special  agent  for  Mich.:  Qeo.  Q.  Williams,  Mil- 
waukee, State  agent,  and  A.  T.  Jones,  Milwaukee,  special  agent 
for  Wis.;  E.  E.  Wells,  St.  Louis,  Mo.,  State  agent  and  L.  E.  Cate, 
QMcial  agent  for  Mo.;  State  agent  and  J.  W.  Rodgers,  imecial  agent 
for  Mo.:  M.  W.  Van  Valkenburg.  Kansas  aty.  Mo.,  State  agent, 
and  0.  W.  Doleng,  Topeka,  Kan.,  special  agent  for  Kan.;  D.  H. 
Painter,  DenverMjolo.,  State  agent  and  Geo.  W.  Dodd,  special 
agent  for  Colo.,  Wyo.  vnd  N.  M.,  Chas.  Caldwdl,  Lincoln,  Neb., 
State  agent  and  Geo.  B.  Campbell,  Linoohi,  Neb.,  special  agent 
for  Neb.:  J.  G.  UpdKraff.  State  agent,  Sioux  Falls,  S.  D^-  Q.  F. 
Krumdick,  Minneapous,  Minn.,  State  agent  and  W.  U.  Knight, 
special  agent  for  Minn.:  Grant  R  Brown,  Salt  Lake  City.  State 
agent  for  Utah,  Mont.,  M.  C.  Rathbum,  Chicago,  111.,  State  agent 
and  W.  W.  Moore,  Chicago,  111.,  speciid  went.  So.  lU.;  J.  R.  Cooper, 
Minneapolis,  Minn.,  apkaal  agent,  hul  department;  Daniel  J. 


Harrigan  and  T.  A.  Barbae,  Chicuro,  special  agents  for  Co)k  Co., 

111.  Robt.  P  Fabi,  manager;  Thos.  H.  Anderson,  aaeistaQt  raiDiar, 

444  California  st.,  San  Francisco,  Cal.  for  Gai,  Nev..  Ore.,  Idn, 

Aria.,  Wash,  and  Alas.    Special  amats:  R.  G.  Brush  lod  L  B. 

Chandler,  Los  Angeles,  for  So.  Ciu.  and  Aris.;  R.  H.  Boontm 

and  Harrison  Houseworth,  San  FVancsioo,  for  CaL;  Georee  F. 

Guerray,  Seattle,  Wash,  for  northern  Ida.  and  Waah.;  FVuk  l 

Atkins,  Portlahd,  Ore.,  for  Ore.  and  southern  Ida.:  Geo.  J.  Jans, 

San  Francisco,  Cal.,  for  Cal.  and  Nev.;  C.  S.  Myiieh.  reaikat 

special  agent,  San  Francisco,  Cal.;  Clarence  F.  Low.  New  Okaia, 

La.,  manager,  J.  G.  Pepper,  assistant  manager;  K.  H.  Cokoek,  Jr., 

deputy  assistant  managsr  for  Ala.,  Ark.,  Fla.,  Ga.,  La..  .Mis.. 

Okla.  and  Tex.;  Robt.  C.  Reid,  and  B.  P.  Walker,  Jr..  Atia&U. 

Ga.,  special  agents  for  Ga.;  Cliff  G.  Key,  Montgomcfy,  Ak  ud 

Wm.  U  Hackney,  Birmingham,  Ala.,  special  agents  for  .Ak: 

Jno.  A.  Whitner,  JaekaonviUe,  Fla ,  special  agent  tor  Fk.;  F.  .A. 

Burtschell  and  P.  M.  Marshall,  Dallas,  Tex.,  special  anati  for 

N.  E.  and  N.  W.  Tex.;  Heniy  Ferehand.  San  Antonio,  Ta., 

special  agent  for  S.  W.  TeoL  and  R.  B.  Price,  Houston,  raeeUi 

agent  for  S.  E.  Tex.;  Edw.  K.  McDowell  and  Gsy  F.  Elliott, 

Jackson,  Miss.,  special  agents  for  Miss.;  F.  L.  Renner.  New  (Mem, 

La.,  special  agent  for  La.;  J.  B.  Sharpe,  and  J.  C.  Smithi  Okh. 

City,  special  uents  for  Okla.;  Dsn  E.  Wilson,  Little  Rock,  Ark., 

special  agent  tor  Ark.;  C.  A.  Bowerman,  Okkhoma  City,  Okb. 

and  J.  P.  Watson,  Dallas,  Tec.  brm  special  agents.   The  wo- 

pany  operates  in  all  the  States  and  Territoria  in  the  United  Suta 

and  in  Canada. 


THE  CORPORATION  OF  THE  LONDON  ASSURANCE,  London,  Eng.j 

United  States  Manager,  F!re  Branch,  Chas.  L.  Case,  New  York  :    United  States  Managers,  Marine  Branch,  Chubb  k  Son,  New  Y«t 

Orgamied,  1720. 

(United  States  Branch  StatistioB.) 


TlAB 


Assets 


13,913,429 
3,778,267 
3.832,727 
8.754,561 
3,665,813 


Unearned 
Ptamiums 


12.292,776 
2,248.641 
2,113,205 
2,058,925 
2.049.888 


Surplus 


$1,001,246 
1,103,605 
1,201,364 
1,233.687 
1,195.076 


Net 
Pnsniums 


12.751,677 
2,638,900 
2,711,287 
2,521,559 
2.561,091 


Total 
Income 


$2,897,423 
2.774,444 
2,842,160 
2.651.038 
2.681.443 


Paid 


•$1,625,077 
1,364,949 
1.342.487 
1,252,329 
1,261,730 


$1,062,899 

1,050,231 

975,067 

937,994 

928,486 


Total  Ex- 
penditures 


$2,687,976 
2.415,180 
2,317,554 
2,190,323 
2,190,216 


Ineozred 


$1,783,230 
1,360,529 
1,361,090 
1,277,775 
1,832,034 


from  or 

(-)Hauv 

to  H.  0. 


-$10M 

-379, 

-37^11 

-171 


•  Inoludes  $600,184  marine  premiums  and  $352,075  marine  1 


AansTB,  Dm.  31, 1914. 

Bonds  and  stooka...  $3,121,010 

Cash 302,641 

Agents'  balances ....      463,879 

Interest 42,637 

Otherassets 684 


Total $3,930,851 

Spl.  dep.  over  liab. .         17,422 


LuBiumB,  Dbc.  31, 1914. 

Lo«ea  unpaid......     $535809 

Unearned  prems ....    2,292,776 

Other  liabOities.....        83,598 

Total liabilitifla...  $2  912.183 
Surphis 1,001,246 


Total  ad.  aaaeta. . .  $3,913,429       Total $3.913,429 

Underwriting  kios,  $200,036  investment  profit.  $190,421. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$405,270,616;  premiums  thereon,  $4,171,225;  marine  and  inland 
risks  in  force,  $22,710,739;  premiums  thereon,  $206,955. 

BUSINESS  IN  U.  S.  SINCE  ADMISSION:  Premiums  re- 
ceived. $56,611,158;  looses  paid,  $33,388,857. 

BONDS  AND  STOCKS  OWNED: 
Boima. 

U.S.reg.,  1930,2% 

Boston,  Mass.,  pub.  pk.  1..  1920. 3i%. . . 

Cincinnati,  0.,  r.,  1956, 3i% 

Ckv.,  0.,  reg.,  riv.A  harb.,  1926.  4%. . . 
Clev.,  0.,  reg.,  pk.,  1927,4% 


Ga.,  reg.,  1929,  Zk' 

Oa.,  reg.,  1930,  3t% 

N.  if.  C.,  cs.,  1918,  3i% 

N.  Y.  C.  cp.,  194(H|4, 3i% 

N.  Y.  C.  (new  Har.  Hoep.).  1954,  3f  %. 
N.  Y.  C.  (new  B.  Riv.  bg.),  1954,  zl%. 

N.Y.Ccp.stk.,  1965,4% 

N.Y.C.,cp.stk.,  1957.41% 

N.Y.C.,cp.stk.,  1969,4% 

N.  Y.  Stete,  oanal  imp..  1961, 4% 

N.  Y.  Stete  1.  for  eanal  W.  1964, 4i%. 
Portland,  Ore.,  Wat  k»aa,  1917,  5%. . . . 


I  l^mnaeti  both  fire  and  mariiie  insunaiea. 


Par 

Market 

Value. 

Value. 

$10,000 

$0,700 

100.000 

97,000 

55,000 

51,700 

30.000 

30,600 

20.000 

20,400 

6.000 

5,760 

4,000 

3,840 

47,000 

46,060 

361,000 

320,800 

27.000 

23,760 

33.000 

29.040 

50.000 

49,500 

10,000 

10,700 

10,000 

10,000 

100,000 

102.000 

100,000 

110,000 

50,000 

51,000 

Bonne  and  Stockb  Ownsd.— Cont 
Bonds.— Con(. 

Richmond,  Va.,  1924-43, 4% 

A.,  T.&  S.  Fe  Ry.,E.0k]a.,l  m.,  g.,1928,4% 
A..  T.  &  S.  Fe  Ry.,  gn.  m.,  g.,  1995, 4%. 

B.  &  0.  B.R.  1  m.,  g.,  1948,  4% 

Bklyn.  R.  T.  sec.  g.  n.,  1918,  5% 

C^W.  A  S.  H.  RR,  1  OS.  m.  g.,  1931, 5% 

C.  R.  R.,  N.  J.,  gn.  m.,  g.,  1987. 5%. . . . 
C.  A  0.  RJt.  1  cs.  m.,  g.,  1939, 5%.. . . . 
Chi.  A  Erie  R.R.,  1  m.,  g,,  1982, 5%. . . . 
C.,M.4  St-P-Ry^CA  P.W.4n.4.,1921,5% 
C,  St.  L.  k  N.  0.  RR,  g.  L,  1951, 5%. 
C.  C,  C.A  St.L.R.R,l  m..  g.,  1991, 4%. 
C.  &  So.  Ry.,  r.  &  ext.,m.,  g.,  1935,  4i% 

Erie  RR..  Fa.  ool.  o.  g.,  1951, 4% 

Erie  Ry^  cs.,  m.,  1920, 7%. 

Fla.  E.  C.  By..  1  m.,  o.,  g..  1959,  4i%. . 

L.  8h.  A  Miah.So.By.,g.,  1931,  4% 

Leh.  Val.  By.,  1  m.,  g.,  1940, 4f  %. 

L.  L  R.R..  1  08.  m.,g.,  1931, 5% 

LA  N.R.R.1N.O.A  M.,jn,g.,  1930,  6%. 
M.,  L.  S.  A  W.  Ry.,  1  m.,  g.,  1924,  6%. . 
M.  j:^  T.Ry.,  gn.  m.,  si.,g,,  1936,  4f% 
N.  Y.  C.  A  H.  R.  RR.  g.,  d.,  1934, 4%. 
N.  Y.  C.  A  H.  R.  R.R.,M.C.col.,1998,3}% 

N.  Y.  C.  L.  M.  tr.,  1919,5% 

N.  Y.J).  A  St.  L.  RR,  1931,  4% 

N.  A  W.  Ry.,  cv.  g^  1938,  4J% 

N.  P.,  Gt.  No.,jt..  C3.  A  Q.  eol.,1921,4% 

Ore,  Sh.  L.  R.R.,  r.,  g.,  1929,  4% 

P..C.,C.A  StL.Ry.^.cejn.,  1940,  4i%. . 
Reading  Co.A  P.A  F.C.A  I.,gn.nLg.,1997, 

^4% 

St  L.  Swn.  Ry..  1  m.  g.,  1989. 4% 

St  P.,  M.A  M.R7..cs.nLg.,  1933.  6%. . . 
Scioto  Val.A  N.  £.  RRTm-.  g.,  1989,4% 

80.  Pac.  eq.  tr.,  1915-6,  41% 

80.  ftw,,  cv.,  g.,  1929,  4% 


Par 
Vahie. 

855,000 

50,000 

42,500 

64,000 

100.000 

50,000 

25,000 

50,000 

50,000 

25,000 

8,000 

50,000 

100,000 

48,000 

40,000 

25.000 

60,000 

30,000 

99.000 

26,000 

25,000 

25,000 

60,000 

50.000 

100,000 

100,000 

10,000 

100,000 

100,000 

25.000 

15.000 
50,000 
25,000 
30,000 
60,000 
60,000 
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THE  CORPORATION  OF  THE  LONDON  ASSURANCE.  London,  Ung.—CorUiniud. 


Bam  tn  Sncn  OwmD.— Conl. 

fiosBfl.— Conl. 

So.he.KJL,Ir.B.g..  1955.4% 

BklyjiraM  &i,  1  cl  m..  g..  1945.  5% 
Cat  To.  Ga^.T^  1  m^  g..  1937.  5% 

ladiuft  Steel,  Im..  1^1052. 5%. 

Mt6tBd,N.Y.|.BL.  1066.4% 

.Vv  AMtodn  G«,l  etJiL«^19483% 
N.  Y.  Gii  4  B  Ll3^  Pbw^.1948. 4% 

ProT.  Set,  t  (1,1967, 4% 

U.S. M.  4Tr^  1 B.  tr^  g..  1981.  4%. . 

Nflif.4W.Rf,« 


Par 

Market 

Value. 

Value. 

$75,000 

$60,000 

80,000 

31300 

50,000 

51.000 

50,000 

51.000 

25.000 

21.000 

23.000 

23.690 

50.000 

43,500 

60300 

34300 

35.000 

85,000 

50,000         52,000 


ToUh(boo4\nhie,$3.281.99«) $3.262,500     $3,121.010 

MISCXLLA1IE0U8:  Thk  company  be^an  buaiiiea  in  the 
rstedSMetiBl872.  It  aln  eoudoetB  a  manne  insuranoe  branch 
attn  Uated  Stito.  The  home  oflke  statement  as  of  Deoember 
31,  »14,  oT  the  London  AoaraMe  ahoirad  £5,495,401  of  asMta. 
in  abaoibed  eaiatai  being  £896350  (on^half  paid  up).  Con- 
&|ntrai  loMR  Baltimare.  1904,  $195,175;  Toronto.  1904, 
rooOO;  8mi  Rrancwo.  1906.  $4,667^1.  Valoe  of  special 
i^ioMi:  Qa..  19.6(10;  K.  M..  $9,700;  Va^  $53,160. 

ZSTTED  STATES  TRUSTEES:  Oharies  D.  Diokqr.  Jamea 
N  Janie,  JanaH.  Post.  Jwtm  Rnperti.  N.  Y. 


FIELD  MEN  AND  TERRITORY  COVERED:  Charlea  L. 
Case.  United  States  manaar.  N.  Y.;  A.  W.  Thornton,  mana^. 
Paeiflo  Coast  branch.  160  Sansome  at.  San  FVancisoo,  comprismg 
Alas..  Aria..  CaL.  Colo..  Haw.,  Ida..  Mont.  Nev.,  N.  M..  Ore., 
Utah,  Wash.,  B.  C.  and  Wyo.  Special  agents.  P.  R.  Weinmann, 
Sao  Frandsoo,  Cat.,  for  Bay  Cos.  and  North  CoMt  Cos.,  Cal.;  B. 
L.  Pedidd,  San  nmneisoo.  CaL,  for  East,  and  Cent.  Cal.  and  Nov.; 
C.W.  Rohrer,  Los  Angdes,  CaL,  for  So.  Oal.  and  Arts.;  Q.  J.  Roth, 
Portland.  Ore.,  for  Ore.,  aovthara  Wash,  and  Ida.;  P  J.  Perry,  Seat- 
tle, Wash.,  for  nestem  Wash.,  nestem  B.  C.  and  Alas.;  Thos.  S. 
Heath.  Dennr,  C6lo^  for  Cofe..  Wyo.,  Utah  and  N.  M.;  J.  S. 
Johnson.  Spokane.  Wash.,  for  SMtcra  Wash.,  eastern  B.  C.  and 
northern  Idiu.  Mont  Geoml  and  meeid  agents:  John  Loveitt. 
special  agent  for  Me..  N.  H.  and  VL-  Wm.  J.  McEvoy,  spssSal 

rut  for  Conn.,  Mass,  and  R.  I.;  W.  B.  Quigley,  special  agent  for 
Y..  except  N.  Y.  C.  and  subarian  dutaict;  C.  E.  UnderfaiU, 
State  agent,  and  Walter  H.  Efert,  special  agent  for  Del.,  D.  C, 
Md..  N.  J.  and  P^:  Geo.  Leiste.  speoal  agent  for  N.  Y.  suburban 
distnet;  J.  W.  Gordon,  general  agent  for  N.  C,  Va.  and  W.  Va.: 
William  E  Hill,  State  agent  for  IILietulw&ig  Cook  CoJ;  WiU 
8.  London,  State  nent  for  Minn.,  N.  D.  and  Wk;  H.  W.  (Lowell, 
State  agent  for  Mich.:  E  R.  Shoemaker.  State  agent  for  Ind.; 
0.  J.  Gienberg,  special  agent  for  Kan.  and  Mo.;  Clifford  B.  Dye, 
State  agent  (or  0.;  J.  0.  QiiiBtlM,  manager  for  Cook  Co.,  III.; 
W.  H.  Griffith,  special  acent  for  Ab..  Qa.  and  S.  C;  Herbert  D. 
Paine,  special  agent  for  la..  Neb.  and  S.  D.;  Q.  C.  Dick,  special 
annt  for  Ky.  Had  Tenn.;  U.  C.  Hare  k  Co..  nneral  agents  for 
Fla.  The  company  does  bi»iiwn  b  all  the  Stetes  and  Teni> 
tones  excepting  Ark.,  Miss.,  Okk.  and  Tei. 


LONDON   AND    LANCASHIRE   FIRE   INSURANCE   COMPANY,  Ltd., 

Liverpool,  Eng.§ 

United  States  Manager,  A.  Q.  Mclhraine.  Jr..  Hartford,  Conn.    Organised.  1861. 

(United  Stotee  Branch  SUtistics.) 


TliK     AsKti 

Unearned 
xVemmms 

SurpfaH 

Net 

Prenuums 

Total 
Income 

Loses 
Pkki 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

(t)a«'d 

from  or 

(-)  Remit 

to  H.  0. 

m   ti864.S79 
]M     i.4a.4ffl 

12.701.006 
2,700,168 

2470.976 
2,US,206 

$1,784,900 
1,854,123 
1.643,107 
1.6S8.823 
1,456^947 

6f2,662,957 
2,711,700 
2,661.649 
2,675.606 
2.476.585 

12.815,889 
2368,472 
2,807.777 
2.711346 
2,606317 

t6$l,437.042 
tl,226348 
11343,467 
tl311,657 
tl,112,497 

81.002306 
1.000.091 

1.019311 
960,292 
002393 

$2,439,350 
2327,439 
2362,678 
2,171,949 
2.014.790 

1 

11,488346 
1,284.767 
1367391 
1.155,902 
1.185375 

-6899,161 
—217,987 
-881367 
—190386 
-824.181 

tlidndci  1186380  maiioe  pieumuijii  and  $88388  marine  kteses. 
iBdattienent  of  losses. 

Liabhrib,  Die.  81, 1014. 

Loses  vpakl $220,974 

Unearned  jprems. . . .    2.791.006 
Other  liabifitiee 67,409 


t  Losses  inoirrsd  and  losses  paid  inehida 


Awn,  Dk.  31. 1014. 

Bdlalste 8800,000 

^aaditoeks...  2375337 

C«*  • 1,126.120 

ican'bikiees....  534355 

fe* 44,190 

O^mttM 1302 


Total liabiltties...  $3,079,389 
Smp.ns 1,784.990 


ToUl $4381.704 

^cnBipl.ds|k.        17325 


"iMmOa $4364379       Total $4364379 


CidcnntiBg  praSt,  $1743^2:  investmsBt  profit.  $172  961. 

„^  AND  PREMIUMS:  FSie  risks  in  fciee,  December  31 . 
""iO(,73I;  BcaiinnB  thenon,  $5319,162;  marine  and  inland 
»ii  o  fflne.  87323,600;  pranhima  thereon.  $181,007. 

BtSIKEas  m  U.  &  SINCE  ADMISSION:    FtaniuM  re- 
'"*«L  K3.457380;  loesea  pud,  $36,924,141. 

KEAL  E^ATE  OWNED:  Consists  of  the  8-etory  fireproof 
^••bcafiiig  at  57^  WiHam  st..  N.  Y..  book  yahw  $300,000. 
"  *'^     is  partly  oeeopied  by  the  company. 


^'DS  AKD  OT0CK8  OWNED: 
Bone. 

^^\««.I925.4% 

*.J«i.f.  Kg,  1815-22.  4i% 

?5*?iO.,  1917-38. 4% 100,000 

jY.C.€im967.44% 150300 

?«i^3t«iJ?§i:::.v;.::::     ^ 

Va..ie6,4% 60300 

■eand 


Par 
Vahia. 

$46,000 
20300 
70,000 
32.000 
50.000 


Market 
Value. 

851,060 
20,200 
65,100 
32.640 
48300 
101300 
160300 
28360 
49300 
48300 


BoRM  AXtt  Stocks  Owhid.— Conf. 
Boin)e.'-<7oiit 

Rochester,  N.  Y..  r.  wat,  1933,  3}%.. . 

Rochester,  N.Y..nk..  1928  3% 

Schenectady.  N.  Y.,  wst.  ksan.  1923. 4% 

Watertown.  N.  Y..  sc..  1922, 3i% 

Yonkers.  N.  Y.,  wat..  1923, 4% 

Ala.  Midland  Ry.,  1  m.  g..  1928, 5%. . . . 

A.,  T.  ft  S.  Fe  Ry.,  adj.,  1996,  4% 

AtL  C.  L.,  OS.  m.  g..  1963.4% 

BA  0.  R.R.,  prior  In.  g.,  1925. 3}%. . . . 

B.  &  0.  RJl.,  1  m.,  g.,  1948, 4% 

Beech  Ck.  RJl..  1  m.  reg.  g..  1936. 4%.. 

B.  4  S.  R.R..  1  m.  g..  1963, 4% 

C.  of  Ga.  By.,  cs.  m.  g.  1945, 5% 

Chat  Sta..  1  m..  1957,  4% 

C.  A  0.  Ry.,  1  OS.  m.  reg.  g.,  1939, 5%. . 
C,  B.  &  a  R.R.,  lU.  Dnr.,  1949.  3}%... 
C.  M.  A  St.  P.  Ry.  C.  A  P.  W..  1  m.  reg. 

g..  1921, 5% 

C.  MA  Sti>Jly.W.A  M..1  m.  reg.  g.. 

1921,6% 

C,  St  P.,  MA  0.  Ry..  os.  m.  1930. 3|% 
C,  R  I.  A  P.  Ry.,  1  m.,  reg..  1917,  6%. 
C  *  E  ni  R.R..  gn.  cs.  m.,  1937  5%. . 
C.  A  E  RJ1..1  m.  reg.  g.,  1982.  5%. . . . 
C.  D.  &  I.  RH..  1  m.  reg.  g.,  1941,  5% 

C,  L,  St  L.  A  C.  RJt..gn.l  m  jeg.g..l936, 
4% 

D.  ft  H..  1  m.  reg..  1917,  7% 

D.  ft  Rio  G.  RJt.  cs.  m.  g.,  1936.  4%. . 
F.  ft  P.  M.  R.R.,  OS.  m.  reg.  g..  1939, 5% 
Ft  W.  ft  D.  Qr.  By..  1  m..  1921,  6%. . . 
Ot.  No.,  No.  PM.,C3.ftQ.,  j.coI..1921.4% 

Hereford  Ry^l  m.,  1980, 4% 

ULC.  R.R..  (W.  LineB)l  mjeg.g.,1951.4% 


Par 

Marke 

Vahie. 

Value. 

$25,000 

$23350 

50,000 

44300 

5.000 

4.950 

5.000 

4.800 

25.000 

24.750 

25.000 

26300 

4.000 

8320 

25,000 

23300 

106,000 

96,600 

37300 

34.87$ 

27,000 

25,650 

17300 

10,500 

20,000 

21,000 

25.000 

22,250 

57,600 

61,525 

25,000 

21360 

55.000 

5730O 

25.000 

26,250 

25.000 

23,000 

90.000 

93.600 

75.000 

56350 

10.000 

10,800 

20,000 

15,000 

100,000 

91.000 

25300 

27360 

25.000 

20300 

25,000 

16.760 

50,000 

68360 

75,000 

72,750 

10,000 

8,700 

100.000 

91300 
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LONDON  AND  LANCASHIRE  FIRE  INSURANCE  CO.,  Ltd.,  Liverpool.  Eng.-C(wi/. 

BOMM  AHD  StOCKB  OwNID.— CoiU. 

Bonds.— Conf. 

Kan.  Cy.  Tm.  Ry.,  1  m.,  g ,  1960. 4%. . . 
L.  Erie  A  W.  R.R.,  1  m.,reg.g.,  1937,6% 

L.  a  &  M.  So.  Ry.,  d,  1931,  4% 

Leh.yEl.  %.tN.Y.,l  nu«8.g.,  1940,44%. 
If. Ji.S.&  W JKy.,eB.liiLreK.,g..l921,6%. . 
M.JiJ.&  WJly.,a.&  impjijn.8.,1929, 

5%. 

Mo.  no.  Ry..  es.  m.  g.,  1920, 6% 

Moat  Cent.  R.R.,1  m.,  1937,  6% 

N.Y.C.4  HJL  ILR.J.3uxa.,n84.,1998, 

N.lCc.A'StX.RJL4mJr«^^ 

N.  Y.  A  No.  R.R.,  1  m ,  lK7r6% 

N.  Y.,  SJc  W.  R.R.,1  mj.,n8.g.,1937,5% 

Ore.  Sh.  Line  R.R.,  r. .  1929, 4% 

Ore.  &  L.  R.R.,1  Qsjn.g..  194e,  6%. . . . 

Pft.  R.R ,  ey.  m.,  1915,  8i% 

P.  ft  R.  Tm.  R.R.,1  m.  r%.  g..  1941,  6% 

R.  A  D.  R.R.,  d.,  1927, 5% 

8.  A  R.  R.R.,  1  m.,  1926, 5% 

8t  L..I.M.A  8.Ry.,0LA  1.  gt.  g.,1931. 6% 
St  P.,M.ftM.  Ry.,  ea.  m.  reg.«.1933,4i% 

So.  Ry.,  1  CB.  m.  g.,  1994, 6% 

So.  Pac.  RR.,  r.,  1966,  4% 

Tm.  R.R.,  AflnLjB(X.,giLm.r.,  1963.  4% 

Un.  Pae.  R.R.,  1  A  r.  m.,  2008,  4% 

W^  Southbound  Ry.,  1  OLg.,  1960,  4% 
Am.  TL  A  Tg.,  ool.  tr ,  1929,  4% 

Srocsi. 

0.  A  tS.  XwK.,  CD.  p. ...................  If 

Buffalo  A  Sue.  K.R.,  ep.  c 3, 

Buffalo  &  Sua.  RJt,  ep.  c 

Mil  Underwriten  Big.  Afln 

Undenrritera  Salvage,  N.  Y 

Undervritera  Salvage.  Chi 


Pte 

Market 

VahM. 

Vahie. 

160,000 

$47,000 

60,000 

51,000 

60,000 

47.000 

26  000 

25,250 

8.000 

3,300 

60,000 

58,500 

100,000 

102,000 

30,000 

33,300 

60,000 

89,000 

50,000 

47,500 

34,000 

85,360 

3,000 

2,850 

30.000 

27,600 

25,000 

27.000 

50,000 

50,000 

10,000 

11,200 

20,000 

20,400 

20,000 

20300 

75,000 

76,500 

75,000 

78,000 

100,000 

105,000 

60,000 

46,000 

60,000 

44.000 

100.000 

06,000 

25,000 

21,750 

50.000 

44,500 

7,600 

2,250 

3.700 

259 

60 

8 

185 

185 

1.000 

1,500 

1.000 

1,000 

Totab  (book  vahie,  83,071,070) 82,976,935    82,875.888 


MISCELLANEOUS:  Conflagration  loaaeB:  Jackaonville.  1901. 
8146,000;  Baltimore,  1904. 8290.000;  San  Francisco.  1906, 87,264, 
000.  San  Franciaoo  kvaea  were  paid  from  home  office.  The 
company's  home  office  atatement  aa  of  December  31, 1911,  ahowa 
total  aaaeta  amounting  to  £4,016,078,  and  a  paid^p  capital  of 
£264,126.  4,950!iharea  of  the  ci4>italatook  of  the  Orient  Insurance 
Company  of  Hartford,  Conn.,  are  vested  in  this  company,  but 
the  U.  8.  brandi  has  no  interest  in  the  aharea  of  any  other  fire 
insurance  oompainr.  Vahiea  of  apecial  deponta:  Va.,  848,000; 
Ga..E810.000;  N.  M.,  811.100;  0.,  8100,000.    In  fiv»-year  tabU, 


loeaea  paid  indude  adjuatment  expeoaea,  while  tomea  meoned  do 
not 

UNITED  STATES  TRUSTEE:  United  Statea  Mortgaie  k 
Trust  Co.,  N.Y. 

FIELD  MEN  AND  TERRITORY  COVERED:  A.  0.  M^ 
Rwaine,  Jr^  mananr  eastern  Middle  and  Southern  dopartoMDti, 
Hartford,  Coon.;  Henry  W.  Gray,  Jr.,  aganey  seentey,  J.  V. 
Fothergill  and  C.  F.  SohoU.  agency  auperinteodeols:  E.  £.  Pcam, 
local  aeoretary,lNew  York  City;  Chas.  E.  Doz,  39  8.  La  Salle  H, 
Chioagp,  manager;  John  F.  Swford,  fioey  aaperintflDdant,  ud 
F.  B.  Saondera,  aaaiatant  agency  eapermteodent  weatcm  depart* 
ment,  comprising  Dl.,  Ind.,  la.,  Kan.,  Mich.,  MimL,  Mo.,  Nebi. 
N.  D.,  0.,  Okla..  &  D.  and  Wia.    Sam  B.  Stoj,  manager,  WiDiia 

B.  HobkinB,  local  aecrotary  and  J.  P.  Yatea,  tfmey  aoperisteadeDt, 
San  Franoiaqo,  Pfeoifio  department  OQauonamg  Alas.,  Aria..  OiL, 
Colo.,  Ore..  Wash.,  Ida.,  Mont,  Nov.,  K.  MI,  Wya.  Utah  aad 
Haw.  Is.;  Josef  Qivemaud,  apecial  afl^  for  eastern  Um.  aad 
R.  U  E.  J.  Sullivan  and  John  T.  Honn,  Bcoton  for  Me.,  N.  H. 
and  Vt:  A.  H.  Murphy.  Hartford,  Conn.,  apeeial  agent  for  CoBm 

C.  J.  Mahoney.  Newark,  N.  J.,  apecial  agent  for  auburfaaa  lod 
eastern  N.  Y.-  W.  R.  Somerville,  Roohester,  N.  Y.,  special  ifest 
for  western  N.  Y.:  Paul  Turner.  Jr.,  Philaddphb,  j^ipedal 
agent  for  N.  J.,  PhUa ,  Balto.  and  D.  C;  H.A.W.  Happer,  epenl 

rit  for  Va.  and  W.  Va.;  Robt  A.  Hanoook,  genera!  agBot  (or 
C,  S.  C,  La.,  Ala.,  Fla.,  Ga.  and  Tenn.  Special  aseati: 
Leon  B.  Humphrey,  Chark>tte,  N.  C,  apecial  aoeto  for  N.  C, 
S.  C.  and  Fla.:  J.  C.  Curd,  AtlanU,  Qa.,  epeetaT  agent  for  Gt.; 
W.  H.  Ayera,  Montgomery,  Ala.,  apecial  agent  for  Ala.;  Tom  P. 
Williama,  Little  Ro^  Ark.,  apeeial  agent  for  Ark.;  H.  M.  Street, 
general  agent  for  Miaa.;  Beera,  Keniaon  k  Co.,  graeral  agait  for 
Tex.;  Lawrence  Hay nea,  general  agent  for  Fla.  Western  deput- 
meat:  Special  agents,  F.  B.  Saondera,  Chicago  and  W.  A.  Cavaosfh, 
Chiqaco,  apecial  agenta  for  m.;  F.  D.  Buekmaa,  Chicago,  IQ. 
qiedal  agent  for  Cook  Co.;  John  A.  Hoover,  Dajrton,  0.,  for  0 
fluid  Ind.;  J.  W.  Holbnan.  Kanaaa  Qtv,  Mo.  for  Mo.  and  Keb. 
and  Joa.  F.  Kahmann,  &an.  City,  Mo,  for  Kan.,  and  Olda-: 
Carl  Ckuisaen,  Indianapolia,  Ind.  for  Ind.  and  O.;  A.  £.  Fnr. 
Minneapdya,  Minn,  for  M|nn.  and  N.  D.;  C.  Q.  Robertna. 
DesMolS,  la..  State  agent  for  la.  and  &  D.;  C.  E.  Hilfaert  lad 
P..C.  Metager^  Milwaukee,  Wia.  for  Wia.;  A.  C.  Gilbert.  Ikbtcix 
Mich  for  Mich.  Pacific  droartment  special  agents:  G.  L. 
Goodell,  Portland,  Ore.  for  Ore^  southern  Wash,  and  weiten 
Ida.;  Nicholas  Gardner,  Denver.  Colo,  for  Cok).,  Wyo.  and  N.  M.; 
J.  P.  Hague,  Los  AngelM,  for  southern  Cal.  and  Aris^-  D.  H.  Panr. 
Seattle,  wash,  for  Wash.,  Alas,  and  northern  Ida.;  W.  W.  GUmoR, 
Sacramento.  CaL,  for  central  Cal.  and  Nov.;  N.  W.  QaytaB, 
Jr.,  Salt  Lake  Ci^,  Utah,  qwdal  asent  for  southern  Ida..  Moot, 
and  Utah;  Geo.  T.  Richmond,  San  Franeisoe,  CaL,  spedai  ase&t 
for  coast  cos.  and  northern  Cal.  The  company  does  bauam 
in  all  the  States  and  territoiies  of  the  UnitedSUtei  except  IM. 
and  in  Canada  and  the  Hawaiian  Islands. 


LONDON  AND  LANCASHIRE  LIFE  AND  GENERAL  ASSURANCE 

ASSN.,  Ltd.,  London,  Eng. 

United  Statea  Managers,  Edward  E.  Hall  A  Co.,  New  York. 
(United  Statea  Branch  Statistics.) 


YlAB 

Aaaeta 

Unearned 

Surplus 

Net 

Total 
Income 

Loeaes 
Paid 

Expenses 

Total  Ex- 
penditurea 

,{-*-)  Keel 
Losaee        from  or 
Incurred      (— )  Ream 
1    toH.a 

1914 

8552.063 

820.686 

8529.740 

825.037 

836.460 

87,511 

87,5111          81,116' * 

I,  Die.  31, 1914.  LiABiunu,  Die.  31, 1914. 

Bonds 8528.430    Losaea  unpaid 81.125 

Cash 5.556    Unearned prema....        20.698 

Agenta' bahncea....        11.971    Other  liabflitiea.....  500 

Intcreat 6,106  

Total  liabilities...      822,338 
Suzphis 529,740 


Total 


8552,063       Total 8552,063 


Boms  OwKiD.— Ceal. 


Underwriting  kiaa,  84,122;  inveatment  profit,  84,825. 

RISES  AND  PREMIUMS:    Fire  riaka  in  force,  December  81, 
85,017,060;  premhims  thereon,  825,149. 

BUSINESS  IN  U.  S.  SINCE  ADMISSION:    Premhnns  ro- 
eeived,  ^,087;  kwaea  paki,  none. 


BONDS  OWNED: 

Buffalo,  N.Y 

Jneatown,N.Y 

New  Ycik  City 


Par 
Vahie. 

832,000 
22.000 
47,000 


Market 

Vahie. 

831,140 
21.710 
46,530 


Roehetter.N.Y 

Schenectady 

C&O.R^ 

Detroit  River  Tunnel 

Virgmisn  Ry 

Portland  (Ore.)  Ry.  Q.  A  Pr. 
Mngfield  (Mo.)  Ry .  AG... 

Montana  Power 

Chicago  Tl 

IDinoia  Steel 

Tnsiirance  Exch.  Bldg,  7  Chi. 


Pte 

MaiM 

Value. 

Vahia- 

880,000 

«"'2S 

28.000 

23^ 

86.000 

242 

60,000 

46^ 

50.000 

49j00fl 

50.000 

aiffA 

50,000 

4CJI 

26,000 

23^ 

s&ooo 

25j| 

tojaoo 

43^ 

85,000 

35  jl 

Totala 8554,000      8528,4 


MISCELLANEOUS:    This  company  was  adrntttwl  to 
act  buainaBB  September,  1914. 
,U.,  S.  TRUOTEES:     N.  P.  HaUowell.  0.  C.  Lee;  F. 

T^frORY  COVERED:    The  eompaay  ■  KeeiMd  in 
Maaa.,  Mo..  N.  Y.  and  Pa. 
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MANNHEIM  INSURANCE  COMPANY,  Mannheim,  Germany .1 

United  States  MenneerB,  P.  Herrmann  Co..  New  York.    Orsaniied,  1879. 

(United  States  Branch  Statisties.) 


1 

Tm;  iMk 

1 

Unesrned 

Suiphie 

Net 

Total 
Income 

Losses 
Paid 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

(+)  Rec'd 
from  or 

(-)  Remit 
to  H.  0. 

m      951688 

mi    ai;»i 

SlOi     701,746 

341.651 
345,329 
316,645 

$456356 
305.159 
376.734 
346345 
238317 

$1,668,584 
1,436343 
1,417493 
1329.974 
1326.006 

$1,688396 
1,461,118 
1.438.789 
1349.792 
1344.051 

$877,382 
949.031 
769.282 
724386 
762.046 

$471,004 
462.125 
402.468 
384.815 
872.669 

$1,348,386 
1,411.156 
1.171,760 
1,109.401 
1.134.716 

$966,766 
974.409 
867.654 
682.969 
83637« 

—$58,126 

—108,499 

—99353 

+7.188 

—100.287 

iMa,Diall.l914. 

U $836300 

Cub 18387 

Mati'failueM....  350360 

J*w* 10366 

ftiffMKb 4,761 


LuBiUBiB,  Dao.  81, 1014. 

Losses  unpaid $834388 

Unearned  prans. . . .      389,981 
ibuities 


Other  lial 


30358 


T««J $1320.423 

V-h-ofvM..       10300 


Total  lialnlitics...     $754,367 
Sorphis 455356 


TotilML 


.$1310323       Total $1.210323 


profit,  $177,933;  inTestment  profit.  $36,489. 

RISES  AND  PREMIUMS:    Marine  and  inland  ririn  m  foree 
leasts  31,  $41369302;  pramhmifl  thereon.  $759.76a 

jmss  IN  U.  &  SINCE  ADMISSION:    PramhmM  r»- 
iai<«S^.m;  kMBB  paid,  $10329,038. 

BONDS  OWNED: 

feMi,idiwat.l927.4% 

gwiii|dBikr.w.,1928.4% 

JLQf,q».itL,1915,6% 

J  r.C,  ant,  1829. 2*% 

;TC,cjirtL,1920.3i% 

J^Cq».itL,  1980-60. 4i% 

■^Gor^P*toBioo,1926,4% 


Fte 

Maifal 

Vahie. 

Vahie. 

$50,000 

$51,000 

60,000 

51.000 

100.000 

100.250 

350.000 

905.000 

100.000 

97.000 

100.000 

101350 

10,000 

10,200 

BoHDfl  OfnoD.— CmL 

B.  &0.,niarbL.lfi85.3i% 

L.  *  N.  fiJL,  unified,  1940, 4% 

Un.  Pae.  RJL.  1st  By.  A  1.  g.,  1947,  4% 

Chi.  B.  4  a.  jt.  1921. 4% 

ChL,  B.  A  Q,,  Den.  Div.  Ext..  1922. 4%. 


Par 
Yalae. 

$60,000 
25.000 

100.000 
80.000 
25.000 


Market 
Yahie. 

$46,000 
24,000 
97,000 
29,100 
25,000 


Totab  (book  Talue,  $874,106) $890,000      $886.800 

MISCELLANEOUS:  The  oomjpany  began  buaineflB  in  the 
United  States  in  1887-  It  is  eapitalued  at  10,000,000  marks,  and 
its  assets  June  30.  1913.  agnegated  27,844325  marks,  inofaiding 
7,500,000  marks  of  stoekbolderB'  obligations.  Conflsgration 
kMses:  Baltimore.  1904.  $7,763;  San  Francisco,  1906,  $25,450. 
This  oompany  is  under  the  same  United  States  muiagflOMnt 
as  the  Union  Marine  of  Liverpool.  Vahie  of  special  depoeit 
m  Porto  Rico,  $10300;  depoeit  m  Ohio,  $100,000. 

UNITED  STATES  TRUSTEE:  Metropolitan  Trust  Co^ 
New  York. 

FIELD  MEN  AND  TERRITORY  COVERED:  Geo.  W. 
Neare.Gibb8&Co^^CiQcinnati,0.;  Field  A  Cowles.  Boston,  Mass.; 
F.  H.  Osbom  A  Bro..  Chiesgo.  HI.  The  oompany  qperates  in 
Ak..  Alas..  Cal.,  Conn.,  Del.,  D.  C,  Ul..  Ind.,  la..  Kan..  Kj., 
La..  Me..  Mass.,  Mich.,  Mum.,  Mo.,  Neb..  N.  H.,  N.  J.,  N.  Y., 
N.  D..  0.,  Okk.,  Ore..  Pa..  R.  I.,  S.  D..  Teon.,  Tex.,  Vt.,  Wash., 
W.  Va.  and  Wis.,  and  in  the  Domimon  of  Csnada. 


'Thueti  nmine  bnainev. 


MARINE  INSURANCE  COMPANY,  Ltd.,  London,  Eng.1 

United  Stotes  Managers,  Chubb  k  Son,  New  York.    Organised.  1836. 
(United  States  Branch  SUtistics.) 


lU 


Ui 
IVemiuma 


Qi  I  tUll.lS2 
!3       907^99 

S    U0$429 


$181,740 
187328 
181/122 
302388 
242315 


Sorphis 


$639,986 
510.307 
545326 
670367 
464392 


Net 
Premrams 


$956,141 
784.654 
927318 
758306 
818.018 


Total 
Income 


$989389 
816317 
959,944 
789318 
865.970 


Paid 


$497346 
453.936 
372318 
327355 
427318 


$259,993 
325.994 
267352 
255,101 
268,568 


Total  Ex- 
peoditures 


$757339 
779,930 
640,670 
588,656 
606376 


Incurred 


(+)Beo'd 
from  or 

(—)  Remit 
to  H.  0. 


$666,6461 
439,652 
430.787 
816.446 
496310 


-$69,690 
157366 
279.880 
120,146 
162311 


Aara,  Dm.  31. 1914.  Lubilibkb,  Dbo.  31, 1914. 

^ $774,140    Loeiesunpsid $428,114 

m. .      351.104    Unearned prems....       181,740 

169,181    Other  liaUmiee 61.642 

10335       Total  fiabifitifls...     $671,496 
SorphM 639.986 


T'^wdi $1311.482       Total $1311.482 


pnfit,  $16,621;  investment  profit,  $43370. 


^^^AHDFKSMIUMS:    Marine  and  inland  risks  in  force, 
^'""^Sl.  $75,160,688;  premhnns  thereon,  $298,720. 

BC5SE8B  IN  U.  S.  SINCE  ADMISSION:    Fkcnuums  r»- 
«<«ia»361;hsBMpMd,$6,618,18L        ^  ^^    ^ 

Fsr         Maiket 
BONDS  OWNED:  Valoe.         Vahie. 

sjfcfd,  0  fre  dspt^  192S,  4% 

jC.4oek,19«L8% 

'•C^Mv  ■»f!HwH.  1981.31% 

I- CndsdbTfaS.  1962,31%.... 

Y.C^rR>.tna..l964.8|% 

VC,ail^lB4,3j%      

7C..gHtk„1967,4|% 

ITnasKti 


$100,000 

$102,000 

210.000 

199300 

25.000 

24.000 

5300  - 

4.400 

90,000 

79300 

10,000 

8300 

15,000 

16,060 

Bonds  Owmro.— <7onl. 

N.  Y.  C,  cp.  stk.,  1959, 4% 

N.  Y.  C.  cp.  stk..  1960, 4*% 

B.  ft  0.  R.R.,  1  m.,  1948,  4% 

C.,R.L&P.Ry.,lm..  1988.4% 

Den.  A  Rio  Q.  RJL.  imp.  m..  1928. 5%. 
L.  S.  ft  M.  So.  By.,  1  m.,  1997, 3i%. . . . 

Manhattan  Ry.,  cs.  m.,  1990,4% 

Pa.  RR..  J.,  C7.,  1915, 3*% 

Un.  Pte.  R.R.,  1  m.  ft  L  g.,  1947,  4%. . 


Par 

Market 

Vahie. 

Vahie. 

$26300 

$25,000 

137,000 

138370 

25,000 

28360 

'3,000 

2,670 

25,000 

20,750 

50,000 

43,000 

16.000 

13,050 

15.000 

15.000 

60,000 

68300 

Totals  (book  value,  $798.882) $810,000      $774,140 


MISCELLANEOUS:  This  oompany  began  buaincss  in  the 
United  States  in  1884.  It  is  under  the  same  manasement  in  this 
country  as  are  the  Federal  of  Jersey  Cily,  the  London  Assurance 
(marine  brsnch).  Alhanee  Assurance  ana  the  Sea  of  lirerpool. 
The  company  has  a  subseribed  capita]  ci  £1,000,000,  ol  wnich 
£600,000  have  been  pud  in.    Vahie  of  deposit  in  Ohio.  $100,000. 

UNITED  STATES  TRUSTEES:    Guar.  Tr.  Co.,  New  York. 

TERRITORY  COVERED:  The  company  is  licensed  in  Cal., 
ComL,  UL,  La..  Mass..  MidL.  Mmn.,  Mo..  N.  J.,  N.  Y.,  0.,  Ore., 
Pa.,  R.  L,  WasL,  W.  Va..  Wis.  and  Can. 
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MARITIME  INSURANCE  COMPANY,  Uverpool,  Eng.l 

Attorney,  W.  L.  H.  Strnpson.  New  Tork. 
(United  States  Bruoh  SUtiBticB.) 


YmuL 

Aflwti 

Uneinwd 
PMniom 

Soridui 

Net 
PhwniiinM 

Total 

Loiiei 
Fitid 

EiXpenees 

TtotallSs- 
penditnrei 

Loiiei 

+BM'd 

iTooi  or 

(-)R«aiit. 

toH.O. 

1914 
1913 
1912 
1911 
1910 

1310.026 
268,871 
382.006 
364,839 
311,571 

133,966 
40,113 
39,514 
42,935 
61.524 

1255,285 
216.695 
217,179 
212,777 
208.068 

960,009 
27,760 

109.929 
80.127 

135.441 

171,069 
40.731 

120,129 
90,327 

144.660 

131,970 

111,106 

97,560 

87,841 

125.263 

$17,679 
19.011 
13,023 
15394 
18.402 

$49,649 
180.117 
110,573 
103,785 
138.6651 

$38,067 
21,023 
91.934 

168,306 
113.127 

-$14,481 

--20.437 

-»- 13379 
+  68,501 
+  23,423 

AflBRB,  Dm.  81, 1914.  CkABiumn.  Dm.  31, 1914. 

Bonds $268,750    LoMennpnid $15363 

Gteh 21,276    UnettnednreoM....        33,966 

Aients'bnlMieee....        17,195    Other linbifitiei.....         5.412 

2305  

Total  linbilitiet...      $54,741 
SorpioB 265385 


Total 


$810,026       Total $310,026 


Underwtitiiv  pnlit,  $8308;  inveetment  profit,  $15,903. 

BISKS  AND  PREMIUMS:    Marine  and  inland  riaka  in  force. 
Deeember  81,  $3,565,108;  prenuame  thereon,  $4637L 

BUSINESS  IN  U.  a  SINCE  ADMISSION: 
oelfad,  $2,147318;  Iomi  paid,  $1,681,512. 


Par  Marbt 

BONDS  OWNED:  Value.  Vehie. 

SteteorN.Y.,eanal  imp.,  1960-1.4%...  $50,000  $51,000 

New  Yotk  Cy..  cp.  itk.,  1956. 4% 100.000  99.000 

Buffalo  Cv.,  1958. 4% 100.000  97.000 

N.  Y.  ft  Patnam  RJL.l  g.,  1993.  4% . . .  25.000  21,750 

Totab  (book  yahie.  $278367) $275,000  $268,760 


MISCELLANEOUS:  This  eomoany  is  iioensed  to  tzannet 
marine  insoraace  in  (California,  ana  was  admitted  to  New  Yotk 
State  in  1906.  Its  home  oiBoe  statement  as  of  Deeember  31, 
1918.  showed  total  assets  amountinc  to  £581361,  with  a  paidnap 
ofXldOkOOO. 


ITraasaets  marine  bosinesB. 


MINERVA  RETROCESSIONS  AND  REINSURANCE  COMPANY. 

Cologne,  Germany. 


United  States 


,  Edwin  M.  Ckagin,  New  York  CSt7.    Organised.  1886. 


(United  States  Branch  Statwtios.) 


Ynan 

Assets 

Unearned 
FtemiiUMi 

Surplus 

Net 
Premioms 

Total 
Income 

Losses 
Pkid 

Expenses 

Total  Es- 
penditores 

1 

Losses 
Inearred 

(+)  Ree 
fram  or 

l--)RaBit. 
toH.  0. 

1914 
1918 
1912 
1911 

$767,116 
750.063 

•509.000 

$436359 
398,140 
309,853 
t39310 

$236,045 
282.259 
263300 
471,052 

$586,974 
589.143 
653,884 

$616,962 
611,661 
578,563 

$387,333 
275.182 
121.675 

$198,311 
198,837 
175340 

$585,644 
474,019 
297,015 

$406,370 
289.953 
161.205 

—$29,115 

-6.465 

-158,104 

•  Bonds,    t  Also  $2,871  unpaid  kwei. 


Aama,  Dm.  81, 1914. 

Boate $742,050 

Afsnts'balansss....        17,604 
SSsrett 7,462 


U^BiLnns,  Dm.  81, 1914. 

Lossssnnpud $88,712 

Unearned  prems....      436.359 
Other  liabffities....  6.000 


Total  liabiUtic 
Snrplns 


$531,071 
236,045 


Total 


$767,116       Total $767,116 


Uatewritiiv  loss,  $62306;  inYestment  profit,  $45,108. 

BISKS  AND  PREMIUMS:   PIre  risks  in  force,  December  81, 
$78^145,496;  premiums  thereon,  $808,324. 
BUSINESS  SINCE  ADMISSION   TO  U.  &:    Premiums 
nved,  $1,730,001;  losses  paid,  r71,693. 


BONDS  OWNED: 


Par 
Value. 


U.S..  1^.1925, 4% $100,000 

n.r:Cf:nm7lWMS,i% 210.000 


Market 

Value. 

$111,000 
210,000 


Pto  Market 

BoHDe  OwKKD.— C0n<.  Value.  Vafaie. 

N.  Y.  Cy.,  reg..  1962-60, 4  J% $235,000  $340,550 

8o.Pac.R.E.,lr.,1955.4% 50.000  46.000 

Chj.,  &  Nwn.  Ry.,  gn.,  1987.  4% 50,000  4730D 

Del.  &  Hud.  Ir..  1943, 4% 60,000  49.000 

N.Y..C.ASt.L.R.R.,lm.,1937.4%  40,000  38.000 


Totab  (book  Tahie,  $748.894) $735,000      $742,060 

MISCELLANEOUS:  This  oompaar  was  establUied  in  1886. 
and  on  December  81.  1913,  rQesessBd  home  cOoe  eash  Mssli, 
amountinf  to  $5332,820.  It  entered  New  Yoik  Stele  Jamwr  3. 
1912. 

UNITED  STATES  TRUSTEES:  Ralph  L.  Cotter,  Woodbery 
Langdon,  Otto  L.  Dommerich.  N.  Y. 

TERRITORY  COVERED:  The  company  is  fisenoed  in  Ark., 
Cok)..  Conn.,  lU.,  Del.,  La.,  Miss.,  Mont,  N.  J.,  N.  Y^  N.  C,  0, 
Pa..  Tex.,  W.  Va.,  Mich,  and  Mass.  •.      ^^    - 
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MOSCOW  FIRE  INSURANCE  COMPANY,  Moscow,  Russia. 


Umted 


llMM«er.  PMd  E.  Baaor,  New  Tork.    (kgaoiMd.  1858. 
OTiiited  States  Bnaeh  Statbties.) 


TlAS 


1914 
1913 
1912 
1911 
1910 


$2.077317 
1345334 

1.034,429 
1328.921 


Unearned 
ftemiumB 


$1310368 
1,176.490 
1.160380 
1.145.088 
1.147383 


Snq^ 


$631,037 
530.481 
610,122 
568,617 
462326 


Neft 

Fkanuuma 


$1,634,467 
1300,408 
1307,078 
1301310 
1.668,902 


Total 
Inoome 


$1.702320 
1,678356 
1,666,602 
1,650303 
1.782.026 


Paid 


$1,004,401 
020.660 
070.057 
031.783 
806.152 


$534,042 
522.055 
522.283 
520304 
518336 


Tot^  Ex. 
pcndituns 


$1.628323 
1.452315 
1,402340 
1.462387 
1324.488 


uBwted 


$1.106338 
057.018 
050,404 
035.108 

8683281 


(+)  Reo'd 
tmn  V 
(~)  Remit 
to  H.  0. 


-350,000 
—  763S6 
—100300 
—800.000 


AaBRB.  Dk.  31. 1014. 


Bosdi and stoeka...  $1,857,480   LoMtaapaid $107,466 

CMk 148.005    UneaniedjmH....    1.810.268 

50.604    Other  liabffitiea.....        38,147 


htenrt 


Totd 


lAAMBuaoB,  Dia  31. 1014. 

$107,4( 
.    1310.268 


15378 


Total liribilitwi..  $1.4tf,880 
Soplua 631,087 


$2.077317       Total $2,077,817 


raderwritiDg  kM,  $41,186;  mTesteient  profit,  $133,642. 

RISKS  AND  PREMIUMS:    Rre  lieks  m  foroe,  December  31, 
046.248.727;  premiimM  tbeMon,  $2374.090. 

BUSINESS  IN  U.  8.  SINCE  ADMISSION:    PtemiunM  le- 
edred.  $17310.781;  kMseB  paid,  $9,902,044. 


Value. 


BONDS  OWNED: 

ClCTdaad,  O^reg.,  1925. 4% $100,000 

Ln  AsRlfli,  Cal.,  imp.,  1934, 4}% 75,000 

N.  Y.  C.,  Cp.  rtk.,  102IM9. 3*% 236300 


Market 

Value. 

$101,000 

75,750 

210370 


^r  Market 

BoNM  OwifD.— CoiU.  Value.  Vahia. 

N.  T.  C,  op.  atk..  1055-50, 4% $1,068,000  $1,068320 

N.  T.  C.  ep.  atk.,  1962.  4i% 338,000  246,140 

N.  Y.  C,  OB.  elk..  1915.  3}% 1.000  1,000 

Woonodcet.  R.  I.,  r.,  1931, 34% 50,000  45,000 

A.  T.  A  S.  F.  Ry^  1  w.  m.,  10(B,  4|%. .  75,000  73300 

Ceat.NewEng.Ry.,lg.,  1961,4%....  60,000  38300 


Totals  (book  value,  $1.083,546) $1308300     $1,857,480 


BflSCELLANBOUS:  TMi  eompanr  began  bnoBMa  in  tiM 
Umtad  Statea,  January  1, 1000.  It  tranaaeta  niaauraBoe  buinav 
only  in  this  ooonliy.  Conflagraiion  kaaea:  BahiaMire,  1904,  $83,* 
688;  Sin  FraooiMo,  1906,  $270,735.  Value  of  depoait  i&  OUa, 
$100,000. 

UNITED  STATES  TRUSTEE:   Banken  Tr.  Co.,  N.  T. 

TERBITORY  COVERED:  The  Moaeow  b  lioeneed  in  Colo., 
Del..  III..  U..  Mam.,  MieL,  Mia..  Mont.,  Nov.,  N.  H.,  N.  T^ 
N.  C.,  0..  P».,  Tex.,  W.  Va..  la.  and  Ark. 


MUNICH  REINSURANCE  COMPANY,  Munich,  Bavaria. 

United  Statea  Manager.  Cari  Sehreiner,  Hartford.  Conn.;  Seeretary.  0.  Ehmami.  Hartford.  Cona.    Oqaniaed,  1880. 

(United  Statea  Branali  Statistioa.) 


Yum 

Aasets 

Unearned 

Surplus 

Net 

Ptemiuma 

Total 
Inoome 

Loaiea 
Paid 

Ezpenaea 

Total  Ex- 
penditura 

Loaaea 

Inouned 

(+)  Reo'd 
from  Off 
(-)Ramt. 
toH.  0. 

1914 
1913 
1912 
1911 
1910 

$0301306 
6,417,941 
6371344 
63S6306 
6.760357 

$4,425334 
4,163337 
3,793,686 
S302,14O 
3.094389 

$1,486,676 
1,463326 
1.693,401 
1,782,761 
1.787.148 

$6,177,479 
5.698.479 
5340,401 
6,004371 
4348.583 

$0,468,728 
5.996,529 
5389339 
5339.550 
5.056,107 

$3,903307 
8,650390 
3.167.621 
3.052.408 
2.640.223 

$1331,466 
1,628,096 
1,606,976 
1.488.600 
1354310 

$6,784,672 
5,278,486 
4.764307 
4341.104 
3,994  742 

$4,078,117 
3351310 
3306.182 

2.739.IOS 

-$280367 
—880.906 
—384343 
-461.076 
—405.172 

AflBiB.  Die  31, 1914.  LuBXumi.  Dao.  31. 1014.    ' 

BoadiaiKistoekB...  $5,696,430    Loamaunpaid $050,688 

<M 1.044,968    Unearned nema....    4,425334 

Afcati' balancea.. . .        72.412    Other  liabifitiea 80.000 

ItfBwt 78.788  

Total  liabifitiee. . .  $5,405,922 
Surptua 1.485.676 


Total 


$6301308        Total $6,891308 


Uadcnnitii«  kw,  3782;  inveBtment  profit,  $300388. 

RISES  AND  PREMIUMS:    Fin  rieka  in  foroe.  December  31. 
$483,713,735;  premhuna  thereon.  $8,131,498. 

BUSINEBS  IN  U.  S.  SINCE  ADMISSION:    Pramiume  re- 
«md.  $61370.006;  foaMa  paid.  $87,406,964. 

BONDS  AND  STOCKS  OWNED: 
Bombs. 

f|.8Wr.w«.«-.1025.4% 

fS.«OT.e,^,1925,4% 

t.  a  Bw.  teg.  8^1918. 3% 

M^.8tate,re«.8^1931,8% 

N.  Y.,  Sate.  eanaTimp..  rag..  1058. 3%. 
V  Y.  a.  wg.g..  1917-28. 31% 

M- ?"«««;«••*•«' *% 

A..T.  k 8.  Fe  Ry.  er.,  1900^56.4%. . . . 

A.,T.A8.FeRy..cv..  1917.5% 

AtL  C  L.  RX,  1  m..  1952. 4% 

f  C. L  R.R..  L  4  N.  eoL.  1962. 4%... 

A.  *D.R.R..lni    1948.4%.: 

B.ftO.RJL8iin.DiT..1925.3*% 


Fte 

Market 

Vahie. 

Value. 

$240,000 

$966,400 

50300 

55300 

100.000 

101,000 

100,000 

88.000 

50.000 

49300 

190300 

182,900 

5,000 

4.960 

107,000 

104.000 

53.000 

63,530 

100.000 

88.000 

75.000 

70300 

25.000 

23.000 

30.000 

26,700 

75.000 

68,250 

Boms  AifD  Stookb  OwinD>.-^7Mf. 
Bonne.— Co*rf. 

B.  A  0.  ILR.,  prior  In.,  1925, 3i% 

B.  ft  0.  RJL.  eq,,  1919-23. 4i% 

Bum  Rj.  L.  &  P..  en.  r.,  1954, 4i%. . . . 
B'waj  k  7th  Are.  RTR.,  1  m.,  1943, 6%. 
BUyn  Un.  EL  R.R.,  1  m.,  1950.  6%. . . 
Can.  So.  Ry.  ca.  gr.  ser.  A.  1962. 5%. . . . 
Cent,  of  Ga.  R.R.,  ee.  m.,  194^  5% 

C.  R.R.  N.  J.,  gn.  m..  1967. 5% 

Cent  Pae.  Ry..  1  r.  m.,  1949.  4% 

C.  ft  0.  Ry..R.  ft  A.DiT..l  cBjn..l989,4% 

C.  ft  0.  Ry..  gn.  m..  1992,  4}% 

C.  ft  0.  Ry..  cv..  1930. 4J% 

Chi.  ft  A.  R.R^  r  jn..  1949,  3% 

C.  B.  ft  Q.  R.R..  gn.  m..  1958.  4% 

C.  ft  E.  111.  R.R..  gn.  C8. 1  m..  1937.  5%. 
ChL  ft  B.  111.  R.R..  r.  ft  imp.,  1955,  4%. 
C.  ft  W.  Ind.  R.R.,  C8.  m.,  1952, 4%. . . . 

C,  L.  S.  ft  E.  Ry.,  1  m.,  1969.  4i% 

C,  M.  ft  P.  S.  Ry.,  1  m.,  1949, 4% 

C.  M.  ft  St.  P.  Ry.,  gn.  m.,  1989,  4i%.. 


C,  H.  I.  ft  Pac.  R.R.,  2002, 4 
C  R.  I.  ft  Pac.  Ry..  r..  1934.  4 


70  • 


Ot 


C.  I..  St.  L.  ft  C.  R.R..  1936.  4% 

C..C..  C.  ft  St.  L.  R.R.,  gn.  m.,i993.  4% 
Colo,  ft  So.  Ry.,  r.  ft  ext.,  1935.  4}%. . . 

Del.  ft  Hud..  €▼..  d..  1916. 4% 

DeLftH.,  Iftr.m..  1943.4% 

Det.  ft  MackfauM  R.R..  1  In..  1996,  4%. . 
Det.  Tm.  ft  Tunnel.  1  m..  1961.  4}%.. . . 

Erie  R.R.,  gn.  In..  1996,4% 

Erie  R.R..  prwr  In..  1996. 4% 


Par 

Value. 

$60,000 

50.000 

11.000 

6.000 

60,000 

100.000 
61.000 
5.000 
75.000 
5,000 
75.000 
25.000 
60.000 
75,000 
25.000 
50.000 
50.000 
25.000 

100.000 

100.000 
75,000 
60,000 
10.000 
39,000 

50.000 
50,000 

100.000 

100.000 
50.000 

50.000 
25,000 


Market 
Value. 

$65,200 
60,000 

9,900 

5,150 

51,500 

106,000 

64,050 

5,850 
.70,500 

4,450 
70,500 
20,000 
30.000 
70300 
18,750 
12,500 
42.000 
23,750 
93.000 
103,000 
18.750 
86.000 

9.100 
30,030 
44,000 
49300 
98,000 
86.000 
46300 
36300 
21,000 
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Buy  R.a.,  col.  n.,  lOi;.  S)% 

&uH.R.Pm,»].  Ir.,  lesH'^r    

FU.  W«t  Shan Bj,.  I  m..  IDU.  S^^r-... 
Ft.  Wqnl  A  Rio  G.  R.R.,  1  m.,  IMS.  l^i 

m  cTb-R.  r.  nu  igss,  1'> 

a.  C.  K.R.,  a.  L  DiT.,  IMl.  31%. . , . 
Eu>wh*iHkb.Ry..  I  ni„  1990,1'!:.. 
E.  Oj..  Ft.  S.  k  M.  Rt..  r„  IBM,  i%... 

K«n.  &.  Bo.  Ry..  1  m..  19S0.  ST^ 

K.  Cj.Bo.  riar,r,  iimp,,  1BM,S%.... 
lAksEru  A  W:B.R..  Im.,  1937.  S%... 
Uk>  Sb.  &  Misii.  So.  Ry.,  I93S-3].  4%.. 
L.  A  K.  R.H.,  Sl  L..  Ut.,  :  DL.  19B0. 3% 
M.,  D.  t  a.»,  R.R..  1  m.,  IM7,  5%. . . . 

Hu.  fo.  a.  m.,  IWO,  l^r  

UnuL,  St.  P.,  g.  Bte.  M.  Ry.,  IIHS.  4^,. 
«o..  Eu.  k  T.  RJt.,  1  ro..  1990,  »%  • 

Mo.,Pm.  Ry.,  leol..  1B20,  art 

N.  r,  C.  4  SL  L  R.R„  i.  1931,  4r=-  - 
N.  Y.,  N.  H.  &  U.  R.R.,  m.  d.,  194B.  B% 
N.  Y.,  K.  H.  t  H.  R.R..CT.d,.  I9i(l.  3r^ 
N.  Yt_P.  a  W.  Ry.,  ,n.  a..  195S,  4-^-, . . 

N.4W.  Ry.,  Bin.,  109«,  4';    

N.  A  W.  Ry..  e>.,  iKS.r; 
K,  4W.  B5..ei.,  1938,  41'i 
N.  P„  Ot.Nojt.C.BA  Q.™].,  lliil .  !■ : 
No.  Fm.  B.R.  PL  In.  4  1.  »..  ^i'17,  J' ,  . 
No.  Ph.  R.R,  triw  In..  1997,  4  , 
NikFH.  BJl.9t.P.,  DnL  Div..  1996,  ¥"„ 
Ck>.H.S.4NH,n.l94e.4'c      .   . 
On-WaiA.E.R.  4  Hit.  Co.,  1  4  c.  m.. 
„l«l.l% 


49,900 

ttjto 

13,7S0 
30,300 
«,OClO 


100,000 
4.000 

100,000 


P.,  C.  C. » 

Rtudiiig  Co.,  ,^ 

Kd  Grande  W«t*fo  ItR.,  1  m.,  I 
Su  A.  4  Aisnut  Fui,  1  m.. 
Bah.  Air  Um  Ry.,  A.-B.Div., 
Staboud  Air  Liu  Rr.,  r.  m.. 


11,110 
38,100 

21,000 


3S,SM 
3,110 
97,000 
33,100 

23,7SO 

u,a» 

4U)00 
89,000 


1.,  1997.4?;.. 


9S.000 
10.000 
£0.000 

ia,iWD 

10.000 

NMno 

100.000 
lOOMO 

Tt,CCO 
K.O0O 


at.  L.  4  Sm  F.  R.R..  r. 


Vtlnt.         VilB 


150.000      turn 


7,  «%., 


Ua.  Pu.  R.R.  1  b.  A  r,  2006. 4 
tn.  Ph.  rr..  1  bl.  IHT,  *%. . 

Ud.  ?ic.  R.R.,  n.,  1917. 4%. . . 
TJikiUd  R.Rl  nl  Su  Fnn..  192 

Wnb.  HR.,  1  m.,  1939. 1% 

WibJLR.Oni.DiT.,1  m.,ISll,  ^\%. . 

Wat  Sli.  R.R..  1  m,.  2MI.  4% 

W.  Md.  RA,  I  HL,  \va.  4''„  

W.  H.  V.  &  Ps.  RJL,  gn.,  1943,  4%. 

WbediifZUibia 

Wb.  CmL  Kf.,  1  tn.  m..  1*49.  4% 
Amv.  DDsk  4  Imp.,  1  m.,  1921,  i%. . . 

a.  lod.  CotL  1  D.,  1931, 1% 

LHbwuiirBtod.  I  m.,  1993, 1%. . . . 
Uet*«Muu  8l«l  I  a.  a.,  1910, 1%. 


A..  T.  4  3i 

Hafoll  4  Wntn  R3.','i 
PtR.R.. 


1949^4% 


Y.,N.H.4H.R.B..., 

.R.R... 

Cl  Oh,  N.  Y.. . 


Totak  [book  nhii,  W,2T1,910) 10,448.800   1B.IW,»0 

MISCELLANEOUS:    Tlu  aompur  b^o  bnuw  in  Iki 
Umttd  Sum  b  1398,  nitbt  fin  mmnoM  only,    lo  otto 

bonluT,  <>*nlcir.  fidditj,  UU.  Sit,  muiot,  piktr  ti>n  lUu 
boikr.  Bin^  md  tonua  buKuiL  Iti  baiDB  offin  lUtHiHrt 
Jong  30,  1»4,  itmni  mbbM  M,>T4,1U.  Ita  o^iiU  ii  n.iOO,- 
009.  Had  oS»,  gtna*!  iuucb,  C.  TUhu.  ConlbKntna 
loBK  Bdlbnn,  1901  U00,000i  Bu  Fnaam.  1901,  tl,7H,- 
000.    Dipant  in  Ohio,  IIDD.DDO. 

UNITED  ^ATBS  TRUSTEES:    Wiltv  T.  Boan,  Iiua  H. 
BtlicDU.  HmuD  S^Aa,  N.  Y. 


NATIONALE  FIRE  INSURANCE  COMPANY,  Paris,  France. 

Mu^tn,  BtarintMtlw  4  Hhifley,  Ih. 


(Umted  BtiUa  Bnndi  Stitirtia. 

■ 

T«. 

AmA 

UHWIud 

PnmniM 

SoTpIia 

Nrt 

Pnmiiuu 

TotJ 

"ss- 

^ 

Sg,£; 

■s=. 

1«H.  0. 

1 

K 

tBl.lf 

1971,723 

m;i94 

21 M4) 

(300,704 

201,186 
137,770 

«B2,17f 

(109,089 

ioa,iia 

l391,TSi 

922,139 

lit>.iia 

-*l,lli 
-I,1SI 

+ioajijo 

h  nvn  on  DuntUy  r«>  no  Uu.  1110,110. 

■,  Dk.  31. 1914.  luHUTiB,  Dao.  31, 1914. 

tl33,:go    LoM  mmrid 140,131 


31,190  Totd  liibilitia.     1373.913 

Sflmlm 430.343 

1814,809 


it.  111,141;  inntmmt  [nBt,  I 
RISKS  AND  PREMIUMS;    Fin  riiki  b  tone. 

M3.8«9,144;  msiaiiu  tbtnon,  *3n,417. 
BUSINESS  IN  tr.  S.  SINCE  ADMISSION: 

etind,  t9t7,03«:  loa«  |iud,  1117,117. 


AU..  Qk..  ndssp.,  1920.  l-"! . .. 
CtaT..  O.,  nt  irkL,  1910, 4"^ . 
N.  Y.  C.  (n  itk.,  tUl-H.  4% 


fa  MuM 

VkllK.  Vl]«. 

1120.000       tl  10.100 


U7i,oa 


tsii^an 


■  ToUk  (book  nhit,  1134,010) . . . 

MISCELLANEOUS:  Tim  eoa 
H  of  Damnbcr  31,  IBIO.  iliowa 
andudiiw  113,324,769  of  ihuub, 

Stuiul  Ii  KfiOOfm.     SpMol  dipoiita: 
..  t&MH.:  Os.,  39,100. 

UNITED  STATES  TBUSTGE:   Bukan  Tnrt  Co.,  N.  T. 

HELD  MEN  AND  TERETTORY  COVERED:  Oml  G.  Pifa, 
•apniiUndait  o(  tiDau,  Fioridtaot,  R  I.;  Emy  K.  Ron, 
HWcU  •••»  (or  Kn  En^ud,  New  Hiw,  Oonu.;  C.  B.  Buike, 
rnatl  MVt.  FMtadeblik,  F*.,  (or  P»,  Md.  and  N.  J.:  R.  A. 
CUime,ipaBlKmlIoNo.  N.  ].  uhIBo.N.Y.iP.  B.Deeka. 
RoohaMw.  H.  Y.^hc  N.  Y.;  1.  D.  Fit,  So.  Boetoa,  V...  (or  N.  C. 
Va.  ud  pvt  of  TcBiLi  Gnne  A.  Ctul  Cohmboa,  O..  Icr  V. 
Va..  0.  and  Kr.;  Mm  D.  PoOixk,  f^tMioti.,  Minn.,  lad.  ud 
W.  Ky..  Fw  MoiTWCT.  Chioigo,  HL.  fa  m..  Neb.,  Mo.  aad  «i>.: 
Gordon  WdUana.  AtlanU,  Q*.,  and  I,  R   Collsaa.  ihb<Iu> 

•noil  igent  foe  Oa.,  Fla.  and  8.  "     ■"    

Coki.,  Co        ----- 

8.  C'Tenn.,  Va.,  Wnoli.'aiid  Wk. 
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NETHERLANDS  FIRE  AND  LIFE  INSURANCE  COMPANY, 

The  Hague,  Holland. 

United  Sutes  Manacer.  H.  W.  Letton;  Aantant  Manager,  G.  8.  Valentine,  Chieaco.  in.    Eetabliahed  1845. 

(United  States  Branoh  Statistioi.) 


Tub 

i«et8 

Uoeamed 
Flremhima 

BartioM 

Net 

Prenuume 

Total 
Income 

Loans 
Paid 

Expenses 

Total  Ex- 
psDditures 

Losses 
Incurred 

(+)Reo'd 

from  or 

(— )Remit 

toH.O. 

1914 

I9I3 

1058.385 
806.453 

$354,500 

175.208 

$567,252 
512,038 

$424,187 
264.410 

$453,465 

283.004 

$142,778 
21,206 

$165,243 
116,400 

$308,021 
137.705 

$165,667 
33.742 

+$30 
+122.618 

Assm,  Dbc.  31. 1014. 

B<ttk $764,380 

OMh 60,604 

Afeats'  balances ....  1 16,670 

Isterest 7,531 

Otlisrassets 100 


LuBiLRiia.  Dm.  81. 1014. 

Loasesunpud $38,146 

Unearned  jprems....      354.500 
Otherliabimies 8.387 


Total  fiafailities...     $401,083 
Sorphis 557.253 


Tots] 


$058,286       Total 058.285 


UDdeniritii«  loss.  $00,234;  investment  profit.  $43,528. 

RISES  AND  PRSMIUM8:    Rre  risks  in  force,  December  31, 
158,873,085;  premhmia  thereon.  $658,405. 

BUSINESS  IN  U.  S.  SINCE  ADMISSION:    F^emiuma  re- 
cored,  1688,607;  losses  paid.  $161,262. 

Par  Market 

BONDS  OWNED.  Vahie.         Value. 

Akron.  C  1021-8. 51% 

BeAeley.Oal..  1034-41, 5% 

Gndsnati,  1033. 4i% 

Clmhod,  1031. 4i% 

DsytoiLO..  1030-31.  5% 

H»iiOo!,TeL,  1053,^% 

HoaalaB.Tex.,  1030, 44% 

Ncv  Tnk  Cf..  1015^.  3(% 

Am.  U  ft  Tk^  eol.,  1020, 4% 


$25,000 

$26,600 

15.000 

15,200 

25,000 

26.000 

26.000 

27.300 

25,000 

27,100 

35.000 

35,030 

10,000 

lOjOOO 

860,000 

347,100 

4,000 

3.560 

Bonds  Ownbd.— <7(ni<. 

New  York  TI.,  1  gn.  m..  1030,  4)%. . . 
Atoh..  T.  ft  S.  Fe,  gn.  m..  1005,  4%. . . 

C,  B.  ft  Q.,  gn.  m..  1058,  4% 

lU.  Cent  R.  R..  1053.  4% 

Louis,  ft  Nash.  R.  R..  1040,  4% 

M.  K.  ft  T.  Rj^  1  m..  1000.  4% 

Norf.  ft  W.  By.,  es.  m.,  1006.  4%. . . . 

No.  Pae..  prior  UL,  1007,4% 

Union  Pao..l  m.,  1047,4% 

Kings  Co..  Wash..  1033,  5% 

Memphis.  Tenn.,  1053-4, 5%. 

Salt  Lake  Citjr.  Utah.  1030.  4% 


Par 

Value. 

$6,000 
10,000 
13.000 
10.000 
10.000 
15,000 
10,000 
10.000 
12,000 
10,000 
35,000 
10.000 


Market 

Value. 

$5380 
0,600 

12,330 
9JO0O 

0.600 
13,000 

0.600 

0,500 
11.640 
10.400 
86  400 

0.800 


Totals  (book  vahie,  $776»851) $760,000      $764,880 


MISCELLANEOUS:  TUa  company  formerly  transacted  bnsi- 
in  the  United  States,  but  withdrew  in  1005.  It  re-entsred  the 
United  States  in  1013.  The  maoani  of  this  company  are  also 
managers  of  the  Prussian  National  m  Stettin  and  empkiy  the  same 
field  &roe.    Deposit  m  0..  $100,000. 

UNITED  STATES  TRUSTEE:    Hairis  Trust  ft  Savings  Bank. 

TERRITORY  COVERED:  The  company  is  licensed  in  CaL, 
Colo.,  Conn..  Ill.,Ind..  la..  La..  Md..  Mass.,  Mich.,  Minn..  Mo., 
Neb..  N.J3_N.Y.,  k.  fc.,  0..  Ore.,  P*..  R.  I.,  Tex.,  Utah. 
Wash,  and  Wis.    . 


NEW  ZEALAND  INSURANCE  COMPANY,  Ltd.,  Auckland,  Nev^  Zealand. 

United  States  Managers,  Clinton  Folger.  W.  M.  Speycr,  Sao  Fhmeisco.      Organised,  1850. 

(United  SUtes  Branch  Statistics.) 


TliR 

Assets 

Unearned 
Premiums 

Surplus 

Net 

Premiums 

Total 
Income 

Leasee 
Plud 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

(f )  Rsc'd 
from  or 

(~)  Remit 
to  H.  0. 

1014 
1018 
1»U 
»11 
1910 

pill 

1341,067 
400.802 
407,370 
406.757 
383.618 

$480,140 
355,654 
863.452 
367.437 
838.086 

$478,041 
500,004 
500,481 
525384 
523323 

$512306 
532.830 
533.210 
554361 
544.104 

$233,021 
220,843 
150.068 
163.055 
102.766 

$104,781 
212351 
300.641 
107,671 
203,635 

$437,753 
433.104 
350.730 
360.726 
305301 

$246,087 
224.020 
143,485 
168328 
183,762 

$-64385 

-60.757 

^172.635 

—141.700 

—73347 

Assm,  Dk.  31, 1014.            LuBtLinsB,  Dao.  31, 1014. 
Realestate $340,000   Loesssunpaid $24,003 


Bonds  and  stocks 

CMh 

AsBBts'bahuMCS.. 
latcRst  and  renta 


441,173 

56.731 

76370 

6304 


Unearned  prems....  341.087 

Unpaid  prema 13.215 

Other  liabintiee....  10.442 

Total  fiabiUtiee . . .  $300,637 

Surplus 430.140 


Total 


$830,876       Total $830,876 


RISKS  AND  PREMIUMS:    Fire  risks  in  force.  December  81, 
145352,474;  prerahima  thereon,  $665,456. 


BoNDe  Owmn.— Conl. 

Kern  Co..  Cal.,  c  h , 

Wbittier.  Cal..  sc. 


San  Joaquin,  his^way 25.i 

Cy.  ft  Co..  Sao  Francisco.  Cal 25,i 


Lbs  Angdes,  aqueduct 


San  Diego.  Co..  Cal..  hifhway 15,000 

Los  Angeles  Co..  Cal.,  highway 35,000 


Par 

Market 

Vahie. 

Vahie. 

$30,000 

$20,400 

20,000 

20.301 

25,000 

35,676 

25,000 

25.335 

25,000 

34.115 

15,000 

14.474 

35,000 

33.823 

BUSINESS 
18360304; 


SINCE   ADMISSION: 
paid.  $5376370. 


received. 


REAL  ESTATE  OWNED:  Consists  of  one  piece  60  feet  by 
124  feet,  north  side  Califoniia  st.,  between  Sansome  and  Battery 
Bts.,  San  FrancMCO.  Cal.,  and  3-story  brick  buil(Ung  built  in  1000 
sad  1910.  Book  Tahie,  $227,000.  Bents  received  in  1013, 
S14366:  taxes  and  expeneea,  $6,266. 


BONDS  OWNED: 

CcBmonwealth  of  Mass.,  v 

Las  Angeles.  Cal..  Wat.  Wka... 
Oikhmd,  CaL,  Minn,  imp 


Pte 

Vahie. 

$200,000 
40.000 
35.000 


Market 
Value. 

$104,000 
30,600 
34340 


Totals $450,000      $441,172 

MISCELLANEOUS:  This  company  has  been  operating  m  the 
United  States  in  Pacific  Coast  territory  since  1875.  Its  home  office 
statement  as  of  November  30, 1014.  showed  $6338,445  of  assets. 
The  paid-up  capital  is  $2350,000.  San  Francisco.  1006,  conflagra- 
tion loss.  $1,740,050. 

FIELD  MEN  AND  TERRITORY  COVERED:  Clinton  Pol- 
ler and  Walter  M.  Speyer,  joint  managers,  San  Francisco,  Cal.,  of 
J.  S.  branch.  Special  agents:  W.  G.  Fortmann.  Portland,  Ore.; 
D.  A.Parker,  San  Francisco,  Cal.;  Frederic  Williams,  Denver, 
Colo.;  C.  P.  Lyndall,  Loe  Angeles,  Cal.;  Volney  Seebeek,  Spokane, 
Wash.;  R.  E.  Oehlmann.  San  Frandsoo,  Cal.  The  company  oper- 
ates in  Alas.,  Aria.,  CaL  Cok>.,  Haw.,  Ida.,  Mont,  Nov.,  On.^ 
Utah.  Wash.,  Wyo.  and  B.  C. 


!f 


REPORTS   OF    FIKE    INSURANCE   COMPANIES. 


NORD-DEUTSCHE  INSURANCE  COMPANY,  Hamburg,  Germany. 

V.  B.  Muu««r,  J-  H.  Ldwhu.  N«w  york:  U.  B.  Marine  U>u(«,  F.  Hmmum  A  Co.,  Nnr  Yolk.    Orpuigd,  iai7. 
(UdiM  StelM  Bnaoh  BUtiBio>.l 


Yiu 

A.MI. 

T'„iS5~ 

Soipluf 

Pramiunl 

jToUl 

"■sT 

Eq»- 

pniiUtani 

.S^ 

,^a'o. 

1911 

"S 

t63BJ»: 

ii 

fiI9,tSI 
UIJM 

tl.SOT,SW 

■as 

iiiMi 

IDT,™ 

H 

■'•Ki 

3«:07» 

•  IikIuiIh  t»4,54t  iDwiog  pRmumu  uid  KltMS  luruw  Im 
limn.  Dic.21, 1(14.              Lunuim,  Die,  31,  IBM. 
■b tMllJIlO    LoKnuvwd tit3.tm 

ill aoi.OT*    Uoanidlmnu.,.,       6M.SM 


iridainitliit  Im,  |lia,4»; 


u  tbirMii,  tlTD.eiO. 
BUSINESS  IN  U.  e.  aNC£  ADMISSION:    Pmhi 
«<n«d,  t!,B01,012:  l«n  paid.  1I.2U,IN». 


BONDS  OWNED. 


uMauu.ii^  ».,  iiwt,  0% 

CkTduil.0..wB.«b,llMG,tl% 

N<wTodiCily,Na).rtk.,l>U,t% 

Nn  Ygrii  City, «.  s.  gorp.  ak..im.*%. 
Now  Yoffc  City.  ogrp.  ttfc.,  IBHWg,  *% , . 
Nsw  York  (Sir,  aorp.  ilk..  IHO-fia,  11%- 

Mm  York  Cttr,  itlS.  «% 

A..T.A8.FBiry.,iQ.m..lMS,4%. 

B.*O.R.Il.,w,(«B,«% 

C.B.Aq.R.R..ItU,4% 

C.,M.,Pt.8.RT.,  lHi..lM».«% 

C.,M.A6I.P.ILR..n.D..lM<l.4|^.. 

c.  R.  1, 4  P.  ^.  met.  4% 

Qr.N(.Ry.,gB.m..lMI,»% 

ni.r«uilR.R,t,ni,ls3,l% 

lll.Conlral  ri.  II.,  B.  n.,  iei4,  »•"„ 


it.R.,5g.n.,lBl6-I0.S 
4N.W.Ry,.lm.(.,l: 


UUMO  13,410 

SMDO  U.OO0 

13.000  ll.MlO 

1TO.000  m,ioo 

100,000  loo.ino 

30.000  I&SOO 

17,000  tM4a 

IS.000  14300 


U,000 

iiiooo 


_... 1  rjt,lB«l.4%. 

SouUm  FaaflcR.  R.,  1 1.,  IMS.  4%. . . . 


D.  Pae.  Ry.,  2047  4i7o 


N.  Y.  Cnuwdiii  kr..  1SS3,  4)%. 

Blh^B.  R.  T.,  IBIS,  SH 

cTM.  t  Bt.  P.  R.lL.3014,  41%.... 


lU.Cmt.,  lBlifi%.. 
ToUl>(bDi>kn)Mtl.4l 


u.om 

14.000 

n.oDO 


IT  m  gdabKshcil  in 


MISCELLANEOUS:    Tlui  nop 
*ad  ita  lubaenbBd  e^tal  ii  I6,0W,UJU  raw  um  itm  paidmp 
eapiUl.  4,000,000  mub.    Dtfmt  a  Ohio.  tlOO.OOO:  mGi.. 
I10.Z0D:  ID  N.  Y..  »423.O0a. 

UNITED  STATES  TKU8TEE:  Pangn  Lou  i  Tnat  Co, 
NnrYork. 

FIELD  MEN  AND  TEERTTOBY  COVERED:  E.  L. 
Riekark.  BMU  a«at,  Imniw  Emhaiiga  BJ(.,  ClrKa«D.  til.. 
wMtarn  Uniton':  Joha  M.  Stooq',  Jr..  tad  C.  O.  App.  ipidal 
•CnH,  133  WUIiMn  M..  No  Yofc  ai]r,  tMMn  tmitar:  Joa. 
B.  Uurir.  qntl  wot.  108  WaUt  it.  Beaton.  Mwa..  talttra 
lariloiy;  JAa  M.  Ttnu  i  Co-  non)  Mute.  Dalhi,  To. 
tsiitocy  oomd:  Tu..  OUa^  Ait,  La.;  RMI  *  OVone. 
cnsal  MMIaiAlluU.  0>..  Mritscr  oomvl:  Qa..  N.  C.  Ala. 
and  Fb.;  B.  T.  Lamer,  n«l  a(ut,  Dunw,  Colo.,  (aritor 
oomd:  Colo..  Kml.  NA..  H.  D.  and  B.  D.;  H.  C.  IW  Jait- 
BOBTilk  f1a->  leiwal  aicnta  auUnubilt  twiJnter  D.  D.  Tbamai. 
■psdal  trait,  Ctnolltoll.  Uo.,  I«  Mo.;  L.  H.  Sotaiwr,  Cio- 
cumati  a.apnialMmtfor  0.;  A.N.M«Doiiial1.DMnit.  Mitli.. 
■poial  tgnl  (or  Mich.:  L.  0.  ftfta.  nutlaiid.  On,  itate  tent 
For  Or«.  and  Wuh.  Tht  company  u  neflnaed  id  bH  tlw  itttet  uid 
Urriloiia  occplbg  Aba.,  Arii.,  Cil.,  D.  C.,  Haw..  Ida.,  Mc  , 
Mia.,  Moot..  Ker..  N.  M.,  P.  I..  P.  B,  S.  C,  Tenn,  UUh.  Vt. 
Vl,  Wall,  and  Wyn. 


NORTH  BRITISH  AND  MERCANTILE  INSURANCE  COMPANY. 
London,  England,  and  Edinburgh,  Scotland. 

Utittd  Sum  MtBt(«t,  B,  0.  Ricktrdi:  Aiutant  Maiia«tr,  J.  p.  HailiD«i;  Becntary.  Robert  Ncwl»ult.Neir  York.    Ottiaind.  191 
(United  Stttea  BrtDth  Stalutica.) 


Tau 

AmM 

PnauBB 

Bopto 

Not 

Total 

iDSonu 

Paid 

E.PM.. 

Totel  Bi-       LoBB 
pMdiMM     IneoRtd 

(+)  R«'d 

ffl! 

8:787:07f 

g,13B.7M 
«JO«„«0 

H.TIA4B3 
4*LW74 
*,70O,7B 
4.7S9,SC3 
4.141431 

3,742,e«e 

H.tiS.17t 

s,sio,a^ 

si 

S,2SB.M0 
S381,I0S 
8,030.790 

•^^■^ 

ti,sra,si4 

•tss?  %» 

-w,w 

!!!!' 

bU:?lf 

4,Bfl7,410^      1,S13M( 

—SSI,  1 19 
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NORTH  BRITISH  AND  MERCANTILE  INSURANCE  COMPANY.  London,  Ung,—Con. 


A»n,I>K.31.1014. 

BooibaDdfltoda...  |7.<»5.044 

C«h 253,004 

Afeod'bduieeB....      873.051 

IntenBt 05.401 

OtherMKti 8,031 


LiABiuniB,  Dm.  31, 1914. 

LcMBMPDpMd......  $404,297 

XJumuod  prams ....  4,6M,907 

Perp.  dep.  reel 38,576 

OtfaerliabmtieB 98,533 

Total  IbUlitics...  15,208,313 
Surphu 3.628.638 


Total 


18,926.051       Total $8,026,951 


Undoimtiiic  Ion.  $141,044;  mvMtmait  profit,  $428,342. 

RISKS  AND  PREMIUMS:  Fin  riiks  m  forae  (exespC  per- 
jietuib),  December  31,  $1,016,051,130;  prerahunB  thereon,  $0,- 
1^.774;  peqietDy  fire  xiAb,  $1,377,820;  depoeit  pranitmis  thereon, 

mm. 

BUSINESS  IN  U.  S.  SINCE  ADMISSION:  PteniiiiDa  r»- 
cmvd,  $121,728,882;  loeees  paid,  $71,880,800. 


BONDS  AND  STOCKS  OWNED: 
Bomia. 

r.  S.  GoT.,reg..  1025,  4% 

r.S.  Gov.,  WK..  1018,  3% 

.41biiqo<»que,  N.  M.. «..  ng.  cl020,44% 

BoAon,  hgwn-.  reg.,  1015,4% 

Boston,  Stoq|rMimp.8crip,  jeg..l017,4% 
BUjHL.  N.  Y..W«llBboat  JSa.  Frop.,fe8.. 

J92S,3i% 

Bk^  K.  Y.,  eztof  int.,i«e..l025. 3}% 

G»^r.reit.l020.3}% 

NY.  C,  BUyn.Mua.or  kjk  &,i«g.,1936. 


C,  Bklyn. 


1040,  3i%. 


N.Y,C..q,.atk..Kg..l067.44% 

N.Y.C.,«).itk..w«..  1057.4i% 

N.  Y.  C^  (feck  faa^  M..  1037.  ^% 

N.  Y.  C  doeka  A  f«mcfl,i«8.,  1040. 3i% 
N.Y.CeLof  BkIyD.wBtjy8.ffg.,  1937  3)% 
N.YC  Dtw  M.  bn.,  Kff.,  1064,  3}%.. . . 
N.  Y.  C  Nar  H.  of  Rec.,reg.,  1940,3^% 
S-  i-  9r  E?^  pks..iinp.,wg.,  1920, 3i% 

N.Y.C.,SLT..reg.,  1049,3J% 

N.  Y.  C,  npav.  ita.,  reg.,  1940,  Z\%.. . . 
N. )  C  ac  ha.  &  mtte,  reg.,  1052.  3}% 
N.  Y.  C,  sopL  C.  H-,  reg.,  1029,  3i%. . . 
.5.  Y.  C,  vat.  aap.,  reg..  1937, 4J%. . . . . 

VY.Co.,OM«g..  1020,3J% 

Jortknd,  0».,  wat,  c„  1923,  5% 

St>  L.  Ma,  g.,  reg.,  1015,3}% 

y*-uP?*"I' ««-» IWl,  3% 

A.,  T.  A  3.  Fe  Ry.jciijn.,reg.,  1005,  4%. 
A^  T.  ft  S.  Pe  tn.Cont.SX.,rcg..l058.4% 
KTM  S.  Pe  Ry.  Co.,cT.,reg.,  1060,  4% 

AtL  C.  L,  1  ee.  m.,  reg.,  1052, 4% 

B.  k  0.  ILR. jvior  In.  m. jeg..  1925, 3)% 
B.  k  a,  20^7,  CT.  g.,  rag.,  1033.  44%,. 
B.  A  0.,  20^.,  1  m..  reg.,  1048,  4% 

B.  ft  Me.  R:k.  Co..  r.  reg..  1042, 4%. . . . 
B..  R.  ft  P..  ea.  m.,  reg.,  1067,  44%.  ■ . . 
Cent  New  Ei«.  By.,  1  m..  reg.,  1961, 4% 

C.  ft  0.  R.R.  RUk  A.I>.,lm.reg..cl089, 4% 

C.  M.  ft  P.  SdTreg.,  1949,  4% 

C.  M.  ft  St.  P.  Ry.,  cv.,  reg.,  1932,  4|%. 
C..  M.  ft  St  P.  Ry..  d.,  reg..  1034.  4%. . 
C..  Nwa-  By.,  gn.  m..  reg..  1987, 4%. . . . 
C.  4  W.  Ind.  £r..  «.,  reg.,  1952,  4%. . 
C.ftP.R.R..gn.iiL,  reg. e..  1942.41%.. 

Del  ft  End.  er..  d..  reg-.  1916, 4% 

|ne  Pi.  Cod,  ooL,  reg.,  1051, 4% 

Jw  BJL.  pnor  In.,  peg..  1006, 4% 

ud.  Trank,  eq.  g.  n.,  e..  1022,  ih% 

gt.  No.  Ry^l  r..  rag..  1061,  4i% 

aidt  VaL  By.,1  ea.  nL,reg.,  1999,  4*% 
m.  C.  RJL.  W.  linea,  1  m.,  rw.,  1951, 4% 

in  C.R.R.,eoLtr..  reg.,  1953,4% 

LSh.  ft  MidL  80.,  d.,  reg..  1928. 4%... 
L.  ft  N.  So.  Ry.  M<m.  ool..  1052, 4%. . . . 

LftN.,tti^iad,«g..l040,4% 

L  4  N.  RJL,  reg.,  1055,  4% 

Mtt.  Rjr./a.  m.,  reg.,  1000,  4% 

iJCl JLR.RA..  Im.,  reg.,1007,34% 
l\CJt  HJI.&B.JLS490I.  jeg.,1096.34% 
J.  *  W.  RJL,  1  ea.  DL,  re«.,  1996, 4% . . 
No.  Pm.  Ry^rJnJty  .ft  LiQ.,reg..l997, 4% 
He.  ^  Ry.  m.  b.  ft  L.  O.,reg.,2047,3% 
S:  fW^C-^-*  Q.  Jt.  J««-4921, 4% 

ftie^XJUL,  r.,  ng..  1020. 4% 

^WJLILft  NsT.,1  ft  rjn.,reg.,I061. 4% 
P*.|r.,rBg..  1021,44% 


Par 

VlhM. 

$210,000 

5,000 

10.000 

35,000 

80,000 

15,000 
15,000 
10,000 

60,000 

18,500 

80,000 

102.000 

200,000 

66,600 

100,000 

20.000 
150,000 
130,000 

40,000 
170.000 
160.000 

7,000 

18,000 
100,000 

20,000 
-35,000 

41,100 
100,000 
100,000 

50,000 
100,000 
200,000 

50,000 
100.000 
100,000 
100.000 
100,000 
100,000 
100,000 
100.000 

22,500 
150,000 

50,000 
100.000 
100.000 
100,000 
110,000 
100,000 

25,000 
100,000 
100.000 
100,000 
100.000 
100,000 
100,000 
100,000 
100.000 
100,000 
563.000 
100,000 
100,000 
100,000 
100,000 
100,000 
100,000 

50,000 
200.000 


Market 

Vahia. 

$233,100 

5.060 

10,000 

35,000 

80.000 

14.100 

14,100 

0,800 

56,400 
16,660 
85,000 
100,140 
188.000 
50.850 
01,000 
17,600 
135,000 
120,900 
85.600 
153,000 
148,720 
6.510 
10,260 
96,000 
21,000 
35,000 
34,524 
06,000 
01.000 
40,000 
04,000 
184,000 
46,000 
03,000 
64,000 
104.000 
77,000 
80,000 
04,000 
03,000 
22,050 
138,000 
47,500 
84,000 
103,000 
99,000 
99,000 
84,000 
24,250 
101.000 
101,000 
91.000 
90,000 
94.000 
85,000 
96,000 
90,000 
93,000 
467,290 
78.000 
96.000 
95,000 
67.000 
97.000 
92.000 
44,500 
204.000 


Boiise  AND  SrocKa  Ownsd.— ^on<. 
BoNM. — CmU, 
St.  L..P.  ft  NwnJty..l  m..  reg.,  1948,  5% 
St.  P.  ft  No.  Pae.  Ry.,  gn.m.,  reg.,1923, 6% 
80.  Pae.  R.R.  Co.,  1  r.  m.,  reg.,  1955.  4% 
80.  Ry.  St.  L.  DiT.,  1  m.,  leg..  1951. 4%. 
U.Pac.R.R.,1  inJLR.ft  L.  Q.,rBg.,1947, 4% 
W.  Sh.  R.R.,  1  m.  gr.,  reg.,  2361,  4%. . . 

Srocu. 

AD^eny  ft  W.  Ry.,  gr 

A..  T.  ft  8.  Fe,  p 

B.  ft  0.  R.R.,  p 

C.  M.  ft  St.  P.  ^Y't  P 

Clev.  ft  Pitts.  R.IL,  spec,  bet 

M.,  St.  P.  ft  S.  Ste.  M 

Pitts.,  Ft.  W.  ft  C.  Ry.,  gr 

Reading  Co.'s  1  p 

So.  Ry.,  M.  ft  0.  tr.  otfs 

So.  Ry.,  p 

Un.  Pae.  R.R.,  p 


Pkr 

Maiktt 

Value. 

Vahie. 

$100,000 

$106,000 

50.000 

56.000 

100.000 

92.000 

100.000 

87,000 

125.000 

121,250 

300,000 

279,000 

50.000 

65,500 

100.000 

103,000 

100.000 

81,000 

150,000 

201.000 

100.000 

39,000 

100.000 

81.000 

80,000 

131,200 

100.000 

88,000 

100.000 

75,000 

120,000 

71.600 

200,000 

166,000 

Totals  (book  yahie,  $8,477.685) $8,252,600   $7,696,044 


MISCELLANEOUS:  This  oompany  b«an  boaineas  in  the 
United  States  in  1866.  Ita  home  offloe  statement  as  of  Deeember 
31,  1014,  showed  aaaeta  aggregating  £23.070,368  for  both  fir* 
and  life  departmentB,  ezehisire  of  uneiJled  capital.  Ita  aub- 
acribed  capital  ia  £4,500,000.  of  whieh  £2,437,500  Onohiding 
£1,750,000  prefened  stoek)  have  been  paki  in.  Evary  policy 
issoed  in  the  United  States  contains  a  ctaaae  guarantedng  the 
proteotwa  of  the  eotira  aasets  of  the  fire  department  of  th^  eom- 
paay  to  every  policyholder.  Conflagration  looiea:  Chicago, 
1871.  $2,330,000:  Boaton.  1872,  $742,068;  JaokaonviUe,  Fla.,  1001, 
$171,363;  Baltimore,  1004.  $845,242;  San  Frandaeo,  1006» 
$8,683,225.  San  FraMiaoo  kMaas  were  paid  largely  tnm  nnlt- 
taooes  from  home  oflke.  Values  of  special  deposito:  Va.,  $62,274; 
Ga.,  $9,800:  N.  M.,  $10,000. 

UNITED  STATES  TRUSTEES:    Adrian  Iselin,  Jr..  B.  Aymar 
Sands  and  Wm.  Pienon  Hamilton. 

FIELD  MEN  AND  TERRITORY  COVERED:  Head  oftM, 
76  William  st.,  N.  Y^  £.  0.  Richarda,  manacer;  J.  F.  Haatinga* 
aaaiatant  maaager.  Departmento:  Malropoutan,  W.  P.  Yomig, 
deputy  aaastaot  manaftr;  Middle,  C.  R.  Pendna,  doatar  aaristavl 
manager;  R.  P.  Barbour,  nneral  agent;  Padfie,  w.  8.  Berdaft. 
depaty  assistant  manager^as.  8.  Hereford,  general  agent:  New 
Englaad  and  aouthera,  W.  8.  Alley,  geiiffal  agent;  Oentral. 
E.  T.  Cums,  general  agent:  Western,  Gharlea  E.  Case,  geoeral 
agent;  Improved  RUa,  0.  P.  Davis,  general  agent.  State  and: 
npecial  agento:  Robert  M.  August,  Baltimore,  Md.,  for  Md.; 
Carl  Rubbcrt.  Harrisborg,  Pa.,  for  eastern  Pa.;  Fred  W.  Kiefer^ 
Fittaburgh,  Pa.,  for  aouthweatem  Pa.;  J.  H.  Bonney,  Pittsburgh, 
Pa.,  for  western  Pa.  and  W.  Va.,  eseept  counties  of  Mocgan. 
Berkley  and  Jefferson;  D.  H.  Colfinaon.  Newark.  N.  J.,  for  central 
N.  J.;  C.  H.  Ebbeta.  Bkmmfield.  N.  J.,  for  norUMm  N.  J.:  E.  E. 
Ikier,  New  York,  for  southern  N.  J.,  Pere^  Ung,  Albany,  n.  Y.» 
for  eastern  N.  Y.;  L.  B.  Temple,  New  York,  for  Hudson  River 
and  north  suburban:  Beoi.  L.  Linkfiaki,  Baywie,  N.  Y.,  for  aoath 
suburban;  M.  G.  Wight,  Boston.  Maas.,  for  Maak,  N.H.  and  R.  I.r 
Ralph  8.  Norton,  Portland,  Me.,  for  Me.;  Charles  C.  Hannah^ 
Haracrd,  CouIm  ror  Conn.,  western  Mass.  and  Vt.;  A.  R.  Thorn- 
masBonand  H.  H.  Whitaer.  Atianta,  Ga.,  for  Ga.,  S.  C.  and  Ala.;  G. 
H.  Spigener,  Richmond,  Va.,  for  Va.  and  N.  C;  Ed.  Botrne,  «fr., 
New  (Cleans,  La.,  for  La.  and  Mms.;  W.  S.  Abbott  and  H.  E. 
Dickinaon^JDetooit,  Mictu.  for  Mich.;  ¥nd  B.  Baniee,  Oahkoah. 
Wia.,  for  Wis.;  Ed.  MaoDonald,  Minneapi^  Minn.,  for  Minn.; 
JdmH.Gray,  Cohmibua,  0.,  forO.;  Earl  A.  Raid,  CohuibuB» 
0.,  for  0.;  R.  E.  Harishom,  LouisviBe,  Kv.,  for  Ky.;  F.  R. 
Holtfodt.  Chicago,  111^  for  111.,  except  Chksago  and  CoA 
Co.;  a  E.  Cato  amd  H.  8.  Jaekaon,  St.  Louis,  Mo.,  for  Mo.;  £.  C. 
Fox.  Tqpeka,  KaiL.  for  Kan.;  W.  B.  Himmelwright,  Faigo,  N.  D., 
for  N.  D.  and  S.  D.;  F.  F.  Thompaon,  Okkhoma  City.  Okla..  for 
Okla.,  B.  E.  Soott.  Little  Rock,  Ark.,  for  Ark.;  H.  N.  Wood, 
Omaha,  Neb.,  for  Omaha.  Neb.  and  la.;  D.  E.  Gallaaher,  Omaha* 
Neb.,  for  Neb.;  J.  W.  Mark,  Muscatine,  la.,  for  la.;  F.  J.  Soboeoa- 
man,  San  Franciaoo.  Cal..  for  northern  Cal.  and  Nev.;  G.  W.  Dear* 
bom,  San  Frandaoo,  Cal..  for  central  CaL:  Chaa.  Hairis,  Loa 
Angeles,  Cal.,  for  southern  Cal.  and  Aria.;  E.  J.  Young.  Seattle, 
Wash.,  for  wastera  Wash.;  P.  W.  Gedi^,  Spokane,  Wash.,  lor 
eastern  Waah.,  eastern  Ore.  and  Ida.;  H.  E.  Smith,  Porthmd.  Ok-e., 
for  northern  Oire.;  Oscar  Unmaek,  Helea^Mont.,  for  Mont,  east- 
era  Ida.  and  northera  Wyo.;  Wirt  Leake,  Dallas,  Tex.,  for  aortiwni 
Tex.;  H.  J.  Thooosen,  Houston.  TcXm  for  southera  TcK.;  E.  C. 
Willey,  Denver,  Colo.,  for  Colo.,  N.  M.  and  southern  Wyo. 
General  inspectors:  W.  D.  Ckrk,  New  York.  Metropolitaa  de- 
partment: J.  W.  Davis,  New  York,  New  England  and  southen 
departinent;  E.  0.  Th<»naon,  Coliunbus,  0.,  centnl  department; 
WT  S.  Hut<ALin8,  Chicago.  HI.,  weatern  department;  A.  E.  Murdoek. 
St  Louis;  C.  F.  Milliman,  San  F^ancioo,  CaL,  Pacific  daptftmaot; 
C.  B.  Rogers,  Naahville,  Tenn.,  for  Tenn.  Diis  oompany  opera- 
tes throughout  the  United  States. 


REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


NORTH  CHINA  INSURANCE  COMPANY,  Shanghai. 

U.  9.  Uuuger,  H.  K.  Fowlw,  Haw  York. 
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RISKS  AND  PREMIUMS:  Mvfn*  ud  ioliul  rUi 
SmoIw  at,  «I.DIII,103;  pmmuiH  tlnm.  t»,8IS. 

BUSINESS  IN  V.  a.  SINCE  ADUIBSION:  Piw 
niml,  tll«,TS7;  Iihs  pud.  KMU. 

V.  S.  TRD8TEE:    UetavolHu  Tnat  Co..  N.  Y. 

TERRITORY  COVERED:  TUa  wapui  i>  liMtuad 


THE  NORTHERN  ASSURANCE  COMPANY,  Ltd..  London,  Eng. 


It,  J.  C.  Corbrt,  Chiogo. 
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Undswiiliiii  ;nfit,  1149,(82;  ihtmi 
RISKS  AND  PREMIUMS:    Flnridiiiiia 

tttt.noMi:  mnmina  thmiii,  tt,Sn),l3t. 
BUHINiSa  IN  U.  B.  SINCE  ADMISSION 

tilmd,  tS»,Tta,li^  hmm  miid,  tM.eil.3U. 

BONDS  AND  STOCKS  OWNED: 

BoiiB.  V 

D.S.,in 


icill.isii,  4 


M,  6.,  l»Js,  1% 

7.(i.J..»..IMl,4l% 

V  Ubi.,  iai7,  4% 

,  i.,  1»4HH,  8i%.,, 

II.Y.C.,«.,19«HI,4% 

M,r,C,B.,lM7,4i% 

UgtenadTVi^  1^1-a.  4": 

BUP»],MiWL,lBI»,4t% 

A,  T.  4  B.  PTSr.,  KB.  B,. «  ,  1»S,  i% . 
ir*CAX.Ry.,liii,,<T. '■A".l»44.41-; 
AIL  C.  L.  H.R.,  L  4  N.  »l..  1»W.  4%. . 

B.  A  0.  R.R.,  nrior  te.. «.,  1»S,  i\%. . . 
B.  A  O.  R.R./mLDiT..l  ai..ii,.ltlS>i% 
B.Ck.  A  S.  Rf ..  1  D.,  gr..  (..  IMS,  3%. 

0.  A  0.  By..  iiL  m..  g..  IWJ,  lt% 

O,  B.  Ag.  IIR..  ED.  m.,  19^,4%.... 
a,  M.  A  St.  P.  Rr.,  ov.  g.,  1«1, 41%.. 


ai; 


^ 


B.  A  D.  Rt..  I  A  r.  m..  r,  ION,  4% 
%  C.  A  Six.  Ry„  1  B.,  ■  .l»l,  4%. 
'.ah.L.Rj'.,  Iiii..g.,  IMI,4gt... 


117,300 
91,1)00 
100,000 
U7,TaO 
79,700 


4S^00 

14,000 
47,000 
M,000 
10,TI0 

44!l00 

41,000 
41.000 
M,000 

usoo 


BomM  im  Sncu  Owins.~Cgiil. 


iU.  U.  a.H-,  ex.,  1  nL,  g-,  LWJ.  dfYfl'-. 

L.  8.  A  M.  So,  BS:  d.  i.,  1018,  4%.. . 


I«.«n.  lUL.im-K..  IHV.  i^H^ 

I^m  A  Be*.  R.R.,  1  n.,  ■..  1014,  i%. . . 

Uu.  Ry., «.  (.,1000,  4% 

M..8U'A8.  Sta-M.  Bt-.  1  a.  ■-.  1>3S,4% 
N.  Y.  C.  A  HJULR-g.  n,  ItlS,  4i%. 
N,Y.C,A  HJUtJULB.,d-L(..100Mt.% 

N.Y.CL.,«.lr..l«l,i%r. 

N.  Y.,  W.  A  B.  tv.,  1  DL,  lOie,  4)%. . 

Nor.  AW.  Ry.,0T_  (_«»»,  41% 

N<r.  A  W.  RT..eil.tr.«r.,lSlS.  4% 

No.  P«.  Rf.,  jrur  la.  t, IBB7,  4%. , . . 
N.Pv«(.N^Jl.,C3.fQ^iiol.l011,4% 

Ore.  B.  L.  RR.,  r.,  b,  IBM,  4% 

Pfc  R,R,  n.  t.  lOlJ.  31% 

Pl  R.R,  HL  ft. «.  tr.,  ( ,  lOIS-ai,  4f %. 
P..C..C..  A8t.L. lLR..mi>.4r.lOS3,  4% 
S.  SU.  M.  Bt  Co.,  1  BL,  v..  (.,  ItJT,  t% 
Si.  P..  M.  A%l.  Ry..  B..  (r„  ■..1033. 0% 
So.  Ph.  Br.R]>..C>J.,l  n.,gr.4^l>aT,  t% 

Bo.  Pm,  or.,  g„  1019, 4% 

T.R.RjkwL,9t.L.4iLm.,r..t/.j.,l«3,4% 

Wat  Bhon  R  R.  d..  mi.  4%. 

W.  Vt  A  Piiti.RK.I  m., ».,  I«0,  4%. . 
Ckoifdd  BiLCiMl  Cp..)  in.«r«.,1940^% 
WnMra  El.,  I  to.,  g.,  1921.  S% 


N.Y.AH.RR-.p 

P.,  Ft.  W.  A  ChL  Er.,  (T 

Total)  (book  nkw,  tl,TU.l««) I 


113/100         104,UI> 


»,0OD 

Huno 

(7.000 


130.000         13A0OO 


REPORTS    OF    FIRE    INSURANCE    COUPANIES. 


UaCELUNBOUB:  1U  UBBur  b<| 
UiMSMaiiilSM.  IHhOMtdHitat^HiiaHmniun 
lI.I)lt,ri»indliia]iiniiMakMdluidi(i(ajaiMO.  IBiob- 
■nW  e^M  a  OmOOO,  or  riudi  faOOgpOOhn*  bMB  pud  iii>. 
CiBlinIn  JokB^Mbok  IMt,  t»»,4Ml  Toroila,  im, 
lilpO:  Bu  Ttudn*,  IMt,  n41S.TU.  Bin  IHubo  ud 
BUloDon  kaa  wwt  paid  tv  noHMHia  bom  Ibdb  offie*. 
Tilv  tf  Ki«]  dtiB^lu    Va^  t48,3<0!  Ol^  liun>:  "■  U., 

IjNITED  states  TRDCTEEfr    J.  ?.  B.  Thijv,  Cliia.  D. 


<UpMMDli.OMmW.Bihb. 
•■.  U  Mb  It,  Hnr  York  C" 
-" CKJI- C.  Cwtut,  i 


York  CHt.    VmUn  depuunul 

^,  ..,.  Dartut,"  '- ' 

mA  hbck.  CUofD.   m.    Bmbl 

udOeintJ.WeinrocIt.y.SUtKedw.  R.  BuhW,  for  M.  J. 
•■ll>L:a:T*wiHlWikoo.fa(Nrj.,K.I>>l.  Md  >t.,l  n  r- 
Sow  RlKadn  ud  WiDiua  B.  KEa  r.r  '..  >  i  i  -  .'  .    I      \ 
Cluk,  Iv  Vi.  ud  N.  C;  Nnrt.  M.  Bo  . 
To.;  Sonu  D.  Bn-kt  ud  E.  a  Hr 
Ak.  Uki.  ud  lA,  C.  B.  Aulem.  li 


i^  R  D,' 
CU.,  (fro,, 


,  Ltd.,  London,  Eng. — Continutd. 

[)  R.  Atiinion,  PnrtUnri.  Ore,.  lot  Ore.  mm!  3,  W.  Idi 
riNir]^hl»  Maumpolk,  HiDO.,  for  Uian.;  WulC,  Daiu 
o  .  for  O.  ud  fr.  V..;  C.  L.  EMton.  UlwHikB,  Wb 
'  ('.  KoUxrinihim,  Butts,  Uwt,  (or  MoBtn  ntili  u 
,.  „  ---.-^  Ditooit,  Mioh,  ((  •'■  '  '  " 
..u.,u.i.,,.u..  iucIihL;  L-C,  Holknn 
<  Cal.  ud  Ntr.;  S.  J.  BortoD.  DeaTO'.  uuo^  vx  um, 
i\  m.  Uiok.  Cohimbua,  O.,  I»  O.  uid  W.  Vl;  Q.  L. 
ruhL  Neb.,  f Dt  I*,  ud  NA.;  W.  F.  Miller,  OkUmm* 
.  ror  H.  M.  ud  OUl;  G.  MuitUtf,  Loa  ADgdoi.  Gal., 
nri  So.  C»l,(  C.  J.  Binm  NaehnUe,  Teoo,  for  K». 
R.  G.  VaDentTiie.  Fifgo.  N.  D..  far  N.  D.  and  B.D,: 
ploo,  Seattle.  Waafi.,  (gr  Waeli,  and  No.  Ida.;  C.  G. 
cam,  HI.,  tor  111,  Tbe  mmpany  don  bunnn  Ihrouxh 
and  Mutbm  depuHwiU  ioN.  Y.,  N.  J.,  Pi.,  WT, 
'.,  Va.,  N.  C,  S,  C„  Ga,,  Fla.,  AU..  MiM..  U..  Tei. 
New  Eittlaad  Sui«.  The  w« 
lU.,  led  .  la..  Ku.,  Ky.,  Mich 
O.,  Otia.,  Tom.,  S.  D..  W.  Vi 


NORTHERN  INSURANCE  COMPANY,  Moscow,  Russia. 


[L'ailal  BUta  BraDsii  Btatatw) 

lau 

<_ 

SSS 

SonJua 

Net 

Total 
IsooaH 

^ 

EqH«. 

Total  B<- 

puditnn 

Lo« 

(+)  R«-d 
boa  or 

IIW 

DMOMi 

W11.M9 

1877,011 

s 

&99M 

l!8.7ai 
U.fiM 

soaii^ 

tSiM 

30,052 

-•lOCWW 

+»nMt 

■,DklB1,  1BI4. 

tUaSSO    Loaauniiaid 

78,717    I'aeuiMd  immi. , . 
.li^iEtira.... 


8.430    OUwIk 
U,H8 

Total  Ea 

,  tl,(MO,BU       Total... 


Ti«al(«tt.. 

Dal(rwntiii(  kna.  t»8,gM;  inTiirtimDt  jniGI, 

RISKS  AND  PREMIUMB:    Rreri^iDl 
MAl.git;  inmmn  tberKui.  II,1U,S07. 

BUBIKKEB  IN  P.  S.  SINCB 

•md,  t>,»UM;  Ibb  paid.  tl.001.W>. 


Par  Maikit 

BONDd  OW.VED.                           Vahia.  Vilw. 

rork,o[>.,  1««)-M,4t% tSt8,000  tSSSJXI 

bill,  a,  iDamlA.,a.v.,183M%        100.000  lOl^HO 


MISCELLANEOUB:  Tha  SBpasr'i  lit«t  hum  oOea  iM*- 
auot  ibowed  MeU  of  on  tSmOOO.  and  a  rhk  o(  e>.«%, 
altbough  tba  Ruadaa  lav  Taquina  only  40%.  1^  flompan;  u 
paid  (SridnMb  gf  Zlt%  (or  Mtinl  *(*n.  Tbe  oompau  truMot* 
rdnnun  Dnlj.    D^wJt  in  CMo.  (mOOO;  N.  ¥.,  1300,000. 

DinTED  STATES  TRUSTEB:    Baokoi  Tr.  Co,  N.  Y. 


NORWICH   UNION   FIRE  INSURANCE  SOCIETY,  LTD.,  Norwich. 

nrTork.    OifiaiMd,  17>7. 


Tiu 

^ 

£=£ 

Swlua 

P,^ 

Total 

■s? 

Eipen-a 

Total  El. 
pawCtura 

■SS, 

UU 

B4n*< 

H.SBMK 
.WU.I47 

tl,lSI,QBI 
Ml.UO 
ll»l« 

i717M 

e.oia.iu 

IS?!! 

tt,iu,oos 

03^611 

!S:ffi 

ri7,78(l 

11 

ti.iB«.m 

-MUlO 

Ca«... 


330,820    Olberia 

17438 

Total  lit 


BONDS  AND  Sl'OCKS  OWNED: 


„[<M I3,U8.7U    SunJBi... 

^i^onrBab..  1.M1 

TmaliiMi. t3.117.tw 

tJtrJmriBi  ka,  187,308;  imwtmMit  prolit,  1141,303. 
RISKS  AND 


1300.000 
40.000 

10,000 
10,000 


Oiidnnati.  0,,  1.  r.  rri..  1083. 31%. . . . 

ClerelaDd.  O., «.,  k*..  1030. 41% 

0*.,  rat.  IBIS,  41% 10.000 

K.M..a(.gol.,l«irS% S.OOO 

N.Y.C.,i!p.r».  1087-00.41% 178.000 

N,Y.C..«i.,l»ii,3i% 100,000 

Pnrtland,  (ln.,ir»H,l»17,  src tO.OOO 


REPORTS   OF    FIRE    INSURANCE   COMPANIES. 


NORWICH  UNION  FIRE  INSURANCE  SOCIETY,   Lm.,   Nonrich.  Edb-- 


Bam  AflD  Sioou  OwnD.— Canf. 


B.  4  O.  R.JuP..i,Ei  V 

lMI-3*,  47( 

B,  AO.  R.R.,  B>rn.Wv.,ro 


C,  M.  4  81,  P.  Ry.,  nr..  1 
C..R,  1.4P.  U.S.,  Ira.l 
C-,RJ.4  F.Rf  .fiLDLFee-. 
firw  R.R.,  Pl,  wL.  mi .  ] 
L.  I,  E.R-,  ID,  m,,  Ifct"  •■ 
'•    S,  4(ftii.  Ry, 


M.,  8,  4  Nwn.  Ry„l  ui.f.v  ,  !■ 
JJ.y.C,4H,R,il,R„L.S,c..lri-j 
N.Y,C.  LiiinHi,[r.cl/8,.ll'l'J.  : 
N.Y,  C.  4at.  L.R.R„reg.,  ]:■ 
N.P..Gl.N,R.R..C,^,*()it,, 


n,  &  w,  Ky,,  cT,,  IH3K,  41' , 
N,  4  W,  Ry„  cv„  im,  1  : 
Ok.  Sh.  line  R.R..  i,  1MB.  )■", . .       . . 

PL  Ql,  m.,  mi,  M% 

P».  B.H.,  «- IlllJt,3)% 

-     umh.  f.\  Vf.  is-  wfc.  IBM.  fl% , . 
,  RR.,  i«,  IMl,  4% 


W.B. 


HI.  4  w.  n 


R.K..P 

in.  R.R.,  p.., 

CU.4Nirn.R.R 

Clii.4Nini.H.R.,ii,,, 
Cly.,M,4nt.F.Rr... 
Oh.,  M.  4  St.  P.  Ry„  p 
Q«.ll.R.4Bki.,p,.,. 
m.  C.  R.R..  iMHTlKn 
bo.  Cy.,  Ft.  S.  4  M-" 
nita.,  Ft.  W,  4  Oii, 


BoKH  iND  Stocd  OwmD.— Coil. 
Undfrnritfta  Bdnii«  dlCM 


t.  IIIOi.UH.tlU 


Tataknuiknlae.  IIMS,7I1) 

MISCELIANEOUB:  Thia  eompuy'b 
UniUd  Btata  io  18T7.  Id  Mv.  IBOT,  tb 
Uw  bmineiB  of  th«  Induiuty  Hn  of  Nen 

Ison:    JiekaoEnlla.  IMl.  U».1M:  B^l 

Tcnnto,  IWH,  1120,000;  Su  Fnniueo,  1>M,  t!,C».IU; 
CbdM*.  IS08,  tSIT^t.  Ths  BidtimaR  lom  im  aii  bi 
di^ti  OD  the  Ikhh  cA«  ud  the  Tonrnto  bwes  wen  piid  br  0) 
tonusy'i  Cui£u  biwuh.  Valun  of  iperiil  dnii^:  Ok 
tlOWK  N.  H.,  tlO.OSD;  Vl.  t33,NO^  0.,  tlOl.lUO. 

UNITED  STATES  TRUSTEES:  A.  W.  Hud.  V.  bki 
BownK,  Juw  A.  Bdrnw- 

FIBLD MEN AMDTERRITORY COVERED;  HMdoffigelH 
tba  UuM  SCUai.  M  Jobo  n.,  Nn  York.  J.  MoattoHT  " 
iiiilTnilltiiilltiii.  ■mapii  J.y.VtBRiptt.btwutnotli 


B«cn.  Ktasm  k  Co.,  QkhsMi.  Tel,  (ncnJ  utnUfsTs.; 
C.  Han  4  Co,,  Juboiivilla,  n.,  gionl  ifcol*  for  FIl;  A, 
Wnd,  1  tl  Wms  sL,  EkatoD,  Mug.,  nwlil  *«ait  (or  tuUn  Mil 
Mo,  ud  K,  H,;  Chu.  BehuehlunOhitdird  Nw.  BL  Bl 
HsrtFviI,  Conn.,  qwul  iggnt  for  WMltrn  HiM,.  Vt.  and  Coon,: 
P,  Out,  rotatl  igoat.  714  Onoul^  CouDir  Bit.  Bk.  B%,,  Srn- 
nue,  N,  Y^foTN^r,;  H.  A.  SMh%,  Jr., »  John  it^  Nn  YoL 

Hotanin,  *  11  Wdtaat  Am  FUlMUphiii.  Pa.,  (inul  ■ant  fa  (MHi 

,^    ,..  ..^r.^..  A  ^ 1 mlaiMLlSAinittlllt. 

Biokfinl,  1^ 
Awustu  Winu 
„  __  _  Jairta  Qa,,  foe  S-  v,,  «*, 
BowardLHtBta  aftot.  Hu^  L,  Bowk 
Btak  Bk^  Cioonuiati,  0,.  tor  Ejr.  aoil 
I  wDt^Riwn  Buk  Big.,  KF  -     -<- 


PL.Md.udD.a:A.dCr 


MMoial  innt,  Fbrt  Nat.  Baak  %, 
(X:  On,  E.  Lnoh,  nod  woDt,  Ba 
IfioD.,  lor  Mbuu,  I).  D,,  Td.:  Ji 
AodnoD,  lad.,  forlnd.  lod  T 
SIM*  anit.  S2t  Ford  Bk,, 

D^tTiSrudWkiW.Broi , 

■"'      kae,  TT*.  for  Wk;  C.  C  li 
a^.  Mo.  for  la..  Mo.  * 


Hoot,.  On..  WHh..  Ida.  Not.,  una.  ai-..  .._  -_ 

"  '  C.  D.  Cobb*Co„10II  ISthit..  Dtiinr,  Calo.,(Hi<na 
a«mu  TV  Cob.,  Wyo.  ud  N.  M.;  %>aaal  innti.  P.  C.  Bkdai 
ud  J.  H.  PuD^for  N*v.  ud  Aiii,:  A.  W.  ai«o'  tod  Bnn 
KaHi,  fir  Orb.  Wadi..  Ida.  aDd  Utah.  Tko  oompuT  doa  bos- 
i»  io  an  of  Iht  Suto  of  Iho  Uidled  Btam  Bmpt  AiL,  M. 
'  ""  It  alao  doa  bunoaa  in  tlie  DoDiiuoD  at  CaotoL 

kU  and  Porto  Rico. 

OCEAN  MARINE  INSURANCE  COMPANY,  Ltd.,  London,  Eng-l 

Mimagtr.  V.  L  H,  SiDpaxi,  New  York.    OijuiiMd.  IBiV. 
(Umled  BtatM  Branch  Htatiatia.) 


Turn 

,^ 

SS^ 

Surplo. 

Not 

Total 

Lo>ia 

Paid 

EipoDan 

TotdEi- 

pOlditOTO. 

Innimd 

^l: 

tMJM 

4Sja! 

IS 

3og^ 
a7i,ioj 

321, ISA 
28aj7l 

1 

U0.E79 
4fi,«i; 

«:«oi 

BW,1« 

■S;B 

3 

-'101^ 

■.  Did.  II,  leil.  LiuiuTiH,  Dn.  }I.  I8I4. 

tSOIJOO  Lonnpn^ H1,97J 

41.014  UinnMdnaai...,         i6M* 

Umca....         1S.4U  Olhit liaUEtw.  , . .         lOlSO 


ToW. 
CDdv 
RISKS 


t3M,040       Total 1364,040 


BONDS  OWNED, 

DirtTKt  o(  Columlaa.  f ,  in4,  S.M%,, 

New  York  Cy.,  1»!.  SK. 

New  YorkCy..  1»17.  *H 


t31S,<»a      t301.2(K 


Biitidi  4  MmulUe  of 


TotatafbookTilae,  R04,ia2],,,         _^_^__^_^ 

MIBCELLANBOCS;    Thia  oomiaaT  bonio  bn^oia  In  tbt 
HnnifA  RtatM  in  loM     It  waa  pordiHod  to  1007  by  tbc  Noru 
IxwdoD,  bit  Balijiald  M  a  ai^antt 

„,„_ slw9talB£l.(nOJXW,aBdtbe|udop 

portioD  ii  £100.000.  Ita  tmeii,  DnadM  II,  IBll,  aamoM 
to  £737.100.  W,  L.  H,  Smpaoa  u  alao  nailad  Htalig  Daoapi 
of  tha  BriUi  4  PMricn  UulnB,  of  Unpod.  Ih>  MaritoM  of 
Unrpool,  aDd  Iha  RSuo.  Mmh  of  Liwuoo),  f™*--™ 
loaa:  Baltinum.  1004,  t2J00. 


REPORTS    OF    FIRE   INSURANCE   COMPANIES. 


PALATINE  INSURANCE  COMPANY,  Ltd.,  London,  Eng. 

UDiMl  Ruua  Muua.  A.  H.  Wnr;  Antut  Uuifm.  C.  J.  Htlaua  ud  C,  E.  Portv; 

BnnehSBOMw;.  Wm.  H.  B*IUn].  Ntw  Vort.   Onuiud  ISOO. 

(VaUtd  SMa  Bnncli  Stottetia.) 


Tiu 

1«M 

UntMd 

8»pla 

pi. 

Total 

"s- 

E^HH. 

ToMEi- 
podilum 

iBonnd 

'»§!o.'" 

§ 

K.IK.774 
■,34tTU 

i,sia,ui 
imots 

t2.mi.SS! 

t2,lM.7U 

i,s«a,«iT 

{ffiS 

rm.m 

tl.MS.OO 
■iW37' 

•SS' 

TKOJIJ 

lJa.TJ» 

.  m.l»t,TH       Tstrf... 


Utinritbw  loK  tiaUTt-  iiiTatDi 
B  AHD  PREUirUB^    TWrli 


and.  t:i.rn,<7S:  kMi  pud.  IIS.MI.MI. 
BOKDB  AND  STOCKS  OWNED: 


ChutHBsfik  Tbul.  1M2.  tt% 
Clndud. 0.. rt«..  1021.  l%... 
DvUnftin,  S.  C.  r..  1S32, 5%.. 

N7iCa..r.,l8a3.4<c 

N.Y.Cr^..  1W»-2S.3)%... 


101  MO 
10,300 
10.000 


loojxm 


11  .DOS 
IMUOO 

t;MO 

20,000 

u,oao 


N.  Y.  C,  rat,  !M7,  4*", lOO/WO 

EnfaBonlTt..  nc.  1H3,  4% S.OOO 

Vi,C«hBF.i— .,  IWI.3% lOim 

AC  CaK  Lmt  L.  A  K.  soL.  IU3. 4%  .  W.OOO 

B,  A  0.  R.E.  S.  W.  DiT.  1  m..mi,  »%         "  "~- 
B.1 0.  RJ.  rj^ZA  W.V».,r..l»ll,4% 

C.  1.  3.  A  E  R.,1  n^r,  ItOt.  4i%. .. . 
C.  A  E.  DL  BJL  r.  A  bip..IW5, 4% . . . . 
CU.  t  KnL  &R.  ax.  KS,.  ins.  4% . . . . 

C.  A  W.  Ind.  KJL  a..  I%1, 4% 

E«RT.(m.iii„19a).7% 

£■  AT.  H.  B.K..  I  a.  u..  tWl,  *%.... 
ac.  RJL  Wst.  LiBea,!  bl.  IKl.  4%. 

liult  B.  T.,  I  *  r.  m..  IMS.  1% 

LE.AW.BJt..lD..  11X7.1%.. 

1- 1.  R.B.,  c.  B.,  1MB.  4?. 

U  AU.I^..lin..  1W1,4% 

UiuAH.L.R.R..  Id.,  l«2r,7%.... 

HB.St.b..la.D.,  lOlS.src 

».V.AL.Bt.  E.R..D.IIL,  IMl.S^..  ",1"" 

X.  TJ..  E*  W.  cyR-S..  1  IT.,  l>n,B%      U.OOO 
N.  PKlULinclii.*  L  t,  IWT,  *%.. .  V,(M 

PMr,l»,lW1.4i% M,000 

TjSx*  OLL.  LIL,n«.,  It40-1.  4)%  78,000 

!t  L.  I.  U.  A  Bd.  C  JTa  LO.,  ir.,193I, 

Kb WOW 

9LL.I.  U.ASo.  R.iO.  lm.,1831,4%        ZI>,IX]0 
aLUF-AKwiLRv^lD.,  1M«,I%....  MUnO 

9l  P..  M.  A  H.  ILR..  a..  HS3, 0%. .  .  IMOO 

So. 87. 8t  L.  DiT..  lm..l«l,4%....  BIJMO 

8».  Rr,  I »,  1»M.  B% MJMO 

81.  Pk.  Ei.  1  r.,  ItSC,  4% 40,000 

Tb.  ILB.  Amn.^  L.,  I IL,  ISM.  4t%.  26.000 

loL  W.  TiL  A  O.  B,B."C''.  lOtll,  4%..  «,000 

W.  Ehn  RX.  11.,  1  B.  n*.  3»l.  4%.  WHO 

v.WAnnLBJL.  iu.,ino,  4%...        u,ooo 

«.R.,B SO.OOO 

■KiL.p..2wlHH tMO 

ciL.  Ma.  A  SL  P.  rt.,  p aMno 

ChT.  A  PttU.  K.R.  V IMWO 

MirtiW  Rr.,  ir. 100.000 

U.  A  S.  H.  KS..  IT MOO 


I],7» 
Bl,0OO 
77.160 


B.  A  q.  R 


'IS    5S! 
Iffl     iS 

tOT.lOO      i:.436.000 

W);  N.  ^ie.70ft 
CUGd,   RiiWd  J. 

r,.Ft.  W.AC.Rr.B.... 

ToUh  Omk  nlM.  l2.6l3.tN) K 

UUCKLLAMBCiUB:    Tlik  cnmiiwiv  n 

FIELD  MEN  AND  TERBTTOBY  COVERED:  A.  1 

tliitad  Blstaa  bhm>;  C.  J.  Hotaou.  ud  C.  E.  Fotttr. 

muktmi  Wdl  H.  BaUtnl,  bnncb  MOaUij.  JunKtiotioa  ■&• 
bncc*  an  of  tilt  DniUd  SUtM  tut  gf  tin  Rocto  ManntaiH.  H. 
C.  Edd;.  ChkMD,  m.,  i^dnt  MntaiT:  aTiEi.  NAhi,  ^bt. 
■at  •KnUiy;  T.  E.  Hitlwn.  inots  npnibadmt  hr  Mtwa 

dqattiBat,<BBi[(irii«Hkli..03liid..        *~ 

Mo.:  J.  F.  Edsuodi,  Domr.  Cob.,  1 

Shsrick,  vsftKit  BecntHT-for  DorUii __, . ,  __ 

MDicBu.. Ndb.,  N.  D.,  OUi.,  B.  D.,  Colo.,  Nm  Mo.  ud  W 
E.  T.NiebUni.eMFnkMwii,  Ctl.,a  •-    .-    - 

ILC.Mtdaifl.Ai  " 
Aril.,  WHb.,  Mod 
B.  Hm,  New  Otk  . 
NoTtoo.  Jukimvi- 


S^mdBibutta;    :■■ 
fcr   New   Eiiglu 
Rmrtford,  ConiL,   '   r 
iMUnaitf  Nn  E.. 

dutn^imoM.  : 

gcvpt  L.  T.J,  DDT 
L.  I.;  F«ni  1 
Bwlicc  D.  Prim 
UcLudD.  C.:1 


. -r.t:<  r<i?^;  TluD«4SMn  H , 

.  .  Ei.  D.  Cootfiuaar,  DiQil  T«.,  SUIa 

'  I :  E.  B.  HopWDOft,  *diaMr  fir  Nxr  Yvk 

T-  FuTDCiB,  Bdaton,  Hib.,  sbwa]  mvI 


C<^biii,_QL,  for  B,  C.;  E.  A.  Y«b«,  Rtduu^  ^ 


.;  'W.  J.  ( 


t.,  focH.  C. 
■ud  Tmui.; 


rf,  LntDCLon,  S7.,  icr  Iky.,  ui 

.-nUmio.  T«.,  (or  Butlm  Tbi.l  . 

il  qncUl  apDla:  W.  F.  HHnhuM,  H.  M.  CubMimI, 
uaatut.  DMnit.  Mxh.,  f«  Ukb.:  A.  M.  Cde,  I.  E  Rudioni, 
^Mut.  AUww,  0.,  fiv  0.;  W.  0.  Cfambiriun,  MiHinnti*, 
Mfau.,  m  Mian.;  J.  C.  QriStlia,  Jr.,  Qiicuo,  HI.,  fv  111.;  W.  H. 
Hurim,  Db  Moim.  U.,  for  b..  *ul  No.  do.:  Bamld  D.  Bovy. 
JrfEswn  Citt,  Mo.,  for  Mo.;  W.  E.  AtwUs.  MUswikee.  WiL,  for 
Wi^  jDkn  Stops.  t>il^>u^^  Iwl..^h*  lodj  C.  W.  Piim,  H.  C. 

Ku.,  <«  Ku.; 

to,  Finn, 

. tot8.K 

.H,CnKC<ila.,WyD.udN,Ma.  hnfaCoMt^nulumti; 
. .  J.  H.  MumiDi,  Sta  Fnnitea,  Cil.;  Geo.  W,  Swu.  SfdnM, 
W^.;  H.  E.  P^aDnt,F»ttaDd,  On.;  J.  H.  H«mw.  Loo  AboIb, 
C*l.;  Ow.  F.  Hnur,  Su  FiBMRi.  C*l.;  Arthur  Umk,  Bdtltk* 
Crty,UUli,ft)rUuii.  Thi  «b|iht  opnUi  b  ill  Ihi  SMb  Md 
TontoiiM  a(  Hw  Daitad  Btalo. 
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REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


PATERNELLE  FIRE  INSURANCE  COMPANY,  Paris,  France. 

United  States  Managers.  Manel  dc  Wemple,  Inc..  80  Maiden  Lane,  New  York. 

(United  States  Branch  Stotbtios.) 

Coimnmwed  buaaeai  in  U.  S.  1013. 


Tbab 

Assets 

Unearned 

Surphis 

Net 

Ft^oniiiiiQe 

Total 
Ineome 

Losses 
Paid 

Expenses 

Total  Ex> 
pendituree 

Losses 
Incurred 

(+)  Rec'd 
from  or 

(— }Raiut 
toH.O. 

1014 
1013 

1018.600 
024.436 

1400.011 
638.087 

1356.764 
285.840 

1403,022 
638.088 

$525,383 
630.422 

$441,238 

$130,008 
226.400 

$572,146 
225.400 

$507,268 

*t30,000 
+502,332 

AttRB,  Dm.  31»  1014.             LuBnima,  Dio.  31. 1014. 
Bonds $852,037    Lossesnnpaid $160,606 


Cash 30.806 

Interart 0.810 

Uncollected  balances        86.426 


Unearned 
Othwlial 


400,011 
1.386 


Total  liabilities. . .     $502,354 
Surplus 355.764 


Total 


$018,660       Total $018,660 


Underwriting  loss,  $20,038;  inTastment  profit,  $40,005. 

BISKS  AND  PREMIUMS:    Fire  risks  in  fon»,  December  81, 
$60,622,766;  premtumi  thereon,  $751317. 

BUSINESS  IN  U.  S.  SINCE  ADMISSION:    IVamhims  re- 
$1,182,000;  leases  paid,  $602,535. 


BONDS  OWNED: 

A.,  T.  dc  S.  Fe  By.,  gn.  m.,  1006, 4%.... 

GhL,B.AQ.By.,1068.4% 

QtNo.By.,1061,4i% 


Par 
Value. 

$80,000 
70,000 
70.000 


Market 

Value. 

$76,800 
65.800 
70.700 


Par  Maifcet 

Bonds  Owmo.— Cent  Vahie.  Yiloe. 

No.  PM.  By.,  1007. 4% $50,000  $47,500 

Pa.  F^ranoh  loan,  fr8.302.500. 1021. 3i% .  75,300  09,276 
Bep.  Frsoce  Pub.  Debt  Beats,  frB.,400.000, 

3% 76.700  63.MI 

Cincinnati.  0..  pL  imp.,  1053, 4}% 80.000  84.800 

Caereland,  0.,  1042. 4i% 50.000  53,000 

N.  Y.,  cp.  Btk.,  1060.  4i% 60.000  50,500 

N.  Y.,  cp.  stk.,  1063, 4l% 250.000  270,000 


Totals  (book  Tihie.  $842,267) $852,000        $852.(P7 

MISCELLANEOUS:  The  campanVs  home  oflioe  stafanflit 
shows  assets  of  $4,420,021;  oapiteT paid  up,  $480,000:  sobseribed. 
$1,200,000;  deposit  in  Ohio.  $100,000;  N.  Y.,  $200,000. 

U.  S.  TBUSTEE:    Farmers  Loan  &  Trust  Co..  N.  Y. 

TERBTTORY  COVERED:  The  compaiv  transaets  a  n- 
insurance  buaness  in  all  the  States. 


PHENIX     INSURANCE    COMPANY,     Paris,     France. 

United  States  Managenr  Starkweather  &  Shepley,  Inc.,  IVovidence,  R.  L   Organised,  1810. 

(United  States  Branch  Statistics.) 


Ybab 

Assets 

Unearned 
Pkwnnuns 

Surplus 

Net 

Pnmiums 

Total 
Income 

Losses 
Paid 

Expenses 

Total  Ex- 
penditures 

(+)  Rec'd 
Losses         from  or 
Incurred     (— )  Ronit 
j  toH.  0. 

1014 
1013 
1012 
1011 

$638,077 
627.610 
622.605 
621.421 

$2164!01 

104.115 

187.528 

03.524 

$338,675 
335.181 
407,378 
486.237 

$275,722 
271.104 
214.448 
105.675 

$208,067 
203.614 
286.120 
217,615 

$182,676 

121.427 

115,250 

44.401 

$100,088 

100.857 

60.501 

50.026 

$201,764 

222,284 

184.760 

04.517 

$103,115 

127.010 

113.050 

63.603 

— (»,000 
-60,000 
-10,S«8 

AttRB,  Dbo.  31, 1014.  LiABiUTiM,  Dbc.  31. 1014. 

Bonds $607,000  Lossesunpaid $40,343 

Cteh 64,502  Unearned prems....       216.201 

Agenls' balances....        64324  Other liabOities 42.768 

Interest 6.416  

Otiier  assets 100  Total  fiabUities...     $200,402 

SorphiB. 338,675 

Total $642,842 

8pLdep.0TerIiab..         4,765 


Total 


$638.on       Total $638,077 


Underwriting  kas.  $13,888;  inTestment  profit,  $21,200. 

RISKS  AND  PREMIUMS:    Fire  risb  in  force,  December  81, 
$43,845,144;  premiums  thereon.  $303,467. 

BUSINESS  IN  U.  &  SINCE  ADMISSION:    Ptamums  ro- 
ecited,  $057,030;  kwes  paid,  $457,344. 

Par  Market 

BONDS  OWNED:  Vahie.         Vahie. 

AIL,  Qa.,  sc,  1027. 44% $10,000  $10,000 

CleT.,0„C.ELlOM,4.10% 100,000  104,000 

N.Y.C..ep.stL,1060,4i% 200.000  202.000 

B.  A  0.  EJEl.  1  m..  1048. 4% 60.000  46,600 

Cb.ANimrBy-.8n-»^1087,4% 60,000  47,600 


BoMne  Owmo.— Ccnf. 
No.  P.  &  Gt.  No.  By.,C.3.&  ()..1021.4% 
Un.  Pac.  R.R..1  m.  R.RJk  1.  g.,1047, 4% 


Pkr 

Msrkst 

Value. 

Vahie. 

$50,000 

$48^ 

50.000 

48,500 

Totals  (book  vahie.  $511,050) $610.000      $507.000 

MISCELLANEOUS:  This  company's  home  office  statement, 
as  of  December  31.  1013.  showed  assets  aggregating  $8,565,050. 
with  a  capital  of  $800,000.  Deposit  in  0..  $100,000;  m  Ga..  $10,- 
000. 

UNITED  STATES  TRUSTEE:  Bankers  Trust  Co..  New  York. 

FIELD  MEN  AND  TERRITORY  COVERED:  EmO  G. 
Fieper.  superintendent  of  agendes.  Providonce,  R.  I.;  Hairv  K. 
Rowe.  special  agent  for  New  Rngiand,  New  Haven,  Coon.;  C.  B. 
Burkctspeoial  agent,  Plymouth  Meeting,  Pa.,  for  Pa.,  Md.  and  N.  J. 
F.  B.  Decker.  RiDchester,  N.  Y..  for  N.  Y;:  J.  D.  FW.  So.  Boetoa. 
Va..  for  N.  C,  and  Va.;  Qeorse  A.  (Train.  ()ohuibos.  O.,  for  0.  sad 
Ky.;  John  D.  PoUock.  for  Mich..  Mmn..  Ind.  and  westara  Ky.;  Fay 
Morriascy.  Champaign,  IlL.  for  Neb..  HI..  Mo.  and  Wis.;  Gctdoa 
WiUiaiiM.  Atlanta.  Ga..  special  aoent,  and  J.  R.  Cothran.  Atlanls. 
Oa.,  amistant  special  agent,  for  (iia.  sod  S.  C.  Ttia  oompv  o^ 
erates  in  Goto..  Conn..  D.  C..  (2a.,  JSL,  Ind.,  Ky.,  La..  Md.,  Mass., 
MicL,  Minn.,  ko..  Neb.,  N.  J..  N.  Y".,  N.  C,  0.,  0k«.,  Fa..  R.  L. 
&  C,  Tenn.,  Wash.,  W.  Va.  and  Wn, 
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PHCENIX  ASSURANCE  COMPANY,  London,  Eng.J 

Muwv  ud  ittoraa,  Pochtl  Bmrfon!;  Aiulut  Muu«er,  Htrl  DtrEutoii,  Nn  Yirt.    Marint  Dtputment 
Muifsi.  P.  Bannun  ft  Co..  New  Voit.    Or^misd,  ITKt. 

(Umtad  State*  Bruch  BtBtirtol 


rui 

«. 

UHUMd 

Surphu 

pZt. 

■SS. 

Pud 

EIPBH 

Total  E>- 
puditura 

■SS, 

<p  R«-d 

1 

11 

I.aU,ST8 

•tt.SM.l7* 

IS 

3,«H.2T0 

tt.mjKe 

S,flM,3M 

•tl.MSJM 

1.287.UT 

iffiS 

tl,I>T.3ST 
WS,i34 

iii'lij 

D73J1! 

CB21,T3T 
2,383.  ISI 
2M1.3M 

t  ,472,09; 

•iBcbda  ttSUU  nrine  pnniiDiu  ud  I14MU  muine  loH 
Aaan,I>iG.31,  IBIt.  Luiiutib.  Dk.3[,  1B14. 

■rlaudttiwla....  l3,IM,03t    LasHimiiud 12^341 

di 311.032    Uneuudcnma....    2.246.tSB 


Total  HBta MJ»7.7ia       Total M,027.712 

Didnriliiq  lo*.  IIE7.B7S;  inntmrat  iroGt,  tlM.QTl. 


e,  n.'ifa.lli;  inmiiuu  Uiowc.  t2DS.S3l. 
BUSINESa  IN  tJ,  S,  SINCE  ADdUSSIOH:    FitouD 
sinrl.  |t«.lJ3,H4;  lam  fiO,  IU,Ue,US. 

BONDS  AND  STOCKS  OWNED:  Pw  I 


BMaood,  Cib,  IMS.  1% 91,000 

iL,T.»aF«TnB.B.L..l)^l%...  £0.000 

l.C.L.KJLL.*N.adja..ll»2,l%..  E7.000 

fl.*O.RB-.p™rto.a.,  1S26,3)%...  36.000 

C.  *  A.  RIL,  IMS,  3% las.ooo 

C.B.ftaiLR.,  m-m..  IIBa,l% 100,000 

C^  it.  tit.  P.  aJL.  gn.  DL.  1989. 1%..  M.00O 

C.  U.  A  8L  P^  (n.  m..  19BII.  lt% fiO.OOO 

C.  t  Hm.  R.R..  1.  f..  1923J% 29.000 

C,*Nm.BJl.,JiLiii..l9e7.  31% 7.^000 

C_  E.  I.  *  P.  R-ETpl  m..  1988. 1%. . .  BO.OOO 

CtW.Iti.  R.R..  I9$2. 1% W.OOO 

Dd.*H.RA..l»43, '"  """ 

Dn-tRBG.  RIr.,  1 

Eh(  t  FUta.  R3..  IMO,  SI'li 

ULC.  iLR.at.  L.I»T.,l&l,oi7e 

11 C.  RIU,  St.  I.  DiT.,  1951. 3% 

j.,r.ftcrkjL.  ID..  iH9,4% 

L  S.  4  M.  So.  R.R-,  1  Bk.  1997,  3i%,.. 

L  9.  t  U.  So.  lUt..  d.  1918. 1% 

UukUtaattTM  1990,1% 

N.  y.  C.  4  H.  R.  R.ll.  1997,  H% 

N.  v.,  N.  H. »  H.  HJL,  19«,  1% 

Nnf.4W.  RJL.  IHI.1% 

■;o.pK.R.R..nS«liL ■" 


1..  193*.  1%.. 


a.  ?!!lPi  M.  ft-R..  1 »..  19S3.  *t%.. 

8°.  Pk.  RJL,  eol.  tr..  1M9.  t% 

Tbh.  BJL  Asbl.  ra.  m.,  1953, 1%. . . . 
riLpitJLL,  1 D.  XR.  i  1. «..  1917, 1' 

KnSbanB.R^lm..tXl,t% 

.tos.Tl.tTc..  1929.1%... 
H,Y.11,1W9,11'- 


17.500 

asjioo 

52,000 


Tatab  (book  aloe,  t3,lCe.D3«) >M81,83»    tt.lOB.OW 


I  TruiKta  Sn  ud  mmiiio  buHMO. 

MISCELLANEOUS:   Tin  Phaaa  na  (ho  ErM  Ei^idi  £n 

compur  to  o«i  u  AmsHui  InDch,  ma  office  biTVi;  boon 

(MtUkbed  b  PhflMMplut  In  IBOt.    8u  teui  tattr  luatile  ]«•- 

lition  led  to  ita  wtthSmmL    WUle  Ibo  Pbeoidi  vu  intaotal 

it  lort  1500.000  at  dtiiuD  m^Snud  I25a,ini)  M  B«ti»  IB  1ST2) 
it  did  ait  T»4B«T  for  AnatliHBH  until  1879.  The  domiout 
inltnotoinUw  Fbondx  ilai  gotdnl  tho  boponl  Awiruco  Co.  irf 
Now  Yak.  In  1907  tlu  ampas  tapani  tho  bamnm  nl  tU 
Pelku  ud  Britlih  Baiire  lift  OSoN.  The  home  office  itote- 
nHDl  of  the  Fbanii  u  li  Daoonlw  31. 1913,  ihoin  that  it  Ihm 
had  I79,078JMI3  ul  unH.  iBctndiDi  the  paid  up  portion  vt  ila 
opiUl,  12,050317.  lUnbaoitml  (lapitaria  tl«,5Tl.«B2.  Con- 
a^tioii  luaca:  Bahiaion,  1901.  1172,759;  Sao  Fnodwo. 
IWe,  12.518.801.  Su  FluwD  lOMi  wne  pud  bf  remitUiKH 
bam  homo  offiee.  Valoa  ti  ipuial  deinU:  Ga.,  18.800:  Va., 
tl9.S30. 


FIELD  MEN  AND  TERRITORY  COVERED:  P.Bentfnd, 
iiiana«o;  Hart  DarliDgton.  aanatant  minagv:  Howud  TertuiDa, 
nnssl  Hua:  H.  W.  Ellia,  geural  a«ent  Eaitcni  depaRmeiit; 
J.  T.  TabW,  nunl  aceol.  goutberD  d^L.  N.  Y.  offiu:  R.  E. 
Lidits.  EeeiiiiQ  agtiit:  W.  L.  MuDot.  auitanl  ntianl  anot 
wertSD  Sf^  Ina.  Enh.  Bli.,  Cbieaco,  lU.;  Wutunflon  Imng, 
raienl  agmt;  R.  OaUttni  aanatant  gcsan]  ant.  Su  FnndMO. 
^7  Speaal  amtK  Jdn  R.  Bwita,  H«3niae>.  N.  J,  tor 
N.  J,;  H.  VosWvth.  Buton,  Man..  Idr  Conn.,  M^  and  B.  I4 
W.  A.  E!l»,  Moottiefier,  Vt.for  Me..  N.  H.  and  Vt.;  F.  F.  Stuek- 
hart,  Boobatw.  N.  Y..  forwartmi  N,  Y.:  W.  F.  InBmham, 


took.  Ark.,  for  Ark.:  F.  F.  Porta, 
'a.    Wnlern  deparUocnt: 
I.  HkU.  Minnnpolig,  Mir 


Ckrtjd.  CiDoinnabi, 
"'!_..  "'  D.  and 
Kcfaps.  LouisTiUe, 


r  Ky.  and  Tbdd.;  hTd.  KdUfig.  Matoon.  HI.,  tv 

■.  Iiraaba. Neb.,  (or  la.  Hid N*::B.  M.  Walsh,  M . 

f.ir  Wit.;  M.  L.  Smt,  Kaoaa  atf.  Mo.,  fcr  Mo.;  A.  C. 
II,  D«DTer,  Colo.,  (or  Colo,  and  WfO.;  a  D.  Wuhc,  Oraod 
.,  .Mirh.,  for  Mich.    Paeifiii  CoHt  deiiarbnut:  J.  R.  Qar, 

Mi>iLt.,  eansn  On.,  e«teni  W>^  and  Utah;  O.  N.  Hall, 
r^l  ncii  Nfv.i  E.  J.  Kellncr.  Arii.and  sonthenCid.:  E.C.G. 
i=,  (.te.  and  WMh.;  0.  A.  YoimjuiB.  Nev.  and  Not.  Cal.: 

Jones,  OiE.  and  Wai>ta.:  G.  A.  R.  Uuer.  oentnl  Cil.    The 
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PRUSSIAN  NATIONAL  INSURANCE  COMPANY,  Stettin,  Ger. 

Dt  MuHfgr,  Ob.  &  VilatiiH,  Chiaco,  in.    Or(ui»l,  II 


niiJWd  9l»lM  Bfuch  81.H«i» 

- 

imilM 

s=i 

Bucplui 

Pnmliuu 

.Si. 

Pwi 

E.p*M>. 

SSi 

,!= 

(-"XSi 

sii 

uio 

":of?:i8; 

'!:K 
liiSiS 

67£:m 

Ml, Ml 

«H,«7V 
Sll.lIU 

,OU.*M 

'tis 

MW.Ul 

m,tn 
Hi,gi4 

MM4II7 

'iS 
■as 

■sa 

mm 

+I11W 

-MJW) 

Uni^twriliiia  I«,  170.3)8:  ii 
RISKS  AND  PREMIUlriS^ 

tm,137.1ta;  [niiuimit  thmn 
BUSINESS  IN  n.  S.  SINC: 

orind,  tl«  JM.OU;  hiMi  pvd, : 

BONDS  OWNED: 


t!.37>.«9. 
:  ADMI3U0N: 

9,l»7Jtt. 


B^Uo.  N.  Y..  wU.  wkt.,  fJ".  1 

Ctmtoad,  O.'.'wrt!^.,  leap,  y 
Ctantonil,O..Cijr.  Rir.Tiur.,  ivl.i. 
CbIh,  N.  Y.,  «n  dcul.,  is:x.  ly  . 
Owitua  Co.,  O..  bg.,  1931-:;^.  J  . 
BHiCoI,tl.J.,  he.,  1B:4,  4', 
~  ■  »  Co,,  N.  J.plk,  1SJ4, 1  . 
-     N.J,.6i.blg.,  I'M-. 


l(illbfc'Vfc,'HBT-».4%.'.'. 
Bt.Lndi.UD.  (Worid'iFun. 


Tideda.i:)..w>t  "ki.,  IMI, «%.... 
Yookiin.  N.Y.,  C.  H.,  ISIS,  Si%. . 
Cm.  Bo.  Ry.,  ie«.  5% 


i..l»l,S%.,., 


Ii.  Cmtnl,  ins.  5%. 

Uks  EiH  i  WMtcn.  HOT,  S% 

L.  A  N.,  n.,  tno,  B% 

L.  A  N.,ErH.*N..  !«>.>% 

Ua.,Ku.*T«^liB.,  ina.t%. 

N.  T.  C,  BiMhCk.  K»..  !««,*% 

N.  Y,  C.  «  H.  R..  IW,  nr,. 

N.  Y„  C.  *  St.  L,  IWT,  4?i 

On.  Ry.  t  Nmv..  I  MI,  47c 

P»..1K1.«% 

PnMHqiKtt«,LE.lDJLKT.,19ai,41% 

RodiwUrAFitt*.,  lBll,S°i 

BiouiCilTAFK.,  l>ia,I|% 

Toledo  A  a  Coit..  W.  IHv^  ins.  e%. , 

VuihlBRy..  1959.4% 

Vt  ^.,  IMS,  Cc 

OilH.,1M!,8% 


tl.S74.im)    ll.S03.32! 


ToUUi  (hook  nliH, 

UISCELLANE0D8;  lUi  Nosui;  btfu  buun  Id  Ikt 
GniUd  SUta  in  imi.  lU  boma  ollea  iMairat  u  of  Deambs 
M3S4  144,  not  inolaimi 


■  boat  offiH.    Dnniii  « 


0,  ttD,»)Oi  in  Okio.  IIOOJMO. 


(TELD  MEN  AND  TBHRITORY  COVERED:  Huold  t. 
Lnton,  gowil  muiigir  Uutal  StUo  dqartswit;  Oant  3. 
Valrabni.  iHMHiit  muMtr;  Imu  A.  Bnn.  TuotoiL  Mib., 
CodbTE.  I.  ud  Mi^  0.  W.  Mtak^EhujdFi. 


S!y!;  wmU  it»t  lot  MM.  Di*.,  N.  Y^.  Md  N.  J.;  A.  L  Flui. 
3r»ciua.N.Y..  inoU  init  for  N.Y.,  outnlt  of  Um.  D»; 
E.  H.  WUU,  nUtddpUi,  PL,  w^  M«t  tor  P^  Ui. 
D(L  ud  D,  C.:  WiIIho  Muk.  dingo,  III..  «id^  u«it  Ih  ID.; 
H.  Vkim  Mjrn  Watarioo,  II,  nnU  innt  te  II.  Mo.  ud  Ned: 
W.  H.  ZiuB,  MuuHpoUg,  Muin.,ipMliI>ieBt  lor  Mdul  ud  Wii: 
John  A.  PnMni,  Loo  Aigtls,  ^huI  •«ml  br  buIIhio  (X: 
H.  M.  DuHnorr.  Su  Frtudaco.  C>L,  qwiil  ifiat  Ifr  norttiat 
Od.;  Dbu  a.  BiMnii,  SeUtl^Wiih.,  ohuI  xoit  t«  Vuh.. 
Ore.  and  norUwn  Id*t»:  H.  0.  FovW,  Dnnr,  Col..  nKSl 
unit  lot  Colo.,  Butliem  Idi..  Uont^  Iltih  ud  Wyo.;  D.  U- 
rabid,  AiatiBiTo.,  9tdil  icut  for  TW  ud  OUl:  A.  C.  Mwt. 
DoMit,  Uiob..  vmd  toA  for  Uioh.:  J.  W.  Nobis.  Induwulii, 
._.  ._._■., .__._j  N. C. ind Ki.jClii* P. HiBBMia, Col- 
lot  0.  ud  W.  V*.  Tlw  conpuj 
of  tlw  v.  8,  nont  AU.,  Alw.,  An. 
■  >.,  Nw.,  N.  hTn.  M..  N.  D.,  S.  D, 


uiiMa.  Ohkh  nrikl  N 

AriL,  FU.,  CU.  Ku.,M* 
TouL,  Vt.  ud  Va. 


RELIANCE   MARINE  INSURANCE  COMPANY.   Ltd.,   Liverpool,  Eng-l 

Atlsraw  ud  Uuifw,  W.  L.  H.  EimiiBii,  New  York.    Ortuiud.  ISSS. 


Sotpla     I  PnmiuDi 


e9,4M 

3J,I80 

30,1)83 


Eipanoi      iwditurt*  I    laoHnd 


43,7W 
40.713 

41.U7 
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RELIANCE  MARINE  INSURANCE  COMPANY,  Ltd.,  Liverpool,  nng.'-Continued. 


Aasm,  Dk.  31, 1914. 

Bonds  sad  itoekB...  8323,080 

Caah 30398 

i^BOti'btlaoon....  10,408 

Interst 2,003 


LuBnnxBS,  Dm.  31, 1914. 

LoflBemnpud 801,045 

Unearned  prams 35,494 

Other  tiafailitiea.....        10351 

Total  liafaifitici...     8100390 
Surplus 272,099 


Tolsl 


8878369       ToCtl 8378,989 


Uadenmtiag  proOt.  822.792;  mvastmeot  ivofit,  818,448. 

BISKS  AND  PRJBMIUMS:    BIsrsM  wd  inlud  rUa  in  foree. 
Dmata  31.  80,060,174:  premiimie  thsKon.  857300. 

BUSINESS  IN  U.  8.  SINCE  ADMISSION: 
83300.700;  loiM  paid,  82,920,949. 

BONDe  OWNED: 


re- 


N.  Y.  C.  sddl  wat.  stlL,  1915, 3}%. 

N.  Y.  C  doet  1919.  3% 

N-Y.Cep.  Stic.  1953-4.3*% 

K.  Y.  C,  ep.  sUl,  1959,4% 

rtfehbnrg  R.R..  1925. 4% 


Vahie. 

825.000 

100,000 

100,000 

50,000 

11000 


Market 

Value. 

825,000 
95.000 
88,000 
50,000 
12.880 


Bonds  Owhmd.—^^oiU. 

Hereford  RjTm  1930.  4% 

N.  Y.  C.  dc  H.  R.  R.B.,  1997,  3J% 
Old  Colony  R.B..  1924, 4% 


Par 
Value. 

815.000 
30,000 
15,000 


Market 

Value. 

813,050 
24,900 
14,250 


Totals  (book  Tahie,  8350,415) 8349,000      8323.080 


MISCBLLANBOUS:  The  Amerisao  and  F^mim  Marine,  the 
Maritime  of  livecpool,  and  the  British  and  Foreign  Manna's 
United  States  bianeh,  are  under  tin  same  maaanment  as  this 
soBBpaBj.  The  Reiimioe  eowmeased  boaness  la  the  United 
States  m  1890.  CoBfla«ratbn  loss:  Baltimore,  1904.  82.500. 
Deposit  in  Maak.  825.000. 

UNITED  STATES  TRUSTEE:    Old  Colony  Trust  Co..  BoatOD. 

FIELD  MEN  AND  TERRITORY  COVERED:  W.  L.  H. 
Simpson,  attorney  for  the  United  States;  afeots,  F.  Our  Maoom- 
ber,  Boston.  Mass.;  F.  H.  O.  Fry,  New  Orieaaa.  La.;  M.J.  Saa- 
dcn.  New  Orieans.  La.  The  oompany  is  Uoensed  in  aD  States 
and  Tenitories,  enept  Ark..  Del..  Fla.,  Qa..  Haw..  Kan..  Miss.. 
Neb.,  N.  M..  N.  D.,  Okla..  P.  L.  P.  R..  Tex..  Vt..  Va..  W.Va. 
and  wyo. 


ROSSI  A  INSURANCE  COMPANY,  Petrograd,  Russia.  § 

United  States  Manasv.  C.  F.  Sturhahn,  Hartford.  Conn.    Organised,  1881. 

(United  States  Bianeh  SUtistios.) 


YlAB 

I 

,    Asseta 

Unearned 

Net 
Premiums 

Total 
Income 

Losses 

Paid 

EizpeDtoi 

Total  Ex- 
penditures 

Losses 
Incurred 

( +)  Rec'd 
from  or 
(-)  Remit, 
to  H.  0. 

1914 
1913 
1913 
1911 
1910 

80333,105 
0.108,180 
5390300 
i084383 
3,045390 

83,702391 
4301.134 
8.000,474 
3,101,155 
2329.705 

81396,153 

903.095 

1.198.790 

940.379 

014.591 

•80.159302 
^720.041 
5388,150 
4,784351 
3.989.704 

80,408373 
0.932,083 
0.0543S2 
4,921.890 
4.000.058 

n4,735.101 
4.043309 
3.442,414 
2330.152 
2,247320 

81380.741 
2,017308 
1,781,904 
1301.050 
1301.155 

80,085,842 
0.000.077 

4381302 
3.508,475 

84308,706 
4385,024 
3,054327 
8,009347 
2319.042 

+8212,077 
—105.134 
+171,798 
+115.000 
-197,718 

*  Indndes  81.119.062  marine  premiums  and  8050379  marine  loeses. 


Assm.  Dae.  31, 1914. 

BeilcBtate 8255,881 

Boadiaadstoeks...  4.998,040 

Cfech 708380 

ifeitfs'balaneeB....  135,997 

latenit 74,717 


LuBonna.  Dae.  31. 1914. 

Losses  unpaid 81,157.021 

Uneamea  prema ....    3.702,391 
Other  fiabOities 15.000 


Total  liabilities. . .  84.935,013 
Sorphis 1398,153 


Total 


86383,105       Total 88,238,105 


Cadffwritins  Vaas.  8125,030;  inTestiUDt  profit,  8306.012 

BISKS  AND  PREMIUMS:  Fire  risks  in  foroe.  Deoember  31, 
1827380.004;  preaoimns  thereon,  80,730.837;  marme  and  inland 
mb  in  force,  813.190.980;  premiuma  thenon.  8405,857. 

BUSINESS  IN  U.  &  SINCE  ADMISSION:  Fkemmns  i«- 
erived,  844,475,082;  loaiss  paid.  820393,855. 

BEAL  ESTATE  OWNED:  Conisls  of  the  oompany's  hMd 
ofies  buikliv  in  Hartford. 


BONDS  OWNED: 

a«..0.,  FBI..  1981. 4f% 

N.  T.  Slate  eanal  imp.,  reg..  1967-9. 8% 
N.  Y.  State  eanal  imp,,  reg..  1900>1. 4% 
N.  Y.  C.  N.  E.  J^TBg.,  fw..l963. 3i% 

H.  Y.  C..  ep.  sik..  1968. 4i% 

N.J.C,ep.atk.n..  1916.0% 

N.Y.CrsT.  1910-7,  0%. 


at  bo(A  vahia. 
Pkir 


BoiiDS  OwttED.—Cont. 


A.. T.  ft  8.  Fe  Ry.,  gn.  m.,  1906. 4%.. . . 
A.,  T.  k  8.  Fa  Ry.,  1  A  r..  1982. 4^%. .. 

A.C.L.RJL,  1  OS.  m..  1952,4% 

B.  A  O.R.R.,lm..  1948,4%  

B.  A  0.  R.R.,  prior  to.,  1925. 8i% 

B.&A.R.IL.r.m.,  1963.5%, 100.000 

BarikTaLBlf..lm.,  1980.5% 100.000 


Vahie. 

8100.000 

350,000 

200,000 

300.000 

46.000 

14.000 

11.000 

150.000 

50,000 

100,000 

100,000 

150,000 


Gat  Fke.  Ry.  Co..l  rjo.,  1949. 4% 
C.  A  0.  RJL,  1  ca.  m..  1939, 5% . . 
C. AG. R.R..  BL  m.,  1992.  44%. • 
B.  ft  Q.  R.R^  g^  m..  1968, 4% 


C.ftO.RJL,  1  ca.  m..  1939,5% 

1992,  44% 
;'..».»«,  ikA..  KMM.  m..  1968. 470. . . 
C.,  B.  ft  a  R.R.,  IlL  Dir.,  1949, 3}%... 
C.,M.  ft  Bl  p.  R.R..  CB.  m..  1969. 4%.. 

C^R.UPrRy..Qi.m..l968,4% 

C..  L  3t  L.  ft  C.  Ry.,  1  m.,  1986, 4%. . 

g^4B«(kILIt,  lTm.?l«B0.4%... 
&leRJL,|»iorhL.1990.4% 

Ot  No.  By.,  1  ft  r.  m.,  1901. 4J% 


i  Tnasaeta  fire  aad  marine 


100.000 

100.000 

100.000 

100,000 

100.000 

100,000 

115,000 

100.000 

100,000 

100,000 

100.000 

100,000 

100.000 

05.000 


Market 

Vahie. 

8105,000 

340,500 

205,200 

204,000 

48,000 

14.000 

11.840 

144.000 

49.000 

94.000 

93.000 

138.000 

110,000 

87,000 

94,000 

107.000 

94,000 

94,000 

85.000 

90.000 

109.250 

80.000 

91.000 

77.000 

08.000 

80,000 

84,000 

05.05  0 


Leh.  Val.  Ry.,  1  m..  1940. 4*% 

Leh.  Val.  Ry..  1  m..  reg..  1940. 4*%. . . . 

L.  ft  N.  R.R..  nnifkd,  1940. 4% 

Mo..  K.  ft  T.  Ry..  1  m..  1900,  4% 

Mo.  Pae.  Ry»  1  es.  m..  1920,  0% 

N.  Y.  C.  ft  H.  R.  R.R..  1  m..  1997. 34% 
N.Y.Cft  H.R.  RJ1..1  m..  reg..  1997. 3l% 
N.  Y..  0.  ft  W.  Ry.,  r.  m..  1992.  4%. . . . 
N.  Y.,  W.  ft  B.  Ry..  1  m..  1940.  4J%. . . 

N.  ft  W.Ry..les.m..  1990,4% 

No.  Pac.  Ry.  Ry.  ft  L.  G.4rior  In..  1997. 4% 

Ore.R.R.ft  Nav.,  es.  m.,  1940. 4% 

Ore.  &  L.  Ry.,  r.  m.,  1929. 4% 

Pa.  RJt..  cs.  m..  1948. 4% 

Portland  Tm..  1  m..  1901. 4% 

R.  ft  P.  ft  R.  C.  ft  L  gn.  m..  1997, 4% . . 
St  L..LM  Jk  So.Ry..R.ft  Q.Div..lm..l933. 

St L .' ft  B.  F.* iaLr. m.;  IwV, 4%.'. ! .' 

So.  Plso.  R.R.,  1  r.  m..  1955.  4% 

80.  Ry..  1  OS.  m.,  1994. 5% 

Tas.4PacRy.,  lm..2000.5% 

UbJ^.R.R..1  m..ILR.  ft  1.  g..  1947, 4% 

Wabash  R.R..  1  m..  1939. 5% 

W.  H.  Y.  ft  Pk  By..  1  m.,  1937. 5%. . . . 


Par 
Value. 

860.000 

50.000 

150.000 

50.000 

50.000 

100.000 

50.000 

25.000 

100.000 

150.000 

200.000 

100,000 

100.000 

100.000 

50.000 

150.000 

40.000 
75.000 

100.000 
50.000 
50.000 

200.000 
00.000 
75,000 


Market 

Value. 

850.500 
50.500 

144.000 
43.500 
51.000 
83.000 
41300 
20.750 
70.000 

144.000 

190.000 
93,000 
92.000 

100.000 
43.500 

142.500 

29.300 
47350 
93.000 
52300 
50.000 
194.000 
01.800 
78.000 


Totals  (book  vahie.  853103tf) 86.335,000   84.998340 

MISCELLANEOUS:  This  companv  bnan  buamess  in  the 
United  States  in  February.  1904,  writug  &«  reiasuranoe  only, 
and  has  secured  lieenses  in  all  the  States  and  Territories  in  the 
United  States  requiring  reineuraaee  companies  to  be  licensed. 
C.  F.  Sturhahn  was  formerly  assistant  United  States  manager 
of  the  Munich  Reinsurance  Co.  On  Jandary  1,  1915.  its  hosae 
offioe  statement  showed  882.703,018  of  assets,  its  capital  being 
82.000.000.  The  Rossia  transacts  life,  aoeidant,  fire  and  marina 
insurance  in  other  countries.  Conflagration  loss:  Sw  Fran- 
cisco, 1900.  81371.409.  San  FraocMoo  loasss  were  hmsly  raid 
by  remittanees  from  home  office.  Value  of  deposit  in  Ohio. 
8100,000;  in  Conn..  8210,000;  in  N.Y..  $400.00a 

UNITED  STATES  TRUSTEES:  Isaac  N.  Seligman.  Hubert 
Ciffis,  Geo.  B.  Edwards.  New  York.  "«aM»",     uu^ 

TERRITORY  COVERED:  The  compnay  is  licensed  in  Ark. . 
Cob.,  Conn.,  Del..  Ill  Ind.,  la.,  La.,  Mass..  Mich..  Mis^  Mon.. 
Nev..N.  H.,  N.  J..  N.  Y.,  N.  C,  0.,  Pa.,  Tea.,  UUh  and  W.  Va. 


REPORTS    OF    FIRE  INSURANCE    COMPANIES. 


ROYAL  EXCHANGE  ASSURANCE  CORPORATION,  London,  Eng-S 

Usilal  8U(a  Muui«,  R.  D.  Euttf.  Nn  Yolk.    Omiuisd,  1720. 


K.tM.m 


Ml.  137       l.BIS.MO 


TTsltH       lloOS.SMi 


ii,i«3Ti  — nie^ 

l.OTO.OW      471,481 

K»,i3i   -i»m 


Anns.  Dk.  31,  ISM.  Liunjnih  Dhi.31,  ISU. 

BoDdaudibxb...  tl^Sli    LonBuimud I33S,3«7 

CHb 234,087  Uzmwnedpram,,,,     1,801,0« 

AcmU'UluM....       307.717    OthalubOitin S6,82« 

lotsat M.02S  

ToldliilnEtis...  tl^MJSS 

Total I9,B6B,IIM    Smplia 1.049.741 

flpl-  dep-  tiTtr  Lirii. .  2Jt7  

TsUlaa 


..  tl,9M,l»7       ToUI... 


HISEa  AND  FREMinUS:  Fin  lirinultne,  DMtnUr  31, 
nai,U3,U0;  pmniumi  tbgnon,  t2.B»S,MB:  mBrloa  ud  inlaiul 
rUi  b  lom,  tia.2§«,4«3;  pnauinu  tlMnm.  tia7,ttS3. 


Uvk<l 

Viihie. 
00,376 


BONDS  AND  ErTOCEB  OWNED: 


OhL,  g.,  IM*.  *% 

OIil.wt.L,mS,*%-.. 

OU.,  At.  inn).  19IS,  *%  ■  ■  ■ 
Oln„  Bd.  awHlH,  ivm.  i  , 
Ohr,  W«L  Wta,,  IWO,  4';; 

uw,nr..  i«arii% 

H.  T,  C  i.,  U>M.  8t% 

N,  V,  C.  gp,  lUt,  IWt,  41% 

N.Y.C,  np.ttk..  Ite4,4(?„ 

N.  Y.  C„  op.  <tk.,  mt,  ISM,  4% 

N.  T.  O,  sp.  itk..  K.  T-  ]»««.  31%.. . . 

K.  Y,  Co.,  n,  Ah  iwr,  3% 

Fbih..  L,  IMI,  31% 

potknd.  On,  nt.  L,  1S2I,  1% 

Kehmcod.  tia»4l-4S,  4% 

Tolodo.  a,tK,  IHO,  4% 

i,T,4  B.  9i%..  »i^»l>5,  4% 

t.tO.  B.B..  «*.  iTllSS,  <1% 

O.I>..H,,r.^,1^.4%. 


"iSC*^ 


a.aj„t.t..lW 
■uu.,W.G.RJL,ln..(, 

a  ft  V.  tod.  Ba.. » III 

L.8.*M.ao..T«,e.,  ini,4 

L.  V,  to.,  1  m..  IfliB,  H%. 

».  Y.  C.  L,  eq,  O.  at.,  IKa.  »•?,-  . 
N.  Y.  C,  *  HTr.  H.R,.  d„  1B34,  4-"^.. 
M.  Y.,  C.  *  St.  L  EJL.  J.,  1931, 1%. .. 
No.  Pio,  Ri-,  Bte  In.  4  L  a„  IBW,  I'i 

No.  P»tJ3t.Nijt  ,i»l..  I«l,  4ri 

P„B,*W.  R-R.,...  IB18,  4% , 

P_  □.,  C.  A  SV  L.  R.K.,  t  (.,  1W2. 4)"j 
et  L  Mb.  Bi.  Tm.  Hy„  1B30,  S';,.  . 
BL  L.  Tin.  C,  Su.  ft  P.,  1  m..  tOlT.  «)';> 

8d.  P«4.  RR.,  (.,  IBM,  4T^ , 

So.  Hj.,  deT.ft  _pL  B..  g.,  I»M,  4% . . . . 
T„  W,  V.L  ft  aR.R.,  Bh  1»J3,  <i%. 
TTa.  Pu.  R.tt,  1  DL  ft  L.  d.  Sh  >M7,  4*"! 

w.  v».  ft  piuL  a^,  1  m..  itao,  4%. . 

W.-a.ffb'd.  Rj„  Im,  IMO.  4'« 

ChL  TtL  a>..  1  m„  im  t% 


iT'SHii 

«-«»^ 

9tocu  Omno,— Cml.  Pb 

iowBt.—Caml.  Vthu. 

W,  U.  T(,,  (.  4  r.  0.  m.  5.,  19S0, 41%. . . .       1100.000 


W,U.Tj,,[.4r.o.in.  ..,  1 
W.  to.  Tg.,  si.  (I,.  IISS. 


am,  boi^uT,  Accidiat  ud  «iiipWsi'  uUlil^ 
eosfina  it*  wiHiini  in  Um  UnlltiljHita  M  Gn 

ulThaffic  CoHt,  ud  b  1898  rami 

irith  boaikiurtcn  In  Now  Yoik.  Ai  U  Juuu;  i,  ivid,  ni 
homo  offloe  HMomal  Aomd  £11.796.100  oT  wtt.  h<  piid^p 
r»pM  Uinc  £«W.£»).  CoDflwntiaa  kmm:  BtHiBUR,  i9«. 
tSsjUS;  8u  FiuoBoo,  190^  tl.9<8,t37.  fitttnnon  ud  Su 
Ftwuasco  kiaM*  mn  paid  ts  muUun  frtoi  hoiH  offio. 
Vilna  of  ipKnl  doporito:  Va^  148,000;  Oi,  tlO.llG;  0.,  tlOl.- 
000:   Um.,  KXOm. 

UNTTED  STATES  TBUBTEfS:  Qeo.  Fnaai  Cmw,  TbildKr 
U.  Brora,  New  York. 

FIELD  MEN  AND  TERHITORY  COVERED:  G»k  T. 
Forln^BcaloD.  Mih.,  geovd  •font  for  Now  Eoc.;  F.  E  IUM. 
EUnTn-  Y-  nwcUl  Man  to  N.  Y.  SUto;  Qm.  R.  PatW, 
FHUofli.  Pi„  qnil  went  lor  w>»B  Fs.  ud  W.  V-  '  " 
HudUta,  A.  J,  TowBc,  PUIailtMuk.  P*..  ma>]  ifMita : 
Pl,  M.  J.,  Ud.  ud  D.  C:  Iu»  B.  IUidu.  C1u-„  -.. 
StaU  HtM  for  m,.  ImL,  WMh  Uim.  ud  S.  D.;  RiAud  W. 
Glim,  CUuibD,  0-  tftM  lent  for  0,.  Xr.  ud  Thul;  Gu|i 
R.  Webb,  KtiMt  tSv.  Ma.,  qwdd  unt  for  Mo.,  Kul,  U.  ud 


■cnit  tin  WiA^ (W and  N. IdL •oatlwni dtfMrtmooLi 
inc  AUuK,  FIl,  Ol,  Uk,  tt.  C,  B.  C.  ud  Va.:  &d 
Mbcb,  mwiMv.,  Cdmil^rB.  Cj  Jrim  J.  Sribak.  a 


ii.  i!  Bnm  rBoal  «■>%  Col- 
rt,  v»U  *C(U,  RirfBMMl  Vi., 
b.  vhU  ■•girt..Coliiiiiln.B.<:., 


muiHcir,  unrnm^  S.  C^  ^>iih. 
omtii,  9.  C;  Barton  D,  DodMrt, 
tor  Y«.  ud  N.  C;  CbH. ' ' 

AUuta.'  0%.,  ud  T.  B.  fin(farvBU~*|nt,' AtiutaTOtTTor 
Qa.,  Ala.  ud  Mia.;  Cbag.  M,  ^^^  nmtl  Kcal.  Falnta, 
FUh  Inr  Fla.,  ud  J.  Wiila  HilliiKl.  i^Edal  int,  Pdilti. 
Fla,  (or  Fl*.  SouUmatan  JtvmrtnHKt.  oomitiug  To..  U-, 
Ark.  ud  OUi.,  Tiaerut  ft  Coishru.  goitral  agmti,  DiOw 
Tai,:  uadal  Kcott:  R.  M.  Andnan,  DtllaL^a.:  A.  E 
Dmn,  UtUe  Rook,  Ark.;  J.  K.  Bbeplnd.  Uttle  Boi^,  Art., 
Wilfia  E  UortoD.  Jr..  New  Oilwa,  I*.;  Fiuk  A.  Niabat,  DaUu, 
Tax.;  M.  M.  Ofttir,  Su  Antosu,  To.;  Sam  U,  Powd.  DallM. 
Til:  J,  H.  Priae  and  &  H.  Bouhud,  OkU«u>  Otr,  Okk: 
E.  E.  BobuMOO.  DaOaa,  Tbl.:  J«  Q.  anitli  Dallai.  To.:  E  E 
Wrifht,  New  Meuri<k:y,  B.  WcUiL  P^Mo^w.  ^Ad- 

__''o.v. 

ft  Coi.  New  Yixk  (»]',  I 
pirtiBint.  Tbt  aaniiaiiT  oinatia  m  all  Statu  of  tlia  Dinad 
Sms.  enapt  AlH!jy>,CaL,  D^  Hh,  Nai^  K.  li,  N.  D. 
PhU.  U.  ud  Vt. 


REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


ROYAL  INSURANCE  COMPANY,  Ltd.,  Liverpool,  Eag.§ 

Gnnl  iwnm  Ibr  UniM  8ut«.  E.  F.  BalfUl;  Muigs,  C.  P.  BhiUlaw.  New  Yoik;  Mimpr,  B.  y.  WMt.Su  rnaaaaa; 


^^  (DciUd  SS«.  B^Kh  Sftktic. 

) 

' 

Tiu 

IMI 

ao/plm 

Piiiramt 

Imnu 

Pud 

Bq»>» 

p^ditun^ 

lis 

uu 
nio 

IS3S 

7,475.73; 

^.290.001 

*IS.1N,B17 
8,871.802 

8,08343! 

••iaa 

<, 210,102 
L098J88 

3,M».823 

i,«Mj»: 

2*M,5M 

17.738,014 
7:8M:777 
7,571337' 
7.a62Jt» 
»,610«» 

»«,70S.M7 

3!U7!3S: 
3.732.315 

-M 

BISKS  ANI 

aWk  mriw  >nd  Uudri^  ia  tons,  WMOt 
tea.  tTU^UBMJgMoil  Bn  tiria,  KMt.llT: 

BnsDiEse  m  u.  a  ft-  --  . 
tUPiMUOl;  )MM  paid,  tun,m.<n3. 

BUL  BOTATB  OWNED:  Co^iriM  ( innMitiMt  vtiidi  an 
mmI  K  tUr  book  nliHii,  wbkt  »  Hn,711  lea  thu  oat. 
Her  an  m  Mom:    Bojd  laamMt  Bnikbia,  W«Ibd1  ud  3d 

Sn;76^R^ 


0.000;  Bonl  iBmnMBdl 
BhiK.  Km  Tack,  book  n 
UOBTOAQK  LOANS:  Tta*  f  t 
njU  la  190.000  Moh,  lapi^tiiic  tMO.100.  *ad  teand  b; 
pmeRiM  TClMd  at  ttrWOO.  No  mtoot  m  !>■■«  du  a> 
Dnmbsai.  lat.    Tha  110,000  ku  ■  DpoD  nopmr  >>  BnM 

■      ~       ■     ■ ■  aoftW.OOOBUBimdlwrtinr 

"      "'   ■       ■  «d  M  MOJO 


011,0.01^1917.3.05%. 
CS«, 0.nk.yblTd..  IHO, i 
Co..  111771)% 

H.Y.&,aMli^r   ' 
H-T.  &,aaaliii|>.i 

H.  T.  a.  bm  e^£,  IW 
H.T.S..bcB7.iB9-frriMI.' 
ll.T.C^t.Hfe.«%.. 
%J.C^m.i^atI,ii%... 

R.Y.aqi.c..lRM.l%.... 
Sghn^  Vl,  UBS-tt,  4%. 
ELU^Ua..l«.3|%. ... 

»fc.lUd.Rj_lm..(..rti«.u-« 

Ub.  4  Sob.  RA,  1  iL.  40Tr.  (.>1M0M% 
A.,  T.  JeBTt.  EJL,  (d.  m^  t-JW,  4%. 
AC.LR£..l«.iii.(.,llllH.4% 

B.  *  a  LL,  inr  la.  t,.  1«15. 11%.. . . 

EA0.ILa,lB.f,(HB.4%. 

B, R.  aKBt..  (b. b. (,  inT,  1%. . . 

C.  Fm.  b.  1  r.  B.  c  IMV,  4% 

C.  R.fi.?  H.  J.  n.  iiL,  I..  1007,  5%. . . 

C.*0.&,l«.fc«,I9l».»% 

C.*A.£ft,i.  C,IM(,  1% 

a  4  A.  H^L  It.  (_  Utq, »% 

0,B.  4  aBA,D.£f.  Ia.  DiT..llltl,4% 
C  B.  4  $  BJU  B.  m.  nr-^MO,  li% 


4«^<a 
»,7eo 

38,500 
K.OOO         58,550 

71 JW)  88,180 

100,000  MOOO 

30.000        110.900 
TiJXX)  80,750 


loliac*.         •  ladydn  UMT.t55  manna 

mhimiaa 

d't430^a» 

Market 

ValM. 

ValM. 

C.;  St.  L-  4  N.  afi.E..  g..  i'sil,  i'-c  .  - 

PxJIr|-ik?:4?^''^'.°?°:::: 

BoeUng  Val.  Rj.,  a.  m.  t.,  tVH.  ii% 
WcliM..  W  IJna,  1  m.  g..  1051,  4<^^ 

r,i»o 

S^ 

t8';.*S-.K,t'i:Sll:::; 

Mm   l'^.  Rt..  a,  1  m.,    020,8% 

50.000 

5S.500 

N.,  t   &  S.  Rv'..  1  m..  1(B7.  s'lj 

N    1  ,S-  u'.4H.BlB,.l[ii..i., 1954,4% 

SI'S!!!! 

Pa.  H-B.,  R.  E.,  I  DL,  g„  1023.  4%. . . . 

Pfc,C.,iii.i..  1921.41% 

?7kE.  Ry..  t  «.  BL.  1940. 4% 

Pevia  4  NnL  R;.,  1  u..  (.,1928, 31%. 
P.  Mac.  E.B..  (.,  1  Id.  L.E.4  Del.Bn'.I^.. 

P.  C.  fc.  *  Si!  il  R^;,'oil  m;  i;,"i»4d.4i% 
P..  C.  C.  4  Bt,  L.  By..  M.  m.  t.,l»42.4t% 
P.  C.  C.  *  at  L.  Rt..  ta.  Di.*,l»fl3.4l% 
P.  4  Nwn.  fir-,  1  a.,  t-,  1920,  «%, . . . 
R.  A  P.  4  B.  C.  4 1.,  go.  OL.  g..im7, 4% 
So.  Paa.,  f..  Coat.  Pto.  itk joI..lM0,l% 
Bo.  fij.,  !<«.  ML  f..  1004,  5% 
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REPORTS    OF    FIRE   INSURANCE    COMPANIES. 


ROYAL  INSURANCE  COMPANY,  Ltd.,  Liverpool,  Ung.'-CanHniied. 


BoifM  km  Stocks  Owvmb.^CorU. 

Bonds.— Coii<. 

St.  L.,  I.  M.  dc  So.R3r.,gn.c8J7^  L  g.,  m., 

gr.  Mo.  Pm.  Ry.,  1931, 6% 

St  P..  M.  &  M.  Ry.,  OS.  m.  g.,  1033, 6%. 
St.  P.,  M.  dc  M.  By..  1  BL,  g.,  Mont.  ex.. 

1937,4% 

Sioux  Ci^  ft  Pae.  R.R..  1  m.,  g..  193ft,  3^% 

Tol.  W.  V.  &  0.  R.R.,  m,  g.,  1942,  4%. . 

U.  Pso.  R.R.,  1  ID.,  R.R.,  A;  L.  Q.,  g..l947, 
4^ 

Utsh  dl  No.'  By.',  i  m!,'g.',  1933,  4%. . . . 

Wash.  Torm.,  1  m.,  g.,  1943,  ^% 

EquitsUe  Gss  Lt.,N.T.,l  esjn.,g..l932, 6% 

SfOCKB.    - 

AXb.  k  Busq-  R-R-. 


AlDb  *  tnsq.  K.ii.,  p. 

ChL,  MU.  A  St.  P.  By.  Cos.,  p. 

GlsT.  A  Pitts.  R.R.,  gr 

HL  C«nt.  (kssed  Une)  RA.,  gr. 

N.  T.  ft  Harlem  R.R.,  gr 

Pitts.,  Ft  W.  ft  Chi  Ry.,  tr... . 
Uadcrwriters'  Sslvage.  N.  Y. . . . 

Underwriters' Salvage,  Chi 

On.  Adj.  Bureau  of  N.  Y. 
MiL  Underwriters'  Big.  A 
Paette  Coast  Adj.  Bureau. 
So.  Adj.  Bureau 


Par 

Maricet 

Value. 

Value. 

1300.000 

1306.000 

30.000 

36.900 

50,000 

48,000 

25.000 

32,000 

50.000 

46.500 

44,000 

43,680 

30,000 

36,270 

10,000 

8,400 

35.000 

35,750 

10,000 

51,040 

10,000 

13.400 

2(M)60 

43.243 

8.800 

7.480 

11,250 

40.500 

23,000 

43,640 

1,000 

1400 

1,000 

1.000 

450 

450 

117 

117 

500 

600 

500 

500 

t 


Totals  (book  yalue.  36.315.785) 36.200.467    36.052.763 

MISCELLANEOUS:  The  Roysl  began  bosinesi  in  the  United 
States  in  1851.  Its  home  oflEloe  sUtemmt  as  of  January  1. 1914, 
showed  sssets  sggreoating  £31.504,371.  its  subscribed  capital 
being  £3.044,680.  and  the  paid  up  portaon  £441.702.  In  other 
eoontries  the  Royal  tnuosaets  eronr  line  of  insoranoe,  but  under 
tho  law  confines  its  business  in  the  United  States  to  fire  and  msrine 
insuxanos.  Conflagration  losses:  Baltimore.  1904.  $1,002,344; 
Saa  Frandsco,  1906,  34,505,176.  San  Franeisoo  loses  were  paid 
remittaness  from  home  oflloe.  Vahies  of  qMcial  depoats: 
,  340.860;  Oa..  39,900;  N.  M.,  310.400. 

UNITED  STATES  TRUSTEES:  New  York  life  Insurance  ft 
Trust  Co..  New  York.  United  States  committee  of  management: 
Henry  Parish.  Wm.  A.  Naih.  James  A.  Maodonaid,  Columbus 
O'Donnell  Iselin.  Edward  F.  BeddalL 

FIELD  MEN  AND  TERRITORY  COVERED:  E.F.BeddaU. 
general  attorney  for  United  States.  84  William  st..  New  York. 
C.  F.  Shalleroee.  mana^,  Frederiek  W  Day,  anstani  manager. 
Albert  R.  Hosford,  aasistant  manager,  Morton  S.  Lewis,  second 
asristant  manager,  John  E.  Hoffman,  marine  manager,  84  William 
St,  New  York.  New  York  department  oomprises  N.  Y.,  N.  J., 
Pa..  Del..  Md..  W.  Va.  and  D.  C.  Spadal  ftgsnU:  James  M. 
Daggett.  Albany.  N.  Y..  for  eastern  N.  Y.;  H.  3.  Visseher.  Roeh- 
ester.  N.  Y.,  for  western  N.  Y.;  ManhaD  A.  Woodman.  New  York 
City,  for  suDurbao  New  York;  James  Kseley.  Newark.  N.  J.,  for 
N.  J.;  P.  G.  Farquharson,  Harrisburg.  Pa.,  for  sastem  Pa.  and 
Del.;  Christen  MoUer.  Pittsburg,  Pa.,  for  western  Fa.;  William 


C.  Foe,  Jr.,  Baltimore,  Md.,  for  D.  C,  Md.  and  W.  Va.;  W.  H. 
Gibson.  Centraville.  Md.,  for  esstem  Md.;  New  Eaghod  depart- 
Bsent.  85  Water  st,  Boston,  Mass..  Field  ft  Cowles,  managers 
for  Me..  N.  H..  Vt..  Mass..  R.  I.  and  Conn.  Special  agents: 
H.  A.  Wilcor,  Frsd  W.  Johwon,  85  Watsr  st.  Boston,  Mass.. 
for  New  EngUnd;  Charies  H.  Field.  Belfast.  Me.,  for  Me.;  John 
F.  WilliuDs,  Meriden.  Conn.,  for  Conn.;  Wakefield,  Morley  ft 
Co.,_generai  agenli  for  jpsrt  of  Coon. 
W.  Jackson  Boulevard  Ch 


muv  .,....Mi»»»«^»«..«.  Chicago.  DL,  GeolW  Law.  

for  Dl.,  Ind.,  Ohk>.  Mkfa.  Ja..  Kaa.,  Mo..  Wis.,  Yfyo.,  N.  D..  a 
Nebi.  Mmn.  and  Cob.:  R.  J.  Twssdy.  Albert  Lsa.  ftfina..  State 
agents  far  Minn,  and  8.  D.;  C.  S.  Jewdl.  Fsrgo.  N.  D.,  vernal 
sgent  for  Minn,  and  S.  D.;  S.  A.  Walls,  Fsrgo,  N.  D..  special 
agsnt  for  N.  D.;  R.  H.  Dongtsss.  Dsnvsr.  Cob^  State  agent  fsr 
Colo,  and  Wyo.:  R.  C.  Alannder,  Kaoas  City.  Mo.,  Stale  affwl 
for  Kan.  and  Mo.:  W.  A.  McEensie,  Kansas  Qty.  Mo.,  neeial 
agentsfar  Mo.:  S.  I.  Drum.  Topeka,  Kan.,  nedal  agnt  for  Kan.; 

C.  R.  IVxrell.  State  agent.  C.  R.  Bogart^speoal  agent.  Des  Mobmb. 
la.,  for  Lu;  6.  L.  Ddtoo.  MUwaukee.  W^aTstata  ageal  fas  Wis.; 

D.  B.  Welpton,  eawotive  State  agsnt  and  adjuster,  headquartsse 
No.  1  Arfingtan  Block,  Om^  Nsb.;  Frad  SeboUrOBuha, 
Nsb.,  spe^ agsnt  far  nSTh.  W.  Boyd.  Neweastle,  Ind., 
State  agent  forLuL  and  Mieh.;  H.  E.  Bowen,  Detroit,  Mick, 
special  soMtt  for  Mich.;  W.  M.  Cey,  Newcastls,  Ind..  ipecial 

rat  forlad.;  B.  A.  Bookman,  Chisago,  HI.,  State  sgent  far  lU.; 
W.  Csnnon.  Decatur,  HL,  special  agent  for  Bl.;  Geo.  H.  Cole- 


Ukio  S. 


Dsina,  UHmagsr,  F.  M.  MikaU. 
Atkinson,  ssnstaot  manaqgr.  A.  H.  Tumor,  aawey  soponatandant 
Speeial  agHits:  Geo.  &.7eaniago.  RichsaooTVa^  far  Va.;  S.  T. 
Sparkmaa,  Cokwibia.  S.  C,  far  N.  C.  and  8.  C;  B.  F.  CaM>. 
cTM.  Ruaupeek  awl  W.  Q.  Sbnghter,  Atlanta,  (K.  for  Ga.. 
Ala.  and  Fla.;  James  B.  Roes,  general  snnt,  E.  A.  Cfaatranna. 
nedal  aoent,  New  Orieau.  La.,  far  La.;  GeMga  P.  Street,  New 
OrleaiM.  La.,  speeial  sgent  for  Miss.;  Chas.  F.  Thomas,  State  agent 
and  R.  L.  PoUsrd.  Jr.,  and  RnaseH  C.  MoConneD.  spedal  agents. 
Dallas.  Tei.  far  in.:  H.  B.  Head.  Oklahoma,  city  of  OUa.,  for 
Okla.;  W.  P.  Firiibaek.  Lexii«ton.  Ky.,  for  &.;  F.  H.  Warreo, 
Nashville,  Tenn.,  for  Tenn.;  W.  S.  Leake.  UtUa  Roek,  Ark., 
special  sgoBl  for  Ark.  Southera  department  emhraees  Ark., 
Ala..  Fla.,  Ga..  Ky..  La..  Miss.,  N.  C.  Okk..  S.  C,  Tsnn.,  Tos. 
and  Va.  Pacific  Cosst  departinent,  eomor  Pine  and  Sanooms 
sts.,  San  Frandsco.  Cal.,  Rolls  V.  Watt,  manager,  for  Cal.,  Nov.. 
Oro..  Wssh.,  Ida.,  Mont.  Utah,  N.  M.,  Aris..  Alu.  and  Haw.  L; 
John  T.  Fogsrty.  sssistant  manager;  F.  B.  Kellam,  braneh  Beer«> 
taiy.  San  Fiannsso.  Cal.  Speeial  agents:  H.  R.  Burke^Port- 
land.  Ore.,  for  Wash,  and  Ore.;  M.  B.  Evans.  Seattle,  Wash., 
forW.  Wash.;  J.  T.  O'Brien.  Spokane,  WastLjor  Wash..  Mont, 
and  Ida.;  E.  P.  Eldred.  Fresno.  CaL.  for  central  Cal.;  J.  B.  WaUen. 
San  Frandsco,  Csl..  for  northern  CaL  and  Nov.;  Roy  Fdger, 
San  Frandsco.  Cal.,  for  Bay  counties;  J.  K.  Urmston  and  Fred 
J.  Peny,  Loe  Anffdes.  far  soathom  CaL  and  Aris.;  J.  H.  Banks, 
Salt  Lake  CityTutah,  for  Utah,  Ida..  N.  M.  and  Mont;  D.  L. 
Stewart,  Sacramento,  Cal..  for  central  Cal.;  C.  D.  Qahrouiaon, 
Salem.  Ore.,  far  Ore.  and  Ida.  The  company  operates  in  all  the 
Slates  snd  Teritoriao  of  the  United  Stateo  and  in  " 


RUSSIAN  REINSURANCE  COMPANY,  Petrograd,  Russia. 

United  Stateo  Manager.  Paul  E.  Rasor.  New  York. 
(United  States  Branch  Statistics.) 


Ybab 


1014 
1013 
1012 
1011 
1010 


Assets 


31,602,187 
1,500,087 
U61,282 
1,447.664 
1.296.029 


Unearned 
Premiums 


3897,858 
798,177 
784,401 
734,188 
712,410 


Surplus 


3531318 
546,281 
455,791 
683,187 
455393 


Net 
Premiums 


31,245.400 
1,106,164 
1,105.267 
1,053.117 
1,078397 


Total 
Income 


31303.166 
1.161399 
1,160399 
1,103.747 
1.118.786 


Paid 


1789.469 
618370 
617,231 
587.698 
489339 


Expenses 


3407,152 
362,187 
362.997 
347,873 
334,030 


Totsl  Ei- 
pendituies 


31,106,621 
081.057 
080328 
035371 
823360 


laourred 


3810,280 
645,707 
608,0441 
580.401 
532342 


(+)  Ree'd 
from  or 

to  H.  O. 


— fSObTtt 
— 48,6n 

—216333 
—18384 
—17.158 


Die.  31, 1014.  LiABniTiBB.  Dae.  31. 1914. 

Bonds 31360,000    Lossesunpaid 3151,077 

Cssh 182,474    Unearned prems....       897,858 

Agento' balances.    .        48,306    Other  liabihties 21,434 

Interest 11,407  

Total  fiabilitieo. . .  31.070360 
Surplus 531,818 


Total 


31.602,187       Total 31,602,187 


Underwriting  loss,  366,074;  investsiMat  profit.  3102,376. 

RISKS  AND  PREMIUMS:    Fire  risks  in  force.  December  31, 
3170,123,672;  premiums  thereon,  31,744,200. 

BUSINESS  IN  U.  a  SINCE  ADMISSION:    Premium  re- 
odved.  37,752,056;  kisses  paid,  $3,831,023. 


Par  Biarkot 

BONDS  OWNED:                        Vahia.  Vahw. 

D.  C,  U.  S.,  1024, 3i% 3100,000  1104.000 

N.  Y.  C,  cp.  stk.,  1055-50,  4% 1.058.000  1.032,000 

N.  Y.  C.  cp.  stL.  1060-62.  4i% 300.000  204,000 


ToUls  (book  vakie.  31.368.006) 31358300   »136ft000 

MISCELLANEOUS:  The  company  was  authorissd  to  tnaaaet 
bttSLDess  in  New  York  State  early  m  1007.  It  writes  reiaooranoe 
only  in  this  country.  Its  home  office  statement  as  of  Deeenaber 
31.  1011.  showed  ssoets  sggregating  37.014,006.  and  a  eapital 
of  31300.000.  Paul  E.  Rasor  is  also  Unitsd  Statss  maaater  of 
the  Moscow  Fire  laourance  Co.  and  the  Firot  Rusduun  lasvaaoa  Co. 
Vahie  of  depedt  in  Ohio,  3100,000. 

UNITED  STATES  TRUSTEE:   Banken  TMol  Oo^  M.  T. 

TERRITORY  COVERED:  The  company  Is  licensed  in  Colo., 
Del.,  in..  La.,  Mass..  Mich..  Miss..  Mont/Nev.,  N.  H.,  N.  T., 
N.  C.  Ohk>.  Pa.,  Tex.,  W.  Va..  la.  dc  Ark. 


REPORTS    OF    FIRE    INSURANCE    COUFANIES. 


SALAMANDRA  INSURANCE  COMPANY,  Petrograd,  Russia. 

United  SUM  Mvuan,  Maul  t  Wcmptt.  lu.  Nnt  York.    Orguind,  1B46. 
(UaiMd  easm  Bnub  StiM».) 


Iw 

A^ 

S=SS 

Sopk. 

p™S1„ 

ss. 

-ss- 

EiptOM. 

ToUIR.. 

IS! 

m 

1S^ 

H 

tI.B84.4M 
1,404.8M 

tS.0OO,DSi 

l',*»!71l 
1.914.144 

i:7»S.0«S 

I1.71K.707 
l,0O5.S77 
1,117.110 

'SS 

tM8.7t; 

si 

tI,B01,33S    +1100.000 

i.H2,iai    —300,000 
i.au.473 

'■ffis  ass 

<xll.  18U.  Liuiuiiim.DB.Sl.  lOll. 

>...  tMST.ltO    LcHsmnid I»I,0H 

....       1M.0M  UBHnwd^nM....    IJMMJU 

■....       I».U    Otkw  hbittis 11.481 


TMklM 


.  n.no.081 


:S  IND  PRBMIUUB;    Hn  rtti  li 

UU:  muou  tlimai,  (3,750.086, 

GUSIHB89  IH  TJ,  8.  SINCE  ADMISSION: 

■ ■     a  put.  II3.4SS,S90. 


B.  R.  A  P.  Rv..  eq..  IBIS.  S% ISjmo 

B-iBmlLR..  In..  1018.8% S5,0aD 

C  he.  Kr,  1  r.  OL.  mo,  1%. M.00O 

aFM.Bf,a.K.,  10»,3)% 18.000 

C*L*A.aR.,*ci_10l7,  41%.. JJ.COO 

CU.lGt.W.  RT_lm,108),  i% KM 

CMM  BLF.:PAi  W3.}b..l018.  8%.  80.000 

C.tNnRr„d.,  1011.  8?i 26.000 

a  t  Hn.  R)F.,  «).  Ir.,  lOIS-U.  41%. .  OO.OOO 

a  k  Nim.  Rt„  IB.  ■.  t.,  ISIS.  7% 21.000 

C,  R.  I.  »  P.  Rj.,  JO.  i     mi"  JlK  itnnn 
C,H.L»P.Rr.,I*r 
OL  Ktl,  1  m.,  isn,  1 
C,  8L  P,  M.  *  0.  Rj, 
MABod..  n.d..  IfllB. 

H-  C«M.  M.  tr..  lOlS-U.  .. ,. 

iL  Fib  t  Son  CitT  KJL,  1  bl.10IT.7% 
Kb.  t  Midi.  Rj..  2  n.  i.,  10!7,  6%. . . 

LS.4Miiih.  So.  Rr.,  1016,  8% 

L  3.  t  U,  Bd.  Rf ..  laiS.  4% 

K.  1.  C.  Luin.  eq..  l»17-0,  i% 

«.V..L*W.ffT.,  HM.4% 

H.  P.,  0.  K.,  C.  B.  A  a  ILBl,  Itei4% 
Pt.  E.^  n.  C  lOU.  M% 


7[ 

iLion, 

1.  4(%, , 


BoHH  Oww). — Ciml, 
Pi.R.R.,|ii.rr,>r  t'.|.  IBIS-U,  4t%... 
P*.R.R..ca.  fj^t  .-,)..  i«..IS:i.  4%,. 
Fii.  ViMLltii;.  :ii';    

R.rii>ip.,eq  .  VM--..H% 


-:J.41%.,. 

.i:::::::; 


r.,  IOM.4%.,. 


&>.  Ky..  HI.  tr  .  |-.i|i> 
ao.Ry.,i»l.ii,liil7 
Ud.  Pk.  R.R.,  o...  i 
Am«.  Lou.,  c-  n..  II 
Anw.  T).  i  fl..  »L 
ChL  Tl.  4  Tt^  1  m.. 

CumWlniid  11,  4  Te,,  b.,  itiiD.  a% 

CInF.  Q.  lUum.,  ]  m.,  I«a0,  8% 

Deal,  1918-8,  6?t 

M(i(.St.Ry..Ku.  City,  1013.8% 

N.  V.  Tl.,  1  jn.  M.  .,  [.,  1030,  4*^..  .... 

Pu.  T1.  4  T(.,t  iil4  ul.trjj.,  1*37,  8% 
8o.  Bdl  Tl.  {  TiJ  DAf  J041,  8%. .. . 

AlbuT.  N.  T.,  T«.,  1031. 4^ 

CohimbH,  0.,  inp,.  1010.  4% 

lAAsnla.CiL,  1023,  41% 

— liniSKerVa,,  10S4. 41% 


Miriut 

.     Vihie. 

t80.«» 


60.000  40.000 


ml  imp.,  1023.  3% 

U,rSWj!(,.102a,«% 
itjn.jtC.,  IttO.  St%..., 


N.  Y.  C,  a.  nk.,  1018,  Sf 
N,  Y.  C  ep-  nk.  "-,  lOli.  8%. 
Ywbn  City,  1018.  Er 

ToUli  (ticok  nfaie. 


NO.  IOD«.  tX 


, »  31,  I9IB.  t~.v^  _v. 

ll4,S»,3«a.  H*  ptkhjp  at[iti)  bdn  0300.000. 

ksH!    BiltiiiMf^lOW.II"™^  °~'' ^—  '" 

VihM  dI  dtporit  m  Ohio,  (iuv,iiuu. 

CNTTED  STATES  TRUSTEE:    Nnr  York  Uf<  lonnma  * 
Tnirt  Co.,  Ntw  York. 
_  -    -             TERRITORY  COVERED:  Th*  aaBBuy  !■  limmd  in  Alk., 
48,600       G«lo..  Dd   a    I«..I*.,  M™    —  ■     -         - - 


SCOTTISH  UNION  AND  NATIONAL  INSURANCE  COMPANY, 
Edinburgh,  Scotland. 

Vulti  Etitd  Mui^r,  Juki  H.  fimnla.  HHtTonl,  Cou.    OrtoIiiMd.  1814. 


mmta] 

SutaBniKb  BMBln.) 

Tu. 

— 

sss 

a«q>h» 

,iL 

T.td 

■ss- 

EIPOH. 

pemCliira 

Lomi 

iKurred   _ 

1011 

ini 

»I0 

s^u 

iun.m 

iJSJS 

11,328,310 

1 1147,403 
1>I730C 

I««1.01I 
M4!8S( 

i:m«,to 

1.B42.1100 

11386,488 
1,000.113 

ITS 

+K3JM 

+87,007 

REPORTS   OF   FIRE   INSURANCE   COMPANIES. 


SCOTTISH  UNION  AND  NATIONAL  INSURANCE  CO..  Edinburgh,  Scotland.— C<m/. 


REAL  ESTATE  OWNED: 


thniocd(l>,Bt.Plal(l)*ail  WuHwalit  «).  Thw  tM  ptin- 
aMr  dodbq,  ud  tlw  nun  hiclilr  nta«l  pnpstia  in 
■t  n  EbB  lU  Hartfcnl,  irtlti  oSm  (nudiii(  inriucwt  el  cob- 
■tasliaa.  vU^  «■«  tlO(l3M.  ud  I  dwiffiiic  io  Hutford.  snitd 
HtUXt.  AIlHiwiwdHmMDrkinr.wlaaMHiiwiiDbmd. 
UORTOAQe  LOANS:  Thn  ua  SI  liaiB,  luatlr  ■nil,  tlu 
baft  of  (b«B  WMr«d  I9  pnptrtiM  la  Hamnd,  Onm.,  wtth  ■ 
bv  b  Ett.  Ful,  Mi-™|-Ji.  Oaimmt  lui  New  Britun.    ni 

SM  m:  tM.000  on  1»-I3»  CvMl  wr^  MimwuMlk, 
mOoD  S7-»  Avhnn  •*-.  Hstfoid,  ud  tl«/)00  on  n.Cfinnh 
ud  TiumtaN  lU..  Hwttord.  tltl,<IOD  o(  loua  in  Monnd  br 
[np^tia  ?alDBd  >t  tn>,«SO-.  tha  ampur  holdiiu  tlM.KXI  rf 
uwnim  oa  tin  buiMiBf).    On  Dtaabm  31.  Iwl,  ru  iaUnct 


BONDS  AND  STOCKS  OWNED: 

.._ ,'l»K^l,"St,, 

Cufibogi  Co..  O.,  rd.  A  b|.,  19lf-it,  t% 

B-ProT.,  R.  I..t.,  IM7,  ffo -■ 

ObSUt*.  ISIS,  9)% 

lilk,e.C,.r..  lM3.t%.... 

ltaBCi).,THui.,id.,  I»H,  t% 

n  Co.,  On^ihcn^  IHl,  E% 

Co.,0.,c7H.,lMt.«% 

huodSbi  Co..  0.,  nl„  1M7-S3, «%.... 

UiK,  nt.,  ]>U,  3|% 

N.M„1MJ,J1% .-• 


Fu  Mukat 

Vilua.  VahiB. 

(lOOJUO      tl<H,IXXI 


RKlmuiiid,  Va.,  1»0-17.  (% 

SallLakcK.,  IE93,4|% 

Su  Anlonn.  ir,,  IMO-U,  i% 

Su  AaUDio,  Tu..  UT.,  tUl,  i% 

Su.  A.  Tea.,  lidenlki  £  DUL.  lUl  J>%. . . 

Su  A,.  Ta.,  EUno  «r,l»U,  S% 

Tuiut  Co..  Tea.  R.  i B..  IIU,  i%... 

TiiledD.O.,  l!IIB,4t% 

WMsblny.K.,  1>»-*1,1% 


AU.  C.  U  R.B.,  L.  k  N.«oL,l»l.  i% 

B.  t  0.  RJt.,  I  DL.  IMS.  4% 

-   . -'n.,H0J,3(%.. 


KN.OOO        300.000 


sa.a» 
nuxu 
i>.oaa 

B3,000 

1W.CO0 

ItJXO 

Kxm 

70,000 


C,  U.  i  St  F,  IL.  ci  P.W.,lini,  i%. 
C^  U.  «S(.  P.R.,tiLm.lW».4%.... 


G.,M.ASU>JLD..Im.tJ..  IMO,  t%.. 
C.»NwiL,d.,mi.t7o..... 
1.,  1»33,  S%,., 


C!  A  if.  lad.  R.R.,  e 

c!,L.4'wji.fa,»D!'».rrB3».'i%!i"''. 

C*  F.  R.R.,  ID.  m..  H.  B.  IHi,  4i% 


L^,  IMS,  *%... 


J..  H.  A  S.  A  ILk.,M.A  P.INt.,1SS1  J% 

O.  A  W,  RJL,  1  B.,  im,  s%. 

BaMt  V.  R.R..  I  B,  m..  ItW.  4t%. . 
b.  a  A  M.  S.  R.R.,  d.,  1818-31. 470- . 


L.  S.  4  M.  So.  R,H,  B.,  iSlJ,  &% 

L.  V.  R.R..  Ii0jl»40,  41?;.. 

L,  H.  A  St.  L.  Rf.,  I  m.,  l»4^  S%. . . 
L.  1  N.  R.R.,  81-  L.  pnip.,ieiS,  S%. .. 

M.  A  St.  L.  R.R.,  1  r.,  iKs.  4% 

Mo.  Pm.  RJL,  n.  1  m,  IDJO,  B% 

■-    -    ~~       m7,s%.,. 


N.-P..Gt.No-jl,CB.Q..1921. 4% 

Ko.  y.  Tin.,  of  On,.,  I  m.,  11133,  9%, . , , 
Ore.  a.  L.  RJL,  a.  1  m.,  I»1S.  i%.... 
P.  A  H.  Y.  ouul  R.R.,aLin.,  IKS,  i%. . 
P.,C..C.A  St.  LJUtn.in.aer.AIHa-43, 

P.,C.  .fe.;*  ■  Si.LR.'R.'.c«.m  jer.b,  1  M7.*% 

tt.  A  P.  RJt.,  a.  m..  1832.  S7, 

a*P.  R,R,  I  m.,  1831,8% 

&t.L.J.M.A  S.Ry.,L.O.,ie31.  S% 

Bt.L..].MJi  B£ij.k  ■jIIt.,1833,  t%. . 

St.L.,8ini.Rf ..  I  m.,  ifitO,  4% 

BtP.Ko JJj.jpL  m.,  im, »% 

Gl  PA  Slooi  Oq  R..I  m..  IMS,  VTi. . . 

fo.  Ry.,Bt.L.I>ry.,l  m„  IMl,  4% 

to.  Ry.l  a,  m,  l»4,  a% 

Tm.R,R.A™.ii(  BlX^tLHij..  IKi,  t% 


4S.0« 

Bi.m 
tnsm 

7B,1W 
108.000 
ITJM 


T,  4i"V... 


W.  PiiM.Tm.Hy.,!  nL,l8S4. 47o. . 


B.  TI.A  T|i..'oiL  tr.;  1828,  t%'. '. 

■•  -n..  I  DL,  law.  i^ 


vijno 

MMIOO 
10,000 

Mo/aoa 

Nuno 
10.000 
taooo 

100.000 

tarn 

fiO.OOO 


•7.>7a 
sijoo 


Wat*o  Adi- A  Id^i 

TaUk  (book  nhw, »,]».«»). . . 

MISCELLANEOUS;    Thb  cooiwit  b«^  boBua  ii 


tt,IO>.tU    M.te3.7U 


__.. T.  1,  1013,  it 

(OS.OSS  at  iHnta,  lU  ixiital  (pul^uii)  b«ii( 
Bmntcr  ii  ■!»  llniled  Btita  munnr  For  On 
hf  Urrnnol.    ConlUsrat'Da  kflaa:  Bdtjaort. 


HELD  MEN  AND  TERRITORY  COVEEBD:    Ju 
B»w«t«t,  Hirtfofi  Conn,  ni  -   -        -  - 

HeoTv  J.  Bougv.  Btrtfont,  ■ 
Hutford.  ai  '  '     ' 

D^t^  -ia!  forToT  AikTa 

WilkabwnI«Pl.;J<i     ~ 

'     ~   y».,  H.  C.  Ha. 

•uuniu,  WelmonA  Wi|]igrb«,  CldM|l>  l«  uw  uv^m-i  a.  ■>. 
Faa,  Ban  Ftucwx).  [a  Cal.,  Aril,  and  Nn.;  aod  T.  H,  W.  F. 
Rioa.  BonoB,  Man.,  for  N>w  Enjlud.  SuK  weU:  A  U>«- 
Keoluua.  Jr^  Nenrk,  for  N.  J.,  R.  M.  Undawood.  VnaUjn, 
tor  N.  Y.:  B.  T.  Hlguibdtham.  N.  0.,  fa  La..  Ala.,  and  Mk. 
□.  a.  ColW  Atlanta,  fa  0*..  and  S.  C.  W.  R.  Hilk  Baltinun 
for  Md..  dTc.,  V».  and  N.  C;  1.  W.  Had,  8«.  Loni  fa  Mo.: 
L.  C.  Robata,  Omaha,  fa  Neb.  lad  la.,  W.  C.  Oasw,  RahmMoo, 
ta  Miob.;  C.  E.  Conuar^  Hilwnkai,  fa  Wia.;  T.  R.  FMohu. 
Minneanolb.  (a  Mud..  Q.  J.  Biuk^  lodiaupaGi.  la  lad..  F. 
V.  Cols,  MaapUa,  ta  TeaB.  tad  Kj.,  F.  W.  OaMai,  Taooina. 
r«  Wah;,  Ore.  atd  B.  C;  0.  B.  MoC^  Jr.,  Ct  -  '  - 
Ful  B.  SEaaoMtB,  Columbia  la  Ohio,  Jotan  L,  R 
fa  Colo..  WtO:.  N.  M.,  Dt^  awl  Ida.,  k  C.  Ednni 

fa  aatbata  Waah.  and  Moot.    8p«r'-' 

Baton,  fa  Hn  Endaad,  Jaha  H.  I 
Datbtn  CaL;  Cba*.  NioaaD.  Saa  Fn^neo.  la  aooth 
R.  H.  Kdlq'.  Saa  Fiaaebao,  ta  mMmI  Cal.;  W.  H.  Pi 
Harltgri,  Coaa..  for  Canada.    Th*  taapMr  do«  bg 
all  of  the  United  Stata  neqit  Kan.,  N.  D.,  &  D.  and  Tt. 


L  C.  EdnnuMiMHL  BM^aa 
>)  uvea:    R.  i.  ^on. 


REPORTS    OF    FIRE    INSURANCE    COMPANIES. 
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THE  SEA  INSURANCE  COMPANY,  Ltd.,  Liverpool,  Eng.1 

United  States  Maoaflen,  Chnbb  A  Son,  New  York.    OrRaniied.  1875. 
(United  States  Branch  Statifltios.) 


Tus 

Amta 

Unearned 
Premiums 

Surploa 

Net 
Premiums 

Total 
Income 

Loaaei 
Paid 

Ezpeoiea 

Total  Ex. 
penditures 

Lomm 
Incurred 

(+)  Reo'd 
from  or 

(-)  Remit, 
to  H.  0. 

1914 
1913 
1912 
1911 
1910 

11.364.616 
1,090.280 
1.640.967 
1.585,302 
132,974 

1204.667 
190.422 
178.132 
200.259 
265.134 

1599.973 
398.163 
420.625 
450.534 
341.455 

1949,090 
412,818 
914370 
836,270 
883.416 

1983.984 
446.831 
048.744 
865.448 
919,011 

8443.344 
402.573 
433.792 
325.439 
447348 

$285,986 
355.734 
252.496 
259.921 
197.457 

1729380 
758,307 
686388 
685360 
645.305 

•■••■• 

349.015 
484.653 
383,667 
483.751 

+$20,609 

—141.188 

—160315 

+  2.161 

+  29.798 

TTnuMwts  marine  inenranee  only. 


Dec.  31. 1914. 

Boadi $820360 

GiBh 291.647 

AgeotfbaiaBeca....  235395 
8.123 


LE&BiLnm.  Dig.  81. 1914. 

Loans  unpaid $518,336 

Unearned  prema....       204,667 
Other  liabffi  ties 41.639 

Total  Gabilities. . .     $764,642 
Snrphis 599,973 


Total 


$1364,615       Total $1,364,615 


Underwritmc  profit.  $130317;  inTestment  profit.  $60,384. 

BIBKB  AND  PREMIUMS:    Marine  and  inland  risks  in  foroe 
Dec  31.  $38,657391;  premhims  thenon,  $321,944. 

BDSENESB  IN  U.  8.  SINCE  ADMISSION:    Premiums  re- 
sand,  $14314338;  ksses  psad.  $7313.973. 


BONDS  OWNED: 

N.  Y.  L  kmy.  (L.N.)  imp..  1061, 4%. . . 

CiiL,0,WatWks..  1044.3*%. 

N.7.C.,ep.sdc..  192&-64.3}% 

N.T.C.,S|».stk..  1960.4i% 

N.T.C^es.8tk.,  1022-8»3f% 

I^$-J- *«»»'*% 

RAO.RJt.  nriorUi.,  1925, 3}% 

BJk  O.R.R.J>Jo.  A  TBodjin^l  m..l925. 
B.i  O!  RiVsiril  Div.*  1  m.'.  lW5'3i% 


Par 
Yahie. 

Market 
Vahie. 

$25,000 
10.000 
223.000 
100.000 
154.000 
100,000 
56,000 

$25,500 

9.700 

12,120 

101,000 

147,400 

96,000 

51,520 

25,000 
25.000 

22300 
22,750 

Par  Market 

Bonds  Owmo.— Coal.  Value.  Value. 

B.  dc  0.  RJL,  1  m..  1948,  4% $4,000  $3,730 

C.  Pao.  Ry..  1  m.,  1929,  31% 2,000  1.820 

C.  Pao.  Ry..  1  r.  m..  1949.  4% 38.000  35.720 

Man.  Ry..  cs.  m..  1990.  4% 20.000  18,600 

N.  Y.  C  Lines,  eq.  tr.  n.,  1915, 5% 25.000  25,000 

N.  Y.,  St.  L.  &  C.  R.R..  1  m.,  1937.  4%.  10,000  9,500 

N.  Y.,  8.  &  W.  R.R.,  r.  m.,  1987, 6%. . . .  10,000  9.500 

No.  Pae.  R.R.,priar  hi.&  L.  0..  1997. 4%  15.000  14350 

No.  Pae.  R.R..  gn.  In.  &  L.  Q..  2047,  3%  25.000  16.750 

Un.  Pae.  R.R..  1  m.  dc  L.  Q..  1947. 4%. .  20.000  19.400 


Totals  (book  value.  $868.905) $887.000      $829350 

MISCELLANEOUS:  The  United  States  managers  of  the  Sea 
are  also  managna  (^  the  United  States  branch  ot  ^e  Marine,  of 
London;  geooal  agents  of  the  Marine  branch  of  the  London 
Assurance,  Marine  oraneh.  Alliance  Assurance  of  London,  and 
also  control  the  Federal,  of  Jersey  City.  The  Sea  began  business 
m  the  United  States  in  1876.  The  subscribed  capital  of  the 
company  is  £500,000,  all  paid  up.  Conflagration  losses:  Balti- 
more. 1904.  $6,000.    Depoeit  in  0..  $110,000. 

UNITED  STATES  TRUSTEE:  Equitable  Trust  Co..  New 
Yoric. 

TERRITORY  COVERED:  The  company  is  licensed  in  Ala.. 
Ark.,  Cat.,  111.,  La.,  Minn.,  N.  J..  N.  Y..  O.Tni.  and  Tex. 


SECOND  RUSSIAN  INSURANCE  COMPANY,  Petrograd,  Russia. 

United  States  Managers,  Meinel  &  Wemple,  Inc..  80  Maiden  Lane.  New  York. 

(United  States  Branch  Stotistios.) 


TlAS 

Assets 

Unaarned 
Premiums 

Soridus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Expenses 

Total  Ex- 
penditures 

Loeies 
Ineufred 

(+)  Rec'd 
from  or 

(— )  Remit. 
toH.  0. 

1914 
1913 

$1306.606 
1.140,451 

$801,821 
638,712 

$293,492 
500,063 

$1.153341 
638.088 

$1,197,675 
1632,835 

$612,625 

$349,121 
1.640 

$961,746 
1.640 

$715,495 
656 

—$190,000 
+  500.000 

I  Aeemed  interest  on  bonds  purohased  exoeeded  interest  income. 

Aflaii.DK.  31, 1914. 

Boadi $997,760 

CsA 167.623 

Ageols'balaiioea....  32,020 

iBtcnrt 11302 


i.  Dae.  31. 1014. 

Losses  unpaid $112,685 

Unearned  prems ....       801,821 
Other  liabilities 607 


Total  liabifities  . .     $915,113 
Surj^ 293,492 


Total 


81,206,605       Total $1,206,605 


Ufldcrwritifig  fees,  $82,650;  investment  profit.  $66,059. 

BISKS  AND  PREMIUMS:    Tire  risks  in  force.  December  31 . 
S139345320;  premimm  thereon,  $1303,634. 

BUSINESS  IN  U.  S.  SINCE  ADMISSION:    Premiums  re- 
wind, $1,791,028;  knees  paid,  $603,467. 


BONDS  OWNED: 


Par 
Value. 


A^T.JcaFeRy..  1968.4% $50,000 

B.  A  O.R.R.,  prior  bL.  1925. 3i% 50.000 

B.40.RJUl933,4i% 25,000 

B0a.AAlb.e4.tr..  1918,44% 50.000 

B.,R.ftP.Rj..l957.4i% 50,000 

Cent.  Pae.  Ry..  1949. 4% 25,000 


Market 
Vahie. 

$45,500 
46.000 
23.000 
50,000 
52,000 
23300 


Bonds  Owmo.— <7enl. 

Chi.,  B.  &  Q.  Ry.,  1949-58.  4% 

Del.  dc  Hudson  Ry.,  1916-43, 4% 

N.  Y.  C.  Linee,  1919, 5% 

No.  Pae.,  C,  B.  A  Q.  R.R.,  1921, 4%. . . 
No.  Pac^  GtN.,C3.&  Q.,jt.,  1921,  4% 

Pa.  Gn.  Fgt.  eg.  tr.,  1919, 4i% 

St.  P.,  M.  A  M.  Ry.,  1937,  4% 

So.  Pao.,  g.  cv.,  1929,  4% 

So.  Ry..  eq.  tr.,  1919, 6% 

Deere  ft  Co.,  1916, 5% 

N.  Y.  Tl..  1939,  4J% 

Cuyahoga  Co.,  0.,  bg..  1919-22, 5%. . . . 

nTy.  C!;  19?0-5, 3% 

N.  Y.  C,  1920-30, 3|% 


Par 

Market 

Value. 

Value. 

$50,000 

$47350 

100.000 

08300 

25300 

26,500 

25,000 

24350 

25.000 

24,250 

50,000 

50300 

25.000 

24.000 
21,500 

25,000 

25,000 

25.250 

25,000 

24.750 

80,000 

78,400 

100,000 

103,360 

32,000 

29350 

190,000 

180.700 

Totals  (book  Talue,  $977.480) $1,027,000      $997,760 


MISCELLANEOUS:  The  company's  home  office  statement 
shows  assets  of  $4,267,623  and  a  paid-up  capital  of  $1,159,704; 
It  transacts  ozUy  reinsurance  business  in  all  states  of  this 
country,  which  it  entered  in  1913.    Deposit  in  0.,  $100,000. 

UNITED  STATES  TRUSTEE:    N.  Y.  Life  Ins.  and  Tr.  Co., 

N.Y. 


REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


SKANDIA  INSURANCE  COMPANY,  Stockholm,  Sweden. 


C.  i  Nn.  Ry^  n!  n. 
C,  R.  I.  »  P.  lU.,  go.  m.,  iwa.  i-i- , . . 
C,  C,  C.  t  SL  C  itr.,  gn.  m..  t  ,ieilS.4% 
C.  8.  L.  Rf .,  1  m.  g.,  o.,  IMI. »%. . . . 


fiutodiiig  la.ODDJM 
_    _  mlS.IMWWObl — 

Vtlu  or  dtpout  in  D..  tlOtUWO. 

DNirED  STATES  TRUSTiBE:  Nm  Yort  Life  I 
Tnm  Co.,  Nn.  York. 

TERRITORY  COVERED:  Th.  eoBpuy  u  liMUHd  b  it 
CaLo..  lU.,  Ik.,  !«.,  MiH..  Mich..  Hta..  Mont.,  Nvr..  N.  H., 
■-   -    N.  v.,  N.  C  0..  Pi.,  Tku  tod  W.  V». 


■  BniHh  Butislia.) 


pMKltMm     iKurral 


ISM     I14SS.S81 

IS13     i.oaj,4fio 
till       t3i,fioe| 


LuiiLrmK  Dk.  31,  1014. 


Cad).... 281. Its    UuracdBon)... 

Afoita  bduoc...         43. IM    OtWIkbiMia.... 
I«t«p«* 10484 


10,000 


TbUlb 


Total  M 


S73,S2T 

ti.73»3»\        TdUI I1.23S.281 

Dniljmiitut  loH,  tl.l47;  in.ortoiBil  proEl.  (99.206. 
RISKS  AND  PREMIUMS:    Rnnka  in  tmt,  DMSutw  31- 
K8.»0,«06:  matmu  Uwohi,  tl,l>U5M. 

BUSINESS  IN  U.  S.  SINCE  ADMISSION:    PRminn  n- 
OBTBl,  IMOl.MI;  kan  puid,  C 

BONDS  OWNED; 
Md..  n( ,  IWU, 


N.  Y.,  m.  >tk.,  i«a.4!':; 

NomU,  Conn.,  imp.,  19M.  4l<~c 
''— nto.  Cm.,  p.  a.  lou,  19S0 

Dto,  C>ii.,eLFiov.dii.plut.  I! 

Csit.  Pu  R.R.  r.  m.,  I»«S,  4%. 
So.  Pk.  R.R..  i.ro..  1»»,  4'r^  .. 
"  '  D  Pm.  RR,,  r.  B.,  a«OS.  4?, 


Clerdiuiil,  0..  mt.wkg..  1040.4)"^. 
■Anua.  Cu..  B.  dk..  ISU.  i'-c 
Ootlpb,  Oil,  knJ  imp.,  lOSZ.  1)%. 
'^-'Tli,OBt„»..  1940.4%. 


MuM 

Vilut. 
t»,GOO 


30.000 
9.000 


Muk« 
Tihit. 

tn.wo 


20  JH 


Totab  (book  nhH,  IS»g,M«) W00.0OO      WOl.lOQ 

MISCELLANEOUS:  The  South  Oamu  RoiBnirwin  Cs. 
of  Munich  (olcnd  tbg  Cdted  Buta  fat  romutuec  busna 
in  April,  1911.  It  hu  depotiti  irf  tSlO.OOO  wilh  the  Cohdrd- 
cut  Sin!*  TrcHnnr,  (210,000  with  tbg  N«*  York  Icmmaa 
DeputtDCnt.  ud  IIOO.OOO  iiith  the  Ohio  DefwtmBit. 

UNITED  STATES  TRL-STEE:    Hutfonl  Tr,  C<fc.  H»tferl, 


L,  Dd..I1l    U..  Ll.  Ill 


'..  Pl,  Tu.,  Utdi  ud  W.  Vl 


REPORTS   OF    FIRE   INSURANCE   COMPANIES. 
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STANDARD  MARINE  INSURANCE  COMPANY,  Ltd.,  Liverpool,  Eng.t 

United  Statei  Manacer.  W.  J.  Roberti,  N«w  York.    Orgulsed,  1871. 
(United  Stata  Bnnoli  Statisties.) 


TlAl'     AMtl 

'  Unearned 
FkauamB 

Sarploi 

Net 
Ftenuoma 

Total 
laeome 

Loane 
P^ 

Expenaee 

Total  Ex- 
penditorea 

Loaaei 
Ineoxred 

(+)  Beo'd 

from  w 

(-)  Remit 

toH.  0. 

1914  ,  11463,725 
1913      1,113,704 
1912      1306,821 
1911      1355.983 
mo        968,131 

199302 

183315 
124374 

$855,700 
7S2306 
714.640 
601338 
003.662 

$1407331 

841.700 

1383310 

1334322 

050343 

$1437.638 

870.531 

1312333 

I36I342 

060.630 

$805317 
760,801 
738338 
238.025 
400384 

$105,010 
220398 
193.588 
178.923 
150,660 

$1.090327 
981.100 

03i.no 

417348 
550,044 

$854363 
603370 
662,052 
840,676 
878334 

+$71,476 
-202.132 
—234.060 
-482380 
-88374 

Die.  31. 1014.  Lunum,  Dm.  31. 1014. 

Bottfaaadstoeka...     $652,778    Loamunpaid $42316 

CM 330.646    Unearnednena....       231.327 

Afeatt'balaaeeB....       176.997    Other liabUitiea 34.382 

loterat 8i021  

TotailiabilitieB...     $308,025 


Total $1,168,442    Surplua. 

S|)Ldep.0TerBab..  4.717 


865.700 


Total 


$1,163,725       Total $1,163,725 


Uadenrritiiv  profit.  $14,709;  in^ertnent  profit.  $41,926. 

RISKS  AND  PREMIUMS:    Marine  and  inland  rieka  in  force, 
Dk.  31,  $20303.420;  preaaioM  tharaon.  $281327. 

BUSINESS  IN  U.  &  SINCE  ADMISSION:    Prenuums  re- 
eared,  814345.678;  keaea  paid,  $0.784382. 

BONDS  AND  STOCKS  OWNED: 
BoitDa. 

Atkata  Wat.  Wka.,  1033. 34% 

BUtb.  Local  Imp.,  1982-8.34% 

Ml  Venon  facwy.  reparing,  1990.  44% 
Ktv BoeheOePab.  Imp..  1016-10.  4{% 

Norfolk,  Va.,  1010.5% 

Boei»t«rPk.,  1028,3% 

frneiie  Wat.  Wks.  1020. 3i% 

TKf  Pab.  Imp.,  1010,  44% 

Yeikcnae.,  1916-30, 44% 

MLCLinelLR.,  1  m..  1052, 4% 

ITraancta  mazine  bowieai. 


Par 

Market 

Vahie. 

Value. 

$10,000 

$8300 

200.000 

188,000 

12300 

12.480 

24.000 

24.180 

25.000 

25.250 

40.000 

35,600 

80.000 

29,100 

6.900 

7.038 

20.000 

20,520 

25.000 

23300 

Borne  Aim  Stockb  Owmn.— Conf. 
BoNDe.— Coii<. 

BM  O.RJl,4>.,L.EJk  W.Va.4041,  4%. . 
B.  &  0.  RJLW.VJk  P.,1  m..  1000,  4%. 
ChL.  L.  &  &  E.  By..  1  m.,  1060. 44%. . 

CA  NwnJly..8.  f.  d..  1033,  5% 

M.  dc  0.  bX.  1  m..  1027. 6%. 

N.Y.C.  A  H.  R.  R.R.,  d.,  1034,  4%. . . , 

Ore-  8.  L.  R.B..  r.,  1020.  4% 

W.  El..  1  m..  1022.  5% 


Par 

Market 

Vahie. 

Value. 

$25,000 

$21,750 

80.000 

26.400 

50,000 

47,500 

50,000 

52,000 

27,000 

30310 

20,000 

18,000 

45.000 

41,400 

25.000 

25300 

Srocsa. 
M.  St.  P.  A  S.  Ste  M.  Ry.,  leaaed  L.  4%. 

Totab  (book  value.  $628.884) 


25.000  20.250 

$680,000      $652,778 


BOSCELLANEOUS:  The  eompany  besan  bonneai  in  the 
United  Statei  in  1888.  AH  the  stook  of  thn  eompany  ia  owned 
^  tbe  head  office  of  the  London  k  Laneaahire  Fire.  Dq)oeit  in 
da.,  $10,000. 


UNITED  STATES  TRUSTEES: 
Mclhraine,  Jr..  J.  E.  Oaidin. 


D.  Sehnakeaberg.  A.  O. 


FIELD  MEN:  W.  J.  Roberta.  United  Statei  mananr.  New 
York:  Beera,  Kenieon  dc  Co..  OalTeatoa,  Tei.:  Arthur  Mendee  A 
Co..  New  Orleana.  La.;  J.  B.  F.  DaTia  &  Son.  San  Frandaoo. 
Cal.  and  Seattle.  Waah.;  W.  D.  Middleton  &  Co.,  Charieaton,  8.  C. 
The  eompany  operates  in  Ark..  Cal..  Qa..  lU..  La.^a8i.,  Minn.. 
Mom  N.  Y.,  Pa.,  S.  C,  Tenn..  Tex.,  Va.,  Wash.,  Wia.  and  in  the 
Dominion  of  Canada. 


THE  STATE  ASSURANCE  COMPANY,  Ltd.,  Liverpool,  Eng. 

United  Statea  Maaafer.  Janwa  H.  Brewster,  Hartford.  Conn.    Organiaed.  1801. 

(United  States  Branch  Statistics.) 


Tub 

AaKta 

Unearned 
PremiafflB 

Suiplua 

Net 

ftemiuma 

Total 
Income 

Loeaee 
P^ 

Expenaee 

Total  Ex. 
penditurei 

Losses 
Incurred 

(+)  Rec'd 

from  or 

(-)  Remit. 

to  H.  0. 

1914 
1912 
1913 
1911 
1910 

$654379 
585313 
457,777 
438384 
428335 

$154,902 
128.160 
106.675 
106393 
101,117 

$471,071 
437.150 
338.251 
800.000 
311,623 

$168,188 
137316 
111.630 
120,007 
127,400 

$101358 
155.827 
158,661 
186,760 
142,004 

$57340 
53.010 
65.487 
65,054 
67.156 

$62,807 
50374 
42,423 
46,760 
47,807 

$120,176 
103384 
128.605 
112,723 
114,063 

$64,432 
55.021 
58.000 
66.278 
71342 

—$11,535 
+85.046 
+15360 
-16306 
—23,504 

Gbih 

Afetta'balancn. 

Itterert 


Aflam.  Die.  31. 1914.  LuaxuimB.  Dbc.  31, 1914. 

fi«Bdiaad stocks...     $666,145    Loeaeaunpaid $17316 

52347  Unearned preoM....       154.002 

80,101    Other  liabilities 11300 

5,006  ^— .— ^^^— 

Total  Habilitiea...     $183306 
Sorplw 471,071 


Total 


$554370       Total $654,870 


rndervriting  profit.  $10360;  inrestment  profit.  $35,177. 

RISKS  AND  PREMIUMS:    Fire  rieks  in  force,  December  81. 
tS,616374;  premhims  thereon.  $288,707. 

BUSINESS  SINCE  ADMISSION  TO  U.  8.:    Premiums  re- 
«ivii  I2376.736;  loasea  paid.  $2362,068. 


BONDS  AND  STOCKS  OWNED  : 
BoMsa. 


Par 
Vahie. 


BebBgham.Waah..f.,1026.5% $10,000 

Ma>,N.T.,ie..l029,4% 10,000 

H«tfard.Cona„bg..  1965.3H% 10.000 

5«boo,  On^  Co.,liwy.,  1948. 5% 20,000 

M-  \ .  City,  a.  itk.  dka..  1027. 3H%. . . .  46.000 


Market 
Value. 

$10367 

0.850 

8,850 

20341 

43340 


Boima  AND  Siocu  Ownsd.— Con/. 
BoNoa.— C(m<. 

N.  T.  City,  cp.  stk.  dks.&  £n.,]0523H% 
N.  Y.  City,  op.  stk.  r.  t..  1052.  Z}4%  ... 
N.  Y.  City.  ep.  no.  ste..  1042, 3H  %  ■  • .  • 

N.  Y.  CHy,  ep.  stk.,  1057,  iH% 

Rochester.  N.  Y..  wat..  1033,  iH% 

A..  T.  ft  Santa  F.  R..Kn.  m.,  1005,  4%. . 

B.,  N.  Y.  &  E.,  1  m..  1016,  7% 

C.  R.R.  of  N.  J.,  gn.  m.,  1087, 5% 

C.  Pac.  R.  1  r..  1040. 4% 

C,  C.  C.  ft  St.  L.  R..  gn.  m..  1003. 4%. 
C,  M.  ft  St.  P.  R.  gn.  m..  1060.  4^%. . 

C.  R.  I.  ft  P.  R.,  gn.  m..  1088, 4% 

Ill  Cent.  R.,1  m.,  1051, 3% 

Leh.  Val.  R.,  gn.  cs.  m.,  2003, 4% 

L..  H.  ft  St.  L.,  1  m.,  1046, 6% 

L.  ft  N.  R.,  un.  m.,  1040. 4% 

Manhattan  Ry.,  cs.  m.,  1990, 4% 

M.  ft  E.  R.,  1  r.,  2000,  ZH% 

N.  Y.  C.  ft  H.  R.R.,  L.  8.  ool..l0083M% 
N.  Y.,  N.  H.  ft  H.  R.,  cv.  d.,  1048. 6%.. 

Nor.  ft  W.  R.,  1  ce.,  1006, 4% 

No.  Pac.  R.,  pr.  te.  ft  1.  g.,  1097, 4%.. . . 


Par 

Market 

Value. 

Value. 

$57,000 

$40375 

17,000 

14375 

80,000 

71,000 

18.000 

10327 

5.000 

5350 

10.000 

0,562 

3.000 

3,128 

10,000 

11,700 

10,000 

0375 

10,000 

7,637 

30,000 

3a675 

10,000 

8,775 

10.000 

7.150 

10,000 

0.000 

5.000 

5.125 

2,000 

1,017 

10.000 

0.150 

50,000 

43.000 

10,000 

7300 

15.000 

16,350 

10,000 

0375 

10,000 

0312 
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THE  STATE  ASSURANCE  COMPANY,  Ud.,  Liverpool,  ^nglsnd.— Continued, 


Bonds  and  Stocks  Ownxd.— Conf. 
Bonds.— CorU. 

Pa.  R..  cv.,  1015, 3H% 

P.,  C,  C.  k  St.  L.  R.,C8.,  1040, 4H%. 

Re»din£  Co.,  gn.  m.,  1007, 4% 

R.,  WTS  0.  R.,  1  es.  cv.,  1022, 5% . . . . 

So.  R.  R..  1  C8..  1004. 6% 

U.  P.  R.,  1  m.  &  1.  g..  1047, 4% 

Am.  Tl.  A  Tg..  ool.  tr.,  1020. 4% 

Chi.  Tl.,  1  m.,  1023, 5% 


Par 

Market 

Value. 

Value. 

830.000 

820.700 

10.000 

10300 

10.000 

0.487 

10,000 

10.487 

10.000 

10.475 

10.000 

0.700 

15,000 

18350 

15.000 

15.131 

Stocks. 
N.  Y..N.H.&H.R.R.R.  Co 


3,700 


2.063 


Totals  (book  value,  8617.784) 8601,700     8563.800 


*  Per  company's  values;  items  in  assets  per  insuranoe  department 
valuations. 


MISCELLANEOUS:  The  State  Fire  began  bttsinesi  in  tfa« 
United  States  in  1807.  In  1010  the  name  of  the  oompany  ms 
changed  to  the  State  Awuranoe  Company,  Ltd.  Its  hraae  oflke 
statement  as  of  December  31.  1013.  showed  a  subscribed  eMtsI 
of  £560,000  (paid  up  £70.000)  and  assets  amounting  to  £301,- 
452.  J.  H.  Brewster  is  also  manager  of  the  United  States  bnuieb 
of  the  Scottish  Union  ft  National  Conflagration  kMses:  Balti- 
more. 1004,  872366;  San  FrandsoO|  1006.  81.055300.  As  t 
result  of  the  San  Francisco  conflagration,  the  direoton  msde  u 
assessment  of  8700,000  upon  the  uiardiokiecs.  Value  of  depodti: 
Conn..  8207,000;  N.  Y..  8^.000. 

UNITED  STATES  TRUSTEES:  Morgan  O.  Bnlkeley.  Mciga 
H.  Whaples,  Morgan  B.  Bnunard*  Hartford. 

FIELD  MEN  AND  TERRITORY  COVERED:  Jsb.  H. 
Brewster,  Hartford.  United  States  manager;  H.  J.  Houge  and  B.  M. 
Culver,  assistant  secretaries;  Tresevant  a  Coohnn.  DaUas,  nDoal 
agente  for  Tex.;  H.  W.  Fores,  San  Franosoo,  Cal.,  genflrala^t 
forCal. 


SUN  INSURANCE  OFFICE,  London,  Eng. 

United  States  Manager.  J.  J.  Guile.  New  York.    Western  department.  Manager.  P.  T.  Eelsey.  Chicago.    Organiisd  1710. 

(United  States  Branch  Statistics.) 


Ybab 

Assets 

Unearned 
ftemiums 

Surphia 

Net 
FMmiums 

Total 
Income 

Losses 
Paid 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

(t)Recd 
from  or 

(-)R«oiiL 
to  H.  0. 

1014 
1013 
1012 
1011 
1010 

84.850.613 
4323.336 
4,622.487 
4310.221 
4367.762 

82318.778 
3.000.705 
2.017.037 
2.774.026 
2,751.067 

81.547.350 
1.452360 
1.242300 
1.844.180 
1370,676 

82.503.134 
2.766.874 
2322.506 
2.847.700 
3.050.567 

82.776301 
2.036.000 
2.087357 
3.022.537 
3303,020 

81.567316 
1,557.477 
1.405.800 
1.480,725 
1.484.600 

81.085.021 
1.133,100 
1.142.747 
1,143344 
1.163.788 

82.653.237 
2,600.586 
2.638,637 
2.633.560 
2.648388 

81.563308 
1308.017 
1.482.452 
1.478.707 
1.448.647 

-890,749 
+98,171 
— 221,936 
—241.025 
-383,880 

I.  Dm.  31. 1014. 

Real  estate 8210.000 

Bonds  and  stocks...    3.818,702 

Cash 285.705 

Agents'  balances. . . .  ^     403.686 
Interest 51370 


I^ABIUTBB,  Dio.  31. 1014. 

Lossesunpaid 8320.480 

Unearned  pienM ....    2.013.778 
Other  UabUities 77.006 

Total liabifities...  83312.254 
Surphis...; 1347350 


Total 


84350.613       Total 84350.618 


Underwriting  profit,  8078;  investment  profit.  8201,672. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  31, 
8562333388;  premiums  thereon.  85.604.182. 

BUSINESS  IN  U.  S.  SINCE  ADMISSION:  PMniums  r»- 
eeived,  862.053.031;  kMses  paid.  837.100.048. 

REAL  ESTATE  OWNED:  Consists  of  the  5-story  brick  office 
boikling  at  54  Pine  st..  occupied  by  the  company  of  which  the 
bookvalue  is  8171.025,  and  which  is  carried  at  8210.000.  There  is 
no  incumbrance. 

BONDS  AND  STOCKS  OWNED: 
Boima. 

D.  of  C..f..g..  1024. 3.65% 

devdand.  0..  reg.  gr.  cross.,  1023, 4%. . 

N.  Y.  cp.  stk..  reg.,  g.,  1036, 4% 

N.  Y.  ep.  stk..  reg..  c.  g..  1057. 4i%. . . . 

N.  Y..  g.  n..  1015.  6% 

Richmond.  Va..  reg..  1022. 5% 

Richmond,  Va..  reg..  1024. 4% 

Savannah.  Ga.,  f.  g.,  1050. 44% 

A.,  T.  A  S.  FeRy-  100-yr4KlS«..  1005.4% 
A.,  T.  dc  a  Fe  By..transasJ..l  m..g.,1058. 

A% 

A.  «  C.  A.  L.  Ry..  1  m.  g..  1044. 4}%. . 
A.  C.  L.  RJL.  L.  k  N..  col.  g..  1052. 4% 

A.  C.  L.  R.R..  eq.  g.,  1016, 4%. 

A.  C.  L.  RJL.  eq.  g.,  1018,  4)% 

A.  C.  L.  R.R..  1  OS.  m..  g..  1052.  4%. . . 
B.*O.ILR..«v.g.,1033.4i% 

B.  A  0.  R.  R..  P..  L..  E  A  W.  Va.  s.  r.  m. 
g.,  1041. 4% 

B.  i  0.,  Swn.  divMl  in«.,  1025,  3)%.. 

B.  A  0.  RJt,  prior  ]r.  g..  1025.  3i%. . 
BklTn.  Un.  EL  RJU.  1  m..  g..  1050.  5% 

C.  of  Qa.Ry..l  m.,GJk  N.  M.Lig.,1016,4% 

C.  Pftc.  ^..  1  r.  m.  g..  1040.  4% 

C.  RJL.of  N.  J.,  gn.  m.  reg.  g..  1087, 5% 

C.  dc  0.  Ry.,gn.  m.  g..  1002, 4}% 

C.  k  0.  Ry..  1  es.  m.  g..  1030, 5% 

C.  ft  A.  R.R.,  eq.  g..  1015,  4J% 

C.  ft  A.  R.R..  r.  g..  1040. 3% 


Bonds  and  Stocks  Owirao — Coni, 
Bonds.— Cofrf. 

C.  B.  ft  a  R.R.jai.Div.,m..  1040. 4%. . 
C,  B.  ft  Q.  R.R.  m.  Div..  m.,  1040.  Z\% 
C.  ft  E.  m.  R.R..  r.  ft  imp.  m.  g..l066.J% 
C,  L.  S.  ft  E.  Ry..  1  m. 
C,  M.  ft  St.  P.  Ry..  ev. 
C.  M.  ft  St.  P.  Ry.,  gn. 
C.  M.  ft  St.  P.  Ry.,  g.,  1034.  4%. 
C.  ft  Nwn.  Ry.,  m.  m.  g.,  1087.  4%. . 
C.,  R.  I.  ft  Pac.  By.,  g.,  1015, 4%. 


Par 

Market 

Vahie. 

Value. 

8200.000 

8206,000 

100.000 

101.000 

50,000 

40.500 

55.000 

58.850 

50.000 

50.000 

8.000 

8340 

2,000 

1.040 

10,000 

10.200 

50,000 

44.000 

25.000 

22.750 

50.000 

40.000 

25.000 

23.000 

25.000 

24,750 

25.000 

25,000 

20,000 

18,800 

25.000 

23,000 

50.000 

43300 

50.000 

45300 

25300 

23.000 

30,000 

80.000 

25.000 

24.750 

25.000 

23.500 

26300 

20.250 

25.000 

23300 

10,000 

10.700 

25.000 

25.000 

50,000 

30.000 

1030.5% 

C.  ft  W.  Ind.  R.R..  es.  g.,  1052,  4%. . . . 
C,  H.  ft  D.  RJl.,  m.  m.  g.,  1042,  5%. . 
C.  C.  C.  ft  St.  L.  R.R..  1  m..  1030.  4% 

C.  ft  So.  Ry..  r.  ft  ex.  m.  g.,  1035, 4^%. . 
Col.  ft  Green.  ILR.,  1  m.  g..  1016.  6%-  • 

D.  ft  M.  RJU,  cs.  1  m.,  1031,  4i%. . . . 

DeL  ft  H.  ov.  K.  d.,  1016, 4% 

D.,  M.  ft  No.  Ry.,  gn.  m.  g..  1041, 5%. . 

Ehe  RJU,  an.  In.  g.,  1006, 4% 

Ekie  RJt.  Pa.  col.  g.,  1051,  4% 

Ekie  R.R..  g.  car  tr..  g..  1016-17,  5%. . . 
Ekie  RJL,  eq.  g.  U.  otf.,  1023-18,  5%. 

Erie  RJl..  8  yr.  col.  g..  1015.  5% 

Hocking  Val.  Ry..  1  cs.  m.  g..  1000,  4k% 

m.  CTR-R.,  eq.  tr.  g.,  1028,  4*% 

ni.  C.  R.  R.,  St.  L.  Div.  ft  Tm.,  1  m.,  g., 

reg..  1051, 3% 

I.  C.  R.R.  ft  C.  St.  L.  ft  N.  0.  RJl.  jtl  r. 

UL,  g.,  1063. 5% 

la.  C.Ry.,  1  m.g..  1038.5% 

Kan.  Cy.  So.  Ry..  1  m..  g.,  1050. 3%. . . 
Kan.  (}y..  Ft.  S.  ft  Mem.  RJl..  es.  m., 

1028.6% 

L.  S.  ft  M.  So.  Ry..  g..  1081,  4% 

L.  ft  H.  R.  Ry.,gnjn.g.,gr.by  L.Cft  N.ft 

C.R.R.orN.J..1020.5% 

LeL  Val.  Tm.,  1  m.  g.,  1041, 5% 

L.  ft  N.  R.R..  A.  k1  C.Div.g..l055.4% 
M..  8.  ft  Nwn.  Ry..l  m.  g.,  1047.  4%. . 
M.,  K.  ft  T.  Ry.,  eq.  tr.  o^  1022, 5%. . . 

Mo.  Fte.  Ry.,  g.,  1017, 5% 

Mo.  Pac.  Ry.,  cs.  1  m.  g..  1020. 6%.. . . . 

Mont.  C.  RyM  1  m.  g..  1037. 5% 

N.  M.  Ry.  ft  C..  1  m.  ft  col.  tr..  g.,10473% 
N.  Y..  C.  ft  St  L.  RJL,  g..  1031, 4%. . . 

N.  Y.  C.  eq.tr.,g.,1026.  4*% 

N.  Y.  C.  ft  H.  R.  R.  R..  B.  ft  A.  eq.  fr.  g.. 

1027.  4i% 


Par 
Value. 

826.000 
25,000 
50.000 
25.000 
27.000 
25.000 
50300 
50,000 
25.000 
40.000 
32,000 

25.000 
40.0Q0 
50.000 
64.000 
50.000 
15,000 
25,000 
25,000 
73,000 
25,000 
85,000 
27300 
45.000 
26,000 
25.000 
25,000 


Market 

Vshie. 

823,750 
2I3S0 
12.500 
23.750 
27.540 
25.750 
46.000 
47,500 
25.000 
28.800 
31.040 

2fi^ 
33.600 
40,000 
51400 
44.000 
15300 
34350 
34.750 
75.9» 
18350 


27370 
48300 
25.000 
25350 
25,000 


20.000         14.600 


25.000 
10.000 
25.000 

25,000 
50,000 

25,000 
50.000 
25,000 
25,000 
25,000 
26,000 
25.000 
10.000 
25300 
25,000 
30.000 


25,750 

8300 

17350 

27,500 
47,000 

25,750 
65300 
22300 
23,000 
24300 
83,750 
25300 
11.100 
24300 
21300 
29,700 


30.000         29.700 


REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


SUN  INSURANCE  OFFICE, 


BamtniStoeaOwyaB'-Cna.  Fu 


)(.T£.tH.R.R.S„L.3.ad.,r«C 

JWS.)1% 

H.  Y.  Rn^  1  R.  B.  A  I.  (..  1M3, 4%. . . 

R  T,  toijij. J.  l»«.  S% 

Ho.  P.  Sr.jnrliLftr'  A  I"  a.*-t^ 

H-Ftloisilii.',  C.'B.i  q.'  siiL'i',' ' 
Wl.4% 

OiD  B.  &&.  n.  m.  I .  m7.  ;■: 

ChSLBr.lB-e..  1'ij'j  '/. 
On.  S.  L.  Sr->  r.  c.    ia:><J  4  , 

Pi  RJCb.  t.  Itl5.  J;    . 

P.BTifr.EK,  im.  s.  i".M,  ;,■< 

SioO-Je-lH^lB,..  J,  lij'4,  .v; 

aUjiUBJIjJlti;,,]  I,,  I'.vf.i' 
Si  L4.MA  BoJb..i,ii  a  r.,t.,iW'J,  J 
9l.L,P.4Nm.Rj  ,1  m^  ,tT  .lSl^,.V 


^lF,M.  jt  U.  RT..Pir ,,  !    V^Vl  V 

&  1  N.  AU.  HJL,  (n.  <s.  M-rr.  g.,  (r., 

(>•!,!% 

Si. P, 9.  P.  TnL.  1  m-^..  ISSa  1%  ■■■ 
89.  Pk.  KJL.  CiL.l  OL  m.  g..  IS3T,  5% 

Si.  Ae.  R.R..  1  [.  m.  g.,  ItsS.  1% 

Bl  to,  1  («.  fc  tW4.  S% 

Bo.  b,S(.  LUt-  1  B.  g.,  1»I,  4%. . 
IkL Xe.  Ahl,  St-L.,  1  m..  g.,  Itas.  M% 
Tb.  t  Wa.  &£.,  1  iiL.  g..  1H3.  S%. . 
To.  *  Pit  Bir.,  1  m.  «..  TOO,  8%. . . . 
Tg,  9t.  I.  A  W.  ILR.,  inoi  In- K.linS,ai 

Wib*  R.E..  1  n.,  g..  193M% 

Wi*.  Ta.  1  m.,  g.,  «f „  1«45.  ^%... 

WiiC,E,,lm..g..  llj»,4% 

IcTLtfg.,  eoLB.  (,.  1820,  4%.... 
Cm.  Kt  TC.  1  iL.  1.  r*,  1143, S%. . 


aiQ,r.d,  IBM,  S%,,. 

>Bi  aKtfl  m.  g.,  cr.,  IKl,  G% 

Ul  C.  i  K.,  a.  m.  ■.  [.  g..  IDM.  4}% 
U.  ?•!.  C,  I  u.  |.,  0..  IflJS,  t% . . 

M-.G»tI.  g.,  lflW.4t% 

HI  a  Ry.  A  Lt.,  a.  m.  g.,  IKS,  E% 
Nt«  Ei«.  CoHoa  Yirn,  1  m.,g.,III»,l' 
N.  T.  Gh  A  Q.  Lt.,  HL  A  P.,  1  n,  i 

lMS,i?, 

M  T.  TL,  I  4  (B.  OL  i  ig,  1989. 41% 
tHi  Co..  1  m.  *  ooL  tr.,  g.,  IMfl,  S?| 
U.  B.  Steel  Cp..  in.,  g.,  IMI,  t% . . , . 
«. It  4 Tg, goL  Ir.  »,  Wt.  i%... 


B-*ft,p 

yiiLi8t.P.Ry..p.,. 


PitE 

PML.BB.4Uk»E..gr.... 
»«iBiliii4a».RA,g..- 
9ii.Rj,.M.*0.ilk.g«b„ti. 


30,ax 

"■SSS 

.,WMfi%  1£,OOCI 


31,000  mzso 

30,000  iR.iua 

U,00a  Z4,7HI 

u.ooo  asjjo 

»,«»  H,ZIO 


London,  England. — Continited. 

I    I       BomniKD&iocMOwBBB.— Cml.  Pm  ¥,"^ 

.    !                      8Tocu.-C(.r.i.  Vilue.  Vihje. 

I  Uo,  P«.  R.B.  Co.,  p liSJXW  lia,4M 

)    ,  On.  Adj.  Burma  of  N.V MO  3S0 

)    '   nii*nrrt«iW.w<i,N.Y 1,000  JJOO 

I       r&WimUn  Bklnge  of  Chi 1.000  1,000 

Wenerari^Ti IftQQO  S.BOO 

ToUh  (book  ™hi^  IS.070.1H4) t3.W7.442  0,818.701 

IflSCBlUNBOnS;  Tlie  Smi  b«gui  buBneii  in  U».Omtad 
Bills  in  IBSl.  In  bamnoffluftataseatHorJinilin' 1,1014, 
ibcmd  uMi  lonnting  £3.725,818.  "Jlu^H.  *«  ™P^ 
mlioD  o(  BptirTfiie  nibHiM  OKii»]  ii  Ta,4«l,p00,  ct 
wbicb  £480,000  ire  pud  np.  Conflignt»n  Iowa:  Blltimon, 
1«H.  1500,010:  8u.  Fnuw.  lOOa,  iLOM^M.  ?«"  ".«" 
nid  by  nmttiuH  [ram  boms  office.  Tiluee  of  epeciil  dciHati; 
Ql.IIOJCO;  V>.,  110,180. 

nNITBD  STATES  TRUSTEES:  Hwbtrl  L.  Origp,  Bmml 
T.  Hubbud.  Junee  Bnim,  Hew  York. 

FIELD  M[.s-  V "■  ■  ■■'■0VERB:D:  UniledSlaM 

bnoch,  Hff  .  r,  k.  M.  Tliorbutn.  iwre. 

IBV:  W,  L.  ■■')■.  P.  P.  aio««,  chief  «- 

oounUnt;  C    .  r     F.  H.  SbenoUL,  luneriih 

tandent  of  m'tx^i*  Min.iic  .^iiDniic  oud  eouChsa  StUw  T.  M. 
MiiwD,  nt.i^KcUiiiFrit  lA  eiiciu:^,  Hew  York  lod  Nev  Englud 
BuU*:A.T  HaUih,fioalaDrUu..«c«nl«nitf(irNffiFEi^uJ 
Buuc  R.  A.  Robnru,  BulTib,  ^»l  ««'  Kr  nstcni  N,  Y.; 
B«nnll  Divu.  FnsepoR,  N.  Y,  HBin]  init  Eur  SnSolk,  Nunu 
ud  Queea  Cuundix,  N.  Y-;  Re^iuld  QuUe,  Philadelphk,  qHul 
wm  lOr  K,  J,.  Vi..  Dd..  Md.  ud  D.  C:  B.  F.  Lenh.  New  York 
air.  tfliU  liml  fnr  Hwlom  N.  Y,;  Wmen  Clnvsr,  ntUburg, 
Ph.,  mil  ueii  for  wonmi  Pil:  F.  J.  Renner,  PliiUdelpMi. 
veekl  icnl  for  EHUm  Fl:  J,  T.  FilUn.  Atlinu,  Gm.,  npHaal 
•Cntforiri;.,  S.  C,  On.  ind  AU.;  Junee  B.  Eo»,  New  Orlevu. 

>ile,Bntt«l  uonlB  for  Fk.^  Beat,  Keoieaa  k  Co..  GilT«lon, 
geuid  urns  Tor  Tei.  Weatsn  dMitmaot,  naopn^  .irk.. 
CSo. ,  m!,  1  od,  [»..  K»o.,  Kj,,  MJch.,  Minn,  Mo,  Nd) ,  ITD..  0„ 
(%k..  a  D.,  Tenn..  W,  Vn„  Wia.  ind  Wya..  76  ff.  Monme  St., 
CbicKO,  H].,  P.  T.  Krbex,  inuuuier:  S.  M.  Junei.  unetwit 

""p^Bent  .'l™'!/';  l"™■i■,^'"l■.'^t  ,-;  vlh'tiT  nn^  .1! 
H.  Di™.  Jpo jjj  «<u.Mu.- i.^,  ..jj  liv.:  J.  .U.  HilIMi.  Aurorfc  iU-. 
SdJo  igeDt  uul  idjuatfT  for  Wia.  tad  £■.;  J.  C.  Whulon,  Cincin- 
uti,  O.,  3tUe  Kont  lol  Fruk  E.  Woodi,  bphuI  uent  for  O. 
lod  W.Vi.;  R.  I.  Reid,  Chitago-  lU-,  a*!*  ■«•",  «nf  E.  F.  Mo- 
Adow,  Chicigo.  m.,  nniil  igent  for  III,.  \fo.  ind  Tnn.;  Tlra 
SiWln.  Suigituiik.  Mioh,,  ipsul  egoat  for  Micb.;  L.  B.  Gni«- 
nuth,  Minoespolie.  Minn.,  ipeeiil  uent  md  adjuster  for  Mmii. 
»nlK.  D.;  D,  W.  Chiiiiii,CSn»h»,Seb..  jpociiligenlforS.  D.. 
Nab.  ud  Wyo.-J.  C.  Duliny,  OUiIhhu  Cin.  Okli.,  SUte  agnt, 
lUid  Rsbst  B.  WiUue,  ipeoil  igant  for  OUi.  ind  Km.;  Coops 
A  HaU.  Niihville,  Turn.,  SUt«  uaoU  for  3im  Undetwrita* 
Anacr  in  Tean.;  C.  A.  Henry  ud  WT  0,  Wi/nun,  Su  Fnncwo, 
Cil„  gennl  icenti  tor  Ptdfie  Coml  eomphsiiE  Cil.,  Wub. 
Moi.t.On.,AmirNai.,llWi,AlKudId>.  PidSo  dmwtmein, 
SuMome  ud  8HBnmto  Ita..  WIDud  O.  Wiymin  md  Cirl  A. 
HtBij.armti  igMiW,  Su  Fiudn>,  Cil.i  Fnnk  E.  Stone  ud 
MuiidrH7'ThiBwia,  ^itlaai  gnunl  igenta,  J.  N.  Wmm, 
W.  W.  Clenlrad  ud  J.  R.  Knub,  ipaoiil  igenU,  Son  Fruoaea; 
JohD  A.  FiuU.inneotstudaurTevDi,  BuFnndKO.Cil.;  E.  A. 
Roaind  J.  P.  Boybn,  nmnt  iganl*.  La  Angdta,  C*].:  Bruaa  KiHi 
ud  J.  F.  Boylu.  meal  igenla.  Loi  Angilei,  CiL;  Brue*  KiUi. 
■peiul  iraot  8sutl<^  WmIl:  W.  B.  Qill,  maeiil  ■•««.  BtopkiiM, 
With.;  CTa  Hill  ud  H.  R.  Solmaler.  qieoW  uBU,  Dmw, 
Colo.    Tbe  oooqwiy  optnto  tbraacboal  Ihe  D.  a: 


SVEA  FIRE  AND  LIFE  INSURANCE  COMPANY,  Ltd., 
Gothenburg,  Sweden. 

^f^  Duiad  8tUca  Mvacer,  Bgoj.  R.  Uowry,  New  York:  hdfio  Deiwtmrat.  Muugcn,  Edwud  Bron  k  Sod,  Su  F 


(Vmlad  Stnta  Biucta  BUtirtia.) 


I- 

_ 

rneunod 

PKBhun. 

Bnrphu 

1.^1- 

TolJ 
iHome 

■S3- 

EipOHl 

Tolnl  El- 
pmdilnn. 

Lceea 

Inourred 

(+,H«d 

ffi 

tl,SS9371 

i^g.<m 

1843.833 

M0.«3 

t<IO0.B40 

871,274 

ii<n( 

033.433 
WB.M3 

?78^S^ 

7l^K4 

1078.10! 

7Sl|37l 

.  723,43! 

787,448 

ttU.3U 

4OJ.T20 
417.121 
410072 
334,630 

207i00l 

T30,M7 
727,181 

411,83; 
338>ll 

'm 
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REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


SVEA   PIRE  AND   LIFE  INSURANCE  COMPANY,  Ltd.,  Gothenburg,  Sweden.— Co«i. 


Asm,  Dk.  31. 1114. 

Hldi tl.iM.28a    LogMimpu 

■A ItiMt    UDHRudpr 

ieliu'biliiii»....       183,309    OUwIubJlil 

ittnat 1B.3» 

ToUlliita 

BOlphUr.r.- 

S8UT1        Tottl..... 


»,119 
t>T8,T]l 


Total  HKts 

OndswriCmg  Im.  tlSUtlt;  li 
RISKS  AND  PREkaUMB:    Fin  rWn  io  1 
tIU,41S,«lI;  pRDhuu  thnciD.  ti,im.3H- 


Trmp  Co.,  Gi 


BONDS  OWNED: 

inH    34%  


1.  Y.  C.  dqclt,  (., 
(.T.C.,K.h.... 
(.  T.  C„  g.,  11 


B.*O.H.R..P.Jc.,l 


id.Di..l9M«% 

ima,«% 


Vila*. 

10.000 


130.000        118,800 
101.000        100,110 

10.000       lifto 

1)0,000         48.0CO 

4b!mo 
uImo 


N.  P.  Ry.,  prior  In,  Ry,  4  L.  0..  g.,  1W7, 4% 

Cta  nlk.  *  N..  r.  III.DI ,  g,  me,  i%. . 

0. 3.  L.  RJt.,  c, «.,  1  m.,  ^  tHO,  i%. . 


;U.A  Mi;„Ot.N'.Rr..o',. 

'»ii.*i% 

8o.  Ria  1  m.  <•.,  1»*,  5%. 

<I.Pu.R.R.,1m.RJt.AL.0.,a.,IHT,4% 

W,  P*c,  Ibt,.  1  m..  I.  I03I.  S% 

W.  8h.  R.R^  c_  1  m.,  1S».  4% 

W1i«liu*I.E>klly..e..Im.,l>M,S% 

CnmlLatbr.  t  liL.  lOaS,  >% 

MICB,  Bd.  of  H,  T..  (,  im,  S% 

•^^■-  —  ^-^  -  -  •    .,\m7.t% 


130,00)        tlS.Mt 


Total!  (book  nhit.  tI,34B,<33) 

MISCELUNXOre:    Tha  map 

UDitid  BUUa  on  Iba  PtoBt  Coart 

ABifrioiiDffiniaNnrYctkuilgH.  Coi>Aitnli«i 
PnuiHD,  IMW.  tUIS,377.  Bas  naaisn  kas  oi 
nmittaDcei  bno  booig  i>ne«.  DepMit  in  Qa.,  ntU 
1100,000. 


llJtIJOO   llJM.i80 

imi,  raoTint  Urn  dual 
~    "         ■      ■    «  8a« 


w  Yoik  Tnat  Co.,  Nn 

FIELD  MEN  AND  TERRITORY  CO^-EHED;  Bew,  E. 
Mowrr.  gupt.  of  aceiuin,  IDQ  William  it..  N.  Y.  C;  Edntd 
Bromi  ft  SaoM,  Su  FnudBO,  Cal.,  maoun.  Paci&c  Cout 
daparODeat^  Rhttt  A  OTcbw,  Atlanta.  Qa..  taural  ataota, 
Ga.,  Fla.  and  AI*-:  Ha;  Bra,  ft  Scynolda,  Eals^  K.  CiBini 
icaoU  N.  C.  and  sTC^  Albed  Paull  ft  Son,  Wbaliu.  wTVa., 
(ecnl  KfBU  W.  Vl:  Aaok  B,  Claiie,N<w  Ories^TEl^  vnnJ 
a««t.  La.;  ni  HtdvalkaiuUHn  Co.,  MinuucOk.  Uina. 
pBnlaEeDtL  Minn..  Wti.,  la.,  N.  D..  8.  D.;  f okn  F.  Oiii* 
Dan,  STTaeusa.  N.  Y..  luual  aftnl  Fof  N.  Y.;  Harold  Knox. 
Nm  York,  N.  Y,  ngdal  iHeilTgc  N.  J..  N.  Y.  wbdrtu.  IW. 
and  Md.:  Joan^  F.  Oo^,  Boaton.  Maaa.,i[Haal  igeat  («  Now 
Eai.;  Arthur  %  HaP.  Hilnnb*.  Wk.,  nMitl  atnu  d*  IE., 
Micb.,  Mo.  and  Neb,:  Clem  O.  Da  Witt.  Attibiiri.  Pa.,  ^tbii 
•sent  fit  Fa.;  P.  J.  Uuian,  IiKfiau4)D)ia,  Ind..  lOMial  attot  Im 
Ind,,  0,  and  E7.  The  comiUT  oiwalia  b  Ak^  Aria.,  Cal,, 
Colo.,  ann^  DaL,  D.  C,  FtTaa.,  Ha«..  Ida.,  in.,  Ini,  I».. 
Kf.,  La.,  M(L  MaK,  Mkb.,  Mkn.,  Uo.^  Mont,  Nab^  NaT.. 
N.  i,  N.  Y.,  N.  C,  N.  D.,  0.,  0™.,  Pk.  R.  I..  8.  C,  B.  D„  Ut^, 
Waih..  W,  Va..  Wn.  and  Wyo, 


SWISS  NATIONAL  INSURANCE  COMPANY,  Ltd.,  Basle,  Switzerland. 

Usitad  Btataa  Manafn,  8nov  ft  ThkiH.  80  Uudvi  Lane,  New  York  Cllr.    Oi^miad,  IMS. 


(U»it«< 

ButaBni 

chSLatiMio 

Yua 

JiSS^ 

3uipl« 

■•JSL. 

■2S. 

■K? 

BqMUM 

KSi; 

,^ 

l-f)  B«!'d 

to  a  0. 

914 
013 

SS 

>I0 

tl,NUl« 
I.43M«0 

"11 

IroiS 

1,180,410 

tS.lta.T41 

1,431  .no 

HS3.M: 
1 

tl.7U.«0l 
1.1«,»« 

748,4U 

+iioa.iso 

— IIMO 

.4.Y.C.,lMO,4t'-„...   . 

St,  Louia  av.  19»,  4°^ 

A,.  T.  ft  9.  Fe  Ry.,  |d.  m..  IMS,  4% . 
C.  ft  0.  Ry..  (I,  u,  ItOJ,  4)% 


MISCELLANEOUS:    _. 

a  0..  (lOOJJOO, 

U!I1TED  STATES  TRUSTEES:    Com.  TnM  ft  Ma  Dvb< 


REPORTS   OF   FIRE    INSURANCE   COMPAXIES. 


SWISS  REINSURANCE  COMPANY,  Zurich,  Switzerland. 

Muiov,  Fnirtl  Bs^nrd.  N««  Yotk.    OrcuiMd.  1SC3. 


Tu 

«. 

KSS 

ButiJb 

Nrt 

St 

■a- 

£ip«. 

a.S; 

i^lU 

M 

ItU 

taoMO 

•Hffl 

)00,1» 

IK 

TM.M 

UMTS 

(252,582 

K 

1 

381,SM 

— imItm 

RISKS  AND  FKEMIUUa;    Kn  riiki  b 

BUfflNESB  IN  D.  9.  SINCE 
cmd.  tU>U,M«:  Uim>  (»id.  U, 

BONDS  OWNED; 

OiriBd, O^ pt.,  IIB1-3S,4%... 
N.  Y.  C IMO.  4J^% 

L.r.ii.vt,tiii.t..u.. 

B.jtO,r.aL.I91l.4% 

B.tO..  liiL,IMS.«% 

Cki.  So.  Rjr,  IMl,  S% 

Ob  t  D.,  m.  m.,  ini. «)% 

[:nB.Aa.m.Di*.,i»«i,3t% 

C ,  H.  1  p.  8.,  I  m.,  IMS,  4% 

C,  R.  L  A  F,  1  A  t.  iii„  1«M.  4%  . . . 

CW..  8.  L  Sr^  IMl,  41% 

Ho^  ViL,  I  IB.  C  n,  l«W,  41%.. 

EBTatr  tk  ea,  ».  iMO,  4%. . . . 


)W.4%... 
I»S,4%... 


Bonn*  Ovmn. — Caii, 
L.  B.  *  MidL  So.  d.  i.,  IMl,  4%. .. 

L.  It  N.,  OBiU  I.,  1$10.  4'^o 

N.  Y.,  C.  4  St  L  1  HL,  1B31,  4'). . 


a.  m.,  IDM.  4^0 

"""",4";.  

[.IW4%... 


o™.a.i..r 

S.A.AA.  p..  im.. 

So.  Rjr.,  l™,  CD.,  19...-  ,, 

80.R7-,  Ifcm.  ISr.,|..  l»e,S%. 

8i>.ItT.M.  A0..«l.e.,ieM,4% 

Bo.KT..8t.L  t>iv..ieil,J% 

Bo.  Pm.,  1  r. .:  .  m':*-;  

Bo.  Pu.Si'.  )ri.i,   rni.;..  1«M.4%... 

Uo.P».l  ill   ,v  r    ...:'"S,4% 

Un.  Tm..  1  ni.  F,  mi.  i?., 


«.  Y.  4  Pt,  1  m..  l(B7,  6%. 
■tab  (book  nhu,  t073,UO) .. . 


u.ioo 


MI8CELUNB0US:    Dtpoot  ia  N.  Y,  1200.000;  L 

UNITED  BTATE8  TRUSTEE:  H.  Y.  Ul«  Int. 
N.  Y. 

TERKITOfiY  COVERED:  Th>  MOpui  it  Uogu 
Colo^  !■..  DL,  K*B.,  )j^  Uhl,  MkhTMia.,  M 
N.  H.,  N.  J.,  K.  Y..  N.  0, 0,  Fk.,  Tn.  1^  W.  V*. 


u  O.,  1100^ 
A  Ti.  Co.. 


SWITZERLAND  GENERAL  INS.  CO.,  Ltd.,  IN  ZURICH,  Zurich,  Switz.5 

Attooen  BcrUdunun  A  Miloj,  New  Yotk.    Otftmud,  IBIS. 
<CmM  SIUh  finwh  StUiHia.) 


Tiu 

^ 

llHmd 
PnahDa 

Surplm 

Net 

ToMl 

Utm 
Pud 

Eip«. 

TotolBi- 

itu 

4mS4 

11 

II 

4I4.K; 

11 

48(M7 

tin.iTT 

tlOS.711 
lOWTT 

II 

lis 

«7,Ji3|     -114.7B7 
117.471^     -14I.M* 

t,  I12B35T;  iu 
JBINDFSXUIUUS: 
I.  I1.441.1IS;  [raiadii 

mai  IN  D.  a.  bincb 

ti  lamm  pwl,  K.tBijn. 


BONDS  OWNED: 
w  Y«k  Cy.,  m.  nk.,  1«M.  11%... 
m  Yak  Oj.,  s.  >lk.,  I»1S,  jf'/c. . . 

IL  *  O.,  1  m.,  1948,  4'rr 

mPlo.,  Im.,  1M7,  4="„ 


» 


at.  Ni 

New  York  t 
(J.  Y.  C.  A 


l»7,4i% 

RiTBC.  r_  1M7,  31%, . 

D«i.  a  u.,  1  ui..  1948.  4'-4 

Ateli.,T.  is.  Fcgn.,  IMS,  <"o 

Chi.  Mil.  ft  81,  P.,  d.,  I«34.  4% 

P».  a  R..  «.,  WIS,  317c 

TDtila(bookn 


30.000  2S.I0O 


!,  t43l,TSS)... 


ludiduT  I 


MISCELUNEODS: 
UidUdSUlM  la  1S72. 
SttUa  UtoriHTi  (ot  Dm  u<a«i  hhuh. 

FIELD  MEN  AND  TERRITORY  COVERED:    1 
lorCd.,  ^w^ud  WMh.    Thaoomiur: 


wto.wo 

DM  ii.tb* 


tl,u«DtIorC:i 
1, In,  N.  \ 


2S0 


REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


THAMES  AND  MERSEY  MARINE  INS.  CO.,  Ltd.,  Liverpool,  Eng.1 

Manager,  H.  K.  Fowler,  New  York.   Organised,  1860. 
(United  States  Branch  Statistics.) 


YlAB 

Assets 

Unearned 

Surplus 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Expenses 

Total  Ex- 
praditures 

Losses 
Inourred 

(+)  Rec'd 

from  or 

(-)  Remit 

to  H.  0. 

1914 
1913 
1912 
1911 
1910 

$918,284 
568350 
854372 
832,001 
771352 

$118313 
120.696 
108382 
114,071 
150.792 

$499,587 
369,766 
383372 
398376 
462,150 

$749,139 
606,418 
729,965 
648.946 
771,123 

$773,659 
630,739 
754,045 
673,006 
793.953 

$430318 
498,585 

419311 
206,745 
594375 

$175369 
162,353 
161,147 
149.081 
172372 

$606,477 
660,938 
580,758 
355.826 
766.647 

$484,035 
531373 
422.145 
317393 
524,677 

+$3336$ 

—62,191 

—147,298 

—243318 

+85.666 

AflsnB,  Dbc.31,1914. 

Bonds  and  stocks...  $681,860 

Cash 92,019 

Agents*  balances ....  149,390 

Interest 4,105 


LuBiuins.  Dm.  31, 1914. 


unpud... 
Unearned  prems. 
Other  liab&ieB., 


Total.' $927,374    Surplus. 

SpL  dep.  over  Uab . .         9.090 


Total  liabifities. 


$270,906 

118318 

28,9ro 

$418,607 
499.587 


Totalassets $918,284       Total $918,284 


Underwriting  profit,  $66,931;  investment  profit.  $38,916. 

RISES  AND  PREMIUMS:    Marine  and  inland  risks  in  foroe, 
Dec  31,  $15,674,065;  premiums  thereon,  $177,226. 

BUSINESS  IN  U.  S.  SINCE  ADMISSION:    PMmiums  re- 
$15,190,769;  losses  paid,  $6332,946. 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

State  of  Qa 

A.T.4S.F.R.R 

Chi.AN.W.RJl 

Boston,  1932, 3i% 

N.Y.Cy..  1942-53,  3*% 

N.  Y.  Cy.,  1960, 4i% 

Portland,  1923, 5% 

C.B.4Q.,  1949,3J% , 


Par 

Market 

Value. 

Value. 

$10,000 

$10,000 

25,000 

24.000 

92,000 

76,360 

60,000 

46300 

210,000 

186.900 

40,000 

40.400 

10,000 

10300 

20,000 

17.000 

Boma  AAD  SiooEa  Owmm.-- Coat. 
Srooia. 


1951.3}% 

M.  AM..  1937.4%. 


ULC. 
St  P. 
AUe.A  W.Ry.. 

Beech  Creek  Ry 

dev.ft  Pitts 

I1LC.L.L 

Lackawanna  R.  R.  of  N.  J 

Momstown  &  Essex 

P., Ft.  W.AC 

Und- Salv.,  N.  Y 


Pw 

MariDBl 

Vahie. 

Vafaie. 

$30,000 

$25300 

15,000 

14.400 

40.000 

52.400 

25.000 

22350 

15.000 

25,400 

45,000 

38300 

25.000 

24,000 

15,000 

25.650 

25,000 

41,000 

400 

600 

Totals  (book  value,  $762.333) $608,400      $681360 


MISCELLANEOUS:  This  oompany  began  business  in  the 
United  States  in  1880.  Its  home  office  statement  January  1, 
1911,  showed  subscribed  capital  £2,000,000;  paid-up  capital. 
£300,000;  assets,  £1.096395.  Conflagration  losses:  Baltimore, 
1904.  $4,345;  Values  of  special  deposits:  Ga..  $10,000;  &  C. 
$10300;  Mass.,  $100,000. 

UNITED  STATES  TRUSTEE:    Central  Trust  Co..  New  York. 

FIELD  MEN  AND  TERRITORY  COVERED:  Louis  Boaen- 
thai.  San  FVandsco.  Cal.,  manager  No.  Pacific  braaoh,  eompriaing 
Cal..  B.  C.  Ore.  and  Wash.  The  eoinpany  is  lioeossd  in  Ala. 
Cal..  Ga..  m..  La.,  Md..  Mass.,  N.  Y.,  Ore.,  8.  C,  Tsx.,  Tor.  and 
Hal. 


f  Transacts  marine 


TOKIO  MARINE  INSURANCE  COMPANY,  Tokio,  Japan.l 

United  States  Managers,  Appleton  k  Cox.,  New  York. 


Ybar 

Assets 

Unearned 
Premiuma 

Surplus 

Net 
Premiums 

Total 
Income 

Loeses 
Paid 

Expenses 

Total  Ex- 
penditures 

Losses 
Incuxred 

(-h)  Rec'd 

from  or 

(-)  Remit. 

toH.  O. 

1914 
1913 
1912 

$432,480 
347.029 
314.090 

$29,066 
27,844 
13.071 

$358,686 
288.646 
265.416 

$166,826 

134,712 

91,767 

$178,727 
145.082 
101,757 

$78,226 

84.799 
17.943 

$29394 
25310 
10.964 

$108,120 

110,009 

28,907 

$88,016 

85330 
42,559 

+$5301 
— «9 

Die.  31, 1914. 

N.Y.C..  1957-9.4%.  $250300 

Cash 148.678 

Acenti'  balances. . . .  32,135 

Interest 1,667 


LuBxumai  Dbo.  31. 1914. 

Losses  unpaid $36328 

Unearned  prems....        29.066 
Other  liabiJitica 8,500 

Total  liabilities...      $73,704 
Surphis 358.086 


Total 


$432,480       Total $482,480 


Underwriting  profit,  $42361;  investment  profit.  $21,588. 


RISKS    AND    PREMIUMS:    Marine  and  inland  ikks  in 
force,  Deo.  31,  $3,196,327;  premimas  thereon,  $62,418. 

BUSINESS  IN  U.  S.  SINCE  ADMISSION:    Prenuon 
oeived,  $393395;  loeses  paid,  $179376. 

FIELD  MEN  AND  TERRITORY  COVERED:  The 
pany  operates  in  HI..  La..  Md.,  Mich..  Minn..  N.  Y..  Al.  Tex.  and 
Wis.  Appficationa  are  being  filed  for  entranoe  into  Ala..  Fla., 
Oa..  la..  Neb..  N.  J..  0..  Ore..  S.  C.  and  Tenn. 


T  Tranaaete  marine  businesB. 


UNION  ASSURANCE  SOCIETY,  Ltd.,  London,  Eng. 

United  SUtes  Manager.  A.  H.Wray.  New  York.    Organised,  1907. 
(United  Stotes  Branch  Statistics.) 


YlAB 

Assets 

Unearned 
Pitaniums 

Surplus 

Net 

Totol 
Income 

LOMSB 

Paid 

Expenses 

ToUlEx- 
peoditvxes 

Loassi 
Ineuzrad 

(±)  Rw'd 
Cram  or 

(— )Rflnit. 
toH.O. 

1914 
1913 
1912 
1911 
1910 

$1,459,039 

1337.729 

957.924 

678306 

690.735 

$523377 
370.724 
315335 
281336 
220,728 

$869,113 
036,590 
614,105 
346372 
444,799 

$591,706 
390,115 
833322 
329379 
351.906 

430,601 
364.488 
353310 
875354 

$2io.no 

164.084 

229.908 

;44,762 

79.775 

$246,063 
130,778 
188377 
118360 
122374 

$456383 
294.862 
868,285 
268312 
202.049 

$243,183 

162366 

200,898 

166,593 

85343 

— 109,788 
—285,138 

+805341 
—108.732 

—106331 

REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


UNION  ASSURANCE  SOCIETY,  Ltd.,  London.  Sns.—ConHnued. 


iMHi,  Dm.31,  WU.  Iiuiuna,  Dao.  31, 1114. 

lafaudMaa...  tl,aOT,5«l    lamiaapfid HT,4«S 

U IDR.Oi:  Uiiianuidimu....       £23.977 

VtiibAiKa..  .       I30.M7    Othalula&tia lS.Sai 


.  ii.ue.09 


Total... 


Uiibtwntiiig  Inn,  tM,4Tl:  ioTHUuDt  ptofit,  tS4,91T. 
flI3KS  AND  FREMIOMS:    I'ln  riiki  m  Iiira.  Diimba 

aiM?n:  mohuM  tWaui,  waiijsio. 

BUeiNESS  IN  U.  S.  SINCE  ADMISBIOK:    Pmugmi 
iHnri.  BilM»U  baw  piid.  tS4S,7S«. 
BONDS  AND  STOCKS  OWNED: 


1100,000 


Vihia. 

tlMMO 

44,500 


li™Tnt,N.T..I9S7,4i% 

A,T.  4a  F.  tK..  B.  MU.,1  ia„lBffl,4% 
1,7. tS.  r.  RR.,  T.B J..1  nL.IB5S,  4% 


BanM  iHD  SiDcu  Ow"— C«l. 


A  K.  Y.  R.R.,  1  m.,  Ittl.  4%. . . . . 

[r.,lB21.4i% 

a.  frjt,  ■!.  a.  -f'  IOlJ-8, 41%-. 


ts2,aoa 

l?.«00 


.  ti.30s,i>»  ti,30«.raa 


HISCELLANEOnS;  DgpolM  in  0..  tll»,000^  m  N.  Y..  1287.- 
000. 

UNITED  STATES  TRUSTEES;  FndtrM  B.  CuipbeD.  John 
OtBm.  Waltw  P.  BliM,  Nm  Y«k. 

FIELD  HEN:  Bmoj  H.  ftmU,  433  Cllifornw  gt.  8u  Fiu- 
aam,  C*l.,  FHiSe  CoMt  muiaca.  A.  H.  Wn*.  Unital  SUtM 
nuufa;  Clurin  J.  Hidnu  ud  CUnon  E.  Fcrtv.  laiiUat 
iBUUiCgn:  WUUtm  U.  BalhnI,  bnuii  Hontarr;  H.  C.  Eddv, 
ChisuD,  n^,  muutK  w«t«m  dwutmoM.  Souaty  ounU*  m 
Aita-TciL.  CiJom  Codil.  D.  C.  FU..  Idt.,  HL.  IhI..Il,1^,  Md., 
M™..  MiaL,  Mo.,  Moat.,  Not.,  N.  hTN,  J,.  N.  Y..  N.  C..  O. 
On.,  Fik.  &.  U  Utah.  Wuh,  W.  Vl,  Wit.  and  Wro. 


UNION  FIRE  INSURANCE  COMPANY,  Paris,  France. 


(UniM  BtaM  BniHfe  BtotiHHi.) 


'" 

Awt* 

pMutua 

Sutplill 

Net 

PrauaiM 

Totd 

IHODW 

LiH 

Eip«fMa 

[Hiditun^ 

li^ 

(+)R«'d 
(a  H,  0. 

i 

1 

S7,4M 

ii 

•OMJM 

t41«,SSl 
»07SI 
3IO,M2 
I0«,4IM 
M>.4S3 

t4I2,1D( 

t270.1t« 

I0S,B1« 
llOM 

321,811 
111,091 
s:B31 

1 

-8,401 

+flI^sM 

H.  Dk.  31, 1014. 


ToUlM 


LotMiimpud I40.I3S 

170,081    UncunsIniB....       336.0711 

lCe,4ll6    Otln  Iwbi^ia 12313 


tMl.SSl        Toul tWl.lHl 


1.  tM.111:  inTHtmBl  mOt,  I37.SM. 
aiSEfi  AND  PREMIUMS:  Ftn  nb  in  (me,  Daosml 
ItmstO:  mninmi  thseoD,  tSlflJW. 

BUSINESS  IK  V.  8.  SINCE  ADMISSION:    Pncihi 
■md,  ll,SH,se3;  loH  {wd.  t7H,2lff. 

Pw         J 
Vihi«. 


Knr()ACltr.«Ikiti..lM0.41%....  110,000 

ni>.Ftau>b,pab.dU.nl«.,3% 81,440 

ffi^Bind,V*r|iob.iiB|L.lM3,J% Ii.a00 

Al.T.tS.FtlCR..n.n.g,igg5,4%..  100W» 

E^4aR.K,iiiL»,ms.  t% looMO 


MISCELLANEOUS:    Tfaa  m 


1,  1011.  ihoindtDUJ 


•BBta  of  ei,434,7S*  fii „  .-^-. , _. 

jma).    lU  nhsnlnl  emntalu  31,000,000,  mi  putap  ll,«».- 
000.    DquBtol  ill  O.,ll0aD'N);DiVt.,tl3JS0;uiQs.,  110,000. 

UNITED  STATES  TEDBTEE:    FHmtn  Lota  ud  IViM  Co, 

NnYgrk. 

FIELD  .\ 


R.  f.;  Hun  K.  Raw<>,  ipeuil  lADt  (or  Nnr  Eoalud,  Nn  Hmii, 
Conn.;  C.  B.  Ilurkc.  ipedal  iffnt  Ibr  Fl.  N.  I.  uA  Md.,  Philv 
ddphk,  Pl;  J.  D.  Pry,  tpBiiiil  letBt fCT  N.  C  Did  Vi..  So.  Bortmi, 
"  .  A.  C»m,  ipedil  Hut  In  O,.  W.  Vl  ud  put  nlKy., 
v..  JobD  D.  FaDook,  qxcili!  upai  Sat  Hob.,  MiuL. 
litQru  Ky.,  Oit««o,  lU,:  Fruk  B.  D«lw,  spinul  ifDnt 


Izb4.  And  wetEor    _      _  _    _  

[or  N.  Y.  Sum,  Rochnw,  (1.  Y.;  R.  jt 
(or  N.  Y.  •uburbiD  ud  Dartban  N.J..N.  x.vitr.FAfMarrmBi, 
moMl  tat  lor  Wk.,  111.,  Mo..  N^,  ChunnuKn,  ill,:  GDrdDii 
WiUuM.  HKciil  iguC  For  3.  C.  Fit.  ud  QlT Atlantik,  Ql; 
J-R-Cothna,  >nitulipBilis1iwentfarOii..S.C.  udElL  The 
aHnuqT  DpHHia  in  Cann-  D.  C.,  Fla..  111.,  lad„  Kr,.  Li,,  Md„ 
M^iTMia.,  .MhiB.,  Md.,  N.  J.,  NTV.,  N,  C,  0„  Pb.,  R.  I., 
Teon.,  Vt.,  -Ais.,  Colo.,  Gl,  Nib.,  Ont^  Wuh.,  W.  V».  ud  9.  C. 
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REPORTS    OF    FIRE   INSURANCE    COMPANIES. 


UNION  MARINE  INSURANCE  COMPANY,  Ltd.,  Liverpool,  Eng.1 

United  Stotn  Muiagen,  F.  Henrnann  k  Co^  New  York.  OqHUUied.  1863. 

(United  States  Branch  Statiatia.) 


TlAB 

Aaseta 

Unearned 
IVemiums 

8ari>liis 

Net 
Ptemiunn 

Total 
Income 

LiMMB 

Paid 

Ezpenief 

Total  Ex- 
penditures 

(+)  Rec'd 
Losses         from  or 
Incurred   ,(—)  Remit. 
,  to  H.  0. 

1914 
1913 
1912 
1911 
1910 

$889,281 
712.891 
858342 
789392 
662,711 

$190,001 
193,032 
172,613 
195,959 
153.034 

$478,128 
362385 
374.681 
820347 
352.052 

$1,059,055 
780.786 
893.677 
888.947 
821,552 

$1,082,841 
803306 
917,068 
911,013 
856.878 

$588,261 
5n,150 
545312 
537.042 
687.243 

$297395 
274.632 
212,958 
245,395 
230.948 

$886,156 
851.782 
758.770 
782.437 
818.191 

$641,911 
520,986 
541370 
679,752 
631.179 

—$2340 
—87,028 
—61348 
—12313 
—23.941 

TTransaots  marine 

AssBTB,  Dbc.  31, 1914. 

Bonds $537,780 

Cash 55,362 

Agents'  balances. . . .  291.143 

Interest 6.897 

Othcrsasets 3365 


Total $894,747 

8pl.  dqp.  over  liab . .  5.466 


LiABiLinxs.  Die.  31. 1914. 

LoMB  unpaid $194,605 

Unearned  prems....       190.001 
Other  liabilities 26,547 

Total  liabiUtieB...     $411,153 
Surplus 478.128 


Total 


$889,281       Total $889,281 


Underwriting  profit,  $94,778;  investment  profit.  $28,772. 

RISKS  AND  PREMIUMS:    Marine  and  inland  risks  in  force. 
Deo.  31,  $19,250,149;  premiums  thereon.  $348,977. 

BUSINESS  IN  U.  S.  SINCE  ADMISSION:    Premiums  re- 
oeivod,  $15338,956;  losses  paid,  $6,083311. 

Par  Market 

BONDS  OWNED:  Vahie.  Vahie. 


c* 


Atlanta,  Ga.,  1937, 4i%.... 
Cleveland,  0.,  1920-26, 4%. 
Mass.  Wat.  Loan,  1933, 3i^ 
N.  Y.  C,  ep.  stk.,wat..  1954;  3i%. 
N.  Y.  C,  ep.  Btk.,  wat.  1962, 4i%. 
N.  Y.  C.  E.  Riv.,  bg..  1940.  3i%. 


Lr» 


N.Y.C.,R.T..  1960,4i%. 
A..  T.  &  8.  Fe.  gn.  m..  1995, 4%. 
Bos.  k  Me.  stg.  e..  1923. 3i7o. . . 

B.&Me.8tg.c.,  1944.4i% 

Bos.  k  Alb.,  reg.,  11»8. 5% 

C.  &  A.  Ry..lm..  1981,4%. 


C.  R.R.  of  N.  J.,  gn.  m..  1987. 5%. 
C,  B.  k  Q.  m.  Divl  1949. 3i%. . . 
ChLNwn.R.R^1987,3}% 
Detroit  Qrand  uaven  Mil.  i 


eq.,1918,  6%. 


$10,000 

100.000 

14.000 

10.000 

100.000 

100.000 

7,000 

41,500 

1,000 

7300 

4.000 

27,000 

9,000 

33.000 

5.000 

1,000 


$10,000 

101.500 

13.160 

8,800 

103.000 

90,000 

7.310 

39.840 

780 

4330 

4.280 

24.030 

10,580 

28,050 

4.150 

1.030 


Bonds  Ownbd.— Cont 

FltehbuK  R.R.,  e.,  1916. 4% 

Kan.  k  Colo.  Pac  Ry.,  1938.  6% 

Minn.  St.  L.,  r.  m.,  1949, 4% 

N.  Y.  k  Putnam  Ry..  1  m..  g..  1993, 4% 

N.Y.,N.H.&H.,1955,4% 

N.  Y.  C.  &  H.  R.  RJR.,  1997.  3*% 

Old  Colony  R.R.,  1938.  4% 

Pa.  Co..  Ft.  Wayne,  col..  1941, 3i%. . . . 
Sohray  Pro.,  Sen.  Sol.  jt.imp.d.,1918, 5% 


Par 

Market 

Value. 

Valoe. 

$3,000 

$2,970 

5,000 

4,800 

3.000 

1.200 

17.000 

14.790 

40.000 

29.000 

5.000 

4^150 

3.000 

2.730 

26,000 

23360 

4,000 

4,000 

Totab  (book  vahie.  $573309) $575,500      $537,780 


MISCELLANEOUS:  This  company  began  business  in  the 
United  States  in  1880.  Its  home  office  statement.  January  1. 
1913,  showed  a  subscribed  capital  of  £1,306,000  (£163.500  paid 
up),  and  sssets  of  £1.081.494.  F.  Herrmann  &  Co.  are  managers 
of  the  United  States  branch  of  the  Mannheim  Insurance  Co.; 
Esstem  manann  of  the  msrine  and  inland  tiepsrtment  of  the 
l^remaas  Fund  and  the  managers  of  the  Cohimbia  of  Jersey  City. 
Conflagratbn  losses:  San  Francisoo.  1906.  $7,221.  This  eom- 
paoy  holds  at  its  head  olBoe.  $399,300  of  the  stock  of  the  Columbia 
Insurance  Co.  of  Jersey  City.  N.  J.  Majority  of  Union  Mwine 
stock  is  owned  by  Phoenix  of  London.  Value  of  q)eoial  deposits 
0..  $100,000;  Ga..  $10,000;  Mass.,  $100300. 

UNITED  STATES  TRUSTEES:    George  Franois  Ccmoe,  T. 
Sttffem  Tsiler,  New  York. 

FIELD  MSN  AND  TERRITORY  COVERED: 


F. 

nuurn  k  Co.,  United  States  managsn,  N.  Y.;  Geo.  W. 
Gibbs  k  Co.,  Cincinnati,  0.;  Field  k  Cowles,  Boston. 
F.  H.  Osbom  k  Co.,  Chicsgo,  111.;  Looss  E.  Moore  k  Co 
Orleans.    Hie  company  operates  in  Ala.,  (3al.,  Omn.,  Del., 
Ga.,  III.,  Ind^  la.,  Kan.,  iCy.,  La..  Me.,  Md.,  Mass.,  Ukh^ 
Mo.,  Neb.,  N.  H..  N.  J.,  If.  Y. J?.  D.,  0.,  Ore.,  Pa.,  8,  D., 
Tbe.,  Vt,  W.  Va.,  WasL  and  Wis. 


H< 

N< 


..New 

b.c 


UNION  AND  PHENIX  ESPANOL  INSURANCE  CO.,  Madrid,  Spain. 

United  States  Managers,  Fester  k  Folsom,  Incorporated,  New  York.    Organised,  1864. 

(United  States  Branch  Statistics.) 


Ybar 

Assets 

Unearned 
PMniums 

Surplus 

Net 
premiums 

Total 
Income 

Losses 
Paid 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

(  +  )  Rec'd 

from  or 

(-)  Remit. 

to  H.  0. 

1914 
1918 
1912 
1911 
1910 

$1^.181 

1,292,169 

1,100306 

978,167 

686.318 

$902,678 
838,697 
688,304 
515344 
127,208 

$366332 
810,196 
808.161 
875356 
491.260 

$1304,963 

1,153,024 

1312312 

825.623 

227.699 

$1,257,480 

1,197.722 

1,048377 

850.115 

228,401 

$750,739 
616333 
497,437 
243.334 

38.930 

$401,648 

361363 

318,124 

257,237 

73,372 

$1,152,387 
977396 
815361 
500.571 
102302 

$769,696 

648,754 

501,939 

805,608 

41,941 

— «73.4to 
—  15,004 
—100,000 
— lOOOl 
+•504,764 

AflSBTB,  Die.  81. 1914.  LuBnims,  Die.  31, 1914. 

Bonds $1,212,020    LoMSSunpaid $161373 

Cash 91323    Unearned  prems....      902,678 

Agents' balanoes....        21,635    Other liafaitities 12399 

Interest 18,003  

Total  liabilities . . .  $1,076349 
SurploB 266332 


Total 


$1343,181       Total $1343,181 


Underwriting  loai,  $40,803;  investment  profit,  $71,033. 

BISKS  AND  PREMIUMS:    Fire  risks  in  force.  December  31, 
$155,673315;  prenuums  thereon,  $1,728,686. 

BUSINESS  IN  U.  &  SINCE  ADMISSION:    P^emhims  re- 
eared,  $4,424,120;  losses  paid,  $2,107,067. 


Psr 

BONDS  OWNED:  Vahie. 

Cp.8tk..N.Y.,  1960.4}% $200,000 

Cleveland,  reg.,  1920, 4% 40.000 

Toledo.  0..  fag..  1940,  4% 30,000 

Cincinnati,  r..  1960. 4% 30,000 

Atianta,  Ga.,  crematory,  1940, 4i% 5,000 

Atianta,  Ga..  sc..  1940, 4i% 5,000 

Jcrsejr  City,  N.  J.,  r.  g.,  1940, 4% 10.000 

Cp.  stic,  N.  Y..  1960-62,  4i% 380300 

($.  stk.,  N.  Y.,  1963, 4J% 14.000 

Norfolk,  V*.,app.,  1940.  4i% 25,000 

Richmond,  Va.,  W.  1943, 4% 25,000 

A..T.A8  J.  R.R.,trau.SIi..l  W..1958, 4%  20,000 

A.,  T.  &  a  Fe  R.R..  1995. 4% 50300 

BA  OJl.R..P.JiJ:.&  W.Va..l941,  4%. .  10.000 


Vi 

sao2jooo 

40,400 

ao.eoo 

3o.guo 

5.000 

5.000 

0,600 

381.000 

15.120 

24,000 

.?S,250 

18.200 

44.000 

8.700 


REPORTS    OF    FIRE   INSURANCE    COMPANIES. 
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UNION  AND  PHKNIX  ESPANOL  INSURANCE  CO.,  Madrid,  Spain.-^Cantinued. 


Boinw  OwKm.— Cent. 

B.  k  0.  RJL,  1  m,  1048.  4% 

Oat.  Fm^^I  rjiu,1049.  4% 

C^jk  P.  RJU,  gn.  m.,  1960. 3i%, .... 

C.  k  Nvn.  By^  gn.  m.  g.,  1087, 4%. . . . 

C.  k0.fbr^g^.  m.,  1002, 44% 

C,  B.  A  g.,  eoL  jt..  1021.  4% 

C^  M.  A  8L  P.  By.,  ev.  g..  1932. 4J%. . 

Gt.  No.  By.,  1  k  r.,  1061, 41% 

DL  C.  R.B.,  r.  m.,  1066, 4% 

Miohatten  By..  OB.  BL  g.,  1090.4% 

N.  Y.C.  AH.  R..  g..  1997,  3*% 

KJ»J|7^  prior  la.  ^.A  L.  G..g..l997.4% 
S.  k  W.  BJt.,  1 M.  m.  g.,  1996, 4% . . . . 


Par 

Market 

Value. 

Value. 

920.000 

918,600 

20,000 

18,800 

40.000 

34,400 

10,000 

9,600 

70,000 

06.800 

16,000 

14.560 

6,000 

6,100 

16,000 

16,160 

20,000 

18.400 

10.000 

0,300 

30.000 

24.900 

16.000 

14.250 

16,000 

14.400 

Bomw  OwmD.—CmU. 

So.  Fae.  RJL,  1  r.  m.,  1056, 4% 

So.  By..  1  ca.  m.,  1004, 6% 

Un.PaoJLR.,1  IilA  r.  m.,  2006.  4% 


Par 
Value. 

930.000 
40,000 
32,000 


Market 
Vahie. 

927.600 
42.000 
80,400 


Totab  (book  Tahie,  91,226,436) 91.231,000  *91.208.020 

*  Seeuritiea  aa  per  ocmipany's  TalofttkniB;  the  item  in  assets  is 
based  on  insurance  departinent  TaluAtions. 

MISCELLANEOUS:  This  oomMny  transacts  a  fire  rnnsurAnce 
business  in  all  the  States  of  Uie  United  States.  Deposit  m  Ohio, 
9100.000.  Neir  York.  9200.000. 

UNITED  STATES  TRUSTEE:    Banken  Tr.  Co..  N.  Y. 


URBAINE  FIRE  INSURANCE  COMPANY,  Paris,  France. 

United  States  Managers,  Fred.  S.  James  A  Co.,  New  York. 
CUmted  States  Branch  Statistias.) 


Tux 

A- 

Uasarned 
PkeDUum 

Smplna 

Net 
Pkwninim 

Total 
Ineome 

Loassi 
Fkkl 

Expenaes 

Total  Ez- 
penditures 

Losses 
Ineured 

(f)  Ree'd 
noni  or 

(—)  Remit 
to  H.O. 

1914 
1913 
1912 

9005,360 
640.874 
510,435 

9207.588 

107310 

77,124 

9378,600 
426.913 
424.160 

9382.428 
307,973 

9409.767 
390,697 

9218,116 
91.624 

9143,115 
100360 

9356330 
197.900 

9228306 
101.760 

—910300 
+627,073 

CMfa. 


Die.  31, 1014.  LuBXUTEBS.  Dxc.  31 ,  1014. 

9644,685    Lossesunpaid 935,764 

83366    Unearned prems....       267383 

60,003    Other  liabilitaes 13.567 

7320  

Total  fiafaititaes...     9316,854 
Surphis 378300 


Total 


9605300       Total 9606,360 


Vadmwntim  loas,  961.706;  inveBtment  profit,  932394. 

RE5E8  AND  PREMIUMS:    Fire  risks  in  foroe,  Deoember  31, 
945.770.709;  premianM  thereon,  9478,457. 

BUSINE88  IN  U.  a  SINCE  ADMISSION:    Pftmioms  re- 
Mh«d,  9090.401;  kMses  pdd.  9802,498. 

Par  Market 

BONDS  OWNED:  Vahie.         Vahie. 

CiDdBaati,  O.,  ng^  1932, 4% 

(SnebBati,  O.^  reg.,  1042, 4% 

N.  Y.  8L.  basgv  ean.tm.,reg.,g.,1042,  4% 

N.Y.S.,6azuiim..l«B..«.,  1002.  4% 

N.Y.a,  l««73nqu«g.,  g.,  1001.  4%. . . 
A^  T.  A  &  Fe  Ry..  gn.  m.  B.,  1096, 4% . 
a  A  O.  RJL,  1  m.  8.,  1948,  4% 


960,000 

961.000 

50.000 

61.000 

50,000 

60300 

100.000 

102,000 

60,000 

51,000 

25,000 

24,000 

26.000 

23360 

BOMM  OWMBD.— Conf. 

C  B.  A  Q.  R.R..  BL.  1940.  3i% 

L.  &  A  M.  So.  Ry..  1  m.  g..  1007.  34%. . 
N.Y.C.A  HJL  ILR..00I.  Km  1008,  34%. . 
NJP.R7.  prior  ln.Ry.A  L.G.,  g.,  1007,4% 

NJP..Ot.NJty.,ool.jt.,  1021.  4% 

French  Rep.pab.dept..  perpetual,  3%. . 


Par 

Market 

Value. 

Value. 

926,000 

921,250 

25.000 

21300 

25,000 

10,600 

30,000 

28300 

30.000 

20,100 

80,860 

72.065 

Totals  (book  vahie.  9561.663) 9671.850      9644,680 

MISCELLANEOUS:  Its  btest  home  ofBoe  statement  showed 
assets  of  94,496.448.  Company  was  lioeosed  in  New  York  on 
Febniaiy  10.  1918. 

TRUSTEE:    Chiaraiity  TVnst  Co..  New  York. 

FIELD  MEN  AND  TERRITORY  COVERED:  Vnd  8. 
James  A  Co.,  U.  S.  managers;  E.  E.  Wakefield,  assistant  mana- 
ger; C.  B.  Q.  ChuQard,  superintendent  of  agenoies;  J.  B.  Guthiie, 
219  E.  German  st.  Baltimore.  Md.,  spedS  agent  for  N.  J.,  P»., 
Md.  and  W.  Va.;  Chas.'  E.  Maoomber,  86  Water  st.  Boston.  Mass. , 
speoial  agent  for  N.  Y.,  Mass.,  R.  I.  and  Conn.;  Milton  P.  Vore, 
175  W.Jaekson  Blvd.,  Chicago,  III.,  spedal  agent  for  Mioh.,  0., 
m.,  Ky.,  Ind.,  Mo.,  IiL,  Wis.  and  Minn.  The  oompany  operates 
in  Conn.,  BL,  Ind..  la.,  Ey.,  La..  Md.,  Mass.,  Mieb.,  Minn., 
Mo.,  N.  J.,  N.  Y.,  0.,  Pa.7R.  L  and  Wis. 


WARSAW  FIRE  INSURANCE  COMPANY,  Warsaw,  Russia. 

United  States  Managers,  Fester  A  Folsom,  Ine.,  New  York. 
(United  States  Branoh  Statistics.) 


Tun 

^ 

Unearned 
IreBuoms 

Sorphis 

Net 
IVeminms 

Total 
Ineome 

LtMBSB 

Fkid 

Expenses 

Total  Ex- 
penditures 

LtMses 
Incurred 

(+)  Ree'd 

from  or 

(-}  Remit. 

to  H.  0. 

1914 

19U 
1912 
1911 

91^18390 
970^427 
042.602 
069,100 

9871,060 
455,076 
518,021 
110370 

9279387 
277390 
328310 
526368 

*9243,891 
616398 
900.130 
182,156 

9283340 
052302 
925.972 
188.551 

9481.424 

860,730 

277349 

9.038 

988348 

178,711 

247.784 

51.066 

9609,972 

629.447 

525,333 

60,103 

9462.480 

372,027 

346,544 

22,798 

—922300 
—30,000 
—99,000 

+5223I8 

*  After  *Mn**™g  9303,970  retom  premiums  on  treaty  terminated. 
Amm,  Dm.  31, 1014.             LuBiLnna,  Die.  31, 1014. 
Beads 9960380    Lossesunpaid 9101,273 


(Ml. 


9310   Unearned  prems....  371.050 

28,723    BIe.Amer. Union...  264.218 

10300    Other  fiabilitica 1,012 

Total  Babiiities...  9738,468 

Borphis 279387 


Total 


91.018390       Total 91318390 


937,010;  i 


profit,  962357. 


BISK8  AMD  PREMIUMS:    Fberisb  in  force.  December  81. 
169388,194:  praoiaiH  tberaon.  9706,856. 


BUSINESS  IN  U.  S.  SINCE  ADMISSION:    Ptemioms  re- 
eoiTed.  91.042376;  kisses  paid,  91,103,475. 

Par  Market 

BONDS  OWNED:                        Vahie.  Value. 

(^  of  N.Y.  op.,  1959,4% 9200,000  9200,000 

CSly  of  N.Y.,  op.,  1900-64. 4i% 556.000  568,420 

at7ofN.Y.,_«>^1963.4i% 87,000  93.900 

CStyofCner.wTW.,  1945.4i% 100.000  107,000 

Totals 9943,000  9909.880 


MISCELLANEOUS:  The  company  transacts  a  fire  msuranoe 
business  in  the  United  SUtes.  Deposited  in  Ohm,  9100,000;  in 
N.Y.,9200,000. 

UNITED  STATES  TRUSTEE:  Bankers  Trust  Co.,  New 
York. 


REPORTS    OF    HRE    INSURANCE    COMPANIES. 


WESTERN  ASSURANCE  COMPANY,  Toronto,  Canada.§ 

Qtuen]  Huu^T,  n. B. M<ikle:  AwtutOdienlMiuier,  JohoKiiu;  SeontuT. C. C.  Fater.    Oipk^itil.  ISS 


TUK 

.-. 

S=S 

Surplui 

PraniuM 

Total 

Income 

LOM 

^ 

ToUlEi- 
p«.Gtu» 

,^ 

1>U 

2'.tiA.n\ 

fJBJ 

ll,M»,97( 

1,08  UK 
'!lflS:9Sl 

-11,542,800 
U«2,7&g 
l,Sfla.fl37 
l,4S7.38fl 
1,500.891 

ti,Ma,34i 

lfl7flJI3 
llBSSiMf 

•11.078,700 
924:483 
879,985 

Ml.801 

tJ8g,40i 
ssoiso; 

Kg 

1:^:S 

1,H8.2M 

11 

— M.77* 
-•0,111 

— M,m 

■,  Dk.  11.  1014. 


LUB 


s  ud  nag  ,793  mih 
.31.1914. 


BooifaudUaiiki...  tl,»l>7.5ia    Loaa imnud tlfil.3^9 

Cah 378,WS  Unonwipmu.  .      1,340,970 

A«mt*' Uluwtt.. . .       OifiOi    Otlw  liibOitis !a.32B 

Intont ZI,1S1  

Total  liitiibUa. . .  tl.4a7.e» 

Total KSa.ni    BaiphB I,07S.34S 

8pl.  dip.  DicrUib..         WJili 


Totmlu 


..  K.S43,97 


Total t2,MS.973 

Uodgnritiiif  lam,  tH^DSO;  iaratawt  mfit.  tllO.103. 

RIBE3  AND  FKEWUUS:    Rni 
iaXi;SnAK:  vaabm  It  -  - 

rUi  In  lona,  19,700,771; 

BDSIKESa  IN  U.  S.  G 
Mind,  Ug,423,S»;  bww 

BONDS  AND  aTOCEa  OWNED; 


u,  0.,  1 


__  1,  i9M,dJi... 

Ol  State,  1933, 3t% 

Gnmvim.  Co.,  B.  C.,  IBSa,  41%.. , . .  . 
BHiulloii.Oat„mk  iriu.,  d.,  1914,41%. . 

El^rtoii,  Out.,  d..  1918-27,41% 

BJBgMon.  Oak,  d.  1U3-33.  i% 

UulIDh*,  Prov.,  li.,  IIBO,  4% 

MoDin*),  Que.,  d.,  ItlT-U-H, 
N.  Y.  C.  op.  itt,  i»r  '■~ 

N.y.c  ■    --  ■"' 


_ _,.„.&: 

N.Y.C..iip.nk..lH1,M%... 
S.y.C..w."lk.,l»M.4l%,.. 
Fotb)  RiB,  i«-  1917-33. 4%.. 


Cm.  Pk.  Ry.  5^  in.  n.  rtt,  1924.  8% 
Clu.,U.4».P.Ry..H»»,*% 

cu..  u.  *  at.  p.  Bj„  CT..  ins.  4t%. 

cu.  Bju  tnr,  t% 

Dulmh  SL  Rr-.  ■»■  IB-,  ino,  1% . . . . 

Loa  A..  Hy.  «|K  I  *  r.  ML  I.,  1940. 9% 

■"m.  aTSj.  *  Bt.  p.  Cr-  W-,  i«*.  i 

.««    at    1-^    ^  T    Bu      I090    J(H?. 


29.000         '23,900 


s%:. 


Hiu.  St.  Kj.  *  w.  r.  ur.  k;.,  I 

Num.  St.  C.  J[  T.  Hy..  Iin9, 
Fgrto  Bin  Hn.,  1  m.,  1939,  9' 

C.  CuL  L  *  9.T.,  d,  1917.  4% 

MlmBd.,  N.  Y.,  1932,  S%  

PiOT.  U,  Hi.  4  Pow.,  1948.  9% 

Toruito  in.  A  8n..  d..  1917-19,  4%. . 


.°9% 


CuudiuBk.  cfComnuree 99,100 

DnLatT.AIsT IS,00<» 

Oil  Psm.  Mt|&  Cp 19,920 

B.  k  O,  RJL,  p I  JOT 

B.*O.R.R.,g 2,»0 

Cta.PM.RT 12,5OT 

chL.  un.  A  at.  P.,  Sr io,a» 

I  TtuBeta  Sn  ud  uriiH  bwiniM. 


Bomb  inh  StocU  OinreD.— CmM.  Per  Mutel 

Stocu.— CmI.  Vihu.  Vahw. 

Chi.  ft  Nwn.  Rr tMJWO  tM,ia) 

IU,C,R.R 8J»0  8,9W 

Lah.  ViLR)' 89,000  48,090 

L.iN.Rr 34,000  »S,UO 

H.,  St.  P.  A  B,  Bu  M.  Ry.,  B 10,000  80,900 

NiLFac.l^ 10,000  11,100 

L'n.  nw.  B.R lOJWO  1I,B00 

Ca.au,K.Y lOJXn  1S.900 

U.  S.  S(«l  Cp.,  c lOJMO  SJOO 

Tati>li(l»jknlue.  tl,972,830J tl,823.981     tl.OOIJll 

MiaCELLANEOUS:  Ttik  mnpur  be^u  iadmrn  in  ifae 
Diiilgd  BUIa  in  1874.    Ita  hamB  offla  itatoDent.  Juuirr  1, 

BfiinJ  of  KJOO.OOO.  Ills  oiiHtaJ  «u  onriood;  %l^S^, 
but  in  1906  81  DaO,MO  of  [intemoe  itoi*  una  iwnd  and  •BM 
&(  129  p«  cost.  CoDBtgn&n  Iwn:  Bdlinnn,  1904.  tU4,- 
983;  Sui  Ftumod,  190)1.  81,740,770.  Tilits  of  Mul  diusl*: 
Ob..  89,900;  Vi„  841.130;  CiJ.,  897,990;  Porto  Rieo.  tTo.200. 
Othtr  dwoata.  N.  Y.,  8212.000;  Obio,  1100,000. 

UNITED  BTATEB  TRDBT8E:  Tha  Uiitad  Statn  Htrtnci 
4T[iMCo..N««Y«k. 

DIRECTORS;  W.  R.  Brosk.  pwideat;  W.  B.  MaUa.  nor 
prHiJvl:  Jahi  HooUn,  K.  C.,  LL.D..  Robt  Bickmlilu.  M.  P., 
H.  C.  Coi,  D.  B.  Hum,  Alar.  Uird.  Z.  A.  Lxii.  K.  C.  LL.  D., 
Oeo.  A.  M«nw,  Auciwtui  Uyen.  Fndsrio  NidulU,  jEioa  Kai. 
C^Drag,  Col.  Sir  HiuT  M.  PeUUl,  C.  V.  0,,  G.  fi.  Wood. 

niLD  MEN  AND  TERRITORY  COVERED  :  Ibjo  A. 
Whilg.kgeDt  Met.Di>.,MwlinlAiiBHdWiIliuiit..  Nm  Ynk; 
The  Ooocce  E.  Wood  Co.  Iul,  Co.,  New  Yak  guburtaw  (fit,  84 
Williun  It.,  N.  Y..  ipnul  ifmt  Icr  N.V.  Btata  (oeept  Nmr  Y«k 
City).  G.  W.  Ahook.  Sjtuum,  N.  Y.;  Chu.  H.  Oodtrra,  nuacx, 
Nutlicni  dBputMuiil.  Atluta,  0*.:  Louii  T.  MiUer,  ubdct 
■uptriDloKiBit,  AltentL  Gl;  W.  W.  Smitb.  Stat«  umt  fcr  S.  C, 
Rilei«b,  N.  C;  W.  NTH.  Sidth,  apociia  Ncnt  (or  nTc.  RaWh. 
N.C.;ClKCiioeLSli>i!kdel].KHeu]i«nitfor8.C.,RkiinKad.  Vk: 
A.  F.  Irby,  tpaM  tfoU  tor  Gil,  Atlul*.  Gil:  A.  C.  Qdcr,  ifKad 
umt  for  Alk.,  BtnmnKhun.  Ab.:  C.  A-  Piw'ott.  ipAnl  Hent  f« 
m*.  ud  Id.,  Juknn,  Mix.;  Bd.  M.  Hilar,  qiaciil  anot  fn 
til.,  Jaohamnlk.  Fli.;  L.  B.  Lak[h  A  Co.,  UUt  Ro^Aik, 
gmenl  annta  for  Ark,;  T.  A.  Muaiag,  iMlaa.  TaL,  famni 
ai«itiorT«.  WMtn  dapartment  moUidaa  th»  StMs  oTCata., 
Aha.,  Utah,  Moat..  Keb-  N.  D.  aad  S.  D.,  Wyo..  Kan.  and  Ida.: 
H.  T.  Umra,  maDaEs,  H.  T.  GibcnoiL  aaautani  maiimr  DaaTv, 
Ccdo.;  FioBo  dnartmenl,  MiOr,  Hanlv  A  aooti,  feural  aaoitt. 
Ban  Fniuhio,  C^  tor  CaL,  Or..  WaiL.  N«i,  HawaH  ud  AJmI: 
■paebl  Mmta:  W.  C.  Btooe,  San  Fnadago,  Cal,;  H.  P.  Uil. 
(bath,  Baatlla.  Wah..  for  WadL  awl  On.,  Now  E^ukI  StMa: 
OBnon,  Rnawll  i  Co.,  manacin:  Joaapli  PJ>llrDBd^  cmanl  afcnt; 
Wm.  Taykr  Jordu  and  Thomaa  B.  Qalrin,  Kaoil  acaata  Boatoii. 
MaM.,  tor  Ma,  Miaa.,  Coul.  R.  1.,  Vt.  aBd  N.  ££.  8hv». 
PiUaburi,  Pa..  nHcial  wint  for  W.  Vt.,  P»^  H.  CTBrh,  Ph£- 
dabihii.  Pa.,  for  NJ.;  iTM.  Quariia,  Riolmond.  Va..  qiadal  aacat 
for  Va.,  baU  W.  Va..  Md.  and  D.  C;  E.  FTBiolnnfa,  DMnit. 
Miuh.,  (or  Miah.;  T.  E.  Hayden,  IndiuapaliL  lad.,  hr  Isd. 
Tarn,  and  Ky.;  John  DiryTcloidaBd,  O,.  lor  0.-  R.  L.  Brueo. 
Minneapolij,  Mian,  for  Miiui.:  O-  R.  Croalay,  Hilwaulua,  Wis 
for  U.  and  Wig.;  W.  A.  Sahofc.  Ft.  Mtdiora,  la.,  ipecial  asaDt 
for  la.;  W.  R.  Tamiley.  79  West  Monroa  at.  Chiaafo,  111.,  gmmnS 

Xnt;  A.  H.  Otupo  for  III.  nod  Uo.    Tn«  ooanaay  opermtoa  in 
Iha  SUta  and  tsritoria  of  the  U.  B..  aicepl  if.  H.,  (Sck.  (■». 
nni  only). 
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YANG  TSZE  INSURANCE  ASSOCIATION,  Ltd.,  Shanghai,  China.1 

United  SUtes  Manacera.  Willooi.  Peek  k  Hushee.  New  York.    Organiied  1889. 

(United  States  Branoh  Statietici.) 


TlAB 

Aasta 

Unearned 
FnouiiiDs 

SuridttB 

Net 
Fremiiima 

Total 
Income 

Loases 
Paid 

Expenaea 

Total  Ez- 
penditurea 

(+)  Roo'd 
Loaaee         from  or 
InouiTcd     (— )  Remit, 
to  H.  0. 

1914 
1913 
1912 

1911 
1910  ' 

$446,406 
406.119 
529.831 
417335 
545.127 

$59356 
51.421 
61333 
64385 

140.422 

$314379 
272.129 
275.958 
222,536 
233301 

$215,698 
192.171 
263.734 
201.064 
318.375 

$230,601 
207384 
277,796 
217,654 
334.095 

$115341 
200,680 

103319 
268,721 
165.150 

$60,936 
74.507 
72351 
70,634 
73,157 

$176,477 
275.187 
176,670 
339,355 
238,307 

$110,352,     —$22,297 
124.099      —•47.458 
163.5751      +16.854 
204.179       -30.979 
230.7481      +43.832 

*  lodudea  remittance  to  London  office.       f  Tranaacts  marine  buainess. 

AaaaiB.  Dec  31. 1914.  LuBiumB,  Die.  31, 1914. 

Booda $306300    Loeaee  unpaid $65,411 

Caih 110.949    Unearned  prems....         59356 

Acenti'balanoea....        25366    Other  liabilities 5.760 

iBterot 3391  

Total  liabilitiea...     $131,027 


Surplaa 314379 


Total 


$445,406       Total $445,406 


Uodemitiag  profit,  $40384;  mveatment  profit,  $24,163. 

RISKS  AND  PREMIUMS:    Marine  rvka  in  fone.  Deoember 
11.  $4301327;  pramimia  thereon.  $07,406. 

BUSINESB  IN  U.  S.  SINCE  ADMISSION:    Premimna  re- 
eared,  $1,658,043;  k«nB  paid.  $097370. 

Par  Market 

BONDS  OWNED.  Value.         Value. 

Nev  TeHc  Cj^  ep.  atk^  1957.  4}% . . .        $85,000        $00,950 
Kcv  York  07.,  Ift66.  4% 115300        113.850 


Par 
Value. 


Boma  OwMiD.— OoRi. 

Gr.  N0.-N0.  Pm.,  1921,  4% $25,000 

FtanaylTania.  or.,  1915.  Zh% 25.000 


Southern  By.,  1  ea.  m..  1994,  5% 
B.  k  0.,  1917.  4i% 


25.000 
25.000 


Market 
Vahia. 

$24360 
25.000 
28.250 
86.000 


Totab  (book  yalue.  $308,069) $300.000      $305.300 

MISCELLANEOUS:  Thia  company  tranaaeta  marine  inauranoe 
in  Cafifornia.  and  in  1907  it  entered  New  York  State,  making  the 
ouatDmar^  atatutorv  depont  The  company  abo  haa  $100,000  on 
depoeit  with  the  Metropolitan  Tniat  Co.,  New  Yori:. 

UNITED 
New  York. 


STATES  TRUSTEE:    Metropofitan  T^wt  Co. 


TERRITORY  COVERED:  The  eompany  ia  fieeiMed  in  Cal.. 
N.  Y.  and  Waah. 


YORKSHIRE  INSURANCE  COMPANY,  Ltd.,  York,  Eng. 

United  States  Managers.  Frank  k  DuBois.  New  York. 
(United  States  Branch  Statistics.) 


YlAl 

^ 

Unearned 
Ftenunma 

Net 
FMniuma 

Total 
Income 

Loeses 
Pkid 

Expenaea 

Total  Ex* 
pendituns 

Loasea 
Inourred 

(+)  Rec'd 

from  or 

(-)  Remit 

toH.  0. 

1914 
1913 
1912 

idii 

$960376 
916327 
8OO3OO 
631.983 

$445390 

371.748 

231304 

47.945 

$437365 
511.345 
522.977 
577350 

$540,902 

496.260 

374333 

89.2.'» 

$569,584 

524.616 

396332 

94.401 

$284317 

192.854 

60,762 

9.746 

$247,406 

212.942 

155,089 

35.734 

$532,285 

405,796 

215,851 

45.480 

$314,761 

175.730 

93.136 

15,495 

-«385 

—718 

—11,988 

Aaana,  Dk.  31. 1914.  LiAfiiunaa,  Dbc.  21, 1914. 

BoMfa $768,900    Losseennpaki $50,131 

Cmk 58344    Unearned prema....       445380 

114305    Other  liabOHiea 9,000 

8387  

Total  liafaifitiea...     $513,511 
Surplua 437.366 


Total 


$950,876       Total $950,876 


Uad«wri«ing  Umb,  198304;  mvestment  profit.  $27338. 

RISKS  AND  PREMIUMS:    Fire  riaka  in  foroe,  December  31. 
$77,168,660;  premiiiiiM  thereoo.  $798,724. 

BUSINESB  IN  U.  S.  SINCE  ADMISSION: 
$1308,653;  kMaa  paid.  $539,981. 


BONDS  OWNED: 

N.  Y.  C  op.  atk., !««..  1957.  4i  % 

N.Y.C..aaBns..n«..  1917,4iVo 

S.  Y.C..ep.atk.,  rag..  1916. 3% 

N.  Y.  a.  ep.  atk..  res^  1917-19. 3%. . . 
N.  Y.  8.,  Ihgwj.  imp.,  reg.,  1963, 41%. 

BoB.ieB.,1919.4% 

BoBlon.ieK..1919.3|% 

MaB.,Rc.,Lgr.croaB..  1929,  3% 

Ga^  let.  1923. 3*% 

Loess  Co..  0..  C.  Hi.  leg..  1944,  4%. . . 


[ON:    Ptemiuma  re- 

Par 

Market 

VahM. 

Value. 

$100300 

$107,000 

35.000 

25350 

10,000 

9,800 

150,000 

144.000 

50,000 

55.000 

70,000 

70,700 

50,000 

49,000 

80,000 

74.400 

10.000 

9,700 

100,000 

101,000 

BOMM  OWRBD.— CoRi. 

A.  k  S.  R.R..  1  m..  reg.,  1946.  3}%. . . . 
F.  k  P.  M.  R.R.,  Tol.  Kt.1  m.,g..l9373% 
R..  W.  k  0.  R.R..  1  m..  reg..  1922, 5%. . 
StP..M.A  M.R.R..m.g..rag..  1933. 4}% 
tJ  J^.ItR.,1  m.RJl.&  L.Q.j^,reg.,  1947, 4% 


Value. 

$65,000 

35.000 

8,000 

10,000 

25.000 


Market 
Vahie. 

$66360 

28,450 

8,400 

10,400 

24360 


Totals  (book  value,  $774310) $788.000      $768.900 

MISCELLANEOUS:  Vahie  of  depoait  in  Ga..  $9,700:  m 
0..  $100,000. 

UNITED  STATES  TRUSTEE:  New  York  Life  Inauranoe  & 
Trust  Co..  New  York. 

FIELD  MEN  AND  TERRITORY  COVERED:  Rank  k 
DuBoia.  United  States  managers;  fineet  B.  Boyd,  underwriting 
manager;  0.  E.  Lane,  aasistant  manager;  Frank  L  Owen.  Albany, 
N.  Y.|  special  agent  for  New  England  and  New  York;  HTF. 
Wanvig.  exeontiTe  special  agent,  CBcago,  lU^for  111..  Mo.,  Mich.. 
W.  and  0.  Departmenta:  Padnc  Coaat.  MeClure  Kdly.  manager, 
San  Frandaoo,  Cal.:  Caroiina:  Harry  R.  Budi.  manager,  Greena- 
boro,  N.  C,  for  N.  0.  and  S.  C.;  Southeastern:  Darpm  k 
Hopkina,  managers.  Atlanta,  Ga.;  for  Ga.,  Ak.,  and  Fk.;  La. 
ana  Miss.:  Jamea  B.  Roes,  manager,  New  Orleans,  La.,  for  La. 
and  Mms.  The  eompany  operates  in  aU  the  Statee  and  Territories 
of  the  U.  S.  except  Aris.,  Ark..  Del^  D.  C,  Ind.,  Ia.,  Kan..  Ey.. 
Me.,  Neb.,  Nev.  N.  H.,  N.  M.,  N.  D.,  Okla.,  R.  I.,  8.  D..  Tenn  ' 
Vt.,  Va...  W.  Va.  and  Wyo.  .         .  .  ^ 


AMERICAN  MUTUAL  FIRE  AND  MARINE 

INSURANCE  COMPANIES 

In  this  dinnoD  win  be  foand  abstnots  from  the  official  fUtements  oorering  the  year  1914  of  rasularly  fioeosed  Amirican  mntoai 
fire  and  marine  ioauranoe  oompanieB  having  $15,000  or  nrare  of  eaah  aasetB.  together  with  sammaries  of  thdr  oondition  and  boniNB 
for  eaoh  of  the  liet  three  years.     

ABINGTON  MUTUAL  FIRE  INSURANCE  COMPANY,  Abington,  Mass. 

President,  Isaac  C.  Howland;  Secretary,  Alfred  H.  Nash.    Organised.  1856. 


Ymar 

Cash 
Assets 

Unearned 

Net  Cash 
Surplus 

Cash 

Total 
Income 

IxiSBCfl 

Paid 

Aetumed 
to  Fyh'n 

Expenses 

Total  Ex- 
penditures 

LoSMi 

Incoired 

1914 
1913 
1912 

$194360 
183345 
174.997 

$85350 
78,181 
74.578 

$106,966 

103383 

98,855 

$60324 
54.459 
52,165 

$69304 
62328 
60,926 

$22,751 
14,059 
19.004 

$18308 
19348 
18,721 

$18,413 
10.073 
15348 

$59,472 
49379 
53.1841 

$22,751 
14,575 
19,437 

Ambtb,  Dae.  81. 1914. 


LuBfums.  Dae.  31, 1914. 


Mortgage  loans... 
Bonds  and  stocks. 

Cash 

Agents' balanoss.. 
Other 


Total 


$11305 

144300 

31.985 

4368 

2357 


unpaid.. 
Unearaed  prems 
Other  liabffities. 


$2,036 

85350 

999 


Total  liabUities...      $88,685 
Surphis 105.965 


$194,550       Total $194350 


Net  amount  of  meoftbecs'  liability.  Dec.  31,  $168,160;  undei^ 
writing  profit,  $11,442;  inTertment  profit,  $9340. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$10,946342;  premiuma  therson,  $166,088. 

BUSINESS  SINCE  ORGANIZATION:  Ftadums  leeeiyed. 
$1397,416;  hMses  paid,  $546,871;  dividendi  declared,  cash,  $418,- 
106. 

MORTQAQE  LOANS:  There  are  10  loans,  amounting  to 
$11306,  on  property  worth  $30,000.  There  was  no  interest 
past  due  on  December  31,  last.  The  company  holds  $16,000 
usDiance  on  the  bualdings. 


BONDS  AND  STOCKS  OWNED: 
B0MS8. 


Cammonwealth  of  Mass. 

Cy.  of  Boston 

Cy.  of  Brockton 

Cy.  of  Oambridge 

Cy.  of  Detroit 

Cy.  of  Fort  Worth 

Cy.ofMedford 

Qr.  of  Newton 

Cy.  of  Los  Angeles 


Market 
Vafaie. 

$4,400 
4320 
4.600 
1,900 
1.960 
4300 
3,000 
2,790 
5,060 


Boms  AMD  SiiMJiis  Owmm.— Coal. 
Bonne.— Ceai. 


Cy.  of  Omaha,  Neb 

Salt  Lake  Cy 

Town  of  Uxfaridge 

Boston  &  Albany  R.R 

Boston  Elevated  RJl 

Boston  &  Me.  R.R 

Chi.,  Bur.  k  Quiney  R.R 

ChL  Jc.  k  Umon  Stk.  Yds.  RJt. 

Chi.  k  Nwn.  By 

Concord  &  Montreal  RJt 

Fitohburs  R.R 

Flint  k  Fere  Marquette  RJt. . . . 

IlLCentRy 

^mn  A  Boston  RJl 

N.  Y.  C. »  H.  R.  R.R 

N.  Y.  N.  H.  A  H.  R.R 

Old  Colony  R.R 

Pa.  RJl 

Princeton  k  Nwn.  Ry 

Rockland  k  Abington  St.  Ry. . .. 

Terminal  RJft.  Assn.,  St  L 

IVenton  Passenger  By 

West  End  St  Ry 

Worcester  Cs.  St  Ry 

Amer.  TL  A  Tg 


Stock 


Nat  Bk.  Stk. 


Market 

Vahie. 

$5,100 
4,900 
9.600 
5^ 
4,700 

10^660 
2360 
2.480 
6340 
7.310 
2.760 
90D 
3.000 
3300 
5.500 
2.010 
3.480 
2.000 
2,760 
1,000 
2.000 
2.260 
5300 
4.000 
8,900 


2,770 


Totals $144,500 

TERRITORY:    Tlie  company  operates  only  in  Mass. 


ACTON  AND  GENESEE  MUTUAL  FIRE  INSURANCE  COMPANY, 

Atwater,  Minn. 

President,  0.  J.  Qilbertson;  Secretary,  F.  C.  Peterson.  Atwater,  Minn.    Organised.  1884. 


YlAft 

Cash 
AseeU 

Unearned 
Pkemiums 

Net  Cash 
Surplus 

Cash 

Total 
Income 

Loams 
Paid 

Returned 
to  Fyh'n 

Expenses 

Total  Ex- 
penditures 

LOSM 

Ineoned 

1014 
1913 

$22,206 
20,983 
17.787 

$22,183 

20311 
17,468 

$9301 
8.177 

7317 

$18,171 

8,177 
7317 

$5380 

3311 
0.116 

$1397 
1371 
1315 

$7,127 

4.982 

10382 

$5,482 

3.611 
9382 

1912 

Rre  risb  in  foree,  December  31,  $4,771,790.  I   noa^ts.    Allbusinesstransaetedby  the  execntive  board,  which 

MISCELLANEOUS:  This  is  a  mutual  company  and  employs  I   consists  of  the  prssident  secretary  and  trsBMrsr,  Andrew  FTygsn- 


ADDISON  FARMERS  MUTUAL  INSURANCE  COMPANY,  Addison.  111. 

Prendent,  A.  L.  Qlos;  Secretary,  Otto  A.  Fisher,    dganiaed.  1855. 


YmUL 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surphis 

Cash 
Premiums 

Total 
Income 

Losses 

Paid 

Returned 
to  Pyh'rs 

Expensss 

Total  Ex- 
penditures 

IxiSBCfl 

1914 

$81,169 
79311 
83,810 

$27,015 
22335 
20333 

$64,154 

56376 
63,477 

$13,128 
14,448 

10328 

$17,905 
17,629 
14313 

$10311 

19335 

6,693 

$4314 
3.949 
4,073 

$16,725 
10.766 

$10311 

19385 

6.693 

1913 

1912 

ASSETS,  DEC.  81.  1914:  Real  estate,  $904;  mortgage  k)uis, 
$66,600:  collateral  loai»,  $400;  cash,  $4354;  agentTbalancea, 
$7370;  mtesest  and  renta,  $841;  total  assets,  $81,169.  Liabilities: 
unssned  prems.,  $27,015. 

RISKS  AND  PREMIUMS:  lire  risks  in  force,  December  31, 
$6330,145;  premianM  thenon.  $60,93L 


REAL  ESTATE  OWNED:    Conists  of  17  a«es  of  land  ia 
CookCo.,IlL 

MORTQAQE  LOANS:    There  are  81  kwM  anoontiK  to 
$66,600;  mainly  on  farm  property  situated  m  Du  Psce  andOook 
Counties.  111.,  yahied  at  $131,000.    There  was  no 
doe  on  Dec  31,  last    The  comnany  hoMs  amnle 
the  mortgaged  i;aiMinff.       '""•-^  «— «*- 


REPORTS    OF    I 


;    INSURANCE    COMPANIES. 


ALLIANCE  CO-OPERATIVE  INSURANCE  COMPANY,  Topeta,  Kan. 

PmiMat,  W.  B.  Outha;  BeintUT,  £.  BMoa.    Onuwd  IBtS. 


Tiu 

iT:.  r^r:: 

aUa 

FnoumH 

lawme 

Fiid 

.,„•„ 

1  Total  &. 

^ 

Is 

tM.SSB 

•B 

t3,18( 

l»,18«l          ««8<l 

in: 

AaaETS.DEC.Sl,  1914:  Ratlatula, tl.«0a;iiiartmn1u», 
KUa;  budt  ud  >tock>,  13,000:  cuh.  H.Hl:  ignta*  btluus, 
t)87;iDls«iiulnBU,ll,GSB;taUl>Ml(,tS!J)18.  LiibilitiH: 
L«B  mewl].  tSOO:  oUh  Lishilitia.  11  ,S34 ;  total  BcUEtiM.  tl  ,SSi. 

PnhiD  Sdlei.  Dee.  31.  t38,M). 

KlSESANDFEEUItHS:  nnri^infixsa,  Dwaoberai, 
IIIJMJU:  pmoiiiiu  thencn,  tSa.iai. 

BOSIHESa  BIKCE  ORGANIZATION:  Pncdiziia  noand, 
MW.080;  loea  pud,  lm,U4;  drrideufa  d«du«d,  cull.  1938; 


na  •KKotiiig  H8/ 
■  hv  fint-dut  U 


UORTOAOB  LOANS:    TI««B«4glr 
protaeted  br  bnn  jnuuiLi,  toflither  wit 

pnqiertiee  Teloed  ■■  S2S.MJ.    Ilien  «u.  _„ 

iu  oD  DeMOibv  SI,  iMt.    CoBiiiuyluldi  t33,179  Dibi 

TERRITORY  COVERED:    Kuw  only. 


AMERICAN  MUTUAL  FIRE  INSURANCE  COMPANY,  Providence,  R.  I. 


Fn.UB.(.  Job.  B.  Frww. 

e«»t«7. 

Tbeo.  F.  Bsgert.    Onubed.  18TT. 

Tui. 

Cd 

SSS 

NMCwh 
Soiplue 

Cuh 

i^^ 

Fiid 

b>  Fjhr. 

BUKH. 

Total  Ei- 

is 

1113 

•K 

12S 

tMl.lU 

a7B,ssi 

(u.4ia 

3ID,0M 

ts 

IS 

si 

WIJ« 

W.M1 

Una,  Dk  II.  IRH. 


uSabS^.'. 


Total  M 


»i6,40» 


t,  Dn.  31.  t3.lt 

•mac  ^oAt,  UlT.Wli  iaratiKiit  tnOt,  tJOMl 

RISiG  AND  FREUtUHS:  Fm  riaka  b  fane 
»USl,9«t:  muoui  Uunoa.  )S»,080. 

BCSIHiSB  SINCE  ORQAHIZATION.  Ptm 
r,ua,7(r7;  fa«M  p^  tljn,MS;  diTidnk  d 

ii.Me^4a. 

BONDS  OWNED: 

U.a,r«,I9M,*% 

SttttlCl.,  1»S9,  M% 

Stale  a.  I,  IIMB.  »I% , 

ii™.  TL  A  Tt.  ITT.  o.,  IW3, 4*%. 
C  U.  *  SL  fT^.,  ct.  <..  1S31. 4< 
"  "irCSgTniniwM.lOlB.Sfo..,. 
t'.,  N.  H.  *  H.  rX  d..  s..  1113. 


(.41%... 


b.lV.ev.c..  IBIB.  4' 


Clni.tRtw.R.R,. 


BoHM  in>  Stocu  OwmD.— Cnl. 


C-bi.,  Mil.4rit.P.RT..p iljat 

cy„s;..  p,M.*o^ O.100 


PtEJtt 

8o.Pm 

Bo.  F*o.  Co.  Mf.  int. . 

9A%t:,::::. 

ITb.  P«.  R.K.,  p 

FnvideDeeOuCo.., 


BmpuT,  tonttii 
a.  Rhode  I^od 


MISCELLANEOUS:  Thia  i 
priae,  Mumrectoren.  MeohuU 

Fin  IiiaanEuia  Compuiia,  it 

It  openUs  In  tbe  Dnhed  Suite  ud  Cnude. 
rrer  leripd  on  jnHcyholdrn 


and  Stale  Mutual 


D,  OUn..  P.  I..  P.  R./'lei.,  tlUh,'VMi."and  *to.  " 


ANTHRACITE  MUTUAL  FIRE  INSURANCE  COMPANY,  Shamokin,  Pa. 

PnBdant,  E.G.  ShIb:  SetnlwT.  W.  J.  Wot,    Orsuiied,  1S91. 


Itu 

IM.         Unaped 

"^r  1  ftSL 

l^ 

Lons     1    Retuined 
P«d         10  P'jh'r. 

1  Total  Ei- 

Incumd 

tWMi         tiw 

Wlmgl            lilSi 

1i 

tJ 

mi        ■«• 

S     'IS 

WIS 

14.777             1.W 

141 

238 


REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


ANTHRACITE  MUTUAL  FIRE  INSURANCE  COMPANY,  Shamokin.  FsL.'-CofUinued. 


ASSETS,  DEC.  81.  1014:  Bondfl  ud  ttookB,  $15,876;  oaah. 
$814;  interart,  155;  Unum.  S2300;  total  aawtB,  $10,045.  liabUi- 
ti«:    Unearned  preme.,  $1,505. 

RISES  AND  PREMIUldS:  FSre  liakB  in  foroe,  December  31, 
$1,037,240:  pramiome  thereon.  $4,820. 


BUSINESS  SINCE  ORGANIZATION: 
$32,625;  looes  pMd,  $20,567. 


Premiums  received, 


BONDS  OWNED: 

P.  &  R.  By.,  PL.  1045 

Colo.  Sprinsi  «  Cripple  Cr.. . 

Japanen  Gk>vt,  be 

Bethlehem  Steel 

Biff.  &  Loan.  stk..  Sfauunokin. 

Interborougfa  R.  T 

Attbam  Siale  Brick 

American  TeL  &  Tg 


Totab 

TERRITORY  COVERED:  Shamokin.?^ 


Par 

Maiket 

Yahie. 

Value. 

$3,000 

$2,708 

1.000 

1.016 

1,000 

000 

1.000 

000 

5.700 

5.700 

1.000 

967 

3.500 

8,500 

100 

96 

$16,300 

$15,876 

ARKWRIGHT  MUTUAL  FIRE  INSURANCE  COMPANY,  Boston,  Mass. 

Pndlsnt  R  W.  Tapinui;  Vns-Pregleat  ui  Saatetv/,  D.  V.  Butlett.    Oifuised,  ISdO. 


YlAB 

Cash 
Aaets 

Uneaaied 
Fnmrame 

Net  Caah 
Suiphia 

Net 
Premiums 

Total 
Inoome 

Losses 
Pkid 

Returned 
to  P'yh'n 

Etzpeoses 

Total  Ex- 
penditures 

Incuired 

1914 
1913 
1912 

$1,708,497 
2.089.273 
2.159.483 

$1,125,956 
1,181.945 
1,109.464 

|l| 

$1,185,382 

U20,780 
1.724.484 

$1,278,288 
1,406.643 
1.807,878 

$655,151 

220,169 

67329 

$849303 
1,070323 
1.520  166 

$110368 
157,446 
124.919 

$1.684322 
1,447,938 
1.712.914 

$699395 

229.477 

66.515 

Aaavn,  Die.  31. 1014.  LuBiunia.  Dae.  31 ,  1014. 

Bonds  and  stocks...  $1342350   Loseesunpaid $12,000 

07300    Unearned jpnms....    1.125.056 

42315    Other  liabi&ties 7300 

21,623  

Total  liabilitieB . . .  $1,145,456 
Surphis 558.041 


Gash 

Agents'  balanoia. 

Interest 


Total 


$1,073,407       Total $1,703,407 


Net  amount  of  memben'  liabffity.  Dee.  31,  $11310,042;  under^ 
irritinc  profit,  $478,186;  investment  profit,  $100,624. 

RISKS  AND  PREMIUMS:  Fire  risks  in  foree,  Deoember  31, 
$817.685382;  pnminn»  thereon,  $2362.006. 

BUSINESS  SINCE  ORGANIZATION:  Prvmums  received, 
$88,728,620;  Umm  paid,  $4,135,688;  dividends  declared,  $26317, 
543. 

Market 
BONDS  OWNED:  Vahie.         Vahie. 

Boston,  198»-45.3i% 

Cambrid«,1920,3i% 

Lowell,  IWO.  4% 

Mass..  Commonirealth  of,  1929-40, 3%.. 

New  YoriL  1955, 4% 

Atch..  T.lb  S.  Fe.  1962, 41% 

Bos.  A  Alb.  R.R.,  1952. 3(% 

Bos.  &  Alb.  RJL,  1933-34.  4% 

Bos.  El.  R.R,  1937,  4*% 

Bos.  A  EL  RJU,  1935, 4% 

Bos.  &  EL  RJL.  1941.4}% 

Bos.  &  LoweU  RJL,  1932,  4% 

Bos.  k  Me.  RJL,  1942, 4%. 


Bonds  Owmo.— Coitf. 


Bos.  &  Me.  RJL.  1944,  4i  /c.  ■ 
C.  &  B.  A  Q.  R.R..  1949,31% 


/C- 


$80,000 

$75,000 

25,000 

24350 

20,000 

20.000 

100,000 

84,000 

50.000 

40300 

50.000 

40.000 

50.000 

41.000 

75300 

70,000 

20.000 

18.400 

50.000 

43,000 

25.000 

22.750 

55.000 

51,700 

50.000 

32,000 

25,000 

17350 

50,000 

42300 

C.&B.AQ.RJL,1058.4% 

C.  M.  &  St.  P.  RJL,  1034. 4% . . . . 
C.  ft  Mont.  R.R.,  CB.  m.,  1030, 4%. 

DeL  A  Hud.,  1043. 4% 

Erie  &  Pitts.  RJL.  1040, 3i% ..... . 

Fitehburg  RR..  1028. 4% 

L.  S.  &  Mieh.  So..  1097.  3i% 

L.  &  ft  Mueh.  So..  1031,  4% 

New  Eng.  R.R..  1945. 4% 

N.  Y.  C.  k  H..  1997-98, 3i% 

N.  Y.,  N.  H.  i  a,  1947, 34% 

N.  Y.,  N.  a  A  H.,  1954. 4% 

N.Y.,P.&N..1989,4% 

Nor.  k  Wor.  R.IL.  1927,  4% 

OM  Cokmy  R.R.  Co.,  1938. 4%. . . . 
Ore.  Wash.  RJL  Nav..  1961,  4%. . . 

P*.  Co..  1931, 4% 

P.  k  0.  RJL,  1928. 4}% 

West  End  St.  Ry.,  1932,  4% 

Amer.  TL  ft  Tg.,  1929, 4% 

Mass.  Gas.  1981. 4|% 

N.Y.TL.  1989.4}% 


Pw 

Market 

Vahie. 

Vahis. 

$25,000 

$23,500 

50.000 

46.000 

25,000 

24.000 

25,000 

34300 

25,000 

21300 

50,000 

45.000 

50,000 

43.000 

25300 

2S300 

30,000 

28300 

115,000 

08.250 

50,000 

85.000 

80,000 

72.000 

50.000 

47300 

50,000 

46300 

40.000 

36.400 

50,000 

44300 

20.000 

19,000 

25.000 

24300 

45,000 

40.950 

75,000 

66,750 

75.000 

71,250 

35.000 

24300 

Totals  (book  vahie.  $1.687,606) $1,730,000     $1342350 


MISCELLANEOUS:  Company  gperatce  in  Me..  Mass..  R.  I.. 
Mich..  N.  Y..  N.  H..  N.  C.  PljL  GL  and  Wm. 

DIRECTORS:  Roland  W.  Toppan,  George  W.  WImcI- 
wright,  Franklin  W.  Hobbs.  Edward  Lovering,  D.  WendeD 
Bartlett.  M.  F.  WestovvrFUIlip  Y.  DeNormsadie.  Natiinmd 
Stevens,  C.  Minot  WeU.  R.  P.  SneDing.  T.  A.  Rnssdl.  Walter  B. 
Nye. 


ASHLAND  MUTUAL  FIRE  INSURANCE  COMPANY,  Ashland,  Pa. 

Pftsident,  J.  D.  MeConneD;  Secretary,  S.  Frank  WiUiams.    Organised,  1878. 


YlAB 

Caah 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
P^ 

Returned 
to  Pyh'is 

Expenses 

Total  Ex- 
penditures 

Inoomd 

1914 

$48,195 
46.304 
45.674 

$48,196 
46304 
45,674 

$1,237 

1.000 

832 

$8327 
2.797 
4325 

1219 

$662 

624 

1.542 

$881 

624 

2,180 

1219 

1913 

1912 

62i 

$18 

m 

ASSETS.  DEC.  81, 1014:    Bonds  and  stodrn.  $37,541;  ooOateral 
$3,060;  eash.  17.604;  total  assets.  $48,105.    No  liabilities. 

Fire  risks  in  foree.  Deoember  31.  $383,480. 


BONDS  AND  ETTOCKS  OWNED. 

BOIIDB. 


Erie 

JttMuiese 

T,kR,K.VL....////////.........,.. 

B.AO.R.R 

JMiison  El.  lUum 

Mhigb  Valley  R.R. 


Par 

Vahie. 

$400 
6,000 
5.000 
11.000 
4.000 
1.000 
5.000 


Market 
Vahie. 

$400 
4360 
4.400 
10330 
3370 
1.000 
4.413 


Bonds  amd  Stooes  OwifSD.*-Coii(. 
Bonds.— <7oiU. 

A.T.&S.F.Ry 

Northera  Paeifie 


Stocu. 

Citiaens  Saving  k  Loan. . 
M.  k  L.  Sav.  k  Loan — 
Tenqwrary  k)ans. 


Pfer 
Vahw. 

Market 

Vahie. 

$2,000 

3,000 

$1300 

1.785 

«  •  •  • 
«  •  •  « 

8350 

5,073 
1300 
3360 

Totals. 


$39,450       $40301 
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ATLANTIC  MUTUAL  FIRE  INSURANCE  COMPANY  OF  PHILA- 
DELPHIA. Philadelphia,  Pa. 

Frarident,  Fredflridc  A.  Dotroes;  Secretory,  Geoi«e  C.  Hopaon.    Orgaobed,  1905. 


GMh 
TiiR     Aaeti 

Unearned 
Ftwniniw 

Net  Cash 
Surplua 

Cash 
Pramrains 

Total 
Income 

LoflMB 

Paid 

Returned 
to  Fyh'rt 

ExpeoMB 

Total  Ex- 
penditorea 

Loeaet 
Incurred 

1914 
1913 
1912 

$66,250 
81,190 
70,335 

$33,332 

41,761 
37.715 

$31,141 

38.763 
82,138 

$47,642 
73,277 
64.787 

$50,319 
76,0U 
67,211 

$12,981 

5.388 

26,557 

$48,353 
45^6 
32,238 

$7,976 
8,707 
9.833 

$64,810 
59.431 
68,628 

$14,398 

5.702 

26.194 

iasRS,  Dec.  31. 1914. 

Beadi  and  itoeks. . .  $52,950 

Cuh 8.668 

A«en(a'  bahneea. . . .  3,622 

laterert  and  rents....  1,010 


LzABiLinu,  Dec.  31. 1914. 

Loases  unpaid $1,746 

Unearned  prema ....        33,282 
Other  liabiUtiea.....  130 


Total  Uabifitiea. 
SurphiB 


$35,108 
81,142 


Total 


$66,250       Total $66,250 


Net  amonnt  of  memben'  liabifity,  Deo.  81,  $332,317;  under- 
vritinK  pnfitf  $34,004;  UTeetmeDt  profit.  $1,727. 

RISES  AND  PREMIUMS:    Ftferiakainforoe.Deoember  31, 
$3,891,107:  premiums  thereon.  $66,463. 

BUSINGS  SINCE  ORGANIZATION:    Premhmia  leedTed, 
SU3,374;loaae8pAid,$105,004;retaniedtopo]i«yfaoldcn.$297.296  . 

Market 
Vahie. 

$3,650 

4,900 


BONDS  OWNED: 

Mobile  k  Birm.  RJl.,  4% 

Norf.*8o.RJt,5% 


BoHsa  OwwB>.--CoiU. 

Mo.,  Kan.  ft  Tex.  R.R.,  5% 

Wua.-8alem  Southbound,  4% 

Kan.  C^r..  Ft.  Seott  ft  Minn.,  r..  4% . . 
St.  P.  ft  Kan.  Cy.  Short  Line,  4H%  ■  • 

Brunswick  ft  W.  RJl..  4% 

A..  T.  ft  S.  Fe  R Jl.|  r..  4  /o 

St.  L..  So.  Wea..  r..  5% 

St.  L.  ft  San  Fran.  R.R.,  4% 

Riohmond-Waah.  Co..  4% 

Ches.  ft  Ohio  Ry.,  5% 

R.I..Aric.ftU.Ry..4H% 


Market 
Vabe. 

$4,600 
4.350 
8.650 
8.800 
4.700 
4.550 
3.500 
1.000 
4.750 
5.350 
4.150 


Total. 


$62,960 


MISCELLANEOUS:  This  company  (which  was  foimflriy  styled 
the  Cotton  Seed  Craahers  Mutual  Asauraace  Company),  tofether 
with  the  Kayatone  Mutual  Fire.  Manton  Mutual  Fire.  National 
Mutual  AsBuraaes  and  Sonthani  Stotea  Mutual  Fire  Insuranea 
Companiea.  ia  under  the  aama  managenent.  Tha  company  ia 
lioenaed  in  Fa.  and  S.  C. 


ATLANTIC  MUTUAL  (MARINE)  INSURANCE  COMPANY,  New  York.l 

FNadcnt,  Conwliii.  EUett;  Sacntatr,  0.  Stiatoa  FkqnUaoM.  dpidMd,  Mtt. 


TiAl 

Gash 
Asaela 

Uneamed 
Pnmiums 

Outatanfing 
CrturfPtofit 

Caah 
Pkwniumfl 

Total 
Income 

Pkid 

Returned 
toPyh'rs 

ExpensM 

Total  Ex- 

Losaei 
Incurred 

1914 
1913 
1912 
1911 

$16,120,748 
15,121402 
15.900.6S4 
15,632,682 

•960.648 
598,880 
719.401 
670,331 

$6,980,260 
7,238.990 
7.290.180 
7.399.510 

$4,346,817 
2.812.326 
8.238.414 
2.881,514 

$6,078,098 
3,521.853 
3,943.741 
3,936,126 

$1,639,332 

1,236,545 

1,8«2.841 

969.531 

*$1,735,319 
*1.623.050 
•1.620,848 
•1,616,189 

$796,468 
900.415 
810.221 

1858.929 

$4,173,119 
8,760.010 
8.798.910 
8.434,599 

$2,003,676 

959.011 

1.183.909 

911,018 

•IWtoseriphdldeia.      { Inebdea  $20,536  kxa  on  ledger 

Abbb,  Dm.  31, 1914.  Luaiunas,  Dm.  81. 1914. 

Bealcalate $4,888,700   Loaaea unpaid $2,004,061 

BoodaaDdatoeks...    6,074.669  UneanadjDrans. . . .      960,543 

LoaaacBateamer...         70JOO0   Other  fiabOitiea 792.798 

QHk 2,?yfl.ft$ff  

BUb  reeJor  pnoa. .     1,710.756  Total  fiabiUtiea. . .  $3,757,402 

latarat  and  rente-.         64348    Ctfa.  of  profits 6.980,260 


With  iotyign  bankers      149,250   Surphis 5,383,066 

TotalMaets $16,120,748       Total $16,120,748 


profit,  $1,306,806;  nuTeafanent  profit,  $644,915. 
BISKS  AND  PREMIUMS:    Marine  and  inland  rkks  in  force. 


Dr.  31,  $171,472,M7;  prcBuuiM  thereon,  $060,648. 

BUSINESS  SINGE  ORGANIZATION:  IVemiuma  reeeiTBd, 
9348.277,430;    hisaea   paid,   $127,132,688;    diridends   dedarad. 

■sip.  $9o^iaia 

RIAL  ESTATE  OWNED:  Comprisea  the  compim^a  home 
oBae  boHdiiw,  a  modcro  oillea  airucture  cofcring  14,000  square 
fcet  at  WaO  and  William  sts.  and  Esehange  place.  New  York, 
tbt  book  Tafaw  of  which  is  $4,299,426  (esnied  at  $4,750.000)4md 
deck  property  in  Stotcn  Uand,  N.  Y.  (book  Tahia.  $75,000)  car- 
ried at  $&700l 


BONDS  AND  STOCKS  OWNED: 

BORDS. 

U.S.  Gov.,  1026, 4% 

N.7.eLiiBpL.lM9.87e 

N.Y.m.  1,1967,8% 

N.T.e.nBp.,1068,3% 

N.Y.C.,c8^1910,8i% 

N.Y.C^epiatk.,  1968,3}% 

AtL  Coast  Uae,  g.  1  ea.  m.,  1952,  4%. . 
Bklrn.  A  M.  RJL,  g.  2  m.,  1938,  5% . . 
C.B.  ft  an.  Div.,  1  m.,  1949.  4%.-- 

G.M.&8LP.Ry.,1918,5% 

IM.ftHad^g.eT.d.,1916.4% 

t^ff  If- «•'«•**- ^•28,4% 

L  8. 4  M.  80.2.,  1981, 4% 

N.  Y.  C.  ft  H.  R.  RJL.  g.  d.,  1934. 4%. 


J 


Par 
Vahie. 

$200,000 

300.000 

150.000 

50.000 

600.000 

500,000 

65,000 

75.000 

150,000 

50.000 

24,000 

200.000 

100,000 

150.000 


Marlcet 
Value. 

$222,000 

297,000 

148,500 

49,500 

594.000 

440,000 

51,700 

78,000 

142,500 

49.600 

23,760 

188,000 

94,000 

135,000 


and  $34,959  deorBaae  by  adjuatmant  in  book  value  of  ledger  aaaeta. 

Bomw  AND  Siocxa  Owmbd.— Coal.  Pte  Market 

Bonds.— Caai.  Vahia.         Vahie. 

N.  Y.  C.  ft  St  L.,  g.  a.  f.,  1937, 4% 

No.  Pac.,Ot.No.C.B.ft  Q.coLtr.,  1921,4% 

R.  A  S.  R.R..  1921,  7% 

St.  P.  ,M.  A  M.  P.,  g.,  1940, 4% 

Weat  Shore  R.R.,  1  m.,  2361. 4% 

Maritnne  AaBn.Pt.N.Y.,  2  m.,  1924, 5%. 

IVov.  Sec  50  yr.  g.  d,  1967,  4% 

P.  S.  ep.  of  N.  J.,  2  yr.  coL  g..  1916.  5% 
Ril^tB  to  aufaa,  Cb.  Gaa  Co.,N.Y..lMO,  6% 

Stocks. 

ChL  k  Nwn.  ILR 

Del.  k  Hudson 

D.  L.  ftW.  R.R 


Gt.  No.  Ry.,p 

liu^wanna  RJL.  N.  J.,  gr- 


Monia  k  jsaaex,  gr 

N.  Y.  C.&H.  r:r.r. 

N.  Y.  L.  k  W..  gr 

No.Pte.Ry 

PeDnR.R 

Amer.  Exoh.  Nat.  Bk 

Bk.  of  Amer 

Bk.ofN.Y 

Bk.  of  Manhattan  ca 

Market  k  Fulton  Nat.  Bk. . . . 
Meoh.  ft  Metab  Nat  Bk ...... 

Merefaaata  Nat.  Bk 

Metropolitaa  Tr.  Co 

Nat.  Bk.  of  Commerce,  N.  Y. . 

U.  S.  Mtfln.  &  Tr.  Co 

Aa  Sbfe  l)eposit  Co 

Cb.  GasofNTY 

D.,  L.  &  W.,  coal 

Gt.  No.  Iron  Ore  Prop 

Underwritera  Salvage 

West  India  k  Panama  Tg.  Co. 


$100,000 

$96,000 

150.000 

146,500 

50.000 

60,000 

96,969 

87,272 

200,000 

186.000 

5.000 

2,750 

100.000 

68.000 

100.000 

100.000 

22,000 

880 

160.000 

212300 

70.000 

103.600 

150,000 

601300 

85,000 

43,400 

36300 

84348 

20.000 

34300 

900,000 

180,000 

50,000 

58,000 

32,000 

35320 

363.000 

402.930 

90.000 

187,200 

60,000 

280,000 

100,000 

379,000 

18.000 

57.780 

83.300 

83.250 

85.000 

209.100 

70,150 

123.464 

80,500 

305.900 

80,500 

135340 

10,000 

40,600 

27,800 

27,800 

88,000 

113320 

22.500 

63.000 

25.000 

8.000 

1.000 

1.500 

24.300 

3.645 

Totals  OxMk  vahie.  $6.120.484) $5328.819    $6,974,659 


TTkaaaacts 
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REPORTS    OF    FIRE   INSURANCE   COMPANIES. 


ATLANTIC  MUTUAL  (MARINE)   INSURANCE  COMPANY,  New  York.-'ConUnued, 


TRUSTEES:  John  N.  Beaoh,  Emot  C.  BlisB,  Qwm  C. 
Gla^  John  Claflin.  Clevebiid  R  Dodge^  Cbndius  EMflrt,  Raehvd 
H.  Bwart,  FhilipA.  S.  Franklin,  Herbert  L.  OriggB,  Anson  W. 
Hard,  Tho8.  H.  Hnbbard,  Lewia  Caas  Ledyard,  Charles  D.  Lev* 
eridi.  George  H.  Maojr,  Nwholas  F.  Fafaner,  Henry  Ptvish,  Adolph 
Pavenstedt,  Chas.  M.  Pratt,  Dallas  B.  Pratt,  A.  A.  Raven,  John 


J.  RUcer.  Douglas  Robinson,  Wm.  Sloaoe,  Loom  Stem.  Wiffiaas 
A.  Street,  Qeonn  E.  Tnnuire,  Jas.  H.  Post.  Wm.  J.  Sdiioffeim, 
Riehard  H.  WUfiams,  Wm.  H.  Lefferts,  &  T.  Hubbsrd,  Edmnnd 
L.  Baylies,  Nkholas  Biddle.Charles  A  Peabodyt  Samuel  Sloan,  and 
James  Brown. 


ATTLEBOROUGH  MUTUAL  FIRE  INSURANCE  COMPANY, 

Attleborough,  Mass. 

Prerident,  Mark  E.  Rowe;  Secretary,  James  S.  Palmer.    Ogaoiaad,  1844. 


YiAn 

Csflh 
AaeU 

Unowned 
ProQiimos 

Net  Cash 
SorpluB 

Cash 
Premiums 

Total 
Inoome 

Losses 
Paid 

Returned 
to  Fyh'rs 

EsQWiaes 

Total  Ex- 
penditures 

L0SB« 

1914 
1913 
191S 

$34,295 
35,807 
35.158 

$21,081 
22.067 
23.078 

$10320 

10.207 

8.058 

$15,934 
10,853 
10.590 

$17,584 
18,511 
23.507 

$4,705 

4,357 

23.330 

$7,489 
7.523 
8.907 

$0,447 
0,100 
8,107 

$18,701 
18,040 
40.404 

$5,407 

4,330 

22.700 

Asane,  Die.  81, 1914. 

rtgage  loans 

Bonds  and  stocks.... 


Mortgage  k)ans $14,075    Losses  unpaid $2,205 

~     "  7.420    Unearned  pren 


Gash. 

Agents*  balances.. 

Interest 


LiABiunM,  Dso.  31, 1914. 

$2,2( 
21,081 


10,083    Other  liabifities. 
1.288 

239       Total  liabifities... 
Surplus 


$23,975 
10,320 


TVital 


$34,295       Total $34,295 


^Undarwiitlng  profit,  $0,225;  investment  profit,  $1,085. 

RISES  AND  PREMIUMS:    lire  risks  in  foroe,  December  31. 
$2,223,341;  premiums  theraon,  $43,804. 


BUSINESS  SINCE  ORGANIZATION:  Premhmis  reeebed, 
$200,097;  loeses  paid,  $186,011;  dividends  declared,  cash,  $28,297. 

MORTGAGED  LOANS:  There  are  11  loans  aggrecatmg 
$14,075  on  property  vahied  at  $184,000  and  on  whioh  there  is  but 
$21  of  interest  past  due.  The  oompany  holds  $19,300  of  ixMunuwa 
on  the  mortgaged  buildin0k 

BONDS  OWNED:  These  items,  whioh  aggr^ste  $8,000  pv 
value  and  $7,420  market  value^are  made  up  m  the  toDowms 
securities:  Northampton  El.  Lt..  Plymouth  ELLt,  Arlrngton  Gaa 
Lt,  Metropolitan  St.  R  R.,  Bridgewater  Whitman,  Rockland  St. 
RR.,  United  Fruit  Co.  and  Hereford  R.  R. 


AUTOMOBILE  MUTUAL  INSURANCE  COMPANY  OF  AMERICA, 

Providence,  R.  I. 

Prendent,  A.  T.  Vigneron;  Secretary,  Frank  M.  Barber.    Organised.  1907. 


YiAn 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 

Total 
Inoome 

Loeses 
Paid 

Returned 
to  Fyh'rs 

Expenses 

Total  Ex- 
penditures 

Incurred 

1914 
1913 
1912 

$310,104 
251,297 
199,107 

$90,508 
81,023 
09312 

$221518 
100,222 
120.221 

$179,430 
100,048 
137.502 

$195,714 
171,507 
145,253 

$29,210 
22,317 
27.350 

$73,190 
50,070 
41,201 

$32,817 
24,008 
23,570 

$184,723 

102395 

92,187 

$28301 

22307 
27.225 

Assna,  Die.  31, 1914. 


LiABiumB,  Dae.  31, 1914. 


Bonds  and  stocks. 

Cash 

Agents' balanoes.. 

Interest 

Other 


Total 


$254325 

52,793 

3,983 

1303 

3,200 


unpaid. . . 
Unearned  prems. 
Other  liabilities.. 


$1,225 

90,508 

2,853 


Total  liabilities. 
Surplus 


$94,040 
221.518 


$310,104       Total....: $310,104 


Underwriting  profit.  $113,079;  inTcstment  profit,  $12307. 

RISKS  AND  PREMIUMS:    Fire  risks  in  force,  December  31. 
$7,232,850;  prenuums  theieon,  $181,130. 

BUSINESS  SINCE  ORQANIZATION:    Premiums  receiTcd, 
$759,410;  krases  paid,  $127331;  dividends  declared,  cash,  $230,528. 

BONDS  AND  STOCKS  OWNED: 
BoiroB. 

U.  S.  Gk)v.  4e.,  1925 

B.  &  0.  R.  R,  ov.,  4i% 

Portland  Ry.  Lt.  k  pow.,  1  r.,  5% 

Amer.  Tl.  A  Tg.,  col.,  47o 

Amer.  Tl.  A  Tg.,  cv.,  4i% 

Cleve.  El.  111.,  1,  6% 

Gn.El.,d.,  6% 

Pawtucket  El.,  cs..  5% 

So.  Cal.  Edison,  en.,  5% 

Uuon  El.  Lt.  &  row.,  r.  A  ex.,  5'^o 

CoQsumers  Pow.,  1  A  r.,  5% 

East  Ohio  Gas,  15% 

R.  L  St.,  1904, 4% 

Indianapolis  Lt.  &  Ht.,  1940,  5% 

Wooosocket  El.  Mach.  &  Ft.,  1943,  ik% 

Detroit  &  Sub.  Gas,  1928.  5% 

Portland  Gas  &  Coke,  1940,  5% 


Par 

Market 

Vahie. 

Value. 

$10,000 

$11,100 

1,500 

1,3S0 

5,000 

4.000 

10.000 

8.900 

2,000 

1,980 

5,000 

5,100 

5.000 

5.300 

3.000 

2.940 

5,000 

4,700 

5,000 

4,750 

5.000 

4,700 

5.000 

4.900 

1.000 

1.000 

5.000 

5.000 

5,000 

4000 

5.000 

4.650 

5.000 

4.850 

Bonds  ard  Stocu  Owran.— Cent. 
Stockb. 


A.,  T.  &  8.  Fe  Ry.,  p 

B.  ftO.  RRCo 

Gt.No.Ry.,p 

111.  Central  RR 

N.  Y.,  N.  H.  &  H.  R.R 

No.  Pac.  R.R 

Pa.R.R 

Tunnel  RR  of  St.  L 

Union  Pao.  R.R 

Newport  ft  Fall  River  St.  Ry. . 

St.  Louis  Bg.,  1  p 

American  Tl.  &  Tg 

Blaokstone  Valley  Gas  ft  El.,  p. 

Narragansett  El.  Lt,  d 

Providence  Gss 

ConsumerB  Pow.,  p 

U.  8.  Steel  Cp.,  p 

Washburn  Wire,  p 

B.  ft  0.  RJl.,  p 

Providence  Tl 

Naira^aosett  £1.,  Ltd 

Phoenix  Nat.  Bk.,  Proviienoe . . 


Par 

MnrkM 

Yahw. 

YnliM. 

$10,000 

$10300 

12300 

10,947 

10300 

13yS02 

10,000 

11,200 

10300 

6300 

10.000 

11,100 

*^»2S2 

12310 

700 

784 

10.000 

12,800 

5.000 

5300 

700 

770 

10.000 

12300 

5,000 

5350 

7,500 

12,750 

7300 

14.700 

5,000 

4.700 

5,000 

5300 

5,000 

5.750 

1,200 

072 

1,600 

3,000 

2,500 

3,750 

5,000 

ir.ioo 

Totals $228,700       $254325 


DIRECTORS:  C.  Preeoott  Knight,  Arthur  L.  KeUey,  Prank 
N.  Phillips,  Louis  W.  Downes,  Albert  H.  Sayles.  A.  T.  Yigoeton. 
C.  C.  Hanch,  Chas.  A.  Russell,  Archer  J.  Smith,  Henry  S.  Chaae, 
Cyrus  P.  Brown. 

TERRITORY  COVERED:  The  company  covers  insuraooe  in 
the  U.  S.  and  Canada  but  employs  no  agents. 


REPORTS    OF    FIRE    INSURANCE    COMPANIES, 


BALTIMORE  EQUITABLE  SOCIETY  OF  BALTIMORE,  MD., 
Baltimore,  Md.t 
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REPORTS   OF    FIRE   INSURANCE    COMPANIES. 


BALTIMORE  MUTUAL   FIRE  INSURANCE  COMPANY,  Baltimore,  Md.--Con/. 


AflBRB,  Dm.  81, 1914. 


LuBniBM,  Dbc.  81, 1914. 


Real  estate 

Bonds  tad  stookB. 

Caafa 

Agents'  balances.. 
Interest 


$18,975 

186,730 

11.028 

6,107 

1,656 


Losses  wmaid 
Uneaneapra 
Other  Babmtii 


Total  liabilities. 
Surplus 


$1,241 

103,545 

16,500 

$121,286 
53,210 


Totalaasets $174,496       Total $174,496 


Net  amount  of  memben'  liability,  Dee.  31,  $1,008,541;  under- 
wiiting  profit,  $175,277;  investmeDt  profit,  $3,445. 

RISES  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$28,221,377;  premioms  thereon,  $200,448. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
13,224.953;  losM  paid,  $490,291;  dividends  deolarod,  $2,238,403. 

REAL  ESTATE  OWNED:  Conasto  of  tot  23  ft.  by  124  ft. 
and  the  company's  l-etory  office  building  erected  thereon.  Total 
rente  received  last  year,  $1,701;  taxes  and  wpwwes.  $1,484. 

BONDS  AND  STOCKS  OWNED: 
Bonds. 

State  Md.,  pub.  Um.,  1919-14.  3}%. . . . 

State  Md.,  state  r£.,  1926-21, 3|% 

State  Md.,  state  loan,  1927-22. 4% 

Batto.,  Hartford  Run..  1920,  4% 

Baited  Western  Md.  RJL,  1925. 4%.... 

Batto.,  wat  loan,  1926. 4% 

Balto.,  WcsteimMd.  RJL,  1927.  3i%. . . 


Par 

Market 

Vahw. 

Value. 

$4,000 

$3,900 

15.000 

14,250 

15,000 

15,000 

3,000 

2,085 

4,000 

8,960 

1.000 

090 

5.000 

4,025 

BOHIW  AMD  SXOCKB  OWNBD. — CwL 

Boinw— CoiU. 

Batto.,*.  imp..  1980.31% 

Mobile,  Ala.,  wat.  wks.  k  k.,  1939.  4i% 
Lake  Roland  El.  Rj.  Balto..  1  m.,1942,5% 
United  Rys.  &  EI.  Balto.,  f.,  1936,  5%. . 


Stookb. 


C8.CoaI. 


Par 
Value. 

$65,000 
10,000 
5.000 
3,000 


20,000 


Market 

Vafaie. 

$55450 
9.850 
5,275 
2.655 


18300 


Totals  Oxwk  value,  $150.000) $150,000     *$186,040 


*  SeeuritieB  as  per  company's  valuations;  the  item  in 
based  on  insurance  department  vahiatikws. 

MISCELLANEOUS:  The  laws  of  Msxyland  do  not  require  a 
ronsuranoe  i«iiei»e  of  mutual  fire  insurance  companies.  The 
Baltimore  Mutual,  however,  rrocNls  50  per  cent  ci  ita  annnal 
premiums  in  force  and  no  rata  for  all  term  risks  ss  an  unearned 
premium  liability,  thereby  showing  that  amount  less  in  ito  surplus 
to  policyholders.  Ito  1913  and  1914  nil  veil  ars  compoteri  ac- 
cording to  New  Yoric  law. 

DIRECTORS:  John  M.  Oeer,  A.  H.  Twiehell,  B.  B.  Qoawtt. 
H.  A.  ligon,  W. S.  Montgomery ^David L.  Luke,  G.  E. Falconer, 
J.  Edwin  Myersj  Henry  S.  ZelL  Wm.  H.  Orafflin.  R.  J.  Holfii»- 
worth,  Summerndd  Baldwin,  Jr.,  Robert  D.  Ho^pns,  Wm.  K. 
Cromwell,  Ernst  Sehmieaseo,  Ftederiek  P.  Stieff,  Eli  Oppenheim, 
Wm.  H.  PurceD,  J.  G.  Pk>nk. 

TERRITORY  COVERED:  The  company  is  licensed  in  Md., 
Mich.,  N.  Y..  N.  C.  S.  C.  and  Wis. 


BARNSTABLE  COUNTY  MUTUAL  FIRE  INSURANCE  COMPANY. 

Yarmouthport,  Mass. 

PNsident,  Alphonao  L.  Weeks;  Secretacy,  John  H.  Clark.    Organised,  1838. 


Ybab 

Cadi 
Asseto 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cadi 
Ihemiums 

Total 
Income 

Losses 
Pkid 

Returned 
to  Fyh'rs 

WTpenww 

Total  Ex- 
penditures 

Incurred 

1914 
1913 
1912 

$158,835 
154,393 
158,002 

$72,069 
70.481 
71.674 

$85,746 
80,678 
85379 

$48,227 
45.034 
45,326 

$56,483 
52,201 
53.646 

$16,850 

11,418 

9.382 

$24,672 
22.454 
23.284 

$10306 
10,307 
10,004 

$52329 
44.179 
42370 

$17350 

11308 

9,181 

Ambtb.  Dae.  81, 1914.  LuBiLnms,  Dae.  31, 1914. 

Realestato $1,000    Lossesunpaid $1,000 

Bonds  and  stoeks...       147,034  Unearned  prems....        72.089 

Cash 8,996  

Interest  and  rents...          1305  Total  liabiUties. . .       $73,089 

Surphis 85.746 

TotalasMts $158,835       Total $158,835 


Underwriting  profit,  $21305;  invastoient  profit,  $8,182. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$8,403,386;  premiums  thereon,  $145,667. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$1,476,735;  losses  paid.  $409,882;  dividends  declared,  cash.  $893,- 
660. 

REAL  ESTATE  OWNED:  Consists  of  office  building  carried 
at  book  yalue. 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

SUte  of  Mass.,  1935, 3)% 

Waltham,  Mass.,  1918, 44% 

Yarmouth,  Mass.,  1915.  5% 

Yarmouth,  Mass..  1915. 4% 

Yannouth.  Mass..  1915.  5% 

Yarmouth,  Mass.,  1916. 5% 

Atch.,  T.  ft  8.  F.  RJl..  1995,  4% 

Boston  ft  Me.  R.R..  1942.  4 
Boston  ft  Me. 


Par 
Value. 


Market 
Value. 


R.R„1937,4%; 


Chi.,  B.  ft  Q.  R.R..  1949, 3i<  0 
~     ftE.Ill.R.R..  1934,  6%. 
ftNwn.R.R.,  1926,4%. 


Chi 
Chi. 
ConooKi  ft  Mont  R.R..  1920,  4%.. . 

Fitohburg  R.R.,  1915.  4% 

lU.  Cent  R.R.,  1950.  4% 

Lake  Shore  ft  M.  S.  R.R.,  1928.  4% 
Lake  Shore  ft  M.  S.  R.R.,  1931.  4% 

Lynn  ft  Boston  R.R..  1924,  5% 

N.  Y..N.H.  ft  H.,  1954,4% 

N.  Y.,  N.  H.  ft  H.  R.R.,  1966.  3^%. 
N.  Y.,  N.  H.  ft  H,  R.R.,  1948.  6%.. 


$1,000 

$980 

1.000 

1,010 

500 

500 

1.000 

1,000 

2.000 

2.000 

1300 

1315 

1.000 

960 

9.000 

5,760 

3,000 

1,980 

1,000 

850 

1,000 

1.020 

5,000 

4.800 

3,000 

2.880 

4,000 

4,000 

2.000 

1.840 

8,000 

7,520 

1.000 

940 

1.000 

1.030 

10,000 

9.000 

1,500 

1,020 

1.000 

1,060 

Bonds  a.nd  Stocks  Owttwst.-^oni. 
Bonds.— Cor(. 

N.  Y.  Cent.  RJl..  1998. 3§% 

Ore.  Short  Line  RJl..  1946,  5% 

Portland  ft  Ogdensburg  R.R.,  1928. 4|% 

Boston  Elev.  St.  R.R.,  1937, 4^% 

ChL  Rys.,  1927,  5% 

Omaha  ft  Coundl  Bluffs,  1928, 5% 

West  End  St,  1917,  4% 

West  End  St,  1944,  5% 

Woroester  Con  St,  1930,  4^% 

Worcester  Con  St.  1927,  5% 

Amer.  Agric.  Chem.,  1928.  5% 

Amer.  Tl..  1929,  4% 

Chi.  Jc.  ft  U.  S.  Yards.  1915,  5% 

Uconia  Gas  ft  El.,  1940,  5% 

Puget  Sd.  Tc.  Lt  ft  Pow..  1919,  6%. . . . 

Swift  ft  Co.,  1944, 5% 

Terminal  RJl.  Assn.,  St  L..  1939,  4|%. 

United  Fruit  1917,  6% 

United  Tc.  ft  El.,  1933,  5% 

Western  TL,  1932, 5% 

Stocks. 

Chi.ftNwn.R.R 

N.  Y.,  N.  H.  ft  H.  R.R 

Old  Cok>ny  R.R 

Un.  Pac.  R.R.,  c 

Un.  Pac.  R.R.,  p 

West  End  St  R.R.,  p 

West  End  St.  R.R.,  c 

Fahnouth  Nat.  Bk 

Ist  Nat.  Bk.,  Hyannis 

Ist  Nat  Bk.,  Boston 

1st  Nat.  Bk.,  Yarmouth 

Mchts.  Nat  Bk..  Boston 

Nat  Shawmut  Bk.,  Boston 

Mass.  R.  E 


Par 

Value. 

$1,000 
1.000 
3,000 
1.000 
1,000 
2,000 
8,000 
3.000 
6,000 
4,000 
4.000 
4,000 
2,000 
4300 
2,000 
2.000 
3.000 
2,000 
5.000 
4.000 

1.200 
2.400 
7.000 
1,000 
3.000 

800 
1.000 
1.500 
1,000 
1,000 
1.100 

900 
1.000 
1.700 
5,000 


I       Totila 

I       TERRITORY  COVERED:    Maas.  on^ 


Market 
Value. 

$770 
1.080 
2.940 
020 
990 
1.040 
2.040 
3.120 
5.700 
4.000 
4,040 
3300 
2.000 
3.960 
2,020 
1.920 
3.000 
2.030 
5.000 
3390 


$145,100       $147,034 


REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


BERKSHIRE    MUTUAL  FIRE    INSURANCE   COMPANY, 
Fittsfield,  Mass. 


I^iiidBt.  Bbtt  R.  Fanm;   yia-FrwInt  ud  TrwuRr,  I.  U 

8l««->n; 

Tui     AkM 

Om^^ 

Tof] 

Pud 

RatoFud 
toPji,'« 

Vvmmt 

T«MIE>- 
pnditm 

■Si 

11  Is 

tlSOJll 

« 

W.181 

"u^Ti 

%K.m 

137,011 

tl».90l 

M.BI 

s 

S.D1C3I.  I>ll. 

bui tI],Kn 

iKocki...       1M.I80    Umnud pRmi. 

ia,aa  otiwr  Gitiffitis. 

iluna. . . .         16,117 


Lutiuno.  Die.  31 
IM.lio    Umnud  pr 


UORTCAOE  LOAN:  ThnHguIiiuof  til  jOOoa 
nkicd  It  tlB^StO.  ud  on  of  (1.000  00 
ThtmpuTluldi  112^401  gf  in 


J.  r.,  neeul,  1824,  «(%...., 
— _ — u,  N.yi,  rd.  imp,  lK&4.i% 

Lra  Utia.,K.  Idu,  1BI8,4% 

Kn  Bairanl,  Dob.  bid..  Iinn,  3}%. . . . . 


siiRL  Uk.  V.  lou.  iss-i,  })%.■■■  1/no 

Uai,l.biK.>.  Iciu,  lStS.(% Ijm 

1)uIiilUh&,«.  low,  1V17.  4%....  EWO 

Boi.*Aib,««3.S% E.OOO 

B.  tO-H.  b..  i<ns.M% S.OOO 

BwAlfiiie.  l»44,  «% S,IX» 

CbL.  BdH.  a  Q.,  IlL  Dr.,  1«40,  U%.  S.OOO 

Cki,  a.  I.  A  he  I  r.  DL,  m*.  i%.  <i.<m 


Bom*  uiD  Snoa  Owhid.— Cini. 


C,St,P..H.40,,1130.S%.... 

Cmfld.  4  Turn.  FUI>  8t.S7.,  IMUt.  t% 
Mo.  Miiu  Seaport  R.  R..  I  m..  1(86, 1% 

PorllMiiiTiD..19S1.4'T, 

St.  P.  1  Kdui  Cy.  R.£,  1  m..  ISlt,  0% 
trmiBd  To.  A  E3„  Pror,.  1  m..  IMS,  t%-  ■ 

Vaaoal  Vil.  R.  R..  1S40.  4(%. 

WoroBler  Cs.  Ht.  Ry,  d..  lOT,  8%.. 

.4duai  Enirea.  mi.  Ir..  1947.4% 

Aro.Tl.ftl'B.,iaM,4t% 

AiiKT.  Tl.  t  Tg..  col.  tf.,  Ifl3(,  4%... 
Hii,^l,am[,in  L,  fl  4  P,  J  r.  m..  I»U.  S% 

B.  A  Op 


N.  t.  ci'H.  R '.".'.*.■;;"; 

PsUBfLvUliA........ 

AgrieuHonl  Nmt.  Bk.,  Pittddd.  Mw.. 

[%it  NM.  Bl^  AduEK,  tbn. 

Loa  NU.  Bk.,  Uw 


PitHfltJd  Nit.  Bk.,  illM. 

Third  Nil.  Bk..  Kttrfdd.  Mia... 
Adult  Eipraa 


ToUli  (book  nhie,  COiSEl) llBi.lWO      IIW.1B0 


MISCRLLANE0U8;  .. 
HJOO;  Bdu.  I«'4,  66,000. 
FIELD  MEN  AND  TERRTTORT  COVERED: 


,  Pittddd,  Uim.  u  ucul  igeol  for  i 


BLACKSTONE  MUTUAL  FIRE  INSURANCE  COMPANY, 
Providence,  R.  I. 


IMd«tud 

Tmmnr.V 

.8.  MoBm 

"-'-*'aiffa'^"-"™^ 

l«iM«t  BMnUry.  Hontd  L  laa. 

tJSS. 

PTBdi.™ 

Net  Cuh 
Sopha 

PnJu™ 

Total 

Pud 

RettiriHd 
to  Pyh'n 

B,™ 

sas 

liSSd 

»lt    61,I3«,7S7 

112    imwo 

«MT,311 

in  .UK 

64U,8» 

67I2.4S7 
7M.7B3 

«|;g 

7a!7w 
»a.no6 

7a!l,489 

taoMOi 

07,140 

in.!ta7 

.  _. .■•■  iBbittW,  Dw.  31,  l«,I46,40«;  u 

It  infit.  6US  J03^  iamtmiint  mfit.  136,029. 
-S  AND  PREMIUMS:    F^  riaka  in 
IIt7Jt4.«H:  Smmam,  tlunon.  6I,3?e.0M. 

Bcauraa  since  organization; 

lU.4SI,M7i  k«a  puid.  tl.839,0SS:  diridi 
BOHDBAJ 


!•  declutd,  i 


1  ffTOCKS  OWNED: 


c.g.aoT.,i«,isi 

KWdtlSSk^ 


WlttrtDwB  LI.  A  P}ir„  cp.,  IK9.  i%. 

Alhuy  A  Sot.  R.R 

fioHihCngkR,R 

CuKliBo.Ry 

Or.  A  Sua.  tut 

^AErmRJL,Bq.li.elf - 

Oii..  UiL  A  3t.  P.  Ry..  p 

Clii„MiLAai,P,Ry.,c., 

Chi.ANwD.Rr 

C.  C,  C,  A  3t- L.  Ry.,  p 

"    "    "  -"■  L.Ry.,c 


21.S<0 
12,  ISO 
24.S0O 


C,  C,  C.  A3t, 
C.4P.R.R... 


n-RJt,. 


iT.R.R.ji. 
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BLACKSTONB  MUTUAL  FIRE  INSURANCE  COMPANY,  Providence,  R.  l.—Cont. 


B0IID6  AAD  SlOOKB  OwnZD. — CofU. 

Stookb.— Con4. 


Qt.  No.  Ry.,  p 

Hereford  By 

IIL  Oeatrml  R.R 

m.  Geoinl  R.Rm  1.  linflB 

Joliet  &  ChL  R.R 

iMdnwaoiut  RJt,  N.  J 

Biahoning  Cottl  RJft.,  p 

lilaiihattaii  Ry 

M.,  St.  P.  &  &a  M.  Ry.,  L  fines. 

Morrie  &  Ebbsz  R  Jt 

N.Y..L.AW.Ry 

No.  Pae.  Ry 

Pli.RJ* 

P.,  B.  &  Ii.  S.  RJL,  p 

P.,  B.  V  li.  £.  R.R.,  0. 

P.,Pt.W.AC.Rli 

SSn  B  O.  uJ(( 


Fftr 
Vftloe. 

$26,000 
15300 
42300 
40,000 
20.000 
35.000 
5.600 
25,000 
20,000 
20,000 
40.000 
20,000 
71,500 
10,000 
25.000 
24300 
17300 


Market 
Vahie. 

$81,000 
7300 
47,OiO 
34,000 
27,000 
33,600 
5.66S 
33,250 
16,200 
34,200 
46,400 
22300 
70365 
12300 
15300 
40.180 
31.500 


Boros  AND  Stocu  OwmD.— Cont. 
Stockb. — Cont. 


8t.L.Bg.,lp 

8t.L.Bg.,2p 

Upper  OooB  RJR 

Am.Tl.&  Tg.3oetoii,Ma«B. 
Q.AStk.Tg.Co.rN.Y.. 
FkoT.  Big.,  R.  I 


Par 
Vahie. 

$15300 

15300, 

5.000 

28,000 

5,000 

25,000 


Market 
Vabe. 

$153)0 

7.050 

6,460 

84,440 

hJXO 

18.780 


Totals  (book  vahie.  $1.138345) $1,011,170   $1,057^ 


MISCELLANEOUS:  Figures  on  Rhode  Island  rtandanL 

DIRECTORS:  Cbaries  H.  Merriman,  Georae  M.  Saatb, 
0.  Fresoott  Knight.  Royal  C.  Taft,  Jr.,  William  B.  McBee,  Charies 
H.  MemmanTJr.,  Arthur  L.  Kelley,  Lewis  W.  Parker,  Heuy  L 
Tiffany.  Charles  E.  Patterson,  Geo.  H.  Wilooz,  Sir  Lymaa  M. 
Jones,  H.  A.  Higs^,  Chas.  H.  NeweU. 


BOHEMIAN  MUTUAL  FIRE  INSURANCE  COMPANY.  Chicago,  HI. 


Ftesident,J<>hnF.U]la:8e(vetary,awlavKlima.    Organised,  1006 

. 

TB4B 

Cash 
Assets 

Unearned 
xVemiuiBs 

Net  Cash 
Sinphis 

Cash 

Total 

Losses         Returned 
Fkid         toPyh'is 

Expenses 

Total  Ex-  1     LoBBCB 
pendituree  \  Ineoned 

1014 

$16,756 

$5,505 

$11,151 

4308 

$5,042 

$65           $1,600 

$1,776 

$3.5311             W 

Abbrb,  Dm.  81, 1014.  LuBXLnna,  Die.  31, 1014. 

Mortgageloaoi $15,700   Unearned jprems....        $5,506 

Oaah 587    Other liabimies....  100 

Agents' halanees. . .  128  _.i_-_i— 

Intcrast  and  rents...  346       Total  liabilities...        $5,605 

Sorpfais 11,151 


Total 


$16,756       Total $16,756 


Net  amount  of  memben'  liafaifity.  Dee.  31,  $86,000.    Undei^ 
initiitg  profit,  $1386;  investment  profit,  $864. 


RISKS  AND  PREMIUMS:  Fin  risks  in  foree,  Deeember  31. 
$675,825;  premiums  thereon,  $0382. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  reoeind, 
$30348;  losses  paid,  $2,687;  dividends  deekred,  cash,  $3,675. 

MORTGAGE  LOANS:  Thero  are  12  loans  aD  loeated  ia  the 
town  of  West  Chieago.  Dl.,  aggregating  $15,700  on  property  nlwd 
at  $68,500  on  which  the  oompany  holds  $33,800  of  InsoiaBoe.  Ok 
Dee.  81,  last,  there  was  $42  of  interest  overdue. 

TERRITORY  COVERED:    Dl-ooly. 


BOHEMIAN  KOSSUTH  MUTUAL  FIRE  INSURANCE  CO.,  Kossuth,  Wis. 

President,  Mates  Weber;  Seoretary.  Adolph  Skarievoda,  Whitelaw.  Wis.    Organised,  1871. 


Yn4B 

Cash 
Asseto 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Inoome 

Losses 
Paid 

Returned 
to  Pyh'rs 

Expenses 

Total  Ex- 
penditurea 

Ineuired 

1014 

$47,168 

43311 
41332 

$47,168 
43311 
41331 

$11,368 
8.438 
7308 

$13,164 

10,142 

0,140 

$8,260 
6,100 
8,073 

$538 
1351 
1.325 

$0307 

7,060 

10,208 

W» 

1013 

t^m 

1012 

8.973 

ASSETS,  DEC.  31, 1014:    Mortgage  loans,  $47,000;  cash,  $168;    I   Fire  risks  in  foree,  December  31,  $4,088,634. 
total  assets,  $47,168.    No  liabiUOes.  I  Losses  paid  since  organisation.  $102,113. 


BOSTON  MANUFACTURERS  MUTUAL  FIRE  INSURANCE  COMPANY, 

Boston,  Mass. 

Fkesident,  Joseph  P.  Gray;  Vioe-PMndcnt  and  Engbeer,  L.  H.  Eunhardt;  Seeretary,  H.  Dwigbt  Hall;  Treasurer,  John  B.  Seward. 

Organised,  1850. 


YniLB 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Net 
premiums 

Total 
Income 

Losses 
Pkid 

Returned 
to  Fyh'is 

Expenses 

Total  Ex- 
penditures 

LOSM* 

Ineozred 

1014 
1013 
1012 

$2,444361 
2,560373 
2,722.000 

$1,401360 
1,486307 
1,408,405 

$681,066 
1.048,718 
1383,133 

$1309,740 
1,723378 
2317,000 

$1316360 
1.835.124 
2326.481 

$828360 

301,063 

83,700 

$1,123307 
1.424,154 
1,046312 

$136,078 
161,720 
170,600 

$2,068,044 
1386346 
2300,703 

$883,062 

310.504 

87,664 

I,  Dbo.  81, 1014.  lAABiLiniB,  Dk.  31, 1014. 

Bonds $2300,440  Lossesmmaid $12384 

Cash 42340  Uneamednems....    1,401360 

Outstanding  prems..        51,404  Bills  payable 337,034 

Interest 87301  Other  liabUitieB 11,627 


Total  liabilities. 
Surplus 


$1,763,505 
667,780 


Total 


$2,431,204       Total $2,431,204 


Net  amount  of  memben'  Hafaility.  Dee.  31.  $14.011316;  under- 
writing profit,  $625,111;  investanent  profit,  $120,624. 


RISKS  AND  PREMIUMS:  Fire  riaks  fai  fotee,  Deeember  31, 
$802,776,078;  premiums  thereon,  $2,808363. 

BUSINESS  SINCE  ORGANIZATION:  Pkeminms  reeeived. 
$45,048,806;  toeees  paid,  $6387.648;  diridends  deelared,  $35.- 
934;013. 


BONDS  OWNED: 

Commonwealth  of  Mass.,  1035-38, 31%. 
Commonwealth  of  Mass.,  1027-41-80, 3% 

N.  Y.  eanal  L,  1061, 4% 

N.  Y.  hgwy.  imp.,  1063.  4}% 50;000 

Bos.  ^Albany  R  Jl..  1052, 3i% 50,000 


Par 

Vahie. 

$200,000 

100,000 

50,000 


Market 

Vahe. 
$185,650 
86,100 
51300 
65.000 
41.000 
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BOSTON  MANUFACTURERS  MUTUAL  FIRE  INS.  CO..  Boston,  Uslss.—CohL 


BosoB  Ownm.—CcuL 

B«.*ASaB7R^,1903.3% 

BortoB  HerTST.,  1937, 4|%- 

Boi.  *  LovdllLR.,  1910. 4% 

Bob.  ft  Me.  R.R.,  1944.41% 

Boi.  *  Me.  RJl.,  1920,4% 

Bai.ft  N.  T.  Airline,  1955,  4%. . . 
Centnl  New  Ei«.  Ry..  1901.  4%. . . 
C,  B.  k  Q.  RJL,  PL  m..  1958,  4% 


m.1 


C^  M.  ft  St  P.  R  JR..  d.,  1834. 4% 

C.  M.  ft  St.  P.  RJL,  gn.  m.,  1989.  i%. . 

ChL  ft  Nwn.  Ry.,  on.  m.,  1987. 4% 

CliLftW.Ind.BLR!ri952,4% 

Cooeord  ft  Mont.  RJL,  1920, 4% 

Del  ft  Hod.,  r.  m.,  1943,  4% 

Dd..  ft  Hud,  er..  1910, 4% 

Dct  Tm.  Ton.  L  ft  guar..  1901,  4|%. . 

DntefacB  Co.  RJU.  1940, 4)% 

Ktehbarg  BJL,  1921,  8i% 

IL  C.  RX  ooL  tr.,  1962,4% 

DL  C.  RJL,  r.  m.,  1955,  4% 

L  L  R.R.,  r.  m..  1949,  4% 

MJeh.  C.  RJL,  1  m..  Gd.Rv.,1959.  4%  . 
Mieh.  C.  R.R..1  mJ.ft  No.Ind..l957.4% 

yLM  N.  W.  RJl.,  1947,  4% 

}i.rJCA  EJL  RJL.  d..  1934.  47o.  •  •  • 
N.T.C.  ft  HJL.  L.  Sh.,  1998, 3i% 


Ptf 

Value. 

800,000 
50,000 
50.000 
50.000 
50.000 
35.000 
30,000 
50,000 
25.000 
25,000 
40.000 
50.000 
25.000 
50.000 
30.000 
30.000 
42.000 
05.000 
30.000 
50,000 
50,000 
25.000 
50,000 
40,000 
80.000 
120,000 


Market 
Vahie. 

800.000 
40.000 
49,500 
44,500 
38,500 
30.100 
23.100 
47.000 
23.000 
24.000 
38.000 
42.000 
24.000 
49.000 
29.700 
27.900 
40.740 
59.800 
27.000 
40,000 
45,500 
21.250 
42,500 
30,800 
72,000 
93.000 


Bonds  Owtnm.—Cont. 

N.Y.,  N.HA  H.  RJl.,  1947,  8J% 

N.Y.,  N.  H.  ft  H.  RJl.,  or.,  1948,  0%. . 

N.Y.,  P.  AN. RJl.,  1989,4% 

N.  Y.,  W.  ft  B.  RR..  1940. 41% 

No.  FiM.  Ot.  N.  (C3.ft  Q.)  jt-.  1921. 4% 

OldCoIoiiy  RR,  1924-38.  4% 

Pa.  gr.,  1921, 44% 

Pa.  p.  tr.  ctf^  1952,  4% 

Pa.  R.R.  A.  Val.  Ry.,  1  m..  1942.  4%. . 

R..  W.  ft  0.  R.R^  1922,  5% 

St  P^M.  ft  M.  Ry.,  1933. 4% 

Tm.  Ry.  Aasn.,  St.  L.,  1953,  4% 

Un.  N.  J.  RRft  oanal,  1944. 4% 

West  Shore  RJL.  2301.  4% 

Amer.  Tl.  4  Tg.,  1929.  4% 

New  Eng.  Nav.  ool.  n.,  1917, 0% 


Par 

Market 

Value. 

Value. 

820,000 

814,000 

50.000 

53.000 

35,000 

83,250 

50.000 

85,000 

60.000 

48.600 

100,000 

93,000 

80,000 

30,000 

30.000 

27,900 

50.000 

48.500 

50.000 

62,600 

75.000 

74,250 

50.000 

44.000 

50.000 

49,600 

50,000 

40.500 

130,000 

115.700 

40.000 

38,000 

>      Totals  (book  value,  82,440.004) 82,512,000    82,800.440 

MISCELLANEOUS:  Company  suffered  no  lose  by  San  Ftan- 
oisco  eonflagratbn,  1900. 

DIRECTORS:  Frederic  Amory,  Howard  Stockton,  Jonathan 
Chace.  William  H.  Bent,  Arthur  T.  Lyman,  Simeon  B.  Chase. 
Theophihis  Parsons.  Edward  T.  Pierce,  Joseph  P.  Gray,  Edwin 
F.  Qreene,  Charles  B.  RogeiB.  FMerie  C.MeDuiBb,  William  Amovy . 


BREMEN  FARMERS  MUTUAL  INSURANCE  COMPANY,  Bremen,  Kan. 

President.  W.  Rabe:  Secretary.  Fred  H.  Pralle.    Organised.  1R88. 


TlAl 

Cadi 
Assets 

Unearned 
Premhims 

Net  Cash 
Sarphis 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'm 

Wrpenwii 

Total  Ex- 
penditures 

Losses 
Ineurred 

1914 

190,940 
29,284 
25.241 

$10,795 

9.942 

18.910 

820,145 
19.342 
10.146 

84^7 
5.582 
3.618 

15,880 
7,052 
4.S39 

82,644 
1,327 
1.113 

$1,580 
1.082 
1.121 

$4,224 
3,000 
2.234 

82.644 

1013 

1012 

, 

iSSETS,  DEC.  81,  1914:  Mortgife  kian^  $15,2foO;  cash, 
15,254;  notes  due,  82,960;  othar  assets,  etfs.  dt  deposit,  17,586. 
total  assets.  $30,940.    No  Enbifides. 

Rre  risb  in  forea.  December  81,  tl.966,579;  tornado  risks  in 
fores,  1743.078. 


MORTGAGE  LOANS:  There  are  6  loans  for  $15,200  pio- 
tacted  by  Kansas  improved  real  estate,  vahied  at  mora  than  doubla 
the  amount  loaned  tnareon. 

TERRITORY  COVERED:  Eaa.oii]y. 


BROWN    COUNTY    FARMERS    MUTUAL    INSURANCE   COMPANY, 

Morrill,  Kan. 

Frasident,  G.  W.  WiffiaBu;  Seoretaiy  G.  EepGnser.    Orfaaiaed,  1889. 

Da  Deeember  31.  1914,  company  had  $30,761  assets,  $16,100  REAL  ESTATE  OWNED:    The  company  owns  its  home  office 

of  viiich  "n«iM.*iH  of  mortmn  k)ans  on  first-chMs  property,  caab  boikfing  valued  at  $8,500. 

IU.161,  teal  catate.  «3 wTBaWIitiea,  $438;  net  sur^  mchid-  ^,^^^ .  ^»  r  ^ .  .t«     ™. 

n«  premium  rwerva,  830,322.  Dnrinc  the  year  it  raceiTed  824.688  MORTGAGE  LOANS:    There  are  6  k)ans  aggregating  816.100 

m  pranhuM;  total    ineomo.    826,3tM;   kases   paid.    $21,827;  on  Kansas  property  vahied  at  809,000. 
expcMB.  $9,012;  total  ezpcBiditoeB.  $30,839.     Fire  risks  in 

f<ne.  Dec  31,  1914,  811,668,661;^ 


BUCKS    COUNTY    CONTRIBUTIONSHIP    FOR    INSURING    HOUSES 
AND  OTHER  BUILDINGS  FROM  LOSS  BY  FIRE,  MorrisviUe,  Pa. 

President,  Thcnnas  C.  Knowles;  Secretary,  Wiffiam  Balderston.    Oncanised,  1811. 


Tafc& 

Caah 
Amete 

Unearned 
Prenuums 

Net  Cash 
Surplus 

Cash 
Pkemiuma 

Total 
Income 

Loeses 
P^ 

Returned 
to  Fyh'n 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

1114 
1»U 
1912 

$507,8U 
579,800 
547.602 

t809,232 

8528,080 
510,865 
478,238 

$6399 
6,204 
7,797 

$33,631 
33352 
84388 

$463 

2,882 

841 

$8,765 
5.867 
6338 

$16,884 
17,950 
15.868 

$463 

2,882 
841 

tDepositsof 

AsBBn,DK.31,1914. 

Mortgage  loau $409,066 

Bonds  and  slooka...  149386 

CoQalerallomM....  19,068 

CMh 10,118 

lotenst 9,669 


Total 


LuBiuraB,  Dae.  31.  1914. 
Pen>.  dep.  red 869,232 

TMalliabilities...      $69,282 
Surpfais 528.060 


....     8597312       Tota $597312 

Pttpetaalfixa  rides  in  force  Dec  31  $2,148,625. 

MORTGAGE  LOANS:  These  aggrente  $409,066,  and  are 
prateeled  by  improved  real  estate  in  Pennsylvania  vahied  in 
CMh  instaaee  at  men  than  double  the  anMunt  loaned. 


BONDS  AND  STOCKS  OWNED: 
BoRoa. 

TkentonCitv 

N.Y.4N.j;i»t. 

ClcBr8prii«.wat. 


Par 
Value. 

$6,160 
8.000 
5,000 


Market 
Value. 

r.ooo 

8.000 
5.100 


BoRDa  AHD  Stockb  Owmn.—Coal. 
BoNsa.— Coat 

Mnney,  wat. 

Canuueto,  wat. 

Citiaena,  wat 

Kearanea,  L.  &  R 

Yardley  Bridge 

Efiaabeth  River  R.R 

Doylestown,  sew 

Stoou. 

Penna.  R.R. 

Phila.  A  Trenton  R.R 

United  R.R.  of  N.J 

Mecbanics  Natl.  Bk 

First  Natl.  Bk 

Yardley  Natl.  Bk 

EsUte  of  Michael  Gibbon 


Pkr 
VahM. 
$2300 

5.000 
12.000 

1,000 
10.000 

5,000 

4,000 

18,150 
5.000 
5.000 
5,550 

11.160 

800 

3,000 


Markel 

Vahie. 
82,500 

5,000 
12,000 

1.000 
10.000 

5,000 

3,000 

19,965 
12.500 
12.500 
26.196 
18,315 
810 
3,000 


Totols  (book  value,  $104.104) $107,060      $149386 
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BURLINGTON  COUNTY  ASSOCIATION  FOR  INSURANCE, 

Medford,  N.  J. 

Prendent,  John  E.  Darndl;  Seerataiy.  Henry  P.  Thorn.    Organued.  1821. 


YlAR 

CMh 
Aneto 

Unearned 
Premiume 

Net  Cash 
Sorphia 

Cash 
Premiinns 

Total 
Inoome 

Loans 
Pud 

Returned 
to  P'yh'is 

Expenses 

Total  Ez- 
peaditotes 

Loam 

1014 

$7,720 
1.563 
8.785 

$38,034 
42,236 
46.250 

$-30338 
—41306 
—30,218 

$14,034 
6,402 
6,150 

$7,066 
12,222 
10.333 

$1,011 

057 

1.133 

$8,078 
13,170 
n.466 

$7,066 
11,532 

1013 

1012 

10^ 

—  Ezoess  of  liabilities. 

AsaiTB,  Dbc.  31, 1014.  LuBiums.  Dkc.  31, 1014. 

Caah $6321    Unearned  prems....      $38,034 

Balanoee 520    Other liabifitUs.....  533 

Otherassets 370  

Total  Uabilities...      $38367 
EzeesBofliab 30,838 


Totia 


$7,720       Total. 


$7,720 


RISES  AND  PREMIUMS:    Fire  risks  in  force,  December  31, 
$2,410,081;  premhims  thereon,  $76,068. 

MISCELLANEOUS:  This  oompaQy  takes  no  premiom  notes. 
Polieies  are  subject  to  assesBment.  bat  the  hw  doea  not  pcnoit 
one  aaBOBMnent  to  exceed  1%  of  the  amount  of  insoraaee. 
ment  in  1014  of  12^%  of  amount  of  jmaaam. 


BURLINGTON  MUTUAL  FIRE  INSURANCE  COMPANY,  BurUngton,  Vt4 

FNaidaDt,  Cbnamj  W.  Bromiell;  Seentary,  B.  W.  J.  Hawldiia.    OigaidHd,  lt07. 


YaikB 

Cash 
Assets 

Unearned 
Premiums 

Net  Caah 
Surphv 

Cash 
IVemiums 

Total 
Income 

Losses 
Psid 

Returned 
toFTh'is 

WTpenww 

Total  £x- 

1014 
1013 
1012 

$27,730 
22.406 
10,725 

$1,040 

1.602 

081 

$8,682 
*0,434 
•8,481 

$10,062 
13,777 
10.552 

$20,634 
23,062 
10,104 

$11,560 

8.505 

10,068 

t$700 

.     tTOO 

t700 

$4,623 

4,466 
8,218 

$16,882 
13.761 
13.086 

tl4,16I 

0.005 

10.068 

;  statements  as  of  July  31. 

AflBiTB,  JiniiT  31. 1014. 

Mortgage  loans $0,185 

10,026 


*  Includes  $10,000  guarantee  fund  paid  up.       f  Dividend  on  guarantee  fund. 


Cbak. 

Agents*  balanees. 
idue. 


1.486 
16.083 


LUBILRIM,  JVLT  31,  1014. 

unpaid $2,066 

1.040 

12,514 

1.868 

700 


Borrowed  money. 
Other  liabilhieB.. 
DiTB.ui4iaidL 


Total  liabilities. 
Smidus 


$10,007 
8.633 


Total  aawts $37,720       Total $37,730 

Net  anoant  of  memben*  liafaffity.  July  81.  $861,708. 


BUSINESS  SINCE  ORGANIZATION: 
$73,803;  loases  paid.  $44,818;  stoek,  $4,300. 

MORTQAGE  LOANS:  These  kwos  aggr«ate  $0485,  and  an 
protected  by  improved  real  estate  yahied  at  move  than  dooUs 
the  amount  loaned. 

MISCELLANEOUS:  This  company  was  chartered  by  the 
Vennont  State  k^islature  in  1006.  to  tiaoaaet  a  mutual  fiie  in- 
surance basinesB  with  a  guarantee  fund  of  $10,000,  and ' 
buflinessJunie  1.1007.    Operates  m  Vt  only. 


BUSINESS  MENS  MUTUAL  FIRE  INSURANCE  COMPANY, 

Towanda,  Pa. 


Ftaident,  J.  Andrew  Wilt;  Seeretary,  0.  T.  Ingham. 


1,1007. 


Tbjji 

Cash 
Assets 

Unearned 
Premiums 

Net  Gash 

Cash 
Premiums 

Total 
Income 

Losses 
Pkid 

Returned 
toP'yh'sr 

Expanses 

Total  Ex- 

Ineuiied 

1014 

$15,803 
13.801 
14,331 

$13,018 
13.751 
14,008 

$13,566 
0345 
7,431 

$13,138 

11,078 

8,945 

$5,750 
7,157 
5.408 

$254 
1,847 
1,145 

$5,500 
3,162 
2,020 

$11,504 

13.166 

0473 

$5,750 
7,157 
5406 

1018 

1013 

AflBiTB,  Dm.  81, 1014.  LuMuxna,  Dk.  81, 1014. 

ELR.R.bondB $7,000    Lossesnnpaid $3,175 

Otsh 6,068    Other liaSfitMB....  300 

AfSBto' balances....         1485  

Total  liabilities...        $2,375 
Snrphis 13,018 


Total 


$15,308       Total $15303 


RISKS  AND  PREMIUMS:    Fire  risks  in  force, 
$1358386;  premiums  thereoo,  $18326. 

LOSSES  PAID  SINCE  ORGANIZATION,  $38,165. 

MISCELLANEOUS:  The  company  opetatea  in  Pk.  o«|y. 


81 


CALUMET  MUTUAL  FIRE  INSURANCE  COMPANY,  Calumet,  Mich. 

IVesidnt,  John  R.  Ryan;  Secretary.  Ole  Olson.    Organised,  1006. 


Tbjji 

Cash 
Assets 

Unearned 
Premiums 

Net  Caah 
Suxphis 

Caah 
IVsmiumB 

TMal 
Income 

Losses 
Pkid 

Returned 
to  Fyh'n 

Expenses 

Totsi  Es- 
psodituros 

Incnmd 

1014 

$81,866 
36,173 
33373 

$31,866 
26,173 
22372 

$10,006 
0,651 
0,604 

$11318 
10345 
10,677 

$020 
1347 
1,382 

$1,806 
2.074 

$3,710 
3,484 
6,185 

$5336 

5356 
7317 

1013 

fno 

1337 

1013 

ASSETS.  MIC.  81,  1014:    Certificates  of  deposi^  f^'Sf^J}^  ^  J««.  W.W6:  bonds,  $10,000;  bills  iwwvable,  $2,000; 
$3341;  mtarsst,  $405;  uneoUeetad  premiums,  $126;  total,  $31,866. 

Fkt  nks  in  fona,  Deesmber  81,  $771,160. 
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CAMBRIDGE  MUTUAL  FIRE  INSURANCE  COMPANY,  Andover.  Mass. 

Pnrident.  Burton  S.  Flan;  Saoetery,  PVttderie  G.  Moore.    OigMaiied.  1833. 


TlAl 

Cbrii 

Unewned 
iTcmnmB 

NetCadt 
SurphiB 

Caih 
Premiuma 

Total 
IneooM 

LoBBea 
Pkid 

Retaraed 
to  Fyh'ia 

Wfpanwii 

Total  Ex- 
panditwwi 

Loaw 
Inoumd 

1014 

ins 

1912 

44.685 

45,766 

820,281 
26^27 
35.824 

818,682 
17.007 
14.213 

837,016 
24.116 
28.106 

830,187 
33.636 
32.420 

817,763 
12,537 
15,731 

83,600 

4.581 

2.677 

80.007 

17.571 

8.072 

27.380 

818,000 
12,587 
10.154 

Dk.  31, 1014. 


B«l( 

Boads  iod  itoclEi. 

Ciih 

Afeats'bahBeea.. 
lateral  iodranta. 


Total 


82,000 

86,060 

607 

4.105 

367 


LuBiLnxtt,  Die.  31, 1014. 

Loaaea  unpaid 8661 

TJoeanedprema....        20,281 
Other  fiabmtiM....  825 


Total  liabifitieB. 
Sorphia 


844300       Total. 


830,767 
13.682 

844300 


BUSINESB  SmCS  ORQANIZATION^  Frenuuma  receiTed, 
mOW9;  loMH  pud,  8065.750;  (KrideMk  declared,  eaah, 
I879JS38. 

Rm  ESTATE  OWNED:  Counts  of  6010  aq.  ft  land.  137 
Qifbrd  It,  and  on»-balf  of  a  2-atoi7  dvelfing  bouaai    Mortgage, 


12,000. 

BONDS  OWNED. 

AkzMLdib 

BkMiffB  Manor,  N.T 

CKvchuid,  Ohio 

KnnCitr.Mo 

Uoamiter.  Maai 

Maiiaoo,WiB 

IGhnokce,  Wis 


Par 
VahM. 
81,000 
1,000 
2.000 
2,000 
3,000 
2.000 
1.000 


Market 
Vahie. 
81.000 
1,011 
1,088 
2.020 
2.910 
2.000 
1.010 


BoHM  Owmn.— Coat 


Minneapolis,  Minn 

Omaha.  Neb 

San  Diego,  Cal 

San  F^uoaoo.  Gal 

Boston  &  Albany  R.R. 
Boston  ALoireUltR.. 
Chicago  &  Nwn.  R.  R. 

Chicago  Rya 

OM  Colony  R.R 

Am.  Ti.  4  Tg 

Det.  E<&onCo 


N.E.Tel.ATg,.... 
Portland  Qen.  EL  Go. 


Pkr 

Value. 

81.000 
2,000 
2,000 
2.000 
1.000 
2.000 
3.000 
1.000 
2.000 
2.000 
2,000 
3,000 
8.000 


Market 

Valne. 

8060 

1.080 

2,020 

2,040 

010 
1340 
1340 

070 
1.860 
1.720 
2,000 
8.000 
3,000 


Totals  (book  vahi^  886302) . 


887,000        836.860 


MISCELLANEOUS:  This  eompany  rsinsured  its  oatstanding 
policies  in  the  Royal  of  Liverpool  m  May.  1006,  aikd  in  1000  re- 
sumed bualness.  Conflagration  kMses:  Chelsea,  1008,  87O.00a 
Its  home  office  waa  moTed  from  Cambridge  in  1913.  Hie 
pany  operatea  in  Maas.  only. 


CAMPBELLSPORT  MUTUAL  FIRE  INS.  CO.,  CampbeUsport,  Wis. 

FMident,  0.  Q.  Heodrioka:  Seoretaiy.  H.  A.  Wmeke.    Organised,  1895. 


Tub 

ilawli 

Unearned 

MetCadh 
SuiphiB 

Cash 
PkeBDinma 

Total 
Income 

Losses 
Pfeid 

Returned 
to  Fyh'n 

Wrpenwii 

Total  Ex- 
penditures 

Losses 

1114 

889328 
31,675 
25300 

887,041 
29.675 
28,665 

828380 
28318 
27338 

830.735 
20.605 
39346 

88,974 
10,716 
16,672 

818,099 
12,088 
13.458 

833,073 
38366 
38.193 

88  974 

1118 

11.366 

1112 

17397 

A88BTB,DEC.31.1014:  Real  eatate,  86301;  mortgage  h»n«, 
m,660;  sMii,  89310;  ag^  bdaneea,  8040;  intanat  and  rents, 
l»2:  total  assets,  880338.    liaUlitiaB:  Loassa  nmwid.  81383. 

Kn  riaka  m  kcee,  Deeembcr  81,  84347364. 

BUSINBBB  SINCB  OBOANIZATION:  Inaoranee  written, 
04,115351;  loassa  pud,  8140,674. 


REAL  ESTATE  OWNED:  Company's  home  oflioe  building 
and  site. 

MORTOAOB  LOANS:  Tliaae  kMUii  agrwite  828,650  and  an 
proteeted  by  farm  prapsrty  Tsfaied  at  mufy  three  tinMs  the 
amoont  kMied.  Company  holda  88300  of  iaauranee  on  the 
buildings. 

T^KTORY  COVERED:  Vh-a^. 


CANTWELL  MUTUAL  INSURANCE  COMPANY.  Odessa,  Del. 

Freaident,  Daniel  W.  Corbit;  Secretary  and  Treasurer,  Joseph  G.  Brown.    Organised,  1840. 


Tbae 

Caah 
Aaaeta 

Umarned 
nenuuiuB 

Net  Cash 
Surplus 

Cash 
FtoDUums 

Total 
Inoome 

Loases 
Paid 

Returned 
to  Fyh'n 

EipeniSB 

Total  Ex- 
penditares 

Losses 
Incurred 

1914 

868,474 
50376 
60.170 

857,104 
57,711 
50310 

85378 
5313 

88,758 
10.401 

84,106 
3,186 

•       87354 
3310 

811.662 
10,401 

84,108 

1913 

84,106 

19121' 

lOonplete  atatiataes far  1012  not  reostrad. 

A88BTB,  DEC.  81, 1014:  Mortgage  kian,  820,000;  bonds  and 
rtocb,  837303;  other  assets,  8071;  total  assets,  858.474.  Lia^ 
bifitiei:  Bonowed  money,  81,904. 


MORTQAGE  LOANS:  Theee  kiani  aggregate  820,000  on  im- 
proTed  etty  and  farm  property,  yahied  at  double  the  amount 
loaned  theieon. 

TERRITORY  COVERED:  Del  only. 


CATSKILL  MOUNTAIN  FIRE  INSURANCE  COMPANY  OF  GREENE 

COUNTY,  GreenvUle,  N.   Y. 

President,  Riehard  Earl;  Secretary,  0.  C.  Stevens.    Organiaed,1907. 


TlAE 

Gbah 
Aaaeta 

1914 

883334 

16388 

Unearned 


87,160 
6366 


Net  Caah 
Surplus 

Cash 
Ftemiuma 

Total 
Inoome 

Loases 
Paid 

Returned 
toFhy'iB 

Tirpenaea 

Total  Ex- 
pendituree 

814,026 
9,655 

813,043 
9,787 

813.668 
10366 

83.689 
4.662 

88322 
8,175 

87311 
7.837 

Inourred 


A8BETB,  DEC.  81, 1914:  Gtd.  mortgage  loana,  81300;  booda 
ladBlocka.  811370;  shIi,  87,107:  agents^bdanees,  81.966;  interest, 
8M1:  total  assets,  822324.  UaSMm,  Dee.  31.  1914:  Losses 
vvsMi.  81318;  vneamed  pvems.,  87,160;  other  liaUlitiea.  820; 
told  liafailities.  88,196;  sorpha,  814,026;  total,  823334. 

Rn  nkB  in  fane,  Deeember  81. 81314,668;  piem  nma  thereon, 
817339  •     »-    »         _  ..    . 

BONDB  OWNED: 

SX;%.*^^Z'**'^« 

Ja.  By.  Bow.  Co.,  1934, 5% 

8p.PaLl955,4% 

0r.S.L,1929,4% 


Borne  OwmD.— Coal. 


lor. 


Pkr 

Market 

Value. 

Value. 

82,000 

82.020 

1.000 

020 

1,000 

020 

2.000 

1,840 

CR.  LA  P.,  1934,4%. 

Can.  So.,  1962, 5% 

B.  &  0.,  or.,  1933.  Ak7o 

B.  A  0.,  eq.,  1921. 4}% 

Tri-City  Ry.  &  Lt.  ool..  1923, 5%. 


Pkr 

Market 

Value. 

Value. 

81.000 

8720 

1.000 

1.060 

1.000 

920 

2.000 

2,000 

1,000 

070 

Totals  (book  vahie.  811,604). 


812.000        811.870 


1 
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CENTRAL    MANUFACTURERS    MUTUAL   INSURANCE    COMPANY, 

Van  Wert,  O. 

Preaident.  H.  V.  Olney:  Seeretvy  and  Treamrer,  C.  A.  L.  Punnort.    Organiied.  1876. 


Ybar 

Cash 
Aneta 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
PKmiuma 

Total 
Income 

Loans 
Paid 

Returned 
to  P'yh'if 

Ezpansea 

Total  Ex- 
pendifeans 

LOMS 

Incuned 

1914 
1913 
1912 

$709,769 
637,839 
630.111 

$267,998 
218.379 
201.579 

$410,255 
391,734 
393.854 

$468,729 
411.382 
388.550 

$491,811 
434.211 
409.367 

$196,163 
243,514 
192.875 

$75,132 
70,921 
66.276 

$132,113 
110,031 
100.495 

$898,408 
424.466 
359.646 

$200,880 

230.920 
194.770 

A88Bn,  Dm.  31, 1914. 

Bealestate $40,000 

Mortgage  loans 1 14.075 

Bonds 431,353 

Cash 36.039 

Agents'  balanoes... .  83.422 

Intenst 5.870 


LiABiuTiBB.  Dec.  31, 1914. 

Losses  unpaid $19,666 

Unearned  prems ....       257,998 
Other  liiMties 21340 

Totalliabifities...     $299,504 
Surphis 410.255 


Total 


r09.759       Total $709,759 


Net  amount  of  members'  liability,  Dee.  31,  $1,016,755;  under- 
writing profit,  $100,730;  investment  profit,  $20,162. 

RISKS  AND  PREMIUMS:  Fire  risb  b  foroe,  December  31, 
$39,842,739;  premiums  thereon,  $503,103. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  reottved, 
$5,404,029;  losses  paid,  $2,694,968;  dividends  declared,  cash, 
$819,184. 

REAL  ESTATE  OWNED:  CoiMsta  of  company's  home  office 
building,  which  cost  $65,365,  carried  at  book  value.  $40,000. 
Net  income  in  1912,  $2,234;  in  1913,  $2,196;  in  1914,  $2,139. 

MORTGAGE  LOANS:  There  are  84  loMis^agBregating  $114,- 
075,  protected  bsr  improved  farm  lands  in  Van  W vt,  Paulding 
andf  Miami  counties,  valued  at  $860,635.  All  are  first  liens  and 
there  is  no  interest  past  due. 

BONDS  OWNED: 

U.  8.  Gov.,  reg.,  1930,  2% 

U.  8.  Gov.,  rag..  1918, 3% 

U.  S.  Gov.,  c,  1918, 8% 

Akron,  0..  so.,  1923, 4% 

Bamos>  iUe.  0.,  mua..  191^-44, 5% 

Bowling  Green,  0..  le.,  1940-48. 4%. . . . 

Canton.  0.,  le..  1928,  4% 

Cincinnati,  0.,  le.,  1949.  4% 

Cohmibus,  0.,  mun.,  1919,  4% 


Par 

Market 

Value. 

Value. 

$50,000 

$50,000 

400 

400 

1,400 

1.400 

16.>)00 

16.000 

12.500 

13.750 

25.000 

25.000 

23.000 

23.000 

25,000 

25,000 

30,000 

20.000 

Par  Maikst 

Bonds  Owiixd.— Cont.  Vahae.  Vihie. 

Cuyahoga  Co.  C.  H.,  1922,  4% $25,000  $35,000 

Crest.  0..  Wat.  Wks.,  1926-28,  4% 30,000  20.000 

Dayton.  0.  Wat.  Wks.,  1931-25,  4%  ■ . .  ■  36,000  25.000 

East  Liverpool.  0..  r.,  1925.  A% 10,000  10.000 

Fostoria,  0.,  mun.,  1925. 4% 8.000  8,000 

Maumee,  0.,  r..  1937. 4K% 9.000  9.180 

New  Lffiongton,  0.,  mun..  1915-23.  4%. .  4.500  4.M0 

Putnam  Co.  C.  H.,  1919-21,  4% 30,000  20.000 

Putnam  Co.  C.  H.,  1923-24,  i% 7,000  7.000 

Toledo,  0.  Wat  Wks.,  1922,  4% 35.000  35,000 

Trqy,  0.,  mun.,  1920-26,  4% 19.600  19.500 

Union  City.  0.,  so.,  1916-24. 4% 18,000  18.000 

Van  Wert,  0.,  se..  1926-37,  4% 16,000  15.000 

Van  Wert  Co.,  rd.  imp.,  1920,  4% 8,0001  c/wm 

Van  Wert  Co.,  Harrison.  imp..l921. 4%.  2.000  ^"^ 

Van  Wert  Co.  rd.  imp..  1928.  4% 3,000  7/wn 

Van  Wert  W.  York,  W,  1939,  4% 6.000f  ^*^ 

Van  Wert  Co..  rd.  imp.,  1924-36, 4% . . .  10,000  10,000 

Van  Wert  Co.  rd.,  Morrison,  1915-27.  H  7o  8.400  8.400 

WellsviQe,  0.,  mun.,  1926-81. 4i% 16.500  17.490 


TotaU  (book  value.  $436.200) $426,300     "$428,620 


*  Book  value  and  par  value  are  the  same. 

MISCELLANEOUS:  Conflagration  kMses:  Baltimora,  190i 
$2,500:  San  Francisco,  1906.  $2,600. 

DIRECTORS:  H.  V.  Ofa^.  J.  P.  Reed.  C.  A.  L.  Punnort, 
H.  L.  Conn,  C.  M.  Punnort.  Cfeo.  R.  MeConndl.  H.  M.  Gleasoa. 

FIELD  MEN  AND  TERRITORY  COVERED:  Jaa.  S.  Kem- 
per, Chicago.  IlL;  E.  J.  Johnson,  general  agent,  Boston.  Mao.; 
F.  J.  Martin.  Seattle,  Wash.,  for  Pacific  Coast:  H.  J.  Cunoint- 
ham.  JanesvUIe.  Wis.  The  company  operates  in  Cal»  Ga»  OL, 
Ind..  Me..  Mass..  Mich.,  Mhm..  N.  J..  N.  Y.,  0.,  Ore..  Fa..  'TBan., 
Wash,  and  Wia.,  and  all  States  where  acceptable  bnsinees  is  offered. 


CHURCH  INSURANCE  ASSOCIATION  OP  THE  STATE  OF  NEW  YORK. 

Rochester,  N.  Y. 

Prasident.  M.  R  Webster;  Secretary.  G.  M.  W.  Bills.    Organised,  1891. 


ASSETS,  DEO.  81.  1914:    Cash.  $14391;  scents'  balances. 

$16,617.    Liabilities,  Dec. 


$1,636;  other  assets,  $90;  total  „^m>^  *.»,»...    .^ », 

31,  1014:  Losses  unnaid.  $50;  unearned  prems.,  $9,817;  other 
liabifities.  $779;  totaTJiabilities.  $10,646;  surplus,  $5,971;  total. 
$1^617. 


Fire  tiskB  in  force,  December  81.  $8,493,651;  preminms  thereoa, 
$20301. 

BUSINESS  IN  1914:  Fkemiums.  $6,833;  total  inoome.  $7306; 
ioeses  paid,  $2,177;  other  disbuisemento.  $3,667;  total  ezpeiiditarei, 
$4  844. 


CINCINNATI  EQUITABLE  INSURANCE  COMPANY,  Cincinnati,  O. 

Pteaident,  FVank  J.  Jones;  Secretary,  Edward  H.  Ernst.    Organised.  1836. 


YlAR 

Cash 
Assets 

Deposits 
Returnable 

Net  Cadi 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'ri 

Expenses 

Total  Ex- 
penditures 

LoaMS 
Incufied 

1914 
1913 

$775365 
792,297 

$379,040 
380336 

$486,834 
491.328 
525,874 

$5,500 
5.939 

10.031 

$45,698 
62.423 
48.715 

$17,183 
36.950 
15.637 

$38,026 
23.009 
10.499 

$41,109 
69.959 
81,780 

$U.463 
38.081 

1912 

824.909 

282.681 

$5,644 

16,064 

Oneamed  premium  is  amount  reolaimable  on  perpetual  polidea 

Absub,  Die.  31, 1914.  LuBnims.  Die.  31, 1914. 

Realestate $20,000    Lossesunpaid $3308 

Bonds  and  stocks...      752,285    Unearned  prems...       279.440 

Cash 1.935    Other  liabUitiee ... .  5,383 

Interest  and  rents.. .  1.345  

Total  liabilitiee...     $288,731 
Surplus 486.834 


Totalassets $776365        Total $775,565 


31. 


RISKS  AND  PREMIUMS:    Fire  risb  in  force. 
$11,482,257;  premiums  thereon,  $297,800. 

Losses  pud  since  organisation,  $606339. 

REAL  ESTATE  OWNED:  One  four-story  fariek  stone  front, 
building  fecated  on  38  East  8d  Street,  Cincinnati.  0.,  valued  at 
$20,000.  Last  year  the  rents  reoeiTwi  were  $1,123  and  the  ec- 
I,  $738. 
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CINCINNATI  EQUITABLE  INSURANCE  COMPANY,  Cincinnati,  O, --Continued, 


BONDS  AND  STOCKS  OWNED: 

BoifDO. 


Book 
Value. 


Market 
Vahie. 


On.  wat.  wks. 
(&.paik 

On.  smkisc  fund  ng. 

Cin.  it.  inq^ 

CSn.r., 

Cin.  €■•■.£ 

<5iur 

OeTe.po]ieedept. 

C5n.a,f 

OeTe.K 


$50,687 

$46,500 

2,040 

2.040 

1,020 

1,020 

3.620 

3.780 

2.544 

2.550 

10,125 

0,200 

2,070 

2,060 

5.144 

5,150 

4.060 

4.080 

0.275 

0.200 

5.147 

5.100 

LittbMiBiiiiBy. 
Cfen.ft  Plgh. 

Cm.  St.  Ry. . 


Stocks. 


25.503 
25,000 
24.080 
35,000 


40.000 
40.000 
23,250 
37.000 


BoNM  AMD  Stocks  Owksd.— Cottf. 
Stocks.— CojU. 


C.N.O.AT.Ry 

C.  N.  0.  &  T.  Ry..  p 

Dayton  &  Mioh.  Ry 

Dayton  &  Mieh.  Ry^  p 

CuuftOasEl 

Cm.A  Sub.  BellTLCo 

Am.  Oak  Leather 

Farmere  k  Shippers  Tob.  W.  Co . 

CitisenNat.Bk 

l8tNat.Bk 

Nilei  Tool  Wks 

Chamber  Commerce 

FhMtor  k  Gamble 


Book 
Value. 

$30,000 

10,000 

13.617 

13.020 

225.000 

64326 

20,000 

7.500 

18.000 

32.217 

1.000 

100 

32,400 


Market 

Value. 

$31300 

26.000 

12.000 

12.950 

148300 

120.000 

20,000 

3.750 

26.600 

50.280 

1,100 

25 

50.350 


Totals $673,006       $752,285 


CITIZENS  MUTUAL  INSURANCE  COMPANY.  Boston.  Mass. 

IVesident,  Geo.  W.  HinU^;  Secretary,  Herman  Bird.    Organiied,  1846. 


YliB 

Cash 
AMets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
FMmiums 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Ineuired 

1014 
I9I3 
1912 

$82,677 
02.957 
0I.775 

$33,741 
86.575 
35330 

$35304 
44.723 
47.072 

$17305 
22.305 
27.720 

$41334 
43,402 
33.045 

$10,070 
10.005 
12.280 

$7350 

8.600 

10,384 

$0,870 
10,760 
11.222 

$37,708 
20,401 
33.886 

$16,642 
11,766 
11.227 

Dm.  81, 1014. 


liLLBiLnnB,  Dbo.  31, 1014. 


fissl  estate 

Mortgage  loans. . , 
Boodi  and  stocks. 
CoOstersl  loans. . . 

Ci^ 

AgBiti^  balances., 
lotsrest  and  rents. 
Olhflri 


$7348 
22325 
32,127 
1.481 
6,183 
7,707 
1340 
8,157 


unpaid.... 
Unearned  prems.. 
Other  liabiKties. . 

Total  liabiUties. 
Snrphis 


$351 
33,741 
13.081 

$47,173 
35,504 


Total 


$82.6n       Total $82,677 


Undervritnig  loaa,  $1,141;  inTestment.  loss,  $102. 


RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
16336308;  ptemiums  thereon,  $83,741. 

BnanrBaS  SD^CE  organization:  IVcminms  receivad, 
$MQ8380;  kssss  paid,  $1,074,387;  diTidends  declared,  oash, 
$1.462338. 

REAL  ESTATE  OWNED:  Comprises  lot  and  3-«tor7  briek 
dvdIiBc  267  Botdph  St.,  Boston;  book  value.  $7,848. 

MORTGAGE  LOANS:  There  are  0  losos  asgresating  $22,825 
<n  ioBproTsd  pruucsly  in  the  state  of  Massachusetts  vahiea  at 
$43,730,  the  buil&ia  on  which  the  company  holds  $33300  of 
firs  iasiinmse     On  Deo.  81.  last,  tiiers  was  no  interest  pMt  due. 


COLLATERAL  LOANS:    There  is  1  loan  of  $1,481  on  endow- 
ment policy,  $212,007  Aetna  Life  of  Hartford,  valued  at  $2404. 

BONDS  AND  STOCKS  OWNED: 
Bonds. 

Chic.,  Ind.  &  S.  R.  R.  1.  m 

Cinn.,  Ham.  &  D.  R.  R.,  gn.  m.,  (2) 

Detroit  Term.  &  Tun.,  1  m 

FKnt&Pere  Marquette  R.R 

Flint  k  Pere  Ma^tte  R.  R.  (Pt.  Huron) 

N.  I .,  N.  H.  oE  H 

N.Y.jPnt.4W.R.R„  n 

Am.  Tl.  &  To.  Co 

IntemationaTPaper,  1  m 

8o.BeUTl.4Tg..  Im 

WeBtinghoos6El.4Mfg.Co 


Pkr 

Market 

Value. 

VahM. 

$2,000 

$2,200 

2.000 

1,680 

2,000 

700 

3,000 

2,700 

1.000 

000 

5300 

8,350 

6.000 

4360 

2,000 

2.000 

2.000 

1,780 

3.000 

3.030 

3,000 

3,040 

5,000 

4,760 

Stocks. 


MsM.  Electric,  p. 


8,500 


3.100 


$30300        $32,780 


TERRITORY  COVERED:    Company  is  lieensed  in  Mass. 
and  Vt. 


COAL  OPERATORS  MUTUAL  FIRE  INSURANCE  COMPANY, 

Springfield,  111. 

Preadent.  0.  H.  Seybt;  Secretary.  C.  V.  Hickox.    Organised.  1805. 


YSAB 

Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
IVemiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'is 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

1014 

tffgOflft 

57,016 
61310 

$12354 

I43ld 
14.618 

$25,066 
31,408 
46,697 

$26308 
20,225 
80.135 

$28,416 
31,300 
32300 

$28,063 
38,800 
24.350 

$7,462 
7,350 
7315 

$35325 
46,240 
31,686 

$28,063 

1013 

38,800 

1912 

*"$2i 

24.350 

AsBns,  Dk.  31. 1014.  LuBiuzns,  Dao.  31, 1014. 

Bottb and  stocks...       $45365    Unearned  prams....      $12,064 

C^ 703    Demaadnotes 14.000 

6362  

Total  liabilities...      $26,054 
Surplus 25.066 


Totsl 


$52,020       Total $52,020 


RISKS  AND  PREMIUMS:    Fire  risks  in  force,  December  31, 
$2.479301;  premiums  tbwson.  $25,000. 


BUSINI88  SINCE  ORGANIZATION:    Premiums  received. 
1580.400;  losses  paid,  $351307;  diTidends  declared,  cash.  $38300. 


BONDS  OWNED. 

B.AO 

ChL  Mil.ASt.P 

Mil.,  Lake  Shore  A  W 

VandaliaR.R 

Sprinfifeld.  HI.,  f 

San.  Dis..  Chicago,  lU 

St.  Clair  Co..  111.,  ac 

Heniy  Co.,  sc 


Par 

Market 

Vahie. 

Vahie. 

$5,000 

$5,075 

5.000 

5325 

10,000 

10,100 

4,000 

6.136 

5.000 

5,155 

5,000 

5.200 

5,000 

5.087 

300 

318 

4300 

4.375 

Totals. 


TERRITORY  COVERED:  lU.  only. 


$43300        $45,865 
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COMMERCIAL  MUTUAL  FIRE  ASSOCIATION.  Mitchell,  S.  D. 

Praident.  8.  H.  ScaUin;  Secretary.  J.  0.  Walrath.    Orsaniaed.  1897 


YSAB 

Caafa 
AaMta 

Unearned 
Premiuma 

Net  Caah 
Surplua 

Caah 
I^canioma 

Total 
Income 

Loasea 
Rud 

Returned 
to  Fyh'ia 

WTpenww 

Total  Ez- 
penditurea 

Lose* 
Ineamd 

1914 

1913 
1912 

$12,627 
15,143 
20.031 

$3,647 
4.645 
7,503 

$7,631 

10.498 

9,171 

$12,107 
12,777 
14.271 

$12,687 
13,782 
15.231 

$8,420 

9,666 
10.018 

$671 
1,864 
3.252 

6^821 
6,259 

$15,117 
18.351 
19.529 

$9.fi» 
9,665 
0.021 

AasiiB,  Dao.  31, 1914. 


loABSLoas,  Dxc.  31, 1914. 


MortsageloaDa. 

Caah 

Agenta'balanoea. 

iBtereat 

Pkwnninxiote. .. 


$7,000    Loaaea  uupaic 
2,753    Uaeameaprc 


id.... 
prema., 
922    Perp.dep.reel.... 
103    Other  UaUfitiea.. 
1,849 

Total  fiabilitiea. 
Surplua 


$1,100 

2.647 

717 

532 


$4,996 
7.631 


Total  aaaeta $12,627       Total. 


$12,627 


RISKS  AND  PREMIUMS:  Fire  liak  in  foroe,  (enept  vat- 
petuab).  Deeember  31.  $736,283:  prenouma  thereon,  $10,586; 
perpetual  fire  riaka.  $219,125;  depoait  pramiuma  thereon,  $3.30S. 

BUSINESS  SINCE  ORQANIZATION:  Loaaea  paid,  $107,606; 
diTidenda  declared,  eaah,  $100,500. 

MORTOAOB  LOANS:  Then  are  5  loan,  agDvating  $7^ 
Ptoteoted  by  property  worth  $25,000.  AH  of  the  loana  are  on 
fuma.  except  $1,200  on  city  reodenoe.  The  oompaoy  holds 
$2,200  inaaranoe  on  the  mortgaged  buildings. 

FIELD  MEN  AND  TERRITORY  COVERED:  E  0. 
Wabath,  ■^cial  agent,  MitoheU,  S.  D.  "Hie  oompaoy  operate 
only  in  8.  D. 


COMMERCIAL  MUTUAL  FIRE  INSURANCE  COMPANY  OF  GREENE 

COUNTY,  Catskill,  N.  Y. 

FMideiit,  0.  V.  Sage;  Seentuy,  C.  E.  Bloodgood. 


YlAR 

Caah 
Aaaeti 

Unearned 
Ptaniuma 

Net  Caah 
Surphv 

Caah 
Pkeminma 

Total 
Inoome 

Loaeea 
Peid 

Returned 
toFyh'n 

Bipenaei 

Total  Ex- 
penditures 

LosBes 
Inooned 

1914 

$25,755 
21,635 
16,988 

$19,060 
16,128 
14,551 

$3,936 
4,482 
2.437 

$29,512 
24,584 
21.728 

$29,962 
24,903 
22.026 

$15,716 

12,510 

8.638 

$10,311 
8.642 
6.7921 

$26,027 
21,152 
15.601 

1913 

1912 

18.800 

ASSETS,  DEC.  31,  1914:  Mortgage  loan,  $1,000;  N.  Y.  C. 
bond,  $520;  cash,  $18,5n;  ajnota'  balancea,  $5,305;  intcreat,  $263; 
total  aaseta,  $25,755.  liabOitiea,  Dee.  31, 1914:  Loaaea  unpaid. 
$2,769;  oneamed  prenH.,  $19,060;  total  liabilitieB,  $21,819; 
anrphia,  $8,986. 


Fire  liaka  in  foroe,  Deoember  81,  $4,863,333;  preminma  thereoa, 
$45,089. 

MISCELLANEOUS:  The  law  of  1910  allowaeo-opecatiTe  com- 
panies seren  years  to  aeonmulate 


CONCORD  MUTUAL  FIRE  INSURANCE  COMPANY,  Concord,  N.  H. 

Sumel  C.  EMtmu;  Sacntnr,  Loot  C.  MecriB.    Or^aiMd,  1885. 


YlAR 

Caah 
Aaseta 

Unearned 
Pkeminma 

Net  Casih 
Surphia 

Caah 
IVemiuma 

Total 
Income 

Loasea 
Pkid 

Returned 
to  Fyh'n 

Expenses 

Total  Ex- 
penditures 

Losses 
laeuned 

1914 
1913 
1912 

$184,339 
177.361 
170,994 

$18,851 
18,172 
17.321 

$164,864 
158,234 
153.006 

$18,154 
17,934 
16,644 

$28,646 
27,522 
24358 

$9,088 
1.537 
5.192 

$3,775 
3,639 
3.446 

$4,619 
4,472 
4,862 

$17,482 

9.64fi 

13.000 

$0.07S 
1.856 
5,102 

Aama,  Dio.  31, 1914.  LiAaiLizns,  Dae.  31, 1914. 

Bonds $168,692    Loaseaunpaid $90 

Cash 14,450  Uneamedprama....        18,851 

Agents* balancea....  1.197    Unpaiddiv 534 


Totalliabilitiea...       $19,475 
Suiphia 164,864 


Total 


$184,339       Total $184,339 


Net  amount  of  memben'  liability,  Dec.  31,  $71,455.    Under- 
writing  profit,  $3,831;  inyestment  profit,  $6,255. 

RISKS  AND  PREMIUMS:    Fire  riaka  in  force,  December  31, 
$2,554,150;  premiuma  thereon,  $35,895. 

BUSINESS  SINCE  ORGANIZATION:    Pkemiuma  raceived, 
$509,694;  losses  paid,  $237,253;  diTidenda  declared,  eaah,  $77,422. 


SvooKi  Owmsd: 


Baltimore*  Ohio  R.R 

Boeton  A  Albany  R.R 

ChioagoANwn.R.R 

Concord  &  Montreal  R.R 

Delaware  &  Hudson 

Kan.  City,  Ft  Scott  A  Mem.  R.  R. 

LoQi8villeandNaahTiIleR.R 

NewYoricCentralR.R 

Norfolk  A  WeatemR-R 

NorthflinR.R 


Pkr 

Market 

Yahie. 

Vahe. 

$6,800 

$4,760 

1,000 

1310 

5,200 

6344 

2,000 

2,100 

5,000 

7,000 

4,600 

3375 

6^000 

6,900 

3,700 

3,106 

5,000 

5300 

2000 

2,100 

SxocxB  OwMm.— Coat 


Pkr 

Yaloa. 


NorthsnPteifieR.R $5,000 

PteiigewaasetYa]leyR.R 1300 

Pennaylvania  R.  R 8360 

Southern  Pkeifie  R.  R 5300 

St  Louis  A  San  Fran.  R.  R.,  1  p 3300 

Union  Padfio  R.  R.,  com 5,000 

Abbot  &  Downing 2300 

American  TL&Tg.  Co 7300 

Amoekeag  Mfg.,  p 

Amoakeag  Mfa*,  com 

Concord  (Qaalie^t 2,400 

Eagle  and  Phenix  Hotel 2300 

GeneralMotons 130O 

Mergenthalsr  Linotype UOO 

Montana  Power,  p 5300 

NewHainp.SmnmngMil]B 7300 

PtapleB' Gaa,  Oiinao 2,700 

Profile  and  Flume  Hotela 8,000 

Pullman 6,000 

Standard  Oil,  N.  J 1300 

Subsidiary  Co.  of  St  Oa 4389 

United  Gaa  Imj). 7,000 

United  Statea  Steel 3300 

United  Statee  Rubber,  Ip 5,000 

WeatinghouaaEleotrieMlB 8,100 


Totala  (book  vahie,  $158,076) $134.690      $168.692 

TERRITORY  COVERED:    N.  H.  only. 
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CONCORDIA  TOWN  MUTUAL  FIRE  INSURANCE  COMPANY, 
Concordia,  Mo. 

PrendsDt.  Jolm  P.  liilio(<a>r;  SiieirtvT.  laBa  Vogt,  Jr.    Ornuuiai,  19IH. 


,J 

-ai"- 

S^ 

NrtCsA 
SutpJa 

„S!*. 

1^. 

■ffl" 

to  FTb'n 

1  Totii  El-  r 

,S=,"' 

li 

113,911 

sb3m 

11,082 

I.TM 

tH9 

all 

■1S« 

S^JTI 

iiil««,DH.Sl.*ll.(lS. 


CO-OPERATIVE  FIRE  INSURANCE  COMPANY  OF  GREENE.  SCHO- 
HARIE AND  DELAWARE  COUNTIES,  Catskill,  N.  Y. 

Pnnleilt,  0.  V,  3i(e;  Sacrdtur.  ClulnM  E.  BlooJswid.    Orguund.  18». 


»„! 

Cidi 

UnHHl 

"NWC.^- 
Sorplu 

ft2±. 

iS. 

Pkid 

U  P-jh'B 

BIVMM 

SS£; 

hnimd 

S 

SIS.BTO 
«,M1 

•H.1M 

as,m 

'ill 

« 

SUSS 

J1.477 

»,WB 

I,  Dm.  11,  IllL 

Uotaukiua....        W,27fi    LaMaimiwd 11.915 

N-fr^-bonib....  igtO    Umnsd^WM. . . .        1S,1S3 

Cub ta.lFM  

ToUllBtHlitia...       130,788 


UOaTOAaS  LOAHB:    I  louic    1  rf  171.    _. 

mpstT  mrtii  tI.SCO,  ud  1  at  |SJ)(»  on  19  North  it..  MiddlB- 

torn,  H.  Y^  nloBd  M  tlS.OOO.     Ko  bhrat  n*  pMt  dm  on 
DeoaBbv  11,  brt. 
UIBGELIANEODS;    Tlx  bw  of  igiO  lUm  OHipanttn 


COTTON  AND  WOOLEN  MANUFACTURERS  MUTUAL  INSURANCE 
COMPANY,  Boston,  Mass. 

Prwkat,  W.  B.  FlankMt;  SttnteiT.  B«DJ.  Ttft.    OriuiHi,  1875. 


1514,313 
tU,tM 


M17,U1 

«7jiT 


■TMk(  ivA.  n».H7;  inwHuBt  pnGt. 

BISSB  AMD  PEEUniUB:  FinrU* 
ttUBg,]^  pminu  (Imcmb.  U30,Ua. 

BUeiNffiS  BDICB  OfiOANIZATION: 
tlO,UI,»3;  kmm  piid.  ll.7Sl,7Ul  dni 
r,INjn7. 


jLBAHM.IiL,IKl,4^i 


B.«N.¥.A.Lk5.,IB6S,4%... 
CbhhJ  BiMsh  Ry.  1B19,  *%,... . 

a.R.L*P.Rj,l916.*i% 

■  J,RT-l«S,5r)-. 


D^T  4.A.4),  Ry    i»( 
E.*f.KA,l»e.5%.... 


iSffelrSi*;;. 


MfeC.  RJL,  lUlfl.H':  . 
Md..Dd.*V..Ry.,  19.V- 
Micli.G.R.R..l9S2.3f, 
MiddlwB  i  B™.  Bt  fty.. 
Mo.  PM.Ry..  IfllS.  a'; 

J(.Y.'c.4H,R.k.R„B.'A 
N.  Y.  C.  &  H.  H.R.,L,S.. 
N.  Y.,  C.  i  SL  L.  Et.R., 
N.  Y.,  N.  H.  «  H.  R.K., 
K.  v..  0,  A  W,  By..  llil,'i 
No.  Mc.  export  R.R..  1' 
No.P,.Gt.rf  Ry„LWJ,1 


Am.  flT*  Tt,  IBS,  4% 

Am.  WriUmniia,  191B,  5% 

CouLBiTsPoim,  N.  H.,  lS37,li%.... 

Conama  Fowv.  ISM,  5% 

KuM  Qu  *  Elsotrie,  1192,  S% 

Nn  Bog.  TL  A  Tg..  mo,  4% 

N«w  Bii.  H  A  Tg.,  WI»,  5% 


Da  Fowv.  ISM,  5% 

MQuAEIsotrie,  1192,1%.. 
nn  Bog.  TL  A  Tg..  1130, 4% 
NvwBig.'aATg.,  WI»,5% 

No.Ta.Bl.lHO.5% 

T.H.To.«U.,l»44,i%.. 

Warn  El..  192S.  5% 

W.Cni(iiiTg.,Ifl60,4i%... 


ToUk  (book  nh^  HB0359).. . 


ttH.OOO      1451,110 


MISCEUANEOrB: 

(IW.    Tba  amuy  k  liousdui  IB„  Ui.,  Uia..  U 
M.  Y.,  N.  C  Cf.,  Pt,  R.  L  Mid  Wk. 
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COTTON  STATES  MUTUAL  FIRE  INSURANCE  COMPANY,  Dallas,  Tex. 

Praudaat,  F.  A.  Bleviiis;  Secretary,  J.  E.  Blevins. 


This  company  was  orBaoiied  during  1013  and  as  of  Dec.  31, 
1913.  its  assets  were  $4,^2;  nneanied  praouums,  $1,857;  surahis. 
$671.    During  the  year  it  reoeived  $4,132  in  premiums;  totiu  in- 


oome,  16336;  eipenses^  11,030:  no  losses  paid.    Statisties 
year  1914  were  fmavailable  iroen  this  pan  went  to  pra 


CREAM  CITY  MUTUAL  FIRE  INSURANCE  CO.,  MUwaukee,  Wis. 

Praadent,  Heniy  C.  Sehnedar;  Vicfr-Pnadeat,  F.  L.  Konktl:  SeeratMy,  R.  Ranks.    OrgiidMd,  1888. 


Ymkr 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 

Total 
Income 

Losses 
Paid 

Returned 
to  P-yh'ia 

Eicpeiises 

Total  Ex- 
penditures 

Losses 

1914 

•345,180 
40.964 
37,387 

$45,180 
40,964 
37387 

16,549 
6,354 
6.086 

18,444 
8360 
7,761 

$443 
1.003 
2,172 

■••«•*•.•.. 

$3,926 
3.540 
3312 

$4  360 
4342 

6,484 

$486 

1913 

M5 

1913 

2,172 

ASSETS  DEC.  31,  1014:    mortgage  loans,  $41,400;  oaah.  $3,247;  agents'  balaooes,  $634;  total.  $45,180;  no  liabilities. 
Hre  risks  in  force,  December  31,  $2,410,461.    Losses  paid  since  organisation,  $16,006. 


CRETE  FARMERS  TOWNSHIP  MUTUAL  FIRE  INSURANCE  COM- 
PANY, Crete.  111. 


YSAB 

Assets 

Unearned 

Net 
Surplus 

Net 

Total 
Inoome 

Losses 
Paid 

DividsDds 

Total  Ex- 
peoditufes 

Losses 
Iiieaiied 

1014 
1013 

$28,091 
27.254 

$28,091 
27,254 

■  "3.275 

$6,823 
5.463 

$1,982 
4.605 

$3,054 
2.273 

$4386 
6378 

$1.9S3 
4,606 

ASSETS.  DEC.  31,  1914:    Cash,  $26391;  other  assets.  $1300;  total  assete.  $28,091.    No  liabiHties. 

CUMBERLAND  MUTUAL  FIRE  INSURANCE  COMPANY, 

Bridgeton,  N.  J. 

Preodent  L  M.  Smalley;  Secretary,  Charles  F.  Reeres.    Organised,  1844. 


YlAB 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 

Total 
Inoome 

Losses 
Paid 

Returned 
to  Fyh'ie 

Expenses 

Total  Ex- 
penditures 

LOSMB 

Ineurred 

1914 

$124318 
110.006 
111.761 

$124,172 
106,471 
109.911 

$27,760 
26367 
24,991 

$33,005 
31363 

29316 

$14,767 
39,435 

27,108 

$4,007 
3378 
4.425 

$18,774 
83313 
31333 

$11301 

1913 

32380 

1912 

26.730 

ASSETS.  DEC.  81, 1914:  Real  estate,  $8,000;  mortgage  loans. 
$07,492;  Middlesex  and  Somerset  Te.  bonds.  $6,000;  oollateral 
loans,  $2,050;  cash,  $4^;  agsnts'  balances.  $4,109:  interest  and 
rents,  $1,768.  Total  assets.  $124318.  LiabiUties:  Losses 
4mpaid,    $46. 

Net  amount  of  memben'  liabifity.  Deo.  31,  $855316. 

RISKS  AND  PREMIUMS:  Fire  riaks  in  force,  December  31. 
$10,917,003;  preminnM  thereon.  $126,017. 

RE\L  ESTATE  OWNED:  Consists  of  brick  and  stone  home 
oflloe  buildiog,  107  E.  Commerce  St..  Bridgeton;  market  Talue, 
$0,000,  carried  at  book  value.  $8,000. 

MORTGAGE  LOANS:  There  are  40  feana  asgragating 
407,402,  protected  by  improTed  lands,  with  buildings  tMreon,  in 


Cumberland,  Camden,  Glonoester.  Cape  May  Counties,  vahied  st 
$188,060.  There  was  $113  interest  past  due  on  Deeember  81,  last 
Th»  company  holds  $112j086  of  insurance  on  the 


COLLATERAL  LOANS  ate  as  foOows:  Markot  Amoant 

Securities.  Vahie.  Loaned. 

Philadelphia  El..  g.tr.0tf $1,000  $U0 

BridflBton  Nat.  Bk 800  600 

Martin  Drying  A  fin.  Co,  b 1,000  800 

H.K.MulfardCo..8tk 780  600 


Totak. 


$3360         $2,060 


TERRITORY  COVERED:    N.J.  only. 


DANBURY  MUTUAL  FIRE  INSURANCE  COMPANY,  Danbury,  Conn. 

President,  John  H.  Fanton;  Secretary,  L.  L.  Hubbell.    Organised,  1850. 


YlAR 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash  ~ 
Surplus 

Cash 
Premiums 

Total 
Income 

Loases 
Rud 

Returned 
to  P'yh'rs 

Expenssi 

Total  Ex- 
penditures 

Incuned 

1014 

$51310 
40.140 
47.411 

$4,410 

4,707 

$47,200 
44.353 

$3,555 
3.005 
2,747 

$5,088 
6,126 
4,502 

$8,602 
2,475 
3.854 

$1,160 
1.220 
1.086 

$3,762 
3.605 
4.040 

$2,608 

1913 

2,474 

1912 

3,777 

43,634 

8354 

ASSETS.  DEC.  31, 1014:  Mortgage  loans.  $14,000;  bonds  and 
stocks,  $20,030;  cash,  $16,672;  agents'^balanoes,  $361;  interest  and 
rants,  $666;  total  assets,  $51,610.  LiabiUties,  Dee.  31.  1014: 
Unearned  prems.,  $4,419. 

Underwriting  profit,  $223;  inTestment  profit,  $2,624. 

RISKS  AND  PREMIUMS:  Fire  riaks  in  foroe,  December  31, 
$1321336;  prominms  thereon,  $8,167. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
4108366;  loases  paid.  $61,718. 


MORTGAGE  LOANS:  These  aggregnte  $14^000  and  aie 
protected  by  improved  real  estate  worth  in  aaoh  usianoe  more 
than  double  the  amount  loaned  thereon. 

BONDS  AND  STOCKS  OWNED:  These  an  bonds  on  eitiei 
and  railroads  of  the  U.  S.  whoae  market  value  b  $80380  and  par 
vahie  $19,400. 

TERRITORY  COVERED:    Conn.  only. 
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253 


DAYTON  MUTUAL  FIRE  INSURANCE  COMPANY,  Dayton,  O. 

Adam  Gappd;  Saoretarjr,  B.  C.  CokmML    Onpudiad.  1906. 


ri4i 

CMh 

1914 
1913 
1912 

$10365 
13,036 
28.048 

UnMmed 

NetCHh 
Sarplw 

Cash 
PMniums 

Total 
Income 

Losna 
Paid 

Rflturned 
toFyh'n 

EzpooMS 

Total  Ez- 
poaditunt 

$18,031 

—$4333 

—7,727 
8315 

$27,017 
25,109 
20.7% 

$32,536 
34,416 
30.648 

$16,973 
32.798 
21J572 

$44 

$8,091 

17370 

8.708 

$26,006 
50,068 
35.258 

**'    i5.6.M 

*     $4303 

IneoRvd 

$0,420 
29.703 
23330 


Dk.  31, 1014. 

BoDdi $6,113 

Oiflh 2,010 

AfBotB'balMieM....  6378 

lotenrt  and  reoti...  120 

liateorMoiitCow,Miit  8335 


LuuLimB,  Dbc.  31, 1014. 

LoflMunpaad $4320 

UneaafldpraiiM 18.031 

Other  fiabiUties.....  5337 


Total  fiabi&tia. 


$23,688 
4333 


Iblal 


$10355       Total $19,355 


of  ooottoflBDt  fiabOttar  aettled  Dec  31,  $83,452. 

RISKS  AND  PREMIUMS:    Fire  lieks  m  foiw.  Deeember  31, 
$U06^100;  pninioiiM  thmoo,  $26,062. 


BUSINESS  SINCE  ORGANIZATION:    Praaahimfl  received 
$185,068;  loeseB  pakl,  $110,182;  dirideDda  dadared,  cash,  $18,046 


BONDS  OWNED: 


Dnrton,  0.,  bf 

BeOfoniaiiia,  O.,  ar. 
Hartwell,  0.,8r.... 


Book 
Value. 

$8,002 
2,121 
1,062 


Market 

Value. 

$3,040 
2,056 
1,017 


Totals. 


$6,175         $6,118 


DEDHAM  MUTUAL  FIRE  INSURANCE  COMPANY,  Dedham,  Mass. 

FlTHideat,  James  Y.  Noyes;  Secretary,  Tlwodare  T.  Marah.    Orsaniaed,  1887. 


Taut 

Oaah 
Aaaets 

Unearned 
Prwnhnna 

Net  Cash 

n I.. 

Durpraa 

Cash 
rTwniniwa 

Total 
Ineome 

Losses 

Paid 

Retamed 
to  Pyh'rs 

BqNnaeB 

Total  Ex- 
penditures 

Losses 
Incurred 

1914 
1913 
1012 

$175,052 
183,066 
102,871 

$n374 
72368 
70392 

$101396 
110,106 
120.722 

$36309 
41.696 
42378 

$45,007 
40,907 
50.476 

$21,441 

13,708 

9315 

$16,468 
21305 
20.762 

$14,626 
14,400 
14,747 

$52385 
40,588 

45.024 

$22368 
13304 

10.100 

Bonds  and  stodka 
CMi 


Dia  81, 1014.  LiABiuina,  Dae.  31, 1014. 

$1307    Loaseaunpaid $1353 

27300  Unearned prema....        71374 

137370    Other  fiabifitaeB 1327 

4318  

8388  Total  fiabifitles. . .      $74,054 

2.170    SurphM 101.896 


Total 


Net 


$178,063       Total $175,052 


I*  fiaUliliy,  Dee.  31,  $141,081. 
Undarwrilnig  profit,  $606;  iBTestmeDt  profit,  $7,758. 

BIBKSANDFBEIflUMS:  Ffae  ikks  in  fciee,  Deeamte  81. 
10,501,733;  ptenausM  thenoo,  $141,081. 

BUSDfESB  SINCE  OBOANIZATION:  Ptamimna  neshed, 
$1407360;  kasea  paid,  $305,114;  diTidenda  dedared,  oaah. 
$iaOt266, 

REAL  ESTATE  OWNED:  Compriaes  one  S-atory  and  one  1}- 


Btoiy  dwel&«  aitoated  on  Noriblk  ave.,  Rozbury  District,  Boston, 
y  eaniea  at  book  Tsloe.    Net  rents  reoeivra,  $63. 


MOBTQAGE  LOANS:  There  ar«  12  kMUia  aoEragatinff  $27300, 
on  direlfiB0i  in  Dedham,  Eoxbury*  West  lUndNirr  and  Norwood, 
vahwd  at  $06300.  Hie  eompany  hoMs  $47,300  inauraaoe  on 
and  there  naa  $75  hatcrest  past  due  on  Deoember  31, 


ptyg<y 


BONDS  AND  8T0GKB  OWNED: 
Bona. 


.«^  1021, 4% 

Fan  River  0^,1088.4%.. 

Una  CHy,  1010.4% 

K.  Y.  CL,  1067,  i»% 

I>tartlai>d.Ofe«^10l3,4i%.. 


Pkr 

Vahie. 

$2,000 
5300 
3.000 
2,000 
8,000 


Market 

Vahia. 

$1360 
4,000 
2.070 
2,140 
8300 


BoNoa  AND  Srocca  OwstD.—ConL 
BoNoa.— Coal. 

A.,  T.  &  S.  F.  RJL,  gn.  m.,  1006, 4%. . . 
A..  T.  &  S.  F.  RJL,  adj.  m..  1005, 4%. . 

Boston  &  Albany  RJt.  1052, 31% 

Boston  &  Albany  R.R.,  1035,  4% 

Boeton  &  Lowell  R.  R.,  1032.4% 

Boeton  &  Maine  RJt,  r«.,  1937,  4%. . 

Boeton  &  Maine  R.R.,  1926,  4% 

Boston  &  Maine  R.R^  1944, 4^% 

C.  B.  &  Q.  R.R.,  BL  Diy.,  1949, 4%. . . . 

C.  B.  t  Q.  RJL,  go.  m.,  1958. 4% 

C.  M.  &  St  P.  JUL,  1969,  4% 

New  London  &  No^  1940, 4% 

N.Y.,N.H.AH.RJL.1947,4% 

N.Y..N.H.AH.R.R.,1054.3|% 

N.Y.,N.H.&H.RJL,1055,4% 

Old  Colony  RJl,r8g.,  1033, 3i% 

ProT.  "nn.  1  in.,  1056,  4% 

R.  I.  A  Fnaoo  lYn.  Ry.,  1  m..  1037, 5%. . 
St.  J.  &  L.  C.  R.R.,  1  m.,  1044, 5%. . . . 

Unbn  Fae.  Hit,  1047, 4% 

West  End  St  Ry.,  1016. 4% 

N.  E.  Tl.  A  Tg..  1032,  6% 

SiooBEa. 

A.,  T.  flE  B.  F.  R.It,  0 

A.,  T.  &  S.  F.  R.R.,  p 

Union  Pm.  R.R.,  p 

Dedham  Nat  Bk 

Dedham  wst 


Par 

Market 

Vahie. 

Vahie. 

$8300 

$7,680 

4.000 

8330 

6,000 

4,920 

5300 

4.650 

11300 

10340 

5300 

8300 

1300 

770 

6,000 

4,140 

7,000 

6,660 

2,000 

1380 

5,000 

4300 

5,000 

4,150 

5300 

8300 

2.000 

1360 

4.000 

2.960 

5,000 

4350 

5.000 

4300 

8,000 

7,440 

6.000 

4,800 

8300 

8305 

2.000 

1380 

4,000 

4,040 

5,000 

4,050 

7300 

8,084 

5,000 

4,150 

600 

720 

8,900 

4390 

Totals  (book  vahie.  $143.947) $151300      $187370 


DELAWARE  COUNTY  MUTUAL  INSURANCE  COMPANY,  Media,  Pa. 

Pkeaideat,  Henry  Mendenhall;  Secretary,  Wm.  H.  TViokcr.    Organised.  1839. 


TlAI 

OmIi 

Unearned 
ncBonmia 

NetCadh 
Eknphis 

Cash 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'ts 

EqNDses 

Total  Ex- 
penditurss 

Losses 

1914 

$48,408 
42369 
40.001 

$3,164 
8,229 
8346 

$36318 
37378 
43330 

$16,048 
17356 
17,085 

$18,072 
31364 
23.637 

$18,656 

17.748 

0,561 

$7360 

9.200 

18,025 

$26316 
36.797 
28.486 

$20,990 

1913 
1912 

17,748 
10,608 

Unearned  premiains  inehide  amount  redaimable  on  perpetual  polides. 
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DELAWARE  COUNTY  MUTUAL  INSURANCE  COMPANY,  Media,  Fa.—Conl. 


Abbrb,  Dm.  81, 1914. 
Rttlartato $23,228 


Mortgace  loans. 

Caah 

Agente' btlanoes.. 
Interast  and  rents. 


17.700 

1.881 

193 

640 


LiABiuins,  Dm.  31, 1914. 

Lossesvipud $2,480 

Bonowed  maoey.. . .  11,000 

Perp.  (Up.  rod] 3,164 

Other  liabilities 536 


Total  liabifitifls. 
Net  iorphis 


$17,180 
26318 


REAL  ESTATE  OWNED:  Oooasts  of  oonpaoj's  home  office 
boildms.  Btoated  in  Media,  Pa. 

MORTGAGE  LOANS:  These  agvesata  $17,700.  proteoted  1^ 
improved  real  ertate  yahied  at  mora  than  doiibb  the  amount 
louied.  The  eompany  holds  fire  insomaee  on  the  hnildingw  for 
$26,050.  The  property  is  loeated  in  Delaware  OoantruKieonslrts 
of  nrst  mortBi«es  on  fanns  and  dwelUng  houses. 


Total 


$43,498       Total $43,498 


Perpetoal  fire  risb  in  force  Dec.  31,  $6,507,836. 


DISTILLERS    MUTUAL    FIRE    INSURANCE    COMPANY    OP  BALTI- 
MORE CITY,  Baltimore,  Md. 

Premdent,  Chas.  Goldsborough;  Secretary,  John  G.  Binford.    Organised.  1907. 


Ybab 


Cash 
Assets 


$52,394 
52.263 
56.020 


Unearned 
PMniums 


Net  Cash 
Surphis 


$49,549 
44.293 
36.020 


Cash 
Premiums 


$87,422 
34,293 
33,715 


Total 
Income 


$39,609 
36.668 
35.895 


Paid 


$11335 

1,091 

28.678 


Returned 
to  Fyh'rs 


$6,766 
8,139 
8.989 


$20,168 
13.160 
10.062 


Total  Ex- 


$88,759 
22,444 

47.749 


$11,578 

1.091 

28.078 


AsBBTS,  Dac.  31, 1914. 

Bonds $42,916 

Cash 3360 

Agents' balances....  4,109 

Interest 629 

Otherassets 1330 


LiABiunn,  Dbc.  31, 1914. 

Loeses  unpaid $99 

Reins,  prems 2,746 


Total  Uabitities. 
Surplus 


$2,845 
49,549 


Totalassets $52,394       Total $52394 


Net  amount  of  membeiB'  liafaiUty,  Dee31.  $266,101. 

RISES  AND  PREBUUMS:    Fire  risks  in  force,  December  81, 
$4,926326;  premiums  thereon,  $35,635. 

BUSINESS  SINCE  ORGANIZATION : 
dividends  dedared,  cash,  $46339. 

BONDS  OWNED: 

United  Rys.  &  El..  1  m..  1949,  4% 

Balto.  City  new  sr.  L,  1980. 8i% 

Md.  El.  Rys.,  1  m.,  1981, 5% 

Chi.Rys..lm.,  1927,5%. 

Fairmont  &  Clarksburg  Tc.  1  m.,  1938, 

New&urg  Lt.',*Ht.'  k  P.j  1  m.','l92i,'5%.'. 

U.  S.  P.  &  Guar., 

Kan.  City  W.  Ry..  r.,  1925. 5% 

Citiiens  Nat  Bk 


asses  paid.  $46,727; 

Par 
Value. 

Market 
Value. 

$3,000 
1300 
2,000 
1.000 

$2312 

1360 

1,970 

988 

2,000 
1,000 
1,000 
1,000 
250 

2,067 
990 

1,852 
750 

1.075 

Borne  OwinD.—CMl. 

Balto.  El..  1 SL.  1947 

Fla.  So.  R.R.,lm..  1945,4% 

Nwn.  Tm.  By..  1  m.,  1926.5%.... 

Ati.  C.  L..  ea..  g^  1952. 4% 

Balto.  CHy  Bug.  Hse.  1..  1957.  4% 

Ce.CoaLr..l»4,4i% 

Seaboard  A.  L..  stamped,  1950.4% 

Ce.Coal.lr..  1950,5% 

Seattle  EL,  cs.  ft  r.,  1929, 5% 

Houston  El.,  1  m^  1915.  5% 

Ce.  Gas  El.  lAA  Pow.,  1985, 4i% 


St.  L.  ft  S.  F.  R.R..  1  m.,  g.,  1940, 5% 

JacksonTiUe  To.,  1  m.  1931, 5% 

St.  Joe  I^.  Lt.,  H.  ft  P.,1  SL,  1937. 6%. 
Cs.  Gas  Gom  Balto.,  gn  m..  1954.  4|%. 

Nor.  ft  So.  RJL,  r^  1961. 5% 

N.  0.  M.  ft  C.  R.R..  1  SL.  1960,  5%. . . 

PftcLt^Pow..  Ir.,  1951,  5% 

Gt  FkOs  Pow.,  1  m.,  1940,5% 

Galveston  El.,  1  m..  1940.  5% 

Totals  (book  value.  $46,071) 


Par 
VahM. 

$1,000 
1300 
1300 
8,000 
1.000 
1,000 
8,000 
2300 
1300 
2,000 
2.000 
2,000 
2,000 
1,000 
2.000 
1.000 
2.000 
2,000 
2.000 
3.000 


Value. 

$990 

905 

830 

2.805 

985 

900 

2,550 

1,965 

970 

i^no 

1,795 

640 

1380 

960 

1,895 

•40 

900 

1,680 

1,940 

1.990 


$47,750        $42,916 


MISCELLANEOUS:  This  company 
houses  in  all  States,  direct  from  home  offioe. 


U  •  S.  bonded 
licensed  in  Md.  only. 


DORCHESTER  MUTUAL  FIRE  INSURANCE  COMPANY,  Boston,  Mass. 


President.  William  A.  Mullei 

■;  Secretary,  Edward  C.  Mason.   Organised.  1855. 

YaAB 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'n 

Expenses 

Total  Ex- 
penditures 

Incurred 

1914 
1913 
1912 

$195,765 
232,341 
275.449 

$151,035 
159339 

168317 

$38364 

63362 

91.469 

$96303 
104,411 
108.947 

$110344 
118,666 
124.871 

$53311 
51,301 
45.727 

$31381 
40,097 
47.145 

$37,901 
41,977 
37.425 

$122393 
133375 
130.397 

$S3.632 

4«.611 
S2.596 

AassTS,  Dae.  31. 1914. 

Realestate $15,900 

Mortgage  loans 18,745 

Bonds  and  stocks...  155.075 

Caah 2.690 

Agents'  balances. ...  8,162 

Interest  and  rents...  193 


LuBiuras,  Dsc.  31. 1914. 

Losses  unpaid $3,525 

Unearned  prems 161 ,035 

Other  liabUitics 2.351 


Total  liabilities.. 
Surplus 


$156311 

38,854 


Totalassets $105,765       Total $195,765 


Net  amount  of  memben'  liability  Dec.  31,  $330,620;  underwrit- 
ing profit,  $20,281;  inTCStment  loss.  $14362. 

RISES  AND  PREMIUMS:  Fire  risb  in  force,  December  31. 
124,159.205;  premiums  thereon,  $311317. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  receiyed. 
85.405.627;  loasea  paid.  $2,612,989;  dividends  dedared,  cash. 
$1,905,485. 

REAL  ESTATE  OWNED:  Consista  of  5.956  ft.  land,  house 
And  bam,  Brook  are.,  Roxbury,  Mass..  and  6.650  ft.  land  and 
house,  Mmot  st,  Dorchester,  Mass..  ana  7,632  ft.  land  and  com- 
pany's building,  Walnut  st,  Dorchester.  Mass.    The  book  yalue 


of  the  real  estate  owned  is  $24,617,  and  the  market  vahie,  $15,900. 
Rents  received  during  the  year  were  $1,184,  and  the  expeosea  were 

r85. 

MORTGAGE  LOANS:  There  are  4  kians.  aggKnatins  $13,745. 
rat>tected  by  property  valued  at  double  the  amount  loaned  thereon 
Insurance  to  the  amount  of  $9,000  is  carried  on  the  mortgaged 
buildings.    There  was  no  interest  past  due  on  December  81.  laet. 


BONDS  OWNED: 


Boeton  A  Maine.. 

Gt.  No.,  p 

N.  Y.,  N.  H.  ft  H. 

Pennsjivania 

International  Tr.. 
Amer.  Tl.  ATg... 


Par 
Value. 

$10,000 
7300 
10.000 
10,000 
80300 
15.000 


Market 

Value. 

13.400 
9,225 
6.400 

11,000 
106.750 

18300 


Totals. 


$83,000      $155,075 


TERRITORY  COVERED: 
Mass..  N.  H..  R.  I.  and  Vt 


The  con^Mny  is  lieeneed  in  Coiui.. 
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DRUGGISTS  MUTUAL  FIRE  INSURANCE  COMPANY, 

Canton,  S.  D. 

FtHldeol.  r.  G.  StioUes;  Seonteiy,  Jumb  Umk.    OrfuiMd.  1896. 


fMUL 

Cadi 

AMti 

Unctnwd 
PnBuinna 

NrtOMh 
Snrpfan 

Caah 

Total 

Lomm 
Pftid 

Returned 
to  Fyh'n 

Ezpanaet 

Total  Ez- 
pondituiei 

Incurred 

1914 
1113 
1112 

85319 

7349 

12.768 

88,768 

4,141 

84,146 

889 

1.431 
8,733 

818397 
16,091 
16333 

815,430 
16348 
16.483 

89373 

12.334 

9.959 

86,181 
5397 
6367 

*B 

817,067 
31309 
20.625 

89,448 

18.718 

9307 

AaSBTS,  DEC.  31, 1914:    0Mb.  81.991;  other  anrts.  88328; 
tpty  MKli.  85319.    liafaifitaflB:    Limm  aapaid,  81356;  qh- 
L,  88,762;  other  Uabifitki,  8173;  total  fiafaiUties,  85,790. 


RISES  AND  PREMIUMS:    Fire 
8686350;  prammu  theRoo,  814.829 


in  foroe,  Deeenber  31, 


EMPIRE  CO-OPERATIVE  FIRE  INSURANCE  COMPANY, 

Middleburgh,  N.  Y. 

Fniikat,  W.  B.  Baakr  8aa«tey,  A.  E.  R*  Qua.    Orguianl.  lSt4. 


Tub 

CMh 
Aaeti 

Unearaed 
Premiuma 

Net  Caah 
Surphia 

Caah 
FftcDioina 

Total 
Inoome 

LoBBes 
Fldd 

Returned 
toFyh'w 

Ezpcont 

Total  Ex- 
penditures 

1114 
1913 

878.034 
74.788 
56352 

27,737 
19.062 

844386 

46315 
37390 

846,116 
86.741 
15320 

847,783 
38,722 
27307 

828.124 

8.905 

15.064 

816.607 

12,933 

930^ 

844,731 
21338 
24372 

1912 

Ineurred 


Aflsnt,  Dbc.  31, 1914.  LiABiunB,  Dm.  31. 1914. 

849378    LoMaanpaid 81335 

15,164    Unearned prama....        31,913 

9354  

I^mit 4388       Total  ]iafaa:tieB...      833,148 

Snrplw 44386 


OHh. 


Total 


878,034       Total 878.084 


Fire  riaka  in  foiree,  Deoember  31,  88345,053;  prendnma  thereon, 
873.891. 

MORTGAGE  LOANS:  The  loans  are  proteeted  bj  property  in 
Albany.  Otasap,  Seheneetady  and  Sohoharie  Conntiea,  moatly 
Ravena  and  Miadlebargh,  Tamed  at  more  than  double  tha  anKwnt 
loaned  thereon. 


ENTERPRISE  MUTUAL  FIRE  INSURANCE  COMPANY,  Providence,  R.  I. 

PNsident.  John  R.  FVeeman;  Secretary,  Theo.  B.  Bogert.    Organiaed,  1874. 


TlAB 

CtA 

Unearned 
IVmiona 

Net  Cash 
Bnrpiiii 

Net 
PkwnJniwa 

Total 

Losses 
Fkid 

Returned 
to  Fyh'n 

Wrpenwii 

TotaJ  Ez- 
peoditnres 

Losses 
Incoxred 

1914 
1913 
1913 

8688361 
586,466 

618.141 

8884385 
244,137 
299,492 

8244,644 
337,164 
313380 

8415322 
227,136 
279.835 

8448.923 
256,591 
309.831 

823.5te 
81,661 
28.945 

8339,951 
177.121 
228.200 

828,667 
26374 
38.90« 

8392.146 
235356 
296.049 

825.771 
32,012 
30.681 

Dk.  31, 1914. 

Bonds  and  atooks...     8585,487 

Cssh 87322 

13,440 
2,102 


LunLima,  Dnc.  31, 1914. 

Losses  unpaid 85,085 

Unsamsd  jprema. . . .      384385 
Other  liab&ieB.....  4.247 


Total  fiabOitifla...     8393.617 
Snrphis 244,644 


Total 


8688361       Total 8638361 


Net  amount  of  memben*  liability,  Deo.  81,  83,193,181;  under- 
viiti^  ptofit,  9218,033:  investment  profit.  829,396. 

RISKS  AND  PREMIUMS:  Fire  riska  in  foroe,  Deoember  31* 
387357397;  premimns  thereon,  8638,636. 

BUSINEaS  8INCB  ORGANIZATION:  FtamhuM  received, 
17.733366;  losHS  paid.  813(7.415;  dividenda  declared,  cash. 
15316^729. 

BONDS  AND  STOCKS  OWNiX):  Market 

BoMsa.  Value. 


n.S.recl925,4% 

R.L  State.  1839.3)% 

R.L  State.  1969, 4i% 

Am.  TL  *  T^  CT.  c  1933. 4}%*. 

C,  M.  4  St.  P.  Ry»  ev.  e.,  1932,  4| 

K.  Y.,  N.  H.  &  H.  R.  R.,  d..  etf.,  19^.  6%. 

So.  Fae.  Co.  er.  c,  1919.  4 


ci 


So.  Pm.  Co.,  07. 0.,  1919. 5%. . 

SVDCEB. 

Gbveland  A  Pittabms  R.R. . . . 

1]LC.E^.leBaed  fines 

Manhattan  By 

MemsAEMiR.a 

OUCobnyRJl 

Phta..  B.lb  L.  E.  R.R..  p 

Wot  End  St  Ry 


822,200 
4.600 
27,000 
72.963 
1326 
4.452 
2380 
7,140 


8.300 

3,400 

26.600 

11.115 

19.050 

6.250 

8,645 


BoNoe  AND  Stocu  OwvmD.—CoiU, 
Stocu.— Con/. 


A.,  T.  &  S.  Fe  Ry.,  p 

B.&O.RJl.,e 

B.&O.R.R..P 

ChL,  Ot.  W.  FLR.,  p 

ChL,  Mil.  &  St.  P.  Ry.,  0 

ChL,  MU.  4  St.  P.  Ry..  p. 

ChL.  St.  P..  Minn.  4  0.  Ky 

ChL4Nwn.Ry 

C.  Cm  C.  flE  En.  L.  Ry ..  p 

Qt.  No.  Ry.,  p 

ni.C.R.R 

Minn.,  St.  P.  &  S.  Ste.  M.  Ry..  c. . 
Minn.,  St.  P.  A  S.  Ste.  M.  Ry..  p. . 

N.  Y..  N.  H.  A  H.  R.R 

No.  Pae.Ry 

Pk.R.R 

So.P*c 

So.  P»c.  etf .  int 

So.  Ry^  p 

Umon  Pae.  R.R.,  c 

Union  Pae.  R.R..  p 

Ph)videnoe  Gas 

U.  8.  Steel  Cp.,  p 


Market 

Value. 

810300 

4.005 

1.944 

8360 

5.247 

21374 

13.100 

20,881 

5,000 

81.000 

12.880 

17.712 

31.178 

9,900 

17,760 

42,180 

19300 

12388 

6300 

25,000 

24.900 

4,900 

11.000 


Total. 


8583380 


MISCELLANEOUS:  This  company  and  the  American,  Manu- 
facturers. Mechanics,  Rhode  Island  and  State  Mutual  Fire  Insur- 
ance companies,  all  of  Providence,  are  under  the  same  manage 
ment.  Company  operates  in  United  States  and  Canada.  No 
snswwment  has  evnr  been  levied. 

DIRECTORS:  H.  F.  Lippitt.  R.  I.  Qammell.  J.  R.  Freeman. 
Wm.  Ames,  J.  H.  Metealf.  A.  L.  Danielson,  C.  H.  Merriman, 
W.  Knkbt.  S.  M.  Nicholson.  Edward  D.  Pearce,  A.  H.  TilKnghast. 
H.  D.  Sharpe,  H.  O.  Sturges.  Jonathan  Cbaoe.  A.  B.  Chaoe. 
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EQUITY  MUTUAL  FIRE  INSURANCE  ASSOCIATION,  Sioux  City,  la. 

CWb  BeoctUT  ud  TR«nr.  Fnd  C  HgCirtdiBiB,    OrfuuBiI  IBH. 
Dec  11,  ISM,  tT4,TT^  EiUiliai.  te  tus  Kaaad,    i  TU  amiiuT  hm  vatam  b  tctn 
—  —      '-  —      -  iB«M  <jf  CwtdB.    Sdhb  JuuiT  1,  1' 

•'"  m  in  i»mnn»  f— '  — -'  "*" 

k  Co..  m  w.  J> 


IIS,1Q7;  mrphia,  I 


,o,iuii  ■opliu,  tH,tl%  iw*,,. .  _ 

id,  tlJ.VTS:  npcOH  ud  iiiiiiiiii^lnn.  t37.7S3. 
UISCELUNEOUS:    Tlu  conpMy  u  tiNOB 
M  of  thg  prcmiuiu  norind  Iirt3%  an  « 


FALL  RIVER  MANUFACTURERS  MUTUAL  INSURANCE  COMPANY, 
Fall  River,  Mass. 


Fnndentii 

0.,«Hd.lK7C^ 

Tub 

ss, 

i^mimu 

NetCuh 
Burplo. 

Cuh 
Preoiumi 

iSi. 

■s 

»ss 

a„. 

ToUIEi- 
pwlitaM 

iKuind 

1«H 

tui 

as 

K 

M]',6h 

«0».S43 

•SiSS 

"H 

ffli 

« 

M.4J« 

III—  iiiiialil  ttiU 

lT,On    Olha  iBtiiiilia t&iK 

\l,W  

IViUlfatiilitB...     IS3S.U7 


RISKS  AND  FREUIUMSi  FIniWa  bigna,  Dnmln  31, 
nviiUSXl:  pnikiiii  tLnoD,  t8U,a38. 

BUSINESS  SINCE  OROANIZATIONt  Fmiibiiii  mind, 
KtiKia:  kvs  paid,  ll,;U,aOt;  dnidaxk  dMbnd,  r*^ 
|10,»1,'— 


BONDS  uWNEl! 

tSiwiuid.  0.,  ma,  t%, , 


VahH. 
tKI,OQO 


MKkat 


1i.T..C..IM3,«t?i 

THial(B,l&K,  ISfi,  «?i 

A..T.AB.FbII]'.,19W,4?e  

BmIob  BfT.  St.,  IHI,  1% 

Bm.  A  Hb.  0„  IKS,  4% 

&■.  k  ProT.  RJL  IMS,  4% 

C. B. ft  Q. BjTNrti. EL,  inT, <%. . . 

C,.M.ftSt.F.Ky..  1014.4'^, 

C,  M.  *8l  P.  Ry.,  IMI,  *!% 


NM  OWKID,— C»f. 
il  R.lt.  IWO.  4%.  . , 
■li.  ml.,  1S6I.4%.  ... 
I.  S.i.R»,l«8,4'B.. 
^.  So.  R».,  1831, 4^., 


I  R.  R.R..  1034, 4% 

iH.RJL,l«l,t% 

l'.B.AQ..  it.,  ini,  4%.. 
(R.103B,4W^ 


15,000 

ToUb  (book  nine.  tSOe.lM)... 


Chun,  Tbaniu 

0.  ngm  Jr..  Onrge  H, 
-     ■      ~     ■■S.Wirim 


Bcrdtn,  Chuln  S. 


i  D,  Davol  ChtriM  U.  StMin. 
E.  &Ht0D,  Junai  E.  (Wmi.  Aulnv 
Hilk.  WiUiui  0.  Demll.  Oatim  N. 
,  ^jnw  Bodiu,  Ji.,  Natbu  Dmfn. 


FALLS  CITY  GERMAN  MUTUAL  FIRE  INSURANCE  COMPANY. 
Louisville,  Ey, 

haddnt.  J.  Phil  Young:  Beasttqr.HiDtT  Bid.    OrgwHd,lSn. 


Tui 

a  fSS 

Net  Cuh 

Pnmiuix 

ToUl      , 
I»ac»     ; 

Loan      ,    RfDimod 
Paid         to  Pyh'ii 

Eq>«> 

ToUl  Ex- 
pnditum 

li^?^ 

H4.113 

as 

il 

U3U, 

"i 

»,4W 

1,441 

BEIL  ESTATE  OWNED:  Tlia  a 
baBdmg,  No.  743  E.  Jrfsm  it,  Lonki 
hM  TW  n«  till. 


nlDHH,  I  UORTOAOE  LOANS:  Tlun  m  70  loua.  ur^S^ 
tM.lll,  tHM),iUKlan|imM«MadbTt*oP^n><^*t>1^7m  nv* 
«■■  DO  intwfc  put  duA  on  Deaaobs  11,  kit.  Hib  ***— |ft#y 
.  oAlH  Iiolib  bBTUca  OB  the  bnildinn  for  tOOJlOt.  Opnsta  to  tb« 
\nB^       oitr  rf  Loi^nlb.  Er.,  OBJjTArkMMd  b  loH^  «ad  owHd 


FARMERS  ALLIANCE  INSURANCE  COMPANY,  McPherson, 

VniAaH.  1. 1.  Tilbott;  Swntwr.  C  F.  k 


tlU,000 

110,000 


l»430 

11,071 
17,051 
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FARMERS  MUTUAL  HOME  ASSESSMENT  ASSOCIATION, 

Hooper,  Neb. 

SeoreUiy.  Hannin  Mayor. 


TliB 

(Mi 
Aaete 

Unetrned 
Prwwinnif 

NetCMh 
Surpfais 

OMh 
PramianM 

ToUl 
loooma 

Lo— M 
Paid 

Ratunad 
to  P'yb'n 

Eipeniea 

Total  Ez- 
pendituns 

LOBMB 

Inonnad 

1914 

tl65.820 
61.111 

61.111 

94.003 
5.823 

18,004 
12.837 

92,270 
6,158 

91.011 
1.264 

98.283 
7.422 

92.270 

1913 

6.158 

faKbdaaeeiiBty  fund  of  904.222.       Rie  liika  in  fona,  DaotmlMr  SI.  94481^488. 


949.760. 


FARMERS  MUTUAL  HOME  TORNADO  INSURANCE  COMPANY, 

Hooper,  Neb. 

Seeretary,  Herman  Mayer. 


Tbab 

Gkah 

Uaeanied 
Prenhms 

Net  Caah 
Buiplua 

Caah 
PnmianH 

Total 
Ineoma 

LOBMB 

Paid 

Returned 
to  Pyh'n 

Eipenaas 

Total  Ex- 
panditorei 

LOBMB 

Incumd 

1914 

t930.653 
m,723 

980.663 

27,723 

98,468 

1,625 

93.482 
4,631 

9180 

42 

9481 
300 

9661 

441 

9190 

1913 

42 

ICariL    tlnefaHka  985344  aeeurity  fund. 
RISES  AND  PREMITJMS:  Tonado  liika  in  ibno. 


81.  91.728.011. 


paid  anoa  otiamaatiiwi.  98,661. 


FARMERS  FIRE  INSURANCE  COMPANY,  York,  Pa.a 

PMident,  W.  H.  MjOer;  Seeretary.  A.  8.  MeConkey.    Orgaoiied.  1853. 


Ya&B 


Caah 


1914 
1913 
1913 


91,14M43 
l.U2,425 
1,154.000 


Unearned 
PremiiuDa 


9850,181 
539,580 
490.688 


Net  Caah 
SurphM 


9460,666 

542,514 
589.653 


Net 
Fkvmhnna 


9588,485 

581.710 
522349 


Total 
Ineome 


9686,021 
629,448 
570.926 


Flud 


9393,044 
352,618 
308.464 


Retorned 
toFyh'ia 


9246328 
238.295 
222.407 


Total  Bx- 


9639,869 
590.913 
580,961 


Incurred 


9480.001 
353.590 
302.042 


Uaeanied  pcemiuma  incfaide  amounti  reolaimable  on  perpetual  poliaiea. 


.Dm.  31, 1914. 


,  Dio.  81, 1914. 


Scaleatate. 


CbBateni  loana. 
Cbeh 

Ifitcnrt. 


944,413 
185,066 
622368 

57,120 
135,482 

87.914 
8,771 


tUDaid. .. 
UnenmadpnDa. 
Psrp.  dap.  reeL . . 
Other  liabilitlca. 


9106,657 

556,770 

2361 

6389 


TotalBabilHiea...     9672,077 
Suphia 469366 


Tola] 


91.141.648       Total 91.141,648 


Uaderariting  loa,  9111301;  inveatmenl  profit,  988382. 

REBKS  AND  PREMIUMS:  Fire  iUer  in  forea  (except  per- 
Mtoak),  Deoanber  81.  8101376396;  imminiM  thenonr91.CrS,- 
706;  perpetoal  fireridoi.  988300;  depoaftpraooaama  thereon,  92,486. 

BUSINESS  SINCE  ORGANIZATION:  Pramfaimi  leoeiTed. 
917385329;  loaaa  paid.  910.964.975. 

REAL  ESTATE  OWNED:  CooMta  of  the  S^tory  briek 
baa&g.  with  2-ttoi7  brick  back  buildinc  at  63^  Beat  Market 
•1,  York,  Pk.,  occupied  in  part  aa'tiie  company'a  office  (carried 
at  book  TahM,  $41300).  and  2  krta  and  2  buikfingi  and  bta  bought 


MOHTQAGE  LOANS:  There  are  hiana  rancins  from  9500 
to  925300.  nnd  anrenting  9185,066.  Tbqr  are  secured  by 
propertieB  in  and  near  YorkTFA.,  valued  at  8675,105.  There  waa 
$18  of  interaat  past  due. 


COLLATERAL  LOANS  are  as  foUows: 
Sacfnuma. 

CityBk.ofYork 

Western  Nst.  Bk^  York 

York  ft  Chanodord  Tnpke  Rd 

Pa.  an 

York  Nat  Bk.,Pn 

Central  Mkt.  Ho.,  York 

York  Co.  Nat.  Bk..  Pa 

IV  RA 

lit  Nat.  Bk..  York 

MkkDetwa.  ft  Smtan  Ca.Wat 

York  Qm.  1041, 6% 

York  Gas  Co 

York  Gas  Co 

Netherlands  Tramvny  C 

York  Rya.,  1937,  5% 


Market 

Valua 

9828 
1,620) 

160 

222 
1,260 
1.000 

522\ 
1387 
7.128 
9300/ 

525\ 
2338/ 
17.200 
2350 
13,950 


Amount 
Loaned. 

9500 

1,800 

1300 
700 

1350 
15,440 

2,852 

5,000 

20.000 

2.000 


I 


COhLkTBRAL  LOANB.— Conl. 

Seeuritaes.— Cent. 

Un.  Tr.,  B.,  P^B.  ft  T.  RJL,  1  m.. 

l«tNat.Bk..Wri^tTine 

Fhunklin  Blf.  ft  Loan, 

Pa.RJl 

YorkOaa 

York  Water 

(}catnl  Mkt.  Ho 

P.  R.R 

York  (Hm  Co.i  IMl,  5%. 

York  Gm  Co.,  1941,5%. 

York  Gaa  Co.,  1041, 57o< 
Pa.RJEl 

YorkGaa 


Total. 


BONDS  AND  STTOCKS  OWNED: 
BoNsa. 

Rep.  Cuba,  as.  d.,  1049. 5% 

B.ftOJl.RJP.Jj..EftW.Va.,rjn.,1941,4% 

C.  C.  ft  0.  Ry..  1. 1917,  5% 

Ches.  ft  0..  CT.,  1930, 4|% 

CJU.ft  P.Ry.,1  ft  r.,  1934, 4% 

(K  Rv.  ft  EL  r.  ft  fanp.,  1940,  6% 

Ind.  Union  Tc,  1 UL,  1933, 5% 

Jamestown.  F.  ft  C,  1  m.,  1059. 4%. . . . 
Leh.  ft  New  Eng.  R.R.,  gn.  m.,  1954, 5% 

Leh.  Val.  gn.  cs.  c,  2003. 4% 

Leh.  Val.  sn.  cs.  reg.,  2003,  4% 

LeL  Val.  Coal,  1933, 6% 


M.,  K.  ft  T.  Ry., 


1915. 5 


Of. 


Ky.,  g.  n.,  ] 
N.  Y.  C.  ft  H.  R.  R.R.,  oq.,  1915, 5%.. 

No.  Cent.,  2  m.,  1926, 5% 

No.  C^t.,  cs.  gn.  m.,  1925,  4}% 

PhiU.  ft  Balto.  C.  R.R.,  1  m.,  1051, 4%. 

Pa.  Co.,  g.  tr.  Otis.,  1952, 4% 

Pa.  RJL.  gn.  frt  eq.  tr.  otfs.,  1918, 4}% 

Phik.  ft  Erie  gn.,  1920.  5% 

PhUa.  ft  G.  St.  Ry.,  1  m.,  1955,  5% 

P.,  Y.  ft  A.,  1  gn.  m.,  1948,  4% 

Potomac  Valley,  1941.  5% 

Reading  Co.  ft  G.  ft  RC.ftI..gn..l997,4% 
Tri-City  Ry  ft  Lt.,col.tr..llnj.f..  19233% 


Market 

Value. 


Par 
VahM. 

910,000 

5,000 

10,000 

7,000 

1.000 

8,000 

10,000 

10,000 

6,000 

20,000 

10,000 

10,000 

5,000 

5,000 

3,000 

1.000 

10,000 

10,000 

10.000 

15.000 

8,000 

5.000 

10.000 

25,000 

2.000 


Amount 
Loaned. 

81300 

65 

1300 

400 

281 

500 
200 

too 

500 
900 


972,062        957.129 


Market 
Value. 

99,800 
4380 
9,850 
5,600 
720 
7,760 
8,000 
0,100 
5380 

18,000 
9,000 

10,500 
4300 
5,000 
3,180 
1,020 
9,300 
9,300 

10,000 

15,600 
7.200 
4.800 

10.300 

23,750 
1.940 


c  Mntoal  in  form;  tnnaaeta  bunnesa  on  caah  plan  only. 
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FARMERS  FIRE  INSURANCE 

BoNM  US  Brocu  Owkbi.— Col.  Pv           BJukat 

Bonn.— CiHl.  Vah».          Vihw. 

YofkRj.    Im.,  1B37,S% U.OOO          H.UO 

Beth,  sW,  iId.  di..  m2.j% i.ooa           MO 

CeoCTRJ  Mkt.  Hoc,  Yock,  1«3I,4% 10,000          10,000 

L>C]BleGi.BLt.,r.ABil.io.,l>U.ll%.  2,000           2.020 

Leh.Nw.4El.,  Is.  r..  1MB,  S% 8.000           7.120 

MDmiltunC(wiMiiimK.l„U^a%..  fi.ODO           *.V26 

Pi>.Bta.,lin..  IBia,6  MOa S.OOO           S.OM 

Fiii[i.SDb.OHftEL.lft[-lH0,S%.  10.000           8,400 

TatkFdtAPiiur,  IBig.t^ MOa          8,000 

Yoik  Qm,  I,  IMl.  S% aWOO          3fi3U 

York  Hotel  Oo,  1,  IMS,  S% IROOO           9.900 

Pi MltO          "■■" 

IM  N«t.,  Yd* Il,fia0 

Qnirdiio  Tniit  Co..  Ymt ZSJiDO 

York  Co.  N.I.,  York IJMO 

Yo.kH«..Vork IIOU 

Cirblc  At.  Mkt.  i  Statgi,  Yak 1,000 

Gn.  RoofiOB  MfB„E.  Sl  L. S.OOO 

Gn.  Adj.  Buj™u,  N.  Y,  C 100 

Ea.  Adj.  BuiMu,  Atknte 100 


COMPANY,  York.  PA.—CoTUinued. 

BamM  un>  Siocu  Owmo.— Cnt  Pu 

Siocu.— C«I.  Vthi 

Yo4  0ia,Yc(k 180.71 

Yak  WiiCo,  York KJi 


OMO 


U.7M 


TMJi  (hook  nJue,  WW.OM) |iSi,07t     •Wl.aw 

*  Seeurilin  u  per  oaDipuf'i  nhutiou;  the  item  b  hkU  a 
bust  OD  iiHinn«  daputiHDt  nluttniB. 

MISCELLANEOUS;  Conbgntiaa  hmm:  Bdttmcn,  lOM, 
tll7,]Sl:  Ska  Ftuon,  lOO^  dom. 

DIHBCT0R8:  W.  H.  MilW,  D.  H.  DdtiriJv,  A.  8.  HeCOi^. 
J.  H.  BduILJin.  Stow,  R.  SliieUv,  Cbm.  U.  Ktn,  Too.  I. 
anitfa,  JuTW.  KUccn. 

FIELD  MEN  AND  TKRHITORY  COVERED;  G.  E,  I>»- 
hn,  nwul  igdit  for  put  ot  N.  Y,  lod  put  of  Pl;  ChM.  H.  Kst, 
•pgoitl  *seDI  foe  pwt  of  Pl,  Ud.  ul  N.  J.i  Aitfam  H.  Wikoa. 
gwBl  ■«>«  for  put  d[  N.  Y.  ud  Now  ^lud  SUIa;  EbH  C. 
Pntor,  tvM  uent  for  put  oT  Pt.;  0«>.  £1  Rottdd.  Jt„  wttUn 
nwn]  lent,  u^  End  N .  RaQumiad  wot  for  WMlcn  SlalB. 
The  goan«7  cnents  in  CnuL,  I^,  DL,  Ind.,  !■.,  Ud.,  Mm, 
Uioh..  M^.,  Ho..  N.  I.,  H.  T.,  0.,  Pa..  R  I.  ud  Wk. 


FARMERS  MUTUAL  FIRE  INSURANCE  COMPANY,   Lincoln,  Neb. 

FntideDt.  W.  F~  Stnuh;  SMntur.  J.  W.  Tniinbk.    Orvniwl,  l»«L 


Yum 

Cuh      1  UM«i»d      NetOudi 
A«t.    \PmMat,       bttita. 

Cu^ 

■SSi.    "s? 

."■W 

Eip«i 

Tol^IEi-  1     Lowa 
P»di.-«      I««md 

»1« 

»m.m 1117,017 

M2,11g 

IIH.973        I11CU3 

WJT7 

Ut4,Elol     tiiim 

ToUMeti. 


•IIO.IH       Total... 


I2T.WT 
tll0.1M 


TERRITORY  COVEKED:    Neb.oidr. 


FARMERS  FIRE  INSURANCE  COMPANY  OF  UPPER  AND  LOWER 
SAUCON  TOWNSHIPS,  Bethlehem.  Pa. 

Fnddent,  J.  B.  Emm;  BwntUT  *ai  Tnuonr.  J.  U.  UUMrt    OcvudMl.  isu. 


Yu> 

SS. 

U»R.«1 

Preniiumi 

Net  Cuh 

aitplue 

Ct^ 
Plw^iun. 

In^ 

Loan      '  Returnsi   '                      Totil  Ei- 
Fliid       ■  to  Pyh'ni  1   E<p«D»     peiK^Iuni 

5^ 

1210,885 

n:320 

I1S,1S1 

O0,Z«l 
18,S2« 
!1>2» 

¥s 

i!15 

0.773         tl9j;iS             2.381          i7.»l 
e,Ull          21,5»l            1,8S(           I1,IH 

8S 

)db;llt8Waia 
BONOe  AND  STOCKS  OWNED: 
Btldwis  L«o  Wotkt 
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FARMERS  MUTUAL  FIRE  INSURANCE  COMPANY  OF  THE  STATE 

OF  DELAWARE,  WUmington,  Del. 

Pnddent.  Wm.  H.  Svift;  Seoretary  and  Treuarer,  WiDiam  E.  Rothwdl.    Orgamaed,  1839. 


TaiB 

Unearaed 
Ptaoumni 

NeCCaah 
Surplua 

Cash 

Total 
loooma 

LooBea 
Paid 

Returned 
toFjrk'n 

EipUMM 

Total  Ex- 
pendituras 

Loaees 
Inomred 

1914 
1913 
1912 

$345394 
341,488 
326.796 

$11,415 
11395 
10.452 

$329,785 
320.594 
316323 

$53,703 
52.584 
50.733 

$68,410 
71372 
64.618 

$23,645 
15,426 
18316 

$23,131 
27.079 
22.462 

$14337 
14.376 
12.532 

$61,013 
56,881 
53310 

$21,98S 
21375 
15.623 

Dk.  81. 1914. 


LuBiLRna,  Die.  31. 1914. 


Bfldeatate. 
Mortpge] 
Boadi  and  atodca. 
CM 


$23,663 

8.770 

313310 

251 


nni 
Unaaraad  pnma. 


$4,094 
11,415 


Total  fiabffitiea...      $16,109 
Surphia 329,785 


Tbial 


$345394       Total $345,894 


RISKS  AND  PREMIUMS:  Fire  riaks  in  force,  December  31. 
111343.000;  pnDwiiiia  thareoB,  $68,703. 

fiUSINESB  SINCE  1870:  PMnhnna  reeeiyed.  $1375302; 
kM  paid,  $80S3n;  <fivideiida  dedand,  eaah.  $295390;  itoek, 
1433,429. 

REAL  ESTATE  OWNED:  CouiBta  of  the  home  office  of  the 
eoapaoj.  vtaated  at  833  Maifak  at.,  nmning  throa^h  to  Shipl^ 
gL  lie  buildinc  ■  •  S-ftory  brown  atone  and  bnok  stmetuTe. 
The  real  estate  ia  aaooaiBd  at  $39,000  and  at  leeent  prieea  market 
nJoe  if  fan  $50l00O  to  $56,000. 

UORTQAGE  LOANS:  There  are  6  loana  agsmating  $8,770, 
aad  are  proteetad  Inr  taaproted  wadmntial  waS  urm  property, 


nioed  at  $38,000. 


baOdiap  are  cowed  by  $13300  of  fire 


BONDS  AND  STOCEB  OWNED: 


EriaRJL,  eq.tr. 


^  e..  41%:  .* 


Par 

Yahie. 

$2,000 
10.000 
10,000 


Book 
Value. 

$2,000 
9.946 
9338 


BoNDe  AHP  Srooca  Ownso.— Coai. 
Bonds.— CmU. 

ni.  Cent  Ry..  c.  4}% 

Leh.  VaL  CoaL.  c.  5% 

Leh.  Val.  RJl*.  oa.,  rag.,  6% 

Montreal  Lt^t  ft  Pow..  c.  4}%. . . . 

N.  Y..  P.  ft  N..  1  m.,  c  4% 

Ont  Pow..  c,  5% 

Pa.  Co.  col  tr..  c.  4% 

Pa.  Co..  m.  b.  eq..  reg.,  4^% 

Pa.  ft  N.  Y.  Canal  ft  R.R..  rag..  4i% 

Peoria  Gaa  ft  El.,  1  m..  c  5% 

P.,  B.  ft  W.  RiRi,  c 

P.  ft  R..  a.  f .,  e~  4% 

P..  W.  ft  B.  R.R.,  leg.,  4% 

Reading  Co.  ft  P.  ft  P.  C.  ft  I.,  c,  4% 

Rw-W.,  ooL  tr.,  c.  4% 

W.  Va.  Pdp  ft  Pfepcr.  c.  5% 

WiLGaa,c.57o 


'<h' 


Par 
Value. 

$10,000 
10.000 
11.000 

3.000 
35.000 

8.000 

5.000 
15.000 

5.000 
16,000 
10,000 
19.000 
29.000 
10,000 
15.000 
90.000 

8.000 


BtoaoL 

Del  RJl 

little  SchuyikiO  NaT.  RJL  ft  Coal . 

MineffillftSehuylkiUH.RJt 

Pa.  RJl 


Book 
Vahie. 

$9,037 

9.692 
12.589 

8.000 
34,687 

7.780 

4.987 
14.475 

5.000 
16.000 

9.906 
19.000 
29.000 

9,937 
14,550 
19.950 

7340 


27.006 
6.405 
6,337 

23355 


Totala $299.650      $813.210 

TERRITORY  COVERED:    Company  opcratea  in  DcL  only. 


FARMERS  MUTUAL  FIRE  INSURANCE  COMPANY,  OF  HOUGHTON, 
KEWEENAW  AND  ONTONAGON  COUNTIES,  Calumet,  Mich. 

Prarident,  S.  P.  Waara:  Secretary.  Math.  W.  Kilpela. 


YlAS 

Caih 
Aaaata 

Unyned 
IVonioma 

NetCaah 
SorphM 

Caah 
Fkemtnma 

Total 
Income 

Loaaea 
Bud 

Returned 
to  P'yh'ia 

Eipenaca 

Total  £x- 
peoditorei 

Loam 
Incuned 

1914 
19U 

»483« 
44317 
36.043 

$25,695 
33.752 
21,107 

$27,425 
25.135 

23,036 

$7,119 
3364 
3.987 

$12,130 
10.011 
13.760 

$4,025 
3.485 
3398 

$28374 
16360 
21.015 

$7,119 

1912 

Rre  nka  in  foroe.  December  31.  $2,171,742. 


tCaah. 


FARMERS  MUTUAL  FIRE  INSURANCE  COMPANY,  Salem,  N.  J, 

P^endent,  E.  Smith  Baasett;  Seeretaxy.  Woodnut  Pettit.    Organiaed.  1851. 


Tbab 

Caah 
Aania 

UncMaed 
ftwninnia 

NetCaah 
Sorphia 

Caah 

Total 
Income 

Loaaec 
Pdd 

Returned 
to  Fyh'ra 

Eipenaca 

Total  Ez- 
penditurea 

Loaaea 
Incuned 

1914 

$125319 
112341 
100,156 

$40340 
37386 
35.750 

$84,709 
74.407 
73,009 

$21,766 
20.483 
17.585 

$27,044 
25347 
22,462 

$7,107 
16386 
11,421 

$6,750 
5.414 
5.111 

$13366 
23345 

16,887 

$7,288 

1913 

$445 

355 

18.124 
11.488 

0^.... 
laterart. 


,Dk.81.1914. 

$73,786 

45.130 

3306 

1,799 

1.649 


UiBOinB,  Dbc.  31. 1914. 

Loacea  unpaid $176 

Unearned  pivma....        40340 
Otherfiabffitaea 394 


Total  liabifitieB. 
Surplua 


$41,110 
84.709 


Total 


$125319       Total $125319 


MORTGAQB  LOANS:  There  are  loana  aceregating  $73,745, 
protected  by  inmroved  real  eatate  in  Salem,  Ouniden  and  C^m 
May  CountMa.  N.  J.,  vahied  at  more  than  doable  the  amount 
kxuied  thereon.  Company  holda  ample  fin  inaurance  on  the 
bnildinga* 


FARMERS   RELIANCE   INS.   CO.   OF  NEW  JERSEY,    Camden,   N.  J. 

PMridait,WilEainB.SIwdabr;8aa«tair,R.Ii.8hinn.  Oigumnd,  1870. 


ImuL 

Cbah 

Unearaed 
IVeoiinBa 

Net  Cadi 
SurphM 

Caah 

Total 
Income 

Looea 
Paid 

Returned 
to  P'yh'ia 

Eapenaca 

Total  Ex-  ,     LoaMa 
penditurea  1   Incurred 

19M 

tt26377 

tl7378 

t3326 

$27,977 

17375 

3326 

$87,001 
86.768 
46.985 

$88,772 
88343 
48,541 

$74,488 
69,727 
70.065 

$5381 
5.665 
4.240 

$80,069 
75392 
74.305 

$74.48S 

1913 

60.727 

1913 

70,066 

Rre  nka  id  force,  Decembv  18.  $23,694,406. 


I  Caah. 
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FINNISH  MUTUAL  FIRE  INSURANCE  COMPANY,  Calumet,  Mich. 

Fkendent,  Hemy  A.  Kitti.  SeereCaiy.  John  Waatit    Ovgamied,  1890. 


Ymul 

Cash 
AflBetB 

Unearned 
Premiuma 

Net  Caah 
SurpluB 

Caah 
ftemiwma 

Total 
Income 

Loasea 
Paid 

Returned 
toFyh'n 

EipUMM 

Total  Ex- 
pcnditani 

LOBMB 

Incorred 

1914 
1913 

$140,992 
128.281 
127.385 

$140,992 

1125,448 
tl24,201 

$41,478 
40,929 
41.885 

$45,838 
45,505 
50.733 

$8,628 
16,732 
11,688 

$16,956 
19,302 
21,213 

$18,140 
6,097 
7,214 

$3S.7M 
42.181 
40.110 

$8,618 
16,731 

1912 

11.681 

f  Indttding  reinaiiranoe  rcMnre. 

ASSETS.  DEC.  31. 1914:    Red  Jacket  VUIa«  Bondt.  $24,000; 
C.  C.  Big.  k  Loan  Abbl  atoek,  $16,088;  eaab.^.920;  other  i 
$2,284;  total  aMBta.  $140,992.    NoUabitttka. 


RISKS  AND  PRBBOUMS: 
81.  $2,964,495. 
Lmmb  pud 
$282,481. 


Fin  tiHi  lA  raree, 
$119,625; 


FIRE  INSURANCE  COMPANY  OF  NORTHAMPTON  COUNTY, 

Easton,  Pa. 

Preadent,  H.  P.  Kinaey;  Secretary,  A.  C.  Rodenboogh.     Organiaed,  1830. 


Ymul 

Caah 
AacetR 

Unearned 
Premiuma 

Net  Caah 
Surplus 

Caah 

Total 
Income 

LoaMa 
Paid 

Returned 
to  P'yh'ra 

Ezpeoaea 

Total  Ez- 
peaditurea 

L^M 

1914 
1913 
1912 

$299,106 
299,457 
299.628 

$188,816 
189,739 
191.195 

$110,290 
109,718 
108.433 

$52,606 
53,956 
49.975 

$68,219 
69.341 
66.732 

$8,760 
7.935 
8.590 

••■■■• 

55,411 
51.949 

$7,181 
7,089 
6.615 

$10,941 
70.435 
67,154 

$8,760 
7.935 
8*590 

Unearned  premiuma  include  amount  redaimable  on  perpetual  poliaes. 
AaaaTB,  Dae.  31, 1914.  LiiaainB,  Die.  31, 1914. 


Mortgage  loana. — 
BondaimdatookB... 

Caah 

Billa  reeeimble 

Intereat  and  rents.. . 
Other 


Total 


$119,283  F^rp.dep.recL... 
99057 
8.831       Total  HabilitiM. 

66,796  SurphiR 

4,270 
470 


$188,816 

$188316 
110,290 


$299,106       Total $290,106 


RISKS  AND  PREMIUMS:  Perpetual  fire  rUa  in  foroe  Dee. 
31.  $6,191,619;  depoeit  premiums  thseon,  $188,816. 

MORTGAGE  LOANS:  There  are  $119,282  of  mortgage  loans, 
protected  by  property  in  or  near  Etaton.  Pa..TaItted  at  more  than 
double  the  amount  loaned  thereon. 

Par         Market 
BONDS  OWNED:  Vahie.         Value. 

Easton  ft  So.  BethlebemTr $4,000         $4,100 

East.  Pafaner  ft  Bethel  St.  Ry 1.000  1.000 

Wabaah-FUitB.  R.  R. 4,000  400 


BoHDB  Owmo.— CeiU. 

Lehigh  Valley  R.R 

Delaware  Qaa  Light 

Buff,  ft  Susq 

Penna.Oo 

NorthanmtoD  Heights 

Lehigh  VaUey,  4% 

WUkeabane,  ae 

Mahomngft  Shea.  Ry. St 

ScraotonEl 

WeatPeDn.Ry 

Phila.Co 

Edison  El.,  Soranton 

Penn.  R.  R.,  atk 

Buffalo  ft  Susquehanna  RJt. . . . 


Pkr 
Vahie. 

$2,000 
5.000 
2.100 

10.000 
8.000 
8,000 
2,000 
6,000 
6,000 

18,000 

10,000 
8,000 

13.000 
1.350 


Market 

VahM. 

$1,050 
5,200 
2,100 
0.800 
8.000 
7,605 
2.200 
4,100 
5.100 

18.000 
9.750 
3.000 

14,300 
2335 


Totals  (book  Talue.  $103.636) $101,450        $97,585 


FIRE  RELIEF  ASSOCIATION  OF  WAYNE  COUNTY,  Newark,  N.  Y. 

President,  Albert  Teomans;  Seeretary,  0.  M.  Lincoln. 


Ymam 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surphis 

Cash 
Premiums 

Total 
Income 

Losses 
P^d 

Returned 
to  Fyh'rs 

Expenses 

Total  Ex- 
penditures 

Incuried 

1014 

•$18,400 

•22,032 

•  15,431 

$18,400 
22.032 
15.431 

$18,328 
17,679 
21,870 

$18,913 
18.003 
22.046 

$20,329 

9.097 

14,737 

$2,215 
2.306 
2.864 

$22,544 

11.403 
17.117 

1913 

1912 

iio 

$14,737 

•Caah. 
Fire  risks  in  force,  December  31,  $10,110,266. 


MISCELLANEOUS:  The  law  of  1910  allows  eo^peratire  com- 
panioB  seven  yean  for  acenmnlation  of  reserve. 


FIREMENS  MUTUAL  INSURANCE  COMPANY,  Providence,  R.  I. 

FnndaBt,  IWleriek  W.  Moata;  e«cratwy,  Joaeph  T.  A.  Eddy.    OrguiiMd,  18S4. 


YSIR 

Caah 
Assets 

Unearned 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Pkid 

Returned 
to  P'yh'ra 

Expeoaes 

Total  Ex-       Looea 
penditures      Incurred 

1914 
1913 
1912 

$1,717,859 
1,903,336 
2,010.556 

$913,298 
819.535 
823.960 

$784,599 
1.065.392 
1.161.164 

$991,369 

940,446 
1,139.832 

$1,123,552 

1.027.7(W 
1.223.5% 

$401,926 

120.265 
50.322 

$766,884 
76S.743 
959.177 

$92,524 
108.461 
142.730 

$1,361,334       $4O3.0M 

997,469 

1.152.229>           .S3.650 

Asaars,  Dae.  31, 1914. 

Bonds  and  stocks.. .  $1,582,654 

Caah 85.493 

Agents' balances....        38,543 
Intenit 11.169 


LuBiUTiBa.  Dae.  31, 1914. 

Losses  unpaid $11,862 

Uneaned  jprems. . . .       913.298 
Other  liabUitieB.....  8.100 

Total  liabilities . . .     $933,260 
Surplus 784,599 


RISKS  AND  PREMIUMS:    Fire  rUa  in  foree,  December  31. 
$233,732,320;  premiums  thereon.  $1,720,142. 

BUSINESS  SINCE  ORQANIZATfON:    Pkemhima  rvoaivwi. 
$25,565,580;  loasea  paid,  $3,456,578;  divideD<k  dedared. 
$20,081,621. 


Total 


$1,717359       Total $1,717,859 


Net  amount  of  memben'  liabifity,  Dee.  31.  $8,600,709;  under- 
writing profit,  $401,002;  investment  profit.  $85,088. 


I 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

U.S.,  1925.  4% 

U.S.,  1918,3% 

R.  I.,  reg..  1924,  3J% 

R.  I.,  hgwy.  reg..  1936.  3% 


Pte 
Vahie. 

$40,000 
40.000 

100.000 
80.000 


Market 


S44.400 
40,400 
90.000 
U.800 
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FIREMENS  MUTUAL  INSURANCE  COMPANY,  Providence,  R.t.—Cont. 
BoaM  tm  Siocia  Owkd.— C»l. 


^^.=. 

TOrtS 

Ssljfe'^a^  ■  ■  ■- 

10,000 

^ita.m.i»7.^% 

1 

s 

10.800 

ssis^sSi-'^  ■■-■■- 

M.4S.7.8,!^ 

sss 

^§:*°i5Ai'^---'-------' 

'^ 

14. (XO 

ia.!oa 


ntta^  MsK.  *  Y.  B.R.,  e 

DilPm.IUI.,ji 

UpinCo(iiR.A.,e 

rt«tBKl8t.Ry..ii 

BbukKou  CkMl  NM.  Bk.,  Pnr.,  EJa 

H*t  Bk.  Ccomtrn  hoT..  E  I.,  a 

Uun  1hi«,  PiDT.,  R.  I,  e 

Adw.  Tl.  A  Tt^  « 

OoiifliiJiiinPow..p... 

OoUAStk.  T».,« 

MuJi.U.,p 

NnnnaBH  D.  U.,  o 

PnjTidiiwaaiO 


vJm. 

Vilw. 

HO  000 

lt.000 

UJOO 

.iw« 

8t.L.Bf..  ip M,000  15.M0 

To«Jift«*™JiM,«,Mt,OU) |1J17.<W0    ll^».W 

DIRECTORB:  C.  P™»«  Knighl,  Cbwlw  WKrm  lipia«, 
Fnnk  H.  Utyurd.  BWlua  0.  MftoU,  Robert  W.TiClRiucU 
Gt^mII,  FreJiriek  W,  UoM.  H«b«t  E.  Ciuhmii,  John  0. 
AoH.  Ju  A,  Atvood,  F.  E.  Riohmood.  Id,  C.  L.  Alias. 

TERRITORY  COVERED:  Tbi  oompur  opmlw  i«  «». 
Midi..  N.Y.,  R,  1.,  a.  C.,Wi»,  Me.,  N.  H.,  N.  G,  0.,  IlLim)  F«. 


FITCHBURG  MUTUAL  FIRE  INSURANCE  COMPANY,  Fitchburg,  Mass. 

FpiiidiBt.LinooliiH.  Weleh:  SecreUuT.B.J.  Allfj.    OrgMued.  18*7. ^__ 


CmL      I  UHnwd'  I  Net  Cash'  I  ~     N«i 


tUg^43'  81 74.3  IS 

ITOgiU!'  IM.SBHi 

17tJ9Si  177,816. 
A«ni,  Dh.SI,  1014. 

UMMe %Ktm    LDeeee impHl. 

HiiteekiaB.....  8.118    UneHsed  nrsi 

Bnfudetoda...  171.S77    Bumnrad 

a*.., 8.173    Olta"  ■ 


Die.  81. 1011. 
■'..'.!       171J1S 


taii.(K3      tiae.M 


>'  WJGtT.  Deo.  »i.  eH.181;  under- 
ut  mfit.  ts,isi. 

BIBKS  AND  PRBUIUUB:  FiniUiiBrme,  Deenbs  31. 
MM8.7tO;  iraaDna  (hmm,  OSlMt- 

BDglNBn  aiMCS  OROAHaAllOH:  Fmhmii  reenTed. 
IUn.lH;  loMB  tM,  ttMtXHi  dnidtnde  deoluvd,  81,SI3318- 

REAL  STATE  OWNED:  AS-atorjrbciekuditiiiebuildiDg 
■aMd  lot  elmi,  offiee  ud  mpertmeote,  172-14  Ueio  it. 
Ki&rt.  U*»,  mln.  IS8,00a.  ud  ntsin  u  ■  '  '  — 
■i™il«.    ToOdi— '—■"-  •'••    


ndUnrTB 

fl«Bfadrcett,i»»i,M%:: 

aiiMe.ii»,iim74T. 

««*«»,  (k.Mfc^i' 


1,730 
8,000 


SqheQKUdv,  N.Y..  IWH.lVi.. 

SUmfwd,  Cooii.,  1031,  4% 

Stunfoid,  CosiL,  lua.  1% 

Synoiw.  N.  Y..  IHI.  4|% 

THmton,  MiK,  mi,  1% 

WiHliun.  UiB..  Ul>,  S(7g. . . . 
Wimmutie,  CoDiL,  1B31. 1%. . . 
WooiwHket,  R.  I.,  1«Sfi,  *%. 
Boekui  El.  iy..  ISM.  4%  .  .  . 
BoLiAlbuy R.R..  1934.4  , 
HlohbmK  EK,,  1S2S.  4-;  .  . 
FhohburcALeomUKlaSlB  It . 
L,8,*M.S.a,R,.IW!,4,. 


8,000  4,000 


i.7eo 

SJWO 

4,700 


Fil*hbiiigER 10.™ 

N.Y..frH.4H.R.R 7W 

PtILH SJW 

nW.bwiBk.*Tr 8.000 

StnufiJd  Sifo  Dip.  A  Ti . . . 


AmeriguTLATi... 
NnEsfludTI.ATi 


1177,780      ll74J7g 


TD(^'.(bask  nhe,  IISI,*  ^ 

MIBCELLANEOOB:    CoiiB»gr»tioii  loei:    Cbel««»,  l»08,  PO,- 
DOO.    Velue  of  depvit  ID  01,810480. 
DIRECTORS:    J,  M.  Looker.  F.  Foediet  C.  F.^k*  L.  E 
... ■   FnidC.  Nii!iA,R.N,Will»J.I,.JoIu«», 


WtWi,  C.  B.  Bcutk,  Fred  C 
E RPirki,  W. C. Ooodmi 
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1 


FRANKFORD  MUTUAL  FIRE  INSURANCE  COMPANY, 

Philadelphia,  Pa. 

Preflident.  Wm.  H.  Shallcroas;  Seereiary.  Wm.  C.  Taylor.    Orsaniied,  1843. 


YtkR 

Cash 
AaaetM 

Unearned 
Praniums 

Net  Caah 
Surplua 

Cash 
Premiuma 

Total 
Income 

LOMCS 

Pfeid 

Returned 
to  Fyh'n 

FipniMW 

Total  Ex- 
pendituret 

lucuued 

1914 

$881,190 
365.700 
353.355 

$48,555 
46.511 
45,634 

$332,101 
318.658 
307.190 

$10,828 

10.226 

8.446 

$29,704 
28.581 
26.205 

$8,774 
3.105 
2.550 

$12356 
10.687 
10.476 

$13,016 
13.792 
13.026 

$3,774 

1913 

3,106 

1912 

2.550 

Unearned  premiums  include 
A«Kn,  Dbc.  31. 1914. 


Real  estate 

$38,550 

Mortgage  loans 

280.400 

Bonds  and  stocks... 

42.672 

Notes  for  prems 

10.055 

Cash 

5.182 

Agents'  balances.... 

1,287 

Interest  and  rents... 

986 

Other  assets 

2.054 

amount  redaimable  on  perpetual  policies. 

LuBiuim,  Dmc.  81. 1914. 

Unearned  prems $17,019 

Perp.  dep.  red 31.536 

Other  liabilities 531 


Total  liabiiities...      $49,086 
Surplus 332.104 


Total 


$381,190       Total $381,190 


RISKS  AND  PREMIUMS:    Pereptual  fire  rUa  in  foree  Dee. 
31.  $8,309,302;  deposit  premiums  thereon.  $48,555. 


MORTQAOE  LOANS:    These 


^te  $280,400  and  sn 


MUKiUAUis  lAiAMo:  inese  agmieRate  $280,400  and  sn 
protected  by  imnrored  real  estate  inTPhiladsliihia  and  Tidnity, 
Talued  at  more  loan  doable  the  amount  loaned  thereoo. 


BONDS  AND  STOCKS  OWNED: 

Reading  Co..  gn.,  4% 

LehighValley  R.  R..  4% 

Lehigh  Coal  ft  Nay .,  4 }  % 

Pennmrlyania  Co..  4% 

Bristol  Twp.,  4% 

Electric  &  Peodes  Tc.  ctf. 

North  Penna.  R.  R..  stL 


Par 

Market 

Vabe. 

Valoe. 

$10,000 

$0,100 

13.000 

11,570 

5.000 

4.887 

5.000 

4.600 

5.000 

5300 

6300 

3375 

2300 

3.640 

Totals. 


$45,000        S42.672 


FRANKLIN  MUTUAL  FIRE  INSURANCE  COMPANY.  Providence.  R.  I. 


Presidciit  and  Treasurer.  Joeeph  G.  Henshaw;  Secretary,  Ridiard  Bowen. 

Organised,  1854. 

Ymul 

Cash 
Assets 

Unewned 

XaCflllUOIfl 

Net  Caah 
Surplus 

Cash 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Inoiuxed 

1914 
1913 
1912 

$48,794 
49,683 
53.377 

$24,452 
23.075 
22,925 

$24,024 
26395 
29310 

$12,399 

10.794 

9.876 

$15,685 
13367 
16.618 

$6384 
3.923 
5.325 

$8,724 
3365 
3,021 

$6,114 
6.903 
6.745 

$16,422 
13.191 
15.090 

S6326 

5317 

Dk.  31. 1914. 

Bonds  and  stocks...  $44,918 

Cash 2327 

Agents'  balances....  720 

Interest  and  rents.. .  4 

Other  assets 316 


LiABiunxs.  Dec.  31. 1914. 

Losses  unpaid $5 

UneamadjDrems...        24,452 
Other  liabOiticB 313 


Total  liabilities. 
Net  surphu 


Total  assets $48,794       Total. 


$24,770 
24,024 

$48,704 


Underwriting  loss.  $1,928;  investment  profit,  $73,288. 

RISKS  AND  PREMIUMS:    Fira  risks  in  force.  December  31, 
$4376362;  premiums  thereon.  $46,513. 

BUSINESS  SINCE  ORGANIZATION:    Pftmiums  received. 
$363339;  hMses  paid.  $120,733;  dividends  declared,  cash,  $167313.  I 


STOCKS  OWNED. 


Nat.  Bk.  of  Commerce.  Prov. 
m.  Cent.  R.  R 

ChLAN.W.Ry 

No.  Pac.  Ry 

Uttk)n  Pm.  R.  R 

So.  Pac.  Ry , 

So.  Pacific  ctf.  of  int 

Balto.dcOhio 

Balto.  A  Ohio,  p 


Par 
VahM. 

$5300 

530O 

12.100 

6.200 

2300 

2300 

2300 

000 

500 

300 


Market 

Value. 

$7,100 

0.406 

13.431 

8346 

2.775 

3300 

2.400 

582 

445 


Totals  (book  valte.  $38.000) 

TERRITORY  COVERED:  R.  L  only^ 


$38,000        $44,018 


GERMAN  MUTUAL  FARMERS  FIRE  INSURANCE  CO..  Mishicot.  Wis. 


Prendent,  I.  Beyer;  Secretary,  H.  Stehn.    Organised,  1874. 


Tub 

Cssh 
Asisti 

Unearned 
Premiums 

Net  Cssh 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'ra 

Eipeoses 

Total  Bz- 
peoditures 

Incuifvd 

1914 

$30,150 
26.769 
24330 

26.759 
24.237 

$4,187 
2.685 
3.262 

$5397 
3.607 
4383 

$1,197 
320 

5.400 

"'293 

$800 

765 
756 

$1307 
1378 
6.156 

$1,197 
320 

1913 

1912 

5.400 

ASSETS.  DEC.  31.  1914:    Mortcage  kwns,  $19,130:  cash.    I       Fire  risks  in  force.  December  31.  $3.050322. 
$2,459;  other  aorta.  $8370;  total  assets.  $30,159.    Liabilities:  Lojees  paid  since  organiatioa.  $67308. 

unpain,  $4|oou.  I 


GERMAN  MUTUAL  FIRE  INS.  CO.  OF  NORTH  CHICAGO,  Chicago,  lU. 

President.  John  C.  Cremer;  Secretary.  N.  J.  Schmits.    Organised.  1867. 


Ybab 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

C««h 
Premiums 

Total 
Income 

LOSMS 

Paid 

Roturned 
to  Fyh'rs 

Expenses 

Total  Ez- 
peiuiitorei 

Iiwiuied 

1914 

$153,041 
148339 
143.776 

$153,041 
148339 
143.776 

$4311 
5369 
4.145 

$11,122 

10310 

9.430 

$8332 
3.152 
3.851 

$3,088 
8.095 
2.733 

$0,420 
6347 
6384 

$3332 

3.152 

i            3.88$ 

1913 

1912 

ASSETS.  DEC.  31.  1914:    Bonds.  $147300;  cash.  $5341; 
total  anets,  $153.04L    No  liabifitaas. 

Net  amount  of  membcn'  liability.  Dee.  31.  $44,775;    under- 
writinc  profit,  $4,702. 

PSn  rMks  in  forae.  December  31.  $2,799,600. 


BONDS  AND  STOCKS  OWNED:  Canied  at  par  rahm. 
Market  Tahie:  Cook  Co..  b..  $10,500;  Chicago  Ci^.  b..  $118,000; 
Chkago  San.  Die.,  b..  $19,000;  totals.  $147,500. 

TERRITORY  COVERED:    DLonly. 
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GERMAN  MUTUAL  FIRE  INSURANCE  COMPANY,  Covington,  Ky. 

PraBkkat.  A.  NoTdaMyv:  Seeratery,  Wm.  F.  Sofaild.    Orsaoised,  1874. 


Cadi 
Ytis     AflMto 

1 

Uaearngd 
IVoBunmi 

NetCMh 
Barptm 

Caah 
Ftomimns 

Total 
Imoome 

LooBea 
F^ 

Returned 
to  Fyh'ra 

EipenaQi 

Total  Ex- 
peoditorea 

Loasea 

1914       $176384 

$21,746 

$152,967 

$10,766 

10.111 

9.781 

$19,924 
18,693 
18.292 

$6313 
5.061 
3,618 

• 

$8,545 
8.641 
7.723 

$14358 
13.702 
11.341 

$6313 
8322 
3,618 

1913  ,       170344 

20.108         146.976 

1912  i       165.722 

19.103 

146319 

Awin.  Dmc.  31. 1914.  LuBXLiraa,  Dsc.  31, 1914. 

Bealeatate $62,000    Unearned  prema....       $21,746 

118.400    Other  liabilitieB 2,181 


BoodB  and  atoeka 

Cvh 

laterot  and  rente... 
Oths 


Total 


2,452 
2.474 
1.558 


Total  liabilitiM...       $23,927 
Netaurpliia 152,957 


$176384       Total $176,884 


Kct  anxrant  d  membera'  liabilitjr.  Dee.  31.  $74,347. 

BISKS  AND  PREMIUMS:    Fiie  riaka  in  foree.  December  31, 
$1.849325;  premiuma  thereon,  $41,641. 

BUSINESS  SINCE  ORGANIZATION:    Fremiuma  reodved. 
$323,114;  kiaaea  paid,  $96304. 


REAL  ESTATE  OWNED:  Three  and  two  atory  brick  boild- 
inga  ntuated  on  the  South  Weat  corner  of  Fike  street  and  Madison 
Aye.,  Covington.  Ky.,  carried  at  book  value. 


BONDS  AND  STOCKS  OWNED. 

Covington,  4% 

First  National  Bk..  Covington.  Ky..  stk. 
Citiaens  Nat.  Bk.,  Covington.  Ky.,  stk.. . 
Covington  Sav.  Bk.  ft  Tr.  stk 


Par 
Vahie. 

$89,100 

14300 

3,000 

500 


Market 

Value. 

$89,100 

23,500 

5.100 

700 


Totab $106.900 

TERRITORY  COVERED:    Ky.  only. 


$118,400 


GERMAN  MUTUAI.  FIRE  INSURANCE  COMPANY  of  Jefferson  County, 

Louisville,  Ky. 

IVeaideDt.  Louto  Diemsr;  Secretary.  Wm.  Eigalfaaeh.    Organised  1874. 


Ts4a 

Cbsh 
Asaeta 

Unearned 
Premtums 

Net  Caah 
Surplus 

Cash 
Premiuma 

Total 
Income 

Loasea 
Faid 

Returned 
to  Fyh'iB 

Ezpenaea 

Total  Ez- 
penditurea 

Loasea 
Ineuired 

1914 

$22348 
24357 
15.889 

.    $22348 
24.357 
15.099 

$5373 
13383 
12.155 

$0,428 
14.278 
13.204 

$5316 
8,099 
6,757 

$8316 
3,272 

2.761 

$8,432 

11371 

9318 

$5316 
8.099 
6.757 

1913 

1912 

ASSETS.  DEC.  31.  1914:    Bonds  and  stocks,  $21,925;  cash. 
$423;  total  aaseta.  $22348.    No  liabilitiea. 

RISKS  AND  FBEMIUMS:    Fire  ridoi  in  foree,  December  81. 
$3337375;  inauiuma  thereon,  $5,418. 

MISCELLANEOUS:    The  company  transacta  a  fire  storm. 
%fcfawng  and  builders'  risk  insurance  on  the  aaseasment  plan  in 


only. 


BONDS  OWNED: 


Frankfort,  wr. 
Louisville  Cy. 


Far 
Vahie. 

Market 

Vahie. 

$6,000 
16.000 

$6,000 
15.925 

Totals. 


$22,000        $21,925 


GERMAN  MUTUAL  INSURANCE  COMPANY.  Cincinnati,  O. 

IVesident.  J.  EL  Kohmeacher;  Secretary,  H.  A.  Rattermann.    Organiieci  1858. 


Caah 
YtkM     Aaaels 

Unearned 
FMniums 

Net  Cash 
Surphis 

Cash 
Fremiums 

Total 
Income 

Losses 
Fhid 

Returned 
to  Fyh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

1914       $564349 

1911  556.300 

1912  M9.622 

$109385 
110.3311 
107.630 

$454,482 
440399 
439335 

$47365!        $74319 
50.932           77,720 
45.6061          70,658 

$15,851 
10.659 
12,160 

$21,628 
22.733 
19.728 

$21377 
22.640 
28.209 

$58,856 
56.032 
60.097 

$11382 
12.906 
14.261 

Aaans.  Dbc.  31, 1914.  LuBiLmn,  Dec.  3 1, 1914. 

Bealortste $60300  Unearned jprems....     $109,385 

Mortgacaloans 4300    Other  liabilities 682 

Bands  and  atoeka...      486.43J>  

C^ 554  Total  liabilities...     $110,067 

btereBtandivata..  3.760    Surphis 454.482 


Total 


$564349       Total $564349 


RISKS  AND  FREMIUMS:  Fire  riaks  in  force,  December  31, 
1233423«5:  premiuBU  thereon,  $216,939. 

BrSINESS  SINCE  ORO.ANIZATION:  Premiums  received, 
II J0O39O;  kMsea  paid.  $600,433;  dividenda  dedaxed.  caah.  $688.- 
300. 

REAL  ESTATE  OWNED:  The  company  owna  an  oflioe 
hnjMi^  looalad  on  the  southwast  comer  of  12th  and  Walnut 
f^eeka,  OiiieinBnti*  O,  earned  ftt  book  value.  $60,000.  Last 
year  H  received  t3300  in  rents  and  paid  $492  expenses. 

MORTGAGE  LOANS:  There  are  loua  aggregating  $4,800. 
protected  by  improved  real  estate  in  Cincinnnti,  valued  at  more 
than  doable  the  amount  loaned.  The  company  holds  ample 
inanraTice  on  the  mortgaged  buildings. 


BoNoe  AifD  Stocks  Owmn.— Con(. 
Bonds.— C<m<. 


BONDS  AND  STOCKS  OWNED: 

BOHM. 


8e.,1945 

S.C.,  1987-57 

s-f..  1936-56 

Ciasinoati,  vat.  wks..  1928-18. 


Far 
Value. 

$26,000 
10,000 
27,000 
63.000 


Market 

Vahie. 

$23,660 

9,400 

24300 

63.100 


Clevdand,  so..  1928 

Cincinnati,  v.  cs.,  1924-44. 
Cincinnati,  s.  f.,  1932-52. . . 
Cindnnati.  s.  f .,  1936-56 . . . 
Cincmnati,  sr.  cs..  1920-40. 
Cincinnati  st.  imp.,  1929 ... 
Cincinnati  So.  Ry.,  r.,  1959. 
Cincinnati,  viaduct,  1950. . . 

Cindnnatt,  pk.,  1958 

Cincinnati  st.  port.,  1924. . . 
Cincinnati  fire  dept,  1934 . . 


Stocxb. 

Cincinnati  St.  Ry 

Little  Miami  R.R 

Cincinnata  Gas  &  EI 

Cin..  N.  0.  A  Tex.  Fac.  R.R. 

FleiBohmann  Co 

U.  S.  Playing  Card 

Eagle  White  Lead 

Fhila.  Carey  Co 

Amer.  Oak  Leather 

Clev.  &  Pitts.  R.R 


Pte 

Value. 

$6,000 

25300 
5,000 

17,000 
5.000 
6.500 

11,000 
5.000 
7.000 
5,000 
6,500 


50,000 
10.000 
60.000 
50,000 
30.000 
7.700 
15.000 
17350 
11.000 
10.000 


Market 

Value. 

$6,180 

29.000 
4350 

15300 
5.000 
6300 

11.000 
5.000 
7.000 
5.000 
6,565 


53.750 
20.750 
40300 
54.000 
37.500 
12,897 
16.500 
18,408 
10.175 
9.500 


Totals $491300      $496.065 

TERRITORY  COVERED:    Ohio  only. 
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GERMAN  WASHINGTON  MUTUAL  FIRE  INSURANCE  ASSOCIATION, 

Louisville,  Ky. 

Presideai,  H.  A.  Brinkhaos;  Seoretary.  O.  W.  Frank.    Organiiod.  1860. 


YmuL 

Caah 
AsBeta 

Unearned 
Premiums 

Net  Cash 
SurpluB 

Cash 
Ptemiums 

Total 
Inooma 

Losses 
Paid 

Returned 
to  Fyh'ra 

Expsuei 

Total  Ex- 
penditurss 

Loaia 
Inouncd 

1014 

$122,686 
117.290 
116326 

$122,686 
117.290 
116325 

$7,176 
6.016 
6.589 

$13,056 
13.605 
13,085 

$2,400 
6.707 
1.728 

$6,060 
6^24 
6,636 

$8,550 

13.231 

7,364 

$2,480 

1913 

6.707 

1012 

1.738 

ASSETS.  DEC.  31.  1014:    Bonds  and  stocks  $117,450;  cash. 
$5,236;  total  assets,  $122,686.    No  lialMlities. 

Fffs  risks  in  fom  Deoember  31.  $6,442,765. 

BUSINESS  SINCE  ORGANIZATION: 
$105,705;  lossei  paid,  $85,666. 


MORTGAGE  LOANS:  There  an  200  loaiis  on  Lodsrilie 
eity  property  agsr«Eating  $117,450.  vahied  at  $360,050  and  on 
wiueh  the  oon^wny  nolds  $257,781.  Then  was  do  interest  pact 
due  Deosmbcr  31  last. 

TERRITORY  COVERED:    Lodsnlle  only. 


GERMANTOWN  FARMERS  MUTUAL  INSURANCE  COMPANY, 

South  Germantown,  Wis. 

Preadent.  George  Klippel;  Secretary,  J.  A.  Schwalbaoh.    Organised.  1854. 


Ybab 

Cash 
Assets 

Unearned 
Premimns 

Net  Cash 
Surplus 

Cash 
Ptemhuns 

Total 
Inoome 

Losses 
Paid 

Retuned 
toP'yh'rs 

Expenses 

Total  Ex- 
penditures 

Loeses 

1014 
1013 

$282,061 
268.702 
252.17& 

$23,800 
23,030 
21.611 

$250,642 
243.763 
230.564 

$21,060 
21.600 
10.067 

$34,268 
32.700 
30.255 

$8,418 
6,207 
8.804 

•••         ■•••■■ 

« $10,427 

10.620 

0.644 

$18345 
16.826 
18.458 

$6,418 
7.463 

1012 

0.814 

ASSETS.  DEC.  31.  1014:  Real  estate,  $11,250;  mortgage 
toazM,  $236,060;  eash.  $81,316;  agents'  balanoes,  $082;  intercat 
and  rents.  $8,444;  total  assets  $282,06X  liabilities;  unearned 
prans.,  $28,300. 

Underwriting  profit,  $6,317;  investment  profit.  $11,086. 

REAL  ESTATE  OWNED:  Consbts  of  company's  home  offlee 
building  and  lot.  earned  at  book  vahie. 

MORTGAGE  LOANS:  There  are  87  loans,  amrentiBg  $236.- 
060.  and  seeured  by  first  Sens  on  real  estate  and  ouilain^i  valued 


at  $648,100.    The  oompany  holds  $218,726  of  insursaee  oo  tke 
buiHingi. 

MISCELLANEOUS:  The  compaoy  was  cstabfished  in  1814. 
Ineorpotated  under  a  special  ohsfter  and  tiie  busiiieBS  of  the 
oomnamr  is  done  on  a  eaah  plan.  During  1008, 1010  and  1015 
diyidends  of  $510,000  mn  paid  to  pofisgFboldsn.  Tlw  eampsoy 
operates  in  Wis.  only. 

DIRECTORS:  J.  F.  Sohwalbaeh,  George  Oppel.  Jacob 
Beeker,  Andiev  Sohnadcr,  Herman  Seefeld. 


GLEN  COVE  MUTUAL  INSURANCE  COMPANY,  Glen  Cove,  N.  Y. 

Pftsident,  James  H.  Ludlam;  Secretary,  James  W.  Townsend.    Organised,  1837. 


Ybab 

Cash 
Assets 

Unearned 
Pjremiums 

Net  Cash 
Surplus 

Cash 
Premrams 

Total 
Inoome 

Losses 
Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

Iikcuiied 

1014 
1013 
1012 

$186,871 
176,344 
166.664 

$34318 
30.737 
20.637 

$180,656 
122,030 
182.311 

$46,743 
30.490 
41.127 

$56,076 
48.633 
60372 

20.327 
28.808 

&$2.641 
^2.a64 
61.032 

$20,602 
20,347 
17,084 

$46,275 
42.038 

48.710 

$25482 
18.632 
31.141 

6  Includes  settlements  with  retiring  members. 


AsBin,  Dm.  31, 1014. 


IdABnnm,  Dno.  31. 1014. 


Realestftte 

Mortgage  loans... 

Bonds 

Cash 

Agents' balances.. 
Inteceet 


$30,000 

120,860 

10,160 

18,161 

10.266 

1.055 


I  unpud 

Unearned  nems.. 
Other  liafauitifls... 

Total  liabilities. 
Suiphis 


$8,178 
34.818 
17.210 


$55,215 
130.656 


Total 


$186,871     Total $185,871 


Net  amount  of  members'  Bafaility.  Dee.  31.  $376321;  under^ 
writing  kw,  $3,474;  investment  profit.  $8,612. 

RISKS  AND  PREMIUMS:  Fire  risks  in  foite.  Deoember  81, 
$11,127346;  prendums  thereon,  $68,005. 

BUSINESS  SINCE  ORGANIZATION:  Ftaniums  received. 
$1,100,772;  kMses  paul,  $727,084; 

REAL  ESTATE  OWNED:  CoufatsofaS-staiybriekbuiMing 
on  Glen  st.  Glen  Cove  and  frame  horse  shed. 


MORTGAGE  LOANS: 


There  ve  tf  kMns,  rangkng  from 

are  eeuuiud 
Uaad  prop> 


$200  to  $0,000.  and  aggregating  $120350.    They  ai^  aeeured 
by  Brooklyn,  Glen  Cove,  Sea  CM  and  other  LongUas 
erties,  worth  more  than  double  amount  kianed.   There 


interest  pest  due  on  Deoember  81,  last.    The  eonvany  kokfa 
ample  insuranee  on  the  mortgaged  buiklingk 


BONDS  OWNED: 

U.&8teel,s.f.,  1063.6%.... 
8o.PowTl080.6% 


Pte 
Vahie. 

$6,000 
6.000 


Market 

Vahie. 

16,150 
5300 


Totals  (book  value.  $0,675). 


$10,000        $10,150 


MISCELLANEOUS:    The  oompany  transacts  a 
business  thxougii  Henry  W.  Brown  ^TCo..  New  YotIl 

FIELD  MEN  AND  TERRITORY  OOYERBD: 
Brown  A  Co.,  general  agents,  New  York  City. 


Has 
W. 
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GRAIN    DEALERS    NATIONAL    MUTUAL    FIRE    INSURANCE  COM- 
PANY, Indianapolis,  Ind. 

FifBlart,  I.  W.  MeCod:  amUir,  C.  A.  UsCottv.   Oi^aati,  IMS. 


tllt,lT8  . . 
1IJ,CU  . , 
M.IH  .. 


lhI>K.3I,l«l«. 

Man 


Owy.Iiid 

W*duD(tgD.Iiid,. 

Ule  Co.,  Ind 

UinhsnkB,  Od.  Pu 
QnutCo.,  Ind.,., 


I73.07T       tUMU  tIM.IWt 

»£il         UlATl  IIS.IM 

M.MM        113.7771  80.107 

Ph  Mubt 

d.                       Vihw.  Vthw. 

iiojwo  nojoo 


(MiilfcliuL,  flo fl.BlS 

Wlii(aC<>.,Iiid..eo tMt 

aBn>tt,lDd.,8« WMO 

JiT  Co..  Iiid„  St 13J00 

I.AwMn,bd I4.0D0 


6.060 
7.013 

s.soa 


ToUli  (book  nluB.  US14M) IIH.IM        IIMJU 

DIRECTORS^    J.  W.  MaOsd,  ChH.  B.  Cluk,  A.  E.  Rwui^. 
"  "  "^ '".Bde,■rV«.A.ll^■Ii«I^C.A.M^lCo«■,V.R. 


GRAIN  DEALERS  MUTUAL  FIRE  INSURANCE  COMPANY, 
Boston,  Mass. 


hwknt,  Das  K.  WaMcr; 

SemUrr.  A.  Shirlar  I^dd.    Orfuind.  IMT. 

I«u' 

CHb 

s=: 

NMCMh 

Cwh 

ToUl 
In™ 

Pud 

Rttunxd 
■D  Frh'n 

B^XH 

Tola!  Ei- 
pBditun. 

■i= 

il 

*74,>« 

B7.470 

az.iK 

ISL267 

« 

t».su 

»7,(17 
33.S41 

"S 

Hi*.  Luuums,  Dkt.  31, 1914. 

WHO   Lonniiniiul Cfl 

1.71S    Vaarati  vntm....        17.470 


iBb^T"'. 


t74,tM       1VM1... 


BISKS  AND  PREUIUM8:    IbcMki  iofcnci,  Degcmbst  31, 
SM.nTi    mniiiioi   Ibnu,   II0g.»S. 

B  SINGB  ORQANIUITON:    PMnuaa  monnd, 
'd.  1100,7111;  drridmik  dieknd.  a^  W.la». 


i.lMMl%... 


B.AU.R.R^lttl.3fe 1,000 

B.AH.B.B.,1«1S.4}% 3JX10 

B. «  H«.  H.  R.,  1864.  i%. i.ODO 

L.B.iU.S.R.R..  lnl,4% 1,000 

Mn.B.BT.*LL,lWl,t% 1,000 

3-  Y,  H.  H.  *  H.  B.  R,  IMS.  4% l.OOO 

J- R  at.  Rr,  ItlT,  4% MOO 

W,R.8LHi_iM».it% 1.000 

W.K.Bi.Rr_l»2,B^ J.000 


Bosh  Owms.— Cnf. 

Adii.  El.  If.  Cp..  1»2,  i% 

Anw,  A«r.  Cbnii.,  1928,  S% 

Anur.  Asr.  Choo.,  1«2§,  fi% 


MiAgt 

Vthw. 
13.(80 


D.  Pr„lMO,  6% 

oiled  B3.  Sh..  I»41,  S%. 
Dited  EL  Sn.,  1M3,  E%. 
mUd  Fruit.  1121.41%.-' 


itulaKb  ud  ntwl  Eroem  i 
^igUiid  ud  Hew  Ynt. 
DIRECTORS:    Dmi  E,  Welats,  C.  M. 


IM,00a        HI  ,860 


tt  tfaraacbout  Kiw 
I,  MUton  L.  Cull- 
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GRAIN  SHIPPERS  MUTUAL  FIRE  INS.  ASSOCIATION,  Ida  Grove,  la. 

Prerident.  W.  E.  Johnston:  Secretary.  F.  D.  Bebooek.     Oistiiiied.  1897. 


Ymul 

Caah 
Anets 

Unearned 
Preoiiunie 

Net  Caah 
San>}iii 

Caah 
Premiunu 

Total 
Income 

IXMMi 
F^ 

Returned 
toFyh'ra 

Erpeneei 

Total  £x- 
penditures 

LoiM 
luouiied 

1914 
1913 

$24,515 
25,214 
18.572 

$15,710 
li.799 
38.368 

$4,210 

6.515 

—37.678 

$40,708 
68.861 
76.737 

$41,327 
69.684 
76316 

$19,805 
42.094 
49.179 

$8,016 

$17,255 
20.293 
19328 

$40,076 
62387 
82.053 

$18,737 
40325 

1912 

62.980 

-fiieevof 

liabiUtiei. 

AasnB,  Dk.  31. 1914.  LuBiunis.  Dao.  31. 1914. 

RealEbtate $7,089    Loaeiunpaid $4,605 

Oaifa 11,173    Unearned prema....        15.710 

A«enti'  balancea. . . .  5.856  

Otheraeeeta 497       Totalliabifitica...      $20,405 

BurpluB 4.210 


Total 


$24,616       Total $24,615 


Contingent  aaeets.  $48300. 

Fire  riaka  in  foree,  Deeembor  31,  $3,473,420. 

LOSSES  PAID  SINCE  ORGANIZATION:    $800,072. 


GRANITE  MUTUAL  INSURANCE  COMPANY.  Barre,  Vt. 

Pteaident,     .  O.  Woodruff;  Secretary.  Rufua  O.  Rofainaon.    Oi«aniaed.  1907. 


YmuL 

Caah 
AaeetB 

Unearned 

Net  Caah 
Surpluat 

Caah 
Premiuma 

Total 
Inocnne 

Loaiea 
Paid 

Returned 
toFyh'ra 

Ezpeoaea 

Total  Ex- 
penditurea 

Ineumd 

1914 

$17368 
40.923 
40.980 

$14,079 
-64 
2,659 

$87311 
32.959 
34.192 

$57342 
33.427 
34.956 

$36364 
25,286 
28.737 

$16342 
11,198 

8.488 

$51.60(1 
36.484 
37325 

$36304 

1913* 

3344 

3.271 

25386 

1912* 

28.738 

of  Uabllitlea  otbt  aaneta.        *8tateinenta  aa  of  July  31. 

Aaaan,  Die.  31, 1914.  Lusiuma,  Dm.  31, 1914. 

N.T.a^Bonda...      $10,000   LoBNaunpaid $2,650 

Caah 524    Other  liabifitiea 639 

A«enta'ba]aaoea....  1,148  

I  tenet 10       Total liabifitieB...        $3,289 

Otheraaeeti 6,686   Qoar.eapital 10.000 

Suiphia 4,079 


Total 


$17,368       Total $17308 


Net  amount  of  memben'  liability.  Dec  31,  $759370. 


t  Guaranty  fund.  $10,000.  not  Ineluded  in  liabibti 

Fire  riaka  in  foree.  December  31,  $6,136,188. 
BUSINESS  SINCE  ORGANIZATION:    $5,600. 


GRAND  RAPIDS  MERCHANTS  MUTUAL  FIRE  INSURANCE 

COMPANY,  Grand  Rapids,  Mich. 


■ 

Pteaident,  Anthony  Klaaaen;  Seeretaiy,  Wm.  A.  Haan.    Organiaed.  1909. 

Ybab 

Caah 
Aaaeta 

Unearned 
Premiuma 

Net  Cash 
Burplua 

Caah 
Premiuma 

Total 
Inoome 

LoaBea 
Ftud 

Returned 
to  Fyh'ra 

Eipeoaei 

Total  Ex- 
penditnrea 

LoaNs 
Ineumd 

1914 

$4,919 
6.220 

$4,438 
5.220 

$7,130 
8.606 

$7,761 
8,099 

$3302 
2,449 

$131 

$4,171 
4,187 

$7304 
6.686 

$3302 

1913 

2,128 

ASSETS.  DEC.  31. 1914:    Caah,  $3,964;  acenta'  balancea,  $055; 
total  aaeeta,  $4,919.    LiabilitieB:    Loaeee  unpaid,  $481. 


RISKS  AND  PREMIUMS: 
$1,069,733. 


Fire  liaka  in  foree.  DeeeDiber  31, 


GRAPHIC  ARTS  MUTUAL  FIRE  INSURANCE  COMPANY, 

Philadelphia,  Pa. 

Prendent.  E.  Lawrence  Fell;  Secretary.  Alfred  J.  Fenia.    Organiaed.  1907. 


YmuL 

Caah 
Aawta 

Unearned 
Premiuma 

Net  Caah 
Suiphia 

Caah 
Fkemiuma 

Total 
Income 

Loaeee 
Pfeid 

Returned 
to  Fyh'ra 

Ezpeoaea 

Total  Bs- 
penditurea 

Inonned 

1914 
1913 
1912 

$80,011 
30,641 
29.92S 

$11,746 
12.308 
11.031 

$15,735 

•15.053 

16.040 

$23,468 
24,016 
22.063 

$26,075 
26379 
22.701 

$11,823 
6374 
4.723 

$7,604 
7301 
5354 

6.341 

$27,618 
23.757 
16.618 

$9,638 
6.962 
5.671 

*  Inehidea  guaranty  fund. 

Aaana,  Die.  31, 1914.  LuBiuma.  Dbc.  31, 1914. 

Bonda $20,371    Unearned  prema....      $11,746 

CaA 4,307    Unpaiddiv 1.476 

A«enta'ba]aaoea....  4.678    Other liabUitiea 1.054 

OthwaeBeta 665  

Totalliafaifitiea...      $14,276 
Surplua 16,735 

TDtalaaeeti $30,011       Total $30,011 


RISKS  AND  PREMIUMS:    Fire  riab  in  force,  Deeembcr  31. 
$1,966,729;  premiuma  thereon.  $23,492. 

Plar         Market 
BONDS  OWNED.  Vahie.         Vahie. 

PtoiMHrlTMua,eT..3i%.. $3,000         $1,960 

Bdr.*8uap..4%(ctf.dep) 2300  1,680 


Bond*  Owrid.— ConI. 

Chi,  Mil  ft  St  P..  gn.  m.,  4% 

Atoh.,  Top.  ft  S.  Fe.,  gn.  m.,  4% 

P.,  C,  C.  ft  St  L.,  oa.,  m.,  4% 2,000 

Canadian  Nc  eq.,  4}% 2,000 

Penn  RJL  gn.  frt.  el.,  4J% 

Lehigh  Valley.  200. 3, 4% 

Amer.Gaal920k5% 

Buff,  ft  Suaq.  Ry.,  p 

Buff,  ft  Suaq.  Ry.,  e 


Par 

Market 

Value. 

Value. 

$2,000 

$1,780 

2.000 

1.900 

2,000 

l*?* 

2,000 

1.990 

2,000 

1.970 

3,000 

2,850 

2,000 

1.930 

3.000 

330 

600 

39 

Totab. 


$25,600        $20,731 


MISCEUiANEOUS:  Thia  company  «aa  incorporated  in  May, 
1907,  and  confinei  itaeif  to  inaunnce  of     '    ' 
and  kindred 
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GREAT  AMERICAN   MUTUAL  FIRE  INSURANCE  COMPANY, 
San  Antonio,  Tex. 


ia  1^  DmTjl.  1914.  in 


GREENE  COUNTY  MUTUAL  FIRE  INSURANCE  COMPANY, 
OF  GREENE  COUNTY,  Greenville,  N.  Y. 


Pnridat.  W.  B.  VuidBUlt;  BmntOn. 

O.C.Bt>T«.    OrguiBd 

isu. 

,.iSi 

5=i 

Buiph. 

Pnmiumt 

■SS. 

Pwt 

tor!*'™ 

Bqw 

IS^^ 

iMond 

« 

li 

K 

K 

•'Ji;^^ 

"^ 

•sa 

iml     SS 

8^ 

BONDfi  OWNID. 


.*%. 


^nhis,l3S,7»)... 


GROCERS  CASH  DEPOSIT  MUTUAL  FIRE  INSURANCE  COMPANY, 

Huntingdon,  Pa. 

FraUMt,H.C.KMn,BBintHT;  a.E.aiB|a<n.   Ofdnbwl.  ItOO. 


Tui 

O-h 

S^ 

alrplu. 

C^ 
PnmiuiB 

iSi 

LaM 

EeUirned 
»  Pybn 

EIPOM 

Sffi^S; 

^ 

S 

11,01G 
13JI18 

nG,ni 

JOJBS 

W.4I1 

"IS 

■ii 

7,(81 

ABBSra,    DEC.  )1.  U14i     Bomb.  t8,«89;    «d 
>r>V  takma.  1381:  LaUnt,  1411:  Ml«  Mnk. 

rmn^ial-wt».Dtaa.h 

■t  11,  II.SB3,»«. 

BONDS  OWNED 
Ci»  *  0.  H,_Wt 

Fm 

Vihu. 

0.(100 

Ms  loU    I 


HISCELLAHBOUS:    Thii 


oompuy  wnta  t 
nHide  c«  PtDiKTlni 


HAMBURG   TOWN  MUTUAL  INSURANCE  COMPANY,  Hamburg,  W 

Pr^ilBal.O(*J.Opbni;Bain(HT.Lawi>O.Brn.    OnulHd.  1867. 


Tui 

~sr 

Fiwniu 

»£S? 

pS„ 

"ST 

■ST 

Ketunwd 

Eq«H 

TDtaJkJ- 

■^ 

® 

If 

1i 

I1.M3 
4.37(1 

w 

« 

w 

»U 

IS,I4t:  eirii. 

.    LU)ifitHC 


I.   I       Fin  nki  in  lorea,  Dnmbir  81.  11,278,48!. 


REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


HAMPSHIRE  MUTUAL  FIRE  INSURANCE  COMPANY,  Pittsfield,  Mass. 


FR«)>at.J 

M.Bt*ni» 

DiBMntHT 

H.A.B«bo 

or.    OkuhLISM. 

Yiu 

ss. 

u^;^ 

"AT 

Cuh 
Premh™ 

iBoona 

■ST 

«»1 

,^\^^ 

iSa 

^ 

Si" 

t31,iU 
90,411 

a 

ttO.144 

lll,2« 

M,«TI 

g.<wi 

t.*3S 

1E~M 

U2,71W 

13.TM 
U.T« 

AMm,  Dm.31,  181t. 

M«tt)«al«iB K.KO    L>— uiii»u 

Bouliuilitrx^...        SOlni    Uaunwdiiniiia,.. 

Cuh 1.2TS    Othalbbailn.... 

Agcoig'taluDa... 
iBlKstuidniit*,. 


I474S>       Toul... 


RISES  AND  FftEUIUMa:  KntMi  tolnw.  D«eenbir31, 
M.IW.Bia;  mmiumi  ttiawn.  K3,Tti. 

LOSSES  PAID  SINCE  ORQANIZATION:    t«ll,«l». 

MORTQAOE  LOANB:  Tbm  an  3  loui.  Kr^diu  SUM 
mlaitad  bj  impnmd  nl  stata,  nhwd  at  tli.SOO.    Tim  wf 


ba  gffistn  of  Um  fiaUiira  Untnal. 


HARBOR 

CREEK  MUTUAL  FIRE  INSURANCE  COMPANY,  Erie,   Pa. 

P™ideT.t,C.R.F»rb«;S«Tnt*r).,attWilB^    Orgaai»d.  IMJ. 

Tua 

AhM 

U.««Hl 

NetCaah 
Bucplu. 

Cub       1      Total 
P™™       In»m. 

Paid 

loP-yh'B 

Eipo. 

indibin; 

.iss 

rU48 
2M7S 

tM.BM 
3I,M7 
S1.W3 

U13M         t43,NU 

8*000 

ac«85 

ASBET8,  DEC.  SI,  1 


:    Caib.  tmfiHk  agmta'  balMna.  | 


„„, _<i,  UI.TSl;  total  a«gti.  titHB. 

Net  aoouat  oT  moabva'  EabiUQ,  Dw.  31,  I71M»- 
Fin  tWa  in  («M,  Dnnbtt  31,  I1S,T2S,24L 


fiUBINESS  SINCE  OROANIZITION: 
mr.UI;  loH  paid.  tH7j23. 
MIBCELLANEOUB:    Thii  go 


mpwj,  am 


HARDWARE  DEALERS  MUTUAL  FIRE  INS.  CO.,  Stevens  Point,  Wis. 

Pnridaat,0.P.8chl>f«r;8«a«tui>,P.J.Jai»tia.  OKatuinl,  ISH. 
Tan      AKt«       Prcipimiu  |     BuibI^u    I  P" 


inqmo  Paid 


1113 


tl,m\  (.^6,67 


A^m,  Dao.  31,  l>tt.  Luaiuma,  Di 

UorlaseloaH H^.TOa  LMcaunpHd |10,NXI 

Bondiand  itoekg...        7B.n>4  Uneainad  nnmi. 

CiSr. 11,6"  OUwU»Hliti«.. 

A(iiit«'liai*ii«a....  AM*       ^  ^,,.  _,,^ 


Se.074 


Total  w 


Tola] im,»CT 


Net  amouDt  of  Dwnbn'  liabibtiF,  Doo.  31,  1171,81131  unda- 
■riliiw  [mfit,  1*1,717;  inrtrtanit  mM.  WWIO. 

RISKS  ADD  PREMTDMB:    nnilibia  tone,  DnaslwSt, 
ia,a7a,lU;i]nauuiu  thmon.  1171^63. 

BuaNSSa  SINCE  ORQANIZATION:    Prooiuiai  mniTed, 
t83«J17;  lOHB  paid,  t!«3JM0;  diiideadi  dnUnd,  mik,  1301,177. 

UORTQAQE  LOANS:    Ttun  an  13  ktaas  aunsa^  HJ,- 

TDO.  DCOtvted  br  nal  aUte  ID  Rack  Co.,  all  briD  laodk  Talued  at 

t»0l«n.    'n«»«ii»inl«™tIia.lihi*onDeiwi.bw31,  laot. 

Par 

BOHDB  OWNED.  Vahw 

UowhaPaps UMO 

odTs.rir. S.000 

Otand  Bapida,  p.  P ^■PW 


JaDHTiDe.  Wh.,1«,.. 

miihiuFalk*&i.'R 
CBnhtD.  la.,  a........ 


*fiOO 
6fi00 
SJNO 


IlaasaPvs 

Wat  Alii.  Ct,» 

Blenm  PI,  wk.  ■- __„ 

Riohland  Cmlie,  WW.  Cy.  H 3  000 

Bruadlwid,  Wia.  wat.  p.  A  ri Bnan 

Wauiau,  Wia.  ■.  oonot 1.000 

Foi  Rmr  Valler  Oaa  A  El 4.000 

Ci  Wat.  Pow.  4  Papn SmD 

Wa^hhinijWi. 6,000 

Maoiloo,  Wia 1.000 

Ajiligo.  Wia fkOOO 


FIELD  MEN  AND  TERRTTORY  COVERED:    A.  J.  Soott, 
Maring  City,  Mioh,  (or  Uinh.    Cnnpaoy  opirata  in  Uch.  and 


HARDWARE    DEALERS    MUTUAL    FIRE   ASSOCIATION   OF  PENN- 
SYLVANIA, Huntiogdoi     " 


PnodmtC 

H.  Miner;  Secnlary,  W.  P 

Lowii.    Oriubeil.I«01. 

Tun 

Aanta 

SSi 

Net  Caih 
Surplna 

Fmnimna       tnoome    | 

fs-  !£1!Si 

£.». 

sss 

iiss:d 

1«4 

t>M03 

ss^is 

Wm 

ttS.133 

H1.74I         tM,4tl 
41.337           (3.733 
33,477           41.7B7I 

■jjgl    »»«. 

3 

IS 

M1.OTI 
30.113 

1>U 

M 

»1«6 

REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


HARDWARE  DEALERS  MUTUAL  FIRE  ASSOC.  OF  PA.,   Huntinfdoii,  Pa.— 

iSBKti.  DBC.  31,  1 
r^;  ^u-  tulue- 


HARMONIA  MUTUAl,  FIRE  INSURANCE  COMPANY,  Buffalo, 

PrMdant,  labo  H-  Katppj;  Brntttry.  EJwri  Obtrtoli«r_Org«niwd.  1877.  _ 

Bujphii       I^smvnB 


Umriiad 


_    __    ___  SINCE  OKOANISATION: 

t3M.77S;  Iowa  Dud.  1139.023. 

H£AL  ESTATE  OWNED:  Stm  wd  dwdt 
OUiri  Btneta,  BnSila. 

MOHTOAQE  LOANS:  Tb«in71lou 
HOD.  on  imwtiH  wiinh  ttSS.Ui,  on  wliiiih 
1191460  ol  iuinaca.  Tbg  Icui  n 
110.000  uuj  aU  H 


ir  mth  ■  600.000  aiai*l 


HARTFORD  COUNTY  MUTUAL  INSURANCE  CO.,  Hartford,  Conn. 


Prwdrnt.  R.  H.  &WI 

a«rtUrr.  W 

m.  A.  EtvUk.    On!»m«d 

IS3I. 

Tiu 

cw. 

Unctmsl 

"N«C-1> 
BiuplDi 

Cull 

Tow 
Idrkm 

^        £^rti 

BipOM 

^R^ 

laeund 

tioc>,w 

•«i.oo«,7ia 

•WI,178 
•KT.'S.SSl 

Ki.TW 

im.282 

lli.Jll 

*?o.o« 

nil 

«.3I2 

8I.J0I 

. .  iiju.Dej 


Total  H  ^_^ 

tadnriti^  Fnfit.  t3.SM; 
BISKS  AND  FREUIDMS:    Finnkij 
tAVXa;  pranhm  UimoD.  1200,872. 
BUaiNraS  SINCE  ORQANIZATION: 
RtMlU;  kwH  pud,  I1,«33.7I7. 
B0ND6  AND  STOCKS  OWNED: 
Bonn. 

'^.I»M 

H.*P.Ct.4Tii 


CuL  Ed.  Rt-.o..  a  ",.  1»«J. 

Cm.  RB.  N.  J..  1M7 

Chi.  B.  A  Q.  R.R..  HI.  Dn,  IftW 

C. A  E.  R.K.,  I  m.  iDL  d.  bti  N.Y..  L.EA  W AB.,1W2 

CW,  Je.  Bj.  A  Db.  Blk  Yd.,  IBIB 

CliL,UiLABt.P.RT.,  a.lU3.., 

CM.  B.  I.  *  P.  RJt,  «!.  tr,  1B1»-18. 

Cli.AW.lBd.S-B..  18Sl-t2 

Drf.  A  Hod.  CbhI.  H1T-2I 

itttai  St.  Rj,  IBO 


L.  A  N.  R.B.,  N.  0.  A  M.  Dix.,  IWO. 

M.  A  E.  RJ(.  Stk.,  tthj  DJ.A  WJt Jt,  leU. . . 

Nm  En*.  RB.,  IMI 

N.  y.  C.  Lisa  M.  B.,  IW3 

N.  Y.,N.H.  A  H.E.R., !»«.((% 

No.  Pm.  a  Ol.  No.  RJL,  l«l 

W.M(l.RJl.,  1-" 


u  A  St.  F.  R.R..  p.  by  C.  A  N.  W.  B 


Pitu.,  Ft.  W.  t  Cy,  R.R.,  jr.  by  P».  R.R 

R.  A  B.  R.R,.  p.  br  Del.  *  H.  C  

Uti™.  C-  A  8.  V.  R.R.,  ff.  by  D.  L.  A  W.  R.R. . . 


TERRITORY  COVERED:    Conn,  onlr- 
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REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


HERMAN  FARMERS  MUTUAL  FIRE  INS.  COMPANY,   Herman,  Wis. 


PKakknt.  Dan.  Sohulti' 

'  Seerataiy.  H.  F.  Ringle. 

Oivaniaed.  1856. 

Yl&B 

Caah 
AflBets 

Unearnod 

Net  Caah 
Surplua 

Caah 
Premiums 

Total 
Inoome 

LooBea 

Returned 
toFyh'n 

RxpeaicB 

Total  Ex- 
penditont 

luouiiw 

1914 
1913 

$68,771 
68390 
77.245 

$50,140 
49,020 
45.161 

$17,884 
18.103 
25.106 

$30,693 
31.700 
28.287 

$34,291 
34,920 
31.637 

$23,476 
33341 
19.594 

$641 

<oS$ 

$34,006 
43399 
28.634i 

$23,476 
33334 

1912 

25.794 

ASSETS.  DEC.  31.  1914:  Morteage  loans,  $62,060;  cash, 
$1,617;  unooUeoted  prema.,  $2,911;  interast,  $2,193;  total  aaseta. 
$68,711.  LiabifitiM:  Loaes  unpaid,  $746;  unearaed 
$60,140;  total  fiabiUtiea,  $50,886. 

Pramiom  notes,  Deo.  31,  $26,943. 


Fin  risks  in  foroe.  Deoember  31,  $12,633,027. 

MORTGAGE  LOANS:     These  loans  ai« 
property  valued  at  nearly  three  tames  the  amount 
pany  holds  ample  fire  inauianoe  on  the  buildings. 


by  Cam 

OOB- 


HIBERNIAN  MUTUAL  INSURANCE  COMPANY,  Charleston,  S.  C. 

Ftesidant,  A.  J.  Riley;  Secretary  and  Tnasurer.  M.  F.  Kennedy.   Orga^sed  1885. 


YmuL 

Cash 

Assets 

Unearned 
Ptamiums 

Net  Cash 
Suiphis 

Cash 
Premiums 

Total 
Inoome 

Losses 
Psid 

Returned 
to  P-yh'ia 

1914 
1913 
1912 

$47,008 
45392 
42.652 

$25,906 
26.473 
26377 

$21,102 
18319 
16.275 

$6,239 

22,606 

6.713 

$8,351 

24,350 

8316 

$1.40« 

1393 

665 

$1,894 
2,015 

I  Total  Ex- 
Expenses     penditures 


$2.6881 

2.i28| 
2.777! 


$5,986 
6.396 
3,442 


Incurred 


$1,404 

1,893 

665 


ASSETS,  DEC.  81, 1914:    State  stock.  $22,400:  cash.  $20319; 

its  due.  $4389;  total  assets,  $47,008.    LiabiUties:    Un- 

$25,905. 


RISES  AND  PREMIUMS:    Fire  risks  in  fane, 
$1,426,450;  premhmM  thereon.  $28,784. 

TERRITORY  COVERED:  S.  C.  only. 


31. 


HIDE  AND  LEATHER  MUTUAL  FIRE  INS.   CO.,   Phfladelphia,  Pa. 

Prendent.  James  Salem ;   Secretary.  John  A.  Duncan.    Organised,  1906. 


TlAB 

Caah 

Assets 

Unearned 

Net  Cash 
Surplus 

Cash 
IVemiums 

Total 
Inoome 

IxMses 
Paid 

Returned 
to  P'yh'is 

Expenses 

Total  Ex- 
penditures 

Inencred 

1914 

$86,690 
34.017 

$86,680 
34.017 

$14,631 
14.396 

$15391 
15.226 

$2,724 
1.049 

$4,071 
2369 

$5,270 
4397 

$12,065 
8,015 

S2.724 

1913 

1,0I» 

A8BBTS,  DEC.  31, 1914:  Bonds,  $18,719:  eash,  $16,674;  aunts' 
bdanoes,  $1397;  total  assets,  $86,690.    Liabilities:    lWuapr». 
$10. 


Pftmhim  notes  Dee.  31,  $65,301;  vndenmting  profit,  $6,733. 


MISCELLANEOUS:    The  oompaiiy  was  fannsrly  the 
Mutual  Fire   Ins.   Co.    Name  dian«Eed  in  1911.     It 
ensedin  Pa.  only. 


is   fio- 


HINGHAM  MUTUAL  FIRE  INSURANCE  COMPANY,  Hingham,  Mass. 

President  and  Treasurer.  Henry  W.  Cushing;  Secretary,  Alan  F.  Hersey.    Organiaed,  1826. 


TiAl 

Cash 
Assets 

Unearned 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 

J*  ^ 

Ineuiinl 

1914 
1913 
1912 

$264,142 
373305 
273393 

$161,744 
158338 
162.144 

$97,506 
llil36 
108,633 

$88,801 
88,035 
90.144 

$163,088 

95312 

IO23I8 

$56,201 
29.730 
42.844 

$26375 
30305 
37.978 

$29317 
26»653 
30,816 

$111,603 

86,688 

111.637 

$S9.105 
42^7 

Assars.  Die.  31, 1914. 


Real  estate 

Mortgage  loans... 
Bonds  ud  stocks. 

Cash 

Agents' balances... 
Interest  and  rents. 


$6,000 

14300 

217.482 

16.021 

7,469 

2370 


LuLBiuiXM,  Die.  31, 1914. 

$3,878 

161,744 

1.014 


unpaid... 
Unearned  prems. 
Other  liabifities.. 


Total  liabilHiei...     $166,686 
Netsorplus 97.506 


Total 


$264,142       Total $264,142 


Underwriting  Vmb,  $1312;  inrestment  profit,  $14,014. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  receiyed, 
$3,893,417;  losses  paid,  $1.438368;  dividends  declared,  eash, 
$2,126^843. 

REAL  ESTATE:  Comprises  ocunpany's  home  office  building 
at  Hingham,  Mass..  net  rents  last  year.  $622. 

MORTGAGE  LOANS:  There  are  4  loans,  segregating  $14,300, 
and  protected  by  improved  real  estate,  valued  at  €24,300.  Insur- 
ance to  the  amount  of  $27,400  is  carried  on  the  mortgaged  build- 
ings.   No  interest  past  due  on  Deoembv  31,  last. 


BONDS  AND  STOCKS  OWNED: 
Bonds. 


Atchison  Trans.  Cont. 

Boston  Albany 

Boston  Elevated 

Boston  ft  Lowell 

Boston  dc  Maine 


Par 
Value. 

$10,000 
24.000 

8.000 
10.000 

5.000 


Market 

Value. 

$9,100 

22360 

6.880 

9.500 

3360 


BoMDB  AHD  Stocks  Ownxd. — Cant. 
BoMDB.— Cadi. 


C.  B.  ft  Q.^  111.  Div 

Current  River 

Kansas  City.  C.  dc  S 

Lake  Shore  A  Mich.  So. . . 

N.Y..N.H.4H 

N.  Y.  Ph.  &  Nor.  Inoome. 

Amer.  Tl.  ft  Te 

Boston  ft  No.  St  Ry 

Des  Moines  El 

Sngham  Wat 

Niagara  Lock  ft  Ont,  p. . 

Ontario  Paw 

Salmon  River,  p 


Stocks. 

Boston  Elevated 

Union  PSc..  p 

TfinghRm  Nat 

Nat  Bk.  of  Conmieroe.  liq. 

Nat  Union 

OldCotonyNat 

Webster-Atlas 

Hingham  Wat 

United  Shoe  Maeh..  p 


Par 

Value. 

$10,000 
15300 
10.000 
10,000 

5.000 
20.000 
22,000 

5.000 
15300 
11,000 
10,000 

7.000 
10,000 


4.000 
2,500 
3300 
1.100 
1300 
6,000 
2300 
6300 
1.250 


Market 

Valoe. 

S8300 

13.060 

6,500 

0.400 

8,700 

10300 

10300 

4,400 

14,400 

11,000 

0,100 

0.720 

8,400 


3.040 
2.07S 
3.300 
517 
MOO 
7,200 
4,510 
7.440 
1,500 


Totals $234.450       $217,403 

TERRITORY  COVERED:    Msa.  only. 


REPORTS    OF    FIBE    INSURANCE    COMPANIES. 


HOLYOKE  MUTUAL  FIRE  INSURANCE  COMPANY,  Salem,  Mass. 


IMkDt  ud  IWhrt.  Wite  L.  HimK 

Vin-ProidBii 

it>i>dM»iMO.Clri«P.runM:SB»t»T.L.O.Joh»Dii.    OrfuinL  UtS. 

,^S1 

Borph. 

tV«mm> 

ss. 

■SB- 

U  PTh'n 

Eq««. 

SS^ 

s:^ 

'S 

l«.ieo 

1»7.(»1 
t9g>7< 

182,738 
7MU 
70316 

™ 

Is 

tlBdods  17/100  ifiridoid  tg  fiuno^  e^aUl.    lliwhidti  tlOO/MO  giunal]'  i^itaL 


Total  fiibifilii 
Otai.  oioit*)... 
Mot  nnrtui 

Total 


30.679 
K7£.I»G 

lao.ow 

324.517 

vmsn 


REAL  STATE  OWNED:  Tba  oimiiuy  omt  id  hsi 
buUx.  ibg  book  Taiga  of  irttiob  h  *47,«»,  cwrisd  it 
nlH  Hi  MSm.    Rota  noaTBd  Iwt  T«B,  HMO:  < 

MOHT 
Utl!i00,iqncalinit7 
•H*  Md  br  Ua  go>B|nBr 

BONDS  AND  TTOCKS  OWNED:  Pv 

Bown.  Vihift 

U*to,M«,  !■«(.<% KJXO 

Aiw  lu,  ino.  ai% 6,000 

BJ u._    .«a.  St% 6,000 


'M«c4.C(Bii.,l«T, 

Wflo. «.  Y,  IWI.  1% io,owr 

^oMbB,  m;m.  tOM,  4% 6,000 

^utOfc  Iblfc,  im.t% 6,000 

an™±lfa».iB«i,jf?i 10,000 

Mir,  Co.!,  IMS.  4% 6.00O 

l«Wi.4% 11J14 

_  J^H-IIIU.  M-M,  4%. . .  10.000 

(wriw.4«i g^ooo 

vilUul,  IttlS.H 3.000 

J-ng  Cily,  N.  J.,  lOM.  S% , S.OOO 

JaitJ- tSlT.  N.  J.,  I«M,1% 6.0M 

Uim.  Mw..  1013-23,  4% 6,000 

la-liBlBi.CiL.IOT0.4i'-; 10.000 

ljiia.itai,l»18.4'S,....  WOO 

^rtUMLllMi..  1916-10.4% tJM 

!lm,8Mle,I93S-3«.31'>. 1G.000 

^a».i% MOO 

^Jtaon.  N.  T..Ji02,  4!  'S. 6.000 

jSSSUd. 


!^::;.":::; 


Kh  Tnt,  N.  y,  19H.  4%. 

0^H.J„1M0,S% 

^■M(t,  K.  I.,  tOT»'44, 4%. . . 
T^,....  ., 14.*%.... 


SMf.M'--."li 


L,iai7-lS.3t%.. 

-—. -I-.,  ua-as,  4% 

Si.FHlUtBa,lB17-lS.41%... 
^i^uMd.MM..1«47,4<4.--. 
tuiuon,  Mm.,  lOli.l'- 


Vtmociei,  a.  L,  IBM-M,  4%. 
"— iut,  B- 1,  IM7. «%.. . 
».UML.im.t% 


B.*i,l»M,4g 1.000 

BjA_lMa.6« 1/aM 

™««4la»,  rtia,4% 6JM0 

Ba««H«,Mn,ii^ SJWO 

■■»u,iwe.4%......T. 16,000 

B-t  p.,  1118,4% ».fflOO 

C.h^l«B,4%. 3JJ0O 

C.IWiS<!.lB»,ll?i SOO 


Boma  un>  Bmau  Owina.~Caia. 


W.  [HdiKui,  1933,  (l<^ 

ll«ra.*D»Tloii,MKa,Sft... 
-,U.r.4Wlt«L,  19».6S.,. 

II..  1917.7% 

■i  Ilm.,  I940,3|'7.i 


>ltAM..  1B2S,0%... 
~».4% 


l-l.wh\„llcy.  |9iB,8% 

L.r,.:l-;i.rul,  1949,4% 

ft l'^.,  n .  A  Epn.  ft  He.,  1033. 4% 

riii7EiamL'<:H  Piffl,  1018. 4% 

N™  England.  1946.  S^. ^ 

..  -  ^  .  „  „    199778.3)%.'.'.'!;!!! 


■.,  N.  H.AH 

;..  N.  n.  in 


fl,  srn 


'."%.. 


Fbrt  Nail.  Bk.;  3dn  jUq.)*.! !! 

Fourth  Atl.  Natl.  Bk.,  Boaton 

Mmntilo  Natl.  BL,  Balm  (Eq.) 

Menhanta  Natl.  BL,  Salem 

Natl.  Shanaot  BL,  Boaton 

Sceond  Natl.  Bk.,  Boitoii 

Bdiani  B.  Ilhim..  B«(on 

Totafa  (book  nhe,  tS87,lM) KSO.OOO      IS8gJ78 

MISCELLANEOUS:  CoELeuntim  lo«n:  Baaton,  1871. 
tlIO.304;  FWthml,  ISU,  tI^79S:  CIh^w,  lOOS,  1113.413: 
SalSD.  1914,  tXSOAiS. 

yiELD  MEN  AND  TERRTFORV  COVERED:  A.  F.  aniUi 
and  B.  W.  HSnklgr,  ipegial  agente  tor  IIh  N«w  Ei«laBd  Stala 
and  nportlDg  to  tba  home  offl«.  TlieeompaojcnMnleaiiiCoim.. 
He.,  MhOI-  H.,  R.  I.  aad  Vt 
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REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


HOME  MUTUAL  FIRE  INSURANCE  COMPANY  OF  BROOME 

COUNTY,  Binghamton,  N.  Y. 

Preddent,  John  Baylees;  Seoretary,  F.  J.  Bayleas.  Qrguused.  1901. 


Tl&B 

Cash 
Aflseta 

Unearned 
IVouuma 

NetCaah 
Surplua 

Cash 
Ftaniums 

Total 
Inoome 

Loeees 
Paid 

Returned 
to  Fyh'tB 

EzpeoMa 

Total  Ex. 
penditani 

LoaBee 
Inouixed 

1914 

$44,516 
43.196 
40,565 

20.120 
18.603 
15.451 

$23,296 
23,009 
25,114 

$36,274 
34.239 
28,749 

$38,063 
36.301 
30.072 

$23,006 
22,917 
13,219 

$18,497 

12,162 

9.950 

$86,603 
35.079 
23,169 

$28i)06 

1913 

22,517 

1912 

15.119 

Aflsan,  Dio.  31, 1914. 

Mortgage  loaaa $29,950 

Caeh 8,111 

Agonta'  balaaoeB. . . .  6.078 

Intereat 877 


Leabiutbs,  I^.  81, 1914. 

unpaid $1,100 

Uneaniad  prema. . . .        20,120 

Total  liabiUtua...      $21,220 
SorpluB 23.296 


Total 


$44,516       Total $44,516 


Fire  riakfl  in  foree,  Deeeoiber  81,  $6,277,196;  piemhima  tfaereoa, 
$49,486.  .-..*-  — . 

MORTGAGE  LOANS:  Thm  are  9  loana,  for  $29,050.  pro- 
teoted  by  real  estate  in  Broome  County,  Talurd  at  $63,100.  Ckoa- 
pany  holda  $81,700  of  inaoranoe  on  the  mortgaged  bmldinff. 

MISCELLANEOUS:  The  htw  of  1910  alloira  oo-operatiTa 
paoies  8ev»  years  for  the  aomimulation  of  reaerre. 


HOPE  MUTUAL  FIRE  INSURANCE  COMPANY,  Providence,  R.  I. 

PMndent,  Frank  L.  Fierce;  Aaeiatant  Seeretariee,  Charles  A.  Tompkina,  Royal  G.  Luther.    Oiganiaed,  1878. 


TlAB 

Caah 
Aaaeta 

Unearned 
Premiums 

Net  Cash 
Surplua 

Net 
Ftaniuma 

Total 
Income 

Losses 
Ftud 

Returned 
to  P'yh'ia 

Expenses 

Total  Ex- 
peoititures 

1914 
1913 
1912 

$536,691 
511,784 
517,538 

$297,881 
288,223 
271,860 

$227,869 
210,770 
228,819 

$427,981 
432.671 
455,164 

$452,246 
453,058 
478.296 

$19,037 
15.115 
22,215 

$369,854 
357,586 
370398 

$34,812 
35,165 
39.201 

$423,703 
4073M 
432,3141 

$19,390 
15,689 
24.524 

AaniB,  Dm.  31, 1914. 


Lxabhrbb,  Dbc.  31. 1914. 


Bonds  and  Btocka...  $432,820    Losses  unpaid $3,371 

Caah 88,753  Uneamedprams....       297,881 

Agents' balanoea....  14.736    Other liabihties 8.070 

Interest 882                                 


Total  liabilities. . .     $300,322 
Surplus 227,369 


Totalassets $536,691       Total $636,691 


Net  amount  of  members'  liabi&ty,  Dec.  31,  $2,933,857;  under^ 
writing  profit,  $365,705;  inveatment  profit,  $20,747. 

RISKS  AND  PREMIUMS:  Fiie  risks  in  force,  December  31. 
$70,386,391;  premiuma  thereon,  $586,771. 

BUSINESS  SINCE  ORGANIZATION:  Fftmiums  leoeiTed, 
$8,647,030;  losses  paid,  $1,260,472;  dividends  dedared.  caah, 
$6,443,631. 


BONDS  AND  STOCKS  OWNED: 
BoRna. 


R.  L  hy.  en..  1936, 3% 

R.I.,hy.  en.,  1939,3i%... 
R.  I.,  state  house  en.,  1941,  070. 
R.  I.,  met.  pk.  In.,  1958.  3i%. . . 

R.  I.,  harb.  imp..  1960.  4% 

Woonsooket,  1941. 4i% 

Amer.  Tl.  A  Tg.  or.,  1933,  4i%. 

Chi.  Ry.,  1927. 1, 5% 

Detroit.  Edison  1. 1933,  5% . . . . 
Boston  A  Me.  RJl.  note,  1915. . 
Mass.  El..  1915,  5% 

Stooks. 

Bklyn.  Cily  ILR 

Canada  Southern  Ry 

Chi.  A  £.  m  ILR.  tr.  ctfs.,  p. . . 

Erie  &  PIttaburg  RJl 

Hereford  Ry. 


Market 
Value. 

$22,360 
2,760 
8,400 
6,300 
5.000 
6,180 
11380 
4,950 
6,180 
4,500 
5,000 

14,981 
3,100 
9,625 

13.300 
7,600 


Bonds  and  Siookb  Owmsd.— CanL 
Srocxa.— Cont 

Di.  C.  R.R.,  leased  fines 

International  Ocean  Tg 

Manhattan  Ry 

Minn..  St.  P.  &  S.  S.  M.  Ry.,  leased  fine  ctfs. 

Mobile  &  Ohio  tr.  ctfs 

N.  E.  Inv.  &  Security,  p 

N.  E.  Inv.  &  Seouri^  ^Prot.  Agreement". . . 

Oswego  &  Syracuse  R.R 

Pitts.,  Bess.  A  L.  E.  R.  IL.  e 

Pitts.,  Ft  Wayne  A  ChLBJUgr 

Sharon  Ry. 

St.  Louis  Bridge,  Ip 

St.  Louis  Bridge,  2  p 

Tunnel  R.  R.  of  St  Louis 

Upper  C00BR.R 

Blackstone  Valley  Gaa  &  El.,  p 

Chicago  &  Nwn.  By 

Cler..  Cin..  Chi.  &  St  Louis  Ry.,  p 

Narragansett  Eleetric  T  lighting 

Narrannsett  Eleotrie  Lighting,  d 

PhjTidaioe  Big 

Providence  Gaa 

Rrovidenoe  Tel 


Market 

Value. 

$17,000 

0,500 

13,300 

13.150 

7.500 

4.250 

600 

6,000 

4,650 

30.500 

31.600 

11.000 

7.960 

11.200 

10,900 

6,420 

66.334 

5.000 

13.750 

1.025 

42,125 

7.500 

4.900 

4.000 


Totals $440,870 


MISCELLANEOUS:    Conflagration   loas:    Baltiman,   1904, 
$421. 

DIRECTORS:    William    Tinkham.    Rowland    G. 
Charles  H.  Merriman,  John  H.  Hambly,  Wilfiam  C. 
Albert  H.  Sidles.  Zechariah  Chafee,  Henry  S.  Chase,  Ji 
Scott.  H.  Martin  Brown.  Arthur  L.  KeUey,  Frank  L.  Fierce. 

TERRITORY  COVERED:    The  oompaiiy  ia  fioeaaed  in  N.  T., 
Mass.,  MicL,  ID.,  R.  I.,  a  C,  Me.,  P^,  N.  C,  0.  and  Wu. 


M. 


HURST  HOME  INSURANCE  COMPANY,  MiUersburg,  Ky, 

President.  J.  G.  Allen;  Secretary.  0.  E.  Hurst    Organised.  1892. 


TlAB 

Caah    . 
Aaiets 

1914 
1913 
1912 

$20,393 
14,017 
22.446 

Unearned 
Ptvmiums 


Net  Cash 
Surplus 


$19,903 
11,617 
21.146 


Cash 
Ptaniuma 


$37,634 
58.245 
35.442 


Total 
Inoome 


$38,234 
59,247 
38,594 


Paid 


$21382 
55,538 
23,303 


Returned 
toFyh'ra 


123 


$10,624 
11,782 
10,900 


Total  El- 
peadtturea 


$8U906 
67,330 
34.826 


$20,460 
56,638 
24.603 


ASSETS.  DEC.  31,  1914:    Mortgage  kwna,  $10,000:  caah, 
$9,629;  other  assets,  $764;  total  aasets,  $20,893.    LiaUfities: 
unpaid,  $400. 


RISKS  AND  PREMIUMS:    Fire  riaks  in  force,  December  31, 
$4350»285. 


BUSINESS  SINCE  ORGANIZATION: 
$478,662;  losaes  paid.  $321,294. 

MORTGAGE  LOANS:    There  are  2  kMU 
on  land  in  MiUersburg.  Ky.,  valued  at  $06,000 

TERRITORY  COVERED:    Ky.ooly. 


$10,000 


REPORTS    OP    Firs    INSURANCE    COMPANIES. 


ILLIKOIS  MOTDAL  FIRB  UNDERWRITERS,  Belvidere,  111. 

FmkM,  OvK  H.  WihU;  Btattaiy.  Erottt  H.  IVw-  Oisuiwt.  ISOJ. 

Tui 

am 

s=s 

■ar 

^ 

iS. 

■ST 

.Frt*[fi;__ 

ss^ 

■Si 

1114 

lis 

« 

iS 

« 

K 

ffl 

"^srB 

tlT.On       TaU... 


ooot  ol  BMobn'  Sidxiitir,  Dg«.  31,  tlS7.Ul. 
»  AMD  PHSWIUUB;    Pin  ud  taiado  lUi  in 
« II,  ttiKKUBSi  iroiiiim  Itown.  tWJOT.  - 
meS  SNCE  OSQANLUTION;    FnoimM  m 


D  STOCKS  OWNBD: 


N«t.aM,S% 

C.  M7?»?P*'^yCo^'4i%."i 


au.  NU.  Bk^  Bdfkfan 

IlLCutlvT,B(Md«L 

C.M.*a.P.H» 

To«A , 

TESHITOBy  COVERED; 


3,T<» 
100 

1,000 


IMPLEMENT  DEALERS  MUTUAL  INS.  CO.,  Grand  Forks,  N.  D. 


DuttBtd      KM  Cull 


nwu      t 

M>.7TT  H.UO  KggS 

«.B7a        ig.m       n:m 


tUMl         (l7,Ut 

n,M7  lt,«M 

4«iM»l  11.1H 


sffja 


DM^Sl,m4.  Lununn, Dk. 31. IDM.  RISKS  AND  FREUmMS:    Rra iMi m  tcna,  D 

W.m  LoMmuM UfiU       •l.TSJJM;  pnohnm  thdiWB,  H«7V. 

e,6»  UdmiWhw....         If"* 

14,8H  OttwlMifiliK....  I 


Total  Biti»iii... 


MS411       Total... 


INDIANA  LUMBERMENS  MUTUAL  INSURANCE  COMPANY, 
Indianapolis,  Ind. 

PhhImI,  C.  C.  FoMs;  ShhIut,  F.  B.  Fowlir.    OnuiMd.  18>7. 


•tiiUMS'    i43g,r 


ii47,oiH       t»,ooa 
ijD.rao         U,8I1 


I,  tlTB,40t:  u 
RISKS  AND  PREUI0HB:    Fber^iiB 
mMQ.ltl;  rnmiiia  Uinoii,  U08,UD. 
BDaNESB  SINCE  OKQINIZATION: 

~ d,  I»i4,718:  t&ridBoih  d 


tLioi,;* 


SEU.  ESTATE  OWNED; 
mi.  tU  N.  D^mi  '  - 
UORTO AGS  LOANS:    Th« 


ot  eomjaia'M  ofBse  buUd- 

iggngitiiii  tms,- 
miatly  in  Hirion, 


ft  pHt  due,  tad  tlu  oomju;  'xJUi  t£2ll,l)39  in 
BONDS  OWNED:  Tilus. 


lOXWO  10,4111 

10,000  10.000 

ID.OOD  10,000 

10.000  10,000 

19.000  IS.000 


Wiuji.  'iwp.,  lu.t.,  iaifl-a?,  4i%... 

Totala  [bwA  nlM,  nSOmi).-.. 


>:  Coiapuf  DpinM  in  Ark.,  Ckl., 
a.,  iu..  imi.,  rkmn.,r)j.,  i^.,  M«.,  Misi..  Mich.,  Miim.,  Uo.. 
. .  J.,  N.  J..  N.  Y.,  N.  C,  0..  On.,  Pt.  B.  C,  Tenn.,  T.I.,  Willi. , 
i.  Vl,  Wb,  ud  B.  C. 
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REPORTS   OF    FIRE   INSURANCE   COMPANIES. 


INDIANA    RETAIL    MERCHANTS    ASSOCIATION    MUTUAL    FIRE 

INSURANCE  COMPANY,  Anderson,  Ind. 

Prendent,  T.  J.  MeKienian;  Secretary,  Ralph  B.Clark.  Organiaed  1907. 


Tbab 

Gaali 

ABBBtS 

Unearned 
PWfninma 

NetCaah 
SurpluB 

Caah 
Ptemioms 

Total 
Inoome 

LOM0 

Retamed 
to  Fyh'xB 

ExpeoMB 

TMalEx- 
pendttmBB 

LOBMB 

Inclined 

1914 
1913 
1912 

$46,263 
41,102 
47,075 

$10369 
10.634 
10.277 

$32,004 
25.597 
82,998 

$20,718 
21.150 
20.990 

$22,668 
22.193 
2U18 

$6,399 
8.186 
2,070 

$4,330 
4,183 
3,717 

$5,001 

10.712 

6.858 

$15,730 
23.081 
12,615 

$6,399 
8.186 
2,070 

ASSETS,  DEC.  31.  1914:  Cash.  $44382:  anntB*  balances, 
$1,876:  other  aaaetB.  $5;  total  aasetB.  $46363.  LiabililaeB:  LoeBes 
impaio,  $3,000;  uneOTed  porema.,  $10369;  other  Kahilitiee,  $700; 
total  Uabifitiee,  $14,059. 

Net  amount  of  members'  liabifity,  Dec.  31,  $78,071. 

RISKS  AND  PREMIUMS:  Fire  riakB  in  force,  December  31, 
$1,542,750;  premiumB  thereon,  $20,718. 


BUSINESS  SINCE  OROANIZIATION: 
$41,784;  lossea  paid,  $26,668. 


MISCELLANEOUS:  This  company  began  bosineBi  October  2, 
1907.  ItB  busineaB  is  restricted  to  Indiana  and  to  membeiB  of  tin 
Indiana  Retail  Merchants  Association,  an  organisation  of 
than  11,000  retail  fixms. 


INDIANAPOLIS  GERMAN  MUTUAL  FIRE  INSURANCE  COMPANY, 

Indianapolis,  Ind. 

president.  Otto  Wagner;  Seeretazy,  C.  Dinkelaker-RicBB.    Organised  1884. 


TlAB 

Cash 
Assets 

Unearned 
Pkeminms 

NetCaah 
Surplus 

Cash 
ftemhinw 

Total 
Income 

Losses 
P^ 

Returned 
to  Fyh'rs 

Expenses 

Total  Ex- 
penditortB 

Incurred 

1914 

$25,661 
24.542 
27,751 

$25,661 
24,542 
27.751 

$9,490 
9.189 
9.393 

$14341 
10,612 
10360 

$4,035 
8,220 
6300 

$5,643 
5,560 
5.964 

$9,678 
13,780 
12364 

$4,035 

1913 

8.220 

1912 

6300 

AfflETS,  DEC.  31,  1914:  Mortgage  loans.  $19,850;  etf.  of 
dep.,  $1,000;  cash,  $3,807;  interest  and  rents,  $396;  other  assets, 
$698;  total  assets.  $25,651.    No  liabifities. 

Fire  risks  in  force.  December  81,  $5374.611. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$214,605;  losses  paid,  $99,244. 


MORTOAOE  LOANS:    These  13  loans 


ita    $19,850 


aggregate 
and  are  protected  by  improved  real  estate  vaiaed  at  $80,900. 
No  interest  past  due  on  December  31.  last.    Company  hoUa 
$25,000  of  fire  insurance  on  the  boildingB. 


INDUSTRIAL  MUTUAL  INSURANCE  COMPANY,  Boston,  Mass.* 

President,  C.  T.  Plunkett;  Seeretaiy,  Benj.  Taft    Organised,  1890. 


1914 
1913 
1912 


Cash 


$373,607 
363.360 
352.080 


Unearned 
Ptemioms 


$168377 
170.759 
153.885 


Net  Cash 
Surphis 


$206,400 
186.469 
193.3S5 


Caah 
Premiums 


$271,327 
295.020 
292.154 


Total 
Inoome 


$287,701 
310.304 
306,743 


P^ 


$12,514 

9.064 

13.815 


Returned 
to  P'yh'n 


$241322 
247,937 
254.736 


$24302 
25317 
22.3621 


Total  Ex- 
penditures 


$279,138 
282318 
290313 


$13357 

7.033 

14331 


*  Transacts  a  use  and  occupancy  buipnev. 

Abbbib,  Dna  31, 1914.  Liabhiixib,  Dig.  31, 1914. 

Bonds  and  stocks...     $337360    Losses  unpaid $1,567 

Cash 20307    Uneamedprems....      163377 

AfBOts' balances....  9313    Other liabiUtieB 2,763 

Interest 5,727  

Total  liabilities...     $168307 
Surphis 205.400 


Total 


$373,607       Total $378,607 


Net  amoont  of  manbors'  liability,  Dec  31.  $1.641398;  under- 
writing profit.  $242,966;  inTestment  profit,  $17,787. 

RISKS  AND  PREMIUMS:  F^  rkks  m  force,  December  31 , 
$38,539,904;  prenuums  thereon,  $828,320. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received, 
$6332320;  losses  paid,  $757,541;  dividencfa  declared,  eaah,  $4,- 
149349. 

Par         Market 
BONDS  OWNED:  Vahie.         Value. 

FaU  River,  1915, 31% 

Mass.,  Commonwealth,  1933-40, 3|%.. . 
Aurora,  Elgin  &  ChL  RR,  1946. 5%.. . . 
Bangor  A  ArooBt  RJL,  cs.  m.,  1951, 4% 

BoBton  Elev.  By.,  1935, 4% 

Boston  A  Me.  RJL,  1926, 4% 

B.  A  N.  Y.  Air  Line  Bit,  1955,  4%.. . . 

Chi.,  Ind.  A  So.  R.R,  1966,  4% 

Chi.,  R.  I.  A  Pte.  Rjr.,  1915, 4i% 

Coto.  A  So.  RR..  1935. 4)% 

D..  Y.,  A.  A.  &  J.  Ry..  1926. 5% 

Elisabeth  A  Trenton  RR,  1962. 5%.. . . 

El.  Paso  &  R.  I.  RR.  1951. 5% 

Fla.  East  Coast  Ry.,  1959,  4|% 


$10,000 

$10,000 

45.000 

41,480 

5.000 

4350 

4.000 

2300 

3.000 

2360 

5,000 

3.850 

3.000 

2.580 

15,000 

12,000 

2,000 

2,000 

5,000 

4,400 

7,000 

6330 

5,000 

4.750 

2,000 

1,960 

5,000 

4,550 

BoH90  Owmo.— ^Mt 

Hari.  Riv.  A  Pt.  Ches.  RH.,  1915, 5%. 

Me.  C.  R.  R.  1916, 4i% 

Md.,  Del.  A  Va.  Ibr.,  1955, 5% 

Middlesex  A  Bos.  St  Rsr.,  1932, 4i%. . 

Mo.  Pae.  By.,  1915,  6% 

Montreal  Tramways,  1941, 5%. 


N.Y.C.&  H.R.  K.K.M  A  A^^1920, 4|% 
N.  Y.  C.  A  H.  R.R^L.  S.  cd.,  1998. 3}% 

N.  Y.,  C.  &  St.  L.  R.R.,  1931, 4% 

N.  Y.,  N.  H.  A  H.  RR.,  1955, 4% 

N.  Y..  0.  &  W.  Ry.,  1915, 5% 

No.  Me.  Seaport  R.R.,  1935.5% 

No.  Pte.  Qt  No.  By.,  col.,  1921, 4%.. .. 

Richmond-Washington,  1943,  4% 

R.  I.,  Ark.  ALaTRR.,  1934. 4i% 

Woroeeter  A  Holden  8t.Ry.,  1923, 6%.. . 

Amer.  Tl.  &  Tg.,  1929,4% 

Amer.  Writins  Faner,  1919^% 

Connectiottt  Riv.  Pow.,  N.  JEL.  1937, 5% 

Consumers  Power,  1936, 5% 

New  England  TL&Tg.,  1930, 4% 

New  Engahid  Tl.  A  Tg..  1919, 5% 

No.  Texas  Electric,  1940, 5% 

Terra  Haute  Traction  &  light,  1944, 5% 

Western  Electric,  1922, 5% 

Western  Tl.  &  Tg.,  1932, 5% 

Western  Union  Tg..  1950, 4i% 


Ptt 
Value. 

$5,000 
5,000 
5,000 

10,000 
5,000 
5,000 
5,000 

10,000 
8,000 

15,000 
5,000 

15,000 

16,000 
7300 
5300 
330O 

28300 

20300 
5300 
6300 

20,000 

19,000 
5,000 
5,000 
3,000 
3,000 

29.000 


Market 

Vnine. 

S4.700 

4,950 

4.2S0 

0300 

4300 

4.950 

4350 

7,800 

6.720 

11,100 

5.000 

13300 

153S0 

6350 

4.160 

2.970 

20,470 

13.400 

4.700 

4.700 

17300 

19,000 

4.730 

4.850 

8.080 

2.910 

26,680 


Totals  (book  value.  $366,668) $377.000      $337.880 

TERRITORY  COVERED:  The  company  is  liceMed  in  I]]..M«^ 


Mass..  Mich..  N.  H..  N.  Y..  N.  C,  0.,  P^,  R.  I.  and  Wb. 


n." 
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IOWA  ASSESSMENT  MUTUAL  INSURANCE  ASSOCIATION,  DeWitt,  la. 


IVcMieot.  T.  W.  Luse;  Secretary.  0.  M.  Smith. 

OiBMiiied.  1900. 

Ti&s 

Gnh     ,  Uneanied 

Net  Cash 
SurpluB 

Gaah 
IVenuums 

Total 
Income 

Leasee 
Fkid 

Retuned 
to  Fyh'n 

Expcoeei 

Total  Ex- 
peodituzes 

Loaeee 
IneuzTod 

1914 
1913 
1912 

$62373 
56,601 
90,6M 

$48,631 
40.876 
39.826 

$11333 
7384 
8378 

$83320 
82327 
76.684 

$53,923 
49.427 
31.840 

$3,170 
4.919 
4.774 

$31,613 
29.338 
26,546 

$88,606 
83.684 
63.160 

$53,923 
52.427 
31.840 

Die.  31, 1914.  LuBiunM.  Dm.  31, 1914. 

Bealastito $17,099  Unearned jgranM....       $48,632 

Cut 36.256    OtherliaUHtue 2,508 

A«eoti'balaiMas....  6325  

btaratandraDti...            593  Total  EabOities...       $51,140 

OthffSMeti 2.400    Sorptae 11333 


Total 


$62373       Total $62,873 


Fire  riAs  in  fane,  Deevnber  31.  $24.706307. 


MORTGAGE  LOANS:  TheM  asgregate  $35310  and  are  prp- 
teeted  by  imnoted  real  estate  valued  at  more  than  double  the 
amount  loaAea  thereon. 


IOWA  HARDWARE  MUTUAL  INS.  ASSOCIATION,  Mason  City,  la. 

Ptoadeot,  L.  C.  Abbott;  SMntaiy,  A.  R.  8*ie.    Oicubed,  1003. 


Tiu 

Cash 

AMto 

Uaevned 
Pteminms 

NetCaah 
Surplus 

Cash 
Prtaniuina 

Total 
Income 

Losses 
Fkid 

Returned 
to  Fyh'rt 

E«spenses 

Total  Ex- 
pcnditoTM 

Losses 
Incurred 

1914 

$56,987 
60393 
79300 

$46,724 
49.677 
46,786 

«      $7,945 

4.767 

23,451 

$63,072 
58349 
55355 

$65,133 
61397 
69,363 

$55,382 
68.342 
25.083 

$9,039 
9.091 
9.199 

$70,060 
80.128 
36.025 

$57,699 

1913 

74,491 

1912 

34.645 

Dm.  81. 1914. 

B«lestele $22388 

Mort8)«eloaiM 27300    Other liahilHieB. 

OMh 7399 

Total  liahifitieB. 
Surj^UB 


LuBnrim,  Dno.  81. 1914. 

unpaid $2318 

•^^^  46,724 


$49,042 
7.945 


Total 


$56,087       Total $56,987 


RISKS  AND  PREMIUMS:    Fii«  riaia  m  foiee,  December  $1, 
16,459415;  pecpetonl  fin  riska,  $498385. 


REAL  ESTATE  OWNED:  Two  lota  FeHs  Fiat  of  Maaon 
CHy,  In.,  book  vahie,  $23,062;  market  Tahie,  $25,000,  and  abo 
sale  of  party  wall  in  1912  valued  mt  $675. 

MORTGAGE  LOANS:  There  are  5  loans  aggregnting  $27,000 
on  farm  property  in  Iowa  vahied  mt  $03,260. 

DIRECTORS:  Jacob  Setther.  C.  R.  Keating^.  F.  MueDer.  G 
A.  Bieber.  T.  N.  Petersen,  R.  J.  Brackenridge.  W.  McQueston.  H 
F.  Leifaele,  W.  B.  Barmgartner.  L.  C.  Abbott,  Joseph  Mnttes. 


IOWA  IMPLEMENT  MUTUAL  INSURANCE  ASSOCIATION,  Nevada,  la. 

p.  F.  Amey;  Secretary.  D.  M.  Grove.    Organiaed,  1908. 


Tub 

1914 
1913 
1912 


Cash 
isaeto 

Unearned 
IVenunma 

NetCaah 
Surplus 

Caah 
Ptemiuma 

Total 
Income 

Leases 
Paid 

Returned 
to  Fyh'ia 

E«spenses 

Total  Ex- 
penditures 

$19,402 
20.461 
19334 

$12,436 

11.000 

9,486 

$6,100 

9.461 

10348 

$31,091 
34.094 
28.296 

$31,948 
34.094 
28348 

$16380 

11331 

5378 

$5,009 
5.876 
4,584 

$12,308 
16.469 
13,146 

$33392 
33,576 
23.108 

Ineuned 

$16,679 

11.231 

5,378 


Dae.  31, 1014. 

MoctoaeVMuia $11,050 

MfflLtoods 1.493 

Csah 3.194 

Ws'bahnesB....  2352 

I««>t 504 


LxABnirots,  Dnc.  31. 

Losses  unpaid 

Unearned  pmns.... 
Other  liabilities 


1914. 

$048 

12,486 

8 


Total  finbilitaes.. 
Surphis 


$13,392 
6.100 


Total 
Net 


$19,402       Total $19,402 


liability,  Dec  31.  $46,112. 


Fire  and  tornado  risks  in  force.  December  31,  $5,186320. 

MORTGAGE  LOANS:  These  lonua  aggruftte  $11,050  and 
mre  upon  lowm  real  estate  not  exoeeifing  50%  ot  vahie. 

FIELD  MEN  AND  TERRITORY  COVERED:  ^Moial  agenta 
F.  J.  Berry,  Ames.  In.;  C.  F.  Wilaon.  Nevada,  la.,  and  A.  J.  Young. 
Dedham.  la.    The  compuy  operates  in  la. 


IOWA   MERCANTILE   MUTUAL   FIRE   INSURANCE   ASSOCIATION, 

Spencer,  la. 

IVeaident,  A.  W.  Greene;  Secretary.  0.  D.  Jenkina.    Oiganiaed.  1805. 


TsiE 

Caah 

Asseta 

Uasarned 
IVfsninnw 

NftCaah 
Surplus 

Caah 
Ptemiuma 

Total 
Income 

Net  Losses 
Paid 

Returned 
to  P'yh'ia 

IfXpeoaes 

Total  Ex- 
penditures 

*Loases 
Incurred 

1914 

$83310 

8327 

11.735 

$6,423 
6380 
6301 

$24,758 
2.607 
1340 

$9,489 

11.403 

6.294 

$1365 
1,276 
1.427 

$11309 
12316 
11.040 

$22,263 
24,495 
18,761 

$9,932 

1913 
1912 

33.022 
23318 

33.022 
23318 

11.964 
8,868 

•Qnm. 

ASSETS.  DEC.  81. 1914:  Cwh.  $801;  agenta' babnces.  $1,086; 
othff  asNta  and  deferred  pMBunms,  $32,842;  total  aasete,  $33.- 
819.  Liihifitifea:  Losses  unpaid.  $638:  rdnsurance  reserve. 
$6,423;  bcirowed  money,  $2,000;  total  Habifitiee.  $0,061. 

Fin  and  tonado  risb  in  force,  December  31.  $4,681,630. 

MiaCELLANBOUS:  Association  writ«  fire  and  tornado  in- 
ranooe  on  marauitile  bai)din0B  and  stocks  and  on  town  dweUinga. 


On  mercantile  risks  it  ooUecta  full  annual  premium  in  advance  and 
returns  a  dividend  at  expiratbn  of  policy.  It  writes  town  dweUins 
riAa  on  a  dassification  eallinc;  for  an  advance  assessment,  and 
subsequent  asBessmento  are  made  as  neoessaiy  during  the  life  of  the 
policy,  the  member's  profit  being  the  difference  between  the  reg- 
ular rate  and  the  amount  collected. 
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IOWA  MUTUAL  TORNADO  INSURANCE  ASSOCIATION,  Des  Moines,  la. 

Prerident,  N.  Dezuniare;  Seontaiy,  J.  B.  Herriman.    Organiaed,  1883. 


YmxR 

1914* 
1913* 
1912* 


Caah 
AflBets 

Unevned 
PtfaniniM 

Net  Caah 
SurpluB 

Caah 
Fremiuma 

Total 
Ineome 

Loaaea 
Plud 

Returned 
to  Fyh'n 

EKpenaea 

Total  Ex- 

$129,464 

155,597 

94,794 

$129,457 

155,558 

94,494 

$193,948 

281,234 

62.480 

$198,182 

283,547 

65,869 

$164,482 

186,964 

16,678 

$62,163 
37,751 
49.119 

$226,646 

224.715 

65.797 

Ineaned 

$161,482 

186.964 

16.678 


*  Nov.  1. 
ASSETS,  DEC.  31.  1914:    Caah,  $126,644;  agenta*  balanoea, 
$2,220;  interaat  and  ranta,  $600;  total  aaaeta,  $129,464;  liabifitiea, 
$7. 


Tornado  and  windatonn 
000. 


in  force,  Deoember  31,  $193,000.. 


IOWA  STATE  INSURANCE  COMPANY,  Keokuk,  la. 

FMrident,  William  Logan;  Seoretary,  Q.  C.  Tooker.    Ofiaaiaed,  1865. 


YXAB 

Caah 
Aaaeta 

Unearned 
Fremiumo 

Net  Caah 
Sorplua 

Caah 
Fremiuma 

Total 

Loaaea 
F^ 

Returned 
to  Fyh'rt 

Ezpenaea 

Tbtal  Ex- 
pendituiea 

1914 

a$822,268 
0834,445 
0809,762 

$696,773 
735.466 
655,556 

$83,313 

73,299 

124,495 

$426,762 
508,370 
385,724 

$438,494 
520,181 
397,511 

$285,986 
296,006 
195,230 

$175,226 
192,178 
171,306 

$461,212 
487,184 
366.536 

$275,266 

1913 

286.695 

1912 

200.976 

alnclndea  $489,424  in  1914  billa  raoeiTable. 

AflSRB,  Dm.  31, 1914.  Liabiliixib,  Dsc.  81, 1914. 

Realeatate $8,000    Loaacauiqxud $25,067 

Caah 810,808  Unearned jpcenM....       606,778 

UnooOeetedFrema..  5.412    Other  liabiUtiea 7.115 

Annta'balanoee....         7,742  

OtWaaaeta 1,297  Total  fiabifitiaa. . .     $728,955 

Billaxeoeivable 480,424    Sorphia 93^13 


Total 


$822,268       Total $822,268 


RISES  AND  FREMIUMS:    Fire  riaka  in  foree.  Deoembw  31. 
$69,996,531;  pranhima  thereon.  $1,741,932. 


FMniuna  reoeiTed, 


BUSINESS  SINCE  ORQANIZATION: 
$8,016,871;  leoaea  paid,  $3,886»610. 

REAL  ESTATE  OWNED:  Canatata  of  the  eoamaay's  hoaaa 
office  buildins,  a  4-Btar7  brick  atnietuxe  atoated  earner  2d  and 
Main  ata.,  EecAnk,  la.,  carried  at  boak  value. 

DIRECTORS:  William  Lwan,  G.  C.  TodEer,  Alas.  E.  John- 
atone,  WeOa  M.  Irwin,  Jamea  CTDaTia,  W.  N.  Sace. 

FIELD  MEN  AND  TERRITORT  COVERED:  C.B.  Wright, 
Dee  Moinea,  adjuatar;  Soott  Humbert,  J.  N.  Steriing,  C.  M.  Teetot, 
Chaa.  T.  Millard.  J.  W.  EUenbener.  qMoial  agenta  for  la.;  Q.  R. 
Homba,  Mo.,  State  agent;  T.  A.  F.  Mitchell,  qpeoial  agent  for  Mo. 
The  company  operatea  only  in  la.  and  Mo. 


ITALIAN  MUTUAL  FIRE  INSURANCE  COMPANY,  Laurium,  Mich. 


Flreaident,  Vinoent  Vairo;  Seontary,  John  Bracoo. 

OrBBuiaed,  1901. 

YlAB 

Caah 
Aaaete 

Unearned 
Freouuma 

Net  Caah 
Surplua 

Caah 
Fremiums 

Total 
Inoome 

Loaaea 
Faid 

Returned 
to  F'yh'ra 

Expeoaaa 

Total  Ex- 
pemfitorea 

Loaaea 
Inenired 

1914 

$27,006 
23,440 

$27,004 
23.440 

$8,154 
9,711 

$9,142 
9.711 

$146 

$3,773 

$1*559 
2,558 

$6,478 
12,521 

$146 

1913 

3.214 

6.749 

2,810 

ASSETS.  DEC.  31, 1914:    Mortgace  loan,  $4,616:  eaah.  $21,- 
410;  afenta^balanoea,  $980;  total  aaaeta.  $27,006.    Uabifitiea:    $2. 


Fire  liaka  in  force,  Deoember  31,  $578,595. 


JEFFERSON  COUNTY  PATRONS  FIRE  RELIEF  ASSOCIATION, 

Watertown,  N.  Y. 


IVeaident,  Ira  Sharp; 

Secretary,  W.  H.  Vary. 

Orianiaed.  1877. 

TlAB 

Caah 
Aaaeta 

Unearned 
Ftemiuma 

NetC4tfh 
Surplua 

Cash 
Fremiuma 

Total 
Ineome 

Loaaea 
F^ 

Returned 
toFyh'ra 

Bxpenae. 

TotiJ  Ex. 

luouiiad 

1914 

$15,212 
21,219 
19,530 

$12,204 
21.219 
16.359 

$27,402 
26.774 
34.605 

$27,601 
26.801 
34,779 

$26,979 
17,986 
29,389 

$6,628 
6,626 
6,914 

$33,607 
24.612 
36312 

1913 

1912 

9 

ASSETS,  DEC.  31, 1914:    Caah.  $15,212.    Uabilitia: 
unpaid.  $3,008;  total  liabilitiea,  $3,008;  auxphia,  $12,204. 

Fire  ziaka  in  force,  Deoember  81,  $17,077,886. 


I  rtBHrT^B 


MISCELLANEOUS:    The  htw  of  1910  aflova 
oompaniea  aeven  yeara  for  the  aoeumulation  of  reaerva. 


JEFFERSON  MUTUAL  FIRE  INSURANCE  COMPANY,  St.  Louis,  Mo. 

Fkeaident,  Auguat  F.  Klaaing;  Secretary  and  T^eaaurer,  Louia  W.  Sohonebeok.    Organiaed,  1861. 


Ybab 

Caah 
Aaaeta 

Unearned 
Fremiuma 

Net  Caah 
Surplua 

Caah 
Ftaniuma 

Total 
Inoome 

Loaaea 
Faid 

Returned 
to  Fyh'ia 

Expenaea 

Total  Ex- 
penditurea 

Inenrai 

1914 

$125,785 
131.009 
120,990 

$33,592 
83.477 
28,795 

$90,321 
96,444 
91,496 

$24,361 
24.914 
16,828 

$41,288 
43.970 
28,668 

$10,828 
7,887 
5,457 

$18,353         $29,181 

1913 

36.061 
16.098 

43,948 
21,655 

$8,523 

1912 

5,457 

Premium  notes,  $320,030. 
Aaaan,  Dbg.  31, 1914. 


Mortgage  loana.... 
Bondaaadatodca.. 

Caah 

Agmta*  halanw . . 
Interaat  and  rente.. 


Total 


$68,950 

50,193 

2.572 

2,M8 

2.022 


LuBiunxa,  Dae.  31. 1914. 

Loaaea  unpaid $1,232 

Unearned  prema 33.592 

Other  liabUitiea.....  640 


Total  liabifitiea.. 
Surplua 


$35,4164 
90,821 


$125,785       Total $125,785 


Net  amount  of  prenuum  notea.  Dec  31,  $312,358. 
Fire  rialEa  in  force.  Deoember  31,  $9,871,288. 
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JORDAN  MUTUAL  FIRE  INSURANCE  COMPANY,  AUentown,  Pa. 

Fnrideat,  W;  F.  Heeker;  Seerataiy  and  Treasurer,  Wm.  F.  Rnha.    Organised,  1870. 


TliA 

Carii 

Uoearaed 
PrcBBianM 

NetCaah 
Sorphia 

Caah 
Prwnhnni 

Total 
Ineome 

Loaaee 
F^ 

Returned 
to  Fyh'iB 

Expenaes 

Total  Ez- 
peiutitureB 

Loaaee 
Inearred 

1914 

$5i974 
51,883 

$54,974 
51383 
50,299 

$3,461 
3,339 
3,236 

$6,144 
5323 
7398 

$287 

1,100 

249 

$287 
3,092 
6^631 

$287 

1,100 

249 

19!3 

1.992 
6,234 

1912 

50,299, 

$48 

ASSETS,  DEC.  81. 1914.  Mortfaoe  Joans.  $34,000:  booda  and 
•toeb,  $15325;  eaah.  $5,725;  agentTbalaneea,  $91;  utecwt  and 
realB.  $533;  total  amta.  $54,974.    No  Uabilir 


Fire  riaka  in  fbree,  Deoembar  31, 
Premiums  reeaiTad. 


BI8K8  AND  FBEMIUMB: 
11.549,4621 

BUSINEaS  SINGB  ORGANIZATION: 
I1.415343;  loMi  pdd,  $40382. 

MORTGAGE  LOANS:  There  aia  8  loans  aorefatiag  $34,000. 
uaa^  open  im|aov«d  eiiy  propaitjr  worth  aboot  tnee  the  amount 
baaea.  and  an  seeored  bj  fire  insnranoo  pofides  as  ec^teral. 


BONDS  OWNED: 


Reading,  gn.,  4% 

ABentown.  ae 

State  Belt  El.  R.R 

Lehigh  VallesrR/nSn.. 
Lehigh  Coal  &  NaT.,  ca. 


Par 

Value. 

$4,000 
4300 
1.700 
3,000 
3.000 


Market 

Vahie. 

$8,790 
4300 
1.020 
2.993 
2.992 


Totals $16300        $15325 

TERRITORY  COVERED:    Pa.  only! 


KANSAS  FARMERS  MUTUAL  INSURANCE  COMPANY,  Upland,  Kan. 

J<^  Wilkins;  Seeretaiy.  C.  J.  Olson.    Organised.  1896. 


TSAt 

Cadh 
Aassti 

Unearned 
Frenunms 

NetCaah 
Sorphis 

Cash 
Premiums 

Total 
Ineome 

Losses 

Retumsd 
toFyh'n 

Expenses 

Total  Ex- 
peDditmea 

Loaaee 
Ineuzred 

1914 

$68302 
55.096 
40.606 

$68,902 

55.606 
40,606 

$28,499 
20.409 
16.709 

$31328 
31.065 
26371 

$7,273 
6318 
6301 

$11,109 

11.280 

9.008 

$18382 
18,098 
15.919 

$7373 
6318 
6.201 

1913 

1912 

ASSETS.  DEC.  31, 1914:  Real  estate.  $1300;  mortgage  loans. 
154400:  eash,  $10,195;  agents'  balanoea,  $2325;  interest  and 
nato,  $1,182;  total  aoaeta,  $68,902.    NoUatnUtaea. 

Kct  amoimt  of  manbenT  liability.  Dee.  31.  $33,668. 

RISKS  AND  PREMIUMS:  Fire  riaka  in  fone.  Deeember  31. 
SB.703.188. 

BUSINEBB  SINCE  ORGANIZATION:  Premiums  noaTod, 
t»7330;  loMi  paid.  $71314. 


REAL  ESTATE  OWNED:  Company's  home  office  building. 

MORTGAGE  LOANS:    There  aie  81  loans,  aggregating  $54.* 
100,  notcoted  by  Kansas  farm  lands  Tabled  at  gSSiOOO.    Com- 
pany noUa  $5,720  of  fire  inaoranee  on  the  buildinck    On  Dee.  81  . 
last,  there  was  $313  of  interest  past  doe. 

Tttiiioiy  eorered,  Kan.  only. 


KENT  COUNTY  MUTUAL  INSURANCE  COMPANY.  Dover,  Del. 

FMidait,  JuM.  J.  Baa;  SraMiir.  Wm.  Denaegr.     Otiuiied,  IM7. 


TxiE 

Caah 
Assets 

Unearned 
Ptanmms 

NetCaah 
Surplus 

Cash 
Pltmiuma 

Total 
Ineome 

Loaaee 

Returned 
to  Fyh'ra 

Expenses 

Total  Ex- 
penditures 

Losses 
Inenned 

1914 
1913 

$285,428 
273/)91 
260,657 

$269,127 
272.635 
257.112 

$66370 
64.044 
62.154 

ill 

$30,899 
11349 
23,977 

$33,490 
23351 
17388 

$18,413 
26,480 
17,795 

$82,802 
61,670 
59,660 

$82,044 
11.460 

1912 

22,605 

Aasm,  Dn.  31*  1914.  LuBiunaB,  Dio.  31, 1914. 

Badcatate $6341    Loaaeaunpud $1,301 

Mort^weloau 194.438  Borrowed  money....        15.000 

Bonfaaadatoeka...         77.437  ,     .        

Caah 517  Total  UafailitieB. . .       $16301 

6395    Surphis 269.127 

•700 


Other 
Total 


$285,428       Total $285,428 


BISKS  AND  PREMIUMS:  Fire  riska  m  force.  December  31, 
tl2.736322;  pieninns  thereon.  $6637a 

BUSnCESS  SINCE  ORGANIZATION:  Fkvniums  recetred, 
11361318;  loaaea  paid,  $482357;  divideods  deehued.  oash.  $487.- 


REAL  ESTATE  OWNED:  CannstB  of  company's  home  office 
building  u  Dover.  Del.,  valued  at  $6341.  Rente  received  bst 
year  amounted  to  $280;  expenwa.  $50. 

MORTGAGE  LOANS:  These  65  loans  amount  to  $194,438. 
mainly  upon  farm  and  town  property  vahied  at  $459,700.  The 
company  holds  $151,636  of  me  msuranoe  on  the  property,  end 
there  was  $388  of  interest  past  due  on  December  31.  last 

BONDS  AND  STOCKS  OWNED:  This  item,  the  par  vahieof 
which  amounts  to  $82,000,  and  the  market  value  $77,437 ,  consists 
of  Lehigh  Valley  R.  R..  ^  m..  4%:  Penna.  Co..  gr.,  4%;  New -York 
Cent.  rTR..  deb.,  4%:  Reading.  Jersey  Central;  coll.,  4%;  Union 
Fecifio  1  m.,  4%;  and  Town  of  Dover.  Del..  Brdg.  4^%. 

FIELD  MEN  AND  TERRITORT  COVERED:  Alexander 
Noble,  general  agent  for  Md.;  Wm.  F.  Foricum,  general  agent 
for  Del.    The  craqiany  operates  in  DeL  and  Md. 


KEWASKUM  MUTUAL  FIRE  INSURANCE  COMPANY,  Kewaskum,  Wis. 

President.  A.  L.  Roaenheimer;  Secretary.  Joaeph  Schmidt    Organised.  1901. 


Titt 

Oaah 
Aaaets 

Unearned 
Ptaminms 

Net  Cash 
Surplus 

Caah 
Premiums 

Total 
Income 

Loaaee 
Pkid 

Returned 
to  Fyh'rs 

Expenses 

Total  Ex- 
penditures 

Loean 
Incurred 

1914 

$20,400 

22351 
19,749 

$28,900 
21351 
16.869 

$30,950 
20,891 
21,391 

$21,716 
21.358 
22.788 

$5,550 

9.784 

12.024 

$9397 
9,016 
9,473 

$14,9471          $6,050 

1913 

18,8001          10.'784 

1912 

21,497 

12,024 

A8SCTS.  DEC.  31, 1914:  Mortage  loans.  $14,500;  otf.  of  dep. 
18.500:  collataal  kmoe.  $800;  cash.  $4331:  agents'  balances,  $749; 
iBtoert.  $320;  total  assets,  $29,400.  liabilitieB:  Loesee  unpaid. 
1500. 


RISKS  AND  PREMIUMS:    Fire  risks  in  force.  December  31. 
$4,201,592. 

LOSSES  PAID  SINCE  ORGANIZATION:    $97,018. 


REPORTS    OP    FIRE   INSURANCE    COUFANIES. 


KEYSTONE  MUTUAL  FIRE  INSURANCE  COMPANY.  PhUadelphia,  Pa. 

Fnthttnl,  F.  A.  Dona;  0«a«UiT.  Wu.  M.  Barsn   Or^nwd.  IBSt. 


Yta 

sa 
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BUSINESS  SINCE  OROANIZATION: 

tt^Slfl.lW;  ti  "   ■ 

tSO,<Ml. 

BONDe  OWNED: 


jUbmy,  N.  Y.,  l"f 

CHnloB.  Co..  N.\.,  4i% 

Duluth.  MiiuL.  S% 

Nm  Yiitk.N.V..t% 

KM^dim,  Fk- J%- 

WldtelUH.N.  :■.«)% 

Yttlmt!s?t..i%.^... 

A.,T.*S.Fb%.,4% 

All.Co«tIiaBHJL.l% 

B*H(i.ftO.EE., »%..... 

OohuBlu  t  OnmnDe  R.R.,  S% 

Colambiu*TaMi)RJt.,l% 

D«iT<*  A  B»  Ciniide  R-R,. «% 

Ft.  Wortb  i  Dwvv  Citf  Hr,  0%. . . 
IdiL,  IIL  AlB.R.R,iri. 


VllM. 

tO.MO 
10,100 


BoHH  Owimi,--Caid. 

LaUihVillayRJt.,  t% 

L.  I.  Citi  A  Fhrfiiiv  ILR.,  fi%. . . 

L.I.RJL,*%-  

Mma.AaLLR£^t% 

Mo.PM.liT,»% 

K.7.&Bia¥B.,S% 

NocUuuMon  EA.,  S% 

On.  RJL  A  N>T.,  1% 

Ptqrl»>Ptm.Br^mh..t% 

Fluli..  Bdlo.  t  Widi.  HJt.,i%. , 


niu..  nam.  a  tutia.  hm.,  tVc XMOV 

ntta^CiiL,CliL*SI.L.Rr.,S|% 0,MO 

Bi).pM.a»..4% uoo 

Bo.Rjr..S^ '•" 

St.L,I.HtiLABo.Br 
Bt.'LaimTnaiii.i%... 
St.  P..  Wan.  A  MiB.  Ri 
W>b.,Fieto.Ta.lbF.,4{ 

WtiUi«t«iTm.,l% 

W.  Jmw  A  Sodicn  B.B.,  4^ 

»J..4^. 


IIJOO 

3.4i)d 

10.40) 


Wlwituw  A  Uka  bfa  EE..  <% . . . 


Total 

MIBCELLAHEOUS:  Tliii  gommiij,  tiHethet  Hi 
- -     JmoBMh  Uatnil  In 


FIELD  UEN  AND  TERRITORY  COVERED:  Plubi  J. 
Edis,  CUovs.  a.;  E  Hictiat  Jmki,  Dctaut,  UU.:  Dan 
D.  SuutalLBottoD,  Mhl:  Htonr  Q.  Frotf,  OadBDUi.  0.:  BotiOT 
D.  Bliiin,  VTuutoc-Sdaii.  N.  C.  CoaquTB  HnbhI  ib  HL, 
UuL,  tdeb.,  N.  Y_  N.  C,  0..  Pt.  8.  CTudWb. 


KNOX  COUNTY  MUTUAL  INSURANCE  COMPANY,  Mt.  Vernoo,  O. 

Fraddant,  W.  O,  Bodmli;  B«al«y,  H.  H.  Oner.    Orvniud,  WS. 


Yfc. 

Cuh 
AnM 

Pnmiiuu 

Nd  Cuh 

,^™ 

.'i 

■ST 

Kf, 

E,». 

ToUlB^ 
mdituia 

IdBond 

tlTOjm 

tiTi.on 

•IS 

70.ai 

« 

lffl 

S 

H 

^OTS 

1918 

ToUlu 


1170,' 


Nit  imciiut  rf  pnBugni  nats  Dte.  31.  11,789,433. 

RIffiB  AND  FREMIDMS;  Fin  rigla  iDrom,  Dnanlw  SI, 
lll,T0i,84»;  mniiiiiH  tfasBii.  U7.IM. 

BDBIHE88  SINCE  OBOANIZATION:  ftauQis  mnind, 
ILTaO^OB;  lOBB  I^  tWi7». 

REAL  EBTATX  OWNED:  Tba  tomiaaj  owu  iti  own  offiM 
bdiiiiii  kntad  is  Eut  Bi(h  at..  Ml.  V^u,  0.  ud  ouiud  il 
booknba, NjnO.     B^mM imnnd !■( yw  tUft. 


MORTOAQE  LOANS: 

u  propartj  nlntd  U  tSt.UO  ud  as  whMi  I 
tMOO  otmnmiw.  UI3  gf  intaat  on  Dh.  II 

BONDS  AND  STOCKS  OWNED: 


REPORTS   OF   FIRE   INSURANCE   COMPANIES. 
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LANCASTER  MUTUAL  FIRE  INSURANCE  COMPANY,  Lancaster,  N.  Y, 

FkVMknt,  Job.  Adolf;  Seeretary,  P.  P.  Adolf. 


TiAS 

Awrts 

Unwraed 
rnouxooM 

Net  Cadi 
Suxphia 

IVenuami 

Total 

InOODM 

Fkid 

Betamad 
toPyb'n 

Expcoaai 

Total  Ex- 
pcoditoiei 

LoiM 
InBOired 

1914 

$21,675 
^20.667 

$20,415 
18.920 
18.919 

$744 

969 

1310 

$1,682 
1.761 
2.739 

$706 
688 
45f 

$700 
$706 
1,114 

1918 

$1,041 
1.928 

$20 
668 

1912 

'20347 

ASSETS.  DSC.  81.  1914:  Caah,  $21,448;  annta'  balaaooa. 
S227;  total  avata,  $21,076.  LiabUHica:  UnMnied  pnma..  $1300; 
total  liafaifitiei.  $1300;  aoiphia,  $20,416. 

Kn  rkkB  in  force,  Deeaober  31,  $184,426;  mnumiM  thereon. 


MISCELLANEOUS:  Tlie  law  of  1910  aUom  eo^>pmtite 
panieB  aeren  yean  to  aoonmnlate 


LEBANON  MUTUAL  INSURANCE  COMPANY,  Lebanon,  Pa. 

PlHidnt,  J.  H.  Bhnk;  Sacntay,  J.  E.  Witter.    Otmind,  1858. 


Ti4B 

Caah 
AaaetB 

Uaeanied 
Pkenumna 

NetCaab 
Snrphia 

Caah 
PWanhnna 

Total 
Inooma 

Loeaee 
P^d 

Returned 
toFyh'n 

Expenaea 

Total  Ex- 
peoditora 

Loasea 
luouiied 

1914 
1913 
1912 

$58,414 
61345 
53.112 

'^'.425 

t$43.410 
27.903 
12.440 

$01317 
70330 
08.047 

$77322 
80.790 
73,739 

$61,780 
56.937 
67.952 

$4,044 
5.676 

$90310 
20.017 
20.481 

$77348 

$61,780 
66,980 
67.070 

tlndudflB  iraniiun  naerre. 

Amn,  Dm.  81, 1914.  LiABiLmM,  Dm.  31. 1914. 

GMh $19300   LoaMBOimaid $13371 

38,464    Bonowedmon^....  1300 

Other  fiahilttiea.....  033 


AMa'atadne 


Total 
oufpiua. 


$16,004 
43.410 


Total 


$58,414       Total $58,414 


Net  amount  of  mcmbera'  liability.  I>ee.  81,  $67,028. 

BISKS  AND  PREMIUH8:  Fire  riaka  in  foroe,  Daoember  31, 
$4,043360. 

MISCELLANEOUS:  Bendea  the  aMte  Eated^  the  eompany 
hM  $4,240,070  of  unlimited  aaiMualile  inauraaee  m  fSoree  where 
no  premium  notea  were  taken. 


LITCHFIELD  MUTUAL  FIRE  INSURANCE  COMPANY,  Litchfield,  Conn. 

fteAhnt,  0*0.  W.  WoodraS;  Saentiry,  Frank  B.  Mhoo.    Oriuinii,  1833. 


;     Caah 
7i4B|    Amete 

Unearned 
IVemiome 

Net  Caah 
SurploB 

Caah            Total 
Fkeminma  j    Inoome 

Loeaee 
Paid 

Returned 
to  Fyh'ia 

Expenaea 

Total  Ex- 
peoditurea 

LoeMa 
Inonrred 

1914 
1913 
1912 

$150300 

149354 
144444 

$21,723 
20,777 
20.740 

•$91316 
•87.738 
•80314 

$16,131'        $22,554 
14.492           21.340 
13.330           19,003 

$11325 
4.063 
8.505 

$3,170 
3.025 
2.718 

$3,040 
2312 
2.749 

$17,441 
10.490 
13.907 

$10,097 
4384 
9,116 

•  Eidttdee  eontinflBnt  reeerre. 


31, 1914. 


Mortpcelonna.. 
Sonde  an!  atoda 
CoDitenllonna.. 

CMi 

Aeente' balaneee. 


$10,019 

108,406 

2,000 

30.402 

1,678 

1311 


Unearned  prema . . . 
ContinnntreB..... 
Other  fiabilitim.... 

Total  liabifitiee.. 
Snrphia 


,  Dm.  31. 1914. 

$21,724 

42,717 

104 

$04,646 
91316 


Total 


$150300       Total $160300 


Uaderwriting  loes,  $1,701;  inreatment  profit,  $3,170. 

RISES  AND  PREMIUMS:  Fire  nka  in  Ibree,  Deeember  31, 
$1.07.400;  preminnM  thereon,  $42310. 

MORTQAGB  LOANS:  There  loana  aoNcate  $10,010  and  an 
pnteeted  by  improyed  real  eatate  TafaiMat  more  than  donUe 
the  amount  loanied  thereon.  No  intereet  paatdua  and  company 
Ude  fce  mannnoe  poiieiee  on  the  mortceied  bdkiin0k 


COLLATERAL  LOANS 


ifoDowe: 


letNat.B]L.Litehfiehi. 

Am».  Dilute 

UtdiUdSa^iiviSoe.. 


Market 

Value. 

$1,440 
13001 
700/ 


Amount 
Loaned. 

$1300 
1300 


Totab. 


$3,400 


$2,000 


BONDS  AND  STOCKS  OWNED: 
Boma. 

Dnhath.  wai.,  It,  1926.  6% 

Athena  By.A  EL,  1950.  5% 

Boaton  &  Maine,  1929.  ik% 

Chi..  MU.  4  StJP.,  1934.  4% 

Jameetown,  Frank.  &  Cleye..  1950,  4% 
N.  Y.,  N.  H.  &  H.,  1956,  4% 

N.  Y.,  N.  H.  4  H..  1948,  6% 

Nwn  Umon,  1917.  7% 

Ore.  Short  Line,  1927.  4% 

Nwn.  Ohm,  1045.  5% 

Prondenee  SeoontieB  Co.,  1957,  4%... 

Gt  No.  Pow..  1086,6% 

HartfoitLConn..  1937. 44% 

Tkmpa,  Fla.,  1962, 6% 

SrooEB. 

A.,  T.  &  a  F.,  p 

Chi.  k  Nwn.,  p 

ChL  k  Nwn..  com 

Conn.  Bj.Jk  U.  Co 

N.  Y..  N.  H,  A  H.,  righta 

Unk>n  Pao.,  p 

First  Nat  Bk^  LHehfield,  Conn 

Northweetem  POw 

Amerioan  Chain 


Per 
Vahie. 

$8,000 
5,000 
6,000 
6,000 
16300 
20,000 
2300 
1.000 
1,000 
5.000 
3,000 
6,000 
6.000 
5.000 


6.000 
2.000 
1.900 
0.600 

600 
9.000 
1,400 

100 
6,000 


Market 

VahM. 

$3,120 

4360 

4360 

4.000 

13.800 

15,400 

2,180 

1.060 

910 

4,960 

1300 

4300 

6300 

5,100 


5,000 
3300 
2.470 
0,000 
825 
8300 
1.750 
80 
4.900 


Totale  (book  value,  $111,400) $111,400      $108,406 
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LITTLE  BLACK  FARMERS  MUTUAL  FIRE  INS.  CO.,  Stetsonville,  Wis. 

President,  John  KneBMr;  Seoratair,  Viooent  Jakel.    OrgBniaed,1889. 


Tb4r 

Cash 

AflBBtB 

Unearned 
PremiiunB 

Net  Cash 
SunduB 

Caah 
Premiums 

1914 

$28,077 
27.462 
25.116 

$28,077 
27,462 
25.116 

$4,949 
4365 
3,757 

1913 

1912 

Total 
Income 

$6,218 
5,450 
4.790 


Loana 
Paid 

Returned 
to  Fyh'ra 

• 
Ezpenan 

Total  Ex- 
peoditurea 

$4327 
1339 
1.603 

$1376 
1378 
1.168 

$6,603 
3,112 
2361 

IocutiimI 


$4327 
1339 


ASSETS,  DEC.  31.  1914:     Martan  kMU.  $26370;   cash, 
$1307;  total  aaMts,  $28,077.    No  liaUBtiee. 
Fire  riaka  in  force,  December  31,  $1,957380. 


Loaaea  paid  onoe  ornniaation,  $31,661. 
FIELD    MEN    AITD   TERRITORY   COVERED: 
StOTok,  Stetaonville,  Wia.    Operatea  in  Wis.  only. 


Vinoeat 


UVINGSTON  COUNTY  MUTUAL  FIRE  INS.  CO.,  Uvonia  Center,  N.Y. 

Praident.F.M.D»Ti>:St<!ntaiT,L.H.B«eeh«r.  Oisuiied.  1881. 


YlAB 

Caah 
Aaaete 

Unearned 
Premiuma 

Net  Caah 
Surploa 

Caah 
Preoiraina 

Total 
Ineome 

Loaaea 
Pkid 

Returned 
to  Fyh'ra 

EzpenM 

Total  Ex- 
peoditurea 

Ittouiied 

1914 

$18,968 
20330 
17,860 

$16,125 
15,494 
14,344 

$1,661 
4344 
1.940 

$14,046 
13,889 
26332 

$14,702 
14.^31 
26376 

$13,405 
7362 
9,090 

$8,196 
8,989 

8316 

$16,608 
11351 

12,706 

1913 

1912 

•9.690 

ASE 
$1,171 
JkcZ 

IET8,  DEC 
;  intereat. 
1, 1914,  $17 

.  31,  1914: 
$44;   total   i 
,403;  amphiB. 

Caah,  $17,7^ 
MMta,   $18.9( 
$1351. 

L8;  aoenta'  balanoea, 
».     Total  liafaiUtiea 

Fbe  riaka  in  force,  December  31,  $6351,620;  mnuuiBB  tbema, 
$88304. 

MISCKIiLANEOUS:  The  Law  of  1910  aOowa  e(M>peratiTe 
companiea  aeven  years  to  aeeumuUte  reaonre. 

LOUISVILLE  GERMAN  MUTUAL  FIRE  INS.  COMPANY,  LouisviUe,  Ky. 

Preaident,  Anton  OeiaUidi;   Secretary,  Jos.  Hubbuch,  Sr.    Orsaniaed,  1855. 


YlAB 

Caah 
Aaieta 

Unearned 
Premiuma 

Net  Caah 
Surplua 

Caah 
Pmuuffla 

Total 
Income 

Loaaea 
Pkid 

1914 

$45,476 
41.152 
43366 

$45,476 
41.152 
48366 

$4,278 
3302 
2351 

$6300 

5,725 
5.491 

$2378 

2392 

751 

1913 

1912 

Returned 
to  Fyh'cB 


$2,746 
2366 
2343 


Total  Ex- 
peoditurea 


$5324 
4.058 
3,094 


luouiied 


$2378 

2302 
751 


ASSETS,  DEC.  31,  1914:  Mortgage  loanB,  $4,400:  bonds  and 
Btocka.  $39,705;  eaah,  $1381;  total  aaaeta,  $45,476.    NofiabifitieB. 

Ffae  riaka  in  force  Deoember  31,  $3,976,977. 

BUSINESS  SINCE  ORGANIZATION:  Plramiums  nmnd, 
$106,389;  loaaea  paid,  $56,074. 

MORTGAGE  LOANS:  Then  are  7  loaoa  amounting  to  $4,400 
on  property  in  Jefferson  Co.^  Kj^  valued  at  $18,400  on  wfaioh 
the  company  holds  $7,045  of  inauranee. 


BONDS  OWNED. 
LoaiBnlleWmterCo..4% 

Louisville  City.  3i% 

Central  Conaumen,  not  admitted,  5%. . . 


Par 

Vafaie. 

$11,000 

27.000 

3,000 


Boole 
VafaM. 

$11,115 

25330 

8,150 


Totala. 


$41,000        $89,796 


LOWELL  MUTUAL  FIRE  INSURANCE  COMPANY,  LoweU,  Mass. 


President,  Clarenee  H.  Ndaon;   Secretary,  Joe.  Peabody.    Organised,  1832. 

Ybab 

Caah 
Aaieta 

Unearned 
Premiums 

Net  Cash 
Surplua 

Cash 
Pkemiuma 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'n 

IfZpenaea 

Total  Ex- 
peoditurea 

Loaaes 
Inraned 

1914 
1913 
1912 

$189,967 
198,423 
210315 

$113,259 
111378 
106338 

$68,448 

83.775 

101.676 

$76,049 
79,466 
72,965 

$85309 
95,445 
86,079 

$45,900 
27,974 
26378 

$26,010 
28.009 
26,398 

$20,007 
28.933 
28,068 

$100,917 
84316 
80,744 

$45,700 
28,024 
19.937 

Asana,  Dnc.  31, 1914. 


Mortgage  loans... 
Booda  and  stocks. 

Caah 

Agents' balances.. 
Interest 


$5,300 
162.486 

11.190 
9310 
1,731 


IdABnima,  Dno.  31. 1914. 

Loesesunpaid $1,359 

Unearned  prema....  113359 

BoRowed  money...  5.000 

Other  liabiUtioB.....  1.901 

Total  fiabilitias...  $121319 

Supfaia 68,448 


Total 


$189,967       Total $189,967 


Underwriting  profit.  $2304;  investment  profit,  $8,231. 

RISKS  AND  PREMIUMS:  Fire  riaka  in  force,  Deosnber  31, 
$14,464,954:  nremiums  thereon,  $222,185. 

MORTGAGE  LOANS:  These  kMu  aggrMate  $5,800  and  are 
amply  protected  by  inqsoved  real  estate  in  Maas. 

BONDS  AND  STOCKS  OWNED: 
Bonos. 

Boston,  MasB..  1923-37, 4% 

Middletown.  Conn..  1921, 3i% 

Sharon,  Mass.,  192»-4, 4% 


(^L 


B.  k  A.,  1935,  4 

Bos.  Elev..  1936,  4% 

B.  A  L.,  191^^2,  4% 

B.  &  M.,  1921-25.  31% 

Cent  Vt.,  1920, 4% 

Chioan)  A  Northwestern,  1087, 4%. 
C.B.1(Q..  1949.3i% 

C.  B.  k  Q..  1919-19. 4% 

Cl0veliiad.O.,1934.4i% 

ntohburg,  1925.  4% 


Par 

Market 

Vahie. 

Value. 

$3,000 

$2,970 

3.000 

2.940 

2.000 

2,000 

3.000 

2,790 

10,000 

8,600 

9.000 

8,760 

5,000 

4.020 

1.000 

800 

3,000 

2350 

2,000 

1.700 

5.000 

4370 

7.000 

7350 

3.000 

2.760 

B0ND6  AMD  Stocks  Owmo.— Cenf. 

BOMOS.-^0ll<. 


Hartford,  Conn.,  1988, 4i% 

111.  Cent..  1951,  3J% 

N.  Y.  C.  k  H.  R.,  1997, 34% 

N.  Y.  C.  k  H.  R.,  1916-17, 5%. . . 
N.  Y.  &  N.  H.  &  H..  1965-66.  4% 

Port,  k  Rumf.,  1926,  4% 

Portland  Tm..  1961. 4% 

Riohm.  k  Waah..  1943. 4% 

Wash.  Co.,  1954, 3)% 

Amer.  TL  A  Tg.,  1929,  4% 

By.  St.  Ry^  1917-19,  5% 

New  Einijn.  k  Tg.,  1932,  5%. . . . 
WesternTL&Tg.,1932,5% 

Stocks. 

B.4L 

B.&M 

LoweU  A  Andover , 

Vt.&MaflB 

Umon  Nat.  Bk.,  LoweU 

Appleton  Co.,  LoweU 

Hamilton  Mff(.,  LoweU 

HiU  Co.,  Lewiston 

Lawrenoe  Co 

LoweU  Bieaehery 

LoweU  Gas  Lt 

Maas.  Cotton  MUls 

Merrimack  Mfg.,  e 


Par 

BCarknt 

Value. 

Valnn. 

$3,000 

$3,150 

3300 

2.4$0 

1,000 

810 

2,000 

23M 

18300 

13300 

3300 

2,700 

7,000 

6300 

8,000 

1,900 

1300 

790 

13,000 

11370 

*'52? 

5,000 

6.000 

0,060 

1,000 

970 

2.000 

3300 

3.700 

1396 

7.100 

7313 

600 

750 

1.600 

8,08S 

3.600 

6340 

2,000 

1300 

1300 

1350 

1.600 

2.482 

3300 

4300 

4.600 

1232s 

5.000 

5300 

13300 

S30O 

Totals  (book  vahie,  $170.700) $170,700      $162.4)8 


REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


THE  LUMBER  MUTUAL  FIRE  INSURANCE  COMPANY  of  Boston,  Mass. 

Pr^lm^  Oto.  W.  Oilt;  Bwatuy,  H.  B.  SbuiB.    Omaiiad,  ISU. 


Uurnsd      StiCMb 


WU  I      T4M«|        MB^M 


tU>,t71 

4M,ni 


tl7B,50T 
IRT.MO 
IM.OM 


tlB«,S87         1117,100 
I7I.U7  >M>3 

H7,a»  gT.T« 


lotalxLHrti..     tHljni       ToUJ atl.lBl 

H<t  umot  <i(  mnln'  EiUlil]'.  D«.  SI,  ll,3«S,0KI;  indv- 
niln«  jnfit,  ttU^SlS;  innrtMBt  infit,  Uijli. 

aiSKB  iNE>  FREMIUUS:    Hniiiki  in  fin  Daombs  11, 
m^aSUl:  pmnon  tbcnoii,  UM,UJ. 

BUSINESS  SINCE  ORQAUIZATION:  : 
IL«7,Ua;  liHa  pud.  tl,<ia,71«:  £  " 


A^3Mirak.n8.,  IM2,«%... 

Bndtah  Mw.,  o.,  UU,  11% 

BhidUml  Um»^  0^  lUft-l-a-l,  St%. 

BddDTK.  v..  IK.  IM4, 4t% 

Cklink,  M.,  IM),  4%. 

CHibnke.liiw,M^l>Sl-«,M%... 

OmliBAO..  n«.,  1H4,  M% 

Fitmlli,  Uh.,  <l.  la^^l,  »%.. 
taaii«b>a,  Um.,  &.  IKS-t,  4%.. . . 
OniHla,  Uw..  a..  tSl^-ao-l-^  1% 
Mionuiiib  Utaa,  nr,  1M4, 4%.. . . 

tU^&^TouL.  0^  im  4)%. 

Knuat.  R.  I.,  c,  m7-3S,  4)% 

Oltein, dill.!..  IMS.  4lH 

Fnto^M,  R-  U  uriBlnc,  1M4, 4%.. 

Plntnt.  h^  i«,  in«,  4t% 

PommTOrfc,  1. 1934. 1% 


Tcnmlo.  Ont^  0.,  1ft22,  4% 

W.lIlaiB.MiH..[«.,  inf,S)% 

WiUftnrT.Coiiii..nf.,  IHl,  4%. 

R TORA, p.,  L.  E.  W.  v.,  CTtJ««-, 
H11.4?' 


BoAaBbv.  Rr^nt-,  IMa.fir^  . 
BoMn  *  M«.  ILr.,  «g..  182(1.  l-^ 
Bortn  A  M«.  R.R..  nt-.  1»M.  4)' 
B.4N.  Y.  .*.L.  R.K..rts.,  IMS. 
B.*«li>.Pt  Ry.r,  Iffil,  r:, 
B.4NO.U.  Rf.,  prir..  ™,  Ili->1. 
B,RB.*  Lvon  a  li ,  Tin.-i  jmh  .I'ii 
C.B.4(J.  k.R.,r«.,  1W!>,)  , 
CfiaBRi-.rr,:.  li'jy.V. 
Ckiibiil  Rf .,  pri  n .  rrg .  1 J  J I ,  S  "^ 
a  4  M.  RR..  s.  m..  tm.  nc.  1<M 
DdH  El.  ^..  inn.  no..  1K3.  fi^ 
DuTill*  31&.  JA.,  [riiL  m..  ini 
DBcfaBCoTlLR..  <..  IHO.  4t%. 
ndibn  R^  m.,  e.,  inffi.  41% 
Fk.  R.  Owt  Rr-,  ■«!;.  lOB*,  4i% 


5^^** 


i '=J^?--*~'**^'  "«»■  »^ 

lMMCi^TWSir..t.,lMa.4% 

Lawt*  H.  BilRj^i^.  IMl.  4%.. 

L.I.RR.i.ir.n«^l*t^4% 

■It.  C  RR.  £B.  f«.  A.  Br^lt33,i% 
WiUHei  4  B(K  St.  Rt..  t,  1B32,  H% 

Ibnnd  Tinwn.,nB.  nc  1B4I.  5%.. . 
Nb.  B,  M.  *S^  R,.,  1820,  S%. .  .. 
H.  T.  C.  4  H.  R.  R£.,  >«.,  IS34. 4%. . 
H- T,  N.  H.  *  H.  Rtt,  Bg..  J9H.  4%. 
N.  T..  N.  a  4  H.  RR.,  r«..  IMS.  t%. 


Bonn*  Owmo.— Cm*. 
K.  H.  i  H.  R.R..  ng..  c.lKiAZa 
.  Tc.  4  Ll.,  prinjeii.,  19M.  4^.^. . 
y  r[NR;JlbLCJ14Q  ml  c 

,1  T         pnnjeg.    S33  S" 


.  ris.:  llfll!  S^ 

DdSi.Rir.,n«.,19M,41%..... 
Iwrk  lin.Aiw.sp..[nnn^lH2,B^ 


4U0 
44)00 

E.SOO 
7)80 
4,850 


[lu,c..p™.,llB8.J%. 

tm.1*.  1MJ.S%,.... 
DominiaD  row.  4  Tnnia..  Ud.,  ana- 

illOB.OM.,e.,-l»a2.«% 

B.  TaHffl..<i.,lH2.t% 

SlFwiE!-,priii.n<..  ini.I% 

HimHui  EL  Lt.  4  CM.  P>w.,  Ltd.,  pnn. 

m-.iv».i% 

Iroi^oiiIran,ni.,  lflIS,>% 

LB  Ajud^Ottk  aCi>.,v  JiB.,103U% 

thnrOu,n|^IS«)-ll,4t%. 

Uimlii  On.  EL.  I>riu«^  1034, 9%. . . 

Naw  Kk,  luhj^i^jiB.,  im7i%. 
OnMhtS.  U  4  hw., «..  10»,  S%. . . . 

Bu  Ftu.  Oh  4  £..  nc  mt,  4)^. . 

BcrutonBLiprtaLnt.,  1>I7,S% 

On*  4  8m  Fnn.  Pow.,  ng..  IMl,  fi% 
So.  CiL  BifiBO,  prio.  Ki.,  1030, 5%. . . . 
So.  Pomr  Co.,  prin.  nc.  1030.  5%. . . . 
TuH  Pow  A  Lk,  prin.  nc.,  1017.  i%. 
IInit«lilLt.4Pow.,priiuH.,lB»,4i% 
Cnital  EL  Sao.,  prin.  nc.,  lHZ-3,  S%. 

Utia  0»  4  EL,  t,  IB6T.  S% 

W«t  EL.  prin.  ng.,  IMS,  S% 


8/)00 

7J80 
10,100 


T(itikO»A«h»,rM,iM) r  85,000      tlll.M 


DIRECTORS:  Altni  W.  Booth,  Jeroms  C.  Bordm,  Bdwu 
Bndlvi  John  B.  Bugbes.  Wm.  0.  CorlM.  On.  H.  Dinnpatt, 
QgoTW.  Oilg,  Onrgs  E.  EimlMU,  Louia  A.  Uui6gld,  B.  8. 
Nul,  Wm.  M.  Puil.  WilSun  E.  BHyir,  Hongs  B.  Slupud, 
John  F.  Stesrea. 

FIELD  MEN  AND  TERHITOEY  COVERED:    A.  L.  Am, 
T.  E.  Bikw,  A.  J,  M.  IWry,  1.  D,  9iut<.  W,  i.  9lu%  ud  J.  8. 
Wilnii.  ioKHinan.    Oeiml  ■(»(■:    Louii  A.  MuAeld,  N«r 
" -in.,  for  Conn.,  F.  Wade  Vaughan.  Altantt,  Om.,  («  On. 
F.  B.  Fowls.  Induuupalk,  Ind.,  (or  Ind.;  Jamea  8. 

■Ill.;LeoF.Worl»nd,I*mkvffl8,Ej..an(l 

obBis,  Kr.,  foe  Ky.;  Harrr  M.  Stents 

[(.,  lot  Ma.:  A.  d  BeHD.  MnBt,  Mid).,  foe 

nttim,  UnMuote,  UiiuL,  for  Mbn.;  I.  Q. 

.ana  Ci9,Ho.,forMo.i  B.  F.  PnT  4  Co.  NawYoA 

ir  N.  T.;  B.  S.  Nai),  MuigWd.  0.,  foi  0.;  Jnatin  Patan, 

■OtaioE.  Pliiladdplua,  and  F.  H.  N«S,  FidabirE,  Pa.,  lor 

-mtt  Vu  M^treTMcniplus.  Tenn.,  [or  Tans.:  C.  E.  CurUi, 


„„_. ,t.,forVt.:P.  J.  MwUn.3o.Klo.  WhSl,  torWaah.. 

F.  K.  Freaktlmgw,  CliHlaitoo.  W.  Va.,  for  W.  Va.|  Adolpli 
Ptund,  Milwwikoo,  Wia..  for  Wb.    ■"  ■,■-..■ 

Cal^Conn.,  Ga.  IIL,  Ind.,  Kj    M< 


ipuy  it  liouiegil  in 

jTft./O!,  n"  Y.!'s!G!i'af<ir(r,°iC'src!.,  Taoi,  Vt.,  *»A.'.' 
W.  Va.  and  Wa. 


REPORTS    OP    FIRE    INSURANCE    COMPANIES. 


LUMBERMENS  MUTUAL  INSURANCE  COMPANY,  Mansfield,  O. 

Pnridat.  E.  B.  Niil:  S«nl«T.  W.  H.  Q.  Eeu.    Ortubid.  ISU. 


Yiii 

Cuh 

FnddDiiii 

««? 

pi. 

I~" 

■ffi 

toPrli-n 

Eip» 

»S 

iDtdmd 

H 

TS 

S 

W7,081 

S5S 

'iS 

tI73M> 
IM,MB 

Itl 

»i 

llM.iW 
17i.BZl 
1W.TM 

LiuuuTm.  Dk.I1,  ISU. 


RISKS  AND  FRGMIUU8:  Fin  nkg  id  fms,  DMosbir  31, 
t)0.<)7D,7l»;  pnmiiuai  tbnoD.  tlU,TB3. 

BUSINESS  SINCE  OEOAHIZATION:  Pnmiuiaa  iwnnd, 
IS,gM.33<>;  1«H  pud.  tl,«)7,Dl«:  diTiduda  dacland.  odi, 

REAL  ESTATE  OWNED:  CowoU  of  Mmpui'')  booH  oBoa 
bmUiiK.  tba  book  ?alnaaf  which  i>  03,700;  mubtnlue.  t2Sjni). 

UORTQAOB  U>AN3:    Tlun  an  IB  Vmu.  uuuntiiu  to 
188,710,  on  woputT  rJvei  mt  t»0,0-'     "  ' ' 
pnpeX)'  ii  HMHAdd.  Gn  i>n  hnu  in  1 
ihoHsin  hr™ill6.0., 


Co.,  ana  on  k  munhcWriiif  plutt  in  Akron  uul  tm  on  dm 
in  ToMb.    Inirusa  Ud.  1102300.    No  intast  put  di 


BONDS  AND  8T0CKS  OWNED: 


Aknm.  0..  mt.  wka,.  IMS,  1%-. 

Aknn,  0.,  to.,  I«37,  i% 

A]Eu«,<J.,  id.  m,  1093, 1%. 


Mukat 

Viliig. 
tlOJti 


aiisiuBti,0.,  ■>„!»»«.«% 

(^dnuti,  O.,  mt  iAl,  IM,  1%. . . . 
Ona.,  0.,  Car.  Bir.  pur.,  1M3. 1%. . . 

Chv«.,0.,ndacnH.lt^4% 

Clan.,  0.,  pki.,  ■>».  4% 

Cl<v«.,  0.,  wU.  wit.,  1810, 4% 

CohuAua,  0.,  K.  imp.,  1010. 4% 

CiHumd.  0.,aii..  lSIO-21,  4%. 
Cnr.  Co.,  0.,  pub.  U|.,  1K9-7, 


styfc 


|. ,  1017-8,4%         tOjlOO 


ToUh(ba>>knhw,(17S.UgJ M4a,g»       1*83,274 


MiaCELLAHEOnS:  VhIh  of  datnat  in  Ql,  tlO.tU. 

DIRECTORS:  E.  8.  Nail  0.  V.  CimpbeU,  F.  D.  TomoM, 
B.  F.  Werbnoht,  W.  S.  Pirker.  H,  D.  Hemr.  J.  W.  FrukaboflK. 

FIKLDMER'""   ^ " """'  A- ^Inat. 

Borton.  Mhi.,  '  1  vuoit. 


brtn  Fl;  Frank  M.  Nefl,  FiIlsburB.  Pi.,  (or  mMeni  Pa.: 
B.  Vu  Hatn^  MBtcpliiB,  Tsnn.,  For  Teim.;  Fnd  Fnnkebsnt. 
duiMoa.  W.  Vi..  ^r  W.  Vi.;  F.  Wade  Vaughii.  AUuU.  0>. 
for  Gk  JUtBt:  Cal-H  W.  F.  8yada.  Ban  Fr*nd»o;  Me.,  Harrr 
U.BtoDa. SOtitEcld, Me.:  N. H., Jeasa 8.  WilaoD. drnconl. N.B.; 
■■  -  -  ■■  rt.  Grin,  UutdnnSald.  N.  J.;  N.  Y..  A.  L.  Arta, 
I!!.,  t!^.  Baker.  N.  Cambridge,  Man.,  A.  1,  M. 
ratiT,  Menort.  .Mm«,.  W,  J,  SUnly.  Dannn,  Man..  C.  S.  SMUe. 
PhilaiMptain,  Pa..  N.  B.  Mondl,  PUladelpluB,  Pn.  R.I.  Chmlnm. 
"■■  '-'-'"  "      ■    '■  -  •■        ■■     N.J.:  N.C..  C.W. 

oUne.  Portlaod.  Oir. 
Ky..  Maa..  Mich.. 

]..  Mt.,  N.  H.,  N.  J.. 

« in  the  atber  Suin 


PfailadeiphiA,  ^  A.  H.  C 

Fettit,  Haw  Eertic,  N.  C:  Ote"„  j'  E 

Tba  vmmaj  u  I:  ■       ~      • 


LUZERNE  MUTUAL  FIRE  INSURANCE  COMPANY,  Hazleton,  Pa. 

PKBleDt,  Htuy  Bnd^  Btatfiy,  Ctm.  AHmiUa .    Onamiad,  1871 
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LYNN  MANUFACTURERS  AND  MERCHANTS  MUTUAL  INSURANCE 

COMPANY,  Lynn,  Mass. 


Fn 

Mdnt,Ftaki( 

)kB.  Magna 

e;  Saoretary, 

John  H.  Mm 

Uflo.    Organ 

iMd.  1006. 

YlAB 

Oidi 

UBevned 

nODBIIUDB 

NetOMh 
Surplus 

Caah 

Total 
Inoome 

Fftid 

Returnfld 
to  Fyh'w 

Expenaes 

Total  Ez- 
peodituna 

LoiM 
Ineumd 

1914 

$140,3U 
136.747 
133.40S 

$31,960 

12,068 

9,828 

t$U8.035 
tl23399 
1122.716 

1913  t 
1912 

$11,376 
8,414 

$18,688 
16,060 

$3,278 
2,628 

8,488 

$2,003 
3.734 

$15,385 
14,705 

$4,481 
2.680 

t  Inefaidea  $100,000  guaranty  capital. 


Dao.81,1014. 

...       $81,750 

Stoda 34.636 

CMh 12,006 

AcBDts'balaoesa....         9,830 

1.115 


LuBiLnnB,  Die.  31, 1914. 

Loaaeauqiaid $252 

UnearoBdpnna....        31,959 

TotalliabilitaeB...      $33,311 

Ouaianty 100,000 

Netamphia 18,025 


Total 


$140,236       Total $140,336 


Fire  riiks  in  tone,  Deeober  81,  $4,641,607. 


MORTOAQE  LOANS:  Then  are  loans  aggmgating  $81,750 
proteetod  prindpalW  by  dwelling  houses  in  j>nn  yahwd  at 
more  than  double  the  amount  loaned  thereon  ana  on  which  the 
oompany  holds  ample  insuranoe.  On  Dee.  31,  last,  there  was 
no  interest  past  due. 

Par         Market 
8T0CSB  OWNED.  Vahie.         Vahie. 

Central  Natl.  Bk.,  Lynn 

Mfirs.  Nat.  Bk^  I^ 

National  (Sty  Bk.,  Lynn 

Lynn  Storage  Warehouse 

Seeoriiy  Trust 


(2,500 

$6,250 

6,000 

9,000 

5.700 

1,050 

1.000 

1,050 

4,000 

8,400 

Totals  (book  vahie,  $83,910). 


$19,200        $32,910 


LYNN  MUTUAL  FIRE  INSURANCE  COMPANY,  Concord,  Mass. 

PMrident,  Jaa.  8.  NewhaD;  Secretary.  Pnsoott  Ksyee.    Organised.  1828. 


TlAB 

Caah 
Aaeeta 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Ineome 

Loasea 
Paid 

Returned 
toFyh'rs 

Ezpenees 

Total  Ex- 
penditures 

Losses 
Inouired 

1914 
1913 
1912 

$90344 
03,142 
87,003 

$36,501 
31,052 
22,540 

$53,030 
61,760 
64,016 

$26,664 
24,330 
13,377 

$35,045 
20,000 
17.567 

$17,635 
3.709 
2,901 

$5,818 
4.760 
6,020 

$15,870 

11.139 

5.743 

$89323 
19,698 
13.664 

$16306 
6306 
2325 

Asans,  Dmc.  31, 1914.  LuMLims,  Dao.  31. 1914. 

llortgsgeloans $15350    Losscsonpaid $969 

Bonds  and  stodca...  60360  Unearned  prenos....        36301 

Cteh 1393    Other  liabilitiea 245 

Areola*  bakaoea....  3,109                                 

Interest  and  rants...  1332  Total  liabilities...       $37306 

OthcrasNts 100    Surfdus 53.039 


Total 


$00,844       Total $00,844 


Net  amoont  of  members'  Bability.  Dee.  31 ,  $79328;  underwriting 
ion,  $6,630;  inv«atment  profit,  $3,718. 

RISES  AND  PaEMIUMS:    Fire  risks  in  force.  December  31, 
li41Q304:  prominms  thereon,  $66365. 


BUSINESS  SINCE  ORGANIZATION:    Premiums  received. 
$410360;  loMS  paid,  $85,668;  dividends  declared,  cash,  $163,128. 


MORTOAQE  LOANS:  There  are  16  loans,  for  $15,650,  and 
are  proteeted  by  improved  dwelling  houee  property  m  Lynn, 
MasB..  vahied  at  $29,86a  There  was  $3  of  interest  past  due  on 
December  81,  last  Company  holds  $27,600  of  msuranoe  on  the 
buildings. 

BONDS  AND  STOCKS  OWNED:  These  securities  consist  o 
63  railroad  and  munidpal  bonds  whose  par  value  is  $63^400,  but  are 
earried  at  a  market  value,  $68,018;  and  66  shares  of  desirable  stocks* 
the  par  value  of  which  is  $5,500  and  the  market  vahie  $12370. 
The  total  book  value  is  $693^0. 


MANITOWOC  MUTUAL  FIRE  INSURANCE  CO.,  Manitowoc,  Wis. 

PMident,  J.  Q.  Lehmkuhl;  Seoetary,  J.  F.  Sladkey.    Organised,  1897. 


Yim 

Casb 

Uneaped 

Net  Caah 
Surplus 

Cash 
Premiums 

Total 
Inoome 

Losses 
Paid 

Returned 
to  Fyh'is 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

1914 
1913 

$36,002 
81,732 
80384 

$36,002 
31,732 
30384 

$19,646 
18,437 
16,730 

$20,425 
19337 
17,457 

$8,077 

10,904 

6.464 

$67 
29 

$8,010 
7356 
5,860 

$16,154 
17,989 
11.324 

$8,077 
10348 

1912 

6,664 

ASSETS,  DEC.  31,  1914:    Mortgage  k)ans,  $26,800;  cash. 
$5356;  acantaT  balaneea,  $3347;  total  assets,  $36002.    No  li»- 

faffitHB. 


Fire  risks  in  force,  December  31,  $3332,006. 
pud  nnoe  organisation,  $42,373. 


MANITOWOC  RAPIDS  FARMERS  MtJTUAL  FIRE  INSURANCE  COM- 
PANY, Manitowoc,  Wis. 

Pkendent,  F^ank  Braonreiter:  Secretary,  Adam  Bleeer.    Organised,  1874. 


YSAB 

Caah 

Unevaed 

Net  Cash 
Sorphis 

Cash 
Premiums 

Total 
Inoome 

Loeaea 
Paid 

Returned 
to  Fyh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

1914 

$23,765 
20.144 
31380 

$23,765 
30,144 
31.350 

$6,108 
4,638 
4,254 

$6397 
6.547 
4,881 

$2317 
6.050 
2.704 

$670 
624 
622 

$3,286 
6.674 
3326 

$3317 

1913 

6,060 

1912 

2.704 

ASSETS,  DEC.  31,  1914:    Mortage  kans,  $19385;  cash,   |      Fire  risks  in  force,  December  31,  $2359,918. 
$3370;  other  sasets.  $600;  total  assets,  $23,756.    No  liabifitieB.  Loases  paid  since  organisation,  $79322. 


Losses  paid  since  organisation,  $79322. 
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MANSFIELD   MUTUAL  FIRE  INSURANCE  COMPANY,  Mansfield,  O. 

Prasdent,  E.  J.  Forney;  Secretary,  J.  M.  Cook.    OrgMuied,  1873. 


Tub 

Cash 
AflBete 

1914 
1913 
1912 

$103,407 
85,332 
82.012 

Unearned 
Premiums 


$13,721 
7,060 


Net  Caah 
Surplus 


Cash 
Premiums 


186.174 
76.665 
76.812 


127.842 
14.497 
39.981 


Total 
Income 


160.964 
65.959 
42.369 


Plud 


120.063 
33.136 
22.560 


Returned 
to  Fyh'rs 


$2,999 


$19396 
20,149 
15.433 


Tbtal  Ex- 
peodituies 


942,968 
53386 
37.083 


Absitb,  Dm.  31. 1914. 


LLLBDjnxBB.  Die.  31, 1914. 


Real  estate 

Bonds 

Caah 

Agente'  balanoes. 
Interest 


$9,078 

70.000 

19371 

4342 

715 


unpaid.. 
Unearned  prema 
Other  Uabifities. 


$2,690 

13,721 

821 


Total  liabilities. 
Surplus 


$17332 
86.174 


Total 


$103,406       Total $108,406 


'  Net  amount  of  members'  liabUity.  Dee.  31.  $861,276. 

RISES  AND  PREMIUMS:    Fire  risks  in  foroe.  Deoember  31, 
$5.427326;  premiums  thereon,  $34382. 

BUSINESS  SINCE  ORGANIZATION:    Pramiums  reoeived, 
$1,035,769;  losses  paid,  $556,963;  dividends  declared,  eash.  $3,014. 

REAL  ESTATE  OWNED:    Home  office  bmlding. 


BONDS  OWNED. 


U.  8.  Govera. .. 
Hamiltnn,  0.... 
Btuffton,  0.,  so. 
Alliance.  0.,  se. 
Cleveland.  0.... 

BeUatre,0 

Salem.  0 

Mansfield,  0.... 
Addsrston,  0.... 
Shaker  Heii^te.. 


TMds. 


TERRITORT  COVERED:    0.  only. 


$21,010 
20.249 
20,666 


Pto 
Vahe. 

$4300 
5300 

5300 
4300 

20300 
8.000 
5.000 
2300 

15.000 
2,000 


170.000 


MANTON  MUTUAL  FIRE  INSURANCE  COMPANY,   PhUadelphia,  Pa. 

president,  F.  A.  Downes;  Secretary,  W.  M.  Burgesk    Organised,  1894. 


Y%AR 

Cash 
Asieto 

Unearned 
Premiums 

Net  Caah 
Surplus 

Net 
Prenuums 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'rs 

Expenses 

Total  Ex- 
peoditares 

Incurred 

1914 
1913 
1912 

$346,127 
346.022 
320,222 

$189,444 
188331 
171,735 

$149,867 
154.579 
142.294 

$320,761 
341.040 
323.376 

$334,500 
353.916 
335.290 

$22,018 
11.255 
20.359 

$286,242 
279.331 
267.507 

$26,589 
26,716 
28.871 

$382349 
317302 
316.737 

$26,480 
10.428 
21.002 

AsSBiB.  Dbc.31,  1914. 

Bonds $279,470 

Caah 51,149 

A«ento'fadaDeei....  11377 

Interest 4331 


LiABHixtn,  Dao.  31, 1914. 

Losses  unpaid $5,678 

Unearned  jprems....       189,444 
Other  liabiUtiai....  1,138 

Total  fiabOities...     $196,260 
Surplus 149367 


Total 


$346,127       Total $346,127 


Net  amount  of  members'  liaUfily.  Dec  31.  $1372.480;  undei^ 
writing  profit.  $268,067;  uivestmeat  profit,  $12,464. 

RISES  AND  PREMIUMS:    Fire  risks  in  foree.  December  81, 
$40.924330;  premhims  thereon,  $374,496. 

BUSINESS  SINCE  ORQANIZATION:    Pranuums  received, 
$8,770,119;   losses   paid,   $411324;   dividends   declared,   eash. 

Market 
BONDS  OWNED:  Vahie. 

$9,900 

10,100 

5300 

15,000 

10,200 

10300 

5.110 

4,450 

8,700 

8,500 

8,050 

5350 

9,100 

4,150 

860 

3,000 

4,400 

4300 

8,800 

9,100 

4,000 


Albany,  N.  Y..  4% 

Clinton  Co.,  N.  Y.,  4i% 

Duluth,  Minn.,  5% 

NewYork-N.  Y.,4% 

Phi]adebhm,Pft.,4% 

White  Hains.N.Y.,4j% 

Yonkers,  N.  Y„  5% 

Atlantic  &  Danville  By..  4% 

Balto.  &  Ohio  R.R.,  4% 

Clev.,  C,  C.  &  St.  L.  Ry.,  4% 

C.  R.  L  4  Pac.  Ry.,  4% 

C..StL.&Pitto.R.R,5% 

CoL  A  Toledo  RR,  4% 

Denver  4  Rio  Grande  R.R,  5% 

H.  k  Broad  Top  Mt.  R.R  4  Coal.  4%. 

Ind.,  Dec.  4  West.  Ry.,  5% 

Ind..  Dl.  4  la.  RR,  4% 

Ky.  Cent.  Ry..  4%. 

Lehigh  4  N.  Y.  RR,  4% 

L.LRR,4% 

Minn.  4  St.  L.  RJU.  4% 


Bonds  OmmD.—CmU, 


Mo..  Kan.  4  Tex.  Ry.,  5% . . 
N.Y.C.4H.RRR.,4i% 

N.  Y.  4  E«e  ILR.,  5% 

Ohio  River  RR.  5% 

Ore.  Short  line  RJt.,  4%. .. . 

P^.4»% 

P.,B.4Wash.RR,4%.... 

Phih.4ErieRR.,6% 

P.,  C,  C.  4  St  L.  Ky..  8i% . 
Pitta.  Tm.  R.R  4  Coal,  5%. 


Market 
Value. 

84.600 
4,750 
6.100 

10,600 
4,000 
5.100 
9.900 
5,450 
9300 
44)00 
4,000 

11,050 
8300 
7350 
5300 


Rio  Qrande  West.  Ry.,  4% 

St.  L.,  Iron.Mtn.  4  So.  Ry.,  4% 

St.  L.  Swn.  By.,  5% 

St.  L.,  Tm.  Cupdes  Sta.  4  Prop.,  4)%. 

St.  P..  M.  4  M.  Ry.,  44% 

St.P.,M.4M.Ry..4% 4300 

Tol..  St.  L.  4  W.  RRl  3i% 4.050 

W.  Jersey  4  Seashore  R.R..  4% 9,700 

WesteraN.  Y.  4 Pft.  Ry.. 4% 3300 

ITmston-Salem  Sbd.  Ry.,  4% 8,700 

Lehigh  Coal  4  Nav.,13% 5,150 

Total S279.470 


MISCELLANEOUS:  This  oompaDy,  together  with  the  Key- 
stone, National,  Atlantic  and  Southern  States  Mutual  Firs  In- 
surance o(»npanies,  is  under  the  same  maoagemeot.  Oonfla- 
gration  kMs:  Baltiinore,  1904.  $160. 

DIRECTORS:  Simon  Milkr.  Frederick  A.  Downes,  Geone 
H.  McNedy.  Sam  L.  Hammer.  William  Heoiy .  J.  Atwood  WhHa, 
Joseph  Banoroft,  Edward  M.  Mundy,  Qecrge  F.  Eberhard^  John 
R.  Williams.  Thomas  S.  Gay,  William  S.  Duling. 

FIELD  MEN  AND  TERRITORY  COVERED:  Philip  J. 
Halla,  Chicago,  III.:  E.  Herbert  Jenks,  Detroit.  Mieh.:  Dam  D. 
Randall,  Boston,  Mass.;  Hennr  O.  FVost,  Cilioumati,  0.;  Robert 
D.  Shore,  Winston-Salem.  N.  0.  Tba  oamiptm  is  lionised  in  IB.. 
Mass.,  MioL,  N.  Y.,  NTC.,  0.,  Pa.,  S.  C.  and  Wis. 
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THE  MANUFACTURERS  AND  MERCHANTS  MUTUAL  INSURANCE 

COMPANY,  Concord,  N.  H. 

Prarident,  E.  O.  Leach;  Secretary.  Cbaries  L.  JadEman.    Oifaniied,  1886. 


TlAB 

Gaah 

iflNti 

Unearaed 
Franiiims 

NetCaah 
Sazphv 

Caah 

Total 
Iflooine 

LOBMB 

Retumad 
to  Fyh'n 

EKpenaea 

Total  Ex- 
peoditurea 

Loane 
Incurred 

1914 
1913 
1912 

1203418 
188453 
186400 

140461 
36,741 
34.087 

$161,780 
161,400 
144416 

$44,946 
40p701 
36.254 

$55,433 
50,218 
52,441 

$21,056 
13,733 
21446 

$5428 
5458 
5.161 

$12,927 
17469 
12.291 

$40,411 
36,560 
38.608 

$22,673 
10465 
22,626 

Dk.  81. 1014. 

Boodaaadatocks...     $157478 

Carii 40,766 

Agenls'bahDaaa....  4,674 


LuBxuma,  Dio.  31, 1914. 

Loaaaaniipaid $762 

Unearned  prema —        40461 
Other  lialHfitiea.....  266 


Totalliabifitiea...      $41,570 
Sorpliis 161,739 


Total 


$208418       Total $203418 


Ket  aawant  of  nuoiben'  Gabifity.  Deo.  31,  $232,004;  under- 
vritias  profit,  $6,010;  inreatmeDt  profit,  $9447. 

RISES  AND  PBEMIUMS:    Riv  riab  in  foroe,  Deeember  31, 
tS.335,605;  premiiima  thereon,  $77435. 


BUSINESS  SINCE  ORGANIZATION:  Premiuma  reoaiTed, 
$1,426424;  loMa  paid,  $755415;  xetomed  to  poficyholdera,  eaah, 
$116,787. 

BONDS  AND  STOCKS  OWNED:  Thia  item  oouiata  of  soar- 
anteed  bonda,  the  par  value  of  which  ia  $19400  and  market  ralne 
$17,045;  and  well  placed  and  diatribated  atooka  the  par  vahie  of 
wfaioh  ia  $133,100  and  market  value  $139,933.    The  total  book 
vahie  ia  $160429. 

MISCELLANEOUS:  The  intereata  identified  with  thia  oom- 
panv  alao  oontrol  the  Cental  Rre  of  Coneord  and  the  New  Enc* 
lana  Underwritera  Aaeoey.  The  eompany  ia  not  admitted  to 
any  other  State  bat  New  Hampahire. 


MANUFACTURERS  MUTUAL  FIRE  INSURANCE  COMPANY  OF 

RHODE  ISLAND,  Providence,  R.  I. 

Ftcaidcnt,  John  R.  Ftceman;  Secretary,  Theodore  P.  Bogert    Oiganiaed,  1835. 


7lA£ 

Caah 
Aaaeta 

Unearaed 
Pkfiinma 

NetCaah 
Surphia 

Net 
Framiuma 

Total 
Ineome 

Loaaea 
Paid 

Returned 
to  Fyh'za 

Bipenaca 

Total  Ez- 
peoditurea 

Loimai 

1914 
1913 
1912 

$1479,134 
1.120.727 

1.178421 

$646487 
450493 
511.063 

$4144*3 
669.517 
667,674 

$602441 
448489 
541,086 

$749,665 
506431 
597460 

$223,149 
77,935 
48,429 

$615467 
347,426 
452409 

$50,144 
48.712 
72423 

$789,160 
474,073 
573,461 

$224,920 
79.606 
51.823 

AaaiTB,  Dbo.  31, 1914.  LunumB,  Dio.  31, 1914. 

BoDda and atoeka...  $1,038,456    Loaaeaunpaid $8423 

Cbah 12487    Unearned jprana....       646487 

Acenta'balaneea....        21,635    Other liabmtiei.....  6,473 

2,656  

Totalliabifitiea...     $661,082 
Surploa 414,042 


Total 


$1,075,124       Total $1,075,124 


Net  amooBt  of  membeia'  liability.  Dee.  31,  $6409,498;  under- 
nitiBK  profit,  $218409;  in?eetment  profit,  $52,092. 

RISKS  AND  PREMIUMS:  Flro  liaka  in  foree.  December  31, 
1150,443469;  pramimna  thereon,  $1,101,900. 

BUHINEBB  SINCE  ORGANIZATION:  PtemhrnM  received, 
$13437,004;  loana  paid,  $1403487;  divideDda  dedared,  caah. 
110413,716. 

Maitet 
BONDS  AND  OTOCKS  OWNED:  Vahw. 

U.&reg..l926,4% $44,400 

State  R.L  1834,  3i% 46400 

Ancr.TLiTg.,  cv. c,  1933, 4J% 68.410 

C.B.4Q.Ry.,it.reg.,1921,4% 20.000 

C, M. ft SLP.  By., or. e.,  1032, 41% 3,080 

N.T.,  N.H.  ft  H.R.R.,d.etf.,  1023,6% 4476 

So.  Fke.  er.  e.,  1919,  6% 10400 

Stockb* 

BortooftProndeneelLR 23,500 

MaohattanBy 26,600 

OldCoh)qyR.R 9,000 

PtovidenoeftWorceaterRJl 30,750 

A.,T.ftS.FeBy.,p 10,300 

Baho-ftOhioRJUc 4,005 

Balto.ft(XiioRJL,p 1,944 

9i.,B.ftQ.Ry 24,090 

ChL,MiLftSt.P.ByMC 20495 

ChL,Mi].ft8i.P.Ry..p 39,128 

Ol,  St  P.,  Minn,  ft  Omaha  Ry 26,200 

ChLftNwn.By 45,885 


BoNDfl  Aim  Stocxb  OwtnD.—CoHL 
Stogeb. — Cent. 

Cler.,  CiuL.  Chi.  ft  St.  L.  Ry.,  p 

Gahreaton-Hoaaton  EL,  p 

Gt  No.  Ry.,  p 

BL  Central  RJt 

Minn.,8t.P.ftS.8te.  M.Ry.,o 

Minn.,  St  P.  ft  S.  Ste.  M.Ry.,p 

N.y„N.H.&H.R.R 

No.  Pac.  Ry 

Pft.RJl 

Reading  Co 

So.  Pac  Co 

So.  Pac  otf .  int 

So.  Ry.,  p. 

Un.PM.KJL,e 

Un.Pac.  R.R..P 

Cb.GaaCo.oifN.Y 

Qt  No.  Ry.  Ore.  etfa 

Nat.  Bk.  of  C<mmkeroe 

Northern  Seouritiea 

I¥ovidenoe  Big 

Providence  Gaa 

PuDmanCo 

U.  8.  Steel  Cp.,  p 


Market 

Vahie. 

$5,000 

9,700 

62,000 

38,640 

15467 

15,082 

9,900 

62,160 

117483 

16,400 

28400 

12438 

13,600 

25,600 

24,900 

38,700 

9,632 

7,100 

840 

7400 

1,764 

3140O 

83,000 


Total •$1,087,149 


*  Securitiea  aa  per  oca.  rahiationa;  item  in  aaaeta  aa  per  iiianr> 
anoe  dmMrtment  vahiea. 

MISCELLANEOUS:  Thia  company,  together  with  the  Amer- 
ican, Enterpriae,  Meehanica.  Rhode  lauind  and  State  Mutaal  Fitw 
Inaoranoe  oompaniea,  all  of  Providence,  ia  under  the  aamo 
management  Company  ia  licenaed  in  III.,  Mass.,  Me.,  Mich., 
N.  H.,  N.  Y.,  N.C..  0.,  Pa.,  R.  L,  8.  0.  and  Wis.  and  operatea 
in  Umted  Statee  and  Canada. 

DIRECTORS:  Jno.  Chaoe,  Robert  I.  Gammell,  Arnold  B. 
Chaoe,  Edward  D.  Pearoe,  Wm.  Amea,  Wm.  Qamm^  John  R. 
Freonan,  Howard  0.  Sturgea,  Henry  F.  lappitt,  A.  H.  Tilfinghaat^ 
J.  H.  Metcalf.  A.  L.  Danidaon,  H.  D.  Shaipe,  Webater  Knight,  C. 
H.  Merriman. 


MASSACHUSETTS  MUTUAL  AUTOMOBILE  INS.  CO.,  Boston,  Mass. 

noident,  Deu  K.  Webstar;  Sccntuy,  A.  Shiilay  Ladd.    Orguiied  ItU. 


YlAB 

Caah 

Unearaed 

NetCaah 
Surplna 

Caah 
Plramxama 

Total 
Ineome 

Loaaea 
Paid 

Retumad 
toPWra 

Expenaea 

Total  £x- 
penditurea 

Loaaea 
Incurred 

1914 

$20,664 

$16488 

$4,990 

$31,439 

$31,454 

$1,271 

$9,463 

$10,734 

$1470 
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MASSACHUSETTS  MUTUAL  AUTOMOBILE  INS.  CO.,  Boston,  Mass. 

Bmm  ua  Ehwsa  Owim.— Cnl. 
ajao    nMiHilinBi....       tll,38«  Boa».—CnL 

t.cei    OUis  Ikbilitw Ki       Am.  Aoio.  Chan.,  1SJ8.  S% 

Am.  ■n:  *  Tg,,  IMS,  4% 

._ D*™tBdim.I««.l% 

a^l    Burpliu tfltO       UiiuiwiolBOi^l«3a,S%... 

PcrUudQiLSL.  IftU,  1%... 

t20.«64       ToMl t».M4       UiiilBlFnut,ieZll.4)%... 


ToMlu 


nudswridng  [Mfit,  t4.Tn;  iDTntowiit  pn^t.  123(1. 

RISEB  AND  PBEMIUM8:    Rn  tUa  in  fbtm.  D« 
t«/2M0O;  mmiun)  tbcnon.  tSD^W. 

BUSINEaS  HIHCE  0 

t33.T<t7;  Idbh  pud,  HJ70. 


ValiH. 


DIRECTOItS: 

Udd,  Wbl  a.  '._ 
MatoB  L.  C«hbia,  1 
C.  P.  Wuhbun.  J.  . 
CbHtv  Q.  CuoiiibilL 


MECHANICS  MUTUAL  FIRE  INSURANCE  COMPANY,  Providence,  R.  I. 

tM<lnit.J(ihaR.naBiiiu:8Mn(K7,  ThudcnF.Borrt.    Onuu«d.  1S71. 

Yiu 

Cub 
AaoM 

iiSI^ 

Net  Cuh 
Borpbi 

Net             ToUl            hamm 
PmnimB  l     lasome            Fiid 

toPyh'n 

EIPOH 

TdUIEi. 

■iss. 

isia 

»7T«Ji7! 

sii,im 

eiuM 

473,211 
t48,S«T 

t4T«,t2«        1117.107       1131,140 
3M.ni         3ZT,gM           46,483 
J6T.496         We,971           I3JW 

t3U,13; 

tU.4Sl 

3S.0H 
48.481 

S 

"k 

t733.aH    l4Hiu>a)iiil 

21.filt    UHWiwdnwa... 
ISj)lg    OUisliiliiElia.... 


n.  (TU.OU. 

BUSIKEB8  aNCE  OROANIZATIOK;  FMnniiB  naini. 
17,713347;  km  pud,  t8M,302:  drndtndt  dsoUnd.  a^  H,- 
IIKI,14C 

MvlM 
B0ND6  AMD  aTOCSS  OWNED:  Vahi«. 


U.a.,p«i.,lWS,4^ 
R.I.8UU,1>U,1| 
Anv.TLlT) 


!,l»».«%.,. 

C.  B.  *  Q.  Ky.  Jl.  n*.  IMl,  4% , . . . 
ChL,  U7k  8(.  K  Ibr., «. «.,  1»1, 4) 

So.  Pm-.ct,  o.,llH«,4% 

So.  Phl,  aT„  «.,  ItlR,  S% 


«r-^ 


N.  Y.,  Uok-l  Wvt.  RJt... 
AI<i)i..T<».*S.F>lt7..p 
BiHo.ACHiioRJL.e---- 
Ballo.AOIuDRJt.p 

ChL.B.AQ.Rj' 

CliL,Mil.»Sl.P.H».,o. 
ChL.  MiL  &  81.  P.  Rr-.  F 

MENNONITE  MUTUAL  FIRE  INSURANCE  COMPANY,  Newton,  Kan. 

Piwhnt.  P.  Lonea;  S«n4Hr,  J.  H.  Riobcrt    OnuuBd.  1880. 


Stocks  OwifD. — ConL 


Total... 

MBd  00  iannai 
HieCELLANEODS:    Tha  ooonor,  tc 
~  *   .Mw^stiinnrBbodtb 


Tut 

Cub 

[luULtd 

Pnmiuma 

S^ 

^ 

Tol»i 

~Li>iM 

P^ 

Returned 
toFyh'n 

EIPDH 

Tot*]  Ei- 
p«ditu« 

LOH 

tsiuse 

1S8J80 

s 

t«a,412 

M;es7 

ni.«s2 

Is 

1812 

■03,732 

n.iu 

■.Deo.  JI,lin.SW. 


I  MORTOAOE  LOANS:  Thae  eoi^  o 
pniitity,  nlud  at  more  thiD  double  tlw  u 
No  intaeM  put  due. 
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MERCANTILE  MUTUAL  FIRE  INSURANCE  COMPANY,  Providence,  R.I. 

Ptwint.  H.  T.  Oiut:  BecrstiVT.  AUnd  U.  tMj.    Otfuiucd.  ISM. 


pcodituit*     Inoumd 


t3I.CMt      t28«,H 


t,  *2I2,»3: 

RISKS  AND  PREMnJMB: 

tU^U.^;  jxaaiuiia  thovm,  ttOOSti- 

BUSNEfS  aiNCG  OROAKtZATION: 
Kasi.nt;  Ihb  pud,  tOifOt ;  drridnds 
lUJlU. 

BONDS  AMD  STOCKS  OWNED: 

.AppEi*  Co.  C.  H-.  Ofc,  a% 

Uildltlinn,N.  Y^pnS-imp 

N»  KoetKllB,  N.  T..  pub.  imp 


itH-L,* 


Tim^aiHaHlmSj.-. 


UkllarTa.S 


m.  Ceot.  RJL, 


Nmjort'i  F»Il  Bint  Rr'.'.'.'.'.!!! ! !! !  10.000  ilJMO 

KorOmPiMe ICtOO  11.100 


Binft.  H«rr  T.  OtwiI  ind  Aftod  V.  Eddy. 

TERRITORY  COVERED;    Tha  oonpADT  a  lii 
HL,  Mm.,  Uieh..  N.  C,  Pl,  R.  I.,  S.  C,  Wk.  M< 


MERCHANTS  AND  FARMERS  MUTUAL  FIRE  INSURANCE 
COMPANY,  Worcester,  Mass. 

PrwlHit,  J.  SHiMt  Bimni;  Becntoir.  Hkij  8.  Myriok.    Oniniind.  ISM. 


K3.U0    Other  liibifitiia 

3.T4S 

9Xt      TDMllbbiEtiM. . . 


TMdH 


*llT,TIi 


K4T.T1 


Hat  omM  of  oonbcn'  EiUBly,  Dae.  31,  I2«,«39. 

tralniHn*  loai,  tn^K;  iimdmat  proEt,  17.283. 

BISKa  AND  FSEMItFHB;  Kra  li^  b  fans,  Decetobar  II, 
nUIUSt;  miihm  UuniD.  mT,lU. 

BCfaiNESS  8INCB  OROANIZATION;  Fnmiama  neaiYn!, 
KI4tJM;  loM  pMd,  t3,W9.0»;  dlTidaoda  pud,  gwh, 
ll,1S0.TU. 

BUL  STATE  OWNED:  Cuoiita  <4  Marj  briek  boildizii 
■mud  U  MO  UuB  it..  WoRsta,  Hw.  Nat  inomK  lut  ;au 
t!,Ta. 

UOBTQAQE  LOAMS;  Tim  in  S  lous.  MinfMbK  t8,U0, 
cum.  Tb«iMiBiBtB^pM<l»cBiDaa«aibttil,lMt.uid 
at  oapBf  kohfa  tlOMO  «r  iiHTtM*  oa  tbe  bmldbin. 

BOVne  AHD  TTOCKB  OWHED:  Fv  Unkat 


BngCMaai! 


XaaLRjr.,! 
RJL.liuS, 


l>M,t%... 


b-*a.r:_ 

Bitf&ffcaTcr.v:::; 

a*W.lBd.RlL.l»2.4% 

HHHi>lni.C<>..TaiuL,  1»M,S%... 


lu6t»R.R..liid.,lftlt,l%... 

luctla  RJt..  10(11,1% 

,V^.1MB.4% 


mi,.  Cil..  IDlT-at.  5' 


:';s«;v 


i/no 

lO.OOK 

to.ooo 

10,000 
£340 


So-Pia 

UniosPkB-p 

WimartrTr 

WonHtvOttU 

TMak  (bMA  Ttbe,  tIT&m). 

MIBCELLANE0V8: ^-     _ 

1400,000:  au  rniHwio,  1900,  BODai  Chalaet.   IMO,  t40,3:u. 

DIRECTORS:  Aluudct  H.  BaOM^  ChulH  A.  Viuiliu, 
BvTT  S.  Mn^ck,  Oeorn  W.  Cook.  Chttim  M.  Thafcr,  Edmund 
L,  Sudm,  J.  Stanrt  Broim.  Judc*  E  Or,  Thnau  E.  Sttrna, 
Wakla  E.  Buck,  Wm.  fi.  SaitTiir,  Jr. 

FIELD  MEN  AND  TERRITORY  COVERED:  H.  H.  Haiii- 
mu.  ipeciil  igent  for  aclirt  field,  Wcnota,  Mws.    Compu)' 
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MERCHANTS  AND  MANUFACTURERS  MUTUAL  INSURANCE  COM- 
PANY, Mansfield,  O. 

Fisdnt,B.N.F<nl;  SicntuTuidTraMis.a.W.DtTinMn.    0>(ulMd.  1S7«. 


Yii. 

~^~ 

1^^ 

"ar 

ftSt- 

fit 

■s- 

KlS 

E<I«H 

S3i»^ 

-^ 

S 

U.SSS 

msr. 

Ml.lM 
3B,341 

»U,41B 

•M.«M 

ttB,lSl 

tSpSflS 

tM,U3 

...."■.•'l...**^ 

n,DH.31,  ISM.  LuHunw,  Dk.  81, 1911. 

(64.721  Loaimpud 1^341 

*,m  UuBoadDtmi....         11.373 

ilUH...  iglO  Ottw  EabiEtiB 1,130 


RISKS  AND  PREMTUMS;  ^n  tWo  in  [tng,  DschdIw  31, 
K.l7Sjea»:  trtaanm  thmm.  tU,Uft. 

BUSINESS  SINCE  ORQANIZATION:  Pnrohma  ns^nd. 
tlOt,lgl;  !»■  pud,  UTft.Ooa;  di?iikiid>  daelmd,  wdi,  ISBJin. 


MERCHANTS  MUTUAL  FIRE  INSURANCE  COMPANY,  Providence,  R.  I. 

Fnodott  ih1  Tumiiiu.  V.  B.  UaBaK  Vk«-n«ridtot  tad  DmbUit.  bus 
Orfuiwd,  1874. 


Yiu 

Cut. 
AnM 

UDOrnsii 

N»Cuh 

PnoliimM  1     iHnie 

Lo«. 
Paid 

Ratunwd 
loFyh'i* 

KtpMMi 

TottI  Ei- 

iBBdmd 

ini 

tt83,894 
720.M8 

317.4M 

niLCU 

»U,07S       *lll>.7«3 
390:7SS'        427J2S 

tis,t» 

4fl,113 

ia:4u 

mM 

« 

^ 

IS! 

Aim*,  [>M.!l.m4.  LuMUiae.  Dtc.ai.  1014. 

BoDifauiIitotla,.,     UOam    LoHiuijwd »,334 

CMh »4,J78    DBiMMdp™-  "■  ■■■ 


ToUlliaUlitM.. 


Totml... 


ToUI tt83,<U4 


Net  unniDt  rf  anliK^  EabOl^,  Dk  11,  tlJW,HIi  n 
wiMw  mfit,  tI«0,l>7Bi  fancMMOt  mtt.  tl7,Ma 

RISKS  AND  PREHIDHB:    Kn  rat*  a  torn,  Dtoonbi 
|n,34S,7(B;  pninniiiH  Uunoo,  HMI.US. 

BDBINESS  SINCE  ORGANIZATION : 
|T,W,Wt :  kMB  pud,  mtMt:  di  *  ' 

BONDS  AND  ffTOCKS  OWNED: 

Hi  1.1  Egiiy.,  M*..  iiuca'i 

OM.,M:4  8t.P.Hs..t-,  l«a,4|% 

Aas,  Tl.  A  T^  e.,  1SS3,  41%. 

IiDLELRy.AU.,<i.,  1UI.I% 

PwtBckw  EL.  II.  IWS.  5% 

UaltedEI.,  NJ..i>.,lMe.4% 

W>lCTWwnU.*Pnir,r,  HM,S% 


AllHf  i  Buq.  RJl 

BMdiCnekRA 

Cuidk  BodUieni  I^ 

Chub  4  Sua ,  R-B 

CU.XE.  IDTRR.,  eq.  Ir.  stf . . . 
Chi..  Mil.  A  St.  P.  Ry.  Co.,  p. . . 
CU.,  MiL  4  Be  P.  Rj.  Ca.  c. . . 
Clu.4N<m.!b... 
rt-H   fin   ni  A 


IS,SNI 
12.400 


D  Btocd  Owmt.—CaiL 


Dm.,  BilhkJe  A  Sm.  R3. . . 

at  Nortlim  Bj,  p 

Harford  E^ 

in.C.R.R , 


Mkbaiiig  Coal  EiE.,  p.-.-.., 

MubCtu^ 

UioB.,  Bt.  P  *  a  S.  U.  Rt.  Co.,  L  Gum.  . . 

MmtliSmBSJ. 

N.  Y..  iMk.  ft  Wat  Er 

No.PuifisRr 

P».RJl 


FHta.,  Bin.  A  L.  &ia  R.IL,  o. 


■3a400 
£JIO 
11,900 

SIJSO 
I3J00 
IMOO 

9,1M 
■«.«•) 

S.lt» 


•,300 

ll.S»l 

11.000 
1,«10 


Pwott  Kudit.  R(V*1  C.  Tift.  WilliiiB  B _. 

Mecrimu,  Jr.,  Arthur  L.  Kdiv.  Lawn  W.  Pufair,  I 
llffiaT,  dlaiim  E.  PUtmoD,  On.  H.  Wilni,  ^  I4 
Jonai.  H.  A.  Hiniia.  Clui.  H.  NmlL 


ii  liHBMd  in  ID.. 
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MERCHANTS  MUTUAL  FIRE  INSURANCE  COMPANY,  Wyalusing,  Pa. 

Pnrideat,  B.  A.  Strong;   Saentary.  O^orgA  T.  In^iain.    Orgaabed,  1805. 


YlAX 

Gidb 
Aaaeta 

Unearned 
Pnniuxm 

NetCMh 
SmphiB 

Caah 
PNnuoms 

Total 
Income 

Looses 
Paid 

Retoroed 
toFyh'ra 

Expenaee 

Total  Ez- 
pendituree 

Loeees 
Incurred 

1914 

$22,881 
19,671 
20.340 

$20,771 
19,521 
19,666 

$15,094 

14.202 

8J^ 

$16,706 

14,652 

9,075 

$7,359 

10,355 

6,81» 

$467 
584 
336 

$6,907 
4.581 
3.988 

$13,732 
15.520 
11.143 

$7,859 

1913 

10.355 

1912 

6.819 

ASSEIB,  DEC.  31,  1914:  Electrie  Ry.  bonde.  $8,979;  caah, 
$12,577:  acentB'balancei.  $1,325;  total  aaM»tB,  $22381.  Liabilitka. 
Dec  31.  1914:  Looaes  unpaid.  $1,910;  other  UabilitieB,  $200; 
total  SabUitieB,  $2,lia 

RISKS  AND  PREimUMS:  lire  risb  in  forae,  December  31, 
$2,065,429;  premiiiina  thereon,  $22,779. 


BUSINESS  SINCE  ORGANIZATION:    Franiams  noAv^ 
$144,161;  looBCB  paid,  $73,520. 
TERRITORY  COVERED:  Pa.  only. 


MERCHANTS  MUTUAL  INSURANCE  COMPANY,  Redfidd,  S.  D, 

FkoHdent.  S.  W.  Clark;  Secretary.  H.  P.  Packard.    Organised.  1895. 


Tun 

Caah 
Atmta 

Uneuned 
Pnminma 

Net  Caah 
Surphis 

Caah 
Fremiuma 

Total 
Income 

Loeeea 
Rud 

Returned 
to  Fyh'iB 

Expenaea 

Total  Ez- 
penditurea 

Loeaea 
Incurred 

1914 
1913 

$38,339 
35.702 
40.374 

$10,782 

$26,190 
35.702 
22.061 

$43,281 
44.090 
34.992 

$44,938 
45,752 
38.879 

$27,461 
29,178 
22.568 

$1,259 
6.859 

$13,681 
14.387 

$42,301 
50.424 

$27,461 
29,178 

1912 

13.649 

14,469 

37,037 

22,568 

AaanB,  Dbc.  31, 1914.  Lubzutibb,  Dec.  31. 1914. 

Mcrl^Bseloans $13,200    Loaaeannpaid $977 

BoBdaandatoekB... .  3.560    Unearned prema....        10.872 

Cadi 19.932    Other  liabilities 300 

Ageoti'balaDeeB....  1.657  

Totalfiafaifitiea...      $11,149 
Surplna 26.190 


Total 


$38339       Total $27,389 


LOSSES  PAID  SINCE  ORGANIZATION:  $400,000;  diri- 
danda  dedared.  caah,  $250,000. 

MORTGAGE  LOANS:  Theae  hMna  aggregate  $13,200  and  are 
protected  by  impityvad  real  estate  m  South  Dakota  rahied  at 
$49,400.    Company  holds  fire  inauranoe  on  the  buildings  of  $7,000 


MERCHANTS  NATIONAL  MUTUAL  FIRE  INSURANCE  COMPANY, 

Fargo,  N.  D. 

lYoident.  Lars  Christianson;  Secretary.  F.  H.  Wilder.    Organised,  1904. 


TSAB 

CMh 
Aflseti 

Unearned 

Net  Caah 
Surplus 

Cash 
Premiums 

Total 
Income 

Looses 
Paid 

Returned 
to  Fyh'rs 

Expenses 

Total  Ex- 
penditures 

Loeaea 
Ineurred 

1914 
1913 
1912 

ill 

$26,492 
22,041 
21,616 

$3397 
8.191 
8.402 

$61,601 
52.008 
56.296 

$65,168 
56,521 
59.059 

$34,743 
28,692 
28.759 

$12,300 
13.100 
11.225 

$15,240 
18.216 
16.468 

$62,282 
59,908 
56,452 

S39.136 
24.338 
28.791 

LuBiuiiBS.  Dbc.  31. 1914. 


Rati 


osHS  unpaid 

neanied  piei 


Ctf.ofdep 

CMh 

UaeoO. 

Litaeat 

Other 


Total 


Dm.  31, 1014. 

$9369 

6.816   Ux 
2.340    Otherliabil 
5,086 
12,730       Total  fiabifiticB.. 

90   Surplus 

15 


$5,697 

26.492 

869 


$33,058 
3.397 


$36,455       Total $36,455 


Dee.  31.  $72,417. 


CoBtiiigeiit 

KISE8  AND  PREBHUMS:    Pire  risks  in  force,  December  31, 
$14)654)1216;  prasaiaiDB  thereon,  $72,417. 


BUSINESS  SINCE  ORGANIZATION:  Losses  paid,  $379,101; 
dividends  dedared,  cash,  $103303. 

REAL  ESTATE  OWNED:  This  item  consists  of  farm  lands 
Talued  at  fnm  $12,000  to  $15,000  carried  at  $0,369. 

MISCELLANEOUS:  In  1907  the  duecton  of  the  company 
paid  in  $20,000  on  account  of  excessiTe  losses  impairing  the  re- 
insurance reserve.  In  1909,  $6,700  was  paid  back  to  directors, 
and  in  1913.  $5,360.  The  company  writea  surplus  lines  by  mail 
from  its  home  office  and  Thurber's  office. 

HELD  MEN  AND  TERRITORY  COVERED:  C.  L.  Thur^ 
ber.  Chatfidd,  Minn.,  ganeral  agent  for  surplus  lines.  The  com- 
pany is  licensed  in  N.  D.  only. 


MERRIMACK  MUTUAL  FIRE  INSURANCE  COMPANY,  Andover,  Mass. 

Fnodat,  BmtoB  S.  Ftagg;  'nw-Ptegideat,  J.  C.  SKwyer;  Saontary,  Fradoio  G.  Moon.    Oipniiod,  1828. 


Tbab 

CaA 
Assets 

Uneamsd 

Net  Caah 
Suiphia 

Net 
ftemiuma 

Total 
Income 

Losses 
Paki 

Returned 
toFyh'is 

Expenses 

Total  Ex- 
poiditures 

Losses 
Incurred 

1914 
1913 
1912 

$810,635 
301.455 
264355 

$226,132 
196,339 
187.643 

$16,421 
92.201 
69,610 

$183,360 
173,758 
153,708 

$196,270 
186,315 
165.400 

$155,142 
63,988 
59.287 

$28,620 
29,489 
28,160 

$59,217 
50,956 
51,515 

$242,979 
144.383 
138.052 

$156,065 
66.138 
55.754 
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MERRIMACK  MUTUAL  FIRE  INSURANCE  COMPANY,    Andover,  Mass,—Cont. 


Absbtb,  Dbc.  31. 1914. 


Mortgage  loaoB... 
Bonds  uidstooka. 
CoDatenlbans... 

CMh 

AgeQtB'bftlanees.. 
Interest 


$135,030 

142,954 

4,000 

5,538 

19.568 

3.445 


LuBHims.  Dnc.  31. 1914. 

Losses  unpaid $7,745 

Unearned  prems ....  226, 132 

Borrowed  money . . .  55.000 

Other  fiabUities 5.237 


Total  liabiUties. 
Surplus 


$294,114 
16.421 


Totalassets $310,535       Total $310,535 


Net  amount  of  members'  liabi£ty.  Deo.  31,  $439,635;  under- 
writing  loss,  $49,115;  investment  profit.  $14,581. 

RISKS  AND  PREMIUMS:  Fire  risks  in  forM,  December  31. 
$38,324,027;  premiums  thereon,  $439,635. 

BUSINESS  SINCE  ORGANIZATION:  Praniums  received. 
$4,310,827;  losses  paid.  $1,842,619;  dividends  deolared,  oash, 
$1,463,796. 

MORTGAGE  LOANS:  These  number  66  and  aggregate 
$135,080,  and  are  protected  by  improved  residential  proper^ 
situated  va  the  immemate  vicini^  of  Andover.  valued  at  $375,400. 
The  buildings  are  well  covered  by  insurance,  or  whioh  the  company 
holds  $236,225.  On  Deo.  31.  last,  there  was  $138  of  interest  past 
due. 

COLLATERAL  LOANS  are  as  foUows: 
Securities. 


Essei  Co.,  Lawrence,  Mass 

Smith  &  Dove  Mfg..  c.  Andover.  Mass 
Smith  k  Dove  Mfg.,  c,  Andover,  Mass. 


Maricet 
Value. 

$5611 
1.700f 
2.600] 


Amount 
Loaned. 


$4,000 


Totak. 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

Andover.  Mass.,  wat,  1919, 4% 

Andover.  Mass..  wat..  1923. 4% 

Andover,  Mass.,  wat..  1928. 4% , 


$4351         $4,000 


Par 

Value. 

$8,000 

3.000 

4,000 


Market 

Value. 

$7,920 

i.970 

3,062 


Bonds  aivd  Stocks  Ownbo. — CmU. 
Bonds.— Con<. 

Ateh..  Top.  k  St  Fe.  1, 1958,  4%. . . . 
Banger  A  Aroos.,  eq.,  1916,  5%. . . . . . 

Boston  A  Albany,  1933,  4% 

Chi.  A  Nwn.,  s.  f.,  1929,  5% 

Chi.  Rys.,  1. 1927. 5% 

Chi..  Wn.  k  Minn.,  1.  1916,  6%.... 

111.  Cent..  1. 1951.  4% 

N.  Y..  Chi.  k  St.  L.  d.,  1931. 4%. . . . 

So.  Pte..  1.  r..  1955,4% 

Worcester  Cs.  St.  By.,  1927.  5%.... 

Boston  Elev.,  1937.4}% 

N.  Y^N.  H.  k  H.  dfll>.j  1956. 4%. 
Pac.  n.  k  Tg.,  1937. 


Am.  Tl.  k  Tg..  ooL,  1r.,  1939.  4% 

N.  E.  Tl.  k  Tg.  col..  1929, 4%. . . . 


Abington,  Mass..  wr..  1934,  4% 

Cleveland.  0.,  st  imp.,  1917, 5% 

Omaha,  Neb.,  sr.,  1983, 4i% 

Pawtucket,  R  I.,  wr..  1923. 4% 

Portland.  Ora..  dL,  1943.  4i% 

San  Francisco.  CaL,  Gy.  St.  k  Ry..  1927, 

4i% 

Seattle.  Wash..  1924, 4}% 

Minneapolis,  b.  so.,  1944, 4% 

Bristol,  Conn.,  1839, 4i% 

Seattle.  1921. 4*% 

Int.  Bor.  R.  T.,  1966, 5% 

Stocks. 

Andover  NatBk 

Merchants  Nat.  Bk 

Amer.  Tl.  A  Tg.  Co 


Pfer 
Value. 

$10,000 

2.000 

3,000 

4.000 

3,000 

5,000 

2,000 

10.000 

10,000 

2,000 

10.000 

10.000 

3,000 

12.000 

2.000 

3,000 

1,000 

3,000 

2.000 

5.000 

2,000 
1.000 
4.000 
3,000 
2,000 
2.000 


4.900 

800 

8.900 


Miiket 

Vihie. 

10,100 
IttO 
2.820 
4.200 

2.970 
5.100 
1.S20 
8,400 
9.200 
2,000 
9,200 
7,i00 
2,910 
10.680 
2.020 
2.910 
1.020 
3,080 
1,980 
5.200 

1,9M) 
1.O00 
3,920 
3.120 
2,000 
1.980 


7,987 

1,200 

10.947 


Totals  (bode  value,  $147,156) $145,600      $142,954 


TERRITORY  COVERED:    The  company  is  lioeosed  m  Conn.. 
Mass.,  Me..  N.  H.,  N.  Y.,  R  I.  and  Vt. 


MICHIGAN  FARMERS  MUTUAL  FIRE  INSURANCE  CO.,  Yale,  Mich. 

Plresident,  Norman  B.  Herbert;  Secretary,  WiDiam  Hodgins. 


Ybab 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Loeaes 
Paid 

Returned 
toP'yh'rs 

Expenses 

Total  Ex- 
penditures 

LOINI 

Incurred 

1914 
1913 
1912 

$28381 
23,695 
32,917 

$28,416 
25,082 

—$5,535 

—2.601 

32,017 

$15,839 

12.383 

9,086 

$17,323 
13.066 
11,966 

$15,498 

12,388 

7,342 

$8,500 
107 

$2,031 
1,002 
3,046 

$21,029 
13,597 
10,38^ 

12,388 
7.342 

—  Excess  of  liabilHies  over  assets. 

ASSETS,  DEC.  31,  1014:  Mortgage  loans,  $22,200;  cash, 
$1,681;  total  aaseta,  $28381.  Liabifities:  Losses  unpaid,  $1,000; 
unearned  prems.,  $28,416;  total  liabilities,  $29,416. 


Fire  risks  in  force,  December  81,  $5,150,000. 


MICHIGAN  MILLERS  MUTUAL  FIRE  INSURANCE  CO.,  Lansing,  Mich. 

PkesideDt,  Robert  Heokel  Secretary.  A.  D.  Baker.    Organised.  1881. 


YaiB 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Pkid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

LOSKS 

Ineoned 

1914 
1913 

$1,399,347 
1.409.919 
1.222,901 

t$783,647 
t693,173 
t592,492 

t$5O5,001 
t643.419 
t560,589 

$816,751 
811,627 
789,064 

$884,232 
868.932 
827.222 

$620,535 
368,071 
384.681 

$295,325 
314,418 
252.815 

$915,860 
682.489 
637.40e 

$648,015 
383.(83 

1912 

•••••••••*• 

372.780 

t  Includes  guaranty  d^;)oats. 

AflfiiTB.  Dm.  31. 1914. 

Realestate $10,000 

Mortgage  loans 763,984 

Bonds  and  stodo.. . .  436,322 

Cash 89,341 

Agents' balances....  80,241 

Interest  and  rents . . .  19,459 


t  Inchidee  $200,000  permanent 

LiABiLnnss.  Dsc.  31, 1914. 

Leases  unpaid $95,222 

Unearned  prems. . . .  633,247 

Quaranteedep 150,402 

Other  liabilities 14375 


fund. 


Total  liabilities...     $893,746 

Capitalpaidup 200,000 

Netaurphis 305,e01 


Totalassets $1399.347       Total $1390347 


Net  amount  of  members'  liability.  Deo.  31.  $2,224,645. 
Underwriting  kiss,  $206,713;  investment  profit.  $68396. 


RISES  AND  PREMIUMS:  Fin  risks  in  foitse.  December  31. 
$115,977,211;  premiums  thereon.  $1.293302. 

BUSINESS  SINCE  ORGANIZATION:  PMnuums  Recived. 
$8,481,782;  losses  paid.  $5,118,710. 

REAL  ESTATE  OWNED:  ComistB  of  briok  office  brnkfing 
and  lot  located  at  120  West  Ottawa  st.  LaiHU«:  book  vUue, 
$10,000;  net  income  in  1911,  $1318;  in  1912.  $1318;  in  1913, 
$939;  in  1914,  $1,253.  Rental  of  space  occupied  by  company. 
$1300. 

MORTGAGE  LOANS:  There  are  1 15  loans  agpr^ating  $763.- 
984,  b«ng  in  all  first  liens  on  real  estate  situated  ehieflv  in  LansoK, 
Detroit,  Battle  Creek,  Saginaw,  Holland.  Peoria,  NUlwaukee  and 
Chicago,  valued  at  $1,845,743.  There  was  $230  of  interest  put 
due  on  December  31.  last.  The  company  hcMs  $011,075  of  ia- 
suranoe  on  the  buiklings. 
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MICHIGAN  MILLERS  MUTUAL  FIRE  INS.  COMPANY,  Lansing,  Mich.— C<m/. 

BONDS  OWNED: 


U.aGOTt.e.,lM8,3% 

Alpean.  MieiL,  mL  wio..  1035-27, 5%. . 

Alpaa.Miefa.,«»t.«ks.,1934,5% 

CheiKVfui.]ifidL,r..l933.6% 

Coo^nyQle.  l£xh^  mt  vks.,  101&.30, 

Duwii'ifidL!  waLvfaLVidS^^^        .' .' 

Grmd  Hsvem  Mioh.,  ir..  1017, 5% 

Gnod  Rapkia,  Mich.,  big  dit,  1016,  4% 
fli8^,  MieL,  St.  imp.,  1916-10, 4%. . 
HoUuid,  Miefa..  wat.  wks.,  1916-17. 5%. 


ItJuea,  N.  Y^  r.  wmt  wks..  1942, 4i%. 

KiB.  City.  Mo.,  No.  Pk.,  1919, 7% 

LlKoln.Neb.,  gn.  r.,  1917, 4% 

Uooag  Twnp.,  MieL,  w.,  1916-17.  6%. 
Mariette,  Mich.,  imt.  wks.,  1916,  6%. . . 

Midland,  Mieh.,  r.,  191^28, 4% 

MoDteQinenr  Co..  Ttam.',  by.,  1936, 4^% 
Newbaig,  N.  Y.,  watirka..  1S30, 4%. . . . 


N.y.Cjr..R.T.E.R.,1958,84% 

.V.y.Cy.,f.it  Apt.  1953.  rt% 

N.  Y^Qjr^  g.  bet  Mntn.  A  BUyn.,  1953, 


N.Y.  Qy., 


1963, 3i%. 


Fkr 

Market 

Yahia 

Vahie. 

$4,200 

14.242 

36,000 

36.600 

3,000 

2,120 

3.000 

3.090 

8,000 

8,196 

4,000 

4,120 

10.000 

10,100 

20.800 

20,096 

7.260 

7.176 

9,000 

9.060 

6.000 

6,000 

119 

119 

6,000 

4.960 

3.860 

3,892 

14.000 

14.000 

20.000 

19.600 

26.000 

24.600 

60,000 

49.000 

26.000 

22.880 

26.000 

22,000 

4.000 

3.620 

2.000 

1,760 

Boms  OwRBD.— C«iU. 
Northyilie.  Mieb..  wat  wks..  1922. 6%. . . 

Port]and.Miob..  fll.lt.  1916. 6% 

RieUand  twp.,  Mich.,  w.,  1916-26, 6%. . . 
Shopherd,  Miet.  wat  wks.,  1924-38, 6%. 

Qyraouae,  N.  Y.,  muiL.  1926, 44% 

8t  Clair,  Mioh.,  en.  f.,  1922, 4{% 

Sofaeseetady.N.Y.,  v..  1918-27, 4i%. .. . 

Wind.  A  MeK.  twpa.,  Mich.,  ae.,  191^^. 

6% 


Par 

Market 

Value. 

Value. 

820.000 

$20,200 

6.000 

6.00O 

6.500 

6.566 

14,600 

14.706 

60.000 

61.960 

6.000 

4.860 

60,000 

61.050 

4.200 


4.340 


Totab  (book  vahie.  $439,419) $439,419      $436,322 


Statementa  aeoording  to  Michigan  stanA* 
Baltimaro,    1904.    $16.d00;     Sao 


MISCELLANEOUS: 
aid.    Conflagration 
Ftandaoo.  1906.  $5347. 

DIRECTORS:  Robert  Henkd,  H.  F.  Colby,  B.  W.  Jeoka. 
&  J.  IHua,  C.  J.  DeRoo,  A.  D.  Baker.  O.  F.  Almendinger.  David 
StottW.  8.  Rowe.  Q.  H.  Amendt 

FIELD  MEN  AND  TERRITORY  COVERED:  Agency 
managers:  C.  H.  Cole,  Seattle,  Waeh.,  for  Waah.,  Ida.  and  Ore.; 
H.  M.  Giles,  Minneapoua,  Minn.,  for  Mmn..  Wis.,  N.  D.  and  S  .D.; 
C.  H.  Ridgway.  Eanaaa  City.  Mo.,  for  Mo.  The  oompany  is 
licensed  in  Ida..  DL,  Ind.,  Masa.,  Mich.,  Minn.,  Mo..  N.  Y..  N. 
H.,  N.  D..  Ore..  0..  Pa..  R.  I..  S.  D..  Wash..  W.  Va.  and  Wis. 


MICHIGAN  MUTUAL  TORNADO,  CYCLONE  AND  WINDSTORM 

INSURANCE  COMPANY,  Hastings,  Mich. 

Prasident  W.  E.  Hale:  Secretary.  D.  W.  Rogers.    Organised,  1885. 


Yiia 

Cbsh 
Asaeta 

Unearned 
Pkvniuma 

NetCaah 
Snrphia 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

1014 

$51,660 
49.073 

$60,886 
49.073 

$186^949 
363.724 

$139,077 
264.371 

$88,343 
189.022 

$70 

$28,900 
65,408 

$112,213 
254.430 

$70,466 

1913 

.•.•.•••»*• 

189.022 

ASS 

135.01 
tw: 

IETS,DEC. 
6;  agenCa'  b 
Losses  impi 

31.1014:    E 
afauieea,  $10.( 
iid,$n5. 

leal  estate,  $6,000;  collateral  loans. 
M4;  total  assets,  $61,660.    LiabilW 

Risks  in  force.  December  31.  $119,465,978. 

MIDDLESEX  MUTUAL  ASSURANCE  COMPANY,  Middletown,  Conn. 


Preddent,  0.  Vineent  Coffin;  Secretary.  Daniel  W.  Chase. 


,1836. 


Taia 

1914 
1913 
1912 


Cash 


$1,138328 

I    1.119.035 

1,165.283 


Unearned 
Pkvaunms 


$207,445 
202.067 
200.249 


NetCaah 
Surplus 


$916,306 
903.985 
943306 


Cash 
IVemiums 


$136,044 
129.846 
129.667 


Total 
Inoome 


$194,289 
185372 
187.077 


Paid 


$84,263 
63.307 
93.979 


Returned 
to  Fyh'rs 


Expeoass 


$70388 
66.220 
65317 


Total  Ex- 
penditures 


$164,641 
129327 
159.296 


Incurred 


$86,678 
62.763 
98.169 


Dbo.  31. 1914. 


Rsili 

Boufaai^slodKB. 
C^ 

AcmtB'bahaeea. 


$180300 

888379 

46.764 

16,147 

4.648 


LunumB.  Dm.  31. 1914. 

$8,878 

307.446 

6300 


Oth« 


Dedjpreiiis. 
lUnfoes. 


Total  liabilities., 
ftnplus 


$222323 
916305 


TotalssaeCi $1.138328       Total $1,138,828 


RISKS  AND  PRE&aUMS:    Fire  risks  in  focoe,  December  31. 
150,695338:  mmiama  thereon.  $406316. 

BUSDfEBB  SINCE  ORGANIZATION:    Ftaohmia  reeoved, 
OJ16317;  loases  paid,  $2367,389. 

.  REAL  ESTATE  OWNED:  CoiMsts  of  improved  real  esUte 
B  Middlelown.  market  vahie.  $189,000.  Book  value.  $160,000. 
^  received  during  the  year.  $12,416.    Taxea  and 

BONDS  AND  STOCKS  OWNED: 
Boma. 

ftateofCnmeetieiit 

Slate  of  Coaneeticat 

AasonstCoaa. 

Hartford,  Conn. 


aty.Kan 

Maiden,  Coirn 

IfinonpoBs,  Mion 

Norvio.  Oown 

EMtOraott.N.J 

Fortlaod,  Coon , 

5rit40.R.R.,8.W.Div..,. 

Biiff.&8as(i.R.R 

B«i..CsdBrRap.*N 

9«*lo*EMteRini 

OiBan.  MiL  *  St.  P 

CbV&L&W 

(^.C.  C.  ft  SL  L.,  Cairo  DIv. 


Par 

Market 

Vahie. 

Vahie. 

$25,000 

$25,000 

25.000 

25350 

10.000 

10,100 

10.000 

10300 

10.000 

10300 

5.000 

5.100 

10,000 

9.674 

10,000 

10.100 

15.000 

15.000 

26.000 

24310 

40.000 

36.000 

7,000 

3360 

20,000 

20.400 

30.000 

22300 

5,000 

4.975 

10,000 

5.000 

40.000 

34.000 

BONM  AMD  StOCKB  OWKED.—CotU. 

Bonds.— CmU. 

la.  Falls  ft  Sbox  City 

Eaa.  Cy..  Ft.  Scott  ft  Memp 

L.S.ftMich.  So 

L.  ft  N..  unified 

MU..SpartoftNim 

Miasoiiri  Pke..  Central 

N.  I .. N. H. ft H., cv. 

St.PaalM.ftM 

St.  L.,  Iron  Mtn.  ft  So 

Continental  Coal  Co 

W.ftB.Dooi^ 

PaeifieTeLftTekpaph 

United  TcftEl 

Sroosa. 

Atch.,  T.  ft  8.  Fe.  R.  R..  p 

Baltamve  ft  Ohio  R.  R..  p 

Baltimore  ft  CHiio  R.  R.,  com 

Buflak)  ft  Susq.  R.  R.,  p 

Buffalo  ft  Susq.  R.  R..  com 

Chicago  ft  Northwestern  R.  R.,  com. . 

Chicago  ft  Northwestern  R.  R..  p 

imnois  Central  R.  R 

Louisville  ft  Nashville  R.  R 

M.  X.,  M.  Jtl.  A  u.  K.  K. ...... •■....■ 

Pennsylvania  R.  R 

Union  Pacific  R.  R 

Central  National  Bank 

First  National  Bank 

Middletown  National  Bank 

Middlesex  Co..  Nat.  Bank 


Par 
Value. 
$10,000 
12,000 
40,000 
40.000 
10,000 
10,000 
26,100 
25,000 

6.000 
12.000 

6.000 
10.000 
10.000 


Mariwt 

Value. 

$10300 

8380 

36.000 

86.600 

9.100 

9.000 

26,104 

28.760 

4,875 

12,000 

4,750 

9300 

10,100 


20.000 

19300 

2.400 

1,626 

4300 

3.093 

3.000 

760 

1.500 

76 

66.000 

79.626 

10.000 

16300 

30.000 

31300 

24.000 

26,880 

100.600 

65.330 

84.700 

88311 

20.000 

23300 

2,250 

2350 

4.000 

3,680 

11.250 

15.760 

4300 

3.402 

Totals $899,600      $848,691 


MISCELLANEOUS :    Company  operates  in  Connecticut  only. 
TERRITORY  COVERED:    D.  W.  Camp,  special  agent  for 
Conn.,  Middletown,  Conn.    Conn.  only. 
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MIDDLESEX  MUTUAL  FIRE  INSURANCE  COMPANY,  Concord,  Mass. 


Yta 

— C«h^ 

^^^ 

Siuphii 

pS» 

u!SL 

Pud 

to  Prhi. 

E^™. 

sasii,^ 

iSK 

tU4.UT 

347,338 
Ua,4Rl 

m.ier, 

« 

SIUM 

(83.1^ 

g8,w 

turn 

S  "S 

AMan.Dn.31,  ISM.              Lunutim,  Dkl  SI,  1S14. 

Rt^aUU Ml.SlS  IdMDDpwd »1.T3S 

Mirtcifa  kaiH 43,a0C)  Uiwamid  tnu- . . .       3H.4S7 

BmiliMldiMckl...  «M.T«1  Fap.dm.nd 3,113 

Cidi 3,173  OUwMiUite B,A24 

A|tBla'btl*iKH....  11.133                                  ~ 

iDtacatuidraiM.,.  3.470       ToUl  luU£lia...     S3TT.MI1 

OtlwIBiU !W  BazpbM lM,4ei 


ToUJu 


1374  jot       ToUl... 


U74.SM 


Vudsrwritiai  mfit.  tZt.304;  mistmnt  [n6l,  dT.WO. 

RISKS  AND  PRGMHTMB:  Fin  nb  in  tana,  Dscmbv 
t48,S78,43l;  pnminmi  thmon,  rD2,B17. 

BUSINESS  SINCE  OKOANIZATIOH;  Pranlumi  niiu< 
t6M*M:  >«-•  Kud,  13.413^34;  drndceifa  dtdind.  o 
13.381,83!, 

REAL  ESTATE  OWNED:    Conaiili  of 


Koljukn,  MiiMi..  IBJ; 
Ut&  atWc  1930. 3' 
N«t  BriUK  Cobb.,  mv,  r%. 


aWiiJont, 

Wtmuodnrt.  R- 1-,  luit. 
Bdl  H.R.  4  SUl  Yds.,  ji 
B.  t  A.,  1933,  -■ 


8.  ANn.lL.  1B5(.4'-: 

C.B.4a.lB4»,31''i 

CliL  Jo.  9}.  A  C,  Stk.  Vdi.,  1»40, 4%. . 


TD  STOcm  Ovnn. — Cont. 


^'.  n-  a  u,,  Lvu.  ovo 

C.  t  P..  IWS*.  ai%. . . 

C.AM..l«a,4% 

Cdul  a  Pub,.  1M3, 4%, 


tlD,119 
10.100 


H.I.III..,.,  vill(ff,lsl8's%'.'.^'.■.■.■.■.v.; 

Bl.  !■    M   iM.,  1933,41% 

P.I'    V  !Ar.l93S,3lH  

TiTi  H  li    u--n..St.LHl03B,4t% 


CoiuanlN>t.U 

Piinmmn 

Mhl  RmI  EiUM  Co.  . . 
Totali 


(188,018      Wn.TS 


>    MEN    AND    TERRITOk;    COVERED;    C.    F. 


B<ni(n,  niviicBlilail  ud  undinnitint  muaeK,  ui 
Howinl.apBuliiait,Coii«td,U^.fixsilin&M.  1 
puf  oinndB  u  Cba  Nn  Oiflud  lUtn  oatr' 


MILL  OWNERS  MUTUAL  FIRE  INSURANCE  COMPANY,  Chicago,  Dl. 

PnBdut.H.H.  WiihiBwraUn'.PIimpJ.  Hilb.    0nubsd,18as. 


7,M8 


RISKS  AND  PREMIUMS:  KrankiiD 
llS,0H3a3;  msDmB  (taaaoo.  tKl.lOO. 

BUSINESS  SINCE  ORGANIZATION: 
tl.SlS.SSS:    kwa   pud,   t333,taO;    c"  ' 

ti,m,m. 

MIBGELLANEOCS 

FIELD    MEN    AND    TERRTTORY    OOTSRKD:    W.   S. 

Rmell,  DiBoit,  Mich.  Th«  .     .      -  ~.  .     ..^ 

at  iitt  JUtekf  Mcoiitua  u 
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MILL  OWNERS  MUTUAL  FIRE  INSURANCE  COMPANY  OF  IOWA, 

Des  Moines,  la. 

FMidBDt,  H.  J.  BoMoa;  Seoretary,  J.  T.  Sharp.  Orgmuaed,  1875. 


TliB 

GMh 

Aaeta 

Unearned 
ftwnhinii 

NetCaah 
San^na 

Net 
PrMiihinia 

Total 
Income 

LoaMi 
Fkud 

Returned 
to  Pyh'ra 

EIxpenaQB 

Total  Ez- 
penditurea 

Loaaea 
Incurred 

»14 

$496,227 
478.063 
413.136 

$173^9 
161322 
123.497 

$310,726 
314,148 
141.685 

$199,062 
193.644 
175.779 

*S218,669 
210,018 
191,441 

$149,067 

149,602 

91.014 

$41,783 

1190.870 

$153,659 

1913 

83.6531        183.255 

145.682 

1912 

32.909 

123.923 

79.067 

•Knhdea  depoaila  reoaiTBd  and  letamad. 

iaain,  Dk.  31, 1914.  Leabilubs,  Dm.  31, 1914. 

Morten loana.....     $398,672    Loasea unpaid $6,117 

33,983    Unearned prema....  40.533 

49.166    Mutual  danoaita....  133,026 

fiafauitieB 


(kA   

Afenti*  babneea. 
iBtoaat 


13,406    Other 


4,825 


Total  liafailitia.. 
Surploa 


$184,501 
810.726 


Total 


$485,227       Total $495,227 


tndavzitinc  km,  $19,607;  mveatmant  profit,  $21,494. 

BI8K3  AND  PREMIUMS:    Kre  riaka  in  fone,  Deeembcr  81, 
114.342,606;  pccnmnoa  thereon,  $81,065. 


BUSINESS  SINCE  ORGANIZATION:  IVemfaima  reeehred. 
$2,949,982;  kiaaaa  paid,  $2,226,574. 

MORTQAGE  LOANS:  There  an  83  loana.  amcecating  $398,- 
672,  all  fint  liana  on  improved  lown  farma,  valued  at  $1,369,829, 
and  on  wfakh  the  company  holda  $113,175  of  inauranoe.  There 
waa  no  intereat  peat  due  on  Deoember  81,  laat 

DIRECTORS:  L.  M.  Maogr,  J.  T.  Shiirp,  H.  J.  Beoaon,  I.  W. 
flhamhangh,  R.  L.  Wood. 

FIELD  MEN  AND  TERRITORT  COVERED:  C.  H.Ryer- 
aon,  0.  R.  Van  I^ka,  L.  R.  Dood  and  G.  F.  Sharp,  inapeetora. 
The  company  aoowta  flouring  miU,  elevator  and  fiMionr  rina  from 
amr  State  in  the  United  Statea.  It  ia  fioenaed  in  HI.,  Ind..  la.. 
Mum.,  Mo.,  N.  J.,  N.  Y.,  0..  Pk,  Tez.,  Waah.  and  Wia. 


MILLERS  MUTUAL  FIRE  INSURANCE  ASSOCIATION  OF  ILLINOIS, 

Alton,  111. 

Pkendent,  H.  B.  Sparka;  Seentaiy,  G.  A.  McElnnej.    Orcaniaed,  1877. 


Caah 
Tbae     Aaaeta 

Uneuned 

Net  Caah 
Suri^ua 

Cash 
Preminma 

Total 
Income 

Loaaea 
Paid 

Returned 
to  Fyh'ia 

Kipenam 

Total  Ex- 
penditurea 

Loaaea 
Ineuned 

1914  (     $548J897 

$109,285 

00,464 

137.947 

$422,112 
385,650 
320,668 

$294334 
260,194 
264.758 

$316,879 
280.9S8 
281,632 

$189,863 
206.659 
162,883 

$65,173 
56,874 
48,674 

$254,526 
263,538 
211.057 

$201,328 

1913  '      486.105 

210,797 

1912  1      473,254 

153.002 

Aaam,  Dm.  31, 1014. 
R«Ieatate 


CMh. 

loterart  and  rente. 


LiABiunB,  Die.  81, 1914. 

$6,000   Loaaea  unpaid $11,000 

477.658    Unearned  prema....       109.285 

35,442    Other  fiabiUtiea 6.000 

21,836  

8.461       Totalliatmtica...     $126,285 
Sorplua 422.112 


Total 


$648,897       Totid $548,397 


Undenmtiiv  profit.  $20,798;  inreatment  profit,  $15,661 

RISKS  AND  PREMIUMS:    Fire  riaks  in  force,  Deoember  31, 
OM)ll.e64;  premxmM  thereon,  $211,949. 

BUSmEBS  SINCE  ORGANIZATION:    Fkoainma  reoeived, 
8,184,699;  kmm  pud.  $2,584480. 


REAL  ESTATE  OWNED:    Couiati  o(  offioe  boHdins  and  lot 
■tasted  at  12  Weat  Third  at.,  Alton,  HI.,  book  Tahie  $5^. 

BONDS  OWNED.  Par  Market 

Vahie.  Vahie. 

Sehool $198,300  $202,706 

Mamdpalandooanty 143,500  143,531 

Raiiroed 85.000  68,438 

Qeoeralimp 19,100  19,115 

Spedalroad 48,000  43,868 


Totala $488,900      $477,657 


TERRTTORT  COVERED:  Inapeetora:  T.  M.  Van  Horn,  Chi- 
easo.  lU.:  C.  W.  FItaaimmona,  Jaekaonville.  111.;  H.  A.  Braonagil 
and  Jno.  A.  Bivanagil,  Wiohite,  Kan.;  Rollle  Wataon,  State  agent, 
Wiohita,Ean. 


MILLERS  MUTUAL  FIRE  INSURANCE  COMPANY,  Harrisburg,  Pa. 

Preaident,  John  M.  Hayea;  Secretary,  B.  E.  Himtaingflr.    Organiaed,  1889. 


Tl41 

CMh 
Amefia 

Unearned 
IVeminma 

Net  Caah 
Surplua 

Caah 
Preminma 

Total 
Ineome 

Loaaea 
Paid 

Returned 
to  Fyh'ia 

Ezpenaea 

Total  Ex- 
penditurea 

Loaaoa 
IncaiTod 

IIM 
1913 
1912 

$120113$ 
$87,237 
330,186 

$147,673 
148,642 
115,762 

$249.n4 
229.020 
206.225 

$187,176 
185,248 
172.271 

$215,326 
207,969 
192.088 

$109,440 

79354 

110.345 

$41,039 
41,380 
35.409 

$24,853 
18.981 
16.709 

$185,332 
140.215 
162.710 

$123,556 
79354 
97.484 

Aaana,  Dm.  81, 1914. 


LuBiumB,  Dm.  31, 1914. 


Mortgage  loaaa... 
Boodiaadatoeka. 

Ciih 

iBtercrtandicnta. 

Otheri 


$68,146 

289,911 

55,112 

54)15 

1,060 


Loaaea  unpaid... 
Unearned  prema. 
Other  liabifitiea.. 


$22,000 

147,673 

736 


Total  liabifitiea. 
Sorphia 


$170359 
249.774 


Total 


$420,188       Total $420,133 


RISES  AND  PREMIUMS:  Fire  riaka  in  force,  Deoember  31, 
$8366,700;  preminma  thereon.  $1,696328. 

BUSINESS  SINCE  ORGANIZATION:  Preminma  raeeived, 
$1,071,656;  loBNa  paid,  $020396. 

MORTGAGE  LOANS:  There  are  19  loana,  aggregating 
$68,145,  pioteoted  by  improved  real  eatate  valued  at  $150360. 
The  eompany  holda  inauranoe  on  the  buildingB  for  $83,750.  There 
waa  $108  of  intereat  paet  due  on  Deoember  31,  kat. 

FIELD  MEN  AND  TERRITORY  COVERED:  W.  J.  Shu- 
fert,  J.  L.  Bateee.    The  eompany  ia  ficenaed  in  Pa.  and  N.  C. 
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MILLERS  MUTUAL  FIRE  INSURANCE  COMPANY  OF  TEXAS, 

Fort  Worth,  Tex. 

Ptwident,  B.  R.  Neal;  Seoretary,  Glen  Walker.   Organised.  1896. 


Ybab 

Cash 
AflKta 

Unearned 
Premiums 

Net  Cash 
Surplus 

Net 
Pfemiuinit 

Total 
Inoome 

Losses 
Paid 

Returned 
to  P'yh'n 

Expenses 

Total  JBz- 
penditures 

Lossea 
Ittouned 

1914 
1913 
1912 

$301,757 
268,230 
261.253 

$74,433 
61,260 
63.826 

$222,067 
194,740 
181.916 

$188,713 
167,886 
138,371 

$205,051 
183,988 
151,265 

$59,955 
96,909 
4^.304 

$72^1 
61,881 
25.608 

$27,800 
28,451 
26,722 

$160,616 
187,241 
100.724 

162.337 
89,970 
46.221 

AssBTB,  Dm.  31. 1914.  Lubcutibs,  Dm.  31, 1914. 

Mortgaeeloans $206,295    Loasesunpaid $3,507 

Bonds. 27,865  Unearned prans....         74,433 

Cash 54,004    Other  liabDities 1,750 

Agents' balanoes....  9,532  

Interest 4.061  Total  liabilitleB...       $79,690 

Sinplus 222,067 


Total 


$301,757       Total $301,757 


Net  amount  of  members'  liability,  Dec.  31,  $284,674;  under- 
writing profit,  $81,872;  investment  profit,  $15,092. 

RISES  AND  PREMIUMS:  Fin  risks  in  force,  December  81, 
$11,060,470;  premiums  thereon,  $106348. 

BUSINESS  SINCE  ORGANIZATION:  Ftamums  received, 
$1,659,842;  loans  paid,  $686,384;  dividends  declared,  cash,  $638,- 
480. 


MORTOAOK  LOANS:  The  84  loaiH,  amoonting  to  $206,295. 
are  secured  by  property  located  in  Fort  Worth,  Tex.,  vahied  it 
$623,650,  on  which  the  company  holds  $277,050  insuranoe.  Then 
was  no  interest  past  due  on  December  31,  last. 

BONDS  OWNED:  Vafaie.         Value. 


Txtma  Co.,  Tex.  Br.,  1938. . 
Dallas  Cy.,  wat  wks.,  1947. 

Ft.  Wortii,  1948-60, 

Midland  Co.,  Tex..  1953.... 


$4,000 
6.000 

18.000 
7,000 


$4,040 
4.950 

13/M3 
7.050 


Totals  (book  value.  $29,085) . 


$39,000        $29,0U 


MISCELLANEOUS:  This  company  collects  a  premium  is 
advance.  The  assured  is  credited  wiUi  this  premlimi,  charm 
with  the  cost  of  the  insurance  and  the  balance  remainiDg  is  retoinBd 
to  the  assured.  To  meet  the  contingency  of  esoeaKve^loeB,  eseh 
policy  cairies  a  Kability,  in  addition  to  toe  cadi  preounm  caDed 
fnr, «  a  sum  equal  to  another  annual  prenuom. 

TERRITORY  COVERED:  The  company  is  liosMed  in  IB., 
Ind.,  Kan,  Mass.,  N.  Y.,  Pa.  and  Tei. 


MILLERS  NATIONAL  INSURANCE  COMPANY,  Chicago,  IlL 

president,  C.  H.  Seybt;  Secretary,  M.  A.  Reynolds.    Oiganiaed,  1866. 


YlAR 

Cash 
Assets 

1914 
1913 
1912 

$2,186,924 
2,021.118 
1.934,497 

Unearned 
Premiums 


$844,789 
761.679 
686,116 


Net  Cash 
Surplus 


$708,711 
681,206 
659.825 


Net 
Premiums 


$936,354 
878,274 
818,534 


Total 
Income 


$1,030,894 
960,816 
895,262 


Paid 


$678,572 
586.686 
432.912 


Returned 
to  Fyh'rs 


Expenses 


$298,714 
280,296 
246.009 


Total  Ex- 
penditures 


AsBRB,  Dbc.  31, 1914. 
Mortgage  loans $399,286 


Bonds  and  stocks 

Cash 

Agents'  balances 

Interest 

Other 


1,527,426 

128.694 

97,428 

35,216 

2,405 


Total $2,190,449 

Spl.  dep.  over  iiab . .  3,526 


Lubiuubs,  Dm.  81, 1914. 

Losses  unpaid $106,496 

Unearned  prems 844,789 

Other  liahmties 26,938 

Total  liabilities . . .  $978,213 

Pennanent  fund. . . .  500.000 

Surphfl 706,711 


Total 


$2,186,924       Total $2,186,924 


Net  amount  of  members'  liability.  Dec  31,  $4,294,926;  under- 
writing loss,  $69,475;  investment  profit,  $102,508. 

RISES  AND  PREMIUMS:  Fire  risks  in  force  (exon>t  per- 
petuals),  December  31,  $109,077,187;  premiums  thaeim,  $1,269,- 

BUSINE8S  SINCE  ORGANIZATION:  Pramiums  received, 
$13,679,165;  loases  paid,  $9,271,498. 

MORTQAQE  LOANS:  There  are  92  loans,  amounting  to 
$399^6,  and  secured  by  mortgages  on  Minn.,  S.  D^  N.  D.,  Ind., 
aad  Ean.  farm  pn^wty*  vabed  at  $1,248,185.  There  was  no 
interest  post  due  on  December  81,  last.  The  company  holds 
$81,(Ktl  of  insnrance  on  the  mortgaged  buildings. 

BONDS  AND  STOCKS  OWNED: 
Bonds. 

Aberdeen,  S.  D.,  r..  1915, 6% 

Ariington  Orts.,  ID.,  sc,  1915, 5% 

Atoka Co^Okla., sc,  192fh31,  6% 

Aurora,  Mo.,  sc,  1927, 5% 

Bear  Lake  Co.,  Ida.,  sc,  1927,  6% 

Beaver  Co.,  Okla.,  con.  se.,  1031,  6%.. . . 

Bennington,I.T..8C.,  1937,  6% 

Beresford,  S.  D.,  Ind.  so.,  1926, 5% 

Bevier,  Mo.,  sc.  1927, 5% 

Blairsburg,  la.,  Ind.  sc,  1920, 5% 

Bonne  Terre.  Mo.,  sc,  1915-18,  6%.. . . . 

Brainerd.  Mmn.,  sc,  1924. 4i% 

Breathitt  Co.3y.fJMkBon  sc.1915-31,6% 


Par 

Market 

Vahic 

Value. 

(10,000 

$10,000 

9,400 

9,653 

4,000 

4,270 

20,000 

20,200 

10.000 

10,300 

3.000 

3,210 

4.000 

4,400 

4.000 

4.000 

10.000 

10,000 

8,500 

8,670 

4,000 

4,090 

12,000 

11,880 

10,500 

11,066 

BoHDB  AHD  Siocu  OwmD.— CoiU. 

BONDB.— CoiU. 

Buffalo.  N.  Y.,  reg.,  grade  cr.,  1933, 4i% 
Caldwell  Co..  Mo.,  sc,  1915-18, 5%.. . . . 

Can.  Co.,  Okk.,  sc,  1929, 6% 

Canova,  S.  D..  sc,  1015-28, 6% 

Carlsbad,  N.M..SC.,  1943,6% 

Caruther8ville,Mo.,wat.wks.,1922, 4i% . . 
Cassia  Co.,  Ida.,  Buricgr.  sc,  1932. 5%.. . 

Cherokee  Co.,  Okla.,  sc,  1031, 6% 

Clinton,  m.,  high  sc,  1920-2. 4i7o. 

Coal  Cq^  Okla.,  sc,  1030-1,  6% 

Coal  &  Hughes  Co.,  Okla.,  jt.,ac.l081, 6% 

Colo.  Spgs..  Cok>.,  r.,  sc,  1928, 5% 

Comanche  Co.,  Okla.,  sc,  1929, 6% 

Craig  Co.,  Okla..  sc,  1919, 6% 

Craig  Co.,  Okla.,  sc,  1929, 5% 

Craig  Mayes  Cos.,  Cya.Jt,sc,  1933, 6% 

Cnek  Co.,  Okla.,  sc,  1929, 6% 

Custer,  Com  Okla.,  sc,  1929, 6% 

Delaware  Co.,  Okla.,  so,  1920-^,  6%. . . 
Doniphan,  Mo.,  wat.  wks..  1922, 6%. . . . 

Durant,  Ind.  Ter.,  sc,  1924, 5% 

Fergus  Falls,  Minn.,  sc,  1919, 4% 

Fkrence,  Colo.,  r.,  WAt.  wks.,  1929, 6%.. 
Freebcm  Co.,  Minn.,  dr.,  1915-7, 6%. . . 
Fremont  Co^  Ida.  JUgby  J.S.D..1933,6% 

Fulton  Co.,  Ky.,  scri919-22, 6% 

QaUup,  N.  M..  H.  Sc,  1943, 5% 

Garvin  Co.,  Okla.,  sc,  1929, 6% 

Qrady  Co..  Okla..  sc,  1928-^1,  6% 

Halitad,  Minn..  Ind.,  sc,  1918, 5% 

Hercuhuiettm.Mo.,8c,1915-22,  6% 

Hettinger  Co.,  N.  D.,  r.,  1929, 5}% 

HLrginsville.  Mo.,  sc,  1919-29,  A\%. . . . 

HilSborq,  111.,  sc,  1915-22,5% 

Hughes  Co.,  Okk,  sc,  1929. 5|% 

Hughes  Co.,  Okla.,  sc,  1929-31. 6%. . . . 

Idaho  Co.,  Ida.,  sc,  1932. 6% 

Jefferson  Co.,  Okla.,  sc,  1931, 6% 

Johnston  Co.,  Okla.,  sc,  1919-29, 6%. . . 

Kahoka,  Mo.  WAt  wks.,  1922, 5% 

Kingsbuiy  Co.,  S.  D.,  sc,  1922, 5% 


$877,286 
866.981 
678,921 


Incurred 


Par 

Value. 

$50,000 

2,000 

1,000 

5300 

10,000 

12,000 

17.000 

1.000 

9,000 

3,500 

1,500 

16,000 

15.000 

3,000 

11,000 

12.000 

l.QOO 

1.000 

8.500 

6,500 

5.000 

45,000 

10,000 

10.000 

15.000 

4,000 

8,600 

2,000 

3,900 

4,000 

7.000 

14,000 

20.000 

8.000 

8,000 

11.500 

4,000 

600 

6,000 

8^ 

6J00 


$642,746 
576,174 
460.063 


Market 

Vahie. 

$51,000 

2.020 

1.060 

6.017 

11.000 

12.000 

16330 

1.0rO 

9.090 

3.745 

1.606 

15.150 

15.900 

3.060 

11.110 

13,440 

1.060 

1,050 

9.130 

6.500 

5.150 

44.100 

10.100 

10.000 

15,150 

4,170 

9,010 

2,120 

3,412 

4.010 

7,230 

14,000 

20,000 

8,140 

3,080 

12405 

4.160 

535 

6,260 

8388 

0300 
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MILLERS  NATIONAL  INSURANCE  COMPANY,  Chicago,  m.~C<manued. 

Pit  MukM 


BcMM.— Cmt. 
KoMn»iCo,I(k.a."    ■ 

i»a.H% 

I«™««,  M(L,  eL  K.,  1B4.  i% 

ltaa^ilt..te.,  1937,  i% 

l^atnCa.OUfc.it,  ll»10.e% 

i«bL.  a  D  It,  mt-a. «%. 

I«»Co„TiBia,i«.,  IIIK,5% 

W  Cs,,  Ml.  Ind.  H^  Itaa, »%.. 
l*n«  Ilk.  Co..  l(k.  ^ukh.  {uT 

„i!a«% .TTnT:. 

Unfa,  Co..  Iiifc,  b.  K.,  1(8^  i)%.. 

luwh.  Co.,  Ort,  IE.  1134,  t" 
liui  Co.,  Oil,  K.,  lOU,  11%. 


130,000        t».MO 


OkhLit,  1B»-11,»% 


Mclnttoh  (.'o. 
UudilurD 


LanOi.O 
"iiiWCo, . 

.■'iiiCo.,oy..,K 
■;--i:...iika.~.,  iw3.»%:: 

'—    -    lAii.,  «o..i»»:ij.j%. 

«,.-<■.,  1M7,«% 

>Ha.,A,  1M(M1.8%.. 

d».,«..    1KB,H% 

•  ,14::?,*^ 

j^iramm  Mft,  jl  tap.,  im  B%.'.; ; ; 
^<*-^.i.f«::::: 

Obi.  Ct,  Okk,  Co<tjt.W3«-34,  •%. . 
OnoCi>,UD,i 

"»«  Co..  tig.,  K,  191t-%  B% 
™«m«.  Co     UiiuL,  A„  IBlg-JO 

PbSiCo,8. 


UlBOd  Cs..  UUBL    K    I    I 

a^.C6.  OB».r«:  IBM 
a-Cl»,Cg..li.«,.,ig2l3  5 
*}*™'VMii.iii,l»M-7  S<-c 

*.{.&     Pfo.,lfaBd.    K^IMS  i% 

^LCo  MiiUL  t  1018  S<- 


*n 


K  1831  0% 


13.900 

ii,soo 

10.000 

Xtoo 


lajos 

10,840 
23.830 


n,«GO  71,380 


>C<i..  L'uh.'TlBadonK 
:tiiii  i.""o„  t*li..«c.,  IH) 
<'n.,Mo.,FDnlluidK., 


11.000 
1.000 
IIJOO 


igu.8%      MOD 


bi.Md.,  10^1034.  Sfo 

■ii.'0UM!,K°'imii%i'.'.'. 

,  Aril,. «.,  ISM.  Bi% 

Co..  M«ol..io..l!S9.8%-,. 

c  Hy.,l»4fl,4% 

P.  RT.,Pio.Di».,lliai.5'?c 

..  idi.  iM,  1M7,4<. 

„piD.  mon^  1137.  Ills.  4'; 


K>  Oh  U.  A  C.  gH,  ISJT,  1%, , . , 

" *  1833.4% 

*  Coka,  Cbi.,  m  iV3«,  9. 


ToUfa  (bwk  nhii,  tl,U3,0W) tl.taMO    tlfin.m 

MiaCELLAflEOUH:  TbaoompurluiiiiinBuaitiiuniitaa 
fluldotWOO,00(^al|]it■SHl|llltIJil■cwIwllIuh•urplu.  Cod- 
SmiMuii  kna:  Baltuocn,  1901,  t7,E00;  Su  PnusHi,  l«og, 
nPM.    ViJL»ti(d«i™iiBMMi.,C»iL,HO,00O;LBN.V,»300,0O0. 


MEN:  C.  H.  Colo.  Scaltli!.  Wi^.,  Fwiag  UlUen 
M,  Oiles.  Ub«^)olB,  Minn.,  Nortbwwtnn  ■(■Kn 
RidEwsy,  Kuwg  Citr.  Ua.,  RcmUiniUrc  ueoor' 
osa,  CtaicHo,  tot  Ind.,  0.  miid  Mioh.:  E.  K.  SoEiuu 

,_»,  PiL.  [or  N.  Y.,  Ph..  N.  J.  ud  Md.;  Ednnl  J 

Juhnxm  Botlon.  litm.:  Cubd  A  WUHua  Bid.,  Winniwa, 
Mm.  Tb.  KOBuaii  UeBunl  b  Colo.,  Conn..  Idt,  lOnd., 
Md,  Mm..  MidiTHbn..  Mo.,  N«b.  Jl.  J.,  N.  y.,  Vt.  6..  0„ 
5«iiP^.R-I..S.D.,Utth,Wii.»dWit,»Bd  btltt  PmriMi 


MINNESOTA  IMPLEMENT  MUTUAL  FIRE  INSURANCE  COMPANY, 
Owatonna,  Minn. 

It.  D.  B.  Bnrm;  BasMur,  C.  1.  BuihiiL    OnuilMd,  II 


,J, 

Si 

&s 

NMCMfa 

Borpliii 

Cuta 

Tond 

iDHUDe 

Loan 

Paid 

tSi-^y^ 

Eq.*dM 

ai 

& 

ffi 

»1.7»3 

30^039 
1J.301 

tStl,TU 

tai.m 

S3,1MI 

4o:8«g 

Wo 

4:»7 

»133"S 

119,070 

ibImi 

s 

K 

AMm.DK.Jl,  1014. 

St.>ii;::    'iff 
iSr— .■.■...;:     'S 

t™i— t. I83.TM 

OtloliilnBtia.!!!! 

Total  bUfitiM... 
Buphi. 

1118 
24.317 

136.731 
ES.033 

l»3,7M 
bet  31, 

MORTGAGE  LOANS:    Tbcnin  31  tmnrating  t14  2i0u>i! 
»e  pn.Wl«i  by  hijsh  p«l.  firm  knd.  in  N*?^SL^  MoS^ 
j^.tll(10J«l.    EonipuT  hold,  16,800  a^b«iJ^  "a.' 

.  mutul.'^^Suut  it  oootd  uqw.  t)»Z^^Mut^3^ 

121M1. 

preSt,  B.W 
lbi«.I>«n 
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MINSTER  MUTUAL  FIRE  INSURANCE  COMPANY,  Minster,  0. 

Freaident.  J.  B.  Raterauui:  Seeretary.  J.  E.  Sohmiedcr.    OiiuiiMd.  1849. 


TlAB 

Cash 
Aneto 

UDearned 

Net  Cash 
Surplus 

Caah 
Premiunu 

Total 
Inoome 

Looea 
Paid 

Returned 
toFyh'ra 

EipeoMa 

Total  Ex- 
penditONi 

LOM 

1914 
1913 
1912 

$24,448 
32.851 
34,519 

$15,681 
18.090 
18.790 

$1,486 

2.415 

12.560 

$31,597 
36.523 
38.146 

$39,737 
45.565 
39.291 

$22,134 
30.259 
24.234 

$5,111 
5,171 
5.123 

$9,767 
11.784 
10348 

$37,012 
47.214 
40.206 

$20,2» 
31388 
26,342 

Absrs.  Dk.  31. 1914.  LiABninu.  Dae.  81. 1914. 

Realeatate $640  LoaBesunpaid $1,258 

Bonds 16.080  Unearned prems.... 

Cash 4.294  Bommedmonegr.... 

Acents' balances....  3,382  Other  liabifiticB 


Interest  and  rents. 


47 


15.681 
5.000 
1.018 


Totalliabilities. 
Surplus 


$22,957 
1.486 


Total 


$24,443       Total $24,448 


Net  amount  of  msmben.  liability,  Deo.  31.  $156,805;  undei^ 
writing  profit.  $4,078;  investment  lois.  $220. 

RISES  AND  PREBOUMS:    Fire  risks  in  fotee.  Deeembs  31. 
$8,190,964;  premhuns  thenon,  $81,861. 


BUSINESS  SINCE  ORQANIZATION:  Pkemiums  reoehmi. 
$356,948;  loesee  paid,  $206,871;  dividends  declared,  cash.  $31,688. 

REAL  ESTATE  OWNED:  ConiistB  of  one  lot  99  z  50  bet 
with  one  story  frame  ahini^e  roof  office  buikUng;  book  vahie,  $610. 


BONDS  OWNED. 

MartuDsFcRy.  0 

Toronto.  0 

Minster.O 


Far 

Vahift. 

$1,000 

5.00O 

10.000 


MsHnl 
Vihw. 

$1,006 

5.026 

10.050 


Totals  (book  value.  $16.000) . 


$16,000       $16,080 


FIELD  MEN  AND  TERRITORY  COVERED:  Vflnon  B. 
Arnold,  special  asent,  Wapakoneta,  0.  The  oompany  operatn  in 
0.  only. 


MONTGOMERY  FIRE  INSURANCE  CO.,  Amsterdam,  N.  Y. 

FKBdcDt,  W.  N.  Cupnter;  &Mralaiy,  U.  M.  BUkOv.    Oi^nbed  1816. 


YSAB 

AaseU 

Unearned 
Fremiums 

Net 
Surplus 

Net 
Tnaaaam 

Total 

Losses 
Pttid 

Dividends 

Eipenaes 

TotidEx- 
penditoreB 

Loass 
IiMined 

1914 
1913 

$17,319 
15.787 

$14,154 
14.966 

$2,665 
486 

$18,769 
11,279 

$19,073 
16.228 

$10,539 
6,556 

$7,060 
6.323 

$17,500 
12379 

AaswiB,  Dm.  81, 1914.  Lubilriib.  Dbc.  31. 1914. 

Osah $14,656   Tfisscs  unpaid $600 

Agents' balances....         2.490    Unearned prau....         14.154 

Intecert 173  

Totalliabilities...       $14,654 
Suphis 2.666 


Total 


$17,819       Total. 


$17,819 


RISKS  AND  FREMIUMS:  Fiie  risks  in  force  December  31. 
$3386.265;  pnminms  tfaenoo.  $84,662. 

MISCELLANEOUS:  The  law  of  1010  aUowa  tKhoptn^ 
companies  seven  yean  for  the  aecwmilation  of  msuiia. 

FIELD  MEN  AND  TERRTTORT  COVERED:  M.  M.  Blak^r. 
special  agent  for  entira  field.  The  oooqwiy  cpenibm  in.  N.  T. 
only. 


.MONITOR  MUTUAL  FIRE  INSURANCE  CO.,  Pontiac,  Mich. 

Pnodnt,  R.  W.  Malcolm:  SeereUfT,  M.  B.  Anutroiic.   Oifuued,  1870. 


YSAB 

Cash 
Amets 

Unearned 
Preuiinms 

Net  Cash 
Surphis 

Cash 
Fremiums 

Total 
Income 

Losses 
Faid 

Returned 
toFyh'rs 

Expenses 

Total  Ex- 
peodttures 

LOSM 

lueuned 

1014 

$35,997 
45.442 

-$9,888 
66 

$87,508 
58.947 

$40,907 
57.379 

$41,168 
48.913 

$9,182 
4.265 

$60,300 
53.17» 

$41468 

1913 

48.380 

—Excess  of  liabilities. 

ASSETS.  DEC.  31.  1914:  CmL  $1,730; 
$34,267;  total  assets.  $35.997TLiabifities: 
$45,885. 


wnpai<l, 

Bonowed  money. 


Fire  risks  in  force.  December  81«  $14,612,237. 


MONROE  COUNTY  CO-OPERATIVE  FIRE  INSURANCE  COMPANY, 

Rochester,  N.  Y. 

Frendent.  F.  F.  Van  Hoesen;  Seeretary,  E.  S.  Bohaehek.    Organised.  1895. 


YlAB 

Cash 

Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Fremiums 

Total 
Inoome 

Losses 
Faid 

Returned 
toFyh'rs 

Expenses 

Total  Ex- 
penditures 

1914 

$27,205 
38323 
32.160 

$35,237 
34^1 

—$13,329 

3,600 

131.160 

$43,411 
42.028 
36  755 

$44,550 
43.105 
38.572 

$38,934 
22.015 
27.596 

$17,081 
14.219 
12.549 

$65,966 

36.234 
40.189 

1913 

1912 

21.707 
28.186 


%  Without  dedueting  unearned  premium  reserve.     *Law  of  1910  aBowed  7  years  in  which  to  gradually  accumulate  unearned  ptemiuai 


fund. 

Asans,  Die.  31, 1914.  LLLBnune,  Die.  31. 1914. 

Cash $88,025  Lossesunpsad $5,297 

Agents' balaoees....         4.180  Unearned pvems....         85.237 


Total  liabifities... 
Exoen  of  liabilities 
over  assets 


Total 


$27,206       Total. 


$40,584 

13.320 

$27,205 


RISKS  AND  FREMIUMS:  Fire  risks  in  force, 
$9,210,105;  premrams  thereon,  $85,014. 


31. 
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MORRIS  COUNTY  INSURANCE  COMPANY,  Morristown,  N.  J. 

Preaideat.  J.  H.  Van  Dono;  Seoretary,  Ouy  Minton.    Orgmuaed,  1849. 


Tiajb'    AmelM 

Uneanied 
PtwrnniiMi 

Net  Cash 
Surplus 

Cash 
Plremiuma 

Total 
Income 

Looses 
Paid 

Returned 
to  Fyh'ra 

Expenses 

Total  Ex- 
penditures 

Loaaes 
Incurred 

1914        $46,874 
1913         45,031 
1912         43:370 

$7,947 
8,438 
8.993 

$38,927 
46,031 
34.025 

$4,467 
6,131 
6.885 

$6,136 
8,036 
9,271 

$1,996 
2.670 
4.312 

'"'67 
67 

$2,840 
3.440 
3.957 

$4,836 
6.177 
8.336 

$1,996 
2,670 
4.365 

1914:    Martgaae  loan,  $37,000;  bonds 

1000;  aisb,  $3,146;  intcnsi,  $1,188; 

$46,874.    Liabilitiea: 


ASSETS,  DSC.  81.  »x«.  «e« 
aaditoeia,  $3,200;  easD  loaaa,  $000; 
mniums  nnooQeetsd,  $1,441;  totid 
Unanied  praas.,  $74M7. 

MORTGAGE  LOANS:    There  an  loans  aggrasatinc  $37,000, 


protected  fay  imptoyed  real  estate  in  Moms,  Essex  and  Union 
Coonties.    Company  bolds  ample  insuranee  on  the  buildings. 

MISCELLANEOUS:    Oompany    teaasaets    a    surplus    Une 
buonesB  from  the  home  office. 


MOWER  COUNTY  MUTUAL  FIRE  INSURANCE  COMPANY, 

Austin,  Minn. 

President,  J.  J.  Fess  Long;  Secrvtaiy,  A.  Hotaon.    OrBsniaed,  1886. 


Cash 
Tail     AsKts 

Uneaned 
Praniiams 

Net  Cash 
Surplus 

Cash 
Pkunhims 

Total 
Inoome 

Losses 
Paid 

Returned 
to  P'yh'is 

Expenses 

Total  Ex- 
penditures 

Loeses 
Incttrred 

1914       1816.120 

$16,126 
20,641 
16.304 

$11,802 
13.228 

$11,802 
13,837 
13.029 

$13,774 
7.881 
6.474 

$2,648 

2.119 

'     2,142 

$16,817 
9.500 
7.616 

$13,774 

1913        120,641 

7,369 

1913  ;        16.304 

ICaih. 

Krarisfe 

a  in  fane,  Deconber  81,  $7,274,346. 

MUTUAL  ASSURANCE  COMPANY  FOR  INSURING  HOUSES  FROM 

LOSS  BY  FIRE.  PhUadelphia,  Pa. 

ChtimuD,  Hdny  W.  Kddle;  IVoounr,  (Xflotd  Lnria.    OtauiMd,  1780. 


Cssh 
TiiB     Assets 

Unearned 
J^emiums 

Net  Cash 
Surphia 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'rs 

Expenses 

Total  Ex- 
penditures 

Loaaes 
Incurred 

1914    34,248,682 
1913      4,186,322 
»12      4,164.750 

S263.007 
35«,142 
337.476 

$3,079,926 
3,937,366 
3,916,934 

$7,765 
6.167 
4,139 

$266,482 
181,663 
245,047 

$1^478 
2,296 
1.437 

$22,290 

20,924 

•  . 

$28,146 
35,918 
32,672 

$62,914 
59,138 
34.009 

$12,478 
2,296 
1,437 

Uoesned  premtamfl  indude  amount  redaimable  on  perpetual  polieies. 


Assra.  Die.  31, 1914. 


LuBXLmH,  Dm.  31, 1914. 


Scsli 

Stflrtsice  loBOB 

Beads  and  stocks... 

C^ 

htoeataad  rents... 


Tots] 


$58,000 
11,500 
3,075336 
66,483 
34,668 
13,196 


Perp.  dep.  recL . 
Other  UaUfities. 


TotalliabOitieB. 
Surphis 


$263,907 
4,849 

$268,766 
3,979,926 


$4,248,683       Total $4,248,682 


BONDS  AND  STOCKS  OWNED: 

BOMDS. 

CbeB.ftDd.eaiml 

MaooLaodCo 

Cwtral  IHa.  Tel 

City  (/Allegheny 

CityofEHe 

'>tyo(Pfailaddpfaia 

P^Co 

Etftoa  A  Amboy  RJl 

Einura  A  Wmsport  ILR 

Mtsble  Gas  Li|fat 

aoTbws  Bedford  *  Cumberiaod  RJl . 

Hotel  AdelpUa 

PhiLWil.AB.ILR 

Pi.R.a.PtBti 

Pk.R.R.,5% 

Pa.R.a.,3i% 

n.y..p.an:ilb 

I'oionStedCo 

Mfra.WatCo 

Lda^iCoalANav.Co 

Pnik-A&ieRJt 

P».*N.Y..CanalRJl 

U*agbVJWR.R 

P.B.AW.tR 

Pby.  Tm.  Wsrehouse 


Pfer 

Market 

Value. 

Value. 

$38,000 

$20,900 

35.000 

35.000 

60.000 

49.000 

100.000 

99.000 

30.000 

31.500 

60.000 

58,400 

30.000 

30.000 

20.000 

20,400 

6.000 

6,640 

86.000 

89.440 

25.000 

23.000 

25.000 

25,000 

180.000 

171.600 

150.000 

149,250 

100.000 

103,000 

75.000 

74,250 

50.000 

46,000 

25.000 

25.600 

97,000 

97,000 

75.000 

74.500 

175.000 

176.250 

105.000 

104.860 

360.000 

389,600 

190,000 

180.660 

25.000 

24,250 

BoHDS  AMD  SrooKS  Owwt.—CoiU. 
BoNna.-— Coal. 


Market  St  Elev.  Psss  Ry. 
Baldwin  Locomotive  Wks. 
Phila.  A  Reading  R.R.... 
Reading  Co.,  gn 
>.  Jen 


col. 


Reading  Co. 

Temple  Coal  Co. 

Pitts.,  A  Shawmut  RJl. . . 

W.  N.  Y.  A  PJl  R.R 

No.Cent.R.R 

N.Y.  Short  Line R.R.... 

Phila.R.T.Co 

Met.  £1.  Co.  of  Reading. 

Sxoou. 


Co. 


United  Gas  Imp. 

Phila.Tc.Co 

CatavemlLR 

Alfianoe  Ins.  Co 

Pbg.  Ft  Wayne  A  Chi.  RJl. 

No.  Pa.R.R 

Pa.R.R 

No.  Central  R.R 

Phila.  A  Trenton  R.R 

Clev.APitts-.i- 

Phila.  Nat.  Bk 

Pa.  Co.  for  Ins.  on  lives 

Ches.  A  Del.  canal 

Reading  Co.,  c 

Ins.  Co.  of  No.  Amer 

Lehigh  Valley  RJl 

Electric  Storage  Batteiy 


Par 
Value. 

$50,000 
60,000 
75,000 

250.000 
51.000 
25.000 
30.000 

100.000 

7,000 

60.000 

75.000 

25,000 


175,000 

100.750 

15.000 

15,000 

15.000 

25.000 

65.000 

175.000 

10.000 

10.000 

10,700 

10.000 

8.150 

76,000 

15.000 

25,000 

50,000 


Market 

Value. 

$46,000 

51,000 
70,600 
23^,600 
46,410 
24,600 
30,000 
78,000 
7,280 
46,500 
73,360 
24,500 


283,600 

161,200 
15,300 
24,000 
17,000 
45,000 
68i800 

294,000 
23,000 
17,000 
i%800 
61,000 
816 

101,260 
33,000 
33,250 
24,000 


Totals $3,684,600     $4,076326 
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MUTUAL   ASSURANCE   COMPANY   OF   THE    CITY    OF  NORWICH, 

Norwich,  Conn. 

SeereUiy,  Charles  R.  Butts.    Orguiiied.  1705. 


Tbab 

Cash 

ASMtS 

Unearned 

Net  Cash 
Surplus 

Cash 

Total 
Inoome 

Losses 
Paid 

Returned 
to  Fyh'rs 

Expenses 

Total  Ex- 
penditures 

LOSBQB 

Ineoired 

1014 

1013 

$17,058 
16.753 
16.388 

$160 
162 
160 

$16,464 
16.163 
15.705 

$320 
326 
840 

$006 
087 
060 

$74 

$320 
332 
342 

$207 

$601 
623 
654 

$74 

1012 

22 

22 

ASSETS.  DEC.  31. 1014:  Merohanis  Nat.  BL  itk..  Norwioh, 
Conn..  $400;  oash,  $16,668;  total  aoBets.  $17,058.  liabititieB: 
Unearned  prems.,  $160;  dividends  unpaid,  $434;  total  liabilities, 
$504. 

UnderwriUng  loss.  $40;  investment  profit,  $676. 


RISKS  AND  PREMIUMS:  Fire  risks  in  faree.  Deeembflr  31. 
$127,770;  premiunis  thereon,  $320. 

BUSINESS  SINCE  ORGANIZATION:  PNmiums  leoeived. 
$64,278;  losses  paid.  $10,808;  dividends  deelaied,  eaah«  $58,433. 


MUTUAL  ASSURANCE  SOCIETY  OF  VIRGINIA,  Richmond,  Va. 

Prineipa  Agent.  Edwia  A.  Pafaner;  Secretary,  G.  MofiFett  King.    Orsanised,  1704. 


Yum 

Cash 

Assets 

Unearned 
Ptemiums 

Net  Cash 
Surplus 

Cash 
Pramiuins 

Total 
Ineome 

Iiosses 
Paid 

Ret>imed 
to  Fyh'rs 

Expenses 

Total  Ex- 
penditoies 

LOSM 

Inouned 

1014 
1013 
1012 

$2,528,745 
2,440,178 
2,366.052 

$6,350 
6,273 
5.141 

$2,507,500 
2.408,661 
2.357.068 

$65351 
65.540 
34,005 

$217,414 
238,832 
103,762 

$44,705 
30.042 
38.076 

18.044 

$64,258 
06.284 
60,504 

$110,063 
135,32« 
117,524 

$25,355 
70.409 
82.571 

AssiTS.  Dkc.  81. 1014.  LuBiLRnB.  Dbc.  31. 1014. 

Realestate $867,034    Lossesunpaid $13,312 

Bonds  and  stocks...    1,550,357  Unearned  prems....          6,350 

Cash 86,207    Other  tiabOities 1,403 

Agents'  balanoes.. . .  2,023  

Interest  and  rents...        22,164  Total  liabilities...      $21,155 

Surphis 2,507,500 


Totalassets $2,528,745       Total $2,528,745 


Fire  risks  in  force.  Deoember  31,  $26,547,705. 

REAL  ESTATE  OWNED:    Couists  of  company's  home  office 
btulding,  earned  at  book  yalue. 

BONDS  AND  STOCKS  OWNED:  Pkr  Maifcet 

Bonds.  Value.  Value. 

Petersburg.  Va.,  5% $1,000  $1,040 

Petersburg  RR,  6% 12.000  18,680 

Richmond,  Va.,  5% .•.  40,400  40,512 

Richmond,  Va.,  A% 276,700  260,221 

Virginia  Century,  3% 447,100  875,564 

Atlantic  Coast  Lme,  4% 10,000  0,100 

Atiantic  L.  A  N.  Col..  4% 10.000  0,100 

Atlantic  C.  L.  eq..  4% 20.000  20,000 

Richmond  A  Danville.  6% 1,000  1,000 

Chesapeake  &  Ohio  R.R.,  A\% 15,000  13,500 

Pa.  RR,4% 10,000  10,000 

University  Virginia.  4% 14.000  14,000 

Va.-Carolina  Chemical,  5% 10,000  0,600 

Denver  &  Rio  Grande,  p.,  5% 10,000  4,800 

Virginia  (Rid.),  3% 56,500  48,500 


BoKiw  AMD  Stoou  Owmid.— CoiU. 
BOMDS.— Cofil. 

So.  Ry.  Div.  Q.  M.,  4% 

Univonity  College  of  Med.,  5^% 

Westmoreland  Qub,  4% 

Hanover  Apartments,  6% 

Old  Dom.  Iron  k  Nail  Wks.,  6%. . . . 
Ashland.  Va..  6% 


Stocks. 
Atlantic  Coast  Line  R.R  "A". 
Atlantic  Coast  line  RR..  com. 
Atlantic  Coast  line  RR..  p . . . . 

A.  C.  L..  Conn..  Cert  Ind 

First  Nat.  Bk 

R  F.  A  P.  R.  R.,  6%.,  gr 

R  F.  4  P.  R.  R.  7%.  gr 

R  F.  &  P.  R.  R.  div.  obi 

Nat.  State  A  aty  Bk 

Virginia  Trust  Co 

So.  Ry.,p 

So.  Ry.  Div.  scrip 

Norfolk  A  Western  R  Jt.,  com . 
Norfolk  A  Western  R.R.,  p. . . . 
LousivUle  A  Nashville  R.R. . . . 

Norfolk  Nat.  Bk 

First  Nat.  Big.  Cor 

Virpnia  Railway  A  Pow 

Old  Dominion  Tr 


Par 

Marint 

Vahie. 

Vafan. 

$10,000 

$7,000 

45,000 

45.000 

5,050 

6.500 

27.000 

27.000 

2,000 

2.000 

10,000 

9,800 

7,500 

7375 

30,000 

31,500 

11,700 

11.700 

700 

525 

41.000 

101,520 

800 

2,560 

20,200 

64,640 

52,600 

161.175 

50,800 

102,114 

13.000 

22,750 

40,000 

24.000 

800 

«i« 

20.000 

20,800 

30.000 

25,800 

12,000 

14.400 

1.700 

2.945 

12,500 

12,500 

11,000 

10,780 

2.500 

5.000 

Totab $1.800,000   $1,550,357 

TERRITORY  COVERED:    Va.  only"] 


MUTUAL  FARMERS  FIRE  INSURANCE  COMPANY,  Newton,  Wis. 

Ptewient.  John  H.  Clasen;  Secretary.  F.  A.  RodewakL 


¥■▲& 

Cash 
Asseta 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 

Losses 
Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
laeurred 

1014 

$10,041 
21,554 
22,358 

$10,041 
21,5.>4 
22.358 

$2,157 
1,6S0 

2,630 

$2,021 
2.524 
2,0i:i 

$1,330 

6,276 

452 

$408 
872 
500 

$1,837 
6.64^ 
1.051 

$l.S3t 

1013 

0,000 

1012 

•  »••••>■■•• 

452 

ASSETS,  DEC.  31, 1014:    Mortgage  kians,  $18,000;  eollatenl 

loans.  $200;  eash.  $841;  total  assets.  $10,041.    No  liabtlitiei. 
paid  sinee  organisation.  $51,042. 


MORTGAGE  LOANS: 
lands  in  Wis. 


All  first  mortgagiss  on  good  Earn 
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MUTUAL  FIRE  ASSURANCE  COMPANY,  Springfield,  Mass. 

PiaidtM.O«>.B.B^bnoki3«n«WT.HM>«t&Hiii&    Ovaixd.  1837. 

.^ai|S=£ 

"Mf 

pfiL 

■21 

LOMI 

toPyb'o 

Eqn— 

SS£ 

J<-amti 

Sii  'Sffil    K 

1911 1    »iaul       SMSi 

SiB,7*! 

S 

S.42; 

IS 

11 

ii.Ka 

(176 
S,412 

kuiunM.  Dbg.  11,  Iftll 


1M,7T<)    OttwBabffiliH.... 
T,«OT 
1.710       Total  Hi 


toulimli 

Vrt  iDoml  ot  mnnbn'  UiUD^.  D«c,  31.  1106.854; 
mtkf  mtl,  tll.Ml:  uTotoKiit  jsoSt  (14,2M. 

EISE8  AND  FBEUIUUB:  Pnrska  in  font,  Dtombtr  31. 
KJU.W;  mBimu  thrnu.  tlOSJM. 

IfOSTOAOB  LOAMB:  Una  •»  1«  Ioub  Kir«itiii(  HB,5(I0 
>>dMinilhT<tinUii«iiBBinn(aAl,Mui.,nlii«litll34.0m. 
Kg  ounM  put  doa  as  Onmibr  »l.  bat.    Compuj  bolib 


BONDS  AND  7 


BOIFNED: 


Ana.  VritU  Frnm'  1911,  S? 
iBa.l1.«^.lin>,4%.... 

BgRon  tilt..  1*111.*% 

BatoiiSn,llI7,4}% 

Ck«ta,l»H).B% 

CouuRin.  lftn.3l% 

C.B.t4.1M0.3i% 

Hrilnke8t..l91B,  ISt 

IC-C(ii(.pBr.L.I»82,  aire... 
L 1.  To.  M,  im,  4% 


Vikis. 
tl4U 


W    i  t   Ry   *  LI     11 
!■!     i  If 

t.  1        H  H  L        1 
Nl     NHlHd.ll 
tia,  if,     iuH  W 
P    W  A  B    ISSl  i" 
Rading  Jm^  Con.  Ift 
6n  By   aq  It  clft.  1«3: 


Ai  Pm,  Conv    IttM.  i<" 


Val» 
H700 


■a 

S.000 
ISSD 

.8 

E 

I'm 

Bolbni  *  AlbuT 
Cli  B  *a_ 
HotTok*  *  W«m£i( 
N  T  C  *H  R 


aaj40 

2.871 
lOMS 

7J» 


BpnnnfiiU 

BoiuiBkil,  Bnm^^ 
RiidlcrFahiNkt  Hol;oke 

Total!  (book  ™hi^  IIWMO) I1W,I>07      I1W.7TO 

TEHBITORT  COYERED:    HtN.  oilr- 


MUTUAL  FIRE  INSURANCE  COMPANY,  Saco,  Me. 


Tui;  ^ 

KSS 

-N«~c.5" 

pSL 

Total 
iDoom* 

Fiid 

toP-yhn 

Ehmoh 

T^Ex- 

,S=i 

511  ^K 

li 

tlW.07« 

« 

tl4,7Se 
14^ 

fl  9/171 
2.560 
3JtS 

tJ,115 

5.101 

'tis 

8.14B 

jbMn,  Dk.  11. 1014.  UiMOJiat,  Dae.  tl,  1914. 

BnlntaU IMOO     L«timi|iiiid tM 

UvWwInH 7.7D0  Vaamd^m....          B.W 

BaahiBlatacki...  117.717  Btwiawtd  tnoati . . .          i^ 

CUiutallgBH lS,tOO                                   

CiA   :.«tt  TotalMiBtia...       tU,4W 

■nVlihiirii  IJMl     Saflm 140,071 


REU.  ESTATE  OWNED:  CosMta  ot  oonw  kit  on  MaiE  it., 
•pn^  On  HiU,  U  Exo,  M(.,  ud  nhied  M  13.50). 

UORKAQB  LOAN:  Four  kiua,  tor  n.TOO.  mtaotad  br 
invmi'  nbad  it  nm  Oun  doubk  tte  uiouit  louod. 

COLUTERAL  LOANB;  Tbm  an  5  loua  inil  (nUcttd 
tf  nbbU  Httitia. 

BONDS  AND  STOCKS  OWNED.  Book 

Bona.  Viim. 

t.9.,  IMl.4^c IIJMO 

tat*ook  No..  1047. 5% IJWO 

*.I.4&^t.I»«^4<7, 450 

^.B.  A  &.!««,  31% LOOT 

CU,P.*S.L..1»M,41% *."0 

&iL.8.*L,I9ao,5%,  ." 1,000 

t*S..m4,5% 4,750 

^hLAOt.Ho.,1011.4% 5.100 

P,0,tNo,l»K,»%.^.7. 1.000 


Atl.CoULme... 


BononACb^HB... 

L.*N 

Ma.C«tnl 


MfclLCflOt.  *  H.... 


Asdnwxwnp  Hilli 

LockimcidCo 

BataiCo 

FtRiwtU  Ml«.  Co 

Yo*Mf«.Co 

ButhWM.SuppljCo... 
PoorthAtLHiX^k.... 
CMeoNivBk 


Book 
Vtbu,. 
15,500 


TERRITORY  COVERED: 
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MUTUAL  FIRE  INSURANCE  COMPANY,  Washington,  D.  C. 

PNsdent.  Geo.  T.  Dearing;  Secretary,  L.  Pieroe  Botder.    OrgBiused,  1855. 


YlAR 

Cash 

AflKtS 

Uaearned 
Fremiuma 

Net  Caab 
Suridua 

Caah 
IVemiuma 

Total 
Inooma 

LoBsea 
Paid 

Returoed 
to  P'yh'ra 

Expenaea 

Total  Ex- 
pend! tttrea 

Loaes 
Incurred 

1914 
1913 
1912 

$321,114 
324.402 
322,938 

$12,091 
11.931 
11.758 

$308,808 
312,870 
309.252 

$27,385 
27.343 
27.447 

$43,979 
43,767 
44,357 

$9,939 
6.642 
9.410 

$0,087 
21.432 
29.535 

$27,705 
14.363 
14.228 

$46,730 
42,437 
53.173 

19,989 
6.7ti 
8.237 

Amrb.  Dsc.  31, 1914. 


LuBiumB,  Dbc.  31, 1914. 


Real  estate 

Mortgase  loana. — 
Boodaimdatocka... 

Caah 

IntenataiidzcotB... 


Total 


$66,929 
234.080 

5.350 
12.036 

8.719 

$321,114 


Loana  unpaid 

Dneainedprans.... 

$214 
12.091 

Total  liabilitieB... 
Suiplua 

$12,306 
308308 

Total 

$321,114 

REAL  ESTATE  OWNED:    Comaata  of  aub  lot  38.  square 
250.  Dfltrthweat  oonMr  New  York  ave..  13tb  and  H  sIb.,  N.  W., 


office  building;  ooat,  $63,126.    A  building  at  No.  3204  Cambridge 
pi..  N.  W.  Waabington.  valued  at  ooat  $2,888. 

MORTGAGE  LOANS:  Then  are  103  loana  aggre^tios 
$234,080.  amply  protected  by  improved  real  eatate  situated  m  the 
Diatriet  of  Columbia.  There  ia  one  loan  of  $40,000  on  900^ 
Pennaylvania  ave.,  N.  W.,  valued  at  $65,000;  the  balance  betnt 
moetly  amall.  the  largest  amounting  to  $12,000.  There  wu  ao 
interest  past  due  on  December  31,  last.  Company  holdi  $214,924 
of  inauianoe  on  the  buildinga. 


MUTUAL  FIRE  INSURANCE  COMPANY  OF  ALBANY,  Albany,  N.  Y. 

Preaident,  George  R.  Meoeely;  Secretary,  R.  M.  Johnston.    Organised,  1836. 


TSAB 

Caah 
Aaeta 

Unearned 
Premiuma 

Net  Caah 
Surplus 

Caah 
Premiuma 

Total 
Inoonto 

Loaaea 
Paid 

Returned 
to  P'yh'ra 

Expenaea 

Total  Ex- 
penditurea 

LoaKB 
Incurred 

1014 

$294,932 
284,245 
278,748 

$22,661 
15,329 
10.670 

$257,643 
267.231 
267,651 

$26,047 

15,626 

8.473 

$38,032 
27.052 
22.746 

$24,890 
3,673 
6.339 

$17,801 

11,581 

8.4881 

$42,691 
15,254 
14.8271 

$26354 

1918 

4.399 

1912 

6.137 

AasRS,  Dm.  21, 1914. 


LuBiutne,  Die. 


Real  eatate 

Mortgage  loana... 
Bonda  and  stooka. 

Caah ::.... 

Agenti' balanoea.. 

Intoeat 

Ottwi 


TotiJ 


$40,000 
8,000 

286,521 

8.464 

4,966 

1.681 

50 


unpaid.... 
Unearned  prema . . 
Borrowed  money . 
Other  liabilitiea.. 


tVitel  fiahifitiM. 
Surphia 


31, 1914. 

$3,373 

22.651 

10.000 

965 

$36,989 
257.648 


$294,632       Total $294,682 


Net  amount  of  members*  liabilityi  Deo.  31.  $61,206;  underwriting 
$22,096;  inveatment  profit,  $12,508. 


BoNM  AND  Stockb  OwmD.— CofU. 
Bonne.— CoiU. 


RISKS  AND  PREMIUMS:  Fire  riaka  in  force.  December  31. 
$6,136,505;  premiuma  thereon,  $41,158. 

REAL  ESTATE  OWNED:  ConaiatB  of  oompaay's  office  build- 
ing, 446  Broadway.  Albany,  a  5-atory  briok,  atone  nont  structure, 
wSeh  ooat  $24,000,  and  whioh  b  oairied  at  $40,000. 

MORTGAGE  LOAN:  The  loan  for  $3,000  ia  upon  339-341 
Hudaon  ave..  246  Waahington  ave..  and  91  Soring  at.  Albany, 
valued  at  $17,400.  The  company  nolda  $8,650  oi  inauranoe  on 
the  mortgaged  bmldings. 


BONDS  AND  STOCKS  OWNED: 
BoNDa. 


N.Y.Statehgy.,4% 

Albany  Cy.  Wat  Sup.,  4%. 
Alb.  (Vm  pub.  imp.,  4% — 
Ithaca  Wat.,  4i% 


Par 
Vahie. 

$5,000 
5.000 

13.000 
3.000 


Market 
Value. 

$5,100 
4.950 

12370 
3,030 


N.  Y.  C,  g.  ex..  3i% 

N.  Y.  C,  mua..  3i% 

N.  Y.  C,  reg.,  4% 

White  PUun8,_pav..  4*%  •  •  -  • 
C,  M.  k  St.  P..  gn.  m.,  4%. 

Gt.  No„  1  r.,  4i% 

N.  Y.  C.,  g.  d.,  4% 

N.  Y,  C.  eq.  tr.,  4i% 

N.  Y..  W.  A  B.,  1  m.,  41%. 

So.  Pac.,  eq.  tr.,  4rf 

N.  Y.  Tl.,  lgn.m..44%.... 

Stoou. 

Cayun  A  Suaq 

Cin.,  Sand.  &  Clev 

Clev.&  Pitta 

Ft.  Wayne  A  Jackson.,  p — 

111.  Cent.  L.L 

Kan.  aty,  St.  L.  A  C 

Manhattan  Ry 

Morris  A  Essex 

N.Y.,L.&W 

Pitts..  Ft.  Wayne  A  Chi. . . . 

Rensselaer  A  Saratoga 

Utica.  Chen.  A  Suaq.  Val. . . 


Par 

Market 

Value. 

Vahie. 

$25,000 

$33,500 

10.000 

9,900 

30,000 

29.700 

5,000 

5.100 

2,000 

1.920 

3,000 

8,030 

23,000 

20.249 

3,000 

2,970 

5.000 

3,500 

2.ooa 

2.O00 

5,000 

4,M0 

1.830 

3.56S 

5.000 

6,750 

2,500 

4.150 

2.000 

2.440 

10.000 

8,500 

5.000 

5.100 

15.000 

19.9>0 

4,oai 

6,b40 

10.903 

12.644 

14.500 

23.780 

5.000 

9.000 

800 

l,ft« 

Totals  (book  value,  $225,780) $215,580      $236.521 

TRBRITORY  COVERED:    N.  Y.only. 


MUTUAL  FIRE  INSURANCE  CO.  OF  ST.  CHARLES,  St.  Charles,  Mo. 

president,  J.  H.  Bode;  Secretary,  Charles  J.  Daudt.    Organiaed,  1860. 


Ymajl 

Caah 
Aaeta 

Unearned 
Ptaniuma 

Net  Cash 
Surptua 

Caah 
ftoniuma 

Total 
Income 

Losses 
Pftid 

Returned 
to  P'yhrs 

1  Total  Ex- 
Expenaea     peoditurea 

Losses 
laeurred 

1914 

$252,305 
242,763 
239.047 

$25,610 
25.990 
24.859 

$225,513 
215,711 
212.651 

$8,720 

9.736 

10.037 

$19,591 
19,740 
19,524 

$2,665 
9,201 
1,902 

$6370 
7389 
6,889 

$9335 

16^500 
8,791 

$2,665 

1913 

8v79S 

1912 

2.349 

Aasm,  Die.  31, 1914. 

Mort«ageloana $171,436 

Bonda 20,050 

TSmedepoaita 42,000 

Caah 12.838       Total  liabilitiea...      $26,792 

Interest 7,962    Surphia 225313 


LiABiUTUB,  Dbc.  31, 1914. 

Unearned  prems....       $25,610 
Other  liabmtiea 1.182 


Total 


$252306       Total $262,305 


Net  amount  of  members'  liability,  Dee.  31.  $434,000. 

Fire  riaka  in  force,  Deeember  81,  $2«605,463. 

MORTGAGE  LOANS:    Theae  loans  aggregste  $171,435,  and 
are  firat  liens  on  improved  real  eatate. 
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MUTUAL  FIRE  INSURANCE  COMPANY  OP  WASHINGTON  COUNTY, 

Hagerstown,  Md. 

FNndent,  8«ii1  B.  Loon;  Soeretoiy,  Wm.  H.  AnMtroBg.    Qrgmttod,  1846. 


»14 

1913 
»12 


CMh 

AMets 


UnewMd 


1175,073 
176,182: 
177,306: 


$16,347 
16.640 
16,003 


Net  Cash 
Surphn 


$156,807 
150,542 
161,303 


Cash 


$12,688 
11.881 
11.739 


Total 
Idccom 


$20,485 
10.593 
10.388 


Rud 


$10,106 
6.599 
5,433 


Returned 
to  Pyh're 


$1367 

2,210 

435 


$12,165 
4.786 
6.688 


Total  Ex- 
penditurca 


$24,140 
13,505 
12.551 


Inooned 


$1U37 
6,690 
6.483 


iUSEl^DEC.31,1914:  Red eatftte. $17,000; nkortffvelpam, 
388341;  bomb  and  stoeka,  $73,476;  agenta'  balanoaa,  $9,177; 
intcrat  and  renta.  $6,480;  other  aaaeta,  $100;  total,  $175,073; 
liabilitia.  loena  anpaid,  $1329;  nneamed  pcenumna,  $163,477; 
perp.  dep.  reel.,  $390.  Totol  Uabilitiea,  $18,266:  Fire  risks  in 
fawe.  Dee.  31, 1914.  $3,751,063.  


BONDS  AND  STOCKS  OWNED:  ..Th«e  items 
dpdly  of  benk  stooks  ($21,833)  and  railroad  bonds  ($51,643.) 

REAL  ESTATE  OWNED:  (Consists  of  bouMis  houses  sitoated 
in  Hacerstown. 


MUTUAL  FIRE  INSURANCE  COMPANY,  Pottstown,  Pa. 

PMdient.Q.N.Makbcr8(r;  Secretary,  Henry  D.Saykr.    Organised  184$.    


TlAl 

1914 
1913 
1912 


Cash 

Assets 


$35,684 

23.921 
23.037 


Unearned 


NetCSash 
Snrphis 


$25,649 
23.909 
23,0371 


Cash 
Prenttiuns 


$1,109 
1,207 
1.210 


Total 
Income 


$2,155 
2,156 
2.109 


Paid 


$922 

15 


B«tiimed 
to  Fyh'rs 


Expenses 


$892 

350 
350 


Total  Ex- 
penditares 


$392 

1371 
8661 


Inonrred 


$933 

16 


ASSETS.  DEC.  31.  1914:    MortmfEe  k»ns.  $2350;  bonds  and 

Moefci;  $0328;  cuh,  $13,006;  totJaasets,  125,684.  liabilifaea: 
Taica,$35. 

fm  nks  in  foree,  Deeenber  81,  $702,948. 

Far  Market 

B0ND6  OWNED.                       Vahie.  Yataie. 

FSpeMfc. 92.000  $1,960 

Qss 2,000  1,997 


Bonds  Owmid.— Cenl. 

mil  School 

Loaeme  Co.,  Gas  &  El 

IllinoM(}entralPab.Co 

National  Bk.,  FMtatown  sik. . . 


Par 
Value. 

$1,000 

3.000 

2/100 

400 


Market 

Vahie. 

$1.00$ 
1,966 
1,900 
1,164 


Totals  (book  Tahie,  $9328). 


$0,400 


$03» 


MUTUAL 


FIRE    INSURANCE    COMPANY    OF    CARROLL  COUNTY, 

Westminster,  Md. 

President,  Dr.  J.  J.  Weave.-,  Jr.;   Seoretary.  C.  Qloyd  Ljoek.    Organised,  1869. 


Tiia 

1914 
1913 
1112 


OHh 


$96,193 
85.288 
81,941 


Unearned 


NetCaah 
Sorphia 


$89,293 
84.388 
81,941 


Cash 


$15,548 
15,463 
15,430i 


Total 
Inoome 


$19,643 
19.496 
18,630 


Peid 


$6,100 

10.294 

4,487 


Returned 
toFyh'n 


$4,672 
4,113 
3374 


Total  Ez- 


$10,773 

14.407 

8361 


Inevred 


10396 
4.487 


ASSETS.  DEC.  31, 1914:  Real  estate.  $5,000:  bonds  and  stocks, 
187360;  cash,  $3313;  total,  $96,193;  HnbifitMs,  losses  un]»idl 
UJKOi  borrowwl  moner.  $4,000;  total,  $6,900.  Net  amount  of 
unben'  liabifity.  Dee.  31,  $496,677.  Fire  riaks  m  force.  Dee. 
lU  1914,  $5,406355. 


BONDS  AND  STOCKS  OWNED:  These  items  consist  of 
weU  distributed  railroad  bonds  and  some  natbnal  biuikstoek. 
The  arerace  amount  inTeeted  in  anj  one  seooritj  is  $8,000. 

REAL  ESTATE  OWNED:  Consists  of  building  and  bt  atualed 
on  East  Main  St..  Westminster. 


MUTUAL    FIRE    INSURANCE    COMPANY    OF    CALVERT  COUNTY, 

Prince  Frederick,  Md. 

Prendent,  George  W.  Dowell;  Secretary,  Jno.  B.  Gray.    Organised,  1866. 


1     Cbsh 

TiABJ    Assets 

Unesrned 
Ireninffls 

Net  Cash 
Siuplus 

Cash 

Total 
Income 

LOSMS 

Paid 

Returned 
to  Fyh'rs 

EqMDses 

Total  Ez- 
pwditures 

Losses 
Incurred 

1914 

$27380 
27379 
24387 

$27380 
27379 
24387 

t$209 
1.958 
1,938 

$5,612 
3317 
2314 

799 
1,593 

$3,945 
619 

584 

•as 

2,177 

$1317 

1913 

799 

1912 

1391 

t  Maryland  bosinesB.  . 

ASSETS,  DEC.  81. 1914:    Mortna  loaiH,  $12,194;  bonck  and  stocks,  $13,687;  coDatenl  loans,  $647;  cadi,  $350;  mtctest  and 
$702;  total  Msets,  $27380.    No&faiiities.    Fin  risks  m  force,  December  31.  $562,860. 


MUTUAL  FIRE  INSURANCE  CO.  OF  CECIL  COUNTY,  Elkton,  Md. 

Plresident,  J.  H.  Steele;  Secretary.  J.  M.  Tucker.    Organiied,  1847. 


;      Cadk 
Tbar:    Assets 

Unesrned 

Net  Cash 
Surplus 

Cash 
Premhmis 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'rs 

Expenses 

Total  Ez- 
penditurea 

Losses 
Ineurred 

1914 

$644B0 
•57390 
*S5304 

$62305 
57.142 
533n 

$13,116 
12,344 
11.962 

$15,064 
14.141 
13.403 

$4,820 
6364 
2.933 

$4306 
4.016 
4.087 

$9,026 

10.680 

7.020 

$5335 

1913 

5.939 

1912 

3317 

Cmh. 


ASSETS.  DEC.  31.  1914:    Cash,  $64,002;  aeente'  balances,  $20;  total.  $64,020;  liabiUties:  losses  unpaid,  $692;  inei 
;  total,  $1315.    Net  amount  of  members'  liabOHy,  Dec.  31,  $255,438;    Ere  rieks  in  foree  Deo.  31,  $3,734386. 
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MUTUAI,  FIRE  INSURANCE  CO.  OF  CHESTER  COUNTY.  CoatesviUe,  Pa 

l>tMidtnt,M(nh>U8.Waar;SMntH7,B.P.0m|Mr.    OquiMd,  IMO. 


YUAM 

CMh 
Amti 

Unowned 
Pramiums 

NetCaah 
Surplua 

Cash 
Fjmuuxns 

Total 
laooiM 

LoiNt 
Fftid 

Returned 
toFyh'n 

fiqMOMt 

Total  Ex- 
penditiine 

Inooiied 

1914 

1358.770 
315,944 
312.153 

1133.681 
125.214 
110.294 

1156.174 
163.560 
174.680 

1188.519 
180,340 
166.376 

1199,544 
190.633 
177387 

1125,009 
129.501 
117.966 

861.079 
64,144 
64.470 

1186.068 
183,645 
172.436 

$109,013 

1913 

122.523 

1912 

128,256 

Realertata 

Mortgace  loans.. 
Bonds  and  stooka 
CMh 


Dm.  31, 1914. 

$75,000 


IntflNit  and  renta. 


2.100 
238.955 

6,652 
27.890 

8.173 


LuBiuma,  Dbo.  31, 1914. 

Ixwies  unpaid $32,730 

Unearned  prems....  133.681 

Borrowed  money...  30.000 

Other  liabilities 6.185 

Total  liabifities...  $302,596 

Surplus 156.174 


Total 


$358,770       Total $858,770 


Fire  risks  m  force,  Deoambcr  31,  $64,860,846. 

REAL  ESTATE  OWNED:    Conists  of  briek  offiea  building 
situated  in  CoatesTiDe,Fk    Marint  yalue  $80,000.  '~— * 

BONDS  AND  STOCKS  OWNED: 
Bonds. 

g»*y»Mg $21,000 

Swarthmore 

Northampton  Heij^ts 

■Sk:?S::::::::::;:::::--"-"'--- 

Narberth 


Vani 


th. 


Fkr 

Market 

Vahie. 

VahM. 

121,000 

$21,000 

1,500 

1,500 

12,000 

12.000 

10.000 

10,000 

8,200 

8.200 

8,000 

8.000 

10.000 

10,000 

6.500 

6.911 

Bonds  and  Stooks  Ownid.— Coal. 
Bonds.— Coat. 

LoonTwp 

Psncsburg 

Amer.  Rya 

Phila.  ft  Read.  R.R 

Pa.R.R 


/o- 


Lehigh  VaUey  RJl.,  6 
Lehigh  Valley  RJU.  4%. 
Bnf.  RoeL  t  P.  R.K. 


Lehigh  Coal  ft  NaT. 

Penn  Co..  4% 

Phila.  B.  ft  Wash.  R.R 

L.  S.  ft  Midi.  So.  R.R 

Lehigh  ft  Wilkesbarre  Coal ... . 

United  Wat.  ft  Lt 

United  Wat.  ft  Lt.  n 

Kfah.  ft  Shenango  R.  ft  L.Co. 
Phila.  Sub.  Gael  El 


Par 

Market 

Value. 

Vahie. 

110.000 

$10,000 

3.000 

24»5 

5.000 

4.721 

25.000 

24,581 

5.000 

4.281 

8.000 

8,000 

5.000 

4.671 

5,000 

4.8(6 

5.000 

4.843 

5.000 

4.768 

5.000 

5.000 

15.000 

14.667 

10,000 

9.795 

5.000 

5.000 

5.000 

4.987 

5.000 

4.925 

10.000 

9.200 

Phila.  To.  Co 

Home  Big.  ft  Loan  Ass.. 


2.000 
60.000 


3.305 
31,240 


Totals  (book  value.  $230,221) $270,200      $238,955 


MUTUAL  INSURANCE  CO.  OF  FREDERICK  COUNTY,  Frederick,  McL 

Pnsideat,  A.  C.  MoCardeU;  Secretary,  0.  C.  Warehime.  Organised.  1844. 


Taui 


1914 
1913 
1912 


Cnsh 


$50,669 
39.309 
88.525 


Unearned 


$4,566 

4,882 
2.975 


NetOMb 
Surplus 


$45,476 
34.181 
31.940 


Quk 
Rwuums 


$6,063 
4.979 
4.649 


Total 
Inooms 


$9,330 
8.0)3 
7.779 


Plud 


$3,941 

8,932 

926 


Returned 
toFyh'n 


$56 


51 


$8372 
3.063 
3.241 


Tbtal  Bs- 


Dm.  31, 1914.            LuBonxn,  Dm.  31. 1914. 
BMleatate $22,000    Loasesunpaid $345 


Mortgage  loans 
Bonds  and  stoeka.< 
Cash 

Interest  and  rents 


5,500 

21.418 

1.029 

722 


Unearned  prems. 
Other  liabifities. . 


4.566 
283 


Total  fiabiUtifls. 
Surplus 


$5,193 
45,476 


Totel 


$60,669       Total $60,669 


Net  aoMmnt  of  memben*  liabifi^y,  Dee.  31,  $434,008. 

^  RISES  AND  PREMIUMS:  Fire  risks  in  f ores,  December  31. 
$1301.248;  prenuums  thereon,  $6,063. 

REAL  ESTATE  OWNED:     Consists  of  oompany's  home 
oAoe  buikfing:  book  Tafaie,  $12,000,  asae«ed  value.  $22,000. 

^  MORTQAOB  LOANS:  There  are  2  kMoi.  aggrcoating  $5,500. 
1  for  $6,000  on  188  aeces  of  land  near  Fradei^,  Md.,  and  the 
other  for  $600  on  one  briek  dwelling  in  Frederick.  Total  value, 
$13300.    The  eompany  holds  $6,000  of  insuranoe  on  the  buikiinflk 


BONDS  AND  STOCKS  OWNED: 


Maryland  Eleetrio. . . 
Norfolk  Ry.  ft  Lt.... 
Fairmoont  ft  Clkbg.. 
ConsoUdatedCoal... 
Va.Ry.  ftPbwer.... 
Col.  Ry.  ft  Power.... 

N.N.ftCPt 

Carolina  Pbwer  ft  Lt. 

PeoifioCSasftEl 

ElkhomFoel 

Toledo,  To.,  6% 

Nwfolk  ft  Southern. . 
Interborou^  R.  T. . . 

Chicago  R^ 

Erie  Equip 


Totals  (book  value.  $21387) . 


$7369 
7.050 
4.21S 


TERRITORY  COVERED:    Md.  only. 


$3,941 
1332 
3.535 


Par 

Market 

Value. 

Value. 

$1,000 

$970 

4.000 

3.840 

3.000 

2370 

2,000 

1340 

2300 

1300 

1.000 

915 

1300 

985 

1,000 

910 

1300 

880 

1300 

1396 

1.000 

1.000 

1,000 

920 

1300 

930 

1.000 

960 

1300 

998 

tajm      *ii.4M 


MUTUAL  FIRE  INSURANCE  COMPANY  OP  GERMANTOWN   AND 

VICINITY,  PhUaddphia,  Pa, 

PloideDt,  Wok  H.  Emhndt;  Secretuy  and  TnMonr.  ChM.  H.  Weia.    Ot(HiiMd,  IMS. 


Thar 

Ciash 
Assets 

Unearned 
I^enuums 

Net  Cash 
Surphis 

Cash 
Preaniums 

Total 
Inoome  ' 

Losses 
Paid 

Returned 
to  Fyh'is 

fiqMoses 

Total  Ex- 
penditures 

Loeaes 
laeurred 

1914 

$1,519350 
1.477.400 
1.425.696 

$345363 
325,723 
351.308 

$1,168,603 
1.121312 
1.067.030 

$20357 
20.974 
25.486 

$76383 

94,927 

119,998 

$17,264 
15,025 
18.556 

$20,148 
38.231 
35.956 

$37,411 
53.356 
43312 

$17364 

1913 

1912 

l'3.4«6 

Unearned  premiums  inchides  amount  reclaimable  on  perpetual  policies. 
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MUTUAL  FIRE  INS.  CO.  OP  GERMANTOWN  AND  VICINITY,  PhUadelphia.— C<m<. 


iWVB.  Dk.  31. 

Rttieitete 

Mortfigeloani 

BoMbudrtodca.... 

Caih 

ifBDta'bakaoei 

lotemtandrcati. .. 
Other  MNtB 


1914. 

$57,000 

781.397 

628366 

24.030 

2.771 

22,215 

33.071 


LuBiLrms,  Dae.  31. 1914. 

LoaBesimptid $996 

UzMUtwd  prenos 27,1 19 

Perp.dep.recl 318.244 

Seripdiyideiid 3,561 

Other  Ibbintiei 738 


Total  liabifitiee...     $350,657 
Sorplue 1.168.693 


Total 


$1.519350       Total $1319350 


UndswriiiaK  pro&t.  $5,464;  imrettment  profit.  $41385. 

BISKS  AND  PREMIUMS:  Fire  ridn  in  foree,  (except  pv- 
prtnib).  Deeember  31.  $7302363;  premiums  theieon.  $49,610; 
perpetual  fire  ijaka.  $12,624,683;  deporit  premium!  thereoD.  $353.- 

139. 

BiraiNESS  SINCE  ORGANIZATION:  Pftmiums  received. 
11.177319;  loMB  paid,  $596,125;  <fi?ideDda  deebnd.  eerip. 
136377. 


REAL  ESTATE  OWNED:  Oonuti  of  eompany'i  home  offlee 
buildiag.  ooeting  $63,500.    Net  income  last  year.  $446. 

MORTQAQE  LOANS:  There  are  223  loans  auresating 
$751392.  and  are  protected  by  piopcrW  situated  in  Philadelphia 
County,  mortcages  taken  on  a  baas  ot  60%  of  a  fair  valuation. 
The  loans  range  in  amonnt  from  $100  to  $10,000,  the  avenge 
beiuK  about  $2,500.  There  was  $2307  of  interert  past  due  on 
December  31,  lavt.    No  prior  liens  on  properties. 

BONDS  AND  STOCKS  OWNED:  These  are  moetly  upon 
guaranteed  municipal  and  railroad  bonds;  par  and  book  value* 
$1,414,147;  market  value.  $1380.263. 

MISCELLANEOUS;  This  oompany  has  never  levied  an  aasesB- 
ment. 

MANAGERS:  H.  B.  Bruner.  M.  L.  Finekel.  Morris  R.  Bookius. 
John  S.  Smith.  Joseph  Fting.  Charles  H.  Weiss.  Wm.  J.  Flins. 
Wm.  H.  Emhardt,  Stewart  A.  Jellett,  George  P.  Darrow.  Marshall 
T.  Farra.  H.  W.  Fletcher,  Wm.  N.  Topham.  Pringle  Borthwiok. 

FIELD  MEN  AND  TERRITORY  COVERED:  George  E. 
Wagner  ft  Co..  411  Walnut  st.  Philadelphia.  Company  operates 
in  the  counties  of  Phihddphia,  Montgomery  and  Buoks.  Pa. 


MUTUAL  FIRE  INSURANCE  COMPANY  OF  KENT  COUNTY, 

Chestertown,  Md. 

Fkesadeni,  Thoi.  W.  E&aaoo;  Seeretaiy.  Gaorge  B.  Westoott.    Orgaaiaed,  1847. 


Tail 

Aseta 

DManad 
Ptwnwma 

Net  Cash 
Surplus 

Cash 

Total 
Income 

Losses 
Fftid 

Returned 
to  Fyh'ia 

Expeaaes 

Total  Ez- 

Losses 
laauRad 

1914 

$80,944 

85,406 
85.022 

$88344 
84,565 
85.022 

$12,794 
12.629 
12.073 

$18,463 
16.038 
16,090 

$5,914 
6.000 
3,063 

$7,988 
8.164 
3.150 

$18,902 
14.164 
13,654 

$5314 

1913 

6,000 

1912 

$7,421 

3.083 

ASSETS.  DEC.  31,  1914:  Real  estote  owned.  $11,503;  mort- 
age loans.  $1,360;  bonck.  $71,460;  cash.  $4,931;  total.  $89,244. 
No&abilitiea.  Net  amount  of  members' liability  Dec.  31.  $238,105. 
Tttt  risks  in  force.  Dec  31,  $2,073,775. 


BONDS  OWNED:    Company  has  $75,000  worth  of  well  dis- 
tributed railroad  bonds,  manet  Tabe,  $67,460. 


MUTUAL    FIRE   INSURANCE   COMPANY   IN    HARFORD  COUNTY, 

Belair,  Md. 

President.  Riehard  DaDam;  Secretary,  George  R.  Caimes.    Organised,  1842. 


YiAa 

OBsh      .  Uoearaed 
Aania    1  Plremhima 

Net  Cash 
Surplus 

Cash, 
Ftamiums 

Total 
Income 

Losses 
Fftid 

Returned 
to  Fyh'ra 

EqMoees 

ToUl  Ex- 
penditures 

Losses 

in4t 

$154,130 
130^9 

$28,767 
24,204 
21.274 

$125363 
115,235 
109,626 

$58,094 
62392 
51,769 

$75,460 
63.195 
55,735 

$32345 
37,006 
28,762 

$17,983 
19,000 
14.518 

$50,828 
56306 
43.280 

$82,845 

1913 

37,006 

1912 

182,150 

80312 

tNoTfBbcr30, 1914. 

ASSETS.  NOV.  80, 1914:  Real  estate,  $5,000;  bonds  and  stocks, 
186350;  loans  to  bka.  and  bklg.  assn.  and  county  otfs..  $52,000; 
9A,  $9409;  intenat  and  rents,  $871;  total  assets.  $154,180. 
Liakafities:    Unearned  ptema.,  $28,767. 

Fire  riiikB  in  fone,  Norember  30.  $14,192,124. 

REAL  ESTATE  OWNED:  Conaats  of  company's  home  office 
tsnliiBfr  comer  of  FcnnsgiTania  are.  and  Courtland  St.,  Belair, 
Tihied  at  $5300. 


BONDS  AND  STOCKS  OWNED. 

Harford  Co.  Court  House,  imp 

State  Road 

Fhila..  Bait.  4c  Wash.  R.  R.  Bds 

B.  4c  0..  Pitts..  L.  E.  ft  W.  Va.  R.  R.  Bds 

Ind.  t  Louis.  Ry.  Bds 

Belair  Wat.  &  Lt.  Co.,  bds 

Hasard  Wharf  Co 

Baltimore  Cy.  stk.,  se.  house  kian 


Par 

Market 

Vahie. 

Vahie. 

$4,000 

$4,000 

25,000 

25.000 

30,000 

80,000 

5.000 

4.668 

5,000 

4.687 

7.000 

7.000 

1.500 

1.500 

10.000 

10.000 

Totals  (book  Tahie.  $86350). 


$87300        $86350 


304 


REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


MUTUAL   FIRE    INSURANCE   COMPANY   OF   LOUDOUN  COUNTY, 

Waterford,  Va. 

Prerident.  Arthur  W.  PhiUipe;  Secretary,  A.  L.Mo  Qftvook.   Organixed.  1849. 


Tbm 

Cash 
AaetB 

Unearned 
Premiums 

Net  Cash 
Surphis 

Cash 
Premiums 

Total 
Inoome 

LOSMS 

P^d 

Returned 
to  P'yh'n 

Expenses 

Total  Ex- 
penditures 

I/MM 

Inearred 

1914 

$73,809 
70,171 
76.938 

$69329 
62,432 
61.545 

$60,358 
60338 
60.886 

$64,436 
63,766 
64.185 

$46,778 
45372 
49.700 

$15,054 
25,080 
14.950 

$61332 
70.452 
64,6591 

$49,778 
47.523 
45,908 

1913 

1912 

LuBiUTas.  Dao.  31, 1914. 

unpud $300 

•^^-  1,279 


AflSiTB.  Dac.  31, 1914. 

Real  estate....' $3300 

Mortgageloans 4.000    Other  liabilities. 

Bonds  and  stocks . . .        56.930  

Cash 7353       Total  liabilities...        $4,280 

Agente' balances....  2.018    Surplus 69,529 

Interest 308 


Totalasseta $73,809       Total. 


$73309 


Fire  risks  in  force.  December  31.  $14387.836. 

REAL  ESTATE  OWNED:    Company's  home  office  building 
earried  at  cost;  net  rente  received  last  year.  $50. 

MORTGAGE  LOANS:    This  amounto  to  $4,000  and  u  pro- 
tected by  a  farm  property  in  Fanquier  County. 


BONDS  AND  STOCKS  OWNED: 

BONM. 


Va.  Centuries. 

Seaboard  A  Roanoke 

Cambria  A  Clearfield    

Ga..  Car.ANo 

Buf.  ft  Susq^  eq 

Sloes  Iron  ft  Steel.  1  m..  1920. 6%. 
Penonal  bond , 


Stocks. 

Loudoun  Nat.  Bk 

Peoples  Nat.  Bk 

So.  Ry..  eq.,  tr.,  1919, 5% 

Can.  Nor.  Ry.  Tr.  ser.  eq..  1916,  4%. 


Per 

Market 

Value. 

Value. 

$28,500 

$23.9«) 

2.000 

2.065 

2.000 

2,140 

2,000 

2.0S0 

1.000 

1.000 

8.000 

3.060 

1.000 

1,000 

6,000 

0300 

3.600 

5iS0 

7.000 

6.965 

5.000 

4.975 

Totals  (book  Talue.  $52,665). 


$46300       $56,830 


TERRITORY  COVERED:    Va.  only. 


MUTUAL   FIRE   INSURANCE    COMPANY    OF    MONTGOMERY  CO., 

Sandy  Spring,  Md. 

Ptesident,  E.  P.  Thomas;  Seoretaiy  and  Treasurer.  Allan  Farquhar.  Organised.  1848. 


TiAS 

Cash 
Assets 

Unearned 

Net  Cash 
Suridas 

Cash 

Total 
Inoooae 

LosMs 
Paid 

Returned 
to  P'yh'rs 

Ezpeofes 

Total  Ex- 
penditures 

LOSNI 

Ineumd 

1914 

$347,206 
378.188 
358,827 

$842,962 
375,814 
354.969 

$61,768 
59,479 
62335 

$77,000 
74.422 
75.927 

$73,035 
47,813 
41.131 

$14,520 
14,927 
14.875 

$87^55 
62,740 
56.006 

$76,020 
48,974 

*•■••••■*■• 

1913 

1912 

ASSETS,  DEC.  31.  1914:  Real  estate.  $7,000;  bonds  and 
itoeks.  $329,160;  eash,  $5,117;  agents'  balanees.  $248;  interest 
and  rents.  $5,686;  total  assets,  $347,206.  liabifities:  Losses 
unpaid,  $4,244. 

Fire  risks  in  foroe.  Deoember  31,  $17,322,962. 

REAL  ESTATE  OWNED:  About  one  aore  in  the  vilJase  of 
Bandy  Spring,  with  2-story  bri<^  offioe  building  thereon. 


BONDS  OWNED. 


%. 


U.  8.  Gvt..  1925. 4% 

State  of  Marybmd.  1924<25. 3}% . 
State  of  Maryland.  1925-27.  4% . . 
Bute  of  Maryland,  1928,  4% . 
State  of  Maryland.  1929. 4 
Baltimora  City.  1927 .  3i% . 
Baltimore  Qty.  1928.  H%. 
Baltimore  aty.  1930, 3^%. 
Baltimore  City.  1936. 3|%. 
Baltimore  aty.  1940,  3{%- 
Baltimore  City,  1954. 3i%. 


Par 

Book 

Vahie. 

Value. 

$14,000 

$14,000 

30.000 

28.500 

22,000 

22,000 

30.000 

30.000 

10,000 

9,900 

15.000 

12.750 

7.500 

6.750 

60,000 

64,000 

10,000 

9.000 

40.000 

36,000 

5,000 

4.500 

BoRD0  OwHiD.— Cent. 

Baltimore  City.  1980. 3i% 

Bammare  City,  1920-26. 4% . . . 

Baltimore  City,  1961. 4% 

Montgomery  Co.  Tnpk.  4%. 
Montgomery  Co..  high  se.,  4' 


or 


Montgomery  Co.,  10  dis.  ra..  4% 

Montgomery  Co..  Dam.  ft  Germ.,  so.,  4% 

Montgomery  Co.,  5  rd.,  4% 

New  York  City,  1957,  4i% 

New  Windsor,  wat.  1948. 4% 

Washington  Tm.,  1945,  3i% 

Fidelity  ft  Deposit.  Md..  stk 


Per 

Book 

Vahw. 

Vahie. 

$15,000 

$12,750 

1.000 

1,000 

7,000 

6,6S0 

8.500 

8.500 

9.000 

9.000 

14.000 

14.000 

8.000 

8,000 

10.200 

10.200 

10.000 

10.000 

5.000 

5,000 

20.000 

17.0i» 

5.500 

14.850 

Totols $356,700      $844.350 

FIELD  MEN  AND  TERRITORY  COVERED:  Elgar  L. 
Tsohiffely,  Rookville.  Md..  for  Md.  and  D.  C.  Coupaiiy  operatei 
in  Md.  and  D.  C. 


MUTUAL  FIRE  INSURANCE  COMPANY  OF  READING,  Reading,  Pa. 

president.  Chas.  E.  Leippe;  Secretary.  W.  M.  Deisher.  Organised,  1870. 


YWLR 

Cash 
Assets 

Unearned 
xxemiums 

Net  Cash 
Surplus 

Cash 
Pkemiums 

Total 
Income 

IXNWS 

P^d 

Returned 
to  Fyh'ii 

Expenses 

Total  Ex- 

LOSNI 

1914 

$43,228 
28,022 
32.622 

....- 

$28,177 
25.451 
30.610 

$21,101 
30377 
20.386 

$28,377 
42.939 
27.131 

$5,735 
13.514 
13.955 

$21343 
29370 
21.043 

$27378 
42384 
30.44S 

$53U 
14348 

1913 

1912 

14.710 

I,  Deo.  81, 1914.  LiAULinH,  Dio.  31, 1914. 

Raalestate $40,000    LoMesimpaid $2,951 

Gash 530   Borrowed  money. . .        12,400 

AflSBts*  balanees....         2,418  

BObrweiTftble 880       Total  liabifities...      $15,051 

Netsoiphis 28,177 


Total 


$43,328       Total $43,228 


Rre  risks  in  foroe,  Deoember  31,  $5393335. 

REAL  ESTATE  OWNED:  Consists  of  4-etocy  oflke  buildins 
and  a  tract  of  land.  Total  valuation  $91,000,  sol^ect  to  mort* 
gages  of  $51,000. 

TERRITORY  COVERED:    Pft.  only. 
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MUTUAL  FIRE,  MARINE  AND  INLAND  INS.  CO.,  Pluladelphia,  Pa. 

Ptaident,  J.  B.  Hntehinmi;  Seoetwr.  Chai.  N.  lUiiibo.  Oiiuiied,  1902. 


Ckah 
Tub     iwti 

Uoearned      Net  Cadi 
I^cmioms  |    Surphu 

Cash 
IVemiums 

Total 
Inoome 

LOSBOB 

Paid 

Returnfld 
to  Fyh'n 

ExpaoMi 

Total  Ez- 
pencUtunB 

LOSBOB 

Ineuired 

1914      S818.910 
I9I3        737.102 
1913        666,302 

3208,002       3423.686 
190.293         393.422 
163.566.        379.033 

•1359.704 
332,189 
268,623 

$380,073 
359.783 
290,917 

•1228,391 
2^,402 
171.267 

137.729 
32.662 
28,585 

341.611 
36,175 
29.979 

$307,731 
272.239 
229,S31 

$247308 
223.205 
168.016 

*  IndadeB  I96;376  marine  pranhims  and  $67,765  marine  lonoa. 

Astn.  Dk.  31, 1914.  Liabilitiis.  Dbg.  31, 1014. 

Boadi $627,028    LoaieBimiMid $104,904 

Cufa 65.187    Unearned  prama....       208,093 

icenti;^baianeea,  DtTidends  unjpaid . . .        40358 


ofiooD.. 
bteRsiaadKntB 


119308 
6387 


Other  liabilitMe. 


41.369 


Total  fiabilhiea...     $395,224 
Surpiiu 423,686 


Total 


$818,010       Total $818,910 


.Vet  amoont  of  memben'  liabUitsr.  Dec.  31.  $2.489339. 
Undenmti]«  profit,  $42,611;  inTertment  profit.  $28,474. 

RISKS  AND  PREMIUMS:  Fire  ridn  in  foroe,  Deeember  31, 
182,104.598;  premiama  thereon,  $314387;  marine  and  inliuDd  ridca 
u  foree.  $4.728331;  premimiw  thereon,  $108342. 

BUSINESS  SINCE  ORGANIZATION:  Prcmimna  received, 
$2,265,643;  knee  paid.  $1408.909;  diyidenda  declared,  caah, 
1179.117. 

Par 
BONDS  OWNED:  Vahie. 

.Ul.VaLBJL.gn.m.,1942.4% $50,000 

&  AO.R.R.,r.m..  g..  1941.4% 50.000 

C.AO.Ry.,gn.m.,g..  1998.4i% 25.000 

UUgh  Vfll  RJL,  gn.  OB.  g..  2003. 4%. ..  25.000 


N.  4  WJlyJP.C.AX.  1  m4^  1941,  4 
Fl  R.R.,  es.  m..  1048,  4% 


/O- 


50,000 
50.000 


Market 

Value. 
$47,375 
42,000 
23.000 
21.625 
44350 
49375 


Bomw  OwtnsD.—ConL 

P.,  B.  A  W.  R.R..  d..  1916-17, 4% 

P..  C,  C.  4c  St.  L.  By..OB.m..  1957,  4%. . 

Reading  Co.,  gn.  m.,  1997. 4% 

N.  Y.  a.  op.  ctf.  c.  1962.  4^0 

N.  Y.  Cy.,  cp.  Btk.,  n.,  1915. 6% 

N.Y.C..rev..l916,6% 

N.Y.Cy.,rev.,1917.6% 

B.  A  0.  R.R.,  eq.tr.  ctfs.,  4i% 

N.  A  W.  Ry.  Div.  1  In.  A  gn.  m.  g..l944. 

4% 

N.  Y.  C.  ep.  8tL  etf..  e..  1962. 4i% 


Par 

Market 

Value. 

Vahe. 

$100,000 

$07,625 

50.000 

46300 

102.000 

95.658 

40.000 

39.600 

42.000 

42.000 

15.000 

15,000 

18.000 

18,000 

27,000 

26370 

10.000 
16.000 


8.750 
9.900 


Totals. 


$664,000      $627.0M 


MISCELLANEOUS:  The  membenhip  of  this  oompaiqr  » 
oomposed  prindpally  of  railroad  oorporationB,  and  Tariooe  olaaea 
of  five,  nuoine  iad  transportation  ndcs  of  sueh  oorporationa  are 
written.  A  rcaerre  fimd  is  maintained  to  provide  aannst  eoi»- 
tinsencies  of  exesptional  losBes.  Conflagration  k>SB.  Baltimon, 
1904,  $45,473. 

DIRECTORS:  Theodore  N.  Ely,  Lincoln  Qodfrcr.  J.  B, 
Hutchinson,  L.  E.  Johnson,  Wm.  G.  MacDowell.  J.  D.  MoCubbin. 
Jr.,  W.  Heyward  Myers,  R.  H.  Newbera.  N.  P.  Shortridge,  Qeo^ 
M.  Shriver,  George  Wood. 


TERRITORY  COVERED: 
a  geneiml  busineBB. 


LtoaoBed  In  Pa.  only.    Tnnaaota 


MUTUAL  PROTECTION  FIRE  INSURANCE  CO.,  Charlestown,  Mass. 

PteflideDt.  William  P.  Hart:  Secretary.  Frank  V.  Noyes.    Organised,  1861. 


«     1     Cash 
7iii     AsBsli 

Unearned 

Net  Cash 
SorphM 

Cash 
IVenuumi 

Total 
Inoome 

Losses 
Fkid 

Returned 
to  Fyh'n 

fiqMoses 

Total  Ex- 
penditures 

Losses 
Incurred 

1914        $80,625 
1913         114.638 
1912  1      141.800 

$33341 
46,973 
64.785 

$45|415 
46334 
38.780 

$21,705 
27316 
52357 

$27304 
34.597 
60.403 

$36381 

20.875 
27,009 

$5385 

7,853 
12315 

$20,457 
12318 
28.074 

$52,623 
41,046 
63,998 

$26,013 
20,305 
26317 

AasRS.  Die.  31, 1014.  LuBiunxs,  Dbc.  31, 1914. 

Mortgage kwH.....         $3,000    LosBssnnpaid $2,843 

Bonds  and  stoeks...         65310  Unearned  prems....        33341 

Cttb 17328    Other  liabiUtics 7.826 

A«enti'balanees....  3,277  

Ifitoest 510       Total $44,210 

Sorplua 45.415 

Total $80,635       Total $89,625 


profit  $550;  investment  profit,  $4329. 

RISKS  AND  PREMIUMS:  Fire  risks  m  force  Dec.  31.  $0.- 
311,708;  premiums  thareoo.  $82,175. 

BodoieBB  sinee  1878:  Premiums  received.  $706,090:  loeses 
pud,  $284308;  ifividends  declared,  cash.  $205,109. 

MORTGAGE  LOANS:  There  are  12  k>ans  aggregating  $34.- 
050,  protected  by  first  Bens  on  improved  rsal  estate  in  vicinity  of 
Boetoo,  vafaied  at  doable  the  amount  loaned.  The  oompaoy  holds 
K.0QO  of  Sn  inanranee  on  the  mortgaged  buildings.  On  De- 
«mibcr  31.  last,  there  was  no  interest  past  due. 


BONDS  AND  STOCKS  OWNED: 


MasB.,reg 

Mass.,  g.,  leg.. 

Amer.  Tl.  A  Tg.  Co 

N.  Y..  N.  H.  A  H.  R.  R. . 
N.  Y..  N.  H.  4b  H.  R.  R. . 

Mkldletown,  Conn 

Waterbory,  Goon 

NewYoric.N.Y 

Amer.  Tl.  A  Tg.  Go 

A..  T.  AS.  Fe 

N.Y.,  N.  H.  &H.R.R.. 
N.  Y..  N.  H*  A  H.  R.  R. . 

PJI.R.R 

N.Y.Central 

Charlestown  Gas  A  El.  Co. 


Pkr 

Maricel 

Value. 

Vahie. 

$10,000 

$0,400 

7,000 

5,880 

7.000 

6330 

8.000 

2.040 

400 

424 

8,000 

7,760 

1300 

940 

4300 

3,960 

6300 

7.740 

600 

515 

1.300 

715 

400 

220 

11.600 

12375 

2300 

2360 

1.850 

4351 

Totals  (book  vahie.  $72,590). 


$64350        $65310 


MUTUAL  PROTECTION  FIRE  INSURANCE  CO.,  Washington,   D.  C. 

IVesident.  James  B.  Lambie,  Secretary,  Wm.  A.  Johnson.    Organised.  1876. 


Tau 

Cash 
AsBetB 

Unearned 
Plemiums 

Net  Cash 
Suriidus 

Cash 

Total 
Inoome 

Losses 
Paid 

Returned 
to  Fyh'rs 

Expenses 

Total  Ex- 
penditureB 

Losses 
Incurred 

1914 
1913 
1912 

$31310 
81.624 
31314 

$1345 

1.6% 

>            1,548 

$20,205 

.29.980 

28313 

$2,755 
2,944 
2,960 

$4,256 
4354 
4.457 

$1,986 
167 
383 

$966 
1.009 
1.047 

$2,171 
2.167 
2,159 

$5,123 
3343 
3,589 

$1,986 
167 
383 

ASST8.  DBC.  31,  1014:    Mortgage  kwoi,  $28,775; 
tl.962;  iatcnst.  $452;  total  aanla7$31,319.    Liabilities:  Un- 
MBd  Plans..  S1345;  other  liabilities,  $450;  total  liabiUtaes, 
$2314. 

BISKS  AND  PREMimiCS:    Fire  risks  m  foiee,  Deeember  31. 
$1.1»380;  pfmmoBH  thoeOD.  $3,101. 


BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$158,724;  losses  paid,  $34377;  divulends  declared,  cash,  $33,855. 

MORTGAGE  LOANS:  There  are  10  kwns.  for  $38,775,  all  pro- 
tected by  unproved  real  estate  in  Distriot  of  CohmiUs.  valued  at 
more  than  double  the  amount  loaned. 
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NARRAGANSETT  MUTUAL  FIRE  INSURANCE  COMPANY, 

Providence,  R.  I. 

b.  W.  8.  Ormnger;  Seorataiy.  AKred  U.  Eddy.    Oisa]Uied.l89S. 


Ybak 

Cuh 
Aawta 

Uneuned 

NetCaah 
Surplus 

Cuh 

XrCDUUDS 

Total 
Inoome 

Losses 
Paid 

Returned 
to  Fyh'n 

EzpenMi 

Total  Rx- 
panditures 

LOBH 

Inouzted 

1914 
1913 
1912 

$176382 
114.248 
118.067 

$87,068 
64.834 
57.n4 

$67,255 
47.373 
55.755 

$199,063 
120.615 
112.501 

$206,087 
134.758 
119,649 

$7,611 
3.937 
9.485 

$135,048 

100.017 

96.485 

$16,861 
23.091 
13.788 

$159,015         17,601 
127.045          iS02 
119.7531         «.701 

Aenn.  Dao.  31, 1914. 

BondiaiKlitooks...  $149,885 

CMh 20.291    UneamMTpremfl 

Agwti'bakikeet....  5.711    Other  liabafitMi. 
995 


LuBxunM,  Dia  81, 1914. 

La«etaiy»id $900 

87.063 
21.664 


Total  liabilities. 
Burphis 


$109,627 
67.255 


Total 


$176,882       Total $176,882 


Net  amount  of  mmbers*  liabUify.  Dee.  31.  $606,951;  under- 
writing profit,  $150,862;  inyestanent  profit.  $4,074. 

RISKS  AND  PREMIUMS:  Fire  liska  in  foree,  Deoember  31, 
$19,628,561;  preniumB  thcraon,  $169,650. 

BUSINESS  SINCE  ORQANIZATION:  Premiumi  noeived, 
$2^.917;  kwee  peid.  $354,684;  dtridendB  deelaied.  eash,  $1,- 
MM67. 


BONDS  AND  STOCKS  OWNED: 
Bonds. 


Tampa,  No.  RJt..  1936. 5%. 

R.  I.  harb.  imp 

R.  L,  OH.  Cioaet 

Pkwtaeket,  ,R.  I.  wat.  iHbi.  . . 


Vahie. 

$5,000 
1.000 
2,000 
5.000 

40,000 


Maiket 

V«hie. 

$3,900 
1.000 
1.840 
5.150 

42340 


BoNDe  AND  Stocu  Owndd.— Conf. 
Bonds.— CmC 


Bumaby.B.  C 
EvansviDeE 


EL  By. 


Wells  Fkno , 

Connecticut  Rirer  Pow , 

Westminster  Bk..  ProTidenoe. 

Chi.ftE.IlL.p 

R.  LlnT 

Amer.Tl.ftTg 

Amer.  EnvesB 

New  England  Pow..  p 

New  England  Pow..  oom 

QtNo 

PoIfananCo 


Per 

Vahie. 

$10,000 
1.000 


2.000 

5.000 

7.750 

5,000 

20,800 

10,000 

10,000 

5,000 

600 

5,600 

1,000 


Market 

VaJne. 

$10,000 


2.SS 

4,750 

U.990 

7S0 

27.010 

12J0O 

9.700 

4.900 

210 

6.820 

1.550 


Totals $186,650      $1493M 

DIRECTORS:  W.  S.  Qiai«Br,  E  H.  Howard,  S.  M.  FSton. 
H.  T.  Grant.  W.  S.  Hutdmnon,  A.  B.  Cbaee.  J.  Kilgoor.  A.  U. 
Eddy,  E.  C.  Booklin,  Jeffrey  Davis,  W.  P.  Chapin,  C.  R.  Mskt- 


TERRTTORT  COVERED:    The  eompaoy 
Mieh.,  N.  C,  N.  Y.,  R.  I.,  S.  C.  and  Wte. 


NATIONAL    HARDWARE    DEALERS  MUTUAL    FIRE    INSURANCE 

COMPANY,  Huntingdon,  Pa. 


President.  C.  H.  Miller;  SeereCacy,  W.  p.  Lewis.    Orguuied,  1908. 


Tbak 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Inoome 

Losses 
Paid 

Returned 
to  Fyh'ii 

Expenses 

Total  Ex- 
paaditures 

LOSM 

Ineuiied 

1014 
1918 

$94,734 

99.453 

102.213 

$30,456 
35.676 
30.484 

$55,278 
63.777 
71,729 

$55,798'        $61,061 
51,287           63.805 

$49,036 

42,473 

8.564 

$31,564 

$9,450 

0.705 

12.164 

$90,050 
52,178 
20.728 

$49,au 

42.473 

1912 

44.804 

49.061 

8.M4 

ASSETS,  DEC.  81,  1914.  Bonds  and  stocks,  $90,404;  eash, 
$1,801;  agents'  balanoes,  $1,868;  other  assets.  $1,161;  total  assets, 
$04,784.    Liabilities:    tneamed  prems..  839.456. 

Fire  risks  in  force.  Deoember  31.  $4,985,938. 

Loeses  paid  since  organisation,  $181,163. 


Market 

Value. 

$3,913 


BONDS  OWNED: 

Chi.,  R.  L  A  PSfl..  4% 

New  York  Cy.,  4*% 4.270 

Union  Pee.  1  In.  relier.  4% 4.718 

N.  Y..  Chi.  A  St  L.  Ry..  d.,  4% 4,250 

Ya.  Ry.,  ser.  A,  eq.  n.,  5% 5.000 

ChL  Ry..  1  m.,  25-yr..  g.,  5% 44)25 

So.  Pee.  or.,  4% 4,288 

Norfolk-So.,  5% 4.700 

CW.  Rar- ser.  A,  5% 4,650 

Chi.,  R.  I.  A  Pac.  Ry..  5% 3,738 


Bonds  OwmD.— ConL 

So.  Rys.  Der'm't.  k  gn.,  4% 

Va.  Ry.  A  Pbw.,  1  r.,  5%. 

Hilton-Dodge  Lumber  Co.,  1,  6%.. . . 

United  Lilt  Rys.,  1  &  r.,  5% 

Deere  Co..  7% 

N.  Y.  Rys.  Adj.  Inc..  5% 

Toledo  To.  Lt  4c  Pow.,  67o 

B.  A  0.  R.  cv..  4J% 

United  Pub.  Util.,  cs..  7%,  oom.  p.  stk . 

United  Pub.  UtU.  stk 

Mesaba  Ry.,  1  m..  5% 


Total. 


Maiket 

VafaM. 

$3,662 
4.dOO 

im 

4.300 
4.700 

5.400 
5.000 
4,575 
4,850 
215 
4,650 


$90,404 


DIRECTORS:    W.  P.  Lewis.  C.  H.  Miller,  W.  P.  BogBidai. 
F.  C.  Moys.  Sharon  E.  Jonei. 


NATIONAL  MUTUAL  ASSURANCE  COMPANY,  Philadelphia,  Pa. 

PtMidoit,  IMcriok  A.  Dona.  Saatttur,  Wm.  M.  Baigo..  Oivuiiied,  IMI. 


YmuL 

Cash 
Assets 

Unearned 
Premiums 

NetCaah 

Net 
Premiums 

Total 
Income 

Paid 

Returned 
toFyh'is 

EqMoses 

Total  Ex- 
peodituss 

Ineoned 

1014 

1913 
1912 

$180,122 
127,888 
114.547 

$64,680 
64,881 
58,636 

$68,044 
61.661 
54,341 

$112,507 
118.827 
109,460 

$117,639 
123,152 
113,104 

10.680 
5.497 
8,149 

$95,044 
90.595 

85.787 

$11,171 
11357 
12.002 

$11630S 

$1U3$ 
5.543 

8,288 
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NATIONAL  MUTUAL  ASSURANCE  COMPANY,  Philadelphia,  F^.—ConUnued, 


Anin,Dn.31,1914. 

BoDdiaiiditoekB...     $106,600 

Caah 

Aieab^bakaem.... 
loterat 


LiABfums.  Dig.  31, 1914. 

fOBMt  imiMid 12.113 

18,491    UnearoedpKiiM....        64,030 

4,389    Other  fiabmtieB 335 

1.662  

TotallMbimiM...      $07,078 
SurpKis 63.044 


Total 


$130,122       Total $130,122 


Net  amocmt  of  membcra'  Ikfaility,  Dee.  31,  $637,260;  under- 
vritiBg  profit.  $80,170:  iBTwtmait  profit,  $6,257. 

BISKS  AND  PREMIUMS:    Fire  riala  in  foroe.  December  31. 
$13,623,791:  preommia  thenoD,  $127,462. 

BUSINiSS  SINCE  ORGANIZATION:    PraniaoH  leeeived. 
t8K,188:  loMB  paid.  $83,571:  dhUende  decbied,  OMh.  $714,290. 


BONDS  AND  STOCKS  OWNED: 

BOVDS. 

BioshimtoD.  N.  Y.,  1933, 4i% 

Jwey  Oty,  N.J    1961. 4J%. 

MtW  N. y..  iwi. 4jfo 

Ne»Yak.N.Y..1958,4% 

Keir  Yak,  State  of.  1963,44%. 

Oitmo  Co.,  N.Y..  1925,5% 

niMeWui  P*..  1948. 4% 


Par 

Vahie. 

$6,000 

5,000 
10,000 
15,000 

5,000 
10,000 

6.000 


Market 
Valoe. 

$5,250 
5,250 

10.600 

15.000 
5.500 

10.418 
6.120 


BoNM  AMD  Stocks  Ownid.— CmiL 
BoNsa.— CoiU. 


Bnffak)  t  Swq.  R.R.,  1963, 4%. 

Qreenbrier  Ry..  1940. 4% 

L.  I.  RJl.,  1949, 4% 

Norfolk  4c  W.  Ry.,  1944, 4%. 


J.  ft  Lake  Champ.  By.,  1948, 4% 
PfiL,  WiL  ft  Balto.  RJl..  1921. 4% 


RicL-Waah.  Co.,  1943, 4%. 

St.  Louia  Swn.  Ry..  1952, 5% 

St.  Louia  Trauit,  1924. 5% 

Wheefiiu  ft  Lake  Erie  R.R.,  1949. 4% 
Lehigh  Valley  Coal.  1938, 5% 


Par 

Market 

Value. 

Vahie. 

$7,000 

$4,200 

5,000 

4.400 

5,000 

4.560 

5,000 

4.560 

5.000 

8.700 

5.000 

4.060 

5,000 

4.750 

5,000 

8.600 

5.000 

3.400 

5.000 

3.700 

5,000 

6.260 

Stocu. 

Buffak)  ft  Soeq.  RJL.  p. . . 
Buffalo  ft  Suaq.  RJL.  com. 


1.600 
750 


450 
52 


Totab  (book  rahie.  $114.401) $118,000      $106.501 

MISCELLANEOUS:  This  eomDBDy.  the  Emtooe.  Mantoa, 
Atiantio  and  the  Southen  Statea  Mutoal  Fire  insnranee  Oon- 
panies.  are  under  the  same  management. 

FIELD  MEN  AND  TERRITORY  COVERED:  E.  Hetberl 
JenkB.  Detrdt,  Mieh.;  Robert  D.  Shore,  Winston-Salem.  N.  C. 
The  oompaoy  is  fiened  in  Mieh.,  N.  C  N.  Y..  Pk..  8.  C.  and  Wh. 


NATIONAL  MUTUAL  CHURCH  INSURANCE  COMPANY,  Chicago,  lU. 

Preeident,  Nathaniel  M.  Jones;  Secretary,  Henry  P.  Magill.    Organised.  1899. 


Yi4a 

Csah 
Aaseta 

1914 
2913 
1912 

S60.078 
51.135 
54.376 

Unearned 


$42,591 
37,142 
36.472 


Net  Cash 
Suiphis 


~$7.958 

3,564 

—2.464 


Cash 
pjremiuma 


$109,272 
100,095 
101,489 


Total 
Income 


$111,779 
102.323 
108.815 


Paid 


$49,063 
64325 
52.793 


Returned 
toFyh'iB 


$38 

87 

1,297 


$58,087 
41,690 
47.4461 


Total  £x- 


$102,158 
106,103 
101.536 


Inenmd 


$67,518 
51,946 
56,572 


—  Ezeeai  of  Eabifities. 
AaBtm,  Dk.  31, 1914. 


MortisgekMUB... 

Bonk 

Cah 

Aceots'balaneea.. 
Interast  and  rents. 
OUmt] 


$6,200 

40.761 

5,746 

5,171 

768 

1,432 


LuBiuxna,  Dio.  31, 1914. 

Loasea  unpaid $18,646 

Unearned  prema 42,501 

Other  Uafaffitiea 6301 


Total  liabilities. 
Excess  of  liab.... 


TotelasselB $60,078       Total. 


$68,037 
7.959 

$60,078 


Net  aawnnt  of  membcra'  liabifity.  Dee.  31.  $325,267;  undar- 
vntieg  loss.  $14,700;  inveatment  profit,  $3,216. 

RISKS  AND  PREMIUMS:  F!ie  rteks  in  force.  December  31, 
1284120.304;  iiremiuiM  thereon,  $85,182. 

BUSINESS  SINCE  ORGANIZATION:  Premimna  recdved. 
U^,301;  loasea  paid.  $635,736;  dividenda  declared,  eaah.  $65- 
^. 

MORTGAGE  LOANS:  There  are  5  kMns  aggregating  $6,200 
^  property  vafaied  at  $30,000,  and  on  which  tbe  conupany  has 
j^Wi  insurance.  There  waa  no  interest  past  due  on  December 
3l.lsst 


BONDS  OWNED. 

ChL  Gaa  Lt.  A  Coke,  1  m..  5%. 
Consumers  Gaa.  Chi.,  1  m^,  5%. 
Peoples  Gas  Lt  A  Coke.  ChL,  1  m.,  5 
Conmionwealth  EL  Co..  Chi..  1  m 
Mo..  Edson  El..  St.  L..  1  m.,  5% 
Pare  Marquette  R.  R..  1  m.,  ^ 
Des  Mobea  Cy.  Ry.,  1  m.  r.,  5 
Mil.  El  Ry.  &  Lt,  r.  ex.  m..  4i 
Lake  Bluff,  111^  imp..  5%. . . 


Northwestern  Gas  L.  4c 


e.n.,5%. 


Par 

Market 

Vahie. 

Vahia. 

$5,000 

$5,100 

5.000 

5,050 

5.000 

5.060 

5,000 

5,060 

5,000 

4.950 

5,000 

4.100 

5,000 

4,650 

3,000 

2,798 

1,100 

1,100 

3,000 

2.895 

Total. 


$42,100        $40,761 


MISCELLANEOUS:  The  company  Is  Ucenaed  in  HI.  only, 
but  flsBues  polioies  on  property  located  in  otha  States  upon  written 
application  of  ministers  and  church  officials.  Conflagration  Umi 
San  Francisco,  1906,  $2,500. 


NATIONAL   PETROLEUM  MUTUAL  FIRE  INSURANCE   COMPANY, 

Philadelphia,  Pa. 

Pkendent.  H.  H.  WiUoek;  Secretary.  Houston  Dunn.    Organised  1909. 


Tm 

Caah 
Aaets 

Unearned 

Net  Caah 
Surplua 

Cash 
Premiums 

Total 
Income 

Losaes 
Paid 

Returned 
to  P'yh're 

Expenses 

ToUl  Ei- 
penctitures 

LOBCWS 

Incurred 

1914 
1913 

$42,906 
45^1 
44,691 

$14,242 
12.966 
12,060 

$23,923 

16,154 

8.621 

$27,114 
29.063 
28,080 

$28,934 
29,954 
28,837 

$4,167 
22.992 
31.535 

$1,110 

$7,617 
8,534 
6,794 

$12,894 
31,526 
39,925 

$4,192 

16.168 

1V12 

1.596 

36.794 

Aasm,  Dae.  31. 1914.  Lumutisb.  Dnc.  31. 1914. 

BoBdi $26,661    Loeseaunpaid $25 

^ 5,592    Uneamedpiema....        14,242 

Agnta'balaaeea....  9.451    Other  liafaifitiea 4,715 

JatWBtandieBlB...  $77  

Otheraesets 784       Total  fiabifitiea...      $18,962 

Surphis 23,923 

TotalasKte $42,905       Total $42,905 

Underwriting  profit,  $19,390;  inTestment  profit,  $164! 


RISKS  AND  PREMIUMS:    Fiie  riab  in  foree.  December  31. 
$1,395,451;  premiums  thereon,  $28,483. 

BUSINESS  SINCE  ORGANIZATION:    Premrams  receiyed. 
$126,748;  losses  paid,  $77,620;  diyidenda  declared,  cash.  $3,068. 

BONDS  OWNED: 


N.  Y..  N.  H.  s  H.  R.  R 

Consolidated  Gas,  Baltimore. 

Chicago  Ry 

United  Ry..  Baltimore 


Par 

Maiket 

Value. 

Vahie. 

$2,000 

$1,460 

1.000 

950 

1,000 

980 

1.000 

825 
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NATIONAL  PETROLEUM  MUTUAL  FIRE  INS.  CO.,  PhUadelphia,  Pa.— Can/. 


Bonds  Ownid — Cont. 

Reading  Gn.  A  P.  R 

P.  CTC.  4  St.  L.  R.  R 

Seaboard  Air  line 

B.ftO.R.R 

Atianlio  Coast  Line 

Canadian  Narthem  Ry 

Lehkh  Coal  ft  Nay.,  pow 2.666 

Baltunoro  ft  Ohio  R.  R..  eq 1.000 

Norfolk  Southern  R.  R 

Iffinois  Central  R.  R.  eq 

Georgia  Ry.  ft  Pow 


Par 

Market 

Value. 

Value. 

$1,000 

$960 

1.000 

980 

1.000 

845 

1.000 

985 

1.000 

935 

8.000 

2.850 

2.000 

1.940 

1.000 

1.005 

2.000 

1.830 

1.000 

1.000 

2.000 

1.790 

BomM  OwNm.— Con<. 

Union  Tenninal.  DallaB,  Tex. . . . 

Georgia  By.  ft  Power 

Consumers  Power 

New  England  Power 

Northumberland  Co.  Gas  ft  EI. . 
South  Shore  Gas  ft  El 


Par 

Market 

Vahie. 

Vafaie. 

$1,000 

two 

1.000 

895 

2.000 

1.822 

1.000 

974 

2.000 

1.820 

1.000 

965 

Totals. 


$29,000       $26,681 


TERRITORY  COVERED:  Pis.  only. 


NEBRASKA  HARDWARE  MUTUAL  INSURANCE  COMPANY, 

Lincoln,  Neb. 

Ptesident.  H.  J.  Hall;  Secretary.  Nathan  Roberts. 


Taui 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
ftemiums 

Total 
Ineome 

Losses 
Paid 

Returned 
to  Fyh  IS 

Expenses 

Total  Ex- 
penditures 

Losm 
iBBOiied 

1914 
1913 
1912 

$30,123 
23.808 
22.625 

$9,728 
8.342 
10.226 

$30,123 
14.935 
12399 

$16,612 
16.727 
18.639 

$21,767 
23.668 
22,338 

$10,700 

11.690 

7.434 

$6,763 
5.182 

fUA 

$3,939 

3,556 

12.130 

121.408 
20.428 
20.412 

$10,706 

11.690 

7.434 

ASSETS.  DEC.  31.  1914:  Bonds  and  stocks.  $14,700;  cash, 
$7,261;  interest  and  rents.  $375;  other  assets.  $7,787;  total  asBsts, 
$30,123;  no  liabifitiea. 

RISKS  AND  PREhilTJMS :  Fire  risks  in  force  December  31, 
$1,988,317;  premiums  thereon,  $30,470. 


BUSINESS  SINCE  ORGANIZATION:    Premiums  reoeiTOd. 
$214,897;  kwes  paid.  $114,385;  dividends  declared,  cash,  $37,672. 

TERRITORY  COVERED:  Neb.  only. 


NEBRASKA  LUMBERMENS  MUTUAL  INSURANCE  ASS'N,  Lincoln,  Neb. 

Pnsident,  Geo.  W.  Eggleston;  Seeretaiy,  E.  E.  HaU.    Oisaniied,  1906. 


Ybab 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
IVemiums 

Total 
Income 

LOSMS 

Paid 

Returned 
to  Fyh'rs 

Expenses 

Total  Ex- 
peoditurea 

LOM 

Inemed 

1914 
1918 

$23,832 
19.798 

$13,451 
12,642 

$7,786 
6,554 

$8,089 
5.928 

$8,881 
6.423 

$2,377 
1,601 

$422 
416 

$2,244 
2,138 

$6,048 
4.140 

$2,377 

uoi 

,  ASSETS.  DEC.  81, 1914,  bonds  and  stocks,  $11,000:  collateral 
lorn  $7,195;  eash,  $8i70;  other  aflwter^267;  total.  $28,882; 
Babibties,  Iceses  unptdd,  $602;  perp.  dep.  red.,  $18,450;  total, 
$14,053. 


RISKS  AND  PKBMnJMS:    Perpetual  fire  ivkB  in  force  Dee. 
81,  $1,800,500;  deposit  pramhuna  thereon,  $13,451. 

BUSINESS  SINCE  ORGANIZATION:   Pkenumu  neeind. 
$5M77;  losses  paid,  $29,916. 


NEW  BRUNSWICK  MUTUAL  FIRE  INSURANCE  COMPANY, 

New  Brunswick,  N.  J. 

President.  W.  E.  Floranoe;   Secretary.  John  W.  Hehn.     Organised.  1846. 


YmuL 

Cash 
Assets 

Unewned 
IVemiums 

Net  Cash 
Surplus 

Cash 
IVemiums 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'n 

fiqMoses 

Total  Ez- 
penditaras 

LOSSM 

Inclined 

1914 
1918 
1912 

$121,806 
119,758 
115.914 

$2,534 
2.563 
2.591 

$118,772 
117,190 
112323 

$1,579 
1.551 
1.955 

$6,749 
6.518 
6.708 

$35 

59 

220 

499 

$2,775 
2.117 
2.110 

$2309 
2.737 
2329 

I3S 

290 

ASSETS.  DEC.  31. 1914:  Mortgage  loans.  $36300;  bonds  and 
stoeb,  $74,030;  cash,  $9312;  interest,  $1,764;  total  assets,  $121,- 
806.    LiabilitieB:    Unearned  prems.,  $2334. 


MORTGAGE  LOANS:    There  ai«  loans 
protected  by  improved  real  estate  in  New 
at  considerably  more  than  double  the  amount  loaned 
holds  ample  fire  insurance  on  the  buildings. 


$36300. 

Tahied 

ipaay 


NEW  CASTLE  COUNTY  MUTUAL  INSURANCE  COMPANY. 

Wilmington,  Dd. 


Fkesident.  M.  M.  Cleaver;  Vice-PMsident  and  Treasurer.  S.  G.  Cleayer;  Secretary.  B.  G.  Strickland. 

Organised.  1850. 

TlAB 

Cash 
Assets 

Unearned 
Plwniums 

Net  Cash  ~ 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'rs 

fiqMoses 

Total  Ex- 
penditures 

LosMS 

1914 

$176,999 
167367 
168.151 

$176,999 
160,125 
163.151 

$24,763 
23.003 
22.705 

$33,041 
39,978 
35.993 

tS18.858 

$15351 

14.488 

$4,974 
4,784 
4.827 

$23,827 
20335 
19315 

1913 

$33tf 

1912 

ASSETS.  DEC.  81,  1914:  Corpoiation  stocks.  $7,531;  mort- 
gage loans.  $49,750;  corporation  bimds.  $101,814;  collateral  loans, 
$1,200;  cash.  $2,843;  BIc  ft  Tr.  Co.  stks..  $11,580;  interest.  $2,781; 
toUl  assets,  $176,999:  no  liabifitiea. 

Net  amount  of  members 'liability.  Dec.  31.  $499,404. 

Fire  risks  in  force.  December  31,  $8,959,154. 
Returned  policyhoklerB  since  organisation.  $263,964. 


MORTGAGE  LOANS:  Are  protected  by  iomrotwl  property 
in  Wihnington,  Del.,  valued  at  more  than  double  the  amount 
loaned. 

BONDS  AND  STOCKS  OWNED:  These  oooaiat  of  oorp(n- 
tion  bond  first  mortgages  amounting  to  $101,814;  oorporaUoa 
stocks.  $7,531;  DelawareBank  and  trusts  stocks.  $11380. 
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NEW  DENMARK  MUTUAL  HOME    FIRE    INSURANCE  COMPANY, 

New  Denmark,  Wis. 

PreridcQt,  H.  F.  Buekmon;  Seeretary,  P.  ChristaiMiL    Orguuied,  1875. 


Tub 

OMh 

Unewned 
PremniixM 

NetCaah 
Surplus 

Cash 

Total 
Inoome 

LoaMi 
Paid 

Returned 
to  P'yh'rs 

Expenaea 

ToUl  Ex- 
penditures 

Losses 
Incurred 

1914 

$22,780 
25.762 
22312 

• 

$22379 
25.142 
22312 

$9,414 
8,831 
8.187 

$10379 
9,205 
8.987 

$11,935 

5,789 

11.741 

$1,497 
1.273 
1.372 

$13,431 

7.062 

13,113 

$11,985 

1913 

5,789 

1912 

11,741 

ASSETS.  DEC. 
t!.522;  other 


31.  1914:    CoDatenl  laaas,  $19,185:  eiah. 
$1,082;  total  assets,  $22,780.    NoGafaffitieB. 


Fin  risks  in  foroe,  Deoember  31.  $4342.765. 
LosBOB  paid  ainoe  organisation,  $140349. 


NEW  JERSEY  ASSOCIATION,  Crosswicks,  N.  J. 

Fnidait,  A.  a>Uerthiraith*;  Seeiataqr,  8.  T.  Vtumbla.  OifuiMd,  1823. 


Yl&B 

Cash 
Assets 

Uneaned 
Ptisniums 

Net  Cash 
SorphM 

Cash 
Premhuns 

Total 

Losses 
P^ 

Returned 
to  Fyh'rs 

Expenses 

Total  Ex- 
penditures 

LOSNS 

Inoorrsd 

1914 

$41,167 
39.40S 
37.771 

$4354 

4,668 
4,604 

$36,027 
34364 
32,997 

$2,486 
2,046 
2,072 

$23 
37 

$244 
378 
744 

$267 
415 
744 

$28 

1913 

$138 
135 

37 

1912 

■«%, 


ASSETS,  DEC.  31.  1914:  Mortgage  k>ans.  $29,350:  bonds 
sad  itoekB,  $5,001;  eaah,  $6340;  interest,  $576;  total  aants,  $41r 
irr    f:.uii^_.    Uneanied  pnme..   $4354;   other  liabilities. 
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1186:  total  liiaalities,  $5,040. 


MORTQAGE  LOANS:    Thera  an  kaiM  «gr«ating  $293ML 
proteeted  by  real  estate  in  Meroer  aad  Borfingloa  Cos.,  Taluea^ 
at  more  tfuui  double  the  anKXint  hianed.    There  ms  no  iat 
psst  due  on  Deeember  31  .last.    Company  holds  ample  firs  ic 
aooe  on  the  buildings. 


NEW  LONDON  COUNTY  MUTUAL  FIRE  INSSURANCE  COMPANY, 

Norwich,  Conn. 

Ftendent,H.H.  Gallup;  Seoretary.  W.  F.  Lester.    Organiaed,1840. 


Tiii 

Ossh 

Unearned 
Prenuams 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Inoome 

LoSNS 

Returned 
toFyh'n 

Bxpenses 

Total  Ex- 
penditures 

Losses 
Ineurted 

1914 

$308,006 
296,075 
287319 

$121,464 
113,454 
110318 

$183,742 
179,386 
184.975 

$92387 
82.247 
82,182 

$105313 
96,537 
94,077 

$59,608 
53,606 
47,526 

$34,954 
35314 
28,767 

$94367 
89.120 
76393 

$59,139 

1913 

55.497 

1912 

46.891 

Baal 

Mertgsgs  loans. 
Boatfaaod 
Cfeih 


Isterertaiidrenta. 
TotsI: 


Dbc.  31, 1914.  LuBonns.  Die.  31. 1914. 

$86300    LooMSunpaid $8,702 

4300  Unearned prems....      121,464 

213367  

42394  Totalliabilities...     $125,166 

13,429    Surphis 183,742 

818 


$306,906       Total $306,908 


$9,829;  ittTostmeDt  profit.  $14,186. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  Deoember  31. 
tS.007,750;  praiuums  thefeon,  $233,023. 

REAL  ESTATE  OWNED:  The  oompamr  owns  its  mm  horns 
office  bids.  «t  60-$l  Broadway,  vahied  at  $35,000. 

UOBTGAGE  LOAN:  Thera  m  one  loan  for  $4,000,  ful^ 
protected  by  property  valued  at  $7,600.  The  company  holds 
moo  of  innraaoe  on  the  baildinc 


BONDS  AND  STOCKS  OWNED: 

BOKDS. 

AtL.  B.  A  AtL  R.  R^  1936,  5% 

Bristol  Comi.,  1939, 4i% 

C.R.R.,  Ore.,  1985.6% 

Dq%  Cor.  A  P.  R.  IL,  1922.  5% 

D.,R.L&W.R.R.,1916.6% 

KDodnft  D«  M.  R.  rL  1987,  6%.. 

biL.Cor&B.Tc^l926.5% 

NTLoimL  k  E.  ;^De  St  Ry..  1935,  5% 
N.  T.,  N.  a  ft  H.  R.  R>  1948,  0%. . . . 
SJL  Joa.  H.  R^Lt,  H.  ftPlBW..  19^.  6% 
TfB«HaBlisTe.4Lt,1944.  6% 


Par 

Marlcet 

Value. 

Vahie. 

$10,000 

$2,500 

5,000 

5306 

6,000 

2300 

5,000 

4300 

5,000 

4360 

8.000 

2300 

6,000 

4,450 

5,000 

4.760 

1,700 

1,109 

6.000 

4.950 

10,000 

10.000 

Borne  kxm  Stocks  Ownbd.— ConL 
Bonds.— Con<. 


Tri  Cy.  R.  R.  ft  Lt..  1923.  6%... 

W.  Ften  R.  R.,  1931, 5% , 

WilkBBbaRe  ft  Haselton  R.  R.. 

5% 

Bait  Unit.  Ht.,  Lt  ft  Fbw..  1929, 4 
Blackstone  Val.  Gas  ft  El.,  1937.  5< 

Dallas  Gas.  1925, 5% 

Houghton  EL  1927.  5% 

Mkh.  State  Tl.,  1924. 5% 


1961. 


Ft.  Wayne  ft  Jackson  R.  R., .. 

IlI.CentR.R 

EaL.  All.  ft  CM.  Rapids  R.  R . , 
Kan.  Cy..  St  L.  ft  Chi.  R.  R. 
N.  X  .y  N*  H«  ft  H«  R«  R«  •  •  •  •  • 

XbI«  xw«  xv* ■•■••••■•••••■••••• 

Amer.  Ex.  Nat  Bk.,  N.  T. . . . 

Bk.orAmmca,N.Y 

Com  Ex.  Bk.,  N.  Y 

Merohants  Ex.  Nat  Bk..  N.  Y 
Nat  Bk.  of  Commerce,  N.Y. . . 

Nat  Pk.  Bk..  N.  Y 

Thames  Nat  Bk.,  Norwich. . . 
Nortneh  Indust  Imp.  Cp... 


••••••••' 


Ptt 

Market 

Value. 

Value. 

$5,000 

$4300 

10,000 

9,925 

6,000 

8.000 

5,000 

4360 

5,000 

6.000 

5.000 

4,450 

10,000 

9300 

10.000 

9300 

1,000 

1,200 

6,000 

5,637 

4.000 

5.000 

2,000 

1300 

10,000 

6326 

11,000 

12310 

4.000 

8300 

500 

2300 

8,000 

9.450 

1300 

2.160 

1300 

2,164 

10,000 

36,630 

12300 

20300 

750 

750 

Totals  (book  value.  $195,189) $180,760      $213367 

FIELD  MEN  AND  TERRITORY  COVERED:  Secretary 
acts  as  special  agent  and  k>ss  adjustsr.  Hie  company  operates 
ia  Conn.  only. 
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NEW  YORK    CENTRAL    MUTUAL    FIRE    INS.  CO.,  Edmeston,  N.  Y. 

FMident,  C.  T.  Co*tf;  Seeretery.  V.  D.  RobiiMon.    QrgBiiised,  1899. 


YmuL 

Caah 
AaaeU 

Unearned 
Pramhuni 

Net  Caah 
Surplua 

Caah 
Premiumi 

Total 
Inoome 

Loaeea 
P^ 

Returned 
to  Fyh'n 

Ezpenaes 

Total  Ex- 
peodituna 

Loaaei 

1914 

134,936 
31.479 

$24,171 
20.854 
20.058 

$9,791 

10.625 

7.039 

$38,165 
32.131 
30.578 

$39,072 
32.889 
81.624 

$22,635 
16,075 
24.952 

$12,861 

135.406 

1918 

11.4731          27J48 

1912 

10.282 

35.234 

«a.65J 

I,  Dm.  31, 1914.  LiABiunH.  Dw.  31, 1914. 

Mortgage kMna.....        $4,683  LoamuniMid $974 

Bonda 10,080  Unearned pnma....        24,171 

Caah 13,787  

Afonta'balanoea....         5,784       TotdliabUitieB...      $25,145 

Intareit 314  Surplua 9,503 


Total 


$34,648       Total. 


$34,648 


Fire  rvka  in  forw,  December  31.  $5,860,199. 

MORTQAGE  LOANS:    Tbeae  loana  aggngata  $4,950.  and 


are 


lUKTUAUJfi  bUAMS:    ineae  loana  agoegata  H.vou. 
protected  by  village  and  farm  property  Tiuued  at  $10,700. 


BONDS  OWNED. 


DanT..  Urb.  k  C,  1923.  5%.... 

Un.  To.,  Kan..  1937,  6% 

DeekerviUe,  AGdi.,  1917,  5%.... 
Chi..  R.  I.  &  Pm.,  1934.  4% . . . . 
Loaii.  A  Naah.  R.  R..  1940.  4%. 
Oanonville.  Miefa.,  1915.  6%.... 


Valoe. 

$1,000 
1,000 
4.000 
2.000 
2.000 
1,000 


MtfkBt 

Value. 

SMO 

740 

4.000 

1,440 
1.910 
1.000 


Totala  (book  value,  $10,841). 


$11,030       IIOJOBO 


MISCELLANEOUS:  The  law  of  1900  allows  oo-operatiTe  com- 
panies seven  years  for  the  acoumolation  of  reserve. 


NEWBURYPORT  MUTUAL  FIRE  INSURANCE  CO.,  Newburyport,  Mass. 

fnUmt,  Wm.  S.  Johnaoo;  Seeretaqr,  Edmid  OwkxL  Otfuind,  182t. 


YmuL 

Caah 
Aasets 

1914 
1918 
1912 

$47,112 
46.172 
49.563 

Uneunad 
Premnma 


$4,137 
5^10 
6.878 


Net  Cash 
Surphis 


$42,870 
40,302 
42.622 


Caah 
Premiums 


$3  685 

2,441 
4.114 


Total 
Inoome 


$6389 
5,417 
6.939 


Pkid 


$382 

1,474 
222 


Retomed 
to  Fyh'ia 


$3,718 
2,423 
4,075 


Total  Ez- 
pcmditorea 


Inraired 


$1,422 
3,028 
1.114 


$5,722 
6.921 
5.411 


1576 

1.459 
232 


Ambtb,  Dbo.  31, 1914.  LuBnima,  Dae.  31, 1914. 

Mortgage  loana $900    Unearned  prema $4,137 

Bonda  and  stooka...        40393    Other  liafaSlitifla 106 

Caah 4^780  

Intenst  and  rents...  530       TotalBabifitieB...        $4342 

San^OB 42,870 

TotalaaaetB $47,112       Total $47,112 

Net  amount  of  membei^  liability.  Dee.  81.  $49,909. 

RISES  AND  PREMIUMS:  Fire  riaka  in  foroe  Deoember  31. 
$817,935;  premiums  thereon,  $12,477. 

LOSSES  PAID:  sinoe  organisation.  $20,110. 

MORTGAGE  LOANS:  There  m  ode  loan  for  $900  on  dweUing 
hooaa  at  Newbursrport,  Maai.,  valued  at  $3,000.  Company  holda 
$2,000  of  inatnranee  on  the  buildings. 

BONDS  AND  STOCKS  OWNED: 
BoNDa. 

Newport  News,  Va 

Bangor  A  Arooetook. 

Boaton  &  N.  St  Ry.,  Im 

Chi..  B.  dcQ.gn.  m , 

Cumhwland.  1  gn.m. 

Wabash,  eq 

Amer.  Tl.  k  Tg., 


BoNoa  AND  Stocks  OwNao.— Coal. 
BoNna.— Con<. 


Mioh.St.Tl 

Minn.  Gtonersl  El... 
N.  E.  Cotton  Yam. 

West.  TLA  Tg 

West.  EL,  Os 


ooL  tr. 


Par 

Market 

Value. 

Value. 

$2,000 

$1,840 

5.000 

4.190 

2.000 

1.760 

2,000 

1,880 

3.000 

2.910 

1,000 

980 

3,000 

2,670 

Siocn. 

Ateh.,  T.  &  S.  Fe 

Atoh..  T.  ft  8.  Fe,  p 

Boston  k  Maine 

Chi.  Jet  Stk.  Yds 

Chi..  Mil.  ft  St  P 

Chi..  Mil.  ft  St  P.,  c... 
N.  Y.  C.  ft  H.  R.  R . . . . , 
Merchants  Bk..N'port.. 

Ocean  Bk..  NJport 

Amcr.  Tl.  ft  llK 

Mich.  St  Tl.,  p 

RiverbankCt  Sec 

U.  S.  Rubber,  p 

W.Un.Tg 

WstEft  M 

W.  E.  ft  M..  c 


•   •  a   ■   • 


Par 
Value. 

$1,000 
1,000 
1.000 
3,000 
2,000 

1,000 

100 

2.400 

500 

1.400 

400 

1300 

2.000 

1350 

900 

400 

2.100 

1.000 

1.400 

500 

450 


Mttfat 

Vilne. 

$090 

1.000 

750 

2310 

1300 

990 

103 

640 

5S5 

1.878 

396 

1.170 

8.700 

2.077 

1.107 

360 

1.050 

1.131 

826 

620 

330 


Totak  (book  value,  $41,198). 


$43,100 


$40393 


NEWPORT  MUTUAL  FIRE  INSURANCE  COMPANY,  Newport,  Ky. 

Pnsident  Jas.  E.  MoCraeken;  Secretary,  C.  W.  Nagd.  Organised,  1880. 


Tbak 

Caah 
Aasete 

Unearned 
Prenuums 

Net  Caah 
Surplua 

Cash 
Prenuums 

Total 
Inoome 

Losses 
Pftid 

Returned 
to  P'yh'ra 

Expenses 

Total  Ex-        Losses 
penditures      Incuired 

1914 

$27,964 
27.775 
27,409 

$9319 
9.628 
9,447 

$17,108 
18347 
17.762 

$4,472 
4,052 
4.300 

$6,207 
5.751 
5.836 

$1,238 

509 
2.015 

$4,874 
4.497 
4.512 

$6,112'          $1338 

1913 

5,006!              509 

1912 

6.527             2.015 

ASSETS,  DEC.  31, 1914:  Real  estate,  $7,920;  mortgage  loans. 
$1,700;  bonds  $16,699:  caah,  $1,332;  affents'  balances.  1313:  total 
assets.  $27,964.    Liabilitias:   Unearaed  prems.,  $9,819. 

Underwriting  loas,  $96. 

RISKS  AND  PREMIUMS:  Fire  risks  in  foroe,  December  31, 
$2365,026;  premiums  thereon,  $19,038. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$154,479;  kMses  paid,  $44307. 

REAL  ESTATE  OWNED:  Covkta  of  home  oiBoe  building. 
at  Newport,  Ky.  Rents  received  in  1014  ware  $596;  expenses  were 
$150. 

MORTQAGE  LOANS:  Lien  notes  for  $1,700  on  a  piece  of  real 
estate  sold  by  the  company  bearing  5%  interest. 


BONDS  OWNED. 


B.  ft  N.  Bg.  Co 

B.  ft  N.  Bg.  Co 

German  Nat  Bk 

Phornix  L.  ft  B.  Assn 

Fid.  B.  S.  ft  L.  Assn 

Home  S.  ft  L.  Assn 

Licking  Val..  B.  A 

Union  Elg.  Aasn 

Newport B.  S.  ft  L.  Assn. 
Big.  Assn 


Par 

Vahie. 

$1300 
130O 
2,000 
630O 
8300 
4,750 
8.00O 
130O 
1360 
130O 


Market 

Vahia. 

$395 

1300 
3300 
1.460 
1.948 
3350 
1,646 
1.000 
1.000 
1.000 


Totak. 


$29,100        $16,699 
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NORFOLK   MUTUAL  FIRE  INSURANCE  COMPANY,   Dedham,  Mass. 

Pnodat,  JuBca  Y.  Nojm;  Seotetaiy,  Theodon  T.  Uanh.    Orguiiad,  1825. 


Year 

Caah 

AtKU 

UMtfned 
Ptomiami 

Net  Caah 
Suxphia 

Caah 

Total 
Income 

Loaica 

Returned 
toFyh'n 

Experaei 

Total  Ez- 
penditurea 

Loeaa 
Ineuned 

1914 

1913 
1912, 

$644,680 
634306 
6S2310 

$301332 
106.413 
100.601 

$437,004 
454,061 
488300 

$00,764 
03,008 
03.204 

$121308 
122.868 
121.043 

$47,662 
26,464 
22,477 

$54310 
56.672 
56.080 

$31320 
20,47r 
30.040 

$134,301 
112.606 
100.497 

$60,005 
26313 
23.065 

Aaam,  Die  31, 1014. 


Ralotate. 
Martsacek 
Bonds  and  stocka^. 

(M 

Agnti'bdaiieea.., 
Intflnrt  aod  reota . 


$15300 
10,650 

504,724 
8,708 
3373 
7,635 


LuBiunia,  Dsc.  31, 1014. 

LoBBeaunpaid $2303 

Unearned  prema ....  201,032 

Div.unpttd 1,430 

Otherlu^ties 1331 

Total  fiabUitiea...  $206,686 

Surphia 487.004 


Totalaaaeta $644,680       Total $644,680 


Net  amomtt  of  memben'  liability,  Deo.  31,  $304,608;  under- 
vTitinK  profit,  $5,473;  invtatmeot  profit,  $32,747. 

RISKS  AKD  PREMIUMS:  Fireriaka  inforoe,  Deeember  31. 
128353.038:  premimns  thereon,  $304,608. 

BUSINESS  SINCE  ORGANIZATION:  Prenduma  reoeiyed. 
13,750351;  loaas  paid,  $1331.664;  dindenda  deebred,  eaah, 

I1.87S337. 

REAL  ESTATE  OWNED:  Conaata  of  the  company's  home 
oSee  building.  Rente  receiTed  last  year,  $1,775;  taxes  and  ex- 
peQ9ei.$358. 

MORTGAGE  LOANS:  There  are  10  loans,  aggregating  $10.- 
650.  ptotoeted  by  property  vahied  at  $3IL800.  and  on  which 
the  oompany  holda  $23,400  of  insuranoe.  Loana  are  mainly  on 
property  situated  in  Dedham.  Roxbury  Dia.,  Quiney  and  Medway, 
Maas.   There  vaa  no  interest  past  due  on  Deoomber  31,  last. 

BONDS  AND  STOCKS  OWNED. 

BORIW. 

Bostott.  MaoB.,  reg.,  1921-3.  i% 

Chdaea,  Maa&.  1096,  4% 

Chicago,  Dl..  1022,  4% 

FaU  River.  Maas.,  reg.,  1020,  4% 

Uwrence,  Blaas.,  1017.4% 

lOTB.  Maas.,  reg..  1926-0,4% 

Newton.  Maas.,  1930-28,  4%. 


New  York  Cy..  res^  1957.  4i%. . 
North  Aadover.  Mmb.,  1023.  4% 


^Franeiaeo^Oal..l936.5% 

IVutoa,  Maaa.,  r«g..  1014-28.  A% 

Ateh.. T.kS.  Fe..  gn.  m..  1005.  4%. . . . 

Ateh..  Top.  &  8.  Fe..  ad-.  1005. 4% 

Bos.  4  Albany,  reg.,  1952, 3i% 

Bw.  4  Albany.  1033.4%. 
Boston  k  Lowell.  1032. 4 
BonoQ  k  Maine,  1942.  4< 


ct. 


Par 

Marlcet 

Value. 

Vahie. 

$15,000 

$14,850 

10.000 

0300 

5.000 

4.050 

2,000 

1,060 

5.000 

5300 

10.000 

18310 

14.000 

13,060 

10.000 

10,700 

6.000 

5,040 

10.000 

10.400 

6.000 

6,000 

22300 

21.600 

12,000 

10,560 

20,000 

16,400 

5.000 

4,700 

10,000 

0,400 

14,000 

8.060 

BoNDB  AND  Stocks  Oman^^-Cont. 
Boiroa.— Colli. 

Boa.  k  Maine,  1044, 4i 


cr. 


Boa.  4  Prov..  1018, 4% 

Boa.,  R.  B.,  k  Lynn.,  reg.,  1027,  4|%. . . 

ChL,  B.  k  a.  reg.,  1040,  4% 

ChL,  M.  4c  St.  P..  gn.  m.,  1080, 4% 

Concord  k  Montreal,  1  m..  1020,  4%. . . . 

Conn,  k  Paas.  Rirer,  1043, 4% 

Del.  k  Hud.,  1  4c  r.,  m.,  1043,  4%. 
Dexter  k  Newport.  1017,  4 


%. 


Fitchburg,  1027,  4% 

Frc.,  Elk.,  k  Mo.  Val..  1033,  6% 

111.  Cen.,  St  L.  Dir.,  reg.,  1051, 3i%. . . 

Maine  Cen.,  1023,  5% 

M.,  St.  P.  ft  S.  Ste.  M.,  1  m.,  1041. 4%. 

N.  Y.  C.  4  H.  It,  1008,  3J% 

N.  Y.,  N.  H.  k  H.,  1047,  4% 

New  London  k  No..  1  m..  1040, 4% 

New  Eng.and  Tl.  k  Tg..  coL.  tr..  1032. 5% 

No.  Pae.  k  Gr.  No.,  joint,  1021. 4% 

Norwich  k  Worcester,  1027,  4% 

Old  Coteny,  reg.,  1025-38. 4% 

Old  Cokmy,  reg..  1032,  3)% 

Ore.  Short  Line.  1022.  6% 

Port  k  Rumford  FaUa.  1026,  4% 

R.  I.  k  Friaoo  Tm.,  1  m.,  1027, 5% 

Union  Pac.,  1  m.,  1047,  4% 

Amer.  Tl.  k  Tg.,  col.  tr.,  1020,  4% 

Portland,  Ore.,  1043,  4i% 

Boston  Elev.  Ry.,  1042,  5% 

Stocu. 

Ateh.,  Top.  k  S.  Pe.,  com 

Ateh.,  Top.  4e  S.  Fe.,  p 

Boe.  4  Albany 

Bo8.4LoweU 

Boa.  k  Providence 

Old  Colony 

Union  Pae 

Dedham  Wat 


Par 

Market 

Value. 

Value. 

$20,000 

$13,800 

20,000 

10300 

10,000 

0,600 

10.000 

0300 

10,000 

0.600 

10,000 

0,600 

5,000 

4,450 

8,000 

7340 

6.000 

5,820 

20.000 

18,200 

5.000 

6.150 

5.000 

4,100 

5.000 

4,050 

10.000 

0.200 

10,000 

7.800 

10.000 

14,440 

10,000 

8.300 

10.000 

10.100 

22,000 

21340 

20,000 

18,600 

36.000 

33320 

5,000 

4.350 

10.000 

11.000 

10.000 

0.200 

15,000 

13.050 

4,600 

4365 

14.000 

12.460 

14.000 

14360 

5,000 

4.000 

10.000 

0,000 

21,300 

21,030 

12,500 

22,500 

7300 

12,000 

2,000 

4,700 

10.000 

15,000 

6,000 

4,080 

8,000 

8300 

Totala  (book  value,  $617344) $611,300      $504,734 


TERRITORY  COVERED:  Mass.  and  Conn. 


NORTH   BRANCH  MUTUAL  FIRE  INSURANCE  COMPANY, 

North  Branch,  Minn. 

IVeaident,  C.  0.  Flodquist;  Secretary,  Chas.  G.  Ouatafaon.    Organised,  1887. 


YUB 

Caah 

AM«i 

Uaevned 
Premhima 

Net  Cash 
Surplua 

Caah 
Preminma 

Total 
Income 

Loaaea 
Paid 

Returned 
to  P'yh'ra 

Expeoaea 

Total  Ex-  1      Loeaea 
penditurea     Incurred 

1914 

$$18,486 

tl8,413 

17374 

$18,486 
18,413 
17374 

$8317 
7,110 

$8317 
7340 
7341 

$6,788 
5.466 
3,140 

$1 

$1,055 
1,045 
1,601 

$8,744 
7,411 
4,840 

$6,788 

wn 

5.466 
3,149 

1912 

tCMh. 


fin  fiska  in  force,  Deeember  31.  $5366310. 


NORTHWESTERN   MUTUAL  FIRE  ASSOCIATION,   Seattle,  Wash. 

Presklent,  F.  J.  Martin;  Secretary.  M.  D.  L.  Rhodea. 


Carii 
Yiii     AsHto 

Unearned 
PftBunma 

Net  Caah 
Suiphia 

Caah 
Premhima 

Total 
Income 

Loaaea 
Pkid 

Returned 
to  Fyh'ra 

Ezpenaea 

Total  Ex- 
penditorea 

Loasea 
Inonrred 

1914 
1913 
»13 

$434367 
414385 
S77303 

$286327 
250,435 
223.753 

$107342 
135376 
131330 

$666301 
564,631 
534,002 

$608,000 
501304 
557.650 

$251327 
231.202 
148,737 

$221,010 
103,654 
174317 

$107340 
135,400 
143.077 

$670,105 
560.256 
466.031 

$260,082 
230,143 
160,145 
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NORTHWESTERN  MUTUAL  FIRE  ASSOCIATION.  Seattle.  Waih.—ConHtiaed 


Ann,  Db.  Jt,  ISIl. 
RalaUte 


Undcrvridiic  ptofit,  tm,S9 

RIBRa  AND  PREMIUMS:    Hnriikii 
tU.TfO.SlS:  pnmiim  Ihawn.  tlTSJBt. 

BUSINESS  SINCE  OROANIZATION;  PnnilmM  raosmd, 
K.W3ii:  kHS  Dud.  tl,M3.4tl;  dhidtfidi  dwlind.  OMh. 
SI,0»,«>7. 

REAL  ESTATE  OWNED:  The  eompuy  own*  ■<■/»  iitowt 
is  tbe  tot  buiidioc  ud  HiUim  ri  tbt  WaibiuUni  PiilleT  Co., 
nliud  It  llS.OSfi,  looted  in  Blook  13  RwAddidrai  to  city  o 
BsttZs. 

n  IS  louK  WpuliDi  tlSMO 


RONDS  AND  STOCKS  OWNED. 


Ssltla  Tl.  A 'nth 

Total!  a»ok  oahit.  tlTS.US) . . 


VllDA.  Vilv. 


IIMJW      IITIJC 


COVERED:    Tlia  n 


NORWEGIAN   MUTUAL   FIRE   INSURANCE   COMPANY. 
Cottonwood,  Minn. 


P«id«l.  a  C.  WiJn:  S«tteT.  A.  E.  AidNMB. 

Ym. 

ia 

sss 

NetC'iU 

B™™. 

,r. 

■ST 

»ss 

Ei,«» 

sas.1 

iMIIRtd 

iSIs 

« 

tll.4Tt 

'S 

•!!S 

thSM 

s 

SSfl 

tSJW 

Fin  rUi  b  fans.  Dnmbv  3t,  *e,7«,lU.    NM  u 


OHIO  FARMERS  INSURANCE  COMPANY,  Uroy,  O. 

Piwidect.  F.  n.  Etirley:  Sesttarr.  W.  E.  Huns.    Onuund.  UU. 


^"ST 

UmniKl 
Fnaiiuni 

Net  Cuh 
SnrplM 

FnoiUM 

hJI»» 

■sr 

RMun«l 
toFyh'n 

Bipoa 

tSj^: 

-Lo» 
iDBond 

1.IW.T.K 

i;iie,»s3 

i:tlO>10 

ne8.ota 

KDS.Ml 

1:K 

i«ii     a.ior.fliT 

TO.IM 

Mocimnloiiu.  . 
BoBdii  uid  riwka. 
CoUitsd  louu. . . 


ta«.!at 

2.0KMt 

HaMl       Total  luhilili«  ..  R.3S4,70S 
XfilO    SnrphB 1.CM.700 

S.4IS.4M       Total tl.llUM 


a  SINCE  ORGANIZATION:  PtaniuiM  neriiid, 
131^18.824',  Iowa  p^  ll9,aM.;U, 

REAL  ESTATE  OWNED:  Campiii™  nmpaiiy'B  boat  aBa 
>.|iUinj,  book  vihie,  t^XO.  and  holal  inpcRy.  book  Talue, 
•  tl^OOT. 

REAL  ESTATE  OWNED:  Comiiiwa  oompaiiT'i  honr  offiw 
boildiiK.  book  value.  tU.NM.  and  hotel  mperty.  book  TaJue, 
115,00(1 

MORTGAGE   LOANS:     Tb«  an   i38,  loau,  asgresatiu 

loalad  in  tlie  m«l  pnitperoiia  p>ita  of  Ohio,  valued  at  tJ. 471,483. 
Tb«T  n°ge  m  u»ant  From  tmi  In  f37.E{».  Then  wh  ».7M 
ol  blent  nwl  due  on  Derg-nhrT  .11.  Int.  Company  bo4dt 
1*81.170  of  inniranoe  on  the  buUlioci. 


COU  ATERAL  LOANS  a> 

M  Nat.  Bk..  Canton.  O 

Clevo.  Swn.  &  Col.  R.R 

NU.B1.    Lodi,0 

McCoy  Canniu  Co.. 

let  N.I.  BTTCfe™ 

Cnlral  Bk.,  Lcnia,  0 

Rooky  nil.  ml..  It.  A  i»w. . . 


la  tdlon:      Markat 


Medina  CiflaDiary. . . 
Old  Fhognii  Nat.  Bk., 
McCoy  Canalni  Co.,  c 
McCoy  Canniofl  Co.,  p 
MacinniiRaally  Co... 


T,  AiBn..Coluinb(u.O. 


BONDS  AND  STOCKS  OWNED: 


8127.147         tS2.MLl 


840.000         •40,7» 
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OHIO  FARMERS  INSURANCE  COMPANY,  Leroy,  O, —Continued. 


fioMM  AJiD  Stocks  Ownso.— Cont. 
BOITDS. — CotU. 

Clew.  (5(y  Hall,  peg.,  1921,  4% 

Colainbu8&.,  1937.  4% 


Columbtti  Sc.  1930, 4' 

Cuyahoga  Co.,  C.  H..  1928,  4% 

Ddaware,id.,  1919, 4J% 

Guiiford  Tvp.  Medinajd.,  1922-34. 4i% 

Medina  Co..  rd..  1918.  4% 

RipJejr  Twp..  Huron  Co.,  1923, 4J% 

HoKvilfc  &.,  1924,  e^c 

So.  XewtRirg  pub.  imp.,  1915. 5% 

Spriflgfidd  Twp.  MabonioK  Co.,1929, 5% 
Stephenville  No.  k  So.  Tex.  Ry.,  1940,  5% 

Toledo  Gty,  1925.  4% 

Toledo  Bg.,  1927.  V 


Toledo  St.  kit.,  1928,  4% 

U.  S.  Got.,  reg.,  1918.  3% 

Wadsvorth  St.  Imp.,  1917, 4i% 

Widnrarth  Twp.  rd.  imp.,  1926, 5% . . . . 

Wooster  Se..  1926-30. 4i% 

Woorter  Rrf..  1932,  4J% 

Wadiwopth  TwMhip  rd.,  1926-27, 51%.. 
Wertfidd  Twp.  BC.,  1917, 4J% 


Par 

Market 

Value. 

Vahie. 

110,000 

110,122 

50.000 

51.525 

1.000 

1.023 

20,000 

20.432 

28.914 

29,694 

40.000 

42.808 

25.000 

25.092 

12.000 

12.542 

2.000 

2.309 

2.500 

2.524 

20.000 

22,480 

25.000 

22,500 

5.000 

5,089 

100.000 

102,040 

9.000 

9.194 

2,400 

2.430 

10,000 

10.168 

5.500 

6.075 

12.500 

13.386 

25.000 

26,927 

3,000 

3,434 

3,000 

3,050 

BoNDB  AND  Stocks  Owmid.— Coni. 
Stocks. 

Par 
Vahie. 

Market 
Value. 

Clere.  k  Pitts.  R.R.  Co.  Betterment. . . . 
Western  Adj.  4c  losp.  Co 

S25.000 
100 

$23,250 
100 

Totals  (book  vahie,  $799,163) $799,538      $806,941 


MISCELLANEOUS:  Mutual  company  doing  businees  on  the 
stock  or  cash  plan. 

DIRECTORS:  N.  R.  Chalfant,  Lee  Elliott,  Thomas  Ferriman, 
N.  P.  Nichols,  F.  H.  Hawley,  0.  R.  McConneU,  W.  E.  Haines, 
N.  S.  Everhard.  J.  E.  Waite. 

FIELD  MEN  AND  TERRITORY  COVERED:  S.  B. 
LeSourd.  Xenia.  0.;  W.  T.  Eaton.  Columbus,  0.;  and  I.  R. 
Hendershott.  Tiffin,  0.,  adjusten  and  special  agents  for  0.  J. 
W.  Coleman,  Warsaw,  Ind.,  State  agent  for  Ind.;  and  C.  L. 
Heeox,  Chicago,  III.,  general  agents  for  111.,  Mich,  and  Wis.;  E. 
E.  Sofaults.  Philadelphia.  Pa.,  general  agent  for  N.  Y.,  N.  J., 
esstem  Pa.  and  Md.;  Logue  Bros.  A  Co.,  Pittsburg,  Pa.,  seneral 
agents  for  western  Pa.;  A.  E.  W^b,  Indianapolis,  Ind.,  and  A.  E. 
I^op,  Warsaw,  Ind.,  special  agmts  for  Ind.;  C.  L.  Davis,  Chicago, 
ni.,  special  agent  for  III  and  Wis.;  W.  G.  Wallace,  Chicago, 
III.,  special  agent  for  Mich.:  T.  W.  Andenon,  Syracuse,  N.  Y., 
special  agent  for  N.  Y.  The  company  operates  in  111..  Ind. . 
Md.  Mi^.,  N.  J.,  N.  Y.,  0.,  Wis.  and  P^ 


OHIO  GRAIN  DEALERS  MUTUAL  FIRE  INSURANCE  ASSOCIATION 

Columbus,  O. 

PMsident.  H.  S.  Grimes;  Secretary.  J.  W.  McCord.    Organised.  1901. 


Ti4a 

CMi 
Aflseta 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'ii 

Expenses 

Total  Ex- 
peoditures 

Incurred 

1914 

t$lS,200 

113,718 

t8,478 

$15,200 

13.718 

8.478 

$7,633 
13.206 
12.895 

$8,208 
14,204 
13,053 

$2,000 
1373 
8.247 

$6,045 
5,106 
3,984 

$8,045 

6,979 

12,231 

$2,000 

1913 

1,873 

1912 

8.247 

tCash.       Fire  risks  in  fofoe,  December  31,  $1,144,150. 


OHIO  HARDWARE  MUTUAL  INSURANCE  COMPANY,  Coshocton,  O. 

President,  J.  P.  Duffy;  Secretary,  Q.  M.  Gray.    Organised,  1902. 


Cash 
TiAX     Assets 

Unearned 
I^emiums 

Net  Cash 
SurphM 

Cash 
PMmiums 

Total 
Inoome 

Losses 
Psid 

Returned 
toFyh'is 

Expenses 

Total  Ex- 
penditures 

Loeses 
Incurred 

1914         $44,976 
1913  1        56,391 
1912  .        56.411 

$21,461 
26,391 
20,879 

$18,953 
32,620 
32,641 

$42,520 
53.156 
42,444 

$44,383 
55.439 
43.963 

$27,322 
43,439 
15,579 

$8,970 
9»914 
8,883 

$11,205 

10.035 

8,617 

$47,497 
63,388 
37,080 

$27,871 
44.247 
20,544 

Die.  31, 1914. 


,  Die.  31, 1914. 


Mortgage  Umuis — 

Hoods 

Cnh 

Agents*  bafaiDoes... 
Intaest  and  rents.. 


Total 


$750 

34,011 

6,488 

3.178 

549 


I  unpaid... 

Unearned  prems. 
Other  liabilities. 


$3376 

21,461 

1.186 


Total  Uabifities. 
Surphis 


$26,023 
18,953 


$44,976       Total $44,976 


Net  amoimt  of  oontingeot  liability,  Dec.  31,  $140,345. 

RISES  AND  PREMIUMS:  Fire  risks  in  force,  December  31 , 
$3,159,965;  pnoaiums  thereon.  $42,923. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  leoeiTBd. 
1319.459;  losses  pud.  $156,287;  dividends  declared,  cash.  $60,204. 

MORTGAGE  LOANS:  The  oonmany  holds  mortgsges  of 
rSO  on  2  loans  vahied  at  $3,080.  There  is  $1,500  of  insurance 
on  the  mortgaged  buildings.  On  Dee.  31,  hut,  there  was  no  interest 
past  doe. 


BONDS  OWNED: 

Coshocton,  0.,  mun 

Coshocton.  0.,  80 

Coshocton.  0.,  st,  imp 

Girard.  0..  st.  imp 

QremTille,  0.,  st.  imp 

Springfield,  0.,  st.  imp , 

Srain^ld,  0.,  sc 

West  Lafayette,  0.,  mun 

Rosooe,  0.,  sc 

FremoDt,  0.,  r. 

Mt.  Vernon,  0.,  sc 

Rioovery,  0.,  st.  imp , 

Youngstown  st.  psT 


Total. 


TERRITORY  COVERED:  Ohio  only. 


Book 

Market 

Value. 

Vahie. 

$6,200 

$6,588 

4,000 

4,188 

228 

2,316 

3,000 

3,000 

1.042 

1,043 

4.381 

4,466 

3.000 

3.090 

3.600 

3.669 

1,000 

1,043 

1.500 

1.508 

1,500 

1,597 

1,000 

1,010 

500 

504 

$33,303        $34,011 


OHIO  MILLERS  MUTUAL  FIRE  INSURANCE  COMPANY,  Canton,  O. 

Pn8ideat.A.Mennel;  Secretary,  Wm.  H.  Clark.    Organised,  1886. 


Tasa 

GMi 

Unesraed 
Premiums 

Net  Cash 
Surplus 

Cash 
PKmiums 

Total 
Income 

Losses 
Psid 

Returned 
toFyh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

1914 

$889,831 
838,295 
725J847 

$204,497 
185,669 
176,957 

$650,999 
628,506 
511,098 

$362,189 
3.S6,051 
400,200 

$397,091 
390.716 
432.404 

$261,953 
217,526 

$73,602 

tSOR^i^ 

$281,709 
210  379 

1913 

71,281         2«««n7 

1913 

214.737 

60,621 

275.3581 

215.096 
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REPORTS    OF    FIRE   INSURANCE    COMPANIES. 


OHIO  MILLERS  MUTUAL  FIRE  INSURANCE  COMPANY,  Canton.  Ohio.— Coni, 


AflSKTS,  Dkc.  31, 1914.  LiABiUTiKs.  Dbc.  31, 1914. 

Mortgage  loans 1132,000    Losaee  unpaid 121,335 

Bonds  and  stocks...       426,296    Unearned  prems....       204,497 


Collateral  bans 18,800 

Cash 288392 

Aswts 23.843 


Other  liabilities. 


13,000 


TotalliabUities...     $238,832 
Surplus 650,999 


Totalassets $889^31       Total $889,831 


Net  amount  of  membera' liability,  Dee.  81,  $2,394,424:  under- 
writing loss,  $5,871;  investment  profit,  $28,364. 

RISES  AND  PREMIUMS:  Fire  risks  in  force.  December  31. 
$30,012,104;  premiums  thereon.  $408,230. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$4,172,693;  losses  paid.  $2,805,520. 

MORTGAGE  LOANS:  There  ara  3  loans  aggregating  $132,000 
on  property  in  Canton,  0.,  valued  at  $125,000,  on  which  the  com- 
pany holds  $256,000  of  insurance.  There  was  no  interest  past  due 
on  December  31,  last. 


COLLATERAL  LOANS  are  as  foUows: 


SlCCJUTUS. 

Canton  Stamping  ft  Enameling. 
American  Stove,  St.  Louis 


Market 
Value. 

$14,060 
18,000 


Amount 
Loaned. 

$8,800 
10.000 


Totals. 


$32,080        $18,800 


BONDS  AND  STOCKS  OWNED. 

BONM. 

United  Statee,  Panama.  1961, 3% 

Canton,  0.,  sc,  1931, 4% 

Cincinnati  cs.,  s.  f.,  1937,  3.65% 

Cleveland,  0.,  reg.,  1945. 4i% 

YoungBtown,  0.,  1920-22.  5%. 

Toledo.  0.,  St.  ext.  1928. 4% 

Columbus,  0.,  reg.,  1922, 4% 

Canton,  0.,  wat.  wks.,  1930,  4.50% 

Caaton-Maasillon  el.  ly.,  1  m.,  1920. 5%. 

little  Miami  R.  R.  gr 

City  National  Bk.,  Canton 

Cleveland-Pittsburg  R.  R..  gr 

Savings  and  Loan.  Canton. 

Durton  ft  Mich.  R.  R.,  gr 

J.  H.  MoLain  Co..  Canton 

Cin.,  San.  ft  Cleve.  R.  R.,  p 

Pitts..  Youngstown  ft  Asht.  R.R.,  gr 

Columbus  ft  Xenia  R.  R.,  gr 

Cincinnata.  Tm.  Ry 

Canton  Art  Metal,  7%,  Canton, 


Par 

Market 

Vafaie. 

Vahw. 

$50,000 

$50,000 

36.000 

36.000 

29.000 

27.831 

25.000 

25.000 

21,000 

21,000 

20,000 

20.000 

20.000 

20.000 

10.000 

10.000 

10.000 

9.000 

20,000 

42,000 

22,000 

33XX» 

15,000 

24.457 

20,000 

20,000 

9.000 

17.720 

20.000 

16.000 

8.750 

12.988 

7.500 

12.825 

5.500 

11.000 

10.000 

9.375 

9.000 

8.100 

Totals  (book  value.  $426,296} $367,750      H26.296 


DIRECTORS:  Wm.  H.  Clark,  J.  F.  T.  Walker,  Cyras  S.  Coup. 
A.  Mennel,  M.  L.  Finnell. 

FIELD  MEN  AND  TERRITORY  COVERED:  Qeaenl 
agents:  Clarence  E.  Alexander.  Canton.  0.;  C.  U.  Cde.  Seattle, 
Wash.;  H.  M.  Giles.  Minneapolis,  Minn.;  Chas.  H.  Ridgewmy.  Kan- 
sas City,  Mo.  The  company  is  licensed  in  111..  Ind.,  Mich..  Minn., 
Mo.,  N.  D.,  0.,  Ore..  Pa.,  S.  D.,  Wash,  and  Wis. 


OHIO  MUTUAL  INSURANCE  COMPANY,  Salem,  O, 


President,  J.  R.  Vernon;  Secretary.  J.  Ambler. 

Organised.  1876. 

Tbak 

Cash 
Aasete 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Pkid 

Returned 
to  Pyh'n 

Expenses 

Total  Ex- 
penditures 

Loflsea 

1914 
1913 
1912 

$184,785 
159.234 
147,188 

$16,544 
8.344 

$163,726 
148.766 
143.602 

$70,927 
66,979 
53.168 

$77,808 
73.126 
59.560 

$24,492 
87,337 
86,802 

$3,572 
17 

$25,544 
22.687 
20,978 

$53,608 
60,041 
57.780 

$36,492 
35.187 
88,678 

Aann.  Dio.  31, 1914. 


LxABiunu.  Die.  31, 1914. 


Real  estate 

Bonds  and  stocks.. 

Cash 

Agents' balances... 
Interest  and  rents . . 


$8,000 
155,507 

12.809 
6,788 
1,681 


unpaid... 
Unearned  prems. 
Other  UabmtieB.. 


$2,850 

16,544 

1.665 


Total  liabilitiM. 
Surplus 


Total  assets $184,785       Total. 


$21,059 
163.726 

$184,785 


BONM  AKD  StOOES  OwNID.— CoiU. 
BONDH.*— Colli. 


Net  amount  of  members'  liability,  Dec.  31,  $497,800;  under^ 
writing  profit,  $13,302;  investment  profit.  $5,547. 

RISES  AND  PREMIUMS:  Fir«  risks  in  force.  December  31, 
$7,054,319;  prenuums  thereon.  $33,089. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  reeeiTed, 
$1,833,848;  kMses  paid.  $1,101,464;  dividends  deelarwi,  cash, 
$3,583. 

REAL  ESTATE  OWNED:  Coubis  of  lot  23x197  feet,  south 
nde  of  Bast  Mam  St..  Saleoi.  0..  coat  $2,520,  and  S^story  brick 
building  thereon  built  by  company,  cost  $6,464.  Value  of  property 
oonsiderably  over  cost.    Net  rente  received,  $666. 


BONDS  AND  STOCKS  OWNED: 

BOMDB. 

U.S.  4%  reg. 

Akron.  O 

Canton.  0 

Cohmibiana  Co 

Cuyahoga  Co.,  0 

Ckivelamd,  0.,  mun 

Dayton.  0.,  mun , 


Pte 
VahM. 

$15,000 
5,000 
4.000 
5,000 
2.000 
14,000 
3,000 


Columbus,  0.,  mun . . 

Putnam  Co..  0 

l4icasCo.,  0 

Springfield,  0.,  mun. 

Salem.  0.,  mun 

Trumbull  Co.,  0 

New  Fhila.,  0.,  mun. 
Youngstown.  0 


Stocxb. 

First  Nat.  Bk..  Salem,  0. . . . 
Farmers  Nat.  Bk.,  Salem,  0. 
Salem  Pub.,  Salem,  0..  p . . . . 
Clev.  A  Pitts.  R.R.,  gr 


Fte 
Vahw. 

1244)00 
10.000 
0.000 
8360 
17.746 
5,000 
5.000 
5.000 


5.000 

900 

2.000 

15.003 


Totals(market  vahae, $162,608) 6155.607 


and 


MISCELLANEOUS:    To  January   1st,   1913.  this 
levied  an  asBesament  annually  Sqptflmber  1st.  for  the 
expenses  of  the  fiscal  ^ear  ending  on  that  date.    The  i 
were  net,  hence  no  dividends  were  pud,  and  there  was  no  fiafaiJIty 
for  unearned  premiums.    The  company  reorganised  Jaauary  UA, 

1913.  on  contingent  liability  basis,  hence  on  new  bnirinwn 
after  collects  one  annual  premium,  in  advance.    BusiiM 
after  January  1st,  1913,  is  subject  to  legal  reserve  and 
As  all  policies  are  for  five-year  term  the  iwenuums  written  ia 

1914,  $33,399.  represent  about  two-fifths  of  the  company's  \ 

DIRECTORS:    J.  R.  Vernon.  J.  M.  Woodruff.  Hon. 
Bohl,  H.  M.  Silver.  L.  H.  Brush.  J.  Ambler,  D.  B.  MeCone. 

TERRITORT  COVERED:    Ohio  and  Ind. 


OHIO   RETAIL  GROCERS   MUTUAL  FIRE  INS.   CO.,  Springfield.  O. 

Prtsident,  E.  G.  Ashley;  Seovtary,  W.  H.  Cook.    Organised,  1905. 


Tbab 


Cash 
Assets 


$28,106 
25^18 
29.949 


Unearned 
Premiums 


$8,661 
8,611 
7.691 


Net  Cash 
Suri^ 


$17,978 
16.630 
20,950 


Cash 
Premiums 


$17393 
17,248 
15,375 


Total 
Inocase 


$19,301 
18,889 
16.905 


P^d 


Returned 
to  P'yh'rs 


$6,217 

14,520 

6.031 


$4,039 
3.842 
2375 


Total  Ex- 
Eipensee     peotditores 


$6,156 
5,115 
4.128 


$16,422 
23,477 
18.094} 


$7,427 

1S38> 

$.487 


REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


OHIO  RETAH  GROCERS  MUTUAL  FIRE  INS.  CO..  Spriagfidd,  O. 

.USCTS.  DEC.  31.  ISU:  Cah,  Ct.ltSI;  xoita' 
IUIi:teUlHHM.I3S,lS<l.  Ijibilitia:  Loan  uopu 
mwndmK,  tM«I;  otba  labiUlia.  tllS;  Iota] 
tldlM. 

Na  ouul  «f  iMUbn'  EilnStT,  Dk.  11,  ISI.«W. 

Didnntiiii  pratt,  tt,4S7;  IniatBait  mSt.  tUO. 


RISKS  AND  PREMIUMS:  F^riiktm torn,  DaHmbsJI, 
ll,n2.CIH;iniiuoiiHUiaeoii,  117.312. 

BUSINESS  SINCE  ORQANIZATION:  Pnmiuiiii  n«i*<d. 
tlOS.U3;  loaa  pud.  MI.ltB;  drndndi  dedlnd.  aih,  tie.lOt. 

TEERITORV  COVERED:    OUd  only. 


OHIO  UNDERWRITERS  MUTUAL,  INSURANCE  CO.,  Van  Wert,  O. 


FRBdB(,C 

A.L.Fm™ 

rt;BwnUry 

C.  M.  PoFmcrt.     OrgubKl.  IKa. 

Tiu 

Cuib 
Aw« 

Ptmiuai 

"£^ 

£i. 

•S 

?Wi 

,  Tsui  Ei- 

Imurwd 

1*14 

lt0.gST 

IfSt 

« 

tI.1IB 

'■Si 

lojos 

'K 

s 

"• 

iioo        islo?* 

•^IS 

RISKS  AND  PREMIUMS:     Elts  mktin 
1819.81)7;  pnmiunu  Uunon.  tl0.77Q. 
BUSINESS  SINCE  ORGANIZATION: 


iS^' 


OREGON  FIRE  RELIEF  ASSOCIATION,  McMinnville,  Ore 

PniOaA.  B,  7.  lOoitK  Swrtirj.  W.  C.  Sivm*,.    OnuiHi  18H. 

lui 

CMb 

UD-fWl 

Nncwii 

Cuh 
makiat 

In^ 

Riid       1  to  P'jfn 

to- 

sas; 

h^^ 

S 

tiHjra 

IU,773 
118315 

(iea,7fii 

101.000 
1KI,7II 

(174.1S3 
IM^US 
1K).7X 

ll 

'E 

111.0M1 

IO».«t 

kuiLRu,  Dk.  11. 1*14. 


HiUl««t« K71.37g      Total ia7i.a7a 

Fk«  iMj  IB  bxMk  DmoIh  II,  l(13l>7,m. 
REAL  KTATB  OWHBD:    CooHtaofiMttl  ft-kit  1.  bloek 
01^^  tDWD  <rf  ItalfiuTUk,  Oik;    nwM  nliN,  117,000; 


HI  Co.,  IB.,  e%... 

iDb.6%. 

anMC9..is..H! 

BMlCa..*B,«% 


CluopCf 
CanCg,.i 


L.  10.  H 


CohmliBCa..  ■£..»!%.... 
CgkMbk  Bichny,  i%. .. 

Ujnla  Foist.  Bi% 

QmA  Ctk,  «.,  O^o 

DDofhi  Cs.,  B««faiiii,4t? 


Bmi  RiT»r'Co;i  iC»i%  .'-.'■' 
fc«»*iiiiCo,«..S!S 

S^Ssr^-:.'^:::::;::;; 

)»4mmlW,«l 

jKkKaCa^B.,G% 

J.«taMiOo.Hwj.ti,(%... 

S^omm*.t% 

I— Co,  ■..set 

^Co-ii,B% 

aMtf(hm.t% 

l-^<&,<«,»% 


Bona  Owns.— CnL 


S.000 

Bjno 
zjno 


7.000 
8,000 


Union  lodnNi 

McUIsbtUIi, S',.  .... 
^»biii(Co..H.,ID%. 


43.A.F.*A.U..a%... 


2M0 

lAOO 
5.000 
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REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


OTSEGO  MUTUAL  FIRE  INSURANCE  COMPANY, 

Burlington  Flats,  N.  Y. 

PreHident.  J.  D.  Fitoh;  Secretary.  E.  W.  Wright.    Oisaoiied.  1897. 


Ykab 

Cash 
Assets 

1914 
1913 
1912 

$34,024 
34.561 
33.297 

Unearned 
Premiums 


$26,204 
22.690 
20.129 


Net  Cash 
Surplus 


15.552 
10.681 
12.518 


Cash 
Premiums 


$40,990 
33,759 
33.123 


Total 
Income 


$42,119 
35.089 
33,070 


Paid 


$28,722 
19.956 
19.189 


Returned 
to  P'yh're 


RipeniieB 


$13,652 
12.459 
10.5M 


Total  Ex- 
penditures 


$42,374 
32.415 
39.753 


Ineurred 


AflBRS,  Dm.  31. 1914.  LuBiumB,  Dwj.  81, 1914. 

Mortgage louiB $8,700    Laaeeunpaid $2,268 

Bonds  and  stoeka...  12.333  Unearned  prems....        36.304 

Caah 7,757                                 

Agents' bdaneee....  5.002  Total  liabiUtleB...      $28,472 

Interest 225    Surplus 5,552 

Otherassets 7  * 


Totalaasets $34,024       Total $34,024 


RISKS  AND  PREMIUMS:  Fire  risks  in  foroe  Deoember  31. 
$6,231,125;  premiums  thereon  $44,873. 

MORTGAGE  LOANS:  There  axe  5  loans  ranging  from  $500 
to  $3,000  on  Otsego  and  Sullivan  County  property,  valued  at 
$31,900. 


BONDS  AND  STOCKS  OWNED: 
Bonds. 


Union  Pac..  1947.  4% 

N.  Y..  0.  A  W..  1992,  4%. 
DeLAHud.,  1943.  4%... 
West  SLRy.,  2361.4%... 

Stockb. 

Adams  Express 

U.  S.  EiXpress 

Amer.  EtXpress 

Wells  Fargo  Express 

Ed.AWmf.  Tl 


Value. 

$3,000 
4.000 
2.000 
3,000 


100 
100 
100 


Market 

Vafaie. 

$2,910 
3.320 
1.960 
1360 

1,000 

700 

485 

93 

5 


Totals  (book  value,  $15,106) . 


$11,300      912,333 


MISCELLANEOUS:  The  law  of  1910  allows 
panics  seven  jreais  to  gradually  aooumulate  a  reserre. 


PAINT  TRADE  MUTUAL  FIRE  INSURANCE  CO.,  PhUadelphia,  Pa. 

Premdent.  M.  S.  Clapp;  Secretary,  Houston  Dunn.    Orgaoiaed,  1911. 


Ymxxl 


Cash 
Assets 


$29,457 
26,427 
25,838 


Uaeamed 
Premiums 


$11,416 

10,896 

9,172 


Net  Cash 
Surplus 


$15,527 
11,480 
15,535 


Cash 
Premiums 


$28,192 
21.333 
18,346 


Total 
Inoome 


$24,142 
22,154 
18.859 


Losses 
Pftid 


$10,461 

15.685 

3,573 


Returned 
to  P'yh'rs 


$344 

1.103 
910 


$6,356 
8,064 
6,391 


Total  Ex- 
penditures 


$17,061 

34353 

9.511 


laourred 


$1030$ 

15.68$ 

3,573 


AwvTB,  Die.  31, 1914.  LuBiLRiBS,  Dm.  31, 1914. 

Bonds $18,100    Losses  unpaid $341 

"   '  5.527    Unearned prems....        11.415 


Cash. 

Agents' balances.. 

Interest  and  rents. 


5.606    Other  liabitities. 
224 

Total  liabilities. 
Surplus 


2,174 


$13,930 
15,527 


Totalassets $29,467       Total $29,457 

Underwriting  profit,  $4,465;  investment  profit,  $535. 

RISKS  AND  PREMIUMS:    Fire  risks  in  foroe.  December  31 
$1,823,712;  premiums  thereon.  $22,829. 

BUSINESS  SINCE  ORGANIZATION:    Premiums  received, 
$72,654;  loesee  paid  ,$32,658;  dividends  declared,  cash,  $2,970. 

Par  tAmrirttt. 

BONDS  OWNED:  Value.        vX. 

Canadian  No.  RyEq...     gi.ooo  $930 

Nashville  Gas  4  Heatmg  Co i.ooo  1,025   • 


BomM  OwmD.— Cenl. 

Monongahela  Val.  Tc.  1  s.  g 

Balto.iOhio.  Ig 

Reading.  Phila.  ft  Read.  Coal  A  Iron 

Standard  Gas  ft  El.  Co.,  s.  f 

Jamestown,  Franklin  ft  Clearfidd,  1  g 

West  Pa.  Tc 

N.  Y.  Cent.  eq.  tr..  1912 

Chester  Co.  Gas  ft  El.,  leg 

III.  Cent.  R.R..  eq 

Chas.  GasftEl 

Canadian  Northern 


gn. 


Par 

Value. 

$1,000 
1.000 
2.000 
1.000 
2.000 
1,000 
1,000 
1.000 
2,000 
1.000 
2.000 
2.000 


Market 

Valoe. 

$925 
935 

1,900 
833 

1300 
840 
995 
9S5 

3,010 
985 

1,030 

1.968 


Totals  (book  value,  $18,482). 


$19,000         318,100 


MISCELLANEOUS:  The  company  began  business  in 
1911.  and  paid  8%  dividends  to  policyholders  in  that  _ 
no  agents,  and  is  hcensed  only  in  Pen:»ylvattta.  Writes 
in  othor  States  from  home  office. 


January, 
Has 

OWlWHeM 


PAPER  MILL  MUTUAL  INSURANCE  COMPANY,  Boston,  Mass 

President,  R.  W.  Toppan;  Secretary.  D.  W.  Lane.    Organised.  1886. 


Ybah 


1914 
1913 
1912 


Cash 
Assets 


I'nea'-ncd 
Premiums 


$175,414' 
224,343! 
240.4751 


$119,855 
132.632 
118.042 


Net  Caah 
Surplus 


$53,703 

89,875 

119.155 


Net 
Premiums 


$119,715 
149.607 
191.349 


ToUl 
Income 


$129,504 

158.781 
200,567 


Losses 
Paid 


$78,298 

31.548 

7.100 


Returned 
to  P'yh'rs 


$82,834 
116,851 
170,125 


Expenses 


$18,323 
19.195 
17,075 


Total  Ex- 
penditures 


$179,465 
167,594 
194.309 


Incurred 


$78,396 
31,898 

7.500 


AssiTB,  Dbc.  31, 1914. 

Bonds $163,740 

Cash 4,485 

Agents'  balances. . . .  4.619 

Interest 2,570 


LuBiUTiu,  Dec.  31. 1914. 

If»«unpMd $1,150 

Unearned  ptems....       119,855 
Other  liabmties 706 


Total  liabilities. 
Surphis 


$121,711 
53,703 


Totalassets. 


$175,414        Total $175,414 


Net  amount  of  members'  liability.  Dec.  31.  $1,203,319;  under- 
wntmg  profit.  $35,856;  investment  profit.  $10,806. 

MSKS  AND  PREMIUMS:    Fire  risks  in  force,  December  31, 
$33,002,324;  premrams  theraon,  $240,064. 

BUSINESS  SINCE  ORGANIZATION:    PremhmM  received 
$2,774,116;  loeses  paid,  $284,461;  dividends  declared.  $2,189,668. 


BONDS  OWNED: 

Boston,  Mass.,  1932, 34% 
Boston,  Mass.,  1933, 3 j 
N.  Y.  C.,  1967, 4i%. 
N.Y.C.,  1960,4i%. 
N.  Y.  C,  1962,  4i 


(ri 


N.  Y.  State,  1961. 4% 

Boston  Elevated  Ry.,  1935.  4%. 


R.R..  1944.4*%. 


B.  ft  Me. 

B.  ft  Me.  R.R.,  1926,  4Vo 

Chi.  Jc.  ft  Un.  Stk.  Yds.,  1940,  4%. 
Chi.  Jo.  ft  Un.  Stk.  Yds.,  1915,  5%. 
Chi.  B.  ft  a  (HI.  div.),  1949,  4%... 

Chi.,  B.  ft  Q.  gn.  m..  1958, 4% 

ChL  ft  Nwn.,  1921.  5% 

Cin.  ft  Band,  ft  Cleve.,  1928,  5%. . . 


Pte 

Matkei 

VahM. 

Value. 

$5,000 

$4,660 

10,000 

0^)0 

5,000 

M50 

90,000 

M,000 

$.000 

5bl50 

5,000 

5.100 

20,000 

17.100 

5.O0O 

S.450 

5,000 

tjsso 

6,000 

4,050 

5.000 

5.000 

5,000 

4.750 

10,000 

0.400 

6.00O 

5.100 

ffjOOO 

5,060 

REPORTS    OF    FIRE    INSURANCE    COMPANIES. 
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PAPER  MILL  MUTUAL  INSURANCE  COMPANY.  Boston,  Uass.— Continued, 


JklKDBOWKED,—CmL 

DcL  k  Hud..  1943, 4% 

GWt.  dk  Hous.  El.  Ry.,  1964, 6% 

Me.GeDtnL  1923. 5% 

N.y.  C.  AH.  R..  eoL.  1998, 3i% 

N.Y.C..«..  1919,5% 

X.  Y.,  N.  H.  ft  H.  Ft.  C.  DiT.,1954.  4% 

Wflit  End  St.  1982,4% 

Ana.  n.  ft  Tg.,  1929,  4% 


Fte 

Mtzkflt 

YafaM. 

YafaM. 

$5,000 

$4,900 

1.000 

060 

5,000 

4.950 

5,000 

3.900 

5.000 

5.100 

5.000 

4,500 

16.000 

13,650 

10,000 

8,900 

BoNiM  OwsEO,— Cent. 


Maas.  Gat,  1929, 4i%. 
Western  El..  1922, 5% 


Par 

Value. 

$5,000 
4,000 


Market 

Value. 

$4,800 
4.080 


Totals  (book  value,  $173,304) $175,000      $163,740 


TERRITORY  COVERED:    Campany  is  licensed  in  Met, 
Maas.,  Mioh.,  N.  H.,  N.  Y.,  0..  R.  I.,  8.  C.  and  Wis. 


PATRONS  MUTUAL  FIRE  INSURANCE  COMPANY,  Hartford,  Conn. 


'  Seeratary, 

Henry  C.  Dunham.    Ori 

laniaed,  1888 

. 

YSAE 

Cash 
ANeta 

Unearned 
ftnaaaam 

Net  Cash 
Surplus 

Caah 
Preminma 

Total 

Loases 
Paid 

Returned 
to  P'yh'ii 

Ezpenaea 

Total  Ez- 
paditures 

I/oaMS 

1914 

$14,178 
13.944 
16.688 

$4,780 
4.758 
5,068 

10.448 
9.186 

83,305 
2,953 

18.879 
3.631 

$8,006 
5.603 

$580 
625 
672 

13,686 

83.006 

1913 

6,233'            5.608 

1912 

11,620 

3.259 

3330 

2,527 

8.199 

2.627 

AflSETa  DBC.  81.  1914:  Cash.  $18,723;  acnitB'  balaaoaa, 
1261;  intcfcat  and  rents,  $194;  total  aaseta,  $14,17^.  liabifitiei: 
Unearaed  pnna.,  $4.73a 

Uadcrwritiiv  profit,  83.853. 


RISKS  AND  PREMIUMS:    Fb«  riaki  in  foree.  December  81 
$1,026,396;  premiuma  thereon,  $10,321. 

BUSINESS  SINCE  ORGANIZATION:    PMniuma 
$122,181;  loaM  paid,  896,984. 


PATRONS  OF  HUSBANDRY  FIRE  RELIEF  ASSOCIATION  OF  ULSTER 

COUNTY,  N.  Y.,  Newburgh,  N.  Y. 


F.  W.  Vail;  Seerelaqr,  W.  T. 


Organiaad  1908. 


Aaana,  Dk.  31, 1914.  LuBiuins,  Dk.  81, 1914. 

MeftcafleioaiH 86.060    Loaaes  unpaid $4,948 

Cash 11,961    UneanedmM....        16.683 

Afeata'bdaiieea....  783    Other liabifitiM 200 

180  

Total  liabilitiM...      $21,781 


Total 


$17,944       Total $81,781 


RISKS  AND  PREMIUMS:  Fira  risks  in  force  Deeember  31, 
84,008.353;  pramiuas  thereon.  $39346. 

BUSINESS  IN  1914:  PMnhnna.  $15,653;  total  income.  $16.- 
190;  loeses,  86,868;  other  disburaanenta,  $3,878;  total  expenditures, 
810,241. 

MORTGAGE  LOANS:  Five  loans  of  $800  to  $2,000  eaeh  and 
agnegattng  S5.05O.  are  secured  by  Orange  Coun^,  N.Y.,  prop- 
erSee  vahied  at  825,000. 


PAWTUCKET  MUTUAL  FIRE  INSURANCE  COMPANY,  Pawtucket,  R.  I. 

Freeident,  A.  A.  Mann;  Secretary,  Frank  Biriiop.  Organised,  1848. 


TlAS 

Cadh 
Aaaeta 

Unearned 
FrcDuuma 

Net  Caah 
Surplua 

Net 

PNoiiunia 

Total 
Income 

Loasea 
Pkid 

Returned 
to  P'yh'ia 

Expensea 

Total  £z- 
pcnditurea 

LoaMa 
Incurred 

1914 
1913 
1912 

$529,609 
525.804 
518,503 

$288,656 

263.521 
249,138 

$234,948 

249.082 
258,306 

8185,863 
174.302 
155,087 

$207,602 
195,537 
187331 

$103,340 
66,530 
09.746 

$48,368 
45.081 
42,520 

858.347 
52,839 
52.043 

$210,055 
164.459 
164.300 

$95332 

66.408 
73.116 

Aanxt,  Dbc.  31, 1914.  LuBiunift,  Die.  31, 1914. 

Realeatate $44,640    Losaesunpaid $1,782 

Mortgace kana. 42,750  Unearned prema....      288356 

Bonds  and  atoeka...  372.724    Other  liabffitieB 4323 

CsA 47,023                                  

Aceats'bakneea....  18,696  Total  MaUties...     8294,661 

latcrertaalicnta...  3.776    Sorphia 234,948 


Totel 


$529,609       Total 8529,609 


Net  MBonnt  of  membtta*  Ibbilhj,  Dec  31,  $647332;  under- 
iritiv  pnfift,  $8,619;  innwtmsnt  profit,  $26344. 

BIBEB  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
810.439,178;  prenduma  thereon,  8547332. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  nceived. 
R150365;  loHca  paki,  81352321;  dividenda  declared,  caah, 
1754.691. 

REAL  ESTATE  OWNED:  Couiata  of  company's  office  build- 
•as.  indnfiag  lot.  a*  25  Maple  St.,  which  cost  »6,444. 

MORTGAGE  LOANS:  There  ai«  loans  agnegating  $42,750. 
tO  of  which  are  protected  by  dtj  dwdfinss  inPawtuc»et,  Valley 
FaDi,  Proifidaaoe  and  Central  Falla  and  the  Masonic  Temple, 
PMrtaefcet,  vahied  at  $109360.  No  interest  past  due  on 
Beeemfaa'  81,  hat.  The  eompany  hoUb  $32,600  of  insurance  on 
tfaeboikfii^ 

BONDS  AND  STOCSB  OWNED: 


BoNM  AND  SrocKa  OwMw.— <7<mt 
SrocKa. 


ft  San  Fran.  Power 

United  To.  ft  £1 

Pawtucket  EL  1938,  5% 

Anur.  Tl.  ft  Tg..  1929.  4% 

C.  M.  ft  St.  P.,  or.,  1932,  4)% 

United  El..  N.  J..  1949,  4% 

San  Diego  Co.,  G.  ft  El.,  1939,  5%. 
So.  Cal.,  Ediaon,  1939,5% 


PMitoakBt.1888^4%.... 
Pkwtoeket,  1933, 4% 

B.  I.  State.  1936^841%. 


Par 
Value. 

$16,000 
10,000 
20.000 

250,000 


Market 

Vahie. 

$15,740 
10.400 
16300 

222,980 


BrocsB. 

Chi.,  MU.  ft  St.  P 

Chi.ftNwn 

N.  Y..  Laoka.  ft  W 

No.Pac 

Penn.  R.  R 


Par 

Value. 

$5,000 

10,000 

16,000 

15,000 

1,100 

5.000 

5.000 

6,000 


5.000 
5,000 
5,000 
4,000 
24.200 


Market 
Value. 

$4300 

10.000 

15,680 

13.350 

1.122 

4.050 

4,700 

4.700 


4.950 
6,650 
5,800 
4,440 
26,862 


Totals  (book  Tahie,  $412,062) 8410.300      8372,724 


MISCELLANEOUS: 
$11300. 


Conflagration    loas:     Chelsea,    1906, 


DIRECTORS:  Frederic  W  Easton.  J.  Milton  Pavne.  Benjamin 
F.  Smith,  Charles  M.  Miller.  George  T.  Greenhalgh.  James  L.  Jenks, 
A.  E.  Jencks.  Adam  SutcMe,  William  P.  Dempeey.  Joaeph  W. 
Freoman,  Charlea  S.  Foster. 

FIELD  MEN  AND  TERRTFORT  COVERED:  Harold  P. 
Warren,  speeial  agsntfor  Maas..  Conn.,  Vt,  N.  H.,  N.  Y.  and  R.  I.; 
Earl  R.  Horton,  special  agent  for  Me.  Company  is  licensed  fai 
Conn.,  Me.,  Maas..  N.  H.,  N.  Y.,  R.  I.  and  Vt. 


318 


RETIRED    FIRE    INSURANCE    COMPANIES. 


PENN   MUTUAL  FIRE  INS.  CO.  OF  CHESTER  CO..  West  Chester,  Pa. 


PreakleDt.  Drnvis  W.  Entreken;   Secretary.  Barolaj  Lear.    Orfaai 

laed.  1867. 

Ymam 

CMh 
Ameti 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash             Total 
Premiums       Income 

Losses 
Paid 

Returned 
to  Fyh'n 

Expenses 

Total  Ez- 
peoditures 

Losses 
lucuired 

1914 

942,889 
49.436 

42.874 

912.488 

12,385 
12.166 

917.433 
26.531 
29.167 

938.394'        130.(»0 

933.628 

31.123 
32.003 

98^00 
8,687 
4.831 

940384 
39,710 
86.834 

9S9.4U 

1913 

37.620 
36.392 

49,199 
38.24S 

34,786 

1912 

27.837 

•    AiOTB,  Dec.  31, 1914. 


Real  estate 

Bonds  and  stoeks. 
G^ 


916.000 

20,700 

3,867 

8,822 


LuBnima,  Die.  81, 1914. 

Losses  unpaid 913.974 

Unearned  pnms....        12.488 


Total  liabifitM. 
Surplus 


926.457 
17,482 


Total 


943,889       Total 9433S9 


Firs  riski  ia  foroe,  December  31. 916,499,908. 

BUSINESS  SINCE  ORGANIZATION: 
9737.666;  Ioons  paid.  9646.777. 


Pnakiums  rsesivBd, 


REAL  ESTATE  OWNED:  The  oompany  owns  its  own  offiea 
boildinc  vahied  at  916,000;  expenses  last  year,  9337. 

BONDS  AND  STOCKS  OWNED: 


CoatesviOe,  se.  bs 

Nat.  Bk..  Chester  Co..  stk 

First  Nat.  Bk.  of  West  Chester. 

West  Chester,  se.  bs 

Ardnore  Gas  Co..  bs 


Far 

Market 

Vahie. 

Value. 

94.600 

94,000 

360 

800 

1.000 

1.800 

8.000 

8,000 

6.600 

5.500 

Totals  (book  Tahie.  919.860). 


919.350        930.700 


TERRITORY  COVERED:    Pa.  only. 


PENNSYLVANIA  LUMBERMENS  MUTUAL  FIRE  INSURANCE 

COMPANY,  PhUadelphia,  Pa. 

President.  E.  F.  Henaon;  Secretary.  Harry  Humphreys.    Organised.  1895. 


Ymam 

Cssh 
Assets 

Unearned 
Premiums 

Net  Cash 
Surphis 

Net 

Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'rs 

ExpcnsBi 

Total  Ex- 
penditures 

luettiiCQ 

1914 
1913 
1912 

9669.046 
613.060 
612.820 

9226.486 
220.908 
206.630 

9418.069 
382.766 
376.049 

94<8<481 
446.316 
422343 

9499.674 
477.131 
451.063 

9170.448 
206,746 
136.892 

9180,092 
166.107 
147.842 

994,376 
91,210 
86.774 

9445,410 
463,832 

371.7271 

91814S5 
184.827 
150.001 

Assm.  Die.  31. 1914. 


Mortgage  kMos... 
Bonds  and  stocks. 

Cash 

Agents'  balances.. 
Interest 


967.500 

506360 

74,063 

26308 

8,309 


Total 9674.609 

SpL  dap.  over  liab. .  6.563 


LiABiuina,  Dm.  31, 1914. 

LoMS  unpaid 916375 

Unearned  prems....       236,486 
Other  liabmties 9.136 

Total  liabilttiM...     9250.987 
Surplus 418,069 


Total  assets 9660.046       Total. 


9660.046 


Net  amount  of  members'  liability  Dee.  31.  91359.113;  under- 
writing profit,  9178,608;  iuTestment  profit,  932,854. 

RISKS  AND  PREMIUMS:    Fire  risks  in  foroe,  December  31. 
931336,003;  premiums  thereon,  9463.973. 


Bonds  Owkcd. — ConL 


SINCE  ORGANIZATION:    Premiums  received , 
paid,  91,330,438;  dividends  declared,  cash, 


BUSINESS 
98363331; 
91.078,676. 

MORTGAGE  LOANS:  There  are  13  loans  of  93300  each, 
protected  by  property  situated  4713  Windsor  ave.,  PlubKlelphia, 
and  6314-24. 6228-32  and  6288-42  Sehqyler  st  and  one  of  912,000 
on  1589-46  N.  Randolph  si.  Company  hoUs  983,000  of  fixa 
insuranoe  on  buildings,  and  the  properties  sra  vafaiad  at  9138.000. 
while  the  total  amount  kmned  is  967300. 


BONDS  OWNED: 

Qa..l915,4i% 

N.  Y.,  191(^-7. 6% 

Philaddphia,  1938-9.  4% 


Pittsburgh,  1931, 4x7c 


Alleghany  k  West.  Ry..  1996, 4%. 
Alleghany  Val.  R.R..  1942, 4%.. 
Atlantio  CiW  R.R.,  1919. 5%. . . 
B.  A  0.  R.R.  eq.  tr..  1921. 4i%. 
B.  k  O.  R.R.  eq,  tr.,  1922. 4i%. 
Beech  Creek  R.R.,  1936. 4% . . . . 
B..  R.  ft  P.  Ry.  eq.,  1920-7. 44 


Of 

/o- 


Del.  Co.  Ry.  stk.  tr.  otfs.,  1949.  4% 

El.  k  Peoples  Tc.  tr.  ctfs.,  1945, 4%. . . . 

Erie  R.R.  eq.  tr.,  1915.  4% 

Indianapofis  No.  Tc.  1932.6% 

Lehigh  VaUay  R.R..  2003. 4% 

LeUflh  VaUey  R.R.  eq.  tr..  1916. 4i%... 
No.  Cent.  Ry..  2nd  gn.  m..  1926,  6%.. .. 
Oiey  Valley  Ry.  stk.  tr.  ctfs..  1031. 5%.. 
Pa.  ft  N.  Y.  canal  ft  R.R..  1939, 6%. . . . 
Pa.  ft  N.  Y.  canal  ft  R.R.,  1939.  4i%. . . 

Pa.  Co..  1944. 3*'7 

Pa.  Co..  1921.  41% 

Pa.  m.  frt.  eq.  tr.,  1916-20. 4% 

Pa.  ItR..  1915,  3i% 

Peo)^  Psss.  Ry..  Phila..  1943.  4% 

Phila.  ft  Erie  R.R.,  1920.  4% 

Phib.  ft  Erie  R.R..  1920, 5% 


Par 

Value. 

910.000 

7.000 

47,000 

10.000 

5.000 

11,000 

1,000 

10.000 

10.000 

5.000 

30.000 

4,000 

16,000 

11.000 

5.000 

8.000 

6.000 

1,000 

3.000 

10.000 

1,000 

6.000 

15,000 

24,000 

11,000 

23,000 

2,000 

11.000 


Market 

Value. 

910,000 

7,180 

47.940 

10,200 

4,650 

10.670 

1.030 

10.000 

10.000 

4.750 

30.000 

2.880 

12.960 

11.000 

4,050 

7,200 

4.950 

1.060 

2.790 

10.900 

1.030 

4.300 

15.300 

23.780 

11.000 

19.320 

1.9S0 

11.440 


PhUa.  ft  Erie  RJt..  1920,6% 

PhUa.  ft  Read.  d.  tm.  hi.,  1941. 6% 

Phila.,  Balto.  ft  Wash.,  1919. 4% 

Phila.  OS.  m.  ft  col.  tr..  1961, 5% 

Phila..  W.  ft  B.  stk.  tr.  ctfs.,  1921. 4%. . 
Reading  Jersey  Cent.  ooL  1951. 4%. . . . 
Reading  ft  P.  ft  R.  C.  ft  I.,  1997, 4%.. . 

RoehTRy .  ft  Lt.,  1964. 5% 

3ndAve.Tc,1934,6% 

Tez.  ft  Pae.  Ry..  3000. 5% 

United  Rys.  tr.  ctfs..  1949,  4% 

West  End  Te.  gn.  m..  1938.  5% 

W.  N.  Y.  ft  Pa.  R.R..  1943.  4% 

Equit.  nium.  Gas  Lt.,  Phila.,  1938. 5%.. 

Intern.  Nav.,  1929.6% 

Lasher.  Geo.  P.,  1922.  5% 

LeL  ft  Wilkesb.  Coal  os.  m..  1915. 4%. . 

Leh.  Coal  ft  Nav.  g.  m.,  1924, 4i% 

N.  Y.  ft  Q.  Gas  1  ft  gn.  m.,  1934. 5%. .. 

Pa.  Big,,  1919.  5% 

PhUa.ELg.t.otfs.,1948.6% 


Par 
Value. 

915.000 
17,000 

1,000 
10.000 
31,000 

5.000 
11,000 
11.000 

3.000 
15.000 

5,000 
10,000 
10,000 

6,000 

2,000 
10,000 
11.000 
19,000 

6300 
30.000 
10.000 


Market 

Value. 

916360 

19.040 

000 

8,900 

20,700 

4.750 

10.450 

1O.S00 

1.940 

15.000 

3.750 

9.800 

7.8O0 

0.300 

1.100 

10.000 

11.000 

19370 

6.820 

20.000 

10.200 


Totab  (book  vahie,  9600300) 


9518.000      9506.200 


MISCELLANEOUS:  Deposited  in  Ga.,  910.000. 

DIRECTORS:  Edwin  H.  Coane.  Wm.  0.  Curtk,  R.  R.  Gria- 
wold,  Edward  F.  Heoson,  Harry  Hum^veys,  Louis  A.  Maii»> 
field.  Hugh  McLean.  Albro  J.  Newton,  T.  F.  Rymsa,  C.  Frank 
Williamson,  William  Heniy  Smadky,  Ridiard  Torpin,  T.  Atkina 
Murphey. 

FIELD  MEN  AND  TERRITORY  COVERED:  A.  L.  Aita. 
Boston.  Msss..  T.  E.  Baker.  Boston.  Mass.;  R.  J.  Chahnera,  Phila.. 
Pa.;  A.  H.  Charman,  Phila.,  Pa.;  H.  S.  Grigg.  PhiU..  P^;  N.  B. 
Monell.  Phila.,  Pa.;  A.  J.  M.  Party,  Boston,  Mass.;  P.  S.  Settle. 
Phila.,  Pa.;  J.  D.  Shute.  Boston,  Mass.:  W.  J.  Stsinley,  Boston. 
Mass.;  J.  S.  Wilson,  Boston,  Mass.,  for  N.  Y.;  Gale  ft  Stone,  Boston. 
Mass..  for  Mass.:  Harrv  M.  Stone,  East  Otisfidd.  Me.,  for  Me.; 
L.  A.  Mansfield.  New  Haven,  Conn.,  for  Conn.;  H.  S.  Qrigg,  Had- 
donfield  Manor,  N.  J.,  for  N.  J.:  E.  S.  NaU,  MansfieM,  C,  far  O.. 
James  S.  Kemper,  Chicago,  lU..  tor  111.;  Lumber  Insuranoe  Aooncy, 
Indianapolu.  Ind..  for  Ind.;  F.  Wade  Vaughan,  Atlanta.  Ga.,  for 
Ga.;  F.  J.  Martin.  Seattle.  Wash.,  for  Wa£.;  Everett  YanMstre, 
Memphis,  Tenn..  for  Tenn.:  M.  S.  Matthews,  MinneudisL  Mixuu., 
for  Minn.;  Adolf  Pfund,  Milwaukee,  Wis.,  for  Wis.;  Leo  F.  Wor- 
land,  Louisville,  Ky.,  and  Wm.  Cnnnin^iam.  WinehesCv,  Ky., 
for  Ky.;  F.  K.  Fninkeberger,  Charkston,  W.  Va.,  for  W.  Va.; 
A.  C.  Benson,  Detroit,  Mich.,  for  Mich.;  L  G.  Saltmanh,  KanasM 
City,  Mo.,  for  Mo.;  W.  F.  Snyder.  San  F^aadsoo.  for  GaL;  Jaoae 
S.  Wilson,  Concord,  N.  H.,  forN.  H.;  J.  C.  Bsgg,  New  Bern,  N.  C. 
for  N.  C;  J.  A.  Carson,  Salem.  Ore.,  for  Ore.  The  oompany  ia 
lioensed  in  Ga.,  IlL,  Ind..  Ky.,  Me.,  Mass.,  MIoh.,  Minn.,  af  o., 
N.  J.,  N.  Y.,  0.,  Pa.,  8.  C,  Tenn.,  Wash.,  W.  Va.,  Wis,.  CaL, 
N.  H.,  N.  C.  Ore.  and  Conn. 


EtEPORTS    OF    FIRE    INSURANCE    COMPANIES. 


PENNSYLVANIA  MILLERS  MUTUAL  FIRE  INSURANCE  COMPANY. 
Wilkes-Barre,  Pa. 


FitHlat.  U»  Hi» 

S-ntair 

J.  Hgll*.    OnulMd,  1887. 

Yiu 

Awt> 

PiauuiB 

"ttf" 

I-rtmiuiiii  ' 

ist 

Paid       1  lo  Fyli'ii 

e,«. 

ToWEi- 

IMDditnni 

iMBlrf 

Mill 

s 

s 

tlU.lffi 

(7777*1 

HUM 

IIIMll 

8118: 

run 

I09,BM 

Dw.  SI,  1B14, 

HMO 
iiadpniDA 98.3A1 


RISKS  AND  PREMIUMS:  Finriilalni 
tafia,tn:  tmniuDB  tlmiiHi,  live.703. 

BliaiNESa  SIKCB  OROAMIZATION;  1 
lUCMJT:  lamf  pud,  tmfiW. 

MtnTQAGE  LOANS:  Tbim  Inn  •» 
otnnd  nd  latMa  in  Lsjanw  Co.,  Pk,  n 
dnble  tht  unooot  kuad.    No  intsal  pHt  i 

BONDS  OWNED: 

lih%,pL,  C.  H.,  1«1»-36,S% t 

Ancft,  Pl,  1«J8.  S% 

Brfa.  Pi.,  int.,  lioa,  S%. , . 


CoMtnitle,  N.,  K.,  inj-S?,  4% 

CoBBdbnDc.  PL,*!.,  1837,4)% 

I>itbtiiiCilT,Liick..Pi..*.ciL.lS9)-I4,«% 

Doom,  P«.,  to.  dk.,  lW»-7,  ♦)% 

Dmt»,  Pfc,  imp,.  1837-8, «!% 

Snuiietaii,  Pl,  bl,  UU-M.  9%.... 
Dunn,  n.,  DDO.  kap-  ms-U,41% 

Donnm^P..,  IB21-30,4(% 

D™TO*iin,Pli.,ie.,iei»-»i,4i% 

Kd»ir4Ti!U,  Pfc.  IMS,  S% 

riir4i'Fcn,PB.,B.  dk.,  1W3,»% 

Ion,  P^.  l»lS-]ft-17-18,  1 


OniTaC^,  i 
B<iMac[,Pi 


>.  4|%:: 


EJUO  t.lOO 


10,000  10,2W 


I»fiia^  F*..  IWB,  4Vi 

Irm.  P»,  WIS,  4% 

Jpt-town  P..,^.,  igja.41%,.., 

KKorOlt.Pk.,  I«23i4|% 

U*.  Co,  P..,  t.  C.k,  IVM,  4%, 


LuisTM  Lo    P.    ind  K     1934   41 
Middleuiwn  Pl  h    lfl2S  41  ^ 
Mt  Plsmiil  Pl  I«3»  41 
Ng<iKeuiutuD,PK.>I.ABimp  1094 
N  \   (  tj  \  Y  ™      1918-17  8 


B    1837   f^ 

19^   H 


B    R.  ft  ^  RJ{ ,  I  gn.  a    i    I8JI  S°'e 
Clu.  k  AlloD  K.iL  [  (    18lft  S*"! 
C    R.I  AP  RJl.  iXr    I8U  4% 
L  8b  *  Muh  So,  1»7  3t% 
NY    N  H  A  H  kJt    d.  18M  4% 
RJl..lHa  4% 


B.OIO 

s,sw 

»,100 


4!8M 


FCC  Att. 
ToUb  (bosk  nha.  t4M  714) 


tJMJOO     14MW 


MIBCELLANEOL'8;  Dep«It  in  Gl,  110,100. 

DIRECTORS:  Ashv  Minir.  Griffith  Slk,  Uodi*  Una.  Join 
D.  <^biU.  B.  F.  iKobat.  O.  P.  Bhupa,  Wm.  J.  Yager.  E.  S. 
I>GIUr£  Hsry  N.  Sal. 

TERRITORV COVERED:  TbeeoiiipuriiUMiiKilisGL.III., 
Ind..  KuL.  Mw.,  MiBO.,  N.  J.,  N.  Y.Tp*.,  3.  D.  ud  Wii. 


PHILADELPHIA    CONTRIBUTIONSHIP   FOR    THE    INSURANCE  OF 
HOUSES  FROM  LOSS  BY  FIRE,  Philadelphia.  Pa. 

duimu,  John  T.  Morria;  Sacntuy  ud 'nauum,  J.  Somen  Smith,    Orguiinl.  17S3. 

I       ~Ciii  ~     tiiMniBi  l"  Nrt  Ctah         (^h~  I      Tol»l   "" "  Loam"  T'Saiiraad  ,  TotiU  Ex-  I  "  Limm~ 

Tui:     Aaeta        Pnciiima       Surpha     '  PnmiiuH       tDODma     I       Fiid       |  to  Pyh'n      Eipauaca  i  pcnditan      lunctad 


tutfiaol  tt,8i9iii| 

S3:,«»8        S.H1.483I 
»10J3gl      5^58.820, 


n7,4H' 

aiiiisl 


tSO,MS 


ila  Da  perpatiuL  policies 
■,  Die  SI,  1814. 
1X1,0311    loaia  uipud. 


Total |t,4«S,aSl 


1, 122.11)0.741; 

REAL  ESTATE  OWIfED:  ConnaU  of  oSee  bnildiBi,  111 
Soulb  Fourth  it^pocupied  bv  th«  compuy,  Ptuiidslphia;  iiiimiiI 
Tilue  of  aboTa,  i3&,0w,  uui  iirvlcoiitabJa  grouod  rcDti. 

MORTGAGE  UlANS:  Tbera  an  83  ioana.  acpwUiiii  Sl,047,- 
IW.  prolaclad  by  hnt  licni  on  nal  lalala  id  Fhilid^pliia  and 
noghbnriiiK  Knolisi.  Than  ii  no  ialtnat  paat  due,  and  Um 
gomiianj  l»lda  l«M,i«7  oT  inaunuca  aa  Uw  buildinp. 


REPORTS    OF    nRE   INSURANCE   COMPANIES. 


BONDS  AND  STOCKS  OWNED: 


BwiiibDn,  IRIS,  t% 

PUIhUpSbi.  WIMO,  1%... 
"'"-'-'-'^-  1»l»-l«t.iilji 


-_  IMT-IW.  4?i 

PHWiiin.  l»37-l»Jg. «% 

WHfaisHoDCo.,  Pl,  I>1»-I91T.1%.... 

Allic.A>.R.R..lE„IW8.4%  

Alktliw,  V»ll«  Ry..  1941, 47., 
AUbUowbTd.  tt.  IL.  1  m..  g..  ISItt.  4%. . 
BiMirio  Loco.  W«ri»,  1  m.,  1940,  S%... 

Blll.A0.R7.,«,li..ig».4t% 

flw<ikC™kR.R..lPL,-l»M,4% 

Bdviden,  Dd.  E.  R..  s.,  i«^  1117, 4%. 

B„R.4P.Eq.,19aT,4i% 

B..R,4P.Eq.,l«6,a% 

C>u<nn  R.  R..  I  bl.  a.,  tH-.  >HS,  4% 

Em.  4  An.  R.  R,,  11(30,  S% 

Elmin  A  WiU.  R.  B.,  ta.  18SZ.  5% 

BiHdWut.TrpD..a..lMt,4% 

J.,P.4C.R.R.,1. ~ 


IB.2W 
14,tM 
10.100 


ibR-R.,  I,19IB,S^ 

L.8.kU.Sa.R).,tKl,U% 

L.S.AM.  So.Rr.,  1011,4^ 

Liihigh  C.  &  H..IL!.,  IIH.41% 

L.V»I.Co»l,19S3.4% 

L.  V»J.R,  R.,col.lr.  IBM. 4% 

L.  V»l.  H.  R..  a.,  m.,»f.,  I923, 0%. . . 


Bom*  tiro  Bnxa  OmrtD.—Cnl. 

PaiiLCo.,r».,19S1.4i% 

F«m,  R.  R.  Od.  Frt.  E4Tr.l>l&-l>lD,4 
PbilRB.Oiu  Fit  Eq.  Tr,  1919-1)21,41 
P«iiL&.R„ciT.,mil,St%. 


MuM 

VmhH. 

tioam 


n9.t%. 


Fl  A  N.y.Cu.*R.R..  1919.41% 10,000 

Fi.*N.Y.Cu.AR.R..n«.,ltt9,l%  lOCOOO 

FldU.ABmR.R,tiLm,1910.4% TS.00a 

niik.*biaR.R..pi.m.,193a,t% IIOJMO 

PbUt.AEtkR.R-|i.n..ig90.8% 110.000 

Pliilt.*RBiLR.R..ut.,  1947.4% m,000 

Fbib.*RMd.R.R..l>tJ,t% M.OOO 

B«iHfiiicCo..pi.B.,19»T.4% aoO.0Ca 

R«HSuC<i.,jrC..«iL,lBEl,4% HOMO 

P..  W.jB.R.R..«n..t«I.,  1911.4%..,.  61,1)00 

P.,  W.  Afi.  R.  R.,  r«,  T.C ,  IBII.4%. .         

P,W.4B.R.R.,t»c" ■'-' 

P,C.,C.»8fcL.R.H. 

P.,  C,  c.  ■  -  ■  "  • 

P.4L.E 

7.4W.R.R..1 


).R.R..rKd.,lll3g,4' 

4St.L.R.R^194t-19J7,4%.. 

>.,  C,  C.  4  St.  L.  R.  R..  1940-1943:  H% 

... liii..l9W,ll% 

..-.,....,....,1917,4% 

PiU*.,S.4L.G.E.R.,l,t>40,l>% 

Pitti.,YiMiii.4AdLR.R..194«,4%.... 

W«tamP»/R.R..lin.,l»2g.4^c  

W«t.  N.  ¥.  4  Fi.  R.  R.,  1. 1937,  fi% 

BulofNortbAi     ' 
NorthPe 


14JM 
101J70 
109.090 
S.1O0 


MulutSt.  EIn.  Pu.  nr.,  I,  IXH,  ■».  ■ 

N««wmC«i4.R7..m(S,8?i, 

Norlh  Fl  R.  R..ail..  1931, 4% 

North  Pm.  R.  R.,  m.  BL, «..  I9n.  1%. . . 
OUoCoBcu  R.R..  1, 1941.1%. 

rma.Co..mMk% 

Pub.  Ca.,  1937-1944.31%. 

PHILADELPHIA    MANUFACTURERS    MUTUAL    FIRE    INSURANCE 
COMPANY,  Philadelphia,  Pa. 

PiMihiH.  Edwin  I.  Ati«:  BeerMtry.  R.  H.  Marm.    Orgiaind.  1880. ^ 


Ybu 

Amcm 

K=S 

Ntt  Cuh 
3uipta> 

Pi-L. 

lo^ 

Puid         b>  Prt-n 

Lw» 
iDcumd 

1913 

I61S,«9I 

490.47; 

131.601 

2S9.494 

418,908 

*4M.^ 
443:bm 

I19.4B2       1818.709 

13.434       mm 

I8.B&5           SJJ.3B3 

43.706,        890,7071 
86,441           412,3.bI 

t>0,4« 

BoidiudiUciki...     847S.8H    LcaHmuBid 

CMh 14.086    UawndDmH... 

"■■      BtbSuim.... 


ma.890     Totoi... 


Total  BiUfitw...     tU4.t8B 

SnphN ati.m 

ui8,«ao 


Total  iHti 

Nat  uuQit  if  nHBbm'  liBUEty.  Dm.  tl,  tifitOMl 
nitint  mtX.  8199,289:  bmaHnt  profil.  811.891. 

RISKS  AND  PREHIUMa:  Fin  rinki  in  rum,  Dm« 
ttl.Ot8.0M;  pmhsB  tbnoa,  8810.171. 

BUSINESS  SINCE  OROAKtZATION:  Prnidumi  i 
tC380.l«7;  kmm  pud,  (789,043:  diridtub  dgdind,  b 
90h8Tl. 

BONDS  AND  STOCKS  OWNED: 


N.y.,l»61.4%.  

N.  v.,  1987-19. 4% 

FbilMW^Aii,  Rl.  1941,  4% 

ABW.Rri.,191l-U.I% 

A.,  B.  4  ChL  R.R.,  1948, 8% 

Bbmlwlaai  H;.,  Lt.  4  FWr.,  1984,  *i', 

BrtnnBRr.,  1998,8% 

Chta.  4  0.  it.  «q.  to„  1914-11. 4|%. . . 

Oil  a  Wtal.  Ind.  RJt..  1981, 4% 

Clan.  4  Bo.  Te^  1919,  S% 

CoJ.,  N.  4  Z.  □.  Rj,  19».  8% 

Gt  fe. «  Pow.,  1984, 8% 

L.  B.  4  Mich.  Bo.  Rr..  mi.  4% 

L.  S  El.  Ry..  1913,8% 

lucuter  Co.  Ry.  4  U..  19SI,  8%. . . . 

L,  A.  4  W.St.  Ry..  1937.8%. 

Midlud  V>l.  R%.,  tii.  1981,  8%. . . 


Value. 
818,000 


bIooo 

BJOO 

llkSOO 
9.000 
8,700 


ro  SrocKB  Oithbd. — CatL 


!.,  H.  4  W.-B.  R.R..  I91S.  S%! 


vouni  inni  m  owai,  ivw.  O-To 

Ca.  Oa.  EL  Lt.  4  Pow..  lOU,  44%. . . . 
Hunta^  AlL.  Om.  Lt.  4  F,  IMl,  8% 
JackaooTida  Qai.  1941. 8% 


81.000 

MillvTlls  Mfg..  1919.  S'., 

Morn  Run  Coal  Miniog.  1917-19,  6%.. 

Miin.  Suvioo,  isai,  SS    

Ktta,  4  Watmacaliod  Cod,  1918,  8%. 
Pitta.  Tm.W>retaouaeATraJirf>t,l«3U% 

"-—.Liglilii*.  1920.0% 

lu4EL.  19"-  •" 


SmLOaa, . ,,„. 

Wb.  Rir.  Pow.,  1941.  8^ 
York  Hinn  Wil.  4  Rnr. 


8%.. 


1)87.8%.. . 


14J0O 

9,000 

0.100 


LandTlUo4Tr.Co.,PW(»... 


Totala  (bo<A  nlM,  8806448) .. . 


IW4J80     •WflMH 


REPORTS    OF    FIRE    INSURANCE    COMPANIES. 
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PHENIX  MUTUAL  FIRE  INSURANCE  COMPANY,  Concord,  N.  H. 

FkwideBt,  Cbarim  L.  Jftclaun;  Seoratary.  Walter  WiUiamaon.    Orsftniaed,  1886. 


7iu 

CMh 

AflKtfl 

Unoanied 

Net  CMh 
SarpluB 

Cash 
Pramhimi 

Total 
IneonM 

Looms 
Paid 

Returned 
to  Fyh're 

ElzpODMB 

Total  Ex- 
peoditures 

Loases 
Ineurred 

1914 
1913 

$78,943 
78.773 

$6,563 
3.625 

$52,067 
50.048 

$8,6n 
6.122 

$11,410 
7.401 

$1,366 
385 

032,423 

$3,074 
1.204 

$6,863 
1.589 

$1,337 
430 

aladndcB  $3,380  diYidanida  on  foannty  eafital  and  $34  aa  diTidenda  to  polieyboUen. 


Dk.  31. 1914. 

$34,361 
42,889 
1,3M 
laienat  aod  renta. .  334 


Caak. 


LiABiLinn,  Dm.  31, 1914. 

Loaaea  unpaid $17 

TJneoraedpcema....  6,563 

Borrowed  money...  20,000 

Other  fiabilitiM 306 


Total  liabilitiei. 

Qoar.  capital 

Neiaurpliia 


Total 


$78,943       Total. 


$26,886 

50,000 

2,057 

$78,943 


Net  aoMMint  of  membeia'  liability.  Dee.  31,  $38,892. 
Uademriting  profit,  $2,967;  inveetment  Ion,  $077. 

BISKS  AND  PREMIUMS:  Fin  naka  in  force,  December  31. 
1753,247;  prcnunme  thereon.  $10,784. 

BUSINESS  SINCE  ORGANIZATION:  IVemiama  received. 
$14.79S;  kaMa  paid.  $1,741;  divkiendB  dedaied,  oaah.  $34;  atook. 
$2M. 

BONDS  AND  STOCKS  OWNED:  Par  Market 

BoHM.  Vahie.  Value. 

ConeanlEleetrie $1,000  $1,000 

UaonaGaaAElee 2.000  1,970 

Bouthani  Pfeeifie 500  505 

BoaCoo  A  Maine  R.  R 1.000  1.000 

MaineRaihntyi 1.000  1.000 

GoQcord  A  Montraal  R.  R 1,000  934 

Firalna 5,000  5.000 


BoiiDB  Aim  Stocks  Owhid.— Cont. 
Stods. 


BQaloo&Me.R.R 

N.  I .,  N.  U.,  fl.  R.  R. ......  < 

Southern  Pacific  R.R 

Illinoia  Central  R.R 

American  Woolen,  p 

Aner.  Looomoti've,  p 

National  Surety , 

American  Expreaa 

Weatem  Union  Tg 

Standard  Oil 

TheAmer.AgrtChem 

Northern  Seraritiea 

Amer.  Sugar  Refiidng 

Underwritera  Fire  Ina.  Co.,  p . 

Union  PaetfioR.R 

Lehigh  Valley  R.R 


Par 
Value. 

$1,000 
7,000 
2.500 
1,000 
1,000 
1,000 

600 

500 
5.600 

500 
1,000 

100 
1,000 

800 
1,000 
1.250 


Market 
Value. 

$345 

4,550 

2,413 

1,137 

733 

990 

880 

600 

3,132 

2,020 

935 

100 

1,060 

800 

1.560 

1.737 


Totab. 


$37,250        $34,321 


MISCELLANEOUS:    The 


a  guaranty. 


oonpany 
capital  of  $30,000  in  April,  1913.  andiniaraaaed  it  in  June;  1913.  to 
$50,000. 

DIRECTORS:   C.  L.  Jaekman.  W.  IHIBainaQii.  F.  T.  Jaeknaa. 
C.  R.  Remiok.  A.  R.  KendalL 

TERRITORY  COVERED:    A.R.KondanandF.  T.  Jaekman, 
Concord.  N.  H.    The  company  operates  in  N.  H.  only. 


PIONEER  CO-OPERATIVE  FIRE  INSURANCE  CO..  GreenviUe,  N.  Y. 

Praident,  Edgar  Hartt;  Secretary,  0.  C.  Sterena. 


Tub 

mT 

1913 
1912 


Cash 


Unearned 
Premiuma 


$66,227 
58,719 
53.939 


$25,713 
20,812 
18.252 


Net  Caah 
Sorplua 


$37,521 
35.316 
33.29S 


Ca<<h 
Pkemiuma 


$38,617 
30.610 
26,977 


Tocal 
Income 


$10,831 
32.633 
28.632 


Losses 
Pkid 


$21,562 
17.759 
12.490 


Returned 
to  Fyh'ra 


Ecpenaea 


$12,266 

10,059 

8,909 


Total  Ex- 
penditurea 


Ineurred 


$33,828 
27,818 
21.399 


$12,605 


.  I>K;.31,m4. 


Moftgsfekiaos.. 

Boada 

Carii 

Acento'balancea. 


Other 
Total 


$7,400 

33,190 

18,607 

6.346 

644 

50 


LuBiutns,  Die.  31. 1914. 

Loaaea  unpaid $2,835 

Unearned  prema....        25,713 
Other  lialyOitiM....  158 


Total  liafaifities. 
Surplua 


$28,706 
37.521 


$66,227       Total $66,227 


BISKS  AND  PREMIUMS :  Fire  riaka  m  foree,  December  31, 
$6,415,043;  ptenuimw  thereon.  $60,588. 

MORTGAGE  LOANS  are  aeoured  by  Raveoa  propertjr  worth 
$3,800.  by  GrenTille  proper^  Tahied  at  $1,700',  and  Iqr  Meohanio- 
-^  property  Tahied  at  $11,300. 


BONDS  OWNED: 

New  York  Cy.,  1957,  4j[% 

Greene  County,  1931,  4% 

New  York  Cy.,  1957,  4J% 

St  L^  Springfield  k  Peona,  1939,  5%. 

Ore.  Short  Line,  1929,  4% 

So.  Pac..  1955.  4% 

N.  Y.  Cen.,  1924-5,  4J% 

C.  M.  k  St.  P.,  1989.  4i% 

B,  A  0.,  CT.,  1933,  4i% 

Tri  City  Ry.  4  U.,  1923,  6% 

L.  a  A  M.  So.,  1928, 4% 


Par 
Value. 

$5,000 
4,000 
2,000 
2.000 
4.000 
6.000 
3.000 
2.000 
1,000 
1,000 
4.000 


Market 

Value. 

$5,350 
3,960 
2,140 
1,860 
3,680 
5.520 
2.970 
2.060 
920 
970 
3.760 


Totala  (book  Yalue,  $33,074). 


$34,000        $33,190 


PITTSBURG  LUMBERMENS  MUTUAL  FIRE  INS.  CO.,  Pittsburg,  Pa. 

president,  J.  C.  Plaraona;  Secretary.  Carl  Van  der  Voort.    Organixed,  1907. 


Gash         Unearned  ,  Net  Caah 
Ts4a.     Aaaeta        Ptemiuma  i    Surplua 

Caah 
Premiuma 

Total 
Income 

1914         $35.991 

$15,109 

•18,799 

16,924 

$31,755 
32.533 
30,272 

$87,732 
36,522 

1913           39.608' 

1912           18,1621 

31 ,787  [ 

Loaaea 
Paid 

Returned 
to  P'yh'ra 

Expenaea 

Total  Ez- 
penditurea 

Loaaea 
Incurred 

$7,418 
13,070 
16.502 

$10,405 

11,238 

7.996 

$23353 

30.501 

9.914 

$34,258 
41.739 
34,412 

$7,424 
13,070 
16,502 

*  EzehideB  $20,000  directon'  fund. 

A9BRB,  Dbc.  31, 1914.  LiABiums,  Die.  31, 1914. 

Cadk $28,131    Loasea  unpaid $6 

Aetata' bakaoea....  7,770    Other  liabiUtiea 876 

Other MMta 90    Borrowed  monoy...         20.000 


Total  liabilitiea. 
Netaun^ua 


$20,882 
15.109 


Total 


$35,991       Total $35,991 


Fin  ririca  m  force.  Deeonber  31,  $763,823. 


MISCELLANEOUS:  Thia  company  aeoured  ita  charter  January 
28. 1907,  atarting  with  applicationa  for  inauranoe  for  over  $200,000, 
uid  begui  iaauins  polidea  February  28.  All  polieyholdera  haTe 
an  aaaeasment  liability  of  three  timea  the  annual  premium.  No 
non-aaaeaaable  poUeiea  are  iaaued.  Aa  ita  name  impliee,  the 
company  writea  lumber  yarda  and  wood  workera.  Ita  directora 
are  men  actively  enmoed  in  the  himber  buaineaa.  A  fund  of 
$10,000  waa  advanoM  oy  the  directora  in  1907,  which  amount 
haa  been  paid  oflf. 
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PLANTERS  INSURANCE  COMPANY,   Bowling  Green,  Ky. 

Prandent,  D.  W.  Wright;   Seeretary,  P.  C.  Jeasee.    Orguuied.    1898. 


Ykab 

Cash 
Assets 

Unearned 
Prenuuma 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'fs 

ExpeDses 

Total  Ex- 
penditures 

LOSKS 

Incaxred 

1914 

114.540 
28.395 

$14,540 
28.395 

$16,836 
16,459 

117.861 
16.962 

S9313 
5.186 

$300 
329 

$7,184 
5395 

$17,297 
11.410 

$8,813 

1913 

6.186 

ASSETS,  DEC.  81,  1914:  Bonds,  $11,370;  oash,  $2,524: 
aasessmeats  due,  $429:  interest,  $110;  otiwr  aawts,  $107;  total 
asseto.  $14,540.    No  liabiUtisB. 

Reduction  of  assets  accounted  for  by  the  fact  that  1914  ^ 
ment  was  included  in  1913  statement  while  1915  aaeessment 
not  included  in  1914  statement. 


RISES  AND  PREMIUMS:    FSn  rUka  in  fone, 
$2,680,011;  premhims  thereon,  $44,447. 

BUSINESS  SINCE  ORGANIZATION:    Praninmi 
$164333;  looNs  paid.  $76,779. 


31. 


PREFERRED  MUTUAL  FIRE  INSURANCE  COMPANY, 

New  BerUn,  N.  Y. 

Prendent,  I.  L.  Richer;  Seeretary,  F.  E.  Hohnea.    Oisaniied,  1896. 


Ymam 

Caah 
Aaseti 

Unearned 
Pinemiuins 

Net  Caah 

Caah 
PtaniumB 

Total 
Income 

Losses 
Pkid 

Returned 
to  Fyh'it 

Expenaes 

Total  Ex-       Loaaea 
penditorea     InooxTed 

1914 

$148,236 
128,973 
117.922 

$50381 
45.709 
40,717 

$94,437 
82,800 
75.865 

$78,111 
69.324 
61.712 

$83,223 
73,587 
65,938 

$40,046 
36.209 
34.061 

$26,419 
22,832 
19,037 

$66,465 

1913 

59,041          $36,309 
54,797J          35.126 

1912 

$1,699 

AflBRB,  Dm.  81. 1914.  LuBiunia,  Dbc.  31, 1914. 

Mortgage  loans $18,151    Losaeaunpaid $3,218 

Bonda 108316  Unearned  prema. .. .        50381 

Caah 9,377  

Agents' balaneea....        10357  TotalUabilitiM...      $53,799 

Interest 1.636    Sorphis 94.437 


Total 


$148336       Total $148,236 


RISKS  AND  PREMIUMS:  Fiie  riaka  in  force  December  31. 
$13,787315;  premiums  thereon,  $121,969. 

MORTGAGE  LOANS:  The  8  loans  range  in  amount  between 
$1,000  and  $5300^  and  aggregate  $18,151.  They  are  secured  by 
properties  m  Efanira,  Oneonta,  MeehanicviUe  and  Utioa  vahied 
at  $38,200,  and  oomnunr  holda  $24,600  of  insurance.  No  interest 
was  past  doe  Dec.  31.  last. 


BONDS  OWNED: 


4%. 


A.  T.  ft  &  F.,  1996.  4% 
AU.,  C.  L..  1962,  4r 
AtL,  C.  L.,  1952,  4 
Adama  Ezpreas,  19 

B.  &0..  1948,4%. 

D.  ft  H..  1916.  4% 

ID.  Cent,  1966,4%..... 
L.  S.  ft  M.  S.,  1931,  4% 
New  Berlin,  1918.  4%. . . 
New  Berlin,  1922,  4%. . . 


Par 

Market 

Value. 

Value. 

$5,000 

$4,400 

2300 

1340 

3,000 

2320 

5300 

4336 

6,000 

6380 

6,000 

6.940 

6,000 

4,600 

5,000 

4.700 

3300 

3300 

2,000 

1.960 

BoMM  Owmo.— <7mi(. 


No.  PM.-Gt  No..  1921,  4%. 

N.  Y.  Cent,  1934,  4% 

N.  Y..0.  AW.,  1992,  4%.. 

Ore..  S.  Lm  1929.  4%. 

Pann.  R.  R..  1915.  3i% 

Rdgj,1997,  4% 

BoTPao..  1956,  4% 

U.S.  Steel,  1963.6% 

Un.Pao..  4% 

Wla.  Cent.  1949,  4% 

Fonda,  J.  k  G.,  1962.  4i%. 

N.  Y.  Cent,  1915, 5% 

CM.  ft  St.  P.,  1989,4%.... 

Leh.  Vy.,  1940, 4i% 

•Masonic  Hall,  1916.6%.... 

*Utica,  wat.  1934, 5% 

•So.  Pao..  1966. 4% 


Par 
Vahie. 

$6,000 
5,000 
8,000 
6,000 
6,000 
6,000 
6,000 
6,000 
6300 
6.000 
6.000 
2.000 
6,000 
6,000 
4.000 
3.000 
1,000 


Market 

Value. 

$4350 
4300 
2.490 
4.M0 
5.000 
4,750 
4.600 
5,160 
5.700 
4,400 
4350 
2.000 
4.800 
5,050 
4,040 
3300 
020 


Totala  (book  yahie,  $112,181) $117,000      $108315 

•  Carried  below  market  beoaoae  of  agreement  to  reseQ. 

MISCELLANEOUS:    Thia  company  ia  a  porsty  oo-openatiTa 
oonoem,  and  isauea  polidea  from  the  home  cmae  en  ^ifiDeatx 


Advanoepitmium  la  charged  and  no aaaessmant haa  cnrer 
made.    The  Law  of  1910  aUowa  oo-operative  oompanieB 
years  for  Uie  gradual  anwimulation  of  reserve. 


PRINTING  TRADES  MUTUAL  FIRE  INSURANCE  CO.,   Chicago,  HI. 

Prendent  J.  A.  Morgan;  Secretary.  Wm.  J.  Hartman.    Organised,  1910. 


YliB 

Caah 
AsKts 

1914 
1913 
1912 

$10343 
11.120 
11.135 

Unearned 


$2318 
2.447 
3.755 


Net  Caah 
Surphia 


•$7,693 

•7,998 

6.083 


Caah 
Premiuma 


$5326 
4.299 
4365 


Total 
Income 


$5,715 
5,422 
4,934 


P^ 


$4342 
1.062 
1,666 


Returned 
to  Fyh'rs 


$489 
1,402 
2.110 


Total  Ex- 
peoditurea 


$1,644) 
l,709i 


$6376 
4375 
6.4861 


$4347 

11.049 
hi 


•  Includes  $6,056  guarantee  capital. 

AflBRB,  Dsa  31, 1914.  LuBnmiB,  Dbo.  31, 1914. 

Bonda  and  Btoeka...        $8,170    Unearned  prems....        $2,518 

Cash 1.243    Other  liabUitiea 632 

Agenta'balaneea....  981  

Intereat. 333       Total  liabilitiea...        $3,150 

Otberaaaets 116    Guarantee  capital...  7.090 

Net  surplus 603 


T  tal  asseta $10,843       Total. 


$10,843 


RISKS  AND  PREMIUMS:    Fire  riaki  in  foree.  DaBamber  31 , 
$491,057;  prenuuma  thereon,  $6,037. 

BUSINESS  SINCE  ORGANIZATION:    PranimM  raeriv«d. 
$18,634;  kMses  paid.  $8,083;  dividflnda  daelarad,  eaah,  U,7», 

TERRITORY  COVERED:  III  only. 
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PROTECTION  MUTUAL  FIRE  INSURANCE  COMPANY,   Chicago,  111. 

Heniy  N.  Wade;  Seeratary.  Philip  J.  HaOa.   Orguiaed,  1887. 


TiAl 

1     Caah 
AMete 

Uiwanied 
Praniunu 

NetCuh 
Surplus 

Net 
F^emhimi 

Total 
Income 

Lossee 
Paid 

Returned 
to  P'yb'n 

EipeDiee 

ToUl  Ex- 
penditures 

Losses 
Incurred 

1914 
1913 
1912 

S315361 
291.663 
280,806 

$142,796 
144.606 
125.118 

$109360 
142328 
154.494 

$240,991 
243.415 
283309 

$256,127 
255,838 
244,765 

$13343 

12,980 
12.095 

$192314 

188,298 
188.176 

$29,903 
37,011 
31393 

$235,460 
238.289 
231.664 

$7388 
12.980 
12315 

Dm.  81. 1914. 

MortsaEelaMis $8300 

Boodi 264351 

Ctah 30.898 

AiBoto'faalaiiees....  11312 

Interest 4351 

OtherssNta 1339 


LuBiuins.  Dk.  81. 1914. 

Losses  unpaid $420 

XJnewnad  pnms.. . .       142.796 
Other  liabmties 2.166 

Total  liabilitiaB...     $145382 
Surphis 109369 


Total 


$815351       Total $815351 


Net  amount  of  membecs'  liabifitjr,  Dec.  31.  $1.411349;  under, 
writing  prafit,  $208,706;  inTcstnent  profit.  $16,047. 

RISKS  AND  PREMIUMS:  Fire  risks  in  fores.  Deeember  31, 
$33.680342;  premiums  thereon.  $282350. 

BUSINESS  SINCE  ORGANIZATION:  Pramhmtt  reoeived. 
$3,674318;  loeses  paid.  $542312;  diridends  declared,  cash.  $2.- 
456377. 

MORTGAGE  LOAN:  A  loan  of  $8300  is  proteeted  by  prop- 
erty looated  in  Cook  Co.,  HI.,  vahied  at  $7300.  The  company 
hoUs  $4,000  insoranee  on  the  buikfing. 


THE  PROVIDENCE  MUTUAL.  FIRE  INSURANCE  CO.,  Providence,  R.  I. 

FraidtDt,  E.  L.  Watnn;  Steretujr,  B.  M.  MieDoofdl.    Orfuind,  1800. 


TliB 

Cash 

Assets 

Unowned 
-PftBDivms 

Net  Cash 
Surplus 

Cash 
Preoiiumi 

Total 
Income 

Losses 
Pud 

Returned 
to  Fyh'is 

Expenses 

Total  Ex- " 
pendituree 

Loesee 
Incurred 

1914 
1913 
1912 

$775,138 
759,461 
809.4M) 

$222,906 
213,532 
205.770 

$689378 
536348 
593319 

$110,059 

105,668 

96.782 

$151319 
160,806 
133,476 

859.554 
33.769 
39.173 

$35,435 
35.299 
32.320 

$47395 
34.556 
43313 

$142384 
103.624 
114.281 

$69,554 

31.580 
42.888 

Dmo,  31. 1914. 


Mortgage  kwM .. . 
BoDdi  sad  stocks.. 
GHh 


latmrt. 


$70,100 

651311 

36.480 

16.088 

1.909 


Lubhaim.  Dm.  81. 1914. 

Lossesnnpaid $4,405 

Uneamedjprems ....       232.066 
Other  liafatEties 8.896 

Total  liabilitiaB...     $235,766 
Surphis 589,372 


Total 


$776,188       Total $775,138 


Net  saMont  of  maosbers'  liabifity,  Dec  31,  $431,729. 

RISKS  AND  PREBOUMS:  Fbe  risks  in  force.  December  31, 
139.129,088:  pramjnms  thereon,  $481,729. 

MORTGAQE  LOANS:  There  are  23  loans  sggrcfating  $70,103, 
protected  by  property  in  Rhode  Island,  valued  at  $123,735.  The 
eooqaay  holds  $82300  of  insurance  on  the  buiUings. 

BONDS  AND  STOCKS  OWNED: 


Rhode  Uaad 

Sennr  ARio  Grande  R.R. 
VP.G.N.C.B.4Q.jt.... 

Jve  Uaiquette  R.  R 

B.L8nbvfaaBRj 

devdandELIBam... 

SnrtaeketEL 

CritedELN.J 


Stocks. 

Aleh.,T.&8.F.,eom... 

Atch,T.4B.F..p 

Beh.40..eooi.... 

|^*0..p 

On.  So. 


9ie.4Nwn 

3«!e.MaA8l.P,p 

aB«e^CfaL.aiie.AS(.L.. 

g2i«npit««g.p.. 

s-l.*w.r.'r.v.v.;.'.'; 

S^oKfliilsdaleftfiro.. 
5»*ntlBbwgR.R.... 

P«w«fcP 

'ortWayaeAJaeksoo.p. 


Pte 

Market 

Value. 

Value. 

$27,000 

$23,920 

10,000 

4.800 

10.000 

9,700 

3,000 

210 

20.000 

16.800 

10,000 

10300 

8.000 

7,840 

10.000 

8.100 

10.000 

9.900 

10,000 

10,300 

2300 

1.958 

1300 

972 

4.000 

9.400 

10  000 

6300 

11.000 

4,180 

12300 

16,625 

17,500 

23.450 

8.700 

8313 

5,000 

2,500 

10.000 

16,600 

5,000 

9.000 

16,100 

64361 

10.000 

9,000 

8300 

8.990 

10.000 

7300 

10,000 

12300 

BoNDe  AND  Stocks  Owicxd. — ConL 
Stocks. — Canl. 


Grand  River  Valley  R.  R. 

Great  Northem  Ry 

Hereford  R.  R. 

Illinois  Central 

Lackawanna  R.  R 


MahoningCoal.  p. 
Mdrisft  cssex..., 


Newport  A  Fall  R.  St  Ry.. . 
N.  z.  C  s  H.  R.  R.  R. ..... 

N.  Y..  N.  H.  sH 

NO.PWJ 

OldCokmy 

Oswego  n  Syracuse.......... 

Penn 

Pittsburg.  Beseemer  k  Lake 

Providence  k  Worcester 

RrnnHHrlstir  k  ftuntog^ , 

Southern  Pacific,  p 

Southern  Ry.,  DIv..  ctii 

St.  L.  A  S.  F.  stk.  te.  etfo..  C.  ft  E.  in.,  p . 

Union  Pac..  com , 

Unkm  Pac..  p 

Upper  Coos  R.  R 

Nat.  Bank  of  Com 


Amer.Tl.ATg 

Blaekstone  \tl.  Gas  k  El.,  p. 

Boston  Inv 

D..L.  ft  W.Coal 

El.  Bond  ft  Share,  p 

Gn.El 

MssB.  Real  Est 

Providence  Big. 

Palhnsn 

Rhode  Island  Inv 


Totals. 


Par 
Value. 

$5,000 
12.000 

5.000 
23.000 

4.000 
10,000 
10.000 

5.000 
25.000 
30.000 
10,000 
10.000 

5,000 
30350 
10.000 

5,100 

10.000 

20,000 

400 

5.000 
10,000 
10.000 
10,000 

1,000 
10.000 

5,000 

5.000 

2,500 

5,000 

6300 
10,000 
10,000 

5.000 
18.200 


Market 

Value. 

85300 

14,880 

2.500 

25,760 

3,840 

10.800 

17,100 

5,500 

22300 

16300 

11,100 

15.000 

10.000 

88377 

6,200 

10.455 

18,000 

18,600 

400 

750 

12,800 

8.300 

10.900 

1.420 

13.300 

5,850 

1.100 

7.000 

6.000 

9.750 

3,000 

7300 

7,750 

17.160 


$592,650    $651,611 


DIRECTORS:  William  G.  Nightingale.  Edward  C.  Buoklin. 
Jeffrey  Davis.  William  Gammell.  Webster  Knkht,  James  M. 
Scott,  Rowland  G.  Haiard,  Edward  L.  Watson,  William  L.  Hodg- 
man. 

TBRRITORT  COVERED:  The  eompany  is  licensed  in  Conn. 
Me.,  Mssi..  N.  H..  R.  I.  and  Vt 
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QUINCY  MUTUAL  FIRE  INSURANCE  COMPANY,  Quincy,  Mass. 

Preaidnt,  C.  A.  Howhod;  SMntarr,  J.  F.  Toaa(.    Orgi^Mil,  18tl. 


Tkir 

Cash 
Aflsets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

LosNi 
Pfeid 

Returned 
toFyh'n 

Expenses 

Total  Ex- 
peoditureB 

Loves 
Ineomd 

1914 
1913 
1912 

1862,975 
830,729 
831.846 

1288,660 
278.890 
283.128 

1563.571 
549.155 
541,302 

$160325 
162,869 
164.882 

1207.323 
202.309 
203.076 

178,991 
67,827 
56.563 

170.490 
70.987 
68.924 

157.276 
53,418 
79,987 

1206.757 
192,232 
205.474 

$83,714 

63318 
61.568 

AsauB,  Dsc.  31, 1914. 

Mortgage  loans $93,211 

Bonds  and  stocks . . .  647,140 

Collateral  loans 86.000 

Cash 19,475 

Agents'  balanees. . . .  12,271 

Interest 5.878 


LiABiUTna,  Dkc.  31, 1914. 

Losses  unpaid $7,095 

Unearned  prems ....       288,660 
Other  UabUitieB 3.650 

Total  liabilities...     $299,405 
Surphis 563.570 


Totalassets $862,975       Total $862,975 


Underwriting  profit.  $16,064;  investment  profit.  $69,278. 

BISKS  AND  PREMIUMS:  Fire  risks  in  force.  Deeembv  31. 
$39,594,070;  premiums  thereon,  $578,899. 

REAL  ESTATE  OWNED:  Conasts  of  oompany's  office 
building,  10,000  sq.  ft.  land  with  house  and  stable  at  Quiney. 
and  23,700  sq.  ft.  land  with  house  at  Quincy. 

MORTGAGE  LOANS:  There  are  loans  aggregating  $93,211, 
and  are  protected  by  iminoved  real  estate  principally  m  Boston 
and  Quincy,  worth  over  double  the  amount  loaned.  There  was  no 
interest  past  due  on  December  81.  last.  The  oompaoy  holds 
ample  insurance  on  the  mortgaged  buildings. 


COLLATERAL  LOANS  are  as  foUows: 
Securities. 


Quincy  EI.  Lt.  A  Pow 

Granite  Tr 

Granite  Tr 

Dallas  Cotton  Mills 

Note  T.  Wat  Coal  k  Coke. . 

EngCoal 

No.  Packing  k  Proviidon 

No.  Packing  k  Provision 

John  P.  Squire 

N.  E.  Dreased  Meat  k  Wool . 

Springfield  Provision , 

Cons.  Rendering 

N.E.Tl.ATg 

Quincy  El.  Lt.  &  Pow 

Savannah  El.  5% 

Sperry  k  Barnes 


Maricet 
Value. 

$20,000 
20,000 
17.000 
6,000\ 
6.000^ 
5,000 
10.500, 
6300 
5.500 
2.900 
8,125 
2,240j 
3,120 
7,200\ 
1300} 
3,200/ 


Amount 
Loaned. 

$15,000 
15.000 
10.000 

8.000 
7300 


20,000 

2,500 
7,000 


Total $122386 


$85,000 


BONDS  AND  STOCEB  OWNED: 

BONDA. 

Mass.,  1930. 3% 

Ptovidoice,  R.  I.,  1980, 8% 

Bay  State  St.,  1929. 5% 

Cfi..l927,5% 

No.  Pac.  k  Gt.  No.,  1921, 4% 

Oregon  S.  Ly  1929, 4% 

Peoria  Ry.  Tin.,  1937. 4% 

Adirondack  El.  k  Pow..  1962. 5% 

Am.  Tl.  k  Tg.,  1929. 4% 


Pte 

Value. 

$50,000 

20.000 

10,000 

5.000 
50,000 
10.000 
14.000 

5.000 
25.000 


Market 

Vahie. 

$44300 

17300 
9.900 
4.960 
6.560 
9.200 

10.920 
4,600 

22,250 


Bonds  aitd  Stocu  Owrid.— <7oiii. 
Boin».-^oiil. 

Cal.  Gas  k  El.,  1987, 5% 

Consumers  Pow.,  1936, 5% 

lU.  Steel.  1940.  4J% 

Mich.  St.  Tl.,  1924.  5% 

Minneapolis  Bn.  El.,  1934, 5% 

N.  Y.  11..  1939.  4J% 

Pac.  Coast  Pow..  1940,  5% 

Ptu).  Gas  A  El..  1942,  5% 

Pac.  Tl.  k  Tg.,  1937,  5% 

Portland  R.R.  Lt.  k  Pow.,  1942.  5%.. . 

Quincy  El.  Lt.  k  Pow..  1921.  4i% 

Seattle  EL,  1929. 5% 

So.  Pow.,  1830,  5% 

Tacoma  Gas  Lt..  1926, 5% 

Toledo  To.  Lt.  k  Pow.,  1918,  6% 

United  Fruit  1917,  6% 

Western  El.,  1922,  5% 

Granite  R.R.,  1914,5% 

Lawrence  Duck.  1914.  6% 

A.  C.  Law.  Leather.  1914.6% 

Nat.  Calfskin,  1914.6%. 

N.  Y.  ft  N.  H.  &  H.  RJL.  1915. 5%. . . 
Central  Hudson  G.  k  El..  1941.  5%. . . 

Puget  S.  Tc.  Lt.  k  Pow.,  1916.  6% 

Umted  Fruit,  1918,5% 

Utah  Pow.  k  Lt.,  1944,  5% 

Quincy  El.  Lt.  k  Pow.,  1915.  5% 


Stocis. 


Old  Colony  RJl 

Broekton  Nat.  Brockton,  Maes 

Commonwealth  Tr.,  Boston.  Maes 

First  Nat.,  So.  Weymouth,  Mas 

Granite  Tr.,  Quincy,  Maes 

Merehants  Nat.,  Boston,  Ma« 

Mt.  Woolaston  Nat,  Quincy.  Mass. . . 
Old  Colony  Nat.  Plymouth.  Mas. . . . 

Plymouth  Nat 

Rockland  Nat,  Boston,  Mass 

Rockland  Tr..  Rockland.  Mass 

Second  Nat.  Boston.  Mass 

State  St.  Tr..  BostoniMaas 

Wachuaett  N.  (liq.).  Fitchburg.  Mass.. 

Lawrence  Duck 

Mich.Tl 


Par 
Value. 

$10,000 

15.000 

6,000 

10.000 

20300 

10.000 

5,000 

5,000 

10,000 

5,000 

6,000 

10.000 

5,000 

5.000 

5,000 

4.987 

7.000 

10.0Q0 

15,000 

5.000 

5.000 

5.000 

laooo 

10,000 

5,000 

10.000 

17300 


1,100 

15.000 

25,000 

3300 

4,800 

6300 

33300 

2,000 

2,000 

8300 

5,000 

8,700 

8300 

6.000 

20.000 

1.605 


Market 
Vahie. 

$9,300 

14.100 

4350 

S.900 

20,000 

9300 

4.900 

4300 

9.700 

4.600 

5.820 

9.700 

5.000 

4.760 

4.950 

6.050 

7,140 

10.000 

15,000 

5,000 

5.000 

5.000 

lOlQOO 

laioo 

4«9S0 

9300 
17300 


1,650 
22300 
47,000 

3,200 

0.600 
17,215 
41.875 

2.400 

3.625 
22.440 

7.250 
25,230 
23375 

1.001 
201,000 

2380 


Totals  (book  value.  $577372) $520,000      9647,140 


MISCELLANEOUS:    Confla^atioii    kMses:    Boaloii. 
$495,000. 

DIRBCTORS:    Thomas  Curtis,  Theophihis  King. 
Faxon,  Chas.  Q.  Hathaway,  Chas  A.  Howlaiid.  Jaa.  F 
Frederick  H.  Smith. 

TERRITORY  COVERED:    The  oompaoy  is  fieenaid  i 
Me.  .Mass..  N.  H^  R.  I.  and  Vt. 


1872. 
M. 


REPUBLIC  COUNTY  MUTUAL  INSURANCE  COMPANY.  BeUeviUe,  Kan 

President.  A.  E.  Norris;  Secretary,  Emmett  Keith.    Organised ,  1884. 


Tbir 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

IttCUllOU 

1914 

$37,986 
34,176 

$27300 
25,024 

$9,686 

9.152 

33.505 

$32,946 
31.298 
28.340 

$34,836 
32,876 
31.505 

$20,294 
23368 
18.808 

$10,732 

tSIAM 

«20.2»4 
18.80S 

1913 

8.837          299nK 

1912 

33,505 

9.2151 

28.08^ 

ASSETS,  DEC.  31,  1914:  Mortmge  loans.  $29,100;  eash, 
$8386:  total  assets.  $37,986.  Liabilitaes:  Losses  unpaid,  $800; 
oneamed  prems..  $27,500;  total  liabUities,  $28300. 

Net  amount  of  memben'  liability.  Dee.  31,  $131,410. 

Fire  risks  in  force,  December  31.  $9,057,070. 


MORTGAGE  LOANS:  These  loans  _ 
protected  by  improved  ml  estate  valued  at 
amount  kmned  thereon.    All  are  first  Hens. 


$29,100  and 
thu  double 


REPORTS    OF    ORE    INSURANXE    COMPANIES. 


RETAIL  DRUGGISTS  MUTUAL  FIRE  INSURANCE  COMPANY, 
Cincinnati,  O. 


FnalraCFluJipLalii:  Seeretur,  John  Weya. 

Or(H»d. 

BOO. 

,^\ss. 

sss 

N«t  CM 

Cuh 
PiHihma 

TotiJ 

F>id 

la  Pjh'n 

EqnM 

ToUl  Ei- 

■i=. 

nil  1     u»u 

"S 

MV,B« 

tSCSH 

OT.031 

SJ1I3 

'IS 

27,428 

I8JT7 
3.K3 

Die  SI,  lli4. 

tl.S«0 
ndMM....         18,110 


BONDS  OWNED: 
nnauli  Ubh.,  lOZMt,  3i% 
Ckidud  Unn.,  1^4^.  47.. 
Cotaa.  Ry.  P  4  St.,  1»J».  *% . 


Nonood  W.  W..  1B37, 

Nvnod  SL  Imp..  IBM.  ^%. 
ToMd.  O.,  p.  Imp.,  im,  1%. 


BOHTK  OWKID.— CbM. 


p..lt2S,4t?o'-' 

JO,S% 

!..IHl,«t%.-- 


Wim,  T«i..W.'(T.i'l»42.'s 
VioUn  Co.,  Tn.,  md  dii 

E,p.ieniii.  "        --■  ■ 


bmUlon.  0.,  t 


ll)U,t%.. 


ToUli(baoknbe,«7.00C 


WTJOO        IW.14I 


FIELD    MEN    .._  _ 

■note!  C.  L.  Mdolln,  BL 
O.    ni  n)iDp4a]r 


TERRITORY    (X 


RETAIL  HARDWARE  MUTUAL  FIRE  INSURANCE  COMPANY, 
Minneapolis,  Minn. 

Pnmint,  C.  F.  Udw:  SmntKr,  U.  S.  UiUinn.    Orcvuisd.  190D. 


HTOMB 


tSSl,BM 
MM,0« 


HM,MO 


tlM,MB 
11S.S3S 
1M.4M 


a,Dw.I],l>14. 


BISKS  AND  PRBUnJUS:  nnriikaiB  lone,  DtMobv  31 
lllJ>7,tT4:  pnniim  IfanoD,  tlM J33. 

BCSINESS  HIHCB  OSOANIUTION;  FmsionM  mind 
tVSUM:  liHB  laid.  tTaO,MS;  dindub  daZued,  atli,  tl,IM«, 

Fu 
BONDS  OWNED:  Vihi 

UixnDaCii,.MiiD.  t% «S-10 

BCa,HniiL,t%... 


ftriin  Oo,  Uim.,  t% 

■nnCD..iaK.,f; 


l«MCo,lfiu,(% Hj» 

I<e4iiPMBCo-I% 15,00 

^anruitbtu.m, (,00 

Trmi*HomfcU,e% 7,001 

EMGnadr<]>ta,lEiu.,t% 10,001 

ML.taCo,MiiBL.ijfe M,O0i 


RoM»u,  Minn.,  6'\      

IlMaCo.,  MiDO..  6^1 

VUlngi  ot  McKiDley,  MimL,  B%. .. 

Tniy,  Mont..  «ro 

Cie)'<i(Alkiiimii,N(b.,8% 
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REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


RETAIL  LUMBERMENS  MUTUAL  INSURANCE  COMPANY 

OF  WISCONSIN.  Milwaukee,  Wis. 

Praudent,  M.  H.  Hand;  SMrotaiy,  Adolph  Pfond.    Orsuuied.  1805. 


Ykir 

Cash 

ABBetfl 

Unearned 
PremhunB 

Net  Caah 
Surplus 

Caah 

Total 
Inoome 

LoMes 
Paid 

Returned 
to  Fyh'ia 

Ezp«naei 

Total  Ex- 
penditutee 

Loam 

1914 
1913 

$49,073 
27,338 
27,702 

$26,981 

$21,930 
27,140 
25.585 

$10,765 
5.576 
5.005 

$12,065 
6.695 
6.017 

$4,430 
5.219 
8,026 

$576 
59 

$1,708 
1.680 
1.461 

$6,709 

$4,430 
5J19 

1912 

zm 

Dec.  81, 1914.  LuBonns.  Dbc.  81. 1914. 

MortcBge loana $89,200    Unfltraedprama....      $26,981 

Caah 6.562    Other  UabifitieB 162 

Interest 3.311  

Total  liabilitieB...      $27,143 
Surplus 21.980 

Totalaaseta $49,073       Total $49,073 


FSre  risks  b  forae  Deoanber  81.  $1,117,146. 
Losses  paid  since  organisation.  $33,615. 


RETAIL  LUMBERMENS  INSURANCE  ASSOCIATION, 

Minneapolis,  Minn. 

President.  J.  H.  Queal;  Secretary,  WUIsid  0.  HoDis.    Organixed,  1894. 


Tbab 

Caah 
Assets 

Unearned 

Net  Caah 
Surplus 

Caah 
Premiums 

Total 
Inoome 

Loases 
Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

1914 

$876,536 
363,283 
343.025 

$47,292 
46,896 
46,032 

$328,244 
315.646 
296.243 

$81,378 
80.379 
78.231 

$98,393 
98.313 
93377 

$61,491 
58.560 
27  811 

$22,088 
22,477 
20.323 

$88,678 
81.037 
48,184 

$61,401 

1913 

55.261 

1912 

27.605 

Assm,  Dae.  31, 1914. 

Mortgaee loans $294,200    Unearned prms....      $47,292 

~     *  19,560    Other  liaUfities. 


Bonds 

CoUatecal  loans. 
Aftnts' balances 

Interest 

Other  anets 


27.914 
157 


LiABiUTXiB,  Dtc.  81. 1914. 

7,211 
1.000 


Total 


Total  fiabifitiea...       $48,292 

7,191    Surphis 328.244 

27.524 


$876,536       Total $376,586 


Nek  amount  of  memben'  liability,  Dec.  31,  $192,581. 
Underwriting  loss,  $1,560;  investment  profit,  $581. 

RISKS  AND  PREMIUMS:    Fit*  risks  in  foree.  December  31. 
$16,209,018;  premiums  thereon,  $189,169. 

BUSINESS  SINCE  ORGANIZATION:    Premiums  received. 
11.040.444;  Icons  paid.  $785,269. 

MORTGAGE  LOANS:    There  are  99  loans  aggraptting  $294.- 
900.  protected  by  first  mortages  on  fans  properties  in  Iowa. 


Minnesoto  and  North  and  South  Dakota,  vahiad  at  tljOSOjM- 
No  interest  past  due  December  31.  last  Compaay  hoUb  $18,965 
of  insurance  on  the  mortgaged  buildingB. 


BONDS  OWNED: 
T.  C.  Rapid  Tr.  Co.,  5%. 


Atch..  Top.  A  S.  Fe  C.  A.  k  S.  F..  4)%... 
Minnpb.  Gas  Lt.  5% 


Par 
Value. 

$5,000 

5.000 

10.000 


Market 

Value. 

$5,000 
4.750 
9.800 


Totals  (book  vahie.  $19,550). 


$20,000         $19,500 


MISCELLANEOUS:  This  is  a  mutual  company  and  paya  do 
dividends.  Charge  and  collect  onlv  42%  annually  of  the  annual 
rate  in  effect,  a  return  of  dividend  of  58%  average  for  20  yvara.  40% 
collected  to  60%  returned. 

TERRITORY  COVERED:  Special  agent.  IL  A.  Ndbn. 
Minneapofis,  Minn.  Compaayislicensedinla.,  Mian.,  and  8.D.; 
writes  in  fifteen  States. 


RETAIL   MERCHANTS   ASSOCIATION   MUTUAL   FIRE  INSURANCE 

COMPANY  OF  ILLINOIS,  Springfield,  111. 

President.  G.  S.  Connelly;  Secretary.  W.  W.  Swett.  Jr.    Organised.  1898. 


YlAB 

1914 
1913 
1912 


Caah 
Assets 


$33,158 
33.909 
31.528 


Unearned 
Premiums 


$30,208 
31.475 
29,941 


Net  Caah 
Surplua 


$1,950 
2,484 
1,586 


Cash 
Proniums 


$59,697 
62,259 
59,730 


Total 
Income 


$60,652 
63,058 
60.202 


Paid 


$15,858 
11.753 
14.788 


Returned 
to  Fyh'rs 


$15,574 
15.457 
15,065 


Expenses 


$29,971 
33.467 
80,579 


Total  Ex- 
penditures 


$61,403 
60.6n 
60,462 


$16358 
11,753 
14.788 


AflsrcB,  Die.  31. 1914. 

Mortgage  loans.  —       $15,000 

Caah 

Agents'  balances — 


LiABnimt,  Dsa  31, 1914. 


unpaid 

10. 156    Unearned  prema . . 
8.002 

Total  liabilities. 
Surplus 


$1,000 
30,208 


Totol  assets $33,158       Total. 


$31,206 
1.950 

$33,158 


Net  amount  of  members'  liability.  Dec.  31.  $377,436;  under- 
writing kns.  $1,440. 


RISKS  AND  PREMIUMS:  Fire  risb  m  foree.  Deoentber  31. 
$5,140,255;  premiums  thereon.  $60,748. 

BUSINESS  SINCE  ORGANIZATION:  Pnnunaw  raeebedU 
$846,784;  kMses  paid,  $268,728;  dividends  declared,  cash,  $186,435. 

MORTGAGE  LOANS:  There  is  one  loan  of  $15,000  on  Spri^ 
field.  lU.,  real  estate  valued  at  $45,000. 

FIELD  MEN  AND  TERRITORY  COVERED:  H.  W. 
Behnke.  special  agent.  Chicago,  111.,  and  PMer  Kremer.  veeial 
agent,  Edwardsville,  111.    The  company  operates  in  OL  only. 
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RETAIL  MERCHANTS  MUTUAL  FIRE  INS.  CO.,  MinneapoUs,  Minn. 

Prendent,  H.  J.  Dahn;  Seoretary,  A.  H.  Chaefle.    Oisuuied,  1900. 


Ybab 

Cash 
Aawts 

UDcarned 
Premiuma 

Net  Caah 
Surp^ 

Caah 

Total 
Income 

LoaBes 
P^ 

Returned 
to  Fyh'n 

Total  Ex- 
ExpeoaeB     penditurea 

Loeaea 
Incurred 

1914 

$14,3«) 
16,075 
13.783 

$7,133 
7,157 
6,795 

$102 
8.228 
3,686 

$26,244 
24,606 
22,622 

$26,368 
24,827 
24.921 

$16,705 
12.040 
16,322 

$11,530 
11.088 
17.353 

$28,236 
23,128 
33.675 

$22,154 

\m 

8,347 

1912 

14.322 

ASSETS,  DEC.  31,  1914:  Caah,  $10,075;  agenta'  balaneea, 
13,772;  utcrest  and  rents,  $320;  ot  er  asets,  $213;  total  aaaets, 
114.380.  liabiUtiea:  Loeaes  unpaid,  $5,685;  unearned  ivema., 
17.133;  other  IbfaifitMa.  $1,371:  total  liabilitiea,  $14,180. 

Net  amount  of  membera'  liability.  Dee.  31,  $28,342;  onder- 
vritiBg  loai,  $1,968. 


RISKS  AND  PREMIUMS:  Fire  riaka  in  force,  Deoember  31, 
$1,951,396:  premiuma  thereon,  $28342. 

FIELD  MEN  AND  TERRITORY  COVERED:  S.  E.  Grin- 
dall,  apemal  agtnt.  Walker,  Minn.,  for  Minn.*  outnde  of  Twin 
Citiea;  E.  H.  Soo6eld,  apeeial  agent,  Minneapolia,  Minn.,  forTwin 
Citiea  and  aabuiije.    Company  operatca  in  Minn.  only. 


RETAILERS  MUTUAL  FIRE  INSURANCE  COMPANY,  Philadelphia,  Pa. 


PkcaMiant,  Albert  Kaiaer; 

Secretazy.  A.  M.  Howei 

1.     Orsaaiaed,  1908. 

'     Caah 
YiAB     Aaaeta 

Unearned 

Net  Caah 
Sorphia 

Caah 
Premiuma 

Total 
Income 

Loasea 
Paid 

Returned 
to  P'yh'ra 

Eipenaee 

Total  £x- 
penditurea 

LoMea 
Incurred 

1914         $15,310 
1913           14,564 

$6,338 
11,883 
10.938 

—$179 

902 

6,662 

$19,522 
18.121 
17.211 

$21,448 
18.427 
18.033 

$15,910 
18,035 
10.202 

$6,485 
5.975 
6.460 

$22,395 

24.910 
16.907 

$21,804 
18.891 

1912          30,490 

9.712 

AasBTB,  Dbc.  31, 1914. 

8o.Pte.Bda $10,000 

Cvh 3/)74 

Acuta'  bakneea. . . .  2,065 

btseit 160 


I^ABiLiim,  Dm.  31, 1914. 

Loaaea  unpaid $8,838 

Unearned  pra 


Other 


Dea  jprema. 
liabuitiea.. 


6,338 
313 


Totalliabilitiea. 
Exceaaof  liaba.... 


Total 


$15,309       Total. 


$15,489 
179 

$15,310 


RISKS  AND  PREMIUMS:    Fire 
$4,399,125;  prenuuma  thereon.  $23,896 

BUSINESS  SINCE  ORGANIZATION: 
$174,449;  kMaea  paid,  $109,753. 


in  foroe,  Deoember  31 
PMniuma  reoeiyed. 


RHODE  ISLAND  MUTUAL  FIRE  INSURANCE  CO.,  Providence,  R.  I. 

Pteaident,  John  R.  Freeman;  Secretary,  Theodore  P.  Bogert.  OrgMiiaed,  1848. 


Ti^ 

Caah         Unearned 
Aaaeta        Premiuma 

Net  Caah 
Surphu 

Net 

Ptemiuma 

Total 
Income 

Loaaea 
Paid 

Returned 
to  Fyh'ra 

Expenaea 

Total  £z- 
poiditttrea 

Loaaea 
Incurred 

1914 
1913 
1912 

$1J358,706        $810,273 
1.419.178          577,077 
1,532,661           660,701 

$519,884 
828.666 
860,006 

$877,303 
569,620 
706,600 

$043,838 
644.484 
783,116 

$261301 

103,888 

62,008 

$661,731 
451,741 
596,733 

2** 

$969,067 
619,658 
754,754 

$265,408 

106,085 

65,720 

Dk.  81, 1014.  li^BiuimSi  Dk.  81, 1914. 

Boadaaadatoeka...  $1,311,230   Lowaunpaad $11,440 

Caah 18,048    Unaaraadnema....      819,273 

i«eDtB' bakneea....         26,672    Other liabffitiea 8,198 

latereat 2346  

Totalliabilitiea...     $838,911 
Sun^ 519,884 


Total 


$1,358,705       Total $1,358,795 


Net  amoont  of  membeca'  liabifity,  Dec.  31,  $7,015,966;  under- 
vzitiaK  profit,  $300,340;  inTeatment  profit,  $48,796. 

KISES  AND  PREMIUMS:  Rra  riaka  in  force,  Deoember  31, 
1191,563386;  pranhmia  thereon,  $1,403,193. 

BUSINESS  SINCE  ORGANIZATION:  Piemiuma  reoeived, 
116380.922;  loaaea  pud.  $2,124,149;  diridendb  deobnd,  caah, 
113.651320. 

Market 

Vahie. 

$61,050 

36.000 

58.410 

3,220 
20.000 

3,774 
21.042 
10300 


BoRM  AND  Sioou  OwmD.— CohI. 

Sroosa.— Cont 

ChL,  Si  P.,  M.  &  0.  By 

Chi.4Nim.Ry 

Cler..  C.  C.  A  St  L.  Ry.,  p 

DeL  A  Hudaon  Co 

Gt.  Northern  By.,  p 

II1.C.R.R 


BONDS  AND  STOCKS  OWNED: 
Boifoa. 

C.3.reK.,1025,45^ 

L  L  State,  1969,  3|<^ 

Aa.  U  4  Tg,  er.,  c,  1933, 4*% 

B.ft  0.  RJU  er.  c,  1933,  4^ 


%- 


C.,  M.  k  8t7P.  Ry.,  cv.  c,  1932, 4J%. . . 
N.  Y.,  N.  H.  4  N.  RJt.  d.  otf.,  1923,6%. 
So.  Pte.,eT.e.,  1019,5% 


Manhattan  Ry 26,600 

S- Y, LadLi  W.  R.R 11.600 

ntta^FtW.4ChLRy 34,600 

Ptondenee  4  Woiwater  R.R 51,250 

A^j9P*S.FeRy..p 20.600 

|*0.5JL,c 7,298 

Cb>^  B.  4  Q.  By 48.180 

^JS't^lS?-'^ 22368 

ChL,MiL4StP.Bar.,p 49,982 


Minn.,  St.  P.  4  S.  Ste.  M.  Ry.,  c. 
M.,  St.  P.  4  S.  Ste.  M.  By.,  p. . . 

N.  Y.  C.  4  H.  R.  RR 

N.  Y..  N.  H.  4  H.  RR 

No.Ptu).Ry 

Pa.  R.R 

Reading  Co 

8o.Pte.Co 

So.  Pao.  Co.  ctf.  of  int 

So.  Ry.,  p 

Un.rto.R.R,c 

Un.  Pac.  il.A.,  p 

C^aaB,N.Y 

Ot.  No.  Ry.  Co.  Ore  otfa 

Merchanta  Nat.  Bk 

Nat.  Bk.  of  Commerce 

Northern  Seeuritiea 

Providence  Gae  Co 

Pullman  Co 

U.  S.  Steel  Cp.,  p 


Maricet 

Value. 

$26,200 

09,750 

5,000 
14300 
52.700 
38.640 
15.867 
15,982 
17.550 
45,100 
37,740 
159,568 
82,800 
28300 
17,553 

6.800 
88,400 
33.200 
38.700 

3340 
18.000 

7.100 
315 

1,470 
81,000 
33,000 


Total $1,308,560 

MISCELLANEOUS:  Thia  company,  together  with  the  Amer- 
ican, Entarpriae,  Manufacturaca.  Medmnioa  and  State  Mutual 
Fire  Inaurance  Companiea,  all  of  ProTidenee,  la  under  the  aame 
management    Company  operatea  in  United  Statea  and  Canada. 

DIRECTORS:  A.  L.  Danielaon,  J.  K.  H.  Nightingale,  Henry 
F.  lippitt.  Robert  W.  Taft.  John  R.  Freeman,  Eben  S.  Draper, 
Jonathan  Chaoe.  Jeaae  H.  Metcalf,  Henry  D.  Sbarpe,  Wm.  Amea, 
Robt.  I.  GammeQ,  E.  D.  Pearoe.  A.  H.  TiUinghaat,  H.  0.  Sturgea. 
W.  Knight. 
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RICHLAND  COUNTY  MUTUAL  INSURANCE  COMPANY,  Mansfield,  0. 

Preadent,  A.  C.  Cummins;  Secretary.  R.  Smith.    Organised.  1851. 


Ykir 

Cash 
Aoets 

Unearned 
Ftemiums 

Net  Cadi 
Surplus 

Caah 
Premiums 

Total 
Income 

LOSMS 

Paid 

Returned 
to  Fyh'n 

Total  Ex-  ,     LoMB 
penditureB  <  Incumd 

1014 
1013 
1912 

$194,244 
175.820 
187.568 

1190.759 
173,849 
181302 

$100,694 
05,584 
03.840 

1100,604 
05.564 
03.840 

$50,544 
78,877 
53  374 

$31,582 
20,667 
32.306 

$82,126,        152.881 

•  109,144!         74.788 

85.680          57.074 

ASSETS,  DEC.  31. 1914*  Real  estate,  $26,000:  cash,  $168,244; 
total  assets.  $194,244.  Liabilities:  Ixmms  unpaid,  $3,000;  other 
Sabifities,  $485;  total  BabifitieB,  $8,485. 

Net  amount  of  premium  notes,  Deo.  31.  $2,257,040. 

Fire  risks  in  foroe,  Deoember  31,  $2,804,600. 


BUSINESS  SINCE  ORGANIZATION:    Piemiums  raoeiyei. 
$2,725,404;  looses  paid,  $1,747,177. 

REAL  ESTATE  OWNED:    The  company  oww  its  home  offies 
earned  at  book  vahie,  $26,000. 


ROCKVILLE  MUTUAL  FIRE  INSURANCE  COMPANY,  RockviUe,  Conn. 


President.  E.  G.  Bulkr; 

Secretary,  A.  T.  BisselL 

Orsaaiaed,  1868. 

TlAB 

Cash 
Assets 

Unearned 
Premiums 

Net  Caah 
Surplus 

Caah 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'ia 

Expenses 

Total  Ex- 
penditures 

Loans 
Incund 

1014 

$28,267 
26,600 
24,709 

$2,032 
2,053 
1,034 

$26,148 
24.571 
22.713 

$1,173 
1.306 
1.204 

$2,406 
2.443 
2,240 

$880 

70 

130 

$434 
450 
423 

$814 
520 

$380 

1013 

70 

1012 

562 

1S9 

AflBRB,DB0.31.1014. 

Bonda $10,110 

Cash $0,136 

Interest 22 


LuBiunu,  Dbo.  31, 1014. 

$2,032 
87 


Unearned  ptems 
Other  UabtUties. 


TotalliabiliUeB...       $2,110 
Surplus 26.148 


Totalassets $28,267       Total $28,267 


Net  amovnt  of  members'  liaUIity,  Dee.  81,  $20,002;  under- 
writhig  ivofit,  $381;  investment  profit,  $l,106b 

RISES  AND  PREMIUMS:    Fire  risks  in  force,  Deoember  31, 
$602,646;  prenuums  thereon,  $8,903. 


BUSINESS  SINCE  ORGANIZATION:    Premiums  raocned. 
$32,207;  kases  paid,  $13,724. 


BONDS  OWNED: 

Connecticut  Ry.  k  Ltg 

Pint  Nat.  BL.  RoifviUe 

RockviUe  Nat  Bk 

Aetna  Fire  Insurance,  Hartford. 


Par 

Value. 

$1,000 

10.000 

3.000 

1.300 


Mttket 

Vihe. 

10,300 
3.510 
4.160 


Totals  (book  vafaie,  $18,118). 


$15,300       $19,110 


FIELD  MEN  AND  TERRITORY  COVERED:   L.  BiMd 
ft  Son,  RockviUe,  Conn.    Company  operates  only  in  Cooaeeticttt. 


RUBBER  MANUFACTURERS  MUTUAL  INSURANCE  CO.,  Boston,  Mass. 

President,  Arthur  H.  Lowe;  Secretary,  Benjamin  Taft    Organised  1885. 


TlAB 

Cash 
Assets 

1014 
1013 
1012 

$616,004 
505,156 
480.330 

Unearned 
Premiums 


$245,753 
256,800 
234,109 


Net  Caah 
Surphis 


$263,988 
230,116 
247.002 


Net 
Premiums 


$804,708 
433,408 
436.665 


Total 
Income 


$416365 
454,253 
456.639 


Pkid 


Returned 
to  Fyh'n 


$19,524 
16,787 
21.559 


$361,836 
865391 
380,716 


$86378 
37359 
33.078 


Total  £k- 
penditores 


Inooned 


Assm,  Dso.  81, 1914. 


I^AUums,  Dig.  31, 1014. 


Bonds  and  stoeks. 

Caah 

Agents'  balances.. 
Interest 


$457,450    Losses  unpaid.... 
37380    Unearned  prema . . 
14380    Other BabiHtieB... 
7376 

Total  fiafaifities. 
Surphis 


$3320 

245,768 

8,084 

$252316 
263,088 


Total 


$516,004       Total $616,004 


Net  amoost  of  members'  fiabifity,  Dec  81,  $8,462338;  under- 
ivriting  profit,  $352360;  investment  profit,  $24,437. 

RISKS  AND  PREMIUMS:  Fire  risks  in  foroe,  Deosmber  81, 
$58362,883;  premiums  tiwraon,  $402307. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  leoeived, 
$8360,034;  k»Ns  paid,  $1366338;  dividends  daolared,  oash, 
$5,076,602. 

BONDS  OWNED:  VahM. 

Cook.  Co.  lU.,  1925, 4% $5,000 

FaU  River,  1015, 8i% 15.000 

.,  Commonwealth,  1040, 8i% 40.000 


A.,T.&S.FeRy.,1028,4%. 
*  Anrara,  EI.  ft  Chi.  RJL,  1046.5%.... 

B.  ft  A.  R.R..  08.  m.,  1051, 4% 

BortoiiElev.Ry..l«86.4% 

Bos.ftLoweORJl.,1010,3i% 

Bos.  ft  Me.  RJL.  1026. 4% 

Bos.  ft  N.  Y.  A.  L  R.R.,  1055, 4%.. . 

Central  Branch  Ry.,  1010, 4% 

Chi.  R.  I.  ft  Pac  Ry.,  1015,  i\%. . . . 

D..  Y.,  A.  A.  ft  J.  Ry..  1026. 5% 

Eb.  ft  Trenton  RJL,  1062, 6% 

El.  Pmo  ft  R  L  RJL,  1051. 5% 

FitchbunR-R.,  1027-8, 4% 

Fla.E.  Coast  Rf.,  1060,41% 

Riv.  ft  Ft.  C.  RR..  1015, 6%. 


10,000 
5.000 
5.000 
6.000 

14.000 

10.000 
3.000 
5.000 
3,000 
7.000 
5.000 
5.000 

20.000 
5,000 
5,000 


Maiket 

Vahie. 
$4,060 
15.000 
36.800 
0300 
4350 
3.500 
5,160 
13.440 
7.700 
2.580 
4,400 
3.000 
6330 
4.750 
4,000 
18.100 
4,550 
4.700 


Bonds  Owhsd.— <7enl. 

L.  SL  ft  Mioh.  So.  Ry..  1028-31,  4%. . . 

Me.  C.  RH..  1016, 4*% 

Md.,  Del.  ft  Va.  Ry.,  1056, 5% 

Middlesex  ft  Bos.  St.  Ry.,  1032, 4i%. . . 


('t. 


Mo.,  Pm.  Ry.,  1015,  6 

Montreal  Tramways,  1941, 5% 

N.  Y.  C.  ft  H.  R.  R.R..  B.  ft  A.,  1920.41% 
N.  Y.  C.  ft  H.  R.R.  L.  S.  ool.,  1908, 3i% 

N.  Y..  C.  4  St.  L.  R.R.,  1031, 4% 

N.  Y.,  N.  H.  ft  N.  R.R.,  1055, 4% 

N.  Y..  0.  ft  W.  Ry..  1015. 5% 

No.  Me.  Seaport  RJl.,  1036, 5% 

No.  Pac  Gt.  No.  Ry.,  col.,  1021, 4%.. .. 

Rich.- Wash.,  1048 , 4% 

R.  I.,  Ark.  ft  La.  R.R.,  1084, 4^% 

St  L.  Mohts'  Be  Tm.,  Ry.,  1030, 5%. . 

West  End  St.  Ry..  1017, 4% 

Woroester  ft  Holden  St  Ry.,  102S.  6%. . 
Amer.  Agrk.  Chem.,  1024, 5 
Amer.  TL  ft  Tg.,  1020,  4 


%. 


Amer.  Writing  Paper.  1010. 5%. 
Conn.  River  Pow..  1037, 5% . . . . 

Consumers  Pow.,  1036, 5^o 

Kansas  Gas  ft  EL  1022. 5%. . . . 
New  Eng.  Tl.  ft  Tg.,  1010,  5%. . 
New  Eng.  Tl.  ft  Tg..  1030,  4%. 
No.  Tex.  EL.  1040.5 


fL 


T,H.Tc._4Lt.,  1044,5%. 


ic* 


Western  EL.  1022, 5 
Westn.  Union  Tg.,  1050. 4i% 


/o- 


$407,737^  $21,567 
410.737^  15.197 
435353.  23.214 
Market 

Vihie. 

%1%JSOO 

HMO 
8.5(» 
9,500 
9.000 
4.950 
4.950 

11,700 
8.400 

14300 
S300 

13.500 

26.1M 
8.550 
4.150 

25,750 
4.900 
3,960 
4350 

19380 
6.700 
4.700 
9.400 
4.800 

10.000 

15.130 
4.750 
4.850 
2.010 

18.400 


Par 
Value. 

$20,000 

16300 

10,000 

10,000 

10,000 

5.000 

5,000 

15300 

10,000 

20300 

5,000 

15300 

27,000 

0,000 

5300 

25,000 

5300 

4.000 

5,000 

22.000 

10.000 

5.000 

10,000 

5,000 

10300 

17,000 

5300 

5.000 

2300 

20.000 


Totals  (book  vahie,  $485 ,687) $500.000      $457.450 

TERRITORY  COVERED:    The  compwiy  is  Uoensed  u  IL* 
Mass.,  Mich.,  N.Y.,  R  I.,  N.  C.Wis.,  Me..  N.  H.,  O.  and  Pa. 
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SAFETY   MUTUAL  FIRE   INSURANCE   COMPANY.   Lebanon.  Pa. 

IVendeDt,  J.  R.  B«eklcy;  Seervtary,  8.  R.  Seabold.     Oisuuied,  1893. 


7lAB 

AMete 

UaMtned 
lYenuQiiw 

Net  CMh 
SorphH 

Cnfa 

Total 
Inmoie 

Loasei 
Pfeid 

R«tonied 
to  Fyh'n 

Ezpcnm 

Total  Ez- 
pcnditurei 

Immb 
laeamd 

1914 

$23,778 
20.278 
24.935 

-$6,714 
—189 
—143 

$44,101 
70.214 
42.192 

$46307 
70,214 
42.102 

$34,500 
5030e 
33.30a 

$19327 

0,230 

11,107 

$53,887 
60,003 
44358 

$37,069 

1913 

$12321 

1912 

iSBPTS,  DEC.  31.  1914:  Reina.  due.  $1,137;  oTwoharge, 
$3,422;  eaih.  $019;  aflentB'  bahiioM,  $2310;  vnooDeeted  aM*mta, 
115,104;  Klein  jndiement.  $1300;  total  aneta,  $23,798.    lia- 


faifitiea:    Lonea  unpaid,   $17,502:   bonoired 
other  liabilitieB.  $670;  total  BatiifitMa.  $29,492; 
Fire  riaks  in  fane,  Deoember  31,  $5318,996. 


$11,320: 


SALEM    COUNTY    MUTUAL    INSURANCE    COMPANY,    Salem,    N.  J. 

PMident.  Hennr  M.  Rumaey;  Seeretarj,  J.  B.  Billiard.    Onaniaed,  1849. 


Tl4B 

Gbah 
Aaseti 

Unearned 
PMnioniB 

Net  Cash 
Sarploa 

Cash 
Plrenuuma 

Tbtal 
Income 

Loaaea 
Pfeid 

Returned 
to  Fyh'ra 

Eipensea 

Total  £x- 
penditorea 

Loaaea 
Incurred 

1914 
1913 
1912 

$85341 
83338 
83382 

$1,835 

1338 
1.534 

$82312 
80.905 
81.453 

$3,6n 

3.700 
3,075 

$8,128 
7.553 
0304 

$1315 
442 
830 

$3305 
3.474 
2394 

$1,211 

2.012 

799 

$5,781 
5.928 
4329 

$1,114 
442 
837 

Aaaan,  Die.  81, 1914.  Lubiuctb,  Dnc.  31,1914. 

MortfiViloana $28,460    Loaaea  unpaid $99 

BoodiaadatoekB...        54,710    Peip. dep. reel 1.835 

CMh 1367    Other  liabUitiM % 

lotseit  and  rente...  008  

Otksaewta 200  Total  liabilitieB...        $3,429 

Surphia 82.912 


Total 


$86341       Total $85341 


MORTQAOE  LOANS:  Itee  are  14  loana  for  $28,460,  pro- 
teeted  bjr  dweDinga,  hm  landa  and  buaneaa  bloek,  t^um  at 
more  than  douMe  the  amount  loaned.  Itee  waa  no  intereat 
peat  due  on  Deoember  31,  laat  Company  holda  $22,460  of  inaor- 
anoeon  the  buiUfiagi. 


SALEM  MUTUAL  FIRE  INSURANCE  COMPANY,  Salem.  Mass. 

Ptceident.  S.  Herbert  WiDdiw;  Seentary,  Arthur  Derby.    Organiaed,  1838. 


Ti&a 

Aante 

Uneuned 
IVeffliuma 

NetCaah 
SuTjJua 

Caah 
Pfemimna 

Total 
Income 

Loaaea 

RetimiMl 
to  Fyh'M 

Ezpeoaea 

Total  Ez- 
pendituree 

Loaeea 
Inourred 

1914 

1913 
1913 

$34,903 
107,090 
104,747 

$4,432 
51,002 
48376 

$13360 
49.714 
62,284 

$31,672 
50.139 
48309 

$50,458 
54,002 
47377 

$115,103 
22.352 
18.080 

$0,646 
11.115 
10,790 

$10,503 
15.631 
14318 

$136,402 
49,098 
48,094 

$113,214 
22337 
18300 

Aaena,  Dnc.  81, 1914. 

Mart«aciIona....  $8,700 

Beadiaadatoeka...  7326 

CWi 1,906 

A«ati'faalanoeBL...  0,442 

latere^  and  rental.  119 


LiABiLnnB,  Die.  31. 1914. 

Loeaea  uiqiaid $20 

Unearned  prema....  4.433 

Other  UaUfities.....  0.044 


Total  liafailitiea. 
Surplus 


$11,102 
13390 


Total 


$24,993       Total $24,992 


Met  aouant  of  memben'  liafaifitjr.  Dec  31,  $104,884;  andermit- 
iag  km,  $163S2;  inveetmoii  profit,  $35,140. 


BISKS  AND  FREMIUM8:  Fire  rialci  in  foree,  Deoember  31, 
$1331307;  ncmiaiiM  thcnoo,  $13,841. 

Loam  paid  enea  orsmnaation.  $670,186. 

MORTGAGE  LOANS:  Thm  are  4  loana,  for  $8,700,  on  i«al 
ertate  at  Lamn,  Salem  and  Peabody,  Maas.,  Tahied  at  $16,550. 
Coopaiqr  holda  89300  of  fire  inanranne  on  the  buikfinga. 


BONDS  AND  STOCKS  OWNED: 
Boinw. 
Maiden,  Maai 

BlOOKB. 

Boaton  k  Maine,  p 

Boatott  k  Maine,  o 

Salem  Gm  Li^t  Co 


Fte 
Vahie. 

$5300 


700 
300 

2,200 


Marlwt 

Vahw. 

$4300 


6390 


Totals  (boolc  value,  $5,100) , 


$7325         $7325 


MISCELLANEOX78:    Conflaeration  loae:  SUem,  1914,  $96340. 

TERRITORY  COVERED:     TheeompanyislioeaMediaMaas. 
and  Vt. 
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SECURITY  MUTUAL  FIRE  INSURANCE  COMPANY,  Chatfield,  Minn. 

President.  Frank  L.  Tetea;  Secretary,  Charles  L.  Thiirber.    Orsaniaed.  1898. 


YlAB 


1914 
1913 
1912 


Caah 
Assets 


$96,459 
72.699 
64,834 


Unearned 
Premiums 


$53,857 
40,740 
40,948 


Net  Caah 
Surplus 


$1,151 

19.560 

3,916 


Cash 
Premiums 


$189,672 
131.995 
140.471 


Total 
Income 


$194,886 
136,376 
143,226 


Losses 
Paid 


$98,967 
69.545 
82.169 


Returned 
to  P'yh'w 


$20,072 
8.423 
5,693 


$56,580 
48,439 
49.758 


Total  £x- 
peoditures 


$175,619 

126,407 

tl37.620 


Xneurred 


$120,362 
63.194 
83.426 


t  Excludes  $6,000  repaid  directors. 


Absitb.  Dsc.  31, 1914. 

Mortgan  loans $36,200 

Ist  N.  Bk.,Chatfield  1,300 

Ctfs.  of  Dep 15,000 

Caah 5,712 

Agents'  balances. . . .  27,644 

Interest 616 

Otherassets 950 

Premium  notes 9,037 


LI4BIUTIX8,  Dbc.  31, 1914. 


Losses  uzipaid. . . . 
Unearned  ivems. 
Other  liabilities. 


$28,843 
53,859 
12,606 


Total  liabilities. 
Surplus 


$96,308 
1.151 


Total  assets $96,459       Total. 


$96,459 


Net  amount  of  members'  liability.  Dee.  81,  $252,696;  under- 
writing loss.  $24,027;  investment  profit,  $8,145. 

RISKS  AND  PREMIUMS:  Fire  riska  in  fcroe,  December  31, 
$12,617,803;  premiums  thereon,  $912,521. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$1391.812;  losses  paid,  $702,938;  dividends  paid,  cash,  $152.- 
241. 

MORTGAGE  LOANS:  There  are  31  loans,  aggi^ating  $36,- 
200,  protected  by  first  liens  on  improved  fann  property  mainly 
in  North  Dakota  with  a  fewin  Minn,  and  Mont,  valued  at  $124,- 
320.  There  was  no  interest  past  due  on  December  81 .  last.  Com- 
pany holds  $5,816  of  insurance  on  the  buildinga. 


MISCELLANEOUS:  This  oompanv  reinsured  the  bosinoi  of 
the  Citiiens  Fire  Association  of  Mankato,  Minn.,  Februsn-  14, 
1910.  and  of  the  ReUil  Merchants'  Mutual  Fire  Ins.  Co.  of  Sioux 
FaOs,  S.  D.,  under  date  of  Jan.  16, 1914,  accounting  in  part  far 
depletion  of  surplus,  as  that  company  had  but  very  little  eiab 
assets  to  take  care  of  business  and  therefore  neceesitated  tlie 
Security  putting  up  the  reiiuuranoe  reserve  liaUlity. 

DIRECTORS:  F.  L.  Tesoa,  C.  L.  Thurber,  G.  R.  Thompfloa. 
A.  C.  Bibbins,  F.  G.  Stoudt.  C.  H.  White.  F.  H.  Taper,  J.  W. 
Cowing,  Lars  Chriatianson. 

FIELD  MEN  AND  TERRITORY  COVERED:    F.H.  Wilder. 
State  nmni,  Farao,  N.  D.;  N.  S.  Tyler.  Bute  agent.  Sioux  Falk 
S.  D.;  Willard  Snow,  special  uent.  Sioux  Falla,  8.  D.;  D.  B 
FVanklin,  Rochester.  J.  C.  Durfee,  Minnei^otis,  R.  C  Nelson 
Albert  Lea,  special  agents  for  Minn.;  John  Stoudt,  Minpt,  N.  D. 
T.  J.  Atwood,  Jamestown.  N.  D.  and  M.  D.  Clark,  Larimore,  N . 
D.,  special  agents  for  N.  D.:  A.  F.  Houts  A  Co.,  N.  Y.  C,  eastern 
reivesentatives  for  surplus  lines;  Brown  Anderson  A  Young,  Chi- 
cago, and  A.  J.  Van  Deinse  k  Co.,  Indianapolis.  Ind.,  Westero  rep- 
resentatives; Chaa.  W.  Smith  k  Co.,  San  Francisco,  Gal..  ^*^ 
Cosflt  representatives  for  swplus  tines;  John  P.  Meelun,  Monbesl. 
and  Clapp  k  Anderson.  Toronto.  Canadian  lepiescntativei  for 
surplus  lines.    The  conqiany  is  licensed  in  Minn..  N.  D.  and  8.  D. 


SECURITY  MUTUAL  FIRE  INSURANCE  COMPANY  OF  DELAWARE 

COUNTY,  Delhi.  N.  Y. 

Fnwlent,  J.  R.  Honayirall;  Smntarjr,  0.  S.  Nichob.    Orguisad,  1897. 


YlAB 

Cash 
Assets 

Unearned 
Premiums 

Net  Caah 
Surplus 

Cash 

Total 
Income 

Losses 
Paid 

Returned 
to  Fyh'ia 

Expenses 

Total  Ex- 
penditures 

Losses 

1914 
1913 

$39,777 
34.599 
36,374 

$16,988 
15,685 
14,554 

$21,204 
18,095 
21.820 

$24,381 
22.882 
20.154 

$25,734 
24.189 
21.452 

$11,442 
17.486 
10.678 

$8,729 
8.218 
7,450 

$20,171 
25,70i 
18.034 

1912 

AsBBTS,  Die.  31, 1914. 

Martgaoe  kmns $18,750 

Bonds,  Tn.  of  Andes  1,740 

Cash 14,766 

Agents'  balances. . . .  3.828 

Interest 


LiABnima,  Die.  31, 1914. 

Losses  unpaid $1,585 

Unearned  prems....        16,988 


Total  BabiUties.. 
Surplus 


$18,573 
21,204 


Totalasseta $39,777       Total $39,777 


RISKS  AND  PREMIUMS:  Fire  risks  in  force  December  31. 
$4,581,979;  prBSBiums  thereon,  $40,508. 

MORTGAGE  LOANS:  There  are  14  loans,  for  $18,750.  on 
property  in  Delaware.  Ulster  and  Sullivan  Oountiea.  valued  at 
$49JM)0.    Insurance  held  by  Co..  $21,050. 

MISCELLANEOUS:  The  Law  of  1910  allows  co-operative 
eompanies  seven  yean  to  gradually  accumulate  a  reserve. 


SHREWSBURY  MUTUAL  FIRE  INSURANCE  COMPANY, 

Eatontown,  N.  J. 

President.  Joseph  T.  Field;  Secretary.  George  F.  Spinning,  Organised.  1838. 


Ybar 

Caah 
Assets 

1914 
1913 
1912 

$37,497 
34,491 
82.484 

Unearned 
Premiums 


$9,706 
9,326 
9.194 


Net  Cash 
Surplus 


$26,998 
24.590 
22.437 


Caah 
Premiums 


$11,362 
10.134 
10,954 


Total 
Income 


$12,899 
11,444 
12.223 


Losses 
Paid 


Returned 
to  Pyh're 


$7,153 
6,910 
7.155 


Expenses 


Total  Ex- 
penditure! 


$2,588 
2,720 
2.8561 


$9,736 
9.63Q 
».510| 


f7.lSS 
6.847 
6.66S 


AaaiTB.  Die.  31. 1914. 

Mortgage  loans $8,700 

Bonds  and  stocks...  20,400 

Caah 3.383 

Interest  and  rmts.. .  660 

Prems.  uncollected . .  4.374 


LiABiuraB,  Die.  31. 1914. 

Unearned  prems ....        $9,706 
Other  liabmttes 793 


Total  liabiUties. 
Surplus 


$10,499 
26,998 


Total 


$37,497       Total $37,497 


MORTGAGE  LOANS:    There  are  loana  aggr^atias  $8,700 
protected  by  real  estate  in  Monmouth  County,  vahied  at 
than  double  the  amount  1  oaned. 


REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


331 


SOUTH  DANVERS  MUTUAL  FIRE  INSURANCE  COMPANY, 

Concord,  Mass. 

Pnodent.  Preeoott  Eeyes;  Secretary,  Tnak  Taylor.    Organiied,  1829. 


TliB 

Cash 
AMeta 

Unearned 
P^emhiinfl 

Net  Caah 
Surplua 

Cash 

J^TttDtllfllfl 

Total 
Income 

LosMa 
Paid 

Returned 
toFyh'ia 

Ezpeneea 

Total  Ez- 
penditorea 

LOM 

1914 
1913 
1912 

$37,677 
33,562 
36.530 

$0,980 
20,105 
18,221 

$1,127 
12.995 
17.944 

$11,583 
11,312 
10.193 

$52,354 
15.356 
12.149 

$21,067 
4.134 
1.766 

$8,381 

$23,162 
4,335 
2  713 

$47,610 

14.6n 

9344 

$20,962 
4.557 
1.731 

Anns.  Dtc.  31. 1914. 


Bonds  and  stocks. 

Cub 

Agents' balances. . 
Interest 


$30,792 

3,687 

2303 

395 


LiABiuma,  Dae.  31, 1914. 

LosBCi  unpaid $318 

Unearned  prams. . . .  9.930 

Bommed  mon«y. . .  25.000 

Other  assets 1^02 


Total  liabilities. 
Snrphis 


$36,550 
1,127 


Total 


$37,677       Total $37,677 


Underwriting  loss,  $8,964;  investment  profit,  $6306. 

RISKS  AND  PREMIUMS:    Fire  risks  in  force  Dec.  31,  $1.. 
149,173;  pranioBs  thereon,  $18,409. 


BONDS  AND  STOCKS  OWNED. 

CrityofProv.,R.I 

Boston  A  Me.  R.  R 

K.  Y.,  N.  H.  A  H.  R.  R 


Par 
Vahie. 

$4,000 
3.000 
2.000 


Market 

Vatne. 

$4,000 
1.920 
1,600 


Bonds  and  Stocks  Owm^.—CwL 
Stocm.— Coitf. 


Pttm.R.R.Co 

Am.  Tel.  4  Tg.  Co. 
Am.Tl.&Tg.Co.. 
N.E.T1.4Tg.... 
United  Fruit  Co... 
WestTl.  ATg.,  Co. 


Stocu. 


N.  Y,.  N.  H.  it  H.  R.  R. 

Penn.R.  R.  Co 

Cape  Ann  Nat.  Bk 

Warren  Nat.  Bk 

Amer.  TL  ft  Tg.  Co 

Androscoggin  Mills 

Nashua  Mfg.  Co 


Par 

Market 

Value. 

Value. 

$2,000 

$2,000 

1,500 

1,485 

2,000 

1,780 

1,000 

1,010 

3.000 

3,030 

2,000 

1,940 

1300 

825 

3,060 

3385 

100 

150 

2,000 

2,140 

1.200 

1,476 

2,000 

2,740 

1,000 

1350 

Totals  (book  value,  $34.085) . 


$31,350        $30,792 


SOUTHERN  MUTUAL  INSURANCE  COMPANY,  Athens,  Ga. 

president.  Billupa  Phiniiy;  Secretary,  A.  E.  Griffith.    Organised*  1847. 


YlAB 

C«fa 
Assets 

Unearned 
Premiuma 

Net  Cash 
Surphie 

Cash 

Total 
Income 

Loeses 
Paid 

Returned 
to  Fyh'rs 

Ezpenees 

Total  Ez- 
penditores 

Losses 
Inourred 

S22 
22S 

$1,151,318 
1.174.096 
1,150.180 

$193,744 
191.573 
187.460 

$795,977 
821.968 
829.803 

$387,588 
383,147 
374,920 

$455,984 
434,116 
440,412 

$122,599 

83,952 

113,340 

$235,544 
229,579 
203,077 

$102,545 

88.523 

101,619 

$460,688 
402.054 
418.086 

$127,816 

85.999 

117.808 

Asms,  Dk.  31. 1914. 

Raalestate $265,000 


Bonds  and  sfcoeks. 
(^..^ 

laterast  and  rents... 


Total 


848.025 

11323 

6,351 

20,119 


Ui 


LUBIUTDCB,  Die.  31 ,  1914. 

unpaid $11,166 

nems....       193,794 

aiv.unp..       150,179 

202 


PolhderB.aiv.ttnp 
Other  liabUities 


Total  liabilities...     $355,341 
Net  surplus 795.977 


$1,151,318       Total $1,151,318 


Uodenniting  profit.  $160,201;  iuTestment  profit.  $35,991. 


RBKS  AND  PREMIUMS:  Fire  rida  in  force,  December  31. 
$41,433,732;  pramioms  thereon,  $387,588. 

BUSINESS  SINCE  ORGANIZATION:  Piemiums  received, 
115.676369;  kasn  paid.  $5,788,870;  duridends  declared,  eash, 
17,267,826. 

R£.\L  ESTATE  OWNED:  Sevenrstory  reinforced  concrete 
efioe  bmkliag.  eoBt  $242^00.  and  a  3-stcinr  brick  office  build- 
iBgBtaated  in  Athena,  Qa..  ndued  at  $22,500.  Net  rents  received 
bat  year,  $11,617. 


BONDS  AND  STOCKS  OWNED. 
Bonds. 

Georgia.  4J% 

Georgia.  4% 

Georgia,  3|% 

CUtflwCo..  Ga.,  4% 

Athens.  Ga,  4*.  5%-. 

Savannah,  Ga..  4)% , 

Atlanta,  Ga.,  4*  % 


Stocu. 

Augusta  ft  Savannah  R.  R. 
Georgia  R.  R.  k  Bkg.  Co.. 

South  Western  R.  R 

Nat.  Ex.  Bk.,  Augusta 

Georgia  Nat.  Bk.,  Athens. . 
Amer.  State  Bk.,  Athens. . . 


Ptf 
Value. 

$282,000 
50,000 
123,500 
32,500 
50,000 
25.000 
10,000 


50,000 
50,000 
50,000 
10.000 
15,000 
10,000 


Maricet 

Vahie. 

$282,000 
50,000 
117,325 
32,500 
50.000 
25.750 
10,200 


51,000 
125.000 
51.500 
13,000 
27,750 
12,000 


Totals  (book  value.  $758,000) $758,000      $848,025 

TERRITORY  COVERED:  Ga.  only. 


SOUTHERN  KANSAS  MUTUAL  INSURANCE  CO.,  Wdlington,  Kan. 

b,  H.  F.  Harbaugh;  Secretary,  Fkqrd  N.  Anderson.    Organised  1888. 


Ti4a 

Gbsh 

Assets 

Unearned 
Pkenuums 

Net  Cash 
Surplus 

Cash 

Total 
Inoome 

Losses 
Paid 

Returned 
to  P'yh're 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurrred 

1914 

$52,882 

$51,727 

$54,100 

$34,719 

$15,008 

$49,817 

$34,719 

ASSETS.  DEC.  31. 1914:  Real  estate.  $4,350;  mortgage  bans, 
$35,800;  cash.  $12,190;  agents'  balances.  $542;  total  assets,  $52,882. 
No  liabifitiBS. 

PreDnoa  notca  in  force  Dee.  31, 1914,  $343,704. 

Tm  and  taraado  risks  in  force,  December  31,  $19,055,758. 

REAL  ESTATE  OWNED :    The  company  owns  its  home  office 
buidiDg  vafaed  at  $4,350;  rents  reoeirved  last  year.  $257;   ex- 
$84. 


MORTGAGE  LOANS:  There  are  22  loans  aggregating  $35.- 
800  on  well  protected  property.  The  Kansas  Law  limits  com- 
pany to  50%  of  value,  but  it  is  endeavored  to  kian  on  about  35% 
of  vahie  of  property.    The  coo^Muiy  hoMs  aii4>le  iiuuranoe  on  tne 

On  Dee.  31,last.  there  was  $42  of  interest 


mortgaged  property, 
past  due. 

MISCELLANEOUS: 
and  operates  in  Kan. 


The  company  emptoys  kxml  agaats  only 
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SOUTHERN  STATES  MUTUAL  FIRE  INSURANCE  COMPANY. 

Philadelphia,  Pa. 

PrcndeDi.  F.  A.  Downes;  Seontery.  Q.  C.  Hopion.    Onaoised.  1007. 


Yais 

Cash 
Anela 

Uneftraed 
Plrenttinns 

Net  Cash 
Surphu 

Cuh 
PHiffiinmii 

Totel 
Income 

Lom 
Pud 

Returned 
toPyii'n 

Ezpeimt 

TotnlEz- 
peDditurei 

LOHM 

laonired 

1014 
1013 
1012 

$60,801 
73373 
50.706 

$32,788 
40.743 
36355 

$26,146 
31.084 
22.460 

$47,937 
71.777 
62.550 

$50348 
73,001 
64.407 

$12,870 

6.003 

23.654 

$42,015 
43.136 
30.727 

$8,036 
8345 
0.724 

$62,021 
57.684 
64.106 

$14306 
6JM 

23303 

Aasm.  Dm.  31. 1014.  Liabiutbs.  Dm.  31, 1014. 

Bonds  and  itooka...      $45300    Lomb  unpaid $1,747 

Cash 11.402    Unearned jpnBas....        32.788 

Agents* baknoes....  2.804    Other liabffities 120 

Interest  and  xenta...  1,004  

Total  liabifities...      134,655 
Sttiphis 26,146 

Totalanets $60,801       Total $60,801 


Underwritii«  profit.  $33,765;  inTestment  profit,  $2,411. 

RISKS  AND  PREI1IIUM8:    Fira  iMks  in  foroe.  Deoember  31, 
$8,865,176:  prsBuums  theraon.  $65,576. 


$428, 


BUSINESS  SINCE  ORGANIZATION:    PMniums  reoeiTed. 
M.624;  losses  paid.  $106,717;  dividends  dedarsd.  ossh.  $108,175. 


BONDS  OWNED: 


4% 


St.  Ij..  I.  Mtn.  »  80.  Ry.i 
Colorado  ft  So.  Ry.,  4%. , 

Minneapolis  ft  St  L.  R.  R.,  4% 

Kan.  C7.,  Ft  Soott  ft  Mem.  Rj..  4%. 
Winston-Salem  Southbound  Ry.,  4%.. . 
St  P.  ft  Kan.  Cy.  Short  Line.  4^%. 
Bnmswiok  ft  W.  R.  R..  4^ 
Chi..  Bur.  ft  Q.  R.  R..  3i< 

WaaL  Tm.,  3t% 

Seaboard  ft  Roanoke  R.  R..  5%. 
Laurens,  S.  C,  so.,  5% 


Book 
VafaM. 

$3,750 
4.500 

2.000 
3.650 
4.350 
3.800 
4.700 
4.250 
4.200 
5.200 
5.100 


Total. 


$45,500 


MISCELLANEOUS:    Thii  eomaany  is  under  the 
upemeot  as  the  Keystone,  Manton.  Natioiial  and  Atlaatie  Mutaal 
Fue  Ineuranee  Companies. 

TERRITORT  COVERED:    The  eompany  is  lieeond  in  Psbb- 
sylvania  and  South  CaroKna. 


STANDARD  MUTUAL  FIRE  INSURANCE  COMPANY,  Philadelphia,  Pa. 

Prendent  James  Hemy;  Seoretary.  E.  I.  Atlee.    Organiaed,  1802. 


AR 

Cash 
Anets 

Unearned 
Praniums 

Net  Cash 
Surplus 

Net 
Premiums 

Total 
Income 

Loam 
Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ez- 
penditares 

Loses 
InouEfed 

1014 

1013 
1012 

$212,315 
210.835 
202.181 

$07,053 

100.277 

01.142 

$111,428 
106.501 
100.630 

$170,300 
177,345 
176.135 

$180,047 
188,024 
185.853 

$7,082 
8.274 
7.601 

$144,747 
144.352 
147,340 

$2ai77 
18,648 
16.674 

$172,006 
171.274 
171.61S 

$7,782 
8.211 
7.801 

*  Seeurities  as  per  company's  vahiatioos;  item  in  aaeets  per  insuranoe  department  vnhies. 


Asam.  Dnc.  31, 1014. 

Bonds $100,800 

Cash 11.732 

Agents' balanees....  6.580 

Interest 3.113 


LiABiLims,  Dk.  31, 1014. 

Losses  unapid $1,700 

Unewnedprems....        07,053 
Other  liabilities 1,234 


Total  liabifities.. 
Surplus 


$100,887 
111,428 


Totd 


$212,315       Total $212315 


Net  amount  of  members'  liabifity.  Dee.  31,  $1,004,487;  undeiw 
witting  profit,  $140,464;  investment  profit,  $7,510. 

RISKS  AND  PREMIUMS:  Fin  mks  in  force.  Deeembw  31, 
$23,475,370;  premiums  thereon.  $200^07. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  leoeiTed. 
$2,188,266;  loaeee  paid.  $234,006;  (fividends  declared,  cash,  $1,- 
611.568. 

Par  Market 

BONDS  OWNED:  Value.         Value. 

Cp.  Stk..  N.  Y..  vat  sup..  1058. 4% 

Cp.  Stkn  N.  Y..  wat  sap.,  1060. 4i%. . . . 

Amer.  Bvs..  1061. 5% 

AuMfm  E.  ft  ChL  Ry..  1046»  5% 

B..  E.  ft  Bess.  Ry..  1041. 5% 

Cent  Mkt.  St  Ry..  Col..  0..  1022.  5%. . 

Cley.  ft  Erie  Ry..  1020. 5% 

Cler.  ft  Erie  Ry.,  Inc..  1020, 5%. 


BoMiM  Owmm.— Cent 
Col..  N.  ft  Z.  EL  Ry.,  1026, 5%. 

HL  Cent  Tc.  1033.  5% 

Jackson  Lt  ft  Tc.  1022.  5%. 
Jersey  Cent  Tc,  1031. 5 


("L 


$26,000 

$26,000 

25.000 

25.250 

15.000 

13.500 

10.000 

0.100 

5,000 

2.400 

5,000 

4.850 

4,000 

1.400 

4.000 

400 

S..  F.  ft  So.  R.R..  1036.  5% 

Union  Tc  of  Independence,  1037.  5% . . . 

W.  ft  J.  St  By.,  1084.5% 

Western  Ohio^.,  1021.  5% 

Christian  Co.  Tl.,  IIL,  1026.  6% 

Continental  Oas  ft  El.  Cp.,  1027. 5%. . . 

Oas  Lt,  Augusta,  Gs.,  1084.  5% 

Jacksonville  Gas,  1042, 5% 

No.  Ind.  Gas  ftEl..  1020, 5% 

Seattle  Lifting,  1020.  6% 

Swn. Gas*  El..  1032.  5% 

York  Hnven  Wat  ft  Pow.,  1051-57, 5%. 


Pkr 

YahM. 

$10,000 

10,000 

5.000 

5.000 

5.000 

8.000 

5.000 

10.000 

5,000 

6.000 

5.000 

ii/xm 
5.000 
8.000 

15,000 
0.000 


Marks 

VafaM. 

18.700 
0400 
4.750 
4.000 
3.750 
5,020 
4.750 
0.000 
4.700 
5.280 
4.500 

10,340 
4.500 
8.000 

13.650 
6.150 


Totals  (book  value.  $205.376) $216X100     *$101.200 


*  Securities  as  per  company's  vnloatioii ;  the  item  in 
based  on  insurance  department  vnkiatian. 

DIRECTORS:  James  Heuy.  Joaeph  Flii«,  Joseph  M.  Adsaw. 
John  Hamilton,  B.  H.  Morris.  Isaac  A.  Smith.  GeoKs  T.  WiOiant. 
John  W.  H.  Brooks.  Edwin  I.  Atlec 

TERRITORY  COVERED:  The  company  opermtes  in  IB.. 
Mich..  Fla.  and  Wis. 


STATE  MUTUAL  FIRE  INSURANCE  COMPANY,  Providence,  R.  I. 

Praident  John  R.  Freeman;  Reeretaiy.  Theo.  P.  Bogert    Organised.  1865- 


Yam 

Cash 
Anets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Net 
Premiums 

Total 
Income 

Loaecs 
Paid 

Returned 
to  Fyh'rs 

Eipenses 

Total  Ex- 
penditurei 

LOSM 

lueuiied 

1014 
1013 
1012 

$1,700,041 
1.886.337 
1.038.433 

$1,145,658 
816,300 
033.317 

$626,031 

1.001.006 

087.288 

$1,223,180 
807.016 
000.388 

$1,310,535 

804.004 

1.000.718 

$334333 

120.400 

82.040 

$030,462 
644,233 
850.064 

$88,330 

87.041 

120.61W 

$1,353,634 

851.77S 

1.061.732 

$3401652 

12U13 

88JSS 

REPORTS   OF    FIRE   INSURANCE   COMPANtES. 


333 


STATB  MUTUAL  FIRE  INSURANCE  COMPANY,  Providence,  R.  I.^Continued. 


Dk.  31. 1914. 


LuBiLnns.  Dw.  31, 1914. 


Bonds  ind  stocks. 

Odb 

AgBoUf  laiaaou., 
iBterat 


$1,719,769 

32.7D8 

43,607 

8,857 


Othtf 


unpaid. 


,tMB. 


$16,848 

1,145,658 

11.404 


Total  liabifitaes . . .  $1,173,910 
Surphu 626,081 


Total 


$1,799,941       Total $1,799,941 


Net  amoant  of  memben*  liafailhy.  Dee.  31,  $9356,781;  under- 
mitias  profit.  $450,997;  iimetmeDt  profit,  $95,488. 

RISKS  AND  FREMIXTMS:  Tire  rials  in  foroe,  Deoember  31. 
tMS.520,456;  pnouamB  thcnoo.  $1,971,356. 

BUSINESS  SINCE  OBOANIZATION:  FKmiumB  reoeiTed. 
$27,123,458;  loaes  paid,  $3,746,577;  dividends  declared.  otOk, 
$21,942,928. 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

r.8.Teg,  1925,  4% 

R.  I.  State,  1939,  3i% 

HI. State,  1959.  3J% 

Aa«r.Tl.ATg..cv.c.  1933.4i% 

B.  k  0.  R.R.,  er.  e..  1983. 4i%. 


Chi.,  M.  A  St.  P.  Ry..  cv.  c.;  1932, 4J%. 
N.  Y.,  N.  H.  t  H.  R.R.,  d.  ctfs.,  1923,  67o. 

So.IV.cT.  e.,  1919,4% 

So.  Pec;  er.  c,  1919,  5% 


Stocks. 

AH).  4  Snsq.  R.R 

Boston  k  Ph>v.  R.R 

Cleve.  k  Pitts.  R.R 

a  Cent.  RJL,  leased  lines 

Manhattan  Ry 

ManriBAEtanR.R 

N.y..lack.AWeet.R.R. 

OWCofcjnyR.R 

PiUa..  Bess,  k  Lake  EMe  RJt.  p. 

FiUa.,  Ft.  W.  ft  ChL  Ry 

West  End  St  Ry 

AtdL,  Top.  k  Sante  Fe  Ry.,  p. . . 


Market 
Value. 

$99,900 

12.880 

45,000 

116,820 

5,520 

4,794 

6.678 

5.160 

13,260 

5,565 
47,000 
58,100 
25,500 
53.200 
42,750 
40,000 
75,000 
25,000 
65,600 
34.580 
20.600 


Bonds- AND  Stocks  Ownbd. — ConL 
Stocks. — CorU. 


Market 
Value. 

$4,006 

18,144 

I.I1..P 20.900 

ChL.  Mil  A  St.  P.  Ry..  c 85,343 


B.  k  0.  RJt..  e. 
B.  k  0.  R.R.,  p. . . 
ChL.  Gt  W.  R.R.. 


56,682 
39,300 
89.775 
10,000 
106,400 
19.557 
46.248 
14,575 
35.520 
117.660 
48.000 
15,046 

8o.Rjr.Co..p 6,800 

Un.  Ac.  R.R.,  c 25,600 


ChL.  Mil.  k  St.  P.  By.,  p. 

Chi..  St.  P..  M.  ft  0.  Ry 

ChLftNwn.Ry 

C.  C,  C.  ft  St.  L.  Ry.,  p 

Ot.  No.  Ry..p 

Minn..  St  P.  ft  S.  Ste.  M.  Ry..  c. . . 
Minn..  St.  P.  ft  S.  Ste.  M.  Ry..  p.. . . 

N.  Y..  N.  H.  ft  H.  R.R 

No.  PacRy 

Pa.R.R 

8o.PlM 

So.  Pm.  etfs.  of  int 


Un.  Pae.  R.R..  p. 

CB.Gae.N.Y 

Merchants  Nat  Bk 

Providence  Gas  Co 

Puget  Sound  T.  L.  ft  P.,  c. 
Puiet  Sound  T.  L.  ft  P.,  p. 

Pullman  Co 

U.  a  Steel  Cp.,  p 


33,200 

51.600 

9.900 

9.800 

1.530 

35.394 

81.000 

38.000 


Total $1.717.481 

MISCELLANEOUS:  This  company,  tofsether  with  the  Amer- 
ican. Enterprise,  Manufacturers.  Mechames  and  Rhode  Island 
Mutual  Fire  Insurance  Companies,  all  of  Providence,  is  under 
the  same  management.  Company  operates  in  U.  S.  and  Can.  Mul 
is  licensed  in  111.,  Me.,  Mass.,  Mich..  N.  H.,  N.  Y.,  N.  C,  0..  ra., 
R.  L.  S.  C.  and  Wis. 

DIRECTORS:  Henry  F.  Lippitt.  Robert  I.  Gammell.  John 
R.  Fneman.  William  Ames.  Jesse  H.  Metcalf,  A.  Lookwood 


n.  rreeman.  nmiam  Ames.  4vbbo  a.  raowau.  a.  iMram.wvuv 
Danielaon,  Chas.  H.  Merriman,  Webster  Knidit  Samuel  M. 
Nicholson.  E.  D.  Pearoe.  A.  H.  Tillinghast  H.  D.  Sharps.  H.  0. 
Sturges,  Jno.  Chace,  A.  B.  Chace. 


STATE  MUTUAL  FIRE  INSURANCE  COMPANY,  Rutland,  Vt. 

Prendent.  Wallace  W.  Nicbob;  Secretary.  J.  R.  Hoadley.    Organised.  1899. 


YlABi 

1914 
l»l3t 

1912 


^$26,247 

•16.143 

32,2.55 


Unearned 
Praniums 


$3,465 
3,583 
3,233 


Net  Cash 
Surplus 


$2,558 
1,997 
3.127 


Cash 
Premiums 


$15,100 
14,144 
15.427 


Total 
Income 


$15,100 
19,491 
20.760 


Loases 
Paid 


$8,406 

6,922 

12,036 


Dividends 


Expenses 


$9,312 
7.118 


total  Ex- 
penditures 


$8,406 
16,234 
19,154 


Losses 
Incurred 


$8,965 

6.363 

12,036 


*  Exclusive  of  snarantee  fund,  $11,986.       t  Statement  as  of  July  31.       t  Including  guarantee  fund,  $12,503. 
Net  araoont  of  membera'  liability,  Dee.  31,  $271,243;  underwriting  profit,  $2,411. 


STERLING  FIRE  INSURANCE  COMPANY,  Cobleskill,  N.  Y. 

President,  Judson  Birhans;  Ssoretiry,   W.   D.  Colclou^h     Organised,  1893. 


Ttia 


Cash 
Assets 


1914        $26,799 
1913  26.1M 

1912  25,878 


Unearned 
Premiums 


$20,472 
17,731 
16.682 


Net  Cash 
Surplus 


$5,649 
8.453 
9.196 


Cash 
IVemiums 


$30,063 
25.407 
23.869 


Total 
Income 


$30,714 
26.097 
24.586 


Loases 
Paid 


$19,333 
16,412 
12.361 


Returned 
to  P'yh'rs 


Expenses 


$10,713 
9.384 
9.128 


Total  Ex- 
penditures 


$30.0461 
25.796 
21.492 


LOSMS 

Ittouired 


AsBcn,  Dbc.  31. 1914.  Lubiutibs.  Dxc.  31, 1914. 

Cadli $22,803    Loasesunpaid $677 

•Rents' balances. .. .  3.995    Unearned  prems....        20,472 


Total  fiabilities. 
Surplus 


Total 


$26,798       Total. 


$21,149 
5.649 

$26,798 


RISES  AND  PREMIUMS:   Fire  risks    in    force    December 
31,  $5,531,333;  premiums  thereon,  $48,382. 

MISCELLANEOUS:    The  law  of  1910  allows  co-operative 
companies  seven  years  to  gradually  accumulate  reserves. 


SUFFOLK  COUNTY  MUTUAL  INSURANCE  COMPANY,  Southold.  N.  Y, 


Preadent,  Samuel  Dickereon 

;  Secretary,  Albert  A.  Folk.    Organized.  1836. 

Tl&B 

Awls 

Unearned 
Fkeraiums 

Net  Cash 
Surplus 

Net 
Premiums 

Total 
Income 

IxMses 
Paid 

Returned 
to  Fyh'rB 

To*al  Ex- 
Expenses     penditures 

Losses 
Incurred 

»14 

$97  Qfti               ti  IU7 

$93,294 
90,152 
90,226 

$9,272 
9,310 
9.230 

$14,253 
14.385 
14.069 

$12,388 
3,461 
6.7201 

$4318 
4.641 
4.425 

$17,^6 

8,102 

11,1451 

$12,388 

1913 

10U,855 
94.677 

4.703 
4,651 

3.430 

1912 

6,678 
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SUFFOLK  COUNTY  MUTUAL  INSURANCE  COMPANY,  Southold,  N.  Y.—Cont. 

FMbiubis  raodTnl. 


I.  Dk.  31. 1914. 

Mortv^eloMM.....  $79,950 

Ciah 16.143 

igHitB'bdaooM....  379 

latvert 1.479 


LuBiUTOB.  Dbc.  31, 1914. 

Unevned  preaw ....        $4,657 
Surphn 93.294 


Totel 


$97,051       Total $97,951 


Uwhrwritiiig  kw.  $7,912;  inrMtoMBt  profit.  $5,064. 

RISK  AND  PREMIUMS:    FSre  riiki  in  fom.  DeeooBber  31, 
$4,488,519;  pRmiaiiM  Umnoii.  $9,314. 


BUSINESS  SINCE  ORGANIZATION: 
$372,296;  loms  paid.  $266479. 

MORTQAQE  LOANS:  There  are  46  loans,  ranmig  firam  $100 
to  $5,000,  all  but  four  being  aeoiired  by  Suffolk  Go.  propertki. 
Moat  of  them  are  upon  dwellings  and  lota  (or  acreage);  ooe  of 
$2,000  is  upon  a  brick  store  at  Southold.  Tahied  at  $4,000;  one  of 
$5,000  IB  upon  a  lumbar  yud  and  wharf  at  Oreenport,  Tsfaied  it 
$15,500  Cmeurance.  $4,950).  But  $214  of  interest  was  put  dne 
on  Deo.  31.  last,  and  the  securities  are  oooaidered  worth  $208,060. 

MISCELLANEOUS:  The  company  operates  in  Suffolk  Co.. 
N.  Y..  onhr  and  transaets  all  business  from  the  boBM  offiee.  Tte 
oompany  has  never  levied  an 


THE  SUN  MUTUAL  INSURANCE  COMPANY,  Cincinnati,  0. 

Fnadent,  Sunwl  Niaiaa;  SMnUnr,  H.  B.  KrWrnMin;  AaMtat  Swrataiy,  Jao.  H.  Tnk*.    Orgaaind.  ISO. 


Tbo 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Inoraie 

Losses 
Pftid 

Returned 
to  Pyh'is 

Expenses 

Total  Ex- 
pcnditoies 

LOSM 

IncQiTed 

1914 
1013 
1012 

$lfi2«480 

187.941 
195.316 

$62,009 
62.288 
60.273 

$138,403 
183.818 
138.565 

$23,751 
25.704 
24.862 

$36,173 
39.402 
40,367 

$9,785 
8.165 
9.150 

$0,960 

10.948 

9.882 

$11,741 
16.721 
13.005 

$31,496 
35.834 
32.037 

I9.78S 
3.574 
8.741 

I.  Dw.  31, 1914.  UABiunm,  Dw.  31. 1914. 

Real  estate $63,000  Unearned  prams....       $62,069 

Bonds  and  stooks...  124.688    Other  liabifities 1.969 

0^ 4.010                                 

Acents'balanoes...  398  Total  liabilitMB...      $64,028 

Interest  and  rents...  146    Netsurpha 138.402 

Otherasseto 188 


Total 


$192,430       Total $192,430 


Net  amoonft  of  prendum  notes,  Deo.  31,  $363,750. 

RISKS  AND  PREMIUMS:    Fire  risks  in  foree,  Deoember  31. 
$6,688,966;  piemianM  thereon.  $101,688. 

BUSINESS  SINCE  ORGANIZATION:    PMnhuv  raceived. 
11.007,776;  kissBS  paid.  $323,071;  dividends  declared,  cash.  $119,- 


REAL  ESTATE  OWNED:  CoiMists  of  the  oompany's  home 
office  and  ^Mrtment  buikfing.  Tlie  rents  received  for  1914  were 
$6,120  and  the  eipensv  were  $2,566. 


;      BONDS  AND  STOCKS  OWNED: 
Bonds. 


Cy.  Wat  Wka 

Stocks. 

Cmdnnati  St.  Ry 

Cincinnati  Qas  i  EL.... 

Cy.  A  Sub.  Bell  TI 

John  Shillito  Co 

OhwTr 

Barney  A  Smith  Co. . . . 

Ohk>  State  Tl 

Ohk>atyQas 


Pfer 
Value. 

$10,000 


25,000 

81.000 

19.500 

4.000 

9.000 

3.000 

3.700 

24.000 


Market 

Vahie. 

$9,200 


86.500 

19340 
88,610 
3,000 
6,750 
1.350 
3.478 
15.960 


Totals $119.200      $115.488 

TERRITORY  COVERED:    O.only. 


TENNESSEE  FARMERS  MUTUAL  FIRE  INSURANCE  COMPANY, 

Nashville,  Tenn. 

President.  F.  H.  Dunkhln;  Secretary  and  Treasurer.  A.  A.  DeLong.    Organised  1911. 


TiaA 

Cash 
Assets 

Unearned 
PremittUM 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Pftid 

Returned 
to  P'yh'a 

Eipeoses 

Total  Ex- 
penditures 

Insulted 

1914 
1913 

$41,201 
36.488 
84.450 

$6,187 

t$8i.564 

t36389 

8.006 

$13,626 
11.035 
10.138 

tUMS 
13.911 

$5,305 

4.609 

639 

$286 

633 

•1.480 

$6,598 
5.015 
3.546 

$11,138 

10.257 

5.665 

4,600 

1912 

OO 

*  Intenst  on  guaran^  costal.       f  Inehides  guaranty  capital. 

LuKums.  Dm.  81, 1914. 

$6,187 
451 


I,  Dk.  31, 1914. 

Mortgice  loans $38,125  Unearned  prems. 

Cash 1.4U  Other  liafaifities.. 

Agents' balances....  638 

Intarest  and  rente.. .            754  Total  liafailitiea 

OthsraaseU 266  Guaranty  capital 

Netsur]rfus 


$6,638 

25.325 

9,238 


Total 


$41,201       Total $41,201 


Fire  risks  in  force.  Deoember  31.  $3,511,041. 

Loosfls  paid  sinoe  organiaation.  $11,279. 

MORTGAGE  LOANS:    There  ara  80  first 

aggregating  $88,125  on  land  vahied  at  double  the  auMoni  The 
mortmes  sre  on  farm  lands  only  and  range  in  amomd  from  $500 
to  $6,000.    No  interest  was  past  due  on  Dee.  81,  Inst. 

TERRTTORT  COVERED:  Teun.  only. 


TEXAS  NATIONAL  MUTUAL  FIRE  INSURANCE  COMPANY, 

Fort  Worth,  Tex. 

Preadent,  Edwin  B.  Bewley;  Secretary  and  Manager.  Glen  Walker.    Organised.  1913. 


TiaA 

Assets 

Unearned 
Premiums 

Net 

Surplus 

Net 
PrenuufflS 

Total 
Inoome 

Loeses 
Paid 

Divideods 

Rjipeiises 

Total  Ex- 
penditures 

lueuned 

1914 

$21,768 

15.067 

142476 

$18,606 
11.207 
26.906 

$6,148 
3.417 
7.993 

$89,979 
39,701 
73.683 

$41,044 
39,746 
82.446 

$14,606 
1.038 

$7,486 

4.134 

24.848 

ill 

$17,089 

1918 
1912 

$19,507 
62.201 

19,766 
65.046 

REPORTS    OF    FIRE   INSURANCE   COMPANIES. 
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TEXAS  NATIONAL  MUTUAL  FIRE  INSURANCE  CO.,  Fort  Worth,  Tex..— Continued. 

LuBiunn.  Dk.  31. 1914.  RISKS  AND  PREMIUMS:    FSn  rnki  in  forae.  December  31 , 

$3,115,197;  premhiiiH  thereon,  $34,011. 

BUSINESS  SINCE  ORGANIZATION:    Praniums  reerived. 
$79,680;  loMt  pnid.  $34,015. 

MORTGAGE  LOANS:  There  ere  14  6rBt  Gene,  aggrenting 
$83,254,  end  protected  Iv  improved  real  eetnte  m  Fort  Worth, 
vAhied  at  $21,100.  There  wae  no  intereet  past  due  on  December 
81.  last.  The  o<mipany  holds  $10,850  of  insniance  on  the  mort 
gaged  buildinp. 

DIRECTORS:  Ben.  0.  Sknith,  Edwin  K  Bewley.  Glen  Walker. 
B.  H.  Qeto.  Ed.  K.  Collett.  J.  W.  Irion. 

I      TERRITORY  COVERED:    Company  operates  in  Tex.  only. 


Die.  31. 1914. 

Mortgage  kMDs.....  $8,325 

CMh 11358 

igeoto'bakaeeB...  1.401 

Interest 174 


Total 


$21,758 


lit^ftn  ii"pft»*^ 

Unearned  prems 

Other  liabifities.... 

$2340 

18.605 

170 

Total  liabilitiee... 
Surplus. 

Total 

$16,615 
5.143 

$21,758 

K«t  amoont  of  premium  notes,  Dee.  31.  $63^73. 


TOMPKINS  COUNTY  CO-OPERATIVE  FIRE  INSURANCE  COMPANY, 

Ithaca.  N.  Y. 

Pneident.  Robert  G.  H.  Speed;  Secretary.  A.  B.  Rust    Orgamaed  1887. 


TlAR 

1     Ctah 
Aaseti 

UneMped 

Net  Cash 
Surplus 

Cash 
Fkcmtuni 

Total 
IneoBM 

Loflses 
Pud 

Returned 
to  Pyh'ia 

EipeoHs 

Total  Ex- 
peodituics 

1914 
1913 

$73^13 
47,112 
92.332 

$79334 
131377 

—$21373 

—108,065 

•79,422 

$182,500 
150.135 
196.145 

$184,386 
152.080 
198.403 

$116,094 
140366 
158.719 

$31,801 
64.199 

$147,895 
174.464 
212.664 

1912 

Inourred 


*  Indudes  uncanied  premiums. 

Aasan,  Dk.  31, 1914.  LuBiunsB.  Dbc.  81, 1914. 

Bondi $22333    Loasesunpaid $15,063 

Oadi 38.186  Unearaedprans....        79.834 

Agents' bakoeea....         11.468  

Intoeit 61  ToCalliafaifitieB...      $04,886 

OUMrsaaets 1,466  Eneseof fiahifities..        21.373 


Total 


$73313       Totel. 


$73318 


RISKS  AND  PBEMIUMS:    Ffre  risks  in  fane.  Deeember  31, 
$26.060393;  preDnoms  thereon.  $239,164. 

Book         Market 
BONDS  OWNED:  Value.         Vahie. 

Ithsea $5,000         $5,060 

Ithsea 10.000  9.800 


BoMM  OwiiBD.— Coat. 

Ithaca 

Qtotoa.  1915-32. 4i% 


Book 

Vahie. 

Market 

Value. 

$2,000 
5.400 

$2,020 
5.463 

Totah  (book  vahie.  $22.400) . 


$22,400        $22333 


MISCELLANEOUS:  The  law  of  1910  alloivs  eo^)peratite 
panies  seven  years  to  gradually  aooumulate  a  reserve. 


TUs  eompamr  states  as  of  June  10  that  it  had  levied  an 
meat  estimated  Iqr  the  eonpan^  and  the  Insoranee  Department 
to  be  sufl&aent  to  pay  all  liabihtaes  and  to  inorease  the  reserve 
required  by  the  new  law.  the  hrger  part  of  whioh  has  abeady 
been  ooUeeted. 


TOWN  OF  HERMAN  MUTUAL  FIRE  INSURANCE  CO.,  Plymouth,  Wis, 

I^oidMit,  Omtt  W.  WoU;  Stontwy,  Heniy  OnOm.    Organued  1871. 


Cash 
Taia,     AaelB 

Unearned 

Net  Cash 
SurpluB 

Cash 
Premiuma 

Total 
Inoome 

Loases 
Paid 

Returned 
to  Fyh'ra 

Ezpeoaes 

Total  Ex- 
penditures 

Loam 
Inouired 

1914         $46,443 

$46,443 
45.750 
45364 

$9346 
7.915 
8.755 

$11,010 

9.673 

10.139 

$83^ 
8314 
3,267 

$1376 
1,176 
1,116 

$10317 
9.487 
4.499 

$8,886 

1918           45.750 

$95 

8.214 

1912  :        45364 

3,267 

ASSETS.  DBC.  31.  1914:  Mortm^  loaoa,  $27300;  ool- 
iatenl  hMM.  $7336;  eaah.  $11,719;  total  aasets,  $46,443.  No 
liafaifitiea. 

Kre  risks  in  foree.  December  31,  $7,524,128. 

BUSINEBS  SINCE  ORGANIZATION:  Premiums  received, 
1187317;  kaaea  paid,  $147,024. 


MORTGAGE  LOANS:  Theee  kNU»  aggregate  $27300  on 
farm  property  vahwd  at  about  three  times  the  amount  k)aned 
thereon. 


TRADERS  AND  MECHANICS  MUTUAL  FIRE  INSURANCE 

COMPANY,  LoweU,  Mass. 

C.  C.  Hutehiason;  Seeretary,  E.  M.  Tueke.    Organised,  1848. 


TsiB 


1914 
1913 
1912 


Cbfh 


$479376 
526,926 
573.661 


Unearned 


$312,113 
313350 
331.986 


NetCaah 
Surphis 


$120,413 
188.442 
211.404 


Cadi 
ftemiums 


$186315 
180323 
187.756 


Total 


$235311 
206362 
283.010 


Paid 


$118,886 
69383 
77342 


Returned 
to  Pyh'n 


$80,400 
85358 
88371 


$77,112 
61.067 
64,477 


Total  Ex- 
penditures 


$276,398 
215,798 
230,709 


Ineurred 


$118,886 
60.746 
83.709 


Real 

Mortgage  loaBB.. 
Boadi  and  atocka 
CoOateralloaaB.. 
GaA 


Dk.  31. 1914. 

$17,000 


LuKUTEBB.  Dbc.  31, 1914. 


42377 

383366 

15.760 

4.484 

14365 


Loasesunpaid 
Unearned  pra 


Borrowed  money.. . 
Other  liabifitiee... 


Other 


2.243    Sttiphis. 


Total  UabiUties. 


$4,745 

313.113 

37.500 

5.105 

$358,963 
120.413 


Total 


$479376       Total $479,376 


RISES  AND  PREMIUMS:  Fire  risks  in  force,  Deoember  81 . 
$41,526,383;  premiums  thereon.  $625,797. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$6300,288;  loeses  paid.  $2,602,541;  dividends  deohtfed.  oa^, 
$2354.464. 

REAL  ESTATE  OWNED:  Consists  of  a  briek  block  in  Chi- 
cago, earned  at  market  value  and  a  small  frame  dweUing.  Net 
rents  reoelved  last  year  $1369. 

MORTGAGE  LOANS:  There  are  13  kNU».  aggragatimr  $42,076. 
and  are  protected  by  improved  real  estateiPrinoipaUy  dwell- 
inge  in  LoweU.  Mass.,  valued  at  $84300.    There  was  $184  of 
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TRADERS  AND  MECHANICS  MUTUAL  FIRE  INS.  CO..  Worcester,  Mass.-Con/. 


ntawt  pMt  doe  on  Deeember  31,  laai.    The  eompeaj  holds 
$41,660  (»  ineoranoe  on  the  bnOdiati. 

Ftf 
COLLATERAL  LOANS  ve  m  foDom:  Value . 

LoweDOaa  Lt  Co $400 

TNmont  A  Suffdk  Milk 200 

Deere  ft  Co..  p. 2.200 

Amalgamated  Coiypor 2,000 

■                           1.000 

IfiOO 

260 


U.  S.  Smeltioc. 

bmood  Milla,  p 

Si  Mary's  Bfineral  Land. 

Amer.  tl.  ft  Tc. 

MsMMhusetts  Ea.,  p 

Massaohusetts  El.,  p 

Merrimack  Mfg.,  com. . . . 
Merrimaek  Mfg.,  p 


1300 

4.600 

10.000 

1.000 

600 


Total  (market  yahie,  $10304) . 


$24360 


BONDS  AND  STOCKS  OWNED: 

BORDO. 

Amer.  Tl.  ft  Tg 

Commonwealth  of  Man 

Bos.  ft  Maine  E.  R. 

lU.  Cen.  R.  R..  Q.  Div 

Long  lahmd  R.  R. 

New  England  R.  R 

Ogdeosbwg  ft  Lake  Champhin  R.  R.. 
Ratfamd  Canadian 


Par 
Value. 

$16,000 
26.000 
46.000 
16.000 
11.000 
10.000 
20.000 
20.000 


Bonds  Owmid.— Coirt. 


SoutiMm  R.  R... 
United  To.  R.  R.. 


Stocks. 


Boot  Milb 

Hamilton  Mfg.  Co 

Lawrenee  Qas  Co 

Lowell  Qas  Lt  Co 

Maamehusefets  Cotton  Mills. 
Menimack  Mfg.  Co.,  eom. . . 

Mecrimadc  Mfg.  Co..  p 

MiddlMKCo. 


Misnachiisells  Gas  Co..  p. 
Tranont  ft  Suffolk  MiOi.. 


OU  LoweQ  Nat.  Bk. 

MsMMhusetts  El.  Co..  p 

Vermont  ft  Massadhiisetts  R.  R. 


Ph 

Vibe. 

$15,000 
15/100 


5,400 

2,000 

9.500 

40.300 

20.200 

11.000 

6,000 

500 

80.000 

5.000 

lo/no 

23.500 
2.500 


Total. 


$351,400 


MISCELLANBOUS:  Conflagration  kMses:  Boston.  1872. 
$230,000;   Chelsea,  1008,  $153,000;  Salem.  1014.  $10.00a 

FIELD  MEN  AND  TERRITORY  COVERED:  Fred  Q. 
Mason,  special  agent.  The  company  opcratea  in  Comu  M«. 
Man..  N.  H..  R.T.  and  Vt. 


TRANSPORTATION  MUTUAL  INSURANCE  COMPANY. 

Philadelphia,  Pa. 

IVemient,  Charles  E.  Mather;  Secretary.  Henry  F.  Clark.  Organised,  1006. 


Tub 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 

Total 
Income 

Loans 
Paid 

Returned 
to  P'yh'is 

Eipenses 

Total  Ex-       Lanes 
penditures     Ineaned 

1014 
1013 

$034,010 
002.166 
600.441 

$164,780 
166380 
166.824 

$608,326 
604.107 
840.038 

$446,474 
600.761 
442.083 

$471,606 
628,608 
461.600 

$408,620 
249,065 
286,626 

$63,036 
66329 

$472,655       1332.233 
315.4041        270.275 

1012 

66,674 

342300        302.335 

Asans,  Dk.  31, 1014. 

Bonds  and  stocks...  $240,338 

Cash 606.006 

Premiums  unool'ed. .  46. 1 16 

Inlvest 1.254 

Beins.dae 88.606 

Otberassets 2,802 


LuBiums.  Dk.  31. 1014. 

Loans  upnaid $140,400 

Unearned  presoB....       164.780 
Other  liaUfities 31,316 

Totel  liabilities...     $326,504 
Surphis 608.325 


Total 


$034,010       Total $834,010 


Underwriting  profit,  $73,073;  inTestment  profit,  $31,067. 

RISES  AND  PREMIUMS:  Fire  risks  in  force,  December  31. 
$62,016,448;  premiums  thereon,  $267,014;  marine  and  inland  risks 
in  fone,  $1,488,070;  premiums  thereon,  $36,868. 

BUSINESS  SINCE  ORGANIZATION:  Premiums  received. 
$3,416,687;  losses  paid,  $2,263,070. 


BONDS  OWNED: 

Reading  Co..  ft  Fhila.  ft  Reading  Coal  ft 

Iron  Co..  gn.  m.  g.,  1007,  4% 

Atl.  Coast  Lme.,  1  cs.  m.  g.,  1062, 4%. . . 

L.  S.  ft  Mich.  So.,  g.,  1031,  4% 

So.  Ry.,  eq.  tr.,  1010,  44%. 

So.  Ry.,  ea.  tr..  1020.  4|% 

Penn.,  gn.  treid^t.  eq.  tr.,  1017,  4% 

L.  ft  N..  A.,  K.  ft  C.  Diy.,  m.  g.,  1066, 4% 
N.  Y.  C.  lines,  eq.  tr.  g.,  1022,  4j 
N.  Y.  C.  lines,  eq.  tr.  g.,  1026, 


PSr 
VahM. 

$50,000 
60,000 
26,000 
26.000 
26.000 
10.000 
26,000 
26,000 
26,000 


Market 

Vsin. 

$47,500 
46^75 
2?^75 
34,719 
34.625 
10.025 
22.625 
24,813 
24.781 


Totals  OxMk  Taloe,  $253358) $260,000      $24>.3tt 

MISCELLANEOUS:  This  company  wm  incorporated  nnkr 
the  laws  of  Pennsylnmia,  April  27.  1005.  and  began  busineH  n 
June  of  the  same  year.  It  insures  only  the  proper  tjF  of  transpcr- 
tation  oompanin  and  carriers.  The  **»^rf*T  is  ficeossd  oalr 
in  Pennsylvania. 


TRI-STATE  MUTUAL  GRAIN  DEALERS  INSURANCE  COMPANY, 

Luverne,  Minn. 

Pmident,  E.  A.  Brown;  Secretary,  E.  H.  Mordand.    Organised  1008. 


YlAB 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

ToUl 
Income 

Lones 
Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

Loom 
Ineuned 

1014 

$31,682 
31.411 
28382 

$5,448 
8.215 
8.060 

$18,650 
16,796 
15312 

$21,772 
32350 
32,277 

$23,204 
34.358 
33.550 

$18,230 
17307 
13.568 

$4,602 

3.087 
2.910 

$22,931 
32.057 
33.407 

$18,283 

1013 
1012 

$10,763 
17.010 

17,307 
13.5e8 

AsBRB.  Dec.  31, 1014.  LuBiunn.  Dk.  31. 1014. 

Cash $30,808  Uneannd  prenw....        $5,443 

Agents'  balances.. . .  268  Contingent  res 7,000 

Interest 526  Other  Eafailities 580 


Total  liabilities. 
Surplus 


$13,032 
18,650 


Total 


$31,682       Total $31,682 


RI8EB  AND  PREMIUMS:     Hre  risks  in  fone, 
$1,661,077;  premiums  thereon.  $27,176. 

TERRITORY  COVERED:    la..  Minn,  and  &  D, 


81. 
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UNION   MUTUAL    FIRE    INSURANCE    COMPANY,    Providence,    R.  I. 

IVeadent.  Fradcriok  W.  Mont;  Seeretary.  Clarence  H.  C^ly.    Orgiuiwd,  1863. 


Yum 

GMh 
iMii 

Unewned 
ftcmnuni 

NetCedi 
Suiplue 

PteniHiiM 

Totel 

laOMM 

Lonei 
Paid 

Returned 
to  Fyh'n 

ExpeoM 

Total  Ex- 
penditttrei 

Loves 
laooned 

1914 

I9I3 
1912 

3383.160 
376347 
401.462 

3113373 
113,661 
113300 

3366336 
369.750 
384313 

340.142 
39,706 
41.607 

369375 
69.787 
61.187 

314.677 

8.639 

18.093 

828.039 
36.138 

38307 

315.778 
15,701 
17.405 

368384 

60,458 
63.7M 

314,029 

8339 

18.113 

Amm,  Dk.  31. 1914. 

Bendianditocke...  3373,962 

CMh 6,066 

ilceati'bakoeee....  2.667 

iBtoertaad  rents...  1,485 


LiABiums.  Dm.  31, 1914. 

Losses  unpaid 3365 

Unearned piems  ....       113373 
OthsrIiabUitieB 3,286 

Total  liabilities...     3116.924 
Suiphu 266.236 


Total 


3383,160       Total 3383.160 


pnoiiiima.  Dee.  31.  3222.417. 


RISKS  AND  PREMIUMS:    Fire  risks 
121384,463;  prammiM  thereon.  3223,416. 

BONDS  AND  STOCKS  OWNED: 
Bonne. 

Usitsd  States  Got.,  1925.  4% 

United  States  Got.,  1918.  3% 

ajsje  fli  R.  I.,  araucy.  1946.  3% 

R-L  Sub.  Rj.,  1960, 4% 

United  T.  AE,  1983. 6% 

in  f  one,  Dec 

Pit 

Value. 

320.000 

20.000 

10.000 

6.000 

10.000 

6.000 

«mb«r31. 

Market 
Value. 

322.200 

20,200 

8.200 

5.040 

10.000 

Ansr.  Tl.  A  Tg..  1983,41% 

5.040 

BoMsa  Ann  Biooss  Owrbd.— Coat. 
BoNoa.— Csfii. 

Omaha  A  Con.  BIf.  st..  1928, 6% 

EMt  Ohio  Gas.  1939,6% 

N.  Y.  A  Westchester  Lt,  2004, 4%. . . 

C,  M.  A  St.  P.  Ry.,  e 

C.  A  N.  Ry.,  e 

Gt  Northern  RJL,  p 

Hereford  Ry.,  e 

HL  Central  Ry.,  e 

N.  Y.,  L.  A  W.  Ihr.,  e 

Northern  Pkeifie  BJL.  e 

PlLR.R.,e 

Rensselaer  Saratcoa  RJl.,  e 

Amer.  Tl.  A  Tg.,  e 

R^mblie  R.  A  L.,  p 

Repoblie  It.  A  L.,  e 


Totals  (books  vahM,  3242.628) 

TERRITORY  COVERED:  Lioeued  in 


Fbr 

Market 

Value. 

Vahie. 

310.000 

39.600 

10.000 

9.800 

16,000 

12.300 

11,000 

9.900 

60.000 

64.629 

11,900 

14.766 

10.000 

6,000 

34,600 

38.460 

20,000 

23.300 

12,000 

11,100 

37,160 

41337 

10,000 

18300 

38300 

86.900 

6.000 

4.560 

3.600 

766 

3316.160 

3370,683 

Mam.  and  R.  L 

UNION  MUTUAL  FIRE  INSURANCE  COMPANY,  Montpelier,  Vt. 

IVesklsnt,  James  W.  Brock;  Secretary  and  Treararer,  H.  W.  Kemp.  Otssaiaed,  1876. 


Tiii 

Cash 
Assets 

Unearned 
IVsmhuna 

Net  Cash 
Surphis 

Cash 
IVwnuuiiw 

Total 
Income 

Lones 
Paid 

Returned 
to  Pyfa'n 

Ezpenass 

Total  Ex- 
peoditoiCB 

Losses 
Ineuned 

1914 

3133,445 
116376 
101381 

316336 
46,130 
64,667 

38,637 

3339 

14.721 

3164.989 
146365 
133.948 

3165.163 
14^392 
147.049 

3147.634 
135.950 
113376 

337306 
31,148 
34.864 

3186.430 
167.098 
148.439 

3143.716 

1913 

139,397 

1913 

tll4,06O 

tStalsBSBlBMof  Ju]y31. 

ASSETS,  JULY  31. 1914:    Cbdi.  3637;  agents' 
MMB^nta  due  Sefit.  1914.  3129322;  total 
liafailitieB:    Loeses  uiqiaid.  33,144;  iineamfxl 


33.286; 
3133.446. 
316336; 


commissions  due,  313,961;  borrowed  money,  386,000;  other  lia- 
biKtieB.  35368;  total  lidbilities,  3124,008;  suphis,  38.537;  total, 
3133,446. 


UNION  MUTUAL  FIRE  INSURANCE  COMPANY,  Lincoln.  Neb. 

president,  A.  H.  Armstrong;  Secretary,  Jos.  W.  Walt    Orgamaed,  1886. 


TlAH 

Ctefa 
Assets 

Unearned 
Fkemiiuue 

Net  Cash 
Surplus 

Cash 
lyemiiims 

Total 

Losses 
Paid 

Returned 
toPyh'rs 

Ezpenass 

Total  Ex- 
penditores 

Losses^ 
Inenrred 

1914 

314350 
17301 

33.176 
4307 
6330 

3202342 
300333 
178.996 

3203,716 
301.026 
180.158 

375.227 
93.834 
70.962 

327,876 
46371 
31.931 

373.832 
74.039 
81379 

3176.935 
214.434 
184,162 

378.643 

1913 

92.987 

1912 

30,113 

71.406 

Assm.  Dk.  31, 1914. 


Ilert0«e  loans. 

Csdi 

Bflkiecarable. 


33.000 
8,366 
2,684 


LiABXunsB.  Dm.  31, 1914. 

Lossesunpaid 34,904 

Other  liabilities 6,970 


Total  liabifities. 
Snrphis 


Total 


314,060       Total. 


310374 
3.176 

314.050 


Net  amooat  at  naemben'  liafcilitjr.  Dee.  31.  3319311. 


RISKS  AND  PREMIUMS:    Fire  risks  in  forae,  December  31 
363322,041;  premrams  thcnoo,  3764.181. 

Losses  paid  anee  orgsniiation,  3864.671. 

MORTGAGE  LOANS:  There  is  1  loan,  protected  bgr  im- 
proved real  estate  b  Jefferson  Ooun^,  vahied  at  39,000. 

FIELD  MEN  AND  TERRITORY  COVERED:  W.  B.  Hare, 
Umversitar  Place,  Neb.;  A.  E.  McCrystal,  Linoob.  Neb.;  Frank 
Moore,  Creighton,  Neb.,  and  E.  £.  MeMmran,  Oiford,  Neb.,  and 
J.  E.  Brown,  Grand  Island,  Neb.,  all  covering  Neb.,  in  which  State 
oaiy  is  the  wnpany  " 


UNITED  DRUGGISTS  MUTUAL  FIRE  INSURANCE  COMPANY. 

Boston,  Mass. 

IVesident.  Loois  E.  Liggett;  Secretary.  A.  W.  CampbeD.    Organised,  1908. 


Tua 

Cash 

Unearned 
jTreDDmne 

Net  Cash 
Surphis 

Cash 
PreiHiuww 

Total 
Income 

LoBBes 
Pkid 

Returned 
to  P'yh'rs 

Expeosss 

Total  Ez- 
penditiires 

Losses 
Incurred 

1914 
1913 
1912 

3210383 
19U07 
163,181 

376,496 
56.666 

:3127.688 
1133367 
tl02364 

3136.778 
122,066 
106.604 

3147.132 
127365 
112.306 

369.630 
46.684 
62.696 

1336319 
t36.253 
t32.435 

322,440 
17.056 
14.290 

3128389 

98.993 

109.421 

374.794 
46.082 
49.616 

t  laehdea  difhieud  on  gnaraaty  fond.       %  Inelodes  guaranty  fund. 
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UNITED  DRUGGISTS  MUTUAL  FIRE 


Aflun,  Dsc.  31, 1914. 


Mflrtgago  loans... 
BoodBaodfltooks. 
CoOatenl  loans... 

Cash 

Agnate*  balaoeea... 

Interest , 

Other  assete 


$8,000 

168330 

2.500 

16.782 

11.814 

2461 

56 


LuBGunis,  Dbc.  31, 1914. 

Losses  unpaid $6,218 

Unearned  prems 75.496 

Other  liabilities 730 


INSURANCE  CO.,  Boston,  MBss^ConUnued. 

Miibt 
BONDS  OWNED:  Vilne. 

Mass.  State  and  Mun 105^ 


Total  liabilities... 
Capital  goaranty . . . 
Net  surplus 


Total  assete $210,033       Total. 


$82,444 

100,000 

27,589 

$210,033 


Underwriting  profit,  $33,048;  investment  profit,  $7,503. 

RISKS  AND  PREMIUMS:    Fire  risks  in  forae,  December  31, 
$9,550,215;  premiums  thereon,  $148,831. 

BUSINESS  SINCE  ORGANIZATION:    Fkemiums  received, 
$570,411;  losses  paid,  $237,320;  dividends  deolsiwl,  cash,  $138,222. 


MinnespoHs  Gas,  5% 
Canadian  North,  4i%... 
Canadian  Northern,  i\% 

C,  R.  I.  A  P.,  5%  d 

Peoples  Gas,  5% 

Virginia  R.R.,  5% 

Am.  Tel.  ft  Teg.,  4i%... 
Vietoria,  5% 


4.900 
5.0D0 
iSOO 
3j000 
5.050 
4.900 
4.950 
i6S0 


▼  icHJTW,  oyq.. yi*-~ 

Buffalo  Gn.  El.,  5% *JKO 


Intarboro,  5%. 

New  York 

Hdena,  Mont 

Hoddng  Valley... 

Pa.Blp.  Co 

Wheehng  Electric. 

Detroit  If.  R 

Puget  Sound 


Total. 


4.950 
2.000 
2,000 

S.000 
3.000 
4,700 
5.000 
5.050 

7l68^ 


UTICA   FIRE   INSURANCE   COMPANY,    Utica,    N.  Y. 

President,  W.  H.  Start;  Secretary,  H.  A.  Aokroyd;  Manager,  F.  E.  Holmes.    Organised,  1903. 


TiaA 

Cash 
Assete 

Unearned 
Promums 

Net  Cash 
Surplus 

Cash 

Total 
Income 

Losses 
Pkid 

Returned 
to  P'yh'rs 

ExpeoBBS 

Total  Ex- 
peoditores 

LOSM 

Inoomd 

1914 

$32,342 
22,204 
19,958 

$11,043 
8.785 
7,515 

$20,549 
13,259 
12,027 

III 

$20,708 
17,277 
14,888 

$4,157 
8,388 
5,570 

$5,584 
5,527 
4,950 

$10,751 
14,015 
10,530 

1913 

1912 

$5.0» 

Dbg.  31, 1914.  Liabiutdbb,  Dae.  31, 1914. 

Mortgage  loans $7,100    Losses  unpaid $550 

Bonds  and  stocks...        14,500  Unearned  prems....        11,043 

Cash 7,250  

Agente*  balances...          3,243  Total  liabilities...       $11,593 

Interest 239    Surplus 20,049 


Total  assete $32,342       Total. 


$32342 


Kre  risks  in  force,  December  31,  ^,692,420;  premiums  thereon, 
$25,991. 


MORTGAGE  LOANS:  Four,  acgragatinff  $7.  iOO,  are  seemed 
by  properties  valued  at  $20,400,  andon  wfaien  the  oanpaay  hoMa 
$12,500  of  insurance. 


BONDS  OWNED: 

Chi.,  R.  I.  k  Pm.,  1934,  4% 

Chi.  A  Alton,  1949, 8% 

So.  Pac.,  1955.4% 

Eq.  Gas  A  Elec.  Co.,  Utica,  1942, 5% . 


Par 
Value. 

$6,000 
3,000 
6.000 
6,000 


liarket 

Vahe. 

1,200 
4.000 
5,100 


Totab  (book  value.  $15331). 


$17,000       $14,500 


VERMONT  MUTUAL  FIRE  INSURANCE  COMPANY,   Montpelier,  VtJ 

President,  Geo.  0.  Stratton;  Secretary,  J.  T.  Sabin.    Organised,  1828. 


YlAR 

Cash 
Assete 

Unearned 
Premiums 

Net  Cash 
Surplus 

Cash 
Premiums 

Total 
Income 

Loam 

Paid 

Returned 
to  P'yh'rs 

Expenses 

Total  Ez- 
penditurea 

Lossa 
Ineuned 

1914 

$507,921 
453,744 
399.059 

{$202,620 

27,101 

{239,754 

$553,237 
481.794 
440.832 

$555,917 
482,990 
444.199 

$442,421 
410.945 
351.202 

$123323 
105,359 
101,084 

$554,644 
515314 
45238^ 

1913 

$179,174 
52,599 

1912 

'^.071 

{ Indudes  unearned  premiums. 

Asavrs,  Die.  31, 1914.  •  LuBiLrms,  Dae  31, 1914. 


Realestete 

Investmente 

AsBuiiimnte  due. 

Cash 

Agente'  balances. 


$50,000 
10.000 

435,118 

500 

11.203 


Losses  unpaid 

Draf  te  &  checks  pay 

Due  other  oca 

Other  liabUities 


$16,355 

218,974 

24.547 

45325 


Total  liabilities...     $305,301 
Surplus  A  res 202,620 


Totalaswte $507,921       Total $-)07.931 


Net  aoMunt  of  members'  liability,  Dec.  31,  $9,122,844. 


Fire  risks  in  force,  December  31,  $99,632,209. 
Losses  paid  since  organisation,  $9,333,841. 

REAL  ESTATE  OWNED:  Consiste  of  home  office  building  anJ 
site. 

TERRITORY  COVERED:    Vt.  and  Me. 


t  Stetemente  ss  of  July  31. 


WASHINGTON  MUTUAL  FIRE  INSURANCE  COMPANY.  St.  Louis,  Mo. 

President,  Aug.  Kurtsebom;  Secretary,  Edwin  J.  Meyer.   Organised.  1857. 


YlAR 

1914 
1913 
1912 


Cash 
Assete 


$55,937 
57,733 
57,909 


Unearned 
Premiums 


$21,018 

11353 

8,946 


Net  Cash 
Surplus 


$34308 
45,940 
47.572 


Cash 
Premiums 


$9,204 

13.423 

8.282 


Total 
Income 


$12,006 
15.333 
11.435 


Losses 
Paid 


$4,830 
5,935 
7.325 


Returned 
to  Fyh'ra 


Expenses 


$9,112 

10334 

8.955 


Total  Ex- 
penditures 


$18,942 
15.489 
15300 


Losset 
Incurred 


$4,855 
5.053 
8345 


ASSETS,  DEC.  31.  1914:  Mortgage  loans.  $51,750;  cash. 
$3,431;  other  assete,  $755;  total  aante,  $55,937.  Liabilities: 
L(MseB  unpaid,  $73;  unearned  prems.,  $21,018;  other  liabilities. 
$448;  total  liabifitiM,  $21339. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force,  December  31, 
$5,241325;  premiums  thereon.  $42,830. 


MORTGAGE  LOANS:  There  are  loans,  aggregating  $51,750. 
upon  property  situated  in  St.  Louis,  worth  more  thsA  double 
the  amount  loaned  thereon.  There  was  no  interest  past  due  ob 
December  31,  last.  Company  holds  ample  fire  insurance  on  the 
mortgaged  buildings. 

TERRITORY  COVERED:    Mo.  only. 
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WASHINGTON  CO.  MUTUAL  FIRE  INSURANCE  CO.,  Washinifton,  Pa. 

FtBd^,AIb>tJ.AUiBD:SBnMi;,Hwr;O.H«iL    Onuiwl  lUT. 

rujt 

C^ 

IJiwngd      NU  Cuh         Cvh 
Pnmaat      Smplo       PnuhuM 

Total 
loniM 

Pud 

to  Prh'n 

EipnM 

sa^ 

,!ra 

lis 

tlT.HO 
18,071 
17:aM 

15,174 
4.130 

•IS 

144331 

mjn           M£7(           10,70! 

ASS 

CTS,DEC 

31.1014:    RsloUla,  ».3i7;ii>in|i>| 

inj<^ 

Pu 

Miitot 

ndiMDnrt  o 


>'  hiliiiark  t3.U£;  inKnn  ud  n 


BONDS  OWNED: 


Tatab  [book  nhie.  (22,000) .. . 


I2.D0O        121,000 


WASHINGTON  HARDWARE  AND  IMPLEMENT  DEALERS  MUTUAL 
FIRE  INSURANCE  ASSOCIATION,  Spokane,  Wash. 


iCIATION,  Spoks 
EE.L(UM.  OnMrintigOi. 


Tui 

Am. 

KsSi'' 

urpliu       Pnmiumi 

PMd           W°pThn.       E. 

iDcurred 

IS13 

Iffl 

111.5201 

SI 

I23.7IH         121 .009 

(37,370 
33,S«3 

ti3,uii       iie.ieo 
n.m        i4,iMi 

I7,0SO         I17,*77i 

a!   iia 

tllJH* 
11,340 

*• 

Brg,  Dk 

11    1014 

Lu  Brums.  D«c  21 

LSI  4 

BONDS  OWSED: 

Chmdlti,  ffuh.,  Id.  wml        

Sstlic,  local  imp         

eiMrrwi  Co.,  WMh..  dibng 
"elliiuliui,  Wuh  ... 
BDd&R^Ut  C^o 


WEST  BEND  MUTUAL  FIRE  INSURANCE  COMPANY,  West  Bend,  Wis. 

Prndnt,  P.  O'Man;  Stcntary.  C.  P.  Lou.    OriuUKd.  1SH. 
"Cifc      |~Uoa™S~rNet  C^~\       Ci£      T"  Total"  "l      Liae*    ~[ 


E^jeuH     pKkdituni      InraBnd 


tsagnl       tjjjise 


tn.tu 

S0.M7 

2fl.42t 


s.  Dk.  11, 1014. 

I tl3M    1 

lOHB «I3»     I 


IJ»       TMd  luUfilia  . 
171.774       Total 


I   .  REM,  ESTATE  OWNED:    CouuUof' 

MOHTGAQE  LOANS:    Thm  •«  31  k „^.._  .._. 

I     '  lOO.nuIiilTupanfirmjiropvty  nliudu  ibint  tlM.OOO.   Dura 

,   WH  no  istaral  iiut  du  Daooabar  11.  Ir" 
;    ;       TERRITORy  COVERED;    Wa.  ooly. 


WESTERN    GRAIN    DEALERS    MUTUAL    FIRE    INSURANCE  ASSO- 
CIATION, Des  Moines,  la. 

FnodMI.Jiy  A.  Einn^gRTMiT!,  Gk.  A.  WglU.    OrguuHd.  1907. 


vuii  Sit 

ass" 

Burphi.       Fnamusi 

ImBDUl 

-^ 

iTX 

eiTXM 

Total  El.  1 
padiW.1 

lirti 

•^:?ii„.,"'.r   ..^'■^' 

»'!.«J 

w.«s 

I7,»2S 

«l 

tl<,OU 

Viiji 

25,841 

g,BM 

AKEIB.  DEC 

11,  IW4: 

c^  tai,me:  oth*  .h. 

IMI;    1 

Fii,ri.k.k 

(grc&Dmi 

I»B1,S2,N 

12.714. 

TERRITORY  COVERED: 
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REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


WESTERN  MUTUAL  FIRE  INSURANCE  COMPANY,  Urbana,  0. 

PMideot.  W.  R.  Ron;  SeeraCaiy.  Chaa.  A.  Rem.    OrKuiaed,  1846. 


YaiB 

Cash 
Amtia 

Unearned 
ftwn'ronui 

Net  Caah 
Surplus 

Cash 
Premiums 

Total 
Income 

Losses 
Paid 

Returned 
to  P'yh'n 

Ezpeoses 

Total  Ex- 
penditnrei 

LOM 

lacomd 

1914 

$61,845 
54.640 
00.160 

$57,165 
62,483 
63.360 

$48,652 

$49,933 
48,625 
48,094 

$27,285 
46.804 
32.471 

$15,046 
15.513 
153411 

$42331 
62317 
47.712 

I29.94S 

1913 

45,m 

1912 

46i96 

S5.038 

Assm,  Dbg.  31, 1914.  laaBiums,  Dk.  31, 1914. 

RealesUte $3300    Losses  unpaid $4,385 

Bonds  and  stocks...        40.120    Other  liabilities 295 

Cssh 17.843  

Agents' balances....  882       Total  liabilities...        $4,680 

Net  surplus 57.165 


Total 


$61,845       Total $61,845 


Net  amount  of  members'  liability,  Deo.  81,  $696,689. 

RISKS  AND  PRElilIUMS:    Fire  risks  in  forae,  December  31, 
$6323,578;  iwmiums  thereon,  $48,652. 

BUSINESS  SINCE  ORGANIZATION:    Premiums  leeeiTed. 
$1,120,506;  losses  paid.  $687,658. 

REAL  ESTATE  OWNED:    The  company  owns  real  estate 
Talued  at  $8,500. 


BONDS  AND  STOCKS  OWNED: 
BoMsa 

U.S.Bi 

Urbttia,  0.,  C7 

Nottinipiam,  0.,  so 

Mingo  Junction,  0..  so 

Champaign  Nat  Bk..  stk 

Big.  «  Loan  Assn.,  dsps 


Fkr 

Yahie. 

$10,000 
4,500 
6,000 
4,000 
2.O0O 
9,000 


Mnkat 

Yahe. 

$10.0(10 
4^ 
6,195 
4,130 
2300 
9/)00 


Totab. 


$36,JX)0       $37,531 


DIRECTORS:  W.  R.  Roa,  E  E  Chenegr,  J.  F.  Brand.  E.  M. 
Crane. 

FIELD  MEN  AND  TERRITORY  COVERED:  J.F.Brud, 
general  agent,  Urbana,  0.    Tbc  company  operatee  in  0.  onij- 


WESTERN  MILLERS  MUf  UAL  FIRE  INSURANCE  CO.,  Kansas  City,  Mo. 

Pmideot,  W.  H.  Wagnoiur;  Seontety,  ChM.  B.  Ridgwty.  OrgMdMd,  1883. 


YlAR 

Cash 
Assets 

Unearned 
Piremiums 

Net  Cash 
Surplus 

Csflh 
Premiums 

Total 
Income 

LOSMS 

Peid 

Retomed 
to  P'yh'rs 

Expenses 

Total  Ex- 
penditures 

LOMBB 

Ineumd 

1914 
1913 
1912 

$330,197 
300.597 
268.381 

$85,215 
28323 
36.460 

$287,343 
271,776 
261.921 

$88,904 

91.612 

104.530 

$106,457 
104.181 
115.720 

$86,558 
65,434 
61847 

$12,319 
10.247 
10.746 

$18,421 
16,496 
16.250 

$67,296 
92.  in 
68.843 

$36^6 
65.434 
53.2«) 

AasRB.  Dk.  81. 1914. 


Mortgage  loans. . . . 
Bonds  imd  stocks.. 

Cadi 

Agents'  balances... 
Interest  and  rants.. 


Total 


$96,153 

179,377 

29,660 

21,919 

8,068 


LuBiLima,  Dm.  31, 1914. 

unpaid $5,000 

Unearned  prems....        35.216 
Othtf  liabffitaes 2.639 

Total  liabifities...       $42,854 
Surplus 287,343 


$330,197       Total $330,197 


MORTQAGE  LOANS:  There  are  60  loans,  aggragatinc  $96.- 
153,  all  fint  Uens  on  Kansas  City  improved  real  estate,  Tslued  at 
$106,450.  The  company  holds  ample  insurance  on  the  buUd- 
ings.    There  wm  no  interest  past  due  on  December  31,  last. 


BONDS  OWNED: 

City,  Mo.,  Bc.,  1923^.  3i%. . 

City.  Mo.,  sc.  1925.  4% 

Carthage,  Mo.,  se..  1923,  4%. 


Chicago.  DI.,  ok.  oomm.,  1924.  4% 

St.  Joeeph,  Mo.,  so.,  1928.  4% 

Independence,  Mo.,  so.,  1932. 5%. 
Inman,  Kansas,  w.  w.,  1940. 54% 


Smithyille,  Mo.,  so.,  1915-6.  5| 
Lawrence,  Kan.,  int.  imp.,  191&-23. 5% 


/o- 


Par 
Value 

$40,000 

10.000 

8,000 

5.000 

18.000 

10.000 

3.000 

2,500 

10,000 


Boms  OwNBD.— Csfif. 
Independenoe,  Mo.,  gn.  eq).,  1033, 4i%. 


Jackson  Co.,  Mo.,  se.,  1926.  5%. 
Debiwar  River,  1915-26-7, 5%. 
Galena,  special,  1915-28,  6%. . 


i<w 


PerkfundoB..  1933,  6/0    ■ 
Msreeline,  Mo.,  1934,  5%. . . 
HsrrkonviUe,  Mo..  1924, 4%. 
Neosho,  Mo..  1934, 5% 


Ptf 
Vslse. 

$10,000 
8.000 

10,500 
9iO0 
6.8n 

14.000 

laooo 

4.OO0 


Total $179.377 

MISCELLANEOUS:  The  percentage  of  pmuoms  letoned 
to  polieyholden  for  1914, 1913,  1912, 1911, 1910, 1009, 1908. 1907. 
1906  and  1905  have  been  60  7o,  50%.  50%,  62*%,  56%,  45%,  40^e. 
40%,  45%.  32i%  and  43f  %  respeotively.  Durmg  1906  the  ood- 
pany  canoelled  aU  risks  other  than  flour  mille,  elevrnton  and  eoa* 
tents.  During  1913  the  company  caneellnd  all  insurance  on  tffm- 
inal  devators. 

TERRITORY  COVERED:  The  eompany  operates  in  .Ark, 
Cal.,  Cok>..  Del..  Ga..  Ida..  Dl.,  Ind..  la.,  Kan..  Ibr.,  La.,  Ml, 
MioL,  Minn.,  Mo.,  Neb..  Nov..  N.  M..  N.  Y^  N.  C..  N.  D.,  0.. 
Okla.,  Pa.,  S.  D.,  Tenn.,  Tex.,  Utah.  Vt.  Va.,  Wash..  W.  Vs.  sad 
Wis.  and  in  Canada. 


WHAT  CHEER  MUTUAL  FIRE  INSURANCE  CO.,  Providence,  R.  I. 

I^oident,  P.  L.  PierM:  AaiiUiit  SMnUrha,  Chu.  A.  Tompldm,  Royil  0.  Lather.    Otf/aamA,  1873. 


Yam 

Cash 
Assets 

Unearned 
Premiums 

Net  Cssh 
Surplus 

Net 
Premiums 

Total 
Income 

Losses 
P^ 

Returned 
toFyh'rs 

Expenses 

Total  Ex- 
penditures 

LoSMS 

Ineoncd 

1914 
1918 
1912 

$656,531 
587,658 
632,988 

$305,400 
294,815 
279.748 

$239,601 
229,651 
235.994 

$440,174 
445,351 
468.744 

$464,258 
465,566 
491.464 

$20,275 
16,738 
23.263 

$383,974 
365,043 
383.405 

$35,542 

35378 
40340 

$439,791 
417,659 
447.506 

8203% 
16.480 
25.622 

AasnTB,  Dae.  81, 1914. 

Bonds  and  stocks...  $441,517 

Cash 98,387 

Agents'  bakncoB. . . .  15,669 

Interest 958 


LiABiuTUS,  Dnc.  31, 1914. 

Losses  unpaid $3,377 

Unearned  prems —       335.400 
Other  liabmties 8.153 

Total  liabiUtaes...     $316,930 
Surplus 239.601 


Total 


$556,531       Total $556,531 


Net  amount  of  members'  liability,  Dec  31,  $3,002,707;  under- 
writii«  profit,  $375,383;  inrestment  profit.  $18341. 


RISKS  AND  PREMIUMS:  FSie  ivks  in  fone.  Deeember  31. 
$73,784,379;  prenuums  thereon,  $600,541. 

BUSINESS  SINCE  ORGANIZATION:  PftommM  reeeired. 
$10,438,659;  kMses  paid,  $1,419,966:  diTidends  dedand,  osib. 
$7,966310. 

Market 

Value. 

$84,080 

2.760 


BONDS  AND  STOCKS  OWNED: 
BomM. 


RI..  hy.en..  1936, 3%. 
R.Lhy.  on..  1939,  Si^o 


R  L,  State  House,  en.,  1941,  3;^. 
R.  L.  Met.  Pk.  hL.  1958,  3i%. . . . 


8,400 
6J00 


REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


3« 


WHAT  CHEER  MUTUAL  FIRE  INSURANCE  COMPANY,  Providence,  R.  h-^Cont. 


Bonn  Am  9rocK8  OmoD.— CmI. 

R.I.bui»ri]iip.»1960.4% 

Aoer.  TL  4  Tf..cT.,  1933,44% 

CliRy..l.l«7.5% 

DMidt,  EdSmaa,  1. 1933.  5% 

Boi.  A  Me:  RJt.  b..  1915 

"       EL,  iL.  1915.  5% 


QtOCKB. 

AJb.«SaBq.ILR.,I>eLAHud 

BkKCH7lLR^Biar>.R.T 

CsilSo.  ^.  (Mkfa.  Cent) 

CU.  A  E.  IIL  RJL,  tr.  etfs. .  p 

Cin.,  Sand.  A  Clere.  RJl..  p 

Ckre.  A  Phta.  R.R.  Pk 

&ieAPitt0.RiUP& 

Hocfcrd  Ry..  Me.  Cent 

IILC.aJL.bMedliiiei 

Interaat  Oeein  Tg. 

MuhAttu  By.  R.  T 

Minn..  St.  P.  A  S.  8.  M.  Ry..  haaed  fine  etfs. 

Mobile  A  Ohio  tr.etfe 

•S .  E.  Inr.  A  Sec.  p 

S.  £.  Ibt.  a  Seanity  prot  agreem't 

S.  Y.,  Li^.  A  Western  Ry 

OivegD  A  SyneuBe  R  Jl 


Market 

Vahie. 

I10»000 
11,880 
4.960 
5.180 
4.500 
5,000 


13.250 

26.100 
3.100 
9.626 
3.172 
9.300 

13,300 
7,500 

17.000 
9.500 

13.300 

12.150 

7.500 

4.675 

560 

11.600 
5.000 


BoNM  AMD  &rocu  OwifBD. — Coni. 

&tOCKB.—Cont. 


p.,  B.  A  L.  E.  R.R. 

P..  Ft.  W.  AC.  E.R.,  gr.... 
RennelMr  A  Saratoga  RJl. 
St.  Louis  Bg..  1  p 


St.  Louis  Bg.,  2  p 

Tunnd  R.  R.  Co.  of  St.  L 

Upper  Coos  RR 

Blackstone  Valley  Oas  A  El.,  p. . . . 
Cleva..  Qnn..  ChL  k  St  L.  Ry..  p. 

Narta.  EI.  Ltg 

Nanra.  El.  Ltg.,  d 

Pa.R.R 

ProTidenoe  Big 

Ptoridenoe  Gas 

Pftnridenoe  Tel 


Market 
Value. 

14.660 

20,500 

36,000 

22,000 

2.660 

11.200 

6.450 

6.420 

10.000 

12,750 

1,935 

42.126 

15.000 

4.900 

5.000 


ToUls 1451,242 

MISCELLANEOUS:   Conflagration  leases:    Baltimora,  1904. 
9421. 

TERRITORY  COVERED:  The  oompany  opecmtes  in  IIL, 
Me.,  Mass..  Mich..  N.  Y..  N.  C.  0.,  Pa..  STC.  and  WU.,  and  in 
Canada. 


WISCONSIN  CHURCH  MUTUAL  FIRE  INSURANCE   ASSOCIATION, 

Merrill,  Wis. 


FMident,  H.  Diib;  SMntVT,  W.  H.  Dieks.    OifuiiiMl,  IM7. 


Ym 

Cash 
Amis 

Unearned 

Net  Cash 
Sorphis 

Caah 
Premiums 

Total 
Income 

LoaMS 
Paid 

Returned 
toP'yh'rs 

Expenses 

Total  Ex- 
penditures 

LOBBBB 

Ineorrad 

1114 

943.2Q2 
42.692 
33342 

140.202 
42.577 
33,542 

$15,252 
13.941 
12,996 

$16,481 
14.981 
14.006 

$10,613 

5.825 

13.006 

3,888 
2,688 

$13,673 

9,713 

14,696 

ill 

1913 

1912 

ASSETS,  DEC.  31. 1914:  Real  estate,  $2,000;  mortnge  kNU». 
IM.83S;  cMh.  $15,661;  premium  balances,  $181;  other  asKts. 
nU;  total  Msete,  $43,302.    LiabOitieB,  Losses  unpaid.  $2,300. 


Hre  risks  ia  force.  Dmmber  81,  $6,112,812. 


Losses  paid  since  crgaaiaation.  $96,314. 

REAL  ESTATE  OWNED:    The  company  owns  its  own  oflice 
building  and  lot  carried  at  book  yalue,  $2,000. 

MORTGAGE  LOANS:    There  are  loaiM  aggregating  $24,825 
on  farm  lands  in  Wis. 


WORCESTER  MANUFACTURERS  MUTUAL  INSURANCE  COMPANY, 

Worcester,  Mass. 

IVesident,  Waldo  E  Buck;  Secretary,  W.  A.  Harrington.    Organised.  1866. 


Tiii 

Caah 
Assets 

Unearned 
Iremiums 

Net  Cash 
SnrphiB 

Net 
Premiums 

Total 
Income 

LoaMS 
Paid 

Returned 
to  Fyh'rs 

Eixpenses 

Total  Ex- 
penditures 

Losses 
Incuired 

1914 

1913 

1912 

1817,806 
856^70 
906.059 

$461,822 
473,927 
440.784 

$225,483 
366,309 
466,347 

$487,943 
560.732 
699.086 

$523,157 
596,317 
736,808 

$302,410 
82,828 
27.776 

$364,681 
471.312 
628.736 

$33,487 
53/>49 
46.589 

$700,578 
607.189 
703.101 

$287,492 
85.630 
29.545 

Aascn,  Die.  31, 1914.  LuBiLrnsB,  Dw.  31, 1914. 

BoadiaadatoekB...     $726,094    Loesesunpaid $5,788 

63,728  Unearned  prems....       451^22 

18,026    BtUapayable 130338 

9.968    Other  fiafaiUticB 4.116 


Cm 

*irnitf  helanfiB 

laiowl 


Total  liabilities...     $592,564 
Surplus 225.241 


Total 


$817305       Total. 


817,805 


Set  aauoDt  of  mcmbcn*  Babifity,  Dec.  31,  $4,485,577;  under- 
vridag  prafit.  $183,240;  investment  profit,  $42,076. 

1USK8  AND  PREMIUMS:    Plre  risks  in  force,  December  31. 
n24J81J13:  iramunM  thenon.  $897,116. 

BUSINESS  SINCE  ORGANIZATION:    Ptamiuma  received. 
115,089,790:  losses  paid.  $3.0n.024;  dividends  declared.  $12,096,- 


BONDS  AND  STOCKS  OWNED: 
Bonds. 

Mass.  Stete  Met.  wat.  In.,  1943,  31%. 

N.  Y.  City.  1958,  4% 

N.  Y..  Stete,  1961, 4% 

Ateh.,  Top.  k  S.  Fe  Ry.,  1995,  47o  •  .  ■ 

B.  a  a.  R.R.,  Tm.,  1951,  3i% 

B.  &A.  R.R.  imp..  1934,  4% 

B.  k  L.  RJl.,  1923,  3i% 

B.&L.R.R..1932,4%. 
B.  k  Me.  R.R.,  1944,  4)' 
B.*Me.R.R.,  1926,4%... 
C.R.R.N.J.,  1987,  5%... 
Ches.  A  O.R.R.,  1992,4}%. 


^%. 


c* 


Chi..  B.  ft  Q.  R.R.,  1958.  4 
Chi.,  B.  A  Q.  R.R.,  1949,  3}%. 


/c- 


Chi.,  Ind.  k  So.  R.R.,  1956,  4 

Chi.  Jc.  Rys.  k  Umon  Stkyads..l915, 5% 

Chi.  k  Nwn.  By.,  1967,  4% 

ChL.  R.  I.  k  Pac  R.R.,  2002,  4%. 


Par 

Market 

Value. 

VahM. 

$5,000 

$4,600 

20,000 

20.000 

30,000 

30.600 

15.000 

14.400 

15,000 

12,300 

20.000 

18.800 

20,000 

18,600 

20,000 

18.800 

20.000 

13300 

10.000 

7.700 

10.000 

11,700 

15.000 

14,100 

35,000 

32.900 

15.000 

12.750 

10.000 

8,400 

10,000 

10,000 

20.000 

19,000 

10.000 

2,500 

REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


WORCESTER  MANUFACTURERS  MUTUAL  INS,   CO.,  Worcester.  Mass.-Cwd. 

BomwunSncuOwim'-Cnl.  Fb         U 


C-.!LI.iP-By.,  ltT.m..iM*.«' 

CoDKinl  A  MuDtnid  HH.  inO,  4':; . 

IW.iBmtooB.  !»«,<% 

Eri<R.R..P».KiL.  1»l.  4% 


L.  a.  4  Mich,  So,  Ttf-.  IW*.  4% 

L,  Sb.  A  Midi.  Sd.  Rr-.  lUl.  1% 

Minn.,  ei,  P,  A  g.  B»  U,  Rjr,  igl8, 4% , 

Nn  Londiv  No,  RJL,  IftU  4% 

N.  V.  C,  Lima  eq-  tt..  IMS,  4*^^ 

No.  ru,  C,i,  No,  jl ,  l«l.  4% 


1*48.4^ 


Ore,  B.  I- R.R..  194^  5% 

Ow,  8.  L.  aa.,  IKK.  4% 

On.WHli.R.[t,A  N».,l  i  t.  m„lMI,4% 

¥..c.,c.*at.L.Kf..na,»%  ■     ■ 

ProndBH  k  Wonwttr  R,R„  1M7,  4% 

Hioh,-WiiA.,  IMS.  4% 

Rio  Gnuli  WbUtd  Ry.,  IMS,  4%. . , , 

8o,  Prno.  cv..  IBM.  4% 

to.P«t,e»-,  ll»4,4% 


10,OOD 
10.000 


Ana,  Aioiml,  Cmh^  II 
Adh.  llATi,.  lOM,  4' 

hi      V     'Kl    _    '  IMA 


»),PH..(iom 

UiuaaPH„p 

N-B.Tg 

TMik  (book  nhu.  t7«l,TaH, . , 


I787,a00      »m,wi 


AllwtO,  It 

TERRITORV  COVERED:  Coosut  ounUa  b  Ut.,  U», 
HidL,  N.  H„  N.  Y.,  N.  C„  O.,  Pl,  h.  I„  SC,  •«!  Wk, 


WORCESTER  MUTUAL  FIRE  INSURANCE  COMPANY, 
Worcester,  Mass. 

FiflidiDt  and  Tmuaii,  B.  F.  Upbui;  Beoatur.  Huir  Huihm.   Orfuind,  IBH. 


LoBA  Hctumod 


H0S.844 

lU.SU  m,SS4 

571,8B7  HIJ04  174.171 


RIBES  AND  FREHIUMB:  «n  rUi  is  tine,  Dsombir  31. 
tIR.0M.VS4;  mniaiiii  Ibnsi.  KnW- 

BUBINESa  SINCE  JAN,  I,  ISli:  Pnnimi»  neiind, 
|I,Otl,OU;  k^  peU,  tlSajX»\  diiidnk  deoUred,  CHb.  (],■ 
841^. 

RBAL  ESTATE  OWNED:     Ccairteg(tlie}4t«reiidFnuh 

mi  brick  buhfioc,  atueted  371^377  Mun  St.  Wnmta-,  Uw. 

•  nJue  iHH  tlMSM.  ud  Ike  book  nlue  1100.000, 

Bole  nogired  io  1014  mn  tllJU,  ud  opaiea  wn  U.276, 

UOBTQAOE  LOANS;  Urn  Irt  7S  loHn  MSROtiiii  »».• 
MO,  ■»  imrtkelly  iH  apoa  sitr  pfoivlj',  nhitd  it  1441,014. 
end  n  wUah  the  smqur  kol£  nTt.UO  o(  iniruce,    Ttan 


Bodon  A  UuH.  iap,.  Mf,,  1 


I  CD,  m,,  |,H  iH/.  r^- . . 

ChL;  B.  i,  4  Fib.,'  1  r,.  t"  1M4.  ■  ~ 
C3ii  A  Wh,  luL.  ce..  |,.  IMl,  4',,. 
Cii.,  Him,  A  Dw,,iii,m,,  (,.  l04!.S"c. 
CiK.,  Ind.,  St.  L,  4  cET,  1  m,. «,,  1890, 4% 
CaBwd  4  MoDlnal,  I  m.,  isa],  4%. . . . 
DdewHV  A  Hud.  Riv..  I  r.,  c,  1043.  4% 

Fitehbun,  1  m.,  1(37,  4']^  

Ifl,  C«.,  1  m..  f.  ItU.  iV?c 

Mi.  Cm,..  I  «..  i..  1033.  4% 

0.4%.. 


Minn,.  St.  F,  i  B,  SM.  U„  f.,  I>3g,  4%, . 
Uohiirii  A  Miloiia.  1  m.,  c  IMI,  4%, , 
N.  Y.  C,  A  Hud.  RiT,,  1  m..  1«7,  H%, . 
H,  Y„  N.  H.  *  H.,  dib.,  („  lOU,  4%, , , , 
N.  Y.,  N.  H.  *  H..  dd>.,  c,  mi,  4%  . . 


Wat  Okd  Bt  Rr,.  deb..  ItSO,  4|%. . . , 
WoeMw  Coo,  BL.  dab,.  Iin6.  4t% , , . 
Wor.,  Nab.  A  Rock.,  I  m.,  1030,  V7«. . 
Wor.,Niab.  4  RddL,  1  n,,  t«94. 4%, , . , 


UISCBUANEOUB: 


DIKBCTORS;    Lan  N.  Qybert.  Bnj.  G 
K.  Hr^Attliur  F,  WUtb.  Oevp  I,  AUn,  S 

TERRITORY  COVERED:    Conpuj  opti 
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WYOMING  VALLEY  FIRE  INSURANCE  COMPANY,  Warsaw.  N.  Y. 

PkMde&t,  A.  N.  PmUuhb;  Seoretary.  W.  W.  Snanwood. 


YUB 

Gash 
AmeiM 

Unearned 
Premiums 

NefcCaah 
Surplua 

Cash 
Prenuums 

Total 
Ineome 

LoaMS 
Paid 

Returned 
to  Fyh'ra 

ExpnMt 

Total  Ex- 
penditurea 

LooBea 
Incurred 

ttl4 

09.800 

27.086 
19.927 

SS5.037 
35.593 

-•8.347 

—9.095 

17.527 

189.489 
39.424 
37379 

140.308 
40.088 
38.511 

$27,121 
22.052 
20.299 

•11.274 

10.710 

9,779 

•38.395 
82,768 
30.078 

1913 

**•■*••■■•* 

1912 

Chah. 

AfCBti' 


Total 


of  liabilitiM  over  aaieta. 

'..  31. 1914.  LuBiunu.  Die.  31, 1914 

•25,428    Loneaunpaid 

4.201    Unearned  pNma.... 


•2.300 
35,637 


MISCELLANEOUS:  The  law  of  1910  aUowi  oo^)peratiTo  oom. 
panies  aevoi  yean  to  gradually  aoeomulate  a  reMrve. 


Total  liabiKties... 
of  liabUitieB.. 


•37.937 
8,247 


•29,689       Total. 


•29,089 


Tin  riaka  in  force.  December  31.  •0,150,178;  prtminma  thereon. 
189,775. 


PROJECTED   AMERICAN   STOCK   FIRE   INSURANCE  COMPANIES. 


NaID  or  COXPAHT. 

• 

Omens  OB  PBOMomn. 

Propoaed 
Capital. 

Propoaed 

Aismiatfid  Indnatrioi  Fim  Obieago 

George  E.  Potter,  et  al 

•200,000 

100.000 
50.000 

Baaiwn  Fire,  Chicaco.  Ill 

Central  Stotea  Fire. 'Wiehita.  Kan 

H.  C.  Whalen.  Prea. 

Citiaene  Home,  Aleandris.'Va 

Ti m  Tim  C7riBi)a  Pres- 

» 

ColoBial  Fire.  Corington,  Ky 

W.  C.  Smith.  W.  S.  Ludlow.  eC  al 

100,000 

1.000,000 

100,000 

CoMerrataoD  F^.  ^ringfiefd.  IB 

A.  M.  Fitacerald.  ei  al. . . . .'. 

Firgo  UndermHcra.'^tBrjn,  N.  D 

B.  P.  Brown.  Fkw.:  0.  J.  Colton.  See 

lBter4aaaranee  Fire  Co.^of  Aria..  Kamas  City,  Mo. . . 

W.  E.  Miffigan  kLU.  Laauy.  Pm.;  George 
W.  liong,  See 

500,000 

100.000 

1.000,000 

1.000,000 

'25.666 

300.000 
2.000,000 

1.060(000 

200,000 
200.000 
100.000 

lineobFlreL  NaahviBe.  Tenn 

Mr.  Dorteh 

80.000 

Maine  Fire.  FbrtlaDd,  Me 

F.  £.  Boothby:  M.  N.  Drew,  ei  al 

Nctmkn  Fire.  Omaha.  Keb 

Van  B.  Lady,  et  al 

RakighFire,6aIeich,'N.C 

TatOe  City  Fire.  LoiidL  Maes 

J.  L.  Robertaon.  Prea.;  G.  R.  Whidden.  Sec. . . 
Edwin  Q.  Pugh 

800.000 

Tl«mi  Na^ffnaal  Fire  ^  l).  S.,  Tndianapolkr.  tnd  , 

1.000.000 

United  OmtmB  Fm,  Springfield.  Ill 

A.  M.  Fitagerald,  eial,  Springfield,  111 

Jamee  Aleioiuier.  et  al 

Uiited  StatM,  Memplui,  tWm.'.  

200.000 

Waeo.  Waoo.  Tex 

V.  K.  BeoKHiette 

"*f*^i     AAlBtta    •■••■•■-■•••■■••■*«••«■■•«••••■■ 

P.  T.  Day.  C.  H.  Wataon.  et  al 

Wentun  Unaon  Fbe 

UNDERWRITERS'    AGENCIES 

Some  fire  bninukoe  oompuuee  iarae  or  guarantee  pofides  under  titlei  other  than  their  proper  oorporate  titles,  either  individnanr  or 
jointly  with  other  companieB.  Such  titlei,  together  with  the  namee  of  the  reipeetive  emnpanies  guaranteeing  poBoieB  iwued  tbere- 
vader,  are  preeented  in  the  following  pages. 


ALLEGHENY  FIRE  UNDERWRITERS  POLICY,  Pittsburg,  Pa. 

Polisies  issued  under  this  title  are  guaranteed  by  the  Humboldt  Fire  of  Pittsburg,  Fa.,  whieh  see. 


AMERICAN  UNDERWRITERS  AGENCY,  PhUadelphia,  Pa. 

P(£des  issued  under  this  title  are  guaranteed  by  the  Ins.   I   It  writes  outnde  of  eongested  distrieto  an  entirely  diff( 
Co.  of  the  State  of  PttuMylyania,  of  Philadelphia,  iriiieh  see.  |   from  the  guarantor  oompany. 


it  fine 


ATLANTIC  UNDERWRITERS,  New  York, 

Polieiss  issued  under  this  title  are  guaranteed  by  the  Commerdai  Union,  New  Ycafk,  and  Westchester  Fire  of  New  Yoric,  whioh  see. 


ATLAS   UNDERWRITERS,    London. 

Polieies  issued  under  this  title  are  guaranteed  by  the  Atlas  Assuranoe,  London,  which 


ATLAS  ASSURANCE  CO.,  LIMITED. 

The  Atlas  of  London  issues  a  policy  other  than  that  of  the  Atlas  ifoper,  under  Uie  title  "Atlas  Assurance  Company,  Limited,  with 
whidi  is  ineorporated  the  Manchester  Assurance  Company.'*  Commisaions  of  authority  are  issued  in  like  manner.  lasuad  only  on  Paeifis 
Coast. 


BEN  FRANKLIN  UNDERWRITERS,  Pittsburg,  Pa. 

H.  M.  Sehmitt,  Secretary  and  General  Manager. 
Pbfides  issued  under  this  title  are  guaranteed  by  the  National  Ben  FVanklin  of  Pittsburg,  Pa.,  wfaidi 


BRITISH  UNDERWRITERS,  Hartford,  Conn. 

issued  under  this  title  are  guaranteed  by  the  Scottish  Union  and  National  of  Edinburgh,  which  see. 


BRITISH  &  FEDERATED  FIRE  UNDERWRITERS,  New  York,  N.  Y. 

Polieies  issued  under  this  title  are  guaranteed  by  the  Norwich  Union  of  Norwich,  Eng.,  which  see.    Issued  mostly  on  Paeifis  CoMt. 


BRITISH  CANADIAN  UNDERWRITERS. 

Policies  issued  under  this  title  are  guaranteed  by  the  Canadian  branch  of  the  Norwich  Union,  Norwich,  Eng.,  which 


CALUMET  UNDERWRITERS,  Pittsburg,  Pa. 

Policies  guaranteed  by  the  National  Union  Fire  of  Pittsburg,  whioh  see. 


CINCINNATI  UNDERWRITERS,  Cincinnati,  O. 

F.  A.  Rothier;  Secretary,  Adam  Benus;  Assistant  Secretary,  F.  C.  Barton.    Orgsiiiaed.  188S. 


rvuamMi  mooA  uudcr  the  abote  title  are  guaranteed  hy  the  EureiEa  F.  A  M.  and  Security  Firs  of  Cincinnati. 
The  following  ttb^*^**""  exUbits  the  combined  statistics  of  the  constituent  companies: 


1914 
1913 
1912 
1911 
1910 


1761,102 
713.170 
716,282 
720,044 
723,732 


Unearned 
Premiums 


$254,626 
234,876 
232,549 
232,066 
248.724 


Net 
Surplus 


$229,800 
206,360 
214,834 
212,618 
189,820 


Net 
Premiums 


$225,033 
208,078 
198,876 
199,151 
227,377 


Total 
Income 


$256,744 
237.986 
227394 
228,060 
268398 


LoaBes 
Paid 


$68,188 

90,207 

81378 

107.940 

135,9001 


Dividends 


$17,000 
17,000 
17,000 
17,000 
17,000 


$106,873 

07.126 

98335 

96,420 

126,986 


Total  Ex- 
penditures 


$104,061 
204333 
196^718 
221360 
279386 


FIELD  MEN  AND  TERRITORY  COVERED:    RoUn  B.   I  mm,  SUte  agent  for  Mich.;  Charles  Benw.  speeial 
HMtoiiiuid  Cbarias  Benis,  special  agents  for  0.;  H.  C.  Kloek-  |   The  association  operates  in  III..  Mich.  andO. 


$70,136 
90,679 
76.604 

»jm 

136357 


agsnt  for  10. 
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COLONIAL  FIRE  UNDERWRITERS,  Hartford,  Conn. 

■I  tto  poEda  o(  tbe  Nttiooal  Fin  of  Hvtlard.  whisk  ^n. 

COLUMBIA  FIRE  UNDERWRITERS,  Omaha,  Neb. 

C, 0. Tifamce,  UuKs:  M  F  Tiiam.  iImiIiiiI  Miih|ii.  B. O. Bobuu, Oawal  AiMt. 
na  Ite  tabam  d  the  NslioiuJ  Pin  ol  Butlord,  Conn.,  whioh  h. 


COMMERCIAL  UNDERWRITERS,  Des  Moines,  la. 

nDUBFDnil.8uiFiviciBD,CiJ..wliidiH.    FWd  mlneMd  to  low*.    No  new  polieiii 


COMMBRCIAL  UNDERWRITERS  AGENCY,  Salt  Lake  City,  Utah. 

KSam  iMud  tmdar  tUi  titlo  u«  (unotHd  b;  (bt  Homa  Tut,  J  StU  I^ka  (^(r,  which  ma. 


DELAWARE  UNDERWRITERS,  Philadelphia,  Pa. 

I.  Yiaocm  amilh,  it..  Miufir. 
PtficiaMwlDHlvtfutiUeMEupniitaidbvtlxWaitchMe,  Fix' »F  S'w  York.    ripM  mea:    J.  P— — ^^ 
niMgl|itai*,I^lTh».LWikDB,utDgrwp't..Fbik(Uphii.P>,.  I  .'u   II   M.ill.iv.  BpccialUFdlfor  eutet 
l>.yC.,FlilluUp^Pt.:WB>.T.£iu.ipnMNB>tfgrwnl«ii  t*!.,  irwonMd.  ud  W.  Vl.  Kiubu 
nHnliBUror  IVlLudtluli.Snbi>budi|it.PhibdiMu,P«.:  tiaii.  U.  J«at,ipttUi«uiror  N.  Y.S^ 
C  ChuW  iwi]  MVt  for  M&.  Km.,  IL  I.  Md  Vt.,  BoMoB,  Ui«.:  G.  W.  Goodai^  ft  Sim,  ipHiil  inol  C«  C^ 
Edw.  U.  LairtfidTncal  ^nt [or  Oi  ud  Ind.,  ColiiiBin,  0.;  Urns  C.  FIMcba,  qiHii]  intt  for  Mnk,  St.  l(nuc,  MMu:  Arthur  W. 
KiiHpipeaJHBtf  |«rWi>,^Oihk(i>b,  Wi^Chia-C.  M(iCliB«,ip«i^*(mt(oTMbiii^^  Miu.^  Fndwidi  8.  Yowig.  ipgdil 

rulte  U.,  Dei  Uoinia.  h.;  EhnnidB,  KanBadr,  qmiil  uoit  (ur  Kr.  and  Tean..  LouitvUls,  J(p,:  E.  HBooksr.  qnial  uvil  [or  Va., 
C.  and  8.  C.  Fannvine,  Va.;  0».  R.  WUBama,  ipedal  aecnt  [or  Hi.  lod  0*.:  Bertlieau.  Sdbuh  ft  BBrt).ai<i.  genixmJ  uanU  f«  OiL. 
—        ■■  "-'-     ■^-    ■■  "    "■-'--.■-'       "      '^.iiDpiM*Co„Ine.,giBM«lasMl»foiWi«h.»iidr 


.  Famvind,  Va.; . , ._. . 

da..  Wto..  Nit,.  Utah,  Colo.,  Aiii.,  N.  H..  B.  lak.  and 

SiatUc  W^i.;^i]nibniak,  Wtutumcn  ft  AOu.  gfnml  aioita  I 


EI.  Vrri«hl  ft  Co.,  BUKnl  annU  for  Bnluh  Cohimink,  V 


or  OUl.  Dallas,  Tn. 


DEUTSCHLAND  FIRE  UNDERWRITERS,  Peoria,  lU. 

1  Oamu  Fin  of  Pb«.  HL.  wUoh  aw. 


DUQUESNE  UNDERWRITERS,  Pittsburg,  Pa. 

t  of  Iba  NatioBil  Unioo  Fat  of  HtBbini.  h..  whid  Mo, 


EASTERN  UNDERWRITERS  AGENCY  OF  THE  CAMDEN  FIRE  IN- 
SURANCE ASSOCIATION,  Camden,  N.  J. 

hida  aBDid  nodw  lUl  titia  an  foanoMad  bj  the  Caulan  Hn  of  CamdaD,  N.  J.,  wfaidi  aao. 


ENGLISH-AMERICAN  UNDERWRITERS  AGENCY,  Hartford,  Conn. 

A.  O.  MelhniM.  ft.,  Mhi«(v. 
in  «K*at«sd  b;  Uw  LoBdm  ud  LucMhln  Fin,  Lld^  if  UtsiiooI.  wfaoaa  Sfuna  an  (inn 
nol  LiTspDoL 


Un.    Bw  aiha  Loadon  ft  Lawiahin  Fin  if 


J^ 


I'ti  HJsuw  13,781  .cm 

«1      Wri,a<H'  !.7M,1M 

nil  *iiiM2,  t,eatjm 

UU      <.ISl.MZi  UTD^G 


2Ja1,7TT       1,143.M7 
1,71  J, M«       1,21 1, «7 


tl.0O2.»l§ 

li019>ll 


11.434,11Sl  ~tMI,9U  - 


2.2^7,439'  1.190,163 
l,l«3.a7§<  l,23S,S13. 
1,171,»4»      I,1IG,«30[ 


EQUITABLE  INSURANCE  ALLIANCE,  San  FrancUco,  Cal, 

.Mdia  HBad  uidK  tta  (Hit  an  nianataed  br  tha  PIhhui  i<  HanEord  and  tbg  Eipiitabla  Fin  taA  Uarin  at 
Iter  an  aaad  ^mcipallj  qn  th*  PmBTCc-K  and  Nbw  Ynk  Stale. 
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EXCHANGE  UNDERWRITERS  AGENCY  OF  THE  ROYAL  EXCHANGE. 

IPvSmm  Miied  amkr  this  title  ere  guaranteed  by  the  Royal  Eiefaaii^  of  LoDdon,  winch  ne. 


FACTORIES  UNDERWRITERS,  Toronto,  Can. 

Polieice  are  imed  under  thii  title  by  the  Faetoriei  of  Toronto  and  guaianteed  by  Uoydi,  London. 


FEDERAL  UNDERWRITERS,  LIMITED,  Winnipeg,  Man. 

Pofieiee  iasued  under  thie  title  are  guaranteed  by  the  Canada  Nationai  Fire  of  ^Hnrnpeg. 


FIDELITY  UNDERWRITERS,  New  York. 

Fbliflininoed  under  this  title  are  guaranteed  by  the  Contineotal  of  New  York  and  the  Fidelitr-Pheoii  Fire  of  New  Toric  «bM 
'  figures  are  here  shown. 


Ybab 

Aneta 

Unearned 
PKmiums 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

LOSMS 

Paid 

Dividends 

Eipeoses 

Total  Ex- 
penditures 

Low 
Ineoned 

1914 
1913 
1912 
1911 
1910 

H2,8e7.186 
42.586^74 
48,304.542 
39,910.002 
37.988.836 

$17,093,749 
16.401.267 
16.867.009 
16.092.478 
14.428.020 

118,464,863 
19.243,555 
20.179.067 
18.227.588 
16.297.688 

*$14.900,818 
14.385.783 
14,804.900 
13.796,962 
12.935.786 

$16,904,608 
16.070.986 
16.137,774 
15.964.010 
14.862,346 

17.962.279 

*7.8Q2.379 

7,324.967 

7.644.563 

6,839,634 

$1,260,044 
1,250.073 
1,260.044 
1.250.097 
1.800.003 

$6,622,131 
6.572.532 
6,621368 
5,416370 
5.17733* 

$14,854,454 
14.624.984 
14,096372 
14311320 
13316370 

$8,134,137 
7306.576 
7378.764 
7,183.W6 
6.660.120 

*  Inohides  $251,485  marine  premiums  and  $101339  marine  loeses. 


FIREMENS  UNDERWRITERS,  Newark,  N.  J. 

Polieies  iwued  under  this  title  are  guaranteed  by  the  Firemens  of  Newark,  wfaidk 


GEORGIA  FIRE  UNDERWRITERS. 

It  is  reported  that  poBciee  are  issued  under  this  title  and  guaranteed  by  the  Royal  of  liveqwol. 


GERMAN  UNDERWRITERS,  Milwaukee,  WU. 

The  Qennan  Underwriters  poiioy  is  guaranteed  by  the  Milwaukee  Meebaaies,  Mihrankae,  Wis.,  which  see. 


GERMAN  UNDERWRITERS,  Omaha,  Neb. 

Issues  the  policies  of  the  National  Fire  of  Hartford. 


GERMAN  ALUANCE  INSURANCE  ASSOCIATION,  New  Ywk  Qty. 


PoliMB  issued  under  this  title  are  guaranteed  jointly  by  the  Gennan  ADiaoee  and  the  German 


bothof  NewYcik. 


GERMANIA  UNDERWRITERS,  New  York. 

PoBtiss  taiad  oadv  the  abore  title  are  guaranteed  by  the  Gennania  Flie  Incuraaee  Go.,  New  Tcric 


GIRARD  UNDERWRITERS,  PhUadelphia,  Pa. 

FdMsB  med  unkr  this  title  are  guanateed  by  the  Qirard  Fira  and  Marine  of  Phikdelphia.  Pk., 


GLOBE  UNDERWRITERS  AGENCY,  New  York. 

TUi  is  a  bnmeh  of  the  Gkbe  and  Rutgers  nrs  of  New  Tork,  which  see. 


GUARANTY  UNDERWRITERS,  New  York. 

J.  A.  Kdeey,  lianagcr;  a  H.  Qnaekenburii,  Assistaat  Maaagv. 
oadv  thii  title  are  guanateed  by  the  Aachen  and  Maaiah  of  Aii-te^ChapeOe. 
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HAND-IN-HAND  UNDERWRITERS 
OF  COMMERCIAL  UNION  ASSURANCE  CO.,  Ltd.,  London,  Eng. 


FIELD  MEN  AND  TERRTTORT  COVERED:  WiDiam  F. 
Fboim7,  55  John  sL,  New  York,  N.  Y.,  no«ral  agent  for  New  York 
nbiirbea:  Adams  k  Boyk,  little  Rocx,  Aik.,  general  agente  for 
Ark.;  W.  T.  FumeaB,  Boston,  Maas.,  general  acnnit  for  New  England 
SUtei.  Special  agents:  W.  R  Pearoee.  Hartford,  Conn.,  for 
Conn.;  A.  J.  Muiphy,  Boston,  Mass.,  for  New  England;  Rufus 
N.  Hwdl.  Exeter,  N.  H.;  Frank  W.  Young,  Syracuse,  N.  Y.,  for 
votem  N.  Y.;  Geonse  S.  Tomjfddns,  Albuw,  N.  Y.,  for  eastern 
N.  Y.;  outside  suburban  district,  James  M.  Hodges,  Brooklyn, 


:   N.  Y.;  N.  Y.  suburban  (except  L.  I.),  northern  N.  Y.;  Burt  G. 

I  Wray,  Patehogue,  L.  I.,  for  L.  I.;  Burling  D.  Prince,  Philadelphia, 
Pa.,  for  southern  N.  J.  and  eastern  Pa.:  W.  R  Adams,  Pittsburgh, 
Pa.,  western  Pa.  and  W.  Va.;  E.  A.  Young,  Richmond,  Va.,  for 
N.  C.  and  Va.;  W.  J.  Gilsdorf,  Lexington,  Ky.,  for  Kv.  and  Tenn.; 
GeooTKe  B.  Gray,  Fond-du-Lao,Wb.,  for  northon  Mich,  and  Wis.; 
W.  H.  Herman,  Cleveland,  0.,  for  0.  and  southern  Mich.;  E.  D. 
McCall,  Omaha,  Neb.,  general  agent  for  la.  and  Neb. 


HAWKEYE  &  DES  MOINES    FIRE  INS.  DEPT.  OF  THE  FIREMANS 

FUND  OF  SAN  FRANCISCO. 

FoBeies  isaned  are  guaranteed  by  the  Firemans  Fund  of  San  Fraodsoo,  which  see.    Territory  res^ioted  to  loi 


HIBERNIA  UNDERWRITERS,  New  York,  N.  Y. 

guaranteed  by  the  Home  of  New  York,  which  see. 


HOLLAND-AMERICAN  UNDERWRITERS,  Chicago. 

Pofieies  iasnad  under  this  title  are  guaranteed  by  the  Netherlands  F.  A  L.  of  The  Hague. 


HOME  UNDERWRITERS,  Fordyce,  Ark. 

under  thb  title  are  guaranteed  by  the  Home  Fire  of  Fordyee,  Ark.,  whioh 


HOME  UNDERWRITERS,  New  York. 

this  title  are  guaranteed  by  the  Home  Inaoranoe  Company  of  New  York. 


ILLINOIS  UNDERWRITERS,  Chicago,  111. 

uMkr  this  title  are  gaaraateed  by  the  Haoover  Fire  of  New  York. 


INSURANCE  EXCHANGE  UNDERWRITERS,  Philaddphia,  Pa. 

iasoed  under  this  title  are  guaranteed  by  the  Meehanies  of  Philadelphia,  which  see. 


INSURANCE  UNDERWRITERS,  New  York. 

J.  8.  Ftelinghuysen,  Manager,  New  York. 

uikder  the  above  title  are  guaranteed  by  the  Insurance  Co.  of  the  State  of  PennsylTania,  of  Philaddphia,  whose 
fignrei  are  here  shown. 


Unearned 

Net 

Net 

Total 

Losses 

Total  Ex- 

Losses 

YiAa 

ASKtS 

FKmiums 

Surplus 

Pktmiums 

Income 

Pakl 

Dividends 

Expenses 

penditures 

1914 

93.791490 

S2458.949 

1325,316 

•$1,922,791 

12.101,951 

•  $1,370,281 

$60,000 

$770,275 

$2,200,556 

$1314.511 

1913 

44n6»063 

2.258.220 

347,774 

2.154,560 

2.294,541 

1,413.708 

64.164 

874,666 

2.399.288 

1.439,179 

1912 

3«7O3,190 

2.102.245 

403,492 

2.239.203 

2,367,469 

1397,462 

64,000 

848.019 

2,310.381 

1386.4M 

1911 

3.710,962 

2.156.083 

489,770 

2,214.729 

2,311,696 

1,773.695 

48,000 

847,516 

2,669,211 

1.600,860 

1910 

8,380.241 

2.161,662 

438.944 

2,575,835 

2,702,766 

1,460.335 

48.000 

901,934 

2.410,2691      1.549.043 

Uaaviied  premiaaas  inelude  amount  rechumable  on  perpetual  policies.        *  Includes  $382,042  mar.  prems.  and  $141,237  mar.  losses 


IOWA  UNDERWRITERS,  Dubuque,  la. 

is  title  are  guaranteed  by  the  Dubuque  Fire  and  Marine.  Dubuque.  la. 


THE  JERSEY  FIRE  UNDERWRITERS,  Newark,  N.  J. 


gndv  tkk  fitb  an  polkM.  of  tb*  AiMtiMD  InminaM  Compuy  ol  Nnntk,  M.  J.,  wluili  iM. 


348 


REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


KEYSTONE  UNDERWRITERS,  Pittsburgh,  Pa. 

Henry  Waohter,  Manager.    Orguiised,  1906. 

Polidee  iasued  under  the  above  title  are  guaranteed  by  the  Qennan  Fire,  Qflnnan-Amencan,  Union  and  the  WcBtem,  afl  of  FHt§> 
bur^.  Pa. 


Cash 

Unearned 

Net  Cash 

Caah 

Total 

LosBea 

Returned 

Total  Ex- 

Loses 

YmiB     Aaseta 

Premiuma 

Sxirplua 

Premiums 

Inoome 

Pftid 

to  Fyh're 

Expenaea 

penditures 

Ineorred 

1914    12,937.574 

$1,223,099 

1649.180 

1919.058 

$1,071,532 

$708,152 

$98,000 

$469,161 

$1,289,275 

$706,152 

1913 

3,178,322 

1,542.795 

572,932 

1,600.124 

1,751.126 

892.900 

98.000 

737390 

1.728,790 

870.448 

1912 

3,172,275 

1.499.070 

687388 

1,606,490 

1,761,886 

826.340 

98,000 

734,971 

1,659,311 

833.649 

1911 

3,079,191 

1.429,942 

575,151 

1,522,126 

1.665.510 

808.257 

96.000 

717.820 

1.616.14^ 

052.719 

1910 

2.639.654 

1.106.341 

555.464 

1.391.910 

1.519.078 

763.218 

83.000 

632.508 

1.478.726 

776.718 

LONDON  UNDERWRITERS,  New  York. 

PolieieB  issued  under  this  title  are  guaranteed  by  the  London  Aasuranoe  of  London*  Eng.,  which  see. 


LUMBER  UNDERWRITERS,  Fordyce,  Ark. 

Poliflies  issued  under  this  title  are  guaranteed  by  the  Home  Fire  of  Fordyoe.  Ark.,  whioh 


Polieies 


MERCANTILE  FIRE  UNDERWRITERS,   Denver,  Colo. 

under  the  aboTe  title  are  guaranteed  by  the  Merehants  Fire  of  Denver.  Cdo.,  whioh  see. 


MERCANTILE  F.  &  M.  UNDERWRITERS,  St.  Louis,  Mo. 

E.  T.  Campbell,  Manager;  W.  K,  Blodgett,  Associate  Manager;  B.  O.  CJhapman,  Jr.,  Assistant  Manager. 
Policies  issued  under  this  title  are  guaranteed  by  the  American  Central  of  St.  Louis,  which  see. 


Unearned 

Net 

Net 

Total 

Loases 

Total  Ex. 

Loases 

Y*AR 

Assets 

IVemiums 

Surplus 

Premiums 

Inoome 

Paid 

Dividends 

Expenses 

penditiires 

Inouired 

1914 

14.279.431 

11,755,322 

$1,115,519 

t«3,601.776 

13,898339 

tl2,175.640 

$149,985 

$1,484,276 

13.809.901 

12,200.731 

1913 

5.333,329 

3.002.064 

--60.801 

3.400.143 

3.599.443 

1.922.623 

119.985 

U42.518 

3385.131 

1.069341 

1912 

5,439.503 

^.702,040 

404.349 

3.241.135 

3.468.085 

1.685.383 

240,000 

1.324,518 

8.249.901 

1.736305 

1911 

5.471,662 

2.364,803 

855.872 

2.599,618 

2.854.242 

1.679.835 

260,000 

l.a35.534 

2.975369 

1.647.617 

1910 

6.635,017 

2,393,062 

892.944 

2,673,372 

2.911,690 

1.335.172 

240.000       1,055.755 

2.630.927 

1.447.066 

t  Includes  $71,186  marine  premiums  and  ^.457  marine  kMsee.    —  Ezoess  of  liabifitiea  OTSr 


MERCHANTS  &  BUSINESS  MENS  MUTUAL  UNDERWRITERS, 

Towanda,    Pa. 

Policies  are  guaranteed  jointly  l^  the  Business  Mens  Mutual  of  Towanda.  Pa.,  and  the  Merchants  Mutual  of  Wyahising.  Pa.,  which 
see.    Eadi  company  assumes  one  half  the  risk. 


MERCHANTS  UNDERWRITERS,  Fordyce,  Ark. 

Pofieies  issued  under  this  titie  are  guaranteed  by  the  Home  Fire  of  Fordyce,  Ark.,  which  see. 


MIDDLEWEST  FIRE  UNDERWRITERS  AGENCY  OF  THE  TWIN 

CITY  FIRE,  Minneapolis,  Minn. 

Policies  are  guaranteed  l^  the  Twin  City  Fire  of  Minneapolis,  which  see. 


MINNESOTA  UNDERWRITERS  AGENCY,  St.  Paul,  Minn. 

PuUdes  issued  under  this  title  are  guaranteed  Iqr  the  St  Paul  Fire  and  Marine  of  St.  Paul,  Minn.,  whidi  see. 


NEWARK  UNDERWRITERS,  Newark,  N.  J. 

Policies  are  guaranteed  by  the  Newark  Fire  of  Newark,  which  see. 


REPORTS    OF    nRE   INSURANCE   COMPANIES. 


NEW  ENGLAND  UNDERWRITERS  AGENCY,  Concord,  N.  H. 


NEW  HAVEN  UNDERWRITERS  AGENCY,  New  Haven,  Conn. 

J  Ibi  SaouritT  of  New  Hivan,  Conn,,  irtudi  He. 


NEW  JERSEY  FIRE  UNDERWRITERS,  Newark. 

BBdw  tUt  tiU*  m  (unalad  t^  Oa  New  Jnay  nn  of  Namik. 


FIELD  MEN  AND  TERRITORY  COVERED:    H.  R. 

"  ■'  ^unctKidH.  R.  M«nD.Jr.,MMt»ntm. 

L.,  iju  FiuciKO,  C>1..  Picifc 


l:X^. 


NEW  YORK  UNDERWRITERS  AGENCY,  New  York,  N.  Y-t 

A.  *  J.  H.  Btoddut,  Qtaaal  Amta. 

■'—-  I  fP.  0.  Bdi,  111.,  fur  ^juilwTi  Tu-:  C.  J.  Wt-kott.  Swtc  •tail, 
laia-M  SUta  S^t  Kink  Big.,  OUihomi,  (Ah.,  [or  Okla.;  C. 
E,  Monm.  ^viitl  n^fnt.  tue  FuW  Nil.  Bk,  Bte^CboinHLB. 

Bt..  QAnnbii..  I'     (m  «olnil&-'RrE.  Mom 

■cut.  SOT  Seht:..'!.!  Hie  .  ^  W.  d«.  EucUd  iv.  iumI  Mh  it. 
l»d,0^  («(•.(. ni  (1.,  C,  H.  Ciriienlec,  3UIB  «onl.  Rman  an 
Union  Tr.  Co.  Hi,-  i'sriimbiirs,  W.  V».,  forW.  Vn..  actf 
MiBo  ud  Me,,  r-  iSoii,.m:  E.  J.  Hkki.  SUKr  igent.  Room  B2I 
Ford  Bit.,  D«fn'ii.  Micb..  Gw.  W.  Ljtiin,  nedtl  •«hi(,  1 
Schmelser  Anrrm^'jiH  (Boi  IN),  Suriuv.  Mich..  Cot  Mii:h 
RobM  MiHUti.ii,  i^iale  unit,  Ridurd  CnMMt.  Jr.,  tptcu. 

rBl.  l!Se  Uerrlviiiu  NitrBk.  Big.,  IndiminlB,  ImL  tor  Ind.: 
P.Coflaun.^-iu'islueiit.SSl  Unioii n.. Lincoln. Ill,, for i     ' 

IMD.  rn.,  for  bniilicrn  ]ll.rM.  H.  G 
PSem  Bb.,  SI    J  "      ' 


11»H1  _     _    _ 

mnpniuu  C»L.  0«,  W.^.,  Id*,,  Monl,,  UUb,  Ntv'. 
.till,  ud  AiB.;  ipiioiil  inDli:  A.  E.  BiiW,  Smlllc,  Masn  , 
!ir  Werim  Or*..  W«lm  WiiA.,  Woitm  B.  C,:  V.  H.  Quitio-. 
^  PnwBBO.  CW.,  for  Nortlin  Cil.,  Ncv.  tad  Uuh:  A.  C. 
Aadnnjo.  Siui  Fimndm,  Ol,  for  ChiI«I  C»1.,  H,  B.  Higen. 
Bfokue.  WndL,  for  Ewtvi  Ore.,  EuUn  Wub..  Euttm  B.  C. 
Id*,  ud  Moot:  H.  Hhit  analh,  Ln  AngoW  CiJ.,  [or  Soulhmi 
CiL  ud  Am.;  Wilta  A.  Lwils  >od  H.  Q.  BnKhnile.  ipmal 
^Ii.  Ml  Idk  It..  Room  717.  BoMon,  Mm.,  (or  Me.,  H.  H., 
EhIsb  Hib.  ud  K.  I.:  Juw  amec.  qieda]  init.  1  Coutt 
B«  pi..  Sprln^^  MuL,  for  Conn.,  Vt.,  W«iBm  Mw. 
CBskdui*.  PnnUn,  Hwepdm,  HuBpahira  ind  WoroMs  (^.h 
Alii  J.  Bita,«tU  imt.  W  Sl*M  at,  Albuv.  N.  Y,  (Boi  IK). 
hr  Eutn  H.  y.;  R^Ewt  Fomrt,  mniil  icnl,  Inniruca  Big., 
B°*«atB,  N.  T.  CBn  «ai).  hi  WMm  NVl".;  C.  C.  W.ylmd. 

U«d:  Rw'~  ™" 

Ml),fof  Pn 


ttd  110  Wilnal  Hj  FhilfcWpliii,  Pw,  lor  IWon  Ft  lod  'Dd.i 
E  C.  Cb«a.  msul  •(«t,  307  Fourth  tTa.,  Feopla'i  SiTinn 
Bk.  ^  FUWiDfi,  P>„  [be  WaUn  Pt.:  B.  T.  Naleon.  8UU 
>nt  b  Va..  m^utod  Bk..  Ridunood,  V..;  Boskonr  Toy. 
Tnt  Coniaflr  of  Onn  mi,.  AUuM.  Ot.,  Stale  afoit  for 
BHOhaaOa.ud  8.  C;  J,  C.  ffintv.  State  «ant,  TnM  Co.  ol 
Ol  Bit,  Athnta.  Q^  lor  antlicni  Oi.  aod  aaitn  Fla^  Oeocia 
£:  «■>>•  •lieeial  MiM,  Atlurta.  Ga..  for  Batbtn  Ga.  ud  «Mleni 
Rl;  W.  R.  Ulmer,  Stat*  afnt,  Tniat  Co.  of  Oa.  Bk.,  Atluta. 
Ga.,  fir  AIl  lod  wataii  fla.;  OanMt  H.  Bgattit.  AJrie  am(. 
:iD  ■tmnan,  TlHt  Blc  Hamhia,  Tenn..  for  northni  !&.. 
TauL^  J.  M.  HeDdem.  Stat*  tmt,  SIS  Hihmia  Bl(,.  Ne- 
'Mam,  La.,  lor  aoitthm  Mm,  U.;  L.  B.  Ldgh  A  Co..  gHwal 
•onia  Ik  Ark..  Uttk  Sock,  AAj  Euaa  Bolkick.  mecial  afut. 
Ull  Bsacb  Bl|.,  Dalhi,  Tn.,  (Boi  «7),  f«  wthtn  Tsi.j.0. 
T.  Kluwigii,  ^Kial  t«(nt,  IKS  Ctitw  Blc.  Houatoi,  Ten. 

t  Hunvtnc  the  Haitfocd  Rn  of  Barlfvd,  Cdqu. 


Eiflhifice.  Chit'iL'. 
rnk  depaJtJDenl  1i 
LouiiTille,  Ky,  f'T 

John  Boyle,  Si 
State  eceot.  90 
D.  MaiT,  Sute 


M.  AIEt«, 

In?.  Yoong.  Slate  uHit, 

^>  :  Ww:  Smith.  SUUtiaBl  and  Attburn. 
.:;.  \iM  Piaree  Bl«..  St.  Loun  Ma.,  far  Mo.; 
I  siicnt,  ODD  Sharp  Big..  Kauai  CIV,  Mo.,  (or 
I  I'llmcr,  Stale  leant.  Look  Boi.  601,  Oaa 
K'ihe  Bird.  Blala  eaent,  Bbcrman  SeoAeld. 
-'  .S'll.Bk.  Lli.,  IkUnukee.  WiB..(ar  Wia.; 
■<-  Fwcnt.  443  Bndieott  Bli.,  St  Paul.  Minn.; 
■  .rr,  Fireo.  \.  D.,  for  N.  D:  J.  D,  D<a. 
i..„  riwE,  Sir,!,,  Pall.,  S    D..  for  S.  D.i  B. 


Neb.:  John  C.  Jimimni.  9ule  iudI,  ISlh  tad  Chunp*  ne.,  t>n- 
Tet.Coto.for  Colo,,  N,M,  and  Wto.  T.  D- Richirdooo.  mperiB- 
twHlut,  [or  Canada,  IB  Wellington  rt..  Eaat,  Toronto-,  H.  A. 
JoaeKn.  inapeetor.  Wunip^  Maiutoba.  care  of  Odtt.  HammoBd 
t  Hulon.  Pmnncial  uenU:  Ontario.  Mnrphr.  Lo«e,  Han^loa 
k  BHoom,  Tonnlo;  QuabM,  Jno.  Wa.  Mohn  and  Robert 
r.  Hiuit«,  Moatnal:  Now  Bmnowkt.  WUU  *  Cakm.  St. 
John:  Nora  Seotia.  AUmI  J.  BdL  HaEhi;  Madtoba,  Alnta  and 
SaikaUhewu.  Oihr,  Htonond  k  Naolcn.  Winnipeg:  Ne«r<«n»; 
land,  Ayre  t  Sso.  Ltd.,  St.  Johna,  Tha  eoDpaa]'  opsatia  m  all 
the  aula  and  Tmiioriee  of  the  UiuMd  SIMM  and  in  Hawas,  tb* 
DominioD  of  Canada  aiul  Newfoondland. 


NEW  YORK-CALIFORNIA  UNDERWRITERS,  San  Francisco,  Cal. 

PllHiMMdtndwIUtlJtleaiefiBruteadbTtheCaMomianraof  Bu  Franooo.Cal.,  and  the  City  of  New  York  Kra,  Nn 


NEW  ZEALAND  UNDERWRITERS. 

>  Ihk  title  are  fuaranUad  by  the  Ne*  Zealand  of  Auckland. 


NIAGARA-DETROIT  UNDERWRITERS,  New  York. 

le  Niacaia  Tin  of  Nen  York,  Iba  Detrut  Fire  and  Mariiie,  ai 
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NORTHERN  UNDERWRITERS. 

PofidM  are  guanmfceed  l^  the  NortlMrn  of  London,  which  aee. 


NORTHWESTERN  UNDERWRITERS  AGENCY,  Milwaukee,  Wis. 

John  B.  Futi,  Manager. 


Policies  are  gcuuraateed  by  the  NorUiweBtem  National  of 
Milwaukee,  which  me. 

FIELD  MEN  AND  TERRTTORT  COVERED:  E.  H.  Hoff- 
man,  aaristant  manaAer:  John  J.  Lynch,  Bindiamton.  N.  Y., 
raeeial  agent  for  N.  x..  Fa.,  N.  J.  and  W.  Va.;  Joseph  F.  Curtm, 
Detroit,  Mich.,  special  agent  for  Mich.,  0.  and  Ky.;  John  R. 
Criley,  Decatur,  111.,  special  agent  for  Ind.  and  lU.;   Wm.  H. 


Ruge,  Faribault,  Minn^  epeaaX  agent  for  Wis.,  lifinn.  and  8.  D. 
nTp.  McAllister.  Kama  aty,  Mo., 

..spec 

r  Col 
in  M.  Y.,  M.  J.,  1^.,  u.,  Mion.,  Ky.,  Ind.,  HI., 
Mo..  Kan.,  Neb.,  8.  D.,  W.  Va.,  Colo,  and  Utah. 


ranoaui^  jsunnM  special  agent  lor  wb.,  jnum.  kdq  o.  u.i 
McAI&ter,  Kansas  City,  Mo.,  special  a^mt  for  Mo.  and 
linooln,  Neb. 

ii'  irjfTNr'i.."K!Io.?*Koh.I"Ky.,  Ind.,  ID.,  Wis.,  Mink.  la^ 


aomt  EC 
Kan.;  J.  A.  lUce,  linooln,  Neb.,  >peeial  ajKnt  for  la.  and  Nd>.; 
A.  M.  SmUey,  spedal  agent  for  Cdo.    Tne  oomi 


NOVA  SCOTIA  FIRE  UNDERWRITERS  AGENCY,  New  York,  N.  Y. 

Policies  are  goiranteed  by  the  Home  of  New  York,  which  i 


PACIFIC  UNDERWRITERS  AGENCY. 

PoUtt  aadtr  ttiia  tiU«,  gDumsteed  Iv  tlw  PMi£e  Rra  of  Nm  York,  «n  iannd  in  Oi«.,  WarfL,  B.  C..  N.  J..  N.  Y.,  Pk.  tad  n. 


PENN  UNDERWRITERS,  Pittsburg,  Pa. 

ies  under  this  title,  guaranteed  by  the  German  Ameriean  Fire  of  Pittsburg  and  the  New  Jersey  Rm  oi  Newark,  N.  J. 
\  are  hsasd  in  La.  onjqr.    Each  company  liable  for  one-half  of  polieies. 


PHILADELPHIA  UNDERWRITERS,  Philadelphia,  Pa, 

Policies  issued  under  the  above  title  are  guaranteed  by  the  Insurance  Company  of  North  America  and  the  lire  AsMMiatioB 
^Philadelphia. 

The  following  tabulation  exhibits  the  combined  statistics  of  the  oonstituent  companies. 


Cash 

Unearned 

Net  Cash 

Cash 

Total 

Losses 

Returned 

Total  Ex- 

Losses 

Year 

Assets 

Premiums 

Surplus 

Premiums 

Income 

P^d 

to  P'yb'ra 

Ezpenees 

penditures 

Incuited 

1014 

$27,667,773 

$13,308,522 

$7,102,833 

•$14,005,356 

$15,146,235 

*$8.103.040 

$780,000 

$5,330,065 

$14,304,025 

$8,606,541 

1013 

27.003,302 

13,210.075 

7.304,265 

13,671.121 

14.767,385 

7.614.800 

780.000 

5,410,522 

13.805.331 

7.665.590 

1012 

26.862.406 

12.030.077 

7.242.382 

13.485.061 

14,544.214 

7.443,227 

780,000 

3,510,212 

0,032,180 

5,189,168 

1011 

25,042.004 

12.745,545 

6.762,740 

13.410.564 

14.543.581 

7,470,057 

780.000 

6,117,777 

13,376.834 

7.580.632 

1010 

24,728,728 

12.324.050 

6.150.848 

13.085.046 

14,621.525 

6,050.922 

660,000 

4,055.814 

12.575.7361 

7.006.440 

*  Indudes  $3,623,205  marine  premiums  and  $1,813,347  marine  losses.     Unearned  premiums  include  amounts  reolaimablo  on  per- 
petual policies. 


FIELD  MEN  AND  TERRITORY  COVERED:  W.  B.  FUck- 
nger.  general  agent,W.  S.  Foster,  assbtant  general  agent,  Erie,  Pa  , 
-for  the  western  department;  J.  T.  Kirkwood,  Cleveland,  0.,  State 
agent  for  Ohio  and  W.  Va.;  A.  C.  Mathews,  Indianapolis,  Ind., 
Stote  agent  for  Ind.  and  Mich.;  Jas.  E.  Chittenden,  LouisviUe,  Ky., 
State  agent  for  Ky.  and  Tenn.;  Charles  0.  Young,  Minneapolis, 
Minn.,  State  agent  for  Wis.  and  Minn.;  D.  S.  Smith,  Casseilton, 
N.  D.,  special  agent  for  N.  D.;  David  H.  Stevens,  Monroe  City, 
Mo.,  State  agent  for  Mo.;  Shelby  A.  Fowler.  Omaha,  Neb..  State 
agent  for  Neb.,  la.  and  S.  D.;  Samuel  McAlister,  Denver,  Colo., 
State  agent  for  Colo.,  Wyo.  and  N.  M.;  M.  R.  Blaekwell,  mana;^pr, 
Middle  department,  PMladelphia,  Pa.;  J.  H.  Ansley,  Philadelphia, 
Pa.,  assistant  manacer,  A.  F.  0' Daniel,  special  agent  for  E&stcm 
Pa.;  J.  E.  Waddle,  Pittsburg,  Pa.,  special  agent  for  Western  Pa.: 
J.  T.  RobertAon,  Baltimore,  special  agent  for  Md.,  Va.  and  D.  C; 
W.  C.  Hau,  Ariington,  N.  J.,  special  agent  for  N.  J.;  E.  C.  Price, 
Goshen,  N.  Y.,  special  agent  for  EaHtern  N.  Y.:  George  R.  Johnson. 
Honeoye  Falls,  N.  Y.,  snecial  agent  (or  Western  N.  Y.:  W^hilden 
-it  Hancock,  New  York,  N.  Y.,  managers  sub-irhan  N.  Y.;  Treze- 
vant  k  Cochran,  general  agents,  Dallas,  Tex.,  for  Tex.,  I>a.  and  Ark. 


F.  M.  Avery,  general  agent,  San  Francisco,  Cal.,  for  the  Pacific 
Coast,  covoing  Cal.,  Arii.  and  Nev.;  special  agents:  Chas.  S. 
Spinney  and  Thos  F.  O'Grady,  San  Francisco,  Cal.,  Geo.  F.  Stani- 
ford.  Lm  Angeles,  Cal.;  Charles  E.  Parker  ft  Co.,  managers.  Hart- 
ford, Conn.,  for  the  New  England  States:  George  E.  Macomber, 
Augusta,  Me.,  State  agent  for  Me.;  Wm.  H.  Winkley.  03  Water  <' 
Boston,  Mass.,  special  agent  for  N.  H.,  Eastern  Mass.  and  R.  I.; 
John  W.  Munroe,  Hartford,  Conn.,  special  agent  for  Vt.,  Western 
Mass.  and  Conn.;  Edward  8.  Gay,  manager,  Atlanta,  Q*..  for 
N.  C.  8.  C,  Ga.,  Fla.,  Miss,  and  Ala.;  riary  P.  Cart,  Vieksborg. 
Miss.,  special  agent  tm  Miss.;  W.  C.  Rader,  Birmingham,  Ala^ 
spedal  agent  for  Ak.;  R.  N.  Clark,  Atlanta.  Ga..  special  aceot 
for  Ga.;  J.  H.  Talley,  Jacksonville.  Fla..  special  agent  for  Fla.; 
James  W.  Cochran,  manager  Northwestern  department.  150  La 
Salle  St.  Chicago.  IlL,  oovering  Ida..  Mont.,  Utah.  Wash,  and 
Ore.;  Peroy  B.  Churchill,  Helena.  Mont.,  State  agent  for  Mont, 
and  Ida.;  L.  D.  Guffin.  Denver,  Colo..  State  agent  for  Utah; 
F.  J.  Alex.  Mayer,  State  agent,  and  R.  M.  Berger,  special  agent. 
Portland.  Ore.,  for  Ore.  and  Wash. 


PHOENIX  UNDERWRITERS,  New  York. 

Policies  are  issued  and  guaranteed  under  this  title  by  the  Phoenix  Assoranee  of  London. 
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PITTSBURG  UNDERWRITERS,  Pittsburg,  Pa. 

G«o.  R.  DsTiaa,  Mmuvv.    OtsMOMd.  1898. 
niukr  th*  above  tiftU  goHantaad  by  tin,  Aiu»»m.iH^  tin  HoBboldi.  NitiwiiMkn  FtmUIb,  and  th«  Taatoma  of 
exhibita  the  aombiniri  stetiBtiM  of  tin  ooutiftufliii  oomposMi. 


Tiii 

Caah     ,  UoMrned 
Afldi       Pftnumni 

Net  CMh 
Sxirpltu 

CMh 
PMniuBH 

Total 
Idooom 

Loflsea 
Paid 

DividflDdb 

Erponm 

Total  Ez- 
penditarM 

LoMwa 
Ineumd 

1914 

1913 
IfU 
1911 
1810 

$7,600,157    $4,038,777 
7,732,467.      3,923.754 
7.562340i      3,749,314 
7.278.471!      3,442,700 
7,063.6541      3.200,478 

$1,376,496 
1,749,770 
1,737,126 
1.717.190 
1,768378 

$3,870,285 
3.755.667 
3.658,200 
3,507,843 
3,429.854 

$4,743,576 
4,143.963 
4,036.184 
3,873,874 

•3.945.043 

$2,430,481 
1,996.994 
1356.018 

1.604.753 

$208,000 
270,074 
370.000 
250.064 

t389.536 

$2339.960 
1,691352 
1,623,090 
1343349 
1,449,631 

$4387,461 
3.967.920 
3.748,108 
3.680,421 
3,443310 

$2,569,789 
1.946.993 
1.840.681 
1393.798 
1,609.869 

'IaeUeitl3S,000|]nmgmoBMWilo«k.       t  InahdM  1175,000  •tock  dnidoid. 


PROTECTOR  UNDERWRITERS  OF  HARTFORD,  CONN. 

oadcr  tbo  above  title  are  guaranteed  by  the  FhcBmz  of  Hartford,  which  lee. 


PROVIDENCE  UNDERWRITERS  AGENCY,  Providence,  R.  I. 

awkr  thii  title  are  guaranteed  by  the  Flrandwoe  WaahingtoA  of  Flrandwoe,  R.  I.,  whioh  tee. 


PRUSSIAN   NATIONAL  UNDERWRITERS  AGENCY,   Chicago,  lU. 

aiKkr  thii  title  aie  goaianteed  by  the  Vnmma  National  of  Stettin,  whioh  aee. 


REPUBLIC  UNDERWRITERS,  Dallas,  Tex. 

Geo.  W.  and  I.  Jalonick,  Managoe.    Organiaed,  1906. 

ianied  under  the  above  title  are  guaranteed  by  the  Auatin  Fire  and  the  Conunonwealth  Fire  of  DaUaa,  Tex.,  whoee  ooai- 
fignree  are  here  ehown. 


Unearned 

Net 

Net 

Total 

Loasee 

Total  Ex- 

Loaeei 

lUM 

Aaete 

Pkemiume 

Snrphn 

PrenuuDS 

Income 

Paid 

Dividends 

EzpeoMB 

penditoree 

Inourred 

1914 

$1361345 

$439316 

$321,740 

$513,889 

$608,007 

$244,978 

$50,000 

$202,373 

$497351 

$360,279 

1913 

1357.967 

403.057 

259,624 

485.489 

566.967 

245,302 

50.000 

189.890 

485,192 

244.904 

1913 

1,174,970 

377.152 

221.129 

473391 

553,227 

286364 

49.151 

179374 

515389 

285.687 

1911 

1.136374 

360.771 

202339 

466.420 

563,770 

294.651 

43.458 

176316 

514325 

284.487 

1910 

1.022399 

336,714 

173.n4 

461.745 

532.277 

282.783 

43.000 

187,85^ 

513;«9 

295.406 

ROCHESTER  GERMAN  UNDERWRITERS,  Rochester,  N.  Y. 

F.  W.  Jennets.  Manager;  G.  W.  Batohelder,  Aenstant  Manager. 

Ezefa.,  Chicago,  III.,  speeial  agent  for  Wis.  and  III.;  The  Lohmeyer- 
■Qoldsmith-PatterBon  Co..  nniBral  agents,  Charleston  on  Kanawha, 
W.  Va.  for  W.  Va.;  F.  M.  Fann>,  SUte  agent.  Minneapolis.  Minn., 
for  Minn.,  N.  D.  and  8.  D.;  C.  G.  McCray,  Stote  Ment,  Colum- 
bus; H.  A.  Bartels,  State  agent,  Debtnt,  Mieh..  for  Mioh.  and 
Ind.;  W.  E.  Page.  State  agent.  Des  Moines,  la.,  for  la.  and  Mo.; 
W.  Geo.  Thomas,  speeial  agent,  Richmond.  Va..  for  Va.,  N.  C. 
and  S.  C;  R.  T.  Caldwell,  special  agent.  Atlanta.  Ga.,  for  Ga.  and 
Fla.;  J.  Priestly  Onne,  special  agent.  Atlanta,  Ga..  for  Ala.,  Miss., 
Ey.  and  Tenn.;  G.  S.  Minty.  superintendent,  Toronto,  Ont.,  for 
Canada. 


Pofidee  keaed  under  this  title  are  guaranteed  by  the  German 
ineriean  of  New  York,  which  see. 

FIELD  MEN  AND  TERRITORY  COVERED:  J.  H.  Bourne, 
Vmal  scent,  141  Milk  St.,  Boston,  Mass.,  for  Mass.,  Me.,  R.  I. 
sad  N.  H.;  P.  R.  Knox,  spedal  agent,  Sprin^dd,  Mass.,  for 
vcstem  Mass.  and  Conn.;  John  F.  Stiief.  special  agent,  Phil»- 
•leiphia.  Pa.,  for  Pk..  Del,  Md.  and  D.  C;  L.  G.  Leonard,  speeial 
*^,  Syneoae,  N.  Y.,  for  N.  Y.;  Arthur  Birchenouffb.  Peterson, 
N.  J.  for  N.  J.  and  eastern  N.  Y.:  Rayjond  Waldron,  State  agent, 
Ins.  Excfa..  Chicago,  111.,  for  Wis.  and  IlL;  L.  T.  Johnson.  Ins. 


ROYAL  UNDERWRITERS  AGENCY,  Chicago,  111. 

PoBdes  arc  issued  under  th«  title  in  a  restricted  territory  by  the  Royal  of  Liverpool,  which  see. 


SCOTCH  UNDERWRITERS,  San  Francisco,  Cal. 

A.  C.  Olds.  Manager, 
under  the  above  title  are  guaranteed  by  the  Caledonian  of  Edinbur^.  whioh  see. 
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STATE  INSURANCE  CO.  DEPARTMENT  OF  THE  PHOENIX  INS.  CO, 

HARTFORD,  Des  Moines,  la. 

Webb  M.  ElUottt  Manager;  R.  A.  Elliott.  Anistant  Manacer. 
Pollciea  iaiued  under  this  title  are  guaranteed  by  the  Phoenix  of  Hartford,  wfaieh 


STUYVESANT  UNDERWRITERS,  New  York. 

FoBcitt  iwKd  nndv  the  iboT*  title  an  (oinuitoail  bj  the  Stajrraant  <(  N«w  Ycik,  wbieh 


SUN  UNDERWRITERS  AGENCY,  New  York. 

FalieiManiediiiKlartllia  till*  aragamatoadiartlM  Sub  Iimnaoe  Olisa,  LaodoB,  wUoh  lee. 


UNITED    AMERICAN    UNDERWRITERS    AGENCY  OF   THE   TWIN 

CITY  FIRE  INS,  CO.,  Minneapolis,  Minn. 

Polioiee  are  guaranteed  by  the  Twin  City  Fire  of  Minneapolis,  Minn.,  which  i 


UNITED  STATES  UNDERWRITERS  POUCY,  New  York. 

Fblieia  imwd  imder  tha  title  in  oadOTirittto  br  tha  North  Wrcr,  WiffiuBriMiih  CU7  Fin,  lad  lh«  Ciuta^ 


WINNIPEG  FIRE  UNDERWRITERS  AGENCY,  New  York,  N.  Y. 

PolieieB  are  guaranteed  by  the  Home  of  New  York. 


WISCONSIN  UNDERWRITERS,  MUwaukee,  Wis. 

PolieieB  are  guaranteed  by  the  Concordia  Fire  of  Milwaukee,  Wik 


LLOYDS  AND   RECIPROCAL  UNDERWRITERS 

ASSOCIATIONS 

Ande  Cram  the  Uoydi  vid  mtcr^iiBaniiBe  anooiitionB  loMited  in  Nmr  Yoric  Stole,  Mid  wfaieh  are  required  to  file  sirom  an- 
oail  itetemflDte  wHh  the  Inwiranoe  Department,  there  are  few  aoeh  aanxnatione  whieh  do  report  to  any  State  Innr- 
mee  Department.  Tboee  vfateh  do  not  report  must  be  jndoed  m  aoeordaaoe  with  the  oharaeter  and  part  record  of  their  man« 
jmidxnwiththa  financial  etan^ng  and  repotrtion  of  the  onderwritere.  TheiubeoribflreueaaOyaaBamingobfigationaforBpeoifiedamoanta 
ID  ad(fitaon  to  any  imtial  depoaita  whim  they  maj  have  made— and  in  some  oaaee  aasuminc  an  unfimited  adcfiaooal  fiiJbihty— - 
matt  dqxnda  upon  the  rap(»nibility  of  the  undflnrnters.  aa  well  aa  upon  their  ponetuafity  in  meettng  obligatioDB.  Aa  the  fiabihty  a»- 
nmed  iaiDdiridaal.  and  not  joint  (with  one  or  two  eieeptiona),  it  is  flasential  to  the  vahie  of  a  polioy  in  its  entirety  that  eaoh  utd  every 
aBdcnmter  aabaorinoe  thereto  shall  be  good  for  his  share  of  the  Mgregate  ineuranee;  for  if  one  underwriter  proves  to  be  luiable  to  pay 
bk  ibsie,  it  cannot  be  reeovered  from  the  others.  The  diancter  olthe  management  also  eonnts  for  a  jecreat  deal  in  estimating  tM  value 
of  aUojnii  poliw;  for,  although  the  lioyds  may  have  a  strong  lirt  of  underwriters,  a  reokleas  or  phmgmg  manager  may  involve  the  oon- 
een  ao  deqdy  m  losaes  that  the  latter  would  greatly  exceed  the  maximum  liability  of  the  underwriters,  with  oonsequeiit  loss  to 
tbeianred.  In  the  past,  Lloyds  poUdes  have  been  sold  whoee  underwriters  were,  in  some  eases,  found  to  be  transient  oooupanta  of  cheap 
lodgm  houses,  who  cheerfully  ttasumed  an  unlimited  future  liability  for  a  five^ollar  bill  in  hand,  and  would  throw  in  an  affidavit  that 
the  subscriber  was  worth  one  million  doHarst  Some  of  the  "seeuritiBs"  daimed  by  certain  fraudulent  ooneems  had  as  little  tangible 
Tifae  as  the  affidavits  referred  to.  These  matters  are  merely  dted  to  indioate  the  importanee  of  investigating  the  character  and  stand- 
ing of  Lloyds  sasix  iatioiis  and  eom|»nie8  before  accepting  and  relying  upon  their  pdioy  contracts.  There  are  Lloyds  and  inter-uuunras 
asBodatioDs  in  burineas  to4a,j  v^udi  have  long  ana  honoraUe  records,  and  whose  poGdes  may  be  accepted  with  oonfidenoe.  Carenil 
dinriaunation  should  be  eierased  between  such  associations  and  thoee  which  may  be  classed  as  totally  irreapondble,  or  those  which  habit- 
osBy  scale  their  loss  payments. 

ALLIED  UNDERWRITERS  AT  NEW  YORK  AND  CHICAGO  LLOYDS, 

New  York. 

Attorney,  E.  A.  G.  Intamann,  Jr.,  61  Sixtii  Ave.    Organised.  1882. 


Unearned 

Surplus  as 
to  f 'yh'Ts 

Net 

Total 

Loases 

Total  Ex- 

liOBes 

Yiia 

Assrta 

Pjraoiiums 

Income 

Paid 

Dividends 

Expenses 

penditures 

Incurred 

1914 

119,104 

13.109 

19.427 

16,313 

17,108 

13,060 

$1,000 

12,361 

^'iil 

13.060 

1913 

18,553 

3,217 

8,542 

6.418 

7,204 

364 

bl,469 

3,540 

6,373 

364 

1912 

17,055 

3.083 

5,802 

6.168 

6.789 

364 

bl,177 

2.143 

3.684 

364 

1911 

13,951 

3.424 

8,165 

0.848 

§7386 

381 

a9.384 

2.600 

tl2,365 

371 

1910 

31,562 

8.049 

20,225 

7,232 

8.697 

577 

3.600 

1.962 

6,139'              677 

i  Exdmfing  $1,550  deposited  by  underwriters.     X  Excluding  $14,600  depodts  returned  to  underwriters,     a  Underwriters  aocumuUted 
nr^ts  withc&awn  in  1910.    6Indodes  payments  to  retiring  underwriters. 


Amitb.  Dbc. 

Mortgage  bans.. 

Cidb 

Agmis'  halances  . 
Interest 


m 

31.  1914. 

$13,000 

5,696 

330 

138 


LuBiLrma,  Dbg. 

Unearned  prons — 
Other  liatnlities 


31. 1914. 

$3,169 
318 


Total  liabifities...  $3,487 
Underwriters*  depodts  6.250 
Netsuridus 9.427 


Total 


$19,104       Total $19,164 


RISKS  AND  PREMIUMS:  Fire  risks  in  force,  Deoonber  31. 
I9(B,640:  premiums  thereon,  $6,338. 

MORTGAGE  LOANS:  Two  loans  of  $2,500  each,  and  one  of 
12.000  are  on  properties  on  Chestnut  rt.,  near  Atlantic  ave..  Brook- 
Ira,  rained  respectively  at  $5,400.  $4,700  and  $4,200;  one  of  $3,500 
is  OB  northeast  cor.  Chestnut  and  Pierce  sts.,  Ricnmond  Hill.  N.  Y.. 
nbed  at  $7300;  one  of  $2,500  is  on  property  on  Ward  st.  (Queens), 
aar  MiD  sL,  valued  at  $4,400. 

MISCELLANEOUS:  Formed  aa  Spanish-American  Under- 
vriten;  changed  to  New  Yoric  and  Chicago  Lloyds  in  1890; 

Sient  title  adopted  in  December,  1901.    Conflagration  loases: 
timore.  1904,  $3,450.    A  receiver  was  appointed  b  1906  for 
thefinn  of  Bougnan  ft  Co.,  whidi  previoualy  managed  this  Uoyds. 


That  firm  was  compoaed  of  Ben.  A.  Boughan  and  David  F.  Casay. 
A  receiver  was  also  appointed  for  the  Lloyds.  In  1906,  this  Lloyds 
paased  under  the  management  of  E.  A.  G.  Intemann.  Jr. 

UNDERWRITERS:  There  are  25  underwriters,  who  are 
respectively  liable  for  their  proportions  of  risks  written.  E. 
A.  G.  Intemann.  Sr.,  Navesink  ave.,  Highlands.  N.  J.:  0.  J. 
Martens.  916  Prospect  ave..  N.  Y.;  P.  F.  Khnck.  3903  Farragut  rd., 
Brooklyn;  Wm.  F.  Haase.  1441  E.  27th  st..  Brooklyn;  John  Bruns. 
1319  Ward  st.,  Richmond  Hill.  N.  Y.;  John  Schumacher.  600 
Eastern  Parkway.  Brooklyn;  H.  L.  Holsten,  1906  8rd  ave.,  N. 
Y.;  Hennr  Kahrs,  1454  3rd  ave.,  N.  Y.;  J.  Henry  Cordee.  419 
9tii  ave.,  N.  Y.j  J.  H.  Paradiese.  288  E.  20Ut  st.  N.  Y.;  Hemy 
Lohden,  249  Mt.  Hope  plaoe,  N.  Y.;  J.  D.  Soheffer,  2018  Dor- 
chester rd.,  Brooklyn;  Henry  B.  Thode,  1332  Spruce  st..  Rich- 
mond Hill.  N.  Y.;  Christ  Pape,  916  E.  176tii  st,  N.  Y.;  Martin 
Detien,  415  E.  146tii  St.,  N.  Y.;  estate  of  Hemy  Martens,  915 
Prospect  ave.,  N.  Y.;  Chas.  Plump,  836  Pavonia  ave.,  Jersay  City; 
A.  B.  Schmidt.  483  4th  st.,  Brooklyn;  Fred  Markhoff.  119  Chestnut 
St.  Brooklyn:  Henry  Tiedemann,  260  Kingston  ave..  Brooklp; 
Henry  Luca,  521  Dekalb  ave.,  Brooklyn;  Peter  Eckhoff,  1791 
Amsterdam  ave.,  N.  Y.;  J.  H.  Heitmann,  2975  3rd  ave.,  N.  Y.: 
J.  F.  Oavenda,  148  2d  ave.,  N.  Y.;  Henry  Peskup,  292  Central 
ave.,  Brooklyn. 


ALPHA  RECIPROCAL  UNDERWRITERS,  St.  Joseph,  Mo. 

Robert  Winning,  Attorney  and  Manager. 


TlaB  sssoeiataon  was  reported  to  have  commenced  buriness  in 
1913.  It  eonfines  its  operations  to  St.  Joseph,  Mo.,  and  writes  fire 
toanaaees  on  sJl  dasses  of  mercantile  risks.    The  maximum 


amount  written  on  any  one  risk  b  $10,000  on  sprinklered  prop- 
erties and  $5,000  on  non-sprinklered.  No  financial  statement 
was  forthooming  from  the  company,  though  requested. 


AMERICAN  EXCHANGE  UNDERWRITERS,  New  York. 

Attorneys  and  Managen,  Weed  ft  Kennedy,  123-133  WUIiam  St    Organised,  1892. 


YSAJl 

1914 
1913 
1912 
1911 
1910 


Unearned 

Surplus  aa 
to  P'yh'n 

Net 

Total 

Losses 

Aasete 

Premiums 

Income 

Paid 

$498,981 

$40,033 

$460,206 

$08,902 

$116,932 

$10,847 

428^ 

50,509 

359.404 

124.011 

139.516 

833 

342,342 

60,045 

277,343 

104,038 

114.686 

4.637 

59.013 

44.779 

214,235 

93,401 

101.040 

29,040 

209,009 

39,454 

109.655 

84,356 

90.541 

201 

Profits 
Returned 


Expenbes 


$20,065 

26.606 

5.047 

7,786 

1,442 


Total  Ex-  1     Losses 
penditures  {   Incurred 


$2,002 
8.333 
4,537 

29,140 
201 
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AMERICAN  EXCHANGE  UNDERWRITERS,  New  York.— Coniinued. 


LuKunn,  Dk.  SI.  1014. 


Tol»l M9S,m 


RIBKB  AND  PKEMIUMBt    nnriiki 
t2i.i10,Ui:  fnmniu  Ihown.  K3.2K. 

BUSINESS  SINCE  ORGANIZATION:    Ptmii 
IIJIIAI;  Idas  pud.  t3<».U«. 


fcnt.  DsHubfr  31. 


8.(1%.... 


H.Y.C.,  l»(T,«%.  . 
K.  Y.  C,  IWB,  «"■ 
N.  Y.  C,  ItOt.  4^ 
N.y.C.,l»M,Ji 

H.  r.  c,  igis, «', 

K.  Y.  C.  IBIO,  e" 

N.  y.  Tl_  iOB*.  «-* 

IM.AHiuj.,1M3,<7d.- 

01.  NoftbvD,  IMI,  4t% 

Louk.  A  Nm&.  (AJ[.  t  C).  1>SS, 
Jimi.  ?nk.  t  Cimi..  lUB.  t%. 
M.P.,ai.N.,C.B.4q.,  tWI,i 

Ulbn  ho..  lOOe.  t% 

Clii..M.A8t.P.cv..  1>32,4|?,. 
Stall  of  N.  V.  Udiwv,  1<W1 ,  i% 

Totak 


MMUnO     MSl.HS 


UI8CELLANBOII8:  FihimI  ■  Lhrnk  of  N«r  York  Qv 
liBvtaBln,  Iga^nuMtbundlBimtolfuaMieP-  ■  — 
ution,  iMnM  tttit  unHdDnnW  10,  IMJ.  Th 
Hob  hmiiiibbmI  bBdBNi  onttM  IhMMmoum  : ' 
bvH,ltO0.  Ontar  wrinUnd  nb  a*  wonitoi 
fag  on  wA  iUTMik  oiH^Ninb  rf  tlH  total 
nbinlMr.  Eipcn*!  m  fisuMd  to  IS  pv  Mot.  no  aquBB  on 
now  nqnind  to  b*  midt  bt  uiid«niriMn.  L«ttaM  mm  nitMa 
on  >  ancle  r^  tSM.DOO. 

UNDBRWRITEBS:  Milb  i  Oibb,  Sm  Brotlm.  Lon]  A 
Tvle  JuDB  M(Ct«7  A  Co.,  UuK  Bm..  J.Kridd.  Son  A  Co.. 
Jma  H.  Duahui  A  Co..  L^er,  WUlou  A  Co.,  H.  A.  Cmw 
ACo.,  J.  E.  Lmdg  Pips- Co.,  Amid.  CoBrtoblt  A  Co..  FruUia 
-^n  A  Oh,  KiHinli  A  BhIi,  Hiifa.  AnoU  WnttHcbH,  W.  ° 

Swam  Co..  UoOibboa  A  Co.,  Lononua,  die"    '  ' 

Frum  L.  Ldud.  L.  ud  E.  B(n,  N.  YTcf^Gwfa  1 
.  ,  ™         ......         I  ailkMHb,ri 


.,  LoDCBiuo,  Qrou  A  Co., 

J.  Y.Cfo,G« " 

^,_jii»  Silk  MHI». 

Ok,  DdwbIu.  CUrk  A  Co..  Ooo.  BgrfMdl  A  Co..  Sooa, 
n.    T    til^  i  B^,  c.  a.  OuoUior't  Son.  N*w  r<*k  I 


A  J.  Slout.  Ldm  A  Rok. 


'id,  Sunii«li»iiiik  StI 
A  Co..  Ooo.  BorfM 


m  A  DahBe.  L.  GnifABn. 

r-j  .  n.itil.T  B™.  Co.,  Tit 

A  Co.,  Bom 

M  J.  Bvtri. 

nr  Co.,  J,  S, 

...■■■     .,iJ"4^t? 


..■  Ii..ilt7  Co.,  Thi.  %b«  Co.,  Cl-i 
I  ,.r!iii  Co.,  DuIIm;  Tbo  Low  Br« 
i:  u„„  Ca..Dru<«t,  Mudul  Wella  M 
St-inlina.  Fori  Worths  Good  Hbi>i_ 
t_F   E.  Ijmmrtj^Gtiind  R>pldi;  Jmtj-  Hly 


,  Diylmi:  Tin 
jt  Co..  DaluUt; 
iefrwnU  Cn.. 
Ty  IrlEtizia  Coh 


— ,  -.-itlMCo, 

,  -.„, , A  Co..  HMIcni:  EMrrTwi 

Tlayet  Dry  Ooodi Co., SnuClLMgCord TowbohI Dtt Oooik Co, 
a«.  B.  Peok  Drr  Gwdo  Co..  Kuu  CiQ>;  A.  HsslnrnT  A  Sou. 
J.  W.  Robinnn  Co..  Lm  Alwela;  Slmnit  Dry  Ooodi  1!^).,  Lou- 
villg;  A.  E.  Liltk  A  Co..  Iron;  Stntloa-Wima  Hmdwu*  Co., 
Mtophii  Funutnn  Mb-  Co..  Mtmphii;  Durtoi  Co.,  Fom 
MsniBlib  Co..  Minncuolia  Dn,Ooodt  Co..  UaamalK 
Shvwin-WilliuDa  Co.,  Cteidi.  Ud..  Alpluua  Ruiu,  Ltd. 
Monbwl:  Hsmu  Bns.,  LmduHr  A  Co..  M.  9.  A  L  L>t«k. 
Ntdy,  Hunll  A  Co.,  Giw  A  DwUct  Hudnn  Co.,  NhIitA; 
Hihh.  A  Cn  ,  Ncmik:  D.  9.  HofaBtni  Co.,  Ltd..  Wn.  Hc>iil>m. 
The  A.  B.  Chm  Co,.  Norwilk,  0.;  Hiydm  Brolboi. 

.  .,  .  „      ^  WaWiw  COa  OmIw  IJl 

— Rnmpp  A  BoK  a.  B.  A  B.  W. 

FMhIw,  BnirbridEe  A  Clotliiv.  Jod  BiUir  Da^  Co.,  tU- 
■delphu:  H.  Cbilde  A  Co.,  KuAuu  Dnt.  Bton,  Inc..  ll^ 
Cnay  A  Co.,  Piltaliin:  Ladcv,  tlmU  (  Co.,  Poi^ikeeiw; 
Cillemkr.  McAulu  A  Tnup  Co.  lb  Bbnlwd  Co..  PnndnB. 
Dint  Pooienv  A  BtenHt,  Headuii,  I^;  L  F.  Bo«  Co,  SU4ei 
LindHy  A  Cor  Co..  RoduMdi  VMMtoek.  Lubin  A  Co.,  Sun- 
■Molo;  Ball  Biw,  bo.,  H,  8.  Cneks  Co..  Su  Fnwin;  IV 
MenUo  Co^  Su  Diigo;  Wbogltr  A  Mottv  Mnunili  Co., 
St.  JoMfih:  Rii»Stii  Dry  Oook  Co..  aH^ooi  WmkoK  Co.. 
%6i,  Bwi  A  fUlw  Dty  Ooodi  Co..  Sfaanott  Hvdwm  Co, 
L.  HwiDc  A  Bn.,  Dtr  Oixxfa  Co..  Bl  Lome  Coffin  Co..  &«■»■ 
Vudtrroon-Buujr  Dry  Ooodi  Co.,  Ttw  Mh  Dept.  Blom^.. 
St.  Loua;  E.  W.  Edimb  A  Son.  SynswTllo  ^Milk  A  Snti 
Co..  The  Cohen,  FrieiBudiir.  MMtln  Co,,  ToMo:  John  C.  Eua 
(Tba  T.  Eaim  Co.).  The  Ismu  Bm.  A  Co.,  Toronto;  8hk« 
Bm.,  Waeo,  S.  Kud.  Sooa  A  Co.,  Farint.  Brk^  A  Co.,  Wiud- 
nrd  A  Lothrap,  Luibnrsh  A  Bn,  WirfiiwMa;  John  C.  Eitso 
ntm  T,  EU«n  Co.),  WkulpecCnQuun.  RobUH  A  Co..  Wthir 
anmsioh  A  Co..  New  Voik:  W.  H.  Bnwiiu  (Browoiac,  Km 
A  Co.),  New  York;  Jobn  6.  BriHaia  Dir  QmU  Co..  StloKpli; 
-.....-      . ..      3_Bu,„p 

York  Qi. 

Loo  AnjielairP.P.'  llfininA  Co^^'SooOiidijr  BacwZ  Soo'. 
LoobfIIIc;  E,  W.  Edvirdi  A  Son.  RodeiUr  Uria^biiki  Mcr- 
euitile  Co..  St.  Lova.  3mm1>  Dn  Oooifa  0>„  esaltle,  Viab. 
Tho  thne  (oOowiai  oamad  unlerwntm  an  liable  [or  ■  muhnmii 
■nn  tl  MSm  mcb-,  Saml.  R.  We*].  New  York:  Joaeph  a  Irnoc. 
Nov  York;  Ralpti  M.  Staulai.  New  Yak:  TIm  loam  Store  Co.. 
Kaoiai  City:  Montgoowy  Fur,  Maoivmsy,  AIl:  T)w  Mif 
Doutall  A  Bovlhwicli  Co.,  Seattle.  Wafa. 


AMERICAN  FIRE  UNDERWRITERS,  St.  Louis,  Mo. 

id  by  V.   j   cyeratioBa  eaa  be  aeeataiBad  In:eB  the  oiiaiiiBS^ 


UNDERWRITERS  AT  AMERICAN  LLOYDS,  New  York. 

Attman  Han  A  Trowbndi*,  IIS  WUUamat. 
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UNDERWRITERS  AT  AMERICAN  LLOYDS,  New  York— Conhntted. 


Umnvd  pvn 


ToUiMl* ta»Sn       Totd 

RIBKB  AND  PREUnrUB:    Rnnki 

Ki.M.m:  jtttmm,  Uxnoo.  »U^3J. 
BUSINE38  SINCE  ORGANIZATION: 
H,7S«JASi  km  pud.  I1JI(».7M:  drridB 

BONDS  OWNSD. 


BKiCa.Prt.N.1 


nnati.  Oai,  1M8.  4% 

Bnoi^  EmI  Rns  bL  1)37,  1]%. . 

Niw  Ynt  C]t,  UM,U% 

HnYort  C»_  IMT,  *t% 

AlcUTop.  k&Ft,  mi.  4% 

OM-tHn^  1M7.1%... 
Rim  C^  C.  *  M.  U  !«»,  »w. 

,  _, ^  gj_  !___  j^^    j„^_  j^. 


FrukA.    „^ _, „ , 

Wiiu  T.  Enn  of  Uilb  i  (Uib.,  Ikl,  N.  Y-  . 
EilnrS.Paliiv,[n>.i>{IliaN.J.aiieCi>.,N.r  .. 
Dmi  B.  WkttoD,  of  D.  B.  Willoii  A  Co..  N.  Y.. . 
Ma  N.  B«uk,  pm.  Lndi  Coort  Big,  Cm..  N.  ¥. 
Au^  B.Wilbu.  of  F«bM  A  W.^SpringfiJd.  Mu. 
WiHs  CiBtoikr.  <lf  CaUnfar,  UcAiB&a  A  Troup 

Cs.  Praridgua.  B.  I 

Cud  W.  Woodwinl,  or  WmdwHd  i  UUinp.  m 


10.000 

loiooo 
lo^no 

10,000 


LubiEttiB 


ChM.  J.  FdOhhi.  of  Folk™,  CloK  A  Q 
117,11 — m  ii»T«ioe._pr«,  Nfctioml ' - 
-'  ■     '  ftcob  Adlo  A 


,, _-j::s.y. 

I.  SlJtt,  of  ftcob  Adlo  A  Co.,  N.  Y..,. 

Chos,  D.  Aniwtfou,  Armuntn^  Cork.  E^tlBburg.-.,. 
Ericluon  PirtirB,  of  E,  Ptrki™  A  Co,.  Rocbwtw, . , , 
John  D,  lufcm.  pm,  Ivldu  Co.,  Buflalo.  N.  Y-,. 
Hiney  ClOlifa.  Jr.,  gf  a.  Oiilifa  4  Co.,  Pitlabiiii,  P». 

I.nciiii  N,  Littsudr.  lA  IjlUuer  Bm,  N,  Y 

Fulii  Fiild.  of  L.  BKnborwr  &  Co..  Nnrut.  N.  J.. 
JoKpb  E.  Bran,  at  BItkD  Broi,  i  Co..  N.  V,  ud  Bm. 
L,  Uflin  Kfllo^.  of  KelloQ  *  Rom,  N.  Y 


Lb  H,  Wat  of  Ww  Bn..  H,  Y,  tad  BaUinKn. . 

Uwij  A,  SlKTwin,  pra,  StwTrin-WiUiiiinii,  Clere 

T.  Hon  CbildL  2d  i.-p,,  Coloiuil  Stan],  HU^biiii  . 
Wm-P,  AWrieh.  o(,  WorOitn  *  AJdrieh 


1,.  N.  Y.        tlO-OOO 


Wm.  E.  UUlwin,  pra.  UitUwn  Lu«  Ltd^Hnll, 


Albni),N«wiiKi.[a 


IT.  of  H.  A 


^iCo,,i 


10,000 
10.000 
10,000 


10,000 

10,000 
10,000 
10,000 
lOJMO 


E-'HiU  i  Co    'k.  Y. '.'.'.'. 

uuTT  J,  varm.  ummioa.  CIu«|d.  IP 

Andnv  M.  Coopet.  T.-p.  Uovlvid  Dry  Ooodi,  Biidffr 

OhiHa  F,  MillFt.  pres.  Himillon  WUtb,  Luaitcr', '. '. 

TlnronMcCiinpbdl,  pr»HonioP«t«ni,N.Y 

E,  A,  Riohud,  M  W,  eOth  It.,  N,  Y 

T,  F,  VMor.  at  Fttd'k  ViMoc  t  Adulk  Now  York  , 
Ridalpb  Otukih.  p,  Disoknliofl.  Riffliw  t  Co,,N,Y. 
Cturin  C,  Baliutyne.  v,-p.  Sturwin-WUIiwu.  MoDl'l 
&iHl  J.  Huford.  T,-p.  (M'k.  Loon-  &  Co,.  Brook- 
ImN.  " 

DiiiwlP, . 

PatvT.  Witt,  of  WUIa  CHniiu,  UBWW,  ri,,.  lu.uuu 

Hkiki  A,W»tlwl»,  prs.  Amid  CovMbh  A  Co.Jne.         10,000 

TERRITORY  COVERED:  IIh  Amaicu  Uordi  ■  BSMad 
la  qpnie  In  lU.,  Mm,.  Mihil,  Mn.,  Wub,,  Wi>„  Cu>d«  uid 
N,  Y.  tod  tlv  TdporM  umuUr  wilh  a»  iimruog  inartamlm 
oT  Ibon  8tota  udN.  Y. 


AMERICAN  INTER-INSURANCE  EXCHANGE,  Kansas  City,  Mo. 

AHonair,  0«o,  C.  SiAtt.    Ottuiiod,  1«II. 

u  noHTod,  138,733:  loaa  pud.  tS.DM;  rMuroed  to  polier- 
H  itened  tao,U3  of  otf  dtpist  jx 


r!!.S5!!;    Ji"*. 


holden,  t3,nH.    Ttuitu  .  .  .  _ 

2b%  rJ  dcpoit  jnniiumi  in  emb  tad  piMcing  ui  «qui 

in  mjijta or  juuvo fmvL    Tlia  AdTinry  Coouqitleo  bt 


W.  OUa.  Wm,  C.  I 


.    The  oomjwiy  ii  bocmed  id 


ANCHOR  FIRE  INSURANCE  ASSOCIATION  of  Dallas,  Tei. 


*AY,B.Dciwrilof  D>lhi.Tn„a  M , 

V.  H.  Maiiok  n  ippoinlsl  Bllottuv 

D  slf  of  Y.  B,  DomS  ud  wu  rHocniitd  u 
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ASSURANCE  UNDERWRITERS  OF  AMERICA,  New  York. 

Attamayi.  WiDooz,  Peek  ft  Hoghei,  3  So.  Wilfiam  it,  New  Yoric.    OrsBaised.  1802. 


Ymam 

Aaeti 

Uoearned 

PWltthllM 

Net 

Sorplua 

Net 

Premiums 

Totd 
IneoiiM 

LaaM 
F^id 

Dividends 

Total  Ex-       Lowi 

1014 

aS72 

05 

•64 

•27 

•1.000 

16 

5 

14 

20 

3 

166 

60 

60 

7 

87 

18 

3 

48 
82 

6 

18 

3 

48 

32 

11.003 

$1 

1 
$1' 

1018 

2 

11 

370 

127 

2 

1012 

11 

1011 

1716 

1^ 

1010 

m 

•  Assets  ooDsist  of  cash,  the  KabiBties  wera  unpsid  Ioshs,  $1,000,  mmI  ttneaned  prsniuini,  13.    |  Indudsi  1007  eontrifaoted  bj 
a  Cash. 


RISKS  AND  FREBIIUMS:  Fire  risks  in  foroe,  Dsoember  31, 
1320;  praniums  thereon,  $2. 

MISCELLANEOUS:  From  1802  to  1807  this  Umrds  was 
onder  the  actiTe  management  of  R.  C.  Rathbone  ft  Son,  who 
then  orgamaed  the  Aasnnnoe  Company  of  America  to  take  otst  its 
basiBSSS.  In  1002  the  "chtfter"  passed  to  F.  M.  Parker,  fonnerly 
seeretaiy  of  the  CSttsens  Insnraaee  Co.  of  New  York,  who  there- 
after managed  its  affairs.    In  September,  1004,  it  reiMured  its  un- 


iprinldcred  risks  in  the  Jeflferson  Fire  ft  Marine,  of 
In  1010  the  oharter  was  sokl  b^  Fr»nk  M.  Parker  to  ViDoat 
R.  Seheock  and  was  later  aoguired  by  the  present  nndswritos. 
Liability  of  subacribeis  is  nnfimited.  Conflagration  knees:  Bal- 
timore, 1004,  $10,776;  San  Franeiaoo,  1006.  no  kias. 

UNDERWRITERS:  Chas.  D.  Franks,  Joseph  C.  Hughes.  Fwesr 
a  MaDett.  Rurmond  T.  ManhalL  Chaa.  E  Peek.  Wm.  A.  Prima, 
Chas.  Styles,  fi.  N.  Townsend,  W.  O.  Willoox,  Chas.  F.  Wrsab. 


AUTOMATIC  SPRINKLER  INTER-INSURANCE  EXCHANGE, 

Baltimore,  Md. 

This  association  was  in  process  of  formation  early  in  1011,  by  J.  Ramsay  Barry  ft  Co.,  of  Baltimore. 


AUTOMOBILE  INDEMNITY  EXCHANGE,  Kansas  City.  Mo. 


Attoroey  and  Managers,  T.  H.  Mastin  ft  Co. 


This  inter-insarance  exohange  began  buoneai  in  June,  1008, 
and  writes  automobile  liability  property  damage,  fire,  theft  and 
„ni--.-  ^j^  ^  automobiles.    It  seems  to  be  a  reliable  bureau  of 


good  repute.    The  attorneys  feesi  are  limited  to  25%  of  premhiD 
receipts. 


AUTOMOBILE  RECIPROCAL  EXCHANGE,  Kansas  City,  Mo. 


Attorney  and  Manager,  E.  G.  Trimble. 


This  inter4nsaranoe  ezdiange  was  formerly  operated  at  Hous- 
toiL  Tex.,  under  the  management  of  E.  O.  Trimble,  J.  R.  Young, 
and  E.  L.  Felker.    It  is  now  operated  as  a  department  cS  the 


Empbytts  Indemmty  Exchange,  accepting  risks  on  priTate  snto* 
mobiles.  As  of  Dec.  31. 1014,  the  Employers  Indemnity  Exdiaage 
had  assets  of  8364.076  and  a  surplus  of  $341,444. 


AUTOMOBILE  UNDERWRITERS  OF  AMERICA,  San  Antonio,  Tex. 

Manager,  Van  A.  Webster.    EsUbUahed,  1010. 
This  association  was  organised  to  insure  automobiles  on  the   I    wealth  Underwriters  of  San  Antooio,Tex.,  and  the  Sonthera  Uodtf* 
inter4nsurance  plan.    Van  A.  Webster  also  manages  the  Common-   |    writers  ct  San  Antonio,  Tex. 


BAKERS  RECIPROCAL  EXCHANGE,  Kansas  City,  Mo. 

Attorney  and  Manager,  Bruce  Dodson,  Sharp  Building.    Organised  1011. 
This  is  an  inter4nsurance  aandation  managed  by  ftuce  Dodson       and  Publishers  are  grouped  in  one  oiaas  at  the  ReciproealExefaaose 
as  a  departaient  of  the  Reciprocal  Exchange.  Kansas  City,  Mo.,       and  then  oombineoT   Statement  is  giren  under  Piibfishers  Reeip- 
which  see.    The  above  exchange,  togetlier  with  the  Launderera       rocal  Exchange,  Kansas  City,  Mo. 


BANKERS  INTER-INSURANCE  ALLIANCE  OF  AMERICA, 

Kansas  City,  Mo. 

Attorneys  and  Managers,  B.  H.  McGaryey  ft  Co.,  Midland  BMg.    Established,  1006. 


This  is  an  inter-insurance  exchange;  it  writes  only  brick  and 
stone  bank  properties  or  those  of  equal  fire  reeiiitiiig  oonstruo- 
tion,  and  the  marimnm  line  on  one  ride  is  86,000  and  in  any  on- 
Uodc,  86,000.  It  has  over  600  members.  Tariff  rates  are  used 
and  savinsB  are  returned  to  members.  The  association  nuuntains 
a  resenre  fund  and  Umits  its  expenses  to  25%  of  members'  annual 


premium  deposits.  Late  in  1014  it  extended  its  operatkxM  to 
cover  its  members  agauist  kiss  or  damage  fa|^  erabesslement. 
burglary,  robbery,  thtft.  messenger  hold-up,  disaDpearanee  and 
abstivction,  and  the  excbange  is  now  issuing  a  Manut  contraet  of 
indemnity  covering  all  the  above  hasards  in  addition  to  loas  by  fire. 


BONDED  UNDERWRITERS  OF  AMERICA,  Houston,  Tex. 

Attorneys  and  Managers,  0.  S.  Cummings  ft  Co. 

This  reciprocal  underwriting  exchange  is  understood  to  be  This  amount  is  for  defraying  ordinary  eipenass  and  not  evea 

in  reality  a  mutual  fire  insurance  company  writing  lines  on  all  limited  to  that  percental^    In  addition  to  this  eompensatioa 

dasses  of  risks,  but  no  yenialiiing  as  is  generally  the  case  with  the  managers  receive  the  interest  that  nuur  aoonie  firom  the  n- 

inter4nsuranoe  organisattona.    The  compensation  of  ite  managers  serve  funo.    Letters  requesting  statements  have  bean  unanswered, 
is  understood  to  be  48%  of  the  "PMnium  Deposit"  of  members. 
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BREWERS  RECIPROCAL  EXCHANGE,  Kansas  City,  Mo. 

Atteraej  tnd  MttDi«v,  Braee  Dodm.     Eitabfitlwd,  1900. 


TliB 

0Mb 
Aoete 

Unewned 
IVemiaiiiB 

NetCMh 
BurphM 

CMh 

Pwwiwnni 

Total 
InoooM 

LosBes 
Hid 

Retnnied 
to  Fyh'n 

ExpeoieB 

Total  Ex- 
peoditures 

LoneB 
Inearred 

1014 

057^1 

*|352.321 

1618,407 

1024.680 

1158.646 

8267.212 

....t 

8425.858 

8158.646 

U.S.  Got.... 
CifrofN.Y. 
PUlMidphk. 

Oue^o 

Milwuikee... 

BoBton 

SlLoiub 

MuiaeuoGi.. 
8t.Pinf...:. 

SdtUke 


FfODtmiiiH.       t  Flguna  are  net  after  derhmrting  re-Jnwiranee  and  25%  fixed  txptom  of 

BoNiia  OwnwD.—CwL 

Watcrboi^ 

Kanaaa  City.  Mo.,  se 

Kanaaa  Qigr,  Mo.,  iudgemeat 

HaRisCo..Tex 

Besar  Co..  Tex 

Big 


BONDS  OWNED: 


ASBETB.  DBC.  31, 1914:  Caih.  866.786;  net  depoati  in  eoune 
of  eoDMtioa.  86.214;  fiivantee  fund,  8158.500;  bondi.  8136.821. 
total.  8857.321. 

Par 
Vahie. 
810.000 

14.800 

6,000 

15.000 

10,000 

5,000 

6.000 

4.831 

10.000 

5,000 

4.812 


Value. 

14.777 

18.800 

10.000 

5,000 

6,000 

3,000 


Total 8136.821 


MISCELLANEOUS:  Thia  ia  an  inter-insuranoe  aeaoeiation 
wkadi  writes  ooty  brenwa'  riaka  and  ia  operated  as  a  department 
of  the  Bedproeai  Exchange  of  Kanaaa  uty,  which  see. 


CANNERS  EXCHANGE,  Chicago.  lU. 

Attanegr  and  Manager,  Lansing  B.  Warner,  Inc^  104  Sooth  Michigan  Atb.    Organised.  1006. 


Thb  ia  an  intor-iuwuanee  organitalian  which  oommiweed  huai- 
DOi  Jaaaary  1.  1906.  The  adyisQry  eommittee  b  made  vp  aa 
FoOowb:  rank  Van  Camp,  ohainnBn,  Tndianapolie;  George  Q. 
Bailey.  Rome.  N.  Y.;  Geo.  N.  Nunven,  Baltimore.  Md.;  Wm. 
R.  BeadLHut.  Mich.;  L.  A.  Sean,  Chilfioothe.  0..  Laam  B. 

TSim^^m  estaUUwd  by  the  deposit  of  810,  with  82 
sdditlonal  for  cneh  81.000  inaunneeearriedlqrcMhaabaaribflr,  and 


the  fund  ia  increaaed  by  20%  oi  the  savings  credited  to  eaeh 
member  until  th^  amount  to  nye  times  the  original  depoal  thu 
sum  being  crHfited  to  the  indiTidual  subaofiber  and  retainable  on 
ita  withdrawal.  Expeoaes  are  limited  to  20%  of  premiums.  It 
iaanrea  onhr  the  property  of  eauners  and  simiur  and  allied  inter- 
ests, and  or  preserve  and  pickle  packers.  For  the  year  101 4  it  shows 
a  Ughly  creditable  financial  report. 


CENTRAL  STATES  INTER-INSURANCE  EXCHANGE, 

St.  Louis,  Mo. 

J.  C.  Bardwell,  Attomoy  and  Manager.    W.  E.  Robertaon  and  Joseph  M.  Amdt,  Deputaee. 

TUs  organisation  commenced  business  in  May,  1013.  Lines  are  confined  exehiaiv^to  the  better  daas  of  mercantile  riaka.  and  all  riaks 
aoKnnting  to  over  $2,000  are  rsuoaured  in  subatantial  stock  and  mutual  companies.  The  company's  atatement  as  of  Dee.31. 1914,ahowB 
it  to  be  ia  a  aoond  **^«»^'***  cooAtion,  with  no  unpaid  Umn. 


TUaeidiange 


COAL  OPERATORS  EXCHANGE,  Kansas  City,  Mo. 

Attorneys:  Masten  Lonergan  ft  Co. 
oammaneed  operatwns  December  1.  1012. 


COMMERCIAL  UNDERWRITERS  EXCHANGE,  Portland.  Oreg. 

Guy  L.  WaUaoe  ft  Co.,  Managers. 

It  WM  lepottod  that  the  aboTe-oamed  interinsuranoe  orgamsa-   I   It  writes  lines  on  retail  stocks,  limiting  ita  risks  to  82,000  on  a 
tioa  wia  repdarly  fiaenaed  by  the  Oregon  Inwiranoa  Department    |   single  line  and  85,000  in  any  one  Mode. 


COMMERCIAL  FIRE  UNDERWRITERS,  Waco,  Texas. 

AttoTMy  and  Mani«er,  R.  Lee  Richardson.    Omniaed  1914. 
Laic  hi  1814  tlna  aaaoeiation  waa  licensed  by  the  Tens  Depart-   I    inter-insurance  or  reeiDrooal  plan.    Aa  yet  no  financial  statement 


and 


to  tranaaet  a  fire  hiwinews  on  the   I    haa  been  obtainable. 


CO-OPERATING  INTER-INSURERS.  Chicago,  III. 

Manager,  Augustas  Roes. 


Dwiag  1814  thia  aasoriatinn  procured  a  lioense  from  the  Illinois    I   pkn.     It  b  speeialiaing  on  aelected  merchanta'  and  numufao- 
lasonaee  Departmrnt  to  tranaaet  a  fire  hiwinews  on  the  reciprocal    |    turers'  risks. 


COTTON   SEED   OIL   MILLERS   INSURANCE   BUREAU,    DaUas,  Tex. 

Attorney  and  Manager,  I.  Jalomdc.    OrgMuaed,  1006. 

TUb  bmiian  ia  pneiy  an  inter-inanrers*  aasoeiarton.  writing  |   mittee  consists  of  J.  W.  Allison.  Dallas.  Tex.;  J.  8.  LeCIerta 
nl  risks  In  Tbu,  Ark.  and  OUa.    The  ongniiation  does  not   I    Daflaa,  Tei..  and  J.  A.  Underwood.  Honey  Grove.  Tex. 

of  ita  finacnea.    The  eaeoutive  com-  f 
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CRAFT  OWNERS  INDEMNITY  EXCHANGE,  SeatUe,  Wash. 

Praadant,  O.  W.  MeCaolq^;  SMratary  uul  MaiUBer,  J.  I.  Knight.    Orguuiad,  1007. 


TUs  orsaointioa  eondaots  fire  insonnoe  on  the  mutual  plaa, 
eoOeoting  45  per  oeot  of  the  annual  Dremhun  and  the  balanoe 
thereof  lubjeet  to  ameMmfint  as  may  oe  neoeaaary  for  the  pay- 


ment of  loaaaa.    It  writea  riaka  on  gaaofina  laanahw,  ataaaboati 
and  aailboata,  together  with  houaeboata  and  boatiioiiiea. 


DISTILLERS  &  WAREHOUSEMEN'S  RECIPROCAL.  WACO,  Tex. 

Thia  reeiproeal  waa  reported  aa  being  organised  in  1913.    No  recent  adviaea  have  been  obtainable. 


DRUGGISTS  INDEMNITY  EXCHANGE,  St.  Louis,  Mo. 

Attoraay  and  Manager,  H.  W.  Eddy.  506  Olive  St    Oisaniaed.  1900. 


Thia  ia  an  inter-inauiaaoe  organiaatlon  formed  in  1906  and 
managed  by  H.  W.  Eddy.  The  adviaory  committee  ia  made 
np  aa  foUowa:  Charlea  R.  Judge,  Theodore  F.  Hagenow.  Edward 
M.  PiciMr,  Andrew  8.  Ludwig,  aU  of  St  Louia.  W.  8.  Elkin, 
Atlanta,  Ga.    While  the  attorney  dedinea  to  aupply  atatiatioa 


for  publication,  he  haa  fiimiahed  ua  with  eertain  infonnatioD 
which  indicatea  that  the  aaaociation  ia  at  thia  time  in  a  heatthy 
condition  and  haa  paid  all  loaaea  ineoRed  up  to  date  withoat  t 
l&wauit  Mr.  Eddy  atatea  that  aavinga  average  42%  of  tariff 
rates. 


EQUITABLE  RECIPROCAL  EXCHANGE,  DaUas,  Tex. 

Thia  aaaociation  waa  reported  to  have  been  organiaed  in  1913  by  E.  L.  Butta. 


FACTORY  INTER-INSURANCE  ASSOCIATION,  Kansas  City,  Mo. 

Attomeya.  Pratt  ft  Nave,  614  Dwight  Big.    Oiganiaed,  1905. 


Thia  ia  an  inter4nattranoe  aaaodation  organiaed  in  1905.    One  l  Lnmbermena  Inter-Inauranoe  Aaaooation  of  Knaaaa  Citr«  No 
of  ita  attonwya,  WaUaoe  Pratt,  waa  formerly  attorney  for  tho  |  financial  atatement  for  1914  haa  been  f uniiahed,  though  ratioaited. 


FARMERS  MUTUAL  PROTECTIVE  ASSOCIATION,  Stratford,  Texas. 

Attorney,  J.  W.  Lancaater.    Organiaed,  1914. 

During  1914  thia  aaaociation  procured  a  lioenae  from  the  Tezaa   I   anoe  boaineaa  on  the  redprooal  pbn  in  Teiaa. 
Department  of  Inauranoe  and  Banking  to  tranaact  a  fire  inaur-   I 


FARMERS  UNDERWRITERS  RECIPROCAL  INDEMNITY 

EXCHANGE,  Port  Worth,  Tex. 

Attomeya  and  Managera,  Intar-Inauranoe  Company. 


Thia  ia  an  intaiHnauranoe  organiaation  whieh  began  buaineaa 
in  June,  1911.  The  buaineaa  of  the  Exchange  ia  managed  by  tiie 
Intcr-Inauranoe  Company,  whieh  ia  a  corixwataon  located  m  St 
Louia.  Mo.  The  i»lain  of  operation  providea  that  in  addition  to 
the  premium  depoait.  membara  are  called  upon  to  make  a  aeoond 
dcpoait  equal  to  50%  of  the  premium  defioait,  whieh  ia  placed 


to  the  credit  of  the  policyholder  in  the  aurplua  fond.  Thii  SSTt 
ia  Rfunded  friien  a  aubaoiber  eeaaea  to  be  a  pofieyfaoklar.  Ho 
additional  liabilit;^  ia  aaaumed.  The  manager'a  remonaratioo  ii 
15%  of  the  premmroa  collected,  tht  Rgfthangft  aiipeara  to  mab 
a  apeeialty  of  farm  buaineaa.  No  1914  atotement  fumiafaed.  thoufh 
requeated. 


FOREST  PRODUCTS  INSURANCE  EXCHANGE,  New  York  City. 

AttomeyB  and  Managera,  Willeox,  Peck  ft  Hui^. 


Thia  wehange  waa  organiaed  Ute  in  1914,  and  it  ia  undcntood 
to  haTe  commenoed  operationa  during  November  of  that  jrear. 
It  nropoaea  to  confine  ita  writing  to  lumber  manufacturing  riaka. 
inehiding  the  whdeaale  and  retui  hunber  yarda  and  woodworking 
oonoema.  The  management  eqienae  ia  to  be  limited  to  20% 
of  all  preouum  depoaita  oi  membera:    Each  policyholder  depoaita 


an  annual  premium  with  the  attorney  and  alao  pvea  him  foil 
power  of  attoniey  to  aaaeaa  him  proportionatdy  for  kmna  in  «- 
oeaa  of  hia  depoait  No  caah  dividenda  are  returned  till  the  dbb- 
bera'  depoait  la  equal  to  twice  the  annual  premium,  tlie  liabifitr 
of  aubeaibera  on  any  one  k)aa  ia  reatrieted  to  an  amount  aotl 
wofieding  their  annual  premium  depoait. 


GENERAL  INDEMNITY  EXCHANGE,  St.  Louis,  Mo. 

Attorney  and  Manager,  Wallaoe  C.  Butler,  Jr.    Organiaed  1913. 


ASSETS,  DEC.  31,  1913:    Caah,  S030:  bille  receivable.  S216; 
total  aaaeta.  $846.    LiabUitiea:    Unenrned  prfna..  S629:  other 

total  S846. 
31. 


total  aaaeta.  $846.    LiabUitiea:    Unearned  prfna.. 
liabilitiea,  1264;  total  liabilitiea,  $793;  aurplua.  153; 
RISKS  AND  PREMIUMS:    Fin  rfaka  m  force  C 


199,000:  premiuma  thereon,  $1,057. 

BUSINESS  SINCE  OROANIZATION:  PMmiuma  teoetved, 
11,050;  dividenda  declared,  caah.  1211. 

Buameaa  during  1913:  Net  premiuma  received,  $1,057;  div- 
idenda returned  to  poUoyholdera.  $211. 


MISCELLANEOUS:  Thia  bureau  traaaaota  a  fire  and  lightiaf 
buaineaa  on  approved  aprinkkred  riaka  only.  It  ia  rvn  on  a  vwy 
oooaervative  baaia,  no  member  bebg  liable  for  mar«  than  $500  on 
any  onariak. 

ADVISORY  COMMITTEE:  Qeo.  K.  Hobliteel  of  the  Cd» 
monwealth  Steel  Co.:  L.  B.  Woodward  of  Woodward  4  'nenaa 
Printing  Co.  and  E.  F.  Smith  of  Battle  ft  Co.,  fitiiBBii^.  al  of  St 
Louia. 
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GINNERS  MUTUAL  UNDERWRITERS  ASS'N  OF  TEXAS,  Tyler,  Tex. 

Ptesident,  C.  W.  Pfluger.    Secretary,  Dtboey  White.    Reorgwiised,  1008. 


Iln  imm&m  ms  fonneiiy  tlie  Ginuen  Undcrwriten  Aaso- 

b«s  of  2Sth  LoBUfttore  of  TeiM.  The  present  organiaation  is 
ebartered  under  tibe  matoal  law  oi  Teocaa.  Ite  letter  heads  are 
pnnted  "GinnerB  Matnal  of  Texas."  Members  deposited  Z\% 
«  somit  of  msuranee  carried;  portion  not  used  to  oe  placed  to 
food. 


During  the  year  ending  Deeember  81, 1914,  it  ooUaeted  premiums 
of  S02.7O7;  toUl  meome,  $63,967:  losses  paid,  S34.221. 

BuaanesB  sinoe  organisation:  Premiums  received,  9364,138;  looses 
paid,  $196,775. 


GINNERS  INSURANCE  EXCHANGE,   Houston,  Tex. 


Manager,  L.  A.  Murff. 

Tiaa  is  an  mter-insnraoiss  association  operating  under  the 
«o-psrtaiaship  laws  of  Texas  and  writing  insurance  on  cotton 
jsn  only.    Premiums  are  collected  ia  advance  at  a  rate  about  1 


per  cent  leas  than  the  stock  company  rate  and  the  risks  are  re- 
msured  with  old  line  companies. 


GINNERS  RECIPROCAL  UNDERWRITERS,  St.  Louis,  Mo. 

Saffiael  I.  Psradiee,  with  offioes  in  the  Leggett  building,  St.    I   manager  of  other  similar  concerns,  and  is  believed  to  be  at  nresent 
Loms,  Mo.,  organi»d  this  assodation.    He  is  aho  attorney  and   |   located  in  Texas.    No  1914  statement  has  been  obtainable. 


GLOBE  EIRE  UNDERWRITERS,  St.  Louis,  Mo. 

Attorney  and  Manager,  8.  I.  Paradiee. 

This  is  an  intcr>inBuranoe  association  which  is  reported  to  have    I    Reoprocal  Underwriters,  St.  Louis, 
commenced  boeinesB.    Mr.  Paradioe  is  manager  of  the  Ginners    | 


UNDERWRITERS  AT  GREAT  WESTERN  LLOYDS,  New  York. 

AMoruya,  Hall  *  Trowbridfe,  121  William  St.   Oi^njied,  1812. 


Unearned 

Surplus  as 
to  Fyh'fs 

Net 

Total 

Losses 

Total  Ex- 

Losses 

Tail 

isKts 

Premiums 

Premiums 

Income 

Paid 

Dividends 

Expenses 

penditures 

Incurred 

1914 

1283,201 

938.049 

1138,203 

164.674 

tl75,808 

83.898 

114,779 

826.482 

1845,159 

818,336 

1913 

265,771 

38.816 

*224.603 

62,543 

174,355 
184,673 

51,157 

14.637 

26,007 

01.801 

46.752 

1912 

292,683            39.615 

244368 

73.912 

15,922 

20320 

81,129 

67371 

12.644 

1911 

291,127 

88,627 

239,920 

74,518 

t84,844 

4,206 

16,932 

30392 

52,030 

11,887 

1910 

260,675 

35,570 

221,844 

65,821 

75.767 

10.424 

17327 

273M 

54.905 

10,856 

*lDehides  underwriters' deposits.       t  Exdudhig  subscribers*  deponts.       |  Eixehides  sums  paid  to  retiring  sufaaeribers. 


AsBRB,  Die.  31, 1914. 


Bonds  sod  stocks.. 

Cash 

UnooQ.  prcms 

interest  and  rents.. 


To«al 


S250310 

22,045 

8,235 

2.711 


LuBiumB.  Dae.  31, 1914. 

Losses  unpaid $15399 

Unearned  prems....         38,049 
Otherfiabffities 1350 


Total  liabUities...  854.998 
Undrs'  deposits. ....  90.000 
Net  surplus 138,203 


$283301       Total $283,201 


RISKS  AND  PREMIUMS:    Fire  risks  in  force,  December  31, 
116348,803;  prcaniums  thereon,  $74339. 

BUSINESS  SINCE  ORGANIZATION:    Premiums  received, 
11,668347;  lanes  paid,  $650,675;  dividends  declared,  $202,484. 


BONDB  OWNED: 

N«»  Yoric  Cy.,  1954,  34% 

N«»  YoA  Cy.,  1967,  44% 

8.40^1925,34% 

<3hL&RnUl937.6% 

C.  Mil  ft  P.  Sd.,  1949,4%- 

Cta,  Ind.,  St  L.  4  CU.,  1936,  4%. 

D.iH.Co..l»43.4% 

N.Y..Ueka.Arf»l%,5% 

N.  Y.  k  No-  1927.15% 
lot  A  Gt.  No.,  1914, 
C.K.,L*P,  1988, 
N.Ana.Qa8.1948,5%. 


Par 

Market 

Value. 

Value. 

$50,000 

$44,000 

60,000 

64.200 

16.000 

14,720 

20,000 

15,000 

10,000 

9300 

9.000 

8,190 

20,000 

19,600 

11.000 

11,550 

10,000 

10,400 

25,000 

20.000 

20,000 

17300 

15.000 

15.450 

Totsh  (book  vaha,  $267.477) $266,000      $850310 

lOSCELLANSOUS:     Formed  as  the  Intematbnal  Lloyd, 
.PNHittitlsadoirtsd  March  28, 1891  It  insures  only  sprinUered 
"         '  a  BaUHty  of  $10,000. 

Uability 
Assumed. 

$10,000 
10,000 
10.000 
10.000 

10300 


UNDERWRITERS: 

Md8.W8haa,ofD.aWaltott4Co.,N.  Y 

Ml  Fold,  «f  L.  Bambernr  k  Co.,  NmrariE,  N.  J.... 
^  N.  BasdL  pres.  Lords  Court  Big.  Cp..  N.  Y. .. . 

UTOdOuL,QfE.B.HaU4Co..N.  Y 

Chas.  C.  BaUaotyne,  no&^ptm.  The  Sherwin-Williams 
Oo.afCaBBda.Ltd.,Montnal,P.Q 


LuOxlity 

Assumed. 

$10,000 

10,000 


UnDiBwarrms.— C<m(. 

Harry  J.  O'Brien,  Insurance,  Chicago,  m 

Albro  J.  Nnrton,  pres.  Albro  J.  Newton  Co.,  Brooklyn, 

T.  Howe'cidkis^'sid  vice-pres.'  Colonial' Steel' Co., Pitts^ 

burg,  Pa 10.000 

John  D.  Laridn,  nee.  Larkin  Co.,  Buffalo,  N.  Y 10,000 

Henry  A.  Sherwm,  pres.  The  Shenrin-WiUiams  Co., 

Cleveland,  0 10,000 

Eugene  S.  Pike,  capitalist,  Chicago.  lU 10,000 

Chas.R.  Myer,  of  ButphenftMyer,  N.  Y 10,000 

John  S.  Sntpheo,  of  Sntphen  4  Myer.  N.  Y 10,000 

Chas.  F.  Mmer,  pres.  Hamilton  Watch  Co..  LamBtar. 

Pa 10,000 

Eugene  V.  Connett.  Jr.,  of  E.  V.  Connett  k  Co.,  N.  Y.  10,000 

Geo.  V.  Coe,  of  Johnson  4  Hignns,  N.  Y 10,000 

Chas.  D.  Rood,  pres.  American  Telephone  Co.,  Spring- 
field, Mass 10,000 

Thomas  Dimond,  N.  Y 10,000 

William  T.  Evans,  of  Mills  k  Oibb,  Inc.,  N.  Y 10,000 

Leo  H.  Wise,  of  Wise  Bros.,  Baltimore  and  N.  Y 10,000 

Chas.  J.  FoUmer,  of  FoUmer,  Clogg  k  Co.,  Inc.,  N.  Y . .  10,000 

L.  Laflin  KeDogg.  of  Kellogg  ARoee,  N.  Y 10.000 

Harvqr  Chikls,  Jr.,  of  H.  Childs  k  Co.,  Httsburg,  Pa .  10.000 

August  Heekaeher,  director  N.  J.  Zinc  Co.,  N.  Y 10.000 

Jacob  Amos,  Syracuse,  N.  Y 10,000 

Sereno  P.  Fenn,  sec.  and  tress,  the  Sherwin-WdUams 

Co.,  Clevehmd,  0 10,000 

Albert  H.  ChUds.  Pittsburg,  Pa 10,000 

Henry  G.  Gennert,  of  Gennert  k  Gennert,  N.  Y 10.000 

Samuel  Sloan,  vioe-pres.  Fsrmers  Loan  A  Tr.  Co.,  N.  Y.  10.000 

Edgar  Pahner,  of  N.  J.  Zinc  Co.,  N.  Y.. 10.000 

Andrew  M.  Cooper,  vico-pres.  Howland  Dry  Goods  Co., 

Bridgqxrt,  Conn * 10,000 

Edwin  A.  Richard,  of  H.  A.  Caesar  k  Co.,  N.  Y 10.000 

Henry  McC.  Bangs,  N.  Y 10.000 

G.  W.  MandriUTGloversvifle,  N.  Y 10.000 

H.  A.  Caesar,  50  Union  Square.  N.  Y 10,000 

Coarles  Eddy.  sec.  Amer.  Litho.  Co.,  N.  Y 10,000 

Coarles  W.  Cox  of  Robert  Winthrop  &  Co..  N.  Y 10,000 

C.  E.  Chwraell,  Pres.  Bacon  Chapp^  Co..Syraouse,N.Y.  10,000 
John  G.  Howland,  Pres.  Howland   Dry  Goods  Co., 

Bridgeport,  Conn. 10^000 

Gilroan  N.  Perkins,  of  Smitb  Perkins  k  Co..  Rochester, 

N.Y 10,000 
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GUARANTY  FIRE  INSURANCE  ASSOCIATION,  DaUas,  Tex. 

This  inicr*iiwi]nuioe  ezoluuigB  b  believed  to  have  onmnnenced  bminew  in  1013  with  Clay  Young  as  attomcy.    Letlen  lenft  to  the 
above  addreas  in  1915  have  been  retnrned  unopened. 


HARDWARE  AND  IMPLEMENT   DEALERS  MUTUAL  EXCHANGE, 

Dallas,  Tex. 

Manager,  Henry  Marti 

This  esehange  was  ficensed  late  in  1914  by  the  Texas  Depart-   I  reeiprooal  plan.  As  its  name  implies,  the  lawwi^Hnn  iironMi  to 
ment  of  Insuranoe  utd  Bai^dng  to  do  buoness  in  Texas  on  the   I   restiki  its  operations  to  retail  and  wholesale  hardware  plsoti. 


HARTFORD  UNDERWRITERS,  DaUas,  Tex, 

This  asHMiation  is  understood  to  have  been  organised  in  1913  by  W.  A.  Samscm. 


HOMESTEAD  INSURANCE  ASSOCIATION,  Waco,  Tex. 

This  is  one  of  the  reciprooals  believed  to  have  been  organiMd  in  1918  by  V.  E.  Bessonette. 


HOTEL  INDEMNITY  EXCHANGE.  St.  Louis,  Mo. 

This  association  is  reported  to  have  been  organised  in  1913  with  8. 1.  Fuadioe  as  attomeor  and  manager. 


ICE  MANUFACTURERS  RECIPROCAL  EXCHANGE,  Kansas  City,  Mo. 


Attorney  and  mansger,  Bruce  Dodson. 

Ykar 

Cash 
Assets 

Unearned 
Premiums 

Net  Cash 

Cash 
Premmms 

TV)tal 
Inoome 

Losees 
PM 

Returned 
to  Fyh'rs 

Expenses 

ToteiBx- 

Incnrnd 

1914 

9402.5M 

*I390.54« 

11.215,099 

$1,241,498 

W19.066 

$428,289 

*. . . . 

$947,345 

... 

*  25%  fixed  expenses  cf  administntion  and  ronsuranoes  have  been  deducted.    *  Includes  unearned  premium  reserve. 

BoNDe  OWNBD.— CofU. 


Abbrb.  Dsc.  31, 1914. 


LuBiums.  Dio.  31, 1914. 


Mcrtgsge  loans.. . . .  $15,000 

Bonds  and  stocks...  215,511 

Quarantee  fund. ....  108,400 

Cash 50,763 

Dep.  in  collection. .  12372 


MioDsb  unpaid $12,000 

Unesrned  prems.and 
surplus 390,546 


Totalsssets $402,546       Total $402,546 


BONDS  OWNED: 


U.S.  Gov 

CitvofN.Y 

Phiiaddphia 

Chioaco..^ 

Cincinnati 

Cleveland 

St.  Louis 

SanFraneisoo 

Lm  Angeles 

City,  Mo.,sc 

City,  Mo.,  judgment. 

City,  Mo.,  idc 

Memphis 

Portland,  sc 

Newark 


Market 
Vahie. 

$10,000 

5.000 

5,000 

13,000 

5,000 

5,000 

5,000 

5,000 

5,000 

19,600 

20,000 

13.521 

5,000 

5,000 

5,000 


IndianapoKs 

Taooma 

Jacksonville 

Jackson 

Ft  Worth,  sc 

Atlanta 

Ashevilie 

Raleigh 

Phoenix 

Greenville  Co.,  N.C. 

Dallsa  Co..  Tex 

El  Ptao  Co..  Tbk.  . . . 

HaDisCo.,  Tex 

State  of  Louidbna. . . 


Maiket 

Vshw. 

10.790 
SflBO 
5.O0O 
5.000 
9,000 
iff» 
4,675 
bjXXi 
5.000 
4.925 

10.100 
5.000 

10,000 
5,000 


Total. 


$315,511 


MISCELLANEOUS:  Thn  amoeiation  ia  conducted  on  the 
interinsorance  plan  and  has  over  1.000  memben.  It  is  ofwratod 
by  Bruce  Dodson  as  a  separate  deportment  (ebseed  with  ti» 
Ice  Cream  Manufsoturcn  IbBeiprocal  Exchange)  of  the  Reei|ffoed 
Bxehann  of  Kansss  City,  which  see.  The  fignres  given  »n 
those  (H  the  neoial  chni  conmriring  the  Ice  Mannbetam 
N.  A.  and  the  Ice  Cream  Manutaotorers  N.  A. 


ICE  CREAM  MANUFACTURERS  RECIPROCAL  EXCHANGE, 

Kansas  City,  Mo. 


Manager.  Bruce  Dodson. 

This  asBodadon  is  conducted  on  the  intcf4nsuranoe  plan  and   I   daand  with  the  Ice  Manafaotorers 
has  nearly.  1,000  members^  It  is  operated  as  separate  depart-  1   combined  statements  of  these  two 


ment  of  the  Reciprocal  Exchange  of  Kansas  Ciiy,  Mo.    It 


referring  to  the  Ice  ManufsctorcfB 


&Bohai«s.andthe 
may  be  seen  by 


THE  INDEMNITY  EXCHANGE,  Chicago,  ni. 


Attorney,  M.  J.  Dorsey,  234  So.  La 

This  is  an  inter-msuranoe  institution  which  has  been  in  operation 
since  Mareh,  1892.  and  eompcises  two  depsrtments,  vis:  The 
Merehanis  Underwriters,  organised  in  1907,  and  the  Manufaeturen 
Alfiance,  organised  in  1906.  These  groups  were  formerly  seoe- 
gated  and  were  operated  as  separate  exchanges.  The  liabmty 
of  the  underwriters  is  several  and  not  joint.  The  manager  and 
attorney  is  M.  J.  Drawy.  The  operations  of  this  exchange  are 
abo  under  the  supervision  of  a  committee  oi  trustees  chosen  by 
the  subscribers.  Trustees  must  be  subseribers  or  members  or 
officers  of  firms  or  corporations  iHiich  are  subseribers.    Hie  re- 


Salle  St.  Chiosgo.    Orgsnised,  1801. 

numeration  of  the  manager  b  35%  of  the  ammal 

posits.     The  underwritings  are  limilsd  to  fm 

and  manufacturing  properties  widebr  soatlered.    Tliei 

is  aeeumnkted  by  retaining  to  the  subeeriben. 

in  excess  of  25%.  After  the  reserve  thus  accumuhted  9Bpak  tfcs 
annual  deposit  on  current  policies  of  subseriberB,  the  enliK  snoosl 
saving  thereafter  effected  is  refundable.  Ilie  subsoribem'  ranrre 
is  refundable  on  his  discontinuaooe  as  a  poKeyfaoUer.  No 
cial  statnent  for  1914  has  been  obtmn^ 
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INSURANCE  EXCHANGE  OF  MEMBERS  OF  NATIONAL  RETAIL  DRY 

GOODS  ASSOCIATION,  Chicago,  lU. 

Manaev.  M.  W.  BeMw,  Inc.,  20  South  La  Salle  St. 

TIk  LaoiaiMeEkehange  of  the  Natxnal  Retail  DiyOoodsAflnciatkiQiB^^  with  15  per  cent  aUowaooe 

0  r  apepaak  Underwritiii^  is  eonfioed  to  membecB  of  the  Natkoal  Retail  Dry  Gooda  Aandation,  whose  finan^^i  rating  is  850,000  or 
ijboTe,  with  hi^  gnde  credit  and  whose  risks  meet  the  physical  reqiuransnts.  Ozdy  one  risk  is  written  to  a  bkx^  and  onlyfiye  to  any  one 
etf. 

ilieEiBhanse  isi]ndertheoiana^ementofM.W.Bek!her.Inc..ofwhichoonoemM.W.Be]cha  Mr.  Beloher  was  fonnerly 

MBcnted  with  M.  J.  Doney  of  this  dty,  who  has  been  snceesrful  in  operating  a  number  of  inter-insuranee  organisations. 


INDIVIDUAL  UNDERWRITERS,  New  York. 

Attorav,  Alfred  0.  Ema;  Daputy  Attanur.  £•  B.  Siriimv,  W  Wert  St.    Ertabliahed,  1881. 


Ti&i 

Aiseto 

Unearned 
JYenumns 

Surplus  as 
toFyTirs 

Net 

Total 
Income 

Losses 
Paid 

Dividends 

Expeuses 

Total  Ex- 
penditures 

Losses 
Incurred 

1914 
1913 
1913 
1911 
1910 

1700.278 
507^ 
848!681 

I13M80 
144450 
151.773 
161.372 
153.084 

1183.031 
184.202 
115,842 
442.402 
420.325 

8202.504 
204.084 
888.000 
858.410 
854.306 

t 

K314.212 
317.076 
356.307 
382.828 
881.0«3 

81t012 

2.885 

281.161 

131.766 

10.465 

8262.454 

63.606 

828.575 

280.104 

800.801 

830.722 
41360 
53.405 
64.086 
65.285 

•8308.188 

M07362 

•568.231 

H26,046 

885,001 

81.217 

1.685 

281.861 

75.507 

66,634 

tSnlaifing  deposts  of  onderwriten.       *  Fiifthiding  pagrments  to  retiring  snbsoriben. 


AassEis.  Dao.  81. 1014. 

NYX;j)Siiarf300,000  8277420 

Cash 516.060 

Fka)s.iiaeoO 3.680 

Lrtereit 1.500 


'LiABiLEnH.  Dnc.  31. 1014. 

Lossesunpaid 8408 

Unsamed  prems. . . .  138.480 

Dividends 236.860 

Other  liabifities 5.000 

Total  liabilttice. . .  8380,847 

Undis'  deposits 284,500 

Net  surplus 133.031 


Total 


$700,278       Total 8700.278 


RISKS  AND  PREMIUMS:  Pire  risks  m  force.  Deeember  81, 
9«)30(V825;  praniiiins  thereon,  8276,060. 

BUSINESS  SINCE  ORGANIZATION:  PMnhuns  received, 
I8JB72.771;  hases  pud.  88.843,418;  dividends  declared.  83366,244. 

MISCELLANEOUS:  The  foregoing  stotement  is  a  summary  of 
29(  lanrmts  aeooimta  of  subscribers,  who  reciprocate  fire  insur- 
looe  mdsBDntty  in  tiie  office  oC  the  i^tomeiy.    (Transacts  on^ 


inter-insurance  between  members.)  Conflagration  lasses:  Balti- 
more, 1004.  8441,000;  San  Frandsoo,  1006.  8200.500.  Members 
underwrite  the  risks  of  other  members  to  the  extent  of  8500, 
$1,000,  81.500  or  $2,000  each,  according  to  tiieir  own  require- 
aoants  as  policyhoUers,  each  member  in  a  particular  class  insure 
ing  each  other  member  of  that  dasB  an  eqind  amount^  also  each 
member  of  the  other  three  classes,  but  not  exceeding  tue  limit  of 
his  own  or  their  dass.  Each  member  deposits  the  amount  which 
be  will  assume  on  a  nngle  risk,  thus  constituting  an  vaacmaay 
fund,  upon  which  6%  interest  is  allowed.  After  the  accumulation 
of  an  amount  eciual  to  his  emergency  fund  deposit,  a  subscriber  is 
entitled  to  receive  dividends  from  surplus  eanungs.  Members 
may  withdraw  on  one  da^s  notice,  aiui  tneir  outstanding  risks  will 
be  assumed  by  tho  reouuning  underwriters.  The  liability  awiniotl 
by  a  subeoribiBr  b  a  dty  bloek  is  no  greater  than  he  assumes  on 
a  single  risk,  and  each  member's  ccttmagration  liability  is  limited 
to  ten  times  his  deposit. 

ADVISORY  COMMITTEE  AND  TRUSTEES:  William 
T.  Evans,  Frank  R.  Chambers.  Geonee  H.  Ssigent,  Thomas  M. 
McCarthy,  W.  D.  WUfiams,  Thomas  W.  Ross,  Stanley  T.  Cossens. 


INTER-INSURANCE  EXCHANGE  OF  THE  AUTOMOBILE  CLUB 

of  Southern  California,  Los  Angeles,  Cal. 

n«Bdent,  Fred  L.  Baker;  Secretary.  Standish  L.  Mitchell.    Organised,  1013. 


Tui 

Gash 
Assets 

Unearned 
IVsDiiBms 

Net  Cash 
Surpfais 

Cash 
Premhnns 

Total 

Losses 
Psid 

Rstumed 
toFyh'n 

Expensss 

Totid  Es- 

LOSBSS 

Incurred 

UI4 

$00,353 

862.062 

830,301 

8120.571 

$122,232 

$54,023 

840.602 

860,705 

8155,420 

854.023 

iSBETS.  DEC.  31. 1914:  Csdi.  $66,511:  pramums  receivable. 
tt3M2;  reu»  paid.  $4,400;  rents  paid  in  advance.  $6,000;  total 
MKti,  IS0353.    liafaiUties:    Unearned  prems..  $60,062. 

RISKS  AND  PREMIUMS:  Fire  risks  in  force.  December  81. 
tMOOJZOO;  pnmams  thereon.  8130.024. 

BtSINESS  SINCE  ORGANIZATION:  n«miums  received. 
1309^:  hases  paid,  800316;  dividends  declared,  cash.  $56,113. 


BOARD  OF  GOVERNORS:  Fred  L.  Baker,  W.  L.  Valentine, 
H.  G.  Miller.  A.  C.  Balch.  H.  W.  Keller.  A.  M.  Goodhue.  E.  G. 
Euster,  E.  T.  Off.  Hsnry  Chandler,  Fred  W.  Jackson.  P.  H.  Rice, 
W.  S.  Benchley.  Mont.  P.  Chubb,  Frank  A.  Miller,  W.  E.  Drury, 
J.  V.  Wachtel;  manager.  Ralph  Reynolds. 


INTER-INSURERS  OP  AMERICA,  Washington,  D.  C. 

president,  Hon.  Edward  C.  Stokes;  Secretary,  James  V.  Linner. 
Attoroey.  James  R.  Skinner;  Deputy-Attorney,  Thomas  Dunlop.    Offices.  Evans  Building.  Washington.    Organiied,  1003. 


Yus 

Cash 
AsBeta 

Unearned 
Prenuums 

Net  Cash 
Surphis 

Cash 
Premiums 

Total 
Income 

Loeses 
Paid 

Returned 
to  P'yh'rs 

Ezpaises 

Total  Ex- 
penditures 

Loflses 
Incurred 

1914 

ni30,10B 
•124.741 

*$128.835 
•123.713 

80.866 
21.737 

822.520 
34.063 

$4324 
U78 

'  7.434 

$5,364 
2.590 

$0,688 
11,402 

$4,324 

1.378 

•Indndes  guarantee  fund. 

ASSETS.  DEC.  81,  1014:  Gtiarantee  fund.  $112,500:  cash, 
^^J'Sl  ^'^.  <»Uc«t»Ue,  $1,048;  otiicr  asssts,  81.485;  total  assets, 
tl30.1()B.   IiaU&ti»:    total  iiabilitiai,  $1,273. 

UiaCELLANEOUS:  This  is  an  inter4nsuranee  association, 
ud  it  has  ow  150  members  insuring  each  other  for  limited 
aooDl  whh  a  nwrrimnm  liability  of  $500  each.    The  associa- 


tion takes  as  members  oidy  those  in  good  financial  standing, 
and  whose  plants  are  considered  excellent  fire  risks.  It  writes 
lines  ranging  from  $10,000  to  $25,000,  depeoifing  upon  the  char- 
acter and  standing  of  plant  to  be  inrarea. 

TRUSTEES:    Hon.  Edward  C.  Stokes,  Wm.  M.  Pratt,  Henry 
Hudson. 
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INTER-INSURERS  EXCHANGE,  Chicago,  lU. 

Attoraey  and  Manager.  H.  J.  Straight,  72  W.  Adama  St,  Chicago,  01.   Organiaed,  1004. 


YlAR 

Aflsets 

Unearned 
Premiuma 

Net 
Surplus 

Net 
Premiums 

Total 
Income 

Loases 
Paid 

Dtvidenda 

ExpeiMB 

Total  Ei- 
penditurM 

IxweB 
lueuned 

1014 
1013 
1012 

$77,817 
54.270 
34,367 

$16,943 
15.709 
10,015 

$60,874 
38.561 
24.352 

$32,250 
30.320 
20.580 

$34,326 
32.074 
21.526 

$1,803 

4.264 

12.662 

$U74 

8.082 

517 

$8,048 
8,025 
4.268 

$12,416 

16.271 
17.447 

$1303 

4.2M 

12.tt2 

ASSETS,  DEC.  31.  1014:  Bonds  and  atoeks,  $51,016;  col- 
lataral  loans,  $10,000;  oaah,  $12,710;  other  assets.  $3,183;  total 
•flseta,  $77,817.    LiabilitieB:    Uneanied  prema.,  $16,043. 

Fire  risks  in  foroe,  December  31,  $8,036,600. 

BUSINESS  SINCE  ORGANIZATION:  Ftamfaims  reoeiyed, 
$130,008;  loasea  paid.  $20,147;  dividends  declared,  cash,  $8,410. 


This  is  an  intcMnaurapce  organisation  which  began  bnimwi  io 
December.  1904.  Its  attorney  and  manager  also  operates  the 
Underwriters  Exchange;  Levi  B.  Bane  is  deputy  attocney  and  E. 
F.  Rardon.  chief  mspeotat.  It  writes  only  sprinklered  risks  and  the 
policies  are  guaranteed  by  reponaible  and  reputable  memben  of 
Duamess  houses.    It  has  141  sabacriberB. 


INTER-STATE  UNDERWRITERS,  DaUas,  Tex. 

Attorney  and  Manager,  R.  L.  Dainwood. 


TUa  is  an  inter-inmranee  orfuiaatioii  whieh  began  business 
h  FefaroaiT.  1011,  and  writea  mercantile  liska  with  a  maiiminn 
Kaa  of  $6,000  on  any  one  block.  Members  pa^  the  board  rata 
•nd  deposit  a  sum  eqaal  to  60%  of  the  pramnuna  in  addition, 


whioh  goes  to  create  a  reserve  fund.  The  manaiar's  renunen- 
tion  is  16%  of  the  premium  depont.  and  the  affairs  of  the  asm- 
ciataon  are  in  the  handa  of  an  advisory  eommittae  oonaistiac  of 
three  meoibcn. 


ISTHMUS  LLOYDS  OF  THE  CITY  OF  NEW  YORK,  N.  Y. 

Attomeys,  WiOooit,  Peek  ft  Hngbes,  8  So.  William  at.  New  Yoric    Orpmiaed,  1886. 


ASSETS,  DEC.  31.  1014:    Cash,  $27;  total  assets,  $27.    Ua- 
bifitaes:    Unearned  prema.,  $1. 

RISKS  AND  PREMIUMS:    Fire  risks  in  foroe  December  31, 
$500;  premiums  thereon,  $1. 


BUSINESS  SINCE  REORGANIZATION:  FMniomB  re- 
ceived. $24. 

UNDERWRITERS:  C.  D.  Franks.  J.  C.  Hudiea.  P.  S.  Mal- 
lett.  R.  T.  Marshall,  C.  E.  Peek.  W.  A.  Prime,  Chae.  SaylcB.  E 
N.  Townamd,  W.  G.  Willcoz,  C.  F.  Wreaka. 


LAUNDERERS  RECIPROCAL  EXCHANGE,  Kansas  City,  Mo. 

Attorney  and  Manager,  Bruce  Dodson,  Sharp  Building.    Organised,  1011. 

TUs  is  an  intcMnsuranee  assodatioo  operated  by  Bruce  Dodson 
aa  a  separate  department  of  the  Redproeal  Exchange  of  Kanaas 
atf.  Mo.,  which  see. 

Tliis  is  an  inter-insuranoe  aaioeiation  operated  by  Bruce  Dodson 
aa  a  separate  department  of  the  Recuiroeal  Exchange  of  Kansas 


City.  Mo.,  whioh  see.  The  above  Exchange  tocether  with  tbe 
Bakers  and  the  Publishers  are  grouped  in  one  daas  at  the  Becip- 
rooal  Exchange,  and  thdr  combined  statement  ia  pven  oader 
Publiahera  Reeiproeal  Exehange,  Kansas  City,  Mo. 


LLOYDS,  New  York. 

Attomeys,  Samneb,  Cornwall  k  Stevena,  New  York. 


Tbab 

Assets 

Unearned 
Premiums 

Surpluses 
to  ryh'n 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Divideoda 

Total  Ex- 
penditures 

LOSM 

Incuned 

1014 
1018 

$220 

13 

12 

7 

$124 

2 
4 

$105 

12 

10 

3 

$230 
2 
6 
0 

$230 
2 
6 
0 

$23 

128 

1012 

1 
1 

1 
1 

1 

1011 

ASSETS  DEC.  81,  1014:  Caah,  $221;  agenta'  balances.  $8; 
total  asaets,  $220.  Liafailitks:  Unearned  prema.,  $124;  net  suz^ 
^loB,  $106. 

BISKS  AND  PREMIUMS:  Fire  risks  in  foroe,  December  31. 
$187,500;  piemmma  thereon.  $248. 

MISCELLANEOUS:  Farmed  as  Firemens  Fire  Lloyds,  March 
12,  1802,  changed  to  Jefferson  Fire  lioyda,  October  10,  1805; 


changed  to  Seaboard  Fire  Underwritera,  December  22,  IMS: 
changed  to  Old  Cotony  Fire  Office,  April  5,  1005;  present  thli 
assumed  February  2.  1000.  The  charter  was  sold  to  Wifleox. 
Peck  A  Hughes  in  1011  and  in  1014  it  paased  under  praseat  control. 

UNDERWRITERS:    Levi  Samode,  H.  C.  Comwalt,  Geo.  C. 
Stevens. 


LONE  STAR  FIRE  INSURANCE  ASSOCIATION,  Fort  Worth,  Tex. 

Manager,  J.  H.  Hemdon. 

The  Texas  Department  of  Insurance  and  Banking  during  1014   I  on  the  inter^insurance  plan.    No  statement  haa  been  obtUDaUe, 
jMoed  a  lieenae  to  this  asBooiation  to  transact  a  general  fire  bosjaeas   |  though  requeeted. 


LUMBER  MANUFACTURERS  INTER-INSURANCE  ASSOCIATION, 

New  York,  N.  Y. 


Attorneys  and  Managers,  THlcox,  Peek 

This  organisation  waa  formed  in  May,  1006.  The  following  are 
members  of  the  advisory  oommittee:  O.  F.  Royce,  ehairman, 
secretary  of  the  J.  J.  Newman  I«mber  Co.,  Soranton,  Pa.;  R.  BL 
Knox.  01  the  Hilton  k  Dodge  I«mber  Company,  Savannah,  Ga.; 
B.  M.  Carrier,  of  the  Carrier  lumber  ft  Mamifaetoring  Con  Sardis, 
Mms.;  A.T.  Gerrana,  of  the  John  L.  Roper  Lumber  Co.,  Newbem, 
N.  C:  Fred  H.  Lewia,  of  the  Bowie  Lumber  Co.,  New  Orleans.  La.: 
E.  B.  Walker,  secretary,  and  B.  T.  Marshall,  treasurer,  both  ot 


k  Hughes.  3  So.  William  St.,  New  York. 

Wilcox,  Peek  k  Hug^ies.  The  insurance  firm  of  Wiloaa;  Peck  4 
Hu^es,  with  headquarters  in  New  York|have  power  of  attorney 
to  cainr  on  the  affurs  of  the  bureau.  The  aasociation  opcntc 
in  all  mmbering  sections  of  the  United  States,  and  has  shoot 
350  subscribers,  oondsting,  it  is  stated,  of  the  larsest  and  best 
class  of  plants  m  the  oouitnr.  The  biraa  has  fanneh  offiesi  at 
825-826  Baily  Big.,  SeattlcWaaL,  and  1007  Hibnaa  Bask  Big. 
New  Orleans,  La. 
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LUMBERMENS  FIRE  INDEMNITY  CONTRACT,  Sandusky,  O. 


ifflSTS^  DEC.  81,  1013,  $80,042;  uneined  nenunms,  $3,776: 

1918,  $24,736;  totol 


$7,286;  total  «- 


Bet  svpiDi,  $22,910;  net  inqniuuw  dnxing 
booBey  $25,927;  kmm  pud.  $1,007;  oqw 
paoditarai.  $8,242;  lonei  ineorred,  18367. 

BUSINEB8  SINCE  ORGANIZATION:    Fftmimns  raeebed, 
ttt,187;  loBsei  pud,  $1,007. 


MISCELLANEOUS:  When  asked  for  a  1914  statement  the 
maimymfint  stated  that  they  consider  it  of  interest  only  to  the 
subscriben. 

EXECUTIVE  COMMITTEE:  John  Ja^  McEelv^y,  New 
York;  O.  A.  Mitchell,  Buffalo;  Guy  White,  North  Tonawanda. 


LUMBER  UNDERWRITERS,  New  York. 

AttocBcy,  Eocene  F.  Peny,  66  Broadway.    OrfHiiied,  1892. 


Yui 

AmBtt 

Uncanwd 
Ptenumna 

to??S'JI 

Net 

Fkenuum 

Total 
Income 

Losses 
Fkid 

Dtvidenfa 

Expenses 

Total  Ez- 
penditares 

Losses 
Inonrsd 

1914/ 
1913/ 
1912/ 
19m 
1910/ 

$182,749 
263,376 
265,186 
253,534 
232,720 

$79,500 
120,374 
123,136 
118380 
93,102 

$87,215 
103,019 
110,997 
107,462 
104,163 

$133,721 
220327 
244,905 
227,708 
199,026 

$143,796 

1261341 

250.661 

232,977 

5204,993 

$137,794 
194,932 
153,076 
114367 
166,781 

$30300 

12.760 

18,077 

23.400 

7300 

$44391 
66,111 
76301 
76,098 
61,196 

$212,686 
273,793 
246364 
212.765 
284.477 

$130,934 
180,088 
161,99$ 
111,828 
167.210 

SExehiding  $25,000  deposited  by  nnderwriten  in  1908,  and  $30,000 

AsBB,  Bh.  81, 1914.  LiABiiiins,  Dk.  31, 1914. 

0B.3i%ns.b....        $0,500    Lossesunpaid $22,057 

Cub 106,884    Unearned mns....        79.500 

Ageots'faalsaees....        49.442    Other  liabilities 13.977 

iBtereit  and  rents...  176  

Other  iMts 16,748       Total  liabilities...     $115334 

Sorphis 67316 


Total 


$182,748       Total $182,749 


RISES  AND  PKEMIUMS:  Fire  ziskB  in  forte,  December  31, 
$9,742371;  ptemhune  thereon,  $169,001. 

MISCELLANEOUS:  Fanned  as  Underwriters  at  Mutual 
UcFds,  the  word  "Lmnber"  was  prefixed  July  9.  1900.  and  on 
DBeember  31.  1906,  the  words  "at  Mutual  LloydB"  were  «lim- 
iaated.  As  its  name  indicates,  this  association  makes  a  specialty 
of  hunber  and  woodworking  risks.  The  chief  parties  in  mterest 
aie  identified  with  theNatiooal  Wholesale  Lumber  Dealers' 
iasodsiiaD.  Tliere  is  deponted  by  underwriters  $100,000,  of 
vbidi  $37,500  is  tmted  as  capital  and  the  balance  as  snrpluB. 
Each  of  the  fifteen  underwriters  has  deposited  $6,666.  msMng 
aiotd  of  $100,000.  but  owing  to  the  strictness  of  the  New  YorE 
lasannee  Law.  wnieh  does  not  aOow  credit  for  reinsurance  in 
OBsuthoriaed  companies  and  does  not  permit  any  impurment. 


inlOlO.    I  Tennessee  standard,    flnchides  $26,000  suipfais  paid  in. 

howerer  slight,  of  the  deposits  which  are  regarded  as  equiTslent 
of  cartel,  the  Lumber  Underwriters  only  reports  as  dsposHs 
(that  u.  the  eguiyalent  of  capital)  the  sum  of  $87|600.  conaidei^ 
ing  the  remaimng  $62300  as  surptus.  In  New  Tone  State,  there- 
fore,  the  Lumber  Underwriters  reports  but  $37300  as  depoati 
of  underwriters;  triieress,  according  to  the  customs  of  other  States^ 
the  deposits  would  be  considered  as  $100,000.  The  attorney, 
ander  tiie  faim  of  agreeoMnt.  is  permitted  to  call  upon  the  under- 
writers for  $100,000  each  additional  in  case  of  the  $100,000  derait 
becoming  impaoed.  In  the  event  of  sufBoient  impairment  oe  is 
to  call  together  the  ezeoutiTe  committee.  Hie  attorney  advisss 
us  that  the  underwriters  assume  unlimited  fii^ty,  that  is,  in 
the  event  of  h)SB  sofikieat  to  take  the  $100,000  and  aceumnUted 
suipfais  in  ezocM,  each  underwriter  is  liable  to  kise  his  entire 
fortune  according  to  the  poficies  upon  wliieh  hb  may  be  an  uip 
derwriter. 

UNDERWRITERS:  F.  R.  Baboock,  Pittsburg:  C.  H.  Carleton, 
Clevehuid;  G.  F.  Craig.  Phihdelphia;  Lewis  DiU,  Baltimore;  R. 
W.  Hiffbie,  46  Broadway,  N.  Y.;  W.  A.  Hoh.  Oconto,  Wis.:  W. 
C.  Laidlaw,  Toronto;  H.  8.  Lee,  Buffab;  R.  C.  Lippinoott,  Phi]a> 
delphia;  G.  B.  Montgomenr,  Buffato;  E.  F.  Perry,  N.  Y.;  G.  BL 
Ptesoott,  Jr.,  Cleveland;  F.  C.  Rice,  Springfield,  Mass.;  H.  F. 
Tayk>r,  Buffab. 

TERRITORY  COVERED:  The  coinpany  operates  in  Ga.,  HI., 
Misi..  N.  Y.,  N.  C,  8.  C,  Tenn.  and  Wis. 


LUMBERMANS  EXCHANGE,  Kansas  City,  Mo. 

Attorney  and  Manager,  J.  W.  Garvcy.    Organised,  1894. 


Ysu 


1914 

1913* 

l»I2a 

1911a 

ItlOb 


$81,690 
82,163 
83.^0 
74,780 
76316 


Unearned 


$35,672 
36389 


Net 
Surplus 


$18,069 

17394 

50,183 

148.780 

t46,01O 


Net 
Premiums 


$65360 
81.482 
52.139 
51.027 
63,628 


Total 
Income 


$69,783 
85,138 
54.341 
53346 
55.987 


P^ 


$21,143 
29366 
11.673 
19.036 
12323 


IXvidends 


$30383 
35.717 
26.009 
30.757 
23.868 


$14,801 

20,091 

12.493 

9345 

9.7461 


Total  Ex- 
penditures 


$66,177 
86374 
60.176 
59,638 
45336 


Incurred 


$21,143 
29366 
11,673 
19,036 
12.223 


seventeen  months  from  July  31. 1912,  to  Deo.  81, 1918.       X  Reserve  and  deposits.       a  Statement  dated  July  31. 


A8BBT8,  DEC.  31,  1914:  Loau,  $61,957;  cash,  $24391; 
saeoL  prcma.,  $4323;  other  assets,  $19;  total  assets,  $81,690. 
lisbiKties:    Unpaid  cfividends,  $27,949. 

Kre  itts  in  force,  December  31,  $6,165,425. 

BUSINE88  SINCE  ORGANIZATION:  Premiums  received, 
1780,142;  kssee  paid,  $201374;  dividends  deolaied,  cash,  $363319. 

MISCELLANEOUS:  This  organisation  now  writee  $4,000  on 
t/knUul  yards,  and  smaDer  lines  on  CKposed  yards,  except  those 
•^osed  nr  kog  frame  ranges  and  speoial  haaards.  It  colleeta 
hfi  board  rates  (minimum  1%).  Each  subseriber  deposits 
I12i0;  his  aeeoont  is  thsn  credited  with  his  proportion  of  the 


praunme  written  daily;  when  such  credits  amoont  to  $25,  the 
$35  is  added  to  his  deposit,  and  the  $37  JK)  is  set  aside  to  his  account 
as  his  reserve  fund.  All  amounts  credited  to  his  account  there- 
after are  returned  to  him  in  dividends  i^  each  ammal  stateoDoent, 
less  20%,  and  his  proportion  of  losses  and  expenses,  "neassooia- 
tion  seems  to  be  carefully  managed. 

ADVISORY  COMMITTEE:  Benjamin  B.  Foster,  nes.  Foster 
Lumber  Co.,  chairman;  Paul  J.  Leidigh,  pres.  Leumzh-HaveBS 
Lumber  Co.,  Louis  L.  Seibel,  pres.  Badger  Lomber  Co.;  8.  H. 
Fullerton,  pres.  Chicago  lAonber  ft  Coal  Co.;  R.  J.  Hurley,  prea, 
R.  J.  Hurlqr  I«mber  Co. 


I,UMBERMENS  INDEMNITY  EXCHANGE,  Seattle,  Wash. 

UangK  and  Attomcyt  James  H.DeYeave;  Deputy  Managen  and  Attorneys.  I.  S.  Watson  and  Barl  de  Veuve.    Organised,  1908. 


Tiii 

AsBStS 

Unearned 
Pkeouoms 

Suiplusas 
tofyh'rs 

Net 
Premiums 

Total 
Income 

Losses 
Psid 

Dividends 

Expenses 

Total  Ex- 
penditures 

Losses 
Incurred 

1914 
UU 
1912 
Mil 

mo 

$219,716 
201346 
190.727 
204,111 
114362 

$63,174 
59.461 
59375 
61389 
36334 

$89308 
93.401 

120,417 

tl95.421 

70,188 

$120319 

127327 

118304 

123,177 

92.084 

$122,012 
129.452 

"""1*26,792 
96,431 

$92310 
92,142 

104.087 

6.083 

84,461 

$4,660 
9.129 
4,234 
1,348 
3303 

$28,071 
32,675 
32,183 
31.882 
23.848 

$126,041 

133,946 

138,464 

38313 

1130^ 

$92310 

123.567 

104,037 

6,083 

84.461 

364 
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LUMBERMENS  INDEMNITY  EXCHANGE,  Seattle,  Wash,— ConUnued. 


Dw.  81, 1014. 
RttlMteto 180.016 


WtBLIronWki. 
OMih..^. 

IntarHt  and  rants.. 
Oiheranete 


19.800 
12464 
117,041 
5.650 


IiABnima,  Dm.  81. 1014. 

Loasesainwid 132,739 

UnewDed  prams ....        62,174 
Other  liftbiKtMs 86,505 


Totd 


84.555    Soipliis. 


Total  Ibbifitifls... 


130.408 
80.306 


8310,716       Total 8310.716 


Net  amoant  of  oontisgnt  aanto,  Dee.  81,  818,180,781. 

REAL  ESTATE  OWNED:    The  oompsoy  owns  property  in 
BelHngton,  Wash.,  Tshied  at  860,000. 

MORTGAGE  LOANS:    Then  is  1  loan,  for  826.009.  pro- 


teeted  bj  property  Tihied  at  885/XX).  Tliera  was  85,282  of 
interest  past  doe  on  December  81,  last  Company  holds  820.000 
of  insmanoe  on  the  bnildinoi* 

BORAD  OF  TRT7STEES:  E.  G.  Grign.  presideDt:  B.  J. 
Fahner,  B.  W.  Hamber, In B. Bennett,  JTHi  Bloedel,  ChgkW. 
^uniQjson,  F.  H.  Jaekson,  C*  C.  Branson,  tieasurar;  C.  E.  I^rttes, 
Ediar  H.  BnoUin,  J.  E.  Bratoobcr,  Ralph  H.  Baronde,  A.  L 
PMDie. 

MISCELLANEOUS:  This  k  an  tater-iasnrMiee  assoeiafioB. 
eomprised  of  hunber  dealen  rated  at  8100,000  or  more,  who 
insDK  eaeh  other.  Attomeys  ara  insuranoe  men  of  Vang  «• 
perieooe  and  hi^  standing  and  cmrato  a  feneral  ageney  repre- 
senting a  ttomber  of  standard  stott  oompames. 

The  contingent  liability  of  imderwriten  is  stated  to  b«  tl8,- 
189.780. 


LUMBERMENS  LLOYDS,  Eau  Claire,  Wis. 

Attorney  and  Manager,  J.  A.  Smith.    Orgsnised,  1898. 


This  aameiation  was  formed  in  September,  1898,  and  at  date 
of  latest  obtainable  report  had  35  sobsaribers,  eaeh  of  whom 
waa  stated  to  have  depoeited  85,000,  and  to  have  assumed  87,500 
liabilitgr.    Ito  *»*^"*"*»  fine  wae  825,000.    It  Inas* 


acta  only  inter4nsarsoce  (between  memben),  and  6edaam  to 
go  into  details  as  to  ito  operations,  whidi,  however, 
etood  to  have  been  very  saeeessfiiL 


LUMBERMENS  MUTUAL  SOCIETY,  Spokane,  Wash. 

Fkesident,  F.  E.  Bobbins:  Seeretary-Treasorer,  A.  L.  Porter.    Oigaaised,  1904. 


ASSETS,  DEC.  81. 1914:  Real  estate.  857,000:  mortgage  loans, 
827.500:  bonds  and  stoeks,  816,984;  cash.  880,125;  depoeito  doe, 
82,001;  interest  and  ranto,  82.103;  aaBessmento  due,  812,662; 
total,  8148,825;  fiabifitioB:  Memben  deposito.  8106,762;  surplus, 
889,568;  net  fira  losBee  ineoired,  1914^  8194.506;  fira  risks  in  force, 
86,181,500.    Loeses  paid  since  orguisation,  8194,608. 

MISCELLANEOUS:  This  is  an  inter^nsuraooe  assootation 
formed^  the  memben  of  theWesten  Retail  Lumbermeas  Aseo- 
dstion,  qwkane,  Waeh.    Ito  operstkuiB  ara  confined  to  the  retail 


lumber  yards  in  the  ten  western  statee  between  Caiwda  tad 
Maioo.  The  maTimum  Babifity  on  any  one  risk  is  810.006. 
Eaeh  member's  liability  is  limited  to  the  sum  of  2  annual  prvmiDnis. 
Annual  premium  deposito  ara  made  at  board  ratee  as  gnarsotee 
of  payment  of  annessmento.  whioh  ara  levied  semi-ttnnnaUv. 
These  amount  annually  to  40%  of  the  premium  deposit  Tw 
affain  of  the  Society  ara  in  the  hands  of  a  tw^n*g«»*g  board  of 
nine,  from  which  thrae  ara  eelected  as  an  neontive  committee. 


LUMBERMENS  UNDERWRITERS,  Houston,  Tex. 

E.  D.  Holt,  Attomey^n-fact 

TUs  lifaiffnattti  an  offlee  iriien  retttl  hunber  dealen  of  Texas  exchange  indemnity  with  each  other  for  a  limited 
fay  fira  to  thenrown  lumber  yards  at  actaal  cost.  The  pba  was  adopted  at  the  1900  meeting  of  the  LumbeRnen's 
and  we  ara  advised  by  the  attoney  that  the  aRangament  is  entirely  satirfactoiy  to  ito  participants. 


against  Item 
of  Texss 


MANUFACTURERS  ALLIANCE.  Chicago,  HI. 

Attorney  and  Manager.  M.  J.  Doney,2Q6  La  SaDeSt.    Orgaaiaed,  1905. 
Thk  is  a  department  of  Hw  Indemnity  Exchange,  Chicago,  HI.,  reported  upon  elsewhere  herein. 


MANUFACTURERS  &  MERCHANTS  REQUITABLE  EXCHANGE, 

St.  Louis,  Mo. 

Attorney  and  Manager,  Wallaoe  C.  Butler,  Jr. 

No  statement  eovwing  1914  reeeiTed  when  this  page  went  to  press. 

This  is  an  inter4nsuranee  exchange  orgaaiaed  in  1911  and 
managed  by  Wallace  C.  Butler,  Jr.,  and  an  advisory  committee 
compoeed  of  three  memben,  vis.,  A.  L.  Rhanlei^  of  NorwaO- 
Shapleigh  Hdwe.  Co.,  M.  B.  Waliaoe  of  SamT  Cupples  Wooden- 
wara  Com  and  E.  W.  Stix  of  Bioe^tix  Diy  Qoods  Oo^  all  of  St 
Louis.  The  exdumge  began  busiaea  in  September,  1911,  aid 
writee  only  risks  equipped  with  antomatic  sprinUecB.  Tbt 
liability  of  sobscriben  is  fimited  to  82,800  on  aqy  one  rMc  and 
the  manager's  remuneratioa  is  18%  of  all  preaunaM  reeeived. 
.,   ^  t  Jgwanpy.  rwwwi,  lo,arjg;       This  asnciation  absorbed  the  Westom  Inter4Hn«r8  of  St. 

total  incomes  88,001;  lossee  paid,  84,081;  dividends  returned  to       Joeeph,  Mo.,  in  1912. 

pofieyholden,  81,906;  expeoses.  8781;  total  expendituree,  88.060; 

losses  meoirad,  84,030. 


88*184. 


RlSra  AND  PREMIUMS:  Fira  risks  in  force  December  81, 
|l,7jB8,600:  premiums  thereon,  85.481. 

BUSINESS  SINCE  OEGANIZATION:  Ftemfanns  received, 
810,016:  kwes  paid,  84.052;  dividmds  dsdared,  cash,  88,716. 

BUSINESS  D^INQ  1918:    Net  prcnuums  received,  85,372; 
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MANUFACTURERS  LLOYDS,  New  York. 

Attonwji,  Jaouaoa  A  FnBa^ian'',  Xll  mifiui  8t  OtKaiied,  1802. 


Tli£ 

iaeti 

UoMrnad 
Ptcmiuma 

SunfauM 
to  Fyh'n 

Net 
Dramiumi 

Total 
Income 

LoeMB 
Pkid 

DiTidencb 

Expentee 

Total  Ez- 
penditnree 

Loem 
Ineaned 

1914 
1913 
1912 
1911 
1910 

8731 

12,653 

87373 

100.937 

104.224 

13 

3 

0.004 

12.662 

12.700 

128 
tl2.614 
t77372 
t95.880 
•90,107 

—852 
—4,983 
16.509 
20.749 
24.945 

$401 

2.137 

20.601 

25.369 

29.438 

—1177 
L639 

26.819 
6.051 
7.149 

813.604 

168.888 

5.750 

6.250 

6.250 

889 
8.223 
8.770 
6.988 
9.746 

818,866 
72.746 
414189 
19.284 
28.145 

"86i6 

26.761 
73M 
7.168 

*  Alio  xfafitioMi  lability  of  mderwritera.  8250.000.       t  Alao  edditional  InbOity  of  vnderwritcn.  8230.000.       t  DirideDds,  85.760 
dBtAatad  to  luidenmten.  863.133.    Ezofaiaiiig  depoaite  of  underwiiten. 


ASSETS.  DEC.  31,  1914:  Caali,  8728;  agenti'  baluow.  83: 
UM  iMte.  8731;  Lkbifitiet:  Uneenied  pfema.,  83;  undn.^ 
depodtB.  8700;  net  surpluB.  828. 

RISKS  AND  PREMIUMS:  Fire  riska  in  fone.  Deeember  31. 
81.600:  pRDuame  thereon,  85. 

BU8INEB8  SINCE  ORGANIZATION:  Fkemiuma  leoeiTed. 
83,799.008;  loaaei  pud,  82.442.576;  dividendB  deoland,  861.254. 

MISCELLANE0U8:  This  aaMxnation  be^ui  buaineai  in  1892. 
frn  yean  falter,  ita  liska  vara  trmDaferred  to  the  new  Inaurance 
Oaopaay  of  the  State  of  New  York  (whieh  reinaurad  in  the  Man- 
kattan  lire  in  1890),  after  whieh  it  took  oyer  the  riaka  of  the 
United  Otiea  Uoyda,  which  then  retired.  In  1913,  thia  IJoyda 
mnaured  praetieauy  all  of  ita  riaka. 


UNDERWRITERS: 

Joaeph  S.  FreliochnyaeD,  111  WilBam  at,  N.  7. . . . , 

E.  0.  JamMon.  Ill  William  at,  N.  Y 

B.N.BxtQB,64WaIlSt..N.Y 

0.  F.  Hut^nv.  Ill  WiOiam  St.  N.  Y 

L.  R.  Bowden,  111  WiOiarn  St.,  N.  Y 

lorman  Candee,  111  William  St.,  N.  Y 

C.Y.McaeR)le,lllWUBamSt.,N.Y.. 


liabifitr 


810,000 
10.000 
10.000 
10.000 
10,000 
10,000 
10,000 

870.000 


MANUFACTURING  LUMBERMENS  UNDERWRITERS,  Kansas  City,Mo, 

AttonM!y»-in-AM}t,Rankin-Benediot  Underwriting  Co.,  Lathrop  Buikiing. 

It  bM  about  485  aobaeriben. 


anoeiatini  whieh  wxttea  lam  linaa  upon  the  pfQpartiM  of  tta  membcn. 
Nofioaaeial  atatemeot  for  1914  has  been  fumiahed  tlKNtfi  raquattad. 


MANUFACTURING  WOODWORKERS  UNDERWRITERS. 

AttonMy  and  Manager,  Lee  Rlakwnofe,  Chieago,  DL 

Thii  ■  an  mteMiHiiraaoa  ocgamiatkw  inaoring  only  wood- 
jraridBgriaka.  It  was  organiaed  early  in  1909  by  Lee  Blakemora, 
uBBMiV  oonneetad  inth  the  LambenMoa  Underwriting  AUianoe 
if  Kanae  City.    Tba  attomqr  ia  aUowed  25%  of  pcemrama, 


whieh  ia  to  eover  aQ  eipenaaa  aioapt  lapal 
expenae  of  adjuatmenta.    The  plan  pronded  for  the 
a  reMnre  fund  before  any  earing  not  ereeadipg  25%  of 
ahaU  be  returned  to 


and 
of 


MERCHANTS  AND  BANKERS  FIRE  UNDERWRITERS,  San  Antonio,  Tex- 

Attorney  and  Manager,  J.  A.  Baker. 
Dia  31, 1914.  Luaiuma,  Dm.  81, 1914. 


CM 

AgEute 
rabri 


reeeivable. 


816.871    Loaaea  unpaid 812.400 

1,176    Unearned nrema....  303.176 

Otheliabirtiea 861 

405,966   Surphia 197,076 


l^otol 8513.618       Total 8513,513 


MISCELLANEOUS:  This  buraau  eommenned  buaineaB  in 
1911.  It  wxttea  intcr4nanraaee  against  Sn,  lightning,  windatota 
and  tornado. 

BUSINESS  DURING  1914:  Net  premfamnreeeiyed,  8287,968; 
total  ineoDML  8290,908;  kiaBea  paid.  884382;  espeoaaa,  848,288; 
total  expewfiturea,  883,064;  kaeea  ineuired,  847,222. 


"*r">  7 ;    ♦ 


MERCHANTS    AND    MANUFACTURERS    INTER-INSURANCE  ALLI- 
ANCE, Galveston,  Tex. 


Attoroeya  and  Managers,  I.  H.  Eempner.  B.  J.  Cunningham. 


UI8CELLANB0US:  This  Is  an  inter^nraianoe  aasooiation 
nBoed  in  1910.  Jamea  E.  Quin  ia  underwriting  manager  ud 
u«e  ia  an  adriaaT  eommittee  oompoeed  of  Jolm  Sealy, 
QahertoB:  J.  H.  W.  Steele,  Galveaton;  M.  Leaker,  GaU 
verton;  C.  H.^  Moore,  Qalveaton;  J.  S.  Rioe,  Houaton. 
MB  dcpoait  a  full  annual  premium  and  an  allow- 
of  30%  to  the  attomflys  oovera  all  expeoaea  esoept  legal 
mOosb  adjustmenta  eipeuaea  and  eipeuaea  of  the  advisory 
"^^^    The  adfiaory  oommittee  n»y  eataUiah  a  reaerve 


of  50%  of  the  net  aaYinga  of  members  until  aame  equal  the  amount 
of  the  laat  annual  depoait  of  membera.  after  whioh  aavings  shall 
be  returned  annualhr  in  cash  or  wplied  on  aeoount  of  next  an- 
nual depoait.  The  limit,  in  a  dty  blook  or  on  one  risk,  is  85,000 
and  subeoibers  depont  a  sum  eoual  to  one  full  annual  premium 
of  the  stock  company  rate.  Dumg  1014  the  risks  written  aggr^ 
gated  82.412.980;  premiums.  843.693;  sayings,  813352.  A 
dividend  of  43%  was  declared. 


THE  MERCHANT  UNDERWRITERS,  Chicago,  111. 

Attomsy  and  Manager.  M.  J.  Dorsey,  234  So.  La  SaDeSt.,  Cluoago,  IIL 
This  is  a  department  of  The  Indemnity  Exchange.  Chieago.  I  n.,  reported  upon  elsewhere  herein. 
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MERCHANTS  FIRE  LLOYDS,  New  York. 

Attornqn.  C.  D.  Albrechfc  and  Henry  Griifea.  95  Williun  St.    OiswiiMd,  1888. 


TlAB 

Aneti 

Unearned 

Surplus  as 
to  P'yh'ra 

Net 
Premiums 

Total 
Income 

Losses 
Paid 

Diyidends 

Expenses 

Total  Ex- 
penditures 

Lossea^ 
luciiiiad 

1914 
1913 
1912 

969,739 

53.845 

14.720 

1.004 

1.328 

944.667 

27,657 

341 

16 

36 

0146.732 

08.853 

209 

o202 

736 

697,959 

51,874 

680 

—121 

2.111 

CII99.852 

&52.418 

6  720 

—15 

3.073 

995,886 
6,746 

"I'.iii 

124,539 
17,637 

09120.375 
e25,794 

$135,489 
13,992 

1911 

38 
804 

38 
74,969 

1910 

'5.665 

""V«8'.w6 

'5.i« 

*  Also  additional  liability  of  underwriten,  1140.000.  %  Excluding  $13,300  original  inyestrnflDt  refunded.  ^  Excess  of  rek- 
niraaoe  and  retomed  tremhunt.  a  Exoeai  of  liabilities.  b  Excludes  deposits  of  subscribers,  $14,000.  e  Exdodes  payments  to 
retiring  subscribers,    d  Excludes  subscribers'  contributions,  $37,000,  and  underwriten'  deposits,  $3,000. 


Amn,  Dm.  81. 1914.  LuBiuniB,  Dm.  31, 1914. 

So.Fte.Bonds $4,800    Lossesunpaid $40,339 

SSJSSi  UnaaraedjpraBM....        44,667 

6;i89    Other  liafaiihies 3,105 

166  

Total  liabilities...      $88,111 
Undrs.'  deposits. . . .        28,200 


Gash. 

Agents*  balances.. 

Interest 


Total $116,111 

Excess  liab.  ft  dep . .     —46.372 


Total 


$69,739       Total $69,739 


RISKS  AND  PREMIUMS:    Fire  zkks  in  foroe,  December  31, 
$9,140,180;  pmhnns  thereon,  $89,334. 


BUSINESS  SINCE  ORGANIZATION:  FNmiums  leoemd, 
$158,394;  loeses  paid.  $95,150;  dividends  declared,  $1,480. 

MISCELLANEOUS:  Oranised  in  1888.  tiik  Lloyds  wm  for 
11  yean  managed  solely  by  Henry  Gtiffen.  In  1899.  JaoieBon  k 
IVdin^uysen  oeoame  joint  attoraeys  with  Mr.  QiiffeD,  aad  in 
1912  the  management  was  transferred  to  the  present  attomciTs. 
No  loss  bv  Su  Frandsoo.  1906^  conflagration.  AH  anderwiiten 
are  boumf  by  the  result  of  a  suit  against  om  underwriter. 

UNDERWRITERS:  Sulsberger  k  Som  Co^  N.  Y.;  Wm.  F. 
Hayward,  N.  Y.;  A.  J.  Nutting  ft  Co.  Inc.,  N.  Y.;  Henry  C.  Knox. 
N.  Y.;  C.  A.  O'Donohue,  N:  Y.;  B.  P.  Lindsay.  N.  Y^-  B.  L. 
EenneUy,  N.  Y.:  M.  J.  Sulsberger,  N.  Y^  Heniy  Griifen,  N.  Y.; 
HrETGibb.  N.  Y.:  E.  H.  Sayre,  N.  Y.;  E.  E.  ^1.  N.  Y.;  J.  E. 
O'Donohue,  N.  Y.;  H.  B.  Carhart.  N.  Y.;  G.  F.  Sulsberger.  Cbioago. 
All  have  assumed  a  $10,000  liability. 


MERCHANTS  INSURANCE  ASSOCIATION  OF  TEXAS,  DaUas,  Tex. 

R.  T.  Fuller  ft  Co..  Managers,  P.  0.  Box  497,  Dallas,  Tex. 

This  is  an  inter-insuraneeexehange  whose  assets  as  of  June  30,1914,  were  $60,260,  of  which  $56,909  is  cash  on  hand  in  bank  aad  bill, 
receivable;  reserve  fund,  $39,042;  sushis,  $21,218;  average  liability  per  policy,  $1,250;  liability  on  adjusted  losses,  $2,569;  insoTMioe  in 
foroe,  $450,000. 


MODEL  INSURANCE  ASSOCIATION,  Paris,  Tex. 

B.  I.  Jordan  is  reported  as  having  organised  this  exhcange  in  1913.    Letten  addmsed  to  the  oompaqy  have  been  retumad  ooopen^l 


MUTUAL  INDEMNITY  EXCHANGE,  New  Orleans,  La. 

Attameys  and  Managen,  L.  W.  Osborne  Co.  Ltd.    Organised,  1912. 


This  exchange  is  reported  to  be  wrilang  prindpalty  upon  dweUings, 
rarehouses  and  mercantile  buildings  and  stocks.  $2,500  is  the 
excepting  on  sixinkkred  risk  where  $5,000  is  the 


iwitTiiniiin 


limit    J.  E.  Warner,  attorney  for  the  Southern  Lumber  Under- 
writers, is  president  of  the  L.  W.  Osbone  Co..  Ltd. 


NATIONAL  AUTOMOBILE  INSURANCE  ASSOCIATION,  Waco,  Tex. 


This  orgaoiaakion  is  reported  as  having  comnMnced  business  in  1918  with  V.  K.  Bessonetto  as  manager, 


NATIONAL  INTER-INSURANCE  BUREAU,  Kansas  City,  Mo. 

Attorney  and  Manager,  National  Inter-Insurance  Adjustment  Co.;  FresideDt,  Clyde  W.  MiDer;  Yice-IVosident,  W.  J.  Miller: 

Seeretary-Treasnrer,  Isaac  W.  Jones.    Organised,  1907. 

towns.  Its  attorney  and  manager  is  National  Inter-Insnraaes 
Adjustment  Co.,  with  offices  at  the  R.  A.  Long  Big.,  Kansas  City. 
This  bureau  has  about  1.000  -  *^ — "~ 


it  an  ^^^|flfjl^^^|T^l^^  ofganiaation  funushtng  indemnity 
to  ownen  of  holeb  of  bride,  stone  and  fireiiroof  oonstrueUon. 

B  brick 


dniai>ti  with  stores  in 


and  stone  hwiinings  in  protected 


THE  NATIONAL  UNDERWRITERS  OF  AMERICA,  New  Yoft;^, 

AOmtf,  Bin  *  Ttawbridfs;  Saentuy,  K.  L.  Stemrt,  US  WOfiiffl  Bt    Ortuinl,  18S1. 


Unearned 

Surphisas 
toFyh'rs 

Net 

Total 

Losses 

Total  Ex- 

Loaaea 

Yl4B 

Assets 

FMniums 

Income 

F^ 

Dividends 

Sipenaes 

penditures 

'ueuRw 

1914 

$210,085 

$19,374 

$127,941 

$34,437 

$42,988 

$1,926 

$8,341 

$12,626 

1622.893 

«•».•* 

1913 

300,477 

30,792 

179.005 

33,884 

42.626 

32,907 

8.740 

11,664 

®'!>1 

$30,906 

1913 

aOM19 

22.607 

182,600 

40,109 

48.476 

16.065 

8.366 

^'•S! 

•37.a46 

^1$ 

1911 

31«.407 

21.841 

181.783 

42,403 

M.318 

21.891 

8.322 

^^IPi 

Ji«S!iS 

82.00$ 

1910 

209.406 

22.468 

186,063 

42.318 

61,490 

8.355 

8,143 

16,710 

*82.308 

8.483 

•  ifciiiwym  payments  to  retiring  subscribers.       X  Rrnluding  subscribers'  deporitk 
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THE  NATIONAL  UNDERWRITERS 

Dk.  81. 1914.  UiBiunss,  Dw.  31. 1914. 

$187,040    LooBesonpaid 110.170 

1M13    UnevnedpremB.....        19.274 

6.186    Other  fiabifitics 700 

2.240  

ToUlliabffitics...      130.144 
Undn.'dflDoaHB....        62.000 


Bondi  and  sloob 

CM) 

Asenti'talMieeB. 
IntocBt 


OF  AMERICA,  New  York,-^ontinued. 

Underwriten  at  Nev  York  A  Bottoo  Uo^dB  and  the  Umon  Un- 
dorwriten.    No  loos  by  San  Fkandaoo,  1900»  oonflagratioii. 


NefcBurphis 127.041 


Total 


S210.065       Total $210,086 


■mount  of  mcmben*  fiafaility.  $200,000. 

RISKS  AND  PREMIUMS:    Rra  risks  in  foroe.  Deeonbv  81. 
I8.7S4.575;  pnauums  theraon,  $38324. 

fiUSINESB  SINCE  ORGANIZATION:    Pramiuma  reeeiTed. 
$545,086;  loaM  paid.  $141,087;  dividendB  deelanxl,  $71,862. 

B0NS6  AND  STOCKS  OWNED: 

BORDS. 

N^YjGa^  EL  Lfe,  Ht.  A  P,  1040. 4%. . 

On.  Short  Line,  1929.4% 

ChL,  R.  L  ft  Ptee..  1988.  4% 

Brie.  Pk,  ooL.  1«61.  4% 


Pfe.  Co.  1931,  4ei 

Ateb..  T.  ft  &  F«,  1996.  4%. . . 

P*.  B.  R..  1916,  8*% 

So-PbOL,  1965.4%. 

Ont  PiM.,  1940,  4% 

Ol.  B«L  ft  Qniney.  1921,  4%. 
NewYQrikG7.,1059.4% 


Par 

Maiket 

Yahw. 

Vahw. 

$5,000 

$4350 

6.000 

4,000 

10,000 

8.900 

10,000 

9,000 

10.000 

9.600 

10.000 

9.600 

10.000 

10.000 

16.000 

18300 

26,000 

23300 

26.000 

24350 

60.000 

60,000 

Coonfidatod  Gas.  N.  Y 

WaAimtoo  Wat.  Pow.,  Spokane. 


6,000 
11.000 


6,450 
13,000 


Totab  (book  value,  $180^960) $191,000      $187,040 


MISCBLLANB0U8:  Fonned  aa  Eodtable  Fire  Lbyda: 
imant  title  aaaomed  Nombar  26^  19^.  HaU  ft  Trowbndge 
ate  maaage  the  Amflrieaa  Lloydi,  the  Great  Weatem  Lloyfi, 


ADVISORY  COMMITTEE: 
WimaL.08den. 


F.  S.  Baaei,  Joaeph  E.  Brown. 

Liabilit] 

.,  N.  Y.  and 


uamnty 
Aaawned. 

$10,000 


UNDERWRITERS: 

Joaeph  E.  Brown,  of  Blake  Broi.  ft  Co 

Boston. 

¥nadM  S.  Bangp.  of  Guthrie,  Baaei  ft  Van  Sindaren. 

New  York 10,000 

Jaeob  D.  lit,  of  lit  Broe.,  PhiladiJphia.  Pit 10,000 

H. B.  Sedgwiok, of  Sedcwiek, CoDiiMftCo.. London. 

Enc 10.000 

Har?e7  Childa.  Jr.,  of  H.  Chikb  ft  Co..  Fittdbiu^  Pft.  10.000 
J(^  G.  Stapheneon,  Jr.,  2d  vioe-preB.  Arbutonot- 

Stephenaon  Co.,  PittabnrK,  PIl 10.000 

Wilfiam  W.  Lawrence,  prea.  National  Lead  Co.,  N.  Y.  10.000 

Harry  J.  O'Brien,  inaaranoe.  Chicago,  III 10,000 

Adolph  Gowel,  N.  Y 10.000 

William  J.  StiU.  of  Jaeob  Adkr  ft  Co..  N.  Y 10.000 

Chariea  H.  Zahnder,  prea.  Auatin  Coal  ft  Coke  Co.. 

New  York 10.000 

Chariea  Adkr.  of  Jaoob  Adkr  ft  Co..  N.  Y 10.000 

Hana  Sehmidt.  of  Sefaoellkqpf  ft  Co.,  Buffab.  N.  Y.  10.000 

WilliB  L.  Ofldao.  of  W.  L.  Osdan  ft  Co..  N.  Y 10,000 

Spenoer  Kelkig,  of  Chariea  C.  Kellogg  ft  Soxm  Co., 

^SoInTy!:. T7r. 10.000 

Anguat  Heckaeher,  <&eotar.  N.  J.  Zinc  Co.,  N.  Y. . .  10.000 

Martin  Sehienkaiean.  eimita&t,  N.  Y 10.000 

Henry  G.  GeniMrt.  of  Oennert  ft  Gennvt.  N.  Y. . . .  10.000 
Henry  A.  Shvwin,  prea.  The  Sbarwia-WiIBanie  Co., 

CMand,0 10.000 

EdwaidETkan.  of  E.  E.  Hall  ft  Co..  N.  Y 10.000 

Wm.  H.  AndrewB,  prea.  IVatt  ft  Lambert,  Ine..  Buf- 
falo. N.  Y 10,000 

C.  C.  BaDantyne.  yieeixea.  The  Sherwin-Williama  Co.. 

Canada,  Ltd. 10,000 

DvwinrD.  Martin,  of  Larkin  Co..  Buffalo.  N.  Y. . . .  10,000 

Edgar  Pafaner,  pna.  New  Jeneyfflno  Co..  N.  Y 10300 

^^S^  A.  Higgina  of  Wm.  A.  Higgina  ft  Co..  N.Y. . .  10.000 


NATIONAL  UNION  FIRE  INSURANCE  EXCHANGE  OF  WQUOR 

DEALERS,  Kansas  City,  Mo. 


Attomeya.  D.  J.  Flinteer  ft  Co*    Organiaed.  1918. 


inter-inaoranee  wrehlnge  organiaed  in  July.  1913. 

oontraet  with  an  old  time  fire  oompany  idicreby 

QflB  aO  liabffity  taken  by  the  National  Dealera. 

tnanranee  obligate  the  inaured  for  an  additional 


prenuum  equal  to  the  one  ooUeeted.  AH  riaka  written  at  tariff 
rates.  Tlie  attomaya  adviae  ua  that  when  the  memben  are 
auffieient  to  juatify  it  thoy  will  aeaume  their  own  liabilitiea.  No 
atatement  for  1914  haa  been  obtainable,  though  requeated. 


UNDERWRITERS  AT  NEW  YORK  AND  BOSTON  LLOYDS,  New  York. 

AttofMiy,  E.  E.  HtO  aad  C.  A.  TVowWdfe,  123  Wilnm  Sb«t,  New  Yoric.    OtiuiMd,  18t2. 


Unearned 

Surphiaaa 
toFyh'ra 

Net 

Total 

Xjoaaea 

Total  Ex- 

Loaaea 

Tub 

AaMto 

Pkemiuma 

JnVOUIUDDM 

Income 

IVud 

Dividenda 

Expenaea 

penditurea 

Inouired 

1114 

8128,287 

825.322 

843.815 

849.652 

^853.569 

85.021 

84.372 

816,786 

1826.179 

89.988 

1913 

109,300 

24.583 

*83.875 

37.980 

42.328 

30.427 

2.980 

17.554 

50.961 

28.726 

19U 

118^772 

21.554 

•87.536 

43.781 

46.511 

5.289 

2.283 

17.476 

{25.048 

6.728 

mi 

100.100 

20.385 

•72.968 

47.306 

49.422 

2.534 

1.460 

^Mii 

20.905 

2.372 

ItIO 

87415 

13.588 

•58.949 

26.862 

28,021 

3,105 

7,802 

10,907 

3.241 

•  Ako  additkmal  fiabilily  of  undarwritera,  8160,000.        %  Ezoluding  depoaita  of  underwriteca.        S  Exeludea  paymenta  to  retirinc 


Dk.  81, 1914. 


CM 
ThaoL 


8^11 
896 


LiABnimB,  Dae.  31, 1914. 

85,150 

25322 

1.000 


878,760   Loaaea uapaid... 
48,680   TJnaanea  pfCBM 
8J11   OtfattliabiStiea. 


Total  Babffitiee., 
TJndia.'  depoaita. . . 
Netaurphia 


831.472 
53,000 
42315 


Total 


8126.287       Total 8126.287 


RISES  AND  PREMIUMS:    FIxeriakaiAforee,  Deeember  31, 
88,175306;  prenuuma  thereon,  848.546. 

BUSINESS  SINCE  ORGANIZATION:   Fkemhuna  raoeiyed, 
8309.581;  kiaaea  paid,  845.977;  dividenda  dedand,  811.095. 
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BONDS  OWNED; 

btAOtNo..  19M,«% 

R  T.  Or,  IMl.  41% 


Totaliftiookn 


1.178^7)... 


ra.7M 


ID  Diintad  iMtnlr  trom 

^*(!^rf  N«r'  V^  'Vbe  muB^mot  <i  Ibt  Modabori 

WM  nai«nd  to  HiO  A  Ttowtalo  in  Juuury.  1810,  vlu  sin- 
dntt  iB  iSun  ilau  Una  dndlK  (0  IhoM  o(  otbtr  Uoydi  in  thar 


BOSTON  LLOYDS.  New  York. 

—Cont. 

Lubaiv 

Uinm 

■■ilv 

^^:e^= 

10,000 

::::    ig 

...     ,r        f, 

:'5.-:::::;:":::::: 

:::    {S5S 

i 

■""^ 

■■■■    !35iS 

i:  : 

,N.y 

NEW  YORK  FIRE  AND  MARINE  UNDERWRITERS,  New  York. 


Atta>yo..W->Il<>oi; 

F«i&ABi4lma8(>.WilIi«aBt.N«wYoric    O^iM.  ISM. 

Ym 

A-h 

Un«>»ed 

WIS 

Prammu 

■r. 

■ST 

Dtndnxk 

£«..• 

ToWBi- 
mdilcra 

LOM. 

iHcnd 

»H 

SM.M 

t7S.lU 
M.OM 

7t,ai: 
Bsino 

IS3.H£ 

52,078 

tM,7M 
1M,»0 

I17S,77B 
210117 
t!01.*3« 

„..«. 

il^ 

» 

S«.llt 

1X3.170 
11.113 

t  iBduda  1140,000  eootiAuUd  by  luuUnmWn.    tEicluitaa  nibwribtn'  di 
a.  Dbo,  tl,  IIU.  luuuiiB.  Dm.  tl,  1S14. 

litoeki...    tUt.400   l4)iMi>ii(«id tt«331 

IB,MS    nnHnedFraia....       t7I.lU 

tutm....        49.170    OthvlUtdHiM H.OU 


,    ITopoKojdwtdn. 


1,TM 

1,000       ToUHUWiea... 


U89,U7       ToUl t3S»,U7 


BISKB  AND  FREMIUUa:    Rn 
tll.770,Hl:  [nmiuiia  lbn«,  tlD2,llB: 
liiki  In  lore*,  il.lU.BJi' 


B0ND6  OWNED: 


tbttton,  140,080, 


mi.OiBL.im.i% 

S.EA.ms,»% 

B».I»„UM.I% 


B.100 

lO.OOO 

u.ooo 


UISCELUNEOUB: 


ihuiad  to  Nsv  Yvfc  CanmntU  DsdBwriMn,  Uv  10.  IMM- 
nwBt  tiUo  Mtuowd  »11.  ItaoHMd  omS  ■  iiiiiii  bv^ 
1S«3  10  18««.  whn  it  HinwwdJB  tlM  FU&idaiphk  Untwl  Fh& 

■Me,  HaD7  BUwirt  A  Son,  tntica  iSartng^uikil  ig«0° 
ins.  1«H),  nn  ■ppoiiiMd  itloriim  Iv  tba  imdawiilwK  bat 
00  DtMmbgr  31.  IDIO,  it  nsmtd  ill  ovHUnifiu  lUo.  iM«H  in 

■■"•-■"■  Will««,PMk»H«d«M.f    -     ^^     ■■^■ 


m  Yntk  Fin  ud  Muii 


.      ..    _..   (,  Robt.  L,  V 
F,  Wrcaki.    UibiUCy  ualimitw  ina  ju 
TERRTTORY  COVERED:    JUw 


NEW  YORK  FIRE  LLOYDS,  New  York. 

Attonwri.  A.  B.  Conk;  J.  W,  Fattmon:  Dsputr  Attarotr,  Geo,  J.  Soott,  i  Sector  St.,  New  YiA.    OnuiMd.  IMJ. 

HISCELLAHE0U9:    Thk  Unydi   ia  not  now   tmnowtina  i    •L.N.  Y.iHonoi  E.  Fm,  101 W.  Slndit^N.  Y.;  On.  RolfiMa,3a 
MtTtbDHHi.  Bnwl  at..  H,  Y.:  Ob,  RaiMr,  Jr..  St.  Andmn  Hatd.  N,  Y4 

UNDERWRITERS:    H.  W.  Dootv,  SO  Bn«d  rt,  N.  Y.;       *■  E-  B""*.  BrooUyn,  i.  W.  PUUnoo,  2  Emler  iL,  NTY. 


I.  J.  Mann,  Jr.,  40  WiU  n..  N.  Y. 


iiy,  30 

W.  J.  E 
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NEW  YORK  RECIPROCAL  UNDERWRITERS,  New  York. 


Attorneys,  Alfred  0.  Eraos  and  E.  B.  Swinney.  90  West  St.    EstabliBhed,  1891 

■ 

Tui 

Amdtt 

Unewned 
IVwnwiM 

Surplus  as 
toFyfa'n 

Net 
I^eoiiunii 

Total 
Inoome 

Loaaes 
Fkid 

Diyidends 

Total  Ex-       LosBBB 
Expenaes     pendituns     Ineaired 

1914 
1913 
1912 
1911 
1910  1 

81350.665 
1384,119 
1.874319 
1.7D1384 
1.730.126 

8876,759 
272392 
254.092 
259360 
258.981 

81376349 
1368,019 
1392.164 
1.142,445 
1.174326 

8567.759 
582337 
598.145 
602.115 
600351 

8632324 
635,434 
648380 
647.670 
648338 

8189303 

37,093 

14351 

23.679 

8.663 

8426392 
379.106 
348,736 
822.038 
335,764 

8103386 
107,821 
109.697 
106.796 
108326 

8669.981 
524,020 
472.484 
452312 
452.653 

8188.447 

86.893 

14351 

23391 

9.520 

Aaans,DK.31,1914. 

Boads 8546.644 

Cisk 1386,720 

IVeDs.iiiioon 8.094 

Irtowfc 9,027 


LiABiLRns,  Dw.  81, 1914. 

Loases  WMrnid 885 

Unearned  preoa ....  276.759 

IMWdends 292.022 

Other  fiabilitisB 5.000 

Total  liabifities...  8578,816 

Surplus 1376,849 


Total 


81,950,665       Total 81,950.665 


RISKS  AND  PREMIUMS:    Rn  risks  in  foree,  Deeember  81, 
1144.712348;  premiuM  thereon,  8553317. 

BUSINESS  SINCE  ORGANIZATION: 
te.6U.778;  kasea  pud,  8508347;  dividawfa 


BONDS  OWNED: 
OuBess  Got.  Huk.  Rya.  c.,1921^13%. 

N.  Y.  &  C.  Imp.,  1962,  4% 

N.Y.S.B.C.T^1942.4% 

N.Y.C.D..  1027.  8i% 

N.Y.C.MMiB..  1917.4% 

N.Y.C,1917,4i% 

N.  Y.  C.  n.  fwr.,  19Ukl6-17,  6%. 

Balto.,Md..n.sr.i]iq>..  1961.4% 

Newark.  N.  J.,  mkt.  1043. 44% 

Waterbny.  Coim.C A  Pd.  Sta.  ft  Rra 
flta..  1926-27,  4i% 


Pmuams  reeeiTed, 

dedarad.  88399.758. 

Par 

Market 

Vahie. 

Vahw. 

825.000 

822.093 

100.000 

101.875 

25,000 

25312 

20.000 

18,700 

50,000 

49.750 

25.000 

25375 

20.000 

20.000 

25.000 

24312 

25.000 

26300 

20,000 

20.000 

Par  Market 

Bonds  OwKWD.—Ccnt.  Vahie.  Vahie. 

A.  C.L.L.  AN. ool.tr.,  1952.4% 820.000  820,000 

C..B.ftQ.ILR.I]LDiT..1949.4%....  20.000  19,076 

LeL  V.  R.R.  n.  m.,  2003. 4% 20.000  18.800 

Norf.  ft  W.  iCr.,  1  OB..  1996, 4% 20.000  19,150 

Ota.  R.R.  ft  NaT.  OS.  cjD.  1946.4%....  20.000  18325 

Pa.  R.R.  or.,  1915. 81% 20.000  19,800 

Fft.R.R..0B.m..l948.4% 15.000  15.000 

St.L.,I.M.ft8.R.G.  I>iT..1933.4%,  20.000  14,400 

St  L..  P.  ft  Nwn.  Rt..  1  m..  g..l948. 5%  30.000  31.725 

Un.Pto.R.R.  1.1947, 4% 40,000  88,950 


Totals 8560,000      8546,644 


MISCELLANEOUS:  The  foregoing  statement  is  a  eummary  of 
about  495  private  aooonnts  of  sabeoiben  who  redproeate  firs 
insoranoe  indenmitgr  in  the  office  of  tho  attonieys.  (Tranaaola 
only  inter-insuranoe  between  members.)  Each  mratkber  becomes 
liable  to  the  estent  of  not  exceeding  82.000  for  each  risk.  This 
amount  is  not  paid  in,  but  premiums  are  oredited  to  his  account 


until  thQT  amount  to  84,000.  any  excees  beinp^  subject  to  with- 
drawal. Writes  sprinklered  ousineBB  only.  Lunit  of  liability  of 
each  subscriber  in  a  heal  conflagration  is  820,000;  which,  howetw, 
may  be  reinsured  in  excess  of  the  first  820,0(D0.  * 

ADVISORY  COMMITTEE  AND  TRUSTEES:  Arthur  W. 
Watson,  William  T.  Eraos,  James  A.  Swan,  Robert  M.  Dooaldsoa, 
Albert  Plaut,  E.  C.  B.  Fethsntonhaugh.  Samuel  C.  Piria. 


NORTH  AMERICAN  INTER-INSURERS  OF  THE  CITY  OF  NEW  YORK, 

New  York. 

Attorneys,  Benedict  ft  Benedict,  35  Nassau  St.    Organised.  1892.  


Tm 

Assets 

Unearned 
Premiums 

Sunlusas 
to  P'yh'is 

Net 
Premiums 

Total 
Income 

LOSMS 

Paid 

Dividends 

Expenses 

Total  Ex- 
penditures 

Losses 
Inenrrsd 

1914 
1913 
1912 

366.334 
846,637 
341324 
821324 

884327 
37,096 
35.947 
33371 
33.645 

8853.941 
328.868 
810.182 
807.025 
286316 

868.777 
73.798 
69,466 
67334 
67,626 

883.263 
87,718 
32,650 
79327 
79361 

81370 

1300 

38 

583 

849372 
44.634 
68.182 
42354 
53.792 

815.173 
15,957 
14,995 

866.415 
61,891 
73315 

81341 
1389 

1911 
1910 

t57,767 
•68322 

614 
44 

Kiffinding  $2,465  returned  to  member  changing  class.       %  Exchiding  payment  to  withdrawing  manbers. 


Bonds  and 

GsA 

ifSBtS* 


31,1914. 

..     8269,100 

114.428 

2,062 

3,099 


IdAaaaoBt  Dm.  31, 1914. 

Uneamadprems....      834.227 
Other  liabi&ties 516 


Total  liabilities...      834,743 
Surphis 853.941 


Totsl 


8388,684       Total 8388,684 


RISES  AND  PREMIUMS:    PSre  ziskB  in  force, 
115,985,434;  pnmiinu  thereon.  868.454. 

BUSINESS  SINCE  ORGANIZATION:    Pramimns 
IB71340;  kasea  paid,  837,084;  diriden<b  declared,  8413 

Par 
BONDS  OWNED: 

SBiaaPte.,4% 


31. 


0BD|bn]PM..~4^'. 


!.Y.C.ft4LlL.4% 

^  Short  Line.  4% 

aij.B.fta.4% 

5LCaBtial,4% 

8ia  Domingo,  5% 

N.T.WcstehaterLt.5% 

htarttto.  Met..  4*% 

5*J-M»*% - 

S- 8.  Steel,  op.,  6% 10.000 

CeBttalolGa.,5% 5,000 

J.y..Cld.ftSLL..4% 5.000 

|p.Pte..4% 5.000 

UeBCo.aM.5% 5.000 

H.Y.Bya..4% 2,000 


Value. 
850300 
50.000 
30.000 
25.000. 
15.000 
15.000 
15.000 
10,000 
10,000 
10.000 
10,000 
7.000 


receired, 
.735. 
Market 

Value. 

849.500 

58300 

29,100 

23.500 

13300 

13,800 

14,100 

9,000 

10.000 

10.000 

7,700 

3.780 

10300 

5,250 

4,750 

4,600 

5.200 

1320 


Totafa  Qwok  Tahe,  8270315) 8279.000      8269.100 


MISCELLANEOUS:  Formed  as  North  American  Lloyds: 
present  title  assumed  April  15.  1896.  This  sssoeiation  traasaoti 
mter4nsurance.  and  has  been  under  tho  present  management 
since  1001.  Each  member  de^ts  a  bond  tor  twice  tho  amount 
authorised  to  be  written  for  hmi  on  a  siogla  risk,  and  tins  bond 
represents  tho  extent  of  his  fiabifity. 

liability 
UNDERWRITERS:  Assumed. 


AnokL  CoHtable  ft  Co^  881  Broadway.  N.  Y 

R.  HVMacy  ft  Co»  1817  Broadway.  N.  Y 

Stem  Bros.,  37-45  W  42d  st.,  N.  Y 

Abraham  ft  Straus,  422  Fulton  st.,  Brooklyn,  N.  Y. . 

Woodward  ft  Lathrop,  1007  F.  st,  Washington.  D.  C. 

B.  Altman  ft  Co.,  357  Fifth  aTC  N.  Y 

R.  H.  White  Co..  Washington  and  Bedford  sts.,  Bos- 
ton. Mass 

Strewbridge  ft  Clothier.  Market  and  Filbert  sts.,  Phila- 
delphia, Pa. 

Pittsburg  Dry  Goods  Co..  933  Penn  ave.,  Pittsburg,  Pft. 

Frederick  Looser  ft  Co..  Fulton  wad  Bond  sts..  Brook- 


^  lyn,  N.  Y. 
The  John  I 


Shillito  Co..  Race  and  7th  sts.,  Cincinnati.  0. 

C.  F.  Hovey  ft  Co.,  9  Chauncey  st,  Boston,  Mass. . . 

John  Wanamaker.  Broadway  and  9th  st..  N.  Y 

John  Taylor  Di^  Goods  Co..  1034  Main  St.,  Kansas 
City,  Mo 

Lord  ft  Taytor.  Inc..  5th  ay.  ft  39th  st.,  N.  Y 

Brooks  Bros.,  1932  Broadway.  N.  Y 

American  lithograi^uc  Co..  4th  aye.  and  E.  19th  St., 
N.  Y 

Kaufmann  Dept  Stores.  400  5th  ave..  Pittsburg.  Pft. . 

Sbley.  Lindsay  ft  Cuir  Co..  22  Clinton  ave.,  N.,  Roch- 
ester. N.  Y 

Baleh.  Price  ft  Co..  14  Smith  st.  Brooklyn.  N.  Y. .. 

Gimbel  Bros.,  Ine^  7  Grand  ave..  Milwaukee,  Wj»... 

L.  Bamberger  ft  Clo.,  Newaric,  N.  J 


820,000 
20,000 
20.000 
20.000 
20.000 
20.000 

20,000 

20,000 
20,000 

40,000 
20.000 
20.000 
20.000 

20.000 
20,000 
20,000 

20,000 
20.000 

20.000 
20,000 
10,000 
20.000 
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NORTH  AMER.  INTER-INSURERS  OF  THE  CITY  OF  NEW  YORK,  New  York.— C<wa. 


TJirDBBWBimts.— CoNJ. 

LMher,  Whitman  A  Co.^70  Broadway.  N.  Y 

The  H.  k  S.  Pogue,  20  W.  4th  et.  Cinannati,  0.. . . 

Hamlina, Inc.. 256  Main  st.tBu£falo,  N.  Y 

H.  C.  F.  Eoeh  ft  Co.,  132  W.  125th  it,  N.  Y 

The  Mfty  Department  Stoiee  Co..  500  Waaldngton  ave.. 
ois,  Mo.. 


St.  Louis. 


W.  M.  Whitney  &  Co^  43  N.  Pearl  et.  Albany.  N.  Y.. 

L.  P.  Dommenoh  k  Co.,  57  Greene  et.,  NTY 

Emery  Bird  Thurer  Dry  Ooodi  Co.,  1016  Orand  ave., 
KanaM  atyTMo 

L.  S.  Donaldion  t  Co.,  601  NiooQet  ave..  Minneapofii, 
Minn 

Paantyant  k  Co.,  434  4th  ave.,  N.  Y 

The  Denver  Dry  Goods  Co.,  1501  California  st.,  Denver, 
Colo 

Frederkk  Vietor  k  Aohelk,  06  Spring  si.,  N.  Y 

Weinetook,  Lubin  k  Co.,  400-18  E  st.,  Saeramento,  Gal. 

8.  Eann,  Sons  k  Co.,  705  Market  Spaoe,  Washington, 
D.  C 

The  Fair,  Monroe  k  State  sts.,  Chirngo,  01 

Jones,  MeDuffee  k  Stratton  Co.,  25  IVanklin  si..  Boa- 
ton,  Mass 

Browning.  Eing  k  Co.,  16  Cooper  square,  N.  Y 

L.  Greif  k  Bro..  BaWmore,  Md. 

Wm.  Iselin  k  Co.,  843  4th  ave.,  N.  Y 


liability 
Assumed. 

810,000 

10.000 

5.000 

10,000 

10.000 
10,000 
20.000 

sfioa 

5,000 
20.000 

5,000 
5,000 
5,000 

5,000 
5,000 

5,000 

5,000 

5.000 

20.000 


liabifity 

UiroiBWBims.— Cent  Ammwd. 

Dives,  PooMroy  k  Stewart,  328  Market  st.,  Harrisbarg, 

P* $5,000 

Bogn  ft  BuhU  Pittsburg,  Pa. 5,000 

li^Os  ft  Gibb^  Ino.,  286  4th  ave.,  N.  Y 10,000 

Hoohsohikl,  Kohn  ft  Co.,  Baltimoie,  Md 5,000 

llie  Halle  Bros.  Co..  1224  Euefid  ave..  Clevebod. . .  10.000 

Wheekr  ft  Motfeer  Meroantale  Co.,  St  Joseph,  Mo...  20,000 

Morse  ft  Rogers,  21-81  Hudson  st,  N.  Y 5.000 

Cooper,  Coats  ft  Casey  Dry  Goods  Co..  Los  Angeles. .  20,000 

Jas.  MoCreery  ft  Co.,  N.  Y 90,000 

Bloomingdale  Bros.,  N.  Y 20.000 

Best  ftCo.,  N.  Y 10,000 

Hunter,  Tuppen  Co.,  Syraouse,  N.  Y 6,000 

R.  H.  Stearas  ft  Co..  Boston 5,000 

Frank  ft  Dugan,  N.  Y 5,000 

Fownes  Bros,  ft  Co.,  413  W.  40th  st..  N.  Y 20,000 

MoGibbun  ft  Co.,  1  ft  3  W.  37th  st.  N.  Y 5.000 

Fleitmann  ft  Co.,  354  4th  ave.,  N.  Y 10,000 

N.  Snellenberg  ft  Co.,  Phila..  Pa 20.000 

Eager  ft  Bro.,  Laneaster,  Pa 5.000 

Total 1815,000 


TERRITORY  COVERED:    The  eompany  is  lieansed  in  OsL, 
Cob.,  D.  C.  IIL,  Md.,  Mass.,  Minn.,  Mo..  N.  J.,  N.  Y. 


NORWEGIAN  UNDERWRITERS,  New  York. 

Attorneys,  Winooz,  Peek  ft  Hughes,  8  So.  William  St.,  New  YoriE.    Orgsnised, 


YlAB 

Assets 

Unearned 

Surpluses 
toFyh'rs 

Net 

Prwnmma 

Total 
XnoffmA 

Losses 
Fkid 

Dividends 

Expenses 

Total  Ek- 
penditures 

Loeiet 
Inooned 

1014 

1251,136 

871,042 

5 

15 

11 

22 

$120,714 
62 
51 
13 

66 

8170,285 
3 

57 
28 
36 

tll88,008 
3 

57 
28 
36 

824,466 

881,060 
2 

14 
4 

41 

166,406 

2 

14 

861.063 

1013 

t67 
66 

34 
S8 

1012 

1011 

4 

1010 

I  Cash.    tEnhides  8118,446  of  underwriters' donations. 

Ambtb,  Dm.  31, 1014.             LukiiumB,  Dm.  81, 1014. 
K.Y.Cbonds. 8123,000    Lossesunpaid 836.751- 


Cssh 

Agents' balances. 

Interest 


83.018 

41.867 

2.351 


Unearned 
Other 


ties. 


71.042 
13.620 


Total  liabititiss...     8121,422 
Surplus 120.714 


Total 


8251,136.     Total 8251.136 


Members'  liability  unlimited. 

RISKS  AND  PREMIUlifS:    Fire  risks  in  f ores,  December  31, 

S, 616,888;  prantums  thereon,  878,483;  marine  and  inland  risks 
foroe,  82,762,474;  premhmM  thereon,  860,148. 

BUSINESS  SINCE  REORGANIZATION:  Prenuums  r^ 
•emd.  8179,285:  lones  paid,  824,813. 

MISCELLANEOUS:  This  Lfeyds  was  formerly  active,  but 
withdrew  from  general  business  in  1897.  Prior  to  Jan.  22,  1913, 
B  was  known  as  the  New  York  Central  Ltoyds. 


SUBSCRIBERS:  Th.  AmeBn,  Bergso,  Norway;  BsgnnJd 
Blakstad,  Christiania;  H.  K.  Borohgrevink,  Cfarietiania:  Joh.  F. 
Bratt.  Tiondhjem;  G.  M.  Biyde,  Christiania;  Cfar.  ChrisleiMa. 
SandoQord;  Chr.  Frederiksen,  Stokmarknes;  Einar  Qierstan,  Bsgev 
AdolfEUseth,  Bemn.  Adolph  Halvoraen,  Bergen;  MapmsHshv- 
sen,  Trondhiem;  William  aumok,  Bergen;  Thomas  Hef^  Gbrw- 
tiania;  J.  H.  Janson.  Christiania:  A.  Jenson,  Trondhjcm;  0.  J- 
Kaarbo,  Svolvaer;  Bull  Kioetenid,  Drammen:  Qvnnar  Kbookb. 
Porsgrund;  Knut  Knutsen,  Haupwmd:  Gottfr.  Kuhnle,  Bcrgm 
Fred.  Langaard,  Christiania:  A.  0.  Lindvig,  Era^ero;  Chr.  B. 
Lorentsen,  Chnstinia;  Breoo  Morgenatienie,  Cfanstiania;  Job. 
Lttdw.  Mowmokel.  Bergen;  Afaik  Rodseth.  Berno;  A.  SeottrHsa- 
sen,  Christiania;  E.  BulTSimonsen,  Trondhiem;  GnsUv  Skamariue. 
Christiania:  Chr.  P.  Staubo,  Cfaristianii^B.  Stolt-Nlebsn.  Hanee- 
sund;  P.  Volckmar,  TrondhJem:  Alf.  L.  Whist  Christaama;  R- 
With,  Stokmarknes.  Sam  Eyde  and  Herman  F.  Qad^  CfariBtania; 
Alex.  Beoh,  TvedestrandrChr.  Bjelland,  Stavanger,  Jens  N.  A. 
Ellingsen,  Sigerfjord. 

TERRITORY  COVERED:  The  oompaay  is  licensed  in  Dl.. 
N.  Y.  and  Wis. 


PACIFIC  AUTOMOBILE  INDEMNITY  EXCHANGE,  Los  Angeles,  Cal 

Managers,  Individual  Underwriting  Corporation. 
This  is  an  mter>insuranoe  association,  organised  in  1912. 


PLANTERS  UNDERWRITING  ALLIANCE,  St.  Louis,  Mo. 


Attorney  and  Manager,  Geo.  B.  Monroe  k  Co. 

This  ittter-insuranoe  organisation  was  understood  to  be  doing  business  in  1911.     Attempts  in  k)catfaig  this 
gnsQccesrful. 


eonesra  have  \mm 


REPORTS   OF   FIRE   INSURANCE   COMPANIES. 


371 


PORTLAND  MARINE  UNDERWRITERS,  Portland,  Me. 

AttocBCj  tad  Mtntgs,  Albert  B.  HtD,  17  Ezahtnie  St. 

it  oooneottd  with  NortM, 


ITh  Minfiitioa  hm  been  tnoBtoting  marine  iiwuTtnoe  ainee 
1887.  It  ia  andentood  to  be  oompoaed  of  50  aabeoriben  tad 
he^  faad  oT  150,000.  wfaaeh  ia  held  for  tha  pcotaetkm  of  poBoy- 


holdara.    Albert  B.  Hall,  tha  ti 
Hall  ft  Webeter,  iaiuiaaee  agaaia  at 


PRINTERS  AND  PUBLISHERS  INSURANCE  ASSOCIATION,  Waco,  Tex. 

ji  cnhaoga  waa  reported  to  have  been  organiaed  in  1918  by  V.  K.  Beennetta  k  Co. 


PRINTERS  AND  PUBUSHERS  EXCHANGE,  Houston,  Tex. 

TUi  iaftaviomaaea  aaeoeiation  waa  organised  in  1011  to  earry  tha  riaka  of  printen  and  pabfiihan. 


PROPERTY  UNDERWRITERS  ASSOCIATION,  San  Francisco,  Cal. 

Attonuy-in^aet,  C.  J.  Stord.    Qrganiaed,  1913. 


TUi  eompaay  began  writing  buainea  with  200  membeia. 
vritai  antonobile  and  motor  eyda  inenranea  covering  fin.  theft. 


It  I   coUiaion, 


Btatea  that  ita 


damage  and  peraooal  liability.    Aa  of  Vmj  20 
approiiniataa  1.200. 


PUBLISHERS  RECIPROCAL  EXCHANGE,  Kansas  City,  Mo. 

Attonej  and  Manager,  Bnioe  Dodaon. 


CMh 
TiAt     Aaaeta 

UnaMned 
IVeninms 

NatCaah 
Sorphia 

Caah 
PNauoma 

Total 
Inoome 

Loaaea 

Ratumed 
to  Pyh'm 

JupauaeB 

TotidEz- 
penditiirea 

Loaaea 
Inouiirad 

1914       l801.40ol 

•3297.375 

8600.041 

$565,903 

1216.309 

1181.350 

t 

3897,619 

3216,360 

tligorea  are  ne*  after  deducting  reinaunuoae  and  35%  fixed 


^ASSETS,  DEC.  81,  1914:  Caah  343JM7;  guarantee  fund, 
1129,000;  net  depoaita  in  ooune  of  ooDeettan,  312,634;  mortowe 
{n«.  33,500:  bonda  owned,  3116.519;  total.  $801,400.    Lm- 


liilitiaa. 


U.S.  Got. 


unpaid,  34,035. 
BONDe  OWNED: 


EtUna. 


Milankae 

S^;;:::::::::::::: 

jMma  CHy,  Mo.,  ae 

waa  City,  Mo.,  judpnent. 

LooirnOe 

CofaBabaa,ae 

D-Moinaa 

SiltLtke  ... 

SuAatoaio 


Market 

Vahw. 

$5,000 
5,000 
5.000 
5,000 
5.000 
4.987 
5.000 

17.383 
4.000 
4.512 
6.000 
4.975 
5,000 
5,000 


BORDB  OWMID.— C<m(. 


Seattle.  WaaLiBC.... 
RoeklBl.Co.,IlL,ao., 
Wayne  Co.,  Mich.... 
DoagbBCo..Neb.... 
Bamiiton  Co.,  Teon. . 
State  of  Colorado.... 
State  of  Louiaitna. . . 


MariMi 

Vtfaie. 

35.000 

4.913 
4,787 
4,935 
5,187 
3.340 
5,000 


Total $116,510 


MISCELLANEOUS:  Thb  ia  an  inteiwinamanee 
operated  as  a  aeparate  department  by  Bruce  Dodaon,  managwr 
01  the  Reeiproeiu  Krohange  of  Eanaaa  City.  Mo.,  which  aee. 
The  aboTc  atatment  is  a  combined  one  of  the  Pnbliahera  Reeinrocal 
Exchange,  the  Bakers  Reciproeal  Exchange  and  Laonoerard 
Reoiproeal  Exchange,  which  departments  aregraiqied  in  one  elaas 
in  the  RwwpTOcal  Exdbange. 


RECIPROCAL  ANNEX,  Kansas  City,  Mo. 

Attorney  and  Manager,  J.  W.  Qarvey.    OrgHiiaed,  1906. 


Tut 

Ameta 

Unearned 

^1^ » 

Net 

Surphia 

Net 

Ptemiums 

Total 
Inoome 

Loeaes 
Paid 

Dividends 

Expenses 

Total  £z- 
pendituree 

Loaaea 
Incurred 

Ifli 

1113* 

1112 

155,206 
52,354 
49,581 

$28,361 
26,902 
24.221 

$15,0«0 
14385 
13.755 

$34357 
40,422 
20323 

334.770 
41,383 
31323 

$11382 
18.943 
10.690 

$13397 
12.026 
12.197 

$8,082 
9.719 
5.671 

$83311 
40.688 
28.458 

$11382 
18.943 
10390 

*  Statement  for  14  moatha  ending  December  31, 1913. 

.^^KTB.  DEC.  31,  1914:  Loans,  $26,902;  caah,  $24,796; 
^?i^  premiunM.  $8,467;  other  assets,  $40:  total  assets, 
{A206.  lisUIities:  Unesrned  preaaa.,  $28,361;  dividends  unpaid, 
I1U30(:  total  fiabOitiea.  $40,165. 

Rr  mb  in  Ibree,  December  31.  $3313,635. 

BUSDCESS  SINCE  OBOANIZATION:  PMnhmis  reoei?ed. 
»».a84;k)m«  paid.  $71334;  diiddends  dedared,  caah.  $75,670. 

^TlBiiModrtioQ  waa  orgsaiasd  November  1,  1906.  by  J.  W. 
^«7V,  who  also  manages  the  Lombermena  Exchange  and  the 
Boiooeal  Uaderwritera,  both  of  Kaaass  Ci^.    Each  subscriber 


deposits  $20  for  each  risk  which  he  wishes  to  insure,  his  account 
is  then  oradited  with  hia  proportion  of  the  premiums  written  daily, 
when  these  credits  amount  to  $40.  aaid  amount  ia  added  to  ms 
deposit  of  $20.  and  the  $60  is  set  aside  to  hia  aocountaahk  deposit 
and  reserve  fund.  All  amounts  credited  to  hia  account  thereafter 
are  returned  to  him  in  dividends  at  each  annual  statement,  less 
20%  and  his  proportion  of  kMsea  and  eocpenaes.  Should  a  member 
mthdraw.  his  deposit  is  returned  to  mm,  alao  his  reserve  fund, 
leaa  the  amount  it  would  take  to  cany  the  indemnity  extended  by 
him  to  the  expiration  of  pohdes  in  force. 

ADVISORY  COMMITTEE:    T.  J.  Oneil.  T.  H.  Rogers,  LX. 
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RECIPROCAL  EXCHANGE,  Kansas  City,  Mo. 

Attorney  and  Manager,  Braoe  Dodsoo,  Sharp  Building. 


YlAB 

Cash 
Afloeta 

Unearned 

Net  Cash 
Surplus 

Caah 
PremiumB 

Total 
Income 

Loeaes 
Paid 

Returned 
to  P'yh'rs 

Elzpenaes 

Total  Ez- 
penditoret 

I^IM 

Inenoed 

1014 

11,061,267 

•11,040,242 

12,380.146 

$2,432,164 

$800,045 

$876,751 

t 

$1,766,706 

t89Q.04S 

*  Inolndee  uneaiBed  premiuma.    t  Figures  are  net  after  deduodng  reinsurance  and  25%  fixed  expense  of  administraticm. 


ASSETS.  DEC.  31,  1014:  United  States  bonds,  $25,000; 
state  bonds.  $12,340;  county  bonds,  $60,838;  municipal  bonds, 
$364,165;  real  estate  mortgages,  $21,500;  guarantee  fund.  $305,000; 
net  deposits  in  course  of  ooUeotion,  $31,720;  cash  in  banks,  $140,- 
706;  total,  $1,061,267;  LiabiUties:    Losses  unpaid.  $21,025. 


MISCELLANEOUS:  This  is  a  reciprocal  insurance  institu- 
tioD  of  which  Bruoe  Dodson,  of  Kazoas  City,  Mo.,  is  mana^. 
It  wss  established  in  1000  and  has  several  depaitments  covering 
the  separate  classes  insured,  all  of  whidi  are  nmilar,  hvaing  the 
hasaros  of  manufacturing  risks  uid  coining  within  the  same  gez^ 
eral  dasrification.  The  departments  include  the  Bakers  Remp- 
roeal  Exchange  (1005),  Brewers  Reciprocal  Exchange  (1000),  lee 
Manufacturers  Redproeal  Exchange  (1001),  Laundem  Redp- 
local  Exchange  (1005),  Publishers  Kedprooal  Exchange  (1011) 
and  Ice  Cmam  Maiiufacturers  Reciprocal  Exchange  (1014). 
Separate  statistios  axe  kept  for  the  industries  which  are  grouped 
into  three  special  elnsseo.    Brewers  is  classified  separately,  while 


the  Launderen,  Bakers  and  Publishers  are  gnmpcd  toyther.M 
are  abo  the  Ice  Manufacturers  and  the  Ice  Craam  Manutsetum. 
The  savings  to  subscribers  are  credited  according  to  tiie  dsa  to 
which  they  belong.  Since  organisation,  the  manager  infonss  ts, 
it  has  shown  an  average  annual  saving  of  over  40%. 

Under  the  plan  of  the  Reciprocal  Exehanae.  all  funds  sre  avsil- 
able  for  the  payment  <A  kMses;  therefore,  there  is  no  reinniuec 
reserve  liability.  However,  if  from  the  actaal  cash  aants  as  abovn 
in  the  stateoDoant  as  of  January  1. 1014,  a  reinsurance  rsBerre  equal 
to  50%  of  subscriben*  current  deposits  should  be  deducted,  the 
Krnhange  would,  over  and  above  such  rcinsoranoe  reserve  sad  tiie 
Bubscribos'  guarantee  fund,  have  a  net  cadi  surphis  of  $740^. 
The  expenses  of  managgnwit  amount  to  25%  of  the  neauom 
deposit  of  manbers.  The  above  is  the  statement  of  the  ooo- 
bined  departments.  For  details  of  spedal  dasscB  see  variooi  d^ 
partments  listed  in  foregoing. 


RECIPROCAL  UNDERWRITERS,  Kansas  City,  Mo. 

Manager,  J.  W.  Giarvey. 


YlAB 

AsBots 

Unearned 
Plremiums 

Net 
Suiphis 

Net 
Ptemiunu 

Total 
Income 

Losses 
Paid 

Dividends 

Expenses 

Tota  Ex- 
penditures 

Lnses 
Ineumd 

1014 
al013 

$114,072 
115.635 

$57,645 
54,173 

$20,640 
20.076 

$71,015 
87,080 

$76,047 
03,210 

$23,100 
32.741 

$38,253 
35,033 

$16,202 
20.680 

$77,744 
88,454 

$23,199 
32.741 

a  For  17  months  endii«  Dee.  31, 1013. 

Aasm,  Dm.  31, 1014.  LiABiunss,  Dbo.  31. 1014. 

Mortgage  loans.....      $81,688    Unearned  prems....       $57,645 

Cash 27.()68    Div.unpaid. 26.787 

Uncollected  prems..         5,316  

Total  fiabifities...      $84,432 
Surplus 20.640 


Total 


$114,072       Total $114,072 


Fire  risks  in  force,  December  31,  $5,270,400. 

BUSINESS  SINCE  ORGANIZATION:    Premiums  received, 
$753,484;  kMses  paid,  $240,050;  dividends  declared,  cash.  $346,707. 


MISCELLANEOUS:  J.  W.Qarv^ftCo.areabomansgBrBof 
the  Redprocal  Annex  and  the  Lumbenooen's  Exchange.  £k^ 
member  oopoeits  $20  for  each  risk  which  he  wishes  to  insure,  hii 
account  is  ttien  credited  with  his  proportion  of  the  premiums  writtes 
daily,  triien  these  credits  amount  to  $40,  said  amount  is  added  to 
his  deposit  of  $20.  and  the  $60  is  set  aside  to  his  acoount  u  hu 
depodt  and  reserve  fund.  All  amounts  credited  to  his  aeoaant 
thereafter  are  returned  to  him  in  dividends  at  each  annnal  state- 
ment, less  20%  and  his  proportion  of  kMses  and  ex^jenses.  SttcnM 
a  member  withdrew,  his  deposit  is  returned  to  hmi.  abo  his  re* 
serve  fund,  less  tiie  amount  it  would  take  to  cany  the  indenuiit; 
extended  by  him  to  the  expUation  of  poBcies  in  force. 

ADVISORY  COMMITTEE:  H.  J.  Hbdn,  ohaimaB;  T.  J. 
O'Nflill,  L.  L.  Siebel,  E.  C.  Hood  and  T.  H.  Rocos. 


RETAIL  MERCHANTS  INSURANCE  ASSOCIATION,  Newport,  Ky. 

This  aasodaticm  is  reported  as  having  commenced  bunneas  in  1013  under  the  management  of  John  M.  Ebmmond  St  Co. 


SAM  HOUSTON  INTER-INSURANCE   EXCHANGE,  Houston,  Tex. 

This  is  reported  as  commendng  busineas  in  1011. 


SOUTHERN  UNDERWRITERS,  San  Antonio,  Tex. 


Manager,  Van 

This  is  •  redprocal  organisation  inaxigurated  late  in  1007. 
It  insures  only  merohants  with  hi^  rating.  Only  one  risk  in 
a  bkxdc  is  acoqited,  and  lines  are  Bxmted  to  $10,000.  A  sum  eoual 
to  60%  of  the  prendum  depont  is  required  as  a  reserve.  The 
maaa|pr*s  remnmoration  (including  dencal  help)  is  16%  of  the 
Dreniium  deposit.  The  liability  assumed  by  any  underwriter  ie 
nmited  to  the  amount  of  the  unearned  prendum  deposit  and 
one  annnalpremium,  poKdes  bang  nm  nssonsnble.  In  case  of  can* 
eeOation,  the  unezpcoded  portions  of  the  premium  depodt  and 


A.  Webster. 

the  50%  surplus  are  returned.    It  has  about  2,000  suhsoflMt 
and  writes  business  in  Texas  only. 

ADVISORY  COMMITTEE:  W.  T.  MoCamiMI,  prewleat 
State  Bank  ft  Trust  Co.,  San  Antonio;  Ralph  Huso,  pceadeot 
Hugo  Schmdtser  Co.,  San  Antonio,  Tex.;  A.  0.  ^atsnola,  of 
M.  Castaaola  k  Son.  San  Antonio,  Tex.;  Wm.  Aubrey,  comuel 
and  Van  A.  Webster,  manager. 


SOUTHERN  LUMBER  UNDERWRITERS,  New  Orleans,  La. 

Attorney.  J.  E.  WanMr,  416  Hennen  Bldg.,  New  Orleans,  La. 

Tlus  is  a  strietly  inter-insurance  association,  restricting  its 
operatians  to  lumber  mIDs  and  allied  inibstfies  and  commenced 
bosinessJune  1. 1008.  On  June.  1014.  cash  assets  wen  $40,071; 
of  which  the  prneipal  item  was  $31,426  of  cash  in  banks,  uid  con* 
tingeBtasBetsar$26,746,withIiabiUtiesof  $16,805;  unearned  pre- 


mhims.  $13,373;  losses  unpaid.  $2,006;  and  reserve  fund,  $24,666 
Its  net  premiums  for  the  year  wen  $40,120;  and  its  losses  sad  ez* 
prases.  $17,282.  The  aaviaory  committee  is  composed  of  Fred 
Wilbert.  J.  F.  Wilton  and  L.  W.  Gilbert  Ire  J.  Wsmr. 
special  agent  and  inspector. 


SOUTH  WESTERN  RECIPROCAL  UNDERWRITERS,  Wichita,  Kan. 

Attoraor  and  Manager.  F.  L.  Wright. 

This  wflhanae  bspn  business  in  1006.    It  was  organised  for    I    to  memben  of  the  Southwestern  Kansas  and  OUahoma  lapt^ 
the  porpoie  oifurttisbing  protection  on  the  inter-insurance  plan    |    ment  and  Hardware  Dealers  Aasodatkm. 
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SPRINKLERED  RISK  UNDERWRITERS,  Chicago,  111. 

Attanoys  and  Manacen,  Wm.  and  R.  M.  WiOianaon,  MoCanniek  BUSi,  ChioaeD,  III. 

Hiii  JB  an  mtaHSBDranoe  oBnniiatimi,  establidied  April  1 
1007,  uriting  on  ^roparti«  protected  by  automatio  qmnklflr 
equqDMnii.  TIm  naka  are  underwritten  by  the  monben  in  pro 
»ti  iBoontB  by  eaoh  of  tbem,  without  joint  liability.  The 
aoderwriting  agreement  atSpalatea  that  the  mamnniin  nak  and 
the  Bammmi  meaxanee  in  any  titj  bk)ck  shall  be  limited  to 
tt  uMOBt  of  which  ih»  proportion  amnned  tar  each  member 
■biD  not  be  in  eKoeai  of  die  earn  denominated  in  nie  sobacription; 
also  that  no  policieB  ahaQ  be  iaaoed  wbereby  a  member'a  obli- 
tatkna  br  mm  ariaing  from  a  eonflagratkxn  ahaU  exceed  three 
tisM  bia  aofaeeriptioiL  The  gum  of  $2,000  (not  a  cash  depoeit) 
is  deaaiDlnited  a  member'a  aobacriptmn.  Members  muat  be 
lated  by  emnnwrial  ageodea  at  not  leaa  than  $100,000.  The 
Bumaiam  fine  on  any  ain^  xiak,  or  in  any  dty  Uoek,  ia  $100,000, 
ud  each  member'a  midawriting  thereof  ia  i  proportionately 
radiwed  amn  aa  compared  to  hia  aobacription  and  oontinnea  to 


be  ledimd  bv  aeqpntioa  of  additional  memben,  in  lien  of  the 
htter  iaoeaemg  U»  maiinium  polioy  iaaoed.  The  poGdea  are 
vnttm  at  the  iaaoranee  oompaniw  prevailing  raiea  far  the  riaks, 


leaaan  aUowanoe  of  twenty-five  (26)  per  eent.  from 
Exoeaa  of  a  member'a  proportion  of  premium  inoomea  over  hia 
proportion  of  kMaea  ia  at  the  option  of  the  trarteea  xefundabia 
to  him  annually  to  tbe  extent  of  $200  per  annum,  pending  aeen- 
mutation  of  a  atipulated  reaerve,  when  the  entire  eueaa  abovia 
anch  itaeife  ia  rernndable  annually.  If  a  member's  proportion 
of  the  pcemiuma  fiila  to  oover  his  proportion  of  the  kiaaea,  ha  is 
required  to  make  a  depodt  of  the  defidenoy.  Further  under- 
wnting  on  bdialf  of  a  member  must  be  diaoontinued  upon  hia 
notice  to  the  mansgen  to  that  effect,  and  a  retiring  member's 
existing  underwritingB  on  policMs  in  foroe,  may  at  his  optkm  be 
continued  to  expin^ion  or  tenninated  within  thirty  days  by 
transfer  thereof  to  hia  aaaodato  members,  whereupon  the  amount 
to  the  retiring  member'a  credit  is  refundable  to  lum.  Ilie  fimda 
are  in  the  custody  of  tiuateea  elected  annually  and  who  havt 
rapernnon  over  the  management.  Fofidea  coTsring  agunsl 
loaJB  by  sprinkler  leakage  are  abo  issued  by  this  orBudaation. 

The  financial  statement  of  this  company  as  of  Dec.  $1,  1914, 
shows  it  to  be  in  a  sound  and  flouridiing  fiw«ffiyJ  condition. 


STANDARD  FIRE  INSURANCE  EXCHANGE,  San  Antonio,  Tex. 

TUs  weiiaiigB  was  understood  to  have  commenced  budness  in  Texas  during  1914,  with  M.  T.  Stone  as  maBsger. 


TEXAS  FIRE  INSURANCE  ASSOCIATION.  Tyler,  Tex. 

TboB.  A.  Jchneoo  ia  underatood  to  have  organised  this  aaaodation  in  1913. 


TEXAS  UNDERWRITERS  RECIPROCAL  INSURANCE  INDEMNITY 

EXCHANGE,  Fort  Worth,  Tex. 

It  \a  reported  that  this  organisation  commenced  buaineaa  in  1913. 


UNDERWRITING  AGREEMENT,  New  York. 

TUa  ia  a  reeiproeal  aaaodation  writing  fire  risks  among  a  restricted  daas.       The  meetings  are  reported  aa  being  held  at  75 
Spriag  at.  New  York  dty,  ====x=============================================== 

UNDERWRITERS  AT  LLOYDS  OF  MINNEAPOLIS,  Minneapolis,  Minn. 

Attoraey-in-Faet.  Chas.  W.  Sexton.    Organised  1913. 


Te&b 

Caih 
Aaaete 

Unearned 

Net  Cash 
Surphis 

Cash 

Total 
Income 

Losaea 
Paid 

Returned 
toP'yh'is. 

Expcoaea 

Total  £x- 
penditarea 

Losses 
Incurred 

1914 
»13 

1288,130 
270.237 

129,187 
10,155 

1251.880 
252,261 

962,543 
21,958 

$88,355 

21.958 

116.717 
3.162 

916,659 

831,486 
4,609 

864,222 
7.771 

821.658 
4,506 

UflrtMS.loans... 
nahaoditoehs. 
Cofatcrallcen... 
AiEBtB'belaMea.. 

Uidei'adep 

Othsj 


Dia  81, 1014. 


Total 


810.000 

228,995 

42,669 

2,023 

5,000 

431 


LuBiLnnB,  Dia  31, 1914. 

Leases  unpaki $5,562 

Unearned  prems....        29,137 
Other  fiafaffitiea.....  3,569 

Total  liabilities...      837,258 
Sorphw 251,880 


8289,138       Total 1289,138 


todawritiiv  profit,  84,704;  invertmant  profit.  $921. 
m  forocb  December  31,  $58,274. 


_BG8[NS8B  SINCE  OBOANIZATION:   IVemmms  reoelred, 
ttUOl;  kMaas  paid,  819,840. 

MORTGAQE  LO.\NS:  There  are  3  kums  aggregating  810,000 
«  kta  in  Mna.  ft  8.  D.  valued  at  825,300.  There  waa  no  interest 
MaDeoaI>eB.81,laet 

BONDS  AND  STOCKS  OWNED: 


OwatWaatamft 

Cauache0iL0Ua.,f.. 
^BBiBtaftOntarioPt. 
N«iUkA8o.Ry. 


^Bia  Beau  Con.,  eolLtr. 


iftMinnetonkaBy. 

Srxxa. 

^^A]B«.Tg.Co 

>J«baalB  Nat  Bank,  St  dood. . . 
tS^^M*  KafiapeH  Moot. . 
T^CityB^'nMsit.e 


Par 

Maricet 

Value. 

Value. 

86.000 

$4,800 

5,000 

5,000 

5,000 

4jeoo 

5,000 

5,000 

4,000 

3,840 

1.000 

960 

10,000 

10,000 

5.000 

4,900 

5,000 

5,060 

6.300 

5,985 

4,000 

5,000 

5,000 

10,000 

5.000 

5,200 

BoNne  AND  Stocks  Ownid.— Con<. 

SZOCKB.— ^MI. 


National  Bk.,  La  Croaae,  Wia 
Minn.,  St  P.  ft  8.  Sto.  M.  Ry., 
Minn.,  St  P.  ft  S.  Sto.  M.,  By., 

Security  Nat.  Bank,  Minn 

Nortixweetem  Nat/Bk.,  Minn. . . 
Merchants  Nat.  Bk.,  St  Paul . . . 
First  National  Bk..  Minn 


p.. 
c. 


Far 
Value. 

82,000 
6.500 
•5,000 
9,300 

12,900 
6,500 

36,400 


Market 

Vahie. 

87.000 

8,515 

6.150 

46,500 

49340 

18.750 

103,089 


Totals $156,600      $3094B9 

MISCELLANEOUS:  Interast  on  secuiitiee  deposited  by  the 
underwriters  is  paid  to  them  as  received. 

ADVISORY  COMMITTEE:  Hovey  C.  Clarke,  ehainnan: 
Cavour  S.  Langdon,  Earle  Brown,  Fred  B.  Snyd«,  WUIis  J.  Walker, 
Charles  W.  Sexton,  attorney. 

FIELD  MEN  AND  TERRITORY  COVERED:  Chas.  W. 
Sexton  Co.,  gaieral  agmts,  Minneapolis,  Minn.  Gonq^anyoperatee 
in  Minn.  only. 

UNDERWRITERS:  James  Foid  Bell,  IVedmck  8.  BelL 
Russell  M.  Bennett,  John  Birkhola,  Charles  C.  BoTqy,  Anon  S. 
Brooks,  Earle  Brown.  Eugene  J.  Caipenter,  Elbert  L.  Caipanter. 
F.  A.  Chamberiain,  Hovey  C.  Clarke,  Edward  W.  Decker.  Earl 
DeLaittre,  James  H.  Ellison.  John  R.  Freeman,  Camn  Q. 
Goodrich,  C.  M.  Harrmgton,  Horace  M.  Hill,  Frank  P.  Hixon, 
Qeorse  C.  Howe.  J.  B.  Hudscm,  dive  T.  Jeffrey,  Cavour  S.  Lang- 
don, I*.  W.  little,  Edmund  J.  Longyesr,  Sumner  T.  McEiught. 
John  D.  McMillan,  W.  S.  Nott,  A.  L.  Ordean,  E.  N.  Osborne! 
Hany  E.  Penc^  E.  Penninston,  A.  F.  FiOsbuTy,  C.  S.  PilUmiy. 
John  S.  Pillsbmy,  George  F.  Piper,  J.  H.  QneaL  Arthur  R.  Rogm. 
Charles  W.  Sexton.  Thomas  L.  Sherlin,  Fred  B.  Stayder.  John  P. 
Svder.  Frederick  H.  Stoltse.  Charles  D.  Velie,  Fnd  C.  VanDwen. 
Waiis  J.  Walkar  John  Washbora,  C.  C.  Webber,  F.  B.  Weyer- 
haeuser, F.  G.  Winaton. 
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REPORTS    OP    FIRE   INSURANCE    COMPANIES. 


UNDERWRITERS  EXCHANGE,  Chicago,  111. 

Attorney  wd  Manaser.  H.  J.  Stni^t.  72  West  Adams  St    Orguiaed.  1002. 


Uneanied 

Surplus  as 
to  Fj^'ia 

Net 

Total 

Losses 

Total  Ex-  ,     LosBOB 

Ymam 

Aanta 

Fmmuma 

Premiums 

Income 

Pkkl 

Diyidends 

Sipenses 

penditores  \  Ineomd 

1014 

1842.506 

$125,424 

$717,082 

$217,002 

$247,203 

$12,425 

t$25,287 

$38,636 

$763481       $12^ 
64.663           Ijm 

1018 

664,736 

06,080 

568,754 

101,061 

212,502 

7.003 

24,000 

88361 

1012 

518*480 

73,482 

442,408 

145,212 

161,648 

11,474 

120,638 

25.750 

66362 

13,868 

1011 

428,700 

68,172 

860,528 

123.080 

185302 

2,212 

5,580 

2U64 

20.165 

2,213 

1010 

814,608 

53,768 

260.840 

110,771 

110,257 

1,015 

18388 

18300 

88302 

uu 

t  Plaid  retiring  subseribeia. 

A«RB,  Dk.  31. 1014. 

Bonds  and  stocks...  $484,830 

Collateral  loans 57,500 

Cash 277,606 

Prems.  iinooU 14.851 

Interest 7.720 


t  Inehides  $15,723  dividends  to 

LiABiLnas,  Dno.  31, 1014. 

Unearned  preos....     $125,424 
Surplus 717,082 


Total 


$842306       Total $842,506 


BISKS  AND  PREMinMS:    Fire  risks  in  force,  Deeember  31, 
$58370.450;  premioms  thereon.  $240,777. 

BUSINESS  SINCE  ORGANIZATION:    PMnimns  reoeiTed. 
$1,115318;  losses  p^d.  $60,473:  dividenda  dedaied.  $120,087. 


MISCELLANEOUS:  This  is  an  inter4nBarance 
writing  only  sprinUered  rnks.  Only  merchants  rated  at  or  abort 
$100,000  are  eligible  to  membership.  There  axe  300  subscribea 
Each  member  assumes  a  proportKuiate  liability,  not  nceetfioc 
$2300,  under  each  polioy;  and  the  liability  of  eadi  fw  km  eaoged 
by  a  smgle  fire  is  bmited  to  $12,500.  Before  profits  can  be  with- 
drawn by  a  memberj  his  aooount  must  show  n  credit  balance  at 
$5,000.  H.  J.  Straight  is  also  attorn^  for  the  Inter-Luaren 
Ezohange.  This  association  eommemiM  boaineas  Fefarasiy  15. 
1002. 


THE  UNION  UNDERWRITERS  OF  NEW  YORK. 

Attorneys,  HaU  k  Trowbridge.  128  William  Street.  New  York.    Organiaed.  1006. 


Unearned 

Sun^usas 
toPyh'ra 

Net 

Total 

Losses 

Total  Ex- 

LOM 

Ymam 

Assets 

Premiums 

Inoome 

Fkid 

Dividends 

EzpeoMs 

pendituzea 

1014 

$182,100 

$23,601 

$50,484 

$42,554 

t$48,408 

$1,007 

$6,061 

$14382 

*$22340 

$11,941 

1013 

123,025 

20.328 

46317 

88,517 

t45.737 

32.060 

5,411 

15,112 

•52373 

30.173 

1012 

154.681 

20310 

130372 

Bo,cM3 

§44,182 

5354 

4.405 

15310 

•26368 

6327 

1011 

142.627 

10.460 

121.173 

30,008 

t40.643 

21,233 

4387 

14.146 

•80.66i 

21.035 

1010 

186.730 

20.022 

115.460 

38,226 

t44318 

8.338 

3.612 

14,064 

26,01^ 

8325 

•  Eiehiding  payments  to  retiring  subsoriben.       t  Indnding  deponts  of  subsoriben.       f  Excluding  deponts  of  subsetibers. 


ABsms.  Dm.  81. 1014. 


LuMuma.  Dae.  31. 1014. 


Bonds  and  stocks.. 

Cash 

Prems.  nneoUeeted. 
Intcfist 


$114,750 

53,067 

11,660 

1,787 


unpaid... 
Unearned  prems. 
Other  liaUmiflB., 


$10,145 

23.601 

850 


Total  liaUfitifls. 
Undr's.  deposits.. 
Net  surplus 


$34,686 
88,000 
50.484 


Total 


$182,170       Total $182,170 


RISES  AND  PREMIUMS:    Fire  riaks  in  foroe.  December  31, 
$8,822,452;  premiums  thereon,  $47,720. 

BUSINESS  SINCE  ORGANIZATION:    Premiums  received, 
$348,088;  lones  paid.  $100,723;  divklends  dedaxed.  oaah,  $31,028. 

Par         Market 
BONDS  OWNED.  Vahie.         Value. 


B.  R..  Rl  col..  1051,  4% 
GhL,  Burl,  k  Quiney.  1021.  4^ 

Ph.Coa.1031,4% 

Atsh.,  T.  k  S.  Fe.  1005.  4% 

Norf.  80..  1061.  6% 

N.  Y..  Wcito.  k  Bart..  1046. 4i%. 

Beaton  Elec.  By..  1041.  44% 

G.  R.  L  ft  P..  1034,  4% 

N.  Y.  State  Bys..  1062.  i\% 

Aifirondaek  E  P.,  1062,  5%. 

ChLTL1028,5% 

Kings  Co.  Ltg..  1064,  6% 


$5,000 
10,000 
10,000 
15,000 
10,000 
10.000 
10,000 
25.000 
10,000 
10,000 
10.000 
5,000 


$4300 
0,700 
0300 

14,400 
0,400 
7,000 
0,100 

18,000 
8,000 
0,200 

10,100 
4,050 


Totak  (book  Tahie,  $125.181) $130,000      $114,750 

MISCELLANEOUS:  Formed  as  South  and  North  American 
Ilnrds,  in  1876;  title  ohan£ed  to  Aasodnted  Underwriten  at  South 
and  North  Amerinan  lioyds,  December  31, 1001;  title  changed  to 
Umon  Undtfwriten  of  New  York.  Jamuuy  16.  1006. 

Liabifity 
UNDERWRITERS:  Assumed. 

VMsrioB.FS^orFUceBroi.,RefinincCo.,N.Y..  $10,000 

Edgar  PlOmer  (of  N.  J.  Zbc  Co.),  N.  Y. 10,000 

Edwin  PiMkaid,  viee  pres.  Federal  Mining  k  flmritmg 

Co.,  N.  Y 10.000 

Harraor  ChiUs,  Jr.,  H.  Childs  k  Co..  Pittsburg 10.000 


UNniBWRinBs.— Cant. 

Wm.  littauer.  Gbversville.  N.  Y 

Eugene  S.  Pike,  capitalist,  Chicago 

T.  Howe  Chikia.  2d  vioeiires.  Cokmial  Steel  Co..  Pitts- 
burg  

Harry  J.  O'Brien,  inaurance.  Cluoago 


Hairy  Louderboui^,  Jersey  Ci^. . . 

Chas.  C.  Ballant^e,  vice^pres.  The  Sherwin-Williams 

Co.  of  Canada,  Ltd.,  Montreal.  P.  Q 

John  S.  Sutpheo,  of  Sutphen  k  Myer,  N.  Y 

J.H.  Chikb.  ofCMds  k  Chikia.  bankers.  PStteburg.. 

GhistaT  Lever,  of  0.  Lever  k  Co.,  N.  Y 

Leo  H.  Wise,  of  Wise  Bros.,  N.  Y.  k  Balto..  Md 

Chas.  A.  Trowbridge,  of  E.  E.  HaU  ft  Co.,  N.  Y.... 

Albert  H.  ChiUs,  Pittsburg 

Chss.  J.  FoUmer,  of  Follmer,  Ckigg  k  Co.,  Ine^  N.Y. 

David  S.  Walton,  of  D.  S.  Walton  ft  Co.,  N.  Y 

Thomas  Dimond,  N.  Y 

E.  A.  Richard,  50  Union  Square,  N.  Y 

W.  H.  Andrews.  Buffak).  N.  Y 

Frank  Wools^y.  pres.  C.  A.  Wolsey  Paint  ft  Cokr  Co. 

Jersey  City 

James  £.  Hayes,  vice-pres..  New  Jeney  2h»  Co.,  N.Y. 

Chas.  Adler  of  Jacob  Adler  ft  Co.,  N.  ¥ 

Qeorm  M.  Boardman  of  Paterson,  Boardman  ft  Knapp, 

Henry  A.'CaiB8ar,'of  H.*  A.  Caesar  ft  CoVn.  Y . '. '. 

Chaa.  S.  ConlcHn,  Insurance,  N.Y /: 

Bwald  C.  Dieckerhoff,  of  Dreck«hoff,  Raffloer  ft  Co., 

N.Y 

Chaa.  Ed^,  sse.  American  UthognvUe  Co.,  N.  Y. .. 
Rudolph  firbstoh,  pres.  Dreokergoff,  Raffloer  ft  Co., 

Unilis  m!  Foifanv,  with  FoilM,' Clogs 

Henry  G.  Gennert,  N.  Y 

Edward  E.  HaO,  of  E.  E  HaD  ft  Co.,  N.  Y 

August  Heekdier,  director  New  Jersey  Zinc  Co 

L.  Laffin  KeUogg,  of  EeUogs  ft  RosclN.  Y. 

John  M.  KlaeaB,  of  DreckeiW .  Rdkwr  ft  Co..  N.Y 

W.  W.  Lawrence,  pres.  Natbnal  Lead  Co.,  N.  Y. 

Lucius  N.  littaner,  of  Ltttaoer  Bros.,  N.  Y 

James  A.  Smith,  of  Calhoun,  Robfans  ft  Con  N.  Y. .. . 
W.J.Stitt,ofJaeobAdkrftCo..N.Y 


Liabifity 


$10,000 
10300 

'10.000 
10,OOQ 
10.000 

10300 
10,000 
10.000 
10.000 
10300 
10300 
10.000 
10.000 
10300 
10300 
10.000 
10.000 

10300 
IO30O 
10300 

10,000 
10,000 
10,000 

10.000 

10,000 

laooo 

10300 

10300 
laooo 
laooo 
laooo 
10300 
10300 
10300 
10300 
10300 


REPORTS   OF   FIRE    INSURANCE   COMPANIES. 


UNITED  ASSURANCE  ASSOCIATION,  Dallas,  Tex. 


SUBSCRIBERS  AT  UNITED  STATES  LLOYDS,  New  York.| 


AHor»Tik  A.  ?oM  Hioba,  H(tbM  AppMoD.  Dou^  p.  C«,  3  Sooth  WilHua 

StnM.    CHwuMd.  18M. 

Tu> 

<_ 

?=i 

WS" 

p™h™ 

In^ 

Pud 

DivideDdi 

E.^ 

T-UlEx- 
peaditm 

Incumd 

ii.4ia.«7f 
i.m.iM 

HCQ.G33 

ffiffi 

«Z3,MT 

m.m 

1 

11 

.raw 

is 

l.li7,B55 

O02;4i: 

WX29 
S03,B25 

i 

Ulfl 

■»,666 
»3oo 

»,OIX 

I,lS6,9at 
1,173,101 

mass 

BC  udmUndi 
a,  Db.  si.  ISl*.  Uuiimu.  Dk.  31.  ISU. 

tSSl.SOO    LiHMimnid 1159,821 

406.SM    UniHiwrpnin....       403,633 

haam....       1*0,028    OUwUdaUia ISjSO 


..  11,412,878       ToUl tl,41!.STS 


lB  and  PREMIUUS: 

Dtombgr  31,  S38,«4,7BS:  p 

BOStKESS  SINCE  OKOANIZATION: 
UUm,^36i  loMM  pud,  nffiU.H»;  diridi 
tl.lH.714. 

BONDS  OWNED: 

AtluU.Gfc,«% 

BiM0D,r«.,St% 

HwK^nMW  r.  3)% 

!I.Y.Ccp.rtk„ng..4% 

K.  T.  C.  m-  <l«b  '  !«"«>  3)% 

N.  Y.  C.  cp.  itk..  n«.,  31% 

N.Y.C.ei.ltk..S%. 
N.  T.  C.         -     -'- 


.31%. . . 


N.  Y.  a.  L  Uwj.  imp.,  4% HO.OOO 

A.,T.*B.7aR!B.|n.iL,4% 50.000 

B.  A  0.  BJC  1  m..  1% W.OOO 

C.  Ne>  big.  Rp.,  1  m.,  4% U.ODD 

CH,  If. Tst  P.  ^.  en.  m.  I,  4%. . . .  MJDOO 

Cki,  B.  I.  *  P«.  Ei.,  gn.  m.,  4«i. . . .  W.OOO 

C!7aL  P,  U.  A  O.  Rj.  d.  (.,5% U.0(» 

1>mF.ViI.Rt..  lm.g.,4(% 13,000 

U  I.  R^  Im.,  4%. WOM 

N.  Y.  C.  *  H.  E.  Ri.  g.,  Si%, 10,000 

N.  Y,  W.  k  B.  RJl„  1  m..  4t% 2S.nt» 

No.PM..Qt.No.jt,C.B.4(ii«iL,4%  60.000 

So.  Pm.  ^.*.P..D.  Mt,  4% lO.DOO 

Sa  Pk.  By.,  rr.  liL.  4% "■  ™ 

Stnla  ViL  A  nT  B.  rJL.  1  n.,  4%. . . 
WiifCoh»,S%... 

k;  V.  c." 


40,373 
23.230 
ISJKIO 


■jTiLik  A.  Vmiilttliii,  Ptuai'lcnl  N»l']  Citj' 
;  JoiDo  L.  L^£».  i4  UidUm  *  Co.; 
Bsrwidd.  A.  balm  ft  Co„  Adriid  Iidin, 


McE.  .Muiiw  JobD  Cltflin.  ol  Ihtr  U.  B.  CbtliD  On.;  OuiIm  N. 
Lie,  Wimm)  einus.  of  W.  A  J.  Slouw;  Jot  J.  O'Donoiiae.  Jr., 
G«vgii  E.  Weal,  W.  B,  Thomu.  of  Amnao  Suar  lUGiiUE  Co.; 
Ronco  HjiTsiHn'Er.  J.  A.  MoIkDhuia,  0.  M.  Wtcbd,  of  ^ima, 
Scoi  A  Co.:  EiM  Wiidtr.  FliDl  ft  Co..  Ed-snl  C.  Hoyt.  PnoilMt 
'U.  S.  Ukthir  Co.;  Wuren  G.  HorUo.  of  Lloital  SlaM  laUw 
Co.;  Loiiiii  H,  Luiliui,  at  Ani.-HiinUui  8.  S.  Co.;  LowtU  H. 
ftlnxr.  Stsptbcn  Lome),  WilUun  E.  IhUo.  S.  T.  Moma.  Pnd- 


o&CuoUn*  than.  tV;  Wm.  P.'  Clydi.  G(o. 
rma.  oi  Am^rui  Cotloa  Oil  Co.;  O.  Roascu.  Edmund  i  touiod. 
LMjwiJt  ft  Co.,  Adolph  Nordim.  WaUm.  TwI  A  Co..  G«.  W. 
Watjeo.  cf  WMjoi.Tnd  ACi>.;LauiiWiiljeii,  o(Witjea.TaeI  ft 
Ct.  ;  Henry  R,  MsDory.  of  C.  H.  MsHaiyi  Co.:  SiUi  D.  WAh. 
Pi<».  '.'liinB  A  J^an  Tnding  Co.;  CWla  W,  Hofu.  of  T. 
I,      ..„._.   ,.■ lopm.  of  T.  HosmASoih;  OsvbH. 

I.  FoBls  flig^u.  J,  P.  Morpo  ft  Co., 
P.  Moreui  A  Co.;  Tmita  "--■-^- 

jory  P.  n»vi»on  o(  J.  P.  M™ 


ry  t.  TuArr. 


Cnnmui  A  SitJokni.  HamuiD  SMcken.  ol  CFOwoiia  ft  Sielokan, 
Edw,  T.  Bsdfoid,  pna.  ooni  ProdunU  Ri£iiiiig  Co.;  Biilli  M . 
Mimkm.  of  Domnj,  Mmikan  ft  Co.;  Cho.  A.  O'Donolige, 
Stqibaa  W,  Ch»,  Htnnu  S.  CcrMmu,  Junta  H.  PuM,  pn*. 
The  NU1  Bugu  Ri&diic  Co.;  Juh  B.  DukKUI.  OiHls  W.  U>- 
Cnlcheoo,  C%iriM  P.  Tonw,  John  D.Hfu,  gn*.  Aiulnut«d 
CoiHKr  Co.;  Hirbvt  AppMon,  J.  Otdn  Aniwiir,  o(  QiioMs: 
Look  F.  Smtt.  of  C1u>a<ii>;  Jonh  U.  Cndilif ,  Chioiw  C.  S. 
MUhm.  ot  New  OiIhib.  Ia.:  BvOMd  Mrfaotiaa'TorNW  Or- 
liu^  !«.;  Alb*  B.  JobiiKm,  of  I^iluUpluK  iolm  A  Jh.  Dotaon, 
of  PhilHMphii:  W.  jTMb^Iiu,  of  FhDiidfMur, B.  A.  BwwjmI, 
of  PluluWplu;  Alfred  Winn,  ot  Baton;  Edwia  P.  AtUi^  ol 

Baton:  B.  N.  Bite,  ot  Biltimon:  Looia  UvlUr,  «(  Be"' 

P.  A.  Mnrw,  Baltiiiun,  RnfiH  Woo^  otBaKsa 

ft  Co.,  of  BilUmon:  E.  Linnaf  k  Co.,  of  Bi „ 

Idulun  A  Bod,  of  BiMmaw  Aln.  J.  Oodbr.  of  B 
Wm.  H.  Dii.  ot  Db  ft  WmdiM,  BtUJnun:  ChH.  C.  Ho 
-'  ""'-UTK  talma  Lanring.  ot  Bdlimae:  F,  W.  Wiuuii  s 
bltiBOn:  BknohadBwdd.  of  BaJtiuwn;  R.  Bnnt 
it  BittiDion;  WnUo  Htmnur.  ot  fiiUimon:  Edmid 


UNITED  STATES  UNDERWRITERS,   Kansas  City,  Mo. 

Atlorneji  uid  Muufin,  FMobtr  CowhcH.  Jr.  ft  Co. 
.  TIk  Dnlid  aula  UuknrriUn  of  TfiiwM  City.  Mo.,  h  u    |  uid  ita  attorn^ 
vUHHiun  eoBom  opcntivv  Huong  tha  metat  bdnatrka    I  iofonn  ua  that  it 
if  the  Unilad  StMa.    It  hin  nmr  htnm  inhiiiiinmntrrr  nrtr  tjrnar.     i  of  iU  fiuooal  « 


WESTERN  AUTOMOBILE  UNDERWRITERS,  San  Francisco,  Cal. 

Attoraajpfl  tod  Mtaagin.  J.  H.  Biown  A  Co. 

I    manbai  ai  an  annual  nraniam  dnnrit.    Fifty  p«  0«l-  of 
uiniul  KTiogioffoettil  For  usnhn  !■  to  be  att  anda  a 
had.    The  affair 


1'aBnniftOo.Mat 


REPORTS    OF    FIRE    INSURANCE    COMPANIES. 


WESTERN  RECIPROCAL  UNDERWRITERS,  Oklahoma  City,  Okla. 


iSBBte.    DEC.    11.    1(14:    ContbtHit   •arphis,    t3t.3ii:  I       BDSIHBS8  SINCE  OROAHIZATION:  L«MPKl,tl7U8S: 

mo>1<i«e  loua.  tttUtO;  boBik  ud  itoaki.  tl.IWh  uinillKtni  I  diTidaiidiiJHkrad,  iiub.1130.M3. 

nvBi.,  tlO,7«h  e^  WJAIi:  •tnUi^  taluuv.  tUS;  luniitnn.  tu,  :.._; -^ ,-.  :.  .»»  v.  iv 

•la.,  0,<t»;  oIlKrimt^ njMS;  imnraHl niHL  proiM..  110.079;  nwt 

toMI  tMta,  tUt^,    tWtUiM,  Dm,  II.  1>M:    LoHuniwd.  ^jTC 

SMU;  iwviieil  ttma.,  til87{  toMI  liibiUtla,  tS.171:  luu-  I  -  - 
Uteeitand.  K7.m  •nrphM.  t71.D»(l;  Iota].  IISCASII. 


L  WkUnwloa  ud  J.  M.  CuvbaU.    Tb*  tcimar  ntind 

~  **  tbfl  Hooution  ii  DOW  under  tha  inanueiDiDt  of  Ur.  C« 

a.  TiilkM.  Kuna  City.  Mo.,  ii  uTFMd  MiUfK. 


WHOLESALE  GROCERS  RECIPROCAL  INDEMNITY  EXCHANGE. 
St.  Louis,  Mo. 


Atloraejr  ind  Mux«.  John  C.  BudwelL 

1      Cuh      1  ITHanwd  |    NetCuh 
Tu>      A.U.       ProidD.       Sorpl. 

Cuh 
Pc^loio. 

.2^ 

Lo« 

P»id 

Returud 
loPV» 

Eiqxn. 

pmdiUni|   Lnind 

UIl  1     IlIMU         MO.lwl       1104,19) 

178.81. 

m.087 

tS«3M 

119.582 

tis.e73 

H8.S7ll       1114.087 

nmniL  dipi, 
OmtBtettv 

OUwMHt*. 


Dtc.  II.  1914.  Uuninn,  DmSl,  1«14, 

MMt    Loneaunpud t44,aM 

°"'-    '• * 40,II> 


8,H0    UDeu»d 
1J7,8«    -  ■     ■■  ■ 


Total  Eatalibi.. 


BIBK8  AND PREMIUUB:     FinrUi  inloriB,  DMembvll, 

t>,S2%890;  mmiiiiiii  Omm,  181,138. 

MISCELLANEOUS:  Tbei 
Obu  B.  MoOIwdii  Cliu.  I 
Sntmriben  *n  rnjuind  lo  ps; 
AHDjaaui-  "nio  attanw  ui 
prvDiupiA  for  lupvuocL  ub  bii 
loan.    Tbii  bortui  doa<  bum 


Piekeoa,  ud  Wurcn  Goddud. 
Uu  now  nts  glurnd  br  tfaick 
Dui^  ia  tlioni  30?c  tt  Uh 


WHOLESALE  GROCERY  SUBSCRIBERS  AT  WARNER  INTER- 
INSURANCE  BUREAU,  Chicago,  III. 

Atlongr,  Unsiif  B.  Winur,  104  S.  UHbigu  An,    Or^iuKd,  1BI8. 
iHinia  in  1«U  ud  m  an  tdiiml    1   liu  o(  U.OOO  nibjiot  (o  in;  ma  Sm.    TIm  tdnocr 
u  itwb  ud  mtJilieUxy  pngns       oouisU  a[  R,  E.  Hilb.  eTQ,  Kooni.  Tom  Hall.  A,  1 
nab  in  )«»  wHti  a  ngt  mujniiuD    1   J.  A,  Ebarti  and  L.  B.  Wirur.gsonlaiT. 


LLOYDS  AND  INTER-INSURANCE  ASSOCIATIONS  SUPPOSED    TO 
HAVE  CEASED  BUSINESS. 

ill  be  found  a  Sit  o(  lioj^la  and  lola-biauruoa  ataocdiliona  wluah  an  agppaml  to  tvvs  ceaaad  bwHa  altofitliB  or  to  ba 

LninbBToaia  Intaf-Inauraooa  AnooiittioE.  Kasoaa  Ci^.  Uo. 
Merohula  Fin  t  Marine  Cndgrwrilaa,  Chioaat.  HI 
Mmaatila  Uojd^  Uttit  Falk.  N.  Y, 
Menutila  Fin  A  IT    '      "  ' 


!^  Anloiuo,  Tei. 


_imtai»,aiisa«o.  III. 

flpiaaii  Fin  UodBwrttn,  Cory,  Ind. 
Bhm  lBl»iiwnaoe  BaAun,  Kaona  Ciir,  Mo. 
Blaoli  ImniHva  Mntul  Aaoudoo.  Ctuiaio,  in. 
bdoMrW  DadsnUB*,  GUoato.  lU. 

IrtaMrtianaJ  IbdnnilnBI  P<»,  T<a. 


Msdiut*  k  Fannm  UndswiiMii  B  hio,  Ttt. 

Mill  Ovun  OndmiM^EI 'Paao.  Teit. 

NatNDAl  Tin  Uodswritcra,  Chicup,  UL 

Nair  YoA  A  New  EiulHid  UndermlUn.  New  YorL 

New  ygrk  Inaurau  Ajaodalion.  New  York. 

Nortban  Fb*  Aaociilion.  C1ud>«d,  HI. 

Northn  Fbe  UulKwritai,  Chnfo,  DL 


Enhanci^  BaMUe,  WML 

Fue  City  UodanmlBa.  El  Fan.  Tei. 
Fto^  Ooqmti?*  nodKwriln.  CtuMgo,  DL 
Fran  Sbarinf  Coniway.  El  Paao.  Tn. 
Oaai  Citrnn  Undnrilai.  Chicago ,  UL 
tUoipni>r  Indamnibn  of  Anurisa,  SL  Lonia,  Mo. 
Rad[(oeal  lulannHy  Euhange.  L«  Ancdi^  OtL 
eeoDiitr  nn  nndBwiitai,  CUcui,  IIL 
BonthiMUtBFba  Undawrim,  Saiuka  CStr,  Mo. 
DnioD  Dndtrwiitaa,  No*  Yak.' 
Waun  Enhaoga  UDdarwhtas,  El  l^ao,  Tn. 
"   ■      •     ■     -  ■      ■■  n,iMtiaCitiJb. 


UNLICENSED  AMERICAN  FIRE  INSURANCE 
COMPANIES 


li  lUi  (firiBao  Ihen  vm  Emrioii^  wmmUd  information  omovnuif  *■»**"—*  fin  biunnoe  ixnBpnniii  wfakii  wn  not  fioHMd 
brll«Sw»>Hnniiu«oiUUii>t  tbtSUMia  sbiek  lb*  ounnuiiei  win  nvMtinfa'  (BOBduIlj)  donddM.  to  nndiiM  tmnoM 

liiiaBNi  IboiJB.    f Illiii  111 iilj  imln  In  mil  liltimm  In  Mm  ]iii»m f  fitiiufi Ii  iif  imiIi  ImtxtboT  ^ 

M  U>  iimi  iv(*ti  *i<b  wr  Bt«t*  hnnM*  oOtiilLtbrir  «Um*d  nMmn»nn  lut  rabiMi  to  Mntbr  or  TMifiint^ 

"    "     ,  H  ia  iihiUt  ■(•  to  aaUDt  tkU  Ibt  •■>)■  dained  in  sltw  inugiiinrT  or  ■»  not  owned 

ip^FnataoWiHivdMtit.    Oioiiinmlly «  wiapKay  IwMd  apon  »«  da  of  ipMoil  ehut«r 

udQ  from  ngwrUoa  by  tho  Slate  umuot  dBaii  of  ita  boma  Stala.     WIdle  auoh  a  daim 

naBacad  sm^aj,  ao  nanr  miular  eUnm  in*  ban  made  in  tii«  pMt  by  mnoeriB  wliidi 

imjiur  UUlf  to  npoit  niillwlr  to  tba  Stats  Innnnnoe  departmiBt  at  ita  own  Stala  ia  now 

m  nupciiiii  omu  it  nai  moa  amnt  indnbitaUa  demonatntioo  of  ita  (ood  faith  *ad  ita  uWla  *od  wilBagiaw  to  m  h* 

I  a  ((DBil  rok.  it  ia  mtv  to  atidd  ootnp«al«i  aUoh  an  umrilUng  to  ntmiit  to  a  sriqia  damg  ot  ai^vriuin  07  dnl; 

•uanuioi  owto  (MhiaitiMt  Bt  wbkh  an  nntUa  to "■-  ' ''  '"  -^•-'~'  ^-^ —  j-^— -■ — i —    n — —^  .i._ 

BtUa  m  wUeh  th«r  tn  not  Ecauid    tEmo  oompk 
Dan''  ia  qvtain  StMOt  but  not  dearing  to  do  a  laun 

J..^       1.  .1 u J  : ^  g,,(^  „ 


tv  Ibt  tmpaqr  nd  n*  not 

imm  mSit  pi^itf  I 

■Iff  bo  made  in  0iod  btthbvi 
tdimnttr  taOad  ^MBtnoil):, 


piuU.    AaUicranl><«wi>Bu*v 


inStM«a,aa 
Ih  [wfeeui  ra 
'      'n,  and  bs 


L"  and  will  b*  toond  BaM  b 


ta  aUoh  an  umrilUng  to  ntHnit  to  a  sriqia  dami 

«  tb*  Eoanai  nqubad  to  b*  obtdud  baton  dcdncbu . 

*""■ ^-^'obwritoaomopoBdaaBjonprt^iirtiai  located  in  otbir 

B,  finuelaUy,  Mbu  wiUbilo  aeoeiitt  [«w  'Virpha 
not  earing  to  go  to  iLa  arpenaa  of  eiiabliabinc  una* 
—1  jj.;-  a. in  irtiufi  thoj  an  not  liooaed,  neh 


B  thoofb  wri^  an  ooeiaioaa]  ill 


UNLICENSED  COMPANIES  SUPPOSED  TO  HAVE  CEASED  BUSINESS. 

mpooia  whidi  wan  not  lioaoaad  bj  Blata  Inmranoe  D 


Sbx  nn  Ina.  Co^  Logianll*,  Ss 
Aaa  Fin  Ik  Co„  New  Orleaia,  La 
»maKn  Ik  Co^  Clurkatan,  W.  Va. 


iMtnaatrmti  In*.  C^  dtiowD.  ID 
Anna  Dukrwritoo,  Chie^  DL 
Cntnl  Ina.  Co..  CfaiisRi,  DL 
Oimvaaka  r.  A  H.  Ina.  Co„  BiDhmon 
atinrw  iDamoee  CX,  CUau,  DL 
Cntanbia  Ina.  Co.,  Cbicar>.  fll. 
CoJoatian  bo.  Co.,  CbitMCi,  OL 

"^n  [no.  Co..  Cbioa^,  H 


gttkaata  Kn  Ina.  Co^,  C^eago,  IH.  lad  Lt  Fott*^  Ind. 


cu^jn  ■  rn  ina.  \^-,  v/onvii  in. 
GtMil  Tnat  *  Ina.  Oo.,  AllanU,  Oa. 
G*m]  nra  Atm.  Coip.,  HicJmwnd,  Va. 
Otam  Iidemn^  Amdatiin.  Athok,  Oo. 
G«m  Indnatriil  In.  Co.,  Atfanla,  Oa. 
GnHu  Vfae  Ina.  Co.,  CUeaco.  m. 
Qtnu  UnioB  Im.  Co.,  Wibnugloi,  DaL 
QxitLakaFIn*  Hota*  Im.  Co- CUoM' 
•^M  NeittwB  Ina.  On.,  Cbiwn,  DL 
Qnit  WaaHtn  Undwwritm,  CBogq,  HL 
GvRfiu  Ih.  CvpmUaoiL  Hofolk,  Va. 


Hirtfad  IiB.  Co.,  Sooih  UuUabi,  I.  T. 

Hme  In.  Bonldng  k  Traat  Co.,  OalTiahs,  Tax. 

IlkoB  laa.  Co..  CUmo.  DL 

I>«Bial  Ioa.C&,  of  Amerioo.  QiioBcl,  HL 

b>lBd  Fta  Lm.  Co.,.(4  Amcria,  C3uea(0,  DU  and  UPc 

Intnuallgual  Fin  In.  Ok.  Ctuewt. 

iBUKWin  nn  Int.  Co.,  Cooeva,  K.  H. 


Ui  fn  In.  Oi^  Aknadn,  Ti. 


LJDsoln  III  A  BtokiBi  Co., 


Uenantila  Aiannnoe  Co.,  ITilninctaa,  Dd. 
Mtrantili  P.  A  U.  In.  Co,  WaduHtoa,  D,  C. 
UscBotila  Ina.  Co.,  Indian^tdia,  Ind- 


Mnbula  In.  Co..  Cbw)«ataL_W.  Vi 
Ms<^  t  Mfn.  n»  In.  CoTomr, 


'^''loi^ 


NnrBUUlDi 
Hortb  AnitTuu 
Morthretueloi.Co    Cbic 

OUobZ 


"cCcas 


PeopleB  Ui^  t      Lujvj*    m,       I  imaLit,  Wia. 

Pnme  atile  Ins.  Co    Cbuus,  IIL 

Rceirre  F,  k  M,  loi,  Co..  ChimgD,  IU.,aiid  Ll  Fortl,  lad. 

Sofii  Standard  Uulvwiilaa,  Ctugap),  DL 

Balamaoder  fin  Ina.  Co..  Waabioctoa,  D.  G. 

Basurity  F.  t  M.  imii.  Co,  WAington,  D.  C. 

Booth  EHtm  Fin  In.  Co„  Chiea(o,  DL.  and  Riebmond,  Va. 

Boutlwn  Fin  Ina.  Co.,  AUaoto,  Oo. 

Tidswatv  Pbi  laa.  Co.,  Cugbndge,  Ud. 

tJnun  Fin  Ina.  Co.  dueago,  UL 

Vatai  8tolM  Fin  k  Mtrini  Ina.  Co,  W.  Va. 

Vironia  Homa  Ina.  Co.,  RiahnuDd,  Va. 

Wadiinstaa  Fica'in.  Co."  WaddngWO).  C. 
Wtatan  P.  ^  U.  In.  Co,  UoAhM«,  OUa. 


UNLICENSED  FOREIGN  FIRE  AND  MARINE 

INSURANCE  COMPANIES 

In  the  follomng  pages  will  be  found  infonnation  relating  to  foreign  fire  and  marine  insurance  oon^Muues  wUoh  are  known  or  reported 
to  be  writing  insurance  upon  American  risks,  either  directly,  through  brokers,  or  by  reinsurance  arrangements  with  admitted  "'^^rwii*. 
although  we  believe  that  none  of  them  is  licensed  to  trajjisaet  fire  or  marine  innranoe  in  any  of  the  United  States.  Few  of  then 
companies  have  any  funds  in  this  countr]^,  asidefrom  prenuum  balances,  mme  oi  them,  we  believe,  having  a  derosit  with  a  State  iMnrMiff 
deiMirtment.  ^  The  statements  preoented  in  this  diviaon  are,  therefore,  abstracted  from  the  companies*  home  office  reports,  which  embraee 
thor  transactions  in  all  countnes.  Care  should  be  taken,  when  pundiasing  surplus  insurance  from  foreign  unadmitted  companies,  to  deal 
only  with  those  whose  American  correspondents  are  reputable  and  reliaUe,  and  who  may  be  depended  upon  to  safeguard,  as  ur  as  posriUe, 
the  interests  of  American  policyholders.  As  it  is  necessary,  in  case  of  the  non-payment  of  a  loes  by  saoh  a  company,  to  sue  the  oompaav 
at  its  home  office  (unless  it  vohmtari^  submits  to  the  jurisdiction  of  American  courts),  it  is  obvious  that,  even  u  such  a  suit  ie  suocessfal, 
it  is  likely  to  prove  a  long,  wearisome  and  expoiaive  proceeding.  In  the  case  of  a  policy  guaranteed  by  several  oompanies, 
a  separate  suit  would  have  to  be  entered  at  the  home  office  of  each  company.  Under  these  dreumstanoes,  it  is  well  to  insist 
upon  having  some  prior  knowledge  not  only  as  to  the  company's  responsibilitv  at  home,  bat  also  of  the  ability  and  wilfingneas  of  its  Amer- 
ican correspondent  to  meet  eonent  Umbcs  without  undue  dday  or  litigation,  before  aocqiting  the  pdSoy  of  such  a  company. 


AACHEN  REINSURANCE  COMPANY,  Aix-la-ChapeUe,  Germany. 


ASSETS,  DECEMBER  SI,  1912,  19,795,839;  unearned  pro- 
miums,  $4,965,556;  other  reserves,  $1,815,515;  capital,  $1,800,000; 
profit  balance,  $328,454;  capital  paid  up,  $450,000. 

BUSINESS  IN  1913:  Preminms,  $2,788,218;  total  income, 
$2,985,030;  losses  paid,  $1,062,758;  management  expenses,  $627,- 
122. 


Managing  Director,  Friti  Schroeder.    Organised,  1853. 


REMARKS:  This  company  had  a 
whereby  it  became  interested  m  risks  in  the  United  States,  and  it 
was  estmiated  that  its  share  of  San  FVancisoo  conflagration  lossei 
in  1906  reached  $1,000,000.  It  is  at  present  accepting  ronsotaaee 
from  licensed  companies  in  America. 


AGRIPPINA  OCEAN,  RIVER  AND  LAND  TRANSPORT  INSURANCE 

CO.,  Koln,  Germany. 

Preddent,  Otto  Meurer.    Organised,  1844. 


ASSETS,  DECEMBER  31,  1912:  $2,255,886;  unearned  pre- 
miums, $4564^50;  loes  reserve.  $509,500;  capital  authorised, 
$750,000;  paid^p,  $150,000.  Busiiiess  during  1913,  premiums 
ncehred,  $2,949,455;  total  income,  $2,966,6627loeses  paid.  $963,- 
346;  expenses,  $254,474. 


REMARKS:  This  eompaiiy  does  a  reinsurance  bomness  in  tUi 
country  through  licensed  companies.  Its  dividends  for  1911-12-13 
were  15, 16  and  16}  per  cent. 


ANGLO-AMERICAN  FIRE  INSURANCE  COMPANY,  Toronto,  Can. 

President,  E.  E.  H.  DuVemet;  Secretary  and  Manager,  J.  W.  Rutherford.    Organiied,  1899. 

MISCELLANEOUS:    This  company  has  an  authorised  capttal 


ASSETS,  DECEMBER  81,  1914,  $544,055  (including  uncalled 
eapital);  unearned  pramiums,  $176,012;  total  liabilities,  $212,804; 
eurphis  to  policyholders,  $331,251. 

BUSINESS  DURING  1914:  Net  premiums,  $288,318;  total 
income,  $257,361;  losses  paid,  $101,712;  expenses,  $90,547;  losses 
incurred,  $130,005. 


stock  of  $imOOO;  $274,680  of  which  is  subscribed  and  $142,760 
pud  up.  The  company  transacts  a  surdos  line  and  reinsaranee 
business  in  the  United  States  through  W.  L.  Ftottibone  ft  Ooi, 
31  Cfinton  st.,  Newark,  N.  J. 


BADISCHE  INSURANCE  COMPANY,  Mannheim,  Germany. 

Pteeident.  Victor  Lenel;  Vioe-President,  Dr.  Gustav  Hohenemser.    Organised,  1840. 


AssRB,  Dw.  31, 1913. 

Stockholders'  notes .  $562,500 

Realestote 89,250 

Mortgage  kians 579,250 

Investments 323,382 

Debtees 823,049 

Cash 111,922 

Otheraaseto 5,982 


Lubhictb,  Dbo.  31, 1913. 

Prem.  and  loss  res . .  $525,000 

Reins,  reserve 75,000 

Reserve  funds 37,500 

Other  reserves 125,000 

Creditors 95,148 

Capital 750,000 

Profit  balance 126,806 


Total $1,995,535       Total. 


$1,995,535 


BUSINESS  FOR  1913:  Premrams  received.  $1,061,948;  total 
inoome,  $1,105,749;  keses  paid,  $420,819;  commiasions,  $96,275; 
management  eipeiiaes,  $44,821;  reinsurance  premiuma,  $425i38S. 

REMARKS:  Dividends,  1904,  30%;  1905.  1906,  1907,  and 
1908. 35%;  1909, 1910. 1911, 1912  and  1913, 45%.  lliiB  oompaBy 
is  understood  to  be  interested  to  some  extent  in  American  ~-*~ 


BRITISH  DOMINIONS  GENERAL  INSURANCE  COMPANY,  Ltd., 

London,  Eng. 

Seeretaiy  J.  Gardiner.    Orgsmaed.  1904. 


Aanrs,  Dw.  31, 1918.             IiABiums,  Die.  31. 1913. 
Investmente £872.134   Reserve  fund £30,000 


Caeh 82,504 

Co.  ft  agts.  balances.  100,660 

Interest 3.978 

Polieyetamps 816 


Fire 

Inveebnentres. 
Losses  unpaid.. 
Unclaimed  div. 
Marine  acet. 


20.541 
81,500 
2,398 
50 
225,587 
Capital  paid  up 250,001 


Total £560.0n       Total £560,077 


BUSINESS  DURING  1913:  Fire  and  general  jmnnBHi  f 
coved.  £40,416;  marine  premmms  received.  £324.091;  total  in- 
come, £378,177;  fire  and  general  losses  paid,  £22.816;  marine  Iomi 
paid.  £262,841;  expenses.  £47.359;  total  expenditures,  £333,016. 

MISCELLANEOUS:  This  company  is  tranaaotiBC  a  sanloi 
line  bosinesB  on  fire  risks  in  the  United  States  tbroaghBdvanl  B. 
Han  k  Co.,  New  York. 


REPORTS    OF   FIRE   INSURANCE    COMPANIES. 
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CENTRAL  INSURANCE  COMPANY,  Ltd.,  London,  Eng. 

I  aampaaj  vritas  MrphM  fines  in  thv  oountiy  through  Fnd  8.  James  k  Co.,  New  York  and  Chioaeo.    Its  polioies  are  guaranteed 
bOF  the  limpool  &  London  &  Globe. 


CHINA  TRADERS  INSURANCE  COMPANY,  Ltd. 

Hub  wmmaj  has  a  lobsaribed  a^ftl  of  82,000,000,  and  a   I   and  its  aooimnilated  funds  to  88370,006.    It  tranaaots  a  nuvine 
paid-up  e^atal  of  $600,000.   Its  reserve  fond  amoonts  to  $857,667   |   bnnnesi  on  the  Pacific  Coast  through  lioensed  brokers. 


COLONIAL  ASSURANCE  COMPANY,  Winnipeg,  Man. 

Fkesident.  Thomas  Wilson;  Seeretarjr,  John  M.  Dick.    Organised,  1006. 


ASSETS.  DECEMBER  31, 1918:  anohi<fing  $132,360  oncaUed 
bsiaaoeB  on  stock),  $180,728;  liabifities  onpud  kMses,  $7,144; 
rebsoranee  reserve,  $6,020;  other  liabQities  $657;  premfaims  r»- 
sflived  daring  1013,  $18;i00;  total  inoome,  $21,703;  keses  paid. 
$21,703;  expenses,  $10,704. 


REMARKS:  The  company  transaets  a  soiplus  line  bonness 
in  the  United  States  throogh  A.  L.  MoCrae^  Chicago,  HI.  The 
stockholders,  in  Febroary,  1911,  voted  to  merease  the  capital 
stock  bom  $250^)00  to  $600,000. 


COLONIAL  MARINE  AND  FIRE  INSURANCE  COMPANY,  Batavia,  Java. 


^rnwipng  IXreelar,  Ihr.  A.  FkxM  van  Amstel.    OrgsniBed,  1801. 


LiABiLims,  Daa  31, 1912. 

Various  reeerves. . . .  $107,970 

Other  fiabilities....  15,034 

Capital 1,200,000 

Profit  balance 12,374 

Total $1,835,384       Total $1,835,884 


Dm.  81, 1912. 

Stodkhoidsi^  notes..  $1,060,000 
AfaDt8'babDoe&...  61,610 
Investmontift  bui  181,882 
Oth«aM«s 22,402 


BUSINESS  FOR  1912:  Premiums  received,  $154,622;  total 
income,  $191,911;  kMses  paid,  $60^870;  comnuasioiis,  $14,904; 
management  cxpensee,  $7,818. 

REMARKS:  This  conqMny  together  with  three  other  com- 
panies, all  k)oated  m  Batavia,  via.:  the  Insulinde,  Ooserling,  and 
Second  Colonial  Fire  and  Marine  guarantee  the  poUoies  of  the 
HoUand  Underwriten.  The  oonqiany  is  undmrtood  to  be  writing 
sorphis  lines  on  American  risks.  Conflagration  loss:  San  Fkan- 
1900,  $7,000.    See  "Holland  Underwriters." 


CONTINENTAL  INSURANCE  COMPANY,  Mannheim,  Germany. 

Mnimging  lAestors,  N.  Muhlinghausen  and  R.  Post  of  the  Mannheimer  Insurance  Company.    Organised,  1886. 

BUSINESS  FOR  1914:  Net  marine  premhuns  received,  $758,- 
659;  net  fire  prenuums  received,  $10,775;  other  premiums  rscvved* 
$10,580;  other  ineomew  $23,403;  marine  kMses  paid,  $508,718;  fire 
kMses  paid,  $1,000;  other  kMses  p«d,  $2,415;  commissbns,  $100,- 
582. 

REMARKS:    Peid  an  average  diiddned  of  18.9%  for  hit  10 
Company  writes  marine  insurance. 


Aion,  Jura  30. 1914. 

IiAKLnns,  Juki  80, 1914. 

StocMioldew' notes. 

iBvertmsnte 

MortEMBbanB 

OuhmbMik 

Agents' balancen.... 

$408,700 
270,020 
828.275 
265.764 
98.815 
100348 

Gbpital  reserve $150,260 

Loasreserve 234,000 

Plramium  reserve. . . .      280,801 
Due  COS.  and  agents.        40,108 

Ran.  reserve 110,213 

Other  UabilitiM.....        48,514 

Total  liabifitiea...     $831,571 

Capital 025,000 

Phifitbalance 72,808 

Total 

$1,528,879 

Total $1,528,879 

CO-OPERATION  INSURANCE  COMPANY,  Paris,  France. 

Pkerident,  Alphonw  Oaignault;  Directing  Manager,  M.  Ceiiaola. 


eompanj  as  of  Deo.  81,  1913,  had  a  nonunal  dental  of 
$140/100,  aU  of  vrineh  was  subscribed  aJod  pud-ap.  Cash  in  banks 
lad  investmenta,  Dec  31, 1913,  $95,710. 


REMARKS:  This  compaiv  writes  snrphis  line  fire  risks  in 
this  oountiy  through  A.  L.  McCrae,  Inc.,  Chicago,  and  jointly  with 
Le  Foneiere  de  France  and  dee  Colonies  guarantees  the  polieiea 
oi  the  International  Assurance  Association. 


CORNHILL  INSURANCE  COMPANY,  Ltd.,  London,  Eng. 


Dk.  81. 1913. 

£84,005 

CsA 2,586 

BiradiyaeeoantB....         8,442 

Totsl £45,673 


Managers,  Willis  Faber  k  Co.,  Ltd.    Organised,  1905. 


LuBnima,  Dio.  31, 1913. 

Sundry  creditars....  £1,425 

Insurance  fund. 25323 

Other  liabilities 925 

General  res.  sect....  12,500 

Gbpitelpaidup.....  5,000 


Total £45,673 


BUSINESS  IN  1913:  Pkeminms  Gen  commissions),  £31,560. 
total  income,  £82.745;  losses  paid,  £22,002;  expenses,  £940. 

This  company  commenoed  buriness  in  1906.  It  has  an  author- 
ised capital  of  £100,000,  and  is  understood  to  be  writing  surphis. 
businesB  in  this  country. 
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DANUBE  (DONAU)  INSURANCE  COMPANY,  Vienna,  Austria. 

QeiunI  Director,  Dr.  JufltusEAhlert;  Seeretwy,  Frani  lYiucDdoifer.    Qrgaoiaed,  1867.    (Ezoeptiag  Life  Braadi.) 


Da&31,1913. 

Mortgage  k>aii8 16.004,704 

InTestmeati I,5tt5,433 

RedcsUte 1,452,230 

Cieh 362,912 

Agfliita'  balenoeL . . .  546,766 

urn  from  reiDB.  cos. .  259,433 

Various  aaeets 82,122 

apeaalafl8eta(lifeb)  2,013.401 


LUBIUTBB,  J>K.  31,  1913. 

CapiUl  reserve $863,000 

flrereserre 864,780 

Life  reserve 7,973,501 

Otherliferes 480,220 

Loss  res.  (fire) 240,785 

Pension  fund 462,552 

Diverse  debts 224,508 

Other  liabilities 420354 


Aaseta  of  fire  braneh  amount  to  83,696,440. 

BUSINESS  DURING  1913  (exohisive  of  life), 
eeived.  12,131,855;  interest  income,  $112,907;  loves  paid,  $1.48S.p 
985;  expenses,  $668,528. 

REMARKS:  This  oompaay  is  interested  h  AmerieaB  risks  bf 
reinsuranoe  of  admitted  oompanies.  It  writes  fife,  reot,  firs, 
marine,  ghus,  hail  and  burglaiy-thef  t  insuraaoe. 


Total  assets. 


$12,325,001 


Total  fiabiUties.  .$ll,530.2iX) 

Capital 600,000 

Profit  balance 195,801 

Total $12,325,001 


DUSSELDORFER  REINSURANCE  COMPANY,  Dussddorf,  Germany. 


I,  Dsc  31, 1913. 

llortcsge  loans $58,250 

Bonds  and  stoeks...  34,007 
AgtB.  bal.  dc  due  from 

eca, 447.428 

Cash 44,268 

Otherasseto 1,289 


LuBiUTXKB,  Dbo.  31, 1913. 

Losses  onpaid $110,081 

Unearned  prems....  232,706 

Due  other  oos 70,887 

Other  fiabifities 8,983 


Total  liabilities... 

nT 


Capital  (paid-op), 
soxpnis 


$417,667 

156,250 

11,276 


Total 


$585,181       Total $585,182 


BUSINESS  DURING  1918:  Net  prvninna,  $807,587;  other 
inoome.  $19,374;  total  inoome,  $826,911;  kMses  paid,  $404,098; 
expenses,  $217,735;  total  expenditures,  $682,483. 

MISCELLANEOUS:  Thb  eompany.  the  bonhs  office  of  whioh 
is  located  in  Dosseldorf ,  Germany,  has  late^  entered  the  United 
States  for  the  tranaaetion  of  surplus  line  busmess  tfaiou^  Browa 
Anderson  ft  Young,  Inc.,  Inauranoe  Eiehange,  CSiioaflO.  Hm 
company  has  agreed  under  oontraet  to  alwa^  retain  a  depoatt  of 
$10,000  in  one  of  the  strongest  banks  in  Chicago  for  tiie  psote->- 
tion  of  American  poIicyhoklBrs. 


EAGLE  FIRE  INSURANCE  COMPANY,  Paris,  France. 


ASSETS.  DEC.  31,  1913:  $2,376,674;  fire  funds,  $1,070,096; 
general  fund,  $806,578;  capital,  $500,000.  Net  premiums  re- 
ceived, during  1912,  $2,385,104;  kisses  paid,  $1,297,319. 


REMARKS:  This  eompany  was  organiaed  in  184S  and  has 
a  paid-up  capital  of  $400^.  The  company  is  soppoaed  lo  be 
wnting  surplus  fine  fixe  risks  in  the  United  States. 


ECONOMIC  MARINE  INSURANCE  COMPANY,  Ltd.,  Great  Britain. 

This  company  was  orgamsed  in  1901  and  has  a  subscribed   I   marine  business  on  the  Pacific  Coast  in  the  United  Stetea  throogk 
fcpital  of  £260,000,  of  which  £62,500  was  paid  up.    It  writes   |   ficensed  brokers. 


ESSEX    AND    SUFFOLK   EQUITABLE   INSURANCE   SOCIETY,  Ltd., 

Colchester,  Eng.     Established  1802. 

Chairman,  ^l^lson  Marriage;  Secretary  and  General  Manager,  S.  C.  Turner. 

The  control  of  thiq  company  was  obtained  by  the  Atlas  of  Lon- 
don in  1912  and  endmg  with  the  year  1912  no  further  statemente 
are  isaued  to  the  public  At  the  dose  oi  that  year  the  company's 
assets  amounted  to  £208,600,  its  capitalpaid  up  was  £56,000  and 
its  net  fire  premium  income  was  £101,6(».    It  transacts  a  surplus 


line  business  in  the  United  States  through  Fred  &  Jamas  k  Co. 
New  York  and  Chicago.  Its  authorised  capital  n  £tlOOMO;  sob- 
scribed,  £560,000.  All  policies  guaranteed  by  the  AtlM  of  London. 
Company  now  controlled  and  policies  guaranteed  by  the  Atlas 
of  London.    No  further  statement  to  be  issued  to  pabGe. 


EUROPA  REINSURANCE  COMPANY,  Berlin,  Germany. 

Managing  Director,  Bemhard  Lindner;  Deputy  Managing  Director,  Christian  Kindt.    Organised,  1896. 


Aaann,  Dnc.  31, 1913.  Luniunaa,  Dm.  31, 1913. 

Stodkholders' notes.  $750,000  Premium  reserve.... .  1689,443 

Res.  with  assignors.  384,673  Other  reserves 356,465 

Cash 55,086  Dueins.cos 273,595 

Loau 246,500  Other  liabiUties 181,759 

InveBtments 559311  Capital 1.000,000 

Duefromcos 470,202  Fkofit balance 50,686 

Otherassets 35,676 


Totab 12,501,948       Total 12,501,948 


BUSINESS  DURINQ  1913:  iVemhima  received  (fire),  $748,- 
556;  losses  paid  (fire)  8509,381:  fire  eosunisBoas  and  aiponsm 
1230,109. 

REMARKS:  The  eompany  writes  fire^  fife,  maiine,  boiliffy 
accident  and  liability  insurance  as  reinsurer.  Conflagration 
loam:    Baltimore,  1904,  $14,000  San  FniUMOO,  1906^  t2,79L 


EXCESS  INSURANCE  COMPANY,  Ltd.,  London,  Eng. 

Manager,  C.  E.  Heath;  Secretary,  Ronald  E.  HaD.    Organiaed,  1894. 

BUSINESS  FOR  1914:  Net  pnnfaiiu  reoeivBd.  £678348; 
total  income,  £603,248;  loeses  paid,  £149,878;  otiier  apsMH. 
£36,947. 

MISCELLANEOUS:  Thie  ecopaay  ihHm  surpioB  Smi  it 
the  United  States  and  Canada  through  Marsh  k  MoLeBDaB, 
Chicago,  and  A.  F.  Shaw  k  Co.,  Chicago.  Confli 
Baltamoce,  1904,  $2,600;  Roehsster.  1904,  $2,000; 
1906.  $80,000. 
Total $724,560       Total $734,660 


Dae.  31, 1914.  LiAKunM,  Dao.  31, 1914. 

InveBtmenta £444,185    Investment  res £44,313 

Loau 77,000    Reservefund 117,000 

Int  in  foreign  cos...  35,140    Reins,  reserve 453,316 

Sundry  debtors 108,796  Sundry  crsditorB....  52,973 

Cash 48,067    Capital  paid  up 50,000 

Othvassets 11,801    Profitandloss 6,968 
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FINE  ART  AND  GENERAL  INSURANCE  COMPANY,  Ltd.,  London.  Eng. 

ChiinDaB,  J.  M.  MMdonald;  Seoetarjr  ud  MuMfV,  A.  P.  Fcddeo.    OifMiMd,  18M. 

BTJSINEaSDTJRINQl913:  Pb««nd  genenl,  mot  pnouoini, 
£126.780;  other  inoome,  £7^03;  kMBes  i«td.  £66,914;  oomiiii*' 
akuM,  £7,752;  eqwnses,  £31,546. 

REMARKS:  Tbk  oompany  tnoMota  fire,  burglary,  penonal 
MoldeDt.  fidelity  and  employers*  liability  iaiuranee  at  hanM. 
and  writei  eurplui  tinea  ot  me  ineuranee  on  fire  rieks  in  tha 
United  Statee  through  E.  E.  Hall  ft  Co.,  New  York. 


Dm.  31, 1918.  LuBiLRm,  Dbc.  81. 1913. 

£840.478  Rre&0eneralfund.     £200.700 

OMh... 27,159  LoaMannpaid 

Dm  dob  agte.  k        Empkqr.  lia.  fond 


iBBt^dabUn. 


77,310 


Outatahding  aacta... 

Capita]  pud  up 

Profit  k  Um  aoet. . . 


22.073 
76.866 
28.851 
50.000 
66,457 


Total £444.947       Total £444,947 


FIRST    BOHEMIAN    REINSURANCE    BANK    OF    PRAGUE,   Bohemia. 


Anton  Fdlak;  Direetor,  K.  SehoDar.    Oifudaad,  1873. 


I,  Dae.  31, 1913.  LuBiLnns,  Dno.  31. 1913. 

Btoeb 31,404,844    Pnmiumreaerve....  $959,354 

Dnefromeoe 595,584    LoaBieaerre 434,938 

CMh 511.206    Duefromoos 219.769 

OthvaaNta.. 265,615    OthCTieaerre 104,801 

Other  liabilitiM 138,009 


Total  liabJfitieB. . .  $1.940371 

Capital 750,000 

Fkofitbalaaoe 86.378 


Totale $2,777,249       Total $2,777,249 


REMARKS:  Comipany  doea  fire  re-bmiranoe  bnrrinaw  on 
American  riake.  DiYidends  for  past  ten  yean  ayerafe  7%.  Con- 
flagration loai:  San  F^andaoo,  1906.  $650,000. 


LE  FONCIER  DE  FRANCE  &  DES  COLONIES,  Paris,  France. 


Am  of  Deeember  31, 1913,  thia  company  had  a  nominal  capital 
of  3600,000  all  aafaacribed  and  $150,000  raid  up.  Ita  caah  in  bank 
•ad  inyeeted  fonda  on  that  date  were  $72,000.    It  writes  sorphia 


fines  on  fire  riAainthia  ooontry  through  A.  L.  McCrae,  Ine., 
Chicago,  and  together  with  "La  CooperMon,"  Paris,  guanateea 
the  potioea  of  the  International  Aasuranoe  AaM)cution. 


"FORTUNA"  GENERAL  INSURANCE  COMPANY,  Berlin,  Germany. 

Managen,  Peter  Boihncken  and  Ed.  Sdoeibcr.    Qrgnniaed,  1868. 


ASSBTS,  DEC.  81,  1918:  31,148313  Qnehiding  $300,000 
■tnrkhoMew'  notes);  neminm  reserra,  $133JM)0;  Urn  reserye, 
$300,000;  (fiyidend  fonds,  3157,500;  oapitai;  $37,500;  e^tal 
paki  IP.  $60,000;  profit  bahnee,  $65,544. 

BUSINESS  IN  1013:  Net  prcmrams,  $647,809;  total  income, 
$848,972;  loaaea  paid,  $476,51^  eommMioDS,  $65,590;  eipenaea, 
$10,879. 


REMARKS:  Company  writea  marine  and  burglary  inaoranoe 
and  n  understood  to  he  interested  in  fire  risks  m  the  United 
Statee  by  reinaorance.  Diyidenda.  1904.  20%:  1905,  25%;  1906. 
1907,  1908,  1909,  1910,  1911,  1912  and  1913.  30%. 


GERMAN  RE-  AND  CO-INSURANCE  COMPANY,  Beriin,  Germany. 


Mortgage  loana.. 

Baal  estate 

CMh 

Doe  boas  cos... 


Other 


31, 1913. 

$662,500 
360,579 
342,760 
140,330 
165.695 
152314 
156385 
18,163 


Dir^tor,  Heinr 

LiABiuins,  Dm.  31, 1913. 

Capital  reeenre $75,000 

Pniniom  reserve. . .  328.305 

Loesresenre 441.908 

Other  liabimies.....  144.993 

Total  liafaifitieB...     3990.206 

Capital 750.000 

Ftofit  balance 53.750 


Total $1,796,956       Total $1,798,956 


Sdiipmann.  ' 

BUSINESS  FOR  1913:  Net  fire  premiuffls  reeeiyed,  $328^24; 
marine  premium  secured.  $625,184;  other  premiums  reeeiyed, 
$3,065;  total  income,  $993366;  kiases  ptSd,  $651375;  oommiasiooa, 
$153,868. 

REMARKS:  This  company  is  understood  to  be  transacting 
a  surphis  line  business  on  fire  risks  in  the  United  States. 


GLOBUS  INSURANCE  COMPANY,  Hamburg,  Germany. 


31, 1913. 


Stoekholdn' notes, 
fllo^  and  bonds... 
GoOatenlhMW.... 


$750,000 
808326 
215,625 

_     241.035 

Baalcstata 469,630 

GsA 240.382 

Diiei«u.caa 160,164 

OtberiMta 144380 


LiABiiJTXBi,  Dm.  31, 1913. 

Capital 31.000.000 

Pteminm  reserve....  570335 

Lossreeerve 640.197 

Reaeryefond 137350 

Due  other  cos 54.706 

Other  tiabilitiea 18,785 

Profit  balance 128.616 


Total $2360341       Total $2350.041 


BUSINESS  FOR  1911.  Net  fire  premiums  received,  $1,193,508, 
other  income.  $63,788;  fire  kMses  paid,  $492,490;  general  espeoaea; 
$212,255. 

REMARKS:  Company  writea  fire,  burglary  and  theft,  credit 
and  marine  insurance.  The  marine  innrance  liranch  has  a 
premium  income  amounting  to  about  $1300,000.  The  Hanaeat- 
nche  Qeneral  combined  with  the  new  Eighth  Assurance  Con- 
pany  of  Hamburg  under  above  title. 
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GREAT  NORTH  INSURANCE  COMPANY,  Calgary,  Alta. 

This  oompany,  which  is  understood  to  be  writing  mme  surplus   i   Deo.  81, 1913,  its  peidmp  eapital  hftving  been  tS5,fl06  sad  ito  net 
lines  on  United  States  risks,  took  over  the  risks  of  the  Anchor       surplus  |14,fi9S. 
Firs  and  Marine  of  Calgary.    Its  sasets  aggregated  $63,100  on   | 


GRESHAM  FIRE  AND  ACCIDENT  INSURANCE  SOCIETY,  Ltd., 

London,  Eng. 

Fixe  Manager,  Thoa.  Brand  Miller. 


.  July  81, 1912. 


LUBILRXBB,  JULT  31,  1912. 


InTestments 

Agents' bak&oes.. 

Interest 

Gash 

Est  expenses,  etc. 
Other  assets 


£159,865 
14,479 

1,655 
13,488 
63,080 

6,877 


Capital  (paid  up) 

Fire  fund 

OUier  funds 

Losses  unpaid.... 

Due  reins,  coe 

Other  liabilities.. 


£200,000 
9,599 

30,835 
4,096 

11,813 
2,600 


Total £258,943       Total £258,948 


BUSINESS  FOR  YEAB  ENDING  JULY  8l,  1918:  Net  fin 
premiums,  £37,713;  losses  naid,  £19.912;  mmmiwwiwiB  and 
expenses  o^  management,  £18,128. 

REMARKS:  This  company  was  estabfished  in  1910  with  a  sub- 
scribed capital  of  £300,00070!  which  £200,000  waamdd  up.  Itk 
transacting  a  suiphis  line  bunness  in  the  United  Sftatea  throng 
Fred  8.  James  k  Co.,  New  York  and  Chicago. 


GUARDIAN  ASSURANCE  COMPANY,  Ltd,,  London,  Eng. 

Chaiiman.  Evelyn  Hubbard;  Manager  of  Fire  Dept,  A.  J.  Relton. 


This  company  does  a  fire  reinsuranee  bunnesB  in  the  United 
States  through  licensed  companies.  Assets,  Dec.  31.  1913  (all 
fanmehes),  amounted  to  £7,169,277;  of  which.  £1,176,554  was 
aooredited  to  the  fire  branch;  the  fire  branch  reserve,  £835,300,  and 
the  total  credited  to  profit  and  loss  was  £131,428.    Its  authorised 


capital  is  £2,000,000,  all  of  which  is  subscribed,  and  £1.000,000 
paid  in.  The  net  fire  premiums  received  in  1913  were  £615,680; 
net  fire  losses,  £343,687;  eipenses,  $219,386;  fire  funds,  exdain 
of  paid  up  capital.  £828,350.  The  Guardian  fonnerly  was  lioeDBed 
to  transact »  firs  Dosinen  in  the  U.  S. 


HAMBURG  UNDERWRITERS,  Hamburg,  Germany. 

This  ssBodation,  representing  »  strong  Hamburg  oomlxnation,  is  interested  to  some  extent  in  American  risks  by  way  of 
lieensed  companies. 

HEARTS  OF  OAK  LIFE  AND  GENERAL  ASSURANCE  COMPANY,  Ltd., 

London,  Eng. 

Chairman,  Wm.  Garland;  Seorelazy  and  Manager,  S.  R.  Whiting.    Organised,  1903. 

ASSETS,JUNE31, 1912:  £160,656;  liabifities  (except  capital),  REMARKS:    This  compamr  was  established  in  190S  with  an 
authorised  capital  of  £150,000.    In  Europ^  the  oompany  trana- 


ASSETS,  JUNE  31, 1912:  £160,656;  liabifities  (except  capital), 
£64.917;  shareholders'  capital.  £121,575;  capital  paid  up,  £83.401; 
profit  and  loss  account,  £7.842;  unpaid  fire  losaes,  £8,003.  Busi- 
ness during  year  ending  June  30, 1912  (firs  only):  Net  premiums, 
£18,583;  total  income,  £18,707;  losses  paid,  £22,021,  oommisaons 
and  expenses,  £14,430. 


acts  life,  fire,  burglary,  mortgage,  fideBty  and  pbta  u 

The  oompany  is  undentood  to  be  writing  surptas  fines  oa  AflMriean 


INDEMNITY  ASSOCIATION,  Ltd.,  London,  Eng. 

Mana^ng  Director,  P.  Q.  Hamilton  Caryill. 

This  oompany  was  established  in  1908  with  £5,000  capital,   I   eapital  is  £45,000,  of  which  £33,800  is  paid  op.    It 
which  was  increased  to  £100,000  capital  in  1907.    Its  subscribed   |   surplus  fines  on  United  States  rial 


INDUSTRIELLE  MUTUAL  INSURANCE  SOCIETY,  Paris,  France. 

This  is  a  mutual  fire  insurance  society,  founded  in  1904,  and  has  »  capital  of  200,000  franca.    It  is  ondentood  to  be  writing 
sniplus  fines  of  fire  insurance  on  Amwican  property. 


INTERNATIONAL  ASSURANCE  ASSOCIATION,  Paris,  France. 


This  is  an  underwriters'  organiaatbn  whose  policies  are  guar- 
anteed by  "Le  Fonder  de  Fnuioe  and  Des  Ckdonies,*'  Paris,  tad 
"La  Cooperation,"  Paris,  which  see.  A.  L.  MeCrae,  175  West 


Jackson  Bird.,  Chicago,  DL,  represents  them  for  surphis  fines  in 
this  country. 


ITALIAN  FIRE  AND  MARINE  INSURANCE  COMPANY,  Turin,  Italy. 

Director,  Domenico  Gambetta.    Organised,  1883. 
Aasna,  Dec.  81, 1912.  LiAmunas,  Dkc.  31, 1912.  BUSINESS  FOR  1912:  Premiums  reoeiTed.  1372,569;  total  in- 

Btookholdm'  notes..  $1,280,000    Premium  leserve. . .      $80,285       <»"».  H?J'S!'  *°~"  f*^  $264,845:  oommisMonB  and  ofiiees  «- 

Realestate 553,200    Dnereins.cos 164,473       penses,  $49,774. 

~  198.152  REMAItES:    It  is  understood  that  this  compaay  wriln 

phu  fines  on  American  and  Canadian  risks. 


Bonds  and  stocks...      434,121    Loss  reserves. 


Oashinbuks 154.799    Reserve  fund 400,000 


Agents'  baknces. 
Other  assets. 


232,342    Other  Uabilities 
158,202 

Total  fiabiUi 


270,049 

$1,112,959 

Capital 1,600,000 

Profit  bahmce 99.705 


Total. 


$2,812,664       Total $2,812,664 
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ITALIANA  INSURANCE  COMPANY,  Genoa,  Italy. 

BiMUgmg  Direetor,  ZMOMtt  ObeitL    Oi«Miaed,  1908. 


A8BBT8:  Per  btert  obtebible  ctatemflot  unoanted  to 
Sl^^L  Total  fiftbilitiM,  eneiit  espitai.  $1,220*061;  oavttal, 
tl,00(M)OO;  pnfik  bdmoe,  17,483. 


BUSINESS  IN  1910:    Net  pnmiaina,  1780,545;  loases 
1008,400. 

REMARKS:    Tbis  oomiMuqr  tniMMfeB  »  surpfais  lino 
in  the  Westeni  States  and  CauMla. 


paid 


LANCASHIRE  &  CHESHIRE  INSURANCE  CORPORATION,  Ltd., 

Liverpool,  Eng. 

Joint  Managing  Direeton,  W.  Arthur  Jonee,  R.  Fergiieon;  Seeretaiy,  T.  Leigii.    Eatabfiihed  1904. 


oompan^  was  wtaHinhed  in  1904,  with  an  anthoriaed  capital  of  £100,000.    It  it  ondentood  to  be  writing  aurphia  linei  on  iiit 
riria  in  the  United  Statee  throng  a  Chieago  luoker. 


LAW  ACCIDENT  INSURANCE  SOCIETY,  Ltd.,  London,  Eng. 

Managing  Direetor.  F.  W.  Peaooe  Rutter. 

nil  eooipanyiaiindeiBlood  to  be  writing  floaten  for  jew«lm  |  eitabliBhed  in  1892.  and  has  an  authorised  coital  of  £500,000, 
fa  this  eonstiy,  oovering  fire,  theft,  transportation,  etc.    It  was   |   sabecribed,  £600,000  and  paid-op,  £50/100. 


LAW,  FIDELITY  AND  GENERAL  INSURANCE  CORPORATION,  Ltd., 

London,  Eng. 

Managing  Direetor,  F.  Notie  Miller.    Orgwused,  1801. 

BEMARffiS:    This  ooavaay  was  pteriouajy  known  as  the  home,  and  is  understood  to  write  smphis  Hnss  of  fire  insnranoe 

Lev  Inrsstment  and  Trnmranee  Corpontion.   It  was  established  in  the  United  States.    F.  Nork  Miller,  the  managng  direetor; 

fa  1891,  and  haa  an  anthorised  capital  of  £059,584;  sabseribed,  fa  afao  manager  of  the  General  Aecideat  of  Perth.    Conflagration 

£72^;  and  paid^  capital,  £27,323.    It  transacts  accident,  loss:    Baltimore,  1904,  17,000. 
bnifaiy,  eraploycn'  liabibtjr,  and  other  branches  of  ineoranoe  at 


AvBDte'bafanees.... 

Doe  bom  cos 

Pmhise  of  g!ood> 
_«in  (profits  dept.) 
Dqi.«ith     ' 

CMh.... 

Other 


LEGAL  INSURANCE  COMPANY,  Ltd.,  London,  Eng. 

General  Manager  and  Seoretary,  J.  M.  Ewing. 

Dm.  31, 1913.  LuBxuniB,  Die.  81, 1913. 

£61,534    Claims  outstanding.      £28,019 


42,007    ReiM.  reeenre 39,977 

80^348    Other  liabifities 28.071 

DuereiiM.ooe 20,765 

35.000   Capital  paid  up 100.000 

26,029 

12,615 

8.941 


BUSINESS  IN  1913:  Netpiemhnns,  £190,785;  total  income. 
£192,898;  losses  paid.  £106,716;  commisrioiM.  £35,006;  expensss, 
£41,293. 

REMARKS:  The  Lenl  transaets  a  surplus  line  business  in 
thfa  country  through  Fred  S.  James  k  Co.,  New  York  and  Chicago. 


Total £217.433       Total £217.433 


LLOYD'S,  London,  Eng. 

Orgaaiaed,  1726.    Seeretary.  Reai^Admiral  Edward  Fitsmaurice  In^efidd. 


Iioyd*s  fa  an  association  of  underwriters  in  the  (Sty  of 
undoo.  Its  name  fa  derired  from  a  Coffee  House  kept  b^  Edward 
Uoyd  in  Tower  st.  in  the  17th  oentury,  where  underwriters  met 
to  toaoBBct  bnsinasB.  In  1692  Lloyd's  Coffee  House  was  remoyed 
nom  Tower  sL  to  Lombard  St.;  and  in  1774  Lknrd'e  faft  the  Cof- 
l»  House  in  Lombard  st.  for  premises  in  the  Royal  Exohange, 
vhn  it  has  sinee  remained.  Tht  war,  which  lasted  from  1775 
^th  but  short  pauaes  till  1815,  tended  to  attract  marine  insurance 
to  Qreat  Britam  from  all  parts  of  the  worid,  and  rafaed  lioyd's 
fa  the  hirii  porition  it  has  rince  held. 

blSlOi  parfiunent  appointed  a  committee  to  inquire  into  the 
ttinoftheinatitation.  From  thfa  inquiry  IJ(^*8  emerged  with 
ttei^aad  has  continued  to  aasist  in  thepromotion  of  every  meae- 
p^UBbmi^t  aid  inthepresenrationoilife  atsea.  the  prDvention 
ofond  in  eonneetion  wiu  marine  insurance,  and  the  rapid  ool- 
mn  and  Artribution  of  maritime  intelligenee. 
^  1871,  lioyd's  was  inoorporated  by  act  of  pariiament;  but 
doeiiKA,  as  a  eorporaticHi,  undartake  insurance  business.  Thfa  fa 
gyfarted  sdeiy  by  its  members  on  their  own  account;  and  so 
fjH  es  they  eoafoim  to  the  rules  of  the  society,  they  are  free  to 
neawttsfa indiTidnal  views.  Lion's  is,  in  met,  a  great  marint 
far.Mwgnee.  Candidates  for  elecoon  as  members  are  required  to 
■tfav  the  eommittee  as  to  their  means,  and  in  all  cases  to  deposit 
aOe  names  of  trustees  a  sum  of  not  fass  than  £5.000.  as  addi- 
weal  seeority  for  liabifities  ineuzred  on  account  of  marine  and 
The  aggregate  amount  thus  placed  at  the  dis- 


poaal  of  the  committee  of  lioyd's  fa  very  fane,  but  in  no  way 
represents  the  total  coital  poeiessed  by  the  Iniaerwriting  Mem- 
bers of  lioyd's.  The  oommittee  haTc  afao  recently  adopted  a 
system  under  which  a  separate  guvantee,  ^>plicaUe  only  to 
cuums  on  fire  pofides,  and  other  poiioies  not  coverinff  marine  and 
tranmort  risks,  fa  recpiired  from  members  on  theb  acunission,  and 
membere  who  eufEage  in  sudi  businesB,  and  wlu)  were  elected 
before  the  adoption  of  thfa  qystem,  hare  generally  furnished 
rimilar  security.  A  nstem  has  also  been  instituted  under  iriiioh 
all  underwriting  monies  are  held  in  trust  for  underwriting  pur- 
poees  only,  and  underwriters'  accounta  are  annually  auditoa  by 
approved  accountants,  who  certify  as  to  the  solveoey  of  the 
underwriter.  The  business  of  Lloyd's  as  a  corporation,  and  of 
tiie  committee  as  its  executive,  fa  to  conduct  the  affairs  of  Lloyd's 
in  its  corporate  capacity,  and  to  guard,  as  trustees,  the  corporate 
funds  and  property. 

lioyd's  fa  abo  an  immense  organisation  for  the  collection  and 
distribution  ol  marine  intelligence,  which  fa  published  daily  in 
"lioyd's  Lfat."  Thfa  paper,  origmallr  estabfished  m  1696  as 
"Lloyd's  News."  dates  from  1726,  and  fa  the  oldest  newspaper 
in  Europe,  witn  the  euention  of  the  "London  Qasette."  The 
intcDigenoe  department  has  devebped  oontmually  under  the 
influence  61  steam  and  efactridty,  and  thfa  process  keeps  pace 
with  the  opening  oi  new  pprfa  and  the  increaised  means  oi  conn 
munication.  The  information  fa  sui^lied  bry  Lloyd's  agents  on 
every  ooast  in  the  world,  who,  in  written  lists,  or  by  telegram, 
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report  the  wrival  waA  dflpertare  of,  and  oMoaltiei  to,  TesBeb 
within  their  districts.  In  this  oonneeUon  the  value  oi  Lloyd's 
Sgnal  Sti^ons  is  ye^  srest,  not  onl^  to  underwriters,  but  also 
ta  merohants  and  slupowners,  as  it  is  frequently  an  advantage 
that  a  vessel  should  be  interoepted  off  the  ooast  and  ordered  to 
its  port  of  destination.  Shi^wners  in  this  way  often  have  the 
earhest  intimation  of  the  arrival  of  their  ships.  Vessels  arriving 
off  outlying  signal  stations  often  bring  important  inteOigenoe 
as  to  derehets  and  wrecks  passed  on  their  voyages,  as  well  as 
infonnaiion  of  vessels  in  distress  requiring  asiistanoe,  and  over- 
due vessds  arriving  on  bng  voyans  are  reported  at  these  sta- 
tions. Not  one  vessel  in  ten,  bound  to  ports  in  the  United  King- 
dom from  distant  ports,  amves  at  her  tenninal  port  without 
first  being  reported  from  one  oi  Lloyd's  signal  stations.  At 
some  (^tnese  stations  wirdess  telegnn^  apparatus  has  been 
iiwtalM  Tlie  oorpcxation  of  lioyd^  now  holds  a  similar  poa- 
tion  with  regard  to  agnal  stations  to  Uiat  ooouined  by  the  cor- 
poration <A  uie  Trinity  House  with  renrd  to  lipithouses.  These 
vahiaUe  aids  in  the  preservation  of  me  and  property  are  one  of 
the  latest  develoiHneats  of  the  corporation. 

Recent  En^Sah  legislation  requires  all  underwriters  as  well  as 
insurance  ffffmpm*^*^  transacting  such  business  to  provide  security 
for  various  classes  of  insurance,  such  as  life,  fire,  accident,  em- 
ployers' liakttlity  and  brad  investment. 

The  AsBuranoe  Companies  Act,  1009,  relates  to  these  daases 
of  inwiran^,  and  althouflii  the  Act  did  not  begin  to  operate  until 
July  1,  1910,  the  in^(ffity  of  Underwriters  at  Lloyd's  had  al- 
ready compBed  with  its  requirements  before  Uiat  date,  and  for 
some  years  past  have  provided  such  security  as  is  now  legally 
necessaiv  in  connection  with  the  class  of  bosmess  tjiey  transact. 

The  Employers'  Liability  (insurance  companies)  Act,  1907 
which  went  into  operation  on  Jaauarv  1,  1908,  provides  that 
every  underwriter  shall  deoosit  and  keq>  deposited,*  in  such 
manner  as  the  Board  of  Trade  may  direct,  a  sum  of  £2,000,  and, 
further,  that  when  the  buriness  transacted  exceeds  this  amount, 
the  underwriter  must  increase  tjie  security  correspondingly,  and 
furnish  accounts  annually  to  the  Board  o«  Trade  eiaotly  m  the 
same  manner  as  the  companies  transacting  similar  business. 
This  deposit  has  been  provided  by  all  members  of  Lloyd's  who 
engage  m  this  class  of  insurance  buanesB. 

By  these  Acts  Lloyd's  is  reoogniied  by  the  Board  of  Trade  as 
a  regular  market  for  fire  and  other  non-marine  insurance  busi- 
iH^,  and  the  fact  of  such  recognition  is  regarded  as  a  guarantee 
of  the  soundness  of  the  busbess  transacted  at  Lloyd's. 

Various  groups  of  Uoyd's  underwriters  aooeot  fire  insurance 
riaka  in  the  Umted  States  through  different  bnucerage  houses  in 
the  United  States.  Claims  under  such  policies  are  usually  settled 
without  diffioilty,  although  if  suit  should  become  necessary,  each 
underwriter  would  have  to  be  sued  in  the  English  courts,  unless 
all  should  agree  to  abide  by  the  dednm  of  the  suit  against  a 
linde  underwriter,  which  is  the  annual  custom.  FoUdes  written 
bylioyd's  underwriters  upon  American  risks  generally  contain  a 
warranty  that  some  qMoined  company  carries  a  given  line  cm  the 
same  ride  at  the  same  rate  and  m  the  same  form.  Ihuueity 
owners  in  the  Umted  States  vriio  aocqit  Lk)^'s  pofidee  sboukl 
therefore  be  careful  to  see  that  all  warranties  in  such  policies  are 
properiy  observed. 

TIm  fctm  of  fire  pdlkaes  used  by  Lloyd's  underwriters  is  as 
foUowa: 


"LLOYD'S  FIRE  POLICY. 
Fob  SiOHiTUBi  bt  Uivdbbwbxtino  Mbmbbbs  or  Lloyd's  Onlt. 

BE  IT  KNOWN  THAT 
paid  Premium  or  Conaderstica 

to  Us,  who  have  hereunto  subscribed  our  Names  to  Insure  f  ron 
Loss  or  Damage  by  Fire. 


From  the  day  of 

To  the  d^r  of 

NOW  KNOW  YE,  that  we  the  insurers  do  hereby  tana  cor- 
sdves,  each  for  his  own  Part,  and  not  One  for  Another,  our  Hein, 
Executors,  Administrators  and  Assins,  to  pay  and  m^  good  to 
the  said  Assured,  his  or  her  Heirs,  Executors,  Administrators  sad 
Assigns,  all  such  Damage  and  Loas  by  Fire^  within  seven  days  af t« 
such  loes  is  proved;  and  that  in  proportion  to  the  several  sbbh 
fay  eadi  of  each  subeoribed  against  our  respective  Names,  not  ei- 
oeeding  the  respective  Sums  aforesaid;  as  may  happen  to  ths 
subject  matter  of  this  insurance,  or  any  part  thereof,  dnriag 
the  continuance  of  this  policy. 

No  daim  to  attach  to  this  Pt^cy  for  Insurrection.  Riots,  CSril 
Commotion  or  Military  or  Usurped  poiver. 

If  the  assured  shall  make  any  cuum  knowing  the  same  to  bt 
false  or  fraudulent  as  regards  amount  or  otherwisa,  this  Pofi^ 
shall  become  void,  and  alTclaim  thereunder  shall  be  forfeited. 

IN  WITNESS  whereof  We  have  subscribed  our  Names  and 
Sums  of  Money  by  us  Insured. 

Dated  in  London,  the  Day  of 

One  Thousand  Nine  Hundred  and  ." 

A  eonoderable  number  of  insurance  brokerage  firms  in  New 
York  and  Chicago  have  heretofore  had  arraogementa  with  variooi 
groupa  of  underwriters  at  Lk>yd's,  Lradon,  wfaerebv  th^  could 
procure  insurance  upon  American  risks,  but  it  n  nnaeratood  tfaat 


of  such  arrangements  have  been  altered  or  terminated,  so 
that  at  the  time  this  page  went  to  prees  it  was  not  feasible  to 
present  a  list  of  brokers  through  vniom  tnsuranwi  at  lioyd'i^ 
London,  could  be  procured. 

Conflagration  kMses:  Baltimora,  1904,  1147,500;  San  IVaa- 
dsco,  1966.  estimated.  93.000,000  (aU  underwriters). 

As  bogus  Uoyd's,  Lcmdon,  policies  have  been  offered  in  tUi 
eoun^p  care  should  be  taken  to  deal  only  with 
when  proeuring  such  insurance. 

The  State  instirance  Department  of  lUinob 
Doupe  ol  underwriters  licensed  in  that  State  to  file,  aa  a  part  of 
tiieir  annual  statements,  data  concerning  their  entire  boonaaB  is 
the  United  Statee,  togetiier  with  a  certificate  from  the  props 
official  of  the  Board  of  Trade  in  London,  England,  to  the  dieet 
that  each  group  has  compKed  with  the  laws  en  the  United  Kmg* 
dma  governing  such  Lloyd's  associations; 

Brokers  accepting  surrius  line  risks  in  the  U.  S.  throoi^  Uoyds 
of  London:  Starkweather  k  Shepley,  loc,  Fkovidenoe,  R.  L; 
R.  W.  Hoemer  k,  Co.,  Chicago,  111.;  BoUinB,  Burdiek  k  Hunter 
Co..  Chicago.  lU.;  Weed  AKiinnedy,  New  York  City;  Manh  k 
McLennan,  Chicago,  lU.;  A.  F.  Shaw  k  Co.,  ChieagD,  IS.;  F.  R. 


Thompson,  Chicago,  IIL:  Chas.  Brock-Jones  k  Co.,  Chicago,  IlL; 
C.  P.  Wurts,  ChioaM,  Dl.;  CriteheD,  Bliller.  Whitney  k  Barbour, 
Chioagp,  111.;  FmTS.  James  k  Co.,  New  York  and  Chiosfo,  ID.; 
A.  T.  Graham.  Chicago;  Henry  J.  and  Frederick  03rieii,  Ofaicaga. 


MEMBERS  OF  VARIOUS  GROUPS  OF  UNDERWRITERS  AT  LLOYDS  (May  8, 1915). 


j;.  j;.  Adoau. 
E.  E.  Adams. 

§.  A.  Gregory, 
[enry  Bacon. 
Arthur  Serena. 
L.  S.  Denny. 
A.  Pownall. 

j;.  j;.  Adam; 
Ernest  E.  Adams 

8.  J,  AvitTeti. 
(See  R.  D.  Dcman  &  R.  Todd) 

C.  r.  Btadea. 
Charles  F.  Beadel 

Sir    B.    BmwAamp,  BarUt 
Jf.  P.,  and  or  W.B.Rouh 
Edward  Beauchamp 
8.Le»-«mith 
W.B.  Rouse 
M.  H.  Hughes 
C.F.  Leach 
C.  G.  L.  Cator. 
H.  L.  Bo]rd. 
J.  Boyd  Miller. 
Stanley  F.  Williams. 
William  Sidney 


Sir  Baywumd  Bedfc 
Raymond  Beck 
D.E.  Mackintoeh 

E.  T.  S.  Dugdale 

F.  K.  Hodnon 
GUbertF/Beck 

Sir  Raymond  Bock. 
B.  G.  C.  Morice. 
Raymond  Beck 

A,  BonnaUm. 
A.  Bevington 
H.  C.  Haslam 
K.  G.  R.  Vaisey 
J.  E.  (Sunning 
A.  E.  Price 
A.  de  H.  Bevington. 
J.  A.  Reeves. 

A,  Bofinffton. 
H.  B.  Foster. 

Stand  Wdch  k  Co.  {A.  0. 
Wokh.) 
R.  H.  Hohnan 
S.  H.  Fawell 
W.  A.  Lindsay. 
D.  M.  Cohnan. 


J.  Cofanan. 
A.  G.  Welch. 

A.  W.  BkuhiM- 

E.  P.  Nicholls. 

C.  V.  MOQQ. 

CecU  C.  Blogg. 
Hemy  Kessler. 
Edward  Keesler. 
W.  H.  Eekersley. 
H.  P.  Goodbody. 
Louis  Rivett. 
Rotheriuun. 
A.  H.  Dixon. 
P.  Eekersley. 
John  H.  Hayes. 
A.  D.  Hanbury. 

B.  C.  BimU. 
Harold  S.  Price. 

Sir  P.  BoUon. 
F.Bolton. 
J.  H.  Gbver. 
G.  W.  Pearse. 
W.  W.  Mann. 

F.  W.  Bolton. 
E.  W.  Gfever 


P.  B.In^iam 
L.H.  Bolton 

S.  A.  Bouitan. 
G.W.Tyser 
J.  H.  Morrison. 
H.  W.  P.  Hoskyna. 
W.  P.  Tyser. 
&A.Boulton. 
A.  Methuen. 
HudhT^ser. 
C.Bathnrst. 
F.W.  (Tkrk. 
P.  K.  F.  Foot. 
W.  M.  Young. 
F.  H.  Bonham-Carter. 
DemFhmka. 
R.  E.  Morrison. 


W.J. 
F.  C.  Bowring. 

E.  B.  Toms. 

F.  B.  ToBBS. 
aW.T.CargUL 
R.C.Bakar. 
E.R.  Bowling. 

W.A.BnJ^brdmdorA.D 
Brodford. 
W.  Arthur  Bradfora. 
Aitinir  D.  Bradford. 
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IbonrBndUianL 
W.E.Duhsr. 
G.  DdtooHvii^. 
Hcnnr  Comer. 
NenfeaDnke. 

A.  C.  Cfaapmaa. 


A.C. 

A.  C.  firom. 

Am  im  oLfUSBmUm 

6.B.Maltby. 
W.M.S(nehaB 
J.P.Rcid 
R.A.ShaMoek. 
H.  C.  Humpiiay. 
G.?.  Biova. 

H.C.Soott. 
it.H.BiiflwlL 
0.  W.  TliaiiiM 
Aitbnr  Muat. 


ioanh 

p/aTi 


DnrtoelL 

A.  C.  Ckovman 
Waiiam  H.  Khihiii. 
GtirtaTB«aeky. 
C-OrixxmBaiaB. 
T.HHBmoadWelb. 
Herbert  W.  SymoodsoB 
LnD&DeBiqr 

i.  C.  Ckapmati 
Aaabeloii  FowiMll 
BwoldN.  Miner 
Aitkur  Senna 
ESnutE.  Adams. 
Nevile  0.  Duke. 
Aitfaur  D.  Bradford. 

A.C.Ckaiman. 
wurBaean. 
Staart  W.  G.  TUnKbam. 
Beeiy  A.  G.  Sprigs. 
tayBradforf. 
Hoiyp.  Polaad. 
A.CeQl  CbapmaiL 

A.  C.  Chapman. 
H  Hoidnvoctli  WUHaoM. 
W.  Fradeiiek  Wiffiame. 
BobcrtXorBch-White. 
Her1)ert8.l4rBeh-WliHe. 
FnakN.Lyxkcb-Wlate. 

A.  C.  Chamnan. 

W.  H.  Dnlpwiw 

A.  C.  Chapmaii. 

A.P.ChttHe$wortk. 
^F.Cbarbnrarth. 
flubertCLegh. 
JdeeVoair^ 
G.  J.  W.  NoUe. 
^&alamMunay. 
W.  B«ton  Steirart. 

E.  F.  de  Boagemont. 

D.R.Bel!a]iiy. 

/.  L.  Crm^vd  (m«  C.  iff. 
BeetA). 

^(Wiy,£lMa4;C0..Ltd. 
P.W.flatm. 

H.EmeitGtew1cy. 
f  •  £•  JAxoa. 

If.  vracwr. 
WMtoB  Croeker. 


H.  0.  Da  Cotta, 
H.  G.  Da  Costa. 
W.  P.  Turner. 
Kneet  EngliaL 
A.  W.  Young. 
H.  W.  Young. 

H.  Q.  Da  Coda, 
H.  G.  Da  Coeta. 
W.  F.  Turner. 
Ernest  English. 
H.  B.  CreeswelL 

A.  H.  Damani, 
P.  W.  Riefaartfaon. 
R.  D.  Deoman. 
E  8.  Holman. 
A.H.  Damant. 

B.Dtaiu. 
Edmund  Deaoe. 
Albert  A.  Elliott. 
Edward  J.  M.  Lumb. 
Malooim  Campbell. 

R,  D.  Dtamam,  and  or  8.  J, 
Avbrty. 
R.  D.  Daunao. 
H.  Hofanan. 
P.  W.  Richardson. 
H.  B.  Cresswell. 
F.  V.  Enthoven. 
K.  G.  R.  Vaisey. 
W.  8.  Coles. 
8.  J.  Aubr«y. 

E.  D.  Daman  and  «r  S.  J. 
Aubny. 
W.  H.  Cumming. 
J.  A.  Reeves. 
R.D.  Denmaa. 

N.  Dixtv  (MS  J,  8.  8aUtrth- 

vMiite). 

J.  B.  Dudtr. 
J.  E.  Doder. 
H.W.  Aston. 
P.  Elliot  Smith. 

A.  P.  Banting. 
W.  Faber. 

H.  W.  BdmvndM. 
H.  W.  Edmunds. 
W.F.Miller. 
W.  E.  King, 

B.  N.  LTWhitea 
Perar  Woods. 
P.W.Dilke. 


way. 


A.  R.  MoontaiiL 
NenBaa  Deakin. 
J.  E.  RjefaardflOQ. 


Bsmord  BOuU. 
Alesr.  E  J.  Reias. 

0.  J.  Emanud, 
G.  J.  EmanueL 

H.  L.  Fabtr. 
Alfred  Faber. 
A.C.  Allan. 

A.  J.  Hobson. 
F.  E.  \^inoent. 
H.  EUiotpSmitL 
H.  J.  PaterB<m. 

B.  Hobson. 
W.  Hobson. 

W.  C.  S.  Uppleby. 
A.  F.  Hobson. 
H.  L.  Faber. 

WaUtr  Faber. 
Walter  Faber. 
D.  L.  Poole. 
T.B.Bowring. 
J.  B.  Wimble. 
W.  E.  Hargreaves. 
P.  Hargreaves. 
Norman  Secretan. 
Edmund  Deane. 
Malooim  Campbell. 
A.  F.  Chariesworth. 


B.  R.  FUmtng, 
G.  W.  Prisby. 
B.  R.  Fleming. 
J.  C.  Bannermaa. 
W.  M.  Grove. 

D.  G.  Fleming,  Junr. 
P.  G.  Yorke. 

B.  B.  Fleming. 

B.  R.  Fleming. 

J.  C.  Bannerman. 
G.  W.  Frisby. 
W.  M.  Grove. 

J.  FUming. 
John  Fleming. 

8.  a.  Flddm, 
F.  8.  Isaac. 
H.  A.  V.  Bonnin. 
J.  P.  Head. 
K.  W.  Stone. 
A.  E.  Birmin^iam. 

awry  For6st. 
H.  Kenneth. 
J.  Turton  Wright 
L.  R.  M.  Rate. 
H.  8.  Price. 
J.  8.  Brander. 
R.  C.  V.  de  WesMlow. 
Heniy  Forbes. 

Jamu  Forbu. 
James  Forbes. 
H.  A.  Hoare. 
Geoffrey  Head. 
H.  Bernard  Calkin. 

E.  Steane  Price. 
Thomas  Forbes. 
Arthur  Forbes. 
A.  G.  Anderson. 
K.  8.  Anderson. 
T.  L.  Forbes. 

lawraies  For6««. 
Lawrence  Forbes. 
L.  J.  Friedladner. 
Frederick  D.  Heath. 
A.  Steane  Price. 
N.  A.  Charringtoo. 
Sidney  J.  Hoee. 

W.  B.  Found. 
W.  E.  Found. 

C.  P.  Attenborough. 

E.  M.  H.  Raynsford. 

F.  T.  Stowe. 
E.  8.  Dawes. 
Cecil  Kennsid. 
J.  K.  Foster. 

Hyde  H.  A.  Kennard. 
J.  F.  Anderson. 
A.  B.  Bathurst. 

OlantiU,  BnOumn  dt  Co. 
M.  B.  Davie. 
Philip  Scott. 

Bernard  Franklin-Adams. 
Francis  A.  Holman. 
Arthur  Gammidge. 

A.  Stuart  Black. 
Edmund  Vallance. 
E.  J.  Enthoven. 

G.  Fortescoe. 

CnannU,  Entiumn  dt  Co. 
P.  C.  Mordan. 

E.  VaUanoe. 

F.  V.  Enthoven. 

B.  A.  GhmviU. 
L.  D.  Looker. 

OtanwiU,  Enthomi  dt  Co. 
Arthur  Gammidge. 

F.  HaU,  M.  P. 
F.  Rogerson. 
F.HsIl. 

H.  S.  Mountain. 
F.  C.  Previte. 


W.  F.  HanUy. 
Fruuas  W.  Chame. 
Albert  V.  F.  Seymmir. 
Guy  B.  C.  Howard.. 

P.  Hargroawtt, 
T.  B.  Bowring. 
J.  B.  Wimble. 
G.  B.  Hunter. 
A.F.  Hasbm. 
8.  J.  Townsend. 
Harold  Jowers. 
W.  J.  French. 
E.  Steviuon. 
W.  E.  Hargreaves. 
P.  Hargreaves. 

/.  P.  Harria. 
J.P.Hain. 

A.  8.  Harrioon, 
A.  8.  Harrison. 

E.  H.  Lonergan. 
D.McCanee. 

J.  F.  Godman. 
F.T.Gilliat. 

R.  K.  Harrimn. 
R.K.  Harrison. 
S.K.Reid. 
E.H.J.Honie. 

A.  Constanduros. 

H.  F.  V.  Oldham-Vifattet 

Jamet  HarOgi,  Coapor  dt  Co^ 
^    Ud.  (8.  WUkS^  • 

B.  E.  Cooper. 
S.Wishart. 
Firria. 

G.  B.  White. 
KnAtsford. 

F.  R.  Buaeell. 
V.  A.  Walker. 
B.G.Beer. 
W.  8.  Smith. 

A.  D'AmbrumeniL 
H.  E.  B.  Smith. 
C.B.  Brill. 
H.Garratt. 

C.  B.  Levita. 
W.Cooper. 
N.  A.  KayU. 

Ud.  {8.  Wi%hart). 
W.  8.  Smith  and  or 
8.  Wishart. 

B.  B.  Honey. 
R.  E.  Harvey. 

Homy  THnder  dt  Co.,  (0, 
B.  Trinder). 
0.  B.  Trinder. 
P.  D'Ambrumenil. 
Maurice  GilL 

H.  Hood  dt  Co.,  Ltd.  (C.  X. 
Htath). 
Albert  A.  Head. 
Malcolm  A.  Laing. 
Gilbert  F.  Beck. 
Thos.  L.  Devitt. 
George  Heath. 
Cuthbert  E.  Heath. 
Harry  Holmes. 
Charles  Wright. 
Geoffrey  Head. 
H.  Bernard  Calkin. 
Frederick  N.  Large. 
Lawrence  Wright. 
Gilbert  C.  Feloe. 
Douglas  W.  Clarke. 
J.  Alban  Head. 
James  F.  McBride. 
St^henson  R.  Clarke. 
GttVL  Wintle. 
Walter  8.  McBride. 
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C.  B.  Htath. 
E.  W.  RiohardMiL 

A.  J.  Riohjudflon. 

B.  H.  Foulger. 
H.  Munt. 

W.  J.  H.  Brodriek. 
J.  M.  CuenoTe. 
E.  E.  Leviftosky. 
Home  Gordon. 
A.  J.  L.  Cirouitt. 

C.  E,  HMth, 
Vtrcy  Woods, 
J.  0.  SiUem. 
F.W.Dilke. 
Howard  Jones. 
A.  W.  Petroooohino. 
Frederick  D.  Heath. 

C.  B.  Htath. 
J.  L.  Cnwfurd. 
W.  A.  ThomiMon. 
H.  G.  Sickkmore. 

C.  F.  Mirandolle. 

C.  B.  Htath. 
Q.  C.  Cattiin. 
H.  C.  Haalam. 
A.  P.  Banting. 
P.  B.  Ingham. 

C.  B.  Htath. 
N.  Lubboek. 
J.  C.  Stevens. 
A.  C.  Conr-Wriffbt. 
J.  A.  N.  Booker. 

D.  Conr-Wright. 

A.  E.  Gteenwdl. 

B.  B.  Feeeh. 

H.  C.  B.  UndevdowB. 
J.  W.  Bowen. 
H.Sedgwiek. 

C.  B.  Htath. 

C.  E.  Heath. 
J.  8.  Follett. 
G.  Heath. 

A.  D.  Whatman. 
A.  Burns. 
lI.EvaM. 

C.  B.  Heath, 
Hany  Hohnes. 
Thomas  L.  Deritt. 
Cathbert  E.  Heath. 
Geotge  Heath. 
Cyril  Wintle. 
Gilbert  F.  Beck. 
Carleton  F.  Tnfnell. 
Stephenson  R.  Clarke. 
Dooglas  W.  Clarke. 
J.CecilWray. 
Thos.  W.  Noad. 
Walter  H.  Savin. 
James  F.  W.  Bnmeii. 
H.  Ernest  Crawley. 

C.  B.  Htath. 

H.  B.  mn. 

C.  A.  H$wUt. 
G.  A.  Hewitt 

B.  Hiekt. 
Edward  Hieks. 
Norman  E.  TiunploBgh. 
J.  Ceeil  Wray. 
Henry  E.  Crawley. 
Waltff  H.  BavilL 
Francis  H.  Walker. 
William  J.  L.  Davies. 
Laurence  L.  Savin. 
Thomas  W.  Noad. 
Norman  P.  Fenwiek. 
Andrew  C.  Shankland. 
James  F.  W.  Bumess. 
Philip  D'AmbmmeniL 
H.  Chiylee  Chester. 

8.  B.  Higffim. 
8.E.Higgins. 

Wm.  Hoadt. 
Wm.  Hoade. 


E.  H.  Strong. 
J.Atkins. 

F.  V.  Enthoven. 
N.  A.  KavU. 

F.  E.  L.  Roberts. 
W.  H.  Gumming. 

G.  U.  Price. 
0.  B.  Trinder. 

D.  G.  EUs. 
H.  P.  Atkins. 
R.  W.  Hoade. 

HolmtDood  dt  HdmtDood,  Ltd. 
Thomas  D.  Hofanwood. 
Ernest  Hohnwood. 

PtTCff  Janton. 
Percy  Janson. 
F.Barkworth. 

E.  F.  de  Rounmont. 
Donald  MacGregGT. 
A.  H.  Henderson. 

E.  W.  Janson. 

C.  W.  Jauon. 
E.  Riokards. 
T.  0.  Lk)yd. 
J.  Mosenthal. 
Fhmk  £.  Dixon. 

B.  Jtkndon. 
Ernest  Johnston. 

B.  8.  Lamdough. 
W.  Lamplongb. 
K  S.  Lamplough. 

Albert  A.  Head. 
Malcolm  A.  Laing. 
Charles  Wright 
Frederick  N.  Large. 
Lawrence  Wri(dit 
Edward  W.  Duton. 
J.AlbanHead. 
Doui^  W.  Clarke. 
Vere  Chaplin. 
Basil  B.  P.  QregR. 
Charles  W.  Hamson. 
£.  Lynton  Large. 

LtdU  A  Oodwin,  U4. 
John  Godwin. 

LtditAGoiwiM^LU. 
A.  D.  Hanbuiy. 

D.  A.  Kinloch. 
W.  H.  Leslie. 
John  Godwin. 
H.  W.  E.  LesUe. 
G.  E.  Muen. 

LtaUe  A  Godwin,  Ud. 
W.H.  Leslie. 
A.  D.  Hanbuiy. 
D.  A.  Kinloch. 
H.  W.  E.  Leslie. 
Q.  E.  Mners. 

Sir  J.  H.  lAueombt. 
J.  H.  Luscombe. 
John  Rntherford. 
W.  C.  Hairild. 
A.  G.  Dalgety. 
H.L.Beak 
D.  A.  Luscombe. 
AUred  Luscombe. 
Norman  Seeretan. 
Fred'k.  A.  Coe. 

H.  8.  Lmeh^WkiU. 
H.  8.  iWn-White. 
W.  F.  WiUiams. 
R.  HoMsworth  Winiams. 
R.  Lyneb-White. 

H.  8.  Lyneh-WhiU. 
H.  8.  Lynch-White. 

J,  A.  Ijifoh. 
R.Rait 


P.  Q.  Maekinnon. 
P.  G.  Maekinnon. 
Frank  Locket 
A.  R.  Collins. 
Guy  G.  Gold. 
R.  N.  Roxby. 
Lewin  0.  Howe. 
N.  Maekinnon. 
N.  S.  Roao€. 
Maurice  Gill. 

Je.  a.  MaeMittan. 
Cfaarlas  E.  Green. 
Richard  H.  Green. 
ItG.MaoMinan. 
H.  W.  Murray. 
I.  C.  MaoMiUan. 
FrandsS.  Hay. 
GenJd  8.  Hoole. 

E.  M.  Slaughter. 

W.  8.  MeBTid$. 
J.  F.  McBride. 
W.  8.  McBride. 
W.  P.  WikL 
R.  B.  Scho6eki. 
P.  E.  B.  Wodehoose. 

r .  W.  Marttti, 

F.  W.  Marten. 
C.  V.  E.  Laurie. 
Cecil  E.  Laurie. 
J.  A.  Mclntyrs. 
C.  T.  MUbum. 
I.King. 

J.  A.  Roxbur^. 
L.  H.  Marten. 
T.  J.  Wynn. 

F,  W,  iMattan* 
F.  W.  Marten. 

8.  A.  Mtaeoek, 
Hennr  N.  Mathews. 
A.  W.  Street. 
A.  G.  Pembroke. 
A.  Serena. 
A.  E.  Roberts. 
Reginaki  H.  Blackburn. 
Oscar  W.  Street 
Leopold  C.  Stewart 
Edmund  A.  Street 
L.  S.  Jones. 
J.  W.  Thomson. 
£.  A  R.  Blackburn. 

A.  Mtthutn. 
F.Han. 
F.  Roserson. 

F.  C.  Previte. 
James  Gibbs. 

G.  ffimmons. 
R.  J.  Hamilton. 

A.  B.  Dick^Mand. 
S.  B.  Wmch. 
T.Richards. 
C.  8.  Knight 
F.G.HjJT 
G.  E.  Ryan. 
8.  W.  Mountain. 
H.  8.  Mountain. 
H.  N.  MiUer. 
H.  N.  MUler. 

Morgan  Ljfont  db  Co.  (J7.  B. 
Lypnt). 
N.B.Perkins. 
H.  E.  Lyons. 
Q.  J.  Morgan. 

j;.  C.  Mumford, 
E.  C.  Mumford. 
W.  Wathen-Bartlett 
W.  Cowhuid. 
Walter  C.  Hale. 
John  ChurehiU. 

A.  H.  Benson. 
John  Wood. 
WiUiamdeFalbe. 

B.  G.  C.  Monoe. 
J.  O.  Abbott 

J.  R.  B.  Balfoar. 


B.  Mvrton. 
Eraest  Murton. 
H.  W.  MaishaU. 

F.  A.  NichoU. 

E.  K.  Wilson. 
W.L.CaUdn. 
Walter  Cutforth. 
Samud  Cutforth. 
Arthur  T.  Marson. 

H.  A.  NieholU. 

F.  W.  Bolton. 
L.  H.  Bolton. 

H.  E.  de  RougemoDt 
F.  W.  Hobbs. 
G.U.  Price. 

T.  A.  NiehoiU. 
T.  A.  NiehoUs. 
(See  also  F.  L.  P.  Seoetan  k 
Co.) 

A,  J.  NofwuM. 
CAHanu 


mpton. 
Whites 


Ud. 


B.  N.  L.  Whiteaway. 

B.  OOiwU. 
KOmvant 
V.L.  Evans. 

Lawmee  Phitippo  db  Co, 
H.  E  Diamond. 
P.  E.  Haldinstein. 
G.  de  St  C.  RoUo. 
L.  R.  Philipps. 
0.  Mowatt 
8.  D.  HoUingswwth. 
H.  R.  Munmy. 


LaaroMt  PAOipps  dt  Co„  Ud. 
T.  D.  8.  Cuninghaaae. 
H.  E.  DtsmomL 
P.  E.  Haldinstein. 
L.R.  PhiUmis* 
Q.  de  St  C.  RoUo. 

Pitman  dt  Doana,  Ud.  (A-  '• 
Charltofrorth). 
A.  F.  CharlMworth. 
R.  Graham  Murray. 

H.  0.  Poland. 
H.  G.Poland. 

A.  Hicks. 

J.  Q.  Vaiaor. 
S.M.  Poland. 
H.  Hayman. 
F.  N7Lynch-Whit«. 
R.  W.  Vick,  Junr. 
C.  A  Shepherd. 
C.  A.  Hampton. 
E.  C.  Bambridge. 

E.  H.  Poland. 

H.  Q.  Poland. 
H.  Q.  Poland. 
H.  8.  Lyneh-Whiie. 

F.  N.  Lynch-White. 
K  H.  Pohnd. 

A,  H.  PotU. 
AH.  Poole. 

G.  T.  Hendsraoo. 
J.  E.  Gorton. 

8.  Thompson. 
F.G.Basden. 
Dudley  Thorp. 
J.  R.  CampbeU. 
H.  R.  Yoike. 

B.  L.  Thorp. 

D.  L,  PooU. 
Donaki  L.  Poole. 

P.  Q.  A.  Potah, 
FVed'k.  G.  A  Povak. 
John  Povab* 
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Prkt,  foHm  A  Cc^  Ui. 
E.SteuaFkioe. 
F.  W.  Ifttten. 
PUipSeott 
L  n.  Bfartsn. 
OedlCBlogK. 
Jaom  Forbes. 
E.  C.  MTnnfoRL 
E.E.  Adams. 
Edmrdffieki. 
EA^Hooie. 
Ecnnr  ForbeB. 
r^LoekcL 
lorin  G.Howe. 
P.  G.  MmUiuioo. 
Nonnu  B.  LtmploQch. 
EBenurdCd^ 
lAvreooe  ForbeB^ 
&iiMt  JohngtoiL 
FMflriekG.Budea. 
iniold  Henry  Pode. 
He^KconeUi. 
H-W^fijwaondaott. 
fnfk.N.  Largo. 
Aithnr  BiM  CoQins. 
GinrGoIbvGold. 
Hrk.MiDcr. 
Stankgr  F.  WilGaiHL 

E.  E.  St  QninliiL 

H.G.Chflrtcr. 

AudaH.  Walker. 

WiIfiamJ.L.DaTM0. 

irthvForbcB. 

WUBam  de  Falbe. 

B.G.C.Morioe. 

HeriNrtSteuMPriot. 

LJ.F^iedkndor. 

CF.BeadeO. 

J.  S.  Bcaader. 

ladUuR.M.Sste. 

Thomas  Lawnnoe  Forbei. 

NonBU  M aekmaoB. 

B.  E.  P.  Qngg. 

Arthur  Stcane 

E.LUm. 

B.F.A.RieM». 

Prit»,  /orto  4ft  Co.,  Ltd. 
tlioiBaB  Forbes. 
E^SteaaePHee. 
Lena  G.  Hove. 
D.G. 


E.R.Fia^nck. 
EJ.F. 
A.E.Fai. 
E&l 
JbfaiMaitlaiid. 
H.F.  Hepooni. 
D.  F.  Hcpfaam. 
A.M.Muinv. 

E.  W.BiAarAm 
HeatA). 

B.Ridgtn. 
L-awSefieU. 
M.R.  Pkyor. 
'•A.  Ftyur. 
«•  T.  CoiesirorUL. 
RRidgers. 
8.Rid{gen. 
H.  SanoB. 
J.A.BoddlBk. 

C.  J.  cb  BngaaaMl. 
C.  L  de  RooBBDont. 
CaVaksB^neu 
}.E.Barkirorth. 
R.C.H.Sfaielair. 


(isf  C.  E. 


Percy  Mardan. 

D.  R.  BellaiBy. 

B.  A.  GUmrm. 
A.  Lasenl^. 
Leonard  D.  Looker. 

C.  I.  da  BovgemonL 

C.  I.  de  Rougemont. 

H.  da  Rmigament. 
Herbert  de  Roucemont. 
H.  £.  de  Roucemont. 

J,  8.  SattartkwaUa  and  arN. 
Diuy. 
J.  8.  Satterthwaite. 
Herbert  FStch. 
H.  F.  &  I^ke. 

B.  B.  St.  Qmniin. 

E.  E.  St.  QumtiiL 

F.  S.  St.  Quintin. 
G.Skbwith. 

R.  A.  Tattoo. 
F.  W.  Hobbs. 

H.  A.  Samdera. 
S.  W.  Q.  Tringham. 
H.  A.  O*  ^xigg. 

F.  L.  P.  SaereUtn  A  Co.  and  w 
T.  A.  NidieUa. 
Holford  Secretan. 
&D.8ecretan. 
C.  F.  TufnelL 


B.  Sadgmdt   dt  alhan   0 
C.  B.  Heaih). 

r,  W.  oMJer. 

E.  Holmtrood. 
H.  Gcving. 
A.  J.  Nonnan. 
H.  A.  V.  Bonnin. 

F.  8.  laaae. 
T.  D.  Hofanwood. 

0.  T.  ShaarinQ. 
C.  P  Attenboroagh. 
F.T.  Stowe. 
A.  B.  Batbiirst. 
J.  P.  Head. 
E.  M.  H.  Raynaford. 

E.  O.  AtteDOorough. 
A.  E.  Birmingham. 

H.  Q.  Siddmaora, 
H.  Q.  SJcklemore. 
W.  A  Steams. 
J.  L.  Crawfurd. 
W.  A  Thofflpaon. 
ACutforth. 

G.  C.  Felce. 
S.  R  Boag. 
C.  F.  MirandoUe. 

Q.  Simmana. 
H.  8.  Mountain. 
O.  Simmona. 
R.  G.  MaeMiUan. 

F.  Roger  son. 
Jamea  Gibbs. 
T.Richarda. 

F.  C.  PKvite. 
C.  8.  Kxdcht. 
N.  B.  Perkins. 

G.  C.  Tomer. 
F.HaU. 

a.  SiiMau. 
H.  Siniaoni. 

A.  P.  Smith. 
A  P.  Smith. 


F.  G.  Spaiding. 
Alan  Margetaon. 
F.  G.  SptOdiog. 
W.  Lee  Roberta. 
8.  F.  Bflorer. 

F.  0.  Svtddino. 
H.  M.  Bayer. 
L.  G.Bayer. 
H.  C.  B^rer. 

Bdward  Sforr. 
H.  A.  V.  Bonnin. 
S-Moaea. 

Tkaa.  Slaphmu  dt  Sana,  Lid. 
H.  L.  Beaie. 

C.  H.  RobertSa 
H.  W.  Stq>heDS. 
T.  W.  Stephens. 

Thoa.  Stdivana  dt  Sana,  Ud. 
R.  H.  BuaaeQ. 

D.  A.  Luaoombe. 
N.  Secretan. 

F.  A.  Coe. 

A.  U,  Stnrga. 
A.  LI.  Sturge. 
W.  H.  Laio^. 
Harry  Holmea. 

E.  B.  RiohardaoB. 
A  A  Holmea. 

T.  L.  Devitt. 
Rednald  Hohnea. 
C.  N.  Brown. 
E.  F.  Stvrae. 
Francia  Wnoboah. 
R  F.  A.  Rieaoo. 
Kenneth  Bibby. 

A.  U.  Stwga. 
A.  LL  Sturge. 
W.  H.  Lasenby. 

H.  W.  Symmdaan. 
H.  W.  Symondaon. 
W.  G.  Dobson. 
R  F.  W*  Hodge* 

R.  Todd  mdarS.J.  Avtrof. 
R.  C.  J.  Beaton. 
Roland  Todd. 
A  E.  Price. 
H.  B.  Foetcr. 
W.  A.  Teonant. 

E.  8.  Hobnan. 

F.  S.  Toylmm. 

F.  8.  Toolmin. 
H.  J.  GardincTt 

0.  Mowatt 

F.  W.  May. 
Robert  Ward. 
J.  W.  Jeakes. 
W.  S.  Coles. 
H.  E.  Lycnis. 

G.  J.  Morgan. 
H.  R  Mundey. 

/.  F.  Townand. 

1.  F.  Townend. 
P.  G.  Oakahott. 
G.  y.  Sinelair. 

O.  H.  C.  Chicheater. 
F.  C.  Bellamy. 
S.R.  Moaea. 
C.  H.  M.  Jaoobs. 

B.  VtUOi  dt  Co.,  Ud.  (W. 
Crodur). 

Gordon  B.  Wineh. 

H.Hill. 

C.  G.  Hentach. 

R.  C.  Snowden. 


B.  VtiM  dt  Co.,  Ud. 
R  C.  Snowden. 

B.  J.  Walton. 
A.  E.  Roberta. 
L.  C.  Stewart. 
N.  B.  Perkins. 
L.  8.  Jones. 

8.  J.  WhiU. 
Stephen  J.  White. 
E  S.  Liddiard. 
L.  C.  C.  Lindaay. 
Charlea  0.  Walker. 
Charlea  F.  Tindal. 
A.  F.  F.  Smith. 
H.  H.  Pftynter. 
C.  K.  Butler. 
Wm.  H.  Dolphin. 
H.  Faithfull. 

B.  N.  L.  WkUaaway. 
EWhiteaway. 

A  Forward. 

A.  J.  Wkittaa. 
A.  J.  Whittall. 
0.  Mowatt. 
W.  8.  Colea. 
J.  W.  Jeakea. 
H.  R.  Mundey. 
C.  8.Qitanan. 

J.  B.  Wittitma. 
Glenoonnar. 
W.  A.  Tenoant. 

WiOia  Fabar  dt  Co,,  Ud. 
A.  C.  AUan. 
Alfred  Faber. 

A.  J.  Hobaon. 
F.  £.  Vinoent. 
H.  Elfiot  Smith. 
H.  J.  Pateraon. 

B.  Hobaon. 
W.  Hobaon. 

W.  C.  8.  Uppleby. 
H.  L.  Faber. 
F.  EUiot-Smith. 
J.  E.  Duder. 
H.  W.  Aston. 
A.  F.  Hobaon. 

WiOia   Fabar   dt   Co.,   Ud. 
(No.  2). 
Alfred  Faber. 
A.  C.  Allan. 
H.  L.  Faber. 

C.  WinOa. 
Cyril  Wmtle. 
Stephenaon  R  Clarke. 

C.  WinOa. 

C.  Wmtle. 

P.  Wooda. 

(Saa  C.  B.  Haaih). 

H.  Wri(^aaon. 
H.  Wrkhtaon. 
R.  L.  Whittaker. 
A.  H.  Tompaon. 
H.  B.  HiU. 
R.  G.  Wrightaon. 
F.  Western. 
F.  Owen. 
F.  L.  Cdbocne. 

H.  Wrislaaon. 
H.  S.  Saunders. 
F.  ACoe. 
8.  A.  Gregory. 

H.  Wri(^daon. 
H.  Wrightaon. 


LONDON  STEAMSHIP  OWNERS  INSURANCE  COMPANY,  Great  Britain. 

TUs  eompaqr  m  tiporlad  to  be  writing  marine  risks  on  the  Faoifie  Coast  through  lioenssd  brokers. 
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MAJESTIC  INSURANCE  COMPANY,  Ltd.,  London,  Eng. 

Seentuy,  R.  M.  Cnig. 

Tbk  oompftoy  wbb  vtabiiahed  in  1900,  and  bogu  bnrritw  I  aoribed  and  SS&TH  paid  in.    It  b  vodcntood  to  ba 
with  aa  aathonMd  capital  of  £160,000.  of  wliieh  £83,756  is  sob-  |   »  surpioa  Una  buanaai  in  tha  Unitad  Stataa. 


MEDWAY  INSURANCE  COMPANY,  Ltd.,  Norwich,  Eng. 

Tha  Medway  was  aBtabliabed  in  1908.  with  an  autboriaed  capital    I  fuUjr  paid  op.    Tha  ooauMoy  writca  aurphn  finaa  on  Aamaa 
of  £50.000,  £47,527  of  whioh  is  atatad  to  hava  been  iasuad  and   |  risks  throogh  Maiah  k  lleLannaa  of  Chiaato,  DL 


MERCHANTS  MARINE  INSURANCE  COMPANY,  Ltd.,  London,  Eng. 


TUs  eompanj  was  flstoWinhad  in  1871  and  has  %  subeeribed   I  stood  to  be  writing  ivarina  insoianea  on 
aaptal  of  £500.000,  of  wfaieh  £125.000  ia  paid  op.    It  is  under-  |   liosDsad  broken. 


thaPksiisOoaal  tfaNSih 


MONARCH  ASSURANCE  COMPANY,  Ltd.,  London,  Eng. 

Seeretary.  James  Min. 

REMARKS:  This  eoinpanar  waa  redstared  February  6,  1907, 
with  an  autboriied capitelstook  of  £105,000:  subsoribecC  £14,000. 
As  pa  latest  obtainable  statement  the  company  showed  assets 


MONTREAI^CANADA  FIRE  INSURANCE  COMPANY,    Montreal,  Can. 

Fkesidaat,  E.  B.  A.  DuYemet:  Seeretaiy  and  Managsr,  J.  W.  Buthecford.    Organised,  1859. 

ASSETS,  DEC.  31, 1914  Cmeluding  unoalled  capital),  $290,868;  MISCELLANEOUS:    This  oompaiyr  is  tnasaoting  a  siiiiihii 

unaamad  premiums,  $113,276;  total  liabilities,  $136,585;  surplus 
to  policyholders,  $154,283; 


BUSINESS  DURINQ 1914:    Net  premiums  Moeived,  $149,521; 
total  income,  $192,816;  loases  paid,  $74,439;  espeDses,  $66,783. 


>mpany 
fine  and  reiiisuranes  business  in  the  tJnited  Stataa 
L.  Pettibona  &  Co.,  31  CUnton  st..  Newark,  N.  J. 


W. 


MOTOR  UNION  INSURANCE  COMPANY,  Ltd.,  London,  Eng. 

Qeoeral  Manager  and  Saoretary,  H.  J.  Whitcomb. 


Abbhb,  Dbo.  31, 1913. 


LuBiLiTna,  Dig.  31. 1918. 


Investments £208,256  Due  reins,  cos 

Bealestate 48,318  Unearned  prems.... 

Cash 77,109  Lossesunpaid 

Agents' baUnces....  34,427  General  reserve 

Due  from  cos 58,601  Due  on  real  estate.. 

Other  assets 15,383  Other  fiabiUties 

Total  Uabilities... 

Capital  paid  up 

Profit  balance 


Total £442,003       Total. 


£36.962 
52.238 
28.563 
35.000 
36,000 
58,206 

£246.921 

174.399 

20,773 

£442.093 


FIRE  BUSINESS  DURING  1913:    Net  preminma  itcaved. 
£28.910.  total  income,  £33.594;  loases  paid,  £8^19. 

Thia  company  was  establishad  in  1906  with  an  anthorised 
capital  of  £300,000.    The  company  traosaets  a  aurplns  line  ban- 
>  in  the  United  States. 


MOUNT  ROYAL  ASSURANCE  COMPANY,  Montreal,  Can. 

This  company  is  transacting  a  surphis  line  business  on  American, 
nks  throucO:.  £.  Hall  kCo.,  123  William  St.,  New  York  City. 
Assets  aa  ot  Deo.  31, 1914,  amounted  to  1879,688;  unearned  pre- 
mmm  reaerve.  3221,600;  investment  reserve,  130,508;  undivided 
profits,  1253.156;  capital  paid-up.  $250,000;  gross  premiums  re- 


ceived during  1914,  $602,837;  interest  and  divideods,  $33,206: 
total  income.  $636,013;  gross  expenditureB,  niehiding  all  losM 
paid  and  under  adjustment,  reinsurance  pcemiuma,  rebates,  oon- 
nussbna,  expaDses  of  management,  ranta  and  taxaa,  $497,711. 


LA  MUTUELLE  DE  VALENCE  INSURANCE  COMPANY,  Valencc-on- 

Rhone  and  Paris,  Prance. 

ftesident.  A.  Huguenel;  Director  General.  M.  L.  Matroa.    Orgamsed,  1826. 

This  company  wiitea  surplus  lines  on  sprinklered  risks  only   I    coms.  $412337;  losses  paid,  $198,621;  axpanses  $140,279;  its  avail- 
in  the  United  States.    It  was  founded  in  1^6,  and  its  annual  re-   |   aUe  funds  and  reserve  were  $747,528. 
port  for  1913  shows  net  premium  receipts  oi  $383,451.  total  in- 


NATIONAL  BENEFIT  LIFE  AND  PROPERTY  INSURANCE  COM- 

*      PANY,  Ltd.,  London,  Eng. 

Managing  Director,  J.  Francis;  Secretary,  a  F.  GandsO. 

ASSETS.  DEC.  31, 1913:    £631.300;  net.  accident  and  general 
nraminms  for  1913.  £33.324;    losses  paid.   £13,030; 
£15,809. 


REMARKS:  This  company  was  established  in  1908  with  an 
anthorised  capital  of  £100,000,  of  whioh  £42,346  is  paid  up.  It  is 
reported  to  be  writing  surplus  lines  in  this  country  through  a  Chi- 
cago broker. 


The  company  advised  us  eariy  in  1915  that  it  had  a  PMifie 
Coast  agency  operating  in  Alaa.,  Aiis.,  CaL,_Colo.,  Ida^  MoaL, 
N.  M.,  Nev..  Ore..  Utah,  Waah.,  Wyo.  and  uaw.  Tbars  is  also 
an  agency  in  Seattle  with  the  Jamea  H.  DaVanva  Co.  for  hnaber 
burinees  only  with  resorvos  on  N.  Y.  baais  deposited  in  U.  S. 
for  protection  of  policyholden.  It  also  has  ramsuranoa  '  ^^ 
with  companies  operating  throughout  the  United  States. 


REPORTS   OF    FIRE   INSURANCE   COMPANIES. 
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NATIONAL  BRITISH  AND  IRISH  MILLERS  INSURANCE  COMPANY, 

Ltd.*  London,  Eng. 

Ghaiiman,  PtCar  Mmoioffd;  Seeretaiy,  H.  J.  Suidanoii.    OrgHiiMd,  1908. 


ASSBI8,  DBC.  25, 1012:  £14.0M:  imeanwd  pramiiimfl.  £9,008; 
btlaaee,  £3^238- 

BTJSINSB  DURING  YEAR  ENDED  DBC.  25,  1012:  Net 
tnaaam,  £24.000;  ioftal  iimme,  £24/09;  net  Iomb,  £3,003; 
other  expom,  £5,962. 


REMARKS:  This  company,  which  wbb  raorgaaiied  in  MuTi 
1900,  and  aaoceeded  the  fonner  oompeiiy  bcariDg  the  same  title, 
tnmaactB  a  wxphia  line  buaneaB  in  the  Umted  States  and  Canada 
through  E.EEU1&  Co..  New  York.  It  is  now  under  the  eontzol 
and  maoatement  of  the  Motor  Union  of  I^ondon. 


NATIONAL  INSURANCE  COMPANY  OF  GREAT  BRITAIN, 

Glasgow,  Scotland. 

Ghaiiman,  Eari  of  Einonll;  Secretary  aiid  Maoaisr,  James  Gkn.    Orsanised,  1897. 


Dm.  81, 1913. 

£1(»<425 

Reslestate 8^89 

Amts'balaaees.ste.  12^34 

Csab 18.820 


LuBiunu,  Dig.  31, 1913. 


Capital  paid  up 

Various  rands 

Unearned  prem.  res. 

LosNS  unpaid 

Balance  at  credit... 


£50.000 
90,073 
22.860 
12,725 
26.804 


TMal £206,465       Total £208.465 


BUSINESS  FOR  1913:  Net  premiums.  £68.598;  total  inoome, 
£75.432;  losses  paid,  £27.206;  commisBions,  £12.221.  other  ex- 
penses, £13361;  tot«l  expenses,  £53,288. 

MISCELLANEOUS:  Tins  eompear  writes  fire,  accident, 
burglary  and  plate  i^ass  insurance  at  name;  and  writes  mapbtm 
lines  of  fire  insurance  on  sprinkkred  risks  only  to  the  United 
States  and  Canada  through  E.  E.  Hall  ft  Co..  New  York,  and  Marsh 
and  McLennan,  Chicago.  HI.  It  was  onanised  in  1897  with  an 
authorised  capital  of  £1.000.000.  of  wfaiohJ^,000  is  subscribed 
and  £50.000  paid  up. 


NATIONAL    STANDARD    LIFE    ASSURANCE    CORPORATION,  Ltd., 

London,  Eng. 

Managing  Direetor,  F.  C.  Norman;  Seoretary,  D.  M.  Morrow. 

mnisation  accounts.  Reserve  for  fire,  acddent,  industrial  and  en- 
oowment 


lliM  eompmij  wm  established  in  1906.    Its  latest  printed 

nsaoal  report  sbows  assets  for  the  fire  department  of  1032.479, 

of  vUgh  ^79,203  waa  ndseeUaneous  assets  consisting  of  pre- 

porehaae  of  bunness,  cstabEsfameat  and  or- 


potides.  1179,948;  surplus  to  polieyholdecss,  S346.079> 
The  company  is  writing  surplus  fines  in  the  United  States  through 
A.  L.  McCrae,  Chicago,  HI. 


NORDISK  (NORTHERN)  REINSURANCE  COMPANY,  Copenhagen, 

Denmark. 

Managing  Director,  P.  Cfar.  Olsen;  Deputy,  0.  Oestergaard.    Organised,  1804. 

BUSINESS  FOR  YEAR  ENDING  JUNE  30,  1914:  Fkt- 
nuums  received  (life  exehided),  $836,019;  kMBCs  paid,  1548,108; 
oommissions,  1202.192. 

REMARKS:  This  company  is  befieved  to  be  interested  in 
rieks  in  this  country  by  way  of  reinsuranoe  in  authorised  oompanies. 
It  is  very  favorafaly  known  afaroadj  transacting  business  in  many 
BuroDcan  countries  with  unquestioned  integrity.  Duiing  the 
past  tew  years  it  has  declared  an  annual  dividend  of  16  per  eent. 


I  Jom  80, 1914.  LioiunM.  Jma  30, 1914. 

Kwta.    8862,500    LoaNeunpaid 8280.645 

Stb^ndinvs 1,610,077  Plremhim  reserve....    1,116,959 

Mortgage  kaa 12,500    Due  oompanies 294.924 

Beslestate 111,260    Dep.fifebr 499,047 

OHh 61.145    Variousfunds 271,405 

Dep.  for  fife  braaeh.      825,396    Othcrfiab 11^61 

Dae  from  eompanifls      589,782  

Othvasnts 91,545  Total fiabifities...  82,474342 

Onital 1.150,000 

lU^n^ 


19,853 


Total 


13,644,195       Total 88(644,195 


PANNONIA  HUNGARIAN  REINSURANCE  COMPANY, 

Budapesth,  Hungary. 

GcDersl  Secretary,  S.  Hcroaeg.    Organised,  1861. 

ASSETS^  DECEMBER  81,  1913:  82.653,756.  Premium 
werve,  8888,890;  loos  reserve,  8139,742;  profit  reserve.  8384.000: 
^Mial  reserves.  8351,672:  sundry  creditors.  8337,751;  capital 
laid  up.  8884j0OO;  profit  balance,  860.477. 

BUSniESS  IN  1918:  Net  fire  premhoEis,  8881.225:  marine 
pnmmas,  814,408;  fife  premiuffls,  823,199;  other  inoome.  8102,306; 
ire  ksNs  paid,  8641,766;  marine  kases  paid,  812.910;  oommis- 


8220.710;  management  expenses.  821.760. 

REMARKS:  This  company  is  interested  in  American  risks  to 
some  extent  by  way  of  reusnranoe  of  admitted  companies.  It 
writes  fire,  life,  marine  and  general  insurance,  and  with  the  ex* 
ception  of  1899  declared  always  a  substantial  dividend,  average 
about  20%.    Conflagration  kiss:    San  Franoisoo,  1906,  815,000. 


POHJOLA  FIRE  INSURANCE  COMPANY,  Helsingfors,  Finland. 


ASSETS,  DECEMBER  31,  1913:  83.282,013;  fire  fund, 
tl.n8,959;  eapHd  subscribed,  81.000.000;  paid  up.  8750.000; 
^ . zeoeived  during  1918,  83,194,958;  losses  paid,  82,- 


042,006.  This  company  is  understood  to  be  interested  to  some 
extent  in  American  risks  by  way  of  the  fire  reinsurances  of  Ue- 
ensed  oompanies. 


PROVINCIAL  INSURANCE 


Besl     _. 
Bod£hu 


GUk 
later 
Other 


Telri 


Dae.  81, 1914.  LiABiunM,  Dm.  81, 1914. 

£10.150  Losses  unpaid £11.300 

1,406  Reserve 45,935 

124,147  Unpaid  div 4,148 

8,567  Other  fiabifities. .. .  1,130 

5388  

1,700       Total  fiabifities...      £62,511 

4,959  Capitalpaidup 90,000 

Fhifit  and  loss 4.254 


£156,766       Total £156,765 


COMPANY,  Ltd.,  Bolton,  Eng. 

F.  C.  Scott. 

BUSINESS  IN  1914:  Net  fire  premiums.  £29,668;  accident, 
etc.,  premiums,  £22,666;  fire  kisses  paid,  £16,472;  accident,  ete., 
k»es  paid.  £8,856;  fire  management  expenses.  £8,230;  total  ex- 
penditures. £48,778. 

REMARKS:  This  company  is  ficensed  in  Canada  and  is  under- 
stood to  be  transacting  a  surphis  fine  business  in  the  United  States. 
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PRUDENTIA  REINSURANCE 

Manapag  Direetor,  Dr.  Gh. 

LzABZums,  Die.  81, 1913. 
Lifereacrre $866,167 


COMPANY,  Zurich,  Switzerland. 

OiSMUMd,  1875. 


Dm.  31, 1913. 


Shmholden' Dotes 

IffortsagM 

DaeooB.e(e 

Intaraet 

GMh 


1562.500 

1,805,794 

1,230,812 

20.389 

429 


Fin,  etc.  tob 1,759,195 

Other  reaerveB 168,750 

Othsrliftbaities....        11.328 

Total liafaUities...  $2,805,440 

Capital 750,000 

Profit  and  loM 64,486 


Total 


$3,619,926       Total $3,619,926 


BUSINESS  IN  1914:  N«t  pranhima  (fiie).  $1,841,111;  total 
income.  $2,106,626;  paid  for  Iomi  (fire),  $1,140,914;  cmMaiMOM, 

REMARKS:  Tbis  oompaiiy  is  intererted  in  American  riab 
bj  way  of  reinmnuioe  of  ficeneed  cnmpanieH  and  ^ipean  to  be  a 
daughter  instittttion  of  the  Swias  Reinsaranee  Company. ,  It  has 
the  same  location  of  main  office  and  the  same  board  at  (fireeton 
and  managers.  Capital  of  $600,000,  of  which  25%  is  paid  ia. 
IXvidends,  1906,  none,  1907,  2%.  1906,  3%.  1909, 4%,  1910, 4%, 
1912, 5%.    Company  writes  all  branches  of  insanaoe. 


REGAL  FIRE  AND  ACCIDENT  INSURANCE  CO.,  London,  Eng. 


This  company  is  understood  to  be  writing  sinplus  lines  on  Am- 
erican risks  through  A.  L.  McCrae,  Inc.,  175  W. 


Jackson  Bird. 


Chicago,  HL    The  company  has  an  authcrised  capital  of  $50(^000. 
ofmdb.  $125,425  is  subscribed  and  $77,405  paid  up. 


RHENISH- WESTPHALIAN   REINSURANCE   COMPANY,   M.  Gladbach, 

Germany. 

Fkesideat,  Cari  Fischer.    Organised,  1870. 

ASSETS,  DEC.  31,  1913:  $4,589,802  Onohiding  $675,000 
BtoekhoMers'  notes);  capital  reaerve  $300,000;  pramnon  reserve, 
$2,078,472;  kM  reaerre,  $351,798;  life  reserve.  $411,303;  capital, 
1900,000;  profit  bahuxce,  $120,104. 

BUSINESS  IN  1913:  Net  premiums,  $2,222,688  (fire  only); 
losses  paid  (fire),  $1,350,133;  commissions,  $644,431;  expenses, 
$81,447. 


REMARKS:  The  company  is  interested  in  Ameriean  neb  to 
some  extent  by  reinsurance  or  licensed  compaidea.  It  writes  bh 
directly  fire,  marine,  life  and  accident  insnraiifie,  ahoreinsinsace 
of  aU  brandU.  Dividenda,  1906,  80%;  1906^  90%,  1907  80%:. 
1908, 30%;  1909. 40%;  1910, 40%;  1911, 75%;  1012  and  1913, 20%, 


SCOTTISH  SICKNESS  AND  ACCIDENT  INSURANCE  COMPANY,  Ltd.. 

Glasgow,  Scotland. 

Secretary,  D.  H.  Steele. 


This  comj 
b  £20.00 


etc.,  £702.    The  company  is  understood  to  be  writing  KBphii 
lines  in  the  United  States. 


SECURITAS  REINSURANCE  COMPANY,  Vienna,  Austria. 

Manager,  S.  Nyitrai.    Organised,  1865. 

ASSETS,  DECEMBER  81, 1913:  11.082,354.  Capital,  $240,- 
000;  unearned  premiums,  $380,568;  loss  reserve,  $193JU»4; 
capital  reserve,  1140,560;  oredH  bahnee,  167357. 

BUSINESS  DURING  1913:  Net  piemioiu  reooved,  $958,904; 
total  income.  $999,692;  losses  paid,  $669,527;  eommimions,  $233,- 
832;  expenses,  $8,957. 


REMARKS:  This  company  is  inftenated  in  AnMrioan  ifab  by 
reinsurance  of  licensed  oompames.  Ita  latest  reported  eapital  vai 
$240,000  paid  up,  and  tbs  dvidends  paid  for  the  last  10  yasit 
amounted  to  10%.  Conflagratiwi  loss:  San  f^raaoiseo.  190«b 
$120,000. 


SECURITE    GENERALE    INSURANCE    COMPANY,    Brussels,   Belgium. 

rly  in  1910  this  company 
ing  sorphis  lines  in  this  country  throui^  P.  de  Q.  Mesney.  Chi 


REMARKS:    Early  in  1910  this  company  commenced  writ- 

>  Q.  Mesney.  Chi- 
eago,  iu.,  and  its  latest  available  financial  statement  showed  total 


sorpni 
0,  111., 


assets  aggregating  $400,617.  Its  anbacribed  cental  wssthaa 
$300,000  andits  paid-up  capital,  $138,990.  Ita  pnfit  bakasi 
amounted  to  $7,896. 


SKANDINAVIA    REINSURANCE    COMPANY,     Copenhagen,    Denmark, 


Managing  Directors,  W.  Witake,  A.  N.  Qron. 


AflBin,  Dbc.  31, 1913. 


LuBnmBB,  Dnc.  31, 1913. 


Stockholders' notes.  $1,290,055    Premium  reserve. . .  $1,056,395 
Realestate 236,111    Loesreaerve 


765,126 

Due  from  reins.  COS.    1,298,451    Reinsurances  due...  352,034 

299,031    Oeoeral  reserve 111,111 

658,846    Other Habilitiee.....  47.837 

29,095    Capital 1,666,667 

Fh>fit  balance 1,306 


Cash 
Investments 
Other  assets 


Total $3311.589       Total $3,811,589 


REMARKS:    This  coinpany  is  undsrslood  to  be  i 
United  States  risks  by  reinsurance  of  liMoaed 


STERLING  FIRE  INSURANCE  COMPANY,  Quebec,  Can. 

Ftesidettt,  Geo.  Demers;  Secretary,  A.  Demers.    Organised,  1906. 

ASSETS,  DEC.  31,  1913:  $36,359;  liafailities.  except  capital, 
$5,653;  surplus,  $1,876;  capitiJ,  subacribed.  $100,000;  paid  up, 
$28,880;  net  premiums  during  1018,  $20,420;  kases  paki,  $8,6«[; 


general  expenses,  $6,764.    This  compaiiy  is  ondnlood lobe M- 
cepting  reinsuraneea  on  American  laka  from  "       " 


REPORTS   OF    FIRE   INSURANCE   COMPANIES. 
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STUTTGART  INSURANCE  AND  REINSURANCE  COMPANY, 

Stuttgart,  Germany. 


Dm.  81, 1913. 


Bcdcitito 
Morliigeloini..... 
Boodiuditocki... 
iflCDts'  bdaoeeB. . . 
Dae  from  ewnpinHMi 
CoOitenlkwM..... 
CtA 


8330.000 

808^13 

50.648 

43,102 

103.703 

128.125 

31.801 

18,401 


Dm.  31. 1913. 

anpttid. 8170.068 

Unearned  prans....      435.775 

Dueoompnniee 39,068 

FMninm  leeerves. . .        74,601 
Other  liafaifitiflB.....        30.508 


Total  BabifitieB...     8750.021 

Capital  paid  up 644.250 

NetMvphiB 271.608 


Total 81.665.773       Total 81,665.773 


BUSINESS  DURING  1913:  Net  pnuinsH  noeired.  8744.057; 
other  inoome,  822.692;  total  ineome.  8766,749;  kMses  paid,  8401^ 
459;  eipenNB.  8818,139;  totd  eqienditaraB,  8619,698. 


Brown,  Andenon  and  Young,  Ine.,  are  repnoenting  tfetis  oonk- 
pany  for  surplus  lines  in  the  United  States.  The  oompai^  has 
agreed  under  oontraot  to  alwajns  retain  a  deporit  of  810,000  m  one 
of  the  strongest  banks  in  ChioBgo  for  protection  of  American  pol- 
icyholdoe. 


THEMIS  INSURANCE  COMPANY,  Paris,  France. 

President,  J.  Vlneent;  Director  General.  Edmond  Kolb.    Organiied,  1882. 


The  htesi  available  statement  shows  assets  (inehiding  stoek- 
iioiiW  notes,  8150.000);  8604.624;  reins,  raerve,  8151.119;  capi- 
tal (paxi  up.  860,000),  8800.000;  profit  balance,  83.079. 


REMARKS:  This  company  waa  established  at  Maneilles, 
Frsjice.  in  1882,  and  transfeiTed  its  headquarters  to  Paris  in 
1907.  The  oompuy  is  understood  to  be  transacting  a  surplus 
line  business  in  this  country  through  Tarious  brokva. 


TRITON  INSURANCE  COMPANY.  Helsingfors,  Finland. 

Manafijng  IMreetor.  Alex.  Tornudd. 

AS8EIB,  per   latest  obtunable  statement.   8889,068;   pre>  I   pany  is  understood  to  be  aooepting  rmnsuraBoes  fron  lieensad 
ment,  842.706;  cMtal.  8300,000,  paid  up.  8100,000;   '    -       - 
aumu  m  1912,  887,086;  loeBes  paid,  834,435.    This  eoift- 


UNION  INSURANCE  SOCIETY  OF  CANTON,  Ltd. 


I  company  ia  understood  to  be  writing  marine  insurance 
ox  the  P^sifie  Coaat  of  the  United  States  throogfa  fioensed  brokers. 
Its  ssbscBbed  capital  ia  83,100.000;  paid  up,Tl,240,000; 


fund,  84,037,887.  and  aceumulated  funds 
dollars. 


million 


UPPER  RHINE  INSURANCE  COMPANY,  Mannheim,  Germany. 

General  Diieetor.  D.  Cari  Bswein.    Oganiaed,  1886. 


ASSETS.  DEC.  31,  1913:  84.392.474;  mehiding  8937.500 
itoeUioldenB'  notes;  loas  reBerve,  8677.934;  premium  reserve, 
$1460.182;  due  from  insurance  companies,  8iS19,718;  reserves, 
Hg^  capital  authorised,  81,250,000;  paid-up,  8312,500. 

jBanesB  dnxing  1913  (fire  reinsurance  branch)  premiums  re- 
ernid,  8607,848;  total  income,  8618,759;  kases  paid,  8421,136; 


commianons  and  management  expenses,  8185,019.  The  Upper 
Rhine  writes  a  general  (fireot  busmesi  and  also  fire  and  marine 
reinsurance  busineBi.  The  company  is  understood  to  be  writing 
marine  insurance  on  the  PfccMc  Coast  of  the  United  States  through 
licensed  brokers. 


VICTORIA  INSURANCE  COMPANY  of  Bucharest,  Roumania. 

PresSdcDt.  Geoeral  Dr.  Serban  Oeorgesoo;  Qenerai  Director.  H.  8.  Nerutsesoo. 


»iJL«^TE8T  AVAILABLE  STATEMENT  SHOWED 
ASSETS:  8494,020.  Total  liabilities,  except  capital.  8288,412; 
i^atal  (psid  up,  897,514),  8200.000;  profit  and  loss  acoount.  85,608. 


REMARKS:  This  oompany  waa  established  in  1906.  It  is 
understood  to  be  transacting  a  surplus  line  business  in  the  United 
States  and  Canada. 


VIENNA  REINSURANCE  COMPANY,  Vienna,  Austria. 

Managing  Director,  Emil  Sehaale,  General  Secrstary,  Victor  Joerger.    Organised,  1860. 
LiABiunia,  Dm.  31, 1913. 


Dw.  31. 1913. 

!i»»?tn»«ots 81,259.151 

CjA; 907.720 

Dwfromeoc 523,515 

«»I  estate 152,000 

Other  awla 18,916 


Premium 

xxiBB  reserve 

Due  other  cos... 
Other  llabilitiea.. 


81,070.109 
653.414 
363,472 
113.548 


Total  liabifities . . .  82.200.543 

Capitalpaidup 600,000 

Fh>fit  balance 60,758 


Totds 82.861.301       Total 82,861,301 


REMARKS:  This  oompany  is  interested  to  some  extent  in 
Am«ipi«»f^n  ijttcB  by  reinsurance  of  licensed  companies.  Company 
does  reinsurance  of  virtually  every  Ivanoh  ox  insurance.  Con- 
flagration loes:    San  Francisco,  1906,  8641.055. 


TTm 


WORLD  MARINE  INSURANCE  COMPANY,  Ltd.,  London,  Eng. 


^"SJS%^  ^n*  organised  in  1894.    Ii 
«»  OSmO;  subscribed,  £150,300;  paid 


Ita  anthoriaed  capital 
up.  £60,120. 


It  ia 


understood  to  be  writing  suri^us  lines  oa  Amerioan  marine  risk 
on  the  Pacific  Coast  of  the  United  States  through  lieeosed  brokers 
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SHORT  RATE  TABLE. 


Standard  Short  Rate  Scale. 

FOR  COMPUTING  PREMIUMS  FOR  TERMS  LESS  THAN  ONE  YEAR. 

AS  ADOPTED  BY  THB   "WESTERN   UNION." 

NoTB.— Take  the  ptrcentaee  indicated  in  scale  opposite  the  number  of  dayst  risk  is  to  run,  on  the  premium  for 
one  year  at  given  rate,  and  the  result  will  be  the  premium  earned  in  case  of  cancellation,  or  to  be  charged  in  case  of 
short  risks. 


I 

3 

3 

4 

5 
6 

7 
8 

9 

10 

II 

12 

13 
14 

15 

i6 

17 
i8 

19 

ao 

25 
30 

35 
40 

45 
50 


Day 2%  of  annual 

Days 


•I 
II 
•I 
II 
II 
II 
II 
•I 
II 
II 
11 
II 
II 
II 
II 
•I 
II 
•I 
II 
II 


4 

5 
6 

7 
8 

9 

9 
10 

10 

II 

13 

13 

13 

14 

14 

15 
16 

16 

17 

19 

ao 

U 

27 
28 


« I 
■I 
<i 
II 
(I 
•I 
II 
II 
II 
II 
II 
1 1 
•I 
II 
II 
I  i 
II 
II 
II 
II 
•I 
II 
II 
II 
II 


ptem. 

•I 


•I 
•I 
II 
•I 

M 
II 
i| 

•  I 
II 
II 

•  I 
l« 
II 
l> 
II 
II 
II 
II 

•  « 

•  I 
I 

II 
II 
II 


55  Days 29%  of  annual  prem. 


60 

65 
70 

75 
80 

85 
90 

105 
lao 

135 
150 
165 
180 

195 
210 

225 

240 

255 
270 

285 

300 
315 

330 
360 


It 
II 
II 
II 


II 
•I 
II 

14 
II 

II 

. 

•  I 
II 
II 
II 
II 


l( 
II 
II 
■  I 
II 
II 


30 

•.  33 

30 

37 

38 

• 39 

or  3  months 40 

45 

or  4  months 50 

55 

or  5  months 60 

65 

or  6  months 70 

• 73 

or  7  m  'nths 75 

78 

'*    or  8  months 80 

83 

or  9  months 85 

88 

or  10  months 90 

93 

or  II  months 95 

*'    or  12  months 100 


II 
II 
II 
«« 


II 


II 
II 


It 
II 
II 
•I 


II 
I  i 
•I 
II 
i« 
II 
•I 
II 
ii 
II 
II 
•I 
II 
II 
•I 
•I 
II 
II 
•I 
II 
II 
•I 
II 


SCALE  FOR  COMPUTING  EARNED  PREMIUM  ON  TERM  POLICIES  CANCELED 

BEFORE  EXPIRATION. 


THREE  YEARS. 


For  3  months  or  less 20%  of  term  prem. 

Over  3  and  not  exceeding  6  mos.  30 


II 
II 
II 
II 
II 
II 
II 
II 
II 
II 


9 

12 

21 

"4 
27 
30 


II 
«i 
II 
II 
II 
«« 
II 
It 
I 


II 
II 
II 
II 
II 
II 
II 
II 
II 


9 
12 

15 

18 

21 
24 

27 

30 

33 


II 

ti 

II 

It 

II 

II 

II 

II 

ti 


40 

50 
60 
70 


85 
90 
95 


II 
II 
It 
ti 
II 
II 
II 
II 
II 


II 
II 
It 
II 
II 
II 
I 

II 
•  I 


33  months 100 


\        r 


FIVE  YEARS. 


For  5  months  or  less 00%  of  term  prem. 

Over  5  and  not  exceeding  10  mos.  30 


ti 


II 
It 
II 
It 
II 
II 
II 
It 
II 
II 


10 

15 
20 

25 

30 

35 
40 

45 
50 


II 
II 
II 
II 
II 
II 
II 
II 
t* 


II 
It 
II 
•i 
It 
II 
II 
II 
II 


15 
20 

25 

30 

35 
40 

45 
50 
55 


II 
ti 
It 
It 
It 
II 
It 
II 
ti 


40 

50 

60 

70 
75 
80 

85 
90 
95 


55  months 100 


II 
If 
•i 
«t 
II 
It 
It 
II 
It 
It 


11 
II 
II 
It 
■I 
ti 
ti 
It 
•t 
II 
II 


Explanation.— When  companica  cancel  a  policy  they  retun  pro  rata  premium.  When  the  policyholders  cancel 
the  above  table  is  used  so  that  the  companies  shall  not  have  to  return  but  the  pro  rata  premium  less  the  expense  of 
gettinc  the  business. 

(The  Wesum  Union  has  adopted  the  National  Board  Short  Rate  Scale,  but  date  of  promulgation  has  not  been 
fixed).  

JUNIOR  CONFERENCE  OF  FACTORY   MUTUAL  INSURANCE 

COMPANIES. 
Baltimore,  Baltimore;  Cotton  and  Woolen  Manufacturers,  Boston;  Hope,  Provi- 
dence; Industrial,  Boston;  Keystone,  Philadelphia;  Manton,  Philadelphia;  Mercantile, 
Providence;  Mill  Owners,  Chicago;  Narragansett,  Providence;  National,  Philadelphia; 
Philadelphia  Manufacturers,  Philadelphia;  Protection,  Chicago;  Rubber  Manufacturers, 
Boston;  Standard,  Philadelphia;  What  Cheer,  Providence. 

ASSOCIATED   FACTORY  MUTUAL  FIRE  INSURANCE   COMPANIES. 

This  association,  which  has  its  headquarters  at  Boston,  consists  of  the  following 
named  mutual  companies:  American,  Providence;  Arkwright,  Boston;  Blackstone, 
Providence;  Boston  Manufacturers,  Boston;  Cotton  and  Woolen  Manufacturers,  Boston; 
Enterprise,  Providence;  Fall  River  Manufacturers,  Fall  River;  Firemens,  Providence; 
Hope,  Providence;  Manufacturers,  Providence;  Mechanics,  Providence;  Merchants, 
Providence;  Philadelphia  Manufacturers,  Philadelphia;  Paper  Mill,  Boston;  Rhode 
Iriand,  Providence;  Rubber  Manufacturers,  Boston;  State,  rrovidence;  What  Cheer, 
Providence ;  Worcester  Manufacturers,  Worcester. 


NEW  YORK  SHORT  RATE  TABLE. 


393 


Short  Rate  Table  and  Rules  Governing  Same. 

ADOPTED  BY  THE  NEW  YORK  FIRE  INSURANCE  EXCHANGE.  MARCH  12,  1913. 

I.    SHORT  RATE  TABLE  FOR  ANNUAL  OR  SHORT  TERM  POLICIES. 

In  writing  short  term  policies  (i.  e.,  policies  having  a  shorter  term  than  one  srear).  and  in  canceling  at 
■faort  rates  either  short  term  or  annual  pcuides.  charge  or  retain  the  percentage  of  annual  premium  indicated 
in  the  following  table  opposite  the  time  for  which  computation  is  made: 


Tnfx,  Days. 


1 

2 

3 

4 

5 

6 

7 

8 w 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 


Percentage  to  be 

Charged  or 

Retained. 


TiMB,  Days. 


19 

20 

25 

30  (1  month) . 

45 

60  (2  months) 

75 

90  (3  months) 
120  (4  months 
150  (5  months 
180  (6  months 
210  i7  months) 
240  (8  months) 
270  (9  months) 
300  (10  months 
330  (11  months 
300  (12  months' 


Percentage  to  be 

Cliarged  or 

Retained. 


16 
17 
19 
20 
27 
30 
37 
40 
50 
60 
70 
75 
80 
85 
90 
95 
100 


n.    SHORT  RATE  TABLE  FOR  TERM  POLICIES  WRITTEN  AT  THREE-FOURTHS  OF  ANNUAL 

RATE  FOR  EACH  YEAR  AFTER  FIRST. 

In  canceling  at  short  rates  a  term  policy  written  for  two.  three,  four  or  five  years  at  three-fourths  of 
annual  rate  for  each  year  after  first,  retain  the  percentage  of  premium  for  entire  term  indicated  in  following 
table  opposite  the  time  for  which  computation  is  made. 

[N.  B. — The  short  rate  earned  premium  on  a  term  i>olicy  (I.  e..  a  policy  having  a  longer  term  than  one 
year)  written  as  above  but  for  an  irregular  term  or  a  term  longer  than  five  years  is  to  be  ascertained  as  follows: 
If  cancdlation  is  made  before  end  of  first  year,  use  table  I.  above;  if  cancellation  is  made  at  or  after  end  of 
first  year,  add  to  full  annual  premium  three-fourths  of  annual  premium  for  each  additional  year  of  term  after 
first  year,  and  pro  rata  proportion  of  three-fourths  of  annual  premium  for  each  fraction  of  such  additional 
year.] 


MOKTHS. 


1. 

2. 

3. 

4. 

5. 

6. 

7. 

8. 

9. 
10. 
11. 
12. 
13. 
14. 
15. 
16. 
17. 
18. 
19. 
20. 
21. 
22. 
23. 
24. 
25. 
26. 
27. 
28. 
29. 
30. 


Two- 

Year 

Policy. 


% 
11.43 
17.14 
22.86 
28.57 
34.28 
40. 
42.86 
45.71 
48.57 
51.43 
54.29 
57.14 
60.71 
64.29 
67.86 
71.43 
75. 
78.57 
82.14 
85.71 
89.29 
92.86 
96.43 
100. 


Three- 
Year 
Policy. 


8^ 
12. 
16. 
20. 
24. 
28. 
30. 
32. 
34. 
36. 
38. 
40. 
42.5 
45. 
47.5 
50. 
52.5 
55. 
67.5 
60. 
62.5 
65. 
67.5 
70. 
72.5 
75. 
77.5 
80. 
82.5 
85. 


Four- 
Year 
Policy. 


% 

6.15 
9.23 
12.31 
15.38 
18.46 
21.54 
23.08 
24.62 
26.15 
27.69 
29.23 
30.77 
32.69 
34.62 
36.54 
38.46 
40.38 
42.31 
44.23 
46.15 
48.08 
50. 
51.92 
53.85 
55.77 
57.69 
59.62 
61.54 
63.46 
65.38 


Five- 
Year 
Policy. 


5^ 
7.5 
10. 
12.5 
15. 
17.5 
18.75 
20. 
21.25 
22.5 
23.75 
25. 
26.56 
28.13 
29.69 
31.25 
32.81 
34.38 
35.94 
37.5 
39.06 
40.63 
42.19 
43.75 
45.31 
46.88 
48.44 
50. 
51.56 
53.13 


Months. 


31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49, 

50, 

51. 

52. 

53. 

54. 

55. 

56. 

57. 

58. 

59. 

60. 


Three- 
Year 
Policy. 


87^8 
90. 
92.5 
95. 
97.5 
100. 


Four- 
Year 
Policy. 


% 
67.31 
69.23 
71.15 
73.08 
75. 
76.92 
78.85 
80.77 
82.69 
84.62 
86.54 
88.46 
90.38 
92.31 
94.23 
96.15 
98.08 
100. 


Five- 

Year 

Policy. 


54.69 
56.25 
57.81 
59.38 
60.94 
62.5 
64.06 
65.63 
67.19 
68.75 
70.31 
71.88 
73.44 
75. 
76.56 
78.13 
79.69 
81.25 
82.81 
84.38 
85.94 
87.5 
89.06 
90.63 
92.19 
93.75 
95.31 
96.88 
98.44 
100. 


In  canceling  or  writing  insurance,  whether  under  annual  or  term  policies,  for  a  term  not  api)earing 
the  regular  short  rate  table,  the  charge  for  the  next  longer  term  appearing  in  the  table  shall  be  taken 


^ 
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PACIFIC    COAST    SHORT    RATE    TABLE. 


Table  of  Short  Rates  for  One,  Three  and  Five 

Years. 

In  Use  on  the  Pacific  Coast.    Approved  March  18,  190a. 


Time  Policy  has  Bbbn  (or  is 
TO  bb)  in  Forcb 


1  day 

2    

3 

4 

I::::::::::::; 

7 

8 

9 

10 

II 

12 

13 

14 

15 

16 

17 

18 

t9 

20 

as 

30 — I  month... 

35 

40 

45 

50 

55 

60 — 2  months.. 

65 

70 

75 

80 

85 

90—3  months. 

105 : . . . 

120—4  months. 

135 

150—5  months. 

165 

180—6  months. 

195 ... 

310—7  months. 

325 

340—8  months. 

^55 

270 — 9  months. 

385 

300—10  months 

315 

330->ii  months 

360—12  months 


If  Written  for 

ONE  Year 

Policy  Earos 


Per  cent,  of  An- 
nual  premium. 


2 

4 

I 

7 
8 

9 

9 
10 

10 

II 

12 

13 
13 
14 
14 

\l 

16 
17 

19 
30 

»3 
26 

27 
28 
29 
30 
33 
36 
37 
38 

39 
40 

46 
50 
56 
60 
66 
70 

73 

7$ 
78 
80 

83 

85 
88 

90 

93 

95 
100 


TiMB  Policy  has  Bbbn 
IN  Forcb 


I  month 
2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

42 

48 

54 

60 


If  Written  for 

THREE  Years' 

Term,  Policy 

Earns 


Per  cent,  of  the 
term  premium. 


10 

15 
30 

25 
30 

P 

40 

43 
45 
48 
50 
53 
57 
60 

63 
67 
70 
72 

74 

75 

77 

79 
80 

82 

84 
85 
87 
89 
90 
92 
94 
95 
97 

99 
100 


If  Written  for 

FIVE  Years' 

Term,  Policy 

Earns 


Per  cent,  of  the 
term  premium. 


7 
10 

13 
17 

30 

23 

25 
27 
38 

30 
32 
33 

38 

40 

42 

45 

47 

48 

49 

50 
CI 

S3 
54 
55 
56 
57 
58 

59 
60 

6t 

63 

64 

65 
66 

67 
80 

90 

95 
100 


IOWA    SHORT    RATE   TABLE. 
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Iowa  Short  Rate  Table. 

The  following  canodUtion  table  was  prepared  hf  the  Auditor  ot  State  of  Iowa,  in  accordance  with 
the  provisions  of  Sec.  1799  of  the  Code. 


X  Day 3%  of  annnal  prem. 

2  Days 4 


3 
4 

I 

7 
8 

9 
10 

II 

12 

J3 

x6 

17 
18 

19 

90 

as 

y) 

3S 

40 

45 
50 


<i 
ti 
<i 
(I 

K 
■  I 
it 
l> 
It 
«■ 
•  t 
l( 
it 
II 


41 
«• 
•  I 
>■ 
(I 
II 


5 

6 

7 
8 

9 

9 
10 

10 

XI 
13 

13 
13 
14 
14 

IS 
16 

16 
17 

19 
so 

26 

27 
38 


II 
II 
*l 
II 
II 
II 
li 
•  I 
II 
It 
II 
II 
II 
II 
II 
II 
II 
II 
II 
II 
II 
II 
II 
II 
II 


II 


il 
II 
II 
II 
II 


55  D>ys 99%  of  annual  prem. 

60     ••    30 

65 
70 

75     "     37 

80     ••     38 

85/'     39 

90  days  or  three  months 40 

105  days.... 45 

I30  days  or  four  months. ., .  50 

135  days...   55 

150  days  or  five  months 60 

165  days 65 

180  days  or  six  months 70 

195  days 73 

3 10  days  or  seven  months. . .  75 

335  days 78 

340  days  or  eight  months. . .  80 

355  days 83 

370  days  or  nine  months 85 

385  days 88 

300  days  or  ten  months 90 

3i5<lay» 93 

330  days  or  eleven  months..  95 
300  days  or  twelve  months. .  100 


II 
II 
II 


II 
II 


II 
II 


TWO 

TEARS. 

THREE  YEARS. 

For  two  months 

or  less 

25%  of  term 

prem. 

For  three  months 

or  less..., 

. . .  35%  of  term 

prem. 

Over  2  and  not  exceedio 

g4mos.  30 

Over  3  a 

nd  not  exceeding  6  mos.  30 

II    .          II 

6    "      40 

.9 

"      40 

"   6          " 

8    "      so 

"    9 

13 

"      50 

1.    g          II 

10    ••      60 

..  la 

11 

••      60 

"  10 

13    "      70 

"  15 
••  18 

"      70 

"  12 

14    ••      75 

31 

"      75 

"  14 

"  16 

16    *•      80 

"   31 

34 

"      to 

18    ••      85 

"  34 

27 

••      85 

"  18 

30    ••      90 

"  37 

30 

"      90 

"  20 

23    ••      95 

••30 

H^ 

"      95 

"  93  months. . . 

100 

"  33« 

lonths. . . 

. . . . loo 

POUR  YEARS. 

FIVE  YEARS. 

For  tour  months 

or  less 

35%  of4erm 

prem. 

For  five  months  or  less. 

•  •  •  • 

3.1;%  of  term 

prem. 

Orer  4  and  not  exceeding  8  mos.  30 

Over  5  and  not  ext  ceding  10  mos.  30 

"   8          " 

13    "    40 

" 

"  10 

II 

15 

"    40 

"  19 

16    "    50 

••  IS 

1 1 

30 

"    50 

"  16 

30    '•    60 

••    20 

II 

25 

-    60 

"20 

24    ••    70 

••  25 

II 

30 

••    70 

;;  *j 

38    •'    75 

••30 

II 

^•> 

"    75 

"a8 

32-80 

"  35 

II 

40 

"    80 

•.32 

36    ••    85 

"40 

II 

45 

••    85 

"36 

•          •  ■ 

40    ••    90 

"45 

II 

SO 

"    90 

"  ^         " 

44    "    95 

"50 

II 

,S5 

"    95 

"  44 months.. 

100 

"55  IT 

lonths... 

SIX  Y 

EARS. 

For  six  months  or 

less 

•   ■ 

35%  of  term 

prem. 

Over  6  and  not  exceeding  i 

[3  mos  30 

.1  12 

"     1 

[8 

"    40 

"  18 

"     a 

«4 

"    50 

"  a4 

II     « 

4 

P 

••    60 

"30 

II     ,. 

m 

r6 

"    70 

"36 

•*     A 

|2 

"    75 

"43 

'*     < 

\B 

••    80 

"48 

A 

••    85 

"54 

••        t 

to 

"    90 

••  60 

..        ^ 

)6 

"    95 

*'  66  m 

tonths.  • . 

• • • ■ 100 

Note.— Take  the  percentage  indicated  in  scale  opposite  the  numbei  of  days  or  months  policy  is  to  run  on  the 
Praaiom  at  given  rate,  and  the  reach  will  be  the  premium  earned  in  case  ot  cancellation.  Periods  exceeding  90  days 
■ad  not  cxcMdinjc  %  tuya,  to  be  charged  at  the  rate  of  twenty-five  days,  and  so  on  up  to  one  year. 
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CANADIAN    SHORT    RATE    TABLE. 


Short  Period  Rate  Tables. 

CANADIAN  fire  UNDERWRITERS  ASSOCIATION. 

ADOPTED  DECEMBER  2.  1907. 
All  short  period  iiiBurances  and  cancellationa  must  be  calculated  by  the  following  tables: 

(Lumber  excepted— for  which  see  Lumber  Tariff.) 

Percentages  of  the  Annual  Premiums  to  be  Charged  or  Retained  for   Periods  less  than  One   Year. 
Arranged  by  days,  from  one  to  three  hundred  and  sixty  days. 


Days. 

Per  Cent. 

Days. 

Per  Cent. 

Days. 

Per  Cent. 

Days. 

Per  Cent. 

Days. 

Per  Cent. 

1 

2.10 

73 

36.79 

145 

58.33 

217 

76.17 

289 

88.17 

2 

3.86 

74 

86.93 

146 

58.67 

218 

76.34 

290 

88.84 

8 

5.25 

75 

37.00 

147 

59.00 

219 

76.50 

291 

88.50 

4 

6.26 

76 

37.60 

148 

59.33 

220 

76.67 

292 

88.67 

5 

7.00 

77 

87.90 

149 

59.67 

221 

76.84 

298 

88.84 

6 

8.00 

78 

38.20 

150 

60.00 

222 

77.00 

294 

89.00 

7 

8.80 

79 

88.40 

151 

60.38 

223 

77.17 

295 

89.17 

8 

9.40 

80 

38.60 

152 

60.67 

224 

77.84 

296 

89.84 

9 

9.80 

81 

88.85 

158 

61.00 

225 

77.50 

297 

89.50 

10 

10.00 

82 

39.13 

154 

61.33 

226 

77.67 

298 

89.67 

11 

11.33 

88 

39.34 

155 

61.67 

227 

77.84 

299 

89.84 

12 

12.40 

84 

89.48 

156 

62.00 

228 

78.00 

300 

90.00 

13 

13.20 

85 

39.55 

157 

62.83 

229 

78.17 

301 

90.17 

14 

13.73 

86 

39.70 

158 

62.67 

230 

78.34 

302 

90.84 

15 

14.00 

87 

39.82 

159 

63.00 

281 

78.50 

303 

90.50 

16 

15.00 

88 

89.91 

160 

63.33 

282 

78.67 

304 

90.67 

17 

15.80 

89 

39.97 

161 

68.67 

283 

78.84 

305 

90.84 

18 

16.40 

90 

40.00 

162 

64.00 

284 

79.00 

806 

91.00 

19 

16.80 

91 

40.33 

168 

64.83 

236 

79.17 

307 

91,17 

20 

17.00 

92 

40.67 

164 

64.67 

286 

79.34 

308 

91.84 

21 

17.70 

93 

41.00 

165 

65.00 

287 

79.50 

309 

91.50 

22 

18.26 

94 

41.33 

166 

65.33 

288 

79.67 

310 

91.67 

23 

18.68 

95 

41.67 

167 

65.67 

289 

79.84 

311 

91.84 

24 

18.96 

96 

42.00 

168 

66.00 

240 

80.00 

312 

92.00 

25 

19.10 

97 

42.33 

169 

66.33 

241 

80.17 

313 

92.17 

26 

19.40 

98 

42.67 

170 

66.67 

242 

80.84 

314 

92.84 

27 

19.64 

99 

43.00 

171 

67.00 

243 

80.50 

315 

92.50 

28 

19.82 

100 

43.33 

172 

67.33 

244 

80.67 

816 

92.67 

29 

19.94 

101 

43.67 

178 

67.67 

245 

80.84 

817 

92.84 

30 

20.00 

102 

44.00 

174 

68.00 

246 

81.00 

318 

93.00 

31 

21.17 

103 

44.38 

175 

68.33 

247 

81.17 

319 

93.17 

82 

22.10 

104 

44.67 

176 

68.67 

248 

81.34 

320 

93.84 

83 

22.80 

105 

45.00 

177 

69.00 

249 

81.50 

321 

93.50 

84 

23.27 

106 

45.38 

178 

69.63 

250 

81.67 

322 

93.67 

35 

23.50 

107 

45.67 

179 

69.67 

251 

81.84 

328 

93.84 

86 

24.32 

108 

46.00 

180 

70.00 

252 

82.00 

824 

94.00 

37 

24.97 

109 

46.38 

181 

70.17 

253 

82.17 

825 

94.17 

38 

25.46 

110 

46.67 

182 

70.34 

254 

82.84 

326 

94.84 

39 

25.79 

111 

47.00 

183 

70.50 

255 

82.50 

327 

94.50 

40 

26.95 

112 

47.33 

184 

70.67 

256 

82.67 

328 

94.67 

41 

26.30 

118 

47.67 

185 

70.84 

257 

82.84 

829 

94.84 

42 

26.58 

114 

48.00 

186 

71.00 

258 

83.00 

830 

95.00 

43 

26.79 

115 

48.33 

187 

71.17 

259 

83.17 

381 

95.17 

44 

26.98 

116 

48.67 

188 

71.34 

260 

83.34 

832 

95.84 

45 

27.00 

117 

49.00 

189 

71.50 

261 

83.60 

383 

95.50 

46 

27.50 

118 

49.38 

190 

71.67 

262 

83.67 

384 

96.67 

47 

27.90 

119 

49.67 

191 

71.84 

263 

88.84 

885 

95.84 

48 

28.20 

120 

50.00 

192 

72.00 

264 

84.00 

386 

96.00 

49 

28.40 

121 

50.83 

198 

72.17 

265 

84.17 

837 

96.17 

50 

28.50 

122 

50.67 

194 

72.34 

266 

84.84 

338 

96.84 

51 

28.85 

!   128 

51.00 

195 

72.60 

267 

84.50 

339 

96.50 

52 

29.13 

124 

51.33 

196 

72.67 

268 

84.67 

340 

96.67 

58 

29.84 

125 

51.67 

197 

72.84 

269 

84.84 

341 

96.84 

54 

29.48 

126 

52.00 

198 

73.00 

270 

85.00 

842 

97.00 

55 

29.55 

127 

52.33 

199 

73.17 

271 

85.17 

843 

97.17 

56 

29.70 

128 

52.67 

200 

73.84 

272 

85.34 

844 

97.34 

57 

29.82 

129 

53.00 

201 

78.50 

273 

85.60 

845 

97.50 

58 

29.91 

180 

53.33 

202 

73.67 

274 

86.67 

846 

97.67 

59 

29.97 

131 

58.67 

203 

73.84 

275 

85.84 

347 

97.84 

60 

30.00 

132 

54.00 

204 

74.00 

276 

86.00 

848 

98.00 

61 

31.17 

133 

54.33 

205 

74.17 

277 

86.17 

349 

98.17 

62 

32.10 

134 

54.67 

206 

74.34 

278 

86.34 

850 

98.34 

63 

32.80 

185 

55.00 

207 

74.60 

279 

86.50 

351 

98.50 

64 

38.27 

186 

55.33 

208 

74.67 

280 

86.67 

852 

98.67 

65 

33.50 

137 

65.67 

209 

74.84 

281 

86.84 

358 

98.84 

66 

34.32 

138 

56.00 

210 

76.00 

282 

87.00 

864 

99.00 

67 

34.97 

139 

56.33 

211 

75.17 

283 

87.17 

355 

99.17 

68 

35.46 

140 

56.67 

212 

75.34 

284 

87.34 

356 

99.34 

69 

35.79 

141 

57.00 

213 

75.50 

285 

87.50 

357 

99.50 

70 

35.95 

142 

57.33 

214 

75.67 

286 

87.67 

358 

99.67 

71 

36.30 

143 

67.67 

215 

75.84 

287 

87.84 

860 

99.84 

72 

36.58 

144 

58.00 

216 

76.00 

288 

88.00 

360 

■^   Aft       • 

100.00 

■  ■  .  &  .1 

Bve  pro  n 
osmniaiui' 


Tndisnspoiis.] 
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New  England  Short  Rate  Table. 

The  following  tables  have  been  adopted  by  the  New  England  Insurance  Exchange 
and  the  Boston  Board  of  Fire  Underwriters : 

SHORT  TERM  AND  ANNUAL  POLICIES. 

For  writing  and  cancelling  short  term  policies  and  cancelling  annual  policies.    Charge  or  retain  the  per 
cent  in  table  below. 


Per  Cent  of  Annual  Rates. 


1  day. 

2  days. 
8  days. 
4  days. 
6  days. 

6  days. 

7  days . 

8  days. 
Odays. 


2 

4 
5 
6 
7 
8 
9 
9 
10 


10  days 10 

11  days 11 

12  days 12 

13  days 13 

15  days 14 

16  days 14 

17  days 15 

18  days 16 


19  days 

16 
17 
19 
20 
26 
80 
40 
60 

5  months. . . . 

6  months. . . . 

7  months 

8  months 

9  months 

10  months. . . . 

11  months 

12  months. .. . 

...     60 

20  days 

. ..     70 

25  days 

. ..     75 

80  days  or  1  mo.. 
45  days 

. ..  80 
. ..     86 

2  months 

3  months 

4  months 

...  90 
...  95 
...100 

For  periods  of  more  than  two  months  a  part  of  a  month  shall  be  counted  as  a  whole  month.  Policies 
shall  not  be  written  for  two  or  more  short  terms  during  a  year  at  what  would  be  the  short  rate  for  the  aggregate 
time  of  all  these  terms. 

NoTB. — The  table  in  this  column  is  not  to  be  used  in  cancelling  policies  written  for  a  term  of  more  than 
one  year. 

FOR  TERM  POLICIES. 

Retain  the  per  cent  named  when  a  policy  is  surrendered  for  cancellation. 


Time 

2 

3 

4 

6 

Time 

2 

3 

4 

5 

Time 

4 

5 

Expired.  Years. 

Years. 

Years. 

Yeaiv. 

Expired. 

Years. 

Years. 

Yeara. 

Years. 

Expired. 

years. 

Years 

Months. 

n 

n 

^8 

^? 

Months. 
21 

rs 

n 

rs 

rs 

Months. 
41 

?l 

?l 

2. 

20 

17 

13 

12 

22 

95 

77 

65 

54 

42 

92 

82 

8. 

25 

20 

18 

16 

23 

97 

79 

67 

56 

43 

94 

83 

4. 

30 

23 

20 

18 

24 

100 

80 

70 

58 

44 

95 

84 

5. 

35 

27 

22 

20 

25 

81 

71 

60 

45 

96 

85 

6. 

40 

30 

25 

22 

26 

83 

72 

62 

46 

97 

86 

7. 

45 

33 

27 

25 

27 

85 

74 

64 

47 

99 

87 

8. 

50 

37 

80 

26 

28 

86 

76 

66 

48 

100 

88 

9. 

55 

40 

32 

28 

29 

88 

76 

68 

49 

89 

10. 

60 

43 

35 

80 

30 

90 

77 

70 

50 

90 

11. 

65 

47 

37 

32 

31 

91 

79 

71 

51 

91 

12. 

70 

50 

40 

34 

32 

93 

80 

72 

52 

92 

13. 

72 

53 

42 

36 

33 

95 

81 

73 

53 

93 

14. 

75 

57 

45 

38 

34 

96 

82 

74 

54 

94 

15. 

77 

60 

47 

40 

35 

98 

84 

75 

55 

95 

16. 

80 

63 

50 

42 

36 

100 

85 

76 

56 

96 

17. 

82 
85 

67 
70 

52 
55 

44 

46 

37 

38 

a   • 
■  • 

86 
87 

77 
78 

57 

58 

97 

18. 

98 

19. 

87 

72 

57 

48 

39 

•   • 

89 

79 

59 

• 

99 

20. 

90 

73 

60 

50 

40 

•  • 

90 

80 

60 

•  • 

100 

Fractional  parts  of  a 

month  for  term  policies  counted 

as  a  whole  month. 

Monthly  Fire  Losses  in  the  United  States 

and  Canada. 

Below  will  be  found  a  tabulation  of  the  fire  losses  in  the  United  States  and  Canada 
by  months,  compiled  from  the  **  Journal  of  Commerce  and  Commercial  Bulletin.''  The 
total  for  1906  was  $459,710,000,  including  the  loss  by  the  San  Francisco  conflagration;  in 
1907  the  total  was  $2i5,<^i,25o;  in  1908,  $238,562,250;  in  1909,  $203,649,150. 


1910. 

1911. 

1918. 

1918. 

1014. 

1015. 

January 

P^bniary 

March 

April 

$15,175,400 

15.4f9.350 
18,465.550 
18.091.800 
18,823.200 
13.183,600 
26,847,900 

21.570.550 
11.700.000 
37,188.300 
16.407.000 
31.528.000 

$21,922,450 
16.415.000 
31,569.800 

17.670.550 
21,422.000 
30,691,950 
35.301,150 
12,662.650 

".333.350 
1;  .945.000 
12 .680,600 
22,722850 

$35,653,450 
28,601.650 
16,650,850 
16.349.400 
21,013,950 
16,103.450 
15,319.100 
14,158,800 
13.779.300 
13.651.050 
16,172,300 
17,967,000 

^20,193,250 
22,084.600 
17,511,000 
16.738,250 
17.225.850 
24.943700 
20.660.000 

$33,204,700 
21,744.200 

35.513,750 
17.700,800 
15,507,800 
29,348,000 
i7.C9a.8ao 

$30,060,600 
15,081,250 
18,786,400 
18.180,350 
11,388,450 

May 

Jane 

July 

August 

21,180.700  '        11,705.650 
17.QIQt^OO  !         ld.989.OCO 

September 

October 

#  •  7  ^'»f^~ 
14.933.750 
15.207,600 
16,126.450 

14,004.700 
31.373,750 
33.507.150 

November 

December 

Totals 

$334,470.^ 

$334,337,350 

$225,320,900 

$224,723,350 

$335,591,350 
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SHORT  RATE  TABLE. 


Standard   Short  Rate  Scale  For  Computing 

Earned  Premiums. 

AS  ADOPTED  BY  NATIONAL  BOARD  OF  FIRE  UNDERWRITERS. 

These  tables  have  been  ft^<^ted  for  use  in  territoiy  covered  by  the  following  named  organisations:  Eastern  Union, 
New  Ea^sLad  Insurance  Exchange,  Western  Union,  South-Eastern  Underwriters  Association,  Underwrites  Aasodatkm 
of  the  Middle  Department,  Western  Insurance  Bureau^  Underwriters  Association  of  the  District  of  Columbia,  Board  of 
Fire  Underwriters  of  AUcKheny  County  (Pa.)>  Association  of  Fire  Underwriters  of  Baltimore  and  Insurance  Association 
of  Providence  (R.  I.),  and  also  for  use  in  New  Jersey. 

RcTLE. — ^Take  the  percentage  indicated  in  scale  opposite  the  period  the  risk  is  to  run  on  the  premium  for  the  year  or  term  at 
the  given  rate,  and  the  result  will  be  the  premium  to  be  retained  in  case  of  cancellation,  or  to  oe  charged  in  case  of  short  risk. 

Explanation. — When  a  company  cancels  a  policy  it  returns  pro  rata  premium.  When  a  policyholder  cancds,  this  table 
is  used,  so  that  the  company  shall  only  return  the  pro  rata  premium  less  the  expense  of  getting  the  business. 

SHORT  RATE  TABLE  FOR  TERM  POUCIES 
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Underwriters'   Organizations 


We  give  a  list  herewith  of  National  and  State  organizations  of  fire  underwriters,  and 
the  names  of  their  officers ;  also  the  names  of  the  officers  of  the  local  boards  in  some  of  the 
more  important  cities.  To  give  the  list  of  all  local  boards  in  the  country  would  require 
more  space  than  we  have  at  our  disposal  The  following  list  has  been  corrected  especially 
for  The  Insurance  Year  Book. 

Organizations  covering  the  largest  territory  are  given  first;  then  follow  those  of 
States,  arranged  alphabetically.  The  local  boards  are  arranged  under  their  respective 
States. 


NATIONAL  ORGANIZATIONS. 

.VATIONAL   CONVENTION    OF   INSURANCE 
COMMISSIONERS. 

President,  John  S.  Dant,  Wheeling,  W.  Va.: 
vice-presidents.  Burton  Mansfield,  Connecticut,  and 
John  T.  Winship,  Michigan;  secretary  and  treas- 
urer, Fritr  Hu^  McMaster,  Colombia,  S.  C. 

Annual  meeting  in  July. 


NATIONAL    BOARD    OF    FIRE    UNDER- 

WRITERS. 

President,  E.  G.  Richards,  New  York;  vice- 
president,  R.  M.  Bissell,  Hartford;  secretary,  £. 
J.  Haynes;  treasurer,  C.  J.  Holman,  New  York; 
general  manager,  W.  E.  Mallalieu,  76  William 
street.  New  York  city. 

Annua]  meeting  in  New  York  in  May. 


NATIONAL     FIRE    PROTECTION    ASSOCIA- 
TION. 

President,  Charles  E.  Meek;  vice-presidents,  L. 
\V.  Wiederhold  and  D.  E.  Waid;  secretary  and 
treasurer,  Franklin  H.  Wentworth,  87  Milk  street, 
Boston,  Mass. 

Annual  meeting  held  May  of  each  year. 

NATIONAL   ASSOCIATION   OF  INSURANCE 

AGENTS. 

President,  C.  F.  Hildreth,  Freeport,  111.;  sec* 
retary  snd  treasurer,  Henry  W.  Putnam,  65  Kilby 
street,  Boston. 

Executive  Committee. — Chairman,  E.  C.  Roth, 
Buffalo,  N.  Y. 

Grievance  Committee. — Chairman,  J.  K.  Living- 
5ton»  Detroit,  Mich. 

Legislative  Committec^Chairman,  Geo.  D. 
Markham,  St.  Louis,  Mo. 

Organization  Committee.  —  Chairman,  F.  £. 
Warner,  Salen^  Mass. 

Annual  meeting  fixed  by  Executive  Committee. 


INSURANCE  INSTITUTE  OF  AMERICA, 

President,  John  H.  Kenney,  Baltimore,  Md.; 
secretary-treasurer,  Benjamin  Richards,  Boston, 
Mass.;  chairman  of  Committee  on  Insurance  Exam- 
inations, E.  R.  Hardy,  New  York  City. 


AMERICAN    ASSOCIATION    OF    CO-OPERA- 
TIVE  MUTUAL  INSURANCE  COMPANIES. 

President,  C.   F.  Danforth,  Boston,  Mass.:  sec- 
retary and  treasurer,  W.  B.  Linch,  Lmcoln,  Keb. 
Annual  meeting  in  March. 


N'.^TIONAL     ASSOCIATION      OF     MUTUAL 
INSURANCE  COMPANIES. 

President,  C.  F.  Mingenback,  McPherson,  Kan.; 
^ice-presidents,  L.  R.  Wekh,  Fitchburg,  Mass.; 
C.  M.  McMillin,  Carthage,  111.,  and  G.  M.  Gray, 
Coshocton,   O.;    secretary,    H.    P,    Cooper,    Craw- 


fordsville,  Ind.;    treasurer,   C.    A.    McCotter,    In- 
dianapolis, Ind. 

Date  of  annual  meeting,  Sept.  14-17,  1916. 


AMERICAN  INSTITUTE  OF  MARINE 
UNDERWRITERS. 

President.  Herbert  Appleton;  vice-president* 
Percy  Chubb;  secretary  and  treasurer,  William  H. 
McGee,  77  Beaver  street.  New  York. 

Annual  meeting  first  Monday  in  October. 


UNDERWRITERS  LABORATORIES. 

Secretary  and  manager,  W.  H.  Merrill;  chief 
engineer.  W.  C.  Robinson,  S07  E.  Ohio  street,  Chi- 
cago, III. 


WOMAN'S    NATIONAL    FIRE    PROTECTION 

ASSOCIATION. 

President,  Eva  McDonald  Vales,  86-37  W.  39th 
street.  New  York  City. 


AUTOMOBILE     UNDERWRITERS     CONFER- 

ENCE. 

President,  Frederick  W.  Day;  vice-president, 
Douglas  F.  Cox;  secretary  and  treasurer,  Wm.  A. 
Hamilton,  80  Maiden  Lane,  New  York. 

Annual  meeting  in  February. 


FIRE    UNDERWRITERS   UNIFORMITY 
ASSOaATION. 

President,  E.  M.  Sellers,  Indianapolis;  vice- 
president.  Henry  V.  Thaver;  secretary  and  treas- 
urer, William  S.  Boyd,  Chicago,  111. 

Annual  meeting  in  May. 


NATIONAL    BOARD    OF    MARINE    UNDER- 
WRITERS. 

President,  Clayton  Plattj  vice-president,  W.  H. 
.(fcGee;  secretary,  R.  H.  Collert,  63  Beaver  street. 
New  York;  treasurer^  H.  K.  Fowler. 

Annual  meeting  third  Wednesday  in  May. 

NATIONAL  AUTOMATIC  SPRINKLER 
ASSOCIATION. 

Manager,  Ira  G.  Hoagland. 


NATIONAL  ASSOCIATION    OF   INSURANCE 

EMPLOYEES. 

President,  Charles  A.  Hartman;  vice-presidents, 
C.  D.  Jolliffe,  J.  F.  Kelly  and  P.  B.  Chappell; 
general  counsel,  Michael  W.  Sullivan;  secretary, 
G.  C.  Donahue;  treasurer,  W.  J.  Mahoney. 


AMERICAN    RECIPROCAL   INSURANCE 
ASSOCTATION. 

Counsel,    Chas.    M.    Howell,    Commerce    Bldg., 
Kansas  Dty,  Mo. 
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SECTIONAL    ORGANIZATIONS. 

CENTRAL  TRACTION  &  LIGHTING  BUREAU. 

President,  R.  M.  Bissell:  vice-president,  W.  H. 
Sage;  secretary-treasurer,  C.  G.  Smith;  s^retaries. 
Wm.  A,  Stoncy,  1  Liberty  street,  New  York,  ana 
£.  B.  Hatch. 

Annual  meeting  in  November. 


SOUTHERN  TORNADO  INSURANCE 
ASSOaATION. 

President,  Henry  E.  Rees;  vice-president,  J.  E. 
Lopez;  secretary,  W.  L.  Dennis. 


ANCIENT    AND    HONORABLE     ORDER     OF 
THE  BLUE  GOOSE.     (See  page  418.) 


UNDERWRITERS  BUREAU  OF  MIDDLE 
AND  SOUTHERN  STATES. 

Manager  and   secretary,   William   A.    Stoney,   1 
Liberty    street.    New    York;    treasurer,    Geo.    W. 
Burchell,  New  York. 
.  Annual  meeting  last  Wednesday  in  February. 


FIRE 


ELECTRICAL 


UNDERWRITERS 
BUREAU. 

Manager,  secretarv  and  treasurer,  Wm.  A.   Stoney 
1   Liberty  street,  New  York. 
Annual  meeting  last  Wednesday  in  February. 


THE    UNDERWRITERS    BUREAU    OF    NEW 

ENGLAND. 

Secretary  and   manager,   Gorham   Dana;     treas- 
urer, George  Neiley,  141  Milk  street,  Boston. 
Annual  meeting  third  Wednesday  in  November. 


NEW  ENGLAND  BUREAU  OF  UNITED 
INSPECTION. 

Chairman,  C.  D.  Palmer;  vice-chairman,  Edward 
C.  Brush;  treasurer,  Oifford  H.  Rice;  clerk  and 
manager,  E.  A.  Northey,  71  Kilby  street,  Boston. 

Annual  Meeting  first  Friday  in  February. 

NEW    ENGLAND    INSURANCE    EXCHANGE. 

President,  A.  B.  Fowler;  vice-presidents,  C.  H. 
Rice  and  Wm.  Levis;  secretary  and  treasurer,  C. 
M.  Goddard,  141  Milk  street,  Boston. 

Annual  meeting  on  the  Saturday  after  the  first 
Monday  in  January. 


P' 


FACTORY  INSURANCE  ASSOCIATION. 
President,  H.  A.  Smith,  Hartford.  Conn.;  vice- 
resident,  G.  W.  Babb,  New  York  City;  treasurer. 


Jas.    Wypcr,    Hartford;    secreUry,    j.    H.    Brew 
ster,  Hartford. 
Annual  meeting  third  Thursday  in  April. 


UNDERWRITERS    ASSOCIATION     OF     THE 
MIDDLE  DEPARTMENT. 

President,  Smith  M.  Wilson:  vice-president  G. 
G.  Plyer;  secretary,  L.  Wiederhold,  Jr.,  816  Wal- 
nut street,  Philadelphia. 

Annual  meeting  third  Wednesday  in  January. 


FIRE    UNDERWRITERS    ASSOCIATION    OF 
THE  NORTHWEST. 

President,  Benj.  L.  West;  vice-president,  John 
Fitzgerald;  secretary,  Guy  A.  Richards,  175  W. 
Jackson  Bvd.,  Chicago;  treasurer,  Chas.  L.  He- 
cox,  Chicago. 

Annual  meeting  October  6-7,  1915. 


ROCKY  MOUNTAIN  FIRE  UNDERWRITERS 
ASSOCIATION.* 

Manager,  G.  E.  Simonton;  assistant  manager,  G. 
W.  Brinsmaid,  Denver,  Colo. 
Annual  meeting  in  October. 

*  Jurisdiction.  Colorado.     Wyoming     and     New 
Mexico. 


BOARD     OF      FIRE     UNDERWRITERS     OF 

THE  PAaFIC. 

President,  Russell  W.  Osbom,  San  Francisco; 
vice-president,  R.  P.  Fabj;  secretary,  E.  F.  Mohr- 
hardt,  San  Francisco. 

Annual  meeting  first  Friday  after  first  Monday 
in  May. 

FIRE    UNDERWRITERS    ASSOCIATION    OF 

THE  PACIFIC. 

President,  H.  P.  Blanchard;  vice-president. 
Washington  Irving;  secretary  and  treasurer,  Cal- 
vert Meade,  089  Merchants  Exchange  Bldg.,  San 
Francisco,  Cal.;  assistant  secretary  and  librarian, 
J.  P.  Moore. 

Annual  meeting  second  Tuesday  after  first  Mon- 
day in  February. 

WESTERN  AUTOMOBILE  UNDERWRITERS 

CONFERENCE. 

President,  P.  W.  Cadroan;  vice-president,  C.  R. 
Osbom;  secretary-treasurer,  F.  J.  Sauter. 


SOUTHERN   ADJUSTMENT  BUREAU. 

President,   D.    B.   Harris;   vice-president,   R.    N. 
Hughs;    secretary-treasurer,  J.   J.    Wendle. 


PACIFIC  COAST  AUTOMOBILE  UNDER- 
WRITERS ASSOCIATION. 

President,  Sam  B.  Stoly;  vice-president,  T.  H. 
Williams;  secretary  and  treasurer,  A.  E,  Web- 
ber,  San   Francisco. 

Annual  meeting  in  February. 


SOUTH-EASTERN     UNDERWRITERS     ASSO- 
aATION. 

President,  Chas.  F.  Low;  vice-president,  F.  C. 
Buswell;  secretary,  Jos.  S.  Raine,  Jr.,  Atlanta, 
Ga.;  chairman  of  executive  committee,  \V.  £. 
Chapin;  vice-chairman,  Dan  B.  Harris. 

Annual  meeting  in  May,  semi-annual  in  Novem- 
ber. 


ASSOCIATION  OF  SOUTHERN  FIRE  IN- 
SURANCE  COMPANIES. 

President,  Harry  R.  Bush,  Greensboro,  N.  C.; 
vice-president,  John  J.  McKay,  Macon,  Ca.;  sec- 
retary and  treasurer.  Chas.  A.  Bickerstaff,  Kquita- 
ble  Bldg..  Atlanta,  Ga. 

Annual  meeting  in  May  of  each  year. 


THE  EASTERN  UNION. 

President,  John  B.  Morton;  vice-president,  J. 
A.  Kelsey;  treasurer,  Geo.  W.  Burchell,  New 
York;  secretary.  £.  U.  Richards,  80  William 
street,  New  York. 

Annual  meeting  in  November. 


THE  WESTERN  UNION. 

President,  P.  D.  McGregor,  Chicago;  vice-presi- 
dent. John   Marshall,  Jr.,  Chicago;  secretary,    Ed- 
ward B.  Hatch,  Insurance  Exchange,  Chicago. 
Annual  meeting  in   September. 


WESTERN  IMPROVED  RISK  ASSOCIATION. 

President,  E.  G.  Halle;  vice-president,  Neal  Bas- 
sett;  secretary,  A.  D.  Baker;  treasurer,  C.  L. 
Hecox. 


WESTERN  INSURANCE  BUREAU. 

Chairman,  Neal  Bassett;  vice-chairman,  A.  D. 
Baker;  secretary,  Benjamin  Auerbach;  treasurer, 
C.  L.  Hecox;  manager,  M.  A.  Scholbe,  Insurance 
Exchange,  Chicago,  111. 

Annual  meeting  in  April. 


WESTERN     FACTORY     INSURANCE     ASSO- 
CIATION. 

President,  T.  E.  Gallagher;  vice-president,  W. 
L.  Sherley;  secretary  and  treasurer,  C.  R.  Street, 
Insurance  Exchange,  Chicago,  111. 

Annual  meeting  on  third  Thursday  in  ApriL 
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WESTERN    SPRINKLERED    RISK    ASSOOA- 

TION. 

President,  A.  D.  Baker;  vice-preiident,  W.  D. 
Williams;  treasurer,  E.  G.  Halle:  secretary  and 
manager,  Fred  A.  Rye,  176  W.  Jackson  Blvd.,  Chi- 
cago, in. 

Annual  meeting  first  Wednesday  in  February. 


WESTERN   ASSOCIATION   OF  ELECTRICAL 
INSPECTORS. 

President,  H.  M.  Maxwell;  vice-presidents,  F.  H. 
Moore  and  Emil  Anderson;  secretaryotreaaurer, 
^\•m.  S.  Boyd,  1029  W.  Jackson  Blvd.,  Chicago,  111. 

Annual  meeting  in  January. 


GENERAL  ADJUSTMENT  BUREAU. 

President,  C.  D.  Dunlop;  vice-president,  C.  F. 
Shallcxoss;  general  manager,  W.  J.  Greer;  aasistant 
general  manager,  D.  C.  Brown;  secretary  and 
treasarer,  N.  B.  Bassett,  80  Maiden  Lane,  New 
York. 

Annual  meeting  second  Wednesday  in  December. 


RAILWAY  UNDERWRITERS. 

President,  Walter  H.  Sage;  vice-president,  A.  G. 
Dtigan;  secretary  and  treasurer,  J.  C.  Harding; 
manager,  George  M.  Fisher,  Insurance  Exchange, 
Chicago. 

MILL  AND   ELEVATOR  MUTUAL  FIRE  IN- 
SURANCE   FIELD   MENS  ASSOCIATION. 

President,  R.  G.  Shaw;  vice-president,  O.  R.  Van 
Dyke;  secretary  and  treasurer,  Andrew  W.  Ross. 


STATE  AND  CITY  ORGANIZA- 
TIONS. 


Alabama. 


ASSO- 


.ALABAMA     FIRE     UNDERWRITERS 

CIATION. 

President,  !R.  A.  Brown;  vice-president,  C.  Hen- 
dricks; secretary  and  treasurer,  M.  M.  Sweatt, 
Montgomery. 

BIRMINGHAM    FIRE    AND    CASUALTY    IN- 
SURANCE  EXCHANGE, 

President,   11.   G.   Siebels;   vice-president,  H.   S. 
Going;  secretary- treasurer,  Ed.   S.   Moore. 
Annual  meeting  second  Tuesday  in  April. 


Arkansas. 

ARKANSAS  ASSOCIATION  OF  LOCAL  FIRE 
INSURANCE  AGENTS. 

President,  Joe  C.  Meyers;  vice-president,  H.  F. 
OiTenhauser,  Texarkana;  secretary  and  treasurer, 
£.  N.  Allen,  Helena. 

Meeting  held  in  June. 


California. 

CALIFORNIA   STATE   ASSOOATION   OF 
LOCAL  FIRE  INSURANCE  AGENTS. 

, President,     W.    G.    Thompson;     vice-presidents, 
N'oah  Adair;  secretarpr,   C.  Fred  Burks,   Oakland; 
treasurer,  Leo  R.  Weil. 
.\nnua]  meeting  in  May. 


BOARD    OF   MARINE    UNDERWRITERS    OF 
SAN  FRANaSCO. 

President,  E.  S.  Livingston;  vice-president,  W. 
£•  J.  Ord;  secretary  and  treasurer,  Edmund  L. 
Woods. 

Annual  meeting  second  Tuesday  in  February. 


UNDERWRITERS    FIRE    PATROL     OF    SAN 

FRANCTSCO. 

President,  B.  Paymonville;   vice-president,  Frank 
J.  Devfin;  secretary  and  treasurer,  Clinton  Folger. 
Annual  meeting  third  Thursday  in  January. 


FIRE  INSURANCE  SOaETY  OF  SAN  FRAN- 
aSCO. 

President,  G.  A.  Yocum;  vice-president,  G.  F. 
Alberti;  secretary,  P.  S.  W.  Ramsden,  418  Mont* 
gomery  street;  treasurer.  J.   R.   Dean. 

Annual  meeting  first  Tuesday  in  October. 


FIRE  UNDERWRITERS  INSPECTION 
BUREAU,  SAN   FRANCISCO. 

President,  Bernard  Faymonville;  vice-president, 
Frank  J.  Devlin;  secretary  and  treasurer,  Clinton 
Folger. 

Annual  meeting  third  Thursday  in  January. 


GLOBE   (CAL.)  BOARD  OF  FIRE 
UNDERWRITERS. 

President,  F.  F,  Towle;  vice-president,  B.  J. 
Kellner;  secretary,  L.  H.  Brown;  treasurer,  Fred 
Moore. 


LOS  ANGELES  FIRE  UNDERWRITERS 
ASSOCIATION. 

President,  R.  B.  Stephens;  vice-president,  C.  A. 
Kenyon;  secretary,  John  Edmund  Phelps;  treas- 
urer. J.  W.  Montgomery. 

Annual  meeting  second  Tuesday  in  August. 


OAKLAND   (CAL.)   BOARD  OF  FIRE 
UNDERWRITERS. 

President,  L.  S.  Hotchkiss;  vice-president, 
George  Ti-oy;  treasurer,  V.  D.  Stuart;  secretary, 
C.  Fired  Burks. 

Annual  meeting  in  January. 


SAN     BERNARDINO     BOARD     OF 
UNDERWRITERS. 

President,  C.  W.  Monohan;  vice-president,  H.  R. 
Scott;  secretary  and  treasurer,  W.  H.  Rogers. 
Annual  meeting  first  Thursdiay  in  October. 


INSURANCE  BROKERS  EXCHANGE. 

President,  H.  S.  Manheim;  vice-presidents,  Jere- 
miah Deasy  and  O.  J.  Beyfuss;  secretary  and 
manager,  D.  A.  Spencer,  Merchants  Exchange, 
San   Francisco,  Cal. 

Annual  meeting  second  Wednesday  in  December. 

Canada. 

ALL-CANADA    FIRE    INSURANCE    FEDERA- 
TION. 

President,  T.  L.  Morrisey;  secretary,  C.  D.  Gau- 
det.   Montreal. 
Annual  meeting  last  Wednesday  in  May. 


CANADIAN  ASSOCIATION  OF  AUTOMOBILE 
UNDERWRITERS. 

President,  Wm.  Mackay;  vice-president,  A.  M. 
M.  Kirkpatrick;  secretary  and  treasurer,  L.  How- 
gate,  624  Coristine  Bldg.,  Montreal. 

Annual  meeting  held  in  February. 


CANADIAN    FIRE    UNDERWRITERS    ASSO- 
CIATION, QUEBEC  AND  ONTARIO. 

President,  J.  Gardner  Thompson,  Montreal. 

Quebec  Branch.— Vice-president,  J.  G.  Borth- 
wick,  Montreal;  secretary,  Leonard  Howgate, 
Montreal. 

Ontario  Branch. — Vice-president,  E.  F.  Garrow, 
Toronto;  secretary,  J.  A.  Robertson,  Toronto. 

Annual  meeting  latter  part  of  June. 


THE    MUTUAL   FIRE    UNDERWRITERS    AS- 
SOCIATION OF  ONTARIO. 

President,  Thos.  Hoskins;  first  vicej>resident.  V. 
G.  Chisholm;  second  vice-president,  G.  L.  Miller; 
secretary  and  treasurer,  J.  J.  Stewart,  Brampton. 

Annual  meeting  about  February  25th  at  Toronto, 
Ont. 
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WESTERN  CANADA  FIRE  UNDER- 
WRITERS  ASSOCIATION. 

Chairman,  C.  A.  Richardson;  vice-chairman,  R. 
McKay;  secretary  and  treasurer,  A.  H.  S.  Stead. 
Annual  meeting  second  Thursday  of  June 


NOVA  SCOTIA  BOARD  OF  FIRE  UNDER- 

WRITERS. 

President,  P.  E.  Corbett;  vice-president,  A.  J. 
Bell;  secretary  and  treasurer,  Elward  T.  Fahie, 
281  Hollis  street,  Halifax. 

Annual  meeting  second  Tuesday  in  February. 


ONTARIO  LOCAL  FIRE  INSURANCE 
AGENTS  ASSOCIATION. 

President,  S.  C.  Young,  Fort  William;  vice- 
presidents.  O.  L.  Steele  and  W.  B.  Stephens;  sec- 
retary and  treasurer,  Neil  Campbell. 


VANCOUVER     ISLAND     FIRE     UNDER- 
WRITERS ASSOCIATION  OF  B.  C. 

President,    R.   E.    Brett;   vice-president,    R.    W. 
Douglas;  secretary  and  treasurer.  J.  L.  Noble. 
Annual  meeting  third  Friday  m  May. 


ASSOCIATION  OF  WESTERN   INSURANCE 
SUPERINTENDENTS  OF  CANADA. 

Chairman,  Colonel  E.  F.  Gunther;  secretary,  A. 
E.  Fisher,  Saskatchewan. 


MAINLAND    FIRE    UNDERWRITERS    ASSO- 
CIATION  OF  BRITISH  COLUMBIA. 

President,  Wm.  Thompson;  vice-president,  John 
J.  Banfield;  secretary  and  treasurer,  Andrew  W. 
Ross. 

Annual  meeting  second  Friday  in  May. 

Colorado. 

COLORADO    ASSOCIATION    OF    INSUR- 
ANCE AGENTS. 

President,  David  J.  Main;  vice-president,  Chaa. 
Bailey;  secretary  and  treasurer.  Max  S.  Schrayer, 
Denver. 

Annual  meeting  in  September. 


DENVER  FIRE  INSURANCE  EXCHANGE. 
President,  F.  W.  Standart;  vice-president,  E.  P. 
Eppich;    secretary-treasurer,   J.    B.    Brown,    Jr. 

Connecticut. 

CONNECTICUT  ASSOCIATION  OF  INSUR- 
ANCE  AGENTS. 

President,  John  J.  Fisher;  vice-presidents,  Fred- 
erick  F.  Small.  Hartford;  L.  D.  Rhinehart,  Stam- 
ford, and  James  L.  Case,  Norwich;  secretary  and 
treasurer.  J.   Richard  North,  New  Haven. 

Annual  meeting  in  October. 


FIRE  PREVENTION  ASSOCIATION  OF 
CONNECTICUT. 

President,    A.    H.    BuUard,    Bridgeport;     vice- 
president  Joseph  Kegebneyer,  New  Haven;  secre- 

^*7«.,^-. J- J5***'***''  New  Haven;  treasurer,  Horace 
B.  Clark,  Hartford. 

HARTFORD  BOARD  OF  FIRE  UNDER- 

WRITERS. 
President,  Guy  E.   Beardslcy;   vice-president,   F. 
F.   Small;   secretary,  W.   E.    Langdon,   11   Central 
Row,  Hartford;  assistant  secretary.  C.  W.  Sexton; 
treasurer,  C.  M.  Goddard,  Boston. 

Annual  meeting  on  the  second  Tuesday  in  Jan- 
uary. 


INSURANCE  INSTITUTE  OF  HARTFORD. 
President,  Edgar  J.  Sloan;  vice-presidents,  H.  P. 
Dunham,  H.  T.  Burdette;  H.  A.  Hopf;  secretary. 
I.     H.     McCormick:    assistant    secretary,    E.     H. 
Adams;  treasurer,  Dwight  North. 


BRIDGEPORT    FIRE    UNDERWRITERS    AS- 
SOCIATION. 

President,  W.  V.  Gamer:  vice-president,  J.  H. 
Crossley;  secretary,  Henrv  K.  Greene. 
Annual  meeting  third  Wednesday  in  January. 


UNDERWRITERS    ASSOCIATION    OF    NOR- 
WICH, CONNECTICUT. 

President,  F.  I.  Royce;  vice-president,  J.  F. 
Parker;  secretary,  G.  B.  Dolbiare;  treasurer,  Wm. 
H.  Allen. 

Annual  meeting  second  Tuesday  in  December. 


NEW    BRITAIN    BOARD    OF    FIRE    UNDER- 
WRITERS. 

President,  D.  A.  Parsons:  vice-president,  E.  W. 
Scbulz;  treasurer,  Wm.  G.  Uunn;  secretary,  E.  W. 
Sherwood. 

Annual  meeting  second  Thursday  in  January. 


WILLIMANTIC     (CONN.)     BOARD   OF    HRE 
UNDERWRITERS. 

President,  George  E.  Elliott;  secretary,  William 
J.   Sweeney;  treasurer,  C.  M.  Goddard,   Boston. 
Annual  meeting  second  Tuesday  in  February. 


Florida. 

FLORIDA  LOCAL  UNDERWRITERS  ASSO- 
CIATION. 

President,  H.  J.  Draue;  vice-presidents,  Thos. 
H.  Owens,  D.  W.  Davis,  W.  C.  Beatty.  E.  M. 
Osborne  and  C.  A.  Payne;  secretary  and  treas- 
urer, H.  H.  Root,  Plant  City. 

Annual  meeting  in  April. 


FLORIDA  FIRE  PREVENTION  SOCIETY. 

President,  E.  M.  Hafer;  vice-president,  T.  W. 
Haney;  secretary  and  treasurer,  J.  A.  Stevenson. 

Georgia. 

GEORGIA   ASSOaATION  OF   FIRE    UNDER- 
WRITERS. 

President,  Frank  B.  West;  vice-presidents,  W. 
M.  Coney  and  Jno.  W.  Holmes;  secretary-treasurer, 
John  E.  Wilson^  Savannah. 

Annual  meeting  in  May. 


GEORGIA  LOCAL  UNDERWRITERS 
ASSOCIATION. 

President.  F.  W.  Cole;  vice-presidents,  W.  L. 
Wilson  ana  E.  B.  Harrold;  secretary -treasurer, 
C.  A.  Rauchenberg,  Jr. 


GEORGIA  FIELD  CLUB. 

President,   Chas.  W.   Phillips;  vice-president,  .\. 
L.  Brooks;  secretary,  Clarence  Reese. 


ATLANTA  INSURANCE  EXCHANGE. 

President,  Fred  W.  Cole;  vice-president.  Ruth- 
erford Lipscomb;  secretary  and  treasurer.  Coke 
Davis. 

Annual  meeting  third  Tuesday  in  January. 


COLUMBUS   FIRE    INSURANCE   EX- 
CHANGE. 

President,  C.  M.  Woolfeld;  vice-president,  M. 
R.  Flourney;  secretary  and  treasurer,  E.  H.  Car- 
gill. 

Annual  meeting  first  Monday  in  December. 


MACON    FIRE    UNDERWRITERS     ASSOCIA- 
TION. 

President.  E.  B.  Harrold;  vice-preaiden^  Henry 
Harris;   secretary  and  treasurer,  Henry   Harris. 
Annual  meeting  in  March. 
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BOARD    OF   FIRE   UNDERWRITERS    OF 
SAVANNAH. 

President,  W.  F.  Train;  yice-president,  W.  M. 
Conej;  secretary  and  treasurer,  £.  L.  Goodman. 
Annual  meeting  last  Tuesday  in  June. 


Hawaii. 

BOARD  OF  FIRE  UNDERWRITERS  OF  THE 
TERRITORY  OF  HAWAII. 

President,  J.  A.  Gilman:  vice-president,  B.  Von 
Damm*  secretary,  A.  R.  Gurrey,  Honolulu;  treas^ 
nrer.  Bishop  Insurance  Agency. 

Annual  meeting  third  Tnuraday  in  July. 


Illinois. 

ILUNOIS    ASSOCIATION    OF   LOCAL    FIRE 
INSURANCE  AGENTS. 

m  

President,  N.  W.  Tomblin,  Kankakee;  vice-preai- 
dents,  C.  J.  LeMessurier,  E.  R.  Partlow  and  J.  C 
Steck;  secretary-treasurer,  H.  A.  Morgan,  Alton, 
III. 

Annual  meeting  in  September;  semi-annual  in 
February. 

ILUNOIS   STATE  BOARD  OF  FIRE 
UNDERWRITERS. 

President,  William  J.  Nolan ;  vice-president,  Rob- 
ert C  Hosmer;  secretary  and  treasurer.  Miss  E.  E. 
Edwards,  Insurance  Exchan^^e,   Chicago. 

Annual  meeting  last  week  m  June. 


ILLINOIS  STATE  FIRE  PREVENTION 
ASSOCIATION. 

President,  R.  F.  Woltersdorff;  vice-president,  W. 
B.  Marick;  secretary  and  treasurer,  J.  A.  Ma  von. 
Insurance  Exchange,  Chicago. 


ILUNOIS  ASSOaATION  OF  MUTUAL  FIRE 
&  WINDSTORM  INSURANCE  COMPANIES. 

President,  A.  S.  Turner,  Winona;  vice-president, 
J.  Fox,  Winona;  secretary,  R.  C.  Hanlon,  Wood- 
hull;  treasurer,  J.   N.   Hosford,  Hamilton. 

Annual  meeting  in  January. 


ILLINOIS  FIELD  CLUB. 

President,  C.  C.  Nicholson;  vice-presidents,  T. 
M.  Hagan,  Fred  Hess;  secretary  and  treasurer, 
Geo.  A.   Brown. 

Annual  meeting  June  23  and  24. 


ILLINOIS  INSPECTION  BUREAU. 

C.    F.    Persch,   publisher.    First    National    Bank 
Bldg.,  Chicago. 


COOK  COUNTY  ASSOaATION  OF  RECORD- 
ING FIRE  INSURANCE  AGENTS. 

President,  Walter  G.  Davis;  vice-president,  Ed- 
ward Watkins;  secretary,  N.  W.  Birkoff;  treas- 
urer, John   C.   Schuett 

Annual   meeting  second  Monday  in  January. 


ALTON  BOARD  OF  FIRE  UNDERWRITERS. 

President,  G.  H.   Smiley;  vice-president,  A.  E. 
Ernst;  secretary  and  treasurer,  Roy  A.  Blair. 
Annual  meeting  in  November. 


CHICAGO   BOARD  OF  UNDERWRITERS. 

President,  H.  G.  Buswell;  vice-president,  B.  F. 
Rogers:  secretary,  R.  N.  Trimingham,  Insurance 
Exchange;   treasurer,   Geo.   S.    Hasldll. 

.\nnual  meeting  second  Thursday  in  January. 


.  UNDERWRITERS  CLEARING  HOUSE. 

Manager,  secretary  and  treasurer,  P.  N.  Cutler, 
2110   Insurance    Exchange,    Chicago. 


AUTOMOBILE  UNDERWRITERS  BOARD  OF 
COOK  COUNTY. 

President,  A.  T.  Graham;  vice-president,  C.  E. 
Rollins;  secretary,  F.  J.  Sauter;  treasurer,  H.  V. 
Burrows. 

Annual  meeting  February  1st 


CHICAGO  BOARD  OF  FIRE  INSURANCE 

BROKERS. 

President.  H.  A.  Eschenburg;  ,  vice-president 
Mrs.  Sara  Steenberg;  secretary,  Hugo  Dalmar,  168 
La  Salle  street;  treasurer,  W.  H.  Rose. 

Annual  meeting  on  the  second  Wednesday  in 
January. 

INSURANCE   BROKERAGE  ASSOCIATION. 

President,  D.  F.  Carpenter;  vice-president,  I.  E. 
Stieglitx;  secretary,  Chas.  L.  Bliss,  Insurance  Ex- 
change; treasurer,  G.  A.  Seavems. 

Annual  meeting  third  Wednesday  in  January. 

FIRE  INSURANCE   CLUB  OF  CHICAGO. 

President,  E.  W.  Jewell:  vice-president.  C.  G. 
Wipple;  secretary,  H.  W.  Warren,  Insurance  Ex- 
change; treasurer,  Ross  B.  Whitney. 

Annual  meeting  second  Tuesday  in  December. 


GALESBURG    LOCAL    BOARD    OF    FIRE 
UNDERWRITERS. 

President,  L.  W.  Sanborn;  secretary  and  trea»* 
urer,  F.  S.  Bartlett. 
Annual  meeting  in   September. 


KANKAKEE  BOARD  OF  FIRE  UNDER- 
WRITERS. 

President  J  J.  F.  Shields;  secretary  and  treasurer, 
Shirley  Moisant. 
Annual  meeting  in  October. 


SPRINGFIELD    UNDERWRITERS  ASSOCIA- 

TION. 

President,  William  Booth;  vice-president,  Geo. 
J.  Bellersheim;  secretary  and  treasurer,  Chas.  Ap- 
pleyard.  . 

Annual  meeting  second  Monday  m  October. 


Indiana. 

INDIANA    ASSOCIATION    OF   UNDER- 
WRITERS.    (Union   Companies.) 

President,  John  Fitzgerald;  vice-president,  John 

Stone;  secretary  and  treasurer,  James  M.  McBeth. 

Annual  meeting  on  the  first  Friday  in  November. 


INDIANA    ASSOCIATION    OF    LOCAL    FIRE 
INSURANCE    AGENTS. 

President,  Joseph  Brunr  New  Albany;  vice-presi. 
dents,  A.  Q.  Greene,  H.  D.  Ridenour,  W.  G. 
Harrison,  Anthony  Hassmer.  H.  M.  Smith,  R.  F. 
Scudder,  Fred  Gregory,  J.  D.  Miltenberger,  Jacob 
V.  Derrick.  J.  M.  McBeth,  J.  H.  Rhoades,  John 
A.  Jones,  John  J.  Schindler;  secretary  and  treas- 
urer, E.  t.  Blue. 

Annual  meeting  set  by  executive  committee. 


INDIANA  FIELD  CLUB. 

President,  A.  E.  Webb;  vice-president,  J.  W. 
Reed;  secretary,  J.  W.  Noble,  Indianapolis;  treas- 
urer, Chas.  F.  Engle. 

Annual  meeting  third  Monday  in  December. 


FIRE   UNDERWRITERS   ASSOCIATION   OF 

INDIANA. 

President,  W.  F.  Watson;  vice-president,  James 
M.  Larmore;  secretary,  W.  P.  Benton. 
Annual  meeting,  first  Tuesday  in  December. 


FIRE  PREVENTION  CLUB  OF  INDIANA. 

President,   John    Stone;    vice-president,    H.    W. 
Boyd;  secretary  and  treasurer,  D.  B.  Bennett. 
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MUTUAL  INSURANCE   COMPANIES 
UNION   OF  INDIANA. 

PrcBident,  Geo,  V.  Kell,  Huntertown;  vice-presi- 
dent, Emmet  Moore,  Hagerstown;  secretary  and 
treasurer.  H.  L.  Nowlin,  Lawrenceburg. 

Annual  meeting  January  6  and  7,  1916. 


INDIANAPOLIS     FIRE    INSURANCE     CLUB. 

President,  Thomas  Stein.  Jr.;  vice-president, 
Wm.  Seyler:  secretary  ana  treasurer,  Ross  A. 
Moore,  116  £.  Market  street. 


INDIANAPOLIS    INSPECTION    BUREAU. 

Publisher,  T.   S.   McMurray,   Jr.,  1014   Lemcke 
Building,  Indianapolis. 


INDIANAPOLIS  FIRE  INSURANCE  AGENTS 

ASSOCIATION. 

President,  O.  J.  Smith;  vice-president,  A.  E. 
Uhl;  secretary,  Colin  E.  King;  treasurer,  Edwin 
Hill. 

Annual  meeting,  second  Tuesday  in  January. 


INDIANA  INSPECTION  BUREAU. 
Publisher,  E.  M.  Sellers,  Indianapolis. 


INDIANA  INSURANCE  SOCIETY. 

President,  D.  P.  Barrett;  vice-president,  J.  W. 
Kirkpatrick;  secretary- treasurer,  J.  J.  Reilly,  In- 
dianapolis. 

Iowa. 

IOWA  MUTUAL  TORNADO  INSURANCE 
ASSOCIATION. 

President,  N.  Densmore;  vice-president,  Alex. 
Hartley;  secretary,  J.  B.  Harriman;  treasurer, 
John  Cooper,  Boone. 


UNDERWRITERS  CLEARING  HOUSE. 
Manager,  P.  N.  Cutler,  Insurance  Exchange,  Chi- 
cago, IlL 

IOWA   FARMERS   MUTUAL   RE-INSURANCE 

ASSOCIATION. 

President,  P.  J.  Shaw;  vice-president.  Jno. 
Evans;  secretary  and  treasurer,  J.  £.  Brooks, 
Greenfield. 

Annual  meeting  in  November  of  each  year. 


IOWA   INSPECTION    BUREAU. 
Manager,  K.  L.  Walling,  Des  Moines,  la. 


IOWA    STATE  CONVENTION    OF    CO-OPER- 
ATIVE INSURANCE  ASSOCIATIONS. 

President,  C.  W.  Hunt,  Logan,  la.;  vice-presi- 
dent, S.  A.  Converse,  Cresco,  la.;  secretary  and 
treasurer,  F.  W.  Vandruff,  Council  Bluffs. 

Annual  meeting  second  Tuesday  in  November. 


IOWA  STATE  FIRE  PREVENTION  ASSO- 

CIATION. 

President,  A.  M.  Upham;   vice-president,  O.   J. 
Davis;  secretarj^  and  treasurer,  F.  E.  Hathorn. 
Annual  meeting  third  Friday  in  October. 

IOWA   ASSOCIATION    OF    LOCAL   INSUR- 
ANCE  AGENTS. 

President,  Frank  H.  Bender;  vice-presidents,  L. 
W.  Anderson,  John  Hynes,  John  I,  Lutz,  £.  M. 
WiUiams,  W.  M.  Clark,  J.  E.  Jameson,  G.  M. 
Woodbury,  C.  M.  Young;  secretary-treasurer,  H. 
E.  Wcatherbee,  Waterloo. 

Annual  meeting  in  June. 


DES    MOINES     UNDERWRITERS    ASSOCIA- 

TION. 

President,  B.  F.  Kauffman:  vice-presidents,  W. 
C.  Ballard,  George  W.  Woodbury;  secretary,  W. 
T.  Sowers;  treasurer,  A.  J.  Verran. 


Kansas. 

KANSAS  ASSOCIATION  OF  LOCAL  FIRE 
INSURANCE  AGENTS. 

President.  R.  P.  Cravens,  Salina;  vice-presi- 
dents,  W.  £.  Griffith,  Charles  Schafner;  secretary, 
F.  R.  Fttzpatrick,  Salina;  treasurer,  C.  S.  Elliott, 
Topeka. 

Annual  meeting  in  February. 


KANSAS  STATE  FIRE  PREVENTION 
ASSOCIATION. 

President,  Chas.  F.  Hardy;  vice-president,  W. 
D.  Perry;  secretary-treasurer,  F.  L.  Britton,  To- 
peka. 

Annual  meeting  third  Tuesday  in  November. 


KANSAS  STATE  ASSOCIATION  OF  MUTUAL 
INSURANCE  COMPANIES. 

President.  W.  B.  Gasche,  Topeka.  Kan.;  vice- 
president,  H.  F.  Harbaugh,  South  Haven,  Kan.; 
secretary  and  treasurer,  A.  J.  Shaw,  McPherson, 
Kan. 

Annual  meeting  in  December. 


THE  KANSAS  INSPECTION  AND  FIRE  PRE- 
VENTION   OFFICE 

Proprietor  and  manager,  Charles  E.  Eldridge, 
Topeka. 

WICHITA  ASSOCIATION  OF  LOCAL  FIRE 
INSURANCE  AGENTS. 

President,  H.  H.  Dewey;  vice-presidents,  Austin 
Stone.  E.  W.  Ingram;  secretary  and  treasurer,  H. 
R.  Johnston. 

Kentucky. 

KENTUCKY   FIRE  UNDERWRITERS 
ASSOCIATION. 

President,  J.  E.  Chittenden;  vice-president^  A. 
T.  Macpherson;  secretary  and  treasurer,  Milton 
C.  Miller,  Louisville. 

Annual  meeting  in  November. 


KENTUCKY  ASSOCIATION  OF  LOCAL 
FIRE  INSURANCE  AGENTS. 

President,  Thomas  C-  Timber  lake;  vice-presi- 
dents, W.  T.  Chilton,  Stanley  Frost,  Paul  M. 
Moore;  secretary  and  treasurer,  Henry  M.  Coons, 
Louisville. 

Annual  meeting  in  May. 


KENTUCKY   STATE   FIRE  PREVENTION 
ASSOCIATION. 

President,  G.  A.  Curry;  vice-president,  H.  Lee 
Upton;  secretary-treasurer,  M.  C.  Miller,  Louis- 
ville. 


KENTUCKY  ACTUARIAL  BUREAU. 
Manager,  Clem  E  Wheeler,  Louisville. 


BOARD  OF  FIRE  UNDERWRITERS  OF 
NORTHERN  KENTUCKY. 

President,  John  Schupp,  Newport;  secretarv,  I* 

J.  Droege,  Covington;  treasurer,  John  R.  Bullock. 

Annual  meeting  second  Wednesday  in  January. 

LOUISVILLE  BOARD  OF  FIRE  UNDER- 
WRITERS. 

President,   Howard   W.    Hunter;    vice-president, 
Victor  M.  Scott;  secretary,  Milton  C  Miller. 
Annual  meeting  second  Wednesday  in  January. 

Louisiana. 

LOUISIANA  ASSOCIATION  OF  LOCAL 
FIRE  INSURANCE  AGENTS. 

President,  J.  W.  Alexander:  vice-presidents,  P. 
F.  Pescud,  J.  L.  Wasey,  H.  Bodenheinier;  treas- 
urer, Dan  A.  Rose,  New  Orleans. 

Annual  meeting  subject  to  call. 
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LOUISIANA  AND  MISSISSIPPI  FIELD 

UNDERWRITERS  ASSOCIATION. 
President,   T.   H.    Higginbotham;   yice-president, 
Albert   Halle wanger;   secrctary-trcaaurer,   Fred   L. 
Seaman,  New  Orleans. 


LOUISIANA    FIRE    PREVENTION    BUREAU. 

President,  Lucien  Monrose,  Jr.;  vice-president, 
Alonzo  Church;  secretary,  Sol  Bloodworth,  New 
Orleans. 

Annual  meeting  October. 


FIRE  INSURANCE   EXCHANGE    OF 
NEW  ORLEANS. 

President,  M.  D.  Hartson;  secretary,  Charles 
Samuel. 

Maine. 

MAINE  ASSOCIATION  OF  LOCAL  FIRE  IN- 
SURANCE  AGENTS    (PORTLAND.    ME.). 

President,  W.  J.  Wheeler;  vice-presidents,  W. 
F.  Curxan,  F.  O.  Martin  and  G.  £.  Huskins;  sec- 
retary and  treasurer,  A.  L  Orne,  Rockland. 

.Annual  meeting  at  call  of  executive  committee. 


CUMBERLAND    COUNTY    BOARD    OF    FIRE 
UNDERWRITERS  (PORTLAND,  ME.). 

President,  Thos.  J.  Little:  vice-preaidents,  Nor- 
man Libby  and  Albert  6.  Hall;  secretary  and  treas- 
urer, Edward   Remington,  67   Exchange  street. 

Annual  meeting  first  Tuesday  after  the  first 
Monday  in  January  in  each  year. 

Maryland. 

MARYLAND  ASSOCIATION  OF  LOCAL  FIRE 
INSURANCE  AGENTS. 

President,  Chas.  E.  Cioodwin,  Westminster;  vice- 
presidents,  W.  T.  Shackleford  and  W.  H.  Gibson; 
secretary  and  treasurer,  T.  M.  Anderson,  Sykes- 
ville. 

Annual   meeting   in   February. 


ASSOCIATION    OF    FIRE    UNDERWRITERS 
OF  BALTIMORE  CITY. 

President,  Henry  M.  Warfield;  vice-president, 
Wm.  Cunningham;  secretary,  Charles  E.  Willet; 
treasurer.  Marion  K.  Burch. 

Annual  meeting  second  Tuesday  in  January. 


Massachusetts. 

MASSACHUSETTS    MUTUAL    FIRE   INSUR- 
ANCE UNION. 

President,  Alfred  H.  Nash;  vice-presidents,  C. 
H.  How  land  and  E.  L.  Sanders;  secretary  and 
treasurer,  C.  F.  Danforth,  141  Milk  street,  Boston. 

Annual  meeting  third  Saturday  in  September. 


MASSACHUSETTS     STATE    FIRE    PREVEN- 
TION    ASSOCIATION. 

President,  C.  N.  Blackall;  vice-president,  Charles 
N.  Cole;  secretary  and  treasurer,  Charles  F.  Dan- 
forth, 141  Milk  street,  Boston. 

Annual  meeting  in  June. 

MASSACHUSETTS   ASSOaATION    OF   IN- 
SURANCE AGENTS. 

President,  C.  F.  Wilson,  Fitchburg;  vice-presi- 
dents, F.  S.  Hamlin,  E.  F.  Woods,  T.  H.  Ray- 
mond, Thos.  Kilbcrt,  R.  C.  Steele  E.  N.  Slade; 
secretary  and  treasurer,  Fred  E.  Warner,  Salem. 

Annual  meeting  in  October. 


BOSTON  BOARD  OF  FIRE  UNDER- 
WRITERS. 

President,  E.  F.  Woods;  vioe-i>resident,  Frank 
A  Dewick;  treasurer,  A.  J.  Lewis;  secretary,  £. 
E.  Cabot,  S5  Kilby  street 

Aminal  meeting  second  Tuesday  in  November. 


BOARD     OF     FIRE    UNDERWRITERS     OF 
THE  METROPOLITAN  DIST.  (BOSTON). 

President,  James  Gould,  Chelsea;  vice-president^ 
C.  Fred  Pierce,  Cambridge;  secretary  and  treas- 
urer,  Theodore   H.    Raymond,   (^mbridge. 

Annual  meeting  third  Tuesday  in  January. 


INSURANCE   LIBRARY   ASSOCIATION    OF 

BOSTON. 

President,  Gayle  T.  Forbush;  clerk  and  treas- 
urer, Edward  C.  Brush;  librarian,  D.  N.  Handy, 
141  Milk  street. 

Annual  mieeting  Friday  after  second  Saturday  in 
January. 

BROCKTON  FIRE  UNDERWRITERS  ASSO- 

CIATION. 

President,  Warren  S.  Shaw;  vice-president,  J. 
H.  Gordon;  secretary,  Willard  F.  Jackson;  treas- 
urer, B.  M.  Fullerton. 

Annual  meeting  first  Monday  in  June. 


CAMBRIDGE    BOARD    OF   FIRE   UNDER- 

WRITERS. 

President,  T.  H.  Raymond;  vice-president,  Wm. 
B.  McCoy;  secretary  and  treasurer,  W.  E.  Cherry, 
696  Massachusetts  avenue. 

Annual  meeting  in  April. 


LYNN  BOARD  OF  UNDERWRITERS. 


President,  Thos.  Kilvert;  vice-president,  J 
Cotter;  secretary,  Frank  A.  Smith,  146  Mc 
street,  Lynn;  treasurer,  J.  B.  Pearson. 

Annual  meeting  first  Tuesday  in  June. 
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NEW  BEDFORD  BOARD  OF  FIRE  UNDER- 
WRITERS. 

President,  John  W.  Paul;  vice-president,  Clifton 
H.  Cornish;  treasurer,  Geo.  A.  York;  secretary, 
Henry  M.  Slade. 

SPRINGFIELD   BOARD   OF   FIRE   UNDER- 
WRITERS. 

President,    W.    I.    Davis;    vice-president,    E.    J. 
Dexter;  secretary  and  treasurer,  G.  Herbert  Xde. 
Annual  meeting  second  Monday  in  May. 


WORCESTER  BOARD  OF  UNDERWRITERS. 

President  N.  A.  Harrington;  vice-presidents,  G. 
A.  Park  and  J.  R.  (jarbutt;  secretary  and  treas- 
urer, Charles  S.  Park,  4  Barton  Place,  Worcester. 

Annual  meeting  last  Tuesday  in  ApriL 


INSURANCE   BROKERS   ASSOCIATION  OF 
MASSA(niUSETTS. 

President,  S.  R.  Barton;  vice-president,  W.  A. 
Mosman;  secretary,  EL  M.  Peters,  20  Kilby  street, 
Boston;   treasurer,  G.  A.  Wellin^on. 

Annual  meeting  third  Tuesday  in  October. 


Michigan. 

MICHIGAN    ASSOCIATION    OF    LOCAL 
FIRE  INSURANCE  AGENTS. 

President,  James  M.  Crosby;  vice-presidents,  V, 
E.  Schwahn,  Chas.  M.  Thatcher,  W.  W.  Wright. 
V.  S.  Maloney,  B.  P.  Barnes,  Leo  K.  Hennes; 
secretary  and  treasurer,  W.  A.  Eldridge,  15  At- 
water  street.  West  Detroit. 

Annual  meeting  in  August. 


MICHIGAN    INSPECTION    BUREAU. 

Manager,  Wm.  T.  Benallack,  Detroit:  engineer, 
W.  E.  Flickinger,  Detroit;  inspector,  T.  D.  Hall, 
Detroit;  inspector,  N.  C.  Lowe,  Jackson;  inspect 
tor,  J.  W.  Gregory,  Grand  Rapios;  inspector,  R. 
A.  Moore,  Saginaw;  inspector,  H.  W.  Trembath, 
Negaunee;  inspector,  B.  J.  Lowe,  Kalamazoo;  in- 
spector,   Fred  D.   Curtis,  Traverse  City. 
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MICHIGAN   FIELD    CLUB. 
President,    H.    L.    Spice;    vice-president, ,  G.    A. 
Minsky;  secretary,  G.  P.  Kcssbcrgcr,  Detroit 

MICHIGAN  STATE  FIRE  PREVENTION 

ASSOCIATION. 
President,  G.  P.  Kcssbcrger;  vice-president.  H. 
N.  Carmichael,  secretary-treasurer,  M.   M.  Hawx- 

hurst,  Detroit.  ^  ,,      .       •     w 

Annual  meeting  second  Monday  m  May. 


FIRE  UNDERWRITERS  OF  THE  CITY  OF 
'  DETROIT. 

President,  Joseph  P.  Goodrich ;  vke-president, 
Leo.  K.  Hcnnes;  secretary.  Alfred  Bunclark.  86 
Home  Bank  Building;  treasurer,  Harry  B.  Page. 

Not  active.  

BAY    CITY   UNDERWRITERS   CLUB. 
President,    G.    H.    Ames:    vice-president,    Jas. 
LewfsTsScieUry.   E.   Van  ^uyl;   treasurer.  Wm. 

^J^n^  meeting  first  Tuesday  in  December. 

tary,  Claud  Kilmer.     

MICHIGAN   UNDERWRITERS 
ASSOCIATION 
President.  H.  O.  Benedict;  vice-president.  F.T. 
Macomber;  secretary  and  treasurer,  L.  S.  Fletcher. 
Annual  meeting  m  June. 

FIRE    UNDERWRITERS    CLUB    OF 
SAGINAW. 
President,    Wm.    Wallace;    jicc-president,   Wm. 
F     Hemmcter;    secretary    and    treasurer.    Edwm 

^Annuil  meeting  second  Thursday  in  December. 

QTATF  ASSOCIATION  OF  MUTUAL  INSUR- 
/NfcE   COMPANIES    OF    MICHIGAN. 
President,  F.  G.  Rix,  Dowagiac;  vice-president, 
G.  L.  Hoyt.  Ann  Arbor;  secretary  and  treasurer, 

■^Anniil^mertiSg  w"cond  Tuesday  in  February. 

FIRE  UNDERWRITERS   CLUB   OF  GRAND 

RAFlU^a 
President.    James    M.    Crosby;     vice-president, 
Chas.  G.  Watkins;  secretary  and  treasurer,  W.  A. 

Martindale.  .        «.       j       •     n^*«K^ 

Annual  meeting  last  Tuesday  m  October. 

Minnesota. 

MINNESOTA  AND  NORTH  DAKOTA  FIRE 
UNDERWRITERS. 

President.  Byron  K.  Cowles:  vice-president,  R. 
W.  Schemmell;  secretary,  E.  S.  Latu;  treasurer, 
W.  H.  Zingg.   .        . 

Annual  meetmg  m  June. 

QTATF    ASSOCIATION    OF   FARMERS    MU- 
^TOAL  INSURANCE  COMPANIES   OF 
MINNESOTA  (ST.  PAUL). 

President,  Ole  Peterson;  vice-president,  W.  V. 
Brock  way;  secretary,  A.  D.  Stewart,  Redwood; 
treasurer,   A.   E.    Leonard.  ^       ,       .     _ 

Annual  meeting  second  Tuesday  m  January. 

MINNESOTA  ASSOCIATION  OF  INSURANCE 

AGENTS. 


President.  T.  Williams,  Mankato;  vicc^resi- 
dents.  L.  J.  RochoU.  J.  S.  Whitacre.  R.  B.  Knwc. 
F.    H.    Barney;   secretary  and    treasurer,    W.    H. 


dents.  L.  J.  RochoU,  J.  S.  Whitacre,  R.  B 
F.    H.    Barney  "   "*    ' 

Hart,  St.  Paul. 
Annual  meeting  in  August 


MINNEAPOLIS  BOARD  OF  FIRE  UNDER- 
WRITERS. 

President,  F.  H.  Wagner;  vice-president,  Alex- 
ander Campbell:  secretary  and  treasurer,  James 
P.  Thomson,  418  Hennepin  avenue. 

Annual  meeting  first  Tuesday  in  June. 

GENERAL  INSPECTION    COMPANY. 

Manager.  Walter  I.  Fisher,  Plymouth  Bldg., 
Minneapolis.  Branch  offices:  St.  Paul,  £.  A. 
Ritt,  inspector;  Minneapolis,  Edgar  Pritchard,  in- 
spector; Duluth^  J.  B.  McLeran,  inspector:  Wi- 
nona, H.  I.  Howe,  inspector;  Chas.  J.  Lund, 
Plymouth  Bldg.,  Minneapolis,  assistant  inspector. 

MINNEAPOLIS  UNDERWRITERS  ASSO- 
CIATION. 

President,   Frank  H.   Barney;  vice-president,  F. 
A.  Manncn;  secretary  and  treasurer,  Jacob  stone. 
Annual  meeting  second  Monday  in  January. 


THE   INSURANCE  EXCHANGE   OF    ST. 
PAUL  MINN. 

President,  John  Townsend;  vice-president,^  L.  G. 
Casserly;  secretary  and  treasurer,  W.  S.  Gilliam, 
Pioneer  Bldg. 

Annual  meeting,  second  Tuesday  in  January  of 
each  year. 

Mississippi 

MISSISSIPPI    UNDERWRITERS    ASSOCIA- 

TION. 

President,    W.    F.    Rumble,   Winona;    secretary 
and  treasurer,  J,  K.  Moore.  Vicksburg. 
Annual  meeting  early  in  June. 


MISSISSIPPI    INSPECTION    AND    AD- 
VISORY RATING  COMPANY. 

President,   A.    A.    Weille;    secretary,   David    B. 
Taylor,  Vicksburg. 


Missouri. 

MISSOURI   ASSOCIATION   OF  LOCAL 
FIRE  INSURANCE  AGENTS. 

President,  L.  H.  Stubbs,  St.  Joseph,  Mo.;  vice- 
presidents,  W.  D.  Hemingway,  Walter  J.  Bayles; 
secretary  and  treasurer,  Lyle  Stephenson. 

Annual  meeting  in  June. 

MISSOURI  INSPECTION  BUREAU. 

Managers,  J.  A.  Waterworth  and  H.  M.  Hess; 
Kansas  City  office,  F.  J.  Fetter,  manager;  G.  E. 
Nichols,  actuary. 

MISSOURI    FIRE    PREVENTION    ASSO- 
CIATION. 

President,  J.  W.  Herd,  Kansas  City;  secretary 
and  treasurer.  Earl  Thomas,  Pierce  Bldg.,  St.  Louis, 
Mo. 

Annual  meeting  first  Tuesday  in  October. 


MISSOURI-KANSAS    FIELD    CLUB. 

President,   Reynolds  Bamum;   secretary,   C.   W. 
Wood. 


KANSAS   CITY    (MO.)    FIRE  INSURANCE 
AGENTS    ASSOCIATION. 

President,  Raynolds  Barnum;  vice-president,  K. 
L.  Stewart;  treasurer,  E.  P.  Pratt;  secretary,  F.  D, 
Glore.  628  Rialto  Bldg. 

Annual  meeting  third  Tuesday  in  December. 


ST.    LOUIS  FIRE  PREVENTION   BUREAU. 

President,  H.  M.  Blossom;  vice-president,  F. 
H.  Kreismann;  secreUry,  Albert  H.  Schwarz; 
treasurer,  C.  J.  Kehoe. 

Annual  meeting  third  Tuesday  in  February. 
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ST.  LOUIS   FIRE  UNDERWRITERS 
ASSOCIATION. 
President,  W.  D.  Hemenway;  vice-president,  F. 
H.  Kriesman;  secretary,  F.  C.  Case;  treasurer,  C. 

J.  Kehoe. 

UNDERWRITERS    SALVAGE  CORPS. 
ST.   LOUIS. 

President,  Jos.  H.  Walker;  vice-preaident,  F.  C. 
Case;  secretary,  C.  C.  Dickinson;  treasurer,  B.  G. 
Cbapman,  Jr. 

Annual  meeting  third  Thursday  in  March. 


Montana. 

MONTANA  ASSOCIATION  OF  LOCAL 
FIRE  INSURANCE  AGENTS. 

President,  H.  G.  Pickett,  Butte;  vice-president, 
Geo.  P.  Wellsome;  secretary  and  treasurer,  £.  L. 
Ensign,  Butte. 

Annual  meetinsT  third  Saturday  in  July. 


Nebraska. 

NEBRASKA  ASSOCIATION  OF  LOCAL 
INSURANCE  AGENTS. 

President,  C.  T,  Flower;  vice-presidents,  Fred 
Walt,  Gus  Beecher,  Jr.,  and  N.  Roberts;  secretary 
and  treasurer,  Frank  T.  B.  Martin,  Omaha. 

Annual  meeting  fixed  from  year  to  year. 


NEBRASKA  STATE  FIRE  PREVENTION 
ASSOCIATION. 

President,  £.  D.  McCall;  vice-president,  Chas. 
V.  Hendrickson;  secretary  and  treasurer,  F.  M. 
Pond;  assistant  secretary,  E.  R.  Pratt. 

Annual  meeting  in  September. 


NEBRASKA   INSPECTION  BUREAU. 

A.  G.  Beeson,  publisher,  101-102  McCague  Bldg., 
Omaha,  Neb. 

OMAHA    FIRE    INSURANCE    AGENTS    EX- 

CHANGE. 

President,  J.  C.  Howard;  vice-president,  T."  T. 
B.  Martin;  secretarv,  W.  H.  Dale  Fifteenth  and 
Dodge  streets,  Omaha;  treasurer,  L.  C.  Sholen. 

Annual  meeting  second  Wednesday  in  January. 

New  Hampshire. 

NEW  HAMPSHIRE  BOARD  OF  UNDER- 

WRITERS. 

President,  A.  F.  Howard;  vice-president,  F.  W. 
Sargeant;  secretarVf  Eugene  P.  Nute,  Concord; 
treasurer,  Walter  Williamson. 

Annual  meeting  on  the  first  Ttiesday  in  March. 


NEW    HAMPSHIRE    ASSOCIATION     OF 
LOCAL  FIRE  INSURANCE  AGENTS. 

President,  L.  C.  Merrill,  Concord;  vice-presi- 
dents, George  N.  Kent,  Lancaster,  D.  W.  Baker, 
Exeter,  F.  M.  Sise,  Portsmouth;  secretary  and 
treasurer,  A.  S.   Bunton,  Manchester. 

Annual  meeting  in  December. 


New  Jersev. 

NEW  JERSEY  FIELD  CLUB. 

President,  Frank  M.  Taylor,  Hartford  Fire  of 
Hartford;  vice-president,  A.  N.  Hamilton,  Royal 
Exchange  of  Liverpool;  secretary  and  treasurer, 
H.  E.  Griswold,  Phoenix  of  Hartford;  chairman 
of  executive  committee,  C.  F.  Enderly,  of  the 
New  York  Underwriters  Agency  of  New  York. 


NEW    JERSEY    ASSOCIATION    OF    FIRE 
UNDERWRITERS. 

President,  W.  M.  Dickinson;  vice-president^  S. 
Merchant  Meeker;  secreUry  and  treasurer,  Fred 
J.  Cox,  87  Smith  street,  Perth  Amboy. 

Annual  meeting  third  Thursday  in  February. 


NEW  JERSEY  STATE  ASSOCIATION  OF 
MUTUAL  FIRE  INSURANCE  COMPANIES. 

Vice-President,  Jos.  C.  Bunn;  secretary  and 
treasurer,  Chas.  E  Reed,  Rahway. 

Annual  meeting  second  Thursday  m  October. 


ELIZABETH    BOARD   OF  UNDER- 
WRITERS. 

President,  Elwood  W.  Phares;  vice-president, 
R.  W.  Woodward:  secreUry,  W.  A.  Bourdon; 
treasurer,  S.  C.  Bisnop. 

Annual  meeting  second  Wednesday  in  March. 


FIRE  INSURANCE  SOCIETY  OF  NEWARK. 

President.  Matthias  J.  Price,  Newark;  vice-presi- 
dents, Frank  B.  Heller  and  Bennett  H.  Fiachler; 
secretary  and  treasurer,  Geo.  H.  Murdock,  702 
Union   sldg.,    Newark. 

Annual  meeting  second  Tuesday  in  December. 


New  York. 

UNDERWRITERS   ASSOCIATION    OF  NEW 

YORK  STATE. 

President,  W.  C.  Roach;  vice-presidentt,  J. 
H.  Vreeland,  E.  H.  Hornbostel;  secretary  and 
treasurer,  R.  G.  Potter,  Syracuse;  assistant  sec- 
retary, F.  E.  Jenkins. 

Annual  meeting  second  Tuesday  in  January. 


NEW     YORK     STATE     ASSOCIATION     OF 

SUPERVISING  AND   ADJUSTING    FIRE 

INSURANCE  AGENTS. 

President.  J.  H.  Vreeland,  Rochester;  vice- 
president,  W.  W.  Lenox,  Albany;  secretary  and 
treasurer,  C.  H.  Folsom,  Syracuse. 

Annual  meeting  in  July. 

NEW      YORK      STATE     ASSOCIATION      OF 
LOCAL  FIRE  INSURANCE  AGENTS. 

President,  G.  T.  Amsden,  Rochester;  vice- 
presidents,  James  Doyle,  Oswego;  Fred  G.  Hor- 
ton,  Oswego;  Edward  C.  Roth,  Buffalo:  S.  C. 
Goodrich,  Newburgh;  Edward  S.  Hawley,  Buffalo; 
Fred  V.  Bruns,  Syracuse;  secretarv,  C.  H.  Curtin, 
Rochester;  treasurer,  Charles  C.  McNitt,  Norwich. 

Annual  meeting  in  May. 


NEW  JERSEY  FIRE  ACTUARIAL  BUREAU. 
Manager,  Atlee  Brown,  Newark,  N.  J. 


NEW  YORK  STATE  CENTRAL  ORGANIZA- 
TION OF  CO-OPERATIVE  FIRE 
INSURANCE. 

President,  W.  H.  Vary,  Watertown;  vice-presi- 
dent, Edwin  Knickerbocker,  Bangall;  secretary 
and  treasurer,  N.  F.  Webb,  Cortland. 

Annual  meeting  fourth  Wednesday  in  January. 


BOARD  OF  UNDERWRITERS  OF  NEW 
YORK  (MARINE). 

President,  'A.  A.  Raven;  vice-president,  Herbert 
Fuller;  secretary,  J.  H.  Piatt,  51  Wall  street; 
treasurer,   Cornelius  Eldert. 

Annual  meeting  first  Thursday  in   May. 


FIRE  BROKERS   ASSOCIATION   OF   THE 
CITY   OF   NEW   YORK. 

President,  John  A.  Eckert;  vice-president,  F.  S. 
Little;  secretary,  Harrison  Law,  65  John  street; 
treasurer.  F.  W.  Stillman. 

Annual  meeting  third  Wednesday  in  March. 
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INSURANCE  SOCIETY  OF  NEW  YORK. 

President,  Charles  J.  Holman;  vice-presidents, 
C.  H.  Holland,  H.  W.  Lowe,  Ira  H.  Woolson, 
David  Rumsey;  secretary  and  treasurer,  Ed.  R. 
Hardy,  84  William  street;  librarian,  Maude  K 
Inch. 

Annual  meetinsr  fourth  Tuesday  in  May. 


NEW  YORK  BOARD  OF  FIRE  UNDER- 
WRITERS. 

President,  C.  F.  Shallcross;  vice-president,  John 
H.  Kelly;  secretary  and  treasurer,  A.  M.  Thor- 
burn;  assistant  secretary,  Curtis  C.  Wayland; 
assistant  treasurer,  W.  L.   Chambers. 

Committee  on  Finance.— H.  W.  Eaton,  J.  G. 
Hilliard,  Harold  Horrick,  J.  A.  Kelsey,  E.  G. 
Snow,  A.  H.  Wray,  Thomas  A.  Ralston. 

Committee  on  Fire  Patrol.— Geo.  B.  Edwards, 
M.  T.  Ennis,  J.  G.  Hilliard,  E.  E.  Pearce,  Wallace 
Reid,  E.  G.  Snow,  Charles  H.  Post. 

Committee    on    Laws    and  Legislation.— George 

W.  Burchell,  R.  D.  Harvey,  Geo.  B.  Edwards,  J. 

A.  Kelsey,  David  Rumsey,  C.  'G.  Smith,  E.  G. 
Richards. 

Committee  on   Losses  and  Adjustments. — Perci- 


val   Beresford,    Charles    L.    Case,    T.    Montgomery 
—  ~        ^    ••  ^  W.   Hovt.  Joscnh 

den,  Graham  Scott,  A.  H.  Wray. 


Hare,    Geo^  ^.   Howe,    George   W.   Hoyt,  Joscp] 
McCord.  W.  L.  Pcrrin,  Wallace  Reid,  W.  B.  Og- 


Committee  on  Surveys.- Fred'k  H.  Crum,  Will- 
iam Hare,  Howard  Hampton,  J.  F.  Hastings,  H. 
N.  Kelsey,  W.  L.  Perrin,  C.  G.  Smith. 

Committee  on  Electricity.— N.  S.  Bartow,  R.  C. 
Christopher,  Joseph  McCord,  James  Marshall, 
Hart  Darlington,  A.  E.  Miller,  W.  B.  Ogden. 

Committee  on  Origin  of  Fires.- Frank  Lock, 
E.  K  Pearce,  J.  A.  ICelsey,  Joseph  McCord,  S. 
R.  Weed,  Thimas  A.  Ralston. 

Committee  in  Arbitration.— William  N.  Kremer, 
George  W.  Babb,  J.  Montgomery  Hare,  E.  R. 
Kennedy,  Edward  F.  Boddall.  A.  H.  Wray. 

Committee  on  Patents.— F.  O.  AfiFeld,  R.  D. 
Harvey,  Wallace  Reid,  C.  G.  Smith,  James  Mar- 
shall, John  M.  Talbot 

Committee  on  Membership.— Thomas  A.  Ral- 
ston, J.  A.  Kelsey,  Joseph  McCord,  E.  E.  Pearce, 
Frank  Lock,  S.  R.  Weed. 

Committee  on  Water  Supply  and  Fire  Depart- 
ment.—C.  G.  Smith,  George  W.  Babb,  Henry 
Evans,  R.  Bleeker  Rathbone,  J.  Montgomery 
Hare. 

Committee  on  Fire  Patrol  Relief  Fund.— E.  E. 
Pearce,  Thomas  A.  Ralston,  George  B.  Edwards, 
J.  G.  HiUiard,  E.  G.  Snow,  M.  J.  Ennis,  Charles 
H.  Post,  A.  M.  Thorbum,  Wallace  Reid. 


CO-OPERATIVE   FIRE   UNDERWRITERS 

OF  NEW    YORK  STATE. 
President.   W.   D.   Colclough;   vice-president,   O. 
C.   Stevens;  secretary -treasurer,  Frank  P.  Tucker, 

68  State  street,  Albany.  .     ^  v 

Annual  meeting  second  Thursday  m  February. 


NEW  YORK   FIRE  INSURANCE 
EXCHANGE. 

President,  Geo.  W.  Hoyt;  vice-president,  Fred- 
erick C.  Buswell;  secretary  and  treasurer,  A.  M. 
Thorburn;  manager.  Willis  O.  Robb,  123  William 
street.  New  York  City.  ,  ,„  ^       _,       ,     __      . 

Annual  meeting  second  Wednesday  in  March. 


SUBURBAN  FIRE  INSURANCE  EX- 
CHANGE, NEW  YORK. 

President,  Joseph  McCord:  vjccijef  «•«*«>*• 
Daniel  F.  Prentice;  treMurer,  A.  M.  Thorburn; 
secretary  and  manager.  H.  E.  Hess,  123  WiUiam 
fltrcet;  treasurer,  A.  M.  Thorburn. 

Annual  meeting  third  Tuesday  m  April. 


ALBANY  BOARD   OF  UNDERWRITERS. 

President,  Edgar  M.  Griffiths;  vice-president  E. 
J.  Dignum;  secretary,  Thos.  C.  Naulty,  80  State 
dtreet;  treasurer,  Georee  H.  Russell. 

Annual  meeting  third  Tuesday  in  April. 


ALBANY  FIELD  CLUB. 

President  J.  B.  Dacey;  vice-president,  A.  T. 
Lovett;  secretary,  C.  H.  Smith;  treasurer,  R.  W. 
Wright. 


UNDERWRITERS   ASSOCIATION   OF  CITY 

OF  AUBURN. 

President    R.    R.    Cross;   vice-president    F.   C. 
Colwcll;   secretary,  J.   W.  Hart 


BINGHAMTON   UNDERWRITERS 
ASSOCIATION. 

President,  Wm.  H.  Hccox;  vice-president  Ru- 
fus  G.  Wadsworth;  treasurer,  R.  B.  Davis;  secre- 
tary, W.   S.  Reed. 

Annual  meeting  first  Monday  in  December. 


UNDERWRITERS  SOCIETY  OF  BROOK- 
LYN. 

President  C.  H.  Bainbridge;  vice-presidents,  E. 
H.  Driggs,  B.  E,  Gender;  treasurer,  M.  A.  Brcn- 
nan;  secretary,  F.  Stussy,  Jr.,  172  Montague 
street,  Brooklyn. 

Annual  meeting  second  Wednesday  in  March. 


BUFFALO  ASSOCIATION  OF  FIRE 
UNDERWRITERS. 

President  F.  L,  A.  Cady;  vice-president  Ed- 
win B.  Eggert;  secretary.  Ward  H.  McPherson; 
treasurer,  L.  G.  Morgan;  manager,  E.  H.   Sigison. 

Annual  meeting  first  Wednesday  in  April. 


COHOES  LOCAL  BOARD  OF  FIRE  UNDER- 

WRITERS. 

President  J.  Laughlin;  vice-president  W.  T. 
Ford;  secretary,  W.  K.  Michel;  treasurer,  M.  A. 
Granger. 

CORNING  AND   VICINITY  BOARD  OF 
FIRE  UNDERWRITERS. 

President  F.  C.  Williams;  vice-president  M.  J, 
Frantz;  secretary  and  treasurer;  Oliver  A.  Casey. 
Annual  meeting  first  Monday  in  October. 

HORNELL  BOARD    OF  FIRE  UNDER- 
WRITERS. 

President  Jos.  Cameron;  vice-president,  W.  H. 
Murray;  secretay-treasurer,  W.  M.   Dunning. 


BOARD  OF  FIRE  UNDERWRITERS   OF 

LOCKPORT. 

President,      Fred      Ringueberg;      vice-president 
W.  A.  Dickinson;  secretary,  Grace  C.  Moody. 
Annual  meeting  first  Tuesday  in  January. 

NEWBURGH  BOARD  OF  FIRE  UNI>ER- 

WRITERS. 

President,  LeGrand  W.  Pellett;  vice-president, 
Henry  J.  Wilkins;  secretary-treasurer,  Daniel  S. 
Geron. 

Annual  meeting  first  Tuesday  of  January. 


BOARD  OF  FIRE  UNDERWRITERS   OF 

NIAGARA. 

President,  Harry  Highland;  vice-president,  M. 
M.  Oppenheim;  secretary  and  treasurer,  D.  W. 
Campbell. 

Meeting  last  Monday  of  January. 


OSWEGO  LOCAL  BOARD  OF  FIRE  UNDER- 
WRITERS. 

President,   F.   M.    Riley;   vice-president,    F.  W. 
Parker;  secretary,  John  A.  Gravely. 
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UNDERWRITERS    ASSOCIATION, 
DUTCHESS  COUNTY,   N.  Y. 

President,  W.  W.  Luckey;  vice-president,  Ralph 
Jones;  secretary  and  treasurer,  James  W.  Finch. 


FIRE  UNDERWRITERS  ASSOCIATION   OF 
ROCHESTER,    N.   Y. 

President,  Robert  S.  Paviiur;  vice-president, 
Gilbert  T.  Amsden;  treasurer,  Buell  F.  Mills; 
secretary,  E.  M.  Sparlin. 

Annual  meeting  second  Monday  in  February. 


ROME   LOCAL  BOARD    OF   FIRE   UNDER- 

WRITERS. 

President,    R.   H.   Jones;    vice-president,   P.   R. 
Huggins;  secretary  and  treasurer,  E.  D.  Besley. 


SARATOGA  SPRINGS   BOARD  OF  FIRE 
UNDERWRITERS. 

President,  G.  R.  P.  Shackelford;  vice-president, 
L.  M.  Jones;  secretary  and  treasurer,  B.  H.  Sear- 
ing. 

Annual  meeting  first  Monday  in  January. 


SCHENECTADY  BOARD  OF  FIRE  UNDER- 

WRITERS. 

President,  F.  H.  Dettbarn;  vice-president,  E.  J. 
Ryon;  treasurer,  E.  E.  Yelverton;  secretary,  A. 
Fowler,  246  State  street. 

Annual  meeting  first  Tuesday  in  January. 


SYRACUSE  BOARD  OF  FIRE  UNDER- 
WRITERS. 

President,  F.  V.  Bruns;  vice-president,  A.  T. 
Armstrong;  secretary,  Glenn  H.  Johnson;  treas- 
urer,  L.   F.  Leighton. 

Annual  meeting  second  Monday  in  February. 


TROY  (N.  Y.)  BOARD  OF  UNDER- 
WRITERS. 

President,  W.  H.  Breese,  Jr.;  vice-president, 
Wm.  V.  Donovan;  treasurer,  Thos.  W.  Hislop; 
secretary,   \Vm.   S.  Gunnison. 

Annual  meeting  first  Thursday  after  first  Mon- 
day in  January. 


FIRE  UNDERWRITERS  ASSOCIATION  OF 

UTICA. 

President,  S.  F.  Day;  vice-president,  A.  D. 
Jones;  secretary,  W.  Harry  Floyd;  treasurer,  J.  T. 
Evans. 

Annual  meeting  second  Monday  in  January. 


WATERFORD  BOARD   OF  FIRE  UNDER- 
WRITERS. 

President,  S.  C.  Bull;  vice-president,  Francis  A. 
Martin;  secretary,  W.  A.  Dennis;  treasurer,  D. 
McKay. 

Annual  meeting  first  Monday  in  July. 


BOARD  OF  FIRE  UNDERWRITERS  OF 
THE   CITY  OF   WATERTOWN. 

President,  A.  T.  Matthews;  vice-president, 
Omar  A.  Hine;  secretary  and  treasurer,  Clarence 
J.  Green.  Watcrtown,  N.  Y. 

Annual  meeting  in  October. 


WAVERLY  BOARD   OF  FIRE   UNDER- 
WRITERS. 

President,   F.   £.    Lyford;   secretary,   Edson   A. 
Tilton,  Waverly,  N.  Y. 
Annual  meetmg  in  January. 


BOARD  OF  FIRE  UNDERWRITERS  OF 
THE  CITY  OF  YONKERS. 

President,  Theodore  R.  Heinrichs;  vice-presi- 
dent. William  Gaul;  secretary  and  treasurer,  B. 
E.  Sollard. 

Annua]  meeting  last  Thursday  in  January. 


North  Carolina. 

CAROLINA    FIELD   CLUB. 

President,  G.  P.  Folk;  vice-presidents,  J.  M. 
Robertson  and  W.  E.  Ashley;  secretary,  D.  M. 
Murchison,  Charlotte,  N.  C. 

Annual  meeting  second  Tuesday  in  July. 


NORTH    CAROLINA   FIRE  PREVENTION 
ASSOCIATION  (CHARLOTTE). 

President,  Ben.  J.  Smith,  Charlotte;  vice-presi- 
dent, R.  S.  Busbee,  Raleigh;  secretary  and  treas- 
urer, E.  E.  Gray,  Jfr.,  Charlotte. 

Annual  meeting  in   September. 


NORTH    CAROLINA    ASSOCIATION    OF 
INSURANCE  AGENTS. 

President.  W.  B.  Merrimon:  vice-presidents,  E. 
£.  Emerson  and  W.  C.  Lindsey;  secretary  and 
treasurer,  W.   E.   Sharp,   Burlington. 

Annual  meeting  in  June. 


LOCAL  BOARD  OF  FIRE  UNDERWRITERS 
OF   WILMINGTON. 

President,  Walker  Taylor;  vice-presidents,  F.  A. 
Lord;  secretary  and  treasurer,  S.  M.  Boatwright. 
Annual  meeting  first  Tuesday  in  January. 


North  Dakota. 

ASSOCIATION    OF  LOCAL  FIRE  INSUR- 
ANCE AGENTS   OF  FARGO. 

President,   Thos.   Baker,   Jr.;   vice-president,   C. 
H.  Anheier;  secretary  and  treasurer^  S.  J.  Hill. 
Annual  meeting  first  Monday  in  July. 


Ohio. 

OHIO    STATE    FIRE    PREVENTION    ASSO- 
CIATION   (COLUMBUS). 

President,  Clark  O.  Wood;  vice-president,  R.  D. 
VV^lie;  secretary-treasurer,  Mrs.  H.  C.  Neff,  807 
New  First  National  Bank  Building,  Columbus. 

Annual  meeting  first  Tuesday  in  May. 


OHIO   ASSOCIATION  OF  FIRE  INSUR- 
ANCE AGENTS. 

President  F.  C.  McElroy,  Columbus;  vice-presi- 
dents, Geo.  J.  Wideman,  Toledo,  and  E.  K  Ship- 
ley, Cincinnati;  secretarv  and  treasurer,  Mrs.  S. 
C.  Neff,  Columbus,  807  New  First  National  Bank 
Building. 

OHIO  FIELD  CLUB. 

President,  B.  T.  Duffy;  vice-trresident.  W.  J. 
Biggs;  secretary  and  treasurer,  Neal  C.  Rowland, 
Columbus. 


INSURANCE  FEDERATION   OF  OHIO. 

President,  W.  S.  Diggs,  Cincinnati;  vice-presi- 
dent, Lee  lElIiott,  Seville;  treasurer,  C.  W.  Bry- 
son,  Columbus;  secretary,  E.  W.  Davis. 


FEDERATION  OF  MUTUAL  INSURANCE 
ASSOCIATION  OF  OHIO. 

President,  Amos  Keller,  Bucyrusj  vice-president, 
O.  A.  Rice.  Farmer;  secretary,  Chas.  P.  Troup, 
Upper  Sanausky;  treasurer,  J.  W.  Elsea,  Adams- 
villc. 

Annual  meeting  third  Tuesday  in  February. 


FARMERS    MUTUAL    FIRE    PROTECTION 
ASSOCIATION. 

President.  W.  M.  Battershall;  vice-president,  P. 
N.  Richardson;  secretary,  O.  A.  Rice,  Farmer; 
Ohio,  treasurer,  O.  D.  Ensi^,  Farmer. 

Annual  meeting  first  Saturday  after  first 
Wednesday  in  January. 
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FIRE  UNDERWRITERS  FIELD  CLUB  OF 

OHIO. 

President,    J.    A.    Cloud;    vice-president,    C.    B. 
Dye;   secretary-treasurer,  Aaron  W.  Jones. 
Annual  meeting  in  December. 


OHIO   ASSOCIATION    OF   FIRE    UNDER- 
WRITERS. 

{Bureau  Companies.) 

President,  H.  £.  Boning;  vice-president,  E.  J. 
Carter;  secretary  and  treasurer,  R.  D.  Wiley,  506 
Brunson  Building,  Columbus. 

Annual  meeting  first  Tuesday   in  December. 


OHIO    INSPECTION    BUREAU. 

Manager,  T.  B.  Sellers,  Hartman  Building,  Co- 
lumbus, Ohio. 

CINCINNATI  FIRE  PREVENTION 
BUREAU. 

Manager,   George  W.   Cleveland,  140S  First  Na- 
tional Bank  Building. 


INSURANCE  SOCIETY  OF  CLEVELAND. 

President,  Lucien  A.  Wilbor:  vice-president,  B. 
T.  Duffey;  treasurer,  George  C.  Simpson;  secre- 
tary, Ford  A.  Drake;  librarian,  Bernard  T.  Duffey. 

FIRE  UNDERWRITERS  CLUB  OF 
CINCINNATI. 

President,  L.  £.  Guntrum;  vice-president, 
Joseph  £.  Gunther;  secretary,  Wm.  Stredelman; 
treasurer.  E.  F.  Weiss. 

Annual  meeting  on  the  first  Wednesday  in 
January. 

CLEVELAND  INSPECTION   BUREAU. 

Manager,  C.  H.  Patton,  Plain  Dealer  Building, 
Cleveland. 


CLEVELAND   FIRE  INSURANCE 
EXCHANGE. 

President,  G.  C.  Simpson;  vice-president,  R.  H. 
Perdue;  secretary  and  treasurer,  M.  C.  Willis, 
Chamber  of  Commerce  Buildine. 

Annual  meeting  second  Tuesday  in  February. 


COLUMBUS    FIRE    INSURANCE    CLUB. 

President,  Austin  McElroy;  vice-president,  Jas. 
O.  Kane;  secretary  and  treasurer,  Chas.  L.  Brown- 
lee. 

Annual  meeting  fourth  Tuesday  in  June. 


LORAIN    UNDERWRITERS    ASSOCIATION. 

President,  Jos.  A.  Cozad;  vice-president,  F.  W. 
Mclllraine;  secretary,  W.  J.  Coulter;  treasurer, 
C.   P.  Hitchcock. 

Annual  meeting  first  Friday  in  January. 


TOLEDO  FIRE  UNDERWRITERS  ASSOCIA- 

TION. 

President,  K.  C.  Rowland;  vice-president,  Judd 
Richardson;  secretary-treasurer,   W.  J.  Schroedcr. 
Annual  meeting  first  Tuesday  in  April. 

Oklahoma. 

LOCAL   ASSOCIATION    OF    INSURANCE 
MEN,   OKLAHOMA  CITY. 

President,  Eugene  Whittington;  vice-president, 
H.  S.  Clark;  secretary  and  treasurer,  J.  S. 
Cooley. 

Annual  meeting  in  October  of  each  year. 


OKLAHOMA  ASSOCIATION   OF  LOCAL 
FIRE  INSURANCE  AGENTS. 

President,  Mark  E.  Carr,  Oklahoma  City;  vice- 
presidents,  L.  C.  McClure,  Chas.  Hashan  and  R. 
E.  Ungcr;  secretary  and  treasurer,  L.  N.  Ewing, 
Oklahoma  City. 

Annual  meeting  last  week  in  September. 


OKLAHOMA  STATE   FIRE  PREVENTION 
ASSOCIATION. 

President,  John  Benson;  vice-president,  W.  H. 
Schlaback;  secretary  and  treasurer,  Henry  Lud- 
low, 617   Insurance    Building. 

Annual  meeting  September  15. 


OKLAHOMA  SOCIETY  FOR  THE  CONSER- 
VATION OF  LIFE  AND  PROPERTY. 

President,  C.  C.  Hammonds.  State  Fire  Mar> 
shal;  vice-presidents,  R.  C.  Aaler,  Tulsa;  G.  £. 
Bancroff,  Butler;  Walter  Brown,  Purcell;  secre- 
tary and  treasurer,  Chas.  Slemp,  Anadarko. 

Annual  meeting  December  22,  1914. 


OKLAHOMA  STATE  ASSOCIATION  OF  MU- 
TUAL  FIRE   INSURANCE   COMPANIES. 

President,  R.  I.  Boyington  Carrier;  secretary, 
W.  H.   Sweatt,  Oklahoma  City. 

Annual  meeting  in  January  and  first  Monday  in 
August. 

Oregon. 

FIRE   INSURANCE   CLUB   OF  PORTLAND, 

ORE. 

President,  W.  H.  Raymond;  vice-president,  H. 
E.  Parkhurst;  secreUry,  R.  £.  Smith. 

Pennsylvania. 

PENNSYLVANIA  ASSOCIATION  OF  LOCAL 

AdENTS 

President,  Leo  Schlandecker,  Erie;  vice-presi- 
dents, A.  P.  Dare,  C.  M.  Bender  and  J.  W.  Evans; 
secretary-treasurer,  Howard  M.   Bird,  Harrisburg. 

Annual   meeting  about  June  16. 


PENNSYLVANIA   ASSOCIATION    OF   MU- 
TUAL FIRE   INSURANCE   COMPANIES. 

President,  C.  R.  Lanta,  Lebanon;  vice-presi- 
dents, O.  S.  Marshall,  Rural  Valley;  John  A. 
Bower,  Landisburg;  treasurer,  George  T.  Ingham, 
Towanda;  secretary,  H.  R.  Gibbel,  LitiU. 

Annual  meeting  in  August. 


FIRE  INSURANCE   SOCIETY   OF  PHILA- 

DELPHIA. 

President,  £.  A.  Law;  vice-presidents.  Miles  C. 
Young  and  A.  C.  Rommel;  secretary,  Chas.  J. 
Fitzgerald;  treasurer,  James  A.   McGann. 

Annual  meeting  Monday  before  third  Tuesday 
in  January. 

PHILADELPHIA    FIRE   UNDERWRITERS 

ASSOCIATION. 

Chairman,  Chas.   R.   Peck;  vice-chairman,   Chas. 

Piatt,    Jr.;    secretarjr    and    treasurer,    Charles     A. 

Hexamer.  C.  E.;  assistant  secretary,  A.  G.  Patton, 

181-141    South   Fourth  street,   Philadelphia. 

Annual  meeting  on  the  second  Wecinesday  in 
Novcmbsr. 


INSURANCE  BROKERS   ASSOCIATION    OF 
PHILADELPHIA. 

President,  John  W.  Doriss;  vice-president.  Wm. 
C.     O'Neill;     secretary     and     treasurer,     Herbert- 
Da  vies,  411   Walnut  street. 

Annual  meeting  in  February. 


^ 


PHILADELPHIA   SUBURBAN  UNDER- 
WRITERS  ASSOCIATION. 

Chairman  of  managing  committee,  Chas.  Piatt, 
r. ;  manager  and  treasurer,  A.  P.  Stradling,  331- 
"  Walnut  street. 


BOARD    OF    FIRE    UNDERWRITERS    OF 
ALLEGHENY  COUNTY  (PA.). 

'  President,  G.  M.  McCandleas;  vice-president. 
L.  E.  Johns;  treasurer,  Thomas  D.  Keller;  tecre- 
tarv,  Richard  J.  Trimble. 

Annual    meeting    on    the    second    Thursday    ia 
January. 
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HARRISBURG  UNDERWRITERS  ASSOCIA- 
TION. 

Prendent,  W.  M.  Robinson;  vice-^esident, 
Elmer  Balser;  secretary  and  treasurer,  David  S. 
Blessing. 

Annaal  meeting  second  Tuesday  in  January. 


McKEESPORT  BOARD  OF  FIRE  UNDER- 
WRITERS. 

President,  G.  F.  Myer;  vice-president,  Scott  M. 
Stewart;  secretary,  Mrs.  Adda  P.  Webb;  treas- 
urer, T.  D.  Gardner. 

Annual  meeting  Tuesday  preceding  third  Thurs- 
day in  January. 


READING  UNDERWRITERS  ASSOCIA- 
TION. 

President,  W.  Morris  Deisher;  vice-president, 
Dsniel  J.  McDermott;  secretary  and  treasurer, 
Harry  B.  Weand,  407-8  Baer  Building,   Reading. 

.\nnual  meeting  second  Monday  in  December. 


FIRE  INSURANCE  SOCIETY  OF 
PITTSBURGH. 

President,  Edw.  Benswanger  vice-presidents,  A. 
C.  Darragh.  W^  T.  Boda  and  C.  C.  Kohn;  secre- 
tary, P.  £.  Zimmerman,  814  Fourth  avenue; 
treasurer.  H.   P.   Lichtenthaler. 

Annual  meeting  November,  1915. 


Rhode  Island. 

INSURANCE  ASSOCIATION  OF  PROVI- 

DENCK 

President,  Chester  F.  Newcomb;  vice-president, 
Robt.  L.  Spencer;  secretary  and  treasurer,  Paul  A. 
Colwell,  82  Weybosset  street;  assistant  secretary, 
Edward  Devine. 

Annual  meeting  third  Monday  in  September. 


RHODE  ISLAND  ASSOCIATION  OF  INSUR- 
ANCE AGENTS. 

President,  James  Gallivan,  Jr.,  Providence;  vice- 
presidents,  Geo.  R.  Smith,  Robert  L.  Spencer  and 
Frank  E.  Brown. 


South  Carolina. 

SOUTH  CAROLINA  UNDERWRITERS 
ASSOCIATION. 

President,  James  H.  Cathcart;  vice-president. 
Perry  Moses;  secretary  and  treasurer,  Sam  M. 
Grist,  YorkviUe. 

Annual  meeting  third  Wednesday  in  May. 


SOUTH  CAROLINA  FIRE  PREVENTION 
ASSOCIATION. 

President,  Edward  Cay;  vice-president,  Geo. 
Harrington;  secretary  and  treasurer,  Joe  L  Edel- 
nann,  Columbia. 

Annual  meeting  in  September. 


CHARLESTON    BOARD  OF    FIRE    UNDER- 

WRITERS. 

President,   John   B.    Reeves;    vice-president,   F. 
M.  Robertson;  secretary.  H.  J.  O'Neill. 
Annual  meeting  last  Tuesday  in  May. 


COLUMBIA    (S.    C.)    LOCAL    FIRE    UNDER- 
WRITERS  CLEARING  HOUSE  ASS'N. 

President,  J.  M.  Cauley;  vice-president,  J.  A. 
Uthcart;  secreury  and  treasurer,  W.  C.  Swaf- 
■od. 


South  Dakota. 

THE  SOUTH  DAKOTA  MUTUAL  BOARD 
OF  UNDERWRITERS. 

President,  O.  A.  Rudolph,  Canton;  vice-presi- 
dent, S.  H.  Helger,  Aoerdeen:  secretary,  I. 
Keith,  Lake  Preston;  treasurer,  J.  O.  Walrath, 
Mitchell. 

Annual  meeting  takes  place  October  22. 


SOUTH  DAKOTA   STATE  FIRE  PREVEN- 
TION ASSOCIATION. 

President,  W.  H.  Rains;  vice-president,  E.  W. 
Pepper;  secretary  and  treasurer,  N.  S.  Tyler,  Sioux 
Falls. 

Annual  meeting  held  in  July. 


Tennessee. 

TENNESSEE      UNDERWRITERS      ASSOCIA- 
TION OF  LOCAL  INSURANCE  AGENTS. 

President,  L.  Y.  Mason,  Memphis;  vice-presi- 
dents, R.  P.  Johnson,  J.  T.  Owen,  R.  S.  Camcs, 
L.  T.  Loventhal,  W.  A.  Walker  and  G.  T.  Wof- 
ford;  secretary  and  treasurer,  O.  A.  Smith,  Mem- 
phis. 

Annual  meeting  in  September  at  Memphis. 


TENNESSEE  FIRE  PREVENTION  ASSO- 
CIATION. 

President,  Robt  H.  Williams;  vice-president,  J. 
N.  Picton;  secretary-treasurer,  R.  W.  Davis. 
Annual  meeting  second  Tuesday  in  January. 


TENNESSEE    INSPECTION  BUREAU. 
Manager,  Elliott  Middleton,  Nashville,  Tenn. 


CHATTANOOGA  FIRC  UNDERWRITERS 
ASSOCIATION. 

President,  H.  F.  Wcning;  vice-president,  N.  H. 
Grady;  secretary,  H.  W.  Spencer;  treasurer,  Stan- 
ley Lachman. 

Meeting  third  Tuesday  in  each  month. 


KNOXVILLE  INSURANCE  EXCHANGE. 

Presdent.  H.  M.  Simmonds;  vice-president,  H. 
G.  McMillan;  secretary  and  treasurer,  C.  W. 
Searle. 

Annual  meeting  in  January. 


NASHVILLE  BOARD  OF  UNDERWRITERS. 

President,  J.  V.   Crockett;  vice-president,  T.  O. 
Treanor;  secretary  and  treasurer,  Roger  Caldwell. 
Annual  meeting  fourth   Thursday  in  January. 


FIRE  INSURANCE  CLUB   OF  MEMPHIS. 

President,  L.  Y.  Mason;  vice-presidents,  Lee 
Sullivan  and  J.  T.  Smith;  secretary,  Everett 
Brooks;  treasurer,  Leo  C.  Kirch. 

Annual  meeting  Friday  after  first  Monday  in 
January. 


NASHVILLE  FIRE  INSURANCE  ASSO- 

CIATION. 

President,  W.  D.  Gale;  vice-president,  L  J. 
Loventhal;  secretary  and  treasurer,  J.  C.  Brad- 
ford, Jr. 

Annual  meeting  in  January. 


Texas. 

TEXAS  ASSOCIATION    OF  LOCAL  FIRE 
INSURANCE  AGENTS. 

President,  G.  M.  Seay;  first  vice-president,  P. 
W.  Terry;  second  vice-president,  W.  G.  Tobin; 
secretary-treasurer,  W.  R.  Ellis,  Dallas. 

Annual  meeting  in  May. 
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UNDERWRITERS'    ORGANIZATIONS. 


LOCAL    UNDERWRITERS    ASSOCIATION 

OF  TEXAS. 

President,  O.  H.  Millican,  Austin;  vice-presi- 
dents, S.  Hundley,  Moody;  Charles  Motx,  Jr., 
Abilene;  M.  Earle;  secretary  and  treasurer,  Will- 
iam N.  Stacey,  Austin. 

Annual  meeting  in  April  or  May. 


BEAUMONT   FIRE   INSURANCE  EX- 
CHANGE. 

President,  Singleton  Bryan;  vice-presidents,  T. 
V.  Smelker  and  J.  S.  Edwards;  secretary,  R.  E. 
Smith,  350  Bowie  street,  Beaumont,  Tex. 

Annual  meeting  second  Tuesday  in  May. 


GALVESTON  BOARD  OF  ITNDERWRITERS. 

President,    I.    Lovenburg;  vice-president,   G.    T. 
Austin;  secretary  and  treasurer,  K.  E.  Rice. 
Annual  meeting  second  Thursday  in  March. 

Utah. 

UTAH  ASSOCIATION  OF  LOCAL  FIRE  IN- 
SURANCE AGENTS. 

President,  Hugh  Anderson:  secretary  and  treas- 
urer, Eugene  M.  Cannon,  Salt  Lake  City. 

Annual  meeting  on  Saturday  nearest  October  6. 
Not  at  present  in  active  operation. 


FIRE  UNDERWRITERS  ASSOCIATION  OF 
SALT  LAKE  CITY. 

President,  E.  L.  Sloan;  vice-president,  J.  B. 
Moreton;  secretary,  D.  A.  Homan;  treasurer,  H. 
B.  Windsor. 

Annual  meeting  second  Saturday  in  January. 


Vermont. 

VERMONT  ASSOCIATION  OF  LOCAL  FIRE 
INSURANCE  AGENTS. 

President,  H.  H.  Hickok,  Burlington  |  vice- 
.presidents,  A.  B.  Noys  and  Gilbert  F.  Davis;  sec- 
retary, Geo.  F.  Root,  Newport,  Bradford;  treas- 
urer, W.  A.   Clark,  Rutland. 

Annual  meeting  in  October. 


NORTHEASTERN    VERMONT   ASSOCIA- 
TION OF  UNDERWRITERS. 

President,  Geo.  P.  Moore;  vice-presidents.  Chas 
L.  Stuart,  Harvey  W.  Eaton;  secretary  and  treas- 
urer, C.  S.  Hastings,  St.  Johnsbury. 

Annual  meeting  second  Thursday  in  ApriL 


BOARD  OF  FIRE  UNDERWRITERS  OF  AD- 
DISON  AND  CHITTENDEN   COUNTIES. 

President,  T.  S.  Peck,  Burlington;  vice-presi- 
Hlent,  C.  T.  S.  Pierce;  secretary,  Frederick  M. 
Bell;  treasurer,  E.  W.  J.  Hawkins,  Burlington. 

Annual  meeting  first  Tuesday  in  April. 


BOARD  OF  FIRE  UNDERWRITERS  OF 
FRANKLIN  AND  GRAND  ISLE  COUNTIES. 

President,  N.  N.  Atwood,  St  Albans;  secretary 
and  treasurer,   F.  M.  Bell,  Burlington. 
Annual  meeting  last  Monday  in  October. 

Virginia. 

VIRGINIA  ASSOCIATION  OF  LOCAL  FIRE 
INSURANCE  AGENTS. 

President,  G.  McG.  Goodridge;  vice-president^ 
M.  J.  Strauss  and  E.  E.  Goodwyn;  secretary  and 
treasurer,  S.  T.  Pulliam,  Richmond. 

Annual  mcctioff  in  May. 


5 


VIRGINIA   FIELD  CLUB. 

President,  E.  H.  Jones;  vice-president,  G.  B. 
ennings;  secretary  and  treasurer,  B.  C.  Lewes, 
r.,  Richmond. 

Annual  meeting  in  October. 


VIRGINIA  FIRE  PREVENTION  ASSOCIA- 
TION. 

President,  J.  M.  Waller;  vice-president,  A.  H. 
Harris,  Richmond;  secretarv  and  treasurer,  P.  W. 
D.  Jones,  710  American  National  Bank  Bldg., 
Richmond. 

Annual  meeting  fourth  Thursday  in  October. 


ASSOCIATION    OF   FIRE  UNDERWRITERS 
OF    PORTSMOUTH,   VIRGINIA. 

President,   Jas.    V.    Parker;   vice-president,   Car- 
roll Myers;  secretary  and  treasurer,  F.  T.  Briggs. 
Annual  meeting  in  January. 


Washington. 

WASHINGTON   STATE  ASSOCIATION  OF 
LOCAL  FIRE  INSURANCE  AGENTS. 

President,  H.  B.  Schirtlm,  Seattle;  vice-presi- 
dent, T.  K.  Binnie,  Spokane;  secreUry  and  treas- 
urer, R.  E.  Mahaffay,  Tacoma. 

Annual  meeting  April  lOL 


BOARD  OF  MARINE  UNDERWRITERS  AT 

SEATTLE. 

President,  D.  J.  Frascr;  vice-president,  F,  G. 
Taylor;  secretary  and  treasurer,  E.  H.  Hutch- 
son.  317-18  Mutual  Life  Bldg.,   Seattle. 

Annual  meeting  second  Thursday  in  December. 


SEATTLE  BOARD  OF  FIRE  UNDER- 
WRITERS. 

President,  W.   P.   Smith;  vice-president,  O.  W. 
Crockett;  secretary  and  treasurer,  B.  W.  Baker. 
Annual  meeting  second  Wednesday  in  January. 


SPOKANE  ASSOCIATION  OF  LOCAL  FIRE 
INSURANCE  AGENTS. 

President,  Thos.  K.  Binnie;  vice-president,  F.  S. 
Jones;  secretary  and  treasurer,  Theo.  Gentsch. 
Annual  meeting  third  Monday  in  January. 


TACOMA   FIRE   INSURANCE  AGENTS 
ASSOCIATION. 

President,  J.  H.  Davis;  vice-president,  A.  H. 
Bassett;  secretary  and  treasurer,  E.  L.  Hibely. 
1007  A  street. 

Annual  meeting  second  Wednesday  in  Febru- 
ary:   Monthly  meeting  the  13th  of  each  month. 


SPECIAL  AGENTS  ASSOCIATION  OF  THE 
PACIFIC  NORTHWEST. 

President.  W.  H.  Raymond;  vice-presidents,  A. 
N.  Lindsey  and  J.  T.  O'Brien;  secretary-treasur- 
er, Wm.  M.  Patterson. 

Annual  meeting  first  Monday  in  December. 

West  Virginia. 

WEST  VIRGINIA  FIRE  UNDERWRITERS 
ASSOCIATION. 

President,  R.  H.  Cooper;  vice-president,  W.  H. 
McGervey;  secreUry  and  treasurer,  A.  S.  White- 
ley,  Wheeling. 

Annual  meeting  in  February. 


WEST  VIRGINIA  ASSOCIATION  OF  IN- 
SURANCE  AGENTS. 

President^  C.  W.  Evans;  vice-presidents,  R.  A. 
Fosc  and  E.  E.  Cooke;  secretary  and  treasurer,  S. 
Lindawood. 

Annual  meeting  in  June. 


WEST  VIRGINIA  INSPECTION  BUREAU. 

Manager,  T.  B.  Sellers,  Hartmon  Bldg.,  Colum- 
bus, Ohio. 


STATE    FIRE    MARSHALS. 
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Wisconsin. 

WISCONSIN  STATE  FIRE   PREVENTION 

BUREAU. 

President,  H.  L.  Dalton;  vice-president,  J.  H. 
Harbeck;  secretary  and  treasurer,  C.  E.  Cormany; 
assistant  secretary,   G.  M.  Fielding. 

Annua]  meeting  June  26,  1913. 

WISCONSIN  FIELD  MENS  CLUB. 

President,  Milton  A.  Frecdy;  vice-president, 
Robert  Bird;  secretary  and  treasurer,  George  G. 
Wright. 

Annual  meeting  in  June. 

WISCONSIN  FIRE  INSURANCE  CLUB. 

President,  J.  Henry  Harbeck:  vice-president,  P. 
J.  Dudley;  secretary-treasurer,  E.  H.  Zentner. 

WISCONSIN  ASSOCIATION  OF  MUTUAL 
INSURANCE  COMPANIES. 

President,  W.  M.  Lewis;  vice-president,  J.  E. 
Brett;  secretary^  W.  W.  Gfllies.  Evansvillc;  treas- 
urer, Geo.  A.   Ure. 

Biennial  meeting  Wednesday  after  first  Monday 
in  Februazy  on  such  years  as  the  legislature 
meets. 


WISCONSIN  ASSOCIATION  OF  INSURANCE 

AGENTS. 

President,   A.   H.    Zimmerman;  vice-presidents. 


F.  J.  Meyer,  Mrs.  John  West,  Walter  Hartshorn. 
Charles  Erhart,  A.   G.    Dana,   Don   Van  Wart  and 
J.    Koffend;    secretary   and    treasurer,   George    V. 
Wilkinson,  185  Grand  avenue,  Milwaukee. 
Annual  meeting  fixed  by  officers. 


MILWAUKEE  BOARD  OF  FIRE   UNDER- 
WRITERS. 

President.  Theodore  Zillmer;  vice-president^  H. 
Pfcil;  secretary,  J.  O.  Myers;  treasurer,  Emil  P. 
Hunkel. 

Annual  meeting  second  Wednesday  an  October. 


CITY   AND   VILLAGE   MUTUAL   UNDER- 
WRITERS  ASSOCIATION. 

President,  Nathan  Haessly,  Theresa;  first  vice- 
president,  Joseph  Schmidt^  Kewaskum;  second 
vice-president,  George  A.  Jacobs,  Janesville;  sec- 
retary and  treasurer,  H.  A.  Wrucke,  Campbells- 
port,  Wis. 

Annual  meeting  second  Tuesday  in  February. 


KENOSHA  FIRE   INSURANCE  AGENTS 
ASSOCIATION. 

President,  Charles  A.  Tarbell;  vice-president, 
Chas.  H.  Pfenning;  secretary  and  treasurer,  Jas. 
E.  Tully. 

Annual  meeting  first  Monday  of  December. 


State  Fire  Marshals  Association  of 

North  America. 

President,  Walter  H.  Bennett,  Springfield,  111.;  Secretary-Treasurer,  Gem  P.  Host, 
Madison,  Wis.  Executive  committee,  J.  L.  Baldwin,  Harrisburg,  Pa.;  E.  R.  Defenbaugh, 
Columbus,  Ohio,  officers  of  the  association. 


State  Fire  Marshals. 

Below  'will  be  found  a  list  of  State  and  Provincial  marshals  in  the  United  States  and 

Canada  : 

States.  Fire  Marshals.  Addresses. 

Alabama Lorrie  Rice Mont«:omery 

British  Columbia.. Ernest  F.  Gunther Victoria 

Coonecticut Thos.  F.  Egan Hartford 

Dist  of  Columbia .  Philip  W.  Nicholson . .  Washington 

Illinois Walter  H.  Bennett Springfield 

ladiana W.  E.  Longley Indianapolis 

Iowa •.  O.  O.  Roe Des  Moines 

Kansas LewT.  Hossey Topeka 

Kentucky C.  C.  Bowsworth Lexington 

Louisiana C.  H.  Trousdale Monroe 

Maine J.  W.  Blunt Augusta 

Manitoba A.   Lindback Winnipeg 

Maryland G.  Ed.  Myers Baltimore 

Michigan John  T.  Winship Lansing 

Minnesota Robt.  U.  Hargadine St.  Paul 

Mississippi J.  W.  Miller Jackson 


SUtes. 

Montana 

Nebraska 

North  Carolina .  . 
North  Dakota .  . . 

Oklahoma 

Pennsylvania  . . . 
Saskatchewan. . . 
South  Carolina. . , 
South  Dakota. . . 

Tennessee 

Texas 

Virginia 

West  Virginia. . . . 
Wisconsin 


Fire  Marshals.  Addresses. 

.  W.  W.  McCormick Helena 

.W.  S.   Ridgcll Lincoln 

.J.  R.  Young Raleigh 

.A.  H.   Runge Grand  Forks 

.£.  R.  Defenbaugh Columbus 

.C.  C.  Hammonds.. Oklahoma  City 

.Joseph  L.  Baldwin Hartisbui^ 

,  R.  J.  McLean Regina 

.  B.  A.  Wharton Cross  Hill 

.  S.  E.  Crans Pierre 

.E.  E.  Butler Nashville 

.Walter  Inglish Austin 

.Jos.  Button Richmond 

.John  S.  Hotan Charleston 

.Clem.  P.  Host Madison 
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National  Board  Tables. 

The  following  tables  were  presented  at  the  annual  meeting  of  the  National  Board  of 
Pire  Underwriters  on  May  23,  191 2: 

RISKS  WRITTEN,   PREMIUMS  AND  LOSSES. 
Ukited  States  and  Foreign  Coupanies  Combined. 


Ybar. 


X  860-1870  inclusive 

1871-1880       ••       

Z881-1890       ••       

Z891-1900       ♦'       

Z901 

1903 

1903 

«904 

190S 

1906 

1907 

Z908 

1909 

Z910  . .  .^ 

191X 

1860-Z91Z  inclusive. 


No.  of 
Com- 
panies. 


av.  Z46 

"   177 

••   15a 

C40 

146 

145 
147 
144 
158 
156 

z6a 
163 

I7S 
180 


Fire  Risks 
Written. 


$36,333,450,085 

0a.449.959.9aS 
100,969,095,647 

154,802,29^.189 

90,699.326,087 

ai.3ao,333.036 

23,oo7»44ai6o8 

24,433.884,080 

aS.5S9.701 .079 

38.083.307,795 

30,083.316,378 

30.a3a.oss.437 
33.117.068,139 

36.357.713.046 
38.978,380,716 


$664,636,138,337 


Fire  Premiums 
Received. 


$391,497,330 

539.a37.S58 
837.974,398 
1.339.559,401 
iS7.599.ao6 
179.443.838 
190.j87.453 
306,677.370 
316,746,917 

a38.473.S54 
353.963. 833 
347.186.353 
363.196,543 
373.557.380 
380,975.79s 


$5,394,506,608 


Fire  Loss* 
Paid. 


$169,090,061 

315.996.706 

488,373.937 

738.330,388 

93.139.517 

94.176.595 

93.599*881 

137,690.424 

103.805,402 

330.843,759 

Ii7.433.4a7 
135.547.163 
136.171.493 

136.059.941 
151.S41.031 


$3,130,598,613 


Ratio 
Losses 
to  f  100 
of  Pi« 
miums. 


58.O8 
58.60 

58.97 
60.04 

59.10 
53.48 
48.61 
61.78 

47.89 
96.80 

46.43 

5484 
48.13 

49-74 
53-93 


57.85 


Amount 
Risks 

Loss. 


Ratio 
Losses 
to|10( 
Risks. 


.4870 
.4769 
.4515 
•4417 
.4307 
.5338 
.4061 


.3903 
.4^84 

.3810 

^43 


.4695 


214.89 
167.63 

ap5.35 


931.49 


a37.66 
191.37 
246.93 
iai.65 
256,17 

^^ 

267.99 
257.91 


219.98 


RISKS  WRITTEN,  PREMIUMS  CHARGED. 
United  States  and  Foreign  Companies  Combined. 


Ybas. 


1871-1880  inclusive 

1881-1890        " 
1891-1900        "        ..., 

1901 

1909.... 

1903 

1904 

19<« 

1906 

1907 

1908 

1909 

1910 

1911 

1871-1911  inclusive 


Number 

of 

Companies. 


av.  177 

'•  153 
140 
146 

145 
147 
144 

^t 

169 
163 

175 
180 


Fire  Risks  Writiea. 


$69.449.959i935 
100,969.095,647 
154.809,994,189 
90.699,996,087 
91,390.333,036 
99,007.449,608 
94.433.884.080 

35.559.701.079 
38.083,307,795 

30.083,316.378 

30.333,055.437 

33.117.068.129 

30.357.713.046 
38.978,380.716 


$638,313,678,153 


Pire  Premiums 
Charged. 


$589,045,583 
990.645,408 

1.596.518.549 
318,767,583 

345.563.436 

361.331,77s 
38j.638.878 

3^.537.583 
332.080.590 
351.892.823 

34S.963.i43 
37i.690.7Od 

393,481.426 
413.949.570 

$6,682,087,033 


Rate  of 

Premium 

Chaned  ea 

JLach$100 

of  Risks 


94 


0313 
060s 
15x0 

1874 
1613 

1679 
1469 

1697 

1444 
X333 


0594 


0635 


EXPENSES. 
United  States  and  Foreign  Companies  Combi.ved. 


Ybar. 


1860-1870  inclusive 
1871-1880 
X881-1890       " 
X891-1900       " 


Number  of 
Companies. 

Premiums  Received, 

Including  Marine 

and  inland. 

Expenses. 

Ratio. 

av.  146 

••    177 

••    153 

140 

$336,791,598 
583.519,465 
874,161,003 

1,271,413.894 

$104,607,487 
193.514.00X 

307.345.713 
466,479.933 

31.06 
33.  X6 
35.16 
36.69 
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United  States  and  Foreign  Companies  Combined— G?«/Mra(«/. 


Ybak. 


1901 

1903 

1903 

I9«H- 

1905 

1906 

1907 

1908 

1909 

1910 

19H 

1860-1911  ioclustve 


Number  of 
Companies. 


Z46 

145 
147 

169 
161 

163 


Premiums  Received, 

Including  Marine 

and  Inland. 


$163,526,207 
185.494.652 

196.532.8^ 
2i2.39i.69i 

223.Oi9.88z 

a45.387.087 
a6o,643,s69 

254.675. 170 
a7i.76o,36z 
284,5ao.64S 
294,07Z,982 


$5.6S7.9«o.<»9 


Expenses. 


$6z.2^.686 

66,286.5Z3 

72.506,480 

78.44Z,282 

82,346.361 

95.3a4.487 

99.457.469 

99.919.350 

104,628,486 

zzz,43Z,279 

zz6.90O,483 


^2.o6o.443,Z44 


Ratio. 


37.45 
35-73 

36.93 

38.16 

99-84 
38.50 
39.Z6 

3975 


36.42 


COMMISSIONS. 
United  States  and  Foreign  Companies  Combined. 


Ybak. 


X860-1870  inclusive 

Z87Z-Z880        ••        

Z88Z-1890        '*        

189Z-X900        *'        .... 

Z901 

1902 

1903 

1904 

1905 

1906 

«9t>7. 

Z908 

1909- 

Z910. 

1911 

Z860-Z9ZZ  iiiclusive 


Number  of 
Companies. 


av.  Z46 
••  Z77 

"  Z£2 

Z46 

145 
147 
Z44 

156 
Z69 
X62 
163 

J3 


Premiums  Received, 

Including  Marine 

and  Inland. 


$336,791,598 

583.519.465 
874.z6z,oo3 

i,27Z,4Z3,894 

163.526.207 

185.494.632 

z96.532.866 

2z2.39z.60z 

223,oi9.88z 

345387.087 
a6o.643,569 

354.675. 170 
a7Z,76o,336 

284,520.6^5 

294,o7Z,982 


$5,657,910,029 


Commi^ions. 


«a8.zz3,528 

86.892,525 

156.922,713 

344.698,993 

33.94a.43 
37.628.785 

41.888,572 

45,078,026 

47.843.780 

5a.635.989 
55,294.868 

55.743.084 

58.433.473 
61,490.848 
64,84a.9Z2 


$z,o8z,44i,5a9 


Ratio. 


ZZ.32 

14.89 
17.95 

si 

20.70 
20.28 
2Z.3Z 

2Z.22 
ai.45 

az45 

21.22 

2Z.89 
2Z.5O 
2Z.6Z 

22.05 


Z9.IZ 


TABLE  OF  RATIOS. 
United  States  and  Foreign  Companies  Combined. 


Ybar. 


Z860-Z870  inclusive  ... 

187Z-Z880        "       

Z88Z-Z890        "       

I89Z-Z90O         "        .... 

Z90Z 

I9r>3 

1903 

1904 

19S 

1907 

1908 

1909 

1910 

19IZ 

Z860.Z91Z  inclusive. 


No.  of 
Com- 
panies. 

Katie 
Losses 
to  $100 

Pre- 
miums. 

Ratio 

LoMesto 

$100 

Risks. 

Amount 

Risks 

Written 

to 

$1.00  Loss. 

Rate  of 

Premium 

Charged 

on  each 

$100  of 

RUks. 

Ratio  of 
Expenses 
to  $100 
of  Pre- 
miums. 

av.   Z46 

••    Z77 

"    15a 

Z40 

Z46 

145 
147 
144 
Z58 
156 

Z62 
Z63 

58.02 
58.60 

5897 
60.04 

59.10 

^t 

6Z.78 

96.80 
46.42 
54.84 

48.  Z2 

4974 
53-93 

.4870 
.4769 

.4515 
.4417 
.4207 

.5228 
.4061 
.8220 

•3903 

.4484 
.3810 

.374a 
.3888 

2Z482 

19763 

305.35 
209.69 

^:^ 

23766 
19Z.27 
246.22 
Z2Z.65 
256.  Z7 
223.03 
262.48 
267.22 
257.2Z 

Z.M13 

z.Z5z8 

1.1874 
1.1613 

1.1679 

1.1469 

1.1097 

1.1444 
Z.Z223 

Z.0822 
1.0594 

31.06 
33.16 
35- 16 
36.69 
37.45 

3689 
36.93 

^:^ 

38.16 

3934 
38.50 
39.16 
3975 

36.42 

57.85 

.4695 

2Z2.98 

1.0635 

Rstio  of 
Com- 
mission 

each 

$100  of 

Premiums 


ZZ  32 

14.89 

17.95 
Z9^ 

20.76 

20.28 

2Z.3Z 

2Z.22 

31.45 

31.45 
2Z.22 

2Z.89 

2Z.5O 

2Z.6Z 

22.95 

Z9.ZZ 
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In  19 13  the  form  of  the  tables  was  altered,  and  at  the  annual  meeting  of  the  Board  on 

GBNERAL  TABLE  OF  BUSI 
Joint  Stock  Fikb  Insurance  Compa 


YSAR. 


1909 

X910 

Z911 

1912 

1913 

1914 

1909-14 

1909 

1910 

19x1 

1912 

1913 

1914 

1909*^4 


o  t 
he 


44 
46 

44 
4a 
41 
41 


Gros*  Iniurance 
Written. 


$ 

9.39a.  184,483 
10.297.948,375 

10.719.351.988 

".534.250.44s 
12.389,569.598 

12,471,552.002 


66.804.856,891 


Groti 
Premiums 
Charge  1. 


$ 

99.578,183 
105,607,122 
110,602,152 
"7.230.579 
124,452,852 

125131.791 


682.602,679 


$ 
1.0602 
1.0255 
Z.0318 
1.0Z64 
1.0045 
1.0034 


1. 0218 


Net  Premiums 
Earned  I  Delud- 
ing Marine 
and  Inland. 


$ 
65.5a5.6ll 
71.188,186 
72,529,169 

75.037.583 
78,494.055 

77.95a.30i 


440,726.904 


Net  Premiams 

Written  Inclod- 

ine  Marine 

and  Inland. 


$ 
70.612.753 

75.385.154 
77.068,120 
79.981,161 

81.933.390 
80,578.43a 


465. 529.010 


Joint  Stock  Fire  Insurance 


88 

88 

89 
87 
91 


14.221,437.573 

15.585.414.677 
16.198,854,662 

16,452.^50.271 

18,037.637.198 

18,677,216.732 


99.163.011,113 


170.030,483 
179.a65.679 
180,481.957 

183.950.934 
197.819.501 
202,947,164 


1. 114.495.718 


1. 1956 

11503 
1.1141 
1.1181 
1.0965 
I  0872 


1. 1239 


122,003.180 
129.241,144 
130,621.154 
133.593883 
136,126.649 
141,867.541 


79a.45a.551 


131,666,154 

137.933.147 
137.914.9a7 
137.768  113 

146,001,617 
146,409.601 


837.693,559 


United  States  Com 


1909. 
X910. 
1911. 
191a. 

1913- 
1914. 


1909-14. 


13a 

138 
132 

128 
132 


23,613.622,056 

a5.88<,363,052 
26.918,206,650 
27,986,700,716 
30.427,206.796 
31,138,768,734 


165.967.868.004 


269.608,666 
284,873,801 
291,084.109 
301. 181.513 
322,272.353 
3a8  078,955 


1.797.098.397 


1.1417 
X.X006 
1.0814 
1.0761 
1.0592 
1.0536 


1  0828 


187.5a7.791 
200,429,930 

203.150,323 

207,631,465 

214.620,704 

219.819.842 


1.333.179.455 


203,278.907 
313,318.301 
214,983.047 

ai7.749.«74 
aa7.905.007 

3^6,988,033 


1,303,233.569 


Fire  Insurance  Companies 


1909 
1910. 

1911. 

1912. 

1913. 
1914 


1909-14 


31 

48 
53 
57 
59 


9.503.446.073 

10.474.349.994 
12.060.074.066 

13.523,005.664 

15,161.242,886 

17.794.916.816 


78.617,035,499 


102,082,038 
108.608. 635 
121,865,461 
139.708.345 
152,639.683 
174. 739.621 


799.633.773 


x.07^1 
1.0369 
1.0104 
1.0255 
1,0068 
.9819 


1. 01 71 


68,135.833 
70,610,463 
74.406,665 
83.312.244 
89,438,820 
98,539,082 


484.433.096 


71.471.374 
74.101.597 
82,159,150 

90,857.640 

96.288.968 

106.658,983 

5a1.537.71a 


United  States  and  For 


1909. 
1910. 
191X. 
1912. 

1913 
1914. 


1909-14. 


163 

175 
180 

183 
185 
191 


33.117,068.129 

36.357.713.046 
38.978,280,716 
41,609.706.380 
45,588,449.682 
48.933.685.550 


344.584  903.503    3,596.732,170 


371.690,704 
393,481.426 
412,049,570 
440,889,858 
474,912.036 
502,808.576 


I. 1224 
1.0822 

10594 
1.0596 

1.0417 
1.0275 


1.0617 


a55.663.614 
371.039.79a 
a77.556.988 

a90.943.709 
30^.050.534 
318.348,934 


1.717.613.551 


373.750.  a8i 
387,419,898 

397.14a.  197 
308,606,914 

334,193,075 

333.647.016 


1.824.760.381 


*  Term  rate  not  reduced  to  annual. 
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May  27,  1915,  the  following  tables  were  submitted  : 

NESS  TRANSACTED. 

NHS  OP  THE  State  op  New  York. 


Net  Losses  Paid 

loduding  Marine 

and  Inland. 

Net  Losses  In- 
curred Inciuding 
Marine  and 
Inland. 

t  Net  Expenses. 

Per  Cent  of  Net 

Losses  Incurred 

to  Net  Premiums 

Earned. 

Per  Cent  of  Net 

Losa€»  Incurred 

to  Net  Premiums 

Written. 

Per  Cent  of  Net 

Expenses  to 

Net  Premiums 

Earned. 

Per  Cent  of   Net 

Expenses  to 

Net  Premiums 

Written. 

$ 
32,948.050 

35.493.360 
40.404.702 
41.061,811 
44. 180,9  IX 

45.576.627 

$ 

33.4^18,481 
36,322,716 
40.270.350 

41.393998 
44.360,871 

47.027,529 

$ 
26,937,227 

28,420.063 

29.767.071 
30.632.812 

32.343.588 

34  768.758 

$ 

51.01 

51.02 

55.52 

55.16 

5651 
60.33 

$ 

tin 

52.25 

517.5 
54.16 

58.36 

$ 
41. II 

39.92 
41.04 
40.82 

41. Et 
44.60 

38.15 
37.70 
38.62 

38.30 
39-49 
43.15 

239.665.491 

242.803.945 

182.869.519 

.S5-09 

52 16 

41.49 

39.28 

Companies  op  Othkr  States. 


64. 128.358 

65,421,980 

50,764.982 

53-62 

49.69 

41  61 

38.55 

70,035.219 

71,674  210 

54.787.149 

55-46 

5196 

42.39 
4287 

3972 

75,846,169 

75.663.980 

55.999.809 

57  93 

54-86 

40.61 

73.952.692 

74.551.273 

56,183.366 

56.23 

54" 

42.37 

40.78 

77.483.526 

77.860,120 

^.395.198 

57.19 

53-33 

4437 

41.36 

85,027,254 

88,871.721 

62.023  835 

62.64 

60.70 

43.72 

42.36 

446,473.218 

454.043.284 

340.154339 

5730 

54.20 

4292 

4061 

pANiBs  Combined. 


97,076,408 

98,850,461 

77.702.209 

52.71 

4887 

41.43 

38.41 

'05.sa8.579 

107.996,926 

83,207.212 

53.88 

50.63 

41.51 

3901 

116,250.871 

"5.934.330 

85,766,880 

57.07 

53-93 

42.22 

39.89 

"5.014.503 

"5945.271 

86,816.178 

55.84 

5324 

41.81 

3987 

121,664.^ 
130.603,881 

122,220,991 

92,738,786 

61.82 

53.63 

43.21 

40.69 

135.899.250 

96,792,593 

5987 

44.03 

4264 

686.138,709 

696,847,229 

523,023.858 

56.51 

53  47 

4241 

40.13 

OP  Foreign   Countries. 


34.107.943 

34.163,855 

25,863.464 

50.14 

47.80 

37.96 

36.19 

36.534.^ 

36.891,582 

37.126.664 

52.35 

4978 

3842 

36.61 

43.141.759 

42.594.a65 

30,101,716 

57-24 

SI  84 

40.46 

36.64 

46.902,566 

47.661,750 

33,067.448 
35.840,491 

57-21 

52.46 

40.76 

37-38 

50.463.071 

50,763,271 

56.76 

52.72 

40.07 

37.22 

61,494.684 

64,821,532 

39,030,829 

65-79 

60.77 

39.61 

36-59 

271.645.487 

276.896,255 

191.930.612 

57-16 

53-09 

39.62 

36.80 

EiGN  Companies  Combined. 


131.184,351 

133.0 14.316 

103,565.673 

52.03 

48.59 

40.51 

37.83 

143,063,243 

144,888.508 

110,333.876 

53.46 

50.41 

40.71 

38.39 

158,392.630 

158.528,595 

115,868.596 

57-12 

53.35 

4175 

38.99 

161. 917.069 

163.607.021 

120.783.636 

56.23 

5301 

4151 

3914 

172. 128.338 

173.984,262 

128.579,277 

56.89 

53-36 

4229 

39.66 

192.098,565 

300.720. 782 

135.823,432 

63-05 

60.16 

i12.66 

4071 

957.784.196 

973.743.484 

714.954.470 

56.69 

53-36 

41.62 

3918 

t  CxclosiTe  of  loues  paid,  dividends   paid,   remittances  to   home  office,  loss  on   sale   or  maturity   of  ledger 
assets,  decrease  in  book  value,  borrowed  money  repaid  and  real  estate  taxes  and  expenses. 
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COMMISSIONS. 
Joint  Stock  Fire  Insurance  Companies  op  the  State  of  New  York. 


YEAR. 


1909 

IQIO. 
191 1. 
X9I9. 

1914 


I9O9-T4 


Number 
of  Com- 
panies. 


44 
46 


4a 
41 
41 


Net  Premiums  Written. 

Including  Marine 

and  Inland. 


$ 
70.613,753 

75.385,154 
77,o68,iao 
79.981. 161 

81.903.390 
80,578.43a 


465,529,010 


Nee  Commissions. 


$ 
14,781,56a 

i5.59a.619 
16,393,898 
16,970,069 
18,163,134 
17,063,863 


98.864.145 


Per  Cent  of 
Net  Commis- 
sions to  Net 
Preminms 
Written. 


90.93 
39.68 

31.14 

31.39 
33.18 
31.18 


31.34 


Joint  Stock  Fire  Insurance  Companies  op  Other  States. 


1909. 
1910. 
1911. 
1913. 

1913- 
1914. 


1909-14. 


I 


88 

3 
8 

87 
91 


131,666,154 
137.933.147 

137.914.9a7 
137.768,113 

146,001,617 

146.409.601 


837*693.559 


38.068,033 
99.7sa.858 
39,977,811 
39,261,318 

31,508,49s 
30,533,133 


179,090.526 


31.33 

ai.S7 
ai.74 

5 


31 

30 


31.38 


United  States  Companies  Combined. 


1909. 
19T0. 
1911. 
1913. 

1913 
1914. 


1909-14. 


13a 
138 
13a 

ia8 
13a 


303,378,907 
313.318,301 
31.1.983.047 
317.749.374 
337,905.007 
336,988.033 


1,303.333.569 


4a.849.s84 

45.345.477 
46,371,709 

46.331.387 

49,671.639 

47,584.985 


377954.671 


31.18 

31.36 

31.53 
31  33 
31.80 
30.96 


31.33 


FiRR  Insurance  Companies  of  Foreign  Countrir^. 


19C9. 
1910. 
1911. 
1913. 

1913- 
1914, 


1909-14. 


31 

71.471.374 

3Z 

74101.597 

48 

83,159.150 

5^ 
57 

&^ 

59 

106.658,983 

5al.537.7M 


15.583.889 

16.145.371 
18,571.303 

al.370.354 

33.698,14^ 

35.304.350 


119.667,317 


31.80 
31.79 
3360 
33.53 

3357 
3372 


23.94 


United  States  and  Foreign  Companies  Combined. 


1909. 
1910. 
1911. 
191a. 

1913. 
1914. 


1909-14. 


163 

175 
180 

183 

185 
191 


a73.750.a81 
387,419.898 
897,143.197 
308,606,914 

334.193.97s 
333.647.016 


1,824,760.281 


58.433.473 
61,490.848 
64.843.913 
67,601,541 

73,363.773 
72,889,341 


397.621,888 


31.3* 
21.39 

3Z.B3 
31.90 
33.33 
31.  &5 


3179 


OUTSTANDING  RISKS,  DECEMBER  31,  1914. 
191  United  S'^atbs  and  Foreign  Companies  Combined. 


Onb  Year  or  Less. 

Two  Years. 

YEAR. 

Amount 
Covered. 

Premiums 
Charged.* 

Rate  on 
$100. 

Amount 
Covered. 

Premiums 
Chatged.* 

Rate  on 
$100. 

loio 

10903 

$323,238,890 
364.072.046 

$1,966,081 
3,3x1,348 

.8807 
.8374 

*y*^  •• •••• 

IQIA 

$17,037,399,417  $185,750,563 

*y  **♦ 

1913-1914  inclusive 

$17,037,299,417  $185,750,562 

1.0903 

$487,310,936 

$4,177,439 

.8573 

*  GroHS  less  reinsurance. 
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OUTSTANDING  RISKS,  DECEMBER  31,  igH-^Contmued. 
191  United  States  and  Foreign  Companies  CouBivzD—Comtmmed. 


YEAR. 


X911 

1912 

1913 

X914 

X911-X914  inclusive 


Thkkb  Ybars. 


Amount 
Covered. 


$8,048,027,305 
9.065.391.138 
9.935.465.299 


$27,048,883,729 


Premiums 
Charxed.* 


$74,522,806 
82.683.284 
90,447.084 


$247,653,174 


Rate  on 
$100. 


.9260 
.9x21 
.9x03 


.9x56 


FouK  Ybars. 


Amount 
Covered. 


$83,068,649 
91.432,502 

98.374.104 
105,678,053 


$378,553,308 


Premiums 
Charged.* 


$8x3.026 

877.13a 

990,149 
X, 040,23 1 


$3,720,538 


Rate  on 
$100. 


.9787 

•9593 
1.0065 

.9843 


.9828 


YEAR. 


X910 

*y^  &••••«••«• •••••••••• 

X912 

19x3 

X910-1914  inclusive. 


FivB  Ybass. 


Amount 
Covered. 


$1,702,033.  XI7 

1.978.494.077 
2,206.33^,506 

2.484.538.780 
3.689.4ix,446 


$xi  060,811,926 


Premiums 
Cliargcd.* 


$20,449,240 
23431.S06 
25,8x1,619 
28,203.864 
3X. 489.634 


$129,385,863 


Rate  on 
$100. 


1. 2015 
1.X843 
1. 1699 
1.1352 
X.1709 


1.1697 


COMBINBD  TbRM    HusINBSS. 


Amount 
Covered. 


$1,702,033,117 
2,o6x,562,726 

10.345.794.313 
ix,87X.542,ox2 

12.994,626,844 


$38,975,559,912 


Premiums 
Charged.* 


$20,449,240 

24.244.532 
I0i.2x1.557 

113.843.378 
125,  x88. 


297 


$384,937,004 


Rate  on 
$100. 


X  2015 

X.I7S9 
•9783 
.9590 
.9634 


.9877 


YEAR. 


Total  Busikbss. 


Amount  Covered. 


I910. 
1911. 
19x2. 

1913- 
1914. 


$1,702,033,117 

2.06X,502,726 

10.345.794.313 
11.871,542.912 

30,031 .926.26X 


X9X&-X9Z4  inclusive. 


$56.0x2,859,329 


Premiums  Charged.* 


$20,449,240 

24,244,532 

iox,2XX.557 

xi3,843.378 
310,938,859 


$570,687,566 


Rate  on  $100 


1.20x5 

1.1759 
.9783 
.9590 

10354 


X.OX89 


OUTSTANDING  RISKS  SINCE  1877. 
United  States  and  Foreign  Companies  Combined. 


YEAR. 


1877-1880 
I88I-X890 

I89X-X900 

1901 

1903 

1903 

'904 

1905 

1906 

1907 

1908 

1909 

19x0 

X9IX 

191a 

1913 

19M 


Number 
of  Com- 
panies. 


av.  17X 
152 


II 


140 
X46 

145 

147 
144 

156 

16a 
X63 

x8o 

185 
191 


Onb  Ybab  or  Lbss. 


Amount 
Covered. 


$i7.22§,870.7il 

57.518,353,471 
78.238.449,847 
9,654,98x,x52 
9.968.471.095 
10,399.387,062 
11,213.242,957 
XI, 866.6^0.060 
12,318.083.893 
13.356.069.167 
13.598.063.2x3 

14.499.932.341 
15.523. 126.60X 

15.936,070,478 
15.945.524.136 
16,61  x,3i4,75o 
17.037.299.417 


Premiums 
Charged.* 


IS5.X44,3C8 
.561,152 
883.319.182 

10.733.393 
27.032,706 

36.556.132 
45.486,092 
53,78x.482 

59.749.327 
71.462.234 

69,659.374 
75.187,570 
78.502.2x5 
79.533.270 
80,521,572 
84,030,519 
85.750.562 


Rate  on 
$100. 


.9006 
1.0580 
X.1290 
X.X409 

12743 
13131 
1-2975 
1.2959 
X.2976 
X  2838 

12477 
1.2082 

X.1266 

1,1348 
X.X079 
X.0903 


Two  Ybars. 


Amount 
Covered. 


$218,200,115 
992.808.  X85 

1.640.966.780 

214.753.926 

245.305.015 
226.45^,427 

201.276.979 

210.133.733 

247.029.747 

270.418.80x 

270.806.866 

304,921,121 

344.875.807 

420.033.332 

441.150.316 
425.960,  xx6 

487.310.936 


Premiums 
Charged.* 


$x,7x6,786 

7.915.705 
x2.934.603 

1.695.551 
1,957063 

2,041.036 

1.888.868 

X  962.580 

2.325.X8X 

2,624.925 

2.620.78X 

2,928,833 

3.252.935 
3.658,896 

3.8x8,870 

3.807,802 

4.177,429 


Rate  on 
$100. 


7867 
7972 
7882 

^ 

7970 
9013 
9384 
9339 
9412 

9707 
9678 
9605 

9432 
87x1 

8657 
8939 

8572 


*  Gro»s  less  reinsurance. 
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OUTSTANDING  RISKS  SINCE  iSyj'-Catainued. 
Unitbd  States  and  Forbign  Companies  Combined— Cm/mmm/. 


YEAR. 


I877-I880 
X88I-I890 
X89I-I900 

I90I 

1902 , 

1903 

1904.  ... 

1905 

1906 , 

1907.-    . 

Z908 , 

1909 

19x0 , 

I9II , 

191a 

"913 

X9I4 


Thrbk  Years. 


Amount 
Covered. 


$5,218,855,533 

32,443.478,719 
7i.73«.844,097 

9.388.891,126 

9.991.496.87s 
10,966,847,060 

11,707,792,466 

ia.897.S97.985 
14.106,298.937 

15.5^.493.682 

16,549,025,654 

17,790,085,556 

19,290.807,882 

21.155.045.477 

22.946,375.614 
25,2x7,130,392 

37.048,883,742 


Premiums 
Charged.* 


$51,26^,766 
291  864.091 
650,854.025 

03.101.554 
91.376,498 
I02.57i.49i 
Xll.95x.6ll 
125.047,769 
136.165,232 
153.373.452 
163.565.9S9 

175.317.845 
187.472,963 

203,312.002 

217.570.x  12 

S32.3oo,36x 
247.653.174 


Rate  on 
$100. 


33 


8794 
885a 

9145 

9353 
9562 

9695 
9653 
9925 
9884 

9854 
9718 
96T0 
9481 
9312 
9156 


Four  Years. 


Amount 
Covered. 


$300,279,492 

1.I17.977.989 
1,817.728.134 

2x9,793.824 
22^,474.434 
230.454.70s 
239.66x.706 

345.868.385 
259.8x6,379 
287.661,5x3 

317.963.271 
343,056,943 

349.783.399 
343.963.48a 
339.909.6x9 
356.197.972 
378.553.308 


Premiums 
Cliarged.* 


$3,175,419 
10.890,03a 

15.939.467 
1.880,44a 

1.950,083 

3.005,317 

3.X89.311 

2.253,47s 
3.4x4.8x3 

2.716.996 

2.967.130 

3.2^5.534 
3.270,969 

3,308.760 

3.341.582 

3.512.530 

3.720.538 


Rite  on 
1100. 


X.0574 
.9741 
.8769 
.8555 
.8687 
.8860 

■9»35 
.9ip 

.9445 
.9332 

.9371 

9352 
.9690 

.9831 
.9861 


YEAR. 


1877-X880, 
X881-1890. 
i89i~X900 

190X , 

1903 

1903 

1904 

1905 

1906 

1907 

1908 

1909 

1910 

191X 

1913 

^913 

1914 


FivB  Years. 


Amount 
Covered. 


$3,611,972,409 

17.8S6.330.48X 

30.350.195.630 

3,686.637.348 

3,888,947,  X70 

4,144.039.305 

4.437.279.312 

4.875.953.286 

5.347,295.826 

5.895.676,657 

6,4x9,875.645 

7.014.367.836 

7.615.307.883 

8,4ai,879,88x 

9,167,426,466 

xo,a45,677,44a 

11^0608x1.936 


Premiums 
Charged.* 


$34,816,638 
318,3x3.771 
362.233,733 

42,X77.877 
44.860.x34 

49,081.970 

53.296.253 
59,170,050 

64.48x.a3i 

73,697,120 

78.857,98x 

8S.77S.329 

92,11769s 
lox. 359.546 

109.342.398 
X2X,x85.54X 
x29.385.863 


Rate  on 
$100. 

1.3329 
X.333I 

11983 

1  1441 

1.1535 

11843 
X.30XX 

1-2135 

12059 

X.333I 
X.3384 
1.3339 

1.2097 
1.2033 
1.1937 
x.i8a7 

1.1697 


Combined  Term  Business. 


Amount 
Covered. 


$8,349,307,639 
53.409.685,374 

IOS.441.734.650 
13.510,076,334 
I4.350.a33.494 

15.573.795.397 
16,586.010.463 

18  aa9.553.389 

19,960.440,789 

33,0x9.350.653 

23.557.671.430 

25,451.331.455 
a7.600.674.97i 

30.340,933,173 

33,894.863.015 

36.344,965.933 

38.975.559.912 


Premiuns 
Charged.* 


$90,973,609 

528.883.589 
I.03X.960.833 

128.855.434 

X40,i43,778 

155.790.714 
x69.336,Q43 

188.433,874 
a05.386.446 

331,4x3,493 
a48,oxx,85i 

367,337.541 

386.x14.563 

311.539,204 
334.072.963 
360.806.354 

384.937,004 


Rate  00 
$1U0. 


I 


1.0895 
X.009I 

•9693 
.9537 

.9765 
X.0003 

X.0208 

10337 
1.0090 

X.0510 

X.0528 

X.0500 

10366 

X.0968 

1.0156 

.9955 
.9877 


YEAR. 


1877-1880. 
188X-X890. 
1891-X900. 

X90X 

X903 

1903 

1904 

1905 

1906 

1907 

1908 

1909 

X910 

X9II 

19x3 

1913 

1914 


Totals. 


Amount  Covered. 


$25,575,178,350 

109,928,028,845 

x83,68o,i84,497 

23.165.057.376 

24,318,694,589 

25.973.182,459 
27.799  253.420 
30.096.304.349 
32.278.524  682 
35.375.319.820 

37.155.734.649 
39.951.263.796 
43,X33.8ox,S73 
46.376,992,650 
48,840,386,  xsx 
52,856.280,672 
56.0x2,859.329 


Premiums  Chargad.* 


$246,116,917 
x,X37,444,74X 
x,9O5,28o,o04 
239.588.8x7 
367,176.48^ 
393,346.846 
314.81a.  13s 
342.215.356 

36S.I3«>,773 
403.874,727 
4x7,671.335 

442,415.111 
464,616,777 
49X,o73.474 

514.594.534 
544,836,753 
570,687.566 


Rate  on  $100 


•9623 
1.0347 
1-0373 
1.0342 
1.0986 

11255 
1.1324 
1-1371 
I  1312 

11389 
1.1241 

X.1074 
1.0774 
1.06x2 

1.0536 

1.0308 
X.OX89 


*  Gross  leas  reinsurance. 
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Capital  and  Dividends  of  American  Companies. 

Rbpokting  to  the  Insurance  Depakthbnt  op  the  State  op  New  York. 


United  States   Companies  Combined. 


Year. 


•  • 


i86o>i87o  inclusive. 

1871-1880 

1881-Z890 

1891 

1893 

1893 

1894 

««9S 

1896 

i«97 

1898 

1899 

1900 

1901 

1903 

1903 

1904 

1905 

1906 

1907 

1908 

1909 

1910 

1911 , 

1912 

1913 

1914 


Number  of 
Companies. 


1860-19x4  inclusive. 


av.  149 

••    i6a 

"    128 

IQ4 

105 

*^ 

98 
109 

123 

130 
137 
119 
no 

IZ2 

114 

112 

126 

Z26 

138 

131 
132 

138 

132 

131 
128 

X3I 


Capital. 


$451,580,446 

510.881,931 

571,952,400 

51,732,200 

52,085,085 

51,263.075 

49730.875 
49,623,025 

53.055.875 
55.030,875 
57,030.875 
58,902,875 
56,259.875 

54,202,875 
54.802,875 
56,109,875 

56.325.375 
59.659.875 

65,050.004 
68.430,004 
67.130,000 
69019070 
75.620,004 
78.155.004 

81.175.554 
88.496.391 

89,883,389 


Dividends. 


$3,030,761,637 


$47,694,924 
6o.o88.9QA 

61.673.556 
5.7x7.723 

5.474.473 
5.346,668 
5,960.851 
5,658,183 

5.852,591 

6.233.573 
6,640,64s 

6,789,0x8 

6.286,826 

6,304.328 

6,554.570 
7,124,425 

7.534.605 
7,761,201 

7.134.785 

7,096,245 
8,845,310 
9.850.069 
12,821,433 
12,320,460 
12,993.001 
13,514.076 
13.873.583 


$364,267,326 


Ratio. 


10.56 
11.04 
10.80 
11.05 

10  51 
10.43 
10.60 
11.40 
XI.94 

11.33 
11.64 

11  65 
11.18 
11.65 
11.96 

19  69 

13.37 
1301 
10.97 
11.67 

13.17 
14.97 

16.95 

15.75 
16.00 

1526 
15.43 


I9.03 


Perpetual  Fire  Insurance  Risks  and  Premiums 

IN  1914. 


Name  and  Location  of  Company. 


i£t3ia,  Hartford 

.Mliance,  Philaddpbia 

Camden  Fire,  Camden,  N.  J 

Commercial  XTnion,  London 

Coonty,  Philadelphia 

Farmers,  York 

Fire  Association,  Philadelphia 

Franklin,  Philadelphia 

German,  Baltimore 

German-American,  Baltimore 

Girard  F.  and  M.,  Philadelphia 

Insurance  Co.  of  North  America,  Philadelphia 
lasurance  Co.,  State  of  Pennsylvania,  PhUa. . 
Liverpool  and  London  and  Globe,  Liverpool . . 
Lnmbermens,  Philadelphia 

Mechanics,  PhiladelphU 

North  British  and  Mercantile,  London 

Pennsylvania,  PhSaddphia 

Peoples  National,  Philadelphia. 

Reliance,  Philadelphia 

Royal,  Liverpool 

Umtcd  Firemcns,  Philadelphia 

Totals  (23  companies) 

*  Dec.  31, 1913. 


Perpetual 

Risks 
in  Force, 
Dec  ji, 

1914. 


$ 

5.905.419 

568.550 

1,284,967 

4.440,599 
8,060,369 

88.900 

73.247.935 

32.593.639 

^155.935 

5.250 

31,939,254 

30,411,407 

93,589,005 

6.863,158 

7,310,649 

15,016,998 
1,377.890 

46,901.740 

430.695 

4.915.895 

4.364.1x7 
39.033.9x6 


337,109,670 


Deposits 
Received 
in  1914. 


$ 

S.481 

892 

755 
698 

2,185 


99,869 
7.256 


19,278 

12,445 

5.555 
2,526 

9.920 

11,122 
1.538 

23.931 
2.275 
2,566 


9.213 


126,498 


Deposits 

Withdrawn 

in  1914. 


$ 

2.393 

799 
816 

9.730 

5.696 


49.811 
25.847 


91.930 

19.242 
17.626 

4.363 
7,222 

19,995 

947 

27.336 

656 

4.085 

9,994 
97.876 


233.  X24 


Deposits, 
Dec.  31, 

1913. 


$ 

"6,599 

17.293 

35.X43 

96.899 

200,993 

9,596 

1,686,196 

731.3x2 

4.487 
193 

650.515 
795.265 
587.012 
190,841 
196,987 

359.585 
40,016 

1,191,688 

",871 
139,309 

97.177 
906.941 


8,046,931 


Deposits, 
Dec.  31, 

1914. 


119.685 
17.386 
30.990 
94.797 

197.412 

2,486 

1,659,178 

710,911 

•4.487 
193 

640,971 

788,467 
573.890 
188,878 

192.431 

358,489 

to,  006 
.    5.269 

13.393 
130,789 

886]  150 


7.930,957 
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RETIRED    FIRE    INSURANCE    COMPANIES. 


Fire  Insurance  Companies  that  Have  Failed  or 

Retired. 

The  following  is  a  list  of  joint-stock  and  mutual  fire  and  marine  insurance  companiei 
and  Lloyds  that  have  failed  or  retired  from  business  in  the  United  States : 


When 
Retired. 


Namb  of  Company. 


1886— Acme,  Des  Moines;  reinsured  in  State,  Des 
Moineii. 

1912— Acme  Fire,  Cedar  Rapids.  Iowa;  reinsured  in 
Northwestern  Fire  ana  Marine,  and  Soy- 
ereign. 

1886— Acme  Lloyds.  Brooklyn. 

Acton  Mutual  Fire,  Acton. 

Adam   Co.   Mutual  Liye  Stock,  Gettysburg, 

Pa.;  retired. 

Adams  Fire  and  Marine,  W.  Va.;  retired. 

1907— Adams  ft  Boyle,  Little  Rock»  Ark.;  retired. 

1867^Adams  Mutual  Fire,  Adams. 

1911— Adirondack  Fire,  New  York;  merged  with 
Lumber,  New  York. 

1879— Adriatic  New  York;  reinsured  in  London 
and  Lancashire. 

1874— Advance,  Philadelphia;  reinsured. 

190a— iCStna  Fire.  Dallas,  Tex.:  charter  reyoked. 

1885— iEtna  Fire  Lloyds,  New  York;  name  changed 
to  Montauk  Fire  Lloyds. 

1874— iStna,  Chicago;  failed. 

1888— ^tna,  Denver;  retired. 

1879-^tna  Fire,  New  York;  reins,  in  Home,  N.  Y. 

1871— ^tna.  New  York;  failed  by  Chicago  fire. 

1909— ^tna  Fire,  Syracuse,  N.  Y.;  liquidated. 

188»-^tna  Fire  and  Manne,  Wheehng,  W.  Va.; 
reinsured   in    Providence-Washinirton. 

1911— j^tna  Fire  and  Marine,,  Dover,  Del.;  license 
revoked. 

1898— .SStna  Mutual,  Concord,  N.  H.;  failed. 

185£— Agawam   Mutual  Fire,   Ipswich. 

1910— Akron  Mutual,  Akron,  O.;  ceased  business. 

1887— Alabama.  Mobile;  failed. 

1899— Alabama  State  MutuaL  Anniston;   failed. 

1896— Alamo,  San  Antonio,  Tex.;  reinsured  in  Ger- 
man ia.  New  York. 

1871— Albany  City,  Albany;  failed  by  Chicago  fire. 

1877— Albemarle,  Charlottesville;  reinsured  in 
Granite  of  Virginia. 

1904— Alexandria,  Va.;  reinsured  in  Hartford  Fire. 

1808— Alexandria  Home,  Alexandria,  Va.;  rein, 
sured  in  Westchester  Fire. 

1894— Allegheny.  Charleston,  W.  Va. 

1898— Allegheny,  Pittsburg;  reins,  in  Armenia. 

1910— Allegheny,  Pittsburg;  merged  with  Hum- 
boldt   Fire,   Pittsburg. 

1874— Allemannia.  Cleveland;  failed. 

1880— Alliance,  Boston;  reinsured  in  Reinsurance 
Generales. 

1882— Alliance,  New  York;  reinsured  in  Phenix, 
Brooklyn,  and  resumed  business;  rein- 
sured in  United  Fire,  Manchester,  Eng. 

1908— Alliance  Fire,  Austin,  Minn.;  reinsured  in 
Connecticut  Fire. 

190&— Alliance  Fire  Underwriters,  Chicago;  ceased 
business. 

1891— Alliance  Mutual,  Readfaig;  failed. 

1906— Allied  Fire  Underwriters,  Chicago;  retired. 

1874--Alps,  Erie;  failed. 

1881— A Ita,  Stockton;  reins,  in  Connecticut  Fire. 

Alton  Mutual  Ins.  &  Say.,  Alton;  failed. 

1906— Amalgamated  Underwriters,  Chicago;  re- 
tired. 

1891— Amazon, Cincinnati;  rein,  in  Royal, Liverpool 

1884— America,  Jersey  City:  failed. 

1873— American,    Jersey    Citjr. 

190^American,  Boston;  remsured  in  Firemens  of 
Newark,  receivers  appointed. 

1888— American,  Chicago;  reins,  in  Home,  N.  Y. 

1878— American,  Cincinnati;  failed. 

1809— American,  Little  Rock;  receiver  appointed. 

1910— American,  Nashville,  Tenn.;  receiver  ap- 
pointed. 

im— American,  New  Orleans;  retired. 

1871— American,  Providence;  failed  by  Chicairo  fir«. 

1888— American,  Wheeling;  reinsured  in  PhoBnix, 
London,  and  Citizens,  Toledo. 

American    Bankers    Town    Mutual,    Kaatas 

City,,  Mo. 

1887— American  Exchange,  New  York;  reinsured 
m  German-American. 


When 
Retired. 


Namb  of  Company. 


1888— American  Fire,  Baltimore,  Md.:  reinsured, 
except  in  Jkiaryland»  in  Fiaelity,  New 
York.     1901 — Reinsured  in  Union,  London. 

1913— American  Fire,  Dover,  Del.;  license  revoked. 

1896— American  Fire  and  Marine  Lloyds,  New 
York;  retired. 

1914 — American  Fire,  Lexington,  Ky.;  receiver  ap- 
pointed. 

1896— American  Fire,  New  York;  reinsiired  is 
Phenix,  Brooklyn,  and  continued  busincsa; 
teinsured,  1901,  in  Hartford  Fire. 

1906— American  Fire.  Fhiladelphia;  reinsured  term 
risks  in  April,  1906,  in  Commercial  Union, 
and  in  July,  1906,  reinsured  new  bnsineu 
in  Sttiyyesant  and  Pacific  Fire,  and  sos* 
pended  operations;  resumed  business  Jan. 
1,  1908;  in  1913  merged  with  Ins.  Co.  of  the 
State  of  Pennsylvania. 

1906— American  Fire  Underwriters,  Chicago,  IIL; 
retired. 

1906— American  Guaranty  Ftmd  Mutual,  St  Louis. 

1913 — American  Home,  Greenville,  S.  C. ;  rein* 
sured  in  German-American,  New  York. 

1899 — American  Indemnity  and  Assurance,  In- 
dianapolis, Ind. ;  failed. 

American,  Lexington,  Ky.;  receiver  ap- 
pointed. 

1894— American  Lloyds,  Limited,  Chioigo;  rein- 
sured in  Lumbermens  Mutual,  Chicago. 

1888— American  Manufacturers  MutuaL  Concord, 
N.  H. ;  faUed. 

1911— American    Manufacturers    Mutual,    Indiana- 

Solis,  Ind.;  reinsured  in  North  British  and 
lercantile,  London. 

American  Midland  Town  Mut.,  Liberty,  Ma 

1880— American  Mutual,  Cleveland;  wound  up. 

1904— American  Mutual,  Des  Moines;  failed. 

1896— American  Mutual,  Danville,  III.;  retired. 

1889— American  Mutual,  Michigan  City*  lad.; 
failed. 

1874— American  Mutual,  New  Orleans;  failed. 

1888— American  Mutual,  St.  Louis;  reinsured. 

188&— American  Mutual,  South  Bend,  Ind.;  faileo 

1896— American  Mutual  Fire,  Denver,   failed. 

1802— American  MutuaL  Plainfield.  N.  J.;  retired 

1909— American  Mutual,  Syracuse,  N.  Y.;  liqo. 
dated. 

1808— American  National,  Fort  Worth,  Tex.; 
charter  revoked. 

1911— American  National,  Rock  Island,  IIL:  re- 
insured in  American  Union.  Philadelphia, 
and  in  1913  in  North  British  and  Mer- 
cantile, London. 

1876— American  Underwritera,  Philadelphia:  failed 

1908— American  Underwriters  Fh-e  of  Monrof 
County,  N.  Y.;  receiver  appointed. 

1913— American  Union  Fire,  Philadelphia;  receiver 
appointed. 

1878— Amity,  New  York;  reinsured  in  Star,  N.  Y. 

1888— Amoskeag,  Manchester;  reinsured  in  Peo 
pies,  Manchester,  N.  H. 

1915 — Anchor  Fire,   Des  Moines;  reinsured. 

1894 — Anchor,  London;  failed 

1861— Anchor  (Marine),  New  Yot* 

1872— Anchor,  St  Louis;  failed. 

1894— Anchor  F.  &  M.,  Wheeling:  failed. 

187^— Andes,  Cincinnati;  failed  by  Chfcasp  fire. 

1886— Anglo-American,  Washington,  D.  C.;  faileft- 

1890— Anglo-Nevada,  San  Francisco;  reinsured  in 
Caledonian,  and  London  and  LAacaahire. 

1878— Anthracite,  Philadelphia;  reinsured  in  Sun. 
Philadelphia. 

1860— Appleton  Mutual  Fire,  Boston. 

1911— Appleton  Mutual,  Appleton,  Wis.;  absorbed 
oy  Manitowoc  Mutual. 

1908— Aquidneck  Mutual  Fire,  Providenoe,  R.  I; 
reinsured. 

1887— Arctic,  New  York;  reinsured  in  ImpcriaL 

188S— Argentine.  Denver  and  Indiaoaoolia;  failed 

1914— Arizona-New  ^  Mexico  Fire  Underwriters 
Phoenix,  Ariz. 
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When 
Retired. 


Same  ow  Compamy. 


UB7— AfkantM   Fir^    Little   Rock;   rduMarcd   io 
Comsncretal  Union,  London. 

]M4~ArkanM8  Home,  Little   Rock;  retired. 

Iff^Arkanaas  Mutual,  Little  Rock.  Ark.;  merged 
with  Capital  Fire,  LitUe  Rocs. 

UO— Arkansas  Valley  Mutual,  Wichita,  Kan.;  re 
tired;  resumed  business  in  1901. 

U89— Arlington,  Memphis;  reinsured  in  Milwaukee 
Mechanics,  Milwaukee. 

ISfll— Armenia,  Pittsburg;  reins,  in  Westchester: 
resumed  business  in  IMS,  and  in  1M6  merged 
with  Conestoga  Fire,  Lancaster,  as  the  Guar* 
dian  Fire,  Pituburg. 

1S92— Armstrong,  New  York;  reinsured  in  Lanca- 
shire,  Manchester. 

I^G^.Artisans,  New  York;  reinsured  in  Common- 
wealth ol  New  Vorlc 

1900— Artisans,  Pittsburg;  reinsured  in  National, 
Hartford. 

1897— Ashfield  Mutual,  Ashfield,  Mass.;  retired. 

UOI^Associated  Firemens,  Baltimore;  reinsured 
in  Fidelity. 

bTl —.\ssociatcd  Firemen,   Providence. 

iMl— Associated  Manufacturers  Mutual,  Brooklyn; 
reinsured  in  Fhenix,  Brooklyn. 

1891— Associated  Manufacturers  Mutual,  Moline. 
lU.;  retired. 

1S08— Associated  Mutual  Fire  Underwriters,  Pax- 
ton.  111.:  reinsured  in  Illinois  National, 
Springfield.  111. 

1896— Associated  Lnderwriters,  New  York;  retired 

1899— Associated  Underwriters,  Rockford;  retired. 

1905— Assurance  Association  of  Illinois,  Chicago; 
retired. 

1897— Assurance  Lloyds  of  America,  New  York: 
feinaurec  in  Aasuranoc  Cow  oi  Americn. 

1914— Assured's  National  Mutual,  Decatur,  111.; 
receiver  appointed. 

1871— Astor,  New  York;  failed  by  Chicago  fire. 

18ST— Athens  Mutual,  Athens,  Ga.;  retired. 

1912-Athens  Mutual,  Athens,  Ga.;  liouidated. 

190S— Atlanta-Birmingham  Fin,  Birmm^Km,  Ala.; 
reinsured  in  Prudentia]  of  Tuewell;  re- 
ceiver  appointed. 

1889— Atlantic  F.  &  M.,  Providence;  reinsured  in 
National  of  Hartford. 

1898— Atlantic  Fire  and  Marine  Underwriters,  New 
York;  retired. 

Atlantic  Mutual  Fire,  Atlaatic  Qty,  N.  J. 

1896— Atlantic  Mutual  Fire,  Providence;  reinsured 
in  Svea,  Gothenburg. 

I&IS— Atlantic  National  Fire,  Macon,  Ga. ;  rein- 
sured in  New  Hampshire  Fire,  Manchester. 

Atlantic  F.  A  M.,  Proviaeetown:  retired. 

1871— Atlantic  Baltimore;  reins,  in  Home,  Md 

1879— Atlantic  Fire,  Brooklyn;  reins,  in  Home, 
N.  Y. 

184^Atlantie,  Boston. 

1881— Atlantic  Mutual  Marine,  Provincetown. 

1870— Atlantic,  New  Orleana;  reinsured  in  Factor* 
and  Traders. 

1871— Atlantic,  Brooklyn:  failed  by  Chicago  fire. 

1894— Atlantic,  Richmond,  Va.;  mail  unclaimed. 

1896— Atlantic  Mutual  Fire,  Philadelphia:  failed. 

ISQI-Atlaatic  Underwriten  at  New  York  Central 
Lloyds;  retired. 

1874— Atlantic  and  Pacific.  Chicago;  failed. 

1895— Atlantic  Fire  Lloyds,  Camden,  N.  J. 

1^1— Atlas,  Boston. 

1911— Atlas,  Des  Moines,  la. :  merged  with  Anchor 
Fire,    Des    Moines,    la. 

18S1— Atlas,  Hartford;  wound  up. 

Atlas,  Missouri;  retired. 

I87S— Atlas,  New  Orleans:  failed. 

1887— Atlaa,  Providence,  R.  I.:  retired. 

1886— Atlaa  Fire,  Columbia,  S.  C;  retired 

IflM— Atlas  Fire  and  Marine  Lloyds,  New  York 

1900— Atlas  Muttial  Fire,  Boston;  reinsured;  re- 
sumed business  in  1908;  receiver  appomted 
1907. 

ISS^Augusta   Fire,  Augusta,   Ga. 

1913— Augusta  Fire,  Augusta,  Ga.;  reinsured  in 
Citizens,  Baltimore. 

1871— Aurora,  Aurora. 

1891— Aurora,  Cincinnati;  reins,  in  National,  Conn. 

1879— Aurora,  Covington;  reinstired  in  Aurora  of 
Cincinnati 

1887~Aurora  Fire,  Philadedphia:  retired. 

1810— Automatic  Mutual  Fire,  Philadelphia:  failed. 

1896— Automatic  Sorinlder  Mutual  Fire,  Philadel- 
phda;  faOcd. 


When 
Retired 


NaMS  or  COMPANT. 


1914— Automobile  Inter  Indemnity  Association,   St 

Louis;  retired. 
1914— Automobile  Underwriters,  San  Antonio,  Tex.; 

retired. 
i86»-fialuc  New  York;  failed. 
1904-Baltimore  Fire,   Baltimore;   faUed  by  Balti- 
more fire. 

Baltimore  and  Ohio,  West  Virginia;  retired 

1877— Bangor,  Bangor;  failed. 
1889— Bangor  Mutual,  Bangor,  Me.;  retired 
Utf6— Bankers  and  Merchanu  F.  &  M.  Underwrit- 
era.   New    York;  consolidated  with  South 
and  North  American  Lloyds. 
188^— Bankers  and    Merchanu    Mutual,   Liberty, 

Mo.;  assi|(ned. 
1913 — Bankers  Fire,    Phoenix,    Ariz.;   reinsured   in 

Firemans  Fund,  San  Francisco. 
1914— Bankers    Security    Fire  Underwriters,    Hous- 
ton,   Tex. ;    retired. 
1914— Baron  Steuben  Mutual  Fire,  Ithaca,  N.   Y.; 

reinsured. 
1902 — Baloise,  Basle,  Switzerland;  retired. 
iVUO— Bavarian  Mortgage  (k  Exchange   Bank,   Mu- 
nich;  retired  from   United  btatea. 

Bay  State  Mutual  Fire,  Chelsea. 

1896— Bay  State  Mutual  Fire,  Gardner;  failed. 
1872— Bay  State,  Worcester:  failed  by  Boston  fire. 
1914— Beaver  Dam  Mutual  Fire,  Beaver  Dam,  Wis.; 

retired. 
1868— Becket  Mutual  Fire,  Becket. 
U87— Bedford    Mutual,    Bedford,    Pa.;    reina.    in 

>Eitna. 
]j86&->Bedford  Commercial,  New  Bedford. 
1871— Beekman,  New  York:  failed  by  Chicago  fire. 
1887— Beloit    Mutuftl,  Beloit,  Wia.;    reinsured    in 

Niagara,   New  York. 
1880-Belleville  Mutual,  BellevUle,  IlL;  reinsured 

in   American,   Philadelphia. 
1912— Beloit    Merchants   &    Bankers   Mutual    Fire, 

Beloit,    Wis.;    reinsured    in    Old    Colony, 

Mass. 
1910— Ben  Franklin,   Pittsburg;  amalgamated  with 

National,  Pittsburg. 
ISOS— Bergen  Co.  Farmers.  Oradell.  N.  J.;  failed 

Berkley,  West  Virginia;  retired. 

1881— Beverly  Marine,  Beverly. 
1886— Beverlv  (name  changed  to  Merchants);  rein- 
sured in  Boston  Marine. 
1887— Birmingham,    Birmingham,    Ala.;    reinsured 

in  Macon,  Mac^n.  Ga. 

Black  Hilla,  Deadwood. 

1906— Blackhawk,  Freeport,  IlL;  merged  with  Ger^ 

man,  Freeport. 
1871— Bloomington,  Bloomington:  reinsured. 
190&— Blue    Grass,    Lexington,    Ky.;    receiver   ap- 
pointed. 
190&-Blue  Ridge  Fire,  Blue  Ridge,  Ga.;  absorbed 

by  Florida  Home. 
1913— Bluff  City  Fire,   Memphis,  Tenn.;  reinsured 

in    Hernando,    Memphis. 
1891— Boatmans  F.  &  M.,  Pittoburg;  reinsured  in 

Norwich  Union,  Norwich. 
1877— Boatmens,  St.  Louis;  reinsured  in  American 

Central. 
1872— Boot  &  Shoe  Manufacturers  Mut.  Fire,Lvnn. 

Boot  Manufacturers  Mutual.  Boston;  retired. 

1872— Boston,  Boston;  failed  by  Boston  fire. 
1861— Boston  Inland  Mutual,  Boston. 

Boston  Marine,  Boston. 

1860— Boston  Mutual  Fire,  Boston. 

1861— Bowditch  Mutual  Fire  (changed  to  Hamilton 

Mutual  Fire,  1862>.  Salem. 

Bowdoin  Mutual  Fire,  Boston. 

1872— Boylston,  Boston;  failed  by  Boston  fire 
1884 — Boylston,    Boston;     reinsured     in    German- 
American,    New    York,    and     Providence- 

Washington,  Providence. 
1866— Brevoort,  New  York;  reins,  in  Home,  N.  Y, 
1877— Brewers,  Milwaukee;  reins,  in  Home,  N.  Y. 
1877— Brewers  and  Maltsters,  New  York;  reinsured 

in  Merchants.  N.  J. 
1897— Brewers  and  Maltsters  Lloyds,  New  York; 

retired. 
1900— Bristol  County  Mutual,  New  Bedford.  Mass.; 

reinsured  in  Springfield  Fire  &  Marine. 
1907— Britiah-American,    New  York;   reinsured  in 

British  America  of  Toronto. 
1896— Broadway  Lloyds.  New  York. 
1900— Broadway,  New  York;  reinsured  in  Svea. 
1887— Brookl^rn    Fire,    New    York;    reinsured    in 

American  of  Newark,  N.  J. 


RETIRED    FIRE    INSURANCE    COMPANIES. 


Bnuiiwidc,  Wcit  Viriloiti  rcllrad. 

UVC— UnwklrnLloydi,  BmoklTS :  rcDred. 
1913-Buckeye  Fin  Aesociation,  Oadnnitii  failed. 
1£M— Buckeye  Mul.,  Shelbr,  O. ;  charttr  moked. 
unu— Uuckcjre  buw,  Lmcmutij  nattO, 
18H— BuAilo,  Buffaioi  reini.  in  PhcBln,  BUya. 
IVTl— Bnfialo  Cily,  UuSiloj  tailed  by  l.faiuKD  be. 
ISU— Bufialo    Cammerciil,    Buffilo;    merge?    witb 

Bufialo  German,   BuHilo. 
Un— Buffalo  Fin  and  Uuine.  BuHilo;  fuled  hj 

Chicaso  fire, 
UM— Boflalo  Uonal  Fire,  BoHdo;  reiired. 
UH-Bu«alo  F.  ud  U.  Vain..  Bn&lo;  rednd. 
U77— Bnilden  Mutual  Fire,  Boiton. 
un— Bnilder*  Hutnal  Fiie,  Fhiladelpbla;  rtdicd 

Bnilden,  Weil  Viriliiia;  retired. 

U»~Buiiker  Hill  Fire,  CharleMon. 

Itn— Burnet,  Cincinnaii:  retired. 

ISH— Bnrlington,  BnrlinBtBO,  la.;  Wlad. 

un— Biuioeu  Went  Moltu)  Fire,  Boelon:  retn 

lured  in  Fiicmcn*,  Baltimore. 
UW— Batler  IfntDal  Fir&  Btnlcr,  Pa.:  rctirvd. 
USO— Caiiie    Generale,    Faria;    retired    tram    tha 

United  iitatei,  reineuTinc   American   riMu 

in    Impeiial    and    Nonhero,    Howard    and 

Fire  Aiaodation. 
IBIO— Calgary  Fire.  Calgaiy;  merged  with  Hudaon 

Bay   Fire, 
1S»— Cilitomia.  San  FnneiKo;  teinaured  in  Pev- 

pie*.  Mancbeaieri  Home,  New  York:  Fire 

mana    Fund,    San    Frandaco:    reorsankcd 

and  relumed  boaineaa  June  U,  IWB. 
IBIS-Calurnet,     Chicago;     reinsured    in     National 

Union,    Piitiburg. 
19IH— Calumel  Fire  Aiiociation.  Chicago:  failed. 
UST— Cambrian  Mutual.  Saaoloo;  retired. 
IMS— Cambridge  Mutual  Fire,  Cambridge,  Misa.: 

ttiniuied    in    Royal,    LiTerpool;     relumed 

mt    Cameron    Town    Matoal,    Ho.;   axiiBcd   to 

Warrenaburg  Town  Mutual,  Mo. 

Canton  Town^lntnal,  Mo. 

Cape  Cod  Mutual  Fire,  Harwich. 

Cape  Cod  Mutual  Fire,  Sandwich. 

UOt-CapiUl,    Dea    Molnei,    Iowa;    merEed    with 

MercfianU  and  Bankeri.  Dei  Moinea. 
l»12-Capital    and    MeichaoM    and    Bankeri,    Dei 

Moino;     reinsured    in     German-American, 

New  York. 
ISOD-Csrimr  Jaekaon,  Uiaa.:  failed. 
IWa— Capiul.   .Monphia,  failed. 
ISIS-Carii  il  <  :-y,  Albany;  rein*,  ia  LancaabiK. 
IXn — CapMiil  <  i^;,  Columbni;  reinnired  in  Frank 

ISVI-Capliri  1. Liy"Hutual.  Harrlabnrgt  bUed. 
ISSS-Capitat    CHy,    Montsomerr,   Ala.;    reininred 

in  Londao  and  Laiieaimrt. 
ISTS-CapitoJ  City,  Waabinpon,  retired. 
1S8B— Capital   Fire  Aaaoeiation,  Naahoa:  reloiured 

m  Craniie  Sute,  Portamculb,  N.  H. 
1308— Capiul  File,  Little  Sock.  Ark.;  abiotbcd  by 

American  Fire,  Little  Rock,  Ark. 
in5— Capital   Mulnal,   Austin,    Tex.:    reinsured. 
190»-CapiUl  Mutual,  Syracuie,  N.  Y.;  liquidated. 
lOl— Capital  Mutual.  Topeka;  failed. 
IBM-Capitol  Fire  Lloyda,  New  York:  retired. 
IMS— Carolina   Mutual   Fire,    Spartanbors,   5.    C; 
"      ~s  appointed. 
Wilmington,    N.    C;    organiialion 

not  completed. 

Caroodelcl  Home  Mutual,  St.  I.«tUa,  Ho. 

ISIll— Carriage  Builder)  Mutual,  Indianapolis.  Ind.; 

Receiver   appointed. 
1871— CarroUton.  CarroUlon;  retired. 
ISH— Caicade,  Seattle;  rein*.  In  Farmer*,  Seattle. 
l»U^-Caicade   Mutual,  Tacoma,  Wash.;  reinsured 

in  Michigan  Fire  and  Marine, 
ins— Ca*h,  Pitlaburg;  rein*,  in  American,  Newark. 
lS»-Cedar  Rapidi,  Cedar  Rapid*;    reinsured   in 

Continenul,  New  York. 
I90T— Centennial  Suie,  Denver,  CoL;  reinaured  in 

Agricultural,  Watertawn. 
UTS— Cenlral,   AlCoona:    reinaured   in    National   of 

Philadelphia, 
int— Central,  Columbua;  rein*,  in  Franklio,  Ohio. 
18T1 — Central.  Dayton:  reinaured  in   Farmeri  and 

Merchants  of  Dayton. 
IST4-CentrBl.  Philadelphia;  (ailed. 
..Central,  Pierre,  Dak. 
'  <>atial  City,  Selma,  Ala.;  reinaured  la  Hart' 

ford  Fire. 


Nami  or  CoKrawT. 


reinawMl  in  Iowa 


:  Undra.,  Chicago,  IIL 
a  Mutual  FireTFort  C 


M^ia!l,  D* 


ual  Fire,  Boiton;  retired. 

190i-Central  Mutual  Fire,  Haatingi^  Neb.;  t» 
insured  in  Mercantile  MutnaT,  Lincoln. 

ISTi-Cenlral  Mutual  Fire.  Wor«e«ei. 

ISBO— Central  Mntual,  Fort  Wayne,  Ind.i  retired. 

IgW-Cealral  OhioTToledo:  (ailed. 

188»-Central  Park,  New  York;  reiuiored  in  Knick- 
erbocker. 

ISn— Central  Fennaytvania  Mutual,  Willie  miport, 
Fa.i  tctkcd. 

1314— Central   Union,  Kanaai  Gty,  Mo.;  reinanred 


iry  Fir. 

<rj 

UiS-CtaapUu 

Chariton ,  , 

UK— Charleeton  F.  A  H.,  CharleatoD,  £ , 

IMM— Charlei  Civer  Mutual,   Bolton;  failed. 
1S71— Charter  Oak,  Hartford ;  failed  by  Chicago  Si*. 
UM— Cbarlcatown  Mutual  Fire,  Charleatown. 
im— Chautauqua  Mutual,  FreiloDia,  N.  Y. 
'■^- "-tualFire 


un— Chclaca  Mutual  Firfoielaea. 

"     ipeakc,  Waihtanon,  D.  C. 

— '7a  F.  ft  MTiUcfimond.  Va.; 
Chkago;   rdaatncd   In   Ii 
„T  of  Sat*  oi  Illinoia. 

Cbicago:  failed  by  Chicago 

ItOS-Cbicago  Fire  [Mdcrwritera,  Chicago ;  < 
>-■-' Firemeni,  Chicago;  failed. 


icago  Mutual  Fire,  Chicago:  faQeiL 
illicotbe  (Mo.)  Tows  Mutual;  aaiigaad. 
loa  Mataal,  Boaton,  Ma**.:  recener  ap- 


IMO— Qndniiatl,  Cincinnati;  rsinanivd  L 

burg,  Magdeburg 
ISM— Cincinnati  Pire  Aaou,  Cincinnati:  laJIed- 
1910-Cincinnati  Mutual,   C!ndnn»ti,    Ohio;  liqui- 

dated. 
U74— Citlaena,  Baton  Rottgc;  reinatired  in  CrcKcat 

of  New  Orleana. 
1891 — Cltiieni,  Cincinnati:    reinanred   laCcraua; 


"ifat 


r    Vork; 


WO— Citiien*.  DoTcr;  rslniurcd  la  Manufactnim 

and  Mercbanta,  Concord,  N.  H. 
law    Citiaeni.  ETaniville,  Ind.;  rdnnired  io    Ni- 

18W-Ci%m*,  Ennnrille,  Ind.;  failed. 

Isn-Citiiena  Fire  Lloyda,  New  York:  i 

in  Lafayette,  N.  Y.;  c      ' 

191*-Cili«nrrire.   Baltimor: 


I31D— Citi 

Ci 

ISH-CitL 

IMt-CitL 
ISlS-Cito 

1910-Citii 
liq 

mO-Cilii 


ISRT-Ciiiik^'  MobTle; 
ISTT-Ciliieni,  Newark; 


:,  ClarksTille,  Ark.;  reininred  in 

a  Fir^  Dallaa.  Tex.;  cWter  reroked. 
I   Fire,   Memphii,   Tenn.;  ceaaed  bu^ 

1    Fire    Aiiociailoo,    Utica,     N.     Y.; 
lated. 

1    Fire    Agxiciation.    Scaltle.    Waih.; 
led   te.ol.ed. 

s   Fire  Aun.,   Mankato.  Minn.:   reia- 

I  in  Security  Mutual  Fire.  ChatJield. 

i.Memphia;  rdna.  in  Greenwich,  N.V. 

En  People*,  N.   t. 

—  jB/«4&»- 
a  tn  PbiM- 


-Ciiiiens,  N.  Y.;  reina  [n  Fhenia.  Bi 
.Citiieni,  Ptttiburg,  Pa.;  teiaBtirtd  b 
nix,  Hartford,  Cooa. 
USi— Citiiena,    tVaahington;     reiaaared     I* 

men*.  Waafaington. 
im— Citiieni,  Wheeling  i  (ailed. 
ItM— Chiieni  Lloyda.  Chicago;  retired. 
l3ai-Citii*B*  HmuaL  Albion,  M.  Y.;  Ule 
1906— Citiieni  Mutual,  Botton;  idainred  ii 


RETIRED    FIRE    INSURANCE    COMPANIES, 


., ,  «*»j,  «.,.^,  reinaored  u 

nmnicnn,  Newark. 
UU— Cidicni   Mutual,    Pttotkcj,   U'-^h.;  receive 


IM-Ciluau  Hnttwl  Fire.  TerreU,  Tex.;  ehi 

nn-Ctiiem  HalBBL  Jackion,  Mich.;  failed. 
Un— Citiicna  Mutual,  Waterloo.  la.i  failed. 
ini--atiieii(  Hntoal,   Pontlac,   Mich.;  liq^da 
Town  Mutnal,  St.  Lonla,  Mo. 
Tom    Hntoal    Krc,    buaat    < 


Un-Clt7,  Hartford  1  failed  br  Chican  fire. 
im-Chr.    New    YoA;     r«Inaarcd^     Guardian. 

Otr,  Pbiladelphlai  retired. 


■an,  PtvTidenec; 

UB-Citr,  Richmond;  iciai.  In  New  Yoifc  Uader- 

(Rltera  Ageaef. 
Un--<:ilj  F.  &  H.,  Louiaiille;  relnaurcd  In  Com- 

mcTcial  Uniou,  London. 
UM-Ctt)'  Fire  IJindi,  New  York  (name  ebansed 
_      to  Irring  Fire  LlOTdl). 
1»«»-Cit7    Fire.    FanBe^TiUc,    Tex,;    elianer    n- 

MB-atT    of    JeSerwm    HMoal    Fire.    Jefferton, 
Ho.;    reioaured  In   Utcblcan   Cmimercial, 

Ml-Ckj  Fire   As"n„  New  Yorli;   liquidattd. 
IMS-Cily   Fire    Cndtrwnltrj   AsMcli.on,    Utook- 

m-Cin  of  London,  Loudon;  reinsured  in  Pal»- 

Ime,  U  an  cheater. 
.v--.Cit]f  Muitul  Fire,  Boilon. 
l^-Chr  Mutual  Fire.  Roibar*. 
l^-Citr  Mattul,  Harriibuis;  failed. 
Un-CitT  Mutual  Marine  and  Fire,  Boston, 
un— City  Mutoal,  St.  Louia;  reina.  In  Queen. 
1^7»-~CUyIon,  Wilmlnfftonl  failed. 
Un-Clir  Fire  and  Marine.  Newport.  K^.;  rdo- 

aured  in  Buffalo  German. 

ISn-Clereland.  Clereland;  tailed  bv  Cbican  ire 
1S»T-Clintoo,    New  York;    reinsured    in    Germu- 

US6-CliiiT""K^re  Lloy, 
!Sll-OiD!Di,.iJJ=  and 
cetaed  buiioeM. 


lO     Munul,     Wia.; 
^-Cowler*  Mutual  Marine,  BoMon. 
tnt-Codiftuate  Fire  (cbanKed  to  CltT  Win,  USO. 
UH-Cobaa^'  Mutnal  Fire,  Taunt 


UN-Colonial  Uorda.  PtalUdclpliiai  rdnanred  in 
Metropolitan  Lloyda  aad  lodemnitr  Fire 
T  1 — \a.  New  Yorfc. 

1  Mutual  Fire,  Boaton;  failed. 


Un-Co1ania1  Mutual  Fire.  Philadelpliia;  retired. 
Wl-CalDnial  Mutual  Fire,  Pbiladelpbia,  Pa.; 
_      liquidated, 

UV-CoIonlal  Underwriter*,  ChiEago;  retired. 
Un-Colorado,  DenTer;  faUed. 
INI-Colorado    Fitc,    Den*er,    Col.;    reinaured   in 

Southern.  New  Orleani. 
Ua— Colondo     Mutnal,      DenTer;      receiver     *p- 

tMf-Colondo    Uecchanta    and    Fannera    Mtttnal, 

DeoTei:  rcUred. 
iai-<oltimbiai^,New    York;     reinanred    in    Mei^ 


imbiia!.    Nn 

inta.  Newark. 

Fire.    Waablnfton, 
I  Royal.  Liverpool. 


C;    Tcin- 


UW-Col. 

im-Co1umb „__- ., 

Nllional,   Hirtfaid. 
IW— C^nmbia  F,  *  M.,  Portland,  Ore.;  rcinattred 

UN-Colnmbia  Fire  Llorda.'New  York;  reinaured 
in  Norwood  and  other  companlei. 

".    Fire    Aaaociatlon,    Ctalcafo,    ID.; 

'    ft    Dotcbeu    Count* 
__  -n  Weatctaeater,  N.  Y. 

!,  New  York. 


gjjj^  Nava  OF  Comvamt. 

ItU— Columbia    Mutual     Fire,    PtaiUdtlpbia,     Pa.; 

liquidated. 
IStO— Columbian.  Boitoii. 

Columbian  Fire  ud  Marine,  Boiton. 

ISSS— Columbian  LloTda,  New  York;  namechaated 

to  Atlaa  F.  A.  M.  Lloyda. 
im— Colnmbu*  Inauraaee  and  Banking  Compaor, 

Columbua.  Miai.;  reinsured  in  Pbmnuc  o< 

ISIO— Columbus     Mutual,     Calumbui,     Wis.;     re- 
ceiver ■□□ointFd. 
ins— Commen 


tST^-Camniercial,  Chicago  i  failed  by  Cbleago  Are. 
low— Commercial,    andnnati;   rcinrarcd   In   Her- 

ebanta  and  Kinutactarera,  Cincinnati 
UTl — Commercial,    Qereland;    failed    bjr    Chicane 


1911— Commercial    Fire.    D 

with  Hawkeye  A  iJe*  uomea,  uca  jaoinca, 

HOB-Commerciil.  Lillle  Rock.  Ark.;  receiver  ap- 

IMS-Comme'rd.il  Fire.  Houston.  Tex,;  reinsured 
in  Spring  Garden. 

UM— Commercial  Fire,  MontBomerr,  Ala.;  rein- 
sured in  PeDuylvanla  Fire. 

UST-Commercial  Fire,  Saginaw,  Mich.;  retired. 

l»14-CnmmeniBl  Fire.  Waibington,  D.  C;  rein- 
'^ured  in  Nord  DeuUcHe.  Hamburg  and 
Clobe  and  Rutgers,  New  York, 

1»01— Commercial  Mutnal,  Dea  Moinea:  retired. 

1103— Cent  mere  iai.  New  Albany,  Ind.;  Called. 

use- Commercial    Mutual,    Providence;   retired. 

irS-Cammercia]  Mutual  Marine,  New  Bedford. 

U60- Commercial,   Naaiucket. 

' —     "  :ial.  New  Orleans;  reinsured  In  Sun 

Orleani 

-^1,  St.  I 

lerdat,    New   York;    reinaured    in    Ex- 


.Commercial.  West  Viralnia. 

-Commercial    Lloyds,    New    York;    reiaiared 

in  Philadelphia  Mutual  Firei  reiumed  bnai- 

nes)  and  again  retired  in  IMO. 
-Commercial  Mutual,  New  York:  retired  from 

Ere  insurance  field:  in  1S91  reinnired  ma- 

-in.  h„.in...  ;.,  Prr,.;.i.n..>.Wa<hington. 

Col.:  meried 

cago:  retired. 


1  I'ni 


I  Undr 


eallh,   Allan 


,  Chi 


ia>— ComDonwealth,  Boatoa;  retniured  In  Coib- 
meidal  Union. 

im— Commonwealth,  Bet  Air;  retired. 

Un-Coramonwealth,   New  York;  Uled. 

Commonwenlth,  PhOadelpbia;  retired. 

1M9— Commonwealth  Fire.  Ottumwa,  towa;  rein- 
aured in  MoBonnbela,  Filtaburg. 

ISMt-Commonwealih  FTre,  Wincheater,  Va.;  cbar. 
ter  annulled. 

1  £95— Commonwealth  Fire  Aun..  New  York;  re- 
tired. 

Commonwenltb,  Weat  Vfrginla;  retired. 

ISat-Commonweallh  Mutual,  Boston;  failed. 

im— Commonwealth  Mutual.  Decatur:  failed, 

l8M-CommonweaIih  Mutual.  Philadelphia;  failed. 

IMe-Conestoga  Fire,  Lancaster.  Pa.;  contolidated 

oTianlied'ai  Gnardiin  Fire.  Pittabnrg. 


•nd  Mumfaeturera, 


'Fargo),  Dakou; 
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NaUI  or  COHPAR 


18H— Coaiolidated    Uaderwriteri    (Lloyd*),    New 
York;  reinnred  id  Eutera  Mutual.  PhiU 
iii«__i- — .r — ..I    .1    im — i.^    Chii»BO;   relmnred 


Un— CaDtiDcDlal  ^Fi 
...COntiiieDBl, 


Llal,  PhiUddpbia;  retired. 


Little    Kadi,   Ark-i    rein- 


.    t  Virgin!*;  retired. 

use— Continental  Fire,  Minneapolii;  tailed. 
U»— Continental    Fire    Awociatioa,    Foit    V 


WoTtfa,  Tex,: 


i.,S[r"» 


IWft— CoBtineiital   Undennitcn,   Chioaac 

mt    Conwy  Fire,  BoMon. 

inr— Coanjr  Motnal  Fire,  Conmr. 


lK»-Cook    Coontr    Firi 

failed. 
UU— Cooper, 


Uorda,    Chicxo,    111.; 
Obio;    reinnred   in    North 


_.^.,    -jyton, 

Britiah  A  Men 

Uli— Co^peratiTC     Fire,     Port     Ji 
liquidated. 
..Cora  Qty  UutwO.  Toledo;  failed. 


York;  failed  b]r  Bonon 
li;  failed. 


Cera  Bxchaaic,   PhUadelchli ;  failed. 

UH-Cacnw*U  Mutoal,  Lebuon,  Ps.;  r-"- 
IMB—Connopolilan  Fire,  New  Vorii;  ri 

Boyil  Exchanie. 
ini— Connopolitan  Mutual  Fire,  Philadi 

UOC-Conneil  BInfi*.  Conndl  Blnffa;  failed. 


UW-Craft  Owi 


1  (State). 


ity    Enchange,    Wash 


uu-^jwiDuiT  Untnal,  CnabiUT.  V.  J.;  retired. 
U70— Oncent,  Cindotutl;  retired. 
UM-Oeaceat.   Oeraland;  failed.  „ 

UW-OT*cc^|New  Orleani;  reinrarad  in   Bart' 

IM  rim  I  Ml  Llojpde,  New  York;  relnnved  in 
JackKm  Rre  and  Marine.  N«w  Orleana. 

Ut»— Crolon,  New  York;  failed. 

Dairnnea'a  Town  Mnttul,  5t.  Loni«,  Mo. 

un— DakoU  Fire  and  Uulne,  Mitchell.  S.  D.; 
retired:  temned  in  lUt:  retired  in  1S9G. 

1888— DakoU  Mntiwl;  reioaured  in  Fidelitr  Mutml 
ol  Hnion,  Dakota. 

US8— Datrntletf  Hnlnal,  PhifadclphU;  failed. 

un— Danphin  UntuaL  Danpbin,  Fa.;  failed. 

UTt— DaTenport,  DaiCDport:  retired. 

US8— Danatport  MntioX  DaTenport.  la. 

U(S— Dayton.  Darton,  O.;  rtina.  In  Home.  N.  Y. 


Retired.  N*M«  oir  Co«»*»t. 

Dlghton  Mntnal  Fire,   Digliton. 

ISH— Dorcheater   Fire,    Dorcbeater. 
U(W— Dover  Mutual,  Uover,  K,  H.:  , 

Qtiaena  ofUover.  N.  U. 
iStl— Drugglau  Mutual,  »-  •— - 
im-Diy     Ciood.     ft     Gr 

Wii;   reinnited  i 
UK— Dry    Gwda    Mutu 

1811— Dulutb  Mutual.  Duluth;  failed. 
USi— Dunbaiton  Mutual,  Dtubarton,   N.  1 

IMS— Duqueane    Mutual,    Plttibnrx;    recdi 


PluIadclpUa:   retired, 
jceri    Mutual,    Jeffenoo, 
1  Mdiican  ConuneidaL 
al,    i'tuladdptaiai    ceeMd 


Teutonia  a 

:as    Fire.    Pouihkeep 


UM— DweUins  Uouae.  iloaton; 
field  F.  &  M.,  SpRnali 


in  Sfirini- 

Springlield.  Maia. 

__■_         ^         Commireiil, 


HonCreal; 


Ud— Eagle  Fire.  Boaton. 
lM8~EagIe  Fire  Campany,  Ne« 

in  North  Britiah  &  Hen 
un— Eacle  Mntnal  f  ir^  Boaton 
UTt-Eaatcm,  Bangor;  failed 
IXn-KMern,  New  York;  i 

Nawlfork. 


im— Eastern  /adnon  Farmera.  Graaa  Lake.  Mill.; 

1887— Eastern  Mutual  Fire.  BoatoDi  failed. 

itnal,'Long   leland   Otyi  i» 

w  YoA:  retired. 

w,     KnoKTille:     reiDiured    in 


lffil~E*>l 


U8(-DeUvare    : 


^    vt'ilmlL 

AiucnEaii,  Philadelphia. 
18GS— Delaware  Mutual,  Philadelpbii, 
1M8— Delaware,   DoTcr,   Del;  reinnued   In   Hart. 

ford  Fire. 
ISia-Deliware,     Philsdelphia,    Pa.:    reiniured    in 
Weslcbester,    N.    Y.;    North    River,    New 
York. 
un— DeUware     State,     Wilmlnfton;     Uoenae     re- 

Toked;  reinaured  <o  Qaeen, 
ISK— Delta,  Greenville,  Miss.:  retired. 
-      -  "ew  Orlean.;  failed. 

DeDTer:  failed. 

Denver;  reins,  in  Royal,  U*erpooL 
nei  Fire,  Des  Mainea,  la.;  amal- 
d_  with  Hawkeye^  Dei  Motnea. 

;  ceased  bnri- 

Deuvil  MuCnal  of  Wayne,  Washtenaw  and 

Lenawee  eotintlea:  faded. 

18»-Detroit  Manufacturers   Mutual,   Detroit:   re- 
tired. 
UIT— Detroit  Sealdenee  Mntnal,  Detroit:   retlred. 
IME— Doiniaion,  Taiewell,   Va.;  reinsured  in   Pru- 


lS91-En5 

Te 

«;:  t;)„ 

bama.   Fir 

'I 

ydi 

im-Eln 

nT 

t   Londo 

\^ 

h  MuluaL  Elir 

ce  Fire  Lloyd*. 
Fhllndelphia;  airiene.! 
Eini.  in  Miami  Valkr. 


ic    Mutual,    Bo*U 
'    York 


,   New   Yi 


;i.""" 


1K93— Eltc 

Ne..    

un— Eliot,  Boston;  rdna.  in  Nluva.  N.  V. 

ISBS-EUicott  LloyJe,  BuftOo.  N?V^ 

13U~E1    Reno   Mutual   I^re,   El   Reno,    Okla.;  re- 
ceiver  appointed. 

un— Empire.  Chleago;  retired. 

IBIK-Eijipre   City ^re..  New   YoA;  merged  with 
WiUiamsburgh  City. 

JlStP"'^  Mntnal.  Union  Spring.  New  York. 

l»t— Empire  State.  Rochester;  reinaurel  in  Rork 

1910— Emoire    State    Fire    Insurance    Asiociatian. 
Utica.   N.    Y.;    liquidated. 

I88S— Empire  State  Fire  Lloyda  AaMiciaijaii,  Ne« 

un— Belerprfaa,   CiDdnnatli  leinmnd    In   Royal. 

Un-Enl«pri*c   mUdelpbU;   failed   br   Chlcnr- 

Uafr-EoterprlM,  PIttabnri;  rcHrod. 
Mf-Enterprjae  gre  Uoyda.  N«w  York. 

Equitable,  ChieagoV  Slled. 

un— Equitable.   Merlden;  rdnanred  In   St.   Paol 

UH-Eoultable.   Naahrllle;  reinaumd  la   PriMint 

un— Eonitablc.  Wheuoo,   IIL;  failed  bj  CUcagn 

U88-Eqni(able,   Wheeling,   Va.;   relnaarad. 


RETIRED    FIRE    INSURANCE    COMPANIES. 
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When 
utomL 


NaMX  or  COMPAVT. 


IXMr-Equitablc  Fire  and  Marine  Lloyds,  Chicago; 

retired, 
im— Eflniuble    of    Inoiaaa.    ladianapoUi,    Ind.; 

ISM-Eqnitable    Fire    Lloyds,    New    York;    rein- 
sured in  East  RiTer  Mutual,  New  York. 

ISOS-Eguitable  Fire,    Snow  HiU,  Md.;  reinsured 
in  Delaware,  Dover,  DcL 

189ff— Equitable  Marine,  Provincetown,  Mass.;  re- 
tired. 

ISl^Equitable  Millers  Mutual.  Philadelphia. 

1B95-Equitable  Mutual  Fire,  New  York;  failed. 

1912— Equitable  Mutual   Fire,  Richmond,   Me.;   re- 
ceiver appointed. 

1S06— Equitable  Mutual  Fire,  St.  Paul;  recefver  ap 
pointed. 

UW-EquiUble  Safety,  Boston. 

Equitable  Town  Mutual,  Chillioothe,  Mo. 

Equitable  Town  Mutual,  Kansas  City,  Mo. 

1911— Equity  Mutual   Fire,  Philadelphia,  Pa.;   dis- 
solved. 

ISQS— Erie,  Buffalo:  reinsured  in  ^tna,  Hartford. 

ISBI-Erie,  Sanduskv:  failed. 

189S— Brie  County  Mutual  Fire,  Buffalo;  reorgan 
ised  as  Erie  Fire. 

1M2— Esopus    Co-operative,    Port    Ewen,    N.    Y.; 
liquidated. 

Brussels;  retired. 


1914-Essex  County  Mutual,  Bloomfield,  N.  J.; 
solved. 

U44— Essex  Marine,  Ncwburyport. 

Essex  Mechanics  Mutual  Fire,  Salem. 

law  Essex  Mutual  Fire,  Salem,  Mass.;  reinsured 
in  Ltticashire. 

ttli-Eiireka,   Pittsburg;  failed. 

1912— Eureka  Manufacturers  Mutual  Fire,  Indiana, 
Pa.;  liquidated. 

1984— Evansvilfe.  Evanavillc^  Ind.;  reinsured  in 
Phcnix.  Brooklyn. 

IM^Evcrett,  Mew  York:  failed. 

Un— Excelsior,  New  York;  failed  by  Chicago  fire. 

1907— Excelsior  Fire,  New  York;  dissolved. 

U71— Excelator,  St.  Louis;  reins,  in  Merchants, 
N    f 

1895-Exceteior  Fire  Uoyds,  New  York:  retired. 

8W— Exeelsior  Mutual  fire,  Boston;  failed. 

1S72— Exchange    Fire,  Boston. 

19(H— Exchange  Fire  Underwriters.  Chicago;  re- 
tired. 

1872— Exchange,  I^nn;  failed  by  Boston  fire. 

IM— Exchange.  New  York;  reinsured  in  Lanca- 
shire Manchester;  resumed  1802j^attd  rein- 
sured in  New  York  Bowery  in  1898. 

1912— Exchange  Mutual,  Philadelpnia;  receiver  ap- 
pointed. 

ISn— Factors  and  Traders  of  New  Orleans:  rein- 
smed  in  German-American  of  New  York. 

1913— Factors  Fire,  Memphis;  reinsured  in  West- 
chester, New  York. 

U96— -Factors  Mutual  (Marine),  Memphis;  rein- 
stared  in  Factors  Fire. 

187T— Factory  Mutual.  Boston. 

IflVT— Factory  Mutual.  Philadelphia;  retired. 

1981— Fktr&x,  Alexandria. 

198&-Fairfield,  South  Norwalk;  reins,  in  Niagara. 

1967— Fairhaven,  Pairhaven. 

nUr-Fsirhaven  Mutual  Marine.  Fairhaven. 

Un— Falrmonnt  Mutual,  Philadelphia:  failed. 

1911— Fairmount  Mutual  Fire,  Philadelphia,  Pa.; 
dissolved. 

19Q&-Falls  Church  (Va.)  Mutual;  retired. 

1^02— Falls  City,  Louisville;  reinsured  in  London 
and  Lancashire. 

1902-FalIs  City  Fire.  Spokane,  Wash.:  merged 
with  Pioneer  Fire.  Tacoma,  Wash. 

190a-Falls  City  Mutual.  Falls  City.  Neb.:  failed. 

1878— Fame,  Philadelphia;  reinsured  in  Liverpool 
and  London  and  Globe;  reorganised  1206; 
retired  in  1908. 

U92— Fanenil    Hall,    Boston;    reinsured    in    New 


^  .       failed. 

Unr-Farmera.  Cincinnati;  reinsured  in  Germania 

New  York. 
jWr-Fannera,  Howard,  O.;  wound  up. 
UN— Fisrmera,  Seattle;  reins,  in  State,  Salcoi,  Ora 
Farmers  and  Mechanics,  Washington,  D.  C 

failed. 


When 
Retired. 


Nams  or  Company. 


1826-Fanners   and   Mechanics    Fire,    Alexandria 

Va.;  failed. 
1906— Fwmtfs    and    MerchanU    Fire,    Rochester, 
.oM    „N.  Y.;  ceased  business, 
un— Farmers    and    Mechanica    Mutual,    Millers- 

1894— Farmers  and  Merchants,  Albany,  Ore.;  re- 

imo— Farmers  and  Merchanta,  Cincinnati;  retired. 
1911— Farmers  and  Merchants,  Lincoln,  Neb.;  re- 
.*v*.    „ce»vcr  appointed. 

19W-Farmers  &Merch„  San  Antonio,Tex. ;  failed. 
Ao**— 'armCTs  and  Merchanta,  Dayton;  reinsured 

in  Firemens  of  Dayton. 
W*-Fwm«s    and    Merchanta,    Mahanoy    City; 

failed. 
1898    Fymers    and     Merchants    Fire,    Bloomins 
.^^    ^Prairie,  Minn.;  retired. 
1201— Farmers  and  MerchanU  Fire,  Dallas.  Tex.: 
tMuv    «ch«^«  revoked. 
1880— Farmers    and    Merchants    Mutual,    Denver: 

rettfed. 

Farmers  &  Merchanta  Town  MutnaL  Cam- 
eron, Mo. 

1208-Farmers  and  Planters^  Mutual  Protective 
Aasociation.  Waxahache,  Tex.;  charter  re- 
voked. 

1914— Farmers  and  Threshers  Mutual  Fire,  Huron, 

1205-Ftfmers  and  Threshers  Mutual  Fire,  Pftria. 
lAAT    «^"-'  receiver  appointed. 
1905— Farmers  and  Traders  Mutual  Fire  of  Mon- 
iofta_w'*^  Counpr.  New  York;  retired. 
1902-Farmers     Alliance    Mutual     Fire,     Denver, 
,«i«    -,Colo.;   discontinued  husiness. 
llStZv^^  Cooperative.  Seattle;  letired. 
u»— Farmers  Home,  Jelloway,  O.;  reinsured  in 
i...    „Q*>*«n.  L*v«rPOoL 

187T-Fanners  Joint  Stock.  Meriden,  N.  Y.;  failed. 

1914-Farmers    Mutual    Equity,    Henderson,    Ky.; 

dissolved.  *       j  » 

JSi~S*"°*"  Mutual  Fire,  Johnstown,  Wis. 
1914— Farmers    Mutual    Fire,    Koshkonoug,     Wis.: 
liquidated.  ' 

ISTO-Fgmers,     Merchanta     and     Manufacturers, 

iflaa_w?""***W  Z5*?^J?  Firemens.  Dayton. 
5S?~C*™*"  Mutual,  Arkansaa;  failed. 
1911-Farmers    Mutual,    Meadville,    Pa.;    receiver 

appointed. 
Farmers  Mutual  Fire  of  Schoolcraft,    Delta 

and     Menominee     Counties,     Menominee, 
*««•    „Mich. ;  receiver  appointed. 
1806-FMmers   Mutual   of  Ingham,    Clinton   and 

Eaton   Counties.   Landng,   Mich,;   ceased 

busmess. 

1907— Farmers  Mutual  of  Washburn  County.  Wis.* 
,^^    „  receiver  appointed.  '  ' 

1904— Farmers  Mutual  Fire.  Manistique,  Mich.; 
retired. 

ISS^E""*"  Mutual  Fire.  Georgetown. 

1887— Farmers   Mutual   Fire,   Montevideo,   Minn.; 

retired.  * 

l*W— Fanners    Mutual    Fire    Assocfation.    Mont- 
,,^    „Komery,  Tex.;  charter  revoked. 
189^-Fanners  Mutual  Fire  of  Alcona,  Alpena  and 
i«M    ^Montmorency  counties,  Mich.       ^^ 
iw»— Farmers  Fu-e  and  Tornado,  Texarkana.  Tex.* 
tofto^  -Charter  revoked.  * 

l80»-FMrmara     Mutusl     Insurance     Assocfation, 
10AI    w^i^^^'lr^'^N^^'.^^^rter  revoked. 
1901— Farmers   Mutual   of  Alger,   Marquette   and 
,««    ^Baraga  counties,  MichT;  Retired/ 
180»-Fanners    Mutual   of   Hunt    County,    Green- 
i<»^    «^"«»  ^SF-J  cl«rter  revoked- 
iSaT?*™'*^'  Mutual  Fire  of  Middle  P*.;  retired. 
t89»-Fanners  Mutual   Fire  of  Midfand,   cSSrin 

pSintS'*'    «>«°*»c^    Mich.;    rSeivw   a^ 
18»-Fwmers   Mutual  of  Otsego,    Crawford   and 

gojcommon   counties,   Vanderbilt,   Mich.; 

Farmers  Mutual,  Canton,  Dak. 

.;^.. Farmers  Mutual,  Groton.  Dak. 
1880— Farmers  Mutual,  Meriden,  N.  Y. 
1889— Farmers  Mutual.  Buffalo,  N.  Y. 
1897— Farmers  Mutual  of  Nashville.  Tenn. 
1871— Farmers  Mutual,  Malone,  N.  Y. 

Farmers  Mutual,  Alexandria.  Dak. 

1892-Fwmers  Mutual  erf  Ogemaw.  Arenac  and 
Iosco  counties,  Mich.;  failed. 
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NaMB  or  COMPAKY 


When 

Retired. 

Farmers    Mutual    of    Gratiot    and    Isabella 

counties,  itiiaca,  Mich.;  iailed. 

Farmers  Mutual  of  Kalkaska,  Missaukee  and 

Wexford  counties,   Mich.;   failed. 

Farmers  Mutual  of  Lake,  Osceola  and  Wex- 
ford counues,  Cadillac,  Mich.;  failed.  , 

ins— Farmers  Mutual  Fire,  Danville,  Jk*a.;  reored. 

law— Farmers  Mutual,  Hatboro,  Pa.;  dissolvedy 

1901— Farmers  Mutual,  Wilmington,  N.  C;  failea. 

IMO— Farmers  Mutual  Had  and  Lydoire,  Watex- 
town.  S.  D.;  failed.  _  ^ 

IMS— Farmers  Mutual  Relief,  Hillsboro,  Tex.; 
charter  revoked.  ^^  .     . 

1900— Farmers   Mutual,  Thompson,   O.;   retired. 

1880-Farmers  National.  Planlonton;  failed. 

U91— Farmers  Union  Mutual,  Grand  Island,  Neb.; 
retired* 

UTS— Farmville,  Farmville,  Va.;  reinsured. 

1898— Farragut.  New  York;  reins,  in  Lancashire. 

1881— Fayette  Mutual  Fire,  Lawrence. 

ins— Federal,  Allegheny;  reinsureo. 

Federal,  Washington,  D.  C;  retired. 

1904— Federal  Fire  Underwriters  of  lUmois.  Chi- 
cago: retired.  ... 

IMS— Fedenl  Fire,  Chicago;  canceled  busmets  and 
retired. 

1909— Federal  Lloyds,  Chicago;  retired.  _ 

1900— Fidelity,  Baltimore;  absorbed  by  Firemena, 
Baltimore. 

1980— Fidelityi  Cincinnati:  reinsured  in  Washing- 
ton. Conn. 

1894— Fidehty  Fire  and  Marine,  Boston. 

]89f— Fidelity  F.  and  M.,  Cincinnati;  reinsured  in 
Mercnants  and  Manufacturers,  Cincinnati 

U1S— Fidelity,  Delphos,  O.;  reinsured  in  Firemans 
Funil,  San  Frandsoo.       _ 

1889— Fidelity,  Great  Falls,  N.  H.;  reinsured  in 
London  and  Lancashire. 

1918— Fidelity,  Des  Moines;  reinsured  in  German. 
American,  New  York. 

1891— Fidelity,  Huron;  reins,  in  Hekla,  St  FftuL 

1904-FideUty  Ins.  Assn..  New  York:  liouidated. 

1896-Fidelity  Fire  Lloyds,  New  York;  retired. 

190S— Fidelity  Home  Fire,  Corsicana,  Tex.;  char- 
ter revoked. 

190S— Fidelity  Home  Fire,   Dallas,  tex.;   charter 

]88S-FideUty  Mutual.  Philadelphia;  failed. 

189S— Fidelity  Mutual  Fire,  Denver,  Colo.;  rein- 
sured in  Loyal  Mutual  Fire,  Denver. 

Fidelity  Town  Mutual,  Kaasaa  City.  Mo. 

1897— Fire  and  Marine,  WheeUng,  W.  Va.;  rein- 
sttfed  in  Caledonian. 

1906— Fire  and  Marine  Lloyds,  Washington,  D.  C; 
ceased  business. 

1882— Fire  Association,  New  York;  reinsured  in 
Lancashire,  Manchester. 

1898— Fire  Association  of  Texaa,  Waco;  reinsured 
in  Mechanics  and  Traders,  New  Orleans. 

1897— Fire  Cotmty  Mutual,  Detroit.  Mich. ;  retired. 

1888— Fire  Insurance  Association,  London;  retired 
from  United  States;  reinsured  in  New 
Hampshire  of  Manchester,  Liberty  of  New 
York^  Norwich  Union  of  England,  and 
Merchants  of  Newark.  N.  J. 

t89S— Fire  Ins.  Co.  of  Sandusky,  O.;  failed. 

1915— Fire  Ins.  Co.  of  Seattle;  reinsured  in  Pacific 
States,    Portland.    Ore. 

187S— Firemans,  Altoona;  failed. 

1871— Firemans,  Chicago;  failed  by  Chicago  fire.  ' 

190S— Firemans  Fraternity,  MfHersburg,  Ky. ;   failed. 

1897— Firemena,  Chicafro:  retired. 

1907— Firemens  Fund  Insurance  Corporation,  Saa 
Fhmcisco.  CaL;  reinsured  in  Firemans 
Fund  ana  retired  from  business. 

1904— Firemens,  Baltimore;  failed  b^  Baltimore 
fire;  Baltimore  risks  reinsured  in  Firemans 
Fund;  outside  risks  in  Providence  Wash- 
ington. 

18BS— Firemens,  Cincinnati;  reinsured  in  Mer- 
chants and  Manufacturers,  CinctnnatL 

188S— Firemens.  Dayton;  reins,  in  National.  Conn. 

1884— Firemens  Trust,  Brooklyn:  reinstircd  in 
American  of  Newark,  and  Phenix  of  Brook- 
lyn and  Boston  Marine. 

1871— Firemens,  Boston;  failed  by  Boston  fire. 

189S— Firemens,  Boston :  reins,  in  Hartford  Fire. 

UH39— Firemens,  New  Orleans;  reinsured  in  Ger- 
mania  of  New  Orleans. 

1879— Firemens  Fund,  New  York;  reinsured  in 
Peoples,  Newark. 


NaMS  or  COMPAMY. 


When 
Retired. 

1890— Firemens,  New  York;  reinsured  in  Home  of 
New  York  and  Mechanics  and  Traders  of 
New  Orleans. 

IMS— Fire  Undrs.  of  America.  Chicago;  retired. 

190ft-First  National,  South  McAlester,  L  T.;  re- 

,_^       in»urca  in  Uruggisu  isMtuu^L  do.  McAl'r. 

U9S— First  Nauonal  i<ire,  Fredericksburg,  vs.; 
cnarter  annulled. 

1896— First  National  Fire,  Worcester;  reinsured  iv 
NaticoiaL  Hartford. 

1844— Fishing,  Boston. 

184fr— Fishing,  Provincetown. 

19U— Flood,  City  Mutual  Fire,  Johnstown,  Ps.; 
liquidated. 

1887— Florida  Fir&  Jacksonville  and  Tampa:  rein- 
^rared  in  North  British  and  Mercantile. 

1915.. Florida  Fire  and  Casualty,  Jacksonville;  rein- 
sured in  First  National  Fire,   Washington. 

1909— Florida  Home;  reinsured  in  Atlantic  Na- 
tional,  Macon,  Ga. 

1911— Fond  du  Lac  Mutual,  Fond  du  Lac,  Wis.; 
discontinued  business. 

1870— Forest  aty,  QeveJand;  failed. 

1914— Forest  City,  Rockford.  111.;  reinsured  in  Na- 
tional  Fire,   Hartford. 

1904— Fort  Dearborn  Fire  Assn.,  Chicago;  retired. 

1912— Fort  Pitt  Mutual,  Pittsburg,  Pa. 

Fort  Worth.  Fort  Worth,  ind.;  reinaored  ia 

Indiana  Underwritera. 

188S-Fort  Wayne,  Fort  Wayne,  Ind.;  filled. 

Franklin,  Tenn.;  retired. 

Ifra— Franklin,  Boston;  failed  by  Boston  fire. 

1881— Franklin,  Boston;  reinsured  in  Scottish 
Union  and  National. 

1874— FVanklin,  Camden;  failed. 

1871— Franklin,  Cincinnati;  reinaured  in  Triumph 
and  Fidelity. 

1819  Franklin.  Columbus;  reinsured  in  Goardian, 
London. 

1902— Franklin,  Columbus;  reinsured  in  New  York 
Underwriters  Agency. 

1878— Franklhi.  Baltimore:  retired. 

1908— Franklin,  Evansville,  Ind.;  rdnsared  in 
American,  Newark. 

188(^Frank1iii,  Indianapolis;  reinsured  in  German- 
American,  New  York. 

1886— Franklin.  Louisville;  reins,  ia  National.  Ct. 
.   1874— Franklin,  New  Orieans;  failed. 
j  1867— Franklin,  New  York;  failed. 
:  1878— Franklin,  St.  Louis;  reins,  in  Home.  N.  Y. 

1911— Franklin,  Wheeling.  W.  Va.;  reinsured  in 
National,  Hartford. 

1884— Franklin  and  Emporium,  New  York;  rein- 
sured in  Exchanffe. 

1914— Franklin  Fire,  Washington;  reinsured  in 
Boston,  Boston. 

ISn— Franklin  Mutual.  Malone,  N.  Y.;  retired. 

1887— Franklin  Mutual  Fire,  Greenfield,  Maaa.;  r«- 
insured  in  Globe  Insurance  Compeny. 

1906— Franklin  Mutual  Fire.  St  Lonis;  reinsured 
in  National,  Hartford. 

Franklin  Mutual  Fire,  Lynn. 

189S-Fratemal  Fire,  Lima.  Ohio:  failed. 

1886— Frederick  Co.  Mutual,  Fkederick,  ICd.;  4ie> 
solved. 

1910— Freeholders,    Topeka,    Kan.;    reinaored    in 

Firemens,  Newark. 

Ijn-Fulton,  New  York;  failed  by  Chicago  fire. 

1»8— Fulton  Underwriters,  New  York;  retired. 

Mg-Gallatin,  New  York;  Med.  -^"^ 

}5l:""S*^T.*»*«ii  Galveston;  reinsured  la  Union. 

1871— Garden  City,  Chicago. 

1898— Garden  City  Mutual  Fire.  Chicago;  &i1ed. 

1909— Garfield  Assurance  Fire  Lloyds,  New  York; 
liquidated. 

Gate  City  Fire,  Atlanta,  Ga.  receiver  ap- 
pointed. 

18W-Gebhard.  New  York;  merged  with  Star,  N.Y. 

1888— General,  London;  reinsured  fire  boaineas  in 
London  and  Lancashire. 

1889  General  Fire  Insurance  Company,  Ifutoal, 
New  York;  organized,  but  never  material- 
ised. 

1898— C^eneral  Lloyds,  New  York. 

190^-Gcnes8ee  Valley  Fire,  Rochester.  N.  Y.: 
liquidated. 

1911— George  Washington  Mutual  Fire,  Philadel- 
phia,   Pa.;  liquidated. 

1887— Georgia  Empire  Mutual,  AHanta,  Go.;  reHre<1 

1915— Georgia  Fire,  Atlanta,  Ga.;  reinsured  in 
Royal  Liverpool. 
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Namb  of  Company. 


When 
Rctixed. 

1906— Georgia    Industrial,    Atlanta;    receiver    ap- 
pointed. 
11)07— Georgia  Mutual,  Atlantt,  Ga.;  recetYcr  ap- 
pointed. 

U9T-Oeorgia  Mutual,  Atlanta,  Ga.;  retired. 
U87— German- American,  14 ew   Orleans;  lailed. 

UM— German-Americaa,  Richmond,   Va.;  failed. 

UMMierman-American,  St.  Paul;  reinsured  in  Si 
Paul  German. 

18W  Grrman-Amencan  F.  and  M.  Lloyds,  Nevk 
York;  name  changed  to  Royal  t\  and  hi 
Lloyds. 

IKNMjerman-American  Town  MutuaL  Caltfomia, 
Ma;  failed. 

1906— German-American  Mutual  Fire,  Hastings, 
Neb.;  receiver  appointed. 

190(— German>American  inter  Insurers  Under* 
writers,  Chicago;  retired. 

1M6— German  Alliance  Underwriters,  Chicago; 
ceased  business. 

1886   German  Fire  Association,  Toledo ;  failed. 

UOI^-German- American  Mut.,  St.  Louis;  assigned. 

German- American    Mutual   oi    Wayne,    uaK 

land  and  Livingston  Cos.,  Detroit;  tailed. 

1907— German- American  Town  Mutual.  St.  Louis 
Mo.;  assigned. 

1871— German,  Cleveland;  failed. 

Un-German,  Dayton;  reinsured  in  Teutonia. 

1874— German,  Ene;  failed. 

1806— German,  Freeport;  reinsured  in  Royal,  Liv- 
erpool; receiver  appointed. 

1912~German,  Indianapolis;  reinsured  in  National, 
Hartford. 

18iB   German,  Fhila.;  reins,  in  National,  Conn. 

3881— German,  Quincy,  111.;  reinsured  in  Manches- 
ter, Kngiand. 

1823— German,  St.  Louis;  reinsured  in  German 
American  and  German  Mutual. 

German,  Scotland,  Dak. 

German,  Sioux  FsuUs. 

1801— German  Equity  Fire  of  Monroe  County, 
N.  Y.;  retired. 

1912— German  Fire,  Memphis,  Tenn.;  receiver  ap< 
pointed. 

1886  German  Fire  Llo^rds,  New  York;  name 
changed  to  Associated  Underwriters. 

1914— German    Fire  Under.,  Gary,   Ind.;   failed. 

German    Guarantee   Town    Mutual,    Kansas 

City.  Ho. 

1900  Geinian  Mutual,  Newark;  reinsured  by 
National.  Hartford. 

1907— German  Mutual,  Oldahoma  Qty;  recciTer  ap- 
pointed. 

1902— German  Mutual  Fire,  Denver,  Colo.;  rein- 
sured in  Commercial  National,  Denver, 
Colo. 

190<(— German  Mutual  Fire,  St.  Louis;  reinsured  in 
National.  Hartford. 

1908— German  Mutual,  Des  Moines,  Ia.{  failed. 

190(— German  National,  Chicago ;  reinsured  in 
Dubuque  Fire  and  Marine;  receiver  i^ 
pointed. 

188$— German  National.  Louisville;  reinsured  in 
Orient,  Hartford. 

1914— German  Security  Fire,  Louisville,  Ky.;  rein- 
sured in  Boston,  Mass. 

190^— German   Union,   Baltimore;  retired. 

1804  German  Union,  Wilmington,  Del. ;  reinsnred 
in  Star  Fire,  Louisville.  &y. 

1871— Germania,  Chicago;  failed  by  Chicago  fire. 

1873— Gcrmania,  Qeveumd;  reinsured  in  Sun. 

Un-Germania,  Elizabeth;  reinsured  in  La  Caissc 
Generale. 

lflM>— Germania,  Memphis,  Tenn.;  reinsured  in 
American,  New  York. 

USfr-Germania,  Newark;  reinsured  in  German- 
American,  Newark. 

1908— Germania,  New  Orleans,  La.;  absorbed  by 
Teutonia,  New  Orleans. 

.^..Germania,  Toledo,  retired. 

18®— Germania  Fire  Llovds,  Chicago;  retired. 

189D— Germania  F.  and  M.,  Cincinnati;  relnsureo 
in  German-American,  New  York. 

1900— Germania  Town  Mutual,  Rockport,  Mo.; 
failed. 

JM||-Germania  Insniance  Assn.,  Toledo;  retired. 

18B7-Germania  Mutual  Fire,  Philadelphia;  failed. 

1911— Ginners   Mutual,  Athens,  Ga.:   receiver  ap- 

,-__      pointed. 

]«n— Globe,  Boston;  reinsured  in  Shawmut. 


When 
Retired. 


Nams  or  CoMrAmr. 


1873— Globe,  Chicago;  faUed. 

1883— Globe,  Cincmnau;  rdnsured  in  Phenix, 
Brooklyn. 

1S85— Globe,  Des  Moines; reinsured  in  Des  Moinea. 

1899— Globe,  New  York;  merged  with  Rutgers  Fire, 
New  York. 

1915— Globe  Fire,  San  Antonio;  reinsured. 

IMNH-Ulobe  Mutual  Fire,  Philadelphia;  retired. 

1884  Gloucester,  Gloucester,  Mass.;  reinsured  in 
Westchester,  New  York. 

1863— Gloucester  Marine,  Gloucaiter. 

......Gloucester  Marine,  Glouctrfter. 

1885— Goodhue,  New  York;  reinsured  in  MetM- 
politan. 

1908— Grain  Dealers  Mutual,  Minneapolis^  Minn.; 
reinsured  in  Security  Mutual,  Chatfield, 
Minn. 

1900— Grain  Growers  Mutual,  Lincoln,  Neb. 

1881— Granby  Mutual.  Granby,  Mass.;  retired. 

1914-_Grand  Forks  M.utual  Fire,  Grand  Forks,  N. 
D.;  reinsured. 

1901— Grand  Rapids,  Grand  Rapids,  Mich.;  rein- 
sured in  National,  Hartford. 

188(^— Granite,  Richmond:  reins,  in  Connecticut. 

1864— Great  Barrington  Mutual  Fire  (changed  to 
Housatonic).  Great  Barrington. 

1916— Great  Southern  Fire,  Lyndon,  Ky.;  merged 
with  Henry  Clay  Fire,  Lexington,  Ky. 

1871— Great  Western,  Chicago;  tailen  by  cnicago 
fire. 

187&— Great  Western,  New  Orleans;  failed. 

Great  Western,  Philadelphia;  retired. 

1886— Great  Western  Marine,  New  York;  retired. 

1914.. Green  Bay  &  DePere  Mutual  Fire,  Green 
Bay,  Wis.;  reinsured. 

1869— Greenfield  Stock  and  Mutual,  Greenfield. 

1908— Greenwood  Fire,  Greenw<>od,  S.  C;  rein- 
sured in  Commercial  Union,  London. 

1904— Greenwich.  New  York;  reinsured  in  Com- 
mercial Union,  London;  resumed  business 
in  1910;  merged  with  the  Faciiic  Fire,  New 
York,  in  1913. 

1870— Grocers,  New  York;  reinsured  in  Greenwich. 

1896— Grocers  Mutual  Fire.  Philadelphia;  retired. 

1889— Guarantee  Mutual  Fire,  Harrisburg;  tsOcd. 

1889— Guaranty,  Great  Falls.  N.  H.;  reinsured  in 
London  and  Lancashire. 

1877— Guaranty,  New  York:  reinsured  in  RoyaL 

1906-Guardian  Fire  of  Oneida  County,  New  York; 
restrained  from  transacting:  business. 

1886— Guardian  Fire.  Memphia,  Tenn.;  reins,  in 
Millers  and  Manufacturers,  Minneapolis. 

188(^— Guardian,  New  York;  reinsnred  in  Liverpool 
and  London  and  Globe. 

1894-Guardian,  Huntington,  W.  Va.;  mail  un- 
claimed. 

1834— Guardian,  London;  reinsured  in  New  York 
Underwriters  Agency;  Union,  London; 
Fire  Association,  Philadelphia;  Lion,  Lon- 
don; Imperial,  London. 

1903— Guardian  Mutual  Fire,  Pittsburg;  retired. 

Guardian,  Philadelphia;  retired.  .  . 

1908-Guardian  Fire,  Pittsburg,  Pa.;  absorbed  by 
Southern.  New  Orleans. 

1874— Gulf  City,  Mobile;  reinsured  in  StonewalL 

1911— Guthrie  Mutual,  Guthrie,  Okla.;  merged 
with  El  Reno  Mutual. 

1884— Hampden,  Springfield. 

1860— Hamilton  Fire,  Boston,  Mass. 

1897— Hamilton  Mutual,  Cincinnati;  assigned. 

1871— Hamilton,  Hamilton;  reinsured  in  Miami 
VaUey. 

1861— Hamilton  Mutual  Fire,  Salem. 

Hamilton  Town  Mutual,  Hamilton,  Mo. 

1888— Hamburg-Magdeburg,  Hamburg;  retired 
from  United  Statea,  except  Pacific  coast, 
reinsuring  risks  in  the  Fire  Insurance  As- 
sociation.   Absorbed  by  Magdeburg,  1896. 

1866— Hampden  Mutual,  Springfield,  Mass.;  re- 
tired. ,_, 

1912— Hancock  Mutual  Fire,  Bar  Harbor,  Me.; 
receiver  appointed. 

1866— Harmony,  New  York:  failed. 

Hardwick  Mutual,  Johnsonburg,  N.  J.;  re* 

tired. 

1871— Hartford,  Baltimore;  reinsured  in  RoyaL 

1897— Harvard  Mutual,  Boston;  retired. 

1866— Haverhill  Mutual,  Haverhill. 

191&— Hawkeye  and  Des  Moines,  Des  Moines;^  re- 
insured in  Flremans  Fund,  San  Francisco. 
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1891— HekU,  St.  Paul ;  reins,  in  St  Paul  German. 
IMS-HelTetia-Swiss.  St.  Gall;  retired. 
1880— Hendrick  Hudion,  New  York;  retired. 
1912— Herkimer  Fire,  Ilion.  N.  Y.;  liquidated. 
1889— Hermitage,    Nashville,    Tenn.;   reinsured   in 

Mechanics  and  Traders,  New  Orleans. 
1818— Hibemia,  Qereland;  retired. 
1880— Hibemia,    Newark;    reinsured    in    German 

American.  New  York. 
1914— Hibcrnia,  New  Orleans;   reinsured  in  Home, 

N.  Y. 
1871— Hide  and  Leather,  Boston;  failed  by  Chicago 

fire. 
1904— High  Point  Fire,  N.  C;  reinsured  in  Atlanta- 
Birmingham. 
1898— Highland  Mutual,  Newburgh;  retired. 
1879— HoDoken,    Hoboken;    reinsured   in    London 

and  Lancashire. 
1881— Hoffman,  New  York;  reinsured  in  Niagara. 
1877— Holland  Purchase,  Batavia;  retired. 
1864— Holliston  Mutual  Fire,  HoUiston. 
1904— Home,  Baltimore;  failed  by  Baltimore  fire 
1880— Home,  Charleston,  S.  C;  reinsured  in  PhoB- 

nix,  London. 
1871— Home,  Chicago;  failed  by  Chicago  fire. 
1882— Home,  Columbus,  C;  failed. 
1877— Home,  Galveston ;  reinsured  in  East  Texas. 
1908— Home,  Groesbeeck,  Tex. ;  charter  revoked. 
1907— Home  Insurance  Banking  ft  Trust,  Galves* 

ton,  Tex.;  receiver  appointed. 
1908— Home  Fire,  Galveston;  charter  revoked. 
1909— Home  Fire.  McAlister.  Okla.;  reinsured  in 

Western  National,  Oklahoma  City. 
190&— Home  Fire,    Seattle;  reins,   in  Pioneer  Mu- 
tual, Seattle. 
190&— Home  Fire,  Phcentx.  Ariz.:  ceased  business. 
1908-Home  Fire,  Little  Rock,  Ark.;  receiver. 
1913— Home,  Dover,  Del.;  license  revoked. 
1908— Home.    Greensboro,    N.     C;    absorbed    by 

Southern  Underwriters. 
1909— Home  Fire  Association,   Rochester,  N.   Y.; 

permanently  enjoined. 
1906— Home  Fire  and  Marine,  San  Francisco,  Cal. ; 

retired. 
1908— Home    Indemnity,    Houston,    Tex.;    charter 

revoked. 
1896— Home   Insurance  Association,   Mt.   Vernon. 

O.;  retired. 
1912— Home    Fire    Insurance    Association.    Cincin- 
^^^       cinnati,  Ohio:  receivers  appointed. 
1861— Home  Mutual  Fire,  Boston. 
1914— Home  Mutual  Fire,  Jackson,  Miss.;   receiver 

appointed. 

Home  Mutual  Fire,  Springfield. 

1909— Home,  Memphis;  reins,  in  National,  Conn. 
1899— Home,  Nashville;  reinsured  in  Westchester. 
1879— Home,  Newark;  reinsured  in  Queen. 
1904— Home,  New  Orleans;  reinsured  in  German, 

Freeport. 
1871— Home,  New  Haven;  failed. 
1900— Home,    Omaha;   reinsured   <n    Farmen   and 

Merchants.  Lincoln.  Neb. 
1879— Hom«,  Savannah:  retired. 
IgJ-Home,  Seattle;  reins,  in  Westchester,  N.  Y. 
1881— Home,     Shenandoah;     merged    with     Cedai 

Rapids. 
1873— Home,  St.  Joseph;  reins,  in  National,  Mo. 
1899— Home,  Tiffin,  O.;  reinsured  in  Central  Obi'« 

Toledo. 
1878— Home,  Toledo;  reins,  in  Phenix.  Brooklyn. 
1874 — Home,  Topelca:  reinsitrwl  »n  Brewers. 
1872— Home,  Washington;  retired. 
1913— Home  Fire,  Dover,  Del.;  license  revoked. 
1913— Home  Fire,  Wheeling;  reinsured  in  Phoenix, 

Hartford. 
1899— Home  Guarantee  Mutual.  Lowell,  Maas;  rf^ 

insured  in  New  Hampshire  Fire. 
1878— Home  Mutual,  Boston:  failed. 
1871— Home     Mutual.     Cincinnati;     reinsured     in 

Union  Central. 
1906— Home  Mutual,  Clevekind:  failed. 
1891— Home  Mutual,  Genesee  county,  Mich.;  re> 

tired. 
1880— Home  Mutual,  St.  Louis;  reinsured  In  Amer* 

ican  Central. 
Home  Mutual  of  Ionia.  Clinton  and  Mont- 
calm counties.  Ionia,  Mich.;  failed. 
1909— Home  Mutual.  Standish,  Mich.;  retirad. 
1998    Home,  Mt.  Vernon,  O.;  failed. 


When 
Retired. 


NaMI  or  COKPAMY. 


1893 — Home,  Nashville;  reinsured  in  Westchester, 

New  York,  and  resumed  business. 
1898    Home  Protection  of  North  Alabama,  Hunt» 

ville;  reinsured  in  Mechanica  and  Traders, 

New  Orleans. 
1899— Home   Manufacturers  and  Traders  Mutual 

Concord,   N.   H.;   failed:   resumed:  retired 

in  1896. 
1909— Home  Protection,  Charlotte,  N.  C,;  retired. 
1900— Home   Raisers  Mutual,   Lincoln,   Neb.;  re> 

tired. 
1912— Homestead    Mutual,     Portland,     Me.;    liqui* 

dated. 
i860— Homestead,  New  York;  failed. 
1878— Homestead.  Watertown,  N.  Y.;  retired. 
1910— Homestead  Fire,  Franklin,  Va.;  reinsured  in 

Seaboard  Fire,    Norfolk,  Va. 

Home  Town  Mutual.  Bolivar,  Mo. 

1899— Home  Town  Mut.,  Warrensburg,  Mo.;  failed. 

1867— Hope,  Boston. 

1888— Hope,  New  Orleans;  failed. 

1881— Hope,  New  York:  merged  in  Sterling,  N.  Y. 

1874-Hope,  Philadelphia;  failed. 

1872— Hope,  Providence;  failed  by  Chicago  fire. 

...... Hope,  Salem. 

1896— Hope  Mutual  Fire,   Philadelphia;   reinsured 

in  Globe  Fire,  New  York. 
1901— Hope  Mutual,  St.  Louis,  Mo.;  nhmartd  in 

National,  Hartford. 
1914— Hortonville  Mutual    Fire,   Hortonville,    Mis. 
1912— Hotel  Owners  Mutual  Fire,  Philadelphia. 

Housatonic  Mutual  Fire,  Stockbhdge. 

1876— Householders,  Pittsburg;   failed. 

1899— Howard,    Baltimore;   merged   in   United  d 

Baltimore. 
1871— Howard,  Boston;  failed  by  Boston  fire. 
1888— Howard,   New   York;   reinsured  in    London 

and  Lancashire. 
188&— Houston,  Houston:  reins,  in  City  of  London. 
1907— Houston  Fire  ana  Marine.  Houston,  Tex.: 

reinsured   in    Walla  Walla,   Guardian  and 

the  Southern;  receiver  appointed. 
1884— Hudson,  Jersey  City;  reinsured  in  Germsn- 

American,  New  York. 
1891— Hudson  River  F.  and  M.,  Jersey  Citv:  failed. 
1889— Humboldt,  Newark:  reinsured  in   Williams- 
burgh  City  and  Metropole. 
1871— Humboldt,  New  York;  failed  by  Boston  fire. 
1878— Huntington  Mutual,  Huntington,  N.  Y. 
Hunterdon    County    Mutual,    Lambertville, 

N.  J.;  retired. 
1881— Illinois;  Beardstown;  failed. 
1906— Illinois  Bankers,  Mt  Vernon,  111.;  reinsured 

in  Commonwealth,  Ottumwa. 
1906— Illinois  Central,  Chicago;  retired. 
1909-Illinois  Fire  Undrs.,  Chicago.  IlL;  fsfled. 
1881— Illinois  Manu£seturers  Mutual,  Rockford;  re^ 

tired. 
1891— Illinois  Mutual,  Alton;  failed. 
1871— Illinois  Mutual,  Sprinsrfield;  failed. 
18M^-T11inois  Mutual  Fire.  Chicaflro;  failed. 
1909 — Illinois     National,     Decatur,     III.;     receiver 

appointed. 
1909— Imperial.  London;  retired  from  U.  S.:  Pacific 

Coast  bus.  reins.,  in  London  Aaanrance. 
1913— Imperial  Fire  Denver;  reinsured  in  German- 
American,  New  York. 
1886— Imperial  Fire  Lloydn.  New  York:  succeed*"*! 

by  Importers  and  Trader*  T.1ovd« 
1911— Imjperial    Mutual     Fire,    Philadelphia,    Pa.; 

liquidated. 
1911 — Implement  and  Vehicle  Dealer**  Mutual.  In- 
dianapolis,     Ind. ;      reinsured      in      North 

British   and    Mercantile,    London. 
1889— Importers  and  Traders.  New  York;  reinsured 

in  Americsn,  New  York. 
1899— Indemnity,     Davenport,     la.;    reinanred    in 

State,  Dea  Moires. 
1866— Indemnity,  New  York;  fsiled. 
1907— IndemnitT   Fire.    New    York;    reiiisared    in 

Norwich  Union  and  suspended  business. 
1896— Indemnity    Fire    Llovds,    New    York:    me- 

ceeded  by  Indemnity  Association   of  Un- 

derwritera. 
1896— Indemnity  Association  of  Underwriters.  New 

York;  name  changed  to  South   Americsn 

Union  Underwriters 
1914— Indemnitv  Exchange   Mutual   Fire,    Los   Art' 

preles.   Cal.:   ceased  business. 
1870— Independence,  Independence;  failed. 
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ISQI-Iiidependence  Mutual,  PhUaddpliia*  Pa.;  re- 
ceiver appointed. 
1871— ladepcndent,  Boston;  failed  by  Chicago  fire. 

JM-Indepcndent,  New  Orleans;  retired. 
Independent,  Philadelphia;  retired. 

1S04— Independent  Fire  Underwriters  of  Sprins- 
field,  IlL;  retired. 

IM-Independent  National,  Ncwbnrgh,  N.  Y.;  re- 
tired. 

Un— India  Mntnal  (Marine),  Boston;  reinsured  in 
Boston  Marine;  reorganized  in  1894  to  write 
fire  insurance;  in  1912  reinsured  in  New 
Jersey  Fire,  Newark. 

U89— Indian  Head  Mutual,  Nashua:  reinsured  in 
Granite  Sttte,  Portsmouth.  N.  H. 

ISIB-Ittdiana,  Indianapolis:  reins. in  Granite  State; 
German,  Indianapous;  American,  Newark. 

1891— Indiana  Farmers  Mutual,  Elwood:  closed  up. 

1913— Indiana  Millers,  Indianapolis ;  remsured. 

1911— Indiana  State  Fire,  Indianapolis,  Ind.;  re- 
ceiver appointed. 

1908— Indianapolis  Fire,  Indianapolis.  Ind.;  rein- 
sured in  German-American,  New  York. 

1914— Individual  Fine  Underwriters,  St.  Louis, 
Mo.;  canceled  policies. 

190&— Industrial  Fire  Underwriters,  Chicago; 
ceased  business, 

IStt-Industnal  Mutual,  Harper's  Ferry;  retired. 

1887-Industrial  Mutual,  Providence.  R.  I.;  retired. 


When 
Retired. 


Namb  of  Compaay. 


pointed. 
1N8— Insurance    Company    of    Tennessee,    Nash' 

ville,  Tenn.;  reinsured  in  National,  Hart- 
ford. 
USS-Ins.  Co.  of  Dakota,  Sioux  Falls;  failed. 
1913— Insurance    Company    of    State    of    Illinois, 

Rockford,  111.;  reinsured  in  Hanover  Fire, 

New  York. 
UM— Inranmee   Company  of  the   State  of   New 

York;  reinsured  in  Manhattan,  New  York. 
1901— Insurance  Co.  of  the  State  of  Pennsylvania, 

Philadelphia;  ceased  business;  resumed  in 

1901. 
IWS— Insurers  Alliance.  New  York. 
1911— Insurers  Mutual  Fire,  Philadelphia,  Ph.;  dis- 
solved. 
mfr.>Insurance  Trust,  New  York;  retired. 
1911— Integrity     Mutual    Fire,    Philadelphia,  Pa.; 

liquidated. 
1908— Inter-City    Town    Mutual,     Moberly,    Mo.; 

ceased  business. 
1910— International  Fire,  St.  Louis,  Mo.;  receiver 

appointed. 
19QS— Internationa]  Fire  of  West  Virginia,  Atlan- 
tic City,  N.  J.;  receiver  appointed. 
1911— International   Fire  Office,    New   York;   liqui- 
dated. 
190C— Interocean    Fire    of    Monroe    County,    New 

York;  ceased  business. 
1906— Inter   Ocean   Underwriter,   Chicago;  ceased 

business. 
1913— Inter-State  Fire,  Birmingham,  Ala. ;  reinsured 

in  German,  Peoria. 
19(H— Inter-State  Lloyds,  Chicago;  failed. 
1911— Interstate,  Suffolk,  Va.;  reinsured  in  German 

American,  New  York. 
1896— Inter-State  Fire   Association,   New  Orleans: 

reinsured    in    Home,    New    Orleans,    and 

Johnson  Agency. 
1904— Interior  Undrs.,  Chicago;  ceased  business. 
1WU. TntersUte  Mutual.  Elkhart,  Ind.;  failed. 
1)97— Interstate  Mutual,  Philadelphia:  retired. 
1914— Interstate  Mutual  Fire,  Sioux  Falls,    S.   D.; 

reinsured     in    Sioux    Falls    Mutual    Fire, 

Sioux  Falls.  S.   D. 
1900— Interstate     Fire,    Tcxarkana,    Ark.;     ceased 

business. 
187!^Intcmational,  New  York:  failed  by  Chicaarn 

iSre 
1901— International,  New  York;  retired; 
IM— Ionia.  Eaton  ft  Barry    Fanners  Mutual  Fire. 

Ionia.  Mich.:  retired. 
190^Iowa  Farmers  Protective.  Des  Moines;  re* 
insured  in  Mutual  Hailstorm,  Pes  Moines. 
1998— Iowa  Fire. .Des  Moines;  reinsured  in  Cap* 

ital  Fire.  Des  Moines. 
1907— Iowa  German  Mutual,   Des  Moines,  iowa; 
receiver  appointed. 


1908— Iowa  Home,  Dubuque,  Iowa;  reinsured  in 

National,  Hartford. 
1004— Iowa  Mcrchanu  Mutual,  Dea  Moines;  failed. 
1899— Iowa  Mutual  Fire  Ass'n.  Des  Moines;  failed. 
1897— Iron  City  Mutual.  Pittsburg,  Pa.:  retired. 

Iron  Qtv,  West  Virginia;  retired. 

1887— Iron  and  Oak,  Birmingham,  Ala.;  reinsured 

in  Macon,  Maoon,  Ga. 
189^— Iron  and  Steel  Manufacturers  Mutual,  Phil* 

delphia;  retired. 
1802— Iron  District,  Spartanburg,  S.  C;  reinsured 

in  American,  Philadelphia. 
1871— Irving   Fire,   New  York;   failed  by  Chicago 

fire. 
1884r— Irving,  New  York;  reinsured  in  United  Fire 

Reinsurance. 
1896— Irving     Fire     Lloyds     New     York;     name 

changed   to   Atlantic   F.   and   M.    Under- 
writers Association. 
188<^Island  Home.  Knoxville;  reinsured  in  East 

Tennessee,  Knoxville. 
19013— Isthmus  Lloyds,  New  York;  retired. 
Jackson  County  Town  Mutual,  Kansas  Ghj 

and  Independence,  Mo. 
1896— Jackson  F.  and  M.,  New  Orleans;  retired. 
1914— Tames  River,  Richmond  Va.;  forf  ted  charter. 
1881— Jefferson,  New  York;  reins,  in  Home,  N.  Y. 
1870— Jefferson.    St.    Louis;   reinsured   in   Trades- 

mens.  New  York, 
im— Jefferson,  Steubenville,  O.;  reinsured  in  Nor- 
wich Union. 
188<^Jefferson,  Wheeling;  reinsured  in  Franklin, 

Wheeling. 
1914— Jefferson  City  Town  Mutual,  Jefferson  City, 

Mo.;  reinsured  in  Palatine,  London. 
1912— Jefferson    Fire,    Philadelphia;     reinsured    in 

Firemans  Fund,  San  Francisco,  and  North 

River,  New  York. 
1886— Jefferson  Fire  Lloyds.  New  York. 
1906— Jefferson  Fire  and  Marine,  Richmond,  Va.; 

receiver  appointed. 
1904— Jefferson  Mut  Fire,  Pine  Bluff,  Ark.;  faOed. 
1892— Jersey  City,  Jersey  City;  reinsured  in  Liver* 

pool  and  London  ana  Globe. 
1B94— Johnson  County^  Farmers  Mutual,  Tecumaeh, 

Nebraaka:  retired. 
1907— Johnstown  Mutual,  Johnstown,  Pa.;  feceiircff 

appointed. 
1911— Toilet  Mutual,  Joliet.  HI.;  license  canceled. 
1914 — Kanawha  Fire,  Maywood,  W.  Va.:  retired. 
1889— Kanawha  F.  and  M.,  Grafton,  W.  Va. 
1906— Kansas  Fire,  Topeka;  receiver  appointed. 
1876— Kansas,  Leavenworth;  failed. 
1871— Kansas  City,  Kansas  City:  failed. 
1900— Kinsas  City  (Mo.)  Town  Mutual:  failed. 
1896— Kansas     Farmers,     Abilene;     reinsured     la 

Shawnee,  Topeka. 
1890— Kansas  Home  Mutual,  Topeka;  retired. 
1880— Kansas  Protective  Union  Mutual,   Topeka; 

retired. 
1906— Kearsarge  Fire,  Concord,  N.  H.;  failed. 

Kensinger,  Philadelphia:  retired. 

1910— Kensington   Mutual,    Philadelphia,    Pa.;   re- 
ceiver appointed. 
1801— Kenton,  Covington ;  reins,  in  National,  Cona. 
1897— Key  City,  Dubuque;  reins,  in  Lancashire. 
1876— Keystone,  Reading;  failed. 
1904— Kings    County    Fire,    N.    Y.;    absorbed    by 

Atlas,  London. 
1866— Kingston  Mutual,  Kingston.  N.  Y. 
189a-Kittanning  Mutual.  Kittanumg.  Pa.;  failed. 
1871— Knickerbocker,    Chicago;   failed  by  Chicago 

fire. 
1890— Knickerbocker,  N.  Y. ;  reins,  in  Home,  N.  Y. 
1893— Knox  Mutual,  Knox,  Ind.;  failed. 
1895— Knoxville   Fire,    Knoxville;   retired. 

La  Belle,  West  Virginia;  retired. 

1892— Lafayette,  Brooklyn;  reins,  in  Home,  N.  Y. 

1870— Lafayette,  Cincinnati;  retired. 

1904— Lafayette,    N.    Y.;    reinsured    in    National, 

Hartford. 
1880— Lafayette,  Lexington,  Mo.;  retired. 
1896— Lafayette  Fire  Lloyds,  New  York. 
1906— Lafayette   Mutual   Fire,   Pittsburg;  receiver 

appointed. 
1912 — Lahaska  Mutual,  Doylestown,    Pa.;    receiver 

appointed. 
1904— Lahaska  Mutual,  New  Hope,  Pa.;  retired. 

Lamar.  Oiicngo;  failed. 

1871— Lamar  Fire  New  York;  failed  by  Chicago  fire. 


RETIRED    FIRE    INSURANCE    COMPANIES, 


When 

Setircd.  N*m  o»  ConriuiT. 

UA-Lamu-,  New  Yarli;  reiiu.  In  Pbeoix,  B'klj*. 

UOT— Lampetn  MslntI  Piie,  C^reenlind,  Pa.)  re- 
tired. 

IMl— LiDcublre,    Uaodiettei;    pnrcbMcd   by    tba 

Royftl;    Amcricui    buair —    ~"' ""    '" 

Butford  Fire. 

Urn—LuCEner,  Linculer,   Pl:  retired. 

UokUIc  Hiilutl  Fire  ind  Storm, 

P«.!  retired. 

Un— I««Tcnce.  Boitoni  failed  bj  BoitoQ  fire. 

UBt—Lawrence  UuiuJ  Fire  (changed  to  Hu>Uton 
Mutnal  Fire,  1SE»,  LiwreBce. 

Lawrence  Mutual  Fiic,  Methuec 

MM— Leathermens   Mutual  Fin,   PhLI.delphia;   re- 

LebanoD  Town  Mutual,  Lebaooa,  Uo. 

Lee  Mutual  Fire,  Lee. 

L*hi«h  ValleT,  W.  Va,-,  reHred. 

IBSl-Lenox,  New  Yorl<;  rein*,   in  Citiieni,  N.  Y. 
ISn— Liberty,  New  York;  reini.  in  Home,  N.  Y. 
18tS— Liberty  Fire  Uoydt,  New  York. 
ISlO-Liberty   Mulual.   Philadelphia,   pB.i   reaiTer. 

1906— Liberty  Underwriten.  Chieaio;  ceaaed  bad- 

Ult-Lim"MuluaL  Fire.  Lima,  Wis.;  rciniured. 
1814— Lincaln,    CbambenburE,    Pa.;    reiniured    in 

National.  Hartford. 
IttT— Lincoln,  Lincoln,  Neb.:  failed. 
ISW— Lincoln :  reiunred  in  Potomac 
tnS-LincoIa  Fire,  New  Yoiic;  receiTer. 
IMS— Uncoln  Inittranc*  and  BanUas  Co.,  Haa- 

mond,  ind.;  failed- 
niO^LincoIn   Mutual,    Philadelphia,    Pa.;    recefrer 

IBOi— Lincoln  Mutual  Fire,  Lincoln.  Neb. 

ISCIl- Lion   Fire.  London;   ninaored  Pacifie   Cout 

rjaka  la  Nia«ara;  ceaaed  bniineu  in  United 

State*. 
IBOt— liibon  Mutual  Fire,  Llabon,  la.;  leinaured 

in  Acitie  Fire,  Liabon. 
ISBa-Lloyds  of  New  York  City,  New  York. 
1914— Lodi  Mutual  Fiie.  Lodi.  Wis. 
1914— Lomira  Mutual  Fire,  Lomiia.  Wis.:  reins. 
1SB5— London   and   Provincial,   Londoni  retired, 
IWK— Lone  Star  Mutual   Hiil  Aitociaiion,  Waco, 

Tex.;  charter  reroked. 
UOt— Lone    Star   of    Texaa,    Saa    Antonio,    Toe.; 

18l>— LopB  Iiland.   Brooklyn;  reJntnred  in  Royal 

1SS3— I.,   .r    ••  •- '   "■■  Tf.    Boaton. 

1S9S~L'<  J'  >,;liDrne;  tailed. 

rni-l-w:  ■■■■     I  .'.-.       ..■     ■■■.rk:  laSed. 

lSffl-Lor!i:i,rC.  :-,\..  :_:i.;  :-,n<ured  In  Gturdlao. 
London. 

mS— Los  AngttM  Fire,  ].o=  A'.-clei,  Cal.;  rein- 
sured in  Home,      Nrv,-  \    .k. 

Un-LouialanB,  New  Orlnna;  l>.iled. 

19U-Looisvi11e.  Louiiyillr,  Kv, :  retniured  in 
Globe  »  Rutgers,  N.  V.,  ,-ind  Henry  Clay 
Fire.  Lexington.   Ky, 

Un— Lioolnltle  Germania,  LouiiviUe;  rdnaDred  in 
Phenix,  Brooklyn. 

UW-LooiiTille  Underwriten,  LoDlarillci  rein- 
aored  in  Lancashire, 

UW— Loral  Mutual  Fire.  Ocnv<-r;  anulnmated 
with  Northwestern  Mulua^  Fire.  ItanTer, 
under  tiije  of  La^-NartbweaUm. 

ini-Loral  Mutual  Fire,   Phitadelpbia,  Pa.i  Kqui- 

inS— Loyal-Nortbweatera     Mutual     Fire.     Denier; 
raoaartd  In  National  Mutnil  Fire.  Omaha. 
UK— LtKa*  CnnntT  Untnal.  Toledo.  O.;  failed. 
l»l*-Lun.hFr.  N,  Y.,  reinsured  partly  in  Western 

UOB-LumbH  Ini.  Aim..  Chica(o.  III.;  absorbed 
by  Federal  Union  Fire. 

1913-I.umlicr  Underwriters,  El   Paao;   retired. 

ItTl— LuniberTnan*.  ChicaKo;  reininied  In  Fire- 
men* of  Chicago. 

18BI-LuiTibermeni,     Berkeley    Spriofa,    W.     Va.: 

Mia-Lumbermen!,   Washington   (Stale). 
WO-Lumbermena     and     Manufacturer*     Mntnal 

Ean  Claire:  reinsured  in  Hutnal  Fin  A**o- 

ctatlon,  Eau  Oalre. 
WT-Lnmbermlns  and  Mechanic*.  St.  Lonli;  rdti- 

•urcd  in  National  of  N«w  York, 
ins— Lumbermen*.  So.  McAletter.  I.  T.;  retired. 


NaM>  or  CoKtutT. 


Banlciiv^  and    Iniunncc    Con- 
.  Lynchbarg,  va.;  n   '      '  ' 


.;  retired  from  ii 


I»l2-Madaw»ka 

Uquidalcd. 
Ua>-Madi*on,  Madiaon,  Wii.;  relnauied  in  Wen- 

cheiter.  New  York. 
ira— UagdebtuE,     Uaadebnrf.     German)';     ran- 

*urcd  in  SprinaneLd  Fire  and  "■"*** 
im— Macdebura,  Mew  York;  reinnired  in  SpilD(- 

field  Fire  and  Marine. 
1914-Maine  Fire  and  MariiK,  Portland. 
Maine  Mutual   Fire,   Augu*ca:    leinaured  io 

Granite  Stale  Fire,  Portamoutta. 
liTt— Hanayunk,  Philadelphia;  retired. 
UD4— Manchener,  Edi.;  abaorbed  by  Atlaa,  Lod- 

im-MancbeRer  City,  MancheKer,   N.    H.;  reln- 

nied  In  ,A:tna,  Bariford. 
Uao-Uanhattan  Uotnal,  Goihen,  N.  Y.;  {ailed. 
Un-Hanbattan,    New    York;    failed    by    Cbicafii 


lan    Plre^    New  York; 
Phoeniv,  Brooklyn. 
Ira-Manhattan  Fire,  jfew  Yoriii  faDad. 
UBt— Mannfadm  Mutnal,  Mannhdm,  Pa.;  tailed, 
im— Manufaeturera.    Bottom    tailed    by    Cbicase 

ISIV— Manufacturer)  and  Mercantile,  Chicaco;  n 

tired. 
U13-Manu[>cturers       and       Merchanta       Mulud, 

Philadelphia,   Pa.;  receiver  appointed. 
WE— Mannbctniers  Fire  and  Marine,  BoRon;  t» 

insured  in   Ffa<Bnix,   London;   PrOTidence 

Waabhiston  and  British  and  Foreign  lU- 

1313— Manufacture  n     Mutual     Fire,     Infflan^oll^ 
Ii'l.;    receiTer  appointed. 
—  jfacturera,    Newark;    reinanred    is   C«- 
tnania.  New  York. 
'    luhctnrera,    Philadelphia:    retired. 
.    iK_  Tr_j^    Chlc««o:  eeued  b— ' 
meelina.  W.  Va.;  r. 
[anuficturers  and  Builder*.  New  York;  tc- 


1W4— Hfra  Fire  Undra.,  Cfalcaco :  eeued  bnataeia 


onder  contiol  of  latter 

In  (ame  company  jn  181 

U91— Manutactttren  HtttlttL 

—  "    ■         ■(Bwa, 


nd  Bfaio  rciaaund 


irao— Man 
ISM-^Man 


iren    MdMu,    IndiaaatM^la,    lad.; 
appointed;  TCorcanlicd  In  im. 

^  Untoal,  Batavla:  bllcd. 

a  Uittnal.  Grand  Rapida:  Ukd. 

■a  UtwnaL  Iionlnitle;  faOed. 

:i  VunS.  Uawankea;  failed. 

■a  MotnaL  St.  L«is:  dliaolnd. 

n  Htittul,  Worceater. 

n  Mutnal  Fire.  Atlanta;  falled- 


I     and     WercbaMa.     Flttabarf, 


Tradera     Co-opcfatiie, 
iciailon,  W»«b- 


New  Yoil:  tailed. 

IMt-ManaftctoreTS  Tnsuran 

Ington  (State). 

Marblehtul,    Marblehead. 

Harblehewi  Mutual  Fire.  Marlil^ead. 

1<CE— Marblehead  Marine  and  Pfra.  Marblehead. 
I8B1-Marine.  Sc  Louia;  reinsured  In  Hanehettcr 

EnBland. 
1t<n— MaiHnette  (Wn.)  Mntnal:  rdnaured. 
Un— Market  Fire,  N.  Y.;  tailed  by  Chieafo  tia- 
im-Market.  New  York:  (ailed  by  Boatoo  file. 
1  MM— Marlboro  Mtitual  Fire.  Marlbnrn. 
1901— Marahall  Town  Matnal,  HarabaH,  1(&:  rate- 

■ured  In  American  Gnarantcc  Fund  Motml, 

Sl  Lonii;  rcanmed  boalneaa  In  IMl 
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When 

ACQivQ* 


Namb  of  CoicrAjcY. 


UM-Maryland  Fixe,  Baltimore;  failed  by  Biati- 

more  fire;  reins,  in  LtTerpool  and  Xondon 

and  Globe,  LtTerpooL 
ISlO-Maryland  Fire,    £aiton»   Md.;  merged  with 

Peoples  Fire,  Frederick,  Md. 
IMO-Hsiyland  Home;  failed. 
ldl4-Mao'land     Mutual     Fire,     Baltimore,     Md.; 
'reinsured  in   Baltimore  Mutual,   Baltimore. 
IST—MasaachiisctU  Fire  and  Marine,  Ipawicb. 
IM^Msssachusetts   Fire   (changed  to   Massachu* 

settt  Fire  and  Marine  in  1790),  Boston. 
UM-Massachnaetta  Mutual,  Boston;  reinsured  in 

Firemens,  Boston. 
UQ-MassachnsetU  Mutual  Fire,  Boston. 


When 
Retired. 


Nami  or  Company. 


,  Springfield,  retired. 
UQ-Maverick  MutuaTFire,  Chelsea. 
Wia-Mccca   Mutual    Fire.    Waco,   Texas;    license 

canceled. 
im-Mechanica     and      Fanners      Mutual      Fire 

Ranged  to  Housatonic  Mutual  Pire^  1864), 

Itti— Mechanica  and  Traders,  New  York;  rein- 
sured in  Qtiaens,  Pittsburg. 

Mechanics  ft  Traders  Town  lintnaL  Kansaa 

City,  Mo. 

1878~Mechanic8,  Brooklyn;  reinsured  in  the  Alli- 
ance, New  York. 

UTI— Mechainica  Mutual  Fire,  Boston. 

ISO— Mechanics,  Newark;  reinsured  in  Genna» 
American  of  New  York. 

• Mechanics,  Owcnsburg,  Vs.;  retired. 

18W— Mechanics  Fire,  Richmond;  reinsured  in 
Continental. 

ISOi— Mechanics  Fire  Assn.,  Chicago;  reinsured  in 

,,^   ^  MerchanU  Fire  Assn.,  of  America,  Chicago. 

W— Mechanics  Mutual,  Atlanta,  Ga.;  retired. 

Un— Mechanics  Mutusi,  Boston;  reinsured  in 
Scottish  Union  and  NationaL 

ISn— Mecfaanica  Mutual,  Harrisburg,  Pa. 

ISO-Mechanics  Mutu^  Troy:  faUed. 

IM-Meehanics.  NewBedford. 

1885-Melrose  Mutual  Fire,  Boston;  fafled. 

ISn-Mcmphis  Citr.  Memphis;  reinsured  in  North 
British  and  Mercantile. 

1S06— Mercantile  Assurance,  Wilmington,  Del; 
charter  forfeited. 

Ifl^Mercaatile^  Chicago;  reinsured  in  Homo  of 


UM— Mercantile.  Qereland;  reinsured  In  Phenix 

. of  Brooklyn  and  Home  of  New  York. 

m-Mercantfle.  Mobile;  retired. 

1883— Mercantile,  New  York;  reinsured  in  German- 


J55-Mercantile  Fire.  Charleston.  S.  C;  failed. 
19(»-Mercantile    Fire,    Waco,    Tex.;    charter   re- 

yoked. 
InO-Mercantile  Fire,  Denver,  Colo.;  absorbed  by 
„^   ^  Merchants  Fire,  Denver,  Col. 
lS08-Mercanttle  Fire.  Little  Rock,  Ark.:  absorbed 
.^^       by  Standard    Fire,   Fordyce.   Ark. 
19I3~Mercantile  Fire  and  Marine,  Boston,  Mass.; 

reinsured  in   American   Central,   St.   Louis. 
1913— Mercantile    Fire   and   Marine,    Dover,    Del.; 

license  revoked. 
1S0(— Mercantile    Fire   and   Marine,   Washington, 

. D.  C;  retired. 

IJg-Mercantile  Lloyds,  New  York;  retired. 
I'V— Mercantile   Mutual  Fire,   Dickinson,   S.   D.; 

rebred. 

1911-Mercantile    Mutual    Fire,    Philadelphia.   Piu; 

liquidated. 
390&-Mercantile  Mutual  Fire.  St  Paul;  receiver. 
IW— Mercantile  Mutual  Fire,  Phihulelphia;  name 

changed  to  Iron  and  Steel  Manufacturers 

MntuaL 
1908— Mercantile  Mutual  Fire.  Washington  (Sute). 
ISiO-Mercantile  Mutual  (Marine),  New  York;  re. 

tired. 
Mercantile  Mutual  of  Sanilac,    Huron   and 

Tusooln    Counties,    Sand    Beach,    Mich.; 

Idled. 
1913— Mercantile   Town.,    Nebraska;    reinsured   in 

the  National  Union,  Pittsburg. 
1914— Mercantile  Town  Mutual.  Kansas  City,  Mo.; 

reinsured  in  Nat'l  Union  Fire.   Pittsburg. 
IMB-Mercantile  Town  Mutual,   St.  Louis,  Mo.; 

assigned. 
IftO— Mercantile    Reciprocal    Underwriters,     Fort 

Worth,  Tex.;  reinsured  in  Texas  National. 


1918— Merchants     and     Bankers     Mutual,     Beloit, 
Wis.;  reinsured  in  Old  Colony,  Boston. 

1900— Merchanto  and  Farmers,  Redfidd,  S.  D.;  ro- 
insured  in  Agricultural  of  Sioux  City. 

1910— Merchants  and  Manufacturers,  Cincinnati, 
Ohio;  reinsured  in  Home,  N.  Y. 

Merchants      and      Manufacturers,      Omaha, 

Neb.;  receiver  appointed. 

1904— Merchants  and  Manufacturers  Fire  Assod^ 
tion,  Chicago;  retired. 

1906— Merchants  and  Manufacturers  Fire,  Dover^ 
DeL;  charter  forfeited. 

Merchants  and  Mechanica,  Canton. 

1906— Merchants  National  Mutual  Fire,  IndtanapO' 
lis;  receiver  appointed. 

1907— Merchants  Fire,  Uttie  Rock,  Ark.;  reinsured 
in  Queen  City  Fire. 

1881— Merchants  Mutual,  Cincinnati;  reinsured  m 
PliQBnix  Mutitt],  Cincinnati.  _ 

1911— Merchants  Mutual  Fire,  Philadelphia,  Pa.; 
liquidated. 

1S7>— MerchanU  Mutual  Marine,  Newburyport. 

tSS^Merchants,  Louisv.;  reins,  in  Niagara,  N.  Y. 

1846— Merchants,  New  Bedford.  .     _. 

1888— MerchanU.  New  York;  reinsured  in  Wct^ 
Chester,  Mew  York. 

18TI— Merchants,  Boston;  failed  by  Boston  fire. 

1881— Merchants  MutuaL  Altoona;  failed.  ,  , 

1887— Merchanto  Mutual,  Baltimore;  reinsured  in 
Washington  Fire  and  Marine,  Boston. 

1908«-Merchants  Mutual,  San  Antonio,  Tex.; 
charter  revoked.   - 

1886— MerchanU  (formerly  Beverly),  Boston;  rein- 
sured in  Boston  Marine. 

1877— Merchants,  Louisville;  reinsured  in  Roval. 

1871- Merchants,  Chicago;  failed  by  Chicago  fire. 

1886— Merchants.  Hammond,  Ind.;  failed. 

1871— MerchanU,  Hartford;  failed  by  Chicago  firew 

1808— Merchanta.  Newark;  reinsured  in  National, 
Hartford. 

1872— Merchants  Mutual,   San  Francisco. 

1909— Merchants  Mutual  Fire,  AtianU,  Ga.;  liqui- 
dated. 

1896— MerchanU  Mutual  Fire,  Denver.  Colo.;  f» 
insured  in  Western  Mutual  Pure,  Denver, 
Colo. 

1886— MerchanU  Marine,  Bangor,  Me.;  reinsured 
in  Insurance  Company  of  North  America. 

1887— MerchanU  Mutual  Fire,  Marshall,  Mich.;  re- 
tired. 

1887— MerchanU  Mutual  (Marine),  Baltimore;  re- 
tired. 

190^— MerchanU  Mutual  Fire,  Topeka,  Kan.;  re- 
ceiver appointed. 

1888— Merchants,  Decatur.  Ala.;  failed. 

1868— Merchants,  Memphis;  reinsured  in  PhCBnix 
of  Memphis. 

1804— MerchanU,  New  Orleans;  reinsured  in  Gtt- 
man,  Freeport. 

1876— MerchanU,  New  Orleans;  failed. 

Merchants,  Philadelphia;  retired. 

190(^— Merchants,  Providence;  reinsured  in  Hart- 
ford Fire. 

1886— Merchants,  St.  Joseph,  Mo.;  reinsured  in 
Connecticut,  Hartford. 

1910— Merchants  Exchange,  Chicago,  111.;^  rein- 
sured in  Underwriters  Exchange,  Chicago. 

1807— MerchanU  Fire  Insurance  Association,  Seat- 
tle, Wash.;  reinsured  in  Walla  Walla  Fire, 
Walla  Walla.  Wash. 

1906— Merchants  Fire  Underwriters,  Chicago,  111.; 
ceased  business. 

1904— MerchanU.  St.  Louis:  reinsured  in  Michigan 
F.  &  M..  Concordia  of  Milwaukee,  and 
German  of  PitUburg. 

190&-MerchanU  Sute  Mutual,  Fargo.  N.  D.:  re- 
insured in  National  Mutual  Fire,  Omaha. 

181<V-Merchants  &  Planters,  Tulsa,  Okla. ;  receiver 
appointed. 

1912— Merchants  &  Planters  Mutual,  Memphis, 
Tenn.;  receiver  appointed. 

1896— MerchanU  and  Manufacturers,  Qinton,  la.; 
reinsured  in  Sute,  Des  Moines. 

Merchants    and    Manufacturers,    Douglass, 

Neb.:  failed. 

1886— MerchanU  and  Manufacturers  Fire  Lloyds. 
Baltimore;  reorganized  as  Merchants  and 
Manufacturers  Fire  Insurance  Company. 


RETIRED    FIRE    INSURANCE    COMPANIES. 


Un— HcrchuiU  tad  Mechuici,   RlchmoBd,   Vs.; 

reini.  in  New  York  UDda-wrilcn  Agtuej. 

Un— MercbuiU     and     Tnderi,    LoultriUe;     rem- 

UM-Merchinta  Nmtiaul,  Chicuoi  lul«L 
Utt— Uerchuit^  Ni—  »'—•-■  ^^ '  ■-  •"— ' 


tbetta  and  the  Alliane*. 
...Hcrelunti  Tovn  UotBid,  St  Jowph,  Uo. 
■    " " CT,  Net  ■    — '--^ 


USt-MerchanU  Union,  Ktai 


Fire  'Xuodation,     Nen 

York;  rdnfiued  In  Home  Protection  Fin 


Unden 

L-Hoidca.  Usi 


Joydi 


lintond  In  RoniL 
9    Mutoal.    IndruiBpali), 
North  Brititb  *od  Mer- 


UU— Meul  Aaauii 

lnd..;  Kiniucea  u 

ISU-M^Ul  &0(!<o.''muiu»I.   Providence,   R.   I. 

reiniBied  in  North  BriCiih  and  Mercuitili 
USE— Hetropole,      Firli;      retired      Irom      Unite 

State*.  rdDanrinB  In  Nianra,  New  York. 

HetTopoli*,  New  York:  redred. 

Uli— HctrapoUtaB  nte  and  Marine,  Boalon. 
IIIT— MetnmoUtnb  New  York;  reinanred  In  Coi 

tinailaL 
UK— Uetropolltan  Llorda,  New  York;  retired. 
IMM— HeUopolitaa  Llorda,  Chlcaco;  ' 

•  nil      11.. 1:. —    ..... 1    fiff^    piJ] 


UU— Uetropolitia 


'UUdelpbla.  Fa.; 


red  In  National 
Umnal,  Bay  CItj; 


Fire.  Hi 
Um— Uiehicaa 

faSUL 

IM-Uichinn  Unttial,  Laniins,  Hich.;  retired. 
Un-Mieh.  Suta.  Adrlaa;  rdaa.  la  Home,  N.  Y. 
UOa-Uidland  Rre,  Kann*  atr.  Kan.;  taUed. 
IM-Miltord  Mnnal  Fire,Mltlbrd,  Haul  retired 
IMW-Hldlaad    National    Fire.    St.    Louia,    Ho.; 

UU-Mi 


-^tc,  Viller  Citr,  N.  D.;  merged 

with  Twin  CitT.  Minneapolis. 
Un— Hilt  Ownera   Untnal,    BoMon;  rdnrated  in 

Arkwrlifat  Uattul.  Boiton. 
IMi-Hillen    and    Hinfn.,    Minneapolia,    Ulan.; 

failed  bv  Baltimore  Br*. 
IM»-Uiilen     and     Manttlaettvera     Untonl,     De« 

Hoinea:  failed. 
Uillera  and  Heehaoic*  Mnltial  Fire  Aiao' 

ciatJOQ,  De«  Moioe*;  failed. 
UU-Millera  and  Merchant*  Underwrilera,  Dallu, 


:,  ^Vh.:  retired. 


-Minn* 
fail 


wllh  MitwBukee  Mechtnie*. 

1B18-Mi1w»ul(ee  fiernnn.   MiKvaukee,    Wi*.;    rein- 
sured in  New  Hampshire  Fire. 

1M1-MJIw...kee  Mulail,  Milwaukee!  failed. 

pnUt  F.  and  M.  Muitul,  Hiooeapoll*! 

1R»— M"innVmT>"Tis   Mui..»1,    Mmneapollc  tiiled. 

lOTH-Minnofuia  l-^an   Mut„   Minoeapolii;  failed. 

UH-Mtnne»tB  Fire.    Hinneapotia;  rdoaored     in 

Sprintrfield  F.  and  M. 
1891— Minneaota    Fire     Aiaodatlon,     Mlnneapolii; 

CODKilldated  with  Millera  and  Manafac^r 

en  Motnat 
1MB— MlHluippI      Fire      Atsoeiatloa.      Bbenaer. 

MIh.;  reinanred  in  Hartford  Fire. 
UOt-Uiaaiaaippi     Home,     VickiburE.     Mil).;     re- 

Miariilripp?v!Sllr.'  Knoiville:  retired. 

in>— Mla^rippI  Valler,  Memphif.  retired, 
un— Miui'ilpol    Viller      Manufacturer*    Mutual. 
Rock  liUnd;  teiniiired. 


When 

IWI— Miaaomi  State  Mntual  F.  and  U.,  SL  Lonb; 

relnnucd  in  nooix  of  Hartfoco. 
UH— Uiaaourl  Vallc7  Town  Uutnal  Firt  Inanraoot 

Aaaoeiatlan.  St.  Ixnla,  Uo.:  aaaiarned. 
ri -.  fi^ G^.i!.    u.  .  .1 1^  iq 


Name  o 


UW-Hiawjon  Cldsena.  SedaUa,  Mo.1  i 


B  Mutnal,  Nenda,  Mo. 

..Hiaaonii  Farmer*  ft  Falraa*  Uainal.  t 
aaa  Qtr.  Uo. 


e,    N.    Y.;   liquid 

N.  Y.:  liqnidatel 
■n,  S.  D.;  rHBi. 
ledfield,  S.  D. 


188>-Mobilc,  Mobi 

can.  New  York. 
U7»-MobUe    Fire    Departmenl 

pinT.   Mobile;  retired. 
IHS-Hohawk    Motual,    Syni-u 

IBU— Mohawk  Valler  Fire,  Ilion 
ISOB— Moaanh  Mutual.  Waterti 
in  Men:han»  Mutual,  . 
ISW— Uoaatch,  Alexandria,  Va. 
[—Monarch,  Dea  M< 

n  H.  Y.  and  l^^^eUor^  'nTy!" 

_-.    _onaar  Fire  Uor""   *'—  "-* ■'— ' 

Ulk— Monitor  Untnal,  1 

1911— MoDonnbela  Fire,  i-itisourg.  n.;  mErgEs 
with  American  Union,  Philadelphia.  Pa. 

U04— Monroe  and  Lenawee  Conntiei  Farmtn 
Mutnal  Fire.  Adrian.  Mich.;  retired. 

"***    "  "       -     *'   ■    ij^   Strondaburi,     Pa.; 

t  Niatara, 


•ailed. 
-Uonlauk  Fire,   Brooklyn; 
N.   Y. 


1886— MoDtiomcrr  Mutual,  Canajoliarle,  N.  Y. 

ISnS-Monroe   Mutual.   Rocheater,    N.  Y. 

ISTV— Montiauotal,  Battimare;  teinaored  la  SoiraL 


rii.   New  York;   l 

'     "lUTille,  Va.;  retired. 

Mutual,  St.  Louii;  rainanrcd  in 

I  Union,  London. 

Hollj.  Mount  BollT,  N.  J.; 


— Morotoc^  DauTll 

.— Motmd  CitT  Mul 

Conunerdal  Ui 


In  RoraL 

ISOO— Mount  Vcmon,    Alexandria,  Vs.; 
in  National^  Hartford.- ' 


lSC»-Muakogee  Fire,  Uuikosee.  Okli.,  reinsured 

In  Mercbanta  and  Planteri.  Ttilaa. 
ISSO-Untnal,  Chicago;  failed. 
Un-Hntoal,  Cincinnati;  failed. 
ISn-Mutual,   Frederick   Co.,   Md.;   abaorbad  bf 

IMM-Umoar  Co-oper*tiTe  Imnraacc  AaMwlatlM, 

Georsetown,  Tex.:  charter  rerokeil. 
ISn-MatDaT Dweltins  Honac.  Landns,  Hlch.;ce 

iniured  in  American,  Pbitadelpbla. 
inO-Uutnal.  Eau  Oaire;  iaRed. 
IWt— Hnttul  Fira,  Dallai,  Tex.i  charto'  revoked. 
Urr— Mutual   Pire,   MInneapolI*;  reorianiaed   int* 

Mutual  Fire  and  Marine  Inauranca  Co. 

'  -     '  Fire  Aiioeiatlon.  Toledo;  Uled. 

Fire  Indemnity,  Angutta,  Ga.;  caacd 

107— Hntual  Fire,  Detroit;  retired. 

IStO— Mulval  Fire,  GoihenTlIle,  Pa.;  retired. 

IMS— Mutual^  Guaranij,   Dallaa,  Tex.;   charter  re- 

,    Tex.;    diaiter 

un— Mutual  Gnaivntee  Fund  Fire.  Deover,  CoL; 

im— Mutual  Reaerra  Fmid,  Chattanoosa,   Tan.; 

IMl— Mutual  Safetr  Fire.  South  Seadins. 

U90-Mutoal,  Tacomai  contolldaled  with  Caacadt 
P.  and  U..  Seattle.  Waih. 

ISm-Mutual  Artinni.  MuKaiine;  faDed. 

ISn— Mutual  Benefit  Boaton;  failed  bT  Boatoa  fire 

ini-Mutuat  Fire.  New  York:  reinaured  in  Lan- 
caafaire  and  rcamned  bn^neM;  namv 
chanced  to  Manhattan  Fire,  Un. 

Mutual  Fire.  Dea  Moinei:  [ailed. 

IStl— Mutual  riuaranlv.  Oinlon.  T>.:  failed. 

ISW-Mulual  Marine,  N'ew  Bedford. 


RETIRED    FIRE    INSURANCE    COMPANIES. 


jtaind.  N*hi  or  Covunv. 

m-Hatiial  Secncit)',  Chkaso;  failed  br  Chlcaco 


im-Untiul  UodermiUn,  Bi 


»klrn,  N. 


USt-Muliu]  TJdiod,  Tilolmci  retired. 
un— Uutiul  of  Ktamckj,  Louiiville:  Ii 

Uatoll  of  Sanilac,  Huron  Bud  Tun 

-'-■.  Sud  Beach,  Micb;  (oiled. 


Niit 


...HubD 


■  Voti 


■Ule, 

inmied  in  Getmui-AiiieTlcui,  Ne 
Un-NuliTillc  F.  ud  U.,  Nub^Ci  r. 

iMonnce    Camptoj    of    North    Amerlea, 

PhDndelphi*. 
aa-NjMiu   and    DuleheM,    New  York;    meraed 
__       with   Williamsburgh  City.   New  York.. 
iat-Na«ai>     Uoj^     Buffalo,      M.      Y.j      nunc 

chanced  to  EUicott  U^da, 
IW— National,    Baliimorcj    mcTEad   In   UnlMd   ol 

IPt— Natinnal.  Bangor;  failed  by  BoMoa  flia. 
in>— Nilional.  Boaton;  tailed  by  BoMan  fire. 
UU— Katioml,     Gncinnati,     Ohio;     reinaured    in 

Commucial  Union,   London. 
19H— National,   Dover,  DcL,  and  Gothrie,   Okla.: 

red  U.   S. 


1»7— National  Fire    Little  Rock.  Ark.; 


Ua-Natfooat,  Ne«  York;  i 

eial  Union.  London. 

■^..NMkHia],  Philadelphia: 


tni— National  Chnreh  Mm.,  L 
UK— National  Fire  AatocialiDi 
chanoed  to  United  Cii<> 
INS-NaHonal  Fire  Llardi. 


■  York:  ri 


li>1g-Nalii 

iSlJ-Nationil  Home.'Atfim'a"   mn^.ircd  in  (Georgia 

Fire.  Atlanta. 
IM-Natiooal     Honie    Fire,     Alesandrto,     Vt.; 

eharttr  anoBlled. 
ini— Nadonil    MaDulactnreri   MuttMl,  Janeiville, 

lin-Na(i!Jiil    Matnal    Fire,    Omaha,    Neb.;    w- 
__       cetrer  aopointed. 
m— National  fintual  Akron:  Uled. 


19U— National    Mutual,    FiitsburgT'KanT;    receiver 

IM-N^muJ  IfBltnl.  Saline ;  tailed. 
m»-NatiDnaI   Mutual,   Dover,  Del;  receher  ap- 

_p(rinted. 

aOI-National    Town    Mntnal    DwelUnc    Honaa, 
,„      BoAport,  Mo.i  failed. 
Un-National  Metropolitan,  Waihin 
■  ■      *^      ■      I,  Newt 


,  D.  C 


in-National  Standari., 

._       Aaais.  Co.  of  America,  New  York. 
UK-N«lon^  Underwritm.  New  Yorkj  rdninred 


tm^N^nMbi  Mercantile  Mutual,  Lincoln,  Neb.i 
._       recdver  appointed. 

Un-Nrt>faaka  and  Iowa  National,  Omaha;  failed. 
im-Ncbraaka  Underwriter!    Omaha.  Neb.;  rein- 

tnred  in  Farmeri  ft  Merchant!,  Lincoln. 
Vn-Ntotone,  Boaton;  failed  by  Boaton  ite. 
Neptnoe,  Philadelphia;  retired. 


Betited.  N*iia  or  CoMtan. 

U8S— Neptune  Marine,  New  York;  retired. 

un— Nntone  F.  and  U.,  Boiton;     reiniurwl    ia 

Providence  Waahlngtoo,   Providence. 
1906— Netherlandi,  The  Ua^e;  retired, 
un— New  Amaierdam,  New  Yori--  *--'-■ 


1910— New  Am! 


._r...  aty.  I*(w  York. 

City,   Newark;  reiniured  la  Gtiaeni^ 

New  York. 

!•>•— Ncwborypoit,   Newbtwyport 

IMS— Naw  England  Fire,  Providence,  R.  L;  rein- 
aured  ia   Michigan     UUlera  Mutual    Fin, 

Wl— New  England  Fire,  Rntland,  Vt.;  retired. 
IWI-New  Euland  Uoyda,  ProvidenH,  R.  I.;  n- 
innued  in  Rhode  lalaod  Rre,  noirldenee. 
U8T— New    England    Untoal,    Worceater,    Maa*.] 

IM>— New  England  Hntnal,  Boaton;  reiaiurcd  in 
the  General  Relnlnrance  Company  oi  Parii. 

UW— New  Eogiand  Mntnal  Fir&  Boaton;  nl» 
anred  in  Home  Gnaranty  Mntnal.  LowdL 
" —  England,  Hartford. 


ISO— New  England  Marine    Boiton 


im-New  Hanover  Mntnal,  New  Ban 


American.  New  York. 


Cambridge  Mutual  Fire. 

'— leraey  State  Fire,  lerMT  Oty;  relnaBred 

«.  Hew  York  Kra. 
UM>-New    London    Town    Mutual,    New    Hamp- 

ahira,  retired. 
UIM-Hew  London  Mutoal  Fire,  Ladenbnrg.  Fa.; 

retired. 
Un-New  Orleani  Ininrance  Co.,  New  Orieasa; 

rcdnaured  in  Fhoenlx,  Hartford. 
UW-Mew    Orleana    Inanrancc    AnocJatlon,    New 

Orlaana;  reintnred  in  Sun  of  New  CIrlaaua. 
UKH— Newport,  FroTidence;  retired, 
int— Nei^wn.    Prorideoce;    tdnaured    In    Ptort- 

dence  waahington. 

int— Naw  York  and  Boaton,  New  York;  rdnanred 
En  Seottiah  Union  and  National  and  Lloa. 
York  and  Brooklyn  Mntnal,  New  York; 


UOS-New 


..„    York    Fire,   New    York;   reinaored   in 
New  Hampablre  Fire  and  mapended  bnai- 

jinred    in    Home. 


im-New    York,     N.     _  .     

N.  Y.,  and  reaumed  burii_ 

ISM-New  York  and  Chicago  Lloydi.  Naw  York; 
eonaolidated  with  Sonth  and  North  Ameri- 
can Lloyda. 

ISM-New  York  and  Erie  Fire  Lloydi,  New  York. 

ISM-New  York  and  London  Lloydi^  New  York. 

UH-Ncw  York  and  Philadelphia  Yjnderwritera, 
New  York;  a  branch  of  Protection  Fire 
Lloyd*,  which  rdnaured  in  New  York  Fire 
Lloydt. 

IBU-New  York  &  New  England  Undcrwritera, 
New  York;  liiioldatcd. 

New   York  and  Yonkera   Fire,   New  YoAi 


York  I 


r,  New  York;  n 

1    Sprlnga,  N. 


18«-New  York  Central  Lloyda,  New  York;  re- 
tired. 

IKl-New  Yorii  City.  New  York;  reinanred  in 
Standard  of  London. 

ISfti-New  York  County  Cooperative,  New  York; 
failed.  J  i™       - 

lS»-New  York  EqniMble.  New  York;  idnanrad 
in  Royal  Inattrance  Company. 

mi-New     York     Io.urance     Aiaodatlon,     Naw 

ia«-NewYiirk  Hntnal  (Marine),  New  YoA;  n- 


e  Exchange,  New  York: 


IflS-New  York  Piodoc 

reininred  In  Safeguard. 
ISSe-N"  York  State  Hutnal  Fire.  New  York; 


RETIRED    FIRE    INSURANCE    COUPA.NIES. 


When 
RRired.  Nami  or  Cohkit. 

1M«-N.  Y.  F.  Ondri.  It  N.  V.  F.  Lloyd*  New 
_         Yorkj  ccMcd  budneu. 
1M«— New  York  MiHoe  UDdetwritcri,  New  York; 

U»-Niw  World,  New  Yorki  relnraT«]  in  North 

AnwrtcKi  ot  Ntw  York. 

"••-Niipri  Fire  and  Uvine  Uaderwrltert,  Bn( 

mn— Nlisua  nrt  of  Erie  conntr,  Baffalo,  N.  Y.; 

UW— NIacw*  Hutnil  Fire,  FhilidelphU;  blled. 
Un— Nippon  Sea  ud  Land,  Jepui;  raiorared  ia 

BritUh  America. 
Ull— Norfolk    Plre    Iniurance    Corporation,    Nor- 
folk.    Va.;     reiaaured     in     Ciliiem     Fire, 
_        ChaDeHown,  W.  Va. 
IM-HoTlolk  F.  ia3  l(4.N<>rfalk,  Va.;  tailed. 
IM— North  American,  BoMon;  reiniored  In  ttojral 
Bacbani*    and    runmcd    bnuncaa;    liqui' 
_       daledinUOI.  ^ 

Wt— North  American,   Boaton;   failed  bj  Boaloa 

IBn-Noi% 

Ues-Norlh 

Tex.  J  ckarter  revoked. 

im—North   American.   New  York;  failed. 
,«_«...u  . ,-_  .-..__.  p^j   Pittabnrj,  Pa. 


IW-Noi 

1»13-nI 


lean  Um 
■     cd, 

Uultiat,    Mansfield,    Ohio: 


DOS— North    Aaetlean   Underwrltcra,   Uinneapolv, 

UioD.:  reinmucd  and  retiivd. 
IMS— North  Carolina  Fife.  High  Point,  N.  C;  re- 
.—,    „'"'.'"?'  '"  German- American.  New  York. 
ma-Noith   Coait  Fire,  Se.tik.  Waih.;  reioiured 

in  Pacific  Stiiea  Fire,  Portland.  Ore. 

IMS— North  GermaD  Fire,  New  York:  rdnanred  In 

awnopalitan  Fin,  New  York;  recclTer  ap- 

1S06— Nor^    Star    Dwellina    Hovie,    Uinneapoli*; 

IMt-No'rth    State    Fire,   Greeniboro,    N.    C;    ab- 

•orbed  by  Diiie  Fire. 
ISTI— Northampton  Mutual  Fire,  Nortoampion. 
.„... Northampton  Mutoal  Fira,  Northampton. 
IBM— Wonhem,  Charleaton,  W,  Va. 
laS-Northern,  WaUrtown,  N.  Y.;  retired. 
ISn— Northern,  Sioux  City;   reinaured   in    Under- 
.„,    „wnter.  Mutaal  Siou*  City. 
««— Nmthmi   andSonthera    Llojda,   Aahe*ille 

18H— Northern  City.  Daluih;  retired. 

Ul»-Northem  Iowa  Mutual,  Clarion,  Iowa;  rein- 

„iured  in  Horticultural  Mutual.  De>  Moinea. 

Uat— Northern  Mntnal,  Council   Bluff*:   reinaurtd 

._    „in  Underwritera  Mutual.  Sioux    Fall*. 

UM— Nonhera  Mntnal,  Toledo,  O.;  bllH. 

IWl-Northern   New  York  Mutual,  PUttabnrE. 

UH— North  German.  Hambura;  reinsured  United 
State*  riska  in  Feoplea,  New  York;  rsvtm. 
menced  general  buriacaa  In  tne  United 
State*  in  ISM:  reinrared  United  Slate* 
riska.  except  thoae  in  Cook  CouD  '" 
OS  Padlic  Gout,  in  WeMem,  ' 

_       Wn;  retirad  in  WX. 

im-Norft   MisMuri.   Uaoon:  failed- 

Wn— North  Pacific.  Tacoma:  Uled. 


un— Nortiiweatcm,  Dulutb;  reinsnred  in  Cammi 


UM— Nonbwestem   Mutual  Fire  Aaanciatior 

ledo:  failed. 
IWT— Karthwealern     Mutnal     Fire    o      ( 

County.   N,  Y.:  receiTer  aop'-nti.-. 
NoTtbweafem  SnndlnaTlan  Farmer*  Mtttoal. 

Gnnit  Fnrka.  Fhik. 
MOO— Horwatk.  Norwatk:  fvlnaBrtd  In  Loadoa*ad 

Lanraahlre  and  OrteiM. 
im— Norwich,  Norwich;  tailed, 
un— Norwood.    New   York;    relnenred   in    Prorl- 


When  „ 

Retired.  Suta  or  Couru 

UH-Nora  Scotia  Marine,  Halifax:  Uled- 


Itn— Occidental,  San  F 
fire. 

iifJl-Occiili 


i;  failed  by  Oiitago 

Vico.  Tex.;  charter  rcrakoL 

).   Portland,  Me.;  retired. 

_  .-MO  Mutu*),  New  Bedford. 

IB79— Ohio,  Chillicothe;  reins.  In  North  G«aBB. 

131^1-Ohio.  New  Albany,  Ind.i_  receiver  appealed 


1S91— Occj 


189S-OhiCL 

uee-oh"o 


.™?5"J! 


iniuted   in   North   i 
lutual,  Toledo,   OhU;  T» 


-W   Uutnal     o(    Sb» 

dndrr,  Ohio. 

IBIO-Ohio  Fire,  Akron.  Ohio;  retired. 

1SH»— Ohio  German  Fire,  Toledo,  Ohio;  truiteo 
appointed. 

18n— Ohio  Manutacturera  Mutual,  Columhns: 
faOed. 

ISn— Ohio  Valley,  Cindanatl:  reioitved  hi  Far- 
mer*. Merchania  and  ifanntaetnrera 

ISm-Ohio  Valley,  Wheelinit.  W.  Va.;  retired. 

lUi-Oklihoma  Hre,  Oklahoma  Oty,  OUa.; 
liquidated. 

lS«5-Old  Colony,  Plymouth. 

ime-Old  Colony  Mntnal  Fire.  Boaton;  not  in  ao 


ISK— Old  Dominion,  Portan 


, jth,  Va.;  blled. 

inT— Old  DoDiolon,  Richmond:  rdnaorcd  in  Li* 

•rsoot  and  London  and  Globe. 
Un-OId  Dominion  Fire.  Virpnia;  retired, 
im— Old  Nonh  State,  Warrentown:  arotnid  up. 


Un-OranEe  County  Mutual,  Goahen,  N.  Y.;  n 

d  M..  Porllan 
:M.and  Conne 
City;   bOed. 


1874— Orient.  T( 

18S7— tJtienlal,  „ 

IBM— Oriental  Miimal  Marin 
"-     Iriental    Mutual.    Jobi 

apoointed. 
IKID-Orfental.  San  Fmnciact 
[911— Oaaje,  Topelca,  Kan.;  i 


■•  Vork;  retired. 


Hsnford. 

Oscaloosa  Fir 

Cedar  Ripii 


!,  Oscaloosa,  la.;  reins 


I.  Sandr  Creek;  reinsured  ir 


reiniured     in 
iia].  Hinneapo- 


ark  Tnwn  Mntnal.  Lamai 


IMC-Oiaric  Mutual   Fire.  Fort   Smith.  Aik;   ap- 
pended bnaineaa. 
IffiS-Padfib  New  Bedford. 
Tacifie.  Portland.  Ore.:  rdnarrred  In   Ameri- 

im— Pacific.    San    Frandaco;    blled    by    Cbfeaio 


UOI-P-cific  Fire.  New  Vwk;   reinsured  la  Wf*- 
e>-sler.  N.  Y.:  w.nm«I  hoainrn. 
Pacitic    Fire,    Seattle.    Wash.;    rccetvcT    ap- 

•a'^rlfir  Fire  T.io»4<;  name  ehanmd   to  Buf- 
falo P.  and  M.  Undi-^rrOers. 
«T4— PaHfic  Mntna).  ^ww  »«■<>."( 
911— Pacific   Mutnst   Fire.  Ptoyidence,   R.    I.;    re- 

IRxn-Pacific  rMutual  Marine).  New  York;  retired. 
"""     ~>ackera  and  Proiriiion  Dealem.  Chicnro:  re- 
Instired  Sn  'Norwich  TTnion.  Norwtrh 
•ackers   tndividna!    Underwriter*.    Ctaicnco; 
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Naki  or  COHPAiir. 

. ..  Jmcbtatei,  ""g ;  retind  ftOB  t 

S.;  poRfaaied  bj  Comnccdil  Union. 

FiniillBai,  New  York. 

aii-Tthimit,  JerKT  QtTi  (ulsd. 

ISIV-Pimtico   Insurance   Uld   Buikins.    Tarbor 

N.  C;  tf tired. 
UID-Pilmetto    Mutual.  SparUnlburg,    S.    C;   t 


—  --..J  Uanouciuren  Mutual.  Pitufidd. 
Un-Pufc,  Kew  York;  rdn*.  ia  Home.  K.  Y. 
ini—Firk    Region    Mutual.    Uion.;    recdnr    ap- 


IMI-PatnHii  Mutual  Firi 
HU-P»tfon"*Mutu«l     Firt.     Col 


IMl-Palroi 

ban 

tm-Pttioi 


Mich.; 

'  M^lTiaT'Fire.   nitltdalc,   Mich.;    n- 
d  in   Patrodl  Mutual    Fire,   Lanrini. 

Mutual   Fire.  Lapeer,  Miclu;  ceaied 

I     Uutoal    Fire    ol    Tuacola    Coiuty, 

Fatnmi  of  lodnatir  Fire,  Malose,  K.  Y.i  re- 

IM.PaUuua  ot  loduatTT.  Sinton,  N.  Y.;  Uled. 
BU-Paiton    Mutual.    PtilidelphEir  Fa.;    receiyer 

mt~Vr^A  .     '.'-'I  by  Baltimore  be. 

iMS^Pf:.;l..:>"     '.' '■   'i,'"^'''      Vs.;    rcionued    Id 

PhCPnii   o(    Londun. 

Utt-Pelieui,  New  Urleaoi;  reiniured  Id  Sun  Mu- 
tual. Neir  Orleani. 

WlS-Pelicjn   Firf,  Slirrv£port.  La.:  liquidalid. 

Un-Pembcrloa  Mutual  Fire,  L.awrencc 

laS-PeDiDinU  Mutual.  Jackun.  Midi.;  retired. 

1187— Psnurl  van  ia,    PiltiburK:    reiniured   in   tic^ 

UM-Pennnlnnia  Mutual,  Columbia:  failed. 
im-PeoD.  Philadelphia;  (ailed. 
laS-Pean  Fire  LIo,d>.  Camden.  N.  I. 
WST-Peoturt-rt  Mi>|..il  Firt,  Haverhill. 
]K7J-P«.,,;f.,    ;!-,Tiiii   ri-:   ,.,n.ured  In  Hnover. 
1K71— p,„p,^,,     L,   .   ■  r,.;^.„r,^    in    rirm    of 


nOT—Peinlea    Fire,    Korf<rik.    Va.;    Bcrged    witb 

Republic  Fife.  Norfolk,  Va. 
tm-Peoplea  Fire.  Little  Re^  Ark.;  recdrer  >t>- 

lM-P«ople*  Fire.  Dtllu.  Tex.;  charter  revoked. 
IM-FKipIe*  Fire,  Waco,  Tei.j  charter  revoked. 
t*K-P(«plo  Fire,  WaihinitoD,  D.  C;  rein»ored 

in   Royal,   LivcrpooL 
Wt-'Peopic^   UtUe  Rock;  rtlntored  In  Contio- 

.  eataL 

m-Peoplea,  Maodieeter;  failed. 
11  Ptoplee,   Uenjihi*;   ninnred  in  Northweat- 

_      OB  NadonaL 
!>■— People*.    HiddletowD,    Conn.;    retninred    ir 

__       CooaecticDt,  Hartford. 
IW— Peoplea  Mntoal,  Balf ■-' 


Reti,^  Nana  o>  Cohmii. 

UM— Peoria  Cotmty  Gnsse,  Alts,  ItL;  tailed. 

'•»-     "Tquannoek,  Staunton,  Va.;  failed. 

Itwtnal,  Philadelphia;  rdnaured  Is  Unilsd 


Philadelphia;  rein.,  in  N.  Y. 
?irc.  Philadelphia :  failed, 
ladelphia   Fire  Llayda,    Pblladelpnu;    lo- 
sured  in  Llovdi  oI  Nev  York  city. 
■      ■      ■•         urcd  in 

FidelltT 


Llovdi _. 

aphiaMotual  Kit(,Phila.: 
rtorwood.  New  Yort 
ISlO-Pheni.,     Brook!' 


,     Brooklyn ; 
New     Vorl 


title     Fidelity 
n  Capital.  Fire 


lint— Phceniii,   BallimoTe;   i 

Bremen. 
l»l»-Phoenii  Fl«.  Phoen 


JniBted  in   Hamburg- 
(,  Aria.;  ceaied  bati- 


imphii;  relninred. 


ISM— Phoenix,  M — ,__, 

UM-PhiEObl' F.  aod'^.'STntandiJ^^ 

annulled. 
1913— Fhxnix  F.  and   M..  Memphis;  reiniured  in 

Wejtcheiler,    New   York. 
inO-Phimix  Fire  and  Marine,  Dorer,  DeL;  certi- 

' voked. 


loiK)  ceaiea  Duiweai. 

of  North  Dakou,  Minot;  lallad. 

rnanui  Town  Mntnal,  Franlcfort,  Uo. 

IMW-PlMenu  Town  Holual,  St.  Lonlt;  retired. 

Pliaaiiic  Town  Mutual,  BooDnlle,  Mi 

IMC-Phnnii    Underwiil  "         "'    ■ 


1   Fire, 


Woodli^rker("Mutiiai,    Wrn'o 
ISO— Ploneeer,     Chicago ;    rclninred 


New    York;'  ceaaed 
1,  N.  Ci 
Bait  Pierre,  South   Da- 
lelniDrcd    in 


r    Fire.    Seattle,    Waih.; 

mi  Fire. 

r  Iniurance  Aaaociition, 


.Plttifield  Mutual  Fire,  Fitlifield. 
.^oSeld  Mulnal,  Plalnfield,  N^.; 


ire,  Fitll 

Ji,  italnfield, 

Mno-rlantera,  Aleianclria.  Va.;  n. 

Plantera,  Jackion.  Mill.;  retired. 

lai    PUnteri   -     ■    "  -       --  ■  ■■ 


mphia,  Tenn.;  rdn- 


Ull-Peoplea      Mutual      Fire,     Phlladelphil.     Pa.; 

liquidated. 
IM— PoaplM  HiMaal  Ftrc.  Kavenn*.  O.;  rrttrn* 
'■•-  " — '-    Newark;  tdnt  In  Niagara,  N.  Y. 
New  Orleani:  liquidated. 

_F ,   New  York;  reinsured  in  National 

im-PeopIca,  Philadelphia:  failed. 

im— FOiplea,    Pittsburg;     reinaund    In    National 

Union,  Pittsburg. 
lin~Peoplc^    Sen   Fnndieo;   MIed   by   Chicago 

tN>-PeopIe*    Fn-e,    New    Orleans.    1.*.;     ceased 

nO-PeopIci,  Worecatcr:  failed  by  Bonoa  fire. 
Un— People*.    Trenton:     reiniured    In    German 
■         ■      I,  Hew  York. 


UOS— Pleasant 


Fire;      Pleuant 


tiaod    Lloyda    (Marine),    Portland, 

tired. 

Limouth  Fire,  PorUnouth,  Va.; 

imae,  Alexandria.  Va.:  charter  i 
•mac  F.  and  M..  Alenndria,  Va 


ISfiO-Pouihfceepsie    Mutual,    Ponghheepile,    N.  Y. 
'"=    »— >-—-    Mancheiter.  Va.:  retired. 

ind  Marine,  Boston;  biled  by 


isns— Pt  ...___.  . 
1II7S— Preicott  Fii. 
Boslon  Hre. 


Ininrcd  In  North  Brtt 


438 


RETIRED    FIRE    INSURANCE    COMPANIES. 


When 
Retired 


NaICS  of   COICPANT. 


Nams  op  Company. 


1011— Profit  Sharing   Underwriters,    San   Antonio, 

Tex.;   ceased  business. 
1915— Progressive  Relief  Association,  Dallas,  Tex.; 

license    canceled. 
1907— ProgressiTe  Town  Mutual,  Kaniat  Gtj,  M<k; 

declared  insolvent. 
1906— Property  Mutual,   Waterloo,  Iowa;  receiver 

appointed. 
1889— Protection,  Boston. 
1894— Protection,  Charleston,  W.  Va.;  failed. 
188&— Protection,    Knoxvillc,    Tenn.;    consolidated 

with  Knoxville  of  Knoxville. 
189^Protection-Manhattan     Fire     Uovda,     New 
York;  reinsured  in  New  York  Fire  Llojrda. 
1897— Protective  Fire  Association,  Detroit;  retired 
1899— Protective  Mutual  Fire,  Philadelphia;  failed. 
189^Protective  Mutual  Fire,  Providence;  retired. 
1894— Providence,  Richmond,  Va.;  failed. 
1913— Provident     Mutual,     Philadelphia;     receiver 

appointed. 
1896-Provincial  Fire  Lloyds,  New  York;  retired. 
1891— Prudential,  Boston;  rem*,  in  Home,  N.  Y. 
mO— Prudential,  N.  Y.;  reins,  in  American,  N.  Y. 
1904— Prudential   Fire  and    Marine   Underwriters, 

Chicag[o;  retired. 
1909— Prudential   Fire,  Knoxville,  Tenn.;  receiver 

appointee. 
1906— Prudential,     Taxewell,     Va.;     receiver     ap- 
pointed. 
188S— Pueblo.  Pueblo,  Col.;  retired. 
1886— Puget  Sound,  Tacoma,  Wash.;  failed. 
1900— Pulaski  Mutual.  Chicago;  failed. 
1871— Putnam,  Hartford;  failed  by  Chicago  fire. 

Quaker  City.  Philadelphia. 

1900— Quaker  City  Mutual,  Philadelphia:  retired. 
1891— Queen,  Liverpool;  retired  from  tnt  United 

States  and  reinsured  in  Queen,  N.  Y. 
1901— Queens  ft  Suffolk  Mutual,  Yaphaak,  N.  Y.; 
reinsured  in  Hartford  Fire;  resumed  busi* 
ness  in  1906:  ceased  businera  in  1911. 
1898— Queen    City   Mutual,    Buffalo;    reinsured    in 

Hartford. 
1870— Queen  City,  Cincinnati;  retired. 
1890-Qn««n  Citv  Mutual  Fire.  Manchester^  N.  H.; 

reinsured  in  United  Mutual,  Providence. 
1913 — Queen  of  Arkansas,  Little  Rock;  liquidated. 
[ueens  Fire  Llovds,  Brooklyn;  retired, 
mincy  Mutual  Fire,  Quincy. 
lailroad  Mutual  Fire,  Boston. 
1908— Reading  Fire,   Reading;   reinsured  in  Hart- 
ford Fire. 
186S— Real  Estate  Mutual  Fire,  Philadelphia;  failed. 
1871— Real  Estate  Mutual  Fire.  Boston. 
1911— Realty  Mutual  Fire,  Philadelphia,   Pa.;   dis- 
solved. 
1886— Reapers  City.  Rockford;  failed. 
1886— Reassurance,  New  York;  reinsured  in  United 

Fire  Reinsurance.  Manchester. 
188S— Reassurance   Generales,    Paris:   retired   from 

U.  S.:  reinsuring  in  Crescent,  N.  O. 
1907— Real  Estate  Owners  Fire,  New  York;  John 

J.  Macklin.  Receiver. 
1897— Rebuilders  Mutual  Fire,  Minneapolia;  rein* 

sured. 
1912 — Reciprocal     Tndemnifiers     of     America,     St. 

Louis;   retired. 
1914 — Reciprocal    Indemnity    Exchange.    Los   Ange- 
les;   retired. 
1899— Red   River   Valley  Mutual   Hail,   Mapleton, 

N.  D.;  retired. 
1914— Reesville,  Mutual  Fire.  Recsville,  Wis. 
1896— Resrent  Fire  Llovds.  New  York. 
1906— Reliable  Fire,   Oklahoma   City.   Okla.;  rein- 
sured in  St.  Paul  F.  and  M. 
1896-ReIiable  Mutual  Fire.  Philadelphia;  failed 
1910— Reliable  Mutual,   Philadelphia,  Pa,;  receiver 

appointed. 
1909— Reliable  Mutual.  Syracuse,  N.Y.;  liquidated 
1894 — Reliance,  Wheeling;  mail  unclaimed. 
1896— Reliance  F.  and  M.  Asso'n.  N.  Y.;  retired. 
190&— Reliance  Fire  Underwriters.  Chicago;  ceased. 
1890— Reliance  Mutual,  Dubuque;  failed. 
1896-Reliance  Mutual  Fire.  Chicago;  failed. 
188»-Re1ief.  New  York;  reins,  in  Niagara.  N.  Y. 
1871— Republic,  Chicago:  failed  by  Chicago  fire. 
188S— Republic    New    York;    reinsured   in    North 

British  and  Mercantile. 
1912— Republic  k  Dominon  Fire  and  Marine,  Min- 
neapolis,  Minn.;    receiver   appointed. 


When 
Retired 

1907— Republic  Fire,  Norfolk;  charter  aniettdedaad 
name  changed  to  Norfolk  Fire  Instiranw 
Corporation. 
1908— Republic  Underwriters,  Chictflo:  failed. 
188S— Reserve,  Cleveland;  iailed. 
1906— Reaerve    Fire    and    Marine,    Chicago,    IlL; 

ceased  business. 
1907—Republic  Mutual  Fire,  Johnstown,   Pa.;  re- 
ceiver appointed. 
190(^Retail  Merchants  Fire  Insurance  Aatoctatioii, 
Little  Rock,  Ark.;  reinsured  in  Merchants 
Fire,  Little  Rock. 
1910— Reserve  Mutual,  Philadelphia,  Pa.;  receiver 

appointed. 
1877— Residence.  Cleveland;  reinsured  in  Soottisb 

Commercial. 
1894— Residence  Mutual,  Oberlin,  O.;  retired. 
1871— Resolute,  Baltimore;  reinsured  in  Imperial. 
1818— Resolute  New  York;  amalgamated  wtth  New 

York  City. 
1914— Retail   Merchants   Fire,   Sioux  Falls,   S.   D.; 
reinsured    in    Security    Mutual,    Chatfield. 
Minn. 
1881- Revere,    Boston;    reinsured    in    Fire   Insur 

ance  Association.  London. 
1864— Revere  Mutual  Fire  and  Marine,  Boston. 
1882— Rhenish-Westphalian  Lloyds,  Gladbach,  Ge^ 

many;  retired. 
1^— Rhode  Island  Underwriters;  retired. 
1881-^Richmond  Banking  and  Insurance  Company, 
..WW.    ^^chmond;  reinsured  in  RoyaL 
1907— Richmond  County  Mutual,  Richmond,  N.  Y.; 

reorganized  as  stock  company. 
1878— Richmond  Fire  Association,  Richmond;  rein- 
sured. 
1J06— Richmond  Fire,  Richmond,  Va.;  retired. 
1886— Richmond  Mutual  Fire.  Richmond,  Va. :  rein- 
,o««    „.«»red  in  Merchantt  ft  Mfrs.  Fire,  Baltimore. 
1878— Rigcwood,  New  York;  reinsured  in  Conoec* 

ticut  Fire. 
1904— Riffga  Fire.  Waahington,  D.  C;  r«insared  hi 

German-American,  New  York. 
1914 — Rio  Grande.  San  Antonio;  reinsured  in  Na- 
^.^    _tional  Union,  Pittsburg. 
l»6-Rittenhottie  Mutual,  Philadelphia;   failed. 
1894-RMnoke    Underwritera    Agency,     Roanoke; 

Va.;  diabandcd. 
.^....Robert  Morria,  Philadelphia;  retired. 
Iffil— Rochester,  Rochester,  Pa.;  failed. 
1911— Rochester-German,       Rochester,       N.      Y.; 
^*v«    ^'"rfif^J?.  ^^^  German-American,  N.  Y. 
1906— Rock    River    Fire    Underwritera,    Chicago: 

ceased  business. 
1899— Rockford,  Rockford;  reinsured  in  American 

Fire  of  Newark. 
1870— Roser   Williams,    Providence;   r«insiired   in 

Home,  New  York. 
1910.— Roger   Williams   Fire,    Providence,    R.    L; 

liquidated. 
1891— Rome,  Ga.;  reinsured  in  Commercial  Union. 
London. 

:ii;'*5***^?"X  Mutual  Fire,  Roxbury. 
HS~"5**yi^'^^"*i*»«*>»«»»  Aim.:  failed. 
IgO-Royal  Canadian.  Montreal:  retired  frtmi  U.& 
JgJ-Royal  F.  and  M.  Lloyds,  New  York. 
1890-Royaj  Mutual  Fire,  ^ftiUdelphia;  aaaigned. 
;i;j»"5^**  T®^  Mutual,  Kansaa  Otr,  Ifow 
1899-Rtttgers    Kre     New    York;    merged    witii 
, _  Globe.  New  York. 

JS5~?*?'***<*'.^SS'«»4i  Vt.;  retired. 

1879— Safeguard,  New  York;  reinsured  in  I^ondofr 

_and  Lancashire. 
1876-^afeguard.  Philadelphia;  failed. 
1896-Safety  Fire  Lloyds,  Brooklyn;  reinsured  » 

Acme  Lloyds. 
iSlil'*^  Mutual,  Sioux  aty,  la.;  retired. 
ISJ~§**?"<>''^J^«*«^  ^Jr«.  Lynn. 
^*^*~^ff?r'  X?"*3r  Fire  and  Marine.  Saginaw. 

187»-St  Joseph,  St.  Joseph;  reinsured  in  German 
American. 

1916-St    Joseph    Fire,    St    Joseph.  Mo.;    project 
abandoned. 

"■•■^^^^Si  7^V^  Mutual,  St  Joaepli.  Mo.: 

tonH^e*"?**"^  *"  Connecticut  Fir^ 

1900— SL   Lawrence,   Montreal;   reinsured   by   Oi- 

**'^~i^  l^^'i^  ^l«J  S^nwwd  «n  Queen. 
1011*  •c^  T^"''  ?•.  •"<*  M..  St.  Joseph;  rt^ired. 
^^~^*c.^"",  ^r**  St  Louis,  Mo.;  reinsured  m 
St  Paul  Fire  and  Marine,  St  Pitil,  Minn. 


RETIRED    FIRE    INSURANCE    COMPANIES. 


439 


When 
Bdmo 


Nams  of  CoicrA»T. 


1870-SL  Lonu  Floating  Dock  mnd  Ins.  Co.,  St 
Louis:  reinsured  in  American  CentraL 

1900-St.  Louis  jOlo.)  Mutual;  rdnsnred  in  CoB- 
necticut  Fire. 

Va»-SL  Marks.  New  York;  failed. 

1891— St.  Nicholas,  New  York;  reinsured  in  Ger- 
man-American. 

1891-St  Paul  German,  St  Paul:  assigned. 

18M-St  Peters  Fire  Aid,  Cleveland,  O.:  retired. 

1901— St  Petersburg,  St  Petersburg,  Russia;  re- 
tired. 

1815— Salamander,  New  Orleans;  reinsured  is 
TentonJa  of  New  Orleans. 

1841— Salem  Commercial,  Salem. 

188^— Salem  Marine,  Salem. 

lAO— Salisbury  &  Amesbury  Mutual,  Salisbury, 
Mass.;  reinsured  in  Attleboro  Mutual,  At- 
tieboro,  Mass. 

1881— Sandusky,  Toledo;  failed. 

1871— Sangamo,  Springfield;  reinsured  in  Mer 
cuuats  of  Cnicago. 

1891— Salem  Marine,  Salem,  Mass.:  reins,  in  In- 
surance Company  of  North  America,  Phila. 

1914— Saugus  Mutual,  Saueus.  Mass.;  reinsured  in 
'Lynn  Mfrs.  and  Mecns.,  Lynn. 

Un.— Saunemin  Mutual,  Fairbury,  III. ;  retired. 

1890-^vannah  F.  and  M.,  Savannah;  reinsured  in 
Hartford. 

1904— Savoy,  Alexandria;  reins,  in  Hamilton,  N.  Y. 

19Qt— Saxet,  Dallas,  Tex.;  charter  revoked. 

un— Scania,  Sweden;  reinsured  U.  S.  business  in 
Royal  Exchange,  London. 

1871— Schenectady,  Schenectady;  failed. 

1896-Schu7lkin  Fif«.  Philadelphia,  Pa.;  rdntured 
In  Orient.  Hartford. 

19U— Schuykill  Mutual  Fire.  Philadelphia,  Pa.; 
liquidated. 

1909— Scottish  Fire,  Charlotte,  N.  C;  reinsured  in 
Monongahela,  Pittsburg. 

1880— Scottish  Commercial,  Glassow:  retired  from 
the  U.  S.;  reinsured  in  the  Lancaahtre 

1904— Scottish  National,  Chicago;  reins,  in  Ins. 
Co.  of  the  State  of  Illinois.  Rockford. 

1912— Scranton  Fire,  Scranton,  ra.;  reinsured  in 
American   Union,    Philadelphia,    Pa. 

1880— Seaboard,  Norfolk.  Va.:  retired. 

1913— Seaboard,  Norfolk,  Va.;  reinsured  in  Ger- 
man-American, N.  Y. 

1910-Seaboard  Fire  and  Marine,  Galveston,  Tex.; 
reinsured  in  German-American,  N.  Y. 

190&— S^iboard  Underwriters,  New  York;  retired. 

1904— Sea  and  Lake,  Chicago.  111.;  reinsured  in 
Liverpool  and  London  and  Globe,  Liver- 
pool, and  Federal,  Jersey  City. 

Sea  Marine,  New  York. 

189»-Seatt1e,  SeatUe,  Wash.;  failed. 

1900— Seattle  Fire  and  Marine,  Seattle,  Wash. ;  re- 
insured in  Dubuque  Fire  and  Marine. 

1881— Second  Essex  Mutual  Fire,  Salem. 

1887— Security,  Mobile;  retired. 

1871— Security.  New  York:  failed  by  Chicago  fire 

Security,  Philadelphia;  retired. 

1889— Security.  Spokane. 

1904— Security  Fire  and  Marine  Underwriters  of 
America.  Chicago;  ceased  business. 

190S— Security  Fire,  Baltimore,  Md.;  reinsured  in 
New  Jersey  Fire,  Camden,  N.  J. 

1901— Security  Fire,  Dallas,  Tex.;  charter  revoked. 

lAA— Security  Fire,  Austin,  Tex.;  charter  revoked. 

190S-Security  Ffre,  Little  Rock,  Ark.;  receiver 
appointed. 

1890— Security  Fire  Lloyds.  New  York. 

1909— Security  Mutual,  Ladonia,  Tex.;  charter  re- 
voked. 

1904— Security  Mutual.  Little  Rock;  reinsured  m 
Security  Fire.  Little  Rock 

1889— Security  Mutual,  Minneapolis:  retired. 

1901— Security  Mutual.  Omaha:  failed. 

188»-Security  Mutuat  Philadelphia:  failed. 

1808    Security  Mutual  Fire,  Providence;  retired. 

19Q»-SedaUa  Town  Mutual,  Sedalia,  Mo.:  faOed. 

189fr-Seneca  County  Mutual.  Tiffin;  failed. 

Seventh  Ward,  New  York. 

1880— Shawmut  Boston:  reinsured  in  the  Reas- 
sorance  Oenerales  Company  of  Paris. 

18E9— Shawmut  Mutual  Fire.  Boston. 

1910— Shawnee  Fire,  Topeka,  Kan.;  reinsured  in 
National.  Hartford. 

1912— Shawnee  Mutual.  Oklahoma  City,  Okla.;  re- 
ceiver appointed. 

1891— Shelbume  Mutual,  Shelbume,  Mass.;  retired. 


When 
Retired 


Naxx  of  CoKraVT. 


UM-Shenandoah    Valley,    Winchester,    W.    Va. 

1884 — Shoe  and  Leather,  Boston ;  reinsured  in  Niag* 
ara,  N.  Y.;  Phenix,  Brooklyn  and  insure 
ancc  Company  of  North  America. 

1873— Shoe  and  Leather  Dealers  F.  and  M.,  Bos- 
ton;  failed  by  Boston  fire. 

1881— Shreveport,  La.;  retired. 

Sioux  Falls,  Sioux  Falls,  S.  D.;  failed. 

191ft— Sioux  Fire,  Sioux  City,  la.;  reinsured  in 
Hartford  Fire,  Hartford. 

..... .Social,  Salem. 

1894— Solidarite,  Bruasels;  retired. 

Somerville  Mutual,  Somerville,  N.  J.;  re- 
tired. 

1894— South  Carolina  Home,  Columbia;  reinsured 
in  Fire  Association,  Philadelphia. 

19C8— South  Carolina  Mutiuil,  Greenville,  S.  C; 
receiver  appointed. 

1896— South  and  North  American  Lloyda,  N.  Y. 

1874— Southbridge  Mutual  Fire,  Southbridge. 

Southeaat    Mo.    Town    Mutual,    Frederkk- 

tcwn.  Mo. 

1870— Southern,  Bloomfield;  failed. 

1874— Southern,  Savannah;  reinsured. 

1899— Southern  Fire,  Atlanta,  Ga.,  failed. 

1908— Southern  Fire,  Dallas,  Tex.;  charter  revoked. 

1906— Southern  Fire,  Little  Rock,  Ark.;  reinsured 
In  Travelers  Fire,  Pine  Bluff. 

1909— Southern,  New  Orleans,  La.;  receiver  ap- 
pointed. 

1909— Southern  Fire,  Lynchburg,  Va.*  reinsured 
in  German-American,  New  York. 

1909— Southern  Home,  Bartow,  Fla.:  reinsured  in 
Southern  Fire,  Lynchburg,  Va. 

1908— Southern  Fire.  Waco,  Tex.;  charter  revoked. 

1908— Southern  Fire,  SUmford,  Tex.;  charter  re- 
voked. 

1881— Southern  California,  Los  Angeles;  reinsured 
in  London  and  Lancashire. 

1896— Southern  Lumber  Mutual  Fire.  Birmingham, 
Ala.;  reinsured  in  Liverpool  and  London 
and  Globe. 

1897— Southern  Minnesota  Mutual  Fire,  Roches- 
ter; reinsured  in  Consolidated  F.  and  M., 
Albert  LeiL  Minn. 

1908— Southern  Mutual,  Birmingham,  Ala.;  a1^ 
sorbed  bv  Atlanta-Birmingham. 

1904— Southern  Mutual,  Little  Rock.  Ark.;  reins, 
in  Home  Mutual,  Little  Rock. 

1913 — Southern  National,  San  Antonio,  Tex.;  rein- 
sured in  German,  Peoria. 

1913— Southern  States,  Birmingham,  Ala.;  rein- 
sured in  Great  Southern,  Anchorage,  Ky, 

1877— Southern  Underwriters  Association,  Kaletgh; 
failed. 

1900— Southern  Underwriters,  Meridian,  Miss.; 
dissolved. 

186&-South  Mutual  Fire,  Boston. 

1874— South  Side,  Pittsburg;  failed. 

1878— South  St.  Louis  Mutual,  St.  Louis. 

1907— Southern  Millers  MutuaL  St.  Louis.  Mo.; 
reinsured  in  Millers  Mutual,  Harrisburg, 
Pa. 

1900— Southern  Iowa  Mutual.  Leon,  Iowa:  rein- 
sured in  German  Mutual,  Des  Moines, 
Iowa. 

1908— Southwestern  Fire,  Little  Rock,  Ark.;  rein- 
sured in  Queen  of  Arkansas. 

1887— Spinners  Mutual  Fire.  Boston. 

1908— Southwestern  Mutual  Fire,  Fort  Worth, 
Tex.;  charter  revoked. 

1911 — Southwestern  Mutual,  Lawton,  Okla.;  ceased 
business. 

1900— Southwestern  Town  Mutual,  Kansas  Qty, 
Mo.;  reinsured  in  Teutonia,  New  Orleans. 

1913— Soverciffn  Fire.  Toronto;  ITnited  States  risks 
reinsured  in  Globe  and  Rutgers,  New  York. 

1897— Springfield  Mutual  Fire,  Philadelphia;  rein- 
sured in  Globe  Fire,  New  York. 

Springfield  M.  &  F.,  Springfd,  111.;  retired. 

1909— Springfield  Underwriters  Mutual,  Springfield, 
O. ;  ceased  business. 

1911— Spring  Garden,  Philadelphia,  Pa.;  merged 
with  Insurance  Co.  State  of  Pennsylvania, 
Philadelphia,  Pa. 

1897— Sprinkler  Mutual  Fire.  Philadelphia;  rein- 
sured in  Globe  Fire,  New  York. 

1888— Stanberry  Town  Mutual,  Stanberry,  Mo.;  re^ 
tired. 
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When  ., 

Retired.  ^ahi 

UK— Studird,  Cincioiutii 


nntiitcd  In  Commcr 
TSDiurtd  la  Fbeoix 


eiiL  Cb 

luniuid. 

UM-Stuidirfi;    New    York;    reinnnil    In    Liver- 
pool ftnd  London  uid  Globe- 
IWl— Studard,    Wheelins;    reiuiiued   In   Genrnn- 


I,  Nci 


York. 


1MB— Standicd  Fire,  Foidyce,  Ark.j  mcried  with 
Home  of  Fordyee.  ^   . 

IBIO— SUndard  Fire.  Keokuk,  Iow»;  reuiiurcd  in 
Central   Nationil,    Chicago. 

tBn— Standard  Fire  Utficc,  London;  retired  iron 
U.  S.;  reiniurins  (a  Fheniic,  Brooklyn. 

UH-Standard  Llordi,  New  York;  retired. , 

UM— Standard  Muioal  Fire,  BoHon,  retired. 

un— Sundard    Uutual   File,   Honaton,   Tex.;    re- 

1900— Standard  Uutaa],  Providence,  R.  I.;  receiver 

UOB— Standard  Underwiiten,  Chlcani  blled. 

ISU-Slanding  Stone  Mutual  Fire,  Huntingdon,  Pa, 


■,  New  York;  reinanriog  —    .  . 

New  York  . 
1901— Star  Fire,  Louisville,   Ky.,  retired. 
UN-SOr  Rre  Uorda,  New  York. 

Stu  UntBal,  Boston. 

UW-^tate,  Annilton,  Ala.  _  _ 

Un— State.  Chicasoi  failed  hj  Chioago  Sre. 

Um-Statc,  Cleveland,  failed. 

UlS— State,  Des  Moinei,  la.;  reiniured  in  Fhcenu, 

Hartford. 
laS— State  Fire  Aaaodation,  Toledo;  redrad. 
UIS— State,  Hannibal;  MIeiL 
U7>— Sate,  lencT  Citr;  mnmred  in 
un— State,  Lananig;  rafait.  In  Hoata 
Jgn— State,  Lapone:  failed. 
UW-State.   Naahvlllle;   mnitved  In 


1S14— State,    Omaha.    Neb.;   rainanred  In  the  Na- 

tion^  Haitford. 
tMt— Suts  Capitol,  Tcxarkaoa,  Tex.;  chatter  re- 

UOt-State  Fire,  Waco,  Tea.;  charter  revoked. 
1M(— Sute  Fannera  Mutual.   De*  Holnea,   Iowa; 
relnanred    in    Iowa   German    Untnal,    I}e* 


worth,  Kas.;  receiver  appointed. 
IMS— State  Mutnal,  Botton. 

State  Hnlual  Fire,  Botton. 

IfOO— Slate  Hntual,  Hartford;  reinaBced  In  Orient 
19H— State  Untual  Fire,  Philadelphia;  retired. 
UCe— State   Mnlnal    Fire.   St    Pan);  receiver  ap- 

pointed- 
UOt-Sute  Hotual  Fire,  Lanreni.  S.  C;  license 

U(»-Stt»Vtitnal  Home,  Fairfield.  Neb.;  teiired. 

U91— State  Htitnal.  Hjdc  Park,  III. ;  retired. 

Uei-State.  New  Haven;  filled. 

1874— State,  Parkerabnrg;  (ailed. 

Ua»-Stit«,  Fhiladelphu;  retired. 

ISiE — State,  Rutland;  reinam-ed   in  ^tna. 

UK— State,  Salem.  Ore.;  failed. 

UOl— State,  Wilmington,  Del.;  receiver  appointed 

Stale  Town  Mutual,  Cape  Girardeaa,  Mo. 


18SS— Stead  man  MuIiiaL  Toledo;  blled. 

1904— Sterling  Fire  Uaderwrlten.  Ctalcaao;  retired. 

18Sl-SteeIton  Mutual,  Steelton,  Pa.:  blled. 

U8T— Sterling,  New  York:  reiiunrtd  m  Exchange. 

IBTS-SoSolk,  BoatDir;  laHed  bjr  Boalon  fire, 

US«-SuiFo1k.  Boston. 

18TT— Suffolk  Mutual  Fire,  Botton. 

lg95-SuHr.lk  Mutual  Fire,  Boiton;  tailed. 

1S9B— Sugar    Dint^is    Mirtnal,    New    Orleana;    r» 


of  New 

einsured  in  CnnilnentaL 
I,  La.;  rdnaured  la  Royal, 

Utt-Sonr^P^iadelphla:  relnanred  in  Spring  Gar^ 

dsi  and  United  Pirc  Reinmranec. 
UB— Snn,  San  Fiandaco;^  reinanrcd  In  ^reinina 


R^tir"  .  N*».  or  Co»^*». 

Uat— Snaqoebaana  Mntnal  Fire,  Haniaborg.  Pt.; 

tailed. 
UOt— Suwanee,  Lake  Citjr,  Fla.:  ceaaed  writfaig. 
1S8*— Swiaa  Llojrd  Tran.,  Zntiehj  retired. 
ISSS— Syndicate  Fire,  Minncapolii,  Minn. 
U»T— Syracuae   Mutual    Fire    Underwniei^   Sria- 

UOr— T.   &  'C  Iniurance  Comnanj,  Dallat,  Tex.; 

reiniured  in  Koyal  Exchange. 
ISn-Tabot,  Denver;  retired. 
J862-Tanners  Mutual  Boston. 
iai2— Tanneri     Mutual     Fire.     Philadelphia,     Pa.-, 

merged  with  Hide  i  Leather  Mutual,  PkUa. 

delphia.  Fa. 

Tanoton  Untual  Fire,  Taunton. 

IfOt— Tennant'a     Flra   Undarwrlten,    QiicagD;    i» 

tlmd. 
UT6— Tenneiiee,  Naahvillei  relni.  in  Conaecticat. 

Tcnneaaee  Fire  Marine,  Tenneasee;  retired. 

un— Teutonia.  Cleveland;  failed. 
191S— Teuton ia,    New  Orleans;    reiniured  in   Han- 
ford  Fire,  Hartford. 
Wn— Teutonia,  I^iiladelphia;  teina.  In  Natl,  Coon. 
ura— Texaa    Banking    and     Inauiaoce    Ounpany. 

Galveston;  retired  from  Inauraoce  field, 
im— Texai    Cooperative   Fire   Aaaodation,    Boo. 

ham.  Tec;  charter  revoked. 
IMl— Texas  Fanners  State  Matnal:  Isfled. 
IMI— Texaa  Farmera   State   Untnal,  Port  Worth, 

Tex.;  charter  revoked. 
IMi-Tenu  Fire,  Waco.  Tex.;  charter  revohed. 
IKK— Texaa    Fire   and   ToRudo.    Houston.    Tex.; 

charter  revoked. 

ne  Protective  Fire,  San  Amtonio, 
rter  revoked. 

e  Uwoal  Fire,  Dallas;  (sUed. 

1W(— Texas    Home    Mutual    Fire,    Austin,     Tex.; 

charter  revoked. 
MS-Teniu     National     Fire,     Fort     Worth;     rein. 

sured     in     Texas    Nslional     Mutual,     Fart 

Worth. 
IMt— Texas    Stom    and    Cyclone,    Dallaa,     Tex.; 

1914-Textile    Manufacturers    Mutual,    Pmvidence; 

reinsured     in     Narragansett     Mutual     Fire. 

Providence. 
Uat-TextUe    Mmtul    Fire,     Philaddphia.     Pa.; 

Thanea,  Norwich. 

U04— Theatre  Owners  Inter  Inratance  Exchange. 
Chicago:  retired. 

IWK-Tbeatrca  Unttul  Rrt.  Fhtla^tphia;  retired. 

1»«>-Thompion  Mutual  Fire  and  Lii^ Painesville, 
Ohio;  failed. 

IWl— Tkuriuia.ABericao,  New  Yorii;  rdoMtted  la 
Ttatvbi^a.  Erfurt. 

IMI— Thnringb,  Erfurt;  reinanred  In  Flreauiu  Fd. 

IHI-TMewater  Fire,  Cijnbridri.  Hd.;  rcllicd. 

UOa-Tidewaler^  Norfolk,  Va.;  reininred  in  Na- 
tional. Hartford. 

UO*— Tillera  Untual  Fire  Aasodatioa,  Groeabecck. 
Tex.;  charter  revoked. 

1871- Tobacco.  Cincinnati;  reinaored. 

MS— Toledo  Fire  and  Uarlne.  Toledo;  rdnnved. 

US>— Topcka  Mntnal,  Topeka.  Kan.;  wonnd  np. 

Town  UutnaL  kxeclaior  Sprfaw,  Uo. 

Town  Untual  of  td  Cong.  Diat,  Staabcrry. 

Town  Mutual  of  Ttb  Cong.  DIsU  Laaur,  Uo. 

Town  Untual  of  Kanaas  CItr,  Ho. 

ISU— Trade,  Camden;  reinanred  in  Goman-Amer 

lean.  New  York. 
UH-Tradera,  Charleston,  W.  Va. 
1906— Ttadert,  Chicago ;  receiver  appointed. 
UDO— Traders,  New  Yoric:  biled. 
190*-Tndera  F.  and  U.  Uovdi,  Oiicaxo;  nOnd. 
ISn- Tiadera  Mntsal  Fire,  Boston. 
ISn— Traders  Mntnal,  Boston. 
1901— Traders  Untnal,  Ffailaddphia,   Pa.;   receiver 

appointed. 
ISn-Tridenaena,  New  Orl<«is,  tailed. 
UM— Tiadesmena,  New  Yor>;  refaunred  in  Stand 

ard  Fire  OtBce. 
U>T— Tradesmens  Untual.  Philsddphia;  taDed. 
IMA— Transatlantic   Tlie,    Hambnrg;    rvlnanml    tn 

Atbingta,  Hanbnn. 
UST— Tnnacontinental,  Mandan,  Dak.;  eeaacd. 
1H^-Trana-Ulaii«lppl     Mntnal,     O^Uia;     nergcd 

with  Natianal  Uutual.  Omaha. 
1M6-Trlvelera  Fire,  Fine  Bluff.  Ark.;  n 

Home  Fire  of  Fordyee,  Ark. 
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When 
Ketired 


NaICE  op  COICFAMY. 


ISM-TH-moimtaiii  Mutual  Fire,  Botton. 

]fl6— Tremont  Mutual  Fire,  Boiton;  reinaured  id 

Globe  Fire.  New  York. 
Un— Triton  Mutual  Marine.  Boaton. 
UTS— Tremont,  Boston;  failed  by  Boaton  fire. 
U67— Tremon^  Boaton. 
18S7— Trcmont  Mutual,  Boaton. 
tVf-Tri  County  Mutual,  Detroit,  Mich.;  retired. 

T^ton,  Mew  York. 

Un— Triumph,  Cincinnati;  reinaured  in  Amasun. 
Ult— TmmbulL    Warren    and    Qereland,    Ohio; 

failed. 
Wl—Tnto  Fire  and  Marine,  Truro. 
1831— Underwriters,  Altoona;  (ailed. 
Un— Underwritera,  Wheeling;  reinaured  in  Phca- 

nix,  London,  and  Citixens,  Toledo. 
IMl-Undrs.  at  N.  Y.  Fire  Uoyda,  N.  Y.;  retired. 
IMl-Underwritera  Fire  Aasociation,  Dallaa,  Tex.; 

charter  revoked. 
197— Underwriters  Mutual,  Atlanta,  Ga.:  retired. 
UM— Underwriters  Mutual.  Sioux  City;  tuled. 
1874— Union,  Baltimore;  reina.  in  Home,  N.  Y. 

Union,  Boaton. 

im— Union,    Cincinnati;    reina.    In    Weatcfaeatcr, 

N.  Y. 
U9T— Union,  Indianapolia;  iafled. 
1874— Union.  Jersey  City;  failed.    Union.  London, 

amaLnunated     with     Commercial     Union, 

XtfOndon* 
Un— Union,    Lmdarillc:    reinaured    in    German* 

American,  New  York. 
1911— Union,    Philadelphia,    Pa.;   mersed  with   In- 
surance Co.  Sute  of  Pa.,  Philadelphia,  Pa. 
ttl^Union.  San  Franciaco;  rewaured  m  Alliance; 

London. 

Union,  New  Orleana:  retired. 

1871— Union,  St.  Louis;  reins,  in  Merchants,  N.  J. 

180^UnloB,  Fvovincctown. 

IIH— Union   dea   Proprietariea   Belgea,    Brussda; 


When 
Retired. 


Naice  op  Company. 


1913— Union  Fire,  Atlanta;  license  reroked. 
1879— Union    Fire,    Galveston,   Tex. 
ISO— Union  Fire  and  Biarine,  Lynn,      _     _ 
1881— Union  Fire  and  Marine,  New  Zealand;  rein- 
sured in  Alliance,  London. 
IflS-Union  Marine  and  Fire.  Newburypott. 
1878-Union  Marine,  New  York  city. 
18«l-Uttion  Marine,  Salem. 


1879— Union  Mutual,  Boston. 

1888— Union  Mutual,  Jeraey  City;  retired. 

1877— Union  Mutual  Marine,  New  Bedford. 

18P— Union  Mutual  Marine,  Newbnryport. 

ini— Union  Mutual  Fire,  Lincoln,  Neb.;  rein- 
sured in  Woodmen  Fire.  Lincoln,  Neb. 

188S-Unk»,  Lloyds,  New  York;  failed. 

188»-Unkm  Mutual.  Cincinnati;  failed.  ,      ^ 

1909— Union  Mutual,  Syracuse,  N.  Y.;  liquidated. 

Union  Mutual  Fire  and  Marine,  St.  Louia; 

failed. 

1808— Union  Mutual  Marine.  New  York;  retired. 

1888-Unlott  Town  Mntual,  Kaaaaa  Qty,  Ho.; 
failed. 

Union  Town  Mutual,  Springfield,  Mo. 

lS09-Union  Undrs.  at  N.  Y.  ft  Isthmus  Lloyds, 
New  York;  retired. 

1918— United  American,  Frankfort,  Ky.;  merged 
with  Henry  Clay,  Lexington,  Ky. 

1918-United  American,  Milwaukee,  Wis.;  merged 
with  Twin  City  Fire,  Minneapolis. 

188»-United  Citiea  Lloyds.  New  York;  reinsured 
in  Manufacturers  Uoyda. 

180(-Untted  Fire,  Raleigh.  N.  C;  fafled. 

18K-Uttlted  Fire,  Alexandrfa,  Va.;  failed. 

1801— United  Fire,  Baltimore;  reins.  In  National, 
Hartford. 

1881— United  Fire,  Manchester,  Eng.;  reinsured 
U.  S.  Iraaineaa  In  Palatine.  Mandlicster. 

United  Fire,  Marine  and  Ufe.  New  York. 

19M— United  Fire  Underwritera,  Chicago;  eeaaed 
nusineaSi 

1881— United  Manufactiffera  Mutual,  Cleveland; 
reinaored  in  N.  E.  Factory  Mutuala. 

1881-Uttllcd  Mntnal,  Provldcnoe,  R.  L;  fdled. 

1888-United  Statea,  Boston. 

1877— United  Statea,  St  Louia;  reinaured  in  Scot- 
tish Commercial. 

1871— United  Statea,  Baltimore;  failed. 

18Q9-United  States  Fire,  Nashville,  Tenn.;  re- 
ceiver appointed. 

1904— United  States  Inter  Insurance  Bxehangc 
Chicago;  retired. 


191B— United  States   Merchants   Mutual,    Philadel- 
phia; receiver  appointed. 
1904— United  States  Mutual,  Philadelphia;  rtired. 
I88t— United   Underwriters,  Atlanu;  consolidated 

with  Atlanta  Home. 
Ij806— United  Sutes   Underwriters.  Chicago,   111.; 

eeaaed  buaineaa. 
1886— United  Underwriters.  New  York;  reinsured 

In  Royal  Fire  and  Marine  Ltoyda. 
IMl— Unity,  London:  retired. 
1904— Uni^  Fire  Underwritera.  Chicago;  reinsured 

in  Manufacturers  and  Mercantile,  Chicago. 
1881— Universal  Marine,  London:  retired. 
1914— Valley  Cittr  Mutual  Fire,  Valley  City,  N.  D.; 

reinsured. 
ltt8~Vanderbilt.   Memphis   Tenn.;   reinsured   in 

St.  Paul  Fire  and  Marine. 
1801— Vernon  Inauxmnce  and  Truat*  Indianapolia; 

failed. 
1906-Victoria  Fire,  New  York;  diaaolved. 
1884    Virginia  Farmera,  Noriolk;  retired. 
1884— Virginia    Home,    Richmond;    reinsured    in 

Phoenijc,  London. 
1913— Virginia  State,  Richmond;  reinsured  in  Ger- 

man-American,    New   York. 

Vulcan  Town  Mutual.  Richmond,  Mo. 

1808— Wabaah,  Hammond,  Ind.;  reinsured  part  of 

riska  in  Michigan  Commercial;   remainder 


188^Wachuaett  Mutual  Fire,  Fitchburg,  Maaa.; 
retired. 

188»-Waldori  Lloyda,  New  York. 

1880-Wall  Street,  New  York;   failed. 

180fr-Walla  Walla  Fire,  WalU  Walla,  Waah.;  re- 
ceiver appointed. 

Ware  Mutual  Fire,  Ware. 

1881— Warren,  Boston. 

1870— Waahlngton,  Baltimore;  reina.  in  Queen. 

1878— Waahington,  Boston;  failed  by  Boston  fire. 

1801— Waahington,  Cincinnati;  reina.  in  American 
Fire,  New  York. 

1896— Washington,  Hammond,  Ind.;  failed. 

187f— Waahington.  Memphia;  reinaured  in  Mer* 
chanta  of  Meniphia. 

1871— Waahington,  N.  Y.;  failed  by  Chleaio  ire. 

Waahington,  Philadelphia:  retired. 

1878— Waahington,  Plainfieid,  N.  J.;  reinaured  in 
derman-^kinencan. 

1888— Waahington,  Tiffin  and  Marietta,  O.;  failed. 

Waahington,  Waahington;  retired. 

1806— Waahington,  Washington.  D.  C:  reinsured 
In  Fire  Association  of  New  York,  Utica. 

1900— Washington  Assurance,  New  York;  merged 
with  Colonial,  New  York. 

1888— Waahington.  Farmera,  Spokane:  failed. 

1872-Washington  Fire,  New  York;  failed  by  Boa- 
ton fire. 

1911— Washington  Fire,  Seattle,  Wash.;  reinsured 
in  Firemana  Fund. 

1888    Waahingtcm  Fire  and  Marine.  Boston:  rein 
sured  in   Niagara   of  N.   Y..   National  of 
Hartford  and  Union  and  Califomia  of  CaL 

1888— Waahington  Fire  and  Marine,  Mobile;  rein- 
sured in  American  of  Philadelphia  and 
German,  of  Freeport 

Washington  Fire  Relief  Union,  Washington 

(State). 

188S— Waahington  Lloyda,  New  York;  reinsured  in 
Norwood  Insurance  Company,  New  York. 

1867— Waahington  Marine,  New  York. 

1880— Waahington  Mutual,  Granrille,  N.  Y. 

1888— Waahington  Union,  Cleveland:  failed. 

1908— Waterloo  Mutual,  Waterloo,  Wia.;  declared 
insolvent. 

1888— Watertown,  Watertown,  S.  D.;  retired. 

186S-Waterville  Mutual.  WaterviUe.  N.  Y. 

1866-Wayne  Mutual,  Newark,  N.  Y. 

1888— Watertown,  Watertown,  N.  Y.;  reinaured  In 
Sun  Fire  Office. 

1886— Wayne  County  Mutual,  Wooater.  O.;  aus- 
pended. 

1886— Webster  Mutual.  Webster,  Me.;  retired. 

1884— Wellfleet  Marine,  Wellfleet.  Maaa.;  retired. 

1888— West  Baltimore,  Baltimore;  reinsured  in 
West  Chester,  New  York. 

1881— West  Coaat,  Tacoma:  failed. 

1800— Western  Aurora;  Chicago  Title  ft  Trust 
Company,  receivers. 

1871— Western  Buffalo:  failed  by  Chicago  fire. 

Western,  Chlcavn:  reinsured  In  Fire  Asso- 

cfation,  Philadelphia. 
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When 
Retired. 


Name  op  Company. 


1891— Western,  Cinciiiiiati ;  reinsured  in  Citizens, 
Cincinnati;  reorganized  and  failed  in  1893^ 

IWtt— Western,  Louisriue;  reins,  in  Hartford  FSre. 

]£86— Western.  Philadelphia;  retired. 

1886— Western,  San  Francisco;  reinsured  in  State 
Investment  and  Insurance  Company. 

1919— Western  and  Atlantic,  Nashville;  reinsured 
in  Globe  and  Rutgers,  New  York. 

1906— Western  Consolidated  Underwriters,  Chi- 
cago, 111.;  ceased  business. 

1912— Western  Empire,  Spokane,  Wash.;  reinsured 
in  Los  Angeles  Fire. 

1866-Westem  Farmers  Mutual,  Batavia,  N.  Y. 

188&— Western  Fire  and  Marine,  Sioux  Falls,  Dak.: 
consolidated  with  Insurance  Company  oi 
Dakota,  Sioux  Falls. 

1908— Western  Fire  Association,  Sherman,  Tex.; 
charter  revoked. 

1902— Western  Fire,  Marine  and  Plate  Glasi,  Chi- 
cago; failed. 

1911— Western  Fire,  Lincoln,  Neb.;  reinsured  In 
St.  Paul  Fire  and  Marine,  St.  Paul. 

1906— Western  Fire,  Washington   (State). 

1904-^ Western  Hail,  Des  Moines;  ceased  business. 

1891— Western  Home,  Sioux  City;  failed. 

1902— Western  Home  Town  Mutual,  Kansas  Ctiy, 
Mo.;  failed. 

1912— Western  Inter-Insurers,  St.  Joseph,  Mo.; 
merged  with  Manufacturers  and  Merchants 
Requitable  Exchange,   St.   Louis. 

1911— Western  Lumber  Underwriters,  Kansas  City, 
Mo.;  reinsured  in  Southwestern  Under- 
writers. 

1881— Western  Manufacturers  Mutual.  Chicago;  re* 
insured  in  Fire  Association,  New  York;  re- 
sumed and  failed  In  189R. 

Western  Massachusetts,  Pittsfield. 

1897— Western  Massachusettts  Fire^  Springfield; 
closing  vp  business. 

188^— Western  Millers  Mutual.  Minneapolis;  rein* 
sured  in  Michigan  Millers  Mutual,  Lansing. 

1897— Western  Mutual  Fire,  Albert  Lea,  Minn. :  re* 
ins.  in  Consolidated  F.  and  M.,  Albert  Lea. 

1888— Western  Mutual  Fire.  Denver,  CoL;  rein- 
sured in  Agricultural. 

190O— Western  Mutual  Fire,  Fessenden,  N.  D. 

1806— Western  Mutual  Fire  Ins.  Assn.,  Waterloo, 
la.;  reinsured  in  Grain  Shippers  Mutual 
Fire  Ins.  Assn.,  Ida  Grove,  la. 

1911— Western  National.  Oklahoma  City,  Okla. ;  re- 
ceiver  appointed. 

1912 — Western  Reserve,  Geveland,  Ohio;  reinsured 
in  Queen,  New  York. 

1876— Western  Texas,  San  Antonio;  retired. 

1909— Western  Underwriters  of  the  Stete  of  New 
York;  reinsured. 

1886— Western  Union  Fire  Lloyds,  New  York;  re* 
insured  in  Guardian  Insurance  Lloyds. 


When 
Retired. 


Name  op  Company. 


ab- 
C; 


1906— Western  Union  Fire  Underwriters,  Chkago; 
ceased  business. 

1878-Westfield  Mutual,  Westfield. 

1867— Westfield  Mutual,  Westfield,  Mass. :  retired. 

1887— Westford  Mutual  Fire,  Westford,  Mass.;  r» 
insured  in  Middlesex  Mutual. 

1884-Westmoreland,  Colonial  Beach,  Va.:  failed. 

WestphaUa  Town  Mutual,  Westphalia,  Mo. 

1874-West  Virginia,  Wheeling;  failed. 

187m-Weymoutb  and  Braintree  Mutual*  Wey- 
mouth; retired. 

1868— Whaling,  New  Bedford. 

1878— Whately  Mutual  Fire,  Whatdy. 

1906— Whiting  Mutual.  Boston;  policies  retired. 

1911— William  Penn  Fire,  rensured  in  Scranton 
Fire.  Scranton,  Pa. 

1886-Williamsport  Mutual  Fire.  Williamsport,  Pa.; 
retired. 

1873— Williamsport,  Williamsport;  reinsured. 

1916— Wilmington     Fire,     Wilmington,     Del., 
sorbed  by  Industrial  Fire,  Akron. 

1888-Wilmington    Mutual,    Wilmington,    N. 
ftdled. 

190»-Wilmington  Underwriters,  Wilmington,  N. 
C.;  reinsured  in  German- American,  New 
York,  and  London  and  Lancashire, 

190^— Windham  County  Mutual,  Brooklyn,  Conn.; 
ceased  business. 

1871— Winnesheik,  Freeport;  failed. 

1911— Winona  Fire.  Minneapolis;  name  changed  to 
Minneapolis  Fire. 

.'..... Winthrop  Mutual  Fire,  Boston. 

1886— Winthrop  Mutual  Boston;  reinsured  in  Scot- 
tish Union  and  National. 

1806— Wisconsin;  reinsured  in  Concordia^  Wis. 

1881— Wisconsin  Mutual,  Milwaukee;  failed. 

1886-Wissahickon  Mut  Fire,  Philadelphia;  fafled. 

1887- Wolverine  Mutual,  Saginsw.  Mich.:  retire*' 

1912— Woodmen  Fire  Lincoln,  Neb.;  reinsured  in 
Fidelity.Phenix,  N.  Y. 

1891- Woodworkers  Mutual,  Winona;  reinsured  in 
Armstrong,  New  York. 

1899— Wooster  F&e,  Danbury.  Ct;  failed. 

1875— Worlcingmans,  New  Orleans;  failed. 

1886-Worid  Co-operatiTe  of  Kings  and  New  York 
Countiea,  New  York;  failed. 

1882-Worlds  Safe,  New  York;  failed. 

1875— Wyoming,  Wilkesbarre;  reinsured  in  Com- 
mercial Union. 

1865-Wyominff  Mutual,  Warsaw,  N.  Y. 

1888— Wydievifle  Insurance  and  Banking,  Wythe 
villcVa.:  failed. 

Yankton.  Yankton,  Dak. 

1864— Yankton,  S.  D.;  ceased  busfaiess. 

1871— Yonkers  and  New  York,  New  York:  failed 
by  Chicago  fire. 

1906— York  County  Mutual,  York,  Pa.;  reofianined 
as  a  stock  company. 

1908— York  County  Fire,  York,  Pa.;  retired. 


Companies  in  the  Hands  of  Receivers. 

The  following  is  a  list  of  fire  and  fire-marine  insurance  companies  in  the  United  States 
in  process  of  winding  up,  with  names  of  receivers  or  other  person  in  charge: 


ALABAMA. 

Atlanta-Birmingham,  Birmingham. 

DELAWARE. 
National  Mutual,   Dover;  Chas.   Boyer,  Receiver. 

GEORGIA. 
Ginners  Mutual,  Athens;  W.  J.  Peoples,  ReoeiTcr. 

ILUNOIS. 

Assured's  National  Mutual,      Decatur,  111.;  J.  C. 

Lyons,  Receiver. 
Illinois   National,    Springfield;   Joseph  T.    Bunn, 
Receiver. 


INDIANA. 

Indiana  State,  Indianapolis;  C.  B.  Wellover,  Ke> 

ceiver. 
Carriage    Builders    Mutual,    Indianapolis;    C.     B. 

Wellover,   Receiver. 
Manufacturers  Mutual  Fire,  Indianapolis;  Jaa.   C 

Mathews,    Receiver. 
Ohio,  New  Albany;  Frank  G.  West,  Receiver. 

KANSAS. 

Kansas  Fire,  Topeka ;  Charles  McGaw,  ReeeiTer. 

Merchants  Mutual,  Topeka. 

Midland  Fire,  Kansss  City;  E.  J.  Robinett.  Re- 
ceiver. 

National  Mutual,  Pittsburg;  F.  C.  Werner,  Re- 
ceiver. 

State  Merchants  Mutual  Fire,  Leavenworth;  C.  C. 
Rutherford,  Receiver. 
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KENTUCKY. 

Amencan  Fire,  Lexington,  Ky. 
Bhie  Grass,  Lexington;  A.  M.  Baker,  Receiver. 
Ccnttil  Fire,  Lexington:  C  C  Calhoun.  Receiver. 
Citizens  of  Northern  Kentuckr,  CarroUton;  J.   J. 

Orr,    Special    Commissioner,    appointed   by 

Carroll  Circtiit  Court. 
Cohmibian,  Louisville;   Tas.   S.  Ra7,  Receiver. 
Enterprise,  Lexington:  J.  L.  Watkins,  Receiver. 
liattufactttx«rs  Mutual,  Louisville;  Louisville  Trust 

Company,  Receiver. 
Mutual  Fire  of  Kentucky,   Louisville;   Louisville 

Trust  Company,  Receiver. 
Peoples    Fire,     Louisville,    Ky.;     Walter    Jeffers, 
Frankfort,  Ky.,   Receiver. 

LOUISIANA. 

Independent,  New  Orleans;  T.  V.  Regan,  Re- 
ceiver. 

Peoples  Fire,  New  Orleans:  Liquidation. 

Southern,  New  Orleans;  Whitney  Central  Trust 
Co.,  Receivers 

MAINE. 

Equiuble  Mutual,  Richmond;   Chas.   D.  Newell. 
Hancock   Mutual,   Bar  Harbor;   W.    B.   Blaisdell, 

Receiver. 
Homestead  Mutual  Fire,    Portland;     Qarence    E. 

Carll,  GorVam,  Receiver. 

MASSACHUSETTS. 
China  Mutual,  Boston;  Arthur  D.  Hill,  Receiver. 

MICHIGAN. 

Citizens  Mutual,  Petoskey;  J.  L.  Barber,  Re- 
ceiver. 

MISSOURI. 
International    Fire,    St.    Louis;   G.   L.   Crawford, 

Mercantile  Town  Mutual,  St.  Louis;  Fordyce, 
Holliday  &  White,  Liquidating  Agents. 

Old  Town  Mutual,  Kansas  City;  Chas.  G.  Re- 
velle.  Receiver. 

NEW  JERSEY. 

American  Fire,  Jersey  City;  Leon  Abbett,  Jr.,  Re- 
ceiver. 

Peoples  Mutual  Fire,  Newark;  Samuel  Roessler, 
Receiver. 

NEW  YORK. 

Co-operative   Fire   Insurance  Company  of   Orange 

Co.:   Ins.  Dept.,  Liquidation. 
Fire  Securities  Co.  Ins.  Dept.,  Liquidation. 
Garfield   Assurance  Fire  Lloyds,  New  York;  Ins. 

Dept.,    liquidation. 
Home  Safeguard  Co.,  Ins.  Dept^  Liquidation. 
New   York   &   New   England   Underwriters,   New 

York;  Ins.  Dept,  Liquidation. 
New  York   Insurance   Association    (Lloyds) ;    Ins. 

Dept.,   Liquidation. 

OHIO. 

Buckeye  Fire  Insurance  Association,  Cincinnati; 
John  W.  Devanney,  Liquidator. 

Central  Fire  Association,  Cincinnati;  John  W. 
Devanney,  Liquidator. 

Home  Fire  kisurance  Association,  Cincinnati;  A. 
Spagenburg  and  T.  X.  King,  Receivers. 

Ohio  Germaxi,  Toledo;  J.  B.  Torgler  and  Ed- 
ward J.  Marshall,  Trustees. 


OKLAHOMA. 

El  Reno.  El  Reno;  D.  F.  McCammon,  Receiver. 
Merchants  &   Planters,  Tulsa;   A.   B.  Ham,   Re- 
ceiver. 

Shawnee  Mutual,  Oklahoma  City;  G.  O.  Fenimore, 
Receiver. 

Western   National.    Oklahoma    City;   Alfred   Hare, 
Receiver. 

PENNSYLVANIA, 

American  Union  Fire,  Philadelphia;  T.  B.  Don- 
aldson,  Receiver. 

Consolidated  Mutual  Fire,  Philadelphia;  T.  B. 
Donaldson,  Receiver. 

Eureka  Manufacturers  Mutual  Fire,  Indiana;  T. 
B.   Donaldson,    Receiver. 

Exchange  Mutual  Fire,  Philadelphia;  T.  B.  Don- 
aldson,   Receiver. 

Flood  City  Mutual  Fire,  Johnstown;  T.  B.  Donald- 
son,  Receiver. 

Guardian  Fire,  Pittsburg;  Geo.  S.  Calvert,  Re- 
ceiver. 

Lahaska,  Doylestown:  T.  B.  Donaldson,   Receiver. 

Liberty  Mutual,  Philadelphia;  J.  A.  Tanner,  Re- 
ceiver. 

Lincoln  Mutual,  Philadelphia;  J.  A.  Tanner,  Re- 
ceiver. 

Manufacturers  and  Merchants  Mutual  Fire,  Phila- 
delphia;  T.    B.   Donaldson,  Receiver. 

Provident  Mutual  Fire,  Philadelphia;  T.  B.  Don- 
aldson, Receiver. 

Prudential  Mutual  Fire,  Wilkesbarre.  Pa.;  T.  B. 
Donaldson,   Receiver. 

Scranton  Fire,  Scranton;  T.  B.  Donaldson,  Re- 
ceiver. 

United  States  Merchants  Mutual  Fire,  Philadel- 
phia; T.   B.   Donaldson,   Receiver. 

William  Penn  Fire,  Pottsville;  T.  B.  Donald- 
son, Receiver. 

RHODE  ISLAND. 
Atlas  Mutual,  Providence;  E.  B.  Evans,  Receiver. 
Industrial  Mutual   Insurance,    Providence;    E.   B. 

Evans,  Receiver. 
Pacific  Mutual  Fire,  Providence;  H.  A.  Fletcher, 

Receiver. 

SOUTH  CAROLINA. 

Carolina  Mutual  Fire,  Spartanburg,  S.  C;  S.  N. 

Wetmore,  Receiver. 
Palmetto  Mutual,  Spartansburg. 
Piedmont   Mutual,   Spartansburg. 
South   Carolina   Mutual    Fire,   Greenville;    R.    F. 

Watson,  Receiver. 
State  Mutual  Fire,   Laurens;  A.  R.  Blakely,  Re- 
ceiver. 

TENNESSEE. 

American  Mutual,  Nashville;  Robert  Vaughn,  Re- 
ceiver. 

German  Fire,  Memphis. 

Mfrs.,  Merchants  and  Mechanics  Fire,  Memphis; 
Grover  N.  McCormick,  Receiver. 

Merchants  and  Planters,  Memphis. 

Prudential  Fire  (Mutual),  Knoxville;  J.  D.  Cald- 
well, Receiver. 

United  States  Fire  (Mutual),  Nashville;  J.  L. 
Johns,  Receiver. 

WASHINGTON. 
Pioneer  Fire,  Seattle;  Joseph  Johns,  Receiver. 
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STOCK    COMPANIES   TRANSACTING   TORNADO    INSURANCE. 


Stock  Companies  Transacting  Tornado  Business 


Aachen  &  Munich,  Aix-Ia-Chapel1e,  Germany, 
^tna,  Hartford,  Conn. 
Asricultural,  Watertown,  N.  Y. 
Albany,  Albany. 
Alliance,  Phi'adelphia. 
American,  Newark,  N.  J. 
American  Central,  St.  Louis,  Mo. 
Anglo-American,  Chicago. 
Atlas,  London. 
Balkan  National,  Sofia. 
Boston,  Boston,  Mass. 
Bulgaria,  Rustchuk. 
Caledonian,  Edinburgh,  Scotland. 
California,  San  Francisco.  Cal. 
Camden  Fire,  Camden,  N.  J. 
Citizens,  St.  Louis,  Mo. 
Cleveland  National,  Cleveland,  O. 
Cologne  Reinsurance,  Cologne,  Uermany. 
Columbian  National,  Deiroit. 
Commercial  Union,  London,  England. 
Commercial  Union,  New  York. 
Commonwealth,  Dallas,  Tex. 
Commonwealth,  New  York, 
Concordia,  Milwaukee,  Wis. 
Connecticut  Fire,  Hartford,  Conn. 
Continenral,  New  York. 
County  Fire,  Philadelphia. 
Dubuque  F.  and  M.,  Dubuque,  la. 
Equitable  F.  &  M.,  Providence,  R.  I. 
Fanners,  Cedar  Rapids.  la. 
Fidelity-Phenix  Fire,  New  York. 
Fire  Association,  Philadelphia. 
Fire  Reassurance,  Paris. 
Firemans  Fimd,  San  Francisco,  Cal. 
Fireroens,  Newark,  N.  J. 
First  Reinsurance,  Hartford. 
First  Russian,  Petrograd. 
Franklin,  Philadelphia. 
Frankona  Reins.,  Frankiort,  Gennany. 
German  Alliance,  New  York. 
German- American,  Baltimore. 
German- American.  New  York. 
German,  Pittsburg,  Pa. 
Germania  Fire,  New  York. 
Girard  F.  &  M..  Philadelphia. 
Glens  Falls,  Glens  Falls,  N.  Y. 
Globe  and  Rutgers,  New  York. 
Globe  Fire,  Huron,  S.  D. 
Hamburg-Bremen,  Hamburg,  Germany. 
Hamburg,  Hamburg. 
Hamilton,  New  York. 
Hanover  Fire,  New  York. 
Hartford  Fire,  Hartford,  Conn. 
Henry  Clay,  Lexington. 
Home,  New  York. 
Imperial,  New  York. 

Insurance   Company   of   North   America,    Phila- 
delphia, Pa. 
Insurance  Co.  of  State  of  Penn.,  Philadelphia,  Pa. 
International,  Vienna. 
Iowa  Manufacturers,  Waterloo,  Iowa. 
Jakor,  Moscow. 

Liverpool  &  London  &  Globe,  Liverpool,  England. 
Liverpool  and  London  and  Globe,  New  York. 
I^ndoQ  Assurance,  London,  England. 
London  &  Lancashire  Fire.  Liverpool,  England. 
Mechanics  and  Traders,  New  Orleans,  La. 
Merchants,  New  York. 


Michigan  Commercial,  Lansing,  Mich. 

Milwaukee  Mechanics,  Milwaukee. 

Minerva,  Cologne,  Germany. 

Minneapolis  Fire  and  Marine.  Minneapolis,  Minn. 

Minnesota  Fire,  Chatfield. 

Moscow  Fire,  Moscow,  Russia. 

Munich  Reinsuracce.  Munich. 

National-Ben  Fraoklin,  Pittsburg. 

National,  Hartford,  Conn. 

National  Union,  Pittsburc,  Pa. 

Netherlands  F.  and  L.,  The  Hagi-e, 

Newark  Fire,  Newark,  N.  J. 

New  Brunswick.  New  Brunswick,  N.  J. 

New  Hampshire,  Manchester,  N.  H. 

New  Jersey  Fire,  Newark. 

New  York  Underwriters  Agency.  N.  Y. 

Niagara  Fire,  New  York. 

Nord-Deutf^che,  Hamburg,  Germany. 

North  British  &  Mercantile,  London.  England. 

North  British  &  Mercantile,  New  York. 

Northern,  London. 

Xoith  River,  New  York. 

Northwestern  F.  and  M.,  Minneapolis,  Minn. 

Northwestern  National,  Milwaukee.  Wis. 

Norwich  Union,  Norwich,  England. 

Old  Colony,  Boston. 

Orient,  Hartford,  Conn. 

Palatine,  London. 

Patemelle,  Paris. 

Pennsylvania  Fire,  Philadelphia,  Pa. 

Peoples  National,  Philadelphia. 

Phoenix,  Hartford,  Conn. 

Phcenix,  London. 

Providence  Washington,  Providence,  R.  I. 

Prussian  National,  Stettin,  Germany. 

Queen,  New  York. 

Queen  Citv,  Sioux  Falls,  S.  D. 

Reliance,  Philadelphia. 

Rhode  Island,  Providence,  R.  I. 

Rossia,  Petrograd. 

Royal,  Liverpool. 

Royal  Exchange,  London. 

Russian  Reinsurance,  Petrograd. 

Salamandra,  Petrograd,  Russia. 

Scottish  Union  &  National,  Edinburgh. 

Second  Russian,  Petrograd. 

Security,  Davenport,  la. 

Securitv,  New  Haven,  Conn. 

South  German  Rein<;urance.  Mumch,  Germany. 

Springfield  Fire  &  Marine,  Springfield.  Mass. 

St.  Paul  Fire  &  Marine,  St.  Paul,  Minn. 

Standard,  Hartford. 

State,  Liverpool. 

Sterling  Fire,  Indianapolis. 

Stuyvesant,  New  York. 

Sun,  London,  Kng. 

Swiss  National,  Basle. 

Sviiss  Reinsurance,  Zurich. 

Twin  City.  Minneapolis. 

Union,  London. 

Union  &  Phenix  Espanol.  Madrid. 

United  States  Fire,  New  York. 

Vulcan,  New  York. 

Westchester  Fire,  New  York. 

Western,  Pittsburg,  Pa. 

Western,  Toronto. 

Williamsburgh  City,  Brooklyn,  N.  Y. 


Statistics    of    Foreign   Companies 


The  Statistics  given  under  this   head   have   been   condensed  from  The  Post- 
Magazine  Almanack  for  1915,  except  in  a  few  instances  where   credit   is   given. 


Directory  of   British  and  Colonial  Fire  and 
Marine  Insurance  Companies  Operating 

in  Great  Britain 


Date  of 
Or^uu- 

ation. 


1883 

XQOS 

1824 
1906 

■  •  •  ■ 

xgoo 
1904 

1808 
1913 


1873 
1894 
1905 
1876 

1933 
1909 
1908 
1907 
1904 
1854 

1908 
1908 
1863 

1904 
x888 
19x2 
1907 
1906 
1805 


1887 
189s 
1908 
1903 

1913 

•  •  •  • 

1885 
1908 
1908 
1909 

1877 
19x1 
1878 
1861 


Name  and  Location  or  Compaht 


Abstainers  &  Gen'I,  Birmingham,  Eng. 
Agricultural  &  General  Co-op.,London 

Alliance,  London 

All  India  United,  Bombay 

Anglo-American,  Toronto,  Can 

Anglo-Scottish  General  Com'l,  London 
Army,  Navy  and  General,  London,  W. . 

Atlas,  London,  £.  C 

Austral,  London,  W.  C 

Australian  Alliance,  Melbourne 

Australian  Mutual,  Sydney 

Ayrshire  Farmers  Mutual,  Ayrshire.. 

Baptist,  London,  W.  C 

Bolton  Cotton  Trade  Mutual,  Bolton. 

British  America,  Toronto,  Can 

British  Citisens,  London,  £.  C 

British  Commercial  Fire,London,W.C. 

British  Crown,  London 

British  Dominions  Gen4.,London,  E.  C. 
British  Equitable,  London,  £.  C 

British  &  European,  London 

British  Fire,  London 

British  and  Foreign  Marine,Liverpool 

British  General,  London,  E.  C 

British  Law,  London,  £.  C 

British  Reins.,  Newcastle  on  Tjnie 

British  Standard,  London 

Broadsea  &  E.  Aberd'nshtre,  Fraserb'h 
Caledonian,  Edinburgh 

Canadian  Fire,  Winnipeg,  Man 

Canadian  Ry.  Ace.,  Montreal 

Capital  &  Counties,  London 

Car  and  General,  London 

Catholic  &  General,  London,  E.  C 

Central,  London,  E.  C 

Century,  Edinburgh 

City  and  County,  Aberdeen 

City  Ekiuitable  Fire,  London,  E.  C. . 
City  Fire  Office,  London 

Cit^  Mutual,  Sydney,  Aust 

Civic,  Liverpool 

Colonial  Mutual,  Melbourne 

Commercial  Union,  London,  £.  C 


Character  of  Busincw. 


L.,A.,  Fire,  Bur.,  P.G. 

Fire 

Life.  Fire,  Mar.&Misc. 

Fire,  Life 

Fire 

Fire  and  Miscel 

F.,  B.  A.  Horse  F.,&  Mis 
F.,  L.,  Ace,  Burglary. 
AU  but  emp.  liab.  and 

bond  inv 

Fire,  M.,  L.,  Fid 

Fire  and  Accident 

Fire 

Fire,  Burg.,  etc 

Fire 

File 

Ace,  Fire  &  Misc 

Fire,  A.,  Glass,  &  Gen'I. 
F.,Acc.,Emp.,B.,P.G.etc 
Fire,  M.,etc.,except  L. . 
L.,  F.,  Ace.  &  B.  &  Misc. 

Reinsurance 

Fire,  Burg.,  Ace,  etc. . 

Marine 

F.,  Ace,  B.,  P.  G.,  etc. 
F.,W.C.,£mp.L.&  Misc. 

All  except  Marine 

Fire 

Fishing  Boat 

F.,  L.,  E.  L.,  Ace,  111. 
and  Burg 

Fire 

Auto.,  Ace,  etc 

Fire 

Fire,  Emp.  L.,  etc 

Fire,  Ace,  Burg.,  etc. . 

Fire  and  General 

Life,  Fire,  £.  L.,  etc.. 

Fire,  Ace,  Burg 

Fire 

All  except  L.  &  E.  L. . 

Fire 

M.,  R.,P.G.,Burg.,  etc. . 

F.,  M.,  Ace,  etc 

Fire,  Life,  Mar.,  Ace 


Name  of  Manager  or  Secretary. 


R.  A.  Craig,  Act.  and  See 
K.  W.  Hopktnson,  Man.  and  Sec, 
Robert  Lewis,  Gen.  Man. 
M.  M.  Shirazee  &  Sons,  Sees. 
Armstrong  Dean,  Man. 
Antoine  Wm.  Roques,  Man.  Dir 
H.  A.  Lawton,  Gen.  Man. 
S.  J.  Pipkin,  Gen.  Man. 

Alex  S.  Seliar,  Sec. 
A.  £.  Wall,  Man.  Dir. 

G.  Howard  Pope,  Man. 

Geo.  Miller,  See  and  Treas. 

Ernest  Blake,  Sec. 

P.  and  J.  Kevan,  Sees. 

E.  F.  Garrow,  See 

A.  E.  Harwood,  Sec. 

W.  H.  Gramshaw,  Sec.  &  Man. 

D.  W.  Maclennan,  Gen.  Man. 
J.  Gardiner,  See 

BasU  May,  Man.  and  Act. 

Livesay  &  Hawthorn,  Mgrs. 
W.  R.  Dixon,  Sec. 
John  Davies,  Undr. 
N.  M.  Walker.  Man.  Dir. 
David  M.  Linley,  Gen.  Man. 
C.  S.  Watson,  Sec. 
J.  H.  Savage,  See 
S.  McDonald,  See 

R.  Chapman,  Gen.  Man. 

R.  T.  Riley,  Man.  Dir. 
John  Emo.,  Gen.  Mgr.  &  Sec. 
O.  KingdoD,  Acting  See 
Fred'k  Thoresby,  Man.  Dir. 
H.  S.  Bell,  Mgr.  &  See 
Hugh  Lewis,  Man.  and  Sec. 
Henry  Brown,  Man. 

E.  G.  Mansell,  Man.  and  See 
Sydney  Goude,  Sec. 

Robert  Kerr,  Man. 


H.  J.  Symons,  Agt. 

E.  R.  Owen,  Gen.  Man. 


446 


INSURANCE    COMPANIES    IN    GREAT    BRITAIN. 
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BRITAIN  -^onhnued. 


Date  of 
Orc^ni- 
Zftuon. 


903 
907 
903 

867 

90s 
903 
907 
807 

909 
782 

838 
908 

909 
900 

887 
901 

880 
898 

« •  • 
802 

898 

894 
900 

904 
890 

88s 
910 
840 
8a  I 
871 

86s 
903 
908 
868 

893 

834 

•  •  • 

909 
902 

869 

901 
904 
907 

892 

84s 
906 

806 

907 

890 

836 
726 

890 
910 
862 
862 

859 
860 
720 

869 
906 
836 
852 


Name  and  Location  ov  Company. 


Commonwealth,  Melbourne 

Congregational,  Bradford 

Consolidated,  Ltd.,  London,  E.  C. . . . 

Cooperative,  Manchester 

Cornhill,  London 

Cornish  Mutual,  Cornwall 

Cotton  Trade  Fed.  Mut.  Fire,  Bolton 

County,  London 

Cumberland  Co-operative,  Carlisle . . . 
Darlington  Marine,  Darlington 

Derwent  &  Tamar  F.&M.,Hobart,Tas. 

Dominion,  Edinburgh 

Drapers  Mut.  F.  &  Gn.,  London,  £.  C. 

Eagle  Glass,  Dundee 

Ecdesiastical,  London,  W.  C 

Economic,  London 

Employers  Liability,  London,  £.  C 

Employers  Mutual,  Edinburgh 

Equity  Fire,  Toronto,  Can 

Essex  &  Suffolk  Equitable,  Colchester 

Essex  Union,  Tottenham 

Excess,  London,  £.  C 

Farmers  Fire  and  Accident,  York 

Federated  Employers  Ins.Assn.,Maa. 

Fine  Art  and  General,  London 

General  Accident,  Fire  &  Life,  Perth. 
Gresham  Fire  and  Accident,  London. . 

Guarantee  Society,  London,  E.  C 

Guardian,  London,  E.  C 

Guernsey  Mutual,  Guernsey 


Hand-in-Hand  Mut.  Guar.,  Demerara. . 
Hearts  of  Oak,  L.  &  G..  London,E.  C. 
Hibernian  Fire  &  General,  Dublin — 
Horse,  Carriage  &  Gen.,  London,  E.  C. 

Hull  Underwriters,  Hull 

Indenmity  Mutual  Mar.,  London,  E.  C 
Insurance  Office  of  Australia,  Sydney . . . 

Invindble  and  General,  London 

Irish  Catholic  Ch.  Property,  Dublin. . 
Jersey  Mutual  Fire,  Jersey 


King,  Limited,  London,  E.  C 

Lancashire  &  Cheshire,  Glasgow 

Lancashire  &  General,  London,  E.  C. . . 

Law  Accident  Ins.  Soc,  London,  W.  C. 

Law  Fire,  London.  W.  C 

Law  Integrity,  Liverpool 

Law  Union  and  Rock,  London,  W.  C. . 
Legal  Ins.  Co.,  Ltd.,  London,  W.  C . . 
Licenses,  London,  E.  C 


Liverpool  &  London  &  Globe,  L'pool. 
Lloyds,  London,  E.  C 


Local  Gov.  Mut.,  Guar.,  London,  E.  C. 
London  County  Com'l  Reins,  London 
London  and  Lancashire,  Liverpool . . . 
Lon.  &  Lancashire  Life  &  Gen.  London 

London  &  Midland,  London,  W 

London  &  Prov.  M.  &  G.,  London,  E.  C. 
London  Assur.  Corp.,  London,  E.  C. . . 

London  Guarantee  &  Ace,  Lon.,  E.  C. 
Manchester  &  Lon.Undrs., Manchester 

Marine*  London 

Marine  and  General,  London,  E.  C 


Character  of  Business. 


F.,  Ace.,  Marine 

F.,  B.  and  W.  Comp. 
L.,  Ace,  F.,  Runs. . . . 
Fire,  L.  Ace,  Burg.,  etc 
Fire  and  Consequential 

Fire,  Accident 

Fire 

Fire,  Burglary,  etc. . . . 

Fire 

Marine 

Fire,  Marine 

F.,  Bur.,  Acc.,P.G.,F. . 

Fire  ana  Mlscel 

Fire,  Ace,  Burg.,  ete. 
Fire,  Bur.,  Glass,  etc. . 

Marine... 

£.L.,A.,Fia.,i'  .,1S.,A. . . . 
Fire,  Fid.,  Liab.,  ete. . . 

Fire 

Fire  and  Ace 


Fire 

Marine,  Fire,  etc 

Fire,  Ace,  Emp.,  L.,ete 
Fire  and  Misoellaneoos 
F.,  B.,  E.  L.,  A.,  Tran. 

Fire  and  Miscel 

Fire,A.,B.,P.G.&Ind. 

Fire,  Fid.,  Burg 

F..  L.,  Ace,  Bur.,  ete 
Fire 


Fue 

Life,  Fire,  Ace,  etc. . . 

Fire  and  General 

Fire  and  Miscd 

Marine 

Marine 

All  except  Life 

Fire  ana  Accident. . . . 
Fire  and  Emp.  Liab. . . 
Fire 


Fire,  F.  Reinsur.,  etc. 
Fire  and  Mar.  Reins. . 
Fire  Reins.  Ace  and  all 
except  L.  and  W.  C. 
Fire,  Ace,  Burg.,  ete. 
Fire  &  Miscellaneous. 

Fire,  Life,  Ace,  etc 

L.,  F.,  Ace,£X.,A.,ete 

All  except  life 

All  except  Life 


Name  of  Manager  or  Secretary. 


J.  S.  Charteris  Black,  Man. 

S.  R.  Antliff,  Man.,  Dir.  &  See 

Chas.  Windett,  Act.  &  See 

Jas.  Odgers,  Mgr. 

Willis  Faber  &  Co.,  Ltd.,  Mgrs. 

G.  G.  Bullmore,  Sec. 

P.  and  J.  Kevan,  Sees. 

J.  A.  Rooney,  See 

T.  Thompson,  See 

S.  W.  Tomkins,  See 


T.  M.  Evans,  Man. 
Geo.  Palfrey,  Man.  Dir. 
Sydney  H.  Moore,  Gen.  Man. 
R.  G.  Forbes,  Man.  &  See 
R.  Love,  Man.  and  See 
N.  Douglass,  See 
W.  E.  Gray,  Gen.  Man.  &  See 
R.  S.  Rutherford,  Mgr.  &  See 
Wm.  G.  Brown,  Gen.  Man. 
S.  C.  Turner,  Gen.  Man.  &  See 


Fire^  Life  &  Ann.,  ete 
Manne,  Fire,  etc 


Transit,  Fid.,  etc 

Reins.only,Fire,Ace,etc 
Fire,  Ace,  and  Miscel. 
L.A.,F.Acc.,£.L.,C.,etc 

All  but  Life  &  Mar 

Marine  and  General 

F.,L.,M.,Ace,B.  and  M. 

Guar.,  Ace,F.,B.,  ete 

Miscellaneous 

Marine 

Mariner's  Effects&Life. 


C.  E.  Heath  &  Co.,  Ltd.,  Mgrs. 

J.  Hetherton,  Man.  Dir. 

B.  B.  Moss  &  Co.,  Sees. 

A.  P.  Feddoi,  Man.  Dir.  &  Sec. 

F.  Norie-MiUer,  G.  Man. 

Thomas  B.  Miller,  Fire  Man. 

F.  H.  Sherwell,  Mgr.  and  See 
T.  G.  C.  Browne,  See 

Ira  C.  Ozanne,  See 

J.  Slater,  Sec. 

S.  R.  Whiting,  Man.  and  Sec. 

W.  A.  R.  Cruise,  Gn.  M.  &  See 

R.  R.  Wilson,  See 

Jackson,  Beaumont  &  Co.,  M's 

A.  H.  Roberts^  Under. 

W.  Haughton  &  Co.,Agt8.,LoQ 

£.  C.  Hamilton,Gen.Man.&See 

V.  Irwin,  Sec. 

E.  Briard,  See 

G.  McKay  Morant,  Chairman. 
R.  MdPaoxean,  Jr.,  See 

A.  Marcotte,  Man.  Dir. 

F.  W.  Pascoe  Rutter.  Man.  Dir. 
H.  T.  O.  Leggett,  See 

F.  C.  Norman,  Man.  Dir. 

R.  Stirling,  Gen.  Man.  and  See 
.  M.  Ewing,  Man.  and  See 
.  O'Donoghue.  Man.  Dir. 


i 


A.  G.  Dent,  See  &  Gen.  Man. 
Rear-Admiral  Edw.  F.  Inglefieki, 

jKi.  ^ .,  dec. 
C.  H.  Venning,  See 
T.  I.  Cope,  Sec. 
F.  W.  P.  Rutter,  Gen.  Man. 
W.  JE.  Mackay,  Gen.  Man. 
Walter  C.  Betts,  Man.  and  See 
F.  Silverlock,  Sec. 
C.  A.  Denton,  See 

H.  C.  Thisdton,  Gen.  Mgr. 
J.  F.  Arnold,  Man. 
R.  B.  Lemon,  Man. 
S.  Day,  Act.  and  See 
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DIRECTORY  OF  FIRE  AND  MARINE  INSURANCE  COMPANIES  IN  GREAT 

BRITAIN— C(?n/tVM<erf. 


Dateo! 
Orgaai 


Z864 
1908 

1907 
1874 
1878 

a  a  •  « 

Z87I 
Z9IX 
Z9IO 
1906 

Z872 
1906 
1902 
1903 

•  «  »  • 

1899 
1890 

1896 

1897 

1894 

1873 
1906 

18S9 
1809 
x886 
1863 
1836 

1909 

1863 
1797 

1871 
1908 
Z863 
X9ia 

•  •  ■  • 

X900 
1901 

1907 
1782 

1895 

1866 
1907 
1865 
1903 
1905 
z8i8 
z886 
X902 
X906 
X906 

x88i 

X720 

J845 
1910 
1907 
1885 
X908 
1909 
1877 
1876 

1824 

187s 
X904 

X914 


Maritime,  Ltd.,  Liverpool 

Medway,  Chatham 

Merc.  &  Gen'l  Ins.  Co.,  Ltd.,  Glasgow 

Mercantile  Fire,  Waterloo,  Ont 

Mercantile  Mutual,  Sydney,  Aust 

Merchants  Fire,  Toronto,  Can 

Merchants  Marine,  London,  E.  C 

Metropolitan  Reins.,  London,  £.  C 

Midland  Farmers,  Stratford-on-Avon. . 
Midland  Mutual  Fire,  Leicester 


Morley  Mutual,  Morlejr 

Motor  Union,  London,  W.  C 

Mount  Royal,  Montreal 

Municipal  Mutual,  Limited,  London. 
Mutual  Fire  of  Tasmania,  Launceston 
Mut.  Prop.  Inv.  &  Ace.  Co.,Lon.,W.C. 

National  Benefit  L.  &  Prop.,  Lon 

Nat.  British  &  Irish  Millers,  Lon. . . 
National  of  Great  Britain,  Glasgow. . 
National  Ins.  and  Guar.,  London .... 

National  of  New  Zealand,  Dunedin . . 
National  Standard  Life,  London,W.C. 
New  Zealand  Insurance  Co.,  Aucldand 
North  British  &  Mercantile,  London 
North  British  Fishing  Boat,  Peterhead 

North  China  Ixisurance  Co 

Northern,  London,  E.  C 

North  &  South,  Liverpool , 

Northern  Maritime,  N'castle-on-Tyntf 
Norwich  Union  Fire,  Norwich 

Ocean  Acddent  &  Guar.,  London 

Oldham  &  Co.'s  Fanners  F.,  Oldham. 

Oldham,  Oldham 

Orient  Underwriting  Fund,  London . . 

Ottawa,  Toronto,  Can 

Palatine.  London 

Pall  Mall,  London.  £.  C 

Parcels  &  General,  Birmingham 

Phoenix,  London 

Pres.  Ch.  in  Ireland,  F.  I.  Tru8t,Belfast 

Primitive  Methodist,  York 

Printing  Trades  &  Gen'l,  Manchester 
Provident  Clerks,  London,  £.  C . . . . 

Provincial,  Limited,  London 

Quadrant  Ins.  and  Deb.,  Liverpool . . . 

Quebec  Fire,  Quebec,  Can 

Queensland,  Sydney,  Aust 

Ramsgate  Marine,  Ramsgate 

Regal  Fire  and  Acddent,  London,  E.C. 
Rdiance  Fire  and  Ace.,  London 

Reliance  Marine,  Liverpool 

Royal  Exchange  Assurance,  London . . 

Royal,  Liverpool 

Royal  London  Auxiliary,  London,  E.C. 

Royal  Scottish,  Glasgow 

St.  Columb  District  Mut.,  Cornwall . . 

St.  James,  London,  E.  C 

Salvation  Army,  London,  E.  C 

Scottish,  Edinbur|;h 

Scottish  Metropohtan,  Edinburgh. . . . 

Scottish  Union  and  National,  Edinb'gh 

Sea,  Liverixral 

Sentinel,  Birmingham 

Somerset  Mutual,  Newquay 


Marine 

Fire 

Ace,  Burg.,  Fire,  etc. 

Fire 

Fire,  Ace 

Fire 

Marine 

Re-ins.  except  life 

F.,  Crops  &  live  Stock . 
Fire 

Fire 

Motor  Cars  and  other. 

Fire,  Plate  Glass 

Fire 

Fire 

End.Sick,  Acc,F.,P.G. 
L.,  F.,  P.,  Inv.,  M.  &  C. 
Fire,  Ace,  Burg.,  etc. 
Fire,  Ace,  Burg.,  P.G. 
Fire  and  General 


Name  of  Manager  or  Secretary. 


F.,  M.,  Ace,  etc 

F.,  L.,  B.,  Aim.,  etc. . 
Fire,  Mar.  and  Ace. . . 
Fire,  Life.  Ann.,  etc. . . 

Fishing  Boat 

Marine 

F.,  L.,  Ace,  Burg.,  etc. 
All  except  Life  &  C. . .. 

Marine 

Fire,  Ace,  Mar.,  etc. . 

F.,  B.,  Ace,  Fid.,  etc. . 
Fire  and  Live  Stock. . 

Fire 

Marine 

Fire,  Marine 

Fire 

Gen.  Reins,  (ex.  life) . . 

MaU  Insurance 

Fire,  Life,  Ace,  etc. . . 
Fire  (trust  prop,  only) 

Fire,  W.C.  (trust  prop.) 

Fire 

Fire,  Burg.,  P.  G.,  etc. 
Fire,  Burg.,  E.  L.,  etc. 
Fire,  P.  G.,  Burg.,  etc. 

Fire 

Fire,  Mar.,  Ace 

Ins.  of  Smack  Engines. 
Fire,  .Ace,  Sick,  etc. . . 
F.,  B.,Ace,  P.G.,  etc.  . 

Marine 

F.,  L.,  An., Ace,  B.,  S. 
Fire,  Life,  Ann.,  etc.. 

Life,  Fire,  E.C 

Fire,  Burg.,  Lia.,  etc. . 

Fire 

Fire,  Marine 

All  except  L.  &  E.  L . . 
jr  .,Ace,  w  .v...,!^.  A.,etc. 
A.,  JL.,  r .,  F.  (j.,  etc . . . 

Fire,  Life,  Aim.,  etc . . 

Marine 

Fire,  Ace,  Liab.,  etc. . 
Fire 


J.  C.  Nicholson,  Sec. 

Henry  F.  Cootc,  Man. 

R.  H.  E.  McLintock,  Sec. 

Alf.  Wri|rht,  Sec. 

Kelso  King,  Man. 

J.  H.  C.  Durham,  Gen.  Man. 

W.  Irwin,  Underwriter 

A.  W.  Boughton,  Man.  &  See 

J.  R.  Black,  Man.  and  Dir. 

W.  L.  Yates,  See 

Albert  Sykes,  See  and  Man. 

H.  J.  Whitcomb,  Man. 

J.  £.  Clement,  Gen.  Man. 

John  J.  Tait,  See 

A.  G.  Scott,  Sec. 

T.  Peele,  See 

J.  Frauds,  Man.  Dir. 

H.  J.  Whitcomb,  Man.  Dir. 

James  Glen,  Man.  and  Sec. 

W.  Kent  Lemon,  Man. 

Nat.  Mtge.  &  Agcy.  Co.,  Agts. 

C.  H.  £.  Rea,  Gen.  Man. 

J.  Buttle,  Gen.  Man. 

L.  Sinclair,  Foreign  Fire  Man. 

R.  Grav,  Man. 

G.  Lyall,  London,  Man. 

H.  E.  WUson,  Gen.  Man. 

Geo.  Dean,  Gen.  Man. 

J.  Ferguson,  Under.  &  Sec. 

John  Large,  Gen.  Man.  and  Sec. 

T.  M.  E.  Armstrong,  Man.  &  See 

T.  Whitehead,  See 

L.  Slater,  See 

W.  M.  Barrett,  Sec. 

W.  £.  Baldwin,  Sec. 

Herbert  Lewis,  Man. 

E.  Britton,  Sec. 

E.  Humphries,  See 
Edward  A.  Boston,  Fire  Man. 
R.  S.  Monie,  Sec. 

Rev.  T.  J.  Gladwin,  Sec. 

Frank  Bird,  See. 

C.  A.  Freeman,  See 

F.  C;  Scott,  See 

L.  Nicholas,  Man.  and  Sec. 
Colin  E.  Sword,  Sec. 
A.  McVemon,  Gen.  Man. 

Alfred  Hurley,  Sec. 

W.  E.  Richaids,  Man.  Dir. 

F.  R.  Edwards,  See 
W.  N.  Whymper,  Sec. 
Geo.  Chappell,  Gen.  Man. 
J.  Price  &  H.  Duffell,  Man.Dirs. 
Robert  Oliphant,  Gen.  Man. 
George  G.  Bullmore,  Sec. 
A.  C.  Webb,  See 
W.  F.  Giles,  Sec. 
Harry  Armour,  Man. 
F.  S.  Goggs,  See 


k 


.A.  Cook,  Gen.  Man. 
.  A.  Edwards,  See 
J.  Kent,  See 
G.  G.  Bullmore,  Sec. 
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BRITAIN— Continued, 


Date  ot 
Or{^iii- 
zation. 


1872 

1905 
1906 

•  •  •  • 

1871 
1891 
igo6 
1710 
i860 
1904 

1914 
1907 
1913 
1897 
1867 

1714 
1863 

1897 
1888 
1908 

1912 
2902 

1904 
1862 
1908 
19x2 
190S 
1849 
I8S9 
1888 

1886 

1909 
1872 
1912 
1886 

1851 
Z9IO 
1717 
1894 
1824 


Name  and  Location  ot  Compaisy. 


So.  British  Ins.  Co.  Ltd.  Auckland,  N.  Z. 

South  East  Lancashire,  Oldham 

Southwark  Insurance,  London 

Standard  F.  &  M.,  Dunedin,  N.  Z. . . 

Standard  Marine,  Liverpool 

State,  Liverpool 

Stew.,  D.  &  Fen.Mut.I.Co.,Stewarton. 
Sun,  London 


Thames  and  Mersey,  Liverpool. 
Theatres  Mutual,  Ltd.,  Hull. . . 


Timber  Trade  Fed.  Mut.,  London 

Traders  &  General,  London 

Transit  &  General,  Glasgow 

Truro  Dist.  Mut.  Fire  Office,  Gwarnick 

Ulster  Marine,  Belfast 

Umon,  London 

Union  Marine,  Liverpool 

United  Dominions,  London 

United  F.  C.  of  Scotland,  Edinburgh . 
United  Friendly  Ins.Co.Ltd.Lon.,£.C. 

United  Scottish  Her.  Drif.,  Peterhead 
United  Legal  Indemnity,London,W.C. 
United  Sick.  &  Ace,  Gen'l.,  Glasgow. 

United,  Sydney,  Aust 

Universal  Automobile,  London 

Universal  Baggage,  London 

Urban  Fire,  Holhnwood 

Victoria,  Melbourne 

Vulcan  Boiler  &  Gen.,  Manchester 

Welsh  Baptist,  Swansea 

Welsh  Calvinistic  Methodist,  Liverpool 

Welsh,  CardiflF 

Wesley  an  Methodist  Trust,Manchester 

West  Australian,  Perth 

West  of  Scotland,  Glasgow 

Western,  Toronto,  Can 

Western  Union,  Vancouver,  Can 

Westminster,  London,  W.  C 

World  Marine  &  Gen.,  London,  E.  C. 
Yorkshire,  York 


Character  of  Busn 


Name  of  Manager  or  Secretary. 


Fire,  Mar.,  etc 

Fire  and  Glass 

Reinsurance 

F.,  M.,  Guar.,  Ace. . . 

Marine 

Fire,  Burglary,  etc.. 

Fire 

Fire,  E.  L.,  Ace,  etc . 

Marine 

Fire 


Fire 

All  exce]>t  Life 

Articles  in  Transit 

Fire 

Marine 

Fire,  Ace,  Burg.,  etc. . 

Marine 

Fire  &  Marine  Re-ins. 
Fire  (diurch  prop.only) 
Sickness,  Ace,  Fire,etc 

Marine,  etc 

M.Car,  A.,B.,P.G.,etc. 
Fire,  Ace,  W.  C,  E.  L. 

Fire,  Marine,  Ace 

All  except  L.  and  W.  C. 

Baggage 

Fire  and  Glass 

Fire,  Marine 

Motor  Cars,  etc 

Fire 


E.  V.  Sassoon,  Lon.  Dir. 

A.  Jackson,  Man. 

A.  £.  Rideoutt,  Sec. 

H.  J.  Ssrmons,  London,  Man. 

N.  B.  Barnes,  See 

Albert  H.  Heal,  G.  M.  and  Sec 


G.  £.  Mead,  Man.  and  Sec. 
G.  E.  Martindale,  Sec 
W.  G.  Hall,  See 

Wm.  Swift,  Man. 

R.  W.  Allwright,  Sec. 

David  Lees,  Sec. 

G.  A.  Northey,  See 

Sinclair  &  Boyd,  Ms.  &  Undrs 

Herbert  Lewis,  Man. 

J.  S.  Allen,  Sec. 

C.  J.  Marriott,  See 

W.  P.  Scott,  See 

W.  N.  Rodger,  See 

Robert  Gray,  Man.  Dir. 
C.  H.  Trenam,  Man. 
W.  Murdoch,  Solicitor. 
Thos.  M.  Tinley,  Man. 
C.  L.  Danks,  Gen.  Man. 


Fire  (trust  prop.  only). 

All  except  Life 

F.  (trust  prop.only)  E.L 

F.,  M.,  Ace,  etc 

Fire,  Burglary  &  Ace. 

Fire,  Profits,  Mar 

Fire 

Fire 

Marine 

F.,  Life,  Ace,  E  L.,  etc. 


Thos.  Whitehead,  See 
Dalgety  &  Co.,  Ltd.,  Lon.  Agts. 
J.  M.  Dale,  Sec. 
£.  Edmunds,  Sec. 

E.  W.  Jones,  Sec. 
H.  Meanock,  Sec. 
Henry  Plummer,  Sec. 
S.  G.  Hill.  Gen.  Man. 
G.  MacGregor,  Man. 

W.  G.  Meikle,  Gen.  Man. 

C.  G.  McLean,  See 

£.  P.  Scoones,  Sec. 

G.  G.  Sharman,  Undr. 

J.  Hamilton,  See  &  Gen.  Man. 


Addenda. 


Amekican  Mutual  Fixx,  Providence.  R.  I. — 
(Page  287.)  Total  income,  1914,  should  read 
$444,423. 


Pawtucket  Mutual  Fire,  Pawtuckct,  R.  I. — 
(Page  817.) Field  men,  the  name  of  Earl  R.  Horton 
should  be  eliminated. 
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Synopsis  of  European  Fire  Insurance  Business 

IN  1913 

In  some  cases  in  which  the  figures  for  1913  were  not  obtainable  those  for  a  previous 
year  are  given: 


Fire 

Bus. 

Estab 


Name  and  Location  or  Company. 


Paid-up 
Capital 


General 
Fund. 


Fire  Fund. 


Net 
Premiums. 


Net  Losses. 


igii 
X831 
1867 

XQXI 
1858 
1864 
1910 

xgix 
1912 
1898 
z86o 
1838 
X879 

1895 
i88x 


1861 

•  •  •  • 

1864 

1867 
1884 
1892 
1837 
1839 

•  •  »  « 

X899 
i860 
1901 
1869 
zSii 
1839 
1901 
1897 
Z865 
1904 
181Z 
Z869 
Z867 
1869 
1900 
1850 
1835 
1909 


Z91X 

1913 
1873 
1906 

1893 
1893 
1863 
1898 
1865 
1890 
1870 
1885 


1906 
189s 


Austrian  Fise  Insxtkance  Cos. 
[Kr.  24.13  equal  £1  sterling.] 
Jomt  Stock  Companies. 
AI]gem.Versidierungs  Bk.,Herrmaimatd 

Assicurazione  Genmli,  Trieste 

Donau,  Vienna 

Erste  Einbnich  V.  A.  G.,  Vienna 

Erste  Ungarische,  Budapest 

Fondere,  Budapest 

Herceg-Bosna,  Sarajevo 

Hungaria,  Budapest 

Moldavia,  Prague 

Oesterr  Elementar,  Vienna 

Phoenix,  Vienna 

Riunione  Adriatica,  Trieste 

Ungar-Franzosische,  Budapest 

Vateriandische  Allg.,  Budapest 

Wiener,  Vieima 

MmIuoI  Insiiiulioru  and  Landes  Ansialtm. 

Assek.Ver.der.  Zucker  Ind.,  Prague 

Brux,  Dux.  &  Teplitz  V.  V.,  Brux 

Burgstdner,  Haida 

Concordia,  Rddienberg 

Croatia,  Agram 

Dniester,  Lemberg 

Erste  Boehmisdie,  Prague 

Grazer,  Graz 

Hasicska,  Brunn 

Kamthner,  Klagenfurt 

Krakauer,  Cracow 

Laibacher  Feuerv.  Anst.,  Laibadi 

Landwirthschaftliche,  Prague 

Linzer,  Linz 

Mahrisch-Schlesisdie,  Bnmn 

Mittd  &  Oberstdemiark,  Graz 

Nieder-Oesterrdchische,  Vienna 

Prager  Stadtische,  Prague 

Rdchenberger,  Reichenberg 

Salzburger,  Salzburg 

Slavia,  Prague 

St.  Florian,  Eger 

Transsylvania,  Hemnannstd 

Vers.  Gen.  der  Landwirte,  Budapest. . . 

Wartenberger,  Wartenberg 

Wiener  weschels,  Vienna 

Wisia,  Lemberg 


Reinsurance  Companies. 

Budapest  Ruck,  Budapest 

Danubius,  Vienna 

Erste  Bohmische  Ruck,  Prague.. . 

Internationale  Ruck«  Viezma , 

Meridionale,  Trieste , 

Xationale  Unfall,  Budapest , 

Pazmonia  Ruck,  Budapest , 

Providentia,  Vienna 

Securitas,  Vienna ^ 

Ungar,  Hagd  &  Ruck,  Budapest. . 

Wiener  Ruck,  Vienna 

Wechs.  Ruckversich.  Ver.,  Viexma. 


Balkan  States  Fise  Insurance  Cos. 
[25.25  Francs  or  Ld  equal  £1  sterling.] 

Agricola,  Bucharest 

Balkan,  SoBa 


Kroners, 
1,200^000 

^6,300,000 
3,000,000 
1,000,000 
8,000,000 
4,000,000 
1,200,000 
1,800,000 
2,000,000 
4,000,000 
8,000,000 

*5,ooo,ooo 
5,000,000 
1,000,000 
4,000,000 


Mutual 

it 

tt 
tt 
it 
tt 
tt 
tt 
tt 
tt 
tt 
It 
ft 
tt 
it 
tt 
tt 
tt 
tt 
tt 
tt 
tt 
tt 
It 
tt 
tt 
tt 


1,500,000 
1,500,000 
3,000,000 

*2,500,000 

3,000,000 
2,000,000 
1,920,000 
1,500,000 
1,200,000 
3,000,000 
3,000,000 
Mutual 


Francs. 
3,000,000 
61,500,000 


Kroners, 


9,185,647 

4,143,441 

546,426 

12,530,803 

1,217,570 

23,860 

78,869 

530,393 
416,230 

954,358 
6,520,838 
1,793,978 

185,529 
1,656,971 


5,714.880 


383,820 

399,319 
x,227,4x6 

2,571,590 

9,S03 

7,77x,s67 

265,235 

487,731 

z  2,839,093 

116,435 
660,611 

4.855»573 

9,853.273 
117,000 

1,307,792 

2,619,883 

305,246 
1,251,647 
3,794»859 
1,559,989 

664,007 
1,560,282 

392,026 
8,539,078 

235,936 


34.545 

234.943 

865,674 

•639,819 

640,641 

1,392,142 

3,377,012 

963,896 

839.425 
866,629 

361,937 
2,464,925 


Francs, 

252,0x9 
929,209 


Kroners. 
46,064 

15,425,174 

3,454,130 

16,265 

12,188,427 
2,809,800 

127,633 

370,933 

63,684 

3,519,309 

5.165,355 
11,322,389 
1,483,982 
1.593,658 
3,859,827 


601,243 

827,399 
1,401 

195,875 
z  84, 184 

1,100,526 

6,353,246 

195,547 

242,801 

86,349 

3,731,773 
1x8,292 

571,918 
134.580 

270^841 
74.075 
76,057 


29,953 
1.514,399 


123,510 

x,44i,46o 

88,708 

57,206 

X04,009 


551,156 

17,073 

3,789,471 

3,052,9x5 

1.499.419 
85,330 
4,200,000 
1,361,692 
1,887,826 
500,295 

4,005,135 
777,000 


Francs. 

100,893 
8,387,196 


Kroners. 

61,2x9 

24.0x4,710 

7,077.632 

40,662 

z  2, 188,427 

7,562,450 

319.083 

927,331 

175.049 

7,6x2,137 

X3,204,948 

x8,233,538 

2,655.991 
1,144,802 
7,x7i,78o 


2,063,036 

125,414 
145,266 

596,417 

459.382 

z,766,7i2 

1,912,849 

i,oz3,858 

537,174 

332,285 

9,835.172 

304.359 
68z,386 

507.058 
1,677,551 

129,895 
1,275,491 

417,6x0 
31,306 

275,374 

3,3ir,733 

254,529 

293,688 

3^332,527 
247,075 

1,467.659 
307.469 


1,485,771 
41,642 
7,894,202 
7,291,513 
2,998,838 

213,325 
4,406,127 
3,404,248 
4,719,566 

694,854 
9,698,879 
2,x93,i46 


Francs. 

278,003 
X5,5xi,283 


Kroners. 

14,408 

13,194,283 

4.437.879 

36,738 

6,960,093 

4,305,972 
185,981 
584,221 

64,607 
5,204,868 
8,949,8x1 
10,789,  X05 
1,654.996 
531.021 
5,144,242 


103,049 

54.446 

09,740 

229,903 

253,985 

999,377 
1,396,642 

580,964 
308,745 
335,693 
6,833,671 
215,007 

450,405 
295,998 

714,613 
93,768 

634,8x4 

68,X3i 

5,195 

386,3X1 

3,178,304 
128,033 
133,092 

1,856,735 

205,397 

575,593 
199.805 


977,888 

14,499 

5,450,874 

4,717,630 

2,290,893 

259,685 

3,337,682 

2,289,773 
3,4o8,x67 
463,938 
6,453,206 
1,646,342 


Francs. 

291,063 
9,790,462 


1  All  branches.  'Since  increaaed  to  kr.  889,819.  *  Since  increaaed  to  kr.  3,000,000.  « In  addition  to 
these  figurca  the  following  capitals  are  shown  as  appljring  to  the  Life  Branch:  Assicurazione  Gen.,  kr.  6,300.000 ; 
Rmniooe  Adriatica,  kr.  5.000.000. 
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SYNOPSIS  OF  EUROPEAN  FIRE  INSURANCE  BUSINESS— Conrtnued. 


Fire 

Bus. 
Estab. 


1891 
1881 

1897 
i88a 
i8g2 
1906 


1824 
I8SS 
1879 

1853 
1821 


1873 
1910 
1856 
1869 

1887 
182Z 

1824 
1900 
1890 


X858 
1904 
1790 
X820 

189s 
1832 

'790 
1903 

iSgg 
1890 

^903 

I909 
1 846 

»8S9 
I808 
I903 
1838 

1894 
1845 

1833 
1842 

1853 
1889 

189s 
1897 
1897 
1897 
1900 
1888 
1866 
190X 
1899 


I8S7 
1843 
1819 


Name  and  Location  of  Comfant. 


Balkan  States  Fire  Ins.  Cos.— Coni 
[25.25  Francs  or  Lei  equal  £1  sterling.] 

Bulgaria,  Roustchouk 

Dada  Romania,  Bucharest 

Generala,  Bucharest 

Nationale,  Bucharest. ............,,, 

Ottoman,  Constantinople 

Serbia,  Belgrade 

Belgian  Fire  Insurance  Companies. 

[2S.25  Francs  equal  £1  sterling.] 
Assurances  Generates,  Brussels 

Belgique,  Brussels* 

Bureau  Flemmich,  Antwerp. .. 
Ccrcle  d'Assureurs,  Antwerp, ... 
Cie  de  Bruxelles,  Brussels. . 

Escaut,  Antwerp 

Globe,  Brussels 

Industriels  Reunis,  Gand 

?J*«?^?nalc  Beige,  Brus»lii ! '. '.  *,  ', 
Lloyd  Beige,  Antwerp. . . . 

Neptune,  Antwerp 

Patrie,  Brussels 

Provinces  Reunies,  Brussels^ . . 

Proprietaires  Reunis,  Brussels 

Securitas,  Antwerp 

Union  Beige,  Brussels 

Union  Generale,  Brusssels. 

Union  des  Propr.  Beiges,  Brussk'sft. '.'.'.'. 

Dutch  FiHx  Insurance  Companies. 
[x2  Flonns  equal  £1  sterling.] 

Amstel,  Amsterdam 

Amsteliand,  Amsterdam. 
Amsterdamsche  Brand,  Amsterdam'. ".  *. 
Amsterdamsche  Zee  en  B.,  Amsterdam 
Amsterdam  Londen.  Amsterdam. 

Brand  My,  Amsterdam 

Brand  My  tc  Amsterdam.' Amsterdam.! 
UwmopoUs  Rems.,  Amsterdam 
Dcrdc  Nederl'dsche  Reins., The  Hagiie^V 
Dihgentia,  Amsterdam. . 
Eigen  Hulp,  The  Hague. ..'.'.'.'.'.'.'.'.'..'. 

Gcaierale,  Amsterdam 

Haarlemsche,  Haarlem! 

Holland,  Dordrecht 

Hollandsche  Brand,  Amsterdam. .'.'.'.'.' 
Houthandelarcm  B.  M.,  Amsterdam. . .  \ 
Konigr.  Nederlanden,  Bois  le  Due. 

Mercurius,  Amsterdam 

Nederlanden,  The  Hague. 
Nederlandsche  (Tiel),  Tiel. '.'.'.'.'.'.'.'.'..'. 

Nederlandsche,  Amsterdam 

Nederlandische  Lloyd,  Amsterdam. . 
Nederlandsche  Reinsur,  The  Hagua,.. . . 
Nederlandsche  Transport,  Rotterdam". . 

Patria,  Rotterdam 

Protector,  Amsterdam 

Providentia,  Amsterdam 

Rijn,  Amsterdam 

Salamander,  Amsterdam 

Schiedam,  Schiedam 

Standaard,  Amsterdam 

Tweede  Ned.  Reins.,  The  Hague 

French  Fire  Insurance  Cos. 

[25.25  Francs  equal  £1  sterling.] 

AbeiUe,  Paris 

Aigle,  Paris 

Assurances  Generates,  Paris 


Paid-up 
Capital. 


Francs, 

•1,000,000 

•3,600,000 

3,000,000 

•2,000,000 

220,000 

300,000 


Francs. 

849,876 
400,000 
226,000 
160,000 
1,651,852 


428,000 
306,800 

1,200,000 
350,000 

1,286,449 

1,892,785 
3,386,243 
1,260,000 
640,000 
73»ioo 
1,000,000 

Florins. 
120,000 
250,000 


300,000 
300,000 
120,000 
600,000 
140,000 
100,000 


40,000 

83.250 
100,000 
180,000 
500,000 
Mutual 
100,000 

50,000 

1,200,000 

100,000 

80,000 
480,000 
100,000 
xoo,ooo 

50,000 
810,250 
xoo,ooo 
150,000 
150,000 

50,000 
250,000 
100,000 


Francs. 
3,000,000 
2,000,000 
2,000,000 


General 
Fund. 


Francs, 
1,194,780 
11,816,571 
1,6x0,471 
7,390,000 
—4,682 


Francs. 

4,969,289 
4,991,618 


x,o86,207 


X, 461, 020 

28,956 

1,209,960 


95,308 

68,971 

5,477,397 


1,225,631 
57,629 


Florins. 

30,837 
22,461 


300,000 


231,010 
40,508 

2,560 

18(6,379 
354,750 
523,089 

522,582 

66,673 

2,250,798 


704,695 
168,299 

56,763 

25,034 

104,787 

29,900 
11,500 

50.7SS 
37,072 


Francs. 
7,762,864 
3,226,312 
23,313.450 


Fire  Fund. 


Francs, 
7,949,064 
2,1x6,901 
1,281,855 
1,286,876 
13,250 


Francs. 
3,6x4,377 

2,775,673 


2,430,000 


103,000 

265,802 

1,850,000 


340,079 
3,200,196 
6,X96,xx4 


1,259,090 
360,728 

Florins. 
•15,071 
■6x6,705 


•572,498 


45,998 
•2,407 

55,358 
1x0,656 

96,904 


751,680 
1,423,963 


Net 
Premiimis. 


Net  Losses. 


Francs, 
X5, 040,885 

4,668,431 
i.i8x,855 

2.367.937 
•31,680 


Francs. 

5,476,329 
2,446,228 


2,827,733 


273,478 
786,883 

3,311,347 


963,700 

4,846,479 
9,003,732 


1,593,251 
.721,675 

Florins. 
23,332 
427,668 

•  •*•«• 

•  ••■•• 

375,465 


114,905 
'3,664 

261,823 
281,924 


738.605 

112,054 

2,847,926 


446,270 

452,875 

^205,738 

XOO,282 

150,850 

85,228 

458,371 
46,918 


Francs. 
2,945,000 
4,280,382 
6,589,000 


794,945 
391,866 
308,666 
238,766 

378,487 
213,070 

1,222,591 
117,294 


Francs. 
8,640,175 
9,540.4x6 
25,076,624 


Francs. 

9,724.2x1 
3,o6o,24Q 

831,987 

x,8i2,46g 
14,680 


Frana. 
3,048,213 
1,329459 


1,4x5,502 


162,664 

420,352 

1,693,491 


527,969 
3,062,7x1 
3,878,550 


8ox,562 
296,883 


Florins. 

14.346 
428,677 


396,879 

66,774 

495 

150,849 
150,209 


440.79s 
46,861 

1,373,171 


785.771 
256,955 
382,093 
162,893 

213,777 
143,968 

894,976 
68,415 

Prancs.^'^ 

4.038,023 

5.189,279 
X  1,8x6,077 


*  The  figures  are  Turkish  pounds.        •  Includes  figures  of  other  branches.        ^  Indttdes  Loes  R 
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SYNOPSIS   OF  EUROPEAN   FIRE   INSURANCE    BUSINESS— Confmti^rf. 


Name  and  Location  or  Company. 


1844 
1913 
1903 
1877 
1837 
1879 
1864 
1820 
1840 

1843 
1819 

1838 
1904 
1879 
1829 
1884 
1828 

a  ■  • 

1838 


1825 
1876 
1907 
1906 
I881 
1898 

1S12 

1839 
i860 
1844 
i86x 
J905 

i8ss 
1910 

1877 
1912 
igio 
1819 
1844 

1909 
1907 

1912 

JSS7 
1867 

1S4S 
1856 

1910 

I9T2 

1880 

I881 

1848 

1908  j 

1913  t 

X853 

1873 

1822 

1904 
1866 


1830 
1846 
I9OI 
1865 
1890 
1831 
1812 


French  Fire  Ins.  Cos. — Cant. 

(35-35  Francs  equal  £1  cterling.) 

Con&uice,  Paris 

Eur(^)eene  de  Reassurances,  Paris 

Fiandre,  Roubabc 

Fondere,  Paris 

France,  Paris 

Metropole,  Paris 

Monde,  Paris 

Nationale,  Paris 

Nord,  Paris 

Patemellei  Paris 

Phenix,  Paris 

Providence,  Paris 

Reassurance  Nouvelle,  Paris 

Remoise,  Rheims 

Soldi,  Paris 

Soc  Anon.de  Reassurances,  Paris 

Union,  Paris 

Union  Generale  du  Nord,  Lille 

Urbaine,  Paris 

German  Fire  Insurance  Cos. 

[20.40  Marks  equal  £1  sterling.] 
Joint  Stock  Companies. 

Aachen-Munchen,  Aix  la  Chapelle 

Aachen-Ldpzig,  Aix  la  Chapdle 

Albingia,  Han^urg 

Allianz,  Berlin 

Alsatia,  Strassburg 

Badische,  Karlsruhe 

Bayerische  Vers.  Bank,  Munich 

Berlinische,  Berlin 

Colonia,  Cologne 

Deutsche,  Berlin 

Deutscher  Phoenix,  Frankl-on-Main.. . . 

Gladbacher,  M.  Gladbach 

Globus,  Hamburg 

Haunburg-Bremer,  Hamburg 

Hansa,  Hamburg 

Hanseatische,  Hamburg 

Iduna,  Halle 

Kronprinz,  Cologne 

Ldpziger,  Ldpzig 

Magdeburger,  Magdeburg 

Mittddeutsche,  Halle 

Nord-Deutsche,  Hamburg 

Nordstem,  Berlin 

Oldenburger,  Oldenburg 

Preussische,  Berlin 

Preussische  Nationale,  Stettin 

Providentia,  Frankfort-M 

Rhdnische,  Colore 

Rheinische-Schlesische,  Berlin 

Rhdnland,  Neuss 

Rhein  und  Mosel,  Strassburg 

Schlesische,  Breslau 

Securitas,  Berlin 

Stuttgart  Mit  u.  Ruck,  Stuttgart 

Thuringia,  Erfurt 

Union,  Berlin 

Vaterlandische,  Elberfdd 

Victoria,  Berlin 

Westdeutsche,  Essen 

Mutual  Companies. 

Altonaer  F.  A.  G.,  Altona 

Brandenburger,  Brandenburg 

Buchdrucker  Gen.,  Ldpzig 

Concordia,  Hanover 

Eisenbahn  Bedienst,  Berlin 

Feu.  V.  fur.  Mecklenburg,  Gustrow 

Gothaer,  Gotha 


Paid-up 
Capital. 


Francs. 

4,000,000 

1,000,000 

500,000 
10,000,000 
2,500,000 
2,400,000 
2,400,000 
2,500,000 

500,000 
3,400,000 
4,000,000 
1,250,000 

500,000 
1,250,000 
6,000,000 
3,000,000 
3,500,000 


General 
Fund 


1,250,000 


Marks. 
2,700,000 

600,000 
2,250,000 
3,125,000 

500,000 
1,000,000 
2,500,000 
1,805,000 
1,800,000 

630,000 
1,885,716 
1,300,000 
1,000,000 
2,469,500 
1,250,000 

750,000 
1,250,000 
1,250,000 
6,000,000 
3,000,000 
1,250,000 
4,000,000 
1,800,000 
1,000,000 
1,500,000 
2,250,000 

1,714,285 
1,250,000 
1,500,000 
1,800,000 
2,400,000 
1,800,000 
1,000,000 
2,577,000 
1,800,000 
900,000 

1,593,750 
1,500,000 
1,200,000 


Mutual 

(( 

170,000 

Mutual 

(( 

(( 


Francs. 

3,623,67s 
18,660 

585,058 

5,575,457 
6,625,824 

2,909,253 
1,568,230 

11,881,187 
3,512,981 
6,721,871 

23,632,853 

5,766,592 

622,839 

1,120,277 

9,948,033 

3,791,673 
17,267,298 

5,918,559 


Marks. 

8,758,113 
1,013,203 

1.378,915 
8,818,770 

430,760 

73,330 

3,588,671 

2,933,506 

9,055,392 

910,000 
3,178,104 
2,235,918 

882,255 

2,424,719 

700,000 

67,448 

417,318 

359,933 
4,075,160 
9.450,092 

263,281 
4,646,028 

2,409,533 
1,933,007 

4,675,429 
4,075,000 

5,289,495 
112,830 
144,411 

1,562,853 
2,171,343 
4,848,029 
115,289 
859,186 
4,163,086 
1,302,117 
7,581,993 
4,535,154 
1,022,527 


1,322,364 
949,256 
101,641 

2,834,491 

2,002,581 

230,924 

349,226 


Fire  Fund. 


Francs. 

1.878,361 
531,829 

66,874 
1,744,617 
2,934,881 
1,968,088 
1,815,460 
4,654,440 
2,138,928 
3,365,000 
7,415,030 
1,637,000 
884,318 
110,000 

7,555,731 
7,036,596 
8,360,000 


Net 
Premiums. 


6,984,000 


Marks, 

10,805,049 

590,274 

1,288,832 

4,800,017 
713,000 
657,000 

3,719,672 
2,445,809 

2,943,703 
1,083,000 

3,568,130 

3,723,704 

1,128,304 

4,165,000 

561,101 

356,537 
166,416 
233,426 

4,772,029 

8,929,581 
282,187 

2,726,744 
176.759 

1,585,012 

1,554,736 

8,531,409 

2,152,834 

233.426 

174,183 
I '176,692 

2,260,000 

5,472,395 
501,461 

368,073 
6,856,164 
1,070,000 
5,930,000 
6,972,361 
1,652,145 


350,849 

333,165 

22,295 


30,000 
14,372,869 


Francs, 

6,323,444 

1.609,951 

t425,039 

5,411,93s 

10,547,241 
6,944,219 

5,187,029 
12,407,570 

7,366,953 

10,832,472 

14,630,060 

5,242,020 

4,005,221 

199,441 
17,966,448 
16,806,623 
27,804,214 


Net  Losses. 


19,372,911 


Marks. 

16,239,355 

1,433,850 

2,853.579 

6,669,698 

697,782 

1,633,451 
5,010,652 

3,494,541 
3,572,510 

1,563,959 
4.033,602 

6,075,190 
2,848,410 
6,853,198 
1,304.558 

894.219 
406,250 

443.889 

4,013,090 

15,453,460 

664,771 
5,010,496 

225,269 
1,306,857 
2,067,093 
9,099.735 

2,57S.02I 

443,888 
378.082 

1,739,219 
2,153.679 
4,517,814 
1,235,027 
1,004,269 

6,058,827 
1,802,452 
6,755,226 
4,480,662 
4,248,465 


721,443 
439,286 

40,863 

589,444 

574,982 

243,382 

5,573.843 


Francs. 

2,795,130 

571,263 

t270,352 

1,866,676 

4,485,504 
3,107,927 
2,227,701 
5,720,619 

2,619,353 
4,165,842 

6,210,141 

2,202,373 

2,667,328 

47,ior 

9,840,266 

10,801,908 

15*073,097 


10,670,285 


Marks. 
8,381,668 

777,553 
1,867,403 
4,049,217 

371,784 
1,042,629 
2,567,137 
1,806,036 

1,558,685 
740,580 

3,306,887 

3,382,989 

1,910,203 

3,697,842 

948,357 

610,478 

205,063 

371,817 

3,040,349 

9,636,734 

421,125 

2,595,381 

81,126 

570,987 
972,658 

4,940,489 
989,624 

271,817 
266,684 
870,684 

974,763 

2,515,003 

818,117 

500,002 

2,832,763 
1,045,525 
3,769,651 
1,107,120 

2,440,495 


310953 
160,968 

16,073 
342,336 

404,959 

140,849 

3,036,510 


1  Reinsurance  figures  not  deducted. 
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SYNOPSIS  OF  EUROPEAN  FIRE  INSURANCE  BUSINESS— CoH*m«rrf. 


Fire 

Bus. 

Estab. 


1841 
1878 

1873 
1826 
1840 

1797 
1880 
1868 
1831 
1826 
1828 
1828 


1718 
1719 
1749 
1677 
176s 
1878 

1785 
1782 

1839 
1722 

1771 
1822 
1822 


1751 
1808 
1811 
1901 

1 753 
1770 
1864 
1768 

1817 
I8SS 
1794 
1752 
1789 
z8i7 
1806 

1764 
1754 
1901 

1885 
1804 
1885 
1836 
1 781 
1821 
1816 

1849 
1776 

1842 

1873 
1785 

1837 
1790 

1785 
1807 


I8S3 
19x2 

1912 


Name  and  Location  of  Company. 


German  Fire  Ins.  Cos. — Cont. 

(20-40  Marks  equal  ;^i  sterling.) 
Mutual  Companies. — Cont. 

Greif swalder,  Greifswald 

La  Mutuelle  du  Haut  Rhin,  Mulhouse. . 

Landwirtschaf tliche,  Dresden 

Lubecker  Verein,  Lubeck 

Marienwerder,  Marienwerd 

Mecklenburgische,  Neubrandnbg 

Muhlen  Vers.  Ver,  Osnabruck 

Sachsische  Mil,  Zwickau 

Schonberger,  Schonberg 

Schwedter,  Schwedt 

Vaterlandische  Soc,  Rostodk 

Wurttembergische,  Stuttgart 

Public  Societies  and  Institutions. 
Town. 

Berlin,  Berlin 

Brandenburg  Stadte,  Berlin 

Breslau,  Breslau 

Hamburg,  Hamburg 

Lubeck  (Town),  Lubeck 

Lubeck  (Suburbs),  Lubeck 

Mecklenburg  Stadte,  Rostock 

Rostock,  Rostock 

Sachsen  Stadte  (Provinz),  Merseburg.. 

Stettin,  Stettin 

Stralsund,  Stralsund 

Thorn,  Thorn 

Wismar,  Wismar 

Tovm  and  Country. 

Anhalt,  Dessau 

Baden,  Karlsruhe 

Bayem,  Munich 

Brandenburg-Land,  Berlin 

Braunschweig,  Brunswick 

(jotha,  Gotha 

Hannover,  Hanover 

Hessen  (Province),  Cassel 

Hessen  (Grand-Duchy),  Darmstadt 

Hohenzollem,  Sigmaringen 

Jever,  Jever 

Lippe,  Detmold 

Magdeburg,  Magdeburg 

Mecklenburg,  Domanen,  Schwerin 

Nassau,  Wiesbaden 

Oldenburg,  Oldenburg 

Ostfrisien,  Aurich 

Ostpreussen,  Konigsberg 

Pommern,  Stettin 

Posen,  Posen 

Preuss.  Domanen,  Berlin 

Rheinprovinz,  Dusseldorf 

Ritterschaf tliche,  Rostock 

Sachsen  (Grand-Duchy),  Weimar 

Sachsen  (Duchy),  Merseburg 

Sachsen  (Kingdom),  Dresden 

Sachsen  Altenburg,  Altenburg 

Schlesien,  Breslau 

Schleswlg  Holstein,  Kiel 

Waldeck  Pyrmont,  Arolsen 

Westfalien,  Munster 

Wcstpreussen  (Landsch),  Marienwerd. . 

Westpreussen  (Provincial),  Dantzig 

Wurttemberg,  Stuttgart 

German  Fire  Re-Insurance  Cos. 
[20.40  Marks  equal  £1  sterling.] 

Aachener  Ruck,  Aix-la-ChapU 

Ass.  Union,  Hamburg 

Bayerische  Ruck,  Munich 


Paid-up 
Capital. 


Mutual. 


(( 
(( 

c< 
u 
l< 

(C 

tt 
« 

u 


Mut 


General 
Fund. 


Marks, 
1,809,797 
3i4»036 

2,223,834 
418,163 

530,499 

2,539.956 

283,842 

2,078,851 
266,558 

2,595»044 
351.418 

16,319,167 


ual 


1,218, 

2,001, 

4,986, 

21,712, 

1,281, 

326, 

460, 

1,147, 

9,613, 

1,402, 

191, 

1,764, 

349, 


Fire  Fund. 

Preouums. 

Marks, 

Marks, 

1,647.497 

117,128 

964,977 

867,556 

56,000 

169,15s 

5,418 

601,436 

254,696 

1,680,711 

91,513 

12,468 

774,850 

275,342 

1,295.247 

2,629,383 

136,398 

195,734 

2,572,106 

2,204,265 

927 

025 

190 

339 
958 

615 
982 

088 
181 
997 
3" 
904 
379 


Marks. 
1,800,000 
1,000,000 
250,000 


3,249,  000 
1,927,  120 

37,855.  487 
3,476,  793 
8,058,  909 
1,442,  785 
5,333,  738 
4,656,  543 
7,589,  932 
1,636,  288 

16,309 

503,  635 

12,963,  759 

298,  727 

7,805,311 

254,  067 

1,394,  662 

7,725,1275 

938,471 

8,820,  609 

Notsta  ted. 

15,130,  000 

1,56a,  051 

2,787,  618 

10,504,  825 

20,041,  346 

636,  981 

11,891,1802 

5,266,  498 

648,  726 

12,059,  623 

757.  496 
2,077,  202 
6,064,  229 


Marks. 
3,373,960 
11,046,665 
152,000 


Marks. 

2,774,837 
291,427 

665,795 


3,176,865 
700,998 

174.144 
2,176,514 

14.035 

11,722 

326,383 

19,216 

174,021 

65,108 

15,816 

20 

3,401 

459,471 
6,622,976 
7,049.242 
2,730,867 

763,205 

238,879 
3,515,275 
1,997.235 
1,915.817 

124,382 

25,879 

91.689 

3.515.856 

524,284 

924,087 

1,495,000 

338,503 
3,172,293 

3,245,376 
4,154,338 

650^304 
7,750,568 

639,304 
820,372 

816,036 
8,342,417 

498,398 

4,031,352 

2,704,924 

35,932 

4,963,161 

633,680 
1,267,616 
5,809,250 


Marks. 
4,532,146 
666,032 
1,121,711 


Net 


Marks. 

1,429,979 

51.812 

522,155 

35.738 

402,314 

1,303.068 

23,363 
461,829 

310,743 

2,091,455 

53.052 

997,263 


1,066,517 

287,044 

86,667 

1,229,995 

7,544 

162 

423,127 

1.980 

12,872 

48,743 

10,954 

1,097 


247,941 
6,093.659 
7,293.538 
1,498,276 

778,018 

7.364 
2.818,121 

1,408,349 

1,079,015 

140,780 

26,665 

19.305 

1,996,075 

540,751 
407,182 

725,221 

233,301 

1*352,603 

3,062,447 

3,329.781 

692,584 

4,922,204 
530^822 

711,457 

17.169 

5.795,731 

380,920 

9,199^88 

2,029,006 

812 

5,586,246 

430,033 
721,821 

2,041,186 


Marks. 
2,698.242 

444.334 
SSS.816 


*  The  figures  in  this  column  represent  assets  after  deduction  of  liabilities. 
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SYNOPSIS  OF  EUROPEAN  FIRE  INSURANCE  BUSINESS— Confww^d. 


Fiie 

Bus. 

Estab 


1880 
1908 
1910 
1904 
1904 
1911 
1900 
1903 
1857 
1907 
1877 
1897 
1852 

1912 
1907 
i86a 
191 2 
1886 
1880 
1912 
1843 
1907 
1898 
1906 
z88o 
1900 
1870 
19ZO 
1880 

1893 
1907 


1833 
1889 

1879 
1906 
1906 
1826 
1906 
1901 
1896 
1896 
1829 
1899 


1827 
1872 
1872 
1862 
1858 

•  •  •  • 

1872 
1858 
1888 
x88z 
1867 

1909 
1904 


Name  and  Location  op  Company. 


German  Fire  Re-Insurance  Cos.— C<m. 
(ao-40  Marks  equal  £1  sterling.) 

Cobnia  Ruck,  Cologne 

Deutsche,  Bremen 

Deutsche  Ruck,  Dusseldorf ' 

Deutsche  Ruck  u.  Mit,  Berlin 

Deutsche  Transport,  Berlin 

Dusseldorfer  Ruck,  Dusseldorf 

Europa,  Frankfort-on-Main 

Frankfurter  Allg.,  Frankfort-on-Main. . 
Frankfurter  Ruck,  Frankfort-on-Main.. 

Frankona,  Frankfort-on-Main 

Gladbach  Ruck,  M.  Gladbach 

Hamburg,  Hamburg 

Eoinische  Ruck,  Cologne* 

Kohiische  Unfall,  Cologne 

Ldpdger  Ruck,  Leipzig 

Magdeburger  Ruck,  Magdeburg 

Merkur,  Cologne  • 

Mmerva,  Cologne 

Munchener  Ruck,  Munich 

Neptun,  Frankfort-on-Main 

Neue-Funfte,  Hamburg. 

Nord-West  Deutsche,  Hamburg 

Oberrhenische,  Mannheim 

Preussische  Ruck,  Frankfort-on-Main. . 
Providentia  Ruck,  Frankfort-on-Main.. 
Rhein^-WestfaliscfaeLkiyd,  M.  Gladbach 
Rhein.-Westfali8che  Ruck,  M.Gladbach. 

Ruckverdchenmgs  Verein,  Berlin 

Stettiner  Ruck,  Stettin 

Suddeutsche  Ruck,  Munich 

Versicheruiigs  Ges.v.,  1873,  Hamburg. . 

Italian  Fire  iNsmtANCE  Cos. 

[35.25  Lires  equal  £1  sterling.] 

Cia  Anonima,  Turin 

Co-operatlva,  Milan 

FondiaTia,  Florence 

Italiana,  Genoa 

Uoyd  Sabaudo  Reinsurance^  Genoa 

Milano,  Milan 

Oceanus  Reinsurance,  Genoa 

Prowidenzia,  Milan 

Savoia,  Turin 

Sta.  Cattolica,  Verona 

Sta.  Reale,  Turin 

Unione  Continentale,  Turin 


Russian  Fire  Insurance  Cos. 

[9.5  Roubles  equal  £1  sterling.] 

First  Russian,  Petrograd 

Jakor,  Moscow 

Kleff  Sugar  Union,  Kiefif 

Livland  Mutual,  Dorpat 

Moscow,  Moscow 

Moscow  Mutual,  Moscow 

Northern,  Moscow 

Petrograd,  Petro^d  

Pomoschtsch  (Remstirance),  Petrograd 

Rossija,  Petrograd 

Russian,  Petrograd, 

Russian  Lloyd,  Petrograd 

Russian  Mutual,  Moscow, 


Paid-up 
Capitiu. 


1896  I  Russian  Reinsurance,  Petrograd. 


1903 
1846 

1835 

1904 
1872 
1870 


Russian  Transport,  Petrograd. 

Salamandra,  Petrograd 

Second  Russian,  Petrograd. 

Snop,  Warsaw 

Volga,  Petrograd 

Warsaw,  Warsaw 


Marks. 
1,125,000 

472,304 
1,250,000 

750,000 

900,000 

625,000 
1,000,000 
4,000,000 
1,028,520 
2,000,000 

600,000 
4,000,000 
1,800,000 
1,875,000 

280,000 
1,500,000 

600,000 
1,000,000 
7,500,000 

750,000 


1,500,000 
1,250,000 
250,000 
400,000 
500,100 
900,000 
250,000 
450,000 
1,800,000 
187.500 


Lires, 
1,125,000 

I,l8l,X20 

8,000,000 

1,000,000 

9,030,000 

370,240 

250,000 


600,000 
687,556 
Mutual 
600,000 


Roubles. 
4>ooo,ooo 
2,500,000 
Mutual 
Mutual 
2,000,000 
Mutual 
1,200,000 
2,100,000 
1,000,000 
5,000,000 
1,500,000 
3,000,000 
3,000,000 
3,000,000 
t4, 250,000 
5,000,000 
3,250,000 
Mutual 
1,000,000 
1,000,000 


General 
Fund. 


Marks. 

2,000,955 
713,891 
170,730 
593,315 
674,850 
18,289 

497,934 
15,688,856 

943.090 
2,943,645 

913,978 
2,862,533 
4,349,090 
9,401,823 

64,751 

2,913,372 

343,616 

2,542,176 

36,515,354 

1,577.943 

42,690 

1,646,892 

1,921,494 

,  36,793 

854,159 

1,017,415 
2,044,032 

262,316 

400,000 

1,373,073 
54,183 


Lires. 

1,988,942 

702,355 

3,605,036 


3,433,586 
10,453 


93,670 

550,703 

15,127,406 

246,481 


Roubles. 

4,983,777 
290,404 

3,012,898 

492,096 

3,454,174 

4,048,894 
1,434,000 

214,366 

362,520 

3,514,154 
314,390 
322,282 
613,669 

1,502,955 
116,907 

4,020,043 
566,428 
653,620 

218,975 
753,956 


Fire  Fund. 


Marks. 
1,435*863 
705,500 

1,028,443 
657,049 
657,049 
514,221 

1,283,690 
1,720,000 
1,036,406 
2,724,816 
3,786,249 

3,386,325 
5,456,380 

595,338 

884,813 

2,465,798 

1,497,225 

3,346,003 

26,498,536 

129,153 

255,15s 

1,380,170 

1,027,513 
320,922 

344,819 
185,000 

3,000,000 
287,372 
883,216 

4,402,782 
254,543 


Lires. 
993,348 
473,355 

2,035,232 


1,416,884 
376,561 


774,000 
677,008 

1,438,000 


Roubles. 
6,350,000 

4,627,945 
61,419 


7,000,000 


5,781,400 
1,557,655 

474,493 
8,350,000 
1,436,476 

910,400 

159,132 
7,118,061 

951.002 
5,111,549 
2,167,524 

90,599 

224,168 

3,045,500 


Net 
Premiums. 


Marks. 

2,511,767 
2,034,955 
3,691,338 
1,314,097 
1,314,098 
2,002,267 

2,974,313 
3,998,487 
1,659,639 
6,313,401 
10,693,926 
8,221,551 

10,533,097 
1,434,011 

1,559,840 

4,055.894 
3,237,618 

6,492,535 
58,829,898 

371,178 

685,346 

3,332,486 

2,431,392 

826,578 

344,819 
485,216 

8,890,753 
422,606 

1,362,792 
10,629,046 

685,347 


Lires. 

1,856,623 

965,217 

4,560,702 


2,430,895 
941,404 


1,935.761 

1,923,274 
9,218,216 

3,594,987 


Roubles. 

11,375,83s 
8,688,864 

153.549 

218,241 
9,818.582 

452,910 
6,949,957 
3,770,513 

948,987 

16,560,149 

3,591,189 

2,308,716 

318,264 

9,477,822 

2,377,506 

12,403,872 

5,320,161 

428,682 

666,349 
5,332,811 


Net  Losses. 


Marks 
1,629,410 
1,202,127 
2,403,450 

1,079.047 
1,079,047 
1,260,660 

1,955,25s 
2,660,338 
1,344,019 
4,206,138 

7,504,499 
5,339,283 
6,160,308 

883,367 
914,685 

2,745,091 
2,011,893 

3.865,781 

37,562,576 

300,106 

416,147 

3,395,211 

1,673,014 

563.393 

156,188 

343,344 

5,450,532 

192,683 

935,207 

7,465,528 

415,478 


Lires. 
833,493 
529,434 

2,519,774 


1,204,416 
568,164 


1,6x6,534 

918,371 
4,600,233 

2,977,330 


Roubles. 

7,159,418 

5,337,090 

9,744 

190,785 

6,324,782 

126,451 
4,708,469 

2,591.818 

665,794 
10,362,991 

2,539,615 
1,639,131 
92,632 
6,340,860 
1,536,243 
7,338,178 
3,253,831 
242,993 

557,451 
3,420,823 


'  Includes  other  Branches. 
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SYNOPSIS  OF  EUROPEAN  FIRE  INSURANCE  BUSINESS— Con*tn«f(f. 


Fire 

Bus. 

Estab 


1902 
1882 

i357 

191 1 

I(>02 
1899 

189I 
1889 
1909 
1832 
1872 
I9IO 
I9OS 

191 2 


1872 
1890 
1888 
1906 

1897 
1902 

1889 

I8SS 
1884 
1866 
1888 
1898 

1782 
1842 
1884 
z888 
1828 

1847 
1828 

1746 

1843 
1888 


1913 
1913 
1866 

1846 

1867 

I8S7 
191Z 
1911 
1863 
1880 


1792 
z86i 
1908 

1913 
1 731 
1798 
1905 

1897 
1894 
1864 
1890 

1899 
1907 


Name  and  Location  of  Company 


Russian  Fire  Insurance  Cos. — Cont. 

Finland 

[25  F.  m.  equal  £1  Sterling]. 

Evangelisk  Lutherska,  Helsingfors 

Fennia,  Helsingfors 

Finska,  Helsingfors 

Imatra,  Helsingfors 

Industriidkarenes,  Helsingfors 

Osmo  Reinsurance,  Helsingfors^ 

Pohjola,  Helsingfors 

Sagegarenes,  Helsingfors 

Sampo,  Abo 

Stademas  Allmanna,  Helsingfors 

Stademas  for  losegendom,  Abo 

Tulemara,  Helsingifors 

Verdandi  Reinsurance,  Abo 

Wellamo,  Wasa 


J! 


Scandinavian  Fire  Insurance  Cos. 

E18.20  Kroner  equal  £1  Sterling.] 
. — Swedish  Joint  Stock  Compames. 

Astrea  Reinsurance,  Gothenburg 

Aurora  Reinsurance,  Malmoe 

Fenix,  Stockholm 

Freja,  Stockholm 

Hermes  Reinsurance,  Malmoe 

Malmoe,  Malmoe 

Norrland,  Stockholm 

Skanda,  Stockholm 

Skane,  Maknoe 

Svea,  Gothenburg. 

Union  Reinsurance,  Gothenburg 

Victoria,  Stockholm" 


B. — Swedish  Mutual  Companies. 
Allm.  Brandforsakrings  v.,  Stockholm. . 
All.  Brand.  Forsakrings  B.  Jonkoping. . 

Jarnvags  Assur.  Foren,  Stockholm 

Mell.  Sverigesvarufors  bol,  Katrineholm 

Skanskabrandf.inrattning,  Lund 

Skanska  stad.  brandstodsf,  Lund 

Stademas  Allm.  brandf.  B..  Stockholm. 
Stockh.  stads.  brdf.  Kontor.,  Stockholm 
Stockh.  stads.  brandstodsbl,  Stockholm. 
Tor.,  Stockholm 


C. — Norwegian  Companies. 

Aeolus,  Bergen 

Arendals,  Arendal 

Bergens  Brand,  Bergen 

Christiania  Ahnindeuge,  Christiania . 

Christiania  Marine,  Christiania 

Norden,  Christiania 

Norge,  Drammen 

Norske  Alliance,  Christiania 

Norske  Lloyd,  Christiania 

Throndjems,  Throndjem 

Vesta,  Bergen 


D. — Danish  Companies, 

Absalon,  Copengahen  > 

Almind.br  .Landbygninger,Copenhagen . 

Danmark,  Copenhagen 

Danske  Grundejeres  Br.,  Copenhagen . . 

Danske  Reinsurance,  Copenhagen 

Kjobenhavns  Brand,  Copenhagen 

Kong.  Oct.  Alminddige,  Copenhagen.. . 
National  (Reinsurance),  Copenhagen.. . 

Nordisk  Brand,  Copenhagen  t 

Nordisk  Reinsurance,  Copenhagen  t 

Nye  Danske,  Copenhagen 

Ostiftemes,  Copenhagen , 

Skandinavia  Reinsurance,  Copenhagen. 
Vermund,  Randers 


Paid-up 
Capital. 


P.m. 

Mutual 

1,600,000 

Mutual 

1,000,000 

Mutual 

150,000 
1,500,000 
Mutual 
Mutual 
Mutual 
Mutual 
Mutual 
450,000 
600,000 


Kroner, 
1,000,000 

500,000 
1,600,000 
1,500,000 

400,000 

300,000 
1,050,000 
5,000,000 
1,200,000 
3,000,000 

150,000 
1,000,000 

Mutual 

(i 

u 

tt 

t 

u 

I. 

<. 

t: 

tt 


i8x,6oo 
250,000 
500,000 
1,320,000 
350,000 
930,000 
700,000 

750,000 

600,000 

'  548,440 


50,000 


Mutual 

590,000 
Mutual 
4,000,000 
150,000 
400,000 
1,150,000 
z,  200,000 
Mutual 
i.35S,8oo 


General 
Fund. 


P.m. 

163,585 
1,248,119 

1,096,309 

40,000 

7,226,046 

188,749 
1,826,167 

106,241 


1,736,318 


76,198 
20,000 


Kroner. 
632,866 
260,297 

1,842,162 

864.853 
403,686 


Fire  Fund. 


1,375,000 
3,385,852 
2,239,317 
2,153,454 
503,819 
1,195,240 

5,059,411 

4,068,745 
1,114,912 

767,370 
10,850,686 

3,517,014 
16,309,132 
25,295,582 

4,198,083 
401,520 

373,700 
130,000 
923,326 

1,747,327 
590,000 
952,272 
765,000 

30,754 
376,021 

606,002 


30,971 


3.482,359 
65,000 

3,265 

9,691,341 
1,109,745 
100,089 
275,962 
902,407 
1,164,104 
266,830 

444,945 


P.m. 


1,004,953 


258,009 

12,299 

682,035 

3,237,919 
1,162,000 

215,879 


949,436 

313,500 
53,614 


Kroner. 
687,000 
219,716 
184,200 
557,566 
129,092 


782,628 

11,682,539 

1,464,611 

6,590,653 

215,842 

441.288 

10,120,001 
90,097 


65,000 
6,040,5x4 

1.883,727 

41,219 

19,367,547 

64,269 

73.857 

21,210 

9,533 

78,751 

333,412 

h  569.386 

642,998 

494,513 
35,030 

105,035 
i88,ooS 


78,655 

20,338 

38,687 

363.003 

1,050 

311,599 

69.860 

505,026 

1,486,613 

654,920 


2,571.605 


Net 
Premiums. 


P.m. 

34,977 

1,185,130 

749,285 

468,333 
1,343,922 

1,515,633 

0,3.9,916 

132.537 

405.915 


Net  Losses. 


139,205 

846,417 
114*355 


Kroner, 

1,343.652 

549,291 

409.372 

1,060,952 

348,798 


1,769,300 
6,725,652 
1,214,221 
5,482,128 
319,176 
302,532 

495,851 
330.140 

103,909 

102,261 

1,231,228 

114.515 
1,218,639 

412,536 
80,307 

194,097 

53,400 

27,099 
225,704 
654.19s 

51,617 
1.285,995 
1,176,836 

91,302 
210^071 
553,714 


265,509 

1.130.173 

174,148 

1,341,702 

156,040 

623,198 

174,650 

1,213,039 

3,344,078 

1,309.840 

730,212 

6.139.538 


P.m. 

3.514 
752,356 
482,261 
232,704 

2,974,671 
986,760 

4,084,011 

16,079 

245,139 


67,560 

484.699 
16,318 


Kroner. 

868,759 
379.910 

189.437 
645.181 
267,181 


1,275.248 

4,059.15a 

742,404 

3,225,229 

191,914 

205,739 

467,889 
212,335 
104,071 

36,641 

58,490 

93,697 

524.008 

246,617 

132,967 

87.052 

27,610 
10,613 

119,423 

287.218 

c  2Sy77S 
857.184 
657.211 
c  44,960 

104,258 

335,334 


154,288 

724,114 
86.284 

650,813 
20,659 

322.952 
112.700 

789.970 
2,291.916 

824,589 

560.769 

4.136.760 


t  Of  which  Rs.  500,000  applies  to  the  Fire  Department.  *  All  branches.  "  Includes  other  Brmaches. 

a  Includes  Loss  Reserve.  b  Includes  Loss  Reserve  and  Premium  and  Loss  Reserve  of  Marine  Bran^, 
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SYNOPSIS  OF  EUROPEAN  FIRE  INSURANCE  BUSINESS— Co#i/t#i«fd. 


Fire 

Bos. 

Estab 


Name  and  Location  of  Company. 


IQOO 
IQOO 
IQOO 
1906 
1865 
I9OI 

igoi 
1903 
1901 

XQOZ 

1883 
1864 


1907 

•  •  •  • 

187s 

•  «  •  « 

1835 
1853 
187 1 

•  •  ■  « 

X902 
1884 

1879 
x88i 
1900 
1877 
X871 


1863 
1881 
1861 

1875 
1826 

1898 

1863 


1805 
184X 

1833 
1807 
x8o6 
1813 
181 1 

1895 
x8io 
1810 
1807 
i8ia 
1809 
x8o6 
X8S4 
x8zx 
1849 

X8X3 

x8o8 


Spanish  Fixe  Insurance  Cos. 

[37  Pesetas  equal  £1  sterling.] 

La  Alborada,  Vigo 

La  Allianza,  Barcelona 

La  Aurora,  Bilbao 

Banco  Aragones,  Saragoasa 

La  Catalana,  Barcelona 

El  Dia.  Madrid 

La  Estrella,  Madrid 

La  Hispania,  Barcelona 

El  Noxte,  San  SebastiaxL 

La  Polar,  Bilbao 

La  Prevision  Espanola,  Seville 

La  Union  y  d  Feniz  Espanol,  Madrid. 


POSTUGTTESE  FiKE  InS.  CoS. 

[5  Milreis  equal  £1  sterling.] 

Argus,  Oporto 

Bonanca,  Lisbon 

Confianca  Portuense,  Oporto 

Douro,  Oporto 

Fiddidade,  Lisbon' 

Garantia,  Oporto 

Indemnisadora,  Oporto 

Lloyd  Portugues  Reinsur.,  Lbbon*. 

Popular,  Lisbon* 

Portugal,  Lisbon 

Previdenda,  Lisbon 

Probidade,  Lisbon 

Sodedade  Portugueza,  Lisbon* 

Tagus»  Lisbon 

Tranquilidade  Port,  Oporto 


Swiss  FntE  Insurance  Cos. 

[25.25  Francs  equal  £1  sterling.] 

Baloise,  Bale 

Federale,  Zurich 

Hdvetia,  St.  Gall 

Ihndentia  Reinsurance,  Zurich 

Mutuelle  Suisse,  Berne 

Nationale  Suisse  (Rein.),  Bale 

Cie.  Suisse  Reassurance,  Zuridx. . . 


Cantonal  Societies.* 

Aargovie 

Appenxell  Rh.  Ext 

Bale  (Town). 


Bale  (Country) 

Berne 

Friboorg 

Claris  (Buildings).. . 
Glazis  (Furniture).. . 

Lucerne 

Neucfaatd 

St.  GaU 

Scliaffhouse 

Soleure 

Thurgovie 

Unterwalden  Je  Bas, 
Vaud  (Buildings)... 
Vand  (Furniture) . . . 

Zoug 

Zurich 


Paid-up 
Capital. 


Pesetas. 
250,250 


3,000,000 

419,2x0 

1,500,000 

1,950,000 


2,295,625 

X, 000,000 

5,000^000 

500,000 

12,000,000 

Milreis. 
50^000 


(jeneral 
Fund. 


81,000 

100,000 
67,200 
60^000 

100,000 
50^000 
30^000 

320,000 
40,000 
6o,ooo| 
50^000 

500^000 
80,000 


Francs. 
2,000,000 
1,000,000 
2,000,000 
750,000 
Mutual 
1,000,000 
2,500,000 


Mutual 

K 
tt 
tt 
U 
H 
U 

ti 
tt 
<i 
tt 
tt 
tt 
tt 
tt 
tt 
tt 
tt 
tt 


Pesetas. 
46,623 


434.121 

283,731 

ii586,3i7 

129,810 


Fire  Fund. 


—303,538 
20,646 

634.777 

S44.s6i 

3,043,908 


UUreis. 
16,000 

305,408 
50^000 
58,000 

700,727 

104,731 
222,137 

4.455 
7,000 

64,404 
77,578 
70,000 
67,250 
268,467 
82,000 


Francs. 
4.422,358 
705,421 

7.705,675 

740,444 

10^769,389 

I,079i220 

2,940,517 


1,907,649 
4,245,032 
3.536,762 
1, 120,469 
10,933.578 
646,901 
3,251,827 

674,769 
1,197,786 

923,620 
2,408^430 

1,508,547 

1,667,165 

357,412 

634,2x1 

9,986,120 

5.376,544 

354.4x5 

5,000,000 


Pesetas. 
36,397 


212,780 

537,783 

988,203 

1,072,000 


51,687 
117.693 

183.229 
4,750,281 


Milreis. 


Net 
Premiuxns. 


Francs. 
3,863,508 
74,000 
2,401,673 
3,X4X,X37 
250,330 
x,802,570 

13,324,704 


Pesetas. 
96,942 


689,030 
1,684,806 

2,962,525 
3,063,8x3 


Net  Losses. 


135,441 
„  '254,545 
•8,081,529 

561,251 
14,394,413 


Milreis. 

37,423 
238,782 

76,079 

^44.527 
242,915 

93,743 

^52,238 

22,231 

33,337 
65,917 
jr38,6o8 
45,262 
61,658 
Jio8,044 
56,816 


Francs. 
5,5x9,298 

173.549 
4,065,668 

t6,r69,85i 

2,923,968 

3,422,661 

124,328,8x1 


477,397 

108,064 

164,660 

96,356 

1,733,741 
ixx,6o3 

43,924 
14,785 

457,574 
288,881 

403,980 

29,388 

i8x,6o9 

194,152 
32,007 

978,914 
602,075 

41,812 
1,183,874 


Pesetas. 
9,515 


259,973 

834,807 

1,199,681 

1.785,555 


50,773 
97,587 

5,685,569 
161,937 

7.898,877 


Milreis. 
X  1,530 
46,921 
34.432 
14,448 
53,769 
25,145 
13,833 
13,0x2 

4,978 
23,283 
11,373 
18,497 
22,951 
35,036 

23,733 


Francs, 

2,624,334 
105,192 
1,732,016 
3,954.406 
1,459.312 
2,071^327 
16,228,373 


307,827 

65,905 

7.231 

80,684 

948,598 
80,044 

6,395 

5,773 

257,702 

108,038 

187,448 

30,124 

51,173 
87,836 

177 

398.784 

153.781 

14,908 

625,300 


>  Year  ending  Dec.  31,  1912.     *  Indudes  figures  of  other  Branches.     ^  Indudes  Marine  figures, 
aoce  figures  not  deducted,     f  All  branches  except  life. 
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Insurance  in  Foreign  Countries. 

Compiled  from  consular  reports  specially  {umished  The  Spectator  Company  by  United  States  consuls 

in  the  countries  named,  and  from  other  sources. 

ALGERIA. 

There  are  at  least  two  domestic  companies  doing  a  fire  business  in  Algiers,  the  Algar 
Assurances,  and  the  Caisse  Centrale  Algerienne  and  Tunisienne.  Being  a  French  colony, 
the  statutes  covering  insurance  in  Algeria  are  the  same  as  obtain  in  France. 

ARGENTINE  REPUBLIC. 

The  following  is  a  partial  list  of  the  domestic  companies  operating  in  the  Argentine 
Republic,  together  with  some  information  concerning  them.  In  191 1  the  domestic  com- 
panies collected  $758,738  in  gold  and  $22,014,990  in  paper  for  premiums. 


Namb  and  Location  op 
Company. 


Aurora 

America,  Buenos  Ayres 

Ceres,  Buenos  Ayres 

Cordoba,  Cordoba 

El  Comercio 

Espana  y  Rio  de  la  Rlata,  Buenos 

A^es 

Galicia  y  Rio  de  la  Plata,  Buenos 

Ayres 

La  Agricola,  Buenos  Ayres 

La  B^ia  Blanca,  Bahia  Blanc )... . 

La  Economia  Comerdal 

La  Estrella,  Buenos  Ayres 

La  Franco- Argentina,  Buenos  Ayres 

La  Hispano-Argentina 

La  Imperial,  Buenos  Ayres 

La  Inmobiliaria,  Buenos  Ayres 

La  Italia,  Buenos  Ayres 

La  Positiva,  Buenos  Ayres 

La  Previsora 

La  Republica. 

La  Rural,  Buenos  Ajrres 

Ia  Union  Gremial 

La  Union  Mercantil,  Buenos  Ayres 
Union  Comerciantes,  Buenos  Ayres 


Manager  or  Agent's  Name 
in  fiuenos  Ayres. 


A.  Piaggio 

Jose  Moreno..... 

E.  Heine 

R.  Ballesteros.... 
W.  S.  Etchart... 

B.  M.  Hyland... 

A.  Galzetta 

A.  Ermekiel..... 
L.  Olasooaga.... 

M.  Nunez 

Jose  Moreno 

J.  Cadot 

J.  G.  Llamazares 

M.  Buighera 

E.  Gentili 

David  Olivari.... 
Eduardo  Castex  . 
Carlos  Casares . . 

Aug.  Canessa 

J.  Hosmann 

J.  A.  Montes.... 

G.  E.  Junor 

J.  Iglesias 


Year 
Founded. 


Z887 


865 


189a 


Subscribed 
Capital. 


$1,000,000 

a,ooo,ooo 
x,ooo,ooo 

z.  108,500 


1,000,000 
3,000,000 
1,500,000 
1.500,000 
2,000,000 

600,000 
2,000,000 

600,000 
1,000, 000 

500,000 
1,000,000 

1,000,000 

500,000 

1,000,000 


Paid-up 
Capiul. 


$155,000 
600,000 


560,000 


Classes  of 
Business. 


500,000 
360,000 

1,500,000 
150,000 
700,000 
240,000 

1.500.000 
300.000 

1,000,000 
500,000 
300,000 

200,000 
300,000 


Fire 

Fire.Mar. 

Fire 

Fire 

F.,M.&L. 

Fire 

Fire 
F.  H. 
F.,M.&L. 

F.tM.Sl'a 

Fire,  Mar. 
Fire,  Life 
Fire 
Fire 

Fire.Mar. 

Fire,  Ufe 
Fire,  Life 
Fire,  Ace. 
Hail  ft  L. 
Fire,  Ace. 
Fire 
F.  H. 


In  addition  to  the  above  list  there  are  native  companies  as  follows:  Alanza,  Andes, 
Anglo-Argentina,  Cenit,  Colonial,  Concordia,  Continental,  Fenix  Rosarinoi,  Espano- 
Argentina,  Industrial,  Mendoza,  Mitre,  Mundial,  Mutua,  Nacion,  Perseverancia  del  Sur, 
Rio  de  la  Plata,  Roma,  Tandilense,  The  River  Plate,  Union  Americana,  Royal  Nacional. 

• 

BAHAMA    ISLANDS, 

The  Nassau  Fire  and  Marine  Insurance  Company,  located  at  Nassau,  N.  P.,  is  the 
only  local  company  in  the  Bahamas.  It  has  a  capital  of  £25,000,  and  does  a  marine 
business  only. 

BARBADOS,    WEST    INDIES. 

The  statement  of  the  Barbadoes  Fire  Insurance  Company,  capital  $216,000,  for  the 
year  ending  July  31,  1913,  shows  as  follows:  Total  receipts,  $31,736;  premium  receipts, 
$28,534;  total  expenditures,  $3h73^t  as  follows:  Management,  $4*935;  losses  paid,  $13,829; 
dividend,  $12,960 ;  total  assets,  $416,550.  A  company  called  The  Economic  Fire  was  incor- 
porated June  15,  1906.  Its  financial  statement  as  of  June  30,  1913,  showed:  Paid-up 
capital,  $60,000;  total  receipts,  $21455;  premium  receipts,  $16460;  total  expenditures, 
$10,583;  losses,  $4,180;  dividends,  $3*600;  expenses,  etc.,  $2,803;  total  assets,  $112,125. 


IireUHAXCE    IN    FOREIGN    COUKTRIES. 
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INSURANCE   IN    FOREIGN    COUNTRIES. 


BERMUDA, 

There  is  one  domestic  company  transacting  business  in  Bermuda,  the  Bermuda  Fire 
and  Marine,  established  in  1903. 

BRITISH  GUIANA. 

There  are  two  domestic  fire  insurance  companies  in  Georgetown,  British  Guiana, 
The  British  Guiana  Mutual  Fire,  Ltd.,  and  the  Hand-in-Hand  Mutual  Guarantee  Fire,  Ltd. 

The  following  is  a  statement  of  each  company  as  of  June  30,  1914:  British  Guiana, 
assets,  $730,358,  premiums,  $74784;  losses,  $94,4^;  Hand-in-Ha'nd  assets,  $1,384380;  pre- 
miums, $131,990;  losses,  $168,193.  The  British  Guiana  Mutual  insures  property  outside  of 
the  colony,  and  also  has  power  to  effect  and  take  reinsurance. 


BRAZIL. 

Below  will  be  found  a  list  of  domestic  fire  and  marine  insurance  companies  in  Brazil 
ill  1915  with  a  paid-up  capital  of  Rs.  1,000  :ooo$ooo  ($323,650)  or  more. 


NAME 

LOCATION 

PAID-UP  CAPITAL 

Argos  Fluminense 

Rio  de  Janeiro 

Rs.  1,500  oooSooo  ($485,480) 
Rs.  i,ooo:oro$ooo  ($323,650) 
Rs.  i,ooo:ooo$ooo  ($323,650) 
Rs.  i.ooo:ooo$ooo  ($323,650) 
Rs.  i,ooo:oooSooo(S323,^) 
Rs.  i,20o;ooo$ooo  ($388,380^ 
Rs.  1,997:8001000  ($646,590) 
Rs.  i,7i6:ooo$ooo  ($555,385) 

Previdente 

Rio  de  Janeiro 

Allianca 

Belem.  Para 

Amazonia 

Belcm.  Para 

Lealdade 

Helero,  Para 

Belem,  Para 

Belem.  Para 

Lloyd  Paraense 

Seguranca 

S.  Salvador,  Bahia 

Domestic  fire  and  marine  insurance  companies  in  Brazil  in  191 5.  Located  in  Rio  de 
Janeiro:  Argos  Fluminense,  Brazil,  Confianga,  Equitative  dos  Estados  Unidos  do  Brazilt 
Garantia,  Indemnizadora,  Integridade,  Lloyd  Americano,  Minerva,  Uniao  dos  Proprie- 
tarios,  Previdente,  Uniao  Commercial  dos  Varegistas.  Located  in  Belem,  Para :  Alliaii<;a, 
Amazonia,  Brazil  Seguradora  e  Edificadora,  Commercial,  Lealdade,  Lloyd  Paraense, 
in  Recife,  Pemambuco:  Amphitrite,  Indemnizadora,  Iris,  Phenix  Pernambucana«  Lo- 
cated in  S.  Salvador,  Bahia :  Allianga,  Interesse  Publico.  Located  in  S.  Paulo,  S.  Paulo : 
Brazileira  de  Seguros,  Paulista.  Located  in  Peiotas,  Rio  Grande  do  Sul:  Peloteose. 
Located  in  Porto  Alegre,  Rio  Grande  do  Sul :  Phenix  de  Porto  Alegre,  Porto  Aleffrense. 
Sul  Brazil,  Uniao.    Located  in  Rio  Grande,  Rio  Grande  do  Sul:    Rio  Grandense. 

There  are  no  American  fire  companies  operating  in  Brazil. 

CAPE  COLONY. 

The  following  are  the  domestic  fire  companies  in  Cape  Colony:  African  Mutual 
Trust  and  Assurance  Company,  Ltd.,  Malmesbury;  Guardian  Assurance  and  Trust  Com- 
pany, Port  Elizabeth ;  Federal  Insurance  Company  of  South  Africa,  Cape  Town. 


CHILL 

A  bill  affecting  foreign  fire  insurance  companies  transacting  business  in  Chili  was 
passed  by  the  National  Congress,  and  went  into  effect  in  December,  1905.  The  bill  divides 
fire  companies  into  first  and  second  class ;  those  with  a  capital  of  500,000  pesos  ($182,500) 
and  more  belong  to  the  former,  and  those  with  a  capital  of  less  than  that  sum  to  the  latter. 
In  estimating  the  capital  of  a  company  the  reserve  and  accumulated  funds  will  be  con- 
sidered as  capital.  Fire  companies  of  the  first  class  will  be  required  to  deposit  500^000 
pesos  ($i09»5oo)  and  those  of  the  second  class  200,000  pesos  (73»ooo).  Companies  insuring 
against  maritime  and  agricultural  risks  exclusively  will  be  required  to  deposit  50,000  pesos 
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($18^50).    The  deposits  may  be  invested  in  unencumbered  real  estate  in  Chili,  in  currency 
or  sterling,  or  in  bonds  of  institutions  accepted  by  the  President  of  the  Republic. 


Namb  and  Location  op 
Company. 


Alemana,  Santiago 

Alliaaxa  Chilena,  Valparais3 

America,  Valparaiso 

Central,  Valparaiso 

Chilena  Consolidada, Valparaiso.. 

Christoforo  Colombo,  Iquiqae 

Conercial,  Valparaiso 

Espanola,  Valparaiso 

Francesa,  Santiago 

Franco- Chiiena,  Valparaiso 

Ibena,  Valparaiso 

laternadonal-Chile,  Valparaiso. . . 

Italia,  Valparaiso 

Mutiud,  Iqniqiie 

Nacional,  Valparaiso 

Naeva  Espana 

Protectora,  Valparaiso 

RepubHca,  Santiago 

Sanradora,  Santiago 

Santiago,  Santiago 

Union  Chilena,  &intiago 


Manager's  Name. 


Albert!  Villegas. ... 

Alfred  Fax 

D.  Alejan.  Carvallo. 

O.  Carvallo 

Alfredo  Fax 

A.  Molfino 

Alfredo  Carvallo... 

R.  Ugarte 

J.  N.  OrregoS 

Eduardo  G.  Romby. 
jLj.  i^yon  ••••••.••.. 

Roberto  Barroilbet. 

C.  Mori 

A.  Molfino 

Luis  Davila  Larrain 

P.  Hernandez 

Gmo.  Plummer. . . . 
Rodolfo  Salinas... 

Dr.  Rioscco 

GuillermoMadcenna 
Joaquin  Errazuriz. . 


Year 
Founded 


Z900. 

1906 

1861 

1900 

1853 

189a 

1890 
1898 
1899 

1905 
1900 

igoi 


I] 

1894 

1883 

1900 

1885 

1904 

1909 

1858 

1858 


Subscribed 

Paid-up 
Capital. 

Capital. 

Pesos, 

Pesos. 

2,000,000 

QI0OS3OO 

3,000,000 

aoo.ooo 

a,ooo.ooo 

900,000 

3,000,000 

900,000 

1,000,000 

100,000 

9,000,000 

100,000 

a,9oo,ooo 

100,000 

3,000,000 

900,000 

1,000,000 

400,000 

3,000,000 

950.000 

5,000,000 

500,000 

3,500,000 

950,000 

1,389,600 

64,480 

3,000,000 

135.000 

3,000,000 

300,000 

3.000,000 

100,000 

1.000,000 

100,000 

3,000,000 

900,000 

3,000,000 

900,000 

Classes  of  Business 
Transacted. 


Fire  and  Marine 


Fire  and 
Fire  and 
Fire  and 
Fire  and 
Fire  and 
Fire  and 
Fire  and 
Fire  and 
Firc^  and 
Fire  and 
Fire  and 
Fire 

Fire  and 
Fire  and 
Fire  and 


Marine 
Marine 
Marine 
Marine 
Marine 
Marine 
Marine 
Marine 
Marine 
Marine 
Marine 

Marine 
Marine 
Marine 


L.,  F.  ft  Marine 
Fire  and  Marine 
Fire  and  Marine 


CHINA, 

The  following  is  a  list  of  Chinese  marine  insurance  companies,  with  their  location, 
capital  and  agents'  names :  Fung  Hing  Hong  &  Company,  Man  On,  Hong  Kong,  $1,000,- 
000;  Ching  Yuen  Hong,  Po  On,  Hong  Kong,  $800,000;  Chtm  On,  Hong  Kong,  $1,000,000; 
Khean  Guan,  Penang,  $1,200,000 ;  Yun  Cho  Ho,  Shanghai,  taels  1,000,000,  China  Merchants 
Steam  Navigation  Company. 

Other  domestic  companies  are:  Canton  Insurance  Office,  Ltd.;  China  Merchants, 
Ltd.;  Ckina  Fire,  Ltd.;  Hong  Kong;  Hong  Kong  Fire;  Hong  Kong  and  Manilla  Yuen 
Sheng;  I  On  Marine  and  Fire;  Tung  On  Fire;  Union,  Canton;  Yik  Tong  Lin  Fire  and 
Marine ;  Yan  On  Marine  and  Fire ;  Man  On,  Po  Wa,  Yangtze,  Chun  On,  Luen  On,  Lai  On 
Fire  and  Marine ;  Lun  Yick,  Fire  and  Marine.  Companies  located  in  Shanghai :  Shanghai, 
Ltd.;  Yi  Tung  Fire,  Marine  and  Life;  Fook  On  Insurance  Company;  Wah  Tung  Fire  and 
Marine  Insurance  Company,  Ltd.;  China  Union  Insurance  Company,  Ltd.;  Yuen  On  In- 
surance, Exchange,  Loan  and  Godown  Company,  Ltd. 

The  Firemans  Fund  has  an  agency  in  Shanghai  with  the  China  and  Japan  Trading 
Company,  W.  A.  Kirschstein,  insurance  manager;  and  in  Hong  Kong  with  Shewan  Tomes 
h.  Co.,  Hugh  F.  Campbell,  insurance  manager.  The  Yang-Tsze  Insurance  Company 
represents  at  Shanghai  the  Insurance  Company  of  North  America  of  Philadelphia. 

COSTA   RICA. 

There  is  one  domestic  fire  insurance  company,  with  head  offices  at  San  Jose,  named 
the  Cia  Nacional  de  Seguros.    The  general  manager  is  Felix  Wiss. 

CUBA. 

There  is  but  one  local  fire  insurance  company,  "El  Iris,"  located  in  Havana.  This  is  a, 
mutual  which  was  established  in  1855.  Foreign  fire  companies  have  to  deposit  security 
with  the  government  to  the  amount  of  $75i000. 

EGYPT. 

There  is  one  Egyptian  fire  insurance  company,  the  National  Insurance  Company  of 
Egypt,  established  at  Alexandria  in  190a  Jean  C  Sevastopoulo  is  the  managing  director 
of  the  company. 
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GIBRALTAR. 
There  is  but  one  domestic  company — ^the  Rock  Insurance  Company,  established  1841. 

GREECE. 

There  are  but  two  domestic  companies  operating  in  Greece,  namely,  the  National 
(Ethniki)  and  the  Anatole  (Orient).  The  Athens  agent  of  the  first-named  company  is 
G.  Serbos;  the  agent  for  the  Anatole  is  G.  Constantinides. 

INDIA. 

The  following  domestic  companies  operate  in  India:  All  India  United,  Bombay; 
Asiatic  Fire;  Eastern,  Ltd.;  Indian  Mercantile,  Bombay;  East  and  West,  Bombay; 
Bharat  Insurance  Company;  Empress;  Hindustan  Co-operative,  Calcutta. 

JAMAICA,  WEST  INDIES. 

There  is  one  domestic  fire  company  operating  in  Jamaica,  the  Jamaica  Co-operative 
Fire,  Ltd.,  and  one  domestic  marine  company,  the  Jamaica  Marine,  Ltd.,  Kingston.  The 
Queen  of  New  York  is  the  only  American  fire  company  operating  on  the  island. 

JAPAN. 

The  following  are  the  domestic  fire  companies  in  Japan:  Tokyo,  Meiji,  Nippon, 
Ocaka,  Otaru  Kamotsu,  Kokohama,  Kyodo,  Tomei,  Naniwa,  Fukuju,  Toho,  Nisshin,  Toyo, 
Toyokuni,  Teikoku,  Transit  and  Bond,  Nippon  Dosan.  Marine :  Tokyo,  Xeikoku,  Nippon, 
Kobe,  Toyo. 

JAVA. 

The  following  are  the  domestic  companies  in  Java :  The  Java  Fire  Insurance  Company 
of  Batavia ;  Insulinde,  Batavia ;  Fire  Insurance  de  Oesterling,  Batavia ;  Java  Sea  and  Fire, 
Batavia;  Batavia  Sea  and  Fire,  Batavia;  Colonial  Sea  and  Fire,  Batavia;  Assur.  Maats- 
chappij ;  Ned.  Ind.  Zee  en  Brand ;  Javasche  Zee  en  Brand ;  "Nederlandsche  Indie"  Brand- 
verzekering;  Nederl.  Ind.  Brand  Waarborg;  Brand- Assurantie  'Tnsulinde";  Brand  Assur- 
antie  Maats,  "Ardjoeno"  of  Soerabaija;  Brand-versekering  Maats,  "Kalimas"  of  Soer- 
abaija;  Brand-verzekering  Maats,  "Veritas''  of  Soerabaija;  Algemeene  Brandwaarborg 
Maatschappij,  Amsterdamsche  Brandassurantie  Compagnie,  Assurantie  Mattschappij  de 
Nederlanden,  all  of  Samarang;  Brand-verzekering  Maatschappij  ''Holland,"  of  Batavia. 

MADEIRA   ISLANDS. 

There  are  only  two  domestic  companies  operating  in  the  Madeira  Islands,  The 
Allianca  Madeirense  of  Funchal,  established  in  1891,  and  the  Garantia  Funchalense,  estab- 
lished in  1911. 

MALTA. 

There  are  no  domestic  companies  in  Malta.  Foreign  fire  companies  operating  on  the 
Island  are:  Assicurazioni.  Generali  di  Trieste;  Commercial  Union,  London;  North 
British  and  Mercantile,  London;  Northern,  London;  Le  Phenix  Autrichien,  L'Union  Fire, 
Paris,  and  L*Urbana  of  Italy. 

MEXICO. 

A  list  of  the  domestic  companies  operating  in  Mexico  comprises:  Anglo-Mexicana, 
Latino-Americano,  Mexicana,  Nacional. 

MOROCCO. 

There  are  no  domestic  fire  companies.  Foreign  fire  companies  operating  here  are: 
La  Confiance,  Paris ;  LUnion,  Paris ;  Liverpool  and  London  and  Globe,  Liverpool ;  Uoyds, 
London;  Royal,  Liverpool;  Northern,  London;  Consolidated,  London;  Royal  Exchange, 
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London;  £1  Dia,  Madrid;  La  Union  y  et  Phoenix  Espanol,  Madrid;  Hamburg-Bremen 
Fire,  Hamburg;  Aachen  and  Munich  Fire,  Aix  la  Chapelle  Assecurayioni  Generali  di 
Trieste. 

PANAMA. 

The  Compania  Intemacional  de  Seguros  of  Panama,  as  of  December  31,  1912,  reported 
$2,179,902  (gold)  of  assets;  a  capital  stock  of  $2,000,000,  and  a  profit  balance  of  $71466. 
and  interest  in  1914  was  $182,127;  losses,  $58,724;  expenses,  $20,531. 

PARAGUAY. 

The  domestic  companies  doing  business  in  Paraguay  from  head  offices  at  Asuncion 
are :   La  Paraguaya  and  La  Nacional. 

PERU. 

There  are  nine  domestic  companies  in  Peru — ^the  Internadonal  del  Peru,  Italia,  Rimac, 
La  Urbana,  La  Nacional,  La  Popular,  Peru,  £11  Porvenir,  and  La  Previsora.  The  Inter- 
nadonal del  Peru  does  a  large  business  and  has  a  reserve  fund  of  about  $300,000.  In- 
surance companies  are  taxed  five  per  cent  on  their  net  profits,  and  all  are  required  to 
publish  their  balances  monthly  in  one  of  the  daily  papers.  Governmental  supervision  of 
their  books  is  effected  by  a  special  official  designated  for  the  purpose,  the  Inspector  de 
Seguros,  who  examines  their  books  twice  a  year. 

TURKEY. 

There  is  only  one  domestic  fire  company  at  Constantinople,  the  Societe  Generate 
d'Assurances  Ottomanes.    Many  foreign  companies  operate  in  Turkey. 

URUGUAY. 

The  following  domestic  companies  are  doing  business  in  Uruguay:  La  Previsora 
Uruguay,  La  Providenda,  La  Uruguaya  and  La  Mutua. 

VENEZUELA. 

There  is  one  domestic  fire  and  marine  insurance  company,  with  headquarters  at 
Caracas,  the  Compania  Venezolana  de  Seguros,  with  a  capital  of  550,000  bolivars  and  a 
reserve  fund  of  131,219  bolivars.  The  company  reinsures  its  risks  in  the  Lloyds  Syndicate 
(London),  the  Guardian  Assurance  and  the  British  Dominions  Marine.  A  marine  com- 
pany, the  Seguros  Maritime  de  Maracaibo,  with  head  offices  at  Maracaibo,  does  a  marine 
business.  Its  capital  is  500,000  bolivars.  A  bolivar  is  equal  to  about  twenty  cents,  United 
States  currency.  There  is  a  new  domestic  company  styled  the  Compania  Nadonal 
Anonima  de  Seguros  La  Previsoia.  Its  last  statements  give  the  capital  at  Bs.  6,000,000; 
reserve  Bs.  48,124,  and  balance  Bs.  27,000.  It  writes  life  endowment,  fire  and  marine 
insurance. 
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canal  zone. 

The  only  active  fire  insurance  company  is  the  Compania  Intemacional  de  Seguros  of 
Panama. 

HAWAIIAN    ISLANDS. 

The  following-named  fire,  fire  marine  and  marine  companies  are  duly  authorized  and 
licensed  to  transact  business  in  the  Hawaiian  Islands:  Aachen  and  Munich,  Aix-la- 
Chapelle,  i^tna,  Hartford;  Agricultural,  Watertown;  Allianz,  Berlin;  Alliance,  Harris- 
burg,  Pa.;  American  Central,  St.  Louis;  Atlas,  London;  American  and  Foreign  Marine, 
New  York ;  British  America,  Toronto ;  British  and  Foreign  Marine,  Liverpool ;  Caledonian, 
Edinburgh ;  California,  San  Francisco ;  Camden  Fire,  Camden,  N.  J. ;  Citizens,  St  Louis ; 
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Canton  Marine,  Hong  Kong;  Commercial  Union,  London;  Equitable  Fire  and  Marine, 
Providence,  R.  I.;  Federal,  Jersey  City;  Firemans  Fund,  San  Francisco;  Fire  Association, 
Philadelphia ;  Girard  Fire  and  Marine,  Philadelphia,  Pa. ;  General,  Perth ;  German  Alliance^ 
New  York;   German-American,  New  York;  German-Lloyd,  Berlin;   Hamburg-Bremen, 
Hamburg ;  Globe  and  Rutgers,  New  York ;  Guardian,  London ;  Home  Insurance  Company 
of  Hawaii,  Ltd.,  Honolulu,  Hawaii;  Hartford  Fire,  Hartford;  Insurance  Company  of 
North  America,  Philadelphia ;  Law  Union  and  Rock,  London ;  Liverpool  and  London  and 
Globe,    Liverpool;    London    Assurance,    London;    London   and    Lancashire,    Liverpool; 
Magdeburg   Fire,    Magdeburg;    Michigan    Commercial,    Lansing;    Munich    Reinsurance, 
Munich;    National,    Hartford;    National    Union,    Pittsburg;    New   Zealand,   Auckland; 
Niagara,  New  York;   North  British  and  Mercantile,   London;   Northern,   New  York; 
Northern,  London;  Norwich  Union;  Norwich;  Nippon  Fire,  Tokyo;  Orient,  Hartford; 
Palatine,  London;  Phoenix,  Hartford;  Phoenix,  London;  Providence  Washington,  Provi- 
dence; Providentia,  Wien;  Prussian  National,  Stettin;  Queen  of  America,  New  York; 
Royal,  Liverpool;  Scottish  Union  and  National,  Edinburgh;  Springfield  Fire  and  Marine, 
Springfield ;  St.  Paul  and  Marine,  St.  Paul ;  Sun,  London ;  Svea  Fire  and  Life,  Gothen- 
burg ;  Switzerland  General,  Zurich ;  Thames  and  Mersey,  Liverpool ;  Tokio  Marine ;  Union, 
London ;  Union  Marine,  Liverpool ;  Vulcan,  New  York ;  Westchester,  New  York ;  Western, 
Toronto;  Yorkshire  Fire  and  Life,  York. 

PHILIPPINE    ISLANDS 
The  following-named  companies  are  doing  business  in  the  Philippine  Islands :    Aachen 
and  Munich  Fire,  Aix  la  Chappelle  (Germany);  Albingia,  Germany;  Alliance,  London; 
Atlas,  London;  British  Dominions  General,  Great  Britain;  British  and  Foreign  Marine, 
Baloise,  Basle;  Commercial  Union,  London;  Central,  London;  Canton  Insurance  Office, 
China  Traders,  Continental,  Mannheim;  China  Fire,  Confidance  Fire,  Paris;  Essex  and 
Suffolk  Equitable,  England;  East  India  Sea  and  Fire;  Netherland  Lloyds,  Feuer  Asse- 
curanz,  Germany ;  Fook  On  Assc,  and  Godown  Company,  Ltd. ;  Federal  Fortuna  General, 
General  Accident,  Fire  and  Life;  Fortuna  Allegemeine,  Germany;  Guardian,   German 
Lloyds,   General   Marine,    Dresden;    Hansa,    Germany;    Hamburg-Bremen   Fire,    Hong 
Kong  Fire,  Hamburg,  Hamburg;  Yan  On  Marine  and  Fire,  Imperial  Marine,  Insurance 
Company  of  North  America,  Yangtsze ;  I  On  Marine  and  Fire,  International  Lloyd,  Ger- 
many ;  Law  Union  and  Rock,  Lloyd  Andaluz,  Liverpool  and  London  and  Globe,  Liverpool- 
Victoria,  Great  Britain ;  Lloyds  Underwriters,  London  and  Lancashire,  London  Assurance, 
Magdeburg  Fire,   Mannheim;   Marine,  Great  Britain;  London  and   Midland,  England; 
Mercantile  Fire,  Canada;  North  German  Fire,  National  Union  Society;  North  British  and 
Mercantile,  Northern,  North  China;  Netherlands  Fire  and  Life,  Norwich  Union  Fire, 
Ocean  Marine,  Great  Britain;  Po  on  Marine  Insurance  and  Godown,  Phoenix  Assurance, 
Palatine,  Prussian  National,  Royal,  South  British  Fire  and  Marine,  State,  Samarang  Sea 
and  Fire,  Scottish  Union  and  National,  Sun  Insurance  Office,  Triton,  Standard  Marine, 
Great  Britain;  Tokio  Marine,  Union  Assurance  Socety,  Union  Fire,  Paris;  Union,  Canton; 
Union  Marine,  Western,  Toronto;  World  Marine,  Yorkshire  Fire  and  Life,  Yan  On 
Insurance  Exchange,  Loan  and  Godown,  L'Urbaine  Fire,  Meiji,  Compania  de  Seguros 
"Filipinas";   AUianz,   Berlin;   Nord  Deutsche,   Hamburg;    West   of   Scotland,    National 
General,    British  Crown,   Seguros   Maritimos,    Northwestern,   Yik  Tong   Ling,   Globus, 
Maritime,    Property,  Employers   Liability,   Patriotic,  United   Rhenish,   Lloyds    Personal 
Baggage,  Thames  and  Mersey. 


PORTO  RICO. 

The  fire  insurance  business  in  Porto  Rico  is  mostly  limited  to  towns  of  fair  size,  and 
those  are  few  in  number.  The  losses  are  very  slight,  and  consequently  the  rates  are  low, 
with  the  exception  of  Santurce,  where  nearly  all  the  dwellings  are  frame  and  pay  higher 
rates.  The  following-named  companies  operate  in  Porto  Rico:  Aachen  and  Munich, 
Aix-la  Chappelle;  Atlas,  London;  Baloise,  Basle;  British- America,  Toronto;  British  and 
Foreign  Marine,  Liverpool;  Commercial  Union,  London;  Guardian,  London;  Hamburg- 
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Bremen,  Hamburg;  Liverpool  and  London  and  Globe,  Liverpool;  London  and  Lancashire 
Fire,  Liverpool;  L'Union  de  Paris;  Magdeburg,  Magdeburg;  Mannheim,  Mannheim; 
Nord  Deutsche,  Hamburg;  Norwich  Union,  Norwich;  Northern,  London;  North  British 
and  Mercantile,  London;  Palatine,  London;  Phcenix,  London;  Prussian  National,  Stettin; 
Royal,  Liverpool ;  Western,  Toronto ;  Royal  Exchange,  London ;  Yorkshire,  York. 

SAMOA. 

There  are  no  domestic  insurance  companies  in  Samoa.  Although  all  buildings  are 
of  wood,  there  are  but  four  agencies,  and  the  total  insurance  in  force  aggregates  only 
about  1,500,000  marks,  rates  ranging  from  two  to  three  per  cent  The  following  fire 
insurance  companies  are  represented  by  local  agents:  Commercial  Union,  London,  T. 
Trood;  Palatine,  London,  Deutsche  Samoa  Gesellschaft ;  Hanseatische  Fire,  G.  W. 
Partsch.  Other  companies  doing  business  in  Samoa,  but  not  represented  by  local  agents, 
are  the  following:  Norddeutsche  Feuer  Versicherungs  Gesellschaft,  Hamburg;  Feuer 
Assecuranz  Compagnie  von  1877,  Hamburg,  Aachen  and  Munich,  Aix-la-Chapelle ;  Magde- 
bnrger  Feuer  Verischerungs  Gesellschaft,  Magdeburg;  North  British  and  Mercantile, 
London;  Hamburg-Bremen  Feuer  Verischerungs  Gesellschaft,  Hamburg;  Sueddeutsche 
Feuer  Verischerungs  Gesellschaft;  Svea,  Gothenburg;  Transatlantische  Feuer  Versicher- 
ungs Actien-Gesellschaft,  Hamburg. 

Marine  Insurance. — ^The  following  company  is  represented  by  agents  in  German 
Samoa:  Mannheimer,  Mannheim,  G.  W.  Partsch,  Samoa.  Edgar  Reid,  Pago  Pkgo  and 
Apia,  represents  the  Queensland  of  Sydney,  Lloyds  of  London,  and  the  Union  of  Liver- 
pool. The  following  companies  transact  business  on  cargoes  to  and  from  Samoa  and 
among  the  islands :  Norddeutsche,  Neptunus  Marine,  Assecuranz  Union  von  1865,  Nord- 
westdeutsche,  Neue  5  te  Assecuranz,  Neue  8  te  Assecuranz,  Swiss  Marine  (combined), 
Allgemeine  See. 


New  Fire  and  Marine  Insurance  Companies  of  the 

United  Kingdom. 

REGISTERED  BETWEEN  JANUARY  1  AND  DECEMBER  31,  1914. 


TiTLS  or  COUPANT. 


Registered  in  England. 
British  Fishing  Vessels,  War  Risks. 

Dolphin 

Globe  Re-insurance 

Lambert  Brothers  (Insurance) 

NantHus 

Somerset  Mutual 

Timber  Trade  Federation  Mutual. 
WhiU  Cro« 

Registered  in  Scotland, 
Home  and  Foreign  Re-insurance. . . 
Strath  Steamships  Mutual 


Objects. 


Marine  and  (incidentally)  Em- 
ployers' Liability. 

Marine  and  Miscellaneous 

Re-insurance  (all  kinds  except 
Marine). 

Marine  and  Miscellaneous 

Marine  and  Miscellaneous 

Fire 

Fire 

Motor,  Fire,  Marine,  Ace,  Emp. 
Liab.,  and  all  kinds  excepting 
Life  and  Bond  Investment. 

■Re-insurance  (all  kinds) 

Marine 


Datb. 


Aug.  24 

Apr.  8 
Mar.  23 

Dec.  23 
July  8 
June  18 
July  7 
Sept.  2z 


Aug.  25 
Aug.  17 


NoiONAL  Capital. 


Guarantee   of    £5 

per  ship  or  per  memb. 
£1,000  in  £z  shares. 
£zoo  in  £z  shares. 

£50,000  in  £1  shares. 
£20,000  in  £1  shares. 
Guar,  of  £10  per  memb* 
Guar,  of  £xo  per  memb. 
£xoi  in  £z  shares. 


£50,000  in  £1  shares. 
Guarantee. 
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Insurance  Written  and  in  Force  in  Canada. 

FIRE  RISKS. 


NAME  OF  COMPANY. 


Acadia  Fire 

Anglo-American 
Beaver  Fire.... 
British  America. 
British  Colonial. 


Canadian  Companies. 


British  Northwestern 

Canada  National 

Canadian  Fire 

Central  Canada  Manujbctnrers. 
Dominion  Fire 


Equity  Fire 

Factories 

Hudson  Bay 

Imperial  Underwriters. 
Liverpool-Manitoba. . . 


London  Mutual . . . . 

Mercantile 

Montreal-Canada . . 

Mount  Royal 

North  Empire  Fire. 


North  West  Fire.. 
Occidental  Fire... 

Ontario  Fire 

Pacific  Coast  Fire. 
Quebec 


Rimouski , 
Western . 


Totals 


AUiance 
Atlas... 


British  Companies. 


Caledonian 

Commercial  Union. . 
Employers  Liability. 


General  Accident  Fire  and  Life . . . 

Guardian 

Law  Union  and  Rock 

Liverpool  and  London  and  Globe, 
London  and  Lancashiie 


London  Assurance 

North  British  and  Mercantile 

Northern 

Norwich  Union 

Palatine 


Phoenix.  London. 

Provincial 

Royal. 


Royal  Exchange , 

Scottish  Union  and  National . 


Sun 

Union  Assurance , 

Yorkshire  Fire  and  Life. 


Totals 


I  •  •  t  t 


Ybak  Ekding 
Dbcembbr  81, 1914. 


Risks 
Written. 


$ 
18.336.431 
21,^69.043 
4.005.656 

73.780,407 
ta8,7io,954 

S.593.064 
at.  15a,  139 

a8.555.65a 


38,158,803 


t 


34.445.750 

9.9aa.357 
10.538.108 

39.478.395 

73,959.675 
a5.390.361 
14.536,133 

47.141.384 
11,033,400 

14.163,79a 
5.874.485 

13.243,156 
38.001,653 


106,468,591 


663.539.377 


26.155,1x8 

48,149.735 

45.463.173 
ioa.738,335 

35.333.450 

39,702,725 

86,567,723 

38,687,972 

143.7a3.265 

83.550.996 

31,718,697 
96,286,336 

67,398.717 
73.006.3go 

a5.645.785 

97.9a7.950 

7,811,504 

146,814,153 

47.006,381 

39.59a.7a7 

44,282.491 
53.383.§34 
37.653.674 


1,398,300,935 


Risks  in 
Force. 


17.457.407 

33.583.396 

i.35a,095 

86,441,95a 

134,243,187 

5.398.474 
30.091,713 

34.9a5.809 


3a.534.789 


X' 


27.317.335 

10,152,396 

9,021,125 

46,099,89s 

87.932,080 
30,568.903 
31,916,513 
41,934.623 
7.348,835 

13,718,239 
9.857.483 

11,206,634 
3a.9a9.355 


96,456,864 


703,378,981 


,241,307 
,698,031 

65.036,478 
130,436,467 

35,129,147 

31.563.37a 

109,361,676 

34,194,413 

175.113.490 
89,261.618 

4a.389.a70 
136,128,108 

85.797.547 
97.893.694 
a4.535.S37 

131.769,909 
6,563,541 

196,470.173 
51.551.061 
53,648.090 

59.9a9.a37 
60,114,017 

45.361.938 


1,736, 187.  lao 


Ybar  Ending 
Dbcbmbbr  81, 1918. 


Risks 
Written. 


$ 

19.084.940 

a9.544.a83 

66,139,919 
7.145.533 

6.396.634 
18,139,053 
30.366,161 

8,807,127 
33,110,308 

ao,756.77o 
35.466.361 

19.039.543 

4.7i3.a55 
44,118.027 

74.887,473 
34.331.397 
17.703.809 
33.868,835 
11,060,713 

n.930,335 
8,567.300 

x4.346.644 
37,047,677 

38,835,327 
137,975.964 

712.^1.986 


26,393,390 
48,409,914 

44.537.17a 

108.740,830 

36,700,361 

36.793,181 
75.880,062 

33.996.457 
146.779,869 

67.595.747. 

39.806,849 

95.393*131 
64.060.095 

70.745.347 
33,330,422 

97.357.090 

5.453.989 
134.062,397 

43.337.878 

>ii.359 


t 


39,458.84a 

50.574.975 
34,149.047 


1.318,935.094 


Risks  in 
Force, 


$ 
15.565.588 
33.070,396 

•  ••«**    *••• 

79.64a.640 
3.791.509 

5,308,623 

15.389.507 

34.658.3BS 

3.195.844 
35,369.893 

34.555.646 

13.651.606 

8,763^683 

5.683.894 

43.0Ga.348 

83.341.061 
^.354.008 

31.313.373 

33.444.343 

6.483.375 

«1. 059.745 
10.173.787 
X3.347.643 
I4.8a7.448 
99,801.317 

36,783,331 
86.065.467 


684,503,907 


36.380,94a 

65.333.540 

60,704.7x4 

I3X,074.48t 

35. 


a8.834.30x 
94.948.G43 
39.x95.a46 

166.31 1 

83.381 


38.343.693 
xx9.9xa.44s 

77.161.607 

93.006,334 

x8,40i,34o 

1z3.487.356 
5.35a.oo3 

176,776,367 
43.794.3xa 
49,135.683 

S3.091.S9a 
56,008,638 
39.858.ai4 


1.595.617.195 


*Ittclude8  business  of  the  Manitoba,  tincludes  business  of  the  Central  Canada.    tReinsured  in  National-Ben  Frank  tin. 
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INSURANCE  WRITTEN  AND  IN  FORCE   IN   CANADA-Continued. 


NAME  OF  COMPANY. 


AnuricoH  and  othet  Companies. 

iEtna 

American 

American  Centra] 

American  LJoyds 

California 


Connecticat.. 

Condnental 

Equitable  F.  &  M. 
Fidclity-Phcnix.... 
Fiiemans  Fund. . . . 


Firemens 

General  Fire.  Paris 
German-American .. 

Germania 

Glens  Falls 


Globe  &  Rutgers 

Hartford  Fire 

Home,  New  York 

lasnrance  Company  of  North  America 

Insurance  Company  of  the  State  of  Pennsylvania.. . 


Lumber  Ins.  Co.,  New  York. 

National- Ben  Franklin 

National  Fire 

National  Union 

Nationale , 


Niagara 

Northwestern  National.. 

PhGenix,  Hartford , 

Providence  Washington. 
Queen  of  America , 


Springfield  Fire  and  Marine 

St  Paal  Fire  and  Marine 

Union  Assurance  of  Paris,  France. 
Westchester  Fire. 


Totals  ..-.•. 
Grand  totals 


Ybar  Ending 
DscaiiBSH  81. 1914. 


Risks 
Written. 


33,788,700 
5.023,310 

39. 155.885 

5.345.409 
3,108,615 

11,889,903 
36,693,733 
13.IZ9.387 
37.744.470 
13.905.679 

6,781,033 
10.441,094 
93.760,0141 

5.378.a48 
10,893,733 

14.447.534 
111,611,996 

95.506,363 
47,006,^49 
15,083,673 

7.5".56o 
36,768,010 

85.679.369 
33,190,089 

11,187,317 

16.538,613 
13.485.063 

48,347.747 
19,631.635 

57.315.877 

71,730,495 
33,735,149 

19.994.3^ 
14.9a3.476 


1,037,711,865 


3.099.452,177 


Risk!  in 
Force. 


$ 
4».936.i8i 
3,741,066 
9,913,911 

4.539.394 
3,614,393 

M.  193.590 
36,437,614 

a.904.514 
38.834,786 

7.457.948 

10,888,973 
8.257.099 

59.893.791 

5.764.589 
10,988,983 

9.663,525 

137.877.031 
103,007,914 

55.543.a53 
13.598.990 

5,161.437 
30,761,397 
74.944.483 
31,987,589 

8.530,546 

16,061,493 
13,880,334 
54,974,453 
17.910,534 
75.067,961 

63.460,904 

35.734.334 
33,670.669 

13,870,510 


1,010,040.786 


3,448.606,887 


Ybar  Ending 
Dbckmbbr  31. 1918. 


Risks 
Written. 


$ 

37.909.154 

5.530.454 

31,439.949 
4.031,413 

1,843,378 

".685,553 
30,481.334 

5.566.835 
36.065.570 

9.715,063 

8.087.939 
11,168,535 
65.806.737 

4.748,700 

307,430 


93.779.787 
76,343.434 

43.977.173 
13.993.303 

8,378,693 

77,316,630 
30,911,650 


14.3^.179 
17,688,630 

53,863,596 

16,173.195 
55,336,806 

49,703,557 
31,103,584 
18,465.093 
13,976,685 


837,438,895 


3.869,015,975 


Risks  in 
Force. 


$ 
35.909.673 
4*174,334 
6.543,189 

3.435,481 
1,933,373 

14,691,633 

33,394,546 

1,752.736 

38,933.393 
6,303,680 

8,998,365 

9,011.896 

58.535.600 

4.946,494 
307.430 


107,994.462 
70,943.107 
50,690.704 
13,339,759 

5,540,317 

6i,'845,i04 
18,835,933 


13.738,509 
10,481,715 
60.741,188 
14,321,416 
70,786,550 

40.067,864 
31,664,659 
17.993.330 
10,418.635 


8x6,938,634 


3.097,048,026 


Monthly  Fire  Losses  in  Canada. 

The  fire  losses  in  Canada,  by  months,  for  the  last  five  years,  as  compiled  by  The 
Monetary  Times,  are  presented  below: 


Months. 

1910 

1911 

1012 

1013 

1014 

February 

Sl.275.246 

$2,250,550 

$3,002,650 

$3,013,385 

$2,706,312 

750.626 

941.045 

1.640,153 

2.037.386 

2,020,740 

March 

1.076.253 

852,380 

2,261,414 

1.710.756 

2,660,666 

April 

1,717.237 

1.317.900 

1.355,055 

1.470.622 

1,016,235 

May 

2.735.536 

2.564,500 

2.251.815 

2.123.868 

1,035,516 

.  une .... 

1.500.000 

1.151.150 

4.220.412 

3.060.446 

1,267.416 

.  uly 

6.386.674 

5.384,300 

1,741.371 

2.570.608 

2,033,130 

AasiMt 

1,667.270 

920.000 

1.164.760 

3.034,775 

2.021,370 

September... 

804.125 

1.123.550 

883.940 

1,468.324 

1,356,281 

October 

2.195.781 

580,750 

1.416.218 

1,383,572 

1,326,565 

November. . . 

1,943.706 

1.506.500 

1.184.010 

2.200.486 

1,524.032 

1.444.860 

2.866.050 

1.760.005 

1.354.300 

1,661.822 

Total*.. . 

$28,503,315 

$21,459,575 

$22,000,712 

$26,346,618 

$24,321,012 
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RISKS    WRITTEN    AND    IN    FORCE. 


Risks  Written  and  in  Force  for  1914. 

Table  below  gives  a  statement  of  the  risks  written  during  T914  and  risks  in  force 
December  31,  iqi4.  For  risks  in  force  December  31,  1914,  of  other  companies  see  the 
department  of  this  book  entitled  "  Reports  of  Fire  Insurance  Companies."  Risks  not 
having  reference  mark  are  lire,  the  marine  risks  belni;  designated  by  footnote. 


Riika 

Riik. 

Risks 

Wrilttn 

s-. 

Force 

N«liEOfC0»ANV. 

Renewed 

Dec.  31. 

Renewed 

Dee.  31, 

SutiComf  M 

I 

Sact  C  mfan  a 

Aubn  bMiiDich  An  1.  dap 

2618  8  377 

Bi    Rusjin  S^eteisborg 

Aballt  P<m> 

2»     OOBI 

188  59S103 

Miu.BuIiord                      1 

i,a«4  935  e3i 

1  857  584  3W 

47  774  9  8 

34  353  973 

tfi05  U03  3K 

501MB8T 

Tiia.  ReiDiunnce  Hinford 

88  898  020 

Ajncultuiil  ft.  Bt  wn 

391)244100 
«44  3503 

Frankoni  Reiu    fnikf  it 

i^bHol? 

259  109  H9 

Alla>Hiiiu>rP^L  burg 

118  02O  9»' 

1AI4   15SI 

73  488  588 

AUK™,  PhiUdel  his             j 

B1906M. 

r't" 

GenenI  Pufa 
General  Dreiden 

V    504  124 
t3l  1118  9 

280  081 

ADuaa  London 

Cerma     Peon. 

114  284  883 

AUuni  Baim 

tag  43  B  921 

n  4  (   S4 

7f  233  R  r 

121  170  781 

Amman  VewuL 

tB  SM  7» 

«  11      j48 

Gam  "  Wheel^ 

Gem  D  AUan«  New  Y  tk 

4<       4  485 

Aanom  Cmtnl  SI  LouB 

4»DS2g    77 
tli4  62IC 

3J1     ^1      7 

GemaoAmenan  Ne»  Y    k 
G  mun  Am  ncan  BaJ  unote 

1  5      9«7  151 

1871877  583 
60  627    47 

Amman  Dru™=l!  CincmMl 

t85    4   n  )H1 

1      fii  '  2 

Genmi     \mencsn  PtUbuTK 
G-rm     u  N«  Y    k 

4%  4   1  ^3 

All|loAn,ff  R  m      Ch«,«o 

Gir    d  F  and  M    Ph  la 

217  337  493 

^nzoDiruF   Pb        11 
Ariawto  Wuh.     t 

11  "j    ^ 

14  B  t  3J0 

Glem  i  lU  rien    FalU          \ 

^t^  O    4  6 

'"7907311 

A«ur  Co     I  Atntr    N  V     | 

15  IS«  5K 

57    4  9 

Glbe&Rugm  N  wVotk    i 

tt^ns"  " 

•;;s| 

Adu.La.dai 

3  11       104 

Auita  Dalkj 

33  4592 

Hamb    g  Hamburg 

U  mb  rg  B    men  llunburg 

AiUooMbila  Hut     d             1 

i  7  of™ 

18C  B      ItJ 

204  376  990 
17  534  771 

BiJku  Nitiooil   -«fi 

H^^    "^Vv'lL^ 

RoUb  BoitDQ 

^ 

Hartl  rd  Hartf    d                 j 

t83  821  591 

2  317  993  838 
19  107 188 

But  ft  Foi  Uar    I        r     1 

Hm     N»Y    k 

S    60  585  42! 

1 7W  510  790 

B     BbtaHK.     1 

48,030105 

BuSiJoGtiiiu   Bufitk. 

H  mbold     P  tsbuis 

175  801054 

BuhUB  R«B(ch<nik 

topenal    V  w  Y     k 
lodemn  y  M  t  Mu  Loo 

8285091 

71  471  049 

30 

t134  2S4«li 

RM8.50S 

CM«uuAn«£^N  Y 

0  »7  341 

10  080  553 

Cdifonii  SuFnocHco 

ai44  2SB 

Ins  Co   IN     \m   Phila         ( 

1  117  880  303 

CundoFire  Cundta 

lattMsa 

tlOt51  947! 

1(1130  803 

Cwil  Cooasd 

41           1  3 

In,  C      IS         IP.    Ptul.  j 

168  314  703 

CM^EdbbuisIi 

•8.7»4  3Bi 

IH      1      7 

Is!  ill 

13  838,175 

Ctuats  S    Louu                  ( 

,""?i!S 

5        0  5 

In!  m     onai  N  w  Yo  k 
Int  ma  oqal  Reu    V  nu 

9    597   V 

00  344  058 

Cnrof\cwy«k  NewYoA 

I  7  Til  OZS 

I  0415548 

Jiko     MoK  w 

34SI13  840 

(.IcviIuhI  N  t1    aenbnd 

OKMSl! 

Kmck    bocker  N  w  York      ) 

8  243  708 

CokcDc.  Colog.. 

CCknul.  NeTyork 

*ji9    ™ 

UwlTa   n&Rock  London 

75  015  79 

Colamban  Ni      DeUoit 

"!     ^ 

18 

L     SrLDa&l.J  be  L     rpooli 

15I^14S643 

1517  986  98 

Caanon  Albany 

40            6 

LtvSiLo&GibeNi       i 

JO 

880  37 
40    270  81 

Cmmo™]  Un™  London    \ 
CmuBoTBl  Unkm  Ne*  Yofk 

'  ™          « 

1                 19 

Lo  d      Au  ran      Lo  d  n     | 

srssffi-Ji 

202           « 

40 

Lo     S.  L        F  re   L     rfnol  j 

tU     1       11 

5Q0  504  73 

Caxwdm  MamukK 

Lon  &  Un  L  1  &  Cm    Lon 

5  01    05 

COmHUcut  Hanlord 

4^7          )1 

Lumbt     New  Y  rk 

Contmailal  Nnf  Yak          J 

I                 58 

fessT-vas'"- 

tS3            18 

62  98    IS 

Han       Lond  n 

t3(M    0        4' 

75  15    68 

IWnaP  «H    D«™i        i 

!..,  ,!. 

119  B  3  738 

fctanum     L    errool 

\  *i  "; 

76^8  00* 

D<4rm  Natmud  Detiot 

19  581  577 

Uu!  I-  1  M    Bos    a           t 

47  804  731 

M  ol     dM        Cu  Balto 

6  347  952 

I>DbDque  F  &  M    Dabwme 

MS64MI 

183  121282 

Meth  nK3  Ft.  lad  Iplu* 

Equit.  F  ft  H    PrarMBKC 

8,111  »05 

Mecln  (iTraden  NewOl    j 

'% 

109  041787 

maasia 

47  208  811 

M  rcha       F       Den  er 

ES  781  B28 

F>nn«  CabrRofKb 

SI  Ml  BK 

82S27  87I 

M  rcbinis  New  Y    k 

F«lnl  J««y  Crty 

tl400  4S3B30 

98  482  791 

FAkyPhaa  New  York     | 

•S !!!!!! 

5  221  ai4 

M  chaan  F   Si  M     D 

'     [    n 

I  1143  605 

U»  13B  SSI 

789  220  703 

MDwiukeeMeeh.    M  Iw     I 

Mmerv     C  l«n 

'*M?S 

Fioctt,  Fund,  Su  FnaaKH 

tilsi.i 

84,943.838 

Mmnapfdis  F  &  M     M 

9  449 

Fi™™.N™A 

W4Si:60! 

a71,M1.01» 

Municb' Reinsurance.  Miiniu 

■■(713,731 

RISKS    WRITTEN    AND    IN    FORCE. 


RISKS  WRITTEN  AND   IN   FORCE  FOR   tgu—Contintted. 


KetUnce  Muinc,  Liverpool... 
Riodc  liluiil,  Froridei — 
KichmoDd,  McH  York. 
KoHii,  St.  Felcnbi 
Royftl,  Liverpool.-, 
Royal  EzchiDge,  L 
Ruuiu 

Scol.  Unrft'Nu.,1 

Sei,  LivirpooJ - . 

Second  Rmsun,  PeUof  r«d. . . 

Seaca,  nuffHio. . . 
Skudli,  Slockholm... 

South  GamiD,  Rdni., 

SpriDgedd  F.  &  M.,  SiKlnffidd 
Stuidardp  Hutford . . . 

StuuUrd.  TrentoD 

Standard  Muine,  LtveipooL-- 
SCate.  Livcfpool. . . 

St.  Pad  F.  liM..  St.  P(ul,.{ 

.1,  NmYork... 


FOREIGN    COMPANIES'    RECEIPTS    AND    REMITTANCES. 
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Foreign  Companies'   Net   Receipts  from  and   Re- 
mittances TO  Home  Offices,  1910-1914. 

Below  wUl  be  found  the  net  amounts  receiyed  from  ( +)  or  remitted  to  (— )  their  home  offices  by  the 
United  States  branches  of  the  respective  foreign  fire  and  marine  insurance  companies  during  the  last  five 
yean.  The  net  receipts  from  home  offices  of  foreign  fire  insurance  companies  in  1906  aggregated 
|49,i23,546w  In  Z907  the  net  remittances  of  fire  companies  to  home  offices  amounted  to  $6,177,115;  in  1908 
to  $8,205,898;  in  1909  to  $4,397,867. 


Name  op  Company. 


Pitt  Companies. 

Aachen  and  Munich,  Aix-la-Chapelle.. 

Abeille,  Paris 

Atlas,  London 

Balkan  National,  Sofia 

British  America,  Toronto 

Bolgaria,  Rustchuk 

Caledonian,  Edinburgh 

Century,  Edinburgh 

Cologne  Reinsurance,  Cologne 

Commercial  Union.  London* 

Fire  Reassurance,  Paris 

First  Russian,  Petrograd 

Frankona  Reinsurance,  Frankfort 

General,  Paris 

Hamburg,  Hamburg 

Hamburg- Bremen,  Hamburg 

International  Reassurance,  Vienna 

Jakor,  Moscow 

Law  Union  and  Rock,  London 

Liverpool  ft  London  ft  Globe,  Liverp'l. 

London  Assurance,  London* 

London  and  Lancashire  F.,  Liverpool 
London  &  Lancashire  Life  &  General. . 

Minerva,  Cologne 

Moscow  Fire,  Moscow 

Munich  Reinsurance,  Munich 

Nadonale,  Paris 

Netherlands  F.  and  L.,  The  Hague... . 

New  Zealand,  Auckland 

Nord  Deutsche,  Hamburg 

North  British  ft  Mercantile,  London... 

Northern,  London 

Northern,  Moscow 

Norwich  Union,  Norvrich 

Palatine,  London 

Patcmelle,  Paris 

Pbenix,  Paris 

Pboeaiz,  London* 

Prussian  National,  Stettin 

Rossia,  Petrograd* 

Ro]nU,  Liverpool* 

Royal  Ezcfaange,  London  * 

Russian  Reinsurance,  Petrograd 

Salamandra,  Petroerad 

Scottish  Union  ft  National.  Edinburgh. 

Second  Russian,  Petrograd 

Skandia.  Stockholm 

South  €^man  Reins.,  Munich  ........ 

Sovereign  Fire,  Toronto 

State  Fire,  Liverpool 

Sun,  London 

Svea,  Gothenborg 

Swiss  National,  Basle 

Swiss  Reinsurance,  Zurich 

Union,  London 

Union ,  Paris 

Union  &  Pheniz  Espanol,  Madrid 

Uridine,  Paris 

Warsaw,  Warsaw 

Western.  Toronto 

Yoriuhire.  York 

Totals,  Fire  Companies 


1914. 


+  14.647 


—84,040 

—1.852 

+37.834 

+172,500 

+14.™ 

—25.997 

+5.074 

+141.153 

+11,217 


—13.583 
—0,042 

+838.X88 

+2.485 
—16,838 

—75.594 
+47.284 

—378.533 
—108,439 

—562.995 
—11.421 
—29,115 


—  286,257 
—1,125 

+20 


+116,027 
—50.738 

+87.547 

— 100,000 

—40,410 

—153.013 

+30,000 

—3.827 

—30,719 
+310,805 

+122.677 

—293.454 
— 1x8,292 

—50,765 
+ 100,000 

+83.396 
— 190,000 

—6,363 
—2,472 


—".535 
—90,749 

+24.178 
+102,150 
—103,34a 

—99.733 
—4.696 

—73.495 

—19.309 
—32,500 

+27,829 
—3.225 

—791.796 


1913. 


—93.217 
—45.000 

—49.912 

+  91.424 
+  18,671 

+  157.523 
—113,716 

+  19.027 

40,101 

—616.003 

+  15.243 
200,000 

—55.186 
—7,292 


+4.671 
—4.626 

—125,000 

+  383.379 
-1,030.496 

—306,301 

—217,987 


—6,465 
—350,000 

—380.905 


+  122,6X8 

—89.757 
+480,073 

—735.435 
—285,679 


+  164,432 

—136,177 
+502.332 

—60,000 

—59,447 

-51,175 

—105.134 

—368,806 

+  71.481 

—48.673 
—300,000 

+47.791 
+500.000 

— H6.377 
—37,712 


+  85,046 

+98.171 
+31,7x8 

—41.650 

— X,XI2 

-285,138 

— 2.X63 

—15.004 

+537.073 
—30,000 

+60,0x6 

—7x8 

—3.137.049 


X9xa. 


$ 

—92,723 
—35.000 

+98.273 
+34.783 
— xo,585 

+573.525 
-23.575 
+34.594 


^543 
—19,413 

+7.735 
+  x63,564 

—75.000 

+33.105 

-1.310.657 

—379.336 

—331.357 


— 158.X04 
-76.558 

—384.843 
—40,000 


— X73,625 
+65,000 

—553,119 
-353.838 


1.630 
—407.577 


—50.000 

+  9.049 
—50,000 

+  X71.793 

-X.x24.0x5 

— X40.698 

—316,233 


—3.3X8 

—131.374 

+5,369 

+59.155 

+15.560 

—221,935 

—3.327 

— xo6,279 

+  x,467 

+305,841 

—1,409 
— xoo,ooo 


—99.000 
—38.778 
-11.998 

— s.977,563 


X9XX. 


$ 

—45.082 

+805 

—67,284 

27X.702 

—9.848 


— x25,o34 

+  1.469 
—53.331 

-471.509 
+568,986 

— 75.000 

+28,029 

— X9,ox8 


—70,916 


—180,000 
+95.048 
-1.339.347 
—376,195 
—190,535 


— xoo,30o 

—451.975 
— 8,x8x 


—141.790 
+530,000 

—310.334 

— 2x8,000 
+260,004 

-79.358 
—159.377 


— xo,868 

+X9,53o 

—631 

— xx5,ooo 

—846,762 

+  182,065 

—18,584 

—375.000 

—333,152 


—136,406 
+492,149 

—44.847 
— x6,296 

—341.025 


+333.979 

—199.790 

— xo5,733 

— 8,40X 

— IO,29X 


+522,5x8 
—69,2x2 
+58.000 


—3.565.989 


X910. 


$ 
+3.665 

+  18.739 

+330.374 

—71.48ft 


— x8o,xo4 


—41.758 
—504.637 


— 70,000 
+520.700 
— XIX.4X9 


—90.000 

—44.335 
-x,722,873 

—362,390 

—324,121 


— 300,000 
— 405.X72 
+502,200 

•  •  •  •  ■  ■ 

—73.347 

-699.195 
-390.604 


— xoo,564 
35.733 


—5.882 

—50.000 

— X97.716 

-•x,a29,04X 

— x32,o69 

— X7.158 
—150,000 

+67.907 


—131,382 


+  x64,698 

—33.504 
—383.680 


+23X,5oo 
—  9,610 

—195,531 
+616,568 

+504,764 


—59,144 


—5,059.317 


*  Fire  and  marine  braaches  conbined. 
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TAXATION  OF  FIRE  INSURANCE  COMPANIES. 


Foreign  Companies*  Net  Receipts  prom  and  Remittances  to  Home  Offices.  I9X0'I9I4- 

Continued. 


Name  of  Company. 


Marine  Companies. 

Alliance,  LoDdon 

Allianz,  Berlin 

British  ft  Foreign,  Liverpool 

Konciere,  Paris 

General,  Dresden 

Indemnity  Mutual,  London 

Mannheim,  Mannheim 

Murine,  London 

Maritime,  Liverpool 

North  China,  Shanghai 

Ocean,  London 

Reliance,  Liverpool 

Sea,  Liverpool 

Standard,  Liverpool 

Switzerland  General,  Zurich 

Thames  &  Mersey,  Liverpool 

Tokio  Marine,  Tokio 

Union,  Liverpool 

Yang  Tsre,  Shanghai 

Totals,  Marine  Companies 

Grand  Totals,  Fire  and  Marine  Cos 


1914. 


$ 
— a6,66o 

+28.534 

—100,304 

—8.560 

—9.136 
—80,165 

—S3.  "5 
+69.689 

+14.485 
—25,061 

—32.  "3 
—40,076 

+20,609 

+71.476 

—64.744 

+33.063 

+5.891 
—2.840 

—22,297 


1.334 


—1,013,130 


1913- 


$ 

—75.353 
31.887 

—127,577 
—6,320 

—7,840 

-58.431 
—108,499 

—157.265 

—20,437 

+  23.654 
—33.260 

+  21,420 
—141,188 
— 292,202 
—111,671 

—62,191 

—87.028 
+  V.458 

—1,260,818 
—4.397.867 


1912. 


$ 

—125.93s 
— z 19.726 

—273,229 

—25.779 

—73.453 
—113,821 

—99.853 
—279,880 

+  13.879 
+  210,732 

—46.196 
—57.892 
-160,915 
—234,980 
— 121,172 
—147,298 


—61,548 
+16.854 

— 1,700,212 


.677.775 


19x1. 


$ 

+519.493 
+373.262 

—403.675 
—9,732  I 

—52.256 

— 168,322 

+  7.138 

—120,146 

+68,501 


— 101.626 

—96,229 

+2,161 

—482.280 

-114,787 

—243,918 

+250,000 

—12,313 

-30.979 
—1,057,481 
—4.623.370 


1910. 


— a36.S03 
—18.330 

+46,316 
— 202,226 

—100,237 

—152,811 

+23,422 


—6.270 

—59.470 

+20.798 

—38.574 
—141.809 

+  85.666 


—22.941 
+43*832 

—750.137 

-S.829.454 


*  Includes  remittances  to  London  office. 


Taxation  of  Fire  Insurance  Companies, 

Table  showing  amount  of  taxes  paid  by  companies  reporting  to  the  New  York 
Insurance  Department,  with  the  ratio  ot  the  same  to  premiums,  and  to  premiums  less 
losses: 


1891. 
1892. 

1893- 
1894. 

1I97. 
1898. 

1899. 
1900. 

1901. 

1902. 

1903- 
X904. 

1905. 
1906. 
1907. 
1908. 
1909. 
1910. 
1911. 
1912. 

1913- 
1914. 


YEAR. 


'^  o 


1891  to  X914  inclusWe. 


129 

130 

127 
121 

121 

134 
152 

162 

158 
146 

145 
147 
144 
158 

169 
162 
163 

175 
180 

183 
185 
191 


Premiums 

Received, 

Including 

Marine  and 

Inland. 


110,561.043 
124,086,350 

127.958.537 
124.649.370 
124,508,829 
12^,4^0.058 
126,764,778 
127,730,726 
134.450.639 
147.709,062 
163,526,207 

185.494.632 
196,532,866 
212,391.691 
223.019.881 

245.387.087 
200,643,569 

254.675.170 

•  273,750,281 

•  287,419,898 

•  297.142,197 

•  308,606,914 

•  324.193.97s 

•  333.947.016 


Losses  Paid, 

Including 

Marine  and 

Inland. 


$ 

69.007.452 

78.334.159 

87.943.433 
76,059,189 

70.732,994 
67,162,474 
63.623,107 
74,660.521 
91,031,677 

92,472,967 

96,363.509 

97.950.790 

96,834,018 

131,095.629 

108,171,784 

235.290,029 

121,801,279 

140.464.352 

f  144. 888,508 

1 158,528,595 
1163,607,021 
1172,984,262 
f  200,720,782 


4,839.290,776    2.772.742,847  128,382.140 


Amount 

of  Taxes 

Paid. 


\ 


% 
2,596,902 

2.727.974 
2.961,571 

2,829,401 

2,941,418 

3,145.117 
3,322.826 
3.900.134 

4-495.332 
4.730.250 
4,621,006 
4,947.898 

5.474.156 
5.577.225 
6,326,025 

6,525,369 

6.472. 121 
6,943.181 

6.756.949 
7,608,640 

7,850,103 

8.2oa,8o2 
8,501,927 
9,120,508 


Ratio  of  Taxbs  to 


Pro- 
roium. 


% 

2.35 
2.20 

2.31 

2.27 

2.36 

2.53 
2.61 

30s 

3-34 
3.21 

2.83 

2.67 

2.78 

2.63 

2.84 

2.66 

2.48 

2.73 
2.46 

2.64 

2.64 

2.66 

2.62 

2.73 


2.65 


Prems., 
Less 


% 
6.«s 

5.96 

7.40 
Sto 
5  47 
549 

7.34 
10.3s 

857 

6.88 

5.65 

119 
686 

551 
64.6a 

4.66 

6.08 

4.80 

5*66 
5-6. 
6.86 


6.21 


*  Net  premiums  written,    f  l^«t  losses  incurred.    |  Exclading  taxes  ob  real  estate. 
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Large  Fires  in  the  United  States  and  Canada. 

Below  will  be  found  a  chronological  list  of  many  of  the  largest  fires  which  have 
occurred  in  the  United  States  and  Canada  in  the  last  200  years.  While  our  aim  is  to 
present  only  those  causing  a  loss  of  |i, 000,000  or  more,  in  some  instances  no  specific 
sums  are  stated  by  the  ^st  authorities,  although  the  indications  are  that  such  losses 
reached  the  above  named  amount: 

FIRES  IN  THE  UNITED  STATES. 


Year. 


1700 

1775 
1776 

1776 

1777 
1778 
1778 

1794 
1796 

1796 

1798 

1799 
18x1 

X813 
X814 
1815 
1820 
X828 
1831 
X835 
1838 
1839 
1843 
1845 

184s 
1846 

X846 
1848 
1848 
1849 
1849 
1850 
1850 
1850 

1851 
1851 
1851 
1851 
1851 
1851 
1852 
1852 
X854 

1853 

1853 

1854 
1854 

X856 

X857 

1858 

x86o 
1861 
x86i 
i86a 
1863 
X863 
1863 
1864 
1864 

1865 
1865 
1865 
1865 
X865 


Place. 


Charleston,  S.  C 

Chuiestown,  Mass 

Norfolk.  Va 

NewYork. 

New  Orleans 

Charleston,  S.  C 

NewYork. 

Boston 

Charleston,  S.  C 

Baltimore 

Savannah,  Ga 

Wilmington,  N.  C 

Philadelphia 

Newbnryport,  id^ss 

Portsmouth,  N.  H 

Washington.  D.  C 

Petersburg,  Va. 

Savannah,  Ga 

Georgetown,  Md 

Fayetteville 

NewYork 

CharlestoMm,  M.)ss 

NewYork 

NewYork 

NewYork. 

Pittsburg 

Nantucket,  Mass 

Albany 

Albany 

St,  Louis 

St.  Louis 

San  Francisco 

San  Franasco 

San  Francisco 

Philadelphia 

Washington.  D.  C 

San  Francisco 

San  Francisco 

San  Francisco 

Stockton,  Cal 

Nevada,  Cal 

Sacramento,  Cal 

Pittsburg 

Troy,N.Y 

NewYork 

New  Orleans 

Jersey  City 

Milwaukee 

Svracuse,  N.  Y 

Mobile,  Ala 

NewYork 

Key  West,  Fla 

NewYork 

Boston 

Charleston,  S.  C 

Troy.  N.  Y 

Denver 

Yaroo  City,  Miss 

Wilmington,  N.  C 

Hartiord,  Conn 

Wilmington,  N.  C 

Danville,  Va 

New  York 

Columbia,  S.  C 

Columbus,  Miss 

Salt  Lake  City 


Property  Loss 


$1,500,000 


3,ooo,ooc 

1,000,000 
1,500.000 


1,250,000 


4,000,000 


15.000,000 
6,000,000 
4,000,000 
6.000.000 
6,000,000 
1,500,000 
1,000,000 

3.000.000 

3,000,000 
2,000,000 
5.000,000 
8,000.000 
1,500.000 
1,000,000 
3.500,000 
25,000,000 
6,000,000 
1,000.000 
1,500,000 
5,000.000 

1,000.000 
X.37S.OOO 
1,000.000 
1.000,000 
1.000.000 
1,000,000 
1,850,000 
1,000,000 
2,750,000 

1,000,000 
10,000,000 
3,000,000 
1,500.000 
1,000,000 
1,000,000 
1,200,000 
5,000,000 
2,000,000 
1,500,000 

X, 000, 000 
1,200,000 


Year. 


865 
865 
866 
866 
866 
866 
866 
867 
867 
867 
867 
886 
886 
867 
868 
868 
868 
868 
868 
868 
868 
868 
869 
869 
869 
869 
870 
870 
870 

871 
871 

871 
871 
871 
872 
872 
872 
872 

873 

873 

873 

873 

873 

873 

873 
874 

874 

874 

874 

875 

875 

875 

87s 
876 

877 
877 
877 
877 

877 
879 

879 
879 
880 
882 
882 
882 


Place. 


NewYork 

NewYork 

Cincinnati 

Oil  City,  Pa 

Portland.  Me 

Jersey  City 

New  Orleans 

New  Orleans 

NewYork 

Idaho  City,  Ida 

TarifiVille.  Conn 

Fall  River,  Mass 

St.  Louis 

Albany 

Charleston 

Chicago 

Chicago 

Jefierson,  Tex 

St.  Louis 

Marinette,  Mich 

La  Porte,  Cal 

Brooklyn,  N.  Y 

Philadelphia 

Fort  Sully.  Dak 

Galveston,  Tex 

Philadelphia 

Chicago 

Galveston,  Tex 

Jersey  City 

Greenpoint,  L.  I 

Virginia  City,  Nev 

Manistee,  Mich 

Peshtigo,  Wis 

Chicago 

Boston 

Philadelphia 

Somerset,  Pa 

Philadelphia 

Fleetwood  Park,  N.  Y 

Michgamme,  Mich 

Baltimore 

Portland,  Ore 

Chicago 

Oakland,  Cal 

Boston 

Chicago 

Boston 

Oshkosh,Wis 

Muskegon,  Mich 

Montpelier,  Vt 

Oshkosh.Wls 

Osceola,  Pa 

Virginia  City,  Nev 

NewYork 

NewYork 

St.  Louis 

Galveston,  Tex 

Pittsburg 

Paris,  Tex 

Reno.  Nev 

Deadwood,  Dak 

New  York 

Milton,  Pa 

Haverhill,  Mass 

Leadville.  Colo 

Philadelphia,  Pa 


Property  Loss 


$4,000,000 
X, 000,000 

1.750.000 
i,ooo,oco 

10,000,000 
2,000,000 

1,560,000 

1,200,000 

1,250,000 

1,000,000 

1,600,000 
1,500.000 

2,000,000 

3,000,000 
3.000,000 
[,015,000 
[,190,000 

[.000,000 

[,000.000 

,250.000 

,500,000 

,000,000 

,300,000 

[,000,000 

,500.000 

3,000.000 

2.500,000 

[,000,000 

[,000,000 

[,000,000 

[,000,000 
[,250,000 

[,000.000 
x68.ooo.ooo 
75,000.000 

[,000,000 

[,000,000 
[,000,000 
[.000,000 
[,000,000 
[,000,000 

,500,000 

,400,000 

,400,000 

[,100,000 
;. 000,000 

[,000.000 

[,000,000 
[,000,000 
,500,000 
2,500,000 
2,000,000 
7,500,000 
1,750,000 
1,500,000 

1.000,000 
1,200,000 
3,000,000 
1,500,000 
1,000,000 
1,000.000 

3,500,000 
2,000,000 

2.375.000 

1,000,000 
1,000,000 
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Year. 


1883 
1883 
X884 
1885 
X886 
1886 
1888 
1888 
1889 
1889 
1889 
1889 
1889 
1889 
X889 
1891 
1891 
1891 
1892 
X893 
189a 

X893 

1893 

1893 

1893 

1893 
1894 

189s 

1895 
X896 

1896 

1896 

X897 

X897 
X897 
1898 
X898 
1898 
X898 
1898 
1899 

1899 
1899 

1899 

X900 

X900 

1900 

1900 

1900 

X901 

1901 

X903 

1903 

1903 

X903 

1903 

1903 

1903 

»903 
1904 

1904 

X904 

1904 

1904 

1904 

1904 

1904 

1905 
1905 
1905 
190S 

X900 
1906 


Place. 


PhUadelphia.  Pa 

Jersey  City,  N.J 

Cleveland,  O 

Galveston,  Tex 

Detroit,  Mich 

Key  West.  Fla 

New  York 

Buftalo 

Buiialo 

Ellen^burg,  Wash 

NewYork 

Seattle,  Wash 

SpoScane,  Wash 

Boston 

Lynn,  Mass 

NewYork 

Cincinnati 

St.  Louis 

New  Orleans 

New  Orleans 

Milwaukee 

Boston 

Boston 

Minneapolis 

NewYork 

Chicago*  III 

San  Francisco 

Cripple  Creek,  Col 

Ontonagon,  Mich 

Chicago 

Knoxville,  Tenn 

Newport  News,  Va 

Pittsburg 

Pittsburg 

San  Francisco 

New  York 

Terre  Haute,  Ind 

Chicago 

Memphis,  Tenn 

Victor,  Col 

Dawson  City,  Neb 

Philadelphia 

Pittsburg 

Bloomington,  111 

Hoboken,  N.  J 

Biyonne,  N.  J 

Prescott,  Ariz 

New  York 

Jacksonville.  Fla 

Atlantic  City,  N.J 

Waterbury,  Conn 

Paterson,  N.J 

Rock  Island,  111 

Cincinnati 

Beaumont,  Tex 

South  Chicago,  III 

St.  Joseph,  Mo 

Baltimore 

Rochester.  N.  Y 

Yazoo  City,  Miss 

Peoria.  Ill 

Jersey  City,  N.  J 

Shclby.O 

Chicaf^o,  111 

Sioux  City.  la 

Indi-inapolis,  Ind 

B'>ston,  Mass 

Hot  Springs,  Ark 

New  Orleans,  La 

Cedar  Rapids,  la 

East  St.  Louis,  III 

Dulu»h.  Minn 


Property  Loss 

Year. 

1906 

$1,000,000 

1906 

1,500.000 

C906 

1,000,000 

C906 

1.500,000 

1907 

1,000,000 

1907 

1,400,000 

1907 

1,150,000 

X907 

1.100,000 

X908 

X,  100,000 

1908 

1,100.000 

1908 

3,000,000 

1908 

5.000,000 

X908 

6.000,000 

1908 

6,000,000 

C908 

5,000.000 

1908 

i,S5o.a» 

CQ08 

i,3So.<»o 

1908 

i,aoo,ooo 

1908 

3,000,000 

1908 

3,000.000 

X908 

0,000.000 

1909 

4500,000 

1909 

1,000,000 

1909 

1,850,000 

X909 

1,050,000 

1909 

i.aoo,ooo 

1910 

1,500.000 

19x0 

1.000,000 

X9X0 

a.000.000 

X910 

9,000,000 

X910 

X,  100,000 

19x0 

1,150.000 

19x0 

1,000,000 

1910 

3,000,000 

X910 

9.000,000 

X910 

3,000.000 

1910 

3,000,000 

X9X0 

X, 000.000 

X910 

1.850,000 

X91X 

X,  100,000 

191 1 

1.400,000 

X911 

3,000,000 

191 1 

1,000,000 

X911 

3,000,000 

X91X 

1,000,000 

X911 

1,800,000 

1911 

5,500,000 

19XX 

4,500,000 

X91X 

1,000,000 

19x1 

1,100.000 

191 X 

IX. 000,000 

I9I3 

X, 000.000 

I9I3 

3.000.000 

X9I3 

7.000,000 

19x3 

1,750,000 

19 13 

3,000,000 

19X3 

X, 000.000 

19X3 

1,000,000 

I9I3 

1.500.000 

I9I3 

50,000,000 

I9I3 

3,000,000 

I9I3 

X, 800,000 

I9I3 

1.000,000 

I9I3 

1. 000.000 

X9t3 

1.500.000 

19x4 

X. 000,000 

19x4 

1,860,000 

I9M 

I.XOO.OOO 

1914 

X.  350,000 

1914 

X. 500,000 

1914 

3,300.000 

1914 

X. 503,000 

X914 

X. 000,000 

1914 

x.000,000 

1914 

Place. 


San  Francisco,  Cal 

Newport,  R.  I 

San  Francisco.  Cal 

Barren  Island,  N.  Y 

New  York.  N.  Y 

Iloilo,  P.I 

Cone)r  Island,  N.  Y 

Superior,  Wis 

Portland,  Me 

Chicago,  111 

New  York 

Atlanta,  Ga 

Chelsea,  Mass 

New  Orleans,  La 

East  Boston,  Mass 

Chisholm,  Minn.,  etc 

Duluth,  Minn 

Shelby.  O 

Midway,  Ky 

Chicago,  III 

Chicago,  IlL 

Chicago,  111 

Port  Costa,  Cal 

New  York 

Narragansett  Pier,  R.  I . . . . 

Decatur.  Ill 

Hamb*eton,  W.  Va 

Lake  Charles.  La 

Ford  City,  Pa 

Kansas  City,  K'^n 

Minneapolis,  Minn 

New  York 

Wallace,  Ida. (and  adj.  ter.) 
Cedar  Sour,  Klont.,  and  vie 
Blaine,  Wash.,  and  vidnity 

Minnesota 

Cincmnad,  O 

Chicago,  III 

Marinette,  Wis., and  vicinity 

Jefferson  City,  Mo 

LitUe  Rock,  Ark 

Albany.  N.  Y 

Bangor,  Me 

Brooklyn.  N.  Y 

Minneapolis.  Minn 

Coney  Island  "Dreamland" 

Waters.  Mich 

Minneapolis,  Minn 

Washington  C.  H.,  O 

Chicago,  111 

Benton,  Pa 

New  York,  N.  Y 

Philadelphia,  Pa 

Houston,  Tex 

Bayonne,  N .  J 

New  York 

Ocean  Beach,  Cal 

fienicia,  Cal 

Philadelphia,  Pa 

Dayton,  O 

Hamilton,  O 

Long  Island  City,  N.  Y. . . 

Bayonne,  N.J 

Hot  Springs,  Ark 

Savannah,  Ga 

Wellesley,  Mass 

Portland,  Ore 

Cleveland.  O 

Silem,  Mass 

Tacoma.  Wa^ 

Chnton,  Tex 

Jeannette,  Pa 

Galveston.  Tex 

West  Oranfi^e.  N.  J 

Trenton.  N.  J 


Properly  Loss. 


91,000.000 

z. 000,000 

350.000.000 

X,COO,000 

1,500,000 
X. 000,000 
X. 500,000 
1,600,000 
X, 000,000 
X, 000,000 
3.500,000 
X, 300,000 
13,000,000 
X. 400.000 
1.500.000 
5.000.000 
x.000,000 

1,000.000 

X. 000.000 
x. 600.000 
X. 350,000 
z, 000,000 
X, 000,000 
X. 500,000 

X, 000, 000 

X, 000,000 
1,000.000 
X, 000.000 
x.500,000 
z.500.000 
X, 000,000 
x.500,000 
4.500.000 
6.000,000 

x.000,000 

3.500.000 
1.750,000 

z.000.000 
x.aoo.ooo 

Z. 000. 000 

x.000,000 
5.500.000 
3,500.000 
z, 000, 000 
x.000,000 
3.500.000 
I.Z25.000 
z.aoo.ooo 
X.S50.000 
X,  100.000 
x.ooo.ooo 
3.000.000 
x,xoo,ooo 
4,500.000 
X, 000,000 

1,000.000 

X.X35.000 
x.000.000 
x.000,000 
X.  350.000 

9,000.000 
1.000,000 

1.500.000 

3  335,000 

x.xoo.ooo 
X. 500.000 
z, 000.000 
1.350.000 
X4.000.000 

1.000,000 
X,000,000 

X, 000,000 
x.ooo.ooo 
x.500,000 

x.000,000 
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LARGE  FIRES  IN  THE  UNITED  STATES  AND  CANADA—Coniinued. 

FIRES  IN  CANADA. 


Year. 


1765 
1815 
i9i6 
1817 
X819 
I8a6 

1845 

1845 
1845 

1846 

1850 

1852 

1866 

1874 
X876 
X876 

1877 
x88i 
Z892 

189s 
1897 

X898 

1900 


Place. 


Montreal 

Quebec 

St.  Johns,  N.  F 

St.  Johns.  N.  F 

St.  Johns,  N.  F .••• 

St.  Johns,  N.  F 

Quebec 

Quebec 

London,  Ont 

St.  Johns,  N.  F 

Fredericton,  N.  B 

Montreal 

8aebec 
ttawa 

St.  Johns,  Que 

St.  Hyacintbe 

St.  John,  N.  B 

Quebec 

St.  Johns,  N.  F 

Toronto,  Ont 

Windsor,  N.  S 

New  Westminster,  B.  C 

Ottawa  and  Hull 


Property  Lots. 


$1,000,000 
1,300,000 


1,000,000 
1,500,000 
1,000,000 
S.ooo.ooo 

5,000,000 
3.000,000 

J.OOO.OOO 

3,500,000 

1,250.000 

13,500,000 

a.000,000 
25,000,000 
1.350,000 
1.000,000 
3.000,000 
7,500.000 


Year. 


I90I 

1904 
1904 

1906 
1908 
1908 
1908 

1909 

19 10 
I9I0 
19x0 
19x0 
19x0 
I9I0 

I9I0 
I9I0 
191 X 
I9II 
I9I2 
I9I3 
I9I3 

I9I3 


Place. 


Montreal , 

Toronto 

Halifax,  N.S 

Moncton,  N.  B , 

Kenora,  Ont , 

Three  Rivers,  Que 

Femie,  B.  C 

Quebec 

Athabasca,  Alta 

Atikakan,  Ont 

Rat  Portage,  Man 

Rainy  River,  Ont 

Amprior,  Ont , 

Campbellton  and  Richards 

villc,  N.  B  

Braeside,  Ont , 

Victoria,  B.  C 

Porcupine  Dist,  Ont 

Owen  Sound,  Ont 

Halifax,  N.  S , 

Chicoutimi,  Que 

Vancouver,  B.  C 

Calgary,  Alta 


Property  Loss. 


$3,500,000 

13.500.000 

3,000,000 

1,300,000 

1,000,000 

3.000,000 

4.000,000 
i.aoo.ooo 
1.030,000 
1,500,000 

1,000,000 

1,000,000 
4.000,000 

3,500,000 

z, 000,000 
X, 000,000 
3.500.000 
1,000,000 
z, 000,000 
x,ooo.ooo 
1,750,000 
1,000,000 


Annual  Fire  Losses  in  the  United  States  for 

Forty  Years-1875-1914 

[Afamly/fwn  tke  CktvnkU  Fire  Tables.] 


1875... 
X876.., 

1877  .. 
1878... 
1879... 
x88o... 
l88z... 
1882  .. 
X883... 
1884. . . 

i8«5... 
x886... 
1887... 
1888... 
1889... 
1890... 
X891... 
1893... 

1893... 
1894, 


Ybar. 


Aggregate 

Property 

Loss. 


1895 '  143, 1X0,233 


78,102,385 
64.630,600 
68,365,800 

64.315.900 
77.703.700 

74,643,400 

81,380,900 

84,505,034 

100,149,238 

110.008,611 

103.818.796 

104,934,750 

120,283.055 

110,885,665 

123.046.833 

108.993.792 

143.704.967 
151,516,098 

167.544.370 
140,006,484 


Aggrqpite 

Insurance 

Loss. 


$ 
39.327.400 
34.374.500 
37.398.900 
36  575.900 
44.464.700 
42.525.000 
44.641.900 
48.875.i3x 
54,808.664 
60.679.818 

57.430.709 
60.506,564 
69,659.508 

63.965.724 

73.679.465 
65.015,465 

90.576.918 

93.511.936 

105.994.577 

89.574.699 
84.689,030 


X896. 

1897. 

1898. 

1899. 

1900. 

1901 

1903. 

1903 

1904. 

1905 

1906. 

1907. 

1908. 

1909 

1910. 

I911. 

1912. 

1913  ■ 
1914, 


Vear. 


Aggregate 

Property 

Loss. 


118,737,420 

"6,354,575 

130.593.9^5 

153.597.830 

160,929.805 

165. 817.810 

i6x,488.355 

145,302,155 

1229,198,050 

1x65,221,650 

t5i8,6n,8oo 

12x5,084,709 

1217,885.850 

1x88.705,150 

12x4.003,300 

t217.004.575 

1206,438,900 

1203.763,550 

t22i,439.35o 


Totals S.968.857.595  3.945.359.583 


AKfegate 

Insurance 

Loss. 


i — 

73.903.800 
66,722,145 
73.796.080 

92.683,715 

95.403.650 

100.798.645 

^  94.775.045 

*  104.000,000 

*  144,000.000 
^1x6.000,009 

*  293,000.000 
**  137,000,000 

*  157.000,000 

*  143.000,000 

*  175. 000.000 

*  190,000,000 

*  194,000,000 

*  196,000,000 

*  310,000,000 


*  Estimated  by  publishers  of  the  Insurance  Year  Book.         t  From  National  Board  Tables. 
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NOTABLE    CONFLAGRATIONS    IN    THE   WORLD'S    HISTORY. 


Notable  Conflagrations  in  the  World's  History. 

Even  before  men  began  to  congregate  and  build  cities,  there  existed  the  danger  of  prairie  and 
forest  fires;  but  these,  except  in  a  minor  way,  were  not  especially  destructive  of  other  property.  When 
cities  had  been  built  and  many  thousands  of  people  came  to  be  housed  within  a  small  area,  the  danger 
of  fire  and  its  capacity  for  doing  harm  to  men  and  their  property  were  greatly  augmented;  and  as  cities 
increased  in  size,  the  fire  hazard  and  the  accumulated  values  subject  to  destruction  were  both  corre* 
spondingly  multiplied.  During  the  last  four  thousand  years  many  cities  have  been  swept  by  fire,  some 
of  them  several  times;  and  some  have  been  practically  obliterated.  Below  will  be  found  a  list,  compiled 
from  various  sources,  of  some  of  the  more  important  fires  of  history,  comprising  those  most  notable 
because  of  the  values  or  lives  destroyed,  or  for  some  peculiar  reason.  The  list  of  fires  due  to  the 
European  war,  in  1914  and  1915,  is  necessarily  incomplete: 


Year.           Location. 

Year. 

Ix>cation. 

Year. 

Location. 

Yeas. 

Location. 

B.C. 

1897    Sodom  and  Gomonah 

A.D. 

1299 

Westminster 

A.D. 

1776 

St.  Kitta 

A.D. 

1846 

St.  Johns,  N.  F. 

1400    Jerusalem 
1141    Ephesus 

1321 

Geneva 

1776 

New  Yoric 

1846 

Albany 
Orel,  Ruasia 

1827 

Munich 

1777 

New  Orleans 

1848 

686    Jerusalem 
480    Platca 

1333 

Geneva 

1778 

Charieston 

1848 

Constantinople 
Albany.  N.  Y. 

1349 

Newcastle-upon-Tyne 

1778 

New  York 

1848 

479    Athitns 

1386 

Edinburgh 

1778 

Constantinople 

1849 

St.  Louis 

890    Rome 

1388 

Dunkirk 

1780 

St.  Petersburg 

1861 

San  Francisco  (3) 

241    Rome 

1401 

Edinburgh 

1780 

St.  Petersbtug 

1862 

Sacramento  Qty 

216    Rome 

1406 

Berne 

1782 

Constantinople 

1863 

Montreal 

212    Rome 

1406 

Brussels 

1782 

Constantinople 

1863 

Constantinople 

146    Corinth 

1430 

Geneva 

1784 

Port-au-Prince 

1864 

Gateshead 

60    Rome 

1471 

Chester 

1784 

Brest 

1868 

48    Alexandria 

1491 

Dresden 

1784 

Constantinople 

1868 

Valparaiso 
AuoLland 

18-14    Rome 

1507 

Norwich 

1784 

Rokitzan,  Bohemia 

1858 

12    Rome 

1512 

Brest 

1790 

Carlscrona 

1869 

Key  West 

1642 

Edinburgh 

1791 

Constantinople 

1869 

St.  Tiouia 

A.D. 

1541 

Edinburgh 

1792 

Constantinople 

1869 

Constantinople 

69    Lyons 

1570 

Moscow 

1793 

Archangel 

1860 

Baxbadoes 

64    Rome 

1576 

Antwerp 

1794 

Copenhagen 

1861 

Mendoza,  S.  A. 

70    Jerusalem 
80    Rome 

1612 

Coric 

1794 

Wapping,  London 

1861 

IJraoges 

1631 

Magdeburg 

1796 

Copenhaaen 
Constantinople 

1861 

London 

164    Rome 

1633 

Constantmople 

1796 

1861 

Charleston 

164    Antioch 

1656 

Jeddo 

1796 

Smyrna 

1862 

Fjisriiede,  Holland 

188    Rome 

1666 

1796 

Barbadoes 

1862 

Troy 

St.  Petersburg 

197    Lyons 

1667 

Archangel 

1796 

Baltimore 

1862 

260    Bordeaux 

1676 

Northampton 
SouthwaA 

1797 

Scutari 

1862 

MaxseiUes 

273    Alexandria 

1676 

1798 

Wilmington 

1862 

Constantinople 

893    Constantinople 

1682 

Wapping,  London 

1799 

Peru 

1863 

Monastir 

465    Constantinople 

1689 

Prague 

1799 

Constantinople 

1864 

Georgetown  (2) 

632    Constantinople 

1692 

Salem 

1799 

Manila 

1864 

Hankow 

658    Paris 

1694 

Warwick 

1802 

Liverpool 

1866 

Port-au-Prince 

640    Alexandria 

1694 

Chaneston 

1803 

Bombay 

1866 

New  Yoric 

667    Rochester 

1700 

1806 

St.  Thomas 

1865 

Constantinople 

741    York  Minster 

1702 

1808 

Spanish  T'n,  Trinidad 

1866 

Manila 

781    Constantinople 

1728 

Copenhagen 

1811 

Smyrna 

1866 

London 

798    London 

1729 

Constandnople 

1812 

Moscow 

1866 

Portland,  Me. 

802-7    Constantmople 
807    Peterborough 

1731 

Baireuth 

1814 

1866 

Quebec 
Valparaiso. 

1786 

Peasmore 

1816 

Constantinople 

Pt.  Louis,  Mauritius 

1866 

898    London 

1737 

Panama 

1817 

1866 

Yokohama 

917    Cordova 

1737 

Moscow 

1818 

Constantinople 

1863 

Albany,  N.  Y.^ 

978    Coric 

1737 

Taroslaw 
Martinique 

1820 

Canton 

1868 

Charieston,  S.  C. 

982    London 

1738 

1820 

Savannah,  Ga. 

1869 

Philadelphia 

1004    Norwich 

1742 

Smyrna 

1820 

Paris 

1870 

Constantinople 

1010    Northhampton 

1741 

Brest 

1820 

Port-au-Prince 

1870 

Pera,  Turkey 

1013    Coric 

1746 

Constantinople 

1821 

Paramaribo 

1870 

Sam-Sun,  Turkey 

1069    York 

1748 

Moscow 

1822 

Canton 

1870 

Chicago 

1086    London 

1749 

Constantinople 

1824 

Cairo 

1871 

Chkago 

1087    London 

1760 

Constantinople 

1826 

N^  Brunswick 

1871 

Paris. 

1092    London 

1760 

Moscow 

1826 

St.  Johns,  N.  F. 

1872 

Constantinople 

1102    Winchester 

1751 

Constantinople 

1826 

Constantinople 

1872 

Boston 

1106    Venice 

1752 

Moscow 

1827 

Abo,  Finland 

1878 

Alexandra  Palace. 

1113    Mons 

1763 

Smvma 
Archangel 

1831 

Constantinople 

London 

1113    Worcester 

1753 

1831 

Bristol 

1878 

Havana 

1116    Bath 

1756 

Berrien 

1831 

St.  Thomas,  W.  I. 

1874 

ConstantlDopte 

1118    Nantes 

1756 

Constantinople 

1833 

Manila 

1874 

Pimlico,  London 

1123    Lincoln 

1758 

Savannah 

1833 

Constantinople 

1874 

Chicago 

1130    Rochester 

1759 

Salonica 

1834 

Houses  of  Parliament, 

1875 

Oshkoah 

1136    London 

1760 

Boston 

London 

1876 

VircmU  Oty 

1187    Yorit 

1764 

Lisbon 

1836 

New  York 

1875 

Iquique.  Peru 
St.  John'a.  Qoebcc 

1137    Bath 

1764 

Konigsberg 

1836 

Constantfinople 

1876 

1140    NotHnfham 
1171    Canterbury 

1766 

Belgrade 

1837 

Surat 

1876 

Soderhanm,  Sweden 

1769 

Konigsberg 

1837 

St.  Petersburg 

1876 

Quebec 

St.  Hyacinth 

St.  John,  N.  B. 

1171    Cairo 

1769 

Constantinople 

1837 

Naples 

1876 

1189    Carlisle 

1769 

St.  John's 

1838 

Charlestown 

1877 

1190    Dublin 

1771 

Constantinople 

1839 

New  York 

1877 

Pittsburg 

1203    Constantinople 

1771 

St.  Petersburg 

1841 

Smyrna 

1879 

Irkutsk,  Siberia 

1204    Doncaster 

1772 

Smyrna 

1842 

Hamburg 
Liverpool 

1879 

New  York 

1216    Bruges 
1283    Dublin 

1778 

Moscow 

1842 

1879 

Boston 

1776 

Limehouse 

1846 

Quebec 

1882 

Kingston,  Jamaica  (2) 
LeadviUe,  Colo. 

1292    Carlisle 

1776 

St.  George 

1846 

Snyma 

1888 

1846 

New  York 

1882 

Wood  Street.  Londoo 

FIRE    PATROLS. 
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NOTABLE  CONFLAGRATIONS  IN  THE  WORLD'S  HlSTORY-^-Continued. 


Ybak. 


Location. 


A.D. 

888  Vienaa 

1884  Baymrater,  Loadon 

1886  A^imrall 

887  Paris 

887  Enter,  England 
1888  Snndsvall 

888  Seattle 
1889   New  Yoifc 

889  Spokane 
889    Boaton 
889    Lynn 

Fort  de  Fiance. 

Martinique 
Sydney 
New  Orleans 
893   New  Orleans 
1892   Tokio 
im   Milwaukee 

892  St.  Johns,  N.  F. 
188S    Boston 

893  Santander 

894  Shanghai 

894  Canton,  C3una 

896  GTiaya«|iiiJ 
887  Melboume 

897  I^ondoQ 
897  Paris 

1898  Nijni-NofvgQrod 

1899  Pyhideli^ 


Ybak. 


Location. 


Ykar. 


Location. 


A.D. 

900  H6boken 

900  Bayonne 

900  Ottawa-Hullp  Canada 

901  JacksonTille 

001  Antwerp 
901  Montreal 

002  Peterson 
002  Waterbuiy 
904  Baltimore 

904  Aalesund.  Norway 

904  Toronto 

904  Halifax 

004  Rochester 
906  New  Orleans 
906  San  Francisco 
906  Valpaxaiso.  ChUe 
906  Wellington.  N.  Z. 
007  Iquique,  Chile 
007  Hakodate,  Japan 
007  Kinnton.  Jamaica 
006  ChdMarMasa. 
908  Noda  Soy.  Japan 
908  Nikata,  Japan 

908  ChUftolm,  Mfam.,  etc. 

005  Port-au-Prince,  Hayti 
908  Paris,  France 

908  El  Oro,  Mexico 

906  RostoT-an-Don,Russia 

909  Acapuko,  Mexico 


A.D. 

1909  Osaka,  Japan 

1900  Valdiva,c£fle 

1909  London,  England 

1910  Carapbellton,  N.  B. 
1910  Wajima,  Japan 
1910  Brussels,  Beisium 

1910  U.  S.  and  Canada 

forest  fires 

1911  New   York    ("Tri- 

angle") 

1911  Samuffo.  Chile 

1911  Aux  Cayes,  HaiU 

1911  Tokio,  Japan 

1911  Yamagata,  Japan 

1911  Bangor,  Me. 

1911  Albany,  N.Y. 

1911  Khin,  Manchuria 

1911  Constantinople 

1911  Hankow,  Chma 

1011  Nankmg,  China 

1912  Pekmg,  China 
1912  Osaka,  Japan 

1912  New      York     (Equi- 

Uble) 

1912  Valdivia,  Chm 

1012  Tien-Tan.  China 
1912  Pao  Thig  Fu.  China 
1912  Tokio,  Japan 

1912  Damascus,  Syria 


Ykax. 


Location. 


These  and  others  were  due  to  the  European  war. 


A.D. 

1912 

1912 

1912 

1912 

1918 

1013 

1913 

1913 

1913 

1914 

1914 

1914 

1914* 

1914* 

1914* 

1914* 

1914* 

1914* 

1914* 

1914* 

1914* 

1914* 

1914 

1914* 

1914* 

1914* 

1914* 

1914* 

1915 


Constantinople 
Castellon.  Spain 
Chorlu.  Turkey 
Adrianople,  Turkey 
Tokio.  Japan 
Numacuu,  Japan 
Scutari.  Turkey 
Adrianople,  Turkey 
San  Sebastian,  Spain 
Bombay 

Ceiba,  Honduras 
Salem,  Mass* 
Louvam,  Belgium 
Dinant,  Belgium 
Termonde,  Belgium 
Malines,  Belgium 
Aerscbot,  Belgium 
Senlis,  France 
Jaraslow.  Austria 
Sempst,  Belgium 
Rheuns,  France 
Albert,  France 
Papeete,  Tahiti 
Ypres,  Belgium 
Roulers.  Belgium 
Dixmude.  Belgium 
Longwy,  France 
Cracow,  Austria 
Colon,  Canal  Zone 


Fire  Patrols  in  the  United  States. 

The  Association  of  Superintendents  and  Captains  of  Fire  Patrols,  Salvage  Corps  and 
Protective  Associations  of  the  United  States  is  officered  as  follows:  President,  John  T. 
Ruane,  Minneapolis,  Minn. ;  secretary  and  treasurer,  Frank  Whitmore,  St.  Paul,  Minn. 

Below  is  given  a  list  of  cities  having  fire  patrols,  as  compiled  by  the  above  named 
association,  together  with  the  superintendent's  or  captain's  name  of  each  and  its  date  of 
organization. 


City. 


Albany,  N.Y 

Baltimore.  Md 

Bo6ton.  Mass 

Brooklyn.  N.Y 

Chicago,  in 

Cincinnati,  O 

Dulnth,  Minn 

Indianapolis,  Ind.... 

Jaaesville,  Wis 

Kansas  City,  Mo. . . . 

Louisviae,  Ky 

Memphis.  Tenn 

Milwaokee.  Wis. . . . 
Minneapolis.  Minn.. 
Newark.  N.J 

New  Orleans.  La. . . . 
New  York.  N.Y... . 

Philadelphia,  Pa 

Providence.  R.  I 

San  Francisco,  Cal.. 

Sl  Louis,  Mo 

St.  Paul.  Minn 

Worcester,  Mass 


Name  of  Association. 


Albany  Protecrives 

Fire  Incurance  Salvage  Corps. 

Piotective  Department 

Fire  Insurance  Salvaee  Corps. 
Fire  Insurance  Patrol 

Salvaflre  Corps 

Duluth  Salvage  Corps 

Merchants  Stuvage  Corps 

Fire  Police  Patrol. 

Fire  Patrol 

Salvage  Corps 

Salvage  Corps 

Fire  Insurance  Patrol 

Salvage  Corps  &  Fire  Patrol. . 
Salvage  Corps 

Fire  Insurance  Patrol 

Fire  Patrol 

Fire  Insurance  Patrol 

Protective  Department 

Fire  Patrol 

Underwriters  Salvage  Corps. . 

Fire  Insurance  Patrol 

Protective  Department 


When  Organized. 


Superintendent  or  Captain. 


September  xy.  187a. . 

187a 

1865 

December  16, 1895... 
October  i,  1871 

November  16,  1886. . 

June.  1896 

September,  1900 

March  17,  1855 

June  1, 1889 

April  14,  z888 

May  17.  1893 

December  i,  1886. . . 

October  15,  1895 

July  I.  1879 

1874 

October.  1839 

July  15. 1869 

February  i,  1875 

May,  1875 

July  4, 1874 

October  23,  1895 

December  i,  1875. . • 


Frank  H.  Wetherwax. 
Malcolm  W.  Jordan. 
Samuel  Abbott,  Jr. 
James  O.  Schwuik. 
£.  T.  Shepherd. 

J.  J.  Conway. 
Joseph  Randall. 
Herman  F.  Newman. 
Wm.  E.  Behrendt. 
J.  F.  Pelleticr. 

B.  Dufty. 
M.  p.  Conroy. 
M.  J.  Curtin. 
John  T.  Ruane. 
Henry  S.  Martin. 

James  Walsh. 
James  O.  Schwaok. 
Joseph  H.  Sherroer. 
Chas.  H.  Swan. 

John  F.  O.  Comstock. 
James  T.  O'Donnell. 
Frank  Whitmore. 
H.  R.  Williamson. 
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INCENDIARISM    AND    ARSON. 


Incendiarism  and  Arson. 

At  the  annual  meeting  of  the  National  Board  of  Fire  Underwriters,  held  May  27,  1915, 
the  following  list  of  rewards  offered  was  presented  by  the  Committee  on  Incendiarism  and 
Arson: 

Number  and  Amount  of  Rewards  Offered  in  Each  Statr  from  April  i.  1914.  to  April  1. 1915. 


State. 


Alabama 

Arkansas 

Connecticut 

Florida 

Georgia 

Illinois 

Indiana 

Kansas 

Kentucky 

Maine 

Massachusetts . . 

Mississippi 

New  Hampshire 
New  Jersey 


Previously  offered  since  1873. 
Total  offered 


No. 

Amount. 

9 

$2,750 

5 

1.300 

I 

500 

5 

z.oso 

3 

800 

9 

550 

I 

soo 

z 

400 

6 

1.450 

a 

800 

3 

z.oso 

4 

z,5oo 

z 

350 

4 

1.750 

Statb. 


New  Mexico.... 

New  York 

North  Carolina. 
North  Dakota... 

Oklahoma 

Oregon , 

Pennsylvania.. . . 
Rhode  Island... 
South  Carolina. 

Texas 

Vermont 

Virginia 

West  Virginia.. 


6483 


No. 

Amount. 

3 

$1,500 

17 

5.650 

I 

500 

z 

300 

3 

650 

z 

250 

5 

1.550 

z 

200 

z 

350 

5 

i.SSo 

2 

750 

z 

300 

2 

750 

90 

$28,550 

6393 

2,zao.435 

$2.Z48.975 


Number  and  Amount  of  Rewards  Offered  Each  Year  Since  the  First  Subscriptions  to 

THE  Fund  in  Z873.  viz  : 


Vbar. 


1873-4- 
Z874-5. 
z875-^. 

1876-7. 

Z877-8. 

Z878-9., 

Z879-80 

Z880-Z. 

z88z-2. 

Z882-3. 

Z883-4. 

Z884-5. 

Z885-6.. 

Z886-7. 

Z887-8. 

Z888-9. 

Z889-90 

Z890-1. 

Z89Z-2. 

Z892-3. 

Z893-4., 

1894-5. 


No. 
80 

Amount. 

$46,350 

'Z 

01.375 

71.400 

z6z 

59.900 

^ 

35.050 

Z63 

59.550 

174 

S4.00O 

Z23 

41.375 

141 

46.950 

148 

48.200 

113 

38.150 

Z69 

59.500 

Z64 

57.500 

'^ 

S1.050 

za8 

43.3CO 

143 

50.700 

156 

49.900 

Z59 

49.100 

Z69 

57.025 

2Z2 

74.700 

aZ9 

71,100 

2Z9 

67.575 

Vbar. 


Z895-6... 

Z896-7... 
Z897-8... 
1898-9... 
Z899-1900 
Z900-1901 
Z90Z-i9oa 
Z9oa-Z903 
1903-1904 

1904-1905 
Z905-Z906 

Z906-Z907 

1907-Z908 

1908-Z909 

Z909-1910 

Z910-Z91Z 

Z9iz-Z9t2 

Z9Z2-Z913 

1913-1414 
Z914-1915 

Total.. 


Amount. 


$68,450 
8Z.Z50 
71.000 
68.600 
58.  zoo 
6a.ooo 
59.»o 
51.400 
6z,7SO 
43.800 

34.750 
33,800 

24.475 
40.850 

40.150 
a  1. 850 

40.  zoo 
4i,aSo 
34.750 
38.550 


$2,148,725 


ANCIENT  AND  HONORABLE  ORDER  OF  THE  BLUE  GOOSE. 


Mo0t  Loysl  Qnuad  Gsndcr.  Fred  W.  RjuiBome,  Columbus,  0. ; 
Gnnd  Superviaor  of  the  Floek,  J.  R.  Stewart,  Toronto,  Can.; 
Grand  Cnttodian  of  the  Qoolinn,  E.  G.  Carlisle.  Chicago.  IIL; 
Grand  Guardian  of  the  Nest,  (Svb  M.  Wise.  900  Sharp  BIdg., 
Kansas  City,  Mo.;  Gtand  WieMcr  of  the  Goose  QnUl.  B.  A. 
Lehnbens.  Milwaokee.  Wu.;  Grand  Keeper  of  the  Golden  Goose 
Egg,  W.  J.  Sonneo.  Chicago.  IIL 

STATE  FONDa 

Wielder  of  the 
Goose  Quill. 

..PaalA.Sehnmck Little  Rook,  Ark. 

Califoniia E.  A.Rowe Los  Angdes,  Cal. 

Colorado C.F.Caahman Denver. Col. 

Dakota W.  6.  Hiaunelwright.  Fargo,  N.  D. 

Golden  Gate RobtW.Neal San  Franoiseo,  Cal. 


Pond. 


Addrssi* 


Pond. 


^lekkrof  the 
Goose  QnilL 


Address. 


Illinois Chioace.I]L 


Iowa 

Kentoeky 

Miehigan 

Minnesota 

Missouri-Kansas... 

Nebraska 

Ohio 

OUahoma. 

Ontario. 


Oregon 

Washington. 


IrringWilliaiiM.. 

C.R.lWeO 

F.G.SMdar. 

M.  M.  Bawxhurst. 
N.G.Bi 
J.  P.  B« 
Cha8.E. 

H.B.Matt 

J.  H.  Cram..... 
H.  W*  Croenn.. . 
G.A.DeGraff... 
F.  E.  Partridge.. 
R.H.Wiebea... 


DesMc 
Loaisvills,  _ 
Delrait,Mk 
ywtympffBsi.  Mf"* 
Kanasa  City,  Me. 
Omaha.  Neb. 
ColimibaB,0. 
OUahoma. 
Toronto.  Oat 
Portbiid,  Ore. 
Spokaoe,  Wash. 
MihiitakML  Wk 
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Comparative  Exhibit  of  Fire  Insurance  Premiums 

IN  New  York  City. 

Below  we  present  a  table  showing  the  premiums  collected  in  New  York  city  for 
two  years  as  compiled  from  the  semi>annuai  retmns  of  the  fire  patrol  to  the  New 
York  Board  of  Fire  Underwriters : 


NAME  AND  LOCATION 
OF  COMPANY. 

New  Yoek. 
Assurance  Co.  of  America. . . 

Caledonian  American 

City  of  New  York 

Colonial 

Commercial  Union  Fire 

Commonwealth 

Continental 

FideKty-Phemz 

German  Alfiance 

Gennan^American 

Gennania 

Globe  and  Rutgers 

Greenwicfaf 

Hamilton 

Hanover 

Home 

Impoialt 

Knickerbocker 

Liverpool  &  London  &  Gk>be 

Lumber 

Merchants  Fire 

Nassau  &  Dutchess  a 

New  York  Underwriters 

Niagara 

Northern..'. 

North  British  and  Mercantile 

North  River 

Padfic 

Qoeen  of  America 

Richmond 

Stuyvesant 

United  States 

Vulcan 

Westchester 

Williamsburgh  City,  Blclyn . . 

Lhyds, 

Allied  Underwriters 

.\merican  Ex.  Underwriters. . 

American  Llosrds 

Great  Western  Lbyds 

Individual  Underwriters 

Lumber  Underwriters 

Merchants  Fire  Uoyds 

National  Underwriters 

New  York  and  Boston  Lloyds 
New  YoriL  Fii«  &  Marine  Und 
New  York  Reciprocal  Undrs. 
North  Amer.  Inter  Insurers. 
Norwegian  Underwriters. . . . 

Union  Underwriters 

Workmens  Furniture  F.  Assn. 

New  York  Staie. 

Agricultural,  Watertown 

Afijany,  Albany 

Buffalo  Commercial 

Buffab  German,  Buffab 

Commerce,  Albany 

Gien  Cove  Mutual,  Glen  Cove 

Glens  Falls*  Glens  Falls 

Mutual,  Albany 


1914. 


1913. 


$ 

$ 

46,9«6 

56,633 

35*643 

39,134 

133,886 

109,123 

41,0x5 

45,614 

64,44a 

33,756 

93,971 

82,924 

363,481 

332,430 

253,690 

239,151 

55,273 

70,732 

818,^46 

862,417 

232,916 

262,053 

309*195 

317,620 

5,215 

19,335 

32,526 

170^668 

213,566 

1,066,686 

1,284.438 

39,669 

48,894 

7,905 

4*784 

8,662 

41,819 

54.361 

86,408 

89,988 

92,779 

44*778 

49,376 

308,601 

293,672 

58,854 

63,128 

44,166 

44*635 

323,572 

342,502 

40,269 

41,376 

149,520 

157,392 

50,985 

42,503 

67,729 

61,838 

150*185 

163,336 

31,225 

14,818 

244,049 

286,727 

230,464 

258,817 

3,727 

4»377 

24,562 

32,937 

17,274 

22,029 

9,619 

12,382 

45,596 

51,753 

3,861 

7,878 

1,396 

2,200 

6,628 

8,335 

7,865 

9,596 

8,389 

13,428 

64,441 

64,234 

25,574 

26,057 

6,136 

6,512 

7,496 

3,793 

3,564 

126,271 

140,444 

31,047 

28,930 

•6,276 

33,839 

61,930 

55,231 

r4,89o 

10,288 

4,234 

2,936 

133,837 

142,807 

2,662 

1,124 

NAME  AND  LOCATION 
OF  COMPANY. 

New  Yoejc  Staie— C«iI. 
National  Lumber,  Buffalo.. . . 

Seneca,  Buffalo 

Union,  Buffalo 

AaizoNA. 
Arizona,JPhoeniz 

Caufosnia. 

California,  San  Frandsoo 

Firemans  Fund,  San  Frandsoo 
Vulcan,  Oakland 

Colorado. 

Lnperial,  Denverf 

Merchants,  Denver 

Connecticut. 

iEtna,  Hartford 

Connecticut,  Hartford 

Hartford,  Hartford 

National,  Hartford 

Orient,  Hartford 

Phoenix,  Hartford 

Security,  New  Haven 

Standard,  Hartford 

District  of  Columbia. 

Arlington,  Washington 

Firemens,  Washington 

First  National,  Washington. 

Franklin,  Washingtont 

Potomac,  Washington 

Illinois. 

Calumet,  Chicagof 

Central  National,  Chicago. . . 

German,  Peoria 

Millers  NatioiuU,  Chicago.. . . 

Indiana. 
Sterling,  Indianapolis 

Iowa. 
DubuqueT.  &  M.,  Dubuque. 

Louisiana. 
Mechs.&  Traders,NewOrleans 
Teutonia,  New  Orleansf 

Maryland. 

Citizens,  Baltimore 

German-American,  Baltimore 

Massachusetts. 
Berkshire  Mut.,  Pittsfield. . . 

Boston 

Massachusetts  F.  &  M.,Boston 
Merrimack  Mut.,  Andover. . . 

Old  Colony,  Boston 

Salem  Mut.,  Salem 

Springf 'd  F.  &  M.,  Springf 'd . . 


1914. 


$ 

43,670 

3,464 

39,145 


18,741 


7,686 

123,519 
4.179 


11,040 


460,933 
108,809 

290,423 
264,860 

106,467 

319,463 

60,933 

34.037 


4,164 
15,660 
11,900 

•5,591 


•9,357 
35,818 

39,592 


47,405 

18,397 
50,243 


72,515 
41,048 


1,353 
156,638 

41,515 
•80 

42,458 

•330 

147,922 


1913. 


$ 

42,716 

37,403 


128.471 
3,564 


7,924 
13,786 


545,675 
109,683 
393,087 

231,333 

1X1,473 

329,075 

83,143 

32,952 


2,879 
17.817 

16,535 


10,130 

32,174 
17,132 
43,834 


38.050 


22,443 


43,709 
28,957 


78,917 
39,193 


i68,43« 
39,324 

50^76 
153,20^ 


*  Pot  tix  months  only.  t  Retired  from  business.  t  Formerly  the  Pellcaa. 

a  Merged  with  the  Williamsburgh  City.  .        c  Merged  with  Padfic  Fbe. 
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PREMIUMS    IN    NEW   YORK   CITY. 


COMPARATIVE  EXHIBIT  OF  FIRE  INSURANCE  PREMIUMS— Cm/miimI. 


NAME  AND  LOCATION 
OF  COMPANY. 

■ 

Michigan. 
Columbian  National,  Detroit. 
Detroit  F.  and  M.,  Detroit.. . 

Detroit  National,  Detroit 

Michigan  Commercial,  Lans'g 
Michigan  F.  and  M.,  Detroit. 
Michigan  Millers,  Lansing. . . 

Minnesota. 
Minneapolis  F.&  M.,Minn's. 
Northwestern  F.  &  M.,  Minn. 
St.  Paul  F.  &  M.,  St.  Paul. . . 

Missouri. 
American  Central,  St.  Louis. . 

Citizens,  St.  Louis 

Individual  Under,  St.  Louis. 

New  Hampshire. 

Capital,  Concord 

Granite  State,  Portsmouth. . . 
New  Hampshire,  Manchester. 

New  Jersey. 

American,  Newark 

Camden 

Firemens,  Newark 

Firemens  Undenvriters,  Newk 
National  F.  &  M.,  Elizabeth. . 

Newark,  Newark 

New  Jersey,  Newark 

New  Brunsw'k,  N.  Brunsw'k.. 
Standard,  Trenton 

New  Mexico. 
Occidental,  Albuquerque 

North  Carolina. 
Dixie,  Greensboro 

Ohio. 

Amer.  Druggists,  Cincinnati. 

Central  Mfrs.,  Van  Wert 

Cleveland  Nat.,  Cleveland. . . 

Ohio  Farmers,  Le  Roy 

Teutonia,  Dayton 

Pennsylvania. 

Allemannia,  Pittsburg 

Alliance,  Philadelphia. 

American,  PhiladelphiaA 

County  Fire  of  Phila.,  Phila. 

Farmers,  York 

Fire  Association,  Philadelphia 

Franklin,  Philadelphia 

German,  Pittsburg 

German-American,  Pittsburg. 
Girard  F.  &  M.,  Philadelphia. 

Humboldt,  Pittsburg 

Independence,  Philadelphia. . 
Ins.Co.of  North  America,PhiL 
Ins.  Co.  of  State  of  Pa.,  Phil. 
Lumbermens,  Philadelphia. . . 

"Mfrh^ntrg,  Philadelphia 

National-Ben  Frankfin,  Pittsb 
National  Union,  Pittsburg. . . 
Pennsylvania,  Philadelphia. . 
Peoples  Nat..  Philadelphia. . 

Pittsburgh,  Pittsburg 

Relianoe,  Philadelphia 

Teutonia,  Fire,  Pittsburg. . . . 


1914. 


1913. 


35»8z6 

57,855 
22,659 
40,089 

45,279 
38.433 


32,185 

1,644 

136,688 


107,980 

22,775 
*i,98o 


54,120 
16,724 
51,680 


242,696 

97,139 
201,364 

•595 
•9,668 
64,617 
43,340 
40,604 
29,169 


1,770 


44,120 


4,560 

645 

•2,273 

45,304 

9,417 


52,089 
68,810 
20,679 
26,546 
32,613 

225,879 
77,848 
35,210 
19,802 
23,507 
26,595 

4,789 
209,645 

68,754 
31,282 

31,294 
104,736 

79,135 
125,356 

ioo»755 
14,951 
87,624 
38,170 


•3,675 

59,501 

•20,156 

35,694 
47,040 
37,663 


32,937 
137,386 


126,174 

18.456 
3,682 


59,771 
19,158 
42,263 


137,151 
105.472 
213,939 


55,669 
67,060 
47,665 
33,145 


NAME  AND  LOCATION 

OF  coMPA>rvr. 


51,824 


4.228 
•4,739 

50.435 
8,915 


47,534 
60,729 

20,679 

39,223 

46,989 
223,204 

101,517 
50,053 

31,858 

28,377 

25,191 

3,349 

327,453 

81,551 
30,920 

36,843 
103,263 

76,025 
133,296 

98,866 

31,440 
108,586 

34,816 


Pennsylvania— Cm^ 
United  Firemens,  Phila. . . 
Western,  Pittsburg 


Rhode  Island. 

Equitable  F.  &  M.,  Prov 

Pawtucket  Mut.,  Pawtucket. 
Providence  Washington.  Prov 
Rhode  Island,  Providence. . . . 

Texas. 
Republic  Underw.,  Dallas. . . 

ViROINU. 

Virginia  F.  &  M.,  Richmond. 

West  Virginu. 
German,  Wheeling 


Wisconsin. 

Concordia,  Milwaukee 

Milwaukee  Mechanics,  Mil. 
Northwestern  Nat.,  Mil. . . 


Canada. 
British  America,  Toronto. . 
Western,  Toronto 


France. 
Generate,  Paris. . 
National.  Paris. . 

Phenix,  Paris 

Union,  Paris 

Urbaine,  Paris... 


1914. 


Germany. 
Aachen  &  Munich,  Aix-Ia-C. 
Hamburg-Bremen,  Hamburg. 
Nord-Deutsche,  Hamburg. . . 
Prussian  National,  Stettin. . . 

Great  Britain. 

Atlas,  London 

Caledonian,  Edinburgh 

Century,  Edinbiugh 

Commercial  Union,  London. . 
Law  Union  and  Rock  London 
Liverpool  &  Lon.&  Globe,  Liv 
London  Assur.  Corp.,  Lon. . . 
London  &  Lancashire,  Liv. . 
Lon.  &  Lane.  L.  &  Gen.  Lon. 

Nor.  Brit.  &  Merc.,  Lon 

Northern,  London 

Norwich  Union,  Norwich 

Palatine,  London 

Phoenix,  London 

Royal,  Liverpool 

Royal  Exchange,  London. . . . 
Scottish  Un.  &  Nat'I,  Fxl'b'g 

State,  Liverpool 

Sun,  Ix>ndon 

Union  Assurance,  London. . . 
Yorkshire,  York 


Holland. 
Netherlands,  Haipe, 


Russia. 
Salamandia 


Sweden. 
Svea,  Gothenburg. , 


$ 

69,095 
53.884 


50,173 

*397 

177,501 

41,641 


1913- 


79,628 


56,114 


77,340 
84.396 
53,364 


99,743 
87,708 


54,214 
33,732 

41,965 
31,451 
34,566 


113,909 
59,263 

75,510 
60^21 


111,933 

183,297 
21,213 

505,605 

46,361 

1,037.789 

235,832 

274,179 
•18,539 
500,329 

204,605 
140,657 
152,793 
229,583 
540,672 
1x0,616 
249,873 

32,754 
304,865 

74.234 

50,884 


45,854 


78,284 


I 

62,94s 
56,334 


54,495 
45.652 


2,006 


101,246 


40^193 


85,046 
73,623 
61,523 


127,339 
79,225 


46,696 
35,618 
47,558 
32,105 
24,647 


1x0^28 
66,533 
52,436 
60,070 


128,294 
185,6x2 

11,653 
219.557 

94,077 

1,255,044 

361,363 

398,211 


639.030 
317,710 
IS7.0I2 

94,427 

367,268 

534^06 

1X4,101 

311.934 

3.771 

328,839 

33.900 

54.849 


14.406 


55.280 


58^MO 


*  Foriiz  months  only.         t  Retired  from  business. 


k  Merged  with  Ins.  Co.  of  State  of  Pennaylwni*. 
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COMPARATIVE  EXHIBIT  OF  FIRE  INSURANCE  PREMIUMS-Con*i««^d. 


NAME  AND  LOCATION 
OF  COMPANY. 

Automobile  Business. 

iEtna,  Hartford 

Afliance^  London 

Alliance,  PhOaddphia 

American  &  Foreign,  N.  Y. . . 

Aatomobiie,  Hartford 

Boston,  Boston '. 

British  k  Foreign  Mar.,  Liv . . 

Columbia,  Jersey  Qty 

Federal.  JersQr  City 

Firemans  Fund,  San  Fran 

lodemnity  Mut.Mar.,  London 
Insurance  Co.  of  N.  A.,  Phila . 

Maonheini,  Mannheim 

Marine  Insurance  Co.,  Lon. . . 
Maryland  Motor  Car,  Bait. . . 

Maffiachusetts^  Boston 

Nord-Deutsche,  Germany. . . 

Ocean  Marine,  Liverpool 

Proy.Waahington,  Providence 
Reliance  Marine,  Liverpool . . 


NAME  AND  LOCATION 
OF  COMPANY. 


AUTOHOBILB  BUBINKSS-Con. 

Royal  Exchange,  London 

Sea,  Liverpool 

Union  Marine,  Liverpool 

U.  S.  Lloyds  N.  Y 

Total  New  York  SUte  Cos . 
Total  Cos.  of  Other  States. 
Total  Foreign  Companies 
Total  Automobile  Business 

Aggregates  19x4  and  1913. . 


Aggregate, 


19x2. 
19XX. 
19x0. 
1909. 
1908. 
1907. 
1906. 

190S 


1914. 


$ 

2,092 
996 
722 

5,936 


5,820,376 

6,653,426 

5,743,21a 

67.875 


X  8, 284,889 


iflri3- 


$ 

5,335 
1,970 
1,059 
8,X96 


6,671,742 

6,455ii22 

5,942»56i 

76,871 


19,147,294 
19,717,885 

18,797.738 
20,085,861 
18,776,8x6 
17,901,078 

19,455.514 
17,522,702 
15,829,992 


*  For  six  months  only. 


Fire  Insurance  in  California  for  Thirty  Years. 

Below  will  be  found  a  tabulation  showing  the  premiums  received,  losses  incurred, 
estimated  expenses  and  approximate  trade  profits  of  the  stock  fire  insurance  companies 
(in  the  aggregate)  on  their  California  business  in  each  of  die  last  thirty  years: 


I9^. 

1913. 
1912. 

191 X. 
I9I0. 

1909. 

1906. 

1907- 

X906. 

1905 . 

1904. 
1903- 

1900. 
I90I. 
1900. 


X897. 
1895. 

i«95. 

1593- 
1892. 

1S91. 

1890. 

im. 

1187. 
x886. 
1885. 


Ybar. 


Totala,  50  years 


Premiums 
Received. 


$ 
16,965,378 
15,938,652 
x6.008.2z  I 
16,048,108 

i5.3i5.77a 

15.165,838 
14.537.608 
16.108.837 
13,728,05a 
10.328,591 

8,252,070 

7.339.984 
7,522,402 

5.795.506 

5,422,977 
6.653,363 
4,767,019 
3.817,317 

4,704,584 

6.336.735 

6,780,453 

6,975.185 
6,721,488 

6.303.324 

6,158.755 
6,087,04a 

6,383,731 
5,185.779 
4,541.968 

•75.347,358 


Losses 
Incurred. 


$ 

6.668.350 

6,563,i 
5.388,< 
4.722.012 

4.877.337 

4,820,091 
4.534.808 
3,368,899 
175,110,480 
4,018,266 

3.722.983 
4,3i6,76d 
a,8o5.oo8 
2.387,171 
2,430,342 

2,624,532 
3.578,178 

3.637,707 

3.645,: 

3,850,( 

3.815,67a 
3.667.160 
3,715,890 
3,433,383 
3.753.396 

2.572,002 

3.049.431 
a.417,092 

3.654,371 
3,033,215 


Ratio  of 

Losses  to 

Premiums. 


% 
4Z.0 
41.2 

33-7 
39.4 

31-8 

31.8 
31.3 
20.9 

1.375.3 
38.9 

36.6 

53.3 
38.2 

31-7 
41.9 

48.2 

53-7 
55-3 
69.2 
60.6 

44.4 
393 
38.9 
36.2 

43-6 

40.8 
51.8 

37-9 
51.3 

44.7 


27^,182.592    i      100.3 


Expenses,  Esti- 
mated At  68f$ 
Per  Cent  of 
Premiums. 


$ 
5.421.793 

5.309,55« 
5.336.070 

5.349.369 
5.105.357 

5.055.379 
4,845,869 

5.369.613 

4.576,017 

3,442,864 

3.387  8T3 
3,750,892 
2,446,601 
3.507.467 
1.931.835 

1,807.496 
2,217,788 
1.589.006 

1.373.439 
1,568.194 

9,1x2,245 
2.260,151 
3,325,062 
3.240,496 
a,  101, 108 

3,053.918 
3,009.014 
a.  137.907 
1,7518,591 
1.513.756 

91.78a.4s3 


Approximate 
Trade  Profits. 


i 

4.175.235 
4.055.605 

5.383.473 

5.976,737 
5.333.188 

5.990,468 

5.156.931 

7.370.336 

■165.958.3^5 

3,867.461 

3.052,644 
1,185,020 
3.088.315 
2,627,764 

1.433.439 

990.319 
857.397 
540,306 

—100,519 
385.718 

1,408,818 
1.853.143 

1.934.303 
3,047.610 
1,448,820 

1.533.83s 
1.008.597 

1.838,722 

Soa.Sio 
994.397 


,617,687 
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FIRE  PREMIUMS  RECEIVED  IN  1914  IN  VARIOUS  CITIE& 


Fire  Premiums  Received 

Below  will  be  found  the  premium  rcceipta  of  the  tetpecUfC  fire  innlraiice  oompuiiet  in  1914  in  tfae 
(as  in  Brooklyn)  tlie  figuret  gi-vea  repreient  only  tlie  preminmi  reoeired  in  tlic  diatrict  covered  ky 
limits  of  the  borough.  


NAME  AND  LOCATION 
OF  COMPANY. 


Aachen  Munich,  Aix-IspChapeUe 

Abington  Mutual,  Abbgton 

iEtna,  Hartford 

Atna,  A.  &  L.  Hartfoid 

Ajracultuxsl,  Waterto wn 

Alkchfliiy  fiffiictwTiteii,  Kttsb^ 

ADemannia,  Pittsburg 

AOUmce,  Philadelphia 

American,  Newaiit 

American  Central.  St.  Louis 

American  Dninists.  Cmdnnati 

American  Uoy^  New  York 

Anchor,  Dcs  Monies 

Angfc>-Ameriran,  Chicago 

Aricona,  Phoenix 

Ariiwright,  Boston 

AriiDgton,  WasUnjSton .  .••■••  —  "A:  *  *  * 
Assurance  Co.  of  America,  New  YoA ... 
AtUtt.  London 

Bankets  and  Merchants,  MhmeapoUs. . . 
Ben  Frankhn  Underwriten,  Pittsburg . . . 

Btfkshixe,  Pittsfield 

Birmmgham,  Pittsburg 

Blackstone,  Providence 

Boston,  Boston 

British- America,  Toronto 

British  and  Federal  Underwriters 

British  Underwriteri.  Hartford 

Buffalo  Commercial,  Buffalo 

Buffalo  German,  Buffalo.... 

Caledonian-American,  New  zora 

Caledonian.  Edinburgh 

California,  San  Franasce 

Cahuiet,  Chicago. 

Cambridge  Mutaal,  Andover 

Camden,  Camden 

Capital.  CoDOord 

Capital,  Sacramento •  • 

Central  Manufactaren.  Van  Wert 

Central  NationsL  Chicsfo 

Central  Union.  Unas  City 

Century, Edmburgh •":"'\- 

Chkcnmati  Underwriteri,  Cmcmnati 

Qtisens,  Baltimore 

Citisens  Mutual.  Boston 

atisens.  St. Louis.;,. . ...- 

aty  of  New  York,  New  York 

aty, PittsbuTK... . .   '■";•': 

Cleveland  National,  Qeveland 

Colonial,  New  York 

Colonial  Underwriteri.  Hartford 

Columbian,  IndLanapolis 

Columbian  National.  Detnit 

Commerce,  Albamr 

Commercial.  Washington 

Commercial  Union,  Londim 

Commeraal  Union,  New  York 

Commonwealth,  Dallas. 

Commonwealth,  New  York 

Concordia,  Milwaukee 

Connecticut,  Hartford. 

Continental,  New  York 

Cotton  and  Woolen  Mfg.  Mutual.  Boston 

County,  Phfladelphia  •  •  •  •     •  i;  • ;  • 

Delaware  Underwriten.  New  York 

Detroit  F.  and  M.,  Detroit 

Detroit  National,  Detroit 

Dixie,  Greensboro ..  .^. 

IMbuque  F.  snd  M.,  Dubuque 


Boston, 
Mass. 


I 

1,682 

188,662 

tl9,910 

66,297 

14,892 

*  6,7i2 
17,204 
29,466 

60,301 

18,946 


18,466 
4.678 
6.639 

44.641 


9,999 
6,204 

■  1,714 
73,604 
19,272 


•1,860 

17.040 

7,762 

86,861 


99,419 
26.993 
14,239 

*  2,627 


9.828 

*  7,524 

1,686 

36.566 

18,837 


9,673 
10,120 


9,113 

68,861 
11,487 

60,673 

17,281 

48,362 

77,928 

150 

15,952 

9.308 

18,796 

5.170 

6,917 

11,500 


BaOOKLYN, 

N.Y. 


$ 

27,478 

•  •«••• 

107,426 

•  ••••« 

28,846 
17.628 

'  8,684 

7,180 

42,608 

41,077 
2,674 
4,426 


6,287 

'  '^485 

7.949 

32,216 


84 


34.862 
26,424 


*1.620 

25,866 
5.419 

82,680 
*308 


29,369 
15.342 

"429 

.9,118 

16,175 

25,048 

4,704 

39,663 

23.784 

•l",i49 


2,816 
7.168 

68.530 
10.962 

■  •■■•• 

26,006 

24,650 

69,966 

121,368 

14,279 
83.771 
8.044 
2.886 
9.712 
4.704 


Chicago, 

lLL.t 


$ 

68,814 

296,606 

•  ■  •  t  •  • 

104,821 

89,668 

2,749 

26,462 

19,760 

184.668 

70,676 

13,966 

8,369 


9,664 
106,448 


11,443 

'  8,968 

89 

78,640 

62,636 

•  •••■■ 

36,582 


80,489 
91,573 
17.268 
89,618 

'  9.784 


22.764 
20.771 
13.467 


24,299 
3,298 


22,877 
12.786 

188,076 

42.661 

7.079 

37.397 

60.468 

108.732 

164,612 

8.680 

28.887 

42.096 

'n,646 
38,421 


Kansas 

City. 

Mo. 


18,106 
22^298 

'  Mis 


24^007 

19,676 

219 

1,248 


381 
10.286 


6,0M 
8,954 


16,610 
21,246 

13,845 


8,612 
2,786 

2.ie5 

S16 


3,651 

Vo^iai 

8,299 

'  1,723 

3,749 

8.148 

14,458 

*  *    *   •   »   • 

11.167 


*  Six  montlis  only,    f  Sprinkler  Icak^ce. 
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IN  1914  IN  Various  Cities. 

dliei  BAmed,  mainly   as  reported  to  State  Inanraaoe  department!  or  to  fire  patrola.    In       

Ike  fire  patrol  or  lalvage  eorpa,  and  do  not  include  all  tke  prendnmi  reeelTed  witUn  tke  geograpUeal 


MiLWAinCBB, 

Wb. 


I 

13,622 

•  •    •   •   •    a 

24.786 
8,334 

4,002 

•  •■■■« 

24.704 
32,457 


8,363 


671 
14,600 


16,534 
0,547 


5,886 

■  ••«*• 

13,407 


4,144 


1,183 


5,307 
6,278 

"l,342 

338 

"528 
1,564 
5,244 

•  ••••• 

20.000 
7,711 

•  ••««• 

22,066 

66,502 
16^102 
27,06« 

8.764 

'l0^i47 

"7,860 


MniNK- 
Avoua. 
Monr. 


18.148 

■  ••«»• 

41,530 

•  ««••• 

37,545 

•  ••••• 

24.122 

27,287 
2.140 
8,638 

"iii 


2,168 
5,276 

8,806 


36,612 
7,874 


0,351 
41 637 


16,067 
"074 


7.460 


1,176 

"*808 
4,301 
7,236 

•  •••«• 

21,832 
4,863 

37,016 

12,666 
12,772 
32,131 

'  5,606 

12,860 

6.672 

1,762 

Vd,728 


NSWABK. 

N.J. 


27,334 

'  0,061 
8.040 

•  ••••• 

6,270 

3.025 

78,063 

4.445 

675 
1.038 

""ii 

"'i64 

726 

10,506 


11,041 
6,760 

"2*870 
'l25 

5,087 

5,450 

12,718 


14.001 
670 


2,306 
2,062 

*  2,020 

3.302 
1,048 

"'878 


3,240 

'  i,6oi 

4,268 

18 

10,058 

4,587 

■  ••••• 

;i.83i 

11,163 
12,038 
32,675 

'  '2,808 

62,568 

4,808 

1,585 

"'373 


OELraiA. 

Pa. 


8 

20,837 

06,311 

81,662 
10,260 

18,807 
22,511 
46,214 

45,440 
6,701 

"•006 

"2,264 

'  '2,126 
10,678 
44,842 


5,072 

700 

6,261 

2,272 

45,788 

24,018 


12,805 

7,886 

81,458 


56.000 
7,020 

'  '6.168 


12,300 

'  '5,800 

'21,000 

31.406 

1,064 

7,863 

6,852 
6.286 

*  '4,058 
7,088 
1,758 

70,177 
8.670 

•  ■•>•■ 

30.630 

21.803 
36,243 
03,666 

•  ••«*• 

17.085 
7,282 

13,713 
5,707 
6.482 
7.026 


Sam 

lurcn 

Cal 


103,466 

•  ■•••• 

27,442 


16,680 
25,507 

28,808 


613 


46,006 


6,831 
13,402 
25,351 


10.566 
86,830 


4,042 
'5,426 


5,315 


245 
16,007 


10,615 

6^860 

*  '2,700 

62.760 

4.025 


6,800 
50,064 
81,241 

2,640 


4.044 

•  ••••• 

18,678 


St.  Loun, 
Mo. 


13.767 
72,131 
18,670 

•  ••••• 

20,600 

80,040 

660 

2.718 


3,328 
16,200 


0,107 
17,483 


84.176 
10,004 

6,623 


26,383 
6.204 

'  '3,480 

3,218 


0.600 

•  ••••• 

30.278 
6,226 

16,146 

16,120 
15.131 
41,087 

'  0,646 


24.170 


St.  Paul, 


6,( 

•  ••••« 

17,716 

•  ••••• 

10.681 

•  ••■*• 

16,702 

6.707 

780 

2,205 


306 

6,447 

304 


20,770 
4.118 


6,364 

•  «  •  •  • 

3,568 


7,581 
"427 


6.003 


686 

"580 
2,474 


12,041 
2,752 

'  '4.363 

083 

8.486 

12.682 

'  '1,736 

'  '7,86i 
606 

■  «•••• 

18,000 


lYtat  tadiog  Jane  30.  1014. 
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FIRE  PREMIUMS  RECEIVED 


DuqDMU  Uiid<iiinitci„ , 

EHtsni  UDderwriEsi,  CuDda. . . 
EqulUblc  F.  uil,M.,  Frovidoir 


FadB*!, 


mC^.., 


NewYoik 

i«»aty 

CUan 

-,  --. ,N«wVoik 

FUdily  Undswiiun,  Nor  York... 
Fd«  AModltioa,  Fhiluic^ihii 


FiroMo'i,  WuhiBstai. . . 
'^^  NmtbmJ,  Wuhioctc 
"    i.Fitdibnn 


Gcnnui,  WhccUnB 

CJODUn-Aiiiencu,  fiiltiman:. 
Gcniu-Arannii.  Nn  York. 
CrnnM-Ainfritan,  Piiuburg., 


Globe  Undcrwrilm.  New  Yoit 

CnnlU  StUe.  Poiumouth 

CnJn  DmJdi  Nuioul,  IsdnuDtJb, 

Gnat  Souihon.  Loufairilk 

CiMl  WstBD  Lbqrila,  N(*  Yoik . . . 
-    "-■  -niun,  New  York.. 
a,  Hunbuii 


Indiuu  Luubvnnui^i  MutiMil,  lndiuicpolk. . 

iDdividul  Uuhmiun.  St.  Louii 

IndiiMibl  UunuL  BoiUB. . . 


lotonMlaul,  Di , 

lowi  SUl^toknk 

lowB  UadcrwriEen,  DDbuquc- .  -  - 
K91I0BC  Mutiul,  FhOidelpUt . . . 


Knatoie  Uadoiwritai,  Philuldlillh..,. 

KnJckerbocka.  New  Yoifc 

Liw,  UnioD  &  Rock.  Lwloii 

UbcoIb,  Chuubcnbvif...... .......... 

Livcfpool,  LondDD  ft  fllabt^  Liverpool . . 
" il,Uod(akGlob«.NewYwk.. 


iS^^Lim 


■iNewYirk',"::"::::;;; 


M,7JT 
tl.HO 

T>,m 

1«.lt4 

U',24T 


11,114 

15,7X0 


71,718 
1,SU 

Sl.lU 


"ijs 

"mio 

■  »,M7 

S,M7 

l,fl2J 

8.1M 

■   ■«« 

■!:S! 

llllOJ 

s 

S 

s 

"iiia 
■V,«7 

1,428 

ASi 

3,m 

■'iii 

Sl.tlS 

11:137 

■"*iB 

Sffi 

4,>H 

17.M1 

»',3ii 

'f£ 

10,4» 

lTS,4|g 

»,«. 
S 

SW,M1 
91,1a 

77.7as 

iM.nt 

■  S,iM 

"i;ii« 

■  1,718 
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IN  VARIOUS  CniES-^onHnued, 

JIlLWAUEEX, 

Wis. 

MiMin- 

APOUS. 

Moor. 

NSWARK, 
N.J. 

Pbila- 
Pa. 

San 

FRANCI8G0. 

Cal. 

St.Loois. 
Mo. 

St.  Paul, 
Minn. 

1 
6^220 

$ 

*  1,288 

$ 

*  '6,840 

8 
7,079 
6.988 

24,856 

8 

'  '7,814 

8 

•  ••■•■ 

12,012 

706 

3.645 

11.551 

59.370 

•  ••••• 

27.657 

8 

■3,878 

'"843 
33.420 

'30,198 

5,701 

•  »•••• 

28.097 
'38.168 

'  2,586 

■  «•••• 

•  «•••• 

13.972 
13.988 
11,440 

■  ««••• 

6.599 

•  «••«■ 

54,799 

42,280 

166,755 

'  '4,660 

■  ■•••• 

60,618 

6.618 

11,740 
12,859 

16.501 
15,567 

18.251 
'35.2i6 

11.411 

69,725 
6,488 

49.424 

6,479 

78,477 

97,354 

•  •>••• 

84,255 
1,226 

34,261 
'29,511 

13,055 
"iV.OM 

•  •  •  •  •  • 

7,555 
3.736 
4.717 

'"269 
6,541 
6,297 
4.769 

'  '2.254 

■  "7.877 
5.035 

«•••■■ 

41,282 

21,840 

9.596 

'  '3.623 

•  •••«• 

19.032 
'  '6.139 

•  ■•••■ 

10,332 

716 

7,029 

9.078 

*  '4,164 
4,661 
7,164 

4.096 

707 

25,889 

•  •  *  •    •  « 

53,337 
4,267 

32.501 
8,047 
6.272 

19,285 

'  "5.246 
6.816 

'46,965 

•  ••••• 

28.884 

13.379 

8,183 

24,998 

2,546 
111 

'  1.264 
77.411 
3,118 
37,770 
603 
23,696 
35,730 

14,154 
7.062 
81.887 
9,923 
95.293 
15,612 
39,936 
71,263 
88,790 
22,431 

980 

•  «•••« 
■  ■  •  ■  •  • 

rfr,227 
3.617 
11.475 
19,821 
16.835 
39,893 

24.733 
'  3.6l6 
68.208 

•  •■>•■ 

19,242 

18,704 

7.998 

19.463 

■  1,742 
13,492 

•  •••■• 

38.015 

•  ••■•■ 

89,054 
3.861 
4,816 
4,926 

•  ■  •  «    •  • 

2,927 

*  '2",6i6 

17,778 
8,681 

1.017 

'  '4,997 

•  ■•••• 

'  5,913 

"1*656 
12,375 

*'*644 

6,109 

15,898 

"255 

'46.868 
2.480 

18,869 

"•217 

"  '5.979 
1.208 

. .  •  • .  • 

■  1,122 
'l'9',276 

'  "i.wi 
■  ini 

18.501 
71.192 
50,184 

26,804 
61.395 
83,124 

19,482 
84.915 
63,008 

53,902 
117,310 
159,281 

12.037 
144.565 
328,750 

11.116 

24.479 

148,313 

99,889 

13.518 
30,630 
31,716 

■  ••••» 

'  6,01  i 
1,349 

'    *88i 

'  '6.594 
2,749 

'l'9,475 
3.019 
3,225 

«>■••■ 

23,495 
7,969 

'  '4,266 

*  *3",166 

145 

3.293 

1,181 

341 

26,106 
12,749 

'37.876 
28,546 

•  ••>>• 

17,791 
3,463 

'  '1,744 

151,097 

55,152 

26,198 

'73,881 
13,340 

'  '3,869 

•  ••■•■ 

51,461 
9,876 

"*785 

10,935 
15.222 

'  '3,459 

'  '6,573 

'  '4,247 

11,181 

410 

23.805 

•57 

220,644 

28,236 

■  ••••• 

16,031 

'  izii 

20,751 
2.374 

•  ■>••• 

35,723 
4,496 

•  •  •  •  •  • 

86,067 
3,845 

272,888 

•  •«••• 

119,070 
16,698 

•  ••"•• 

16,658 
1,305 

•  ••••• 

10.384 

'  9.i2i 

•  «■••• 

10,589 

'87,435 

95.142 

'2'l'.634 

8.088 

'44.069 

31.033 

'  '6,686 

•  ■»••■ 

52,265 

•  •■••• 

68.143 

17.057 

•  ■•••« 

10,906 

"  *  i82 
6.706 

14,785 

4,258 

•814 

"6.758 

*  'l",697 

■■'62 
304 
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FIRE  PREUIUUS  RECEIVED 


NAUE  AND  LOCATION 
OF  COMPANY. 

BogtOH, 

Masi. 

'T?"- 

'^^ST' 

S:- 

•■!:!S 

i 

B.lTt 

.S!! 

iii 

u',»i 

"iiM 
M-OIT 

V7;i» 

■s,«oJ 

M,0!0 

Tsm 

17,«0 

Sffi 

li 

■SI! 

tl,5M 

'"■r. 

1»,M4 

■,!:!!! 
,!:!S 

■ll,M« 

.Si! 
■a 

■  T.«j 

it.m 

7b[;3t 

I'lV.iM 

'Sins 

T3.UE 

Sffi 

IS.Ut 

ii 

14,01J 

S!S 

11,«U 

is,ut 

'"•M 

ii;«io 

1 

'M»i 

"iiii 

».1M 
»,471 

1 

n.7M 

IS.OIB 

iV,8M 

II 

M.OOT 

'tJli 

lV0,8« 
1«,441 

SS! 

'it 

SLSSO 

ss.sn 

W.1H 
49.0»S 

Sis 

U,U7 

"iiii 

7S,1)1 
18.1S8 

'..». 

S'i'"^t'^'T\i--;"''-'-'-'-'"''--- 

MM 

Sf-.E'i'S'SiiSrili.^.;:::::::::::: 

5.SU 
11,311 

sSks'5^=^''------- 

7.«» 

"m 

■  ■■■■ 

•fSS 

"isii 

11.3TS 

New»rt.  Newuk 

!!""Si-S;"feS=li;::::::;::::::: 

iSSMr^"'"""-:::-: 

M-SH 

iSSSIiSSfei-:::::::::::::::::::;:: 
gSllSS.~S,S?::;;;::::::::;::::::::: 

s.8oa 

lt.OM 
11.3M 

f^SR 

U.M1 
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IN  VARIOUS  CinES-CanHnued. 

MliWAUXEB, 

Wis. 

MiMNK- 

APOUS. 

Mom. 

NXWAIX. 

N.J. 

Pbila- 

DXLPKU. 

Pa. 

San 

FsANcnco, 

Cal. 

St.  Loon, 
Mo. 

St.  Paul, 
Minn. 

3,188 

1 

1 

8 

30.087 
4,397 

8 

1 

'V,269 

8 

•  «  ■  «  «  ■ 

3.235 
3,185 
4,863 

*  5,072 

14.586 

6,924 

'  7,i96 
8.559 

11,669 
1,414 

•  ■•■•« 

25,835 

•  ■■••■ 

13,444 
55,765 
11.643 
15.593 

5,938 
747 

'  '9,242 

•   •!••• 

8.190 
11,936 

■  ■«•■■ 

22,492 
7.833 

10,955 
9.125 

14.544 

•  •■••• 
•"•••" 

'  '4.665 

10.879 

1,895 

"5,289 

'  '4.548 

*  1,448 

"   "24 

12,i20 

16.863 

140 

'  V.oii 

9,565 
797 

■  «  ■  •       • 

533 

'  '3.297 

13.602 

•5,148 

628 

■  '6,678 
10,540 

'  *1*,662 
7,237 
8,527 

'  '5.i82 

2.235 

130 

2,234 
97.670 

'  '3,680 

2,324 
21.095 

18,877 
961 

2,997 
5,873 
2.096 

'  3,674 

9,592 
19,159 
11,908 

7.787 

""94 

•  ••••• 

28,985 
23,936 

271 
16,048 

'  '4'.95i 
391 

'  6.944 

35.634 

1,241 

11,936 
34,963 

'  9,484 
45,095 

'22,414 

125,277 

1,469 

•  •«••• 

62,284 
78,067 

15,i26 

87,727 

138 

•  ••••« 

13,349> 
19,583. 

'  V.722 

•  •  •  •  i  • 

2.726 

*668 
1,410 
4,399 

•1,562 
20,699 

"•m 

'  '6,634 

■  •  *  «  •  fc 

3,99& 

•  ■■■•» 

'  Moi 

9,124 
8,674 

'  2,407 

•  «••>« 

19,859 
8,601 
6.652 

"8,6i8 

ia248 

71 

48,850 

*  5,346 

'21,299 

14,895 

81,580 

2.239 

7.594 

91,722 

22,739 

6,433 

19.002 

27.973 
24.840 
18.990 

'"884 

'  '4,689 
2,207 
2,838 

'  '4,461 

30,184 
5.930 

30,322 
'  4.264 

18,114 

2.511 

17,520 

22,710 

44,996 

'  '9,663 
84.477 

30.769 
14,003 
41,885 
20,677 

15,510 

8,960 
*  '2,676 

23,602 

32,340 

7.064 

15.768 

33,934 

3,506 

'  5,658 
54,117 
13.617 
13,873 

'  '6.364 
31,607 
58,878 
24,154 

106,487 

6,270 

39.945 

39,881 

■  «■■«■ 

36,295 

47,862 

6,243 

'  *7,4i9 

10,560 

406 

18,076 

8,788 

11,048 

26,791 
13,876 
18,975 

26.421 

3,687 

19.032 

66,571 
19,226 
30,871 

98,731 
3,668 

26,838 
4,993 
6,507 

38,246 

65,546 

10.931 

6.719 

11,072 
3,408 
1,500 

'  *8,i56 
67,540 

38.113 
57,393 

'  '4.362 

22,651 

«■■••• 

61,997 

*  '4,i72 
21,468 

'i5,e66 

6,485 
16,359 

5,017 
11,825 

'17,761 
40,511 

22,643 
3.894 

'  *8'.24i 

16,173 

1,590 

'  1,733 
7.339 

8,383 

'4,ii4 
10.600 

17,401 

'  2,746 

443 

13,761 

'  '5,766 

7,548 

'8,897 
2,556 
3,302 

10,178 

13.331 

13.589 

25.884 

6,162 

40.775 

21,826 

5,967 

22,506 

*  'l*,422 
8,145 

15,283 
1,893 

23,409 

'"252 

3,501 

14,783 

"iiii ' 

"'i87 
757 

'  '2',i28 

'  '8,685 

"'766 

"iii 

89 

23.021 
2.150 

10,477 
9,481 

14,806 
2,737 

128,825 

24,179 

8,158 

25,512 
5,230 

22,006 

4,937 

4,500 

•  Six  months  only. 
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FIRE  PREMIUMS  RECEIVED  IN  1914  IN  VARIOUS  CITIES. 


FIRE  PREMIUMS  RECEIVED 


NAME  AND  LOCATION 
OF  COMPANY. 


Philadelphia  Manufacturen.  Phfladdphia 

Philadelphia  Underwriten,  Philadelphia 

Pheniz,  Paris 

Phoenix,  Hartford 

Phoenix,  London 

Pittsbuig,  Pittabun 

Pittsbuiv  Underwnten,  Pittsbuig 

Potomac,  Washington 

Providence  Mutual,  Providence 

Providence  Washington,  Providence 

Prudential,  Manchester 

Prussian  National,  Stettin 

Queen,  New  York 

Quincy,  Quincy 

Reliance,  Philadelphia 

Republic  Underwriters,  Dallas 

Retail  Hardware,  Minneapolis 

Rhode  Island,  Providence 

Richmond,  New  YoA 

Rochester  German  Underwriters,  Rochester 

Royal,  Liverpool 

Rmral  Exchange,  London 

Rubber  Manufacturers  Mutual,  Boston 

Seneca,  Buffalo 

Salem,  Salem 

Scottish  Union  &  National,  Edinburgh 

Security,  Davenport 

Securi^,  New  Haven 

Southern  Sutes,  Philadelphia 

Springfield  F.  and  M.,  Springfield 

Standard,  Hartford 

Standard,  Trenton 

St.  Paul  F.  and  M.,  St.  Paul 

State,  Liverpool 

Sterling,  Indianapolis 

Stuyvesant,  New  York 

Sun,  London 

Sun  Underwriters,  London 

Svea,  Gothenburg 

Teutonia,  Dayton 

Teutonia,  Pittsburg 

Twin  City,  Minneapolis 

Union,  Buffalo 

Union,  London 

Union,  Paris 

Union,  Pittsbur;; 

Union  Underwnters,  New  YoA 

United  American,  Milwaukee 

UnitedDruggists,  Boston 

United  Firemen's,  Philaddphia 

Um'ted  Sutes,  New  York 

United  Sutes  Casualty,  New  York 

United  States  Underwriters,  New  York 

Underwriters,  Concord 

Underwriters^  State  of  Pennsylvania,  New  York. 

Urbaine,  Pans 

Virginia  F.  and  M.,  Richmond 

Vulcan,  New  Yoric 

Vulcan,  Oakland 

Westchester  New  York 

Western,  Pittsburg 

Western,  Toronto 

What  Cheer,  Providence 

Williamsbun  Qty,  Brooklyn 

Worcester,  Worcester 

Yorkshire.  Yoric 

Total  premiums,  1914 

Total  insurance  loss,  1914a 

Total  property  loss,  1914a 


BOSTOK, 

Mass. 


36,849 
11,608 
64,229 
66,252 
4,871 

*  2,789 

1,306 

48.658 


15.S43 
73,287 
11,285 
14,674 


36,241 

4,070 

34.768 

175,710 

81,030 

160 

'  2,329 
58,740 

26,261 

78,i62 

5,612 

7,621 

84.946 

7,978 


75,565 

5,211 

15,999 


6,659 


14,349 
10,781 


1,975 
13,v72 

11.390 


10,179 
21,074 
13,066 


59,080 


29.943 

23.753 

3,804 

36.457 


4.955.534 


2.893.579 


3,044.627 


BmOOKLYN, 

N.  Y. 


11,187 

35,403 

60.089 

4,485 


22,326 


29,163 
35,642 

I8.676 


23.016 
9.046 


178,217 
28.704 

"*824 

•29 

67,694 

87,222 

19,486 

13.190 
9,322 

18.916 
3,291 
7.429 

13.846 

62,987 

11,517 


25.320 

'  4,628 

11.729 

7,435 


10.291 
20,646 


8,626 

20,634 

7,626 

1.208 

84,812 

16,640 
25,587 

■  «•••• 

63,400 
'  9,629 


4.881.416 


2,435,027 


t2,864.446 


CmcAoo, 

lLL.t 


I 

2.496 
28,850 
22.881 
136.147 
128,795 
16,041 
82,336 


63,339 


88,027 
171,242 

•  ••••■ 

69,689 


29.165 

10.734 

106.260 

433.146 

87.024 

3.695 


119.492 

6.815 

87.302 

206.685 


80,005 
9.849 
24.536 
45,708 
38,769 

58,795 
8.900 

23,722 

*  y.iii 

26,395 
3.148 
4.142 
2.988 

•2,739 

•       ■  •  ■  ■ 

19J00 
19,602 
'l2,8i3 


23,906 
40,738 


106,414 

30,826 

61.133 

4,008 

63,194 

4is,246 


:  10,390.210 


6.572,768 


6.018,589 


Kamsai 

CiTT, 

Mo. 


3,648 
13.311 
12,229 


13.776 


16.847 
8.408 

"7.193 

"iw 

6.315 


43,564 
19.816 


19.859 

'  "8.647 

'16,851 

6.854 

'  6.278 
1.351 

16.591 
17.010 

'  '5.69i 


4.092 


2.339 

'  4.544 

12^685 

7.184 
V2.763 
*  6.966 


1.28C.40I 


869.677 


969.179 


•  For  six  months  only,    t  Committee  on  sUtbtics  of  National  Board  of  Fire  Underwriten  gives  for  Boroughs  of 
reported  by  committee  on  sUtistics  of  the  National  Board  of  Fire  Underwriten. 
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IN  VARIOUS  CITIES— C<ml»»f««rf. 


IClLWAUKVB, 

Wis. 

Mnmx- 

AFOU8, 
MlMN. 

NXWAKK, 

N.J. 

Pbiia- 

DKLPHXA, 

Pa. 

San 

FiAMaaco, 

Cal. 

St.  Louis, 
Mo. 

St.  Paul, 
Minn. 

8 

"424 
71.351 
19,826 

2,107 

22.623 

8 

'  2.593 
30.718 
48,213 

17,050 

8 

13,956 

1,701 

17,811 

81,658 

'*272 
*  5,997 

8 

81.253 

38,878 

7.962 

59,222 

84,008 

12,627 

30,746 

2,063 

0.647 

4,881 

8 

67,400 
79.454 

21,522 

8 

2,878 
43.660 
43.766 

■    •     •     a     •     • 

24.393 

8 

"1.531 
15.557 
16.140 

'  '6,468 

•  ■•••■ 

23,172 
36,722 

•  ■•••• 

18,674 
19,725 

4,802 

2,827 

18.248 

26,586 
56,166 

•  •■••• 

28.702 
49,972 

•  «•••• 

21.086 
67,172 

'  '5,522 

^,790 
4,898 

3,646 

'  3.025 
4,747 

*  iiii 

'  '5,865 

55 

18.367 

•     •     a     ■     •    ■ 

19,055 

■  •■••• 

17,490 

'  '8.686 
15.465 

'  '7,986 

'l'6.494 

"*i27 
5,545 

'  '8.367 

'  1,228 
2.295 

41.710 

•  ••■•« 

12.016 

48,193 
12,806 

29,902 
4,600 

88.111 
6,981 

208,876 

28,393 

2,510 

141,968 

76.331 
12,569 

15.847 
3.701 

•    a    •    ■     V     • 

23.103 

2,884 

12,947 

31,960 
'l2,5i8 

•  ••••• 

12,573 
"6.ii2 

69,821 
80,418 

•  ••■•• 

43,721 

•  ••••• 

22,602 

•  •••«* 

86,849 
'  '9,645 

10.864 

•  •■«■■ 

13,782 

29.784 

•  ■•••• 

25.719 

■  ••■•■ 

29,811 

795 
59,206 

•  •••■• 

80,999 

•  ••••• 

71.815 

15,677 

6,427 

•  •*••• 

10,755 
5,918 
6,373 

•  ••••• 

30,745 

•  •  •  ■  •  • 

8,596 

4,527 

118,352 

1.474 

3.840 

6,847 

17,270 

30^721 

4,011 
9,344 
9.167 

288 
1.746 

849 

25,887 

9.866 

6.478 

11,527 
14,767 
26.243 
10,597 
14,638 
8,059 
41,109 

15.651 
3,014 

88,018 

3,881 

7,186 

11,108 

54,095 

•  ••■•• 

18,624 

10.348 

•  •••■• 

74.975 
1.536 

'  *3.328 
44.867 

13.203 

1,341 

•  ■«••• 

80.656 
334 

1,851 
469 

9.960 

'  *3.883 

518 
21,166 

•  ••••■ 

14,059 

1,630 

20.379 
"  *  i^O 

*  2.765 

8,348 

2,002 

455 

5,532 
3,149 

"ui 

3.693 

13,615 

5.420 

35,900 

■'7,661 

'  '1.408 

'  3,808 

'  4,482 

'34,338 

■     •     ■    •     •     a 

14,288 

2,214 

6,753 

5.630 

4.810 

ll"7i8 
3,885 

10,942 

8.217 

1.125 

1,816 
16,847 

3.95o 

•  ••••• 

25,856 

"2,876 

■  •*••• 

18,202 

•  ••••• 

11.373 

24,982 

2.433 

2,232 

37.989 

20.812 

11,061 

•     •     •    a     ■     a 

36.354 

"1,157 

•  >•••• 

13,343 

*  •    •    •     a     « 

13,410 

•  ••«■• 

25.961 

1.778 
10,510 

■  •  •  •  •  • 

33.734 

•68 
5,154 

15,249 

20,528 

■  29,822 

2.035 

36.233 

•  ■•••• 

83,549 
23.832 

23.410 

12,661 

"4.690 
'l'7,479 

6,375 

5.828 

19,817 

■  ■■■•■ 

19,387 

'  '8,555 

200,853 

1,964,240 

1.748,078 

5.917,882 

1.448,931 

2,800,684 

1,004,191 

749.981 

1,031.671 

1,166,210 

2,552.366 

797,172 

2,460.038 

701,011 

777,946 

1,086,225 

1,280,110 

2,791,130 

1,037.486 

2.900,522 

751,011 

BiooUya  and  Quaeai:    X  Ytu  Mduiff  June  30. 1914.    f  As  fcporud  bj  CUcago  Fin  Insunmco  Patrol,    a  Amount  as 
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STATE    INSURANCE    OFFICIALS. 


State  Officials  Having  Authority  in  Insurance 

Matters. 

Corrected  to  July  1,  1915. 


State. 


Name. 


Alabama 

Alaska 

Arizona 

Arkansas 

California 

Canal  Zone 

Colorado 

Connecticut 

Delaware 

District  of  Columbia. 

Florida 

Georgia 

Hawaii 

Idaho 

Illinois 

Indiana 

Iowa 

Kansas 

Kentucky 

Louisiana 

IMaine 

rMaiyland 

Jbfassacbusetts 

Michigan 

Minnesota 

Mississippi 

Missouri 

Montana 

Nebraska 

Nevada 

New  Hampshire 

New  Jersey 

New  Mexico 

New  York 

North  Carolina 

North  Dakota 

Ohio 

•Oklahoma 

•Oregon 

Pennsylvania 

Philippine  Islands. . . . 

Porto  Rico 

Rhode  Island 

'South  Carolina 

South  Dakota 

Tennessee 

Texas 

Utah 


Vermont . 


Virginia 

Washington.., 
West  Virginia. 
Wisconsin. . . . 
Wyoming 


Dominion  of  Canada. . 

AlberU 

British  Columbia 

Manitoba 

New  Brunswick 

Newfoundland 

Nova  Scotia 

Ontario 

Prince  Edward  Island. 

Quebec 

Saskatchewan 


John  Surifoy 

Chas.  E.  Davidson 

Cleveland  C.  Thompson 

M.  F.  Dickinson 

J.  E.  Phelps 

C.  A.  Mcllvaine 

E.  R.  Harper 

Burton  Mansfield 

Wm.  R.  McCabe 

Chas.  F.  Nesbit 

John  C.  Luning 

W.  A.  Wright 

C.  J.  McCarthy 

George  F.  Steele 

RufusM.  Potts 

D.  J.  Crittenberger 

Emory  H.  Engli^ 

Carey  J.  Wilson 

M.C.Clay 

Wm.  F.  Millsaps 

Erastus  J.  Carter 

W.  Mason  Shehan 

Frank  H.  Hardison 

John  T.  Winship 

S.  D.  Works 

T.M.Henry 

Chas.  G.  Revelle 

Wm.  Keating 

W.  B.  Eastham 

George  A.  Cole 

R.  J.  MerriU 

Geo.  M.  La  Monte 

Jacobo  Chavez 

Jesse  C.  Phillips 

James  R.  Young 

W.C.Taylor 

Frank  Taggart 

A.  L.  Welch 

Harvey  Wells 

Chas.  Johnson 

James  J.  Rafferty 

Allan  H.  Richardson. . . 

Charles  C.  Gray 

F.  H.  McMaster 

0.  K.  Stablein 

Wm.  F.  Dunbar 

John  S.  Patterson 

John  James 

SGuy  W.Bailey 

J  Walter  F.  Scott 

Joseph  Button 

H.O.  Fishback 

iohn  S.  Darst 
I.  J.  Clcary 

R.B.Forsyth 


Address. 


Title. 


Montgomery. . . 

Juneau 

Phcenix 

Little  Rock 

San  Francisco. . 

Ancon 

Denver 

Hartford 

Dover 

Washington. . . . 

Tallahassee 

Atknta 

Honolulu 

Boise  City 

Springfield 

Indianapolis. . . 

Des  Moines 

Topeka 

Frankfort 

Baton  Rouge. . . 

Augusta 

Baltimore 

Boston 

Lansing 

St.  Paul 

Jackson 

Jefferson  City. . 

Helena 

Lincoln 

Carson  City. .  . 

Concord 

Trenton 

Santa  Fe 

Albany 

Raleigh 

Bismarck 

Columbus 

Oklahoma  City. 

Salem 

Harrisburg. . . . 

Manila 

San  Juan 

Providence 

Columbia 

Pierre 

Nashville 

Austin 

Salt  Lake  City. 
Essex  Junction. 

Montpelier 

Richmond 

Olympia 

Charleston 

Madison 

Cheyenne 


Next 

Session  of 
Legislature 


Insurance  Commissioner 

Secretary  of  Alaska 

Superintendent  of  Insurance. 
Aud.  of  State  &  Ins.  Com. . . 

Insurance  Commisatoner 

Executive  Secretary 

Asst.  Supt.  of  Insurance 

Insurance  Commissioner 

Insurance  Commissioner 

Superintendent  of  Insurance. 

State  Treasurer 

Insurance  Commissioner 

Insurance  Commissioner 

Insurance  Commissioner 

Superintendent  of  Insurance. 

Auditor  of  State 

Conmiissioner  of  Insurance. . 
Superintendent  of  Insurance. 

Insurance  Conmiissioner 

Secretary  of  State 

Insurance  Commissioner 

Insurance  Conmiissioner 

Commissioner  of  Insurance . . 
Commissioner  of  Insurance. . 
Commissioner  of  Insurance. . 
Commissioner  of  Insurance . . 
Superintendent  of  Insurance. 
Commissioner  of  Insurance. . 

Insurance  Commissioner 

State  Controller 

Insurance  Commissioner 

Insurance  Commissioner 

Superintendent  of  Insurance. 
Superintendent  of  Insurance. 

Insurance  Commissioner 

Commissbner  of  Insurance . . 
Superintendent  of  Insurance. 

Insurance  Commissioner 

Insurance  Conmiissioner 

Insurance  Commissioner 

Collector  of  Internal  Revenue 

Treasurer 

Insurance  Commissioner 

Insurance  Commissioner 

Insurance  Commissioner 

Commissioner  of  Insurance. 
Com'r  of  Ins.  and  Banking . . 

Insurance  Commissioner 

Secretary  of  State , 

State  Treasurer 

Commissioner  of  Insurance. 

Insurance  Commissioner 

State  Auditor 

Commissioner  of  Insurance. 
State  Auditor 


Jan.,  iQig 
Mar.,  19x7 
Jan.,  19 1 7 
Jan.,  19 1 7 
Jan.,  19 1 7 


Jan.,  19 17 
Jan.,  191 7 
Jan.,  1917 
Dec,  19 1 7 
Apr^  1917 
June,  19 15 
Feb.,  19 1 7 
Jan.,  191 7 
Jan.,  1917 
Jan.,  19 1 7 
Jan.,  1917 

Jan.,  191 7 
an.,  191 7 
May,  191 6 
Jan.,  19 1 7 
Jan.,  Z916 
Jan.,  19x6 
Jan.,  1917 
Jan.,  1917 
Jan.,  19x6 
Jan.,  191 7 
Jan.,  191 7 
Jan.,  191 7 
Jan.,  1917 
Jan.,  19 1 7 
Jan.,  19 1 6 
Nov.,1916 
Jan.,  19 16 
Jan.,  191 7 
Jan.,  191 7 
Jan.,  1917 
Jan.,  1917 
Jan.,  1917 
Jan.,  1917 

Jan.,  191 6 
Jan.,  1916 

Jan.,  1916 
an.,  191 7 
Jan.,  1917 
Jan,  1617 
Jan.,  191 7 

Jan.,  1917 

Jan.,  19 16 
Jan.,  19 1 7 
Jan.,  19 17 
Jan.,  191 7 
Jan.,  19 17 


Canada. 


Geo.  D.  Finlayson. 

W.  F.  Newson 

Ernest  F.  Gunther 

A.  E.  Ham 

G.N.  Babbitt 

Geo.  Bursell 

Fred.  S.  Mathers. . 
Arthur  Boswell — 

A.  Newbery 

Wm.  Chubb 

Arthur  E.  Fisher. . 


OtUwa 

Edmonton.... 

Victoria 

Winnipeg 

Fredericton.. . 

St.  Johns 

Halifax 

Toronto 

Charlottetown 

Quebec 

Regina 


Superintendent  of  Insurance. 
Superintendent  of  Insurance. 
Superintendent  of  Insurance. 

Inspector  of  Insurance 

Deputy  Provincial  Treasurer 
Accountant,  Finance  Dept . .' . 
Deputy  Provincial  Secretary 

Supt.  of  Insurance 

Assistant  Provincial  Treas. . . 
Superintendent  of  Insurance. 
Superintendent  of  Insurance. 


TAXES  PAID  BY  FIRE  INSURANCE  COMPANIES. 


Taxes  Paid  by  Fire  Insurance  Companies  in  1914. 

Below  will  be  found  a  tabulation  showing  the  net  premiums  written  in  1914  by  most 
of  the  stock  fire  insurance  companies  transacting  business  in  the  United  States,  together 
with  the  taxes  paid  by  such  companies,  and  ratios  showing  the  percentages  of  taxes  to 
premiums  for  the  respective  companies.  This  tabulation  shows  the  heavy  burden  of 
taxation  which  is  imposed  upon  fire  insurance  companies  throughout  the  country  by 
State,  county  and  municipal  governments.  Included  in  the  taxes  are  taxes  on  real  estate, 
State  taxes  on  premiums,  insurance  department  licenses  and  fees,  and  all  other  licenses, 
fees  and  taxes,  except  fire  department,  patrol  and  salvage  corps  assessments,  fees,  taxes 
and  expenses.  The  fire  department  taxes  are  levied  by  the  State,  while  the  fire  patrol 
:,  though  for  the  public  good,  are  voluntarily  contributed  by  the  companies. 


Aicfaauid  Manich.  Aii- 

kChuidk 

AbdlTKri 

£mi,Hutfiird.... 


JL  Piitsbuig, . . 

c.  PhtUddpbi*. . . 

Amtricui,  NcmA 

Anir.  Colnl,  St.  Loiu. 
Ama.  DnicgBU.  Cm . , . 
Aii^».Aiiia.,  Cluasa.  -  ■ 

ArnoM.  Pbaaiii 

Mhigbau.  Wuhtpaton . . 
Aswi.Co-of  Am7n-Y. 
AtIu.L(odcn 


Automoba*,  HarUord. . 
Bslkui  NatT,  5<^. . . 


Cikdooiu.  Edinbuiili . 

CilitMok.  SinFna... 


Ctjkii.  Causnd 

Ccanuy,  EdioboiflL.. 

□tiBB,  St.  LouB 

(^rfN.  Y.,  N.  Y... 
OevdHid  Nu..  am'. 
CalofDe  Ran*.,  Cokgu. 

CalooiiLN.Y 

Colnmt^ui  N>L,  DMiDit 

CoBnnoix,  Altiuy 

Con'L  UoioD,  Laailoa. 
Cm-HJtaaa.N.V... 


CoDOKdu,  Uimukee.. 
CoDucticut,  HutfonL. 

CoodooiUL  N.  Y 

CmbB,  PUIaddphu.. . . 
DOTM  P,  ft  M.,  Deitmt 
DtOoit  NuT,  Ditroit, . 

IHiie.  GRauboro 

DnbuqncF.  ft  M..  D'e.. 

EKlt,Ncmk 

EHttm  Atlantic  City,. . . 
Eqsii.  P.  AM.,  Pmv'ce. 
FidditT-Fbaiii,  N.  Y... 

rnnu'i  Fund.  SuF.! 
rmco'i  Ncwuk... . ,. 


s«,ssa 

19,736 


10,£!S 
14S,JW 
11.334 


Gc«nl.^uii 

Cettnu-AnhDn,  N.  Y. 
Gsmu-Ama.,  N.  Y... 
CgmuiD-AiiKt.,  Plttib'i 
Gsinui.Ama..  Baito. . 

GcTmuia.N.  Y 

Gsman,  Peoria 

Gorman.  Prttaburg 

Goman.  Whediug 

Giiard  F.  ft  MTPhila. . 
Glens  Fiiti.GlouFalli. 
GlobeliRutgen,  N.  V. 


lUnovn.N.  Y 

Hartford.  Hinfoni 

Homr,  New  York 

Humboldt,  Pituburg.. . 
ImptriiU,  N™  York.... 

iDdependfore,  PhOa 

In>.Co.StiteofPi.,Plii 
In>.  C0.N0.  Am..Pliila. 
JntcinatioDBl.  Neir  Voil 


Itkat 

Knkkeiboi 


Lir.ftLon.ftGlobo,  Liv. 
Uv.IiLMi.ftGlab«,N.Y 

Lomber,  Nn  Yoft 

Loodoa  Assuiuice,  Lou. 
LoadoD  ft  Lasc.  Fue.Liv 
LaaA  IjiiK.1..  ft  G.Ja>c 
Md.  Motor  Car,  Balta . . 
Man.  F.  ft  M.,  B«toa.. . 
Mechanic,  PbOadd^diia. 

Merchaiitt,  Denver 

MorcbaDti.  New  Yoik.. . 
Midi.  Com'L.Lansina,.. 
Mich.  F.  ft  M.,  Detroit. . 
Milwaukee  MkIb.,  MU. 


Himi1i>F.&U.,Miii.. 


Newark,  Newark. . 


•17,»0T 
8.e»,IT3 
S9S.1M 

i,»n.M8 


i,ast,2se 

2,279  [set 

7B3,«U 

331,722 

78,028 

1.823,782 

>,S»S,!34 

l,4fit,l«3 

S93,ft9S 

1,882,421 

T2,S26 

372,514 

220.  esi 

a,SI)7,MI) 

340,7  it 

1W,4M 

2,7a I, ST7 

2,S]3,»T 

3S,037 

168,S04 


P^db 


Ratto 
of 


io,es7 

2S3,0)7 
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TAXES  PAID  BY  FIRE  INSURANCE  COMPANIES  IN  IQI4— Co Hhim^rf. 


N«wBraii»rtekjN.B._.. 

New  JmSi^ewuk. . " 
N.  n^FTtU..  Minnls. 

Naimim.  N™  Ywt 

Noi3-D«udie,  Himb'g. 
No.Brit*MHc.,LQa.. 
No.  Brit,  b  iittc..  N.  Y. 

NoTtboHi  Londoa- 

Ncrthem.  Udvcow 

Uonhi!ni,Ni!wYo*.... 
North  Rivtr.  Ntw  Yo*. 
NorthiiBleni  Njit..  MD. 
Norwich  Union,  Norwich 
Dccidenu^  Albiujuerque. 

Ofi«Bt,  Huieonl 

Pidfic.  New  Yorii.  .... 
PmofylHUui  Fire,  Pliik. 

PlIctndtE.  Pans 

FKvlsNatl.  PhiU.... 

Phoinii.  Hutionl 

Phoiii.Puii 

Pbncsli.  Laadoa 

PJIUhunih.  Fitubur«h., 
Pnfomu,  WBihin^o , . . 
Piovidaia.  Wuh..  Frov. 
PnmiMi  N»t.,  Swtlin . . . 

Qucoi,  Nm  Yodi 

Rdium,  Phlladdtbii... 
Kichmsnd.  New  York. .. 
RbodE  hiwt.  Piaviilcna 

RohujIh  FeUognd 

Roy»l.  Li%fcipool 

Royal  Eichan^Londoa 

Satanubdra.  Peu^vinij . . 
St.P»ijr.4H  SI.  PmI 
Sc"[.  rii.&Na[1.,E.l^n'h 


2,001.383 
4113 ,9S2 

e.3M!701 
4«!SS2 
'67fl>M 


State,  Idvopool 

Sleriiac,  Indiaiapolli. . . 

Sun.Loiuloa 

Sva  F.  b  L..  GoOmb's 
Swte National,  Bash.. 
SwiaaRebo..  Zurich.... 
TeutoDii.  PilUbun. . , . 

UoiOQt  Laoiva 


b  P.  EipanoliMiid 

UmUd  Piianoi'iJ'hlk. . 

Unital  Stacea,  N.  Y 

Urtiaine,  Fan 

"    F.*M.,Rkhr 


Grand  totab S3T.«M,<ni 


811.S11 
l,OH,Ut 
SlS.Uf 

«1«,111 

110,017 


181,428 

744,  aso 

«8,8U 

)01,5ST 


Insurance  Losses  in  Brooklyn,  N.  Y.,  for  19  Years. 

Below  will  be  found  a  tabulation  of  the  insurances  involved  and  insuiance  losses  on 
buildings  and  contents,  by  fires  in  Brooklyn,  N.  Y.,  during  the  last  nineteen  years,  as 
reported  by  the  Fire  Insurance  Salvage  Corps : 


Iniunnce 

Lou 

Lorn 

Bldgi. 

Bldg.. 

•'.713.518 

*I34.485 

«3>8.586 

S.3S3.S3I 
8.77'.35' 

I'XfAi 

S6J.469 

7,6i6,7S9 

+53.099 

6.950.833 

695.»67 

3.850.667 

'o.53*.*'8 

i.903.74» 

^:ili 

606,905 

::%i; 

i4i:;r9 

59.387,704 

671,418 

:;:s;?i 

>,398,5i6 

18,314,100 

5;»,Ss 

",754.403 

•■sufi 

17.009.881 

iQ.gsyoti 

1*33.546 

189SHI. 

1899... 
1900... 
I90I... 

I90»... 
1903... 
1904... 
1905-.. 
1906... 

:?3:;: 

1909.. 

1911  .. 

1913  . , 
1914. • 
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Fire  Losses  in  New  York. 

The  following  table  shows  the  insurance  losses  in  New  York  dty  (boroughs  of  Man- 
hattan and  Bronx)  for  forty-three  years  ending  December  31,  1914,  compiled  from  the  fire 
patrol  reports : 


YEARS. 


1873 

X873 

1874 

1875 

X876 

1877 

1878 

1879 

1880 

x88i 

i88a 

1883 

1884 

1885 

1886 

1887 

1888 

1889 

1890 

1891 

1892 

1893 

1894 

1895 

1896 

X897 

1898 

1899 

1900 

X901 , 

190a 

1903 

1904 

1906 

1907 

1908 , 

1909 

X910 

19x1 

X9ia 

1913 

X914 

Totals 


Buildings. 


Insimnce. 


$6ta2a,36o 
3.7aj6,37X 
3.105,924 
5*382.630 
S.768.035 
6,383,190 
6.398,436 

7,I4X.X54 
6.343,397 

8>I36.548 

9.646,373 

10,8x5.881 

10,^7.078 
13.373,399 
zx, 035,631 
15.666,405 
17,188.870 
13.648,331 

14,7".743 
z8.368.692 

19.067.573 

31,373,333 

2Z,Z5a,4Z5 

19.954.a69 

a4.753.499 
25.398.^ 
39.336,676 

43,031,638 
44,88x663 
40.888,809 

43.399.796 
56,334.038 
63,350,149 

75.351.170 

74.760,577 
91,677,747 

96.454.693 
119,332,92a 

18P.047.777 
181,469,142 

169,860,538 

175.51 1. 563 

344.746.153 


$2,063,171,634 


LOM. 


$738,725 

378,676 

391.443 
434.106 
410,841 

734.575 
39S.<H7 
645.< 
704. 

864',6x8 
777,493 

958!588 

653.383 
,108.714 

,314.873 

.050,549 
860.768 

.619.366 

.358,661 

.494.607 

,081,778 

.063.338 

,015,187 

801.694 

•35®'S53 
3.383.538 

.677.138 

.304.530 
,114.663 

•479.471 
.778.350 

3,350.971 
3.304,143 
3,380.844 
3,313,178 

1,983.110 
3,305.660 
2.699,30a 
2,512,980 
1.772.037 
2,277.884 


Rado 

of  L4MS 

to  Insui^ 
ance. 


$55,303,953 


CONTXNTS. 


Insurance. 


$9,363,551 
6.490.817 

8,778.167 
8.126,6^8 

6.567.588 

7,463.578 

14.959.681 

8,636,592 

11,144.994 

11.530,119 
12,308,650 

14,667,914 
15.664.199 
11,107.572 
17.928.690 
16.244,977 
14.052,730 
14.399.977 

15.190.739 
13.803,038 

14.365,730 
13993.560 
10.783.646 

14.864.703 
ia.i33.i54 
13.735.161 
33,013,617 
20,642,944 
30.433.678 

33.671.879 
22,031.708 

33,833,603 

30.330.581 

44.116,081 

49.919.497 
37,813.340 
31,706.388 
38.061.664 
51,081,40a 

37,685.433 
51,253,194 

44.53S.145 


$901,833,176 


Lost. 


$3,683,611 
1,681.633 

1.129.939 

1.718,343 
3.624.645 

1.689,206 

1,324.240 

4.509.441 
2.053.240 
3.165,019 
3.004.603 
a.526,435 
3.o88.8a6 
3.788.937 

2.379.965 
4.197.097 
3.726,957 
3,043.903 

2.925.237 

4.597.941 
3. 110.431 

3,642.747 
3.610,319 
2.371.570 
2.736,358 
3.308.997 
3.771,448 

4.809.229 
3.684.857 
4,185.638 

3.414.133 
3.870163 

4.655,630 

4.737.108 

5677.S06 

6,830.953 

6,520.343 
5.959.142 
5.696,763 

7,072.073 
6,695,840 

4.606,843 
5.634.333 


$158,470,471 


Ratio 
of  Loss 
to  Insur- 
ance. 


38.65 

25.90 
30.91 

1957 
33.39 

25.72 

17-74 

30.14 

25.77 

28.39 
36.04 

ao.53 

31.05 

17.80 
31.43 

33.40 

22.94 
21.65 

20.31 

30.26 

34.29 

25-35 
18.^ 

21.99 

8.40 

8.30 

30.17 


3-79 
0.14 

7-57 

1:11 

3.87 
3.68 
7.24. 

8.79 
4.96 

3.84 
7.77 
9.01 

2.64 


7.57 


F 
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Dividends  of  American  Fire  Insurance 


NAME  AND  LOCATION 
OF  COMPANY. 

Capital 
Paid  up. 

0.  0 
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a  a 

ZO 

•  • 

4 

■  • 

6 

a  • 

{ 

•  a 
a  a 

•  a 

•  • 

8 
3 

•  a 

9 

9 
zo 

90 

6 
6 

zo 

a  a 
a  • 

1898. 

z8 
zo 

8 

8 

•  • 

•  • 

4 

a  ■ 

•  • 

ZO 
ZO 

•  • 

a   • 

8 

IS 

8 

a  a 

•  • 

•  • 
a   • 

8 
zo 

a  a 

30 
V 

m   9 

ZO 

■   • 

4 
6 
7 

•  • 

6 

•  • 

i 

•  a 

•  « 

a    • 

•  • 

8 

4 

•  • 

6 

zo 
zo 

% 

6 
zo 

a  a 
■  a 

1899.1 

18 
ZO 

8 
8 

•  « 
a  a 

4 

«  ■ 

zo 

•  • 

•  • 

8 

19 

9 

•  • 

a  a 

•  • 
a  a 

•  • 

8 
zo 

«   m 

3P 
5 

•  • 

10 

•  • 

4 

6 

75 

a   • 

6 

1 

•  » 

8 
5 

•  • 

6 

10 
10 

35 

6 
10 

a   a 
a  a 

[900. 

iEtna.  Hartford 

$ 

5.000,000 
500,000 
950.000 
900,000 
750,000 

Z62,000 

300,000 

995,000 

900,000 

z, 000,000 

az, 000, 000 

^900,000 

900,000 

900,000 

900,000 

900,000 
zoo.coo 

Z95,0OO 

250.000 
300.000 

303,360 

900,000 

z, 000.000 

zoo.ooo 

«  400,000 

1     900,000 

1     400,000 

1700,000 

950,000 

900,000 

50,000 

90O.O0O 

1 583,900 

100,000 
700,000 

900,000 

Z50.000 
400,000 
zoo,ooo 
950.000 

/969.3a5 
900,000 

900,000 

950.000 

500.000 

600,000 

z, 000,000 

9,000,000 

zoo.ooo 
400,000 

500.000 

r  388,850 

500,000 

z8 

Agricultural,  Watertown 

Albany.  Albany 

zo 
8 

AllcflDannia.  Pittsburff 

8 

Alliance.  PhiladelDhia 

•  ■ 

Amaxon.  Shawnee 

American  and  Foreign,  N.  Y. . 
American  Automobile,  St. Louis 
American  Druggists, Cmanuati 
American,  Newark. 

4 

>  m 

ZO 

Amencan  Central,  St.  Louis. . . 

Anglo-American,  Chicago^ 

Arizona,  Phoenix. 

ZO 

■  • 

Arlington,  Washington 

Assur.  Co.  of  America,  N.  Y.. . 

Atlanta  Home,  Atlanta 

Atlantic  City,  Atlantic  City 

Atlantic  Fire.  Raleigh 

z6 

Z2 

•  • 

•  • 

Austin  Fire,  Austin 

•  • 

Automobile.  Hartford 

•  • 

Bankers  &  Merchants,  Min'pls 

Birmingham,  Pittsburg 

Boston.  Boston 

•  m 

8 

ZO 

Buckeye  National,  Toledo 

Buffalo  German,  Buffalo 

Caledonian  American,  N.  Y. . . 

California,  San  Francisco 

Camden  F.  Ins.  Aas'n,Camden . 
Capital.  Sacramento 

•  • 

90 

•  • 

ZZ 

Capital  Fire.  Concord 

4 

Carolina.  Wilmington 

6 

Citizens,  St.  Louis 

City.  New  York 

P 

City.  Pittsburg 

6 

Cleveland  National,  Cleveland 

Colonial  Assurance,  New  York. 
Columbf  a.  Dayton  *........-  r  r 

•  • 

Columbia.  Jersey  Citv 

Columbia  Fire,  Athens 

Columbian,  Indianapolis 

Columbian  National,  Detroit. . 
Commerce.  Albany 

a  • 
•  9 

8 

Commercial  Union, New  York. . 

Commonwealth,  Dallas 

Commonwealth,  New  York . . . . 

Concordia,  Milwaukee 

Connecticut.  Hartford 

S 

•  • 

6 
10 

ZO 

Continental,  New  York 

Corcoran,  Washington 

County  Fire  of  Philadelphia. . . . 

Detroit  F.  and  M.,  Detroit 

Detroit  National,  Detroit 

Dixie  Fire,  Greensboro 

1 

6 
zo 

•  • 

•  • 
1 

*  Including  stock  dividend  of  twenty-five  per  cent.  t  Capiul  increased  Sioo.ooo  to  $700,000  in  19x4.  |  Pwmefly  tha 
6  Scrip  dividend  to  policyholders  twenty^five  per  cent.  c  Bid.  d  Scrip  dividend  to  policybotdert  tan  per  cenL  «  Capital 
t'-nt  stock  dividend,  i  Includes  75  per  cent  stock  dividends.  ^  No  dividend  declared.  r  Capital  increuad  from  $$9o«7oo 
y  Capital  reduced  from  $490,000  in  1912.        f  On  avenge  of  $300,000. 
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Companies  for  Twenty-five  Years. 


outd— Pn  CsMT. 
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30 
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zo 
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zo 
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zo 
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zo 
zo 
10 

zo 
z6 

50 

zo 

8 
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zo 

15 
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7 

a§ 
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/ 

i 

5 
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24 
V 
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4 
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8 
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p 

zo 

p 

p 
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zo 
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zo 
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z8 
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zo 
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zo 

/ 

aS 
»5 

i 

5 

3H 
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8 

zo 

10 

/ 
xa 

24 

/ 

IS 
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/» 
xa 
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10 
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xo 
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zo 

zo 
zo 
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zo 
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Cash 

DlTIDBMD 

Dbclakbo 

During  1915 

To  Datb. 


Date. 


Jan. 
Jan. 


Jan. 

Mch. 


■  •  •  •  • 


Jan. 


Jan. 


•  •  •  •  • 

Jan. 

•  •  •  •  • 

Jan. 
Jan. 


Jan. 


Jan. 


Jan. 


Pr.Ct. 


zo 


2M 

9 


aH*H 


zo 


6 

■  • 

5 


2>i 


•^  S 


> 


$233.37 
417-92 

a8so4 
458.  z8 
ao7.90 

za8  03 

330-80 

Z49.17 

151.35 
43663 

211.55 
zoz  97 

147.98 
Z5048 
a3Z  aa 

187.59 

294-23 
zsz.aa 

Z70.64 

197.59 

Z35aa 
Z78.96 

333.77 
14442 
507.44 

zaz.75 

14451 

215-93 
zo7.az 

205.56 

Z81.23 

279-51 
134.92 

142.77 
147.20 

197.18 

463.43 
aos.ao 

125.39 
128.55 

za8.86 
3a6.79 
30a.  zo 
Z98.04 

363.47 

164-55 
aa2  59 

883.33 
357.08 

115-36 

306  aa 
zao.8s 

133.69 


'I 


^330 
zoo 


125 

165 


^520 
175 


155 


150 

29s 
azo 

•  •  • 

175 
z6o 

•  •  • 

aoo 
130 


aoo 


C27S 

aoo 

^370 
^890 

•  •  • 

125 
27s 


CcBtial  Naticmal  Chieaco.  f  Capiul  ircreased  from  $580,000  in  XQ14  a  Capital  decreased  |i,ooo,ooo  daring  19x4. 
jacrtied  $aoo^ooo  by  nerser  with  the  Buffalo  Commercial  1914.  /Capiul  increased  from  $903,000  in  19x4.  k  Also  100 per 
a  X914.  I  Preferred  0  per  cent;  common,  xo  per  cent.  v  Year  of  orfanization.  w  Also  stock  dividend  50  per  cent. 
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STOCKS   AND   DIVIDENDS. 


FIRE  INSURANCE  STOCKS 


NAME   AND  LOCATION 
OF  COMPANY. 


Dubuque  F.  and  M. ,  Dubuque. . 

Eagle,  Newark 

EasteiD,  Atlantic  City 

Eastern  Fire,  Concord 

Eastern  Shore,  Keller 


Equitable,  Charleston 

Equitable  F.  &  M ..  Providence 

Equity  Fire,  Kansas  City 

Eureka  F.  &  M..  Cincinnati... 
Fact.  &  Traders  Mut,  Mobile.. 

Fanners,  Cedar  Rapids 

Federal,  Jersey  City 

Federal  Onion,  Chicago 

Fidelity  Phenix,  Fire,  New  York 
Fire  Association,  Philadelphia. 

Firemans  Fund,  San  Francisco. 
Firemen  &  Mechanics,  Madison 

Firemens,  Washington 

Firemens,  Newark 

First  National,  Washington.. . . 

First  Reinsurance,  Hartford. . . 

FrankUn,  Philadelphia 

Georgia  Home,  Columbus 

German,  Baltimore 

German,  Louisville 


German,  Peoria 

German.  Pittsburg 

German,  WheeUng 

German  Alliance,  New  York.. . 
German- American,  N.  Y 

German- American,  Baltimore. . 
Gennan-American,  Pittsburg... 

German-American,  Wash 

Germania,  New  York 

Girard  F.  &  M.,  Philadelphia. . 

Glens  Falls.  Glens  Falls 

Globe  &  Rutgers,  New  York. . . 

Globe  Fire,  Huron 

Granite  State,  Portsmouth 

Guardian.  Salt  Lake  City 

Hamilton,  New  York 

Hanover,  New  York 

Hartford.  Hartford 

Henry  Clay,  Leiin^ton 

Hernando,  Memphis 

Home,  Hampton 

Home,  Honolulu 

Home,  New  York 

Home,  Salt  Lake  City 

Home  Fire,  Fordyce 


Humboldt,  Pittsburg 

Imperial,  New  York 

Independence,  Philadelphia... 

Industrial  Fire,  Akron 

Ins.  Co.  of  N.  America,  Phila. 

Ins.  Co.  of  State  of  Pa.,  Phila  / 
International.  Fort  Worth .... 

International,  New  York 

Interstate,  Detroit 


Capital 
Paio  up. 


$ 
200,000 
200,000 
200,000 
^30,000 

a6,7i5 

200,000 
400.000 
100,000 
100,000 
150,000 

200.000 
1,000,000 

100,000 
2,500,000 

750,000 

1,500,000 

100,030 

200.000 

1,000,000 

*  899,536 

500,000 
500,000 
300,000 
500,000 
200,000 

200.000 
300,000 
200,000 
400,000 
2.000,000 

500,000 
200,000 
100.000 
1,000,000 
500,000 

A  500,000 

400,000 

200,000 

200,000 

96.330 

200,004 

1.000,000 

2,000,000 

300,000 

100,000 

1597s 

50.000 

/5.000.000 

300  000 

100.000 

300.000 
200.000 
200.000 
100  000 
4,000.000 

i  1,000,000 
200.000 
200,000 

170.495 
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t  Also  r tock  dividend  xoo  per  cent,  a  Based  on  amount  of  old  stock.  A  ttock  dtvidoad  of  150  par  cent  vat  also  paid,  c  Bid. 
A  Capital  increased  from  $aoo/>oo  in  loxt.  t  Capital  increased  from  f8oo,ooo  in  19x3,  ny  meraer  with  Aoaaricaa  Fixe, 
Ins.  Co.  of  Suce  of  Pa.  and  the  Union  of  Philadelphia  under  the  title  of  Ins.  Co.  of  Stata  of  Pa.      «  spedaL     #  No  diTtdead 
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AND  DIVIDENDS— OmAiiflcri/. 


Cash 

• 

DnriDBND 

m         ** 

8  jt 

om>— Pn  Cbkt. 

DsCUiSBO 

Cn  M  ^ 

DvKiNG  :)f5 

To  Datb. 

1901 

.  1900. 
ao 

1903- 

ao 

1904. 

ao 

1905. 

T906. 

1907. 

1908. 
x8 

1909. 

30 

I9I0. 

19x1. 

I9I3 

1913. 

I9I4. 

Date. 

Pr.  Cl. 

n 

IS 

fis 

14 

x6 

ao 

30 

30 

30 

30 

Jan. 

I3K 

*304.3i 

• « • 

•  • 

■   V 

•  • 

•  • 
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•  • 
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•  • 

P 
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158.13 

^132 

• 
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•  m 
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•   • 

4 

4 
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5 
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5 
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8 

60 
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xo 
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P 
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347.50 

6 

6 
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7 

7 
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7H 

7 
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7 

7 

7 

7 

7 
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3M 
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6 

6 

Feb. 

1 

15107 
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*  • 

V 

6 

6 

6 

6 

Jan. 

303.96 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

•  • 

24325 

10 

10 

10 

xo 

xo 

xo 

10 
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xo 
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xo 

10 
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IS 
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IS 

IS 

IS 
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361.17 

^285 

40 
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40 

40 
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la 

•  • 

xa 

•  * 

4 

•  • 

> 

■  • 

10 

•  • 

10 

•  • 

14 

•    • 

13 

•    ■ 

16 

•  « 

16 

■  • 

x6 
6 

Jan. 

4 

251.34 

X29  0Q 

235 

•  •  • 

8 

8 

8 

8 

8 

7 

6 

6 

6 

6 

6 

6 

6 

6 

•  •  •  •  • 

103.67 

•    ■    ■ 

10 

10 

10 

xa 

13 

IS 

IS 

18 

x6 

18 

30 

ao 

24 

24 

Jan. 

6 

350.71 

480 

•  • 

•  • 

•  • 

•  • 

m  m 

m   m 

m    m 

•  • 

•  • 

•  • 

•  • 

•  • 

•  ■ 

•  > 

•  • 

•  • 

•  • 

•  • 

V 
V 

P 
P 

•  •  •  •  • 

14252 
333.04 

•  ■    • 

•  •  • 

30 

ao 

ao 

ao 

30 

10 

6 

XX 

13 

13 

13 

13 

13 

13 

IQS46 

350 

3» 

10 

30 

/ 

6 

10 

xo 

10 

10 

7% 

3 

P 

/ 

P 

11430 

•  •  • 

10 

10 

10 

5 

3 

6 

6 

6 

6 

6 

6 

6 

6 

10 

244.00 

•  *  • 

6 

6 

6 

6 

6 

6 

6 

6 

6 

6 

6 

6 

6 

6 

333.15 

•   ■   • 

9 

9 

9 

i3)< 

9 

9 

P 

P 

/ 

/ 

/ 

xo 

xo 

30 

115.25 

•  •  • 

10 

xo 

xo 

TO 

10 

la 

XX 

13 

13 

X3 

13 

13 

13 

13 

Jan. 

3 

156.75 

140 

10 

6 

10 

10 

10 

SH 

9 

10 

10 

14 

X2 

X3 

9 

9 

8 

160.53 

150 

6 

10 

XO 

xo 

13 

13 

12 

13 

15 

IS 

IS 

15 

IS 

323.31 

255 

30 

y> 

30*20 

30 

30 

30 

30 

30 

30 

30 

30 

1  ^ 

y^ 

30 

59465 

515 

6 
8 

7 

8 

5H 

6 

6 

6 

6 

8 

8 

8 

8 

8 

10 

Jan. 

5 

191.57 

160 

9 

10 

7 

xo 

xo 

10 

12 

14 

14 

14 

14 

14 

Jan. 

7 

330.73 

•  •  • 

19 

15 

la 

13 

13 

13 

13 

IS 

IS 

X5 

18 

13 

x8 

x8 

.  * 

345  PS 

•  •  • 

IS 

16 

16 

ao 

ao 

15 

13 

xa 

IS 

18 

30 

30 

30 

30 

Jan. 

10 

377.12 

^-^PS 

ao 

ao 

aa 

^% 

ao 

30 

30 

ao 

ao 

30 

30 

30 

30 

30 

•  • 

171.43 

225 

50 

30 

60 

60 

3S 

^ 

30 

30 

3P*»5 

X30 

330 

axo5 

37 

37 

Jan.Ap 

33 

521.37 

700 

/ 

3 

XI 

IX 

16 

16 

30 

45 

40 

40 

40 

♦? 

40 

40 

Jan. 

10 

99602 

<^S2S 

•  • 

6 

•  • 

•  • 

•  • 

•  • 

•    • 

■    • 

■  ■ 

■     • 

•    • 

V 

8 

4 

xo 

•  • 

116.33 

•  •  • 

6 

6 

6 

6 

8 

8 

10 

10 

XO 

10 

10 

10 

xo 

•  • 

256.04 

•  »  • 

•  « 

•    m 

•  m 

•  • 

>  ■ 

•  m 

•  • 

■  • 

•    m 

•  • 

•  • 

•  • 

V 

p 

•  •  * 

•  • 

195.89 

V   •    • 

6 
8 

6 

3 

/ 

i 

P 

P 

/ 

P 

p 

P 

/ 

xS 

4 

•  • 

136.16 

•   •   ■ 

8 

10 

9 

4 

10 

10 

10 

IS 

195^ 

16 

13  K 

Jan. 

2» 

170  6q 

190 

3« 

3a 

35 

40^ 

40 

35 

33 

30 

3aH 

35 

35 

35 

40 

40 

•   • 

448.48 

<^7iS 

•  • 

8 

•  • 

•  • 

•  • 

•  • 

•  • 

•  • 

•  • 

•  • 

•  • 

•  • 

•  • 

•  • 

15 

•    • 

129.17 

■  •  • 

«  ; 

8 

8 

8 

8 

8 

3 

8 

7 

3 

3 

3 

3 

•  « 

106.29 

•  «  ■ 

•  • 

•  • 

•  • 

•  » 

•  • 

•  • 

•  • 

•  • 

•  • 

•  • 

■  m 

•  • 

•  • 

/ 

•  •  ■  • 

•   • 

332.43 

•  •   ■ 

•  « 

•- 

■  • 

■  • 

•  • 

•  • 

•  • 

•  • 

•  • 

•  • 

•    ■ 

•  • 

•  • 

P 

•      •  ■  • 

•    • 

X40.11 

no 

13 

14 

14,^ 

14 

ao 

ao 

30 

ao 

as 

30 

35 

35 

(^/O 

40 

•   • 

289.83 

^395 

9 

laK 

loH 

xo 

10 

13 

13 

13 

12 

12 

14 

14 

14 

14 

•  ■ 

3x2.66 

•  •  • 

• « 

•  • 

m  m 

•  • 

V 

10 

IS 

'IS 

10 

10 

10 

39H 

xo 

10 

•  • 

237.13 

•  •  • 

10 

13 

16 

16 

x6 

x6 

16 

16 

x6 

16 

x6 

16 

16 

24 

Jan. 

8 

156.30 

300 

/ 

/ 

> 

/ 

/ 

P 

S 

10 

10 

xo 

10 

10 

xo 

•  • 

237.39 

•    •    w 

«  • 

•    • 

•  • 

•  • 

•  • 

■  • 

•    • 

■  • 

•  • 

V 

p 

/ 

p 

p 

Jan. 

3 

143.69 

137 

•  • 

>  m 

•    • 

9  • 

•  • 

•  • 

•    • 

•  • 

■   • 

« 

V 

P 

p 

p 

•  • 

118.  6 

■   •   • 

la      12 

1 

la 

12 

xa 

13 

12 

13 

13 

£2 

13 

12 

13 

13 

Jan. 

6 

331.33 

220 

7 

6  ; 

6 

3 

6 

3 

6 

6 

8 

X2 

13 

8 

8 

6 

Jan. 

3 

132.53 

91 

•  • 

•  • 

•  m 

•  • 

•  • 

•  m 

•  • 

•  • 

V 

5 

P 

P 

/ 

5 

«      •  •  • 

•     V 

136  II 

•    •    « 

>  • 
•  • 

•  ■ 

•  m 

•   • 
«   • 

•  • 

•  • 

•  • 

•  • 

•   9 

•  • 

•  • 

•  • 

•  • 

V 

•     9 

xo 

•   • 

xo 

•  • 

10 

•  • 

xo 

V 

310 
P 

•  • 

•  * 

13708 
13376 

•    •    • 

340 

512 
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FIRE  INSURANCE  STOCKS 


NAME  AND  LOCATION 
OF  COMPANY. 

Capiul 
Paia   up. 

II 

•   •   • 

zoo 
zoo 
zoo 

as 

as 

50 

zo 

zoo 

zoo 

as 
zoo 

zoo 

zoo 

zo 

zoo 

zoo 

so 

so 

zo 

zoo 

zo 

zoo 

so 
zoo 

zoo 

■  •  • 

zoo 
zoo 

s 

so 

as 
zoo 

S 
SO 

zoo 
zoo 

as 

zo 
zoo 
zoo 
zoo 

z 

zo 

zoo 

so 

^s 

so 
zoo 

s 

zoo 
zoo 

20 

zoo 

zo 

so 

AknCal  Dm 

1890 

•  • 

zo 

•  • 

8 

m  m 

•  • 

■  ■ 

•  • 

•  • 

8 

zo 
8 

8 

•  • 

•  • 

8 
6 

zo 

«  • 
m  • 

■  • 

20 

z6 
8 

■  ■ 

zo 
zo 

•  • 

•  • 

6 

•  • 

•  • 

•  • 

zo 

•  • 

•  > 

•  • 

6 

Z2 

•  • 

•  • 

•  • 

•  • 

7 
14 

•  • 

z6 

Z89Z. 

•  • 

zo 

«    • 

8 

•  • 

•  • 

•  ■ 

•  • 

8 

zo 
8 

■  • 

•  • 

•  • 

•  a 

8 
30 

«  • 

•  • 

•  • 

8 
6 

zo 

•  a 

•  • 

•  • 

20 

•  m 

z6 
8 

•  • 

zo 
zo 

•  • 

•  • 

•  • 

6 

a  a 

•  a 

•  • 

ZO 

a  a 

•  • 

•  a 

6 
ZZ 

a   • 

•  a 

•  • 

IS 

•  • 

•  • 

7 
14 

•  • 

z6 

Z892. 

•  • 

■  • 

zo 

a  a 

8 

•  • 
a  0 

•  * 

8 
S 

4 

'8 
30 

a  a 

■  ■ 

•  • 

8 
6 

zo 

a  0 
a  • 

■  • 

20 

•  • 

z6 
8 

a   a 

ZO 

zo 

•  0 

•  • 
a  a 

6 

•  • 

•  a 

■  • 

ZO 

a   « 

■  ■ 
a  a 

6 
zo 

«   • 

a  a 

•  ■ 

IS 

•  • 
a  a 

7 
14 

•  « 

z6 

1893- 

■  a 

ZO 

•  a 

8 

a  a 

a  • 

■  • 
a  • 
a  a 

8 

S 
8 

4 
20 

a  a 

•  • 

■  * 

8 
6 

zo 

a  a 
a  a 

•  • 

z8 

■  « 

zo 
8 

•  • 

zo 
zo 

•  a 

•  • 

•  • 

6 

■  * 

S 

•  • 

•  • 

•  a 

P 
ZO 

a  a 

a  a 

•  ■ 

IS 

■  a 

•  a 

7 
14 

z6 

Z894. 

•  a 

ZO 

•  a 

8 

a  a 
a  a 

•  • 

8 
zo 

20 

a   a 
a  a 
a  a 

8 
6 

zo 

•  * 

■  a 

•  a 

z6 

•  • 

Z2 

8 

a  « 

ZO 
ZO 

•  • 

•  a 

•  a 

6 

a  a 

•  • 

•  • 

ZO 

m  • 

•  > 

•  a 

ZO 

■  • 

a  a 

•  0 

15 

•  a 
a  a 

7 
14 

a  a 

z6 

189s  • 

a  a 

•  • 

ZO 

«  • 

zo 

■  a 

•  • 
a   • 

0  a 
a  • 

8 

i 

4 
30 

a  a 
a  a 

•  • 

ZO 

6 
zo 

0  a 
a   ■ 
a   0 

6 

a  • 

14 
8 

•  • 

zo 
zo 

a  a 

■  • 
a  a 

6 

•  • 

■  a 
a  a 

Z2 

•  a 

a  ■ 

■  a 

8 
zo 

■  • 

a  • 

■  a 

IS 

a  a 

•  • 

8 
14 

V 

z6 

Z896. 

•  • 

•  • 

zo 

•  • 

zo 

•  a 
0   a 
a  • 

•  • 

8 

a  a 

•  m 

a   a 

•  * 
«   • 

9 

3S 

a  a 
a  « 

•  a 

zo 
6 

zo 

m  m 
a  a 

•  a 

Z2 

•  • 

za 
8 

«  > 

zo 
zo 

•  • 
a  ■ 

•  • 

6 

•  • 
a  a 

•  a 

Z2 

•  a 

■  • 
a  a 

8 
zo 

a  a 

•  • 

•  a 

20 

a  a 

•  • 

9 
14 

1897. 

•  • 

zo 

V 

zo 

8 

/ 

4 

8 
40 

a  a 
a  a 
a  • 

Z2 

6 
za 

•  a 
a  a 
a  a 

za 

■  • 

zo 
9 

•  a 

ZO 
ZO 

V 

•  « 

7 

•  • 

V 

•  • 

Z2 

a  a 

•  • 

•  a 

ZO 
ZO 

•  a 

a  a 

•  • 

20 

•  a 
a  a 

9 
Z4 

Z898. 

a  a 

•  a 

ZO 

p 

ZO 

a    • 

•  a 
m  m 

•• 
.. 

8 

i 

'i 
40 

a  a 
■  • 

•  a 

Z2 

6 

Z2 

a   a 
a  • 
a  m 

Z2 

•  m 

Z2 
ZO 

•  a 

ZO 

ZO 

•  a 

/ 

a  • 

7% 

•  • 

3 

a    m 

Z2 

a  • 

>   a 

•  a 

ZO 

zo 

•  a 

a  a 

•  a 

•  • 
a  a 

9 
14 

Z899. 

a  a 

•  m 

ZO 

P 
ZO 

a  a 

•  • 

•  • 
a  m 

•  • 

8 

i 

a  a 

•  • 

m    a 
a  • 
a    a 

8 
40 

•  a 

•  • 
a  a 

za 
6 

Z2 

a   • 
a   • 
a    a 

Z2 

•  . 

z8 
zo 

10 

zo 

p 

•  ■ 

8 
3 

V 

13 

a  • 

«  a 

•  a 

zo 

10 

•  • 

•  a 
a    ■ 

•  • 

9 
14 

1900. 

Iowa  Maonfacturers,  Wat^Ioo. 

KnidEerbocker,  New  York 

Lafayette,  New  Orleaos 

L'pool  ft  Lon.  ft  Globe,  N.Y. . 
Lumbermens,  Pbiladelphia. . . . 

Lumbermens  Marine,  Norfolk . 
Madison,  Madison 

$ 
zoo.ooo 

250,000 
Z5o,ooo 

200,000 

250.000 

aS.ooo 

zoo.ooo 

300.000 

0300,000 

500,000 

250,000 
,  300,000 

ZOO,000 
200,000 

200.000 

zoo.ooo 
zoo,ooo 
400.000 
400.000 
z, 000,000 

200,OCO 

zo3,ozo 

«24.78S 
z, 000, 000 

zoo.ooo 

*2,000.000 
2CO.O0O 

200,000 
z, 000,000 

ZOO,000 

zoo.ooo 

«  400.000 

n, 350.000 

^z, 000,000 

tf  500.000 

z.ooo.ooo 

ZZ2,500 

200,000 

za6,4oo 

/5oo,ooo 

zoo.ooo 
3SO.000 
300,000 
z.ooo.ooo 
200,000 

70,000 

400,000 

f'z, 000,000 

#400,000 

250,000 

n  331.300 

25,000 

750.000 

zoo,ooo 

z,ooo,ooo 

200,000 
^3,000.000 
zoo,ooo 

200,000 

a  a 
■  a 

10 

> 
10 

»  • 

Marquette  National,  Chica£o. . 
Maryland  Motor  Car,  Baltimore 
Massachusetts  F.  ft  M.,  Boston 

Mechanics,  Philadelphia. 

Mechanics  ft  Traders,  N.  O. . 
Merchants,  Baneor 

■  I 
>  • 
•  I 

8 

Merchants,  New  York 

Merchants  Fire,  Denver 

Merchants  Union,  Meridian. . . 

Metropolitan  Fire,  Chicago 

Michigan  Commercial,  Lansing 
Michigan  F.  ft  M.,  Detroit. . . . 
Milwaukee  Mecb.,  Milwaukee. 

Minneapolis  F.  ft  M.,  Minneapf 

Minnesota  Fire,  Cbatfield 

Montana  Fire.  Butte 

m  a 

•  « 

•  • 

4 
40 

m   • 
m   a 

National-Ben  Franklin.  Pittsb'g 
Nat'l F.  ft  M.,  Elisabeth,  N.  J. . 

National,  Hartford 

12 

6 
za 

National  Brewers.  Chicago. . . . 

National  Lumber,  Buffalo 

National  Union,  Pittsburg 

National  Union,  Washington. . 

Nevada  Fire.  Carson  City 

New  Brunswick,  New  Brunsw'k 
New  Hampshire.  Manchester.. 
New  Jersey.  Newark 

£2 

■  • 

zo 

Newark,  Newark 

10 

Niasara.  New  York 

10 

North  Branch,  Sunbury 

North  British  ft  Mer.,  N.  Y.. .. 
North  Carolina  Home,  Raleigh 
North  River,  New  York 

Northern  F.  ft  M.,  Gd.  Forks. . 
Northern.  New  York 

p 

•  • 

8 

t 

P 

Z9 

•  a 

a  a 
m  a 

5 
zo 

N'w'st.  F.  ft  M..  Minneapolis. . 

Northwestern  National,  Mil 

Occidental  Fire,  Albuquerque. . 

Ohio  Valley  F.  ft  M.  Paducah. 

Old  Colony,  Boston 

Orient.  Hartford 

Pacific.  New  York 

Pacific  National,  Sacramento. . 

Pacific  States  Fire,  Portland. .. 
Palmetto.  Sumter 

*  a 

•  a 

Pennsylvania,  Philadelphia.... 

Peoples  Fire,  Frederick 

Peoples  Nat.,  Philadelphia.. . . 

Petersburg  Sav.  ft  Ins.  Co.,  Va. 
Phoenix.  Hartford 

as 

a  ■ 
•  a 

9 
14 

Piedmont,  Charlotte 

4 

Pittsbufff.  Pittsburi; 

^  Capital  increased  from  $x,ooo,cooin  igia.  f  Formerly  Winona  Fire  ;  name  changed  in  igt i.  X  Also  95  p^  cent  stock 
X9ia.  h  Includes  S.Pf'  ccni  extra.  c  Capital  increaacd  from  $3oo«ooo  in  19x4.  d  Calculated  on  capital  at  bcaiaaiag  •{ 
$a,ooo,ooo  in  1013.    f  Cap.  iocreaaed  from  $500,000  in  :qx3.    k  Stock  dividend.    ^  No  dividend  dedarsd.    t  Cap.  increnned  troa 
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ign. 


10 
10 


8 


4 
40 


12 

6 

12 


•  > 

V 
10 


10 
10 

>  • 

10 
10 

«  « 

•  m 

7H 

•  m 

P 

10 

i3Ji 


5 


as 


to 
H 

f 

i6 


19QB. 


10 

/ 

xo 


8 


6 
40 

V 


la 
6 


P 

10 


10 

10 


10 
6 


40 

10 


as 


II 

12 
10 
16 


1903 


10 

5 
10 


8 


V 

V 


6 
40 

10 


16 
6 

xa 


P 

5 


P 

10 


10 

90 
10 

8 


5 
15 


10 
P 


as 


12 
xa 
10 
16 


1904. 


xo 

5 

xo 


8 


P 
P 


6 
45 
10 


16 
6 

xa 


^6 


10 


xo 
ao 


xo 

8 


3» 

30it 
IS 


xo 

p 


as 


xa 

14 


«9Q5. 


10 

5 
xo 


8 


6 
xo 

6 
40 

xo 


16 
6 

13 

•  • 

V 

7 


6^ 
xo 


xo 

90 


xo 
9 


5 

P 

15 


X9D6. 


xo 

5 

xa 


xo 
xo 


6 

S 

ao 
tio 


x6 
7 

7 

4 
7 


3K 
xo 


xo 
10 


xo 
xo 


s 

7 
IS 


ao 
3 


30 


13 
xa 

6 

16 


V 

10 
6 


as 


16 
^% 

7 
16 


1907. 


10 

S 
xa 


xo 
xo 


6 

13 
xo 


x6 
7 

IX 

10 

4 
7 


5 

10 


xo 
ao 


xo 

•  • 

xo 


I 

xa 


a 
'6 


ao 

V 


x6 

xo 

8 

x6 


1908. 


xo 

5 
xa 


xo 
xo 


4 
8 
S 

x6 
xo 


x6 
8 

xa 
10 

S 

4 
7 

•  • 

10 
10 


10 
ao 


xo 
xo 


S 

7H 
xa 


4 

13 


ao 

V 

16 

xa 

8 

16 


1909. 


xa 

5 

14 


xo 
6 

XX 


104 

8 
S 


I 

16 
xo 

V 

x6 
9 

13 
10 

xo 

8 

7 


xo 
10 


% 


XX 

ao 


xo 

6 

10 


5 
xa 


4 

13 


as 

5 

P 
x6 

13M 

4 
16 


X9XO 


zH 


14 
7H 
x6 


8 

•  • 

V 
V 

xo 

6 

xa 

V 

4 

8 
xo 

P 
xo 

x8 
xo 

/ 

»   • 

x6 
xo 

ao 
10 
10 
xo 

7 

•  • 

xo 
10 

V 

13 

47H 


19ZX. 


IS 

7» 
x8 


xo 

6 

xo 


S 
6.50* 

14 

V 


3 

40 
14 


a7K 
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Cash 

DiviDBin> 

Dbcuuisd 

DinuNG  X915 

To  Datb. 


Dam. 

Pr.  Ct. 

Jan. 

•  • 

9 

Jan. 

"iK 

•  •  •  •  • 

Feb. 

4 

•  •  •  •  • 

Jan. 

3 

Jan. 

S 

Jan. 
Jan. 

•  •  •  •  • 

•  •  •  •  • 

Feb. 

•  •  •  •  • 

Jan. 


Jan. 


7 
xo 


7H 


««  O  t. 
V  «  « 

2  9 


$111.90 

IS9-89 
193-39 
383-99 
56999 

3S3.70 

X7X.10 
XXI.78 
XIX.87 
153.56 

357.31 
377.84 

385.43 
30055 
164.35 

X46.17 
140.73 
150.00 
18649 
X64.03 

33X.37 
133  14 

135.14 
138.SS 
130.95 

380.31 
X6391 

laS-H 
136.33 

35797 

134-13 
151.64 

337.79 

133.66 

303.98 

333.37 
116.72 
870.03 
356.86 
326.16 

101.99 
X64.86 
314.96 
368.84 
103.44 

188.37 
183.18 

300.30 

177.9a 
133.66 

154-67 
151.9a 
369.39 

138.63 
136.33 

45988 

3*5  74 
309.05 
154.43 


x8o 


430 
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300 

X76 
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•  •  • 
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300 

x9o 
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jri40 

■  *  • 

•  •  • 
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•  •  • 

300 


160 

m    m    m 

390 

•  •  • 

58 

*358 


J^^^-      f  Special,  oa  otudaal  stock.       f  Capital  increased  from  tT29,6a6  in  1914. 

'^f 200,^00.       «  Capital  increaaed  from  $900,000  in  10x3.    f  Capital  Tncr«a«ed  from 

•**^A»  m  191 A      Cap.  increaaed  from  $900,000  in  19x3.      v  Year  of  organization. 


a  Capital  increased  from  $too,ooo  in 
$350,000  in  19x3.  t  Cap.  increased  from 
w  Auo  stock  dividend,  $98,375     s  Bid. 
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FIRE  INSURANCE  STOCKS 
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ZO 
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ZO 
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ZO 

20 
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P 

4 
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16 
6 
6 

zo 
8 
8 
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9 

zo 

6 

20 
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■  ■ 

8 
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20 
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6 
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m  • 

ZO 
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5 
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zo 
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6 

9 

.. 
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6 

10 

90 
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P 

4 
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x6 
6 
6 

zo 
8 
8 

•  • 

•  • 

16 
6 

1900. 

Piscataqua  Fire.  Portsmouth  . . 
Portsmth  F.  Assn.,  Ports.  N.H. 

Potomac,  Washington 

Evidence  Washington,  Prov. 
Prudential,  Manchester 

Queen  of  America,  New  York.. 

Queen  City,  Sioux  Falls 

Reliance.  Philadelphia. 

Retailers  Fire,  Oklahoma  City. 
Rhode  Island,  Providence 

Richmond,  New  York 

Rocky  Mountain,  Great  Falls. . 

St  Paul  F.  &  M.,  St.  Paul 

Savannah  Fire,  Savannah 

Seaboard,  Atlantic  City 

Security,  Cincinnati 

$ 

ZO.OOO 

So,ooo 

200.000 

z. 000,000 
zoo,oco 

z,ooo.uoo 

200.000 

400,000 
50.800 

J  400.000 

2CO,000 

250,000 

ti.ooo.ooo 

zoo.ooo 

50,000 

Z5o,ooo 

z, 000,000 

200,000 

200,000 

50,000 

93,300 

Z20.000 

200,000 

*2,500.000 

500,000 
200,000 

25,000 
850,000 
Z50.000 
400.000 

200,000 

250,000 

$  zoo.ooo 

500,000 

Z00,000 
200.000 

.  51.500 

1 300,000 
200.000 
zoo.ooo 

400.000 
400000 
250.000 

2CO.OOO 

500,000 

300,000 

300.000 

«z. 000,000 

8 

12 
10 

•  • 

20 

a  a 

6 

•  • 

•  • 

•  • 

•  • 

zo 

■  • 

•  • 

6 

Security,  New  Haven 

8 

Security  Fire.  Davenport 

Seneca,  Buffiilo 

6 

South  Carolina,  Columbia 

Southern  Home.  Charleston. . . 
Southern  Stock,  Greensboro. . . 
Southern  Und'rs.  Greensboro.. 
Spnngfield  F.  &  M..  Springfield 
Standard,  Hartford. ........... 

9  m 
m  9 

m  9 

m  9 

ZO 

Standard.  Trenton 

6 

State  Dwelling  House,  Concord 
Sterling  Fire,  Indianapolis  .... 
Stonewall.  Mobile. ...:... 

9 

•  ■ 

zo 

Stuy vesant.  New  York 

6 

Teutonia  Fire,  Pittsburg 

Teutonia,  Dayton  ... 

10 

ao 

Tolcd  .  F.  A  M..  Sandiliky! ', .'  *. 
Twin  City  Fire,  Minneapolis.. 
Und  s  of  Greensboro.  Gr'nsboro 

Unds  Fire,  Concord.  N.  H.. . . 
Underwriters  Fire.  Rocky  M't. 
Union.  Bangor 

•  • 

•  « 

6 

4 

•  • 

z6 

Union.  Bufialo 

6 

Union.  Pittsburg. *.V, ! 

United  Flremens,  Philadelphia. 
Umted States.  New  York..: . . . . 
Virginia  F.  and  M..  Richmond. 
Vulcan.  New  York 

6 

zo 
8 
8 

Vulcan.  Oakland,  Cal '.*.'. 

Westchester.  New  York 

Western,  Pittsburg 

z6 
24 

Williamsburgh  C5y.  Brooklyn. 

*  Capital  increased  from  9a«900,ooo  in  19x3.  t  Capital  increased  from  $100,000  in  XQ13.  X  Increased  to  $i,ooo,«oo  in  X9>4* 
divuiend.  J  Also  too  per  cent  stock  dividend.  t  Capital  increased  from  $600,000  in  T013,  by  merfter  with  th«  Naana  k 
ganized  as  stock  company  in  1891.  k  Stock  dividend,  p  No  dividend  declared.  1  Capital  increased  from  $300,000  in  x^a. 
s  19x8,  6  per  cent  prei.,  15  per  cent  com.;  19x3,  3  per  cent  ptef.,  5  per  cent  com.;  price,  300  per  cent  com.,  too  per  cent  pref. 
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286.63 

117.46 

503.14 
104.97 
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183.03 
X83  15 

185.09 
X60.59 

41537 
164.06 

133-44 

157.10 

179-47 
13530 

304.97 
908.XX 

188.81 

17919 
19990 

178.79 
138.05 

333.88 
179  19 

13657 
18393 
13774 

145.45 
34031 
13046 

12639 
157x5 

150.07 
173.36 
X46.46 

X37-45 
3X8.86 
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179.84 


o  a 

3| 


ISO 


xoo 


400 

a   •   • 
a    a    • 

a    a    « 

X48 

a    «    « 

•  •    • 

•  •    « 

XOO 

a    •    ff 
■    •    ■ 

305 

•  •    • 

900 


^100 
X9O 

a    a    • 

150 
MS 


135 

a    ■   « 

xxo 
^80 

300 


530 
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ICapital  decreased  $50,000  in  1014.  «  AIm  etock  dividend.  $500,000.  *  Reorgaiuied  ia  vooa.  .  e  Also  as  per  cent  itock 
DiuAeie,  New  York.  i  la  per  cent  on  $500,000  capiul  and  6  per  cent,  on  $1,000,000  capital.  j  Formerlr  mutual ;  reor- 
«  Urgaaised  as  mutual  company,    v  Year  of  oncanisation.     w  Changed  to  stock  company,     a  On  old  capital,  $500,000.     yBid. 
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STATISTICS    OF    FIRES    IN    NEW    YORK. 


Statistics  of  Fires  and  Operations  of  New  York 

Fire  Department,  1914. 


the 


The  following  interesting  tabulation  was  prepared  l^  John  Kenlon,  Chief  of  the  New  York  Fire  Department,  for 
National  Board  of  Fire  Underwriters: 


Number  of  alarms 

False  and  unnecessary  alarms. 


Number  of  fires  in  other  than  buildings . 

Number  of  fires  in  vessels 

Fires  confined  to  startmg  point 

Fires  confined  to  building 

Fires  extended  to  other  buildings 


16,245  Fires  extinguished: 

1,820                       without  engine  stream 8,561 

14,426      with  one  engine  stream 3,701 

2,168                        with  two  or  thj^  engine  streams 835 

86                        with  exceeding  three  engine  streams 192 

10,164                        with  one  high-pressure  stream 749 

1 ,705  with  two  or  three  high-pressure  streams . .  246 

302  with  exceeding  three  high-press,  streams . .  141 


WATER  STATEMENT. 

Number  of  gallons  of  fresh  water  used. 
Number  of  gallons  of  salt  water  used. . 


14.425 

57,338,776 
19.487,810 


Total 76326.586 


14.425 

FIRE  LOSSES. 

Manhattan,  Bronx  and  Richmond $5,863,366 

Brooklyn  and  Queens 2.854.445 

Total $8,217,811 


BUnJDING  STATISTICS  BY  BOROUGHS. 


Manhattan 

One-family  frame  or  brick 25,212 

Two-family  frame  or  brick 2,681 

Tfloements 39,421 

Hotels  and  elevat<v  apartments 2.155 

Warehouses 7,964 

Office  buildings 813 

Stables  and  garages 2,168 

Factories 1,428 

Theatres 128 

Special  structures,  moving  pictures,  tax- 
payers' stores,  etc 2,879 

ToUls 84,849 


Bronx 

Richmond 

Brooklyn 

Queens 

Totab 

13,549 

14,219 

62,080 

35.663 

150.723 

8.154 

1.519 

49,505 

13,336 

75.195 

9.617 

634 

45,956 

4,876 

100,504 

70 

82 

209 

231 

2,747 

142 

85 

1,551 

40 

9.782 

69 

47 

145 

95 

1.169 

1,041 

1,876 

4,613 

4.585 

14,283 

250 

627 

2,364 

621 

5.290 

12 

3 

68 

18 

229 

2,259 

1.028 

5.889 

3,060 

15.115 

35,163 


20,120 


172,380        '    62.525 


375,037 


STATISTICS — CLASSmCATION  OP  BUILDINGS  IN  WHICH  FIRES  OCCURRED. 


Manhattan,  Bronx     Brooklyn 
and  Richmond,      and  Queens. 


Breweries 3 

Churches 21 

Club  houses  and  dance  halls ...  17 

I>weUing8 557 

Factories 273 

Furnished  rooms  and  boarding.  174 

Garages 44 

Hospitals 12 

Hotels 50 

Lofts  and  business  buildings. .  1,172 

Lumberyards 3 

Moving  pictures 27 

Newspapers  and  printing 27 


3 

8 

12 

1,559 

267 

95 

38 

2 

27 

113 

7 

12 
1 


Office 

Piers  and  wharves 

Places  of  public  assembly. 

Public  buildings 

Schoob  and  colleges 

Stables,  bams  and  sheds. 

Storehouses 

Tenements 

Theatres 

Vehicles,  vans,  autos,  etc. 
Vessels,  ships,  etc 


Manhattan,  Bronx     Brooklyn 
and  Richmond,      and  Queens. 


34 

22 

46 

5 

2 

I 

16 

5 

17 

7 

254 

274 

15 

28 

5,048 

1,733 

38 

13 

1,290 

960 

61 

42 

Total. 


9,191 


5.234 


RESUME— STATISTICS  BY  BOROUGHS 

Manhattan         Bronx        Richmond       Brooklyn 


Assessed  valuation $5,149,250,760  $658,632,013 

Exempt  from  taxation 


Queens 
$82,114,453  $1,671,175,930  $488,686,756 


Acres 

Square  miles 

PopuIati<m 

Alarms 

False  alarms 

Number  of  fires 

In  buildings 

Other  than  bufldings 

Confined  to  starthu^  point 

Extended  to  adjoinrng  building 

Number  of  fires  per  1 ,000  inhabitants . 

Loss  per  fire 

Number  of  fires  per  each  100  building 

Number  of  fires  per  each  1.000  inhabitants 

Percentage  of  fires  c(»ifinea  to  buildings  of  idace  of  origin 
Loss  per  mhabitant 


14,038 

21.93 

2,564,387 

8,073 

1,047 

7,026 

6,267 

759 

6.176 

91 

2.74 

$644.11 


26,017 

40.65 

673,107 

1,625 

147 

1.478 

1.328 

150 

1,287 

41 

2.19 

$420.05 


36.600 

57.19 

100,885 

707 

20 

687 

255 

432 

241 

14 

6.87 

$315.88 


49,680 

77.62 

1.953,285 

4.798 

497 

4,301 

3,636 

665 

3,526 

110 

2.20 

$586.98 


75,111 

117.36 

402,003 

1,042 

109 

933 

685 

248 

639 

46 

3.32 

$353.52 


Totab 

$8,049,859,912 

1.873,895.243 

201.446 

314.75 

5.693.667 

16,245 

1,820 

14.425 

12,171 

2.254 

11,869 

303 

2.53 

$569.69 

3.84 

253 

.82 

$1.44 
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Companies  and  Brokers  Accepting  Surplus 

Line  Business. 

Induded  in  the  following  list  will  be  found  the  names  and  addresses  of  licensed 
American  and  licensed  and  unlicensed  foreign  fire  insurance  companies  which  are  under- 
stood to  be  writing  surplus  fire  insurance  business  in  the  United  States,  and  the  offices 
through  which  their  policies  may  be  obtained.  For  information  as  to  American  and 
foreign  companies  named  in  this  list,  readers  are  referred  to  "Reports  of  Fire  Insurance 
Companies/'  published  in  another  part  of  this  book. 


Aacben    Reinsurance,    Aix-la-Chapelle. 

Aggripina  O.   R.  &  L.   Transport,   Atx*1a-Chapelle.  ^ 

Anglo-American,  Toronto,    Can.--W.    L.    Pettibone 

ft  Co.j  Newark,  N.  t. 
Arizona  Fire.  Phcenix. — John  E.  King,  New  York. 
Arlington,  Washington,  U.  C. — John  E.  King,  New 

York. 
Asacurarioni  Generali,  Trieste. — Weed  &  Kennedy, 

New  Yorfc  tnot  actire). 
Anstrian   Elementar,  Vienna. — Weed   &   Kennedy, 

New  York  (not  actire). 
Badische,  Mannheim. 
British   Dominions  General,  London. — E.    E.    Hall 

&  Co.,  New  York. 
Central,  London,  Eng. — Fred  S.  James  &  Co.,  New 

York  and  Chicago. 
China  Traders,  Hong  Kong,  China. 
Colonial  Assurance,  Winnipeg,   Man. — A.   L.   Mc* 

Crae,    Chicago,    111. 
Colonial   Marine  and  Fire,  Batavia,  Java. 
Continental,  Mannheim. 
Co-operation  Fire,  Paris,  France. — A.   L.  McCraCj 

Chicago,  111. 
Cornhill,  London. 
Da]rton  Mutual  Fire,  Dayton,  Ohio. — J.  S.  Kemp- 

per,  Chicago. 
Donau  Austrian,  Vienna. 
Dusseldorfer  Remauranoe,  Dusseldorf,  Germany. — 

Brown,   Anderson  &  Young,  Chicago. 
Eagle,  Paris. 

Economic  Marine  of  London. 

Equity,    Kansas  City. — F.   R.  Thompson,   Chicaso. 
Equity  Fire  Insurance  Association,  Sioux  City,  la. 

— Charles  Brock — Jones  &  Co.,  Chicago;  C.  W. 

Smith  &   Co.,    San  Francisco. 
Essex  &  Suffolk,  Colchester,  Eng. — Fred  S.  James 

&  Co.,  New  York  and  Chicago. 
Europa  Reinsurance,  Berlin. 
Excess,  London. — A.  F.   Shaw  &  Co.   (whiskey   in 

free     and    bonded    warehouses    anywhere    in 

U.  S.),  (Chicago;  Marsh  &  McLennan,  Chicago. 
Fine  Art  and  General,  London. — E.  E.  Hall  &  Co., 

New   York. 
Firemen  and  Mechanics,  Madison,  Ind. — Rehm  & 

Olin,   Indianapolis. 
First  Bohemian  Reinsurance  Bank,  Pra^e. 
Le    Foncier    de    France    et    des    Colonies,    Paris, 

France. — A.  L.  McCrae,  Inc.,.  Chicago. 
Fortuna   General,  Berlin. 

German  Reinsurance  and  Coinsurance,  Berlin. 
Globe,  San  Antonio. — F.  R.  Thompson,  Chicago. 
Globus,  Hamburg,  Germany. 
Grain   Shippers  Mutual   Fire,   Ida   Grove,  Iowa. — 

H.     CT.    Kirkpatrick,    San    Francisco;    C.    W. 

Smith  &  Co..  San  Francisco. 
Great  North,  Calgary. — Chas.  W.  Smith  &  Co.,  San 

Francisco. 
Gresham    Fire    and    Accident,    London. — Fred    S. 

James  &  Co.,  New  York  and  Chicago. 
Guardian,  London. 
Hamburg    Underwriters,    Hamburg. 
Hearts  of  Oak,  London. 
Indemnity  Assn.^  Ltd.,  London. 
Industrielle,  Pans,  France. 
International    Assurance    Association. — A.  L.  Mc* 

(jrae,  Inc.,  Chicago. 
Italian  Fire  and  Marine,  Turin,  Italy. 
Italiana,   Genoa,  Italy. 
Lancashire  and  Cheshire,  London,  Eng. 
Law  Accident,  London,  Eng. 
Law,  Fidelity  and  Cieneral,  London. 
Legal  Insurance  Co.,  Ltd.,  London,  Eng. — Fred  S. 

James  &  Co.,  New  York  and  Chicago. 
Lloyds,     London. — A.   F.   Shaw    &    Co.,  Chicago; 

Fred    S.  James    ft    Co.,   Chicago;     Marsh     & 

McLennan,    Chicago;    F.    R.    Thompson,    Chi- 
cago;  R.  W.   Hotmer  &  Co.,  Chicago;  Stark- 


weather &  Shepley,  Providence,  R.  l..  New 
York  and  Chkrago;  Rollins,  Burdick  &  Hunter 
Co.,  Chicago;  C.  P.  Wurts,  Chicago;  Weed  & 
Kennedy,  New  York. 

London  S.  S.  Owners,  London. 

Madison,  Madison,  Ind. — A.  J.  Van  Deinse  &  Co., 
Indianapolis. 

Majestic,  London. 

Merchants  Marine,  London. 

Minnesota  Fire,  Chatfield. — A.  Ji  Van  Deinse,  In- 
dianapolis; Chas.  W.  Smith  &  Ca,  San  Fran- 
cisco. 

Monarch,  London. 

Montreal-Canada,  Montreal. — W.  L.  Pettibone  & 
Co.,   Newark,  N.  J. 

Mount  Royal,  Montreal. — E.  E.  Hall  &  Co.,  New 
York. 

Mutuelle  de  Valence,  Paris,  France. 

National  of  Great  Britain,  Glasgow. — E.  E.  Hall 
&  Co.,  New  York;  Marsh  &  McLennan,  Chi- 
cago. 

National  British  and  Irish  Millers,  London. — £.  E. 
Hall  &  Co.,  New  York  (sprinklered  risks 
only). 

National  Standard,  London,  Eng. — A.  L.  McCrae, 
Inc.,  Chicago. 

Nordisk,  Copenhagen. 

Northern  Fire  and  Marine,  Grand  Forks,  N.  D. — 
Charles  Brock-Jones  &  Co.,  Chicago  (for  111.) ; 
C.  W.  Smith  &  Coj,  San  Francisco. 

Pannonia  Hungarian,  Budapest. 

Provincial,  Bolton,  Eng. 

Pohjola,  Helsingfors. 

Prudentia  Reinsurance,  Zurich. 

Regal   Fire  and  Accident,   London. 

Rhenish-Westphalian,  M.  Gladbach. 

Scottish  Sick  and  Accident,  Glasgow. 

Securitas,   Vienna. 

Securite  General,  Brussels. 

Security  Mutual.  Chatfield,  Minn. — A.  J.  Van 
Deinse,  Indianapolis,  Ind. 

Skandinavia  Reinsurance,  Copenhagen. 

Sterling  Fire,  Quebec. 

Stuttgart  Insurance  and  Reinsurance,  Stuttgart. — 
Brown,  Anderson  &  Young,  Chicago. 

Themis,  Paris,  France. 

Triton,  Helsingfors. 

Union,  Ointon,  China. 

Upper  Rhine,  Mannheim. 

Victoria,   Bucharest,  Roumania. 

Vienna  Reinsurance,  Vienna. 

World  Marine,  London. 

Special  Agents  Licensed  Under  Surplus-Line  Law, 

New  York  State: 
Benedict   &   Benedict,    Brooklyn. 
Frank  ft  DuBois,  New  York. 
Arthur  C.   D.  Foster,  New  York. 
Frederick  L.  Green,  New  York. 
Edward  E.  Hall  &  Co.,  New  York. 
Fred  S.  James  &  Co.,  New  York. 
Warren  M.  Kimball,  New  York. 
Henry  W.  Lowe,  New  York. 
Weed  &  Kennedy,  New  York. 

Special  Agents  Licensed  Under  Illinois  Brokers' 
Law: 

Charles  Brock-Jones. 

H.  V.  Burrows,  Chicago. 

Paul  G.  Johnson. 

Critchell,  Miller,  Whitney  &  Barbour,  Chicago. 

Herbert  Darlington,  Chicago. 

Marsh  &  McLennan,  Chicago. 

C.  E.  Rollins,  Chicago. 

Arthur  C.   Schiefcrstein. 

Fred  E.  Young. 
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Special  Agents  Licensed  Under  Missouri  Surplus- 
Line  Law: 

Walter  T.  Campbell,  St.  Louis. 

Carr  Bros.,  St.   Louis,  Mo. 

W.  D.  Hemenway,  St.  Louis,  Mo. 

Homer  P.  Knapp,  St.  Louis. 

M.  E.  Leming  Lumber  Co.,  Cape  Girardeau,  Mo. 

W.  H.  Markham  &  Co.,  St.  Louis. 

Nicholas  R.  Wall  &  Edward  T.  Campbell  Agency 
Co.,  St.  Louis. 

Sam.  D.  Capen,  St.  Louis. 

Wm.  H.  Fisher,  Hannibal,  Mo. 

F.  C.  Whittemorc,  St  Louis. 

Phillip  S.  Brown,  Jr.,  Kansas  City,  Mo. 

Special  Ai[ent8  Licensed  Under  Pennsylvania  Sur- 
plus-Line Law: 
Henry  W.  Brown  &  Co..  Philadelphia. 
Buckman  &  Williams,  Philadelphia. 
Hutchinson,  Rivinus  &  Co.,  Pniladelphia. 
Mather  &  Co.,  Philadelphia. 
Piatt,  Yungman  &  Co.,  Philadelphia. 

Surplus  Line  Brokers,  San  Francisco,  Cal.: 
A.  M.  Bender. 
F.  W.  Birlcm. 
J.  £.  Clark. 


Roger  Clucking. 
Bert  Davis. 
Eyan  C.  Evans. 
Robt  D.  Foster. 
C.  B.  Harrison. 
Emil  E.  Kahn. 
Wm.  Macdonald. 
H.  S.  Mannheim. 
L.  Rosenthal. 
R.  C.  Ward. 
WUlard  O.  Wayman. 
G.  W.  Cortelyou. 
E.  W.   Dickson. 
A.  W.  FoUansbee,  Jr. 
J.  G.  Johnson. 
Harola   Manor. 
G.  A.  Newhall. 
A.  W.  Rosenbaum. 
A.  H.   Smith. 
T.  R.   Sloan. 
M.  Thompson. 

Surplus-Line   Brokers,   Los  Angeles,   Cal. 

G.  A.  L.  Heinemann. 
Chas.  F.  List. 
John  E.  Nattress. 
O.  Rey   Rule. 


Automatic  Sprinklers. 

The  following  is  a  list  of  the  principal  manufacturers  of  automatic  sprinklers,  to- 
gether with  the  addresses  and  the  names  of  the  sprinkler  heads  which  they  make  or  install : 

Automatic  Sprinkler  Company  of  America,  123  William  Street,  New  York.    (Sec 
opposite  Appendix  page  C  i.) — Manufacturers;  Niagara. 

International  Sprinkler  Company,  123  William  Street,  New  York. — International 

Ohio  Automatic  Sprinkler  Company,  Youngstown,  Ohio. — Lapham. 

General  Fire  Extinguisher  Company,  Providence,  R.  I. — Grinnell;  Naracher. 

EsTY  Sprinkler  Company,  Laconia,  N.  H. — Esty. 

Independent  Fire  Sprinkler  Company,  1801-1825  Diversey  Boulevard,  Chicago,  111.— 

Independent  or  Stantial. 

RocKwooD  Sprinkler  Company  op  Massachusetts,  38  Harlow  Street.  Worcester, 

Mass. — Rockwood. 

Globe  Automatic  SntiNKLss  Company,  161  o  Reading  Road,  Cincinnati,  Ohio. — Globe. 

Rundlb-Spence  Automatic  Sprinkler  Company,  Milwaukee,  Wis.— Rundlc-Spcucc. 

Assoctated  Automatic  Sprinkler  Company,  2218  Vine  Street,  Philadelphia,  Pa.— 
Associated. 
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Automatic  Sprinkler  Leakage  Insurance. 

Below  will  be  found  a  list  of  companies  which  insure  against  damage  by  leakage 
and  breakage  of  automatic  sprinkler  equipment : 


^MtodL  Accident  and  Liability  Co.,  Hart- 
ford. 
MtasL  Insurance  Co.,  Hartford. 

♦American  Lloyds,  New  York. 
American  Mutual  Fire,  Providence,  R.  I. 

Arkwright  Mutual  Fire,  Boston. 

Automobile,  Hartford. 
Balkan  National,  Sofia. 

Blackstone  Mutual  Fire,  Providence. 

Boston  Manufacturers  Mutual  Fire,  Bos- 
ton. 

♦Common wealth  Ins.  Co.  New  York. 

•Continental  •  Ins.  Co.,  New  York. 

Cotton  and  Woolen  Mfrs.  Mutual,  Boston. 

Enterprise  Mutual  Fire,  Providence,  R.  I. 

Fall  River  Mfrs.  Mutual,  Fall  River,  Mass. 

Fidelity-Phenix,  New  York. 

Fjrcmens  Mutual,  Providence. 

Frankona  Reinsurance,  Frankfort,  Ger. 

German-American,  New  York. 

Globe  and  Rutgers,  New  York. 
♦Hartford  Fire  Insurance  Co.,  Hartford. 

Home,  New  York. 

Hope  Mutual  Fire,  Providence, 

Imperial,  New  York. 

Industrial  Mutual,  Boston. 

Keystone  Mutual  Fire,  Philadelphia. 
♦Liverpool  and  London  and  Globe,  Liver- 
pool. 

London  and  Lancashire  Fire,  Liverpool. 

Manufacturers  Mutual  Fire,  Providence. 

Manton  Mutual  Fire,  Philadelphia. 
♦Maryland  Casualty  •  Co.,  Baltimore. 

Mechanics  Mutual  Fire,  Providence,  R.  I. 

Mercantile  Mutual  Fire,  Providence. 

Merchants  Mutual  Fire,  Providence. 

MiU  Owners  Mutual  Fire,  Chicago. 


Munich  Reinsurance,  Munich. 

Narragansett  Mutual  Fire,  Providence. 

National  Mutual,  Philadelphia. 
♦New    York   Underwriters   Agency,    New 

York. 
*North  British  and  Mercantile  Insurance 
Co.,  London. 

North  British  and  Mercantile,  New  York. 

Norwich  Union,  Norwich,  England. 

Orient,  Hartford. 

Paper  Mill  Mutual,  Boston. 

Philadelphia  Manufacturers,  Philadelphia. 
♦Phoenix  Assurance  Co.,  London. 

Protection  Mutual  Fire,  Chicago. 
♦Providence    Washington    Insurance    Co., 
Providence. 

Queen,  New  York. 
♦Rhode  Island  Insurance  Co.,  Providence. 

Rhode   Island    Mutual   Fire,    Providence, 
R.  I. 

Royal  Exchange,  London. 
♦Royal  Insurance  Co.,  Liverpool 

Rubber  Mfrs.  Mutual,  Boston. 

Scottish  Union  and  National  Edinburgh. 
♦Springfield  Fire  and  Marine,  Springfield, 
Mass. 

Standard  Mutual  Fire,  Philadelphia. 

State  Mutual  Fire,  Providence,  R.  I. 

Swiss  Reinsurance,  Zurich. 
♦United  States  Casualty  Co.,  New  York. 

Vulcan,  New  York. 

What  Cheer  Mutual  Fire,  Providence. 

Westchester,  New  York. 

Worcester  Mfrs.  Mutual,  Worcester,  Mass. 


*  Written   under  a  distinct  policy  covering  this 
form   of  insurance  only. 
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Record  of  the  Year. 

The  following  lists  show  for  the  twelve  months  ending  with  June  15,  191 5,  the  changes 
among  fire  insurance  officials,  a  list  of  companies  organized  or  proposed,  also  the  death 
roll  of  the  year : 


OFFICIAL   CHANGES. 

Armstrong,  William  G.,  elected  secretary  of  the 
National  Union  Fire  to  succeed  W.  F.  Braun, 
resigned  April,   1916. 

Aschermann,  W.'  £.,  appointed  secretary  of  the 
United  States  branch  of  Hamburg-Bremen 
Fire,   Hamburg. 

Baker,  Dr.  George  Fales,  resigned  as  vice-presi- 
dent  of  the  Franklin  Fire  of  Philadelphia  May, 
1915. 

Barry,  Charles  H.,  elected  president  of  Pennsyl- 
vania Fire  to  succeed  Col.  R.  Dale  Benson, 
resigned  March,  1915. 

Bayard,  L.  P.,  Sr.,  resigned  as  joint  manager  of 
the  United  States  branch  of  the  Phcenix 
Assurance  of  London;  resigned  as  president 
of  the  Imperial  Assurance  of  New  York  and 
as  manager  of  the  Swiss  Reinsurance  of 
Zurich,  December  31,  1914. 

Bayard,  L.  P.,  Jr.,  appointed  manager  of  Phcenix 
of  London,  with  A.  B.  Mills,  succeeding  L.  P. 
Bayard,  retired,  January,  1915. 

Bell,  George  H.,  assistant  United  States  manager 
of  Royal  Exchange,  London,  resigns  to  be- 
come second  assistant  general  agent  of  the 
National  Fire,  Hartford. 

Benson,  Col.  R.  Dale,  resigns  as  president  of 
Pennsylvania  Fire,  November,  1914. 

Betts,  Walter  C,  appointed  general  manager  of 
the  London  and  Midland,  London. 

Billheimer,  John  Q.,  resigned  as  president  of  the 
Sterling   Fire,  Indianapolis,  June,   1915. 

Braun,  ^  W .  F.,  resigned  as  secretary  of  the  Na- 
tional Union  Fire,  May  1,  1915. 

Buswell,  Frederic  C,  elected  vice-president  of  the 
Franklin   Fire  of  Philadelphia,   May,  1915. 

Carlston,  J.  F.,  succeeded  Tom  C.  Grant  as  presi- 
dent of  the  Vulcan  Fire  of  Oakland,  March, 
1915. 

Clark,  W.  H.,  elected  president  of  United  Fire- 
mens  of  Philadelphia,  succeeding  Col.  Robert 
B.  Beath,  deceased. 

Darlington,  Hart,  appointed  assistant  manager  of 
Phoenix,  London. 

Davis,  Lewis,  retired  as  president  of  the  Lum- 
bermens  of  Philadelphia,  June,  1915. 

Dubois,  Fred  T.,  elected  vice-president  First  Na- 
tional Fire,  Washington. 

Dudley,  Frederick  S.,  resigned  as  vice-president 
First  National  Fire,  Washington. 

Dugan.  A  G.,  elected  vice-president  of  Sterling 
Fire  of  Indianapolis,  June,  1915. 

Dunn,  N.  J.,  made  secretary  of  the  Lumbermens 
of  Philadelphia,   June,  1915. 

Ewing,  John  G.,  .resigned  as  president  of  the 
Columbian  National  Fire,   April,  1915. 

Francis,  Guy,  appointed  underwriting  manager  of 
the  Vulcan  Fire  of  Oakland,  February,  1915. 

Guthard,  Henr^  J.,  resigned  as  secretary  of  the 
Detroit  National  Fire  of  Detroit,  the  office  be- 
ing combined  with  that  of  treasurer,  February, 
1916. 

Hall,  E.  £.,  &  Co..  appointed  United  States  man- 
agers of  London  and  Lancashire  Life  and 
General,  London. 

Hill,  Oliver  H..  made  president  of  the  Lumber- 
mens of  Philadelphia,  June,  1915. 

Holt,  W.  A.,  resigned  as  president  of  the  Los 
Angeles   Fire,    March,   1915. 

Irving,  Arthur  T.,  Jr.,  resigned  as  secretary 
United  States  branch,  Phoenix,  London. 

King,  Calvin  E.,  made  treasurer  of  Anglo-Ameri- 
can Fire,  succeeding  Morris  H.  Prescott,  re- 
signed, February,  1915. 

Kurth,  Wilfred,  elected  secretary  Franklin  Fire, 
Philadelphia,   May,  1915. 

Leonard,  Frank  P^  elected  treasurer  Marquette 
National  Fire,  Chicago,  February,  1915. 

Lttdlum,  Clarence  A.,  elected  vice-president, 
Franklin    Fire,   Philadelphia,  May,  1915. 


Lutz,  W.  B.,  resigned  as  secretary  of  the  New 
Jersey  Fire,  June,  1916. 

Mann,  Owen  R.,  elected  president  of  the  Ken- 
tucky Registry,  October,  1914. 

Maillot.  Walter  L.,  appointed  assistant  manager 
of  Western  department  of  Phoenix,  London. 

Martin,  F.  M.,  elected  treasurer  and  assistant  sec- 
retary of  the  Florida  F.  and  C,  Jacksonville. 

Matre,  Anthony,  elected  president  Maxqaette 
National  Fire,  Chicago,  February,  1915. 

Mills,  A.  B.,  appointed  manager  of  Phceniac  of 
London,  succeeding  L.  P.  Bayard,  retired, 
January,  1915. 

Milliken,  Lyon  B.,  treasurer.  Sterling  Fire»  In- 
dianai>olis,  elected  president  to  succeed  J.  C. 
Billheimer,   resigned,  June,  1915. 

Mitchell,  Charles  E.,  resigned  as  secretary  United 
States  branch,  Hamburg-Bremen,  Hamburg. 

Nicholls,  Tames,  retired  as  president  of  National 
Fire  oi  Hartford,   February,  1915. 

Olney,  George  M.,  resigned  as  president  of  tixe 
Arizona  Fire,  May,   1915. 

O'Neill,  £.  B.,  elected  president  of  the  Arizona 
Fire  to  succeed  George  M.  Olney,  resigned. 
May,  1915. 

Orr,  Herbert  P.,  elected  secretary  of  the  Colum- 
bian National  Fire  to  succeed  Matthew  W. 
Walsh,  resip;ne(L  April,  1919. 

Prescot^  Morris  H.,  retired  as  treasurer  of  the 
Anglo-American  Fire  of  Chicago,  February, 
1915. 

Quackenbush,  S.  H.,  appointed  assistant  man- 
ager of  U.  S.  branch  of  Aachen  and  Munich 
of  Aix-la-Chapelle,  February,  1915. 

Quinby,  Henry  C.,  made  president  of  Eagle  Fire 
of  New  York,  January,  1915. 

Reade,  George  B.,  made  secretary  Eagle  Fire  of 
New  York,  January,  1915. 

Reis,  Dr.  Henry,  elected  vice-president  Mar- 
quette National  Fire,  Chicago,  February.   1915. 

Ricc^  Frank  M.,  retired  as  secretary  of  Anffio- 
American  Fire,   Chicago,   February,  1915. 

Risle^,  L.  M.,  made  secretary  of  Anglo-American 
Fire  of  Chicago,  succeeding  Frank  M.  Rice, 
resigned,  February,  1915. 

Ross,  Oscar  L.,  elected  secretary-treasnrer  Ster> 
ling  Fire,   Indianapolis,  June,  1915. 

Sattler,  William,  made  assistant  secretarv  of  the 
Lumbermens  of  Philadelphia,  June,  1915. 

Smith,  Auber,  elected  secretary  of  the  Ohio  Val- 
ley Fire  of  Paducah,  January,  1915. 

Smith,  John  E.,  appointed  managing  underwriter 
First  National  Fire,  Washington,   D.  C. 

Smith,  Harry  A,,  elected  president  National  Fire 
of  Hartford,  succeeding  James  Nichols,  re- 
tired, February,  1915. 

Spicer,  C.  C,  secretary  of  the  Los  Angeles  Fire, 
elected  president  to  succeed  W.  A.  Holt,  re- 
signed, March,  1915. 

Thyson,  VVilliam  Frank,  elected  secretary  of  Com- 
mercial Fire,  Washington. 

Tyner,  Charles  L.,  elected  vice-president  and  sec- 
retary Franklin  Fire,  Philadelphia,  May,  1915. 

Viehmann,  George  A.,  elected  president  of  the 
New  Jersey  Fire  to  succeed  William  G.  Wbil- 
den,   resigned,   April,   1915. 

Wakefield,  E.  E.,  appointed  assistant  manaa«r  oC 
the  U.  S.  branches  of  General  Fire  and  Ur- 
baine  Fire,  Paris. 

Walsh,  Matthew  W.,  resided  aa  secretary  of  the 
Columbian  National  Fire,  April,  1916. 

Warren,  Bates,  elected  vice-president  Commercial 
Fire,   Washington. 

Whilden,  William  G.,  resigned  as  president  and 
managing  underwriter  of  the  New  Jersey  Flre^ 
March  31,  1915. 

Woessner,  Henry  J.,  elected  secretanr  and  man- 
aging director  Marquette  National  Fire,  Chi- 
cago,  February,  1915. 
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OBITUARY. 

Adams,  George  Grieg,  manager  Southern  Adjust* 

mcnt  Bureau,   Birmingham,   Ala. 
Allison,  Francis  A.,  agent  of  Taylor,  Tex.,  AjMil, 

liOS. 
Anthony,  Frank  W.,  insurance  promoter,  March, 

1915. 
Appleton,  Lloyd  D.,  Sute  agent  for  the  Germania 

Fire  in  Colorado,  March,  1915. 
Babcock,   John    J.,    of     Philadelphia,     with     the 

Springfield  F.  and  M.,  March,  19]fi. 
Bacharach,  Jesse,  examiner  New  York  Insurance 

Department,  April,  1916. 
Baldwin,    Charles    H.,    insurance   agent    of   Min- 
neapolis, December,  1914. 
Barnard,  Darwin,  local  agent,  Boston,  Maas.,  No- 
vember, 1914. 
Barry,    D.     Ramsay,    agent    of    Baltimore,    Md., 

March,  1915. 
Beath,  Robert  B.,  president  of  United  Firemens, 

Philadelphia ;    vice-president    of    Peoples    Na- 
tional Fire,  Fhiladeiphia,  December,  1914. 
Bennett,  Robert,  special  agent  North  British  and 

Mercantile,  Boston,  December,  1914. 
Bixbpr,   Winfrcd    N.,    of   Grain,    Jones,    Bixby    & 

Co.,  Boston,  June,  1915. 
Brentano,  Simon,  well-known  fireman,  author  and 

bookseller.   February,  1915. 
Brown,  Donald  C.,  adjuster,  assistant  manager  of 

General    Adjustment    Bureau    of    New    York, 

April,  1915. 
Bums,  John,  instirance  agent,  Nashville,  Tenn. 
Carey,   George    W.,   local   agent,    Lebanon,    Ohio, 

November,  1914. 
Congdon,   Thomas,  veteran   insurance  man.    Glen 

Ridge,  N.  J. 
Cooney,  John  B.,  superintendent  of  agents  of  City 

of  New  York.  New  York. 
Darlington,  J.    H.,  of  Brooklyn,  appraiser  of  ma- 
chinery K>sses,  June,  1915. 
De  Camp,  James  M.,  general  agent  at  Cincinnati 

for  L.  and  L.  and  G.,  March.  1915. 
De  Wolf,  J.    H.,  ex-president  of  the   Providence 

Washington  of  Providence,  R.  I.,  June,  1816. 
Dooley,    George    A.,      special    agent    of    Boston, 

Mass.,   November,  1914. 
Dorland,    Irving    R.,    of    Davis,    Dorland    &    Co., 

New  York,  January,  1915. 
Duncan,  Morris  Leigh,  American  manager  of  the 

Svea  Fire  and  Life  at  New  York,  April,  1916. 
Ellis,  William   K.,  insurance  broker,  Washington, 

D.  C. 
Emerson,  Harry,  assistant  counter  clerk,  Hartford 

Fire,  in  New  York. 
Fabre,  Clarence  L.,   of   Clarence   L.   Fabre,    Inc., 

New  York,  broker,  February,  1915.  • 
Feeney.   Ralph    W.,   superintendent  of  the   Horti- 
cultural Fire  Relief;   March,  1915. 
Ferguson,    William    J.,    agent,    of    New    Orleans, 

June,  1916. 
Foster,  Edward  £.,  assistant  manager  of  the  Ger* 

mania  Fire,  Chicago,  April,  1915. 
French,  George  A.,   elected  assistant  secretary  of 

the     New     Hampshire     Fire     of    Manchester, 

March,  1916. 
Gale,  Dr.  Ernest  A.,  of  agency  firm  of  J.  Paulding 

Meade  &  Co.  of  Boston,  May,  1915. 
Groves,  F.  S..  former  superintendent  of  the   Fire 

Patrol  of  New  York,  June,  1916. 
Haggerty,   William  J.,  assistant  manager  Western 

department.     Fire     Association,     Philadelphia, 

Chicago. 
Harding,  Nehemiah  S.,  State  agent  and  adjuster, 

Springfield  F.  and  M.,  April,  1915. 
Hamson,    Carrington,    local   agent    for   Home   of 

New  York,  in   Memphis,   March,  1915. 
Hewett,  Henry,  prominent  marine  insurance  man 

of  Portland,  Ore.,   February,  1915. 
Hobbs,  Tames  B.,  well-known  fire  insurance  man, 

Portland,  Maine. 
Honsinger,     Brainard,     widely    known     insurance 

agent.  Chicago. 
Horton,     Oliver    H^    former    vice-president    and 

counsel   of  the  Central   National   Fire  of  Chi- 

cago,  February,  1916. 
Hooter,   John,    prominent    insurance   lawyer,    To- 
ronto, Canada. 
James,    Thomas,    general   agent    of    the    Hanover 

Fire,  Eastern  territory.   May,  1915. 
Jones,   F.    E.   R.,  manager  at  Chicago  of  L.  and 

L.  and  G.,  November,  1914. 


Junge,   Carl  F.   W.,  veteran  fire  insurance  man, 

Chicago,  111.  . .         ^  ^         ^_        .    _. 

Kelling,    August,   president   Badger   Mutual    Fire 

of  Milwaukee,  October,  1914. 
Kinney,  A.  T..  of  TaylorsviUe,  111.,  special  agent 

of  the  Fidelity-Phenix.  March,  WIS. 
Kirkpatrick,  A.  D„  special  agent  ©f  the  Home  of 

New  York  at  Toronto,  Canada,  May,  1916. 
Koctt,   C.    B.,   well-known  insurance  agent.    Bur- 

lington,  Iowa.  ,  ^^        ,,    ,      _ 

Kopp,   G.   Henry,  adjuster,  of  New  York,  June, 

Lewis,  Alonzo,  old-time  fire  underwriter,  New 
York  city.  ,     ^     _..     .  . 

Loehr,  Col.  Charles  T.,  actuary  of  the  Virginia 
Fire  and  Marine  of  Richmond,  March,  1916. 

Lundy,  A.  D.,  of  Philadelphia,  special  agent  of  the 
Sun  of  London  in  Eastern  Pennsylvania, 
March.  1916. 

Lyman,  E.  W.,  of  Moore,  Case,  Lyman  and 
Hubbard,  Chicago,  January,  1916.  „       _      , 

Maloney,  Andrew  J.,  agent  National-Ben  Frank- 
lin, Pittsburg.  ,     .     .  o     i- 

Maxwell.  Jefferson  Davis,  of  Anderson,  S.  C, 
October,  1914. 

McConaughey,  J.  A.,  veteran  insurance  agent, 
Rochester,  III.  . .  ^^      . 

Mitchell,  Capt.  J.  H.,  vice-president  Phoenix, 
Hartford.  ,  ^^ 

Moore,  Charles  A.,  of  New  York,  director  of  the 
Continental,  December,  1914.  . 

Moore,  William  Warren,  of  Chicago,  special  agent 
of  the  L.  and  L.  and  G.  in  Illinois,  April.  1916. 

Murphy,  H.  D.,  agent  in  Newark,  Ohio,  Novem- 
ber, 1914.  ^  ^  ,        ^ 

Murphy,  C.  S.,  agent  at  Dubuque,  la.,  January, 
1915. 

Odell,    Robert    S.,    well-known    insurance    agent, 

Chicago.  .  «       .  .       _^ 

Orr,  Charles  Wesley,  manager  Southern  depart- 
ment Newark  Fire,  Newark. 

Parsons,  Thomas  C,  general  agent  of  Glens  Falls, 
Cleveland,   Ohio,   November,  1914. 

Pemberton,  John,  president  of  the  Horticultural 
Fire  Relief  of  Oregon,  March,  1916. 

Phillips,  State  agent  for  Wisconsin  of  the  Ins.  Co. 
of  North  America,  April,  1915. 

Phillips,  Lewis  F.,  cashier  of  Agricultural  of 
Watertown,  November,  1914. 

Rathbone.  Robert  C,  of  R.  C.  Rathbone  &  Son  of 
New  York,  brokers,  February,  1915. 

Rawlings,  Frank  T.,  of  Washington,  D.  C,  former 
president  of  the  Arlington  Fire,  December,  1914. 

Reddeman,  Oscar  E..  of  Qeveland,  special  agent. 
Twin  City  Fire,  June,  1916.  _.         ,     ^ 

Richards,  William  E.,  of  Thompson,  Richards  & 
Brady  of  Utica,  January,  1916. 

Roberts,  Tames  W.,  president  Independent  Mu- 
tual Fire,  Fairfax,  Va. 

Sage.  William  P.,  of  Hartford,  general  agent  of 
the  Connecticut  Fire,  January,  1916. 

Schroeder,  Carl,  well-known  agent  of  Detroit,  Jan- 
uary, 1915. 

Scofield,  P.  W.,  New  York,  November,  1914. 

Searing,  George  D.,  local  agent,  Lima,  Ohio. 

Sefton,  Thomas,  former  president  of  the  Home 
Fire  of  New  Orleans,  November,  1914. 

Sims,  Alfred,  heating  inspector,  Bureau  of  Sur- 
veys, New  York  Board,  June,  1915. 

Southgate,  James,  agent,  Durham,  N.  C,  Novem- 
ber.  1914. 

Spencer,  D.  A.,  secretary  of  the  San  Francisco 
Brokers  Exchange,  April,  1915. 

Stanbery,    Edward,   assistant   Chicago  manager  of 
the  Royal,  June,  1915. 

Stearns,  Colonel  John  C,  veteran  insurance  agent, 
Bradford,  Vt. 

Stevens,  Horace  B.,  Jr.,  agent  of  El  Paso,  Novem- 
ber, 1915. 

Stuart,  Henry  Clay,  of  Des  Moines,  ex-president 
of  the  Fire  IJnderwriters  of  the  Northwest, 
June,  1916. 

Talbot,  John  M.,  broker,  of  New  York,  April,  1915. 

Tanner,  H.  M.,  of  Atlanta,  Ga.,  Southern  general 
agent  for  the  Agricultural  of  Watertown,  Jan- 
uary, 1S16. 

Textor,  Rheinhold,  broker,  of  Brooklyn,  Feb- 
ruary,  1916. 

Terry,  F.  W.,  local  agent,  of  Texarkana,  October, 
1914. 


536 


RECORD   OF   THE   YEAR. 


Tinker,  Henry  C,  director  Fidelity-Pheoix,  New  I 
York,  November,  1914.  I 

Town  send,  Sidney  J.,  former  secretaxjr  of  the 
Knickerbocker  of  Mew  York,  killed  in  battle, 
May,  1916. 

Turnbnll.  Thomas,  former  secretary  of  the  Hart- 
ford Fire,  May,  1916. 

Tynberg,  Si^und  N^  former  president  of  the 
Fire  Adjustment  Corporation  of  New  York, 
June,  1916. 

Vincil,  James  £.,  veteran  underwriter,  Kansas 
City,  Mo. 

Walter,  Philip,  agent  of  Jacksonville,  Fla.,  April, 

Ward,  Charles  W.,  general  agent  Firemens, 
Newark,  San  Francisco. 

Wellington,  George  Y.,  local  agent  of  Boston, 
March,  1916. 

Williams,  O.  W.,  manager  marine  department, 
Commercial  Union,  Chicago. 

Wilson,  Edgar  S.,  Southwestern  manager  of  Fire- 
mans  Fund,  Macon,  Ga. 


Wright,    William   C,   insurance  agent   at   Taylor, 

Tex.,  April.  1916. 
Wjmne,  Robert  J.,  elected  president  First  National 

Fire,  Washington. 
Zillmer.  Theodore,  president  of  Milwaukee  Board 

of  Fire  Underwriters,  June,  1916. 


COMPANIES  ORGANIZED  SINCE  JUNE 

16,  1914. 

.Many  of  the  following  companies  have  never 
completed  organization,  while  others  are  com- 
panies in  name  only: 

STOCK. 

American  Excess  F.  and  M.,  New  York;  capital, 
$1,000,000;  Fin  ley  J.  Shepard,  president;  Ansell 
H.  Ball,  secretary. 

American  National,  Columbus.  Ohio;  capital,  1360,- 
000;  John  M.  Zuber,  presiaent;  LJoyd  M.  Rich- 
ard, secretary. 

Bankers  Fire,  Chicago. 

Central  Sutes  Fire,  Wichiu,  Kansas;  capital,  $100,- 
000;  H.  C.  Whalen,  president. 

Colonial  Fire.  Covington,  Ky.:  capital.  $100,000. 

Dearborn  Fire.  Chicago;  capiUl,  $2,000,000;  W. 
R.  Drake,  A.  H.  Green  and  B.  H.  Pegram,  in- 
corporators. 


Lincoln  Fire,  Nashville;  capiul,  $100,000,  |8C^M0 
paid  up;   Mi.  Dortch,  promoter.         ^^^«^ 

Maine  Fire,  Portland,  Maine;  capital,  $1,000,000; 
F.  E»  Boothby,  M.  N.  Dow  and  others,  incor- 
porators. .  .    .   ^*^^« 

National  Security,  Lincoln^  Neb.;  capital,  fUK^OOO; 
Walter  A.  George,  president. 

Nebraska  Fire.  Omaha,  Neb.;  capital,  $100,000; 
Van  B.  Laay  and  others,  incorporators. 

Raleigh  Fire,  Raleigh,  N.  C;  capital.  $»jO00. 

Shawnee  F.  and  M.,  Uma;  capital,  $100,000;  Robert 

B.  Davis,  president.  ^^     , 
United  States,   Memphis;  capital,  $90(^000;  James 

Alexander,    presiaent;   James    Marshall,    secrc 
tary. 

Universal  Fire,  Chicago;  capital.  $1,000^000;  Orant 
Carpenter,  W.  M.  St.  Clair  and  others,  incor- 
porators. ^    ,  .    , 

Wabash  American  Fire,  Wabash,  Ind.:  capital, 
$200,000;  W.  H.  Anderson,  W.  H.  Adams  and 

C.  B.  Ireland,  incorporators.  ^ 
Washington  Fire,  Washington.  Pa.;  capital,  $100,- 

000;  C.  S.  Caldwell,  president;   C.  S.   Pitcher, 
secretary. 
Western  Union  Fire,  Waseca,  Minn. 

MUTUALS. 

American  Fire,  Sioux  City,  la. ;  president,  C.  R. 

McCutcheon;  secretary,  S.  E.   Morrison. 
Farmers  Mutual  Fire,  Fort  Brasw,  Cal. 
Farmers  Mutual  Town,  Rusk,  Wis. 
Garfield    County    Protective,    Glenwood    Springs, 

Colorado. 
Ginners  Mutual  Fire,  San  Antonio;  A.  E.  Jones, 

president;  L.  A.  Murff,  secretary. 
Indemnity  Fire,  Covington,  Ky.;    C.    W.    Evans, 

president;  Lewis  F.  Runck,  Jr.,  secretary. 
Massachusetts  Mutual  Automobile,  Boston. 
Methodist  Mutual  Fire,  Sutesville,  N.  C. 
Mutual  Fire  of  Montana.  Helena.   Mont. 
Mutual  Hail,  Dallas;  C.  P.  Nance,  president;  A. 

L.  Overton,  secretarv. 
Mutual  Town,  Lima,  Wis. 
National  Trust  Mutual  Fire,  San  Antonio;  E.  W. 

Gaffnev.  president;  D.  G.  Campbell,  secretary. 
Patrons  Mutual  Town,  Rhinelander,  Wis. 

(Foreign  Companies  Entered) 

Hamburg  Assurance,  Hamburg,  Mutzenbecher  & 
Ballard,  managers.  New  York  city. 

London  and  Lancashire  Life  and  General*  Lon- 
don ^  E.  E.  Hal]  &  Co.,  managers,  New  York. 


Addendum. 


MERCHANTS  NATIONAL  FIRE  INSURANCE  CO.,  CHICAGO,  ILL. 

President,  Geo.  H.  Bresee;  secretary-treasurer,  William  H.  Wilt. 
The  above-named  company  was  licensed  to  transact  business  in  Illinois  July  i,  1915. 
Its  financial  statement  on  that  date  was  as  follows: 


ADMITTED  ASSETS,  JULY  1,  1916. 

Mortgage  loans  1168,000 

Bonds,  book  value 23,800 

Certificates  of  deposit  36^662 

Cash  in  bank  1,760 

Accrued  interest  2,664 

Total  admitted  assets 1228,885 

In   addition,    the  company   possessed    |6,716    of 
non-admitted  assets. 


LIABILITIES  JULY  1,  1916. 

Capital  paid  in  

Net  surplus  , 


SU6.M0 


Total 


APPENDIX 
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PITTSBURGH    LIFE 

AND 

TRUST  COMPANY 

W.  C.  BALDWIN,  President 

The  First  Company  Licensed 

By    th«    N«w   York   Insurance  D«partin«nt  after  th«  •nactmont  of 

th«   Armstrong  Laws. 


Twelfth  Annual  Statement 

ASSETS  DECEMBER  31,  1914 

Real  Estate           ....'....  $9,036,207.49 

Mortgage  Loans 5,717,466.00 

Loans  Secured  by  Collateral 3,000.00 

Loans  to  Policyholders 4,629,877 .  94 

Bonds  and  Stocks 4,049,821.81 

Cash  in  Bank  at  Interest 263,948 .  20 

Cash  in  Office  2,104.16 

Accrued  Interest  and  Rents 196,212 .  54 

Due  and  Deferred  Premiums 314,927.32 

Total  $24,202,565.46 

LIABILITIES  DECEMBER  31,  1914 

Reserves $21,809,096.00 

Other  Liabilities  to  Policyholders  307,943.76 

Miscellaneous  Liabilities 182,540.68 

Capital  Stock 1,000,000.00 

Unassigned  Funds 902,975 .  03 

Total  $24,202,555.46 


DIRECTORS 

JAMBS  J.  DONNBLL  V.  Q.  HICKMAN  PRBDBRICC  C.  PARSONS 

W.  W.  BLACKBURN  W.  I.  BBRRYMAN  W.  H.  SBIP 

W.  HOWARD  NIMICK  PRBD  W.  KIBPBR  JOHN  H.  MURDOCH 

W.  C.  McCAUSLAND  HBNRY  R.  RBA  Hon.  B.  P.  ACHBSON 

JAMBS  CAROTHBRS  WM.  C.  BALDWIN  G.  W.  JOHNSON 

ROBBRT  GARLAND  JAMBS  H.  MAHAN 
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Insurance  Agents 


A  Directory  of  Agents  Representing  aix,  Branches  op  Insurance 

IN  THE  PrINCIPAI^  CiTIES  AND  ToWNS  OP  THE 

United  States  and  Canada. 


BXPLANATION.—In  this  DIrsotory  th«  Isttsrs  following  ths  namss  dsnots 
the  specialty  of  the  affant,  viz.:  f— Fire,  1— LIf e,  c— Casualty.  The  term  oasualtj 
applies  to  personal  accident  Insurance,  plate  glass*  steam  boiler,  burarlary. 
and  In  fact  to  all  classes  of  Insurance  Indemnifying  for  casualties  or  accidental 
Injuries  to  persons  or  property.  (See  also  department  containing  names  and 
addresses  of  General  and  Special  Agents  of  the  various  companies.) 


ALABAMA 


abanda 

McKnight  W  K— 1 
Tabum  L  M — c 

ABBEVILLE 

Bland  T  J— f  1 

Newman  &   Parrisfa— f  c 

Steagall  &  Wood— f 

AKRON 
Stirender  J  J— f    I 

ALABAMA   CITY 
Franklin  J  S— c 

ALBERTVILLE 

Goodwin  W  P— f 
Hooper  Jr  A  B — f 
Hubbard   &    Barnett— f 
Oglesby  J   R— 1 
Walker  &  Jackson— f 
Wcatherley  G  W— 1 


ALEXANDER  CITY 

Fuquay  A  P— £  I  c 
Gross  R  P— f 
Henderson  Jas  H— 1 
Jackson  E  A — f 
Pearson  H  W— f 
Walker  J  A— f 
Waters  W  L—  f 

ALICEVILLE 

Bowlin  G  E— 1 
KilUnraworth  B  G — f  1 
Kirkshr  R  J— 1 
Park  J  Verncr— f  1  c 
Somervillc  J   A — 1  c 

ALTOONA 
Bjmum  T  R— f 
Rhoadca  M  P— f 

AMERICA 
Aldridge  A  B — c 

ANDALUSIA 

Benson  O  L — f  c 
Robinson   A  H — ^1 
Tillcy  J  P  Jr— f  1  c 
Timmerman-Seegers   Ins. 

Agency — f  c 
Van  Pelt  Homer  T— 1 
Wiats  Realty    Co— f  c 

ANNE  MANIE 
Temple  W  M-<: 


ANNISTON 

Copeland  J  R— c 

Crook   S  L  &  Co— f  1  c 

Dehart  A  I— 1 

Formbjr  M  O— f  c 

Goodwin  A  J  &  Co — f  1  c 

Graham  John  C — I 

Henry    Real    Est    &    Ins 
Co— f 

Parker  O  H  &  Co— f  1  c 

Price  W  R-I 
.  Rivers  E  L — f  c 
I  Smith  Columbus — f  1  c 

Turner  E  I^— 1 

White  W  A— 1 

Yeatman  J   L — 1 

ARAB 
Bain  Jos  J— f  1  c 

ARITON 

Jackson  B  I— f 
Windham  &  Fussell-f  c 

ASHFORD 

Cook  Wister  W— f  c 
Cook  &  Ellis— 1 
Kinsey  H  M— f 
Wise  &  Culbreath— f 

ASHLAND 

Mattison  G  A— f  1 
Northern  &  Morgan— f 
Pruett  &  Hawkins— f  1  c 
Smith  A  T-1 

ASHVILLE 

Embry  James  A— c 
High  S  R-f  1  c 
McCain   Oscar — f 

ATHENS 

Allison  W  E-1 
Christopher  J  E— 1 
Frost  C  E— I 
Frost  J  W— f 
Hambfin  C  M — c 
Hughes  J  N  &  Co— f  I  c 
McCracken  G  G— f    1 
McWilliams  A  B— 1  c 
McWilliams  Walter— f  I 
Malone  W  W-c 
Osborne  R  H— f  1  c 
Peebles  W  S— f 
Simmons  Fred  A — f 
Smith  R  C— 1 
Walker  &  Glaze— 1  c 
Wartcn  L  M— f 


ATMORE 

Goldsmith  E  F— f 

iones  &  Curtis — f 
IcMurphy  &   Roberts — f 

ATTALLA 

Babbitt  Mrs  N  W— f 
Bruce  R  P— f 
Guest  S  W— f  c 
Johnson  J  E — f  1 
Vann  N  W— £  I  c 

AUBURN 

Anderson  James  T — c 
Burton  Robert  W— f  c 
Burton    LucUe— f 
Martin  Wm  D— f  1  c 

AUTAUGAVILLE 
Briggs  S  £ — f  c 

AVONDALE 

Carter  Geo  R — c 
Harwood   Chas  A — ^f 
Hendricks  Tom  I>-f 

BANKS 
Tatum  T  R— f 

BAY   MINETTE 

Ertzinger  Jno  A— £  1 
Ertzinger  O  H— f  1 
Lowery  J  S — 1 
Mix  J  P— f 
Stapleton  Wm  D— f  1 
Windham   J    D— c 

BEATRICE 
Sawyer  Wm  R— f  c 

BELLAMY 

GuUcy  E  C-f 
Hale  R  E-1 

BENTON 
Dudley  Jack— f  1  c 

BERRY 

Conwell  &  Karrh— f 
Shepherd  J  W— f 

BESSEMER 

Brooks  Jno  W— 1 
Cabaniss  M  H— c 
Callaway  G  G— 1 
Cheek   P  V-l 


Chisenhall  J  C-1 
Coats  Robt  L— 1 
Cobb  H  W-1 
Cochrell  H  D— c 
Golson  W  P— f  o 
Goode  J  J— 1 
Hamilton  M  C— I 
Hoover  Wm  H — f  c 
Howell  T  W— c 
Johnson  E  P— f  c 
Kedrick  Wm  J— I 
Mathews  &  Mathews— c 
Moody  Lee— f  c 
Norwood  John  M— 1 
Porter  W  H-1 
Stevenson  G  H— c 
Trotter  J— f 
Waller  H  C— f  c 

BIRMINGHAM 

Adams  A  A  4t  Co — f  c 

Alabama  Agency  Corp— f 

Andrews  E  H— 1 

Anglin  &  White— f  c 

Arnold  Jas  V— c 

Arrant  A  J— £  1 

Bailey  Jas  G — f 

Berry   a   Ycilding — f 

Bethea  Re  &  Ins  Co — £ 

Block  A  I^-c 

Blocker  Ins  Agcy — £  I  c 

Brimm  W  D— c 

Brown  L  C— 1 

Brown  R  A  &  Co— f  1  c 

Burkitt  Tas — c 

Burton  W  B— I 

Cameron  W  J — 1  c 

Carl  &  Wrieht— 1 

Cheape   F   P— 1 

Chesney  A  C — ^1 

Clark  Under  Agcy — £  c 

CUrk  B  F— c 

Clisby  Ins  &  R*lty  C»- 
£  c 

Cullom,  Smith  &  Co— £ 
1  c 

Cummings   Jno— 1    c 

Daniel  Arthur   S — u 

Dillard-Clark  Gen  Agen- 
cy—£  1 

Donaldson  G  W— 1 

Dunlap  J  T— 1 

Eaves  B  G — 1 

Estes  C  R— 1 

Estes  Ins   ARcncy — £  I  c 

Forbes  T  S— I 

Ford  Bros— £  1 

Foster  S  J— 1 

Fraleigh   I   L— 1 

Gibson  J  B— c 
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ALA. — Birmingham, 

Con. 

Going  Jas  A  Real  Estate 

&  Ins  Co— f 
Gorham   J   A  Itis  Afen- 

cy— 1  c 
Hackney  W  H— 1 
Hamilton  G  C— 1 
Hard  J  H— 1  c 
Hatton  H  B— 1 
Harper  &  Co  J  M— f  c 
Haver  J  L— 1 
Hawkins  J  F— 1 
Heineke  J  Br-f 
Henderson  M   S — f  c 
Hiden  H— f  c 
Hoffue  &  Friedman— I 
Howard  T  D— 1 
Jemison  •  Seibles     Intis]> 

anoe  Agenu]^— f  1  c 
Kidd  P  C-c 
Klotz  '  Simon — f 
Leavel  M— 1 
Lee   Robt— 1 
Lecdy  W  B— f 
Lester  &  Fain— f 
Lewis  R  C-1 
Lowman  Smith--1 
Lnckett  R  W— c 
McAllister  G  J— 1 
McCarty  T  R— 1 
McDavid,    Meyer.    Gold- 
man &  Terry — t  c 
McGcever  Ins  Agency — 

f  1  c 
Manly  R  F  &  Co— f  c 
Messer  Real   Est   &   Ins 

Co-f  c 
Molton  Realty  Co— f  c 
Moore   Ed — £  c 
Moseley  J  B— 1 
Moseley,     Henderson     ft 

Davis— f 
Obear  &  Son  G  S-^  c 
Palmer  J[  T— -1 
Parker  H  E— I 
Rade  W  C-f 
Ratliff  &  Cox— 1 
Ricks  A  C— f  1  c 
Sessions    W    L  &    W   L 

SibJ^  G  T— 1 
Shorter  H  R— 4 
Smith  A  D  &  Sons— f  1  n 
Smith  John  G  &  Co-^  c 
Smith,   Mudd  &  Throck- 

morten — f  c 
Tucker  J  D— 1 
Whatley     &    Whatley— f 

Wood  R  H— 1  c 

Yancy  J    L   Real   EsUte 

&  ins  Co—i 
Young  D  G— 1 

BLACK 
Blank  P  C  &  A  B— f 

BLOCKTON 
Huey  B  M-1 

BLOUNT  SPRINGS 
Birch  A  P-l 

BLOUNTSVILLE 
Simms  R  B — f  1  c 

BUAZ 

Barrett  J  B— I 
Harrison  G  E— f 
Looney  £  M— f 
Snead  &  Caddell-f 
Whitman   Edward  F— f 
WiUoughby  John  W-1 

BOLIGEE 

Brugh  G  P— 1 
Johnson  W  D  Jr-f  1 


BRANTLEY 

Brannen  J  N  ft  Son— f 
Horn  Jas  W— f  1 
Stephenson  &  Rainer— f 

BREWTON 

Brewton  General  Agency 

— f  1  c 
Crum  J  S — f 
Harold  Geo  O— f 
Hayes  D  B— f 
Luttrell  O  F— f  c 
Rankin   C   R— 1 

BRIDGEPORT 

Tones  C  G— 1 

Jones  C  G  ft  Co— f  c 

Scarbrough   &    Troxell— 

f  1 
Sentell  A  J— f  1 
Weatherly  Carl  H-f 

BROWNSBORO 
Johnston  W  C— 1 

BRUNDIGE 
Boyd  Benj  H-f 
Butler  E  A— f 
Gilmore  W  G— f 
Hightower  Jas  F — f 
Ramage  J  T — f 

BUTLER 

Liddell  C  B-f 
McGowan   G  E— c 

CALERA 

Boyd  S  W— f  c 
Jennings  S  J — f  1  c 
Parker  T  B— f 
Wade  Chas  W— f 

CALHOUN 

Bell  N  J-f 

CAMDEN 

Berry  E  W  &  Co— f  1  c 
Godbold  N  D— c 
Lawler  J  T— f  1 
Miller,  Bonner   &   Miller 

Neville  R  H— 1 
Weaver  O  C— 1 

CAMP  HILL 

Chester  O  J— f 
Henderson  ft  Johnson— f 
Newell  Carl- f  1  c 
Pinnell  B  C— f 
Rogers  J  H-f  c 
Weed  John  H-f 

CARBON  HILL 

McLaughlin  O  L-f 
Shaw  Geo  W— f 
Sides  J  Sam— f  1  c 

CARROLLTON 

Curry  M  B— f  c 
Dabbs  A  H— f 
Elliott  R  E-1 
Hodge  J  F— 1 
Skinner  R  E — c 

CASTLEBERRY 
Thurmond  J  W— f  1 

CATHERINE 

Morris  E  E— 1 

CEDAR    BLUFF 
Lasseter  T  L— f 

CENTER 

Appleton  G  K— 1 
Brock  I  L— c 
Cobb  L  J— f 


Ingram  R  B— f  1  c 
Johnson  E  S — f  1  c 
Webb  Joe  M— 1 
White  E  R-1 

CENTERVILLE 

Belcher  A  N— f  1  c 
FuUer  N  C— f 

iones  H  H— f  1  c 
Kennedy  John  P— f 

CHAPMAN 
McCreary  R  J— 1 

CHATOM 

Granade  Jas  N— f  c 
Smith  M  L— c 

CHEROKEE 
Richeson  W  H— f  1 

CHILDERSBURG 

Alford  B  A— f 
Box  &  Casper— f  1 
Butt  &  Tate— f 
Limbaugh   W  J— f  1 

CITRONELLE 

Bradley  £  G— f  1  c 
De  Long  Adrian— f  c 
Herbel  £  H— 1 
Lynch  J  S— f 
Thomas  Chas  W— f 

CLANTON 

Mullins  C  R— f  1  c 
Mullins  J  R— f 
Pinukard  E  M— f 
Thomas  John    A— f 
Van  Dcrveer  J  P — f  1  c 
Wilson  P  D— f 

CLAYTON 

Dowling  S  H— f 
Herlong  C  S— f 
Pruett  O  B— f 
Robertson  Wm  H  Jr— f 
Sammons  J  D— f 

CLEVELAND 
Wittmeier  J  S-c 

CLIO 

Dillard  A  C— f  1  c 
Hunt  Geo  W— f  I  c 
McLain  A  L— 1 
Mizell  J  T— 1 
Stephens   ft    Reynolds— f 

Teal  A  D-f 

COATOPA 

Hord  J  C— 1 
Scales  T  W-c 

COCHRANE 

Baldwin  Edwin— f 
Bentley  R  E— f  1 

COFFEE  SPRINGS 

Anderson  M  F— f 
Lawson  J  P— -f 
Smith  J  H-f 

COLLINSVILLE 

Brindley  VirgU  M— f 
Chumley  T  M— 1 
Gibson  C  M— f 
Marsh  Wm  H— f  1  c 
Wilbanks  W  A-f 

COLUMBIA 

Deese  J  M— f  1  c 
Oakley  Karl  I^-f 


COLUMBIANA 

Chapman  W  E— 1 
Davis  W  F— f 
Longdiore  A  P  Jr— f 
Mason  Geo  E — 1  c 
Miles  John  E-f 
Polk  Wm  M— f  1 
Weaver  T  J— f 
White  J  R-f  c 

COMER 

Houston  J  "L—i 
McKinnon  N  A— 1 
May  E  B— f 

CORDOVA 

Barton  C  L— 1 
Cordova  R  £  &  Ins.  Co 

f  c 
Miller  J  D— f 
Tervin  B  T— 1 

COTTONWOOD 
Bryan  H  L-{ 

COURTLAND 

Ashford  T  B— f  1  c 
Chardavoyne  E  V — f 
Gflchrist  G  M— f 
Harris  Frank   S-1    ^     ^ 
Rebman  Andrew  F  Jr— f 

CUBA 

Com  J  F— 1 
Lewis  A  C— c 
Vaughan  Thos  O— f  1 
Ward  Sidney  C-f 

CULLMAN 

Buchanan  J  J — f 
Buchman  Fred  J — f  c 
Fuller  Asa  B — f 
Green  S   H-f 
Hanlin  G  W— I 
McKoy  D  O— f  1 
Richard  Wm— f 
Robertson  M — f 
Shannon  John  A — f  I  c 
Smith  H  C— f  1  c 

DADEVILLE 

Berkstresser  H   £— f  1  c 
Corprew  C  M — f 
Dowville  G  C— f 
Garrett  H  O— f 
Oliver  W  H— f 
Salmos  F  A— f 

DALEVILLE 

CampbeU  A  J— I 
Wells  L  E— f 

DECATUR 

Dix  T  M— f  I  c 
Edmundson  W  B— 1  c 
Hall  W  N-f  1  c 
Hanson  A  T— f 
Hendrix  Qyd^— f  1  e 
Lampkin  A  B— f  c 
Pride  T  E-f  1  c 

DEMOPOLIS 

Breitling  G  T— f 
DemopoTis  Ins.  Aguy— f  1 
Meriwether  J  B — f  1 
Morris  Leon— f 
Norwood  J  D— f 
Prout  W  S— f  1  c 
Selby  S  E— f  c 
Shahan  J  A— f 
Simon  Harry — £  1 
Webb  J  C— f 
Welch  W  H-f 

DORA 
Jones  C  I^ 
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DOTHAN 

Chxk  K  C— 1  c 
Dothan  Ins.  Agcy— f  c 

Garner  A  E— f  1  e 
Wise  J  E— f  1  c 

DOUBLE  SPRINGS 

McVtj  Z-4  e 
Walker  Wm  A-f  1 

DOZIER 

MerriU  & 


DREWERY 
Rilej  L  R-1 

EAST  LAKE 
Daniel  Arthur  S— 1 

ELECTRIC 
Edwards  O  P-— ^ 
HoUoway  Jos  F — f  c 
Johnson  J  M~£  I  e 

"EDWARDSVILLE 
Vaan  C  H— 1 

ELBA 
Barker  W  L-4 
Powell  &  Co-f  c 
Riiner  &  Amos--f 

ELKMONT 
Todd  Ashford— f 

EMPIRE 
Rowe  O  H— 1 
Walker  B  B— 1 

ENSLEY 
Allen  A  H— I 
Averyt   E    W— f 
Bridges  W  L— 1 
Camp  Thos  S — 1 
Cole  •  Mason    Realty    Co 

Ino— f 
Craighead  R  A— I 
Dixon  Chas  E — I 

Dupuy-Burke    Realty    Co 
fnc— f 

Ensley  City  Realty  Co— f 
EubanJc  ft  BeU-Hf  c 
General  Realty  Co— £ 
King  S  C— 1 
Pegram  &  ^eade— f  e 
Perkins  J  H— f  c 
Ricks  A  C— f  c 
Walker  J   J— £ 

ENTERPRISE 

Arrington  &  Byrd— € 
Carlisle  Geo  W-1 
Bowling  J  T— 1 
Hanks  J  P— 1 
Hanks  J  W— 1 
I-eatherman   R  E— 4  1 
McGilvray  W  A-l  1 
Southern   Ins   Agency— f 

W'ilson  P  L-l  1 


EPPES 
Smith  S  E-f 
Smith  Thos  Long— €  c 

EQUALITY 
Jones  R  V— f  1 

EUFAULA 

Behrs   T   C— £   1 
Brown   &   Comer— £   e 
Connor  E  T— 1 
Dean  L  Y  &  Son— £  c 
Dean  L  Y  Jr— I 
Dent  E  Y— f  c 


Dent  G  H— £ 
Eu£attla  Ins  Agency— £ 
Gtuce  I  F— £  1  c 
Kendall  J  M— 1 
Long  £  T— 1 
Rose  W   F— I 
Sparks  H  C— I 
Sparks  T  A— I 

EUTAW 

Barnes  B   B — £  1 
Coleman  James  C  Jr— £  1 
Luuius  J  C — ^£  1 
Meriwether  W  T— £  1 
Sanderson  E— £  1 
Smith  T  K— £ 
Ward   &   Dunlop— £ 
Wilson   E— £  c 

EVERGREEN 

Betts  B  L— I  c 
Cunningham  A— £ 
Wright  John  D— f 

FAIRHOPE 
Albright  P  Y— £ 

FALCO 

Padgett  W  C-l 
Worl  L  P— 1 

FALKVILLE 
Barber  John   I^-f 
Drinkard  E  L— f  1  c 
Hunter  F  B— f 
Leeman  C  A— { 

FAUNSDALE 

Bailey   E  M— f 
McKee  Geo  H-f 
McKee  Hilton—f 
Pruitt   Isaac  P— f 
Stollenwerck    Siddons— f 
1  c 

FAYETTE 

Beasley  &  Wrtgfat-<: 
Brotherton  Manie^£ 
GuUette  Geo  H— f 
Hinson  R  A— f  c 
Lawley  I   G^f 
McNeill  Walter  S-c 
Peters    Robt    F— f 
Thomason  E  E — £  c 
Williams  H  M-£ 

FLOMATON 

Backes  F  M— { 
Drury  R  W— £ 
Jones  D  C— I 
Vaughan  W  J-1 

FLORALA 

Croley  J  F-f 
French  Robt  A— f 
Lee  Owen  F— f 
McCall  T  J— 1 
McLauchlin  W  C-f 
Southern  Inv  Co— £ 
Williams  S  H-l 

FLORENCE 

Barker  M  F— 1 
Campbell  W  M  &  Son— 

f  1  c 
Carter  M  J  &  Co— £  1  c 
Gilbert  H  C— f  1 
Gordon,  Miss  Fannie  W 

Jadoon  Ins.  ft  Real  Est. 

Agcy — f  1  c 
Robinson  Jas  S — £ 
Simpson  ft  Johnson — f  1  c 
Weeden  J  D  ft  Co— £  1  c 

FOLEY 

Coenen  H  J— f 
Sebastion  J  F— f 


FORT  DEPOSIT 

Brooks  Cuas  E— f 
Davis  W  J— f 
Jordon  I  N-f 
Stevens  W  L-£  1 
Weaver  Mrs  C  W-f 

FORT  PAYNE 

Hale  P  C— f 
Horalsan  J  B— f 
Sawyer  Chas  M  T— f  1  c 

FRUITDALE 

Gilmer  H  C— £  1  c 
Hancock  Bradley  Jr— £  1 

c 

FRUITHURST 
Black  S  L  B— f 

GADSDEN 

Christopher  T  S— 1  c 
Etowah  Realty  Co— f  1  c 
Grambling  C  H— f  1  c 
Harden  f  H— £ 
Hughes  Z  B— 1 
Jackson  H  S — £  1  c 
Johnson  W  P— f  c 
La  Fevre  ft  Jordan — f  1  c 
McDuffie  J  P— 1 
Miae  A  J— 1 
Myers  H  B— f  1  c 
Russell  Realty  Co— f  1  c 
Sewall  N  H— f  1  c 
Worth  ington  M  W— 1 
Tingh  J  B— I 

GAINESVILLE 

Lee  Mrs  Margaret  Snow 
-f  1 

GANTT 
Edwards  John  A  Jr— £ 

GASTONBURG 
Goodc  R  J  ft  R  J  Jr— f  1 

GEIGER 

Gamer  J  0—1 
Waller  Geo-f  I 
Waller  W  1^1 

GENEVA 

Droughton  &  Riley — £ 
Johnston  J  J  Jr— f 
Justice  J  G— I 
Laird   F  J— 1 
Vaughan  D  O— £  1  c 

GEORGIANA 

Bishop  W  P— £  1  c 
Black  Uhiy  W— f 
Holloway  W  H— f 
Taylor  Miss    M    Scott— f 

GIRARD 

Bland  J  T  ft  Co— £ 
Moses  lift  Co — f 
Mullins  C  L  ft  Co-£ 
O'Grady  J— f 
Williams  C  F— £ 

GLENWOOD 
Willis  H   C-f 

GOODWATER 

Arnold  &  Bentley — £  1  c 
Gilliland  ft  Shaw— £ 
\'aughan   Pierce — £ 

GORDO 
Moore  J  Ralph— £  c 

GOSHEN 

Howard  C  S— f  1 


GRAND  BAY 
Casper  Frank  Jr— £ 

GREENSBORO 

Apsey  John  G  Jr— 1 

Evans  H  H— £  1  c 

Lawson  A— £  c 

Love  Mrs  M  T-£ 

Nabors  Ira— f 

Waller  Ins  Agency— £  I  c 

GREENVILLE 

Hawkins  Bros— f  1 
McGehee  J  A-f 
Metcalf  A  W— f 
Powell  J  B  Jr— c 
Smith  ft  Powell— f  c 
Stabler  M  M-l 
Stewart  R  G— 1 
Stelnhart  A— f 
Tatum  ft  Co— f 
Wilson  J  H  ft  Co— f  c 

GROVE  HILL 

Bedsole  Travis  J— £ 
Gordon  W  H— I  c 
Malone  L  N— c 
Tucker  Q  W— c 

GUIN 

Hallmark  Gus— £ 
Wright  Robt  R— £  c 

GUNTERSVILLE 

Deck  F  S-l 
Gilbreath  Alex— f 
Long  L  S— f  c 
Raybum  Wm  C— 1  c 
Roden  Wm  E— I 
Zetter  Gordon  B— f 

GURLEY 

O'Neal  H  G— f 
Shoemaker  E  B— f 

HACKLEBURG 

Freeman  A  C— f 
Frost  W  A— £  1 

HALEYVILLE 

Cleere  Wm  H— f 
Haley  J  H— c 
Smith  B  H— f 
Walker  W  A-f  1 

HAMILTON 

__ger  W  I— £ 
hitc  V  R— £  c 

HANCEVILLE 
Waldrop  L  J-f 

HARTFORD 

Collins  J  F— f 
Fulford  J   D— f 
Harrison   &  Wilkerson- 

f  1  c 
Hatcher  A  J— L 
McGee  V  G— 1 
Metcalf  Peter  M— £  c 

HARTSELLE 

Howell  A  P— £ 
Kimbrough  P  G— £ 
McDaniel  T  A-£ 
McCluskey  James  G— f 
Patterson  G  Er— f 
Polytinsky  A— f 
Simpson  Miss  E  M— £ 
Stephenson   Arthur— f 

HAYNEVILLE 

Garrett  Mrs  W  M  Jr-f 
Reese  J  D  Jr— £ 
Vamer  Robt  L-^ 


Springer  W  I— £  1 
wr     "  '^    ' 
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HEADLAND 

£«p«7  &  West— f 
Kelly  S  O— 1 
Solomon  He  Oates— I 

HELENA 
Ruffin  J  D— f 

HEFLIN 

Groover  J  L — £ 
Morgan   Robt  J— f 
Owens  L  A — f 
Porter  W  G— «  c 
Stephens  J  B^f  c 

HILLSBORO 

Odom  E  D— f 
Wolfe  E  S-1 
Woodall  W  T-f  1 

HODGES 
Wood  C  M— f 

HORTON 
Pledger  D  A— 1 

HUNTS  VILLE 

Cruse-White  Ins  Agcar — f 
Cooper  J  £ — £ 
Davis-Hutton  &  Newman 

—f  1  c 
Goforth  I  H— f  1  c 
Jones  J  T— £  1 
Jones    Myra    E   &  Co— f 

Lilly*^Tas   H— £  1 
MuCullough— H  M— 1 
Moore  A  J— 1 
Murphree    Ins    Agencj^- 

Newson  A  W—f  1 
Weeden  R  P— £  1 

HURTSBORO 

Davis  Henry — f 
Hcirin  H  M— f 
Walker  G  P— f 
Williams  S  B-f  1 

IRONTON 
Davis  Jack  R— 1 

JACKSON 

Boyles  &  Goode— £ 
Cannady  W   P— £ 
Clarke  Wm  W-f 
Davis  J  W— 1 

JACKSON'S  GAP 
Harrison  W  Y— f 

JACKSONVILLE 

Denman  B  H— f  1 
Harris  W  J  &  Co-£ 
Montgomery  H  H— f 
Treadway  R  L— 1 
Weaver  W  W—f 

JAMES 
Cartledge  Lee  £— f  1 

JASPER 

Argo  R  D— 1 

Craig  &  Long— f     Ic 

Central  Real  Est  &  Ins 

Co-f 
Cranford  H  W—f 
Inman   Walter— f 
Stephenson  J  Burt— 1  c 
West  Ala  Real  EsUte  ft 

Ins  Co— £ 

JEFFERSON 
Allen  J  G-1 


JEMISON 
Patten  Jno  Jr— f  1 

KENNEDY 

Clardy  W  F-1  c 
Kennedy  J  T-f 

LAFAYETTE 

Andrews  John  G— f 
Bosworth  W   E^f  1  c 
Germanv  Robt  C — £ 
Schuessler  H  M — f 
Siler  Q  P— f  1 
Tucker  J  A— £ 

LANETT 

Gauntt  J  T— 1 
Hurley  W  G— £  1 
Lanier  J   S — £ 
Lanier  rhilip— £  c 
Lanier  &  Co— f  c 
Shafer  W  G— 1 

LANGDALE 

Adair  John  D— 1 
Stanley  R  K— 1 
Stanfield  R  C— 1 

LAPINE 
Mitchell  S  M— £  1 

LARKINVILLE 
Grantham  E  G— £  1 

LEEDS 

Perdue  E  R— £ 
Roberts  G  T— £ 

LEIGHTON 

Christian   E— £  1  c 
Hill  Geo  H— £ 
King  F  R— 1 
Ule  John  M— £ 
Lile  Thomas— £  1 
Lindsey  J  A — £ 

LEWISBURG 
Caldwell  Henry  M— 1 

LINCOLN 
Acker  E  D— 1 

LINDEN 

Kirven   Garland — £ 
Miller  Geo  O— 1 

LINEVILLE 

Bruce  John  S — £  c 
Carpenter  W   E —  £ 
Eppes  M  M— £ 
Ingram  John  H  — £ 
McCain  John  S— £  1 
Mathews  T  O— £ 
Smith  C  £— £ 

UVIXGSTON 

Allen  C  S— 1 
Coleman  W  H— £ 
Fluker  L  S— £  1 
GuUey  Miss  Bessie— £ 
Mellen  H  L— £ 
Mitchell   T  A— £ 
Nichols  Wm   S — f  c 
Parker  J   L— £ 
Pickens  W  K— £  1 
Tartt  T  M— £ 
Watson  I  S— 1 

LOCKHART 
Kinsaul  W  W— 1 

LOOCHOPAKA 
Finley  S  J— f 

LOUISVILLE 

Blair  Jas  H— £ 
Grant  James  P — ^f 
McEachern  T  M— £  1 
Pinkston  J  E— £ 


LUVERNE 

Bishop  £  O— £  1  c 
Ruff  &  Revel— £  1  c 
Watts  ft  Middlebrooks,f  1 

McSHAN 
Pratt  C  E— 1 

McKENZIE 

Black  W  W— £ 
Brown  W  E  — c 
Espy  E    D— £ 
Lee  G  B — c 
Lee  J  D— 1 
Sowell  C  E— c 

MADISON 

Madison   Land    &    Trust 
Co— £ 

MAGNOUA    SPRINGS 
Doughty  Walter— £ 

MAPLES  VILLE 

Gerald  Guy  H— £  1  c 
Nix  H   M— £ 
Wiliams  Jas  H— f  1 

MARBURY 
Russell  Chas  R— £ 

MARION 

Armstrong   A   F   &   Co — 

£  1  c 
Howze  H  Y  &  Co— £ 
Johnson    C    C — c 
Lovelace  W  H— £ 
Moore  J  M  &  Co— £ 
Robinson  E  T — 1 

MARION  JUNCTION 

Donald  J  M— £ 
Hopper  Hugh — £ 
Mason  B  E— £  c 

MARVEL 
Tucker  J  K— 1 

MIDLAND  CITY 

Adams  J  O— 1 
Adams  T  M— 1 
Beverett  A  J — £  1 
Espy  Curtis — £ 
Palmer  &  Palmer — £ 

MIDWAY 
Alley  J  L— £ 

MILLPORT 

Browne  Garfield — £  c 
Windham  R  V— £ 

MINTER 

Allison   B   L— £ 
Wade  W  R-1 

MOBILE 

Adams  B  F— f  1  c 
Backcs  F   M— £  1  c 
Boiling   Mrs  R   H    &   Co 

— £ 
Brown  Adolph — £  1  c 
Burch    &   Vandiver— 1 
Butt  &  Maddox— 1  c 
CoflFce  C  C— 1  c 
Costelle  &  Doyle— £ 
Dix  L  D— 1 
Duggan  &  Taylor— £ 
DuMont  &  Croom— f  1  c 
Eberlein    Geo — £ 
Espalla    Jos    Jr    &    Co — 

£1  c 
Fearn   Geo  &   Son — £ 

Forcheimer  S  F — £  1  c 
Foreman  &  Meador— £ 
Garland  Chas  A — 1 
Glennon  Jas  K  &  Co — f 


Goodbrad  T  O-l 
Gordon  F  C— £  1 
Hamilton  H  C— £ 
Herman  &  Hynde— £  1  c 
Herrin  W  B— 1 
Leinkau£  H  W— £  1 
Lewis  Jas  A  &  Co — £ 
Lockwood  H  A— f 
Lowenstein  H  C — £  c 
Macartney,       Schley      & 

Boone — £   1   c 
Marshall  V  H— 1 
Maury  &  Unruh— f 
McHugh  4  Groom — £  c 
Morrill  4  Lyons — f  c 
Moss  C  W— 1  c 
Nelson  John — £ 
Norville  Bros— £  c 
Page  &  Jones — c 
Roche  Thos— £ 
Sage,  Burgett  &  Yuille— £ 
Savage  L  W— £  1 
Schcibel  Jno  W  &  Co-£ 
Schwartz  &  Morris^— f  1  c 
Shearer  &  Marshall  R'lty 

Co  Inc— £  1  c 
Straus  Alex  W—f 
Strauss  &  King — £  1  c 
Tapia  Jos  R— 1 
Thames  &  Batre— £  1  c 
Threefoot  G   W— 1 
Vandiver  H  T— 1 
Yeend  Bros— £ 
Vickers  Nicholas   L— f 
Wilson  W  K  P  &  Son- 

£  1  c 
2bcharias   Lawrence — 1   c 
Zimmem  L — ^1 

MONROEVILLE 

Bamett,  Russell  ft  Co— f 
Coxwell  T   M— c 
Coxwell  R  L— c 
RusseU  Thos  W— 1 

MONTEVALLO 

ElUs  J   F-1 
Kroel  P  J-£ 
Nabors   Lewis  A — £ 
Reynolds  J  M— £ 
Rogan  F  W— £ 

MONTGOMERY 

Branch  E  G — 1 

Branch  ft  Powell — I 

Brown  W  C— I 

Capitol  Realty  ft  Securi- 
ties Co— £ 

Chambless  J  A  ft  Bro— f 

Charles  T  T  ft  Co— f  1  c 

Copeland  &  Dale— 1 

Douglass  Hartwell — £ 

Dowdcll  ft  Joseph— £ 

Fowler  Ed   C— £  I  c 

Gallaway  Realty  Co — £ 

Gay  John  F— f 

Gunter  C  P— £  c 

Hawkc  J— 1 

Holt  N  B  &  Co— f  1  c 

Holt  W  C— £ 

Kelly  J  W— £ 

Kohn  F  M  ft  Son— £ 

Lasetcr  ft  Miles— 1 

Martin   L  W— £ 

Meyer  E  J— 1 

Meyer 

Meyer, 
ley— £  1  c 

Montgomery   Bank  &    Tr 
Co— £  1 

Moore  W  H— f  c 

Moritz  Chas  F— £  1  c 

Nelson  ft  Holt— £ 

Norton  J  H— 1  c 

Pepperman     Maxie 
£1  c 

Powell  ft  Co— 1 

Putnam  Percy — i 

Ray  ft  Pierce— f 

Roberts  J  T  ft  S«i»— « 

Saffold  \V  A— £  c 


r  E  J  Jr-1      ^ 
r,    Baum    &    Teas- 
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Smith  J  W~^ 
Soothem  Realty  Co— f  c 
Smart  Hiiffh— f 
Sweatt  ft  Dnakin— f 
Terry  John  W— 1 
Thomas  G  A  &  Co — f  c 
TiHey  J  P— 1 

Tyson  A  L  ft  L  W— f  c 
Tjson  A  P  Jr— f 
V'andiTer  K  F— f  1 
Warren  E  H  E— f 
Weil  B  J  ft  Co— 1  c 
Westcott  S  H— f 
Wilson  C  W— 1 
Wood  R  T— 1 

MORTIMER 
Ellison  S  K— f  1 

MOULTON 

Cropper  L  B — f  1  c 
Judy  ft  Kirby— f 

MOUNDVILE 
Holman  R  C — c 

MOUNTAIN  CREEK 

Maddox  J  W— 1 
Mnllina  J  R— c 
Thornton  E  L — f 

NEWBERN 
Brown  Tohn  F — f 
Hardenbnrs   Gordon— 1 
True  M  B— 1  c 
Tubba  W  R— f 
WalthaU  T  A  Jr— f 

XEW  BROCTON 

Adams  R  C — f 
Jones  J  E— f 
McKinnon  Arch — 1 
Whiitaker  W  W— f 


NEW  DECATUR 

Allison  E  H— f  1  c 
Bibb  W  A  ft  Son— f 
Cain  &  Wolcott— f  1 
Com  Ins  Agency — f 
Patterson   John — £ 
Penney  &  Whitman— f  c 
Wyatt  ft  Son—  £  1 

NEW  HOPE. 
Irrin  M  F— £ 

NEW  MARKET 

Coleman  ft    Rodgera— £ 
Rodgers  W  W— c 

NEWTON 

Helms  J   F— £ 
Poyner  Bcnj    P— £ 
Tate  A  W— 1 

NEWVILLE 

Capps  J  W— f  c 
Kirkland  Edw  £— £ 
Price  H  C— £  c 
Whiddon  John  W— £ 

NORTH  BIRMING- 
HAM 

Bains  H  I^-£ 
Berry  J  H— £ 
Cargue  C  I — c 
Tarrant   Realty   Co — £ 
Yielding  J  M— f 

NORTHPORT 
Bell   C   P— £ 
Hayes  A  Y— £ 

NOTASULGA 

Bridges  ft  Hope — £ 
Brooks  W  W— £ 
Bums   S  H— 1 
Hope  A  B— £  1 


OAK  HILL 
McWilliams  £  T— 1 

OAKMAN 
Conwel  Joe  D-"£  1  c 

ODENVILLE 
Cook  W  P— 1 

ONEONTA 

Blount  County  Realty  Co 

Inc — £  1   c 
Fendley-Hagood  Co — £  1  c 
Fendley   A   A— £ 
Ginger  R  W— £  1  c 
Heam   Floyad  A — £ 
Huffstutler    C— f    1   c 
Russell  T  B— £ 

OPEUKA 

Andrews   W   T— £ 
Glower  T  H  4  Son— £  1  c 
Coggina  R   B — 1  c 
Darnell  Walter  J— c 
Dean  Brothers — £  1  c 
Jones  John  Allen — i  1  c 
Moon  John  L — £  1  c 
Smith    ft   Ingram — £   1    c 

OPP 

Kelly   E    £   &   Lawrence 

£ 
Mizell  Chas  W— £  c 
Searcy  W  O— £ 
Stanley  C  W— £ 

OXFORD 

Cooper  D  C  ft  Co — £  c 
Hall  John  H— £  1 
Harrison  Arthur — ^1 
Leigh  Frank— £  1 

OZARK 

Andrews  R  W— £ 
Anglin  J  A — 1 
Bryana  H   G — ^1 
Corbitt  J  W— £  c 
Dccsc  F  O— 1 
Dowling  H  O— f 
Dowling  J   R— f 
Levy  J  R— c 
Marley  L  E— 1 
Martin  E  D— 1 
Riley   Sessions  ft  Martin 

Sicay  H  N— £ 
Smith  J  F— £ 
Ward  Sterling— 1 

PAINT  ROCK 
Barclay  C  E— £  1 

PELL  CITY 

Martin  U  C— £ 
Smith  H   I^-£ 
Starnes  W  A — c 
Tilton  McLane  Jr — £  c 

PERFIDO   BEACH 
Hatch  Fred  M— 1 

PHIL  CAMPBELL 

Allen  L  M— £ 
Shelby   John— £ 

PHOENIX 

Amerson    G    F — 1 
Bass  C  M— f 
Bland  A   C— 1 
Bryant  W  S— 1 
Howard  Jno  C — ^1 
Tones  J  L — 1 
Moses  I  I— £ 
Mullin  C  I^£ 
O'Grady  Jas— £ 
Sudduth  T  B— 1 
Sullivan  H  S— 1 
Summersgill   Jn 


Williams  C  F— £ 
Williams   C   W— 1 
Wood  Qarenue— 1 

PINCKARD 
Borland  ft  Pippin — £ 

PINEAPPLE 

Davidson  Paul— c 
Matheson  J  A — t  1  c 
Melton  Geo  C— £  c 

PITTS  VIEW 

Burns  £  R— £ 
Howard  W  C— 1 

PLANTERSVILLE 

Chambers  H  W— £  1  c 
Lawrence  W  H — £  c 

POLLARD 

Curtis  Fred—  £  1  c 
Walker  Geo  S— £ 

POWDERLY 
Pettyjohn  L  G — f  c 

PRATT  CITY 
Donaldson  Geo  W— £  c 

PRATTVILLE 

Alexander  P  E— £ 
Ballard  Eugene — c 
Cherry  B  F— 1  c 
Gibson  H  E— £  c 
Graham  M  A — £  c 
Lewis   J   Harvey— £   I 
Northington  Allen — £ 
Patterson  F  F— £ 
Smith  Wm  M— £  1  c 

RAGLAND 

Du  Bois  J  C  Jr  A  Co— £  c 
Floyd  M  R— f 

RANDOLPH 
Pratt  W  C— 1 

RED  BAY 
Hackctt  A  J— £  c 

RED  LEVEL 

Costen  T  M— £ 
Henley  D  O— £ 
Law  D  J— £ 

REFORM 

Pooley  Roy  M — £  1 
Staub  E  J— £ 
Suub  A  J  Jr-f 

REPTON 

Gaston  L  C— £ 
Jackson  C  H— 1 
Kelly  Chas  S— £  c 

ROANOKE 

Brannon  A  S — 1 
Cauthcn    H   H— £ 
Mann   W  J— £ 
Nichols  F  P— £  1  c 
Pogget   J    S— 1 


Taylor 


f  c 


ROBERTSDALE 

Glendinning  L — £  1  c 
Mcintosh  Wm— £ 

ROCKFORD 
McEwen  T  K— £  c 

ROCK  RUN 
Garvin  D  J— £ 


RUSSELLVILLE 

Dearing  W  A— £ 
EazeU  John  T— £ 
Gavin  Foster^— c 
Horton  H  H— f  c 
Hurst  W  C— £ 
Jones  H  D — c 
Key  Wm  H— c 

guinn  Y  M— c 
obinson  ft  Co — £  c 

RUTHERFORD 

Carlisle  J  A— £ 
Carlisle  L  A— f 

SAGINAW 
McLanc  J  F— £ 

SAUTPa 

Doyle  C  E— 1 
Molton  W  N— 1 
White  J  T— 1  c 

SAMSON 

Anderson  M  F — £  c 
Brock  C  C— £ 
Morris  W  N— £ 

SCOTTSBORO 

Brown  L  E— c 
Freeman  J  R — ^£ 
Gay  Jno  W — £  c 
Hackworth  O  C— £  1 
Hurt  J  H— £  1  c 
Jacobson  H  G — f 
Jones  ft  Gay— £  c 
Larkin  W  R— 1 
Padgett  J  D—f 

SEARLE 

Holland   Ru£us  H— c 
Jennings  B  G — £ 
Lancaster  E  A — 1 

SELMA 

Bibb  B  S— £ 
Bloch  W   I— £ 
Calhoun  M  L— £  1  c 
Cater  F  A— £ 
Crisman  W  O— 1  c 
Dunklin  J   H— £  c 
Ellis  J  B  Co— 1       ^     , 
Ellis    Investment    ft    Ins 

Co— £  1  c 
Fahnestock  A  A — 1  c 
Fowlkes  S  A  ft  Co— f  c 
Graham   Edw — £ 
Hendricks  O  M— £  1  c 
Houston  ft  Monk — £ 
Isaacson   ft  Marks — £ 
Mabry  Securities  Co — £  c 
Macon  E  C— £  1  c 
Milhouse  F  I^£ 
Paisley  John   B— £  1 
Parrish  J  P— £ 
Poulsen  O  C— f 
Raiford  F  T— 1 
Seymour  J  M — 1 
Shelly  H   I— 1 
Smith    Julian— f 
Thalheimer  I^-£  1  c 
Vaughan  H  A — f  1  c 
Waller  ft  Frose— f  1  c 
Woolsey's    Sons — £ 
Yaretzky  1  ft  Co— £ 

SHAWMUT 
Lanier  Phillip — £ 

SHEFFIELD 

Coleman  J  R — f  1  c 
Habbeler  W  H— £ 
Lagomarstno  J  B — i 
Robertson  E  A— £  1  c 
Sadler  W  H— £ 

SHORTERS 

Pinkston  J  C— £ 
Williams  Wm  P— 1 
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SLOCOMB 

Hawk  Miss  Lyllft—l 
Henderson  D  E— 1 
McGce  J  W— I 
McGee  S  D — f 
Smith   Perry   F— £   c 
White  J  T— 1 

SNOW  HILL 
Simpion  W  G— f 

SPRINGVILLE 

Allison  Chas  W— f 
Byers  &  Coupland — f 
Forman  M  W-f 

STANDING  ROCK 
Hines  &  Vamedoe— ^ 

STEELE 
Spraffue  C  G— f  1  c 

STEVENSON 

Mann  E  K— f  1 
Schultz  Paul  G — f  1  c 
Woodall  J  A— f 

SULUGENT 

Dunn  J   T— f 
Metcalf  John  E— £ 
White  J  I^-£ 
Young  &  White— f 

SYLACAUGA 

Jordan  J  Edw — £  1  e 
McDonald  &  Co«^  1 
Partridge  £  R— £ 
Stockley  H  K— £ 
WUson  Grace— £  1 

TALLADEGA 

Barton  J  J— I 

Bowie  J  O— £ 

Boynton  Ivey  ft  Lane 
Ins    Agency^— £ 

Hall   Alonzo— >£ 

Tones  W  V— 1 

Landham  W  M— I 

McCargo   M  G— £  1 

Puckett  Thos  S— 1 

Robinson  O  E— 4 

Talladega  Ins  ft  Invest- 
ment Co — ^£  I  c 

Thornton   Wm  T— £  c 

TALLASSEE 
Bailey  H  K— 1  e 
Barnes  Wm  F<— c 
Caldwell  J   R— 1 
Hayes  R  IT-I  1  e 
Holloway  H  S— £ 
Jarman  J  T — f 


Patterson  Geo  D— £ 
Wraad  Jos  D— £ 
Weston  W  M— f  c 

THOMASTON 

Miller  John  J— 1 
Thomas  &  Anderson — £ 

THOMASVILLE 

Boyles  J  V— £  1  c 
Tucker  &  Cunningham — £ 
Tyson   T  H— 1 

THORSBY 

Crumpton  M  C — f 
Edlcr  W— £  c 
Parnell  W  M— £ 

TOINETTE 
Scott  Chas  C— 1 


TOWN  CREEK 

Almon  H  G— f 
Houston  J  N—f 
Sanderson  S  E — c 

TROY 

Allred  J   S— 1 
Ballard  H  W— 1 
Ballard  T  J— 1 
Ban-  R  J  ft  Co— £  1  c 
Bashinsky  ft  Co— £ 
Bowers   John   W^£  c 
Boyd  Mrs  Bethie— £  1  e 
Folmar  W  B— £  1  c 
Greene  J  F— 1 
Hill  T  E  ft  Son— £  1 
Tones  Dock— f  c 
Knox  J  B— £  1 
Pennington  F  M— f  1  c 
South    Alabama    Land,  ft 

Improvement  Co— £ 
Talbot  B  M  ft  Co— f 
White  C  F— £  1 

TUSCALOOSA 

Alford  J  G— c 
Brown  &  Ward — c 
Eddins  Ben  F— f 
Fitts  W  F— f  1  c 
Green  I — £  c 
Hans£ord  G  B — f  1  c 
Harrison  J  I  ft  M  G— £ 
Leach  E  F— 1 
Mize  A  P— 1 
Mize  J  H— f  1  c 
Moo4y  Frank  M— £  1  c 
Morgan  W  M — 1  c 
Morris  Chas— £  1  c 
Park  O  K— f  1 
Peterson  E  P— 1 
Smith  Walter— f 
Turner  J  O — f  1  c 
Turner  ft  Friedman— £  1 
Upchurch  W  C— 1 


TUSCUMBIA 


Almon  E 
Bresler  A— c 
Carter  J  C — f  I  c 
Clarke  O  B— f  c 
Ddony  Jno   E    Tr — ^£ 

Sunke  John— f  1 
[alsey  E  O— £ 
Isbell  J  E— f  c 
Johnson  Jno  W — i 
.ones  ft  Spraggins — ^£ 
ulian  O  N—f 
^and  H  A— f  1 
Sherrod  John — £  1 
Simpson  T  F— £  1 
Thornton  Mrs  L  B — £ 


TUSKEGEE 

Cobb  Wm  P— f  c 
Drakcford  John  H— £  1  c 
Harris  J  M-l 
Lewis  O  S— c 
Powell  R  H— 1  c 
Riley  W  B— f  1 
Wright  Geo  C— f  c 

UNION    SPRINGS 

Edwards  ft  Foster— f 
Eley  Bros— £ 
Flewellen  Jas  T— £  c 
Franklin  J  K— f  1  c 
Harris  H  C— 1 
Norman  J  T— f 
Oliver  A  W— f 
Powell  B  P— 1 
Rainer  ft  Russell — £ 
Rainer  J  H  Jr— f  c 
West  R  W— f 

UNTONTOWN 

Atwater  A  W  ft  W  A— c 
Brown  ft  Monnier — ^f 
Johnston    G    B    ft    Co— f 

I  c 
Langhome  W  Henry — f 
Lapaley  W  W— f 
Robertson  J  A— £ 
Underwood  G  W— c 

VERXOX 
Kennedy  S  G— f 

VINA 
Weatherford  H  H— c 

VINCENT 

Jennings  M  A — I 
Pitts  G  C— 1 
Tucker  A  W— f  1 
Waite  D  W— £  c 

VINEGAR  BEND 
O'Dom  Mabry — f  1 


WADLEY 

Nichols  ft  Hodge-^ 
Schuesaltr  F  R-^ 

WARRIOR 

Burleson  D  D— £  c 
Davidson  T  M— £ 

WAVERLY 

Dowson  L  H — £ 
Mayberry  Chas— £ 
Webb  John  O— £ 

WEDOWEE 

BaUew  I  L— £ 
Kerr  J  H— £ 

WEST  BLOCKTON 

McCreary  C  M— f 
Young  W  R— £  c 

WEST  END 

Chamblee  J  T— £ 
Hamilton  T  H — £ 
Hard  J  H— £ 
Mackcy  A  B— f 
Oliver,  Sheaser    ft    Roe- 
buck—£ 

WETUMPKA 

Gaddis  Bros— £  1  c 
Hohenberg  A — ^1 
Hollcy  J  M— f 
Lancaster   W  L— f 
Lull  Cabot— C 
LtOl  F  W— f  c 
McCaaky  F  B— c 
Macon  T  L— f 
Tate  F  Loyd— c 
WaU  O  C— £  1 

WILSONVILLE 

Epperson  W  L— I 
Parker  P  H— f 
Pope  Wm  H— £ 
Weldon  R  G— £ 

WINFIELD 
Stalcup  J  G— f 

WOODLAWN 

HemphiU  R  C— £ 
Hewes  E  C— f 

WYLAM 

Wylam  Merc  Co— f 
Syx  W  J— f 

YORK 

Avant  C  W  F— I  c 
Hill  Ben  R— £ 
Weldon  Jos  C— £  1  c 
Wood  J  F— £ 
Ziegler  F  H— f 


ARIZONA 


ASH  FORK 

Ash  Fork  Merc  Co— £  c 
Lewis  Cooper  T — £ 

BENSON 

Bank  o£  Benson — £  c 
Maier  B  ft  Co— t 
Merrill  Doane— £ 
MerriU  H  P— £ 
ShiUiam  W— f  c 
Titus   Mary    E— £ 
Walker  Henry^£ 


Arlxon 
1  c 


BISBEE 
Ins    Agency — £ 


Hughes  T  A— £  1  c 
Hauler  Gus— £ 
Hagan  ft  Sec^— £ 
McGregor  John — 1 
Overcock  L  J — f 

BOUSE 
Worley  Merc  Co— f 

BOWIE 

Faque  J.  H — f 
Taque  Simon  F — f  1 
)imon  Morris — £ 

BUCKEYE 

Clanton  D  P— 1 
Watson  H   M— f 


CASA    GRANDE 

Bennett  Chas  F— £ 
Casa  Grande  Land  Co— £ 
Randle  W  D— £ 

CLIFTON 

Danenhauer  Matt — f  1  c 
Hampton  J  R  ft  Co— £  1  c 
Kerby  Us  H  ft  Co— £  1  c 
Lloya  David — 1  c 
Smith  J  ft  A— f  1  c 
Tyler  C  E— £  1  c 

CONCHO 

Candelaria  A  B— f 
CandelarU  M  A— £ 


CONGRESS  JUNC- 
TION 

Zinck  Robert  E— £ 

DOUGLAS 
Badger  S  S — f  1  c 
Butler  C  L— 1 
Dixon  W  S— f  c 
Dugan  H  E — f  c 
Ellu  Chas  O— f 
Gibson  R  D— 1 
Hood  J  T— £ 
McNair  W  P— I 
Noble  H  H— c 
Pirtle  E  R  ft  Co-f  e 
Soto  Y— I 
Speed  J  B— £  I  c 
Windham  W  W— c 


INSURANCE   AGENTS— ARIZONA. 


B.» 


DUNCAN 

BilliagricT  B  F— f 
Emu  John — f  c 
Watten  J  L  T— £  c 

FAIR  BANK 
Etntj  Beni — f 

FLAGSTAFF 

Arizona  Centra]  Bank — t 
Bikker  A  W  Jr— c 
Dawion  C  D— f  1 
Spillmire  ft  Griffin— f 
The  Citizens  Bank— f 

FLORENCE 

Final  Bank  &   Trust   Co 

— f 
Price  W  Y— f  c 
Sterens  D  C— c 
WdU  Thos  F— f  c 

GLENDALE 

Bennett  A  W — f 
Cohenonr  &  Cook — f  c 
Hanunds  J  G — f 
Hawks  J  W— £ 
Mesainffer  V  E— £ 
Walsh-Myers  Produce  Co 

GLOBE 

Allison  G  M— f 

Comar  Wm  A — {  c 

Gil   County   Abatract  Co 

-f  c 
Howard  T  P— £  c 
Knowles  E  F — £ 
Moore  R  E— 1 
Williamson  A   D — 1 

GRAND  CANYON 
Barnard  Ross  C— I 

HAYDEN 

Bailey  A  V— f  c 
Blake  Edw  M— £ 
Naah  W  B— 1 
Taylor  E  C— £ 

HOLBROOK 
Clark  W  H— I  c 
Hennittff  Lloyd  C— f 
Larson  Thorwald— c 
Matthews  T  F— £ 
Schuster  A  ft  B — £ 
Scorse   H    H— £ 
Smith  R  C— £  c 
Woods  W   B— 1 

HUMBOLDT 
Denaine  Geo^l 

JEROME 

Bank  ofj^rome — £ 
Gibbes  H  M — £ 
Humbert  A  J — £ 
Miller  W  C— £ 
Wyckoff  N  F— £  c 

KELVIN 

Henness,  Giffin  &  Leon- 
ard—£ 

KINGMAN 

Arizona  Stores  Co— £ 
BUkelr  Ross   H— £ 
Bonelli  Geo  A— £ 
Citizens  Bank — £ 
Kingman  Realty  Co — £ 
Lcmn  ft  Withen— £ 
Tarr  ft  McComb— £ 
Watkins  H  H— £ 

LOWELL 

Johnson   C   A — 1 
SUUsam   Ethel— £ 


MARICOPA 
Smith  D  H— 1  c 

MAYER 
Frazcr  W  A— £ 

MESA 

Arizona  Land   Co — f 
Beach  W  M— f 
Pomcroy  Edw  L — £ 
Pomcroy   Talma  E— 1 
Pomcroy   Realty   Co— £ 
Spangler  J  G— £  c 
Wabur    Realty    Co— £ 

METCALF 

Floris  J  B — c 
Sellers  Carl   C— f 
Tyler  C  E— £  1  c 

MIAMI 
Miami  Investment  Co — £ 

MORENCI 
Clark  T  H— £ 
Gila  Valley  Bank  ft  Trust 

Co— f 
Tyler  C   E^£  1  c 

NOGALES 

Athearn  ft  Perkins — £ 
Budge  W  C— £  1 
Grovcr  H   E— 1 
Cumminga  E  K — £  c 
Curtia  Bracey — c 
Herold   O  H— c 
Marsh   Mrs   Geo    B— £ 
Noon  A  H— £ 
Rodriguez  F  F— £ 
Williama  J  W— 1 

PALO  VERDE 
Walton  Wm— £ 

PARKER 
Marsh  G  A— £  1  c 

PATAGONIA 
Filckinger  A  W— 1  c 

PHOENIX 

Arizona  Auction  ft-  De- 
velopment  Co»   £ 

Arizona  Inv  ft  Land  Co 
— £ 

Bamhard    C    B—  £ 

Bcnnitt  E  J— f 

Berryman   C  S — £ 

Boon  J  C  &  C  H-£ 

Burroughs  T  M— f 

Camp-Tannehill  Co— £ 

Capital  Sav.  Inv.  Co — t 

Comstock  C  W— £ 

Dunlap   T   T— £ 

Fickas  Wm — £  c 

Galpin  ft  Hart— £ 

Ganz  E — £  c 

Garnett  R  F— f 

Gcare  J  E— £ 

Grecfne  &  Griffin  R  E  ft 
Inv.  Co— £  c 

Griffin  T  S— £ 

Healy-Conrad  Co— f 

Heard  D   B— f 

Horning  D  D— £ 

Ibcn  ft  Vinson — ^i 

Irvin  J  L — £ 

James  W  K— £  c 

Jamison  J  M — £ 

Kantz  P  S— 1 

Kay   Harry — £   c 

Kea£erC  W— £ 

Kellogg  Weldon  Land  Co 
— £ 

Kinney  J  H— £ 

Lutgerding  G  L — £ 

McCandless  W  B— £ 

Major  H  H— f 

Marshall  E  A,  £ 


Moore  Fred  W— £ 
Moore-Kennedy  Co — £ 
Monahan   R  J — £  c 
Morath  C  W— £ 
Mor£ord  N  A— £ 
Pascoe  E  E— £ 
Phoenix  Ins  Agencjr — £ 
Phoenix  Inv  Co,  £ 
Phoenix  Savings  Bank  ft 

Tr  Co— £  c 
Phoenix  Tr  Co— £ 
Prince  ft  Tuttlc— £ 
Reed  J  C— £ 
Ruggies  ft  Co— £ 
Southwestern  Bldg  ft  Inv 

Co— £ 
Stewart  &  Fields— f 
Thomas  H  C— f 
Thomaa  R   E  ft  Inv   Co 

— £ 
Union  Realty  Co— £ 
Walker  W  E— £ 
Walker  Realty  Co— £ 
Westberg  J  F— £ 

PIMA 

Lines  Bros — f 
Merrill   P   C— £ 
Webb   Fred— £ 

PRESCOTT 

Commercial  Trust  &  Sav- 
ings Bank — £  c 
Hazeltine  M  B— £ 

iohns  A  A — £ 
fartindell.  Home  &  Co. 
— £  c 
Merritt  W  H— £ 
Moore  J  M  W  ft  Son- f 
Smith  A  L— 1 

RAY 

Feland  Robt  F— £ 
Nolan  G  O— £ 
Forges  M— 1 
Forges  ft  Thomas — £ 

SAFFORD 

Andrus  Geo  S— f  1 
Oayton  E  W— c 
Evans   Eugene — 1    c 
Fonda  Wm  B— £ 
Foote    Sam — 1 
Lathrop  Wm  P— £ 
McElroy  C  J— c 
Owens  Jas  T— £ 
Piatt  W    E   Ins   Agency 

Solomon- Wickersh  am    Co 

— £ 
Thorpe  W  V— 1 
Young  R  J— 1 
Zundel  Geo  A— 1 

ST  JOHNS 

Anderson  Chas  P — £ 
Nelson  F  W— £  c 
Poulsen  M  O— 1 

SAN  SIMON 

Ebsen   Geo — f 
Wallace    A    D— 1 
Wharton  C  E— 1 

SILVER  BELL 

Buehman   Willia    H-1    c 
Lee  F  H— £ 
Pryce  Wm  H— £ 

SNOWFLAKE 

Smith  Jos  W— c 
Willis  A  T— £ 

SOLOMONVILLE 

Graham   Co  Abstract   Co 

£ 
Smith  R  W— 1 
Solomon  Com  Co — £ 

SPRINGERVILLE 
Becker  Gustave  V — £ 


SUPERIOR 

Kellner  E  F  Tr— £ 
Neary  John  J— £ 

TEMPE 

Crook  ft  Pofford— £ 
Gage  Geo  N  ft  Co— £ 
Joicc   ft   Mocur — £   1 
Peters  A  F  ft  Co— £ 
Windes   R   A— f  1 
Wool£  Chas— £ 

THATCHER 

Clawson   Lawrence — 1 
Tones  D  Dudley — c 
Kimball  Andrew — £ 
Pace  W  W— £ 
Snow  L  C— £ 
Snow  Le  Roi — c 

TOMBSTONE 

Brandt  T  R— c 
FowlerW  A— £ 
Gibson  0^£ 
Parker  A  F— 1 
Woolery  Bros— £ 

TUCSON 

Brown  H  G — £ 

Donau  Al£red  S  ft  Co— £ 

Franklin    ft    Heighten— 

£  1  c 
Ho£man    Ed— £ 
Hughes  Samuel — £ 
Mayes  John  W— £  1  c 
Merchants  Bank  ft  Trust 

Co— £c 
Meyers  Geo  P— £ 
Schuster  T  H— 1 
Southern    Ariz    Bank    ft 

Trust  Co — £  c 
Triggs  ft  Ellis— £ 
Tucson    Realty    ft    Trust 

Co— £1 

WARREN 
Yoakum  J — £ 

WENDEN 
Young  Otis  E— £ 

WICKENBURG 

Baxter  R  W— £ 
Bever   Fred— c 
Campbell  L  1^1 
Curry  D  J— £ 
Curry  W  R— £ 
Murphy  Mary  B — £ 

WILLCOX 

Ha  user  Kasper — £ 
Kemp  S  N— £ 
McCourt  L  V— £  1  c 
Morgan  H  A — £ 

WILLIAMS 

Campbell  J  S— £ 
Spellmire     ft    Amundsen 

— £ 
Williams  State  Bank^£ 

WINKELMAN 

Bailey  Harry   S — £ 
Ruple  Wm— 1 

WINSLOW 

Beck  W  E— £ 
Burbage  W   H— £  1  c 
Burbage  &  Nelson — £ 
Kcyes  Geo  H  Jr— £  c 
Moore  John   C- — f 
Spellmire  &  Lyons — ^£ 

YUMA 
Colman  C  H— £ 
Ewing  F  L— £ 
Michelson  Geo — £  1  c 
Modesti  A — £ 
Sanguinetti  E  F— £ 
Yuma  Exchange  ft  Realty 

Co— £ 
Yuma  Title  Abs  Co— £  1  c 
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ARKANSAS 


ALEENE 
Johmoa  R  L-4 

ALEXANDER 
Bkvins  Geo  B — ^1 

AUCIA 
Pool  Chas  G— 1 

ALMA 

Black  L  W— f 

iooet  W  M— f 
fcGehee  7  F— f 
Richards  John  T — f 

ALTHEIMEB 

Ashcroft  Thos  B — t 
Few  A  P— 1 
Farr  H  L— 1 
Goldstein  F— c 
Higginbotham  H  G— f 
Thomasson  L — ^f 

ALTUS 

Adam  Jos  N — f  c 
Pendcrgrass  Wm  J— f 

AMITY 
Olds  W  H— f 

ARGENTA 

Argents  Real  Estate  & 

Ins  Co— f  1  c 
Davis  Tho»— f  1  c 
Gerlach  Jaa — f 
Twin  City  Bank— f  1  c 

ARKADELPHIA 

Condry  B  F— 1 
Merchants      &      Planters 

Bank— f 
Daniel  Jno  T— 1 
Townsend  J  D — ^1 
United     Fire     Insurance 

Agency — f  c 

ARKANSAS  CITY  ^ 

Thane  H— f  1  e  "* 

ASHDOWN 

Bush  R  G— 1  c 
Head  Qyde— 1 
Johnson  ft  Jamagin — c 
Marr  S  C— I 
Toland  H  I^-l 

ATKINS 

Barker  T  M  Jr-f  ]  c 
Burris  J  F  Jr—  ( 
McCoUum  A  J^ 

AUGUSTA 

Augusts    Land  ft    Invest 

Co— f  c 
Bank  of  Augusta  ft  T  Co 
Battle  J  G— 1 
Collier  L  N— « 
Hutchins  A  L— 1 

AUSTIN 
Bizzell  James  M— 1 

BALD  KNOB 

Best  E  E— f  1  c 
Wynne   Ernest  B — f  1 

BATES 

Claybrook  C  E— 1 
EHu  Groover  C— 1 


BATESVILLE 

Neill  Ernest— f  c 
PadgettrGlenn    Insurance 

Agency — £  1  c 
Paxton  Thomas—  f  1  c 

BENTONVILLE 

Avery— C  W— 1  c 
Benton  Co  Abst  Co — f 
Blake  J  T—  f  1  c 
Craig  C  R— £ 
Fishback  W  M— f 
Peel  D  W— f 
Tucker  Abstract  Co— £ 

BLACK  ROCK 

Irby  A  S— f 
Pitts  T  T— f 
Roe  L  W— f  c 

BRINKLEY 

Bacharach  S — f  1  c 
MitcheU  ft  Mitchell— f  1  c 
McCreight  E  T— f  c 

CAMDEN 

Benson  F  P — f 
Brown  ft  Powell — f  c 
Green  D  W— f 
Smith  Warren — f 
Snow  ft  Co— f  c 
Stem  L  M— c 
Thornton  T  I— f 

CLARENDON 

Brown  ft  Ewan — f 
Graham  ft  Vaugham — f 
Graham  W  M— 1 
Hooper   T  W— 1 
Kerr  J  M— 1 

CLARKSVILLE 

Oark  M  E— 1  c 
Coflfee  H  D— f  1  c 
McKennon  R  H — f 
Montgomery  J  J— £ 
Ragon  W  A— f 

CONWAY 

Bahner  Abst  Co — £  1  c 
Duns  way  J  D — £  I  c 
Durham  C  E — £  I  c 
Lincoln  Mrs  Effie — f 

DARDANELLE 

Adams  L  C — £  c 
Baynham  Jas— I 
ColUer  E  G— £ 
Farmers    Bank    ft    Trust 

Co— £  1  c 
Fowlkes  W  L-f 
Goodier  Geo— f 
Hall  L  C— £ 
McCray  A  S— 1 
Nolen   Max — f 
Plirker  J  M— f 

DE  QUEEN 

De  Queen  Abst  Co — £  1  c 
McCown  ft  Mallory — £  1  c 
Smith  F  M— £  c 

DERMOTT 

Dillender  K— £  c 
Nichols  H  W— £ 
Remley  Esley  P— £ 

EUREKA  SPRINGS 

Bare  ft  Swett— £  1  c 
Petty  R  H— £ 
Lobsop  Julius — 1 
Wilson  Russ  D— 1  c 


FAYETTEVILLE 

Cravens  ft  Co— £  1  c 
Dritt,  W   O— £ 
Eason  ft  Co — £  c 
Guaranty   Trust   Co — £  c 
MulhoUand  C  A— £  1 
Trent  A  L — £  c 
Wall  E  B— £ 
Washington  County  Loan 
ft  Abstract  Co— f  c 

FORDYCE 

Adams  S  E— £  1 
Banks  A  B  ft  Co— £  1  c 
Morton  M  P— £  1  c 

FORREST  CITY 

Isard  R  J— f  1  c 
Pettus  ft  Fogg— £  1  c 
Taylor  Knight  ft  Co— £  1  c 

FORT   SMITH 

Andrews  J   M — ^1 
Arkansas     Valley     Trust 

Co — £  c 
Armour  C  W  L — f 
BaUey  J  M— £ 
Boyd  M  P  ft  Co— f  c 
Brazile   R   E— f 
Caldwell  H  B— £  c 
Devlin  John — £  c 
Hudson  R  B— £ 
Johnston  F  B  Co— f  1 
Kennedy  ft  Albcrs — £  1  c 
Lee  Froebe — 1 
Pearkes  A  L— 1 
McManus  D — 1 
Smulian  A  A — 1 
Tiles  Geo— 1 
Vaile  John  W— £  c 
Walker  R  S— £  c 
Weaver  J  E— I 
Yadon  ft  Dobbins — £  c 

GENTRY 

Adams  E  L — c 
Feemster  Chas  C— £ 
Griffin  ft  Wasson — f 
Sullivan  D  T— £ 

GURDON 

Childs  ft  Nash— £  1  c 
Nash  Bertram  B — £  1  c 
Stuart  R  A— £  c 

HAMBURG 

Farmers  Savings  Bank  & 

Trust  Co — £  c 
Garnett  T  W— 1 
Hamar  W  H— 1 
Lawrence  J  E — I  c 
Smith  ft   Smith— £  1   c 
Woods  J   R— £ 

HARRISON 

Glass  H  D— £  1  c 
Hull  Hugh— £  1 
Poyner  H  G— £ 

HELENA 

Allen  E  M  Co— £  c 

Friberg  A— 1 

Friberg  G  H  ft  Son— £  c 

Guaranty  Loan  &  Trust 
Co — £  c 

Meyers  Aaron  &  Son — 
£  c 

Meyers  Jos.  C — 1 

Walker  Abstract  &  Real- 
ty Co— £  c 

HOPE 

Hempstead     County     Ins 

Agiency — £   1  c 
Roebuck    ft    Anderson — f 

1  c 
Spragins  ft  White— £  1  c 


HOT  SPRINGS 

Arkansas  Trust  Co— £  c 
Avery  J  H— £ 
Cook  R  T— 1 
Dodson  In.  Agencjr — ^flc 
Goodwin  F  J— c 
Kempner  Ike — ^f  I  c 
Little  W  J   Ins  Agency 

McCallan  T  J— 1 
Taylor   Harrison — 1  c 
Wootten  ft  Rector  Inc— 
£  1  c 


JONESBORO 

Altraan  T  W— f 
Ashabronner  C  D — I 
Brooks  G  G — £ 
Cartwright  O — £ 
Elder  H  A— 1 
Freese  ft  Cole — £ 
Haughton  H  H— 1 
Johnson  W  A — ^1 
Jonesboro  Trust  Co — £  c 
Maywood— W   A— £ 
Osborne  P  S— 1 
Riddle  J  F— 1 
Robertson  R  E— £  1  c 
United  Ins  Agencjr— flc 


LITTLE  ROCK 

Adams  &  Boyle— £  c 
Arnold  J  D  ft  Co— I  c 
Arnold  Clyde  C— £  c 
Bankers  Trust  Co — i  c 
Bay  J  W— f 
Bilheimer  J  H— f  I 
Bohlinger  Antotne — I 
Bright  R  C— 1 
Bright  W  A— I 
Browne  Wm  T  ft  Co— f 

1  c 
Campbell  G  H— c 
Central  Bank  ft  Trust  Co 

— f 
Citizens     Investment     A 

Security  Co — £ 
Cotnam  T  T — f 
England    Loan    ft    Trust 

Co— f  c 
Evans  Stephen   N — ^1 
Foirter  A  S— I 
Frazer  G  P— I 
German  Trust  Co — £  c 
Hatfield  Frank  C— £ 
HoUis  J  H— f 
Hogan  Joe — 1 
Hunter  A  J — f 
Johnson  ft  Cotman — £ 
Kirkwood     ft     Culpepper 

Leigh  L  B  ft  Co— £ 
Little  Rock  Trust  Co— £ 
Long  L  W— 1 
Mason  W  S— I 
Mercantile  Trust  Co— £  c 
Mills  R  H  ft  Co— £  c 
Pollock  M  D— £ 
Price,  Ledbetter   ft   Mey- 
ers— 1 
Price  Joseph  L — £ 
Ramey  H  H— 1 
Reddintf  Sid  B— I  c 
Remmel  H  L— I 
Rossner  ft  Walther—  £  c 
Shoffner  E  G — ^1 
Smith  A  tr-l 
Southern  Trust  Co— £  c 
Sugarman   Victor — £ 
Union  Trust  Co— I  c 
Wittenberg  Frank — f 
Wood  G  B-l 
Woodson  John   B— £ 
Worthen  W  B  Co— £  c 
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LONOKE 

Couch  W  T— £  c 
Fletcher  ft  Son — f  c 
Goodrum  A  B — I 
Robinson  E  R — 1 
Young  W  H—f 

MAGNOLIA 

Crots  W  R— f  1 
Fanners  Bank  ft  Trust 

Co-4 
Franklin  Taylor— 1 
McNeill  J  C— f 
Monroe  T  A— f 

MALVERN 
Yoiinf  J  E— £  1  c 

MARIANNA 

Dark  E  H— £ 
Harrington  Sam — ^1 
Robertson  J  T^£  1 
Shorten  W  J— 1 
Smith  R  H— I 
Thompaon  J  H — c 
Weld-Dupuj'Mixon    Co— 
f  Ic 

MENA 

Board  R  B— f 

Dennis,  Kelly  ft  Stratton 

MacUfferty  Will  S— f  c 
Sharp  E  M— f  I  c 
Van  Wagner  Fred — ^£ 

MONTICELLO 

Payne  Geo  C— 1 
Todd  R  H— 1  c 
Wdls  E  B— f 
Wood  C  B— £  e 

MORRILTON 

Cozort,  Stephens  &  Neal 

Hembre  A  V — £ 


Massej  &  Orrell— f 
Moose  &  Scrognn— £  1  e 
Rainwater    &    Hellum^^ 
£  1 

NASHVILLE 

FoUett  J  L— 1 

Planters    Bank    ft    Trust 

Co-£  Ic 
Power  J  M— 1 
Rodgers  W  C— f  1 

NEWPORT 

Htte  C  R— £  1  c 
McCoUum  H  E  L— 1 
Phillips  ft  Ferguson — £  1 
Sink  Geo  M— £  I 
Southern  Land  Co — £  1  c 

OSCEOLA 

Burchfield  W— £ 
Fletcher  ft  Ward— £  1  c 
Gaylord  C  H— £ 
Moore  C  L  Jr— f  I  c 

OZARK 

Bill  W  C— £  c 
Conasta  W  C— f 
Nickall  H  A— £ 

PARAGOULD 

Adams.  Virgil — ^1 
Block  ^  Co  M  F— f  c 
Ford  &  Kitchens— f  c 
Tarrctt  J   C— 1 
Lambert  John  J — 1 
Landrum  J  V — £  c 
McHancT  Sam  P— 1 
Paragould   Trust   Co — £  c 
Presson  A  M— 1 
Thompson  J  L — 1 

PINE  BLUFF 

Cross  M  C— 1 
Haycock  Chaa— £ 


Home  Insurance  Afency 

— £  1  c 
Knox  Hunter  H — ^1 
Mills  Jno  L— c 
MUls  R  H  M  &  Sons— f 
Rogers  N  R— 1  c 
Rosenberg  F  M — 1 
Taylor  ft  Co— £ 


ROGERS 

Bryant  B  F— £ 
Carr  ft  Hatcher— £  c 
Forwood    Reginald — £   c 
Harris  Lee   M — £ 
Henderson  J  M — £  c 
Larimore  F  E — ^1 
Stevens  M  C— £ 
Walker  Berry  E— £  c 


RUSSELLVILLE 

Cole  T  C— £  c 

Pope  County  Real  Estate 

Co— £  c 
Reed  S  J— 1 
Webb  J  A— £  c 


SEARCY 

Lightle  J  Er-£ 
Plant  J  Z— £  c 
Ross  ft  Moore — £  c 
San£ord  ft  Watkins— £  c 
Yarnell  T  A— f 

SILOAM  SPRINGS 

Barnes  J  F — £ 
Cooley  C— £  c 
De  Spain  C  E— 1 
Grant  Wm  A— 1 
Harris  T  M— f 
Lindsay  H  L — f 
Martin  L  M— f 
Moss   Bros — f 
Real  C  L— 1 


SPRINGDALE 

Dodson-Rennef         Insur< 
ance  Agency-— £  1  c 

STUTTGART 

Brain  S  G — £ 
Bruce  Geo  C— £  c 
Denslow  C  H — £  1 
Noble  E  H  ft  Co,  £  1  c 

TEXARKANA 

Hennegan    ft    Godbold — 

£  c 
Offenhauser   F  W  ft   Co 

£  1  c 
Rose  Andrew — £  1  c 

VAN  BUREN 

Bryan  H  W— £  c 
Cain  Claud   B— 1 
Craw£ord      County      Ab- 
stract Co— £ 
Creekmore  ft    Hyncs — f 
Furry  W  G— f  c 
Southmayd  L  H — f 
Weaver  Jno — ^£  1  c 

WALNUT    RIDGE 

Andrews  S   W— £  1 
Beloatc  W  E— f 
Beloate  ft   Andrews — ^f 
Blackford  W  T— f 
Bloom  D — ^£ 
Dowell  S  C— f  1 
McCorkle  &    Henry— f 
Sloan  ft  Erby— f 
Townsend    Roy — £ 

WYNNE 

Cogbill  Bros— £  1  c 
East   Ark  Abstract   & 

Loan  Co— £  1  c 
Wynne  Ins  ft  Realty  Co 

— f   1   c 


CALIFORNIA 


ALAMEDA 

Adams,  Charles   ft  Co— f 
Alameda  Land    Co— f 
Baird  Mrs  T  F— £ 
Banta  Chas  F — f 
Draswell  Edw— f 
Clark  Herbert  D— f 
Dole  Norman  E — 1 
Dufour    WilUam— f 
HaUy  Frank— f 
Hammond   ft    Hammond 

— f 
Hanley  J    5— f 
Judd  E  D  Co— f 
Judd  Thos   H— £ 
McCraith  Thos— f  1 
Mehrtens  H  G— £  I 
NeriUe  F  R— £ 
Pollard  Wm   H— £ 
Remmel  J  A — £ 
Shaw  E  M— £  c 
Stevenson  D  C — I 

ALTURAS 

BaUard  C  A— £ 
Edwards  R  L— £ 
Estes  A  B— £ 
French  R  A— £ 
Laird  R  A— £  I 


Towle  C  .,— . 
Van  Loan  H — ^1 

ANAHEIM 

Anaheim  Realav  Co— £ 
Bache  Jos  M  Jr— £ 


Backs  F  A  Jr— £ 
Baum  Frank — £ 
Behrendt-Levy  Co— £ 
Boege  Chas  A— £ 
Boyd  Mrs  Eva   H— £ 
Clabaugh  J  H— 1 
Conklin  W  W— I  c 
Dickcl  H  A— £ 
Evans  Leonard — c 
Gibbs  Frank  N— 1     . 
Grim  Chas  F— £  c 
Hamler  ft  Simpson — f 
Hartung  John — £  c 
Horwitz  A— £  1 
Howard  J  S— f  1 
Imus  L  E — ^1 
Ingram  R  B— f 
Klutz  B  A— 1  c 
Koessel   Fred— f  c 
Kohlenberger   John   W- 

£  1 
Phegley   Ross  L— 1 

ANGELS  CAMP 

Tyron  ft  Monte  Verda- 
£  1  c 


AUBURN 

Ekber^   Peter— 1 
Francis  J  M — £ 
Huntley  L— £ 
Lukens  Geo  E — £ 
Placer  County   Land 

— £  c 
Prewett  W  J— £ 
Reynolds  A  E— 1 
Robie  E  T— £ 


Co 


Rodehaver  I   H  ft  W  W 

—1 
Stevens  S  M— £ 
Wallace  Mr»— 1 
WaUh  J  E— £ 
WatU  S  G— £ 
Wills  Agency— £  1  c 

BAKERSFIELD 

Abbott  L— 1 

Bakersfield   Abst   Co— f  c 

Brockman  J  W — £ 

Crites  A  S— £ 

Hunt  W  S— f 

Kamprath   O — £ 

Kelly  W  W— £ 

Kern   County   Abstract 

Bureau — £ 
Mack  S  I^-f 
McManus  &  Son — £  1  c 
Maude  Helen  C — f 
Moore  R   A 
Price  Geo  W— £ 
Robinson  F  W 
Webster  M   E— £ 
White  E  H— £ 

BENICIA 

Clync  J— £ 
Colman  John — £ 
Crooks  W  L— f  1 
Dalton  A   Sr— £ 
Dwyer  Wm— £  c 
Enos  Jos— £ 
Gnanck  Gua — £ 
Johnson  G  A — f 
Kuhland  Ralph— £ 
McConlogue  John — £ 


McKay  W  D— £ 
Powers  M — £ 
Prince  Chas  M— £  1 

Sluarney  Clara — £ 
anborn  Joseph  L — £ 
Stevens  C  P— £ 
Weinmann     The     F      P 

Agency — £  1  c 
White  H  K— f 

BERKELEY 

Albel  A  P  W— £ 
Allen  W  I— £ 
Archibald    S    D— 1 
Bailey  C  A— £ 
Berry  R   A— 1 
Cheney  ft  Berry — £ 
Cooley  A  M— 1 
De  GrafF  Wm  T-1 
Dickinson  W  R— £ 
Ellis  W  E— £ 
Emslie  C  C — £ 
Freese  N  L— £ 
Fcrrier  F— £ 
Gordan  E  J— £ 
Hill  J  M— 1 
Hodgkin  R  H-1     , 
Holdcn  Frank  H— 1 
Irwin  H  J— £ 
Johnson  fi  A — £ 
Junck  F— £ 
luster  ft  Baird 
Lacy  D  B— 1 
Langworthy   R   L— 1 
Little  I— £ 
Little  ft  Woolsey 
McGowan  T  Frank— I 
Mason-Duffie  Co— f  1  c 
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CAL.— Berkeley,  Con. 

Moran  W  O— f 
Mortimer — f 
Fhttenon  &  Haskill— f 
Roberts  P  R— f 
Rudolph  P  R— f 
Schmidt  Geo— f 
Skidmore  Chas  E— 1 
Taylor  H  W 
Wyckoff  S  N-l 
WyckoflF  A   C-1 
Youoff  Roy  J— 1 

BIGGS 

Alderson  T — f 
Bacon  G  K— f 
Barnard  W  E— f 
Biggs  Rice  &  Land  Co— f 
Bnnk  H  S— f 
Brough  J  M— f  1  c 
Brown  C  N— f 
Caldwell  B— f 
Chatfield  &   Smith— f 
Doty  W  M— f 
Doty,  Lyman — f 
Hastings  J  M  &  Co— f 
Kirk  T  A— f 
La  Point  Moses — ^f 
Lashells   L  H— f 
Loughran  T  F— f 
Lucas  Bernard — ^1 
Markgraf  F— f 
MitchcU  F  C— f 
Parker  W  D— f 
Peame  W  G— f  I  c 
Sanborn  H  B — 1 
Spence  C  C — f 

BURBANK 

Fischer  C  B— f  1  c 
Durfin  A  E— 1 

CHI  CO 

Boyd-Peasby   Co— f 
Bradley  W  L 
Crew  T  N— £ 
Cnssick  Barney — f 
Grabiel  A— f 
Hendricks  Perry — 1  c 
HiU  &  Lewi»— f 
Hintz  Charles— 1 
Jones  Jas  H — f 
Kerr  W  S— f 
McGee  John— 1 
McManus  Mr — f 
Marks  I  G 
March  J  D— f  1 
Rernolds  E  T— f 
Robinson  John  R — f 
Roper  J  W  &  Co— f 
Roth   H   A— f 
Sears  &  Mastersen— f 
Swain  C  B— f 
Vadney  Geo-^^f 
Wilson  &  Wilson— f 

CHINO 

Bradley  E  W— f 
Cooke  A  H— f  1 
Dickey  W  A— f 
DiUon  A  O— f 
Lef evre  O  L — ^1 
McDonald  D  D— f  1 
Snyder  W  H— f 

COLFAX 

Falconer  D — f 
GiUen  D  C— f 
Haffey  E  W— f 
Kuenzly  J — f 
Lobner  M— f  1 
Newman  J  M  Co — { 
West  G  E—£ 

COLTON 

Hanna  J  B  &  Co — f  1 
Johnson  D — f  I  c 
Smith  H  B— f 


COLUSA 

Arnold   Philip— £ 
Barrel!  E  C— 1  c 
Beckwith  DeLay  I^-f 
Blevens  &  Scott— f  1  c 
Boedefield  L  R— 1 
Boggs  M  J— f 
Bowes  Everett — f  1 
Brooks  G  G  &  Son— f  1  c 
Brown  W  K— f 
Butler  A— f  1  c 
Campbell  J  F— f 
De  Jarnatt  &  Son  J  B— 

f  c 
Harrington   T — f  c 
Hicok  L  L — f  c 
Hickok  H  H— f 
Jackson  J  L — f 
Jackson  &  Russell — f  1  c 
Johnson   Grover — f   c 
Lewis  W  E— 1  c 
Mogk  John  C— f  1  c 
Pope  A  H— f 
Pryor  B  A— f  c 
Pryor  F  B— £ 
Putnam  H  R— f 
Rich  J  F— f  c 
Weyand  E— £ 
Zumwalt  I  G — £ 

CORONA 

Circle  City  Realty  Co— f 
Citizens   Bank— £ 
French  Sanger  E — £ 
Garvey  S  W— £ 
Genereux  E  T — f  1  c 
Gleason  A   V— £ 
Hanson  N  C— £ 
Key  Bros — £  1  c 
Kidder    E   P— 1   c 
Newton  I    A— 1 
Slaten  Roy  R— 1  c 
Sweet  H  N— £  1  c 
Terpening  M — £  c 
Veach    £!zia — £ 
Walker  Benj— £ 

CRESCENT  CITY 

Bosch    Frank— £ 
Cutler  T  B — £ 
Hobbs  Wall  &  Co— £ 
Kendall  Ed— £ 
McNulty  &  FranU— £ 

DIXON 

Al£al£a  Land  Co— £ 
BisseU  H  L— c 
Brown   &    McKinnon — £ 
Duke  T  B— £ 
Fames  E  C— £ 
Grady  J  D— c 
Moss  &  Hall— £ 
Newby  B  F— £ 
Rice  J  H— £ 
Schuize  O  C  Inc— £ 

DOWNIEVILLE 

Case  E  Lr— £ 
Meyer  H  H— 1 

ELMHURST 

Dugan  Geo — 1 
Hood  E  J— 1 
Joseph  Joseph  C — 1 
Wilson  B— 1 
Wclchoflf   Mr— 1 

EMERYVILLE 

Beaudry  &  Brennan — £ 
Carey  E  J— £ 
Coburn  John  C — £ 
Colbert  J  F— £ 
Hammersmith  P  W — 1 

{ohnson  Augustu^->£  1  c 
«ane  Co— f 
Nan  Geo  C— £ 
Scott  Jos  I^— £ 
Thomson   Peter  A — £ 


EUREKA 

Adams  Adolph  B — £ 
Bamum  Fred— £ 
Belcher  F— £  1 
Belcher  Peter — f  c    ' 
Campbell  S— £  1  c 
Cooper  &  Rager — £ 
Everts  &  Mcintosh— £  1 
Ferrill  &  Palmhag— f  1 
Georgeson  G  R — £  I  c 
Hass  M  J— 1 
Girard  Eugene — £  c 
Hasman  &  Abers — £  1  c 
Hartson  B  C— £ 
Hinch  E  D^£ 
Hunter  &  Owsley— £  1 
Jewett  Wm  H— 1 
Johnson  A  J — £ 
Keleher  J  T— £  1  c 
Knudsen  K — £ 
McGaragham  Mrs  B  J — ^f 
Noe  &  Hansen — f  c 
Perry  Thos  H— £  1  c 
Phillips  Chas  M— 1 
Redwood  Inv   Co— -£  c 
Ricks  ft  Son — £ 
Roberts  Chas  H— £ 
Smith   Co— £  1  c 
Smith  V  A— 1  c 
Stem  Walter  E— £  1  c 
Stewart  &  Co— £ 
Swanson  Oscar — 1 
Thompson  Geo— £ 
Ward,    Perkins,    Gill    Co 

— £  c 
Zane  Mrs  J  F — £  c 

FOLSOM   CITY 

Burnham  J  H — £  c 
Clemensen   H — £ 
Cox  J  P— £ 
Foster   Mrs  Kate — £ 
Higgins — Chas — £ 
Hyman  I — £ 
McFarland  R  O— £ 
Miller  O  J— 1 
Rumsey  W  M— £ 
Wiley  D  C— f  1 

FOREST 
Cra£ts  F  I^£ 

FORT  BRAGG 

Andreanni  I  J— f 
Berryhill  Realty  Co— £ 
The  Nelson  Realty  Co— £ 
1  c 

FRESNO 

AaresTrup  T  H— £ 
Alexander  Land  Co — £  c 
Andrews   Geo   R — £  1  c 
Balch,  George — I 
Billings  &  Mayering — £  c 
Bonscll  C  R— c 
Braverman  Al£rcd — 1 
Chappell  &  Jones — £  c 
Church  W  A— £ 
Conklin  P  M— f 
Edwards  Ins  Agcy — £  1  c 
Fisk  J  A— f 
Fresno  Realty  Co— f 
Frisbee  A  G— f 
Hagopean  B- — I 
Hamer  M  B— f 
Havner  Martin  B — 1 
Henderson  J  A — f 
Hodgkin  Geo.  B— 1 
Jones  &  Luke — £  c 
Kahriman  Wm — £ 
Kilby  W  J— £ 
Kirk  A  B  &  E  F  S— £  c 
Leas  &  Wheelock— £  1  c 
Levy  Bros — £  c 
Levy  H— 1 
Locher  F— 1 
Lucas  L  F — £  c 
Mattingly  W  T— f  c 
Meacham  T  L  Co — £  c 
Muratini  J — £  c 


Murray  J  J — £ 
Noble  Bros— £  c 
Parson  G  G — f  1  c 
Pierce-Anderson  Co— f 
Rahill  Er-£  c 
Reis  &  Ros»— 1 
Sample  C  A — £ 
Seibert  &  Mattry — c 
Shaw  H  W— £ 
Shepherd-Cochrane   Co- 
Smith  W  H— £ 
Stebbins  ft  Co— f  c 
Sunset   Realty    Co— f  c 
Thomas-Darr  Co— f  c 
White  H   F— £ 
Wilson  G  A  ft  Son-£ 

FRUITVALE 

Barkmeyer  Henry — f 
Fransden  A — £ 
Glaze   J— £ 

Johnson  Chas  J — 1 
:och    R   W— £ 
Legg  Chas  L — £  I  c 
Plietner  H  A— £ 
Potter  S  A  &  Co— f 
Waterman  F  C — £ 

GILROY 

Blake  W  ^— £ 
Chesbro  A  W— £  1  c 
Craw£ord  E  D  ft  Co— f  c 
De  Rose  A— £ 
Fitzgerald  ft  Co— £  1  c 
Gilroy  Commercial  Co — f 
McKxnney  L  C— £ 
Moore  S  T  ft  Co— f 

GLENDALE 
Kirk  Wm  B— 1 

GLEN  ELLEN 

Chanvet  H  J— f 
Hardman  A  M— f 
Lane  C  O— f 
Levy  M— £ 
Poppe  Chas  J — £ 

GRASS  VALLEY 

ArgaU  M  Henry— £ 
Barker  C  H— f 
Biggs  Elain — £ 
Gren£ell  C  B— f  1  c 
Harris  W  D— f 
Hicks  John 
Jenkins  C  W 
Nevada  County  Bank— f 

GREENVILLE 
Murray  J  R — f  1  c 

HAN FORD 

Ainsworth  B   D— £ 
Bliss  Geo— £ 
Brails£ord  W  H 
Bush  Agency  E  E — £  c 
Chittenden,   Flory   &  Co 

Coe  C  H— £ 
Dunham  L  C— £ 
Farley  J  H— £ 
Goldberg  Real   Estate 

Agency — i  c 
Hight  F  R— £ 
Isaac  F  N— £ 
McQuiddy  W   R— £  c 
Nelson  Peter  F^£ 
Newport  W  R— £ 
Sheets  H  P— £  c 
Smith   Ed   T— £ 
Wright— H  E— £   1 

HAYWARDS 

Armstrong  J  D — £ 
Beam  A  W— £ 
Famum  J  E — £ 
Haley  W  W  Ii^£  I  c 
Hanschildt    Henry — £   e 
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Lemot  F  I— f 
Mosaon  E  F — f 
Prowje  Oias — ^f 
Pitfker  Douglas — f 
Robtaaon  H   R— f 
RoMeU  T  B— f 
Silver  JoMph  H— f 
Smith  D  O-f 
Warren  E  S— f 
Wilbert  P— f 

HEALDSBURG 

Coflfman  T  T—f 

Hicks  J  C— € 

Jacobs  R  G— f 

Luce  M  Y—f 

McCoancU  F  W— f 

Norton  E  M— f 

Prince  J  B— f 

Rose  J  W— f 

Russian  River  Land  Co 

f 
Warfield,  Barnes  &  WiU- 

iams— f  1  c 
Wattles,  Hall  &  Miller 
Wolcott  G  W— f 

HIGHLAND 

Barner  E  E — f 
Barnes  Gratz — ^1 
Browning  John — f 
Kunzman  T — ^f  1 
Randall  M  M— c 
True  A  A — £ 

HOLLISTER 

Breen  F  W— f  1  c 
Farmers  Exchange — f 
Hamilton  Bros — f 
Holbrook  £  E — ^f 
HoUister  Realty  Co— f  c 
McClosker  Thos-^f 
McPhail  D  F— f 
Palmtag  ft  Connor — f 
Patterson  John — f 
Shaw  Chas  J— f  I  c 
Thompson  W  E— f 
Wilde  W  B— f  c 

lONE 

Hammer  B — f 
Mack  Geo— f 
McMurray  J  W— f 
Merrill  Fred— f 
.Newman  t—f 
Perkins  J  D  &  Son— f 
Sibole  ft  Gillum 
Stewart  D  Co — ^f 
Swain  C  W— £ 

JACKSON 

Chichizola  A — ^f 
Conlon  lira  £la — t 
Culbert  C  L— f 
Glavich  Tohxi— I 
Marelia  Chri»— f 
Meehan  Jas— f 
Penry  Wm  M— f 
Spagnoli  S  G  &  U  G  D 

Speer  W  E — ^1 
Thompson  W  G — f 
Vela  &  Piccardo— f 
Wright  James  J— f 

KERN 
Williams  J  R— f 

LINCOLN 

Brown  Lloyd   E— f 
Fleming  £   A  &  A   C— 

flc 
Ingram  Wm  D— f 
Jansea  Walter— f 
Muaser  B  C — f  c 
Sparks  Wm  Jr— f  1 

LIVERMORE 

Anspacher  Bros — f 
Callaghan  M  G— f  1  c 


Fletcher  Jos  F— f 
Livermore  Commercial 

Co— f  1 
McKown  &  Mess — £ 
Mathiesen  F— f  1  c 
\  Nissen  C  M— f  1  c 

LODI 

Bewley  ft  Lodi  Co— f 
Bird  Dan  W  ft  Co— f 
Brignum  ft  Keeney — f 
Clark  H  S  Jr— f 
Coleman  H  B— f 
Deaver  E  E— f 
Dougherty  F  A — f 
Ferdun  C  M— f 
Graham  R  I^-f 
McMahon  T  M— f 
McShcrry  &  Brown — f 
Schnaidt  C — f 

LOMPOC 

Balaam  A  G— f  1 
Klein  ft  Lehman — f 
Lompoc  Produce  &  Real 

Estate  Co— f 
Smith  W  R— f 
Smith  L  L— f 
Meals  G  W— f 
Milling  S  P  Co— f  c 
Moore  F  B— f 
Rudolph  Arthur — f 

LONG  BEACH 

Campbell  W  L  ft  Co— £ 
Gailbraith  M  W— £  1 
Malcolm,    Davis    ft    Ste- 
vens— f  1  c 
Rapp  Ben — f 

LOS  ANGELES 

Agency  Co  The — f  c 
Amley  F  G— f 
Alderson     F     Earl     Ins 

Agency — £   c 
Allen   A   A   Ins   Agency 

Allen  R  W— f 
Allen  W   H  ft  Son— £ 
Althouse  W  L  P— £ 
Andrew    J   L — £ 
Ansley  B  C— £ 
Aronson  Gale  Co — £  c 
Atchley  T  J— 1 
Atwood  C  B— 1 
Baer   Lucien — f 
Bare£ord  C  H— £ 
BaiUe  Herbert   C--£  c 
Barham  Guy  B — f 
Barlow  ft  Tiedemann — £ 
Barrett   Irvin — f 
Barnct  W  T—f 
Barrett  ft  Daum — f 
Batcheller  L  W— 1  c 
Bean  C  W— e 
Behrendt-Levy   Co   Inc — 

£c 
Bein  A  H— 1 
Bernstein  B  F— 1 
Big£ord  M  A— c 
Blair  A  G— 1  c 
Blanchard  E  L  Co— f 
Blanks  H— c 
Bliss  C  H  J— £ 
BoUe  Theo. — c 
Bonynge.    Girdlestone    ft 

Froehlich  Co— f 
Bogy  Vernon  C — f 
Bond  R  J— c 
Boylan  James  F — f 
Bradford  C  W— 1 
Briggs  Sidney  L — f 
Bristol  F  O— 1 
Brown  Bros  Co — £ 
Brown  Robt  A — 1 
Brownriggf  J   B— 1 
Brundige  £d  ft  Co^f  c 
Brush   R  G — £ 
Bryan  ft  Bradford — ^f 
Bundy  Thos  C — ^f 
Burbank  &  Baker — £ 


Burbank    R    E   ft   Co— f 
Burgwald  H  M— f  c 
Burke  Carlton  F— f 
California  Real  EsUte  ft 

Bldg  Co— ^ 
Calkins  F  S  ft  Co— £ 
Campbell  Warren  I— £ 
Campbell  W  Ross  Co— £ 
Carter   Dan    F— £  c 
Cason  E  W  Co— f 
Chandler  L  B— f 
Chandler  R  W— 1 
Chapman  W  O— £  1  c 
Chaney  L  S— c 
Childs,    Hickes  ft    Mont- 
gomery—£  I  c 
Clairemont  Co— £  c 
CUrk.   WeslejT  ft  Co— f 
Coast      Utilities      Inves- 

ment  Co — £ 
Coffin   Franc    N — 1 
Collier  F  E— 1 
Collins  L  B— 1 
Conaway  O  P— £ 
Consolidated   Agency   Co 

— £  1  c 
Cornell  F  D  Co— £ 
Cornish  H  L  ft  Co — ^f 
Cramer  W  H— 1 
Crandall  J   E— £ 
Cribb  E  C  ft  Co— £ 
Crooke  P  W— f 
Crook  ft  McCann— £ 
Crown  C  C— f  c 
Davenport  R  H — 1 
Davis  R  H— £ 
Davis,   Prenzlauer   &  Co 

Dewey  S  B  ft  Co— £ 
Dcyoe  J   W— £ 
Dickinson   Geo   L — ^1 
Doyle  A  L— £  c 
Dunnington  F  H— £ 
Ebner  A  B— 1 
Edwards  W  T— £  c 
Edwards  ft  Wildey  Co— f 
Ege  Chas  B— c 
Eldredge  Edw  L— 1 
Parish  O  E  ft  Co— £ 
Ferguson  D  W— £ 
Flack  E  B— f 
Flint  ft  Hart- f  1  c 
Folsom  Allison  G — f 
Folsom  S  M— 1 
Foote  H  W— f  c 
Ford  E  S— 1 
Foster  J  D  ft  Co— f 
Frankef  Cecil— 1 
Gallagher  J  A-— f 
Gardner  John  N — ^f 
Gatchcl   C  H— f 
Geldert  W  H  I^-f  c 
Giles  R  J— 1 
GilUgan  J  J— 1 
Gilmore  Geo  D — £ 
Golden  M  B— £ 
Greenfield  W  J  T— £ 
Greenwood  L  A — 1 
Griffith  P  H— £ 
Griffith  John  T—f 
Grim  Miss  Laura — 1 
Gunter  J  W— 1 
Guy  I  C— 1 
Guy   H   P— 1 
Gwynn   Alfred   E  ft    Co 

Haas  ft  Burford — c 
Hall  Otho  N— f 
Hanford  R  H— £ 
Harris   Charles — f 
Hastings  Bros — ^f 
Heinsch-Butler   Co — f 
Hill  L  F— 1 
HiUman  R  G— f 
Hinds  I  B— f 
Hoffman-Akcy   H   V    Co 

~f 
Holland  Earl   R— f 
Hollingsworth  W  I  ft  Co 

Inc— f 
Honsinger   E    R — f 
Hopper  C  B— f  1  c 


Howard  H  ft   Co— I 
Horton  G  C — £ 
Hubbard  Chas  L— 1 
Hughes  F  S— f  c 
HumfrevUIe  Bros  ft    Co 

— £ 
Hunter  ft  Camfield— € 
Hurd  Bros— I 
Hyans  £  C— £ 
Inman  G  A — t 
Insurance    Agency    Co— > 

£  c 
Jackson  H  R — £ 
Jaquette  W  W— f 
Jergins  Co  A  T—f 
Johns  R  G — f 
Jones  S  H— I 
Jones-Potter     Realty     ft 

Inv  Co—  f 
Keating-Bainbridge    Co— 

Keleher  T  J— f 

Kellner  B  J— £ 

Kelsey  F  M— f 

Kennedy  J  D— £ 

Kenyon  ft  Truscott — f 

Kicrulff  B   F  Jr— I 

Klokke  Karl  C— £ 

Knight  J  O  ft  Co— £ 

Kolf  ft  Brown— £ 

Korbel  AT  O— £ 

Kremer,   Campbell  ft   Co 
— f  c 

Kroesen   Bros— ^ 

Kuhl  Wm  F— f 

Labry  W  E— f 

Langmuir  C  H — ^1 

Le  Sage  T  Henry — £ 

Lctteau  G  H — f 

Lockhart  O  P— f 

Los  Angeles  Fire  Ins 
Agency — ^f 

Los    Angeles    Underwri- 
ters Agency — £ 

Louis  Underwriters 
Agency — £  c 

Lunt  R  G— £ 

Lynch  Geo  A — ^1 

Lyndall  C  P— £ 

McOelland  Wm— 1 
McConnell   &   Irvine — ^f 
McConnell  A  C— £ 
McConnell  Levi  J — 1 
McCulloch  R  L— I 
MacDonald  G  W— £ 
McDougald  Alex— £ 
McGarry  P  J  ft  Co— £  c 
Mclntire  G  f^f 
McLaughlin  L  V— f 
McMuUen  F  £—1 
McNail  Victor  L— f 
McNeill  I  C— 1 
Mahana  ft  Cooling— < 
Malone  D  B— 1 
Mancha  Matt  T  ft  Co— f  1 
Marsh  Robt  ft  Co— f 
Marks  David— 1 
Matthews  ft  Matthews— f 
Mathews   Frank — f  c 
Martin  Wm  H— 1 
Maxson  Herbert  E — ^1 
Merchants   Realty   ft   In- 
vestment Co — f 
Merritt   Chas  T— c 
Merwin  W  B  Co— f 
Metcalf  ft  Ryan— f 
Metager  W  H— 1  c 
Metzlcr   B  J— • 
Miller  C— ! 
Miller  H  L  ft  Co— # 
Mines  W  W— £  c 
Moir  W  H— 1 
Mont^mery  C  S— 1 
Moms  Elmer  C— 1 
Morrow  J  H— f 
Moses-Starr  Co— f 
Mueller    G— f 
Muma  Irwin  J — ^1 
Musselwhite  E  V— 1 
Nabors  J   B  ft  Sons— f  c 
Neiswender-LeClaire     Co 
— f 
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Nellcfl  H  B— 1 
Nieman  Chas— £ 
Nott  E  E— 1 
O'Brien  H  E— f 
O'Brien  Tim— 1  c 
Oriatti  M— f 
Osmtin.  L  G— c 
Park  Bro»— f 
Pacific  Mortgage  Co — f 
Pallette  Baird— c 
Peck  E  E— 1 
Perkins  Gregpr7  Jr — £ 
Perry  Fred  J— f 
Phelpa  W  W— f     , 
PhUKpi  C  S  Co— £ 
Phillii  H  D-l 
Pine  A  J— £  c 
Poindexter   R   W— £ 
Powers  F  E — £ 
Porter  E  H  Co-f  1  c 
Powers  Investment  Co— £ 
Price  Ernest  E— £ 
Price   R  U— £ 
Prinsen  J  A — £ 
Purcell  G  M— £ 
Rabe  E  Earl— 1      , 
Raphael  Robt  H-1 
Quitzow  Chas— £ 
Kathbun  Geo  A— 1 
Redpath  F  H  Co— £ 
Reed  A  I^-c 
Reed  C  A— 1 
Reynolds   Ralph— £ 
Rice  Wm  F-1 
Richards  F  F— £  ^   ,     ^ 
Richards  Bernard  J— £ 
Rogers  E  R—l       , 
Robins  Leigh  H—f 
Robertson  A  D  Jr-71 
Roberts  C  Wesley  Co— £ 
Roberts  T  S  InsAgcy— £ 
Rohrer  C  W— £ 
Rouse  B   P— 1 
Rouse  W  H— 1    ^      ^ 
Rowan   R   A   &   Co— £  c 
Rowe  E  A--£       , 
Rule    Sons   Inc— £      , 
Russell  John  N  Jr— 1 
Ryan  F  J  &  Co— £ 
Savage  W  H— 1  ^    ^ 
Scarborough  W   B — £ 
Scherer  O  F— f^,    , 
Sellers  Darrow  H — ^1 
Sentous  Realty  Co — £ 
Servis  L  B— c 
Seyler  Chas  Jp— £  c 
Shaw  Frank— £ 
Shaw  W  C— 1        ^  ^^ 
Shuster   Morrow  ft  King 

Inc— £ 
Siegel  Fred  F  Cm£  m£m£ 
Siegel  Fred— •£  c 
Silent  Ed  D  &  Co— £  c 
Silent  M  H  4  Co— £ 
Skidmore  Stepper  ft 

Lockhart — f 
Smith  H  Harry— £ 
Smith  Hugo  M— £ 
Smith  W— £    ^       . 
Stacy  Realty  Co— f 
Start  E  M— 1 
Stark  E  N-J     ^ 
Stephens  L  P--;£   ^ 
Stephens  M   W—f  c 
Stephens  R  B  ft  Co— I  c 

Will  Stephens 

Fire  Insurance 
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Stevenson  G  F — 1 
Stewart  W  F— £ 


Stewardson  Wm — £ 
StodffhiU  Wm  M— f 


Stovel  C  j  Agency— £ 
Stovel  R  J  Agencjr— « 
Sturdivant  W  B— 1 


Stout-Clairemont  Co— £ 
Suydam  J  S — £ 
Swank   ft   Letton— £ 
Swift  C  A— .£ 
Tait  C  A— £  1  c 
Talbot  Chas  L— f 
Tandy  ft  Story— £ 
Tapham  ft  Hill— £ 
Taylor,  Russell  McD— £ 
Test  L  L-1 
Theberg  A  S— 1 
Thom  C  C— c 
Toner  A  L— 1 
Topham  ft  Hill— £ 
Tressler.  Sidney  P— f  c 
Trott  D  M— 1 
Trumbower  Wm  P— 1 
Turner   C  O — f 
Union  Realtf  Co— £  c 
Urmston  J  K— £ 
Vail  ft  Eldridge— 1 
Van  Alstyne  Guy — c 
Van  Slooten  J   F— 1 
Vawter  J  P  ft  Co— £ 
Van  Valkenburg  Chas— £ 
Veasey   ft   Hayward   Inc 

— £  c 
Vetter  Louis  F— £ 
Vickrey   O   A   ft   Co— f 
Wade  ft  WheUn— £ 
Walker  H  E— 1 
Walsh  Frank  E— £  c 
Warde  D  M—l 
Walton  Fred  A — £ 
Watson  Ralph  M— £ 
Weik  F  G  ft  Co— £ 
Wheeler    Bros   ft    Pierce 

Inc— £  c 
Whelan  Weldon   D— £ 
Whittington   T  W— 1 
Widcnham  Wm  W— £ 
Wickett  F  A— 1 
Wills  B  G— c 
Williams  F  H— £ 
Wilson  J  Wesley— f 
Wilson  Robt— 1 
Wilkinson  Jas  W— f 
Woods  Almon  V— 1 
Wood  L  H— £ 
Wren  W  J  ft  Co— £  c 
Wright  -  Callender  -  An- 
drews Co— £  c 
Yamall  Geo  S— 1 
Yates  J  P— £ 
Young  W  H— £ 

LOS  GATOS 

Angell  E  G— f  c 
Balch  S  l>— f 
Fitch  J  G  ft  Son— £ 
Johns  ft  McMurty^£ 
Lathrop  M  A — £ 
Milligan    Bros     ft     Co— 

£  1  c 
Noble  ft  Riggs— £ 
Rogers  Noah  G 

MADERA 

Breslin  C — f 
Foster   ft   Stehl— f   1  c 
Dyer  R  C— £ 
Smith  &  Williams— f 

MARTINEZ 

Blum  A  E — £  c 
Bush  H  M— £ 
Daley  ft  Dunkel— £  1  c 
Glass  F  I^-£  c 
Hale,  Edson  D— f  1  c 
Hayden  C  H  J— £  1  c 
Lasell  Co— £ 
Lvford  Geo  H— £  1 
McNamara  J  J — £  c 
West  D  J— £ 


MARYSVILLE 

Aaron  C  F — i  1  c 
Amoldy  Mat — £  1  c 
Cooley  C  S— £ 
Harney  G  W— £  1  c 
Irwin  ft  Gluckman — £  1  c 
Tones  R  D— 1 
Lane  Frank — f  1 
Lvtle  P  W  Co— ^ 
McCormick    Ralph — f    c 
Richards  Geo — t  1  c 
White  A  H— £  1  c 

MAYFIELD 

Cuthbertson  S  M— £ 
Ellett  Charles— £  1 
Hebbard  F— £ 
MacDonald  E  B — c 
Peers  Alex — £ 
Ponce  J  P— £ 
Schaefer  J  P— £ 
Telmont  D  D— f 

MENDOCINO 

Brown  A — { 
Brown  E — f 
Brown   H — £ 
Grindle  J— £ 
Heeser  A  A — £ 
Tarvis  ft  Nichols — £ 
Luiz  Chas — £ 
Murray  J— £ 
Packard  C  O— £  1 
Wallace  W— £ 

MERCED 

Abstract   Title  ft   Inves^ 

mcnt   Co — £  c 
Clark  E  M— 1 
Cornett  J  R— f  1  c 
Laudram   H — £ 
Mexxred  Lumber  Co — £ 
Moor  E  L — f 
Russell  J  E^f 
Simonson   ft  Harrell — £ 
Wood  J  D— £ 
Worden  L  G— £  1 

MODESTO 

Abbott  Mr— £  c 
Davis  Ed— f  1 
Campbell  ft  Moyle— £ 
Davis  Ed— f  1 
Dcyoe  S  F— £ 
Gilman  R  E— f 
Grange  Co — £ 
Harp  J  D— £ 
Harter  W   A— £ 
Holtham  A  E— f 
Irrigated  Lands  Co — £ 
McCarthy  ft  Weast— £ 
Marshall  ft  Austin — ^£ 
Maze  ft  Wren— £ 
Maze  Ella  C— £  c 
Minniear  C  W— £ 
Modesto  Land  Co — £ 
Morris  C  C— £ 
Moss  ft  Windus — £  1  c 
Municipal  Land  Co— £ 
Murray  ft  Jones— £ 
Neil  ft  Neil— £ 
O'Connor   Geo   W— £ 
Perley  George — £ 
Pioneer  Land   Co— £ 
Rice  T  E  B  ft  Son— £  1  c 
Riemenschneider   Bros— £ 
Ross  J  W— £ 
Shoemaker   A   B — £  c 
Thomas  ft  Walstrum — £ 
Weycr  H  P— £  1  c 
Wheeler  A  W— £ 
Williams  O  H— £ 

MOKELUMNE  HILL 

Davidson  S  L— £  1 
Fitiell  I^£ 
Greve  H— £ 
McCarthy  A  H— £ 
Nuner  C  G— £ 
Peck  F  W— £ 


MONROVIA 

Barnes  L — £ 
Bent  Utb  M  E— f 
Bovee  Ernest — £ 
Bryant  O  N— f 
Bunker  J  E— £ 
Coombs  Joseph — £ 
Evans  H  J— £  1  c 
Evans  W  H— £ 
Gilchrist  H  B— £ 
Halodc  ft  Wade— £ 
Morrison  A  W— £ 
Smith  R  R— £ 

MONTEREY 

Botcsh  F  A— £ 

Coast    Counties    R   E   & 

Inv  Co— £ 
Jacks  R  C— f 
Takobs   Frank  C— f  1  c 
Johnson  D  W  W— f 
Monterey  Inv    Co    (Inc) 

— £  c 
Prver  J    P    Realty   Co- 
Wright  B  F— £ 

NAPA    CITY 

Bick£ord    E— £ 
Chapman  S   M — £ 
Davis  H  S— £ 
Emory  \V — I 
Goodman  Jas  H  &  Co— t 
Graves   John — £ 
Hales  T  H— 1 
Hayman   John — f 
King  E  H— £  c 
Mount  ft  Son — f  c 
Morse  H— £ 
Sawyer  H   H — 1 
Smith  A  H  Co— f  !  c 
Thompson  The   W  G  Co 

— £   1  c 
Weir   H—f 
Wyckoff   S  H— £  c 

NATIONAL   CITY 

Arnold  A  G— £  1 
Bumham  Jas  &  Co — f  c 
Stensman  S  E — f  c 

NEEDLES 

Benedict  H  E— £ 
Butler  Geo  E — £ 
Monaghan  ft  Murphy — f 

NEVADA  CITY 

Badg^er  Edw  W— 1 
Fleming  J  D — £ 
Garthe  L  A— £ 
Hook  Edgar— f 
Lnidley    I— £ 
Marsh  S  W— £ 
Morgan  D  E— £  1  c 
Morgan  E  J — £  1  c 
Ott  E  N  J— £ 
Powell  E  T   R— 1 
Rector  G  J— £ 
Werry  John — £ 
Wright  H  J— f  1  c 

OAKDALE 

Coleman  Amo»-~-£ 
Collins   Phil— £ 
Coul  Thos  B — 1 
Halbert  Edw— £ 
Hayes  W  Scott— £ 
Murphy  Geo  C — £  c 
Pioneer  Bank — £  c 
Shields  J  t-1 
Wright  J  F— f  c 

OAKLAND 

Aiello  F— £ 
Albright  J  W— £ 
Alameda    County    Realty 

Co— £ 
Anthony  R  M — ^f 
Ams  ft  Kaiser — ^f   c 
Austin  G  W— £  c    . 
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Balhrd  D— f 
JBanklietd  H— f 
Blodgett  N  A— f  c 
Bowes  WUliam— f 
Brook!  F  W  S—f 
Burr  F  D  &  Co~f  c 
OhiU  A  E~f  c 
Cameron  Hugh  M — f 
Campbell  L  E— 1 
Cluunpioii  T  C — ^f  c 
Chickering  R — f 
Christen«e&  &  Goodwin — 

f  c 
Clay  I  H  &  Co— f  1 
Cohen  S—f 
Colbert  &  Co— f  1  c 
Cook  E  P— f 
Craig  ft  Currie  Co — f  c 
Davenport  H — f 
Dobaon  D  O — f 
Dohrmaxm  W  C — f  c 
Drew  Wm— 1 
East  Bay  Home  Builders 

(Inc)— f  c 
Elrod  J  R  Co— f  c 
Emigh  T  P— f  c 
Fletcher  &  Rohrbach — f 
nctter  0  W— 1 
Garrigue  M  W— f  c 
Ghirardeli  ft   Soule— f  c 
Gray  C  H— f  c 
Hall  E  W— f 
Harrod  B — f  c 
Holcomb  Realty   Co— f 
Jackson  S — i 
Tackson  S  E — c 
Jewell  F  W— 1 
Johnaon   H — f 
Kelly  Helen  L  Co— £ 
Kerr  &  McCandish — c 
Kimball  L  M— f 
King  J  H— f  c 
Knapp  R  A — f 
Knowles  Thoa — f  c 
Koenig  ft  KroU— f 
Lanktree  J  B — f  c 
Laymance    Real    Eatate 

Co— f  c 
Le  Ballister-Dtincan  Co 

— f  c 
Lee  Geo— f 
Leffman  H— 1 
Lindberg  O  F— f  c 
McCartney  M   P— f  c 
McConkey  E   H— 1 
McCraw  ft  Swin — f  c 
McHenry  &  Kaiaer— f  c 
Magill  Chaa  J— f  c 
Magiil  R  H— i 
Martena  John — f 
Martin  C   S—f 
Mecse  Edwin — f 
Metzler  Joa— 1 
Michcner     W  L  ft  Co— 

f  c 
Monsen  M — ^I 
Montgomery  R  J— f 
Morgan  T  W— f 
Mott  Frank  K  Co— f 
Naiamith  G  S—f 
Oakland    Underwriters — 

f  c 
Perkins  J    M— f 
Porter  F  F  &  Co— f  c 
Ponerfield   G   K— f 
Porteus  J  H — 1 
Reed  Fred  E  Co— f 
Reef  Henry  J— f 
Richarda  C  A— f 
Salinger  J  M — f 
Shrader    &    Thomas — f    1 
Simpson  R  W — 1  c 
Stahl  Bros — i  c 
Steirfienson  L  A — f 
Stromberg    F    W   ft   Son 

— f 
Stroud  J  A— 1 
Seulberger,     Ecdeston    ft 

Dunham — f 
Thane  J  E — f 
Taylor  Bros   ft  Co— f  c 
Thomaa  J  A — f  c 


Thomas  M  A— f  c 
Thompson  S  B — 1 
Toohig  J  M— f  c 
Trathen  A  H— f  c 
Troy  T  H— f 
Vafl  Henry  R— 1 
Vinaon  Brokerage  Co — 

Walker  A  J— f  1 
Wagner  ft  Ptsgh— f  c 
Wann  U  A— 1 
WeU  ft  aow  Co  Inc— 

f  1  c 
Weld  W  C— f 
West  WilUam  B— f  1 
Wenham  ft  Pugh — f  c 
Wbeatley  H  M— f  1  c 
Whitton  A  H— f  c 
WaUrd  G  A— f  c 
Winslow  R  C— 1 

ORANGE 

Adams  H  Z— f  1  c 
Clayton  W  H  H— f 
Craddick  S  M— f 
Davia   Evan — f 
Frederickson   C  O — 1 
Fernald  A  R— f 
Haynes  Dorothy — f 
Hemphill  L  W— f  c 

iohn  Carl— f 
liUer  Helen— f 
Porter  J   R— f 
Ralph  A  S—f  1  c 
Weiss  E  K— f  c 
Whitney  M  N  ft  Co— f 

OROVILLE 

Duncan  W  E— f 
Fetherston  A— f 
Gray  F  H— f 
Lawrence  J  A — 1 
McGee  John  M— f 
Tucker  E — f 

PACIFIC  GROVE 

Eaubrook  C  R— 1  * 
Fritx  S  I^-f  c 
Gretter  W  C— 1 
Harris  Real  Eatate  Co — 

f  c 
Lloyd  EtU  B— f 
Norton  Chaa  T— f  I  c 
Strong  ft  Kemp — f 
Work  T  A  Co— f 

PALO  ALTO 

Cuthbertson   Harry  F— 1 
Haley  A  M— 1 
May  John— 1 
Taiboy  Wm  E-1 

PASADENA 

Allen  Andrew  S  Co — f  c 

Anderson  ft  Johnson — f 

Bacon  E  J— 1 

Ball  Ruasell— c 

Banks  F  Alexander  Co— 

f  1  c 
Bannister  A  M — t 
Becker  A  J— f 
Benedict  W  G  ft  Son— f 
Blackfor  E  E— 1 
Blair  W  E— 1 
Blankenhorn   D   Co— f  c 
Blount  Chaa— f 
Blount  J  S — 1 
Boadway  L  A — 1 
Bragdon  J  R  ft  Co— f 
Brainard  J  C— f 
Brokaw  W  E— 1 
Brooks  Wm  C— 1 
Brower  Chas  H — 1 
Brown  C  G  Co— f  1 
Brown   R  B— 1 
Bryan  Bessie-*-! 
Burnett  C  H— 1 
Qark  H  L— 1 
Collins  J  L— 1 
Cox  W  1^1 
Cnllen  Alex — 1 


Carrier  Edw  P— 1 

Cnder  A— 1 

Daggett  C  D— f 

Dom  J  H-^ 

Dom-Sykea  Co— f 

Dugan  C  A— 1 

Eaaon  R  ft  W  M— f 

Ellaworth  H  I^~f 

Engle  W  B— 1 

Fawkes  F  H— 1 

FreeUnd  J  K— 1 

Gaut  Jaa  H^f  c 

Godber  H  H— f 

Grattan  W  £— f 

Graves  A  A — f  c 

Greene  C  C— 1 

Grdfe  H  H— f 

Griffith    O  J— f 

Grocnendyke  E — f 

Gueyer  C  G  Co— f 

Hartman  Edw  A— I 

Havener  J  E— I 

Hill  E  D^f 

Hobson  A  T— 1 

Hogan  Co — f 

Horton  N  T— f  c 

Jacobs  G  R— 1 

Jamea  C  T— f 

Jordan  £  B — 1 

KendaU  B  O  Co— f 

Knapp  J^  J-1 

Larson  A— f 

Lee  E  A— 1 

Lockwood  E  H— f 

Long  Frank  H— f 

McAlpine   T   B— 1 

McDonald  John  Co — f 

McNally  ft   Son— f 

Metzler  B  J— 1 

Meyer  F  W— 1 

Misner  C  E— f 

Mitchen  L  H— 1 

Mohler  F  C— 1 

Monfort  C  B— f 

Mott  Daniel— 1 

Nevin  W  H— f 

Newell  N  E— 1 

Palmer  Wm  T— 1 

Parnay  S  Y— 1 

Pasadena    Investment  Co 

Pearson  A  A — f  1  c 

Pierre  t  M— f 

Pieters  J  A  V— f 

Pinney  ft  Nash— f 

Piatt    Frank     C    Invest- 
ment Co— f 

Putnam  C  E^f 

Rice  A    A— 1 

Rodgers  H  A — c 

Ryder  F  E— 1 

Scott  H  C  B— 1 

Sherman  H  B— 1 

Sisson   Co — f 

Slaughter  J  H— 1 

Snowball-Sullivan      Co— 

— f  c 

Staats  W   R  Co— f  c 

Stanham  A  G — f 

Stroat   Geo  N— f 

Strafford  E  H — f 

Sullivan  J   F— 1 

Talbert  W  T— 1 

Tarrall  G  S— 1 

Test  L  I^-c 

Todd  I   M— c 

Turner   G   S— 1 

Vail   David— 1 

\'ail  I  E— 1 

Virtue  Curtis  M— 1 

Welch  F  C— 1 

Wheeland  C  G— c 

Williams  B  O— 1 

Williams  J  A— 1 

Willama  T  J  — € 
Wood  C  I^-l 

Wood  Fred- 1 

Woodworth   J   H   ft   Son 

— ^f  c 
Wotkyns  Bros— f 
Wyatt  J  B— 1 
Yarncll  Geo  S — c 
Zueroz  J  A — 1 


PETALUMA 

Batchelor  D  W— f  I  c 
Brainerd  H  P— f  1  c 
Cavanagh  E — f 
Denman  F  H — f 
Dresbach  W— f 
Gwinn  ft  Tomasini — f 
Higbee  ft  Turner — f 
Horn  J  W  ft  Co— f  1 
Lawler  J  Ji^f 
Lippitt  F  K— f 
Petahima  Realty  Co— f  c 
Smith  Geo  N— f 
Winfield  C  R— f  1  c 
Young  Geo  C— f  1  c 


PINOLE 

CabbeUria  M— f 
Downer  E  W— f 
Fraaer  J— f 
Greenfield  A— f 
Russo  Jamea — f 


PLACERVILLE 

Alderaon  P — f 
Benson   Elmer — f 
Berry  R  K— c 
Blair  Jas  Jr— f 
ButU  L  T— f 
Maginnis  S  H— f 
Mierson  Max — f  1 
Pearaon  J — f 
Pierce-Bosquit    Abstract 

&  Title  Co— f  c 
Placerville  Newa  Co— f  c 
Richards   James — f 
Simons  D— -f 


PLEASANTON 

Arendt  H  ft  Co— f 
Benedict  E  D— f 
Donahue  &  Gale— f 
Hall  E  E— f 
Kolb  George — f 
Kolb  P— f 
Mendonza  John— f 
Palmer  J  R— f 
Smallwood    Claud — f 

POMONA 

Alden    Steve — f 
Cavea  C  C— f 
Curran   Co — f 
Boyd  S  R  ft  Son— f 
Bradley  ft  Eells— f  1 
Fitch  J  A— f 
Folsom  ft  Marran — ^f 
Frisbie  G  I^— f 
Gallup  J  A— f  c 
Hotchkiss  E  A— f 
Jones  Lowell  M — f 
Leadingham  ft  Lee — f 
Loucks   R  N — 
Olds  Fred   L— 1  c 
Payton  W   F— f  1  c 
Potter  M  H— 1 
Ritter  F  W  ft  Co— f 
Short  R  C— f 
Tufta  A  H— f 

PORTERVILLE 

Carr  H  C— f  c 
Horbach   R — ^f 
Howeth  T  A— f  I 
Konda  A— f 
Newbury  A  J — f  c 
PhilUps  W   B— f 
Premo  W  E— f  c 
Smith  H   O— f 

QUINCY 

Dorsch  H  G— f 
Miller  W  J— f  1 
Plumus  County  Bank — f 
Schneider  B— f 
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EDWARD    BROWN   &    SONS 

General  Agents, 


M2«904  Sansome  Street 


San  Franeiieo 


FIRST  NATIONAL  PIRE  INS.  CO.,  of  Wash.,  D.  C,  Pacific  Coast  aad  Rocky  Mt.  Districts 
SVEA  INSURANCE  CO.,  Pacific  Coast  and  Rockj  Mowtaia  IMstricts 

AGRICULTURAL,  Pacific  Coast 

GLOBE  &  RUTGERS  OP  N.  Y.,  Pacific  Coast 

HAMILTON  OP  N.  Y^  Califbnia 

GLOBE  UNDERWRITERS  AGENCY  OP  N.  Y.,  Pacific  Coast 


CAL.— Con 

RED  BLUFF 

Con«  &  Kimball  Co— f 
Coyle  W— 1 
Dale  Cha»— I    ^     , 
Douglas  Robt  L — ^I 
Douglas  Wm  C— 1 
Feely  Mr— f  1  c 
Forticr  E  C— f  I 
Gardner  Elias  D  Co— 

f  Ic 
I^udeman  A  H — f 
Murdock  S  W— f 
Poe  E  Herbert  Co— f  c 
Polaley    Harry — f 
Stoddard  Mr — f  c     ^. 
Sw»in  &  Warmath— flC 
Thomas  P  O— f 

REDDING 

Baker  H  F— f  ^ 
Dean  Arthtir— f 
Eldridge   F   M- 
Frisbie  E  C— €      ^  , 
Hare  &  Hfll  Coh-f  1  « 
Miller  Realty  Co— f 
Primffl  F  P— f 
White  John  &  Co— f 

REDLANDS 

Austin  &   Clark— f   1 
Biggin  Goo  S— f  c 
Brock  A  E  &  0>— £  1  c 
Clark  L  W— f 
Covington  &  Wilkins— 

f  1  c 
Fowler  &  Hunt— i  c 
Gill  &   Rabbeth-^ 
Harley  PL*  Co— f  c 
Holgate  A  H— f  ^ 
Nahmens  E  N— f 
Patterson  ft  Rigby— f 
Slater  Horace — f 
Tatnell  R  N— f 
Waldo  S   S— f  I 
Wheat  J  F— f  1 
Winsted  L  M— 1 


REDWOOD  aTY 

Buck  George  H — f 
CuUen  Con— f  .      , 

First    National    Bank-4 

1  c 
Fox  E  B— f 
Glennan  Fred— £    _ 
HarUcy  Mrs  J  E— I 
Kniriit  C  E— f 
Landschett  C — f 
Lovie  George  W— f 
Mabie  Carl— 1 
Read  J  J— £    ^        „     . 
Redwood  City  Com.  Bank 

— £  c 
Thompson  E— £ 


RIVERSIDE 

Alger  &  Ofstad— f 
Bush  B  B — ^£  c 
Castleman  P   S   &   Co— 

£  1  c 
Dole  Geo  H— £  c 
Ellis  ft  Troth— £ 
Flaherty  T  F— £ 
Hamlin  F  C— £ 
Kingman  ft  Walther— £  1  c 
Lewis  A  C  ft  Co— £ 
Lindsay  B  F--£  c 
McQoskey  W  P— £ 
McKenzie  ft  Pedley— £  c 
Milice  A   S— £ 
Morrison  ft  Nelson — £ 
Post  Charles  A— £ 
Potter  Harvey — ^£ 
Powell  Percy  A— 4 
Ramsey  G  S — ^1 
Stonesipher  C  E  Co— £ 
Taylor  F  P— 1 
Tctley  F  O— £ 
Van  de  Gri£t  J— f 

SACRAMENTO 

Baker  H  W— f 
BcU  C  E— 1 
Blank  ft  Lytle— £ 
Brooke  Realty  Co — £  c 
Cadle  F  F— c 
Callahan  ft  Ryan — £  c 
Carly  J   C  Co  Inc— £  c 
Carmichael  Co  The — £  c 
Qevenger  A  W — 1 
Denton   C  H— c 
Foye  Thomas — 1 
Geisel  E  T— 1 
Grau  H  W  H— 1 
Heilbom  Realty  Co— £ 
Hickman  ft  Coleman  Co 

— £  c 
Johns  The  F  J  Co— £  1  c 
KeUy  E— I 
Kerr  A  B— £  c 
Leonard  Ben  Co — f  c 
Mackinder  W  A— £  c 
McAnear  S  F— 1 
McClelland  H  A— f  c 
I  Nathan    ft    Michel— £  c 
Peck  Ins  Agcy  F  S— £  c 
Pockwitz  Leo  Co — f 
Reed  ft  Elliott— f  c 
Robertson  ft  Govan  Co — 

£  c 
Sacramento    Underwrit 

ers — f 
Saunders  C  E  V— 1 
Sterner  J  H— 1 
Thompson  C  N — f 
Trainor  A  T— £  I 
Wenti  T  H— c 
Wiard  L  E— f  c 

ST.  HELENA 
Blake  W  J— 1  c 


Davis  C 

Gans  Robt  H— £ 


Hooper  E  E — £  I  c 

iohnson  J  G — f  1  c 
lurray  E  M— f 

SALINAS 

Adcock  J  A  G— £ 
Borden  Jos — f 
Clark  W  H— £ 
Connor  J  J — f  c 
Fontaz  F  J— £ 
Garrigus  Mrs  L  H — f  1 
KeUey  J  J— £ 
Kirk  Mrs  Stella— £ 
Lanff  H  ft  Zebala— £  c 
McCoUum  A  J— £ 
Olsen  J— £ 
Pence  W  M— f 
Rodgers  Luthor — £ 
Soberanes  Ben^£ 
Thorp  C  H— f 
Wallace  D— £ 
Winham  Bro»— £ 
Worth  ft  Norris— £ 

SAN   BERNARDINO 

Adair  Noth 

Bovd,  Scott  ft  Lothrop— 

Dalldor£  ft  French— £ 
Downer  AT — £ 
Draper  ft  Curtin — £  1  c 
Insurance  Land  ft  Loan 

Co— £  c 
Johnson  E  D— 1 
Monahan  C  W— £  I 
Orange  Belt  Realty  Co— t 
Palmer  Arthur — £  1  c 
Rathburn  Geo-— £ 
Reed  W  H— £ 
Rogers  W  H— ^  1  c 
Security    Investment    Co 

Shepardson  J  B — £ 
Tompkins  ft  Field — ^£  c 

SAN  BUENAVEN- 
TURA 

ApUn  W  B— £ 
Barnes  G  S— £ 
Hammons  John  W  ft  Co 

£  1  c 
Hathawav  L  P— I  1 
Hearne  N  Sr— £ 
Hogue-Kellogg   Co— £ 
Hopkins  Mr — ^1 
McDonell  C  B— 1 
McGonigle  John — ^1  c 
Mclntyre  J  F— £ 
Moore  A  L — 1 
Reppy  John  H — £  1  c 
Roth  Fred — £  I 
Ventura  Development  Co 

— £  1  c 

SAN  DIEGO 

Arnold  C  G  ft  Son— £ 
Babcock  Ralph  S— 1 
Bowler  Geo  F— £ 


Coon  H  K— 1 
Dodaon  A  E — ^£ 
Downs  J  R— I  c 
Fintzelberg    ft    Stienmett 

— £ 
Fisher  Harry  ft  Co— f  c 
Foote  H  W— £ 
Goodwin  G  ft  Co — f 
Hansen  Roy — £ 
Henldng  ft  Randolph— 1 
Kendal  E  I^-£ 
Kuhn  Miss  S  C— £ 
LaMar  Bros— £ 
Lancaster  ft  Lancaster— 

£lc 
Ludington  W  F— £ 
Lvon  E  T— I 
McMurtrie  L — £ 
Masten  ft  Kendell— f 
Niven  John — ^£ 
Oesting  C  W— £  c 
Rice  J  Aft  J  C  Co-£ 
Swayne  E  J  Co— £ 
Wallace  J  T— 1 
Walsh  R  J  ft  Co— £ 
Watts  Nathan— £ 
Wawowsld  Osborne  Co— f 

SAN   FRANCISCO 

Adams  ft  Collamore — fc 
Adams  Wm  ft  Co— f 
Adler  Jacob— £ 
Ahem  A  J— £ 
Alexander  ft   Martens— t 
Alison  Mrs  B— £ 
Allan  ft  Chase — I 
Allen  Henry  F— £ 
Allen  H  F— f 
Altshuler   Samuel — f 
Altvater  W  F  ft  Co— £ 
Anchor  Rcaltj  Co— f 
Anderson  ft  Edwards— ( 
Andrews  Wm  P— 1 
Ankele  J  H— £ 

Armstrong  E  W— 1 
Arnold  Frank  D— I 

Aip  C  W— £ 

Asnton  ft  Gardiner— f 

Aasociated   Underwriters 
— £ 

Auger  B  E— £ 

Avery  F  M— £ 

Babin  L  C  Co— £ 

Baccala  Jos  B— f 

Bacigalupt  Paolo— £ 

Backus  W  G— 1 

Bacon  £  H— I 

Baggs  M— £ 

Bailey  A  T— £ 

Baird  ft  McConneU— £ 

Baldwin  ft  Howell— I 

Barham  G  B— £ 

Barney  Roy — t 

Barrett  E  W— I 

Barry  W  I— £ 

Bates  H  L  A— f 

Bath  E  G— 1 

Baxter  F  C— £ 

Beaver  F  H— I 


INSURANCE    AGENTS— CAUFORNI A, 


B-17 


Becker  0  W— f 

Bccde  Mrs  V  A— £ 

Bell  W  1-4 

Beader  A  M— f  1 

Bennett  C  K—^ 

Bconion-Yodl  Co— f 

Berferor  J  A— f 

Bef«erot  D  A— I 

Bemhard  J-— I 

Benon  G— f 

Bertfaean,  Sdbadi  ft  Bcr- 

thean— f 
BertoQ  G  A  &  Co— { 
Betts  J  E— c 
Btyhxaa  C  Co— f 
Birdsall  Ward— f 
BUIings  Geo  £  Co—f  c 
Birlem  F  W  ft  Co— f  c 
Blender  C  K— £ 
Blaas  J  C— f 
Block  Jaa  N— £ 
Boardflian  Bros  ft  Co— £ 
Boggs  Fred  H— £ 
Bo&  A  D— 1 
Boles  A  F— 1 
Bondeson  E  O — { 
Boole  F  W  ft  Co— £  e 
Borel  Ant  ft  Co— £ 
Borland  ft  Johns— c 
Boswofth  Chas  J— c 
Borree,  Tay  ft  Co— £  1 
Bovens  R  S— 1 
Bojer  W  E^-f 
Boyes  Jas— f 
Braixn  Fruix— £ 
Bree  Thos  E — 1  e 
Breeding  W  H— £ 
Bridge  A  F— c 
Brim  W  R— c 
Bridffford  C  A— £ 
Brisac  B  F— £ 
Britt  Tosephine— 4 
Brizzoiara  Realty   Co — ^£ 
Brock  M  J— £ 
Bnx)ks  G  W— £ 
Brown  Carl  G— c 
Brown,   Edward  ft   Scms 

-£ 
Brown  TP  S — £ 
Brown  Walter  S— i 
Browne  R  S  &  Co— £ 
Browne-Scott    ft   Dinniiiff 

— £ 
Brownstone  H  P— -£ 
Brockman  John— £ 
Bnme  D— £ 

Bockbee  Thome  ft  Co— £ 
Borland  E  G— 1 
Butz  Mrs  F  R— £ 
Byrne  J  T— 1 
Cadman  John  O— 4 
ambeU  L  C— 1 
Campbell  W  R  _ 
Canning  M  J — ^1 
Ca]»pleniann   O  C-^ 
Carroll  John  M— f 
Carter  John  M— 1 
Cary  J  A— 1 
Catton.  BeU  ft  Co— f 
Cauhape  T   P— £ 
Caverly  R— 1 
Center  ft   Spader— f 
Chapman  ft   Naoman  Co 

— f 
Chickerinfr  Rofter — £ 
Chipman  W  F — £ 
Chowen  W  A— c 
Gcverdon  W  T— £ 
Clifton  H  B — f 
Christenaen    ft    Goodwin 

-f  c 
Cbnng  Git— £ 
CUrk  D  W— £ 
CUttssen  H  J — £ 
CUy  I  H  ft  Co— £ 
Cobb  J  F— £ 
Coddington  E  E— I 
CoflSn  ft  Co — £ 
Cohn  Newton  G  ft  0>— f 
Coleman  H — £ 
Colby  G  W— I 
Colthnrst  J  E— 1 


Coghkui  D  M— £ 
Commonwealth  Sec  Co — 

£ 
Connolley  Miss  L  E— £ 
Connolly  Robt  D— f 
Connor  John — { 
Coon  H  I— f  1 
Coonley  H  C— £ 
Cory  r  H— £ 
Costa  J--I  1 
Cosgrove  Thos— f 
Costello  J  F— f 
Cramer  H  Jr — 1 
Craig  H— £ 
Creed  W  H— f 
Crim  W  H  ft  Co— £ 
Cross  ft  Co— £ 
Crowe  Mrs  M  L— £ 
Cummlng  A  M — £ 
Curtis  ft  Gordon — £ 
Curtis  J  B— £ 
Cutler  1  W-1 
Danker  H  ft  Co— £ 
Davidson  ft  Leigh — £ 
Davis  J  B  F  ft  Son— £ 
Davis  Samuel  D— £ 
Deasy  J— £ 
Decourtieux  A — £ 
De  Golia  £  B— £ 
De  Groat  F  £—1 
de  Kolty  Jean  C— 1 
De  Los  P  F— 1 
Demartine  F— £ 
Dempoey  Thos  H  ft  Son 

Desmond  Mrs  M  A — £ 
De  Succa  Mrs  J  M— £ 
Detrick  E  Jr— f  I 
De   Veuve   Clarence — f 
De  Veuve  Louise — t 
Dewey  H  L— £ 
De  Wol£  Wm  M— £ 
Devlin  F  J— £ 
Dobbins  B  W— c 
Doherty  Jos  W— £ 
Donlon  Miss  Ella  R— £ 
Donnels  H  C— 1 
Dornin  Geo  W — f 
Dowling  W  J  Jr— f 
Duggan  Jos  B— f 
Dupas  J  M— f 
Dye  Clarkson— £ 
Eaton  Noble  H— £ 
Edwards  Harry  J — £ 
Edwards  L  B — I 
Edwards  ft  Diggs — ^1 
Edwards  Thomas — £ 
Egard  Wm— 1 
Eggers  M — ^f 
Ehrhardt  J  D— £ 
Eppinger   H — £ 
Erskine  D— £ 
Eschen  J  N— £ 
Estes  M  T  Co— f 
Ewing  J  A— 1 
Eyre  Perry- £ 
Fabj    R  P— £ 
Falch   Otto   E— £ 
Farrell  G  C— c 
Paul]  Ashley  R— o 
Feige  Mrs  J  M— £ 
Fcigenbaum   L— £ 
Ferguson-Breuner  Co— £ 
Field  J  H  W— £ 
Field  R  B— 1 
Field  ft  Cramer— 1 
Figel  Arthur— £ 
Figel  S  &  Son— f 
Finkdstein  Jacob— 1 
Finch  W  J— f 
Fish  Edw  P— 1 
Fish   Harold   R— 1 
Fisher  Godfrey— f 
Fleming  Edw  B — £ 
Folgcr  ft  Spe3rer — £ 
Fores  H  W— £ 
Foster  Co  Geo  H — £ 
Foster  Roht— ^1 
Fox  Geo  H— £ 
Fox  Morris — ^£ 
Fox  Thomas — ^1 
Francis  Guy — f 


Frank  I  H— 1 
Frank  MarahaU  A  Co— c 
Frank  Oscar  S — i  1  c 
FrankUn  Beni  J— 1 
Franklm  Mft  Co— £ 
Frelinffhuysen  J  S— £ 
French  F  C— 1 
Fritschi  A  R— {  1 
FuUer  J  Lr-i 
Gale  M  A— 4 
Gardner  C  L— £ 
GaskiU  V  W— £ 
Geu  ft  Sons— £ 
Getz  B  Inc — f 
Giacomini  N  T— £ 
Gilbert  F  L— c 
Gilmore  ft  Teniple — £ 
Gibbons  Chas  P— £ 
Giles  Geo  A— 1 
Glover  J  J— £ 
Glucksman  M  E— £ 
God£rey  E  A— £ 
Goldberg   Max— £ 
Goldsboroush  Wm  T— £ 
Goldsmith  Bert— 1 
Goldzieher  S — ^£ 
Gonff  Tyng — t 
Graoy  John  H  &  Son— -i 
Graven  G — £ 
Gray  T  P  D— £ 
Greenbaum  J — f 
Green  £  F— I 
Green  Miss  F — £ 
Gregory  £  H  I^-l 
Gregg  H  W— f 
Griffin  S  M— 1 
Gross  C  C— 1 
Grondona  C  F — £ 
Grubb  I   R  D— £ 
Gunnison  Mrs  A  R — ^£ 
Gunzburger  Emil — ^f 
Gutstadt  H— £ 
Guyett  R  G  ft  Co— £  1 
Haake  Mrs  E  N— £ 
Haas  Leonard — £ 
Hackett  Wm  H— I 
Hachmeister  Chas — f 
Haight  H  H— £ 
Haines  A  M  Co— 1 
Haldan  E  B  Co— f 
Hammer  W  B— 1 
Hammond  J   P — t 
Handy  R  L— £  1 
Hanlon  B  F— f 
Harmon  A  K  P  Jr— I 
Harper  F  F  G  ft  Co— £ 
Harrington  Mrs  T  F— £ 
Harrison  A  B — f  1 
Harris  F  W— 1 
Harvey  ft  Preston — f 
Harris  Thos  H— 1 
Hart  £  H— 1 
Hartman  A  E — £ 
Harwood  A  O— 1 
Hathaway  W  L— I 
Hausman  P  G — 1 
Hauer  J  B  ft  Co— £ 
Haufe  C  W— f 
Haven  Chas  D — £ 
Havens  ft   Du   Brutz — £ 
Havner  M  B— 1 
Hawks  ft  Pennell— £ 
Hayne  Benj   S — £ 
Haybum   James  C — c 
Hays  J  B— 1 
Healv  Wm— £ 
Heafcy  Wm  &  Son--f 
Heard  Mrs  M  E— £ 
Hellbush  H  H  ft  Co— £ 
Helbing  J   A-f 
Henley  C  O— £ 
Hensel  Roy  R— 1 
Heringhi  Louis — ^f 
Herold   Rudolph— £ 
Heron  F  W— 1 
Hcrzberg  &  Son — f 
Hillman  J  R  ft  Son— f 
Hewitt   D— £ 
Heyman  O  &  Son— f 
Hinchman  H   M—  1 
Hind  Co— £ 
Hintz  J   J— £ 


Hirsch£eld  Emil— I  c 
Hoadley  G  O— f 
Hoffman  ft  Co— £ 
Hoffman   S — ( 
Hoadley  G  A— f 
Ho«e  L  B  ft  Co— c 
Hohwiesner  F — £ 
Holmes  R — £ 
Hohnan  A  S— 1 
Hooker  ft  Lent — £ 
Hopkins  O  C— f 
Hughes  C  T— c 
Hughes  J  P— f 
Hughes  T  G— 1 
Hunt  G  E— 1 
Hunt  Mrs  G  H— £ 
Hunt  Wm  B— 1 
Hutchins  C  J— 1 
Hyman  R  T — £ 
Irving  W— £ 
Israelsky  J — £ 
Italian- American     Realty 

Co— £ 
,  acks  Noel  H— 1 
,  acobs  F— 1 
/ahnson  F  J — I 
,  aeobs  W  A  ft  Son— 1 

acobsen  ft  Co — £ 

ennings  Jos  C — f 

cwell  F  ft  Co— f 

ohnson  Albert  W  V— 4 

ohnson  ft  Higgins — £ 

ohnson  A  L— c 

ohnston  J  C — ^£ 
'  bhnsoa   Irving — I 
Johnson  W  H— 1 
,  ones  Chas  H— £ 

ones  Edw  M — f 
Jones  Mrs  I  M — f 
Tudah  C  A— £  1  c 
Kahn  ft  Feder- £ 
Kahn  Miss  T— f 
Keith  J  R-^ 
Kelley  Chas  A— £ 
Kelly  Louis  A— £ 
Kelly  H  M— £ 
Kelly   McClure— f 
Kelly  Miss  M— £ 
Kern-Neilan.  Co — £ 
Kie£er  O  C— £ 
Kerner  &  Insert — ^f 
KiUgariff  J  M— 1 
Killgariff  ft  Beaver— 1 
King  Mrs  D  E— f 
Kingston  Paul  F— £ 
Klitgaad  C  J— 1 
Knewinc  H  C— 1 
Knickerbocker  C  ft  Sons 

Knox  J  B— 1 
Knowles  H  J— f 
Kohlberg  A  M— £ 
Kronberg    S — i 
Labry  W  E— £ 
Lambert  A  M— 1 
Lanktree  J  B — £ 
Landgrebe,    McNevin    ft 

Jones—? 
Landers  J — ^1 
Landis  ft  Brickell— c 
Lang  ft  Hecker — f 
Lange  £  H— £ 
Lange  Wm  A — £ 
Lapachet  P— f 
Langtree  J  B — f 
Lauray   L  G— £ 
Lawrence  J  A — ^1 
Lcavitt  W   C— 1 
Leavy  P  F— I 
Leisander   Geo — I 
Levensaler  Jas  A — £ 
Levi  Ben — t 
Levy  Adrien— £ 
Levy,  Goggin  ft  Wren — t 
Levy  Sam  N — 1 
Licb  Co  The— £ 
Lillie  A  S  Realty  Co— £ 
Loaiza  W  Co— £  c 
Locke  S  ft  Co— £ 
Locke-Paddon   Co — £ 
Lorigan  Chas  K — £ 
Love  T— 1 
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Lowrry  S  h  ft  Co— I 
Luchsinger  A  G — f 
Lund  Geo  E  &  Co— f 
Luning  Realty  Co— f 
Lutz  &  Bouton — f 
Lydon  Egan  &  Co — f 
Lyon  &  Hoag — ^f 
Lyons  H  J— f 
MacAdam   &    Tbaler   Co 

— £ 
McBean   Richard   F— f 
McCallan  Tno — f 
McCormack  John  W— f 
McElhaney   Homer— 1 
McElrathJ  E— 1 
McElroy  Jos  D— f 
McElroy  R  D— f 
McFadden  R  D— 1 
McGaw  John — f 
McGcrry  W  B  &  Co-f 
McGlinchee  B— 1 
Macgum  F  C — ^1 
MclUig  R  H— 1 
MacKenzie    &    UnderfaiU 

— f 
McKee  &  Son— f 
McLane  C  I^-l 
Macdonald  &  Miles— f 
Maclay  S  R— 1 
McMahon  A  E— f 
Macondray  A  Co — f 
McPhee  &  Son— (  1 
Madiaoa  &  Burke — f 
Magee  Thoa  &  Sons — f 
Magec  J  F— f 
Mailliard     &     Schmiedell 

f 
Manheim   Dibbem   A   Co 

— f 
Mann  C  M— f 
Mann  H  R  &  Co— f 
Martin  J  G— f 
Martin  Thoa— f 
Mather  &  Co— f 
Mataon  W  H— 1 
Mayer  Car]  H— 1 
Mayer  Saml  D — f 
Mayriach  Miss  A — f 
Maxwell  Mri  J  D— f 
Meacham  F  E— f 
Meala  A  N— 1 
Meherin  M  M  A  Son-^ 
Mendell  Geo  H  Jr— f 
Mercer  Robt  J— f 
Messinger  Gug  Co — f 
Meuler  B  J— 1 
Meussdorffer  J  C— 1 
Meyer  Milton—^ 
Meyer  Samuel — f 
Mikubek  W  C— f 
Miles  R  O— J 
Miller,  Henley    &    Scott 

— f 
Miller  Thomas— 1 
Miller  S  J— f 
Miller  Harry  A— 1 
Miller  Mrs.  C  E— 1 
Miller  W  L  W-f  1 
Mitchell  Frank  S— f 
Mitchell  Geo  M— f 
Moeller  Gustave — f 
Molony  J  R— c 
Monson  Martin — ^1 
Mooser  &  St  Germain — f 
Morgan  A  W— f 
Morgan  J  A — f 
Morikawa  F  F— f 
Moroney  J  F— 1 
Morrissey  R  A — { 
Morrissey  J  J — f 
Mosbacher  G— f 
Mott  E  J— 1 
Moyles  Jas  W— « 
Murdock   Geo  H  &   Son 

— f 
Murphy  Bix)»— f 
Nagai   Gen— f 
Nash  A  E— c 
Nason  A  G  ft  Co— {  e 


Nathan  Esther  — f 
Nathan  Paul— f 
Newhall  H  M  ft  Co— f  c 
Newell-Murdoch     ft     Co 

— f 
Newton  J  S— 1 
Nichols  &  Fay— f 
Nichols  C  C— f 
Nieblmg  E  T— f 
Nielson  &  Piper— f 
Nippert  Paul  M  Co  Inc 

— £  c 
Norman  F  S— f 
Norris  Jos  H— 1 
Norris  M  A— 1 
Noyes  F  R— 1 
Nymcyer  B  H— 1 
O'Brien  Tps  J— f 
O'Brien  T  S— f 
O'Brien  &  Co— f 
O'Callaghan  Dan— f 
O'Kane  Jos  D— f 
Okell  Chas  J  Co— c 
Olds  A  C— f 
Oldelehr  John  G— f 
Oliver  B  F  Ino— f 
O'NeUl  M  J— f 
Oppenheimer  H— f 
Orr  O  O— 1 
Osbom  R  W— f 
Osborn  J  S — 1 
Paddock  Mrs  B  E— f 
Painter  Edgar — f 
Palmer  W  C— 1 
Parks  C   E— f 
Penfield  F  S— f 
Parrish   Edw — i 
Peach  Chas  A— 1 
Peck  E  E— 1 
Peltret  J    S— 1 
Perrin  Howard — ^1 

Peterson  F  C — f 

Philipp  C  F— f 

Pistolcsi  F  V— £ 

Piver  J  C— 1 

Plageman  J  C — £ 

Polack   S— f 

Polito  J  L— £ 

Polk  Jos   K— £ 

Porteous  J  H — ^1 

Potter  E  E  ft  Sons— £ 

Porter  W  R— 1 

Poulsson  P  R— £ 

Powell  J  M— £ 

Pringle  Co— £ 

Purcell  &  Horn- £ 

Purdy  J  E— £ 
;uick  Walter   R— 1 
aschen  Lueder — £ 

Redding  A  P— « 

Reid  Geo  D— 1 

Reynolds  A  D  F— 1 

Rhodes  W  H— £ 

Richards  J  H— £ 

Rickards  C — £ 

Ritter  ft  Merriman— £ 

Rittlcr  Wra  T— £  1 

Rivers  Bros — £ 

Roach  J  F— £ 
Robbins  Mrs  L — £ 
Robins  F  C  H— £ 
Robertson  ft  Hall— c 
Roff  H  Lr-f 
Rphrer  C  W— £ 
Rose  W  T— £ 
Rosenbaum  I  S  &  Co — £ 
Rosenthal  C — £ 
Rossier  A  &  Co— £ 
Rother  &  Wolbold— £ 
Rucker  Jos  H  ft  Co— f 

Ruddick  W  J— £ 
Russell  W  J— £ 
Ryan  R  X  Ji^£ 
Ryder  R  S— 1 
Sachs  W  G-r-£ 
Sacre  Harry — ^1 
Sagar  E  F— £ 
Sala  Jos  M— £ 
Samuels  Chas — £ 
Samuelson  A  M— f 
Sanborn  W  D— 1 


^, 


Sandmann  H — f 

Satinger  J  M— £ 

Saunders  H  J— 1 

SawtcUe  Mrs  A  N— £ 

Saxe  J  D-:-£ 

Scalmaneni  G-^£ 

Scharff  I  C— £ 

Scherer  Paul— £ 

Schmitt  E  A— £ 

Schmitt  H  M— £ 

Schmitz   Herbert    L    Co 
— £ 

SchweiUer  &  Johnson — £ 

Scott  Geo  B— 1 

Seelcy  &  Co— £ 

Selover  S  A— 1 

Shaen  Jacob— £ 

Shetterly  John  L  M— 1 

Shields  A  M— 1 

Shipp  John  C— £ 

Sidwell  D  J— 1 

Silberberg  Max— £ 

Silverstein  Morris — £ 

Skirvin  Bessie— £ 

Sloan  C  B  ft  Co— £  c 

Smith  A  F— 1 

Smith  B  J— £ 

Smith  C— 1 

Smith  Clarence  M — ^1 

Smith   Edw— 1 

Smith  H  G  ft  Son— £ 

Smith  H  Harry— £ 

Smith,     Thomas     & 
Thomas— 1 

Sneider  Geo  C— £ 

Snook  &  Nelson— £ 

Solomon  L— £ 

Storr  Geo  E — £ 

Steams  F  A — c 

Steele   Bros — £ 

Steinberger  N — £ 

Stephens  Dr  W  E— 1 

Stephenson  R  L — 1 

Sterling  Realty  Co— £ 

Stem  Benj— £ 

Stevens  J  H— c 

Stevens  J  W— c 

Stevick  Guy  Le  Ror— c 

Stewart  F  W— 1 

Stewart  James— ^1 

Stewart  Mrs  M  E  &  Son 
— £ 

Stiles  Geo  R— 1 

Stolp  F  A— 1 

Stone  Frank  F— £ 

Stoy   Sam  B— £ 

Straub  Jos— £ 

Strauss  Jos  M — £ 

Strong,    Farr — ^£ 

Strong  &  Farr— £ 

Sturdevant  B — f 

Sullivan    Daniel — £ 

Sullivan  John  A — £ 

Sullivan  \Vm  A— £ 

Surrytiue  F  B — £ 

Taleri  G— f 

Tallant  &  Tallant— £ 

Tamony  Peter — £ 

Taylor  Bros  ft  Co — £ 

Taylor  F  F— 1 

Terry  Jos  T— £ 

The  Agency  Co— c 

TheriotJ  E— £ 

Thiele  E— £ 

Thierback  Julius— £ 

Thomas  E  J— 1 

Thompson   S  B— 1 

Thompson  M  ft  Co— f 

Thornton  A  C — £ 

Thornton  A  W— £ 

Tobin  E  J  ft  Co— £ 

Tourtellot  C  S— 1 

Trevor  ft  Co — £ 

Trittenbach  G  ft  Son— £ 

Troy  P  ft  Son— £ 

Tuclcer  A  J— I  ^  ,^ 

Tucker,    Lynch    ft    Cald- 
well—£ 

Tyson  Geo  H — £ 

Umbsen  G  H  ft  Co— £ 

Underbill  Dr  W  W— 1 

Vail  W  E— 1 


Vail  ft  Eldridge— 1 
Valentine  E  S— 1 
Van  Doozer  A  E^l 
Vedovi  E-4 
Veroni  Hans  Co — £ 
Vizzard  Jos  B— £ 
Von   Rhein   Real    Eitatc 

Co— £ 
Voorsanger  J  H — £ 
WalkerJ  W— 1 
Walsh  A  A— 1 
Wann  W  A— 1 
Waniorek  M— £ 
Ward  C  S— £ 
Ward  C  M— £ 
Ward  D  H— f 
Wamn  H  B— 1 
Watson  Mrs  M— £ 
Watt  Alexander^£ 
Watt  RoUa  V— £ 
Wayman  Guy  T— £ 
Wayman  ft  Henry — £ 
Webb  F  R— f 
Webster  Jas  S— £ 
Webster  Percy  E^f 
Weed   S   R— 1 
Weil  ft  Ck)w  Co— £ 
Weintraub  L— £ 
Wetssbein  Jacob— £ 
Wente  W  B— c 
Wen^burgef  A — £ 
Wertheimber  A — £ 
Wheeler    Miss   Helen   V 

— £ 
Wheeler  N  H— 1 
White  Walter  H— £ 
Whitney  Abbott  L— £ 
Wfckett  F  A— 1 
Wiley  S  P— 1 
Willis  Frances  M— £ 
Wilson   Horace— f 
Wilson  John  D— £ 
Wilson  Jno    Scott— £ 
Wilson   R  A— f 
Wink  G  F— 1 
Winslow  R  C— 1 
Winter  H  O— 1 
Wisnom  John— f 
Wol£  ft  HoUman— £ 
Wol£   Myron— 1 
Woltge  Mrs  H  G— £ 
Woodman  Realty  Co— £ 
Woodward  Thos  P— f 
Wright  J  W  ft   Co-f 
Wulzen  J  ft  Miss— £ 
Wynn  Wm  J— f 
Yoell  Miss  B  E— I  c 
Zeckendor£  H  A — 1 
Zemansky  S — ^£  1 
Zeus  Otto  I^-l 
Ziel  F  R— £ 

SAN  JOSE 

Anderson  Chri*— £  c 
Atkinson    W    L  ft   Co— 

£lc 
Arnerich  &  Pratt — £ 
Bamett  T  C — i  c 
Bmndidge  W  H— £ 
Case,  L  H— £  1  c 
Cavafa  Paul  D— f 
Chace  J  R— £  c 
Christmas  ft  Onris  Co— 

£   c 
Clayton  Jas  A  ft  Co— £  1  c 
Cooper  Challen  Co— £  I  c 
Cox  Chas  Er— 1 
Crowe  ft  Wilson— £ 
Darby  A  C— £  1 
Eaton     ft     Heiichbarb— 

£1  c 
Fisher  J  E--f 
Foley  ft  Shea— f  1  c 
Foss  ft  Hicks  Co— £  I  c 
Gover  Isaac— 1 
Gray  W  W  ft  Co— £  1  c 
Hall  ft  Rambo— £  1  c 
Hatcher  ft  Sontheimer— t 
Hinman  J — i 
Hoback  L  D— £ 
Johnson  ft  Tensple— f  I  c 
Lean  W  J  ft  Co— f  c 
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Maybcw  F— f  c 
If  ontgooerr  ft  Son — f  1  c 
Mnrpkf  kn  J  M— f 
Newflan  Mitt  Ray  B — ^f 
Piepcr  W— f  1  c 
PorUl  &  Lorigan— 1 1  c 
Ranbo  Wm  T— 1 
Riscadore,  I— f  c 
Rncker  Joi  H  &  Co— f  c 
Short  ft  Ryan— f  c 
Soathetmer  J  J^f 
Tocni  C— i 
WiUqr  A  L— f  1  c 

SAN  LEANDRO 

Barton  H  C— 1 
Coleman  Dr  G  L— f 
Faust  ft  Warrca— f 
Graff  R  W— 1 
Hale  Shara  H--f 
Home  Realty  Co— f 
Henachcr  Joacpli — f 
Martin  L— 1 
Oakes  W  E— f 
Peralta  A  L— f 
Rideout  C— f 
San  Leandro  Realty  Co— 

f  c 
Toffefanier  L  J— f 

SAN  MATEO 

Andenon  W — £ 
aiwell  ft  Co— f 
Casey  W— f 
Coleman  T  H — f  c 
Conway  M  T — ^f 
Goodapeed  I   R — ^f 
Hosmg  E  A— f 
Kertell  Geo  A— f  c 
Kirkbride  C  N— f 
Loop-Wisnom  Co— f 
Morse   C  M~f 
Rochex  ft  Wiseman— >f  c 
Wisnom  ft  Elfing— f  c 

SAN  MIGUEL 

Bergman  &— f 
McNaul  Wm— I 
Mnrphy   L   D — f 
Perry  R  L— £ 
ThalU  ft  Co— f 
Wilmar  E  V— £ 
Wilmar  W  A— £  c 

SAN  PEDRO 

Allen  V  C— £ 
Amar  ft  Drei£tia — ^f 
Bidcenbach  W   F— £ 
CampbeU  M  L  ft  Son— f  c 
Dungan  ft  Morgan— >£ 
Eeward   E   D — ^f 
Quinn  Richard— £ 
WaUace  ft  Son— £ 

SAN  RAFAEL 

Barney  C  R — £  1  c 
Barney  C  S— f 
Boyen  A  N— # 
Canfield  W  L— 1  c 
Cochrane  M  F — ^1  c 
Conrtttrisb*  W  L— f 
Dewini  A  B— f  1  c 
Duffy  A  Z— £ 
Duncan  I>avid— £ 
Henry  C  A— £ 
Hock  T  C— £ 
Hock  Tobr— £  1  c 
Howard  r  P— £ 
Lancd  L  A-^ 
Magee  W  P— f 
Maage  ft  Mcyei^^ 
MUler  Fred— f  c 
Mockler  C— £ 
Moorhead   Stanley— 4 
Neame  E  A— f  c 
Schneider  D  N— f  c 
Shearer  Geo  N  D— f 
Turley  U  S— £ 
Verdenal  Mrs  G-f 
WiQdna  Hafrr-€ 


i 


SANTA  ANA 

Baker  Geo  C— £ 
Blee  R  J  Co— £ 
CoUins  C  C— £ 
Duffgan  W  L— 1 
Edgar  Geo  A— £ 
Grace  C  N— £ 
Grigaby  Grace  M — £ 
Harris  ft  Harris — f 
Kingston  C  A — £  c 
Mausy  £  R— f 
McFaidden  John  A — £ 
Mix  W  H— £ 
Morgan  C  B— £ 
Orange     Co     Savings     ft 
Trust  Co— £ 

uick  J  G — {  c 

obbins  O  M — i  c 
Robbina  Mac  O — £  c 
Sererance  Eugene — £ 
Stofford  Wm  A— £ 
Turner  Ben  E — £  c 
WeUa  W  J— £ 

SANTA  BARBARA 

Alexander    ft    Redington 

— £ 
Austin  Colby  ft  Co — £ 
Black  George — i 
Clark  Mr— 1 
I>rey£us  Louis  G — £ 
Gidner  C  M— f  c 
GonxaJez  L  A — f 
Hansen  E  £— £ 
Johnson  J  T — f  1  c 
Johnston  ft  Johnston — f 
McComber  Geo-~£  c 
Maguire  Prank — £ 
Mason  Stanley  C — £  c 
Moore  T  W— £ 
Park  ft  Nielaon— £  1 
Perkina  J   T— £ 
Potter  ft  Woolman— f 
Potter  G  E— 1 
Ruasell  Geo  W— £  c 
Smith  W  C— 1 
Thompson  C  A — £ 
Watkins  Henry— f 
Whitney  F  M— f 
WiUiams  F  S— £ 

SANTA    CLARA 

Birge  F  A— £ 
Fatjo   R  A— f  c 
Foster  A  T — f  c 
Franck  Fred  C— £ 
Glendenning  J  E — £ 
Hamilton  G  £— £  c 
Helm  A  T— £  c 
Roll  F  O— f  c 
SUvens  &  Goodwin — £ 
Steinhart  J— 1  c 
TuUy  S  G— f 
Widney  J— £ 

SANTA    CRUZ 

Blaisdell  Benj— 1 
Canfield  C  £-f  1 
Collins  Mrs  J  S— £  1  c 
Dake  L  J— £ 
Day  E  H— f 
Gannon  Thos — £ 
Gardner  W  M— £ 
Globe  Realty  Co— f 
Hall  Henry  C— f  1  c 
Hammer  C  W— £ 
Hawes  G  W— f 
Hinds  A  J— f  1  c 
Hinds  TW— £ 
Hitchings  ft  Wright— £ 
Howe  F  R— £ 
Keller  Mrs  L  A— £  - 
Kelley  J  C— 1 
Matthews  Alfred  Jr^l 
Matthews  Alfred  Sr^l 
Plaxa  Land  Office— f 
Santa  Investment  Co — £ 
Shore  Line  Realty  Co— £ 
Stikeman  A  N  ft  Co— £ 
Towne  H  B — £ 
Wilson  Bros— £ 


SANTA   MARIA 

Adam  T  B— £ 
Armatrong  C  U — £ 
Conkcy_r  F— £ 
Flnley  T  R— I 
Fugler  A  F — c 
Gates  F  H— £ 
Gibson  E  H— £ 
Hart  Reuben — £ 
Haslam  ft  Fulger — f 
Jonea  T  A  ft  Son — £ 
Laughlin  Deane — £ 
Morris  L  J — £ 
Preisker  Thos— £ 
Rice  Geo  S— £ 
Scaroni   L   P— £ 
Scott  Geo — £ 
Smith  Chas— £ 
Sutherland  Mrs— f 

SANTA    MONICA 

Boehme  E  W— £  1 
Brown  ft  Doane — f 
Kisner  Mrs  Charlotte — f 
Roy  Jone»— £ 
Teqner  C  E— f 

SANTA   PAULA 
Mcintosh  G  R— 1 

SANTA   ROSA 

Alley  S  J— £ 
Austin  J  S — £ 
Avers  G  I^-£ 
Bamett  ft  Reading — £  1  c 
Bryant  Allen — f 
Burns  L  W— £  c 
Clary   Paul  D— 1   c 
Crowell  E  H— £ 
Davis  W  S  ft  Co— £  1  c 
Donovan  ft  Garrison — £  c 
Fidelity  Realty  Co— £ 
Oilman  ft  Tucker — f 
Hall  Ben  F— £ 
Hawley  ft  Nathanaon — f 
Hoag  C  E— £ 
Hocker  G  A— £ 
Johnston  R  L— £ 
Jordan   L  A — £   c 
Locators  The — £ 
Mayfield  ft  Co— £ 
Pool  W  H— £ 
Price  ft  Silvershield— £  c 
Proctor  T  J— £  1 
Prudential  Properties  Co 

£  c 
Realty  Co  S  R— £  c 
Reynolds  W  E— £ 
Saar   Louis — £   1  c 
Spencer  B  M— £  c 
Watson  ft  Kelly— £ 

SAUSALITO 
Chase  Dr  Chas  E— f 

SELMA 
Good  W  B— 1 

SONORA 

Burden  W  E— £ 
Elsbree  A  E— £ 
Hampton  C— f 
McGowan  Geo — f 
Morgan  G  P— £  1 
Segerstrom    Chas — f  1  c 
Sutton  F— £ 

STOCKTON 

Ballantine   W— f   c 
Bonney  T  P  ft  Co— f 
Bookhart  F  U— 1  c 
Braddock.       Oldham       ft 

Twitchings — f 
Cadlc  C  W-^ 
Coal  ft  Wooden — £ 
Colcy-Craig   Co — f 
Crane  Geo  E  Co— £ 
Cutting  L  M  ft  Co— £  1  c 
Dietrich  ft  Leistnet^-£  1  c 
Doolittle  Co— f 


Eaton  ft  Buckley— £ 

Farrington  ft  Hubbard— 
£  1  c 

Fowler,  Holtoh  Co — £ 

Gianelli  A  E— £  c 

Goode  B  F— £  1 

Grow  H  H— f  c 

Grunsky  ft  Hughes — £ 

Hamman  W  J— f 

Hammond,  Jones  ft  Will- 
iams— £ 

Hodgina  ft  Barnett — f  1  c 

Homage  Geo — £ 

House  Co  C  C— f 

Keys  Broa— f 

Lane  R  P~£  1 

Levy  B— £ 

Meyer  MacGowan  Co — f 

Miller  R  S— f  1 

Nelaon  T  A— f 

Noble  ft  Reid— f 

Oullahan  &  Littlebale 
Co— £  1  c 

Peters-Wolf-Dohrman  Co 
£  1  c 

Post  W  H— £ 

Ramsey-Emerson  Co — f 

Reid  Lee  C  ft  Co— £ 

Rhoads  W  J— £ 

Stitt  P  H— f  1  c 

Storey  ft  Triolo— f 

Tully  John— f 

Utt  J  H— f  c 

Wilboit  R  E  ft  Co— f  1  c 

Williamson  H  £  Realty 
Co— £ 

Wol£  Geo— £  1  c 

SUTER    CREEK 

Branch     Bank,     Amador 

County— £  1 
Daneri  John — 1 
Norton  V  W— f  1  c 
Rose  W  L— f  1 
Saruoco  Frank — £ 
Voorheis  E  C— £ 
Weiner  Fred— 1 

TEHAMA 

McCune  W  D— £ 
McLane  Geo— £ 

Scott  D  S— £ 
Simpson  George  C — £ 
Small  D  ft  Son— £ 

TRUCKEE 

Bucknam  W  A— £ 
Doyle  P  M  ft  Co— £  1  c 
McGlashan  C  F— £ 
Ruther£ord  F  M— £  1  c 
Smith  C  E— I 

TULARE  CITY 

Ballard  ft  Swall— £ 
BaUard  E  S— £ 
Bleckwith  ft  Anderson — £ 
Billings  F— 1 
Burnette  Geo— f 
Cook  H  C— £ 
Curtis  Wherry— £  1  c 
Petting  A  W— £ 
Gill  Geo— f 
Haskell  J   D— f 
Henry  Chas— £ 
Higgins  W  A— £ 
Jones  Wm  H — £  1  c 
Kemble  E  H— £  1  c 
Linden  Hardware  Co — f 
Love  joy   J   O— £ 
Schoenemann  C  S — £ 
Wilder  J  L— £ 
Zartman   G  W— £ 

UKIAH 

Albertson  F  C— £  1  c 
Finney  George— £ 
Mannon  C  M — £  c 
Matthews  J   R — £ 
Poage  ft  Ford — £  c 
Strong  F  O— 1 
Thomas  J  R— £  c 
Weldon  T  J— £  c 


B-20 


INSURANCE   AGENTS— COLORADO. 


CAL. — Con. 

VACAVILLE 

Akerly  G  P— f 
Arnold  G  A— f 
Arnold  J  M— f 
Bristow  S  D — f 
Chandler  Co  F  B— f 
Crystal  E  C— f 
Dalto  G  D-^f 
Edwards  W  H— f 
Ellison  S  F— f  1  c 
First  National  Bank^f 
Gates  T  L— f 
Grant  Wm— f 
KiUingsworth  W  S  Jr— i 
Lawrence  W  E— f 
McMillan  E  H— f 
Piatt  &  Sons  G  H— f 
Rammers  R  F — f 

Ripp^  Ray — f 
Robinson  C  G— f 
Stevenson  A  M — f 

VALLEJO 

Brownlie  R  A— f 
Collins  T  V— f 
Colthurst   John   E— f 
Coombs  Ida— f 
Cooper  Johnson — ^f 
English   T  R— f 
Enos  F  5— f 
Frey   Henry — f 
Green  L  B— £  1 
Greenwood  H — f 
Griffin  &  Cadan— f 
Halliday  C  G— f 
Hatheway   Mrs   A  L— f 
Heegler  F  H— 1 
Kelly  Wm  T— f  1 
Lynch   P  B— f 


Madren  W— f  1 
O'Hara  James  V— f 
Ricks  C  A— { 
Roney  W  S— f 
Saunders  W  G 
Talley  L  K—f  1 
Warford  G— f 
Wilder  H  E— f 
Wiley  A  B— f 

VENTURA 

Bayliss  W  S— f  c 
Hammons  John  W  &  Co 

f  1  c 
Hathaway  H  A— f  1  c 
Heame  N  Sr— f  1  c 
Hoffue-Kellosg  Co — f 
McDonnell  Chas  B— I 
McGonigle  John — 1  c 
Mclntyre  J  F— f 
Reppy  John  H  Sr— £  1  c 

VISALIA 

Bell  J  T— £ 

Bell   Fleetwood— £ 

CaIi£omia  Realbr  Co — £ 

Featherstone  Ed  &  Co — f 

Giddings  C  J— £ 

Holley  &  Buckman — £  I  c 

Hughes   B— £ 

Jerusalem  H — £ 

Jordan  J  F  &  Son — £ 

Johnson  C  L — £ 

McAdams  W   C— £ 

McPhaill  L— £ 

Scott  S  J— £ 
I  Steel  Fred  D— £  1  c 
I  Swark  J  H— £ 
I  Visalia    Land    &    Invest- 
i      ment  Co— £  1   c    • 
I  Ward  &  Westcott— £  1  c 


Wesi-Grmy    Realty    Co— 

£  c 
Willson  A  D— f 
Zimmerman  John — £ 

WATSONVILLE 
AttridM  John  T— £ 
Boin  Chas  J— f  c 
Copeland  J  D— £  1 
Covell  J  A— £ 
Eaton  Frank  E— £  1 
Eveland  Chester — £ 
Form    &    Forest    Realty 

Co— f  c 
Hippeli  Julius  L — £  c 
Holohan  O  J— f 
Horgan  T  J— £ 
Investment    Co    o£    Cali- 

£omia — £  1 
Jchl  Sydney— £ 
Kane  John  F — ^£  c 
McSherry  &  Hudson — £  c 
Orchard  Realty  Co— £ 
Palmtag  Chas — £ 
Scurich  Steve— £ 
Sheehy  Jas — f 
Shelby   Jo»— £ 
Sill  Geo  W  &  Co— f 
Tra£ton  G  A  &  Son<— £ 
Watkinson  A — £  c 
Wright  Thoa— « 

WHITTIER 
Barton  S  W— £ 
Clayton  C  W— £ 
Gregg,  Bates  &  Gregg— £ 
Hiatt  Realty  Co — £ 
Hozzard  G  L— £  c 
Lombard  Mrs  M — £ 
Wright   F  W— f 

WILLOWS 
Avery  Edward  E— £  1  c 


DeWitt  E  C— £ 
Ettbank  J  C— f  1 
Graves  Jno  H— c 
Hochheimer  &  Co — £  c 
Kinkade  F  H— f 
Klemmer  L  T — f 
Parks  Geo— £ 
Plimpton  &  Hatch— £  1  e 
Reed  L  I— f  I  c 
Sacramento  Valley  Real* 

ty  Co— £  c 
Sehorn  W  A— £ 
Silvey  J  M— £ 
Sparrow  H — f  c 
West  AI£red— £ 
West  Glenn— £ 
Wickes  C  R— £  I  c 

WOODLAND 

Burns  Land  Co — £ 
Clowe  E  T— c 
Craig  &  Risen — ^I 
Faridi  A  L  &  Son— £  c 
Ladue  E — I 
Murray  J  A— £ 
Mu^rove  J  D — £ 
Rathe  &  Nardini— f 
Reith  Mr— £ 
Simmons  H — f 
Vosburgh  C  H— f 
Wheaton  F  H— 1 
Woodland  Realty  Co— £  c 
Yolo   Realty   Syndicate 

YREKA 

Butler  C  E— £  c 
Fairchild  J  D— £  1  c 
Tebbe  G  A— c 
Wadsworth    &    Patterson 
— £  1  c 


COLORADO 


C.  W.  GILL 


TBLBPHONB  MAIN  469 


B.  TYLBR  SMITH 


BENEDICT,  GILL  &  SMITH 

FIRE     INSURANCE 

REAL  ESTATE,  LOANS 


I04  BOSTON  BUILDING 


DENVER,  COLO 


HOME,  of  New  York 
HARTFORD,  of  Hartford 
PHOSNIX,  of  Hartford 


REPRESENT 

NATIONAL,  of  Hartford 

QUEEN,  of  America 

HARTFORD  ACCIDENT  &  INDEMNITY  CO. 


AKRON 

Mitchell  A— f 
Plammer  Chaa — f 
Witoon  C  A— £ 

ALAMOSA 
Anderson  J  W —  £  c 
Ball  C  M— f 
Buchman  Max — ^1  c 
Fuhrman  R  G — 1 
Hess  J  W--£ 
Kahn  Etta — £ 
Lake  Geo  E— £  1  c 
Meloney  A  C— £ 
Moffatt  W  G— £  1  c 
Parkinaon  G  W— 1 
Roper  J  S  &  Co— £  1  c 
Sunde  A  R— 1 
Weat  &  Blakey— £  1  c 
Wilbur  F   C— £ 


ASPEN 
Bourquin  Amos— £ 
Brown  L  A  W— £  \  < 
Donovan  Wm— I 
Folsom   Geo— 1 
Smith  M   W— f 

BOULDER 

Adams  Gur  A— £ 
Aldrich  L  W— £  1  c 
Anderson    &    Shellenber- 

ger — £ 
Black  W  R  &  Co— £ 
Breitenstein  Geo— £ 
Clark  S   D— f 
Clark  W  N— £  1 
Cole  C  C— £ 
Collins  A   E— £ 
De Backer  Frank— £ 
Dunsmoor   I  E — i 


Dwight  &  Rainger— £ 
Femald  F  B— f 
Fogg   Realty  Co — £ 
Henry  A  T— £ 
Housel  W  A— £ 
Kohler-True-Gilbcrt  In- 

vestment  Co— £  1  c 
Long  W   W— £ 
McSparran  J  S— £ 
Milburn  John — ^1 
Nelson  &   McGlothlen— £ 
Persons  F  W— I 
Place  J  B— 1 
Ramsey  J  J — £ 
Reich  C  M— 1 
Roberts  John  T— 1 
Rust  Nellie— £ 
Steams  R  O — t 
Sutton  E  B — £ 
Webber  John  A— f 


White  Fred— £  1 
Wilson  &  Webber— £  1  c 
Wolverton  Edward — 1 
Yerian  Mr— 1 

BRECKENRIDGE 

Burnhetmer   C  W— f 
Fincher  S— I 
Fincher  A— I 
Forman  Wm  F — £  c 
Theobold  J  A— £  1  c 
WalU  M  J- 
Whatley  B 

BRIGHTON 

Bower  M  E— f 
Kinsejr  G  B— < 
Powdli  C  K— £  c 
Stewsrt  C  S— € 


INSURANCE    AGENTS— COLORADO. 


BUZHA  VISTA 

SiidlinEtr  D  C— f 

Tke  Bnena  Vina  In**M- 

W^  G  A— f  ' 


Bridejdl  W  T— f  1  c 
Onnb*  Late— I 
DiddnasQ  Gtuit — 1 
FrtderickKin  Arthur — { 
Hiraa  T  A— 1 
Hadiin  ft  Sbunun — f 
HoDKon  D  J— f 
Hatton  ft  AoKdMlDe — f 
Kninedj  J  R— f 
Luden  ft  Irilb— f 
Linkiiu  C  A— f 
HcEniiT  T  J— f 
UcFarlme  A— f  I 
Uirbcw  Wm— f 
■■ loha— f 


Roger*  Job 
Rowluid  U 


CENTRAL  QTY 


COLORADO    SPKINGS 
AiUd  I   II— 1 
Axr*  HcBiT— f  I  c 
Bemm  Chas  P— (  1  c 
Ckrutepber  W  T— (  c 
Colorado     InTeitneiit    ft 

Roto   C*— f 
Ciofc  iflloT  f 

Fm5  CT— f  1  e 

Hutinsi-Anni    Co— f  c 
Ho^EDU   Chai   D— { 
Intcnutc    ImotmenI    ft 
RoltT  Co — f 


MinlB  A  P  &  Co— f 
Uhcbdl    H   H— c 
National  Rttltj  Co — t 
Fittmi  Rcalt*  Co— f 
PerldDl   Morton   ft   Co- 
Pond  Realty  Co— f 
Sin  Joan  Bultr  Co — t 
SdiiJer    Jo«    H— f 


Slote-Kcmochan    AfencT 

Sdd  RealtJ  Co — t  1  e 
Thomu  A  X—a 
WuBcr  W  W— f 
Wotwti  Realty  Co— f 
WllJiani  A  B— f 
WillBBaoB  W  W— f  1  e 
Willi.  Spackman  ft  Keat 


Kilpatrick  ft  HaDley— ft 


DENVER 
Abbott  I  J— 1 
Abranu  A  1^1 
Adanu  F  C— f 
AHin  J  T— 1 
All™  S  M— 1 
AnttionT  T  D — I 
Appleraan   L  P— f 
Arnold  ft  Jonea— f 
Buker  A  L— 1 
Barrowi  G  A— 1  c 
Bartda  Bros— f 
Beck  Geo  W— e 
Benedict,     Gill     ft  Smith 

— f  c 
Bennett  ft  Myera— f  c 
Bennett  C  D— 1  e 
Biahop-Caw  Inv  Co — c 
Biihop  F  L — f  I  c 


Bradley  Setb  B  ft  Bro— f 
Bramble  W  E— 1 
Brann   Ralph  M— 1  c 
Brann-StDvill  Co— c 
Bren  R  8—1 
Brinker  W  C — 1  e 


Bnchenaw  H    E— c 

Buka  Lodwig — c 

Bmby  F  E— 1 

Carter   J  A— 1 

Caihman  ft    Evana— f   c 

Cella  J  J— f 

Central   Savinii  Bank  8 

Trurt   Co— f 
Chapman  FA*  Co— 1  { 
Chapmin  F  A— 1  e 
Chiaaell  £  J— 1 
Cleveland  K— I  c 
aifford  E  A— 1  c 
Coatea  T J— 1 
Cobb  C  D  ft  Co— { 
Cockrane  JackaDB— I 
Collina  M  W-il 
Conaora  John — 1 
Conwajr-Bogne       Fealty 


Garlord   Paul   B   ft  Co- 

Gemmil  J  R— I  c 

German-Amencan      Troi 

Co— f 
GiberaoQ  H  P— f 
Ciddinga  H  K— I 

SlchriM  G  G— 1  c 
Idenlecve  A  M— 1 
Giles   D  R— < 
Gleeksraan  Moatia— f 
Goldbaum  Max—l 
Grave*  Byron  C— f 
Griflfey  C  E— 1 
Groaiman  I^-l  c 
Grund  A  R— 1  c 
Hall  L  S— 1 
Hammond  James  G — 1 


1  &  Co— 1 

~1  e 


\".in  Schaack 
jl[.-   Co  The— 


/  E— I  c 


Hnltc-   ..    _     .  . 
Hymer-Loofnii  lav  Co — f 
Hynda  D  M— 1 
Imperial  Ina  Co— f 
•  icobi  ft  Edmondion— f  c 
ickaon  Jia  B— 1 
ibnaon  C  A— 1  c 
one*  ft  Tonra  Inv  Co— f 
■onea  A  E-f 

L  C— ]  c 
W  E— 1 


Craft  W  T  Realty  Co— f 


Co.ler  H  J— I 
Daly   C  J— f  1  c 
Daly  Tho«  F— f  1 


.  J  Nea 


ank- f 


Edmondi   J   Frai 
Edwaida  J  StBoley— 1 
Eichelberger   W   C— 1 
Elderkin  J  K  Ina  Agency 

Co— £ 
England  F— 1  i 
Eppich    Luckenbach — c 
Fabling  J  S— I  c 
FeltOD  Geo  C— c 
Fleming  Broi — f 
Fleming  Jaa  A — I 
Forreiter   F  H   S   Co— t 
Franklin  J  I— f 
Frederick  H— f 
Friek  Conrad— 1  c 
Galloway  W   K— I 
Gallop- Stoddard     Agency 


Lota  C  A— 1 
Lyon*  ft  Jobnaon — f 
Mcaain  W  S-c 
HcOarken  S  B— 1  c 
McElrain  E  T— 1 
McGaiy  J  J— '  e 
HcGregory  J — I 
McGregor  Jofan— I 
McGrew  Tboi  F— f 
MackUn    S   B    J— 1    c 
Main   D  L— f 


Hiller  Arthur  P— 1 


I.   MILLER 

Danvar. 


Utah, 
Wyamtafl  and   Naw 

MUler  O  B— 1  e 
Mooaah  E— f  I  c 
Moody  D  L — 1  c 
Hooney   J  D— 1  c 
Murphy  J  P— 1 
National   Safety  Vault 

Co— f 
Newcorab  H  W — 1 
Newcomb  Realty  Co— f 
Newkirk  G  A— 1 
Nickolii  S  J— I 
Nordiieh  W  E— 1 
Norton  J  T— 1 
Ockel  E— f  1  e 
Ornauer  Harrii— 1 
Orr   Moriii    Agcy   Co— f 
O-en  W  R  Jr— f  c 
Our   L  C  ft   Co— f 
Packard  Agency  Co  D  C 


THE  W.  F.  KELLER  AGENCY  CO. 

General  Insarance  Agents 

Fke.  Accident,  Aatomobile.  Boiler.  Burilary.  UahllKy 
Compcnaatloa,  Elevatw,  Fidelity  and  Sirety  Bond*. 

832-834  GAS  *  ELECTRIC  BLDG. 

DENVER,  COLORADO 


Kellogg  F  C— I 
Kellogg  F  P— c 
Kendall  J  T— I 
Kennedy  J    E— 1 


jper       I 

Agency  Co — f  1 
Kiilip  C  T— f 


H.  T.  Lamcy,  figT.      H.  P.  Gibenos,  Asi't.  Mr  ■ 

BRITISH  AMSRICA  ASSURANCB  CO. 

NORD  DEUTSCHE  INSURANCE  CO. 
WESTCHEST8R  FIRE  INSURANCE  CO. 
WESTERN  ASSURANCE  CO. 


Kanaaa,  MonUna,  Nebraaka,  North  Dal 
DakoU,  New  Meilco,  Utah,  Wyoming. 


Lewi*  J  b— t 
Uvermore   A    E— 1 
Lockyear  ft  Co— I  c 


FreuB  ft   Martin— I 
Frier  G  H— I 
Probat  H  H— I 
Provident  Real   Eatati 

Loan  Co— f 
Randolph  Geo  E— 1 
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COL.— Denver,  Con. 

Rccre  W 'S— I 
Reich  Chaa  M^l 
Reinhold  O— 1 
Revoice  F  W— 1 
Rigden  H  T—1 
Rigsbv  Vecliel— 1 
Ritchie  J  T—1 
Rogers  A  G — I  c 
Rose  &  Steel  Agcy  Co— c 
Ross  F  R  Inr  Co— f 
Rubincam  H  C — 1  c 
Rudd  A   S— 1  c 
Rudolph  E  E— I 
Rutherford   M— f 
Salle  A  C— 1 
Sanger-Van   Gilder   Agcy 

Co     c 
Schaefer   C— f 
Schayer  Bros — ^f 
Schaycr  M  M— f 
Schneidemanted   Agency 

Co— f  1  c 
Schroeder   C  A — 1 
Schuyler  Gerald  L— f  c 
Scott  Thos  C— f 
Shandal  M  C— 1  c 
Showaltcr  P  H— 1 
Skinner  W— 1 
Sleyster  B  A — 1 
Smiley  A  M — f 
Smith  E  Tyler— I 
Smith  H—  1 
Smith  J  H— 1  c 
Smith  R  W— 1  c 
Spahr  P  R— I  c 


DURANGO 

Bern  H  G— f  1  c 
Glaser  B— f  1  c 
Local  Security  Co— f  1  c 
Pingrey  Agency^f  c 
Rockwood    &    rerkins — f 

1  c 
Tiflfany  G  E  Sr— f 
Turner  J  W— f  1  c 

FLORENCE 

Blun  Inv  Co— f  1  c 
Carmody  Mr — f 
Cofky  W  W— 1 
Houston   D   H — f 
Tack  Edwin — f  c 
McCandles  J  V— f  1  c 
Montgomery  &  Hillix— f 
Sander  J  T— f 
Wilkes  G  H— c 

FORT  COLLINS 

Adams  RoUin  E— f 
Avery  E  D— f  c 
Brooks  W  H— 1 
Clammer  S  H — ^f  1 
Fort  Collins  Abstract  Co 

— f  Ic 
Fothergill  &  Atherton — f 
Glessner  E  J — f 
Harris  D  L— 1 
Kinnison  H  J — f 
Larimer   Co  Abstract  Co 

— f 
Lewark  \V  T— f 


FREDERICK   W.  STANDART 

RtPrtstntiftQ 
Liverpool  &  London  &  Globe,  Springfield,  German 
American,  Niagara,  Fire  Association,  Phoenix  of 
London,  Scottish  Union  &  National. 


1615  CALIFORNIA  8T. 


DENVER.  COLO. 


Steams  John  L — ^1 
Steels  N  C— I 
Stewart  A  H — 1 

THE  W.  H.  STEWART 

AQBNCY  CO. 

Qeaeial  Agents 

Prussian  National 

Qlobe  and  Rutgers,  N.Y. 

na  QAS  A  ELECTRIC  aL06. 

Stouffh   Mattie  E— l  c 

Thies  &  Desserlch— f 

Thomas  S  J— £ 

Thompson  Chas  E — 1 

Thompson-Olmsted     Inv 
Co— £ 

Tibals  E  R— f 

Tucker  W  E — c 

Tuttle  T  F  Jr— £ 

Urich  J   C— c 

\''an   Glider   Agcy    Co— c 

Vincent  M  E— 1  c 

Waddell  R  S-c 

Wadsworth  H  L— £ 

Wadsworth     &     Wads- 
worth — 1  c 

Walker  T  R— £ 

Walton  D  W— 1  c 

Warner  J  D— 1 

Wheeler  S— 1 

Wheelock  T   M— 1 

Whipp  H  6—1  c 

White  Frank  G— £ 

Wilkins  &  Cornish — £ 

Willard  C  A— 1  c 

Willey  U  S— £ 

Williams  Tas  &  Co — f 

Wilson  W  Rollo— 1 

Winne  W  W— 1 

Wyatt  J  V  E— c 

Zeagler  D  A— 1  c 

Zirkle  H  W— 1  c 


Miller  Edwin  A— £ 
Montgomery  T  J — £ 
Northern  Colo.  Securities 

Co 
St  Clair  M  M-if  c 
Schlichter  E  A-^ 
Smith   R  T— £ 
Tedmon  B  S — £  c 

GEORGETOWN 

Foley  J  B— 1  c 
Tomay  John — £  1  c 

GLENWOOD  SPRINGS 

Beardsley  A  L — £ 
Cardwell  Wm— £ 
Darrow  C  W — f  1  c 
De  Lan  S  J— £  c 
Dickson  A  J — £  1 
Edinger  George — f  c 
Keck   Christian    M — f    c 
Logan  Investment  Co — £ 
Parkinson  W  S— £ 

GOLDEN 

Benedict  Charlotta — f 
Broad  Geo—  £  c 
P£eiflFer  C  A— f 
Quaintance  C    F — f   I 
Snyder   B   F— f 
Ward  Tho»— £ 

GOLDFIELD 
Schwerdt  Christian  C— £ 

GRAND  JUNCTION 

Baldwin  Richard — £  c 
Brown  Charles  H — I 
Bruner  E  W— I 
Case  E  N— f 
Coe  F  W— £ 


Cox  Wm  T—1 
Delaplain  M  O— £  1  c 
DeLonff  Horace  T — ^f  1  c 
Forey  M — £ 

■  Garms  V  C  &  Co— £  c 
GUsco  N  A— 1 
Halbouer  F  W— f 
Home  Loan  Inv  Co— £  1  c 
Kelly-Hall— £  c 
Lough  C  R— £ 
Ma^ll  R  I^£ 
Memilt  F  F— £ 
Milne  &  Milne— £ 
NefF  A  A— £ 
Rhone  Henry  R — £  1 
Rich  C  B— f  1  c 
Schwenker  A  C — 1 
Smith  Chas  A— f 
Sperry  D  W— £  c 
Sperry J  F— 1 
Stone  D  T— £ 
Udlock  Inv  Co — £  c 
Wright  D  B— £  1  c 

GREELEY 

Ahlstrand  C  T — £  c 
Baker  F  E  &  Co--i 
Beer  C  W  &  Son— f 
Carrel  C  C— £ 
Colony  Inv  Co^£  c 
Crone  J  V— £  1  c 
Dowell  Harry  L— £ 
Jackson  &  Ferguson — £  c 
Knight  H   C— £  c 
Littell  Chas  E— £ 
McClenahan  A  M — £ 
Morgan  Realtv  Co— £ 
Moses  M  J — t 
Mumper  A  L  &  Co — f 
Rilev   Al£red— £ 
Sanborn     &      Houston — 

£  1  c 
Sanborn   Carl  B — £ 
Sides  Ira  I — £  c 
Statler   Geo   D — £ 
Walsh  M  T— £  1  c 
Woodruff  &  Son— £ 

GUNNISON 

Corum  W  H— £ 
Berky  E  C— 1 
Downey  Annie  M — 1 
Gordon  John — £  1  c 
Johnston  Laura — £  1  c 
Lake  H   F— £  I  c 
Nourse  E  M— c 
O'Leary   Timothy — 1 
Palmer  Edwin  G — £ 
Sills  C  T—1 
Winslow  C  W— c 
ZocUner  C  P— I 

HOLYOKE 

Colver  Harrys — £ 
Haver  J  W— £ 
Helland  W  G— f 
Higinbotham  W  E— f  1 
Kelsey  W  D— £  1  c 
White  R  N— £  1 
Zimmerman  Philip — £  1 

IDAHO    SPRINGS 

Burke  Tos — £ 

Bush   «   Bonner   Agency 

Co  The— £  1  c 
Clear     Creek    &      Gilpin 

Trust  Co— f   c 
McClelland  George  E— £ 
White  Richard  Insurance 

Agency — ^£  1  c 
Wilkins  John  A— £ 

LA  JUNTA 

Albera  Victo— f  c 
Beerbohm  &  Hart — fic 
Dunlao    Blanche — f 
Inge  K  C— £ 
McCauley  &  Mahoney — £ 
Mendelson  S  R— f 
MiUer   M— f 
Norton   Clara   M— £ 


Seder  C  L— f  c 
Win<^  G  H— £e 
Wood  S  E— f  e 

LAS  ANIMAS 

Faulkner  S  B— £ 
Frey  H— £ 
Herron  Bros — i  c 
Howard  Realty  Co— f  c 
Kierts  L  G— f 
Kreybill  F— £ 
Moore  J  W— £ 
Mortey  W  P— £ 
Risley  E  S— f 
Scott  P  G— f  c 

LEADVILLE 

Johnston  Laura — £  I  c 
Kilkenny  M  J— £  1  c 
McCarty  Margaret— f 
Stickley  Ins  &  Realtr  Co 

—  £  Ic 
Vranesic  Peter — 1  c 
Youe  William— £ 

LONGMONT 

Bump  J  E— £ 
Dwark  A  F— f 
Emerson    &   Buckingham 

B  &  Trunks— £ 
Flander  Asency  The— f  c 
Home  Real  Estate  Co— t 
Holmes  F  S — £ 
Nowlen  &  Pratt— £ 
Rugtwet  O  G — i 
St  Vrain  Realty  Co— £ 
Schwalby  Ed — £ 
Secor  &  Sccor— c 
Smith  G  E— £  1 
Stuphen  R  G — f 

LOVELAND 

Allen  E  S— £ 
Austin  Jno— c 
Banks  W  E— £ 
Cunningham  J  G — c 
Dalziel  J  G— 1 
Eesig  Chas— £ 
Fountain  Ru£us  R— f 
Gifford  D  H— 1 
Glaser  E— £ 

Goddard  Arthur  H— £  1  c 
Hagler  Luther— 1 
Hayward  Reed— f 
Henderson  C  B — £  c 
HilHker  J  A— 1 
Kelton  O  A— £ 
Kempton  Jas  B — £ 
Kilbum  M  R— £ 
McVay  Zenas— £ 
Mehaffey  W  S— £  c 
Moore  Chas  E— c 
Moore  Land  Co — £ 
Moore  Wm  C— c 
Osborn  C  W— I  c 
Pitts  E  H— 1 
Riker  J  D— I 
Rinker  Lc  Roy— I 
Rollins  G  M— £ 
Shaw  T  I— £ 
Snook  Chas  W— I 
Williamson  W  N— £ 
Winchell  F  O— f 
Woodmansee  C  0 —  f 

MANITOU 

Penfield  H  R— £ 
Ross  H  J— £  1  c 

MONTE  VISTA 

Boutwell  Geo  B— f 
Brady  M— £ 
Clark  W  J— £ 
Corlett  C  M— £ 
Cramer  O  A — ^£ 
Edfflon  Charles — f 
Gott<^  A  H— f  !  c 
Hecker  John — £ 
Heilman  S  S-f 
Hurd  H  C— £  1  c 
Loser  Oscar— £ 
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Martm  J  A— 4 
Robinion  &  RoUntoti — ^f  I 
Ratherford  &  Karakc— f 
Sanf  ord  W  C— f 
White  W   B— f 

MONTROSE 

atlia  ft  Blake— f 
Deeble  Torn — f 
Fing  H  C— 1 
Gilbert  Geo  O— f 
Howe  J  W— f  1 
Johnson  Chat  K— f  1 
Leisy  R  A— f  1 
Moynihan  C  J — f 
Redding  W  6— f  1  c 
Reeve*  A  F— f  1  c 
Stivers  John  L — f 
Wagner  Adam — 1 

OURAY 

Day  Geo  V— 1 
Frakes  David — f  c 
Home  Mrs  C  E— £  1  c 
Jordan  Chas  F— f  1  c 
Knous  Wm  L — 1  c 
Rathmell  &  Doane — f  c 
Reader  I  F— 1 
Stevenson   Ben — ^1 
Wheeler  £  &-c 
Whittington  E  O — f  c 
Wolverton  Frank — ^1 

PUEBLO 

Apex  Realty  &  Ins  So — f 
Brayton  E  &  Co — f 
Brooking  J   C— I   c 
Bruce  JA— c 
Byrnes  John — i 
Caabron    Charles — ^f 
Cambron  W  F— f 
Campbell  Arthur—^ 
Campbell  Wm  M— 1  c 
Crawford  S  F  &  Co— ff 
Crockett  E  I  &  Co— f 
Currie  H   S— f 
Davics  G  M  &  Co— f 
Downen  T  J — f 
Elliott  Realty  Co— f 
Evans  Geo  C — ^f 
Gillespie  W  A— f 
Globe    Fire    Ins    ft    Ibt 

Co— f  c 
Harvey  J  G— f 
Haver  E  B— f 
Hawkins  J  M— f 
Hennsmeyer   Clias— f 
Herrington    George— f 


HUes  F  A— 1 
Hoilmaa  T  W-^ 
Tacbetta  M— f 

Tphttioii  J  wm— f 

Keen   Bro«— £ 
Kelly    Thoma*— f 
King  Inv  &  Lbr  Co — f 
Leach  Realty  Co — f 
Lewis  Thoa  L-^ 
Mallaby  Campbell  Inv  Co 

Metton  Geo  D— f 
Middlekamp    Agency    Co 

— f  1  c 
Morris  C  R  Realty  Co— f 
Parker  B  J— f 
Peach  Wm-^ 
Pollard  Inr  Co— f 
Price  A  L— f 
Ragle  ft  Co-^ 
Rambo  Ira  D— f 
Ray  Realty  ft  Ins  Co— f 
Reno  S  F— f  1 
Robertson  John— f 
Ruddick  M  T— f 
Sare  J  M— 1 
Smith  O  G— f 
Snyder  H  O— 1 
Stickney  Chas  H  Ag*cy 

T^wnsend  S  W— I 
Veith  J  B— f 
Vroom  J  L— f 
Walker  C  C— I 
Watkins  Bros  Realty   Co 

Williams  R   R— f 
Wilson  Jos  R— f 

ROCKY  FORD 

Anderson  Mrs  Mary  J — 

f  c 
Beymer  Arthus  S — f 
Boney  R   W— f 
Bowman  J  W — f 
Cook  Charles— 1 
Dye  R  H— 1 
Fenlason  L  R — f  c 
Gobin  W  B— f 
Greene  D  H — 1 
Hauck  &  McKclsey — f  c 
Hill  T  J— f 
LatBon  &   Boggs — f  c 
Lonff  F  C — 1  c 
McCiurff   W   J— 1 
Reifel  P  J— f 
Steele  W  C— f  c 
WhiUock  D  T— f 


SAGUACHE 

Boyd  W  F— 1  c 
Slane  W  M— f  1 
TarbeU   Chas— 1 


SALIDA 

Beck  J  S— 1 
Berrian  E  C— f 
Brush  F  W— f  1  c 
De  Weese  J  W— f  c 
Gimlett  F  E^f 
Gloyd  F  W— f  c 
Johnson  C  F — ^f  c 
McGuire  B  F— 1 
Matthews  &  Bromley — f 


SILVER  CLIFF 
Haskell  E  J— f  1  c 

SILVERTON 

Brown  Geo  D— f  1  c 
Cooper  R  H — f  1  c 
Fast  August — f  1  c 
HoUingsworth  E  V— f 
Lonergan  Miss  Eliza — f 
Pamquist  Wm — f 

STERLING 

Barney  P  D— f 
Barthalow  D  A — f  1 
Brown  G  C— f 
Brown  Q — f  1 
Burke  JTP—f 
Davis  H  B— f 
Fortncr  E  R — 
Funk  C  J— f 
Hanley  Mr — 1 
Hays  W  I^-f 
Henderson  F  J — f  1  c 
Hinkley  H  D— f 
Jackson  A  D — f 
Jameson  J  A — f 
Kisg  A  H— f 
King  W  E— f 
Kinzie  C  W— 1 
Milford  Mr— 1 
Naugle  S  E— f 
Propst  W  C— f 
Rigsby  V— 1 
Sidel  A  E— 1 
Simons  G  S — f 
Smith  C  F— f 
Watts  V  B— f 


Weaver  Mr— I 
Wellman  E  W— f 
Woodard  C  H— f 

TRINIDAD 

Bailey  Chas— f  1  c 
Bennett  ft  Wilson— f  1  c 
Brigham  E — f  c 
Commercial  agency  Co — 

f  c 
Day  E  H— f  c 
Dunlavy  Ag'cy  Co— f  c 
East  Sam  ]—i  1  c 
Hammond  James— 1 
Herron  D  J— 1 
Home  Security  Inv  Co 

The— f  1  c 
Hubbartt  Agency — f  1  c 
McCarty  ft  Smith— f  1  c 
McGlasnan  ft  Gow — f  1  c 
Madrid  J  M— f  1  c 
Reese  Geo — 1  c 
Seig     ft     Messeramith — 

f  1  c 
Tipton  F  M— f 
Tipton  C  F— f 
Vosbeck  &  Dunlatry«—f  c 
Williams  F  A  A— f  c 
Williams  L  W— f 


VICTOR 

Coates  Tom — 1  c 
Hartford  R  R— 1  c 
Hopkins  Mrs  Emma — f 
Kingsley  Agency    Co  The 

— ^  c 
McDonald  P— f  c 
Reagan  J  T— f 
The   Simonton-Hendire 

Agency  Co— f  1  c 
Wcipper   P  J— f   c 

WALSENBURG 

Dick  Geo— f  c 
Mazzone  Victor — f  1  c 
Walsen  &  Lawson— f  1  c 

WEST  CLIFF 

Adams  F  E — f 
Beardsley  G  B — f  c 
Dickson  Asa — f 
Falkenberg  G  E— 1  c 
Kenney  W  F— f 
Mcrriam  W  E— f 


CONNECTICUT 


OHARUES    E-    PARKER 

Manager  New  England  Department 

Insurance  Co.  of  North  America  of  Phila.,  Ps. 

Philadelphia  Underwriters  of  Phila.,  Pa.,  and 

Alliance  Insurance  Co.  of  Phila.,  Pa. 


so  STATE  STREET 


HARTFORD 


CONN. 


B-24 


INSURANCE    AGENTS— CONNECTICUT. 


ANSONIA 

Bartholomew  J  H— f  I  c 
Broderick  D  f— f 
Cohn  DaTid  E— 1  c 
Crossman  M   A-^c 
Gordy  E  S  &  Co— £  1  c 
Hnll  A  £-f  c 
Malumphy  M  D— f 
Nelson  William  A—f 
Remer  C  Br-\ 
Smith  Jas  T— {  c 
Terrell  Lucius— f  1  e 


BERLIN 

Deming  F— f  1 
Robins  £  G— f  c 
Sugenhing  Max— 1 
Woods  F  B— 1 

BETHEL 

Gilbert  H  A— f 
Gilbert  W  A— f 
Kyle  H  F— f 
Smith   J   C— f 
Woodman  Howard  H— f 

BRANFORD 

Barker  Earle  A-^ 
Bradley  J  A— 1 
Callahan  J  P— f 
Qapp  W  H— <: 
Foote  W  R  &  Son— f 
Goldsmith  Fannie  P— f  c 
Griswold  Samuel  A— 1 
Hosley  B   F— f 
IsbeU  E  E— f  c 
Johnson  G — ^1 
Kinney  F  T— f 
Martin  C  H— f 
Morton  I  W— 1  c 
Robins  H  G— f 
Upson  J  E— 1 

BRIDGEPORT 

Anderson  Percy  F — f  1  c 
Anderson  &  Co— f  1  c 
Antignooi  A  M-— c 
Apgar  W  F— 1  c 
Apstein  David — ^1 
Banks  John  W— c 
Beardsley  Qifford  W— f  1 
Beers  G  B — c 
Blackman  H  L  &  Son — f 

1  c 
Blatz  W  D— f  c 
Bonyman    Bertha — c 
Boothe  David  B  &  Co— 

f  c 
Bradley  J  C— f 
Bridgeport  Land  &  Title 

Co— f  1  c 
Broderick  Richard  H— 1 
Brown  Fred  E— 1 
Brown  B  H — c 
Brown  R  H— 1 
Brown  R  P— f 
Buckingham  Walter  T — c 
Burr  &  Knapp — f  c 
Castle  aifford  E^l  c 
Catlin  &  Bright— f  1  c 
Chamberlain  W  W— 1 
aark  Alfred  H— c 
Clark  Roy  E— f  1  c 
Coffgswell  Geo  W— f 
Cole  Chaa  C  (Inc)— f  c 
Connolly  R  T— 1 
Converse  H  B — 1 
Cooley  R  W— 1  c 
Coon^  Bernard — f  I  c 
Coegrove  Cath  E — 1 
Cowan  P  A— 1 
Crossley  J  H — f  1  c 
Cubelli  Jos— c 
Curtis  E  P— 1 
Darling  L  R — 1 
Delbis  Jos  L— f 
Devine  James — 1 
Devitt  &  Co— f 
Edgar  A  J— 1 


Edwards  Chas  A— f .  1  c 
Edwards  Louis  R — 1 
Farren  F  A — 1 
Fisher  John  J— f  1   c 
Fraunberger  £  L — 1  c 
Gale'Thos  B— 1 
Garner  Wm  &  Son — f  c 
Gaynor  J  F —  1  c 
Giddings  &  Hughes— c 
Gill  L  T— c 
Goldbach  Chaa — c 
Goldman  H — c 
Goodsell   G  W  &  son— f 

1  c 
Goodsell  Zalmon  &  Co — 

f  1  c 
Graham  W  R— c 
Grecnhill  A  A— 1 
Griesinger  Wm  &  Son — 

f  c 
Griswold  A  W— f  1  c 
Harris  H— 1 
Hasbrouck  F  E — 1 
Hatfield  W  A  H— f  1  c 
Hatheway  Geo  T— f  c 
Havrilla  A — c 
Herman  Warren  S— c 
Heske  A— c 
Hirsch  Marcus — f  1 
Hoffman  F  R— 1 
Hubert  C— c 
Hull  J  D— c 
Hurlock  Bertha  M— f 
Hurlock  E  W— 1 
Johnson  John  A — 1 
Kenney  Michael  A — f 
Kerns  P  H— c 
Kochiss  J  L  &  Co— f  1  c 
Lee  Bernard  F — I 
Lindskag  Eric — 1 
Lineburgh  Caraher  &  Co 

— f  c 
Lineburgh  W  G  &  Son— 

c 
Loewith  S  &  Co— f  1  c 
Lvon  H  M — f  c 
McCutcheon  E  M — c 
MacGregor  James — f  1 
Mando  A  H-— c 
Miller  Paul— c 
Miniter  John  T— c 
Moore  John  W — 1  c 
Neal  Arnold  A — f  c 
Nelson  J  F— 1 
Nichols  W  J— f 
Okleyewig  Francis — f  1 
Orton  E  J  Co— f  c 
Phelan  Jerome— c 
Phelan  Bros— f 
PhiUips  C  W— 1 
Pike  Bcnj  F— f 
Pinkerman  W  &  Co— f 
Prendergast  Wm  B— f  1  c 
Price  W  J— 1  c 
Pu^h  Jas  L — c 

8umt  Joseph — 1 
ahrig  S  F— c 
Redfidd  W  M— f 
Richardson  Geo  H — c 
Ripley  Edwin  L— 1 
Robinson  F  D— I 
Robinson    Miss   Emily — 1 
Ryburn  J  J — f 
Saltman  H  B — 1  c 
Sears  J  M — c 
Selleck  T  F  Jr— f  c 
Senger  Henry  J — c 
Smith  C  C— 1 
Smith  John — c 
Spafford  &  Malette — c 
Staples  Jas  &  Co— f  c 
Stein  Max— 1 
Tesch  Gustave  C— 1 
Thompson  C  E  &  Sons — 

f 
Tolman  Wm — 1 
Treadwell  E  E — c 
Vara  M  T— 1 
Walsh  Bros— f 
Warner  John  A — 1 
Warren  Tracy  B — £  1  c 
Watson  David  F— £ 


Watson  T  L  &  Co-— f  c 
Whitney  D  R— f  1  c 
Whitney  Rob't  G— 1  c 
Whitney  &  Sturgis— f  c 
Williams  Arthur  Jr — 1 
Williams  E  S— c 
Wilde  Jonathan — c 
Wilson  A  M— 1 
Wilson  W  C— c 
Wintter  &  North— f  1  c 
Withington  Aug  I — c 
Woods  G  E— f 
Wootton  Chas  L — 1  c 
Zimmer  Bros — f 

BRISTOL 

Beckwith  C  B— I 
Coughlin  J  J— 1 
Cray  James — f  1  c 
Dunbar  E  L — f   c 
Gordon  Chas  N— c 
Heffeman  l)aniel  J — f  1  c 
Holden  Jas  F— f 
Mason  C  V  &  Co— f  1  a 
Muzzy  A  J — f  1  c 
Peck  M  L  &  Son— f  1  c 
Snow  Worthing  V—f  1  c 
Spicer  Walter  E— f  1  c 

CANAAN 

Dutcher  C  T— 1 
Finney  Edwin  C— c 
Fuller  Allyn— f  1  c 
Lansing  J   H — f  c 
Whittlesey  &  Adam— £  c 

COLCHESTER 

Adams  W  P— f 

Baker  A  A— f 

BueU  &  WiHard— £  1  c 

COLUNSVILLE 

Darling  Chas  S— f 
Humphrey  Harold— £  1  c 

Jenkins  C  S— f  1  c 
ones  Henry  P— £ 
IcGarrigle   Frank— 1 
Mitchell  Munroe  E— £lc 
Perkins  H  B— f 
Sullivan  Wm  H-£ 
Thayer  C  W— £ 

CROMWELL 

Barrows-Cadella  I — £  1  c 
Beaumont  T  W— f 
Boardman  A — £ 
Bowers  Edw  W— f 
Buggic  W  H— 1 
Butter  Ralph  S — 1 
Edwards  &  Jones— f 
Jewell  Harvey — 1  c 

DANBURY 

Alexander  R  S— c 
Bailev  E  W-c 
Booth  J  R— c 
Bulkley  N  T— f  1  c 
Conlcy  F  S— c 
Corbett  D  T— £  1  c 
Cottermole   A— 1 
Crofutt  F  B— c 
Davis  Howard  H— f  I  c 
Fay  J  F— £  1  c 
Higgms  1  S— £ 
Hodge  Eber  A— 1 
Krom  Arthur  G — ^f  1  c 
Mayer  Sol— £ 
Merrit  G  W— f  1  c 
Olmstead    Wallace    G— £ 

1  c 
Pearce  Reuben   B— £  1  c 
Pierce  F  W— c 
Reed  L-£  1  c 
Schoonover  C  A— 1  c 
Sheehan  £—1 
Stevens  H  B— 1  c 
Stevens    Chas  W— 1 
Taylor  C  L— f  1  c 
The  Stevens-Hodge  Corp 

wTldman  W  E— f  1  c 


DANIELSON 

BUI  A  G— f  1 
Brown  Geo  S— f  1 
Kelley  W  P— f  1  c 
Pellett  Ray— 1 
WUbur  E  B— f  1  c 
Wood  E  0—1  c 
Woodworth  A  V—f 

DERBY 

Atwater  Wm   C  &  Sons 

— f  1  c 
Birdseye  T  S  &  Son— £ 
Booth  Edward  N— £ 
Byrne  R  J— f 
Dziadih  Gabriel— f  1 
Hickey  Brothers^f 
Home  Trust  Co— f  c 
Johnston  John  F — 1 
McEnerney  J  I — £ 
McMahon  D  E  &  Co-f 

Rrilly  J  W  &  Co-f 
Sloan  C  H— f  c 
Sloan  W  E— f  1  c 
Wall  John  P— £ 
Wernsman   Charles  A— t 
Whitney  Herbert  L— f  c 

EAST  HADDAM 
Comatock  W  S— f  1  c 

EAST  HARTFORD 

Ben  R  H— f 
lessen  H  A-^ 
Lkbert  A  C— I 
Merriman  Chas  Co— £ic 
Olmatead   Carroll   &  Co 

--f  c 
Roberts  Homer  C— f 

ENFIELD 
Brainard  H  K  &  Sons- 

£  c 
Burbank  Clarence-f 
Davis  Henry— I 
Hathawav  Allen  B— 1 
Oliver   Geo— £ 
Potter  J  H— £ 

ESSEX 

Coulter  Thomas  D— 1 
DeminjK  Niles  O— 1 
Hutchmson  John  I— « 
Knowles  M  C— 1 
Parker  L  P— f  c 

FAIRFIELD 

Pickett  E  W  S-£  c 
Wakeman    Bacon— f 

FARMINGTON 

Crandsll  H  Lr-f  1  c 
Root  Lewis — f  c 

FORRESTVILLE 

Gillem  J  A— 1 
Holden  J  F— f  1  c 
Matthews   F  R— c 

GLASTONBURY 

Carrier  Geo  H — ^f 
Carter  C  P — f  c 
Curtis   Frederick  R— c 
Garrity  F  W— 1  c 
Gildersleeve    Lloyd — £ 
Hetschell  £  A  F— 1 
HoUister  A  E— 1 
Holmes  H   T— 1 
Olcutt  Frank  L— 1  c 
Outtrim  E  W— 1  c 

GREENWICH 

Bpam  Georae  E— f  1  c 
Cameron  C^arle»— £  c 
Chamberlain   Robt  L— £ 
Cooke  Thomaa  N— £  1  c 
Dayton  Henrr — £ 
Duff  James  F— f  1  c 
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WAI^TBR  U  WAKBPIBLD 


FRANKLIN  A.  MORLEY 
ESTABLISHED  1847 


GEO.  L  WATSON 


Wakefield,  Morley  &  G>mpany 

General  Inaurcmce  Agency 

252  Asylum  Street,    (Hartford  Life  Building)    Hartford,  Conn 

PriTate  Taephoae  Eichange  Coonectinff  AU  Departments. 
^,,  CoaiMetieiit  G«B«ral  Aff«|KU 

CALEDONIAN.  COLONIAL,  DETROIT  NATIONAL.  NIAGARA. 

PEOPLES  NATIONAL.  ROYAL,  UNITED  FIREMEN'S 
FIDELITY  DEPOSIT  CO..  Balto.  ROYAL  INDEMNITY  CO..  N.  Y 

NATIONAL  LIFE  INSURANCE  CO..  Vermont 
Aff«nU  for  Hartford  and  Tlcinity  of  2S  Insurnnco  Companios 


Ferris  Wm  J— f 
Finnegan  Frank— f 
Finney  B  F — f  c 
Franklin  Edson— f 
Mead  Elkanah— f 
Meany  Wm   S—f  c 
Montgomery  Cheater— { 
Ritch  GUbert  M—f 
Ritck  Wm  E--f 
Thompson    Raymond  B 

Timmons  L— f  c 
Wellstood  Robt  &  Son— 
f  I  c 

GROTON 

Allen  Frank  W— I 
Baker  M  MiUon— 1 
Bailey  Henry  I^-f  c 
Cone  A— f 

Denison   Walter   R— f 
Fdgecomb  Frank  J— f  c 
GaUup  Frederick-f  1 
Morgan  Lydia  £-~f 

GUILFORD 
CbapeU  R  D— I  c 
Dnaey  W  A— 1 
Griswold  Cha»— 1  c 
Kcast  Wm  G— 1 
Monroe  James  H— f 
Post  Charles    H— f 
Rolf  Frederick  H— f 

HAMDEN 

Badger  Robert  E— I  c 
Clark  Charles   F— f 
Kenyon  Walter  T— f 
Spencer  Frank  N— 1 
Warner  E  G — I 
Webb  Paul-I 

HARTFORD 
Abbey  Fred  G— 1 

Ueo,  lissdl  &  micR 

3M  Pearl  Street 
Hartford,  Conn. 

Firs.  Marino   and 

ToImcco  Inanranea 

Alrerson  David  S— I  c 
Anderson  J  Vemcr — f  1  c 
Archer  Eugene  S—f 
Baker  W  E  &  Son— f  1 
Barker  E  B— f 
Barton  M  H— 1  c 
Beardsley  &  Beardaley— 

Beardsley  EHott  G— f 
Beckerley  Wm  R  Co-c 
B«iiamin  S  R  &  Co-— f  c 
Bir<lieyc  A  J— 1  c 
Bias  HartT  B— f 
Blumenthaf  Max— f 
Boynton  K  W— I 
Brewster  James  H— f 


Bridgman  Robt  L — 1 
Bronk   F— f 
Buck  Howard  C— f 
Buckland     Chas     £     & 

Chas  £  Jr— 1 
Burgey  F  W— I 
Buths  Jos  &  Son—f 
Buttersworth    Paul   M— 

f  c 
Campbell  &  Jveeney   Co 

Carvalho  B  W— f 
Carroll  J  R— f 
Case  A  O-A 
Chai»n  Agency — f 
Chapman  R  P — c 
Chapman  Silas  Jr — ^f  1  c 
Clarkin  J_H— f 
Cbnklin  H  W  A  Co— £  1  « 
Conway  ChasT— £ 
Comwell  S   D— £ 
Cosgrove  P  A— £ 
Cowles  E  S-^  1  c 
Coyle  Tames  L— 1 
Culver  B  M—f 
Daly  John  F— £ 
Deacon  W  H— £ 
Doty  S  C— £ 
Dunkum  R  O — ^1 
Fisher  Geo  B— f  c 
FothttgiU  John  V— £ 
Fox   TE— f 
Fumiva]   G  M— 1  c 
Gagnon  O  D  &  Co — ^f 
Gilligan   Wm   &   Co— £ 
Goodenough  H  B— c 
Godbee  Jas  M — c 
Gorton  J  C — 1  c 
Gorton  P  G— 1  c 
Griswold  Fredk  A— 1 
Hanmer  F  H— f 
Hannah  Chas  C— f 
Hartford  Realty  Co— £ 
Helion  John  J — ^£ 
Herrup  S  Er— £ 
Hill  .Herbert  C— f 
Hinckley  A  G— 1  c 
Holt  Chas  E— f 
Hooker  &  Penrose — £  c 
House  Albert  H— f 
Howard  A  E— £ 
Howe  Horace  S — £  c 
Johnson  Agency — £  1  c 
Johnson  M  W— c 
Kaplan  David  &  Co— fc 
Keane  Jas  H— f 
Kennedy  Jos  P  &  Co— £ 
Knox  Arthur  S   &  Co— 

f  I  c 
Knox  Harold— f 
Knox  John  B  Jr— f 
Knox  R  C— f  I  c 
Krotashiner  Jos— f 
Lamb  John  W— 1 
Leroy  ft  Marzan — £ 
Lewis  Arthur  &  Co — £  1  c 
Long  H  C  &  Co— £ 
Loomis  John  C — f 
Loyden  Fred  R — 1  c 


McEvoy  W  J— f 
McManus  &  Holcomb— £ 

1  c 
Marquardt  H  C— f  c 
Mayer  Jerome — f  c 
Miner  Chas  H— c 
Merriman  The  Chas 

Ag-cT— f 
Newfield  Edw  &  Co—i 
Newton  Loomis  A — £ 
O'Brien  Edw  F— f 
Parker  Chas  B— £ 
Penrone  Tkoward  Vi—c 
Potter  Geo  B  &  Co— f 
Rice  R  J  Jr— c 
Richarda  &  Thompson — 1 
Ripley  G  W— 1  c 
Rooens  Lee  C — ^1 
Rogers,   Roger  &  Rogers 

RoyaU  W  1^1  c 
Rusk  C  M— £  1  c 
Sanborn  W  A— £ 
Scheide  W  C  &  Co— £ 
Schretner  Carl— f 
Schuchhardt  Chas— £ 
Schwab  J — £ 
Seide  ft  Co  H  W— f 
Seide  R— £ 
Shepard  Chas  E— 1 
Shepard  ft  Roberts— f  1  c 
Small  F  F  &  Co-f  1  c 
Smith  Frank  G— £ 
Smith  Robert  K— 1 
Smith  W  N— £ 
Snow  &  Co — £ 
Snow  &  Thieme-^ 
Staples  Geo  W— 1  c 
Starkweather  Chas    M—f 
Stockder  &  Gaines — ^1 
Stone  D  G— c 
Sturham  C  F— f 
Thompson  A  R— 1 
Thompson  John  L — 1  c 
Wakefield,  Moriey  &  Co 

— £lc 
Ward  Wm— £ 
Watson  Geo  I — c 
Webster  &  Co— £  1  c 
Whitmore  H  B— £ 
Williams    Fred    H    Jr— 

1  c 
Woodford  Alton  E — £  c 
Young  H  S— £ 

HAZARDVILLE 

Bridge  A  G^-f  1  c 
French  W  E— £  Ic 

JEWITT   CITY 

Burdick  A  C— f  c 
Hourigan  John  A — f  c 
Leonard  J  E  &  Son — f  c 
Webster   Herbert  C— f  c 

LITCHFIELD 

Clock,  Elgin- £ 
Duffie  &  Clark— f  I  c 


Marsh,  Wm  T— £  1  c 
Mason  F  B— £  1 
Weeks  £U  D— 1 

MANCHESTER 

Bosso  Angelo— 1 
Carney  Robert  E— f  1  c 
Chirk  F  B— £  1  c 
Duffy  Ehner— f 
Kelley  Wm— 1 
McKeevers  Geo— 1 
Manning  Frederick   R — f 
Modeen  Fltz — 1 
Rich  R  G  &  Co— £  c 
Rohan  James^f 
Skinner  A  H— £  1  c 
Smith  Robt  J— £  1  c 
Vibberts  H  L— £  c 

MERIDEN 

Borst  F  C— 1 
Chamberlain  A  R— 1 
Cloonan  Jas  F — £ 
Cooke  Florence  M — c 
Decker  &  Gumprecht — £ 
Ekmark  F  J— £ 
Elmore  The  C  H  Co— £  1 
Gardner  A  H  ft  I   I— 

£  1  c 
Holt  &  Stevens— £  1  c 
Mischler  Geo— f 
O'Neil  ft  Flvnn— f 
Page  &  Pardee— £  1  c 
Plumb  Josephine  M — ^1 
Reynolds  M  G— f 
Sauire  The  W  H  Co— £ 

Stowell  W  O  Jr— £  1  c 
Strickland  &  Dreher— f  1 
Twiss  Bruce  C— 1 
Tyler  Chas  H— c 

MIDDLETOWN 

Annino  Jos   S — f 
Babcock  Sam'I— f 
Bacon  J  E— f  c 
Boughton  A  L — f 
Bouteiller  W  H-1 
Rrainerd  Olyn  A — 1  c 
Butler's  Ins  Office- f  1  c 
Chase  Daniel  W— 1 
Coughlin    &    Coughlin— £ 

c 
Edwards  &  Jones— f  1  c 
Guy  &  Bullock— f  1  c 
Hull  Wilbur  S— £  1  c 
Lawton  Jas— f  c 
Santangelo  Lee— f  c 
Wright  John  I^f 

MILFORD 

Brotherton  W  B— f 
Caywood  Anna   E— c 
Chester  Clark— 1 
Durand  W  C— £ 
Fowler  C  M— £  c 
Irving  Walter  M— 1 
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Con. 

Milford  Trust  Co— f 
Munson  George  W — f 
Piatt  C  W— c 
RoberU  G  A— f 
Smith  Geo  J— f 
Smith  H  C— 1 

MONTVILLE 
Bradford  G  H— f 

MYSTIC 

Denison  Daniel  B — f  1  c 
Hinckley  Frank  H— f 
Hoxie  John  H  &  Son— f 
Packer  T  E  &  Co— f  1  c 
PhiUps  John  W— f  1  c 

NAUGATUCK 

Bingham  S  D — f  c 
Dayton,  Rumney  &  Wig- 
more — f  1  c 
Hungerford  C  F— f  c 
O'Loughlin  Thomas— f 
Sweeney  Jas  E — f  1  c 

NEW  BRITAIN 

Abrahamson  J  A — 1 
Alford  F  H— f  1 
Atwater  J  F— f  1  c 
Barnes  L  M  &  Co— f 
Cadwell  Frank  S— 1  c 
Christensen  Agency — f  1  c 
Cox  &  Dunn — £  1  c 
Crandall  R  E  Co— f  1  c 
Crona  Peter — 1 
Danielson  Aaron — f  1 
Deming  J  O- — 1  c 
Edelson  Louis  &  Co— f  1  c 
Gillin  Chas  H— f  1  c 
Hatch  The  W   L   Co— f 

1  c 
Holmes  F  W— 1 
Home  Banking  &  Realty 

Co— f  1  c 
Humpherry  H  D — f  I  c 
Latham  W  E— f 
Morton  Harry  E— f  1 
Munson  E  H  &  Co — f 
Murray  P  J  &  Co— f  c 
O'Brien  Terrance  H — ^1  c 
Parson  D  A — f  c 

uigley  Geo  A — f  1  c 

iley  DeWitt— f  1  c 
Schultz  &  Costello  Inc — 

f  1  c 
Star  Real   Estate   &  Ins 

Co— f 
Stark  Co  The— f  1  c 
Steele  Chas  E— 1 
Stems  &  Lockwood — f  1  c 
Tracy  W  C— c 
Upson  A  W— 1  c 
Watson  James  J — f  1 
Zimmerman  F  M  &  Co — 

f  1  c 

NEW  CANAAN 

Baxter  W  S-f  1 
Green  F  E— f  1  c 
Morse  R  B— 1 
Wheeler  W  A— f  1  c 

NEW  HARTFORD 

Goodwin  Scott  G — f  c 
Tones  Clarence  E— f  c 
Jones  Frank  W— f  c 
Jones  H  Roger— f  c 

NEW   HAVEN 

Adams  Donald — 1 
Adams  John-— f 
Allen  H  W— 1 
Allen  Henry  P — ^1 
Andrew  Clarence  C — 1  c 
Antfaonv    The    Willis    M 
Co— I  c 


» 


Badger  Robt  E^l 

Bahr  W  J— 1 

Bailey  Chester  A — f 

Baker  James — ^1 

Baldwin  Tos  B — ^1 

Barclay  A  H— 1  c 

Barnett  Wm— c 

Batch  Henry  J— 1 

Bates  S  W— 1 

Beckley  Franklin  E — 1 

Beebe  H  F— 1 

Beecher  Realty  Co — f 

Beers  Robt  A — 1  c 

Bishop  &  Co — 1 

Blake  C  A— f 

BUkelee  Waldo  S— f 

Blatchley  Jacob  E — I  c 

Blin  J   S— c 

BoUman  F  E — c 

Bowen  Raymond  B — 1 

Brackett  Wm  H— 1 

Braddock  Henry  A — f 

Bradley  Geo— 1 

Bradley  J  C  &  Co— f  c 

Bradley  Walter— 1 

Bretzfclder  H  C— f  1  c 

Bromlcv  Chas  B — 1 

Burton  s  Ins  Agency — f  c 

Callahan  Eugene  A — 1 

Campbell  Jas  P — 1 

Cannon,  Morse  &  Co — f  c 

Christensen  H  E — 1 

Coan  &  Bunnell— f  c 

Condon  John  A — f  c 

Cooke  Ed  F— 1 

Cooper  F  G — f  1 

Cornell  Leo— 1 

Dayton  Willis  M— 1 

De  Vita  Enrico— f  1 

Del  Grego  Eugene  S— f 

Dillon  i  O'Brien— f 

Dray  E  L— 1 

Dudley  F  A— t 

Dunn  John  E — I 

Eberth  Frank  C— f  c 

Ellithorne  Ira  V—f  c 

Ess  B  F— 1 

Evarts  Frank  A — 1  c 

Pailer  Thilo— 1 

Fay  Harold— 1 

Fields  The  W  T  Co— f 

Fienstien  Louis — 1 

Finler  F  W— c 

Fitzgerald  W  E— f 

Flynn  James  F — f  1  c     • 

Gates  T  V  H— c 

Gilson  Thos  L— f  c 

Gillette  John  B  &  Son— 
f 

Gilson  Edmund  St.  L — 
f  c 

Gluckman  J— c 

Gordy  E  S— 1  c 

Granel  Frank  R— 1 

Grodcn  M  F— 1 

Gunn   Ed  J— 1 

Gurian  M  W— 1 

Hallock  E  E^l  c 

Hamilton  F  S— f  1  c 

Hart  S  W— 1 

Hauflf  John  A — f 

Hays  &  Allen — f 

Hcisenbeck    M— c 

Hemingway  &  Chamber- 
lain— f  c 

Herz  H— f 

Hill  Chas  R— 1 

Hoadley  &  Hoadley — f 

Hoskins  Burton  L — f 

Hotchkiss  William  M— 
f  c 

Howarth  Thos  S — f  1  c 

Hugo's  Philip  Sons— f  1  c 

Hunt  Frcd'k  J— 1 

Tones  N  H — c 

Judd  Reginald — c 

Kautz  R  L— f  c 

Keane  &  Donnelly — f  c 

Kelley  Geo  £—1 

Kelly  James  B— f 

Kennedy  J  B — ^1 

Kerrigan  J  C — f  1  c 


Ketcfaum-Wellington — 1 
King  Ed  G— c 
Kirk  William  A— c 
Kleiner  M—c 
Kohn  Bros— f 
Leonard  M  J — 1 
Lincoln  Allen  B — 1 
Lindley  Est  R  Lea— ^ 
Lomas  &  Nettleton — f  c 
Ludington  M  E — 1 
McGann  James  E — f 
McNeil  V  F  &  Co— £  c 
Macy  P  G— 1 
Maher  J  P— 1 
Main  Walter  A  &  Son— 

f  c 
Mansfield  Louis  A — f 
Mason  Co  The — f  c 
Mason  Frank  H — f 
Maurer  John  F— f 
Metzger   Fannie — f 
Moclfer  C  R— £ 
Morris  Geo  E — 1 
Morse  W  A— c 
Morteage  Inv  Realty  Co 

Munigle  John  T — £ 

Nettleton  G  E— 1 

New   Haven   Real   Estate 

Title  C<y—{ 
North's  Ins  Agency   Inc 

— £  1  c 
Notkins  Matthew  A— £ 
Oggeson  J  O  H— 1 
Patten  &  Eaton — c 
Peck  G  L— £  1 
Perry  Wm  C— 1 
Peters  J  S— 1 
Phelps  Albert  H— 1 
Podoloff  Abraham — £ 
Porter  C  H— 1 
Powes  J  T— c 
Pratzner  Jules — f  c 
Pnpe  Antonio — c 
Reed  J  F— £  1  c 
Rk:e  1?  J  &  Co— £  c 
Rice  Morris— 1 
Richards  Benjamin  F — 1 
Robinson  O  B — ^1 
Rollinson  Frcd'k  B— f 
Rosan  C  D — c 
Rosenbluth  Louis  M — £ 
Rov  e  H  K— £ 
Russo  Paul — £ 
Ryder  Mark — f 
Sausser  J  H 
Schiffer  W  B— 1 
Schmermond  J  F — 1 
Shepard  H  H— f 
SI  ay  ton  Lucius  C — 1 
Sloan  John  T  Co— £ 
Smith  Elmer  E  Co— f  c 
Smith  G— 1 
Smith  Joseph  H — 1 
Snyder  Wm  H — ^1 
Spiro  Adolph^l 
Spreycr  Charles — £ 
Sternschuss  L — ^1  c 
Stetson  Isaac  M — 1 
Straub  M — £ 
Sturtevant  R  L — ^1 
Sweezey  &  Kelsey — £  1 
Taintor  Nelson  C — 1 
Thompson  C  E  &  Sons — 

Tice  J  W— 1 
Townsend  Fred  P — 1 
Underwriters  Agency  Co 

— £  1  c 
Wallmo  Pcre  G — 1 
Ward  Fred'k  M— £ 
Ward  Fred'k  S— £ 
Warren  Herbert  C  &  Co 

Weaver  E  H— f  c 
Webb  Paul— c 
Weld  N  J— £  c 
Weld  Wm  E— £  c 
Welch  Lewis  S— 1  c 
Wilson  Chas  &  Co— f  c 
Yeomans  C  S — 1  c 
York  S  A-sr 


NEW  LONDON 

Adams  A— c 
Buckley  D  M— I 

Chappell  Wm  S— £  c 
Coit  Wm  B— 1 
Colonial  Realty  Co— f  c 
Crandall  F  D-i  c 
Crandall  Lewis— c 
DaboU  E  V  &  Co-f  c 
Dillon  Thos  C— f 
Doton  Ed  S— 1 
Edgar  Janie  L — ^f  c 
Graves  J  M— £  1 
Hill  James  H— f  c 
Hollandersky   Meyer— fc 
Holt  Fremont  A— 1 
Johnson  Wallace— £  c 
Learned  J  C  &  Sons— f  c 
Lord  R  &  Co— £ 
McGinley  Bros— f  c 
May  Jas  R — i  c 
Miner  S  H— £ 
Parmelee  C  F— < 
Parmelce  F  H— £  c 
Prince  S— f 
Real    Etate     Exchange 

Inc — ^f  c 
Sauter  E  J— 1 
Sheridan  P  A— £  c 
Shurts  P  H — £  c 
Shurts  A  H— c 
Steams  A  C — £  1  c 
Weaver  H  C  &  Co— f  c 
Whitcomb  H  F— £  c 

NEW  MILFORD 

Mygatt  R  F— £  1  c    . 
New    Milford    Security 
Co— f  c  _    ,  , 

Todd  C  A  ft  A  G— f  1  c 

NEWTOWN 

Bartram  D  S — c 
Curtis  H  H— f 
Holian  Thomas  M—c 
Leonard  W  A— f  1  c 
Mitchell  Robt  C— £^    , 
Pitzschler  Edward  5— Ic 
Skiff  Chas  W— 1 
Waterhouse  Irwin  >V— I 

NORFOLK 

Collar  Walter  W— 1  , 
Cowles  Joseph  N— f  1  c 
Tohnson  P  W— I 
Selden  S  A — £  c 
Standard  H  A — 1 
Stoeckel  R  B— f  c 

NORWALK 

Balcom  Thomas  C — f  c 
Bvington  William  H— f  c 
Curtis  Chaa  E— £  c 
Dann  Horace  E— c 
De  Pieme  Otto— 1 
Field  Frederick  H— i  1  « 
Hayes  John  T— £  c 
Hull  D  S— £ 
Lawrence  John  M — £  «  <^ 
Layton  J  M — f 
Mead  Melville  E  &  5=^" 
O'Brien  Peter  O— 1     ^ 
Raymond  &  Pollard— t 
Stuart  Edward  C—i 
Taylor  &  Golden— f  1  c 

NORWICH 

Beckley  T  H— f  c 
Beckwith  A  A— £  c 
Case  J  L— £  1 
Clark  A  A— I  c 
Crancy  J  F — t  c 
De  Pierue  Otto— 1 
Donohue  F  D— f  c 
DriscoU  E  J— I 
Fontaine  L  J — f  c 
Fuller  J  E  ft  Co— f  1  c 
Guy  Tyler  D — 1 
Hewitt  G  Lr— c 
Higgins  E  W--c 
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Hin  Wm  F— f 
HaU  G  CurU8»— {  c 
Jonei  Isaac  S — f 
Kaox  Herbert  L— 1 
Latbrop  J  L  &  Son — f  c 
Learned  B  P  &  Co— f  1  c 
Mabrty  I^I 
Moran  John  A  &  Son-— 

Murtha  F  J— 1 

Nicholas  Tarrant  &  Co — 

Ic 
Palmer  &Roger»— f 
Parker  John  F^l  c 
Prentice  E  A — f 
Root  E  T— 1  c 
Royce  F  I— f  c 
Wergascn  H  D— 1 
Young  Wm  B  Jr— f  c 

PAWCATUCK 

Burdick  A  E— f 
Caaey  W  H— f  c 
Cowley  ThcMnas — f 
Ginren  Samuel — f 
Higgins  Michael — f 
Hillard  Dr  W  H— 1 
Martin  Aubcrt  G— f 
Prentiss  I  Edw— f 
Whiteford  Edwin— f  c 

PLAINFIELD 

Adams  S  L — f  c 
Danielson  B  W— f 
Goyctte  Louis — c 
Jerome  Chaa  A — f  1  c 
Mott  Arthnr  E— 1 
Salisbury  E  A — f 
Salisbury  E  E— f  c 

PLAINVILLE 

Hart  F  A— 1 
Hastings  F  D — 1 
McLeod  A  A— f  c 
Ryder  M  P— f  c 

PORTLAND 

Butler  J  Allen— £  1  c 
Butler  &  Co— f  1  c 
Edwards  Chas  H— f  c 
Goodrich  H  W— f  1  c 
Hjalmar  Bostrom — f 

PUTNAM 

Carpenter  J  R — f 
Daris  Frank  O — 1  c 
Fuller  Locina  H— f  1  c 
Gcisslcr  Mahlon  H— f  c 
Gorman  Richard — f  1  c 
Mann  T  H— f  1  c 
Seward  F  W— f  1 

RIDGEFIELD 

Comen  C  A — f  1  c 

Crane  Thaddeus— f  1  c 

Davis  H  H— f 

Denton  S  S — f 

Gilbert  R  L — c 

HoYt   &   Wildman    Agcy 

The— f 
Kennedy  Thos  J — ^f 
Mignery  Geo  A — c 
Reed   Louis — f 
Sargent  Geo  A — c 

ROCKVILLE 

Bissell  L  &  Son&— f  c 
Hodman  Harry — ^1 
Carroll  James — 1 
Fahey  John  E— 1 
Garvan  Thomas — f  1  c 
Hayward  Mrs  Arthur — f 
Kin£  L  C— f 
Knebel  Edward — ^1 
Randall  ft  Randall— f 
Rice  Geo  C— 1 
Scheiner  Henry — 1 
Scott  Mrs  A  E— f 
Thomas  John  B — f  1  c 


SAUSBUARY 
Finnegan  Thomas — 1 

SAYBROOK 

Burke  Edw  G— c 
Marvin  Chas  R— f  1  c 

SEYMOUR 

Atwater  C  J— f 
Boies  C  S— 1 
Culver  S  Hart— f  c 
Howard  Henry- — f 
McNemey  M  E— f  c 
Seymour  Trust  Co — f  c 
Strapp  John — f 

SHELTON 

Atwater  W  C  &  Sons 
Beard  Bennett  N— {  1 
Bentley  Tos  W— 1 
Charamalla   Peter— c 
Cohn  David  E— c 
Fuller  Chas  W— 1  c 
Gaynor  M  J— 1  c 
Pender  John  F— c 
Shelton    Bank    &   Trust 

Co— f  1  c 
Sloan  Chas  H^f 
Warner  H  H-^ 

SIMSBURY 

Chandler  W  Woods— f  I  • 
Eddy  John  C— £ 
Eno  Geo  C~f 
Gemlot  H  A— 1 
Hall  Chas  W-f  1 
Marks  H  H-1  c 
Pattison  Geo  E— f  1 
Phelps  J  O— c 
Small  F  F  &  Co—f 

SOUTHINGTON 

Brown  Franklin  G — f 
Elliott  Richard— f   1  c 
Gridley  J  W— f  1  c 
Hemingway-Lewis    Ins   ft 
Realty  Co  The— f  1  c 

SO    MANCHESTER 

Rich  Geo  F— f 
Skinner  A  H — f  1  c 
Viberts  H  I^f 

SOUTH  NORWALK 

Becker  F  C— f 

Canty   Thos   H  &    Co—f 

Ic 
Crocket  Wm  G— f  1  c 
Dokus  Stephen — f 
Dreher  Chas  I^-f 
Field  Frcdk  H— 1 
Hull  Dennis— f  c 
Lawrence  J  B — f  1 
Layton  J  M  ft  Co — f  1  c 
McGovem  Chas  T— f 
Powers,    Ladrigan    ft    Co 

Taylor  &  Golden — f  1  c 
Wilcox  S— f 

SOUTHPORT 
Perry  H  H— f  c 

STAFFORD     SPRINGS 

Converse  J  C — 1 
Hanley  VV  E— f 
Harwood  Chas  F  &  Co — 

f  1  c 
Heald  W  H— f  1  c 
Murray  Patrick — 1 
Sanford  F  G— 1 
Siswick  George — 1 

STAMFORD 

Abbott  G  H— f 
Anderson  J  M — f 
Ayres  E  M— f 
Benninghoff  F  S— 1 
Bell  Harry — f  c 


Bishop  ft  Rockwell— f  1  c 
Blackman  D  H — 1  c 
Dunn  M  L— f 
Finney  John — f 
Fitch  Gilbert  L— 1 
Fitzgibbon  R  T— f 
Foote  H  W— 1 
Gurley  F  B— f 
Hanrahan  John  T — f 
Hoyt  Thomas — 1  c 
Tenldns  Geo — f  1  c 
ressup  W  H— f  1  c 
Tones  Chas  S — f 
[ones  ft  Valentine — f  c 
limball  A  J — f 
Krumreine  Guy  S — f  I  c 
Miller  Herbert  S— f  1  c 
Rhinehart  L  D— f  1  c 
Taflf  Fred  A— f 
Valentine  &  Vick — f  1  c 
White  W  N— f  c 
Wood  F  P— 1 

STONINGTON 

Anderson   Jerome   S — f 
Hammond  Lewis  E — f  1  c 
Hull  A  C— f 
Robinson  Geo  H — f  1  c 
Ryan  John  H — c 
Trumbull   Frank— f 

STRATFORD 

Allen   Edw  P— 1 
Belden  Isaac  L — 1  c 
Booth  D  B— f 
Burton  F  B — 1 
Davis  Jas  W — f 
Esposito   Vincenro — f 
Foster  Chas  R — c 
Mathews   Chas  O — f 
Parkerton  Asa  L — c 
Peck  ft  Wood— f 
Peck  C  H— c 
Peck  Louis  E— f  c 
Rhoades  David  L — f 
Sammis  Frank  R — f  1  c 
Smith  Geo  J— f 
Stevenson  McLeran — f 
Stowell  James — I 
Thompson    T    W    &    Co 

Agency — r 
Wilcoxsen  Albert  &   Son 

— f 

SUFFIELD 

Burbank  W  E— f 
Corrigan  E  M-— I  c 
Crane  Amos  B — f 
Graham  Bros — f  c 
Prior  C  H— f 
Rcid  S  N— f  1  c 
Root  James  N  &  Co — f 
Spencer  Chas   L — I  c 
Spencer  Clinton — 1  c 
Wilbur  E  E— f  c 
Wilson  W  J  ft  Son— f  1  c 

TAFTVILLE 

Collins   Tohn  T— 1 
Benoit  Adolphus — I 
Fontaine  John  C— 1 
Kendall  Wm  C— 1 
Kinder   Ralph — 1 
McCarthy  Joseph  H— 1 

TERRYVILLE 

Fenn  J  C— f 
Haase  Oscar — f  1  c 
Sturr  J— c 

THOMASTON 

Burley  Thomas — 1 
Canfield  Thomas — f 
Carr  Jas — 1 
Lyons  Thomas  M — f 
Stoughton  Henry  E — f  c 
Thomas  E  A  &  Co—f  c 

THOMPSON 
Covell  Marcus  A— f  c 


THOMPSONVILLE 

Brainard  D  ft  H  K— f  c 
Brown  F  J— f 
Burbank  C  D— f  c 
Dutton  F  O— f  c 
Gorman  M  J — f 
Gowdy  Tudor — f  1 
Gowdy  Willis— f 
Hannebery  Patrick — I 
Hughes  W  J— f 
Mellor  John — I 
Mulligan  W  J— f  c 
Palmer  N  P— f  1  c 
Sexton  W  G — 1  c 

TORRINGTON 

Batters  Jas — f 
Bogardus  L — f  c 
Brooks  &  McNeil— f  1  c 
Bums  E  J — f 
Burns  T  M — f  c 
HandUn  J  L— f 
McLaughlin  Thomas  P — 

f  1 
Mallettc  J  E— f  1  c 
Penley  Geo— f 
Raiano  Charles  A — f 
Reid  J  B  &  Co—f  1  c 
Wilcox  A  H  &  Co—f  1  c 

UNIONVILLE 
Fuller   Harry- 1  c 
Georgia  C  T  ft  Co—f  1  c 
Humphrey  Lucius  E — f 
McMahon  T  L— 1 
Reeve  John  A — 1 
Rourke  Thos  S — f  c 
Wetherbee  Mabel  E— 1  c 

WALLINGFORD 

Cook  L  R— f 
Cowles  Dixson — c 
Davis  Henry  L — f  c 
Downes  Michael  F — f 
Griffin  P  J— f 
Hapgrood  Wm  H— f 
Harrison   R — f 
Hill  Chas  C— f  c 
Martin  J  A— f 
May  Edwin — 1 
North  &  Lonauettc — f  c 
Peneman  Harry  F — f 
Phelan  John  G— 1 
Roach  James  C — f 
Wilkinson  A  K— f 

WASHINGTON 

Bader  W  J— 1 
Barrett  Cras  O — 1 
Hickok  Wm  B— f 
Kilbom  Frank  J— f 
Ljrman  Harry  L — 1 
Secley   S   F— f  c 
Stilson  J   B— 1  c 

WATERBURY 

Atwater  W  C  &  Co—f  c 
Atwood  Henry  W— f  1  c 
Bronson    &    Dcnnison — f 

1  c 
Brown  F  J-— f  c 
Campbell  S  E— 1 
Carmody  M  F— f 
Carter  L  R— f 
Geraghty  John  J— f  c 
Hauser  Alexander   H— f 
Hynes  J  A  &  Son— f  c 
Judd  &  Tuffer— f  c 
Kaiser  M — ^f 
McEvoy  M  J — f 
Root  &  Boyd— f  1  c 
Rowlands    H    L  Ins 

Agency — f  1  c 
Ryan  John — f  I  c 
Schlegel  W  J— f  c 
Scgur  H  D— f  1  c 
Simmons  Frank  W — 1 
Tierney  D  H— f  c 
Wclton  N  J— f  c 
William  S  P  &  Son-f 
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CONN.— Con. 

WATERTOWN 

Bidwell  Chas  W-^ 
KeUy  T  J— f  1 
Magee  R  V— f  1 
Rowland's  Ins  Agency— 
f  1  c 

WEST  HARTFORD 

Andrctta  A  S— f 
Hiscock  L  P— 1 
Roberts  Chas  F— f 
Rockwell  &  Dart— f 
Scarborough  G  F— f 
Small  F  F  &  Co— £ 
Smith  F  S— f 
Whitmore  H  R— f 
Wrightman  &  Hough— f  c 

WEST  HAVEN 
Blake  Chas  O— f 
Chamberlain    Chas    G — ^f 

Ic 
Chandler  L  P— f  1 
Crane  L  P— f  I 
Main  W  A  &  Son— f  c 
Oraiy^e  Bank  &  Trust  Co 

Richards    Benjamin    F*^ 

f  c 
Skiff  Walter 


WESTPORT 
Banks  Wm  H— f  c 
Hyatt  J  G— f  c 


Morton  Tas — £ 
Penney  Wm  F— f 
Raymond  F  M  &  Co — f 
Sherwood  H  R — ^f  1  c 


WETHERSFIELD 

Adams  Mabel  H — f 
Bannon  J  Elmer — 1 
Cruttenden  W  B— £ 
De  Lamater  R  W— 1 
Goodale  A  R— 1 
Griswold  F  A— f 
Hirt  E  H— 1 
Robbins  Fanny  M — £ 
Savage  W  W^f 
Story  A  N  Jr— 1  c 
Teele  Henrietta — 1 
Wilc«x  Edmund  M— £ 
Woodhouse  E  G — £ 


WILLI  MANTIC 

Adams  A  B  &  Co— £  c 
Arnold  L  H— £  1  c 
Baldwin  J  B— 1 
Blanchette   &   St  Martin 

Co— f 
Bowen  A  J — £  c 
Comtois  David  P — £ 
Elliott  Geo  S — £  c 
Harries  Tames — ^£  1 
Hills  P  S— £  c 
Kelly  Thomas  J— £  c 


Lincoln  if  Boss  Lumber 

ft  Coal  Co— f  1  c 
Lyman  D  A  ft  Co — f  c 
Moriarity  Michaet-4 
Mustard  James  P — ^I  c 
Morrison  J  H — ^1 
St  Martin  Wil£red— 1 
Sullivan  Michael — 1 
Sweeny  W  J— f 
Twomey  James — £  I 

WINDSOR 

Barber  Strong  H— £ 
Cowan  K  B— 1 
Qitter  H  L— 1 
Dann  Howard  B — ^1 
Down  Edwin  G — f 
Eddy  Norman  T — £ 
Frost  Ralph  W— c 
Gamerdinger  C  W — ^1  c 
Gilligan  Wm  &  Co— £  c 
Go9lee  C  H— £ 
Harvey  W  E— £ 
Hayden  O  M— 1 
Holroyd  F  H— c 
House  Albert  H— £  1  c 
Tones  Amanda  K — 1 
Kernan  E  T— £ 
Lennox  A  E — ^1 
Loyden  F  R— £ 
Masuglio  Geo  W— £ 
Ransom  Julius  £ — £ 
Small  F  F  ft  Co— £ 
Scarborough  G  F — f 


West  Frederick  A-1  c 
Wilson  LeUnd  P— £ 

WINDSOR  LOCKS 
Coogan  Tas  T— £  c 
Cutler  Henry  L— c 

Maher  Edward— £  1 
Mather  V  L— f  c 

Outerson  James — ^£  c 
Shea  Daniel  L— I 
SterUng  Gilbert  B-l 

WINSTED 

Carrington  G  M— f  c 
Claflin  Chas— £ 
Dart  G  W— £  c 
Frary  R  S — c 
Hagan  Samuel — 1 
Hayes  M  T— 1 
Messenger  Merritt — ^l 
Moore  C  B — ^f  I  c 
Moore  D  S — ^f  1  c 
Moore  Ins  Agency — f  1  c 
Pierre  Henry  J — £  c 
Reidv  E  L^£ 
Shelly  J  P— £ 
Smith  Jas — i 

WOODBURY 

Allen  L  J— £ 
Capewell  C  H— £ 
Mitchell    &    CapeweU— f 
I  c 


DELAWARE 


DELAWARE  CITY 

Clark  W  H  H— £ 
Stonley  P— 1 

DOVER 

Denney  Wm  D— £ 
Dover  Ins  Agency— <  c 
Fisher  C  W— £ 
Hazel  J  H— £  c 
Morris  &  Dawson — i  c 
Slaughter  &  Baker— £ 
Stott  Robt — 1 
Watson  Amos  A — i 

GEORGETOWN 

Mustard  W  B— £ 
Robinson  &  Co — f 

LAUREL 

Ellis  W  H— 1 
Fowler  E  M— £ 
Gunley  C  S— 1 
Kenn«r  S  L — £ 
King  Harvey — I 
King  Wm  F— 1 
Moore  W  W  — £ 
Phillips  C  L— 1 
Rodney  W  K— £  1  c 
Spicer  J  D— 1 
Wootten  E  E— £ 

LEWES 

MauU  ft  Ingram— £  e 
Marshall  C  C— £ 
\'ickers  P  B— £ 


MIDDLETOWN 

Beaston  Eugenie — £ 
Beaston  H  S— ^1 
Cox  A  G— £ 
Letherbury  W  S— £ 
Vallient  J^R— 1 

MILFORD 

Barker  Charles— £ 
Carlisle  Dr  P  T  Jr— £ 
Causey  T  P  Esq— £  1  c 
Herring  Wm  G— £ 
Holcomh  T  C— 1 
Marshall  G  Chester — £ 
Short  &  Hall— £ 
Will  Howard— 1 
Williams  Robt  H>^£ 

MILLSBORO 

Houston  Henry  A — £ 
Lingo  C — ^1 
Quatlander  H  P— £ 

MILTON 

Conwell  Wm  W— £ 
Hopkins   Robert  B — f 
Lank  &  Black— £ 
Megee  G  E— 1 

NEWARK 

Donnell  S  M— £ 
Hossinger   J — £ 
Taylor  Wm  H— £ 
Wilson  J  P— f 


NEW  CASTLE 

Bungy  Howard  M — ^1 
Eliason  J  T  ft  L  E— £ 
Hickman  WilUam— 1 
Holiday  H— 1 
Kline  J  R— c 
Lancaster  B  F — c 
McClurg  Grover — ^1 
McGrory  Patrick— £ 
Wise  Loomis  O— 1 

ODESSA 
Brown  J  G — £ 

SEAFORD 

Brown  N  H— £  c 
Curtis,  Laura — £ 
Heuston  G  M — £ 
Hurley  Leon   S — ^1 
Lank  Wm  T— £ 
Miller  W  H— £ 
Roach  G  W— 1 
WilUn   M— f 

SELBYVILLE 

McCabe  Caleb  L— £ 
Selbyville   Mfg  Co— f 
Townsend  J  C  Jr— £ 
WilUams  &  Scott— £ 

SMYRNA 

Boyer  Hy  D— £  1 
Hoffeckcr  W  O— £  1  c 
Reynolds  S  J— £ 


TOWNSEND 
Hodgson  Richard — £  1  c 
Maloney  Daniel  B— £ 
WILMINGTON 
Allen  &  Montgomery — f  c 
Bird,  Ford  ft  Co  Inc— f  c 
Burnet  ft  Saulabary— 1 
Bve  BenJ— ^£  c 
Cleaver  S  G — £ 
Cox  Charles  D — £  c 
Crary  A  A — 1 
Faulk    Lambert    J— f 
Fisher  Wm  J— £ 
Gibbons  &  Moore — f 
Gilpin    Van   Trump   & 

Montgomery  |Inc) — fc 
Gumey  Chas— 1 
Hawkins  ft  Co — i 
Highfield  Wm  J— € 
Knox  W   W— £  1  c 
Kreer  Geo  W— 1  c 
Lupton  R  C  ft  Co— f  c 

Lusley  Robt  W— c 
Moore  &  Hawke — £ 
Morris  Wm   T—c 
Owens  James  B — 1 
Palmer  Chas  B— 1 
Pierson  C  E — £  1  c 
Price  James  F — 1 
Ratledge  J  P— £ 
Richardson  J   R — f 
Shepperd  Frank — 1 
Smith  M  C— £  c 
Swartr  Arthur  W— 1 
Townsend  Geo  R  Co— { 
Vandever  Aubrey— £ 
Watson  W  P— £ 


DISTRICT  OF  COLUMBIA 


WASHINGTON 
Adams,  Eugene  G— c 
Addison  A  D— £ 
Adkins  James  ft  Co—c 
Affleck  Invest  Co— £ 
Albert  Leon  E — £  1  c 
Alexander  Sidnev — £ 
Arms  &  Drury  Inc — £ 


Bailey  G  Gordon — i 
Baker  A  H  &  Co  Inc— £ 
Ballard  &  Lanham  Inc 

— £ 
Barbour  F  K — ^1  c 
Barbour  Jas  F — £ 
Barker  C  R— £ 


Belt,  O'Brien  ft  Co  Inc 

— £ 
Bieber  Saml— f 
Bishop  A  G— £ 
Boland  Thornton  P— £ 
Bond  Geo  M— £ 
Boss  ft  Phelps  Inc — £ 
Bost  Jas  L— £  1 


Bowen  E  C— {  1  e 
Bowen  L  L— £  1  c 
Bradley  J  H  Co  Inc-£ 
Bradley  R  E— £ 
Brashears  Edw  S— 1  c 
Brashears    Shipley   J^- 

£  1  c 
Brown  T  Janney— f  1 


INSURANCE   AGENTS— DISTRICT    OF    COLUMBIA. 


B-29 


Brown  Tbomu  P— { 
Brown  W  A— f  c 
Browne  Alex  B  &  Co— f 
Bnrweil  R  Pafe— f  1 
Cahm  J  A— f 
Campbell  Arthur    B— I 
Cmfbea  J  C  K— f 
Carpinter  M  S — f 
Caton  Jas  H— f 
Cajwood  &  Garrett — f 
OierTy  Jno  M — f  1 
Chesler  &  Cheslejp— f  1  c 
Chew  N  L  &  Co— £ 
Ouldrett  J  W— f 
Clark  BriKe  £— f 
Clark  Ernest  J— 1 
Gark  J  D-c 
Qark  Watson  F— f 
aeary  Danl  A— f 
Ckveland  Bruce — f 
Cbcbran  Warren — f 
Collins  W  H— f  c 
Coombs  Wm  D — i 
Crapstcr  W  B— 1 
Dammann  Adolph — f 
Davis  F  Er-i 
DaTidson  &  Davidson — f 
De  Laahmntt  Thos  J— f  c 
Dent  W  G— f 
Dolph  J  M— f  1 
Drown  0  B— f  1 
Drury  D  H  Roland— f 
Dnnigan  F  S — ^f 
Dnnlmni  G  E— 1 
Dnval  L  Kemp— f  c 
Dwrall  W  Clarence— f  c 
Edgar  Wm  A— f  1  c 
Edwards  B  N— f 
Edwards  J  L  Inc — £ 
Ellertcm  ft  Wexnple— £ 

EDett  Wm  D— £ 
Ellis  Wm  R-— £ 
Equitable   C  B   Assodap 
tion— f 


Jcrman  Cbu  H — £ 
"ohnt  John  Lane— c 
ohnson  ft  Adams— 1  c 
ohnaon  D  H  Co— £ 
ohnson  G  M — £ 
ohnston  Geo  J — £ 
Johnson   R  H— £ 
Jordan  Geo  C— 1 
Kee£e  Thos  J — f 
Kenncy  O  Lr— c 
Key-Smith  &  Co— £ 
Kindle  Chas  H— £ 
King  Geo  S  Co  Inc— £ 
King  L  M— £ 
King  Wm  L  F— £ 
Klee  Chas  W— £  1 
Kleiner  John  J  &  Co— £ 
Klopper  W  H— 1 
Knox  ft  Caldwell— £  1 
Knox  W  S— £  1 
Kolb  J  I^£ 
Krewson  E  I>— £  1 
Law£ord  &  McKfan— >£  c 
Lea  D  M— * 
Leetch  Frank  P— £ 


ESTABI.ISHKD  1888 

ALEXANDER  IL  PHILLIPS 

GDnSAL  INSCEAH  CB 

a04-8tt  LOUT  in  TBOir  BUIIAII6,  ¥A8EII6m,  0.  C 
Ikrtt  British  and  lanaatils  Issaxaaaa  Oo.  of  loidoa  and  Bdialtvif  k 
WcstahMlsr  fin  LuoraaM  Ok    lewark  fin  Ibil  Ca    Virginia  fin 
aadlaiiBslBianiioiOD.  ladsnitrllitaal  Marias  Aaa.Ok,Ltl,flfLaia«n. 
Inrark— (fv  iitOMUbs).  Bsnlonn'  liability  AasanuM  Oorp .  Matoal 
UfthMD8BfliOa.«ri.L    l«i5rWitiakftIinsB«iklBS.Ca,ofI.T 
I«rtkIiTMr(Rn)I]is.Oi.,«ri.T.  Bisks  vrittaialarrlaad  ft  timnia 

Local  and  Umg  Distance  Tekphcae,  Main  6121 
SECRETARY  TbePotomac  (Fire)  fnraniace  Co..  Chartered 

by  Coimnm  Mandi,  1881. 
Insurance  On   Everything  Inaumble,  Anywhere 


PfaUlips  ft  Sagax^£ 
Pillinff  J  W— f 
PiscrV  N— 1 
Poc  Francis  B — r 
Pollard  Wm  L— £ 
Pratt  A  S  &  Sons— f 
Prince  Leslie  E  F— 1 
Pugh  Bruce  T— £ 


w. 

706  14tli  Street,  N.  W.  Washington,  D.  C. 

Fire  Automobile  Liability 

INSURANCE 

IsvIaaqsUnfin 
HMkastar^fieman  Undsnrrittn  Agsa^ 
Wistsni  ianmuusOo. 
laasBflkaaitts  Rnft  Msrina 
larylaad  Maior  (hr  Jasnnoee  Co. 


ofEartliKd 
Fkoanix  of  lartfard 
dnsen  TssnTaiwa  Od.  «f  I.  T. 
St.  Hal  fin  and  Marias 
BoBofLoDdai 


Correopendenee  SoHoHetf 


Legg  Edgar  K  Jr — 
Leipold  R  H  T— f 


Leonard  B  ft  Co— £ 
ir..u^    T  T  «.  r-     T        X  I  Lewis  ft  Jones  Co— £ 
5?^'  I  J  ?  &»  I»«-;*  I  Lewis  Edward  T— £ 


Fitch,  Fox  ft  Brown — £ 

Fitzgerald  Maurice— f 

Forest  C  M— £ 

Fox  A  F  Co  Inc— £ 

Fraaer  Bros  Inc — f 

Frielms  T— £ 

Gadslor  J  Eakin— £  c 

Gardiner  ft  Dent  Inc— £  c 

Gaseh  ft  Birge— I  c 

Gill  Herbert  A  ft  Son-^ 

Goldenberg,  Moran  ft  Co 

Inc— £ 
Goff  M  LeRoy>— f  1  c 
Graham  F  W— f 
Green  James  M — £ 
Green  Thos  A— c 
Groomes  L  W— f 
Groor  Pianl  F— f 
Grubb  Harry  J— 1 
Hagner  Randall  H— I 
Hardy  W  B— 1  e 
Hams  D  Fulton— 1 
Harrell  John  B-^ 
Hart  J  W— 1 
Harden  ft  Speich— f 
Heiskell  Jesse  I^-f 
Henderson  Geo— f 
Hendrick  J  T— 1 

Herbert  Jos  A  Jr  ft  Co 

Hewlett  E  M— £ 
Hjgbie  Alfred  &  Co-f 

Hohon  Wm  S*-f 
Hood  Chas  E — £ 
Houghton  A  C  Co— f 
Howenstein  H  R  Co  Inc 

Hune  R  S— c 
Hnnt  Hennr  J — £  c 
Hvsfce  ft  SmiUt-l  c 
Hnyck  J  V    N   ft   T  B 

jBterstate  Ag'cy  Co— c 
Jackson  Harry  J— c 
Jadcaon  W  B  ft  Broo-f 


Liebennan  ft  Hawn — £ 
Linkins  Geo  W  ft  Son— £ 
Lipscomb  L  S  ft  Co— £ 
LiTingston  G  S — ^f 
Luchs  M  J— £ 
Lynch  Geo  W — c 
IdcEuen  Chas  A— £ 
McGrann  W  H  Co— £ 
MacElwee  Jas  A — 1  c 
McKlnlaT  W— £ 
McLachfen   Banking  Cor 

— £ 
Mandler  H  F  ft  Co— £ 
Mark  Le  Roy^£ 
May  Frederick — f 
Metxrott     Marshall     ft 

Livingston — £ 
Middleton  D  W— c 
Middleton  F  E— £ 
Midyette  D  R  Co— £ 
Miller  Caleb  S— 1 
Miller  J  H  ft  Son— f 
Miller  Julian  Hate— £ 
Mills  L  J— £ 
MitcheU  Paul  V— £ 
Moore  ft  HiU  Inc— £ 
Moran  Chas  R — f 
Morgan  Bros  Ino— £ 
Mor^n  T  P— I 
Morrison  Robt  M — f 
Moshef  L  B— c 
Muir  C  S  ft  Co  Inc— £ 
Murray  W  O— £  1 
Nicholson  ft  Co— £ 
Nicholson  Leonard  L  Jr 

-£ 
Norment  ft  Smith — £ 
Offtttt  Henry  W— f 
O'Neil  Frank  A— £ 
O'Sulliran  Thos  B— £ 
Parker  C  H  Co— £ 
Parker  E  P— 1 
Parker  Frank  M — ^1  c 
Parker  Geo  T— f  c 
Parker  M  M  ft  CO— £ 
t  Parsons  W  H— 1 
Penn  C  J— £  1 


§uinn  John  Co — f 
uinten  W   D— £ 
ttinter  W  S— £ 
Kamey  £  E^£ 
Randall  Jos  F— c 
Rawlings   Frank  T  Co 

Inc-I 
Rawlings  Wm  A — £ 
Real  Estate  Iut  Co— £ 
Real  Estate  Trust  Co— f 
Rhodes  Chas  A— £ 
Richardson  Chas  T— £ 
Ricketta    Agency,    The 

£  1  c 
Riggs  E  F— £ 
Roberts  Chas  F— £  1 
Ronsaville  Wm  H — c 
Rosenberg  ft  Co — { 
RuoflF  Leonard  F — c 
Russell   Percy   H   Co— f 
Rust  David  N— £ 
Rust  H  L— f 
Sansbnry  N  L  Co  Inc— £ 
Saul  B  F  Co  Ino— f 
Saunders  W  H  ft  Co— f 
Schwarts  E  P— £ 
Scriviner  John  F — 
Security   Storage   Co— £ 
Shannon  ft  Luchs— £ 
Shannon  Herbert  T— £ 
Shea  Jantes   F— £ 
Shields  Chas  A— £ 
Shoemaker  I  E — £ 
Shoemaker  L  P— £ 
Shreve  Chas  S— £ 
Shriver  A  A— 1 
Simon  Morris — £ 
Simpson  H  K— f 
Simpson  J  R  Ji^-1 
Simpson- Sullivan  Co  Inc 

Smith  The  F  H  Co  Inc 

— £ 
Smoot  Francis  Le  B — £ 
Speich  Emanuel  Sr^— £ 
Stabler  Albert— 1 
Stabler  L  H  ft  Co— f  1  c 
Stabler  L  M— £  1 
Stetson  F— £ 
Stewart  H  C  ft 
Stone  ft  Fair£ax— I 


Story   ft   Cobb— £ 
Straaburger  Lester  R — £ 
Sullivan  J  D— £ 
Swartsell,  Rheem  ft  Hen- 

sey  Co— £ 
Swormstedt  T  S — c 
Taliaferro  Sidney  F— 1 
Tamplet  P  H— I 
Taplm  H  N— £ 
Tarring   E— c 
Terrell  ft  Little  Inc— £  c 
Thomas  F  H  Co— 1  c 
Thomas  J  Benson — f 
Thompson  D  D  ft  Co— £ 
Thompson  Ernest  G— £ 
Thornton  H  L— £ 
Towers  L  Jr— £ 
Tripp  ft  Worthington — f 

TYLER  &  RUTHERFORD.  Ino 

7MliChltrsst,II.W. 
WashlDftsn,  D.  C. 

GasuBsrdal  Vnica  Antnr.  (Ltd.) 


Rn  AsMdation  of  FUladalpUa. 
Ions  «f  lav  York. 
Iartk«n  iwoT»a<w  of  London. 
low  Tork  UndniRitv 
FannsjlTaaiaHro  Ina.  CoTflf 

Underwood  ft  Co-^ 
Wainwright  Geo  S— 1 
Walker  A  E  ft  Co  Inc— 

£  1  c 
Walker  S  H— 1 
Walker  W  H— £ 
Walsh  E  J— £ 
Walsh  T  D^f 
Walshe  P  J— £ 
Ward  W  M— c 
Washington     Loan     ft 

Trust  Co— £ 
Weaver  Bros — {  c 
Weaver   CIarence-»£  c 
Weber  Maurice  H— 1 
Weedon  J  C  ft  Co— £ 
Weedon  Thos  A— 1 
Weighman  A  J— £  1 
Welch  H  S--^ 
W^er  Insurance 'Agency 

— £ 
Wdler  Jot  I— f 
Werber  Waldemar— £  1  c 

The  W.  H.  West  Co. 

815  16th  Street.  N.  W. 

Sole  Agents 

Utonool  k  Lonta  k  Globa  las  Co 
Bartnrd  fin  Ina.  Co. 
Fhooiz  iwoTanflo  Co.,  of  London. 
PlroTidBnflo  WaaUagIn  Ins.  Co. 
WUlianshorgh  Gitj  Fbs  Ina.  Ok 
Globo  Indsmnity  Co. 

Westcott  Edw  S— £ 
Westcott  Horace  H— f 
White  Oscar  W— £ 
White  E  L-£ 
Whitman  Vernon  H-- £ 
Willcox  Chas  H— 1 
Wilcox,  Hane  ft  Co  Inc 


B-30 


INSURANCE   AGENTS— FLORIDA. 


DIST.  OF  COL. 

Washi  ngton— Con. 

VVillett  &     Reinecke     Co 
Inc— f 


Willett  Albert  W— f  c 
vVilMo  F  P— 1 
Wilson  J  N— c 
Winter  H— 1  c 
Wolf  &  Cohen— f  1  c 


Wood  C  Irving— f 
Woodward  Jas  M-^ 
Worthincton  Geo  Y  & 

Son— f 
Worthington  Wm  C— f  1 


Yellott  R  E  L~f 
York  Jot  M  ft  Son-f 
Young  ft  EUitt— f  c 
Yoimff  ft  Simon— f  c 
Zantanger  O  B— f 


FLORIDA 


APALACHICOLA 

Messina  ft  Dodd— f 
Ruge  John  G — £ 

BARTOW 

Bartow  Ins.  Agcy— f  1  c 
Colcock  W  B— 1 
Gary  T  W— 1 
Gibson  &  Wert— f 
Goode  T  A— f  I  c 
Howe  J  B— c 
Wallace  Mrs  A  F— £ 

BRADENTOVVN 

Barney  Clark — f 
Shelton  O  W— £ 
Johnson   R  H    Ins  Agcy 
— f  1  c 

BROOKSVILLE 

Hathaway    &    McKethan 

— f 
Hice  R  C— 1  c 
Price  C  M— f  1  c 
Russell  W  M— f  1 
Trsmmel  J  M — £ 

COCOA 

Holmes  R  B— £ 
Pace  J  H— £ 
Packard  R  M— f  c 
Taylor  A  A— £ 
Trafford  A  R— 1  c 

CRESCENT  CITY 

Le  Bree  M  P— £  1 
ChamberUn  C  O— £ 

DADE  CITY 

McMahon  R  A— £  1  c 
Porter  W  I  ft  Co— f  1  c 

DAYTONA 

Bingham  ft  Thompson — f 
Conrad  ft  Oates— £  c 
Lucas  Mr — £ 
Malby  A  J— £ 
Price  I  J— £ 
Shaffncr  W  M— £ 
Smith  R  I^-£ 
Sullivan  W  E— £ 

DE  LAND 

Bangley  C  H— £  c 
Curry  &  Allen — £  1  c 
Gardner  J  Will— I 
Gould-Wootcn      Co      Inc 

The— £  1  c 
Hon  E  L— £ 
Honeycutt  A  W— £  1 
McDonald  R  D— £  c 
Rogers  T  S — £  c 
Surety  ft  Invst  Co — £  I  c 
Walters  R  P— 1 
Wilson  R   A— £ 
Wright  Silas  B— £  1  c 

DUNEDIN 

Dunedin   Zimmerman  T 

— £ 
Skinner  L  B— f 

FERNANDINA 

Chadwick  L— 1 
Hall  J  B  C— £ 
Hillyer  F  C— £  1  c 


FORT  MEADE 

Cordery   E  Alonro — £ 
Jordan  L  M — 1 
Meek  R  O— £ 
Newsome  J  A— £ 
Sellers  G  W— 1 

GAINESVILLE 

Avera  Drayton — 1 
Bayer   Ferdinand — £   c 
Bullock   &    Bro<As— £  Ic 
Dcnham    W   L— £    1   c 
Harrell  &  Burdick— I 
Hill  W  L— 1  c 
Hughes  P  C— 1 
Lartigan   R  E — 1 
MonTs  Geo  P— f  1  c 
Parrish  &  Son--£  1  c 
Petty   H  G— I 
Taylor  J  G— £  1  c 
Voyle  &  Son— £ 
Webster  I  E— £  c 

GREEN  COVE 
SPRINGS 

Adams  M  A — c 
Branan    Neill — £ 
Carter   L  E— £ 
Greer  Mrs  J  F— f 

Holt  E  N— £ 

HASTINGS 

Coe  Ray— £  c 
Waller  G  W— c 

JACKSONVILLE 

Acosta  T  L— 1 
Ahem  J  J— f 
Aird  &  Wiggs— £ 
Anderson  W  W  ft  Co— f 
Baker  Jas  D— £ 
Blood  M  R— 1 
Booter  W  O— £ 
Botts  Harry— £ 
Buckman  &  Ulmer — £ 
Burbridge  Wm— £ 
Com£ort   B   M — ^I 
Corbett  W  P— 1 
Dancy  Miller  H— £ 
Darby  M  G— 1 
Dickson  Wm— 1 
Elmore  &  Elmore— £ 
Gill  Geo  W— 1 
Green  Loren  H  &  Co — £ 

— £ 
Groover  &  Co— £ 
Hamrick  A   C—  1 
Hardacre  B  E  &  Co— £ 
Hare  H  C  ft  Co— f 
Haughton  &  Osborne — £ 
Haynies  Lawrence  ft  Son 

— £ 
Ingram  &  Ingram — £ 
Jacksonville    Kealty    & 

Mor  Co— £ 
James  &  Paxon — £  1 
Jordan  ft  Norton — £ 
tonne  C  W— £ 
Leon  David  A — £ 
Leonard  &  McGrow — f 
Lovel   Ins  Agency — f 
Lusk  &  Browning — ^1 
McMillan  Realty  Co— f 
Mason  &  McCrory — £  c 
Mattair  ft  Wilson— £ 
Norton  J  H  ft  Co — £ 
Oberdor£er  Max  N— £ 
Palmer  &  Palmer— £ 
Parsons  G  F— 1 
Paul    Chas   L — 1 


Payne  C  A— £ 
Pipes  Bros  &  Co — £ 
Race  &  Paul— £  c 
Rinkee  ft  Jackson— I 
Roseborough  R  R — f 
Shaylor  ft  Tucker— £ 
Shepherd  G  E— 1 
Simmons  Realty  Co — £ 
Stockton  ft  Bamett — £ 
Stockton  ft  Butts— £ 
Strickland  ft  Shields— £ 
Taylor  Sam'l  C— £ 
Toomer  &  Feeting— f 
Tucker  C  W— £ 
Walter  P  &  Son— f 
Wideman  John  W— 1 
Willcox   Cecil— 1 
Wilson  &  Co  H  H— £ 
Wilson  E  M— I 

JASPER 
Small  Braxton — £  1  c 

KEY  WEST 

Hoffman  F  F— 1 
Martin  E  M— f 
Porter  Allen  Co — £  1  c 

KISSIMMEE 

Barclay  J   A— £ 
Bamett  H  W— £  c 
Breaker  H  M  ft  Co— £ 
Cobb   R  W— c 
Drought  A  E— £ 
Farmer  Carson — £  c 
Jarrell  Lee — £ 
Johnson  R  G — £ 
Livingston  G   C — £ 
Nelson  ft  Nelson— £  c 
Tiller   M— £ 
Turner  C — £ 
Wagner   D   G— f  c 
Wells  E.E— £ 

LAKE  CITY 

Brown  Brothers — £  1 
Lake  City  Ins  Agency— 

£  1  c 
Rivers  A  P— £ 

LAKELAND 

Drane  H  J— £  1  c 
Mann  ft  Deen — £  1  c 
Marler  R  M— £  1 
Sloan  D  H— £  1  c 

LEESBURG 

Anderson  J — 1  c 
Fussell  O  L— I 
Johnson  ft  Ware — £  c 
Lees  Misa  Ida  W— £ 

UVE  OAK 
Edwards'    Ins    Agency— 

£  c 
Helvenston  B  W— f  c 
McCormack  F   R — £  c 
Watson  J    K — 1   c 
Williams  M  D— c 

MADISON 

Fraleigh  &  Smith— £  c 
Livingston   &  Morrow — £ 

1  c 
Merryday  Ins  Agency — £ 
Morrow  C  L  &  Co — 
Rodgcrs  J  N— £  1 


MARIANNA 

Guyton  Ins  Agcy— £  1  c 
Milton  W  H— £  c 
Ormond  J  A — £ 

MIAMI 

Atkinson  R  V— I 
BoUes  &   Hainlin— I 
Byrd  J  W— £  1 
Church  E  F  Jr— 1 
Cooley  L  A — f  c 
Dora  ft  Talley— f  I  c 
Edwards  A  A — ^l 
Fosaey  A  D  H— 1 
Gautier  T  N— f  c 
HaU  C  S— £  1  c 
Hicks  W  A— c 
Hinton  T   C— £ 
Holden  J   M— 1 
Humphreys  J  W — I 
Jackson   C   H   S— I 
Kennedy  L  L — c 
Law  Mrs   B   Louise— £ 
McAUister  Mrs  E  C-£ 
McVeigh  E  F  Co— f  c 
Monroe  E   H — 1 
Morse  F  S— £ 
Moose  ft  Bailev— I 
Mttller  C  A— f 
Napier   L    M— 1 
Norris   C    J — c 
Peters   C   A— f 
Realty   Sec    Corp.— £  c 
Shine  R  A— 1 
Standard  Realty  Co— f 
Starr   Eddie— 1 
Tatum   Brothers — £  c 
Turner  A  S— c 
Walton  W  Emley— £  c 
Wilson  ft  Bercegay— £ 


MONTI  CELLO 

Carroll  C  T— £ 
Clark  T  L— £  c 
Evans  W  E— £  c 
Nobles  T  E— £ 
Simon    ft    Hamrick— £ 
Tucker  E  W— £ 


NEW  SMYRNA 

Bouchelle  L  B — f  c 
Hamilton  H  I— £  c 
Hammond  J  T— c 
Newell  F  A— f  c 
Sams  H   S— £ 


OCALA 

Bell  Jos— f  c 
Blalock  L   F— 1 
Davis  D  W— £  I  c 
Ditto  F  W— £  c 
Lancaster  J  T — ^1 
Livingston  J  H  Jr— I 
Osbom  E  M— £  c 
Reynolds  L  M— 1 
Scott  G  S  ft  Son— f  c 

ORLANDO 

Curtis  ft  O'Neal— £ 
Doltve  S  G— £  1  c 
Leake  H  B— f  1 
I^rd  ft  Bradahaw— f 
McEwen  C  S— £  I  c 
Rose  W  W— £ 
Van  Buskirk  T— f 
Way  S  Y— £  1  c 


INSURANCE  AGENTS— GEORGIA. 


PALATKA 
Bailer  G  Lop«r    Co   In 

Kiufhi  II  O'Haver — f  1 1 
Merrill  Ine  Accncir — 1 1  i 
PiiUmi  Id>  Akct — f  I  I 
lacker  H  F  SBro— f  1 1 


BimB  L  E — L 

DuIlDck  J  W— 1 

BiubneQ  R  G— f  I 

Daniclj  Jullui  E— 1  c 

EdreK  D— -1   c 

Rsber  Brown    Ing    Agcj 

HoDtsn  ft  Witun— f  c 
HrM  J  W— 1 
ttriugan  H  M— 1 
Knippet  Edw  W— c 
KiiowlB  Elli»— f 
LtTT  Morria— I 
LildikotF  Alex— t 
McHugh  J   P— f 
McNimee  '   '     - 
Hnldon-Wi 


J  ;- 


e  ^~U  Co 


QUINCY 
Annl  D  A— I 
Dwii  F  E— 1 
Gregory  G  B — 1 
Crcgorir.      McFirli 
Tiompion  Co— f 
McFarlin   R   E  I^ 
ThqniM  P    H— 1 


•  Q  H— I 
>b\  Love— f 


Forward  ft  Snow- f  1 
George  W  R— I 
Kittle  &  Murpbr—f  1  c 
Urwri  Orrin-(  I 
SUler    H— f 

ST.  PETERSBL'HG 
Avery  A  P— f 
C«rter  C  R— f 
DuraDi   Cba»— F 
Endicott   I   M— f 
Fanner  Ben  ]—!  c 
-      -  F  T— f 


Tsggarl   R    F— f 
SAN FORD 
Cha»  ft  Co— i  1  c 
Connellj-  A  P— f 


SARASOTA 
B«kelt  J  F— f 
Chapline  J  B  Jr — f  c 
Edwwdi  Aitbiu  B— { 

H«n  w  c— f  c 

Redd  Fnnk— f 

Wert  CoMt  Realty  Co— f 


TALLAHASSEE 
Jligood  Tenni^^— £ 
.ndrewa  ^u  E— f 


Choate  John  I 
Cohen   L   E— I 


Leater  W  H— f 
MicklcT  R  H— f 
Myer.   C   G— I 


WUtGeld  B  C— f  c 


Chamber*  J  W— f 
Davii  G  B— 1 
navii  W  D  ft  Co— f 


Dekle  Bert  E  ft  Co— f 
Ellia  R  A— 1 
Fcaaenden*  Real   Eaute 

GnmaJoi  J-^f 
Harper  C  O— f 
Hattoa   Broa— f 
Hendry  ft  Knight— f  c 
Henaley  Nocria  W  ft  Co 

Jacobs'^  S— f 
Ltaler  L  G— f 

Lopn  S  Sola*— f 


TARPON  SPRINGS 
Durenw  I  R— f 
Fernald  L  R— f 

Utile    Webster 
Vinson  L  D— f  1  c 


GEORGIA 


ABBEVILLE 
Biker  A  T— f 
CinnoD  Haitin  B — e 
Cook  T  M— f 
LawKHl  Ha] — c 
Whit«hu.«l  L  J— f 

ACWORTH 
BtUey  W  T— I 
Davenport  W    E— f 
Pean-UiicheU    In*    Agcy 

Tyaon  G  D— f 

ADRIAN 
Btuwell  ft  Power*— f 
Brooki  W  J— f 
Hmthin»i>n  ft  Lynch— f 


Boih  V  R-^ 
Calhoun   S  B— a 
Carter  &  Tucker — I 
Chamirion  J   P-^ 
Diiril   D   G — { 


Jonej  P  C  4  Co-f 
Uiya  ft  BiUinnlea— f 


Pace  Jr  ' 


Seen  r  it V  Co— f 


Andrewa   W    S  JE 

—t 
Armalrong  C  A— t 
Council  C  M— f 

oSdlSr'N  iS-f 
El!i.  S  B— I  e 
Evetelte  T  M— f 
ETcrette  T  V— c 
HuTold   Thoa— f 
Hawkina-Her^iert- f 
Lowery    M    M— t 
McNulty  H  E— f 
Maynard  Mr— f 
Price    H— f 
Sheffield  £  D— f 
Shipp  H   B— f  c 


Anderson  D  G— c 
Bumey  Geo  W— f 
Campbell  &  Barrow- 


Cook  W  L  &  Co— f 
Cornetl  W   G— c 
Dobbi  B  S  ft  Co— f 
Du  Boae  ft  Du  Boae— C  < 
Erwin  ft  Co— f  c 
French   ft    Lochridge— f 


Hinton  H  P  6  Co— f 
Hnll  Harry— f 
Hubert  J  H— f 
Jeiter  J  C-f 
Lambert  J  C — f 
LampkJD  Cobb— f 
LenliBrdt  R  S — c 
LipKomb  FA*  Co— (  c 
Milltead  A  H— I  c 
Morton  ft  Parker— f  c 
Morion  ft  Sbcpherd— c 
Newton  C  H— f 

Peeplea  W  — (  e     °~ 
Phiniiy  Barrett— f  c 
Rylie  E   S— f 
Quinn   L  C— c 
Seotl  E  H  ft  Co— f 
Smith  E  IJi^f  c 
Upton  S  O—l 
n^lkin*  SB*  Co— f  c 
Willdna-Stepbenion  ft  Co 

Wri"ghl'  Tate— f 

ATLANTA 
Akera  ft    Skinner— 1 
Akeis  F  M— 1 
Anderion  N  T— I 
Angier  Clarence-I 
Analey  ft  Johnion— t 

BAGLEY&WILLET 


Penn  Mutual  Life 
[lu.  Co. 

rnnk  Hit'!  luk  Bldg. 


BickeratafF,    Richards   i 

Co— f 
Broi^  A  L— f 
Bnrke  Norman  D— f 
Borr   F   W—i 
Byrley  J  H— 1 
Caldwell  R  T— t 
Cilkina    F   C—f 
Callaway  J    M— f 
Cameron  John  S^ 
Carpentet  Goy — t 
Chapln  W  E— f 


Cole  F  W— f 
Coleman  F  W— I  c 
Collin*   Geo   H— f 
Cooper  G  W-f 
Crandall  Fred  G-f 
Crandall  G  I^t  1 
Curd  Jnhn  C— f 
DanieTT  H— 1 
Dargan   UiltoD— f 
Dargan    Milton   Jr— I 
Darsan  &  Hopkmg- 
iDa-rls  Carl  B— f 


Davi.  J  Doraej— f 
Dickey  E   I— f 
Dickey   J   L.Jr  &   Co— ( 
Dickson  G  P— f  c 
Dodd  F— c 
Douglaaa  Payton— c 
Dunlap  Edgar— f 
Kggleilon  ft   Preacotl— f 
Fitten  J  T— I 
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QA« — Atlanta,  Con, 

Fitzsimmont  A  F— C 
Foreman  R  L—1 
Frands  W  M— e 
French  &  Lockridge— f 
FuUer  W  R— £ 
Gates  A  O— f 
GaT  Edw  S— { 
Geiger  H  C— f 
Gillespie  James — ^ff  e 
Glass  H  E— 1 
Godfrey  C  H— f 
Griffin  Sros— 1 
Griffith  W  H— f 

AARON  HAAS 
SON  &  HOWELL 

Qsnsral  AgsMs      Atlsflla,  Qa. 

SouUisni  Dspi:  Vnnkam  Waih- 
iiurtflii  Im.  Od.,  into  Bnaok:  larr- 
lud  Om.  Oo.  (Os.,  OnM  ik,  iMt 
ftaiLftSMtaOuoliss);  liMtjft 
Oepoitt  Oo.  (Ga.)  Lssal  A^enb: 
Boyil  Glass  nUs,  Torkuirty  ft 
ProTidsDM  WaAisgtos. 

Haas  &  Co— I 
Haas  &  Maclntrre— f  e 
Hall  Vernon— f 
Hancock  R   C— f 
Harris  Dan  B— f 
Haskell  W  W— c 
Hatcher  Qiff  C  Ins  Agcj 

Hawkhis  W  E— 1 
Hill  Ashby  E— f 
HiU  Ins  Agcy  W  H— < 
Hirsch  H  H— C 
Hoke  C  F  Jf^f 
Hope  G  M  ft  Co-1 
HoTt  W  R  ft  Co— < 
Jadcson  &  Orme — c 
Jerome  ft  Brown    f 
King  Wm— I 
Latimer  W  R— < 
Le  Craw  C  V— 1  c 
Lester  E  C— 1 
Lewis  J  F  &  Co— f 
Lipscomb  Patillo  Ins 

Agency— £  c 
Lowe  ft  Johnson 
Lynch  ft  Blalock— f 
Lynch    T    J— £ 
McCleskey  L  D— f 
McGehee  C  C  Jr— 1 
McNevin  W  I^-c 
Maddox  S  T— I 
Manry  Bros  ft  Heston    t 
Mathews  Ins  Agcy-rl 
Meyer  P  C-l 
Montgomoy  C  D— { 
Mullin  J  H— c 
Newell  Alfred  C  ft  Bro 

—1 
Northen  C  S— 1 
Nutting  T  R  ft  Co— 1 
Oberdorxer  Engene— c 
Olson  ft  Smitk— c 
Ottley-Knowles-MUler 

Paimour  ft  Wells— 1 
Patillo  ft  Brown— f 
Penn  J  E— 1 
Perdue  ft  Egleston-4 
Perry  Boyd—f  c 
Phillips  Chas  W— f 
Pickett  John  D— 1 
Raacber  H— I  c 
Reed  ft  Martin— f  c 
Reid  Robt  C— f 
Rhett  ft  O'Brien-^ 
Riley  J  L  ft  Co— f  c 
Rowland  John  T— e 
Sherfesee  Louis — ^1 
Shreve  T  C— f 
Shropshire  A  J — f 
Skinner  J  M— 1 
Smith  Wm  H— 1 
Smith,  Thornton  Wlnaft 
Co— £ 


SpratUn,   Harrington   ft 

Thomas — ^f  c 
Thomas  ft  Thomas— 1 
Thomason  A  R — f 
Thorn  C  C— c 
Thornton  John  R— « 
Tumlin  Ins  Agcy,  A    B 

Vanghan  F  Wade— f 
Waldo  ft  Redding— c 
Walker  ft  Spencer — f  c 
Walker  B  P  Jr— f 
Walker  W  I— I  e 
Wearer  C  B— f 
Wesl^,  Johnson  ft  Wil- 

lingham — c 
White  W  Wooda— 1 
Whitner  J  C  ft  Co— f 
Wilder  Allen— 1 
Wilhelm  J  E^-1 
Williams  Bros— f  e 
Williams  G  R— f 
Williamson  J  A— 1  e 
Wright  J  L  ft  C<>— f 
Wright  A  R— 1 
Wight  ft  Butt— f 
Young  Rosser  Goodroe  ft 

Co— f  c 


AUGUSTA 

Alexander     &     Goodwin 

Inc— f  c 
Allen  J  V  H  ft  Co— f  e 
Armstrong  J  L — ^1  c 
Armstrong  f  J — £ 
Barrett  H  Gould— f  c 
Beane  F  E— £ 
Boyce  F  L— f 
Carroll  R  Er-l 
Cohen  J  J  Co— f  I 
Cohen   Mrs  I — f 
Costello  E  J— 1  c 
Dawson  W  R  ft  Co— f  e 
Dc  Vaughn  A  H— 1 
Gardner  W  S— f  1 
Hackett  ft  Bell— £ 
Harris  Chas — ^1 
Heard  I  T— 1 
Jackson  W  M  Jr-f 
Johnson  C  C— 1 
Koon  &   Cooper — ^f 
League  ft  Duvall — £ 
Lee  Thomas  A— 1 
Lockhart,  Lucky  ft  Co— < 
Lorick  H  C  ft  O^-l 
McAnnally  P  F— f 
Martin   ft  Garrett— f 
Matthewson  Mrs  C  R— 

1  c 
Mulherin  C  C-^  c 
Murry  Jno  B — £ 
North  Henry  M— f  I  e 
Phinizy  F  ft  Co— f  c 
Robertson  J  Miller— f 
Timberlake  ft  Etc— f 
Walker  John  W— f  c 
White  J  R— £ 
Wright  Miss  Annie  G— 1 

BAINBRIDGE 

Bryan   D   A— c 
Dickenson  D  C— f 
Dykes  H  M— 1  c 

iones  F  S— £  c 
fay  R  H— f 
McClendon  ft  Donaldson 

— f 
McClendon  J  T— f 
Perry  E  T— £  c 
Townsend  Co  The— f  1  c 


BARNESVIULE 

Elder  Edward— f  c 
Humphrey  C  H— {  c 
Langford  E— f  c 
Murry  Jno  B — ^f 
Owen  M  P— f 
Smith  T  D— 1 
Tynns-Sims  Co— f 


BLACKSHEAR 

Brantley  ft  Pomeroy — f  c 
Darling  E  L— f 
Meeks  ft  Truett— f 
Strickland  A  J— f 
Taylor  J  M— f 

BRUNSWICK 

Burroughs  W  B — f  1  c 
Cornelius^  K — £ 
Fleming  F  W— f  1  c 
Hopkins  R  R— £ 
Jackson  R  G — ^1  c 
King  H  M  Jr— £  1  c 
Phillips  R  L— f  1  c 
Way  A  M— 1  c 
Way  W  J— f 
Wnght  James  S  Co— 
f  Ic 

BUENA  VISTA 

Clements  R  E  ft  Son — f 
Duncan  A  C — f 
Hogg  H  Willis— 1 
Rainey  T  B— f  1  c 
Reese  A  E— 1 
Stokes  ft  Lowe — £  I  c 

CALHOUN 

Addington  J  B — f 
Browmee  L  C — f 
Davis    Bros — f    c 
Fuller   W   E— £   c 
Jackson  E  L  ft  Son— £ 
Lang  W  W— £ 
Rkhards  L  C— £ 

CAMILLA 

Acree  T  A— f 
Baggs  G  B — £ 
Perry  T  B— £  1  c 
Turner  J  C— £ 

CANTON 

BlockweU  F  M— £ 
Chamless  J  W— £  1  c 

CARROLLTON 

Alexander  T  D — f 
Bradley  ft  Spence— 1 
Boykin  S  J  ft  Son— f  1 
Carrollton  Real  EsUte  ft 

Renting  Agency— 4 
Spence  H  N— f 
West  W  W— f  1 

CARTERSVILLE 

Field  W  H— f 
Howard  H  W— 1  c 
Howard  J  B— f 
McEwen  C— £ 
Milan  S  F— £ 
Norris  John  T— f  c 
Strickland    E^£ 

CEDARTOWN 

Barber  T_  R— 1 
Benton  £  C— f  1 
Bunn  ft  Trawick— c 
Cedartown  Ins  Agency 

— f  1  c 
England  Wm— f 
Evans  S  S — f 
Fielder  W  K— c 
Henderson  C  K — ^f 
Knight  Agency  The— {  1 
Morris  J  M— 1  c 
Mundy  W  W—  c 
PhilUps  H  T— 1 
Pitts  R  O— 1 
Sheffield-Lester — c 
Stubbs  A  W— f 
West  J  T— 1 
WiUingham  O— f 

COCHRANE 

Burney  G  M— f 
Green  D  £—1 
HaU  Dr  C  T-^ 


Phillips  L  D— 1 
Taylor  ft  Peacock— £ 
Thompson  J  B — £ 
Urqnhart  J  C— f  c 
Vinson  T  S — 1 
Walker  J  A— 1 
Wynse  W  M— £ 

COLUMBUS 

Armour  Realty  Co — f 
Blackmar  A  O  ft  R  W- 

f  c 
Blackmon  J   W— 1 
ChappeU  L  H— f  I  c 
Crawford  A  L  ft  Co— f  c 
Dismukes  ft   Co<^— f 
Edge  C  J— f 
Floumoy-Pease    Realty 

Corp— f  c 
Gordy-Munn    Realty    Co 

Harris  B  H  ft  Co— £  1  c 
Hill  J  B— 1 
Hilsman  B  B  ft  C6— £  c 
Hirsch  Miss  Addie— £ 
Holmes  Guy  M   ft  Co— 

f  1  c 
Hunter  H  H— f  c 
Lott  ft  Edge— 1 
Matthews  T  B — f  1  c 
Mayo  ft  Prather — f 
Medley  C  R— 1  c 
Moon  J  G— f 
Morgan  J  F— 1 
Morton  Realty    Company 

f  1  c 
Moye  C  W— f 
Murrah  ft  Pitts — £ 
Powell  J  A— £ 
Spencer  R  P  Jr — ^f  c 
StruMa  H  I— f 
Weathers  ft  Fleming— £ 
Wickham   F  I^-l 
Waicox  D  F  ft  Co— £  1  c 
Woolfolk  C  M— £  c 
Woodruff  Jim  &  George 

— £  Ic 

COMMERCE 

Carson  Geo  L  Sf^— f 
Carsonjohn  M — t  1  c 
Little  T  C— f  1  c 
Stark  ft  Freeman — f  c 

CONYERS 

Almand  W  V— f 
Baker  R  L  ft  Co— f  1  c 
Baldwin  W  T— 1  c 
Eakes  W  J-^  c 
FUke  W  G— f  1 
Regan  ft  Baldwin— f 

CORDELLE 

Baker  R  M— 1 
Bazemore  O  S — f 
Bivins  J   W— f 
Cobb  I  D— f  l_c 
Flemming  W 
Harris  ft  Balfingei^-^  1  c 
Lindsley  J  E-^  c 
Macon   E  D— 1 
McKenzie  C  M— f  1 
McKenzie  W  C-f 
Orcutt  W  H— 1 
Smith  J  K— 1 
Walters  J  W— I 

COVINGTON 

Corley  J  J— f 
Huson  H  T— f  I  c 
Lester  R  P— f 
Turner  M   G— f 

CUTHBERT 

McDonald  Geo— f  I 
McPherson  D  A — f  c 
Owen  G  H— f 
Perry  G  H— f 
Reid  P  "-    ' 
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DALTON 

Carfcr  Rogers — c 
Osborne  J   C— f 
Pruden  F  S— f  c 
Smith  &  Wailes— f  c 
Wailcs  W   D— c 
Warren   Robt— c 

DARIEN 

Long  Mrs  Ada  V — f 
Space  J  A — ^1  c 
Spalding  Kenan — f 

DAWSON 

Baldwin  W  A  &  Co— £ 
Bell  J  M  &  Co— f     • 
Gnrr  W  H— f 
Hill  E  G— 1 
Morris  T  E  &  Co— f 
Parks  k  Bell— f   c 
SaviUc  R  L  &  Co— f  1 
Smith  R  D— f  c 
Worthy  K  S   Co— f  1  c 

DUBLIN 

Brown  Moody    B — 1 
Citizens    Loan    &    Gaur- 

antee  Co — f  1  c 
Curry  &  Watkins- f  1 
Conyers  S  V— f  1 

— f 
Daniell   T   B — 1 
Dillard  W  T— 1 
Dublin  Brok'g  &  Com  Co 
Peters  Thoa  J r— 1 
Page  ft  Simmons— f  1 
Roberson  F  H — ^l  c 
Williams  &  Smith— f 

EASTMAN 

Burch  C  C— f 
Calhoun  B   R — f 
Edwards   Qemcnts  Loan 

Co— f  1  c 
Cientry  R   D — f  c 
Gentry  0  A — £ 
Hemnan  A — 1 
Xlnrrell  C  B — £ 
Norman  I  K — ^1 
Union  Loon  &   Ins  Agcj 

— f  c 

EATONTON 

Adams  ft  Co— £ 
AUcn  John  C— 1 
Andrews  ft  Co  W  A— £ 
Ashnm  C  W— £  1 
De  Tamette  W  L— £ 
Gardner  H   L  &  Co— f  1 
Hearn  W  H— 1 
Leonard  H  L — 1 
Little  W   C   Ins  Agency 

— £  c 
Wattcrson  John  D— 1 
Young  R  ft  H  A— £ 

ELBERTON 

Aiild  W   N— £ 
Black  ft  Brown — £ 
Black  J   W— 1 
Brewer  H  T— £ 
Champion  J  W — £ 
Hawes  VVm  D— £  1 
Hayes  Z  C— £  1 
Heard  Bros — £  c 
Hemdon   Fred — £  1  c 
Hunter  H  P— £ 
Maxwell  ft  Tate— £ 
Snowden  W  E — £  1  c 
W'ilcox  W  M— £ 
Wright  R  F— f 

nTZGERALD 

Adams  DP*  Co— f 
Floanor  ft   Dickey — f 
Fretwdl  C  A— £  I 
Griffin  T  M— £ 
Hammock  W  B— 1 
Justice  J  A  ft  Co— £ 


Prentiss  R  J  Ins  Agency 

Rkkcr  ft  Wise— £ 
Seanor  J  B  ft  Co— £ 
Turner  ft  Stephens — £ 
Wall  Judge  E— £ 
FL0VILLC7 

Alles  R  I^-£ 
Gibson  J  T  ft  Co— £ 
Smith  R  T— £  1 

FORSYTH 

Amos  Mrs  J  C — £ 

Bagle  J   F— 1  c 

Carter  J  J— f 

Hardin  Chas— £ 

Hill  C  W— f  c 

Jackson  ft   Bloodwortfa — 

£  c 
Smith  T  O— £ 
Stephens  Jno  T — £  c 
Wiflingham     ft     Willing- 

haun — c 

FORT  GAINES 
McAllister  R  C— f  1 
McLendon.   King  ft   Cas- 

tillow — f  1  c 
Mobley  H  I^f  I 
Peterson  R  E — f 

FORT   VALLEY 

Carter  Ins  Agency— £ 
Gray  C  G— £ 
Hill  J  W— f  c 
Sammons   C  H — I  c 
Shepherd  C   I^— c 
Skellic  W  A— f 
Snow  Wm  L — £ 
Troutman  J  F — £  c 

GAINESVILLE 
Dozier  ft  Dozici^— £ 
Ham  W  C— f  1  c 
Kimbrough  E  E — £  1  c 
Lathem   George — £  1  c 
Palmour  B  T — £ 
Rogers  B  A — f 
Roper   ft    Washington— £ 

1  c 
Thomas  W  C— 1 
Truslow  A  R — 1 
Whelchel  B  H— £ 

GREENSBORO 
Bartrell  W  E  ft  Co— f 
Bickers  ft  Chapman — £ 
Faust  Jos  G — c 
Foster  J   M— c 
Jackson  W  R  Jr— £  c 
Merritt  G  A — c 
Merritt  P  E — c 
Sisk  ft  Copelan — f 
Smith  &  Armour — f 

GRIFFIN 
Bailey  D  J—f  c 
Blanton   Geo— f 
Drake  Roswell  H  ft  Co- 
McDowell  E  S— £  c 
Murray  A  S — f  c 
Smith  J  H— f  c 

HAMPTON 
Harris   E  R— £ 
Hend«>rson  R  E — f 
McLaier  &  Wilson-£lc 
Moore  ft   Tarpley — f 

HARTWELL 
Blackmon  J  B— f  1 
Brown  L  <J — I 
Matheson   R   E— £ 
Meredith  W  E^l 
Peck  ft  Cra£t— f 
Satterfield  £  £—1  c 
Stapleton  ft   Skeeton — £ 
Teasley  R  B  ft  Co— £ 


HAWKINSVILLE 
Bell  W.  V— £  c 
Bozeman    F  H — 1 
Caldwell  J   H— f 
(Jhalker  D  C— 1 
Dc  Lamar  k  F  Jr— f 
Fountain   A   \\ — I 
Parsons   W    N — c 
Kagan  T  u— f  1  c 
Turner  S  VV— 1 
Waller  A  W— f 
Whitefield  J   j— f 

HOGANSVILLE 

Askew  Ins  Agency — £ 
Davis  ft  Darane — f 
Mobley  H  a — t 
Utting  R  H— c 
Wood  H  P— f 

JESUP 

Hopps  R  B— f 
Livrieneld  O  b~i 
Kaybon  Ira  M — i 
Tyson   W   H— f 

LA  GRANGE 

Dozier  W  B— £  1 

Freemon  C  T — t 
Freemon  Xhos  Ins  Agcy 

— f  c 
La  Grange  Ins  Agency — f 
O'Neal    V   R  ft  1  F— t 
Oyletrcc  J  F— f 
Render  ft  Strong — i 
Seary  B  H— 1 
Wilhs  K  J—f  1 

LAWRENCEVILLE 

Brown   Sam   C— f 
Byrd  D  M— c 
Hutchins   N  L — c 
Montgomery,   Houston   ft 

Robinson — £  c 
Nix  U  A — c 
North    Ga    R    E    &    Ins 

Agency — f 
Ware  C  R  ft  Co— f  1 

LJTHONIA 

Brand  A  M— £ 
Brantley  L  G — £ 
Daniel  H  H— £ 
Johnson  J  C  ft  Sons— £ 
Lowe  ft  Park— f 
Marbut  M   M— £ 
Star  1  M— £  1 
White  E  P— f 

LOUISVILLE 

Bethea  ft  Whigham— f  1 
Caulk  T  F  Ins  Agency— £ 
Farmer  ft  Rowe — £ 

McRAE 
McRae  Ins  Co— f  1  c 

McDONOUGH 

Dickson  J  B— f 
Greer  W  J— £ 
Low  M  C— f  1  c 
Neal  H  B— £ 
Nelson  D— f 
Turner  R  I^— £ 
Wecms  Julian — £  1 

MACON 

Adams  C  M  ft  Son— I 
Armstrong  B  B — 1 
Bennett  G  W— 1 
Bone  Wm  H  Sr~l 
Brown   W  A— 1 
Brown  E  L— £  1 
Chesney  A  C — 1 
Clark  Anderson — 1 
Coates  Frank  B— 1 


Coddington  E  B — £ 
Crump  ft  Solomon — 1 
Dessau  W— £  c 
Dure  ft  Beeks— f  c 
Dunwoody  J  M — 1  c 
Ellis  C  B-:£ 
Griffith  ft  Tinsley— £ 
Griffith  W  D— f 
Hardeman  G  G  Co — £ 
Harris  Morris — ^£  c 
Hatcher  ft   Wilson— £ 
Hertz  ft  Co— £  c 
Hollarnd  E  H— 1 

{essup  J  L— I 
ewctt  George  B — £  1  c 
ordan  Realty  Co— f 
Lawton  F  D — { 
Uwry  T  S  ft  Son— I 
McQurc  C  D — 1 
Mills  J  B— 1 
Murphey  ft  Taylor— £  c 
MurphcT  T  E  ft  Son— I 
Odum  Realty  Co — £ 
Singleton  W  C— £ 

Solomon   W   G   ft  Co £ 

I  c 
Toole  T  E— £ 
Turpin  Geo  B  ft  Son»^ 

£  c 
Vickers  Co— £  c 
West  Frank  B—  f 
Whitehead  H  C— £ 
Willin^ham  Bros— £ 
Winship  Ins  Agency— £  c 

MADISON 

Anderson  K  S — c 
Anderson  W  D — £ 
Butler  E  W— c 
Douglas  T  M— f 
Furlow  ft   Moore — £  1 
Godfrey  J  E— £ 
Lambert  E  R — c 
Middlebrooks  Percy — c 
Penick  L  T  ft  Co— f 
Shaw  H  T— c 
Thomason  ft  Douglass — ^f 
Thompson    R  W  ft   Son 

Thompson  W  G — £  c 

MARIETTA 

Anderson  J  T — £ 
Cheny  Jno  P — c 
Clayton  N  E — c 
Dobbs  ft  Gurley- £ 
Gann  G  B— 1 
Gilbert  A  H— c 
Groves  J   H— f  c 
Northcutt  H  M— 1  c 
Powers  W  R— £  c 
Sessions  J  M — £ 
Spruell  L  M— £ 

MARSHALLVILLE 
Baldwin  W  P— 1 
Haslem  C  C — ^1 
Rice  W  H— £  1 
Taylor  H  C— £ 

MILLEDGEVILLE 

Andrews  C  H  ft  Son — £ 
Andrews  L  H — f  c 
Bell  M  S— £  c 
Bland  M  H— I 
Callaway  ft  Fowlei^-f 
Caraker  C  T— 1 
Conn  O  M— f 
Hall  ft  Day— £ 
Hall  Louis  C— £  I 
Lane  E  P— £ 

MONROE 

Mobley  A  B— £  1  c 
Radford  ft  Adams — £ 
Ray  H  A— £  1  c 
Studdard,  Holtond— f  1 
Walker  ft  Cox— £  c 
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QA.^-Con* 

MONTEZUMA 

DeVaughn  M  S— f 
Dixon  T  A — £  c 
Dykes  T  J—f 
Gardner  G  S— 1  c 
Gardner  L  W— c 
HUl  Yancy— £ 
Lewis  Jno  F  &  Son— £  c 
McKenzie  J  W  &  Son— £ 
Maffett  J  D— £ 
Settegast  J— 1  c 
VVatlana  C  Z  M— £ 

MONTICELLO 

Benton  T  O— £ 
Harvey  &  Henderson — ^£ 
Harvey  D  N— f 
Harvey,  Kelly  &  Bumcy 

Jordan  &  Pope — £ 

Lcverett  B— I 

McElhenney  &  Smith— f 

Malone  Ezell  &  Benton 
— £ 

Persons  H  P— £ 

Pope  H  T— £  1  c 

Robinson,    Kelly    &    Ma- 
lone—£ 

Roper  A  D — f  c 

Wellington  C  &-I  1 

NBWNAN 

Bagley  X  H— 1 
Bryant  P  M— 1 
Burdett  A  R— £ 
Fisher  H  C  &  Sons  Co— 

£  1  c 
Herring  J  R— 1 
Herring  R  F— 1 
Mann  L  B— £ 
Murray  S  M— £ 
Parks  G  E  Ins  &  Realty 

Co  Inc— f  1  c 
Parrott    &    Hordaway— I 

1  c 

OGLETHORPE 

McCrory  H  G— £ 
Nelson      P— £ 
Perry  A  H— £ 
Powell  C  A— c 
Shealy  L  £  &  H  W— I 

PALMETTO 

Billiard  D  B— £ 
Steed  F  H— £ 

PERRY 

Caten  &   Riley- £ 
Central  Ga  Inv  Co — f 
Cooper   C  F — £ 
Greene  F  M— 1 
Holtzdow  E— c 
Kunz   Marx — c 
Martin  Jaa  D  Jr— £ 
RUey  J  1^1 
Strothe  W    A— c 

QUITMAN 

Baum  M  — £  c 
Blalock  C  D— £ 
Bennett  &  Harrell— c 
Brad£ord  L  M— £ 
Davis  &  Patrick— £ 
Gates  A  O— £  c 
Grover  &  Co — £ 
Telks  O  K— £ 
ting  W  H  Tr— £ 
Morris  T  E  Tr— f 
Oglesby  Wilbur— f 
Stubbs  &  Young— £ 
Tidwell  A  I^-£  c 
Walker  W  A— £ 
Young  H  L— £  c 

REYNOLDS 

Hinton   R  A— £ 
Pyron    C    L— £ 
Sealy  H  K— £ 


ROCKMART 

Beasley  R  R— £  c 
Lane  F  D— I 
Mundy  Miss  M  E— £ 
Peacock  G  W— £  1  c 

ROME 

Archer  Geo— 1 
Arnold  J  P— 1  c 
Barclay  &  Quinn — f  c 
Cothran  G  a— c 
Goetchius  C  B — £  c 
Govan   M  F — £ 
Graves-Harper  Co— f  c 
Harvey  E  P— f 
King  Gary  T  &  Co— £  1  c 
King  C  W  &  Co— £  c 
Knowles  W  A— f  c 
Lcdbetter  W  T— 1 
Ragin  R  W— 1 
Smith  Norris  V— £  c 
Willingham  O  P— £  c 
Wilkerson  C  I^— £ 
Yancey  H  &  Sos— £  c 

SANDERSVILLE 

Bashinski   H — ^1 
Bell  Wm  A— £ 
CQhen  Louis — £ 
Evans  J  R— £ 
Holt  &  Sparks— £  c 
Irwin  &  WUt— 1 
Irwin  Jeff  A— £ 
Johnson  J  E — £ 
Ncal  J  M— £  1  c 
Paris  H— f 
Tarbutton  B  J  Jr— £ 
Tyler  J  G-1 
Warthen  &  Irwin— £ 
Warthcn  Geo  D— £ 
Wood   E  Pierce— c 
Wood  W  H— 1 
Wood  &  Sparks— £  c 
Wood  &  Turner— 1 

SAVANNAH 
Apple  J  J— 1 
Arfine  Thomas  J— 1 
Bargeron  &  Parkinson — 

f  1  c 
Burroughs  J  W— 1 
Carswell  John  D — £  o 
Cheves  C— £  1  c 
Coakley  &  Schroder— f  c 
Coney  W  M  &  Co— £ 
Corish  N  P  &  Co— £  c 
Cowan  J  R— £ 
Daniel  H  C— f  c 
Davant  R  J— £ 
Dearing  W  D  &  Son— £ 
Doyle  L  T— I 
Falk  D  B— 1 
Farie    A    L — c 
Ferst  Aaron  &  Son — i  c 
Garfunkel  A  J— f  c 
Gillespie  N  J— 1  c 
Goodman    &   Rosenheim 

— £ 
Guerrard  A  G  Jr— £ 
Haines  Geo  S  &  Son — 

£  1  c 
Harmon  A  C — f  1  c 
Harrison  W   F— I 
Harrison  W  G  &  R  C— 

£  c 
Harty  John  F  &  Co— £ 
Harty  William  J— 1  c 
Hull  R  M— £  c 
Inglesby  &  Inglesby — £  c 
Kohlson  Fred— 1 
Merkle  A  J— £  c 
Miller  C  P— £  c 
Moses  C  F— 1 
O'Connor  E  H— 1 
Palmer  &  Cay — £  c 
Reeves  W  A— 1 
Rowland   ft   Rowland — f 

1  c 
Saffold  T  P  ft  T  P  Jr- 1 
Schley  ft  Son— £ 
Schley  Julian— 1 
Seller  Otto->£  c 


Shulha£er  A  S— £  c 

Skeffington  ft   White— f 

Stewart  O  E  ft  Bro— 1  c 

Stith  S  M— I 

Train  W  F  ft  Co— £  c 

West  C  W— £c 

Wilson  W  L  ft  Co— f  c 

SENOIA 
Freeman   &   Amall — i 
McKnight  J  H— £  c 

SMITHVILLE 
Burton  Geo  T— £ 
Chance  Geo  W — ^f 
McAfee  W  F— £ 
Randall  J  H  Ji— £ 

SPARTA 
Burnette  J  D— £ 
Duggan  ft   Berry — £  c 
Walker  ft  Halmes— £  c 

SUMMERVILLE 
Bitting   N    K— £  c 
Edge  ft  Taylor— £  c 

TALBOTTON 
Bardwell   R    N    R— c 
Beall  T  N— £ 
Carraker   N   P— £ 
McGebee  J  H— f 
Ferryman  &  Ferryman — 

Smith  L  W— £  c 
Weston  H  P— £ 

TALLAPOOSA 
Howe  A  V  ft  Co— £  1  c 
Rambo  S  S— £  1  c 

TENNILLE 
Daniel  T  S— 1 
Franklin   H  M— £ 
Gilbert  H   C— £ 
Hatch  B  E— 1 
Lord   Iverson — f  1 
Pritchard  L  J— £  1  c 
Smith  C  B— f      . 
Smith  Roy— £ 

THOMASTON 
Allen  John — £ 
Bethel  T  G— £ 
Birdsong  H  H— £  1  c 
Matthews  ft  Stephens — f 
Riviere  F  D— £ 

THOMASVILLE 
Ball  T  J— £ 
Craigmiles  W  E — £ 
Culpepper  J  T— f 
Evans  J  F— £ 
Gardner   Joe — ^1 
Hansel!  ft  Merrill— £  c 
McLean  K  T— 1 
Mallette    ft    Hargravcs — 

£  c 
Montgomery  J   S — f 
Neel  Bros — £ 
Parker  J  F— £ 
Parker  W  M— f 
Palin  W  A— 1 
Robinson    ft    Robinson — 

1  c 
Roddenberry  Jno-^1 
Smith  E  M— f 

THOMSON 
Barksdale  ft  Montgomery 

— £ 
Forney  A   K— 1 
Hunt  C  F—  £ 
McLean  ft  West— £ 
Morris  &  West — f 
Shields  ft  Morgan — f 

TIFTON 
Grimes  R  C— c 

iohnson  R  H  ft  Co— £  c 
furrow  R  E  ft  Ins  Agcy 
— £ 
Price  J  H— £  c 
Ti£t  T  W— £ 
Tifton  Loan  ft  Ins  Co — 
f  c 


i 


TOCCOA 

Allman  John  I — 1 
Brown   B   P— £  c 
Davis  ft  Davis— c 
Matthews,     Stephens    & 
Wheeleso— £ 

VALDOSTA 
Ashley  J  D— £  1  c 
Blitch   &   Richardson— f 
Cheney  P  M— 1 
Dekle  E  E— £  1 
Harrell  W   N— 1 
Howell  C  K— 1 
Jones   Lloyd — f 
Lang  WiUis— 1  c 
Lewis  J  F— £ 
Peeples  R  A  ft  Sons— f  c 
Peeples  W  D— 1 
Richardson  B  S — c 
Southern  Bank  ft  Trust 

Co— £  1  c        ^ 
Strickland  ft  Roberts-f 
Swindle  J  N— £ 

WARRENTON 
Battle  J  H— f  c 
Evans  J   C — £ 
Fowler  W   H— 1  c 
Lee  James — £ 

WASHINGTON 
Barksdale  R  O— 1 
Barksdale  ft  Irvin— f 
Barksdale  T  J— £  c 
Bovce,   Ficklen  ft  Soor-» 

Bradley  W  R— £ 
Cozart  A  G — £ 
Dyson  J  R— £ 
Ficklen  Bros;-£  c 
Lowe  R  E— 1 

uinn  H  P  ft  Son— f 

mith  R  M— 1 

WAYCROSS 
Bennett  Realty  Co— £ 
Bunn  ft  Stubbs— £ 
Calhoun  ft  Caile— f  c 
Deen  ft  Burnet— f  c 
Goodwin-Peabody    Ins 

Agency — £ 
Harvey  J  D— £  c 
Knight  A  M  ft  Son— £  c 
Lott  D  ft  O— < 
Sharpc  W  W  Jr  Co— £ 
Stanton  V  L — ^1 

WAYNESBORO 
FulchcrWM  ft  Co— £lc 
Guess  J  Er—f 
Herrington  A  J  ft  Co — ^t 
Palmer  F  S— £  I  c 
Templeton   R  A  ft  Co— 

£  1 
Waynesboro  Ins  Agcy — i 

WEST  POINT 
Bronnen  A  S— c 
Huguley  W  G— f  c  , 
Lamer  PhiUp  ft  Co— £  c 

WINDER 
Blasingame  W  L — ^£  I 
Bondurant  F  W  ft  Co— 

£  Ic 
Gregory  C  C— £ 
House  L  A — 1 
Jackson  I  E  ft  Co— £ 
Kilgore  ft  Rad£ord— 1 
Kilgore,  Rad£ord  ft  Moore 

— £ 
North  Georgia  Trust  Co 

Thomas,  Carithera  ft  Co 

— £  1 
Thompson  ft  Co— f 

WRIGHTSVIIXE 
Denh  W  W— I 
Kint  ft  Thompaon    £ 
Mason  ft  Biyui — t  I 
Miller  J  T— 1  c 
Thompson  W  L— 1 


INSURANCE  AGENTS— IDAHO. 
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IDAHO 


BLACKFOOT 

Beebe  C  S-^  1  c 
Buchanan  O— f 
Fisher  C  V— c 
Gagon  G  F— c 
Lee  Wm  A~4 
Mottgomery  W  H — f 
Pu-kinson  &  Stevens — f 
Wright  W  S— £ 
Yoang  W  I^-c 

BOISE 

Arnold  H  W  &  Co— f 
Boise  Title  &  Trust  Co 

— f 
Brace  &  Fuld  Loan  & 

Trust  Co — f  c 
Childs  &  Co— f 
Ensign  &  Ensign — ^f  c 
High  Ira  B— f 
King  S  G— f 
Kutnewsky   Chas  F— I 
McReynolds  &  Whxtson— 

£  c 
Messersmith  Wm  G— •£ 
Perrault  &   Rossi — £  c 
Phelps  E  J— 1 
Roan  H  ^-1 
Rogers  Agency  E  M — f  c 
Shmpard  ft   FaUc— f.  c 
Stein  Edw  Co— £  c 
Tate  Agency — £ 
ThrailkiU  L  W— £ 
Wilson-Smith    Realty   Co 

CALDWELL 

Banks  &  Walker— £ 
Heal  Ralph— £ 
Binford  A  A— 1 
Blatchley  H   I>— £ 
Canyon  Abstract  ft  Trust 

Co  Ltd— £ 
Grouse  T  W-^ 
Cupp  W  R— £ 
DiUe  L  S— £ 
Ftsk  R  R  Realty   Co— f 

1  c 
Griffiths  John — £ 
Hall  Jno  P— 1 
Idaho  Abstract    ft  Trust 

Co  Ltd--£ 
Isham  A   F— £ 
Kipp  F  P— 1 
McVey  W  S— f  1 
Myers  A  I— £  1  c 
Nichol  T  M— f  c 
Tucker  John    A— I 
Wilkerson  W    R— £  1  c 

COEUR   lyALENE 

American  Trust  Co — £  c 
Barton  H  H — f  c 
Binby  ft  Hopkirk— £ 
Edmonds  O  W— £ 
Fitze  &  Gerdes— £ 
Graham  Theresa  M — f 
Lincoln  Land  Inv  Co— £ 
Muncey  R  H — i 
Petersen  Joe — f  c 
Pinkerton,  G  M— * 
Steele  Geo  F— £  c 
Webb  Co  Paul  A— f  c 

HAILEY 

Ball  Fred  A— f 

Blaine  Co  Abst  &  Realty 

Co-«c 
Boone  Frank  S— f 
Boone  S  D— 1  e 
Bradley  F  C—1 
Cements    A-'C 
Curtis  H  G— c 
Ensign  A  W— c 
Gray  B  R— e 
Gray  D   R— c 
Hedrick  J  G-f  c 
Hcydecker  Conl  T-f  1 


McFadden    &    Brodhead 

Sawyer  J  G— 1 

IDAHO  FALLS 
Bartholemy  &  Pettinger 

— £ 
Bowman  F  C— f  1  c 
Briggs  B  J— f 
Bybee   F   M— £ 
Earl  W  A— £  c 
Edmonds   Ralph — £ 
Ellis  J  H— f 
Hanson  W  P— £ 
Hasbrouck  H   J— £ 
Holste  &  Robinson — £ 
Huffakcr  W  D— f 
Huston  ft  Churchill— £ 
Idaho  Falls  Development 

Co— f 
Johansesen  &  Hartert  Co 

— f  1  c 
Knowles  &  Piatt— f  c 
MacMuUin  John — f 
McConnell  W  L— c 
Miller  &  Shuttlcworth— f 
Mulhall  C  W— £ 
Sauer  Adam — £ 
Scott  A  V— £  1  c 
Steele  Wm  J— £ 
Wheeler  W  E— 1  c 
Wright  G  G— f 

JULIAETTA 

Dunlap  S  T— £  1 
Porter  E  W— £  1  c 

KENDRICK 

Atcheson  E  P— £ 
Brown  John   F — f 
Byrne  Thos  P— f 
Helpman  J  B— £ 
Hull  H  P— £ 
Peterson  L  G — £ 
Porter  G  S— £ 
Volhner  J  P— £ 

KIMBERLY 

Breckon  W  F— £  c 
Haves  B  F— £ 
Ridgeway    Carl— c 
Turner  C  G — £ 
Turner  W   H— £  1  c 
Zuck   O   G— £ 

LEWISTON 

Idaho  Trust  Co— f 
Landquist  V— £  1 
Nickersen  John  E — £  c 
North  Idaho  TiUe  Co— £ 
O'NciU  E— £ 
Potvin  &  Pittock  Co— f 
Volhner  J  P  ft  Co-4 
Wann  &  Lomax — £ 
Webb  F  D— £ 

MALAD  aTY 

Davis  R  B— £  1 
Dredge  William — ^1 
Evans  D  L— £ 
Fovey  J  C — 1 
Tones  ted  Jr— £ 
Jones  Uther — f 
Owen  R  T— £ 
Thomas  Albert — ^1 

MONTPEUER 

Gray  G  C— £ 
Hampton  D — ^1 
McClave  E  L— £ 
Ridd  W  H— 1 
Ryan  W  J— £ 
Stuart  E  M — ^1 
SulUvan  R  A— £ 

MOSCOW 

Barge  W  G— f 
Burke  Richard— 1 


First  Nat'l  Bank— £ 
Hunter  Wm— £ 
Lewis  C  ft  M  E  Co— £ 
Melgard  H— £  o 
Ostroot  E  £— £ 
Peterson  Charles — £  c 
Schroeder  J  F— £ 
Tenwick  C  A— £ 
Thompson  Bros — £  1 
Veatch  Realty  Co— ^  c 

NAMPA 

Bloomfield  John  D — £ 
Brace  E  R— £  1  c 
Cowell  J  H— £ 
Hkkev  C  R— £  1  c 
Ingraham  M  V — £ 
Kernoban  F  H — £ 
King  Durward — £ 
Potter  W  D— £  c 
Robertson  E  B— £  1  c 
Stephens  F  G — £  c 

OAKLEY 

Calpin  E   E— { 
Elison  John  A — £ 
Haight  H  C— f 
Harper  W  T— 1 
Howard  L  W— £ 
Howard  T  H— £ 
Jack  W  T— £ 
Randall  J  B— £  c 
Robinson  L  J  Jr — £  1  c 
Strong  C  E— c 
Tucker  H   W— £ 
Wilbum  C  C— c 
Worthingtos  S  P— f 

PAYETTE 

Ackerman  W  P— f 
Albert  M  F— £ 
CaUen  C  F— f 
Chase  D  C— £ 
Hambly  D  D— £  1  c 
Hammond  A   C — £ 
Ireton  C   W— £ 
Lyon  L  M— f 
Maule  Wm— £ 
Peterson  L  B— f 
Thurston  J  S— f 
Wright  A  E— £ 

POCATELLO 

Andrews  J  H  ft  Co— f 
Astle  James — £ 
Bannock      Brokerage     & 

Realty  Co— f 
Bistline  J  M  &  Son— f 
Burrus  Fletcher  R — £  1  c 
Di<^erson  F  W— 1  c 
Gray  ft  Gray — £  c 
Jackson  Jr  Wm    S— £  c 
Johnson  C  J — i 
Jones  T  D — f 
Martin  A  H— £ 
Nielson  N  P— £ 

— £ 
Nixon  S  M— £ 
O'Leary  Henry— f 
O'Mallcy  P  C— £  c 
Phoenix  Wm  G— £ 
Rurbelmann  H  B — £ 
Smith   T  B   Co— £ 
Song  P  E— £ 
Stodcsloger  Roscoe  M— c 
Turner  Theodore — c 
Vestal  T  R— 1 
White  E  C  Co— £  c 
Wilson  R  R— £ 

PRESTON 

Blood  G  H— £  c 
Condie  P  M— f  c 
Crockett  Geo  E— f 
Foes  £  C— £ 
Greaves  C  L — ^£ 
Greaves  J  C— f 
Jensen  J    C— £ 


Larsen  Nephi — i 
Larson  J  N  ft  Co— £  1  c 
Larson  Chas  A — £ 
Smith   A   C— £  c 
Webb  C  E— 1 

REXBURG 

Anderson  James  C— £ 
Comstock  Ross  J— £  1 
Gee  W  E-£ 
Ricks,  Hyrum  &  Co— £ 
Wright  James  R-£ 

SAND  POINT 

Asher  Davis — £ 
Atlas  Realty  Co — £  1  c 
CatUn  F  E^£ 
Edgerton   E  R — ^£ 
Fidelity  Trust  Co— f 
Johnson  Peter— £ 
Lakeside  Realty  Co— £  c 
Northern  Realty  Co  Ltd 

— £1  c 
Parrish  W  M— £ 
Rhodes  J  M— £  1 
Weil  Ignatz— £ 
Whitaker  WUl  F— 1 

SHOSHONE 

Beckett  J  I^£ 
Disney  Frank  F— £ 
Fuller  J  I^-l 
Gwin  Rhine  Realty  (To— £ 
Haddock  Land  Co-^ 
Hame  W  Hail-£ 
Keefer  J— £ 
McMahm  A  J— £ 
White  G-£ 

TWIN  FALLS 

Beauchamp  J  C — £ 
Brunck  D  W-l 
Cocoran  M  B— £ 
Coggins  H  H— £ 
Crouse  R  L— 1 
Denton  D  M — £ 
Fuller  G  C— c 
Garrell  W  F— 1 
Heine  J  H-f 
Hill  ft  Taylor— £  c 
Hoover   Geo   W— £ 
Keel  J  S-f 
Kunkely  D  M— 1  c 
Kunkely  M  W— 1 
Letsch  R  C— f 
Undsey  J  C— £ 
McMartin    C   D— £ 
McMartin  C  S— £  1  c 
Nelsen  H  D-1 
Parsons  C  F— 1 
Pfirman    Franklin — c 
Ripley  ft  Detweiler— f 
Rogers  V  E— c 
Sullivan   D   Er-c 
Swim  Arthur  I^-f 
Thomas  C  I>— f 
White  jr  E— £ 
Wise  J  H— £ 
Woods  T  J— f 

WALLACE 

Featherstone  A  H— £ 
Howarth  J  F  Co— £  c 
Nicholson  A— f 
Rossi  H  J— f  1  c 
Whelan  ft  Kingsbury — £ 

WARDNER 
Jones  T  R— £ 

WEISER 

Gallagher  Jos  T— £ 
Harvey  O  M— £  c 
Lloyd  ft  Son— £ 
McKinney  R  C— £ 
Smith  Jos  T— £ 
Smith  Oliver^ 
Taylor  Chester — £ 
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ILLINOIS 


ABINGDON 

Johnson  Mamie — f 
Shipplett  G  A—f 
Slough  G  K— f 
Wcru  A  E—f  1  c 
White  T  J— f 

ALBION 

Boley  Roscoe — 1 
Bower   Wm — 1   c 
Chism  Frank — c 
Colyer    M — f 
Curtis  C  C— 1 
Curtis   W  L— f 
Ferriman  Geo — f 
Green  G  O — c 
Harris    Herbert — f   c 
Macaulcy  D  A — f 
Marshall   Chas— f 
Ouindrv  S  E—f 
Schroeder  E  A — f  1 
Strawn   H  J— £ 
Strawn  W  R— f 
Walker  A   E— 1 
Woods  Lee — f 

ALEDO 

Emerson  W  D— f 
Holmes  Wm  H— f 
Lorimer  W  A — f 
McDonald  R  J— f 
Morgan  &  Maberg — f 
Rice  A  A—f 
Sample  &  Son— f 

ALTAMONT 

Boyer  Pearl— f 
Dial  J  I^-f 
Geiseking  F— f  1 
Geiseking  W  G— f 
Munzel  P  A—f 
Naumer  Fred — ^f 
Rhodes  J  B— f  c 
Rhodes  T  A—f 

ALTON 

Armour  H  R — f  1  c 
Bauer  J  P— f  1  c 

Beeby  J  J—*  c 
Bennet  F  W— 1 
Blair  Roy^f  1  c 
Degenhardt   C  H— f  1   c 
Dodson  E  A— I 
Fisher  Frank— 1 
Giberson  Ins  Agcy — f  1  c 
Grosshetm  Joseph  G — 1 
Guertler  Peter — f  c 
Lane  G  H— 1 
I-»everett  John — f  1  c 
McKinney  Agency — f  I  c 
Mahoney  M — f  c 
Schlenter  Chas— f 
Smiley    Geo    H    &    Co — 

f  1  c 
Sontag  Wm   &  Son — f  c 
Steck  J  B  Agency — f  1  c 
Snyder   A— I 
Walter  L  E—f  1 
Yeakel  C  F— f 

AMBOY 

Ives   C   E—f 
James  P  M — f  c 
Jamison  Robert — f 
Leach  W   I^f 
Lewis  J  E—f 
Miller  C  P— f 
Vaughan  F  N— f  1  c 

ANNA 

Alden  Robt— f 
Brown  R  E—f 
Parker   R  D  — 1 
Parks    G    C— f 
Phillips  A  J— f 
Richardson  L  G— I 


Roberts  Ins  Agency — f  1 
Roy  T  W— f 
Tuthill  L  B— f  1  c 
Walker  C  A—f  1 
Worthington    J    A—f    1 

ARCOLA 

Bradbury  W  J— f 
Clisby  Tno  R— 1 
Dimond  Bros  &  Co — f  1  c 
Duncan  S  R — f 
Ernst  R  G— 1 
Lentz  S  R— 1  c 
McNally  Miss  B— f 
McLane  A  T— 1 
Midwinter  Thos — f 
Moore  Rice  J — f 
Slaughter  B  L— c 
Snyoer  &  Snyder — f  c 
Tarbox  G  S  &  Co— f  1  c 
Tarvos  Gamaliel — f 
Truitt  D  P— 1 
Wesch  John  A—f 

ARROWSMITH 

Bane  Earle— f 
McClure  Jacob — f 
Raymond  Webber — f  1  c 
Rodman  Jno — f  1 
Scott  H  M— f  1 

ATLANTA 

Bevan   F  S— f 
Crihfield  R  E—f 
Dunham  W  S— f 
Haines  A  O— f 
Hoose  M  M— f 
Stroud  M   E—f 
Sumner  C  A — f 
Turner    C  H— f 
Wall  Delia— f 

AURORA 

Alschuler  G  W— f  c 
Anderson  &  Comer — f  1  c 
Callan  J  P— f 
Chattel  I  B— f 
Currier  R  B— f  1 
Dickes  A—f  I 
Fisk  T   O— f 
Fritz  C  H  &  Co— f  1  c 
Gould  W  N— f  1 
Hassett  M  D— f 
Haviland  Wm— f  1 
Heinz  N  J— f 
Holcomb  R— f 
Holden  T  N— £ 
Jeske  Max— f 
Tojinson  J  L — f  1 
Kclley  Ins  Agency — f 
Kinney  W— f  1 
McWethy  Bros — f   c 
Nobles  Son — f  1  c 
Plummer  Mary  D — f 
Powell.  Reid  &  Smith— f 
Reavell  &  Bernbrock — f 
Riddle  F  N— f  1  c 
Tomblin  N  W— f  1  c 
Wareham  C  H— f 
Warren  J  J— f 
Webb  H  A—f 
Wighel    Wynne — f  1   c 
Wilmarth  A  A—f 
Woolf  M  E—f  1 
Wroughter  C   C— 1   c 

BAKRY 

Crawford  J  K— f  1  c 
Dwire  Thos  F— 
Hailey  Wm  M— f 
Hancock  Frank — I 
Mitchell  J  W— f  I  c 
RetaUic  F  A—f 
Watson  W  W— f  1 
White  W  F— f 
Wike  G  H— f  1 


BATAVIA 

Andrus  D  B— f 
Bailey  Miss  Mary  D— f 
Burke  F  H— f  1  c 
Geiss  John — £ 
Grimes  W  L— f  c 
Johnson  N   L — f 
fcmbell  D  B— f 
Kuhn  J  Paul— f 
Larsen    Hough — f 
Leek  Rev— 1 
Nels  Hermanson — f  1  c 
Pettit  Peter— f  1  c 
Smith  E  S  &  Son— f  1  c 
Young  J  H— f 

BEARDSTOWN 

Condit  &  Condit— f  1 
Garm  R  H  &  Co— f  1  c 
Hunter  Edw  T 
Listman  John — f 
Maney  D  M— f 

BELLEVILLE 

Becker   &   Fleischbein — f 

1  c 
Duvall  R  E—f 
Eidman  O  C— f 
Fleischbein  Chas  P— f  c 
Halbert  Wm  U— f  c 
Kohl   Emil— 1 
Miller  A  F— f  1  c 
Niemeyer  Arthur — ^1  c 
Puderer  F  W— f 
Rebhan   Geo  C — f 
ReheU  M  P— f 
Schott  Edward  F— f 
Siefert  Julius  H— f 
Siefert  Wm  E—f 
Twenhoefel  Co  The— €  c 
Wangelin  H  B— f  1  c 
Weber  &   Sikkema— € 
WuUer  Nic— f 

BELVIDERE 

Balliet  J  R— f  c 
Blester   Wm— f 
Collier  John  L— 1 
Fox  Jos— f 
Fuller  D  A—f  1  c 
Greenlee  W  G— f 
Gridlee  T  C— f 
Hall  Mark  I— f  c 
lies  John— f 
Kirk  W  J— f 
Perkins  Miss  M  D— f  1  c 
Pierce  Geo— f 
Sewell  Chas  T  A—f 
Smith  G  C— f  1  c 
Spacknmn  Chas— f 
Starr  F  W— f 
Tripp  E  H— f 
Wood  Mrs.  Alice— f 
Youndt  N  M— f  1  c 

BLANDINSVILLE 

Ballou  C  E—f  1  c 
Blackhurst  Chas— f  1  c 
Coffman  M — f 
Grigsby  W  A—f  c 
Husten  Geo  B— f  c 
Huston  C  R 
Roberts  Oscar — f 
Voorhees  Elmer — f 
Warner  Chas— c 
Welch   S   F— 1 

BLOOMINGTON 

Ackerman  I  M — f 
Anderson  John  F — 1 
Ashworth  S  R — c 
Bailey  H    F— f  1 
Barnes  &  Co — f 
Bent  H  G— f 
Blair  &  Gilmore— f 
Blair  Wm  A—f 


Boehmer  Joseph — £  1  c 
Bond  Frank— I  c 
Borlini  A  A — ^1 
Bray  C   O— f 
Bray  O  A— 1 
Brooks  &   Garlough — f  c 
Buelow    Frew    W— f 
Bunn  &  Co — f  c 
Byrnes  &  Co — f  c 
Cady  F  W— 1 
Callahan   M    I^-l 
Campbell  N  M— f  c 
Capen*s  Sona— 1 
Chase  Frank  S— f 
aooney  W  B— I 
Collison  C  W— 1 
Costigan  Wm.  F— f 
Cowles  R  A—f 
Cross  Earl   P— f 
Crosthwait  &  Nichols— I 
Darst  Geo  W— f  1 
Dauel  Louis  W — f 
Dickerson   F  E — f 
Donaldson  E  C— 1 
Echols  H  O— 1  c 
Everton  L  C— 1 
Falkingham  J  H— f 
Fleming  &   Chisholm — f 
Freese,  Clark  &  Co— f  1  c 
Gardner   Wm   H   &   Son 

Co— f  1  c 
Gilmore  E  J — f  1  c 
Green  Mrs  E  A — 1 
Hall  Geo  W— c 
Harrison  James  A — f 
Harrison   &   Hall — f 
Harwood   H   C— f 
Harwood   &    Co— f 
Harwood  ft  Howell — £ 
HefFeman  John  F— £ 
Henninger  A  E — f 
Hitchins  R  H— 1  c 
Holland  &  Porter— £ 
Huston  H  K— f 
Hull  R  E— 1 
Humes  H  S— 1 
Ireland   Byron   T— 1  c 
Johnson   I   H — f  c 

Jordan  &  Co— f 
udy  J  H— f 
[eas  Robt  K— 1 
Karr  J  W— 1 
Kinnie   Sage  H — ^1  c 
Lasley  J  F—\ 
La  Teer  J  D— f 
Livingston  A — f  c 
McCord  R  N— 1 
McGilton  Leon — 1 
McKee  W  S— c 
McKee  Frank — c 
Mahaffev   Wm  C— £    c 
Martin  Wm  I^-l  c 
Maurer  F  W— 1 
Mantle  J  H— c 
Miller  J  A—f  I  c 
Miller  S— 1 
Morrissey  M  M — c 
Morton  Chas  E— I 
Munsell  £  A— 1 
Murray  J  T— 1 
Naffziger  M  E—f 
Nine  Chas  E— I 
Oberderfer  E— c 
Ochs  Isaac  E— I 
Pace  F  B— I 
Perry  Logan — f  c 
Perry  &  Myers— 1 
Peters  T  L—c 
Rasor  &  Raaor — i 
Reedy  W  H— f  c 
Reybum  &   Buck — f 
Reyburn  W  E—f 
Sanders  J— f  1 
Sanders  Wm  L — I 
Schmidt  Wm— f   c 
Schwulst  Wm— f 
Shannon  N  J— 1 
Sicksaa  Pauline — f  i  c 


hiiip— t 
s  h—t 


Slniibl  L  F— 1 
Simoer  A  W— I 
Suibcrlud  F  R— f  1  c 
Stiller  Geo  W— { 
Tlam*)  LBS  S«i— f  1 1 
Tfim  Geo  E— f 
Via  Felt  ChM  A— f 


BLUE  ISLAND 
CtrniU  June*— f 
DidenbKh  J  G— f 
HiDDtger  MiniD— f 
KiUnm  F  T  E— ( 
Krfdf  F  e— f 
Kniejer  Chri>ti»» — f 
Sltjer  Geo  P— f 
Primfcr   Broi — I 
Reiaer  Andrew— f 
(todd  W  N— f 
Sclrtiber  Wm— f 
SleiR  Ed«  N— f 
Tmnucnd  A  N — f 
Zuluriu,  UcCord  &  Co 


CUrk  I  M— f  1  c 

lone.  T  A— f 
SunB  C«a — f  ■ 

BUNKER  HILL 
Biker  Tho«  A— (  1  c 
Budd  W  S—{ 
Banaon  Adolf— f 
Go«ch  John  ft  Son— f 
Vtmr  A  E— f 
SaafoTd   T    E— ( 


iry  ChM  E— 
ElTMin  G  H— 
I  W  J— ( 


CAIRO 

AHa  A  «  Son— f  c 
Birclay  p  W  S  Son— 1 
Brown  John  T— (  1  c 
<.ST,d«   &   Kltb-f  I    c 
CbildreM  Geo  B—l 
Dillow  C  A— f  e 
Fmcbter  4  GalliEsn- f  ■ 
GLlbert  E  I,  Co  Ins— f  i  . 
Gillioter  In»  Ag'CT— f  I  < 
Gr»»r*  T  C— 1  c 
Gt«ner  W  P— f  e 
HiUid»T  F  C— (  « 
juliu,  h  A— I 
Stuart  Ednrd  T— (  c 
W.11  J  B—f 

CAUBRIDGE 
AnderMn  Geo  E— f  I 
Arthen*  A  1^-f 
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CAKMI 
Soiemin  Henrf  L — E  1  c 
Coehran  Homo — f  1  c 
Finch  ft  Lelher»— {  I  c 
Hrnrmon  T  H— f 
Her   T   W— 1  c 
jDnea  John  R— I  I  e 
Kem  i  Puree— f  I 
Martin  Mn  W  L— f  1  c 
McCalliitcr  k  Son— (U 
PomeroT  Fr.nk  E— f 
RebRodi   P  R— f  1  c 
Spicknall     Richard     Ji 

CARBOLLTON 
Bowtnim    Edwd — I 
Curnotti  E  Z— £  1 
Dte»»el  Dr-^ 
Eduird.  J  R— f  I   e 


Hinlcm  &   Beam— f  ] 
Htdd  C  T— f 
Krnkle    B    F— f  d 
Hipjlcr  broeit — I  c 

M'rt5»kon  John  W— f  ■ 
Sh«ff  John  A-r 
STreplf*  A  C— [  c 
TaTfor  B  H—t  0 
Tendick  Mri.  Jokn— ( 
Thompson  Ftrd— f  1 
Thompjon   Lewis— f  1 

V,>I:d"'E— "c 

CARBONDALE 
Atkins  W   3— ( 
Caldwell  A  S— f 


RobertKHi  J   J— f 

Schwarli  Gec^f  c 
Smith  Clyde— i  1  c 
Smith  T  B  F— f  c 
Spiller  A  ^-f 

CARLINVILLE 

C«w  G«WE^  E— ( 
DiTid  A  G  ft  Co— f  e 

David  Hden— f 
David  S  W—f  1  c 
Heini  Henry— f  c 
Homer  Toho— f 
Homer  Kate  M— f 
Hughe,  T  P— f 
".ilse  Wm  R— f  1 
0-NeiI  Ed— I 
Oeltjen  Fred  G— f 

SWp'wilbuJ^ 
Weiiermeier  C— f  1  e 


Hidnein  F— 1 
Hilme)  T  B—f 
Jones  H  O-f 
Krebi  J  M— f 
Murray  H  V-f 
Niehoft  A  O-f 
Niehoff  H  A-f 
Norris  W  H— ( 
Schaeler  Paul  V-f 
Weber  H  G— f 
Wuller  Jobn  B-f 


Kerch  John  O— f 
Muller  Herman— f 
ShuU  F  U— f 

CHAUFAIGN 
B«en   ft   Ctinkcnbetrd 
-oyer  H  B—f 


°Yi' 


Hodcei  B  C— f  c 
Linder  Orde-^ 

Rernalds  Oicar  P— (  I 
R^ert.  F  M— f  e 
Robinaon    R   C— f 
Schafer  H— f  I 
Varble   Rajr— f 
VivtU  Oaeir  H—t  1  e 

CARTHAGE 
Aleafaire  Ceo— f 
BalrdJ   D— I 
Booi  Willie— 1  e 
Cain  Carl— f  c 
Crawford    Josephine — I 
Dunn  T  F— f 
Fetrii  S  H— f 
Green  Joah — t  c 
Helfrich  Leo  L— f 
jama  C  A— f 
MsyoT  Irving— f  I  e 
Narlor  Samuel  Jr— f 
PlSner  J  S— f 
Saer  R  W—f 
Strader  D   S— t  1 


CASEY 
Adami  B  L— t  o 
Army  J  J—'        , 
Brewer  Bert  T— f 
David  W  J— f 
Dixon  J  W—f  e 
Fitipatrick  R  B— t  e 
Crisafflore  T  H—t  c 
Hawkini  W  E-f  1  c 
Robertian  ft  Ruffoei^t 
-      ■  ■    D  R— (  e 


Cimpliell  R  M— t  c 
Car^ilieii  G  E— t  I  e 
"      Tun  W  H— f  I 
-,.,.iiii  G  H— f 
Eaglrlon    C    M— f 
Pl:,r,Kan   J    A-^f 
Gnrdntr  i  Bowman— f  c 
Clrnn    L    I^f 
■■      :k  R  E— f 


Hiiglirs  S  K— f  I  c 

"       hin™  E  J  a  Son- 

well  C  L— t  I  e 

Michael  J  J— f  1 
Miller  H  M— f 
Maoier  ft  Morriuey — tic 
Percival  A  L~f 
Price  Walter— f  e 
Roberta  C  J— f  1  c 


§:"., 


-Safer  ft  Dolan— t 
Sbater  G  O— f 
Sherfy  Hiu  F  8— f 
Sin,huBch  A  C— f 
Smedley  F  R— 1 
Spaldini  W  P— ( 
Sperrr  ^  H— f 
Sullivan  Wm— T 
-      mel!  D  G— f  !  c 


CHARLESTON 
Ale-snder  R  C— f  c 
BerUcT  T  M— f  c 
Bidle  bavid— f 
Burketl  E  A— t  I  c 
Charleiworth   F  C— t  1 
Digby  C  C— f 
"— ildKin  W  S— f 

™ell  F— f  1 

.t  T  A— j  c 
_.,  e  Sam— f 
Hallowell  H  F— f  i 


Heii 


RoKbroujcfa  D  R 

Shimer  Geo  F— ; 

ig  D— £ 


CENTRAL!  A 

Andrews  Truman- 1 
Bundy  F  W— t 
Bundy  j  J— f 
Surge  W   M~f 
Condit  S— f 
Eniliib  B  M— t 
Grag  Jsmea— f 
Hahn  \Vm  F-f  1  c 


Kurlh  O   B 


— f 


Messick  H  H— .  - 

:::  ..  c  n- 1  i  c 

Roiebraugh    &     WLlIon 


Sheri  A  W— t 


CHENOA 
.___)tt  W  G-f  c 
Ballinger  Fred — f 
Ballinger  Byle— f  I 


Lyon  W  E  C— £ 
MirahiU  C  P— I 
Melveny  W  E  O— f 
Noleman  F  F— f 
Parkintoa    Mil*   ZetU— 4 
Pfall  Fred— I  c 
Rebe  M— f  I  e 
Bobertwn  D  8 — ( 


■Ilinger  I 
lu  C  W 


Eakin  John  H— f 
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CHICAGO 

A.  F.  SHAW  &  COMPANY 

INSURANCE  EXCHANGE.—1 76  West  Jaokson  Street 

INSURANCE  OF  EVERY  DESCRIPTION 

On  risks  where  Surplus  Line  insurance  is  required,  large 
ameunts   can    be   eared   for   In    Kesponslbie   Companies. 

Special  facilities  for  arranging  large  amcunis  of  Insurance 
with  GUARANTEED  UNDfeRWRITERS  at  Lloyd's.  London. 

Automobiles,  Tourists'  Effects,  Trophies,  Valuable  Musical  Instruments,  etc.,  insured 

under  liberal  Floater  Forms  at  Lowest  Rates. 


ILL.— Con. 

CHESTER 
Beare  N  £— f  1  c 
Clemens  £  S— f  1  c 
Gflster  Fred— f  1  c 
Harmer  Mrs  S  G— f 
Herman  Walter— f 
Miller  W  H— £ 
Nesbet  H  B  &  Co— f  1  c 
Nixon  John— >f 
Staly  CTL— f 

CHICAGO 

Adderly  J  C  &  Co— f 
Adlcr  S  J— 1 
Affeld,  Tonk  &  Co— f 
Aiken  W  J— c 
Alexander  W  A  &  Co— c 
Alford  &  Blaker— c 
Aim  Harry  R— 1  c 
Anderson  C  H—l 
Andrews  E  E— I 
Anguera  £dw  de— c 
Angerman  G  C-r-1 
Appier  C  E- — c 
Arnold  A   C— c 
Auten  A  O— c 
Awde  A  E^l 
Badgerow  Co— c 
Baker  J  W— f 
Bale   H   B — c 
Barber  C— 1 
Barnard  &  Co  E  E— f 
Barker   L   A— 1 
Barnett   T  G — ^f 
Barr   S   M— 1 
Barry  T  F— 1 
Bartholomay     Ins     Office 

Bates  Roy  S— f  1  c 
Bear    Sidney — ^1 
Bennett  N  J— f  c 
Bishop  C  N— f 
Bishop  L  Brackett— 1 
Blaker  C  J  &  Co— f  c 
Blauvelt  A— f 
Blount  F  M  &  Son— c 
Bokum  N   H—l 
Bonfoey  L  P— c 
Bonney  C  F— c 
Braddock  L  J— f 
Brennan  Geo  E— c 
Brummel   Bros — f 

EfUblUhMl  1885 

CHARLBS 
BROCK-JORBS  ft  CO. 

Sirptas  Liies 

loBorance  Bxchaofe 

Chicago 


Orsanized  I9a  Phon*  4595  WabMh 

iMemben  Ghlcaso  Board  of  Underwriters 

BROWN,  ANDERSON  &  Y0UN6,  Inc. 

INSURANCE  OF  ALL  KINDS 

BIndIno  facllltlM  for  excttt   Unas  •(  any  Doint  In  U.  8 

INSURANCE  EXCHANGE 
175  WEST  JACKSON  BLVD..       -        CHICAGO 


Buchanan  J  A — c 
Bullen  Chas   F— 1 
Burch   W   A— 1 
Barrows  H  V— f 
Byrne  &  Co  T  J— f 
Cahill  &  Dickinson — 1 
CaldwcU  J  T— f 
Calkins  R  A— 1 
Callender  J  E— c 
Cameron  P  F  &  Co— f 
Cameron  W  F  &  Co— f  c 
Campbell  J  A — ^1 
Carlson  Jno  M — f 
Carmack  E  H—l 
Casey  A  J— 1 
Castor  H  C— 1 
Chambers  Wm — 1 
Chamberlain  A  R — ^1 
Chapman  W  A— f 
Chase  Sam'l  T— 1 


Crawford  W — ^1 
Critchell,    Miller,    Whit- 
ney &  Barbour — ^f 
Cunningham   R  M — f 
Cunningham  Secor — f 
Curran  O  P— 1 
Curtis   Chas — 1 
Dalmar  Hugo  &  Co— f  c 
Darling  Ira  C  &  Co— f  c 
Davis  A  T— £ 
Davis  C  C— c 
D?ivis  C  W— f 
Day  D  A — ^l 
Dean  A  F— ^f 
Delano  C  H— f 
Devcr  H  A— £  c 
Dickson  Geo — c 
Dore  W  N— c 
Doyle  W  J— c 


Chicagfo    Inrarance   Agfencies,   Inc. 

/  WiI«y»Macill  A  Johnson    \ 
^  RoffMTs  A  Rolio  / 

RtprsssnUno 
American    Central^  Commerce:  Fidel! ty-Phenix;  Ins. 
Co.  State  of  Pa.;  MmnesotaUnd.;  Milwaukee  Mechan- 
ics; Pennsylvania;  Providence-Washington;  R^yal. 

Insurance  Exchange  Chicago 


Childs,    Young   &   Wood 

Claric  C  C— f 
Claypool    R   E— c 
Cleveland  Chas  B — 1 
Cleveland  J  D— f  1 
Coar  Geo  F— c 

Cochran   J   W— f 
Coffey  J  J  &  Co— f 
Collins   Arthur— c 
CoUins  E  1— c 
Collins  S  T— f 
Conkling,  Price  &  Webb 

Cook  E  B— 1 
Cooper  C  E— 1 
Cooper  Thos — ^I 

Corlies  &  Ooidt— f 
Cory  John  D  &  Co — f 
Coughlin  J  G— i 
Cox  P  J— 1 


H.  de  Rotde  &  Co. 

Insurance 
Agency 

losnrance  Exchanfe 


I 


DOUGLAS  BROS. 
&  RICE,  Inc. 

SURPLUS   LINES 

insurance 

Re-insurance 

182S  Insuranos  Cnliangs 

CHICAGO,  ilX. 


LONDON  ft  LANCASHIRE 

FIRBIN&OO. 

ORIENT  INSURANCE  CO. 

LONDON  ft   LANCASHIBE 

GUARANTEE  ft  ACd- 

DSNTCO. 

CkarlesCBtx^ltr. 

19  8a.  U  Silie  Smcl,  Chic^ 

Drake  D  G— 1 
Dreibus  O  J— 1 
Dugan  A  G—{ 
Durgin    T    E — 1 
Earl  L  G— f  c 
Early  Frank  A— £ 
Eckel  Chas  H— c 
Eddy  H  C— f 
Eldredge  Chas  H— c 
Eleil  &  Loeb— f 
Elwell   N— 1 
Emerson  J  H — ^l 
Enger  &  Bamett— f 
Engatfeld  G  C— c 
Farraday  W — c 
Patch  E  P— c 
Faulkner     &     Ettelson— 

f  1  c 
Ferguson  Bernard  A — ^1 
Fisher  Geo  M— £ 
Fornoff   H—l 
Forrest  Geo  L — c 
Foster  F  I^— 1 

Foster  G«o  R  ft  Co— c 
Fox  H— c 
Fraher  J  J— 1 
French  Geo  T  &  Son— c 
Fugit  M  W  ft  Co— f 
Funkhouser  M  L  C— f 
Gadsden  &   Kohu — f 
Gage  J  S— 1 
Gaflagher  T  E— f 
Garvin  Geo  E— 1 
Gehrke  Geo— c 
Gelderman  W  M— c 
Gerrish   &   Mackie— < 
Gilbert  Geo  A— f  c 
Gilbert,    Swanson   ft    Co 

— f 
Ginsburg  E— c 
Giradin  Jules— 1 
Glidden  H   H— f 
Gobel  Harry— f  c 
Goldsmith  S  H— c 

Goodman  Thoa  ft  W  .^—f 
Goodwin  E  M— c 
Graham  A  J — c 
Graham  A  T— f 
Greenbaum  H — I 
Greenbaum  S— c 
Griffiths  J  C— f 
Grogan  M  J — c 
Gumey  A  G— 1 
Guston  G  C— £ 
L  M— c 
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MOORE,  CASE,  LYMAN  &  HUBBARD 

Insurance  Exchange,  Chica|(o,  HI. 

LARGE  WRITING  CAPACITY   PROMPT  SCRVICC 

UIIFOU  Fin  OF  CONN.  PMBNIX  OF  CONN.  BQUTTABLB  F.  ft  H.  OF  I.  L 

ST. PAUL  F. ft H. OF mNN.  CITIZENSOFMO.  CENTIttY OF EDDaUIGH 

NATIONAL  FlIE  OF  CONN.  N1A6AIA  DETiOIT  DND.  lAITFOID  ACODBNT  ft  IND.  CO. 

LMMN  ASSmtANCB  COtP.  FIANUJN  FIBB  OF  PIILA. 

Commissioos  allowed  non-resident  Biokeis  and  Agents  on  Insurance  on  Chicago  properties 

Rate  schedules  furnished  and  inspections  made. 

Surplus  lines  written  in  larce  stock  comimnies  and  Lloyds,  London 

Cntchell,  Miller,  Whitney  &  Barbour 

INSURANCE  EXCHANGE.  CHICAGO 

SOLE  AGENTS  FOR 

Phoenix  of  London,  Eng.  Sprinj;field  P.  &  M.  of  Mass. 

Commercial  Union  of  Eng.  Amencan  of  Newark 

Camden  of  New  Jersey  Commonwealth  of  New  York 

Security  of  Conn.  United  Piremens  of  Phila. 
Imperial  of  New  York 

We    ^ivrlte    all    classes   of    Insurancie 

FRED.  S.  JAMES  &  CO. 

175  WEST  JACKSON  BOULEVARD,  CHICAGO 

Connecticut  PIre  Insnrance  Co.  of  Hartford  Merchants  Fire  Afanrance  Corporation  of  New  York 

FldcUty-Pheniz  Fire  Insurance  Co.  of  New  York  Calumet  Underwriters 

Mechanics  &  Traders  Insurance  Co.  of  New  Orleans  North  British  &  Mercantile  InsdKnce  Co.  of  Buslaad 

British  America  Assurance  Commuiy  of  Toronto  General  Insurance  Co.  of  Paris. 

National  IHre  Insurance  Co.  of  Hartford  Casualty  Companr  of  America  of  New  York 

German  Allianrr  Insurance  Co.  of  New  York  National  Surety  Company  of  New  Yoric 
Binding  Contract  with  Guaranteed  Underwriters  at  Lloyds,  London 


Surplua  Lino  D^iartmont  for  Contra!  and  Wostorn  Statos 

Central  Insurance  Co.  of  London  Bssex  &  Suffolk  Equitable  Insurance  Co.  of  Bngland 

I«C(sl  Ins.  Co.  of  London  Gresham  Fire  &  Accident  Insurance  Society  of  London 

N«w  York  Offloe,  1 28  William  8treot  All  Kinds  of  Insurance 

INdlAJFtSH  &  lyT^Tj-TnTsr-NrA-NT 

INSURANCE  EXCHANGE.       «       «       CHICAGO 

KBPRBSBNTING 

AOianoe  Insnranoe  Company.  Philadelphia  Insurance  Company  of  North  America,  Philadelphia 

Continental  Insurance  Company,  New  York  London  ft  Lancashire  Fire  Ins.  Co.,  Liverpool 

£«nBecs  Fire  Ins.  Co..  York,  Pa.  Philadelphia  Underwriters,  Philadelphia 

ndelity  Undcrwriten,  New  York  Zurich  General  Accident  &  LiabiUty  Ins.  Co. 

geAssodation.  FhiUidelphia  (LiabiUty.  Auto.  Accident,  &  Health) 

raemans  Fund  Insurance  Co.,  San  Francisco  New  Jersey  Fidelity  &  Plate  Glass  Ins.  Co. 

Ccnnan  American  Insurance  Co..  New  York  (Plate  Glass) 

Gcnnan  American  Fire  Insurance  Co..  Baltimore  National  Surety  Co..  New  York  (Burglary) 

SURPLUS  LINES  AND  AUTOMOBILE  INSURANCE 

Lloyds  London  and  Stock  Gmipanies 

„.  Now  York^l9  Codar  Street 

Ninneapoiis-4M  Nicollet  Are.  Lendon— 33  Leadenhall  St.  Duluth— «14  Superior  St. 

MoBtfoal— 17  St.  John  St.  Denver— 1615  California  St. 
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ROLLINS-BURDIGK  &  HUNTER  CO 


CHICAGO 
175  W.  Jaokson  Blvd. 


NEW  YORK 
59  John  St. 


REPRESENTING 


Globe  &  Rutgers  Fire  Insurance  Co. 

Rochester    German    Underwriters    of    the    German 

American  Insurance  Co.  of  New  York. 
Pacific  Pire  Insurance  Co.  of  New  York. 
Stuyvesant  Insurance  Co.  of  New  York. 
Hamilton  Pire  Insurance  Co.  of  New  York. 

Zurich  General  Acddent 


Insurance  Underwriters'  Agency  of  the    Insurance 

Co.,  State  of  Pennsylvania. 
Buffalo  German  Insurance  Co.  of  New  York. 
Millers  Nat'l  Insurance  Co.  of  Chicaffo. 
Reliance  Insurance  Co.  of  Pennsylvania. 
Nat'l.  P.  &  M.  Insurance  Co.  of  New  Jersey. 
&  Liability  Insurance  Co. 


Binding  Contraeta — ^Uoyds,  London 
Surplus  LInaa. 
ConiRklaalons  Paid  to  Non*Raaldant  Brokars  and  Acanta. 
Wa  writa  all  eiaaaaa  of  Insuranca. 


ILL. — Chicago,  Con. 

Habel  &  Woessner— f 
Haines  J  M— c 
HaU  W  G— f 
Halle  E  G— f 
Hallweger  T  F— c 
Hammond  L  D  &  Co — f 
Hancock  F  A — c 
Hansen  H  M— f 
Harless  W  W— f 
Harvey  Geo  M  ft  Co— f 
Haskell,  MiUer  &  Co— f 
Haut  John — 1 
Heim  Ernest— f 
Hematreet  W  J  &  Co— f 

Horrick  Aueiback 
&  Vastkie 

IN8UIIANCE 

IN  ALL  ITS  BRANCHES 

Insiiraiict  Exchangt 
CHICAGO 

Herrmann  Geo  &  Co — f 
Hess  Geo  R  &  Co— f 

Heublein  C  M— 1 
Higgins  W — 1  ^ 

Higley  Chas— f 
Hifi  Wm  E— f 
Hintzpeter  H  C— 1 
Hoagland  W  L— f 
Hobart  &  Gates— 1 
Hobbs  H  W— 1 
Hodge  H   B— c 
Hogan  Chaa  J— 1 
Holmes  F  F  &  Co — f 
Holmes  W  E  &  Co— f 
Howes  B  C — 1 


R.  W.  HOSMER  & 
COMPANY 

INSURANCE 
of  all  kinds 

INSURANCE  EXCHANGE 
CHICAGO 

Huncke  Cart — ^f 
Huncke   O   W— c 
Hunt  Fremont  H— 1 
Hyman.     Hutchinson     & 

Thackery— c 
Ingalls  H  H— f 
Ingram  E— 1 
Ireland  J  R— 1 
Jackson  j  W — 1 

racobs  W  F— f 

Fames  Fred  S  &  Co— f  1  c 

anney  J    W — 1 

'enks   M    L— c 

ohnaon  O  W— 1 

ones  Fred  £  R— f 

Toyce   &    Co— c 

.endall  J  &— 1 
Kinney  E  D— f 
King  Carl  D — c 


Klinke  A  W  &  Co— f 
Knight  Jos  C  &  Co— f 
Khowlton  H   B — ^1 
Knox  Thos  M— 1 
Kohts  L  O— f 
Kramer  Herrman->1 
Krause  P  J — ^1 
Kress  W  G— c 


Kuhns  &  Pon< 
Lampert   &  teller— f 
Lamson  G  W— 1 

Royal  Insoranee  Co. 

(LInlttd) 


Geo.  W.  Law 

MANAttan 

Roytl  InturanM  BulMng 
CHICAQO 

Lawson    F   W^< 
Lawson  W  M — c 
Lemay  W  G  &  Co— f 
Letterman   &   Chamberlin 

— f 
Letton  H  W— f  c 


KLEE,   ROGERS  &  CO. 


RCPIIKSCNTINa 


Prussian  National;  Svea;  Atl4U  Assurance  Co.;  Nether' 
lands  Pire  fir  Life;  Liverpool  6*  London  6*  Glebe,  Bug.; 
Assurance  Co.  of  America;  Westchester  ofN.  Y.;  Massa^ 
chusetts  Bonding  6*  Insurance  Co.;  Globe  Indemnity  Co.; 
Pederal  of  N.  J.;  Providence  Washington,  for  Parcels 
Post  and  adotor  Boats;  Lloyds,  London. 


176  W.  JACKSON  BLVD. 


CHICAGO,  ILL 


Lewis  I  J— f 
Ltndauer   Max — I 
Loeb's  Ins  Agency— f 
Lorenx  F  A— 1 
Lust  Geo  F— 1 
Lyman,  Richie  &  Co— fc 
Lynas  Thos  R— 1 
McCabe  &  Henglc— f 
McCanr  C  J  &  Co-1 
McCasIin   Paul— c 
McCrae  A  l^-i 
McCune  J  D— f 
McGillen  John  k  Co-c 
McGUUcudy   D   M— 1 
McGregor  P  D  &  Co-f 
McKee  &  McKechney-c 
MacLean  Nelson  R— c 
McKenna  John— c 
McLeran  G   R— 1 
McGuire  G — 1 
Mclntyre  Miss  J  C— 1 
Magill  Henry  P  &  Co-f 
Manning   Geo    R— c 
Marsh  ft  McLennan— fc 
Martin  John  D  ft  Co— f 
Mason  F  B — 1 
Maveridc   M — 1 
Meeker  Chaa   W— c 
Meeker-MagTier  Co— f 
Merchants    National    Ins 

Agency— f 
Merrill  T  B— I 
Meyer  J  H— 1 
Mills  Joa— 1 
Miller  W  A— c 
Mitchell    EUxabeth   M— 1 
Monahan  W  F— 1 
Montgomery    Geo    W   ft 

Co— f  c 
Moore,    Caae,    Lyman   a 

Hubbard — f   1  c 
Moore  Geo  C— f 
Moore  J  J — c 


O.     O  L.  A  R  K 

INSURANCE    EXCHANGE— CHICAGO 

WESTERN  DEPARTMENT— ARLINGTON  FIRE  INS.  CO. 
GEN'L  AGT.,  ILL.  AND  WIS.— CINCINNATI  UNDERWRITERS 
COOK  COUNTY  MGR.— ARIZONA  FIRE  INS.  CO. 


REPRESENTING 


Arlington  Fire  Ins.  Co. 
Arizona  Fire  Ins.  Co. 
Buckeye  National  Pire  Ins. 
Columbian  Insurance  Co. 
Cincinnati  Underwriters, 
Eureka  Fire  and  Marine 
Security  Pire  Ins.  Co. 


} 


Washington.  D.  C. 
Phoenix.  Anz. 
Toledo,  Ohio 
Indianapolis,  Ind. 

Cncinnati,  O. 


Facllitlai  for  handling  Exeats  LInaa  and  Ralnauranea 
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JOHN  NAQHTEN  &  CO. 

ESTABLISHED  IM3 

INSURANCE  EXCHANGE,  176  W.  JACKSON  BLVD.,  CHICAGO 

LOCAL  AND  GENERAL  AGENTS  FOR 
Royal  Etthang*  Amrance  of  London 


Northva  Inntfnnoe  Company  of  Now  York 
WMtdMStor  Pira  insaninca  Co.,  N.  Y. 


Concordia  Firo  Int.  Co.,  of  MOwankea,  Wla» 
Dolawaro  Underwritors 


GENERAL  MANAGERS  FOR 

HETROPOLITAN    FIRE   INSURANCE  CO.  OF  CHICAGO 


Ttbfhono  Wabaih  1130 


Antonatic  S80-32 1 


Moore  R  C— 1 

Morrell  Fred — 1 

Morrill  E  H— « 

Morrison  &  Blew — c 

Morrison  k  Miller— c 

Morrison  A   D— c 

Moss  M  F— c 

Munger,  Vokoun,  Wet- 
more  &  Witherbce — 
flc 

Murray  H  W— f 

Napier  R  A  &  Co— f  c 

Naghten  John  &  Co— f 

Arthv  S.  Nathan 
ftConpaay 

IMS 


Chieago 


Nelson  Elon  A— 1 
NelKMi  N  A— 1 

NEWBURQERANDCO. 

IsfNistatht  AgSBli 

Mint  f,klL  flf  tetania I«ir> 
liw  taapAirs  lin  Ins.  (k 
8u  Usftewritan  icraoT  cf  lendoa 
fnmn  Itlional  bs.  Ot.,  IMtin, 


(WmtilMtivi;  lostoa,  Hssi. 

mui'n  noiAifti,  wt*  lo.  vm 

Newton  C  A  &  Co— f 
Norris  J   S— 1 
Oats  J    F— 1 
Oliver  H    R— c 
Oldenburg  A  C— 1 
Oiborn  F  H  &  Broa— f 


Oxnam  W  C— f 

Palmer   R   F— 1 

Parker,  Aleshire  &  Gar- 
diner—f 

Pegram  H  C— c 

Phiater  W  B— c 

Pick  Geo— 1 

Pogge   Chat  F— c 

Porter    C    J— c 

Powell  W  C— c 

Prindville  &  Co— £ 

Pumell,  Conover  &  Dud- 
ley—f 

Pruyn  T  R— c 

guint  A  M — c 
andall  N  B— c 
Rawle  R   R— c 
Redmond  J  W— « 
Reif   E— 1 
Rennie  A   S — ^1 
Richarda  Guy  A  &  Co — 

f  c 
Richardson  O  D— 1 
Richardson    Wm    &    Son 

— f 
Right  C  C— c 
Roberta  Geo  W  &  Son — f 
RoberU  O  F— c 
Rockwood-Badgerow     Co 

Roddick  J  B  &  Son— f 
WlLr.lOUO      ¥.BII¥IBtTIR 


1859 

Rollo,  Wobttir  &  Co., 

2121 


buRvnee  in  all  its  branohss. 
Brdnn^  s^ooiints  soli«ited. 


•ftfesNadaatf 


Rosenblatt  S  J— 1 


Ross  Taa  L  &  Co — f 
Rosa  R  H  &  Co— f  c 
Rye  Fred  A— £ 
Sabin  E  T— 1 
Sabin  R  H— 1 
Sackett  R  £—1 
St  John  E  A— c 
Sanborn  W  G— 1 
Saur   Carl— c 
Sautcr  Fred  J— f 
Schmidt  A  X— 1 
Shaw  A  F  &  Co— £  c 
Shepherd  John — f 
Shielda  Thos— 1 
Shillito  P  B— c 
Simons  Wm  W— < 
Sinai   B  J— 1 
Skelton  J  L— £ 

Smith   Eara— 1 
Smith  J  B— 1 
Smith  Jesse  E — 1 
Smullen  A  &  Co — £ 
Smyth-Coambs    Co— £ 
Sonnen  W  J— £ 
Snow  Jas  C — 1 
Speck  Geo  W— 1 

Stukmlte  &  Shiplij 

(Inc.)  '   ' 

Fire,  Hirlne 
and  Cisnalt;  Insurance 

OBDRAIOl  nOIilU  BLDO. 

(See  Pronndence,  R.  I.,  Boston, 
Mass  -        - 


List.) 


and  New  York  Qty 


SUucb   Geo — ^1 
Stauch   Martin — c 
Steele   W   Lr-i 
Stewart   W  H— c 


Stoffels  O  A  ft  Co— f 
Stone  C   A — 1 
Strong  Jos  H — 1 
Stuart  G  D — c 
Sullivan  W— f 
Switzer  E  H— 1 
Ta£t  &  Rockwood — t 
Tate  W  W— 1 
TeaU  Edward  M  &  Co— f 
Teller  M   M— 1 
Tennant  Robt  G  &  Son — 

fl    c 
Thackery   T   W— -c 
Thomas  Geo  K — c 
Thompson  C  H— £ 
Thompson  F  R— £  1  c 
Thompson  T  W— c 
Tillotson  E  W— c 
Torpe  A  Jr  &  Co— f 
Touhy  S  Kogera— £ 
Tramel  Geo— 1 
Travis  C   M— c 
Ullman   A  I— £ 
Vail  Chas  W— 1 
Vastine  &  Grogan — £  c 
Wadsworth    Chaa— 1 
Wagner 
Waibe 
Walker 

Wallace  B  L— c 
Waller,  Chandler  ft 
Warner  H  S— c 
Warren,  Moore  &  Jonea 

— £ 
Watkins  L  H— c 
Wayne  H  L  Co— £ 
Webb  L  H— c 
Wdl  A  V— 1 
Wemhoener  L — f  c 
Westenberger  J — 1 
Weaterhold  W  J— c 
Wetzel  Chas  A— 1 
White  Chaa  A— c 
White  H  M— 1 


swortQ    (^naj 
ner  J  T— c 
)el  I   E— £ 
cer  H  H— f 


Gray 


George  W.  Chllda 


Frank  K.  Toang 


Donald  M.  Wood 


CHILDS,  YOUNG  &  WOOD 

Insurance  Exchange  Chicago,  Illinois 

INSURANCE  IN  ALL  ITS  BRANCHES 

Royal  Indemnity  Company 

Providence  Washington  Insurance  Company 

Westchester  Fire  Insurance  Company 

Glen  Falls  Insurance  Company 


1 
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ILL. — Chicago.  Con. 

WhiUock  R  J— f 
Whitney  B— 1 
Whitney  R  S— 1 
Wickes  P  L— c 
Wilber  H  P  &  Co— f 
Wilcox,   Peck  &  Hughes 

Wilder  W 


WILE,  LOEB  a  6UTMAN 

IqatMitiiiff:  ladMB  ft  luaioh  flrib 
Qtr.;  Oi^  oiMV  York,  I.  T.;  Cinoin- 
natiUiidtrvritinofO.;  lorthBrit. 
ft  Mffo.  of  Inf.;  PaUtiM,  ltd.  of 
loBdn:  8t«rli]if  Rnef  Ind.;  Vt.  F.  ft 
H.  flf  RukBoM:  Ini.  Oo.  of  lo.  Aoi.; 
Uaitod  SUtM  lidaaty  and  Gunnty 
Oo.  (BnnrUrr  aad  LiabilitT  Int.)Q«ii. 
Ack  te  10.  of  th«  lev  fork  Pii^ 
WMlBa.Oo. 
1921  Insunnse  ExdwnM 
175  West  JackMii  Blvd. 

Williama   K   G— I 
Witkowsky  &  Co— f 
Wittckind  G  F— f 
Wood  T  P— c 
Wrenn  Evcrt»— 1 
Wright  H  D— 1 
Wyman  k  Palmer— 1 
Yager  L  E  &  Co— f 
Young   ColKn*— c 
Zaneia  Geo  F — c 

CHILUCOTHE 

Daugherty  Jas  W— «   c 
Mitchell  E  A'-i  c 
Mitchell    Wm    A— f   1    c 
Pettett  H  C— £  c 
Titus  J  A— f 
Zinzer  &  Scheeler — f  1 

CLINTON 

Argo  George — f 
Bamett  A— f 
Bentley  E  B— f  c 
Bright  John— { 
Bryant  Chas   F— 1 
Campbell  H  A— f 
Carter  William  T— f 
Danks  NeUie— f 
DeBoice  Benj — f 
Hand  J  T— f 
Hinchcliffe  Morri»— I 
Hoff  Grover — f  e 
Hughes  Warren — { 
Ingnam  Leonard — f  c 
Klarr  Adam — ^f 
Lewis  Edwin  J— f  e 
Luttrell    Tames — f 
McArthur  Nellie  T— { 
Manrel  George    l 
Miller  A  F— f 
Mflligan  T  E— f  1 
Mitchell  £  B— f 
Morelan  Andrew — f 
Nichols  Geo  F— f 
Poland  O  H— f  1 
Robb  G  L— f 
Rolofson   ToHn   T — f  c 
Sumners  J  R--f 
Sweeney  E  J— f 
Wilson  Raybum — f  e 

COAL  CITY 

Bennett  H— f 
Campbell  Toseph — £  1  e 
Young  L  K— 4 

COLLINSVILLE 

Bardsley   E   C— f 
Chandler  N  W— f 
Holzweg  &  Thomas— £ 
Kneedler  &  Look — f 
0*Farrell  Tony— £ 
Schurmann  &  Co  Henry 

;— f  c 

Simpson  Edw  &  Co— I 
Smith  John  F— f 
Vigna  John — f 


COWDEN 

Moore — f  1  c 
Prater  B  E— f  c 
Zeigler  Chas  E— f  c 

CRESCENT  CITY 

Harwood  L  C— £ 
Hotaling  R  H— £  1 
McDermott  P— f 
Nightinsale  W  R— f 
Ruble  u  L— f 
Schwer  L— £ 
Sternberg  John— f 

CUBA 

Applebee  J  O— f 
Cole  F  H— £  c 
Herbert  J  E— f  1  c 
Lane    K— f 
Marshall    Wm— £ 
Snively  G  E— f  c 
Taylor  C  I>— £ 

DANVILLE 

Adams  Ins  Agency— •£  c 
Covey  A  B — ^x 
Davies  F  L  &  Son — f 
Ferris  F  M— 1 
Geddes  J  F— £ 
Grene  Tas  L — 1 
Gunnel!  O  J— £ 
Hendrich  F  E— f  c 
Hendricks  F  1^-4 
Hoff  &  Young^-£ 
Hopper  O  F— 1 
Lane  C  &  Co— £ 
Lfaick  Wm— 1 
McClenathan  C  V— £ 
Marsh  John  S— 1 
Moore  D  G — £ 
Osborne  J  W— 1 
Palmer  C  K— £ 
Partlow  E  R— £  c 
Patterson  H  C— £ 
Payne  W  J— 1 
Phillips,    Snap   &   Espen- 

scheid — i  1  c 
Piatt  L  ft  Son— £  1  c 
Royse  J  P— ! 
Runyon  &  Cannady^— £  c 
Shannon  C  R— 1 
Webb  David— 1 
Webster  J   W  Agency— 

WoI£ard,    Shane    ft  Wol- 
£ard — £  c 

DECATt'R 

Allen  A  C— f 
Baker  R  S— I 
Baldwin  F  W— f  c 
Barth  J  W— f 
Bennette  ft  Shade — £  c 
Bohon  R  S — f 
BouruflF  T  W— 1 
Bruick  &   Edman — £ 
Burks  C  A— f 
Burtschi  J  L— f 
Combe  W  E— f 
Crabb  &  McNabb— £  c 
Crane  J  W— 1  c 
Dinges  J   B — ^1 
Dorell  Geo   F— £ 
Drake  J  L— £  c 
Durfee  &  Durfec— f 
Fitzgerald   T  E — f  c 
Haines    Eideth — {   c 
Hankins  C  S— f 
Hansan  H  N— 1 
Hill  L  A— f 
Hoy   S  P— 1 
Johns  C  H— c 
Johnson  ft  Dimock — f 
Johnson  &  Bobb-^£  c 
Keener  Jas  S — 1 
Kuny   ft    Sthrome — ^f   c 
Laughlin  &   Cloud — £ 
Lease  C  H— 1 
Lowe  H  B— 1 
Lyons  J  C— £ 


Lundy  W  I— £ 
McNeil  W  I^-l 
Miner   Ernest — 1 
Montgomery  C  W — £  c 
Montgomery  R  R  ft  Sop 

— f  c 
Mosberger  ft  Urban — f 
Mulvain  H  M— 1 
Nicholison   C  C— £ 
Parker  A  M— f 
Paterson  J  E — £  c 
Pa3rne  S   L — £ 
Penewell  M   E— 1 
Pennington  C  H — c 
Pickle  J  M— £ 
Pullen   L   C— £ 
Randolph  C   C— f 
Rice  ft  Stringcf^-£ 
Schoenle  ft  O'Mara— £  c 
Scott  C  F— 1 
Shirey  W  S— £ 
Smith  C  C— 1 
Stadler  ft  Powers — f  c 
Swarm  C  A— £ 
Threldkeld.  J  G— I 
Walmsley  W  Z— f 
Waltens  L  C— £ 
Weiss    F    H— I 
Wilson  Arthur— £ 
Wise  H  B— £  c 
Wright  W  G— f 
Zimmerman    ft     Pistours 

— f 

D£  KALB 

Dowdan  J  A — £  1 
Ferguson  Chas  E — 1 
Fiak  A  W— £ 
Flush   FJ— f 
Johnson  Edward — £  1  c 
Kennedy   A   G — £ 
Lemey  E  H— f 
McEwen  H  W— £ 
Milligan  S  A— £ 
Piper  J  M— f  c 
Poust  W  S— £  1  c 
Powers  John — ^£ 
Russell  A  R— £ 
Talbot  G  I— 1 
Tyler  S  A— f  c 
Wiltberger  W  F— £  c 

DELAVAN 

Cobem  S — £  c 
Foster  H — f 
Tones  J  O — £  c 
Tones  Paul  H— £  c 
Lawton  L  W— f  c 
Rhoades  E  R— f  1  c 
Stone  Fred — £ 
Sunderland    ft    Wame — 
£  1  c 

DIXON 

Brooks  Clarence — f 
Dixon   Realty   Co— £ 
DoUmeyer  A  C— c 
Pruin  ft  Tingle— £  1  c 
Gilbert  W  W— I 
Haley  J  F— £  c 
Hazeltine  M  J— 1 
Hennekin   A  H 
Houghton-Vaile      Agency 

— £ 
Lewis  &   Raymond  Co — 

£  1  c 
Morris  H  W— 1 
Newcomer  F  X  Co— £  1  c 
Petersbergcr  Tos — £  c 
Raffenberger  &  Son  H — f 
Roe  H  A  Co— £ 
Shaulis  J  O— f 
Simonson  A  E — £  c 
Smith   ft   Leake— £  c 
Smith  F  M— f 
Sterling  J  N— £  c 
Street  Lester— 1  c 
Wingert  E  E-4 
Wooley  W  W— £  c 


DOWNERS  GROVE 

Bamhart  W  H— c 
Blodgett  W  H— £ 
Bush  Guy  L — £ 
Edwards  W  H— £  c 
Graves  C  G— £ 
Undley  F  D— f 
Naramore  ft  Foster— f 
Shurtie  ft  Jones — £ 
Tucker  J  W— £ 

DUNDjs^ 

Baldwin  Max  D— f 
Baumann  H  J — £  1 
Bogue  C   P— £  1 
Bonn   John — £ 
Hohnes  F  E— 1 
Kamp  H— f 
Reese    F    H— £ 
Rtgby  I  W— £  c 
Schmdtz   E  A— £ 
Schultz  Chas  H— £ 
Smith  Ausberg — £ 
Smith  J   R— £ 
Weucht  Henry— £ 

DUQUOIN 

Clark  S  R— £  1 
Cook  M  C— £ 
Dowell  G  W— £ 
Eaton  R  C— I 
Edel  W  F— I  c 
Eichom  Chas— £  I 
Evans  S  E— f  1  c 
Gill  Gus— £  1  c 
Harris  J  E— « 
Hitt  F  Guy— 1 
Horn  Frank — ^£  c 
Kelly  L  R— f 
Kimmd  Howard — £ 
Linzee  Bros — £ 
Messmore   Miss  Flora— t 
Nuding  E  J— 1 
Parks  Kate   H— £ 
Pierce  E  C— £ 
Pope  B  W— £  c 
Rogers  Chas  Tr — ^1 
Stacy  N  C— £  1 
Stout  Geo   F — 1 
Ward  H  B— I 
Weiss  J  A— 1 

DURAND 

AtUey  W  F— f 
Barnuiffham  J   G — £ 
Dolan  M  B — i 
Geary  J  M— £ 
Graham  J  H — £ 
Harris  J  F— £ 
Hill   E  A— £ 
Morris  L  J — f 
Patterson  E  G — £ 
Shorb  H  M— £ 
Van   Sickle  J   C— £ 

DWIGHT 

Baker  John  W— £  1  c 
Baker  Roy  M— c 
Diefenbach  Jos  A — £  1  c 
McWilliams  Chas  D— £  c 
Mills  Roger  H— f 
Orr  Burton — f  I  c 
Smith  Frank  Lr—f  1  c 
Taylor  Geo  L— f  c 
Thompson  Clyde  H — f 
Weary  ft  Snydci^-^ 
Weicker   Louis   A — I  c 
Welch  C  E— c 

EAST  ST  LOUIS 

Abt  E  J— £  c 
Beckwith  Bros  Co 
Canavan  ft  Tarltoa— £  c 
CaughUn  D  W— £ 
Caughlin  Geo  S — i 
Chamberlin  John  M — f  c 
Clannahan  M  H. — 1 
Cusack  P  B— 1 
Drummond  H  J — I 
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DnmuBond  nr  R*-^ 
Eggmann  August — f 
Egfpaann  T  P— f  c 
Fajibrothcr  H  C—f  c 
Fekete  Thos  L— f  c 
HamUn  F  C—f 
Hancock  W  P— 1 
Harding  Bro»— f 
HarrisM  Lr-f  1  c 
Hissirich  C  R— f 
Homer  W  H— f 
McGuire  &  Brcadell— 1 
McKaia  J  T— 1 
McWiUiams  L  ~ 
Reaahaw's  J   W    Sons— 

f  Ic 
Schide  C  I— f 
Sexton  k  Co — f  c 
Sexton  ft  Sonar— f  c 
Siefert  &  Vein— f  c 
Sikldng  J  B  ft  Son— f  c 
Smith  Leon   G   ft  Bro— 

f  Ic 
Soucy  P  J— f  c 
Steger  F  J— f 
Tissier  Bros— f  c 
Vielker-Wolf— f 
Walrath  C  I^-f  c 
Whitney  R  J— f 

EDWARDSVILLE 

Bartlett  C  A— f  1  c 
Borman  Toa — 1  c 
Dale  J  B— f  c 
Ectabrook  W    I^-f  c 
Kremer  P — { 
Luak  P  P— f  1  c 
Marks  Chas — f 
Mndge  E  W~f  c 
Stinwell  J  F— f  c 
Sutter  J  R— f  1  c 

EFFINGHAM 

Althoff  John— f  1 
Alt  Henry — f 
Ba^fett  J  J — ^f 
Givin  ft  Son — f 
Holmes  W  S— f 
Jakle  M— f  1  c 
Kagay  Realty  Co— f 
Lake  John — f  1 
Meeka  Clias — ^1 
O'Donnell  M— f  c 
Orerbeck  B — i  c 
Parker  H   S— f 
Probst  J  H— £  I  c 
Rinehart  W  E— f  c 
Stewart  ft   Ryman — f 
Taylor  F  G— f 
Worman  J  B — f 
Wright  Lester— f 

ELGIN 

Abelmann  W   H— f  1 
Allea  F  B— f 
Anderson  A — I 
Andresen  G   H — f  1   c 
Barber  L  F — ^1  c 
Barthokmiew    W    H— f 
Bente  C  H— 1 
Bicgd    Otto — f 
Brown  C  F— f 
Chamberlain    ft    Kirkpat- 

rick— f 
Collins  J  L— 1 
Dumser    B    A — f 
EUis  DeGoy  B— f 
Gilbert  E  Lew— f  1  c 
Goecke  F  A— f  1 
Gromer  W  F— f 
Grote  W»— f 
Httbbard  A  H— f  1  c 
Hoelster   WUliam— 1 
Hunter  ft  Given— f  1  e 
Jcncks  Fred  W— f  c 
Jones  J  H — f  c 
Uc  E  H— f 
Lehmann  Chas  W — f 
McBriarty  C  T— f 
McQelland  B  F— 1 
McCrossin   Geo— 1 


Mann  E  F— f 
Musser  P  N— 1 
Prideaux  Edw  F— f  1  c 
Richardson  O  D— 4 
Rippberger  C  A— f 
Roach  £  T— f 
Rose  W  H— f  1  c 
Russell  G  I^-f 
Sheffner   ft    Channing — f 
Shopen  ft  Paulsen — f 
Sills  Geo  F— 1 
Tyrell   C  Pierce— f 
Volstorff   A    J— f 
WaUh   M  J— 1 
Wilson   H   R— 1 
Yarwood  Geo  R— f  1 

ELMWOOD 

Clinch  John — f 
Jay  Fred  D— f  1  c 
Schenck    Harry — f 

EL  PASO 

Aurbrcy  W  W— 1 
Bcecher  J  W— c 
Bosworth  J  F— £  c 
Bourroughs  Ed — 1 
Gray   EUner— c 
Hammers  I  B — £  c 
Hoagland  W  H— 1  c 
Horace  Baker — i  1  c 

Jenkins  Katsharine — £  1  c 
:ahn  S  A— £  1 
Larison   F  S— £  1 
Percy  Andrews— c 
Porter  Henry — f  1  c 
Ruston  Gough — 1 
Schroeder  C  G— £  1  c 
Shepard  ft  Sutton— £ 
Smith  J  A— 1 
Waite  A  H— £  c 

ENGLEWOOD 

Bawey  Bros — i 
McClun  John — £ 
Morony  Thos  R — £ 
Redfield  B  B-^ 
Sharp   W  H— £ 
Spinfa   Wm— £ 
Tidhohn  C  ft  C  F— f 
Warner  J  M— f 
Whitley  A  H  ft  Co—t 

EUREKA 

Baird  A  V  S— £  c 
Baird  H  C— £  1  c 
Colbum  Byron  L — £  1 
Danahur  M  E— £ 
Darst  J  P— £ 
Elkin  Arthut^£ 
Felter  P  A— £ 
Foster  W  H— £ 
Harper  Jno — £  1  c 
Johnson  J  H — £ 
Moore  Amber— £ 
Norton  S  B— £ 
Pe£er  Laura— £ 


Rad£ord  B  J— £ 
Robeson  £  E — £ 
Simpson  W  R— £ 

EVANSTON 

Carlson  A  T— £ 
Crain  G  H— £ 
Garrison   M — f 
McKinnie    Bros— £ 
Mason   ft  Smart — £ 
Myers  J  E— f 
Prindle  ft  Co— £ 
Quintan   ft  Tyson — ^f  c 
Schuett  J  C— £ 
Wightman  C  A— £  c 
Work  Agency  J  W  The 
— £  1  c 

FAIRBURY 

Agard  E  A— £ 
Carretbers  C  F  H — £ 
Clandon  N  J— £  1  c 
Henning  Robert — £ 
Keck  (f  W  ft  Son— £  1  c 


Luckenbill  C  W— 1 

Lynn  Geo— £ 

McDowell   ft    Rumsey — £ 

.1  c 
McFadden  J  H— £ 
Virgin  C  R  ft  Co— f  1  c 

FAIRFIELD 

Attcberry  W  H— 1 
Bennett  F  E— f 
Borah  C  P— f 
Brockett  H  O— 1 
Cooper  ft  Burgess — £ 
Creiighton  ft  Thomas— f  c 
Elliott  A  M— £ 
Freshwater  E  D — f 
Gilligan  E  £—1 
Goodwin  Sam — f  1 
Grubb  W  I^-£  1 
Hanna  P— -£  c 
Jessop  R  N  ft  Co— £ 
Johns  G   W— £ 
Keen  A  F— f 
Lawrence  W  S — £  c 
Marsh  Albert— £  1 
McUn   E  £— £ 
O'Neal  James~f 
Pendleton  S  T— £  1 
Spriggs  G  A — i 
Stalcy  G  A— £ 
Wilson  C  B  ft  Co— f 

FARMER  CITY 

Foulks  ft  Shere— £  1 
Lindaey  J  A— £ 
Reed  Fred — £  c 
Weedman  W— £  c 
Young  W  S— £  1  c 

FARMINGTON 

Berdine  C  M— £ 
Daft  A  J— £ 
Tohnson   H— £ 
Tohnson  ft  Ritson — £ 
bidder  G  L— I 
Luckey  A  A — £  c 
Parks  E  L— £  1 
Steenburg  A  C— £ 

FLORA 

Arbuthurt  E  H— c 
Chaffin  H  C— £ 
DuflF  D  F— 1  c 
Duff  G  F— £  c 
Duff  W  H— 1 
Ewen  Ruben  A — £ 
Golden  Allen  £ — £ 
Goldsby  ft  Rigvle— £  c 
Jenkins  Edw  E— £ 

FOREST  PARK 

Grosser  W  F— f 
Lehman   Mrs   Frank — £ 
Rocs  A  ft  Sons — £ 
Schumaker  H — £ 
Warnhoff  W  C—f 

FORRESTON 

De  Graff  L — £ 
Eakle  M  H— £ 
Hannis  John — £  1  c 
Myers  J  M— £  c 
Philoueer  L  H— £ 
Schell  H  W— £ 
Wcrtx  F— £  c 

FREEPORT 
Roehn  John — £ 
Buckman  S  A — £  c 
Douglas  S  A — f  c 
Du^ur  J  B  T— £  1  c 
Frueh  ft  Stephan — ^f  c 
Gilbert   Ed— f  1 
Gund  F  M— £ 
Hamilton  ft  Co— £  c 
Held  F  C—f 
Hildrcth  C  F— £  c 
Hoy  J  B— £ 
Knorr  A  C — £  c 
Littwinski — 1    c 


Machamer  I  G — 1 
Manrin  M  B— £  1  c 
Mayer  ft  Parsons— £ 
Roland  I  N— £  c 
Rosenstiel  Ralph  B  Co^ 

£  1  c 
Taylor  ft  Fricfc— £  1  c 
Temple    H    C— £ 
Wagner  A  F— £  c 

FULTON 

Blodgett  A  M— £  c 
Eaton  J  M— £ 
Lcin  Geo— f  1 
McMahan  ft  Rogers — £  c 
Naniga  D — £ 
Snyder  J  C—f 
Waite  D  C— £ 
Wilkins  C  J— £ 

GALENA 

Bennett  J  T— £  c 
Blewett  D  B— £  1  c 
Crooks  J  G— £ 
Dunlap  C  C—f  c 
Friesenecker  P  M — £ 
Hansing  W  S— £ 
Heid  F  H— £  c 
Hodson  T  H— £ 
Knoebber  F— £  1  c 
Moore  I  F— £ 
Nack  J  M— £ 
Slattery   M   C— £ 
Spensley  Miss  J — £ 
Spensley  R  M — £ 

GALESBURG 

Allen  N  T— £ 
AUensworth   C  M— £ 
AUsworth  ft   Co — 1 
Anderson-Steele      Realty 

a>— £  c 

Arthur  M  K— 1 
Babbitt  D  E— £  I 
Bartlett  ft  Bobbins— £  1  c 
Bayer   P   E— c 
Berquist  F  £— f 
Blayney  J  S— 1 
Boylor  D   M— £ 
Butler  C  C— 1 
By  ram  E  T— £  c 
Callender  W  H— f  c 
Chamberlin   Oscar  B — f 
Chelman  J  A — 1 
aark  Ella— f 
Clark  J  C— £  1  c 
Countryman  I — ^1 
Cowden  Geo  W — ^1 
Craig  H  A— £ 
Crotty  John   E — 1 
Curtis  J   R— 1 
Dennison   L  H — £ 
Dickerson    Chas — c 
Fanstock  J  C—f  1  c 
Faust  F   J— 1 
Fowler  Elmer — ^1 
Gordan  F  C  ft  Co— £  1 
Green  A  S— c 
Harder,    Welsh    ft    Hardy 

Henderson  Thos — £  1  c 
Horrell  E  D— f  1  c 
Huff  B  J  Jr— f  c 
Isaac  Edw  R — 1 
Jones  R  E  L — 1 
Kellcy  S  A— f 
Kost  John  C—f 
Leath  J  S— c 
Lee    Richard  J— 1 
Lindstrum       &       Arnold 

Agency — f  1  c 
Losey  J  H— f  1 
Lutz  J  W— c 
McCarty   C  L— 1 
McCarty  G  R— 1 
McFarland  F  O— c 
McLaughlin   B  E — c 
Machen    Henry    S— c 
Malcy  J  E— c 
Mason   £  T   S   ft   Son— 

f  1  c 
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Meihsner  &  Son— 1 
Mitchell   W  H— r 
Morey  Hiram — f 
Morgan  John  W — f 
Mbwrey  C  A   P — f 
Murdock-Field    Land   Co 

— f 
Nelson  Arthur — f 
Peterson  Henry  W — f  1  c 
Rhodes  Miron — f 
Rowe  T  I^-f 
Russell  J  M— 1 
Sanborn  L  W  Agency — 

f  1  c 
Smith  L  H— f 
Snouse   H  W— 1 
Spinner  W  H— f  1 
Stewart  Maude  M — f 
Sullivan  W  H— f  c 
Sullivan  W  H  Jr— f 
Templeton  J  B — f 
Thourecn  E  W— 1 
Tracy  E  W— f 
Twyman  Chas  I — c 
Walsh  J  J— 1 
Webster  Ijis  Agency — ^f 
Welch  T  D— c 
Wenquist   O   P— f 
Wills  A  E— 1 
Wilton  H  L— 1 
Wood  H— f 
Woolsey  M  B— f 


GARDNER 

Allison   W    S    &   Sons— 

— f  1  c 
Barton  John— f  1 
Green  T  S— f 
Lutz  J  C-4 


GENESEO 

BiUs  C  M— f 
Bradley   B— 1 
Fischer  John— f 
Goember  &  Roberts 
Goembel  W  S— f 
Holunger  H — f 
Hosford  ft  Woehr— f  1  c 
Hoit  O  W  ft  Co— f 
Luther  C  F— f 
Luther  Martin — f 
Morrow   P — f 
Reherd  W  R— £  I  c 
Schnaible  P  S— f 
Von  Housen  A  W— f 
Voss  W  C— f  1  c 

GENEVA 

Brooks    Chas — f 
Burr  W  A— f  1  c 
Carlisle  A  L— f 
Howell  W   A— f 
Kastner  A   O — ^f  . 
Peterson  f  T— f 
Stimple  A   L— f   1   c 
Wilson    Jno— f 

GIBSON  CITY 

Ball  Amo»— f  c 
Bowersox  Jacob— f 
Davidson  W  A— f 
Denne  F  H— f  1 
Eggleston    E    L — f 
Fox  J  H— f 
Gilchrist  A  F—l 
Keith   O  C— 1 
McKeevcr  Wm — 1 
Middleton  O  R— f 
Orris   Harry — f 
Pence  John  A — f  1  c 
Phillips  A  L— f 
Rady   Chloe— f 
Rady   Ivy — f 
Shirley  6   F—l 
Ulitsch  O  F— f 
Yoder    M   F— f 


GIRARD 

Bcchtold  J  Z— f 

Bowersox  Jacob — f 
Hamilton  &  Metcalf— f 
Littlepage  Ed  E— £  c 
Metcalf  Chas  H— £ 
Metcal£  Hal— 1 
Tietsort  J  H— f 
Wood  Frank  G— f 

GOLCONDA 

Kerr  Tony  R  &  Son — £ 
Lap  &  Son — f  1 
McCoy  T  S— f 
Pope      County     Abstract 

Co— £ 
Scott  C  N— 1  c 
Scott  L  A— f 
Staubitz  F  H— £ 
Stcyer  Thco  P— £  1  c 
Vaughn  T  Roy— £  1  c 
Weif  G— £ 

GRANITE   CITY 

Bartlett    &    Rode    Meyer 

Co— £  1  c 
Champion  Geo— £ 
Faulkner  &  Jones — £  c 
Harris  J  B— f  c 
Hill   &    Peneroth— £ 
Homan  A — £  c 
Judd  &  Homan — £ 
Koenemann    &    Goeddca 

— £ 
Le  Masters  M — £  c 
McCasland,     Leyden     & 

Todd— £ 
Morris  A  W   Realty  Co 

— £c 
Reintges  J  C — f  c 
Stallings  Thos— £  c 
Whitten    &    Champion — 

£  1  c 
Winkler  Philip— £ 

GRAYVILLE 

Bostick  W  J— 1 
Charles  C  V— 1 
Cleveland  John — £ 
EUis  C  O— £  c 
Hekk   Sam— f   1 
Kershaw  A  M — £  1  c 
Negley  G  D— £  1 
Seil  W  J— £  c 

GREENFIELD 

Cannedy  Wm— f 
Haven  V  H— £  c 
Metcalf  C  T— £  1 
Rollins  A  D— £ 
Secor  W  G— f 
Shields   H   A— £ 

GREENVILLE 

Breuchaud  John — f 
Carson  Eula  E— £ 
Clarkson  I— f 
Dewey   R   K— f 
Gerke  E  h^-i 
Hoiles  C  E— £ 
Holies  Guv  B — ^1 
Johnston   F — f 
Kirkham  Perry — ^1 
McDonald    Harry— 1 
Miller  Underwrit'g  Agcy 

Mitchell  ft  Donnell— f 
Plog  R  L— 1 
Reid-Baumberger     Realty 

Co— f  c 
Weaver  G  A— f 
White   S   Curtis— f 

GRIGGSVILLE 

Cunningham  W  O — £ 
Hoyt  E  S — f  c 
Sargent  Wm— £ 
Williamson  E  £— £ 


HAMMOND 

Clark  F  I— £  c 
Evans  W  R— £  c 
Kixer  T  J— £  c 
Vent  J  A— £  1  c 

HARRISBURG 

Abncy  A  G — f 
Cavender  ft  Gustin — f 
Felts  L— £ 

Grace,  Collier  ft  Belt— £ 
Hubbard  H  E— £ 
Joiner  C  E — f 
Koraker  O  M— £  1 
Largent  Eugene — £ 
Ledtord   Geo— £ 
Lewis  James  B— £ 
Pcarcc  J   R— 1 
Wills    C   E^— £ 

HARVARD 

Blake  J  C— £  c 
Brandow  Walter — £ 
Crumb  H  D— £  c 
Cunningham  J  E — f 
Diggins  L  O— £  c 
Downs  H  A — £  I  c 
Groesbeck  J  W— f 
Hendricks  C  T— £ 
Herrick  Roy  L — £  c 

iohnson  H  W— £ 
lanley  B  F— f 
O'Brien  John  T— £ 
Peck  E  J— £  1  c 
Phelps  ft  Axtell— £  c 
Phelps  Frank— £  1 
Powers  W   H— £ 
Saunders   W    D — f   c 
Sweeney  T  A — £ 
Vierck  Chas — f   c 
Weitzel  R  D— £ 
WiUiams  H   S— £ 
Young  Mrs  Lucy — £  c 

HARVEY 

Applegate  Chas — f 
Beck  Peter— £ 
Braley  F  A— f 
Cami^ell  A  W— £  1  c 
Colerick   R   E — £  c 
Curran  D  T— £  c 
Daniels  Samu^ — £ 
Frcese   Geo — 1 
Gearon  &  Gearon — £  c 
Gcrlach   F  A— £  1 
Miller  W  H— £  c 
M'ynard  H  H— f 
Rogers  W  D— f  1 
Sidle  Geo— f  1 

HAVANA 

Behmord  Zelle— f 
Clauser  D  N— £ 
Coppel  C  E— £  c 
Culunane  A  D — f  c 
List  E  J— £ 
Mitchell  F  I— f  1  c 

HENRY 

Applen  John  L — f 
Brown  H  L — f 
Coan  M  L — f 
Davis  Oscar  H— £  1 
Hartly   John — £ 
Herald  O  F—l 
Hill  J  O— 1 
Humphrey   A   G — f  c 
Jacobs   Henry    E — £ 
Jones  J  H— I 
Krenz  J  N— f 
Lord  L   S— f 
Phillips  L  R— 1  c 
Potter  F  VV— £  c 
Smith   C  E— £ 
Sawyer  Chris — £ 
Stoner  H  G — £  c 

HIGHLAND 

Blattner  Louis — £  I  c 
Gruas's  Tim  Ins  Agcy 


Koch   Christ— £   c 
Kocmer  J  T— f  c 
Marcoot  ft  Bellin — f  1  c 
Moser  G— £  c 
Pabst  C  T— 1 
Peters    George — c 
Ruegger  George  X— f 
Ruegger  Reinhart— 1 
Zdler  A— £  c 
Zimmerman  Jos — ^1 

HIGHLAND  PARK 

Andrews  E  E — 1 
Brand  Wm  E—  £ 
Conrad  John  E — £  1 
Dooley  Mary — £ 
DuflFy  James  H — £ 
Erskine  D  M  ft  Co— f 
Floyd  Jane  L — £ 
Gail  E  S— £ 
Grant  Chas  F— f 
Hepburn  J  B — f   1  c 
Miller  Jennie  L — £ 
Prindiville  J  W— £  1  c 
Roberts  G  W— £ 
Roberts   R— £ 
Vail  H  S— 1 

HILLSBORO 

Abbott  Wm— £ 
Auble  W  H— £  1 
Barringer  J    B — 1 
Butler  ft  Brown — £ 
Canada  S  D — £ 
Crawford   H  R— £ 
Cress  A  A— £ 
Cress   Edward   A — f 
Frey  J  J  ft  Co— f  1  c 
Graasell  C  W— £  1  c 
Hargrave  H  S— «-£ 
Hill  L  V— £ 
Major  J  Earl — £ 
Miller  &   Miller— £  c 
Strange  A    T— f  1  c 
Thompson  Fred  E— £  1  c 
White  ft  White— £  1  c 

HINSDALE 

Ayres  Frank — f 
Beaton  Geo— f  I  c 
Coe  C  T  ft  Q>— f  c 
Davis  E  F— f 
Fish  Samuel  H— f 
Fox  Herman  M — £ 
McClintock  Jas — £ 
Perry  Miss  Ida— £ 
Warren  Chas  C— £ 

HOMER 

Dixon  O  P— £ 
Elliott  W  A— f 
Krugh  ft  Butler— f 
Ocheltree  J  M— £ 
Rickard  E  T— £ 
Smoot  H  M— £ 
Thompson  J  H— 1  c 
Tudor  J  A— f 
Wallace  Chas  H— £ 
Wiggins  P  E— £ 

HOOPESTON 

Catherwood  ft  W^allace— 

f  1   c 
Clyde  Stevens— 1 
Connady   R  G — i  c 
Cooper  A  B — £ 
Duley  George  W— f  c 
Frank  Lee— £ 
Oilman  L  D— £  c 
Greenburg  Jas— £ 
Hoover   G — £ 
Lee  Frank — ^f 
Lee  M  O— f 
McOure  J  C— £ 
McElhaney  B  F— c 
Rodman  R — f 
Ross  O  O— £ 
Russell  L  B— f 
Sibbctt  A   C— f 
Stevens  Clyde— I 
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Shover  J — ^1 

Wallace     Forrest      W— 

f  Ic 
Wallbridge  J  B— f 
Wason  Robt  E^le 

JACKSONVILLE 

Ayers  Walter  &  Co — f  c 
Baacroft,  Kinff  &  Green- 

l«f--f  1  c 
Beck  Edw  Sr— f 
Bronson  T  J — f 
Bodcthorp  T  H— f 
Campbdl  J   H— f 
Doane  L  S—i 
Dunlap  &  Sheppard — f 
Dunlap  M  F— I 
French  C  I^-f 
Goebd  ft  Chenowitb— f 
Goheen  L— f 
Gorman  Wm — f  c 
Gregory  F  L— f  c 
Hackett  T  H— f 
Hackett  J  S— f 
Hatfield  E  E^l 
Henderson  A — ^f 
Hook  M  C  ft  Co— f  c 
Hodgson  ft  Ledferd — ^f 
Hurst  J  M— f 
Jacobs  C  W— f  1 
Johnston  E  F— f 
Keating  Edw— f 
Kennedy  John — f  1  c 


Knapp  J  B — f 
Kopperd  G  H — ^1 
Laning  T  P— f 
McCuIIough  J  M— f 
McGinnis  Daniel — ^f 
Miller  J  M— f 
Morris  O  A— £ 
Osborne  Maicy    1 
Potter  Homer    f 
Saye  Ed— 1 
Scott  A  O— f 
Stein  P  J— 1 
Strawn  ft  Spsn]^— 1  c 
Sweenev  Daniel— f 
Spink  &  Gunn — f  1  c 
Thomson  W  E— f 
Vaughan  C  J — ^1 
Vcitch  W  B— f  1 
Waggoner  Rutli — f 
Ward  Clias  H  ft  Latfarop 

H— f  1  c 
Wisswell  Geo    T  ft   Son 

— f 

JERSEYVILLE 

Becker  Jos  W— 1 
Bowman  S  H — f  1  c 
Brockman  Lr— 1 
Brown  J  J— 1 
Bull  H  D— f 
Colcan   J    R — ^1 
Cuttings  Ins  Agency— f  c 
Darby  Wm  T— 1 
Dolan  M   J— f 
Dorris  Bert — ^I 
Fescnmcyer  F  J — 1 
Grig^  Ed  D — f  c 
Hamilton  Paul  M — f  c 
Heller  F  D— 1 
Keller  Cosmos  H — f 
Kraus  Thos  A— c 
Richard*  Wm  P— I 
Rogers  J  V— c 
Smith  Jaa  H — f 

JOLIET 

Gare  Wm  H— f  c 
Clement  Charles  A— f  1  e 
Cordano  Nicholas— i 
Cornell  M   E— 1 
Crodiic  H  M  ft   Son— 1 
Eib  L  H— f 
Goodspeed  Co — f  c 
Goodspeed  Edith  I  Affqr 

— f  1  c 
Grinton  A  E — ^f 
Hanmiond  C  W— c 
Henry  G  W— f  1 


Hcrath  J  R— f  1 
Hopkins  S  C— f 
Howard  E  £— f  1  e 
Hughes  M»-c 
Jordan  C  W— 1 
Keeling  Felix  ft  Son— f 
Lennon  Bros — i  1  c 
Little  H  D— f 
Loughran  M  F  ft  Co— f  c 
LTons  J  A— f 
Merwin  Charles  B — i  c 
Munroe  Bros— f  c 
Murphy  P  A— f  1 
O'Connor  J— f 
Oliver  Realty  Co— f  1  c 
Pinneo  Charles  F— f 
Porter  A  N  ft  Co— f 
Robson  G  W— f  e 
>ehager  A— f  1  c 
Schoenstedt  August  ft  Co 

— £c 
Schlnnts  ft  Rehn— f  c 
Shear  Geo  W  ft  Co— f 
Stephen  Oscar  J — ^f  c 
Stem  L  ft  Son— < 
StoU  C  N— £  c 
Stoll  H  C  L  ft  Co— f 
Walsh  F  J— £  c 
Walters  Bros  ft  Walsli— f 
Ward  J  H— I 
Waters  P  J— f 
Wroughton  J   E— 1 

KANKAKEE 

Berry  J  R— 1 
Calkins  E  D-^  1 
Carey  W  I— £ 
Carlin  John  I— £ 
Conklin  C  R— £  1 
Comwell  H  I^-£ 
Dolan  James — ^£ 
Durham  W  M— £  c 
Erzinger  C  H— £ 
Fellows  J  H— £ 
Fenoville  L— £ 
Fitzgerald  B  L— £  1  c 
Hetherington  L  R  ft  Co 

— £1  c 
Kruger  Otto— £ 
Lafond  Petei^-£  1  c 
Lane  H  E— £  1  c 
Look  T  J— f 
McAnnally  F  I— £  c 
McAnally  Sarah— £ 
Mclntyre   S  C— £ 
Mead  Chas  H-^ 
Moissant-Brosseau   ft   Co 

— f  Ic 
Orr  Jas  N— £ 
Peterson  J  H — £  1 
Schneider  Albert  &  Sons 

— £  c 
Topping  Harry— £  1  c 
Tracy  C  L— f 

KANSAS 

Anderson  Frank — £ 
Ban  Cora  H — f  1 
Dyer  S  L— 1  c 
rtallock  P  D— 1 
Hurst  E  E— 1 
Korte— £ 
Nicols  Bruce— £ 
Owens  W  E— £  1  c 
Pinnell  W  S— £  1  c 
Shaver  L— £  c 

KEWANEE 

Anderson  C  L— £^ 
Anderson    ft   Robinson— 

i  c 
Anthony  Geo  A — i  c 
Beadle  E  A— £ 
Bkike  Ira— £  1  c 
Cavanaugh  A  L — £  1 
Cundiff  Geo  B— 1 
Farr  C  C— £ 
Fischer  John — £  c 
Fischer  Michael — {  c 
Green  R  M— £ 
Gulschen  M— 1 


Houle  W  D— £ 
Jones  John  M — ^£  c 
Ko^pitz  &  Faull— £  1  c 
Maittwaring  £ — ^1 
Morrill  C  A— £  1  c 
Nelson  &  Anthony — £  c 
Neville  Hussell  T— £  c 
Phillips  Horace— £  1  c 
Robb  S  E— £  c 
Smith  Walter  L— 1 
Snyder  C— 1 
Stevens  C  L — £ 
StuU  E  E— £  1  c 
Taylor  R  E— £  1  c 

KIRKWOOD 

Carmichael  C  A— £ 
Houston  J  W— £ 
Tubbs  ft  Watson— £  1  c 
Tubbs  J  A 

KNOXVILLE 

Lewis  I  J— £ 
Mcintosh  Josephine — £  c 
Nelson  O  C— £ 
San£ord  Jno  F— £  1 
Stephens  Mrs  Mabel— £ 
Tate  J  W— £ 
Wager  C  N— £ 
Wilson  F  E— £ 
Wyman  A  N— £ 

LACON 

Black  Mrs  Anna  B — f  c 
Dcvault  J  M— £  c 
Ford  W  H— £ 
Garratt  C  C— c 
McMurtie   L  C — £ 
Maxwell  R  H— £  c 
Ong  C  N— £  c 
Richmond  E  D — £ 
Taylor  B   F— c 
Wescott  &  Smith— £  1  c 

LA  GRANGE 

Brown  W  J— 1 
Cossitt  P  D  ft  Son— £  1  c 
FogK  Brothers — ^£ 
Gardner  Luella  Mrs— £ 
Lane  R  E— 1 
Perch  S— £ 
Sackett  C  L— £ 
Sands  Henty — £ 
Wesemann  W  L— £ 

LA  HARPE 

Boo£h  T  R— £ 
Conrady  L — £  1  c 
Coulson  C  S — £ 
Coulson  Geo — £ 
Hungate  d  W— £ 
Ingraham  C  H — £ 
Kaiser  W  B— £ 
Martin  Bro»— £ 
Scott  T  J— £  1 
Warner  C  W— £ 
Wilson  Jas — f 

LA  SALLE 

aeary  C— £ 
Duncan  N  W— £  c 
Duncan  Walter — f  1  c 
Huffman  Chas  C— £ 
Huling  A— £ 
Wilson  Robt  E— £  1  c 
Hummer  Wayne — £  1  c 
Mason  W  S— £  1  c 
Mattiotti  S — £ 
Parks  W— £ 
Pierard  J  F— £  1  c 
Plogens  F  M— £ 
Walt  N  H— 1 
Wilson  G  A  Jp— £ 
Young  J  R  ft  Son— £  1  c 
Zwick  C  F— £ 
Zwick  F  B— £ 

LAKE  FOREST 

Anderson  Joseph— £  c 
Chase  Samuel — ^1 


Griffith  ft  Warren— £  1  c 
Melody  Martin— £ 
Wyman  W  J— £ 

LANARK 

Adams  Geo— £  c 
Glbt£elty  J  M— f 
Hep£er  R  H— £  1 
Lampert  A  J — £ 
Schoen  Henry — 1 
Shaner  A  B— £ 
Shaner  John — f 
Tallman  G  W— f 
Wol£  Guy— £ 
Yeager  Joseph — f  c 

LEBANON 

Chamberlin  C  E— £  1  c 
Condrey  Frank — £ 
Eisenm^er  Homer — £  1 
Fuchs  O  H— 1 
Gerking  D«  V— £ 
Gerking  Geo  W — £ 
Heardiag  W— £  1 
Reibold  Benj— I 
Sager  E  G— £ 
Sager  Jesse  B — £  1 
Wol£e  W  J— 1 
Zerweck  Louis  Sr— £ 

LEMONT 

Blesch   Geo— 1 
Bucxkeivoicz  Vincent — f  1 
Gro£  John  A— f 
Shattuck  Fred— f  1 
Tedens  Walter  H-— c 
Walker  Geo  S— f 

LENA 

Baldwin  George  L — £  1  c 
Baldwin  Leslie  W— £ 
Dunn  J  C— £  1  <; 
Haubach  Eli— £ 
Krape  A  A — £  1  c 
White  R  M— £ 
Wingart  Geo— £ 

LEWISTON 

Campbell  Susie  L — f 
Fiske^  Snivcly   &   Breck- 

enndge— £  I 
Gillam  W  B— £ 
Griffith  R  E— £  1  c 
Groat  Cress  V — f  1  c 
Lilly  Fayette  L— £ 
McCumber  Geo  O — f 
Proctor  C  H— 1 
Ruckcr  E  H— f 
Watson  T  B  A— f 

LINCOLN 

Bates  W  C— £ 
Biwcr  P  M— £ 

Corwin   Chas — f   c 
Corwine  Geo  D — £  1 
Cossett   Maud — £ 
Cox  G  H— £ 
Davy  T  S— £  1  c 
Dawson  W  W— 1 
Fogarty  Wm — f 
Haller  J  S— £ 
Hodnett  W  E— f  c 
Hoover  J  C— f 
Latham   Richard — £ 
Maxwell  &  Hunter — f 
Myers  Benj — £  1  c 
Parker  Lynn — ^£  1 
Peck  George— f  1 
Petrie  L  V— 1  c 
Rautenberg  E  F  L— £  1  c 
Richardson  A  L— £  1  c 
Rigdon  W  H— £ 
Ryan  ft  Purinton— £ 
Rsran  Harry  E — i  c 
Schweigerhardt  G  J — £  c 
Thomas  W  A— 1 
Wakeman  H  F— £ 
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UTCHFIELD 

Barnwell  C  G— f  1 
Bray  M   E— 1 
Groner  &  Taylor — f 
Kane  A  L— 1 
King  W   T— f 
Morris  Win  N— f 
Neighbors  J  L — f  c 
Neuoer  Arthur — f 
O'Bannon  S  E— £ 
Oberle  Louis — c 
Pound  Edson — f 
Rea  &  Tester— f  1 
Sheppard  H  T— f 
Smith  E  T— 1 
Sta^iifer  A  R— f  1 
Strehle  J  C— f 

LOCKPORT 

Anderson  Albert — I 
Cheadle  C  B— f 
Cheadle  T  A— f 
Chtdsey  D— f 
Finch  S  W— I 
Goss  C  S— f 
Keely  Tas  E^— f 
Kieg  J  I— 1 
Manrin  J  L  G — f 
Muchlenpfordt  C  H— f 
North  W  W— f 
Norton  Geo  B — f  c 
Parker  Miss  G— f 
Pitts  J  R— f 
Prutsman  P  E — ^f 
Ryan  P  C — f 
Smith  A  Lr—\ 
Spangler  C  H— f 
Stowe  F  F— f 
Walter  T  A— f  c 
Walter  F  M— f 
Ward  W  M— f 

McHENRY 

Freund  J  W— f  c 
Mead  H  C— f  c 
Perry  ft  Owen— f 
Satem  G  F— 1  c 
Sayler  J  N— 1  c 
Stcnger  Carl  W— f  c 
Stoffel  Simon — f  e 
Walsh  M  J— f  1 

McLEANSBORO 

Anderson  Harry — f  c 
Anderson  &  Rawls— f 
Bowen  E  H — 1  c 
Camer  &  Eckley^-f 
Crippin  A  W— f  1 
Cross  Jno  R — f 
Denson  James  Jr— f 
Denson  W  W— f  1 
Elliott    Walton— f    c 
Gray  Wilson-^ 
Hogan  G  W — t  c 
Howard  L— £  1  c 
McGee  James — £ 
McNabb  C  R— £ 
Shoemaker  J  M— £ 
Underwood  D  J— £ 
Webb  ft  Lane— £ 

MACOMB 

Ausbury  E  T— £ 
Black  William— £ 
Collins  L  R— £ 
Cox  Wm— £ 
Flack  C  W— £ 
Fuhr  A  B— £ 
Gumbart  C  G— £ 
Hardy  Oscar— 1 
Hites  C  E— 1 
Imes  Lyde  I— £ 
Jenkins  W  R— £  c 
Kee£er  J  M— f 
Kinff  J  R— £ 
McCiellan  F  G— £  1  « 
McLean  B  F— £ 
Norton  E  J— f  c 


O'Hara  Ira  J— £ 
Patterson  Maud — £ 
Shannon  Mae— £ 
Sherbirie  Edw— 1 
Swango  Ralph — £ 
Tabler  Harry — £ 
Ulrich  J  H— f 
Vose   L  B— £ 
Walker  Elmer— f 
Walker  W  A— f 

MARENGO 

Beldin  Geo  I>— £ 
Boyle  Dan  B — £ 
Colver  Geo  F— c 
Crissey  S  H  ft  Son— £ 
Gault  Rkhard— £  1   c 
Joslyn  Everett  O — 1 
Levy  Malcom  J — 1 
McKeown  O  J— £ 
Mead  A  M— f 
Mead  W  F— £  c 
Peters  John  C— £ 
Renwick  Geo   F — £ 
Riley  UUian— £ 
Riley  T  J— £ 
Seward  E  E^£ 
Smith  Al£red  C— c 
White  Jas  T— f 
Woleben  N  W— £  1  c 
York  Marcus  D — f 

MARION 

Aikman  &  Jackson — £ 
Alsorook  Brothers — f  c 
Belcher  John — c 
Brown  Chas  A — 1 
Burkhart  W  S— c 
Burnett  Ed — £  c 
Campbell   Lloyd  C — f  c 
Davis   &  Murphy — £ 
Griggs  Ins  Agency — £  c 
Finley  J  R— 1 
Fowler  J  L— £ 
Fowler  K  R— £  1  c 
Hentz  A  C— £ 
Johnson  J  I>-1  c 
Joseph  A  H— 1 
Kelley  T  R— c 
Lewis  Arleigh — 1 
Lewis  ft  Ailanan — £  c 
Lewis  J   P— £ 
Parks  Koscoe  A — £ 
Mead  Guy— c 
Mercer  G  W— 1  c 
Morrison  F  E — 1  c 
Nicks  J  T— £ 
Williams  O   M— c    ' 
Zimmerman  M  O— 1 

MARSEILLES 

Brewster  T  D— 1  c 
Bruce  Jas— £ 
Nicholson  D  A — £ 
Osgood  Henry — £ 
Roath  B  A— £ 
Smith  &  Kelso— £  c 
Spencer  E  R— £ 

MARSHALL 

Ar£ord  E  K— £  1 
Black  Bertha— £ 
Black  F  R— £ 
Brown  R  H — £  c 
Claypod  Charles— £ 
Claypool  E— £ 
Cole  ft  Cole— £  1  c 
Cole  Charles— £ 
Craig  Thos— £ 
Dunn  J  W— £  c 
Emerson  Ed — £  c 
Greenough  F  W— £ 
Hurst  S— £ 
Janney  H  M — £ 
janney  Victor— £ 
Tohnson  B  F — £  c 
Martin  W  T  Jr— £ 
Meehling  T  J— £ 
Poorman  &  Tarman— £ 
Shoemaker  J  D — 1  c 
Weir  John— £ 


MASCOUTAH 

Bocquet  Julius  C — £  1  c 
Lill  ft  Lill— £ 
Schreve  Gust — £ 
Wombacher  Geo  F — £ 

MASON  CITY 

Ainsworth  W  E— £  c 
Buehris  F  W— £ 
Covey  W  A— f  c 
Culp  R  D— 1  c 
Culp  J  S— £ 
Fiddler  W  R— f 
Naylor  E  A— £ 
Stone  W  E^f 
Walker  J  S  G— £  1  c 
Walker  R  I^— f 

MATTOON 

Casper  Harry — f  1  c 
Guttric  E  T  ft  Co— £  1  c 
Hanrahan  Tno  F — £  c 
Kern  Charles  L — £  c 
Kincaid  &  Kincaid— £  1  c 
McVay  W  W— f 
Matton  Title  ft  Trust  Co 

— f  c 
Smith   A   C— 1 
Suthereland  ft  Co — £ 
Spitler  Noble  ft  Co— £  1  c 
Tivnen  ft  Co— £  1  c 
Wilson  &  Gannaway — £c 

MAYWOOD 

Adgate  Mary  C— £ 
Benson  O  H— £ 
Goodrich  Henry  K — £ 
Heller  Charles— £ 
Hubburd  Charles— £ 
Maywood  Trust  and  Sav- 
ings Bank — £ 
Woodward  E  S— 1 

MELROSE    PARK 

Carson  John  G— £ 
Citizens  State  Bank— >£  c 
Cramer  Mathew— 1 
Davison  Adam— £  1 
Melrose  Park  SUte  Bank 

— £ 
Soffel  John— 1 
Vosburgh   Frank   R 
Wol£  Charles  J— £  c 

MENDOTA 

Blanchard  Geo  E— £ 
Buettner  O  J — £ 
Cranwell  T  S — £ 
Craw£ord  R  N— £  c 
Feik  B  J— c 
Hempstead  E  F— £ 
Kieselbach  Otto  C— £ 
Knaur  L  F— £ 
Lamberton  J  A— £ 
Madden  ft  Goedtner — £  1  c 
Maus  E  A — £ 
Moore  Howard— £  1 
Phol  Carl— £  1 
Powell  Chas  D— £ 
Reck  B  H— £ 
Reul  J— £  1  c 
Woods  J  R— £  c 
Yost  C— c 

METROPOLIS 

Anderson  ft  Co — f  c 
Flanigan    B — £ 
Keer  S  B— £  c 
McKee  R  B— £  1 
Miller  ft  Roberta— £  c 
Morris  Fannie — {  c 
Morris  f  H  ft  Co— £ 
Steers  Harry — £ 

MINONK 

Davidson  &  Hindert— £  c 
Fort   &   Fort— c 
Fulton  A  W— f  1 
Gcrdes  Jacob   S  ft  Co — 
£  1  c 


Henderson  E  J — f 
Kerrigan  D  J— £ 
Kipp  S  C— £  c 
Layton  M  P— 1 
Memmen  V  B — f 
M.ingers  J  A — 1 
Pidcard  Jos — £ 
Schneider  Geo  W — 1 
Simpson  Jas  A  ft  Soq— f 
Stoddard  R  B— £ 
Sutton  Robt  R— £  c 
Sutton  W  G— £ 
Wickler.  ft  Searcy — f  c 

MOLINE 

Anthony  Manr — £  c 
Burgsten  S  F — £  1  c 
Carbon  Chas  G— £ 
Carlson  Geo  £— £ 
Cleaveland  L  K  ft  Co- 

£  1  c 
Crompton  S  S — £  c 
Dietz  G  O— £ 
Duncan  &  Jamieson— f  c 
Eastman  £  L — £  c 
Eberling  Geo  A— £ 
Entrikin  Fred  C — £ 
Flick  G— £ 
Grants  C  F— £ 
Gusta£son    Frank — £ 
Horblit  M— 1 
Horstkamp  M — £  1  c 
Jahns  L  O— £ 
Kerns  &  Vernon — f  c 
Kohler  A  H— £ 
Lovejoy  Geo  A — £  1 
McDonnell  D  S— ! 
Metzgar  Judson  D — i 
Moore  W  R— £  c 
Murphy  Joe  E — £ 
Murphy  Joseph — £ 
OakIea£  J  B  ft  T  L— f  c 
Oldefest  Henry  M— f  c 
Olsen  Andrew — £  c 
Parks  H  H— £ 
Sherman  Fred — £  1  c 
Wallace  J  H— £ 

MOMENCE 

Brassard  V  T— £ 
Brown  W  A— £ 
Butterfield  G — £ 
Dundas  T  A — 1 
France  Jas  B — 1 
Halverson  H — 1  c 
Harney  E  P— c 
Jarvis   A — ^1 
Kirby  J  J— £ 
Lane  F  E— £ 
Lc  Messurier  H  D — c 
Parish  Varnum  A — f 
Pavne  Thos  F— £  1 
Sdhall  W  P— £ 
Styles  D  E— £ 
Tallmadge  H  F  ft  F  C- 

£1  c 
Tower  T  W— £  c 
Upham  T  A— £ 

MONMOUTH 

Allen  J  A— £ 
Bowen  F  A— I 
Bruner  G  C— £ 
Cami>bell  J  H— £ 
Clippinger  E  E — £ 
Copeland  W  G— 1 
Dains  E  I  ft  Son  Co— £ 
Davis  Chas — £ 
Ewing  C  E— £ 
Giles  I  W— I 
Hkkman  Ross— £  1  c 
Te£reys  M  G— £ 
IaU  P— £ 
McCray  Albert— £ 
Mitchell  W  A— £  1 

goinby  ft  Hallam — £  c 
shall  W  P— f 
Svkes  Mrs  M  E— f  1 
union  Land  Co— £ 
Wise  C  S— £ 
Wray  R  I^-f 
Young  C  M— I 


INSURANCE    AGENTS— ILLINOIS. 


B-47 


MONTICELLO 

Ajre  J  W— f 
Bnrgcsi  L  C— f  1 
Holinci  Sadie— f 
Kaiier  H  E— f  c 
Kuns  J  C— £  1  c 
Porter  ft  Medaris — f  I  c 
Rodgen  Wm  E— f 
Smith  ft  GroM— f  1  c 
Tatman  C  A— f  c 

MORRIS 

Blasingham    &    Caislej — 

ilc 
Bliss  S  C  &  Co— £  c 
CampbeU  P  J— £ 
Erickson  Ed— £  1  c 
Foley  James — £ 
miliker  A  H— £  1  c 
Leach  Harrr — £  1  c 
Petteys  J  G — £  1  c 
Pike  E  W— £  1  c 
Reardofi  C— £  c 
San£ord  W  G— £  c 
Simrall  L  Er-£ 
Skdton  A  H— £  I  c 
Smith.  Smith  &   Smith— 

£lc 
Young  C  D— £ 

MORRISON 


Ackerman  Cha»^£ 
Blod^ett  W  A— £  1  c 
Hamngtoa  &  Bruin*-— f 
Ladens  H  J — £  c 
McBride  H  A— £ 
Maddin  C  G— f  1  c 
Maxtien  S  A— f 
Payne  E  W— f  c 
Ramsey  &    McCalmont— 

£e 
Reimen  J  J— f  c 
Riordott  J  A — ^f  c 
Thomas  F  M — £ 
West  Bra*— £ 
Whisder  L  B— f 

MORRISONVILLE 

Campbell  John   W — £ 
Maxon  Howard  L — £ 
NaU  Wm  F— £ 
Steinburg    Levy — £    1 

MOUND  CITY 
Curren  &  Sheehan — f 
Gannt  Chas  M — £ 
Hood  Fred— c 
Martin  Geo   E — c 
Trammdl  G  C— c 
Wangh  John  A— £ 
WehrenSerg  Charles — £  c 


MOUNT   CARMEL 

BedeU  Mrs  M  T— f 
Cunningliam    Sheridan — I 
FoHowdl   Clarence— 1 
Haghes  Wm  H-^ 
Hughes  &  Chtpman — f  c 
Kelaey    Mrs    J    MaxweU 

£ 
fiamsey  J  E— £  1 
Rernolds  ft   Reynolds — 

Russell  S  1^—1 
Sdbert  D  F— f 
Smith  A   J— 1 
Stein  Geo  B— £  1 
Stein  Wm— f  1  c 
Toombs  J  H — ^I 

MOUNT  OLIVE 

ClaTin  C— c 
Harlan  L  M-^ 
Reiser  A  C-c 
Rnise  Wm  E— £ 
Neal  T  D— £ 
Nieschwits  S  R— £ 


ReiUy  L  C— £ 
SassmannshAusen  F  A— 

£  c 
Scheller  Richard  A— f 
Trocger  H  J — £ 

MOUNT  PULASKI 

Danner  F  E— c 
Danner  G  C — £  c 
Downing  E  A — £ 
Fuhrer  Fred— f 
Heckler  C— £ 
Jarvis  Everett — £ 
Scha£er  G   F— f 
Schafcr  H  W— £ 
Smith  Geo— £ 
Wynd  H  V— £ 

MOUNT  VERNON 

Bangn  J  W— £ 
Bryan  B  T— c 
Dark  F  A— c 
Crooker  J  P— f 
Freshwater  W  W— £ 
Gibson  J   W— £ 
Grant  Ru£uft— £  I  e 
Hill  &  Hill— £  1 
Hinman   Earl — £   1  c 
Hoit  C  F— £ 
Hollingsworth  Guy — 1 
Johnson  A  C — £ 
Lcgge  L  E— £ 
Menxer  Frank — £ 
Moss  N  H— £ 
Mnrfcen  F  E— £ 
Ore  Geo  L— £ 
Pace  W  T— £ 
Pcavler  E  M — £ 
Piercy  N  A— £ 
Ragan  S  N — c 
Richardson  V  E— f 
Smith    KirbT— £ 
Snedaker  Frank 
Stephenson   W  J— 1 
Tanner  A  C— £ 
Thompson  C  H — I 
Thompson   Frank — f 
Threlkeld  Geo— f 
Webb  ft   Harris— £ 
Webb  Frank  C— f 
Williams  Curtis— £ 

MOWEAQUA 

Ayars  M  S— £  1  c 
Ayars  Ralph — £  c 
Colbert    Chas — £ 
Gregory  H  R— f  c 
Day  H  M— £ 
Gregory  H  R— £ 
Gregory  Richard — f  c 
Hammil  C  A — f 
Hudson   B   F— £ 
Snyder  K  R— £ 
Snyder  R  W— £  c 

MURPHYSBORO 

Bower  Dan — f  c 
Cotter  E  V— £  1  c 
Doty  R  E— £ 
Hunt  Myrta — £  1  c 
Kane  John  R-^£  c 
Kuehle  ft  Sons— f  c 
McElvain  R  J  Tr— £ 
McNeil   Sam— f 
Martin    Robert   P— £ 
Morton  C  H — 1 
Pierson  J  J— £  1  c 
Probaugh  Ed  P— 1  c 
Ritter  Chas  L— £  1  s 
Roberts  A  H  &  Son— £ 
Shaw  Will  G— I 
Smith    F  A— 1 
Tansey  J  L — 1 
Vancloster   Ed— f 
Watson  Andrew — f  1  c 
Watson  R  W— £  c 
Wells  Joe— £  1  c 
Williams  Ben  T— £  c 


NAPERVILLE 

Christ  M  E— £ 
Egerman  John— £ 
German  Melvin — i 
Myers  B  H— £ 
Rassweiler  H  H— £ 
Raasweler  Harry — £  1  c 
Rice  ft  Weiss— £  1  c 
Scott  Alvin — £  1  c 
Sheldan  R  M— £ 

NASHVILLE 

Carter  J  P— £  c 

Fiene  Fred— £ 

Forman  Bros   &  Jones— 

£c 
Holston  B  B— £  1  c 
Hosmer  Henry — £  c 
House  H  H— £ 
Hutcfaings  A  W— £  1 
Stanbrook  Wm — £ 
Tharp  Amos — f 
Wehmeyer  E  H— £ 

NEWTON 

Arnold  J  F— £  c 
Burton  Dr  E  E— 1 
Calvin  A  F— £ 
Cooper  W  W— £ 
Davidson  H  C — ^£ 
Frailer  P  R— 1 
Isley  ft  Kittle— £  c 

5ack  J  P— £ 
ohnson  E  F — £  c 
ifatheney  John  W — £  c 
Payne  Harry — 1 
Prathcr  T  O— £ 
Richards  L  A — £  1  c 
Robertson  F  H— £  1 
Shupp  John  H — £  c 
Stewart  ft  Prather— £  c 

NOKOMIS 

Gelly  R  ft  Son— £ 
Griffin  Al£— £  c 
Kelley  ft  Adden— f 
Miller  Harry  C— £  c 
O'Meara  A  E— £ 
Webster  W  G— £  c 
Wild  ft  Webster— £  c 
Young,    Crickenberger    ft 
Kettelkamp— £  1  c 

NORMAL 

Goodwin  Jno  A — £ 
Henthorn  ft  Lenta — f 
Keady  Alex— £ 
Learned    D  H— 1 
Miller  J  B— £ 
Sales  S  B— £ 
Washburn  J   N— 1 

OAKLAND 

Bell  Bros— £  1 
Maddox  J  W— £ 
Menaugh  J  F— £ 
Rutherlord  H  J— £ 
Shepherd  J  W  Jr— £ 
Small  J  A— £ 
Widdows  O  B— f 

OAK  PARK 

Allen  W  H-£ 
Barker  O  B  Jr— £ 
Blackstone  ft    Co — £ 
Carman    S   S— £ 
Clark  N  R  Mrs— £ 
Cogswell  L  D— f 
Cotton  Harry  ft  Co— f 
Cotton  W  F— £ 
Davia  E  V— £ 
Dunlap  ft  Co— f 
Ein£eldt  Henry  ft  Co— £ 
Fletcu£t    C    B   ft   Co— £ 
Fuller    E    A— f 
Furlong  E  G— £ 
Gale  Wm  H— £ 
Green  F  W-£ 
Hemingway   G  R — f 


Howe  Chas  O— £ 
Johnson  Bros  ft  Co— £ 
June  Frank  H — £ 
Kelly  John  J— f 
Knott  L  E— £ 
Kringel  F  J— £ 
Leadaman  H  N — ^f 
Lehman  H  J— £ 
Uoyd  Wm— £ 
McKee  Hazel   £— £ 
Middleton    E-f 
Miller  Peter  H— £ 
Morton  Earl— f 
Nohac  Jos  &  Co— i 
Oaks  W  W-£ 
Pike  Ivory  H— £ 
Rundell   Chas  I^f 
Taintor   ft  Gallup— f 
Thompson  F  D— f 
Tristram  J  E— £ 
WUling  James  P— £ 

OLNEY 

Baird  Chas  F— £ 
Cocn  H  C  ft  T  T— f  1  c 
Harris  M  S — £ 
Head  I  C  ft  Son— f  1  c 
Kau£man  A — f 
Keller  Geo  A— £  c 
Martin  ft  Harrell— £  e 
Nelson  M  L^f  1  c 
Price  J  B— £ 

Siuick  Chas— f 
lanker  G  D— £  c 
Stilwell  C  A— 1 
Tennjrson  A — £ 
Tippit    Thos— £   c 
Von  Almen  J  C — £ 
Wilson  Jas  P— £  1 
Yost  David — f  c 

ONARGA 

Amerman  Helen — £ 
Amerman  M  T— £ 
Durham  E  D— £ 
Egley  G  B— £ 
Furby  I  W— £ 
Kay  J  W— f 
Koon  W  B— £ 
Risser  A  B— £ 

OREGON 

Bohner  Geo —  £  1  c 
Brown  Geo  A—  £  1 
Burchell    F   W— £  c 
Chamberlin  C  H— £ 
Etnyre  C  D  ft  Co— £  1  c 
Ganta   Frank— 1 
Landers  C  A — £  1  c 
McDowell  R  L— £  1   c 
Myers  C  M— 1 
Perrine  Walter— £ 
Ray  E  A— £ 
Sears  Harry — 1 

OTTAWA 

Anderson  J  A — ^1 
Andrews  S  A — ^l 
Barnard  W  H— £ 
Bowers  R  Ethel— £ 
Buckner  ft  Roc — £ 
Cairns  David— £ 
Caton  C  A — £  1  c 
Colwell  Wm— £ 
Curtis  W  W  ft  E  J— £  c 
Doolan  ft  Brewster — ^I 
Farrell  T  B— £ 
Hani£en  Michael — £ 
Harris  J  O  ft  Son— £  1  c 
Hatbeway  Fred — £  c 
Hess  Lewis — £  1  c 

i ohnson  H  W— £ 
IcEvoy  A  S — f 
Mahoney  P  J— £  1 
Olson  ft  Heiberg — £ 
Puscy  W  B— £ 
Rees  A  G— £ 
Sinon  W  J— £ 
Stout  Miss  Elizabeth— £ 
Trimble  Geo  M— £  1  e 
Wharton  E  B— £  c 
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PANA 

Alexander  Joe — f 
Antisdel  C  L — c 
Baldwin  &  Baldwin— f  c 
Cutler  F  A— 1 
Ferguson  H  W — f  1  c 
Ferguson  L  N — f 
Gaffner  C  F— •£  c 
Gtassgow  C  A — f  c 
Griffith    Logan— f 
Hills  C— f 
Johnson  E  G-— c 
Jordan  W  F— 1 
Ktrkpatrick  H  B— 1 
Lees  Ed— f  1 
Marsland  G  W— f 
Metheney  J  A — f  1  c 
Miner  H  B— f 
Morgan  O  F— f  1 
Mull  £  E^f  1  c 
Pierce  F  J— f  c 
Pierpoint  J  J— f  1  c 
Reese  J  E^l  c 
Turner  Frank — f  c 
Warren  Wm— f 
Whitehouse  C— f 
Woodrow  Walter — c 

PARIS 

Beckett  J  P  &  Co— f  1  c 
Burt  W  N— f  1 
Cline  A  H— f 
Cole  W  D— f  1 
Doak  J  W— f 
Dole  Geo  V— f  1 
Eldridge  Albert— f  1 
Forcum  Arthur  P — ^f 
Guthridge  Tamea— f 
Halloran  Mrs  Hannah — f 
Hays  Mrs  Anna — f 
Howard  George  F  &  Son 

— f  1  c 
Hjatchinson  W  J— f  1  c 
McCord   Rkhard  K— f 
Mann  A  C— f 
Moffatt  N  R— f  c 
Redmond  W  E— f  1 
Sheppard  J  A  &  Sons« 

Sheriff  W  B  &  Co— I  c 
Tanner  Everett— f 
Tanner  Ins  Agency — f  Ic 
Thompson  J  D — i 
Van  Sickle  S  G— f 
Wright  Fred  W— f 
Zimmerly  S  E — £ 
Zimmerly  B  A— f 

PAWPAW 

McMillen  Chas  W— f  e 
Wright  ft  Fleming— f  1  e 

PAXTON 

Bailey  D  G— f 
Cole  J  W— f 
Duffield  H  E— f 
Flora  W  B— f  1 
Fogersburg  E   H — ^f 
Froyd  E  T — f   1  c 
Guidquist  Alfred — f 
Hall  F  L— f 
Johnson  C  A — f 
Johnson  Victor  B— I 
Johnson  C  E— f 
Xing  C  I^-£ 
Kinnison   Ethel  R— { 
Ludlow    Samuel — i   c 
McQuiston  M  G— f 
NelSon  Emil— f 
Newman  E  O— f 
Shelby  Chas— f 
Smith  Miss  Haiddie-^ 
Wylie  O  H— f 

PEKIN 

Allensworth  B  C— 1 
Becker  Herman — ^f  1  e 
Dunkelburg  Vfctor— f  1  e 


Edds  James  A  &  Co— f 
Haines  James  ft  Son — f 
Heck  ft  Meyers— f 
Hinners  Mrs  Lena — f  c 
Holland  C  F— £  1  c 
Horwith  George  B — £ 
Lohman  Martin — £  1  e 
Lucas  George  H — ^f 
Shurman  W  E— f  1  c 
Smith  John  L— f  I  c 
Soady  P  W— f 
Struck  Herman— f  1  c 

PEORIA 

Augustine  Otto  H— 1 
Becker  R  O— 1 
Bills  Roswell  &  Co— f  I  c 
Blush  J  H  ft  Co— f  1  c 
Brennan  L  J— 1 
Bryan  George — 1 
Bryan  W  F— £  c 
Callender  &  Co— £  1  c 
Casey  J  J— £lc 
Cone  &  Sears — ^f  c 
Cummings  ft  Son— -£  1  c 
Drysdale  Wm — c 
Fielder  Wm— £ 
Furst  ft  Bourke— £  1  c 
Gable  &  Son— f  1      ^ 
Gerdes,  Sprague  ft  Co— 

f  c 
Good£eliow  G  C— 1  c 
Hatfield  &  Co— £  1  c 
Kempahall  &  Keene— 1 
Kimmel  Chas  A— f 
Levison   Sam — f  c 
McClintick  W  T— 1 
McQuade  J— 1 
Maynard  Chas  A— 1 
Monroe   E  D — I 
MuUer  Theo  J— f  c 
Ottenhcimer  S  W— 1 
Pattison  H   O— I 
Phelps  R  R— 1 
Reagan  Geo  W — f  c 
Reinhardt   Henry — f 
Reybum  Ins  Agency  The 

— f  1  c 
Rousseau  A  W — £  c 
Schriever  R  A — 1 
Sleven  F  T— f 
Smith  Philip— f 
Spurck  ft  Grisby— f  c 
Struck  H— £  1  c 
Trc£rger  Adolph  Co — ^fc 
Velde  H  F— £  1  c 
White  &  Pumphey— f 
Whitney  C  O— 1 
Wittidc  W  A— £  1  k 

PERU 

Briel  Geo— f  c 
Bul£cr  Chas  C— £ 
Dauber  F  L— f 
Eikhoff  G  H— £ 
Foiey  John  E — ^l 
Helmig  Henry   &  Son — 

£  c 
Hoberg  &  Hoberg — ^f 
Hoenschied  Chas  B — f 
Hoober  Aaron — ^f 
Hoss  ft  Lockel— f 
Hoss  Gustav — £  1 
Kcegan  P  T— f 
King  R  J— c 
Koppen  Anton — £ 
Means  Wm  E— 1 
Neurenther  C  A— c 
Ream  Henry — £  I  c 
Scanlan  &  Massieon — f  c 
Struever    Rudolph    F— f 

1  c 
Wagner  Wm — f 
Werling  F  X— f 

PINCKNEYVILLE 

Crawford  Joe— £ 
Dry  Alva 
Dwyer  Clara  K— f 
Edwards  W  O— f  c 
Gnmer  Phil— f 


Kane  E  K— f 
Sims  WW— 1 
Taffce  J  G— f 
Timpner  Edw— f 
Taylor    Hosea — f   1 
Trover  G  H— f 
Wallace  T  L— f 

PITTSFIELD 

Allen  P  C— f  1  c 
Buah  W  C— £  c 
Dinsmore  John  F — c 
Dulaney  F  D— £ 
Frazier  F  L — f 
Haskell  J  R— £  1  c 
Heck  Bros— £ 
Hess  J  D— £ 
Hcsley  Harry — £ 
Hirshiemer  L  D — f  c 
Hooper  Chas  A — £  c 
Miller  Hugh  C— f 
Morgan  S  L — f 
Neibur  F  W— £ 
Patton  J  R— £  c 
Saylor  Henry — £  c 
Smith  Mark— c 
Strauss  Wm — f 
Turner  T  G— f 

PLANO 

Henning  E  W— 1 
Tones  W  K— £  1 
Leitch  R— £ 

Smith  J  H  ft  Son— £  1  c 
Turpin  J  E— f  1  c 

POLO 

ainton  E  M— £  1 
Clopper  Wm — £ 
Coursey  H  W— £ 

Folk  Uoyd— £  1  c 
Griswold  W— 1 
Miller  Geo— f  c 
Mulnix  F— I 
O'Kanc  E— f  1 
Schryver  M  E — f  1  c 
Typer  Harry — £ 
Wales  S— £ 
Zick  Fred— £ 


PONTIAC 

Armstrong  Grant  C — £  c 
Ball  Asher  C— £ 
Carithers  E  V— f 
Gates  P  H— 1 
Greenwood  &  Wisman — £ 
Gray  W  W— £  1 
Greenebaum  M  H  &  Co 

— f  c 
Herzbcrg  S  H— £  c 
Hoobler  E  E— £  c 
Hoobler  Rastus— f 
Kane  John  L — £ 
Larder  H  G— 1 
Le  Messurrier  C  J— £  1  c 
Lynch  Edw — £ 
Tx)peman  S  E — ^1 
Lovcll   F  E— £ 
Meyers  D   S  Jr— c 
Miles  Wm  E— f  1 
Morris  J  W— f  1  c 
Morrison  R  A — £  1 
Myers  Frank  L — f  1  c 
O'Conncll   Vera- f   c 
Parsons  James  B — £ 
Philips   Chas— £ 
Ryerson  T — 1  c 
Scatterday   Carl  L — 1 
Sesler  P  R— f 
Simmons  E  A— f  c 
Thompson  B  R— f 
Tuesberg  L  W— f 
Vogelsinger  H  E— 1 
Walsh  Jas  R— f 
Wissman  M  L — 1 

PRINCETON 

Anderson  A  L— f  1 
Clark  H  A— 1  c 
Codington    John— I  c 


Co-operative   Real  Estate 
&  Exchange  Agency— f 
Ferris  A  H— 1 
Gibbs  H  G— £ 
Harruff  A  B— £  1 
Henderson  T  B — £  c 
Tohnson  F  A — f  c 
Milner  Joe— 1 
Palmer  Thos— £ 
Rudigerjoe — 1 
Russell  R  I^-£ 
Skinner  John — £ 
Stewart  F  W— f  I  c 
Streeter  T  P— 1  c 
Swengel  A  M— f  • 

Young  E  M— £ 

PROPHETSTOWN 

Baldwin  S  G— £ 
Brennan  Elwood — f 
Crook  N  C— f 
Devenny  G  F— f  1 
Downer  Wait — 1 
Eakle  S  E— c 
Gilbert    Roger*— £ 
Graham  T  W— £ 
Griswold  Elliott— £  1  c 
Hill   Leamon — f 
Johnson  Adolph — ^1 
Mathis  Stover  &  Mathis 

— £ 
Mathis  Wm— f  c 
Olmsted  G  W— f 
Ott    Calvin— f 
Paddock  H  E— £  1  c 
Petty  O  P— £  c 
Potter  G  W— £ 
Seeley  Chas  E— £  1  c 
Tabor  T  H— £  1 
Wait  H  H— f 
Warner  C  J— £  1 

QUINCY 

Bartlett  Bros — f 
Bastert  J  H  Co— £ 
Berger  Sim— f 
Binkert  Bros — f 
Boiler  F— 1 
Boswell  L — f 
Chatten   Bert— 1 
Comeford  W  C— 1 
Corrigan  J  B — ^f 
Cruttenden  J  W— f 
Dickhut  Phil  Jj-A 
Dines  ft  On^-^  1 
Fuelbier  J— f 
Gille  G  H— f 
Glindeman  A — f 
Heckle  &  Son — £ 
Hendricks  Herbert — 1 
Hyatt  Sam— c 
Kemp  H  T— f 
Lake  H  H— I  c 
Lavoie  L  A— f  I  c 
Ricker  H  P  Jos  R— f 
Ruddick  Lease— f  c 
Shannon  O — f  1 
Stewart  Geo  R  ft  Co— £  c 
Vasen  B  G— f 
Wehmeyer  A  F — I 
Wells  H  S— 1 

ROCHELLE 

Berry  C  H— 1 
Br«inch  E  O— £  1  c 
Carpenter  Henry— f 
Countryman  M  A — £  1 
Dunton  W  N— I 
Evans  Arthur — f 
Fell  M  M— 1 
Gardner  C   E— £ 
Gardner  Fred  E— f 
Hayes  John — f 
Hayes  W  P— £ 
Healy  Broa— f  I  c 
Hixcr  A  W— £ 
Hodges   Ambrose — f 
Holmes  D  J— f 
Hoolcy  D  J— £ 
Kepner  C  E — £ 
Lake  Lncy  J — f 
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Lax  Wm— f  c 
McConaughty  E  L — £  c 
McDonnell  £dw— f 
McHenry  WUbur— f  c 
Purris  John — 1 
Sheadle  A  B— f 
Smith  Fay  G— f  1  c 
Spath  Frank  H— £  1  c 
TUton  F  J— f 
Werner  Otto — ^f 
Wirick  Fred— f 

ROCK  FALLS 

Cantlis  Jacob— f 
GetUe  C  W— f 
Hansen  &  Emmons— f 
Kadd  J  A— f  1 
Limeridc  J  G — f  c 
Stone  W  T— f  1 


ROCKFORD 

Allen  Harry—f 
Anderson  Arthur  E — f 
Axtell  S   H— 1 
Barrett  E  P — 1 
Baur  F— -I 

Bowman  J  A  ft  Co— f  c 
Boyden  G  F— 1 
Brodine  G  A— 1  c 
Burr  Fred  L— f 
Calrert  k  GrMory — ^f 
Camlin  John  u  Co — f  c 
Carr  &  Johnson— f 
Christopoersen  G  M — f 
Cole  ft  Company — f 
Colehour   Frank  E — f  c 
Dame  &  McFarland — 1 
Deuel  &  O'Shay— f  c 
Dobler  George— f 
Eastwood  &  Stokburger 

Ferguson  Thomas — f 
Festerling  E  A— f 
Fuller  L  S— f 
Haines  Anthony — f  c 
Hart  A  E  ft  Co— f 
HeU  Victor  P— 1 
Hinner  C  A— f 
Hoover  C  M— f 
Hopkins  C  C— f 
Homer  Frank  S— f. 
Howe  Harry — f 
Hunter  &  Wray— f 
Tilson  Harry  B— f  1 
Johnson  &  Shepherd — f 
Johnson  J  V — ^t 
Johnson  Cad  W— 1  c 
Jpslin  J  T— f 
Knapp,  Barnes  &  Co — f 
Krafci  F  J  C— f 
Letts  Sherman  B— f 
Marean  Harry — f  c 
Merlien  H   A— f 
Mcasner  R  C — f  1  c 
Mincemoyer  D  N — 1 
Morgan  G  A — f 
Mundy  G  W— f 
Nattress  J  H— 1 
O'Connor,  Ed  F— f 
O'Connor  Kate  F— f  c 
Parmele  A  G — f  c 
Penficld  J  G— f 
Peterson  Gnat— f 
Rapp  J  H— ^ 
Rosecrance  &  White— f 
St  Angel  Jasper — f 
Saterbaik  Anton — 1 
Shimmin  T  E— f 
Sovereign  W  H— f 
Stokburger  Ernest  C — £ 
Ticknor  Arthur  L— f 
Thompson  J  H — 1 
Treat  B  B— I 
Tumey  R  B— 1 
Webster  M  P  ft  Co— f 
Westin  C  V— I 
Wettel  C  A— 1 
Whitehead  T  B-^  c 
Williams,  Wormwood, 
Manny  Co— f  c 


ROCK  ISLAND 

Andrew  F  A — ^1 
Bailey   W  E— £ 
Barnes  Misa— 1 
Bennett  Robt— f  1  c 
Bengston    &    Shalline — £ 

1  c 
Blankenburg   &   Blanken- 

burff— £ 
Blocklinger  F  W— 1 
Canedy  F  O— £  c 
Chamberlin   C    R— f 
Qeland  J  H  &  Son— f 
Cox  P  F— f 
Dolly  Bros— £ 
Eckhart  &  Buffum— £ 
Emery  &  Stewart— 1 
Freeman  J  L^£ 
Gest  Kittle— 1 
Greif  J  K— 1 
Hayes     &     Cleaveland— 

flc 
Hodgron  C  E  Jr— f 
Johnson  G  A — £ 
Klove  A  M— £  c 
Kirsch  Paul— I 
Liminger  &  Meyer — { 
Kreis  E  B— f  1  c 
Krell  E— 1 

Maucker  W  C— £  1  c 
Mayer  Levi— £  1 
Medill  Lucy — ^1 
Reldy  Bros — i 
Schill  H  L— £  1  c 
SchiUinger  Wm  H— £  1 
Smith  Wm  A— £  I 
Stackhouse  E  J— 1 
Stewart  J  W— f 
Walker  H  K— f 
Weed  Jas— £  I  c 
Wheelom  H  L— 1 
Woltmann  Fred— f  1  c 
Wrigley  H  H— 1 
Xander  W  G— 1 

ROOD  HOUSE 

Bates  Chas  T— £  1  c 
Ferguson  W  J — ^f 
McConathy  J  R— £  1 
Payne  C  W— £ 
Roodhouse  W  C— £  1  c 
Starkey  J  W— £  c 
Strang  VT  B— f  1 

RUSHVILLE 

Bagby  John  S — f 
Billingdy  H  M— £ 
Bottenberg  T  E— f  c 
Cole,  Harvey  W— f 
Dyson   George — f  c 
Garrison  Don — 1 
Glass  David  H— f 
Griffith  Chas  B— £ 

iaman  L  A — £ 
.ewis  H  D — ^£ 
Little  John  S— £ 
Loring  T  M— £ 
Mills  Wiley  V— f 
Moore  U  G — 1  c 
Mourning  D  L — £ 
Rodewald  A  P— £  c 
Steele  G  B— £  c 
Taylor  T  J— £ 
Willard  B  O— £ 
Young  Carl— £   1 
Young  J  H— 1  c 

ST.    CHARLES 

Blancbard  C  L — £  c 
Caldwell  L  C— f 
Dalgard  Chris — f 
Doherty  J  T— £ 
Evans  O  E— £  1  c 
Gloss  H  A— £ 
Hempstead  ft  Son — £  c 
Hempstead  H  G — £ 
Holden  G  E— £  1  c 
Hunt   Brothers — £  c 
Hunt  F  C— £ 
Mellander  Paul  C— £  1  c 


Olson  Chas— £  1  c 
Rockwell  I— £ 
Rockwell  H  T— f  1 
Wettstein  Karl  C— 1  c 

SALEM 

Baker  C  A— £  1 
Parson  H  W— £ 
Geoppner  L  J — f 
Kagy  Floyd — £ 
Larimer  John   W — f 
Martin  John  E — £ 
Schwartz  Bros — £ 
Smith  B  M— £ 
Storment  W  S — £ 
Tel£ord  E  D— £ 
Webster  Mrs  Ollie— f 
Williams  A  R— f 
Williams  John  P-i-£  1 
Wyatt  R  D— £ 

SANDOVAL 

Patterson  Chas— £ 
Reinhart  Fred  F— £  c 
Rttddick  Lease — £  c 
Walters  R  W— f 

SANDWICH 

Blee  &  Ingcrsoll — £ 
Faxon  C  G — £ 
Fosse  A  O — ^1  c 
Kim  J  D— £  c 
Lewis  H  C — £ 
Stinson  C  L — £  1  c 
Wheeler  Cha*— £  1 
White  John— £  1  c 

SAVANNA 
Brearton  &  Walter— £  c 
Gray  A  J— f 
Greenlea£  F  S— £  c 
Robbe  H  O— £  c 
Scripture  Jesse  R— £  c 
Smith  D  C— £ 
Stransky  Frank — £ 

SAYBROOK 

Davison  Tas — £  1 

Harper  A  C — £ 

Lott  H— £ 

Means,      Schureman      I 

Cheney — ^£  1  c 
Rogers  F— £  I 

SHABBONA 

Griffin  &  Co— £ 
Heeg  W  F— f 
Husk  J  H— c 
Husk  Wm— £ 
Lovering  George — £ 
Ray  W  H— £ 
Stein  Chas  F— £ 
Swanson  J  W— £ 
Young  H  W— £ 

SHANNON 

Babb  A  S— £ 
Daniels  A — £ 
Reddington  Ed— £ 
Yordy  Amos— £  1 

SHAWNEETOWN 

Daily  Tom — ^£  c 
Goetamnan  L  B — £  c 
Harrell  E  A— £  c 
Millspaugh  J  W— £ 

SHELBYVILLE 

Allen  Edw  R— £ 
Barbee  M — ^1 
Campbell  J  L — £  1  c 
Carr  S  B— £  c 
Craig  Wm  H— £  c 
Dove  Bros — £ 
Filer  T  C— f 
Embry  Miss  Julia — £ 
TTaralfn  H  J  Jr— I 
Keller  &  Leathers— f 


Miller  Glen— £ 
Miller  John  D— £ 
Miller  W  H— £  c 
MiUigan  ft  Ruff— £  c 
Ragan  £  M — £  c 
Richardson  W  J— £ 
Scarborough  E  J — £  c 
Stiedly  ft  Crockett— £ 
Steward  C  W— £ 
Storm   Isaac  S — £  c 
Ulmer  J  F— £  c 
Westervelt    Leverett   C— 

£c 
Ward  U  G— £ 
Zimmer  J  T— £  1 

SPARTA 

Brown  J  C — ^1 
Dickey  James  H — £ 
Eikcr  W  D  M— £  c 
Ervin  A  K— 1 
Mclllwain  J  A — £  c 
Mclllwain  W  B— £  c 
McKelvey— 1 

McLaughlin  Martin  H — ^1 
Palmer  F  E — ^1 
Spruel  Chas — £  c 
Stephenson  A  J — £ 
Stephenson  T  B  ft  Co — 

£c 
Tweed  J  W— £  c 

SPRINGFIELD 

Appleyard  C  T— f 
Ackerman  J  W — 1 
Bair  ft  Baii^l 
Baker  T  C— f  1 
Bartelme  P — f 
Basley  Bros — £  c 
Bell  R  E— c 

Bellersheim   Geo    J — £  1  c 
Benjamin  D— £  c 
Benjamin  S — £  1  c 
Booth   ft   Co— £ 
Booth  A  S — ^1  c 
Brinkerhoff   ft    Co — £    c 
Cantrall  E  E— £  1  c 
Carter  C  S — \  c 
Chatterton  J  L— £  c 
Conner  Bertha  M— £ 
Connolly  Robert  &  Co— £ 
Constant  John  D— £    . 
Culp  Harvey  1— £  c 
Darrell  J  C— £ 
Davidson  Gaylord — 1 
Davidson  Wm — 1 
DiUer  Isaac  R— £ 
Ellis  J  R— c 
Fayart  E  E— f  c 
Fayart  Louis — f  c 
Fetzer  Chas— c 
Fisher  L  E— £ 
Flinn  L  Lawrence — £ 
Freund  Lawrence — £  1 
Gard  C  £— £ 
Gard  J  E— 1  c 
Garland  Tas  A — 1 
Good  J  H— £ 
Gibson  C  O— I 
Hamilton  N  J— £ 
Hatch  O  M— £ 
Haynes    Realty    Co — t 
Herman  ft  Co — £ 
Hemdon   Gray — £ 
Hickox  ft  Co— £  c 
Hickox  C  V— £ 
Hickox  G  C— £ 
Hill  H  B— I 
Hughes  A   F— 1 
Jefferson  J  W— 1 
fones  ft  Bernard — i   c 
Tones    D— c 

ones  M  A— £  c 
Tones  S  A — £ 

ones  R  E  I^— 1 

lendall  A  W— 1 
Keys  Geo  E — ^1 
Kennedy  F  P— f  c 
Lannhier  ft  Co— £  1  c 
La  Rose  S  W— £ 
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McRoberts  R  E  Co— f 
MUburnd  Wm— f 
Miller   &   Snape— f  c 
Monroe  A  J — f 
Moon  R-— I 
Morgan  &  Co — f  1  c 
Morris   E  J — I  c 
Morton  T  A  W— f 
Murray  W— 1 
Nortcbott  W  O— c 
Orr  W  A— c 
Orriny  Robt — 1  c 
Petrams  Victor — ^1  c 
Pierek  H  &  Co— f  c 
Piper  J  H— f 
Pulliam  L  J— f 
Rcdlich  E  H— 1 
Ridgcley  T— c 
Riefler  C  J— f  c 
Ritter   George  J— f 
Rollins  H   W— 1 
Rosborough  W — f 
Ruckel  W  F  &  J  H-£  1 
Rvan  Frank— f  c 
Scnemerborn  C — ^1  c 
Scott  J  W  &  Sons— £  1  c 
Sherman  A  F — c 
Sherwood  E  S— f  c 
Simmons  Roy    c 
Smith  E  F— f 
Smith  N  H— f 
Solenberger  H  M — 1 
Stacy  yf-A 
Sugg  Wm  L— 1 
Stofcy  E   E— f  1 
Sterling  F  H— f 
Sturges  W  H— 1 
Stewart  John — f  1  c 
SuUivan   C  C— f 
Troxell   Kindendall  &  Co 

—f  c 
Turner  E  H— f 
Valentine    F    E— 1 
Weaver  J  B— f 
Wooding  D  J— f  c 
Workman  Frank— 1 
Wright  B   F— f 
Yates  Harry— f 
Yates  W  H-f  1  c 


SPRING  VALLEY 

Blachley  L  S— f 
Herccr  Jos — f 
Hicks  Wm— f 
HoUerich  C  N— f 
Tagodzinski  I  J — f 
Y^napp  C  W— f  c 
Murphy  J  L— ^ 
Smith  N  H— £ 
Sweeney  J  J — £ 
Wagner  G  F— £ 


STAUNTON 

Fischer  Chris  C— f  I  c 
Fischer  H  A— f  1  c 
Fischer    Laura — f 
Panhorst  Edna — f 
Willoughby  H  H— £ 

STERLING 

Decker  J — £ 
Gait  Wm  T  &  Co— £  I  c 
Greenough  G  D — £ 
Hessling  T  F— £ 
Kanally  W  A— £ 
McCloy  W  S— £ 
Miller  D  L— £ 
Palmer  W  P— £ 
Sheldon  Carl  F— £ 
Street  H  S— £ 
Ward  John  A— £ 
Ward  M  C— £ 
Ward    Philip— £ 
Wetsel  John— £  I  c 


STREATOR 

Baker  HenrT — £  c 
Bawden  T— 1 
Benny  Edw»— £  1  c 
Coley  J  J-c 
Dicus  H  H— f 
Essington  J  W— f  1  c 
Holland  W  A— £  c 
Horack  Charles— f  c 
Hosier  H  S— 1 
Johnson  S  E— £  1  c 
Keating  B  T— £  1  c 
Keating  B  X— 1 
Patterson  John  B — 1 
Pirkey  J  C— £  c 
Powers  F  M — £  1  c 
Pra£cke  A  J— £  c 
Robinson  Harry — ^1 
Kop£  J«»— £  c 
Murdock  Max — £ 
Myers  Ed  C— £ 
Rollo  J  P— c 
Ryon   O   B— f  c 
Spencer  D  J — £  c 
Taylor  Geo  N— £  1  c 

SULLIVAN 

Ashbrook  Vcrn — £ 
Baker  Zion — £ 
Bolin  S  T— 1 
Carier  John  W— £ 
Edwards  C  S— £  c 
Foster  A  E— £ 
Gaddis  John  W— 1 
Gridcr  John  T— £  c 
Harsh  P  J— £ 
Jennings  John   E — f 
Lindsay  Chaa  D— f 
McPheetcrs    Frank— f 
Martin  J  K— £ 
Mattox  M  A-^  c 
Meeker  R  D— £  c 
Miller  Aaron — f 
Miller  E  J— f 
Monroe  C  H — f  c 
Moutray  Mark — £ 
Nicholson  A — £ 
Sentel  Geo  A — £ 
Tabor  Wm— c 
Thompson  Frank — £  c 
Wright  Bros— £ 

SYCAMORE 

Ahem   F  C— £ 
Buell  C  H— £ 
Conrad  C  M — f 
Gross  L  M— £  1 
Harrington  J— 1 
Hartzell  C  H— 1  c 
Herrick  W  A— I 
Knights  H  M— £ 
Mitchell  Z  B— f  1  c 
Pond  C  C— £ 
Romp£  F— 1 
Snow  B  J — £  1  c 
Walker  &  Hammer- 

Schmidt — £ 
Warren  S  S— £  1  c 
Waterman  J  R — £ 

TAYLORVILLE 

Anderson  F  W— £ 
Brown  E — £ 
Buck  &  Buck— £ 
Dexheimer  Wm — £  c 
Grundy  L  G — £ 
Hunker  A  A— £  1 
Kinney  Bros — £  1  c 
Magner  H  J— £  1  c 
Merry  J  A— £ 
Rhodes  C  A— £ 
Taylor  Jno  W— £  1  c 
Tyler  W  B— 1  c 
Wareham  Fred  J — £  I  c 

TOLUCA 

Ball  E  G— ^  1 
Brown  C  A — f 
Fahey  Mike— £ 
Tracey  J  W— f  c 
Turigliatti  D— £ 


TUSCOLA 

Cantral  J  R— £ 
Duhammel  S  S— £  c 
Johnson  R  J  N — £  1  c 
Kagey  J  W  ft  Co— £  1  c 
McKee  A  A  ft  Son— £  1  c 
Price  Harry — £ 
Robertson  M  E— £  c 

UPPER  ALTON 

Beeby  John  T— £  1 
Leverett  J — ^r  1  c 
M  ego  wen  J   D — £ 

URBANA 

App  &  Miller-{  1  c 
Becker  Wm  E-1 
Boggs  F   S— f  1  c 
Burt  T  A— £  1  c 
Coffin  W  E— £ 
Everhart  Leon  U— f 
Freeman  Gus  T — £  c 
Goodspeed  L  H — £ 
Henderson  A  H — £ 
Henson    &    Burton— f 
Hubbard  G  W— £ 
Lawrence  D  A — 1 
Lawrence  J  H^l 
Lindsey  Ed — £ 
Lindsey  Geo  W — £ 
McGehee  J— £  1 
McLean  L  A  &  Son— f 
Oldham  J  G  &  Daughter 

-f  1  c 
Parks  M  S— £ 
Parker  G  R— f 
Prestin  &  Cohen — f  1  c 
Russel  Emma — £ 
Saffcr  L  B — £ 
Sampson  E  W — f  c 
Swartz  B  F— £ 
Webber  Geo  W— £  c 
Yearsley  Emmet  A — f 

VANDALIA 

Bolin  J  P— £  1 
Brown  Geo  W — £ 
Burtschi  J  C— £  1  c 
Coleman  C  F— £ 
Collins   Mrs  Lizzie   B — £ 

1  c 
Dieckman  G  A  A — £ 
Gochenour  H  J  &   N    C 

— f 
Guinn  F  M— £ 
Henry  Will— £ 
Houston  C  F— f  c 
Meyer  Fred— c 
Miller  W  E— £ 
Schcnker  John  W— £ 
Weistling  Dr— £ 

VENICE 
Fechte  J  L— £  1  c 

VIRDEN 

Costley  D  W— £  c 
Cowen  H  H — £ 
Murphy  Jas  H — £ 
Pennington  Joe — ^1 
Shriver  J  H— £  c 
Simons  H  C— £  1  c 

VIRGINIA 

McDonald  Hy— £  1 
Needham  E— f 
Robertson  F  M — f  I  c 
RoberUon  J  T — f  1  c 
Robertson  V   E— £  1  c 
Taylor  R  C— f  1  c 
Wilson   Kate— f 
Yaple  &  Petcfish— £  1 

WARREN 

Alvin  L  B— £ 
Clark  S  A— £ 
Paul   Miss  Mabel— £ 
Richardson  J  W— f 
Schildhimmer  S  J — c 
Tear  Harry  C— f 


I 


Wilcox  E  J— £ 
Wol£c  A  L— £  1 

WARSAW 

Buckert  A  P— f 
Craw£ord  Chas  C— 1 
Ernst  Daniel — f 
Hunt   M  T— £  1  c 
Knoche  J  H— £ 
Kruskopf  F— £  c 
Raich  Mrs  Louisa  A— f  c 
Sack  M  A— 1 
Van    Pappelendam   VV  C 

— £ 
Wallace  Chas  E— £ 
White.  J  A  Ji^-c 
Young  Chas — £ 

WASHINGTON 

Gaiber  E— £ 
Dunnington  C  M — £  I  c 
Heiple  Frank  S— f 
Miller  I  W— £ 
Rfch  A  R— £ 
Stimson  ft  Busse — £ 

WATERLOO 

Bollinger  A  C— £ 
Bresmer  Hugo — 1 
De  Mint  Louis  S— f 
James  Bennett — ^f 
Murphy  H— £ 
Pinkel  A  H— f  1  c 
Wolf  Henry  C— £ 
Ziebald  Geo  C— c 

WATSEKA 

Bailey  J  O— £  c 
Barber  Chaa  E— £ 
Brennan  T  B— f  c 
Burdick  Bert— £ 
Cromnecker    Fred— 1 
Derken  Fred— 1 
Evans  Joe — f 
Fanyo  Frank — £ 
Gerdes  Geo — £ 
Horfe  W  H— £  1  c 
Ireland  Jas — f 
Tones  I  B— £ 
Longshore  James —  f 
Mayrand  Edw — f 
Merrill  J  M— £  1 
y/lorgznleane-^  c 
Parker  H  C— £  1  c 
Payson  C  H — £ 
Potter  K— £  1  c 
Skiff  Wm— £  1  c 
Tovey  Fred — ^£ 
Trotter  Wm — £ 
Veroni  A  P— 1 
Warren  H  A— £  1  c 

WAUKEGAN 

Beaubien  A — £ 
Biddlecome  M  P — £ 
Blumberg  Nathan — £ 
Bodsford  R  S— £ 
Diver  Clarence — £ 
Durst  &  Schwartz— £ 
Erskine  Fred  S— £  1  c 
Graves  F— £ 
Hanna   L   P— £ 
Hey  decker  C — £ 
Heydecker  E  J— £ 

{ones  C  J — £ 
4cht£eld  E  E— £  I 
Mark  &  Cady— £  1 
Mason   Roy — £ 
Murrey  Jas — £ 
Orvis  E  V— £ 
Parker  W  C— £ 
Parmlec  Ben — £ 
Smith   Oarence    E — f 
Smith  W  B~£ 
Stripe  R  H— I 
Swaycr  J  S — £ 
Tompkins  Bert — f 
Weiss  Wm  F— £       • 
Wekh  J  G— f 
Wiard  Will«rd— I 
Woradc  C  A— €  1 
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WENONA 

Gallagher  M  A— f 
Gren  D  H— f 
Ho4e  G  O— f  c 
Tudd  0  P— f  1 
)add  T  D— f 
Laof  Frank— f 
Moulton  F  M— f 
Taoait  H  M— f 

WEST  CHICAGO 

Bradley  C  H— f 
Campbell  A— f 
DaTtoo  G  A—f 
Elliott  Edgar— f 
Jone*  B  T— f 
Neltnor  Kirk  K— f  1  c 
Norris  C  £— f 
Robertaon  J   C— f 

WH EATON 

AUum  Tame* — 1 
Binder  J  G  &  Co— f  c 
Darling  W  H— f 
Fisher  H  A— f 
Gary  W  E— f  1 
Guild  E  L— f  1  c 


Hageman  Geo   F — f 
Johnaon  W  H— £  1  c 
NaU  D— f 
Steven  W  W— f 
Stick  A  P— f  1  c 
Taylor  M  B— f  1  c 
Tomlinaon  &  Sona — f  1 
Wagoner  J  H— f 
Valette  W  F— £ 
Wheaton  &  Son  F  £— f 

WHITEHALL 

Boehm  Robt  C— £  c 
Cbapin  &  BeU— f 
Ellia  A— £  1  c 
Greer  H  S— £  1 
Johnston  Miss  Georgia  D 

Pearce  Ed  C — £  c 
Tuniaon  H  O— f 
Winn  W  L— f 
Winters  V  T— £ 
Worcester  R  S— f 

WILMETTE 

Appleton  Robt  S — f 
Dunshee  E  P— f 


Fatch  E  P— c 
Knox  Tom-— I 
Long  J   H— £ 

WILMINGTON 

Hadaall  A  S— f  c 
Keeley  Felix— £ 
Ohlhues  Peter— £ 
Stewart  T  B— f 
Watson  £  F— f 


WINCHESTER 

Bagahaw  W  L— £  1  c 
Hog»n  G  W— f 
Kellem  T  W— f  1  c 
McUagblin  H  W— £  1 
Smith  A  C— £ 
Smith  D  T— £  1  c 
Smith  E  D— £ 


WINNEBAGO 

Ades  Geo  H — f 
Myera  W  O— I 

Tritle  W  F— f 


WOODSTOCK 

Arnold  Emil — f  1  c 
Cowlin  Wm   H — ^f  c 
Dacy  Chaa  F— £  c 
Field  A  F— £  c 
Furman  Percy — £  1  c 
Hamer  Theo — c 
Hojr  Fremont— f  1 
Quinlan  &  Murphy — f  c 
Ouinlan  D  F— £  c 
Kichards  &  Jewett — f  c 
Richards  &  Still— £  1 
Silliman  Frank— £  1  c 
Tappan  Frank — f  1  c 
Waite  E  H— f  I  c 
Young  L  J — £  I  c 

WYOMING 

Colgan  &  Adama— £  1  c 
Cox  Harry  C — £  c 
Earhart  J  M — £  1  c 
King  J  E— £ 
Miller   Thomas— £   1 
Rakestraw  G  S— £  1  c 
Scott   Charles  F— £ 
Teeter  E  S— £ 
Teeter  R  J— f 


INDIANA 


State  Savings  &  Trust  Company 

GEO.  M.  COBB,  Manager  Insurance  Department 

General  Agents  for  Indiana 

Qobe  aid  Rutgers  Fire  Ins.  Co.,  of  New  York  Inaurance  Underwriters  of  tke  Spring  Garden  Int. 

Padiie  Hre  Int.  Co..  of  New  York  Co.,  of  PhiladelpKie 

Sontliweatern  Surety  loa.  Co.,  of  Deniaon,  Texas 


Automobile  Department  for  Indiana 

Insurance  Company  of  tke  State  of  Pennsylvania,  Philadelpbia 

9  East  Market  Street,  INDIANAPOLIS,  IND. 


ALBANY 

Ferguaon  Elmer — f 
Lockhart  A  W— £ 
Stafford  Jas  R— £ 

ALBION 

Budds  Arthui^-£  1 
Grant  ft   Foote— £ 
Martin  T  J— £ 
Xfenaugh    H    R— f 
Menaagh  W  H--£  !  e 
Moore  &  Thomas— £ 
Rallehan   Tim — £ 
Singleton  John — f 
Spangler  M  H— f 

ALEXANDRIA 

Day  Bros — ^f  c 
Etchison  T  F— 1 
Hall  T  I>— f 
Hall  W  I— f  I  c 
Hartman  John — £  1 
Hughes  W  I— f  c 
Jones  Thos  H — £  c 
Merriken  W  S— £ 
Reese  John  T— £  1 
Wales  &  Moreland—f  1  c 

ANDERSON 

Aldridgc  H  A— c 
Anderson  Trust   Co— f  1 


Baker  E  L— 1 
Beeler  John  E — £ 
Benson  H   L — 1 
Bilby  Elmer  W— 1 
Boyer  J  E — £  c 
Bronnenberg    Samuel — t 
Burr  L  J — c 
Busby  L  F— £ 
Campbell  W  B— c 
Clark  R  B— f 
Cornelius  T   F  &    Son — 

£  c 
Dent  Chas  E — c 
Detamore   T  N— 1 
Dillman  Clara  A — 1 
Durbin  &  Myers  Co  Inc 

— £   c 
Farmers  Trust  Co — £  1  c 
Foland  W  E— £ 
Forkner  John  L— c 
Garrison  Chas  R — 1  c 
Gui singer   E   J — c 
Heritage  W   H— f   1 
Hester  T  J— 1 
Hinton  W  H— 1 
Hoppes  D  C — 1 
Home  Loan  Co — £ 
Jackley   A  J-1 
Janns  Clem — c 
Keesler  Chas  R — c 
Kirst  Fred— 1 
Knowland  L  M— 1 
Koons  Wm — 1 


Lambert  Ira  D — £ 
Langell  Louis  L — £  c 
Larmore  Jas  M — f 
Leak  W  L— 1 
Lccd  J  T— 1 
LinviUe  Elbert  S— f 
Lott  John  B — £ 
Luse  &  Hardie — £  c 
Martin  W  H— c 
Matthews  Frank— c 
May  James  J — £ 
McLaughlin  P  F-£ 
Morgan  Lucius— ~c 
Morgan  &  Perry — f 
Norris  J  A— 1 
Overman  Geo  W — £  c 
Parry  D  D— 1  c 
Reed  J  T— 1 
Soth   J   M— £ 
Shinkle  E— f 
Surbaugh  Wm  H — f  c 
Taylor  Wm— 1 
Teegarden  John  C — c 
Vestal  A   H— 1  c 
Vinnedge-McCuUoch 

Agency — ^f  c 
Webb  &  Garrison— f  1 
Wemeke  Chas— 1 
Whianer    S   B— 1 
WilUams  Frank  B— c 
Williamston  T  S— 1 
Young  E  E— 1 


ANGOLA 

Beckholt  Chaa— f 
Qem  Svan — f 
Elston  Wm— f 
J  Freeman   Qarence — i 
Gates  L— f 
Gosdale  O — f 
Johnson  J— c 
Kirk  Geo  W— f 
McQue  M— f 
Metzgar  &  Metzgar — f  c 
Morley  Harvey  W — f 
Morse  Sarah— £  I 
Moss  C— f 
Sheffer  W  K— £ 
Smith   L— £ 
Wambaugh — i  1 
Wood  A  C— f 
Work  Byron— f 
Yotter— C   A— f 

ATTICA 
Blottt  Morris— £  1  c 
Coen  Miss  Jessie— £ 
Finney  Miss  Kate— £ 
Green  A  P— £ 
Hutson  &  Co— f  1  c 
Martin  A  J— 1 
Martin  L  G— £ 
MitcheU  H  W— f  1  c 
Mullinnix  W  F— £  1  c 
Reed  Will  B— f 
Williams  G  M— £ 


B-52 


INSURANCE    AGENTS— INDIANA. 


ND.— Con. 

AUBURN 

Andresfl  Harry — 1 
Auburn  Ins  Agency— f 
Baxter  Miles — £  c 
Boland  M — f 
Borst  Chas  O— c 
Brown  C  M — f 
Campbell  M  F— f 
Casper   I    M — 1 
Daniel  L  S— 1 
Franks  O  V— f  1 
Gattcn  L  B— f 
Oreen  M  I^— c 
Coc  Geo  W— 1 
Knapp  Chas  H — f 
Mcdung  H  C— f  c 
Moudy  J  F— 1 
OberliQ  Roy— 1 
Pomcroy  Jas  E — f  c 
Rainier  Chas  E— f  1  c 
Rainier  Joseph — f  1  c 
Rhodes  Wilhs— f 
Rickle  W  D— f 
Savings  Loan  &  Trust  Co 

— f  c 
Seller  F  P— f 
Schnadcl  Geo  T— 1 
Scott  John  H— 1 
Seydell  S  A— f 
Sidle  Chas— 1  c 
Smith  Chas  S— f 
Snyder  H  C — c 
Sprott  T  H— f  c 
Spratt  D  P— 1 
Swift  Paul  H— 1 
Wallace  M  I^— 1 
Weaver  H  D— f  1  c 
Wise  Jacob  A— 1 
WUe  Rev  J  G— 1 

AURORA 

Bienkampen  Fred — f 
Cobb  P  D — f  c 
Cobb  W  H— 1 
Davies  L  E— f 
Dennerline  J  L — f 
Kassebaom  J  L — f 
Schuler  Jacob — f 
Wood  Geo  W— f  1 
Wunderlick  Geo— f 

BATESVILLE 

Beck  &  Johanning — I 
Beck  Geo— f 
Canfield  H  C— f  1  c 
Greeman  Wm — f 
Johnson  Chas— £ 
Timmerman  &  Co— f 
Timmerman    &    Hillen- 
brand— f  1  c 
Walsmann  H   C — f 
Wilkes  John— £ 
WyckhoflF  A  B— f  1 
Wyckhoff  &  McCallum— 

BEDFORD 

Alexander  W  E— f 
Allen  Charles  H — f 
Boyd  B  W— 1 
Burton  &  Moon — f 
Guthrie  M  R— £  1  c 
Hatfield  F  D— f  1 
Keach  &  MeKlcmcre — f 
Lowe  S  B— 1 
McKinncy  J  C— £  c 
Martin  H  D— f 
Mellen  Robert— £  c 
O'Brien  Mike— £  1 
Underwood      &      Under- 
wood—f 
Walls  &  Walls— £  c 
White  Roscoe— £ 
Weir  Henry — £ 

BLOOMFIELD 

Brown— W  T— £  .... 
Bloomfield  Tust  Co— f 
Cravens  Agency — £  1  c 


Donald  Andrew  J  O — f 
Eveligh   R  E— f 
Faucctt  Chas  W— f  1  c 
Lctsinger  H  W— f 
Slinkard  W  L— £ 
Van  Buskirk  Thos— £ 
Weaver  Geo  W— £ 

BLOOMINGTON 

Allen  W  J— f 
Axtel  Harry^-£ 
Backer  P  A— 1 
Beck  H  L— I 
Beldon  A  H— f 
Buskirk  G  A  &  Son— f 
Buzzard  Elmer — f  c 
Citizens    Loan    &    Tnut 

Co— £  I  c 
Cogshall  W  W— 1 
Dunn  ft  Foe — i 
Dolan  J  C— 1  c 
Fields  Jess— 1  c 
Foster  John  T — £  e 
Grant  H  U— £ 
Hottle  W  E— £ 
Huntington    ft    Thornton 

— £  Ic 
Lee  R  A— f 
Lowden  W  M— £  c 
Miller  Chas— £ 
Orchard  H  D— £ 
P£rimmer  &  Hobbs — £  1  c 
Rice  G  R— c 
Rogers  L  D— £  1  c 
Sare  ft  Springer — £  I  c 
Simmons  Charles— 1 
Slocombc  C  V— £  I 
Springer  Chas  H — i  1  c 
Sudbury  B    V— 1 
Weaver  W  W— £  1 
Woodward  J  T— £  1  c 
WooUey  ft  BamhiU— £  1  e 

BLUFFTON 

Buckner  Benj  F— £  1 

Dustman  ft  Co — f  c 

Edris  H  M— f  c 

Effinger  Fcrd — £ 

Hale  &  Markley^£  1  c 

Hitchcock  &  Fetters    £  c 

Markley  Howard — £  1 

Martz  L  L — 1  c 

Pese  V  S  Agency— £  I  c 

Snyder   G   D—1 

Union    Saving    ft    Tmtl 

Co— £ 
Wilson  W  1^1 

BOONVILLE 

De  Forest  S  T— £ 
Gough  R  D-^ 
Hargrave  E  C— £  c 
Kaegcl   Frank— £ 
Lutz   Philip— £ 
Moore  ft  Co  R  D  O— f  1 
Richardson  John  F — f 
Schurmeicr  John — f 
Taylor  C  N— £ 
Tilman  T  P— £ 
White  Robt  B— f 
Wilson  Jas  R-£ 

BOSWELL 

Foster  C  S — £  c 
Foster  1 — i 
McAdams  A  B — £  1  c 

BOURDON 

Dexter  &  Anderson — £ 
Hall  D  A— £ 
Jeffries  L  Q— £ 
Kern  A  S— f 
Kern  F  J— £ 
Matchett  Jas  H— £  c 
Minard  W  G— £ 
Neidig  C— £ 
Russell   Wm   F— f 
Tyrell  ft  Daughter— £  c 
Wol£  J  N— £ 
Wood  Chas  A— f 


BRAZIL 

Brazil  Trust  Co— £  1  c 
Carroll  J  L — c 
Casteel  &  Casteel — £  c 
Davis  Trust  Co — ^£  c 
Decker  M  E— f  c 
Finley,  Stigler  &  Co— fc 
Garrigus  W  M— f 
Gregory    Ed— c 
Houck  Oscar — f  c 
McConneU  C  U— £ 
Monk  Sidney — £ 
Pell  J  S— £  c 
Roy  E  H— 1 
Schuetz  Edw  C— c 
Shattuck  R  L— c 
Tozer  R  V— c 
Turner,   Seiders   &   Kidd 

— £  c 
West  Jacob  E— f  c 
West  Miss  M  A— f 
Williams  Sam  W — c 

BREMEN 

Dausman  Geo  M — ^£  c 
Grise  John — 1 
Hayes  &  Hayes— £ 
Hayes  S  J— £ 
Lejmer  O  R— f  1  c 
MUler  H  H— £ 
Saur   Chas  G— £ 
Seller  ft  Heckaman— £ 

BROOKVILLE 

Balsley   H   E— c 
Geis  F-£ 
Geis  Wm— 1 
Hubbard  Mf^£  c 
Hyde  G  W— 1 
Lacy  Willard-1 
McCarty  I  N— f 
McCarty  Wm— 1 
MuIHn  Mr— £ 
0»Byme  G  F--f 
Rockefeller  A  H— £ 
Shawalter  £  W— £ 
West  J  F— £ 
Winscott  Chas  E— f 
Wise  Karl— £ 

BROWNSTOWN 

Dailey  W  H  ft  Co— £  I  c 
Foster  F  C— f  1  c 
Fountain  John  W— £  I  c 
Gunder  Geo  W— £  I  c 
Miller  John — 1 

BUTLER 

Boyle  Jeff— £ 
Brink  F  A— £  c 
Campbell  C  W— £  c 
Campbell  R  C — £  c 
Decker  C  R— 1  c 
Ritter  F  H— f 
Teas  H  K— c 
Webster    Mrs.     Alfce    E 
— £  1 

CAMBRIDGE  CITY 

Callaway  Geo — £  c 
Doney  Geo  H — 1  c 
Doney  W  H— £  1  c 
Markle  W  T— £  1  c 
Mason  &  Reese — £ 

CANNELTON 

Bush  Stella— £ 
Denny  O  O— f 
Lincoln  E   S — £ 
Minor  O  C— £ 
Minor  ft  Hirsch —  £ 
Waldschmidt  Wm— £  c 

CHARLESTOWN 

Dodd  H  C— £  c 
Lewis  Chas— £ 
Long  J  M— £     ^ 
Morrow  J  W— £ 
Whitlach  John— £ 


CLARKSHILL 

Farmers  Bank — £ 
Kesler  ft  Daugherty— f 
Mote  W  S— c 
Northrup  Geo  B— £ 

CLINTON 

Bonner  W  H— £  c 
Clinton    Trust   Co— £ 
Guinn  R  G— £ 
Home    Loan    ft  Building 

Ca-£ 
Lyda  Mark  W— f  c 
McDonaU  T  L— £  c 
Miller   ft  Pike— £ 
Nebeker   M    E— £ 
Penterath  R  M— £ 
Robb  J  W  ft  Son— £  c 
Satterlee  W  A— £ 
Wiltcrwood  J  A— £  c 

COLUMBIA  CITY 

Bailey  L  T— £ 
Bloom  B  J — £ 
Erdman  August — 1 
Fanners    Loan    ft   Tmst 

Co— £  c 
Gates  John— £ 
Halderbaum  C — 1 
Heller  F  J— £ 
Howard  R  J— £  1 
Johnston  A  M — 1 
Kenner  F  B— £ 
McLallen  Bros— £ 
Meiser  L  M— £ 
Provident  Tmst  Co— £  c 
Raber   Abstract   Co— f 
Rhoads  G  W— 1 
Shriver   Geo— £ 

COLUMBUS 

Acfacnbach  W  N-£  1  c 
Columbus  Abstract  Co—f 
Custer  C  E-< 
Defamer  Henry— f 
Federal    Underwriters— 

£  1  c 
Hickey  John  M— f 
Hunter  J  D— £ 
Hutchina  B  M— £  1 
Jewell  M  V— £ 
Kinney  ft  Kinney— £  c 
Laughiin  J  C— £ 
Mahoney  John— f 
Reap  Anna — f 
Reynolds  £  B — ^1 
Reynolds  Irwin— £  I 
Shedron  A  F— £  c 
Stater  W  W— £ 
Sutherland  E  F— 1 
Truitt  Harry  S— £ 

CONNERSVILLE 

Barrows  A  E  ft  Co— £  c 
Broaddus  L   L — £   1 
Carver  Charles — £  c 
Clifford   ft    Mathewaon— 

£  c 
CU£ton  Jas  A— £  c 
Fcaris  T  H— £  c 
Frank  William— £ 
Frost  H  L— £ 
Johnston  E  G — £  c 
McKinnan  S  O — £ 
Vance  Charles— £ 

COVINGTON 

Allen  Russell— f 
De  Haven  Alvah — i  c 
Dicken  I  H— £ 
Fountain  Trust  Co--£  1  c 
Harlow  ft  UtUe— £  I  c 
Heath  E  W— 1  c 
Layton  W  W— £  1  c    , 
Massey  ft  Sons  W  Br-£c 
Schwin  Geo  P— £ 
Schwin  J  B— £    . 
Sullivan  Ralph — f  c 
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CRAWFORDSVILLK 

Brewer  E  M — ^f 
Brothers  J  J — ^I 
Brown  C  W— f 
Clark  O-l 
Gemcnts  A  S — f  c 
Crawfordsville         Invest- 

ipent  Co — f  c 
Crawfordsville     Trust  Co 

— f  c 
Farmer      &      Merchants 

Truit  Co—f  1  c 
Fnllenwider  C  B— f  c 
Pulletiwide  J  W— f  c 
Griffith  W  D— f  c 
oel  Jacob— f 
"ellj  W  S— 1  c 
Krout  R  K— £  c 
Peyton  G  W— 1 
Ross  Charles  W— f  c 
Roth  E— 1 

SuflFord  O  W— f  c 
Sutton  E  J — f  c 
Swank  W  A— f  c 
Symms  Sam  D — f  c 
Thomas  C  I^— f 
Vandeave  H  D— £ 
Warbntton  J  F  &  Soa-« 

f  c 
Wingert  Bailer— £ 

CROWN  POINT 

Bielefeld  R  G— £  c 
Cole  E  R— c 
Farley  F  E— £ 
Gerlach  A  J— 1 
Hershman  Geo-->£ 
Kimball  Wm— £ 
Knight  Lawrence — f  1 
Kramer  John   P — f 
Meyers  )  B — £ 
Rockwell   &    Bixeman— £ 
Ruf  Fred  A— £ 
Sherman  Georee — f 
Tuthill  W  H— f 

DANVILLE 

Baraett  L  A— £ 
Blessing  Edgar  M— £  c 
Danville  Trust  Co— £ 
Downard  &  Taylor— £  1  c 
Easley  Geo  E— £ 
Gnlley  O  B— £ 
Hume  &  Gaston — £ 
Oabom  W  C— f 
Pattiaon  Geo  T — £   c 
Sears  Virgil  R— £ 
Sherman  Christie — £ 
Trotter  John  W— £ 

DECATUR 

Adams  E  B — £ 
Decatur    Underwriting 
Co— £ 

Frenchte  &  Latterer— £ 
Gallogby  &  Johnson — f 
Graham  Ins  Agcy — £ 
Helem  C  L— £ 
Hooper  ft  Lenhart— £ 
Meyers  W  J— £ 
Prterson  J   S— f  1  c 
Smith  D  E— £ 
Stnlte  J  D — ^1 
Sutton  Jesse    £ 
Welfley  Andrew— £ 

DELPHI 

Arnold  Talmar  R— £ 
Bradshaw  W  H— f 
Cartnght  1  H— £ 
Eldnd^e  Bert— £   1 
Huntstnger  Allen — f  1  c 
Piffley  W  H— £  1  c 
Roach  &  Roach— £ 
Sanderson  Worden — ^1 
Waddle  James  B— 1 
Weidner  James— £  1  c 


DUNKIRK 

Coovin    Geo— 1 
May  F  H— f  1 
Nunn  James  E — f 
Smalley  C  W  &  Co— £  c 
Smith  A  B — f 
Sutton  Richard  J— £ 
Whitaker  Geo  T— £ 

EAST  CHICAGO 

Davis  Miss  Mary  A — £ 
De  Briae  Edw  &   Son — 

£  c 
Duensing  &  Warner— f 
Dunsing  Jos  W — £ 
Evans  F  L — £ 
Friedman  Jacob   E — f  c 
Fuay  Wm  A— f  1  c 
Hale  Wm  F— 1 
Herod  Jos  M— £ 
Howidn  John  C — t 
Kennedv  J  D— c 
Krupa  &  Kubal — £  c 
Kula  S  &  Son— £ 
Ladd  Agency  The — f  c 
Lewis  Geo  F — £  c 
Lewis  Geo  W — £  c 
Macarietz  Geo— c 


McCarter  Jas— 
McCoy  H  I^£ 
McCoy  Jas — £ 
Nowicki  John  C — f 
Ottenheimer  Abe— < 
Roe  Willis  E— f 
Smith  C  C— £  1  c 
Specter  Moses — f  c 

EDINBURGH 

Loughery  A  J — 1 
Mayfield  J  W— f  c 
Mitchell  H  H— { 


Porter  R  G — £ 
WalU  I  J— f  c 

ELKHART 

Anderson   Emil — f  1 
Baumsardner  Chas  E — ^1 
Best  Geo  W— £ 
Brunig  W  C— c 
Campbell  E  A— £ 
Carpienter   &  Zook — £ 
Chamberlain   Livy — £  c 
Church  Ira — ^£  c 
Citizens  Trust  Co — £  c 
CoUey  J  W— £ 
Conley  O  M— £ 
Dalton  Wm  D— £ 
Darlinff  Mrs  E  D— £ 
Deal  Otto — ^f 
Dennert  Louis  A — f  c 
Elkhart   County  Abstract 

Co — £  c 
Ellwood  W  M— £ 
Felthouse  Aaron — £ 
Fleming  George — £ 
Frank  Charles  E— £ 
Fritr  E  N— 1 
Harman  J   L— £ 
Haynes  Worthy — £  1 
Hilc  W  B— £ 
Hosack  S  G— £  1 
Hughes  &  Arnold — ^£  c 
Indiana  Realty  Co— £ 
Jackson  C  E — f 
Keis  Jos— £ 
Kesler  A  R— £ 
Lamb  Abstract  Co — £  c 
Lee  C  A— £ 
Machan  Agency — £  1  c 
Manning^  Geo  J— £ 
Markel  O  H— f 
O'Brien  W  L— £ 
Olinghouse  D  S— £ 
Proctor  R  J— f  c 
Rahn    Fred- £ 
Raymer  Clyde— £ 
Sawyer  Glenn — f 
Seller  Cyrus— £ 
Si^erfoos  Wm  J— £ 
Skinner  Mr — £ 
Smith  A  M— £ 


Stark  M  W— £ 
Staudt  Peter  J— 1 
Stevenaon  A  H-r-f  c 
Stickler  Andrew  G — £  1 
Sykes  Walter  A— f    1 
Teed  Chas  E— f 
Wider  Wm  E— £  1  c 
Wood  J  D— £ 
Ziegler  E  B— £ 

ELWOOD 

Aurelius   Sam — c 
Bamett  J  W— f 
Boyden  I  T— f  1  c 
Broadbent  R  F— f  c 
Carson  H  N— f 
Clyde  S— f  c 
De  Hority  E  C— £ 
Dc  Hority  F  E— f  1  c 
Elliott  Jaa  R—c 
Empire  Agency — £  1  c 
Field  J  G— f  c 
Finch  A  A— 1 
Finch  W  A— c 
Fondersmith  W  H— £  1  c 
Fornsbell  F  B — 1 
Goldsmith  W  R--f  1  c 
Harris  I>— 1 
Iseminger  John  M — c 
Kidwell  E  E— c 
Morris  O — c 
Parker  Wm  C— £ 
Pentecost  L  D— 1 
Plough  Dolpft — ^I 
Reese  John  'f— f   ' 
Steele  H  E— 1 
Sceley  W  A— 1 
Shaw   O    O— 1 
Shoemaker  M  E — 1  c 
Smith  W  N— 1 
Wdamantel  E  B— 1 
WUson  C  R— 1 
Wilson  Geo  F— 1 
Zer£ace  M  F— £ 
Zer£ace  W  G— f  c 

EVANSVILLE 

Adair  J_  J— £  c 
Adlcr  Hiram  J— £  1 
Axperican   Trust   &    d«v^ 

uigs  Bank — £  1  c 
Bennett  •  Hutchinson  Co 

— £1  c 
Campbell  I  A— 1 
Clark  H  J— 1  c 
Cook  S  W  &  Co— £ 
Cox  D  A— £ 
Curnick  Geo  L— £ 
Decker  &  Ferguson->£ 
Decker   Fred   G— 1 
De  Kress  Paul— c 
De   Treville    R    D— 1   c 
Dersch  J  H— £ 
Elder,   Cooper  &   Co — ^£ 
Ferguson  W  0—1 
Greene  &  Greene — £  1  c 
Harden  T    N— 1 
Hopkins  A   Emmett — ^I 
Hutchinson  Alexander^— 1 
Tenner  Thos  H — i 
Jordan  Thos  A — ^1 
Klauss  &  Dreier — £  c 
Loos  W  E— 1 
Luhens  &   Batten — 1  c 
McCormick  Edw  P— 1 
McCrae  Harry  S — ^l 
McGrew   Geo  G — £ 
Mercantile  Trust  &  Sav- 
ings Co — £  c 
Meyers  Alex — ^1 
Miller  A  Lane— £ 
Milleriei  T— £ 
Mornbach  S — 1  c 
Moss  Wm— £ 
Muenstermann  J — ^1  c 
Pittman  James  O— 1 
Richardt  A  C  Realty  Co 

— £   c 
Rose  Clinton  F  &   Co— 

£  c 
Rudd  Chas  B— 1 
Sieflfert  Felix— £  c 


SonnUg  M  S— £  c 
Stocks  Harvey  G — £ 
Tate  Jas  B  &  Co— £  1  c 
Vickery-Odell    Co— £  c 
Weaver  W  D  &  Co-£  1  c 
Weil  A  M  &  Bros  Co— 

£  1  c 
Wells  M  E— £  c 
West    Side   Insurance   ft 

Real  Estate  Co— £  c 
Williams  D  C— 1 
Young  J  B — f  c 
Zapp  Wm— £ 

FAIRMOUNT 

Briles   Jacob— £    1    c 
Li£e  J  F— £  c 
Long  A  R— £ 
Nelson  H  M— 1 
Overman  C   D— £  1 
Parker  C  T— £ 
Scott  O  R— £ 

FORT  WAYNE 

Ashley  Geo  L  &  Son — £ 
1  c 

Ault  D  F— c 

Bauer  K  J  &  Co — f  c 

Beahler  John  E— £   1  c 

Blitx  M  J— £  1  c 

Boerger  G  W— £  c 

Citizens  Trust  Co — £  c 

Conway  James  F — 1 

Cook  Walter— 1 

Cook  Brothers — f  1 

Cooper  Wm  P  &  Brown 
—1 

Crane  E  A— 1 

Douglass  Wm  V — £ 

Federal  Securitiea  &  In- 
vestment Co — £ 

Federspiel  Frank  J — £  c 

Ferris  W  A— £  c 

Fisher  D  C— £  1  c 

Fitch  C  B— £  1  c 

Fitch  M  W  ft  Sons— £ 
1  c 

Rtch  W  S— £ 

France  H  F— £ 

Franke  Julian  F— £  1 

Fuelber  Anselm — £ 

Graham  James  E— £  c 

Hall  A  F— 1 

Harding  ft  Lahmeyer— £  c 

Hart  Wm  P— 1 

Hartman  Jacob — £  1  c 

Hutchins  Birney  M — 
£  1  c 

Ingham  W  H— 1 

Kerby  T  F— 1 

King  S  K— 1  c 

Klomp  ft   Bieber— £ 

Kuhne  ft  Co—f 

Lambert  Fred — f 

Leedy  Wm  M— f  1  c 

Lennart  ft  Ortlieb — f  c 

List  Frank- £  c 

Long  Mott  R — c 

Lumbard  S  C  &  Co—f  c 

McKee  G  W— f  c 

McKinnie  Realty   Co—f 

Markey  A  T— f  c 

Motz  Geo  ft  Sons — £ 

Neireiter-Gumpper  Will- 
son— f  c 

Stoehr  T  J— f 

Nolan  Charles  D— f  1  c 

Orr  Charles  W— 1 

Pauley  J  J  ft  Son— £ 

Peoples  Trust  ft  Savings 
Co—f 

Pequignot  H  C— £ 

Preble  C  M— f  c 

Ransom  Lyman  H — c 

Rayburn  W  O— 1 

Scherer  H  P— f 

Schrader  ft  Wilson— f  1  c 

Schuler  C  W— f 

Shorey  I  H— f  c 

Stout  David  C— f  1  c 

Stults  ft  Co— £  1  c 

Till   J   E— £   1   c 
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IND.— Fort  Wayne. 

Con. 

Tri-State   Loan  &    Trust 

Co— f  c 
Ungemach  E  C — f  1  c 
Vorndran   K— f 
Walsh  &  Co— f  1  c 
Walsh  M  V— f 
Weber  C  J— £  1  c 

FOWLER 

Chancellor  Joseph  D — f 
Dinwiddle  Lee — f 
Hall  E  G— f 
Lupton  A  I — f  c 
Parker  P  B— f  c 
Piper  Otis— f 
Saunderson    &    Hawkins 

— f 
Snyder  Chas  M — f  c 
Swan  Robert  A — f  c 
Whicker  C  B— 1 


FRANKFORT 

Barnes  Geo — 1  c 
Beaver  E  C— £  c 
Bennett  Glen — ^1 


Bird  George — c 
Burget  E  O— 1 
Colcord  T  A— £  c 
Derrick  Jacob  B — £  1  c 
Fisher  D  P— £ 
Fisher  Mont  B— £ 
Frazier  Jesse — 1 
Graves  C  E — f  1 
Hammond  Fred  E — £  c 
Hodge  E  I>— 1 
Killmer  J— £  1 
Merriman   Bros — £  1 
Morris  W  A— £ 
Neher  J   M— c 
Parson  Aaron — £ 
Pence  D  P— £ 
Staley  E  H— £ 
Roush  &  Strong — £  c 
Thompson    A   J — £ 
Van  Nuys  R  G—  1 
Whitaker  E  H— £  c 
Youndt  &  lAne — £ 

FRANKLIN 

Bvfield  R  C— £  c 
Clemroer  Geo— £ 
Fanners  Trust  Co — £  1  c 
Fix  C  E— 1 
Henderson  O  W— 1 
Hoffman  H  C— £ 
Overstreet  C  A— 1 
Owens  John  R — f 
Sellers  Martin — £ 
Shuck  O  J— £ 
Story  J  M— £ 
Union  Trust  Co— £  1  c 
Warner  John  C— £  1  c 
Wilson    &    Henderson — £ 

I  c 
Zeppen£eld  L— 1 


GARRETT 

Abel  Chas— £ 
Beehler  D  C— £ 
Brown  H  M— £ 
Bruce  H  C— £ 
Franks  Will— £ 
Garrett  Savings,  Loan  & 

Trust  Co— f 
Genglcr  Peter  A— £  1  c 
Grieake  Ed— £ 
McHugh  EUa— £ 
McKennan  E  M — £ 
Mager  Jno  B  &  Son — f 
Mounts  &  Brinkcrhoff — f 
Mounts  W  W— £ 
Sharpless  W  W— £ 
Spencer  G  B — £ 
StoehrJJ-£ 
Wert  H  B— £ 


GAS  CITY 

Fclters  &  Jay— £ 
Linn  J   F— f  c 
Pugh  Thos  B — c 
Ward  John  E— £ 

GOODLAND 

Babcock  A  D— f  1  c 

Gravel  Al  F— £ 
Hameton  J  T— £  1 
Humston  Charles — f 
Jones  Dr  Frank — £ 
Kilffore  Mort— £ 
McCurry  A  T— £ 
Oswald  J  W— £  1  c 


Sage 


Id  J  W— £ 
John  W— 1 


f 


GOSHEN 


Balycat  J  W— £ 
Bechtel  D  M— £  c 
Berkey  Warren — f  1  c 
Bowser  Geo  E — ^1 
Brooks  Leonard  J — £  c 
Burris  Lloyd — £ 
Charnley  Wm — £  c 
Charnley  Lula  M— f 
Dausman  E  A — £ 
Davis  E  O— £ 
Davis  Thoma*— £ 
Deahl  Anthony — £ 
Dcahl  Ray— c 
Dodge  I  0—1 
Ferrall  Geo  W— £ 
Foulks  Chas  W— £  c 
Galentine  M  M — £ 
Hawks  F  E  C— £ 
Harper  Geo — ^£  c 
Hess  E  W— £  c 
Howenstein    Fred — 1 
Kidder  &  Chatten— £ 
Mehl  A  C— £ 
Menaugh   A   S — £ 
Mummert   E    E — £   c 
Noble  Louis  B— f  1 
Ransberg  Joseph — £ 
Richardson  G  M— c 
Scha£cr  B  G-7-£ 
Simmons  Orville — £  c 
Troyer  D  J— £ 
Vernon  H  E — £ 
Watts  Orrin— £ 
Whippy  L  Burr — £ 
Yoder  J  S— f 
Zook  A  S— £ 

GREEN  CASTLE 

Athcy  L  H— f 
Blake  G  E — £  c 
Bartley  Rupert — 1 
Boyle  Geo  R— 1 
Broadstreet,      Vestal      & 

Peck— £ 
Central   Trust   Co— £  c 
Cooper  Chas  E — ^1 
Cooper  &  Leachman — £ 
Crouch  Richard  H— 1  c 
Crowley  Thoo— £ 
Dalby  J  N— £ 
Dowling  John  S— 1 
Durham  Andrew  E — £  c 
Evans  T  E— £ 
Gillen  C  C— c 
Hay«s  &  Cooper— £ 
Hurst   C   C— £ 
Hurst  &  Landes— £  c 
Jemeison   Wm   F — ^£  c 
Ledbetter  W   P— 1  c 
Lucas  Fred— £  c 
Lucas  &  Kelley— f  1 
McCoy  John  G — f 
McD   Hays  Tames — £ 
Manuel  A  H— £ 
Maxwell  Harry  P — 1  c 
Nelson  James  B — £ 
Newhouse  Frank  F — ^1 
O'Wair  Fred  I^£  c 
Peck  Isaac  S— £ 
Reeves  H  A— f 
Richardson   &    Hurst — i 
Scars  John   W  O— 1 


Sha£er  R  W— £  1 
Smith   Oliver   H— 1 
Stout  E  W— 1 
Talbot   Mrs  Jessie — £ 
Vestal   &   Peck— f 
Wilson  Geo  M — c 
Wright  L  G— 1 

GREENFIELD 

Adler  John — 1 
Barr  Chas — £ 
Barrett  Chas  E— c 
Boone  Frank  S — I 
Bott8£ord   W   B— f   c 
Bu£kin  Samuel— 1 
Cooper  D  B  &  Son— £  1  c 
Corcoran  John — ^f  c 
Crider  Chas  A— £ 
Duncan  C  W— f  c 
Dugan  &  Garriott — f  I  c 
Ferguson  J  A — f 
Gable  H  V— f 
Gant   E  E— £ 
Grose  E    B— £ 
Hinchman  J   R — f 
Hufford  j  M— 1  c 
Hughes  Wm  A— f  1  c 
Leaman  W   L — c 
Morrison  C  W — £ 
MuUendore   Grant — f 
Myers  Ora — c 
Reeves  John  H — f 
Roberts  John  W — ^1 
Rock   Carl    S— £   c 
Ryan   Chas— 1 
Smith  V  A— £ 
Steele  Albert  N— f  c 
Thomas  H  L — £ 
Tindall  Geo  T— £ 
TuUey  E  O— £  1 
Van  Deman  F  E — f 
Van  Duyn  A  C— £ 
Walker  J    R— £ 
White  Wm  R— c 
Williamson  A  H— 1  c 
Wilson  M  L— 1 
Wood  Bros — £  c 

GREENSBURGH 

Baity  Robert— 1 
Bentley  Wm  G— 1 
Bonner   James   F— £ 
Bostic   Watson — £ 
Christian  John  Henry  Jr 

— ^£  c 
Crampton   H   C — £ 
Crawford  N  A  Sr— I 
Doles  E  E— £ 
Downey  Wm  L— 1 
Emmert  Harry — £ 
Erdemann  Agency  The — 

£  1 
Eward  L  D— 1 
Foley  Eustace— 1 
Gilchrist   W  F— £ 
Habig  &  Ely^£ 
Habig  Anthony — 1 
Hirsch£eld  A   E— £ 
Hite   Edgar   E— f   c 
Howard  A  L — ^£  1  c 
Jenkins  M  C— < 
Kessing  Ed — f  I  c 
Kessing  Moffett— £ 
Link  Cnas — 1 
Lowe  Mrs  C  C— £  1  c 
Mansfield  Wm— £  I 
Meek  T  W— c 
Miller  &  Ryan— £  c 
Morley  John — ^1 
Murphy  A — ^1  c 
Northern  C  F— £ 
Parker  J  H— £ 
Privett  Uriah— c 
Rankin  E   A — £   c 
Robinson  Birney  H — I 
Rogers  Noah — I 
Russell  Jno  F— £ 
Shaw  James  O — 1 
Thomas  M — £  1  c 
Wood  Dr  L  A— c 
Zollar  Chas  Jr— £  1  c 


HAGERSTOWN 

Allen   J   H— £ 
Davis  L  B— c 
Hiatt  H   C— 1 
Mason  Ed— c 
Pierce   L   M— £ 
Stonecipher  J    H — £ 
Tietor  &  Mason — ^f  c 

HAMMOND 

American  Trust  &  Sav- 
ings Bank — f  c 

Hammond  S  &  Trust  Co 

Hammond  W  H— £  c 

Johnson  E  F— I 

l^ost  J  F— € 

Lake  Co  Sav  Trust  Co- 
£  c 

Lipinski  P   B— f  c 

Mashino  W  F--£ 

HARTFORD  CITY 

Bonham  J  M — f  1  e 
Daugherty  Frank—! 
Fleming  C  O— f 
Hubbard  &  Miller— f  1  c 
Marsh  R  C— £ 
Reeves  Lewis — f  1  c 
Rhoades  J  H— f  1  c 
Ri£e  Geo  W— f 
Spence  W  H— f 
tSnt  J  T— 1     ^    ^  , 
Underbill    Tas  O— f  I  c 
Vancleve  W  I^-f 

HUNTINGBURG 

Bainberger  &    Mehringer 

—1 
Beeler  Alvin   P— £  c 
Brctx  W  C— 1 
Dufendach   F   H— 1 
Eulenstcin    Alvin — £ 
Gray  A  L— c 
Killan  Louis  H— £  1  c 
Krekte  John  H— £  1  c 
Lieber  G  A— c 
Reutepohler    Daniel— -f  c 
Schwartx  Chas   W— £ 
Sermersheim  Felix — c 
Vowell   J    A— c 
Williams  F  P— 1 
Wood  J   A— c 

HUNTINGDON 

Allen-Potts    Realty    Co- 

£  1  c 
Altman  J  C— £  c 
Black  H  C— f 
BucKer  &  Hearton — £  c 
Butler  Chas  A — £ 
Crandall  A  A— f 
Ebcrhaut  G  M— £ 
Hamer  W  D— £ 
Keefer  E  F— I 
Kelsey  E  E— £ 
King  E  O— £ 
Koch  W  E— £  c 
Mitchell    Roberta— £    I  c 
Moffet  WUl— f 
Moore  M  W— £  1  c 
Price     &      Roscbrough— 

£  1  c 
Saul  J  H— £ 
Snyder  &  Lowmaster — £ 
Weese  H  G— £ 

INDIANAPOLIS 

Aetna   Trust    ft    Savings 

Co— £  c 
American  Mtge  Guar  Co 

Barnett  J  T— £ 
Bamitt  J  L— £ 
Barton  W  E — £  c 
Brewer  Geo  E— £ 
Brewster  G  S — ^1 
Bromert  J  M— « 
Browne  W  R — ^1 
Buennagel  J— £ 
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Bnilden  Real  Estate  Co 

— £ 
Bnrkhart  E— c 
Calvelage  L  B— f 
Carter  A  B  &  Co — ^f 
Christian  W— 1 
Qark  E  V— c 
Clark  F  S  &  Co— f  c 
Cobb  Geo  M— f  c 
Conner  &  Kuer«-« 
Corcoran  John  £ — ^f 
Conrtrigfat  &   Steiner — ^1 
Coulter  D  A— f 
Crawford  £  C— f  c 
Cmae  J  S  Renltj 

c 


Dennv  Acenc 
Diddel  &^ns  A  J— I 
Dixon  J  O — c 
Doeppert  Fred    f 
Edwards  h  Edwards— f 
Edwards  ft  OdMrne — 1 
Farmers  Trust   Co — f  c 
Ferrell   C   E— 1 
Fidelity  Trust  Co— f  e 
Fieber  ft  ReillT^f 
Fletcher  Savings  &  Trust 

— f  c 
Flickinger  £  E— 1 
Folsom  E   F— 1 
Foster  &  Meeaick— c 
Flynn  W  C— I 
Gibbons  W  J— 1 
Gill  M  F  Affencf^-« 
GresorT  &  Appei — f  c 
Hadcathom  I>--1 
Hall  &  HUl— f  c 
Harness  &  Hurt — f 
Hartman   ft    Cahalane— f 
Harelick  P  A— f 
Hawkins  Geo— 1 
Heaton  E  M — c 
HoUoway  Chas  E  ft  Son 

Home  Ins  Agency — f  c 
Home  Protection  Service 

— f  c 
Home  W  I,— 1 
Horton  L  P— c 
Hubbard  W  H— £ 
Indiana  Trust  Co — f  c 
Jennings  Bros — ^f  c 
Jones  Frank   L — ^1 
Kattcrhenrrr  E  E— f 
Kempshal  «    Keene — ^1 
King  J  R— 1 
Kissel  W  F— c 
Lawrie  P  B— c 
Lanck  Johx»— f 
Lawrence  Agency — ^f  c 
Unburst  Realty  Co— f 
Lovett  T  R— f 
McCulIough    J  G— f  c 
McGiUiard  &  Munford— f 
Maine  W  P— f  c 
Martin  H  B— f 
Meyer  ft  Kiser — f  c 
Meyer  A  J  &  Co— f  c 
Meyer  Harry — ^f 
Meyer  J  T— 1 
Moore  G  H  ft  Co— £  c 
Morley  Alfred— 1 
Neil  W  ~ 


O'CaUaghan  J  T— « 
Pangborn   G  W— f  c 
Pfisterer   Peter— £ 
Pinkus  Isaac — ^1 
Pinkus  V  £—1 
Pray  Agency— f  c 
Price  Bros.    Co— f 

gnill  L  M— 1 
Alston  B  M— f  c 
Ramsdell  Guy  A— 1 
Raasmann  E  C — £ 
Richie  I  N  ft  Son — ^f  c 
Kidgeway  R  A — 1 
Roberts  John  W  ft  Co— f 
Rnaaell  G  W— f 
Sayles  C  F  ft  Co— £  c 
Sawyer  F  K—£ 
Schmid  &  Smith — £ 
Schmidt  Lorenz  ft  Son— ^ 


REHM  &  OLIN 

SucesMOft  to 

Rehm  &  Van  Deinse 
INSURANCE 

AITNA  BUILOINQ 

Scoonover  E  J— c 
Security  Trust  Co— £  c 
Seidensticker   O   &  Co— 

f  c 
Shellhouae  Frank— f 
Sherer  F  D— 1 
Shields  Jesse  L — ^1 
Shimcr  J  T  Agency— f 
Shirley  J  A— £ 
Simmons  L  £ — ^1 
Spann  J    S  &  Co  Inc— 

f  c 
Spi^l  Geo  M— 1 
Springer  ft  Gibson — ^1 
Sute  Savings  &  Trust 

Co— f  c 
Stein  Theo  Jr— f 
Sun  Realty  Co— £ 
Swanton  J  W— 1 
Taylor  C  H— 1 
Throckmorton  H  N — c 
Todd  N-^ 
Uhl  &  Yoke— f  c 
Union  Trust  Co— £  c 
Valdenaire  ft  Ingle — £ 
Van  Deinse  A  J — £ 
Vandercook   ft    Wilson — 

f  c 
Walker  Agency — £  c 
Welch  John  R— £ 
Wells  A  H— 1 
West  Side  Trust  Co— f 
Willard  A  I^-c 
Wilson  Geo  R— 1 
Wood  E  T— £  c 
Woodsman  H  H  &  Co— 

£  c 
Young  E  H— 1 
Zener  ft  Stone — £  c 

JASPER 

Beta  Frank  L— f  1  c 
Cramelspacher  Gus — f  c 
Doane  A  C— I 
Dougherty  T  K— f  1 
Schneider  F  I^f  1 
Wilson  W  A— f  1  c 

JEFFERSONVILLE 

Adams  L  H— 1 
Allison  W  B— c 
Anderson  Chas  M — 1 
Armstrong  ft  Frank — ^f  1  c 
BUzard  C  C— 1 
Brendell  Jos — ^1 
Burdine  R  B— 1 
Citizens  Trust  Co — i  c 
Conner  A  D— 1 
Davis  Frank — ^1 
Dyl  David  H— £ 
Fox  W  T— £ 
Frank  Elmer  M — c 
Hardman  S  R— c 
Heaton  H   E — c 
Hill  H  K— 1 
Holzheimcr  P   H— 1 
Hydron  Wm— 1 
Kelley  D— 1 
Undlev  T  J— £ 
Lufz  ft  Adams — £ 
Lutz,  Burdette  C — c 
McClure  Chas— 1 
Mead  B  F— <r 
Offden  Wm  E— 1 
Pfau  A  C— £ 
Reedcr  L  N— f 
Scheer  L  F— 1  c 
Snyder  John  R — £ 


Stannard  M  Z— c 
Stradley  Thos  H— £ 
Todd  H  V— f 
Voigt  J  F— f  1  c 
Walicner  ft  O'Neil— f 
Watson  &  Buttorff— £  c 
Williams  Jas  £—1 
ZuUuf  &  DriscoU— £ 

KENDALLVILLE 

Bluhm  Fred  L— £  1 
Bodenhofer  F  L— £ 
Boyer  A  M— £ 
Brouse  U  O— £ 
Fields  F  E— £ 
Goke  F  G— f 
Jones  J  A — £  1  c 
Kendallville    Trust   Co— 

f  c 
Kiser  H  I^f  c 
Pfaff  U  S— £ 
Shapland  W  B— f  1  c 
Smith  W  A— 1 
Smith  W  I— £ 
Swogger  W-^  c 
Wilson  D  C— £  c 


KENTLAND 

Bush  Ada — £  c 
Cummings  R  R— f 
Cunningham  T  B — ^f  c 
Darroch  Wm — ^f  c 
Davis  John   G— 1 
Hess  Reuben — £  1  c 
Higgins  John — ^£  1 
Lowe  Charles— 1 
Mock  Tames — £ 
Russell  Henry — £ 
Sammotts  H   L— f  c 

KNIGHTSTOWN 

Baxter  C  F— £ 
Bell  &  Stage— £ 
Garritson  W  S — f  c 
Gourley  W  C— f 
Harrison  R — £  1 
Jordan  J  — f 
McGraw  E  G— £ 
Morgan  ft  Wallace — £ 
Newby  &  Newby — f  c 
Reddick  M  S— £ 
Swaim  C  R— f 
Vandenbark  P  N— f 
Wagoner  N  W— f  c 
Welborn  Cha»— f 
.Wilkinson  T  B— £ 
Wooten  L  R— 1 
Yordan  J— £ 
Zion  W  R— f  1 

KNOX 

Fletcher  James  C — £ 
Fuller  C  M— c 
Hays  Harry  J— f  1 
Johnson  Ins  Agcy  Inc — 

— f  c 
KoflFel  H  R— £  c 
Kratli  John— f  c 
Lundin  Brothers — £  c 
McCormick  J  N— £ 
Newtson  Brothers — £ 
Nichols     W— f  c 
Peters  R  D— £ 
Peters  W  S— 1 
Rogers  H  C— £ 
Schrock  M  E— f  c 
Short  G  F— £  I 
Swartzcll  A  W— £ 
Taylor  E  H— £ 

KOKOMO 

Anderson  E  R — £ 
Duke  Bros  &  Co — £  1  c 
Garrison  A  L— £ 
Gerhart  Bros — £ 
Haughbaugh  John — £ 
Hockett  Ed— £ 
Hunt  A  H— 1 


I 


ay  ft  George — £ 

oyce  J  B — £ 

oyce  Thomas — ^1 
.Lokomo  Trust  Co— £  c 
Laughlin  Wm — ^1 
O'Neal  Nora— £ 
Parsons  ft  Orem — i 
Russell  E  Er— £ 
Schwartz    Bros. — £ 
Smith  J  C— £ 
Smith  N  B— £ 
Springer  Denny — £ 
Strause  H  T— £ 
Terrell  David— 1 
Vaile  J  E— £ 
Vrooman  H  W— 1 
Wirick  E  H— f 

LADOGA 

Davis  F  B— 1 
Oliver  J  J— 1  c 
Overman  B  F — £ 
Shakelford  Bro»— f  c 
Shirey  M  D— c 
Stanley  J  M— I  c 

LAFAYETTE 

Baxter  Chas— c 
Beck  F  O— £ 
Brockenbrough  Agency— 

f  1  c 
Bryan  L  M — f 
Bryan  ft  Son — f 
Burk  Bros— £ 
Edwards  WilUam  C 
Emsing  Bros — £ 
Flynn  D  H  ft  Co— £  1  c 
Godman  John  E  Agcy — £ 
Goris  J  C— £ 
Harris  W  ft  Co— £ 

Jamison  C — f  1 
ones  G— f 
Cessner   Bros    £ 
King  Geo  B— 1 , 
Lafayette    Ins   Agency— 

Lafayette   Loan  ft  Trust 

Levering  R  W— f  c 
Marks  S  O— £  1  c 
Miller  C  G— 1 
Mnier  Earl  E— 1 
Mitchell  Agency— £  1  c 
Moore   Robt — c 
Orb  F  C— £ 
Overesch  Henry  B — 1 
Preston  &  Strasmar — £  c 
Rosebery  W  T— I  I  e 
Ross  T  N— f 
Severson  Wilbur  F-^  c 
Sntdeman  'H — £ 
Stallard  Chas— £ 
State  Brokerage  Co — ^f  c 
Tippecanoe  L  ft  Trust  Co 

— f 
Tolle  ft  Freal— f 
Underwood  Chas  R — ^f  c 
Vanderklied  C  J— c 
Vater  S— f 
Wade  I   S— 1  c 
Weibers  Barney  C— f 
Weigele  £— f  1  c 


LA  GRANGE 

Burritt  Arthur  L— £ 
Dryer  R  P— 1 
Dunten  Frank  J— I 
Ford  Ira— f 
Ganiard  S  K— c 
Haglind  John  L — £ 
Haskins  Herman — ^f  c 
Livergood    L— f 
McQaskey  Chas — £  1 
Morgan  G  C— f  1 
Rice  Miss   Emma— £ 
Rowe  L  M— £  c 
Stroup  C   S— f 
Wade  Leroy — f  c 
Willard  C  S— £  1 
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LA  PORTE 

Bcecher  W  H— f  1  c 
Bueltzingsloewen    Realty 

&  Ins  Co— £  I  c 
Doran  &  Conboy— f 
DorUnd  J  V— f  1  c 
Fogle  W  P— f 
Johnson  &  Bloomquist — f 
Kelly   Jat— f  1 
Kugler  L  M— f 
McGill  D  H— f  1  e 
Marum  Harry— 1 
Miller  H  R— f 
Miller  Wm  L— f 
Osbom  A   L  Jr— 1 
Peoples  Trust  &  Savings 

Bank — f  c 
Seymour  Geo  S  &  Sons 

— f  1  c 
Swan  G  F— £ 
Wol£e  C  E— f  1  c 

LEBANON 

Armstrong  &  Myers — £  • 
Bryan  Chas  T— £ 
Cason  John  O — c 
Colgrove  A  F — 1 
Coulter  H  H— £ 
Darnell  E  C— f  * 

Darnell  J  C— £ 
Edwards  Jas  W-— £ 
Goodwin  Cleve — c 
Harlen  &  Saunders— £ 
Honan  Wm — f 
Huber  John — 1 
Tones  J  W— £ 
King  C  D— c 
McMillen  A  M— £ 
Mahan  Hover — 1 
Martin  T  H— £ 
Neal  &  Co— £  1  c 
01dendor£  Walter  P— 1 
Orear  O  P  M— £ 
Perrill  &  Storm— £  c 
Porter  Miss  C  A— 1 
Porter  Seth— 1 
Richey  &  Mctzger — £ 
Richcy  E  T— f 
Saunders  &  Honan — £ 
Schooler  John  H — f 
Sicks  &  Waltei^-c 
Smith  Jesse  C — £ 
Stevens  C  Lr— I 
Stevens  C  L  U— c 
Stewart  Reginald  R— £ 
Thompson  &  New — £  c 
WhitUker   D   S— c 
Witt  Bro»— £ 
•   Williams  Jno  S^-c 
Wood  WmJ— c 
Worley  &  Fogle— £ 

LIBERTY 

Ammerman    Louis    T — £ 
Ilarrell  James — c 
Howren  Guy  B — £  c 
Moore  E  P— 1 
Pierson  Jammie  L — ^£  c 
Robertson  G  W  &  Son— 
£  c 

LIGONIER 

Bothwcll  F  P— f 
Gerber  O  F— £  1 
Graham  Chas  F— £ 
Hays  John — £ 
Hoffman  John — £ 
Kcnney  John — £ 
Mier  Sol— £ 
Sackett  S  C— £ 
Struass  &  Co— f 
Treash  U  R— £  1  c 
Wertheimer  N  N  &  Sons 

— £ 
Wigton  Wm  H— £ 

LINTON 

Bfasley  &   Fritz— f  1  c 
Craig  W  A— £  c 


Cravens  J  L  &  Son — £  c 
Dixon  N  G— f 
Gilbrcath    Hcnrv— f 
Moss   Claude — f    c 

LOGANSPORT 

Closson  E  D — £  1  c 
Closson  S  M— £  1  c 
Closson  Walter— £  1  c 
Cockbum  &  Geyer — £  c 
Cooper    O   W— £   1   c 
Felkcr   Nettie— f 
Fiddler   Harry— £  1   c 
Forkner  W  M— £  1  c 
Giffe  W  T— £ 
Hanawalt   V  C— £  1  c 
Heffley  C  O— £  c 
Homburgh   Elizabeth — £ 
Kenison  Ors — £ 
Landis  Frances  Q — ^1 
Lonnsport  Loan  &  Tr'st 

Long  Jos  G — 1  c 
McElheny  T  J— £  1  c 
Markley  J  W— £ 
Murdock  4  Co  J  N— £  1  c 
Murphy  M  W— f 
Raub  Geo  A— £ 
Koss  W  W— £ 
Stephens  John  H — £ 
Zinn  O  M—  £  1 

MADISON 

Bersch  Wm  Jr— £ 
Colgate  Ed  t— 1 
Harper  N  L — 1  c 
Lcland  S  E— £     . 
Lewis,  Geo— 1 
McLelland  W  O— f  1  c 
Mechem  A  O— f  1  c 
Strader  S  M— f  1  c 
Weyer  J  K— £  1  c 

MARION 

Alle«er  C   F— 1  c 
Ansden  H  A— c 
Baldwin    S   G    Agency— 

£  1 
Beals  Chas  A — 1 
Beard  F  M— 1  c 
Beshare  L  C— f 
Block  Levi — c 
Bluin  H  H— c 
Bowstead  Jas  F— £  1  c 
Breed  &  Ball— f  1  c 
Burden  J  W— c 
Campbell  J  P  &  Son— f  1 
Carr  J  C— £  c 
Carter  C  L— f 
Coffin  Charles  E— 1 
Cole  Geo  L — c 
Cretsinger   Chas — 1  ] 

Cushwa  &  Presnall— f  Ic 
De  Wol£  White  &  Co— i 
Drake  &  Harris— c 
Kllis  O  M— 1 

farmers  Trust  &  Savings 
Ferree  E  F — c 

Co— £  1   c 
Garrell   Henry — c 
GemmiU  W  J— f 
Gillespie  R  fi— 1 
Grant    Trust    &    Savings 

Co— £  1  c 
Groff  O  C— 1 
Henry  H  M— £  1 
Hess  J  r  &  Co— £  c 
Hogston  A — 1 
I  louts  Chas  C— f  1 
Howard   F — 1 
Hutton   R   L — 1 
Johnson  M  R — 1 
La  Favor  J  H— 1 
Lendman   J — £ 
Lewis  Geo— 1 
Lillibridge  F  W— 1 
McCauley  O  L— c 
McConnell  &  Pilcher— f  c 
McKowen  G  W— 1 
McSullivan  Thos— 1 
Malott  W  S— 1 


Marion  Title  &  Loan  Co 

i  Ic 
Merriman  F  B — 1 
Miller  Jas  F— 1 
Miller  W  M— c 
Moore  Chas  K— 1 
Moore   ft  Stcffens— £ 
Neal  Chas  E— £  1  c 
Putnam  N  B— 1 
Ross  J  B— 1 
Sapp  Geo  R— 1 
Searles  ft  Kern — £  c 
Smith  Frank  F— 1 
Stanley  John — 1 
Stricklcr  S  L— c 
Strump   Chas   R — 1 
Sutton  T  A— 1 
Thatcher  Wm  H   F— c 
Thompson  C  C — 1 
Tollcy  E  E— 1  c 
Unger  Geo   W— 1 
Van  Winkle  W  R— 1 
War£el  Robt  A— I 
Walz  J  G— £ 
Whicker  M  L— c 
White  E  K  ft  Co— £  1  c 
Wiley   W  H— £  1  c 
Wilson  E  E— 1  c 
Wine   Isaac— I 
Wright  E  J— £ 

MARTINSVILLE 

Avery  Chas  A — £  1  c 
Brown  D  G  &  Son— £ 
Downey  W  A — £  c 
Finchum  W  E — 1  c 
Finney  F  T— c 
Gentry   S   M— 1 
Grubbs  S  D — c 

iohnson   Smith — £ 
lennedv  D  P— f  1 
Kennedy  ft   Robinson — £ 
Kriner   Ed   S — 1 
Leland  Rad£ord— 1 
McNair  F  M— £ 
Miller   Chas— c 
Neely  T  M— £ 
Rhea  W  C— £ 
Roberts  Price— 1 
Robinson  Wm  S— £  I 
Rose  A  G — 1 

Rose  Ins   Agency — £  1  c 
Russell  Ralph— £ 
Stoker   Edwin   B— ^1 
Suter  Robert — 1 
Taylor  Jno  W — c 
TiWord  Benj   W— 1 
Townsend  ft  Guthridge— 
£  1  c 

MICHIGAN  CITY       j 

Amber    Michael — c 
Cushman  M  A — £  1  c 
Glascott  J  J— f  c 
Griegcr  Wm  J— £  1  c 
Fcdder  R  C— f  1  c 
Harrold  F  J— £ 
Heisc  E  J— £  c 
Kencfick  M  J  ft  J  P— f  c 
Knott  C  H — c 
Mich   City  Trust  ft  Sav- 
ings Co — £ 
Miller  Charles  H— £  1  c 
Ohming  Wm  Ji^-£  1  c 
Orr  J  H  ft  Son— f  1  c 
Scharnberg  John — £ 
Sherwood   J  H— 1 
Schwager  H  A — £  1  c 
Snook  Allen  J— £  1  c 
Veal  B  F— £ 

MILFORD 

Grove  Zilcr  H— c 
Keehn  Frank  S— f 
McLaughlin  T  C— £  c 
McLaughlin  Miss  M  L — £ 
Miles  Le  Roy— £ 
Postma  John — £  1 
Shepard  James  T — £ 
Vandeveer  Richard — £ 
Wagner  Frank  U — £ 
Wehrly  W  O— £ 


MISHAWAKA 

Berger  B  F— £ 

Bingham  ft  Bingfaam->f 

Bulfinck  J— £ 

Feig  Ralph  S— £ 

Frank  Geo — f 

Gaylor  R  W— £ 

Hennessy  Jas — £ 

Hutchinson  John  W— fc 

Jermegan  Ralph — £  c 

Jones  H  W— £  c 

Long  Enos — ^£ 

Lovell  A  V— £ 

McMichad  John  A— f 

Matthein    A— £ 

Metzgar  Chas  F— £ 

Mishawaka  Trust  &  Sav- 
ings Co — £  c 

Northside  Trust  &  Sav- 
ings Co — f 

O'Neill  W  P— f  c 

Parks  Isaac  Kane — f 

Schindler  J  J— £  c 

MITCHELL 

Burton  Jesse  B — f 
Conkey  O   B— c 
Giles  ft   Doman—- c 
Hendrickson  N — 1 
Keane  E  M— £ 
Keane    Joseph — £ 
Landreth  John  H— f  I  c 
Moore   E  P — £  c 
Richardson  W  R— c 
Sheets  M  T— 1 
Stalcup  Chas  S— £  1 
Wood  Thos  J— £  c 
Wright  J  Warren— £  c 

MONTICELLO 

Atkins  Wallace— 1  c 
Duncan  Robert — ^1  c 
Graves  James  T— £  I  c 
Heiny  W  H— £ 
Johnson  H  C— f  1  c 
Rhyan  W  S— £  c 
Vogcl  B  A— c 

MONTPELIES 

Bonham  A  H— £ 
Boyd  Amor — £ 
Brockin  Guy  R— £ 
Shook  John  T— 1  c 
Smith  C  I^-f 

MT.  VERNON 

Evertson  J  R— f  c 
Hoehn  ft  Howard — f  c 
Kreie  Oscar — £  1  c 
Larkin  J  L — £  c 
Oliver  Job— 1 
Pfister  Louis — £ 
Wade  Edwin— f  1  c 
Wasem  Andrew — £ 
Wolf  ft  Harlem— £ 

MUNCIE 

Bishop  E  W— f  1  c 
Boor  O  L— c 
Boyce  ft  Boyce — £  c 
Bradbury  B  F — £  c 
Burkholder  J  J— £ 
Davis  W  L— £ 
Eiler  ft  Root — f 
Emerson  ft  Mofiett— f  c 
FQwler  B  F — £  c 
Fnedley  ft   Hobbs— f 
Gilbert  M— 1 
Gray-Milton   Agency— t* 

c 
Hammond  Ednr — £  c 
Hanna  G  H— f 
Hartley  Jno  J  Co— £  c 
Herald   Milton— 1 
Higman  H  H— f 
Hifiner  N— f  c 
Johnson  H  M — £  c 
Kendall  ft  Ogle— £  1 
Kinff  S  A— 1 
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Kiilqtatrick,  Blue  &  Co— 

McKenzie  W— 1 
Uejtn  C  E— 1 
MUtenberger    &    Leflex^ 

fc 
Morrison-Johnson     Co-— f 

Ic 
P«ul  G  W— I  c 
Pavey  C  C— 1  c 
PoweU  C  V— f  c 
Reynolds  R  T— 1 
Reynolds  Rev  T  A— 1 
Richey  R— f 
Shell  EL—c 
Sherht  H  M— f 
Shomlter  C  R— 1 
Sloan  Broo— 1 
Spurgeon  Chase — f 
Wolf  Harry  H  Co— £  I  e 

NAPPANEE 

Amott  J  R— f 
Best  Wm— f 
Corns  F  M— f 
Early  P  A— £ 
Greene  H  B— £  1 
Kantz  J  O— £  1 
McEntaffer  J  S— £ 
Prickett  T  J— £  1  c 
Rickert  W  D— £  I 
Weldy  W  E— £ 

NEW  ALBANY 

Argo  J  W— £ 
Beach  L  J— 1  c 
Beach  W  A— 1  c 
Blust  L  N— c 
Brooks  &  Spurrier — £ 
Bark  R  E— £  I 
Burroughs  Geo  S — £ 
Colglaaer  Wm    F— 1 
Coryell  H  S— 1 
Du  Paqnier  B— 1 
Ellis  M  F— f  1 
Eiring  J  W— c 
Ferrefl  A  P— 1 
Ferrell  L  P— 1 
Frey  Oliver — ^1 
Gaither  John  W — £  c 
hammer  Leon — 1 
Hartley   E  H— £ 
Hefton  J  E— £ 
Hetmberger  Adam — f 
Hendershot  E  D — c 
Huffman  H  H— 1 
Jackson  J  E — 1 
Johnson  Conklin — £ 
Kalcis  J  E— 1 
Keehner  J — 1 
Krcutzer  Chas  &  Co— £ 
La  Fayette  Frederick — £ 
McMuUen  D  H— £ 
Millican  W  N— £  1 
Morris  Mrs  Anna  B — £  c 
MosemiUer    Paul — £ 
Mutual  Trust  &   Deposit 

Co-f  c 
>'eedhaai  H  J — £ 
New  Albany  Trust  Co— 

f  c 
Nicholson  Chas  D — £ 
Nichols  S   H— £ 
Owens  0 — £ 

Padgett  W  H   Sr— £  c 
Pollard  Thea  C— £  1 
Rady  Wm— £ 
Renn  Jno  F — £  c 
Rosenbnrger  Wm — {  c 
SaucT  F— £  c 
Sehlbrede  H  W— £  1  c 
Sieveking  C  W — c 
Skelly  Chaa — £ 
Strunk  Ira  G — f 
Thornton  M  C— 1 
Tobias  Hoffer — ^1 
Vance  S  W— £  c 
Vemia  L  I— c 
WaUh  D  S— f 
Warner  W  S— c 
Williams  F  J— f  1  c 
Yates  Andrew — 1 


NEWBURG 

Abshien  Alphia — ^I 
Brizius  Herman — £ 
Hopkins  C  F— £ 
Knapp  O  V— £  c 
Raber  Harrv  H — c 
Rutlege  A  J— £ 

NEW    CARLISLE 

Brummitt  A  R— f 
Compton  A  H^f 
Doughty  Geo  W— f  1  c 
Egbert  L  C— 1  c 
Hoffman  C  C— f 
Hotchkiss  Geo  R— f 
Jackways  W  B — c 
King  Lawrence  D— £ 
Lancaster  Mrs  M— f 
Lauver  S  I— £  c 
Phillips  Chas  G-! 
Spencer  Le  Roy— 1 
White  Ed  R-c 

NEWCASTLE 

Beach  F  E— £ 
B«ird  E  B— 1 
'Blum  John  F— 1 
Boyd  Bros — £  1  c 
Br^dway  &  Wilson— £ 
Brown  Clarence  M — £  c 
Bycr  John  S — £  1  c 
Carpenter  O  A — 1  c 
Central  Trust  &  Savings 

Co— £ 
Chambers  Dorid  W— f 
Chambers  Miss  L  E — f 
Deaver   R  W— 1 
Enders  J   L— c 
Fisher  Jas  H— f 
Franklin  Perry — c 
French  H  E— 1 
Hays  Strod— £ 
Higgins  Jack— f 
Hinshaw  J  R — c 
Hunter  R   S— f 
Johnson  L  M — £ 
Kerr  D  W— c 
Kpons  &  Wagoner — £ 
Livezey  Fi'ank — £ 
McGeath  O  W— £ 
Millican  W  N— c 
MiUikan  Thos   B— I 
Millikan  Thos  W— 1 
MiUs  J  B— 1 
Mogle  Chas  O— £ 
Nixon  Frank  W— £  1  c 
Ogborne  E  C— 1 
Phelps  C  A— f  1 
Saint  Fred  C— 1 
Sherry  Alvenus — 1 
Sligar  A  R— 1 
Thompson  C  B — £  c 
Tracy  D  A— £  c 
White  E  T— f  1  c 
WilUams  A  M— £ 
Wilson  Anderson — £ 

NEW  HARMONY 

Cox   Leroy— £ 
Ford  Edwin    C— £  1  c 
Johnson  E  V— £ 
Pelham  L—  f 
Perry   &    Stallings— f 
Stephens  H— £ 
Taylor  G  C— £  c 
Wilson  E  A-f  1  c 
Wilson  L  Wade-£  1 

NEWPORT 

Asbury  Victor — £ 
Fultz  C  N— f  c 
Ingram  Forest — £ 
Necl  Edward— £  c 
Nixon  H  V— £ 
Stephens  R  E-^ 
Wright  John  R—f 

NOBLESVILLE 

Bray  T  D— I 
Campbell   Frank  S — c 
Fsriss  Phil  J-£  c 


Fitzpatrick  Edga^  £—1 
Fodrea  &   Hutchens— £ 
Forsythe  Edw— £  1 
Forsythc  Ora — £  1 
Gaerte  O  E— 1 
Granger  Calvin  W — f 
Henoerson  A  W — £  1  c 
Hines  F  E— £  c 
Irwin  J  E— 1 
Neal  N  C-f 
Railsback  E  P— f  1  c 
Smith  J  W— £ 
Stanley  A  G— f  1 
Taylor  W  L— £  c 
Wainwright  Trust  Co— 

f  c 
White  C  C— f 
Wilson  E  E— 1 
Young  Geo  R—f 

N.  MANCHESTER 

Bussard  L  J— f  c 
Clevenger  &  King^— £  c 
Howenstine  U  R—f  c 
Krisher   Maude— f 
Naffle  J  A— 1  c 
Thomas  A  B— f  I  c 
Union  Trust  Co— £  c 
Wood   Lillian— f 
Wright  L  D— £  1  c 

NORTH  VERNON 

Bacon  Frank  E^ 
Basnett  Wm— c 
Beer  R  C— f 
Campbell  W  S— f  1  c 
Clerkin  John— f 
Cline  C  J-f 
Davis  E  D— f 
Davis  John  W— 1 
Hudson  J  Er-c 
Little  F  E-f 
Matthews  W  S— f 
Meloy  H  C-f 
Olcott   Wm   W    &   Edw 

E-f 
Roseberry  J  T— c 
Russell  C  W— f 
Verbarg  Joseph— f  c 
Walker  t   E— f 
Weber  C  H-f  1 

OAKLAND  CITY 

Aydelotte  Chas  F— 1 
Baltzell    Geo    A — ^f    c 
Bilderhock  Jno  B— £  c 
Emmerson  &  Martin — £ 
Terrell   S  H— 1 
Lowrey  E  P — ^1 
Martin  &   Co — f  1  c 
Moore   Geo   M — f 
Shanner  Chas  A — 1 
VanDcveer  T  M — f  c 
Vedder  H   W— 1  c 
Wilder  C  B— f  c 
Wilgus  L  G— f 

PENDLETON 

Ashbaugh  John  H— f 
Brown  C  F — f 
Cook  A  W-f 
Davis  Ira  G— 1 
Mays  L  V-f  1 
Morris  W  F-1  c 
Swiir.  C  E— c 
Thomas  R  F— f  I  c 

PERU 

Andrews   Millard — ^1 
Andrews  M  E — ^1 
Bauer  Jno — c 
Buckley  Leo — £  c 
Callentine  Jos— £  1  c 
Crites  Harrv  C— f 
Eckstein    Cnas— 1 
Farrar  W  C— £ 
Farris  &  Petty— c 
Haney  J — £  c 
Helvie  T  M— 1 
Hoag  Chas  C— £  c 


Home  Loan  &  Savings 

Association — ^f  c 
Hower  E  D— c 
Imhoff  E  W— c 
Irwin  David  &  Co— £  1  c 
Martin  George  D— £ 
Mount  Thos  Xr-£ 
Oates— £  1  c 
Rush  Ira- 1 
Smith  Martha — £ 
Stewart  T  G — i  1  c 
Test  Jas  W— c 
Thomas  George — c 
Tucker  George— f 
Van  Nada  J  B  &  Co-f 
Wabash  Valley  Trust  Co 

— £c 
Wagoner  George— £  c 
White  L  E— f  c 

PETERSBURG 

Adkerson  G  — c 
Deffendoll    Cyrus    N    & 

Co— £  1 
Frank  N— £ 
Hammond  John — f 
Hammond    K   C  &    Co — 

£  1  c 
Harris  T  A  — £ 
Martin  George  D — f 
Mount  Thos  N— £ 
Tucker  J   B— £ 
Van  Nada  J  B  &  Co— f 

PIERCETON 

Brosnahan  M  F— f 
Matchett  Bros  Co— f  1  c 

PLYMOUTH 

Bailey  W  E— I 
Bondurant  C  A— f  c 
Bowdl  J   B— £ 
•Cardwelf  Wallace  L— 1 
Cressner  L  R — f  c 
Davis,  Ferron  R — £ 
English  W   H-f  c 
Gaffer  S  H— £ 
Gam  Bros  Co— c 
Head  Robert  R— 1 
Hess  Wm  B— £ 
HoUoway  P— £ 
Tones  John  R — ^£ 
Tones  P  O— £ 
Lauer  L  M — £ 
Logan  H  A — £ 
McKesson  D — f  c 
Marsh  &  Sweeny — f  1  c 
Marshall  Co  Trust  &  Sav 

Co— f 
Molter  J  A— £  c 
Reeve  James — ^I 
Roberts  W  H— £ 
Russell  F  A— 1 
Shakes  R  V— f  c 
Shobe  Samuel  E — 1 
Smith   D  C— £ 
Snyder  &   Brooke — ^£  I  c 
Unger  Harry — £ 
Wilson  Frank  W— f 
Wise  A  E— £ 

PORTLAND 

Adams  Jason — c 
Ashcraft  Wheeler — f 
Garrison  &   Hall— £  1 
Garrison  M — f  1  c 
Graves  J  F — £  c 
Fitch  R  S— 1  c 
Hart£ord   R   H— £ 
Holmes  John  W — £  c 
Hood  G  T— 1 
Jaqua  J  A — f  c 
Longworth  D — f  1 
Macguntie  W   F — £ 
McLauphlin  C  W— £ 
Maxwell   Leo— f 
Shimp  T  W— £ 
Stratton   S  S — £  1  c 
White  Frank- £  c 
Whipple  Tod— £  1 
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IND.— Con. 

PRINCETON 

Baldwin  E  J—f  1  c 
Carpenter  T  J—f 
Citizens  Trust  &  Savings 

Bank— £ 
Criswell  &  Son— f  1  c 
Critchficld  Dr  J  S— 1  c 
Cullen  Thos  W— f  c 
Goodman  John  I  A— c 
Kemp  W  L—x 
King  Roy  P— f  c 
Kistler    Henry — f 
Kurtz   Agency — f  1   c 
Lamphar  O— -f 
Lewis  A   E— c 
Lewis  M  T-^ 
McDonald   Effa   E— f 
Mossman   R    C — c 
Mulhall  Henry  C— f 
Radgett  G  H— f  1 
Ritchie  J  W— f 
Rumer  C  F— 1 
Stewart  Sam'l  A — f  1  c 
Tichenor  &  Danks— f  c 
Vanada  M  L — 1 
Wood  Ins  Agcy — f  1 

RED  KEY 

Arthur  C  L— f 
Atkinson  J  W— f  c 
Cohorn  John  H— £  1 
Downing  F  R — f 
Dragon  Dell— f 
Porter  W  C— 1 
Rathfone  H  E— f 
Williamson  A  H— £ 
Williamson  Lee— f 

RENSSELAER 
Beam  Wm  H— 1 
Chapman  J  H— f 
Davisson  J— 1 
Dean  Chas  J— £  1 
Dean  D  D— £  c 
Dunlap  John  A — f  c 
Duvall   C   L^l 
Fate  &  Harman— I 
Gwin   Elmer — £ 
Halleck  A— f  c 
Hollingsworth  £  I^-c 
Hardman  Jos   F— 1 
Harris  R  B— £  c 
Honan    E  P— £ 
Hopkins  A  H-f 
Hunt  Judson  J— £  1  c 
Irwin  Schuyler  C — ^f  c 
Leopold  Moses — £  c 
Lloyd  J  P-1 
McMcLain  Geo  H— £  c 
Mills   Chas    Howard — £ 
Morlatt^ohn  W— 1 
Sands  Charles  M— I  c 
Spitler  C  G  &  Co— £ 
Stewart  C  B  Agency — 

£  c 
Thompson   R  D— £  c 
Tutcur  C  A— 1 
Warner  Chas  C — £  c 
Williams  Geo  A— c 

RICHMOND 

Bartel  Geo  C— 1 
Bradbury  W  H  &  Son— 

£c 
Braffett  Franle— f  1  c 
Cring  T  H— 1 
Dougan,  Jenkins  &  Co— 

£  1  c 
Dye  &  Price — £  1  c 
Ferguson  W  C— f 
Fulgham  O  B— £  1  c 
Hegger  J  B— £  c 
Jones  Elizabeth — f    c 
Kennett  W  D— 1 
Knollenberg  £  B— 1  c 
Koll  H  N— f  1  c 
Moore  &  Ogborn — f  1  c 
More  R  I^— f  c 
Morgan  Mrs — f 


Peltz  J  E— f  1  c 
Piehl  W  F— £ 
Posthcr  Carrie  W— f 
Koney  E  E — f  c 
Shideler  Chas  f  c 
Wilcox  Mary  A  &  Co— 1 
Zeller  Jos— f 

RISING  SUN 

Green  Wm  M  Sr-f 
Matson  C  B— £ 
Matson  H  G — ^1  c 
Perkins  J  N— £ 
Ricketta  Wm  D— f 
Wiber  David  S— f 
Williams  wm  W— f  c 

ROCHESTER 

Baker  M  A— £ 
Bitters  C  K— £  c 
Condon  H  C— 1 
Crabbs    Lawrence   E— 1 
Davis  O  A— £  c 
Dillon  A  J-£ 
Ewing  W  C-£ 
Fretz  Benj  F— £ 
Ginther   D    D— £ 
Goss  I  D— £ 
Green  A  B— £  c 
Heilbrun    Ferd— 1 
Kesler  &  Miller— £  1  c 
Metzler  Arthur— c 
Mohler  Wm  E— £ 
Murphy  Edward  E — c 
Reiter  Marion   C— £ 
Smith  O  B— c 
Swihart  Jerome— 1 
Troutman    &    Wallace— 

£  c 
West  B  O— 1 
Zellar  Wm  B— £  c 

ROCKPORT 

Garlinghouse  F  B— 1 
Hill  J  G— £ 
Jejinings  J  H — f 
Kincaid  Frank— 1 
Mason  &  Jennings — f  1  c 
Mason   C  C— £  1  c 
Schweitzer  G  B— 1 

ROCKVILLP 

Bryant  F  M— f 
Burke  J  R— f 
Dukes  W  H— £  1  c 
Fryberger  L  W— £ 
Lambert  C  E— f  c 
Murphy  Clinton — f  1 
Parke  State  Bank— £ 
Pike  S  A— £ 
Spencer  &  Cox — f  1 
Woodward  W  C— £  1 

RUSHVILLE 

Abercrombie  Ned — £ 
Arbuckle  J  F— f 
Barrett  Howard— f 
Gillespie  J  F— 1 
Inn  is  Samuel — £  c 
Irvin  A  B— f 
Kratzer  James — f  1 
Lambert  L  C — f 
Miller  B  F— f 
Newbould  Will  L— f 
Nipp  Carl  V— f  1 
Rue  Webb— f 
Scudder  R  F— £  c 
Sexton  Gates — £ 
Smith  Ben— £ 
Smith  Walter— £ 
Thomas  John  Q— £ 
Trabue  Sam — f  1 

SALEM 

Berkey   James   G — f 
Carter  J  M— f  1  c 
Gabbert  &  Gabbert— f  c 
Greene  &  Greene — £ 
Hobbs  O  K— f 


Hogan  .W  M— 1 
Houston  Frank  S— f 
Mead  W  G— £  1  c 
Mitchell   E  C— £ 
Routh  E  F— f 
Sutherland  J  R— 1 
Tash  R  R— £  1  c 
Tucker  J  L— £  c 
Wilson  Frank  M— £  1 

SCOTTSBURG 

Cain  G  V— £  1  c 
Davis  J  B— £  1  c 
Deal  Chas  T— f 
Gardner   Frank — £ 
Harbold  M  U— f 
Hough  V  V— c 
Hugh  Dr  L  H— c 
Hugh  Will  M— 1 
Owens  B  M — £  c 
Perry  W  F— 1 
Roberts  E  A — £  1  c 
Starver  H  M— 1 
Storcn  M— £ 
Van  De  Vort  James  D — £ 
Whitaon  Ray  L— £  c 

SEYMOUR 

Blish  Ed  S— £ 
Boake  J  H— £ 
Burklcy  Wm  H— f  1  c 
Oark  T  J—f  c 
Congdon  John — f  c 
Davis  Clark  B— £  1     c 
Finley  Harry — ^f  1  c 
Hancock  Geo  L — f 
Hodapp  H  A — f  c 
Mains  L  M— f 
Matlock  Joseph  H — ^f  c 
Miller  H  M— £  1  c 
MUler  H  P-f 
Remy  E  A^f  c 

SHELBYVILLE 

Alsman  O  D— f 
BiUman  J  W— f  c 
Bird  Roy— c  • 
Bland  M  O— 1 
Bogcr  R  F— f  1 
Briney  H  F— 1 
Clark  Ed  U  Son-^r  i  c 
Clark  &  Goodwin— f 
Cole  M  E— 1  c 
Comstock  &  Thompson— f 
Crocker  G   M— I 
Davis  L  Lr— 1 
Daum  B  T— 1 
Dorscy  S  L — f 
English  A  F— f  1 
Ewmg  Charles  M — 1 
Ewing  Frank  W— 1 
Fleming  T  W— f 
Goodwin  Harry  L — 1 
Hale  Frank  R— f 
Hall  J  O— c 
Hawk  Edgar — 1 
Henry  C  R— f 
Henry  O  H— 1 
Hoop  John — f 
Hubcr  O  R— £ 
Isley  W  H-f 
Jones  Frank — ^1 
Kaiser   J    W— 1 
Kirk  &  Son— f  c 
Lewis  Edward  W— f  1  c 
Madden  T  P— 1 
Maholm  Wm — ^1  c 
Major  &  Fleming — ^f 
Marshall  J  R— f 
Mcer  Miss  A  E— f 
Mohr  Fred'k  W— f 
Montgomery   M    R   Agcy 

Morgan  J  L — ^1 
Neal  Herbert  M— £  1  c 
Olcott   R  D— 1 
Oldham  Ary  H— 1 
Philips  J  A— f 
Pumphrey  Clarence  D — ^1 
Roberts  H  C— I 


Schnaitter  A  H-f      ^ 
Shelby   Title   Guar.   & 

Loan  Co— f 
Shelbyvillc  Trust  Co-f  c 
Shpwers  J  L— f     c 
Smith  David— c 
Smith  B   F— 1 
Smith   Silas— 1 
Stubbs  Geo  C— I 
Sweet  W  S— 1 
Terry  Stunner  W — c 
Vanarsdall    &   Vaulae— t 
Wilson  Major  R— f  1  c 
Young  E  H  D— f  1  c 
Young   Frank  L — ^l 
Young  John  A — 1 

SOUTH  BEND 

Andrews  C  M — i 
Anderson   S   D — I 
Arnold  J  B— f 
Babcock  Ray  E — ^1 
Bailey  August — ^f 
Baker  Geo  A— I  c 
Barr   Alvin   M — c 
Barter  L  E— 1 
Barton  W  C— 1  c 
Battenberg  I  A— £ 
Beck   E  E— 1 
Bennett  Cecil  C— c 
Bergen  Will  N— £ 
Beroth  Geo  D — £ 
Bishop  John  C — I 
Blue  John— c 
Borley  E  R— 1 
Boeckling  A  R— £ 
Boswell  Dr  A  J—f 
Brink  Jas  H— £  1 
Brown  J   D — 1 
Burnett  L  B — 1 
Burt  N  H— £ 
Caldwell  F  M— £  I 
Calvert  W  B— £ 
Campbell  M— f 
Case  G  H-f 
Casey  P  J — c         ^ 
Citizens   Loan   &  Trust 

Co— f  1  c 
Cole  Geo  E — c 
Collmer  F  G — c 
Conley  Wm  G— c 
CoquiUard  A— f 
Cramer  Wm  A — ^1 
Creed  John  P-f 
Creed-Bishop    Co   Inc— 
Daum  B  T— 1 

f  1  c 
Davey  Chas  A— £ 
Deahl  &  Hammcrschmidt 

— £ 
Dean  Edwin  R — 1 
Dennis  Fred  L— 1 
Dowley  Wm  H— c 
Dubail  &  Dubail— £  c 
DuComb  C  V— £  c 
Du  Comb  &  Du  Comb— t 
Dunbar  R  E— f 
Dunn  Tno  H — f 
Dunnaboo  H  P— £  c 
Elliott   G  A— c 
Elliott  W  G— c 
Evert  V  G — c 
Elliott  &  Elliott— 1 
Emmons  Howard — ! 
Evans  E  W— 1 
Farabaugh  G  A — f 
Fergus  P  C— £ 
Fisher  John   E — f 
Fogarty  E  T  &  Co — £ 
Frazier   Ralph— I 
Fredenckson  E  A— flc 
Frcycrmuth  Wm  H — ^f  c 
Garsdorfer  F  P— c 
G€ltz  W  E— £  I 
Gerard  R  C— 1 
Gibson   Wm   C— c 
Goodenough  F — f 
Gower  L  A — f 
Greene  H  L— f 
Grzesk  W  A— f  c 
Gut  Miller— £ 
Halm  Fred— 4 
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Hafner  Miss  B— f 
Hagedorn  Chas— c 
Hagerty  Chas  A— f 
Hanaen  Dors — f 


Happ  Wm— f  c 

HzxRn  A— f 

Hartman  S  J — 1 

Hastings  Vernon  C — f  c 

HauHhan  P  J— f 

Hilderbrand  A  N  &  C  D 
— f 

Hoetger  Henry — c 

ioover  Theo  E — ^1 

iutchinson  R  M — 1 

Ingleright  D  \V— 1 

Irvin  A  S— f 

rvin  J  C—I 

.  ackaon  &  Kirkley — f 

/aquith  Thos — c 

.  ohnson  S  A — c 
Joliy  John  M— f  c 

Tones  Hudson — f 

[ones  &  Tohulka — f  c 

fosephson  Harry  £-^ 

tadie  Jas  A — f 

■      Jirski  Wm  L— f 
Keller  Frew  W— f 
Kehoc  Wm  A— 1 
Kellogg  I^>1 
Kilgor*  T— I 
Kimmd  J   L — ^I 
Kizer     &     Woolverton — 

flc 
Klein  ft  Zinky — f 
Krieghbsum  Miss  E  M — f 
Kurti  Geo  A~f 
Lambert  F  E — f 
Landy  P  F— 1 
Layton  D  C — ^f  1 
Ledcrer  H  J— I 
Linstenberger  M   E — i 
Lippman  Osear — f  c 
Listenbcrger   M  E— c 
Mack  W  L-— 1 
McDennott  James— nc 
McHenry  Win  K— f 
Mclnery  ft  Mclnery — f 
McNutt  C  A— 1  c 
Manning  Wm— c 
Meyers  Wm    F— 1 
Miller  Donald  G— I 
Miller  Guy— c 
Miller  Eugene  H— f 
MiUcr  R  T— f 
Morris  Ernest  M — f 
Mticha  L  M— f 
Mueller  Wm   A  A— c 
Neddo  Ed— f 
Ncff  Jos  E— f 
Nemeth  D  D — f 
Nepper  I — c 
Noble  F  C— 1 
O'Neil  Wm  J— f 
Pace  Sam  R — f  1  c 
Pammel  Gua  J — 1 
Paris  August — f 
Pattee  C  E—f  c 
Peak  J  E— f  c 
Peters  John  W— <: 
Piech   F  P— f 
Pifer   R    C— 1 
Pultz  Frank  M— 1  c 
Pylc   Dan— f 
Quinlan  P  P— f 
Reed  J  P— f 
Rex  Hiran>— f 
Rich  ft  Rich— f 
Robinson  S  M  ft  Son— f 
Romig  ft  Miller— f 
Rostiser  H   F— f 
Rohrer  Edgar  R— 1 
Roth  John — f 
Rash  Edw  H— f 
Scanlon  Barry-— f 
Schafer   Edw   A— 1   c 
Schellinger  A  A— f 
Schack  Wm— f 
Seebin  ft  Schurtz — f 
Shields  C  H— 1  c 
ShiTdy  Dudley  M— f 
Smith  James— 1 


Snider  R   M— f 
South  Bend  Agcy — f  c 
St  Joseph  Loan  &  Trust 

.  Steiner  L  E— I 

I  Stults  ft  Co— f 
Stoll  Edgar  A— f  c 
Temple  Wm  Lewis— 1 
Thomas  Samuel  R — f 
Thomburg   Cha  A — 1 
Tohulka   H   A— 1 
Tolcott  T  M  Jr- f  c 
Tumock  Jos— £ 
Turner  P  G— 1 
Thorword  Geo  T— £ 
Twomey  Edw  J — 1 
Ullerv  Ira  M— f 
Vaughn  David  L  Jr— «f 
Warner  H  D— f 
Warner  W  C— £ 
Weidler  Chas— f 
Wells  Isaac  M— 1 
Wells   Edmund  A— f 
Werwinski  J  A— f 
Wesolowsld   Marion — f 
Wheeler  Henry  C — c 
Whitcomb  ft  Keller— c 
Whitcomb  Leslie  C— f 
Willis  Edmund  A— £ 
Woodruff    T   P— £ 
Wol£c  Anthony  A— c 
Wring  G  W— I 
Zahrack  Bert  J— c 

SPENCER 

Baumgartner  M  F — I 
Boyers  Ralph— f  c 
Cochran  &  Cochran— f  c 
Duncan  J  L — f  c 
Hays  F  A— 1 

Lombard  C  M  Mrs— f  1  c 
McClure  Chas  R— f 
Miller  James— £  c 
Plunkett  R  A—f 
Rundell  H  Er-f 
Spangler  T  G— f 
Trent  L  D— f 
Wark  Geo  W-£ 
Wark  Nathan  G— £ 

SULLIVAN 

Brown  Jas  R— £ 
Cheney  Dan— f 
Coffman  Ella— f 
Eaton  W   H— £  1  c 
HiU  W  H  Jr-£  1  c 
Hunt  &  Eaton— f  1  c 
Kalley  Isaac   H— f  c 
Rogers  W  E— £ 
Scherb  J  F— £ 
Walston    &    Greenlee— £ 

I  c 
Willis  C  W-1 

SUMMITVILLE 

Eldrige  Wm— £ 
Kaufman  Andrew  F — f  c 
Kaufman  A  R — 1  c 
Summitville    Bank    & 

Trust  Co— £  c 
Warner    Maurice— 1 

SYRACUSE 

Bell    Simon — c 
Blanchard  A  H— £ 
Butt  ft  Xanders — £  c 
Butt  Otis  C— £  c 
Colwell  Warren  T— £ 
Connolly  Wm  G— £ 
Hess  John  R — f 
Howard  Geo  W— £  1 
Ketring  S   L— f 
Rosson  E  C—I 
Rothenberger  John  W— £ 
Sel£  W  M— £ 
Strieby  Andrew  W— £ 
Xanders  Geo — £  1  c 

TELL  CITY 

Bohm  Frank — 1 
Hammond  Raleigh — 1 
Herrman  Wm  J  F— 1 


Hudsman  Robert — f  c 
Huthsteiner  Eugene  G  ft 

Co— £  c 
Miller  Au— 1 
Patrick  J  T— £ 
Sweeney  John^£  c 
Zoercher  Chris — i  1  c 

TERRE   HAUTE 

Allen  P  E— £ 

Andrews,    Newton   ft  Co 

— £ 
Biglow  James  D— f 
Bledsoe  L  D— £  c 
Burget  L— £ 

Button  &  Kensinger — f  c 
Cooper  W  M— 1 
Doax  -  Riddle  -  Hamilton 

Co— £  1  c 
Durham  ft  Hagerty — £  c 
Einecke  Albert — £  c 
Elder  Jos— £ 
Fisbeck  F  C— £  c 
Fox  Chas — £  c 
Fox  ft  Pfister — 1  c 
Frank  Ferd— 1 
Gagg  G  A— £ 
Goodman  August— 1 
Haupt  Cha»— 1 
Hazlerigg  ft  Ladd — £ 
HiddenTc  T  ft  Co— £ 
Houk  W  E  Co  Inc— £  c 
Kelloy,    Wagner   Joyce — 

Kynich  G  M— I 
Leever  E  F— 1 
Lybrand  Ludus— 1 
Miller  J  S  ft  W  D— £  1  c 
MUler  S  C— 1 
Morris  Geo  G — 1 
Mullikin  Jos  ft  Co— £ 
Noble  C  W— 1 
Orman  D  A— £ 
Paddock  J  E^£  1  c 
Pfister  J  B — £  c 
Redman  E  H— £ 
Royse  I  H  ft  Co— £  c 
R  H  ft  W  J  Shepherd— 

£  1  c 
Smith  ft  Buntin — £  c 
Somes  J   E — £  1 
Steel  M  A— £  1  c 
Streeter  Catherine  A— £c 
Walker  Chas  P— 1 
Wiltsie  W  E 

THORNTOWN 

Griffin  A  L — c 
Johnson  Chas  W — £  1  c 
Lyster  Geo— £  1  c 
Orear  J  S— £ 
Woody  Nathan — £ 

TIPTON 

Clark  &  Miner-£  c 

Culver  S  A—f 

Farmers    Loan    &   Trust 

Co— £  1  c 
Fielding  &   Fielding— £ 
Knause  W  H-f  c 
Lewis  J  A— £ 
Martindale  E  B— £ 
Mock  M  O  ft  Co— £  c 
Mott  J  W-£ 
Ressler  Wm— £ 
Richman  C  J— £ 
Rouls  ft  Leavell — £ 

UNION  CITY 

Downing  T  J— f  c 
Dunn  ft  Woodbury — £ 
Fisher  C  C— £  c 
Gordon  O  C— £  I 
Gruber  Jos— f 
Gniber  Louis— £ 
Kerr    Elmer— f 
LcFever  Mrs  L  M— £ 
Richter  Clara— £  c 
Stone  D  E— £ 
Thompson  C  M— £  c 
Weber  John— £ 


Williams  J  W-f 
Williamson  C  I— f 

VALPARAISO 

Drapier  M  J — c 
Jesse  E  Foust— £  1 
Hardestry  A  R— £  c 
Tones  R  C— £  1 
Marine  Chas — £ 
Marquet  P — £  c 
Osbom  E  G — £  1  c 
Parka  F  B— f 
Pieree  L  M— £ 
Reading  W  I^-£ 
Ross  R  D— £ 
Schenck  H  J— £ 
Spooner  W  F— £  1 
Thri£t  Trust  Co— £ 
Turner  F  A— £ 

•VERSAILLES 

Cooley  O  H— £  1  c 
Daubenheyer  S  B— £  1 
McCoy  Ira  W— f 
Royce  C  S — £ 
Spencer  J  F— £  1  c 

VEVAY 

Cotton  Wallace— £  c 
Curry  W  E— 1 
Ogle  Wm  F— £ 
Porter  A  J — £ 
Sliaw  A  B— £  1  c 
Wright  Tames   S— £ 
Wright  Lee— £ 

VINCENNES 
Aichorn  C  C— 1 
Alexander  H  W— 1 
Bayard  J  L  ft  Co— £  c 
Bombay  L — £ 
Brown  ft  Roseman — £ 
Buckles  John  L — f 
Campbell  L  C — 1 
Clark  Edw  S— 1 
Claycomb  M  A — £ 
Citizens  Trust  Co— £  c 
Coyle  Oral  C— £ 
Curray  H   G— 1 
De  Priest  Qaude  M— £ 
De  Priest  A  W— 1 
Foulks  Geo  W— £   1  c 
Forler  A  B— 1 
Gibson  P  R— £  1 
Glass  ft  Tucker— £  c 
Graeter  Geo  W— £ 
Grayson  ft  Vandermark 

— £ 
Helm  S  B  Tr— £ 
Hill   S   F— £ 
Huber  G— 1 
Johnson  Albert  T — 1 
Jones  Wra  J  A — 1 
Kdth  J  A— 1 
Knight   ft  Johnson — I 
Krack  F  M— 1 
McCormick  ft  Tucker— 1 
McGovem  Wm  H— 1 
McGowan  W  A — c 
Mason  Wm  C— £  1  c 
Meyer   &    Stillwell    Co— 

£  1  c 
Mix  Edwin  H— 1 
Morse  G  S— 1 
Moscr  M  R— 1  c 
Murray    L    G — 1 
Nossette    ft    Chamberlain 

— £ 
Purky   Bros— f  1  c 
Ridenour  H   D— 1 
Roach   A— 1 
Sappenfieljl  C  C — £ 
Sheperd    A    M     Agency 

Co— £ 
Simonsn   G  G — c 
Simpson  P  W— f  1 
Somes  H  V  Jr— £  c 
Wcisert   Edw— £ 
Winstanley  R  S— 1 
Wise  John  C— £  1 
Ydton  F  M— £ 
Young  C  E— I 
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IND.-COD. 

WABASH 

Ciiiiem  S»»  i  TruM  Co 


Burrii  B  T-f 
Camp  Will-t 
Citiicoa  Loin  &  Truit 


I   '^'^j^Ji 


Sttwtn  J  W— 1 

Sittughn  S  W— ] 

Thom  J  B— 1 

W»ba»h  Co.  Loan  &Tru 


DonaldMii  Joi  W— 
Etbtch  J_E— f 
Fruier  Barrlel— f 
HIclcaiD  £  E~! 
Ifldiui*     Loan     &     1 

Co— f 
Loop  E  A— t 
Oboro  J  W  *  Son— 
Robiuon  AMn— f  e 
Scott  Chu  W— f  c 
Sloan  J   M— I 
Stuart  T  C— f 
Sununy  MelTln  H— < 
Waruw    InvcHmfnt 


idsU  &  McCollough 

riillafd  John-(l 
Ro.ch  John-f  1 
[lougberlT  John — 1 
<;reeowood  Arlhur-f 
Hopkini  Geo  E-f  1 
lohnson    Isaac-f 
McCojr  Arthur  B— f  I  c 
O'Neal  H  F-f 
O'Neal  M  G-C 
Vance  O  M-f 
WaSBOner  WUl-t 
Winalon  John   L— 1 


Gruhlkey  A  C— f 
Usa  Dl— f 
Leas  H  K-l 

Uaj  Wm  H-( 

Monily    Alfrtd— 1 
Spjickry  II  J-f 
Sfjeer  C  0-!  1  c 

uJ^'  Johall- f 
Walker  Wm— F 
Watcfoian  J  M— ( 


WEST   TERRE 
HAUTE 
Berrjr  Ceo  1^-f 
Caiiadr  Burton— f 
Kemp  Cha»  H-1 
Oshorne  Thoa  C— 1 


BalctiHe    Realty   Co  The 
Huasell  M   A-1 

WHITING 
FelterhcB  &    Green-f 
Keller  John  J— 1 
Schaae  Tlenry- f 
SmilE,    Bader,     DaTidwn 
Co— f  1  c 

WINAMAC 


Gnvei  M  L— f  c 
Hediei  T  B— f 
HeniT  WB-M 
Lowden  G  I^-f  I  c 
Parrolt  Chaa — {   I  c 
Reidelbach  Lewi* — f 
Tfaompaon   Grace — f 


Comer  H  M— I 
DigM  M  J-e 
Engle  John  H-f 
Focht  F  C— (  c 
Futgham  Wiii-4 
Furna.  M  I-I 
Gmheil   A  C  H-t 


Pucltett  Carl— f  c 
Piickett  Beverdy-t  c 
Smith  J  1^1  G 
Templm  S  B-I  I  c 
ThompBn  Carl— f  e 
ThonibUTC  Thomas  U 


WORTHINGTON 


Dyer  F  E— t 
Fiater  M  H— 


?.,'"." 


— [ 


Haya  W  A— f 
Healh  J  W— t 
HollU  Th«  H— [  c 

Mitten   Benj   B— { 
Taylor    Geo    D— f 
Trent  Jaa  N— 1 
Wadawonh  W  H— ( 
Walton   G  C—i 


ZIONSVILLE 

Averr  H  H— f 
Combi  L   W— 1 

M  S— f 


eoport  M  S 
a  h   BuDdy 


IOWA 


FIRB      TORNADO      HAIL 


BlmaLABT 


PLATE  lOLABa       BTBAM  BOILBR        ACCIPKHT       LIFE 


*J.  S.  A^NDERSOIM  &  SON 

LEW  W.  IHDeRSOH.  PrMidant 

General    Insurance    Agents    and   Brokers 

S01-808  MASONIC  TEMPLf:.       CEDAR  RAPIDS,  IOWA 

GENERAL  AQBNTS  FOR  IOWA: 
Fldatltr  and  Dcpoalt  Co.  of  MarrUuid         '<™*iSS?^!f  £°-  '**"  ^°'^. 


BUKETY  Uld  CASUALTY 


Brltlah  America  of  Toronto  Hanovar  oT  Hew  York 

City  of  New  York  Horn*  of  Now  York 

UNEXCELLED    FACILITIBSI  FORfPLACINQ    LIHEB    ANYWHERE   I 


PLATE  QLAM 


des  Louis— f 
ert  S  Y— f 
ti  k  Sleeker— f 


Toy  Ralph  E— f  c 
Ruaaell  L  V— f  c 
APTON 
n  Saoinga  Ban 
ens  Banli— f 


Shule  F  A— I 


Kidd  W  T— f 
"    Imond  Bro!>— f 

Krtton  &  Haya— f 
.._jt  Roy— f 
ShoDlberg  H— t 

ALBIA 

rd  Ed— {  c 

iaon  C  C— f 

Butdan  Wm— 1 
Deaieraox  J   D— f  1  c 
Hiltop  Carl— f  I  e 
Iowa  Title  &  Loan  Co— 
f  1  c 


Cbnbb  C  T— f 
Cnnae  B  F— f 
Dlnjriev  F  W— ( 
GillbnQlk  W   H- 
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HoiB  ]oia-~t 
Holchinion  A— f 
lohnitiiD  T  B— f  I  e 
Laihiop  *  Wctm—t 
MimH  B— f  c 
Nolle  Qui    F— 1 
Smith    Lewfi    H— f 
WioMet  J  B— f 


Bdlu  Allwion— f  1  c 

Hill  H 

H«i«  S  H— f 

Jacqou  J  H    ft    Sod— < 

McCor  &  Son-f  c 


cCor  4  Son- 
-Kl;  b  C— f  c 

Riciie  J  —1 

ALTON 
Gib(H  U  D— f 
Gotbd  Pet«-f 
Hoimeier  Thto— f 
VuidcHJadeD  H-f 

AUES 
BnMtn  Hartj — 1 
Gmei  Ed  T— I 
Hiiuei  T  W— I 
HicUe  G  C-T 
Linle  C»rl  I^f  1  0 
Mianing  U  A-f  1 
Milltr  Geo  A— 1 
Hodseri  F  F— f 
SlKldon  &  Sheldon— 

ANAMOSA 
Cuh  C  J— f 
Chipln  U— { 
Goold  C  L— f 
Hirver  E  M— f 
Knmp  A  S— f 
Liwmce  G  O-f 
Mclntyie  R  D— f  1  e 
Moore  E  R— f  1  c 

Sitt^rt  B   E— t 


ANITA 

Finlfcnei  C  E-f  1  c 
Fjuiknef  HarTT  C— f  o 
For.h»r  B  D-f  e 
HDltoo  E  S— I  I  e 


Pieuiull  J   : 
SUnffer  if  A 


Wiitney  Bros— f  < 
Wilkeo  I  O— ( 
WiDffli  iv  A— t  c 
Willard  E   M— i 


DnlB  A  F— t 
Firnnfar  Atttni^-l 
Grabun  T  H— f  c 
KclloR  Geo  E— (  a 


Marriuer   I   B~f 
Nuh  A  PhelH— f  I  c 
TuBiit  E  S—l 
White  A  Uuti— f  c 

AVOCA 

Mduen  A  C—l 
PetencD  jKob— I 
Roh]f»  T  C— f  1  c 


BEDFORD 
Qirfc  A  PaytOD— 1  I  c 
DuminM  Oyde— f 
Lewii  Llayd-f 
Long  H  P— f 
Ortathj  i  Beard— f 
Rimiei'  H   M-1 
ReriK^di  H  K— f 

BELLE   PLAINE 
Ahreoi  k  Svcet— f  1  c 
Bailer  R   R-f 
Bardwelt  Stella-t 
Blue  J  D— 1 
Bloiaon  Cha»-f  c 
GrecDlee  T   F— f 


rwln    Wm— ( 
illner  Joh 


-IT    I^I 

Padtn  C   M— f  I  c 
Sanket  Ch*>-I 
Scrimgeonr  W  C— * 
Snyder  C  W  E— f 
Welch  J  H— f  1 


Becker  J   S— f    1  c 
Campbell  J  C— f 
Dorchealer  H  G— f 
Kel«o  J  J— f 
Schulte  Jo*  H— t 
Schwirti    F   H— [ 
SUttery   Ella— f 
Stuart  W  G— f  e 
Week  J  J— f 
Yeager  Joo  T— ( 


U«- 


BLOOMFIELD 
BcDce  T  P-f 
D«T   H    C-f  c 
Deupree   Wm— f  c 
Fortune  A  H— 1 

Leach  &  Eihcll— f  e 
Lesion  A  C~i 
Mct'iinW  J   C— f 
Pe»«  Mr-f 


Andrt' 


BOONE 


jordad— f  I  c 
Aafaenfeltrt  D  B— f 
Aihfon*  T  L— f  c 
Carlson  Emeit — I 
Crooki  J   S— f 
Cutler  f  E— f 


Goetinua,  Hmloi 


joneaF  L-c 
McBlmie  Saml— f 
Mean*  Broa— {  c 
Merchart  D  W  &  Son- 
Netaon  W  H— f  1  c 
Snell  J  J— c 

BRIGHTON 
Dey  J  B— f 
Edrnon "  ' 

Tohnio 


F  I^f  1 

iril'. 

Swiiber  Lwy— f  e 

BRITT 
Caatle  Geo  f— i 
MuHD  A  E-f  1  c 
E  P-( 


HealT  E  ! 
Hendricki 


BROOKLYN 

Gride  r  W  D— f 
Cronlt  &  Muwetter- 1 
Dalby  W  H-J 


Anderton    N— { 
Audre  Dale— { 

Blaakl  S  %  &  Co^f  1 
Brownlee  W  R-l  c 
Burg  H  E— f 
Cady  R  P  &  Son-f 
Callett  E  W-(  1 


Riling- f  c 
J  F— 7  ]   c 


Gladfeldei  H  C— 
Green  R  M— f  c 
Harper  T  G— f 
Hart  W  J— ]  c 
Hirach  &  Riepe— f  c 
Hoelien    Ret&r   Co— f 
Hulcbinion   &    Werner 

JamiioB   Geo   5  Agey- 

JohnKin  V  A-f  1 
Koch  L  H— ] 
Lahee  John— (  c 
Lundgren  C  B-t 
Lungren  Mri  C  B— 1 
Mohland  ft  Kuhlemeier- 

f  c 
Paraoni  Realty  Co— f 
Phelao  M  T— f  c 
Phelps  A  Garrett— [     c 
Pilger  Louia  M— 1 
Riley  T-E 
Ritcher  J  H— I 
Ritter  Henry— 1 
Sitter  Geo  B-J  c 


Stein   Broa— t 
Storrar  J    M— f 
Swenion  H  E-l 
Waddie  R  C— f 

CALMAR 
Becker  R  J— I  1  c 
Calmar  Savingi  Bank— f 
Gcisen  H  S—f  I 
Meyet  J»cob— ( 
Ode  O  P— ( 


CARROLL 
Berger  A  Soa—t  I 
Chcibro  Frank— f 
Doughertv  J  A— I  I  , 
Dree*  John  A — f  1 
Helmet  C  C—t  e 


J   P— f 

Park    E    t~f 
Reynolda  A  Ueyer*— f 


5B! 


lader  E  A— I  c 

CASCADE 
Keeie  F  J-f  I  c 
McQuitlen  A  Beily— f  c 

CEDAB  FALLS 
Allken  W  T  M— f 
Bailey   J    ly—f    1 
Bailey   S  O— f  I 
Burk   Wm-e 
Came;    Ed— I 
Cummina  C  S— f  I  c 
Cunning  O  V— I 
Hoyey  L  D— f 
Hard  W  H-f 
Kiiapp   L— f 
Miiilin     Uclair— f 
M-n.cr    VV    H— f 
Mdrcan   Wm— f 
Uarnin  «,  Paulger 
Ntwton   E   E-f 
Nuhn  Wm  C— f 
Paul   H— f  e 
Phillipi  S   B— f 
Bay  £  T  F  Mui 


nk~f 


vfn"' 


Balrd  A  Reed— 1 

Barlow   B  A— I 
Benedict  L—l  c 
BoUon  M  V  A  Co— f  c 
Brokaw  H  N— { 
Bnrkhalter   L  D— f  c 
Cook  D   C— f  c 
DiTia  A  Sinclair- 1 
Dlckeraon  O  E— 1 
Doolittla   A   A— f 
DuBois  r  A— 1 
Dnla  A  W— 1 
Gibcraon  T  M— f 
Gray  R  D  A  Co— f  c 
Greene  C  &— f  c 
Hedin  M  I— 1 
MifW  F  M  A  Co— f  c 
Hifi  J  W— I  c 

j!*n»n  E  C— f 
Jolioaon  J  C—l 
tantatram  C  C— f 
Lawlerjaraea  E— t 
Mali/  F^C  A  Co— f 
Nebfa  H   L  A  Co— f  c 
Nilei  A  Proctor— 1 
Feddie  A  Kristenaen- f 
Poarell  Wm  P— f  I  c 
Prenon  I  M— t 
Reynold)  W  A  A  Co— f 
Roger*  T  P— 1 
S  Jely  R  1— f  c 
Soulier  H  E— f  1 
Snyder  R  H— f 
Van  Vechlen  C  D— 1 
Whilock  T  J— f  c 
Winier  E  W— f 
Wianer  A  Whipple— f  c 
WyckoS  H  E— 1 
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lA. — Con. 

CENTERVILLE 

Appanose  Abstract  & 

™c  Co-f 
Ashby  J  C— f  I 
Crawford  A  D— c 
Cushman  E  — f 
Davidson  A  G — i 
Faulkner  W  I>— f  c 
Fclkner  L  A — f  c 
Greenkaf  H  L— f 
Hays  W  B— f 
Holman  W  H— f 
Howell   Max— f 
Law  Bros — I 
Leslie  J  C— f 
Patterson  L — ^l 
Ruse  W  G— 1 
Speers  A  P — f  1  c 
West  E  O— f  1  c 
Willcs  P  B— 1  c 
Wooden  C  R— f  c 

CENTER  POINT 

Dunbar  Geo — f 
Haverly  T  J— 1 
Wilson  L  L— f  c 

CHARITON 

Culbertson  H— f 
Gookin   A   B— f  c 
Hass    Chas— f 
Hickman  James— I 
Penick  Uoyd— f 
Storie  E  H— f  c 
Thielkela  J  D— f 

CHARLES    aTY 

Athcrton  E  B— f 
Balwin  H  C— f 
Bcntley  E  J— f 
Blunt  G  C— f  c 
Ellis  M  W— f  c 
Eunis   E  S — ^1 
Fitzgerald  H  J— f      . 
Fluent  Walter  T— f  1  c 
Goddard  S  C— f 
Guiwits  P  R— f 
Heddens  Jones — f 
Helgen  Sander — ^1 
Herbrecht  W  C— £^      , 
lona  Title  &  Real.  Co— f 
Johnson  W  B— f 
Kellogg  C  H— 1 
McCammond  R  V — ^f 
M?y  Geo  E— f 
Olds  A  L— f  c 
Lovrien  N  R — f 
Summerfield  A  G — f 
Townsend  L  J — f 
Welch  Jas  B— f  c 
Winslow  L  B— f 

CHEROKEE 

Blanchard  F  R— f 
Brummer  Geo — f 
Cami*ell  R  D— 1  c 
Champion   J   A — f 
Galvin    Morris — £    1 
Gillette  G  M— f  c 
Green  Jos  S — f  c 
Herrick   &   Hernck— f 
Huxford   E   D— f 
Jackson  F  W 
Knapp    C   T — ^f 
McCulla  &  McCulla 
McNeal  D  W— f 
Miller  J   A— f 
Molyneux  &  Maber 
Moore  &  Chick— f 
Mulvaney  Wm — f 
North  Granville— f  1  c 
Scott  &  Huber— f 
Scribner  R  H— f 
Smith  A— f 
Smith  C  M— £ 
Smith  1  D  F— f 
Smyth  K  J— f  ,     ^ 
Stanosheck  F  J— r 


Stanoscheck  L  R — £ 
Tomlinson  Guy  J — £  1  c 
Wiwekc  Louis  A— £  1 

CINCINNATI 

Browitt  John — f  c 
Buck  Eli—f 
Colton  G  W— f 
Mitchel   W  L— f 
Sturdivant   J    M    &    Son 

— f 
Wood  Lewis — f 

CLARINDA 

Bates  W  V-f 

Berry  T  W— f 

Clarinda  Investment  Co 

— f 
Cleveland  L  N— f 
Greene  &  Loranz— f  c 
Iowa  Security  Co — f 
Loranz  &  Co — i  c 
Orr  Wm— f  c 
Payton   Stephen— f  c 
Stipe   W    F-f 
Stuart  C  W-£ 

CLARION 

Alexander  &    Sanders— £ 

i  c 
Birdsall  M  F— f 
Covert  C  C— f 
Henry  C  W— f 
Humphrey    &    Humphrey 

Linebarser  John — 1 
Nagle  C  J— f 
Peterson  Mr — £ 
Richards  A— 1   c 
Rogers  J  A — f 
Weber  &   Smith— £  c 
White  E  B— f 

CLEARLAKE 

Ames  W  A— 1 
Campbell  D  H— f  c 
Clear   Lake  State   Bank 

-f 
Halverson    Henry — £  c 
Marsh  Joel  E— £ 
Matthews    Bert— 1 
O'Neil  Mrs  Agnes— 1 
Palmeter  John — f  c 
Palmcter  H  E— £ 
Pmkney  Chas  A— I 
Rogers  F  M— £ 
Rogers  Lloyd — £ 
Smith  A  A— 1 
Young  R  S— £ 

CUNTON 

Barker  L  W  Co— £ 
Briggs  A  H— f 
Buell  Wm   E— £  c 
Carroll  Bros— f  c 
Darling  &  Bever— £  1  c 
Dolan  J  J— 1 
Fink  J  E— f 
Grote  J  F— £  1 
Holleran   F  L— £ 
Hohn  &  Otto— £  c      ^ , 

iefferies  J  Q  &  Co— £  1  c 
ud«  T  V— £ 
:eefe  W  J— £ 
Langan  R  C — ^£ 
Moran  J  E — £ 
Murray  T  R— £ 
O'Connell  Wm— £ 
Paddock  &  Dieckmann— 

£  1  c 
Richardson  John — £ 
Richardson  H  D— £  1 
Ries  L  U-£ 
Root  C  L— £  c 
Seaman  S  C — £  c 
Seymour  B  R— £ 
Shepard  D  H— £ 
Sutton  L  F— £ 
Walsh  Bros— £ 
Ware  Fred  E— £  1  c 


COLFAX 

Chapman  &  Gill 
Hahn  &  Steuffer 
Hogendom  Land  Co— £  c 
Hogendom   W  H— £ 
Penquite  M  E — £ 
Smith  Chris—! 
Wells  W  B— £ 

COON  RAPIDS 

Bowman  C  B — £  c 
Branan  John — 1 
Brownine  C  C — £  1 
Cooney  M   M— £ 
Esdohr  J  H— £ 
Greenwaldt  A  F— £ 
Harris  C  M— £ 
Holliday  G  W-f 
Morris  C  E — ^f 
Smith  John  W— f  c 

CORNING 

Chubb  W  C— £ 
Lavely  Brothers 
Westrape  H   E— £ 

CORRECTIONVILLE 

Bailey  Geo  A  &  £  C-f  c 
Edmunds  Earl— I  e 
Erwin  B— I 
Logan  E  C— £  c 
Mum£ord  J  T— f  c 
Page  &  Dubois— £  c 
Schneckloth  £— f  c 

CORYDON 

Day  J  W— f 
Dennis  W   E— £ 
Draper  Mr — ^1 
Fry  F  B— f 
Garrett  H  F— f 
Green  J  K— £ 
Poston  &  Murrow — £ 
Rea  E  A— f  c 
Scales  E  H— £ 
Smith  D  J— £ 
Sutton  O  B — £ 
Tedrow  &  Richard — f 

COUNCIL  BLUFFS 

Amd  Wm — f 
Bell  &  Mulqucen — ^£  1  c 
Benjamin  W — £ 
Binder  H  W  Co— f  c 
Casady  J  N  Jr  Co  Inc— 

£  1  c 
Greenshields    &     Everest 

— £ 
Hendricks  F— £ 
Hughes  J  J— 1 
Knox  Ohio— £ 
Lougee     £ 
Lutz  J  I— £  1 
Officer  Chas— £ 
PSschel   Chas— £ 
Schnoor  F  J— £  1 

CRESCO 

Barker  W  L— £ 
Burker  A  E 
Church   Edwin — f 
Converse  A  B — f  c 
Cray.  A  R— f 
Cutting  J  A— f 
Durgin  N  S— f  c 
Eaton  L  E— £  1  c 
Emmons  L  E — £ 
Famworth  E  P— £ 
Luers  J   H— £ 
Mueller  John — i 
Smith    Andrew — f 
Thompson  E  R — f 
Thomson  R  M — £ 
Tilson  W  H— £  c 

CRESTON 

Brennan    Pat — £ 
Brown   R— £ 
Bryan  Jas  A — £  1 


Bums  Roy  E — f 
Carson  John  M — f 
Dougherty  T  S  H— f 
Golcfen  J  A— £  1  c 
Golden  S  W— £ 
Goodwin  C  A — f 
Harrison  W— 1 
Hoffman  G   M— f 
Ide  Geo  A  &  Son— f 
Lutz  M— f 
Malone  M  J— £ 
MaxweU  W  T— f 
Nelson  &  Harkness— f 
Nelson  Chas— 1 
Patt  W  N— £  1  c 
Rhine  C  A— £ 
Russell  John  &  Son— f 
Skinner   Scott— f  1 
Slauter    Chas— £ 
Smith  H— £ 
Steams  J  a — £ 
Stryker    C   S— f 
Wifiis  A  A— f  c 
Wilkins  S  N— £ 

DAVENPORT 

BaU  S  G— 1 
Bearse  J  N— £ 
Becker  O — ^1  c 
Bemis  Fred  P— I  1  c 
Bemis  WeUs  A-l 
Benkert  W— £ 
Birtness  &  Hoelmcr— I 
Bischoff  &  Knefal— f  c 
Bischoff  Ed— £ 
Brown  A  W— 1 
Camp  H  F— f  c 
Cannon  Geo  W— I 
Coleman  E  N— 1 
Davenport  Real  EsUte  ft 

Ins  Co— £ 
Dougherty  Thos— £ 
Faerber  A— I     _    , 
Ficke  Gnstave  H— I  ^ 
Flatten  V  R  &  Co— £ 
Gardner  S— I 
Grimm  F— I 
Hackett  G  M— £ 
Harrison  Real  EsUte  Ce 

Heesch-Carstens  ft  Tall- 
mon— £  ^     - 

Home  Dan  B  ft  Co— i  c 

Jacobs  J  H — £ 

Kennefick  J  E— 1 

Kinnavey  J  J— I 

Kuehls  O— 1 

La  Qaire  J  A-£ 

Le  Buhn  Carl— 1 

Mclntyre  C  C— 1 

McLeod  Jennie — £ 

McStewart  W— ! 

Meyer,  Ellsworth  ft  Co- 
£  c 

Moran  M — £ 

Moses  M — £ 

Parsons  Al£rcd— f 

Perry  F  H— 1 

Petersberger  A— I 

Priester  A— 1 

Rice  A— 1 

Ruhl   &    Mittlebnschcr- 

£c 
Sisson  F  D— 1      .    „, 
Snider,   Hynes   ft  Watts 

— £  i  c 
Sorrowfree  ft  Son— £ 
Stemsdorff  Geo  J— 1 
Toher  HJ  ft  Co— £  c 
Turner  C  A — £ 
Vogt  H  C— £  c 
Vogt  H  H— £  c  . 
War  ft  Mdci^  e 
WillUms  H  Lr-4 
Yost  J  F— 1 

DECORAH 

Abbey  ft  Son— £ 
Abbey  W  F— £ 
Adams  F  P— £ 
Cotise  L  L — £ 
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firm  T  A— 1 
Ktmirfjr  F— f 
Flint  Hcrt«tt— f  1  a 
Vjhw  a  N-f  c 
WilerliurT  E  A — f  1 

WoKT  c  ;-f 

Whclu  Hin  A  C— f 
WltduP  H— f 

DENISON 

BoTiitia  D  I^-f 
Cxbna  E  T— f  c 
Gulick  £  F— 1  <: 
Helrier   Albert— f 
SoSmu  F  S — I 

loBtt  ;  P— f  e 

EUiiker  P  J— e 
McHoiiT   Seu*— f    1 
MiflM  J  W  Ii— f 
Xean  G«o— I  I 


DES  UOINES 
Alv«»onH  C-c 
AndMtOE  C  N— I 
Biiln  A  J— 1 
Biird-Tarlor-  Cnwferd- 

BiLUrd  Wavland  C— f  B 
Blan)  J  A— 1 
B««k>  W  D— 1 
Biam  E  D-1 
BtigblJ  E— f 
Boel  GU-i 
Caviragh  B  I— c 
Oirittie  1  T  Co-I 
Cliacjr  &  Co  J  F-f  c 
Oipp  JC-l 
Corbttl  C  D— f 
CmW  D  W— 1 
Dij  k  DUe— c 
Dndni  11  H — I 
DoHjer  E  G  Co— I 
Dudlej  M  D-f  c 
EdnHi  L  D  4  Co— c 
EJdT  I  A-c 
EUit  i  Holknd  Co— f  c 
PanUHorth  G  M— c 
F'uba   Clinde— 1 

Ford  loj  Anncj — f  c 
lioidd  C   B— c 
Griiwold  H  J-1 
Cuthik  Donald  R— t  c 
Harruon  W  H— ( 
Hazard  &  Ch«eley-(  c 
Ha,  J  W~l 
HolloD  G  W-f 
Honoa   Frank— f 
Hnghe.  Geo  W— 1 
ini  Serrice  Agencr— e 
Jtsler  loihna   &   Son— ( 
XeUy  Elton  C— 1 
Kreh   John  If— 1 
Lambert  E  &-1 
Uoti  H  H  &  Co-t  c 
Lwniae  C  E-< 
McCirtlr  J   H— 1 
McCnIchen   A  Verm 

Co-I  c 
McPirland  J  U— ] 
McCoire  ff  H-I 
Maker  J  P— c 
Miller  CbM  E-1 
Noble  F  H-« 

«  C  J-f 

ini    Robt—l 
rige  W  E-f 
I^uenon  E  A— 1 
PerciTal-Porter-Ford  lu 
^AgencT  Inc— (  c 
Kealiy    Clearing    SonM 


2^1.. 


Shaw  U  U— I 

Spencer  F  A-l 

StoU  S  F— c 

Strible   F   C-1 

Trernor  I  M-) 

Tuttle  Joel-f  c 

Uflion    Ina   Agency — t  e 

Uphira  Bro«-c         __      , 

Van   Sllke-DorKj   Co— f 

Waller  B  N-1 

White  W  H-1 

Wilcoi,  Howell  &  Hop- 

Iiin«-f  c 
Willis  C  H-1 
WilioM  &  Kanffmann— 

WoodbuiT  G  W  1  Co— 

Younj  Fred  S  &  Co— I  c 


Cbrlatenaen  C  C— f 
Hine*  Wn»— f  1  c    _ 
Howeejehn  Wjr— f  c 
Lunbcraon  G  w— I 


Brown  W  J— f 

ChSherlalTl  C— f      . 
Coatca  fi  Robiraon — f  1 ' 
Connelly  W  J— f 
Oinineharo   Dinon— f 
Enrly  7  P— t 
Felener  Emil— I 
Fii,   Al-f  I  c 
GorUnd  J  C— I 
Unraraond   W   A— t 
Hayes  J^s  A— f  c 
Johannaeo  Land  Co-f 
Xemter  R  W  &  Co— f  1 1 
Kret'^flimcr  ft  Lee— f  I  i 


McCuUoogh  M  J— i 
Mettle  Land  Co— f 
Murphy    David — E  e 


rria 


WUki 

DUNLAP 
Biily  M  B— f 
Barrett  &  Van  Slyke-f 
Brace  U  P— c 
Cadwell  &  Cadwell— 1 1  c 
Curtia  F  W— f 
lorden  A  N-f 

Moore  L  K— f 
Robenaon   R  W— t 
Taylor  A  B— £  1 
Van  Slylte  W  H— 1 

DYERSVILLE 

fiehrig%*A— f 


acHoBUl  W— 
Ehler  TIeniT— 


WaienboTB  H  B— f 


Wamw  Je*n— f 

EAGLE    GROVE 
Andrew*  F  B — f 
Baker  J  K— f 
CUrk  t  J— f  1 
Flynn  SylTeeler— f 

HeiUfelwnT  I  W-^ 
HcGntb  J  W— f 
Paine  J  S— f 
Rudr  J  M— (  1  c 


Finney  C  W  «  K  S— f  1  • 
Owen  G  A— f  I 
Taylor  W  G— ( 
V,mnm  J  E— I 

ELDORA 
BrowaeU  C  F— f 
Burling  C— f 
CarpentcT  N  S— f  e 
Dana  k  Cameron — f 


Syreraon  S 
Whited  S- 


ELKADER 
Barnard  H  H— f  1 
D«vid»OTi  W  W— f 


Wilke  G  H— 


Duffy  J  A—f 
Underman  W  l^f  1 
Mentie*  John — f 
Morling  W  H— f 
Ormaby  A  S— f  c 
Schooley  Jas  E— f  1 
Slater  Tame.  A—f 
Steig  Geo  O— I 
Steuhmer  I^~f 

ESTHERVILLE 
AndenoD  Ole— f 
f-non    B   M— f 
P— ( 


IrbT  T  P- 
add  W  / 


Rhode*  F  H— t 
Rhodes  W  T— £ 
Schlocman  M  H'-'f 
Stanley  I  C— £  1  c 


FAIRFIELD 


Cumminga      Frank      S — 


Hnglin  John  A—f 
•-   rjuQs  A  W— f 
..mson  M  J— f 
>„.,  M.3.  Kate-f 
■        -    G—f 

B— f  c 
-^^,.....   ^   McKemy— [ 
Wi.iidtnhall    L— f 
Miilljnj;  A  B— e 
Munr^  Ralph  H— f 
PccblcT  J  P— 1 
Fcddy  J    F-t 
Ro=!   W  G—f 
Simmons  E  F— f 
Smith  W  C — f 
Thoma  a  Thoma- f 
Wilson  David  B— f 
Wilson  Jas  F  Jr— f 

FARMINGTON 
Can-  Frank  D— f  1  c 
CaulCer  W  H  A  Co— f  c 
Ketcham  B  F— f  I 
McConnick  W  D— f 
Price  J  no  R— f 

FONDA 
Brtdahaw  Z  C-i 
CUoc^^J  W-l 


llia^t  B 


it^Lrl 


FOREST  CITY 
Brown   H  A—f 
Branavald  &   Nelson— f 
Kelley  Ed— 1 
Olaon  John— f 
Peter.  J   A—f 
Secor  Willard— f  1  c 
Thompaon    Bros— ( 
Wartdiow  E  C— 1 

FORT  DODGE 
Anderson    I    1^1 

Batter   &  Rhodes— f 
Cook   E   P-1 
ConghliD  &  Hacketl-f 


Guth  Geo  W— I 
Haire  M  J-f  c 

kei"!?  M  V-  1 
Kitchen  R  W-^ 
M»ck  E  P— f 
Mahoney  Cbas— f 
Merritl   W   N-f 
Minogue  F  C-f  c 
Nunnt  P  F-f 
Parker  S   R-l 
Pete'«on  C  A-l 
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iA.— Fort  Dodge.  Con 

Pickett  Tno  H— c„     ^ 
Pickett  Miss  Luella  S— 

f  c 
Pratt  H  M— f  c 
Saxton  Burton  H— 1 
Smitn  David   P— 1  ^ 
Thomas  &  Busby— f 
Vaughen  P  T— f  c 
Weiss  H  L^i  c 
Welch  A  H— I    ^ 
Williams  E  M— f 

FORT  MADISON 

Authes    Bros.-— f   1   c 
Downs  John — f  1  c 
Frueling  Chas — f 
Gardner  R  H— f 
Heitzman  Brosp-f 
Hopkirk  &  Payne—f  1  c 
Kasten  Chas  C— t  1 
Kiel  &  Schroedcr--f 
Maadcn  H  H— f  1 
Nunn  Ralf— f      ^  , 
Person  Albert— f  J 
Scherfc  W  A— f  1  c 
Steovencr  Theo— £ 
Traverse  A   H—i  1 
Wilken  Frank  H— £ 

GARNER 

Blackstone  F  E— £  c 
Fell  M  A  &  Co— £ 
Hanson  F  M— £ 
Ramsay  J  W— £ 
Ramsay  W  H— £  ^ 
Sweigard  Isaac— £ 

GLENWOOD 

Carey  Chas  E— 1 
Chamberlain  C— £. 
Edwards  C  W— £  1  c 
French  H  A— £ 
Jackson  F  C — £ 
Johnson  E  G — 1 
Lambert  A — £ 
Lumner  Geo  H — £ 
Mayberry  Guy— 1 
Otio  Carl- £      , 
Otis    Howard— f 
Rathke   Will-f, 
Records  T  Q— £  ^ 
Zumner  Geo  H — ^f 

GREENE 

Green    C   M— £ 
Hartness  M — £ 
Mead  B  N— £  1 
Mitchell  James  G— £ 
Pfautz  F  J— £  1  c 
Socsbe  C  W-£  1 
Squires   L— f 
Stober  F  L— f  1 
Weston  C  B— £  c 

GREENFIELD 

Brooks  J   E — £  c 
Burrell  J  A — £  c 
Crowley  D  A — ^1 
Martin  F  D— £ 
Portersficld  &  Brown— £ 
Williamson  W  H— £ 

GRINNELL 

Ashing  Chas — 1 
Beyer  C  W  H— 1 
Beyer  H  I> — c  i 

Brainard  D  W— f  c 
Bryan  J  &   Son— 1 
Bray  &  Shifflett— c 
Buchanan   &-   Smith — £  1  c 
Burnett  H  C— 1 
Carter  W  T— 1 
Creamer    Carl — 1 
Critchett  Geo  B— £  1  c 
Decatur  C  E  Jr— £  1  c 
Evans  John — f  1 
Field  H  A— f  c 
Hannah  Robt— 1 


Lanphere  Harry  F — £  c 
Lyman  H  G — c 
Marvin  &  Cessna — f  c 
Moore  J  G — 1 
MulUn   J  J— 1  c 
Noll  T  J— f  c 
Ross  G  M— 1 
Sears  Guv  W— f  c 
Swaney  &  Hubbard — f  1 
Welch   Murray — 1 
Wright   W    E— 1 

GRISWOLD 

Arrasmith  A  G — f 
Knqp  C  Otto— 1 
McCarthy  E  C— £ 

GUTTENBERG 

Borman  A  H— f  c 
Eckart  J  P— t  c 
Eckart  Oscar  B— 1 
Eilcrs  John — 1 
Frank  V   W— f 
Growney  Jas— 1 
Ihm  Bros— f 
Ovcrbeck  H  J— f 
Scholz  Chas  E— f 
Schoper   H   W-1 

HAMBURG 

Campbell  Chandler— £ 
Campbell  R  C— f     c 
Cilley  P  J— £ 
Cunningham  S  B— £  C 
Franklin  B  G— £ 
Morgan  N    G — f 
Rodgcrs   T    H— f 
Th«  mpson  F  Lr— £ 

HAMPTON 

Bced  A  W-f 
Clark  A  I^f 
Clock  E  E— £  c  , 
Haeckcr  E  D— £lc 
Hcmmingway  J  M— f 
Inglis  N  A— f 
McCrillis  G  T-1 
Mallon  J  N— £ 
Meyers  O  F— f 
Ridgeway   F  H— f 
Robmson    Bros— f 
Salsbury    C   E— f 
Savidge  Wm — £ 

HARLAN 

Reems  I  W— £ 
Colbum  W  K 
Cullison  Shelby— c^ 
Franklin  Thos  N— £ 
Hertert  E  M— £  1  c 
Hertert  John  P— c 
Hetzel  J  C-£ 
O'Neil  Chas— £  1  c 
Pickard  L  H— £  c 
Swift  C  F— £  c 
Whitney  J  B— £ 
Wyland  O  P— £  c 
Wyland  W  W— f  c 

HARTLEY 

Davis  W  J— £ 
Haynes  John — £ 
Knaack  G  E— f 
Patch    Frank — f 
Shuttle  Jed— f 

HAWARDEN 

Gcarhart  ft  Son — £ 
Plank  C  A— f 
Ring  A— £ 
Smith  &  Slife— £  1  c 
West  W  E— £ 

HEDRICK 

Foster  Jno  C — £ 
Jennings   Jas   J— f 
Martin  C  J— f  1  c 

HITEMAN 
Dinsraore  H  A — £  1  c 


HUMBOLDT 

Combs  C— £ 
Garfield  G  S— £ 
Hayes  R  C— £ 
Lovrien  F  C — £ 
Smith  W  J— £ 
Stoddard  F  H— £ 
Strong  Wm — £ 
Ta£t  Wm  J— f  c 
Wiser  Geo — £ 

HUMESTON 

Berry  T  L— £ 
Clark  G  L— £ 
Doze  J  E— £ 
Goodrich  D  P— £ 
McKibben  F  T— £ 

IDA  GROVE 

Babcock  F  D— £ 
Bowman  E  G — £ 
Easton  J  E— £ 
Hartley  A— £ 
Hubbard  G  C— £ 
McDonnel  C  J— £ 
Moorehead  H  A — £  1  c 
Reese  J  M— f 
Smith  Leonard  S — £ 
Wilcox  Wm  Mf 

INDEPENDENCE 

Bartle  Miss  Carrie — £ 
Bcatty  A  G— 
Campbell  A  R— f  c 
Cilley  J  L— £  1  c 
Foster    Chas — f 
Jayne  M  L — f  1  c 
Keane  Rich— f  1  c 
Kemmerer  I  C — £ 
Luther  A  R— 1 
Lyon  A  J — £ 
1  McGuire  Dora  D — £  1  c 
Rigby  A  G— 1  c 
Todd  A  N— f 
Woodruff  Geo  S— £  1  c 

INDIANOLA 

Briggs  C  C— f 
Brown  &  Schrier — f  c 
Burns  H  F— £ 
Goodman  &  Sams — £ 
McCoy   K  M— £  1  c 
9  &  Jackson — f  c 
Park  Mel  W— f  c 
Proudfoot  A  V— £ 
Ripper  W  W— £  c 
Speer  Geo — f 
Summers  D  W— £ 
Tidball   S  H— £ 
Weldin  J— £ 
Whitney  J  H— 1 
Wilson  W   M— f 
Winning  O  T— f 

IOWA  CITY 

Bailey  H  I^£  I  c 
Berger  Will— £ 
Brennan   Thos — f 
Brooke  J  H— £ 
Cochran  F  J — ^£  c 
Donohoe.    Miss   Kate — f 
Dvorsky  J  W — £  1  c 
Hohmann  W   F — f 
Holland  J  W— £  1  c 
Horak   F  J— f 
King  A  &  Son— £  1  c 
Lee  I   B— f  1   c 
McDonald  W  J— £  1  c 
Maher  Margaret  L — £  1  c 
Meardon  A  E — ^£ 
Meher  D— 1 
Murphy  Mr — f 
Murphy  T  E— £ 
Otto  J  M— £ 
Poser   Bros — £ 
Reese   D  A— £ 
Royce  F  B— £ 
Scales  Nat— £ 
Shrader  C  C— £  I 
Stevenson  S  R— £ 


Stouffer  J  C—  £  1  c 
Swire  Roger— £ 
Swisher  S  E— £  c 
Welch  C  S— £ 
Wilton  Edwin  B— £ 

IOWA  FALLS 

Burlingame   C   H — f  1 
Foster  F  E— f  c 
Hall  H  B— £ 
Otterbach  A  C— f 
Peet  F  D— £  1  c 
Rowe  D  W— 1 
Wcldcn  W  E— 1 
Woods  W  H— £  1  c 

JEFFERSON 

Anderson  S  B — f  c 
Brown  P  O— f 
Culbertson  S  C— £ 
Flack   5—1  c 
Fitz  J  W— £ 
Forbes  J  M — £  c 
Gililand  A  S— f  c 
Harding  Harry  M— £  c 
Harper  Ruth  M— f 
Henderson   J   A — f 
Henderson  J    W — f 
Milligan  F  A— £ 
Mugan  T  A—  £  1  c 
Reimann  John — £ 
Sayers  S  J— £ 
Wilton  ft  Albert!— £  e 

KEOKUK 

CoUison  Henry— f  c 
Field  Louisa  6— f  c 
Heaslip  H   A— f  c 
Hobbs  &   Blood — f  c 
Hobbs  John  W— I 
Hubert  W  J— 1 
Johnson  C   C— 1 
McKay  V  R— f  1  c 
Overton   Agency — f  c 
Pyle  N  H  — f  c 
Shcppard  L  D  Jr— 1 
Tumulty  John— £  1  c 
Van  Papelendora  J  B — f 
Wyllic  A  M— £  c 

KEOTA 

Cummings   Fred  H — ^1 
Gilbert  Ed  C 
Graham  J    F— £  c 
Kirkpatrick    W    Craig-« 
Newton   H  P— f 
Smith  Fred— £ 

KNOXVTLLE 

Brobst  A  B— £ 
Brobst  B   H — £ 
Garretson  I   H — £ 
Ghrist  W   N— £  1 
Johnson  S  C — i 
McCoy    Arch— « 
Roberts  J  J— £  c 
Welcher  A— £ 

LAKE  CITY 

Brooks  R  F— £ 
Easton  T  M— £ 
Freeman  J  N — f 
Fuller  C   E— f  1  c 
Green  C  H— £  1  c 
Hibbi  J  D— f 
Hutchinson  G  G— f  1 
LilUrd  V  W— f  1 
Smith  J  B— £  1  c 
Townsend  E  W— f  1  c 
Townsend  R  F— 1 

LANSING 

Conway  J_  P — f  c 
Gaunitz  H   F— f 
Intleko£er  Otto— I 
Kerndt  G  M— f 
Kcmdt  C  W  H— 1  c 
Kerndt  M  Jr— £ 
May  ft  Dampsey— f 
Mifler  R  G— f  c 
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Nachtwey  F  T— f 
Xielandcr  &  Co— £ 
Powcri  John — 1 
Saam  W  F— f 
Serene  Chas  R— f  c 
Thomas  B  F— f  1  c 

LA  PORTE  CITY 

Ashlej  £  R— f 
AaWey  Roy  E— f  c 
McQuflken  W  T— f 
Simpson  E — f 
Stcbbens  Geo  E— f 
Van  Valkenbarg  A— f 

LEMARS 

Alike  A  A— £ 
Bedell  E  T— £  c 
Bogen  Joseph — c 
Buchanan  F  H— f 
Colledge  A  C— f  1  c 
Demaray  A  C— f 
Duus  A  M— f  I  c 
Gaynor  S  A — ^1 
Hc7l  Fred— 1 
Keenan  T  F— f 
Keenan  J  T— c 
Koehler  R  J— £  c 
Koenig  J  G  &  Co— f 
Martin  H— £ 
Miller  N— c 
Minick  A  A— < 
Woodke  P  K—f  c 

LEON 

Arnold  T  S— £ 
Gammill  M  A— £ 
Pease   Louis— £ 
Townsend  F  A — f  e 
Varga   Stephen-^ 
Wallace  T  A— £ 
Wright  C  F— £  c 

LUCAS 
Baker  N  F— £  1  c 

MANCHESTER 

Arnold  H  F — f  c 
Blair  Fred  B— £  c 
Carr  E  M— f 
Carr  Hubert— f  I 
Cary  F  F— f  I  c 
Clemans  Hugh — ^f  1 
Dttnham  George  W — £  c 
Hoyt  W  D— 1 
Huene  0  E — £ 
Hutchinson  J  H — i 
Keagy  C  W— £ 
Long  W  H— £ 
Marvin  R  M— £ 
Kathews  WUl— £ 
Norris  W  H— £  c 
Pierce  C  A— £ 
Richardson  Fred — £  1  c 
Stiles  E  B— £ 
Tirrill  &  Pierce— f  1 
Torrey  C  O— f 
Yoran  Calvin — £ 
Voran  M  J— £ 

MAPLETON 

Anthony  A  J — £ 
Chapman  C  L— f 
Luti  T  O  B — f 
Quick  Edwin— £ 
Rice  Geo  A— f 
Smith  V— £ 
Welch  &  Taoobson — t 
NVengcrt  H  G— £  c 

MANNING 

Babcock  E  S— £  1 
Eden  C  J— £ 
Emmons  O  W— £  c 
Tones  P  H— £  1  c 
Parrott  W  B— I 
Perry  E   C— £ 
Refers  Douglas — f  c 
Reivers  Henry— ^ 
Siemen  F  W— £  1 


Sutherland  R  G— £ 
Tate  &  McLaughlin — f  1 
Wheeler  R  H— £ 
Wiese  Land  &  Invest  Co 

— £  1 
Wilson  R  H— £ 
Wohlenberg   F   W— £ 

MAQUOKETA 

ElHs  G— £ 
EUis  Um  W— £ 
Farr  C  W— £ 
Fletcher  D  A— £ 
Gregory  Fred  C— £ 
Gregory  T  W— £ 
Gregory  W  C— £ 
Heide    Saml— £ 
Hoyt   Robert— £ 
Hubbell   H  B— £ 
Kaler  John— 1 
Kaler  Peter— £ 
Keck  F  H— £ 
Keck  Walter— £ 
Kelsey   &   Sokol—  £  1 
Kelsey  F  D— £ 
Kulmer  E  J— 1 
Mahony  H  E — c 
Mitchell  Geo— £ 
Myatt   F  W— £ 
PiSmer   W   H— £ 
RiUston  James — £ 
Stephens  Ralph — £ 
Swaney   Lon — 1 
Thonma    Chas    M— f 

MARENGO 

Clements  I  W— 1  c 
Colson  B    F— 1 
Engclbert  J   C— f 
Goldthwaitc    H    E— £   c 
Hipp  A  P— £  c 
Lewis  J  H— f  c 
McLennan  Alex — £  c 
O'Neil  T   F— £ 
Owen  &  Thompson — £ 
Simmons  M  A — £ 
SuUivan  E  J— £ 
Van  Boskirk  Robt— 1  c 
Vctte  A  M— f 

MARION 

Anderson  Fergus  Lr— f 
Biggs  &  Pearson — i 
Courtney  M  W— £ 
Dahms  E  J— £ 
Davis  T  J— £ 
Esgate  E  J— £ 
Evans  &  Tames — £ 
Freeman  John— c 
Gillmore  Florence  Harris 

— £  1  c 
Gray  J  M— £. 
Griffin  P  S— £ 
HoUoway  H  G— £ 
Holmes  George— i 
IngersoU  &  Cleaveland 
Jackson  W  T— £ 
Kocfaer  J— £ 
Lillie  Geo  E— £ 
Millen  H  G— £ 
Pratt  Harry — c 
Roberts  Ray — £ 
Robinson  C  A — £ 
Sherer  Oscar  N— c 
ShanUin    C  S— f 
Shumack  F  A — I 
Smyth  Robert— £lc 
Sumey  D  A 
Todd  G  W— £  1 

MARSHALLTOWN 

Battin   William— £ 
Bell  S  C— £ 
Blue  T  C— 1 
Carl  F  W-f 
Qark  W  M— £ 
Cobum  Johnr— £ 
Coleman  C  M — 1 
Crawford  W  L-£ 
Ellis  H  M— 1 
Forbes  I  T— I 


Gay  A    E    Co— £ 
Houghton  F  H— £ 
Johnson  A   G — 1 
Johnson  Samuel  P — 1 
kimberly    Wesley   C— £ 
Leech  W  E— £  1  o 
McCormackJ  S — ^1 
McMahon  H  R— £ 
Millard  I  S— £  c 
Mitchem  John  C— 1 
Monohon  John  O— f 
^el8on  W  M— 1 
Norris  Geo  R— £ 
Nugent  G  S — f 
OBryon  M  M— c 
Russel   David — ^1 
Shove  H  W— 1 
Treat  A  M— £  1  c 
Van   Orman   &   Van   Or- 

man — f  c 
Webster  &  Son— £  c 
Welch  Marie— £ 
Whitaker  j   M— f 
Willigrod  E— £ 

MASON  CITY 

Adams  J  W— £ 
Bagley  W  G  C— f  c 
Barber  F  1^1 
Beck  Bros  Co — £ 
Bums  R  R— 1 
Chambers  F  W— £ 
Davis   Collecting   Agency 

Drake^S  D— 1 

Duffield  S  P  &  Son»— £  c 

Farrer  V   P— 1 

Finch   &   Gilpin— 1 

Fleming  E  &— 1 

Franke  Land  and  Invest- 
ment   Co— £    e 

Gage  F  H— £  c 

Gale  A  H— £ 

Harlan  A  B— 1 

Hill   G  H— £ 

Hill  L  A— £ 

Holman  Land  k  Insur- 
ance Co^£ 

Jackson  O  A— £ 

Kehm  P  H— « 

Kimball  &  Hayes— £ 

Kirschman  F  A — £ 

Knesel  A  W— £ 

Loomer  C — 1 

McNider  C  H— f  c 

Mason  City  Loan  & 
Trust  Co— £  c 

Mason  City  Realty  Co— £ 

Miles  W  E— 1 

Moncrie£  J  J — ^1 

Nicholson  C  R— £  1 

Norris  &  Irons — £  c 

Parker  C  A— £  c 

Paul  Frank— £ 

Phillips  L  W— £ 

Pratt  E  E— 1 

Schanke  A  W  &  Co-£c 

Schneider  S  A— f  c 

Smith  &  Pattie-^ 

Smith  Earl— € 

Smith  R  P— £  c 

McGregor 

Chapin  &  Spaulding— £ 

Geske  M  X-f 
Walker  C  W— f  1  c 

MECHANICSVILLE 

Bundy  O  M— £ 
Gibeaut  H  E— £ 
Kennedy  L  L— £ 
Lynch  C  J— £ 
Maurer  N  J— f 
Onstott  J  H— £ 

MISSOURI  VALLEY 

Barrett  J  B— £  1 
Kellogg  Geo— £ 
McLaughlin  Ras— £  e 
Roden  W  J— £ 
Sketton  J— 1 


MONROE 

Bateman  Fred  E — £ 
Chipps  F  D— £ 
Iblc  Henry— £ 
Jamann  Jasper — £ 
Kipp  Geo  C— £ 
Livingston   W  M — £ 

MONTEZUMA 

Bechly  Frank— £ 
Caster  Thos— £  1  c 
Clark  Chas  W— £ 
Griffin  C  J— 1 
Gross  Jake— £  1  c 
Harper  E  V— £ 
Hawkins  Geo — ^£ 
Jones  Ed — £ 
McGill  A  C— £ 
Smith  S  E-£ 
Thorn  L  E — £ 
Vett  J  W— £ 

MONTICELLO 

Ainsworth  T  E— £  1 
Houser  J  S — £  1 
Locher  T  J — £  c 
Pond  J  E— £  1  c 
Voorhees  J  A — £ 
Waddick  L  P— £  1  c 

MOULTON 

Garey  Effie— £ 
Powers  H  P— £ 
Walker  E  A— £ 
WiUett  W  J— £ 

MOUNT  AYR 

BeaURS— f 
Beard  H  G— £  1  c 
Davis  J  H— £ 
Finley  Geo  H— £ 
Lewis  &  Sons — £ 
Linett  J  H— £  1 
McMaster  E  C— £ 
Parsons  Henry — ^£  c 
Smith  R  C— £ 
Wyant  G  A— £ 

MUSCATINE 

Bishop  W  F  &  Co— £  c 

Borger  S  A— 1 

Bnmside   Ed   O— £ 

Coster  J  C— £ 

Eversmeyer  F   W  & 
Looise— £   c 

Fitzgerald  T  R— £ 

Havercamp   M— £ 

Horst/H  D— f  c 

Kemble  &  Kemble— £  c 

Madden  &  Madden— £ 

Mark  J  B  &  Son— £  c 

Metzger  H  W-£ 

Robbins  J  A— £  1  c 

Rosenberger  N— £ 

Thompson    M'rs    Ella— £ 

Titus  Loan  &  Invest- 
ment Co— £  1  c 

MYSTIC 
Delay  Frank— £  1  c 

NASHUA 

Bauder  C  H— £  1 
Dexter  H  T— £ 
Gary  N   E— £  c 
Getsch  W  F— £  1  c 
Kout  A  Lr— £  c 
West    Frank — £ 

NEOLA 

Bardsley  J  G— £ 
Bawm  W  C— £ 
Cotter  E  F— £ 
Hegarty  J  R— £ 
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NEVADA 

Alderman  U  S — £ 
Atkinson— G  W— f 
Bricker  &  Bricker — f  1  c 
Burroughs  J  H — f 
Dayton  A  ly~-\  c 
Dutton  J  G— f 
Fitchpatrick  W  P— f  1  c 
Fumif  W  W— 1 
Gillespie  J  F— f  1  c 
Grove  D  M~f 
Hadley  &  Langland — f 
Hanson  F  E — f  1  c 
Knudson  J — f 
Larson  T  R — f  1  c 
Smith  W  S— f 
Wells  John  M—f 
Welty  B  B— f 
Wydell  A  O— f 

NEW  HAMPTON 

Blgielow  G  M— f  c 
Brown  F  W—f 
Condon  T  B — £ 
Darrow  W  L— f 
Fe^rbend  R — ^£ 
Geiser  M  E — f 
Kenyon  C— £  1 
Larson  C  A — f 
3d:<:FarUnd  O  A— f  1 
TMchl  H  P— £ 
J^Ugwt  W  J--f 
^anduskey  J  W—f 
Schultie  Thco— f 
Shaffer  Bros — £ 
Smith.  Curtis  &  Rcilly— f 
Stebbins  Miss  E  C— t 
Strike  Frank— f  c 
Tooley  John— £ 

NEWTON 

AUfrce  H  B— £ 
Brunner  J_G--f  1  c 
CaveU  J  F— f  1  c 
Clark  D  I^-£ 
Coon  J  Lindly — f 
■Coon  Oscar— HP  1  c 
Earlcy  E  L— f 
Eberhart  D  J— f 
Fugard  J  H — £ 
•Gebhardt  M   C-^f 
<;ucssford  W  M-f 
Hindorph   &  Woodrow— 

f  1 
Kennedy  Fred — £ 
Horgan  &  Korff— f  1 
•Reed  L  D— £  c 
'Smith   Julian  A— 1   c 
Stamper  Miss  Virgie— I 

NORA  SPRINGS 

Mnier  J  B— £  c 
Moody  E  C— f  1 
Schncdlcr  H  F— £  c 
Waterbury  O  P— £  1  c 

ODEBOLT 

Bey  W  F— f 
HelseU  W  A— f 
Johnston  S  P— 1 
Kettercr  Jno  H — i  I 
3f  attea  J  R— £  1 
Schmitz  Bros — £  1 

OELWEIN 

Aycrs  W  S— f  o 
Bebcc  C  A—f 
Bogart  J  A— 1  c 
Doctor  L  J— f  1  c 
Elder  M  M-1 
Erdman  Hattie— £ 
Hanson  T  L— £  c 
I^rson  O  P— £  1  c 
LitUe  B  B— £  c 
Paul  Al— 1 
Koss  J  R— £ 
Smith  Bros— f  c 
Young  R  I/-£ 


OGDEN 

Heldt  Glaus— £ 
Kruse  William— £  1 
Porter  Frank — f  c 
Rosen  Walter^— £ 
Williams  J  T  S— f  c 

ORANGE  CITY 

Behrend  Jno  F— f 
Brewster  George  W — 1 
Klienjan  P— f 
Lohr  F  J— £  c 
Lohr  A  W—f 
Roseboom  Wm — f 
Schultz  W  W—f  I 
Slikkcveer  H— f  c 
Snyders  L^f 

OSAGE 

AnnU  J  W—f 
Bartlett  Lynn — f  1 
Bartlett  H  G— f  c 
Bush  F  C— f 
Darley  E  I^— f 
Johnson  K  J — f  c 
Knowlton  L  W—f 
Kugler  A  A—f 
McGann  Hugh — f 
Monahan   Pat — f 
Roberts   A  Er-f 
Sawyer  C  L — £  c 
Schuyler  John — 1  c 
Stoughton   H  L— £  c 
Union  Real  Estate  &  Ab- 
stract Co — f  c 
Spoonin  Carl  V— f  1  c 

OSCEOLA 

Anderson  Vernon — f 
Barnard  W  S— f 
Bamhill  Frank— f 
Bebout  S  R  Dr^f 
Fleming  Bros— £ 
Harper  W  E— f  c 
Johnson  W  C— £ 
Lewis  R  M— £ 
McAuley  Mrs  Alice — £ 
Marquin    Clarence— £ 
Miler  C  1^1 
Temple  W  N— £ 
Trent  T  A—f 

OSKALOOSA 

Bell  Fred  A—f  1  c 

Bennett  M  E— f 

Cowan    &    Hambleton— 

fc 
Dutton  S  J— £ 
Glasure  H  O— £  c 
Gordon  Oaire  D— £  c 
Harrold  J  G— 1 
Hedge    Manoah— £ 
Johnson   Carl — £  c 
Jones  W   G— £ 
Keating  Wm   H— £ 
Kent  R  A-f 
Mendenhall  L  H— 1 
Moorman   Mark  W— 1 
O'Hara  Ralph— £  c 
Parker  Henry  D— £ 
Phelps  Chas— £ 
Ream  J  T-£ 
Shangfe  x-  T— f 
Shaw  W  H-£  c 
Winter  Chri»-£ 
Wright  B  A— £ 

OTTUMWA 

Acme  Loan  Co — ^f 
Alley  H  J— c 
Anderson   Oscar — 1 
Archer  W  T— 1 
Baer  F  P  &  Son— £  c 
Bayliss  W  J— £ 
Carapbell-Wellman    Koett 

Co — £  c 
Christie  W  S— £ 
Corrick  T  H  &  Son— £  1 
Creswell  F  B— £  1 


Criley  Ben — 1 
Cur  ran  J  V — £ 
Diltz  G  M— c 
Edmunds  M  L — f  c 
Elliott  W  D— f 
Haw   George — £  1 
Hull  J  E— f  c 
Keating  W  H— £  1  c 
Linton  W   C— 1 
McElroy   Ralph — f   c 
Mitchell  John  H— f 
Njmocks  Frank  A — f  1 
Norton  &  Smith— f 
Phoenix  Trust  Co — f  c 
Porter  C   C— 1 
Reynolds   A   L — 1 
Smith   J  J— £ 

PANORA 

Evans  E — f  c 
Ferree   C   F— f  c 
Goetzman  G  A — f 
Morris  J  W—f  1  c 
Reynolds  M  M— f  1 
Spurgen   Wade — ^f 

PELLA 
Baron  S  B— f 
Bloem  Mrs  John — £ 
Colo   C    N— f 
Cook  Ed   S— f  1  G 
Cobk  W  W  &  Son— f  1  c 
Dieleman  John  R — ^f 
Jelsma  S  J  &  Son — f 
Stubenrauch  P — f 
Thoraassen    &  Thomasaen 

— £  a 
Van  Sittert  Peter^f 
Van  Spanckerm  B  H  Jr 

Vm  Vliet  J  H— £ 

PERRY 

Ahrens  George — £  c 
Dunlap  Z  B— 1 
Frencn   L  A — f   c 
Giddings   Minne — £ 
Hall  J  D— f 
Haskins  A  D — ^£ 
rieiss  A  W — £ 
Hollis  C  M— £ 
Melick  G  R— £  1 
Modlin  H  C— £ 
Steltzer  H  I— £  c 
Thornburg  L  B — £  I 
Ward  H  P— f  1  c 

RED  OAK 

Bryant  J  C— £  c 
Burke  N  W— 1 
Carey   E    M — 1 
Cook  J  S— £ 
Delaven    N — ^1 
Gibson  Edwin— £  1  c 
Gillett  O  T— £ 
Houghton  H  C— £  1  c 
Howard  O  G— £ 
Montgomery  W  W — £ 
Peterson  W— £ 
Remmers  O  F — £ 
Shaver  B  A— £ 
Shuey  &  Cook — £  c 
Stibbens  L  A— 1 
Walker  J  E— 1 

•   ROCK  RAPIDS 

Berg  Aug — f 
Carpenter  W  D— f 
Dickinson    Jerry — 1 
McGuire  J  E— f  1 
McNab  George — f  1  c 
Miller  Jonathan — f 
Miller  O  P— f  c 
Partch  E  L — f  c 
Peters  L  G — £ 
Penman  H  C— £  1 
Pickard  E  C— £ 
Pierce  H  B— f  1  c 
Roach  E  C— f  c 
Shade  Chas— £  1 


Spratt  Robt— 1  c 
Sutter  F  L— f 
Wyckoff  W  C— £ 

SANBORN 

Arnold  G — £  1 
Daly  J  H— £  1  c 
Jones  C — £ 
Solon  W  A—f  1  c 
I  Soop  I — f  1  c 

SCRANTON 

Anderson  W  W—f  I 
Clark  B   O— £  1 
Dunning  J  D — £  1 
Marchant  Ed — f  1 
Pitcher  P  P— f  1 

SEYMOUR 

Fedrow  &  Allison — £ 
Jackley  A  M— £  1  c 
Jamison   W   O— f  1  c 
Kerby  D  H— f  1 
Squire  John — £ 
Strome  &  Mcrritt— f  1 

SHELDON 

Benson  A  H — £ 
Barragar   F   N — £ 
Bloxham  F  W— £ 
Clagg  W  E— £  c 
Daugherty  Chas — f 
Daugherty   Frank — f 
Linsday  &  Phelps — c 
Mclntire  I   N— f 
Myers  E  B— £ 

SHENANDOAH 

Cutter  John  S — f  1  c 
Ferguson  Burnet — f 
Hughes  W  H— f  1 
Houett    Arthur— 1 
Lake  A   S — £  c 
Nordstrom  Fred — ^f 
Rulhman  W^  A—f  c 
Sheets  Earl — f  c 
Van  Buskirk  Frank— f  c 

SIGOURNEY 

Baker  Geo  B— f 
Beatty  F— f 
Bensmiller  A  J— £ 
Clark  Hudson— I 
Dcm  W— £  c 
GambcU  W  C— f 
Gocldner  F  Lr-f 
Gileldner  H  F— f 
Hamilton  C  C— f 
Hamilton  W  H— £ 
Heninger  C  C— £ 
James  Geo— £ 
Johnson  C  G — ^f 
Mackey  Jas  R— £ 
McVickcr  J  R— f 
Rathbun  J  J— £ 
Stockman  D  T— £ 
Updegraff  C  G— £ 
UtterSack  C  C— f 
Wagner  H  F— f 
Wiley  Taa  F— c 
Wilcockson  K  E— f 

SIOUX  CITY 

Andrews  R  J— { 
Ball  Miss  Mary  A~£ 
Brown  &  Wolcott— £ 
Clark  M  A—f 
Dean  &  Frost— £ 
De  Orsay  A  L— I 
Doughty  B  F— £ 
Duns  C  M— £ 
Plourhey  &  Lewxs-f  I 
French  Henry— £ 
Giehm  A  W—f 
GHman   W   S-£ 
Gordon  Wm— 1 
Grandy  W  F  Co-£ 
Guiney  Chas  tr-A  c 
Hewins   John    R— I 


INSURANCE  AGENTS— IOWA. 


B-67 


Howe  Paul  C— £ 
Hughca  M  I— f  1 
Irvmc  W  D-1 
Kerby  &  Lynch — ^f 
Kloster  B  >-l 
Kneedler  C  A— f  1 
Lacy  R  H  &  Son— f 
Mycr  Carl-f 
Xicol  Paul  I-l 
Xivling  &  Haakinson—f 
Oakley  G  W-f  1 
Peters,    Guiney,    McNeil 

&  Powell  Co— £  c 
Prjsiner  Wm  L— £ 
\tzthum  J  C— £ 
Wcintz  Geo  D— £ 

SPENCER 
Avery  A  H—l 
Benia  W  S--f 
Bode  &  Kirkpatrick— { 
Bucfcey  C  P— f 
Carlson    Ed — I 
Cook  F  A—f 
Cook  W  C— I 
Cornwall  W  W— £ 
Coble  Jay— f 
Graham   Roger — f   1 
Green  A  W— f 
Gritien  M   E 
McCord  J  H— £ 
McKercher    VV    M— 1 
McManus    &    Webb— £ 
Magee  D  A— I 
Mauss  E  R— f 
Miller  J  A—f 
Morgan  E  G— f 
Kice  W  R— c 
Smith  H  N— f 
>:cele  J  E— I 

SPIRIT  LAKE 

Arnold  V  A— £ 

Carlton  W  F— f 

Price  Chas— £— c 

Ferguion  F  H — ^f 

Tompkins  F  T— 4 

Wq  Steenburg  B  B — £  c 

Weigand  Lcwii 


STORM  LAKE 

liallou  L  E  Tr— f 
Bassctt  T   C— 1 
Bradford  S  C— f 
Bulaud  J  E— £ 
Butler   Frank— £ 
Christopher  J  W — f 
Crousc  Harry  J — f 
Daniels  Geo  D — ^1 
E^tman  Geo  H— ^  c 
Geisingcr  &  Clapp — f 
Tones  Raymond — ^f 
McConnell  A  R— 1 
UGrange  D  G — f 
Mack  &  Mack— f  c 
Moore  C  W— £  c 
Murray  Roy   W— 1 
Schaller  Geo— f 
Toy  P  C— £  c 

STORY  CITY 

Bartlett  Chas— 1   c 
i>oaohowe  John — f  1  c 
Henderson  Alex — f 
Henderson  T  T — f 
'esstn  J  C— £ 

"ellington  J  A — ^f  1  e 


STUART 

Backtw  John  S— i  c 
Bamett  S  P— £  1 
Drake  A  F-€ 
Glorer  L  J— f 
Hadcthorn  H  L— 1 
HartseU  E-£  c 
Hinkson  F  O— I 
Monaban  S-^ 
Sayer  A  ll-£ 
Taylor  W  J— f  e 


SUPERIOR 
Smith  J  C— £ 

TAMA 

Bartlett  E  W— £  c 
Carson  L  I — f  1  c 
Ferguson  H  J— £  c 
Galfagher  W   S-£ 
Goodell  D  £-£ 
Jackson  A  E— £ 
Richards  E  M— £  1 
Sanborn    F   B— £ 
Suuffer  S  M— £  1 
Usher  A  H—l 
Williamson  T  L-£  1 

TIPTON 

Bartley  &  Maxson— £  1  c 
Bcatty  Geo  E— £ 
Casterline  F  J— £  c 
Dorcas  Josia— £ 
Elwood  C  H— £ 
Oeiger  W  G  W-£ 
Giluun  E  C — f  c 
Huber  H  L-£ 
Neiman   C  S— f 
Porter    Chas — f 
Rath  H  H— I 
Reeder  F  Lr-l 
Simmermaker  C  F— f  c 
Van  Meter  Vv   Lr-£ 

TOLEDO 

Baxter  C  A— £ 
Dexter  W  A— £ 
Gee   F  M— £ 
Green  Mr — ^£ 
Hutchinson  G  A— £ 
Kepler  R  P— f 
Krexek  M  T— £ 
Modlin  C  M— c 
Ross  J  H—l 
Smith  A  G— £ 
Struble  &  Stiger— f 
Wagoner  J  A— £ 
Walters  C  E-£ 
Walters  J  P— £ 

TRAER 

Bryan  D  E— £  c 
Findley  Elmer  C— f 
McCormick  W  G — {  c 
Norton  A  J— £  1  c 
St  John  Henry— 1 
Stoakes  T  F— f  c 
Thomas  B  Frank— £  c 

VALLEY  JUNCTION 

Donahy  H   M— f 
Field  D  H— £  1  c 
Hadden   &   Gavin — ^f  1  c 
Mullanc  J  W— £  1  c 

VILLISCA 

Boise  J  S— £ 
English  P  B— £ 
Gibbs  E  C— f 
Glackemyer  &  Enarson — £ 
Glackemyer  H  A — ^1 
Ingman  F  L— f 
Jackson   &   HuUinger— £ 
Tones  E  F— £ 
Minick  P  D— £ 
Woodword  W  B— f  c 
Woodward  T  B— £  c 


VINTON 

Brown  Mrs  E  F— £  c 
Forsythe  J  E— £ 
Knupp  D  C-^ 
Marrietta  &  Bickel— £le 
Nerwood-Bunten  Agcy 

-£ 
Schafle  J  W— £  1 
Urice  J  T-f 


WALNUT 

Bunker  J  L— £  c 
Burke  Ed  D— £  1  c 
Mosher   O — £  1   c 
Neff  Lewift-£  1 
Ronna  Otto — £  c 
Spangler  M  L — £  1  c 

WAPELLO 

Beane   Miss   America — f 
Dcihl  J  D-c 
Dickson  J  H— £  1 
Hunter  M — f  c 
Hurley  W  H-£ 
Kelly  J  S  &  Howard— £ 
Springer  Arthur— c 
Weber  H  A-£  c 

WASHINGTON 

Ashby  J  A  Y— £ 
Benn  H  W— £  1  c 
Brookhart  T  L— £ 
Butterfield  W   H--£ 
CockUn  S  J— £  1 
Dempsey  George— 1 
Dewey  C  A — £ 
Harvey  E  R— c 
Keeley  W  M-£ 
Kellogg  J  J  &  S  J-£ 
McCulley  Art— £ 
Morton  J  W— £  c 
Rice   Mrs  Belle— £ 
Richards    Humphrey— £ 
Sage  Frank— f  1  c 
Taylor  Jno  M — f  c 
White  Wm-£ 

WATERLOO 

Bates  J  E— c 

Bentley    Bros    Ins    Agcy 

Bickley  C   S— £ 

Blackhawk  Ins  Agcy — £ 

Blackledge  Virgil— 1 

Bown  &  Bown — ^f 

Bragdon  J   E — 1 

Bronson  L  H  &  Son — £ 

Chamberlain   A  W — £ 

Cotton   C  W— f 

Gardiner   Co  James   The 
— f 

Green  C  F— c 

Hallowell    Co— £ 

Hammond  H  W— £ 

Henderson    &    Weather- 
wax — £  c 

Higdon-Hardisty    Co— £  c 

Hoxic  &   Brunn — £ 

Kingsley    &   Stewart— £ 

Koepke    F  J— £ 

Lindner  C  C — ^1  c 

Miller  &  Jacobson — f 

Park  L  E— £ 

Rumsey   A   E — 1 

Struyer  F  F— I 

Waterloo  Ins  Agcy — f 

Wilson   Burton   E— £  c 

Young  C  M— c 

WAUKON 

Buckley  M  J— I 
Citizens  State  Bank— f 
Deeney  H  J— 1 
Earlc  C   H—f 
Eddy  Jessie— f 
Ericson  T  T— f 
Goodykoontz  E  W— £  I  c 
Ha^er  O  J— f  1  c 
Haines  Joe — £ 
Hall  E  J— £ 
Hancock  E  M— £  c 
Hart  John  J— 1  c 
Hart  Wm  S  &  Co— £  1  c 
Hendrick   Burt— £ 
Howe  H  A— 1 
Larson  A  C — £  c 
McGeough  Leo— 1 
Murphy  D  J — c 
Purdy  E  D— f 


Stilwell  &  Stilwell— £  c 
Stone  C  M — ^f 
Taylor  H  E— £ 
Thomson  S  R — f 


WAVERLY 

Babcock  W  H— £ 
Bessmer  A  G — 1 
Bredow  O — ^f 
CuUinane  Richard— £ 
Dickinson  Earl — f 
Grossman  G  A — i  1 
Hagemann  &  Farwell— 

£  c 
Haalett  J  Y-£  c 
Herrmann   R — f 
Kasemeier    Henry— £   c 
Long  &  Kingsley— £ 
Machling  H  E-£ 
Mitchell  O  H-£ 
Mooney  J  A — £ 
Morey  H  A— £ 
Munger  F   H— £ 
Ruddick  Julian — £ 
Runyard  C  C— £ 
Safer  John— f 
Scnei£elbein   E  A — £ 
Van  Derveer  G  O— £  1 
Vanderveer  H  R— £  c 
Weiditschk  W— £ 


WEBSTER  CITY 

Berggen  J  A — £  c 
Blake  J  M-£ 
Boeye  A  N— £ 
Cook  A  A— £ 
Crosley  V  C— f  c 
Curric  F  S— £  c 
Ferrel  Walter— 1 
Henderson  O  J — £ 
Kamrar  &  Prince — £ 
Lee  J  W-£ 
McAdow  S  W— 1 
McConnell  W  O— £ 
McFerren  Rube — £ 
Miller  &  Boeye— £  c 
Morcan   G  S— £ 
Peterson  J  J — ^£  c 
Peterson  J  L—i  1  c 
Porter  J  D— £ 
Rood  W  B-£ 
Sayrs  I  J— £ 
Sparboe  H  M— £ 
Sterling  J  R— 1 
Thompson  G  D— £  c 
Tucker  G  F— £ 
Wesley  Martin— £ 
Whitham  &  Hampton-^ 
Whitson  &  Rahto— £ 


WEST  LIBERTY 

Aikens  Irwin — i  c 
Beyer  E  G  H— £  1 
Hill  R  H-1 

iones  Theo — f 
right   Walter— £ 
Luse  &  Noland— £ 
Mcintosh  J  E— £ 
Mosher  Henry — ^1 

WEST  UNION 

Berkey  D  M-£ 
Berkey  J  T-£ 
Blackman  H  B— £ 
Blunt   Harry- £ 
Dwyer  J  W-£  I 
Earler  Edwin  G-i 
Linbeck  Frank— 1 
Phillips  E  M-1  c 
Rogers  W  J-£ 
Woodward  R  O— £ 

WHAT  CHEER 

Bonsall   W  T-£ 
Harbison  &  Legoe — ^£  1  c 
Harding  Frank  W — ^1 
Windett  W  C-£  I  c 


B-68 


INSURANCE  AGENTS— KANSAS. 


lA.— Con, 

WILTON 

Budelier   Clarence- 
Harris  W  D-f 
Lang  Wm— f  1 
Martin  Fred— f  1  e 
Whitmer  Roy— f  1 


i 


Wickcs  F  C-f 
Wildasin  Henry— f 

WINTERSET 
Beach  O  E— f 
Cornell  W  J— f 
Gilpin   T  d-f 
Green  Ellison^! 
Hamilton  Bros— f 


Lochrie  S  C— c 
Lucas  W  O— f 
McCall  E  E— f 
McKee  J  W— c 
Shriver  J  G— £  1 
Smalley  W  L-f 
Stark  S  W— f 
Tidrick  L  B— f 


Vance  W  H— £ 

WYOMING 
Bronson  W  W~l 
Corbit  R  M— f  c 
Evans  G  W— f  c 
Jansen  P  S— 1 
Overley  C  C— f  c 
Tourtelott  W  H— f  c 


KANSAS 


ABILENE 

Anderson  G  C — f  c 
Baer  C  R— 1 
Cutler  J  G— 1 
Deerer  Roy — £ 
Gans  C  W-^  e 
Graves  J  A— £ 
Howard  H— £ 
Hutton  I  H— { 
Ked  JE— £ 
Makins  Edw^f 
Malott  M  H— £ 
Marts  F— 1 
Nichols  W  D— f 
Sonthworth  H— f 
Wyandt  C  C— £  1  c 

ANTHONY 

Baker  H  J>-A  c 
Bird  S  R—  £  1 
Couch  J  E  ft  Co— £  c 
Day  Vernon— c 
Fanning  T  F— £ 
Heacock  ft  Co--£ 
Holaday  Melyin  L — £  1 

iennings  Lewis  G — ^f  Ic 
fcPhee  &  Howard — £ 
Wilcox  E  C— f  c 

ARCADIA 

Davenport  J  F— £ 
Fowler  J  T-f  1  c 

ARKANSAS   CITY 

Branine  G  W— £ 
Farrar  &  Norton — f  c 
Floyd  T  N— 1 
Gould  ft  Bunker — f  1  c 
Guyot  C  C— £  c 
Hess  R  U— £  c 
Moore  W  E--£ 
Penfield  W  C— £  1  c 
Pickett,  Neal— c 
Roseberry  ft  Son — i  c 
Tooliff  J  C--£  c 
WWte  R  O— 1 
White   Willis— £ 

ASHLAND 

Atnsworth  W  I/-4 
Berryman  J  W— f 
Carson    C    W— C 
Gribble  S  G— e 
McFarland  R  A— {  c 
Mayse  R  C— < 
Smith  W  O-l 
Stevenson  IC  G— f  1  • 

ATCHISON 

Adams  Bros— f  1  c 
Broekert  ft  Co  L  D— f 
Collett  W  B— 1 
Converse  Inve  Co— € 
Donald  W  F— £  1  • 
DruiT  A  S— £  « 
Hanson  C  H— I 
Kinjr  ft  Son  S  S— f 
McCrum  Ja»— £ 
White  Durham-I 

ATTICA 

Baird  A— f  c 
Bradley  J  D-l 
Day  T  L-f  e 
Garrison  J  M— f 
HilUard  A-f  e 


House  M  F— f  c 
McBride  A  N— f  c 
Shannon  Roy  L— £  c 

AUGUSTA 

Brown  W  E— £  1  c 
McCool  J  J— f 
Norris  Com — £ 
Pcnley  W  A— £ 
Ruland  F  C— £ 

BALDWIN 

Bristow  Wm— £ 
Clark  W  M— f  1  c 
Hitchcock  John — £ 
HoUiday   Wm— £ 
Hoover  H  J— 1 
McQure  W  A— £ 
Ross  J  B— £ 
Webster  Dr  W  H— ! 
Wise  J  C— £  c 

BAXTER   SPRINGS 

Jones  A  L— f 
Watts  W  A— f  c 
Weaver   T   C— f  I 

BELLE  PLAIN 

Haworth  M  L— f  c 
Herbert  V  E— f 
Marshall  T  J— f 
Mordy  T  R— £ 
Scudder  C  E^£  c 
Sturgis  C — f  c 

BELLEVILLE 

Bell  W  H— £  c 
Boyd  H  N— f  c 
Bramwell  G  H— £  c 
Carstensen  C  P — £  c 
Stanfield  R  T— £  c 
Vance  W  D— f  c 
Van  Natta  Henry— £ 
Ward  N  J— £  c 
West  A  f^ 

BELOIT 

Anderson  Max — £ 
Bartleson  J  W— £  1 
Beil  L  D— £ 
Chubbic  P  G— £ 
Downs  T  P— f  c 
Gaylord  I  W— £ 
Green  J  R— 1 
HaUum  J  I^-l 
Jordan  A — £ 
Lowry  C  B— f 
McClintk  A  C— £ 
McCracken  W  W— £ 
Mead  A  G— £  1 
Mergen  Frank— £ 
Pagett  P  H— f  1 
Pooler  Arthur— £  c 
Rouse  J  C— £ 
Thompson  Franlt— £ 
Tice  Bros— £  c 
Wilson  N  I^£ 
Young  I  D— £ 

BLUE   RAPIDS 

Burket  C  N — f 
Burr  &  Waynant-^  e 
Cummings  ft  Thompson 

£  c 
Dewey  E  F — £  c 


Holbrook  E  A— 1 
Lathrap  H   C— £ 
Nets  W  C-1  c 
Rodgers  C  N — £ 
Sheldon   F  D— 1 
Smith  C  D— f 
Smith  M— f 

BURLINGAME 

Amos  ft  Doty— f 
Burke  F  E— £ 
Fast  £  H  Jr 
Hayson  Wm— £  c 
Taylor  E  S— £ 

BURUNGTON 

Burger  Andy — £ 
Cheney  H  B — i  c 
Gilman   &  Gilman— £ 
Gray  W  H— £  c 
Holmes  J  H  C— £  c 
Lambom  H  T — £  c 
Rudrauff  Wm  ft  Son— £  c 
Woodford  Ralph  A  ft  Co 
— f  1  c 

CALDWELL 

Bedford  ft  Stump— £lc 
Brown  Mattie  E— £  1  c 
Devorek  Joseph — f  1  c 
Globe  Realty  Co — f  1  c 
Griswald  W  S— £  1  c 
Harper   ft  Dial— £  1  c 
Keeling  H  C— f  1  c 
Scribner  W  N— f  1  c 

CAWKER  CITY 

Gengler    Peter— f 
Higley  C  M— f  1 
HiU   S  A— f  c 
King  J  H— f 
Kli^enberg  C— £ 
Power   J  W— f 
Tucker  Geo  E— £ 
Tucker  John  W— £ 
Woody   W   P— £ 

CEDAR  VALE 

Brown  A — £ 
Brown  J  W-£ 
Fisher  Edgar— £ 
Krause  Chas  E — £ 
Marsh  J  R— £ 
bnaver  A  N — £ 
Smith  J   M-1 
Tabler  J  P— £ 

CHANUTE 

Baughman  S  &— £ 
Bideau   ft   Tye— f 
Burris   Bros — f 
Clover  &  Son— £ 
Dimick  E  I^f  1  c 
Eklund  C  E— £ 
Hurt  J  J-£ 
Johnson     &     Helmick— £ 

1  c 
Kennedy  D  M— £  c 
Smith  ft  Brobst— f 
Taylor  J  I^-£ 
Ward  Jesse— f 
Wood  N  Er-£ 

CHEROKEE 

Bolick  R  A— £ 
Chudsey  W   1^1 


Howe  Chas — f  c 
lisenbee  T  J— £  1 
Tharp  John  H— £  c 

CHERRY  VALE 

Anderson  W  E  H-f 
Brock  J  T— f 
Butler  C  S— f 
Gowdy  J  F— £ 
Green  Frank — ^f 
Hannum  W  S— £ 
Hileman  A  D— f 
HUl  ft  OaUeaf— £ 
Houck  ft  Houck — £  c 
McDonald  E  S— £  c 
Newton  Revilo— f  c 

CHETOPA 

Abbey  ft  Von  Trebr*— £ 
Bell  A  R— f  c 
Cook  J  B— £ 
Craft   Joseph— f 
Drake  A  G— f 
Newton  E  B— f  1 

CLAY  CENTER 

Carlson  Realty  Co— f 
Dobbins  C  W— c 
Gay  ft  Castello— f 
Hanna  G  W  ft  J  A— £c 
Love  joy    Fred— c 
Oberg  Frank  O— f  c 
Parrott  F  W— f  c 
Smith  Arthur — f 
Stratton  G  M — f 
Swenson  Eric  H — f 
Withers  Geo  A— £  1  c 

CLIFTON 

Garwood  E  W— £ 
Hamiltonjdrs  H— £ 
O'Brien  Harry- £ 
Pfister   &   Rush— £ 
Seifert  Frank— £ 
Sims  C— 1 
Tolin  C  D-f 

JXYDE 

Collins  T  R— £ 
Dunahugfa  R  W— 1 
Harmon  P  M — £ 

Joines  W  L— £  1 
f  urphy  J  C— f 
Patter  C  L— f 
Randolph  J  F— £  I 
Van  de  Mark  C  W  ft  Sa 


COFFEYVILLE 

Beatty  J  K— £ 
Bickett  C  T— £ 
Carpenter  C  T— f  1  c 
Curry  Andy  ft  Co— flc 
Ellis  John— f 
Grimes  J  O— c 


Kldss  J  L— 1 
Long  C  L — f  c 
McClelland  Frank  M-£ 
McCreary  Joe— f 
McMnrt^  Reslty  C»— £ 
Messer  C  B— I 
Morgan  B  W— f  c 
Newman   Realty  C»— I 
Perkins  M  V— f 
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Pfister  Geo— £  c 
Rosser  E  A— f 
Smith  J  B— I 
Upham  G  N— f 

COLUMBUS 

Aitchison  Realty  Co— f  c 

Carter  1  R— « 

Elliott  Jim— I 

Fidelity  Tiller  ft  I&TCtt- 

ment  Co— f 
Hosey  Land  Co— f 
Lea  ft  Alfred— { 
Logan  J  Wilbur— f  e 
Maxwdl  Ed— f  1 
HcNeiU   Morris— f 
Snrder  Geo  W— € 
Stiles  F  U-f 
Tuasey  ft  Schreiner— f 
Youngman  Emery— I  e 

CONCORDIA 

CaldweU-St    Clair    Inv 

Co-f 
Coffey  Dr  Geo  W— f 
Crisue  W  J— £ 
Uansoa  W  N— f 
Missel  Robt— f  c 
Pepperell  W  H— f  c 
Roberta  Sam— -f 
Rogers  Geo    f 
Sexsmith  J  D— I 
Stui^es  F  W—i 
Swenaon  J  V — f 
Tronp  T  D— f  c 
Whipp  W  C— f  c 

COUNQL  GROVE 

Anderson  Edwin — f 
Brown  D  H— f 
Chapin  W  F— f  c 
Co&i  G  W— f 
Figley  &  Dilley— f 

nrin  Geo — f  c 

acobi  J  T— f 
^aiHte  W  ft  Co— f  c 

ifead  I^f  c 
Perry  M  W— f  1  c 
Pirtle  W  J— f 
Shamleffer  W   F— f  c 
Stewart  Hogli— f 
WoIflF  C  J— f 

DIGHTON 

Caranatigh  J   H — ^f 
Ewing  E  E— f 
Freeman  F  F — f 
Hyames  E  D— ^  1 
Latimer  C   B — f 
Smeltzer  H  C— i 
Yomig  W  V--£ 

DODGE  CITY 

Baird  D— 1 

Burt  Hiram  T*-f  c 

Bodge  City   Abstract  Co 

English  J  P— f 
Evans  R  W  Jr— f  1  c 
Groberty  L  Gr— £ 
Hart  R  M— £  1 
l-Uner  W  Karl— £  c 
Painter  G  L— f 
Reynolds  S  P — £  c 
Stnmpf  Geo  A — £ 
Taylor  L  L  ft  Co— £  1  c 
Turner  &  Millikan— f 

DOWNS 

Breakey  W  J— £ 
Day  LE— £ 
Duflfy  P  H— f  1 
Earls  J  H— c 
Harrison  Bros — £  c 
Rtiff  Bros— £  c 
Jones  C  D— £ 
Pu^i— f  c 
Smyth  D  B— £  1  c 

EL  DORADO 

Adams  J  B~f 
Adamsoa  J  E— f 


Benid  H  H— f 
Black  S  E-l  1  o 
Brown   H  T— f 
.Farley  J  F— f  1  c 
Fullenwider  Geo  F— £ 
Hobbs  O  F— £ 
Hoyt  J  C  &  Co— f  1  c 
McGinnU  W  F-l 
Manion  Thos  P— f  1 
Meeks  B  F-l     . 
Orsbom  VirEtt— I 
Sharp  Earl  J— f 
-Smith  B  W— f  1 
Thompson  Edr-f 

ELLSWORTH 
Cochran  W  C— 1 
Pohlman    &    Flanders— f 

1  c 
SeaverLH  ft  Son— £lc 

Shaw  E  R— £  1  c  ^    ^ 
Wellington   £  W  ft  Son 

wSson  T  M— £  c 
Wol£  W  Qyde— 1^  , 
Woods  ft  Harris— £  1  c 

EMPORIA 

Burnett  J   C— £  c 
Burton   T   T— I 
Dunlap  Howard— £  c 
Dwelle  H  I^-£ 
Enrie  J  N—l  ^ 
Fisher  la,  W— £ 
Given  &  Simpson— f 
Holmes  V  R  ft  Son— £c 
UtUe  M  C— f  c 
McCowen   J    M— £ 
Megley  Fred— £ 
Morriton  D  S— £ 
suing   W— f   c 
Smelser   E  W— 1 
Smclscr  W  R— 1     , 
Staats  &  Morley— f 
Thomas  R  D— £ 
Wayman  ft  Miller— f 
Wells  I  N  ft  Son—*  c 
WUlis  W  A  ft  Co— £  c 

ENTERPRISE 

Corbin  Roy  E— £ 
Flack  B  A— £  1 
Frey  James— I 
Peterson  C  P— £ 

ERIE 

Carson  J  A — £  c 
Qark  B  H— £  c 
Dutton  C  C— f  c 
Froguc  C  H — f  c 
Malsbury  J  D— £  c 
Mills  D  P— 1 
Wells  J  A— f  1  c 

EUREKA 

Clogston  R  H— f 
Darl>y  J  F— £ 
Fuller   D    B— £ 
Gregg  F  B— f  c 
Hart  W  H— f 
Hoffman  J   F— f  1  c 
Johnson  D  C— f  1  c 
Kcnner  J  W— £ 
Miller  A  B— £ 
Moore  C  Er— £  c 
Nvc  C  C— f 
Rizcr  H  F— f  c 
Smyth  J  M— £  1  c 
Sturgeon  J  W— £ 
Zwicker  O   C— f 

FLORENCE    

Batter  A  J— f  1  c     ^"^ 
Haasui  ft  Graham— £  1  c 

FORT  SCOTT 

Atkins  E  G— £  c 
Barnum  G — £ 
Bollinger  E 
Brown  J  O— c 
Camp  D  A— £ 


Davis  F  W  Agency  Co— 

£  1  c 
Ft    Scott   Mortgage    las 

0>-f 
Gross  ft  Lester — t 
Hellen  W  B— £ 
Hughes  H  W— £ 
Reams  John  R— £  1  c 
Martin  Miller  Co— £  e 
Owens  ft  Carpenter — £ 
Pntchard  ft  Agar-^ 

guirey  E  G— T 
ichards  R— £  1  c 
Seagraves  Ins    Agency— 

£c 
Stout  H  L— 1 
Tieman  R  S-^ 
White  S  R  ft  Co— f  c 
Wogan  H   F— £ 

FRANKFORT 

Barkes  J  M — f 
Blackney  C  A— £ 
Bishop  J  M— f 
Fladd^John  M— 1 
Gregg  &  Gregg— £ 
Loblcy  J  W— f  1  c 
Nickell  Chas  L— 1 
Picrson  C  H— f 
Rhodes  ft  Snodgrass — ^£ 
Shumate    Herbert  N — f 
Welsh  M  J— £ 

GALENA 

Glover   &   Stallsmitb— £  c 
McCuUagh  John— £  1  c 
Moore  J  S— £  I 
Sawyer  C  L— f  1 
Worthington  C  G— £  1  c 
Worthington     Emma  —  £ 
1  c 

GARDEN  CITY 

Covert  E  J— f  1  c 
Diesem  I  L— I  c 


Griggs  E  P— £ 
Lee  J  H-f 


Marmon  C  Lr— £ 
Simonds  B  F— f  I  c 
Stocks  Ralph  C— f  1  c 
Stowell  W  H— f 
Wampler  J  W— £ 

GARNETT 

Bronston  J  W— £  1 
Harder  B  L^-£  1  c 
Hassav  T  J— £ 
Ilcr  Wai— £  1  c 
Johnson  J  M — f  1  c 
Kennedy  C  H— £  c 
Knight  W  O— f  1  c 
Lawellin  M  C— f  c 
.McDonald  E  N— £  1  c 
Marshall  C— £  1  c 
Millar   H— f  c 
Rice  Daniel — f 
Sewell  E— f  c 
Simon  E — £  c 
Thornton  J   B— £ 
White  M  L— £  1  c 

GIRARD 
Cassin  J — £ 
Colbom  W  O— f 
Dorman  W  P— f  1  c 
Flath    Peter— f 
Flint  D  C— £ 
George  &  Lawler — ^f  1  c 
Grantham  Wm — £ 
Smith  D  G— f  c 
Wayland    Investment   Co 
— £1  c 

GOODLAND 
Brown  H   S— £  1 
Calvert  G  I^— £  1 
Kysar  G  N— £  1 
Leonard  T  P— £  1 
Shimcall  C  J— f  1  c 

GREAT  BEND 
Baker  Vernon— f 
Bell  Ray— £  I 


Bortz  E  M— f 
Breeden  L  C—t 
Qayton  James  — f  1 
Dawion  Oria  W — f 
Dawpon     ft   ZnUT«ra— • 

f  1  c 
Dodge  O  V— I 
Fruit  Henry— £  i 
Hans  Fred  1/— £ 
McKenzie    Scott— 1 
Reinecke  W  A— £ 
Seeber  F  C— £  1 
Smith  E  A— £  1 
Taylor  Arthur  E — i  1  C 
Thatcher    G   W— I 
Torrey  Wm— £  1  e 
ZutaTem  L^-^ 

GREENLEAF 

Durham  J — i  c 
Hood  E  A— £ 
Vicory  F— £ 

GRENOLA 

DavU  R  T— £ 
Deal  J  F— £  c 
Laater  F  R— £  c 
Rings  H  C— f 

HALSTED 

Bockmann  T  M— £ 
Hiashaw  N  L— f 
Oltman  Christ— f 
Todd  R  M— £ 

HARPER 

Knowles  J  S— £  c 
Nordyke  Rex — f  c 
Schenk  R  C— £ 
Washbon  James  G— ^  c 
Washbon  Ruth  A— f  e 

HAYS  aTY 

Madden  W  J— f 
Miller  C  W— £ 
MUler  Fred  ft  C  A-4  1 
Reeder  C  W— £  1  c 
Robinson   ft   Chitteadca 

Schae£er  J  M — f 
Shutts  J  P-f 
Wilder  A  S— £ 
Zcigler  Geo— £ 

HERINGTON 

Bradshaw  J  W— I 
Carman    F  D — £ 
Green  F  A— c 
Ely  E  E— f  c 
Haire  Ja»— £  c 
Hull  C  N— f  c 
Lower  Oscar  E— -£ 
McAllister  A  S— £ 
Morgan  W  D— £  1  c 
Mott  ft  Kohlei^— £ 
Munsell    E   G — £  1    c 
Riddle  L  H— £ 
St  Amand  Mrs  L— £ 
Sutherland    Robt— £ 
Thompson  R  E — ^£ 

HIAWATHA 

Allen  ft  Higgins— f  c 
Bechtel  ft  Richards— f 
Dimmock  C  O— i 
Fraxey  Harry—  £  c 
Ham  ft  Ham— f 
Heimlich  C  P— £  1 
Hildebrand  B  F— 1 
Jenson  J  J;— £ 
Lawrence  C  H— £  c 
Litteral  W  B— I 
Lytte  &  Van  Over— f  c 
McLauriilin  Geo — £  c 
Pantz  F  A— £  1  c 
Rogers  Wm— £.c        . 
Schilling  ft  Meisenheimer 

— £  c 
Shannon  J  O — 1 
Smith  E  A— £  1  e 
Wellmer  J  D— £ 
White  John— £  1 
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HOLTON 

Bender  M  A— c 
Dawson  &  Martlens—f  1 
Dunn  E  D  &  Co— f  1 
Friend    Wm— f 
Haist  Charlea— f  1 
Hursh   G— f 
McCorkle  &  Co— f  1 
Moore  J  P— f 
Moore    Scott— I 
Newell   Samuel — f 
Philips   Chas— f 
Shepard  C— f  1 
Smyth  C  H-f 
Talbert  W  B— f 
Tajlor  ft  Haaff— f 
Wilson    Henry — f 

HORTON 

Ayers  ft  Henney — £ 
Ayers  C  A— f 
Bailey  ft  Fox— f  c 
Beal  T  T— f  c 
Friend  &  Bowlin — f  c 
Rayfield  Realty  Co— f 
Weeks  W  W— f 
Wheatley  All— 1 
Wilson  F  M— f  c 
Wilson  Wallis  D— 1 

HOWARD 

Batson  J  M— f 
Boulton  B  E— f 
Boulton  Frank  E— f  1  e 
Eby  A  F— f 
Glasco  L  E— f 
Jackson  J  A — f 
Longlcy  E  K— f  1  c 
KeidGeo  K— f  c 
Sharp  G  J— f  c 
Young  Franklin — f  1  c 

HUMBOLDT 

Armel  J  H— f 
Burtiss  H  M— f 
Cannon  L  T — £ 
Culver  F  D— £  1  e 
Culver  W  A— f 
Cunningham  A  W — f 
Dickinson  A  G— f 
Hess  Bros — f  1 
Peery  Jas — f  c 
Schaffner  Chas  &  Son — 

f  c 
Wakefield  J  E— £ 

HUTCHISON 

Alton  John  W— I 
Bailey  J  N— £  c 
Bainum  C  A — f 
Benham  E  A— 1 
Bentley  &  Wells— £  c 
Brehm   Realty    Co— £ 
Brown  W  B — f  c 
Brown   Bro»— £ 
Daniel  R  B— 1 
Davis  Lincoln  S — £ 
Fontron   Realty  Co— £lc 
Glascock  Guy — 1 
Gray  M  H— 1 
Harrison  ft  Co  J — { 
Kinkel    Agency    The— £ 
Kinkel  John  M— £  1  e 
Kink«l  W  P— £ 
Krous  ADA  Son — £ 
Lemmott  F  Lr— 1 
McDermed  R  F  ft  Co— £ 
McNaghten  Ed— £  c 
Moore  D  A — f  1  c 
Mowrey  M   E — f 
Smith  J  F— £ 
Stewart  John  M— £ 
Strohl   A   W— c 
Sweet  ft  Coe — £  c 
Thompson  Will  S— £  c 

INDEPENDENCE 

Anderson   J   M — ^f 
Conrad  Henry  M— f 


Fry  R  T— 1  c 
Gilmore  G  E— f  c 
Gilmore  Rex  S — i  c 
Howe  J  W— f  c 
Ins  Exchange — £  c 

iukes  J  L— t  c 
.aney  C  W — 1  c 
Otto  T  A— f  1  c 
Sewell   E— f  c 
Smith  John— f 
Tulley  Mark— 1 
Underhill  J  B— f 
Young  L  E— f  c 

lOLA 

Arnold   F   H— 1 
Bennett  R  H— f 
Bollinger  C  O— f 
Cunnngham  R  M — ^f 
Gardner  B   F — 1 
Hamilton    Bros — f 
Henderson   Realty  Co— 

f  c 
Hertwick  H  C— 1 
Keim  J  C— f 
Klaumann  H — f 
Lamer  J  M — f  c 
Law  E  H— 1 
McGec    Geo — 1 
Mitchell   A   N— f 
Myler  E  W— f  c 
Peck  W  W— 1 
Pees  G  E-f 
Powell  J  E— f  c 
Smeltrer  D  B  D— f 
Smith  &  Travis— f  1  c 
Stinespring  T  W — ^1 
Stewart  &  Funk— f 
Stewart  John— 1 
Thompson  R  L — f 
Thrasher  W  C— f 
Travis  F  l>-c 
Wheeler  W    A— I 

JUNCTION  CITY 

Calkin  W  C— £ 
Coryell  M  L-f  1  c 
Dom  T  W— f  c 
Flower  Bros — f 
Kennedy  Thos  B — i 
Logan  &  Clark— {  1 
Mead  Ben — f  c 
Miller  John  T— f  1 
Pierce  Harry— £ 
Pierce  &  Manley — £ 
Reynolds  J  P— f 
Rixer  R  O— £ 
Templeton  ft  Rohrer — f 
Trott  A  P— 1  c 
Webster   &   Boder — f   c 
Zieglasch  &  Zieglasch — f  1 

KANSAS  CITY 

Bigger  T  A-f 
Blodgctt   Wm— f 
Childs  W  R— 1  c 
Qaflin  O  Q— f 
Qark  E  I^f 
Comby  Lilly — f 
Corday  W  H-f 
Daniel  R  B— 1 
Denny  &  Herath— f 
Dunbar  J  A — f 
Falconer     &     Edwards 

£  c 
Elrod  C  N-c 
Erhart  F  F— f  c 
Fulton  Felix— f 
Harker  M  L— 1 
Hocker  ft  Scott— 1 
Hoel  J  A— f 
Livingston   J — 1 
McElany  H— 1 
McGrew  Bros — f 
Maddox  H  O-l 
Maurer  O  G— f 
Mebus  Albert — f  c 
Merriam,  Ellis  &  Benton 

— £  c 
Morris  ft  Morris — £ 
Mulford  Geo  H-1 


Parsons  F  D— f 
Poindexter  C  H— 1 
Poindexter  E  W— 1 
Potter   Eli— 1 
Reynolds   S   H— f  c 
Richey  &   Baxter— f 
Silvey  J  M— f  1 
Sullens  J  H— 1 
Snyder  6  H— f 
Sutton  Chas — 1 
Wiles  J  P-f  c 
ilson  Chas — £ 

KINGMAN 

Cragun  John  A — ^f  c 
Murphy  Oren — f 

KINSLEY 

Bacholler  O  M— £  1  c 
Bingham  D  J— f  1  c 
Mairs  &  Straut— f  1  c 
Moore  Carl — f  1  c 
Ott   Geo— f 
Sippoldt  C  H— f 
Taylor  J  D  ft  Son— f  1  c 
Weltner   M  D— £ 

KIRWIN 

Dundon   S — £ 
Gray  J  F— £ 
Hull  H  R— £  1 
Royce  H  A— £ 

LA  CYGNE 

Copeland  A  G — f 
Cortmell  T  H— £ 
Goss  J  T— f 
Gruver  Roy — £  1  .c 
Leasure  M  F — f 
Linn   Co  Bank— f  1 
Rush  A  W— f  c 
Trinker    Chas^£ 

LARNED 

Carr  J  A— £  c 
Charles  W  W— £  1  c 
Crawford  G  W— £  1  c 
Finney  Geo  W — £  c 
Garth  S  T— f  1  c 
Kaiser  E  W— f  c 
Kinnel  H  H-f  1  c 
Nolan  G  W— f  1  c 
Taylor  H  T— f  1  c 

LAWRENCE 

Atkinson   S  W— £ 
Banks  ft  Son   Geo   A — £ 
Blair  Hujrh— £ 
Charlton  ft  Melton — £ 
De    Forest    Cha»— 1 
Dillon   W   R— 1 
Edwards  C  L— £ 
Elwell  Chas— 1 
Fugatc  J  B — f 
Gardner  Theo— £ 
Harris    T    E— £ 
Hilkcy  E  J— £ 
Hosford  C  B— f 
Leis   George — f 
Manley  R  C— f  c 
Morrison  R  M — f 
Perkins  F  M— f 
Plank  U  S  G— £ 
Sdig  A  L— £  c 

LEAVENWORTH 

Davis  E  C— f  1  c 
Fletcher  W  B— £  c 
Flintier  A— f  c 
Graham  ft  Kelly— f  c 
Hacker  M  L— 1 
Leavenworth    Savin  firs    ft 

Trust  Co— f  c 
O'Brien   P  W— c 
Revbum  W  D— £ 
Sallen  A— £ 
Smith  Martin — £  c 
Sparrow  Chas  A— £  c 
Suydam  ft  Joerger — £  1  c 


LEROY 

Brant  Frank— £ 
Covert  J   S — f  c 
Fockele  Frank — f  c 
Fockele  Glick— c  1 
Mosley  W  B— £  c 
Schmitt  Miss  Genie— f 
Sims  Geo — f 
Watson  L  V— f 

LINCOLN 

Anderson  W  H— f 
Bower  E  S— £  I 
Brunt  S  H— f  1  c 
Davison  ft  Burt— f 
Frances  ft  Brumbaugh— f 
Gilpin   A  D— f 
Hall  H  D— 1  c 
Hawkins  Geo — f  c 
Jackson  J — f  c 
Lyon   W   B— £ 
McFarland   E  A— f 
Marshall    A— £ 
Marshall  J  B— £  1 
Miller  J  D— f  c 
Nimmons  W  T— ' 
Snyder  C — 1 

LINDSBORG 

Eberhardt   G   E — f 
Lindsborg    Realty    Co— 

f  1 
Liston   Land  ft  Loan  Co 

F   M— f  c 
Monson  A — f  1  c 
Weddle   E  M— f  1  c 
Wilber  Allen— f 

LYNDON 

Gardner  Jas  W— f  c 
Hussey  L  T— f  1  c 

LYONS 

Beech  W  H— 1 
Davis  John — ^f  c 
Hartronft  A  G— f  1  c 
Holmes  B  F— f 
Laslev  W  M-f 
Needham  L  C — 1 
Nicholas  W  T— f  c 
Pulliam  J — f  c 
Purdy  G — f 
Six  6  R— 1 
Whittleton  C— 1 

McPHERSON 

Bremyer  A  W — f  I  c 
Entriken  F  K— £  1  c 
Engstrom   E   E — f 
Harms  B — £ 
Irons  R  H — f 
Morris  W  A— f  c 
Russell  H— f  !  c 
Sward  S  A— £ 
Wright  J  R— £ 

MANHATTAN 

Bar  dwell    &    Bardwel*— ^ 
Elliott   F  B— f  c 
Fcaron  J  B — f  c 
Frost  Realty  Co— f 
Haines  Harvey — f  c 
Helder  ft   Hostmp— f 
Lee  Wm    F— f  c 
Limbocker   C   A — f 
Menohir   Bros — f 
Otto  Harrv — £ 
Porter  A  S — ^f  c 
Purcell   E  B— f  c 
Sanford     Peter— f   1   c 
Slocum    W  N— f 
Yenawne   S  J — f  c 

MANKATO 

Dalton  Tohn  T— £  1  c 
Fair  J  P— f  c 
Mitchell  W  R— f 
Remfrev  Jas — f  1  c 
Reynolds  \V  S— f 
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Stafford  D    H— f 
Teeplc  A  — f 
White  J  R— f 
Woollen  J  H— f 

MARION 

Bowlby  T  R— 1 
Case  A  E  &  Son — f  c 
Gardner  J  W—f  1  c 
Martin  Arthur — f 
Morris  W  P— £  c 
Ouisenbery  A  S — f 
Smith  N  M— f 

MARYSVILLE 

Broughton  J  A — f 
Cole  L  N— f 
Dam  C  H— f 
Draheim  E  G— f 
Eddy   L  H— f 
Fulton  &  Hohn — f 
Guthrie  R   C— f 
Hammctt  C  A — f 
Hclvern  &   Hclvcrn— f 
Lamb  Ora — f 
Uughlin  P  E— f 
Loch  Geo— f 

Morse  O  T  &  Co— f  1  c 
Redmond  W  W—f 
Schmidt  Alex— f 
Tavelute   Charles— f 

MEADE 

Bennett  S  M— f 
Bochler  Louis — f  c 
Curl  F  W—f  c 
Day  Geo  W—f 
Gibbons  Wm   S — 1 
Hamilton  O — f  c 
Marrs  C  A— f 
Schumacher   L  F — f  c 
Simpson  W  W — f  c 
Sourber  Chas — f 
Sullivan  Frank— f 
Wchle  Agnes — f  c 

MEDICINE  LODGE 

Bragg  W  I^-f 
Case  H  H— f  1  c 
Chapin   F  B — ^f 
Grocndycke  R    L— f 
Uke  E  E— 1 
Uke  &  Co  P  L— f  1  c 
Lindley  T  L — f  c 
Xixon  E   H — f 
Palmer  Wm— 1 
Sleeper    V— f 
Stevens  L  W — f 
Williams  L  T— 1 

MINNEAPOLIS 

Babcock  &  Steele— f  c 
Binns   David — f   c 
Citizens  Nat  Bank— f  c 
Locmis  Mr — f  c 
McMilan  H— f  1 
Randall  A  D— f  1  c 
Robinson  A   E— f  c 
Silver  J  T— f  1  c 
Steller  Herman—f  c 

MOUND   CITY 
Bower  &  Bower— f  1  c 
Haley,  McMollen  Co— 

f  c 

NEODESA 

Blakeslee   Thos— 1 
Deardorff  J  A— f 
Deer  John  W— £ 
Dice  E  R-£ 
Hill  B  H-f  c 
Seaman  J  J— f 
Sharp  A  M-f 
Squires  C  I^-£  1  c 

NEWTON 
5«ume  Charles— € 
Bynon  Frank— c 
Coble  N  S-£ 


Cook  G  C  &  Ed  F— f 
Davis  S   C— f 
Dcy  M-f 
Dunkeliberger    Edward — 

f   1 
Foltz  Josiah— f 
Gardner  H— £ 
Glover  C  M— f  c 
Harlan  &  Furman— f  c 
Hoisington    P   M— f 
Hunter  S  A— f 
Johnston  John  C  &  Son 

Lander    Philip — £ 
McArthur   S   R— £ 
McLain   &  Panis — £  c 
Murphy  Mortgage   Co — f 
Patterson  Mrs  J  W— £  c 
Regier  J  G— f  c 


Toevs 


W  &  G  R-£ 


NICKER SON 

Alrich  F  H— f  c 
Murphy  C  A — f 
Stafford  J  G— 1 
Ward  W  H— f  c 

NORTON 

Broquet  Paul — 1 
Campbell  &  Bower— £ 
Chappcl  W  H-£ 
Gray  W  T-f  1 
Guthrie  G  C— f 
Hemphill  R  W-f 
Kissell  J  W-£ 
Poe  H  M-f 
Thompson  L  H— £  c 
Weikert  W  M-f  c 

OLATHE 

Brockway    S    M — f 
Caswell   J    C— 1 
Fergus  John   S — f 
Frye  W  W—f  c 
Hayes  A  L — f  c 
Hcndrix  W  D— 1  c 
Hoge  C   C— f 
McCarthy  E— f  1  c 
McGee  H  H— f  c 
Morrison  W  D— f  c 
Orr   James   R — I  c 
Owen  E  C— f 
Pellett  J   S— f 
Pettyjohn  C  F — f  c 
Pratt  W  A— f 
Ripley  Mr— f 
Scott  O   J— f 
Sincad  &  Son  F  K— f  1  c 
Thorne  John  R— £ 
Tillotson  B  H— f  c 
Whilford    W    S— f 

OSAGE  CITY 

Boruff  A  J— f 
Dodds  Mrs  A  M— f 
Lay  bourn  J  W — f 
Ranstrom    &    Rosenquist 

f  1  c 
Sprague  L  S — f 
Truitt  T  M-f  1  c 

OSAWATOMIE 

Beeson  O  T— f  1  c 
Campbell  W  H— f  c 
Campbell  H  W—f  1 
Chambers  &   Chambers — 

f  c 
Dunaway  W  L — I 
Matherly  Walter— 1 

OSBORNE 

Botkin  E  L— £ 
Crampton   S  P — f 
Hahn  Chas  B— f 
Hays  R  R— f 
Huhn   Miss   Tamsel— £ 
Layton    Bros — £ 
Mahin  W   E— f 
Mitchell  J  K— £  c 
Mize  W  H— £ 


Osborne  Realty  Co— f 
Rothwell  &  Mclnturff— f 
Schmeil   &  Sharp— £ 
Tindal  Ray— I 

OSKALOOSA 

Ford  &  Weishaar — £  I  c 
Interarrity   David — £  c 
Lerch  W  F-£ 

OSWEGO 

Blair  W  A— c 
Condon  W   H — £  c 
Kaho  &  Hill— f 
Marley  J  W— c 
Mattox   S   T— f 
Pierce  J  B— f  c 
Stephens   Wm— f 
Williams  H    O— f 

OTTAWA 

Bridwell  Mr— I 
Cody  W  R— £  1  c 
Cowan  H  H— £  c 
Grain  C  F— f  I  c 
Elliott  E  M— £  1  c 
Franklin   Co  State  Bank 

— £ 
Haigler  Fred— 1 
Kaiser  P— f 
Long  H  C— £  c 
Mansfield  Allen— £ 
Pollock  J  W—f 
Porter  C— £  c 
Preston   Flora— £   c 
Ramsdell  F  R— 1 
Rowland   Mr — f 
Swift   W    F— 1 
Wharton  W  H— f  c 

PAOLA 

Arnick  D  F— f  c 
Beery  C  F— f  c 
Bryan    D    D— f 
Butts  D  E— f 
Carpenter  W  J— f  1  c 
Clark    W    D— f 
Cummings   T    J — 1   c 
Downs  W   C— f 
Ferguson    F  K — f 
Fisher  Burr — f 
Fisher  Frank — f  c 
Floyd    H    A— f 
Fordyce    Wm — f 
Hogan  J  F — f  c 
Hunter  J — f 
Investors  Co — f 
Joyce  W  L — f  c 
Lane   M    A— f 
Lewis  Chas — f 
Masters  W — f 
McLaughlin  F  T — f 
M'euscr   C  T— f  c 
Murphy  J   R— f 
Numbers    C — f 
Paola  Land  Co — f 
Peck  John — f  1  c 
Rigney  W  I^-f 
Riley  W  I^-f 
Russell    Phil— f  c 
Shechy   J    F— f  c 
Sperling  B  L— f 
Williford  J   C— f  1  c 
Wilson   Earl — f  c 

PARSONS 

Baker    R    E— f   c 
Berry    John   T— 1 
Holcomb    D   H— f 
Hotchkiss  C  B— f  c 
Howe   John    H — f 
Howlett  John  H— f  c 
Tagger  &   Co — f 
Kutz  W  H— f 
Lay  W    F— f  c 
Medaris  H  A — 1 
Morning    D — f 
Noycs  A  H — f  c 
Snyder  F  H— f  c 
Southwick  W  H— 1 
Taft  B   I^-f 


Walker  Lewis — f  I  c 
Wallen  E  A— f  c 
Wilkin  C  A  &  Co— f 

PEABODY 

Bauslin  W  A— 1 
Clark  C  M— £ 
Graham  Ed  S — 1 
Grayson  Lewis— 1 
Howe  A  P— c 
Howe  P  E— f 
Mollohan  A  B— £ 
Morse  Jule  T— £ 
Nusbaum  C  M— f 
Nusbaum  J  W—f  c 
Roberts   Ray  B — f 
Tressler  J  E— £  1  c 
Van  Nest  H  B— £ 
Whittecar  L  T— f 
Whitmore  F  A— f 

PHILLIPSBURG 

Barron  W  A— £ 
Barron  J   W— 1 
Bracken  L  S— £ 
Countryman  L  E— f 
Mills  C  M— f 
Morse  J  F— f 
Rickey  J  M-f 
Stinson  R  F— f 
Wands  W  D— f 
Womer  W  D— f 

PITTSBURG 

Alberty  E  W—f 
Carlton  &  Greef— f  c 
Comer   &   Nichols— f  c 
Coulter  &  Ralston — f 
Ellis  &   Staram— f  c 
Francis  W  B— f 
Tones  ft  Co— f  1  * 

Schoch  D  F— f 
Smith  &  Millet— f  c 
Smith  Victor  A— f 
Swan  L  H  C— f  1 
Taylor  Luther  J— f 
Werner  F  C— f  1  c 

PLEASANTON 

Bcldiing  F— f 
Johnson  J  .W — f  1  c 
Kent  &  Porter— f  c 
Krarser  W—f 

PRATT 

Beck   Bros— f 
Clark  &  Keller— f  1  c 
Fay  A  S— f 
Gentry  J  N— f 
Gibbens   Brothers — f   c 
Hess  W  B— f 
Mears  H  S— f  1  c 
Peacock  Walter  W—f 
Reed  A  T— f  1  c 
Shaw  E  L  &  Son — f 
Stewart  Geo — f 
Swank  Clemmie — f 

ROSEDALE 

Baxter  John — f  c 
Brooks  H  H— f  1 
Cannon  John — f  1  c 
Carver  0  H— £  1 
Erhardt  P— f  ' 

Filkin   M  J— f  c 
Fisetta  Rush— 1 
Mating  I  E— f  I 
Purvance  Erma  J — f  c 
Rose  L  H— f  c 
Sanders  E  W—f  c 
Slater  D  J— f 

RUSSELL 

Boyd  A  I^f 
Brundage  M  K — 1  e 
Hall  ft  Funk— f  1  c 
Holland  G  W—f 
Hoover  &  McKeen— f  e 
Miller  V  H-1 
Voorhis  E  W—f  c 
Yerger  Jas — ^f 
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KAN.— Con. 

ST.  MARY'S 

Conlan  T  M— 1  c 
Hoy  John— f 
Moriarity  W  J— 1 
Mosa  John  T— 1 
Murphy   Maurice~< 
Ryan  T  J— f  1  c 
irue  W  H— f 
Vilvcn  Joe-f  1  c 

ST.  PAUL 

Carpenter  H  C— £ 
Cavanaugh  B  F— f  1  c 
Devine  M— f 
Graves  W  W— f  c 
Pierce  G  A— f 

SABETHA 

Bresaem    Robt— ^ 
Collins  A  T— 1 
Collins  &  Scwell— f 
Hook  Geo  W— £ 
Irwin  P  N— f  1 
Lichty  &  Morris— f  1  c 
Musgrove  Ja»— f  c 
Sewell  G  R— 1 
Weary   F   (>— f 
Wells  C  D— f  1  c 
Woodbury  F  C— f 

SALINA 

Alexander  L  A — I 
Anderson  &  Allison — f  c 
Berg  Alex — f  c 
Bishop  F  M— 1 
Brandt  J  A— f 
Brown  R  C— f 
Cave  &  Kell— f 
Cravens  R  P — f  1  c 
Dodge  C  B— f   c 
Duncan  Joseph— f  c 
Ebcrhardt  H  H— f 
Eberhardt  John  J— 1 
Fenn  F  R— 1 
Fitzpatrick  T  D— f  c 
Ford  M  E— f 
Foster  C  D — ^1 
Frederick  A  A— I 
Garrison    F   D   &  W   M 

— f  c 
Godfrey  A  W— f 
Hall  J  W— c 
Hederstedt  Alex — f 
Housel  L  C— f  c 
Jenkins  H  B— 1 
Jones  W  H— 1 
Knight  J  J— c 
Lynn  C  W— f 
Millikin  T  Er-1 
Mitchell  W  D— f 
Muir  &  Surface — ^1 
Niquette  V— f 
CKMalley  D  E— 1 
Paris  H  M— I 
Peck  C  J— f 
Reed    Frank   W— 1 
Schindler  Henry— f 
Seitr  Theo  B  W— f 
Studebaker  W  G— f  c 
Supple  &  Hanna— 1 
Taylor  Daniel  L — ^1  c 
Walston  G  F— f 
Whitney  W  R— 1 
Wilder  B  O— c 
Wyatt  Earl — f  c 
Zimmerman  D  B — 1 

SCAMMON 
Mackie  D  Jr— t  c 
Mackie  Geo  K-^ 
Pryor  T  B— £ 
Quarton  C  R— f 

SCRANTON 
Bolton  C  F— f  1  c 
Lucas  Henry— f  c 
Phylcy  D   C— f 

SEDAN 
Brinkerhoflf  S  B— f  1  c 
Chauc  Co  Abst  Co— f  1  c 


Dennis  A  A— ^  1  c 
Eggen  P  F — f  1  c 
Kinnaman  W  D— £  1  c 
Lewis  J  W— f  1  c    ^  , 
Sippcr  C  V  &  Co— £  1  c 
Slough  J  I— f  1  c 
Spencer  C  W— f  c 

SENECA 

Campbell  &   Campbellr- f 
Emery  &  Emery — ^£ 
Goodrich   E  S— 1 
Haulthaus  F  J — f  c 
Herold  C  H— £ 
Kennard  Abbie — f  1 
Schrempp  Chas — f 
Scoville  C  C  K— f  c 
Stein  P  P— f 
StillweU  &  Allen— £ 
Stowell  John — f 
Wells  &  Wells— f  c 
Wolcott  S  A— 1 

SMITH  CENTRE 

Boyle  J  D— f  c 
Burrow  Joel   R— f 
Clark  Henry— f 
Detwilcr  J  H— f 
Dundas  L  N— f 
Garrison  C  A— f  c 
Mackey  Wm  A— f 
Mathes  Jesse  F— f  c 
Stevens  S  C— f  c 
Uhl  Fred   H— £  c 

SOLOMON  CITY 

Beeghly    &    MUler-f 
Harris  W  T— f 
Kceler  J  A-f 
Sampson  M  D  Jr— f 

STERLING 

Atkinson  Thos— f 
Coyle  Wm— f 
Green  F  R— f 
Hazlett  D— f 
Johnston  J   C— f  c 
Lees  £  H— £ 
Mahoney   &  Pence — £ 
Martin  V— f  1  c 
Newman  R  A— £ 
Rider  J  S— f  c 
Warren  F  C— f 
Wells  W  S— f  c 

STOCKTON 

Coolbaugh  M  S— £ 
McKenna  P  H— f  c 
McNulty  W  F— f 
Rubey  Ernest— £  c 
Sweet  H  C— f 
Williams  E  J— f 
Williams  E  L-1 

STRONG  CITY 

Doolittle  J  H— f 
Harvey  W  C— £  c 

TOPEKA 

Allison  J  C— 1 
Anderson  E  H— 1 
Anderson  ft  Co  L  E— f 
Aurell  P— 1 
Bailey  Bros  ft  Co— £  c 
Bagley  E  R  Co— e 
Betzer     Realty    ft    Loan 

Co— £ 
Blakely  C  G— £ 
Brier  J  M— £  c 
Britton  F— £ 
Bowers  ft  Cookinhan— £ 
Campbell   N  B— c 
Clark  E  S— I 
Clithero  E  D— 1 
Dawson  W  T— f 
Eberle  W  S— £ 
Elliott  C  S— £  c 
Falkiner     ft     Wentworth 

— fc 
Forbes  W  M— £  e 
Fox  E  C— £ 


Gardner  T— f 
Gardner   W— f 
Garvey  H  O— I 
Gillett  ft  Gillett— f 
Gregg  C  L— 1  e 
Guthrie  Csrrua— f 
Hall  Henry  H— 1 
Haughcy  T  W— 1  c 
Hess  Fred— f 
Hughes  J  W  F— 1 
Kane  Robt  B— c 
Lagerstrom  F  G — £ 
Locknane  Chas  Sr-l  c 
Lott  J  A— 1 

Lucas  ft  Lagerstrom— f 
March  R  B — £ 
Meyerf  C  D— f 
Moore  C  A — 1 
Moore  G  G— 1 
Neil  C  O— f 
Nellis  D  W  ft  C  W— f  c 
Peacock  F  L — i  c 
Parker  F  B— 1 
Perry  W  D— £ 
Rodgers  A  A— f 
Searle  C  H— f 
Seedge  H  E— £ 
Stephens  H  £— £ 
Stephenson  ft  Webb— £  c 
Thomas  F  S— £  c 
Todd   J  H— 1 
Updegnff  ft  Kibbie— £ 
Van  Hook  A  K— 1  c 
Welcome  Davis  ft  Co— f 
Wilson  ft  Neiswanger — £ 

VALLEY  FALLS 

Burkert  J  C— £ 
Cobb  Mort— f 
Compton  I  N — £ 
Decker  J  A— £ 
Gepheart  C  T— £ 
Gephart  J   B — £ 
Harman    Geo— I 
Lord  C  C— £ 
Royer  C  O— f 
Royer  Geo  J  M— f 
Strawn   S  M— f 
Williams  Mrs  M  L — ^f 

WAMEGO 

Cooper  W  S— f 
Embley  ft  Baker — f  c 
McMilan  A  T— £ 
Peddicord  EUa— f  c 
Prunty  D  A— f 
Teeter  Joseph  E— £ 
Umscheid   Chas — f 

WASHINGTON 

Allen  N  A— f 
Baumbarger   A    B — ^f 
Gordon  T  Jr — i 
Hill  H  C  &  Son— f  1  c 
Mathews  A  W— f 
Maxwell  J  A— f 
Palmer  &  Cook— f 
Reitxel  M  O— £ 
Robinson  H  C— £ 
Thompson  J  F— £  1 

WAVERLY 

Fockele  F  F— £  1 
Lathrom  W  H— f  1  c 
O'Neil  C— £ 
Rile^  G  S— £  1 
Senior   J  L— £ 

WEIR 

Broallcy  J  C— 1 
Emmerson  R  W — ^1  c 
Walker  Fred— f 

WELLINGTON 

Andrews  T  U — c 
Belsley  ft   Fetters— £ 
Black  &  Martin— f 
Gilmore  Anna — f 
Hamel  Realty  Co — f 


e 


Haslet  ft  Herrick— £ 

aggers  C  S — ^f 

udi  Wm— f 
Stewart  H  H— f 
Stewart   C  L— 1 
Walton   J   A— f 

WICHITA 

Alexander   C   C— 1 
Allen   H   W— 1 
Anchor   Trust    Co— £ 
Anderson  P  M— 1 
BiUinger  O  E— £ 
Bitting   C   W— f  c 
Campbell  Geo  E  ft  Co— C 
Christman  A  J — f 
Dulaney  ft  Johnston — f  c 
Engle  J  R— 1 
Gaston  W  E— I 
Griffith  B— 1 
Hatton  ft  Stanley— 1 
Hill   D  I^-l 
House  H  I— 1 
Ingram,  Yankey  ft  Co- 
Knight  C  H— 1 
LitUe  Fred  W— £ 
Mayer  H  E— 1 
Meyers  C  E — ^1 
Monarch  Loan  Co— f 
Morse  C  W— 1 
Perrin  H  I— 1 
Phelps  Mr— 1 
Reed  ft  Monkle— 1 
Reese  ft  Co— f  c 
Smith  Geo  W— 1  c 
Stanley  W  H— £ 
Tanner,  Cook  ft  Gann— 

£  c 
Tanner  J  E — 1 
The  Van  Arsdale  ft  Ui- 

bome  Brokerage  Co— £ 
Vanderberg  Edwin  P— 4 
Wheeler  Kelly  ft  Dewey 

— £c 
Young  S  M— 1 

WINFIELD 

Albright  P  H  ft  Co— c 
Bader  Bros —  £  c 
Bell   Lr-A 
Benkendorf    E    A    Land 

Co— £ 
Eaton  T  J — f  c 
Franks  ft   Dobson — f 
Graham  A  J — f 
Harrod  ft  Hanlen — £  c 
Havens  A  H — £  c 
Hiatt   (J   W)    Realty  C6 

Hott  O  A— £  c 
Hutchinson    ft     Richard- 
son—f 
Johnson  Hal — ^1 
Johnson  M  E  ft  Co— f  c 
Kennedy  W  J— £  c 
Lorton  W  R — f  c 
Orr  W  J— f  c 
Shackelton  J  N— 1 
Simms  W  E — £ 
Smith  E  E— £  1  c 
Stafford      ft      Albright— 

f  Ic 
Williams  W  V— f 
Williams  O— f  c 
Williams  R  M— £ 

YATES  CENTRE 

Culver  J  C— £ 
Donald  Will  O— £ 
Hatch  ft   Mills— £ 
Hougueland  ft  Martin— f 
Parsons  Thad — £ 
Parsons  W  L— £ 
Ream  Harry — ^1 
Rudy  Wm— f 
Stephenson  F  L — f 
Stephenson  ft  Hall — ^f 
Wallace  ft  Landea— f  c 
Woodson    Co    Land    Co 

— £ 
Yates  Center  Land  Co— f 
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KENTUCKY 


ADAIRVILLE 

Adainille     Real     Estate 

&  Loan  Co— f  1  c 
Evans  L  S— f  1 
Fugate  M  I^-f 
McPherson  M  W— 1 
Moore  Edwin  R— f  1  e 
Smith  F  L— 1 
Trimble  J  R— 1 

ASHLAND 

Dowlinff  Thoi    J— 1 
Eaton  Dr  W  O— 1 
Haycr  E  B  &  Co— f  c 
Eager  S  P  &  Son— f  1  c 
Jordan   Crowell    ft    Co — 

flc 
Levi    C    R— .fl 
Massie  J  S— f  1 
Stewart  &  Clay— f  1 
Thomas  M  W  ft  Co— f 
Y'oung  Thos  R — ^1 

AUBURN 

Davidson  G  W— f 
McCormack  H  P— f 
Price  R  G— flc 

AUGUSTA 

Argus  M — f 
Fulkerson  F  M— f 
Gray  C  L— f  1  c 
Hook  C  L  Jr— f 

fe:k8on  Mn  S  T— f  1  c 
ut»  J  J— £ 
Shinkic  Everett— f  1 
Wright  J  R— f 

BARDSTOWN 

Barkhurst    Geo — f 
Brown   Wallace — ^1 
Cook  R  N— f  I  c 
Cox  H  R— f 
Cotton  J  W— f 
Newman  J  E— f  1 
Pullian  A  H— £  1 
Sympson  Frank — ^l 
Wilson  &  Hubbard— 1 
Wilson    Eugene    &    Co — 
fc 

BEATTYVILLE 

Lyon  F  A  &  Son — f  I  e 
Ljron  J  P — f  1  c 

BEDFORD 

Black  H    C— 1  c 
Black  &  Joyce— f 

BELLEVUE 

Beyland  Dorothy  G — f  1  c 
Rawlins    Mrs    Maggit — f 

I  e 

BEREA 

Rranaman  &  Scruggs — 1 
Dean  Jno  F — f  I 
Farmer  W  E — c 
Gay  Jno  L— £ 
Gott  J  Strother — c 

BERRY 

Mitts  Edgar — 1 
Stone  A   H— £1 

BLOOMHELD 

Dnnctt  J  C— £  1 
Muir  J  H  ft  Son— £ 

BOWLING  GREEN 

Clapton  D  B— £ 
Collins  J  F— f 
Dulaney  Robt  F— 1 
Duncan   Claude — I 
Duncan  L  G — ^1 


Galloway  &  Hughes — ^£c 
Grider  Gardner  ft  Co— £ 

1  c 
Haynes   L   D — £c 
Herdman   ft   Ramsey — £1 

c 
Herrington  ft  James — £  1 
Hines  ft  Hagerman— £  1  c 
Hines  Samud  D — £  c 

Jamison  J   M — £ 
essec  Bros — £  1 
fcGinnis  R  V— £  c 
Maddox  C  R— 1 
Porter  E  H— 1 
Stark  J  Datt— £ 
Turpin  Bros  ft  Co— 1 

BRANDENBURG 

Ashcra£t  W   D— £ 
Casperke  Chas  A — £  I  c 
Hardin  Guy  A — £ 
Powell  Lloyd  H— 1 

BROOKSVILLE 

Alexander  &  Parsons — f 
Byron  W  A— £  c 
Norris  Charles  A — f 
Stevenson    W    H— £ 

CALHOUN 

Atchison  C  L — f 
Moseley  A  L — £  I  c 

CAMPBELLSVILLE 

Baker  H  E— £ 
Kerr  ft  Francis — £  1  c 
Miller  ft  Gabbert— £  1 
Robinson  ft  Taylor^— f  1 
Tucker   M   W— £ 
Turner  J   N— f 

CARLISLE 

Bramblett  C  U— £  1  c 
Bryson  H   B— f 
Cox  F  V— £ 
Darnall  Bros— f 
Darragh  W   E— £ 
Howell  J  H— 1 
Hughes   L   S— £ 
Hutchings  T  E— £ 
Mathias  John — £  1 
Norton  Lee — f  I  c 
Parker  &  Ross— £ 
Rossell  R  R— t 
Soper  William — 1 
Swin£ord    V    M — £ 
Tune  J   P— £ 
Watson  T  S— 1  c 

CARROLLTON 

Fisher  James  T — I 
Fisher  W  R— £ 
Gordon  W  G— I 
Gullion  J  E  ft  Co— £ 
Howe  ft  Winslow^£ 
Mosgrove  W  T — £ 
Sebree  F  P— £ 
Seppen£eld  E  J— 1 
Smith  ft  Boemer— 1 
Smith  E  C— £ 
Wright  C  A— 1 

CATLETTSBURG 

Brown   San£ord — 1 
Coldiron  John  F— c 
Eastham  Faul  H — £  1  c 
Marcum  T  D— 1 
Millis  Kent— 1 
Mitchell  Richard— £  c 
Pollitt  ft  Meek— £  1  c 

CENTRAL  CITY 

Benainger  H  F— 1 
6]and£ord  C  H  ft  Co— £ 

1  c 
Lam  D  B  Jr— £ 


Lawton  C  A— £  1 
Patton  A  L— 1  c 
Sumner  J  A — 1 

Veazey  J  W 1 

Whitmer  M  D— 1 

CLINTON 

Hemsley   J    I— 1 
Jewell    R   A— 1 
Kemp  J  M— £  1  c 
Samuels   E   B — £  1  c 

CLOVERPORT 

Behen   H   M— c 
Cooj^er   Jno   C— 1 
Lewis  Paul — £ 
Harriman    R   W — f 
Polk   R  T— £  1 
Robertson  J — 1 
SkiUman  Chas  B  ft  O  T 

— £  c 
Storms  Frank — ^1 
Weatherholt   M — £   c 

COVINGTON 

Adams  Ben — f  1  c 
fiendorf  K  F  &  Co-f  c 
Brames  John — ^f 
Bullock  J  R  ft  Co— f  c 
Cholmondeley  Saml— 1 
Cooper  J  R— £ 
Dressman  J    H    ft    Co— 

£lc 
Droege  Lawrence — £  c 
Foster,  Vest  ft  Co— £ 
Gale  Edwin  T— 1 
Grant  A  V  C— £ 
Grote  Joa— 1 
Hollingsworth  C  I— f  c 
Holmes  Clyde — ^1  c 
Huelefeld   H  B— f 
Ledder  F  G-1 
Loebker  John— I  1 
McCracken  ft  Burk — i  c 
McLaughlin    C   A— £ 
Sanford  T  W  &  Co— £  c 
Sayers  E  B— 1 
Schroetter  H  A— f  1  c 
Sharp  S  G  ft  Co— £ 
Simrall  L  B— 1 
Simrall  The  J  G  Co— f  1  c 
Terlau  Ins  Agency — £  1 
Thompson  Geo  W — 1  c 
Walker  Ed  E  ft  Co— £  1  c 
Walker  Edgar  L— £ 
Walker  Rudolph— f  1 
Whitney  H  A— £  c 

CYNTHIANA 

Bishop  R  V  &  Co— £ 
Blanke  J  R  &  Co— 1 
Boycrs  L  J — 1 
Brewsaugh  E — 1 
Conway  R  H — £ 
Cromwell  ft   Withers— £ 
Ealcs  &  Peterson — f 
Gamett  Ashbrook — 1 
Gossett  &  Van   Dercn — 1 
Kimbrough  Dan  R  &  Co 

— £   c 
Land  M   G— £ 
Lc  Bus  Orie— f 
McDaniel  J   F  Jr— £ 
McMurtry  Jas  Sr — f  c 
Maffett  Will   M— f 
Magee  &  Grogg — f 
Megibben  P  R— f 
RoTCrtson   Blanche — i 
Shawhan  J  L — ^1 
Smith  H   Chiy— 1 
Smith  J  N— I 
Van   Dcren  J   J— £ 

DANVILLE 

Bagby  C  C— c 
Berry  B  C— 1 
Briggs  Mr— f  c 


Bruce  R  D— £ 
Carter  W  H-£ 
Cheek  J  A-£ 
Clarkson  Jas— 1 
Dunnigan  £  T— 1 
Gray  L  M— £  1  c 
Huggely  Chenault— c 
Hutcnins  Harold— £  1  c 
Lane  E  P— 1 
Lee  Madison — ^1 
Lowell  W  S— f 
McCandless  J  I^-£ 
Mason  Marie — ^f  c 
Nichols  &  Letcher— £ 
Ouisenberry  J  A— f 
Pollard  S  C— 1  c 
Proctor  Wm  H— 1 
Raines  Luther — 1 
Robertson  A  B— f 
Rowland  W  S-£ 
Rue  L  E— £ 
Sandifer  H  G  Jr— f  c 
Spaulden  Hill— 1 
Soper  Lornea — £ 
Tunis  N  K  Co— £  1  c 
Wallace  J  M— £ 
Welsh  G   W— £ 
West  O  E— 1 

DAYTON 

Bamet  G  M— I 
Kcefer  Geo  A— £ 
Kaighn  P  T— £  1  c 
Parrott  Wm  G— £ 
Schreiber  D  E— £  c 
Thomas  Wm  B— f 

DOVER 

Bainun  R  H— 1 
Cordrey  Mrs  Tina— I 
Stairs  S  W— £  1 

EARLINGTON 

Arnold  ft  Price — £ 
Martin  W  N— I 
Moore  Paul  M— £  c 
Phillips   W    1^1 

ELIZABETHTOWN 

Bush  S  H-£ 
Cooper  D  M— 1 
Gabbert    M    H— £ 
Gardner  J  A — £ 
Lee  ft  McConnell — £  1 
Miller  B  B— £  1 
Montgomery  &  Wells— t 
Morgan  C  E— £  c 
Robertson  &  Ashlock— f  1 
Stuart  &  Barrow — £  1  c 
Trent  O  T— f  c 
WUliams  H— £ 

ELKTON 

Crittenden  G  W— £  1 
Davis   S   F— £ 
Penick  W  C— £  1 
Robertson  S  E— f  1 
Street  Geo  P— £  1  c 
Street   John    O— £    c 
Street  Jno  O  Ti^£  1  c 
Weathers  J  M— £  1  c 

EMINENCE 

Crabb   W  I^£ 
Tones  N  F— £ 
Patterson  Jas  H— £ 
Robinson  Mary — £ 
Wilson  W   S— £  c 

FALMOUTH 

Bishop  H  W— £ 
Bradford  T  C— £  1  c 
Calvin   J    B— £ 
Dudley  V  V-£ 
Kellum  C  W— f 
Meador  A  G— £ 
Thompson  C  W — 1 
Woolery  J  B-1  c 
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KY.— Con. 

FLEMINGSBURG 

Applegate  Robert — f  1 
Alexander  L  F — f  I 
Blanchard  J   E— I 
Doran   Tame»-— 1 
Evans  Tho9 — 1 
Howe  ft  Rhodes— f  1  c 
Hull  L  N— 1 
Kendall  A  S— f 
Lawson  Ins  Agency— flc 
Perrie  E   S— 1 
Planck  J  H— f  1  c 
Weiller  J  R— f  1  c 

FRANKFORT 

Brown  E  H  Jr— 1 
Brown  T  P — ^1 
Fenley  G  D— 1 
Graham  R  H— 1 
Green  L  B    c 
Hay   C  W— f 
Hendron  W  C  Jr— 1 
Hewitt  Frank— c 
Hofe  Eugene  E — f  1  c 
E  R  Jones-Franklin  Co— 

f  1 
lindsey    John    B — f 
McClure  R  K— fc 
McNamara  T  F — ^1 
Miles  Jas  N— 1 
Payne  George  L — ^f  c 
PhllliiM  R  H— f 
Roberts  Henry  Ji^^ 
Robinson  O  H— 1 
Rodman  Thos  Jr — f 
Scott  W  P  ft  Co— f  c 
Smith  David  D  Ins  Agcj 

Williams  B  J— c 
Williams  J  X— f 
Wilson  Henry  Qay^l 

FRANKLIN 
Beard  D  F— 1  c 
Bradshaw  C  S— f 
Covington  J  H— 1 
Gillespie  Bros— {  1  c 
Groves  C  E— f 
Hargis  W  H— 1 
Hill  A  H-1 
La  Rue— f  1 
Mitchell  H  K-f  c 
Tarpley  ft  Block— f  1  c 

FULTON 
Albritton    W    P— 1 
Bondurant  Newt — 1 
Carter  L  W— 1 
Cole   Atkins— 1   c 
Davis  J  A — 1  c 
Fall   &   McCall   &   Fall— 

f  1  c 
Foster   W  E— 1 
Love  F — ^I  c 
Martin  A  L — f  1 
Nail  W   C— 1 
Wade  R  C— f  c 
Wood  J  W— 1 

GEORGETOWN 
BradTev  Jas— £ 
Craig  ft  Downing— f  1  e 
Finnell  &  Allen— f  1  c 
Ireland  C  D — f 
Johnson  G  W— f  1 
Plummcr  H  A— 1 
Warring  &   Ewing — £ 

GLASGOW 
Dickinson  &  Trigg — £  1  e 
Ferguson  E  Y — f 
Jones  ft  Jones— £  c 
Lewis  Geo  R — f  1  c 
Warder  L  G— f 
Williams  J  L— £ 
Witty  R  L  &  Co— f  1 


GRAYSON 

Horton  J  E — £ 
Malone  W  D— 1 
Scott  Winfield— £ 
Yates  T  S— £ 

GREENUP 

Fullerton  E  E— £ 
McCoy  A  P-1 
Pollock  J  E— £ 

GREENVILLE 

Duncan  D  J — 1  c 
Hay   Misa  Annie — f 
Kirkpatrick  ft  Eaves — £1 
Lewis  F  H  ft  Son— f 
Morgan  J  P — £  1  c 
Morgan    W   T   ft    Son— 
£  1  c 

HARRODSBURG 

Cardwell  T  M— £  c 
Curry  G  A — f 
Edward  &  Smith— £ 
Ewing  W  T— £ 
Riker  ft   Riker— £ 
Hiker  I^-£ 
Riker  L  C— £ 
Rue  ft  Curry— f  c 
Spilman  J  P— 1 
Xlinarsdan  J  I— £ 

HARTFORD 

Poster  J  Ney— £  1  c 
Mortin  Otto  C— £  c 
Riley  R  R— £  1 
Yeiser  A  C— £  1 

HAWESVILLE 

Bentley  Geo— f 
Hale  T  D— f  1  c 
Mason  A  J — £  c 
Thomas  W  S— f  c 
Wilson   George  C— f 

HENDERSON 

Bennett  Mrs  W  E— 1 
Dossett  H  N— ^ 
Eakins  J  Wm— £  c 
Griffith  Mrs  H  D— 1 
Harris  J  S— 1 
Hart  J  H— £  c 
Hartfield  David— f  c 
Tones  W  J— 1 
Lambert  ft  Weaver — ^£  c 
Bf  anion  J  E — £  c 
Neal  ft  Sisk— £   ' 
Stanley  ft  Banks— 1  c 
Starr  ft  Thompson — ^£  c 
Tapp  F  L— £ 
Toy  N  K— 1 
Vance   A    C— £ 
Worsham  A  J — £ 

HICKMAN 

Hickman  H  C— £ 
Kennedy  A  E — f  1  c 
Tyler  R  T  ft  Co— £  1  c 

HODGENSVILLE 

Handley  ft  Kimball— f  1 
Hubberd  L  C— £  1  c 
Hudgins  Claude — f  1 
Tones  &  Graham — f  1 
kirkpatrick     &    Taylor — 
£  1  c 

HOPKINSVILLE 

Campbell  Ins  Agcy — f  1  c 
Cornett  &  Layne — f  1 
Crenshaw  M   F— £ 
Cummings  Wm   H  Jr — f 

Garaett    W    F    ft    Co— 

£  1  c 
Giant  Ins  Agency — f  I  c 
Henry  Jouett — £ 
Higgins  J  M  ft  Son— £  c 


Homestead       Investment 

Co— £ 
Kelly  Walter  ft  Co-f  1 
Knight  T  S  ft  Co— £ 
Lackey  George — 1         ffi 
Locker  &  Draper— £  1 
McDaniel    KaUe— £   c 
Shaw  G  D— 1 
Wallace  H  D— £  1  c 
Wicks  W  R— 1 
Win£rec  B  S— £ 

LA    GRANGE 

Dixon  J  T— £ 
Duncan  R  O— f 
Head  P  S— £ 
Kennedy  E  H — £ 
McDowell  Don  C  ft  Son 

— £ 
Sauer  Joseph— £ 
Yager  J  T^£ 

LANCASTER 

Beazley  J  A  &  Co— £  1  c 
Elkin  ft  Thomas — £  c 
Elmore  J  W— £ 
Embrey  R  T— 1  c 
Frisby  F  P— £  1 
Gaines  E  C— £  1  c 
Jones,  Thomlinson  ft  An* 

derson — £  1  c 
Sanders  Coy — £  1 
Stults  ft  Stults— f  1  c 

LAWRENCEBURG 

Baxter  J  W— £  I 

Booth  Harry — £ 

Crain  J  H  Sons  ft  Co— f 

Grain  M  C  ft  Co— £  I  c 

Lyon  J  H— 1 

Wilks,  Bond  ft  Co— £  1 

LEBANON 

Bottom  ft  Spalding — ^£  c 
Clarkson  J  W— £  1  c 
Green  Richard— f  1  c 
Hagan  C  W— £  1  c 
Kelly  J  A— £  c 
Mackin  T  J— f  1  c 
Rains  ft  Goodin — £  1  c 
Rubel  W  W— £  1  c 
Smith  J  A— f  1  c 
Spalding   T   B   ft    Son— 
£  1  c 

LEWISBURG 
Browning  ft  Price — £ 

LEXINGTON 

Arnspiger  R  ft  Son— 4  c 
Averitt  W  B— 1 
Bedford   S    W— 1 
Bowyer  C  H— I 
Byars  E  H — £ 
Carter  Chas  V— I 
I  hinn  ft  Lawwill — £ 
Christian  L  T  ft  Co— f 


Clay  Bishop) — I 


ft  Co— £  c 


De  Long 
Fain  A  J-f 
Foreman  T  V— f 
Freeman  C  Y— f 
Frost  W   Sunley— £ 
Geary  ft  Van  Meter— £  c 
Irvine  W  M-£ 
King  &  Son  W-f  c 
Klair  ft  Scott— £  c 
Lindsay  W  V— £ 
Massie  W  K— £  c 
Messick  &  Clark — £ 
Myers  Chas  J — ^£ 
Phelps  J  E— f 
Respess  Baldwin — £  1  c 
Riley  J  J— £ 
Sharpe  Miss  Anna — £ 
Simrall  J  O  H— £  c 
Snyder  Claude  F— f 
Stoll  J  W-f  c 
Trcacy  B  J— f  c 
Walton  ft  Alexander— £  c 


Whitehouae  Edgar— 1 
Wilkirson  ft  Davis-{ 
Woodru£F  ft  Son-f 
Woolfolk  Jos  S-f 

LITCHFIELD 

Layman   Ike— £ 
Mormon  Gordon— { 
Taylor  J  B— £  I  c 

LOUISA 

Burgess  G  R — ^£ 
Kinsler  Jas — f 
Snyder  Augustus—! 
Wallace  FT  D  Jr-I  I  c 

LOUISVILLE 

Akin  ft  Hill— I 
Avery  S  L  ft  Co— f 
Ballou  A  P— 1 
Barbee  ft  Castleman— f  c 
Barrett  J  T  ft  Son  &  Rob- 
inson— f  c 
Bayly  J  W  E  ft  Co— f 
Beilstein  J  W  ft  Co-f  c 
Bell  J  S— c 
Bland  ft  Gaunt— c 
Bloom    Levi — £  c 
Booker  ft  Kinnaird— f  c 
Boyd  H  O— c 
Breuer  &  Co — f  c 
Brown  ft  Martin— f  c 
Burbank  ft  Burbank— I 
Burdine  R  B— I 
Burkley  ft  Ticrney— f 
Campbell  I  F— 1 
Carpenter  ft   Dudley— t 
Chapman    Ins   Agency— t 
Clancy  T  Johnson — i 
Clarke  P  N  ft  Co— c 
Collie  C  W— 1 
Cravens  C  A — I 
Danforth  ft  Co— f 
Davis  H  V  ft  Co— f 
Davis  &  Wade— £  c 
Davis  J  T — c 
Dickey  J  H— 1 
Dennis  W  W  ft  Co— I 
Dugan    &    Humphreys— 

f  c 
Duncan  D  J — 1 

Ferguson  &  Scott 

EEnCSKXTINO 

SaottiskiriisaaBilsiisul 
Phsadztflartfapi 
Westini  of  VDmts 
Unioa  Hariai^  Uvsiyosl 
nrsakfart  of  GwBsay 
ittsssTLssAsB 
UnoolD  Savings  Bank  Blig 

Finley  ft  Smith — 1 
Gibson   O    B — c 
Gilmour  A — 1  c 
Gould   Chas   E — ^f 
Gray  J  S  ft  Son— £ 
Greer  C  D— c 
Hamilton  C   H— 1 
Harrison  W  H— I 
Hawes  ft  Key^-c 
Herrig  J  T— c 
Hoge  P  H  Jr— 1 
Hummel   &    Meyer — f 
Hunter  &  Hellman — f 
Huston  S  M — £ 
Jarvis  J   K— 1 
Jefferson  C  W— c 
Jefferson    Noyes    Embry 

&  Bryan— £  c 
Johnson  A  £ — c 
Johnson  Chas  T  &  Co— « 
Kendall  H  R— 1 
Krazeise  F  J — c 
Kurley    Miss — I 
Lang  Chas  A — £  c 
Lang  Henry  H — f  c 
Lea  ft  Hoge — I 
Lynch  J  T— 1 
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McAtee  A  H  &  Co— f  c 
McDonald  G  I^-l 
MacPherMn  &  Co— I  c 
Miller  E  J  »  Co— f 
MUler  F  I^-c 
Moench  Cha»— c 
Morton  M  J— c 
Nelson  C  L— c 
Xoe  A  I^-l 
Pace  W  B— 1 
Pirtle  &  Weaver— f 
Poutch   ft    McBride— t 
Raeger  Henry  P — ^1 
Reutlingcr    &    Stith— f    c 
Robinson,  Wilson  &  Long 

— f  c 
Rodman  H  D  &  C  D— 1 
Rosscau  L  I — I 
ShilUngburg   W    I— 1 
Slaughter  J  B  &  Co— f 
Slaughter  T   Gran— c 
Smiw  A  E— c 
Stone  &  Gnnu — i 
Tachau   E  S — £ 
Thomas  &  Kaye — ^1 
Timberlalce    &    Trueheart 

— f 
Tippctt  &  Walker^f  c 
ToKld  J  M  &  Co— f 
\'etter   &   Smith— c 
Viglini   P   &    Co— f 
Walbeck  Henry   C— f 
Wanner  Julius  &  Co— f 
Ware  R  C— 1 
Williams   &    Dick— c 
Young  &  Anderson — I 
Young  E  F — 1 
Ziramcrman  W  O — I 

LUDLOW 

Boesley  Tom — f 
Grant  Abncr  V  C— f  1  C 
Hanktm  Wm-^ 
Heintz   Fannie — f 
Klappert  Henry — £ 
Stephen  J — £ 

MADISONVILLE 

Elgin  W  S— £  c 
Fangley  &  Wilson— flc 
Xiibct  E— £ 
Osbum  E  B — £  c 
WhittingfaiU  R  T— f  1  e 

MAYFIELD 

Alcock  J  T— I 
Anderson  A    S — f  1 
Cosby    A    D— 1 
Hale  W  L  &  Co— £  1  c 
Hancock  S   T— 1 
Mason  Bros — 1 
Norman  S   A — ^£  1 
Parkhill,  Albritton   &   Co 

-f  1  c 
Robertson  &    Emerson — f 
Robertson  W   W— 1 
Rowland  Walter — 1 
Russell  Norman — 1 
Shaw  &  Davis — f 
UalJacc   R   B— 1 
Ward  W    F— f 

MAYSVILLE 

Am   Sheunan — 1 
Cole  Wadaworth — f- 
Curran  H    C— f 
Elgin  J   W*—l 
Hall  fas  H— f  I   c 
Hopkins  T  W— 1 
Key  W  Holton— f  1  c 
O'Donnell  F  T— £ 
Owens  G  W— f  1  c 
Parker  J  Ed— £  I  c 
Reed  Miss  Elizabeth— £ 
Reynolds    Luther — 1 
Robinson    Miss   Addie— c 
Sulser,   Mathews  &  Co — 

f  I  c 
Walton  J  F  &  Co— f  1 
Warder  W  R— £ 


MIDDLESBORO 

Ashmeade  D  C — 1 
Fitxgcrald    L    S— 1 
Gagle   W  H— £ 
Kinnaird  A  M — ^1 
Lovelace  F  F— I 
Manring  J  L  &  Co — £  c 
Tri-Sute    Ins    &*   Realty 
Co — £  c 

MIDWAY 

Arnctt   A   B— £ 
Cogar  &  Co— £  c 
Cooper  &  Morris — £  c 
Haley   &    Oflfutt— £ 
Hughes  Ins  Agency — f  c 
Nod    Geo — c 
Poyntcr  H  C— £  1  c 
Wash  J  T— 1 
Wiley  Mr— 1  c 
Wise  Harry  L— £ 

MILLERSBURGH 

Allen  San£ord— £  1 
IJutler  W  A— £ 
Collier    Eldar-£ 
Cray  J  B— £  1  c 
Innels  O  W— £ 
McDaniel  Tno— £ 
Miller  W  M— £ 
Thomoson  E  M — £  1 
Waddcll  T  P— £ 

MILTON 

Hudson  R  M — £  1  c 
Inglis  J  R— £  1 
Strother  Jas— £  1 

MORGANFIELD 

Black  Geo— 1 
Boyle  L  T— £ 
Clements  W  L— £1 
Jolly  Geo  W— 1 
Martin  W  A— £ 
Mason  Bob — ^1 
O'Daniel  W  B— £ 
Phipps  J  T— 1 
Skinner  C  H— £  1  c 
Sparks  W  B— £ 
Taylor  Walter— 1 
Waggcncr  &  Waller — £ 
Warier  Collins— £  1 
Wright  Wm— £ 

MT.  STERLING 

Blount  &  MnAltster— £  1 
Coleman  R  L — f  1  c 
Coleman  G  E— £ 
French  H  R— £  1 
Goodwin  &  Turner — £ 
Greene  &  Strossman — 

£lc 
Hoffman  H  G— £  1 
Hoffman     Ins    Agency — 

£  I  c 
Howell  Clayton — £  1  c 
Kirkpatrick  C  W— £ 
McKec  H  C  &  Co— £ 
Nesbitt  Chas  W— f 
Perry  E  K— £ 
Rogers  T  F— £  1  c 
Watson  Henry — £ 
Winn  Bros— f 

MURRAY 

Graham  Asher — f  I  c 
Holton  H  E  &  Co— £  1  c 
Holton  M  D— £  1  c 
Hood  C  M— £ 
Jordan  &    Falwell— £  1   c 
Peterson   W   F— £ 
Scmoot  C  M — f 

NEW  CASTLE 

Bruce  C  W— £  1 
Chandler  &  Turner— £ 


NEW  HAVEN 

Coomes  ft  Clark — £ 
Dawson  Edwin  C— 4 
Dawson  F  X — f 
U'Bryan  Louis— £ 
Rapier   Bros— £  1 

NEWPORT 

Allison  W  T— f  1 
Bartlett  Geo— £ 
Buchanan  F  A  Jr— £  I  e 
Buchanan  H   G— £  1  c 
Creuta   H  Z— £ 
Dyer  W  H— £ 
Haas  Adam  C— £ 
Harton    ft    Co— £   c 
Heckle  W  S— £ 
Hughes  C  T— £ 
Nagel  C  W— £  c 
Riedinger  H  B— £  1 
Riedinger,  Lawrence — £ 
Schrader  H   F— £ 
Schupp  ft  Shannon — f 
Ulmer  H— £  1 
Ware  M  M— f 

NICHOLASVILLE 

Denny  Robt  J— £ 

Hoover  E   B— £ 

Price   &   McCleary  Agcy 

— £  c 
Sears  ft  Wol£— £  1  c 
Smith  J  E— 1 
Sparks  R  M— £  1  c 
Steele  W  I^£ 
Watts   Mrs    Fannie — ^£   c 

OWENSBORO 

^crry  ft  Hays— £  c 
Booti  W  B— I 
Rumpus  ft  Stuart— ^f 
Cannon  F  A — £ 
Clark  ft  McCarroU— £ 
Cruse  J  S  ft  Co— £ 
Driver  A  B— 1 
Field  Newton  F 
Gaut    Milton — ^1 
Givens  T  K— £  c 
Griffin  A  S— £ 
Hayden  ft  Coche— £ 
Hayes    RoUie— 1 
Nichols  ft  Pinkston-^ 
Norris  M   L— £ 
Rodman  J  S — 1 
Rudd  C  J   Son   ft   Co— 

£  1  c 
Short  Bros— f 
Sweeney   Bros  &   Co— £  c 
Todd  A  C  ft  Co— £  c 
Weil   Bros— £  1  c 

OWINGSVILLE 

Brathcir  O  B— 1 
Brother  J  R— £ 
Brother  O   B— 1 
Brown  T  H— £ 
Byron  Bros — £ 
Gudgell  H  C— £  I 
Kincaid  R  W— f 
Markland  T  W— £ 
Perry  G   E— £ 
Perry  T  M— 1 
Peters  T  J— 1 
Shankland  Jas  W— £ 
Tipton  C  W— £ 

PADUCAH 

Boom  ft  Co  E  G— £  1  c 
Burgauer   Mrs    R — f 
Bradshaw    ft    Weil— £   c 
Davis  Cade— I 
Davis  Frank  F — f  c 
Floumoy  &   Burnett — f 
Foreman-Lackey — f  c 
Hummell  Bros— f  c 
Tennings  &  Co  C  E — f  1  c 
Phillips  &  Co— £  c 
Powell  Mrs   W   W— f 
Reeves  &  Wilcox— £ 


Sanders  &  Co — £ 
Smith  Tno  D — £  c 
Smith  ft  Smith — £  c 
Snook  S  J— 1 
Weil  A  L  Co— £  1  c 
White  A  E— £ 
White  Chas  A— 1 
Yeiser  ft  Dipple— £ 

PARIS 

Blackberry  Qifton   L— £ 
Bryan   D  Y— c 
Buck  Mrs  E  P— £ 
Davis  R— £  c 
Harris  L  D— £ 
Doyle  John  T— £ 
Hinton  W  O— £ 
McCarney  R  K— £  1  c 
McClintock  1  D— £  1  c 
McClur  &  Qendenen— f 
Muir  J  W— £ 
Myall  W— I 
Parrish  D  C— £  c 
Payne  W— £ 
Thomas  ft  Wood£ord— £ 
Thompson  W— £  1 
Webb  W  H— £ 
Wilmoth  ft  Varden— £ 

PIKEVlLLE 

Bcvins  V  E— £ 
Cecil  S  Marion— f  1  e 
Jackson  C   M — 1 
Sawards  Jas— £ 

PRINCETON 

Akin  J  T— £ 
BAker  W  R— £ 
Dyer  A— £ 
Gardner  D  H— £  c 
Groom  M  J— £  1  c 
Hanalson  George — £ 
Harriogton  B  G— 1 
Jacob  D  C— I 
Postrens  Miss  Georgia-^ 
Richey  T  E— £ 

RICHMOND 

Breck  ft  Evans  £  1  c 
Broaddus  Wm— £  c 
Bomam  R  R — £  c 
Crooke  ft  Greenlea£ — f 
Stone  C  T— I 
Turley  R  E— £  c 

RUSSELLVILLE 

Andrew  C  W— t 
Clark  Geo  T — f  1  c 
Davis  A  S— £  I 
Edwards  Russell  S — £  1 
Evans  T  D— £ 
Farrar  W  E— 1  c 
Linebaugh  S  W— £ 
McCud^  i<  F— 1 
McGill  T  W— £ 
Morton  J  Cap— £  1 
Richardson   Mack — ^£ 
Trimble  ft  Clark— £  c 

SHELBYVILLE 

Armstrong  G  A  ft  Co — 

£  c 
Ballard  ft  Son— £ 
Ballard  C  W— £ 
Collier  ft  Harbison— £  1  c 
Coots  &  Davis— £  1  c 
Cowherd   ft   Cardwell — £ 
Goodman  A  R— £  1  c 
Hart  Wallace  ft  Co— £  1  c 
Kirk  S   S— £  1 
Maddox  &  Ballard— £  1  c 
Webber  A  M  Jr— £ 

SOMERSET 

Brown  Tom — f 
Collinsworth  H  F— 1 
Cook  J   R— £ 
Denton  D  E— £  1  c 
Jenkins  V/  H— 1  c 
Morrow  ft   Morrow— £  c 
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KY. — Somerset,  Con. 

Mounce  &  Twaddle — flc 
Neikirk  Grower— c 
Prather  Co— f 
Smith  B  V— £ 

SPRINGFIELD 

Bush  T  W— f  1 
Lake  ft  Fostei^-f  I 
McElroy  Jno  I — £  1 
McElroy    &    Wharton— f 
Ic 

STANFORD 

Bromley  &  Bromley — £  I  c 
Foster  C  Hays— £1 


Newland  R  M— £  1  e 
Salin  &  Smith— £  1 
Tribble  W  A— £ 
Wearen  W  H— £  1 
Wcaren  W  H— 1 
Woney  J   H— c 

VANCEriURG 

Bowman  W  P — f  1  c 
Campbell  A  R—l 
Parker  A  H— £ 
William  Geo  T— £ 

VERSAILLES 

Bcrrjrman  J  H — £ 
Browning  C  M — £ 


Bur£ord  Troyman — £ 
Childers  J  H!— £  I 
Grav  John  M — f 
Nash.  Hunter  ft  Henton 

Price  D  B— £ 
McMiUin  J  W— 1 
Nuckols  S   C  Jr  ft  Bro 

— £ 
Ward  H  K— £  1 
Wilhoit  &  Field— £  1 
Williams  ft  Harris— f 

WINCHESTER 

Allan  J  Harry— £ 
Bedford  Gas— £ 


Buckner    Miss   Sarsh  F 

French  Mrs  Sarah— £ 
Gamer  ft  Fitch— £ 
Hodgkins  J  C-f 

iouett  BeiFerley  R— f  e 
Cnier  Mrs  Mar7^£ 
Ogden  W  T— I 
Poyntcr  J  W— £ 
Smith  J  H— £ 
Strosaman  W  H— £ 
Strother  N  T— I  c 
Thomas  John  H— I 
Tracy   ft   StokelT— £ 
Tucker  Miss  N  H— £  e 
WycofiF  G  F— £ 


LOUISIANA 


LEON    IRWIN    ft    COMPANY,  Inc. 

Insurance 

736-738  Union  ©t.        boni  Distance  Phone  S8S         Now  Orleans,  La. 

FIRE  AND  CASUALTY  INSURANCE 

*"^  Bond..  A«ld.nt.  Pl.t.  <»S;^{SS^.  ^SSTKL^SSS^^  ^^""^  ^^  V"-^- 

All  in  companlM  represented  by  us 
RBPRESBNTING 


Hamburc-Bremen  Fire  of  Hamburg,  Germany 
PIdelity-Phenix  Fire  Ins.  Co.  of  New  York 
Stuyvesant  Insurance  Comi>any  of  New  York 
National  Fire  of  Hartford.  Conn. 
British  America  Assurance  Co.,  of  Toronto 
Philadelphia  Underwriters,  of  Philadelphia 


United  Firemen's  of  Philadelphia 

First  National  Fire  of  Washington,  D.  C 

Concordia  of  Milwaukee 

Phcniz  Fire  of  Paris 

Maryland  Casualty  Company  (Booding  Dept) 

Continental  Cas.  Co..  Compensation  Ins.  Dept 

New  York  Plate  Glass  Ins.  Co.  (of  N.  Y  ) 


BEST  FACILITIES   FOR    HANDLING    MANUFACTURINO  RISKS 


ABBEVILLE 

Beer  Jacob— 1 
Brooks  J  T— £  1  c 
Broussard  J  G — ^1 
Broussard  O  A — ^1  c 
Broussard  ft   Summers— 

£c 
Le  Blanc  &  Samson— £ 
McPherson  D  I^— f  1  c 
Samson  Chauvin — 1 
Stebbins  £  M-^  e 

ALEXANDRIA 

Alexandria,      Bolton      ft 
Lewis  Ins  Agcy  Ltd — 
£  1  c 
Chase  ft  Co  H  B--£  1  c 
Gremillion  B  D— f  1  c 
CyPry  W  J  Ins  ft  Real 

Estate  Agcy — £  1  c 
Turner  W  B— £ 

AMITE  CITY 

Conner  Miss  Emma — £ 
Craig  W  E— 1 
Dees  £  W— £  1 
Kemp  H  J — £ 
Liferra  I^£ 
McClcndon  H  P— £  c 
Sanders  ft  Sanders — f 
Stem  B— £ 

ARCADIA 

Daniel  Leo>--£  I  c 
Gof!  ft  White— f  1  e 
White  W  L— 1 

ARCOLA 
Goodbee  A  J— £ 

BASTROP 

Brodnax  J  R — ^1 
Dalton  C  N— £  1  e 
Hampton  W  H— f  1  e 


Ludlum  J  W— f  1  c 
Madison  ft  Madison— c 

BATON  ROUGE 

Bacot  D  T— 1 
Bates  W  P— 1 
Bird  ft  Ross— £ 
Brady  ft  Smith  Ltd— f  1  c 
Brooks  C  M— f  1  c 
Day  ft  Bynum — i  I  c 
Goudchaux  J  L — 1 
Gottleib  ft  Percy  Agency 

Ltd— f  1  c 
Greer  F  T— c 
Tones  G  0—1 
Knox  Mrs  L  B— c 
Knox  N  K  Agency— £  1  c 
Mayer  B  S— £  1  c 
Mire  M— 1 
Progressive    Ins    Agency 

Re«e  W  R— c 
Terry  T  F— c 
Vay  F— 1  c 
Williams  D  K— 1 

BERWICK 

Bondreaux  A  L — £ 
Roberts  W  A— c 

BOGALUSA 

Branch  &  Kcaton — £ 
Dreufus,    Sparling   ft   Co 

Fussell  Wm  P— 1 
Matthews   C  A— 1 
Peters   T    T— 1 
Purvis  T   B— 1 
Roane  Archie  S — 1  c 
Sibley  S  W  Jr— c 
Spekenbier  Jno  A — i  c 
Sperling  Louis  H— 1 
Stallcup  Fred  L— 1 
Sturdevant  A^k: 
Tipton  Mrs  T  E— 1 


"  BREAUX  BRIDGE 

Domengeaux  C  D — c 
Guchereau  T   B — f 
Marrow    L    L — £ 
Patkin  R  J— £ 
Rees  C  C— f 
St  Germain  L  C — £  c 

BUNKIE 

Bordelon  A  J — 1 
Bridenthall  Wm  P— 1 
Gallaway    ft    Wilsford— £ 
Haas  &    Marshall   Insur. 

Agcy — f  c 
Hughes  A  T — c 
Johnson  R  D — f  c 
Keene  Asa  D — c 
Marshall  R  J~l 
Matthews  Thos  M— £  1  c 
West  A  B— f  1 
West    Ewell— c 

CLINTON 

Forrester  H  H — £  I  c 
Dilly  J   O— f 
White  Jno  A— £ 

COLFAX 

Boston  J   C— f  1 
Crom  J    F— c 
Jeter  S  — 1 
Roberts    Earl— £ 

COVINGTON 

Aubert  Robert  L — £  1  e 
Nilson    ft    Frederick    Co 
Ltd— f  1  c 

CROWLEY 

Acadia  Insurance  Agency 

— £  1  c 
Belton  M  L— £  1  c 


Coles  Paul— 1 

Growler  Insurance  Agen- 
cy— t    c 

Egan    Insurance    Agency 
— f  c 

Hughes  W    1?— f 

Lawaon  W  &-f  1  e 

White  J  ~ 

WiUiams 
cy--f  1  c 

DE  RIDDER 

Cryar  H   F— 1 
Gassett  Tout-^ 
Jones   Ins  Agar— f 
Shaw  Tookc  Ina  A 

£  c 
Tooke  Jam   W— 1 

DONALDSONVILLE 

Colomb  L  A  &  Son— flc 
DuiFel  &  Melancon— f 
Sims  Ins  Agency— *f  1  c 
Thibaut  John  S— I  c 

EUNICE 

Hammers  W  O — 1 
LaCombe  J  Leer — f  I  c 
Labode  A  H— c 
Lewis  ft  Hammera— f  c 
Pigford  W  W— c 
Sanders  Chas  J— c 
Wyble  Stanilaa»-1 

FARMERVILLE 
Banghman  8c  Ramsey-l 

FRANKLIN 
Lewis  John    C  ft  Co— 


f  1  c 
Moorman  T 


1  e 


INSURANCE   AGENTS— LOUISIANA. 


B-77 


J.     D.     KIXCHEIV     &     BRO. 


PROVIDENCE  WASHINGTON  INSURANCE  CO.,  Providence,  R.  I. 
VIRGINIA  FIRE  &  MARINE  INSURANCE  CO.,  Richmond,  Va. 
PROVIDENCE  UNDERWRITERS,  Providence,  R.  I. 

TEXAS,  LOUISIANA  AND  MISSISSIPPI 

AACHEN  &  MUNICH  FIRE  INSURANCE  COMPANY,  for  Louisiana 
711-T14    HIbernIa   Bank   Building 

NEW    ORLEANS.    LA. 


GIBSLAND 

Colbert  R  &  Co— £ 
Colbert  &  Langsford— c 
Langsford  Walter  C— 1 
Moreland   W   H— c 
Robertson  &  Felts— f 
Robertson  G  W — 1 
Thorpe  J  C— c 

GUEYDON 

Neclis  J  G— I  c 

Stebbins  &  Robichaux— f 

Theriot  J  R— 1 

HAMMOND 

Bader  Mrs  H  M-^ 
Cbaanell  Agency — f  1   c 
Xeetis  F  E—i 
Saint  C  A-^ 
Wright  M  B— f  1  c 

HOMER 

Bailey  O  P— 1 
GUI  G  G-^ 
Gladden  F  I— 1 
OttsF  E— 1 
Palmer  L— f  1 
Ward  W  U— f 

HOUMA 

Bond  Miss  Nellie  V— f  C 
Dupont  Paul  J— f  1  c 
Duval  Insurance  Agency 

— f  c 
Montegut  Agency   The — 

Smith  &  Pickett— f  1  c 
Thorpe  &  Ledet — ^f  1  c 

INDEPENDENCE 

Dolhande  P  B— 1 
Herring  O  W— f  C 
Stams  Robt  £ — ^1 

JACKSON 
GiUnm  Chss  E— 1 
Ptp€«  &  GilluiiH-4 

JEANERETTE 

Bourgeois  &  Patont — ^f  c 
Delacroix  P  D— I 
Edwards  C  C  &  Co — ^f  c 
Lc  Jeunc  E  T — ^l 
Robin  &  McGoweo— f  c 
WalU  J  W— 1 

JENNINGS 

Brainerd  A  C — ^f 
Roag  &  Funk— f  I  c 
Johnson  Sidney  K— I  1  e 
Lumpkin  W--f  c 
Mottton  J  R — f 
Nichols  L  S— f 
BHchie  Ins  Afency— ■!  1  € 
St  Germain     J  C — £ 


JONESBORO 

Bagwell  W  Lr-c 
Culpepper  &  Wasson — f 

KENTWOOD 

Broyles  Herbert — f  1  c 
Keagor  B  F— 1 
Ligon  L  B — 1  c 
Welsh  W   D— 1  c 

LAFAYETTE 

Bendel   &   Debaillion— f 
Davidson  J  J — ^f 
Givcns  J  S— f  1  c 
Greig  R  C— f  c 
Meyers  F  W— f  1  c 
Mouton  &  Marshall  Co — 

f  1  c 
Parkerson  &  Mouton 

flc 

LAKE  ARTHUR 

McDaniel  John — ^1 
Rybiski  C  C—l 
St.  Germain  J'  A — f  1 
Streater  W  I^f  1 
Shaw  &  Price— f 

LAKE  CHARLES 

Chavanne  Leon— f  c 
Coleman  R  L— f 
Decs-West  Co— £ 
De  Hart  J  W— c 
Hart  F  A— f  1 
Levy  Samuel — f 
Richard,  Wasey   &   Co-« 

£  e 
Thompson  6  J — ^1  c 
West  George — £  c 

LAKE  PROVIDENCE 
Byerley  Frank — f  1  c 
Egellv  A  C  &  Co— £  c 
Hamley  J  M — 1  c 
Hill  J  N— f 
Montgomery  Miss  Ethel 


LECOMPTE 

Hardy  H  H— f 
Jones  W  H— 1 
Leigh  A— 1 
Pressburg  Edgar  E — 1 

LEESVILLE 

Foster  &  Fcrafuson^-c 
Leerille  Ins  &  Collection 

Agcy — f  c 
McFarland  C  M— c 
Pye  P  G  &  Co  Ltd--f  c 
Roark  James  B — f 
Rudolph  M  V  &  Co— £ 
Shaw  A  G — f 
Stephenson  W  M — ^1  c 
Tigner  Jas  T— 1 
Turner  D  F — 1  c 
Wingate  Thos  C—l 


LUTCHER 

Dibert  John — c 
Gearhart  A  G — £ 
Thompson  Mrs  J— 4 

MANDEVILLE 

Davis  Wm  G — c 
Newman  W  T — £ 

MANSFIELD 

Mansfield    Ins   ft    Realty 

Co— £  1  c 
Nilson  &  Elam — f  1  c 
Nilson  M  K— I 
Pctrie  W  M— £  1  c 
Smgleton  W  E— 1 

MARKSVILLE 

Cappell  Frank   B — ^1 
Casprard  C  C — 1 
Caspard   Ins   Agcy — f  c 
Couvillion   Lee   J — 1 
Hall  E  B— 1 
Hall  H  B— £  c 
Hall  W— £ 

St  Romaln  M  A — £  c 
Washburn  R   H— £  c 

MELVILLE 

Cobbs  Thos— f 
LeBlanc   E  J— £ 
Lyons  Lyman  H — £ 
Mangiaracina  J  Jr — £ 

MINDEN 

Ashby  U  O— £ 
Dupuy   Arthur — £ 
Holmes  J  J — ^f 
Lee  W  B— £  c 
McDonald  J  W— £ 
Miller  R  H— £  c 

MONROE 

Austin,    Truesdale    & 
Prophit — ^f  c 


Kahn  Sidney  ft  Co— £  c 
Kaliski  J  L— £ 
Mc Reynolds  &   Co— £  c 
Oliver  &  Co— f  c 
Smith   W  L  ft   Co— £  c 
Speed  H   R— £  c 
Waelder  Bradley— 1 
Young  J  H— 1 
Zanone  J  M — £  c 

MORGAN  CITY 

Morgan   City  Realty  & 
Ins  Affcy  Ltd — f  1  c 
Palmer  ^Howard  Agcy  Ltd 

— £  r  c 

NAPOLEONVILLE 
Bylsma  Peter — 1 
Gilbert  Robert  A— 1 
Klotz  Sol— 1 
Klotz  &  Dugas — £  c 
Wortham   Chas  T— c 

NATCHITOCHES 

Benzeal  W  P— £ 
Tucker  Jas  B — f  I  c 

NEW  IBERIA 

Bauman  F  N — £  1  c 
Davis  Alphonse — £  c 
Minville  L  J— f 
Nuckols  S    O— £ 
Renoudet  Al£rcd — ^1 
Renoudet  P  L— f 
Scaly  R  C—l 
Segura  P  H— £ 
Sharp  W  B— f  1 
Smith  &  Taylor— f  c 
Suberbiclle  J  P— £ 
Weeks  W  G— £  c 
White  John  T— £  1  c 

NEW  ORLEANS 
Addington  E  H— £ 
Andry  M  G — f 
Barry  E  T  Co— £ 
Bensel  Geo — i 
Bernard  M— f 


Black,  Rogers  &  Co.,  Limited 


p.  O.  Drawer  1440. 


NEW  ORLEANS.  LA. 


Mississippi GENERAL  AQEIMTS Louisiana 

Maryland  Casualty  Company 

Fidelity  and  Deposit  Company  of  Maryland 

General  Accident  Fire  and  Life  Auurance  Corp.  Ltd. 

Firs.  Marine,  Liability,  Steam  Boiler  and  Safety  Boa4t 


Bernstein  Arnold — ^I 
DeGraffenreid   W   H— £ 
Gregg  H  L— £  « 
Haas  Ike— 1 
Hill  &  Ruffin— 1 


Blasini  S*-f 
Bodenheimer   H   ft   Sou 

— £  c 
Bonnar  W  E — ^I 
Booth  A  B— f 
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¥.  uyho  nm,  Pm. 


UIl  M.  MOSS.  Yioe-Pm.  iETHUR  1 HDIT,  8m' j 

EsUblished  1871 


DVilB  KORT.  Hgr.  Owulty  Dq>L 


The  Hartwi^  Moss  Insurance  Agency,  Ltd. 

NEW  ORLEANS*  LA« 

Firt,  Marine  and  Casualty  Insurance— Fidelity  and  Surety  Bonds 

Representing  the  foUowinf  ConiMuiies 

North  Bridth  and  Mercantile  Ins.  Co.  of  England  Commercial  Union  Aaaurance  Co.  of  London 

Sun  Insuzmnce  Office  of  London  Providence  Washington  Insurance  Co.  of  Rhode  Island 

Palatine  Insurance  Co.  of  England  Alliance  Insurance  Co.  of  Philadelphia 

Hartford  Fire  Insurance  Co.  of  Hartford  Glens  Falls  of  N.  Y. 

Camden  Fire  Ins.  Asa'n  of  New  Jersey  Girard  F.  &  M.  of  Phila. 

Managers  Southern  Department  New  Amsterdam  Casualty  Company 
Correspoadence  Solicited  with  Agente  or  Brokerage  Firms  Controlling  Lonisiaiia  BoeineM 


Gso.  S.  KAUSLVa,  President 
C  S.  Matbsws,  'NHce-Prcsident 


W.  R.  P.  Bust,  Sec'y-Trcas. 

C.  CuKTXS  Macy.  Mgr.  Marine  Dept. 


GEO.   S.    KAUSLER,    Ltd. 

General    Insurance 


4M    HIBERNIA    BUILDING. 

Fire  Companies 

Phoenix  Insurance  Co.  of  Hartford 

JBtna  Insurance  Qo.  of  Hartford 

Scottish  Union  and  National  Ins.  Co.  of  Edinburgh 

German  Alliance  Insurance  Ass'n  of  New  York 

LiTerpool  and  London  and  Globe  of  New  York 

Bquitable  Pire  and  Marine.  Providence,  R.  I. 

PrankUn  Fire  Ins.  Co.  of  Philadelphia,  Pa. 

Liability  Companies 
Employers'  Liability  Assurance  Corp.  of  London 


REPRESENTING 


Bmp] 
U.  S. 


Fidelity  &  Guaranty  Co. 


NEW    ORLEANS,    LA. 

Marine  Companies 

United  States  "Lloyds"  of  New  York 
Indemnity  Mutual  Marine  Assur.  Co.,  Ltd.,  of  Londoa 
Royal  Exchange  Assurance  Corporation  of  London 
Tokio  Marine  Insurance  Co.  of  T<^o.  Japan 


General  Agents  for 

Louisiana,  Mississippi,  Tennessee,  the  Missisttppi 
River  and  all  its  tributaries, — ^River  and  Inland  Hall 
and  Cargo  business  a  specialty. 


ESTABLISHED  1883 


H.   BODENHEIMER   (SL    SONS 

GENERAL  INSURANCE SURETY  BONDS 


REPRESENTING 

Phoenix  Assurance  Co.  of  London. 

British  America  Assurance  Co. 

Security  Insurance  Co. 

Delaware  Underwriters  of  Philadelphia. 

Commercial  Union  Assurance  Co.  of  London. 

Globe  and  Rutgers  Fire  Ins.  Co. 

National  Fire  Insurance  of  Hartford. 


S04  Milftaa  St 

REPRESENTING 

London  and  Lancashire  Fire  Insurance  Co- 
London  Assurance  Corporation. 
Philadelphia  Underwriters. 
Pennsylvania  Fire  Insurance  Co. 
Franklin  Fire  Insurance  Co. 
Milwaukee  Mechanics  Insurance  Co. 
Globe  and  Rutgers  Fire  Insurance  Co. 
Firemen's  Insurance  Co.  of  Newark. 
Continental  Insurance  Co.  of  New  York. 


GENERAL  AGENTS  FOR  LOUISIANA 

Southwestern  Surety  Insurance  Company 

CORRESPONDENCE  SOLICITED. 


O.  M.  WISE.  President 


JOS.  S.  LOBB.  Sec'y  and  Trees 
CHARLES  M.  SAMUEL.  Assistant  Secretary 


THE  FERD.  MARKS  INSURANCE  AGENCY 

(Locxtsd) 

827  Gravier  Street,    New   Orleans,    La. 

Representing  the  Following  Companies 

Loadoa  &  Lancashire,  Norwich  Union,  Royal,  Yorkshire.  German-American  of  N.  Y..  Niagara,  Caledonian . 
New    Hampshire.  Northern,  Nord-Deutscae.  New  York  Plate   Glass,   Fidelity  and  Caenalty   Co..  Royal 


Indemnity  Co. 
P.  O.  BOX  251 


SPECIAL  FACILITIES  FOR  HANDLING  LARGE  LINES 

CORRESPONDENCE  SOUCITED  LONG  DISTANCE  PHONB.  MAIN  808 

HiEMBERS  OP  THE  N.  Y.  FIRE  INSURANCE  EXCHANGE 
MEMBERS  OF  THE  N.  O.  FIRE  INSURANCE  EXCHANGE 
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LeBLANC  &  RAILEY,  Ltd. 


814  Gravier  Street 


New  Orleans,  La. 


General  Agents 


Globe  &  Rutgers  of  New  York  (for  La.  and  Miee.) 
Firemen's  of  Newark  (for  Louisiana) 
Globe  Underwriters  Agency  (for  Louisiana) 
Ins.  Co.  of  State  of  Penn-  (for  Louisiana) 
American  Underwriters  Agency  (for  Louisiana) 
Williamsburgh  City  of  New  York  (for  New  Orleans) 
Alliance  Assurance  Co.»  Ltd.,  of  London  (Marine) 
Standard  Accident  of  Detroit  (for  Southern  La.) 


Bovard  W  /— f 

Borer   Louia    ' 

Boyle  Jul«8  J-    _ 

Brand  W  A— f 

Braun  Max  Co  Ltd— I 

Brown  W  H— 1 

Burke  McCloskey  &  Ru»- 

sell— f  c 
Calbonn  J  V  Jr— f 
Campbell  T  F— £ 
Carr  William  B— c 
Carrere  E   A— f 
Carrington   A — f 
Chrke  Frank  B— f 
Collins  Jos — ^I 
Colorab  K— f 
Corales  Tos  A — f 
Corey  Cfaus  S — 1 
Cougot  &  Toubert— f 
Craven  T  V— -f 

CRESCENT 

ADJUSTMIBNT  AXD 

IXSPECnOX  CO. 

Fire  Lois  Adjustments 
Anxwhere 

411  Hemieii  BIdf. 

New  Orleans 
Over  30  YMn*  Bxpcttooctt 

Crump  Bros— f  c 
Crump  R  G — 1 
Culbertaon  Chas  H— c 
Cunmungs  T  P — 1 
Cunningliani     Edw— c 
D'Aquin  &  Sarpy— f 
Dauer  Arthur   L— c 
Davenport  P   B— f 
Dell  Valentine— c 
Denis  A  H— f 
Dicki  A  H— f  c 
Dinkenspeil  Joa  &  Co— 1 
Dittman  Ins  Agcjr^-f 
Donaldson  A— T 
Dosvrell  J  Temple — f 
Drolla  FJ-^i 


Eiseman   __ 
Elder  H   C 


-1 


EMERY  &  NORTON 

GENERAL  AGENTS 

Mi  DMartiMit 
IdifULl  fin  IBS.  OOb  oTIbrtford 
Utkuam  ft  fnitn  las.  Co.  of 


S«Mnl  Rn  Annnauo  Oo.  of  Pmue 
UA  lUoBty  ft  Goonoi^  of  Baits. 

1 44  Carondeiet  St. 

Euttis  ft  Conway— f 
Fell  W  S— f 
Felder  Panl  S— f 
Fesserant  J  J — 1 

W  H— f 


Fit2  Patrick 
Flower  W 


P-f 


Foster  H  F—l 

Fouchcr  Chas  D — f 

Fry  F  G  H-f 

Gauche  J  A— f 

Garic  H  I^— 1 

Geaffrey  L  N— f 

Gelpi  L  J~f 

General  Undwrs  Agcy — 
f  c 

Gillette  D  G— 1 

Givens  J  P— f 

Godchaux  &  Mayer— f  c 

Goldsmith  J  M— 1 
Greene  J  W— 1 
Gurley  &  Parkins— f 
Hale-Michel    Ins    Agcy — 

Harrell  J  R-f 

Harper  W  Y— £ 

Harris  N  M— c 

Harris   W  A— 1 

Harris  W  R-f 

Hartson  M  J— f 

Harvey  Ins  Agcy  J  A 
— f 

Hay  ward  James  D  Jr — c 

Heffner  A— f 

Heislcr  P  R-f 

Henderson  T  M — f 

Hero  C  M-f 

Higinbotham  H  T— f 

Howard  P  £— c 

HuflTt  I^f  c 

IntersUte  Trust  &  Bank- 
ing Co — f 

Irwin  Leon  &  Co— f  c 

Isaac  Saml — e 

Janvier  &  Co  Ltd — f  c 

Kaufman  H  S  Ltd— f  c 

Kausler  G«o  S  Ltd— f 

Kceney  J  F— f 

Kitchen  J  D  &  Bro— f 

Koppel  &  Tansey— f 

Kostmayer  &  Nicoll— f  c 

Ladner  A  E— c 

Langbehn  &  Hcintz — f  c 

La  Sauer  J  H— 1 

LeBlanc  &  Railey— f  c 

Lcvert  Robt— f 

Levy  Frank  L^-1 

Levy  Gus  D — 1 


Lund  T  W-1 

McKnight  A  L— c 

Macmurdo  C  J — 1 

Maas  B — 1 

Maier  A  £— f 

Marks,    The     Ferd     Ins 
Agcy,  Ltd— f  c 

Masten  JrJ  G— 1 

Mausnefl  £  S— I 

Mehle  Allen— f 

Mendes  A  &  Co — c 

Metzgcr  W  A — 1 

Miester  Herman — f 

Miller  A  K  &  Co-f  c 

Miller  J— f 

Millsaps  W  E— 1 

Miltenberger    Earnest — f 

Mioton  A  J — f 

Monnot  C  L— f 

Monrose  L   &  Sons— f 

Moore  L  E  &  Co— c 

Morgan  W  J— c 

Morris  J  H—f 

Moss,  The  Hartwig   Ins 
Agcy  Ltd— f  c    . 

Murtaeh  W  H— 1 

New  Orleans  Under- 
writers Agency — flc 


Norvell   C  E—c 
Osborne  L  W  Co  Ltd— f 
Palfrey  W  I^f 
Patrick   &    Bakei^f   c 
Pagand  J  M— f 
Patterson  C  F— f  c 

Peter  F.  Pescnd 

Firs  Inturtncs 
Steam  Boiler  tnsurtnce 

Surety  Bonds 
Emplorert'  Liability  and 
Workman's  Aecidont  Ins. 

833-6  Gravier  Street 

Peterson  L  J — ^f 
Pitts  B   O-c 
Planchard  O — 1 
Prevost  James— f 
Ramsey  &  Danzigcr— fl 
Rennyson  Co — f 
Rightor    Henry— c 
Rose  Dan  A— f  c 


Edwin  Shelby  &  Compaoy,  Limitei 

Hibernia  Building  New  Orleans.  La. 

Flrt  Companies  Represent ed 

latiwul  UnisD  K«  Ins.  Oa:  8«irijy  lMiJ!2lJH*^„")*^!i!^ 
loiiksn  Ins.  Os.;  Kstisiul  Krs  Ins.  Co.;  0«a«sr«J»l  Upn  AssurwMS 
Co.;  OoBMfdia  Fue  Ins.  Oo.;  Prondsaos  Vukiiigtoa  Ins.  Oo. 

Casualty  and  Automobile  Companies 
Amsrissa  IndssmitT  Om  GslTSStoa;  iMKiasB  iitsmofaUs  Ins.  Co.,  SULoois 

Firs— Autsmsblls— J-laWllty— Coinpsnsatl< »— •-- 

Burglary — PIsts  Glass 


Walter  J.  Ferguson,  Pres. 
D.  R.  Buchanan,  Treas. 


William  J.  Hardin,  Vice-Pres 
John  P.  Casey,  Sec'y 


MARSHALL  J.  SMITH  &  CO.,  Ltd. 

Compaoies  Represented    „     .  _      _ 

iDaorance  Co.  of  North  America,  FircmansFundlns.  Co.. 
St.  Paul  Fire  and  Marine.  Boston  Insurance  Co.,  Frovidaice- 
WMwSgtoii  Insurance  Co..  Orient  Insurance  Comply,  W«t. 
em  AMunuice  Company,  Aetna  Insurance  Co. .  London  Guar- 
antee &  Accident  Co.  Sea  Ins.  Co.  of  England. 
809    BARONNI    STREET 


TKe  Uremool  t  Londni  t  GloM  ms.  6o.  Ltd 

SOUTHSKK  DBPT. 

Embracmg  the  States  of  Tens.  Louisiana,  Misrissipin.  Alabama. 
Georgia,  Florida,  Arkansss  and  Oklahoma. 

CLARENCE  F.  LOW.  Mgr. 

J.  G.  PEPPER,  Asst.  Mgr. 

R.  H.  COLCOCK,  Jr.,  Deputy  Asst.  Mgr. 


Ross  J  A— f  c 

Ross   Eustis  Co  Inc— fc 

Roth  Chas— f 

Boulter  G  D— f 

Rowland  &  McRedmond 

— f 
Roy  J  A-f 
Russ  T  W-f 
St  John  Ed— c 
Savage  Alex  M — e 
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LA. — New  Orleans.  Con 

Schuler  Louis — f 
Schwing  S  C — f 
Seymour  W  S — 1 
Shelby  Edwin  &  Co  Ltd 

— f  c 
Simmons  E  L— 1 
Sinclair      &      Macmurdo 

Ltd— £ 
Smithcr  J  W— 1 
Smith    Marshall  J  &  Co 

Ltd— f  c 
Sorta  W  C  Ins  Agcy — ^f 
Sporl  C  A— f 
Stroudback  &  Lattei^-f 
Stubbs  John  A— 1  « 
Suarze  J  C— f 
Swayze  C  C— 1  c 
Thomas  C  S-4  c 
Thom]>son  T  P — 1 
Tucker  J  W— f 
Ueber  W  C— 1 
Vallon  R— { 
Vreeland  A  C— c 
Waguespack   R  Ins  Agcy 

Walmsley  R  M— f 
Warncr_J  E  ft  Co— f 
Weber  F  S-f 
Weilbaecher  F  A— f 
Wellborn  Alf red— f  1  c 
Westfieldt  Bros— c 
Willcox,  Peck  &  Hughes 

Williams  WUtoo— 1 
Williard  C  H— f 
Winkler  J  H— c 
Wolfe  Chas  G  Ins  Agcy 

Wright  E  E— f 

OPELOUSAS 
Estorge  &  Dunbar— f  1  c 
Healey  J   J— I 
Lacombe  A  L— f  1  c 
Larcade  ft   Litton— f  1 
Sanders   J    M— 1 

PATTERSON 
deGraushe  &  Gonsoulii^— 

f  1  c 


Morey  B   T— f  I  c 
Pender  &  Marien — f 

PLAQUEMINE 

Dunlap  Grace  Ins  Agen- 
cy— f  1  c 
Grace    C   E— f 

POUCHATOULA 
Alford  &  Vineyard — £ 
Butler  T  J— £ 
Jackson   Wm — f 
Mitchell  H  P— c 
Pierson  R  A— f  1 
Vineyard   F  A — c 
Wills  E  R— £ 

RAYNE 
Chappinst  A  S 
Craig  J  L — £ 
Duelos  A  J— £  c 
Holt  Jr  R  C— £  1  c 

RAYVILLE 
Bindau  Ray  L — 1 
Dawns  Geo  R — 1 
Ellis  C  G— 1 
(iinlbeau  S  J— 1 
llember  W  F— £ 
Hodge  Tobin  R— £ 
Hulsc  F  G — 1  c 
Hutchinson  Wm  D — ^1 
Laslely    John   T— 1   c 
Lipscomb  E  B — £  1 
Smith  G  W  &  Co— £ 
Tatum  B  F  &  Co--£ 
Willis  John  W— 1 

ROBELINE 
Caldwell  J  H  Co— £  1 

RUSTON 
Duncan  &  Kidd — £  e 
Gahagan  L  C— f  c 
Pcarce  &  Jackson — £  1  c 

ST  FRANCISVILLE 
Forrester  W  T— £  1  C 
Leake  R  M— £  1  c 


ST    MARTINSVILLE 

Bienvenu  L  E — £ 
Bienvenu  P  A — £  1  c 
Delahoussaye  F   E — c 
Gauthier  A  C- £  e 
Ubbe  D  C— 1 

SHREVEPORT 

Angurs  W  C— £  1  c 
Be3  A  J— 1 
Bernstein   & 
Bodenheimer 

— £  Ic 
Bransford  J   G — c 
Brickmann    F   C — 1 
Chase  &  Kline— £  c 
Deaf  D  H— 1 
Drey£us  Ins  Agcy — ^£  c 
Emery  Bros-~£  c 
Fish  Miss  H  J— i 
Ford  y/m  M— f 
Heard  R  I^-l 
Hemdon  J  R — £  c 
Hird  J  P— 1 
Hodges  J  L— 1 
Holhngsworth  &  Co  The 

J  R— £  c 
Ingersoll  Wm  J— f 
Jeter  J  W  Jr  Ins  Agcy— 

£  c 
Kerley   Ins.  Agency — £ 
Latta  Mrs  J  G— 1 
McCoy  Carl  F— £  I  c 
McMahon  A   J — 1 
Marburg    Walter— f 
O'Neal  Hy  A— 1 
Penick,  Ford  Ins  Agency 

— £  c 
Querbes  &  Bourquin  Ins 

Agcy — £ 
Prescott  H  H— f  c 
Peter  Jr  J  W  Ins  Agcy— 

£  c 
Ratcliff  Bros— £ 
String£ellow  H  C— 1 
Van  Lear  Mat — f  1  c 
Wilder  A  Mc— i 
Winter  Wm— I 


Williams  W  H—l 
Wolff  L— I 

Woodley  John  &  Co-f 
Woods   W    F— 1 

SLIDDELL 

Ellis  W  L— £ 
Liddle  C  M— £  1  e 

THIBODAUX 

Coulon,  Brand  &  Cooloo 

— £  c 
Sharer  C  P — £  c 

VIDAUA 

Boatner  ft  M^er— f  c 
Qayton  T  E  Jr— I  I  c 
Conner  H  B — f  c 
Davidson  F  M  ft  Co— f 
De  Lap  ft  Roontree— f  e 
Moritz  ft  Co— £  c 
Moritz  Chas— £  c 
Roundtree  J  L — £ 
Smith  H  S— 1 

WASHINGTON 

Carriere  J  G — £ 
Cawford  Wm  M— 1  c 

WELSH 

Cakasien  Tr  ft  So  Baalt 

— £ 
Carr  C  E— £ 
Planche  Wade  E-^  1 

WEST  MONROE 

iones  J   Shaw — 1 
iorgan  Jos  F — ^1 

WHITE  CASTLE 
Brown  F  S— € 

WINNFIELD 

Anderson  B  L— £  1  c 
Buoe  Robt  W— 1 
Durham  Wm  M— £  1  c 
MuUane  Guy  H  Jr— f  1  c 


MAINE 


AUBURN 

Ballard  S  K— £ 
Bridgman  H  A — ^1  c 
Brigss   Edson   C— f   1 
Brooks  Edwin  L—c 
Cummings  Chas  S — £  1  c 
Currie  N    F— 1  c 
Harlow  ft  Thurston — £  1  c 
Harvey  ft  Gledhill— £  Ic 
Huskins  Geo  E— £  c 
Hutchinson  J  P  ft  Co— 

f  1  c 
Kniffht  John   S— £  I  c 
Lord  W  Freeman — ^l  c 
Ludden  F  E— f  c 
Miller  &  Owen— £  c 
Payson  C  B — £  1  c 
Watson  Murray  B— f  c 

AUGUSTA 

Beck  J  W— £  1  c 
Boothby  W  G— £  c 
Downing  C  S— f 
Downing  Charles  E — ^£lc 
La  Casse  Al£red— 1 
Macomber,  Farr  ft  Wbit- 

ton — £  1  c 
Merrill  Geo  W— £  1  c 
Newbert  E  E — £  1  c 
Rice  D  J— 1 
Tebbets  W  G— 1 


Townscnd  J   E- 
Turncr  E   S— 1 
Welsh  R  F— I 


-£  1 


BANGOR 

Baker  ft  Hodge— £  1  e 
Blake,  Barrows  ft  Brown 

— £  1  c 
Bovd  J  H— £  c 
Bright  Joseph  M — £  1  c 
Buzzell  A  S — ^1  c 
Byrnes  P  J— £  1  c 
Carter  E  F— f  1  c 
Curran  Wm — £ 
Dunton  C  R— 1 
Freeland-Mann  Co — ^£  c 
Gallagher  Hugh  T— £ 
HallEdwin  O— £  c 
Hawes  C  T— I 
Hawkms  Henry  W— c 
Higgins  Leon  F — 1  c 
Kirstein  Louis  ft  Sons^ 

£  1  c 
Lord  Henry  ft  Co— £  c 
McQure  J   W  ft   Son— 

£  1  c 
Palmer  W  W— £  1  c 
Pearl    ft    Dennett   Co— f 

Ic 
Reed  W  S— 1 
Rooney  Lawrence-^ 
Ryan  F  L-1 


Singleton  J  F  ft  Co — £ 
Stevens  B  W— 1 
Stewart  Charles  M — ^£  1  c 
Taylor  W  R  ft  Sons-^ 
Tyler  L  C  ft  Sons  Co— 

£  1  c 
Whitmore  A  J — £ 
Wilson  J  C— £  1 

BAR  HARBOR 

Austin  L  C — 1  c 
Burrill  Chas  C  ft   Son— 

£  1  c 
Carter  F  I^-£  1  c 
Cleaves  G  Prescott — c 
Cleaves  M  P— 1 
Conners   A   E^l 
Eddy  R  H—l 
Hadlev  F  I^-l 
Haraden  O  H—l 
Kingsley  S  L  ft  Co— f  c 
Lynam  F  C  ft  Co--{ 
Marcey's  C  E  &  Co— c 
Sargent  Fred  P— 1  c 
W  Jls  F  E— £ 

BATH 

Crosby  £  S  Co— £  I  c 
Drake  J  B  ft  Sons— f  e 
Footer  Jos  Cha»— £  c 
Hanson  H  W— 1 
Hinckley   F  J-£  c 


Hodgdon  H   G— f  I  c 
Humphreys    D  M  &  Co 

H^dc^E  W— £  c 
Ledyard   Owen   J— £ 
Morse  Bros — f  c 
Morse  Chas — £ 
Russell  W  S— £ 
Small  Frank  A— f  c 
Stevens  H  T— £  1  c 

BELFAST 

Doak   Carleton — c 
Field  ft  Quimby— f  c 
Gilchrist  E   B— 1 
Knowlton  M    R— 1 
Lord  Maurice  W— f  c 
Lord   Sam'l   H— c 
Pattee  Jas  ft   Son— £  c 
Rodgers  R  W— £  c 
Sargent  Chas  H— £  I  c 
Siddinger  T  S— c 
Wright  C  L— f 
Wyman  E  C— £  1  c 

BERWICK 

Goss  R  W~f  c 
Hurd  C  H—l 
Pratt  5  C — ^1  c 
Spencer  W  D— f  c 
ToUm  B  D— f  e 
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BIDDEFORD 

Bernard  S  J— I 
Cartier  J  Co— f  c 
ChcUis  A  H— c 
Cookson  H  L — 1 
Cote  Alphonse  &  Co — f 
Cttsteau  T  L— I 
Dohert^  D— I 
Goodwin  H  Co— f  c 
Gore  H  H--f  c 
Hutchinson  H  G— f  1  c 
KeighUy  J  W— 1 
Moore  D  T— f  1  c 
Plank  C  H— 1 
RandaU  T  W— f  c 
Renonf  &  Lachance— fc 
Ro7  N  T-1 
Suples  L  E—i  e 
Stone  L  W— c 
Stone  T— f 
Sullivan  J  B— 1 
Twomey  J  F— f  c 
Wakefield  B  E-4 
Watson  F  C — ^1 
Woodman  M— 1  c 

BOOTHBAY  HARBOR 

Clisby  C  E— c 
Eamefl  W  A— c 
Knight  J  Ed— f  1   c 
Maddocks   Sewel   T— f   c 
Mathews  B  C—  f 
Orne  Lotuj  A— c 
Ome  Thaddeus— 1 
Perkins  M  A— 1  c 

BREWER 

Burr  E  B— f 
Dunn  P  H— 1 
Floyd  H  N— « 
Gilbert  G  B— f 
Miller  E  D— I  c 
Nickerson   F   H-^  1  C 
Pendleton  A  F— f 
Sargent  W  J— f 

BRIDGTON 

Abbott  Grace  C— 1 
Bennett  Rosalie  L— 1 
Chadburne  J  A— 1 
Clark  A  P— ! 
Ubby  H  B  &  Son— {  1  c 
March  W   D— 1 

BRISTOL 

Coombs  J  F— ^ 
Errinc  E  T-— f 
Laughton  E  A— f 
Oram  R  H— 1 
Sproul  M  D— f 

BRUNSWICK 

Bowker  Geo  E— f  c 
Donnell   St   Randall— f 
Eaton  Ray  P— f 
Gandreau  Hector — c 
Gaudreau  T  B  A— 1 
HaU  Mclvm  C— f 
Michand  J  W— f  1 
Morrill    &    Leonard— f 
Philippes  Aaron — i 
Riley  T  H  &  J  W— f  c 
Thompson   H  F— f  c       I 

BUCKSPORT 

Gardner  E  B  &  Son— 

f  1  c 
Warren  Edward— f  1  c 

CALAIS 

Ashley  St  Clair— f  1  c 
Downcs  &  Curran — f  1  c 
Fowler  &  Gardner— f  1  c 
Hartford  H   E-1 
Lee  J  A  &  Son — f  1  c 
Lowell  &  Jewett— f  1 
Mnrchie    Howard   Co— f 

1  c 
Nelson  F  &  Son— f  1 
Paine  F  S-c 


CAMDEN 

Allen  Geo  "E—i  1  c 
Talbot  Geo  H— f  I  c 

CANTON 

Briffgs  John— £ 
Richardson  O  M— { 

CARIBOU 

Barrett  M  A — 1 
Bouchard  A  J — ^1 
Garden  A  A— f  1  c 
Hamilton  W  P— f 
Hill  j  E  Jr— c 
Lumbert  W  R— f  1  c 
Plourd  Remi— 1 
Roberts  E  F— 1 
RoberU  J  B— f 
Small  C  F— c 
Vivlittle  James— 1 

CHERRYFIELD 

Campbell  A  G — ^1 
Campbell  &  Havcock— f 
Freeman  G  G— i 
Grant   Fred— I 

DAMARISCOTTA 

Clarke  L  A  W— f  c 
Gay  Gilbert  E— f 
Nash  Ellis   M— 1 
Philbrook  E  E— f  c 
Winslow  H  E-f  1  c 

DEER  ISLE 

Mussells  A  W— 1 
Stimson  L  E — f 

DEXTER 

Gould  W  B— f 
Judkins  W  H— f  c 
Pierce  C  N— 1 
Shepherd  G  C —  f 
Spnngall  A  A — ^f  1  c 
Waldron  L  B— f 
Wyman  C  H— 1 

DIXFIELD 

Campbell  N  H— f  c 
Eustis  W  T— 1  c 
Harlow  John  S^f 
Maxwell  Jacob   S — f 
Torrey    E   L— f 
White  W  M— f 

DOVER 

Anderson  B  B— I  1  c 
Ball  F  W— c 
Bartlett  W   H— I  c 
Dinsmore  D  E — (  c 
Flynt  W  W— 1  c 
Hall  Robt  E— c 
Holden  H  C— f  c 
Howard  G  E  &  Co— flc 
Mitchell   G   W— f 
Mitchell  S  G— f 
Munse  S  A — I 
Rideout  W  J— 1  c 

EASTPORT 

Beal  W  C— f  1  c 
Bradish   Scott  P  Agency 

Hmne  C  W-f  1  c 
Shea  Wilbor  A—f  c 
Swett  Jefferson  M— f  c 
Waide  E  S— I 

ELLSWORTH 

Burrill  C  C  &  Son— flc 
Cunningham  J  A — 1  c 
Haines  R  C— f  1  c 
Heath  Frank  L— 1 
Holmes  M  E— f  1  c 
Sowle  B  T— 1  c 
Mason  C  W  &  F  L-flc 
Tapley  O  W— f  I  c 
Walsh   E  J— f 
Whiting  W  E-f 


FAIRFIELD 

Crummett  C  H— f  c 
Danforth  Chas  E— 1  c 
Dinsmore  W  E — 1  c 
Jackson  N  D— 1  c 
McFadden  &  Co— f  c 

FARMINGTON 

Austin  S  O — ^f 
Currier  Geo  M— £  1  c 
Mills  S— f 
Voter  &  Knowlton — f  1  c 

FORT  FAIRFIELD 

Klipple  G  H— 1 
Lowery  F  J-^ 
Perry  H  O  &  Son— f  1  c 
Richards   H    G— 1 
Richardson  Geo  W— 1 
Spear  W  T— 1 
Trafton  H  W-1 

FORT   KENT 

Bradbury  George  R — ^I 
Hetherington  T  H— 1 
Thipideau    Paul— f 

FREEPORT 

Pinkham  E  E^f  1  c 
Soule  W  H— f 
StuUey  W  F-f 

FREYEBURG 

Merril  &  Dresser— f 
Tarbox  W  R-f  1  c 

GARDINER 

Bailey  Augustus— {  c 
Chase  A  G—i  1  c 
Danforth  F  A^ 
Glass  F  M— f 
Grant  V  G— f  1 
Jordan  Aug  H — f  1  c 
Littlefield  F  B— I 
Maxcy   Josiah    Sons — ^f  Ic 
Morrell  H  K  &  Son— £ 

GORHAM 

Carll  C  E-f  1  c 
Carll  E  C— £  1  c 

GUILFORD 
Straw  &  Martin— f  1  c 

HALLO  WELL 

Beane  &  Beane— f  c 
Howard   Charles   H— flc 
Merchant  L  D— f  1  c 
Otis  S  G— f 
Spaulding  W   D— f 

HAMPDEN 

Bartlett  H  E— f 
Deane  H  W-f 
Emerson  W  W-! 
Leary  John — f 
Miller  J  L— f 
Nason  Chas  A — f 
Packard  E  R— f 
Robinson  H  A — ^f 
Smith  Arthur  C— f 
Smith   A   R— f 
Ward  Sylvanus — £ 

HOULTON 

Anderson   Fred  E — ^1 
Donnell  &  Peabody— f  1  c 
Gentle   Geo   S    Co   Inc — 

f  1  c 
Harvey  J  R — c 
Holyokc  Geo  T— 1 

JAY 

Allen  H  H-f 
Bartlett  C  G— f 
Kyes  L  G-f 


JONESPORT 

Hinckley  C  S— f  1  c 
Look  O  W— f 
Mansfield  G  F— £ 
Mansfield  H  A~l 
Norton  U  C — ^l 
Peterson   M  L— ^I 

KENNEBUNK 
Brown   C  H— f 
Cole  C  H  &  Son— f  c 
Dane  W  Er-c 
Fairfield  £  A— 1  c 
Richardson  A  A — c 

KENNEBUNKPORT 

Cousens  £  &  Sons — f 
Huff  Chas  O— f 
Perkins  Harry  F— f  1 

KITTERY 

Boulter  G  D— f 
Cole  A  B—f 
Dubaar  C   D — f 
Emery  N  E — £ 
Keen  Mrs  Edna — f 
Mitchell  Horace— f 
Shaw  J  H— £ 
Stacy  F  M— f 
Swett  H—f 
Wilson  Geo  O— f  c 
Wilson  T  E— £ 

LEWISTON 
Benson  Willard— 1 
Benson  &  White— f  1  c 
Boothby  R  P— 1 
Brooks  F  W— 1 
Callahan  T  F— £ 
Campbell  T  Z— £ 
Corngan  &  Callahan — fc 
Cronin  Patk  J— f  c 
Cummings  S  A—f 
Durgin  L  S— f  c 
Durocher  Hector— £  1 
Emerson  G  A—f  1  c 
Fuller  Bennett  B—f 
Gastonguay  A  T— f  c 
GledhilT  Thomas-1 
Googin  &  Marble— f 
Hagerty  M  J— f 
Huskins  Geo  H — ^f  c 
Lachance  Louis — ^1 
Langley  E  P— I 
Moran  P  P— 1 
Sacre  Emile— I 
Talbot  A  L-1 
Twitchell  Merle  A— 1 
Upham  H  K— 1 
West  J  W  &  Son— £ 

LISBOl^ 

Coolidge  H  E— £ 
Jack   Louis   A—f  1   c 
Springer  R  F— f 

LUBEC 

Coggins  S  H— 1  c 
Gray  H  J-f 
Reynolds  B   B—f 
Reynolds  Millard  1  c 

MACHIAS 

Crane  F  T— f  1  c 
Curtis  D  A—f  1  c 
Hutchinson  C  M— c 
Longfellow  P  H— £ 
McF^ul  A  D— c 
Talbot  E  £— c 

MADISON 

Gibbs  Bernard — £ 
Remick  E  Samuel — £  I  c 

MECHANIC  FALLS 

Bucknam  J  A  &  Co— I 
Golderman  F  A—f 
Woodsam  A  A—f 
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MILLINOCKETT 

Lewis  E  S — c 
M  order  William  P— 1 
Morgan  S  J— 1 
Rush  Bro— f  1 
Speed  &  Morse—f  1 
Stearns  Geo  W — f  1  c 
Stearns  Geo  W— f  1  c 
Tibbetts  Howard   S— c 

NEW  CASTLE 
Higgins  P  Jj-l  c 
Leighton  E  C— f 

NORTH  BERWICK 

Allen  F— 1 
Austin  N  S— f 

NORWAY 

Decostcr  F  E— 1 
Goodwin  Stuart  W— I  1  c 
Howe  G  R— 1 
Pike  Denni*— f 

OLD  TOWN 

Ambrose  J  H— f  1  c 
Averill  A  G— f 
Hickey  J  H— f  1  c 
Knowfton  F  W— f 
Miller  D-l 
Shaw  F  K— 1  c 
Waterhouse  W  H— £  1  c 

ORONO 

Reed  Edwin  A— 1  c 
Webster  Tames  H— 1  c 
White  Percia  V-f 

PHILIPS 

Beedy  H  F  &  Co-f 
Field  Daniel  F— 1 
Field  H  H-1 
Lakin   G  L— 1 
Morrison   J   Blaine— f   1 
Morton  Fred— £ 
Ross  D  R— f  1 
Timberlake  &  Noble-f 

PITTSFIELD 

Anderson  F  A— £ 
Drake  O  H— £ 
Marsh  Miss  Lena-^  1 
Mathews  B  S— f  1 
Park  Bros  Co— £  1  c 
Taylor  W  A-4 

PORTLAND 

Anderson  Adams  &  Co— 

£  c 
Anderson  £  S— £ 
Barker  Ben— £ 
Barney  G  M— 1  c 
Bibber  Edw  F— 1  c 
Bradley   Chas  A— 1 
Bragg  Allah  C-1 
Brigga  Geo  H— I 
Brooks  Ralph  D— 1 
Brunell  F— 1 
Bryant  J  B— 1 
Burke  John   O— 1 
Burke  John  S — c 
Bums  F  R-1 
Carrouthers  W   D— 1  c 
Cassegrain  Marie  J— 1 
Cheney  Charles  Ei— 1  e 
Cook  A  S-1 
Cronkhite  A  L— I  c 
Davis  H  A— 1 
Deane  Frank  N— 1  c 
Decker  E  E— 1 
Dewey  George  P— 1 
Dow  &  Pinknam— £  c 
Dunlap  C  Archer— 1  c 
Ellis  Geo  S— 1 
Ely  Chas  Er-1 
Flaherty  Thos  H— £  c 
Foss  Walter  T  &  Co-£ 

1  c 
Foye  R  F— 1 


Gaudeau  H  J— 1 
Gooding  J  M — 1 
Grant  Freeman    M— 1 
Hall  Albert  B— £  c 
Hapgood  L  N — 1 
Hardy  Philip-1 
Harmon  H   A— f  c 
Hay  Geo  G  &  Co— £  1  c 
Hayes  Isaac  A— 1 
Hazelton  F  H— 1 
Hazclton  P  T— 1 
Howison   L  Lr— c 

ewell  M  A— 1 

ohnson   S  W— 1  c 

rones  E  C  &  Co— £  c 

rordan  C  E— £  1  c 

ordan  Chester  L  &  Co 

— £  1  c 
Jordan  Fred  N— 1  c 
Kalor  E  W— 1 
Kenerson   Aaron   H — c 
Lacroix  C  A— 1 
Lang  H  D— 1 
Leard   Robert  S— 1 
Leyden  M  J  &  Co— £ 
Libby  A  E-1  c 
Little  Thos  J— f 
Loring,    Prentiss   Son   & 

Co— £  c 
Loring  &  Bishop— f  c 
McAlpine  S  H— 1 
McDonald  Thos  E— 1 
March  B  G  &  C  M— I 
Maxwell  J  W— 1 
Merrill  Wm  1^1  c 
Mills  Fred  I— 1  c 
Moore  Walter  De  C— 1 
Mbrin  Henry  E — ^I 
Morse  C  0—1 
Morse,  Payson  &  Noyes 

Nwle^^M  H— I 

Norton,  Hall  &  Webster 

— £  c 
Norton  Ralph  S — £ 
Page  C  S— 1 
Page  P  J-1 
Parkhurst  A  D— 1 
Peterson  W  O— 1  c 
Plummer  C  A— f  c 
Plummer  F  H  &  C  C— 

£  c 
Robinson  C  A— 1 
Sawyer  Ira  S — 1 
Sayward  Chas  E— 1 
Shaw  L  C — 1 
Shoemaker  C  B— 1 
Smith  Geo  E— 1 
Smith   O  Waldron— 1 
Smith  Harry  I^£  1  c 
Smith  W  L  &  Co— £  1  c 
Spofford  T  G— 1 
Stevena  E  J— 1 
Steven «  J  Putnam— 1 
Stiles  M  P-1  c 
Stiles   William   C-1   c 
Sturgis  Geo  W— 1 
Sullivan  E  J— £ 
Tenny  Cha»— 1   c 
Thomas  Dean  S— 1 
Tilton  J  F— 1 
Tolman  C  E  &  Co— f 
Tolman   M   E— 1 
Townsend  L  M— 1  c 
Turner  Barker  &  Co— £  c 
Turner  E  M— 1 
Turner  P^ilio  F— £ 
Wallace  W   P-c 
Warren  Carroll  M— 1  c 
Wart  W  H— f 
Weeks  C  E— 1  c 
Whitmore  W   E— 1 
Willey,  Ward  &  Haradcn 

—1  c 
Winslow  Harv^v   P— 1   c 
Worthinflrton   E  C— c 

RANGELEY 
Furbish  &  Herrick- £  1  c 

RICHMOND 
Hall  Wm  T— £  c 
Lovell  G  C-1 


Newell  C  D— £ 
Randlctte  J  W— f 
Reed  H  C-c 
Southard  T  J— c  £ 

ROCKLAND 

Berry  E  W— f  1  c 
Bird  Maynard  S  &  Co— 

f   1  c 
Butler  E  A— c 
Cobb  Francis  &  Co — c 
Cochran    Baker    &    Cross 

— f  1  c 
Cooper  John  F — 1  c 
Gurdy  H  O— f  I  c 
Hix  H   F— £ 
Meservey  Mrs  B  E — £ 
Moran  E  C  &  Co— f  I  c 
Orne  Arthur   L — £  1  c 
Roberts  Geo  &  Co — c 
Shaw   F  M— f 
Webster  RA— c 

ROCKPORT 

Gardner  C  S— c 
Whitticr  C  H-c 
Whittier  Ralph— c 
VVithee  H  I^f 
Webster  R  A — c 

RUMFORD 

Davis  Fred  W— 1 
Deachenes  Jos  A — 1 
Hanson  H  W— 1 
Hicks  W  G— 1 
Holt  H  L-c 
Inglis  Chas  R— c 
Tones  A  E— c 
Love  joy  E  L— 1  c 
Mclnnis   Harold — f 
Martin  John  B — 1 
Oxford  ins  Agency — f  c 
Rumford  Falls  Ins  Agcy 

— f  1  c 
Warhurst  Florence  E — 1  c 

SACO 

Carter  Geo  A  &  Co— £ 

1  c 
Emerson  John  T— c 
Emery  Geo  W — 1 
Foley  D  J— 1 
Grant  Geo  E— £ 
Hatch  Chas  Jr— £ 
Mclntyre   &   Ricket^£lc 
Milliken  Geo  W— £ 
Moses  Mrs  L — 1 
Nutter  F  W— £  c 
Preble  Edward  I^-£ 
Whitten  H  A— 1  c 

ST  GEORGE 

Allen  W  L— £ 
Caddy  W  J— £ 
Huooer  Joel  H— £ 
Robinson  W  L— £ 
Trussell  Franklin — f 

SANFORD 

Batchelder  Bros— £  1  c 
Chase  Geo  P— £  c 
Cunningham  John  A— 1 
Hutchins  Will—l 
Porell  Peter  F— 1 
Reynolds  W  E— c 
Sanford   Ins  Agcy— £  1  c 

SKOWHEGAN 

Bailey  Willis-1  c 
Chabot  Joseph— 1 
Cleveland  Alton  H— £  I  c 
Dinamore   &   Bickford— £ 
Folsomjones  Chaa— £  I  c 
Griffin  f  C-£  1  c 
McQuade  John  F— 1 
Pennell  F  P-£  1  c 
Stinchfield  Chas— £  I  c 
Wentworth  Herbert— £lc 
Williams  Fred  A— £  1  c 


SOUTH  BERWICK 

Davis  R  M— f  c 
Harrity  M  B-f  c 
Hersom  F  M— f 
Hobbs  C  C-f 
Hobbs  James  W-f 
Knox  £  Lr-c 
Mathes  Ben  A— c 
Ouillette  E— f 
Ricker  Mrs  Maria— f  1 
Vamey  C  Dean— 1 
Webster  Geo  A— < 

SOUTH  PARIS 

Ripley  Pcrley—  f 
Tolman  C  E  &  Co-f  1  c 
Wheeler  W  J&Co-f  Ic 

SOUTH   PORTLAND 

Hackett  E  C— C 
Higgins  R  S— c 
Johnson  John  H— f 
Miles  Dana  H— c 
Plaisted    L  C— c 
Speare  Wm  F— f  c 
Thomas  W  G-1 

SPRINGVALE 

Low  Frank— 1   c 
Sanborn  W  E-£ 

STONINGTON 
Torrey  F  A— £ 

THOMASTON 

Carleton  E  D— £ 
Can-  T  A  &  Co— £ 
Dunn  &  Elliot  Co— c 
Ltnscott  A  N— c 
Moore  G  A— ^ 
Pease  Harvcv   R— f  1  c 
Steams  E  S-^1  c 
Strout  Walter  J— £  c 
Washburn  Bros    c 

TOPSHAM 

Chapin   John— c 
Michaud  T  W-£ 
Rogers  W  S— £  c 

UNION 

Bowes  H  B— £ 
Butler  O  N— £ 
Haskell  W  E-£ 

VASSALBORO 

Ayer  H  D  B— f 
Barrows  E   C — £ 
Bradley  W  S-f 

VINALHAVEN 

Arey  H  T— c 
Burgess  Zenas — f 
Gliddcn  D  H— f  c 
Libby   Thos    E— c 
Sanborn   H   L — ^1   c 

VINALHAVEN 

Arey  H  T—  f 
Burgess  Zenas — f 
Glidden  D  H— f  c 
Libby  Thos  E— € 
Sanborn  H  L— 1 
Smith  Adelbert— 1   c 

WALDOBOROUGH 

Benner  W  E— f  c 
Farrington  E — £  c 
Howard   Ins   Agency— »« 
Richards  Wm  A— £  1  c 
Rowe  Chas— 1  c 

WATERVILLE 

Abbott  W  H  K-£ 
Allen  Chas  A— 1 
Bartlett  M— f 
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Boothby  L  T  Son  Co— 

Clai?  F  W-l 

Crosby  Howard  B  &  Co 

-f  1  c 
Drammond  A  M  &  Co— 

f  1  c 
Friel  J  B  4  Co— f  1  c 
Mathews  Chas  K  &  Co— 

f  c 
Morse  Mrs  Nellie— f  I  c 
Robinson  Increase— 1  c 

WELLS 

Brewster  Fred  R— f 
Littlefield  G  H— 1 
Storer  W  J— f 


WESTBROOK 
Boothby  W  B— c 
Burns  T  S— I  c 
Burrell  N  1^1 
Durand  W  H-f 
Frank  C  W-l 
Pride  &  Carll— £  1  c 
Shaw  A  W— f 
Stanford   P— 1  c 
Tolman  T  H— f 
Wilkins  H  T-c 
Wilson  A  G— f 
Winship  John  O  &  Co — 
f  1  c 

WILTON 
Brown  R  E— 1 
Hinkley  A  F— £  1  c 


Morrison  E  H — ^f  c 

WINSLOW 

Fuller  Albert-£ 
Higgins  C  A— 1 

WINTERPORT 

Lord  W  H— 1  c 
Treat    Joshua    Jr — £ 

WINTHROP 

Bishop  R  B— 1  c 
Fairbanks   F  B— 1 
Foster  H  E— £  c 
Maxwell   Alfred — c 
Norcross  M  F— f 
Woodward  H— f 


WISCASSET 

Patterson  Wm   D — £ 
Sewall  F  W— 1 
Taylor  R  H  T— f 

YARMOUTH 

Brown   Walter — ^1  c 
Dennison  W  H— f 
Gooding  H  G— f 
Humphrey  A  H— 1  c 
Proctor  E  Er-f 
Seabury   J    A — f 
Thomas  Deane  S — ^1 

YORK 

Braydon  A  M— f  I  c 
Grant  L  S— £ 


MARYLAND 


W.  T.  SHACKELFORD 


J.  G.  PRICE,  Jr. 


W.T.  SHACKELFORD  &  CO. 

General  Insurance  Agents  and  Brokers 

Chamber  of  Commerce  BIdg.,  BALTIMORE,  MD. 


Franklin  of  Philadelphia 
Springfield  P.  &  M.  of  Mass. 
Insurance  Co.  of  State  of  Penna. 
Millers  National  of  Chicago 


Royal  Exchange  of  England 

German- American,  New  York 

Stuyvesant,  New  York 

Mtna,  Ufe  Ins.  Co.,  (Casualty  Department) 


Phoenix,  Eng. 


ANNAPOLIS 

Brady  A  Theo— f 
Brewer  Julian — f  c 
Busch    Carsoft— f 
aasidy  £  R— 1  c 
Dande  Gordon — ^1 
Qaude  W  H— f 
Elliott  R  G— f  c 
Gott  W  G— £ 
Gould   C  W— f 
Haugh  G  S—\ 
IglcSart  E  W— f 
Toyce  Asa   A— < 
Lee  C  F— f 
Melytn  R  P  6 
Mom   W    N— f 
Randall  D  R— 1 
Sterena  L  S — 1 
Stockett  F  H  Jr— f 
Storton  A  J— 1 
Thompson  J  Gny — f 
Wathei  F  E— 1 
Wheatley  A  B— 1  c 
Wfaeatley   J    C  *    Son— 

f  1  c 
Wiegard-Bi  rnar  d — f 
Winchester  Paul— 1 
Zimmerman  Chas  A— f 

BALTIMORE 

Addison   F  B— 1 
Affclder  Max  &  Son — f 
Albert   Frank — c 
Allen  F  G—l 
American  Agcy  Co— f 
Bailey  ft   Hoening — f 
Baldwin  &  Frick— f  c 
Bahike  G«o— 1 
Barry  J  Ramsay  &  Co — f 
Bashaw  G  K— i 
Baahore    Geo   K— 1 
Belt  Harry  I>—1 
Benson  &  Carr— c 
Bevans    Franks— c 


MARINB  COMPANI^ 

Indemnity  Mutual  Marine 


Tokio  Marine 


Biggs  F  S— 1 
Bird   Aubrey — 1 
Birckhead  ft  Son — f  c 
Blackford  Wm   S— 1 
Blackwell  C  G—l 
Riake  Jas  M— 1 
Block  A  C— c 
Bond  M  Nelson^l 
Bowes  Joseph — 1 
Brenan  M  r — 1 
Brilbcck  F  J— 1 
Brooks  T  W  &  Co— f  c 
Brown  J    B— 1 
Burch  &  Hoflf — i 
Caldman  H— 1 
Campbell  J  P— c 
Carmody   J    J — c 
Cathcart  A  K  &  Co— £ 
Cekregloe  C  £—1 
Clark  t  J— 1 


Diehl  Chas  F— 1 

Dolph  John— 1 

Dorscy  J  M  &  Co — £  c 

Uownes  &  Miller— 1 

Duff  C  Shriren— 1 

Duvall  Walter— c 

Duval  E  B  &  Co— f  1  c 

Elliott   E   R  &   Co— f  c 

ErlangerMax  R— 1 

Faithful  C  W— c 

Firor  G  J — c 

Fisher    Wm — 1 

Foy  J  F— c 

Prank  Henry  L  &  Co— 

f  c 
Freedman  Harry — 1 
Freeman  M  B— 1 
Fullerton  T  H— 1 
Gantz  C   R— 1 
Gardner  B — c 


J.  LINDSAY  CLARK  &  CO. 

REPRESENTING 
Caledonian    American,     United    Firemen's,    Pa. 
Commercial   Union  of  N.  Y.,     Qlens    Palls   ins. 
Co.  (Automobile) 

GENERAL  AGENTS 
Metropolitan  Casualty  Co.  N.  Y.,  Hartford  Acci- 
dent &  Indemnity  Co. 

State  Bank  of  Maryland  Bldg.,  Baltimore,  Md. 


Cloud  Dani  Jr— 1 
Cohen  M  D— 1 
Cunningham  Coale  &  Co 

f  c 
Dannar  W  D— 1 
Darby  R   U— 1 
Davies  John  F — ^1 
Delmar  Chas  F— 1 
Dennis  &  Dennis — c 


Gardner  Harry  S — 1  c 
Garland  Walter — f 
Gibson  D  C— c 
Gildea  J  H  Jr— f  c 
Gillespie  W  S— 1 
Godwin  J  E— c 
Goetsch>«rs  Wm  B — 1 
Goldman  Harry — ^1 


German  Fire 
Insurance  Co. 

of  Baltinnore 

Loeal  Deparlmeat 

Holllday  and  BaW  more  Sts . 
loiin  P.  Uuber,  Pres. 

Goldsboro,   Burbank   & 

Blumner — ^1 
Goldsmith  ft  Dell— 1  c 
Goldthwait  W  A— 1 
Goodrich  M   H— 1 
Goodrich  A  E — 1 
Gore  &  Tongue — c 
Gorman  &  Keech — f 
Gough  Bernard  B — 1 
Greene   ft   Abrahams    Co 

— f  c 
Green    Thos    M— 1 
Grimes   W   P— 1 
Gustin    Geo    A — 1 
Gwinn  Richard — 1 
Hall   ft   Harrison— c 
Hamilton  Danl  H   Jn— 1 
Hammond  Thos  T — f  c 
Hancock  A  G — f 
Hankins   T   Blair— 1 
Hanson  John  W — ^I 
Harrison    E  A — 1 
Hazel  C   C— 1 
Heisae  £  W— 1 
Helfrich  Bruce  H— 1 
Heraberg  Sol — ^1 
Hewes  M  Warner  &  Sons 

f  c 
Hickman  Geo  S — c 
Hogan  R  G—l 
Home  Ins  A^ency^— f 
Hopkins.      Kimberly      & 

Gwinn— 1 


INSURANCE    AGENTS-MARYLAND. 


CHAS.  I 
ISTS 


Maury  &  Donoelly-Willianis  &  Thompson  Co. 

General  Insurance  Agents  and  Brokers 


COMPANIES  REPRESENTED 

DTidcDcc  WMhlnitOD  luunnce  Co..  of  ProW- 


5uD  iMurwet  Office  of 

t,otujoo 

KortbetD  A 

luruKC  Co 

Ltd.,  of  LoodoD 

°-cai 

Union    A 

uuranu    Co..    Ltd.. 

Watera  A» 

iT^ice  Co. 

of  Totoato.  Canada 

HKtfordF) 

Co.  of  Hartford.  Con 

Reliaoce  lu 

of  PhUadelphia.  Pa. 

>u»a«  C 

.  of  Eoilind 

Muyliiiid  C 

uniilty  Co. 

of  Baltimore 

.Stnalnu.* 

M»iin( 

occ  Co.  of  HarUord.  Conn.  (lalan 
Bran.*) 

St.  Paul  P.  ud  M.  Innu 
Br>Dch) 

tBoe  Co.  (Inlaod  Mario 

C.  A  P.  St 

G>mmerce  at 

Paul  1119-1130^131 

Maury  &  Donnelly  Office  Building 
Vater  Streets 

BALTIMORE,  MD. 


HARRV  L  RIALl.  PrMidMl  SAMUEL  T.  SCALE.  Sasntiiy  HOWARD  W.  JACKSON.  Vlii»4>r«.  4  TnM 

THE  RIALL  JACKSON  COMPANY 

lasrsTJU-A-isrcsEi 

REPRE^NTINC 

Fldalitr-Phanlz  Fl»  luuniiea  Campuir  <•'  Naw  York 

Commtictut  Fin  Inauranc*  Cempanr  of  Hartford,  Conn. 
Lonfton  AaauranE*  Corporation.  Eriffiand 

Pltt*bur«h  Undarvritan.  Pa< 

CItr  of  N.»  York  loauruiea  Cempanr  of  Nav  Yeik 
London  A  Lane.  Cuar.  *  Aac.  Campany  of  Canada,  CWallace  MacWiUlamg,  Manafer) 

FIRE.    AUTOMOBIL-E     AND    CASUALTY     INSURANCE 

Chamber  Of  Commeroe  Building  BALTIMORE,  MD. 

OEOnOE  J.  TURNER  W.   D.   NELSON  THOMAS 

TURNER  &  THOMAS 

Insurance  Agents  etnd  Brokers 

CHAMBER    OF    COMMERCE    BUILDING 

BALTIMORE,  MD. 

GENERAL  AGENTS  FOR  MARYLAND 

HHom  Fir*  Int.  C«.  ot  Ntw  York  NoHk  Rivor  Int.  Ca.  M  H*m  Ywt 

Niagara  FIra  Int.  Co.  of  N.  Y.  fiorman  Undorwrltar*  ol  MDwaakM,  Wla. 

■tlwanho*  Ifacliank:!  In*.  Co.  of  Mllwaukoa,  Wl*.  Alllanc*  Ini.  Co.  ol  Phlla.  (Automehll*  D«rL) 

MEIIBSRS  OF  BALTIMOIIt  AND  NEW  YORK  IRIURANCE  EXCHARQEB 

FadUUea  for  Handllns:  All  Kind*  of  Inaurance 

CORRESPONDENCE  SOLICITED 
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E.  B.  DUVAL.  PKsdent  CARROLL  J.  ERNSTBERGER,  Sec'y  &  Ttaw. 

fpaelil  AttaatUm  Qtnai  to  FUeliic  Larce  lines  ComcpondAnM  BoUdted 

K.  B.  DUVAL  &>  CO.,  Inc. 

ESTABLISHED  1M5 


Abell  Building,  South  and  Baltimore  Streets,  Baltimore,  Md. 

TELEPHONE  CONNECTION 

Fire,  Marine,  life  and  Accident 

CSTABl^ISH  ED     1867 

M.  WOLF  &  SON 

(Harry  M.  Wolff) 

INSURANCE    AGENTS    AND    BROKERS 

RIPRKSKNTIIIQ 

Westchester  Fire  Insurance  Co.  of  N.  Y. 

30  Commeroe  81..  BALTIMORE,  MD. 

Exooptional  Faollities  ffor  Handling  Largo  and  Small  Lines 

M^mlMrs  of  Btltlmoro  Botrd  of  Underwriters  end  New  York  Fire  Insurance  Exchange 

Long  Distaneo  Pheno  8t.  Paul  6647  Corrtspondeno*  6«ilollod 

H.  T.  POOR  W.    W.    ALEXANDER 

Harry  T.  Poor  &  Co. 

KEYSER  BLDG.,  BALTIMORE,  MD. 


OENEBAL  AGENTSi    Fmnoi**  bk  Co.  of  New  Jeney.      Petanburg  Stvingi  &  lai.  Co.  cf  Vii8iDia~-For  Marylnd 
New  a»iwick  Fn  bs.  Co.  ol  Nmt  J<  •       -••  •— 

LOCAL  AGENTSi    B 


LOCAL  AGENTSi    FnaMo't  lot.  Co.  of  New  Jcney.     Newark  Fin  In*.  Co.  of  New  Jcney.      Petenbore  Savings  & 
Im.  Cd.  of  Vitgbk.    New  BniMwick  Fire  Int.  Co.  of  New  Jeney.    New  JcneyFidefily  &  PUleGUiiliu.  Co.of  New  Jeney 

LONG  DISTANCE  TELEPHONE.  ST.  PAUL  3437  eBil  3436 

184f  OVER    HALF    A    CENTURY     OLD  I9IS 

JAMES  A.  RICHARDSON  W  **•***»        CLINTON  O.  RICHARDSON 

EMiib.  1849  THE  OLDEST  INSURANCE  AGENCY  OFFICE  IN  MARYLAND  EsUb.  1849 


E.  J.  RICH/kRDSOISJ    &    SONS 

INSURANCE  AGENTS  AND  BROKERS 

RICHARDSON  BUILDING,     ....     13  and  15  NORTH  STREET 

COMPANIES  REPRESEyrED 

VhamiK  Immtmet  Co.  off  Hartford.  Conn.  Fin  AtMMdatloa  of  Ptaliodilpliio 

Pmaoyhraaio  Flra  lotonuica  Co.  of  Phibi.  St.  Pool  F.  A  M.  lawmmo  C«.  off  Mian. 

Norttaom  limnmce  Co.  of  N.  Y.  Paiatiao,  London,  England»  U.  S.  Branch 

Memben  of  the  New  York  Fire  Insurance  Exchange,  Philadelphia  Tari£F  Association,  Chicago  Underwriters'  Association 

and  Association  of  Fire  Underwriters  of  Baltimore 
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BALDWIN   &   FRICK 

Keyser  Building,  Baltimore,  Md. 


INSURANCE   AGENTS  AND  BROKERS 


Members  of  Baltimore,  New  York  and  Philadelphia  Insurance  Exchanges 
Exceptional  facilities  for  handling  Large  and  Small  Lines. 

Correspondence  Solicited. 


MD. — Baltimore,  Con. 

Hopper,  Polk  &  Purnell 

— f 
Horigan  F  C— f 
Howard    J    C— 1 
Hunt  Geo— 1  c 
I^lebart  Dr  Jos  D— 1 
I  jams  Geo  £ — c 
Inslcjr  John  W  P  &  Co 

Insurance   Agency — f 
Ireland  J  H— 1 
Juvenal  &  Atkinson — ^f  c 
Kaplan  J  J—l 
Kat^nberger     J     H     & 

Son — £  r  c 
Keith  Jas  E— 1 
Kemp  J  H  C  Jr— 1 
Kenny  V  W— 1 
Kimberly  Geo  M — 1 
Kirby  B  S— 1 
Klinefelter    Harry    F    ft 

Co— f  c 
Kolb   Geo   R— 1 
Kraft  Chas  &  Co— f 
Kregloe  C  E— 1 
Kremer  C  F— 1 
Kudcr  M  A— 1 
Kuhns   Chas   F— 1 

John  P.  Lanber 

Insurance  Agent 
and  Broker 

H«lllday&  Baltimore  Sts. 

Csrrsspondenes  soNdtstf . 

Lawford  &  McKim — f  c 
LeViness  C  T  Jr—l  c 
Leyy  R  H— 1  c 


Lowndes    ft     Dunahu^— 

f  c 
Lowrey  J  S— I 
Luckett    ft    Worthington 

McClellan  Jos  H— 1 
McComas  ft  Kroh — i  c 
McCurley  W  S  ft  Co— 1  c 
McGeocfa  H  N— 1 
MpLaughlin   J  V — c 
McNulty   Thos   F— 1 
MacWilliams    Wallace — c 
Magrudcr  W  K— 1 
Markoe  Frank— 1 
Markoe  J  S— 1 
Marts  S  B  Co— 1  c 
Manry    ft    Donnelly-Wil 

liams  &  Thompson  C(> 

— f  c 
Maynard  J  O— I 
Meigs  ft  Heisse — 1  c 
Miller  L  M— 1 
Mitchell  J  Calvin— c 
Morgan  Gilbert  J—l 
Moxey  Frank — i 
Munn  Harry  E — 1 
Neilson    Jos    A— 1 
New  Carl  F— 1 
Nicodemus  F  C — 1 
Nolle  E  C— c 
Hardew  H  P— 1 
Parr  ft  Parr — f  c 
Parr  ft  Parr  Harvey  Co 

I'assano  Louis — ^1 
Piatt  ft  Washburn— 1 
Poor  Harry  T  &  Co — f  c 
Posey  C  R— 1 
Pulis  John  W— 1 
Pulling  J  W— 1 
Ramsay  ft  Allen— 1 
Ramsay  Robt  ft  Co — f 
Ranck  C  B— c 
Riall   Jackson    Co  The— 
f  c 


HERBERT  A.  ROSSMANN,  Prssidwit 
A.  J.  HUNTER,  Vle^rssMMit 


Richardson   E   }   &   Sons 

Richardson  Geo  I — I  c 
Riggs-Rossman  &  Hunter 

Inc— f  c 
Robbins  E  A  Jr— I 
Kolker  J  G— f 
Rose  D  H— 1 
Rothschild    Moses— 1 
Rynick  Geo   M— 1 
Salisbury  Geo  E — 1 
Savafe  F  A— 1 
Scarff  Chas  R— 1 
Schaffter  R  C— 1 
Schnssler    Adam-^ 
Selden  Bitter  Co  Inc— f 
Shackelford  W    T   &   Co 

— f  c 
Shaffter   R   C— 1 
Shaw    Fred — 1 
Shepperd  J  F— 1 
Sneil  Monroe — 1 
Spear  H  C  ft  Co— f  c 
Steiner  E  E  ft  Co— c 
Stevens  C  M— 1 
Stewart  P  H— 1 
Stockham  Grant  ft  Co— 

f  c 
Sullivan  F  R  Jr  ft  Co— f 
Swart*  A  W— 1 
Taliferro  C  H— 1 
Taylor  J  K— I 
Thclin  E  G— 1 
Thurman  C  T— 1 
Tongue    ft    Longfellow— 

f  c 
Tongue  N  T— c 
Tongue  Raymonk  K— c 
Towns  W  E— c 
Trippe  R— 1 
Turner  ft  Thomas — f 
Tweeddale  R  D— f 
Van  Ness  Barton — ^1 
Von  Kleck  Ernest— 1 
VoshcU  J  K— 1 


Walker  Robt  H— I 
Wallace  John  E— c 
Ward  W  M— c 
Warfield  H  M— f  c 
Wattenscheidt  R   ft  0» 

— f  c 
Weaver  A  P— c 
Weeks  A  K— c 
Weidmeyer  M  F  W— f 
Weglein  David  S— 1 
Wenzing  H — ^1 
West  ft  West— c 
Wheatley  ft  Haynes— 1 
Wheaton  F  H— 1 
Wheaton  F  M— 1 
White  ft  McCurley— f  c 
Whiteford  Chas  R— c 
Whitman  H  S— c 
Wickham  ft  Edward»-f 
Wilbum  Jos  H— c 
Williams  W  B— 1 
Willson  F  W  ft  So»-c 
Wolf  M  ft  Son— f 
Zimmerman  F  H — ^1 

BELAIR 

Bode  Richard— 1 
Caimes  G  R— f        ^ 
Dalkm,  Hopkins  ft  Close 

Evans  A  John — ^1 
Finney  W^W— f 
McComas  W  N— f 
McCormick  J  L— f 
Pyle  D  L  ft  Son— f     , 
Robinson  W  E  ft  Co-f 
Rouse  C  Chapman— 1 
Smith-Webster   Co— f^c 
Streett  J  M  ft  Son— f  , 
Tarring  H  WilUrd— f  I 
Thompson  H  L — f  1  c 
Webster  R  Harry— 1 
Whitaker  Harry  >¥— I 
Young  W  B— 1 


ALBERT  H.  BUCK, 
JESSE  B.  RIQQS, 


RIGGS,  ROSSMANN  &  HUNTER,  Inc 

INSURANCE 


129  East  German  Street 


Baltimorei  Md. 


AEPRESENTING 

United  States  Fidelity  &  Guaranty  Company  of  Baltimore 

National  Fire  Insurance  Company  of  Hartford 

Maryland  Motor  Car  Insurance  Company  of  Baltimore 


INSURANCE    AGENTS-MARYLAND. 


BRUNSWICK 
Gnm  W  I^-f  1 
hnet  H  M— f  c 
Wdu  1  U-f  1 
Sbifcr  £  C— f  1 
\  umietcr  W  U— f 

CAMBRIDGE 
Aduu  Chu  G— I 
BajlT  A  H— { 
Cumioc  W  S— I 
DuhieU  Edvia— f  1 
Hnddinott  W  S— f  I  i 
Hopkifls  Arthur — f 


L«ard  k  Ham— f 
UirehiD  L  C— 1 
Mitihnn  &  Co — f 
MhUd)  Wm  W— 1 
Rabini  Wiroer—l 
Robinioo   ft   Wright— f  1 
Simmou  Ednr  L — £  c 
Skinner  Philip  I^-f  c 
Sinidi  B  E— r 
IViighl  A  Co— 1 

CENTER  VILLE 
GibioD  ft  Co  Aiency  The 

McKraOT  |[  KutJDi— (  1 
Hieh  4  Tucker— fT 

CHESTERTOWN 
Bedt  Edgar  P— f  1  c 
Beck  Jama  G— f  1  e 
BofdH  I^f  I 
Fr.eneh  Geo  W— 1 
PtTiiiiBtlon  E — 1 
KujMJl    L  a— £   r 
Smith  C  E— 1 


i  S  P— f 


CRISFIELD 
Ford  Wade  H— 1 
Girdsfr  F  E — f  I 
Keinir  Dr,  Jaa  B— f 
Mdain  Ja.  W— 1 
UiUt  Fred— t 

plTiJiiiuS^' 

Riuio  W  McG»— 1 
RoUdi  John  B— I  1  • 
Smith  Hoht  W— I 
Wiley  F  S— ! 
Wjin  Edwvd    P— f  I 


Click  De  Salo— f  c 

HaM  Wm— e 

Holfhu  I  H  ft  Co— f  I  c 


Reinhan  Boyd  A— (  1 
Shepherd  W  H~t  I 
WonUtd  C  R— f  I  c 


Cllrk  Oicar  &  Br& 


EASTON 

Qlik  &  FleckenMein— { 
Clark   N   E— f 
Uixon  Bobt  B  ft  Co— 1 1  c 
Elliott  ft  McDanlel  Co— 

Godwin  J  C— 1 

Higlina  M  M— 1  c 
Hooper  Le»oder  R— 1  c 
Hughlett  Henri  T— ( 
Laogldale  H  H— f 


ELKTON 
Brown  Georn  E— ( 
Cleaner  P  H— [ 
Davii  W  J— f 
Drennan  Manlr— t  c 
Finley  Chai  B— 1 
Jobnwn    HarUn— 1 
tefler  Fred  H— f  e 
rerrell  John  H— ( 
WsrburtDd  Cbitlel  E--f 

ELLICOTT  CITY 
Burgew  G  Lee— f  1  c 
CUtI  Loui.  T— e 
Donovan    Io»eph    L—c 
Donovan  W  S-f 
Gmi  L  N— 1 
Harding   Harold— f 
Hermmn    Chai  A— [  1  c 
HennMn   ChM  A— 1  I  c 
Higinbotham    D   C— c 
Meilor  W  Herbert— c 
Murray  D  M— c 
Bodgera   R   D — c 

EMMITSBURG 

Rider  C  W— ! 
Slone  Dr  E  jr-1 
Zaihariai  C  G—t 

FEDERAL SB URG 
Cohey  E  A  &  Co— f  c 


Doub  W  W—t 
Eader  B  J— I 
Eichelberger  A  S— 1 
Nailer  S  Newman— f  I  c 
Helfenalein  ft  Umei^f 


Fiiber  Is>  G— I 
Harrii  H— I 

Sihnwn  A  T— 4 
cMinui  A  J— 1 
Metiger  F  G— 1 


Morgan  t  H— 1 
Nole  Wm  C— c 
Oder  J  B— t 
Shank  Phlll— 1 
Scott  John  B— 1 

GAITHERSBURG 
Brewer    M    W— f 
Floyd  E  D— f 
Pace  John  O— f 

HAGERSTOWN 


Buaurd  G  S— f 
Darby  R  N— 1 
Deltow  H— f  c 
Ea«OD  G  C— f  c 
Hamilloo  Wm  T  Jt— f  1 
Harmon  H  H— (  c 
Hetier  E  K— c 
Hoover  J  "  ' 
Keedy    Cla 


e   ft   Co— 

K«lle~r  C  Harry— f  1  c 
McCauley  W  W— f 
MeComM  H  A  4  Co— f  e 
Mullendore  A   F— f 
Patliaon  W  E— I 
Snyder  G  C  »  Co— t 


HANCOCK 
Cohill  S  R— f  c 
Henderson  R  I— 1 


Sliger  R  E— I 
Thayer  F  A— £ 
White   Mark  S— c 

POCOMOKE  CITY 
Ewell   ft   Powell— f  e 
Fontaine  Edgar— f  I  c 
'lelvin   Charlei   O— f 
(erenaon  J   C— f 
/alten  H  M— E  1  c 
PORT  DEPOSIT 
[opkina  R  C— f  1  c 
anncBt  Alberl  N— f 
White  Mr>  Roae— f  1  e 
PRINCESS  ANNE 
Dashiell   H   C— f 
DaahieU  H   P— f 
Doer  R  F— (  1 
Holland  J    E— f 
Maddoi  Robert  F— t  t 
Powell  P  Arthur— I  c 
Spiva    a    Roberta— f 
TuU  Gordon— I 

SALISBURY 
R  l!— 1 


_       iroon   a  Hudgsoi 
Douglas  S  R— c 
Gotriy    W   S— f 


.{n  A  G  ft  Son— 
r  Johnaihan— f  I 


J  W— ( 

Cobourn    F    C— £ 
Coale  ft  Gilbert— f 
Hopkini   Thoi   C— f 
Leifier  &  Mitchell— f 
Maalin  J   W— I 
Perkins  Mr— I 

KENNEDYVILLE 
Nickeraon  David  T— I 
Shater  Tighraan- f 

LAUREL 


Baile  John   8— f  1 
Qail*  N  H— f 
Huckey  John  C— f 
Bullock   Granrllle— 1 
Englar  Geo  P  B— f 
Jones  Chai— f  c 
Otio  Cbai  W— I  I 

NORTH  EAST 
Falls  W  J— f 
Thompson  F  H— 1 
Voihell  J— f  1 

OAKLAND 
Fraley  G  A— I  c 
Hamill  Stuarl   F— f 
Jones   E   Ray-f  I 
toradiich   H  A— I 


liV-'s   Tr^il!— f   c 

l|.,im*  R  F— f 
SNOW  HILL 
Btatten  W   E  ft  Co— t 
Conner  E  C— 1 
Corrdry  W  D  Jr-f 
Johnwn  Thomaa  Z— f 
kcAllen  k  Brot— f 
Nock   Clifion— f 
Powell  W  S— f  1 
Powell    Zadoc— t 
Pumell  O  M  Co— t 
TANEYTOWN 
Hireie  ft  VTilt- 1 
Englar  P  B— £, 

trhammer  E  C-f  1 
TOWSON 
r>urke  ft  Jenifer— c 
Buawy  ft  Duncan — f 
Devria  H  A— t 
Fraokton  G  H— f 

"      ■  E  R— c 
^eech  Wm   S-e 
Taylor  F  j— t ,       , 
■Vfeeeler   &  Cole— f  c 
UNION   BRIDGE 

;ensenig  S  R-f 

;purrier  C  S— £ 
WESTMINSTER 
Buckingham  A  W— e 
FuM  J  H-f  c   ^     , 
Goodwin   Chas   E—f 
Lynch  C  Gloyd— f 
iUtn   W    Riley—f 
Reese   John    J— t 
Schaeffer    Ferd- f      , 
-      ,  Frank  Mc  H— 1 
smith  Jas   E—f  1  c 
Stoner  S  — f  I 
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MASSACHUSETTS 


JOHN  C  PAIGE  Sc  CO. 

Insurance: 


65  KILBY  ST. 

BOSTON 


91  WILLIAM  ST. 

NEW  YORK 


ABINGTON 

Coughlan  Bro»— {  1  c 
Faxon  Carroll  A— f  1  c 
Howland,  Nash  Sc  Co— f 
1  c 

ACTON 

Conant  E  F — f 
Whctherbce  J    K  W— f 
Whitcomb  Arthur — f 

ADAMS 
Crosier  Guy — f 
Green  W  B  &  Co— f  1  c 
Hughes  Thomas — f 
McPeck  E  K— c 
Morton  &  O'Brien— f  1  c 
Munson  F  H  B— c 
Shaw  &  Harrington — {  c 
Smith  C  F— 1 
Tower  C  H— f 

AGAWAM 
Hasting  C  W— f 

AMESBURY 
Bean  Guy  L — 1  c 
Briggs  Geo  L— f  1  c 
Choate  J  T — c 
Murphy  John   F— f  1  c 
Pouhn  Joseph  F — £  1  c 
Preveaux  Frank  R— 1 
Winzell  Paul— f  1  c 

AMHERST 

Barlow  Harry  E— 1  c 
Brown  W  R— f  1  c 
Hunt  O  D  &  Co— f 
McCloud  H  M  &  Son— 

{  1  c 
Phillips  S  A  ft  Co— f  1  e 
Skillings  N  D— f  1  c 
WilUams  B  H  &  Co-f  1  e 

ANDOVER 

Rogers  &  Angus— f 
Smart  &  Flagg^f  1  e 


Russell  &  Fairfield— f  1  c 
Russell  Geo  O — f  1  c 
Wellington  Geo  Y  &  Son 
— f  1  c 


ARLINGTON 
Hilliard  R  W— f  1  c 
Meade  James  M — f  1  c 
Muller  Wm  A — r  I  c 
Noyes  Frank  V— £  1  c 
Patterson  F  Al£red— £ 
Robinson  &  Hendrick — 
£  1  e 


ASHBURNHAM 
Whitney  Abbie  A— f  c 
Whitney  Walton  B— £  c 

ATHOL 

Clement  Carl  C— £  c 

Dailey  T  F— f 

Derbv   Frank   W   &   Son 

Goodspeed  Thos  H — £ 
Kimball  D  P— £  1  c 
Lord  Luden — 1 
Lord  W  G  &  G  F— £  c 
Ljman  A  H — £ 
Morse  Sumner  L — 1 
Paige  Geo  R— £  1  c 
Swi£t  Parke  B— £  1  c 

ATTLEBORO 

Ashton  C  Eddy— £  1  c 
Briggs  Fred  E— f 
Carpenter  Mrs  Alphia  G 

— £  c 
Carpenter  H  E — £ 
Clark  Horatio  L — c 
Corey  Willard  C— £ 
Crowell  &   Anthony — £  . 
Deanc   N    A— f 
Dclurge  Wm  A— £ 
Eldredge   Miss   Mabel    P 

— c 
Estes  Frank   C— 1 
Oaffney  Hugh— f 
Goff  W  N— £ 
Hamilton  G  W— I 
Holman  ft    Son    S    M— £ 

I  c 
Horton  R  M— £ 
Hunt  C  F— £  c 
Kelly  Geo  J— £  1  c 
Kenney  Wm  J— £ 
Lowe  Daniel  L 
Palmer  James  S — £ 
Pcnnult  John  B— f 
Randall  H— I 
Richardson   Harold   K — 

£c 
Richardson   O  P— £  I  c 
Smith  Thomas  N — £ 
Worral  &  Son  Geo  M— £ 


AYER 

Bennett  Frank  S — £ 
Lovejoy  Augustus — £  1 
O'Brien  James  J— 1  c 
Stone  E  D— £ 
Tarbell   Peter— £ 

BARNSTABLE 

Chase  E  L — £  c 

Cotuit  Charles  L  Gifforxl 

— £ 
Harris  M  N— € 
Howes  Marcus  H — £ 
I<eonard   T  Milton — £  1  c 
Lovell  Edgar  A — ^£ 
Phinney  T  F— £ 
Thacher  E  A  &  Co— £  1  c 
Thacher  Frank— £ 
Thacher  F  G— f  1  c 

BARRE 
Davis  &  Cook— f  1  c 

BELCHERTOWN 

Green  Geo  H  B — £  c 
Hazen  D  D — f  c 
Lincoln  Geo  F— £ 

BELMONT 

Benton  Chas  E— f 
Benton  E  C— £ 
Brodrick  Royal  T— f  c 
Cutler  W  J— 1 
Scott  Chas — f  1 
Trenholm  Chas  E— f 

BEVERLY 

Creesy  &  Splain — £ 
Dodge   Chas  Lr— 1 
Flint  Walter  I^-£ 
Fomess  Arthur  A — f  c 
Keams  M  F— £  a 
Lee  Chas  F— £  1 
Le£avour  &   Son — f 
Stone  Samuel  H — £  1  c 
Trask  Chas  W— £  1  c 
Winslow  H  F— 1 

BILLERICA 

Blodgett   J    E— f 
Bull  S  A— f 
Foster  T  H— £ 
King  H  A— f 


BLACKSTONE 

Bird   F  H— £ 
Fuller  O  F— £ 
McClellan  W   B— f 

BOSTON 

Adam  Archibald  ft  Co— f 
Adlard  W— f 
Aiken  Henry  M  S— 1 
Alden  H  B^£ 
Aldrich  E  R— £ 
Allen  G  H— £ 
Allen  Lloyd  K— 1 
Amerige  Geo  M — £ 
Anderson  Albert  J— 1 
Andrews  L  H — 1 
Appleton    Samuel— c 
Appel  D  F— I 
Armstrong  Fred  W — 1 
Arnold  E  L — ^1 
Austin  H— f 
Bailey  E  M— I 
Ball  Francis  O— 1 
Baldwin  Percy  V— I 
Barker  £  S-4 
Bartlett  S  D — ^1 
Battilana  F  H— £ 
Bauer  F  W— f 
Baxter  E  S— 1 
Beach  W  E— 1 
Bean  H  S — c 

WM.A.BEATnE&CO. 

INSURANCE 

141  MILK  STREET 

Beattie  Wm  A  &  Co— f  c 
Bepnett  Chas  A— 1 
Bennet   F   S — 1 
Berry  C  F  Jr— 1 
Berkman   S— 1 
Bishop  Heber— € 
BUke.  NeweU  ft  Vedeler 

Blakeslee  R  E— I 
Bliss  A  I^f 
Blood  H  F— £ 
Boit  Robt  A  ft  Co— fic 
Bourne  J  H— f 
Boutell  W  H-f 
Bowen  Wm  E— 1 
Boynton  C  I— 1 
Braithwaite  H  G— f 
Brewer,  Cyms  ft  Co-^£  e 
Brewster  W  H  ft  Co— I 
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STATEMENT    OF    CONDITION 

JANUARY  1*T,  1015 


(MASSACHUSCTTS    STANDARD) 


Assets  .  .  .  .. 

Uabllltles  (Including  Capital) 
Net  Surplus  .  .  . 

Capital 

Net  Surplus 


SI  ,40  2,544.34 

1,159,712.88 

242,831.46 


$500,000.00 
242,831.46 


Surplus  to  Policy  Holdors 
OFFICERS 

EVERETT  C.   BENTON 

JAMES   J.   8TORROW       -        -        - 

WALTER   a.    HENDERSON 

QUY   A.    HAM  Vloa-P.'aa.  (I 

WALTER   ADLARD.  Baar.  and  Mi 

FRANK   E.    BUXTON 

JOHN  J.   DOWNEY  A»t.  S>d'> 

JAV  R. BENTON 


Fr«*ldani 
,-Praaldant 
i-Praaldant 


FIRE    AND     MARINE 


NSURANCE     OF     EVERY     DESCRIPTION 


Boston    Department 

65  KiLBY  Street 

JOHN   C.   PAIGE   &  CO. 

managers 


Agenciei  or  Correspondents  in  all  principal  Cities  ol  Americs  and  Europe 


1-88-B  INSURANCE      AGENTS— MASSACHUSETTS. 

Boston  Olflces  oi 

GILMOl)R,ROTHERY&  COMPANY 

120-130  Water  Street 


WB^^^ 


^ 


liijii  11111111. 


The  building  is  an  unusually  fine  specimen  of  Colonial  architecture  and  one  of  the 
best  equipped  in  the  city. 

It  is  occupied  entirety  by  the  <irm  for  a  general  insurance  business. 

WILLIAM  GILMOUR 

J.  J.  E,  ROTHERY 
S.  T.  EMERY 
E.  SEARS  CHARLES  F.  SIMMONS 

Com  pan  lea  Represented 

The  Fidelity  &  Casualty  Company  of  New  York 
Home  Ins'irame  Company,  New  York 
Norwich  Union  Fire  Insurance  Society  of  Eng. 
Law,  Union  &  Rock  Insurance  Co.  of  Eng. 
Globe  &  Rutgers  Fire  Insurance  Co.  of  N.  Y. 
Insurance  Underwriters  Agency  of  the  State  of  Pa. 
Franklin  Fire  Insurance  Co.  of  Philadelphia 
German  American  Insurance  Company  of  Baltimore 
Hamburg- Bremen  Fire  Insurance  Co.  of  Germany 
Standard  Marine  Insurance  Co.  of  England 

Mutual  Department 

Ten  of  the  leading  Mutual  Companies  afford  special  opportunity  for  placing  this 
class  of  insurance. 
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Alfred  M.  Bullard        Arthur  B.  Gilmore        Arthur  K.  Pope        William  T.  Ulman 


EVERY  KNOWN  KIND  OF 


44  KILBY  STREET  (Entiiik  building) 

AMERICAN  ma  CO.  OF  N.  J.  PHOENIX  ASSURANCE  CO  LTD.  OF  LONDON 

CENTURY  INSURANCE  CO.  LTD.  OF  EDINBURGH  FROYIDENCE-WASHINOTON  INa  CO.  OF  R.  I. 

FIDELITY-FHENIX  FIRE  INS.  CO.  OF  N.  Y.  ROYAL  EXCHANGE  ASSURANCE  OF  LONDON 

GERMAN  ALLIANCE  INS.  CO.  OF  N.Y.  WILLIAMSBURG  CITY  FIRB  IN&  CO.  OF  NEW  YORK 

NEW  ENGLAND  CASUALTY  CO. 

AirtMnoUle  and  MvIm  DwtaMflt:    PHOENIX  ASSURANCE  CO.,  LTD.,  OF  LONDON,  FOR  MASSACHUSETTS 

T«l«phon«  Main  6090 


Brown  Bros— c 
Brown  Gilbert  C  Jr~I 
Brown  J  R — 1 
Browne  Alex  S — ^l 
Bnierton,      Kimball       ft 

Smith— f 
Brush  E  C— i 
Bmsh  E  M~f 
Bunnell  I  C— 1 
Bontin  Richard  W— >1 
Bunting  W  Morton — 1 
Bunton  H  S— f 
Burgess  W  N— f 
Burke  A  W  &  Co— f  1  c 
Burke  Chas  S— 1 
Burke  Thoa  F — ^1 
Bums  H  E— f 
Bums  Paul  S— I 
Bumside  J  F— f 
Burrin  Chaa  S- 
Burrows  F  C — f 
Bursaw  W  J— 1 
Bush  Wm--f 
Campbell  E  T— f 
CsmpbeU  H  T— f 
Capen  Morris  P — 1 
Carr  W  P— f 
Carter  Ashton  F— 1 
Case  Andrew— 4 
Cate  Martin  L — f  c 
Cate  &  Sears— f  c 
avin  J  H— 1 
palmers  Alexander— 1 
Chamberlain  Prescott— 

Chamberlain  H  M— 1 
Chambcra  W  C— f 
Chase  Jas  F— 1 
Child  W  B  B— c 
Clark  C  C— 1 
Qark  Joshua  B— 1 
Clark  R  R— f 
Clark  Robt  H-^ 
Cleveland  H  M— 1 
Cocyman  H   S — f 
Cogswell  E  S — 1 


Colby  N  P— £ 
Colby  W  R-< 
CoUcy  R  E— f 
Conee  G  F— £ 
Corbitt  S  A— 1 
Cook  O  E— £ 
Cornish  J  J— £ 
Cottrell  L  W— f 
Couch  Wm  H— 1 

Offica  Establishad  IfW 

GRAIN,  JONES,  BIXBY 
&C0. 


Sob  InsonoM  OAoa 
OontiBsntal  Tasaniifls  Oo. 
Isrehi&tB  AssoiaaM  OoTB. 
UrbttM 

BOSTON,  MASS. 

Cranaton  John  S— 1 
Cranaton  Louia  S— 1 
Craw£ord  Geo  D—l 
Crosbie  Geo  H — 1 
Cumnock  J  W— 4 
Currier  Bert  S — 1 
Curtia  A  H— 1 
Cutler  H— 1 
Damon  J  Bryant— 1 
Davenport   W   £  ft 

Davis  Geo  J — ^1 
Deaxhom  A  K — ^1 
De  Groat  Floyd  E— 1 
Derby  H  A— 1 
Dewick  &  Flanders — £  c 
Dickerman  G  W— 1 
Dierkea   W   F— 1 
Dixon  H  G— 1 
Dooley  T  H— £ 
Dooley  W  F— £ 
Downey  J  J — £ 
Drake  R  W— 1 
Ducayet  K  S— £ 


Son 


DEWICK    &    FLANDERS 

15  to  19  Central  St.,  Boston 

RKPRKSCNTINa 

Queen  laa.  Co.  of  America,  New  York;  Firemen's  Ids.  Co.  of  New- 
ark. N.  J.;  North  British  ft  Mercantile  In.  Co.  of  N.  Y.;  The 
Refianee  Ina.  Co.  of  Philadelphia;  Albany  Ina.  Co.  of  Albany,  N.Y.; 
Prussian  Nat'l  Underwitten  of  Stettin,  Ger.;  Imperial  Assuranea 
Go.  New  Yoik;  Fidelity  and  Deposit  Co.  of  Md;  Standard  Aoci- 
dent  Ins.  Co.  of  Detroit. 


Dunham  J  M — ^1 
Dunham  F  £— £ 
Dyer   W   H— 1 
Eastman  &  Fenton— f 
Eaton  Robt  K— 1 
Eddy  John  H  ft  O^— f  I  e 
Edenborg  A  Frederick— 

Edt^rds  J  H— 1 
Elliott  G  E— 1 
Emerson  R  W— 4 
Ellis  W  A-f 
Farwell   E  C— 1 
Fenton  H  M— f 
Ferguaon   C  A — ^1 
Ferre  James  F— 1 
Fcrrcn  John  J — 1 
Ferson  R  A — ^1 
Fidlcr  H  T— 1 

Field  &  Gowles 


Insurance 
85  Water  Street 

Field  W  E— 1 


Fielding  J  W— 1 
Fish  C  Ei—l 
Fiakc  T  F— 1 
Fiske  H  H-l 
Fletdwr  R  T— 1 
Flood  C  H— 1 
Forbuah  G  T— £ 
Foaa  Leon  F— 1 
Foster  Darid— 1 
Foster  N  Jr  ft  Co— e 
Fowler  A  B— £ 
French  W  A— 1  c 
Fuller  F  W—l 
Fumeaa  W  T--£ 
Galcar  F  R— f 
Gale  ft  Stone— £ 
Gammona  Chaa  W — ^I 
Gammons  £  W—l 
Ganae  F  W—l 
George  F  L— £ 
Gilm&i  C  C— 1 
Gilmour,  Rothery  &  Co 

— £  c 
GiTcmaud  J — c 
Givemaud  £ — f 
Glavin  T  Er-f 


Godding  F 
Goedecke  H  E— 1 
Goodwin  F  A  E— f 
Gordon  Louis  J— 1 
Gough  J  F— £ 
Graham  A  R— £ 


KALER,  CARNEY,  LIFFLER  &  CO. 

Any  Kind    INSURANCE    Any  Where 


RCPRESOiTINQ 


ral  (Fire)  Ins  €•.,  N.  Y. 
•iM  Life  Ins.  Cei.,  ftwilsii 
Win  and  Life  Int.  Ceu, 


Life  Ins. 
land  I 
Caw.  Maes. 
luttehQei 


NatfanalUnian  Firs  Int.  C%^  Pa. 

WeetcheslM^  Fire  Ins.  Cewy  N.  Y. 
■Mifaie  OwHian  Ins.  Cau.  N.  Y. 


Rayal  ini._Co^_  Ltd.,  Enyiand,  L 


Aeddent  and  LlaMlty  ins.  C^  Ltd^, 


'AutamaMto  Dept.) 


70  KILBY  STREET 


BOSTON 
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HENRY  J.  IDE 

Ne^r    Cinftland    General    Af^ency^ 


American  Ins.  Co.  of  Newark 
Albany  Ins.  Co.  of  Albany 
Eastern  Underwriters  of  Camden  Fire  In- 
surance Association,  Camden,  N.  J. 


German  American  Ins.  Co.  of  Pa. 
Jersey  Fire  Underwriters  of  Ameri- 
can Insurance  Co.,  Newark 
Virginia  F.  &  M.  Ins.  Co.  of  Va. 


PROMPT  AND  EFFICIENT  SERVICE  TO  AGENTS 

No.   141  Milk  Street,       BOSTON,  MASS. 


MASS.— Boston,  Con. 

Graham  C  F— 1 
Griffin  G  R  ft  Co— c 
Haas  Cliaa  &  Co— f  e 
Hall  Wtn   Edw— 1 
Hamilton  Wm  A  ft  Co— 

f  e 
Hammer  FT — ^1  c 
Hargrave   Leonard — 1 
Harlow  F  E— 1 
Harris  C  E— 1 
Hart  G  W— f 
Hartwell  Nat— 1 
Hastings  Glover  S— 1 
Hatch  A  T— f 
Hatch  F  1^1 
Haven  ft  Fish— 1 
Haven  H  L— f 
Havens  G  W— c 
Hayward  F  P— 1 
Heath  F  £  H— 1 
Hellyar  W  H— f 
Henderson  G  O— 1 
Herrington  H  L— 1 
Hewitt  Wm  E— 1 
Hicks  J  Everett— I 
Hildreth  Nathaniel— 1 
Hill  ft  Woodbury— f 
Hill   David  F— 1 
Hill  G  E— f 
Hill   0—1 
Hill  W  W— 1 
Hilling  W 


HINCKLEY&WOODS 

GENERAL    INSURANCE 

32   KILSY  ST. 

Till  Vaia  146S.  1466,  1467.  1468. 
1469,  4086  and  4139 

Hinckley  Geo  W— f 
HInkley  R  G— f 
Hiscock  H  L  ft  Co— f 
Hodgkin  A   E— 1 


Hodgkin  W  H— 1 
Hoffman   R    S    ft    Co— 

f  c 
Holman  R — 1 
Holt  G  B— £ 
Houston  Jos  J — f 
Hoxie  C  H— £ 
Howe  R  S— £ 
Hume  Chas — ^1 
Ide  Chas  M— 1 
Ide  Henry  J — f  e 
Jackson  W  E— 1 
Jaquith  Wm  H— 1 
Tohnson  E  J — f  c 
Johnson  F  Sf — f 
Johnston  F  X— £  1  c 
Johnson   S  T — 1 
*^ohnson  Wm  C — ^1 

ohnson  Wm  S— 1 

ones  J   D  E — 1 

ordan,   Lovett   ft    Co— £ 
;ordan  W  T— £ 
Kaler,   Carney,    Liffler  ft 

Co— £  1  c 
Keenan   M — 1 
Kelley  S  L-f 
Kclley  Thos  A— 1 
Kellogg  H— £ 
Kemp  Arthur  E— c 
Kcnnev  B  F— 1 
Kew  Arthur  J — 1 
King  R— 1 
Kline  W  B— £ 
Kollock,  Rice  ft  Co— £ 
Kollock  Wm  B— f 
Lackey   H— 1 
Lake  James  H — I 

Land  C  O— c 
Lansen  S  A— 1 
Larrabee  H  L— 1 
Lauler  W  A— f 
Lawson    S   A — 1 
Lee  R  Jr— £ 
Lee  Thos   C— c 
Levis  Wra — f 


Uwis  T  H— 1 
Lewis  W  H— £ 
Lewis  Wm— £ 
Lincoln  C   R— 1 
Linscott   O    E— 1 
Lockwood  Geo  W— f 
Lord  E  A  &  Co— f  c 
Loveitt  J— £ 
Love  joy  A  K — 1 
Luce  F  B— f 
Lucey  F  G— 1 
M'Coy  Geo  M  &  Sons— ^ 
McDowell   Corwin — 1   c 
McEvov  W  J— f 
Macomber  A  G  Jr — 1 
Macomber  Chas  E — f 
Macomber   Frank  Gair^— 

£  1  c 
McGaffey  Geo  W— 1 
Mackay  "B  F  C— 1 
McLeod  V  K— c 
Maguire  Frank — ^1 
MafloryW  E— 1 
Mann  F  C— 1 
Mann  J  M— 1 
Manning  E  G — ^I 
Marsh  Edw^l 
Marsh   F— 1 
Mason  C  H  ft  Co— c 
Masters  F  W— 1 
Matthews  F  W— £ 
Meade  John   Paulding  ft 

Co— £  c 
Mears  W  N— ! 
Melcndy  C  F— £ 
Messcnjrer   J    W — 1 
Miller  C  C— 1 
Mills  A  H— £ 
Mohar  M  L— 1 
Moore  Carlo  B — 1 
Moore  F  S — c 
Monroe  M  D— -1 
Morgan  Henry  T — 1 
Morand  A   C — 1 
Morse  G  A— 1 


Morss  Sargent — 1 
Mosher  H  G— 1 
Mttller  W  A  ft  Co— £ 
Murdy    F  A— 1 
Murdy  J  S— £ 
Murphy  A  J — £ 
Nash  Henry  R— I 
Nason  F  E— 1 
Neal  W  B— £ 
Neiley   Geo— £ 
NewhaU  W  I— 1 
Norria  Wm  H  &  Son-f 

1  c 
Nourse  W  L— 1 
Nutt  F  A— f     . 
O'Brion,  Russell  &  Co— 

£   c 
Olive  G  M  Jr— I 
Olive  Wm  M— 1 
O'Nea  ft  Parkcf^-c 
Osborne  S  L— 1 
Osgood  D  E— 1 
Paige  John  C  ft  Co— £lc 
Palmer  C  D— £ 
Partridge  F  T— 1 
Patterson.  Wylde  ft  Win- 

delen-f 
Perry  G  L— 1 
Phelps  F  S  ft  Co— £  c 
Phelps  Tas  T  ft  Co— I  c 
Philbrick   E   F— c 
Pierce   C  W— £ 
Pierce  M  W— 1 
Pitt   F  H— 1 
Plummer   H  M— I 
Plummer  Henry  M— 1 
Plummer  H   H— £ 
Plympton  ft  Bunting-H 
Pomerov  C  M — 1 
Porter  W  ft  Co— f 
Putnam  Wm  E — I 
Pyne  Chas  H — I 
Rabbitt  W  F— c 
Rafter  J  S— f 
Randall,  McCardiy  ft  Co 


C.  C.  PATTERSON 
HENRY  H.  WILDER 


JOHN  WYLDE         Q.  HERBERT  WINDELER 
GEORGE  B.  PROCTOR 


ALLAN  MeKISSOCK 
HARRY  W.  SPICER 


PATTERSON,  WYLDE  &  WINDELER 

72  Kilby  Street  Bostoiii  Mass. 

Tel.  Main  4343. 

FIRE  AND  MARINE  UNDERWRITERS 


MARINE 

Thames  &  Mersey  Marine  Ins.  Co.,  Ltd. 
Royal  Exchange  Assurance  Corporation, 
Allianz  Insurance  Company. 

AUTOMOBILE 

Royal  Exchange  Assurance  Corporation. 


FIRE 

Connecticut  Fire  Ins.  Co, 
Northern  Ins.  Co. 
Standard  Ins.  Co. 
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Cahrin  E.  Wmmn 


John  Pauldinc  MMid« 


Arthur  Bl«k« 


John   Paulding(   Meade   (SL   Co 


99  MilR  Street 


Boston*  Mass. 


Fire,  Marine  and  Casualty  Insurance 
Fidelity  and  Surety  Bonds 


Companies  Represented 

Hartford  Accident  &  Indemnity  Co.,  Hartford,  Conn. 
Citizens  Insurance  Co.  of  Missouri 

Delaware  Underwriters  of  the  Westchester  Fire  Ins.  Co. 

Mannheim  Insurance  Co.  of  Mannheim,  Germany 

American  Fidelity  Co.  of  Montpelier,  Vt. 


Tbokas  L.  OBsiom 

H.  £.   RUSSBLL 
R.   J.    DUNKUC 


S.  B.  RS8D 
John  A.  Cusxan 


Gbrald  H.  Noonan 

JOSBPR   B.    RUSSBLL.    Jr. 

Bayard  Tuckbrman.  Jr. 


OBRION,   RUSSELL   &   CO. 

108  Water  Street  Boston,  Mass. 

BOSTON  AGENTS 

Springfield  P.  &  M.  Ins.  Co.,  Mass.;  Philaddplua  Underwriters,  Phila.;  Western  Assurance  Co..  Can.; 
St  Pau]  P.  &  M.  Ins.  Co..  Minn.;  Newark  Pire  Ins.  Co.,  N.  J.;  City  of  New  York  Ins.  Co..  N.  Y.  City;  Nord 
Dentsche  Ins.  Co..  Ger. 

GENERAL  AGENTS 

National  Surety  Co.  (Bond  and  Pidelity  Dept.) 

RESIDENT  MANAGERS 

Casualty  Company  of  America;  New  York  Plate  Glass  Insurance  Co. 

NEW  ENGLAND  DEPARTMENT 

J.  F.  Burnside,  General  A^ent 

Western  Assurance  Co..  Toronto:  St.  Paul  P.  &  M.  Ins.  Co..  St.  Paul.  Minn.;  British  America  Assurance  Co., 
Toronto 


Raymond  &  Whitcomb— 1 
Rcid  R    A— 1 
Retan  F  S— 1 
Rhoadcs  S— f 
Rioe    ft   Whitney— f   c 
Rice  C  H—f 
Rice  W  F— f 
Richards  T  C~l 
Roberts  C  E— c 
Roberts  G  W— f 
Robinson    Godfrey  H — 1 
Rochefort   L«o— 1 
Rogers  C  M— 1 
Rogers  &   Webb— f  c 
Rogers  Tos  F — ^1 
Rogers  ft  Howes— f 
Rosencrantz-Hugard   Co 

Rowe  Frank   E — 1 
Russell   ft   Fairfield— fe 
Sanborn    F   C — ^1 


Saville  F  £—1 
Schacht  Robt.  H— 1 
Schwab  Emile — 1 
Scollard   G  \V— 1 
Shachford  C  L— 1 
Shadman  Wm  G — ^1 
Shaw  Edwin  W— 1 
Shaw  Geo— f 
Shivcrick  P  N— 1 
Shore  E  W— 1 
Sewall  Albert  W— f 
Shall  Mrs  P  E— 1 
Sheffield  E  J— 1 
Silver  E   E— 1 
Simpson,  Campbell  &  Co 

Simpson  A  K — { 
Sly  H  B— £ 
Sbde  A  K— f 
Smith  C  A  Jr— 1 
Smith  D  L— 1 


•Smith   L  E  P— 1 
Souther  G  W— 1 
Spillanc  G   H— 1 
Stanton  F  A  B— 1 
Staples  H  C— 1 

StukfttU{ir  &  Sluplsj 

Fire,  larine 
and  Casualty  Insurance 

45  Kilby  Street 

(See  New  York  City.  Provi- 
dence,  R.  I.  and  Chicago, 
111.  List.) 

Stephenson   B  K — 1 
Stcmbergcr  I  G — ^1 
Stevens  F  H—f 


Stevens  H  G — 1 
Stevens  H  S — 1 
Stevens  R  E— f 
Stewart  Ray  P— 1 
Stevens  S  S — 1 
Stickney    G    A— f 
Stratton  F  H— 1 
Strattott  Frank  H— 1 
Strong  W  P— 1 
Sullivan   E  J— f 
SutherUnd    D   W— 1 
Swain   S  B— 1 
Sweeney  W  J — 1 
Swctt  J  P— 1 
Swett  V  B— 1 
Tapley  H  S— 1 
Taylor  P  W— I 
Terry  Henry   B— f 
Thacher  Eben  A— 1 
Thachcr  Frank  C— 1 
Timson  II   H — I 


SIMPSON,  CAMPBELL  &  CO.,  Managers 


Managers  New  England  Department 

American  Central  Insurance  Co.,  St.  Louis  Mercantile  F.  &  M.  Underwriters  Agency 

Detroit  F.  &  M.  Insurance  Co.,  Detroit  Michigan  F.  &  M.  Insurance  Co.,  Detroit 

Maryland  Casualty  Co.,  Md. 


Ill  MUk  Street     ctivene  iiodiig     Boston,  Mass. 


B-92 


INSURANCE    AGENTS— MASSACHUSETTS. 


MASS. — Boston,  Con' 

Tongas  £  H— 1 
Tongas  L  H— 1 
Tongas  N  E— 1 
Tongas  W  I^— 1 
Tower  B  C— 1 
Tower  G  A— 1 
Townsend    C   E— I 
Toward  F  C— 1 
Trull  Wm  T— 1 
Tumbley  P  E— 1 
Van  Huysen  W  J— 1 
Voodry  J  A— 1 
Wadsworth  W  W— f 
Wagner  W  O— 1 
Waldron  H  E  B— f 
Walker  E  A->1 
Wallace  W—  c 
Walter  R  O— 1 
Warren   Nathan— 1 
Warren    Winslow  Jx^-c 
Warren,  Meade  &  Gale— 

f  c 
Waters  B  G— c 
Weed  A  J— £ 
Wetherbee    F  A— f 
Wheelock  &  Serrat— f 
White  Jas  G-^ 
Whittemorc  F  H— 1 
Whittcmore  O  R— 1 
Wiley  H  A— f 
Williams  W  G— 1 
Wilkins  C  H— f 
Wilson  A  £—1 
WUson  A  H— f 
Winchester  Edmund — t 
WinMey  W  H— £ 
Withington  F  C— I 
Woalard  A  J— c 
Wood  A  M— £ 
Wood  F  H— 1 
Wood  F  R— 1 
Woodcock  F  W— 1 
Woodside  C— £  1  c 
Worthington  H  H— £ 
Worthier  H  R— £ 
Wylic  A  M— 1 

BRAINTREE 

Cummings  C  B — £  1  c 
Hanna£ord  C  S — £ 
Hobart  C  H  &  Son— f  c 
Sampson  Geo  E— £  c 
Vinton  H  B— £ 

BRIDGEWATER 

Boyden  Wm  A— £  1 
Churchill  E—f 
Cushman  Edgar  E— c 
Freeman  William— f 
Keith  J  W— 1 
Lowe  Lewis  G  &  Sos^ 

£  1  c 
Lyon  Harold  S — c 
MacMaster  Edward  A— c 
Sweet  F  E— c 

BROCKTON 

Battles  David  W— f  1  c 
Bcals  Wm  E— f  1  c 
Blanchard  H  L— £ 
Boyden  W  A — f  1  c 
Bryant  W   C— £ 
Clapp  C  G  &  Co — f  1  c 
Clemons     &     Peterson— 

£    1  c 
Davidson  J  J — f  1  c 
Dolan  P  S— f  1  c 
Droham  E  W — f  1  c 
Fisher  Geo  E— f  1  c 
FuUerton    &    Shaw— f  1  c 
Gordon  John  H — f  1  c 
Holmes  F  M— £  1  c 

ioncs  H  S — £  1  c 
fadden  J  J— f  1  c 
Neafsey  E  P— £  1  c 
Poole  H  A  &  Son— f  1  c 
Puffer  L  W  &  Son— f  1  c 
Ripley  H  C— f  1  c 
Scott  J  V— £  1  c 
Steele  E  K 


Stedman  G  W— £  1  c 
Thompson  W  M  &  Co— 
£  1  c 

BROOKFIELD 

Cattle  H  E— f 
Franquer  F  F— 1  c 
Goodell  Bros— f 

BROOKLINE 

Abbott  G  H  &  Co— £ 
Atwood,  Pattee  ft  Potter 

—1 
Baker  E  W— f  1  c 
Bamford  A  J— £ 
Barton  C  D— £  c 
Barton  S  E — £  c 
Bennett  H  D— f 
Brewer  C  &  Co— £ 
Brown  D  F— 1 
Bucklin  W  S— £ 
Burgess  Hollis — £ 
Cabot,  Cabot  &  Forbes— £ 
Cady  W  H— 1  o 
'  arpentcr   E   H — ^1 
Gate  Martin  L— £ 
Clark  H  M-£ 
Codman  &  Street-^ 
Coffin  ft  Tabcr— £  e 
Coffin  L  E— f 
Cohen  Mrs  Ida  S— f 
Conroy  J  J — f 
Cook  Thos   F— £ 
Dalton  J  H— £ 
Davidson  W  A— £ 
Davis  L  S— £ 
Downs  David— c 
Duncan  S  W— £  1 
Emmes  A  B— f 
Ferguson  W  J— £ 
Fisher   O  P— £ 
Fuller  Qarence  E— £  1  c 
Gardiner  J  P— £ 
Gilbert  S-1 
Gleason   H   E— c 
Goodwin  F  E  A— t  e 
Harberger  J  L — £  c 
Harrison  W  P— 1 
Homer  J  W— £ 
Tohnson  A  K— £ 
Johnstone  Geo  W— £ 
Kingman  M — f 
Kirker  J  E-£  c 
Knowlton  E  H— 1 
Lincoln  Wm  &  Son^ 
Livingston  H  Jr— £ 
Love^  J-£  1  c 
Lyon  E — £ 
KCacKende  Robt — ^1 
McKissock  A — £  1  c 
Marshall   B  L— c 
Monk  Carl  F— £  c 
Moon  S  N— c 
Morrill    Miss    Lucy   M — 

f  c 
Newhall  G  B— £ 
Nourse  Winfield  L— £  1 
O'Brion  &  Russell— £ 
Parrott  L  H— 1 
Parker  Geo  S— £ 
Perkins  F  H— £  c 
Read  H  C— £  c 
Richards  E  E  &  H  N-f 
Richards  F  W-£  1 
Richardson   B  P— < 
Rogers  Geo  E — £ 
Rogers  G  R-^ 
Russell  F  A— £ 
Sargent  A  H  Jr— £  1  c 
Schacht  R  H— 1 
^•ars  W  B— £ 
Sharp  Edward  &  Son — £  c 
Squires  H  N— £ 
Swett  V  B— £ 
Thayer  A  E— £ 
Townsend  R  E — £  c 
Wadsworth  C  D— £  1  c 
Wadsworth  P  B — i 
Wallace  Wm— £  c 
Wilkins  C  W— £  c 
Wing  Mrs  M  M— £ 
Wood  H  A-l 


CAMBRIDGE 
AhemJ  J— f  c 
Bird  H  &  Co-f  c 
Brassil  T  J— f 
Brooks  W  F— £ 
Burrage  W  E^ 
Carrick  G  H— £ 
Clark  Joseph- £  c 


Clark  josepi 
Conlcy  J  J- 
Cooleoge  £ 


Cooledge  £  C — {  I  c 
Crowther.T  M— 1 
Cunningham  Bros— £ 
Dow  Geo  L— £ 
Flamand  ft  Lynch — £ 
Francis  M  W  &  Son— f 
Gawn  Thomas— £  1  c 
Giles  G  A-l  1  c 
Grover  L  B  &  Son— £ 
Hastings  W  B  &  Co— £  c 
Henderson  A  R— £ 
Howlett  H  B  &  Co-f 
Katon  L  H  ft  Co— £  c 
McClosky  &  Harty— f 
Melledge  R  J— £ 
Motttagnie  C  H— £ 
MylesT  F  &  Co-£ 
Norris  F  W  ft  Co— I  c 
Phalen  Otis  E^ 
Phelan  W  T-£  c 
Raymond  T  H— £  1  c 
Ryan  D  A— £  c 
Stewart  A  M  &  Co— £  1  c 
Thurston  C  H— £ 
Walton  M  L-£ 
WardweU  Walter  C— £ 

CAMPELLO 

Packard  S  F  ft  Son— £  c 
Ripley  H  C— £ 

CANTON 

Dockray  M  J— £  c 
Hill  T  J— £  C 
Tirrell  Arthur— £  c 

CHARLEMONT 

Hicks  H  A-l  c 
Sherman  Homer— £ 
Walker  H  T— £  1 

CAMPELLO 

Packard  S  F  ft  Son— £  c 
Ripley  H  C— f 

CHATHAM 

Bearse  E   T— f  1  c 
Eldredge  Nathaniel  A— f 
Freeman   C    A — f 
Harding  Alfred — c  £ 
Nickerson  J  A — £ 

CHELMSFORD 
Warren  A  M— £  1 

CHELSEA 

Chamberlain      Prescott— 

£1  c 
Gates  A  E— 1  c 
Gould  Jesse  &  Son— f  c 
Guild  Geo  B-£ 
Hayes  G  I  M— £ 
McCann  J  A  &  Co— £  e 
Pratt  Waltei>-£  1  c 
Sullivan  D  H— I 
Wentworth  R  S— I 

CHICOPEE 

Abbey  Chaa  C— £ 
Caron  Lea£red  H — ^£ 
Dalton  Mary  C — i  c 
Davis  Edwin  L — f 
Dickinson  N  A — £ 
Enright  P  J— f 
Fontaine  W  F— £ 
Fuller  W  J— f  c 
Granfield    John    E — ^f 
Grady  ft  Stanton — ^f  1 
Gendreau   H — f 
Hinklcy  F  L— 1  c 
Hobart  Roy  F— £ 


Houlihan  M  B— f 
KeUy  John  J— £ 
Lahey  M  J— £ 
Lyman  Stttart  F — f 
Manchester  Louis  W— £1 
Morse  H  Austin — f 
Ohusman  John  H— 4 
O'Neil  Eugene  J— £ 
Provost  H  D— £ 
Ritter  Herman — f 

CUNTON 

Ayers  ft  Hammond— f  1  c 
Baer  Bros — ^f 
Cannon  P  F— £  1  c 
Dame  J  T  ft  W  R— £  1  c 
Finnerty  Thomas  £-4 
Gentsch  Chas  H— £  1  c 

Jordan  G  V— £  1  c 
inton  Joseph  L — ^£ 
McNamara  ft  Cooghlin- 

£  1 
Merrick  S  R  ft  Co-'f  1  c 
O'Toole  W  J— £  1  c 
Stevens  Chas  G  ft  Son— 

£  Ic 
Thissell  H  A— £ 
Witmann  A — £ 

COHASSETT 

Lothrop  Caleb — £ 
Petersen  A  F  B— £ 
Tower  Burgess  C— £  I  c 
Tower  Benj  C— f  I 

CONCORD 

Appleby  J  M— £ 
Fowler  L  N— £ 
Mc Walter  Maurioe-f  1  c 
Russell  George  G— £  1  c 
Tolman  ft  Holden — ^£  c 

DANVERS 

Allen  A  G— £  1  c 
Ayers  W  M— £  1  c 
Bodwell  O  R— £  1 
Carroll  John  T— £  1 
P'arrington  Geo  C — f  1 1 
Finnessey  R  T— £  1  c 
Fuller  A  E  ft  Co— £  1 
Newhall  Walter— f  1  e 
Pope  Guy  P— £  1  c 
Tapley  C  Ralph-^  I  c 

DARTMOUTH 
Slocum    Frederick  A — I 

DEDHAM 

Dark    Rob  J— £ 
Endicott  Eugene-f  1  c 
Hayes  ft  Welch— £ 
Hill  Don  G— £ 
Hill  Wm  F— £  c 
Humphrey  H  D— £  1  c 
Kimball  F  W— f 
Murray  Thos  P— f  1  c_ 
Schulz  Adolph  F  A--£lc 
Thayer  Arthur  E— £  1  c 
Warren  Winslow  Jr-i  1  e 
Young  Geo  H— 1  e 

DENNIS 

Baker  W  F— £ 
Edwards  J  P— £ 
Loring  H  D— £ 

DOUGT-ASS 

Bind  F  H— £  1  c 
Wixtead  Jas  W-£  c 

DUX  BURY 

Green  Al£red  B— £  I  c 
Stearns  Geo  H— £ 

EAST  BRIDGEWATER 

Edson  M  ai£tofl— £  c 
Mann  Chas  F— 1  , 
Whitmarsh  E  S-< 
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EAST  HAUPTON 
Burkncr  Gat  S— f  1  c 

Epn  EdwBid  P— f  1  c 
Gm^  Fred  J—t  I  e 

EAST  PEPPERELL 
Fltteber  D  Vf—i 
Hnldunion  C  D — f 
Kittrldn  InoU*— f 
SlimjWni  H— ! 

EAST  TEMFLETON 
loiilli  Qui  E— c 

EAST  WEYMOUTH 
Clitrblnick  C  H  Jr^-t 
Garn  Uinot  P— [  1  c 
tinta  H  A— f  c 

EVERETT 
Bkncluird  A  E— f 
Bontm  Geo  W— f 
FaU  E  R—f  e 
Janinn  It  Co— f  I  o 
NsjttEd*  B— f 
Rich  F  B— f  c 
Sort  A  W  A  Son— f  e 
Wood  Geo  H— f 
Woodinff  June*  D— f  « 


FALL  RIVER 
Andet  A  I^-f  c 
BedKIt— J.  Fred— f  1 
BuKltc  A  it—i 
Booth  N  E— c 


D»™  C  H— f  I  e 
Dajudioi  G  T— f  I 
D<7le  P  I— e 
l>iKkett  June*— f 
Durfn  Geo  N  ft  Son*— 

(Ic 
Gnent  &  Son — f 
HuUcr  Chu  UcL— f  I 
Hifiaida  G  H  *  Co— f  c 
H«U  IM  ty—l  I   c 
Hanbljr  A  Uncolo— f  I  e 
Hiel^  Wm  J  *  J  H-f 
Hood  AH*  Co— t 
Hood  Geoire  M— f  I  e 
Howtaad  A  G  ft  W  J— 

Mmril  H  T— e 
iStccxT  Petn^-I 
Morpbr  E   F— * 
Pandtf  J  B— f  e 
Hera  H  M— c 
Renand  A — f 
Slack  Walter— (  1  e 
St  Dennii  OH*er— f 
Slade  John    P    &   Soa— 

TbMiM  E  H— f  1  c 

PALUOirm 
Hdrin— W  H 
looea  G  W— « 


FaxoB,  Ayer  &  Smith— I 

I  c 
Faxon  John  G — f  1  c 


IIUiuirartL 

Loader  E  Le  Roy  .  . 
MaAham  S  J— f  1  c 
MorriKm  WJ— f 
Pinkham  E  F— I 
Putnam  Wm  S— f  1 
Pntney  W  E— t  c 
OuinUn  C  J— 1 
Quinlan  J  W— 1 
Kainon  Paidoo   R—f 

Rernolda  Henry  A — 1 
Robinton  D  A— {  1  c 
RuaaeU  W  K  ft  Co— I  I 
Savrer  S  W— 1 
Shea  J  J—f 
Sliver  Wm— 1 


Tiniley  Darid  W— f  1  c 
Vandewirkec  Chaa  H— 1 
Welch  L  R  4   Co— t 
Wilion  Chai  F— f  I  c 
Wilion  Kenneth— f 
WU.OO  Waller  P— f  c 
Woodcome,  Paul  J-1  1  c 

FLORENCE 
Baker  George  N— 1  c 
Beali  Geo  U-f  t  e 

FOXBOROUGH 
Carpenter  Friend  P— f 
Gore  J  Wm— f 
Hodgei  Ik  Sherman — f  c 
NevtoB  Howard  E — f  e 

FRAMINGHAM 
Adama  CSS  Co— f 
Adam.  J    S— £ 
Twombly  H  F— 1 

FRANKLIN 
Feeley  C  A— I 
Fitipatrkk   C  H— I 
GdliTu  &   O'Donnell— f 
Hutchinton  Chaa  D — f 
Jobnaon   Wm   S-M  e 
McNeil  GliTCT— I 
Metcsit  H  L~f 
Neeloo  W  B— 1 
Piper  C  G— 1 
ShTner  Frank— f 
Stewart   Cha  L— f 
Whitney  C  O-c 
Woodward  Palmer  A— 

GARDNER 
Bengtaon  P  A — t 
Camer  F  H— * 

E<keli  C  N— f  c 

El^lad  EraJI— f 
Gonyeo  B  F— 1 
Goodsjxed  Geo  D — 1  c 

Hilcher  T   B^r~ 
King  J^l  c 
Minott  G  1^1  c 
Pehiaion  Herman— f 
Perieault  »  Doival— E  c 


a  C  F  a  Co- 
Rocenberf  A — I 
Ryan  Broa — 1  c 
Ward  J  A— I 

GEORGETOWN 
Andrewa  P  P— t 
Tackaon  J  F— 1 
White  J  F—t 


GLOUCESTER 
Babaon  Fiu  J  k  Co— f  1  ■ 

Cunningham     &     Ketr- 

f  1  c 
Dollirer  W  C— f 
jDhnton  John  A  &  Co— 
McEachem  Donald— f  c 
PreaaOD  Alfred— f 
Steele  Richard  C— f  c 
Sirople  Geo  E  B— 1  c 

GT.  BARRINGTON 
Bamea  C  D— c 
Bell  C  Boy— 1 
Bichwell  O  C— c 
Briggs  Frank  H-1  c 
Burke  W  J— 1 
Collina  A  C~l  c 
Day  W  Taylor^t  c 
Hefferau   W  H-f 
joyner  H   C-J 
Joyoer  H  N— (  c 

Sanlord  W  B— t  c 
Tmiedell  F  M— c 
Wheeler  &  Taylor-l  I  c 
Wright  &  Frein-f  1  e 

GRAFTON 
Dodge  Joaeph  A— f  1  c 
Fiihe  D  L— f  1  e 
Leonard  Robert  S — I 
Front  M  H— f  1  e 


oian  GeorgU 
__.lerBro.-f 
Packard  C  F— f 
Packard  Henry  D-f 
S.mon>  Henry  K—1 
Snow  Frank  B— f  I  c 


GROv  ttAND 

Unen  S  A— 1 
Woodbory  L  A— f 

HANOVER 


HAVERHILL 
Adama  J  Fred— f 
Bakfa   E  A— 1 
BasMtt  S  G— 1 
Barrow.  C  A— ( 
Camj)bell  Lraun  L— f 

dJ^  W  H— ( 
Fitu  E  A— t  0 
Frankle  ft  Tillon— f  c 
GardelU  Joiepb— < 
Glover  C  F— f 
CoodiHn  D  H-f 
Hamlin  F  S— f  1  c 
Harding  A  G— f  I  G 
Hyde  Nellie  T— f 
KellT  C  O— f 
Kimball  Geo  E— f 
O'Neil  C  J—f 
Martin  George  W— f 
Nealey  Geo  F— ] 
Nicholi  M  G— f 
Norwood  G  M— f 
Page  W  H— f 


Rand  F  N— f 
Smith  Fred  R—f 
Veatey  A  G— f 
Wataon  F  E-f 


HINGHAM 
Cuahlne  H  W— f 
FoaterValler  B— £ 
Henderaon  G  O— 1 
Loiing  E  B— f 
NeweG  F  E^f 
Spooaer  J  W— f 

HO LB ROOK 
Brady  John— f  1 

Holbrook  Frank— f 
Underhav  John     ' 


derhay  John- 

lite  Walter  E 


HOLLISTON 
Meader  A— f  c 
Phipp.  A  E— f  c 
Raiee  Lloyd  E — f  I  c 

HOLYOKE 

Allyn    i;  li— t  c 
laarke  li  C  &  to— f  1  ■ 
■Cleveland  H  B-f  1  e 
Cornwell  I  W— c 


JohnKM  Chaa  W  ft  Co— 

Judd  Dwiaht  O  ft  Co— f 

Jadd  ft  Faraona— f  I  c 
Lauckner  O  G— f 
Koehler  PanI— f 
Kenney  E  J—f  c 
OTonael]  J^H— f  c 
O'Neill  L  A— f  1 
Potrin  G  ft  Son— f  I  c 
Sbea  I  F  Ji^f 
Stanafield  Tboa  ft  Son— f 
Twine  E  L— f  1  c 
Wooi  J  H  ft  Co— f 


HOPEINTON 
Adama  E  H — f 
Day  D  P— £ 
Phlppt  JH— f 

HUDSON 
Conrtmarahe  Henry — f 
Roae  Daniel  D— f  I  c 
Welah  ft  Parker— (  1  c 


Caaa  W  I^-f 
Cbaae  E  I^-f  I  c 
Chaie  Waltet^l 
Cook  Irving  W— 1 
Keveney  J     " 


,  t  F— I 

Thacher  Eben  A 


INDIAN  ORCHARD 
Gleaaon  Albert  M— f 
Larivere  0  A--f 
RlentfOTd  Lonia— f 
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IPSWICH 

Barker  G  Adrian— f  1  c 
Blake  John  A— f 
Brown  A  S— f  1  c 
Cogswell  &  Saflford— f 
Duprcy  W  E— f  c 
Fellows  Jos  E— f  1  c 
HuU  Chas  G— 1 
Schofield  Geo  A— f 
Witham  Fred  S— 1 
Woodbury   C   P   &  Co— 
f  1  c 

JEFFERSON 

Merrick  E  W  Ins  Agcy 
— f  1  c 

LANCASTER 
Merrick  S  R  &  Co— £  1  c 

LAWRENCE 

Andrew  Frank  M— f  c 
Arundel  Edward  L — 1  f 
Austin  Geo  M  &  Co— f  e 
Bevington   Thos  &    Sons 

— f  1  c 
Bradley  Chas  £  &  H  J 

— f 
Burke  M  J— f 
Campopiano    Jeremiah— I 
Carroll  Michael — f 
Ewart  James  B — f 
Hartley  George — ^f  1 
Heald  A   E— f 
Hurley  John  J— f 
Jacquith  W  H— 1 
James  J  F — f 
Lazarus  W  S — ^l 
Lindncver  W  B— f 
Long  James  T— f  c 
McCarthy  Eusene  A — f 
McLaughlin  T  J — ^f 
Mack  A  E— f 
Maney  Thomas  A— c 
Mathes  Louis — f 
Morson  W  H— f 
Murphy  Maurice  A— f 
Norwood  John  K  &  Co 

O'Connell   Barry  T— ^  c 
O'Sullivan  J  T— f 
Parker  J  6  &  Co— f 
Porter  F  L— 1 
Powellt  S— f 
Rand  P^N— f 
Roberge»   Blanchette  ft 

Co— f 
SaflFord  J  H— f 
Saunders  A  R — f  1 
SuUivan  T  J— f 
Sullivan  M  F— 1 
Walsh  L  B— f 
Whitney  Frank  P— c 
Whitney  Wm  A— f 
Winlow  E  N  &  Co— f 
Woodbury  &  Daly— f 

LEE 

O'Brien  Ja»-I  1   c 
Gale,  Durant  &  Gale— Ic 
Pease  M  H  ft  0>— f 
Rogers  Edward  F — f  1  c 

LEICESTER 
Munroe  Chas  T— f  c 

LEOMINSTER 

Colbum  James  ft  Co— £ 
Conant  H  L— 1 
Dow  Henry  S — £  c 
Gates  J  W— £ 
Hannls  J  A — £ 
Killelea  P  H— £  1  c^ 
Leslie  W  H  ft  Co— £ 
Lockey  W  T-f  1  c  . 
Merriman    Russell— 1   c 
Miller  Geo  F— £  c 
Putnam  Wm  A — ^£  c 


Russell  W  F— £  1  c 
Tyler  J  J  &  Co— £  1  c 
Uhl   R  J— c 
Woodworth  M  S— £  1 

LEXINGTON 

Brown  B  F  &  Son— f 
Hill  WMllard  C— f 
Hunt  Wm— f 
Marshall  A   A— f 
Reed    W    W— £ 
Taylor  Geo  W— £ 
Worthen  Edwin  B— £  1  c 

LOWELL 

Achin  Henry  M — £  c 
Adrian  J  H — c 
Boyle  J  H— £ 
Brady  F  W— c 
Brogan  Frank  M— £  c 
Brown  J  P— 1  c 
Brown  W  D — £ 
Byam  Bros— f 
Campbell  Abel — 1 
Clegg    Frederick — ^1  c 
Chenevert  N  L— ^l 
Church  Fred  C— f  1  c 
Collins  &  Hogan — £  c 
Connelly  J  F— f  c 
Corey  Milton  R— £  I 
Cosgrove  Daniel — f  e 
Dickey  Thomas  L — i  1  c 
Dodge  C  P— £ 
Dodge  W  E— f 
Donohue  Joseph  F — £  I 
Dupont  Ernest  J— f  c 
Flannigan  D  J— c 
Fleming  J  L--£ 
(;iiddcn  M  N— 1 
Gordon  N  C — c 
Green  L  V— 1 
Guyette  Walter  Er— £ 
Karrigan  Geo  M 
Kennedy  R  A— I 
Kimball  G  D— £ 
Lee  Thomas  C  ft  Co— £ 

1  c 
Littlefield  &  Co-f  1  e 
Mackenzie  C  S — I 
McNamara  &   SuUivan— 

— £  c 
Miller  Henry  &  Son— £  c 
Mullin  J  Eugene — £  c 
Murphy  Dennis  A — £ 
Murphy  Frank  Brown — i 
Norcross     &     Leighton — 

£  1  c 
O'Brien  D  J— £  c 
O'Dowd  H  J— f 
Parthenais  W  A— £  c 
Peabody  Joseph — ^£  c 
Red  way  C  B— 1 
Robbins  Martin  ft  Son— f 
Sanborn  Warren  F — f 
Sharkey  M  T— £  1  c 
Slattery  E  F  Jr— I  c 
•^mith  Henry  A — ^1  c 
Taft  H  C— f  c 
Tucke  E  M— £  c 
Trull  W  T— 1 
Whidden  Graham  R — ^£  c 
Wilder  H  H— f  c 
Woodworth   F  G— 1 
Wright  Herbert  A— £  c 

LUDLOW 

Bimie  George  A — f 
Burr  Frederick  tr— f 

LYNN 

Atkins  Frank  W— £ 
Barry  Wm  J— £ 
Breed  Geo  W— f  c 
Bresnahan  John  L — £  1  c 
Rurrill  Wm  S— £ 
Callahan  Wm- £ 
Cotter  Jas  ft  C— £  1  c 
Cross  Chas  A — 1 
Cunningham  Tos  H — ^1 
Davis  M  T— 4 
Day  Joseph  F — ^f  c 


Farquhar,  Norris  ft  Black 

--£  1  c 
Fumer  Harrv— £  1  c 
Goodridge   Chas   S — 1   c 
Hearne  John  A — £ 
Herbert  Geo  C— £  1  c 
Hickford  A  W  S— £  1  c 
i-iiggins  Geo  C — c 
Hollis  John   H— £  1  c 
Johnson  &  Fox — £  c 
kenneally  &  Lima — £  1 
KUvert  Thos  L— £  1  c 
Knight  Thos  B  &  Co— £  c 
LemmonTas    J — £    1    c 
Lona  John  T— £  I  c 
Mccarty  ft  Phelps— f  c 
Maloon  Clarence  B — £  Ic 
Moran  Daniel  J 
Myrick  E  M — £  c 
Newhall  Geo  H— £ 
Newhall   Loranus   C — ^l  c 
Newhall  Wesley  I— 1 
Noera  Ernest  L — f 
Otis  William   H— f 
Paul  Henry  C— £  1  c 
Pearson  John  B  &  Son — 

£  1  c 
Pitman  Benj— £ 
Porter  Thos  F— £  1  c 
Sisson  Robt  ft  Son — ^£ 
Smart  Stephen — £  1  c 
Stiles  J  Harry— £  1  c 
Tarbox  Jas  E— 1 
Thorbuni  George — ^£  1  c 
Tillflon  ft  Vitete— I  1  e 
Turner  Harry  T — f  1  c 
Vitale   John   B— f 
Woodbridge     Chas 

£lc 

MALDEN 

Buckley  H  A— £  c 
Carney  Clarence  E— £ 
Cobum  D  J — £ 
Corbett  ft  Wi 


Holyoke  ft  Russell— f  I  c 
Hurley  James  M— £  I  c 
La  Plante  G  J— £ 
Lowell  H  N~l 
McQirthy  ft  Regan— £  1  c 
Mildon  F  K  S— f  c 
Mitchell  John  F-f  c 
Otterson  J  F  J— c 
Nourse  C  W— t 
Richards  A  C-l 
Temple  Winfield— £  c 
Wheeler  Lewis  A— £  c 
Williams  C  E-f  1  c 

MAYNARD 

Coughlan  Arthur  J— f 
King  John  C— £ 
Walker  A  E— £  c 

MEDFIELD 

Allen  Alex— £  1  c  ^ 
Bartlett  Mrs  A  H— £ 
Ryan  W  C— £  1  c 

MEDFORD 

Buss  C  B — i 
Cole  G  S— £ 
Fifield  W  W— £ 
Gibson  R— £ 
Goodwin  J  O— £  1 
Green  Geo  W— £  c 
Morrison  Jaa — ^£ 


Damon  Alex  _ 
Davenport  W   E  ft   Son 

— £  1  c 
Dennett  C  Er— £ 
Howard  Chas  W  ft  Son 

— £  Ic 
Pacquilt  Clement- £ 
Peck  C  A— £  1 
Peterson  F  E— £ 
Prescott  C  R  ft  Son— £  c 
Sawyer  Conrad— £ 
Sawyer  Hattie  A— £  1 
Serrat  Wm  D  ft  Son— £ 
Sterling  J  F— £ 
Stevens  E  A — f 
Sweet  J  P— £  1  c 
Welsh  Willard— £ 
Woodside  C  L— £ 

MANCHESTER 

noyd  L  W— £ 
Tohnson  W  J— £  1  c 
Willmonton  G  E— f  e 

MANSFIELD 
Fairbanks  Francis  D— 1 
Halliday  John  R— £ 
King  Herbert  E— £  c 
Shepard   Albert   L— f  1 
Sherman  Walter  I— f 

MARBLEHEAD 

Cole  Benj— £ 

Hathaway   Gardner    R— 

£c 
Slee  Chas  A— £  1  c 
Tre£ey  Wm  D— £ 

MARLBOROUGH 

Burke  Thos  S— £  1 
Cook  Clarence  A— I 
Dalton  John — £  1  c 
Donahoe  J  H— £  1  c 
Evans  E  A— £  c 
Fay  Heman  S — ^£ 
Frye  L  M  ft  Co— I  1  c 


Ober  Jos  E— £ 
Ober  Wm  E— £ 
Peters  Edw  M— £  1  c 
Pierce  E  G— £  1  c 
Picrxje  M  W— £  1  c 
SavUle  F  E— 1  c    ^ 
Sleeper  Fred  W— £ 
Tainter  Albert  H— £  1  c 
Wade  J  F— £ 
Wellington  Geo  A— £  1  c 
Wilber  N  E— £ 
Wilmot  Al£red  G--£  c 

• 

MEDWAY 

Hitchcock    ft    Woodward 

— £lc 
Snow  Lucy — £  1  c 
Upton  Wm  H— £ 

MELROSE 

Baker  Geo  D— £  1 
Bonart  Louis  J — £  c 
Briry  W  S— £  c 
Burke  Geo  W— £  1  c 
BurreU  W  A— £ 
Collamore  D  C — ^£ 
Dearborn  G  H— £ 
Dow  M  J— 1 

Dyer  J  Hewea  ft  Son— t 
Ellison  C  W— £ 
Everett  F  E — ^£ 
Farnsworth  M  L— £ 
Folsom  W  N— £  1  c 
Hatch  Fred  L — £ 
Hatch  John  C— f  I  c 
Hin  C  F— £  1  c 
Ide  C  M— I 

Johnson  Henry  E— £  e 
Kilgore  R  D— f 
Larrabee  John — £ 
Lucey  Daniel   J — f  c 
McCoy  Geo  M  &  ** 

McDaniel  J  S— £ 
Madden  John  H — ^£  c 
Nowell  J  T— £ 
Reed  Chat  F— f  1 
Sewall  Albert  W— f 
Spear  F  R — f  c 
Swett  ft  LoTejoy— £  c 
Upham  F  R — f 
Woodland  Geo  W  ft  Co 


MELROSE  HIGH- 
LANDS 

Burke  Georire   E— ^  1  c 
Burke  Geo  W— £  1  c 
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Folsom  W  N— f  1  c 
Kilgore  R  D—f 
Nowcll  J  T— f 
Woodland  Geo  W— f  e 

MERRIMACK 

Heath  Clifton  B — f  c 
Merrimack  Ins  Agency — 

Band  F  N— f 

MIDDLEBOROUGH 

Alden  T  F— f 
Drake  R  G— f  I 
Hathaway  C  V^ 
Keith  Percy   W— f  I  c 
Maddigan  R  I^-f  I  c 
Keed  Annie  M — ^f 
Robinson   Miss   Elizabeth 

— f 
Ryder  Charles— f 
Ryder  T  M— f 
Sullivan  D  D—f  1  c 
SulJivan  J  V— f 
W  ood  T  N— f 

MILFORD 

BbAj  Frank  A— 1 
CunniflF  j  H— f 
Daniel  Henry  A — f  0 
Doane  Paul — f 
Hayden  Lewis — ^f  I  c 
Haynes  G— 1 

Rickey  Joseph   F— 4  1  e 
Mann  F  £  ^  Co — f  c 
Marphy  T — ^1 
Murray  James  Jr — f 
Spaal(ttng  I  R— f 
Walker  Ik  Co— f  1  c 

MILLBURY 

Cassidy  Ed — I 
Cri^ddard   Ira    N — ^f  c 
Roberts    &     UndergravM 

Tebeau  Wm  H— f  I 

MILTON 

Ames  S  B — f  1  c 
Bishop  W  C— f 
BoUes  F  C— f 
Bradlee  J  W — f 
Breck  Ins  Agency— £ 
Burke  Chs  S— 1 1  c 
Draper  J 


Ellsworth   A  J— f  1  c 
Harlow  W  N^f  c 
Monroe  M  D~-l  c 
Parsons  W  D — f 
Waitt  Chas  G— I  c 
U'ood  W-f 

MONSON 
Rail  F— f 

Faulkner  &  Moran — f  1  e 
Peck  C  I^— f  1  c 

MONTAGUS 
Johnson  F  O— I 

NANTUCKET 

Brock  Albert  G— f  1  C 
Cash  S  C— c 
Crowley  C  H— c 
Dawson   A — I 
Jones  Arthur    W — f 
Ramsdell  M  L— 1 
Smith  H   P— c 
Tobey  H  A— f 
Winslow  A   T— f  1 

NATICK 

BnrleuhOH  A  Co— fie 

Craig  John  H — f  1  c 
Farwefl  Edwin— f  1  c 
F tsk  Thomas— 1 
Forbtish  Gay  le  T— f 
McGrath  Michael  F— f 
Whitney  H  H— f  1  c 
Yeager  F  B— f  c 


NEEDHAM 

Bowers  E  H — f 
baton  Geo  E — f 
Mollis  Stanley  M— f 
Kittredge  F  R— f 
Mercer  A  J— f 
Mitchell  G  E  &  Son— f 

1  c 
Moseley  W  G— f 
Parks  Wm  A— f  e 
Shugg  H  W  Jr— I 
Thorpe  F  E— f 
Wragg  Samuel  H— f 

NEW  BEDFORD 


ones 

Cennefty  J  C — 1 

<napp  R  E 


Aindow  John  H  & 

f  1  c 
Allock  John— 1 
Ashley   C   S   Jr   & 

f  1  c 
Bonney  C  T  Sr— 1 
Bosworth  C  T— c 
Brownell  G  K— c 
Chase  Wm  R— f  1  c 
Conniff  J  A— c 
Cook  J  S— f  1  c 
Cornish  C  H— {  c 
Costa   Henry — Y 
Daigneau  J  M— 1 
Uemers  T  B — 1 
Parrar  W  F— c 
Francis  Arthur  S — f 
Goddard  A  C — f  I  c 
(;oddu  O  C— c 
Hadley  A  W— 1  c 
HalUday  W  A— f 
noule  D  A— c 
Hoye  Jas  F  &  Co— f  1  c 
ames  A  S — f  1  c 

J  E^l 

Iti 
^^  _    _  &  Co— f  1  c 
McCainn   Wm— I 
McKowen  E  F— 1 
Mitchell  Chas— c 
Morses  J  J— I 
Paes  F  M— 1 
Paul  &  Dixon — f  1  e 
Peirce  L  C  — f  c 
Peterson  G  W— c 
Petit  A  A— c 
Pinto  Jas— 1 
Rebello  M  P— ! 
Richmond  C  M— c 
Rose  Henry— 1 
Soares  E  M— 1 
Souza  A  A— 4 
Taber  B  J— 1 
Von  Flattem  Ernest — f 
Wefer  E  H— 1 
York  Geo  A  &  Co— f  1  c 


NEWBURYPORT 

Bliss  E  W  &  Co-^  1 
Brewster  Bros— f  c 
Chase  &  Lunt — ^f  1  c 
Cuseck  Wm  C— f  1 
Harard  A  B— f  I 
Hughes  &  Garland— f  1 
Humphreys  W  T — f  c 
Lunt  Jere  B— f 
Merrill  &Wenzell—flc 
O'Connell  T— f 
Weare  Geo  A— f 
Weare  L  M— f 


NEWTON 


Alvord 

Barbour  &  Morton — ^f 

Barnes  E  F — f 

Bennett  R — f 

Edmands     Wiley     S     ft 

Frank— f 
French  J  W— f 
Fuller  J  C— f 
Fttfber  W  H— f 
Gertridge  Mark  M— f  1  e 
Goodman  Wm  A— ^ 
Holbrook  Chas  S— f 
Hyde  F  C— f 
Murdoch  F— f 


O'Connor  F  A— f 
Potter  John  A  — ^f 
Robinson  J  H — f 
Rogers  C  F— f 
Rome  &  Porter— f  c 
Turner  ft  Williams— f 
Williams  M  Sinclair— f 
Wright  Jos  A— 1 
Young  vVm  B— f 

NEWTONVILLE 

Brecden   George — f 
Fuller  J  C— f  c 
Rumery  Edwd  M —  f 
Turner  John  B — f  c 

NORTH   ADAMS 

Barnard  Edwin — f 
Burch  Wm  M— f  1 
CoUins  William  S— 1 
De  Falco  Frank — f  c 
Ford  &  Makolm — f  1  c 
French    George — ^1 
Gallup  H  A— f  1  c 
Gendron  Joseph — 1 
Haskins  Bros— f  1  c 
La  Brie  J  H— f 
Maher  &   Co — 1 
Miller  George  F— f  1  c 
O'Hearn    Brothers— f 
Pike    Arthur— 1 
Ransford  Frank— f  1  c 
Spencer  Bras — £  1  c 
Town  Henry — ^l  c 


NORTH     ATTLEBORU 

Bartlett  William  A— f  1  c 
Holbrook   F  G 
King  E  E— f  1  c 
Parker  A  T  &  Co— f  1  c 

NORTHBORO 

Brigham  C  M— f  c 
Gates  Frank — f  c 
Potter  &   Bigelow— f  1  c 
Rice  C  A— f 
Sargent    Geo    F — f   c 

NORTHBRIDGE 

Ames  Geo  M — f 
Beane  W  A— f 
Fairfield  W  B— f 
Gale  W  F— f 
McGljrnn  F  R  A— f  1  c 
McGuinness  &   Quinn— 

f  1 
Parkis  Chas  F— f 
Parnell   &    Scagrave — ^f  c 
Sproat  R  J— f  c 

NORTH   BROOKFIELD 

Howard   M   P— f   1   c 
Smith  Frank  A  &  Son — 
f  1  c 

NORTH  EASTON 

Barrows  George  C — I 
Clements  Wm  H— f 
Coggan  R  H— 1  c 
lield  Geo  C— f 
Field  John  R— f 
Howard  Wm  N— f  1  c 
King  John  B— f  1 
Long  J  F— 1 

NORTHAMPTON 

Barrett  &  O'Brien— f  1  c 
Beals  Geo  L-f  1 
Cochran  Wm  M  &  Co— 

f  1  c 
Graves  H  R— f 
Manning  J  C — f 
Maris  J  F— f 
Noble  Roacoe  K-4  1 
O'Donnell  T  H— f  1 
Pierce  C  H— f  1  c 


Jas    D—f   1 
fas  R— f  1  < 
P  W— 1  c 


Walker   Oliver   &    Son- 

f  Ic 
Woodward  F  T— f  1  c 

NORTH  HANOVER 
Dwelley  &  Nash— f 

NORWOOD 

Callahan  John  F— f 
Gay  Harold  W— f  1 
Morrill  F  A— f  1  c 

OAK  BLUFFS 

Eldridge  £  G— f 
Sanford  W  E— f 

ORANGE 

Ames  H  S — f  c 
Conrad  W   P— 1 
Crosby  R  D — c 
Dahlin   E  W— 1 
Dexter   D  E — c 
Field  S   W— I 
Howe  F  A— 1 
Kimball 
Kimball 
Newell 

Newton   Israel — f  1  c 
Reed    S   A— 1 
Thunberg  Frank — 1 
Upton  A  A — 1  c 
Walker  H  R— c 
Whitney  M  J— f  c 

PALMER 

Clough  Geo  E— f  c 
Cummings  R  E — f  1  c 
Ezekiel  Geo— 1   c 
Fitch  A  E— f  1  c 
Hellyar  S  H— f  1  c 
Hobson  E   E— f 
Leach  W  W  &  Co— f 
Shaw  Walter  L— f  1 

PEABODY 

Farrington  Geo  C — f  c 
Lord  S  D—f  c 
Merrill  Albert  H— f  1 
Porter  E  J— f  1 
Smith  R  E— f  c 
Spaulding    Geo    E — f 
Stone  Chas  E — f  c 
Taylor  Frank — f 
Woods  P  J— f  c 

PEPPERELL 

Hutchinson  H   W— f  c 
Marshall  Merrian — 1 

PITTSFIELD 

Bastion  J  J— 1 
Bridgman  E  H— f  1 
Burbank  C  A— f  1  c 
Cain  Edward— 1 
Cheevers  Wm— 1 
Cook  C  C  &  Son— f  1  c 
Cooley  F  A— f  1  c 
Gale,   Durant   &   Gale— f 

Gardener  W  R— f 
Gwinnell  Frank  W — I 
Learned  Geo— c 
McGraw  John  D — ^1 
Merchant  ft  Gleason — f  c 
Merrill  John  P— f 
Mills  C  A— 1 
Parker  R  P— f  c 
Parker  ft  Shipton— f  1  c 
Rausehousen  John— f  1 
Read  F  F  ft  Son— f  c 
Sanders  H  P— f  1  c 
Shaffer  Tudson  H — f 
Sloper  C  W  ft  Sons— f  c 
Stevenson  ft  Co— f  1  c 
Stone  John  B— 1 
Thurston  T  J— 1  c 
Tolman  Edw— I 
Traver  Henry  Jr — f  1  c 
Wood  A  H— c 
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PLYMOUTH 

Avery  E  E — f 
Burnett  E  A— f 
Burnett  Mr —  f 
Corey  Burt  H— £ 
Davis  Chas  S— f  1  c 
Eldrcdge  W  T-f 
Forstmcyer  V  H — r 
Harlow  &  Warren— i 
Jackson  Thofr—f  c 
Morriasey  Herbcrt—t 
Peterson  Geo  C— f  1  c 
Stoddard    4   Talbot^ 
Warnsman  Edward  C— t 

PROVINCETOWN 

Cook  John—f 
Law  Louis  S — f  , 
Small  John  W— f  c 
Small  Laura  T--£ 
Snow  John  F— i 
Young  William  H— I  c 

QUINCY 

Adams  W  W—f  ^      ^  ^ 
Brown  Geo  H  &  Co— f  c 
Burke  J  F— f  1 
Burke   W  E— f 
Carey  T  J--f  1 
Chase   R  D— f,  . 
Field  Geo  H— f  1  c 
Hardwick  John  &  Cb— « 
Hunt  John  T 
Kincaide  H  L 
O'Hara  F --f   , 
Olney  A  G— f  I     ,„     _ 
Pinkham  Herbert  W— * 
Ricker  Elmer  F—f 
Sullivan  M  T— I  ^  , 
Teasdale  W  H— £  1 

RANDOLPH 

French  H  W—f  1  c 
Leahy  Joseph  T— £  1  c 
Powers  C  R— 1  c 
Randall  Howard—* 

READING 

Badger  Walter  K— *  1  c 
Bancroft  Lewis  M — i  c 
Berk  T  P— 1     „    , 
Bosson  Harry  P^— 1  c 
Burgess  &  Allen— £ 
Fish  W  H— 1  c 
Horrocks    George   E— fc 
Kingman   &  D^vi8r-4 
Kingman  Wm  H— f  1  c 
Prentiss  &  Viall— £  c 
Roberts  Arthur  Er-I  c 
Wightman  W  H  Co— « 

REVERE 

AtVins  Geo  F— £ 
Better  Andrew  L— £ 
Boddington  John  H— t 
Child  Aberdeen  H— f  1  c 
Farrell  Thomas— f 
Hall  C  E  &  Co— £ 
Lawrence  Frank  D — £ 
McLaughlin  John  J — ^1 
Noera  E  L— i  1  c    _      ^ 
Pendergast  C  H  4  Cfr— f 
Stowers  Joseph  G— £  c 
Toward  Forrest  C— £  1  c 

ROCKLAND 

Burke  Wm— 1     ^    ^ 
Howland  C  W  &  Son— 

£  1 

Howland  Giles  W— 1  c 
Mulready  Edwin  -f  1  c 
Phelps  A  A— £  1  C  ^ 
Torrey  Charles  E — f  c 

ROCKPORT 

Blatchford  Wm  O— £  c 
Cleaves  C  H— £  I  c 
Dodge  C  P— « 


Hale  W  S— f 
Knowlton  J  E — 1  c 
Russell   B  G— f 
Smith  W  E— c 
Strople  G  E— 1  f  c 

SALEM 

Allen  Geo  L— £  c 
Apj>leton  ft  Norton — ^f  c 
Austin  Everett  E— f 
Bagley  J  A— f  1  c 
Bafley  Edwin  M— f  1  c 
Brisbois  Emil  F— £  1 
Broadhead  Frew  W— £  1  c 
Carman  K — ^f  c 
Chandler  L  C— £  c 
Chaput  P  N— f  c 
Dalton  J  Frank — £  1  c 
Donovan  D  J— £  1  c 
Fanning  &  Simon — £  1  c 
Felton  W  S  ft  Co— £  I  c 
Fleming  Chas  H— 1 
Ford  Arthur  S — f 
Fomess  A  A — f  I 
Gibson  L — 1 
Grantham  G  R — £  1 
Harris  Chas  E— f  1  c 
Hathome  H  G— f 
Hay  Edw  W— £  I 
Horton  W  A— f 
Hughes  W  P  ft  Co— £  1  c 
Johnson  Louis  O — f 
Tones  &  Brennan— ^  I  e 
Locke  Frank  E — ^f  1 
Lord  Wm   S— c 
McSweency  P  A  &  Co— 

f  1  c 
Mansfield  Jas  A— 1  c 
Northcy  Wm  E— £  1  c 
OdcU    Chas   H    &    Co— £ 

1  c 
Pelleticr  &  Moore— f 
Saunders  A  L— f 
Smith  Leavitt  &  Cole— £ 
Tiemey  P  Fy-f  c 
Voyer  Francis  X  &  Co— £ 
Ward  Frank  W— £  c 
Warner  Fred  E— £  1  c 
Wheeler  Harry  D— £ 
Wrin  P  J—* 

SANDWICH 
Mooers  Chas  H — f  1  c 

SAUGUS 

Belcher   W  F—f  c 
Chase  H  Er—f 
Clucas  Henry  Jr — ^1  c 
Sloan   F  B — f  c 
Sparks  H  P— 1 
Swogcr  J  W  Jr— f  1  c 
Turner  H  T— £ 

SCITUATE 

Ainslie  J  R— £  1 
Bailey  Frederic  T— £ 
Bates  D  J— £ 
Coleman  Moses  B — £ 
Poole  Chas  H— 1  c 
Richardson  W  P— £ 
Wade  Jetson— £ 

SHARON 

Burbank  F  E— f 
Burke  A  W  &  Co— f  1  c 
Dennett  Geo  A — f 
Earle   Ralph    S — c 
Gross  F  H— f 
Hcrrick  Jason    E — ^f 
Johnson    Elmer  M — c 
Levin  Louis — f 
Nelson  H  F—f 
Nutting  &  Wells— f 
Oliphant  C  D— c 
Prouty  Thos  S — f  1  c 
Plummer  H  M — f 
Shaw  George — £ 

SHEFFIELD 

Cowles  Mrs  M  E^£ 
French  W  D— f 
Wickwire  T  C  ft  Co— £ 


SHERBURNE    FALLS 

Bickel  Casper — f  1  c 
Hawks  C  W  &  Co— f  c 
Hoyt   H  G— 1  c 
Manning  J  F — f  c 

SOMERSET 
Hood  A  H  ft  Co— f  c 

SOMERVILLE 

Adams  B — ^1 
Adrian  J — ^f 
Binney  £  A— f 
Brayley  ft  Knowle*— < 
Chaffee  E  F—f 
Coffin  W  W—f 
Coffin  E  B— f 
Coughlan  Chas  P — £  c 
Dame  L  A— f 
Dodge  Chas  S — f 
Eaton  A  W— £ 
Fales  A  B— f 
Fenelon  J  R— € 
i-ish  W  W—f 
Flynn  W  H— f 
Giles  Jos  J — f 
Grant  A  P— £ 
Greene  F  A— £ 
Lapham  F  DeWitt— £ 
Mansfield  W  F— £ 
Masseck  J  S— £ 
Paine  C  A— f 
Perry  O  H  ft  Co— f 
Reynolds  B  R— f 
Reynolds  J  F—f 
Robertson  C  S — ^f 
Saben  E  E^-f  1 
Shirley  P  E  S— 1 
Snow  W  L— f 
Sparrow  E  S — f 
Spieler  G  M— £ 
Stackpole  J  ft  J  M— £ 
Stone  Edw  A — f 
Teele  F  A— £ 
Titus  F  A— f 
Van  Iderstine  H— f  c 
Wedgewood  A  B— f 
WUhams  S  ft  C  H— f 

SOUTH  BOSTON 

Bachelder  F  A— £ 
Bartlctt  W  E— f 
Barton  E  H — ^1 
Boland  G  W— £ 
Bowe  Jowe  J  E— £ 
Bowen  H  J — f 
Cavanaugh  J  F — £ 
Cavanaugh  J  P — £ 
(  hapman  D  T — f 
Connolly  J  J— f 
Creed  D  W—f  c 
Dever  M  F—f  c 
Devine  John  A— £ 
Finnegan  Marv  E — {  I  c 
Gibbons  Jas  B— £ 
Hopkins  E  L— f  c 
Howard  Bros — f 

Jackson  Thos  A — £ 
ames  Benj — f 
:irk  Andrew— 1 
Mitchell  H  C— £ 
Mooncy  C  P— f  c 
Reynolds  Geo  P — £  I 
Spinney  ft  Kellv— £ 
Walsh  James  F  ft  Son— 

f  1  c 
West  John— f 

SOUTH    BRAINTREE 

Cummings  C   B — f  I  c 
Hannaford  C  S — f 
Hobart  C  H  ft  Son— £  c 
Sampson  Geo  E — ^f  c 

SOUTHBRIDGE 

Bumham  R  M — 1  c 
Desrosiers  E  D— £  c 
Gatineau  O  F  ft  Co— £  c 
Marcy  Morris  H — £  1  c 
O'Shaughnessey    M    P— 
£  c 


Philtips  E  M  ft  Son-f  c 
Tetrault  Henry  J— f 
Tetrault  P— f 
Welch  P  H-c 

SOUiH  EASTON 

Qements  W  H— f 
Field  Geo— £ 
Howard  W  N— f  1  c 

SO.    FRAMINGHAM 

Adams  C  S  ft  Co— f 
Caswell  H  Er-1 
Clarks  W  E  ft  Son— f  c 
Council  John  J — 1 
Eagan  Michael— f  1 
Mundy  T  F—f  c 
Trowbridge  A  S — ^f 
Twite  George— 1 

SOUTH  HADLEY 

Cooke  A  D— 1 
Gridley  C  A— £  c 
Haas  Peter  H— 1 

SOUTH   HADLEY 

FALLS 

Brainerd  F  A — f  c 
Bushee  Miss  C  F—f 
Cooke  A  D— 1 

SOUTH    HANOVER 
Parkinson    Frank  S— f 

S.  WEYMOUTH 

Burrell  Ralph  P— f  c 
Cook  L  A— £  1  c 
Cook  L  A  Jr— £  I  c 
Torrey  Geo  C — £  I  c 

SPENCER 

Allen  Chas  H— f  c 
Collett    Frank — f 
Cutler  Edward   P— f  1  c 
Howland  E  Harria— f  1 

SPRIinGFIELD 

Alderman  Howard  F—f 
Alstrom   H    S — i 
.Barber  Wm — 1  c 
3arton  W  I — ^f 
Bassett  Miss  L  L — ^I 
Bourne  F  W — ^I 
Brainard  N  A— 1 
Bragg  B  L— £  1  c 
Bridgman   Donald  W— I 
BrinkerhofF  F  C— f  1  c 
Brown  ft  Brown — f 
Burt  C  A — 1 
Carroll  A  1—1  c 
Case  W  W^l 
Chapin  F  P— £ 
Chaplin  ft  Chaplin — ^f 
Clark  H  M— £  1 
Clune  J  H— £  1 
Cone  ft  Sherwood— f  1  c 
Cowles  A  B — ^f  1  c 
Cowles  canton  W—f  1 
Cowles  R  M — £  1  c 
Crane  T  W  ft  Co— £ 
Davis  W  I— £  c 
Dea  Champs  A  N — 1 

gexter  E  J--£  c 
cxtcr  W  %— £ 
Ehrlich  Hyman— £ 
Fobs  ft  RolUn»— f 
Praneis  Wm  H— c 
Franklin  Albert  B  Jr— 1 
FuUer  A  W— 1 
Ftallcr  F  W— 1 
Gilmore  ft  Goldthwaite— 

f   1  c 
Gleason  A  M— £  1 
Goldstein  S  J — £ 
Goodenongh  W  P  Ji— £ 
Gorden  Jacob  A — ^f 
Hannan   Francia— 1  c 
Havens  G  H — I  c 
Hawley  R  F— € 
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Healy  C  H— 1 

Hill  Geo  A— f 

Hinkky  Fred  L— I 

Holt  C  T— 1 

Hole  H  £— f 

Hutcfainson  T  C— 1 

Jewett  Chas  J— f 

TohnBon  Sam'!  J — ^I 
Judd  &  Panons — i  e 
Kelly  J  £  &  Son— f  c 
Lyman  A  L— f  1  c 
Marsh  H  D— f  c 
Meacham  L  E  &  Co— I  c 
Monroe  C  D— 1  c 
Mttlhoon  Wm— € 
Murphy,  Walker  &  C»— 

f  I  c 
Oppenheim  &  Field— f  I  c 
Ovens  Frank  T — 1 
Pardee  Wm  A— 1  c 
Parker  F  C— £ 
Pynchon  Jaa  H^f 
Ransebousen  Ed^r  B — ^1 
Ransehousen  H  H — ^f  1  C 
Reed  &  Kajrnor — ^f  1  c 
Reid  James  W— 1 
Remington   Harold    K-^ 

1  c 
Remlnis  Gustavus — f  1  c 
Richards  &   Allis— 1 
Roberts  A  O  &  Co— f 
Rodd  A— I 

St  Lawrence-Chandler 
^Co~f 

Sherburne   Nelsoo— f 
Sheridan  T  J — { 
Spicer  E  P— I 
Stcama  Bro»— f  1  c 
Stedman  F  C— 1  c 
Sticim^  Chaa  E  &  Co— 

Towne  E  J— 1 
Trask  SamT  H— I  c 
lr<n^le7  Thco  E— 1 
Waldron  H  S— I 
JValsh  Thoa  P— f  c 
Warnner  S  C— f  c 
Warnner  W  S— f  c 
Warnner  &  YarrdI— f 
Webster  H  G— f 
Williams  N  H— 1 
H  mter  DwighlH>f 
JVolcott  G  W— f 
Woodal  J  S  &  Co— f  c 
Woodbury  J  D^l 
vVorthen  Ernest  N— 1 

STOCKBRIDGE 
Evans  C  B— £ 
Fenn  D  B— f 
Flynn  M— I 
LoTctt  G  W— 1 

STONEHAM 
5[o<i»ett  Leon  T—e 
Uiapman  Elmer  B  B— f 
Copeland  H  G — i 
^«aer  Ernest  S— 1 
whnore,  Onslow  &  Co— 

Sl!!^«  J«nes  W— f  c 
HiU  S  A— f 

Jones  Jas  A  &  Co-f 

Moran  E  J— f 

Kassell  &  Fairfield— f  c 

Watmough  J  W— f  c 

WiUaais  Arthar  "~ 


STOUGHTON 
Blake  Ralph  S— f  I  c 
Bntton  Henry  W— f  1  c 
Bntton  &  Blake— f  1  c 
Curtis  Albert  P — f  1 
geardon  John— 1 
Ford  E  W— f  c 
Rogers  John   J— f 
Wcntworth  Geo  O— f  1 

SUTTON 
Bateheller  Henry  C  &  Co 

Lowe  Charles  E — f 


SWAMPSCOTT 

Gilbert  Geo  A  L 
Porter  M  D— f 
Smart  S— f  1  c 

TAUNTON 

Arden  Thos  H— I 
Austin  J  Lewis — ^1 
Blake  Alden  H— { 
Boardman  F  A— f  1 
BuUard  F  A— f 
Qaflfy  Jas  T— f  1  c 
Conaty  F  P— 1 
Couch  L  C— f  1  c 
Dean  J  Randall— 1 
Dorgan  T  C— f  1  c 
Earl  C  H  &  Co— 1 
Eldridge  J  H— f  1  c 
Estes  E  Lr-c 
Gabriel  S  L— f  1  c 
George  H  W— f  c 
Graff  Chas  H— c 
Hammond  Morse  &  Co 

— f  1  c 
Harlow  R  A— 1  c 
Hersey  £  S— f  1  c 
Jackson  E  T  &  Co— f  1  c 
Kelley  Francis  N— 1 
Leonard  M  B— f  1  c 
Morse  Willard  W— 4 
Reichenberg  G  W— 1 
Richardson   W   D— f  1  c 
Sproat  A  B — f 
Tallman  J  R— f  1  c 
Temple  E  H— 1 
Walker  G  L— f  1  c 
Williams  G  W  &  Co— f  1 


TEMPLETON 

Fletcher  C  A— f  I  c 
Speare  C  C— f  1  c 

TEWKSBURY 

Danielson  S  M — c 
Fairgriere  Arthur  J— f 
Fleming  J  Jj — ^f 

TURNER'S    FALLS 

Gilmorc  W  H  P  &  Co— 

f  1  c 
Koonz  Frank — 1 
Moltenberg    George — I 
Rist  &  Bitten— f  1  c 

UXBRIDGE 

Brady  Francis  P— f  I 
Hobbs  Geo  T— f  1  c 
Kelley  Joseph  J— f  c 
Ledbury  Mrs  Adelaide — f 
Lewis  Walter  H— 1 
Parndl  &  Seagrave — f  c 
Taft  Sara  Miss— f 

WAKEFIELD 

Bancroft  Clinton  L — f  1  c 
Butler  Wm  H— f 
Collins  Chester— f  1 
Driver  Geo  H  S — f  c 
Duffill  A  E— f 
Gordon  Lewis  J — f  I  c 
Hartshorne  Charles  F  ft 

Son— f  1  c 
Hickey  William  A— f  1  c 
KeUy  E  B— f  1  c 
Merrill  R  A— f  c 
Perkins  Albert  R — f  c 
Pope  Charles  H— f 
Ryland  F  J— f 
Savage  H  H— f 
Scovill  G  H— f 
Smith  G  H— f  c 
Southworth  P  H— £  1  c 
Sparks  H — 1 

WALPOLE 

Maguire  T  F— f 
Mahoney  P  H— f 
Morrill  Frank  A— f  1  c 


Whiting  Harry  A— f  c 
Willett  Albert  D— f  I 
Wilson  Robert— f 

WALTHAM 

Bergin  Michael — i 
Carter  Geo— £ 
Dennen  Hollls  E — f  c 
Dutton  Wallace— £  1  c 
Kilmer  Wm  E— 1 
Leslie  Geo  F— f 
Perkins  D  E— £ 
Powers  L  W— £ 
Reade  Charles  L — f  1 
Robinson  J  F  ft  F  J— £  c 
SewaU  Chas  W— £ 
Viles  D  F— £  1  c 
Walker  Edward  A— £  1  c 

WARE 

Cogshall   O  W— 1 
Coney  Henry  C — £  1  c 
Davis  Henry  C— £  1  c 
Dillon  George  W— f  1 
Doztalaine  E— I 
Lincoln  J  G  ft  Co— £ 
Riendeau  Joseph   A — ^£  1 
St  Onge  Hormidas — £  c 
Schoonmaker  T  H — £ 
Storrs  Bros — i  c 

WAREHAM 

'  Delano  R  T— 1 
Eldridge  J  L— £ 
Hennessey  John  E — f  c 
Kelley  Edward  H— £ 
Ryder  C  E— f  c 
Ryder  T  M— £  c 

WARREN 

Blair  Carl  M— c 
Hatherway  D  A — ^1 
Hitchcock  D  G— £ 
Hoe  D  C— c 
Lincoln  W  &  Co— f 
Oppenhdmer,     Field      i 

Hastinn — t 
Rycroft  G  E— £ 

WATERTOWN 

Critchett  F  E— £  1  c 
Farwell  Wm  E— £ 
Hawes  Andrew— £  I 
McGlau£5n  B  Fay— f 
McGuire  ft  Roche — f 
Paine  Richard  H— £ 
Stone  Edwin  L — £  1  c 

WAVERLEY 

Scott  C  S— £  1  c 
Whiting  Thos  H— 1 

WEBSTER 

Cassidy  W  H— £ 
Clark  C  M  ft  Co— £  1  c 
Connolly  J  J— 1 
Dupre  Hector— 1 
Fitxpatrick  P  H— 1 
Goulding  W  S— 1 
Greeley  A  R— c 
Hughes  E  H— 1 
Hughes  Geo  H— I 
Josfin  ft  Davis — 1 
Kelley  P  J— c 
Kingsbury  John  C— c 
Leboeu£  Telesphore— £ 
Lincoln  Benjamin  L— c 
Moreau  Moses— c 
Morse  Joseph  A— 1 
Front  Patrick— £  1  c 
Steinberg  H  H— £  c 
Upham  Leroy  J — £ 

WELLESLEY 

Carter  ft  Peabody— £ 
Johnson  Fred  O— £  c 
Smith  George  N— £ 


WESTBORO 

Bntton  J  W— £ 
Chamberlain  W  E— £  1 
Fairbanks  John  W«-l  c 

WESTFIELD 

Alderman   F  W  ft  Co— 

£  1  c 
Allen  S  A  ft  Son— £  1  c 
Bartlett  Ray  L— £  c 
Burke  F  W— £ 
Qark  J  H— £  c 
Cook  A  J— £  c 
Green  A  E  ft  Co— £  c 
lies  C  J— I 
Karr  Wallace  V— £ 
Lyman  Wm  F  ft  Son — £  c 
Meacham  W  P  ft  Son— f 
Noble  Wnf  H— £ 
Rkh  F  A— 1 
Sabol   Stephen — f 
Searle  F  P— f  c 

WESTFORD 
Fletcher  S  H— f  c 

WEST  NEWTON 

Barbour  ft  Travis— f  1  c 
Bennett  Robert— £ 
BurriU  Chas— £  1 
Hinckley  ft  Woods— £  c 

W.   SPRINGFIELD 

Brinkerhoff     Frank     C— 

£  1  c 
Cone  C  B — £  1 
HiU  George  A— f 
Sherburne  Nelson — ^f  1  c 

WEYMOUTH 

Brown  Edward — f  1  c 
Chubbudc    Chas    H    Jx^ 

£  c 
Cook  L  A— £  1  c 
Garcy  M  P— £  1  c 
Jordan  A  S  ft  Co — £  c 
Noonan  Thos  H— £  1 
Perry  H  F— f  c 
Tirrell  H  A— £  c 
Torrey  George  C — £  1  c 
Worster  Russell  B— £  c 

WHITINSVILLE 

Carr  S   A— 1 
Dillon  J  F— 1 
Gale  Wm  F— £ 
McGlinn  T  P— f 
McGuinness  ft   Quinn — f 
Parkis   C   F— £ 
Seagrave  Arthur   E — f 
Smith  L  W— £ 
Sproat  Robt  J— f 

WHITMAN 

Allen  Chas   F— £  c 
Bcale  G  S— c 
Bonney  Maria  L — 1 
Edson   Chas  H— c 
Freeman  H  C— f  1 
Garcelon   C  C— c 
Howland,    Nash   &    Co— 

£lc 
Keanelly  T  F— 1 
Kirby  James  T — 1  c 
Lucas  Samuel — 1 
Matthews  W  C— f  c 
Nash  C  W— c 
Sharp  Fred  E— f  c 
Soule  Geo  D  &  Son— f  1  c 
Soulc  H  D— 1 
Stanley  Harry — i 

WILLIAMSTOWN 

Monahan  M  L — ^f  1  c 
Prindle  S  I— 1  c 
Smith   C  M— £ 
Tavelli   Joseph — i 
Tenney  5  G — f  1  c 
Waterman  G  B — £  1 
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WINCHENDON 

Dronin  Oscar — ^1 
Greenwood   S  A   ft   Son 

— £1  c 
Lamb  Amos  S— f  1  c 
MerrUl  Chas  A— f  1  c 
Nolan  Fred  W— 1 
Whitney  Alfred  H— f 

WINCHESTER 

Apsey  Geo  W— f  1  o, 
Barker  Edward  S— -I 
Brigham  E  H— f  I  c 
Cosgrove  H  S — i  c 
Fish  C  E— 1 
Flanders  W  F— f 
Hatch  E  W— £ 
Harrington  E  Co~C 
Knapp  Mrs  N  A — ^f 
Larraoee  H  L— £  1  c 
Miller  C  C— 1 
Mills  A  H— £ 
Newman  S  E— f 
Robinson  Edwin  &  Co — f 

1  c 
Rowe  Frank  E*-f  1  c 
Woods  G  A-^  c 
Wooster  F  V— f  1  c 

WOBURN 

Aldrich   Raymond  W— £ 
Blake  W  J— f 
Carey  Daniel  D — £ 


Deland  T  F— f 
Dolan  T  H— £ 
Furbush  Levi — f 
Goddard  S  B  &  Son— f  1  c 
Hill   W   W—1 
McDonough  C  A— 1 
Maguire  W   F — f 
Maffuire  J  G — f 
McSweeney  B — £ 
Preble  H  A— £ 

glueenin  J  J — £  1 
ampson   Sewel   D  &   Co 
— f 
Silver  Elmer  E— f  1 
Wilcox  Walker  H--£ 

WORCESTER 

Arnold  Otis  D— 1 

Bailey  L  V— I 

Barrett  &  Snow—l 

Beane  F  A— 1 

Beauregard  Julius — f  c 

Berg  G  A— f 

Bouchard  Eli— I 

Brown  Edwin  E— £  c 

Bullock  R  H— £  c 

Bumham  Brothers— f  c 

Butler  J  Freeland— c 

Coe  John  D— f  c 

Commercial  Ins  Partner- 
ship—£  c 

Crowell,  Mcpherson  & 
Co— f  c 

Cummings  Herbert  R — Ic 

Curtis  J  Harvey— f  1  c 


Duprey.  &   Stoddard — f  c 
Dustan   Dana  M— 1 
Faxon  Thos  K— 1  c 
Ferre  James  F— 1 
Garbutt  Brothers — ^f  c 
Goddard  F  H— 1  c 
Grant  Chas  E— £  c 
Greene  &  Bates — £  c 
Greene  C  E— 1 
Greene  H  T— £  I  c 
Hardy  A  Colby— £ 
Harrington  N  A— f 
Hogg   Wm  James— 1 
IsenSerg  David  B— f  1  c 
Johnson  Ludwig— >1 
K.ilp;ore  John  M — I 
Knickerbocker  H  S  & 

Co— c 
Lancaster  Geo  Y— 1  c 
Ludlow  William  C— 1 
Lyman  E  B— 1  c 
McAllister  H   P— £  1  c 
MacDuff  Daniel  &  Sons 

—1 
MacGowan  &  McGowan 

-1 
Marsh  C  Arthur— f  c 
Marshall  Daniel  J— f 
Mooney  NT  &  Co — £  c 
Monroe  A  C 

— £  c 
Murphy  John  P— 1 
Murphy  Wm  J  B— £  c 
Xahigian  M  s  T — 1  c 
N>iss  Louts  H— 1 
Nichols  C  L  Jr— f 


&  Ingraham 


O'ConneU  &  O'ConneU- 

f  c 
O'ConneU   Real  EsUtc 

Co-f 
Pratt  Dana  J— 1  c 
Randall  Jesse  W-1 
Reidy  Maurice  F— 1 
Robertson  E  A— I 
Rourke  Daniel  F— f  c 
Russell  Tohn  T-4 
Sagar  Charles  H— 1 
Sawyer  Samuel  W—1 
Shea  Forest— 1 
Smith  Walter  E-1 
Spcrry  Homer  G— 1 
Stark  Wm  N— ! 
Sullivan   Tames  C— 1 
Tatman  &  Park— £  c 
Thompson   George— I 
Thurston   &  Thurston— 

£  c 
Townsend  &  Crerie— I 
Townsend  C  B— 1 
Trafford  H  L— 1 
Wells  Ray  D— £  c 
White  A  Avery— f  c 

WRENTHAM 

Gilmore  F  E— £  1 
Pond  C  W— £  1  c 

YARMOUTHPORT 

Clark  John  H— f 
Howes  J   E — £ 
Swi£t   Fred   C— c 
Thacher   Frank — £ 


MICHIGAN 


£ 


ADDISON 

Cleveland  F  B— £ 
Klin  F  B— £ 

^ 'tf.l>'. 

ADRIAN 

Alexander  Wm  B — c 
Angel  Alice— f  c 
Ayres  Geo  W— £  c 
Baker  James  H--c 
Baldwin  Clark   E— c 
Bauer  F  B— £ 
Bean  Leland— c 
Bennett  A — f 
Billinas  &  Thompson— t 
Cantnck   Frank — c 
Carr  Chas  H— f 
Carr  John   E — 1 
Clark  H  R— £  c 
Cleveland  E   F— £ 
Cochran    Lydia   M — t 
Cole  H  M— £ 
Coolcy  A  B— I 
Gaylord  Mrs  T — £ 
Goodsill   &   Clark- 
Grace  Jos  M — f:  1 
Green  &  Hodge— £ 
Hart  H  V  C— 1 
Hart  &  Hardy— f 
Helme  J  W  Jr— £ 
Hicock  F  M  &  Son— £  c 
Hoag  Jay— £     „     , 
Hoismgton   M  H — i 
Hough  F  J  &  Son— £  c 
Howell  VV  F— f  c 
Hughes  F  L— 1 
Jcwett  Henry  R — ^£  c 
Kaiser  R  A— £ 
Kennedy  Frank — c 
King  VV  F— c 
I^we   J   K — 1 
Marshall   W  Hal— I 
Mellow  Joseph    W— c 
Michael  Joseph— £ 
Neufer  &  Nopper — £ 
Nolan  James   F — 1 
Palmer  C  B— 1 
Pierce    Frank   W— I 
Robertson  Ctas  L— c 
Rood  R  M— f  1 


Savage  F  N— f 
SmalTshaw  Thos  M — c 
Smith  E  F — £ 
Smith  E  N— £ 
Smith  W  C— 1 
Tobias  B  E— 1 
Tobias   &   Watts — f   1 
Treat  A  B— f 
Wagner  Louis  A — 1 
Wafby    H    B— 1 
White  M  O— 1 
Whitney    Chas— £ 
Winne   E  J— £ 

ALBION 

Austin  Raymond — £ 
Austin   &  Webb— £   c 
Culver  F  W— f 
Davis  Mrs  R— £ 
Dean  Geo  E— £    1 
Eslow  J   C  &   Son— £ 
Gildart  Wm  B— £ 
Hyney  &  Young — £ 
Kendrick  J  S— £ 
Labertraux  F — £ 
Lane   C   B— f 
Leonard  O  A — £  I  c 
Leonard  &  Noyes — £ 
McCutchcon  A  L — £  c 
Noyes  W  R— f 
Roberts  Maude — f 
Ross   B    E— £ 
Shepard  M   O— £ 
Smith  J   Clifford— £  1 
Warren   L   S — f 
Weeks  M    D— f 
Wright   P    D— £ 

ALGONAC 

Ihnken  John  H — ^f 
Ncal   Henry   A— £ 
Robertson  John  M — f  c 

ALLEGAN 

Born   C   M— £  1  c 
Bouch  Pearl— f 
Flannagan  O   S — 1 
Hicks  G  T^— f 
Kolvoord  L  A — 1 


Le  Isle  Franz — 1 
Montague  I  C — f 
Root   L   C— £ 
Sequist  S   M— £ 
Stanley  H  E— f 
Stein  John  C— £ 
Town   P  E— £ 
Updyke  T  S— f  c 
Williams  H  F— £ 

ALMA 

Blakely  Jasper — ^1 
Carl   George  H — £ 
Creaser  P  W— £ 
Fuller   Jesse    E— 1 
Pettyjohn    Charles   E — 1 
Rowland  &  Johnson — £ 
Sharrar  &   Moore — £  c 
Spinney  J  D — £ 

ALPENA 

Blackburn  &  Co— £  1  c 
Hitchcock  &  Collins— £  c 
Kanieck  Tony — ^1 
Orcutt  &  Bishop — f  c 
Potter  Fred  N  &  Co— fc 
Warner  S  A  L— £  c 
Young  D — 1 

ANN  ARBOR  I 

Ann   Arbor    Realty   Co —  1 

£  c  j 

Armstrong    Frances  D — i  ' 

Armstrong    Herbert    D— 

£  1  c 
Bachcr  Harry — 1 
Baumgardner  John — f 
Benham  Agnes  Mrs  J — ' 
Brooks  Chas  L — f  c 
Butler  W  H— f  c 
Childs  W  K— £ 
Clark  W  A— £ 
Coffin  Otis— 1  c 
Cole  &  Htiss— £  c 
Davidson  F  J— 1  c 
Frost   Homer   F — ^£  c 
Gates  Ulysses  A — £ 
Gauntlet   Jos — c 
Goklen  Douglas — £ 


Haab  Otto — £ 
Haarer  &  Son— f  c 
Hamilton  Miss  M  L— t 
Haslreitcr  Geo  A— £  1  c 
Hawxhurst  Wilbur  F— f 
Herbst  H  H— f 
King  Zina  P— £  c 
Lowry  Thos — 1 
Mack  Agency — f  c 
McOmber  &  Miner— £  c 
Oerterlein,      Barbara     * 

Co— £ 
Poat  E  A— 1 
Rhead  Geo  B— 1 
Saulsbunr  &  Van  Atta— f 
Sawyer  Lorenao — i 
Sessions  J  O  A— £  I 
Shearer  C  H — ^£ 
Wagner  E  M— £ 
Wagner  Geo  W—1 
Warren  Agency — £  1  c 
Whaley  &   Fischer— £ 
Wood  Wm  Leo— £ 

AUSABLE 

Bertrand  Arthur  J — ^1 
Loud  Geo  M — f  1  c 
Sharkey  James    V— c 

BAD  AXE 

Hall  Chas  L— £ 
Ryan  Wm  J — £ 
The  Wright   Ins  Agency 

Inc — £  1  c 
Woodworth  Paul— £ 

BATTLE  CREEK 

Arthur  &  Beck^— £ 
Bamum  E  C — £ 
Batdorf  Howard  H — ^£ 
Browdell   W    N— 1 
Davis,   Fisher   Co — f 
Dudley  L  A—f  1 
Eaves  E— f  c 
Fox  Oscar  H — £  c 
French   B  D — f 
Harvey  H  T— c 
Hopkins  C  M— £ 
Howes   S   A— c 
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Hubbard  N  E  Co— f  1  c 

Hulscher  A  H— I 

Knairp  Byron  A— f 

Ludlttm  Roy — f 

Lyman  Chaa  E  Co— f  1  c 

Moon  J  E— f  c 

Mosher  BurederferCo — f 

Ncilsen  K  f— I 

Nichols  L  G— 1 

Poole  Floyd— I 

Reade  J  L  Co— f 

Retallick  N  E— f 

Simons  Carrie — f  1  c 

Snc!!  W  B— f 

Spalding  R  J  Realty  Co 

Sperry  J  B  &  Co— f 
Siephcna  H  J— f 
Ward  Frank  W— f  c 
Wilder  &  Simpson — f 
U'ilson  &  Millaon— f 

BAY  CITY 

Allen  Geo  A— f  c 
Allsworth  Geo  A— c 
.\incs  Geo  W— f  c 
Bav  City   Ins   Agency — 

r  I  c 
Birchard  &  Rattle — f  I  c 
Blodgett  &  Sharg— c 
Buchanan  John  G — f  1  c 
Bosh  A  E  R— f  1  c 
Campbell  Thos  D  &  Son 

-f  c 
Gift  W  0  ft  Co— f  1  c 
Elliott  VVm  M— f  c 
Fitzgerald  Jas  E— 1 
Fitiimmons  Jas  A — ^1 
Fox  C  L— 1 

Frank  Ernst  E — £    1  c 
Gessler  E  C— I 
Goeschel   Louis — f    c 
Harris  John  C— f   c 
Harrison  F  B — c 
Hoover  R  A— c 
Jennison  H  W— f  I  c 
Knagw  ft  Plum— f  c 
Uchtiy  Ed— f  I  c 
Lucryh  A  A— I 
McCombs  P  A—! 
McDonough  J  J — I    c 
McGuire,  Jas  D--4 
McMann  W  W— I  c 
Massnick  A  A — c 
Morton  G  S— c 
Phillips  Otto  C— f  1  c 
PMHps  Wm   H— f   c 
Plum  A  W— 1  c 
Post  ft  Fletcher— f 
Puroell  John  J— 1 
Rowell  fphn  J— f 
Rowley  E  T— 1  c 
RocUe  I— f  1   c 
Russell  J   tr-i 
Shearer  Fred  E   &    Co— 

flc 
Shearer  James  B — 1 
Spear  ft  Lewis — f  1  c 
Taylor  F  H— I 
Tiemcy  Bros — f 
\Vedthoff  Wm   F— c 
}Ving  VV  Er-c 
Wright  E  E— 1 

BAY  HTY  (E.   SIDE) 

Amca  G  W— f  1  c 

Bay  City   Ins    Agency — 

^n  c 

Birchard  ft  Ruttle — ^f  C 
Bradford  Geo  M— 1 
Bristol  M  C— c 
Brownson  E  S — ^l  c 
Buchanan  J — ^1  « 

Bush  A  E  H— £  1  c 
CampbeU  T   D   ft    Son— 

f  c 
Carroll  I>— 1 
Gift  W  O— £  I  c 
Coyle   C   S— c 
l^rdas  F  L — 1 
KlHott  W  M— f  1  c 


Fitzgerald  J  E— 1 
Fletcher  R  H— £  1  c 
Fox  C  I^— 1  c 
Frank  E  E— f  1  c 
Frye  E  S— I 
Gay  C  A— I 
Goeschel    Louis — £ 
Gregory  L  C — 1 
Hamilton  F  M— I 
Harris  J   C— f   c 
Hartil  R  S— f  c 
Hartley  W  H— I 
Hawkins  J  E — 1 

Iames  W   C — c 
araison   H    W— f  1  c 
Cennedy  F  E— 1 
Kesslcr  L  W— I 
Knaggs  &  Plum — ^f  1  c 
Koss  Jos — 1 
KowaUki   A — £ 
Lichtig  E— £   1  c 
Locks  H  S — c 
Luszgh   A   A — I 
Lusk  Geo  L — 1 
McCoombs   P   A — ^1  c 
McDonough  J  J — 1 
McGinnis  P  H— c 
Mason  P  H— c 
Massmick    A    A — c 
Morris  W— 1 
Murphy  M  J— I 
Newman  Fred — £  1 
Parten£eldcr  M  E— 1 
Phillips  O  C— £  c 
Phillips  W  H— £ 
Ploo£  Geo— £ 
Plum  A  W — I  c 
Pope  J  J— 1 
Price  J  M— c 
Purcell  J  J— I 
Reed  H— I 
Ribble  Thos — ^1 
Rocder  R  E— £  1 
Rowell  John  J— £ 
Rowley  E  T— 1 
Kussell  Jeanet  L — £ 
Schultr   B   E— 1 
Shearer  F  E  &  Co— £  1  c 
Shearer  Jas  B — 1 
Slattcry  J   E— 1 
Spear  &  Lewis — ^^f  c 
Stevenson  C  F — I 
Sweet   C  I— 1 
Tiemey  Bros — f 
\'anderwill   C   L— 1 
Westover  Mr— £  1 
\Voodbury  W   D— 1 

BAY  CITY   (VV.   SIDE) 

lUrchard  S   R— £  1 
F-lUot  W   M— £  1  c 
Harris  J  C — £ 
Lichtig    E— £ 
Phillips  Otto  C— £ 
Phillips  Wm  H— £ 
Roeder   Roscoe  E — £ 
Thomas  D  Campbell — £ 

BELDING 

Cusser   W  L — £ 
I  Eugemann  Geo^£  1  c 
i  (iephart  M  Y— £ 
I  Hubbell    I   L— £ 
;  Lambertson    W    S — £ 
I  Moulton  Geo  W— f 

Sandcll   Wm    F— £   c 

Smith  H  A— £ 

Spencer  A  L — £ 

Wagner  Geo  E — £  1  c 

BENTON  HARBOR 

Bassett  Geo — £  c 
Cady   &  Andrews — f 
Case   Miss  May — £  c 
Chaddock  R  P— £  c 
Edmunds  ft  Co — £  c 
Harner  E  C — ^£  1  c 
Hipp  O  B— £ 
Plummer    ft    Plummer — 

£  c 
Portman   Homera — c 


Riford  I  W— £ 
Schaus   Chas— f    1 
Shankland  W  B— £ 
Warner  W  B— f 
Warner  ft  Co— £ 
Whitney  H  S— £  c 

BESSEMER 

Bayliss  Edwin— £  1 
Bruno  J  L — £ 
Eggen    Tarsten — £ 
Holland  ft  Duda— £     1 
Russell  Wm  I— £  1  c 
Ziebur  G  L— £ 

BIG  RAPIDS 

Barton   Charles — £ 
Bennett  A  W— £ 
Ford   Brothers — £  1 
Hoff  W— £ 

Hopkinson  W  D— £  c 
Marsh  E  J — £  c 
Marsh  Mrs  A  L— £ 
Morrill   D    C— 1 
Throp  S  J— £ 

BUSSFIELD 

Bauer  J  G— £  I 
Belman  Birt — 1  c 
Carpenter  C  R — 1 
Carpenter  Mrs  Grace — £ 
Go£F  Howell— £  c 
Hensel  M  W— 1  c 
Riley  John  A— £  c 
Roth£uss  &  Glaser- £  1 

BUCHANAN 

Black  Geo  H— £  1  c 
Dick  John  C— £  c 
East  Walter— £ 
Eiselc  Henry  C— £ 
Ham  Edgar — £ 
Hathaway  Homer  A — £  c 
Pears  Charles — £ 
Roe  A  C— £ 
Roe   Herbert— £ 
Sanders  Frank^f 

CADILLAC 

Barton   Charles — £ 
Beaver  &  Diggins — £  c 
Bothwcll  J  M— £  1 
Bourn      Frank      E      Ins 

Agcy — £  1  c 
Breen  Fred  M— £  1  c 
Dunlop  Geo  A — £ 
C.affney  F  O— £  c 
Hall  Geo  L— f  c 
Hanson  Henry — £ 
Hodges  W  W— £  c 
Licphart   E  H— £  1  c 
Penny  A  W— £ 
Sawyer  E  F — £  c 
Snell   B   A— 1 
Webber  Lucie  M— £  c 
Yearnd  William  H— £ 

CALUMET 

Chynoweth  Ins  Agency — 

£  c 
Faucett    Bros    ft    Guck— 

£  1  c 
Stannard  W  L — £  1  c 
Thomas  Ins  Agcy — f  1  c 

CARO 

Dougherty  &   Crissey — f 
Ealy  J   McNair— £ 
Gallan  J  W^— 1 
Gurney  E  E — £  c 
Myers    H    S— £ 
Quinn  W — £  c 
^ccley  L  G— f 
Smith  H  H— £ 

CARSON  CITY 

Brooks   R   E— £ 
Cummings  E   C  ft  Son — 
£  c 


Gibbs  Geo  R— £ 
Goodwin  A  B— f 
Lyon  L  A — £ 
Mercer  W  D— £ 

CASSOPOLIS 

Hay  den  Asa  K — £  1  c 
Ritter  R  A— f 
Rittcr  J  K— £ 
Thomas  J  B— £  I  c 

CHARLEVOIX 

Bartlctt  L  B — £ 
Burnett  A  T— £  c 
Buttars  ft  Bridge — £ 
Cooper  Henry  C — £ 
Fitch  A  L— £ 
Hampton  W  E— £ 
Kane  R  W— £ 
Rachow  W  J— £ 
Young  A  F — c 
Young  Myrtle — £  c 

CHARLOTTE 

Brooks  A  H — c 
Davids   E   G— £ 
Greenman  J  A — 1 
Griffith  V  G— £  1  c 
Hawkins  Myron — 1 
Kay  J  D— £  c 
Murray  E  ft  Co— £ 
Nichols   John   C— £ 
Oleson   Geo — I  c 
Porter  Marion — i  1  c 
Powers  J  D  ft  Co — £  1  c 
Procter  Duey — ^l 
Proctor  H  B— c 
Rowley  G  W— £  c 
Smith  D  P— 1  c 
Spafford  C  D— £  c 
StiHing   W    F   ft    Son— 

f  I  c 
Talbert  &  Co— f 
Tears  Van  J— 1 
Vickery   A  F — 1 
Warren  F  G— £  c 

CHEBOYGAN 

Bouchard    &    Bouchard — 

£  c 
Dudley  ft  Barber— £  1  c 
Humphrey  Geo  P — f 
Kinney  Chas  E— £  1  c 
Middleton  W  R— £  1  c 
Moloney  V  S— £  1  c 
Waller  J  W— f  c 

CHELSEA 

Beckwith  Geo  W— £ 
Crowcll  Miss  Nina — £ 
Retcher    John — £ 
Kalmbach  John — £ 
Mapes  S  A— £  I  c 
Palmer  Mrs  John — £ 
Schaible  Paupl— f  I 
Turnbull  ft  Witherell— £  I 
Wilkinson  A  W— £ 
Wood  T  E— £ 

CHESANING 

Cheeney  C  W— £ 
Coryell  B  G— £  1  c 
Damon  O  W— £ 
Devereaux  J  P — £ 
Greenfelder  F  A — £  c 
Hickman  R  W— £ 
Krome  G  W— £ 

CLARE 

Alward  D  E — £  c 
Bowler  Jos — £ 
Caple  Wm  H— f  c 
Cudney  H  C— £  c 
Reading  C  A— £ 

CLINTON 

Kimball  L  W— £ 

Smith  Richmond  &  Co — £ 

Van  Tuyle  W  D— £ 
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COLDWATER 

Allen   E  J— f 
Bmrrdl  Howard  F— 1  c 
Been  Elmer  R — ^1 
Crandall  £  R--f  1  c 
EvaxiB  Tolm    S — f 
Erens  M  L— 1 
Foster  £d«ar  A— f 
Gibaon  Agnes — f 
Hodgeman  W  E — f  c 

gowe  Cha«  F — f  c 
ungerford  V  U — f 
Keep  C  L 
Legg  C  N— f 
Luedders  Otto  E-f 
Lyon  F  A— 1 
Ifilnes  &  Wataon— f 
Montague  J  H — t  c 
Stevens  A  G— f 
WiUiami  F  N— 1  c 

CORl3-fNA 

Bush  Walter  M— f 
Fiaher  T— f  1 
Green  A  W— f 
Hatch  Walter— f 
Parker  W  J— f 
Slieardy  Louis  N — ^f 
Young  Arthur  C — f  c 

CRYSTAL  FALLS 

Corcoran  J  F  Ins  Agcy 

Ltd— {   1  c 
Smith  A  H— f 

DETROIT 

Admire  W  W— 1 
Aldrich  ft  Co— f 
AlkUsft  Cb— < 
Althoff  Ins  AgeacT— f 
Ambrose  J— 1 
American  Ins  Agency* — ^f 
Andrus    &    Pahner    Ins 

Agcy — f 
Anatey  P  N— 1 
Ayrcs  C  L— 1 
Babbitt  F  R— 1 
Bahl  G  L-1 
Baker  Geo  F  Bros    tf  c 
Barthol  Tas  O— I 
Bassett  &  Smith— I 
Bassett  Jay— 1 
Baty  Jas  D— 1 
Baxter  &  Baxter— f  c 
Beach  Geo  H— 1 
Beatcher  F  A— f 
Belanger  Joseph  &  Son — 

f  c 
Bennett  Don  R— 1 
Bennett  Chas  D— f  c 
Benson  J  J— c 
Bentley  ft  Yokum— f  c 
Berdan  Chas-^ 
Berffin  R  M— f 
Biederman  ft  Smith— f  c 
Bierce  Sage  ft  Co— I 
BiUinghurst  A  D— 1 
Billinghurst  J  Carl— 1 
Blackman   Gtaas  ft   Cook 

Blake  John  A— 1 
Blake  Joseph  A— 1 
Blpmfidd  §  T  ft  Co— f 
Bond  Edward  J— 1 
Bond   Edwin— 1 
Bonninghausen    Julius— f 
Brennao  John  E  ft  Co— f 
Brevoort  Ins  Agcy— f 
Bridgeman  J  A  ft  Co— f 
Briscoe  ft  McKee— f 
Brooks  ft  Kingon — f 
Brown  Chaa  F— f 
Brown  Jacc^  G — 1 
Brown  Robt  M— 1 
Bruce  Chas  L — ^I 
Brusse    Hendrick— 1 
Bucknell  J  A— 1 
Buell  Chas  H  I— 1 
Bunclark  Alfred— f  c 


Burtenahaw     ft    Sibley — 

f  c 
Campbell  Robt— 1 
Carter  Ins  Agcy — f 
Chadwick  W  C— 1 
Chaile  U  M— 1 
Chandler     Geo     W     The 

Ins  Agency^f  c 
Chapman  £  R  Agency — 

f  c 
Chcrtok  M  L— 1 
Christie  Ins  Agcy — f  c 
Clark  C  L— f 
Clark   Donald  A— 1 
Clizbec  W  D— 1  c 
Collinge  Neal  A— 1 
ColUns  C  H— f 
Continental   Ins  Agcy — f 
Cumminffs  J  N — f 
Cunninffham  J  £ — f 
Curry  John  ft  Co — f 
Dare  Frank  H — 1 
Davidson  F  J— 1 
Del  Rey  Ins  Agcy — f 
Detroit  Ins  Agency — f  c 
Dickinson  Ins  Agency — f 
Dolson  L  B— 1 
Domzalski    M — f   c 
Dow  H  F— 1 
Dow  W  B— 1 
Eaman  James  T — f 
Eliot  ft  Haviland— f  e 
Englehart  E  £—1 
Erringer  Chas  B— c 
Fanner  Henry— I 
Fassold  A  ft  Co— c 
Federal  Ins  Agency — f 
Feldman   &   Feldman — f 
Fenton  &  Toal— f 
Fkk  L  J— f 
Fisher  jacoh— 1 
Flynn  W  H— c 
Forsyth  Merry  Co — f 
Frankhouse  F  D— f 
Fraser  Fred  h—c 
Fraser  Stewart  A — f 
Freedman  A  F — 1 
Freese  C  £  Ins  Agency 

— c 
Friend  ft  Co— £ 
Frost  J  A— 1 
Fuller  E  H— 1 
Gage  W  T— 1 
Gage  Wm  H— 1 
GaUagher  O— f 
Garrison  Chas  H — c 
Gaspard  Henry    N — 1 
Gazen,  Wirth  ft  Ryan— f 
Gehrke  ft  Jensen — f 
German  Ins  Agency — ^f 
Gibaon   Geo   L^f 
Giddings  T  F— 1 
Gilmoro  ft  Chavenelle — f 
Glass,    Cook   ft   Atkinson 

— f 
Goodrich   Bros— f 
Goodrich    Ins    Agency — 

f  c 
Greenup  Geo  M — I 
Griffen  T  E— c 
Grow  Ins  Agency — f 
Guenther   Fred — f  c 
Guthard  Jacob  ft    Son — 

f  c 
Hagerty  Dan'l  G— 1 
h2i  F  B  ft  Co— f 
Hammond  D  R— f 
Hannan  Ins  Aj)[ency — f  c 
Harmon  B  B  Co — f 
Harris  Wm  H  Ji— I 
Harrison  L  A  ft  Co — f  c 
Harper  R  O— c 
Hartenstein  Robert  F — f 
Harvey  F  G— 1 
Haskins  Agency  Co  The 

— f  c 
Hayes  ft  Ballentine— f 
Hayward  Norman  W — 1 
Heed  R  B— e 
Henxves  Leo  K— ^  c 
HiggftMon    A   A — ^1 
Hilton  F  A— 1 


Hilsendyen  ft  Raynn — ^f 
Hockett  C  W— f 
Holden  The  Jas  F  Co— f 
Hollis  Clarence  M — 1 
Hoknes  H  G— f 
Howland  D  Ward— f 
Hull  L  C— 1 
Huysken  Geo— 1 
Hyde  O  F  ft  Co— £ 
■  ames  D  C  ft  Co— f  c 
"ohnson  N  W— f 
Johnston  ft  Clarke — c 
,  ohnston    D    A — 1 
Jones  James  A  Agency — 

f  c 
Kaiser  Ins  Agency — ^f  c 
Karrer  ft  Berschbach — f 
Keavy  Wm— £ 
Kemp  H— £ 

King,  Barnum  ft  King — ^f 
Kirby     Sorge-Telske     Co 

Klein  £  A— f 
Knaupe  J  W  Co— f 
Knorr  Frederick — ^f 
Koppin  Henry  ft  Son — f 
Kruemling  A  W— 1 
Kurth   Chas  W— f 
Lake   O  C— 1 
Lambrecht  ft  Kelly— £ 
Lawaon   Martin — ^f 
Leonard  ft  Griffen — f  c 
Leonard  Geo  E — 1 
Levegne  Bros— f 
Lindsay-Brown   Co— £ 
Linsel  Henry— £ 
Lisk  C  W— 1 
Look  Clarence  A — £ 
Lot*  Louis  P — ^£ 
Macaulay  R  H— 1 
Macauley   Chas  A— A 
May  S  L  Agency — ^£ 
McBryan  W  H— £  c 
McCormick    ft    Lawrence 

— £ 
McCoy  G  C— 1 
McGraw  Homer — £ 
McMaster  A  D— £ 
McNaughton    Chas   N — c 
Maish    McKennan — f 
Mar^h  ft  Wells— f 
Manon  A  N — £ 
Marshutz   Wm    B— 1 
Martin  W  C— 1 
Mendel   Peter  J— J 
Merritt   Realty  Co— f 
Michigan  Ins  Agcy — £  1  c 
Mitchell  Jas  A— 1 
Moore  Griffin  S— 1 
Moon  &  Co— £ 
Moore  ft  Veale — ^£ 
Morley  &  Coleman — {  c 
Morphy  John  D — 1 
Morvitt  B  F— ^1 
Morvitt  M  W— 1 
Mott  ft  Dittmar — £  c 
National  Ins  Agency — f 
Norris   T   F— f 
Nueber  Daniel  G— 1 
O'Brien  ft  Co— £ 
O'Brien  M  £—1 
O'Hara  W  J— c 
Ohrens   Ins   Agcy^— £ 
Olds  Chas  G— I  c 
Orleman  ft  Roberts— £ 
Owen  E  W— 1 
Page  Harry  B— £ 
Paris  Ins  Agency — £ 
Parish  Jos— I 
Parker  ft  Davis— £  c 
Parker  Bros  ft  Co— f 
Parker  N  D— c 
Parker  Schunk  ft  Fry— f 
Patterson  Bros  ft  Co— f 
Peltier  Chas  F— £  c 
Peninsular  Ins  Agcy — £  c 
Perry-Mortenson   Co — £ 
PickeU  C  W— 1 
PickeU   C  W— 1 
Piper  W  £— £ 
Poindexter  John  S — 1 
Powdson    Robert — c 


Price  Jaa  W— f 

guinn  T  J— f 
alph  P  J  ft  Co-f 
Ratfabone  ft  Stevent— fc 
Ravmond    ft    RsTmond— 

Reese  Nath— I 
Rdd  ft  Reid— f 
Rcilly,  Brooks  &  Co-f  c 
Renaud  F  M— £ 
Rhines  £  H—c 
Rice-Wray  T  C— 1 
Richardson  A  G— 1 
Robinson  J  C — 1 
Roe  C  N— £ 
Roiser    ft    Mersenhdmer 

— f 
Rohns  Hermann  C— f 
Root  Thatcher  W— I 
Rothwdl  Ins  Agcjr— f 
Rosenfield  M— 1 
Rothschild  S  K— 1 
Russell  Chas  P— c 
Russell  J  Ins  Agency— t 
Russell    Raymond— 1 
Ry^n  Robt  M— 1 
St  Johna  ft  Co— £ 
Salot  H  B— 1 
Sanders  W  A— 1 
Scanlon  James  E— 1 
Schmemann  H  W — (  c 
S<±ememann  Karl  &  Son 

— £ 
Scott  J  L— 1 
Seymour  ft  Trester— f 
Sherwood  Bros— £ 
Shoults  Chas  A— 1 
Sibley  John  A— 1 
Siemon  L  J — ^£ 
Simons  N— f  c 
Slyfidd  ft  Smith— f 
Smith  Chas  Y— c 
Smith  David   M— I 
Smith    Frederick   A— 1 
Spence  H  W— 1 
Steinbauer  F  M— 1 
Stephens  Wm  F— I 
Stevens  G  B  ft  Co— f  c 
Stock  A  J— £ 
Stoll  Otto— £ 
Stom£dtz-Lovdy    Co— f 

Stone  Meyei^— I 
Stringer    E    S— 1 
Templeton  J  O— I 
Thiefels  N   J— £ 
Thomaa  J  H  ft  Co— f 
Thomson  A   R — 1 
Thomson  Waltet^-l 
Thompson  J  W  ft  Son— 

Tidmer  V  1^-4 
Tomlinson    Harry — I 
Tromley-Wilsoa   Co— f 
Tryloff  Henry  W— I 
United  Realty  Co—f 
Utter  A  C— 1 
Van  Alstyne  RA— I 
Van  Antwerp  M  Gore—' 
Van  Sickle  W— 1 
Vernor  Bros — i  c 
Wade  H  C— £ 
Waite  Will  A— 1 
Ward  Eber  ft  C»-£ 
Ward  Thos  W— £ 
Warren  ft  Co— £ 
Waterfall    E   A— £  c 
Weaver  H  L— £  c 
Webb  Wm  J— 1 
Wdsh  J  M— I 
West  F  M     1 
Whitaker.    McNaughton 

ft  Livingstofii — ^f 
White«aird  Co— £ 
White  Chas  S— 1 
Widrig  S   A— c 
Wilette  Frank  J— £ 
Williams    H    £—1 
WUliams  ft  Cirtwrigkt-t 

WiUiamsan   A  C— 1 
Wilson  W  G— e 
Winter  ft  HcBdersoa— f  c 
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WUoaithM  W  Co— f 
WudmeTer  Henry  G-^ 
WiUHi  L  C-l 
WolTtrinE  In.  A«ency— f 
Wnihl  0  J^ 
Wruic  &  Kui*ei: 
YqA  B  D— f 
Yomig  Tolm— 1 
VouDj  W  H— c 
Zichuiu  M  H— 1 


DOWAGIAC 

Btcruft  Fred— f  c 
Daruhw  Leo  A— ^  I  c 
Uddi  Geo  M— f  c 
FUlurtT  Mn  A   M— f  1 
Hnwe  Edmrd  F— f 
Hui  C  A— f  e 


UeHc 


B— f 


Phillip*    Milliard— f 
Porter  Wm— i 
Usbare  Dot.— £ 


FENTON 

CheMnot  J  S — I  c 

CorrigaD  C  L — f  1  c 

"-  -1  W  R— f  1 

]  &  Hitchcock— f 
J  h  McWain— f 

King  Wm  H— 1 

MacNeal  Geo  F— f 

Nelson  J  O— f 

PhiUipa  H   J— f 

Reawkk  R  B— f 

Slocnn   E   C— f 

Tinker   C!»reDce-[ 

FLINT 
Altoe  *  Stone— t  c 
lito  ChM  W— f 
iridnnan  Lewis  H — f  c 
lroctw«7   Eugene  H — 1 


Flint  Ini  Afeney — f  c 
Gilleipie  RoGeit  J  &  Co 

Htaiataa  L  VL—t  < 


cBride  6  J 


DUKAND 

AUterton  E  S-t 
Ckoeni  W   H— 1 
CoiiB  FrMk  N— f 
Holme.  Ctrl   T—f  I 
Huldiintoa  E  J—i 

>onhwly   F   J— £ 
Oben  I  C— f 
Patthcl  S  C— f  1  e 
F«k  0  W— £  1  c 
T«rj  S  B— { 

EATON    RAPIDS 


pt  ^Tk  s 


MBMle  W   R— f 
Uilbouni  H   T—f 
Rottbeek  S  H— f 
RuskU  G  H— f 
Sprinkl*  C  A— f   I  c 
Hisner  &   Guthrie— f 


D>™  F  D— 1 

Delu  Ini  Agency— f  I 
Fcdlon   C   E— 1 
Fmoegin  T  C-f  C 
Gandervn  Carl  P— f  1 


Petet»on   P  N— f  1 
Sdmui   R — t 
Shanahin  Tfaoo — c 
Thiicber  C    M— f 


lartin  Jaa- 
fewall  G  E 


Vieet  S  Reming— f  < 
son  L  G— f  I 

WoolEtt  &   Mscomber— 


Wickham  F  O— f  c 
GLADSTONE 
Clark  Clarence  A— 1 
Empaon  G  R— f  c 
ForiTtb  Mrs  Ida  U— 1 
Huber  F— I  c 
HupT  Phil— i  1  c 
JacKoo  Glenn  W— f  c 
Loing  High  B— I 
..lallongree    Vietor— 1 
Memo  "     " 


L— 1- 


GRAND  HAVEN 
..ndrewa   D    W— f 
Danhof  J  P— f  1  c 
-     loe  P— I 

Ihouse  Peter  W— f 
.___a  Jae  W  &  Co— I 
O'Brien  JoMph  W— f 
O'Biien-Deipelder  Ini 

Bureau-f  I  c 

laa  J  A-f  1  c 

GRAND  LEDGE 

Arms  F  C— t  I  c 
Covert  P  A— 1 
Dean  C  J— I 
Ewing  TWA  M— f  c 
Green  Cbaa  F-f 


Ayen  A  H  ft  Co— t 
Barafaait  I  W-l 
BatsEord  J  A — ! 
Becker  H  W-l 


Bellamy  WAS:  Co— f 
BemiiGcoT— i 
Beneker  B  A^ 
Benjamin  T  ft  Soa— ( 
Bennett  Alonio  H— 1 
Bodwell  J  E  ft  Co— f 
Bogg  Deanover  Co— f  1  i 
Boyland  C  E-^f  c 
Br^  C  I^t 
Brown  C  M  ft  Co— f 
Campbell  Butidl  Co— ( 
Campbell  M  B — c 
Can-  H  B— £  1  c 
Champlin   F  W— f 
Channcey  C  W-i  1  c 
Cheney  E  1^1 
Cloaterhouie  L  J-I 
Colleton  MitcheW 
Cook  F  I-f 
Cook  P  T—f 
Crjf:   n  M— f  c 
Cto^by  I  S  A  Co— f  e 


G— i 


Deanf   i^ 

DKilv.i-lim-*n— i 
Dibble  F  H— e 
DickiaaoD  W  G— (  - 
Doaker  Hermann  ft  Co— 1 
Driicoll  A  E-l 
Dudler  G   D— € 
EddyP  D— I 
Elereld  F  H— f 


Fitdmrnona  H  A^-1 
Ford  G  W— f 
Geldbof  P  A-^ 


Hare  C  H— I 
Haai  Really  Co — f 
Hayne*  T  J— 1 
Hendetaon  T  J— 1 


Kn";X)*  l"^ 
La  Barge  S  H— { 
Lamoreaux  E  E — I 
Lebare,  Seven  &  Co— f 
Lilli  Bridge   R  A— 4 
Loomia  R  B  ft  Co— t 
Luthor  Ferris  A  Co— I 
McGuire  A  E— I 
McKee  J  I>-f 
Msrshman  ft  Boyd— f  e 
Martindale  W  A  *  Co-f 


Melia  U  R— < 


Partridge  D  S— 1 
Perkins  C  H— I 
Prager  1^1 
Pringle  J  D-l 
Pro™    F  J— f 
Bathbun   C  P— t 
Reader  H-^ 
Reul  L  C— 1 
Rice  A  Son— f 
Roelob  Geo— f 
Sanndera  I-  B-f  1  c 
Sawyer  L  E— e 
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Iheppaid  W  C-f 

Ihiaknan   Herman 
A«cy-I 

ihlakmaiij  C— t 

imith  U  E— {  1  c 

imitb  ft  Boyland— f  1  c 
Jmith  W  Waltef-f 
Ten  Brack  Jasea— f  I  « 
Van  Leenwen  W  H-f 
Vanden  Boah  H  T  ft  Ca 

— f 
Ward  H  Z-i 


Watl 


W  A 


Winebeater  C   H— f 

GREENVILLE 
Booth  S  A — f 
Browne  W  H— f  1 
Ecker  R  C— f  1  c 


HANCOCK 


Harrington  C  T—f 
James   W  Frank  Agen 

MitctaeU  John  N— f 

HASTINGS 
Bauer  C  H— f 
Beaamer  lobn— t 
Bishop   Cbauncey— f 

ColgroTe  P  T— f*^ 
Hayea  W  D  ft  Son— f 
McElwainI  E— £  I  c 
Pancoaat   F   R— I 
Pope  A  O— 1 


HILLSDALE 
Biabop  S  D— f 
Chappell  I— f 
Galloway  E  0~f 
Kempton  C  H— f 
Lyona  Geo  W— f  I  c 
March  Geo  K— [ 
Myeri  Geo  W— f 
O'Melay     Fred- f 
Sutton    J    R— f 
Taylor  W  D— I 


HOLLAND 
De  Kayaer  C — f 
Garrod  W  J— f  I  c 
Kooyen   G  W— f  I 
Kauw  Isaac  3l  Co— £ 
McBride  Chaa  H— £  I  c 
Marailje  Thoraaa  H— f 
Mi  la  Fred  T—f 
Murray  T  E— 1 
Olive  Wm  J— I 
Peaaink  J— f 
Te  Holler  D   T—f 
Thurber  Mrs  L  M— 

vfrnhe"™— f  I  c 
Walsh  W  C— f 
Weening  John — f 

HOLLY 
Baird  C  H— f  c 

Hicka   ft    Palteraon— f 
Horton  H  A— f 
loalin  T   M— f  c 
Miner  C   E— f 
Pheney  S— f 
Steinbaugh  A — f 


-f  Ic 
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MICH.— Con. 

HOUGHTON 

Douglass  F  A  Agency — 

f  Ic 
Hcaly  J  T— f  1  c 
McCall  John  T—f  1  c 
Sbelden  &  Dickens— fic 
Van  Ordcn  Bros— f  1  c 

HOWARD  CITY 

Blaue    Henkel — 1 
ColHna  J   C— f 
Haight  &   Heicks— f 
May  Frank— 1 
O'Donald  R  H— f 
Patterson  F  B — 1 

HOWELL 

Beach  W  E— f  c 
Benedict  O  H— 1 
Coleman    S   R— 1 
Gordon  Thos — f  c 
Knapp  W  W— f 
Lyons  Willis  L— f  c 
Miner   C   H— c 
Monroe  C  B— c 
Robb  W  E— f  1 
Sneidicor  C  H — f 
Stowe  E  A — f  c 

HUDSON 

Beal   &  Haines — f 
Foster  B  J— f  c 
Frcnsdorf    E — f 
Maloney  Miss  £  E— f 
Power  T  P— f  I  c 
Rumsey  O  F— 1 
Southworth  F  J— f 
Tripp  E   M— f 
White  A— f 

IONIA 

Burke   Mary — f 
Burnette  Asa — f  1  c 
Calkins  Chas — f 
Fowle  J  L— f 
Merrctt  Ed— f  1  c 
Montgomery  Laura — f  1  c 
Murphy    E   A— f 
Smith   L  W— f 
Smith  W  T— 1 
Soule  W  F— f  c 
Stevenson  T  G — f 
Wardle  Clarence  B— £  I  c 
Williams  P  T—f 
Wilson  G  W— f 

IRON  MOUNTAIN 

Corin  Joseph  W — I 
Hampton  C  T— 1  c 
Tames  John — I 
Justus  D  C— 1  c 
McLaughlin    Hugh — f 
Miller  &  Croll— f  c 
Spencer  J  R — f  c 
Sterling  L  T—f  1  c 
Woodward  E  A— f 
Wright  A    F— fc 

IRONWOOD 

Cain  H  C — 1  c 
Curry   Geo  A — f 
Erickson  H  M — f  1  c 
Geary  Con — f 
Hanscom   Chas  A — 1 
Healv  F  A— 1  c 
Helli  John  G— f 
Kctola  Oscar— f 
Lieberthal    A— f 
Perth  A— 1 
Peterson  A  W— f  I  c 
Shea  J  J-f 
Sullivan  J  A — f  1  c 
Tobin  J  E—l 

ISHPEMING 

Delbridge  John — f 
Gunderson    Hans — f  I  c 
Hare  Jeremiah — 1 


Heyn  H  F— f  1  c 
Lallerstedt  Ivar— I 
Miners  Nat   Bank   Ins 

Rgcy — f  1  c 
Skogberg  Geo — 1 
West  John  D— f  c 

ITHACA 

Barstow  W  H— f  1  c 
McCall  Bros— f  c 
Mathews  John  T—f 
Myers  John  W— f 
Pepple  Jesse — f 
Reed  Henry — f 
Salter  M  R— f 

JACKSON 

Bagley  &  Kilmaer — f  c 
Bancker  Enoch  &  Son — f 
Begel  Byron  Er—f 
Benjamin  D  A — f 
Bennett  J  J— f  c 
Breck  J  I— 1  c 
Coppina  H  E — f 
Cottrell  M  F— 1 
Cross  E  E— f  1 
Daiky  Wm  V— f 
Field  Jas  B— 1  c 
Oilman  Arthur  — f  1 
Glasgow  John  B — f  c 
Graves  O  T—f  1  c 
Gunnison  G  B — f 
Hall  Fred  J— f 
Hall  &  Kennedy— f  1  c 
Hough  A  P — f  c 
Hovey   Ansel   N — f 
McCuen-Reynolda    Co— f 

1  c 
McDcvitt  John — f 
McGee  Albert  M— 1 
McWilliams  W  D— 1  c 
Page  Frank  D— 1  c 
Patch  Laurrie — f 
Peek  &   Watkins— f   c 
Reynolds  Co — f  c 
Rice  Walter— 1 
Spaulding  A  A — f  c 
Sumner  E  A — 1 
Wallace  Chas  R— f 
Webb  &  Walker— f  c 
Wigent  A  M— 1  c 
Wright  W  W— c 
Young    E    R — 1    c 

JONESVILLE 

Collins  E  M— f 
Dryer  Fred — f  1 
Hawkins    Victor — f  1  c 
Powers  R  M— f 
Ransom  Wm  M — f  1 
Saxton  E — f 
Varnum  Richard — f 

KALAMAZOO 

Benbow  S  H— 1 
Bondemann  D  O— f 
Broesmale  G  H— 1 
Brown  G  A— 1 
Buckhout  R  H— f 
Buechner  Mrs  Phebe — 1 
Burdick  W  J— f  c 
Chase  W  H— 1 
Dc  Yoe  E  W  &  W  M— f 

Ic 
Dumoc  G  A— 1 
Edden  J  C— f  1 
Elwell  R  W--C 
Garrett  C  H— f  1  c 
Gerow  W  C— f 
Gilbert  A  C— 1 
Halley  H  H— 1 
Harker  P  C— c 
Hatch  B  A— 1 
Hawley  G  W— 1 
Hinckley  &  Cornell— f  1  c 
Hollander  L— f  I 
Hombeck  Le  Roy — 1 
Huysman  H  W— 1 
Jordon  G  S— I 
Knight,    Collins   &  Bates 

— f 


Moore  G  £—1 
Pendleton  Wm  H— f  1  c 
PhilUpa  J  H— f 
Pike  W  P— 1 
Rankin  E  S— f  1  c 
Sebring  T  Y— I  c 
Shipman  G  Lr— 1 
Steams     Ins    Agency— i 

1  e 
Starkweather  F  £— I 
SterreU  S  C— 1 
Taylor  Wm— c 
Van  Blarcom  B — ^1 
Van  Weeldcn  H— 1 
Verhage  M— f 
Vosberg  E  W-f  c 
Warren  G  W— 1 
Weaton  F  S— c 
White  L  C— f  1 

KALKASKA 

Boyd  &  Steward — f  1  c 
Cook  J  W— f  c 
Greacen  Jas — f  c 
Harriott  Jas  A — f 
Simmons  Wayne — f 

LAKE  LINDEN 

Beauchamp   H — 1 
Beaudrv  A  J— f  1  c 
Eddy  Samuel— f 
Gillies  N— f 
Marcelain  Thomas — 1 
Nichols  Wm — f  c 
Prince  E  F — f 
Vine  A  J— f  1  c 

LANSING 

Bailey  &  Co  J  W— f 
Baker  Arthur  D— { 
Brown   Ins  Agcy — f  1  c 
Brownson  R  Guy— f  1 
Burnett  C  J— 1 
Chambers  I  F— 1 
Chapman  Mrs  G  H— f 
Darby  H  H-1 
Doble  &  Throckmorten 

—1  c 
Dolson  J  A — c 
Dyer   Jenison    Barry   Co 

Ltd-f  I  c 
Hagerman  A  T— 1 
Hardy  Bros — f 
Holbeck  F  C— 1 
Holden  E  A— 1 
Holmes  Realty   Co— f 
Howe  O  F— f 
Jenison  F  C— f  1  c 
Klockseim  H  C-£ 
Lansing  Ins  Agcy— f  1  c 
Leatherman   J   F— c 
Row  Chafcy  &  Rysn— fc 
Ruch  Rouse  &  Sattler— 

f  1  c 
Tussing  D  W— 1 
Van  Auken  Daniel  I— 1 
Van  Keuren   Bros— 1  c 

LAPEER 

Abbott  W  J-l 
Bidwell  J  H— f  c 
Buck  Geo   R— f  c 
Holland  D  E— f 
Holman   Elmer— f  c 
McArthur   Irving— £   c 
McQuinn  Wm— i 
Perkins  Bert— f 
Roberts  Jno  E— f 

LAURIUM 

ArmitDavid — f  1  c 
Faucctt  Bros  &  Guck- f 

1  c 
Franks  Jos — 1 

LOWELL 

Hicks  S  P— f 
Mange  D  G— f  1  c 
Springett  R  E— f  c 
Stocking   R   D— f 


LUDINGTON 

Amott  R— f  1  c 
Doe  John — 1 
Foster  F  A— f  c 
Globe  City  Realty  Co- 

f  c 
Hammond   Ins  Agcy— f 

I  c 
Mowen  E  H— 1 
Nelson  E  A— f  c 
Phelan  John— f 

LUTHER 

Buckner  Norman— f 
Fairbanks  Earl— 1  c 
Johnson  E  G— 1 

MANCHESTER 

Case  C  W— f  c 
Hauesler  Geo  J— f 
Lehman  F  A — f  c 
Root  E  E— f 
Root  B  C— f 
Waters  A  J— f  c 
Watkins  L  L-f 

MANISTEE 

Barnes  &  Barnes— f  c 
Cole  D  E— I  c 
Christianson  A  C— f  c 
Giesman  G  R— f  c 
Pierson  ft  Trimble— £  e 
RamsdeU  J  M— f  c 
Wallace  &  Hart— £  1  c 
Wallace  J  D  H— 1  c 

MANISTIQUE 

Ashford  E  A— f 
First  Nat*l  Bank— f  c 
Jewell  E  H— f  c 
Manistique  Bank — f  1  c 
National  Realty  Co— fU 

MARINE  CITY 

Bates  Julius  N— £  1  c 
Breinixig  Jno  W— f 
Qark  £  M-^  c 
McCarthy  D— £ 
Robertson  May  A— £  c 
Schnoor  Will— f 
Seurynck  Bros— £ 
Saph  H  P-f 
Tart  C  J— £  1 
Wreath  T  J— f 

MARQUETTE 

Asire  &  Palmer — f 
Foard  M  H— f 
Manhard  M  R— f 
Marquette  Nat  Bank  Ics 

Agency — f  1  c 
Mathews  A — f 
Peters   Robert— f  c 
Phelps  &  Tucker— I 
Primean  &  Connell— f  c 
Robertson  John — f 
Sherman   James  E—l 
Teeple  P  G— 1 
Tucker  Geo— I 
White  Peter  &  Co— f  I  c 

MARSHALL 

Billings  H— f 
Cartwright   Gyde — f 
Goodrich   Cyrus — 1 
Hatch  Jesse  M— f 
Martin  &  Albaugb— f 
Merrill  H  M— f 
Miller  Carl  L-f  1  c 
Miller  Charles  O— £  1  c 
Miller  Minnie  P— f 
Page  E  R— f 
Page  L  S— f 
Scott  R  S— 1 
Simmons  E  E — f 
Vemor  J  T—f 
Watson  Kate— f 
Winsor  ft  Miller— € 
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MASON 

fiervman  A  A — f 
Bristol  Geo  W— f 
Dart  R  C— f 
Ketcham  Walter—f 
McArthur  L  B— f 
McCowan  W  E  C—f 
Peck  G  I^f 


MENOMINEE 

Cox  &  Roper — {  1  c 

iones  J  £— { 
lartinek  J  J— f  1  c 
Menominee   Ins   Agency 

Ltd-f    ]  c 
Shainholz  FVed—l 
Spies  C  A— f 
Superior  Ins  Agcy— f  1  c 

MIDLAND 

Bradley  &  Arbury — f 
Burcb   Byron — f  c 
Fairchilds  H  L— f  c 
Fales  Ira — ^f 
Hart  Ray— f 
Madill   L   D— f  c 
Rice  E  P— f 
Stanford  G  B — f 

MONROE 

Babcock  Katherine  C—f 
Rerthelotte    Victor — f    c 
Bragdon  A  B — f  c 
Cron  Louisa — f 
Dansard  Little  Ins  Agcy 

Inc — f  1  c 
Hanson  Will— f  1 
Hasley  Daniet— f 
Hoffman  A  C — f 
Hoffman  Bernard — f 
Itchner  Geo— f 
Kirchgessner   Ella — f 
Kressbach  Fred  C—f 
Lamphcre  W  N— f  1 
Loranger  P  B — f 
Marx  John — f 
McComiick   C  J— f  1  c 
Meier  Walter  A— f 
Osgood  Sc  Dusablou— f 

I  c 
Schrauder  Geo — f 
Wade  Leander — 1 
Walter  W  H— c 

MORENCI 

BanmoB  H  Thaas— I 
Butler  D  D— f 
Humphrey   Albert— I 
Humphrey  Sam — ^f 
Smith  R  M— { 
Turner  Arthur — f 
Wihoo  C  A-f  1  c 

MOUNT  CLEMENS 

Bchnke  H  W  F— f 
Bromm   Frederick — f 
Burchardt   Charles — f 
Crocker  Martin — f 
Heine  &  Behnke— f 
Jcnney  W  S— f 
Macomb    Abstract    Co — f 
Macomb  Ins  Agcy— f  1  c 
Nunneley  Bert  V— f 
Pequignot  Wm  C — 1 
Posner  Robert — £ 
Rutter  W  H— f 
Trcloff   Henry— 1 
Turcottc   Joseph    A — f 
ririch  Paul  J— f 
Widring  L  F— c 
Williams  Walter— f 

MOUNT  PLEASANT 

Brown  J  A— c 
Camahan  C  A — f 
Chatterton  W  A— f 
Crego  F  C — 1  c 
KellogK  C  A— f  1 
Lyon   &   Livingston — f  1  c 


McNamara  Frank — f 
Menery  &  Rowlader — f 
O'Brien  J  F— f 
Preston  W  E— f 
Riley  G  H— f  c 
Russell  W  W— f 
Wallington  Ivan — f 

MUNSING 

Baldwin  G  A— f 
Collins  &  Stockwcll — f  c 
Collins   G    Sherman — 1 
McMillan  H  H— f  1  c 

MUSKEGON 

Barcus  W  W  Inc— f  1  c 

Chaddock  Gilbert  C—f  1  c 

Cleveland-Schuitema    & 
Co— f  1  c 

Doane  O  Leroy — f  1  c 

Doane  O  A — f  c 

Easton  R  P  Ins  Agcy — 
f  c 

Haines  E  D-f 

Haines  Forest  E — c 

Holthe  P  0—1 

Jacobson  W  L — f 

Knowles  H  L— f 

Lange  Chamberlain  Win- 
ter Co — f  1  c 

Lawson  N  B — f 

Lewis  Minnie  E — 1 

Losby  P  W— f 

Magoon  E  D — f  c 

McKillip  Geo— 1 

Pekelder  Benjamin — f 

Powers  Dr  Lunette — 1 

Pringle  S  E— 1 

Smith  F  D  &  Co— f  1  c 

Tellman  B  H— f 

Topping   R— 1 

Trimble  H  E— f 

Vanderwerp  George   D — 
f  c 

Wagner  Harm — f 

Wilson  F  W— f  c 

NASHVILLE 

Hou«h  C  A— f  c 
Kidder   Arthur — f 
State  Savings   Bank — f 
Trautman  M  E — f 

NEGAUNEE 

Adams  J  Q  &  Son— f  c 
Hauserman  J  J — f  1  c 

iennings  Chas — f 
leilleur  Geo— f  1  c 
Pascoe  Thos — f  1  c 
Thoren   Thco — f 

NEWAYGO 

Day  A  G— f  c 
Pike  Wm  J  &  Son— f  c 
Shaw  E  O— f  c 
Suits  Elmer    c 
Wood  Gertrude  E— 1 

NILES 

Bacon  N  H— f 
Bctchel  M— 1 
Corell  Geo  E— f  1  c 
Donnahoe  E — f 
Harder  Tas  E — f  c 
Lafier — f  c 
Pammel  G  J — 1 
Waltz   D  D— flc 
Wood  L  E— fc 

NORTHVILLE 

Ambler  W  H— f  c 
Babbitt  L  A— f  c 
Dolph  Charles  A — f  1  c 
Knapp  John  O— f 
Knapp  Samuel  W— f 
Noble  E  A— f 
Simonds  &  Lapham — f  c 
Wheeler  Barton  A — f 


NORWAY 

Brackett  A  F— c 
Dunn  J  E  &  Co— f  1  c 
Knight  Tas  C— c 
Provancber  A  D — 1 
St  Peter  Michael  ft  Son 

—flc 
Stewart  Dan  A — f  c 

ONTONAGON 

Carroll  Agcy  Inc  The— f 
Carroll   Edw— f  1  c 
Citizens    Bank   Agency — 

f  c 
Coraan  J — f  1 
Meilleur  C — f  c 
Spellman  C — f  c 

OTSEGO 

Easton  G  H— f  1 

First  State  Savings  Bank 

Ins  Agcy — f  c 
Rathbun  C  R— f  1 
Rose  E  J— f 
Tucker  A  B— f 

OTTER   LAKE 

Evans  David  J  Jr — f 
Fasa  Paul  W— f 
Keeth   James  M — f 
Porter  Clarence  R — 1 

OWOSSO 

Bigelow  R  P— f  1  c 
Cadwallader   W   C— f  1  c 
Friael   F  G— c 
Jackson    Chas — f  1  c 
Kilpatrick  W   M— f 
Loring  E  T — f  1  c 
Mattison  Jay — f 
Miller  E  M— f  1  c 
Rohrabacher  E  M— c 
Run  van   G   W— f 
Sanderhoff   L  A — f 
Walsh  N   R— f 
Washburn   W   E— c 
Weidman    Frank — f 
Wolford  C  R— f 
Wright  Asa  T— f 

OXFORD 

Cutler  H  A— f 
Fuller  C  H— f  1  c 
Kinsman  G  O— f  1  c 
McCart^  Alva — f  c 
Olive  Frank  L — f 
Tunstead  W  J — c 
Van  Wagoner   Floyd — f  1 

PAW-PAW 

Bumhans  E  L— f  1 
Downing    E    E— f 
Free  J  W— f 
Longwell  W  H-1 
McNeil  H   L— i 
Mason  W  H— f 
Miller  Arthur  R— f  1  c 
Parks  Edward  F— f 
Sirrine  E  D-f  1 

PETOSKEY 

Kricgcr  A   B-f 
McCune  &  Co— f  1  c 
Pailthorp   C  J— c 
Quinlan  Thos  &  Sons 

Co-f  1  c 
Smith  C  L-f 
Stone  N  J— f 
Wachtel  &  Galster  Co— 

f  1  c 

PLAINWELL 

Barber  Mabel  C—f  c 
Blair  John — f 
Citizens'  State  Savings 

Bank— f  c 
Nichols  Albert  L-f  1  c 
Shand  Bertha  J— f 
Soule  R  L— f  c 


PONTIAC 

Bromley  P   B— f 

Brondige   George   F — f  c 

Brondige  J  E— -f  1 

Buck  Mr— f  1 

Burrige   C  W— f 

Colvin  H  H— f 

Covert   F— f 

Crawford  Clark— f  c 

Crohn  &  Ely— f  1 

Davis  D  L-f 

Eaton  Chas  M— f  c 

Ellsworth   &   Cummings 
— f 

Fi»her  A  J— f 

Fredenburgh  T  A — f 

Moore  A  L — f 

Northrup  Henry  C — f  1  c 

Phinney  A  H— ^ 

Sawyer  J  E — f  c 

Simmons,   Hoyt  &  Pang- 
born — f   1 

Simpkins   Eli — f 

Stuart    F  J— f 

Thatcher  H  H  ft  G  G— 
f  1  c 

Tillson  J  A— f  c 

Van   Wagoner  Jacob — f  1 

Van    Wagoner    James    L 
— f  1 

Watkins  F  A— f  1 

Webster  E  R— f  c 

PORT  HURON 

Atkins  Lewis  &  Co — f  c 
Campbell  R  S— 1 
Cisky  O— f  1 
Davidson  W  F— f  c 
Eraser  &  Fish— f  c 
Hayden  &  Co— f  1  c 
Marx  H  F  &  Co-f  c 
McLean  A  D-1 
Mnir  Jas-f 
Phillips  &  Wriffht— f  c 
Schoolcraft  &  Co— f  1  c 
Warren  Geo  E— 1  I 
Welton  &  £ckles-f  c 
Wilkinson  E-l 
Witleff  J_S-f  1 
Wright  Hoyt  &  Co— f  c 

PORTLAND 

Allen  Geo  W— f  c 
Holcomb  H  W— f 
Jenkins  O  R— f  c 
Maynard  &  Allen — f 
Rice  C  C—f  1 
Sclleck   W    E— flc 
Webber  John  A  &  Son— 
f  c 

QUINCY 

Greenny  Martin   D— f 
Griswofd  M— f 
Knapp  F  E — f  c 
Kohl  Norman  G— f 
Lockerby  &  Brown — f  I  c 
Newberry  Floyd  D — 1 
Power  Pearl— I 
Segur  M  S— f 

RAPID   CITY 

Finer  W   B-f  1 
Shaw  W  F-f 
Whittemore    Bros — f 

READING 

Dailey  J  F-f 
Doty  L  H-f 
Hill  &  Tyrrill— f  1  c 
Slough  L  O— 1 

REED  CITY 

Clark  O  W— f 
Fleischhaner  A    M — f 
Locke  W.  R-f 
Savidge  B   N-f 
Winsor  L  B— f  c 
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MICH. — Con. 

ROMEO 

Evans  H  S-4 
Gray  Wm— I 
McKay  Henry  J— f 
Phillips  G  W— f  1  c 
Seaman  B  N— f  1  c 

SAGINAW 

Appleby  B  G  &  Co— f 
Atwood  &  Atwood — f  c 
Baum   Wm   B    &   Bro — ^f 

1  c 
Beardslcy  W  H— f  c 
Bcndor  F  P— f 
BUling  J  W— f  c 

Brady  &  Savage 

SuccMtart  to  B.  Gear  A  Son 
Insurance 

42  Fire  Companies 
Qemral  Agents  Fidelity 

A  Casualty  of  New  York 

Agency  EsUblished  1863 

Michigan  business  solicited 

Saginaw,  Michigan 

Brater  C  G— f  c 
Brintnall  H  L— 1 
Brown  J  F  &  Son— f  c 
CUft  &  Bullock— 1 
Colon  £  D — 1 
Day  C  E— 1 
DoxUtor  N  A— I 
Draper  J  D— f  c 
Eames  W  H— f  1 

rarflusoii  &  Wallace 

ComL  VnioB,  CsL  latL.  liis  Ahil. 
OwiraL  flsr.ABL,  Ins.  Oft.  H.  A- Ha- 
twnsL  H.T.Undw..  I.B.4iCpiJ»- 
taiii^  Fs.  lira  PULi.  Undw.  Royal 
Ix,  Stsndaid  Ot.,  Wtitom,  Tonmto^ 
Ofton.  Mat  U&  fnnlm  bdaim 
Jrtfcwd  Ac,  latL  SswtT,  Mua 
BoMliog.    Gea.  Agta  8tuM  Am. 

Ais*icy  BstaMlshsd  IftTI 
Saginaw,  Mich. 


Fitiharris  E  T  & 


_       .  _  F  W— 1 

Geer  Henry  N  Co— flc 
Grant  Geo  A— 1 


Guenin  Agency — f 
Haller  O  B— 1 
Hewitt  W  M— 1 
Hoist  Walter  D— f 
Holland  L  &— 1 
Tohnson  J  S — 1 
[ohnson  Jos  H — ^1 
fohnson  L  D — ^1 
kCrsten   Edwin — f 
Klumpp  &  Biggam — f 
Koepke  S  G— 1 
Kramer  O  H — ^1 
Lake  Wm  &  Co— f 
Lee  H  E— 1 
Leesch    Chas — f 
Loomis  £  A — 1 
Lrons  G  W— f 
Martin  Agency  The — f  1  c 
Monroe  J  E — ^1 
Nerreter  L  G  4  Co— f  c 
Newberry  J  O — 1 
Patterson  &  Weadock— f 

1  c 
Pearson  L  T — f 
Reynick  C  J— 1 
Saginaw  Insurance  Agcy 

— f  1  c 
Schhigel  F  G  &  Co— f. 
Schmelxcr  F  N— f 
Schwahn-Khuen   Agcy — 

f  1  c 
Shaler  H  H— f 
Sheridan   J    P— f 


Vyse  Thos  H— 1 
Welzien  &  Schulta— f  c 
Wondcrlic  N  H— 1 

ST  CLAIR 

Cope  O  D  &  Co— f  I  c 
Ingles  D  P— 1 
Jenks  Russ  S— f  1  c 
McElroy  David  C— f  1  c 
Sawher   T   H— f 
Whiting  &  Zink-f 

ST  IGNACE 

Conner  Chas — ^f 
Gennell  A  J— f 
Hoban  M— f  1  e 
Hotchkiss  E  H— f  1  c 
Monteith  H  L— 1  c 
Murray   Charles    F-— f 
Murray  David  £ — 1  c 
Reagan   Ignatius-^ 

ST.  JOHNS 

Bradley  Harry — f  c 
Brown  J  E — f 
Dooling  E  L — t  c 
Flynn  Chas — f 
Howland  &  Son— f  c 
Hulse  Earl — f  c 
Hunt  D  L— f  1  c 
Judd  Gayton— f 
Kelley  D  W— £ 
Kenyon  A  H — f 
Leland  Wm— f 
Parr  L  D— £ 
Stephenson  Mrs  Geo-^ 
Thome  Frank  Lr-^£ 
Walsworth  P  E— £ 

ST  JOSEPH 
Barlow  Stuart— 1 
Canavan  &  Weber— f  1  c 
Dcimer  Geo  W— £  1  c 
Drake  J  T— f 
Fletcher  J  W— f 
Freitag  Chas  A— 1 
Jackson  John  H— 1 
St  Clair  J  C— f  1  c 
Schulz  &  Pixley— f  1  c 
Starke  Burton  G— f  1  c 
Stevens  W  R— 1 
Stratton  Chas  W— c 
Wurz  Henry— 1 

ST  LOUIS 

Gildings  C  W— f  1  c 
LaClear  I  G— f 
Lowry  A  H— £  c 
Mey  Otto  F— f  1  c 
Phillips   E  C— f  c 
Smith   Newell- f 
Stevens  M  A— f  1 
Wright  Jas  K-f  1  c 

SAULT    STE.    MARIE 

Adams  Ins  Agency— £  c 
Bond  G  A— 1 
Brook  C  J— £ 
Cady  Geo  A — £  c 
Colwell  &  Clark— f  1  c 
Davidson   W  E— f 
Empey  C  D — 1 
LaLonde  W  S— f  c 
McBean    Chas — 1 
McKenna  JTaa — ^£ 
Penny  E  J—l 
Price   Fred   R— 1 
Sault  Ins  Agcy — f  1  c 
Supe  Charles— I 
Sutton  &  Trempe — f  c 


SAUK  RAPIDS 
Artig  Frank  V— I 
Benton     County     Real 

Estate  Co— £ 
Berg  Herman— f 
Fletcher  Wm  H— £ 
Miller  Lee— £ 
Senn  John  A— I 
Turrittin  A  H— £  I  c 


SOUTH  HAVEN 

Corliss  Geo— { 

Hardt  &  Follenwider— f 

1  c 
Hemmenway  Earl— £ 
Holmes  W IV— £ 
MadiU  R  J~l 
McCrimmon  Roy — ^£  1  c 
Pearman  M  £  P — f  c 
Phelps  Myrl— f 

STURGIS 
Adams  W  A  J— £ 
Beck  J  W— £ 

Brown  ft  Rehm — £ 
Gilbert  Ernest— 1 
Graves  C  W— £ 
Gray  £  B— c 
Hagerman  H  W— f  1  c 
Hawker  Harry — 1 
Heald  F  G— £ 
Jacobs  Theo— £ 
Kurtx  Fred  H— £  I  c 
Luedders    Louis — 1 
McKerUe  Geo  F— 1 
Reading  Mrs  Geo — £  c 
Smith  P  A— £  1  c 


Stanton  J  j— £ 
Sumney  Chas  C — c 
Waite  J  Paul— £  1  c 
White  Mrs  L  E— f 
Wilber  Geo  £—1 

TECUMSEH 
Brown   £   J— £ 
Carr  Ernest — ^1 
Davidson  Guy  J — ^1 
Gillespie  Franc — ^£  c 
Gillespie  Grace— 1 
James  The  Al£rcd  Co — 

£  c 
McClure  H— £ 
Rector    Fred — £ 
Steinhoff  Fred— £ 
Temple  Mr- £ 
Wightman  J  W— £ 
Williamson  C  E— £ 

THREE   RIVERS 

Andrews  Ed — ^£  c 
Arnold  Geo  H — £ 
Barnard  W  E— £ 
Black  Orly- £ 
Brown  A  L — 1 
Burns  John  B— £  c 
Folwell  Ru£u8— £ 
Griffiths    Tohn — f 
Howard  Arthur  E— £ 
Watson   F  B— 1 

TRAVERSE  aTY 

BirdscU  F  S— c 
Blossom  W  L— 1 
Campean   S — £ 
Carver  Bros — £  c 
Cleveland  L  K — £ 
Corpe  C — c 
Curtis  A  B— £ 
Curtis  Fred  D— f 
Ely  Chas  H— c 
Hastings  Ins  Agcy — ^£  c 
Marshal    Bros— I 
Monroe  Jas  H — £  c 
Power  G  W— I 
Pratt  F  H— 1 
Santo  John  R— £  c 
Stocking  L  A — 1 
Webb  Chas  A— 1 


VASSAR 

Clarke  Geo  D— f  c 
Loranger  John  A— f 
Lyon  R  G— ( 
North   F-£ 
Owen  Harry  L — ^1  c 
Spears  W  f-f 
Stephen  C  J— f  c 


VICKSBURG 

Clark  &  Brown— f  c 
Dunning  Fred  R— f 
Piatt  B  R— f  c 
Sharp  Don  B— £ 

WAYNE 

Brewer  Mrs — { 
Cady  Chas  H— f 
Carpenter  Clarence— 1 
Hoops  Edward  G— £ 
Jamxeaon  Tim — £ 
Raymo  Owen — £ 
Truesdell   John— £ 
Vining  Edward  M— £ 
Vinning  Italy  D — £ 
Wcndt  Lewis  F— £ 
Ziegler   John — £ 
Zimmerman  Dr  Sam'l— f 

WHITEHALL 

Red£em  C  W— f  1  c 
Rqgfflea  C  H— £  c 
WilHama  J  H— £  1  c 

WHITE  PIGEON 

Gortner  E  N— f  a 
Hotchin  C  W— f 
Roderick  E— f 

WILLIAMSTON 

Cairns  W  F— £  1 
Carpenter  Glenn— f 
Grossman   Ned— £  c 
Krumbeck  J  F— £ 
Rawley  C  W— £ 
Thompson  H  A— f 
Webb  W  T— £ 

WYANDOTTE 

Amiot  H-^£ 
Beattie  E— £ 
Bishop  W  W— I 
Drennan  Jeremiah — ^£ 
Edwards   ft   Headman— £ 
Liddle  Fred  W— £ 
Mclneryj  F— £ 
Maloch  £f  O— £  c 
Marr  C  H— £ 
Nellis  F— £ 
Neuendor£  C  W— £ 
Roelwig  Henry— £ 
Thiede  C  H— £ 
Youd  John  E— < 

YALE 

Andreal  Edw— £ 
Beard  H  E  ft  Co— £ 
Bowles  M  M— £  c 
Fead  £  F— £  c 
Herbert  N  B— £  c 
Learmont  &  Beard— f  e 
Merrill  John  H— f  c 
Rapley  ft  Adams — £  c 

YPSILANTI 

Carpenter  P  W— f 
Crawford  S  E— f  1 
Doggctt  Floyd— £ 
Foersler  Albert— £ 
Gallup  Fred  L-£ 
Gillct  T  C— £ 
GriflFen  D  C-£ 
Hatch  Wm  B— f 
Honians  J  H— £  c 
Joslin  Frank— f 
Kirk  John  P— f 
Putnam  W  S-f  1  c 
Seymour  W  B— f 
Touner  Tracy— £  c 
Tyler  L  H— £  c 
Wilbur  Fred  P-f 
Wortley  J  H— £  c       , 
Ypsilanti  Agency  Co-£ 
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ADA 

Andrews  Wallace— f 
Braaten  T  T— f 
Brattland  M  A — f  c 
Herringer  E  J — f  1  c 
Hetland  J  M— f 
Hintze  Louis — f  c 
Lofgren  C  J— £ 
Matson  Peter— f 
Prigge  Lambert — ^f  1 
Roesch  Lambert — 1 
Sharpc  Peter— f 
Tenuey  B  F— f  1 

AITKEN 

Bocck  E  C— f  1  c 
Foley  T  R  Jr— f  1  c 
Hallum  Louis — f  c 
Hassman   B   R — f   c 
Heme  Frank — ^f  1 
Krech  Freeman  E — f  c 
Mount  W  T— f  c 
Spalding  J  L — f  I  c 
Way  D-f 

ALBERT  LEA 

Brown  L  A — f  1  c 
Gillup  V— f  c 
Hamond  E  S — £ 

iones  M  M — f  c 
lansom  J  E — f 

ALEXANDRIA 

Barnes  W  K— f 
Chidcster  Duel — f 
Cowen  J  S— f 
Evens  Lewis — f 
Franklin  F  E— f  1  c 
Hardy   S   B— f 
Tacobson  Andrew— f 

Tacobson  Tolleff f  c 

Jones  Wm — f  1  c 
Knox  Mr — f 
Kortsch  G  A — f 
Leach  Hugh — f 
Loo  &  Nelson — ^f 
Loo  G  A— f 
McKay  John  A — i 
Syvrud  Mr — f 
Treat    Geo    L — f 
Unumb  P   O— f 
Van  Tassel  F  C— f  1 

ANOKA 
Akin  R  W— f  c 
Curicl  E  L — f  c 
Dunn  J  F— f 
Green  CD  —  Son — ^f  c 
Greenwald  L  J — f  c 
Lee  Henry — f  c 
Palmer  R  G— f 
Palmer  W  H— £ 
Tart  H  C— f 

AUSTIN 

Babcock  E  S— f 
Baird  Lyman  D— f  c 
Baudler  Bros — £ 
Baufield   H    I^-£ 
Brandt  H  L — f 
Capretr  Peter — £ 
Catfaerwood   &   NirhoUen 

— £c 
Detwiler  John— f 
noane  E   M— £ 
DomberR  O    L — £ 
Dorow  R  F— £ 
Eagen   C    A— £ 
Earl  N  F— f  c 
French  L  Jr — £  c 
Goodwin    Parker — ^£ 
Hardy  M   J— £ 
Hurlbot  H  W— £ 
Johnson  Robt  L — £ 
Kennedy  John  F— £  c 
Memers  Wm  W— £ 


Meyen  E— c 
Mitchell  J  I^£ 
Mulhem  Geo  C — £  c 
Roch£ord  Land  Co — f 
Sheedy  &  Cook— £  c 
Smith  E  H— f  c 
Snyder  Land  Co — £ 
Page  A  C— £  1  c 
Wright  A  W— £ 

BARNESVILLE 

Aamodt  Emil — 1 
Bolta  &  Meyer— f 
Hanson  N  B— f  c 
Lee  W  S-f 
Lindquist  W  S— 1 
Oliver  C  R— £  c 
Red  River  Farm  Loan 
Co— f  c 

BELLEPLAINE 

Conlon  H  B— £  1  c 
Efferty  J  S— £  1  c 
Gate  W  A— £  1  c 
Hillstrom  H  H— £  1  c 
Irwin  A  J — £  1  c 
Meyers  A  F— £  I  c 
Scbocll  J  A— £ 
WhiUock   F  J— £ 

BENSON 

Arneson  A — f 
Arnesson    Bid — ^1 
Edwards  J  N— £ 
Gallagher  P  S— f  1 
Hudson  I  H— c 
Hudson  S  H— £ 
Johnson  R  R— f 
Kane  C  L— f  c 
Lee  J  T— f  1 
McDermott    Leo— 1 
Thompson  G  O — £ 
Thornton  F  C— £ 
Van  Slyke  A  W— £ 
Wilmers  S   D— £ 

BLUE  EARTH 

Clark  Ollie— £ 
Davis  F  H— £ 
Drake  W  H— £  1 
Floe  E— £ 
Kobs  Fred — £ 
Putnam   F  E — ^f 
Seivcrson   J — £ 
Silliman   Frank— £      ^   ^ 
Tcrwilliger    Claude— I   1 

BRAINERD 

Bane  W  1^— £ 
Blewitt  Mr— £  1  c 
Brainerd  State  Bank— £ 
Chadbourne  G  W— £  1  c 
Cohen  Henry  J — £  1  c 
Elder  J  M— £ 
Gardner  G  H— £ 
Halvorson  Gustav — £ 
Hartley  &  Albright— £  1  c 
Hitch  V  L— £  1 
Krekkelberg  J  H— £  1  c 
Smith  Bros— £  1  c 
Swanson  &  Swanson — £1 

CALEDONIA 

Beddon  T  A— f  c 
Blcxrud  H  J— £ 
Bouquet  John — £ 
Dorival  C  A— £  c 
Duxbury  F  A — t 
Flynn  A  J — £ 
Groexinger  F  A — £  c 
Hellwkson  E  C— 1 
Heymann  J  A — £ 
Pafen  Frank— f 
Sprague  R  D— £  c 


CANBY 
Christie  J  S— f 

CHASKA 

Arlte  T  M— 1  c 
Dol8  Hy— £  I 
Faber  Geo  F— £ 
Klammer  K  K— £  1  c 
Simons  P  H— £  c 
Strenkeus  Geo — ^£ 
Welch  H  A— f  c 

CHATFIELD 

Bibbins  S  E^£ 
Haven  G  H— £ 
Shearer  R  D— £ 
Thurber   Chaa  L— £  1 
Underleak  Jaa — f 

CLEAR  WATER 

Pineo  W  B— £  1  c 
Shaw  W  A— £ 
Whittemore  Bros— £ 
Wilcox  G  H— £ 

CLOQUET 

Cookom  Geo— c 
Cox  N  F— f 
Diesen  T  E— £ 
Dixon  C  L— f 
Fessenbeck  J  A— £ 
McWithev  T  G— £ 
Osbom  C  Lp— £ 
Skemp  W  H— £ 

CROOKSTON 

Boyd  John   H — £ 
Carpenter  J  E — £  c 
Christianson  O  O— £ 
Eide  Peter  J— £ 
Grady  F  A— £ 
Lungoerg  Mrs — f  1  c 
McPhee   John    D— f 
Miller  &  Foote— £ 
Misner  H  C — £ 
Mocckel  &   Prudomme— £ 
Moran    N   B— £ 
Morken   Ingvold — £ 
Naughtin   John    F — 1  c 
Newberry  C  W— f  c 
Northrop  T  A — £ 
Ringdal    &    Hage— f 
Sauve   Joseph    O  Ins 

Agency — i  c 
Sivertson   A    M — ^1 
Steenerson   Elias — £ 
Stone  Geo  F— £ 
Strandcr   Abstract  &   In- 
vestment Co — £  c 
Taylor  E  W  &  Son— £ 
Vance  Sheldon  W— £  c 
Vannet  Wm^l 
Vaule  &  Murphy — £ 
Walsh  &  Low— f  c 
Wheeler  Land  &  Loan  Co 

— £ 
Wheeler  S  W— £ 
Wilde  Geo— £ 

DETROIT  CITY 

Anderson  R  E — £ 
Becker  County  Land  & 

Loan    Co— r^ 
Bakke  J  E— £  1  c 
Baker  C  A— £ 
Bostick  E  J— £ 
Carman  W  B — £ 
Dennis  Fred— £ 
Dix  W  D— f 
Dix  Mrs  L  E— £ 
Engebretson    I — 1 
Erickson  H  S— £  1 
Hamilton  Geo  D— £ 
Jensen   Henry — £ 
MacGregor  Chas — 1  c 
Morrow  H  E— £  1 


Nottage  T  A— f  1  c 
Paulson  Paul — f 
Pryor  J  L— 1 
Richmond  John — 1 
Sanders  Fred — £ 
Schroeder  P  F— £ 
Sealander  A  E— £ 
Sletvold  A  O— £ 
Weiser  S  V— £ 
West  Jno  K— £ 

DULUTH 

Alexander  E  P-^ 
Amtsbuechler  O  Edward 

—1 
Anderson  Fred  C — ^1 
Barnes  Luden  A — 1 
Bates  Marcus  F— f 
Bergholm  Elo£  I^-l 
Bestler  Peter  T— 1 
Block  Julius  H— 1 
Blodgett  F  E— 1 
Bogum  L  I — 1 
Bondy  Lewis  R — ^I 
Bondy  M  W— 1 
Bush  G  A— f 
Cameron  Carey  A — 1 
Campbell  Miss  Agnes — 1 
Carey  J  F— 1 
Cheney  H  L— 1 
Clark  O  H— £ 
Clementson   Geo— 1 
Codding  Anna   G — 1 
Cogan  John — ^1 
Coleman  C  F— £ 
Cooley-Underhill— £   1   c 
Covey  Wm  E— I 
Craig  C  P  4  Co— £  c  . . 
Crandall  Ralph  L— 1 
Drcis   Geo   J — 1 
Duluth  Fire  Ins  Agcy 

— f 
Dunning    &    Dunning^£ 

1  c 
Eby  &  Gridlcy— £ 
Eldcn  Otto  I— 1 
Elston  &  Britts— f 
Engels  J   P— 1 
Ferguson  L  C — { 
Ficld-Frcy— f  c 
Firmine  Eugene— 1  c 
Giddings  Clay  H— 1 
Giddings  H  A— 1 
Goldish   Ben— 1 
Gordon  C  H— £  c 
Graff  H  H— 1 
Grandlund  Jacob — ^1 
Gray-Wertin — £ 
Greenfield  J  B— £ 
Gumz  A  H — 1 
Haig  Rob't  D— I 
Haigest  Ed— 1 
Hallock  Guy— 1 
Hanson  &  Son — £  c 
Harper  J  H  &  Co— £  c 
Hassen  E  R— 1 
Havela  R  W— 1 
Haynes  Jonathan  D — 1 
Hcpworth-Kirby — £   c 
Herschleb   A   Edmund — 1 
Hoene  Arthur  C — 1 
Hoene  Fred — I 
Hoopes-Kohagen — ^£ 
Horner  W  M— 1 
Howard  J  D— £  c 
How  C  F  Jr-<: 
Howe  C  L— £  c 
Howenstine  B  F — 1 
Hunter  R  M— £ 
Ins  Service  A^y — £  c 
Jackson  A  S  Co— 1  c 
Jacob  G  F— 1 
Jamar  M  F — 1 
Jardine  Thos  F— 1 
fohnson   Edward — ^1 
Jordahl  Harold— 1 
Joyce  H  S— 1 
karth  P  L— 1 
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MINN.— Duluth.  Con. 

Kilgore  F  M— 1 
King  L  A — 1 
Knox  R  B — £ 
Knudtson  Nelson  E — ^1 
Kricdler  E  G— I 
Larson  David — 1 
Larson  L  A — ^f 
Lattin  R  D — I 
Lee  R  K— 1 
Leidcl  E  C— c 
Lightfoot  Thoa — ^1 
Lindh  Olof—I 
Lonesren  C  E — i 
Lundnofan  H  J — ^1 
MacGregor    iJane— c 
Mahler  August^ 
Manley-McLennan    AgcT 

— f  1  c 
McNaughton  J  F — f 
McNally  Frank  T— 1 
Michaud  A  A — f  c 
Millbcrg  Walter  P— 1 
Moellcr    H   W— I 
Mohr  Arnold — ^1 
Monahan  Thos  J — 1 
Morrison  Neil  B — 1 
Mullin   H  J— f 
Ncsbitt  Henry  &  Co— f 
Octtel  Wm  C— 1 
Olson  John — 1 
Oreckovsky  C  D — 1 
Paine  Fred  W— 1 
Pattison  M  A— f 
Peterson  August — 1 
Pineo  Henry  I — ^1 
Pineo  Ralph  H—l 
Potts  Qyde  F— 1 
Prindle  W  M  &  Co—f  c 
Pulford-How    Co — f    c 
Rakowsky  C  I^-flc 
Randall  F  E— 1 
Rickard  C  N— 1 
Salter  F  I  Co—f  c 
Sandvick  Andrew—! 
Sargent  Wra  C— f 
Scott  J  A— 1 
Scott-Kreidler  Co — f 
Shambeau  John— 4 
Sherwood  W   C— f 
Signer   John   W — ^1 
Simonson  L  A — ^1 
Smithies  H  L — ^l 
Swanstrom  Bros — f 
Taft  Wm  G— 1 
Thome  John — 1 
Traphagen   A   D— c 
Van   Brunt — f 
Wahl-Messer  Co—f 
Wanzer   J   O — ^1 
Washburn  C  C— 1 
Weddell  &   Blais  Agcy— 

f  1 
Western   Realty  Co—f 
"S^'heeler  Agency — f 
Whipple  W  H— f 
White-McCormick    Co— 

f  1   c 
Whitney  Wall  Co—f  c 
Williams   Realty  Co—f 
Wing  H  A— f 
Wilson  Geo— I 
Wright  E  W— I 


E.  GRAND  FORKS 

Bronson   &    Rasmussen 

— f 
Chambers   Geo   K — f  1  c 
DuflFv    F  J— f 
Jacobi  G  R— f  c 
Nelson   X   J— f 
Sullivan    Bros — f 
Sullivan  T  A— 1 


ELY 

Brozich  G  L — f  c 
Chinn  Henry  C— f 
James  W  T— f 
White  L  J— f  c 


EVELETH 

Comwell  R  M — ^1  c 
Whitman  G  A— f  c 

FAIRMONT 

Dean  E  C— ^c 
Grant  Alex— f 
Hay  Wm  M— f  c 
Marsden  T  h—c 
Palmer-Edwards   Co — ^f 

1  c 
Peterson  C  N— f 
Porter  C  A— f 
Sutherland  G  A— I 
Tuttle  H  P— f  c 
Wade   David  S~^ 
Ward  A  L— £ 
Ward  De  Forrest— f 
Wohlheter   &    Merritt— f 

FARIBAULT 

Barrett  J  C— f  c 
Chaffee  F  M— I 
Clement  Mrs  Sara  S — f  1 
Foster  &  Co  J  A 
Karp   H  S— 1 
McMahon  J  P— f  I 
Reed  &  Cruikshank— f 
Rnge  Pctci^f  c 
Shandarf   &   Schroeder — 

f  c 
Smith  H  B— f  1  c 
Weston   &  Jewctt— f  1  c 
Whitney  Geo    S— f 

FERGUS   FALLS 

Alexamder    Chas — f 
Anderson  A  G— f 
Angus  R  J — f 
Baker  C  D— f 
Barke  J  O— f 
Barrows  F  G — f 
Brown  J  A — f 
Erjkson  L— f  1  c 
Hermann  Bertha — f 
Hodgson  F  E— f  1 
Lake  &  Lowry — f  c 
Lincoln  R — c 
Moen  &  Rustad — f  1  c 
Olson  O— f 
Pfeffcrle  F  J— f 
Rink  Leon  A— fl 
Stang  M— f  1 
Thompson   Anton — f 
Tranld>erg  G  L— f 
Wheelock  H   M— fc 
Wright  C  R— f 

FRAZEE 
Daly  T  J— f  I 
Gallagher  Jame»— c 
Gummer  E   F — £ 
TM,t  W— f  1  c 
Oberthauser  L  W— f 

GLENCOE 

Brown   G  W— f 
Danek  J   L  T— f  1  c 
Ebeling    Herman — f  1 
Dols  Jacob— f 
Turner  F  W— f 
Kohler  F  X— f 
Luiten  J — f 
Rowland  J  H— f 
Thoeny  Henry  A— f  1 
Thoeny  M — f 
TifiFt  C  M— f 
Waldron  J  P— f 
Whalen  D  K— f 

GRACEVILLE 

Baird   E    C— f  1  c 
Catlen  C  D— f 
McDonnell   M   J— f 
McRae   Jas   A— f 
O'Neill  E  J— f  1  c 

GRAND  RAPIDS 

Doran   T  E — f  c 

First    ^7ational   Bank — f  c 


First  State  Bank— f  1  c 
Gole  J  S— f  c 
Kremer  &  King — f  c 
Leroux  Leo— 1  c 
McMahon  S  Stanley — ^1  c 

GRANITE    FALLS 

Batchelder  A— f 
Bengtson    H   P 
Hartwick  Ole— f 
Hone  T  H—l 
Johnson  L  O — f 
Keamer  W  L— f 
Loe  Bert  0-— f 
McLarty  D  A— f 
Marcuson  C  M — f 
Mikkelson  H  A— f 
Nelson-Asmason   Co — f 
Overson  T  G — f 
Sorlien  O  H— f  1 

HASTINGS 

Boynton  Frances  L — f  1  c 
Gergen  &  Doffing — f 
Heinen  John — f 
Kranz  N   F— f  1  c 
Millett  J   M— f 
Pringle  W  DeW— f  c 
SchaTler  A  J— f 
Stanley  Lowell  C— f 

HIBBING 

Brady  T   F— f 
Corey  F  Clark — f  c 
Egge  A  Lr— f  c 
Haley  &  Rooney — f  c 
Kirby  S  R— f 
Newcomb  L  C — f  c 
Reed  H  P— f  c 
Spcnslcy  W  R— f 

HOPKINS 

Ahl  Geo— 1 
Dix  F  E— f 
Gaertner  B  J— 1 
HoUistcr  H  L— f 
Schussler — f 
Seiberlich  R  J— 1 

HUTCHINSON 

Adams  William — f 
Bank  of  Hutchinson — fc 
Barrie  L  M— f 
Citizens  Bank — f  c 
Deming  Frank — 1 
Farmers   National   Bank 

— f 
Goodnow  C  K — f  c 
Harrington  W  E— f 
Kube  W  A— f 
McNelly  W  O— f 

JACKSON 

.Cheadle  A  B— f  1 
Cowing  J  W— f 
Drahota  Theo— f 
Faber  F  B— f 
Fiddes  A — f 
Hughes  H  H— f  1 
Hunter  W  D— f 
Iverson   S  M — f 
King  W  P— f 
Nasby  A  O— f  1 
Pribyl  J  J— f 
Strom  H  L— f  1  c 
Sulyards  J  A— f 

JORDAN 

Engler  Henrv  A — f 
Leonard  J — i 
Schaefer  &  Herder — f 
Sullivan  Geo  F— f 

KASSON 

Anderson  Aug  E — f 
Parkhurst  W  N— f  1 
W  illyard  C  L— f  1 


KENYON 

Bakko  E  O— f  1 
Bergh  H  E 
Borlang  Arthur — f  1 
Borlaug  B  J — f 
Brusletten  C  L— f 
Flom   G  A— f 
Foss  Ed— f 
Harrison   Chas — ^f 
Holman  J  C  E— f 
Ohs  Frank- f 
Overhart  G  H 
Ruen  P  O— f  1 

LAKE   CITY 

Dempster  C  L — ^f  I  c 
Doughty  Frank — f  c 
Fowler  A  J — ^f  c 
Hammond  Geo  H — f 
Hubbard  W  A— f  1  c 
Pike  N   C— flc 
Romick  Robt— f 
Security  Bank — f  c 
Simpson  S  M— f  1  c 

LANESBORO 

Aske  H  T— f 
Chapman  A  G — f 
Hanson  A  M — ^f  1 
Nelson   S  A— flc 
Scanlon  &  HabbersUb— f 
Tollefson  L  T— t 

LE  SEUER 

Cadwell  Fred- f 
Clifford   Jerry— f 
Cosgrove  L  C — ^1  c 
Gish  Jacob — 1 
Hessian  Esther— f 
Parker  Ora  J— f 
Smullen  Thos  H— f 
Wishart   Ray— 1 

LITCHFIELD 

Brasaie  C  A— f  1  c 
Campbell  E  W— f 
Farmers  &   Merch   Sute 

Bank— f  1  c 
First    National    Bank— £ 
Gayner  John — f 
Hushey  H  M— f  1  c 
Konner  P  C— f 
Meeker    Co— Abstract   k 

Loan  Co — f  1  c 
Spellicy  John— f 
Tharalson  D   N— 1 

UTTLE  FALLS 

Bergheim  N  N— f 
Bridk  Ddlo— f 
Cameron  Don  M — f 
Carey  Nellie  R— £  c 
Crossfield  J  W— £  c 
First  National  Bank  los 

Agency — ^£  c 
GernU  Geo — £ 
Kircher  G  F— £  c 
Massy  G  W— £  I  c 
Randall  P  S— £ 
Signor  &  Schallem— f  1 « 
TourtiUott  W  T— c  1 
Trebby  S — £  c 
V'asaly  Lewis — ^f  c 
Vasaly  S  C— f  c 
Vertin  John — £ 
Wetzel  John— £  c 

LUVERNE 

Armstrong  W  H — f 
Burley   Fred— £ 
Canfield  E  H— f  c       ^ 
Christophersen  C  H— « 
Dailey  A  J— f 
Ferguson  Bros— ( 
Hinkley  R  B— f  c 
Kniss  G  W— f 
LaDtie  Jay — f  I 
Martin  C  J— C 
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THE  HOOD  ®  MATSCHKE  CO. 

Workmen's  Compensation,  Casualty,  Fire,  Tornado  and 
Automobile  Insurance,  Fidelity  and  Surety  Bonds. 

REPRESENTING: 

OCEAN  ACC.  k  GUAR.  CORP.,  LTD.  ROYAL  INDEMNITY  CO.  (Bond  Dept) 

UNION  ASSURANCE  SOCIETY,  LTD.  ROYAL  EXCHANGE  ASSURANCE 

ST.  PAUL  FIRE  k  MARINE  INS.  CO.  QUEEN  INSURANCE  CO.  OP  AMERICA 

Phoenix  BoUdintf  Miimeapolis,  Minnesota 


MADELIA 

Brown  C  E — f 
DaiiJ  C  T— f 
Dosaett  M  S— f 
Haycraft  E  R— f  c 
Schobleben   Wm — flc 


MANKATO 

Bon-en  J  R— f 
Chapman  Chaa  A — f  c 
Citizens  Realty  Co— f  c 
Comstock  W  L— f 
Corbctt  C  H — ^f  c 
Force  Fred— 1 
Johofon  T  A — f 
Johnson  M  C — f 
Leonard  Henry  F — f  1  c 
Perrin  H  B  &  Son— £ 
Plymat  W  N— f 
Rose  D— f 

Soencer-Baker  Co— £  c 
V  cum  Land  Co — f 
WaUcer  0  W  Co— «  1  c 
rjUrd  D  G-f  1  c 
^Villiams  Theodore — f  !  < 
Zael  Wood-GoflF  Co — f  c 

MARSHALL 
Bumford  R  R — ^f  c 
Daris  Thos  E— f  1  c 
Daniel  R  B— f 
5«  Jtue  Chas  I^-f 
Gail  0  B— f  c 
Hall  J  H-f 
Mathews  M  E— f  c 
Mtonick  R  M— f 
OdeU  &  McNiven— f  1  c 
RismiiaKn  Fred— I 
Seward  V  B— f 
Von  Wflliams  J— f 
Wfoodard  O — f  c 


I 


MILACA 

Allen  J  A— flc 
Allison  Thoa  W— f 
Anderson  A  M — 1  c 
Cook  Dr  R  E— 1 
Dahlstrom  C  H— f  1  c 
Eberhard  C  C— f 
Enckaon  W  A— f 
Erickaon  C    E— f 
Fosa  C  H— f 
Tollemein  C  V— 1 


MINNEAPOLIS 

Ahcrn  J  J— 1 
Ainsworth  G  A — ^1 
American  Security  Invest 

Co— f 
Anderson  E  A  Ins  Agcy 

f  c 
Anderson  Davis  Ins  Agcjp 

— f  c 
Badger  Walter  L  Agcy — 

Baker  G  N— 1 

Barnes  Ins  Agency — f 

Barney  &  Barney — f 

Bass  £  H— f 

Baum  A  H— 1 

Baxter,  Hector  &  Co — t 

Beadell  C  G— f 

Bean  M  E  Co— f  1 

Bell  D  C  Investment  Co 

— f 
Benham  Invest  Co— f 
Berkey  Co— f 
Beson  Guynn — c 
Blandford  Geo  T— 1 
Bleckcn  F  F  L— f 
Blond  J  A— 1 
Boardman  &  Ware — f 
Bohen  Frank  T  Co— f  c 
Bondc  T  E— c 
Bowe  E  C— f 


Branton  J  F— 1 

Brewster  C   E — 1 

Burgan  I  E— f 

Burgies  Ralph— 1 

Burke  J  C— 1 

Burleigh  W  C— f 

Butts  Agency  The— 1 

Calhoun  J  F  &  John  E 
— f 

Camden  Park  State  Bank 
Ins  Agency — f 

Campbell  L  W  Co— f 

Carlson  G  J — 1 

Carpenter  J   R — c 

Carr  C  G— f  1 

Carr  L  E—l 

Central  Ins  Agency — f 

Chamberlain  W   O — f 

Chase  &  Schanfield — f 

Cheney  W  B— 1 

Chute  Ins  Agency — f 

Citizens  State  Bank  Ins- 
Agency — f 

Coe  Fire  Ins  Agency — f 

Cogan  J — 1 

Colby   W   M— 1 

Conhaim  Louis — 1 


Conroy   T  F— £ 
Cook  R  R— f 
Damielle   Franklin  Jr — f 
Davis  J  H  &  Co— £ 
Deming  Portious  C — £ 
Dickey  F  A— 1 
Donaghue>Hor9tman  Ins 

Agcy — £ 
Donaghue  Agcy  Matt — £ 
Domberg  H  B  &  Co — £ 
Dunn  Thos  Jr— 1 
Eaton  J  S— 1 
Edson  J  R — c 
Edwards  I  C— 1 
Eichhorn  E  &  Sons— £ 
Elliott  W  B— £ 
Ellis  B  E— I 
Endsley  P  M— £ 
Esterly-Hoppin  Co— £ 
Estcrly  R  &— 1 
Evans  D  H — ^£  c 
Fabian  T  H— 1 
Fanton  Miss  Eva — 1 
Fiake  F  W— 1 
Fletcher  Co  The— £ 
Force  E  A— c 
Forster  Edwin  J  Cb— f 


CONKUN-Z«NNE-HAinSON  A6ENCT 

INSURANCE 

Qen.  igts:  liuloyen'  Uabilhr  Asmr.  Oorp.  of  lai 


Qen.  igts:  nmuyen  utninr  umr.  oorp.  or  mf .  i 
aatoBuhilt}  Dis.  Oo.H. ;.  Loosl  igtK  OoniMetMat,  ft 
Aas'B,  lUsfitj-FheniL   Waont,    IiohaiiiN  &  Ti 


Qea.  igts:  OaluaUa 
Paal7  &  H.,  fixe 
Trsdsrii  Phoeaix   of 
Bartfond.  Mimiaftpolis  f.  &  M.,  Photnix  of  Louisa,  Oriont,  Torlrskin. 

first  lational-Soo  lino  Building,  Wtnnoapfttis,  Minn. 

Special  attention  given  orders  from  non-resident  brokers. 


Conrad   E  A  Co— £ 
Conroy  &  McLennan—- £ 


Foster  F  W  &  Co— £ 
Frudenfeld  L  M— 1 


MINNEAPOLIS  INSURANCE  AGENCY 

FIRE  DEPARTMENT 

Hartford:  Ins.  Co.  of  North  America;  Liverpool  &  London  flc  Globe,  Eng.;  N.  Y.  Underwriters  Agency; 
National.  Conn.;  Norwich  Union;  North  British  &  Mercantile.  Bng.;  Northern.  Bng.;  Royal;  Scottish 
Union:   Spring6eld  F.  &  M. 

MARINE  DEPARTMENT 

Columbia,  N.  J.;  Mannheim,  Ger. 

CASUALTY  A  BOND  DEPARTMENT 

Genarai  Agents 

Globe  Indemnity  Co;  New  York  Plate  Glass;  New  Jersey  Fidelity  &  Plate  Glass 

Commiasiona  Allowad  Non-Resident  Brokers  and  Agents  on  Insurance  on  Minneapolis  Properties 

Special  Inapectlon  Dept.  maintained.  Rate  Schedules  Furnished 


CORRESPONDENCE  SOLICITED 
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CHARLES 


SEXTON 

COMPANY 

McKnight  Bldg., 

MINNEAPOLIS, 
MINN. 


AETNA, 

COMMONWEAim 

•ENEKAL  FIRE, 

•EKHAN  ANEBICAN, 

HANOYEI, 

BOME,  N.  T., 

MINHEAPOLISF.&M. 

NEW  HAMPSHIBE, 

FHQBNII, 

PENNSTLYANIA, 

ST.  PADL, 

WESTEBN  ASSXE 

FIDELITY  and 

CASUALTY 

INSURANCE 
In  All  Its  Branches. 


Special  Attention 

flriven  to  the 

Interests  of  Non- 

Residents  and 

Oot-of-Town 

Orders. 

WRirm  us 

F«r  Infonnatlon  and  RatM 


FnUer   C  I— f 
Gale  AF— f 
Gale  C  S— f  1 
Garland  J  I^-l 
Garwood  E  C— f 
Gilbert  H— 1 
Giles  H  M— f 
Gillette  R  M— f 
Godwin  J  W— 1 
Gorhain— Braden  Co— £ 
Gray  F  L  Co— f  1  c 
Grose  Thos  J— 1 
Gross  &  Manthey — f 
Guardian  Inv  Co— f 

Harpman  Jacob — f  1 
Harrington  C  L-~f 
Harris  Cbas  H— 1 
Harrison  L  L — I 
Hazard  J  T— f  c 
Hazlett  Jas  C— f 
Head,  Schurch  &  Walton 

HcTwall  C  J  Co— f 
Heffelfinger-Barrett  Agy 

— t 
Henderson  &  McCraig — ^f 
Hermann  W  C  J — ^f 
HiU  Geo  V  B  C— f 
Hoefflin  W  R— 1 
Hohenstein  Aug — 1 
Hood  &  Matschke  Co— f  c 
Hopwood  Inv  Co— f 
Homer  Warren  M— 1 
Huhn  Chas  H— f 
Hunt  P  B— 1 
Hunter  Asa  J — f 
Hunter  H  L— 1 

amieson  &  Huss — f 

ayne  &  Co— <r 

ohnston  Geo  S— f 

ones-Davis  Agency — f 

ones  D  E— 1 

oyce  W  B  &  Co — f  c 

'ane  J  J — f 
Kaufmann  I — 1 
Keating  W  J— 1 
Kelley  L  E— f  1 
Kelly  &  McCusik— f 
Kelly  Edw  P— 1 
Kendall  A  W— 1 
Kendall-Damielle  Co — £ 
Kennedy  L  L — 1 
Kenyon  L  M— 1 
King  V  L  H— 1 
Kinman  W  Er-1 
Kirkwood   Mrs  Anna — 1 
Knapp  Geo  W— f 
Knudtaon  Gilbert— 1 
Kost  &  Clark— f 
Lambrecbt  J  T — 1 
Lambertoii  M  J  Ins 

Agcy — f 
Lane    J    J— 1 
Lane  J  A — f 
Lane  Leslie  C — ^1 
Laraway  O  M  &  Son— £ 
Lauderdale  Co— { 
Lauderdale  T  W— 1 
Law  L  L — I 
Laynourn  Guy — c 
Leach  Geo   E — f 
Levitt  Charles  L— 1 
Lewis  Ins  Agency—  £ 
Loudon  W  S — f 
Lowry-Scott    Agency— f  c 
Luce-Fowler  Agency — £ 
McAllister   A    W— 1 
McCauley  D  E— 1 
McCuaig  J  T— f 
McCullough  John— £ 
McGowan-Mahony  Inv 

Co— f 
Mclntyre  John   C  &   Co 

— f 
McKenrie  T  R  Co— f 
Mahoney  John  &  Sons — ^£ 
Mannen  F  A — f  1 
Main  J  F— f 
Main  &  Haglund — f 
March-Ennis   Co — f 
Markes  Frances  A— £ 


Market  Sute  Bank  Ins 
Agency^    f 

Marsh-Ennis  Co— f 

Marsh  &  McLennan — £ 

Masten  W  C— £ 

Merchants  &  Manufac- 
turing Sute  Bank  Ins 
Agency — f 

Merriam  W  A— 1 

Meyers  J  E— 1 

Miller  HT—1 

Millers  &  Traders  State 
Bank  Ins  Agency — f 

Minneapolis   Ins   Agency 

-r-£  1  c 

Minneapolis    State    Bank 

Ins   Agcy — f 
Minnesota  Loan  &  Trust 

Co— f 
Minnehaha    State     Bank 

Ins  Agency — f 
Moore  Bros  Brace  &  Co 

— £ 
Morgan   Bros — f 
Morris  &  Morse — c 
Morton  Chas  M — f 
Mosher  Wendell  P  Co— t 
Mownr  F  L — f 
Murphy  G  E — f  c 
Murphy   Harry  G— 1    * 
Newport   R    M — f 
Nickels  &  Smith— £ 
Nickels  &  Tuttle— £ 
Norbeck  C  E— £ 
Northwestern  General 

Agency   Co— f 
O'Brien   &   Harris— £ 
Oshicr   W   S— c 
Packer  &  Kauffman— 1 
Page  C  A— 1 
Palmer  F  L— f 
Parker   L   T— f 
Parlin  F  F— 1 
Parry- Eastland   Agency 


Shove  Hester  M— f 
Skiles  &  Skiles— { 
Slavter   Ed  H— c 
Smith   C  H— f 
Smith  Co  Arthur  P— f 
Smith  F  R— 1 
Smith  Isaac  N— f 
Smith  John  L— f 
Soderling-NelsoD  Co— f 
South   Side  State  Bank 

Ins  Agcy — f 
Sprague  F  E— f 
StaflFord  J  F— f 
Staring  Co  The— f 
Steece  A  L— 1 
Stocker  A  C  Co— f 
Stockwell  S  A— 1 
Stone  Jacob — £ 
Stone  H  H— 1 
Stone  H  N— f 
Stone-Pray  Co— f 
Stringer  J  W— 1 
Strouse  Leo— 1 
Sulflow  &  Maas  Co— f  e 
Sundberg  H  A— 1 
Swartwood  F — 1 
Tabour   Realty  Co— f 
Taylor  G  W— 1 
Thayer  E  A  Mortgage  Co 

Thomas  F  M— 1 
Thompson  Bros — f 
Thompson-Hayes  Co— f 
Thomson  Robt  S— I 
Thurman  J  T— 1 
Tift-Donaghue  Inv  Co— f 
Timberlake  B  H— I 
Tomlinson  R  B  Jr— 1 
Totton  J  M— 1 
Tweedy  R  J— 1 
Twin  City  Ins  Agency- 
Van  Slyke  V  H— I 
Van  Tuyl   C  W— 1 


F.  H.  WAGNER  AGENCY 

REPRBSBNTINQ 
Agrlcsltnral;  Bsffalo  Qernaa;  Law,  Ualta  ft  Rtck; 
Aaicrlcaa,  N.  J.;  Pireawas,  N.  J.;  Caiadea;  Assarticc 
Co.  af  America;  Coacordia;  Dalwqae;  New  Braaiwick; 
Phealx  of  Paris;  Travelers  (Uabfllty);  ColaaMt* 
J.C.  (Aatoaiobile);  Metropolttao  Casualty. 

MINNEAPOLIS,  MINN. 


Patrick  J  M— c 

Patterson  C  N — 1 

Patton  W  G— 1 

Paust    B    A — c 

Pcet  Wm— f 

Phelps- Eastman — £ 

Pierce  G  P— 1 

Powers  Fred  M— £ 

Pray  Ins  Agcy  The — ^1 

Preston  Mrs  C  P— f 

Purple  J  G— 1 

Reeves  A  J— 1 

Rehnke-Walling  Invest- 
ment Co — f 

Reidhead   The    A    P    Co 
— f 

Robinson  Wm  E — 1 

Roscoe-Knudtson-  Laid- 
law  Co— f 

Sackett  F  J— 1 

Sage  W  M— c 

Sammis  F  C— £ 

Sanders  F  H— 1 

Schutt  Realtv  Co— £ 

Scott  Z  A— 1 

Seeley  Agency  Geo  H — £ 

Seeley  &  Co — f 

Sexton  Chas  W  Co— £  c 

Shackel  W  H  &  Co— £ 

Shaw  Wm  D— 1 

Shove  C  B  &  Co— £ 


Waleen-Morgan  Co— f 
Walker-Allen  Co— f 
Walker  J  Godwin— 1 
Wallace    &    Bdden— c 
Waller  G  C— I 
Walstad-Pearson  Inv  Co 

— f 
Walton  Edmund  G  Agcy 

— £ 
Warren  A— 1 
Webster  D  D— £ 
Weeks  J  A— f 
Weismann  Arthur  C— 1 
Wells  ft  Millard— f       , 
Wentworth  &  Griffith— f 
Wheeler  A  M— I 
White-Darling-Haxard 

Co-fc 
White  H  W  Inv  Co-f 
White  &  Odell— I 
Whited-Brearley  Co— f 
Williams  Fred  T— I      , 
Williams,    March   Co-f 
Williams  W  F— 1 
Wilson  ft  Force— f  c 
Wilson  W  C— I  * 
Wilson  Wirt— c 
Winslow  W  E-l 
Wirth  E  F— 1 
Wol£ord  W  L— £ 
Wood  M   E— c 
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Woodruff  C  S— f 
Yale  Realty  Co— f 
Yeates  &  Soi>--f 
Zdmer  Geo   V— f 

MONTEVIDEO 

Anderson  J  O — f  c 
Budd  C  ^f 
EJiaon  G— f 
Fosnes  C  A — ^f 
Jenkt  T  B— f  1  c 
Kief  A  H— f  1 
McCarger  ft  Peterson — ^f 
Moyer  L  G— f  1  c 
Norman  P  L— f 
Rollefion  Oscar— f 
Whitmorc  B  A— f 

MORRIS 

Bdse  Geo  W— f 
Barpee  C  B — f 
Carlson  J  E— 1 
Cherry  Wm  H— f 
Cooley  W  F— f  c 
Devenney  J  H — f  c 
Gaffney  Jos  J — f 
Gilbert  Emil—l 
Mangan  T  J — ^f 
Meyer  Dan — ^f 
Peterson  Ericfc — f  c 
Peterson  P— £ 
Pntnam  F  R — ^f 
Sirerts  S  A — £   1  c 
Spooner  Patil  L— -£  c 
Stenger  A   L — ^£  1  c 
Vaughan  Chaa — f 

NEW  PRAGUE 

Komarek.  E  W — f 
Rachac  Joseph — f 
Schreiner  ft  Maertz — f  1  c 
Topka  Jos  T — f  c 

NEW   ULM 

Deters  B  H— 1 
Henle  John-^  1  c 
Bennington  N— lie 
Higgs  f  R-1 

fiHogen  G«orge— £  1  c 
cobs  Geonre — I 
exlc  Adolph— £le 
Pfaender  Wm  Jr  Agcy— 

flc 
Raabe  H  F— f 
Schmidt  Gottlieb-^ 
Wicherski  R~f  c 

NORTHFIELD 

Barnard  W  C— f 
Bonday  T— •£ 
Carpenter  C  P — f  c 
Cnrren  F— f 
Mley  H  O— £   c 
Dougherty  Chaa — ^£ 
Lyman  E  A— £ 
Netland  S  A—  fl 
Pye  Charletf  R— £  c 
Pye  W  W— f 
Raineri  Ch— f 
Rice  E  R— £ 
RiceFO— f 
Rice  Geo— f  1  c 
Santino  Mrs  Effie  M — f 
Schmidt    ft     S]iandor£— £ 

1  c 
Thorp  Geo  C— f 
Wyraan  J  F — f  c 

„  NORTH  ST.  PAUL. 
Herrick  John  W— f  c 

ORTONVILLE 
Chamberlin  C  F — f 
Chrismas  Chas  E — £  c 
CUff  ft  Pmeell— £  c 
Farrington  Ray  G — £ 
Gtier   David — f 
Grosenick  Carl  H— 1  c 
Hahn  O  E— f 
Kaepcher  C   F — 1 
Kefly  W— f 


Kercher  A  B— £  c 
Kin*  J  F— 1 
MiiSdl  John— £ 
MorriU  E  N—f 
Purcell  J  J— f  c 
Scofield  Chas  E— £  1  c 
Stark  C  J— f  c 
Stephens  E  H— £ 

OWATONNA 

Albertus  C  F— £ 
Bennett  L  L  Son»— £ 
Buxton  C  J— £ 
CUrk  Wm  J— £ 
Disbrow  L  A — ^£ 
Dunham  Frank  A — ^£  c 
Hosted  F  Y--£ 
Johnson  R  H— £ 
Ktnyon  A  M*— £ 
Leach  Helen  E — £ 
Malone  J — ^£ 
Nelson  ft  Son  S  R— £ 
Niles  J  W— £ 
Palmer  Johnson  J — ^£  1 
Rowland     ft     Doolittle— 

£]c 
Schmidt  A  F— f 
Theimer  ft   Fincher— £   1 

PARK  RAPIDS 

Davis  ft  Taber— £ 
Shepard  F  M—  £ 
Smythe  W  R  B— £ 
Taber  Wm  M— £  1  c 
Vanderpool  F  A — ^£ 

PEUCAN  RAPIDS 

Alexander  C  L — £  1  c 
Bank  J  P  Wallace— £ 
Bruce  H  N—f  c 
First  Nat'I   Bank— £ 
Frazee  C  R— £ 
Fraree  P  C— £ 
Page  H  G— f 
Pelican    Rapids  State 

Bank— £ 
Sherin  Cecil  W— £ 
WeiWe  M  T— £ 

PERHAM 

Perham  Ins  Agcy— f 
Rasmusson  Soren — f 
Scgwarzrock  A  G — (  1  c 
Shannon  A — f 
Struett  Louis-^ 
Young  Henry  M — f 

PLAINVIEW 

Carley  T  A— £  1 
Fuller  M  D— f 
Lyons  S  S — £ 
Ollverson  H  K— £ 
Sylvester  Bros— £  1  c 
Wood  Melvin— c 

PRESTON 

Anderson  C  M — £  1  c 
Garrott  T  I— f  1  c 
Thompson  A  W— £  I  c 

PRINCETON 

Eaton  G  A— f 
Ewing  Annie— ^ 
Ewing  Guy  ft  Co— £  1  c 
Hatch  Earl— f 
Petterson  S    S— £ 
Skahan  j  J— £ 
Stanley  ira  G — £  c 
Stark  Oscar— 1 

RED  LAKE  FALLS 

Boughton  Chas  E— { 
Delorme  Nod— 4 
Duffy  John  A— £  c 
Farley  Fred  Lr-£  c 
Gaass  B  B— f  1 
Gibeau  Samuel-^  c 
Healy  E  I^f 
Hennings  George  F— £ 


Higinbotham   V   M— f 
Pouliot  F  F— f  1  c 
Taupin  A  P  &  Son— flc 

RED  WING 
Becker  Wm— 1 
Brederhorset  E  J  H — ^1 
Chellsen  Alfred— £  1  c 
Lindgren  Andrew — 1 
Mclntire  Jesse — i  I  c 
Nelson  S  J— £ 
Peterson  N  A— £  c 
Pierce  A  P— £  c 
Putnam  Fred  W— £  c 
Red  Wing  Ins  Agency — 

£  1  c 
Ulm  H  E— I 
Wooders  L— 1 

REDWOOD  FALLS 

Clement  W  B— f 
Cooper  R  A — 1  c 
Gray  F  A— £ 
Laudon  A  R  A— £ 
Smith  W  M— f  1  c 
White  E  J— £ 
Ward  H  W— I 

RENVILLE 

iBeck   C   D— £ 
Bennett  A  A— £ 
Bierlein  S  W— f 
Daly  ft  Barnard — £ 
Haan  Peter— £ 
Lumley  G  A — f 
Serkland   S   M— £ 
Steusvad  A 


ROCHESTER 

Brookner  Geo — £  I  c 
Collin  J  T— £  1  c 
Collin  ft  Griffin— £  1  c 
CoUin  ft  Kelly— £  1  c 
Gooding  F  E — f  1  c 
Griffin  ft  McGovem— £  1  c 
Hall  Mrs  John— £ 
Holt  ft  Schroeder— £ 
Holt  D   H— f  1  c 
Heffron  M — £  1  c 
Kalb  Auffusta— £ 
Leonard  Bros — f  c 
McGovern  J  E— £  1  c 
Richardson  H  J  ft  W  B 

— £ 
Schacht  Theo  A— £ 
Smith  M  F— £  1  c 
Stevenson  &  Malone — fl 

RUSHFORD 

Miller  Peter— £ 
Olson  F  A— £ 
Olsen  H  V— £ 
Prinsing  D  S— £  c 
Reisus  O  E — £ 
Rowley  E  B — 1 
Webster  Mack — £ 

ST.  CHARLES 

Ebben  Jas— -f 
French  Geo  D— f 
Hermanson  John— f  c 
Kicfcr  Nic— £ 
Kramer  F  J— f 
Miller   Eugene — ^f 
Pfefferkom  G— flc 
Richardson  A  C— f 
Smith  A  W— f 
Spencer  W  Er-f 

ST.  CLOUD 

Ahles  Paul — £ 
Bennett  James  R  Jr— ^ 
Bensen  Carl  O— 1 
Campbell  Donald  M— f  1 

c 
Carlson  C  A— f 
Hammerel  Edw  C — £  1 
Hansen  Hubert— £  1  c 
Mitchell  W  B— c 
Mueller  Herman— £  c 
Rocholl  L  J— £  c 
Scott  Earl  C—  £ 


Stangl  Fred— £  1 
Swift  L  R— £ 
Wing  T   C-4 
Wolter  John— £  I  c 
Wright  ft  Niskem— £  1  c 
Young  H  G — £  c 
Zapp  £dward — £ 

ST.  JAMES 

Citizens  Nat'I  Bank— £  I 
Crowley   Roy— £ 
Gibbs  E  A— f 
Larsen  Christ— f 
Lobben  J  L— f 
Malmrose  V  A — ^f 
Running  Albert- f 
Meither  Chas — ^f 
Mullen's  Ins  Agcy— f  1  c 
Schoffman   W  F— 1 
Seager  T  W— £ 
Sandquist  M  W— £ 
Security  SUte  Bank— £ 
Tonnesson  &  O'Mara— f 

ST.  PAUL 

Abbott  C  P— £ 
Albritton  E  S — 1 
Allen  ft  Eliason"-! 
AUen  £  D— 1 
Ahnan  F  E— 1 
American  Ins  Agcy— < 
Baker  A  T— c 
Barry  J  E— 1 
Bayard  Deuel  ft  Co— f 
Beardsley  B   F— c 
Bell  A  B  ft  Co— £ 
Benjamin  F  A — £  c 
Bielenberg  H — £ 
Blomqutst  ft  Lindquist— f 
Bombach  £— c 
Brewer  F  A — ^1 
Brooder  E  E— 1 
Bryant  Fred — £  c 
Buckhmeier  F— £ 
BuUis  J  J—! 
Burgon  Phillip— 1 
Bums  F— c 
Campbell  E  S— c 
Capital  Trust  Co— £ 
Carson  C  E — 1 
Casserly  Lift  Co— £ 
Cathcart  ft  Maxfield— f 
Chapman  F  B — ^1 
Cohoon  J  L — ^f 
Council  ft  Wcgner— f 
Constans,  Nol&n  ft  Co-^ 
Cooper  Geo  G— f  e 
CorbeU  Chas  H  Jr— 1 
Gushing  ft  Driacoll— ^ 
Dahl  ft  Martin— £ 
Davis  ft  Lagerman— f 
Davis  E  P— £  c 
Dawson  W— c 
Deters  B  H— 1 
Dillon  M  J— 1 
Donohue  J  R — £ 
Dougan  ft  Walsh— f 
Dougan  E  C — f  c 
Dougeloh  H  H— f 
Eddy  C  W— £ 
Elder  D  R-^ 
Elmer  J  P— 1 
Enochs  C  D — ^1 
Fahey  P  W— 1 
Farp;o  W  D— f 
Fancy  J  I — £ 
Finkelstein  A— 1 
Fitfield  Z  B— £ 
Fletcher  H  H— £ 
Ford  F  E— 1  c 
Forepaugh  Alice  M — ^f 
Froehlich  G  W— 1 
Frost  N  R— f 
Fugate  J  S— c 
Gardner  B  J— £ 
George  H  &— £ 
Gilbert  ft  Gilbert— £  e 
Glaser  Loui»— 1 
Graves  Geo  B — 1 
Griffiths  M  L— 1 
Haas  J  Q  ft  Co— £ 
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Habb«nted  N  M~f 
Hackney  Inr  Co — f  c 
Hagc  N  O— f 
Hanson  J  A — f 
Harrison  Geo  W — 1 
Hart  W  H— f 
Hartigan  J  A — ^1 
Hauenstein  F  W— 1 
Haynie  D  P— 1 
Haynie   E  C— c 
Hcmeman   G — ^1 
Hemple  E  A— c 
Hcnninger  T— f  c 
Hitchcox  &   Learned-— 1 
Hoffman  &  Co— £  1 
Hoffman  Lewis  G — ^1 
Hohenstein   A — I 
Houghtaling  £  S— 1 
Hoyt  H  &  Co— f 
Hoyt  Homer  H— f 
Hueller  Bros — f 
Hughion    &  Whitacre— f 
Hunt  C  T— 1 
Hunt  P  B— 1 
Hurd  G  H— f 
Ives  Lee— 1 
Tamieson  M  B — f 
fenks  A  L— f 

Tones  W  G— f 
Foyce  F  M — 1 
Foyce  W  B  &  Co— f  c 

lane  &  Co— f 
Keatingjos— c 
Keena  H  B— 1 
Kciter  L  M— 1 
Keller  F  P— 1 
Kelly   Danl— f 
King  V  L  H— 1 
Knoefel  Geo  C— 1 
Lang  W  A— f 
Langford  N  P— 1 
Lawton  A  M — f 
Learned  C  E  Jr — f 
Ledwidge  M  J — f 
Lemon  W  T — f  c 
Leonard  J  M — f 
Lerbrock  C  M— f  c 
Lewis  James — c 
Lewis  W   F— 1 
Lilly  A— c 
Lilly  T  J— f 
Linehan  J  J— f 
Locher  W  Horace — ^1 
Lytle  G  L— f 
McAdam  £  L— f 
McCarron  &  McCarron — 

f  c 
Mahle  E  C— 1 
Maple  E  E — c 
Martin  &   Geisen — f 
Martin  Henry — £ 
Melham  E  H— f 
Meier  E  J— f 
Miller  H  H— f  c 
Minnesota  Ins  Agcy — f  c 
Moeller  J  H— 1  c 
Moore  C  W— •£ 
Moriasty  M  P— £ 
Moritz  W  F  &  R  W— £ 
Mott  G  C— £ 
Murohy  H  G— 1 
Neely  R  M  C<>-£  c 
Nelson  C  E— £ 
Nelson  F  E — £ 
Newport  R  M  Ji^-£ 
N  W  Trust  Co— £ 
O'Brien  T  J— £ 
Ochler  W— I 
O'Meara  H— £ 
O'Meara  Jame»— f 
Page  A  V— 1 
Peet  Wm  F— £ 
Peterson  H  C— £ 
Picker  W  F— 1 
Prudden  Geo  H— 1  e 
Reeves  A  J — 1 
Ritt   Wm   A— f 
Roberts  G  A— £ 
Robinson  &  Harrison— 1 
Rodenberg  Geo  W— 1 


Rogers  John  Jr — f 
Rogers  Jos  A  Agcy — £ 
Rothcrmal  J  H— i 
RotMhild  H  &  V  J— £ 
Row  A  N— 1 
Rudolph  A  O— 1 
Rugg  Geo  C— £ 
Samt  F  W— 1 
St  Paul  Ins  Agcy — f  c 
San£ord  E  R  &  Co-^£ 
Schnabel  G  E— c 
Schuler  D  R— 1 
Schwab  Max — 1 
Shannon  T  W— 1 
Shepard  J  W  &  Co— £ 
Simpson  T  R— 1  c 
Smith  &  Taylor — £ 
Smith  D  D— f 
Sperry  Edw  B — f 
Sperry  J  F— f 
Stebbins  L  C— e 
Stenger  George  VV — £ 
Stinson  A — £ 
Stokes  M  &— £ 
Storms  C  A— f  c 
Strickland  Doolittle  Co— 

£  c 
Strouse  L  J — 1 
Strouse  M— 1 
Tarbox  C  S— 1 
Taylor  J  W— f 
Thome  J  M — 1 
Timberlake  W  L— £ 
Townsend  John — £ 
Tracy  Jas — f 
Van  Hoven  Peter  &  Son 

— f 
Ware  E  M  &  H  F— £ 
Warner    &    Regensdor£— 

f  1 
Weed  Parker  &  Co— £  c 
Weide  J  R— 1 
Wheelock  &  Gilpillan— £ 
Wilson  L  E— 1 
Wittman  M— £ 
Zimmer  P — 1 

ST.  PETER 

Davidson   D — f 
Laumann  Wra  G — f  c 
Miller  &  Miller~f  1  e 
Sackett  Ins  Apcy — f   1  c 
Tegner  Mrs  Olivia— f 

SAUK  CENTRE 

Cooper  J  F — f  c 
Kells  L  I^-f  c 
Morse  C  A — f  1  c 
Rien  Geo— f 
Schoenhol£  Ben — c 
Sprague  C  M — f  c 
Strebel  A   F— f  c 

SHAKOPEE 

Coller  J  A— f 
Conter   Joseph — f 
Deutsch    M    A— f 
Duffy  Wm  F—f 
Meyer  Nick — f 
Southworth  W  N— £ 
Storcr  C  C— f 


SLEEPY  EYE 

Berg  A  M— f  c 
Bertrand  E  P— f 
Brust  Wm— f  c 
Davis  L  G — f  c 
Domeicr  H  C—f 
Griffith  &  Smith— f  1  c 
Fickle  A  H-f  1  c 
Smith  W  W~f 

SOUTH  ST.   PAUL 

Hark   &    Gould— f 
Knoefel   G  G— 1 
Lytle  O  I^f 
Nolan  P  F—f 
O'Brien  J  J— f 


SPRINGFIELD 

Asch  C  H— f 
Erickson  Aus^f 
Femholz  Ed  J— f 
Foy  M  J-f 
Frank  Wm  G— f  1 
Frederickson   A — f 
Nippolt  E  I^f  1  c 
Paffrath  W  J— f 
Peterson  C  S— f 

Ray  J  J-f 
Schmid  Jno  R— f  c 
Specht  F  H— f 

SPRING  VALLEY 

Barber  J  W— f  1  c 
Bartlett  Elwin  R— f 
Hale  S  H— f 
Kellogg  W  I^f 
Lyman  W  L— f 
Pattridgc  S  C—f 
Sheppard  T  E^— f  1  c 
Steftens  H  H— f  1  c 

STILLWATER 

Bemier  C  P — 1 

Castle  L  P— f  1  c 

Gallispie  Ernest- 1 

Hoehne  Ray  A — 1 

Lammers  C  A — f 

Leyh  L  L— f 

Mackintosh  J  L— f 

McGarry  Robt  W— f  c 

Nelson  Louis  P— 1 

Prince-Joy  The   Agcy— f 
1  c 

Smith  -  Staples  •  Robert- 
son Agency— f  1   c 

Tuttle  R  J— f 

Welch  Thos  W— f 

TOWER 

Pryor  W  G— 1   c 
Whitman   G  A— £ 

TRACY 

Algyer  H  M— f 
Berdan  C  J— f 
Bierbaum  Chas— c 
Bonnallie  &  Bartlett— f 
Cain  H  J-f  1 
Fitch  L  J— f 
Korns  E  D— f 
Robinson  &   English— f 
Starr  Maxy  A— O  c 

TWO  HARBORS 

Barton  John  A— f 
Dwan  John— f 
Fowler  B  F—f 
clle  J  G-f 
uniord   George— f 
Mathews  M— f  1 
Munford  George— f 
Olson  John— f 
Tracey  Wm  E— f 

VIRGINIA 

Aitkcn  H  M— 1 
Brandt   &   Nelson- f  1  c 
Britts  B  F—f 
Ergman  P  S— f  1 
Gill  Thomas— 1  c 
Greeley  Douglas— f  c 
Krqgdahl  John— f 
McDonald   Gardner- f  c 
McDonald    &    Gill   Agcy 

Inc^-f 
Matson   &  Thurston— f 
Minnesota  Real  Estate  & 

Ins  Agcy— f  c 
Molin-Johnson  Agcy— f  c 
Toellcr  J  F-1 
Torvinen  &  Co— f 
Whiting  F  C— 1 
Williams  Agency— f  c 

WABASHA 

Hurd  Frank— f 
Jones  Co  R  E— f  1  c 


i! 


Marx  Michael— f 
Murtioch  J  W-f 
Paine  H  J-f 
Satory  Max— f 
Stone  Mrs  F  C—f 

WADENA 

Biglow  Fred  G— f 
I  First  National  Bank— f 
Gores  F  E— f  c 
Hastings  Quj — f 
Hunsinger  Chris— f  1  c 
Mark  John— £ 
Merchants  National  Bask 

Ins  Agency — f  1  c 
Mettel  John— c 
Mcttel  Joseph— £ 
Murray  A — f  c 

WASECA 

Buchler   L   T— f 
Buckman    Marion — f 
Coleman  Thomas— f  1 
Day  F  T— f 
Kiesler  Frank-f 
LUly  B— f 
Madden  J  E— f  c 
Madigan  John — f 
Moonan  Jas  N— f 
Sommerstad  C  P— f 
Swift  Wm  A— f  1  c 
Ungerman  J  B — f 
Wobschall  Wm  C—f 
Zetterberg  W  A— f 

WATERVILLE 

Dressel  F  E— f 

Dressel  Geo  J— f  c 

Dressel  H  G— f 

Everett  M  R— f 

WELLS 

Allen  A  O— f 
Bretrstcr  M  W-f 
Draper  C  H— I  c 
Heath  S  F—f  1  c 
Hughes   B— f  c 
Olds  L  N— f  c 
Olson  N  P— 1 
Swert  C  F— 1 

WHEATON 

Anderson  V  E^f  1  c 
Cory  H  B— f 
Griffith   B    B-f 
Hanson  Investment  Co— 

Houston  Charles  E-f 
Klawon  F  H-f  c 
Kristensen  G  K— f 
Neuman  O  C— £ 
Ringdahl  Wm— f 
Terpena   Ernest— 1 
Warner  W  A-1 

WHITE  BEAR  LAKE 

Auger  A  J— f  1 
First  State  Bank— f 
Reif  F  J— £  1 
Van-der-Las  J — £ 
Warner  H  A-f  1 

WILLMAR 

Anderson  Land  Co— f 
Branton  T  F— 1 
Gilbert  T  0-£ 
Gunderson  H— f  1  c 
Handy  F  G— f  c 
OdeU  Chas  W— f 
Ottemess  G  H— f 
Sherwood   C  H— t 
Sevenson  O  K— 1 

WINNEBAGO 

Armstrong  J  A— f 
Arndt  E  F—f  c 
Babcock  I  A— f 
Grinnell  F  M-£ 
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Headier  C  W-f 
HiU  W  H-f 
Lindgren  H  C— f 
McGtttggan  E  J— f 
Monlton  E  C— flc 
Moore  S  C—i  1 
Streater  W  A— f 


WINONA 
Batimann  &  Gordon  Co— 

{  c 
Bori  Alfred— f  1 
Commerc'l   Service  A  gey 

—flc  ( 

Gregory  &  Melvin— f  c 


Kunkcl  G  W— f  1  c 
Roberts  £  M— 1 
Roeuner  L  T— f 
Ross  J  P— f 
Scott  VV  C— ! 
Stevens  H  C  &  Co— f 
Szawlowski  W  L^f  c 
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Winona  Ins  Agcy— f  c 

ZUMBROTA 
Farwcll  A  B— f  1  c 
Olson  Otto  G— f  1 
Rockne  A  J— f 
Weiss  H  E-f  1 


MISSISSIPPI 


ABERDEEN 

Binford  J  A-1 
Dortch  L  I^f 
Eckford  J  W-f  1  c 
Mcauney  W  B— f 
McFarUnc  Jr  J  C— 1  c 
McQwiston  "D  H  &  Co— £ 
Monroe  Ins  Agency— f  1  c 

ACKERMAN 

McWhorter  B  C  &  Co— I 
Prewitt  R  D— f 

AMORY 

Cole  T  T-f 

Home  Afortg   &    Realty 
Co— f  c 

BATESVILLE 
Carothers  T  B— f 
Jarratt  M  E— f  1  c 
Lamb  L  B— { 
Lewis  J  S-1 
Perkins  H  T-1 
Price  J  C-l  c 

BAY  ST  LOUIS 

Cazeneuvc  Jos  F— 1  c 
Rea  Geo  R—f  1  e 

BELZONA 
Brumfield  Willia— f  1  c 
Jackson  J  S-fIc 
McCIintock    &    Moreland 
—flc 

BILOXI 
Bond  &  Watson— {  c 
Tucci  V  J  A-f  c 

BOONEVILLE 
Fugitt  T  T-1 
Kctcham  J  R-1  c 
Sanders  JB—l  c 
Stanley  J  C-f 

Stephenson  V  H— c 
Taylor  J  J-f 
1  nomas  J  R— I 

BRANDON 
Barnes  &  Fox— f  c 
Henry  Pat— f 

BROOKHAVEN 

Brookhaven  BankftTrntt 
„Co— f  1  c 

ETcrett  M  L-1 
godbold  Bros — f  1  c    * 
Kees  C  J — f 
Underwriters    AgcT— fie 

BROOKSVILLE 
Bank  of  Brookville— f 
Tphnson  E  H— f  1  c 
Parks  W  E— 1 

CANTON 

g.onmoy  J  F  Tr-I  c 
Hmton  R  E— f  1 
Holliday  T  C-f  1  c 
Roberts  B   I^f  1  c 
Spivey  R  E— 1 

CARROLLTON 
Bingham  D  L — ^f  c 
Terney  J  H — c 


CENTERVILLE 

Field  Wm  P— f  c 
Ford  H  B— f 
McKee  Ezra  F— f  c 

CLARKSDALE 

Johnson  J  H  &  Co  Inc— 

flc 
Martin  &   Mitchen — f  1  c 

CLEVELAND 

Brown  Edgar— f  1  c 
Butler  D  C— 1 
Davis  P  I^f 
Fisackerly  J  H-1 
Woollard  P  B-f  1  c 

COFFEYVILLE 

Brannon  W  L — f  I 
Denley  G  E— 1  c 
Holley  R  L— f  1 
Wilson  N  W— 1 

COLDWATER 

Darby  Mrs  S  L-f 
DiiBois  E  W— 1  c 
Gilliland  W  R—f 

COLUMBIA 

Fillingame  Mrs  Bessie — f 
Harris  G  O— 1 

iones  H  D— 1 
faxwell  &  Williamson 
— f 
Simmons  &  McCoy— f 

COLUMBUS 

Brickell  J  H-f 
Caine  S  L— f 
Lawrence  O  M— 1  c 
Long  Mrs  Henrietta — f 
Owen  B  L — 1  c 
Pope  W  E-f 
Sims  F  R—f  1  c 
Woodward  J   P— f  1  c 

COMO 

Brown  C  R—f  c 
Pointer  J  H— 1  c 
Wier  V  A-f 

CORINTH 

Adams  A  A— 1 
Buxbaum  J  H— 1 
Everett  B  E— 1 
McPeters  Robt— 1 
Young  H  N  &  Co— f 
Young  J  E  &  Son— f 

GOURTLAND 
Glenn  J  K— f  c 

CRYSTAL  SPRINGS 

Lott  R  E— f  1  c 
Lotterhas  P  A — f  1  c 
Townes  A  T— f 

DUCKHILL 

Fox  R  C-f 
Wilkins  C  A-f 

DURANT 

Cooper  &  Mailield— f  1 
Hunoldstein  Chas— f 
Montgomery  R  H — 1  c 
Neely  J  T— c 


EDWARDS 

Montgomery  W  A  Jr  & 

Co — f  c 
Robb   W   M-fIc 

ELUSVILLE 

Ellsworth  W  H— f  c 
Mimms  S  D— 1  c 
Pettis   W   S— f 
Walters  W  V— f 

ENTERPRISE 

Dear  W  D— c 
Estes  &  Estes— f 
Montgomery  W  H— c 

FAYETTE 

Easterling  W  R  &  Co~f 
Fayette  Ins  &  Realty  Co 
-flc 

FRIARPOINT 

Lamkin  J  O— f  1  c 
Robinson  F  D  Jr — f  c 

GLOSTER 

Seidenspinner  J  L — 1 
Toler  I  L— f  c 
Whittington  L  N-1 

GOODMAN 
Pickens  E  &  W— f  1 

GREENVILLE 
Bergman  Hebron  & 

Starling — f  c 
Lake  Albert  J— f 
Lemler  Max— f  c 
Robb  &  Mo^se— fc 
Whcatley    CTeorge — f  1  c 

GREEN  WOOD 

Barnwell  &  Ashcraft— f 

1  c 
Delta  Ins  &  Realty 

Agency— f  1  c 
Fatherree  M— 1 
Forrester    &    Wallace— 1 
McShane  L  T— 1 
Milton  Miss  Pauline — 1  c 
Miner  J  L-1 
Peteet  W  M-f  1  c 
Tims  A  N  Jr— f  1  c 

GRENADA 

Barnard  &  Perry— f  c 
Bell  A  S-l 
Beaty  C  A— 1 
Cholmondeley  C  E— c 
Davis  A  J— c 
Doty  W  S  P-1 
Hoifa  &  Moody— f  c 
HoflPa  W  B-1 
Lawrence  O  F— 1  i 

McLeod  Miss  Ruby— f  c  | 
Penn  W  E  &  Co— f  c  i 
Pcnn   W   E-1  | 

Wilkins  W  P  Jr— 1 

GULFPORT  i 

Coleman  &  Co — ^f  c  i 

Duprce  &  Birdsong— f  c  I 
Havard  B— f 

Hewea  &  Yerger— f  c        I 
Neville  &  Neville-c 
Wells  E  W— fc 
Walsh  J  H-f  c 


HATTIESBURG 

Douglas  S  A— 1 
Eure  Ins  Agency— f  c 
Fcrrill  O  S— 1 
Gaston  P  L^-f  c 
Harrison  J  S— f  c 
Holmes  D  B— 1 
Kipjp  M  D— f  c 
McCullough  N  R— 1  c 
Montague  A  A— f 
Pace  Geo— 1 
Robinson  E  P— c 

HAZELHURST 

Covington  G  W— f  c 
Ellis  Bros— f 
Graves  A  T— f  c 
Hamilton  Mrs  Mary  N 

-f 
Higdon  M  N— 1  c 
Long  J  H— 1 
Ramsey  Mrs  Carrie  W— 

f  1 

HERNANDO 

Cooke  &  Flinn— f  1  c 
Foster  Hugh— f  I  c 

HOLLANDALE 

Bank  of   Hollandale— f 
Hannah  Wm— fl 

HOLLY   SPRINGS 

Francisco  E  W— f  1  c 
Smith  &  Tyson— f  1  c 
Wright  E  M— c 

INDIANOLA 

Indianola  Ins  Agency — 

flc 
Johnson    E^-c 
Pitts  W  T-f  1  c 

ITTABENA 

Bradford  &  Reese— f  c 
Russell  J  F— f  1  c 
Yazoo  Ins  Agency— f  1  c 

JACKSON 

Carter  &  West— 1 
Cavett  J  C— 1 
Crowder  A  C — 1 
Dreyfus  I  &  Co— f 
Everett  M  L— 1 
Feazell  M  P— 1 
Gordon  &  Taylor — 1 
Graham  H  H— 1 
Harper   &   Sanders — ^1 
Hood  J  C  &  Co— f  I  c 
Hugh  J  Wert— 1 
Mims  R  B— 1 
Mosely  &   Nelson— f 
Nelson  Fred  L— f 
Nugent  &   Stevens — £ 
Pullen  Mr— 1 
Ragland  Mr— 1 
Ratliff.    Bufkin    &    Mc- 
Lean—1 
Robinson  ft  Julienne— fc 
Ross  &  Yerger — f  c 
Shoemaker  J  M — 1 
Smith  W  R-f 
Swearingen   G  C — ^1 
Thompson    C  H — ^1 
Wharton  &  Roberts— f  c 
Wells   &  Sessions— 1 
Whitten  S  R  ft  Co— 1 
Yerger  L  &  Co— f  c 
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MISS.— Con. 

KOSCIUSKO 

Brown  Miss  Alice — fc 
Cain  J  H— f  c 
Clark  C  N— c 
Jackson   &  Jackson — f 
Knotts  J  M— fc 
Lucas  E  L^f  ( 

Luckett  O  A— c 
Sanders  &  Musselwhite — 
f  c 

LAUREL 

Blethcn  B  J— 1 

Connell  J  W-1  c 

Edwards  A  A— 1 

Fuller  Jc  T  M— f 

Oeddie  L  B — c 

Craves  Lindsey  &  Co- 
le 

Hurst  E  D— f  c 

Rumble  &  Chamblist— 
fc 

Sullivan  H  P—l 

Wilson  W  I^I 

LELAND 

Bulord  T  A— c 
Cames  W  P— « 
<Gera]d  Eugene— « 
Huddleston  A  C— f 
X^cnier  P  W— c 
Tortcr  R  S— f  c 
Scruggs  A  W— f  c 
Smith  M  B— f  c 
Thompson  F  H — € 

LEXINGTON 

Herrman  Sam — f  1  c 
Watson  &  Durden— f  1  c 
Young  J  K— f  1  e 

LOUISVILLE 

Harris  J  M— f  c 

Jordan  S  M— f 
fcCracken  J  L— f 

LUMBERTON 

Buchanan  T  D— 1 
Camp  D  C— f  c 
•Camathan  J  H— I 
Hall  W  W— f 

MACON 

Boyd  E  B— f 
Cavatt  W  M— 1 
Cavett  E  D— 1 
Covett  Van  C— 1 
Dorrah  E  C— 1 
Minor  W  P-l 
Yates  E  V— f 
Yates  R  E  V-1 


MAGNOLIA 

Leggett  A  T— f  c 
Sparkman  Miss  Anni< 


-f 


M'COMB   CITY 

Central  Realty  Co  The— 

f  Ic 
Craft  Htiffh— 1 
Evans  A  J— f 
Hunt  B  M— 1 

tnes  Miss  Ida  M — f  c 
linson  E  E— 1 
les  G  Q— 1 
tterhas  F  H— 1 
Lee  F  C— c 
Tate  Chas  M— I 
Wctkins  John  T— f 

MERIDIAN 

Broach  &  Broach— f  1 
Cameron  B  F— 1 


Carter  &  Broach— f 
Colwell  Ins  Agcy— f  1  c 
Dowdle  J  R— 1 
Elson  Miss  Minnie— ^1 
Grimes  B  H  &  Co— f  1  c 
Harris    Lee — c 
Houston  R  M — ^f  c 
Kimbrough   Ed— 1 
Lloyd  J  C  &  Co-f 
Nail  &  Broach— f 
Nicholas  A  B — c 
Shotts  Henry  A— 1 
Smith  Alfred— f 
Street  H  M— f 
Weems  &  Wetherbee— f 
White  B  V-f  c 
Woods  &  Poitevent— f 

MOSS  POINT 
Vanderwall  Jno  A— f  1  c 

NATCHEZ 

DeLap  Ins  Agency— fc 
Mayer  Ins  Agcy — ^f  c 
Metcalfe  Ins  Agcy— f  c 
Reed  Thomas  J— 1 
Ruoff  John  S— f  1 
Stratton  S  V— f  c 
Turley  Ins  &  Realty- 
Wilson  C  W— I 

NEW  ALBANY 

Baker  H  E— I 

Hall  J  F-f  1 

Houston  Guy  M  ft  Co— 

f  1  c 
Owen  P— 1 
Rogers  A  L — 1 

NEWTON 

Bassett  R  Felix— 1 
Bassett  J  H— 1 
Maguire  H  C— 1 
Newton  Ins  Agency 
Tatum  J  J— f 
Waldrop  T  J-1 

OCEAN    SPRINGS 
Russell  H  F— e 

OKOLONA 

Houston  &  Tagoe— f  I  c 
LaGrone  &  Morrison— f 
Savage  W  E— f 

OXFORD 

Boone  O  B — f  c 
Linker  F  L — 1  c 
Logan  &  Knight — f  c 

PASCAGOULA 

Jane  E  J— f  c 
Lewis  F  H— f  c 

PASS  CHRISTIAN 

Northrop  Elmer— f  c 
Spence  Harry   B — f  c 

PEARLINGTON 

Bowes  W  M— c 
Burwell  Robt  T— c 
Gruber  Chas  W— c 
O'Donnell    Fred— c 
Ormond  R  F— c 
Pescud  P  F  &  Co— f  c 

PICKENS 
Willis  J  H-c 

PONTOTOC 

Boone  W  A— f  1  c 
Knox  D  W-1 
Simmons  J  D — f  c 
Thomason  W  L— 1  c 


POPLARVILLE 

Cagle  O  B— 1 
Rawls  T  A— 1 
Scarborough  J  J  &  Co— 

f  1  c 
Scott  Miss  Mabelle— f 

PORT  GIBSON 

Bemheimer  &  Taylor— 

f  c 
Brashear  J  N— f 
Drake  E  S  &  J  T— f  1  c 
Gordon  C  A  &  Co— f 
Spencer  H  N— I 
Spencer  J  G— 1 

QUITMAN 

Evans  J  B— f  c 
Terral  J  A— f  I  e 

RIPLEY 
Wallace  J  C-f 

ROSEDALE 

Bonner  Richardson— f 
Lobdell  John  V— £  1  c 
Roberts  &   Wilson— f 

SARDIS 
Duval  C  W— f  c 

SENATOBIA 

House  Sam  J— f 
Johnson  H— f 
Keeton  E  T— f  1  c 
Perkins  H  T— f  1 
Still  W  E-f  c 
Tucker  B  A— f 

SHUBUTA 

Weems-Patton   Agency— 
— f  c 

SHUGULAK 
Minor  J  L— f  1 

STARKVILLE 
Beatrie  H  A— f  I 
Buntin  W  W-1 
Gtmn  G  C — 1 
Hartness  G  D— f  c 
Hogan  Mrs  T  B— f  1 
Toyner  L  M— I 
Kennard  J  S— 1 
Lucas  J  L — 1 
Miller  W  H-f  1 
Powers  F  H— f 
Reynolds  Ins  Agcy— flc 
Rush  A  F— I 

SUMMIT 

Forchimer  Mr— I  c 
Kiersky  Bernard— f 
McNair  Mrs  M  H— f 
Teunisson  Annie— f 

TERRY 
Birdsong  Mary  S— f 

TUPELO 

Harkey  David— c 
Povall  W  S— f  1  c 
Savery  C  R— I  c 
Savery  F  M— f  1  c 
Thomas  ft  Williamt — f  1  c 
Vincent  W  S— c 
Wylic  A  L— I 

UTICA 

Carmichael  John  D— f 
Dudley  B  F— f 


VAIDEN 

Armstrong  J  J — f 
McConnico  S  £— f 
Wettahire  J  L-f  1 

VICKSBURG 

Qark  W  C-f 
Flowers  Bros— I  c 
HamUton  J  C-i 
Hennessey  P  L  &  Bro-i 
•  1  c 

Hirsch  Louis— 1 
Moore  J  K-f  1  c 
O'Neil  F  E  ft  Son— 1 
Smith  H  B-1 
Speed  &  Moore— f  1 
Weil  R— f 
WUkerson  R  C-f  1  c 

WATER  VALLEY 

Brown  G  D— f 
Cock  Everett— f  1 
McLarty  J  Robt— I  1 
Mauldin  J  W-f 
Peacock  J  D— 1 
Wagner  Tno  H— f 
Wnght  B  G  Jr— 1 

WAYNESBORO 

Bufkin  J  E— f  c 
Burke  R  S  Jr— f 
McMorries  W  B-h: 
Mauldin  J  W-f 
Merchants  &  Planters 

Bank— f 
Saul  L  K— c 

WESSON 

Anderson  W  H-f 
Rea  Jas  S— f 
Rea  R  E— 1 

WEST  POINT 

Arthurs.  Dugan  ft  Co— f 
Betty  R  L— f 
Carothers  J  N— 1 
Dizonia  E  F— f  1 
Evans  Isham  H-f 
Hibbler  Tol— f 
Marshall  Lee  &  Co-f 
Moseley  Ins  Agency— f  c 
Stacy  Hibbler— f 
Trotter  R  M— 1 
White  P  H-l 


WINONA 

Bray  W  M— 1 
Purnell  J  C-f 
SmaU  J  B— f 
Talbert  B  A-c 
The  Winona  Ins  Agcy— 

f  c 
Webster  W  S-f 
Witty  W  H-c 

WOODVILLE 

Joseph  I  S-f  1 
Richardson  Mrs  N-C 

YAZOO  CITY 
Barnwell  ft  Barbour-<c 
Bradley  A  L— I 
Buckner  C  C— c 
Butler  Jas  S— 1       ^  , 
Doherty  M  P  ft  J  B-f 
Exum  B— {  1  c 
Gunst  R— 1 

Hays  ft  Waiiama-f  1  c 
Holt  A  P-l 
Hudson  W  M-1  c 
Maxey  W  P-l 
Mnnsell  J  S^    , 
Saunders  R  IM 
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ADRIAN 

Bvb«  T  H~l  c 
DiktS  N-f 


Nclwo  Moody— I 
Ptoclot  VitjiE  S-^ 

ALBANY 
Btlae  FE-t 
De  Bold  Stephen— I 
Gibbui  C  E— f 
CiU  Grey-9 
HunuD  Andrew — 1 
Kat  D  0-1 
Kingtborough  D  D — f  < 
Loetwood  £  C-[ 
Low  A  Roy— f  I 
McCimmon  J  P-[ 
McCammoD  R   U-f  c 
RobotioD  D  F— i 
Supleion  W  P-l  e 
White  Joe-f  I 
Wliiitoo  Ch«rlej-f 
Wilkinioo  B  P-l 
Williiins  Tohn  S-f 
WUnn  S«i>— I  c 

APPLETON  CITV 
Cbipd  W  W-£ 
cSSnJ  G-« 
CoaniA  W-f  I 


Rwidale  Howard-{  1  ■ 
W3r  A  T-I 

AURORA 
D«Tii  AUm  M— I 
Crier  Gerttnde  E— f  C 
Mmdir  J  W-i 
lUidnsn'   Henrr   S— fl 
W^er  N  V  W-t 
Williim*  E  H-f 


BETHANY 
Allen  Bnw— f  c 
Bulow  &  Barlow-f  c 
Bryint  Jo«iph   P  Jr— f 
Crouen  C-^  1 
Cammrag  A  S— f 
Dtrr  H  C-f 
Friiby  E  H-(  c 
Hmton  Wm  C— (  c 
teteenby  W  H-(  c 
Nelion  I  E-(  e 
Rt.*  J  H-f 
Siller  B  P-l 

Tmna  W  P— ( 
Winilow  C  S-t 


Edoirdi  Wilda-{ 
Hik  C  F— ( 

TliompKni  Geo  S— 1 


BLOOMFIELD 


sen  H  S— f  1 
>rin  Verner  W-f  t, 
mbiugb  Tbos  B  & 
Jon— f 
WillUinj  E  J— c 

BOLIVAR 
Aduu  &  Umici — (  e 
B«Uey  D  M-1 

Buthnell  C  E-I 
DdueIm  T  H-f 
HoUingBworth  O  P— t 
LamuD  &  PembeTton— f 
Leon.riJ  B  F-f 
McCncken    H    O^ 
McKLnney  &  Co— f 
SlmpMD  J  G~e 
Towni— '  •■  ■^-- 


d  &  Towniend 


Viles  C  W-f 
Wmtsoo  Hnnie  0-f 
WatTCD  T  A-1  I  c 
WeM  Htrn  T— I 
While  E  W— I 
Woodai  J  F-1  c 

BONNE  TERRS 
Batotd  Geo  W-^ 
Pike  Geo— t 
KirlipBtrick    Alice— f 
Milugen  J    H-f 
Seger  I  d-1 
Stmnfill  Geo— f  1  c 

BOONVILLE 
Chimberf   Wm-f 
Citiien*   Tnut  Co— f 
Danwilter  Fred— I 
Gott  C  P^ 
Hidelicb  B  G— f 
Hickman  CrockeK— I 
Jouroey  C  W— f 
tlOBberger  Wm  M— f 
Ni.        '    -       ■ 


Brott  Edwin  T— I 
Crlon  W  T-f 
Corniib  )  E— I  I 

D   C   O— 1 

irickl  J  J-( 

Jones  J  W-l 
Lander  H  P-l 
Markhwi  H»rrr — f 
Martin  W  W— I 
Piraley  W  A-f 
Pratt  H   C-l 


Skene  D  B— f  t 


Benetke  I*uil  F—f 
Elliott  Hiram  E-f 
Jackson  L  T-f  1  c 
Merrill  Lewis  E— f 
RucVer  G  W-t  e 
Smith  B   H-t      1 

BUTLER 
Allen  F  R— f  c 
Canterbury  &  Canterbory 

T  M-f 


n  JM  F-1 
h  F  C-l 


CAPE  GIRARDEAU 
Ballard  W  C— i 
Barber  Sor  B-^ 


Catterlin  J  M- 
Duke  C  C-f 


Luehers    Aug— 1 
Hanafield  Jos  G— 1 
Morton  Chas  H— I 
Neal  John  T— 1 
Nunn  I  T-1 
Reiss  R  O— I 
Sinks  A  F    ■ 


I  J  P-f 
___..islreet  W  F-f 
Harrison   Realty  Co-l 
Herell  J  T— (  1 
Herrill  J  F-f 
Holliway  J  W-f 
Jeter  Frank-f  c 
K  &  S  Land  Co-f  1  e 
Kenney  H  G-f  I  c 
"  "ombs   &  Coleman— 

ill-'.,. 


onberger  Wm 
iion  &  Brostt 


CARL  JUNCTION 


Houston  J  G  &  Son-f 


Trigg  Wm  H  &  Co— f 
Underwood  John— f 
Whitlow  R  W— f  c 
Windsor  E  A— I  I  C 

BOWLING  GREEN 
Cash  J  E-1 
Davii  J  V-f 
Davis  W  J— I 
Dunbar  Wm-f 
Hogue  P  B~l 
Hofcomb  Mrs  D-1 
Lee  G  T-f 
Omohnndro  E  B— f  c 
Hauler  Wo»-f 
Sanderson  R  B— 1 
Sevens  J  1^1 
Thompion  J  E— f 
Tinsley  ft  Lyler-f 
Wenkfe  Cash-f 
Wise  G  C-f  I  e 


BROOKFIELD 
BaJier  A  W— f 
Beanchamp   &    Son— fl 


CALIFORNIA 
„_rkhardt  &  Kuhn-f 
Galchett  A  A— 1 
Hardy  H  B— f  c 
Herfurth   Henry-f  1  e 
Hert  L   F-f 
Rice  Mrs  Sophie  B— f 

CAMERON 
DeHart  L  P  &  Son-( 
Fitigerald   Msgiie— ( 
Freeman  H  ^-I  c 
Grove*  H-f 
Harris  E  T-f  c 
Hausora   Adam— 1  c 
Kurd  L  S— f 
Klepper  Frank  B-f 
Lawrence  &  Rathbum- 
Livtnastone  T  A-^ 
McGiri    Nettle-f 
Partln  T  W-( 
Pulley  Frank  L-f  1  e 

TriM  W  e3^ 

Wiley  Max  B— f 

Williami  J  E-f 
Williams  it  W-l 
^iegenbien  Henry— f  c 

CANTON 
fallow  J  F-f 
Barrett  C  W-f 
Clay  O  C  *  Son-f 
Dehner  H  P-l 
Ewalt  C  M-f 
Haney  A  F-f 
Hcnlon  W  B-f 
Hilbert  Arthur- f 
Hilbert  E  C-f  c 


Peltier  G  J-f 
Rea  &  Standley— f 
Tuley  J   N-f  c 
Turner  &  Oark-f 


Stalter,  Gaia  &  San  den 

1 

CARTHAGE 
Asendorf  G  W— 4  c 
~     ■iwell  G  G— f  I 


Chitwood  Ed  H— I 
Cushman  F  A— f 
-  irison  M  F-t  c 

nahey  O   C-l 
__wards  E  A— I 

&ifr^H-i 

Lewis  A  F—f 
McGee  John  C-f  e 
McMillan  Jno   A-f 
Moore  W  G-f 

Newburr    C-l 
e  W  I^f 
r   O   A-f 


L    Alici 


t  N-l 
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MO.— Con. 

CARUTHERSVILLE 

Bergstresser  J  M— 1 
Byrd  W  D—l  c 
Cunningham  J  A — f 
Duncan  &  uardner— c 
Durham  D— c 
Hitchcock  Wm  B— 1 
Huffman  J  D— f 
Johnston  £  H— 1  c 
Johnston  Jay  A— 1 
Linbaugh  W  1^1 
Moore,   Qanahan  & 

Long— f  1  c 
Scott  J  F—l 
Smith  E  R— 1 
Smith  J  F—l 
Tindc  &   Byrd— f  1  c 


CENTRALIA 

Adams  Dayton— 1 
Booth  H  S— f 
Denham  Joe  E— 1  c 
Diggs  P  K— c 
Early  C  H— f 
Edwards  T  R— f 
Goddard  Ellis— C 
Henry  T  "L—i  1  c 
Hope  R  L— 1 

iennings  D  M— f  c 
.yons  C  W— f 
McCausland  A  J— 1 
Mcffert  Bros— f  1  c 
Pruitt  H  E— 1 
Settle  C  W-fc 
Stewart  J  C— £ 

CHARLESTON 

Allen  Geo  M— f 
Black  W  E--1 
Bridges  Geo  H—f  c 
Browning  F— f 
Coon   H   A — f 
Daniel  O  F—l 
Gillooly  R  B-l 
Hale  &  Stewart— f 
Heauembourg  C  W— f 
Kirkpatrick  Charles  B— 

— f  c 
Preuitt  Thos  &  Co— f  1  c 
Steele  L  D— f 

CHILLICOTHE 

Abshire  Tas  B — f 
Bower  E  L— c 
Bowman  J  W— 1 
Brockman  W — 1 
Broyles  Ben  F— c 
Carnahan  G  C— fl 
Cies  &  Wolfe-f 
Cobum  A  R— 1 
Coolev  Elmer  F—l 
Cox  Lewis— c 
Cravens  Geo  A — 1 
Dale  C  I-l 
Dienit  J  W— f 
Elmore  F  B— 1 
Gill  Forest  M— 1 
Gill  &  Ryan— f  c 
Hoffman  H  C — f  c 
Jarvis  S  M  &  J  F— f 
Jordan  Robt  B— 1 
Kitt  Paul  D— c 
Leaver    Mrs    Katherine 

M-fc 
Manning  L  A  Jr- 1 
Mathews  L  Ruby — f  c 
Merrill  R  C-c 
Morgan  E  P — c 
Murphy  M— £ 
Orr  E  C-£ 
Pardoun  John  B— £ 
Parker  R  S— c 
Philips  R  S-1  c 
Piatt  K  S-1 
Ryan  J  A — c 
Shelten-Gunby    Realty  Co  i 

— £c  I 

Stcpp  W  R— 1  I 


Stewart  Douglas— f  1  c 
Stone  &  Lipscomb— f 
Wanamaker-Spence   Ins 

Ins  Agency— f  c 
Watkins  J  E-£ 

CLARENCE 

Callison  T  O— I 
Coombs  H  R— fc 
Daniel  Wm  J— f 
Dickson  J  L— 1 
Donaldson    R  T— c 
Farrell  T  C— f 
Felker  A— 1  c 
Grant   Miss  Agnes — £ 
Hambrich  W  L-£ 
Hammett  Chas  B— 1 
McCoy  Tas  L^-f 
Manuel  Theo  P— £ 
Lilly  &  Jenkins — £ 
Pritchard  W  M— £ 
Shanks  R  N-f 
Siegler  Mrs  Mary— 1 
Wright  H  A-£ 

CLARKSVILLE 

Carroll  &  Co— £ 
Duvall   F  J— £ 
Estes  L  Edgar— £ 
Huber   H   G— £ 
Meriwether  F  M— £ 
Moody  E  N— £ 
Wells  J  Henry  Jr-f 

CLINTON 

Carter  W  F— £ 
Collins  T  W  &  Son-£ 

1  c 
Covington  R  L— 1 
Davis  C  I— £ 
Dix  E  E-£  1  c 
Elliston  J  L— £  1  c 
Paris  H  P— £ 
Forquer  T  K— £ 
Godwin  W  M — ^£  c 
Hoover  Owen— f 
Kyle  J  H-£ 
Lindley  J  F-£  1 
Ramsey  C  H— £  1  c 
Snyder  C  H-£  1  c 
Stevens  W  M— £  1  c 


COLUMBIA 

Athens  Ins  Agency— I 
Banta  W  S— £ 
Chevalier  Wm  F—l 
Cochran  H  W— £ 
Columbia  Ins  &   Rental 

Agency — f  1  c 
Conley-Mycrs  Realty  Co 

Dimwiddie  A  F— £ 
Fellows  N  j— £ 
Gentry  D  T— 1 
Goldsberry  H  W— f 
Holloway  T  T— £ 
Lonsdale  B  H  &  Son— f 
McDonnell  Emmet— £ 
McPheeters    Harold— 1 
Pratt  S  W-£ 
St  Clair-Garth  Realty  Col 

-£  c  ^ 

Schwabe    &   Akeman— f 
Smith-Catron-Evans 

Realty  Co— £  c 
^omerville  J  R — c 
Stephenson  Wm  G — 1 
Stevinson  S  M — 1 
Stewart  A  J — i 
Stone  &  Lipscomb — £ 
TrimVc  W  G-l 
Wight  J  B--f 

CRYSTAL  CITY 

Bond  G  C— £ 
Gcttinger  J  J— £  1  c 
Herrick  Leon— £ 
Jolly  Glenn  N— £ 
Southern  Ins  Agcy— £Ic 


DEEPWATER 
Henry  E  H—f 
HuBton  &  Smith— f 
Weaver  S  B— f 
Witherspoon  M  B — f 

DESLOGE 

Clay  A  J-s: 
Garret  &  Watson— £ 
Mackley  A   P— f  1 
Wescoat  E  W— c 

DE  SOTO 

Barrett  Jno   F— f 
Colman  A   L— £ 
CoxwcU  T  F— f 
Crow  W  E— f  1  c 
Eaves  T  B — f 
Herrington  M  F — f 
Jones  W  T— 1 
Kempe  Elmer — f 
Mahn  George — f  c 
Mauthe  W  T— f 
Monroe  Robert  B — f  1  c 
Roope  Geo  M — ^1 
Rouggly  D  L — f  c 

DEXTER 

Blankenship  J  F— f 
Carter  &  Copeland— f  1  c 
Crane  C  A — f  1  c 
Howell  W  Z— f  1  c 
Shands  D  T— f 
Sisler  R  A— f 

DUENWEG 
Sterling  H  W— f 

EDINA 

Browne  B  B  Tr— £c 
Cooney  J  E — f  c 
Cottey  L  F— £ 
Ennis  J  W— £  c 
Fisher  John  H— 1 
Gibbons  P  C— f  I  c 
Hollister  W  C— £  c 
Linville  Agcy  The — £c 
Long  J  E— £ 
Lynch  ST — 1  c 
Rouner  D  A — £  c 
Shumate  Charles— 1 
Smith  &  Shumate — i  c 

ELDORADO  SP'GS 

Cedar  Co  Abstract   Com- 
panv — f  1  c 


at  J    u — ^1 

ttle  J  D— f 
ttlc  7  R— f 
lith  Geo  W— £ 


nv 

Id 


Chadd  &  Haggard — f 
Dry  T   B— f 
Ford  James  R — f  1 
Hamlin  E  M— f 
McCrary  &  Son— f 
Rogers  David — f  c 
Russell  W  M— f  c 
Shaw  Bros— f 

ELSBERRY 

Cannon  Roscoe — 1 
Gibson  John  M  &  Soft— 

f  c 
Gibson  Paul  H— 1  c 
Huckstep  Chas  S— I  1  c 
Long  Tnos  S — c 
Palmer  Jos  R— £  1  c 
Robinson  Henry  H — £  1 

FAIRFAX 

Carter  A  L— f 
Carter  J  G— f 
Daulton  B  D— £  1 
Dra^oo   N   F — f 
Robmson  M  V — ^f 
Serft  I  C— f  1 
Walkup  Walter— 1 
Whittford  Ray  C— f 

FARMINGTON 

Babb  Linn  O— 1 
Bleeck  Oscar  W— e 
Clay  J   S— f 
Doss  Kuseell— 1 


Fleming  W  N— £ 
Haile  Oscar  I^£  c 
Heifner  Jas  C— 1 
Hinsley  S  J— £ 
Ledbetter  H  B— £  e 
McConnick  Fielding— c 
Noland  E  T— 1 
O'Sullivan  Wm— 1 
Pipkin   Merrill— £ 
Smith-Bleeck-Forster— £  c 
Young  M  A— I  1  e 

FAYETTE 

Armstrong  J  W— £  1  c 
Bagby  David  Jr— £ 
Bedford  E  W— f 
Blakemore  W  W— 1 
Brown  W  G— 1 
Burgin  A  B — ^1  e 
Davis  M  H  &  Co-f 
Denneny  J  B — f 
Furr  C  C— f 
Gallemore  J  R  &  Co— £ 
Kirby  Alva — f 
Potts  Miss  Nell— e 
Seat  J  B— 1 
Settle 
Settle 
Smith 

Talbot  John— 1 
Tindall  Jeff— f 
Thompson  Jasper— f 
Wilis   A  F— f 
Wirt  Mitchell-£1 
Woods  J  A— f  1 

FERGUSON 

Atwood  LeGrand  L— £ 
Browning  F  W — c 
Chase  Edgar — f 
Graf  &  Case — f 
Tiffin  Edw — f 
Tiffin  Wm  H— £ 

FESTUS 

Boyd  N  B  ft  E  F— £ 
Bnckley  F  W— £ 
England  C  C— £ 
Funk  Jno  R^f 
Gettinger  P  J— 1 
Haefner  Jno  V — f 
Luckey  Frank  C— f 
Roth  Adolph — ^1 
Terry  Philip  S— £ 
Vaughan  H  E— 1  c 
Vaughan  R  E— f 

FLAT  RIVER 

Horton  &  Reid— f  1  c 
Marshall  &  Coffer— £lc 

FREDERICKTOWN 

Albert  R— f  1  c 
Anthony  E  D — ^f 
Cahoon  B  B — c 
Chilton  J  F— f 
Glaves  J   F— f 
Mills  Samuel— 1 
Pirtle  I  J— f  1 
Teseran  D— f 

FULTON 

Adcock  Gilpin  &  Criswell 

— f  1  c 
Atkinson  T  H— 1 
Bell  M  F-1 
BoKgess  H  D—l 
Collier  S  Barry- f 
Eversole  H  N — c 
Fisher    R  E— f 
Guthrie  M  L— f  1 
Hamilton   &  Crenshaw— 

f  1  c 
Harris  &  Harri»-f  1  c 
Herring  D  W— c 
Jameson  W  E— f  1  c 
Koonts  &  Pahner— £  1  c 
Lynes  J  C— £lc 
Miller  Oris  J— 1 
Sharp  J"  B— 1 
Tuttic  E  N— £  I  c 
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GALLATIN 

Crvxen  N  G— f 
Dudley  Boyd— f 
Everxnan  J  W — ^f 
Fair  Fred— f  c 
Gillihan  Ben— {  c 
Given  a  N  S — f  c 
Handy  W  R— f  c 
Kerr  H  A-f 
Maffitt  A  R-f 
Mann  £  D— f 
Meade  C  H— f 
Mettle  O  O— fc 
Pilcher  H  A-f 
Selby  J  A— f 
Tagiie  W  O— fc 
Trotter  Roy — c 
Wilden  C  H— f 

GLASGOW 

Hannaca  W  A— f  1 
Price  A  B  &  Son— f  ] 
Richardaon  G  &— f 

GRANBY 

Fiahel  ft  Kelly^f 
Hutsell  ft  Tatnxn — f  c 
Varner  S  B— f 
Wintera  John— I 

GRANT  CITY 

Anderson  James — f 
Benson  Jesse — 1  c 
Clark  F  M— 1 
Cloud  S  A— f 
DuBois  ft  Miller— f  c 
En^le  J  E— f 
Ewxng  John — f 
Hudson  Peter — ^f 
Kelso    Ed— f 
Phipps  L  M— f 
Simons  J  M — f  c 

GREENFIELD 

Barker  Katie  M— f 
BcU  W  R— 1 
Grether  R  W— f 
Hall   Wm  A— c 
Neale   B  M— f 
Russell  W  O— f  c 
Shafer  ft  Wctrel— f  c 
Steama  E  D — f  c 
Van  Oadell  F  G— I 

GREENVILLE 
Bennett  C  P— f 
Hnsh««  B  H— f 
McElhanon  H  B— f  1  c 
Settle    John  H — ^f 
Templeton  A  G — i 
Wilkinson  G  T— 1  c 

HAMILTON 

Clark  Elmer — ^f  1  c 
Hudson  C  P— f  1  c 
Jolinson  C  C — f  c 
McAfee  William— f  c 
Richardson  H  B — ^f 
Roberta  J  P— f 
Winiama  F  E^f 
Young  S  M— £ 

HANNIBAL 

Anderaon  C  H— f 
Anderson  T  L— £  c 
Clayton  Geo  D — ^f  1  c 
Clayton  Robert  M — f  c 
Davis  C  Asa — f  1  c 
Elzea  J  E— f  1  c 
Fisber  A  J— £ 
Fisber  W  H— f  c 
German    American    Trust 

Co— £  c 
Gilbert  R  N— f  c 
Gilbert  Wm  R— 1  c 
Graham  B  B— 1 
Hagan  Thos— £ 
Hannibal  Trust  Co — f  c 
Hilt  J  H-c         _     ^ 
HofFmann  J    F  H— £ 


Holme  John  T — t  I  c 
Knighton  P  H— £ 
Link  E  A— 1  c 
Link  W  Z— £  c 
Moncton  Chaa — 1  c 
Osterhout  S  O— £ 
Owens  Frank — ^1 
Pearce  Harold— 1 
Plowman  &   Greenville- 

£    c 
Rendlen  R— 1 
Rice  &  Hobaon — £ 
Roberts  &  Co— £ 
Ro  Bards  A  C— { 
Scheidker  C  £—1  c 
Settles  £  V— £  1 
Spencer   R  A — £ 

HARRISONVILLE 

Allen  C  £  ft  Son— £  1  e 
Barnett  D  B — ^£  c 
Bird   Chas— £  c 
Bohon  A  B — f 
Bryan  Oscar  W — c 
Bundy  Chaa  C— c 
Christopher  W   C— £ 
Conger  A— f  1  c 
Connely  J   E— £  1 
Davia  J  A— £ 
Hight  &  Bidson— £ 
Howard  Frank  H— £ 
McCool  Wm  P— 1 
Orear  L  L-£ 
Patrick  J    C— £ 
Summers  W  W — f  c 
Tavermer  G  £—1 
Wilson  J  M  &  Son— £  1 

HERMANN 

Begemann  Aug  Jr — £ 
Bock  Hy— f 
Eglcy  Chaa  A— £  1- 
Meyer  Aug — f 
Rippstein   £  F— c 
Rohyn  L  E— f 
Silber  V  A— f  1 
Walker  A  B— f  1 

HIGGINSVILLE 

Campbell  H  F— f  c 
Hoeier  Daniel— f  c 
Hoefer  Oscar— 1 
Holke  D  H-f 
Isackson   &  Sharp— f 
Lcary  Harry — 1 
Scrutmycr  J   B — { 
Sherman  J  L— 1 

HOLDEN 

Batsell  G  G— 1 
BcU  M  C— f  c 
Boisseau   O   G — f 
Brad  Herman — 1 
Eves  M  J — f  c 
Liddle  W  H— f  1  c 
Sankey  S  R — £  1  c 
Steele  ft  Son — £ 
Wallace  W  B— f 
Young  Geo  S— f  c 

HUMANSVILLE 

Evans  S  B— £ 
Ham  A  H— f 
Wood  Wm  W— f  c 

HUNTSVILLE 

Bagby  C  E— 1 
Cowherd  B  E — c 
Crist  C  F— f  c 
Doyle  W  O— f 
Foster-Bagley  &  Co— £ 
Haines  £■ — 1 
Hamilton  Jno  N — £ 
Heatham  W  T— £ 
Hccther  J  A— £ 
Holman  Jack — f 
Kirk  Geo  T— f  1  c 
McCormac  W  H  ft  Son— 

£  1 
Sanderson  C  C— c 
Smith   W    H— f 


INDEPENDENCE 

Baird  C  C— f 
Burton  E  P— fc 
Chastain  Henry— £ 
Child  F  C— £ 
Clements  Margaret— f 
Clinton  Geo  W— fc 
Compton  Jas  V— f 
Corthell  E  E— f 
Engle  J  T-f  1 
Gibson  Thos  Er-I 
Glenn  J  E— 1 
Gould  Geo  A  &  Co-f 
Hardin  J  H-f  c 
Harrington  E  C— fl 
Hinde  J  W-f 

iackson  Nat  D— fc 
IcCoy  A  L— f 
McCoy  Wm— f 
Mindrup  Oscar — f  c 
Mitchell  J  S— fc 
Ott  A  M^-f 
Ramsey  Wm  F — c 
Rider  C  Q—i 
Rider   Waiter   &   Son-f 
Shepherd  £  W  &  Co— f  I 
Sitlington  R  S— f 
Southern  A  C— f 
White   A  D-flc 
Ziegler  John  J— f 

JACKSON 

Boss  &  Puis — £  c 
Clippard   Leon— £ 
Grant  &  Wagner— £ 
Hinea  T  D— f 
LaPierre  W  C— £ 
Williams   Chas— f 
Williams   S    D— 1 
WUson   R  K— £ 


JEFFERSON  CITY 

Bauer  August  J — £ 
Bredeman  John  H — I  c 
Burch  Edson  L— £  1  c 
Burch  N  C  &  Bro— c 
Cook  Sam  B  &  Co— £  c 
Cox  S  W— £ 
Dallmeyer  Wm  A — £  1  c 
Frame  L  J— c 
Fromme  F  J — £ 
Gott  T  J— £  1  c 
Henry  D  D— £  1  c 


Danagerfield  J  H  ft  H  E 

Dinkelbihler  John  G— 1 
Edwarda  Chaa— £ 
Ennic  C  M— 1 
Faulkender  J   C— £  c 
Gray  Howard — £  1  c 
Hitchings  H  E— 1 
Lane  &  Young — ^£  1  c 
McDonald  Walter— I 
Matthews  Frank  L— £  I  c 
Milne   R   G— 1 
Milne  W  S— 1 
Myers  Geo  £—1 
Os£aU  H  s— 1 
Pearson  Mrs  Pearl— 1 
Roberts  H  C— 1 
Sardiea  Smith — £ 
Spicer  H  L — £  1  c 
Swet  Geo  G— 1 
Swet  P  T— 1 
Timmig  C  H— I 
Walker   lins  Agency   Co 

Webster  Elmer— £  1  c 

KAHOKA 

Callihan  O  S— £ 
Goldsberry  W  C— I 
Gridley  Bert  L— £ 
Hiller  Broa— £  c 
Lang  G  C— £  1  c 
Llewellyn  C  T— f  c 
Montgomery  T  L — £  c 
Spanker  E  P— 1 
Whiteatde  John  A — £  c 

KANSAS  CITY 

Adams  L  L — 1 
Allen  Investment  Co— f 
Ashbrooke  E  S— 1 
Ashton  J  H— c 
Austin  Howard  A — 1 
Baird  &  Huselton— f  c 
Bales  &  Hoggett— f  c 
Barnum  &  Perfect— 1 
Barrow  James  S— 1 
Baxter  J  H-f 
Belisle  M   F— 1 
Bishop  Edgar  W-f 
Bigger  Thomas  A— f 
Bissett  C  A— c 
Boor  V  F  &  Co— f 
Bonnefield  A  D— 1 


BROWN,  iANN  ft  BARNUN 

504-505  Waldhtlm  BIdg.  Kgnttt  City,  Mo. 

MtiihoDS,  Xiia  16S7 

Oldest  Agency  in  the  City.  Representing  Ten  Leading 
Fire  Companies.  We  also  write  auto,  fire  and  all  forms 
of  liability  insurance  and  bonds. 

Qemral  AgenCs  for  the  Massaehusatts  Bonding  ft  Insurance  Co. 


Knollmeyer  Geo— f  1 
Kuykendall  W  H— 1 
Rocr  F  W— f  1  c 
Schirmer  L  A — 1 
Schultz  B  F— f 
Smith  Sam'l  H— f  1  c 
\^aughan  Geo  R — 1 
Viebroch  L  V— 1 
Vogel   F  W— 1  c 

JOPLIN 

Andrews  John  M— 1 
Barr  J  F— 1  c 
Beaufort  Herron — 1  c 
Bradley  J  H— 1 
Brown  •  Tatum  -  Shannon 

— f  1  c 
Burr  Edward — 1 
Callaway  W  Irwin — 1 
Conley  M  J— c 
Cox  A  W--1 
Craven   Chas — 1 


Bryant  Ins  Agcy— f  c 
Cadman  &  Webster  Ins 

Agency— f 
Cannon  John   &  Son— f 
Cardwell   W  J— 1    , 
Carver  O  H— fc 
Casey  Saml  L  &  Co — f 
Chamberlain  A  A — f 
Chesney  F  L— 1 
Chick  J  S  Inv  Co-f 
Child,   Martin   &   Fowler 

Childs  Wesley  R-f  , 
Clements    Margaret — f 
Cole  E  E-f 
Corrigan  &  McGee— f  c 
Cowherd   Fletcher— f  c 
Dew  James  P  &  Co— f 
Dobbm  &  McLaughlin 

Draper  P  O — c 
Drannon   &  Guthrie — f  c 
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MO« — Kansu  City.  Con. 

Dunlap  I  B  &  Co— f 

Durham  £  R— f 

Ellis  &  Segur— 1 

Ellis  Ins  Agency  Tlie— f 

Ennis  H  R— f 

Epperson  U  S — f  c 

Falconer   &    Edwards—f 

Famey  J  R— 1 

Flynn  M  A— 1 

Fradenburg  B  J  &  Co — 

Freed  Chas— 1 

Frifeldt  &  McAllister— f 

f  c 
Furgason,  Tabb  &  Si- 

monds — f  c 
Gallagher  A  £— f 
Gant  J  C  &  J  R— 1 
Gamsey  Anthony  &  Co — 

Griffith  &  Barber— 1 
Groves  Bros  Ins  Agcy— 
fc 

Harwood,  Child  & 

Fowlcr—f 
Hartstonc  A  W— 1 
Henderson  W  B— 1 
Heusser  Paul  F— fc 
Hobart  N  B-f 
Hollyman    Realty   Co— f 
Holmes  Ins  Agency— f 
Houlehan  J  F  Realty  Co 

— ^ 
Houston  Franklin— 1 
Hughes  Wm-1 

Tack  W  A-f 
Jackson  N  D — f 
Johnson  &  Kast— f 
Johnson  W  B  &  Co— f  c 
Jones  R  B  &  Sons— f  c 

Kennedy  Lyle  H — £ 
Kessinger  W   L^-f 
Kumpf,  Garlick  &  An- 
derson  Ins  Agency— -fc 

Little  F  W  Jr— f 
Lock  G  A— 1 
Lockwood  &  Ellison— f 
Long  Triffg  A— f 
Long  &  Stowcll— f  c 
Lyddane  R  J— 1 
Mackenzie  J  &  W  C--f 
McCormick  J  C— c 
McCroskey  T  G— c 
McQuer  &  Van  Horn— 

fc 
McGoniffle,   Stinson  & 

Metcalf-I 
McGregord  C  F— 1 
Madden  L  P  &  Co— £ 
Maloney  Alois  A — ^f 
Manning  Frank  B— f 
Mapes  Ira  B— 1 
Martin  W  R— 1 
Mastin  T  H— f  c 
Mebus  Albert— f 
Merrian,  Ellis  &  Benton 

Medes  W  T  &  Son-f 
Merchant  jf  W— f 
Mill  Chas  D— 1 
Miller  &  Sayre— f 
Miller  W  O— 1 
Montieth  T  H— 1 
Motley  W  P-1      ,  . 
Muehlschuster  &  Jaiser 

—I 
Mullane  J  P— 1 
Murphy  Tom  M— c 
Neuerburg,  French  &  Co 

Nichols  A  P  &  Co— f 
Obrien  8c  Hobert— I  c 
Osborne  A  P— 1 
Osgood  Wm  A— c 
Parker  C  D  &  Co--f 
Peak  &  Perrin— f 
Peck  A  M— f 
Peirson  Wm  A  Ins  l^gcy 

-fc 
Peltzer  Theo  C— f 


Pendergast*   Rieger   & 

Gilwee — f 
Petterson  Bros— £ 
Phister  Ins  Agency— £  c 
Piatt  R  M  Investment 

Co— f 
Porterfield  E  E  Jr— f  c 
Potter  Eli-4 
Pratt   &  Thompson— f 
Ramsey  H  C — ! 
Rankin-Benedict   Und  Co 

-f 
Rice  J  Will— 1 
Ridffe-White  Ins  Agency 

Rieger,  Moore  &  Melton 

Rush  Jos  H— c 
Scarritt  Nathan— £ 
Scott  Chas  L-1 
Seidlitz  Chas  N— 1 
Sills,  Wilson  &  Co— f 
Simons  V  A — 1 
Skinner  D  M— 1 
Sloan-Norris  Realty  Co — 

f 
Smith  &  Smith— f 
Sommerville  J  P  &  E  M 

•S^ey  W  M— 1 
Stake  J   P— 1 
Stephenson  L  A — £  1  c 
Stevens  W  P  M— £ 
Stevenson  M  D— f 

Stewart,Kerdolff 
& Sydnor 

ll«3-4WaMkslaBaiMtaf 
KiMSt  City,  Ms. 

Representing 
Hanevsr 

ProWdsacs  Washington 
HoHnnd-Amsricnn  Undsr- 

writsrs 
Stats  off  Psnn.— Aniomobll* 
Royal  indsmnity 

Stowell  C  D  &  Co— f  c 
Swofford  Ralph  P  &  Co 

-f 
Threlkeld  J  E  &  Son— £ 
Tillhof  &  Campbell— f 
Trout  Jno  N  &  Co— f 
Truitt  E  S  &  Co— f 
Turner  &  Nichols— Ic 
Urban  J  E  &  Co— f 
Van  Guilder  E  Macey-f 
Vilmoare  Ed— 1 
Wallace  Ins  Agency— £c 
Ward  H  1^1 
Warren  R  F— 1 
Weinfeld  C— 1 
Welsh  J  B   Realty  & 

Loan  Co— f 
Whipple  A  A  &  Co— f 
Williams  R  J— 1 
Willock  Realty   &  Loan 

Co-£ 
Woodworth  R  C— c 
Young  J  R  &  Co--f 

KEYTESVILLE 

Anderson  M  W — f 
Bartz  H  E— f  1 
Drace  A  C— f 
Elliott  G  N  &  Co— f 
Hunt  M  B— f 
Kellogg  E  B— f 
Lamken  C  F— f 
Martin  T  J—l 
Taylor  A  F— f 

KING  CITY 

Bowman  W  L — f 
Couch  J  J— -f 
Danburv  H— f 
Flood  John — ^f 
Graves   W    P— f 
Kessler  J  £— f 
McKenny  J    F— f 
Mtllan  Jaa — f 
Millan  Wm— f 


R^an  Geo  L — c 
Simmons  O  M — c 
Snapp  J  A — ^f 
Stanton  &  McKnight— 

f  c 
Wagers  J  T— f 
Ward  George— f 

KIRKSVILLE 

Barker  Miss  Fannie— f 
Bonfoey  &  Son— £  1  c 
Butcher  O  D— f  c 
Calhoon  J  C— f 
Chadwick  C  A— f  c 
Downing  W  A— f 
Froggc  Ray— 1 
Gardner  Chas — ^f 
Hatcher  J   W— fc 
Higbee  Paul— fc 
Irwin  Bros — 1 
Tones  H  E— £ 
Lindsey  H  S— £  c 
Lycun   Leslie — 1 
Pickell   R  M— f 
Rankin  Dr  J  W— 1 
Watson  &  DeWitt— f 
Whitelock  &  Cook— f 
Winn  &  Jones— f 
Young  Harvcf-f 

KIRKWOOD 

Ambler  A  B — 1  c 
Dohr  Albert— f 
Dohr  Fred — t  c 
Hough  Realty  Co— f 
Mars  W  T— f  c 
Thomas  B  F— f  c 

KNOBNOSTER 

Craig  A  M— f  1 
Knaus  W  C— f 
Littlefield  Ed  C— f  1  e 
Rothwell  J  H— f 

LA  GRANGE 

Bozarth  Carrol  A — ^f  c 
Crouch  C  C— f 
Davis  Geo  R — f  c 
Edwards  Leslie — f  I  c 
Hagood  F  S— f 
Johnson  Dave— f 
Loudermilk  Bert — ^1 
Mitts  W  T-c 
Simpson  G  K— 1 

LAMAR 

Allen  J  S— f 
Andrews  S — ^f 
Burton  A  M— £ 
Cogdill  L  1^1 
Cox  J  A— f  1 
Evans  Mr— £ 
Finks  W  P— f 
Goodrum  C  D — ^f  1 
Tones  C  S — f  1  c 
Kazee  E  L— f 
Ullard  J  B— f 
Parsons  I  P— f 
Pierce  D  S— f 
Van  Pelt  Ora— f 

LA  PLATA 

Ayers  John  A — ^1 
Balmer  John  F— 1 
Emert  &  Emert — f 
Gates  E  M — f 
Gilbreath  G  £—1 
Gooding  R  E— < 
Hopson  R  S— 1 
Kelso  &  Hall— f 
Lashmutt  F  C  D— I 
Long  E  S— c 
Reesman  D  B — f  1  c 
Solomon  G  W— c 
Tansil  Leon  E— f 

LATHROP 

Collins  &  Stuckey— f  1  c 
Cross  P  T— f 
Doherty  J  T— f  c 


Ratliff  W  A— 1 
Rittcr  W  I— c 
Shepherd  H  C— I 

LEBANON 

Burley  T  B— 1  c 
Callahan  &  James— 4 
CuTxy  A  W— £  c 
Diffenderffer  J  L— 1 
Piffenderffcr  W  I— f 
Draper  C  C — ^f  c 
Farris  J  W— f 
Gleason  L  D— f 
McDonald  D  D-^ 
Mayfield  A  0-£lc 
Mayfield  I  W-f 
Stilwell  &  Hatten— I 
Vernon  D  O— f  c 

LEES  SUMMIT 

Bennett  E  S — f 
Fields  Bros— f  c 
Miller  A  C— f 
Whiting  Charles  D— f 
Yankee   Wm   K  &  Sons 


LEXINGTON 

Frazier  B  B— f  c 
Graddy  &  Sydnor— fc 
Howe  Frank  R— f 
James  A  E— £ 
Lesuer  J  O — f 
Lockhart   Miss   Mary-£ 
Potter  N  W— 1 
Price  John  M— f 
Roy  L  A-1 

Taubman  John  &  Son— t 
Warren  Gus— 1 
Wilcoxon  O  W— f 
WUson  Bros— f 
Wilson  Robt  A— I 
Young  Bamet— f 

LIBERTY 

Best  L  E— c 
Corbin  B  B— f 
Corbin  Geo  W— fc 
De  Barry  John  F— I 
Emerson  Theodore— f 
Kirkland  Edw  E~flc 
Moore  E  D— f  c 
Norton  E  H  Jr— fl 
Petty  H-f 
Richardson  V  L— 1 
Ritchey  Geo  S-f^ 
Tarrants  Jas  H— Ic 
Wikoff  Ralph-f  1 
Wise  B  F— 1 

LOUISIANA 

Armstrong^  H  J — f  c 
Culver  J  F— f 
Findly  H  J— f  1 
Fritz  T  W— f  c 
Griffith  T  B— f 
Haley  W  B--f^      ^ 
Lvnott  G  E  4  0>-<  c 
McCune  &  Son  J-f  c 
Thornton  &  Howdeo— i 


MACON 

Acuff  Dan  W— f  c^   , 
Brock  Mrs  Maude  D-f 
Cook  Jno  A— f  1  c 
English  Alonzo-^  1  c 
Hess  Chas  P— f       , , 
Hez,  Brown  &  Co— f  1  _ 
Hicks-Northcott  T  I  Co 

— f  1 
Hughes  D  R— f 
Lacy  Nat  M— f       ^ 
Milam  &  Goodson— t 
Payson  C  H— f  1  c 
Walker  W  G-f 
Wisdom  T  E— f  1 
White  &  Son--^ 
Wood  Bro-{  1 
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MALDEN 
Dtni  k  Morris — f  1  c 
Maiden  Real  EsUte  Co— 

f  1  c 
Millt  ft  Wo£Ford~f  1  c 
Rayburn  M  B— 1 

MARCELINE 
Bailey  G  W— c 
Lndden  T  M— f  1  c 
Smedlcy  Ethna — f 
Smedley  H  B— f 
Sutton  ft  Allen— f  1 
Wreim  &  Son  J  R— £  1  c 


MARIONVILLE 

Cannady  Bros— f  c 
Carney  T  W-f 
Keast  George—f 
Logan  Lee  B— f 
Turrentinc  W  D— 1 

MARSHALL 
Allen,  Crockett  &  Else* 

Ayres  F  L  &  Co-f 
Bryant  T  W— f  c 
Campbell  F  W— f 
Carpenter  W  W—£  1 
Downing  H  H— f 
Fleming  J  D — f 
Hoy  A  B-f 
Jones  J  A— f  c 
Laurie  W  B — f  c 
Leonard  A— f 
Mahard  T  L— 1 
Mitchell  E  H— f 
Montague  M  L — ^f  1 
Morrow  L  M— f  I 
Newton  ft  Co — f  c 
Van  Dyke  &  Co— f  c 

MARSHFIELD 
Long  W  L— £ 
Ortin  J  J— 1 
Orton  Marie — f 
Phillips  R  S— f  1  c 
Smith  J  P— f 
Winslow  Guy — I  I  c 

MARYVILLE 
Allen  Bros — 1 
Allen  W  H— f 
Colby  ft  Baker — f 
De  Annond  Sam'l  J— f 
Gross  Jno  S— 1 
Hohnes  ft  Wolf  crt— I 
Holmes  O   L — f 
Hyalop  Charles— f  c 
Johnson  Warren  L — f 
Lahr  Peter   T — 1 
Mcaffery  Qias— f 
McClarey  &  Gray— f 
McClaskcT  John  S — c 
McDougal  R   L — f  c 
Nash  A  L— f 
Otis  ft  Snodgrass — f 
Pierce  W  C— f 
Price  James  G — 1 
Rhoads  Land  Co — f  c 
Robey  A  S— f 
Rollofson  J  F— fc 
Sheldon  E  B— 1 
Sisson  Paul — f 
Smith  ft  Grems— f  c 
Stilwell  Chas — f  c 
Thompson  Noah  B — ^1 
Thorp  J  Henry — 1 
Wallace  ft  Holmes— 1 
White  C  E-  t 

MEMPHIS 

Barnes  R  M— c 
Bence  J  W— f  c 
Combs  L  C— f  c 
Cramer  Robt  D — f 
Criti  Bros— f  1 
Hale  Geo  P— 1 
Hudson   Frank  W— c 


Humphrey  R  D — f 
Jayne  John  M— c 
Jeffries  O  M—  c 
Jones  H  H— f 
Leslie  &  Craig-fc 
Luther  J  E— f 
Pitkin  A  H— f 
Reddish   F  C— 1 
Schofield   Eliaa— c 
Soott  W  L— £  c 
Shocklett  ft  Combs— f  c 
Smoot  H  V— f 
Watkins  J  H— c 
Woodsmall  Jat  C— f 

MEXICO 

Adams  Geo  W  ft   Son— 

f  1 
Atkinson  W  F— f 
Barclay  Jno  F— 1 
Bellamy  D  R— 1 
Cunningham  S  P— 1 
Dry   &   Sappington — f  c 
Fowlet  W  L  ft  Son— I 
Graham  John  B — 1 
Harmon  Chaa— 1  c 
Hatcher  Geo  E— 1 
Howell  J  W— f  1  c 
Kemp  J   P— f 
Lakenan  ft  Barnes — f 
Lloyd  J  W— 1  c 
Newkirk  W  E— f 
North  Missouri  Trust  Co 

— f  c 
Plunkett  H  B — e 
Ricketts     ft    Whitney— f 

1  c 
Roberts  &  Williams— c 
Shannon  E  A— c 
Tinsley  T  0— f 
Tucker  ft  McClure— f  c 
Turner  A  G — f 
Weaver  S  A— f 
Whitson  A  C— f 
Williams   ft   Sharp— f 
Witherspoon  C  A — f 
Woolridge  J  W— 1 

MILAN 

Brown  Alex— f 
Burnham  Geo  T — f 
Burwell  ft  Porter— f  c 
Higgins  ft  McDuff— f  Ic 
Norman  Geo  E — ^f 
Reeves  ft  McCallister — f 
Smith  James  E — 1 

MOBERLEY 

Bowman   Ralph — { 
Crotty   ft  Crotty— f  c 
Fort  Otto— 1  c 
Greene  G  E — f 
Hamilton    Everet— f 
Hatfield   H  A— f  1  c 
Kelly  Leon — 1  c 
Landram  J  L— f 
Little  A  B— f  1  c 
Noonan   R — f 
O'Leary  Jas  V— 1 
Perry  ft  Lotter— f 
Riegel  ft  Riegel— f  1  c 
Scobv   John    B— 1 
Sparks  Geo  W— f  1  c 
Sparks  Gerard — f 
Tedford  May  I— f 
Tedford  Saml  R— f  c 
Tydings  R  J— f 
Victor  Agency  Co— f  c 
Wagner  W  S— f 
Weis   P   K— '  1  c 

MONETT 

Avery  Joe — f 
Bowers  C  M — c 
Christopher  M  W— c 
Dwyer  E  O— f  1 
Glares  John  T— f  1 
Hobbs  J  L — c 
Johnston  Robt— f  c 
Mahcr  Chas  A — ^1 
Miller  Ray  1^1 


Peel  A  M-£  c 
Shaffer  Fred— £ 
Smerdon  William— £  1 
Solomon  Sig^£  1  c 
Such  W  H— c 
Suraringer  W  E^l 
Wilson  E  S— £ 

MONROE  CITY 

Drescher  Nicholas  A — f  I 
Ely  ft  Stevens— f  1 
Ely  Arthur  A — i 
Grady  T  H— f  c 
Green  Node— f 
Hurst  H  H— 1 
Lesley  C  M— 1 
Longmire  W  W— f  c 
McClintic  R   S— f  c 
Meriwether  ft   Meriweth- 
er— £  c 

MONTGOMERY 

Basket  J  O— £ 
Black  H  C— f 
Clark  C  L— £  1  c 
Gentry  E  B— f 
Ham  E  H— f  1 
Harrison  W  S— f 
Hughes  W  C— f 
Johnson   H   W— f    . 
Pennington  W  S— £  c 

MOUND  CITY 

Clark  Claud— 1 
Dearmont  J  B— £ 
Decker  R   E— £  c 
Meyer  G  W— £  1  c 
Smith  B  P— f 
Terhune    R    E — £ 
Thomas  C  E— f 
Vance  W  F— f 
Watson  B  H— £ 
Weightraan  W  H— £  1 

MOUNTAINGROVE 

Allen  J  W— f  1  c 
Baker  Investment  Co — 

Chase  Sarah  A  Misa— f 
Dc  Motte  W  E— f  1  c 
Gully   P  N— f 
Newton  Geo  W— £  1 
Shannon  W  C— £  1 
Short  Joel  F— 1 
Treon   Ray — £ 
Wheeler  J  A— f 

MOUNT  VERNON 
Porter  ft  McPherson  Co 

— £   c 
Shriver  T  E— £  ^ 
Smith  Norman — £ 
Turk  John  C— f  c  ^ 
Woods  &  Dayton— £  c 

NEOSHA 

Alexander  J  Er— 1 
Brown   P — 1 
Centers  Miss  Leah — £ 
Davis   J    C— £ 
Duff  A  W-f 
Harris  J  M— f 
Huddleson  Henry — ^f 
Murry  Ed — ^1 
Peck  W  I— f  1  c 
Shannon  John  F — t  c 
Shartcl  C  M— f 
Simms  W  E— £  c 
Trucx  E  E— 1 
Withrow  J  M  7  -£ 

NEVADA 

Avers  A  J — f  c 
Birdseye  ft  Sen — f  c 
Bowker  G  C— £ 
Cox  Chas  A— f 
Dail  L  L— f 
Dalton  Henry— f 
Davis  A  B  ft  Co— f  c 
DeWett  Hoover— f 


Ferry  Bros — f  c 
Galbraith  W  C— 1 
Gilbert  C  E— f  c 
Godfrey  G  R  ft  C6-^  c 
Harris  J  B— f  c 
Hart  R  S  Loan  Co— f 
Levena  E   E— f  1 
McGinnis   ft   Co— f 
Prewitt  Chat  H— < 
Symms  John  A   &  Sont 

Wmiama  &  Pottorf— f 

NEW  FRANKUN 

Alsop  B  H— £  1  c 
Carpenter  W  W— f 
Kingsbury  L  A — ^f 

NEW  MADRID 

Brown  H  W— I  c 
Buesching  Wm — £ 
Carter  R  M— £ 
Diggs.     Garaflo    ft    Fair- 
field—f  c 
Edwards  W  S— £ 
Gold  Geo  L— £ 

iohnson  Horrell — f 
iatherson  A  G — £ 

NORBORNE 

Bowlin  Jaa  W— f  c 
Boyd  J  L— f 
Meehan  Edward — ^1  1 
Meehan  Geo  T— f 
Runyan  W  T— f 
Strathman   Hy — £ 
Vilcs  G  D— £ 
Whiteman  Guy — f 
Williams  W  T— £ 
Wright  T  O— £  I 

ODESSA 

Baker  H  P— f 
Dovms  &  Ramsey— fc 
Keller  ft  Brown— f  c 
McBurney   ft   Fishback — 
£  c 

OREGON 

Bridgeman   R  B— £  c 
Cotton  Albert  W— f  1  c 
Cummins  G  L — f 
Dungan  T   C— f 
Hatch  Robert— 1 
Keown  Ed— f  1 
Kunkel  D  B-f 
Kunkel  R  C— f     , 
Lukens  George — 1 
Martin  M  R— f 
Moore  L  I — f  c 
Petree    Bros — f 
Richards  E  E— f 
Van  Buskirk  Alex— f 

ORONOCO 
MoUoy  D  D— f 

OSCEOLA 

Fields  J  T— £ 
Green  C  H— f  , 
Johnson  R  P— f 
LcwU  S   R— £      ^ 
Wagoner  W  Lr— f 
Wheeler  Chas  J— f 
Wheeler    M   S— f 

PACIFIC 

Brown  A  T— 1 
Browning  A  M— 1 
Dai  ley  Jas  J — £ 
Fletcher  J  W— £ 
Roemer  Bros— f  c 

PALMYRA 

Bailey  Knott  S— f 
Baker  Harold  J — c 
Bier  Frank  G— £  1  c 
Boulware  John  W— f 
Christian  Rufua— £  c 
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Strongest  and  Best  Ecfiftipped** 


W.  H.  MARRHAM  ®.  CO. 

THE  BEST  FACILITIES  FOR  MISSOURI  RISKS 

American  Lloyds;  Aaaurance  Co.  of  America;  Caledonian;  Colonial;  Federal;  Continental;  Fireman's  Fund; 
General;  Globe  &  Rutgers;  Great  Western  Lloyds;  L.  &  L.  &  G.;  London  &  Lancashire  Life  &  General;  Massa- 
chusetts; Metropolitan;  Nationale.  Paris;  N.  B.  &  M..  Eng.;  North  B.  &  M..  N.  Y.;  Northern,  N.  Y.;  Ckrean; 
Orient;  Queen;  Royal  Exchange;  Security;  Sun;  Svea;  Union;  Yorkshire;  London  Assurance;  Insurance  Co.  of 
North  America.  "Marine." 

Brokerage  Orders  Solicited  from  Non-Resident  Agents  and  Brokers 

1226-1249  Pierce  Bldg.,        ST.  LOUIS.  MO. 


MO. — Palmyra,  Con. 

Drummond  M  P — £ 
Haydon  W   S— f 
Lane  Frank  W—  f 
Laslcy  T  C— f 
McQuery  J  H— f  1 
Phillips  Clyde  D— I 
Rogers  Thomas  S — 1 
Sheets  Harry  C— f  c 
Smith  Frank  W— £ 
Suter  John   J — f  c 
Thompson  George  B—- f 
White  John  T— f 
Yeager  H  Anderson — f  1 

PARIS 

Barnes  W  W— f 
Boyd  J  F— f 
Brace  Pcnn — f 
Burgess  Jennie  N — f  1 
Burnett  C  P—f  c 
Curtwright  Caslde — I 
Evans  &  Jackson — f  1 
Grigsby  J  T— f 
Guthrie  O  T— -1 
Hook  &  Woods— c 
Kurd  Thos  F— c 
Lewellen  Jas  W — f  1  c 
Moss  Jas  T — {  c 
Stewart  A  T—l 

PATTONSBURG 

Elam  H  E— f 
Ellis  &  Meadows — f  1 
Ewing  G  D— f 
Maupm  R  E— f 
Pangburn  M  E — f 

PIEDMONT 

Jones  C  H  4  U  L— £  1  c 
ledley  &  Turner— £ 
Smith  Z  C— £ 
Winn  W  W— £ 

PIERCE  CITY 

Allen   &  Sons^f  1  c 
Booth  A   T— flc 
Carlin   Thos— f  c 
Forsythc  A  J— fl 
Purdy  Clifford  H-~l  c 
Stark  J  F— f 
Williams  John  B— f 

PLATTSBURG 

Beard  L  H— 1 
Frost  &  Frost— £ 
Lewis  J  P— 1 
McWilliams   Ed— £  1 
Riley  H  R— 1 
Swarm  &  Sccarce— f  1  c 

PLEASANT  HILL 

Clay  R  H— £  c 
Dallas  Geo  M— £ 
Hilligoss  Miss  Dean — £ 


Hilligoss  N   C— c 
Johnston  J  F— £ 
Jones  A  J — £ 
Walker  Chas— £ 
Wood  H  J— 1 
Young  A  W— £  c 

POPLAR  BLUFF 

Adams  &  Camp— 1 
Allen  D  H-1 
Begley  &  Walton— £  c 
Clevlcn  M  L— 1 
Graham  Eli — 1 
Jacobmeyer  R  L— 1 
Kevnolds  Jesse — £  c 
Robinson  Ins  Agency  Co 

— £  1  c 
Sharp  W  O— c 
Shattuck  E  D— c 
Turner  Alvin — £ 

PRINCETON 

Coon  J  D— £  1  c 
Hickman  W  H— £ 
Lambert  F  A— £  I  c 
Powell  Mr— f  c 
Steckman  R  W— £  c 
Thompson  T  A— f  1 
'Woods  L  P— £ 

RICH  HILL 

Barrows  John  N — f 
Hoover  R  E— f 
Klumpp  &  Jamison — ^f 
Klurapp  H  M— £  1 
Moore  &  Klumpp— £ 
Moore  Jno  D — £  c 
Stonebraker  W  C  &  Son 

— £  c 
Templeton  Geo — £ 

RICHMOND 

Akers  J  T— f  1 
Akers  W  T—l  c 
Black  J   E— f  c 
Brady  D  B— £ 
Craven  J  B— f 
Duvall  I  B— £  1  c 
Garner  C  T— £ 
Higdon  G  E — f 
Jacobs  Jno  T — £ 
Kirkpatrick    R   B— £ 
Shotwell  Jno   W  &  Son 

— f 
Stone  George  A— f 

ROCKPORT 

Boettmcr  G  W— f  c 
Brcsslcr   W   M— f 
Dark  S  M— f 
Gore  J  F— f 
Gutsch  &  Wells— f  c 
Mullins  Lee — 1 
Pitzer  &  Frazier — ^1 
Raines  John  W— f 
Stapel  H  F— £ 
Wyatt  D  T— f  c 


ROLLA 

Bland  C  C— 1 
Cowan  &  Ruckcr— f 
Dcnison  W  T— f  1  c 
Livingston  F  C  H— f  c 
Knapp  C  M— c 
Kerr  F  C— f  1  c 
Rucker  B  H-f  1  c 
Walker  J  E-f 

ST.  CHARLES 

Alexander  Percy— £ 
Blocbaum  Wm  F— £  1 
Bruns  J  W— f 
Cardoza  J  M— 1 
Diehr  J  George— £  1 
Dinkmeier  J  F— 1 
Echelmeier  Herman  H- 

£  1 
Emmons  Ben  ly— £ 
Fcldman  L  F— I 
Grothe  W  I^-£ 
Haenssler  R  C— f  1 
Kemper  Henry— £  1 
Marfan  J  B— £  c 
Radel  Geo— f 
Sackle  Aug— 1 
Wilmes  Fred'k  F— f 
Wolter  Wm  F— f 
Worful  Benj— 1 


ST.  JOSEPH 

Albus  J— £ 
Andrews  ft  Kelly — £ 
Annis  R  W— 1 
Beard  J  W— 1 
Bowen  Lawrence  C— £ 
Boyer  ft  Bowen — f 
Brown  John  W — £  c 
Cain  J  J— 1 
Conway  Herbert — f 
Courtney  F  D— 1 
Davis   Bros— f 
Farrcll  James— f 
Farnham  H  E — ^1 
Gallagher  W  W— 1 
Garlich  Agency  Inc — £ 
Harris  H  B— 1 
Hartzell  E  F— € 
Holland  C  L— 1  c 
Justus  S  P— c 
Leach  E  A — c 
Love  A  C— 1 
McDonald  &  Vorics — ^1  c 
McGee  Agency — f  c 
McGee  John  A — f  c 
Mack  W  L— f 
McMurtrie  H  R  &  Co— 

flc 
McPherson  A  L — 1 
Michael   Charles — f  c 
Miller  S  F— 1 
Mumford  &  Hanna— f  c 
Murphy  S  J— 1 
Xicdorp  Harry — £  1 
Xotzon  B— 1 


O'Day  John  R— 1 
Peacock  Harvey — ^1 
Pirkey  S— 1 
Pottenger  M  A— c 
Riley  «  Labrtinorie— f 
Russell  &  Brown— fc 
Schneider  Arency — £ 
Sherwood  wilUa— I  c 
ShuU  &  Chipps— f 
Smith  E  I^-f 
Strong  B  H— c 
Stubbs  L  H  &  Co— f  c 
Sullivan  M— £ 
Taylor  N  T— c 
Tnce  Harry— r 
Wade  R  H— £ 
Walker  Uoyd-f 
WaUing  Geo  A  &  Co— f 
Weakley  L  O— £  1  c 
Whitaker  1  E— I 
White  W  H— f  c 
Winning  Robert— f 
Zeidler  John  I^-f 

ST.  LOUIS 

Able  Henry  Ins  Agcy— i 
Acrce  J  T—l 
Acree  J  W-1 
Alexander  Clarence  L— 

fc 
Ambler  A  B— 1  c 
Anderson  W  Er-1 
Andrews  &  Bennett— C 
Andrews  W  O-l 
Arthur  W  H— 1 
Atwood  8c  Johnson— {  c 
Aufdcrheide   F   W-1 
Bardwell    T<>hn  C— c 
Bacon  E  O— 1 
Baird  J  R-1 
Barrows  J  C— f  c 
Bartlett  &  Millor-f 
Bascome  Western— f 
Baiur  E— 1 
Becker  A  F— f 
Becker  F  I^-l 
Benham  G — ^I 
Bennett  E  J  H— f  c 
Berg  Nicholas  &  Son— f 
Berkley  &  Smith-f 
Bersch  Ins  Agcy— f 
Bilheimer  W  Er-1 
Black  G  £—1 
Bloodworth  J  M— 1 
Bloomer  W  H-1 
Blossom  H  M  &  Co-t 
Boettler  Albert  A-fc 
Branch  C— f 
Brey  Wm  L  C-f 
Bright  L  E— f 
Burde  C  T—l 
Burgard  H  V— I 
Burleigh   Frank  J-ic 
Burnett  W  W-1 
Byrne  Ja«— 1 
Cabanne  L  D  Agcy  Co 

— f 
Campfield  C  H-1 
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POUNDKD  1S87 


F.  Churchill  Whittemore  Co 
FIRE    INSURANCE 


CONTINENT^ 


NENTAL 


W^LLIAj 

ivyc 

IIFIC 

IMAN  ALLIANCE 


N.  Y. 


NATIONAL  UNION  /        PENN. 


CAMDEN 
GRANITE  STATE 
RHODE  ISLAND 
ST.  PAUL 

^CIAL  UNION 

ORIENT 


} 


N.  J. 

N.  H. 

R.  I. 

MINN. 

ENC. 
CONN. 


ACCIDENT,  BURGLARY,  LIABILITY,  PLATE  GLASS 
PRUDENTIAL  CASUALTY,  IND.  LONDON  A  LANCASHIRE,  ENQ 


RHODE  ISLAND,  R.  L 


SPRINKLER  LEAKAGE 
CONTINENTAL,  N.  Y. 


COMMONWEALTH,  N.  Y. 


AUTOMOBILE 

CONTINENTAL,  COMMERCIAL   UNION,   HOME,    NORWICH   UNION,    ORIENT, 

QUEEN,   RELIANCE  MARINE,  WILLIAMSBURGH. 
ART    WORKS,    BONDS,    BOILER,    JEWELERY     AND    TOURIST     FLOATERS, 

TORNADO. 

118-120  N.  Fourth  Street  ST.  LOUIS,  MO. 


COMMISSIONS  ALLOWED  NON-RESIDENT  BROKERS  AND 
AGENTS   ON    INSURANCE    ON    ST.  LOUIS    PROPERTIES 


WALTER  T.  CAMPBELL  &  CO. 

LOCAL  AaENTS— Royal.  Eng.;   Northern,  Eng.; 
Connecticut  Fire:   German  American.  N.  Y.; 
American  Central;    National  Union,  Pa. 
RESIDENT  HANAOEIIS— MUwaukee  Mechanics  Ins. 
Co. 

SEIfL  AGENTS  for  Mo.  Roval  Exchange  Assurance 
(Autombile  Division.) 

PIERCE  BUILDING  ST.  LOUIS,  MO. 


Capcn  Geo  D  &  Co— fc 
Carman  C  B— 1 

CARR  BROS 


mL  lag.,  Oitiini» 
lteiuiiefl,Vii.,Ioa- 


MgiiUY.AK^  Hms^  BocUm, 
{pM.  Girni  FUhu.  Xieh.  Gamfil.. 
Ji^  fiitei.,  lo jal  liduun,  lut- 
M  fix%  Rnnn's,  I.  J.,  Standard 
9!^JJJUSamaitj,imJSaanij  of  I.T. 
liQ  hL,  Main  1517  Look  biitanea 
304  North- Third  Sti«ec 

Carroll-Powell    &    Brcck 

_Ins  Agency — ^f  c 

Case  F  C-f 

Cheney  F  N— 1 

Clardy  O  K— 1 

Cook  E  S— 1 

Cook  John  W— f 

Collins,   Martin  ,    Son   & 

Co-fc 
Cordry  W  S— 1 
Cowcn  &  Gray — f 
Cowan  T  E  &  Son—f 
Crane  C  L— f  c 
Crawford  G  Laccy — i  c 
Crawley  Mark — c 
Crocker  Percy  O — f 
Croxson  F  N — ^1 


COWEN  &  QRAY 

Local  Manatert 

Royal  Insurance  Co. 

LhiHted 
1401  Pierce  BIdg. 

ST.  LOUIS,  JHO. 

Cunningham  Chas  A— f 
Davenport  T  T— 1 
Day  John  Q — f 
Delaplane  K  S — c 
Delaheld  &  Snow — f 
Dcmpsey  Thos  J—l 
Dcuchler  F  M— f 
Dickinson  C  C — ^f 
Dix  T  O-l 
Doolcy  Thomas  J— f 
Donnelly  P  J— 1 
Duncan  C  H — ^f 
Dutton  R  Lr-c 
Dyer  G  L— 1 
Eaton  C  D— £ 
Kddy  H  W— r  1  c 
Elliott  Thos    T— I 
Ellison  H  R  &  Bro— f  c 
Estes  W— 1 

Evans  Orron  D  Ins  Agcy 
Co-f 


H.  W.  EDDY 

INSURANCE 

506  OLIVE  STREET 
ST.  LOUIS,  MO. 


Fisher  C  W— 1 
Fisher  W  J—l 
Flynn  Jas  F— 1 
Fowler  F  E — ^fc 
Fraley   Moses   &   Co— f 
Frees  H  J— f 
Freywald  H   R-f 
Fritchie  E  W-c 
Fulton  Edwin  H— 1 
Funk  VV-1 
General  Underwriters  Co 

Co— f  c 
Gerlach  Wm— f 
Godlove  D  W-f 
Goldsmith  &  Stampfer — f 
Gore  C  H— c 
Haas  J  I^l 
Hall  Geo  VV-1 
Hallcy  T  F-1 
Hancock  VV  P-1 
Harkins  J  R— f  c 
Harkins  &  Tontrup— f 
Hayward  H  S-l 
Heany  Thos  M— f 
Hellman  I  H-f 
Herrick  Wm  H— 1 
Hickey  Jos   F— f 
Hirschbcrg  F   D   &   Co — 

f  1  c 
Hoffman  C  H  &  Bro— f  c 
Hoffman  R  A— c 
Houston  Jas  M— f 
Houx  E  S— 1 


F.D.IIirsclikerg&Co. 

ST.  LOUIS 

UNDERWRITERS 

AGENCY 

GeiertI  Iisiraice 

Marchaiits  Exchange 
St.  Louis,  Mo. 


Hughes  L  C— 1 
Humphrey  &  Ewing — f  c 
Hunt  Bros— f 
Insurance  Agcy  Co— f  c 
Isaacs  E  L — 1 
Janis  A  A — c 
January  Harry  C — f  c 
Jenkins  Wm  H— f 
Jennings   Edgar  M — f 
Johnson  Henry  N — 1 
Jones  R  P— 1 
Kammerer  L  G — f 
Kann  G  S  Ins  Agcy— f  c 
Kennedy  Samuel  G— f 
Keppel  C  H-1 
Keyes  A  A— f  c 
King  L  L^f  c 
King  William-1 
Kirkpatrick   &    Kirk- 

f>atrick — f 
obasa  E  L— f 
Koch  T  S— 1 
Kolb  W  H— c 
Krause  G  W-f 
Kreismann   F  H   Ins 

Agcy— f 
Kronshcin   Henry- 1 
Kuehne  Albert— f 
Kuhs  A  H  &  Son—f 
Lambur  Chas— 1 
Lane  John  J—l 
Layman  Earle— f 
Lcavel  R— 1 
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M.  M.  BLOSSOM 
W.  D.  HEMENWAY 


PAUL  ROBYN 
MOSES  FRALEY 


THE  INSURANCE  AGENCY  CO. 


Fire 


Tornado    Casualty     Sprinkler 
Employers'  Liability     Personal  Accident 

Bonding     Plate  Glass 


Boiler 


Orders  from  Agents  and  Brokers  are  solicited  and  will  be  given  special  prompt  attention 

PIERCE  BUILDING,  ^  ^  ST.  LOUIS,  MO. 


MO.— St  Louis,  Con. 

UwtiNi-Byrie-Briier 

tasiriice 

Af  etcy  Co. 

Pierce  Building 

St.  Louis,  Mo. 

Leonard  T  J— 1 
Levy  R-1 
Limberg  Edw  A— I 
Lochmoeller  Wm  F~l 
Logan   &   WindmuUer— 

f  c 
Lowenstein  Samuel  C— 1 
McCormack  W  R— 1 
McKnight   Gardner— f   c 
Maillot  W  L-f 
Many  N  B— c 
Markham  W  H  &   Co— 

f  c 
Martin  Wm  F— c 
Meek  J  F-1 
Mercantile  Ins  Agcy— fc 
Mctcalf  D  D— f 
Meyer  E  J— 1 
Meyer  F  J-1 
Meyer  Ins   Agency— f 
Michener  Walter  L— 1 
Miller  C  L-f 
Miller  F  B— 1 
Morton  R  L— 1 
Morton  S  L— 1 
Nichols  Leslie  J — c 
Niederlander  C  A— f 
Norris  Chas  B— f  e 
Nugent  Edwin  T— f 

W.  A.  O'Comior  &  Co. 

Casualty  Insurance 
and    Surety    Bonds 

Pierce  Building 
St.  Louis,  Mo. 

O'KcflFe  J  M-  1 
Papin  E  V— f 
Papin  Harry  E— £ 
Parks  J  J-1 
Pasmezoglu  E  Er-1 
Patten  F  B— 1 
Perry  R  E-f 
Polk    Samuel— 1  c 
Reid  Fred  A— f 
Rench  F  T—l 
Reybum  Valle— f  c 
Reynolds  Manual  M— f 
Robb  Ben   E— f 
Roeslein   &  Robyn— f 


Rowland  &  Wilson— 1 
Ruggles  Thos  H— c 
Ruler  B  E  — f 
Rutledge  O  P— c 
Ruth  f  B— 1 
Ryan  Thos  C— f 
Sawtelle,  Serven  ft 

Schermerhom — f  c 
Schaeffer  &  Fruedenstein 

-f  c 
Scheuk  O  A— 1 
Schenk,  Nicholas  &  Co— 

f  c 
Schmidt  Henry— f 
Schoppe  Jacob  L — f  1 
Schwartz  Huso  W — 1 
Schuremann  A  H — 1 
Scott  Walter  S— f 
Scarlcs  T  M— 1 
Serven  W  S — c 
Shcppard  J   R— f 
Smith  E  H— 1 
Smith  Fred  V  I^-f 
Smythc   Edaar   R— f 
St.  Louis  Und  Agency— 

f  c 
Stephens   Eugene — f  c 
Stevenson  E  Lr-1 
Stinde  E  B— 1 
Stone  Percy- c 
Strop  John  W — c 
Taylor  W  H-£ 
Terry  W— f 
Thomas  John  A— 1 
Thompson  C  L  &  Son — ^f 
Thompson  E  C — f  c 
Thompson  E  V — ^f 
Thompson    Walter    D — c 
Tombridge   Agency — f 
Van  Dyke  Jacob  &  Co— 1 
Wachter  Aug  A— f 
Wall  H  G— f 
Wall  N   R-f 
Weber  J— 1 
Weber  Agency — f  c 
Wcik    Henry — 1  c 
Weinzettel  E— f 
Wells  Ed  E-f 
Wendling  G  R  Jr— c 

Werth  IntwaneeAgenei 

Q.  L  WERTH.  Msr. 

BSTABU8HSD  1866 

Gonoral  Insurance 

3IS  CHESTNUT  STREET 

B4Mni2S,  Oksaber  OsamrM  Bldg 

8T.  lOmS,  HO. 

West  Wm  M-1  c 
Whitbread  C  P— £  c 
Whittemore  F   Churchill 

Co— £c 
Willet  G  H-1 
Williams  Chas  H— 1 
Williams  E-1 


Wilson  Guy — 1 
Wilson  J  R— 1 
Wilson  Richard  D— 1 
Winkler  L  J— 1 
Witte  Oscar  R  &  Co-f  c 
Wyatt  W  H-£ 
Yeckcl  Louis  F  ft  Co- 
£c 

SALEM 

Bennett  E  W— f 
Bolt  A  A— 1 
Bruce  T  A—f 
Cannon  Lee — £ 
Dent  I^f 
Dent  T  P— f 
Garrett  R  E— 1 
Gleason  Albert — f 
Horsman  Ben — f 
Horsman  R  h—i 
Moser  Geo  D— £1 
Stephens  J  M — f 
Ware  S  H— f 

SALISBURY 

Brummall  L  Don— f 
Chinn  Orton — 1 
Dunn  Eva— £  1  c 
Edwards  S  C— 1 
Ferguson  E  C — £  1 
Hays  Bcn—f  1 
Ingram  Joe  W — f 
Johnson  Laura  B — f 
Karcher  Thos— -f 
Longbottom  W  A — ^I 
Mason  J  R — f 
Stotenbockcr  W  F— f 
Sutter  E  J— f 
Sutter  Emil  J— £ 
Sutter  W  E— 1 
Trammel  S  F— f  1  c 
Walker  Geo  W— f 
Winslow  G  H— f 

SARCOXIE 
Boyd  H  B— £lc 

SAVANNAH 

Allen  C  H—f 
Booker  Lloyd  W— f 
Bvcrgo  E  N— c 
Chapman  &  Miles — f  c 
Gee  R  H— 1 
Ford  W  F— f 
Hunt  A  R— 1 
Kline  J  W—f 
Knickerbocker  F— f 
McFadden  R  H— 1 
Majors  &  Spark»-*{ 
Miller  Earl  A— £  1 
Nance  Arthur  G — 1 
Nuckols  J  H— 1 
Pryor  Chas  D— 1 
Stevenson  ft  Clayton — ^f  c 
West  Edgar  I^-l 
White  J  K— c 


SCHELL  QTY 

Day  V  J— f 
Ensley  J  W—f 
Johnson  L  M — ^f 
Mans  A  H—f 

SEDAUA 

Baird  F  P— f 
Bouldin  R  E— 1 
Carl  &  Scott— f 
CarroU  L  B— I 
Caattdy  &  McGratb— f 
Combs  F  F— f 
Espenscheid  A  P — i 
Evans  Ed  J— f  c 
Fox  F  S— c 
Ginter  L — ^f  c 
Gulick  C  C— c 
Highleyman  W  H—f 
Hoffman  F  E  &  Son— £c 

gies  S  W—f 
kins  8c  Broe— £c 
ch  Frank  S — f 
Melton  ft  Hoffmas — £ 
Merriweather  F— I 
Morris  Broi — f 
Ritchcy  W  H—f 
Sprecher  &  Son— £ 
Stafford  P  G — ^f 
Van  Wagner  W  H— £ 
Wallace  May — f 
Wiley  W  U^ 
Williams  H  L-1  c 

SENECA 

Bennett  WUUam— f 
Greer  Miss  Gusaie— f 
Sutton  S  A — f  c 
WatM>n  T  M— f 
Williams  Chat— f 

SHELBINA 

Daniel  Wm— I 
Jewctt  E  W—f 
Tewett  H  H—f 
Manning  W  S — f 
Martin  ft  Co-^ 
Meyers  C  H—f  1 
Moore  T  M — f 
Ralls  E  H— 1 
Rice  ft  Shouse— f 
Stout  Geo— c 
Thomas  ft  Gillespie— f 

SHELBYVILLE 

CadweU  E  M— f  c 
Dale  J  D— f 
Dunn  A  M — ^f 
Hewett  John  J— f  c 
Jackson  ft  Nen— f 
Moran  Wm  R— f 
Perry  J  T— f 

SIKESTON 

Bmton  C  F— f  1  c 
Felker  ft  Powell— f 
Gresham  M  G— f 
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Lescher  J  C — f 
McCoy  Iten— £ 
Moore  Joe  W— f 
Faniah  L  T— f  e 
Panons  Geo  £— f 
Sikea  &  SimtJ»— f 
Stnbbf  Joe-^ 
Tanner  J  L  &  W  H— f 

SLATER 
Bridffea  &  Tucker— f  c 
Bixrka  ft  Sterrett— I  c 
Field  C  £— f 
Gwina  R  P— f  1 
Header  Dan  V— f  c 
Jenkina  R  A— f 
Mead  S  C—i 
Rector  &  Son  John 

f  c 
Storts  Com  P— f 

SPRINGFIELD 
Attcrbury  Mr — ^1 
Bagby  &  Dark— 1 
BanJca  &  Owena— 1 
Boebm  &  Umbarsi 
Brj-ant  Wm  S— f 
Burton  W  G— f 
Ulland  W   C— f 
Cope  S  E— 1 
Cox  Broa— -fc 
Curtis  W  T  &  Co— f  e 
Diggioa  A  B — f 
Dixon  Guy  £— f 
gixon  J  B  ft  Son— f  c 
Earl  Paul— f  c 
Fairbanks  James  O — f  c 
Fairbanks  John  W— f  c 
FuUbright  J    M  ft   Co— 

GarUck  H  C  ft  Co— f  c 
Green  W  B — ^1 
Hackney  G  W  &  Son— £  1 
Hayward  A  G — £ 
Henderson  Walter— £  c 
Homer  E  V — i  c 
Hubbell  L  W  &  Son-f  e 
Hubble  M  J— f 
Hull  F  A  ft  R— f 
Jones  H  C— £ 
iCcIly  W  B— c 
McAtee  ft  McAtee— 1 
McKnight  Mr— 1 
Martin  ft  Co— £  c 
Marx  J— 1 
Meador  W  G— f 
Myers  P  G— f  c 
NeJson  M  A— 1 
Ocndorf  Geo  F-fc 
Ollis  R  A— f 

Oiark  States  Trust  Co— £ 
1  c 

PhilUps  E  W  &  Son— £c 
Qpwenbcrry  A  T— c 
Kichesin  J  J— f  c 
Rogers  F— c 
Ruffin  E  O — f 
Scott  V  A— f 
Shcppard  Joe  &  Son— £ 
Sperry  Taspar  N  &  Co— £ 
atate  SaTin«s    Trust   Co 

Thomas  M  J— 1 
Waddill  J  B— 1 
Walker  A  E— 1 
Woodfin  ft  RaiUnger— f 

STANSBERRY 

Anderson  E  U— f 
J-aia  J  J  &  Son-I  I 
Duncan  R  p— |  l 
Oreenlee  C  A— 1 


Houston  E  T— f 
Long  Chester  N— c 
McCarty  J  H  &  Son-t 

I  c 
McCosIin  F  J— f 
Sager  W  F-4 1  c 
Vogt  CG— f 

STEWARTSVILLE 
DcppcnJ  A — { 
Gantz  F  A— £ 
McCroskr  A  D— £ 
York  J  N— f  1  c 

SUMNER 

House  U  A  &  Son— f  1  c 
Lewis  F  M— £ 
M'Cormick  J  T--f  c 
Wanamaker  F— £ 

SWEET  SPRINGS 
Beatty  ft  Huston— £ 
Burfiend  Leo— £ 
Ehlers  Wm— f 
Hall  C  U— £  1 
Hedges  Warren— f 
Hocker  &  Hicklen— f  1 
McGuire  J— £  1 
Rcavis  W^H— f 
Wall   Lester— f 

TARKIO 

Cunningham  N  D — £ 
Davis  Thos  J— £ 
Foskett   L  M— £ 
Gerlash  J  A— f 
Gibbs  Alfred— 1 
Graham  John  G— f 
Kimmerling    D    H— £ 
LitteU  W  R— £ 
NichoU  W  B— 1 
Raines  E  N— £  1  c 
Shaum  J  B— £ 
Stevenson  Geo  J — S- 
Wilson  J  H— £ 

THAYER 

Cash  Dan  C— f  c 
Durst  Geo  M— ^  c 
Motzinder  V  E — 1 
Sharp  Thos  W— £ 
White  Firl  E— 1 

TIPTON 

Crone  Fred  H— £ 
Henry  P  W— f 
Hoehn  Hennr— { 
Miller  J  R-i 
Minor  Mace— I 
Monroe  Walt  M— 1 

§(uigley   W    F— £ 
ommerhauser  Jos^f 
Thomas  A  J— € 
Weber  P  J— £ 
Weber  God£r^  P— c 

TRENTON 
Bain  H  J— £ 
Boycc  R  E— £ 
Coon  C  A— 1 
Ginn  H— c 
HaU  Bird— £ 
James  Mae — £ 
Jones  J— 4 
Profit  J  D— £ 
Robinson  L  P — £ 
Sawyer  &  Snyder-4e 
Stepp  W  D— £ 
Vawter  W  S— £ 
Warden  L  A— £ 
White  A  M— £  1  e 


TROY 
Allen  J  B— f 
Cannon  C  A— f 
Dudley  W  A-il 
ElHse  W  A-1 
Haynes  Earl  P— I 
Henry  John  T-^1 
Howell  Frank— { 
Killam  D  E-^ 
Martin   Chas  &  Sons— f 

Ic 
Penn  S  L— c 
Swan  W  E— 1 
Watts  C  B— 1 
Woolfolk  £  B-f 
Young  Wm  R— t 

UNIONVILLE 

Brown  J   U — f 
Coop  G  C— f 
Forbes  Bros — ^fc 

{ones  L — f 
.ittle  R  F  &  Son— flc 
McCutcheon    &    Son— f 
Middleton    Bros— flc 
Pratt  &  Vrooman^  1  c 
Staats  E  C— f  c 
Tate  G  A— f  c 
Valentine  T   B— £c 

VANDAUA 

Barrow  Tames  O— f 
Brooks  &  Danid— ^ 
Chilton  J  A--f 
Coss  E  C— £ 
Cowan  Sam— 1 
Ellis   &  Moore— f 
Ferguson  W  M— £ 
Gentle  Reginald— f  1 
Lemon  E  C^£ 
Murrell  Walter-£ 
Renner  John— £ 
Ware  Ed— £ 
Weatherford  W  M— £ 

VERSAILLES 

Agee  W  T— £ 
Bucll  W  A-f 
Crewson  E  A — ^f 
Daniels  Samuel— £  1 
Hubbard  G  H— 4 
Jones  Jno  J— f 
McQelland  J  W— £ 
Spurlock  Paul — ^£ 
Young  H  A— £ 

WARRENSBURG 

American   Trust   Co— fc 
Bell  W  L-f  c 
Cloyd  C  P— 1 
Grover  Sc  Grover— fc 
Hill  J  M— fc 

Sack  L  W-£  c 
ohnson  E  N— f 
^oebenstein    Rudolph— 1 
Marshall  &  Johnston— { 
Six  J  E— fc 
Williams  E  A— fc 

WASHINGTON 

Alberswerth  Aug— I 
Krug  Herbert— f 
Pues   Louis    F— fc 
Remstedt  Joseph— £ 
Thias  H  H— f 
Thias  O  H— f  c 

WEBB  CITY 

De  Garmo  G  H— c 

Funk  J  T— f  I  c 

H  irons  &  Harris— f  1  c 


Home  Land  &  Loan  Co 

— f 
Hulett  H  B-f  c 


WEBSTER  GROVES 

Appel  Theo  R — £ 
Baker  Chas  A— £ 
Baker  Herbert  O— f  c 
Belding  Henry  W— £ 
Booth  L  F— f 
Coggeshall  C  H  ft  Son— f 
Cook  John  W— £ 
Gloor  Edwin- 1 
Howe  Fred  G — £ 
McClure  G  E— 1 
Miller  F  B— 1 
Rowse  E  C— 1 
Scott  Walter— f 
Smith  A  T— £ 

WELLSTON 

Givans  Jno  H — fc 

ianzow  Gerling  Co— f 
ang  Realtv  Co— f 
Surkamp  H  B— fc 

WELLSVILLE 

Barker  J  L  &  Son— f  c 
Cullom  Jno  J — f 
Lehnen  R  Gr— 1  c 
Mabry  W  D-fl 
Menefee  George  W — f 
Rees  F  I^f 
Sanders  W  A— 1 
Schoendker  J  J— I 
Wise  C  P— f  1  c 

WENTWORTH 

Hddlage  John  B— £ 
Moody  C  W— £  1 


WESTON 

Hardestv  M  S— f 
Murdock  &  Corman— f 

Ic 
Schneider  A — ^f 
Schneider  A  V— f  1  c 
Sebus  G  H— f 
Shenkner  R  O^ 

WEST  PLAINS 

Espy  D  A— f 
Halstead  Geo — f 
Harper  C  P  &  Co— f 
Haydon  O  L-f 
Henry  Miss   Bessie — f 
Kellett  F  M  &  Son— f  c 
Laird  &  Kirwan— f 
Riley  Mrs  Fannie— f 
Slavens  J  C— f  c 
Webb  J  B  &  Co-f 

WILLOW  SPRINGS 

Burchard  C  H— f 
Dawes  H   P— fc 
Ferguson  J  A— f 
Lovan  Jas  R— 1 
Preston  L  T— f  c 
Patterson  Geo— f 
Sass  Frank— f 
Sillato  T  C— £ 
Willis  C  W— £ 

WINDSOR 

Allen  &  Hart— f 
Cole  A  H— f 
Davis  W  G — ^f  c 
Fcaster  R  E— f  c 
Mclntire  J  A— f 
Morrison  Geo— f  c 
Rogers  J   G — ^I 
Sohweer  G  W— f 
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ANACONDA 

Abbott  &  Ford— f  c 
Davidson  Fred  M— £ 
James  Tno  W— f 
Lewis  &  Sanderson— f  1  c 
Pickover  F  W-£ 
Riviere  A  E— f 
Sullivan   &   Peterson— f 

Ic 
Thompson  L  A — ^f 
Wellcome  &  Durston  Co 

-fU 

BELT 

Polutnik  Frank  Jr— fc 
State  Bank  of  Belt— f 

BILLINGS 

Becker  E  J— f  c 
BilUngs  Loan  &  Title  Co 

— £  1  c 
Brockway  Real  Estate  Co 

Boyer  Broa — f 
Barton  Chas  F— f  1  c 
Combs    W   A— f 
Davies'R  M— f 
HoUiday  D  H~£ 
Matbeson   W  P— £  1 
Monuna     Mortgage     Co 

Montana  Realty  &  Loan 
Co— f 

North  Real  Estate  In- 
vestment Co— f 

Patterson   Tames — £ 

Ralston  R^lty  Co— f 

Rixon  W  P— f 

Roche  Jos  E— f  1  c 

Wilhelm  Chas— f 

Williston  H  S— f 

Yellowstone  Inv  Co--f  c 

BOULDER 

Dean  F  H— 1 
Flaherty  J  C— 1  c 
Kelly  J  B-£ 
Tuttle  S  F— £  c 

BOZEMAN 

Bigclow  I  W— £ 
Brandenburg  A  M — £ 
Buell  H  S  ^and  Co— £ 
Burkctt  W  B-fl 
Burtch  John   L— f 
Dodson  Philip— f 
Dun  lop  C  E— f 
Fisher  E  H— f 
Gallatin  Land    &   Invest. 

Co-f 
Gardner  E  M  Co — fc 
Lindley  J  M-f 
Myers  O  E   Realty  Co— 

-f  1 
Nelson  Clyde— f 
Sears  &  Dawes — f 
Smith  W  Y— f 
Wyman  C  H— f 
Yergey  &  Yergcy- f  1  c 

BUTTE 

Bailey  Reahy  Co — fl 
Bell  F  M  &  Co-f 
Berber  M  A— f 
Boliver  &  Brown — f 
Cannan  &  Hayes  Co— f 
Conroy  M  V— f 
Davenport  Co— f  c 
Dunn   P  T— f 
Edwards   &   Traveek— f 
Fcnner  W   D— 1 
Fitrpatrick  T  B— 1 
Glover  Keafty  Co — f 
Goodwin  Realty  Co — f 
Hanson-MacPherson    Co 

-f 
Hugo  W  L-£ 


Huston  &  Elderkin— f  c 
Johnson  &  McLenegan — 

£  c 
King  L  A — c 
LadendorfiF  E— 1 
Lalor  &  Rowe — f 
Lauzier-Walcott  Co— f 
Meagher  &  Sullivan— fc 
Montana   Securities  Co 

— £ 
Moraran  A  T— £c 
M  or  ley  &  Thomas — f  c 
National  Mining  &  Inv 

Co-£ 
Passmore  &.    Co— f  1  c 
Penaland  A — f 
Pender  W  W-1 
Perham  A— f 
Reynolds  &  McDowell— f 
Ross   &   Kilmer— £ 
Russell  J— f 
Schott  L  M— £ 
Slumua  &  Booth— f 
Smith  &  Slewe  Co— f  c 
Smith  C  H— 1 
Steele  Chas— 1 
Wall  &  Jackmon— £ 
Wilson   &  Smith— £ 

CHINOOK 

Beulieu  L  N— f 
Blackstone  D  L— f 
Bogy  V— I 
Chnstensen  &  Hoover- 

f  c 
Duff  J  C-f 
Kenyon  D  C— f 
McKinnie-Gilman — f 
Morehead  J  T— f 
O'Keefe  R  E-f 
Overson  &  Watkins— f 
Ryder  W— f 
Sands  W   B-f 

DEER  LODGE 

Cobb  Fred  H— 1  c 
Cockrell  Moncure — £  c 
Eldred  Ithel  S— f  1  c 
LaughUn  T  C— 1 
Lochrie  A  J — £  1  c 
Meyers  J  H— f 
Nelson  Bros — f  1  c 
Scharnikow   Edward — fc 
Sizoo   John — £ 
Valiton  H  G— f 
Wilaon  S  P— f 

DILLON 

Bernstein   Wm^f 
Best  O  M— f 
Boone  Robert  W— f 
Crittenden    Chapman   Co 

f  1 
Famsworth  £  G — I    . 
Hasclboher  F  A-fl 
Johnston   A   S — f  1 
Paul  G  T— f  1  c 
Price  L  J— f  1 
Smith  Pearl  I— f 
Stone  A  I^f  1 
Tattersall  R  F— f 
White  B  F— f 
White  E  D— f 

FORT  BENTON 

Ball  W  M— £ 
Crane  Ezra  L — c 
Cummings  Thos  A — ^f 
Flanagan  F  A — f 
Garard  J  G— 1 
Hagen  Henry — f 
McGinley  Hugh  S — c 
Miller  H  F— c 
Schmidt  G  C— £ 
Sed^ick  J  Lee — f 
Sullivan  J  F — c 
Tobey  M  W— f  1  c 
Wackerlin   O  J— f  1  c 


GERALDINE 

Amett  Thos  F— £ 
Crichton  D  A — f 
Montana  State  Land  Co 

— f 
Welch  Wm  D  Co— £ 

GLENDIVE 

Banker  C  A— £ 
Dvckam  R  L— c 
Hagan  T  F— f  c 
Hewitt  H  D— c 
Lcipcr  F  P-£ 
Leonard  £  C— f 
*iiller  ft  Jordan— f  1  c 
Miskimen  J  H- 


Riiwns  Tens— € 
Sample  H  A— £ 
Slattery  J  A— £ 
Watson  Robt  H— £4  c 

GREAT  FALLS 

Agnew  J  W— £ 
Bennett  &  Pierce— f  1 
Campbell  C  H  &  Son— f 
Casavaw  G  H— f 
Chichester  Geo  A  Co— f  c 
Croghen  F  H— 1 
De   Forest  B— f 
Dobbins  W  H-1 
Electric  City  Land  Co— f 
Frary    &    Burlingame— £ 

1  c 
Gaunt  J  M  &  Co— f 
Hickman  Geo— f  1  c 
Holmes  John— 1 
Huntsberger  W  W— f  1 
Larkin  T  H— f 
Lee  T  T-£  ^      , 

Letcher-Reckards   Co— f 
McCutchcon  Bros— f  c 
McDonnell  L  M— fl 
McNair  B  P— f  1  c 
Malmberg  Alfred— f 
Pierce  Allen— f 
Robb  D  W— fc 
Rogers  A  E— f  c 
Rutherford  L  F— f  1  c 
Schacffer  Inv  Co— f  c 
Sexton  Lloyd  Co— f 
Sherman  H  I— 1 
Stackhouse-Speer  Agcy 

StTnley  H  H-f  ,     , 
Wadsworth  O  F  Jr— f  c 
Wadsworth  &  Raben— f  c 
White-Lapin  Co— f  c 
Williams-Hill    Co— f 

HAMILTON 

Chambers  H  A— 1 
Cooper  Oliver  C— f 
Goff  D  T— f  c 
Johnson  &  Tucker— f  c 
Johnson  Bros— f  1  c 
Miller  R  D— f 
O'Hara  R  A— c 
Packer  H  C— f  c 
Reese  Geo  A— f  c 
Roberts  W  H-f 
Shoudy  J  Er-flc 
Taylor  J  D— f 

HAVRE 

Barrett  Pete— 1 
Blair  Jos  J— f 
Carruth  E  C— f  c 
Devlin  L  K— 1 
Guinser  Geo— f 
Gussenhoven  Joe— f 
Havre  Land  Co— f 
Holland  Tas  Jr— f 
Ling  C  \V-1 
Mack  Walter— 1 
Mcili  H  J-flc 
Ritt  A  L— f 
Roper  Mrs  C  C— £ 


Rose  C  A— f 
Sanderson  J  A— f 
Skylstead  O— f 
Troy  I  J-f 

HELENA 

Armstrong  Wm  K— c 
Becker  C— 1 
Biggs  Inv  Co— f  c 
Ellis  C  F  &  Co-f  c 
Fidelity  Inv  Co— f 
Fredericks  &  Price— c 
French  C  D— f 
Goza  S  D— 1 
Hawkins  R  M-f 
Heller  F  E— 1 
Henry  L  C— f 
Hosch  P  F— f 
Joyce  G  J — £ 
Laws  J  T— f 
Linderman  F— 1 
Miller  T  B— f 
Palmer  H  B  &  Co  Inc-( 
Piatt  &  Heath  Co-f 
Pigott  H  H— £ 
Pioneer  Realty  Co-i 
Poznanski  Sol— flc 
Rickards  &  Ellis-I 
Schroeder  Bros  Co-f 
Ward  Arthur— f 

KALISPELL 

Adams  L  A — £ 
Day  E  E— f 
Duffy  John— f 
Flathead  Title  Co-f 
Givens  E  E— flc 
Griffin  &  Stannaxd-tic 
Gritnui  C  R— f  c 
Howsley  &  McStravick 

— f 
Knott  E  B— f 
Merigold  F  W-f 
Rognlien  &  Johnson-fc 
Rosa  David—f 
Sauser  John— f 
Simon  A  W— f 

LEWISTON 

American    Loan  &  In' 
Co-f  ^     ,, 

Basin  Judith  Inv  Co-t» 
Burke  Geo  W-f      ^^ 
Cook-Reynolds  Co  Tne- 

Downing,  &  Mathews-tc 
Empire  Land  &  Invest- 
ment Co— £ 
Farmers  Land  Co— 1 1  c 
Foster  A  E— f     _    , 
Hilger  Loan  &  Rea-^r 

Co-flc 
Kelly  C  M— £ 
Morton-Hill  Co-fl  ^ 
Shoemaker  C  E  &  Co- 

fc 
Stack  B  Br-A     ,    ^, 
Wright  Edmund— flc 

LIVINGSTON 

Bender  Frank— f 
Dooley  &  Healy— f 
Everett  John-c 
Livingston   Land  «  Al>- 

stract  Co— fc 
Roberts  Bros— £         . 
Swindleburst  T  M-f 
Walsh  M  J  Co-flc 

MILES  CITY 

Calvin  Inv  Co— f 
Collins  J  B-f  c 
Caster  Comm  Co— x  1 
Daniels  R  H— £  I  c 
De  Carle  John  E — ^1 
Famum  J  E— £  1  c 
Gibb  John— £  1  c 
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Lathrop  C  H— 1 
Lindeberg  C  A— 1 
Fatt-Tuggle  Co— f  1  c 
Sccnrinr  Abs  &  Title  Co 

Sorenson  N   P — f 
Wiebke  A— f 

MISSOULA 

Anderton  A  K— f 
Beckwith  Chas  £— f 
Brooks  G  F— f  1 
Cobban  Realty  Co— flc 
Dytoa  Witt-flc 
Ferguson  Charles— f 
Fisher  H  D-f 
Fraser  W  I— 1 
Harrington  Fayette— f 


Herriott  E  E— 1 
Houston  Realty  Co— fie 
Hoverson   Edward — I 
Keith  Frank  P-f 
Morrell  C  T— f 
Newland  &  Gage — ^f  1  c 
Orr  O  B  S-£ 
Owen  J  V-1 
Peat  Cuthbert— 1 
Pearson  F  M— flc 
Pierce  T  F-1 
Richardfs  S  T— f  I 
Robinson  I  M— I 
Ross  D  H— f  1  c 
Smead  W  H— f 
Smith  Wallace— { 
Smith  M  R  C— f  1 
Stoddard  F  T— f 
Thomas  Frank— fl 


Wheelden  &  Rossi— flc 
Whisler  Fred'k  D— f  e 

NEIHART 
Condon  J  D— f 

PHILIPSBURG 

Appel  Joseph— f 
Hannah  E  A— f 
Kroger  Fred'k— f 
Sayers  Frank  D— f 
Wileman  Mrs  Frank— f 

RED  LODGE 

Alden  F  H-f 
Caswell  L  O— fc 
Close  W  H-f 


Province  Eugene  B— f 
Whitcher  F  P— £ 

VIRGINIA  CITY 
Allen  Geo  R— f 
Bennett  L  H— f  1  c 
Buford  C  H— f  c 
Carey  Matt— c 
Clem  J  Z— f 
Hall  Amos  C— c 
Steffens  H  E— f 
Wheat  G  G— f 

WHITE  SULPHUR 
SPRINGS 
Fowlie  Geo  Jr — f 
Jesse  T  Harry- 1 
Sarter  Theo— t 
Wallwork  Geo — 1 
Wood  &  Hampton— f  c 


NEBRASKA 


AINSWORTH 

Chestnut  Sam— 1 
Cftixens  Bank  of  A — ^f 
Ely  W  M— f 
Frady  W  A— f    c 
Rohwer  Han»— f  1  c 
Osbom  &  Son — f 
Snell  R   S— f 
Williams  W   H— f 

ALBION 

Brady  Jame*— f 
Cnlbertson— f 
Flotree  R  T— c 
Fox  James — f 
Needham  Doten — f  c 
Pieper  J  H— f  1 
Price  J  A— f 
Ruddy    Bros — £ 
Scott  P  M— f 
Thompson  F  S— f 
Thompson  M   B — £c 
VVcitzel  F  M— 1 
VVcitzel  Wm— I  c 
Williams  Bros— f  c 

ALLIANCE 

Emerick  J  D— f 
GiJman  B   F — f 
Guthrie  T  W— f  1  c 
Kibble  E  T— f 
Reddish  F  E— f 
Schhipp  W   T— f 
Snoddy    &    Mollering— f 
Ic 

ALMA 

Bentley  P  P— 1 
Billings  J   B  &  Son— f  c 
Ellis  A  C—f 
Everson  John — f  c 
Everson  Wm — f  c 
Hardin  D  S— f  1 
Kcester  R  L — f 
Kellams  Wm  H— I 
Mahn  Theo — f  1 
Mitchell  J  C— fc 
Moore  Wm  R — f  c 
Porter  T  L — f  c 
Ralston  W  B— f 
Shelbum  O  E— f  1  c 
Strout  Frank  H— f 

ARAPAHOE 

Eaten  R  B — f 
Elank  Frank — f 
Fench  R  J— f 
Patterson  Chas  A— flc 
Proud  I  C—f 
Renie   S 


Folsom  C  W— £ 
Fowler  W  A— f  1  c 
La  Chapelle  T  B — £  c 
Moon  Jesse  N — £  1  c 

uincy  Mary — £ 

hite  F  E— £ 


^ 


ASHLAND 

Campbell  F  F— £  1 
Craig  T  T— f 


ATKINSON 

Brady  John  F— £ 
Campbell  Moses— f 
Chapman  Wash — f 
Hart  A  T— £ 
Mack  E  J— £ 
Searl  Alex— £ 
Stilson  J  J-f 
Sturdevant  B  E — £ 
Swingley  Fred  H — £  1 

AUBURN 

Caldwell  Mr-f 
Cotton  Geo— 1 
Dove!  O  P-f 
Fablinger  Geo— f 
Freeman  W  P— f 
Gillan  Jim— f 
Horn  T  F— 1 
Kuper  I  H  F— £  fc 
Mclnninch  N  S— £  c 
Parriott  Wm— £  c 
Peterson  &.  Robertson 
Rutledge  W  G— f 
Smedley  Chas — £ 
Snow  C  O— £ 
Young  W  S-f 

AURORA 

Boyd  R  W— £ 
Brown  C  S— £ 
Burt  Frank  A— f  c 
Call  D  W-£ 
Farley  W  I— f 
Isaman  J  A — £  c 
Peterson  A  G — £ 
Shenberger  W  W— £ 
Stewart  Chas  M— f  1 
Wcntz  W  C  Co— £  c 
Whitney  C  I^f 

BEATRICE 

Abbott  Bros— c 
Alquist  Hugo— f 
Anderson  &  RofF — f 
Ball    Albert— c 
Beaver  Jesse— f  c 
Brinkworth  James — 1  c 
Davis  W  H— £ 
Drake  E  G-1 
Elerbeck  Bros— £ 
Fletcher  J  C— £ 
Forbes  J  A— £ 
Fulton  O  P— £  c 
Gale  Charles  F— £ 


— £ 


Gray  A  H— 1 
Green  A  L—f 
Harkrader  D  B-£  1 
Hill  W  D-f  1  c 
Hinkle  G  W-£ 
Johnson  G  H  &  Co— £  c 
Jones  J  E— f  c 
La  Selfe  H  A— £ 
Macy  J  F-£  1 
Mohlmattn  W  J— f  1 
Mum£ord   Eugene— 2 
Ozman  W  L— f 
Penner  &  Penner— £  1  c 
Riesen  H  V  &  Son— £ 
Steece   L   S— 1 
Woodward  T  A— £ 

BLAIR 

Charlton  Cory— 1 
Cross  C  A— f 
£ller  I   C—f 
Haller  B  F— £  c 
Hanlon  &  Doll^f 
Tackson  E  C—f  e 
Tones  Andrew— f 
Kemp  S  E— £ 
Lothrop  John— f 
Petersen  Paul— £  c 
Plata  James— £  c 
Riker  &  Chambers— £  c 
Riker  G  B-f  c 
Walton  W  C—f  c 
WillUms  L  A-1 

BLOOMINGTON 

Cole  Wm  A— f  c 
Montgomery  I  E — f  c 

BLUE  HILL 

Hopka  &  Frahm — f  1  c 
Koehler   G   J— f 
Lapin   Carl— £  c 
Rose  J  B— f  c 
Simpson  R  A — £  1  c 
Wehnes   F— £ 

BLUE  SPRINGS 

Burington  E  H — f 
Casebccr  J  H— f  c 
Oemens  K  B — £ 
Roderick  M-£  1  c 
Taylor  W  M— £  1  c 

BROKEN    BOW 

Cadwel  Willis— £ 
Empfield  B  C—f 
Fodgc  J  M-f 
Hanson  &  Luce — £ 
Holomb  C  H-^ 
House  E  C—f  1  c 
Moore   J  C — £ 
Moore  Koss— £  1 


Mullins  Brothers — f  1 
Myers  E  F—i  c 
Osboum  J  B — f 
Skillman  F  M— f 
Taylor  C  E^-c 
Taylor  E— f  c 

CENTRAL  CITY 

Bald  F  A— £  1 

Bocks  George— i 

Bowie  A  J— £ 

Kerr  Investment  Co— f 

LjTon  3ros— £ 

Newmyer  C  F— £  1  c 

Patterson  John  Jr— £ 

Ross  E  E^f 

Schiller  Geo  E  &  Son^ 

flc 
Staats  &  McConnell— £  1  c 
Starrett  S  B— f 


CHADRON 

Babcock  Geo  T  H— £ 
Card  Lee— £ 
Coffee  Harry  B — f 
Crites  F  D— f 
Dargan  Chas — f 
Houghton  F  J-^ 
Lawrence  J  F — f 
O'Linn  Fanny— £ 
Pitman  B  F— f 
Pitman  £  M— £ 
Rdsdie  Harry--f 
Reynolds  W  II— £ 
Scovel  B  L— £ 
Unthank  O  B— f 


COLUMBUS 

Apgar  MJ — I 

Becher,  Hockenberger  ft 

Chambers  Co — f  1  c 
Dickey  C  L— f  1  c 
Karr  &  Newlon — f 
Koon  A  F— £  c 
Ryan  ft  Byrnes — £  c 
Speice,  Echols.  Boett- 

cher  Co — *  1  c 
Turley  L  D-1 

CREIGHTON 

Buckmaster  T  J — f 
Cheney  Harry  A— £  1  c 
Crew  L  B— £ 
Green  Bros — f 

iasmen  D  G — £ 
f  oore  F— £ 
Peyton  R  M— fl 
Rice  O  W-f 
Strain  W  A-£ 
Wakelec  F-f 
Woodworth   H   W— 1 


NEB.-Con. 

CKETE 
SrowB  »  D-l 
Cooper  I  A— f 
DtedU  Anton— I 
Eckert  E— f 
Hier  Fred-f 
Irclud  RoIUail-f 
UMiot   S  1,^ 
UiUec  T  H-f 
Pati  Tbo*— i  1  o 
Wecfctaeh  C  W-1 
Weiltn  H  G— 1 

DAVID  CITY 
Brochtnip  Joieph — f 
DunciD  J  In—t 
Fuller  RD-c 
Fullmer  W  J— 1 
UolUiid  Dan— f 
Uaghe*  A  ]>-f 
KinniiOD    Win — f 
UcCuker   I   T— f 


INSURANCE    AGENTS-NEBBASKA. 


Leyda  J  E-f 

Maddei  W  H— f  c 
Ndud  Robt— f 
Ruecge  A  W— c 


UcCuker   I   T- 
Uiiera  F  H-{ 
Rom  J  G— f 
Strilu  &  Svbolka— f 
Suretj  InTewment  Co— f 
S  weenie  R  B— f 
Thomai  A  V — f 
Wallinj  A  U—i 
Wright  E  W— I 

EXETER 
Adami   Frank— f  I  c 
Alniwartli  Frank— f 
Baker  Dr  O  P-( 
Coi  J  N— f 
Hanmond  Henry  C— fc 
Link  H  M— {  c 
McKe>«  R  J-i  I 
Wallace  A  Co— I  c 
Wallace  W  H-f 
WalUce  W  P-f 
Wallace  G  S-f 

FAIRBURY 
BiRiea  W  H-f  c 

Bee  ft  McCoUoogh— f 
Cropaer  D  B— f 
Davit  J  Monroe— f  c 
Gamier  O  «~t  c 
Goodrich  L  W— f  c 


Whitaker   Broi— t 

Wilhite  J  R— f 
Waiaie  John— f 


Bremer*  Henri — 1 
-    ■  :eniea   C  H— 1 

1  &  Rejmolds  Co— 

Gerecke  H  E-f  1  c 
Looichen    Geo — ( c 
Bopkini  M— 1 
MiUer  John— t 

Pettit  a  R— 1 

Plambeck  A  F— f  e 
PolUrd  C  C— f  c 
Radford  Dennia— I 
Richard*  R  P  Co— £  1  o 
Springer  D  J— f  1  c 
Trua3ell  Arthui^-f 

FRIEND 
Barth  &  Buise— f 
Craig  W  H— f 


Whitcooib  Jas  E-f 


KiTin  5  M— I 
McCln»iiey  H  M— f 
McGet-Bachorich  Cl>- 
Maaon  E  W-f 
Miller  J    Y— (  c 
Moit  JefF-<  c 
Nider  ft  Catlin— f 
Riley  R  E-f 
Stank  Chu  F— f 
Wundcr  E  A-f 


Yonti 


;  A-f 


FAIRFIELD 
Anawalt  F — f 
CoWe  Geo  W— f  I  c 
Holdeman  I   H-f 
Leiria  C  I^f  I  c 
PettensiU  Wllliam-e 
Prickett   C  M— f 

FAIRMONT 
Barton  J    M— 1 
ChaplD  &  Chap(n— f 
Fraiier  L  W-l 

{tckion   Toaeph— f 
eterKjn   Frank-f 
Stinei  Hoy 
Thompaon  F  M~f 
Wright  T  M-f 
Vfj£ioop  }  W-f 

FALLS  CITY 
Ciraeron  Andrew  T — f  I 
aeaver  Mr— t  e 
Hennea  Hable— f 
Lechtj  Samuel— f 


Michael*  H  C— f 
-      i«John-f 

GENEVA 
Bau  M— f 

Geneva  Fund  Co — f  I  C 
Sajer  J  H— t  c 
"lewart  W  H— f  c 
/aring  John  K-flc 

GRAND  ISLAND 
_.bbolt  O  A  Jr-lc 
Allan  John  &  Son— I  c 

Knitett  J  F-( 

lame*  Eli  A-f 

toehm   Broi — f  1  c 

trininger    C    W  4    Co— 
I  1  c 

luck  J  E-fc 

:iearv  F_J— I  c 
Clifford  H  B-f 
Cowtoo  Geo— f  I  c 
Cnnningham  B  F— f 
Dill  &  Hu>toa-f  c 
Dmliner  W   A-f 
Edward*  H  A— f 


Flo* 


C  T— 1 


FreCDiBD  C  B — f 
Gollert  C   H— f 
Guendel  A  J— 1 
Haniaon  ft  Steward — f 
Harman  W  S 
Hetiel  G  D— (  1  c 


____.?  F-t 
Kroger  ft  Toaeph— f 
Langown  Fred  C— f  C 
Unghlta   W   H— t  1 
Lundgten  A  C-f 
Mayer  A  C-f 
Prince  WM—f 
Roth  Fred— f 
Sampion  Wm— f 


Bengtaon  E  M— f 
BnSltr  U  W-f 
Heriog  G  A-<lc 
Megrae  A  Z-f 
Miller  Gco-f 
Schweok  Wnt-f 
Wellea*ick  H  G-f  1 

HASTINGS 
Ball  BuTX-t 
CotneUua  ft  Co— f 
Crowley  T   F— f 
Devore  D  D— f 
Frre  J  F— f 
Higginhotham   ft   Pickent 

Hoppner  ft  Uerling — f  < 
Huclcfell  Henrr— f 
TobnK)n  W  T— f 
Jonea  -J  H-f 
Kerr  H  C-f 
Hadgett  Thoma*— I 


Stanley  John  J- 
Steel  W  H— (  c 
Wahlqaeat  C  H- 


HAVELOCK 
Baker  A  J-tlc 
Biddlecom  J    t^f   I  c 
Green  C  E-f  I  c 
Hinkle    Samuel— f 
Hofman   V  F— f  1 
Kiar  I  J— f 

McCoy  Frank— c 
Malone  T  M— f  I 
Piper  W  C-f  1 

HEBRON 
ColUna  C— f  1 
Elliott  Ja*— f 
Filchpatridt  J  M— f  1 
Gailhrailh  WD— I 
Gallant  Wm— f 
Green  C  E-^f  I  c 
Lamm  E  D— I 
Lawleea  Frank— { 


K. 


Rhode*  W  H— f 
Titlottaon  Jamei 
Udilt  F  B-f  1  c 
Weiii  M  H-f 
Whitney  W  H-t 
WilKin  A  G-f 
Wilion  H  G— f 
Young  B  A— f 
Young  B  F— f 

HOLDBEGE 
Bragg  I  M— f 
Edward*  W  F— f  1  c 
Hall  W  P— f 
Johnion  G  H— f 
Ifank  W  M— f  I  c 
Rnth    Ed— f   1  C 
Wimberly  T  M-( 

HUMBOLDT 
Aahford  Edie— f 
Snethen    Frank — f 
Walah  !  F  &  Son— f  1  ■ 
Wal»b  t  K-f 

KEARNEY 
Bamev  Ralph— f 
Berblg  /   ■*    '  - 


Rt^h-f 


Hnffaletter  D  T— t  c 
Kaniler  F  C— f  1 
Kearney  Laad  Co— f 


Platte  Valley  Land  Co-f 


jenaen; 
Kauaba 


Mitchell   I  1^-f 

MuUen  ff  C— f 

Neff  B  I^f 

Smith  H   O  Abttracl  O 

—t  Ic 
Spencer  C  F— f 
Temple  F  L— f 
Van    Horn   D  C— f  1 
Winter  A   Welden-lle 


Columbia  Fire  AgCT-f 
Craven*  Broa-I 

Crook*  &  GoldalBn-l_ 
Cnlbertaon  &  Waite-fe 
Davia  Gco-^ 
Day  JE  Night  Realty  Co 

De  Butt*  W  E^ 
Edmiaton  A  R-I 
England   W  B-f 
Firat  Truit  Co-f  t 
Foliom   Broi   Co-le 
Funke  F-f  c 
Gardner  N  H-1 
Hall    Bro»— I       ..    , 
Hovey  ft  Farwell-1 
Humphrey  F  B-f  _ 
Lougfaridn  H  H^ 
Harahall    Le«-f 
Marquii    W    A-1 
Miller  A   W  Agenej-l' 
Moore  T  W-l 
Mover  f  B-l 
Noble  H  W~l 

O.  W.  PALM 

INSUIUNCE   UEMT 

All  Kinds  of 
Insurance 


palmer  U  I^ 
Peter*  H  F-f 
Reed  Jno  S-tc 


livcra  E  G 


inaS   S-I 

WIlcoxT  T-I 
Wood  H  E  ft  SoB-i 
YoiMl  C  W-l     ^     ,, 
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B.125 


C.  yfV.  Martin 


Kocl%«  Mor*  Bondlno  Dept. 
enc9r  EstabUslied  1860 


Frank  T.  B.  Martin 


IVIA.RTIIM  BROS.  &  CO. 

IMSURAl^^CE 


OMA.HA. 

COMPANIES    REPRESENTED  s 

Antrleaa  InsHranct  Co.»  of  Ntw  Jtrtey  Northern  AsMrance,  of  Englantf 

NilwaokM  Moehaiilct,  of  Wisconsin  Norwich  Union,  of  England 

NatlMal  Fire  Insurance  Co.,  of  Hartford  St.  Paul  F.  ft  M. 

Nortli  British  and  Mercantile,  of  England  Security  Insurance  Co.,  of  Connecticut 

Westchester  Fire,  of  New  York 

GENERAL    AGENTSs 

New  Jortey  Fidelity  ft  Plate  Glass,  of  New  Jersey  Frankfort  General,  of  Germany 

Massachusetts  Bonding  and  Insurance  Co.,  Boston 


LOUISVILLE 

Qeghorn  Wm  A — f  c 
Fhzfferald  Paul— fl 
Mayfidd  C  G—f  1  c 
Pankonin  H  E— f  c 
Stander  J— f 
Wood  CB-fl 

McCOOK 

Bnmp  A  G— f 
Cordeal  S-f 
DoTwut  D  Y— £ 
Eldred  C 


Kelley  J  B-f  c 
Lehn  C  F-f 
KKjmond  Handle 
Ritchie  &  WoU^^l 
Stayner  L  W—f  1  c 

MADISON 

Blacknuui  S — f 
Banker*  F  J— I 
Da7is  Fred— f  c 
Dawson  I  M— f 
Foster  M  B— € 
Fxaser  A  R— f  1  c 
Fnier  Chas  E— fl 
Fricke  Ed-^ 
Garratt  M  C—l  1 
Lafleur  W  A— I 
O'Shea  Ed—f 
O'Shea  Tho#-* 
Peterson  F  A— 1 
Reed  W  E— f  c 
Smith  C  S— f  1  c 
Smith  Realty  Co— f  c 
Strom  Nel»— I 
Sutton  C  S— f 
Taylor  W  E— I 
Thatch  A  J— I 

MINDEN 


Btndemp  C  ^ 
Carrico  F  I^-f 
ChtppcU  Chas  A— I  1  c 
Godfrey  G  I^f  c 
Hanie  &  Anderbery— f  c 
Holmea  Carl— I 
Jensen  Andrew— f 
Jensen  Val— f 
Jordan  T  Lr-^lc 


Kepnedy  W  H — '. 
Kinjr  M  D— f  1  c 
Kinnley  F  K— f 
McPheely  J  I^f 
NeweH  L-nf 
Paalson  L  C— < 
Pinkham  Joaeph — f 
Robb  J  H— I 
Kobison  Tliad— I  1  e 
Thomsen  I  J— I 
Txdvall  E  ~    ' 


NEBRASKA  CITY 

Cook  F  K-^  e 
Gam  J  Y— f 


Hail  Mrs  Anna  V— f  c 
Harding- Payne   Co— f  1  c 
Hawke  Geo  W  &  Co — f  c 
Hellier  Fred— f  1  c 
Leidigh  Oliver — f 
Liyingaton    &    Stevenaon 

McCartney   &   Templan — 

f  1  c 
Mamell   R  O— 1  c 
Mattes  John  Jr— 1 
Miller  K  H  &  J  •--f 
Moran  Tames  H— f 
Payne  Wm  B — f  c 
Rooa  A  O — f  c 
Stafford  A  P— 1 
Templin  C  F  S— f  1  c 
Teter   George— f 
Wade  E  G— f 
Zimmermann  H — I  c 

NELIGH 

Beckwith  E  £— fc 
Godkin  Geo  H— f 
Haff  Sam  N— f 
Jenkins  J  C— f 
Kryger  K  M— f 
Kryger  T  H— f 
Lamson  J  W— £ 
McAllister  John  M— f  c 
Minter  J  A— f  c 
Payne  R  S— f 
Romig  Waltei^l 
Thornton  S  D— f 
Wattles  C  L— f 
Williams  O  A— ! 
Wooley  W  G-f 

NORFOLK 

Coryell  F  G— f 
Drebert  H  A— f  c 
Durland  C  B— f  c 
Gow  W  T_&  Bro-f 
Haase  J  £^— f 
Kelsey  Chas  H-^ 
Koenigstetn  Tack— f 
Lemont  C  W— f 
Mapes  &   McFarland— c 
Mathewson  fk  Co— f  c 
Odiome  T  E— f 
Ransom  J  W  &  Son— f  c 

NORTH  BEND 

Cusack  &  Fowlex^-1 
Smith  C  W— £ 
Weaverling  Ralph  E-fl 

NORTH  PLATTE 

Aswig  J   C— f 

Bratt  &  Goodman— f  1  e 

Buchanan  &  Patterso 

f  c 
Claybaugh  J  F— f  1 
Diener  F  J  Co— I 
Hegerty  J  H— 1 
Hoagland  &  Hoagland— f 


Mann  E  W— f  1 
Miltonberger  I  L — f 
Sebastian  J  E— 1 
Temple  C  F— f  c 
Thoelecke  O  H— f 
Walker  I^-f  c 
Woodhnrst  W  H  C— £  c 

OAKLAND 

Cull  A  I^f  c 
Gusta£son  A— £ 
Holland  J   S— f 
Holmquist  A  C— £ 
Minier  W  E-f  1 
Neuman  A  Lr— f 
Sohlberg  Theodore — f  1  c 
Stanffer  C  O— £  1 

OGALLALA 

Searle  A  Lr— f  c 
Searle  E   M— £  c 
Snyder  G  W— £ 
Worden  C  C— f 

OMAHA 

Ady  C  B— 1 
Anderson  J  A— 1 
Armstrong.  Walsh  Co— f 
Baldridge-Madden   Co— £ 
Baldwin  B  L  &  Co — £  c 
Baldwin  W  A— £ 
Beeman  Ina  Agcy— f  c 
Bemis  Carlberg  Co— f 
Benson  &  Meyers — i 
Birkett    Mr— f 
Block   A— 1 
Borgett  A  D— f 
Bostwick  S  P— £ 
Bowel    Ina   Agency   The 

Brotherton  J  R — 1 
Burns  R  T— £ 
Burchmore   F  B— 1 
Calkins  G  A— c 
Capron  D  B — f 
Carpenter  M  B — 1 
Casady  J  N  Jr  Co  Inc— £ 

Christie  D  H— £ 
Coles  Isaac  A — £ 
Columbia     Fire      Under- 

writers — £ 
Craw£ord  &  Fumess — £ 
Dale  J  &  Son— £  1  c 
Darr  A— £ 

Dermody  Vincent  D— £  c 
Devol  P  I— £ 
Dinneen  J  J  Co — £ 
Drew  Clyde  W  &    Co— 

Dudfey  W  B— £ 

Dumont  J  R— £ 

Ellis  A  H— 1 

Fell  &  Pinkerton  Co— £c 

First  Trust  Co— £ 

Flack  John  F— £ 


Fleming  S— 1 
Foster-Barker  Co— f 
Freed  Chaa— c 
Frenaier  J  N— f 
Gallagher  &  Nelson— f 
Gamn   Bros — £ 
Gates  W  H— £ 
Gentlemen  &  Buntz — £ 
Gihnore  &  McMUlen- £ 
GloTer  &  Spain— £ 
Glover  Realty  Co— f 
Gould  C  Z— 1 
Grand  A  R— 1 
Hansen  M  A — £ 
Hiatt-Fairfield  Co— f 
Higby  B— 1 
Houchin  J  Lr— £ 
Howell  E  E  &  Son— £ 
Hutchinson  C  E — £ 
Indoe  W  H— 1 
Junod  &  Mann— 1 
Kalkemay  J  B— £ 
Kean  W  J— £ 
Kelly  Thoa  S— 1  c 
Kennedy  A  C — £ 
Killey  W  1^1 
King  Van  H— 1 
Lebbin  P  J— f 
Little  J  S— £ 
Litz  E  E— 1 
Love,  Haskell  Co— flc 
Lundgren  Nela  A— f 
Lylc  W  C— £ 
McCague  B   E — £ 
McCafl  £  D  Agcy^£ 
McGovern   Tho»— £ 
McNeiU  Geo  H-l 
Mann  Junod— 1 
Martin  Bros  &  Co — f  c 
Mather  U  B— 1 
Meister  Nat— £ 
Menold  O  H— 1 
Meyer  D  M— 1 
Meyer  Julius — ^1 
Meyers  F  H— £ 
Mifler  C  E— c 
Mithen  J  H— £ 
Mohrman  A  C — ^1 
Morrison  J  K — ^£ 
Morton  W^D— 1 
Muffitt  D  E— £ 
Nattinger  &  Olsen- £ 
Neely  H  D— 1 
Nielson  J  A — ^£ 
Noble  G  W— 1 
Olsen  O  C— £ 
Payne  &  Slater— £ 
Payne  Investment  Go — f 
Peters  R  C  &  Co— f 
Pond  F  M— £  1 
Potter  Phillip— £ 
Rhodes   Montgomery    Co 

Ringwalt  Bros— f  1  c 
Robbins  John  W— £ 
Russell  &  McIQtrick  Co 
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Rylander  &  Moore — f 
Sclby  W  L— f 
Sherwood   T   H— f 
Sbimer  &  Chase — f 
Sholes  D  V— f 
Shriver  W  G—f 
Smith  W  A— I 
Smith  W  Farnaum  &  Co 

— f 
Spaldinj^  L  A — I 
Spalding  L  D— f 
Squier  W  H— 1 
Steele  Harry  0—1 
Swobe  E  T— c 
Talmage  C  O— f 
Thomas  Wm  H — f 
Turldngton  G  F— f 
Tym  F  C— 1 
Upham  L  D— 1 
Walker  H  D— 1 
Webster  Howard  &  Co— 

f  c 
Wheeler  &  Welpton— f 
Wilcox  William  I^— f 
Wood  H  N— f 
Woodman  J  A — ^f 

O'NEILL 

Campbell  Frank— f 
Daily  Chas— f 
Downey  C  E— f  1  c 
Evans  W  T— f 
Gallagher  Ed  F— fc 
Gillespie  L  G-l 
Hammond  H  J — f  c 
Hammond  A  J — i 
Hancock  C  T— £ 
Harnish  J  C— f 
McCaiferty  T   J— f  I  c 
McCarthy  M  H— f 
McNichols  S  F— f 
Meredith  J  H-f 
O'Donnelf  J   F— flc 
Parker  R  H— f 
Ouigg  John— fl 
Sturdevant  B  E— cf 


ORD 

Beran  T  W— f 
Berry  J  R — f 
Bright   L   R— f 
Gapron  J  H— f 
Carson  W  H— f 
Chinn  Che»— £ 
Clements  E  P— £ 
Dayis  C  A — f  c 
Davis  H  M— £  1  c 
Dunham  R  L — ^f 
Gudmundsen  H— £ 
Kokes  V— £ 
McNutt  W  L— f  c 
Nay  J  B— f 
Newbecker  Geo — f 
Staple  R  L— £  c 
Van  Decar  H  B — ^f  c 
WiUiams  E   M— £ 
Zablondil  Frank— f 

PAWNEE  CITY 

Becker  George  E^f  1  c 
Brown  E  I^-f 
Cornell  W  W-£ 
Dort   J   C— fc 
Hartwell  W  D— f  c 
Lowe  J  S — f 
Marley  M  J— f 
Smith  B  C— 1  c 
Stewart    &    Fullerton— fc 
Thomoson  W  M— 1 
Van  Horn  H  C— f 

PERU 

Cornell   Mrs   Belle— f 
Good  E  E— £ 
Graves  J  D— £  1 
Kelly  R  W— £ 
Mardis  W  W— f 


PLATTSMOUTH 

Archer  M — £ 
Barwick  J   E — ^f  c 
Cummins  Dr  Ed — f 
Donelly  J— f 
Douglass  J  E— f 
Falter  J  P— f 
Fricke  C  G — £  c 
tox  W  K— £ 
Holly  Wm— f 
Leyda  J  M— £ 
Martin  Chas — £ 
Mullis  V— f 
Sayles  Geo— £ 
Trilety  A  J— f 
White  A  W— £ 
Windham  R  B  Agcy — fc 

PONCA 

Auge  C  C— f 
Dennis  J  D— f 
Francis  A  B— f 
Halstead  E  Er-flc 
Hurley  John   M— f 
Kingsbury   C   A— f 
McCarthy  W  D— f 
Mattison  Geo — ^f 
Mellon  M  I-f 

RED  CLOUD 

Auld  J  W-f 
Caldwell  E  G—f 
Carter   &  Son— f  c 
Gather  C  F— f 
Florence  S  R— fc 
Garber    Ed — f 
Hewitt  Joe— f 
Hutchinson   &   Saladen— 

flc 
Kaley  D  H— fc 
Kent  W  A-f 
Letson  H  C — f 
Marer  Fred— fc 
Mountford  Will— 1 
Overman  E  U— f 
Rosencrans  W  H — f  c 
Sherwood  W  A— f  c 
Stanser  I   B— fc 
Stewart  B  W— f 
Teel  O   C— fc 
Walker  A  T-fc 

RISING  CITY 

Burges  G  W— f  1  c 
Reynolds  C  E— £ 

RULO 

Davis  Qement— f 
Kirk  H  D— £ 
Le  Blanc— f  c 

ST  PAUL 

Anderson    &    Ebbeien— 

£  1  c 
Bell  T  T— f  c 
Crouch  J  W—  £  c 
neViy  N— f 
Dobry  Chas— f  c 
Haggart  A  T— € 
Hag«^rt  F  R— f  c 
Jensen  T  W— £  c 
Parker  J  T— £  1 
Paul  N  J— f  1 
Shaughnessy  F  T— f  1  c 
Taylor  C  E— £  1  c 
Taylor  Frank— f  c 
Templin  John — £  c 

SALEM 

Huston  R  B— f  c 
Ranger  J  G — f 

SCHUYLER 

Bittner  A  J— f  c 
Farrell  Mr— f 
Hoagland  M 
Kadler  V  B-f 
^»cNaly  J   E— £ 
Payne  Dion — ^f  c 


Shonka  Frank  W-f 
Slavik    John — f 
Simmons  J  M— £c 
Wells  Geo  H-f 
Wertz  Geo— £  c 

SEWARD 

Slavik  John — f 

flc 
Landis  H  D— f  c 
McKiUip  L  H— fc 
Nerval  B  F— f  c 
Schick  R   R— fc 
Seward  Land  Co — fc 
Simmons   F— 1 
Stoner  S  C— f  c 
Tishue  W  C-f 
Vanderhoof   &   Franklin 

-flc 

SHELTON 

Allison  W  S-f 
Light  Ed— f 
More  F  D^ 

SIDNEY 

Barlow  R  A— £ 
Brown  F  E — £  c 
Harper  J  W-f  I 

{ones  B  A— f 
.ivoni  Bros —  £  c 
Mcintosh   J   L— £  1  c 
Martin  Leroy— f 
Mfles  W  P— £ 
Neubauer  L— f 
Osbom  L  E — f 
Puthoff   Edward  F— 1 

SO.  OMAHA 

Berquist  A  L  &  Son— f 

Brown   E   B— f 

Dee  E  J— f 

Duff  J  L-f 

Fitzsrerald  Jas  J  &  Co— 

f  1  c 
Gibson  L  C — ^f 
Hoctor   Thomas— f 
Jones  &  Co — £ 
Kopietz  J  H-f 
Kratkv  Bros— r 
Laur  T  G-f 
McMillan  J— f 
Murphy  Joseph   F— f 
Nilsson  E— f 
Paprocki   A— f 
Raymer  Geo  L — f 
Ryan  J  J— f 
Trainer-Coldwell   Co— f 

STANTON 

Baer  E  B— f  1  c 
Cowan  W  P— £  c 
Eberly  G  A— £  c 
Horton  Virgil— £  1  c 
Hylan  W  H— «  I  c 
Kenney  J  E— f 
Pugh  Geo   E— £  1  c 
Vining  I  N— 4  1  c 

STROMSBURG 

Banta  Ira- f 

Knerr  A  O— f 

Makeever  M  A— f  1 

Presson  G  H— f 

Tongue  J— f 

Wilson  Nelson   Co— flc 


SUPERIOR 

Hanna   Harry- f 
T*»nsen  Carl  C  G — £ 
Kendall  W  W-f  1 
King  Isaac— f 
McConnell   Mrs   S   E— 1 
Pfleiderer  Fred  Sr— f 
Phelps  Investment  Co— f 
Phillips  F  M— f  c 
Shambaugh   T   M— f 
Sweet  F  M-f 


SUTTON 

Bauer  Alex — £ 
Burke  James— £ 
Challburg  O  W— f  1 
Dennis  J  D— f 
Dunham  Sidney — £ 
Griesa  Jno  G—f 
Hanson   Hans — f 
Nuss  P  F— £  1  c 

TECUMSEH 

Dafoe  Al  N— f 
Douglas  J  B— f  c 
Douglas  Oscar-4  1  c 
Gnst   E  H-f  1 
Miller  Geo  W-f 
Moore  J  C— £ 
Safranek  F  A— 1  c 
Scidl  G  W-1 
Smith  C  E— fc 
Stewart   Bros — f 
Villars   H    S— flc 

TEKAMAH 

Anderson  A  M — ^l  c 
Canfield  John — ^f 
Conkling  Chas  W— f  1 
Clark  Jas  A— f 
Dixon  Wallace— f 
Enyart  B  C— f 
Force  J  R— £ 
Greenleaf  D  W-f 
Hopewell  W  M— < 
McGrew  M  S— flc 
Pratt  E  D — f 
Sing^us  J  A — £ 

UNIVERSITY     PLACE 

Blakeslee  N  E— f 
Butler  E  E — f 
Enyeard  C    W— f 
Gates  G  M  &  Son— f 
Hare  W  E—  f  1 
Hiett  &  Carer— £ 
Pester   S   J— £ 

WAHOO 

Barry  John — £ 
Berggren  Joe  F — ^fc 
Bridenberg  Land  Co—fc 
Dean   Franklin— f  c 
Galloway  J  M— f 
Hendricks  B  £— f  c 
Johnson  J  J — £ 
Kirchman  M  A— 1 
Mover  D  A — 1  c 
Oshlund  J  M— fc 
Perky   Chas— f 
Simmodynes   Frank— I 
Swanson  Ernest— 1  c 
Theed  Gust— f 
Vybcral   Frank— f 
Wahoo  Land  Co — f 


WAYNE 

Alter  I  W— f  c 
Bressler  A  £—1  c 
Cherry  J  M— £  1 
Christenson  C  M— I  1 
Davis  A  R— £ 
Farnsworth  J   A— I 
Ferguson   A   J— £ 
Hanssen  W  O— I 
Hendrickaon  C  H— 4  e 
Johnson  &  Duexif— 'f 
Tones  H  B— f 
Kemn  J  H— I 
Kohr  Ail  H— £ 
Ley  RoUie— £ 
Mears  G  S-^  1 
Ringer  M  L — £  c 
Ringland  H  S-1 

WEEPING  WATER 

Bish  C  W— f 
Lyman  W  H — f 
Reed  Harry  D— £  1 
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Teagarden  Isaac  W~-l 
Tefft  Clarence  E — f 
Webster  W  A— f 


WEST  POINT 

Ackcrman  C  W— f 
Baumann  J  T— f  c 
Gentnip  Wm— f 
Kranse  A  L  &  Co— I  1 
Malchdw  F  T— £ 
Neligh  W  T  S-fl  c 
Pinker  J  C— f 
Stuefer  VVm-f  c 


Thietje  &  Kase— £ 
Zajioek  J  F— £ 


WILBER 

Bartos  F  W— f  c 
Bartoa  Stanley— f  c 
;  Bohacek  W  M— c 
Clements  T  A— f 
Griflun  &  Grimm— £  c 
Kobout  B  V— f 
Magnuaaon  H  F— f 
Moore  J  I— f 
Sleptcka  Al-f 


Spirk  J  F-f 
Sptrk  V  C-1 

WYMORE 
Crawford  F  E— f 

Kauffman  E  N— f 
Stephenaon  &  Moran 
Taylor  &  Haldeman 


— f 


— £  c 


YORK 
Bell  J  M— { 
Brott   H   W— £ 
;  Coddinff  A  B— f 


Crone  C  B— I 
Currah   Walter- 


Davia  W  H— 1 
Dean  N  A—f 
Ferguson  N  M— f 
Fisher  Charlea—f 
France  G  W— £ 
Freet  I  C— 1 
Jacobs  J  A— £  c 
Meek  W  B— 1 
Myers  S  A  &  Son— £ 
Rogers  G  H— £ 
Shruk  G  W— f 
Tranger  C  J— £ 
White  W  I^f  1  c 
Wyckoff  W  W— f  c 


NEVADA 


AUSTIN 

Carter  Henry  B — £ 
Hiskcj  J  M— f  c 

BATTLE    MOUNTAIN 

Lemaire   A.    D    &    Sons 
Inc-£ 

CARSON  CITY 
Bavis  James  T — £ 
Leonard  James  M — £  1  c 
Mills  Geo  T— £ 
Peters  C  H— £  1  c 

ELKO 
First  National  Bank— £ 
Henderson  Hayden — I 
Henderson  John — £  1  c 
Herbert   Sproul — f 
Hesson  A  W — £ 


McElroy  D— f 
Mallett  R  H— f 
Smith  W  T— f  c 
Tabcr  A  D— f 

EUREKA 
Broy  R  A—f  1  c 

GOLD  HILL 
Blauvelt  W  H— f 

LOVELOCKS 

Ebert  Tom  P— f 

First    National    Bank    of 

Lovelocks — f  I 
Gunnell  &  Goodin — £ 
Hood  B  L— f 
Hunter  J    R— £ 
I^ovelock   Merc   B*t*g  Co 
'  — £  1  c 


Mcintosh  J  A—f 
Reid  J  T— f  1  c 


RENO 

Albee  Oarence  W— 1 
Bank  of  Nevada  Savings 

&  Trust  Co — f  c 
Byington  &  Hall— £  c 
Glass  F  E— f 
Neff  J  S— c 
Peck  &  Sample— f  1  c 
Read  John  T— f  c 
Robinson  G  W— 1 
Scheeline       Banking       Ik 

Trust  Co— f 
Sessions  &  Clement — f  c 
Sterrud  Bros— 1 
Stotesbury  J  H— c 
Washoe    County    Bank — 

Whitney  Mae— f 


VIRGINIA   CITY 
Leonard  Jas  M — f 

WADSWORTH 
Cowles  R  H— f 
Griswold   E— f 
Howard  Joa  O— f 

WINNEMUCCA 

Brown  C  B — f 
Duncan  H  W— £  I 
First  NaU  Bank— £ 
Langwith  Miss  Mary    E 

Lipman  J  A — £  I 
Mackay  C  D — £ 
Reinhart    E  &  Co  Inc— 

f  1 
Robins   C   E— c 
Sheehan  J — c 
Winnemucca   State  Bank 

&  Trust  Co — f  c 


NEW   HAMPSHIRE 


ANTRIM 
Baker  E  W— f  1  c 
Gibncy  W  E— £  1  c 
Hills  W  C— £ 
Lane  E  M— f 
Swett  Anson — f 

ASHLAND 
Brooks  L  B— 1 
Edwards  F  S — 1 
Gammons  Ellis  G— 1 
Hfil  &   Hardy— f  c 
Hughes     ft     Gummo 

f  c 

Jackson  John  M— €  1  e 
Kimball  F  A—f 
Sanborn  Earle  O— c 

BARRINGTON 

Locke  G   W— f 
Waterhonae  C  F— £ 

BELMONT 

Hammel  Geo    R — £  1  c 
i^a^gent  J  M — £ 

BERLIN 
Bean  ft  Bean — f  1  c 
Drew  H  A—f  1   c 
Wheeler   &    Vaillancourt 

— f  1  c 
Woodward  &    Gerriah— £ 

I  c 

BRISTOL 

Ackerman  Fred  H— 4 
CummingB  D  K— f 
Dearborn   &  Chase — £  c 
Fling   Chaa   W— f  c 


Menut  H  J— £  1  c 
Smith  Clarence  A — c 

CHESTER 

Bartlett  John  F— c 
Jones  E  P— 1  c 
Widcomb  A  H— f  I  c 

CLAREMONT 

Barnes  E  S  &  Son— f 
BlaiadeU  F  L— c 
Brassow  Bert  E — c 
Cafrey  P  S— c 
Chandler  Paul  L— 1  c 
Colby  Ira  G— c 
Delamore  C  W— 1 
Delonc  Chas  S — c 
Dow  Herbert  G— I  c 
Enleston  A  F— 1  c 
Emson    Fred    M— c 
Fitch  M  A— 1  £ 
Foster  F  H— c 
Gen7  Geo  N— I 
Hawkins  Henry  C  Jr 
Hodgsdon  Fred  W— 1 
Hurd  ft  Kinney— £  c 
Joy  Frank  E — c 
Leonard  A  M— 1 
Paul  Harry  L— 1 
Panl  Geo  W— £ 
Pteroe  G  S— c 
Prescott  B  O— £  1  c 
Rand  Arthtir  C— c 
Richardson  S— f  1  e 
Root  Jcthro   B — c 
Sanderaon  C  A — 1  c 
SermefF  Frank  S — c 
Shannon  Joseph  B— 1 
Silsby  £  M— c 
SUmpson  Geo  A— c 


(  Snow  C  R— c 

'  Thompson  W  H— £  c 

Turner  Walter  F— c 

vValker  I  S— 1  c 

Warner  Geo  C-4 

Whitney  F  P— c 

COLEBROOK 

Annis  John  D— 1  c 
Chase  Kay  L— c 
Congdon  J  F—i 
Dickson  Geo  W—  f 
Dudley  J  H— f 
Holbroofc  J  G— 1 
Johnson   T   F — f   c 
Kelsea  ft  Drew — f  c 
McConnell  Wm  S — I  c 
Marshall  Fay — c 
Noyes  S  A-*-c 
Rowell  D   E— c 
Stevens  Chas  O — f 
Stevens  H  E — c 
Wittemore  A  F — f  I  c 
Woodrow  W  A— < 

CONCORD 

Bailey   &   Sleeper — f 
Brunei  Harry  C — ^1 
Caldon  J  Burton— I 
Chase  &  Martin— f  1  c 
Colton   Fred'k  A— 1 
Crockett  Frank  S — 1 
Dudley  F  W— 1 
Duatin   F  H— 1 
Eaatman  ft  Merrill — f  1  c 
Hiller  William  W-c 
Huntington  W  S— c 
Jackman  F  T — £  c 
Jackman  &  Lang— f  I  c 
Jones  Chas  C — f  1  c 


Kendall  A  R— 1 
Little  Thos  B— 1  c 
Morrill  &  Danforth— f  1  c 
Parker  Chas  S— 1  c 
Parker  G  W— 1  c 
Phanruf  H  W— 1 
Pike  F  J— c 
Roby  &  Knowles— f  I  c 
Sleeper  Wm  E — f 
Staniels  C  E— 1  e 
Stone  Morris  G— 4 

CONWAY 

Davis  P  S— f  1 
Dinsmore  F  W— f 
Dow  A  B— f 
Garland  J  H— f 
Hill  W  D  H— f  c 
Wood  J  C  L— £  c 

DEERFIELD 

BatcHeUer  J  H— f 
Chase  A  M— f 
Chase  O  J— f 
White  W  H— f 

DERRY 

Abbott  &  Davis— f 
Bartlett  &  Shepard— £ 
Dcrry  Ins  Agency — ^f 
Griffin  £  E— £ 
Kelly  ft  PonUut— £ 
Kelly  A  G— £  1 
Kingsbury  W  J— f  1  c 
Young  F  N-£ 

DOVER 

Barrett  Geo  D— £  1  c 
Bradley  C  H— f 
Crockett  W   A— 1 
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Fobs  C  H— f  c 

Grimefl  John  H  &  Son — 

f 
Henderson     Harry     P — 

f  1  c 
Hutchings  Martin — ^1  c 
Jewell  John  W— 1 
Killoren  Andrew — ^1 
Meservc  F  E^— f  1 
Redfield  H  A— c 
Richardson  F  E— f  1  c 
Shepard  Frank  P— f  1  c 
Sherry  Thomas— f  1  c 
Stevens  Uco— f  1  c 
White  M  J— f  1  c 
Wright   G   B— 1 

ENFIELD 

Bryant  A  M — f 
Currier  F  T— f 

EPPING 

Brown  A  D— f  1 
GiUnore  Geo  A— f  c 
Ladd  D  Watsoxk— -1  c 
Tilton  J  I— £ 

EXETER 

Baker  Agency — £  1  c 
Brown  Toe  John  A  Agcy 

Ciiiey  Frank  M— £  1  c 
Dufault  V— 1 
Elkins  John  H-^  1  c 
Elwell  Clhiton  W— £  1  c 
ElweU  Ru£ua  N— £  1  e 
Getchell   Qarenoe— £ 
Johnson  Mrs  Annie  P— 

f  c 
Kimball  John— 1 
Sargent  Chas  H— £ 
Smith  Samuel  S  Jr— 1 
Spauldinff  Walter  "    ' 
Walker  Dora— 1 


FARMINGTON 

Glidden  Ira  W-^  e 
Pitman  C  Br-t  1  e 
Waldroa  J-£  1  e 

FRANKLIN 

Brown  C  0— £  1  c 
Chadwick  S   B-l 
Chase  G  W— 1  c 
CUfford  T  F— £  c 
Currier  H  A— f  1  c 
La  Pointe  T  E— £ 
La  Pointe  T  N-£ 
Leach  EG  A  E  W— £lc 
Roaseau  Bros— 1 
Roaseau  Broa— £ 
Towne  Omar  A^-c 
Wekh  Edw  L— £ 
Woodbury  F  E— £ 

FRANKUN  PALIS 

Brown  C  C — £  c 
Chadwick  S  B-f 
Chase  G  W— 1 
Qifford  T  F—  £  • 
Currier  H  A— £  e 
Fowler  G  G— £  I 
Kealing  Frederick— 1  c 
Lapoint  N — f 
Leach  E  G&  E  W— £lc 
Lefebore  A— 1 
Rousseau  Broa~£ 
Stewart  W  S-f 
Woodbury  F— £ 

GOFFSTOWN 

Blaisdell  E  A— f 
Colby  G  W— £ 
Davia  Benjamin  F— -I 
Hadley  Geo  P— £ 


GORHAM 

Andley  P  J— c 
Bickford  B  B-l  c 
Casey   I   B— 1  c 
Edgar  M  A— 1  c 
Eley  A  H-1  c 
Evans  A  R— £ 
Hall  Edw— 1 
Hamlin  D  C— £ 
Libby  J  F— f 
Noyes  H  G— f  1  c 

HAMPTON 

Brown  M  W— £ 
Lamphrey  H  M — £ 
Norris  A— f 
Shaw  S  A— f 
Warren  Edgax^-£ 

HANOVER 

Froat  Newton  A— f  1  e 
Storris  E  P— f 

HAVERHILL 
Westgate  Tyler^-£ 

HILLSBORO 

Hohnes  &  Smith— £ 
Mansfield  A  L-£  1  c 
Roach  IC— 1 

HINSDALE 

Colton  Fred  W— f  1  c 
Fay  W  E— £ 
Sprague  J  T— 1. 
Temple  EJ— f 

KEENE 

Adams  J  B— e 

Aldrich  G  H  &  Son»- 
£  1  c 

Atherton  Robt  A— 1  c 

Cheshin  County  Insur- 
ance  Agency — £ 

Dickinson  Albert  W— 1  c 

Donovan  J  J— f  1 

Fay  H  E-f 

Loveland  &  Hopldna— 
£  1  c 

Mason  Ins  Agency  Ino— 
£  1  c 

Palmer  A  B— £  1  c 

Perry  C  B  &  Sons— c 

Peters  A  B— 1 

Starkey  L  D  &  Co— £  1  c 

Williams  D  )— f  1 

Wright  J  H— 1  c 

LACONIA 

Bradbury   Elmer   E — f  1  c 
Heard's    Ins    Agency— £ 

1   c 
Lovejoy  Exra— £ 
McCausland    James     P— 

1  c 
Melcher     &     Prescott 

Agency — f  1  c 
Moore  John  B— 1  c 
Morin  John  B — f  1  c 
Young  Fred  A— £  1  c 

LANCASTER 

Kent   Geo   N   &   Son— £ 

1  c 
Nourse  F  H— 1  c 
Stevens  G  M  &  Son  Co 

-f  c 

LEBANON 

Brewster  Ginton  L — f 
Burton   Anna   M — f 
Clark  Leon  E— 1 
Dewey  Arthur  N — £  1  c 
Dewey  Peck  ft  Co— £  1  c 
Dwyer  Thos  F  Jr^f  1 
Flanders  Myron  W — £ 
Foster  Charles  W— c 
French  Mrs.  Ernest  E — 
f  c 


Goddard  Frank  A— c 
Hinkston  Emily  L — ^1 
Hosking  James — 1  c 
Jones  Fred  A — c 
Kelley  G  H— c 

f Moore  Joseph — f 
eterson  Hana  C — ^1 
mborn  Channing  M — c 
Shaw  Ardie  A — 1 
Shepard  Frederick  J — c 
Smith  Joseph  C — £  1  c 
Stevens  Leon  D — 1 
Williams  Lester  J — c 

USBON 

Howe  Frank — 1 
Merrills    Ins    Agency — f 

OUver  W  W— £  1  c 

Titus  S  0—1 

Woolson  &  Cough — £  1  c 

LITTLETON 

Barrett  A  J— £  1  c 
Coming  B  H  &  Co— £  c 
Eaton  Harry  M— £  1  c 
Frye  Solon  A — ^1  c 
Gray  Chester  S— £  1  c 
Kelley  Fred^l 
Parker  Chas— 1  c 
Richardson  H  £ — ^i 
Trombley  C— « 

MANCHESTER 

Avery  P  W— £  c 

Baker  B  O— 1 

Barr  A  T— c 

Berry  Wm   G   Ina  Agcy 

Bmssonnault  A  £—1 
Boivin  J  A— £  1 
Brooks  H  W— c 
Buntar  A  S— £ 
Burgess  W  A— £  1 
Cavaaaugh   J   S— £  c 
Chandler  P  J— c 
Chase  R  R— £  e 
Cheever  L  A — 1 
Cheney  C  H— 1 
Cheney  R  H — 1 
Cheney  R  W— 1 
Childs  A  W— 1  e 
Cleveland  E  B— c 
Clough  &  Paricer— £  e 
Colbum   Ed   W— c 
Connolly  O  J — £  c 
Connor  S  H — £  c 
Coming  F  H — £  c 
Couter  J  D — ^1  c 
Crockett  Edw — c 
Davey  C   E— c 
Davis  E  L — c 
Davol  W  D— £ 
Day  C  M— 1 
Demers  Chas  E— c 
Dickey  G  A— 1 
Dockham  &  Thorpe — £  c 
Domingue  M— « 
Dowst   John— £ 
Dudley  F  W— 1 
Edgeriy  C  M— £  c 
Everett  ft  Bunton— >£  1  c 
Fariey  W  A— £ 
Folsom  J  A— £ 
Gannon  E  J — c 
Griffin  Morris  C— c 
Hayes  R  J— £  1  c 
Heath  Isaac  L— c 
Holbrook  H    S— 1 
Holland  Nellie  S— £ 
Horton  C  H— £ 
Jenks  F  A— c 
Jc^nson  T  E^-c 
Johnson  Victor  I— £ 
Lang  W  1^1 
Lee  J  F— £  c 
Letendre  Geo  J— e 
Lipka   A — c 
Littlefield  C  B— £ 
Ix>r8elle  Lucien  F— £  c 


Martin  E  L-1 
Merritt  C  E— 1  c 
Messier  Louis  J— 1 1  c 
MUlette  F— 1  c 
Montague  J  A— c 
Morency  D  B— f  c 
Nute  Carla  S— 1 
O'Connor  L  Ar-f  e 
Parks  C  A— 1  e 
Parks  C  Er-1 
Paris  Thoa  D— £  e 
Putnam  ft  Taflamitie— 1  c 
Rockwell  Annette  J— c 
Roedelmerger  H— { 
Rogers  T  P  W— c 
Roth   Carl — f 
Russell  R  £— c 
Sanborn  E  C-< 
Sargeant  P  W— £ 
Sheehan  Ichn  A— f  1  c 
Sheehan  Timothy  M— f 
Shepard  Chas  F— 1 
Stark  Fred  R— £  c 
Steams    S    B— e 
Stevens  Chas  S— 1 
Sullivan  J  J— £  c 
Taylor  J  C— c 
TibbetU  Belle  F— c 
Taggart  J  C— £ 
Tmdean  J  F— f 
Vermille  Geo  A-^  c 
Wakefield  Geo  L-c 
Way  F  I^-c 
Webb   C   R— c 
Welhnan  J   A— 1  c 
Whittier  &  Fo8tei^£ 
Whittier  A   B— 1 
Young  &  0>— I 

MEREDITH 

Blaisdell  B— £  c 
Estes  James  F— £ 
Sanbom   Geo  F— £ 

MXLFORD 

Amsden  Herbert  W— I 
Brace  John  A — f 
Carey  W   O— I 
Hanlon  John  F — 1 
Keyes  Arthur  L — f  c 
Kidder  N  W— c 
Kittridge     ft     Prcacoil— 

£  1  c 
Luce  Chas  L^-c 
Rotch  A  B — £  c 
Rotch  W  B— f  c 
Trow  C  I^-£ 
Tuttle  D  D — 1 
Worcester  Geo  A — f  c 

NASHUA 

Andrews  Geo  N— £  1  c 
Boutelle  Geo  A— 1 
Burgess  J  L — ^1 
Canirean    Donat— f 
Cheever  W  H— I 
Oougfa  Joseph  L  ft  Soo 

— £  1   c 
Cross  Fred   D — i  1  c 
Crowley  James  B— f  1  e 
Dan£orth  Geo  E— 4 
Farley  Wm    A— £  1  c 
Haggerty  John— I 
Kendall  H  E^— £  c      , 
Lan^on  Edwin  H— t 
Ladieu  Enunctt  R— 1  c 
Moore  Husdi— £  1 
Petit  C  H  ft  Co— f 
Russell  Robert  E— 1  c 
Shattuck  Arthur  G— 1 
Small  W  C— £  c 
Thompson  Mabel — ^f  1  < 
Tuck  A  J—/  1  c 
Watson  James  F— f  1  c 
Whitney  lanes  F— I 
York  Walter  H— 1 

NEW  BOSTON 
Marden  C  F— £  c 
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NEW  MARKET 

Boisvcit  Ernest— —I 
Grmn  John  H— f 
Gndreaii  Wm  J— 1 
Kiogman  Bela—f  1  e 
pjntham  E  P— f 

NEWPORT 

Carej  Bernard  W— <  e 
Jameson  Harry  E— 1  e 
XendaU  H  W^  1 
McCrilUa  John-^  1  e 
PoUard  Fred  T— £  1  c 

NORTHWOOD 
Cotton  A  E-l 

FENACOOK 

Bnxton  &  Sherburne— 
flc 

FETERBORO 

Hatch  R  B— f  1  e 

Telliaon  C  W— 1 

Jonet  E  W— I  c 

Sheldon  P— c 

White  D  M  &  Co-^  1  c 

PITTSFIELD 

Berry  &  Winslow— I  c 
Cotton  A  E — ^f 
lane  E  A— f  c 
Mcara  W  P— c 
PerldnaEO— f 

PLYMOUTH 

Ayer  ChAs  J— f  1  c 
Berry  H  E^-l 
Berry  J  C-1 
Brown  F  W—f 
Bnrleigh  Alriii— f 


Galley  F  C-f  1  c 
Fell  in  M  A— f 
Hncidna  J  P-f 
Keinston  D  B— 4 
ToUen   F— 1 

PORTSMOUTH 


Berry  W  _ 
Butler  F  D— £ 
Conlon  W  L  &  Co— <  c 
Conner  &  Gardner — £  1  c 
Edaon  Mrs  M  C— £    1 
EntwisUe  W  T— £  1  e 
Eyana  E  C— c 
Goldsmith  R  E— c 
Griffin  W  T— 1 
Hafford  J— 1 
Hatch  A  R— « 
Hatch  C  E— c 
Hazlitt  C  A— £  c 
Howard  A  F— £ 
Kehoe  C  H— c 
McMullen  T  W— e 
Moran  S  A — c 
Oldfield  Fred--£ 
Pender  John  Ina  Afeacy 

— £  c 
Sise  John  &  Co— £  c 
Stoddard  E  Percy— £  1  c 
Tra£ton  &  Wood— f  1  c 
Tticker   P  C— 1 

RAYMOND 

Bartlett  Jno  T— f 
Blake  Joe  A— f  1  c 
Brown  E  T— £ 
Dudley  Walter  J— £  c 
Guinea  Chaa  W— c 
Healcy  J  M— £ 
Moonaon  Ivan  B     c 
White  W  A— £ 


ROCHESTER 

Baril  T  A— 1 
Bosch  J  M  Jr— 1 
Colman  C  D— f  1  c 
Gelinas  A  G — f 
KendaU  Frank  I^-£  1  c 
Preaton  A  E  &  Co — £lc 
Small  F  E— £  c 
Smith  H  D— £ 
Twombly  C  H— £ 
Vamey  C  W  4  Co— £  1  c 

SALEM  DEPOT 

Gordon  Geo  C  ft  Sona— 
£  Ic 

SALMON  PALLS 

Stevena  C  E-f 
Townsend  E  W— £  1  c 
Wentworth  R  S— £  1  c 

SANDWICH 

Gihnan  A  S  Ar— £ 
Hart  Elmer  B— 1 
Heard  E  M-f 

SOMERSWORTH 

Brown  Fred  H — £ 
Crawford  ToUea  ft  Co— 

£  1  c 
Gagnon  FT — £  c 
Gandreau  LI — £  1  c 
Grant  Earl  T— 1 
Joyce  J  H — £  c 
Lancton  J  H— c 
Muasey  F  A — £ 
Ruaaell  W  F— c 


WALPOLE 

Bnawell  H  H— 1  c 
Rodenbuah  C — £ 

WARNER 

Hook  A  J— £  c 
Tewksbury  H  R— £ 

WEARE 

Breed  Edward  T— £ 
Eaton  Frank— 1 
Herbert  W  S 


WILMOT 
Goodhue  P  E— I 

WILTON 

Balea  Geo  E — £  1  c 
Cheevcr  H  De  L— 1 
Foster   W  E— c 
Langdell  L  M— £ 
Putnam  C  E— c 
Spalding  S  A— 1 
Woodward  N  I^-£ 
Young  A  C— I 

WINCHESTER 
Breigham  H  W—f 

WOLFEBORO 

Abbott  &  Avery— f 
Britton  Wm  J— £ 
Edwards  L  N— £  1  c 
Piper  C  D— £  1  c 

WOODSVILLE 

Bartlett  R  T— f  1  c 
Dearth  F  P— f  1  c 
Whitcher  W   F— f 


NEW   JERSEY 


C.J.ADAMS.  Pres. 


CARLETON  E.  ADAMS.  Vice-Pres. 


LUCIUS  I.  WRIGHT,  Sec'y  &  Treas. 


C.  J.  ADAMS  CO. 


REAL  ESTATE  AND  INSURANCE 


REAL  ESTATE  AND  LAW  BUILDING 

ATLANTIC  CITY,  N.  J. 

REPRBSBNTINa  Detroit  HumboUt 

awHRu  s  miuuBu  *i«»  Ffawneiis,  WsihlDftoB,  D.  C  London  and  Lanosahhe 

AiDsny  Fireman's  Fund  Mlehlgaa-Comnwrdsl 

Igrienltaial  Watartown.  N.  T.  Gennan-Amerlcsn,  Bslto.,  Ifd.  Midiiffm  Fire  and  Marine 

Aths,  EnglaiKl  Qlsns  Falk  MOkn  National 

Ckvabadlfatioiial  Olobs  UnderwiitV  Ag^^  N.Y.  Minneapolia 

OohmUaii  Natioiial  Granite  Stats  New  Hampahize,  lCaaeh*r,  NJS.  Svea 

OBmmerciBl  UnloD  Hamilton  Niagara  Tentonla,  Ps. 

OoaasetisQt,  Hartford,  Oona.  HanoTer  Nonrleh  Union,  Nonrlsh.  Bag.  United  nremens 

Goatlaeatal,  New  York  Hartford  Ftoopks  National  Vnleaa,  Nsw  York 

Delaware  Undarwriters  Fhoeniz,  Hartford,  Gona.  Western  Asrai'oe  Co^  Toronto 

UfC  Aalofliobile,  fMcilty.  Aeddcat,  Plate  61m,  LiaMIUy,  Boiler,  Hevator  aiid  Barglary  fattaranee 

FldettFftOasnattjrOo^N.Y.  OBsnsIt70o.of  Afflsilea,N.Y.  1VaTelenInniianeeOo.,Hartfotd,Oonn.  Boyal  Indemnity  Go.,  N.Y. 

London  A  Lamoaeklra  Guarantee  and  Aoeklent  Oa 


]ftoTidenee  Washington,  Ttoyi- 

denoe 
Qoeen  Insuraaee  Oo^  N.  Y. 
Royal  Ins.  (To.,  liyerpoqL  Eng. 
Ssenrlty  Ins.  Go.,  New  fiavn. 

Conn. 
Sua  Ins.  OfBes.  London,  Bi«. 


ARLINGTON 

Affloun  Adolpli— f 
Comina  Loais   K-— €  1  e 
£Ushttiiiins  H   &-~f 
lindblom    L   W— I 
Strong  £  A— f 

ASBURY  FAKK 

Appleby  Prank  T— f  c 
Asbmy  Park  Realty 

Brewer  Oaboni   ft  Smith 


Burrouffhs  W  C— I  1  c 


Calvert  &  Shubert— £  1  c 
CoTcrt  D  C— f 
Ferguson  &  Son— f  c 
Hickmatt  J  P— 1  c 


Milan  Ross  Agency^-f  le 
Pawley  &  Co-<  1  c 
Pittenger  Geo  W—f  1  c 
Robhans  Albert— f  1  c 


I 


1. 6.  Isrrii;  Ptm.  Gss.  A.  WMbm  Sm'j  k  Tksas. 

A»aaa0sOo^  rfA&.0hal«,CUisMnrfHs3.0iiBMidls,  QarMBrfFMiib 
SsTMa  ef  Kttd> v^  QarasB  iMrkaa  of  ntl^bucL  QarasB  AMriflSft 
ITn  SsTMa  Allisf^I.  %  Hsad  la  bad  llnd^  Hist  fitienal,  ¥aik  B.  a. 
MJMsIs  rfFtti%llagara-Bi(i«it1MUUadeblaad,la0ttiiliUBkaA 

MfL  Mats  «f  kig^  iHsal  P.  A  In  Ifo^  fin,  Torkikiie.  IAp«H  IT^ 
IkTrs  Flats  UaM,  Oiiaa  Asatet  A  OuraatM  Oerp.  kf 

BAlTLEn  BLDG.  ATLAimC  CITY.  N.  J. 


ATLANTIC  CTTY 

Adams  C  J  Co— f  1  c 
Bacharach     Real     Estate 

Co— f  c 
Cavileer  W  K— f 
Hammer  J  G— 1 
Harris  Co  Agency — f  c 
Howard  P  E — f  c 
Tohnston  R  M — 1  c 
Koch  L.  Tos. — ^1  c 
Lindsay  Warner — f  c 
Manning  E  N — f  c 
Mason  J  H— f 
Phillips  A  H   Co  The— 

f  c 
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N.  J  .--Atlantic  City, 

Con. 

Pryor  Q  Cloud— 1  c 
Riddle  Wm—f 
Risley    Maurice — f   c 
Springer  James  B — £ 

STEPHANY  &  CO. 

Bat.  1878 
ATUNTICCITY.  N.J. 

Pkoooix  Amv.Ool,  BMhMkirfl«nu 
Uiid.,  Iait«n  Um.,  OuMtea,  Bun 
Diid.,liiffn  Mam.  Bondng.  fimt 
iHtin  du.,  Qtmiiua  kfe.  I.  T. 

EGQ  HARBOR  CITY.  N.  J. 
]IoBHiBi.OoofX.T.,  Kiigan,  Fin 
iao.  PhiUt  Gwnutt  Firs  X.T^  &. 
tt.  u  10.  A.  Una^Son  Dud.,  XaUouil 
8bx«9. 

Walker  H  Lee— f  c 
Wyld  Fred  W— f  c 

BAYONNE 

Adler  Loui»--£ 
Annett  Chas  E--l^ 
Bond  Joseph  P— t 
Boylen  James  J— t 
ColvUle  C  M— £  , 
Crcighton  L  N— £  c 
DriscoU  J  J— £ 
Gould  G  H— £     .    ^ 
Hall,  Tiltenbcrg  &  Co 
Uolman   Edward   S— £ 
Johnson  J  M  &  Co— £  c 
Lazarus  &  Rickert — £ 
Roberson  Horace— £ 
Salter  W  D— £ 

BELLEVILLE 

Brooks  Geo  L — £ 
Clark  W  I>— f 
Coeyman  J  H — £ 
Depue  John  W — £  c 
Fairehifd  O  A— £ 
Gavey  Eugene  M — £ 
Osborne  A  H— £ 
Kyerson  John — £ 

BELVIDERE 

Carter  E— £  ^ 
Hilton  Mrs  Minnie— f 
Hixson  S  J— "f 
Morrow  wm  H— £ 
O'Ncil  Wm— £ 
Scarles  A  B— £ 
Searles  Harry — f  I  c 
Widenor  Ambrose  B — t 

BEVERLY 

Adams  Dr  E  S— I 
Addis  Geo  W— £ 
Bcatty  J  C— £ 

iordaji   E  B— f 
lorreU  J  T— f 
Parsons  J   S^£ 
Perkins  D  N— f 
Smith  F  J— £ 
Vansdver  W  J— ^ 
Wells  Z  P— £ 

BLAIRSTOWN 

Craig  A  B  &  Co— £  1  c 
Konkle  L  A— £ 

BLOOMFIELD 

Albinson    James— f 
Ashley  H  J— £ 
Carey  J  J— 1 
Davis  John  T— 1    ^ 
Edgerly  &  Gilson— I 
Haskell  L  C— 1 
Quinn  P  J— £ 
Newman  £  E — ^£ 
Russell  Nathan  Inc — £  C 
Sheridan  N  F— 1 


Stevenson  Company  The 

— £  c 
Stone  Frank  B— £ 
Sutton  L  E— I 

BLOOMINGDALE 

Ball  Ed  E— £  1  c 
Donald  S  R— £ 
De  Bow  Nelson — £ 

BOONTON 

Brown  J  L— £  1  c 
Cahill  K  J— £  J 
Hopkins  C  F— £  c 
Kerr  Wm  l£r-4 
Mitchell   S   H— 1  c 
Morse  &  Smith— f  c 
Todd  Geo  U—i^l  c 
Van  Duyne  N  S — ^1  1 

BORDENTOWN 

Aaronson  R,%-|  l!f„_ 
Burr  Samuel  E  &  bon— 

Garison  S  F — f 
Malone  J  R— £  c 
Roseloth  Samuel— 1 
Tantum  E  B — £ 

BOUND   BROOK 
Brampton  Stanley—f  I  c 
Dutcher    Simeon-—f 
Flammer  A  D — i 
Oakley  P  H--£  c 
Reed  Ralph  L— -£  1  c 
Suydam  H  C— ;£ 
Van  Syckel  T  D— f  I  c 

BRIDGETON 

Betchner  Geo  W— £ 
Bowen  D  M — £ 
Burt  J  Ogden— f 
Craig  Arthur  S-c 
Deal  Joseph  H— l 
Hampton   Geo — t 
Hand  Ellswortb-l 
Homer  Frank  B— c 
Lewis  Pancoast— I  c 
Loder  Lerov—f    . 
McAllister  &  Wnght— c 
McGear  J  Brodie— £ 
McKee  F  C  Jr--£ 
Meyers  Louis—f  c 
Mitchell  John  G— £ 
NiUhe  Geo  A— 1 
Potter  Francis  D— 1 
Powell  Jos  H--!  c 
Reeves  Hugh  L— f  1  c 
Sharp  Barton  F— t  1  c 
Starger  &  Starger— £ 
Ward  Roscoe  C— £ 
WareJa8S-£l 
Watkins  Daniel  J— 1  c 
Wright  A  C— £ 

BURLINGTON 

Armstrong  J  A— I  1  c 
Branch  Reginald— £  c 
Doolin  E  C— £,c 
Dresser  A  W— £  1  c 
Peacock  &  Peacock— £  c 
Rigg  Budd  M— f  c 
Shaw  Samuel  G— £ 
Taylor   Joshua   «   Son^ 
£  1  c 

BUTLER 

Glann  Milton — £  c 
Gormley  Edward  D— J 
Roome  &  Lamscha--^  c 
Stiff  Wm-1    „    , 
Treweeke  R  F— I 
Ward  Jesse— £ 

CALIFON 

Apgar  C  W— £ 
Geist  &  Worman— £  b 
Pill  Jos  F— £  1  c 


CAMDEN 

Ackley  C  S-f 
Baker  James  F  Co— t 
Bartlet  &  Versa— £  c 
Boardman  T  F— £ 
Boaset  Morris  G — £  c 
Burr  F  J— £ 
Burleigh  J  J— £ 
Burr-Smith  Co— £  1  c 
Butcher  Chas  M — i 
Cheney  John  W  &  Co— 

£  I  c 
Condit  D   Harry— £  1  t 
Cornell  H  I>-£  e 
Davis  William  H— £ 
Evans  H  G— £ 
Felton  Chas  H  &  Co— f 
Fister  Wm  V— f  c 
Fitzgerald  Thomas  B — £ 

1  c 
Freeman  Bros — £     ^ 
Hallinger  Wm  P— f  c 
HaUoway  E  O— c  ^       , 
Hatch  Cooper  B  &  Co— £ 
Henderson  D  A  &  Co— 

£  1  c 
Humphreys  Louis  B— f 
Jessup  Geo  W  &  Son— f 
Justice  J  S  &  Co— £ 
Keene  Mrs  A  £  c 
Kirkbride  G  W— £ 
Lare  A  B— 1 
Low  J  S—  £ 
Massey  W  E— £ 
Mather  J   A   Jr— f  c 
May  Edmund— £ 
Miller  Craw£ord  &  Co— 

Newkirk  Chas  S  &  Co— 

f 
Nixon  Horace  F— f 
Nowry  Jas  E — £ 
Ott   S   C— £ 
Patton  W  F— £ 
Reader  L  B— £ 
Rieder  R  F— £ 
Renwick   D   S— c 
Royal  Herbert  W— £ 
Schmidt  Wm—f 
Smith  tJT— £ 
Stem  D  H— c 
Stokes  &  Packard— f 
Truscott  &  Sharp— f 
Verga  Lawrence— f 
Wesley  &  Wesley— £ 
West  T  I— c 
Whaland  Harry  H— £ 
Wilson  &  Carr— £ 
Wilson  J  E— c 
Wimer  G  N— £ 

CAPE  MAY 

Campbell  Charles— f  c 
Eldredge  Samuel  F— £  c 
Hughes  Gilbert— f  I  c 
Hughes  J  Harry — £ 
Miller  C  Earl--£ 
Needles  Sol— f 
Richardson   F  C — £ 
Stites  E  P  &  Son— f  c 
Taylor  James  F^— f 

CARLSTADT 

Foth  Herman— f  1  c 
Ullman  Jacob  H — f  c 
Zimmerman  Geo  &  Son— 
f  c 

CLINTON 

Baker  &  Smith— f 
Bien  Geo  W— 1 
Kline  &  Shive— f 

CR AN FORD 

Ferguson  &  Van  Name — 

f  1  c 
Sackett  Grove — £  1  c 
Seward  Clarence — £  1  c 


DOVER 

Baker  W  H— f 
Carry  John  R— 1 
Cooper  Peter  E— f 
Hummer  D  R— f  1  c 
Jenkins    Edward— f 
King  H  H— 1 
MoUer  John — f 
Northcott  M— 1 
O'l-eary  P  B— 1 
Schwarz  Harry  L— f  1  c 
Tippett  F  H— £  I  c 

EAST  ORANGE 

Ballard  M  I^£ 
Bancroft  Fraak— £ 
Blauvclt  J  N  &  R  T- 

£  c 
Braen  Edward  E  Co— fc 
Butterworth  R  H— f 
GasUe  F  D— £ 
Connolly  &  Connoily— f 
Errickson    Walter  F— f 
Geer  F  M— c 
GUliams  John  F — ^l 
Greeninff  Chas  H— £ 
Grover  Geo  A— £ 
Hedden  W  G— f  I  c 
Holmes  R  D  &  Co-f 
Johnson  Thos— £ 
Jones  A  J— £ 
Kelley  E  A— £  c 
McComb  Edward  W— f 
McWilliams  J  W— f 
Nevins  C  H— f 
O'Donoghue  C  Co— t 
Peterson  Miss  M  L— f  c 
Savage  S  J— £ 
Simmonds  J  (i — f 
Smith  Thos  H— f 
Taylor  F  H— £ 
Ward  Frank  C— £ 
Westervelt  C  A— f 
Willet  Henry  S— f 
Wirthinrton  H  Jr— £ 
Young  F  W— £ 

EGG  HARBOR  CITY* 

Cast  Chas  T— £ 
Kann  Henry— 'f 
Stephany  &  Co— £  I  c 

ELIZABETH 

^  Bishop  S  C— { 
Bourdon  W  A— I  1  c 
Boyle  M  W-f 
Coiins  J  J— £ 
Dix  Warren  R— £      ^ 
Dunbar    ft   Weaver— I 
Fontaine  F  E— £ 
Gabriel   F— f 
Gorden    L— f 
Hall  J  G— f 
Hennessy  D  F-^ 
Keys  H  C-£  1  c 
Marz  C— £ 
Meeker  W  H-f  Ic^ 
MUler  B  B  ft  Co-f, 
MuKord  ft  Kcyt-£  I  c 
O'Donnel  I^f  1  c     , , 
Ogden  B  M  ft  S  R-^  I 
Patterson  R  L-f 
Phares  E  W-£  1  c 
Poppenga  S  A— I 
Pulsford  T  A— £ 


} 


ft  w  n-i 


Ryan  J 
Stein  W  F-< 
Walker  J  H— £      , 
Whittemore  A  R-£ 
Williams  C  W-l 
Woodward  ft  WiIliaiM<» 
-fie 

ELMER 

Cochran  Abraham— £  c 
Edmunda  John  C—- £ 
Hitchner  R  M— £ 
Nieukirk   E  W— f 
Stratton   C  L— £ 
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ENGLEWOOD 

BertwhiflUe  &  Ltvingt- 

ton  C6— f  c 
Conklia   William— f   c 
Coe  Arthur  E— f 
Fink  J  H— f 
Goriiam  R  A  Co— f  e 
Homaas  Shepard— 1 
Honick  &  Hm--f 
Lenssen  A  Tr — ^f 
McKiimey  J  H— 1 
Miller  L  A-l 
Mowry  L  D-f  1 
Probst  Frank  B— I  c 
Remmiind  B  F— 1 
Smith  B  M— f 
Van  Biukirk  Maxwell— f 
Valentine  D  P— C 
Vermilye  H  R— f  c 
Weatherby    W    ft 

fc 

FLEMINGTON 

AlTater  &  Landi»— f  1  c 
Berkaw  B   H— f 
Bloom  George  H — f 
Dilts  Angqatua    f 
Glazer  Marcus  L— f  1  c 
Larae  George  K— I  o 
Parloer  Broa— f  1  e 
Robbins  Adam  O— f 

FREEHOLD 

Barkalow  C  B— f 
Bender  Geo-— 1 
Butcher  Donald  C — flc 
Crawford   Wesley — ^1 
Dc  Roche  J  A— c 
Donahay   Toa   L — f   c 
DuBois  Chaa  V— f  c 
Hankinson  Wm  A  Jr — f 
Hendrickson  ft  Van  Der- 

Tcep—f  1  c 
Lockwood    Samuel    A— 4 

1  c 
Monahan  Toa  A — ^1 
Mount  H  J— f  1  c 
Naylor   Garret— 1 
Pattison  E  W— f  I 
Rosell  Johu  T— f  1  c 

FRENCHTOWN 

Able  H  J— f  1  e 
Hagaman  L  D— f  c 
Hough  J  C— < 

GARFIELD 

Ahaor  John  N— 1 
Anderson   L— c 
Boehmer  Cha»— f 
Brown  Lawrence  E — 1 
Brown  M  S— f 
Elgersoma  C — f 
Ingne  Ciro — 1 
Janowsek  Emil — ^1 
Komhoff  A — f 
Messenio   Frank — f  c 
Meyer  Chaa — f 
Mueller  Albin— 1 
Muller  Frank— C 
Perrone   Frank  Jr — f  c 
Romoglia  Frank  V— f 
Van  der  Plaat  T  Ji— f 
Whitehead  Mifes  C-4  c 
Wright  &  Reynolda-f  o 

GERMAN  VALLEY 

Dufford  P  S — f  1  c 
Walch  John  C— f 
Walsh  E   C— f 
Wiley  F  J— £  1  c 

GLASSBORO 

Downer  ft  Son  N  A— f 
Imhoff  Jacob   F — ^f  1  c 
Pierce  E  S— f 
Shute  H  C— f 
Sturgesa  Edward  L — flc 

GLEN  RIDGE 

King  R  C-^  1  c 
Langstroth  T  W— f  c 


Phillips  John  B— f 
Pierson  A  R— f 
Russell  Nathan  Inc— f  c 
Ryan  Vincent  A— f 

GLOUCESTER  CITY 

Casey  Geo  A— f 
Glenn  S— 1 

Hambleton  Wm  B— f  c 
McCormick  Wm— f 
Mullen  Daniel— { 
QuigleyJ-f 
Reerea  Hany — f 
Stetser  ft  Stetser-{ 
Whittington  Jos — ^f 

GUTTENBERG 
Eyiyper  W  J  ft  C  A— I  c 


Knoeb 


loebel  P  R— f  c 
Rose  W  F— f  c 

HACKENSACK 

Barkman  B  B — f  1  c 
Bergen  Realty  Co— f  c 
Beyer  Edward — f  1  c 
Gumming  Thos  H — f  c 
Doremus  H  B — f 
Fountain  C  S— £ 
Haring  J   Elliott— f  c 
Hinds  Florence  M — f 
Hinds  John  F  ft   Son— 

f  c 
Johnson   Agency   The— 

f  c 
Newman   Bros — f  c 
Phillips  E  T  ft   Co— f  c 
Romeyn  James  A— f  c 
Ross  F  B — f  c 
Shaffer  Wm— f 
Taylor  F  M  ft  Co— f  c 
Van  Gieson  J  B— f  c 
Waite  F  H— f  c 
Walden  Daniel  T— f  1 
Washburn  Thoa  F— f 

HACKETTSTOWN 

Fisher  James — f  1 
Neighbour  Morris— f  c 
Trimmer  A  W — f  1  c 

HADDONFIELD 

Abel  Geo — f 
Alburger   P  F— f   1 
Alexander  C  G — 1 
Archer   F  M— f 
Bishop  R  P— f 
Braddock  H  L-f 
Clement   A— f 
Cook  C  B— 1 
Cooke  W  L-1 
Dawson  H  B — 1 
Dreby  E  C— £ 
Field  H  B— c 
Foard  M  B— f 
Fox  R  E— 1 
Fredericks  Geo  E— f 
Graff   L   E— f 
Gng^  H   S— f 
Harrison  Wm  H — ^£ 
Heins    L   J— f   c 
Hopkins  T  S— f 
Kreuger  F  Jr — f 
Krouse  C  A  &  Co— £  c 
McNeill  Arthur  Y— £  1  c 
Magill  E  F— £ 
Masters  W  G— 1 
Pierce  C  F— c 
Pressey    D — f 
Reid  W  L— c 
Tatem  J  F— f 
Tildcn  V  R— 1 
Titus  B  O— £ 
Willcts   S  A— £ 
Wood  Harry — c 

HAMMONTON 

Baker  Jos  A — f 
Bemshouse  W  H — f  c 
De  Puy  WayUnd— f 
Garton  J  H— £ 


Hammonton  Trust  Co— 

f  c 
Patten  J  P— f 
Perry  Jos  W— I 
Philiipa  H  M— 1 
Ptcken   Robert— £ 
Strouse  Geo  E — £ 
Tilton  W  R— f 

HARRISON 

Riordan  Joseph  A — f  c 
Van  Deren  Clarence  T — 
f  c 

HAWTHORNE 

Johns  E  A— £  c 
More  A  G— I 

HIGH  brid(;k 

Apgar  Luther  A — f 
Apgar  John  R— f 
Trimmer  E  D— £ 

HIGHTSTOWN 

Allen  ft  Stults— f  1  c 
Keeler  N  A — f  c 
McKay  Miss  M— f  c 
Perrine   W   N— f 
Schenck   E   G — c 
Shangle  J   R— 1 

HOBOKEN 

Arato  E  A  J— £ 
Bender  F  W— £ 
Benson's  Jas  Sons — f 
Borchcr  A  H  Jr— £ 
Bunnell  Chauncey — £  I  c 
Burnhorn  C  A — £  1  c 
Byrne  Jos  M   Co— f 
Carey  Bros— £  c 
Daab  Philip— c 
Eckhardt   f  J— 1 
Fall    Charles— f  c 
Goldram  N  M  &  Son— f 
Hall  Tietenberg  Co— f  c 
Harpers'  Agency — £  c 
Keisler  G  f  ft  Co— f 
Lauckner  O  O  Ins  Agcy 

— £  c 
McArthur  John  E — £ 
McLaughlin  Jas  J — £  c 
Magee  Eugene  V— f  c 
Mayer  Leo— £ 
Mayer  L  J— £ 
Schau  H  G— £ 
Schiller  Albert  S— f  c 
Schmidt  Fred  F— f 
Scfaultx  ft  Grauert— £ 
Sengstacke   Wm — f 
Stack  Edward— £ 
Steljes   &   Stelies— f  1 
Tissott  C  A— £ 
Washington  Realty  Co — £ 
Weidner  Henry  J — f  1  c 


White  Wm  H— f 
Yates  John 


HOHOKUS 

Keiser  G  J  B  ft  Co— f  c 
Keiser  I  B — i  1  c 

IRVINGTON 

Bonnet  Mrs  Mary— c 
Broaa  Edgar  A— £ 
Dangher  ft  Co — f 
FlindeU  ft  Co— £ 
Harrison  Geo  D — ^f  c 

Jones  Mrs  Lottie  A— £ 
f  artin  J  P— f  c 
Reinfeldfer  E  C— £ 
Sharp  F  R— f 
Short  J  W— £ 
Stales  A  J   Co— f  c 

JAMESBURG 

Brooks  Wm  H— f  c 
Courter   Wm   H   Agency 

The— f 
Davison  B  D — ^f 
Dayison  C  M— £ 

JERSEY  CITY 

Bauriedl  H  J— £  c 
Bieta  F  W— f 
Brown  ft  Osmond— f 
Byrne  Jos  M  Co— f 
Davis  Robert — f 
Erwin  ft  Co — £  c 
Fengado  W  S— f 
Frank  A  A— £ 
Gaddis  F  &  Co— £  c 
Garrison  W  V  ft  Son— £ 
Haesloop  J — £ 
Heights  Realty  Co— £ 
Higson  ft  Higson — f  1  c 
Hostman  G— £ 
Insley  E  W  ft  Son— f 
Jaquith  Wm  P— 1 
Lauckner  O  O  Ins 

Agency— f  c 
Lewis  Fiank  H— I 
Love  ft  Wanscr— f 
McLaughlin  J  A — £ 
May   R  C  Er-f 
Mendles   Theo— £   c 
Meyer  ft   Klein  Co — £ 
Michel  ft  Moore — f  c 
Muller  ft  Rollfs— £  c 
Muller  A  G— £  c 
Muller's  John  E  ft  Son— 

£  c 
Mullins  ft  Cronan — £ 
Nagle  J  F— £ 
Nelson  ft  Ward — £  c 
O'Ncil  A  T— f  c 
Osmond   A  C— £ 
Patterson   ft   Rowlands— 

£ 


VAN  HOIITEN  &  SHERWOOD  CO. 

Louis  Sherwood,  Pres. 
Telephone,  Jeiaey  Qty  83  ]5  Exchange  FUc« 

Representing 

Plrcmans  Fond,  Travelers  of  Hartford,  Olobe  and  Rutgm 

Commonwealth,  N.  V^  U.  S.  Fidelity  and  Qnaranty,  Md. 

AntomoMla  and  Worlcman's  Compensation  Ins. 

WOODWARD  ft  WILLIAMSOli 

T^topkmM,  373  J.  0.  ClNC.>       343-5  Washington  St 

AutliorlsMi  Aoants  for 

Continantil,  I.  T. ;  Unrpool  &  kndoa  ft  61d»;  IJ.  Vodirvritin 

igeaer;  law  Vaiaa  andlmk,  log.; 

Pittsbui^rir«,Fa    ' 

Oonaaroal  Uaion.  ] 

York  Rats  Glass. 

diBiiiity;  Colamlua,  I.J.  (iatos);  UnioB  Kirhie,  bg.  (iatM). 

Branch  Office,  203  Broad  St,  BBzabeth,  NJ. 
Branch  OfflcarSO  WOUan  Street,  New  York  Qty. 
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N.J.,  Jersey  City-Con. 

Paul  J  H— f  c 
Ruuom  B  P— f  e 
Rippe  Arnold — f 
Rollfs  &  Lampe — f 
Ross  R  S— f 
Roth  &  Millex^f  c 
Rowland  S— I 
Rttssell  H  J— ^ 
Ruykfaaycn      &     Hauen- 

stcin —  £  c 
Ryer  Thos  A  — f 
Schau  Henry  G — f 
Schenck   &    Schenck   Co 

— £  c 
Schumann's  G  Sons — £ 
Slater  C  H— £ 
Smith  Co  C  P-^ 
Smith  Thos  M— 1  c 
Steyens    Frank — f  c 
Taylor  £  M  &  Co— £ 
Tenbroeck  Morse  Co — £ 
Van     Houten     &     Sher- 
wood Co — £  c 
Wallace  Wm  C— £ 
Woodward  &  Williamson 

Inc — £  c 
Wooley  M  &  Son— £  1  c 

KEARNEY 

Amman  Adolph— £ 
Canfield  Burton  E — £ 
Comins  Louis  K — ^f  1  c 
Eilshumius  H  G — f 
Lindblom  L  W— £ 
Strong  E  A— £ 

KEYPORT 

Ackerson  H  E  Jr — £  c 
Brown  Geo  W— £ 
Clayton  Chas — f 
Taylor  Marcus  B — i 
Walling  Alvarado  M— I 
Walling  R  O— £ 

LAKEWOOD 

Bradshaw  Co  A  M— £  1  e 
Le  Compte  E  E— £ 
Lynch  Jasper — f 
Tickner  Ed  A— £  c 

LAMBERTVILLE 

Dilts  Robeht  H— £ 
Hayhurst  W  F— £ 
Holcombe    &   McCracken 

— £  1  c 
Lyman  W — £ 
Sergenat  L  H— £ 

LITTLE  FALLS 

McQincey  W  G— f 
Matches  C  W— £  c 

LONG  BRANCH 

Braney  T  F — £  c 
Emanuel  &  Co— £  c 
Green  Harry  W  &  Brot 

— £  c 
Holston  Arthur  L — £  c 
Woolley  &  Sherman  Co— 

£  c 

MADISON 

Benjamin  Chaa— £ 
Cook  E  L— f  « 
DaTey  P  C— 1 
Eagles  Alex — £  c 
Keating  Jos  V—  £  e 

MANASQUAN 

Bush  Ralph — £ 
Conover  Wm  T— 1 
Goddard  E  F— 1 
Green  E  B— £ 
tansen  J  H— 1 
Longstrect  John  A— f  c 
Miner  J  D— £ 


Morris   Wm — ^1 
Sprague  F  T— 
Townsend  Geori 
Zimmerman  H 


1 


MATAWAN 

Bcdle  W  G— £  1 
Fountain  Wm  A— I  1  c 
Heuser   Geo— 1 
Schock  C  S— £ 
Shepherd  George  B — ^£ 
Voorhces  James  E — £ 
Wardell  C  H— £ 

MERCHANTVILLE 

Beatty  C  H— 1 
Craig  Arthur  E— £ 
Downs  F  A— f 
Gaskill  Theodore  L— f 
Griffith  Joshua—f 
Hollingshead  G  I — f 
Holman  W  A— £  1  c 
Lewis  W  H-l 
Longstreth  Wm— 4 
Morton  J  Edgaj^-£ 
Pierce  C  F— 1 
Ruth  Mrs  Mary— £ 
Swope  D— £ 
Walton  Coates  Jr— £ 

METUCHEN 

Ayers  H  Er-£  1  c 
Campbell  Chas  C— £  1  c 
Fierson  Truman  T— £  1  c 

MIDLAND  PARK 
Christopher  C  J— £  c 

MILLBURN 

Reeye  Chas  R— £ 
Schmidt  J  H  Jr— £ 
Summers  W  E.—1  1  c 

MILLVILLE 

Andreas   Chas — ^1 
Banks  Mable— £ 
Broadwater  D  B — 1 
Burt  H  O— £ 
Clark   Geo— 1 
Conover  Chas  B — f  c 
Davis   Geo— 1 
Erickson  H  R— £  1 
Ghagan  Wm— I 
Goodwin  E — £  c 
Goodwin  Wilbcrt- f  c 
Headley  James  R  H-^  c 
Heaton  Wm— 1 
Langley  £  L  &  Co— £ 
Oliver  Roy^£ 
Powell  Harry — £  I  c 
Sampson  P  S — 1 
Sheldon   Wilbcrt— f  c 
Simmons  Thos  S — £  c 
Smith  Jos  F— £ 
Thomas  Geo— 1 
Weatherby  Henrir — £ 
Wheaton  Frank— 1 
Whitaker  Thos— £  1  c 

MONTCLAIR 

Anderson  C  W — ^1 
Brewster   S  L— £ 
Connelly  H  S  &  Co— £ 
Crawley     Francis     M    & 

Bros— £ 
Draper  R  B— £  1  c 
Hening  R  M— £ 
Hughes  &  Taylor  Co  Inc 

— £  c 
Jenckins  &  Marshall — £ 
Larsen  Peder — f  1 
Mooney   James — £ 
Parsons  W  H— £ 
Roche  Thos  A — £ 
Simpson-Merritt    Co— £ 
Stone  W  E— £ 
Taylor  W  M— £ 
Watkins  Jas— £ 
Yost  Henry  L— £ 


MOORESTOWN 

Aitken  G-£ 
Evans  Geo  B — ^£ 
Gillespie  Geo— £ 
Kennard  W— 1 
LeConey  Wm  G— £  1  c 
Pettit  A  S— £  1  c 
Spooner  Geo  C — 1 
Stokes  N  Newlin  Jt— f 
Sullivan    J    T— f 
Wright  Wm— 1 

MORRISTOWN 

Ayres  Theodore    &  J   B 

— £  1  c 
Baldwin  Frank  D— £ 
Day  S  S— 1 

Genung  Harvey  J — £  1  c 
Griffith— £  1   c 
Griswold  H   E— f 
Hipson  E— £ 
Hurtzig  Wm  G— £ 

iohnson  J  H  &  Co— £ 
Icrrcll  F  W— 1 
Roach  V  D— £ 
Romine  D  E  &  Co— £ 
Ross  Geo  H  &  Co— £  1  c 
Searing  J  Walter— £  1  c 
Smith  Geo  C— £ 
Van  Dyke  &  Wise— £ 

MT.  HOLLY 

Bowker  R  W— £  1  c 
Hawkins  Harry  Jr — £  1  c 
Howell  John  R— £  1  c 
Hulme  f  S— £ 
Kelsey  &  Kille— £  c 
Krayer  C  J— £  1  c 
Oatman  Johnson — ^I 


NEWARK 

Adams  F  W— 1      ,,^    ^ 
Ambroze  Vincent  W— f 
Baker  W  R— 1 
Bamberger  Maurice — I 
Bancroft  Frank — £ 
Beaty  W  I— £  c 
Beriy  J  J  &  Bro— f  c 
Berry  V  P— £ 
Bice  &   Bice— 1 
Bick£ord  A— 1 
Bissell   T   J— 1 
Blasberg  &  Ziegler— f  c 
Bond  Geo  E— £ 
Bonghner  &  Co  A  K — i 

Bom  C  N— 1 
Bray  A  W— 1 
Brittain  H   M— 1  c 
Brown  &  Kingsland — ^£ 
Byrne  J  M  Co— f  1  c 
Camp  J  F— 1_     , 
Carlough   F  V— 1     ^ 
Cavicchia  Peter  B— £ 
Chandler  W— 1  c 
Chapman  A   S — £ 
aark  M  H— £ 
Clarkson  W  B— c 
Coe  T  C— £       , 
Coleman  H  H— 1 
Coleman  W  S— £  c 
CoUinson  D  H— £ 
Conlon  R  P  &  Son— £  c 
Cotes  Ben  L — 1 
Crowley  T  F  Jr— £ 
Culver  J   Hatch— f 
Daly  Edw  P— c 
Davctt  E  M— c 
Day  &  Cornish — ^1 
Dempsey  W  A — 1 
De  Richemond  H  L — ^i 
Dodd  Chas  S— £ 
Dunham  &  Jordan — t 
Egner  A  W— £       , 
Eichom  &  Foley— £  c 
Eisele  F  H— 1 
Eiselc  John  C— 1 
Errickson  W  F— £  c 
Essex  County  Agency— 

£  c 
Faulhaber   L  O— c 
Feist  &  Feist— £  1  c 


Fiedler  Corporation  The 

Fische^  F  J— £ 
Fischer  John — £  c 
FlindeU  &  Co— £  c 
Foley  H  T— c 
Ford  William— c 
Fosdick  L— I  c 
Garabrant  Jas  E  &  Co— 

Getser  &  Plum— 1  c 
Geist  J  H— £  c      ^       ^ 
General   Agency  Inc— t 
George  H  P— £ 
Giblon  John — c 
Griffith  T  W  Co  Inc— f  c 
Groell  Mrs  Augusta— f 
Guerin   &  Wilhams— £  c 
HaU  J  Elliott— 1 
Hand  Edward — ^£  c 
Hahn  J  I^-£  ^ 
Hannay  G  F  B— c 
Heard  W  N— c    ^ 
Henry  Chas  M— f 
Hernck  C  C— 1    , 
Hewson  Geo  F— f 
Hines  H  C— £   , 
HoUe  Joseph— f 
Honness  J  F— -£ 
Huegel  &  Clark— £ 
Hugg  C  W— 1 
HunW  B— £ 

Kmg  Geo  F — ^l  c 
King  J  W— I 
King  N— I   ^ 
King  R  C— f  ^ 
Kinne  E  B— £   ^,       , 
Kirkland  &  Yardley-f 
Lanereux  G  W— f  1  c 
Lelarge  George  B— f 
Levi  Rudolph — ^£ 
Lindcrman  H  R — 1 
Lippman  Loui»—f  c 
Ufictt  Charles  S— £ 
Litwack  Saul— 1 
Loebel  Chas — i  c 
Lord  H  G— 1 
Lowy  &  Co — f 
Lunch  C  C  &  Co-f 
Lushear  W  H— I  c 
Lyon  C  C— £  c 
Lyon  Ernest  A — £  c 
Lyon  Geo  Ei — i 
McArthur  J  E  Co— f 
McCord  C  F— 1  , 
MacDonald   F  M— c 
McDonough  E  W— £ 
McGuire  R  E— 1  , 
McNeil  John  T— £ 
MacKechim   Louise  G— » 
Mahoney  C   J — £ 
Marley  B  J—! 
Marvin  H  F— £       . 
Masterson  W  H—  I 
Mayer  John  Er--£  c 
Merges  Francis  *  Co-t 
Merklinger  E  A— £ 
Mills  P   R— c  ^      ^ 
Moflfatt  T  C  &  Co— £  c 
Morse  M  W— £ 
Murphy  H  N— c  ^      . 
Mutchler  Geo  ft  Co— f  c 
Myers  &  Stdl— £ 
Nelson  H— £ 
New  Arthur  J— £ 
O'Donnen  J  A— f      , 
O'Gorman  ft  Young— £  c 
Olcott  S   G— c 
Osborne  R  A— ^f 
Ferine  J  J— c 
Perry  j  Franklin — £ 
PetUbone  W  Lft  Co-fc 
Pfister   J  C— £ 
PhilUps  P  A— £ 
Plume  Geo  C— £  c 
Poh  Adam  J^— £ 
Popik  A]£red— £ 
Popik  D  N— £  c 
Prfce  M  J— f 
Reeve  Arthur  D— f 
Reid  J  H-< 
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Ran  Hemj^-f 
RklorbCG— {  e 
Bobertpm  A— f 
Rgnmiel  Eenrr  C — t  c 
Rorick  B  C—t 
RtKuIiuBh  W  5— f  ( 
Bflppnclit  I  Wm — I 
BTtwn  k  Hill— f  c 
Sckutf  J  H— e 
Schtdiacr  Sunuel— f 
Schloiiinr  L  Inc — f  e 
Scborr  AIbert--l 
Scribi  J— 1 

S«1t  Lockwaod  H— f 
Sdngc  Cku— f 
ShipBta   □iffOrd — f 


Smhlt-CMe  Co — f 
Smith  M  H— f 
Sommcc  G  F  ft  Son— fr 
Stein  Jnllw— f 
Slcrem  J  H  P— c 
SdlM  F  W  T— c 
StDDitabnrgb  &   StouCm 


TiUiM*  A— t 
Thusnan  W  li—r 
Trinpe  F  Co— f  c 
TmiieU  W  N— 1 
Tocbr  Edw  I^-l 
Utitr  F  N— £ 
Vu  Stilt  H  M— I  c 
Vu  V»len     M   B   Agcr 


Wliite  &  PcDwidi^l 
WickhuB  R  M  Co— f 
WilkiMon  ft  Cooper— f 
Wwdlei  Junei  E— ( 


-  _jr  C«leb   H— f  c 
Edm  Ju  A-le 

Fiilier  Cliii— f 
Ganlina  Ralpb— f 
HmUiu  k  VictOTT  Co— 

f  Ic 
Hendricks  J  M  &  Co— f  _ 
Kirlmatrick  J  BaT>''d  Co 


O'Conndl    JaiBf—t 
O'Connor  rficluel— f 
Parker  N«I«iii  T— f 
Stcnnion  B — f 
Towle  Ceo  C—t 
V«i  a«f  Howmrd— I 
Witwn  Tohn — f 
Williimt  Pmal— I 
WiUiuDBon    Lather    M— 

fc 
Wriiht  J  B— 1 


Lo«7  John  C—t 
Turtle  Itutberford- 


OCEAN  GROVE 
Cowrt  D  C — f  c 
Woolston  ErncM  N— fl 


Ajen  TbomM  O  *  Son 

BenrauD  John — f 
CUrk  J  A— f  I  c 
FriibceL  W— I 
HwuieTa  A  R — i 
-  ■   <•  Ju  S— f 

roinx  G  W— ( 

McDerltt  A   J— { 
Ottecbda  Wm  L-< 
Reeve  A  D—t 
~    ■  -1  3  T  «  C  A  &  Co 


PALMYRA 

*i.™  F— £  ,  , 

Flchter  Wm  L— f  1 
Hin*  Wm  E— f 
McNeil  John— f 
Porter  George  J — i 
Rudderow  «mV  4  FG 

— f 
SnelKn   Sydnej  G— 1 
Wallen  A  H— f 
Wimei  Geo  N— f  c 

PATERSON 
Ackernuo   D«nl  R — t 
Ackennin  Simeon — i 

Addinger   Fiedk  ]—t  . 
AlherM  R  E  Co  Inc— i 
Allen   H   A— 1 
Aubnrn  J«  H     ' 


HaldEOe  A  P— f  c 
Hanwn  &  Sinclair- f  c 
^udMD  &  Koopman — f  i 
Hughei  P»trick— 1 
Ksiaer  G  E^f  e 
Kuhn  &  Muller— f  c 
Lamhert   E  H— f  c 
Lee  John  F— f 
Leggett   Robert— f  c 


Madden  Tarn 
MegonlEle  £ 
Meri  W  I 


riaaee   Jtmea    A    Inc 

aaD  J  M  &   Son— I 
n  E  H— f  1  c 
itt  Saml  B— 1  c 
i  folliM  Geo  W— f 
Proeker  David  V— f  c 
Reynoldi  Charlen— f  c 
Reynolds   F  R— f  1  c 


SehuDUUin — Heink- 

Sh«w*Motr«oii— f  . 
Sherwood  ft  Lockwood— 

Venoenlen  A— f 
Warren  ft  Brown— f  c 
WoTden  G  H— (  c 


r  EG— f 
„....r  W  E— f  I  c       , 
Smedler  Howard  B— (  ■ 

PENN  GROVE 

Croler  Elwood— 1 

D«v  Herman—I 

="'th  Harr»— f 

ith  joiiah— ( 

Tr'imbuuTw— I  1  c 

PERTH   AMBOY 

Boynlon  Broi  ft  Co— f  1 


Conklio  F  R-^ 

Elkovics  Bro»— f 

P'™°Fr*ederiii*F— 

Goldberger  Leo  Jr- 
Han»on  John— I  , 
Horvalh  Michael— I 


n  Adolph— f 

n  Kant— f 

n  ft  Ho«trup—£  ( 


Ryan 
Shirle; 


PHILUPSBURG 
Bower.  J   S-(^ 
Cody  Thom»»— f 
Diechman  ft  McConnel— 

nin'  C  J-f  , 

Hay  Ronet— f    , 
Judge  Miry  I— <  , 
MacGowen  Chaa— £ 
MwneU  ft  Newmw— 

Sharp  Ch»»  ^~*,'  "= 
Shimer J  M  R-^ 
Smith  gd««d-^f^e 

VMWll["d  Oliver*" ft 

YoTng^Jo.  I^£  1  c 


Clarke  G  M  |  ^o— £  o 

Doine  ^"van  Syckel— £  i 
Doane  TJ.— £, 
Emmon.  J  P— £ 
Fotd   C   ^-1   e 
French  E  M— f  c 
Hardiogham  E  C—f  c 


Perrin  Wm  L  Il^-f  c 
Pope  J  C  ft  0»— (  c 
R^y    HartiD— 1 
Sloeum  C  M— * 
Tapican  H  B  ft  Bra — £e 
Thi^atan   W  D— f 


PLEASANTVILLE 
.nderua  W  I^-t 
..ndrewi  Moae — £ 
Bate*  G— f 

Campbell  ft  Wootton— f  c 
Kirecht  M  H— £ 
Lmt  C—f 
TbompMn  R  P— f 
Week!  Joccpb— f 

PRINCETON 
Conover  Thornton — £  1  c 
Firt  *  V  '  '  - 


„jbb>rd  O  H— f  I  c 
Lavake  T  W— £  1  c 
Hurray  Georie  R— f  1 
Rowland  ft  Cook— f  1  c 


RAHWAY 

H  B— f  1  c 

Coffey  John  J— f  I  c  , 
Freeman  Uel  *  Son— f 
Gehrins  Clifflon— f  c 
Mead  Joaeph  T  &  Son- 


RARITAN 
Brtma   John — £ 
Dilt.  Geo  W— f 
Frellnghuyaen  J  S— f 
Reger  Jokn   F— f  c 
RED  BANK 
Son-f  1 


k^^lll 


S  C—f  c 


f   1   ( 


D-.;rl,:,nl   Wm    F-f 
G..(T  Geo  M   S— 1 

5.>«kiiis  Bros— t 
.n,iricteon  ft  SlJul-(o 

H.-.liliin  J  R— 1 
H..,-pm^   W    A-f    , 
H.ni^Lct.  Wm  H-f  1  c 
Ivin9  Albeit  L— f 


Warner  C  D  Ini  Agent] 

White  Francis— J  1 

Willgusi  D  W— f  c 

RIDGEWOOD 

KeiKT  G  I  B  ft  Co— £  c 
Kei.er  I  fe-£  1  = 
Smith  P  C  Co— £ 


ROCKAWAY 

Gurtin  Frank— f 
Matthews  Edwin— £ 
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N.  J.— Con. 

ROSELLE 

Huch  E  &  Co— £ 
Trimmer  C  B— f 

ROSELLE  PARK 

Bonnell  Wm  P  Co— f 
Churchill  Arthur— f 
Fish  Harwood — f 
Kibbc  I  P— f 

RUTHERFORD 

Brown  Duval  B — f  c 
Dannheim  Carl — f  I  c 
Van  Winkle  A  W  &  Co 

— f  1  c 
Watson  A  L  &  Co— f  c 

SALEM 

Acton  I  Q  &  Son— f  c 
Dunham  T  S— f  1 
Hilliard  W  T— c 
Hitchner  James — f 
Keasbey  H  B--f 
Ketly    £enj— 1 
Mifflin  Wm  T-f 
Miller  Tosiah— f 
Newldrk  Eusene  B — 1 
Sinnickson   j    F — c 
Smith  D  Harris— f 
Snelbaker  H— 1 

SOMERVILLE 

Codington  L  M — f  c 
Enk  John — f  c 
Nolan  W  D— f  c 
Schoonmaker  S — f 
Scott  Walter  F— f  1  c 
Scully  M  W— f 
Sutphcn  W  R— f  c 
Swinton  Arthur  C — f  1  e 
Voorhees  C  L— f 

SOUTH  AMBOY 

Birmingham  Wm — f  1  c 
Bt|ckalew  Chaa~f 
DeGraw  F  E— f 
Grace  Alonzo   L — f 
Guelinsen  Thos— f 
Gundrum   George — f 
Mason  Robt  P— f 
Parker  J  M— f 
Roddy  Edwin— f 

SOUTH  ORANGE 

Hughes  Eugene  E — f  c 
Munther  John  D — f  c 
O'Brien  Co  The  J  Cha*— 

f  1  c 
Redfern  Ira  T— f  c 

SOUTH  RIVER 

Anderson  Charles — f 
Booraem  Chas— f 
Bowne  E — f 
Farr   David — f 
Ledwon  John  W — ^f 
Nodine  Fred — f 
Prentice  Frank — f 
RoKe  Wilbur  C— f 
Serviss  David — f 

SPRING  LAKE 

Brown  P  C— £ 

Clayton  H— £ 

Patterson  E  V  &  Son— ^ 

STANHOPE 
Knight  T  J— £  1  c 

SUCCASUNNA 

Buck  F  M— f 
Fanchcr  J  W— f 

SUMMIT 

Bingham  John — c 
Hicks  Bros— f  1  c 
Holmes  E  C— f  c 


Hotchkiss     Jobs     Realty 

Co — £  c 
New  Jersey  Ins  Agency 

Pierson  E  C— £  1  c 

SWEDESBORO 

Ashton   &   Crispin   Inc — 

£  1  c 
Lippincott  C  D — f 
Stratton  I  S— £ 
Wilson  &   Zane  Co— £ 

TENAFLY 

Baker  Wm  E— f  c 
Borchers  A  H — £ 
Borchers  Henry — f 
Demarest  E — f  c 
Roberts   Alexander    B — i 

c 
Westervelt  Jas— £ 

TOMS  RIVER 

Bailey  S  C  Jr— £  1  c 
Grover  Percy  L — £ 
Havens  B  C  A— f  1 
King  A  C— £ 

TRENTON 

Aaronson  Harry —  £ 
Ashton  &  Pratt— £ 
Atkins  &  Watson — £ 
Bergen  J  A — 1 
Biles  F  B— £ 
Block  S  R— £ 
Braeder  Frank  R— 1 
Brown  Thos  R — £ 
Bullock  Geo  C— f  1 
Burrows  E — £ 
Case  &  Cain— £ 
Case  &  Sechrist— £ 
Case  L  C— f 
CUnton  H  W— £ 
Comp  Chas  A — £ 
Cook   Edwin— f 
Dickinson  W  M— £ 
Darrah  J  H  &  Co— £ 
Eastburn   H   M— 1 
Eisner  Leo^£ 
Fell  ft  Moon  Co— £  c 
Foster-Norman  Co — c 
Fuld  Louis  A— £ 
Hammitt  C  K— 1 
Harter  N  C— £ 
Hill  E  C  ft  Co— £ 
Hirsch  Wm  C— £ 
Holcomb  W  A  Co  Inc— I 
Hughs  M  B— £ 
Hufse  Ralph— c 
Kelly  Wm  J— £ 
Kennedy  Chas  B  Co  Inc 

Krumhola  Catherine — £ 
Lawrence  &  Prior — £ 
Moore  W  Gr— £ 
Morgan  &  Co— £ 
Morris  E  B  Co— £ 
Nutt  Geo  T— f 
Patterson  Chas  L — £ 
Peak  Jas  T— f 
Phillips  B  M  ft  Son  Co 

I  no — £  c 
Pine   Harry    S— £ 
Ranchard  J  A— 1 
Smith  Walter  F— f 
Solon  Michael  J — £ 
Stout  Geo  W— 1 
Stryker  ft  Breneman — £ 
Thompson   L  C — ^£ 
Updike  A  &  Son— £ 
Updike  Levi — £  c 
Van     Horn     &     Murray 

Realty  Co — £ 
Walsh  Edward  H— f 
Watson   &   Wright— £ 
Watson  J   L— £ 
White  Edmund— £ 
Whittenborn  F  T— £ 
Worthington's  A  L  Sons 

— £ 


Wright  Harry  S  &  Co— 

Wriffht  Jos  H— £ 
Yard  Alexander  C — f 
Yard  Geo  B — f 

TUCKAHOE 

Frambes  Frank — £ 
Marshall  Randolph — f 
Sheppard  R  P— f 

TUCKERTON 

Austin  F  R— 1 
Price  ft  Bishop— £ 
Sawyer  Jos   S — £ 
Speck  T.  WUmei^£  c 

UNION 

Blume  A — ^1 
Dippel  ft  Ruble— £ 
Glueck  John— £ 
Hansen  &  Hansen — £  c 
Hauenstein  L  C  A  Son — 

£c 
Kreiger  &  Co— £ 
Limouze  Shield   Singer 

Co— f 
Renner  H  W  &  R  S— 

flc 
Tallman  E  A— f 
Venius  O  &  Son — £  1  c 
Wetterer  August — f 
Young  E  B — £  1  c 

VERONA 

Barter  W  P— £ 
Man  Carl — f 
Simonson  C  S — £ 

VINCETON 

Branin  Wm— £ 
Butterworth       &       Clay- 
berger — £ 

VINELAND 

Acklcy  Chas  W— £ 
Bray    &    MacGeorge — £  1 
Hurd   S  F— £ 
Sharp  Ira  P— £ 
Taylor  Alex  M— £  1  c 
Thompson   Thos — f 
Tombleson  L  W— I 
White  C  T— 1 

WALDICK 

Babcock  L  M— f 
Marstene  S — c 
Quackenbush  J  W— £ 

WASHINGTON 

Anderson  A— >£ 
Bard   W— £ 
Christine   H— £ 
Creveling_  W  G— £ 
Uehlcinjohn  E— £ 
Wykoff  D  V— £  1  c 

WEEHAWKEN 

Koster  Chas  F— £  c 
Renner  H  W  &  R  S— £ 
Schellhom  J  W— £  1  c 

WENONAH 

Cattell  Wm    C-f 
English  J  W-{ 

WEST  CREEK 

Jones  W  J— £ 
Rutter  R  N— £ 

WEST  HOBOKEN 

Barbaris   A— £ 
Cuttaneo  A— £  1 
Davis  J  E— £ 
Eastwood  S  J— £ 
Eichmann  Morris— f 
Haugartner  Albert — £ 
Hutchins   Geo   K— £  1  c 


McMahon  J  &  J—f 
Mendles  Tneo— f  c 
Meyer  Bros  — £ 
Norton   A— £ 
Schttltx  ft  Gnraert— {  e 
Weber  Angost^f  c 
Weber  Jacob— £  c 
Wichmann  ft  McDermott 

— £  c 
Zimmerman  Jos— £  c 

WEST  NEW  YORK 

Donohue  F  J— 1  c 
Griesbach  Otto  A-^  c 
Hassemer  Augt— c 
Kergmann  Augt— 1 

WESTFIELD 

Abrams  Herbert  L— f  c 
Brush  Ferd — f 
Burhuns  Samuel — f 
Closterman  L  0 — £ 
Decker  Feirma  L— f 
Decker  Louise — f 
Dohrman  J  A — ( 
Doying  F  W— £ 
Dutcher  M  B— f 
Hart  L  E— £ 
Hamilton  W  J  J— f 
Homes  Henry— f 
Keeler  W  I— f 
Lee  Walter  J— f 
Pearsall  P  R— £ 
Randolph  E  S  F— { 
Reeve  W  Edgar— I 
Russell  H   L— £ 
Scudder  M  M — f 
Seward  Wm— 1 
Smith  C  E^— £ 
Welch  Wm  S  &  Son-f 
Westfield  Real  Estate  Co 

— £ 
Williams  G  N— 1 

WEST  ORANGE 

Brandeis  A  Jt-^ 
Caywood  J  H— I 
Flynn  Thoa  A— f 
Hooley  M  O— { 
Macintosh  W  S-f 
Martin  M  R— f 

WESTVILLE 

Barker  Geo  I^— f  I 
Bender  Geo  A — f 
Bogert   Chas — £ 
SmHh  C  B— £  1  c 
Stanley  Harry  J^-f 
Westfield  Real  EsUte 

Co--f 
Williams  G  N— 1 

WESTWOOD 

Goodwin  Henry  H— f 
Herring  &  Bogart— I 
Hinck  Henry — ^f 
Meyl^  J  G— 1 
Post  Percy  A — f  1  c 
Sutton  H  S^f  1 
Ray  ft  Smith— £        ^    , 
Van   Noatrand   Al£rcd— t 
Voorhis  J  J— £  c 

WHITE   HOUSE 

Kelley  J   H— £  c 
Lane  John— f 
Lare  D  L— £ 
Shampanore  W  W— f  1  c 
Voorhees  J  C— £ 

WILUAMSTOWN 

Tice  Raymond  £— f 
Wood  J  T— £ 
Zimmerman  J  B — f  1  « 

WILDWOOD 

Beecher  Kay  Realty  C»- 

f  c 
Bright  John— £  c 
Bright  OUver— £ 
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Bright  W  H— f  c 
Htippert  G  H— f 
King  F  L-f  c 
Nickerson  H  L — f  c 
Zeller  Wm  £-{ 

WOODBRIDGE 

Boyaton  Bros  &  Co— f  1  c 
Brown  Chas  R — ^f  c 
ChriBtrascii  Er— '1 
Dunn  John  L— f 
Flanagin  E_J — f 
Hamed  J  &-f 


WOODBURY 
Carter   W   M— f 
Conover  J  B— 1 
Crist  Edward— f  c 
Ford  Elmer— 1 
Gardiner  £  A— 1 
Hendrickson  D  F  &  Co^ 

f  c 
King  W  J— 1 
McLain  W  A— 1 
Prentiss  John — ^1 
Rcdfield  Ernest— f  1  c 
Richman   W  B— f  1  e 


Storrie  W  R— f 
Wilkins  F  L— f  1  e 

WOODRIDGE 
Gramlich  Alfred — f  c 

WOODSTOWN 

Andrews  Geo  M — I 
Flitcraft  FraukUn— f  1 
Flitcraft  S  S— 1 
Foggr  E  S— £ 


Grier  G  B— f 
Hillman  U  Grant— f 

WORTENDYKE 
Payne  James  S — f 

WRIGHTSTOWN 
Remine  Chas— f  1 

YARDVILLE 
Comp  Charles  A— f 


NEW    MEXICO 


ALAMOGORDO 
Elcan  J  H— f  1 
Mengcr  A  F— f  c 
Hughes  &  Tinklepauirh 

-4lc 

ALBUQUERQUE 

Ackerman    Frank— I 

BeU  J  Ir-^ 

Binkcrt  T  F— f 

Burg  J  B  Realty  Co-^ 

Ic 
City  Realty  Co— f  e 
Coons  J  H— 1 
Deatx  A  C— 1 
Dieckman  Bnmo— I 
Dunbar  E  H  &  Cb— f  c 
Durtnd  O  J— 1 
Fleischer  A— f  c 
Gierke,  Offle  ft  Doane— f 
Good  J  B— £ 

Grisarri  &  Keleher— £  c 
Gumle-Sandoyel  Realty 

Co— flc 
Kdm  W  C— 1 
KentF  H  &  Co-flc 
Kraft  Barney— 1 
LeSueur  N   F— 1 
McCanna  P  F— £ 
McDonald  &  Mnggley— 

McDonald  W  W— £ 

McMillion  W  H— £  c 

McTeer  T  M— I 

Mctcalf  W  P— £ 

Moore  Realty  Co  J  M— £ 

Peach  T  H— f 

Porterfield  Co— £ 

Pray  R  M— 1 

Rankin   Don    J    ft    Co— £ 

Schroedcr  Miss  E— 1 

Schutt  M  I^-£  e 

Schwentker  F  B— 1 

Sisk  E  D—l 

Smith  R  A— 1 

Spitx  B-£lc 

Thdin  Realty  Co-£ 


ARTESIA 

Blackmore  T  F— £  c 
Dougherty  W  M"-£  1  c 
Ferree  S  E— £  c 
HiRgins  E  C— £ 
Keinath  A  C — £ 
Love  R  M— 1  c 

AZTEC 
Bailey  Chas   S— £ 
Jackson  Roy  M — f  c 
Pahner  W  A— f  c 
Pierce  T  A— £  c 
Rippcy  C  E— £ 
Wilson  E  P— £  1 

BELEN 

G^bel  Oacai^-£ 
Hoffman  Geo — £  1 
Jacobson  B — f 
Simmons  P  P — £  c 


CARLSBAD 

Christian   &  Co— £c 
Mcllvain  W  F— fc 
Moore  W  A-£ 
MuUane  W  H— £c 
Ryan  H  L-1 
Swigart  &  Ross— £  c 

CARRIZOZO 

Hawson  H  B — ^1 
Denny  &  Osbom— £1 
Sager  Frank  J — f  c 
Spence  G — £ 

CIMARRON 

Hickman  Wm  B— £ 
Lambert  W  H— f  c 
Sweeney  W  B — c 
Vasey  A  W— £  c 

CLAYTON 

Clayton  Ins  Affencv — f  c 
Earnest    Howeu    Agency 

Co— £  c 
iilaton  &  Nicholson — £ 
Fords  J  W— c 
Granville  Geo  G — £ 
Hammond   R   J   Jr — 1 
Hardin  J  F— 1 
Hill  John  I^£ 
Land  W  H— c 
Pennington  X  L — £  c 
Rixey  T  H— c 
Simmons  J   B — 1 


CLOVIS 

Baker  C  C— f  c 
Bynon   J    F— c 
Critchett  T  N— c 
Cusren  W  E— £  c 
HockenhuU  A  W— c 
HuUjr  R— 1 
Merstelder  L  C— 1 
Miller  A  L— 1  c 
Neal  R  J— 1 
Robinson  E  H — £ 
Schenrich   Chas  A    Agcy 
— £  1  c 


DEMING 

Barnes  T  C— £1  c 
Hepp  E— £ 
Hugiies  Bros— £ 
Kcttlcr  HF— £lc 
McCluriian    &    Dexter — 

£  1 
Perkins  R  M— 1  c 
Pollard  A  W— £  c 

EAST  LAS  VEGAS 

Clark  John  S— £lc 
Higgins  &  Son  A  D— £c 
Investment  Agency   Cor* 

poration   The— £  1  c 
MjIIs  Byron  T 
Veeder  Elmer  B— £  1  c 
Whitmore  A  H— f  c 


FARMINGTON 

Danburg  W  M— f 
Davis  A  L — £  c 
Harrington  W  H — £  c 
Hubbard  J  C— £  c 
Ricketts  Orval— £ 

GALLUP 

Browne  Chas— £ 
Bushman  &  Young — f  1  c 
Carman  J  W— £ 
Cary  &  Quebedeaux  Co— 

£  1  c 
Dimon  Samuel —  £ 
Hart  Ed— f 
Kirk  J  T-£ 
Morris  W  H— £  c 
Phillips  J  J— 1 
Purdy  T  E— 1 
Robertson  A  W— £ 
Smalling  &  Clark— £  c 

LAS  CRUCES 

Bowman   H    D— c 
Edwards  L  K— 1 
Flanders  J  E— £ 
Hawlcy  F  A— f  1  c 
Hayner  F  M— f 
Tones  W  A  F— £ 
Katzenstein  Fred— 1 
Moeller  D  H— 1 
Smith   C   H  H— £  c 
Thompson  -*  B — c 
Wade  &  Taylor-f 

LINCOLN 
Watson  T  W— c 

MORA 

Rudolph  M— 1 
Strong   C   U— f 

PORTALES 

Braley  W  H  &  Son— f 
Fairley  J  A— 1 
/Howard  Cor — f 
Linsey  W  E — c 
Reese  C  L— c 
Smita  Mrs  M — f 
Troutt  A  G— 1 

RATON 

Apgar  S — 1 
Bayne  C  M— £  c 
Brown  O  L— £  1 
Carter  &  Fisher— £1 
Chapman  Wm  A — £  c 
Connelly  J  J— £ 
Crampton   E  C — c 
De  W\)l£  F  W— c 
Fisher  J  O— c 
Tel£s  A— £c 
McCommas    D — 1 
Seaberg  Hugo — ^f 
Swab  S  M— 1 
Wiseman  S  A— £ 


ROSWELL 

Atkinson,  McCune  & 

Minton — f  c 
Baker  C  E— 1 
Boulee  W  E— £  1 
Brown  J  A — 1 
Broyles  R  G — ^1 
Daughtry  &  Jones — f  1  c 
First     State    Bank     and 

Trust  Co— f 
Ford  Willis— 1  c 
Greiner  D  P— 1  c 
Hervey  J   M— < 
Kirby  J  S— £  c 
Malone  &  Tamehill— £  c 
Malone  R  I^— I 
Redfield  S  I— £  c 
Rose  W  F— 1 
Russell  W  P— 1 
St  John  John  R — f 
Turner  &  Robinson — £  c 
Williams  B  P— 1 

SAN  MARCIAL 

Flores  D— 1 
Joyce  W  J-f  1  c 
Nichols  J  E-£  c 

SANTA  FE 

Bishop  C  A  &  Co— f  1  c 
Jones  F  M — £  1  c 
Kinsell  Geo  M— £  c 
Santa   Fe  Abstract  & 
Realty  Ins  Co — £  c 
Townsend  W  N— £ 

SANTA  ROSA 

Baker  &  Burnett— £ 
McGinnis  C  E— £  c 
Roberson    H    R — c 
Smith  H  B  B— £  c 

SILVER   CITY 

Bctts  H  H— f 
Blevins  E  A— £  1  c 
Comstock   C    D — ^1 
Lamb  Harry— £ 
Murray  A  I— £  1 
Warren  Mrs  O  S— £ 

SOCORRO 

Chase  J  P— £  c 
FuUerton  J'ohn — ^1  c 
Smith  J  E— £  1  c 

TAOS 

Frayne  Wm  M— £ 
Woodward  &  Williamson 
— £ 

TUCUMCARI 

AUdredgc  C  H— c 
Carter  ft  Co— £  1  c 
Evans  G  Jr — c 
Gerhardt  H— £  1  c 
Hamilton  c  B — i  1  c 
Saxson  E  F— c 
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SincWt  John  &  Son— £  1 


ADDISON 
BiftlEtt  W  A— f  I 
Clark  S  D— £ 
Ctark   W  B— f  1  c 
Wade   EogcDc  k  Sc 


ALBANY 
AoMiii  k  Co — f  c 
BlTCU  Ju  O— 1 
BarndBle  D  S— 1 
B»e«  A  J— f  1 
Bauon  A  V  k  Son— f 

Raltj  Co 
Buckler  C  H— f 
BuU  HonKe  S— f  1 
Burdick  L  H— f 
Burkberdt  O  F— t 
BurDlum  W   F—c 
CaiUn  P  ;— ( 
Chadvkk  K   R  ft   SoM 
CbuUi 


Connolly  T  J— : 
Cook  A  J— 1  c 
Crcegan   J  J— f 
Dacey  J  -fel-f 
Dagaett   T   M— f 
De   Kouvillc   Chai 


Ellioit  F  P— f 


Gcbhard    Prcd.Hck   W- 

f  1 
Gcller  C  C— f 
Goode  J  C— 1 
Ciirtillu  E  M— f  I  c 
Hall  C  R— f 
■OtiMT  A  J— [ 
Barter  E  H— I  c 
Hatt  Geo  j— t 
Headrick  James— f  c 
RerHJibeTger  HenrjF- 1 
IIerw:hberger  H  I— £  1 
Hill  W  L  4  Co_f 
Howe  W  C— f 
TenuoQ  ft  Co— f  c 
Teaaup  £  C— f 
JobDaon  ft  Link— f 


Kidder 


lat— 1 


LandOD  ft  Coffin— 1 
Lanainv  C  E— f 
Laach  ft  Dorwaldt — f 
Lehman  ft  Co— f 
Lenoi  W  W— f 
SLeooard   Teaae  H— £ 
Leonard  J    H — f 
Levy    U   S— £  c 
Ling   Perce-f 

Lusthoff  W  H— I 
McElror  ft  HafaD— f  c 
lilcClurd  A— f  e 


AMSTERDAM 
BeU  W  H-f  I  c 
Bennett    L  ft   S    E-t 
Brumley  ft  Bergen— f  t 
BuAe  TbM  P— f  e 


E.  V.  Mullenneaux  Co. 

93  STATE  STREET,  ALBANY,  N.Y. 

CLEN9  FALLS  INSURANCE  CO 

GENERAL  ACCIIMJ^r.  ORE  AND  UFE 
Flra  ud  LlaUUtT  BnabtHa  HaBdI*d  far   Brokara 


Long  W  J-l 
Lyon  J,  e-t  I  c 
Lyon  W  S-1 
McCarthv  G  U-t 
■orlind  G  V-t 
her  &   Iloikiaa-il 
=o  T  J— I 
..eil   T   H-t  1  e 
Proplci   Agtnej— I  I  e 

Roger.  F  L-^  c 
R^s?  John   N  f-e 
Stainer  J    N-1 
Tulltr  D  I^f  1  c 
T„x[li  Really  C* 

K"J.JJ 


MuUenni 

Noonan 


I  W  H— f 


Oppmheini  Wm  L  ft  Son 


Pj-e   Qua  D— c 
gamaey  ft  Co  R»y- 

Roftr  &  I!if>im(.no 

Rolens  W  S— I 

Ruwell  G  H  a"soE 

Safford  E  Sons— £ 

S«or  C  H— 1 

cU  1  E— f 

:h  Chas  H— f 


!  Golds n.„.. 
■11  U  G— 1 
:    o    D— I 
Eyok  ft  Lansii 


Agmcv— f  1  e 
Ten  Erck  Peier  G— f 
Tompkina  Geo  S--f 
Tnpp  C  R— 1 
Van  Allen  ft  Hamillott— 

Vanderheyden  L  C—i 

w5,^'ri&''T_5  *-* 

Waljh  M  P— 1 

Walah  a  V  de  Wilt_£  e 

Whitehead  C  R— £ 
Wirtt  B   W-f 

Wilhamaon  L  A f 

Winahip  W  F-J 
Young  J  A-£ 

ALBION 
Babcock    ft  Humphrey— 
punohue  R  P— f  i  e 

SCouihloD  ft  Knickerbock 

Simnion    Leonard— f 
Taylor  Wm  G-[  1  c 


AMITYVILLE 
Bedie  F  G— f  I  c 
IreUad   ft    Ketduun   Un 


Dunham  H  A~f 
FiBjainea   Arabroae   P-l 
Hiyi   ft   Wormoutlt— t  c 
Hnilev  F  T-1 
idcOiBrtj  Bro>-~[  1  e 
Monashaii  Ttiomaa— {  I  c 
PaJnutier  Lillif— f 
PntDun  H  P— 1  c 
Soeallte    Jaa    A    ft    Son     ; 

Van  Heaaaen  ATftSon 


AVON 
Gleuon  P  C— f 
Hosmire  F  A—f 
HofiBire  W  W  Jr— f  1 1 

BABYLON 
Davii  ft  Abbott— f  1 
Oaldey  Ueniy— f 
Robbiiu  Jeremiali — f  1  c 
Snedecor    Norton — f  c 
Suydam  W  H— f  1 


fiS^ 


ANGOLA 
Barrett   F   C— £  t  c 
Beckwiib    S    ]>-l 
Lemmler    E  A—f 

ANTWERP 
Conklin  L  F-f 
Maiib    Charle*    E-^  1 

ARCADE 
Bamea  G  A-f  e 
Beardsley  Henry- 1 


ATHENS 
CoIUer  Wm  M— f 

FlLnt  Orin  Q— f  e 
Cifford  ft  Porter— £ 


ATTICA 
<n  M Uei  S— f 


-t  1  e 
Byrnea  J  ^-{  1  c 
Colwell   P  M— f  I  c 
Croli  R  B-i  1  c 
Fiero  L  E— f  c 
Fitch  Mra  M  M— f  c 
Freach  D    £-f   c 
Hem»B»    C   C^l 
Hon  ft  Guilfoil— [  1 
Ketl  &  Downer— f 


UcCreedy  ft  Co— (  1  c 

BARKER 
Coatsa  Walkoe— f 
Eaton  Hntkert-^ 
O'Hatley  J  C— £  1  e 

BATAVIA 

Idock  W  B-I  1 

Corp  J  L-i  I  G 
Coopland  J  W-l 
Cox  E-i 
Day  ft  Dv— f 
Dean  E  S— f  c 
"      .er  G   G— I 

Hartley  C  W— f  1  e 
Hawka  N   I^-t  1  c 
Hiller  Andrew— f  I  c 
Holden   Louiae-f  1  c 
"  ■  Its  ft    Co   JobB  C- 

Levenwonh  B  S--( 
Maue  Albert  S— f 
Me«er»e  W  5— f 
'"     T  Mn  Emtly-i 

.:r  MUton  U—f 

Paddock  Geo   H— f 
Pratt  PoUarxl  Co— f  c 
Rider  John    I^-T  I  « 
Rupreelit    C   H— (  « 
Sberwiii  S  A~f  I  e 
Wade  JohD  H 


BATH 
BaueR  T  C— 1  c 

Croaby    Nat  ban— f 
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BAY  SHORE 

Cormille  &  Co-^ 
Bttlte  &  Chaae— f 
Schwab  W  A— f  c 
Strong  John  R — f  c 
Terry  ft  Brewster — f  c 
WillM  Walter— F 

BEACON 

Brinckerhoff  L  T— f 
Cammack  I  B — ^1  c 
Doughty  Robt  W—f  1  c 
Tones  W  A  ft  Son— f  c 
Lynch  B  F— 1 
Pralatowski  W  J— £  c 
Vosburgh  P  H— f 
Wallace  DiUoib— f 
Webb  E  J— f  1  c 
WUttcmore  L  H— f  c 

BELMONT 

Sortore  ft  Ackerman — i  e 
Vanderhoef  M  B— f  1  c 

BINGHAMTON 

Adams  B— 1 
Atkins  F  J— 1 
Banmann  B  A  &  F  J— f 
Brown  L  I^— 1 
Byrnes  W  J  &  Co--f 
Canon  W  H->1 
Chapman  Johs— 1 
Daly  Jas-f 
De  Witt  If   A-1 
GsJtui  Jerij^— f 
oaylord  ft  Hyer— I 
Haight  &  Paroe-4 
Hart  Harold— f 
Hecox  W  H— f  c 
Hermans  H  C— 1 
Hildreth   E-1 
Holcomb  R  H— 1 
Homer  Bro»— f  I 
Hotchkin  W  S  &  Son— 1 

iohnson  Oliver  R— f 
(ach    Chas   T    &    Co— f 
McUaghlin— f 
Merserean  Lee    I 
Mitchell  ft   Steele— f  1  c 
Mosher  Wm    H— 1 
Nash  ft  Marine— f  c 
Nelson  B  H  &  Son— f  ]  c 
Nelson,     Wadsworth     ft 


O'Neil  Frank  A— f 
Pelton   C  A— I 
Price  ft  Taft— f  1  c 
Ralph  W  E-1 
Roseboom  &  Fish— f 
Shad  J  V— f 
Shaw  Daniel  E— f 
Smith  Chaa  H— 1 
Stewart  C  R— f 
StiUson  ft  Bentley— f 
Thompson  A  D— f 
Whipple  C  P— 1 
Whipple-Davis  Agency 
The— f  c 

BOONVILLE 

Hayes  Geo  C — f  1  c 
Hugh  W  D— f  1 
Lodcwood  Wm  A—l 
SippeU  W  D— f  c 
Potter  TH—f  1  c 
Tnbba  H  R— f 

BROCKPORT 

Caswell  F  M— f  1  c 
Dobson  H  G^ — f 
Harmon  Geo  B — f  1  c 
Hovey  Fred — f 
Mtnot  &  Crippen  Co  Inc 

— f  1  c 
Reynolds  F  E — ^f  c 
Wilbnr  Adrian  T— 1 

BROOKLYN 

Agello  Arnold  D — c 
Alexander  W  A—l 


Anderson  Wm  C — f 
Andrews  ft  Evans — f 
Atkinson  f  F  ft  Wm  F— 1 
Avery  A  P— f 
Baden  C  L  A— f 
Bahr  Jacob— f 
Bainbridge  C  H— f  c 
Banks  D  R — f  c 
Barto  T  M— f  c 
Bates  Benj  F— 1 
Begg  T  W—f 
Benedict     ft     Benedict— 

f  Ic 
Berg  Albert— f 
Berkeley  F  D— 1 
Berstein  A  N — f  c 
Block  Samuel  Co— f  c 
Brocas  J  C— 1 
Brown  ft  Chesbro — f 
Brown  Carl  S — c 
Brown  W  C— 1 
Budell   Max  C— 1 
Burke  T— 1 
Burn  Wallace  J— 1 
Bums  C  J— 1 
Bums  W  D— f  1 
Carr  A  L^-< 
Cavanagh  ft  Kubn — f 
Chittenden  B  C— f 
Cerf  L  A—l 
Clapp  C  M— 1 
Conaty  J  T — c 
Corsa  AT  ft  Son— f 
Corwith  Bros— f 
Cypiot  O  C— 1 
Dabl  Jos— f 
De  Mott  ft  O'Brien— c 
Demott  J  M  Co— f 
Diefendorf  W  T— 1 
Doremua  F  S— 1 
Driggs  E  H— c 
Eckenrode  Jos  A — 1 
Edwards  C  J— 1 
Eiseman  ft  Co— f  c 
Eldridge  R  D— f 
Filsinger  C  F— 1 
Foppert  E  C^l 
Frankel  P— 1 
Gilbert  Chas  L— 1 
Gottlieb  I  H— 1 
Griffin  W  I^-l 
Haas  Julius  &  Son — { 
Hamilton  Clinton  P— f 
Harper  Robert  E— f 
Hart  H— 1 
Harvey  R  M — c 
Hatton  ft  Doyle  Inc — f 
Hazelwood  E  H— f 
Heinrits  L  G— f 
Heise  John  R— £ 
Himmelstein  F — f 
Hobby  Fred  H— c 
Horn  1:*— f 
Horwitz  ft  Co — i 
Huelle  H  C— f 
Huelsenbeck  J-^1 
Hunter  Wm— c 
Irvin  Underwriting  Co— 

f  c 

acob  N  Herrle— f 
acobs  Hvman — 1 
ackson  G  H— f 
anson  Lr— 1 
Jenkins  E  T— f  c 
Joachim   B — ^1 
Joachim  C  J — 1 
Johnson  F  H— 1 
Kelly  ft  Fuller--f 
Kelscv,  Suydam  ft  Mol^ 

lenhaner — f 
Kellman  Edw— 1 
Langenau    Carl — c 
Larkin  P— 1 
Leach  H  0—1 
Lchrenkrauss  J  Sons — f  c 
Lewis  ft  Gendar  Inc — f 
Uord  W  M— 1 
Lockwood  Bros— f 
L/on  B  W  Inc— f 
McCann  D  A— <j 
McLaughlin  Bros — f 
Malby  Geo  F  ft  Co— f  e 


Mallory  Walter  E— 1  c 

Manufacturers'   Under- 
writing Agency— f 

Meim  John  H — t 

Moench  H — f 

MoUenhauer  Henry  Jr— f 

Morrison   F   A—l 

Mount  E  H— f 

Newoombe  A  B — ^f 

Nickerson  A  F— f 

NicoUv  Wm  A— f  1  c 

O'Malley  M  V— c 

Painter  S— 1 

Parker  G  H— 1 

Pendleton  ft  Pendleton — 
f 

Perrin  Wm  L  ft  Son— f 

Phelan  James  J — f  c 

Plotz  J— 1 

Post  L  W— 1 

Prentice  Dan — f 

guinn  H  F— f 
eading  G  A— e 
Reilly  F  B— 1 
Renshaw  ft  Liell — f 
Rice  L  J— 1 
Roenbeck  H  M— 1 
Roome  A  B — ^f  c 
Ryan  W  H— 1 
Schneider  H  R  ft  Co— f 
Schroeder  Chas  H — f  c 
Shabshelowitz  H — ^I 
Siegel  Isidor — 1 
Sitegliets  H  C— 1 
Sloane  J  P— f  c 
Sommer  H  R — c 
SouviUe  L  A — c 
Staniland  P  C— 1 
Stembler   L   U    G — c 
Story  Wm  C— f  c 
Stuart  W  R— 1 
Stussy  Bros — i  c 
Sweenev  D  J — 1 
Thorn  B  C— f 
Tucker  A  F— c 
Tunmore  John  S — 1 
Vanderveer  E  B — £  c 
Van  Voorhis  ft  Gaubert— 

f 
Wallace  Malcomb — f 
Wallace  John — i 
Warner  E  T— c 
Wells  H  S— 1 
Williams  H  E— £ 
Wise  ft  Munkenbeck— f 
Woods  P  M— 1 
Woodward  Thos  C— c 
Zener  Theo— < 

BUFFALO 

Abell  C  Lee  Co— f  c 
Adams  Chas  F — ^1 
Allen  Isaac  W— 1 
Anderson   D  L— 1 
Andrews  D    H— 1 

ARMSTRONG-ROTH- 
CAOY  CO. 

COMPOSBD  OF 

Armstrong  &  Husted.Roth 
&  Piske.  Cady  &  Perkins 

FIRE,  MARINE  and 
CASUALTY  INSURANCE 

Marine  Bank  Building 

Baer  C  Lr^ 
Bettinger  A  A  Cb— f  e 
Bigelow  Chas  D— f 
Bewley  W  I— 1 
Bloeser  J— 1 
Boechat  Realty  Co— f 
Booth   A   B— f 
Bowen   A   H 
Bowen  J  C— f 
Brainard  Harry  P— f  e 
Brandel  Geo  W— I 
Bredel)  P  M-1 
Brennesboltz   P  L 
Brewer  Msrron 


Bright   T   F  W— 1 
Brodhead  J  R-f 
Buffalo  Fire  Office— I  e 
Burke    T    F— f 
Cable  P  E-^ 
Cady  ft  Perkins— f  c 
Camp  W  D-1 
Campbell  Jas   A— 4   c 
Carscadin  Geo  C— e 

TIE  ajiiE 

INSDKANCE  A€ENa 

landk  eraTtUiig  i&  the  lias  of 
iniarsnoe,  vhiek  iadvdiB  US%  fin, 
ioddBBt  aad  Haaltk,  iatsswbik 
liahilitj,  ¥orkaMn's  i 
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CHARLES  M.CLARKE 
ft  CO. 

Insurance 
9  WEST  SENECA  ST. 

Clark    P    W-l 
Cochrane  John  F 
Cohen  F  tr-f 
Cooper  Geo   N— 1 
Crary  M  B— 1 
Crouch  H  E— 1 
Dacre  Robt  F— 1 
Danforth  F  W  &  F  L— 

f  c 
Dayton  B  C— f 
Desbecker  D  H— 1 
Deuel  H   C— c 
Deuel,  Laper  ft  Co--f  e 
Deutscher  M— 1 
Deyereux   Walter— f  c 
Dimick  &  Newell— f 
Dimiek  B  U— 1 
Dimick    F    C-l 
Dimick  W  B 
Dodge    Albert— c 
Donaldson  John  A— f 
Dorasewicx  B— f  I 
Dow  Behm  &   Co— 1 
Downer   G    O— 1 
Drescher  Edw  V— ^ 
Eggert  E  B— f 
Elliott  C  S— 1 
Emerson  H   J— I 
Ernest  H  J— I 
Fielder   Chas    W 
Finck  John  J— f  c 
Fish  G  F— 1 
Fitch   Wm   C— 1 
Fitzgersld  Edmund— f 
Frye    W   W—f 
Funnell   C  H  &  Co— 1 
Gallagher  C  H— 1 
Gann  John 
Gamett  Edw^l 
Gavin  Job  E— 1 
Germam  Geo  A — f 
Gibson  C 


Glauber  NT  &  Son— t 
Goetzman  Ph — f 
Goodyear  J  A—l 
Gordon  A  G— I 
Gorton  H  W-l 
Graham    Geo   B— 1 
Gray   F  J-l 
Greene  ST  P— 1 
Gridley  Chas   A—l 
Gumey  &  Overturf— f  e 
Hassan er   N   A—l 
Henafelt  Jos  C  &  Co— t 
Hoen  J  M 
Horgan  E  D— 1 
Hughson   M   G— 1 
Humphrey     &     Vander* 

voort— f  c 
Hund  &  Erb— f 
Hurley  Daniel— f 
Illig  F  J— 1 
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N.  Y.— Buflfalo,  Con. 

;  erjr«  L  J—I 
,  ohnson  A  S— I 
,  ohnson  F  J— 1 
,  ohnson  Jacob — f 
,  oyce  C  F— c 

oyce  W  H-1 
/ustice   W  G-1 

Cane  Thos  M— f 
Kellner  John   S-f 
Kennedy  Jaa  T — f 
Kennedv  John  T— f 
Ketz   Mary    Ins   Agcy — £ 
Kinkel  G  A-l 
Knoll  A  H— c 
Koch  John  P — f  e 
Kohn  J   L-1 
Kurlam  John  H— f 
Kurts  Riur  B— c 
Lamy  GH— 1 
Lewfa  John— c 
Lindsay  S  B   &  G  A— 1 
Ludaescher   &    Reinecke 

Lyman  M  V—] 
Madden  &  Henry— 1 
Mahoney  T  J*-f 
Manion  John  J— c 
Martin  Alex— f 
Marvin   C  £^-c 
Marvin  Le  Roy — f  c 
McPbcraon-Carter     C»— 

f  e 
Mcpherson  H  R— 1 
McRobert  I   1—1 
Merrill  F  A  G— 1 
Mitchell   F  G 
Montillon  Geo  F— f 
Moore   Robt  F— 1 
Moore  W  B— 1 
Morgan  L  G — f 
Mueller  £  E— c 
Muttsell  Lncien  B— 1 
MunseU  W  H-c 
Murphy  John  A  ft  Co— f 

c 
Neupert  Leo  J— £  c 
Nieman  Wm  T— f 
Northnip  L  G—4 
Norton  Kobt  Y— c 
Nowicki  S   S-f 
Noxsel-Dimick    Co— f   e 
O'Brian  &  Co— f  e 
O'Brian    T  J— 1 
Olzewski  L 
Ostrander  L  L— c 
Parker  ft  Hinkly 
Parker  W  H— 1 
Patterson  L  L 
PoiYcr   M    P— 1 
Priest  Geo  E— 1 
Ralph  L  Oark— 1  c 
Ralph  Roker  C 
RamsdeU    W-l 
Robertson  J  U— 1 
Robins  F  B— i 
Roehrer  &  Co— f 
Rohr  M— 1 
Rosen  1  A— 1 
Ross  A  J— f 
Roth  A  C  Co— f 

Ryan  &   Cable  Co  Ino— 

Sch^  &  Adolf— f 
Scherm  &  Stephan— f 
Scheu  A  F  &  Son— f  e 
Schmidt  F   T-{ 
Schofield  C  E— 1 
Scott  W  M-l 
Shepherd  David— f 
Simon   Ins   Agcv — £ 
Simons  Prank — ^I 
Smith  H  E— 1 
Smith  J  T--£ 
Smith  &  Patteii— £ 
Smith,  Davis  &  Co— £  e 
Snyder  W  H— 1 
Sommer  Max — £ 
Sonntag  H  D — c 
Spofford  W  A— I 
Staniland  W  G— 1 


SmltiiJavisiGo. 

198-200  HalQ  SL 

Fire 

Marine 

Automobile 

Liability  and 

Workmen's 

Compensation 

Insurance 

Average  Adjusters 

Steeg  Theo— f 
Steiz  Theo— f 
Stettenbenz  £  F— £ 
Stewart  S— 1 
Strout  C  B— 1 
Swan  G  W— £ 
Sweet  D  B  ft  D  C— -£ 
Thebaud  J  B— 1 
Tidball  Z  I^-c 
Tiernon  &  Co— £  I  c 
Train  ft  Haiisauer — £ 
Train  John — f 
Tremame  M  S — £ 
Venneman  C  G — f 
Walsh  Edw  F— £  c 
Warner  A  L — £  1  c 
Warner  Edw  H — c 
Warren  J  H—l 
Warwick  Wm  J— f 
Webb  Richard  W— 1 
Weber  Chas  N— 1 
Webster  &  Co— c 
Weller  Chas  B— I 
Wcrtimer  H—l 
White  Chas  A— c 
Wilber  John  C— £  c 
Wilhclm  E  M— £ 
Winship  Howard — f 

m^i  L.  WOOK  ft  60. 

Formerly  Wood,  Hall  ft  Co. 

Insurance 

Marine  Bank  Bldg. 

Woodcock  Geo  M— £ 
Woodworth-Hawley   Co— 
£  c 


Shaver  B  J— £  1  c 
Skinner  Geo  J — £ 
TafFam  Geo  L — £  1  c 
Ward  C  F— £  1  c 

CANAJOHARIE 

Bellinger  William— £  1  c 
Brower  B  H — ^1  c 
Conrad  John — £  1 
Graffman  E — £ 
MoschcU  Ellsworth  J— £ 
Vanwie  A  J — i 

CANANDAIGUA 
Brooks  C  V— 1 
Burge  E  W— £ 
Capfise  J"  F— 1 
Church  E  R— £  1  c 
Coe  C  A— £  c 
Coe  W  W— £  c 
Dwycr  J  J— f 
Ferguson  H  B — £ 
Howe  F  E— £  1 
Law  Geo  W— £  1 
Marks  F  K— £  1  c 
Mills  Wm— £  1  c 
Mutschler  H  C— 1 
Parmele  George  N — f 
Raines  John — £  c 
Sackett  A— £  1  c 

CANASTOTA 

Childs  E  Gates-— 1 
Decker  H  J— £  c 
Jaquay   Herbert   G — 1 
Perry  Mason  G— £  1  c 
Rose  Emory  H — £  1  c 
Travis  Henry  O— £  c 

CANISTEO 

Almy  Jas  A— f 
Com£ort  D  U— £  1 
Northrop  E — £ 
Roberts  X—1 
Robertson  E  E — c 
Vickers  Jacob— £  1  c 

CANTON 
Barber  H  M— c 
Beswtck  P  E— f 
Brown  J  F— £ 
Cbeetham  J  E— 1 
Clark  C  F— f 
Cleveland  R  E— 1 
Cook  C  S— £ 
Donihce  Mrs  James — £  c 
Fullington  &  Cheetham— 

f  1  c 
Hurlbut  S  C— 1  c 
Stevens  B  S — f 


ESTABLISHED  18M 

WORXHINOTOIM  &  SILL. 

(Incorporated) 
Louis  Q.  Morgan,  Pr*s.       William  J.  'Jankins,  Sec'y. 

FIRE.  MARINE  AND  GENERAL  INSURANCE 
1S-I7  West  SMMca  St.  Chambsr  sf  Com.  BMo..  Buffalo,  N.Y. 
Companies  Represented 
Aetna,  Agricultural,  Detroit  Fire  and  Marine,  Rre  Associ- 
ation. Germao-American,  N.Y.,  North  River  Ins.  Co.,  of  N.Y., 
North  British  and  Mercantile  of  New  York,  Northern  Assur- 
ance, Phoenix  Ins.  Co.  of  Hartford,  Conn.,  St.  Paul  (Marine), 
New  Jersey  Fidelity  and  Plate  Glass,  Lonoon  and  Lancashire 
Guarantee  and  Accident  Co. 


Wright  W  J— £  c 
Wright  W  S— 1 
Zink  H  A  &  A  H— £ 

CAMBRIDGE 

Anson  Edward — 1 
Carpenter  C  H — £ 
Hedaes  H  M— £ 
Hitchcock  Bros— £  1 
ua  Henry  A— £ 
kellie  Geo  A— £  1 
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SI 


CAMDEN 

Hague  Bert  F— 1 
Moras  G  F— f  1  c 


Stevens  E  E— £ 
Wheeler  F  J— £ 

CARTHAGE 

Barry  Wm  H— £  1  c 
Connolly  J   W— 1 
Meeker   C   A--£ 
Mills  A  F— f  c 
Porter  H  F— £ 
Smith  J  B— £ 
Sweet  W  W— £ 

CASTILE 

Greene  W  I  &  Co-f 
Smith  G  C-£ 


Van   Arsdale  Charles  A 

— £ 
Windsor  Ed  B--f  c 

CATSKILL 

Bagley  C— c 
Beach  Theo  B— £ 
Crawford  J — £ 
Decker  Percy— f 
Harding  G  S— £ 
Heath  O  T— £ 
Hunter  W  C— £  c 
Nichols  Chas  E— f 
Thorpe  Wm  E— f 
Van  Order  C  H— £ 

CAZENOVIA 

Clemenu    ft    Carpenter— 

£lc 
Doremua  Wm  L — I 
Eigabroadt  £  T— 1 
Payne  Chas — ^1 
Rouse  H  J—I 
Salisbury  Geo  W— f  1  c 
Stanley  C  M— f  c 
Williams  George  E— 1 

CENTRAL  SQUARE 

Coville  &  Yorkey— f  c 
Traub  L  H— £ 
Wood  E  Lr-f 

CHAMPLAIN 

Deal  Elmer  H— £  1  c 
Dickinson  T  H— £  1 

CHAPPAQUA 

Bedell  Edwin— £ 
Cornell   David  W— f 

CHATHAM 

Darrow  W  Porter — 1  c 
Harding  &  Harder— f  c 
Hutchinson  C  H— f 
Park  Hoit  N— f  c 
Tank.  John  T— f 

CHESTER 

Ball  G  W— £  1  c 
Smith  W  H— £ 
Demerest  J  S-^f 

CHITTENANGO 
Bull  V  W— £  c 
Costello  J  R — £ 
Lennox  F  R — £  c 

CLINTON 

Burdick  Daniel  H— f 
Fritchard  Bert— ^1 
Martin  M— £  1 
Stebbins  E  J— £ 
Turner  Mrs  VV  A— c 
Williams  Mrs  Richard  W 

— £ 
Woods  Jno— £ 

CLYDE 

Hinman  J  W — £  c 
Kellogg  John  T— f  1  c 
MilUrd  Geo— £ 
Odell  Chas— £ 
Stowe  De  L — £  c 

COBLESKILL 

Burnett  J  W — ^l  c 
Colclough  W  D— £ 
Eckerson  E  J — ^£  c 
Lake  Sheridan — £ 
Mann  F  P— £  1  c 
Moore  V  S— £ 
Van  Ness  S  H— £  1  c 
Ward  Ham— 1 
Young  Newton — £  1 

COEYMANS 

Gould  J  E— £ 
Long  Ed  N— £  c 
Pond  H  W— £  c 
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COHOES 
Chadoick  Robi  R— ( 
DalK  Croline  J— f 
Doalon  Richard  T — f  c 
Fsid  G  F  ft  Son— [  1  c 
GilcreH  J  D— t  c 
Gnaga  M    A    &   Sail-~ 

Kihn   Hennui,    Eiute— 

LiDfUm  John    ft    Sod— 

URoT  Co    W   B    Th»- 

f  Ic 
Michel  W  K— f  c 
Smitb  P  P—f  1  c 
Soden  J  H— f  I  c 

COLD  SPRING  HAR. 

BOR 
Vileniint  I  W— f  o 

COLLEGE  POINT 
DduBun  Ur«  W  H— f  c 
Fucli.  Chi*    F~f 
Gnotr  jKob—  fc 
Hnnold  Pranlt— f  1 
Powell  Chu  A— f  c 
Smilh  Thomas— ( 
Smvih  Marr  I— f  1  c 
Wiltiofp  HoiiT— f  1 

COOPERSTOWN 
Armld  ft  Cooke— f  c 
BrodihaiB  Edward — f 
CaBi|*ell  ft  Pieraoa- f  c 
nauLej  A   S— f 
RefDoiai  JcH— f 
Slupmao  A  C — f  c 
Shipmao  F  B— f  1  c 
Van  Homo  O  L— f 


CORNING 
Arland  ft  Park— f 
Baotler  F  J—] 
Can  ft  Son  O  A— f 
Chnttbo  Henrr- f 
EmerMo  Earl  F— f  I  ■ 
Fr»«nian  C  H— I  e 


McGannon    T    P— f 
!i{i:Manus  Chaa  E— ( 
P«»e  Frank  L— f 
Quackmbo.sh   S  E— f  I 


StacirirarT   R  T— I 
Sicnser  Wtlliam— f 
Stowen    C   V— f 
Tathill  S  E— f 
Wotbrook  J  O— £  1  c 
WillianiB  F  C— ( 
WoleoH  O   E— f 

CORNWALL 
Chadearne  H   W— f 

Er^tSs  J  [J^^ton— f 
FuriT  Bartler— f 
Jaeger   C    E — f 

CORTLAND 
Brown   Chaa    F— f  c 
Cortland  Ins   Aacj^ri  ( 
Corwin  ft  CorwiV-f  1 
Dana  ft  Jenkina— f  1  c 
Down  ft  O'Lcary— f  1 
Ringrimry   Fred— f  c 
Loop*  L  M— f 
Lyon    Frank    C—f   I 


Fhelpa  J«ue  H— f  1  e 
Shea  Dennit— I 
Stockwell  W  A— f  1  c 
Stoppard  W  B— f 
Thompaon  C  E— 1 1  c 
Wedge  E  I>— f  e 
Williena   aarence   £-1 

Wood  J  A-f  c 


DANSVILLE 
Baker  ft  KelteT-(  1  c 
Brogan  James  M-C  t  c 
Cridler  E  B-f  I  c 
Krein  Geo  I^flc 
ObecdoHer  B  H— 1 1  c 
Schumebl   Katherine— f 

DELHt 
Bill  W  R— f  1  c 
Broaghton  R  B  B — I 
Cameron  J  C—f  1 
Hewitt  ft  Bluk-f  1 
HonCTwell  W  W— f  c 
"  -  .  W  c    ■ 
■     O 
■  J 
DEPEW 
Rowley  E  B— f  I  c 
DEPOSIT 

Smith  F  B  ft  Co— f  1  e 
Whitaker  ft  Tt«vi»— f  I 

DOBBS  FERRY 

JohnW^e  Wm— f 
Stonna  C  G— f  c 
Tarlor  Jamei  L^f  c 

DUNKIRK 
Anglim  C— 1 
Bauium,  Geo— 1 

Deolj'ler'joh^-flc 

Heppell   Bros— f  1   c 
Holnein  J  A— f  c 
KaiMT  ft  Sutr— f  ]  c 
Patterson  J  K— I  I  c 
Rogera  Law— 1 
Sullivan  Dan— 1 


Fink  C  P— f 


Rumtey  D  N— t  1  c 

EAST  SYRACUSE 
Erana  O  R— f  c 
Laniing  ft  Son— f  1  c 


Coykendall  T  S-4 1  c 
Dudley  G«o  A— i 


Gorman  Piank  J — 1     . 
Hart  Cbaa  Earls—] 
Hart  H  n—t  I  c 
Herrick  Fred  D— t  1  c 
Keeton  C  C—f  1  e 
Kolb  T  B— f  1  c 
Landy  Chaa  A— I 


Mai^D 
Myer  Tboi 


E— 1 


..'Connen  Dao'l-f  c 
Park  Wm   J— f 
Perry  G  W— f  c 
Patter  ft  SmiA— 1 
Quick  Horace  G— 1 
Seed  EG— f 
Searlei  F  A— f  c 
Shajwee  J  V— 1 
Smitihert  F  T-^ 
Spring  G  H— 1 
SlunlcTaat     Louii    T    ft 

Son— f  c 
Swan  ft  S«u — f  c 
Tomlinaoo  F  C— 1  E 
Tracq-  J  F— I 
Van  Campcn  J  R— f  c 
Wener  P  B— f  c 
Vouoi  Phillip  E— 1 

FAIRPORT 
Bumhun  F  E— f 
Dixoo  John — f 
Doherw  P  F— 1 
Gray   Cha*  W— 1 
Palmer   A   W— f  c 
Slocam   Geo  A — f  I  c 


Wilkin  A  D— f 

FLUSHING 
Foidick  Agency— f 
Hirri.   E  F-f 
Hillyer  Ja.  E— f 
Jefferson  Burnett  T- 
Johntra  J  A  Co-( 


g'-i-i^J"-;-. 


FORT  EDWARD 
Barber    Franklin-f 
Keichum    Chas   L— f  I  c 
LoujhHn  &  Hascom-f 


^'illia 


1  V-f  1  . 


FORT  PLAIN 
Caaler  W  P-f  I   c 
De  Wandelaer  E  P-I 
Edwards  C  C-f  1 
Eldredge  H    M-l 
FreeboTd  A  C-1 
Keami  Howard-t 
Samnioni  R  B— f 
Shulti  W  D— f 
Young  Sam  i^— f  1  c 
Zielly  Chaa  G-1 

FRANKFORT 

Fan  C  I^-flc 
Inghan.  H  H— f  1  c 


FRANKLINVILLE 
Amea  D  H  ft  Co— f  c 
Farnham    R   I^t  1  c 


Cheaaman  Adam  P — f 
Cowdeo  A  I— f 
Monroe  L  G-f 
Morae   F  E— f  1  e 
Sackett  D  G  ft  Co— t  c 
Tremaine  Iniurance  Agcy 

PREEPOST 
DaTit  Roawell — f 
Edwards  Clarencs  A — f 
Porenan  C  M— t 
Hall  Wm  S— I 
jidinaoa  Atbm  N— f  I   e 
Johnaon    Realty   Co— « 


Wells  L  T— f 

FRIENDSHIP 
Eatell  ft  Sterena— i 
Kellogg  C  F— f 
Wail  ft  Crawford— f  I 
Willi!  W  C—f 

FULTON 
Bums  W  C— 1 
Clark  George  P— I 


FULTONVILLE 
Alhol  G  M-c 
Croaa  R  Sheldon— f 


GENESEO 

Campbell  Hugh— C 
Clancy   Geo— f 
Curtis  H   B— f  1  c 
Hau.barg  Harold— t 
Olmsted  &  Doty— f 
Paasage  Adrel— 1 
Seymour  P— f  1  c 
Sievena  Wm  A— f  1  c 

GENEVA 
Bradley  F— I  I  c 
Brennan  Wm  J— f 
Burrall  E  J_  S   Son— t 
Clark  John  B—t  c 
Clark  W  T— f  1  e 
Ditmari  G  F— f 
Farwell  J  G— f 
Fink  W  M— t  I 
Flannipn  P  J-l 
Hunt  Wm  J-l 
Lyoni  J  G— 1 
Mellen  J  W— f  e 
Peel  Geo— f 
Reynolda  Wm— 1 
Riley  Wm— f  I  c 
Roger.  A  G— f 
Stheider  J  C— I 
Swartwout  H  D— f  1  c 
Sweeney  T  H  ft  Sons- 
Wood  John  W— f 
Wychoft  A  R— f 


INSURANCE    AGENTS-NEW    YOKK. 


N.  Y.— Con. 

GLEN  COVE 
Baldwin  Chss  J— f 

Goldberg  Brao^f 
Bawkini  George    E — f 
PearuU  H  B— 1 
TowOMnd  June*  VI— t 
Wheeler  Corbin— f  1 


Collins   M  J— ( 
Cdolc  R  H— 1 
Cool  C  W— f  1  c 
Derify  John  H  Jr-ri 
Hitchcock  Chu   H— 1 
Hitchcock    LeRoy— f  I  t 
Kenyon  C   H— i  e 
Little    ft    LoQOiia— f    1    < 
McFarland  Stewart— f  1  ( 
McOmber  N  S— 1 
Monlee   Ednard— 1 
O-Connor  S  Fuller— f 
O'Leary    Dioiel  Jr— f  I 
Scott  J  B— f  I  c 


GL0VES5VILLE 
Baird  Abrun— f  I 
BoTd  R  D— f  c 
BnrloQ  S  E— t  I  c 
Fower  S  T— f  1  c 
Hut  M  !>-(  1 
Bowlio  a  Co  John— f 
Lewia  R  G— 1 
Muddle  a  Moddle— f  1 
Piper  AuruMui— f  I 
Stiile  J  aUworth— I  f 
Welch  W  D— €  I  e 
Wood  J  E  S  Co— f  1  c 

GOSHEN 
Chardavarne   H    5— f  a 
Cullen  Thoa  T  V— I 
I,S-f 


n'c^V^ 


Smith  H  A— f  c 
Smith  H  H— f  c 
Van    Leuvan    Levi— I 
Wallace  A  V  D— f  I  c 


Brown  B  F— f  1  c 
Burdick  L  W— 1 
Carpenter  Byron  }—t  1 
DraVe  Homer  ]>-f 
Haileloa  D  M— f  1  c 
Tcpson  Jl  M  &  Co-n 
Leggelt   D  A— f  1  c 
Parker  Geo  W— f  c 


GRANVILLE 
Atwood  C  W-f  I 
Foley  T  D— 1 
Hieka  TJ  W-f  1  c 


:«; 


Fav— f 


GKEENPORT 

Corwin  Geo  H— f  I  c 
Lyon  C  a— £ 
Raynor  Leroy— 'f 
Reeve  &  Bartletl—  (  c 

Talker  &  Co— f  e 
Tsiker  Anhur  M— f  c 
TuthiU  G  F  Ji^f 
Well*  J  M  &  Sod- f 

HANCOCK 
Connolly  T  J-l 
ElwooQ  &   CUrk-fU 
Kingabury  E  T— I 
Leieht  G  H-1 
Read  C  I,-! 
Scuit  C  C-f  1  c 

HAVER STRAW 
Archer  W  W-f  1  c 
Bedford  J  H— f  I  c 
Cavd  Wm— 1 
Coombi  A — 1 
GiUici  Jno  W— (  1  c 


Bnerley   Arthur   W— f 
Clowea  B  Valentine-i 
Day  Alfred  U 
Deeket  Walter— 1 


Geer  I  Eagene— f 
Lee  &  CUri— f 
McLean  J  R— f 
Farioo  E  P— f  c 
Pettit  Broa— (  1  0 
Reiach  John— 1 
Seabun  Samael  S— f 


Eart  &  Gloo— r  c 

Henderson  &  DuBoia— I 
Uetiger  C  W-f 


HIGHLAND  FALLS 


Collins  James-l 
DowUng  John  S-1 
Eaiton  Itlilng  ft  V 

McKearin  Geo  S- 
White  Salem  H-i 


HalMy  L  E— f 
Hurd  a  Rohinion— f 
Kreaaon  E  B— f 
Lake  M  R-f 
Lota  John  P— 1 
Lynch  J  A— f 
Lyons  C  P-l  c 
Hoaher  J  R~f  1  c 
Murny  W  H— f  I  c 
O'Connor  Bros— f  c 

Fe^bo^H  S-I  1  c 
Sweeney  A  L— f 


HUDSON 
Benedict  C  S—t 
Boatwicfc  C  W-f  c 
Heater  Tohn-  f  i 
Holaapple  Geo— I 
McCune  W  I— f 
Macy  ft  Whitbeck— [ 
Macy  Cha*  W— f 
MerreU  W  A-f  1  c 

RoBSman  E  J— f 
Smith  Eugsie~f 
Soyder  WiUia  A 
Snyder  Wm  M— f 
Terry    ChM    C— f 


F«rTeU  E  P-f  I 
Fiafc  ft  Lewis-t 
Higley  W  C— f  1  c 
Innla  A  Sawyer — f 
Locke  W  I  u>—{  I  c 
McCaren  G  H— C  I  c 
McLaren  ft  McColI-i  1  ( 

HUNTINGTON 
Barrett  Frank  F— f 
-       '    Henry  S— f 


Coire  Gilbert  F-l 
Conhlin  Donglasa- 
Cook  S  B— f 


Lowndes  Alleaon   E— f  i 
McDonnell  Tbos— I 
Mnrphy  Henry  A-( 
Peanail  PhilUp— f 
Sammia  Tberon  S — t  c 
Shepard  Cbaa  K— I  c 
Topham  H  A— f 
Townsend  G  DeKay— f 
Ward  C  B-( 
Young  R  M— f 

ILION 
Brill  C  C-f 

HsJriw"  jn-t 
McGowan   &  Richardsoi 


Riker  S  W-l  I  c 
Schmidt   Bros-flc 
Smith-Howard  Co— I  e 

INWOOD 
Chaae  Wm  F— f 

Safford  Jaa  W— f 

IKVINGTON-ON. 

HUDSON 
Broderick  M  A— f 
TemjJeton  Norman — I 


Georgfa  W  B  ft  Son—f  . 
Grant  Harry  J— f 
Grovea   H   A— I 
Hogan  H  F— f 
Ithaca  Realty  Co— f  c 
Ives  C  A—/ 
Tackson  E  W— f 
Johnson  D  N— f 
Kerr  W  O— f  I  c 
Leland  H  G— I 
Lrnch  ]—i  ' 


Lynch 
McAlli 


h  D  E— f  c 


Patterson  L  E— f  1  c 
PhOlips  F  W— f  e 
Prentice  F  J— I 
PreHon  E  S— f  c 
Rdlly  B  J— ( 
SimpKin  H  W— f 
Sinnbauflh  J  Ji- f 

Smith  ^iti  a— t  1  c 

Stevena  ft  Morgan— 1 
Squier  ft  Squier— [ 
St  John  H  A— f 
Van  Hoeaea  D  N— f 
Van  Auken  Miia  A  B 


Woodford  1-fs  UaiT  A— 


Brinckerhoff'  Starr— f 
Damon  Geo  C-f  I  c 
Kieroan  T  Jefieraon-fl 

Piquet  ft  Kqoet— f 
Shipley  W  A— I  1  c 
Watt«7  F  ft  Geo  T— (Ic 


Bahom  F  H— 1 
Bentley  W  J— 1 
Bradahaw  W  A— f  1  c 
Blight  Geo  S— 1  e 
Batlerfield  ft  SeanDos— f 

Ca'^rlaon  S  A  Co— t 
Cole  Hunger  ft  H»ll-I 
Collier  V*   D— 1 
Crosgrove  F   O— 1 
Eckstrom  ft  Frank— I 
Eddy  Elton  E  ft  Co— f  c 
Gilberdaja*— c 
Horton  Broa — f 

Shn*>n  ft  Son  Co— f  e 
nes  Chaa  W— f 
elhuiah  C  D— t 
Price  ft  Uiller-4 
Powera  L  D — f 
Smith-Howard  Co— f  c 
Stafford  ft   Son—f 
Stevens  Wilaon— f 
Stone,    Uelhnisb   ft  Co- 

Swediih  American  Land 

Co— t 
Tweedale  C  B— I 
Warren  C  B— 1 


Chamberlaii 
Dom  E  T— I  I  c 
Getman  Nellia— f  1  e 
Hanson  ft  Connelly— f  I  = 
Monahan  E— f  I  e 
Moore  Eugene— f  1  c 
Ojller  W  G— I 
Painter  Charle*— t 
Scrlven  A  T— ( 
SpaAa  Fred — I 
Tyler  Samael— 1 
WeUi  ft  Potter— f  1 1 
Wilaoo  WilliBm  T— I 

KATOHAH 
Arnold  W  G— I 
Dovle  T  T—f  ,  , 


Joyle  T 
■liUer  I 


KEESEVILLE 
Kr  J  A— t 
!wer  Ceo  N  U-fl  < 
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Fox  Wnh-f  1  c 
Hewitt  N  T— f  1  c 
NicDles  M  E— f  1  c 

KINDERHOOK 

Brty  Chas  M— f 
Rejmolds  Janes  A-^ 

KINGSTON 

Aogle  E  D-f  1  e 
Decker  C  V  A— 1 
DeWitt  D  M— f  c 
Oe  Witt  Wm  C— f  1  c 
Dubois  &  McCausUnd— f 

Ic 
EUia  Wealer— 1 
Elmendorf  A  R — f  1  c 
ETeiett  Ward  B — f 
Faureaa  J — 1 
Fowler  ETerett— f 
Fredenbnrah  W  S— f  c 
McEntee  Girard  L— f  1  c 
MaateTBtock  A— f 
uetxgtr  EI— 1 
Mnrraj  Qins  A— f  ] 
Pardea  A  R— f  1  c 
Keise  M  A-^  c 
Sieser  Anthony— f  c 
Schooninaker   C  L— ] 
Schnlz  ft  Boeart— f  1  c 
Stone  A  T— t 
Tremper  T   H   Jr — f  c 
Tomer  J  D— f  c 
Van  Ketiren  J  G— f 

LANCASTER 
Gushing  F  S— f  1  c 
Funkc  Adolf— f 
Starber  J— 1 
Thatcher  A  E— f 

LANSINGBURGH 
Clark  St  FaRan— f  c 
Comesk^  Stephen— f 
Draper  &  Hiflrsins — f  c 
Flack  &  Co— f 
Jesaen  J  F— f 
Jpter  Frank  H— f  c 
Smith  Andrew  J— f 
Wager  F— f 

LE  ROY 
Bamett  W  Lr-f    c 
Emmick  A  S — ^1 
Oillctt  Ins  AgcT — f  1  c 
Heaman  William— I 
MsPherson  N  A— f 
Xrflia  Wesley  R— 1 
Townsend  E  ft  Son — f  1  c 

LESTERSHIRE 

Anderson  H  J  ft  Son — f  c 
Codding  Dufford  ft  Weir 

— f 
Johnson  Oliver  R — ^f 
^rnier  T  Htigb— f  c 

LEWISTON 

Armstrong  W    J — f 
Moaa  Wm  H— 1 
Powdl  W  H— £ 
Redmond  R  P — f  1 
Townsend  Wm  C— f  1 

LITTIJE  FALLS 

Becker  ft  Co— f  1  e 
Daly  Michael— < 
Donovan  J  B — ^1 
Farren  P  J— I 
LaHy  ft  Mcintosh— f 
LaHy  Edward — ^1 
RoKera  ft  Ashe — f  c 
Stinson  Tames  ft  Co— ^ 
Wilcox   &  Watta-^flc 

LOCKPORT 

Atwater  Irrinff  J— f  1  c 
Babbage  ft  Murphy—f  c 
Batten  Geo  W—fJ 
Bmmley  Hcni'y    f 


Dickinson  W  A— f  e 
FederspeU  ft  Behe— I 
Hirsch  Bros— flc 
McNeU  H  D— 1  c 
McPhrlia  Peter  H--4  c 
Moody  Grace  C— f 
Norman   Thoi — I  c 
Pettit  W— I 
Sbapleigh-Wright   Co— fl 

G 

Slattery  ft  AveriU— f 
Smith,  Daria  ft  Co— fc 
Thayer  J  E— 1 
Townsend  Howard—! 
Weatherwax  C— f 
Wright  Ben  D—f    1 
Yoang  C  A— f  c 

LONG  ISLAND  aTY 

Alsop  H  H— 1 
Baynon  E  P — ^1 
Bleckwenn  F  W  ft  Son 

Burkhard  Gus— f 
Clay  Geo  E— f  c 
Dorsey  C  J— f  e 
Emcner  ft  Heath — f 
Fantel  Emil— f 
Horak  Rudolph— { 
Jacobs  M— f 
King  G  W  A— f 
Krahe  Wm— f 
Ohnemna  John — f 
Payntar  G  H— f 
Payne  Geo  E— f 
Piatt  Minor— f 
Richensteen  Wm — ^f 
Rock  H  Realty  Co— { 
Ryan  Geo  J— f 
Sautel  Emil— f 
Smith  Roe  H  ft  Co— f  c 
Ten  Eyck  ft  Wangenum 

Ine— I  c 
Thompson  John  R  Agcy 

— f  c 
Trowbridge  F  C— f 

LOWVILLE 

Copley  A  A — f  1  c 
Loncks  B  H— c 
Moore  ft  Lewis    f  c 
Moore  J  D  ft  Son — f  1  c 

Patten  B  F— f  1  c 

LYONS 

Allee  Burton— 4  1  o 
Blaine  C  G — ^f 
Calkins  A  P— 1 
P.nnis  ft  Co— f 
Kamm  Edaon  W— c 
Hoag  J  W— c 
r^ke  Luther  S— f  1  c 
r.ake  L  S  ft  Co— f  1  c 
Mann  D  H— I 
Mapea  Wm  H— f 
M  ilem  G  H— I 
Sisaon  WG— c 
Wolrin  E  B— 1 

MALONE 

Donoran  W  B — ^1  c 
Dudley  ft  Edwards— f  1  c 
Dulea  J  H— 1 
Green  JB  M— 1 
Gurley  Thoa— flc 
Hadley  A  C— 1 
Hutchina  Fred  M— f  1  c 
Irving  Lewis  M — f  1  c 
KeUy  W  P— 1 
McGuire  M  G— f 
O'Neil  ft  Hale— f  c 

MAMARONECK 

Bull  Fred-i 
Carroll  John — ^f 
Gedney  E  H— flc 
Gedney  Wm  H  ft  Son— f 
Griffen  Chas  Field— f 
Kane  Arthur  M  A— f 
Palmer  T  C— f 


Pahner  W  D— f  c 
Sinnott  Frank — f 
Wilaon  Fred-i 

MARCELLUS 
Knapp  F  W— f  1 

MARLBOROUGH 

Gamany  U  P— I 

Johnson  Alexander— f 
Kuak  John — f 
Tuthill  H  S— f 

MASSENA 

Andrewa  J  C— f  c 
Babcock  F  I^f 
Britton  G  E— f 
Britton  D  G— f  c 
Hough  F  A— f  1  c 
Little  H  A— 1 
McNeilage  James— 1 
Webb  J  W— £  c 

MECHANICSVILLE 

Bailey  H  O— 1 
Campbell  S  P— 1 
Daan  A  C— 1 
Finigan  Thomas  J — f  c 
Green  J  A — ^1 
Kelso  N  W— f  c 
Murphy  E  A— 1 
Rogers  J  G— f  1  c 
Tompkins  R  V— f  c 

MEDINA 

Arnold  &  Bennett— f  c 
Cooper  ft  Hood— {  c 
Downs  Frank  R— f  c 
Kearney  &  Slack— {  c 
Nichol  G  A— {  c 
Richmond  A  W  ft  Son— 

f  c 
Starring  C— f  c 

MEXICO 

Colfins  ft  Peck— f  1  c 
Johnson  ft  Hart— < 
Sampaon  W  A— f 
Stone  ft  Holliatei^-f 

MIDDLEPORT 

Buahnell  D  J— f  1  c 
Chapin  F  F— f 
Hoyt  W  D  ft  Son— f 
Seaman  Elijah— f 

MIDDLETOWN 

Armstrong  E  R — f  1  c 
BlanchardH  H— f 
Boyd  ft  Deming — f 
Conkling  E  E— f  1  c 
Conkling  L  S— f  1  c 
Ferguaon  John— f  1 
Fiero  Wilfiam  M— f  1 
Fuller  Henry  -c 
Horton  H  Clark— f  1  c 
Keeler  David  H— 1  e 
McWilliams  ft  Houston^ 

f  1  c 
McWiUiama  Agency— f 
Taylor  Archibald  Co  Inc 

-flc 
Tice  Willia  G— f  1  c 
Tuni«  Fiero— f  I 
Walker  George — ^f 
Weller  Theodore— f  1  c 
Wheeler  A  B— f 

MOHAWK 

Brown  L  D— 1 
Coe  Fred  B— f  1  e 
Corcoran  Philip— 1 
Dodge  S  G— 1 
Graves  Fred  N— I 
Rafter  J  E— f  e 

MONTGOMERY 

Eager  Wm— f 
SnMth  Harvey  N— f 
Wilkin  JM— flc 


MORAVIA 

Briggs  W  J— f 
Harter  R  A— c 
Parker  J  H— f  c 

MORRIS 
Isabel  W  H— 1 
Miller  B— o 
Weeden  H— f 

MOUNT  KISCO 
Bafly  W— f 

Carpenter  ft  Pelton— f  Ic 
Cranston  ft  BischofF— f 
Hoffman  G  C — f 
Knapp  Geo  H— f 
Merriham  Jos  E— f  1  c 

MT.  MORRIS 

Bingham  Bros— f 
Braham  Chas— f 
Crereling  E  R — c 
Gamble  ft  Galbraith— f 
Havens  F— f 
Haywood  &  Gazetta— f 
Seymour  E  C— f 
Shull  Geo  M— f  c 
Striker  Aubrey  J— f  c 
Van  Dom  F  E— 1 
Winters  J  C  J^-f 

MT.   VERNON 

Anderson  Realty  Co — i  e 
Bard  Charlea  H— f  c 
Bard  William  H— f  c 
BrinkorhoflF  Wm  P— f  c 
Brogan  William  G— f  c 
Carter  A  F— f  1  c 
Colvin  A  M— f  c 
Cooley  Realty  Co— f  c 
Cordea  John  H— f  c 
Crawford  John  E — f  c 
Fiake    Realty    Edwin    W 

Co— f  c 
Gescheidt  A  F  ft  Son — 

f  1  e 
Hurd  J  M— f  c 
McOellan  C  S  ft  Co— f  c 
Murray  PhUip  A— f  c 
Rich  ft  Gill— f  c 
Roys  Harold  S — f  c 

NAPLES 

Doughty  D  J— f 
Graham  H  F— f 
Hoban  Chas— 1 
Huntington  J  H — £  1  c 
Lewis  J  Gordon — ^1 
Seamana  W  H — c 
Tobey  George  L— f  c 

NEWARK 

Brown  F  E — f 
Marble  J  W  ft  Son— f 
MesUer  PhiUp  L— £ 
Morrisaey  M  A — I 
Muth  G  W  ft  Son-^  1  o 
Prescott  ft  Kelley— f 
Purcbaae  W  T— c 
Ridley  E  H— f 
Warren  Frank  S— I 

NEW  BRIGHTON 

Comtoia  Henry   F— f 
HaU  W  S  E— f 
Kolff  C  G— f 
Van  Vechten  H  G— f 

NEWBURGH 

Balfe  Fred  C— f 
Bennett  C  W— 1 
Birdaall  ft  Co— f 
Cantine  George — f  1 
Dunphy  ft  Kerwick— € 
Gerow  &  Everitt— f  c 
Goodrich  C  T  ft  Son— f  e 
McKay  W  Johnston— f  e 
Miller  A  Lincoln  J— f  1  e 
Minty  Wm  N— f 
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B.  M.  Crosthwaite  Co. 

105  William  St.,  New  York  City,  N.  Y. 

GENERAL  AGENTS 

Mutual  Fire  Insurance  Co,  of  Albany,  N.Y.     For 

New  York  State. 

(NoiMiSsessable  Policies) 

SUBURBAN   AGENTS 

Springfield  Fire  &  Marine      Fire  Ass*n  of  Philadelphia 
Philadelphia  Underwriters      New  Jersey  Fire 

Newark  Fire 

RESIDENT  AGENTS 
(Automobile  Department) 

Massachusetts  Fire  &  Marine  Ins.  Co.  of  Boston,  Mass. 
Newark  Fire  Insurance  Co.,  Newark,  N.  J. 

(Agents) 

London   &  Lancashire   Guarantee   &  Accident   Co. 

Preferred  Accident  Insurance  Co. 


(3404) 
Telephone  J  3405  I  John 
(  3406  ) 


Correspondence  Solicited 
from  Out  of  Town  Brokers 


N.  Y, — Newburgh,  Con. 

Pcllett  Lc  Grand— f  1 
Quinlan  John  H — 1 
Robinson  C  D  &  F  B— f 
Shipp   &   Osborn — f  1  c 
Stone  Jesse  I — f  c 
Smith  Waltcr-f 
Whitehead  Wm— 1 
Wiikins  Henry  J— f  c 

NEW  ROCHELLE 
Brown  S  K — r 
Cole  A  H  &  Son— f 
Colwell  Harry  E— f  c 
Cunneen  John  J— f 
Doering  &  Kistinger — f 
Downey  H  B — f  c 
Gleason  J  C  &  Son — f 
Harris  Leslie  P— f  1  c 
Lambden  &  Son  Jos — f  c 
New  Rochelle  Agency — ^f 

1  c 
New  Rochelle   Real   Es- 
tate Agency — f 
Price  J   Howell—  f 
Ruskin  Benj  J— f  1 
Sutton  George  W— f 
Tierney  D  W  &  Co— f  c 
Ward  t  S— f  1  c 

NEWTOWN 
Burr  G  &  Son — f 
Campbell  E  A — f  I  c 
Eichler  John  H— f 
Hamilton  Wm  J— f 
Hirsch  Peter— f 

Jervis  Geo  S — f 
ones  George — f 
[upillas  Hugo — f 
Munson  Wm — 1 
Nuhn  John  H— f 
Sanders   Selby — f  1 
Schneller  Chas  J — f 
Simonson  F  De  Hass — f 
Smalley  William — 1 
Turner  John  A — f 
Van  Wickel  Chas  A— 1 
Weber  Edw  H— f 


NEW  YORK  CITY 

Allen  Edw  W— 1 
Alvcs  W  H— 1 
A  merman  &  Patterson — c 
Anderson  C  W  &  Son— 1 
Armstrong  Agency  Co — c 
Baker  Ja»— 1 
Baldwin  L  E— 1 
Ball  G  G— 1  c 
Ballard  M  L— c 
Ballard  &  Green — c 
Baptist  J — c 
Batterson  J  G — 1  c 
Beal  B  A— 1 
Beardsley  H  S  E — c 
Beatty  Kobt  A— 1 
Becker  W  E— 1 
Bell  T  C— 1 

Bertschman   &   M alloy— c 
Berry,  Trcmainc  &  Co — f 
Blakeman  S  B — 1 
Bliss  F  W— 1 
Bowers  Le  Roy — 1 
Breath  J— 1 
Brinkerhoff  A— 1 
Bristol  John  I   D— 1 
Brown  Henry  W  &  Co— f 
Brown  T  Y  &  Co— f 
Brown  W  S  &  Co— f 
Brudi  A  L — c 
Bruenn  L  S — 1  • 
Buckner  W  P— 1 
Buttles  M  Dugro— f 
Buxton  Herbert — f 
Cargill  H  1^1 
Carpenter  &  Bak^r — c 
Cerf  L  A— 1 
Chobotaky  A — 1 
Christie  Robert— 1 
Chubb  &  Son— f  c 
Clapp  E  E  &  Co — c 
Clark  G  P  B— 1 
Clausen   Bayley  &   Kear- 
ney— c 
Cleland J  B— c 
Qoud  C  M-c 
Compton  W  M — 1 


Connors  P  F — 1 
Coombs  J  B — 1 
Cordner  A  B — 1 
Crosthwaite  B  M  Co— f  c 
Crum  &  Forstcr — f 

Curry  J  F  Agency — c 
Darby,  McDanicls  & 

Hooper— f 
Davis  Dorland  &  Co — f 
De  Forrest  Ezra— 1 
De  Rivera  W  J  &  Co— f 
Dinsmore  &  Carl — f 
Doremus  F  S — 1 
Dudley    The   John    L   Ir 

Co— f 
Dunning  F  O — 1 
Durbrow  James — f 
Durbrow   Wm— 1 
Dutchcr  Wm— 1 
Dwight  &  Hillcs— c 

Eagles  F  F— c 
Edwards  C  J— 1 
Exton  B  N  &  Co  Inc — f 
Fell  T  R— 1 
Ferester  P— 1 
Ferris  Wm  T— 1 
Ford  E  F— c 
Forsmit  Morris— 1 
Frank  &  Du  Bois— f 
Frelinghuysen  J   S  &  Co 

French  ft  Sterling — c 
Gallagher  W  A— 1 
Garrett  Tames  R — c 
Gauvin  Agency  Inc — c 
Gladwin  R  I— I 
Goldfinger  Max — 1 
Gooding  O  L— 1 
Gott  O  Wilson— c 
Goulden  &  Koch — c 
Goulden  &  Millar— 1 
Goulden  J  A  ft  Son— 1 
Gross  &  Gross  Co — f  c 
Gseller  A  H— 1 
Hagadom  &  Co— f 
Hale  H  &  Son— 1 


Hale  H  M— 1 
Hall  ft  Henshaw— f 
Hall  ft  Trowbridge-f 
Hall  E  E  ft  Co— f 
Hampton  H — f 
Hangley  Patrick  J— 1 
Hardy  R   H— 1 
Harper  C  R— 1 
Harris  W  M— 1 
Hassell  J  F  &  Co— c 
Herenden  A  S — 1 
Herrell   W  J— 1 
Hcrrick  Harold — ^f 
Herrmann  F — f  c 
Higgins  &  Cox— c 
HilHard  J  G— fc 
Hodgman  F  A — ^1 
Holmes  E  F— c 
Honig    Henry   &   Son— t 

1  c 
Hopper  Elmer  J — c 
Huebner  Anton — 1 
Hutchinson   Rivinus  Co 

— f  c 
Huff  P  F— f  1  c 
Husk  Thomas  S— I 

Ives  &  Myrick— 1 

Jackson  &  Potter— c 
ames   F   S   ft  Ccf 
ames  Justin  C— I 
arvia  J  A — I 
bhnson  ft  Hifldns— f  c 
^  bhnston  ft  Collins  Co— c 
,  ohnson  H  B— 1  c 
.ones  ft  Whitlock— c 

Kederich  C  H— I 
Kederich  L  C— i 
Kelly  ft  Fuller— f 
Kenzel  W  H  The  Co-f 
Ketsler  R  R— 1 
Kimball,  Warren  M  4  Co 

— f 
King  John  E — f 
Kirldand  ft  Yardleyf 
Knight  Chas  B— I 
Kretchman  L — i 


INSURANCE    AGENTS-NEW    YORK. 


B-143 


Wallace  Reid, 


Representing 


American  of  Newaric, 
Camden  Fire, 
Colonial  of  N«  Y., 
Detroit  National, 


Mechanics,  Pa*, 
Providence-Washington, 
Reliance, 
Westchester, 


56  Maiden  Lane,  N^  Y. 


WILLARD  8.   BROWN 


TELEPHONES   |||f  JOHN 


JAMES  MARSHALL 


WILLARD  S.   BROWN  &  CO. 

RCPRESCNTINO 

NORTHERN   OF  N.  Y.  PENNSYLVANIA        FIREMAN'S  FUND 

ROYAL    EXCHANGE  YORKSHIRE  CONNECTICUT 

COMMERCIAL  UNION  of  N.  Y. 

1   LIBERTY  STREET,  NEW  YORK 

«J.      G.      HIL.I-.IA.RD 


COMPANIES   RBPRESBNTBD 

Scottish  Union  &  National  Ins.  Co.  Liverpool  &  London  &  Globe  Ins.  Co. 
American  Central  Ins  Co.  of  St.  Louis  Lt'd,  of  New  York 

Girard  Pire  &  Marine  Ins.  Co.  Prussian  National  Ins.  Co. 

Lumberman's  Ins.  Co.  of  Philadelphia  Union  Assurance  Society,  Ltd.,  of  London 

Albany  Ins.  Co.  of  Albany,  N.  Y.  Netherlands  Pire  &  Life  Ins.  Co. 

German  Pire  Ins.  Co.  of  W.  Va.  Zurich  Ace.  &  Liability  of  Switzerland 
&curity  Ins.  Co.  of  New  Haven 

AUTOMOBILE  INSURANCE 

GENERAL  AGENT  UNION  ASSURANCE  SOCIETY 

ffO   «Iotin  Street.    Hllliaird    Duildino  -  NEW    YORK 
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WM.  B.  OGDBN 


LAWRENCE  W.  FAY 


OGDEN    &  FAY 

REPRESENTING 

Newark  Fire  of  Newark,  N.  J. 

'  Mechanics  and  Traders  of  New  Orleans 
Hamburg-Bremen  of  Germany 

London  &  Lancashire  Life  &  General 

Assurance  Association,  Ltd.,  of  London 
Dixie  Fire  of  N'orth  Carolina 

Independence  Fire  of  Phila. 


Telephones 


m 


John 


55  JOHN  STREET 


G««.  W.  Blossom 


Chss.  W.  Sparks 
John  B.  Brlekolmalsr 
Louis  N.  Jsmos 


123  WILLIAM  STREET 


&    CO. 

NEW  YORK  CITY 


METROPOLITAN  DISTRICT  AQBNTS 
National  Union  Fire  Ins.  Co.  of  Pittsburch,  Pa.    General  Fire  Assurance  Co.  of  Paris,  Piancs 
National  Fire  Insurance  Co.  of  Hartford  Urbaine  Fire  Insurance  Co.  of  Paris*  Pranes 


CORRBSPONDBNTS  IN  THB  UNITED  STATES  FOR  SURPLUS  LINES 
The  Central  Ins.  Co.,  Ltd.,  of  London,  England    Essex  ft  SufTold  Equitable  Ins.  Society,  Ltd.,  of 
Legal  Insurance  Co.,  Ltd.,  of  London  Colclicster,  England 

Qresham  Fire  ft  Accident  Ins.  Society,  Ltd.,  of  l^ndon 
Binder  Contract  (wltli  Guar.  Undrs.)  at  Lloyds,  London 


Chicago  OflBee 
Xasoraase  Knhaage,  175  W.  Jsciesoa  Blvd. 


Cable  Address 
Chlrajamesi  M 


EDWARD  E.  HALL  &  CO. 

INSURHNCB 
80  MAIDEN  LANE,  NEW  YORK 


SURPLUS   LINES   COVERED   UNDER   IMMEDIATE   BINDEI 

IN 

Reliable  Foreign  Companies  and  London  Lloyds 

POLICIES  PROMPTLY  DBUVERED 
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GEO.  B.  WALTON  SA^IUEL  T.  BROWN 

Ealabltalted  1888 

T.  Y.  BROWN  &  CO. 

FKE  MSDItANCE  ACEMCY 


Representing 

GLENS  FALLS  NEW  HAMPSHIRE 

77  William  St.        NEW  YORK 


LARGEST      CASUALTY      AGENCY      IN      THE      WORLD 


E.  E.  CLAPP  EDWARD  GRIFFITH 

E.    E.   CLAPP   &   CO.,    Managers 
THE     FIDELITY     AND     CASUALTY     COMPANY 

Accident  and  Health  Departments  for  New  York,  New  Jersey,  Massachusetts 
and  Rhode  Island.  Burglary  Department  for  Greater  New  York 

90   WILLIAM  STREET  NEW   YORK 


The  Premium  Income  of  the  General  Agency  Exceeds  91,600,000  annually 


WM.  W.  HENSHAW  WARREN  F.  GOODWIN 


Hall  &.  Henstiaiw 

FIRE  UNDERWRITERS 


49  clolin  Street  New  York 

lyietropolitar^   I^IanQgers 

File  AsfociAtion  of  Phila.,  Pa.  Michigan  Commexcial  of  Lansing,  Mich. 

Boston  of  Boston,  Mass.  Old  Cobny  of  Boston,  Mass. 

Franklin  Fire  Insurance  Co.  of  Phila.  Michigan  Millers  Mutual  of  Lansing,  Mich. 

N.  Y.  City  Officei    No.  55  John  St..        Brooklyn  Officei    No.  140  MonUgue  Street 
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F.  MERGES  &  CO. 

Manai^ers 

Sl  Paul  Fire  and  Marine  Insurance  Co.  National-Ben  Franklin  Fire  Insurance  Co. 

Firemen's  Insurance  Co.,  o(  Newark,  N.  J.  We^ern  Insurance  Co.,  of  Pittsburgh,  Pa« 

German  Fire  Insurance  Co.,  o(  Peoria,  III.  Minnesota  Underwriters 

German-American  Insurance  Co.  of  Penn.  New  Jersey  Fire  of  Newark,  N.  J. 

flK,  Antomoblle,  ColHslon,  Syrinkler  LeakBge,  UabUlty  ftnd  aU  otiier  kinds  of  Insiinuiees 

All  Claims  adjusted  and  paid  tbrouirb  this  office 

73  William  Street  New  York 


London  Guarantee  &  Accident  Co.,  Ltd. 

Of   Ltondoiiy  England 

WALIURS,  KELLY  &  COMPANY 

Managers  Metropolitan  Department 
55  John  Street,  NEW  YORK 

Compensation,  Employers'  Liability,  General  Liability,  Elevator, 
Teams,  Automobile,  including  Property  Damage  and  Collision, 
Accident,  Health,  Credit,  Burglary,  and  Boiler  Insurance. 


i\je:w]via.i\j   &   ]VI/wcBA.II\J,  inc. 

Fire   Underibvrlters 

Fidelity-Phenix  United  Firemens 

Peoples  National  Minneapolis  F.  SlJA. 

Merchants  Fire  Assurance  Corp.     Firemen's  of  Wash.,  D.  C. 

TS  William  St.»  Ne^v  York  Clt>r 


80  Maiden  Lane,  New  York 

Automobile   Insurance 

FIRE— UABIUTY— DAMAGE  TO  CAR— DAMAGE  TO  PROPERTY 
PERSONAL  ACCIDENT— HEALTH— BURGLARY  AND  THEFT 

National  Fire  Insurance  Co.,  Hartford  (Automobile  Dept.) 
The  Preferred  Accident  Insurance  Co.,  of  N.  Y. 
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A  Correspondence  Course  of 
Instruction  in  life  Insurance 


Among  the  many  advantages 
enjoyed  by  representatives  of 

The  EQUITABLE  UFE  ASSURANCE  SOCIETY 

of  the  UNITED  STATES 

is  a  Correspondence  Course  of  In- 
struction, dealing  with  the  funda- 
mentals of  life  underwriting  and  the 
practical   side   of   field    work. 

While  the  Regular  Course  of  27 
Lessons  and  Official  Answers  are  re- 
served exclusively  for  Equitable  rep- 
resentatives, the  Preliminary  Course 
consisting  of  three  Lessons  will  be 
sent  to  anyone  on  request. 

Address: 

Correspondence  Course  Bureau 

Tlie  Equitable  lite  Assurance 
Society  oi  tlie  United  States 

p.  0.  Box  555  New  York  City 
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W^  &  KENNEDY 

123- 1 33  William  Su  New  York  City 


BROKERS  AND  EXPERTS  IN  FIRE.  MARINE. 

CASUALTY.  AND  EVERY  BRANCH  OF  INSUR. 

ANCE  INCLUDING  WORKMEN'S  COMPENSATION 


METROPOLITAN  DISTRICT  AGENTS 

Of  Several  Fire  Insurance  Companies 


Surplus  Line  Department 

UNITED  STATES  CORRESPONDENTS 

Of  the 

ASSICURAZIONI  GENERALI 
of  Trieste 

B8TABUSH8D  1831 

ASSETS      -       -       OVER  $100,000,000 


London  Lloyds  Underwriters 

We  have  exclusive  contracts  with  many  guaranteed  members  of  this  the  greatest 
underwriting  association  in  the  world,  by  which  we  are  able  to  immediately  cover  large 
amounts  on  desirable  risks  irrtspecffhe  of  other  stmoants  on  the  SMtne  properties  obtained 
through  other  channels. 

For  more  than  thirty  years  we  have  conducted  this  department  of  business  with  European 
and  American  companies  and  our  facilities  are  unequalled. 

There  never  is  trouble,  vexation,  or  delay  in  the  adjustment  of  losses  when  forms  have 
been  drawn  and  risks  have  been  placed  through  our  omce. 
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J.  S.  FREUNQHUYSEN  &  CO. 

INSURANCE 

1 1 1  WILLIAM  STREET  NEW  YORK 

GENERAL  AGENT 

STUYVESANT  INSURANCE  COMPANY 

Atsett,  Dm.  31,  1914 $i,U3,a2}.4S 

Cash  CapiUI 4M,0M.M 

Surplus  to  Policyholders SM,MI.84 

PACIFIC  FIRE  INSURANCE  COMPANY 

AsseU.  Doc.  31.  1914 1,180,M8.73 

Cash  CapiUl 4M,0M.M 

Surplus  to  Policyholders 7I1,M2.«9 

INSURANCE  UNDERWRITERS 

AsseU.  Dec.  31,  1914 3,79l,i9S.93 

Capital,  Dec.  31,  1914 l,MO,MO.M 

Surplus  to  Policyholders 1,33S,31«.«4 

THE  INSURANCE  COMPANY  OF  THE  STATE  OF  PA. 

AsseU,  Dec.  31,  1914 3,791,I9S.93 

Cash  Capitol 1  ,MO,MO.M 

Surplus  to  Policyholders M3S,3U.«4 


^ 


MANAGERS  METROPOLITAN  DISTRICT 

■ 

Allemannia  Fire  Ins.  Co.,  Pa.  Richmond  Ins.  Co.,  N.  Y. 

Aachen  &  Munich  Fire  Ins.  Co.  Union  Ins.  Co.,  Buffalo,  N.  Y. 

Williamsburgh  City  Fire  Ins.  Co.  of  N.Y.  United  States  Underwriters 

United  States  Fire  Ins.  Co.,  N.Y.  Seneca  Fire  Insurance  Co.  of  Buffalo,  N.  Y. 

Potomac  Ins.  Co.  of  Washington,  D.  C. 

GENERAL  AGENTS  FOR  THE  UNITED  STATES 

Williamsburgh  City  Fire  Ins.  Co.  of  N.Y.  Union  Ins.  Co.,  Buffalo,  N.Y. 

United  States  Fire  Ins.  Co.,  N.Y.  National  Lumber  Ins.  Co. 

Richmond  Ins.  Co.,  N.Y. 


OF    NEW    YORK 

INCORPORATED     1 822 
QS  WllHam  SU  New  York  City 
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e:l.\«e:r  <j.  hopper 


(Metropolitan  District) 

OF  THB 


London  &  Lancashire  Indemnity  Company  of  America 


WRITING 


All  Forms  of  Liability,  Personal  Accident,  Health,  Plate  Glass,  Workmen's 
Compensation,  Automobile  Property  Damage  and  Collision  Insurance, 

Fidelity  and  Surety  Bonds 


SO  IWfaiden  L.ane 


New  York  City 


THE    WILLIAM    H.   KENZEL   CO. 

as  Liberty^  street.  New  York 

REPRESENTING 

EQUITABLE  FIRE  &  MARINE  INS.  CO. 

of  Provld«nc«v  R.  I. 

COMMERCE  INSURANCE  COMPANY 

Z^.  ,  of  Albi«r,  N.  Y. 

GRANITE  STATE  FIRE  INSURANCE  CO. 

of  Portsmouth,  N.  H. 

THE  COLUMBIAN  NATIONAL  FIRE  INS.  CO. 

,  of  Dotroit,  Mich. 

THE  CLEVELAND  NATIONAL  FIRE  INS.  CO. 

KBNZEL  OFPICB  of  Clovoland,  Ohio 

STARKWEATHER  &  SHEPLEY 

(Incorpontod) 
QEOROE  L.  SHEPLEY,  President 

17  Cottom  Home  Street,  Providence,  R.  I.  55  Joiin  Street,  New  Yoric  43  Kilby  St.,  Boeton 

lamrmnce  E»baoge,  175  W.  Jacloon  Bhrd.,  Chiceco  30,  Roe  Chendiat,  Paris 

U.  S.  MANAGERS 

RHODE  ISLAND  INSURANCE  GO.  of  Providence,  K.  I. 

UNION  FIRE  INSURANCE  CO.  of  Paris 

NATION  ALE  FIRE  INSURANCE  CO.  of  Paris 

PHENIX  FIRE  INSURANCE  CO.  of  Paris 


B.  N.  EXTON.  President 
D.  BLDER.  Treas.  &  Sec. 


CHAS.  DUPEB.  Vice-President 
R.  P.  BROWN,  Asst.  Treas. 


B.  N.  EXTON  &  CO.,  Inc. 


SUCCESSORS  TO 


The  Exton-Hall  Brokerage  &  Vessel  Agency 

Jameson  &  Frelinghuysen 

Special  Facilities  for  Covering  Large  Lines  of  Insurance  on  Improved  Bisks 

64  WALL  STREET  NEW  YORK 
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JOHN  E.  KING 

General  Agent 

The  Arlington  Fire  Ins.  Co.  of  Washington,  D.  C. 
The  Arizona  Fire  Ins.  Co.  of  Phoenix,  Ariz. 

84  WILLIAM  STREET 
NEW  YORK 


ROBBRT  C.  REAM  HBNRV  W.  IVES 

REAM,  IVES  &  WRIGHTSON,  Inc. 

General  Insurance  Brokers 
24  Broad  Street,  New  York  Mo^^^afSSdS 

RE-INSURANCE  TREATIES  AND  SURPLUS  LINES  ALSO  HANDLED 
OUT  OF  TOWN  BROKERAGE  ACCOUNTS  SOLICITED 

Underwriters  Brokerage  Corporation 

SUCCESSORS  TO 

(Whilden  &  Hancock) 
1  LIBERTY  STREET  NEW  YORK 

General  Brokerage  Basineaa 

All  Branches 

"PROMPT   SERVICE'' 

CabU  AddrMsi    Whiihan,  N*w  York 

HERBERT    BUXTON 

9:2    WIULrlAiVf    STREET  NEW    YORK 

Ne^v  Yorlc  Suburban  Afcenoy 

Central  Manfrs.  Ins.  Co.      Millers  National,  Chicago 
Ohio  Farmers,  LeRoy,  O.       Dubuque  Fire  &  Marine,  la. 

•  Central  Manufacturers  Insurance  Company,  Van  Wert,  O. 

£xeelleit  Fadlittes  lor  Pladig  Excess  lasoraiice  oa  Large  Usks 

Gorr««poncl«nG«    Sol  lei  t«^ 
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f  vra  N.  liiakil 
&Ct. 

INSURANCE 

123  WILLIAM  ST. 

Lane  &  Jones— 1 
Lasher  &  Taylor — f 
Lauckner  O  0--f  c 
Lee  E  W— I 
Leiffer  P  M— 1 
Leroy  Herman — 1 
UvT  Abraham — 1 
Lockwood  &  Lowe — f  c 
Lockwood  Bro»-^ 
Lockwood  Bros  ft  Ward 

Loesch  Geo— 1 
Lombard  £  B — 1 
Lumber  Insurers  Gen*i 

Agency — f 
McConnell  £  B  &  Co-^ 
McCrca  D  W-— c 
McGec  W  H— c 
McGregor  R  W  E— 1 
McKenna  J  T— 1 
McMurchy  C  E—I 
MaMaby  0  W— 1 

MARSH  &  Mclennan 

INSURANCE 

19  Cedar  Street 

(See  Chicaso) 

Mautncr  J  L— c 
Menachel  Abraham — ^1 
Merges  F  &  Co — f  c 
Merlehan  T  P— 1 
Miller  A  E— £ 
Miller  Z  T— 1 
Mills  A  B  &  Co— f 

Mills  &  Hoaness 

UFUsntnG 

jnnt  luaraacaOo.  of  Hartford 
y  Capital  Tnsoranfls  Go.  of  I.  E. 
AtaizlSrt  of  Psris 

78  MAIDEN  ULNE 
NEW    TOBK    CITY 

Mix  R  J— 1 

Montgomery  &  Fountain 

Mowry  ft  Patterson — 1 
Newman  ft  MacBain—f 
Oaiclcy  Alonzo  Gore— c 
Ogden  &  Fay— f 
Owens  &  PhilUps  F— f 
Pasner  Joseph  M —  1 
Payne  &  Ramsey-— c 
Pennock  H  H— 1 
Pcrdcw  F  H— c 
Perrin  W  L  &  Son— f 
Phclan  C— c 

Pinner  L   &   Co  Ino— c 
Piatt  C  A— c 
Piatt   &    Jeremiah— c 
Pogeenburg  H  F  ft  Co- 
Prentice  D— f 
Prosser  &  Homans — ^l 
Qnackenbosh  E  B — c 
Rathbone  R   C  ft   Son-* 

f  1 
Ream,  Ives  &  Wrightson 

Inc-f 
Reid  Wallace— f 
Reilly  Thos— 1 


Reinboth  Max — 1 
Rhodes  Frederic  H— 1 
Ridgway  T  W— 1 
Robbins  J  R— 1 
Rogers  O  S— 1 
Rooney  W  J—! 
Ross  F  H-^ 
Russell,  Scott  &  Ziegler 

Rutherford  P— c 
Samrais  W  D— f 
Sanders  H — c 
Sasseen  Robt  A— 1  c 
Savmon  M — 1 
Schaefer  L— f 
Sewall  &   Alden— f  c 
Sinclair  D  G  C— 1 
Small  J  H— I 
Simmons  John  G — f 
Simons  R  M-^1 
Smith  ft  Hicks— f  &  m 
Sohmer  WmJ  &  Co— f 
Southworth  E  B  Jr — c 
Spencer  C  H— 1 
Spencer  G  A — 1 
Starkweather    &    Shepley 

I  no — f 
Stewart  C  A— 1 
Strauss  Charles  H — 1 
Sudbrink  C— 1 
Swinton  A  C — £ 
Taylor  A  R — 1 
Ten  Broeck,  Morse  &  Co 

Tharp  E  C— 1 
Thomas  E  V — i 

Arthur  J. 
Thowless 

INSURANCE 


93-99  Nassau  Street 

Timewall  C  A — c 
Tomlins  Wm  M  Jr— < 
Tonkin  W  J— 1 
Treat  A  B — c 
Treat  E  M— c 
Underwriters    Brokerage 

Corporation — f 
Wallis  Frederick  A — 1 
Walters,  Kelby  &  Co — c 
WayUnd  C  C— 1 
Weed  &  Kennedy— £  c 
Weigel  G  A— 1 
West  Brothers — c 
Wcttzel  Geo  G— c 
Whilden  ft  Hancock— £ 
White  Major  A— £ 
Willcox,  Albert  &  Co— £ 
Willkens  Frederick  E— c 
Wilkinson  W  E— 1 
WolflFsohn  I— 1 
Woodward  &  Williamson 

— £c 
Woodbury  F  R— c 
Worth  Walter— c 
Yearance  Jas— 1 

NIAGARA  FALLS 

Ackerman    Bros   &    Co— 

£  1  c 
Brophy  J  T— £  1  c 
Campbell  D  W— £  1 
Crick   Chas — £ 
Electric  City  Securities 

Co— £  1  c 
Franchot  R— £  1  c 
Hayes  Mercantile  Agency 

Henderson  E  E — 1 
McMahon  Henry — 1  c 
Mooden  J  B— c 
Moroney  &  Fell — £  1  c 
Murphy    James    F    Co— 
,    £  1  c 


Niagara   Falls    Fire    Of- 
fice—£  1  c 
Oppenheim  Max — £ 
Randolph  Miss  M  A— 1 
Schmeck  J  H— £  1 
Simmons  ft  Baker  Co — £  1 
Sullivan   Frank — £ 
Woodward  Chas— £  1  c 

N.  TONA WANDA 
Austin  Elgin  F — c 
Gardei  W  F— £  1  c 
Lindsay  S — I 
Patten  J  M— £  c 

NORTHVILLE 
Anibal  Lee  S— flc 
Fry  ft  Roberts— £ 

NORWICH 

Barnes  Frank — £ 
Blakel^  M  M— £ 
Bumside  L  H — £ 
Clinton   Chas— £ 
Finigan  &  Co — £  c 
Frink  J    B— £ 
Frink    L— 1 
Hewitt  Mr— 1 
Hubbard  Mr— 1 
Lee  D  F— £ 
Lyons  Chas— 1 
AlcNitt  ft  Frink- £  c 
Merrifield  Wm— £ 
Mosier  W  I— 1 
Nash   C  B— £  c 
Porter  Chas— £ 
Ransford  Wm— £ 
Ruckteshler  G— £ 
Southward  W  D— £  1  c 
Tillman  L  J— £ 

NORWOOD 

Harris  Geo— f  1  c 
Stowell  E  E— £  1  c 
Vance  C  F— £ 

NYACK 
Blauvclt  &  MorrcU— £  1  c 
Essex  Harry — £  c 
Gaynor  Joseph  T — £  c 
Gedney  Robert — £ 
KilW  J  P— £  c 
McGinley  H — £  c 
Meyers  Edward — f 
Perry  Fred- £ 
Polhemus  W  O— £  c 

OGDEN SBURG 

Bickford  A  H— £ 
Bell  Vivian  G— 1 
Chandler  Harvey  G — £  1  c 
Dana  Theo  F  ft  Son— f  I 

Dandy  H  J— £ 
Dandy  J  R— 1 
Dawley  S  L— £  1  c 
Deneen    T— £   1   c 
Doyle  Michael — £ 
FitzGerald    Richard — £   c 
Lancto  E  J — £  1  c 
Meagher  G  S— £  c 
Merriman  C  A  &  Son — 

— £  1  c 
Russell  Real  Estate  Co — £ 
Simonds  Chas  H — £  1  c 
Smith  A  E  ft  Son— £  1  c 
Weeks  I  L— £  1  c 

GLEAN 

Abrams  &  Sons— f  c 
Chamberlin  W  A— f 
Cobb  Hugh— f 
Collins  Interstate  Agcy 

Co— flc 
Empire   Agency — f  1  c 
Fitch  S  1^1 
Hunt  Dell- 1  c 
Jordan  M— f  1  c 
Mallery  R  T— f  c 
Mandeville  W  H  Co — f 

Ic 
Pierce  C  D-1 


Seamans  J— 1 
^isson  &  Billings— f  c 
Song  John  G  Co— f  1  c 
Stillman  F  V  R— f  1  c 
Van  Campen  Geo — 1 
Van  Campen  James— 1 

ONEIDA 

Coon  Eugene  E— f 
Covell  D  J— f 
Fearon  H!enry  D— 1  c 
Fort  J  W-f 
Greer  F  T— f 
Hamblin  A  D— f  c 
Hay  Arthur— f  c 
Muns  P  J— f 
Munz  &  Haskell— f  c 
Nauman  A  G— f 
Putnam  John  H— f  c 
Rockwell  Hiram   I^f  1 
Ruggles  C  M— f  1 
v»eeks  Miss  Alice  F— f 
Watterson   Robt— fc 

ONEONTA 
Aplanalp  E  C— 1 
Bard  H  M  ft  Son— £  1 
Ceperley  ft  Morgan — £ 
Corr  J  J— £ 
Eckerson  H  £— £ 
Ferguson  Ursil  A — £ 
Gallagher  P  J— f  1  c 
Hazard  Chas  B— £  1 
Helm  Frank  I— £ 
Keenan  ft  Wells— £  c 
Lennon  L  B — 1  c 
McGuiness  John — 1 
O'Brien  Thos  J— 1 
Scott  Walter— £  c 
Shelland     ft     Nearing— 

flc 
Van  Wie  Fred  N— £ 

OSSINING 

Cornell  H  A  Jr— f  1  c 
Cowie  Geo  C— £  1  c 
Heagle  Wm— f  1  c 
Kelly  Mrs  Mary^-1  c 
Leary  Thos— £  c 
Powers  J  B — £  1  c 
Schafmeister   H   A— f  1  c 
Wood  Fr  G— £ 

OSWEGO 

Burr  W  V  ft  Sons— £ 
Burt  C  M— f 
Cavanaugh  W  J — c 
Cooper  Webb  G— £  1 
Doyle  Jas  P— £  1  c 
Dowdle  &  Quiglcy  Co 

Inc — f  c 
Frost  E  B— c 
Graveley  John  A — c 
Kelsey  ft  Dcwine — £  1 
Kenific  E  P— £ 
McGowan  M — f 
McPeake  Thomas— f 
Murdock  W  L — c 
Parker  F  W— £  c 
Phelps  ft  Spencer — £  c 
Reid  C  A— £ 
Riley  Fred  M— £  c 
Thrall  W  G  ft  Son— £  c 
Wiltse  E  F— £  I  c 
Wright  Chas  P— £  1  c 

OWEGO 

Horton  F  G— f  1  c 
Lounsbury  Stephen — £  1  c 
Robinson  A  J— f  1  c 
Steele  R  D— f  1  c 
Woodford  C  G-f 

OXFORD 

Knott  L  A— f  1  c 
Loomis  M  C— f 
Philley  J  C-1 
Stone  C  L— f  1  c 
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EGBERT  F.  ASHLEY  CO. 


W.  O.  ASHLEY,  Prcaident  J.  A.  DUPUY,  Vice-Prcs.  and  TrcM. 

Rochester  German  Underwriters  Agency 


CHARLES  T.  RAU,  SecKtaxy 


Hartford  Fire  Ins.  Co. 

North  British  &  Mercantile  Ins.  Co. 

German- American  Ins.  Co.  of  New  York 

Connecticut  Fire  Ins.  Co. 

Springfield  Fire  &  Marine  Ins.  Co. 

Fire  Association  of  Philadelphia 


Providence  Washington  Ins.  Co. 
Hartford  Steam  Boiler  Ins.  Co. 
Guarantee  Co.  of  North  America 
United  States  Guarantee  Co. 
Standard  of  Detroit  (LiabOity) 
Mannheim  Ins.  Co.  (Marine) 


Hartford  Accident  and  Indemnity  Co.  (Burglary  &  Plate  Glass) 
Columbia  Ins.  Co.    (Automobile) 
"One  of  the  Leading  Agencies  of  the  Country."— N.  Y.  Press 


N.  Y.— Con. 

PALMYRA 

Braman  S  E— f  1  c 
Guile  Mr— f 
Jackson  A  F— f  1  c 
Knapp  A  R — f 
McLouth  C— f 

PATCHOGUE 

Chichester  Geo  L — ^f  c 
Conklin  S  W  &  Co— f  c 
Losee  Jos  T — f 
Potter  John  A— f 
Potter  R  E— 1 
Price  Jno  M — f 
Roe  John  J— f 
Swezey  J  B- — f 
Wiggins  M  G— £ 

PEEKSKILL 

Barger  &  Powell—^  1  c 
Crumb  L  F— £ 
Free  Chas  K— f 
Frost  M  E  &  Son— £ 
Goodliffe  Frank  B— f  1 
Horton  Cjrrus  W— f  c 
Joseph  Geo  B — f  c 
Knapp  S  R — f 
McCord   Samuel  J— f 
Mason  C  L^—i  c 
Moses  Martin — £  1  c 
Riley    Frank— f 
Seymour  Alonzo — f 
Strang  A  F— f  1  c 
Travis  Lewis — f  c 
WUson  E  C— £ 

PENN  YAN 

Burr  Geo  W— 1 
Dailey  N  S— f  1  c 
Fitxpatrick  Wm  J— £  1 
Gooospeed  ft  Miller— f  1  c 
Havens  B  M — I  c 
Heard  C  N— I 
Horton  Freeman — ^£  1. 
Tones  ft  Putney — f 
Kinne  Silas  ft  Son— £ 
Mallory  B  T— £ 
Salisbury  J  M— £  1  c 
Stoll  D  H— £  1  c 
Waldron  Edwin— £ 
Watkins  J  E— £  1  c 

PERRY 

Badger  V  H— £ 
Donlon  P  H— 1 
Fancher  Edward  B— f 
Gregg  Herman  G — 1 
Hart  &  Grieve— £c 
Parker  Geo  M  C— £ 
Tarplu  &  Stowell— £ 

PERRY 

Badger  V  H— f 
Fancher  Edward  B-^ 
Gregg  Herman  G-^ 
Hart  ft  Griere— f  e 


Parker  Geo  M  C— f 
Webster  £  J--£ 

PHELPS 

Kitson  ft  Kavanagh— £ 
Norton  Wm— £  1  c 
Warner  E  S — £ 

PHILMONT 

Mead  S  Lr^i 
Snyder  T  H— £  c 
Waltermire  Geo — £ 

PITTSFORD 
True  Chas  H— £ 

PLATTSBURGH 

Guibord     &     Hapgood — 

£  I  c 
Heffeman  ft  Son — £  1  c 
O'Brien  &  LaMarche— f 

Ic 
OlHver  C  H— £  Ic 
Parkhurst  ft  Taylor— f  1 
Smith  C  W— £ 
Stratton  J  A— 1 
Thomas  H  A  ft  Co— £  1  c 

PLEASANTVILLE 
Hall  Chas  H— f 
Horton  E  G — £ 
Ripley  E  H— £ 

POKT   BYRON 

Crane  T  M— £ 
King  L  H  &  Co— £ 
Kinmade  Will— 1 
Madden   John — 1 
Monroe  M— £ 
Rude    Harry — ^1 
Stilwell  W  P— 1 

PORT  CHESTER 

Austin  &  Merritt — £  c 

Gold£arb  Jos— 1 

Knapp  &  Wakefield  Co— 

£  c 
Lounsbury  C   E  ft    Sons 

Marshall  ft  Remsen — £  1  c 
Odell  A  R— 1 
Smith  John  H — £ 
Smith  W  B— c 
Taylor  Roy^£ 
Wilson,    Bull   &  Black- 
man— £ 

PORT  HENRY 

Beers   Alvah   R— £  1 
Neide  Mary  E— £  1 
Wallace  Bros— £  1  c 

PORT  JEFFER.SON 

Bayles  H  T— £ 
Conk  R  E— £  c 
Darling  Geo  E— £ 
Davis  4  Dajrton— { 


Dayton  R  B— £ 
Floyd  &  Roe— £ 
Piatt  C  V— f  c 
Ritch    Thos    J    Jr 
Roe  Chas  F— i 
Sweezey  I  M— £ 

PORT  JERVIS 

Bevans  W  S— f  c 
Bonnell  T  J— 1 
Clancy  Wm  A— £c 
Denton  Harry  B— f  1  c 
DeWitt  G  S— £  1  c 
Famum  John  C— f  1  c 
Fisher  J  A— f  c 
Fowler  Fredlc  D— £  I  c 
Popejacob  F— £  c 
Van  Fleet  Frank — ^£  1  c 
Westbrook  M  D-<  c 

PORT  RICHMOND 

Braman  W  M — £  1  c 
Foggin  &  Son — £  c 
GrU&th  Chas  E  Sons— £  c 

Jones  Robt  D  &  Son— f  c 
IttlUn  B— £ 
Sharrett  H  J— £ 

POTSDAM 

Barnett  Michael  G— £  1  c 
Curtis  H  C— £  1  c 
Heath  A  D— £ 
Murray  Tames — £  1 
Perrigo  H  S — f 
Redway  S  A— f 
Smith  G  W  F— f 

POUGHKEEPSIE 

Beatty  James  H — f  c 
Bull  L  M— 1 
Foster  D  C— £  1  c 
Frost  ft  Ludcey — f  1  c 
GUI  Harvey  M— £  c 
Graham  J  J— £ 
Graham  Robt  G— f 
Guernsey  Homer  W — f 
Hinkley  John— c 
Irish  S  B— f 
Ketcham  Chas  A — £  c 
Krieger  H — £  c 
Lee  Townsend  H — £  c 
Luck  H  C-£ 
Lumb  George  J— f 
Lumb  C  C— « 
Manning  J  J — ^1 
Marshall  ft  Sterling— f  1  c 
Nelson  H  A— £ 
Peters  Alfred  H— £ 
Piatt  Isaac— £  c 

guintero   wm  S — £  c 
eynolds  Jas  W— 1 
Stockton  S  D— 1 
TurnbuU  H  B— £  c 
Vail  Lewis  H— £ 
Vail  &  Vail— £  c 
Valentine  ft  Booth — £  c 
Van  Wagenen  J  M — ^1 
Warren  P  J— I 
Welch  &  Gellert— 1 
Wickham  R  W— 1 


PULASKI 
Bishop  D  C— 1 
Knowlton  Leonard— 4  c 
Macy  L  J— f 
Miller  ft  Bentley^f  e 
Miller  Ows  S-f  1  e 
Parkhurst  B  £  ft  J  W- 
£   I   c 

RANSOMVILLE 

Barry   A    J— £ 
Molnoux    R    ly— f 
Wlsner  W  D-f 

RENSSELAER 
Boothby  E  L — c 
Heeron  ft  Lithgow— £  1  c 
Lithgrow  Francis — ^f 
Munger  John  F — f  c 
Plants  Bros — £ 
Russell  Geo  H  ft  Son— 
£  c 

RHINEBECK 

Cramer  WUUam— £  1  c 
McCarty   Charles  E-A  c 
Schryver  M  V  B-£ 
Secpr    H    N— £ 
Smith  Gnyve    C 
Stickle  Lee    c 
Van  Keuren  J — c 

RICHFIELD    SPRINGS 

Bierman  D  A — t 
Bond  O  W— £  1  c 
TuUer,  Melvin  ft  Sons— £ 

.     RIVERHEAD 

Bagshaw  John— £  c 
Corwin    Mathis— £ 
Dugan  ft  Co — ^f 
HoweU    Chas   H  ft  Soa 

-£  1  c 
Nesbitt  C  H— 1 
Preston   Henry  H— f 

ROCHESTER 

Alexander  J  V— 1 
Amsden  F  P— I 
Amsden  AAlbfleisch  C^-* 

f  c 
Armstrong  Jane  1^1 
Ashley  E  F^  Co— £  c 
Avery  W   M— 1 
Babcock  Clay — 1 
Baker  John   E— I 
Bartlett  C  A— c 
Bennett  B  G — ^1 
Beers  Wm— 1 
Blnmensteil   Bros-<*-c 
Bly  Clark  W— f     ' 
Boiler  E  T— c 
Booth  A  B — ^1 
Browne  J  C— £ 
Bryant  L  P— 1       » 
Burke  A  E— 1        > 
Bnrke  Edward  H-i-I 
Burke  P  E — ^f 
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Baraett  Wm  C— 1  c 
Bruh  S  J  T— 1 
Carpenter  Seth— c 
Cbaoe  B  B— c 
ChanneU  F  0— f 
Cliarcli  A  E— f 
Clark  E  P— I 
Qementi  J  C — f  c 
Cooke  W  H— 1 
Cooper  Geo  N— 1 
Copdand  J  C — c 
Crabbe  S  L— 1 
Crittenden  F  M — ^f 
Cnrtin  Bros— f 
Curtia  AW— f 
Cnrtiaa  C  F— 1 
Crowlgr  H  B—f 
Dana  Howard  C  ft  Co— 

f  c 
Decker  Frank  B—f 
Decker  Case  Co— f  c 
Deming  W  I^f 
Donahue  G  £— { 
Donald  T  M— f 
Doolej  P  R— c 
Dnrgin  T  F— c 
Dutton  Percy  B — f  c 
Eaton  Eli-r 
EUif  HW— I 
Ely  F  P— 1 

E^lehardt  Edward  Co- 
Evans  L  P— f 
geckenatein  W  B-f 

Gibson  Chas— f 
Gliddon  C  J— c 
Grceno  F  L— f 
Groyer  A  B— 1 
Hagerty  C  G— 1 
Hall  John— I 
Hambsch  P  F— f 
Hammond  D  H— 1 
Hammond  C  L^l 
Hare  Geo — ^1 
Hatch  A  1^1 
Hayes  W  D— I 
Henderson  ft  Mann— 1 
Hendrix  A  F— f 
Hodges  N  P— f 
Hotchkias  T  D— f  c 

Howard  Xm  P— 1 
Howland  O  M— f 
Hughes  D  J— 1 
Jngold  G  W— f 
Jesaen  Chris— f 
Johnston  Ta»— f  e 
Johnson  T  A— f 
Jones  J  P— 1  c 
Kavanagh  ft  Smithr-f  1  c 
Kendair  H  I  Co-f 
Kolb  L  F— f 
Lewis  H  R— 1 
f  «na  W  A— c 
Locwengurth  L  E— f  c 
LongS-1 
LnottEdw  J— f 
Lyddon  T  B—f 
JWJey  Jamea— f  c 
McAnarney  J  H— f  c 
McAuhffe  Jamca— c 
JJcChesney  C  H— 1 
McChesney  F  H— 1 
McGrath  Frank— 1 
McKay  Harry  J—f 
McNicce  Tas— f 

Miller  Chas  F— £  c 
Miller  J   M— 1 
Miller  ft  R— 1 
Mills  Bnell  P— £  c 
Moran  J  C— 1 
Mosher  F  H— Tr 
Narin  John  F— 1 
Neafie  R  J— 1 
NeU  Edwin  B— 1 
Jugent  James  J— i 
Nye  ft  Forbes— f  1  c 
Ottley  H  F— £  1  c 
Palmateer  Frank— 1 
Pangbnm  G  W— Ic 


Fairies  W  ]>-l 
Parsons   G  A — ^1 
Patton  W  F— £ 
Pavionr  Robt  S — £  c 
Petrie  Glen-^ 
Pickering  A  T— f 
PiS[goU  O  A— f 

guinlan  James  H — c 
lynor  Seymour  D— c 
Resan  N  W— 1 
Reibling  A  J  ft  Son  Co 

Richards  H  S— £ 
Ritter  Fred  A— 1 
Robinson  A— c 
Roach  Wm  C— £ 
Roch  Agency  Co— 1 
Rogera  N  G— £ 
Rowland  Neal  C— f 
Safford  Carl  R— c 
Saunders  W  P— I 
Schlitser  Leo  A— £  c 
Schwab  A  P— 1 
Scott   v^  M— 1 
Security  Agcy  Co— £  c 
Sheeler-Baxter  Co— f 
Siebold  Charles  A — 1 
Smith  A  V— 1 
Smith  Geo  L— I 
Smith  W  J— c 
Spaeth  Chas— 1 
Sparlin  Ezra  M— £  1  c 
Speare  L  C— £ 
Speare  R  B — ^1  c 
Spitalewitz  JD— 1 
Stahlbrodt  Sisters— £ 
Steitz  G  W  ft  Son— £  c 
Stettheimer  J  R— c 
Stevenson-De   Mallie   Co 

-I 
Stillman  A  Stewart— 1 
Street  Thomas  F— c 
Tanner  O  B— 1 
Thomas  &  Childs— f 
Thompson  A  T — ^1 
Tobin  C  M— f 
Townsend  F  U — c 
Tukc  C  D— c 
Visscher  H  S— f 
Vreeland  J  H— £ 
Vahne  W  B—f 
Wagner  Wm  H-c 
Wafi  R  W— 1 
Ward  L  S  ft  Co— f  I  c 
Wchn  Louis  W— £  c 
Welsh  Geo  H— c 
Whitbeck  L  H— £  c 
Wittlesey  G— 1 
Wolfert  Bros— £  c 
Wollf  M  E  Co— £  c 
Wood  Thomas— 1 
Wright  T  C— 1 
Wright  W  G— 1  c 
Young  J  Austin — c 


ROME 

Baldwin  ft  Stone— £  1  c 
Besley  ft  Besley— f  1  c 
Case  H  B— 1 
Clark  Charles  E— £ 
Davis  J  W— £ 
Eastman  ft  Caswell — £  1  c 
Evans  H  A— £ 
Fowler  &  Hughes — f 
Gould  G  Lr—f  1  c 
Hooke  J  H— f  1 
HuRians  P  R  ft  Co — £  c 
Jones  N  H— £  1  c 
Tones  R  O — f 
Kinney    ft     Bouten  Co— 

£  1  c 
Lovier  A  M — £  I  c 
Lynch  J  C  Ji^-£ 
Quackenbush  ft  Owen — ^£ 

1  c 
Randolph  &  McCarthy— f 
Roth  Bros  Co— £  1  c 
Searle  C  W— £ 
Smith  Gordon  J— £  c 
Van  Wagenan  L  G  Co — f 
Watters  C  H— £  1  c 


ROSLYN 

Eastman  H  M  W— £ 
Hicka  Albertson  W— £ 

ROUSES  POINT 
Myers  J  R— f  c 

Sabounn  T  A— 1 
Trombly  H  A— f 

SAG  HARBOR 

Bates  A— 1 

Brown  Arthur  T — £  c 
Corwin  B  D— £  c 
Greene  W  C— £  c 
Kiernan   G   Augustine — 

£  c 
Raynor  Mrs  G  C— £ 
Sleight  C  R— £ 
Winters  Edwin — 1 
Yardley  Fred— £ 

ST.  JOHNSVILLE 

Hall  E  R  &  Son— f  1  c 
Lampman  C  P— f  1 

SALAMANCA 

Brown  E  S— £  1  c 
Frank  M  W  ft  Co— £ 
Hazard  W  H  ft  Co— £  1  c 
Kammire  Carl  A — i  1  c 
Maloney  J  E  ft  Co— £lc 

SALEM 

Gibson  James  Jr — f 
HiU  F  A— £  1  c 

SANDY  CREEK 

East  M  M— £ 
Root  Ed  S— 1  c 
Sargent  Roscoe — £ 
WaUace  H  Lewis — £ 

SARANAC  LAKE 

Ayres  C  J—f  1  c 
Duryee  ft  Co — ^f  c 
McKec  F  H— £ 
Miller  S  A— £ 
Roberts  W  F— £ 
Starks  F  E— f  1  c 

SARATOGA 

Burdick  I  J— £  1  c 
Hartwell  ft  Shackelford— 

£  1   c 
Howland  O  V— £  1  c 
Ingham   White   ft   Co— i 

iones  L  M  Co— £  I  e 
fcNulty  J   D— £ 
Searing  B   H— f 
Sheldon  Jennie  S — f  1 
Van  Deusen  Henry — f  1  c 
Van  Voast  ft   Leonard — 
£  1  c 

SAUGERTIES 

Butzel's  Son  John  L — £ 
Darbee's    Ins    Agency — ^£ 

1  c 
Donlan   M   E — £ 
Eckert  ft  Snyder — £  1  c 
Keeney  H  T— f  c 
Trum];H>our  George — £  1  c 

SCHENECTADY 
Angle,  Gilmour  ft  Parker 

Chldwick  Wm  A— £  1  c 
Clute  Henry  J— £ 
DeGraff  Fred— 1 
Dettbarn  F  H— £ 
Faber  ft  Wrape— £ 
Glen  H  G  Jr— £ 
Hodges  Martin — 1 
Juno  J  S  ft  Son— f  1  c 


McDonald  Bros — £ 
Magee  A  V — f  c 
Merriam  C  W— f  c 
O'Brien  Brothers— £ 
Ogonowski  C  S — £ 
OT^eiU  J  J—f  c 
Peters  John  H— £  c 
R^rmond-Robinson   Co — 

Ryan  W  H— £ 

Ryon   E   T— £  c 

Schenectady  Insuring 
Agency — f  1  c 

Schermerhorn  Edwin— fc 

Schermerhom  ft:  Co— f  1  c 

Schoolcra£t  J  I/— 1  c 

Seamon   B — 1 

Stedman  H  L — £ 

TerBush  ft  Powell— £  c 

Truax  W  C — c 

United  Fire  ft  Real  Es- 
tate Co— f  1  c 

Van  Voast  ft  Leonard— 
£  1  c 

Wing  Marcus — £  1 

Yelverton  E  E— £  1  c 


SCHOHARIE 

Grant  Mary  T— £ 
Proper  Clyde  H— f  c 
Snyder   L  K— £ 

SCHUYLERVILLE 

Kahan   P— f 
Nesbitt  J  G— 1 
Nichols  G— 1 
Trumbull  A  S— 1 
Watson  G  F— £ 
Whitman  F  Z— 1 

SENECA  FALLS 

Combs  Chas  W— £  1  c 
Farron  Thos  J — ^f  1  c 
Gay  &  Son— f  1  c 
Harper  W  B—f  1  c 
Hurley  W  H— f 
Lathrop  R  P— f  1 
MacDonald  Bros— £ 
Miller  J  T— f 
Pontius  Geo  W— f 
Tennant  P  E— 1  c 

SHUSHAN 
Piser  Ralph  H— flc 


SIDNEY 

Bartley  A  H— £ 
Bates  W  W-f  c 
Hamilton  G  H— 1 
Nichols  E  C-1 
Root  Darwin — 1 
Sewell  H  B— £ 
Wanzer  W  F— £  c 
Wells  F  B—f  c 

SKANEATELES 

Avery  Mabel — f  c 
Burns  James — ^1 
Cuddeback  Geo  D— 1 
Durston   G  C  &  A  M— f 

1  c 
Gregory  F  H— £ 
Simmons  ft  Stephenson— 

Thome  Wm  T— 1 

SOLVAY 

Richards  Chas — £  c 
Starr  Taylor— f  c 

SO.   GLEN   FALLS 

Comstock  Fred  A — £ 
Heath  W  W— f 
Moore  C  E— £ 
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SOUTHAMPTON 
Bloodgood  H  &  Co— £ 
Dunwell  W  K— f 
Havens  U  R— f  c 
Howell  £  H-{ 
Kendricks  R  &— 1 
Osborne  A  S— f  c 
Payne  C  A— f  c 
Pierson  The  James  H 

Agency— f  c 
Seely  W  N-1 
Smith  R  E^f 

SOUTHOLD 

Folk  A  A— f  1  c 
Terry  W  H-flc 

SPRINGVILLE 

Fitzpatrick  A  J— ^f  c 
Pierce  T  W— f 
Reynolds  G  E— f  1  c 
White  W  D— f  1  c 

STAPLETON 

Barth  GusUve—f  1  c 
Cornell  D  T— f  c 
Cossmann  E — f  1  c 
Flake  W  L—f  1  c 
Kappes  Chas — f  1  c 
Robinson  W— f 
Stake  Albert^f  1  c 

SYRACUSE 

Ackennan  Geo  W — f 
Armstrong  A  T  &  Co — £  c 
Baker  &  Knapp  Co  Inc— 

f  I  c 
Baker  L  S— f  I 
Behm  C  L— 1 
Blake  £  E— f  c 
Bowen  W  R— 1 
Bower,   Pery   &   Fobes — 

f  c 
Boyd  D— 1 
Boyington  Geo  T — f 
Brainard  Geo  E — ^1 
Britcher   B   G— 1 
Brockway  C  T— f 
Brower  A  L — f 
Brans  Fredk  \— f 
Bttrnap  G  A — 1 
Carpenter  Tno  M — f 
Carothers  J  M— f 
Chllds  T  M— <: 
Congdon  C  S— f  c 
Conlin  H  B— 1 
Cooley  W  0—1 
Cooper  D  B — 1 
Cotter   C   E— 1 
Curtis  F  L—f 
Day  W  E  Co—f  c 
Dillenbeck   Clarence — f  c 
Dopffel  Wm— f  1  c 
Dosser  Chas  E — ^f 
Dow  C  R— 1 
Durston  A  S— 1 
Ellis  E  E  &  Co—f 
Freeman  E  L— 1  c 
Galphin  G  D— 1 
Gannett  Geo  O  — f 
Gant    O   F— f 
Geyer  Jos  A — f 
Greenland  Edward  H — f 

Greenland  H  W— f  1  c 
Guinness  J  F — f 
Hadley  G  F— 1 

Altizo  W.  Haifkt 

KIRK  BUILDING 

Represents 


Springfield  Fire  6c  Marine 

Hartford 

Globe  Indemnity  Co. 


Hale   Frank  H— 1 

Herrick  O  B— 1 

Hess  Herbert  Co  Inc— f 

Ic 
Hughes  A  J— £ 
Huntley  W  H—l 
Husted  H  B— 1 
Jarvis  P  B — f 
Jordan  John  A — f 
Joseph  Henry— f 
Kelly   E  H— 1 
Kernan  Francis  L — flc 
Kline  J  F— 1  c 

LEONAKDJDKNBDLL 
ft  JOHNSON,  Iflc. 

GENERAL 
INSURANCE 

^H^  f&MI  Theatrc  BMc. 
SYRACUSE,  N.Y. 

Care  Given 
to  Brokerage  Bueineee 

Le  Roy  Fred— 1  c 
Lighton    L   P— f 
Loehr  L  &  Son— f 
Luther  K  A— 1 

McGuire  &  Co—f  c 

MeKeough  &  Dunn — f 

McLeod  Wm  R— f 

Miller  J    P   Ins   Agency 
— ^f  c 

Morgan  H  L — f 

Munns  W  H  A— f 

Nash  J  J— f  c 

Nevins  R  M— f 

Northrup  F  B — 1  c 

Northrup  Milton  H  Co-^ 
flc 

O'Donnell  Jos  F— 1 

Parmelee  E  J — f 

Peck  Geo  P— f 

Petrie  G  D — ^1 

Phelps  Chas  W— f 

Piatt  H  I^-f 

Powell  Fredk— f 

Rhodes  S-rf 

Rich  C  A— f 

Rust   E   E^l 

Ryan  Peter  L— 1 

Sharkey  John  K — f 

Simmons  N  H — f 

Sraalley  F  M— f 

Smith  A  J— 1 

Smith  H  B— f 

Smith  H  H— £ 

F.  S.  SMITH  A  RON— f  o 

Somerville  W  R— f 

Steinbicker  A— f 

Stephens.  Haun  &  Dur- 
ston— t  c 

Stoddard  F  P— f 

Stone  W  G— f 

Syracuse  Fire  Office — f 

Tanner  M  F— f 

Tobey  G— 1 

Warren  E  H— 1 

Watson  ft  Wadsworth— f 
le 

Webster  L  I^-f 

White  ft   Barbei--c 

White  Hamilton— f  c 

Wickes  Henry  P— 1 

Wight  R  E  &  Son— 1 

Wilson  C  H— c 

Wilson  L  A— 1 

Wells  Byron  —1 

Woodworth  A  J  ft  Co—f 

TARRYTOWN 

Aldridge  W  H— f 
Bishop  &  Reynolds — f 
Booth  C  W— f 
Caldwell    J— 1 
Dashwood  Robt^f 
Free  ft  Brannigan — f  c 
Griffin  De  Los— f 


Hoctor  John  F — f 
Loh  Carl  C— f  1 
Martin  George  H — f 
Patterson  R  A-^ 
Silver  David  F— f  c 

TICONDEROGA 
Arthur  J  H— 1  c 
Cummings  W  A  E— f  1  c 
Frost  H  U— 1 
McKeman  J  no — ^1 
Mead  Leroy  R— f  c 
Ward  Charles— f 
Weed  ft  Burleigh— f 
Wiley  E  C  D— c 

TONAWANDA 

Austin  E  F— 1  c 
Crown  Ins  Agency — ^f  1  c 
Davies  E  M  &  Co—f  1  c 
Humphrey  ft  Vander- 

voort — f  1  c 
Patton  J   M— f  1  c 
Rand  Stanley— f  I  c 
Sider  Henry — f  1  c 
Sommer  W  L — ^1 
Tonawanda  Underwriters 

— f  1  c 

TOTTENVILLE 

Bolan  John  P — 1 
Fisher  ft  Walter— f 
Laing  Jas— f 
Sievers  A  A — f 
Vanname  P  M — ^1 
Williams  Benj — f 
Yetman  H  R — ^f 

TROY 

Ambler  Chas  G— 1 
Belanger  Joseph  L — f 
Breese   Rousseau   ft   Co 

— f 
Byron    Patrick — f 
Coffey  ft  McDonnell — f 
Comesky  ft  Morier — f 
Crowley  A  L — f 
Donnelly   ft   O'Connell— 

f  c 
Donovan  W  V— f 
Draper  ft  Htggins — f 
Egan  M  E  ft  Co—f 
Geer  Gilbert  Jr  ft  Co— f 
Harrington   A   W    H   Jr 

HiiT  F  T-c 
Hislop  T  W— f  c 
Hudson    ft    Thompson — ^f 
Tones  T   S — ^f  1  c 
Kennedy   &   Sheldon— f 
Knox  ft  Mead  Co — ^f  1  c 
Lisle  Wm  £— £ 
McCarty  C  E— f 
McCarthy  Geo  H— 1  c 
Mesing  Geo  L — f 
Mullin  W  P— f 
Murphy  F— 1 
Nichols  &  MacLaughlin 

Pattison    Ed — f 
Phelps  W— 1 
Smith  G  F— 1 
Stillman  ft  Son— f 
Strecker  ft  Co—f 
Tomlinson  S  W— 1 
Troy  Ins  Agency — f  1  c 

TRUMANSRURG 

Halsey  W  D— f  1  c 
Hunt  R  J— f  1  c 
Thompson  H  M— f 

UNION 
MacClary  T  A— f  1  c 

UNION  SPRINGS 

Barkus  G  B— f  c 
Clark  J  G— 1 
Johnson  E  B— c 
Johnson  B  F — ^f 


UTICA 

Ackroyd  H  A— £ 
Baechle-Clark  Co—f  c 
bagg  Egbert  ft  Co—t  1  c 
Barlow  G  H— 1 
Bradley-Sexton  Co—f  c 
Butler  Walter  &-4 
Campion  E  S— f 
Cantwcll  &  Bromley  Inc 

Ciark  B  A  ft  Son— f 
Qarke  W  H— 1 
Conger  A  B — f 
Crouse  N  D — f  c 
Courtney  F  H— f  c 
Daly  ft  Co—f 
Dawling  L  J — f 
Day  S  F— f  c 
Dering  S— f 

Donohue-Evans    Co— i ':  c 
Ehlinger  ft  Co—f  c 
Evans  J  T — f 
Ferris  ft  Co — i  c 
Fretts  G  W— f  1  c 
Glover  F— 1 
Hamlin  &  Carr— {  c 
Hardcastle  ft  Co—f 
Hart  R  S-1  c 
Harter  Fred  G— f  e 
Hayes  T  A— 1 
Head  Wm— f  c 
Hengge  J  G — ^f  c 
Hobart  C  R— f 
Horn  H  V  D  ft  Son— f 
Irish  C  G— e 

ackson  &  Spttzler— f  c 

ames  A  W— f 

ones  Hugh  R  Co—f  c 
-Ldly  ft  Dolan — f  c 
Keman  £  F  &  J  S-<Ic 
Klages  H  A— f 
Klous  L  D— 1 
Linck  A  A— f  c 
Uoyd  J  F— f 
McGarnty  Jas  H— f  c 
Matt  J  I^f  1  c 
Maynard  Wm  E— f 
Mirier  Geo  W—  k 
Mnlhall  J   P— 1 
Owen  Jonn — ^f 
Pape  E  T— I 
Plant  &  Retersdorf—f  c 
Porter  H  B — ^l 
Post  Agency  Inc — ^f  c 
Port  W  D— f 
Richards  &  Brady-f  c 
Shaw  Wm  H— 1 
SitterJy  P  W-^  c 
Smith  G  N— 1 
Staley  H  L—f 
Stendel  G  E— f 
Steppens  Henry  A— c 
Stenael  G  E— f 
Sweeney  B  J — ^1 
Taylor  W  H— f       ,   , 
Tumbull  J  B  ft  TM-fc 

Van  Basten  L^-f 
Walls  E  M— I  c 
Wehl  ft  Seals— f  c 
Wertham  ft  Kruse— f  c 

WALDEN 

Decker  W  G— 1 
Ellis  Waltcf^l 
Fowler  Cyrus  B— f 
Houghtaltng  E  H— « 
Hume  R  T—i 
Leeds  F  V  ft  Co-f  I,  ^ 
Miller  Theo  &  Son-4 1  c 
Scott  W— I 
Sanford  Abrams— f 
Tttpper  F  W— f 

WALTON 

Gladstonoe  W  L— I  1  ^ 
Knapp  James — I 
McLean  D    E— f 
Manrin  H  S-1  c 
Ogden  H  S— f  I  c 
Pond  S  H — f  1  c 
Reynolds  Victor  A— c 
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WAFPINGERS     FALLS 
Bimicr  W  A— ( 
Haibrook  Z  V— f 


WARSAW 

Fitier  A  W— f 
Gitl  i  Walker— f  I 
Hum*  Bobt— f  1  e 
McConneU  W  H— f  I  e 
McConmU  W    H— f  1 


SMford  F  V-^ 

S»nfwd  J  W— f  e 

Vm  Dmcr  W  W— f  1  • 

WATERFORD 
Birabtkn  &  Co— t 
BsU  S  C  ft  Co— 1  1  e 
DcDni)  Wm  A— f  1  c 
EaidhIt  J  W— * 

Powtn  M  C~i  Son— ( 

WATERLOO 
Bkod  a  Huff— f 
Bakcr-UcLcMD  Co  Tke- 

Cirroll  Jtmn— I 
Dowdeo  E  W— f 
Fri«  Chu  W— 1 


Van  Kirk  Ralpb-t  1 
WATERTOWN 
Ajers  J  C— f  1 

Brownell  Lift  Son-1 
DfLong  M  J— f 


Malthewi  A  T— f  I  c 
Moiber  E  G— f  c 
Pawling  &  Owena— f 
Scavcr  &   Peck— f   1   c 
Shepard  W  I— f 
Slonebum  Wm— f  c 

WATERVILLE 
Goodwin  a  Race— I 
Race  W  L— I  c 

WATERVLIET 

Ball  John- 

Battin  Wo. 

ColHn*  O  B 

CoTe      -  ■ 


■  Wm  J— 


M  E  &  Cd- 
I  J  M— f 


iC. . 

Harriniton  D  Y- f 
Holla^  In*  A«encr— f 
Hulaapple  J  H— f 
Miller  J  B— [ 
Mullen  Wm  P-( 
O'Connell  J  H— f 
Waddell   R—l 


Cooper  E  C  »  Co— fl 
Filnerald  Alvah— I 
Pellet  W  M— f  1  c 
Velier   Geo— f 

WAVERLV 
Austin  &  Ke1aer-[ 
Fljnn  D  J-l 


WELLS  VI LLE 
Hanln  Paul  B— f  e 

Henka  S  F—t  c 


WEST  BRIGHTON 
Lynch  John  A — i  c 
Rourke  Janea  T— f  c 
Simonton  C  E  &  Co— f  c 

WEST  COXSACKIE 
Townaend  W  B— f  I  c 

WESTFIELD 
Deleplaine  &  Cnbum-f  c 
F.!»»y  D  K— 1 
Gibba  k  Williamaon— f  c 
Kingiburr  C  A— f 
Ottaway  &  Muflaon— t 
Frendergin     ft     Douglaa 


WEST  LEBANON 
Fowler  Watreo— f  I  c 

WHITEHALL 
Bucom  The  W  F  Ini 

DorU"^^  C— f  c 
Dorena  lal  Son*— {  I 
Edmondi  John  T— f  c 
WHITE  PLAINS 
Carpenter  Benj  J — f 
Carpenler   Emcn— f 
Connolly  John  D— f 
Danner  George — f 
Ebrhart  E  Nelaon— f 
Ford  W  W— f  c 

Hun    R   Pruklin— f 
Kdl  William— f 
LeWneai  Oarence — f 


ey  John    R— t 

I   The   W   B    Co— 


Wright  I  ft  A  G—l 
WHITESTONE 
Deyo  &  Co—f  e 


WOLCOTT 


li'lophrr  P  F— ( 
T.I.-1  &  Pagan— f 
■ris.1.1  a  Bechel— f  c 


Smith  F  A— f 
Slevena  S  Ro.i— f  1 
Sullard  B  E— f 

Waring  0«car  B— f 
Wendeiken  I  M— I 
WheUn  Jamea  P— ( 

YOUNGSTOWN 
Thompaon  F  G— ( 


NORTH    CAROLINA 


ASHEVILLE 

ah™  P  R— f  1  e 

Aatoo.  Rawli  ft  Co—f  I  B 
Bfedioe  ft  Co— f 
Bfrlley  H-c 
DongliM  Geo— f 
Fiupatrlck  R  H— I 
Crcen  ft  Goodcuo— f      e 
Hoin*.  HitcbeU  ft  Rcf 
,  oolda-^ 

L*e  Georae  E— 1  e 
Vttler  f  U—i  1  c 
Moale  ft  Cliilea— f  e 

OttMB   T  W— 1 

P^tttrm  T  R  ft  Son— f  e 
Say<«mpbell  Co—f  e 
Rntledfe  Fred  ft  Co— te 
Scott  S  A-^  c 
Smltti  A  B — 1 
Wachorla  Bank   ft  Trait 

Co-f  1  e 
Waddell  ft  Due— {  1  c 
^Vn;,  Waller  Torn*— 1 

BEAUFORT 


Chadwiek  Carl— f  e 
Doone  A  F— ( 
DoQcan  C  li~-1 
Diinean  J  F— f 
Eiulej  Geo— I 


Jonei  C  D-l 
Mason  C  E— 1 
Oatemeyer  Fredk— f  I 
Smith  B  J— e 
Swann  U  E — f  1  c 
Thomaa  T — f  e 
Wright  J  A— f  1 


Central  Loan  ft  Trnit  Co 
Cheek  A— E  I 
Guthrie  B  O— I 
Murray  ft  Teague— f 

— f 
Murray  E  T— f 
Piedmont  Trual  Co—f  e 
Sharp  W  E  ft  C  V— I  c 
Standard   Ins    S    Rtalty 

Co-f  1 

CHARLOTTE 
Abbott  F  C  ft  Co—f 
Alexander  F  D— f 
Aleiaoder  W  S— t 
Anderaon  G  B— 1 
Barry  Joa  W— 1 
Brem  Walter— c 
Brown  &  Co-( 


Buecbel  ft  Sberrill— f 
Rutt  C   N   G  Co-f  c 
Buxton  G  T— f  c 
Carolina   Realty  Co-f 
Car«in  C  M— f 
Chambcja  ft  Little— f  e 
Charlotte  Really  ft  Trui 

Co— f  c 
Chiaholm  E  G— ( 
Clark  P  C— f 
Cochrane  R  E— f  e 
Craig  A  G— f  e 
De  Roaett  W— f 
Dwclle  Edw  C— c 

Fayaaoux  T  M— I 
Pefta  A  P— [  1 
Fiddkir  Jaa  H— c 
Graham  A  A  Son-f 
Haughtor    T    H-f 
Hiyea  ft  Griffith— f  c 
Henderion    J    Arthur    J 


Lambeth  H— f  c 
Lambeth.  Hoff  ft  Felt 
Hahle  Robt— f 
MellNaiDe  J  E— I 


Miller  Paul  E— I  c 
Moore  ft  Prioe— f  « 
Murahiaon  D  M— f 
N««h   Fred-f 


«U  I  C 


Hubbard  ft  Rob 
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N.  C.-Con. 

CONCOHD 
FeUer  P  B— fic 
Heodris  Too  U-f 

McCoDDCll     R     Ir^ 

Palmer  A  B— 1  c 
Patterioo  Joo  K  S  Co — 

f  Ic 
Sontheni  Loan  ft  Trait 

Co-t  I  c 
Van  Hoy  J  W-^ 


Durbam  Loan  &  Tnut 

Co-(  1  c 
Leak-Cobb  Co-f  1  e 
Lindcar  W  C-f  I 
SoDtbgale  J  &  Son— f  1  c 
Sparger  S  V-l 
Tat  Griawold  laa  &  Real 

EMale  Co— (  1  c_ 
Weathcnpoon  &  Harrla 

EDENTON 
BefTTman  W  J — 1 
Bond  F  H— f  c 
Hairell    Barlow— t 
HarreU  Jao  H— I 
McMoUan    J    R-1 
PriTott    H    C   ft  Brs-f 
Kca  J  K-^ 
Tatlfe   R    F-* 
Wood  Coke  ft  BtrtfTOa 

Wood  ft  Raa-I 

ELIZABETH  CITY 
Cnlpepper,    GrifBo,    Old 

ft    Crice    Co— I    1    c 
Ftaring  B  H  i  Co-I  o 
Ton«  N   A   Realty  Ctt—t 
litOe  ft  Sawyer  Co— 1  1  c 
Did   L  E— 1 
Parker  J  K— 1 
Parker  N  B  ft  Son— i  1 
Sanderlin   M    L-1 
Scon  G  M  ft  SoT>— f 
WiElace  M    F— 1 
«  J  W— 1 


ilson  T   i 


Walaon    I— f 

PAYETTEVILLB 
AmGeld  Dennia— f 
Brock  W  T— f 
CampbeU  5  tS—i  c 
Cook  W  S— f 
Fbt  ReaItT  ft  li»  Co— f 
Herring  &   Oates— I 
Hutke  B  R  ft  Son— f 
McGuire  A  F— f  1 
UcKeAan  A  A— f 
MeKethan  £  R-1 
McRae  S  H  ft  CO— f 
Malloy  W  B— f  1 
Rom  V  R— t  e 
Suiion,  Jadge  «  Hart  Co 

FRANKLINTON 
Oere  E  B-f 
Toyner  ft  CotAe— 1 
^cGee  C  l^-t 
Mitehell    H  D— 1  e 
Moore  C  O— I 
Vano  SO— I 
While  R  B-( 


Gascaa  Loan  &  Tmat  Co 

— (  Ic 
Halliind  J  U-f  1 
Ware  J  White-1 1  e 

GOLDSBORO 

Bain  Edgar  H-f  I  c 
Barrino  J  B — I 
Boldin    f  W-^ 
Bowland  J  E^I 
Bradford  N  E— (  I 
Bridges  Sato— f  1  c 
Crawford  John  R— £  1  e 
Crow  E  C— *  1  o 
Denmark  Joe  B— «  1  e 
Dewev  Geo  ft  Bro— f  I  e 
'  .rtdl  H  P  Jr— 1 


GREENSBORO 
Block  M   E— 1 
Buah  H  R— f 
Carolina    Ina    Agency — f 

Carolina    Real    Eatale    ft 

Inv  Co— t  o 
Clary  W  S— f  1  0 
Cook  J  H— f  1  c 
Doneh  H  P  Jr-l 
Gilmer  Ino  A— t  I  c 
Guilford  Ini  &  Realty  Co 


Ham  Real  Eatate  Co— f 

Jonei  W  H— I 
McAliiter,  Vauibn  ft 

Scales— f  c 
McCallum  Graham  B — f  < 


!   B  ft  Co~i 

1  ft  WeiU 


Perkina  A  R— t  1  c 

PoweU   E  J— 1 

Real  Ettate  ft  TruM  O^- 


Soutbem  Real  E*Ute  Co 

—i  1  c 
Thompaon  A—*  1  c 
VanitocT  ft  Bilaley — f 
Worth  W  H— f 

GREENVILLE 
Hall  ft  Moore-f  1  c 
Moifley  Brwt-f  1  c 
Tyion  B  F-1  I  c 
White  H  A-f  1  c 
Wilkbiion  C  I^f  1  c 
HENDERSON 
Same*  Joaeph — 1 
Cidieni'   Bank-f  1    e 
Faimeri  ft  Uech'a  Bank 

f 
FiQCh    E   G— 1 
Harrii   B   Frank— f 
Hendcrioa  Loan  St  Real 

Eatate  Co— f  1  c 


Satterwbite  John  W— f  1 
Worlham  V  V— 1 
HENDERSONVILLE 
Ewbank,  Ewbaah  ft  Co— 
f  t  c 


Firat  Bank  ft  TniM  Co— 

f  Ic 
Grime*  Jno  W— f  I  e 
Jordan  W  C— f 

Ray  HD— f 
Schendi    Uichael— f 
Smith  W  A  Jr— f  c 


HERTFORD 
Hereford  Ina  Avency — £ 
Johnion,    White   ft  Co— 

flG 

HICKORY 
Baithcock  John  E— t 
Hendenon   A   C   Ini 

Agency-f  1  e 
Hickon  la*  ft  Rttltj  Ca 

Martin  D  L  ft  Son— f 

HIGH  POINT 
Armfield  W  F— f  c 
Blair  J  A— f  1  e 
High    Point    Saving*   ft 

Tmit  Co-f  e 
Borne  Banking  Co — t  t 
Tone.  W  C-f  e 
Idorrow  W  B— f 
Mendenball  O  £— f 
Osborne  Mr — I 
Orerman   C  B— I 
Piedmont  Realty  Sc  In> 

Co-t  e 
Smith  Claude— E 
Stricklaad  R  B— f 
WachorU  Bank  ft  Truit 

Co-f  1  c 

HILLSBORO 
Collon*  P  C— c 
Gatti*  S  M— c 
Turner  C  D— f  e 
Wehb  J  H— c 

JONESBOKO 
Bryan    B— f  I  c 

KING'S  MOUNTAIN 
Campbell  E  L— f 


Cummin™  J  B— 1 
Douria*  W  B— I 
La    Roqoe    W    D-f    _ 
KlDMon    Ina    ft    Realty 

Co-t  1  c 
Siniton    Loan    ft    Real 

Estate  Co— f  _ 
Moore  lame.  H^ 
Parrotl  J  F-f  1 
Rasberry  J  C— 1 
Rountrie  t  C-^  e 
Sutton  W  H— f  C 

LA   GRANGE 
DaTi.    C  P— I 
Kennedy  A  W — I 
Stanton  J    W— f   1  O 
Walter*  J  P— (  I  e 

LENOIR 
Hall  E  L— f  c 
Harper  G  W  F— f 
Lenoir  Realty  ft  In*  Co 

Natl  In.  Agency— f  c 
Self  J  W-t 

LEXINGTON 


LILUNGTON 
Pugnar  J  N-f  I  e 
SpMT*  B  T-4 
Ste»en»  J—* 

LJNCOLNTON 
Coatner  R  E— f  1  c 

[  Realty  ft  In.  C»— 


LITTLETON 
Alaton  T  C-l 
"      i«jn  T  N-f  1  c 


LOUISBURG 
Qifton   M  S— r 
Eaatem  Realty  Co— f  U 

Egerton  W  D-1 
FurBiir»on  W  H — 1 
Ruffin  W  H— e 
Taylor  &  BaDey— f  I 
Wat»n  T  W— f 
WUder  Tboa  B-f  I  e 

LUMBERTON 
Barker  A  J-1 
Blackburn  L  B— I 
Currie  ft  McAIU.ter-fl 
Hamilton  H  S— I 
McLean  A  T— ( 
Page  E  E— 1 
William*  Q  T-f  e 

MACON 
Bank   at   MacpiH-f 

MONROE 
Gordon    Ins    ft    IokH' 

ment  Co— f  1  e 
Monroe    In*    ft    InreM- 
ment  Co — f  I  c      _ 

Lom   ft   Tmit 


"S^,' 


r  Geo  W  ft  C^- 


UORGANTON 
Harbiaon  W  A— f  1 
Moinnton  Ina  ft  Realty 
Co-f  I  c 

MOUNT  AIRY 
Granite    Oty    Realty   ft 

Traat  Co— f  I  ' 
Spmntr   "       "' 

Sydnor  ft  Sparg«^-f  1  « 

NEW  BERN 
BeU  &  Green-f  c     , 
Bishop  ft  ClaypooW 
Bryan  ft  Olitei— f 
Ciluens  Savinga  Bank  i 
Tru«  Co— f 

Dunn  Mr*  Bmm»-f 
Henderson  Ceuige  f 
Jordan  F  H-f  1 
Nfcoll  Geo-f  I 
Rin*  E  N-1 
Si^liwood  S  W-^ 
Smith  W  B-f 
Stith  C  H  4  Co-f 
Taylor  G  D— 1 

OXFORD 
Fuller  E  E— f  1  e         . 
GranviUe   Real   Eitate  t 


White  W  H— f  1  * 
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PITTSBORO 

Brooks  W  E-1 
LfHidon  A  H— f 
London  H  A — f 
Wonible  L  N— f 

PLYMOUTH 

Ausbon  W  F— £  1  c 
Kirl^  R  H— c 
Latham  Clarence-  f 
McNair  I  T-^ 
WattaWB-f 

RALEIGH 


AlUaon  T  C  ft 
Boushall  J  D— 1 
BroufJitoii  J  M  ft  Co— 

Cowper  B  G— f 
Drewrj  John  C— f  1 
Dortch  G  H  ft  Bro-^ 
Duncan  T  A — ^1 
Dnrfej  C  K— f 
Durham  Wnlter— f 
Grimes  &  Va»— f 
Hay  Bros  ft  Reynolds — f 
Hunter  ft   Drawry   Co— 

f  c 
Hunter  Cary  J — f  1 
Johnson  Chaa  E  Jr — f 
McKimmon  &  McKee— f 
McPherson  &  Barnes— 1  c 
Maupin  A  M — f  c 
Parker— Hunter  Realty 

Co— f  c 
Prince  R  E— f 
Raleigh  Ini  ft  Realty  Co 

— £1  c 
Realty  Loan  ft  Trust  Co 

— £ 
Sheeu  J  H— 1 
Smith  W  W  ft  Son— f 
Tar  Heel  Co— c 
Weathers  Fab  H— f 
Webb  &  Skinner— f 

RANDELMAN 
Peoples  Bank  Agenta— f 

REIDSVILLE 

Huffines  John  D— f 
RddsWlle  Ina  &   Realty 

Co-f  1  c 
Womack  Francia— f  1  c 

ROCKINGHAM 

Amutead  John  Lr— £  c 
B»Kgt  Sylveater— 1 
Farrar  M  R— £ 
Hancock  W  C— f 
Lcdbetten  H  S— f 
McDonald  W  A— £ 
Raneke  H  C— £ 
Richmonfl  Ins  &  Realty 

Co-f  1  c 
Scales  W  L-1 
Skipper  C  A— £  1 

ROCKY  MOUNT 

Burnett  Geo  T— £  1  c 
Chapman  Geo  B— f 
Griffin  A  T— 1 
Griffin  H  A— c 
Hicks  W  I  Co— f  1  c 
Home  Geo  R — f  1  c 
Rocky     Mount     Ins     & 
Realty  Co— f  1  c 


Tillery  L  F  ft  Son— £  1  c 
Vangfaon— W  S— 1 
WilBnson  W  S— f  c 
WUkittson,  BuUuck  &  Co 

-£lc 
Wilkinson  Geo  A— £ 
Woodord  W  C— I 

ROXBORO 

Cunningham  ft  Long— f  1 
Lttna£ord  N — ^f  c 
Satterfield  Inaurance 

Agency— f  1  c 
Satterfield  S  P— f  1  c 

RUTHERFORDTON 

Carpenter  H  I^~f 
Edwards  M  I^-f 
Erwin   O   C— 1 
Flack  J  F— f 
Gallert   S-c 
Grayson  A  L— £  c 
Morrow  D   F— f 

SALISBURY 

Adams  C  C  &  Co-i 
Brown  J  Allen  &  Son— £ 

Ic 
Hambley  Bros— £  1  c 
McCorkle  Davis—  £ 
McCubliens  &  Harrison 

Co-£ 
Peoples  Realty  &  Ins  Co 

Salisbury  Realty  &  Ins 

Co— £ 
Wochonia  Loan  &  Trust 

Co-£ 

SCOTLAND  NECK 

Alexander  ft  Smith — f  1  c 
Allsbrook  Bernard — f 
Bryan   Geo — ^£ 
Clark  &  McDowell— £ 
Hill  A  B— 1 
osey  Will  H— f  1 
.shields  ft  Hill— £  c 
Speed  Chas — £ 

SHELBY 

Bowman  J  T— I 

Miller  A  C-£ 

Shelby  Ins  &  Realty  Co 

-£  1  c 
Webb  C  R— 1 
Wilson  H  D— f 
Woodson  C  J— 1 

SMITHFIELD 
Kirkman  J  H  ft  Co— f 

SOUTHPORT 

Daniel  D  O— f  1  e 
Fyke  W  H— f 
Buack  C  Z— £  c 
Stevens  C  h—i 
Taylor  C  Ed— c 

SPENCER 
Dorsett  J  K— f 

STATES  VILLE 

Axley  F  T— c 
Bunch  F  B— 1 
Carlton  P  C-^ 
Gaither  E  G--£  1  c 


^ 


Matheson  R  L — f  c 
Miller  R  O— £  1  c 
Mills  L  N— f 
Peoples  Loan  ft  Savings 

Bank— f  1  c 
StatesviUe  Loan  &  Trust 

Co— £  1  e 
The  StatesviUe  Realty  & 

Investment  Co— f  1  c 

TARBORO 

Batlle   OcUve— 1 
Cotton  J  W— f 
Dancy  F  L-^ 
Evana  Ruben^-1 
Forbes  J  W— 1 
Gaskill  Jas  R— £ 
Jacocks  &  Royster  Co— £ 

Nash  S  S  Jr-i  1 

Orren  Williama,  WendeU 

Co— f  1  c 
Thigpen  W  A— 1 

WADESBORO 

Anson  Real  Estate  ft  In- 
surance—f  I  c 

Burswyn  I  H  K— 1 

McGresor  D  A— f  1 

Wadesboro  Loan  ft  Ina 
Co— f 

WAKE  FOREST 

Holding  T  E— £ 
Reid  Miss  L  Ruby— £ 
Reid  Mrs  H— f 
Wake     Forest     Loan     ft 
Real  Eatate  Co— f 

WARRENTON 

Baird  W  M— £ 
Bennett  A  M— 1 
Dameron  J  A  ft  W  H— £ 
Hall  Miss  Emma— f 
Jones  &  Williams— £ 

WASHINGTON 

Bragaw  Wm  &  Co— flc 
Buckman  G  E — f  1 
Malltson  E  G— 1 
Myers  J  &  P  B— f 
0*NeU  JD— 1 
Perry  U  L— 1 
Phillips  Geo  A-i  e 
Robbms  T  F— 1 
Williams  C  M— £  1  c 

WAYNESVILLE 

Bass  J  F— f  c 
Carroway  James  £—1 
Reed.  HoweU  ft  Williaaa 

— I  c 
Withera  Ernest  L  ft  Co— 

f  Ic 

WELDON 

Carter  C  E— c 
Qark  Edw  T— c 
Drape  L  C — c 
Harris  J  L— f 
Powell  C  S— I 
Rowal  ft  Staanbaek— f 
Stainback    D    E— I    c 
Suiter  Lewis  B — ^1 

WILLIAMSTON 

C^w£ord  K  B— £  1  e 
Pape  J  E— £  1  c 


WILMINGTON 

Bear  J  I— f  1  c 
Boatwright  J  H  &.  Son— 

£  1  e 
Dickinson  C  L— f  1  c 
Giles,  Clayton  Sc  Sonr-t 

1  c 
Hammond  M  C— I 
Holden  &  Dushon— £  1  c 

{ames  &  James  Inc— £  1  c 
,ord  F  A— f  1  c 
McGirt  W  A— £  1  c 
Moore  W  1^1 
Pate  A  W  Co— £  1  c 
Reilly  J  O— f  c 
Taylor  Walker— f 
Wilder  ft  Metta— f  1  c 
Wright  J  G  &  Co-£lc 

WILSON 

Banks  W  L— 1 
Bamea  E  T  ft  Co— f  c 
BUnd  J  H— 1 
Borden  &  Edmundaon — 

£1 
Boykin  R  Stanley— f  1 
Brown  H  D-^ 
Cobb  E  L— 1 
Connor  D  M  ft  Co— f  1  e 
Deans   Ernest—^  1  c 
Hobbs  T  C— 1 
Home  Realty  ft  Ina  Co 

Raines  Jno  R — ^f  1  e 
Stanton  Geo  W— 1  c 
Thomaon  L  S — ^1 
Townsend  R  E — ^f  c 
Williams  Gordon— f 

— f  1  c 
Whitehead  Jaa  &-f  1  e 
Wilson  Ins  ft  Realty  Co 

WINDSOR 

Cherry  J  B  ft  Co— f  c 
Gillam  P  R— f  1 
Lyon  H  W— 1  c 

WINSTON-SALEM 

Besaent  J  C— f  1  c 
Carter,  Hendricks  ft 

Brown — f 
Crotts  W  D— £ 
Dunn  J  S — f  1   c 
Fletcher  J  H— f  1  c 
FoUin  Co  The— f  I  c 
Foltz  ft   Spaugh— f  1  c 
Galloway  ft  Jenldna— f  1  c 
Gray  Eugene  E — f  1  e 
Hanner  ft  Money — f 
Home  Real  Estate,  Loan 

ft  Ins  Co— f  1  c 
Hurdle  Loan  &  Ins  Co 

— £ 

Johnson  C  E — ^f 
ineback  J  A— f 
Miller  ft  Wyatt— 1 
O'Brien  W  L— 1 
Reak-Cobb  Co— £  1  c 
SilU  J  E— 1 

Smithdeal  Realty  ft  In- 
surance Co— r  1  c 
Sprinkle  T  S— 1 
Still  J  N-^ 
Ttidor  Geo  C— 1 
Walker  Ralph— f 
Wilkinson  W  A— f  1  c 
Wimbish   J   I^-l 
Young  John  G — f  1 
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ABERCROMBIE 

Hothie  O  N-l 
JCarsvik  G  H— f 
Paulion  C  T— £ 

BATHGATE 

3athffate  Sute  Bank^f 
Burke  W  J— f 
•Citizens  State  Bank— f 
Parsons  Isaac  B — ^f 

BISMARCK 

Byrne  P  E— f  1  c 
Conklin  Bros— f  c 
Coonen  R  D— f  c 
Cunningham  Geo  V — f  c 
Davies  I  C— f  c 
Harris   Frank— f 
Harris  Mrs  Harvey— f 
Jackson  J  P— £ 
Jones  B  E— 1 
Kiebert  W  V— £  c 
Lahr  F  A— £ 
Lahr  W  E— £ 
McCurdy  F  E— f  c 
Miller  Andrew — £  c 
Murphy  H  T  &  Co— £  1  c 
Owens  D  T— £ 
Patten  L  H— 1 
Remington  P  C— £  c 
Tharalson  T  H— I 
Van  Hook  Mr— £  1  c 
Young  F  E— f  c 

CARRINGTON 

Bumham  C  W— I 
Chapel  C  L-l  1 
Craven  C  B— I  c 
Doyle  Bros— f 
Healy  &  Wing-£ 
Healy  C  Jr— 1  c 
Hoffert  J  C— f  1  c 
Newberry  G  S — £  1  c 
Pryor  R  R— f  c 

CASSELTON 

Bishop  J  R— f  1  c 
Craw^rd  A  M— £  1 
Smith  D  S  Ins  Agency— 
£  1  c 

COOPERSTOWN 

Berg  John  H — £ 
Blackwell  E  W— f . 
Friswold   Seval — £ 
Lunde  R  S— £ 
Purinton  O 


DEVIL'S  LAKE 

Brcnnan  Daniel  V— £ 
Dodge  C  A— £ 
Ehnslie  Geo— £ 
Fisher  C  M— f 
Hale  Henry — £ 
Henry  &  I-ewt»— £ 

iones  S  C— £  c 
uergens  Geo — £ 
looers  E  W— f 
Powell  A  M— £  1  c 
Rutten  Herman— f 
Thompson  J  M — £ 
Traynor  F  J — £ 
Schutte  H— £ 
Wilson  W  H— £ 

DICKINSON 

Blume  W  F— £ 
Cain  J   P— £ 
Dickinson     Abstract     ft 

Real  Estate— £ 
Everett   Real   Estate  ft 

Loan  Co— f 
Hartung  Bros — £ 
Hcffron  ft  Baird— £ 
Hendrick  Max — ^£ 
Hill  R  C— £ 


Johnson  R  H  ft  Co— £ 
Langley  C  T— £ 
Mars  D  D— £ 
Nadromik  F— £ 
Orchard  John — f  c 
Petricka  ft  Blanchard— £ 
Richards  W  L— £ 
Starke  C  H— £ 

ELLENDALE 

Brown  J  E  D— 1 
Crabtree  Dwight— 1 
Geer  D  E— £ 
Graham   F  J— £ 
Peek  H  C— £ 
Stout  G  D— £ 
1  WalUs  H  C— £ 
Walton  F  M— £ 
Webb  Geo  T— £ 
Wilson  A  G— £  1  c 

EMARDO 
Franklyn  Edmond — £  1  c 

FARGO 

Amerland  H — 1  • 

Anheir  ft  Restincen — ^£  1  c 

Baker  Thos  Jr  ft  Co  Inc 
— £  1  c 

Blakemore  R  B— 1 

Briggs  Earle— £  c 

Bristol  Agency — f  c 

Burnett  R  C— 1 

Burns  W  A— 1 

Carpenter  T  D— 1 
I  Eaton  &  Eaton— f 
iGate  City  Ins  Agcy^-£ 
I  Hodgson  Realty  Co — f 

Lane  W  J— £ 

Lough  H  P— £  1 

McLean  F  W— £ 

Miller  C  B— 1 

Page  M  ft  Son— £  c 

Pearson   F  W — ^1 

Russell  McNair  C«>— £ 

Rupert  ft  Wamei^-f  1 

Schuyler  C  C— £  c 

Smith  E— £ 

Thomas  F  W— 1 

Treat  J  F— 1  ^    ^     ^ 

Walker  Mrs  A  B— f  c 

FARMAN 

Himebaugh  R  Lr-£  c 
Leslie  A— £  c 
McKenzie  J  D— £  c 
Scovnie  C  M— £  c 

GRAFTON 

Altendor£  N  1^1 
Cashel  J  L  Jr— £ 
Gorder  Gus— £  1  c 
Gray  J  E— £  c 
McConville— £  c 
Ouverson  Ole — f 
Realty   Loan    ft    Invest- 
ment Co— £  1  c 
Risvold  J  O— 1 
Truemann  W  B  F— 1 

GRAND  FORKS 
Fretz  Eugene  Jr^-l 

HAMILTON 

Argue  F  A— £ 
Bank  of  Hamilton— £ 
Johnson  O  H— f 
Paxman  G  L— I 
Wood  H  P— £ 

HAMPDEN 

Brandt  A   B — i  1 
Nelson  Y  A— 1 
Shellenbergcr  Earl— £lc 
Shipley  H  F— £ 
Swarthottt  E  R— £ 


HILLSBORO 

Amegard  Ole — ^£  c 
Boyd  B  C— flc 
Carmody  John — £  c 
Farr  Tom  S— £  1  c 
Hjost  Karl— f 
Kaldor  Theo— £ 
Sarles  E  Y— £  1  c 

INKSTER 

Bemis  ft  Holmes — £  1  c 
Cruttenden  C  H— £ 
Scouton  W  A — £ 

JAMESTOWN 

Aylmer  A  W— £ 
Bensch  John — £  c 
Toos  W  G— £ 
Kellore  Frank  L— £ 
Knaut  John— £ 
Murphy  T  A— f  c 
Murphy  Michael — i 
Northern    Real    Property 

Co— £ 
Seiler  Oscar  J— £  1  c 
Steel     Alfred    Agency — I 

Stilf  S  W  B— £ 

LAKOTA 

Baird  T  J— £  c 
Freegord  A  L — £ 
Frich  ft  Kelley— £  c 
Gronna  J  D — £ 
Hagler  W  C— £  c 
Hughes  E  F — £  c 
Kellogg  Geo  A— f  c 
McMaster  J  M  C— 1  c 
Sheets  A  E — £  c 
Wehe  A  C— f  1  c 

LANGDON 

Allert   H    D— £   c 
Bain  J  H— £ 
Burke  T  E— £  1 
McNab  Alex— £ 
Milne  J  D— £ 
Sheehan  John— £ 
Winter  W  F— £ 

LISBON 

Curtis  L  B— £ 
Curtis  T  A— f 
Ego  Chas  S— flc 
Heckle  C  O— f 
Kyello  Alfred  M— £ 
Lucas  E  C— f 
Mead  Qarence  G — f 
Rourke   Frank  M— f 
Thomas  F  S— f 
Williamson  W  I^£ 

•MANDAN 

Ellis  C  F— £  1  c 
Fuller  W  W— 1 
Iverson  I    C — £ 
Mandan  Loan  ft  Invest- 
ment Co— £ 
Royer  L  S— £  1 
Tavis  H  J— f  1  c 
Wilder  F— f 

MAYVILLE 

Ames  F  W— f  c 
Groth   B    S — i  c 
Groth  K   S— £  c 
Leum  Henry  C — ^£  c 
Stomner  Geo  O — ^£  c 

MILNOR 

Carlson  Geo — f 
Eastman   A  W — £ 
Edman  Hy— 1 


Lewis   E    C— £   1 
Nordstrom  C  W— 1 
Scm  O  S— £ 
Vail  F  W— £  c 

MINTO 

Coffey  Martin — 1 
Fee  Charles— £  I 
McGlinch  Jolin— £  1 
McKay  A  E— £  1 
Phelps  H  F-^ 
Titus  M  S— f 

PARK   RIVER 

Bank  o£  Park  River— £  c 
Fanners  Security  Bank— 

£ 
First    National     Bank— f 

1  c 
Lord  F  C— 1 
MacKav  D  G — f 
Smith-Peterson  E^-£ 
Young  Geo  W— £ 

ROLLA 

Bateson  Wm— f 
Harris  F  E^f 
Howson  &  Graham— f 
Meuwissen  F  J— £ 
Steele  W  N-f 


ST.  THOMAS 

Barnes  H  L— £ 
O'Connor  Geo  J — { 
Peterson  S  E— £ 
Thompson  E  T— £  1  c 

TOWNER 

Cummings  T  J— £ 
BickelF  R— £  c 
Erickson  Henry — £ 
Holmes  H  A— 1 
Kuhl  J  N— £  1  c 
McHenry  C  Abstract  Co 

— £  1  c 
Title  Trtist  Co— £  c 

VALLEY  CITY 

Aamoth  H  C— f 
Clark  D  W— £ 
Coop  W--f 
Easton  C  O— (  c 
Englert  M  J-i 
Grady  Jas— £ 
Henry  &  Heaiy— f  c 
Lee  T  Melvin-£ 
Lund  Chas  G— £  c 
Moc  I  J-£ 
Myhre  C  A— f 
Oppegaard  Carl— £ 
Oppegaard  Carrie  D—t  I 
Peake  A  P-f  c 
Pierce  A  F— £  1  c 
Root  A  D— f  1  c 
Smith  W  W-l  c 
Smith  J  W-£ 
StuU  J  W-l 
Tenny  A  L—l 
Tennv  Floyd  F  C-1 
Thorkelson  A  C— c 
White  Frank--£ 
Winterer  H-f 
Wol£  E   B— £ 

WAHRETON 

Barber  Robert  T— £  ' 
Eckes  W  F— £ 
Famsworth  W  A— i  , 
Johnson  G  J  ft  Cb-£ 
Rachelhaffer  C  !-£  c 
Reeder  J  P— £  f      , 
SchneUer  Frank  B-f 
Schuler  GusUv-l 
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OHIO 


BDW.  A.  WINTBR,  Preg.  ^^  ^   HUNTER.  Sec'y 

THB   WIINTER-HUINTER   CO. 

QBNBRAL  AQBNT8  STATE  OP  OHIO 

STUYVESANT  of  New  York 
INSURANCE  UNDERWRITERS  INS.  CO.  OF  STATE  OF  PA.,  Philadelphia 

i^Q^IVTfi    WANTED 

QBNBRAL  AQBNTS  HAMILTON  COUNTY 
HAND-IN-HAND  UNDERWRITERS  GLOBE  AND  RTTTrRRQ 

MICHIGAN  FIRE  AND  MARINE  INSURANCE  CO.  OF  STATE  OF  PA 

PRUDENTIAL  CASUALTY  CO. 


l^OQ  f^lrmt  ISatM  BaiiIc  Bldir* 

•*S£RVICB  FIRSV* 


GiriGinnati 


ADA 

Bctz  D  O— f 
McCoppin  E  E— f  1  c 
McElroy  L  A— f  I  c 

AKRON 

Amer  Lataa— f 
Auten  &  Ormaby— c 
Bachtel  J  I  &  Co-£ 
Bruncr  -  Goodbue-Coolw- 

Cranz  Agcy  Co— f  1  c 
Butler  Cbaa  E— 1 
B rouse  &  Moore— f  1 
Coates  &  Workman— f  1  c 
Coulter  M  H— £  1 
Cummings  M  J — f  I 
Dibble  Fred  C— 1 
Durant  A  T— f  I 
Esselbtirn  Chas— f  1 
Evans  W  H  ft  Son— f  c 
Exchange  Realty  Co— f 
Feederle  H  O— 1 
Feuchter  Henry— f  1  c 
Pricker  Geo  F-^ 
Gibbons  I  C— f 
Guth    A  J— f  1  c 
Hale   i   Perley-1 
Hall    Hartel  Ins  Ageney 

Co— f  Ic 
Hastings   M   B-l 

f  1  c 
Hedden-Wells  Co,  The-^ 
Heddesheimer  Jacob— f 
Hcmisiger  M  C— -f 
Henry  F  E— 1 
Herberich  Co,   The  D— 

f  1  c 
Holloway  D  W— £  1  c 
Huber  Niek— £  1  c 
Jennings  Saml  W— f  1 
iCendig  D  W-1 
Kroffke  Julius— f  1 
Lackey  G  O— 1 
Mcintosh,   Bowers -West 

Co— 4  1  c 
Memmer  Geo— f  c 
Morse  E  E~l 
Motz  ft  Mots —  £  1  c 
Newcomb  F  O— e 
Paige  D  K— 1 
Palmer  A  H— I  c 
Place   F   A— c 
Roach  E  R— 1 
SInsaer  L  D— I 
Smith  Eaton  Co— f  e 
Treash  PhUip  ~ 


WetUch  F  jM 
W^ilcox  &  Wilcox— I 

ALLIANCE 

Armstrong  Bros— f  1  e 
Coates  H  F— 1 
Consolidated  Realty  Co— 
f    c 


Evans  D  I — £  1  c 
Floyd  Geo— 1 
Fording  G  W— 1  c 
Gutherie  E  I^-l 
Hazzard  H  B— £ 
Kellogg  Newton — £  1  c 
Lozier  Geo>— £ 
McGirr  Chas— f  1  c 
Mertz  C  F— £  1  c 
Myers  O  P— f  1  c 
Rickard  Jas  I  ft  Son— £  c 
Saiter  M  B— 1 
The    Bailey-Myers    Agcy 

Co— £  1 
The  Gallbreath-Ellett  Co 

— £  Ic 
Tucker  H  A— 1 
Wanamaker  Miss  Lulu— 

f  c 
Westover  C  S — £ 

ASHLAND 

Arnold  S  L  &  Son— £  o 
Brown  J  W— I  I  c 
Cassell   G  A— £ 
Deshong  M  B— £  1  c 
Fritzinger-Hout     Ins     ft 

Real  EsUte  Agcjr— £  1  c 
Gardner  J  W— f 
Harkness   ft    Ingmand — £ 

1  c 
Holben  P  E— flc 
Mason  C  D— £  1  c 
Sloan  J  Camcy^-I 
Urie  E  W-l  c 
Vachon   Wm— f 
Wicks  P  F— f 


ASHTABULA 

Beckmsn  C  V— £ 
Blakeslee  ft  Porter— f 
Brainard  H  K— f 
Castle  R  H— £ 
Oeveland  O  R— f 
Colson  ft  Son — £ 
Gape  Wm— £ 
Henry  Albert— £  c 
Henry  F  E— 1 
Hubbard  Walter  M— £ 
Hulbert  H  H— £ 
Jacques  C  W— f  c 
Knowlton  P  F— £  1 
Massingham  S  J— 1 
Nelson  Andrew — £ 
Richardson  A  J — 1  c 
Savage   C  W— 1 
Scovflle  W  E— 1  c 
Seymour  J  M— f  c 
Turner  Jas  A-— 1  c 
Unis  Jacob— £ 
Welblfn  H  A— £ 
Watrous  Qinton  H— £ 
Wilbur  W  F— £ 
Williams  Fred  A— £  c 


ATHENS 

Cameron  Bros— f  1  c 
Gill  C  M— f  1  c 
Haning  H  H— f  1  c 
Lawrence  ft  Bean— £  1  c 
Murphy   O   B   &  Son— £ 
1  c 

ATTICA 

Hearson  R  T— £ 
Kaufman  S  F— f 
Sutton  L  I^-£  I 

BARBERTON 

Hollinger  The  Co— f  1  c 
Tohnston  W  A— f  1  c 
Lvnn  J  A— 1 
McNamara  John  ft  Son 

-f 
Mitchell  W  S-£ 
Moore  A  A— f 
Morton  W  A— f  c 
St  John  G  W-f  1  c 
Stuhldreher  A   F— £  1   c 

BARNESVILLE 

Brady  Melvhi  S— £ 
Chappell  ft  Co—  £  c 
Chappell  Fred— £ 
Cordner  Herman — £ 
Cowgill  Chas— f 
Dewees  ft  Yocum —  £  1  c 
Hicks  A  P— f 
Hunt  Fred— £ 
Laughlin  A  W— £ 
Reed  F  F— f 
White  J  W-f 

BELLAIRE 

Bradgfield  C  B— £ 
Cooper  D  W— c 
Coroett  Tames— f  1  c 
Cowen  &  Co— £  1  c 
Dan  ford  ft  Dan  ford — c 
Dickens   C  C— f  1  c 
Elikan  Lee-1 
Gow  John  R— f  c 
Heinlein  Mrs  G  A— f 
Kemper  R  W— 1 
Kern   Herbert— f 
Kompart  W  C— 1 
Linard   Jas    L— f   1   c 
Meehan  Ed— f  1  c 
Steger  John  &  Son— f  1  c 
Workman  The  Co— flc 

BELLEFONTAINE 

Aiken  John  P— £  1  c 
Allen  Geo  H— 1 
Arnold  Fred  W— £  1  c 
Baldwin  J   F— 1 
Batch  ft  Batch— £  1  c 
Brown  ft  Cretcher — £  c 


Campbell  E  K— £  c 
Cheever   Mary   A — ^£ 
Fipps  August   B — £ 
Foster  John — c 
Gobel  J  W— £ 
Hamilton  £  M— £ 
Hayes  H  C— I  c 
Humphreys    E    P — £   ]   c 
Inskeep  John  D — f 
Iauc  Co  The  C  I^-£  1  c 
Newell  H  H— £ 
Petitt  L  E— f  1  c 
Southard   S  J— c 
Thomas  &  Flack— £  c 
Tremain  R   F— £  1  c 
Weymouth  C  B— f  c 

BELLEVUE 

Callaghan  C  R  ft  M  J— 

£  1  c 
Callaghan  Robert— I 
Close  ft  Oehm— £  1  c 
Cook  C  C— £  c 
Doerfler  C  G— 1 
Ende  Gust— f  1  c 
Fricdley  G  W— f  1  c 
Gross  Chas  E— f 
Gross  Martin— f  c 
Hassenplug  Chas  R— 1 
Kirby  Maurice — I 
Lee  W  s— £  1  c 
Lieber  Geo— £  1  c 
Lvons  W  E — 1  c 
Manning  C  B— £ 
Neikirk  A  J— £ 
Robinson  F  H— f  c 
Ryan  Edw  J— f 
Sheffield  James— f 
Sinning  John  A— f 
Skelley  John — f  1  c 
Smith  Henry — I 
Wright  Bros— £  1  c 

BEREA 

Parshal   W  W— f 
Patton  J  M— f 
Witherup  Andrew — f  1  c 

BOWLING  GREEN 
Benschoter  &  Martin — ^1  c 
Callin   George  W— £ 
Dunn  Robert — c 
Eberly  Chas   B — £  c 
Emmett  R  E — 1  c 
Ershick  J   D— 1 
Gibson  ft  Wilson— 1 
Loomis  Roy  E— 1  c 
Marver  C   B — 1 
Miller  ft  Bachman— £  1  c 
Nearing   &    Sears — f   1   c 
Scheett  ft  Son — ^1 
Wilson  Milo  B— £  c 
Wood   County   Ins   Agcy 

Yonker  C   D— 1 
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BRIDGEPORT 

Claylind  R  H— f 

Fox  J   E^f 

Holmes  Ins  AgenCT    f  1  e 

Scfaeetz  Geo  H— f  e 

BRILLIANT 

Brilliant  Ins  Agcy— f 
Everson  E  N — I  c 
Hall  Ins  Agency — £  1  c 
Rodgo-s  Wm  K— f 
Waddle  C  I^f  1 
Worthington   O    S— £ 

BRYAN 

Doughten    Bros— I 
Ellis  C  W— f  1  c 
EUis  H  W— f  1  c 
Gillis   Simeon— f  c 
Kellej  Bros— f  1  c 
King  H  D-1  c 
Paine  Clinton  &  Son — ^f  c 
Willett  W  O— f 

BUCYRUS 

Auck  Bros— f  1  e 
Beer  Wm  C— c 
Bendel  Harry— f  1 
Bishop  J  W— f 
Blicke   W  A— 1  o 
Calter  ft  Heri^-I 
Cook  H  E-f  1 
Crall  I  L-1 
Crawford  Co— f 
Doneenwirth  F  £— £  1 
Fail  Wm  F— I 
Hukill  Chas  T— 1 
Keiss   H  E-1 
Kiess  &  Cook — f 
Kiess  T  C— I 
Leonard  J  B— I  1  c 
Lenthold  Samuel— « 
LewU  M  R--f  1  c 
Matthew  C  F— 1  c 
Miller  H   F— f 
Onaintance  J  J — f 
Richards  A  J— I  c 
Scroggs  ft  Monnet — e 
Smith  A  G— f  1  c 
Stoltz  A  G— 1 
Wise  Jos  D— 1 
Wright  J  W— c 

CADIZ 

Brown  Chas  O  F— f  2  e 
Osbiirn  C  M— I  1  c 

CAMBRIDGE 

Barr  &  Eraser— f  1 
Carver  M  W  ft  E  D— I 
Green  £  L — t  1  c 
Grreen  W  B— f  1  c 
Harmon  Wm — £  1 
Lindsey  ft  Co— £  I  c 
Mackey  F  C— f  1  c 
Moore  G  W— f  1 
Moore  R  B— f  1  c 
McKisson  C  T— f  1  c 
Smallwood  ft  Thresher — 

f  1  c 
Scott  John  W— f 
Williams  Jed— f  c 

CANAL  DOVER 

Baker  C  F— I  c 
Homes  ft  Lind— £ 
Horn  Chas— { 
Koos  C  H— 1 
Rinderknecht  C— 1  e 
Vinton  P— *  c 

CANTON 

Alexander  Agcy  Co  The 

— £  1  c 
Barry  James  D — f  1  e 
Bidwen  ft  Son-^  1  e 
Blake  John  F— 1 
Bowman  ft  Pfaus — £ 


Briggle  W  H— c 
Bums  C  D — ^f 
Butler  C  £^£  1  c 
Cock  C  S— £  c 
Cole  F  I^-£  1  c 
Corey  C  J— 1 
Corey   F  L— f  1  c 
Cross  C  C— 1 
Daily  H   F— f  c 
Dougherty  ft  Co— f  c 
Dougherty    C   T— c 
Drumm  rerd — £  1 
Erdman  H  L — c 
Farmer  H  J — c 
Fife  H  E— f  c 
Fife's  Insurance  Agency 

— f  1  c 
Francis  A — ^f  1  c 
Frank  W  C— c 
Gresser  J  P— £  c 
Haggerty  C  J— 1 
Hambleton  Mark  Co— £  1 
Harris  T  K  &  Co— f 
Haynes  S  L— 1 
Jacob  J  Agency — f  1  c 
Johnson  C  T — ^1 
Karseman  W  M — 1 
Kauffman   E  J— f  1 
Kerven  H  D-— c 
Ketler  W  W—  c 
Leahy  T  W— f  1 
Lehman  J   H — £  1  c 
Leonard    Agency    Co— £ 

McQain  J  H— 1 
McDougall  W  A— 1 
Marshall  Real  Estate  Co 

— f 
Meyer  C  F— f 
Miller  L  L— c 
Mobarry  G  W— 1 
Myers  R  E— f  1 
Myers  W  V— 1 
Piero  J  A— f  c 
Puncheon  t>  R — 1 
Rebilott  J  F— 1  c 
Roach  H  J— 1 
Rowlen  C  D— f 
Schicker   F   P— 1 
Seran  C  A— c 
Shaffer    W   H  ft   Son— 

f  1  c 
Showalter  C  R— 1 
Simpson  ft  Clark— £ 
Stanley  F  A— c 
Spraull  W  W— 1 
SUudt  J  W  A— 1 
Stettler  O  E— 1 
Strayer  W  A— £  1 
Van  Kirk  H  E— 1 
Weller  W  O— c 
Wells  W  P— f  c 
Wertx  H  W— f  c       ^ 
Zettler  Ins  Agency— f 

CARDINGTON 

Conaway  Elmer  H — £  1  c 
Salisbury  Adin  W— f  1  e 
Willetts  E  M— £  1 

CAREY 

Chambers  H  G— f  c 
Chesebrough  S  A— I 
Cosgray  CN— 1 
Criller  FD-f 
Gibbs  J  A— f 
Smith  J  A— f  c 
Smith  M  B— { 

CARROLLTON 

Ashbrook  W  G— « 

Edie  J  F-^ 

Getzman  D  ft  A  P— f  Ic 

Simpson  L^ 

Stockon  V— c 

Tlnlin  O— c 

Wescott  W  T-l  1 

CARTHAGE 

Ansted  C  H— £ 
Blair  E  C— c 


Brit*  Geo  W— £ 
Cordes  H  W— £ 
Staaf  Fredk  S— £ 

CELINA 

Brookhart  ft  Murlin— fc 
Dugan  P  F— 1 
Hamburger  J  E — f  c 
Raudabaugh  &  Vininfl^— 

£  c 
Rice  Clarence  D — ^f  1  c 
Schlosser  J  M — f 
Wagner  Loan  Agency 

The— f 

CHARDON 

Austin  D  A — f 
Canfield  ft  Co— £ 
Cowle  Emma — f 
Douglass  Ray — f 
Dudley  E  W— 1 
Knapp-Smith  Agency— f 
Knapp  Hugh— 1 
Parsons  L  E — ^f 
Smith  C  I^— f  c 
Thrasher  H  J— 1 
Turner  J  D — ^1 
Wilmot  C  A— £  1  c 

CHICAGO 

BurweU  W  G— £ 
Daughcrty  H  B— f 
Dawson  D  F— £ 
Griffin  ft  Griffin— f 
Immel  P  E— f  1 
Severance  W  ft  E  W— f 
Simmermacher  Paul— f  c 
Sutton  E  A — 1 
Vail  J  B— f 
Zuelch  J  H— c 

CHILLICOTHE 

Anderson  J  C — ^1  c 
Borrows  J  M— 1 
Brown  Lillian — f  1  c 
Cutright  Elijiah  Jr— c 
Evans  W  E — f  c 
Herrnstein  Jacob — ^f 
Jackson  Jas  S — f  1  c 
Kirsch  M  G— f  c 
Korst   Wm— 1 
Miller  Wn*— £  1  c 
Mills  Wm  B— 1 
Minshall  A  P— c 
Murphy  Thos— £ 
Ohio    Loan    ft    Invest- 
ment Co— c 
Purdum  Estelle  J — I 
Purdum  Nelson — ^1  c 
Rais  F  P— 1 
Reid   LeRoy— f   c 
Rigney  J  P— £  c 
Rush  I  N— 1      . 
SchUder  W  H— 1  c_    , 
SchwarUbaugh  W  V— ! 
Sosman  F  A — i  I 
Tomlinson  C  J — ^f  c 
Welsh  Anna— 1  c    ^  , 
Williams  John  D— £  1  c 
Withgott  J  D— c 

QNCINNATI 

Adams  Ben  A — f      _ 
Ahlbrandt-Wahle  ft  Co- 
Alexander  M  L  ft  Son— 

£  c 
Armstrong  T  T-^  c 
Bainum  Walter  N— 1 
Bair  O  W  ft  Son— I 
Bassford  B  W— 1 
Beeler  D  W— c  ^ 
BediajKer  B  C— 1  c 
Bell  Guy— c 
Bellows  Mrs  Ir»— e 
Benndorf  The  K  F 

Benson  Walter  C— 1 
Benus  Adam— f 
Bernard  Edw — ^1 


Bcvis  C  D— f 
Blain  F  J  ft  Co-f  c 
Bloom  Isaac — 1  c 
Bofinger  ft  Hopkins— f 
Boner  R  W— 1 
Boijes  A  H— c 
Bom  &  Thompson—]  c 
Bremer  Fred— 4 
Beraing-Wuest  Ins  Agcy 

— £  c 
Binder  J  H— 1 
Brown  John  L  &  Son— 

1  c 
Brown  H  P— 1 
Bruehl  W  A  R  ft  Son-I 
Bruenger  ft  Dunbar^f  1 
Bruenger   Wm  F— f  1  c 
Buchanan  F  A  jr — f  c 
Buddington  R  C— 1 
Bullock  L  E-c 
Burgess  J  D— 1 
Buraham  Walter— 1 
Bush  Parker  Agency— fc 
Buss  E  R — £  1  c 
Carey  ft  Zimmerman — ^f 
Cappell  A— f 
Choimondeley  S  A— c 
Clemons  B  T  Sons— f 
Cloud  ft  Cox— f 
Cohen   C  J— 1 
Coppess  C  G— c 
Crawford  Frank  E-4 
Danner  C  J  &  Son— f 
Daniels  J  R — c 
Davis  Mark — ^1 
DeCamp  H  A— 1 
De  Leon  A  R — 1 
Dewey  Chas  H— 1 
Dickens  Henry— 4 
Dierkes  Ins  Agency— f  c 
Dierkes  L  B— 1 
Dieterly  Geo  C— 1 
Diggs  Ferris  Ins  Agency 

Diihof  Jos  T— £  1  c 
Ditmar  John  A-^  1  c 
Doerger  F  O— c 
Doyle  John — f  1  c 
Drewry  L  D  ft  Co— 1 
Drexelius   X    B   ft  Co- 

f  1  c 
Earls  ft  Johansing— f  e 
Ecker  H— c 
Edwards,  Nelson  J  Co- 

f  1  c 
Ellis  Samuel  P— 1 
Farley  John  S  ft  Son— t 
Ferguson  E  R — I 
Ferris  Aggr  Co  The— f  c 
Finke  H  F— f  c 
Fisher  W  H— 1 
Fiske  A  F  C— 1 
Fitdi  E  O— € 
Ford  Collin  ft  Sons— I 
Fortney   P    R— f  c 
Fullidprc  F  G-c 
Gale  Edwin  T— 1 
Gano  Geo  W— c 
Gansel  C  O  ft  Cb— f Ic 
Garber  Fred  H  C  &  Soo 

— f 
Geoghegan  Thos  M— c 
Gleason  W  B-c 
Grav  DoUe  &  Latta-f  c 
Greishomer  Heoiy-1 
Grimm  Geo— f 
Groves  Jesse  L— c 
Gunther,  PIuibdo'  ft 

Wuest— f  c  , 

Guntrum  ft  Meyef»— f  c 
Hammell  A  J  ft  Soo-fc 
Hanlon  Tlios  E^— « 
Harkness  ft  Wifthwinc- 

£c 
Harris  J  R-«   ^         , 
Heckle  John  ft  Sost-f  c 
Heckle  W  S-41  c   ^ 
Hcister  Htmtiagtm  Co, 

rht-4  Ic 
Helwig  AidiuA'    1 
Henry  E  K  Ins  Agency 

Co— I  c 
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Herzfeld  H— 1 
Henog  H  S— 1 
Hejrotli  0  H— 1 
Hill  M  A-1 
HiUer  G-f  1 
Holterhoff  Ralph— 1 
Horton  A  C — c 
Houston  Samuel— 1 
Hort  James  G — ^1 
Hukill  W  S  Jr— f  c 
Hnmmell  H  M — c 
Hnmmel  J  C — c 
Hnntington   F   G — c 
Hutchins  Harry  W— 1 
Hntson  Albert  E — ^1  e 


Irby  T  R— 1 

lefl  Chas  T- 
IredelJ  J  W  Ji 


IredeU  Chas  T— 1 


-1 


Isrel  Chas— l' 
Jewell  E  W— 1 
Jewell  E  W  Jr— 1 
Jewell  J  D— 1 
Johnson  J  M — ^1 
Jones  Montgomery  ft 

Haass — f  1  c 
Jones  W  St.  John— c 
Jung  E  W— 1 
Kemper  Roger  H— ^  c 
Kinsey  Fred  J— c 
Kirgan  J  W— 1 
Klappcrt  Wm  &  Co— f  1 

Kleve  Carl  &  Co— f  1  e 

Klick  &   Burnet — f  c 

Klusmeier  Wm— 1 

Kragcr  C— f 

Laskcr  I  E— c 

Law's  Ins  Agency  Co 

The— fc 
Leiding  The  J  H   Ins 

Am  Co— f  c 
Levi  Albert  F — 1 
Levy  Sanl— 1 
Linahan  John  J— c 
Loebker  John  H— 1 
Lord  W  E— c 
Lowe  Henry— f 
Mack  L  J— f 
Mack  M  W  ft  R  W— 1 
Mackelfresh  J  W— 1 
McNuhr  J  A— c 
Magly  Straehley  ft  Co— 

f  1  c 
Manheimer  L— 1 
Marischen  H  W— c 
Mettner  Jos — f 
Meyer  D  B — f  I  c 
Millikan  P  M— c 
MilUkan  Jas  R— e 
Mindermann  J  Henry — 1 
Miner  S  U— c 
Minshall  Percy  M— 1 
Morgan   Noab — 1 
•Mospy  Miss  G — ^I 
Mospy  John  B — 1 


Morris  John  _ 
Moylan  Wm  T— 1 

8io.  W.  Nian  QIMit  A 

PIRB,  MARINS  and 
AUTOMOBILS  INS. 

DDOH   TROST    BIN. 
CiDdoBfttI,  OUo 

NcflF  C  Gordon  ft  Co— f 
Nolker   Fred  J— I 
Xurre  P  A— c 
O'Neil  G  J— 1 
Opes  W— c 
Ottenheimer   H— 1 
Pentland  John  A  ft  Co— 

f  1  c 
Perkins  W  R  &  Co— f  c 
Pohlman  The  Agcy  Co— 

f  c 
Pottengcr  Cyn* 
Powell  H  J— 1 


Pumphrcy  C — c 

Ransom  P  K  &  Son — f 

Rauh  B— c 

Rauh  FredTc  ft  Co— f 

Rauh  Isidore — 1 

Ravine  Jos— I 

Reid  James — 1 

Resor  G  I^-l 

Rice  Chas  A  J  S— f 

Rothier  C  C  ft  Co— f  c 

Rothier  ft  Benus — f 

Runck   Chas  F   ft  Co— f 

1  c 
Runck  John  F— f  1  c 
Runck  L  F— f 
Ryan  J  P— c 
Sachs  L  J— I 
Sarran   E  A — f 
Saunders  Henry  T — I 
Savf  e  D  W  &  Co— f  c 
Schell  Albert  W  ft  Co— 

f  c 
Schmidt  Frederick  A  Co 

Schroeder  Chas  J  ft  Son 

— £ 
Searcy  N  Lee— 1 
Sears  Ins  Agcy  Co  The 

— {  1  c 
Sharman  John— I 
Shepard  H  L— 1 
Sherlock  J  C— f 

BDWASD  E.  SHIPLBT 

FIRS    MARINB 

ACCIDBNT    LIABIUTY 

BXmOLARY 

SDRKTT  OH  B0RD8 

•OS  FIrfll  NH'I  Baak  BMf . 
CINCINNATI.  OHIO 

Shuff  John   L^l 

Simon    Sturm  Agency-~f 

1  c 
Simpson  Frank  H — ^1 
Singer  A  H— c 
Skiff  Co,  The— £  c 
Skillman  C  W— £ 
Sommer  A  F — 1 
Spencer  M  A— c 
Spenser  M  W— 1 
Spragens  Stanley — f  c 
Staples  H— 1 
Starin   Agedty— f 
Stern  Chas  J— 1 
Straus  Alex— £  1 
Straus  Samuel — ^1 
Streetman  P  H— 1 
Sturm  S  W— 1 
Sturtevant  W  H— 1 
Tausche  E  R— c 
Taylor  J  E— 1  c 
Tinney  H  T— I 
Thorp  Abner  Jr— 1 
Tow  Geo  H— £  c 
Townley  F  L— £  c 
Treadway  W  S— c 
TuUidge  F  G— c 
Underwriters  Agcy  Co— f 
Usher  J  F— 1 
Voriohan  F  H— £ 
Walker  W  Henry— 1  c 
Wedding  W  A— c 
Weiss  E  F— £  c 
Weis  Francis  W— 1 
White  Franklin  J— 1 
Wiles  C  B— 1 
Wilson  W  C— 1 
Winkcl  Jos— 1 
Winter-Hunter  Co — £  c 
Witham  The  A  R  Ins 

Agcy  Co— f  c 
Witham  Jennie  E — f 
Witherspoon  T  G— 1  c 
Wood  C  E— £ 
Wright  J   Gano   ft   Co — 

Yerger  &  Ellis— 1 


CIRCLEVILLE 
Ben£ord  B  F— £ 
Brown  T  P— £  1  c 
Cowger  J  D— f  1  c 
Flcmma  A  W— £ 
Gerhardt  Chas— c 
Gessley  Orrsn— 1 
Hays  J  G— 1 
Heise  J  L — c 
Hummel  ft  PIum-^£  1  c 
Leist  C  A — c 
Lindsay  G  W— c 
Morris  Milt— c 
Radcliffe  M  B— £ 
Ridenour  M  T— f  1 
Schleyer  G  A— 1 
Smith  C  A— 1 
Terwilliger  Meeker — c 
Veith  Wm— £  c 
Walters  Barton— c 
Ward  &  Boyle— £  1  c 
Weldon  Chris  A— c 

CLEVELAND 

Archer-Hardesty  Co  The 

— £  c 
Armstrong  W  W  ft  Co 

B^JiTey  W  C— £  1 
Ball  Flamen— 1 
Barden  J  P— I 
Barkwill  ft  Hodous— £ 
Barry  Bros  Co  The — £  c 
Beaumont  ft  Freiberger — 

£ 
Becker  E  G  ft  Co— £ 
Beers  L  B — f 
Bernstein  Adolph  E — f 
Bernstein  H  T— f 
Bingham  ft  Douglass  Co 

The— £  1  c 
Blood  Jno  H— £ 
Bodenbom  G  W— 1 
Bowdler  ft  Pease — c 
Boest  L  M— £  c 
Bradv  ft  Tuttle— 1 
Brooks    McAninch     Wil- 

bor-Parsons    Co    The — 

£  c 
Brown  C  R— £ 


Dempsey  M  M  ft  Co— f 
De  Witt  ft  Davis— £ 
Dixon    C    F— f 
Duffey  B  T  ft  Co— £ 
Dunbar  W  R  ft  Co— £ 
Durand  C  W— f 
Durbin  H  E  Ins  Agcy 

Co— £ 
Evans   Edward — f 

Evarts-Tremaine-FIicker 

Co  The— £  c 
Faulhaber  F  V— £ 
Fellinger  H — 1 
Forsch  A  S — f 
France  E  M— I 
Frankel   Bros  The— £  c 
Frith  A  S— 1 
Gale  H  W— 1 
Gallup  N  P— £ 
Garson  Jos— £  c 
Geer  Thos  H   Co  The — 

£  1  c 
Goldsmith  D  H   Co  The 

GriebUnff  E  L  ft  Co— £ 
Grigor  A  P— £ 
Griffin  L  A— 1 
Hale,  Seaton  &  Co — £ 
Haller  Jacob— £ 
Hannen  A  K — 1 
Hartz  L— £ 
Hatfield  A  D— 1 
Hawley  ft  Reed— £ 
Herbert  M  T— £ 
Herman  J  J — £ 
Herman  W  H— £ 
Hinig  B  C  ft  Co— £ 
Hoard  H  H— £  1  c 
Hoffman  Arthur— f 
Holmes  R  L — f 
Holraden  T  J— £ 
Hqpkinson  Burridge  Co 

The— £ 
Hoskins  F  S  ft  Co— £ 
Howells  E  J— f 
Hower  C  H  ft  Co— £ 
Huggins-Smart-Searles 

Co— £ 
Hummel  John  L— £ 
Jackson  J  J — I 
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Representing  IsxUng  com|Muuee  and  prepared  to^ndle 
anv  hue. 

AU  inquiries  receive  our  prompt  attentioB. 

In  our  Casualty  Department  we  represent  STbe 
Employers'  Liability  Aesuranoe  Corporation  of  London. 


Brust  G  I^-l 
Buchmann  Mrs  M  ft  Co 

— £ 
Burbank  W  P  &  Co-1 
Burke  Chas  A  ft  Co— c 
Burrows  H  B  Jr^-1 
Buxbaum  Kramer  ft  Kiss 

— £ 
Calvey  J  R  ft  Co— £  1 
Carpenter  O  W— 1 
Carr  F  B— 1 
Caulkins  D  I^-l 
Chapman  F  C — 1 
Clark  R  H— £  1  c 
Cleveland     Ins     Agency 

Clewell  G  F— £ 
Cordes  Arnold — £ 
Coughlin     ft     Laurenson 

Co— f  c 
Crable  ft  Eisel— £ 
Creech,  Oswald  ft  Co— £ 
Cullom  C  B — £ 
Davis  ft  Farley — £  c 
Davis  A  R  ft  Co— £ 
Davis  W  A— 1 
Dawson  H  L — 1 


'  ankau  D  ft  Co — f 
;ohns  H  S— £ 
.ones  Paul  D — £ 
:  Capplcr  W  A— f 
Keeler  Edwin  A— £ 
Kees  ft  Co— £ 
Keller  Jacob  ft  Co— f 
Ketchum  Co  The— f 
King  O  H— c 
Kirby  Josiah — 1 
Kirke  W  H— c 
Klossen  H  J  ft  Co— f  e 
Koblitz  H   D— £  1  c 
Koppel  H — £ 
Kroeckel  Ins  Agency — ^f 
Kysela  J  A  ft  Co— £ 
Lahrheim  H  ft  Co— f  1 
Latimer  D  E — ^£ 
Lee  J  W  ft  Co— £  1 
Lenihan  £  P  &  Co— £ 
Loesch  J  A— £ 
McCormack  A  C— £ 
McDonald,  Kenyon  &  Co 

McGwsnn  G  D— £ 
Mackintosh  J  M— 1 
McNutt  Harry  F— 1 
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O. — Cleveland,  Con, 

UadJEBn,  Small  k  Co— t 
MBDDiiw  W  A~f 
UaU  PI)  i  Co— f 
Ma»on   k   Perdue— f   e 
Melclier  J  A  &  Co— f 
Moooer  C  A— 1 


Newbarier  E  N— f 
Noirii  T  M— 1 
Ohio  Ini  AaencT — 1 
Olmitcd   Broa— 1 
Obnited  OH*  Co— I  1  e 
Palmer  D  T  Co — t 
Papp  Alexander — f 
Fapp,  NkhDUa— t 
Farbi  Leonard  Co  The— 

i 
Pegler  Chaa  &— f 
Penin  W  N— f 
Petcri  Lewi*— f 
Pfaare  Wm  G  &  Co— f 
Pickard  I  W— 1 
Fierce  Hn  L  M—f 
Pionejr  &  Hopkinioo— f 
Pood  Broi  A  Co— f 
Pom  E  H— 1 

Ki«  J    i  &   Co-f 
Richey-KrDll  &  Co— ( 
Ringle  O  C  &  Co— f 
Ringold  John  A-1 
Roach  &  Coo.lad-( 
Robertson    Ins    Aecy~I 
Robinion  P  W— f 
Roche  John  I  Co  The— t 
RualeirETana   Co— f 
SiSold  S  S— 1 
Saum  O  C— f 


Sufford-Gon-Bedell  Co 

The  O  M—f  c 
Steiner  L  E— I 


Swift   C  J   *  Co— f 
Taylor  A  S  &  Co— f 
Thomaa  C  F— f 
Thomaa  Fred  P   Co  Th« 

— f  c 
Tlmendorfer  J    Co   Tli« 

Trncnr  F  P— f 
Ulmer  S  ft  Son*-f 
Van   De  Boe  Hager  S 


S?SJ-A*.Co-f 


Weil  k  Son— ( 
Weill  Tho»  H-f 
While  A  Gould-I 
Whitmore  F  A— f 
Whiwer  W  H— 1 
Wignore  J  A— f 
Wi&on  1  W— 1 
Wilwn  W  G— I  c ,    , 
Wood  Sl  Kirkwood— I 


Pearee  W  D—fi<= 

Stark  EJ^f  1  =  , 
Tiffany  &  Clapp— f  I 
Wicka  A  H— f 


Bur  get ,"'   '^,t' 


Burkler  &  Soa  Mr»  F  V 


aXX  &  CBfford-f  . 
Columbta  In.  Ajcy  Co 

Dl^rOB  B-l 
Da*i«  J   L— i     ,     ,  ,  . 
Da««>n  FrMk  J— (  1  <= 
Dealriok  C  T— f 
Dorbert  A  W— f 
Dunham  H  D — 1 

E«na  Milo  H-f 
Farringlon  J»»-I 


Get.  H  P—1  , 

Goodwin  Wm  B— f 
GriB  M  F-l 
Jromnaii  J  G— I 
edgea  O  t-f  o 
oover  Setb  !>-<: 
off  JE— f  I 
nfhea  C   K— *c 
uftaei  Harry  C—t 
Sinioitt  ft  Vallanct-f 
ttutchinMB  F  A— e 
■eier  &  Little— f 
eSen  H  P—1 
obn>oo  C  M-1 
uUao  N  T— t 
[atier  Paul- f 
[tnhiner  U  A-1 


Kemmfer  C— f 
King  J  P-l 

Kinney  Chaa— f 
Kopp  F  G— f 
Liuterbach  &  Eilber- 
Leg^  S  T^t 


Lewi,,  H 


9    &    Fri( 


i  K--i 


NichoU  W  H— 1         „ 
O'Kane  Julian   Co,  The 

O^frf  J  W-1 
Park  Bro»— t 

Prieat  ft  Feaater— i    

pHt",  aaae  A  Co,  The 


CRESTLINE 
Babat  Carl  H— f 
BameyJ  G — f 
Calley  B  J — € 
DewaU   (T  E— f 
Go««r  F  J— * 
Luhella   L  R— f 
LibeoB  Edw^  I 

ScHabon  Tboa— f 
eai  J   W— (    1  e 
Scott  Miaa  Stella— f 
Stioe  Chaa  E — t 
Waldbaner  L  F-f  1 

CUMMINGSVILLE 
.loUender   Geo— f 
McGai7  W  M—f 


Rhoada  B-J        -     tu. 
Roberta  ft  Legg  Co,  The 

Sargent  S— ^ 

S«ier  AgencT  Co,  Tie- 

Sdbeit  C  K-J 
Sbedd  ft  Pembroke— f 
Siebert  C  M  It-* 
Smilh  Jtjo  F— e 
ijtaS  pe  Wl«  !>-< 


?^^iSV'c-i 


^'l^odcoek  rB-1 
Wykoff  Bfo»-f  c 

CONMEAOT 
Abbott  Waller  S-<c 
Andrew*  Stanlej-t  c 
Barakey   Broa— f 
Burton  Wm  J— I   , 
Carr  Chaa  Vem-^c 
Crartor  VlMor   J— c 
Curtis  Fred  N-(  1  c 
Donovan  Tboa— f 
ForhetCM-4 
Hayward  D  W— i 
Linon  Wm-t 
Pitcher  *  Y'>;"t-V,'= 
Stanley  Mra  L  E— f  I 
Stone  L  V— f 
Travet  G  W— f  1  « 
Willougbby  Chaa  B— e 

COSHOCTON 
Baker-HerWg-Boyer    Co 

Inc  The— f  I  c 
Ewini  H  M— t  1    ^ 
Gray    Geo    M    Co    Inc-- 


CUYAHOGA  FALLS. 
Alspaugh  O  A— 1 
Foi  Frank  E— 1  c 
Heath  F  T— f  c 
Lohr  Giant — I  c 
McOuakey   F— f  1 
HcLaae  U  H— f  I  c 
Prior  E  A— f 
Vail  F  O— *  1 

DAYTON 
■   Adam*  P  H— f 
Amann  Anton-c 
Baker  Rel  T— I 
Barcua  H  C-1 
Barrom  M  F— 1 
Baughan   Oltyer— 1 
Bell  ft  Hoakiii— f  c 
Bennelt  C  V-c 

Bi^E  G— 1 
Boall  J  B— f  1  c 
Browe  D  C-^ 
Botler  Jaa  J— 1 
CammaaiB  O— f  e 
Chambcrlin  W  P-l  e 
Coleman  B  C — f  e 
Coleman  H  G  I^-f 
Cord  W  O-^ 
Daria  J— c 

Decker  In*  Acer — f  I  e 
Diera  A  F-^  c 
Doflion  &  Deea— 1 
Elhenbary  P  S— I 
Gilleipie    H — f   1   c 
Heller    ft    Bmidenthal-f 

I  c 
Benley  R  C— I 


Kerr  Hamiiton — t 
Kidd  Chaa   D— f  c 
Kiefer-Kdlcr    Realty    Co 


Kramer  J  M— 1 


Jacobg  ft  f 

iJia  Chaa  ft  Son— t 
McDonald    Broa— I   1    C 
McConnell  ft  Karr— f  I 
Mulligan  Frank— f 


Kramer  J 
KuhDi  C 


Landii  R  G— e 
Lewia  W  D  Co— f  c 
Lyncb  Jeremiak — 1 
McCabe,   Shepherd    Coe 

Co  The— I  t 
McGee   T   F— f  e 
HcHenry  G  A— f  I  c 
Ualone  A  R-1 
Markam  T  H-1 
Martin  D  H— c 
Menche  ft  HldonaB — f  I  c 
Holand  W  T-4 
Morgan  J  P— I 
MonVR  1^1       , 
NuttaU  Wm  T-4 
O'Brien  P  P-i 
OUo  Cooper  A«— *  « 
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Obio-Weit   Virginu 

0i^Sb«r  S  C  &  Co-I  e 

Oliucr  C  A— 1 

Olt  Co  Tlia  Oosr   C— t 


Shiak  E  I^-l  . 
Sbenr  &  HoDioe-1 
Smith  Tboa  A— 1 
Solder  W  A-1 
Stum  HariT  A— 1 
Tbitmui  J  ^-1 
WcMcTD     Ohio     Under- 


Aren  Dct — f 
DatikkJ  F  &  Co— f  ( 
Ghake  H  F— (  I  c 


PreiKndoerf  er  A  R— f  I  c 
SlCTH  Bret— 1  c 
WiEDer  Ft*d-I  1 
WttUiu  G  W  <k  G  H— 

Woha  Gurie  P— f  c 
Woitiun  R  W— f 

DELAWARE 
AIiJhi  Fr«nk  W— 1 
Bale  It  Hud— f  1  e 
Odluder  B   A — I 


KdlMg  Robert  N-^ 
tin  W  C— f  1  c 
Pfiffner  J  W— f  1  c 
Pollock  W  S— f  c 
Bopp  J  M— f 
Butter  E  E — 1 
SuBMon  J  A — I 
Snte  J  H— f  G 
Vilendoe  L  C— * 
Vao  Meier  C  M— 1 
WmiuBi  D  T— f 

DELPHOS. 
Aduni  R  O — t 
AHeDbcTte  F  X— f  1  c 
Bmherton   B   J — I 
(kotT  Sr>— f  1  c 
Hood  Chu — f  t  c 
Kimball  W  S—f 
Kindlej  Tc»eph — t 
Leaaure  Gee   N — f 
Lindemaim  ft  LinaeiDai 

—t  1 
lUnb  C  E— f  1  e 


ttcfBia  A 

Wi^t  T 


deshi.es 

Gribben   F— f   e 
RiukU  Wm    S— 1  e 
Thonpni  Albert  F— « 
Waltimin  G  C— f 


DOYLESTOWN 
Cleckner  H — { 
Deibel  Jacob — t 
■    •     ,n  Geor^     ' 


Sheafer  George— ( 
DUNKIRK 
Fnlka  C  lr~i 
johnfoo  O  B— (  I  e 


Haoley  ft  Davidaon— f 
Henderabot   C   W— f   t 
Herbert  J  T  ft  S  T— f 
Macloll  F  V— f 
OwCD  Geo  H  ft  Co— f  1  c 
Potleia   Ins  Agcy   The — 


EAST  PALESTINE 
Early  E  I^-f 
Foler   W  J-t 

Lron  E  h-t  c 
McCaffic  J  B— f  1 

EATON 
Bailej  E  E— (  c 
Eddington  Ira— f  I 


Reel  WlllUtD-1  c 
Sijlor  HoBh  J— f 
Sbtonon  W  G  ft  Co-f 

Williama  Tboa  H— I  c 

ELMORE 
OebrinB  Geo-^ 
Hunt  fan  J^Die-1 

KimlHll  ft  Kimball— (  e 
Kieman  W  H-f  c 
Robinion  H — 1 
Smoyer  C  K-f  I  q 


DaTidaon  V  S— 1 
FarreU  R  E-^ 
OuUa  J  E— f 
Hunmen  A  J   ft   So 

Sttlf  Fred  S— f 
ThompMa  H  P  ft  3 

ELVHIA 
Andreaa  H  U~t 
Beaham  H  H— f 
Criap  J  C^-f 
Dunn  O  G — * 
George  S.J—*  


1°^. 


kelllnE  N  I 
KolliukT  Goj 
Kubnl  W  B 


Miller  HeoTT—i 

Horae  C  I^-f 

Smith  Prank  A  ft  Bro~ 


FINDLAY 
Birlew  Tbeo  C— f  1 
Biah  C  V— 1  c 
Bolton  B  F— f 
Bracken  A  E— c 
Burkett  Reainald— c 
Crane  Geo  "b- *  e 
EoBF  J  A-t   I   c 
Eoff  A  E— « 
Perm  H  P-l 
Hahbraih  T  C-^  I 
Gilleapie  F  F-I 
Graf  R  B-^ 
Hotli  H   B— (  I 
Hull  H  B— f  1  c 
Kiefer  W  1— f 
M.-ranliy    VV    t— 1 

M.Dcr  K   R-f  I  c 
Miik^r    U     fl-l 
Fef.p!=  I  F-l  c 
Plan  W  T— I  c 
Priddy  John  E^-c 
da.rp.on  CM-f  le 


Wetheiald  R  J— e 
Wniiamaon  J  H— f  c 

FOREST 
Bom  W  F-f 
Conklin  Louii  A— <  1  c 
Cook  D  1,-c 
Cook  H-<  c 
DonoTUi  Ed— { 
Mrer  M-1 
Price  Wm  B— f 
Rieat*  C  M-l 
Robiiuon  Taa  B-4 
Stetnmui  }  F— f 


□rows  Irene  ft  Co— f 
Bnitt  W  W— I 
Brerlr    Oacar— f 
Dillon  Rar  R— f  1  o 
Emedae  Frank — t  1 
Flack  N  B— I 
Piwe  C  H-^ 
Gbaater  S  L^-1  c 
Htll  Geo— 1  c 
Hedtert  W  D— f  I 
lobBMon  ft  Jobnatoa — f 
[ohniton  Nellie — f 


lobiutoi 

jobnito 
Kleinba 


Uord  A  C—t  I 
LIOTd  D  C  ft  Son— 4  I  i 
Powler  R  S— I 
Smith  Ctf  1-^  I  c 
Snyder  G  A— e 


Conover   C   B—f  I  e 
Du  Boia  Frank  W— f  c 
Eaton  Chaa-f 
Meeker  Hear*  W— f  1  i 
Miller  Roacoe— 1 
Munger  Cbaa  W— f 


Bsrkett   Inniraacs 

— £ 
Butman  V  D-f  1  i 
Carr   C  B-f 
Cochran  R  A— | 
DUIon  KenI— f  1  c 
FoDche  B  A-t 
Gabel    W   A— e 
Gnerber  A  P— I 


Hall  J  H— f  e 
HeSur  Cart  J— f 
Hobart  H  W-t  c 
Kridler  Ina  Afcj-f  1  « 
Lehnun  J  J— 1 
Llebet  AoBiiat— (  1 
Lncaa  W  it-1 
Nenfer  J—c 
Norton  O  C— I 
Ob««t  C  O-l 
-  ■      T  A-l 


Rider  A  A— 1 
Roaa  W  D-^  e 

ScbwtrtI  Joa  T- 
Smlth  K  P— f  1  o 


GAUON 
Bacfaelder  H  J— f  1  ■ 
BacU  Edur— f 

Biflit  F  W-f  1  c 
Casey  J  E— f  c 
Castle  Cla^on  A~t  I 
Crijsinger    C   J-f 
Franki  P— c 
Gtarharl    A««nt-I 
HuUe   Guy-r 
Kibby  C  H— f  c 
Knolc  Henry— f  1  c 
McCarron  T  W-c 
McKinler  Geo  W  S-1 
Melheany  A  M-f  c 


Zimmerman    D    E— t 

GALUPOUS 
Buah  C  I-t  1 
Cherrington  F  E— f  1  C 
CherTinglon  S  M — t  1 
Kemi  A  W-f 
Ketr  C  C-1 
McCormlck  J  H— I 
Neal  G  E— f  1  c 
Tanner  W  R— 1 
Thomai  Wm— 1 


Nicholion  Si'Hoft— f  C 

GENEVA 
Adama  Chaa  D— f 
Cowderr  Geo  H — *  I  « 
Ford,  Chaa— f  c 

Martina  SAB  Son*— fl 

Michel  a  Mi1Iei^-f 
Mott  J  O— I 
Simmona  Jas-I 
Traak  A  L— 1 

GERMANTOWN 
Antrim  N— f 
Hober  C  F-I  a 
Rice  A  Zehring— <  C 
Thdapach  John — f  c 

GIRARD 
Deemer  W  R— f  1  e 
Jonei  Loti  ft  Kenedy— < 

Lewi»  D  G— 1 
Puid^  G   R— f  1  e 
Vaughn  T  C-f  I 
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O.— Con. 

GLENVILLE 

Battles  &  Stevenson— f  1 
Whitman  Mrs  C  A— 1 

GLOUSTER 

Duncan  C  E— f  c    • 
Duncan  Geo— f 
Elkins  Harry— 1 
Elkins  R  D-l  1 
Fawcett  G  C— I  1  e 
Rose  G  W— f  c 
Smith  R  B— f  1  c 

GREENFIELD 

Adams   W   B-{ 
Anderson  W  H  &  Son— 

f  c 
CaldweU  J  S— I 
Clybum  Harry— £ 
Hiser  D  T— 1 
Kelso    J  G— f 
Matthews  M  D-f 
Rogers  Chas-^ 
UU  Chas-f 
Waddell  L  P— f  c 

GREENVILLE 

Anderson  E  F — f 
Bausman  A  H— 1 
Beanblossom  D  D— f 
Brumbaugh  W  D— 1 
Bums  Bros— f 
Coppess  J  C  W— 1  c 
DeTor  Mrs  Qar»— f 
Grant  W  C— 1 
^mes  Miss  Jessie  W — f 
Katzenburger   G  A— f  c 
Kipp  G  C-f  1  c 
Lawrence  'Bi—i 
Maher  P  H— f 
Meeker  P  D-f 
Pearce  W  Lr-f  c 
Selby  Ins  Agcy  The— f  c 
Swathwood  M— 1 
Wright  E  C— f 

HAMILTON 

Beeler  John  L  ft  Son— 
f 

Cahil  Jas  J— f  1  e 

Cass  Dan — ^f  c 

Daggett  &  Tayloi^-f  e 

Egry  Aloys  Er-i.  c 

Frazier  J  C — ^1  c 

Hathorne  C  P— f 

Hawk  Geo  E  &  Son— f  i  c 

Heck  Wm— f 

Hill  Alfred— 1 

Hunter-Frechtling  Insur- 
ance Agency  Co — ^f  c 

Kelly  Jas  A-f 

Krauth  J  W— f  1  c 

Lecklider  Benj  D— 1 

Lippmann   Liebman— f 

Love  S  W— 1 

McClelland  F  P— 1  c 

McGinly-Alston  Co  The 
— f  c 

Milliken  Robt^f  1  e 

Parris  Lee  Co—!  1 

Rochelle  John  F— f 

Seward  Sloneker  Co  The 
— f  c 

Sortman  Richard— 1 

Tabler  Mrs  M— f  c 

Tully  Jas  I-f 

Vinnedge  W  W-f  c 

Welliver  A  J  &  Son— f 
I  c 

Williams  Sherman—^  e 

HARRISON 

Bevis  C  D-f  1  c 
Bowles   Franlt— f 
Marvin  J  P— f 
Tebbs  Broa. — £ 

HICKSVILLB 

Armstrong  E  P— f  1  • 
Hoil  ft  zSe—f  1 


Richards  A  M— f 
Smile  J  D— 1 
Wilson  W   D— f  c 

HILLSBORO 

Austin  Frank — f 
Ayres  F<rank — ^f  c 
Chancy   N  E— flc 
Davies  R  O— 1 
Kirkpatrick  ft  O'Neil-f 

1  c 
Lcdbetter  David — f  1  c 
McClure  Robert  D— f  c 
McClure  H  S-f  c 
McConnaugbey  C  D— f 

1  c 
McDermott  James— f 
McMullen  Robt  B— {  c 
Scarborough  J  M— f  1  c 
Strain  Ben— f  1  c 
Wiggins  H  I^-c 
Worley  J  B-i 

HUBBARD 

Dalby  WillUm-f  1 
Dominic  Paul— f 
Jackson  P  Arden— f 
Kelly  Margaret  Miss— I 
White  C  Y-i  I  c 

IRONTON 

Berkley  J  W— f  1  c 
Brewer  W  A— £ 
Collett  Thos  L— f  1  c 
Dovel  ft  Com— f  1  c 
Henry  P  L— f  c 
Horschil  F  J— f  1  c 
Jcrvis  Thos — f 
Kennedy  T  J — f  1  c 
PotU  J  N— 1 
Ringo  C  M— f  1  c 
Russell  W  A— f  1  c 
Scott  Wilson— 1  c 
Snyder  ft  Lambert — f  1  c 

JACKSON 

Adams  J  H— 1 
Dungan  Emmett — I 
Fite  ft  Fite— f  1  c 
Hartlage  L  B— 1 

iohnson  T  J— 1  c 
filler  H  C— f  c 
Morgan  ft  Williams — ^£  c 
Nelson  C  W— 1 
Parry  I  I—f  1  c 
Rice  R  E— 1 
Steele  Chas  F— f 

JAMESTOWN 

Lieurance  Harry — f  1  c 
Shifflet  Wm— f 
Smith  J  H— f 
Stcrrctt  W   R— flc 
Thomas  Byron — ^ 

KENT 

Baters  W  P— c 
Curtis  ft  Hall— f 
Davis  C  M— 1  c 
Garrison  E  F—Ht  c 
Graff  Mr— 1 

Reed  W  W  ft  Son—f  1  c 
Rynard  N  B— f 
Stauffer  L  G— f 
Stutzman  A  B — f 
Wolcott  D  B— f  c 

KENTON 

Ahlefeld  ft  Andrews— f 
Baldwin  J  M— c 
Blue  O  P— f  1  e 
Bolenbaugh  Isaac     Jr — i 

1  c 
Cessna  ft  Gelhouse— f  1  c 
Gray  Harry — ^1 
Jones  F  U— f  1  c 
Pearce  H  £— f  1  c 
Pence  S  J— f  c 
Rice  A  M— f 
Reddick  J  W— f  1  c 
Rodebaugh  Harry— 1 


Stahl  A  A— f  1  c 
Stinchcomb  J  W — ^f  c 
Walker  Mary  £— f 

LANCASTER 

Baker  L  M— 1 
Barr  Jas  C  ft. Co — f  c 
Beck  Henry  K— c 
Clarke  Joshua — ^f  1   c 
Cookley  G  W— 1 
Cole  v^lyde  C— f  1  c 
Crumley   C   M— f  c 
Davidson  Wm — f  c 
Drinkle  Mrs  C  H— f 
Faigley   W   W— f   c 
Hunter  Frank  R— f  1  c 
McCamman  ft  Barr — f 
McQenaghan   Wm   T   ft 

Son— f 
Matt  Bros  Agency — £  1  c 
Matt  Geo  Sr— f 
Miller  Geo  C— f  c 
Mourry   C  O— 1 
Myers  Olaf  E>— f  c 
Newman  W  E— f  1  c 
Nye  Wm  H— f  1  c 
Rainey  S  W— c 
Sites  J  S— f  1  c 
Smith  T  H— f 
Snider  Van  A— c 
Sprankle  Ira  E — 1 
Thomas  Amos  S— £ 
Thomas  Obed — f 
Towson  C  H— f  1  c 
Vandemark  Geo  H — c 

LEBANON 

Brown   F  J— f  1 
Brown  G  F— f  1 
Brown  O  K— f  1  c 
Brandon  ft  Ivins— c 
Cunningham  Frank— £ 
Dakin  H  C— f  1  c 
Dakin    I^-f 
Hutchinson   O   A— 1 
Langdon   L  K— c 
Mounts  Jesse — f 
Shawhan  Mr— f  c 
Thompson  John  A — £  le 

LEETONIA 

Greenamyer  C  E — £  c 
Mellinger   D   W— 1  c 
Tetlow  John  J— £ 
Tetlow   H— 1 
Warren  W  E— f  c 

LEIPZIG 

Fike  Geo  A— f 
Gauogly  P  W— 1 
Kelley  T  P— f  c 
Nutter  P  G— c 
Rower  Thos  H— f  1  c 
Slaybaugh  &  Bell— f  1  c 

LE  ROY 
Ward  Irvin — f 

UMA 

Aren  ft  Barrett— 1 
Bible  Geo  F— 1 
Boose  T_M — f  c 
Brand  H  L— 1 
Burke  H  S— I 
Cassidy  Joseph — ^1 
Clark  Realty  Co  The— f 
Clem  Co— z  1  c 
Collins  T  A— f  1 
Cook  C  A— 1 
Crayton  ft  Son — £ 
Creps  A  S — ^1 
Crossman  Darvin— 1 
Custer  Bros — £  1  c 
Dempster  £  G— £ 
Dille  Bros— £ 
Driver  P  M— I 
Dunn  ft  Co— £ 
Eaton  F  A— £  1 
Elmer  D  Webb  Co— flc 
Feely  W  T— I 


Hildrith  A  D— 1 
Kahle  P  A— £ 
Kemmer  O  F  ft  Co — {  e 
King,    McCurve  ft  Mack- 

enxer— f  1 
McComb  Wm— £ 
Mohr  John — f 
O'Connor  Bros— f  1  c 
Ohler  J  O— £ 
Phillips  John  H— f 
Plumaer  S  A — ^f 
Rumaev  ft  Wooden— 1 
United  Realty  Co— £ 
WaUace  £  D  ft  Son-f 

le 
Wallace  G  I—f 
Young  O  N-^ 

LISBON 

Adams  J  F  ft  Son-f  Ic 
Connell  Charles  C— c 
Dorwart  H  B— f 
HinchUffe  J  H-f  c 
Hoestetter   Wm— f 
Marsden  H  E— f  1  e 
Ramsey   A    A— f 

LOCKLAND 

Buchanan  J  H — f  1 
Carlson  Robt— f 
Fladung  Edw — f 
Hennincy  August — 1 
Holt  A  J— f 
Holdredge   Fcnton — ^f 
Skillman  C  W— f  c 
WUson  E  D— 1 

LOGAN 

Bay  H  B— 1 
Beck  E  W— 1 
Brooke  A  H— c 
Comly  E   B — ^1  c 
Humphrey  J  B — ^1 
Kempel  Rudolph  F— flc 
Lappen  ft  Leach— f  c 
Undlcy  I  J— f 
Lvtler  W  J— 1 
McCray  W   W  ft  Son- 

f  1  c 
Mickel  H— c 
Rectenwald    Charles— I 
Schwinke  C  W— « 
Versop  Ernest  W— 1 
Warren  &  Wtlls-1 

LONDON 

Atchison  J   R— c 
Boyd  R  W— c 
Chenowith  Rea — ^f 
Corry    Ernest    F— c 
Fauver  H  F — ^f  1  c 
Gardner  ft  Gardner— I 
Gardner  H   L — ^1  c 
Gardner  Joe  A — f  1 
Honnbeck    C   R  ft  R  G 
Parker  J  D— f  c 
Phillips  S  R— 1 
Pringie  &  Chenowith— f 

Van  Wagner  BenJ— f 
Yearian  J   J— £  1  c 

LORAIN 

Babcock  The  A  H  C^- 

f  1  c 
Buell  ft  Cozad — f  c 
Chapman  T  G — f 
Hitchcock  C  P— €  c 
Little  W  N— £  c 
Vorwerk  Grace— f 
WUliams  ft  Mcllvaane-i 

LOUDONVILLE 

Byers  Jacob  F— 1 
Crow  G  S— £  1  c 
Gro«F  W— c 

Hoffman  Martin— £  1  c 
Mom  Mrs  Cora  B— f 
Reed  W  R— £  c 
Riblet  J— f 
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Sanborn  C  Lr-f  1  c 
Spreng  M  H>-1 
Smith  A  D— f 
Wolf  M  J— f  c 
Youag  F  P— £ 

McCONNELLSVILLE 

Beckett  ft  Gray^— f  c 
Black  Geo  U— c 
Doufan  C  £—1  c 
Enria  John   I> — 1 
Finley  H  M— £  1  c 
Finlej  Silver  A— f 
Lyne  John  Q — c 
McLucai  J  IS — c 

ICADISONVILLE 

Gemons  Arthur— f  1  c 
CUppiaeer  W  W— £ 
Goddard  F  H— f 
Hem  Bros— f 
Hndaon  J  G — f 
Hunt  Jamea — ^f 
lindalcy  F  R— £  1  c 
McClurc  Edw— f 
Maphet  T  M— £ 
Mathis  Jacob — ^f 
MiUer  Frank— £ 
Oberwitte  C  F— f  1  c 
Peterman   Geo-— £ 
Kobinson  T  A— f 
Rowan  T  N—f 
Sauer  Geo— £ 
Scott  Miaa  L— f 
Taylor  F  T— I 

MANCHESTER 

Dunbar  J  K— flc 
Doldridge  Percy— f  c 

Mansfield 

Amstutz  A  L— 1  c 

Barr  L  D— c 

Bauer  C  F— 1 

Beam  L  H— c 

Bonar  &  Harding — £  1  c 

Bonar  L  J— £ 

Bowman  E  E — £  c 

Caimes  J  E— 1 

Carlisle   R    R— c 

Carroll  P  S— 1 

Colwell   S   J— 1 

Coolc  &  Tracy — ^£  c 

Cox  P  J— 1 

Culler  J  H— 1  c 

Davies  D  J— 1  c 

Dgrarmon  G  W  &  Son— 

Dickson  V  M— f  c 
Ditwiler  H  B  L— f  c 
Earl  O  B— 1 
Endly  G  C— £ 
Fox  J  B— f  1  c 
Fomty  G  W— c 
Fritz  C  W— £  c 
Geary   E    R— 1 
Harrisaon  W  J— 1 
Hahn  ft  Youna— £ 
Herchner  C — f 
Hill  C  S— 1  c 
Hout  G  A— f 
Hoover  D  S — f  1  c 
Hnrst  Helen— 1 
Johns  H  J— £ 
Keckler  A — c 
King  J  J — ^1  c 
Klaner  H  J— 1 
Klopfenstein  J  L— 1 
Koonte  D   S — f  c 
Kubiac   L   S — c 
Lcntxy  W   L — i  c 
Lindley  J  B — c 
Undaey  "E  H— c 
McCready  H  I^-flc 
McFarland  I   S— 1 
McMahon  F  H— 1 
Mclntire  L  R— f 
Michael  P  H—- c 
Nail  E  S— £ 
Palmer  D  D— 1 


Parsons   LeRoy— f  1  c 
Pealer  W  S— I  c 
Reed  R  R— 1 
Rdnhart  ft  Hering— £lc 
Roush  Realty  Co— 1  c 
Schanel  M  A— 1 
Scott  C  C— 1 
Sipe  F  E— c 
Seward  John — f 
Sha£er  D  F— 1 
Sheriff  F— c 
Simon  D— £ 
Slough  E  P— £  1  c 
Southard  W  K— 1 
Spencer  E  P— f  1  c 
Sysc  F  E— c 
Tanner  F  H— £ 
Umbarger  I  K — c 
Urie  E  W— 1  c 
Weidner  G  H— f  1 
Wycoff  E  B— 1 

MARIETTA 

Blohm  Wm— £ 
Booth  E  M— 1 
Buchanan  Harry — f  c 
Cooke  R  D— f  1  c 
Cutter  Lewis  J — f 
Dewes  J  E— 1 
Flanders  Bros — £  I  c 
Goebcl  J  S— I 
Plumer  ft  Crawford— £  1  c 
Putnam  B  B — { 
Schaier  Karl  O— £ 
Stevens  A  J — £  c 
Tisher  &  Titley— f  c 
Torner   F  W— f 
Wilhelm  S  C— £  1 


MARION 

Armstrong  R  S — ^1 
Burke  M  J— f  c 
Bush  E  E— £  I 
Chase   M   B— £  1 
Dee  ft  Co— £  1  c 
Hoch  Bros— £  1  c 
Tones  W  T— 1  c 
Katx  E— £  c 
Ketty  A  W  ft  Co-f 
Kling  ft   Allen— £ 
Knapp  ft  Son — f  1  c 
Krauss  E  J— £  1  c 
Larie  G  F— £  c 
McCoUey  ft  Warington— 

£  1  c 
McGuire  G  S— f  c 
Molloy  E  —1 
Montgomery  A  S — ^1 
Neidig  P  ft  C  Co— f  c 
Northrup  C  C— 1 
Peters  ft  Co— f  c 
Rauhauses  S  R — £  c 
Sshaad  C  E— 1 
Sshoenlauo  &  Son — f  1  c 
Shaw  H  1^1 
Smith  ft  Son^l 
Sycks   Earl   R— 1 
Tcdrow    B — 1 


MARTIN'S  FERRY 

Boehm  Johanna — f 
Cole  M  E— 1 
Duff  C  E— £ 
Fallen  A  J— 1 
Gauley  R  B — 1 
Hanes  J  T— f  c 
Heinlein  E  E — 1 
Tames  C— £ 

Lupton  Mrs  W  M — £  c 
McCombs  E  E^— c 
Ong  R  T— £  1  c 
Palmer  S  P— 1 
Reece   G  W— 1 
Robinson  Ins  Agency — ^£ 
Rooney  R  S — ^1 
Sedgwich   F  A— f  c 
Talbot  C  R— I 
Teagarden  Miss  A — £ 
Van  Pelt  A  J— c 


MARYSVILLE 

Bawn  Bros— £ 
Edwards  C  G — 1 
Henderson  Mrs  C— f  c 
Gilcrest  Max— £  c 
Sawyer  E  F— £  c 
Summers  J  L— 1 
Taylor  &  Zwemer— £  c 

MASSILLON 

Arnold  F  W— £  c 
Arthur  C  B— 1  c 
Bierly  J  W— 1 
Conrad  Isaac — £  1 
Crawford  R  B— 1 
Davis  Thos  C— f 
Ferrell  ft  Schulta— 1  c 
Fleming  Thomas  P— £  1  c 
Gow  R  H— £  1  c 
Hammersmith    Charle»— 

£  1  c 
Howells  John — f 
Johns  J  E— £  1  c 
Johns  William— £  1  c 
Koons  ft  Son — ^1  c 
McLain-Kirchhofer  Agcy 

Co— f  1  c 
Paul  G  G— £  1 
Schott  Christian— £  1  c 
Slusser  L  P— 1  c 
Volkmor  O  C— f 
Wertzbaugher  Jr  J  B— 

Whjseler  A  Z— £  1  c 

MAUMEE 

Alins  Albert— £ 
Cohen  A  W— £ 
Eckert  L  A— £ 
Rhonehoure  L  B — f 
Swan  W  S— £ 

MECHANICSBURG 

Cheney  Robt— £ 
Lcgge  J  C— £ 
Magruder  V  S — £  c 
Mumma  A   L— £ 
Wood  C  A— £ 

MEDINA 

Hendrickson  Blake — f  I  c 
McDowell  Blake— £  1 
Randall  Lewis  H — 1 
Richards   George   A — £ 
Spellman    Frank— f 
Spitzer  E  B— £  1 
Van  Epp  Arthur — f 

MIAMISBURG 

Bowles  F  K— £  1  c 
Dodds  R  S— £  1 
Dosh  L  A— £ 
Reiser  B— 1 
Lyons  T  V— £  c 
McKnight  ft  Schmitz— £  c 
Pausing  B  J— f 
Purnelljohn — £  c 
Rogers  E  J — £  c 
Schuster  C  A— f  c 
Zehring  L  H— £ 

MIDDLEPORT 

Downning  J  B  Jr— f  I  c 
Downing    John    F— f 
Hobart  M  C— f 

MIDDLETOWN 

Bamitz  Ins  Agency   Co 

— £  1  c 
Crist  C  G— f  c 
Foster  A  L— f  1  c 
Goldman  Charles — f  c 
Harrison  W  T— £  1  c 
Moore  F  C— 1 
Ndn  L  T— £ 
Todhunter    W    H— £ 
Walburg  Harry — £  I  c 
Wcisel   Harry — £   I   c 


MINERVA 

DeFord    ft    Alexander— 

£  1  c 
Greenwood  J  F — £  1  c 
Murray  James — £ 
Uke£er  F  A— 1  c 

MINGO  JUNCTION 

Brettel  Jas— £  1  c 
Risher  Barry  A— £  c 
Scott  J  Ross— f 

MOUNT   GILEAD 

Ashley    L    H    &    Son— 

£  1   c 
Pollock  E  H-l  1  e 
Smiley  C  D— £  I  e 

MT.  VERNON 

Aller  Banner  M— £1 
Cooper  John — f  1  c 
Curtin  W  C-f  1  c 
George  Robt— I 
Greer  Robt  M— £ 
Herron  Bert — £ 
HunUberger  H  M  ft  Co 

— £  1  c 
McCarthy  Alice  G— £ 
Murphy  O  F— £ 
Peterman     Samuel    H— 

£  1  c 
Salisbury   C— £  1  c 
Stream   Luther  A— £  1  c 
Welsh  ft  Shaffer-^  1  e 
Welsh  Wm  J— f  1  e 
Wootton  J  H— 1 

NAPOLEON 

Bokerman  Wm  C— f  c 
Bretz  Dow — ^fc 
Cowdrick  E  R— 1 
French  H  H— £  1  c 
Meekison  C  C — ^1 
Prentice  C  J — f 
Retter  F  W— £  1  c 
Reynolds  Chas  E— f  e 
Tabler  A  F— £ 
Yamell  Byron— £ 

NELSONVILLE 

Dowd  Thos  A — f  1  q 

iuniper  C  W— £  c 
f  atheny  L  G— f  I  c 
Pritchard  A  L  Dr— fc 
Stratton  Mary  E— £ 
Zeller  John— f  1  c 

NEWARK 

Baker  Malcom— f  c 
Broome  Wm  H — i 
Carter  Jos  A — ^1 
Cosway  Fred  J — ^1  c 
Daly  S  J— 1 
DicktTBon  K  I— 1 
Evans  P  G— £ 
Flory  C  L— c 
Franklin  Geo — f 
Franklin  Hooper — £ 
Gilbert  Wm   D— f 
Gunion  C  W— 1 
Haynes  Geo  N — c 
Henley  A  F — c 

Johnson  E  T— £  1  c 
ones  O  C— f 
ones  R  R— f 
ordan  &  Fuller— £lc 
fontgomery  T  W— 1 
Norris  ft  Windlc— f  c 
Plyler  W  B— £  c 
Reese  M  J—  £  1  c 
Rentz   Jos — ^f 
Rexrothe  H   L— f  c 
Riley  C  L  &  Son-£ 
Shauck  H  H— £ 
Tucker  J — f 
Warner  J   R— f  c 
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O.—Con. 
NEW  COMERSTOWN 

Beers  W  A  &  Co— f  1  c 
DillcJiay  Hany-— 1 
Huston  G  W— c 
Kennedy  M  B— £ 
Mncbelnaus  H  G — f  1  c 
PhiUips  George— 1 
Shannon  T  J — f  1  c 
Ytngling  M  R— f  c 

NEW  MATAMORAS 
Harvey  Geo  D— £  1  c 

NEW  PHILADEL- 
PHIA 

Andrews  F  W— £  1 
Bowers  A  A— 1 
Bnchor    Chas— 4 1  c 
Clark  Wm-c 
Ebright  Jos — {  c 
Edwards  Thoa— f 
Femsel  Confad-~c 
Hephinger  Theo  S— f  c 
HiH  J  R-c 
Kaderly  £  T-ilc 
Kelly   &   Younffen— £lc 
Lewis  Clifford  K— flc 
Marlow  &  Brigga — f .  1  c 
Mathtaa  V  O— 1 
Morris  T  R— 1 
Nixon  Ralph— 1 
Powelson  O  C— 1 
Schweitzer  E  C— c 
Syron  Jac— £ 
Wagner  W  A— c 
Waters  E  A— f  c 
Webber  Harry^l 

NEW  RICHMOND 

IBainiun  C  T-4 
Davis  Robert  A— f  1 
Shaw  Geo  P— I 

NEW     STRAITSVILLE 

Essex  Palvin— f 
Evans  John— 1 
Faine  John  C— £ 
McDonnaugh  M— 1 
Spicer  F  M— £ 

NILES 

Bremer  Warren  N— £c 
Campbell  Tas  B  &  Geo  L 

-rflc 
Cowdrey  Frank  R— £  1  c* 
Holzbach  Jaa— c 
Kerr  ft  Stevens — e 
Phniips  L  M-l  c 
Rosensteel  J  H— £  1  c 
Sayers  W  Y— £c 
Taylor  Geo  J— £lc 

NORTH    BALTIMORE 

Brown  Margaret— £  1 
Falton  G  B— £  1  c 
Heminger  Irvin — f 

NORWALK 

Bechtol  John  M-^  c 
Bilton  Geo — 1 
Bloomer  C  E — £  e 
Bowen  ft  Sanders — ^£  1  c 
Clark  C  E— 1 
Christian  Fred  W— £ 
Dougherty  H  O— 1 
Garngan  T  M — e 
Goodhne  Wm— 1 
Hartetne  ft  Jordan — f  1  e 
Hoyt  M— 1 

Lawrence  Charles  B — £  e 
Round  Geo  F— £  1  c 
Sawyer  Frank — £ 
Shack  Cavit  M— £ 
Snook  L— c 
SUvies  C— 1 
Stewart  H  L— £  c 
Suhr  Charles— f  I  c 
Terry  Alvin  B — f 


Thomas  A— 1 
Tucker  ft  Holliday^£  c 
Venus  Charles   P — 1 
Washburn  F  R— £ 
Whitehead  W  W— £  1  c 
Wickham  Ben  B— c 

NORWOOD 

Ames  ft  Agnew — f 

Baumes   ft   Co — £ 

Bush  Parker's  Insurance 

Agency— £ 
Cation  ft  Kem£e— £ 
Diggins  H  M — £  1  c 
Hcdgcr  C— f 
Hopper   Mr — £ 
Hulnll  F— £ 
Tames  Geo — £ 
Kleine  F  L  ft  Son— £ 
Levi  F  M— £ 
Pierson  H  J— £ 
Schulte  John — £ 
Scott  A  S— £ 
Stratmyer  G — ^£ 
Whitacre  M  B— 1 

OAK  HARBOR 

Carstenscn  Louis  L— £  1 
Keane  P— 1 
Kramb  Chas— £lc 
Mylander  G  C— £  1 

OBERUN 
Brady  J  J— 1 
Burgner  L  E^£  1  c 
Burklew  F  E— £  1  c 
Dixon  M   Edith— £  1 
Durand  WiU  B  ft  Son— 

£  le 
Edwards  J  I^-£  c 
Hart  W  A— £ 
Hensner  W  A— 1 
McKee  Otis— £ 
Morris  G  W— £ 
Ralston  P  E— £  c 
Wells  Horace  D— 1 
Williams  L  B-f 

OTTAWA 

Ackerman  F  M— f  1  c 
Donart  &  Donart— f  c 
Greer  Frsnk  J— £  1  c 
Greer  Mrs  F  J— f 
Ewin^  Guy  L— 1 
Kemsting  A  A— f  c 
Kersting  A  V  &  Co— £ 

Ic 
Shumaker  M  £— {  c 


OXFORD 

Brandenburg  Richard— c 
Cleaveland  A  W— £  1  c 
Law  Tom— i 
O'Netl  Wm— £ 
Rodebush  Wallace— 1 
Shera  Geo— 1 

PAINESVILLE 

Barber  E  D— £  1  c 
Donaldson  W  E— c 
Perron  O  P  ft  Co— £  1 
Giay  E  J— I 
Huntington  E  G— £ 
Jackson  R  E— c 
Kerr  F  L— £  c 
McLean  A  D—  f 
Pease  WB—f 
Warn  A  M— 1 
Wyman  V   E— £ 

PAULDING 

Dittenhaver  Bros — £  c 
Donart  C  F— 1  c 
Leslie  R  C-1  c 
Price  S  T  ft  Co— £  1  c 
Sprigs  A  T— 1 
Yager  John — £  c 


PEMBERVILLE 
Bashore  A  G  T  Jr— 1 
Dwyer  Claude— tl 
Gerding  C   R— £  1 
Keil  £dw^£ 
Recs  A  D— 1 
Schroeder  John  H— £ 
Shuman  C  W— 1 
Spitxcr  F  P— £ 
Talker  Wm— c 

PIQUA 

Bennet  J  R— 1 

Bumham    Mrs   Margaret 

— £1 
CaldweU  R  O— 1  c 
Carr  Qyde  G— £  c 
Dagenhardt  Ed  S— f  c 
De  Armon  Chas  W— 1 
Edge  Henry  C— c 
Gra£flin  H  C— £  c 
Hodson  Cyrus — ^1  c 
Hunter  Mrs  H  H— £ 
Kiser  Chas  W— 1 
McCoUoch  Seth— £ 
Marshman  W  R— £  c 
Mendenhall-Willdnson  Co 

The— £  1  c 
MUes  J  R— £  c 
Purself  ft  Peffer— £  e 
Sheridan  J  B— c 
Sigler  ft  Sigler — £  c 
Stelzer  Geo— £  c 
Syler  Sherman  D— £ 

POMEROY 

Bailey  D  F— 1 

Fish  H  C— £  1  c 

Geyer  D— 1 

Horton  Cap  ft  H  M— £  e 

Ihle  Veda— £  c 

Remington  Benj— ^ 

Webster  Jed  C— £  c 

PORT  CLINTON 

Bell  G  W— 1  c 
Qemons  N  A — i  1  c 
Gemer  C  E— 1 
Gregory  _Jas  A — £  c 
Tadsen  P  K— £  1  c 
Williamson  Wm— £ 
WomeU  J  A— 1  c 

PORTSMOUTH 

Baggs  Prank  M— 1 
Banner  John  W— £  c 
Beyer  Wm  F— 1  c 
Blake  Andrew  C— 1 
Byron  J  W— f  1 
Clark  Marvin  C— £  1  c 
Qark  Philo  S  Co  The- 

£lc 
Draper  E  F  &  Co— £  1  c 
Duduit  Merle  O— t 
Finney  Frank  B  Co  The 

-£lc 
Finney  J  H— 1 
Gist  J^-£lc 
Hutcnins  &  Hamm— flc 
Inman  &  Graham— flc 
Inman  W  A— I 
Johnson  Sam  M-— f  1  c 
Knox  Agency  Co  The— 

£1  c 
Kricker  Geo  £-{lc 
Millstead  Cread— £lc 
Mttsser  &  Pake— ( 1  c 
Nodler   &  Creighton—l 
Richardson  A  B— flc 
Roth  Conrad— 1 
Scudder  Chas  D— f 
Sikes  Frank  L— fc 
Schreiber  M  D— 1 
Strayer   J   F— flc 


RAVENNA 

Ball   Gordon— 1 
Becley  W  J— c 
Dodge  W  J— £  1  c 
Dussell  T  H— £ 
Halstead  F  G— £  c 


Hotchkiss  W  J— f 
Ingill  C  D— c 
Maxson  E  W— £ 
Roberts  E  M— £  1  c 
Se3rmour  L  P— £  1  c 
Taylor  B  C— £  1 

READING 
Vorjohan  F  H— £  c 

RIPLEY 

White  J  S  ft  Co— £  1  c 
Williams  L  V— f  1  c 
Young  E  R— £  1 

ST.  MARYS 

Kishler  Willia— 1 
Martin  W  H— 1 
Schmidt  Otto— £  1  c 
Smith  John  L— £  1  c 
Stout  J  F — £  1  c 

SALEM   . 

Hanna  ft  Kridlei^-£  1  c 
Heaton  ft  Tayloi^— £  1  c 
Johnson  R  R — ^£  I  c 
Loop  H  N— £  I  c 
McCurdy  H  W— £  1  c 
Penrose  ft  Rogers— f  1 
Smith  J  H— £  1  c 
Stiffler  Henry— 1 
Vernon  ft  Ambler— f  e 
Young  H  W— 1  c 
Young  M  L — ^l  c 
Young  M  L  ft  Son— £  1  c 

SAUNEVILLE 

Kirk  W  F— £  c 
McBain  W  A— £ 
McCormick  S  E-£c 
Myers  A  W— £ 

Skinner  John  W— f 

SANDUSKY 

Alstaetter  £— f  1  e 
Arend  Wm— 1  c 
Bittner  C  C— 1  £ 
Buerkle  &  Lermann— 1 1  c 
Qose  A  C— f  1  c 
Crass  Ed— {  1  c 
Davey  J  A— £  1  c 
De  iUlen  P— {  c 
Dehnel  &  Dehnel— £ 
Doerzbach  Geo  F— £  1  c 
Flynn  ft  Co— f  1  e 
Giedeman  John— I 
Hanser  J  C— £  1  c 
Hartman  F  Ericb— £ 
Hertlein  J  F— i  c 
McGookie  F— 1  c 
Miller  ft  Beare— £  1  c 
Quinn  J    R— 1 
Ramsey  R  K— c 
Reinheimer  C— 1  e 
Schaub  ft  Co— £  1  e 
Schiller  H— 1 
Singler  J  F— £  c 
Smith  J  W— 1 
Smith  W  B-€ 
Spencer  Fannie  G— f  c 
Thomas  F   W— 1 
Traub  John  ft  Co— £ 
Union  Agency  Co— f 
Wagner  A  M— £  c 
W«chel  D-^ 
Zerbe  Fred— 1  c 

SHAWNEE 

Bailliejaa  L— £ 
Blaire  Edw  G— 1 
Bradahaw  M  E— e 
Cnm  f  S— 1 
Davis  G  A— 1  c 
Lanbie  L  C  ft  Son— £ 
WilUams  Wm  H— £  I  e 

SHELBY 

Ashhauf  h  E  A— £ 
Beck  H  K-£c  .    ,  , 
Hildebrant   H  W-f  1  C 
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Bnbcr  W  H-l 
Uwn  CJ-f 
llTtri  A  3-f 

Shtmn  Sinb— f 

Snnbtub   S  F— f 
Worn  Hhuj— c 

SIDNEY 
Aodtrloil  G  C— f  c 
Cdiet  W  P— 1 
DickM  C  B-^ 
Kih   H  E-f  e 
Nccdlta  E— f 
OMhtn  J-t 

OWHU  J   I^ 

Fniden  D  It— f  I  c 
Robcrnon  L«al— f  o 
Rock  H  T-f  1  c 
SitMlnut  L  H— f  e 
Tiom  E— 1 
Wtibu  WP-i 
W>mui  WK-1 


Brian  Leo-( 
Brook!  H  M  A  Son-I 
Cinj  H»mr  W— * 
CoBiidme  H  D  &  Sod- 

CotiT  L  B   A   Co— I 


wl  W-l 
itt  I  S  The  C 
aC  O-I  1  e 


LoUe  C  O-^ 
LtMur  A  L— I  I  c 
Lioli'i  Joicpb  ft  SoDi— 


mJa  Lcroy  E^f  I  c 
MoSctt    R   W    ft    Sos- 

f  1  c 
Moiber  Chu  P— 1 
OiksidcB  F  G— I  c 
OnnAn  B  A— I  c 


R^  J 


Sbaok  Geo  H— f  1  c 
Sliowen  H  S— f  « 
Tram  A  Aader*Mi— I  i 


bUn  Wm-4 
*Bh  I  C-f  e 

BtfOCTt    J  j f    1 

Bwd  Ctrtledgc 
Dobmui  H  G- 


.1   G-l 

FiuieT  L  M— f 
Gucbeider   The   Geo  A 

Co   Ine-f   1    c 
Ki*Uiu  Geo   S— f 


Hill  W  J— I  1 
King  F  S~f  c 
McCnckcB  Geo  P-i 


King  F 

McCnck^ .     . 

UuKcIl  Hra   Ell>  W- 


Pi»Ba  Fred  E— fl 
Seal  H  U-1  c 
Schlemilimntr  A — f  1 
SimmoDi  H  A-f  c 
TniDD  Wm  li~i  c 
WutDoinukcr    Jno    G-f 

Ziak  Un  W  R-e 

SYRACUSE 
BwUct  Wm  F— I 
Bridanmn  L  B — t 
Bridf  nstn  O  N — f 


TIFFIN 
AlUeiH  A  Mornwer— ft 
Baldmo  F,M— f  < 


Hackell   M  1-1 
a«bKti  J  C— c 

Htrshbtrttr  Jii^s  U— I 
Hoovtt  &  Schs(frr-f 


Neiligh  H  H— c 
•■  ■       K  D— [ 

B   &    Fifgo— f 


No^BO  Jno   D-1 
Ptnet  W   D— c 
Prohtrt  Evan  M-1  c 
Hoh.b.cl«r  Walter  C- 
Shcibltj   W  W-f 
Smith   ECS  C(K-( 
Snsdtr  J  H-l 
Spitler    Calvin    D— c 


Barker,    FroM    A    Cbap- 
man— [  1  c 
ierlr  C  C— ( 

Ffl    E   O 

ert  M  H-  . 

:  E  H  Realty  Co- 

CoBDcll  John  E  ^    , 
DaiiT  F^«.   B-l 


Hictt  Irrlni  B   A  i 
Hod«e   A  Weil-f 

SgTi&'E  M  ft  Co 

Johnioa-Dccker  Co  Thi 


Kottnti  Stdg  ft  Co— ( 
KrwiU  Co  The  P  I— f 
Kreke   ft   Slepy— f 
Long  B  T— I 
'  -nS  S  F-f 

:Keana  Blair  A  Co-i 


Schmitt  T— t 
Schrearn  A 
Searili   A  Moor-f 
Srailh  ft  Stnith — I 


tb  H  T-f 

imion  F    G 


Valoia  B  L-f 
Walbrldn  A  Co-1 
WateriE  C-f 
Wellca   Bowcn    Co— f   1 
Wbitakcr  A  Co 


HawlHorae  A  R  ft  Son- 

HcConnell  Geo  R-t  c 
Marr  J  C-f 
Hwon  Alfred-f 
Hereifith  J  L— 1 
Park  Un  Pearl-f 
Snyder  C  E— f 
Spcigb  L  Ir-t 

UHRICHSVILLE 
—nonl  R-^ 
Fnrbv    R  K— (  I 

Hamilton  C  W— C  1 
Latto  P  E— I 
UaiMj  T  A—  c 
UdloT  H  N— e 
Moodt  W  V— I 
Moore  E   I— f 
Nelun  L  ^-1  e 
Rle*  Chu  W— t  1  c 
Rock  ft  Wbiclsnd— f 
Koek  t>   E— I 
<1oni|   A  T— f  e 
Sordcr  H  O  ft  Sen— f  I 


Baker  Marr  1^1 
Broderick  O  l^f 
Finkle  F— 1 
Frank  Peter- 1 
Gibaon  M  V-t  1 
Haner  R  A-l  1 
Hare  C  D-(  c 
Hutae  J  J-I 
Kear  Henry  ft  Co- 


Blake    Carrie-i   1 
Growl  Toko— ( 
Dijtoa  B  F-1  e 


Bern  J   F-1   e 
Jounelf  J  T-f 
McCratJiea  Laur*— f 
Parker  J  S-I  c 
PIckerinjr  Rabe-I 
Oaick  Ello-I  I  c 
Roia  ft  Branil— f 
Ryaa  L  P— f  1 
StaCford    MiM   E(fie-(   t 
Talboi  M  W— f  1 


VAN  WERT 
Aueudine  1   Q — t 
Balyeat  H  Bonal— 1  c 
Bay  lea  D  E— E 
BlachltT  ft  Xearna— c 
Conn   B   C— 1  c 
Dyraat  ft  Woodard— I 


EneUali   Uillei^] 
■Tina   Harry — 1 
JilpiD  A  C-l  e 
Good  Clark— o 
Hall  F  B— 0 
Heymann  H — I 
Hoeken  W  T— 1 
'    Hoelle  C  H-l  0 
Holden  F  C— f  c 
Long  S  H— f  c 
McGin  Wm-l  c 
Uaoibip  C  F— f 
Manahip  Frank  A— f 
Horriaon  J  H— I 
Nlcodemua  W  E— I 
_  jlinj  Chai   N — 1 
Pumort  Bros— f  1  c 
Hedrup   H   C— f  1  c 
Sbeeu  A  C— f  c 
Sprinier  E   C— 1 
Stitgeii  I  A-f  [  c 


WADSWORTH 
Allen  A  Hamell  Agcy 
Co— flc 

Anlt  L  D-1 


WAPAKONETA 

Arnold  Vernon  B— 1 1  c 
~  ■  rich  John  G-f  1  c 
Ktidler  A  Loth— f  1  c 
Kune  W  E-f 
Langhoral  O  W-I 


WARREN 
Abel!  WllUam   H— f 
Adama    Fred    W-f    1    e 
Adanii  Ini  Agcy  Co  Id« 

Adama  Whittleaej-H  I  c 
Avner  PhUip— 1 
Barber  H    U-l 
Borle  Peter— f 
Bamett  &  Slone— I  I  G 
Chlnoock  C  C— 1 
"iapp  kteirit  AgCJF  Co 

Ine  The— f  o 
CotUe  Nelwn  W— I 
Cottle  Co  Inc  The— t 
CalTcr  A  D— c 
Davia  B  H— I 
DooHKle  &  Cleveland- 1 
EldridBc  C   D— 1 
Elliott  Frank— f 
Fitzfcrald  U  H— 1 
Geer  F  E-l 
Grimm  E  A— f  c 
Hartman  W   S— 1 
Hazard  J  E-l 
HoSman  John  M-( 
Leet  S  E— c 
Oliphant    C    1^1   c 

oSh"  VF-] 
,  rier  G  H— f 
Templelon    F   D— o 
ThoDiaa  E  I— e 
"auahan   H    E— f 
./aldeck  Jacob-f 
Wonderi  A  B— 1 
--■     dworth  D  S— fc 

WASHINGTON    C    H 


Cave  C  A-f 
Dial  W  H— f 
Edfe  ft  Rodger. 


INSURANCE    AGENTS-OKLAHOMA. 


O.—Waihiofton  C.  H.. 

Cod 
Hitchcock  &  Dilbcy— f 


WAUSEON 
Bare  Elmer-f 
Darbr  R   B— f 
Davii  H  F— C  1  c 
Deyo  ..  H-i 
Dimke   Jotan^-f 
GrccDoush   C  F-( 
Grieier   ft    Son— f  c 
Ime»  Geo-1 
Uoiln   H    I^-f  e 
Ortli  C«rl— f  1  c 
Wauteon  Rcillv  Ii 


'C-™' 


WELLINGTON 
AdMu  Chu  M— f  1  c 
Binehowtr  Joe-(  1  c 
ChapmiD  Egbert  F— [  c 


SnydM  E  D-c 
WiWen  K  I, 
WgIIb  Guy  E— f  I  c 


ChtrinatiHi  W  B— 1  c 
Ednrdi  T  W— e 
E».in  vri^t  I  e 
Hogao  J  W-f  I 
Ijcobi  A   E-(  1 
Kedafer  H  O — f 
NichcT*  E  £—1 
ShBttuck  A  E— [  1 
WELLSVILLE 


-  .-ck  L  A-(  1  c 
Hoatrmiller  J    A-I  I 
McQueen    ft    Brennan' 

O'GraJy  VfiU— f  I  e 
Rilty   J    W-i  I  c 
Welfa    F    I^-Q 
'Vili=ring   C  J-f 

WESTERVILLE 
Jonn   ft  Klcb—t 
Ruck  F  M—f 
Seeley  D  S  &  L-t  1  e 
Sioughion  R  L— 1 

WILMINGTON 
AuiUii  C  W— 1 
Barnes    Lutber    M~l 
Br7»n  T  H— f 
Clinton  Mat  Ini  Co— { 
"      <*  A  K— 1 

rorlh  tUrence— I 

in  I  I^-f 


WOOSTER 

Appleblugh  John— f 

Billman  Chaj  B-l 

-louah  Frank-I 
riidhfield  L^^ 
air  Really  Co— fl 

_  eeman  &  Conkle— f  1 

FUHery  T  L— f  1  c 

Foster  W  C-f 

Brown  O— I 

Funck  Daniel-fic 

Funck  RoBS-w^ 

Gerber  Her 


Ho»i 


I  Ned 


Matthias  Fred  K— I 
Mjtn  W  C  ft  Co— f  c 
Mussulman  David  W  & 

Qu^T  W  C  M  ft  Ge 

Smllh  C  Otis— I  I  c 
Talbot  J  C-[ 

Van  Neafs  J  P  Son.- 


Ho™.eti Jno  G-[  c 
Jonea  J  E-f  I 
Kennedy  T  J— I 
Le  Sourd  ft  Co— f  c 

Lo^'Thoi^n-f 
Schleainger   B—{   1   c 
Wolf  Mias  Edna-1 

YOUNGSTOWN 


Bruce-Middleton    Co— 

i  I  c 

Cintwell   I    i  Sod- f 

Cobb  E  W-1 

Da  via- Securities     Ina 

Agency  Co  The— f  1  i 
Dcible  &  Son- 1 
Dillon  John  P— f  1  c 


johnaton    D    H-I 

jSSS  &  Hewetl-(  c 
KacrclMr  Fred  f  c 
Kieling  Robt~f 
Liebman  All-f  1 
Lieman  Luia  ft  Gemle- 


MeEWcy  Wm  B— {  c 
MitltaoD  C  F-i 
Miller  Louia  WS  1  c 
Moreman  Edwird-f  c 
Randolph  W  B— 1  c 
Rocb  &  Keadn^  c 
Rudge  RealtT  Smetr  ( 


ZANESVILLE 
Anderson  J  B— ! 
Alwell  Bros— f  c 
Calhoun  M  G— 1 
Cosoer  S  D— f 


Eouitable    Savingi   Co 

The— t 
Gray   Brot— r  e 
Guthrie  W  E— f  I  c 
Hahn  ft  Nam— f  1  e 
Haydon  L  L— 1 
Helrnkk  W  E— [  c 
Hivnor  G  W— 1 
Hoikinson  C  S — f  I  e 
King   Gulhrie~t  c 
Loiuner  W  A— f  c 

Lynn  T  M—f  1  c 
McDonald  A  Fruier-fc 
McDonald  Joha  H— 1  c 
Modt   C   M—f 


Scott  Guy-l 
Shaner   E    H— f 
Sharpe   H   A— I 


inbery  H 

Thompaon    1 


Worrell  C   P— f  c 


OKLAHOMA 


ALVA 
Danncr  GuB-f  1 
Doolin  John  8— f  c 
Douner  Gu»-f  1 
Fash  ft  Gervis— f 
France  &  France—! 


Moore  O— 1 
Morgan  G  W— 1 
Noah  H  I^t 
Scharfur  ft  Doolie 
Scharfer  J   B— f 
Sehlliam  Boy— 1 
Scoit  J  D-f 


CHANDLER 
Brady,   Brown  &   Co- 
Hall  N-r 
Hick*  W  H-f  c 
Hinehev  T  J-l 
Hoyt  F  B-fl  c 

CHICKASHA 
irreW  P  P— J 
ark  W  W— f 


ARDMORE 
Bridgman  T  C— f 
Cannon  H  M  ft  Co-f 
Oemeot  C  H  ft  Co-f 
Durie  Chas-t 
Fraley  ft  Co— I 
Guillot  E  E-l 
King  J  C  ft  Co-f 
Kirkpatiick    Mark    ft   Co 

Ledbelter  ft  Wimberley 

Redlield  &  Co— f 
Smith  W  S  Co— f 
Wolvetton  W  S  ft  Son 


Owlsley  John   T— f 
Sanford  C  A— I 
Spcake-Milli  Co— f  . 
Stone  C  L— I 
Tbompaon  Albert— f 

COLGATE 

CardweU  ft  Son- f 
Hodjie  Geo  W— f  c 


DUNCAN 
Elliott   J    E— (   c 
Fiaeher  Albert  G— f  I  c 
Hardin  J  J-f 

March  Clemintine-I 


Reriere  C  H-I 
Rhodes  E  S~l 
Sampson  J  P— f  1  c 
Wilson  R  P— f  c 
Yeager  G  W— f  c 

DUBANT 
Camden  &  Smith— I  I 
Crouch  Sim-I 
Davis  Ins  Agcy— lie 
Durham   H— f  I  c 
HarHs  G  F-f 
Hickman  J  B-( 
Lowery  Fred— f 
Scbeerer  &  Mead— f  1  c 
Whale  ft  Cox  Co-(c 
Woodward  C  A-f 

ELRENO 
Ashhrook  M  A— £ 
Finch   W  J— f  c 
Harkin  T  M—f 
Jensen  ft  Newland— f  c 
Matthews  Clyde-f 
Nighswander  J  F— £ 
Ricker  H  K— (  c 
Shulti  J  B— 1 
Spear   T   Jr— f   c 
Stackpole    ft    Pennybakei 

Watuon  C  G — f  c 


Cansilcr  C  P— f  c 


Dickenshecta   ft    Miller— 


Jy  George 
Lee  E  H— f  c 
Lee  W  D— f  c 
Minton  I  D— f  1  e 


PitacT  L  B— f 


GUTHRIE 
Adaraa  H  M—f 
Ardery  H  P—  f 
Blscknan   E  J— f 
Bowden  H  D — ( 
Curi  J  N— f 
GaAiCT  R  A — f 
Gtajr  W  H— f 
Hril  I  S  B— f 
Hargu  G  C— f 
Hnmphrer  W  U— [ 
Hunter  O  C-( 
Knebel  H  F— f 
Lewis  J  H— f 
Lona   Countr   Abat   ft 
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Lowe  T  T— 1 

Olson  &  Bumsdale— f  c 

Oweni  J  T— f 

Peimock  E  A^f 

Scdy  ft  Carlm— f  c 

Tood  H  D-f 

West  M  L— f 

HARTSHORNE 

Baker  J  H-f 
Bttrkhart  Chas— 1 
Gooch  A  M— f  1  c 
Hammood  W  A— f 
Layden  J  E— f 
MuUinsWm-1 
Nash  Lena — i 
WaJih  G  W— f 
Wingate  C  S— c 

HENNESSEY 

Blackburn  W  R— f 
Felt  J  A-f  c 
Herscher  A  P— f 
Martin  David — f  1 
Mitchell  W  A— f  c 
Schleiman  J  G — f  c 
Stettler  Felt— f  c 
Tmesdell  George — f  c 
Wcstlake  A  V/-—l 

LEHIGH 

Adams  S  R — f 
Beaid  &  Davis— f 
Mitcham  &  Hardin— f  c 

McALESTER 
Barr  &  Clark— 1 
Brice  C  S—f 

Clyde-Coon  Co  The— f  I  c 
Gill  G  A— f 
Hale  Mrs  Tap— 1 
Jones  A  W— f 
Leibrand   John    T — f    c 
Lounsbery  Geo  W — 1 
Richards  E  T— f 
Sawyer  Jim — 1 
Smith  Frank — ^f  c 
Wharton  J  H— 1 
Williams  M— £ 

MANGUM 

Barlaw  F  G— f 
Covington  &  Brown — f 
Dial  D  H— f   c 
Hood  Mrs  Nancy — f 
McCallister  L  A— f  c 
Prysc  Zack  T— f 
Warlick  G  C— 1 

MARLOW 
Ford  H  A  &  J  A— f 
Graham  John  S^-f 
Palmer  Monroe — f  1 
Rabb  P  V— f 
Talla  John   W— f 
Wade  T  I^f 

MUSKOGEE 

Anderson     &     Anderson 

— f 
Backcnstocc  Otto — 1 
Bragdon  M  Ir—c 
Butz  &  Wisener— f  c 
Chappell   Walter   W— 1 
CoUuis  &  CoUina— I 
Cooper  Carl  H — £  c 
Cnlbertson  ft  Tomm — £ 
Emmcrtt   Bros — ^1 
Gaddy  T  T— 1 
Jackson  U  L  &  Son— £ 
Jones  K  M — 1 
Knox  ft  Magoffin — i  c 
Land  J   G— 1 
Mee  Will  C— £  c 
Metcal£  S  T— c 
Miller  Ivo— £ 
Moffett  ft  Roberts— £  c 
Morris  &  Shclor— f  c 


Rulison   E   R— £ 
Showaller  &  Bloom— f 
Tingle  Stonewall— 1 
Wagner  R  L— £  c 
Wilson  Mr— 1 

NORMAN 

Clement  Bros — £ 
Keigler  C  M— £ 
Millar  John  E— f 

OKLAHOMA  CITY 

Bewley  E  G— 1 
Bonfoey  D  R— £  c 
BramflT  J   A— f  c 
Brundret  J — £ 
Carroll  ft  Thompson — ^1 
Clark  J  C— 1 
Connofly  John — f 
Delaney  ft  Carer— £  c 
ihle— c 


Duncan   ft  Kahl 
Eacock  R  M— f  c 
Ewards  R  J— f 
Edwards  W  W— 1 
Englesman  A  D — 1 
Farmer  W — i 
Fuller  G  H— £ 
Grotes  Howard— f  c 
Harrell  J   B— 1 
Hatcher  J  U— £ 
Ins  Agency  Co— f  c 
Johnson  J  Henry — 1 
LiUy  E  B— £ 
McConnell  ft  Osborne— 1 
McCuIlough  John— f 
McGaughey  C  S— 1 
Malone   VV— flc 
Marshall  Fred— £  1  c 
Mattison  J   Oliver— 1 
MerriU  ft  Braniff— £  c 
Myers  B   F— 1 
Neff  Fred  G— £ 
Nichols  &  Chandler— f 
Overholser  ft  Avey — i  c 
Price  Conger  ft  Co — f  c 
Seamans  Ed  M  ft   Co— 

£  c 
Smith  L  A— 1 
Stephenson  D  W— f 
Sticklev   ft   Kight— £ 
Stone  a  Spencer — f  c 
Upsher  ft  Upsher — f  c 
Van  Hook  H  H— c 
Workman  ft  Co — £  c 

OKMULGEE 

Bozarth  Jacob — f 
Bryan  C  F— £ 
Cook  L  H  D— £ 
Evans  Geo  W — £ 
Finch  Luther — £  c 
French  &  Robinson— f 
Jolly  W  A— f 
McAdoo  W  C—i 
Moltz  &  Reese— f 
Richards  H  W  G— £  c 

PAULS  VALLEY 

Jones  L  T— £  1  c 
Lasater  Melton — £  1  c 
Lee  R  B— £  1  c 
Milburn  L  J— f  1  c 
Taylor  E  M — c 
Taylor  Miss  Amey  A — r  c 
Wilson  &  Hogan— f  1  c 

PAWNEE 

Berry   G   R— 1 
Hale   Tas  H— £ 
McNeil  &  McNeil— f 
Manning  John   H— f  1  c 
Meurer  Miss  Mollie— f 
Pawnee  Abstract  ft 

Guaranty    Co — f 
Proy  H  E-f 
Reid  Geo-f 
Rexroad  H  A— f 
Soulsby   Toe — £ 
Sterling  ft  Smith— £  c 
Wilson  Jno  W-f 


PERRY 

Dolezal  ft  Lamb— £  c 
Hurley  A  W— £  c 
Knox  Charles— £  1  c 
Levy  G  C— £  c 
Seaton  &  O'Niel— £  c 
Walker  C  L— £  c 

PONCA 

Acton  N  A — £  c 
Brodball  W  W— f  c 
Buckner  Henry — £ 
Carson  &  Son — £  c 
Choyce  ft  Benson — £ 
Heberling  F  A-f  c 

iohnston  G  C— f  c 
foore  W  K— £ 
Souligny  J  P— £ 
Waltx  Geo  B— £ 

POND  CREEK 

Asher  J  H— f 
Baird  Ben  W— £ 
First  State  Bank— f 
French  &  Brown— f 
IngersoU  C  S— £ 
Sullivan  M  D— £  c 
Vansiele  ft  McCarter^£ 

• 

POTEAU 

Bird  F  W— £  c 
Burns  ft  Little— f 
Donothan  H  F— £ 
Lowrcy  ft  Gothard— £ 
Patrick  R  E— f  1  c 
Terry  J  S— £ 

PURCELL 

Barrowman  T  C — £ 
Connor  F  L — f  1  c 
Keeshen   J    F— £  1   c 
Love  F  C— £  1  c 

RYAN 
Bonim  ft  Goodloo— £  c 
Fisher  M  C— £  1  c 
Wray  W  B— £ 

SHAWNEE 

Byler  J  M— £ 
Carson  ft   Dickson — £ 
Chapman  &  Vamum — £  c 
Chnstner  Bros — £  c 
Easterwood  C  E — £  c 
Hawk  ft  Wilson— £  c 
Hur£ord,    Jenkins     ft 

Moody — f  c 
Johnson  ft  Haifley — £  1  c 
Jones  Jno  W — £ 
Kerker  Bros — £  o 
Moore  J  P— £ 
Parker  W  H— £ 
Pierson  H  A— £ 
Shawnee   Land  ft   Loan 

Co— £ 
Steel  Co  G  M  D— £  c 

STILLWATER 

Bahutge  H— £ 
Good  E  E— £ 
Hall  Norman — £ 
Holmes  D  A — £ 
Melton  C  A— £ 
Moore  G  E  ft  Son — c 
Ferryman  J  T — t 
Sater  J  E— £ 
Smith  C  S— £ 
Ware  W  H— f 

SULPHUR 

Biggerstaff  W— £ 
Elkm  C  E—  £  1 
Smith  L  W— £ 
Williams  C— f 

TAHLEQUAH 

Dannenberg   J    C — f   I    c 
Trent  Bros— f 


TECUMSEH 

Dickson  B  H— f  1 
Knii^t  C  A— £ 
Lewis  A  B— I  1  c 
Walker  R.  L— £ 

TULSA 

Broach  W  E-f 

Carr  &  French— f  c 

Cathey  Georsre  T— f 

Cogffeshall  C  D— f 

Davenport  A  V— 1 

Dickey,  Asbby  &  Foun- 
tain— f  c 

Doyle  L  I^-l 

Ewing  L  N— f  c 

Farmer  &  Duran— 1 

Fleetwood  &  Jennings— f 

Greer  Inv  Co — I  c 

Hall  Guy— 1 

Harn  A  B— 1 

Harper  F  N— c 

Hassler  A  M— f 

Hopkins  T  C— c 

Johnson  A  C— 1 

Jordan  &  Bowen — f  c 

Kramer  Ins  Agcy— f  c 

Lilly  E  A-f 

McCoy  J  F-1 

McFarland  &  Bernbrock 
-f  . 

McLain  John — 1 

Pearce,  Foirter,  Collins  & 
Martin — f  c 

Renfro  G— c 

Robbins  W  M-f 

Russell  &  Abbott— {  c 

Shrewsbury  M   Q — 1 

Stahl  W  F— f  c 

Stotts  Chas  T— f 

Waite  &  Hamel-f  c 

Walker  Wm  H— 1 

Young  A  D— 1 

VINITA 

Butler  ft  Byrd— £  c 
Campbell-Ratcliff  Land 

Co— £ 
Connor  O  L — £  1  c 
Crutchfield  J  H— f  c 
Englehart  T  E— £  c 
Handcock  N  D — £ 
Hunt  &  Meeks— £  c 
Parker-Wise  Investment 

Co — £  c 
Ratcliff  T  T— £ 
Scott  J  P— 1  c 
Terbush   G  H— 1 


WAGONER 

Calhoun  &  Son— f  c 
Cone  R  M — f  c 
Evans  Bros — f  1  c 
Leonard  N  V— f  1  c 
Miller  A  C— f  1  c 
Ruble  Otis— f 
Searcy  &  Mather — f  c 
Steil  Mike— f 
Watts  N  V— f 

WEATHERFORD 

Baird   Geo    S— £ 
Basset  J  I — 1  c 
Beer  F  L— £  1  c 
Cooper     ft     McQuawn — 

£  I  c 
Davis  &  Dooley — f  1  c 
Dooley  W  H— £  c 
German  Realty  Co— £ 
Goodner   Miss    Nellie  M 

— £ 
Jones  T  W  Jr— f 
Morrison  H  W-f  1  c 
Sparks  Thos— £ 

WILBURNTON 
Campbell  M  F— £  I  c 


OKLA.-Con. 

WOODWARD 
AnderKm  A  W — I  c 
Biitton  M  L— ] 
Gallon  A  T— f 
Gtttii  A  r— f 
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Goba  John— I 
Gray  J   D— t  c 
Hining   Alpine — f 
Hoig  &  Shafo-f 


Morbui  &  Amoi — f 


LawrencD  &  Deal— f  c 
RoLIow  &  Son-f 
Shackelford  ft  Setton— 


Beliale  H  R  B-{ 
ElliKn  EB-t 
DeVanr  G  H-f 
PhiUipa  D  B-flc 
Poindexler  R  H— {li 


OREGON 


Knojt   R   R— f 

Linn  S  Benlnn   R   E  Co 

— f  ' 
McCourl  e,  Pretlyman— f 
Merrill  H  F— f  i  c 


tir. 


Stnders   M— f  c 
Sox  C  E— f 
Teabanlt  C  W — f 
Wulherferd  A  B— f  c 
Winn  C  B— f  e 
Wrilbl  G  W— f 

ASHLAND 
AUen  Sude— f 
Beaier   ReaJtr  Co — f 
BiUing*  G  F— f  1  c 
Butler   G    S— ( 
Carter  E  V— f 
Eaale  F   S— f 
EnGank*  Geo— [ 
Gmitte  C  H— f 
Gowdr  *  Yoan„ 

S^it2  V*0   N— i 
Trefren  G  W— f 

ASTORIA 


lR-( 


Allen 


I  V— f 


1  Abatran  ft  TWe 

Co— f 
Aslaria  Harbor  Improie- 

ment  Co— f 
Aaloria-Wacrenton   Land 

Co-f 
Cynii  A  R— f 
ffimW  F  r— f 
Ehoora   Samuel  ft  Co — f 
Hisdna  ft  Warren— t 
Lanaa   L  A — f 
Noon."  W  P~i 
Oabnr 


K— f 


BAKER  CITY 
Baker  Loan  ft  Trait   C< 

— f 
Foatet  Geo  H  ft  Co — i  ' 

Grabam  Taa  H — t 
Hallidav  W  A— f  I  c 
Hochea  ft  Waterman— f 

Sit  Geo  W— f 
eCord  H  G— f 
Mellia  F  R— f  1 


BAY  CITY 
Aihler  T  E-f 
Boiorth  John  O — f  c 


Coopey  J  R— I 
Dennum  Geo  W— f 
Edwarda  G  Y-f 

■      ■       ■  ^ank— f 


Gerhard  C  A— i 
Gloi  Chu  H-i  I 

HuBhaon  J  D— 1  c 
John  D  H— f  1 
John  D  M  Ir-f 
jDhnaon  B  Vf-f 
Johniloti  R  M^ 
tork  R  W-f 
Kline  Paulina-l 
Kline  W  tl-i 
Konick  Wm-f 
Leder  Adolpb— I 
Middlekauf  ft  Younc-( 
Millet  &  ITireaber-H 
Moore  H  W-1 
Morxan  ft  Walher-f 
Morphjr  &  Emmelt— f 
Porter  J  F— 1 
Price  J  n-i 
Rondeau  S  H—C 
Stevenaon  A  I^-t 
Tompkini   &    Holdernan 

Wallace  Hairy  F-1 
Whilehorn  T-t 
Woodcock  A  R-f  1  e 
Woodcock  M  E-1 
Wilaon  E  E-f 
Wiiaon  J  H— ( 

DALLAS 
Campbell  H  G— t 
Craren  F  J— f 
Fenton  H  t— f 
GrMory  Chaa— [ 
Hofinan  G  O-f 
Mansion  Moac— < 


Slouffer  D  P— f 
Van  Oradal  T  G— f 
Vaaaall  W  G—C 
WillUmi  Walter— {  1 


Allen  Seward  C— f 
Baker  ft  McLeai>~-f 
Baker  A  M— 1  c 
Baker  J  Albert— I  c 


EuHcne  Ins  AacncT — f  i 
Fincb  Frank  B— 1  e 
HoTtj  B  H— f 
Keeiel  E  1^1 
KirchoH  J  J— f  1  c 
Littlefield  C  F— f  c 
McMurphcT   R— E 
Oabron   J    W— f    e 
Paine  Elmer   D— (   c 


Parker  C  E— 1 
Paleraon  I  G— < 
Reosbaw  S  D — f  I  t 
Roome  Samuel — f  1 
Whitney  S  A— 1 


Hainea  E  W-f 
HoffouLD  J  N— f 

Bollia  &  Graham— f  c 


Wilcox  C  R-i  I  e 

GRANT'S  PASS 
Allyn  Harry  H — t  c 
Beat  Fuller  Really  Co- 

Conklin   Arthur— I   e 
Dale  John  A— t  c 
Fetmer   Joa — f 
Hendricka  H  B— f 
Ireland  Minnie — f  c 
Lanner  L  A-f  c 
Moaa  Joi— f  c 
Peterwn  J  E— f  c 
Pollock    E— t 

HEPPHER 
Brigg)  L  W— f  1  « 
Brown  E  D— f 
Coho  Pbil— f 
Crawford  Vawler— f  c 
Hunphrey*  T  J — f 
McDaffey   George   J—f 
Maheney  T  J-t  c 
Palteraon   C   C— f  1   e 
Smead  W  W-f 
Wella  Glen  Y-^ 


Bowman  Benton — f  c 
Bump  D  D — f 
Kuralll  E  I-( 


ShDte  John— t 
Vanderwall  John— 1 
Wall  John  M— f 
Wiley  W  V— E  1 


Cooper  j  S— t 
Cooper  J  S  Jr-c 
Hit«;hberg  H— f 


Swope  B  F— f 

JACKSONVILLE 
Bagahaw  D  W— c 
C^ioa  Benj  M— f  c 


LA  GRANDE 
Black  C  J  ft  Co-f  1  c 
Currey  Geo  H^f  I  c 
Dixon  B  E— f 
La  Gnndc  Inveat  Co— f 

1  e 
Lewia  H  P-^ 
Miller  Wm— f  I  c 
OliTer  J  A— f 
OUtbt  1  R— « 
Parker-Bruce— f 
Sar>ent  N  B— I 
Security  Land  ft  Trot 

SniaU  C  A— f 
Williama  A   C^-f 


McHINNVILLE 
Connor  R  L— f  c 
DodaoD  J  B — f 
Gibaon  J  H— f 
Gartner  H  U — f 
Hopfield  L  S — f 
Houch  W   S— I 
KendaU  H  U—f 
Klika    B    A— f 
Odell   Albert— t 
Peery  A  H— f 
Rogera  J  O — t 
Wilian  F  S— f 


Chandler  Irving  L — f  I 
DougUaa  W  U— f 
Friieen  Auguai — f 
Hall  Jamea  T— f 
Hall  John   F-f 
Kaufman  I  S-c 
Lockhart  H— 1 
McKeown  ArUmr— f  e 
Nariiurg  Cland— f 
Raakopf  ft  Cooley — f 
Ruat  W  J— ( 
Sehettcr  O— * 
Seaman  A  E — I 
Sengitacken   H — t  1  c 
Shipman   R  Von-f 
Stutiman  ft  Co— f 

HEDFORD 
Bliton  A    5— f 
Brawn  Joe — f 
Campbell  ft  Nye— t 
Cochran  J  H-^ 
Dreaaler  J  W— f 
Halley  W  H— f 
Hohnea  R  A— f 

McCnriy  R  H-f 


■it  W  J— i 
«  W  E  & 


Cooper  Z  H— f 
Cnm  H  B— t 
Dilbnia  S  O— f 
I>unid(  G  £—1 
On  CB— f 
e£j  0  D— f 
FiKher  Fml  C— f 
Hunmogd  Philip  I^li 
Hnmond  V/at—f  c 


Iwtt  IP— £ 
Mero  F  J— f 
Sdiooley  W  F- 


HjrtnHn   AbMract   Co — t 
H171  T  M— £  1 
Hard  Cbu  E— f  I  c 
I^YennoH  Lot-f 
Hidock-Luu   In*  Co— 

MeCouiM  E  W— f 
MoarhoiiK  Lee— f  e 
NdwB  C  E— f  I  c 
OliTcr  Ralwid— I 
Pwfce.  J  H— f 
PnnUeton  AbMraet   Co—, 

RinebMI   C    0 — f 

PORTLAND 
AitchboD  J  E— f 
AIb«  ft  Ameiburj^-I 
Alcocfc  T  D_c 
AldiichTl  t— (  c 
Aoilrewt  F  V—t 
AlkioMni  D  R— ( 
Btird  E  H-fc 
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Biu  M  I>-1 
Beck  Wm  G-( 
Bccbe  &  BUck-l 
BiUiiut  &  Co— f 
Bindl  A  H  Co-f 
Bluclurd  P  W— I 
BLiu  Wdtcr  E— f 
Blouom  R  H— f 
BueU  W  B— f 

W  Q-(c 

H  f  Co- 


iz^v 


R-f 


Campbell,  Smith  A  C»- 

Cirlock  Ca-( 
C«llu>'MiinoD  Co— f 
Chew  Geo  Inv  Co-I 
Oirk  F  N  ft  Co-I  c 
Uemcn*  W  J— (  c 
Colenuq  H  E-f 
ColenunJ  D-( 
ColtoD  H  G— I 
Columbii  Utaity  Idt  Co 

Colsin  C  A-f 
Combi  G  W-1 
CoDrti  B  B-f 
Cnbtree  Wm  R-1 
Cnft  C  A-f 
Ctow  N  E-1 
CuaDiDEbiin  T  J  ft  Co-{ 
CnrtiM  C  R— 4 
Dalton  Fred  W-I 
D**idMm  O  W-< 
Decnli  Ju  t-f 
DetKh  AT  Co— ( 
Dooly  ft  Co— i  c 
Doyle  O  M-l 
Dudler-Ardier    ft    Co-f 
Dunne  ft  Keynoldt— flc 
Ellery  D-t 
Eichrieht  A  F-( 
Everett  ft  Co— ( 
Feeney  R— f 
Heidi,  DoTe  ft  Co— t  c 


Gerli 


r  Richu-di  &  Co 

Gibm  J  H-1  e 
Giilmore  J  F— I 
GlOTer  F  5-f 
Goddu-d  ft  Wiedriek-t 
Goodell  G  I^-t 
Goodwin  B— 1 
Gniiii  ft  Bolds— f  c 
HabeiBfaim  E  ft  Co-1 
Halvor-Deering  Co-f  e 
Hanaen  C  W-f  c 
RuTBon  E  1^1 
Hart  Frank  E-f 
Hartman    ft  Thompion— 
Haitlne  C  W-1 
Haidi  E  B-1 
HMrin  D  C— I 
Hewett  Hiniy  ft  Co-f  c 
HolbrooW  F  B  Co— f  e 
Holcomb    Realty    Co— I 
Hooker  ft   Hill-f 
Hulbert    ft    Bl»n(ord-l 
Hutcbio*  &  Thetkelaon 

In*  Service  Co-I  1  c 
tohnaon  F  H— f 
TohntOB  H  1^1 
Tobaaon  Realty  Co— ( 


KaianiaEh  W  C-1 
Kins  W  H  ft  Co-f 
Knowtes  Edwin  C  F-l 


ir-*V^ 

McCanhy  Chaa  V-l 
HcGore  W  C-l 
HcCord  T  A-1 
McDonald  W  P  ft  O 


NieUn   ft   ParkhUI-i  e 

O' Bryan  Harvey— f 
O'Donoell  J  F-i 
Ogdeo  Joa   D-l 


OppenheiT 


r  J  L  Agcy 


Oabtim  J  R— f 
Pan  W  I>-f  c 
PaTmer-Jonea  H  P-f 
PirKma   E— 1 
Pauer  Jobn-l 
Petet*  L  H— 1 
Pettii-Gmunayer    Co— ( 
Pittinger  ft  Yoonser-f 
Providence  Tn..t  Co-fc 
Prudhomme  H  C— f 

Rawlingi  L  V-l 
Realty   Aaiociates— f 
Reed  Jaa  S-l 
RodKcra  Geo  S~l 
Rodffeii-Hart-Gibaoa  Co 


Schalk  ft  Gtabaoi— I  c 
Scott  ft  Beealey— I 
Seeley  ft  Co~f  c 
Shoat  PH-( 
Sifford  B  A-f 
Simms  ft  Whiion-I 
<;i>ii90n  A  B— I 
Sliti  ft  Blias-f  c 
Smith  ft  ETcrell-f 
Smith  Frank  E  ft  Co-f 


Teny  ft  Hairia— f 


Thomas  G  H~i 
Tilua  ft  Co-I  c 
Van  Fridah  &  Effintar 

Co-f  e 
Vincent  S  D  ft  Cc-t  e 
Wakefield.  Freei  &  Co 

Wallace  E  J-l 


Weils  J  L  Co~( 
Wdls  &  Mapiire-f  c 

Wc^lnn  C  H-f  c 


ROSEBURG 
Benaoo  E  C— I 

BBTleMD   H  C-l 
DdueIm  Abitnet  Co— 


i   llolinget 
ine  F  ^-1 


S^,,it    J,.lm   H-(  c 
Si:.,.il]   Homn-  H-f  1  e 
Ti'lcHnn   A   Bi>lanil— f  = 
Wotid  (;   A-1  c 

THE  DALLES 
Ehraan  ft  IJt6n— I  I 
Ellii  Mra  C  H  Co-I  1  e 
Fuller  C  E-f  1 
Greene  H  E^-f  I  =      ,  , 
Hoatetler  ft  French— I  1 
Hndaoo  Land  Co— I  e 
Hndaon  T  A-f  c 
Mllla  W  E-l      ,  . 
Seofert  Arthur— f  1  c 
VoKt  Max  A-f  I  e 
WheaWon  N-l  c 

WASCO 
Bamett  W  M— f  c 
Howell  J  R-l 
MeCoyAtwood  Co— 11 
Whco  Warehouse  ft 
Hilling  Co-f  1 
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PENNSYLVANIA 


H  lack  stone  H   B- 
BUlioer  t-f 
Byion   Edw— 1 
Dollhopf  C— f  1  I 
Dyer  /  M-t 
Fester  &  Kirchlcr 
Ford    Lafayette— I 
Hurl  H-1 
Hay  W  A— I 
HcndrickB  John— i 


Nichols   Jan 
Otlh  G  C-! 


Boyle  Geo— { 
Brown  ft  Roch-f  1  o 
Brown  Jama  M— 1 
Carpenter  Mark— 1 
Deojler  H  S— 1 
De  Roie  C  W— I 
Dcih  E  E-f 
Diebl  F  A— 1 
Dilcher    C   J— f 
Dreaher  F  G~l 
Eckcrt  &  Sod— f  I  e 
Eiunhird  C  W— t 
Erdman  H  £— f  c 
Faait  J  J— c 
Gukenbach  E  N— t 
Guarantee   Tide  &    R    E 

Co— 1 
Haidner  Geo  H— f 
Hartull  John  S— f  c 
HMUnun  W  H — f 
Helfrich  &  Geary— f 
Beller  L  L— i 
Hittle  J  I-l  I  e 
Howell  W  J— c 
Huffman  W   S— 1  c 
Jicab*    Frank — c 
Jones  Gny   R— f  I  c 
Keech    D   Hayea— e 
Kern  Apie)  A — I  c 
Kester  Edw  J-1 
Kina  J  B-c 
KiMinrer    Sealty    ft    lu 

Co— f  e 
Kleckner  Frandt— I 
Kline  ft  Kntx— f 
Koch  Cha*— c 
Kohler  V  Z-f 
Koooi  Clement  N— I  1  e 
Knti  ft  Peter»-1 
KreHler  A  H— f  1 
Kuiti   H  }—i 


HeKeui  jaa— f 
MeUfer  Ralph— 1 
Mie»  Wm  D— [  < 


Miller  E  S— c 
Uiller  Fred  C— f 
Mohf  H  W  ft  Son-I 
Nagle  Darid  J-f  c 
Newhard  J  H-e 
O'Doonell  J  J— 1 
Pavey  Qui— 1 
Peter.  W  A-<! 
Phitlipi  a  Woodrini—l  i 
Ramaay  I  1^1 
Reinamith  M  A — f  c 
ReiuiDser  U — c 
Rice  E  W— f 
Ruch    D  M— { 
Ruch    W  A— f 


Schanu  H  F— 


Smith  S  R— f  " 

Speer  S   C— I  c 


Waaler  W  H-f 
Webb  Janes  W-f 

William.  J  P— t 
WoolringP  D— c 
Yingling  H  B  ft  Soa-I 


ALTOONA 


Fluke  K  E— f  c 


Leopold  L  E— f  c 
Kelly  P  H-l 
Meek  D  G-1 

Plack  BerUam-( 
Rudiaill  Geo-f  c 

s'ahl'j  B-f  e 
SwenBleJ  R-1 
Tillara  Paul  V-1 
Winter  L  A-f 


GalUBher  IE— f  e 
Goaaer  N  H— f 
lackion  Chat  G-f 
UcLaughlui  R  M  ft  Co 


Buckley  Geo    A— c 
CUmberi  Wm  W— f  c 
McCnrdy  J   C-f  I  c 
Warner  Ralph  N  Jr— f. 
Walts  J  Elmer-f  c 


ASHLAND 
Barron  T  F— f  1  c 
Burke  Cha*   P— c 
Daley  W  I— 1 
Gamer  A  B— t 
Gamer  J  C  ft  Son— (  c 
Kent  Scott— 1 
Landefield  C  H— c 
Lesaig    lacob-te 
Minhall  H  S— c 
ReiM  Poaier  M— 1  c 
Williams  A  Cearbart— f 

ASHLEY 
Tone*  lago— f 
Lcnahan  P  J— f  1 
Newfaart  J  B— f 
Sehwab  John  Agency— f  1 
Willianu  T— f 

ATHENS 
Campbell  Ensene  O-c 
Barrelt  L  H — c 
Decker  P   E— t  1  c 
Harris   F  K— o 
Hill  F  H— 1 
Hull    C    F— f 
McKinney  J  E— t  c 
Mills  ft  Shrier— t  c 
Post  Cbas  K— I 


Shaw 


.  F  6-f 
«  L  F— f 

i  C  W— f  c 


AUSTIN 
Baldwin  F  E — c 
Collins   M   C— c 


AVALON 
Caddie*  W  A— 1 
Caulkett  Harry— i 
Iron*  James  A—t 
Kuesler  Albert  C— I 
Parker  S  H— t 
Yoong  Frank  N— f 

AVOCA 
\ikman    Chas— 1 
Connolly  ft  Wallace— ( 
Deyers  P  F-f 
Gilhooli    Ja»— f 
Ham  Wm— 1 


Jones  H  H— I  c 
Tone.  R  P— f 
Kichline  T  J— f  I  c 
Leh  George— [  1  c 
Lindeman  W   H— f 
Miller  H  V— f  1  r 
Raesly  S  E— f 
Robert.  Wm  G — 1 


Sioffet  J  E-Tlc 
Vanatu   William— 1 

BEAVER 
Andewn  H  D— 1  c 
Bell  D  B— I  c 
Bovard  ft  Anderson — f 
Harper  ft  Huabes— r  c 
Hughe.  C  1^1 
Hurst  AC*  Son— £  c 
Mitltr  S  B— 1 
Poe  T  E— I 
Sintleton   E  H— f 
Sundley  ft  Stewart— f  I 
Siindley  E  M— I 


BEAVER  FALLS 
Bsrratt  ft  aose— I 
Blair  John— I 
Chiaholn  Ja.  H— f 
Cook  WUl  H-« 
Corbo.  Edw  T— c 
CoTert  T  Frank— c 
Federal  Ins  AMncj— fc 
Fraiier  James  i-f 
"  ■      I  Wm  C—t  c 

in.  _  H«rr7  F— f  e 

ieimaD   Fonei — I 
Hoffman  W  A-^ 

a  Bichard  0— f  c 

r  JcMC  L— 1 
__    is  O  S— 1 
Lewi.  V  P— c 
Lejda  E   R— f  c 
McCready  Mrs  Mary  £- 

f  1 
McGaugbey  M  I^-l 
Mai  Fred  J— f  I  e 
Pangbora  ft   Martin— I  I 

Pradence   W— f 
Ramsey  C  N-c 
Reeve,  ft  Ueenmin— 1  c 
Rube  Cba»— f 
Sure  Geo  G — 1 
Strang  J  A— 1 
Sturgeon  ft  Wallace— I  1 

Sirift  C  F— 1 
Trotter    Robt — 1 
Todd  B  B— f 
Up  De  Graph  D— 1 


Cessna  I  Roy— f  1 
Cuppet  J  P— ( I 
GaSey  John  W— [ 
Lyainger   Wm   S— f  1 
Minnick  &  Co— I 
Mock  Wm— 1 
Reed  Wm-f  I  c 
Robert.  J    C— I 

BELLEFONTE 
Fenlon  H  E — f  c 
Gray    John    F    ft   Soo- 

Himter  S  P— 1 
McCargar  I   S-^ 
Malin  W  E— 1 
Uiuser  W  H—  f  1  c 
Rankin  W  B— [  I  c 
Walker  Miles  W-1 

BELLEVUE 
BreadinE  Jno  C— f 
Croslie  E  M— c 
Jenkinson  Richard  D-fi 
Schlied  Theo— f 
Thomhor»t  Geo— 1 

BERWICK 
Evans  J    I^f 
Evan.  J  W— f  1  c 
Harter  G  W— f 


Thomaa   W— 1 
Voughl  W  C—t  c 

BETHLEHEil 
Batres  O  M— I 
Bartholomew  E  D-l 
Borhek  M  A— f 

Faurt  Tas  D  ft  Son-f . ' 
Fink  ft  Shonk-f  c 
Fnlmer  Ed— 1 


Grim  Geo  H— 1  c 
Kun.man-Bucbmi 
Kurt.  Robt— t 
Leibert  R  W  ft  Son-I 


i-f 
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Lcibfried  L  F  &  son— f 
LiUr  ft  Funk— f  1  c 
lillj  W  S— f  1 
Mitchell  W  S-^ 
OttR  B— £  c 
Reed  A  Geo— 1 
Taylor  S  Sobert--c 
Welker  C  Warren— f  c 
Wooding  ft  Roberta— 
fie 


BIRDSBORO 

Crosf  T  Frank— f 
March  H  Linton — f  1 
Sponagle  John — f 
xooom  ft  Bro — f 


BLAIRSVILLE 

Clawson  G  L— f 
Graff  Er^ 
Stitt  W  H— f 
Wiseman  S  G— f  1  c 

BLOOMSBURGH 

Barton  H— fc 
CampbeU  D  W— f  1  c 
Lnu  M  P  ft  Son— f  1  e 
Maize  J  H— f  I  c 
Nagle  C  F— f  1 
Peacock  S  F— f  1  c 
Skeer  Joscnh — f  I  c 
V'annatta  Sade — f  1  c 
Wirt  C  F— £ 
Zehner  ft  Maust — f 

BLOSSBURG 
Smith  F  B— f  1 

BOSTON 
Douglass  W  L— f  1  c 

BRADDOCK 

Balridge  C  R— f 
Burd  E  M— 1 
CUfiford  J  M— f  1  c 
£bdy  ft  Ketter— i 
Heath  W  S— c 
Lewia  &  Walkci>— f  c 
Nugent  E  D — £  c 
Remington  P  D—  f 
Stewart  S  E— £ 
Stroud  Edw  A — £  c 
Stroup  D  W— 1 
Stokes  C  A— £  c 

BRADFORD 

Barber  Frank  T  &  Son— 

flc 
Bauer  Robert — £  1  c 
Boardmaaa  A  M — f  c 
Costello  T  E— f  1  c 
Douglass  A  J  &  Co— £lc 
Finney  L  M— -I 
GiUia  A— f  1  c 
Healy  D  T— £  1  c 
Hooker  C  M— 1 
Paton  &  Wheeler— £  1  c 
Roberts  &  Co— £  1 
Schiefllin  Jacob — 1  c 
Shambacher  Chas  H— 1 
Slack  F  E— 1 
Slocnm  Franks— 1  c 
Smith  Agency*-^  1  e 

BRISTOL 

Blanche  James  F — £ 
Booz  Wm  H — f 
Brooks  Jas  H — f  1 
Brown  W  M— 1 
Bvers  Francis  J — f 
Gtlkeson  &  James — £  c 
Hellycr  Maurice — ^1 
Kraft  Fred  I— £ 
Laing  William  B— £ 
Leigh  Edward  Lr-A 
Lovett  J  B— 1 
Maule_jolm   C— f 
Scott  Thos—c 
Stuchert  &  Eastbum— fc 
Taylor  David 


BROOKVILLE 

Brostus  H  H  &  Son— £ 
Brown  Bros — £  1  c 
Haines  Perry  F— f  1  c 
Henry  W  A— £  1  c 
Kaup  Fred— flc 
Lucas  W  H— £  1  c 
Shaffer  W  J— £  1  c 
Stewart  J  B— f  1  c 

BROWNSVILLE 

Bush  J  K-^  1  e 
Chalfaut  Fred  J— f  1  c 
Garlctts  C  C— £  1  e 
Lenhart  Geo  W  ft  Son— 

£  1  c 
Scott   Asher   A— 1 
Snowdon  J  H — £  1  c 

BUTLER 

Abrams  &  Dale — ^f  1  c 
Beihl  Geo  C— c 
Brandon  J  E— f  1 
Christley  &  Baker— f 
Citizens  Ins  Agency  Co— 

£  1 
Craw£ord  W  F— 1 
Douglass  C  H— 1 
Evans  Walter— £  1  c 
Findley  A  I^f  1 
Funkhouser  O    C— 1 
Golden  W  B— f  1 
Graham  John — f  1  c 
Hazlett  &  McCullough— 

£1  c 
Hutchison  J  W— c 
McCall  R  I^-l 
McGraffic — c 
Mcjunkin    L   S   ft    Co — 

£  1  c 
McNcy  B  M-f  1  c 
Marshall  J  E— 1 
Miller  W  H— 1 
Miller  Wm  K— £ 
Purdum  W  M— f  1 
Shancr  M  R— f  1  c 
Stauflfcr  H  A — £ 
Sutton  D  H — f 
Tebay  Wm  G— f  1  c 
Voelker  Wm— f  1  c 
Vogeley  Theodore — £  1  c 
Walker  &  McElvain- £  1 
Watson  &  Ferguson — £ 
Wright  M  F— 1 

CALIFORNIA 

Baker   ft   Tackman — f  c 
Drum  C  H— c 
Myers  J   B — ^f  1  c 

Underwood  T  J— f 

CANONSBURG 

Bamett  G  liazie— £ 
Black  W  C— £  1  c 
Gowem  J  W — £ 
Isherwood  Ernest — I 
Kelso  B  M-^ 
McOelland  L  John— £ 
Olloman  Walter— f  1  c 
Wilson  John  R— 1 

CANTON 

Brook  Lee — c 
Qeveland  E  J — ^£  1  c 
Innea  Edward — f  1  c 
Knise   G   F— f  1  c 

CARBONDALE 

Baker  W  R  Agency— 1 1  c 
Bridgett  John— f  c 
Campbell  Jas— f  I  c 
Couch  Insurance  Agency 

-lie 
Gardner  M  A— !1 
Gehen  Insurance  Agency 

-flc 
Huffhes  Geo  W— f 
Latnrope  Ins  Agency^ 

le 
McDonough  P— f  1 


O'Heam  T-f  c 
O'Maley  J— 1 
Pugliano  Gabriel— £  1 
Ress  David— f  1 
Shannon  J  B — flc 
Shepherd  Bros  Day  & 
Night  Agency— f  1  c 
Stoddard  Eugene— f  1 
Tiffany  A  B— f  c 
WilUams  &  Likely— f  1  c 

CARRICK 

Carberry  Thos  A — £ 
Hogmeier  C  H — c 
Kaufman  Edw  J— f  c 
Sacher  F  A-^  c 
Saitz  ft  Wagner— £  c 
Stolzenback  Albert  H-^ 
Werner  Jos  A — t 

CARLISLE 

Cornman  W  H— £ 
Eckels  John  C— £  I  c 
Eyler  Wm  M— 1  c 
Gerhart  Fred'k— 1 
Humrich  Chas  F— £  1  c 
Keeny  Chas  D— 1  c 
Keeny  J  M— £  1  c 
Liggett  Claaence  M— £ 
Logan  W  B— f 
McCommon   Miss   Aimie 

S— £  c 
Miller  W  E— f  1 
Minnich  Chas  O — ^I 
Ogilby  William— f 
Sellers  F  B  Jr— f 
Shearer  R  E— £  c 
Shepler  W  H— 1  c 
Vankirk  J  H— 1 
Ward  H  A— 1 
Vates  Allen  W— 1  c 
Yeates  Elmer — ^1  c 

CARNEGIE 

Beresniewitz  Jos — i 
Bigham  H  R— f 
Burgan  R   P— f 
Clary  P  T--f 
Dietrich  A— 1 
Edwards  Geo— c 
Ende    Oswald— f  c 
Hammill  Jos  H— f 
Hoffman  R  D-^f 
McMUlan  A  W— f 
Myler  S  jQ— 1 
Portman  Edw  F— £  c 
Rdngrover  Harry — f 
Rosser  Geo — £ 
Sossong  Wm  F — f 
Stifler    Frank— £ 
Walter  L  H— f  c 

CATASAUQUA 

Click  A  A— £  ■ 
Koons  A  F  &  Son— £  1  c 
Koons  Albert  A— 1 
McNally  P  J— £ 

Ulrich   Chas  N— £ 

CATAWISSA 
Kline  Chas  S— £  c 

CENTRALIA 
Porter  John  W— f 

CHAMBERSBURG 

Auxt  Geo  A— 1 
Bollinger  E  E— £  1  c 
Farrester  Chas  D— £  c 
Ganoe  &  Long — f  1  c 
Ganoe  H  B— 1 
Gillan  Arthur  W— f 
Gore  U  H— £  c 
Kaller  Frank— 1 
Hocmer  W  S— £ 
Hoke  Chas  E— £ 
Huber  Samuel  F— £ 
Hutton  ft  Finney— £  1 
Laffer^  Alex— f  1 
Linn  narbaugh — £ 


McDowell  Ttto  C— £  1 

McNulty  H  B— £  c 

Minehart  T  Z 

Orr  C  M— £  1  c 

Orr  Frank— £  1  e 

Peters  ft   Heiatzelman— > 

£c 
Rice  John  D— £ 
Shade  Jas —  £ 
Strite  J  A— £ 
Wingert  Isaac — ^£ 

CHARLEROI 

Blythe  I  R  ft  Sou— £  1  e 
Brady  Fred  W-^  c 
Brumbaugh  J  K— 1 
Charleroi  Savingrs  & 

Trust  Co— f  c 
Qershue  Fred— « 
Daley  K  W— c 
Duprez  P  J— c 
Flickinger  L  P— £ 
Hastings  E  W— c 
Hclpler  J  A— £  c 
McKean  John  C— f 
Mathews  C  J— £ 
Patterson  J— 1 
Risbeck  George  W— £  c 
Riva  Frank— £ 
Trew  C  R— £  c 
Williamson  T  D— £  c' 

CHESTER 

Chester   Real    Estate   Co 

— £ 
Crowley  John  F — f 
Crush  Wm—  £  1  c 
Dowing  ft  Co— £ 
Fox  B  C— £ 
Goff  Wm  N— £ 
Gray  ft  Co— £ 
Harvey  Geo  B — £ 
Hines  E  J— 1 
Tones  Henry  W — ^f 
Lear  ft  Worrilon— f 
Lewis  &  Hopkins — £ 
Lutes  Roland  P — ^1 
Lyons  Samuel — i 
Marker  W  B— £ 
Miller  H  S— £ 
Mirkil  John  H— £  c 
Morlock  John — 1 
Palmer  Charles— £ 
Pennington  Samuel— £ 
Robinson  H  G— 1 
Smith  Hy  V— £  1  c 
Smith  Jewis  J  Jr— £ 
Sweeney  ft  Clyde — £  c 
Temple  J  H — f 
Ward  Wm  Jr— £ 
Witsil  J  Horace— £ 

CLARION 

Brown  Fred  V— 1 
Collner  W   F  ft   Sons— 

£  1  c 
Fox  Chas— f  I  c 
Frampton  B  H — {  1  c 
Kaufman  M  M  ft  Loni»~ 

f  1  e 
Laughlin  S  S — ^1  c 
Mohney  F  M— £  1  c 
Wilson  &  Clough— £  1  c 

CLAYSVILLE 

Hancher  D  B — ^f 
McLain  J  R  ft  Co— £ 
Noble  J  H— 1 
Rosel  David  W— £ 

CLEARFIELD 

Barclay  John  C — £  1  c 
Chase  E  B— £ 
Fulford  ft  Ful£ord— £ 
Hagerty  W  A— £ 
Helmbold     ft     Stewart— 

£  1  c 
McGrath  ft  Moore— f  1  c 
U^y  Frank  ft  Bro— £ 
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CUATESVILLE 
Behnej  Jno  I— e 
Cook  W  S  G— f  e 
D»ii  Chu  S-l 
Gordon  Wm  T-1 
Greenwood  Samuel  U-~ 

Kuril  W  K-« 
Hoopei  ArthDi^-c 
Hosbct  Wm  H-^ 
KMy  Geo  C~« 
Ijuidii  R  E— i 
Merer  G  L^ 
Uoori   Tbo*  y— f 
Sm!lb  Wm  J-^ 
Spaefcaun  &  Maitm   I 


r  Alfred   C— f 

Fondenmllh   M    A — t 
Guber  Roy  K-f  1  c 
Given   Frank  S — f 
Greene  A  H — c 
Kefaoe  Andrew  ?— c 
McCrukeo  SomBttl— f  c 
Meiller  E   R— [ 
Mereri  A  W— I 
Unuer  Wm  S-^ 
North  Hugh  M — f 
Oberdorf  C  H-4 
Reiahut  Chu  A— f  1  O 
Senf  t  J  E— f 


Wilier  John  B— f 
Zeuner  J  H— « 
Zieglcr  R  B  W— I 
Zietler  Hsry  F— f 

CONNELLSVILLB 


enir— *  I  • 

Hood  Sam  F  A  Co-^  I  S 
Kramer  E  K— f  1  e 
Porter  J  D— f  1  a 
Sellera  £— f  1 
Shaw  ft  Bimei^  e 
Soiiaon  J  W— £  c 

CONSHOHOCEEN 
CarapbeU  I  H— f 
DeHaTen  Geo— f 


IJSht  Geo  U  S-n 
Herers  Wm  P— f 
O'Brien  C-l 


CORAOl-OUS 
AnderaoD  Harrr — f 
Baldwin  hi  R— f 
GautkS   Fred  G— I 


Neelej  Geo  S — f 
Sterenaon  Cha*  H — f 
Taylor  J»a  S—t 
CORRY 
Aoer  BuTT^-t  I  C 
Carle  UF^  c 
Davla  Poater  E-(  1 B 
Davit  I  B  k  Son—  f  1 1 
Ihiffy  W  H-* 
Hvih  WEd— f  c 


Uonroe  C  S— 1 
Uornridge  W  W— f  1  < 
Nante*  J  O— f  c 
Palmer  R  E-H 
Palmer  R  H— f  1  e 
Powlethwalt   Wm— f  1  i 

COUDERBPORT 
Dinchart  F  V^A  c 
Van  De  Boe  C  D— t  1  i 


Cormon  Edw  W— I 
Derr  Frank  C— f  I 

D  E  4  C  F- 


lacoba  W  Fred— t  I  e 
McCor  S  A^f  e 
Ricketta  S  F— f 
Sidler  W  I^-l 
Vinecnt  Henrr  ft  Sn 

Welah  ft  Rhct*— { 
Williama  D  R— f  I  c 
Williama  Wm  J— f 


DERRY 
Atiatraw    L   M — f 
Bennett  H  hi— {  e 
Buel  T  N— I 
Kellr  F   H— I 
MowTT  D  A-f  1  c 
Nkhofion   John   hi— f  I 
Utta  Warner— f 

DOWNIHGTOWN 
Carr  J  G— I 
Coanell  John — f 
Griffith  ft  Son— f 

KhnaoD  I  H  ft  Son — £ 
cOore  Fred  W— 1 
Time  hiichaet— I 
Walton  Arthur— I 
Willa  I   Hunler— ( 

DOYLESTOWN 
Andera  Aaher  K — f 
Bean  Oacar  O— f  c 
Eaitbum  Arthur  M— f 
FrankUn  Titua— f 
Freed  J  R— t 
Gargiia  I  B — I 
Harria  Henry  O—t 
Hill  Geo  C— f 
Tame*  Henrr  A— I 
tamea  Irrin  U— t 
Tame*  Wrnoff-f 
Uaaon  Wm— 1 
Niahtingale  ft  Vanarta- 

dalen—f  1 
Wall  Willia— ( 


Du  : 


Boweraox  J  lir-i 
Carer  Thomaa^ 
Charlea  Jobn-^ 


Neff  DoTKT-f 
Rodiera  C  W— f  1  C 
Rotera  John  P— f  1  c 
Serler  TEA  Co-(  c 
Shaffer  Broa-f  c 
Shaffer  A  Gleaion-f  I  ■ 
Stockdale  Geo  A— f  1  G 
Titna  B  C— I 
Winteimanttl  L  C— t 
Wlachnerer  W  A-" 
Wooderini-  "-=-■ 


DUNCANNON 
Eline  U  E— f 
Fenaell    Frank— f 


DUNMORE 
AUen  G  W  B— f  1 
Boland  T  E—f 
Gilligan  Jno  J— f  c 
Horan  A  J— I 

DUQUESNE 
Conlin  H  G— f 
Darii  Jno  R  J— f 
Dell  Wm  F— f 
Fiaher  F  J— 1 
Gerdta  V—l  c 
Granger  W  I^f 
Howard  F  M — 1 
Long  P  1—i  c 
Pittt  Arthur  B— f  c 
Heed  WE— f 
Shaw  Jo»-f 

EAST  CONENAUGH 
Brallur  W  J— t 
Cooney  H  J— f 

EAST  MAUCH  CHUNE 
Engier  Frank— ( 


EA5T0N 
cr  ft  Wdae— f 
TOns  Ruladl  H— f 
r  Htany— f 
ST  ft  Akgaard— i  I  e 
ler  ft  Brunner— f 


Hackett  ft  Chidier — t  I 
Howell  E  Slanky-{  c 
Jonet  Frederick — t 
Kich-      -   —      ■    - 


Sf-" 


Lerch   R   H— 1  e 
UcEeen  ft  Son— f 
Noble  John  S  Jr— f 
Oldt  C  F— I 
Richardi  A  N— f  1 
Shawde  E  H— I 
Shimer  FranJc—t  c 


EDWARDSVILLE 
Davia  Daniel  T-I 
Eyana  ft  Enuu— f  c 
Evaoi  J  D— f 
Thomaa  "Wm  R— f 

ELLWOOD  aiY 
Bntler  Ror— ( 
Covall  M  A— I 

Doudt  Saml— f 
Hancher  H  H— f 


Lidxndorfer  H  P— f 
Raniaer  W  E— 1 
Sdpel  hi  R— f 
Vogt  Geo  I— f  1 

EUPORIDU 
Grant  Alteo--< 
Haekenben  Uti  tlu-i 

nfupt  H  O— (  1 
Judd  F  G— (  I  c 
Leet  F  D— f 
Well*  Mra  E  T-t 
EFHRATA 
Buch  J  M-f 
Enite  F  E— f 
Evana  Joa  T— t 


Mohler    Harry    B-c 
Royer  John— 4 
Smith  jKob-e 

Aitken  A  N— 1 
Alliami  R  j— 1 
Auatin  C  F— J 
Baumbadi  C  B— 1 
Baker  S  U— I 


Betta  G   E— 1 
Brooki  Clarenoe — III 
Brown  J   F— I 
dapper  F  H— 1 
Crowe  E-^ 
Cole  W  M— I 
Deckard  J  K— a 
Dench  C  R— <  e 

lertT  MT-c 


WE    REPRESENT  THE 

Hen*  ol  Hiw  Vorh  PhMnli  •!  Htrtlir* 
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Uoxe7  t  lil4iachowaki — 


Eicbciiliib  E  J~f  c 
Fiiticr  E  S— e 
Folty  P  F— 1 
Folum  G  I— 1 
Fiuk  Geo  K— f  c 
Gebbirdt  G  }—i 
Gron  J  C — c 
Stpaleditr  Cbu — I  c 
Bmlcrgci  John   tt  Son 

HincT  k  KducU  Co— f  o 
Hirpif  W  W— 1 
Hiniatioii  W  T— 1  c 
Hiyu  Wm  F  li  Soo—f  e 
HcmihiU  T  M— f  I  o 
HdwcII  S  U-4 
Eg(faB  B  W— 1 
BnmpluTi  B  C-^ 


EqjimU   A   GlowKkl— 

Ijicd  Tbot— I  c 
Leonard  W  E — t 
Lawrj  F  E— f  c 
McKoi^t  S  J— f 
MelMttckEr  J— c 
Milltr  H  C— 1 
MilJer  John— f  G 
MoiTuon  A  G— 1  c 
MDrTuan  T  H— e 
Hone  U  O—i 
UanEcr  H  L — c 
Nuh  W  M-^ 


Riler  W  H— 1 
Rsberti  B  t^^ 

RobnuDo  W  J— 


— 1 


SchludcclieT     Pruk     ft 

Son-f  c 
Sawt  WilKr  &  Co— f  1  e 
Shirkr  J  S— 1 
Smith  KG  a  Co— f  0 
StKhoiwki  Lorenz — £ 
ToppD  G  A— c 
UhlM  F  ft— I 
Vfii  Bernard— f  c 
Wadivorth   &   FlickinKO' 

-f 


FRACEVILLE 
Anrtock  L  C—f 
Enni  David — 1 
Frew  Robert — f 


b   <5^  1 


HaTca  Mrs  S  K— t 
McComn  Wm  H— 
Reuin  Jm  M — i 
Slroh  Cbu  O— f  c 
Woelfel  M  E— f  c 


GALETON 
Allen  W  O-f  I  c 
Bati  Wm  G— c 
Btion  SanJ — c 
Crowl  P  E-c 
Haziett   Bert— c 
Luili  Wm  H— I 
Uartio  R  T  »  H  D 
Richmond  Colin  K- 
T«rlor  Chai  B — f  c 


UcGiiuiU  Harry  li  B 


fS&'M 


a  J-1 


GLAS8PORT 
Corcoran  Thoma*— I 
Conrain  F  H  ft  G  W— 
GrifBn  V  E-4 
"■"'     JllDCt  H— f 
I.B    U   J-f 


Lli^l  J  H— f  1 
Patlon  W  I— « 
Ruthraoff  Mia* 


Clark  Tno  E— f 
Fauat  Bert— f 

Felloo  ft  I  ■ 


'   .  F— f  c 
la  J  1,-f 


E.  L.  ^WADSWORTH  A  CO. 
IMSUKANCK 

JO  Eaat  Ninth  SI,  Cvtmt  Pmwh,  ERIE,  PENN. 
LiranMel  ft  Umdoo  ft  GlelMh  {Uverwol) ;  Gmm-Ama- 
iUD.  Maw  York);  Noctlwn,  (Loidoa);  Roral,  (LIvaipool): 
WatdiarMr,  (Nbw  York);  Phtmii,  (London);  Quem  of 
Amiria,  (New  York);  LcodoQ  ft  LaacaihLre.  (Liverpool) ; 


EVERETT 
GarndoUar  H  D— f  1  c, 
EichelbcTBer   Frank— f  I 
Max  Geo   B— (   I 
Ridier  Geo  W-f 

FORD  CITY 
Kloae  A— f 
Goldman  D  A — i 
Rdacen    Walter  E— 1 
Steiner  Tnlitw— 1 
Wilaon  A  L— t  1  c 

FOREST  aTY 
Gardner  F  M— c 
Gardner   Genitt  E — C 
Grander  Dr  F  L— f 


GALLITZEN 
Coorad  H   E— f 
Dingwall  ft  Frederltfca— 


Griffith  E  C—f  < 
KeoaeltT  T 
Lion  S  A 
McWillian-  ^  _ 
Martin  A  E~l  (. 
Menocker   Frank— f  1 
Pletcfaer  WIDiaDi— f  I  c 
PotU  D  A— f 
Schelbler  H  S— f 
Shearer  Ed — I 
Shoemaker  C  J — ( 
Smellier  H  I-l 
Strickland  Mrs— ) 
Taylor  C  E-1 
Tracr  ft  Shanlia— t 
Vance  Glenn  G— 1 
Walt  ft  McDowell— f  1 
Webber  B   S— 1 
Weldin  J  R— (  1  c 

GREENVILLE 
Battdier  F  A— f 

"       '^' 

,„  J  A— f  1  c 

Henry  L  H— f  i 
HddU  J  R— I 
Kan  Uirtin— f  1  c 
Krepa  W  A— £ 

HAMBURGH 
Bear  Geo  W— f  1  c 

Dalioiu  Tkomaa  J — 1 
Hoffman  Sol  K— ( 
Kiial  Wm  C—f 
Miller  Ed  J— * 
Miller  Robert—  1 
Ranbenbold  W  M— f 
—     idan  Ch«»— £ 


/  AlTta  R— £  c 

Ruth  A  S— t  G 
Stark  Geo  W— I  c 


HARRISBUBG 
Adler  Charka— t  e 
Affleck  J  A  ft  Co— f  e 
Badnnaton    Real    Eatalc 


Bell  J  H— ( 
Bennett  Wm  B — 1 
Bird  H  B-f  c 
Bowen  Chaa  R-^ 
~      ■  H  H-^ 

.on  Packer  Co—*  c 

BuabneB  W  F— f  e 
Bnahnell   W  H-^ 
Carl  Robt  A— ( 
CaMcU  Irwin  M— f 
Canny  S  B— f  1 
Commonwealth  Ina  Afcy 


Eckenrode  Robert — f  1 
Fiawll  Geo— f  1  c 
Nau  CalTio~f 
Siallamith  }  Frank  ft  Co 


Conk  Knbi   F— i 
Csrdy  W  H— 1 
Cullmtrry  G  L— f 
Dapp  J   F— f 
Dare  E  O  *  San- 


,aii  O-f 
le  J  E— f  c 


Harler  A  H— f 
Healfacote  J— I 
Herahey  C  M— f 
"1-i^na  C  H~l 

JMO   R  W— f 

Holler  A  I^f 
HoMer  A  W—I  c 
"  ■     BOjohn  C— I 

K^h,  Brightbitl  ft 
"Ime-I  c 
1    Frank  S   t   S 


r  G  Milton— £  1  O 


Pitcher  J  W— f  e 

Hart  BobI— f 

Hollinger  ft  Bro  D   Gny 


Manhall  J  A- 
Mead  A  O-I 
Metzger  T  B— 

Miller  A  ^  ft  S 


Nicholaa  J_^—t 

Orcutt  C  H— f 

Orr  J  C—f  c 

Orth  Henry  C— £  1  « 

0*ea  H  F— f  e 

Pennsylvania   Ini  Excbi 


Robiaon  W  M— £ 
BockafellMTJ-f  , 
Rohrer  J  P  ft  Soi^-I 
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PA.— Harrisburg,  Con. 

Teats  D  A— f 
Waubaugh  W  C— 1 
Wcngert  W.A— f 
Wert  A  A— 1 
Wright  F  L-1 

HAZLETON 

Andreuzzi  Frank — f 
Augstadt  C  B — 1 
Bates  Eatella  Engle— f  c 
Benner  Ezra  A — f 
Benner  R  K  &  Co — c 
Benner  Twin  Agency — f 
Berlin  E  E — c 
Biscomb  B — f  I  c 
Bonner  John  F — 1 
Boyle  Jas  J— f 
Breibof  D  B—f 
Brobst  Homer— 1 
Cannon  Frank — f 
Ciotvla  M— f 
Clark  Geo  R->f 
Coatello  J  P— f 
Curcio  ^f  M— f 
Dryfoos  Henry  Jr — f  c 
Emmerich  L  O— c 
Fallon  Peter  F—f 
Fetteroff  T  F— 1 
Ficrro  John  &  Co— f 
tiough  John  J — f 
Gregory  Jno  J — f 
Harris  Phil— f  c 
Hastings  &  Hastings — ^f 
Heidenreich  Bros— £ 
Helmes  C  Dee— f 
Helmes  C  E— f  c 
HiU  C  F—f  c 
Hill  C  Willard— f  c 
Hughes  J  J— f  1 
Hutchinson   Hiram— f  c 
Tones  Joseph  H — f 
Jones  S  E — f 
Koenig  M  F— 1 
Lahm  Jacob  H — f 
Langbon  O  J — 1 
Long  M — f  c 
Luzerne  Ins  Exchange— £ 
McAllister  A  T— f 
McAvoy  W  M— f 
McCullough  John  S— 1 
Mann  Ira — 1  c 
Mans  G  W— f 
Margwarth  W  H— 1 
Martin  Mae — 1 
Mulhall  John  J— f 
Murphy  P  H— 1 
Perry  W  C— f 
Pippert   Harry — f 
Powell  W  M— f 
Reilly  David— 1 
Schumacher  Geo — c 
Schumacher  Mrs  J  F — 1 
Sharpless  John  R — c 
Shuman  A  E — f 
Shutter  John  &  Son — f  c 
Sippel  Frances — f 
Smith  Abner — c 
Tarryton  O  J— 1 
Taylor  &  Clark — c 
Thomas  A  D — ^1 
Tressler  Jacob  D — 1 
Whittaker  T  J— f  1  c 
Wilhelm  John— £ 

HOLIDAYSBURGH 

Ackers  John  T— £  1  c 
Oiber  J  W— £  c 
DraU  John  N  Tr— £  1  c 
Mentzer  ft  Heller— £  c 
Smith  Wm  A— 1  c 
Snyder  Jno   M — c 

HOMESTEAD 

Bainbridge  Jno  W 
Beedle  Bros — f 
Crawford  D  T 
Guekert  Frank  P— £  1  c 
Hahn  F  J— £ 
Hobson  C  R— f  c 


Homestead    Realty    Co— 

f  Ic 
Hunter  A  J— £ 

iones  J  B — £  1 
Luhn  James  C— £ 
McCleery  G  W— f 
Malonev  John— >1 
Miller  J  Clyde— f 
Mulheam  Thos — ^1 
Oeffner  Lawrence — £  1  c 
Tewksbury  Emory  H — £ 

HONESDALE 

Baker  W  W— 1 
Bassett  Chas  L— 1 
Bentley   Brothers — £   1   c 
Bigart  C  L— 1 
Dodge  Chas  E— 1 
Farnham  F  C — f 
Fasshauer  Edward-^fl  c 
Galliger  Thos— 1 
Kraft  ft  Conger— f  1  c 
Krantz  Wm  H— f 
Robinson  J  B — f  1  c 
Schenck  W  P— f  1  c 
Stone  W  H— f 
Swoyer  E  A — c 
Tingley   Henry — ^1 
Tolfey  F  J— 1 
Welch  J  N— f  c 

HOUTZDALE 

Carlin  John   M — Ic 
Golby  Samuel— 1  c 
Gorman  Jas— 1  c 
Harpester  Wm  P— f  c 
McGrath  Tohn  B— f  c 
SoUins  John— f  c 

HUNTINGDON 

Dunkle  J  C— f 
Isenberg  B  F—f  c 

iackson  J  C — ^f  c 
filler   R  Allison  &   Son 
—I  c 
Port  J  Clyde— f  c 
Shaffner  A  V— f  c 
Simpson  J  R  &  W  B— f  1 
Swigart  Harshbarger  & 
Co— f  1  c 

INDIANA 

Beans  Ins  Agcy— { 1  c 
Edwards  T  L— f    , 
Fluke  Wm  C— 1 
Guthrie  S  W— 1 
King  T  R— I 
Pamell,  Cowher  ft  Co — f 

1  c 
Stewart  J  T— f 
Swenk  N  N— f 
Thompson  Ins  Agency — ^f 

c 

Timberlake  H  E— £ 
Wilson  &  Mabon— 1  c 

IRWIN 

Bertolina   A — ^£ 
Datz  Chas  H— £ 
Evans  G  H— 1 
Gallagher  ft  Gress— £  c 
Gregg  Miss  B — f 
Irwin    Realty   Co   The— 

£  c 
Keister  Jos  M — ^f  c 
Meerhoff  H— 1 
Mangan  J  P — 1 
Patrick  ft   Davis— f  c 
Schade  Adam — ^f 

JEANNETTE 

Baum  Earl  V— f  1  c 
Curry  ECS  Scfns— f  Ic 
Kelly  &  Martin— f  1  c 
Miller  M  H— £  c 
O'Connell  T  F-f  c 
Schaeffer  H  S — ^f  1  c 
Shuster  W  I— f  1  c 
Tussey  H  C— f 


JENKINTOWN 

Ambler  A  B — ^1 
Argue  A  K — £  1  c 
Baker  H  B— 1 
Cottman  W  F— 1 
Delany  Theo  M — f 
Gentry  F  S— f 
Hinkle  H— 1 
Hunsberger  Jas  W — f 
Keller  P  Jr— 1 
Kirk  Edwin— £ 
Lukens  J  W— 1 
Lutz  R  A— £  1 
McCann  Geo  H— 1 
McCann  W  H— 1 
Mather  Chas-^ 
Michener  H  I — 1 
Nishtlinger  Benj  F  Jr— 

Petersen  L— 1 
Preston  T  A  B — ^1 
Renner  A  B — ^1 
Ruddach  Est  J  Walter— £ 
Siegrist  Chas  A — ^1 
Stout  C— 1 
Trank  J  G— £ 
Williams   T  A— 1 
Wrii^t  Chas  D— £  1 

JERMYN 

Barrett  Homer — £ 
Davis  Sumner  D — £ 
Depcw  Frank  L— f 
Kcifcr  H— f 
Stoddard  £  A— f  1  c 

JERSEY  SHORE 

Doane  F  C— £  1 
Martin  James — £ 
Staver  M  L— £  1  c 
Toner  M  Edward— f  1  c 
Williamson  Clate— £  1 

JOHNSONBURG 

Gleason  W  S— £  1  c 
Hinckley  Corton— 1 
O'Donnell  &  Smith— £  1  c 
Russel  Jno — 1 

JOHNSTOWN 

Baumer  Herman— f  c 
Benford  Harry  H — £  c 
Blanch  ft  Bensho£f — ^f 
Carter  Jno  W— 1 
Cauf&el  Joseph — f 
Comer  ft  Co — £ 
Cox   Mrs  Jane — £ 
Cumbrian   Land  &  Imp 

Co-£ 
Dickson  John  G — ^f 
Felt  E  T— 1 
FerreU  S  A— f 
Fronheiser  ft  Schuster — 

£c 
Heilman  J  A— 1 
Howland  Wm  C— £  c 
Krise  W  S— £ 
Kyle  D  G— 1 
Mardis  J  S-— 1  c 
Millspaw  G  W— £  c 
Ogle  ft  Walters— £  c 
Opperman  H  L  ft  C»— 

flc 
Roberts  &  Byron — ^f 
Stenger  John— f 
Swengle  W  W— 1  o 
Watkins  Bro*— £ 

KANE 

Bunce  W  H  &  Co— f  c 
Gillis  &  Crossmire — f  c 
Kane  Ins  Agency— £  c 
Morse  R  D  &  Co— f  c 
White  Wilber  J-f  1  c 

KINGSTON 

Clouse  H  M— 1 
Crisman  E  L— £ 
Davis  Charles  E-^ 
Davis  J  R— f 


Eggert  G  W— 1 
Evans  George— I 
Frace  J  F—f 
Marcy  J  W— f 
Murray  J  J — f  c 
Myers  P  T— £ 
Van  Horn  Wm  W— f 

KITTANING 

Arnold  Hariy  A  &  Son— 

flc 
Aye  Aujrastus— £  1  c 
Bums  George— f  I  c 
Fox  ft  Stone— f  c 
Leard  C  K— I  1  c 
Painter  Bros— £  1  c 
Pollock— f  I  c 
Putney  H  £—1  1  c 

KNOXVILLE 

Bean  Forrest  E— £  I  c 
Campbell   T   C— 1 
Grimes  Jos  F — ^f 
Hitchcock  A    B — f  c 
White  John   C— c 

LANCASTER 

Barr  Frank  S — £ 
Bausman  J  A — €  c 
Benar  S  B — 1  c 
Berger  E  H — i 
Boyle  Jas  M— c 
Breneman  H  R — f  1  c 
Brubaker  C  H— 1  c 
Carey  W  F— 1  c 
Dehavea  ft  Butta— f  c 
Diffenbaugh  M  H— t  c 
Eaby  J  S  Son— c 
Eckenrode  Mr — 1 
Eckert  L  C— 1 
Eckert  O  S— 1 
Fehl  J  W— f  c 
Fisher  John   E— 1 
Forney  J  G — ^f  c 
Gantert  H  A— C 1  c 
Groff  Lemuel  L— f 
Haraish  Thomas  J—! 
Herr  A  A  &  Co— f  1  c 
Howell  Henry  N  ft  Son-- 

fc 
Huber  R  E— f  1  c 
Kohler  &  Brown — f 
Landis  A  V — ^f  c 
Lancaster  Real  EaUte  Co 

f  c 
Lkhty  C  V— '1 
McGovem  John — f  c 
Myers  H  K— f  1  c 
Peoples  John  B — 1 
Raub  I  Galen  P— 1 
Reinohl  Aug  F— c 
Reynold  Geo  K— 1 
Rnmolds  George  N— 1 
Rife  Jeremiah — ^f  c 
Sartin  Geo — i  1 
Seitz  I  H— f  c 
Shirk  F—f  1  c 
Wenger  D  H — f 
Widmyer  Prangley  Co— 

f  c 

LANSDALE 

Addison  C  R — f 
Beidler  H  H— f  1  c 
Fretz  H  M — c 

iohnson  A  D— f 
filler  Chas  H^f  1  c 
Place  J  W— f 
Rosenbierger  Arthur  J — ^f 
Scfaultz    Daniel    S— f 
Tyson  A  H — f 

LANSDOWNE 
Freeborn  W  P — i  c 

LANSFORD 

Breslin  ft  Sona — f 
Call  ft  Donghu  1/    C 
Canfield  R  V— 1 
Donnelly  L— c 


fait'  Jofc"— f  e 

LaoET  Gco-1 1  c 

Lni.  W  D  »  T  D— (  . 

Wot  DC— f 

Williuu  W  G— f  I 

LATROBE 
Alkn  Joto  C— f  I  c 
BiikT  W  H— f  c 
Bjmii  W  M  ft  Son-f  c 
Hm  EbBB-  J— f  c 
HsSmin  Hsiir  W— f  c 
Baibia  Jtma  T— f  I  c 
Lotr  K  G  ft  C  C— t 
IliUer  5  H— f  1  c 
MorlcT  W  D— 1 
Ptpperdij  John  J— f 
St.  Cliir  SIhIc  S—l  1  i 
Suauia  C  W— f 
Toner  k  QanibeT*     t  e 
I'agle  W  W— f 
WiTtoa  Ch»rle»  E— 1  c 


Barker  Thi 

Cox  i-i 


Gtlbach  WilHam- 
H.bi  D  W-[ 
Hanunar  P  P— [ 


Ludecnph  Mr— 1 
Liiklmaii  Amoa — f 
Sigmtt  J  W-f  1  c 
Miipiie  W  A-f 

Millet"!  Henry   *  Co- 

Kftrmer  It   Ulricb-f  c 
Heinrt  C  H-1 
Scltaer  John  H-l 
£h.ndel  Cue  A  Taylor- 

Spangler  U  P-f  1  c 
SligerJW— f 
ViDdeSiDde  W  S— f 


^■Sgle  G  M— f 
Hjaa  W  B— f 
Ttiomis  Howani  R-f 


LEHIGHTOM 


Anier  J  F 
Art  Wm  I 


Morthimer  ft  Williama— f 
Seiboldt   Howard— f   1   c 

WiDuBU  Saml   W— f  1  c 

LEWISBURGH 
Butler  L  T— f  c 
Oarliogton   R   M— 1  c 
Folmer  W  R— £ 
Cni  D  H— f 
Halfpenny  W   S— f  c 
Kaler  W  H— 1 
Linn   P  B— f 
Miller   A,  D— f 
Miller  Geo   P— f 
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Hsitmin  Bro» — t 
Herwick  Geo  B— 1 
Hopkui*  Geo  E— 1 
Hopkins  W    '      - 


LEWISTON 
AikcD*  H  W-l  c 
Bell  G  H-l  c 
Dunmiie  M  D— E 1  c 
Kue  C  W-flc 
Lynch  Albert— f 
On  &  Burkett— f  1  c 

S^arS^  Sheary-f  c 
Snyder  &  Cooper — t  e 
Wren  A  Eckberl— 1  c 

LITTLESTOWN 
CrouK  Paul—f 
Hayen  C  H— f 
Smueker  A— f  1  e 


Ge«th»rt  *  Co— f  1  e 
Geuhirt  C  R— 1 
Good  D  F  «  Bro— f  I 
JackaoD  C  S—  f  I  c 
HcCormick  A  Vf—i  I  ■ 
Saltetlee  H  S— 1  c 
Scott  R  J— f  1  c 
Shaffer   }   J— I  c 
Smith  J  C— f  c 

LUZERNE 
Freedman  Max — f  I  e 
Gildea  David  B— f 
lohnion  H  C— f 
T-arry  Wm  J— (  c 


Miller  J  M— 1  o 


McADOO 
Dailey  E  J— f  I  c 
Helfercy  John— 1 
Jonei  David  B— 1 
UcShea  Hugh  J— f 
Mundy  Dan*!  J— I 

UcDONALD 
Campbell  G  S-f 
Cochran  A  B— f 
Deloche  Virtor— f 
Jonea  C  I^-c 
titteraon  Jo.— I 
WiUiams  D  L— f 

McKEESFORT 
Airhari    Peter   F-^ 
Arnold  T  S— t 
Baton  D  J — c 
Barto  B  0—1 
Baiter  John  1^1 
Bolton  S  C— E 
Bowman  Andrew  H— f 
Campbell  A  B  Co—f  c 


Dahlrtrom  C  F— f 
Dalrymple  Roy  H— c 
D«vi.  Geo  S  A  Co—f 


Fife  W  G  &  Son- 
Forney  B   B — c 
Fuhon  J  W— 1 


Harrifon  F  G — f  I  c 


^ R  W-i  e 

kapliD  A— f  1  c 
Kearney  E  C-f 
Koch    Peter   Co—f  c 
Lewia  Thoa  I— £  c 
Lou  A  B— { 
Lyale  Geone  H— f  c 
McCarty  R  1,-t 
Malone  Jm  A — I 
Maufldcl  W  D— f  c 
MotBan  S  V-1 
Morcan  R  Geo — 1 
Morian  S  V— f  c 
Nelaon  A   H-l 
O'Neill  Wm— 1 
O'Toole  W   E— c 
Peters   W   B— c 
Peterson  J  W— 1  c 
Realty  Co,  The— ( 
Richaida  Georre  W — c 
Shaw  C  H—t 
Sieber  W  S— f 
Smith   R  W— I 
Soles  W  C  Co-( 
Stewart  Scott  M— f  c 
Trich    Edward    M— f 
Tullr  Herman   H— f  c 
United  Real  Eat  Co—f  . 
Waltoner  C  J— f 
Wat»on  Harry  T— 1 
While  Jas  ]-J  c 


ia  Geo  5  Co—f 

gS'  Williant— f 
Grogan  Jaa — f 
H^  J   M-f  1  e 
Hamilton  E  W—ie 
Nixen  &  O'Donorao — f 
RobioBOn  C  W-I 
MAHANOY  CITY 


Davis  NelE 


I  F-1 


— f  1  c 


PUer  Eliaha  Jr— f 
Gallagher  Jamea — 1 
Gatrahang  J  H — e 

H^  r^  I  c 

Lawlerjohn— I 
Reing  C  P-f  c 
Walali  W  J~l 
Wyatl  Hoht— I  c 

MANHEIH 
Hamaker  A  G— f 
Siroh  J  B— f  1  c 

MANSFIELD 
Allen  W  W— o 
CUrk  F  W— f 
Elliott  J  A— f 
Hoard  Jowpb  S— f  c 
Hnsted  W  l5— 1 
Rockwell  B  J— 1 

MARIETTA 

Brandt  J  I^f 
Hippie  TJ  G-f 
Neale  B  J— f 
Rich  Henry  S — f  I  c 

MAUCH  CHUNK 
Boyle  J  J-( 
Butler  ^  A-f  1  c 
Craig    Douglaa— t    c 
Leisenring  1  F— f 
LoDie  J   C— f  1  c 
Mulhearn  J  B— f  1  c 
Pursell  A   Dods— f  c 
Pursell  D  E  4  Son— 1 
Riegel  Bros— f  c 
Rothermel  J   H— f 
William  Dods— I 


MEADVILLE 
Bairelt  W  N— f  c 
Bender  Carl— f  1  c 
Bcntley  Alice  U— I 
Calbcrtaon,     Gelvin     & 

jBckson— [  1  c 
Dake  Frank-I  c 
DeLancey  P  F  A  Son— f 
Ellswonfc  A  W-(  I 
Grow  S  I^-c 
Uicketnell  D  G— 1 
HilUard   L   H— f  1  c 
Johnion  Samuel  A — 1 
Ldwmum     Arthur      V— i 


Lotion  Albert  S— f  c 
UcCabc  noyd  R— 1 
Uaka  A  G-4 
See,  Cyrua-Lantl— 1  c 
Starr  Lawtenoe  B— f 
Sloli  Une— f  c 

MECHANIC  SB  URG 
Aaper  Je^.k— t    I 
Happle  ft   ^y.-.ru-^{   c 
King  Ira    1— , 
Lloyd  Gk,   E— f 
Miahler   H    A— f 
Mohler  h    S  A  Son— f  c 
Mnmma  T  S  &  Son — f  e 


Ployer    P    C— 


Dickaon  W  J— f 
Foraylhe  Isaac — f 
German  Wm  J— f 
Hawkins  John  H— c 
Holl  Albert  E-f  c 
Manley  H  R-f 
Panis  C  W— I 
Perrin  Frank  G — ( 
Rhode*  F   B— f  c 
William*  A  J— f 

MERCEK 
Clawaon  A  M~ll 
McClellan  H  G— f  1  i: 
Morrow   Wm   I^-c 
Orr  Robert  Ins  Agency 

Powell  De  France— 1 
ZsLuiicr   D  N— I 


MIDDLETOWN 


Meiigar  J  W— f 
Neye  S  S—t 
SchaeHer  Otia  O— f  I 
Springer  Ira  R 

MILLERSBURG 
Bowman   S   S— f 
Herrold  Wn— f 
Rowe  I  H  A  Sooa— f  c 
Woodaide  R  E— f  I  e 

MILLVALE 
Beuiner  E  S— 1 
Bauer  P  J— f  c 
Houlahan  Jas— f 
Isenace  Wm— f 
Reed  A  Dixon— f  c 
Schwarta  Henry  C— f 


P«.— Con. 

MILTON 
BiMiet  A  E-1 


Mirsh  C  N-fl 
P»ul  Edwin— f 
Rebtf  F  U— f  ,  . 
Wertt  ft    Buolifiitt— f  1 

HIKERS  MILLS 
Bevan  I>uilc)— ( 
Bodihman  Artbniw 
BruuEin  John — I 
Glllenonip  E  W-f 
Griffith  Tintoi— 1 
Laindd  J-l         ,   , 
Maoel;  Anthwiy  J— 1 
Uonn  Ulduel— 1 
O'Brien  D>    '  "    ' 
Shepherd  Ir 


SbiMter  &  Reed— (  c 
Smith   Chat  H— f  I  c 
Steeo  ft  Dillj— f 
Tylavskj  M  J-i 
White  J  B-1 

MONONCAUELA 
Altta  W  F-(!c 
Bsdd  Thoni»»— I 
ChattiinT  Arthm— 1 
EUwood  R  I^-f 
Hunillon  T   A— f 

Robluon  Robt— f  c 
Wirne  M  S— f 


MONTROSE 
BUkU  N  E— r 
Jonei  N  R— *  1  c 
TiUworth   ft    Son — I   e 


Curti 


*  H— f  1  e 


Gilisgher  M  J— 1 
Gibboni  I  F  &  Co— i  O 
HuEbes  D  M— c 
Hugha  Mr.  Evie— I 
Kebler   &   Krhler-  f 
Kline  Ri' 


1  Wm 


Mflginnis  P 
Millet  Cht'li 


Smith  A 
Smith  F   . 
TobiM  Rai 


P  A-fo 


F  G  J-4 
iM  RaT  B — i  c 
i|ht.  HoKt  ft  Ma(i>- 
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MOXJNT  JOY 
Donov»n  Omir  M— ( 
ZeUer  C  H— f  c 
Zellei  J  H— 1 


MT.  PLEASANT 
Kalp  K-{ 
Oyeiholt  A  S-f 
P»ae  A  G-c 

Rumbsuah  Chij  F-( 
Sheppud  J  A— c 

Walker  John— c 

MYERSTOWN 
Goclcley  H  S-i 


NANTICOKE 
Airery  A  E— 1 
B«ll    Oliver— 1 
Br»derj  C  Co— t  c 
CucT  Tho»— ( 
Fmko  Mr»  lJ»ile— f  c 
Griffith  D»vid-I 
Horton  Chmi— f 
Jayne  Wm  J-l 
KnoU  Geo  T  ft  Co-I 
Oplineer  Gilen— f 
Pennl  D  S-* 
ShipfcowiVi  Vincent— ( 
Wifliimi   Kicfaard— f 

NATRONA 
AmMbler  Geo — 1 
Galligber,     Rnsitwlei     It 

Schweitier— f 

N««r?u  RealtT  Co— f 


NAZARETH 
Andrew*  S— f 
Beck  W  E^-f 
Cope  Geo  W— I 
Huth  Frank  ft  Son — f 
Koatenbader  L  P— f  c 
Maiu  J  ]~i  e 
Raancr  ft  Stocker— f 
Shafer  Chaa  W  K— 1 
ShoTCr   Edw  L— 1 

NEW  BRIGHTON 
BeitKih  G  E— f 

McPher»on  Geo   R— (  c 
Stewert  H  P-i  1 
Ward  E  H— f 
WilwB  Wm  W— ( 

NEWCASTLE 
Brud  G  C— f  c 
Brown  Tame*— f 
Buchanan  L  M-l  I  c 
Callahan  S  J-1 
a»rk  W  D-I  c 
Connellr  E  F— f  c 
DDosherty  &  Shannon- 
DDihanc  C  P— f 
Elliott  W  A-[ 
Green  O  H  F— £ 
Hayi  J  P  ft  Co-[  c 
KeaM  J  W— 1  c 
efiyJFP-t 

:  ft  Uorehead-f  c 

ence  Really  Co— fc 

Lons  G  S— fc 
McBride  Q  A— f  c 
McCormict  Denin— f 
McCtackeo  S  A-f 
McCready  C  A-< 
Maurer  E  W-1 


Piatt  L  W-f  1  c 
Ranney  C  W-t 
Rhodea  S  J— I 


NEW  KENSINGTON 
Alter  W  R— f 
Baiter  E  J— f 
Bellman   Robt   H— f 

Girta  T  T— f 
llcCowu  W  C— 1 
HainwarioB  M  H — f 
Shepud  R  G— t 
Snyder  A  H— f  e 
Steiner  Broa— 1 
SulliTan  D  B— f  c 
SullivanTerome— t  c 
Walley  Harry  C— ( 


Frank  G  H-1 
SCephena  ;  C  F-( 
Snperjacob-I 
Zion  Frank  H-I I  c 

NORRISTOWN 
Abbott  P  W-^ 
Andcta  D  H— 1 


Elbert  ft  Groff— f  c 


ler  1,-i 

a  Maorice-I 

ETBna  J  P— f  c 
Janney  Samud  I-l 
Leeke  Joieph— lie 
Miller  John  T-l 
Ralph  GibioD-1 
Smith  Samod  H— f 
Stabba  D  A-ie 
—     eraon  John-) 
. .  __  tr  Geo  H-1 
Worth  H  S-i 

PARSONS 
Earilr  Wm  P-f 
■Tnnfr  J  P  ft  Co-f 
_.ee»e  John  D-I 
Reeae  Wm  P-< 
Smith  DaQaa  J— f 
Walah  U  F— f 
WUUama  ft  SnilH-< 


Vosnpimat  P  A-l 
PEN  ARGYLE 


Lenhordt  0  F— f  c 
Ralelon  Geo  R— [ 
Soberta  Geo  W— 1  e 
Shoemaker  H  H-f  1  c 
Swartwtnt  Geo   A— I 
Zimmermn  B  B—t 

NORTHEAST 
Cuihmon  L  E^f 
Danielt  L  E— I  c 
Eadea  C  H-f 
Gill  J  T-l 
Graham  G  C-f 
Greer  R  M— 1 
Hampaon  G  A — f 
Hartley  E  E-t 
Nichol.  &   Pierce-flc 
Tett  H  A-l 
Willi  ft  Son  Co-f  1  c 
Wright  Lewis—! 

NORTHUMBERLAND 
Bright  Wm  R-f 
Colt  John  E  ft  Sons- 
Dodge  Chaa  H-f  1  e 
~   lith  S  S-f 
Tiwney  M  P-I  I 


Matter*  WiIliam-( 
Palmer  T  F-l 
Rowe  John-f 
Werner  J  H-f  1 

PHILADELPHIA 
Addii  L  U-t 
Albin  Henry  O-t 
'"A  RoAtoo-l 
I  C  A-^ 
,    Wm   W  ft  So«- 

Apothaker  Hermu— f 
Armatroni   Lawreaec  ■ 

A^ld   ft  WannemKte 


Ballard  DeWitt  P-1 
BarefoH  Sami  A-c 
Banei   Pan!  H  ft  Sob- 


Cbu  B— I 

Tier*  La  Roe— f 

trapooB  J  M  ft  Son 


Beesler  ft  Co—*  ■ 
Ben^ncr  H-^ 
Benedict  R  R— c 
Bialy  H   I^-l  e 
BlletCer  H-1 
Birdaall  J  T-* 
"-ibyahell  OJ^^lK"* 

Boyte  Jai  J— 1 
Br»dw»y  Wm  L  Inc-I 
Branefa  C  S  V-^ 
BiM  Hairy  A—t 
BreithaDpt  H  A-l  c 
Brisn  John  H  ft  Sao-I 

Bright  A 


Lavin  M  J  ft  San— f  1  c 
0-MaUty  H  P— f  C 
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ARROTT  &  HAWLEY  INSURANCE  AGENCY 

431   WALNUT  STReBT,   PHILADELPHIA 


Itupr^titinS  ^*r  Fir* 
Gcrmu  Americaji  Insurance  Co.,  N.  Y. 
fiocberter  GcTtDBn  Underwriters,  N.  Y. 
Nartheni  Assurance  Co.,  London 

Marin*  and  Tranj^artatJ*n  Itui 

Federal  Insurance  Co.,  N,  J. 

COUeSPONOBNCS  WITH  OUT-OP'TOWN  BROKERS  SOLICITED 


FallMrIng  CampanttJi 

New  York  Undenmters  Agency 
Camden  Fire  Ins.  Ass'n  (Suburban  only) 

■««•,  Amt*m*UI*^,  FTo*it*rm,  *tc. 


PROMPT  ArreNTiON 


Brown  J  Howard  &  Co— 

Brownfaw  Bo< 
BmnJW-l 
irrwt  H  Jol — I 
Bitliler  W^  S^ 
BnclBMn  J  W— I 
Bnrkc  U  L— 1 
Bbmi  P  D— 1 
aUiad  Kail— I 

Cimpben  A  S-^ 
Ctmpion  F  H  ft  Bro— < 
Cinlier  E  J  &  Co— t 

CitToll  W  G— I 
Ciij  L  F— 1 
CuKbiius  W  I^-I 
Chimbcn  R  S— e 
ChtpDun  A  Oliplunt— 1 
Cliipmu  H  O— 1 
a»Dcr  J  Fimnk^f  ■ 
CUrk  Aagtia  M— 1 
Clark  Frasli  U-4 

ciea  J  W— I 

aeadenin  Ju  R— 1 
Ooud  J  G— c 
Cnta  W  ^-1  e 
Colnnui  ft  Wonaetlcf — I 
Cole*  ft  ShnbcTt— I  e 


I  "      " 

d'Onafrio  Hicol*— I 
DoHii  John  W—f  0 
DowDCa  F  A  ft  Co-f 
Doyle  Jo»~( 
Drake  Anhur  K— t 
Dnfly  John  J-c 
"u^an,  Richmond  & 


Elliott  H  G— c 
Ellit  B  F-c 
-       un  W  S-1 

CUILES  T.  EVANS 


Corbin,  Goodrich  ft  Wlcfc 


mBT.M.(»viEia). 

AGENTS 


Hartford 


Calcdo^aa-Amcricas 

423  WALNUT    STREET 


Craig  \ 
Cr^  t 


CiiHendco  ft  Swope-^ 
CroweU  Geo  G  ft  Co-I 
Cnrtia  ft    Brockie— f  c 
Dalla*  ft  Tnidel— c 
Di^et  Herbert— I  e 


DickouDa  H  W-M 


WeKcbeuet.  N.  Y. 
Utrchanu.K.Y. 
WALNUT  STREET 
Emu  DBTid-^ 
Emu  E  L— 1 
Emu  Nelion  F-^ 
Evang  ft  Parel-^ 
Fanah      "   


Federal  Brokense  Co— f 
FenuaoD  C  C— J 

rieia  tt  p,-i 

Pi=h  A   F-c 
Fisher  JiS  A-f 
Rsher  Richard— 1 
Fisher  W  C  Ji— f 
Filierald  Chas  J-f 
inint  A  C— f 
Foran  Jobn  J-E 
Foster  Cbaa  M— I 
Foster  T  C  4  Co— f 
Fox  J  R-1 
Fries  S  F— f  c 
Fuller  C  B-c 
Pulmer    C    H— f 
Fuji  H   F— 1 
Gaffney  J  W-1 
Gannon  C  F— 1 
Garrlfnea  L  D— f  e 
Gibtom  John — t 
Ginthd    Franda   S-e 
Given  Alei  W-l 
Glenn  Tea  H-l 
Glenn  Tamea  H— I 
Gcildbeis  M— c 
Goodrich  ft  Wkkham— f 
Gooditein  S  Z— c 
Goodwin  M  D— ( 
Graham  A  H— I 
Grawe  H  C^-t 
Graj  Andrew — f  c 
Gray  D  B  Co— f 
Green  Fredk  C  L-f  e 
Green  Wm  J— I 


HarbeTlmdi  G  H— 1 
"   'die  Jamea  G — t 


CL.IIilPEI&CI». 

RapraHBtlsi 
-iM:   Aodi.  Fuk;  <U. 
Dnnrlia;  InuiIblU.: 
HaMirU>iMlhU.:RaM, 


i«BA— c 

J»cl(!on  W  H-c 
'    ■      J  C  ft  Co— t 
&  Dietiick— c 
Fred  G— 1 
._,  W  J^l 
Kaplan  M— 1 
Ksti  Marcua  A  Son-f 
Kecly  Oliver  S  ft  Co~f 
Ktighlff  G«ler  A  Co-* 
'cunlrler  Chu  F— 1 
.^m,..y  V  W-^ 
-y'tiune      Underwriter! 


140  South  Fourth  Strent 

Harper  W  R— 1 
Harrit    Montcomerr — f 
Hartman,  Craig  ft  Co — t 
HariiiDa  Barot^f  1  e 
Hanct  STlnater  A-^ 
Haus  A-f 
HailMI  ft  Ma>*-{ 
Heath  Chaa  £— j  c 
HenDeaar  John  J—.) 
Herknesa  B  l^ 
Hertel    Paul  h  Co— f 
Heruey  Geo  B — 1 


X  Saaai 


— 1 


i    Cr-ic 


KniKl 

Kuhn'  Cliaj  F-f 


t  Gan 


A  ft  Co 


Hohnan   Frederick  L— { 
Holmea  T_S-l 
Holmea  Theo— 1 
Hood  Anhor  H— I 

Hooier  John  M — I 
Hoikina  ft  Howell— i  e 
Houghton  ft  Smith— f 


a  R.  HUNT  &  CO. 


>  Walnut    Street 


Latta  H  J— c 
Laughion  W  A  li—i 
Lanri  D  D~l 
Lawior  M  T— I 
Lawaon  W  F-l 
U  Bar  Franlt-I 
Lee  W  W  ft  Son— { 
Leitbead  J  W— 1 
Lenahan  J  A— I 
Lecehen  ft  Brown— 1 
Lenhardt  O  F— I 
Lerch  W  J— c 
Lever  G  F— f 
L«T  Alfred  B— 1 
Lewia  Henry  A— I  c 


Long  W  M-l 
LongH:re  ft  Ewlo^^ 
Loynd  Jai  W-l 
Lyman  H  S — I 
Lynch   F  T— 1 
Lynch  J  H— 1 
Lyndell  J  H— I 
UeCall  ft  Co—t 
MeCne  C   W—f 
McCurdy  Jai  C-f 
MeDevitt  J  T— I 
Haclntyre  Geo  W-l 
UcLorie  Jaa— 1 
Madaia  f  C— 1 
Madeira  Louis  C  ft  Son 

Maglnnia  John  C— I 
Mahl  G  A— « 
Mallam  Gay  H-e 
Malloy  W  C— f 
ManlffTC  H   C— I 
Uarion  Horria— I 
Miraton  ft  Smaller— I 
Malhei  ft  Co-f 
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WAGNER  &  TAYLOR  CO 

422  WALNUT  ST.,  PHILADELPHIA 


AGRICULTURAL  INS.  CO 
AMBRICAN  CBNTRAL  INS.  CO. 
DETROIT  F.  &  M.  INS.  CO. 
BQUITABLB  P.  &  M.  INS.  CO 
FIDELITY  UNDERWRITERS 


REPRESENTING 

ST.  PAUL  P.  &  M.  INS.  CO. 
DELAWARE  UNDERWRITERS 
UNITED  FIREMEN'S  INS.  CO. 
SCOTTISH  UNION  &  NATIONAL  INS. 
PROVIDENCE  UNDERWRITERS 


CO. 


SUBURBAN  TERRITORY 

AGRICULTURAL  INS.  CO.  EQmTABLE  P.  &  M.  INS.  CO. 

AMERICAN  CENTRAL  INS.  CO.  NORTHERN  ASSURANCE  CO. 

DETROIT  P.  &  M.  INS.  CO.  PROVIDENCE  UNDERWRITERS 

AUTOMOBILE  DEPARTMENT 

ST.  PAUL  P.  &  M.  INS.  CO. 

SPECIAL  ATTENTION  GIVEN  TO  OUT  OP  TOWN  ACCOUNTS 


HUTCHINSON,  RIVINUS  &  CO. 

42ff  Walnat  8t,»  Philadelphia^  108  So.  LaSalle  St.*  Chicago,  3  So.  WllUam  St.»  New  York 

ALL  KINDS  OF  INSURANCE 

GENEBAL  AGENTS:    For  the  United  States  Casualty  Company  of  New  York 


COmMEBCUX  UNION 
OEBMAN  AIXIANCE 


NATIONAIi  UNION 

UNITED  STATES  UNDBBWBITERS 

CITIZENS 

MARINE 


BOTAIi  EXCHANGE  ASSURANCE 

(ladudbg  Automobile  InnmBoe) 


BIABINE  OF  LONDON 

WESTEBN  ASSUBANCE  CO.  OF  CANADA 

UNION  INSURANCE  CO.  OF  BANGOR,  ME. 


Special  Fadlidet  in  New  York  Office  for  Plaans  Smplut  Urnie*  (or  Broken  on 

UnitedStalet 


InioilghDfll  hm 


CLARENCE  A.  KROUSE  &  COMPANY 

Local  and  General  Insurance  A.^nt^ 
n%B  'WAi^Ntnr  struct 


Arizona 
Ben  Franklin 

Arizona 
Ben  Franklin 
Arlington,  D.  C. 
Piremens*  N.  J. 
First  National 
Franklin 


HADDONFIELD  AND  STONE  HARBOR,  N.  J. 
RepreMoting  the  fonowioK  ComiMuiiet  for  Philadelphia: 

For  Eattem  Pennaylvanla— Soothcm  New  JerMy: 


Arlington 
First  Natiood 

Gfianlte  State 
Peoples  NatioBal 
St.  Paul  Fire  &  Marine 
Teutonia,  Pa. 
Concordia 
Columbian  National 


Aatomobile  Agents  for  the  St  Paul  Fire  and  Marine  Insoranoe  Co. 


N.  Nkwun  Stokes.  Jm. 
GaoBGS  R.  Packakd 


RlCBAKD  MaOGBTON 

Gbokob  Valxntzmb 


STOKES,  PACKARD,  HAUGHTON  &  SMITH 

Cveneral  Insurance  Agency 


432-434-486  Walnut  Street 


FIRE  INSURANCE 

Philadelphia  and  Ea*t«rn  Pennsylvania 
Orient,  State  Anurance,  London  Assurance.  Camden  Fire 
Insurance  Association. 

Suburban 
National  of  Hartford.  North  British  Se  Mercantile,  Royal. 

8 Been.  Providence- Washington.  State  of  Pennsyivania 
atlonal  Union.   Fire  Association.   Fireman's  Fund, 
Springfield,   Glens  Falls,  Philadelphia  Underwriters. 

New  Jersey 
Orient,  London  Assurance.  American  of  New  Jersey,  Royal 
Providence- Washington.  State  of  Pennsylvania,  Cam- 
den, Hand-In-Hand,  Fireman's  Fund.  North  British 
ft  Mercantile,  Springfield,  Fire  Association.  Phila- 
delphia Underwriters. 


Philadelphia,  Pa. 

Representing 

CASUALTY     AND     COMPENSATION     INSURANCE 
London  Guarantee  &  Acddent  Company. 


AUTOMOBILE,  FIRE  AND  LIABILITY  INSURANCE 

Orient  of  Hartford,  Sea  Insurance  Company  of  Liverpool. 
London  Guarantee  &  Acddent  Company. 

BONDING 

Royal  Indemnity  Company. 

MARINE 

Standard  Marine  Insurance  Company  of  Liverpool  Set 
Insurance   Company   of   Liverpool. 
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PLATT.  YUNGMAN  &  COMPANY 

GENERAL  INSURANCE 

400  WALNUT  STREET  PHILADELPHIA,  PA. 

R£PRCSCNT  THE  FOLLOWING  COMPANIES 

SUN.  Eocland  ALLIANCE.  Pa.  RHODS  ISLAND.  R.  I. 

HOME.  N.  Y.  YORKSHIRE  OP  ENO.  MASSACHUSETTS  P.  &  M..  Boston 

SPRINOPIBLD.  Mass  LONDON  &  LANCASHIRE  LIFE  &  GEN.  ASSU'CE   ASS'N,   LTD. 
vmraiAvr<i  wiTMn  r«i  FIDELITY  &  DEPOSIT  COMPANY  OP  BALTIMORE. 

JflKSMANS  FUND,  Cal.  ^p^  Burglary  and  Theft) 

PHaA.  UNDERWRITERS,  Pa.  ^Iso  General  Agents  for  the  United  States  and  Canada  for 

PHOENIX.  Conn.  INSURANCE  COMPANY  OF  NORTH  AMERICA.  Automobile  Dept. 

PETERSBURG.  Va.  And  ALLIANCE  OP  PHILADELPHIA 


GEO.  E.  WAGNER « CO 


411  Walnut  St. 


Phoenix  of  London 
Sun  of  London 
Mutual  of  Germantown 
Old  Colony  of  Boston 


PHILADELPHIA 


Enofl  P.  Mathews,  Pres.  and  Treas.  John  C.  Moelier,  Vlce»Pres.         John  H.  States,  Jr.,  Sec 

STONE,  MATHEWS  &  CO. 

INSURANCE 

333  WALNUT  STREET  PHILADELPHIA,  PA. 

COMPANIES  BEPSESENTED 

Aachen  A  Munich  Fire  Insoranee  Co.,  of  Germany 

Assnranee  Compuiy  of  America.  New  Tork»  N.  T, 

Capital  Fire  Insnraoce  Co.»  of  Concord,  N.  H. 
Cltisens  Insurance  Co.*  of  Bllssoiiri 

Philadelphia  Underwriters,  Philadelphia,  Pa. 

Prussian  National  Insurance  Co.,  of  Germany 

Security  Insurance  Co.,  of  New  Haven,  Conn. 
Careful  Attention  Underwriters  Fire  Insurance  Co.,  of  Concord,  N.  H. 

Promptness 

J.    PARSONS   SMITH,  JR. 

MAIVA.aBR 

DELAWARE  UNDERWRITERS,  for  United  States  and  Canada 

Ag9n^  for 

NEWARK  FIRE  INSURANCE  CO.,  Newark,  N.  J. 
LAW  UNION  &  ROCK  INS.  CO.,  of  London,  Eng. 
CLEVELAND  NATIONAL  INS.  CO.,  Cleveland,  Ohio 

3rd  and  Walnut  Street*,  Rhlladelphla,  F>a. 


PA.— PhUa.,  Con. 

Horace  B.  Neiiiii|er 


MeUor  &  Allen— 1 
UifFIin  W  F— c 
UJUer  Arthur  Jr— I 
MiHer,  Cnwford  C»- 
Hillet  D  T— f  c 
Uilkt  W  P  Ir— I 
Uoodr  Jimc* — 1 
Udo»  J  Tho*— I 


Mom  F  G— 1 
Uoiier  E  O— 1 
Uoie*  WilUr-l 
M0W17  F  G— I 

Muoroe  W  d— f 
Murphy  Arthur  O—t  1 
Mmchamp  H   F  4  Co— c 
MullM   H   I— c 
Muuer  Willit— 1 
Ncvfeldt  Ju  R— 1 
Nolan  O   F  &   Co— f 
Oil-ford  E  D— I 
Obtrholl«r  J  W— I 
Odiorne  W  J— c 
OEipbant  M  G— 1 
O' Lough  I  in    D    E— 1 
O-Ndfl  W  C  a  Sons-tc 
Parfl  Louij  F— 1 
Parker  W  R— c 

pMTOtt    S    J-C 

Paul  &  Haieldinc— c 


1  Frank  K— 1 

■    R  J-L 


Pedrit 

Perry   J«s  "ll-. 

Pierc=  Fred  G— 1 

Pierce  Hai 

PilliDsi  Tho*  L 

Pint  Jai  R-c 

Piatt.  Yangman  &  Co— 

Flummer  &  H  &  Son-^ 
Pool  S  H-c 
Pott*  &  ThomiOD— { 
Preroit  &  Herring— f 
Pritchird  E  J— I 
Purdy  Geo  F— e 
Purdjr  FB— 1 

8umn  John  B— 1 
appaport  S  I^-l 
Rauck  Paul  S— 1 
Bead  H  Kendal^l 
Reeie  Hn  M  P-1 
Reere  A  H—c 
fiMTea  H  L— I 
SeeTC*  Horace  A  &  Sou 

Inc-IIc 
Bepiter  I  Liyton  A 

Rice  W  U— 1 
Richmaa  W  B— e 
Richmond  J  G  ft   Co— c 


Ridge  &  McNeill 

INSURANCK 


Rinudiere  Guy  de  1>— I 
Roberta  Lloyd  M-^ 
Soblfint  Cbu  F— 4 
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Schleiinser  Abe— f 
Schlo*  Leon- 1 
Schnell  I  W— I 
Schulu  E  K—f 
Scott  Thoa  M— I 


Wcaloo  H  T~~i 
Wetheibe*  Fred  T— I 

Whann  J  G-I 


SnuUey  W  A-1 
Smith  Hailnine — f  I  e 
Smith  J  Panon*  Jr — I 
Smith  llinor  C— c 


Sunafidd  Chat-I 

Stanton  E  J— 1 
SuplejJ  C— 1  c 
Supp  E  I^-l 
Stayen  H  R-^ 
Stewart  R  P-c 
Stokei,  Packard.  Hau^- 

ton  A  Smith— f  c 
Stone,  Uaihewt  A  Co— f 
Siooe  Theo  H— c 
Story  Samuel  &  Sc 
Studenmund  Morri 
SturteTMt  F  C— f 
Sundmtrk  G  T  E— 1 
Sutton  i  Darbyahire— 
Swan  W  F  »  Co— f 
Sweeny    Dennii   J— f 
Taber  Wm   Brewiter- 
Tatman  Robt— 1 
Tohin  L  H  A  Son— t 
Toraea  B  A — 1 


*  F— f 


Toulon  ] 


Chai  &  Co— f 


Trudel  F  E— c 
Tucker  Fred- [ 
Tucker  Samuel  H— f 
TuiHa  G  P-( 
Tyler  Thoa  Z— e 
Umatead  &  Hichtnan— f< 
Underwood  H  D— I 
Underwriter!  Co  of  Pa-- 

1 
Van  Horn  C  Ferdinand 

— f 
Wamer  A  Taylor  Co— f  < 
Wainer  Geo  £  &  Co— t 
Waldron  A  U-f  c 


WalHi  A  D-1 


Walrii  r  A 
Walih  Joi 
W.lBh  J  E 


Walih'i  D  J  Son»-l  c 
Waller  A  E— I 
Ward  Donald  B-1  e 
Way  Lawrence  E— c 
Wcatherbee  F  T— 1  c 
Weaver  Geo  D-c 
Weidemaon  0  H— I 
Weil  Jacol>-l 
WeiciBcr  Hana— f 
Weat  Edgar  B  Jr— ] 
Weit  Edgar  C-l 


Wrigley   Oarence— f 
Yarnsll  Cbai  H  S  Son- 


^bener  C  T— f  1  e 
HiwUni  J  E— f  I  c 
Ltchtenthaler   Griffith    1 

f  1  c 
Pearce  Aloc-I  c 
Scott  k  Shnlta— (  0 
Slee  Wm— f  1 
Ziegler  Geo  Vt—e 

FHCENIXVILLE 
Bader  F  E-f 
Banden  A  Anderaon — 

f  1   c 
Brown  F  Strode— (  c 


Atfabrook  A  G-A 
AuH  &  Martin— f 
Avey  A  Iriah-f 
Ball  Ed«-c 
Baker  Jn  A-l 
Balderaon  Bobt  A-l 
BaBiet  Chai  W-l 
BarcU*  Wm  W-l 
Batu  B  C-4  c 
Beach  S  J— c 
Bebont  T  N-4 
Beegle  H  S-1 
Bell  D  B-f  1  c 
fieofwianr  A  Hut-f 
Bersold  T  D— c 
Bincrt  Taa  C— I 
BiSop  A  5-i 
Btciehuer  Geo  J-i 
Booth  B  P— c 


THE  HOME 

INSURAN(£  COMPANY 

NEW  YORK 

JO$EPB   S.  UfWI 

k  SON.  Mm. 
llirnxvcPIIMwAlr 

Bnut  C  K-l 
Budunan   T   P— 1 
Burnett  L  A  C^^-^e 
Bnrtt  Witliam  C  Co-f 
CampbeU  Jaa  H-l 
Chedro  J  W-^ 


d  !■■• 

C.  p.  CAMPBELL 

Ihsuiunci    Aqincv 
•a?  Pvurth  Awana* 


Clnner    H    M— f    1  c 
Cobom   John— 1 
Davii    Benjamin— 1 
;ilkyaon  A    Lippert— t 
Gotwali  Amoa— f  c 
Harlman  J  C— 1 
Howell  C  H-f  I 
Kinf  P  W-f  I  c 
Hoaea  S— -I 
Obcrholtier  Geo  R— ( 

PITCAIRN 
Keck  Martin  I^t  c 
Keefer  C  V— f  c 


PITTSBURG 
Adam.  H  J-I 
Alexander  G  M  &  Son 


Anahuti  Lew  A— 1 
Arnold  J  B-1 
Amatroog  Thoa  E — c 
Aron.oaMorri.-f 
Arrotl  J  W  Co  ttd-<  < 


City  loa  t,o— f 
Clark  L  A  &  Co-t 
Clark  W  I,  Co— I 
Clarke  R  S—l 
Qarke  T  M— I 
Clifton  P  D— c 
Collingwood    &  Son— fc 
Coltoo  H  V— 1 
Coniell  E  R— 1 
Cotton  ft  Unmy— c 
Dalbey  Tat  M— I 
Dalidl  I_A— c 
DanoerT  J  Tr-I 
Darragh  A  C— < 
Daviea  ft  Motberal-t 
Davit  ft  Green— f 
Dayia  I  K-f  I 
Dean  Geo  W— < 
Deely  D  R-t 
Deer  A  t~| 
DeWoU  GeD-4 
DoUnun  J  C— 1 


Edwaroa  P  I   Co~f 
Elk  J  R-l 

Bngliih  ft  Fur«y— 1    - 
Eyier  ft  Henrr— (  c 
Fetter  I  H-f 
Flaher  Henry  S—t 
Fleiihman  S  I>-(  I  c 
Flanegin  Wm  W  ft  Co 
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W.    L.    CLARK  COMPANY 

INSURANCE 

307    FOURTH    AVENUE 

PITTSBURGH.  PA. 

SPKCIAL  PACILITICS  FOR  TAKING  CARK  Of  OUT.OP>TOWN  ACCOUNTS 

CORRCSPONDKNCC  SOLICITCD 

EDWARDS,  GEORGE  &  CO. 

307  FOURTH  AVE.         INSURANCE       PITTSBUROH,  PA. 


SPECIAL  ATTENTION  GIVEN  TO  OU.T  OP  TOWN  ACCOUNTS 


^tna  Insurance  Co.  of  Hartford 
Firemen's  Insurance  Co.  of  Newark 
Royal  Exchange  of  London 
National  Fire  Insurance  Co.  of  Hartford 


Liverpool  &  London  &  Globe  Ins.  Co.  of  Eng. 
New  York  Underwriters'  Agency,  New  York 
Scottish  Union  &  National  of  Edinburgh 
Globe  Indemnity  Company,  New  York 


WH.  W.  FLANEGIN 
ft  COMPANY 

Insurance  Agent 
and  Broken 

Ftfmefi  Bank  Bisllding 
Pittsboffeh,  Pa* 

FrinCt  A  H— 1 
Gibion  J  A— f 
Gibion  J  T— 1 
Gilchrist  Harry  C— f  c 
GoMsbnnr  R  S— 
Gosaer  £—1 
Greer  H  H— 1 
Grimm  &  Treibcr— f  c 
Haas  H  P  Agcy-f  1 
Hammer  G  W  &  Son— f 
Harden  H  J— c 


Hamies   &   Salesbury— 

fl    c 
Hayes  &  Booth— c 
Hayes  &  Brooks— I 
Hays  A  Co— < 
Hazelwood  Realty  Co— f 
Hemingway  L  D— 1 
Henderson  Bros— f 
Hoffman  Alvan  A— I 
Hoover  &  Hurst— f 
Horberger  H  O— f  c 
Homer  &  Ladley— f  c 
Homer  J  H— c 
Homer  &  Daubenspech 

— f  c 
Iseman  V  P— 1 
Jacobs  I  W— {  c 
Tones  W  L  Agency— f 
Kann  A— 1 
Kann  li-A 
Keene  H  A — 1 
Keiier  Thomas  D— f 
Keck  C  G— 1 


Kerr  Robt  M-1 
Kiefer  Fred  W-f 
Kirschler  S— f 
Klein  A-f  1  c 
Kohler  Harry  J— f 
Kohnejohn  C  &  Co— f  c 
Lang  £dw  G— f 
Laninger  F  S— f 
Lee  J  M-1 

Liggett  D  S  &  Co— f  c 
Lippert  S  Edw— f 
Logue  Bros  &  Co  Inc— f 
Lyne  &  Adams— 1 
Lysle  S  B— I 
McCandless  W  G  &  Son 

— f 
McFeely  G  A— 1 
McFeeley  John  L— 1 
McWmUms  D-f 
Mahan  &  McCutcheon— f 
Millar  W  N  &  Son-f 
Miller 
Miller 


JD-1 
7  R-f 


Morgim  S  V— c 
Moiris  Walter  Sons— f 
Move  E  A— c 
Mttlert  Justus— f 
Munro  E  R— c 
Murray  Chas — c 
Murry  W  C— 1 
Norrw  J  T  &  Co-f 
Oehmler  R  Ji^l 
O'Neill  £dw-l 
Oppenheim  G  H-^ 
Osteraier,   Sielers  & 

Schneider— f 
Otto  W  V— c 
Page  Oiiver  O— f 
Patterson  A  L— c 
Pearce  Austin— 1 
Phillips  J  H  B— f  c 
Pierson  Frank  C— 1 
Pomerov  T  W— 1 
Powell  W  J-1 
Putnam  E  R— 1 
Raiter-McAfee  Co  Inc— £ 


LOGUE  BROS. 
&  CO.,  Inc. 

Fire,  Aatomobile,  Tor- 
nado,  Barglary  and 
Liability  Ininrance. 

Pittsburgfa,Pa. 
General  Agents 


Royal  Insurance   Company 
Liverpool,  Bng. 

Fireman's  Fund  Insurance  Company 
San  Francisco,  Cal. 

Union  Assurance  Society 
London,  Eng. 

Virginia  F.  &  M.  Insurance  Company 
Richmond,  Va. 

Ohio  Farmers  Insurance  Company 
LeRoy,  Ohio 

Millers  National  Insurance  Company 

Chicago,  111. 

Michigan  Com'l  Insurance  Company 
Lansing,  Mich. 

Mass.  Bonding  &  Insurance  Company 
Boston,  Mass. 
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PA.— Pittston,  Con. 

Rankin  Realty  Co— f 
Regan  L  J— 1 
Reed  &  Reed— 1  c 
Reed  jjIts  F  A— 1 
Reid  Wallace  M  &  Co-c 
Reich  L  A— f 
Reno  &  Johns— f 
Ries  E  W  Tr— 1 
Riviere  N  S — c 
Rivolta  J  L— c 
Roberts  E  G  &  Co— c 
Robinson  M  S — c 
Rooinson  W  W— 1 
Rogens  &  Cloonan — ^f 
Russell  John  R— 1 
Ryall  J  M— 1 
Sage  Frank  L— 1 
St.  Clair  L  K-1 
Sankey  Wm  &  Son— f 
Sawyer  H  T— 1 
Saxton-McClure  Co — ^f 
Schuchman  Wm  K — ^f 
Scott  W  L  Co— f 
Scovel  C  W— 1 
Seright  &  Kelly— f  c 

HENRY  SHOOK  A  SON 

Reontentlno 
Northwestern  National 
Milwaukee  Mechanics 
German  Underwriters 
Dubuque  Fire  &  Marine 
German  of  Peoria 
National  Ben  Franklin 

Fanners  Bank  RuHdtno 
Pltttboroi  Pa> 

Shriver  V  L  P— c 
Smith  &  Schuette— f 
Smith  Percy  R— f 
Snyder  M  L-1 
Sorg,  Henning  Walter 

Co— f 
Stimmel  W  S— 1 
Stoughton  H  D— c 
Tcner  W  J-f 
Thomson  &  Sproull— f 
Toie  E  C— f 
Treat  &  Sivcrd— 1 
Unverragt  W  I— f 
Wallace  J  L— c 
Watkins  C  V  &  Co-f 
Weld  De  Forest— 1 
Wells  G  C— 1 
Wessel  Arthur — f 
Westerfield  Chas  I— 1 
Wharton  C  Ji^-c 
Wilson  J   A— 1 
Willson  R  K-f 
Wilson  W  W-1 
Woods  Agencv  Inc — 1 
Woods  Edward  A— 1 
Woods  Tv  C— 1 
Wood  W  M— 1  c 
Wooldridge  Norman  S — ^1 
Wright  T  A— c 
Young  Frank  N— f 
Young  Bros — ^f 
7ahn  Wm  A-f  1  c 
ZeuGTSchmidt  Chas  &  Son 

-f  c 


PITTSTON 

Baldwin  E  B — c 
Barber  A  J  &  Co— f  c 
Barr  fit  Barr— f 
Benfield  Geo — ) 
Blackman  Jno  H — 1 
Braun  Geo— f 
Brown  A  V — 1 
Brvden  T  R— f  1  c 
Burke  Oliver  &  Son — f  c 
Burke  T  F — c 
Cojme  Jos— 1 
CraiR  T   T— 1 
Cnise  fit  Burrows — f 


Dorr  Chas  H— c 
Egem  Geo— 1 
English  Tho»— f 
Flannery  T   T— f  c 
Foster  &  Schwartzkope — 

f  1  c 
Foster  W  I^-l 
Gabello  Nicols— £ 
Gilroy  W  F— f 
Griffith  H— 1 
Gross  Jos — ^I 

Hileman    Jos    &    Sons- 
Hughes  J  C-1 
Hughes  R— f 
Jenkins  T   W— f 
Kane  W  J— 1 
Kelley  J  J— f  1 
Law  J  B— -1 
Mahon   H  J— c 
Mosier  &  Stark— f  c 
O'Brien  Alice— 1 
Perrin  M  L — f  c 
Reap  Jo8  B — f  c 
Shannon  Frank — f 
Shiffer  W  A  4  F  E— f  c 
Smith  Chaa  B— f 
Streiner  A  K — c 
Walsh  P  J— 1 

PLAINS 

Bath  Jno   T— f 
Conniff  T  M — £  c 
Kelly  M  F— f 
Scott   Bros— f 

PLYMOUTH 

Curran  Geo  J — f  c 

Dooley  Jno— 1 

Gwilliam  Geo  &  Sons— f 

c 
Hooper  J    R — f 
Honeywell  C  W— f  c 
Lawrence  G  H— 1 
Maher    John    T— f 
Roberts  Frank  Lr-I 
Scott  Harry  A— £  1  c 
Spry  W   W— f   c 
Wren  Christopher — f  c 


POTTSTOWN 

Bahr  Jacob  S  &  Son— f 

1  c 
Bair   C  C— f 
Baker  J  B-1 
Bemhart  AT — £  c 
Christman  Jas  E — i  1 
Diemer  Geo— f  1  c 
Schultz  A  H— £ 
Wells  L  J— £ 

POTTSVILLE 

Althouse  D  S — £  c 
Bartlett  j;  P  H-£ 
Burd  G  T— f  c 
Conrad  John  W— f 
Cummings    Mrs     Minnie 

— f  c 
Duffy  Daniel— I 
Frank  L  L— £ 
Gellert  &  Gellert— f 
Higgins  Jno— £ 
Tones  R  L— £  1 
Lord  Theo  M— £ 
Quinlan  Wm  E— 1 
Reed  Clinton  B— £ 
Rich  Norman  E^l  £ 
Schertle  H  C— £ 
Sheafer  &  Lowrey— £  1  c 
Sillyraan  C  B— £  1  c 
Skeen  C  E— 1 
Stichter  H  P— £ 
Wade  C  A-1 
Weston  H  W— £  c 
Wilson  W  C-1  c 
Youngfleish  John— 1 

PUNXSUTAWNEY 

Brown  Bros— £  1  c 
Davis  Goheen— £ 
Fink  &  Mitchell-f  1 


Beard  Harry — f  c 
Bigony  W  F— 1 
Bini 


Kurts*&  Hastings— f  I  c 
McGaw  L  C— c 
Stevenson  Geo  W— £ 
Stumph  £  C— 1  c 
Thomas  John  L^— £ 
Williams  A  B—  £  1 
Zeitler  Jaeob  &  Co— f  I  c 

QUAKERTOWN 

Fitzgerald  H  J— 1 
Freed  Wm  C— f 
Funk  John  A — f 
Foultz  &  Anders — £ 
Haas   A  E— 1 
Hartman  Frank  H— 1 
Jordan  J  M — £ 
Kinsey  Geo  C— f 
Kittelman  A  H— £ 
Richland  Real  EsUte  Co 

— £ 
Smith   Chas  R— f  1  c 
Taylor  Frank— I 

RANKIN 

Carr  Chas  J — £ 
Donnellan 'J  S— £ 
Jaquay  G  H— £ 

READING 

American  Casualty  Co— c 
Ancona  Daniel  F---£  c 

man  George  W  & 

Co-£  1  c 
Brossman  H  F— f  c 
Bush  W  H  K— £  c 
Capallo  John  G— f 
Cohen  L— c 
Cohen  A  A— 1 
Coyle  La  Verne  J— 1 
Darlington  E  L— £  c 
Essick  &  Barr — 1  c 
FencU  C  V— 1 
Fetter  W  W— £ 
Fisher  Samuel  F— f 
Frankhauser  L  W— £ 
Hake  J  D— 1 
Helms  S  M  &  R  R— 1 
Hill  Ralph  G— I 
HiU  Jenidn— 1 
Hintz  H  B— £ 
Tost  J  W— £  c 
Kau£man  J — 1 
Kemmerer  &  Zechman— £ 
Knapp  E  M— £ 
Leinbach  W  M— £ 
Luppold  &  Whitman — £ 
McCormick  J  L— 1 
McDermott   &   McGowan 

— £  c 
Mengel  &  Mengel— £  1  c 
Mohn  Jas  F— 1 
Nolan    Real    Estate   and 

Ins  Agcy— £  1  c 
O'Connor  G  H— 1 
Potteiger  Samuel  N— i 
Purtell  D  E  &  Son— 1 
Rhoads  A  K-£ 
Roland  Fred— f 
Stahlnecker  J  I^-l 
Stephen  Fred— £ 
Strauss  &  Co— £ 
Towson  H  F — 1 
Umbenhauer   &  Wanner 

-£ 
Wieand  Chas  H— f 

RENOVO 

Bamer  Clyde  F— f  1  c 
Kendig  Jos  R— f  1  c 
Reilly  Jos  F— £  c 

REYNOLDSVILLE 

Alexander  F  P— 1 
Koehler  PhiUp-1  £ 
Love  P  B— £  I  c 
McDonald  G  M— £  c 
Murray  Frank— f  1  c 
Neff  E-£ 


RIDGWAY 

Arvidflon  A  O— 1  c 
Baird  £  H— c 
Blose  L  G— f  c 
Elliott  &  Kime-£ 
Geary  Chas  F— I  1  c 
Lesser  L  J  A— £  1  c 
Olson  &  Lanon — £  1  c 
Shanbacher  Frank  W-1 

ROCHESTER 

Arrott  J   W— « 
Brown  H  W— 1 
Coleman  &  Feyler— £  I  c 
Cross  S  J — i 
Grandy  Jos  H— I  1 
Huth  Peter  J — f     . 
Lockhart  F  T— £ 
Marauart  Fred — f 
Moulds  &  Don  Caster- 

fe 
Noss  C  C— £ 

ROYERSFORD 

Anderson  H  E— £  1  c 
Finkliner  Ulysaes  S  G- 

£1  c 
Hiestand  H  I— f 

ST.  MARYS 

Chcatle  Wm— £  1  c 
Determan  Herman — £  I  c 
Geeck  Andrew — £ 
Gion  F  J— £ 
Graybeill  J    H— 1 
Hauber  Geo — ^1 
Hauber  Ins  Agency— f 
Robertson  John — I 

SAYRE 

Bogart   Harry    M— £  1  c 
Dnggs  C  M— £  1  c 
Fulford   W    R— f  c 
Lacey  Wm  N — ^f  c 
Mersereau  H  H — £  1  c 
Saltzer  Harry  J — £ 
Taylor  F  J— £  1  c 
West  C  C— £ 
Williams  C  R— f  1  c 
Winlack  Stanley^£ 

SCHUYLKILL 

Cummings  S  C — f 
Filbert  B  A— £  1  c 
Kislin  C  E— £ 
Koenig  W  H— 1 
Moyer  C  A — £ 
Pflueger  Mrs  M  F— £ 
Rudy    Carl   S— 1   c 
Wagner  Henry — ^1 

SCOTTDALE 

Boyd  B  C— 1 

Byrne  Real  EsUte  Co— 

f  Ic 
DeWitt  E  F— £  1  c 
Diskin  T   J— £  c 
Engle  H  D— 1 
Gordon  Geo  W— 1 
Jarret  Geo  C — I 
KeUy  &  Cook— f  1  c 
Laughrey  John — £ 
Sherrick  WUl— £ 
Sislev  J  D— 1 
Strtckler  J  T-^ 
Weimer  O  D— £  Ic   _ 
Wiley  ft  Sons  J  W— f  Ic 
Wirnns  L  B— 1 
Wray  Frank  C— £  1  c 

SCRANTON 

Acker  Chaa  A— f 
Allen  G  W  B— £  1 
Axford  Ernest  B-1 
Bailer  Geo  A— 1    ^    , 
Beardaley  Bertha  E— I 
BcU  Jo»— f 
Biahop  ft  Watter-£^ , 
Boland  C  G  Co  Inc— £  1  c 
Bond  Richard  S— 1 
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Booth  Walter  H-— 1  c 
Bradabaw  Herbert— 1 
Broadbent  Mrs  A  W— c 
Brown  Clias  E— I 
Brown  Gus  N— f  1  c 
Bock  Walter  S-1 
BurweU  J  S— f 
BnshneU  H  H-f 
Buxton  S  S— 1 
ampbeU  D  J  &  Co-f 
Casndy  Joa  M— 1 
Clay  A  B— 1  e 
Cohen  Harry  A — I 
Cohen  H  A— f  c 
Conrad  A  &  Son— f  I  c 
Cramer  H  S— f 
Dohcrty  Jaa  T— 1 
Dunleavy  Marraret  A — ^I 
Dusenbtinr  J  W — ^1  c 
Emory  May  A — ^1 
Emrich  F  W-f  1  c 
Evans  &  Thomas— I 
Pagan  J  E— 1  c 
Fmkelatein  Max  J— 1 
Fitzsimmons   John — f 
Forster  &  £van»— f 
Foster  H  C— f  c 
FoUer  Charles  k  Co—f  c 
Gallagher  fohn  T— 1 
Center  C  H  &  Co—f 
Gibbons  &  Keegan — f 
Greenberg  Mycr — 1 
HacJcett  W  T— f  c 
HartzeU  F  V— f 
Hayes  Jas  J — f 
Heeley    Eugene — ^f    c 
HeffeIflnger_Tacob — ^1 
Hitchcodc  FLik.  Son— 

fc 
Holmea  Andrew   B — i 
Huber  &  Partridge— f  c 
Tohns  WiUard  T— 1 
ones  Roderick — ^f 


i 


udge  James   F — £ 

"elTer  H  S  Ins  Agcy— f 
KiescI  Wm  F   &    Son— f 
Langan  M  G  &  Son — f 
Lennon  John  A— f  1  fl 
Lewis  W  T  &  Co—f 
Loomis  W  G— £ 
Luce  R  W  &  Co— £  c 
McCarthy  J  J— c 
McCormfck  J   F— £ 
McGuire  T  J--f   1 
Moore  &  Foster — ^f  c 
Moore-Foster-Burwell  Co 

-f 
Morgan  W  P   &   Son— f 
Morris  E  R— f 
O'MaUey  Edw  J— 1 
O'Malley  M  J  &  Co-f 
O'MaUey  Owen  F-f 
O'Malley  M  P— f 
Osborne  E  W— 1  c 
Owens  Saml  J — ^1 
Paine  H  E  &  Son— f 
Philliw  W  W  &  Co—f 
Powell  A  V— f 
Powell  D  C— f 
Reese  Thos— f 
Reynolds  G  F— f 
Roblbg  Kircbof    &   De. 

math— f 
Sangeant  Frank  E — 1 
Scarborough  C  B — 1 
Schadt  John  A  &  Co—f 
Sie^el  H  M— £ 
S<imer  Chas  E — 1 
Teeter  W  R— c 
Walter  A  A— 1     ' 
Wayland  &  Bradbury— f  c 
Welsh  W  J— 1  c 
Wcybum  S  Fletcher— c 
Williams  Gordon  L — ^1 
Williama  Porter  G— 1 
Williams  W  C— f 
Williamson  J  L-1 
Yoder  P  D— 1 

SEUN'S  GROVE 

Houseworth   Benj   H— I 
Schoch  Ira  C — i  c 


Schoch  Marion  S — f  c 
Schroycr  R  L — ^f  c 
Ulrich  Chas  P— f  c 
Witmer  Geo  D — ^l 
Woodruff  J  I— 1 

SEWICKLEY 

Agnew  Miss  Maude — ^1 
Boobyer  R  B — f 
Brown  R  R— f 
Duncan  W  C— f 
Van  Pelt  R  S— c 
White  F  K— 1 

SHAMOKIN 

Beaver  Edward  B— f 

Bower  R  D— £ 

Click  R  J— £ 

Gould  &  Kreamer— f  c 

Graeber     Clarence     M— 

£  1  c 
Graeber  Frank  H— I  1  e 
Graeber  Real  Estate  Afcy 

— f  1  c 
John  Geo  W— £  1  c 
Kearney  J  J— f 
Kramlich  M  B— £  1  c 
Lloyd  Albert— f 
McCormick  J  P— f 
McWillums    Warren    W 

Marshall  George  W— £  c 
May  &  May— f  C 
Oram  Jno— £  1 
Raker    Edward — f 
Schwartz  Wm  H— i 
Shoop  &  Shoop— f 
Shoop  Geo  O— £ 
Startzel  Don— f 
Timmes  John  W— f 
Unger  &  Snyder— £  c 
Wagenseller  S  C— c  1 
Weaver   Edith  K— f 
Witt  Frank  S-£ 

SHARON 

Adams  Mary — ^f 
Allen  Geo  H— 1  c 
Ashe  Carl— 1 
Ashton  C  A— £  1  c 
Beil   &  Harris— f 
Bierstem  P  W— f 
Buchholz  Ed— f  1  c 
Cohen  H  M— f  1  c 
Davis  Thos  E — ^1 
Esgar  Fred — ^1 
Godfrey  M— f  1  c 
Gorham  T— f 
Hansen   A — ^l 
Kahl  M-£ 
Keiscr  F— 1 
Kennedy  W  J— £ 
Leslie  J  S— £  1  c 
McCormick  W   D— 1 
Mailland  Wm— £  1  c 
Roberts  F  C— 1 
Roberts  R  W— 1  c 
Rushmore  M  L — f 
Shilling    Chauncey     N— 

f  c 
Thomas  &  Co — f 
Wesling  A  F— 1 

SHARPSBURG 

Coyle  R  M— £  1  c 
Crea  Thos— £ 
Kraus  E  A— £ 
Lowry  Jaa — f  c 


McGivern  T  J— f 
Myers  W  C— £ 
Schrandt  Wm  C— £ 
Seidel  L  O— f  c 

SHARPSVILLE 

Agnew  Chas   £— f  c 
Allen  &  Davis— f  1 
Hum  J  R  — £  1 
Robinson  S  A— £  I  c 
Turner  E  A— £  1 


SHENANDOAH 
Bierstein  P  W— f  1  c 
Bradigan  Harrys— f 
Broderick  Thos— 1 
Bums  Burt — f 
Garden  J  J— £ 
Curtin  John  W — £ 
Davis  J  B— f  1  e 
Gregory  W  G— £ 
Hughes  Lewis— 1 
Insurance  &  Investment 

Agency  R  U— £  c 
Krick  Geo— 1  £ 
Lawlor  J  J— 1 
Lewis  W  W-1 
McCabe  Joseph  P — ^l 
McGowan  Jonn — ^1 
McNeUs  Ed— 1 
Mellet  &  Keogh— f 
Monigham  P  J— f 
Roberts  Wm— 1 
Snrfield   Ed— 1 
Walsh  Wm-1 
V'hitaker  M  P— f 
Williams  T  T-£ 

SHERIDAN 

Bishop  M  L— 1 
Leaman  T  S— c 
Lewis  Wm  B— 1 

SCHICKSHINNY 

Church  Clarence  L — £ 
Post  F  J— £  c 

SHIPPENSBURG 

Coffey  John— £  1 
Criswell  E  L— 1 
Geesoman   Jno   E— 1 
Landis  B  F— £  1 
Ludwick  E— 1 
Lutz  W  A— £  1 
McBeth  Grant— 1 
Morrow  W  Boyd— £ 
Mowery  N  E— f 
Noftsher  Paxil  B— f  1  c 
Omwake  J  S— f 
Powell  D  N-f  1  c 

SLATINGTON 

Fritzinger  Stanley — f  1 
Handwerk  O — f  1  c 
Jones  Perry — f  c 
Pierce  Daniel— £ 
Sieger  Henry  N  &  Son — 
f  1  c 

SOMERSET 

Connelly  Harriet — f 
Harrison  Chas  J  Jr — f 
McGriff  Nellie  B— f 


SO.  BETHLEHEM 

Boyer  J  I^-£ 
Cashner  M  P— £ 
Cope  A  L— £  1  c 
Friebely   &   Collins— flc 
Getter  G  W-£ 
Glaney  B— 1 
Graham  A  C— f 
Hartzog  I  T— £  c 
Hildenberger  Geo — £ 
Hildenberger  Martin— f 
Kester  F  J— 1 
Kreis  John— £ 
Kresge  J  H-£ 
McGarr  Jos— £ 
Miller  A  P-c 
Palen  A  H— 1 
Serfass  H  M— f  c 
Simon  Deeso— £ 
Sinwell  Wm— £ 
Wien  F  E-c 

SPRING  CITY 

Clevenshin  R  E— f  1 
Curry  D  M— f 
Rosenburger  L  H — £ 


STEELTON 

Alleman  M  R — ^f  1  c 
Atticks  Wm— 1 
CroU  J  P-£ 
Cumbler  WUmer  H— f 
Dunkle  Amos — f 
Finley  J  A-£ 
Flynn  Wm  M— f 
Gassner  A  C— £ 
Grove  John  L^— £ 
Heagy  J   M— £ 
Hess  C-£ 

Howard  H  H— £  !  c 
Mumma  Mart — f  c 
Suavely  Mrs  J  H— £  c 
Wilson  Walck  J— f 

STROUDSBURG 

Bell  E  A  Co-^  1  c 
Dreher  Norman  B— c 
Middaugb  Russel — ^1  c 
Miller  H  W— 1  c 
Palmer  Turner— f  c 
Smoyer  H  S— £  1  c 
Stone  Elmer— 1 
WiUiams  John  B— 1  c 

SUMMIT    HILL 

Christman  Ira — f  1 
Cunningham  James   A— 

tl 
Scott  E  E— £  1  c 
Storch  C  F— f 

SUNBURY 

Barnhart  H  E— £ 
Bassler  John  W— f  c 
Bloom  D  E— I 
Clement  &  Brosious— £ 

1  c 
Coryell    &    Frymirc — ^f  c 
Deppen  Bros— f  c 
Derr  &   Rockefeller— f 
Dewitt  I  A — f  c 
Druckemiller  Wm  H— f  C 
Felker  W  M— 1 
Foltz  George  A — f  e 
Greenough  &  Kremer— I 
Hoffman  W  P  G— 1 
Kelly  B  F-£ 
McDevitt  Jas  H— f 
Morgan  tW— £ 
Reed  S  O— £  I 
Rhoads  W  F— f 
Roush  E  M— f 
Savidge  Grover  D — i  1  e 
Shipman  C  F — £ 
Stahl  A  S— c 
Witmer  F  A— f 
Yocum  S  G — 1 

SUSQUEHANNA 

Epes  ft  Wright— f  1  c 
OXonnell  John  V— f  1  c 

TAMAQUA 

Beard  Samuel  R— f  1 
Delay  Joseph — f 
Freudenburger  T  D — f  1 
Gallagher  James — ^1 
Hefner  J— I 
Jones  Ralph  B— f 
Kolb  Bros— f 
Pfeil  J  Geo— 1 
Prutzman  M  P  ft  Co — f 
Schad  John— I 
Schugg  Wm— £ 
Shindcl  C  F  &  Co-£  1  c 
Sitler  C  E— f 
Somers  E  F— f  I 
Souder  H  W  G— £  1 
Stanley   Nichols  W— £ 
Stidiole  John  H-l 
West  James — £  1 

TARENTUM 

Bell  A  J— f 
Denny  J  M— f 
Eslcr  Robt  L— c 
Griffith  J  M— f 
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Handelman  M — 1 
Haselett  E  E— f 
Herron  G«o — 1 
HtlUard  J  A— 1 
Hudepohl  T  D— e 
Kennedy  J  W— f  c 
Mananmte  O  J — f 
Marvin  Bros— f  1 
Meuler  J  H— f 
Reed  C  N— f  1 
Travis  R  A  &  Co— f  c 
Watkins   Albert— 1 
Wehner  Peter— f 
Zimmerman  Henry — ^f 

TAYLOR 

Law  James  P— f 
Lvmaa  M  J— I 
Mahon  J  p-1 
Van  Horn   Clinton   H — 

f  c 
Wdbel  k  Co— f 
Williams  David  A— f 

TITUSVILLK 

Barber  ft  Cooley  ft  Co— 

f  Ic 
Cbick  U  B— f  1  c 
Cogswell  jTH-f  1  c 
Johnston  Sal] — f 
Kerr  R  A— f 
Owen  C  B-^  e 
Petit  H  G— f 
White  Wm-f 

TOWANDA 

Allen    Peter— 1 
Bender  C  M— f  1  c 
Bostwick  C— 1  c 
Burlinsame  Chas— c 
Codding  ft  Codding^  e 
Cummings  F  J— c 
Finnly  (T  M— le 
Fitaerald  Wi»— 1 
Holcombe  H  L— I 
Ingham  G  T— {  c 
Kellev   R— c 
Matchett  N  M-f  e 
Park  S  B— f  1  c 
Shelton  W  M— f  1  e 
Turner  C  H— 1 
Walker  Ed-f  c 

TOWER  CITY 

Kaufman  F— f 
Moyer  J  B— f  c 

TREMONT 

Bashore  R  S— f 
Hibshman  H  W-f 
Hoffman  Philip— I 
Reinbold  W  H— f 

TURTLE  CREEK 

Bryans  Wm  A— f 
Crawford  R  I^— 1 
Hershey  Geo  H — f 
Holmes  John  H— 1 
McDonald  M  W-^ 
Semmens  W  H  ft  Son— f 
Sheridan  J  H— 1 

TYRONE 

Calderwood  H  B— 1 
Flenner  W  H  ft   Son— 

Gilford  R-f 
HUler  John  A— 1 
Killer  W  F-l  1  c 
Howes  F— f  1  c 
LoveU  W  C— 1 
McConahv  N  C-f  1  e 
Porter  John  L— f  1  c 
Reed  P  A— f  e 
Study  Jas  A— f  1 
Vincent  A  A— f 
Wilson  R  A— 1 


UNION  CITY 

Ford  Jessie  M— 1 
Marsh  D  G — 1 
Morrow  W  O— f 
Ottawav  J  H— f  1  e 
Sweet  A  G  ft  Son— f  1  c 

UNIONTOWN 

Cramer  Chas  T— f  1  c 
Cuppett  John  F— f  1  c 
Douglas  7  S— f  1  c 
Fisher  J  C— 1 
Jaquette  N  H— f 
KnotU  Arthur  K-  f  1  c 
Kobacker  I  Lr- 1 
McCormick  Leonard— f 
MeCrum  R  S— f  1  c 
Markle  O  P-£  c 
Newcomer  J  I— I 
Robinson  James— f 
Searight  J  A— f  1  c 
Seaton  ft  Bowman— f  1  c 
Semans  Geo  W— I 
Springer  J  D— f  1  c 

VANDERGRIFT 
Fitzgerald  N  I^f  1 
Grim  ft  Welch— f 
Stickel  ft  Strawn— f 
Uncapher  M  E— f  e 

VANDERGRIFT 

HEIGHTS 

Bair  J  F— f  c 
Love  A  W— f  1 
McGinnis  J  M-{ 
MUler  Burt— f 

WARREN 

Brennan  ft  Alexander — f 
Cable  J  B— 1  c 
Cogswell  F  A— 1  c 
Craft  ft  Kcefer— £  c 
Darling  F  C— 1 
DeForest  G  A  W— f 
Eaton  A  W— I 
Gealy  Cassius  M— 1 
Henrv  W  F— f 
Jennings   Chaa  B— ^  1  c 
Lesser  Tb  V— f  c 
McKelvy  A  H— 1 
Messner  Kate— 1  c 
MUes  C  C— 1 
Mintzer  Cable  ft  Co— fl 

e 
Newmaker  P  J— I  1 
Richards  W  J— 1 
Smith  Flora  B— 1 
Stewart  John  B — c 
Wheeler  John  E— 1  c 
Yanke  E  J— 1 

WASHINGTON 

Anderson  &  Kemott— f 
Boreland  Bros— f 
Buchanan  R  C — f 
Caldwell  D  F— f 
Carson  Glenn  P— f 
Carmichael  Jno  F— 1 
Christman  Wm — f 
Deems   E   R — f 
Goldfarb  Jacob — ^1 
Happer  A  G— f  1  e 
Howden  &  Co — f 
Knox   Robt— i 
Lane  W  A— 1 
Lloyd  H  D— 1  c 
McGrew  B  C— f 
Mitchell  J  K— 1 
Murray/  W— f 
Post  J  F^l 
Potter  W  G— f 
Prigg  J  M— f 
Ralston  J  M— f 
Reed  Jno— f 
Shimp  C  E— 1 
Smith  Ed  R  Ir^l  c 
Smith  W  F— !  c 
Spriggs  Homer^— f 
Sutherland    T   H— f 
Wame  W  P-1 
Wise  John  K-f 


WATSONTOWN 

Fisher  B  Frank— f  c 
Gro£F  Saml  J— e 
Hevll  Wm  F  C— f  c 
Leinback  ft  Bly— f 
Nicely  John  H— f 
Pursell  Chas  G— c 
Rombach  H  W— f 
Shay  Wm  F— f 
Wendel  D  W— 1 
Wesner  L  M— f 

WAYNE 

Aman'  Geo  M — ^f 
Consares  F  A— f 
Davia  Chas  M— f  c 
Fronefield  J  M— f  c 
Hunter  H  C— f  c 
Scanlon  M  F  D— f 
Weadley  A  I^f 

WAYNESBURG    . 

Auld  J  M— f 

Brock  Hudson  D— f  1  c 

Dunlap  Harry— f 

Garrison  D  M— f  1  c 

Hunman  Geo— f  1  c 

Hunt  G— 1 

Patterson  ft  Fulton-^  1  c 

Randolph  ft  Baily— I  1 

Scott  J  W— 1 

Wajmesburg   Realty   Co 

Wisecarver  T  J— f 

WEATHERLY 

Eby  S  G-f 
Perry  Clayton— I 
Rosentock  John  E— f  1  c 

WELLSBOROUGH 

Champaign  Wm  E— 1  e 
Clark  C^-l  c 
Davis  O  H— f 

Johnson  G  B— 1 
:iock  Leon  H— f  1  c 
Rockwell  F  H-— f 
Smith  D  C— 1  c 
Woodhonse  W  S— f  c 
Young  E  B— £  1  c 

WEST  CHESTER 
Martindale  C  F— f  1  c 

WEST  NEWTON 

Adnns  A  B— f 
Darr  A  T-l 
Dick  A  M  ft  Co-f  1 
Obley  H  A— f 
Sk>ugh  J   C— f 
Parker  A  J  Co-f  1  e 

WILKESBARRE 

Andreas  R  E— 1 
Baptists  H  R— 1 
Barber  A  f  ft  Co-I 
Biddle  ft  Eno-f  c 
Boland  Jas  M— f  c 
Brandt  ft  Galland— f  c 
Brott  C  F— f 
Camp  L  F— 1 
Chapman  C  E— c 
Cool  Jas— f 
Coolie  W  S-c 
Crisman  E  L— f 
Dana  &  Frants— { 
Davis  7  R-l  c  ^  ^       ^ 
Derr  Thompson  ft  Bro— f 

Dilley  O  H— f 
Drum  Stephen— f 
Dymond  ft  Mutter    f  c 
Edwards  W  A-1 
Ellis  ft  Rekhman— f 
Espy  ft  Newell-f  1 
Evus  W  B-£       ,     , 
Farrell  T  C  ft  W  I^f 
Pelter  C  M-1 
Ford  J  P— f  c 
Frace  H  F— f  1 


Eraser  Edwin  D— I 
Gaertner  G  A— f  I 
Gallagher  J  R-l 
Gregory  C  W— c 
Gwilliam  ft  Sons-f  c 
Hamlin  Edw  B-1 
Hartman  Geo  J— 4  e 
Harvey  J  C-l 
Hirsh  S-£  c 
Hoban  Ed  A-f 
Hoban  J  W  ft  Co-f  e 
Holt  J  B-l 
Hoover  R  O— f 
Hoskins  J  W-1 
Houser  S  H— 1 
Hughes  D  F— ( 
Hurwitz  ft  Bloch— {  c 
Innes  E  A— f 
James  Bros— 4  c 
Tones  J  M— c 
Jones  Lawrence  B— 1 
Tones  R  C— I 
Kaiser  E  Er-l 
Kenney  J  C— I 
Kielty  P  F— 1 
Lamed  F  W  ft  Son-( 


Lenehan  P  J- 
Lloyd  Jos  W  -I 
Lloyd  Reese-f 
Lyman  C  E-4 
McCabc  J  F— f 
McOean  &  Miner— (  e 
McOroarty  J  F— I  c 
Miller  J  Watson-£ 
Moore  Jos— c 
Morgan  Dan!  J— 1 
Mundy  ft  Co— f 
Mundy  J  F— 1 
MyenP  T— f 
Norris  J  W-c 
Nuss  J  F  Co— f 
Psrsotts  W  L-4  c 
Payne  H   B— f 
Phillips  ft  Moore-{ 
Pierson  A  J— f 
Post  Willard  L-f  1  c 
Potteiger  John— I 
PyneT  W— I 
Rdnfeld  Theo— f 
Reynolds  &  0>— £  c 
RinefaimerJ[  S— I 
Robinson  W  B— I  c 
Roderick  T  E  Jr-1 
Rousing  JT ohn— f 
Royer  Bros  ft  Co-f  c 
Salsburg  L  K  ft  Co-f  e 
Schmidt  P  J-f 
Scuremsn  M  A— 1 
ShoviUn  I  A  S  ft  Co-f  e 
Smith  E  R— c 
Snyder  Chas  M— I 
Stakulsky  H— f  1  c 
Stanger  W  H-f      . 
Steinhauer  Wm  F-f  e 
Sturdevant  D-f 
Theis  Bros— f  e 
Tbeis  Fred  ft  Son-f  1  c 
Thomas  A  D— f 
Van  Loon  Chas  R— f 
Wakeman  WaHei-f  ^ 
Waltman  ft  RosselM 
Ward  Richard  A— f  e 
Washburn  W  O— 1 
Welles  H  H— f 
Williamson  Ja»-1 
Winter  I  H— f 
Yeager  Wm  B-l 


WILLIAMSPORT 

Allen  R  W-1  e 
Ames  F  h-4 
Bailey  ft  BaU< 
Ben  J« 


Bower  J  W 


Brubaker 
Bttllard  L  G— I 
Burrows  J  B— f  1 
CaldweU  •  Harrison    Co- 

f  1  c 
CUngcr  Henry  J— f 
Qingcr  Otto  C— f  1  c 
Cole  E  W-f  c 
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CoUier  J  F-1 
Dttesman  J— 1 
Dncker  H  P— f  I  c 
Emery  Frank— f  c 
Fisk  George  L— f  e 
Fnier  Dartnt— f 
Gdlagfaer  F  M-4  1 
Gibwm  J  A— f  1  c 
Good  0  W-f  1 
Hanks  H  R  &  Son— f 
Hart  Abe-f 
Herrmgton  W  A— 1 
Hin  FC  A  CO-^  e 
HiU  S  W-f  1 

Hottck  S  F— f 
Howard  Cktide-4 
Kiiiff  W  L-l 
Laedlein  IT-^ 
Uwit  B  X--1 
Lejman  H  S— 1 
Landf  ADA  Son— 1 1  e 
MaU  S  H-^ 
McConnick  &  Son— I  e 
Hatter  W  A— f 
Meyer  H  S-c 
Newcomer  J  C— I 
Pray  L  A-1 
Sautters  Charles— < 
SigfHed  E  M— 1 
Smead  W  H— 1 
Sondhdner  M— 1 


Staib  F  C  ft  R  R— f 
Stont  J  W-1 
Swartz  &  Shay— f 
Weddigen  Ferd— f 
Williamsport  Ins  Excg— 

fie 
West  Branch  Ins  Agcy— 

f  1  c 
Witt  I  M— 1 
Woodruff  W  B—l 

WILUAMSTOWN 

Blanning  W— f 
Lebo  Wm  F— f 
Rank   Chas  W— f 
Shadel  F  M— f 
Stine  D  M— f  c 

WILMERDING 

Bownuui  J  M— f  c 
Cnnningham  J  £— f 
Entler  H  L— 1 
George  W  I>-4 
Hankey  W  L  Co— f  c 
Snyder  Geo  B»f  e 

WINDBER 

Colbom  A^rs  Mary  S— f 
FJckroy  J  W-f  c 
Hartman  J  A  ft  Co— f 
Maneyal  ft  Co— f 


Mowry  Geo  S — f 
PameU  J  H— f  c 

WRIGHTSVILLE 
Diets  Harry— f 
Flora  W  H-f 
Smith   H  K— f 

YORK 
Allison  N  A— f 
Batchell  £  P— 1 
Berger  E  H— 1 
Brooks  John  H— f 
Burgesser  C  C— f 
Ebert  Harry  S— f 
Eckels  C  1^1 
Eckenr»de  Wm  H— 1 
Eisenhart  C  E— c 
ETana  Margaretta  B — fc 
Fry  Charles  H  ft  Son— f 
Gnaw  C  P— c 
GraybUl  Georse  F— f  c 
Gross  Samuel  l^^l 
Hartman  L  M— f 
Hauser  John   S  ft   Co— 

f  1  c 
Heller  Thomas  E— f 
Herr  L  E— f  c 
Jcssep  ft  Culp— {  c 
King  Robert— f  c 
Kraber  Bros— «f 


McBlain  Walter  G— 1 
McConkey  £  K  ft  Co— f 

c 
McLaurin  A  J— 1 
McManus  Miss  Mary  H 

Mi^N  C— f 

Miller  Jacob  A— f  c 
MtUigan  James  M— c 


Mitsd  J  F— c 


-f  c 


Myers  ft  Thompsoi 
Mjers  W  H— I 
Nichols  E   C— 1 
Owen  W  S  ft  Bros— f  Ic 
Raffensbercer  W  J— f  1  c 
Robinson  C  N— 1 
Rutter   John   H — f 
Schall  Jacob  H  ft  Co— f  c 
Shroff  Samuel  A— 1  c 
Small  Frederick  M— f 
Spangler  George  P-^ 
Stallsmith  Robert  O— fe 
Stambottgh  J  H— 1 
Stansbury  W  T— 1 
Stover  John  A — f 
Waters  O   P— f 
Weasell  M  H— 1 
Wilkinson  Boyd  C— 1 
WUliams  Albert  I^— f 
Woltman  ft  Hartzler— f 
Ziegler  Elmer  C— f 


RHODE   ISLAND 


ARCTIC 
Oirke  Herbert  M— f  1  c 
Imenn  Olivei^— 1 
La  Rose  E— 1 
Peridos  Jos  Jx^-f 
Soncy  Pierre— I 

ASHWAY 
Stillxiian  E  C— f  1  c 

BRISTOL 

Brown  T  Qarke  Jr^f 
McDounll  Benj   M— f 
Obey  Clara  A— £ 
Skmner  Parmenaa  Jr— f 
Tobin  M  J— f 
Wall  Bertram  W— f  c 

CENTRAL  FALLS 

Beandry  Louis  P — f 
Bhis  Leo  A— f 
Birtlcr  R  A— f 
Calder  Edw   E— 1 
R«ttey   F   X   I^-l  c 
Rosseau  O  J — 1 
Sherman  J  A — 1 
Shippee  Elmer  W— I 

CRANSTON 

Bliss  ZW—f 

Horton  H  P  ft  Sons— f  e 
Latham  J  A  ft  Co— f 
EAST  GREENWICH 

AHen   H   V— f 
Gleason  C  C — ^I 
Ramsdin  W— 1 
Shippee  M   E — f  e 

HARRISVILLE 

McCabe  John  H — I 
Richard  Mrs   E    S    C— I 

HOPE  VALLEY 

Greene  Geo  E— 1  e 
Olney  Clara  A — f 
Richmond  Silas  R— f 

JOHNSON 
Wilder  J  B  W— « 

LONSDALE 

Mclnemy  Edw— 1 
Nye  C  P— f 


O'SuUivan  P— 1 
Patterson  Wm— f 
Pingree  Thos    f 
Ryan  M  J— 1 
Veitch  J  W  B—l 
Wmiama  J  J— f 

MANVILLE 
RoberU  F  X  ft  Son— f  1  c 

NATICK 

UttleSdd— 1 
Whipple  R  R— f  1  c 

NEWPORT 

Andrews  ft   Weaver— fc 
Braman  Packer^— f  1  c 
Brightman  Wm  E— f  c 
Bun  Henry  Co— f  1  c 
Commerford  A  B—l 
DeBlois  ft  Eldridge— f  c 
Derby  R  C— f 
DyerH  I^f 
Hammett  Clarence  A  Co 

— f  1  c 
Kaull  James  T— f  c 
O'Neal  T  J— f  1  c 
Paine  F  H— f  1  c 
Paaonage  J   B   ft  Son — 

f  1  c 
Rooney  James  J— < 
Snencer  Edw  L— f  1  t 
Taj\0T  A  O'D  Jr— f  1 
Topham  T— f 
Wnics  H  G-f 
Wrightington  C  H— f 

PAWTUCKET 

Arnold  John  H  ft  Son — f 
BarcUy  Wm  H— f 
Bennett  J— 1 
Blais  Leo  A— f 
Blanchard  Andre  ft  Son 

— f 
Butler  E  P— f 
Chase  ft  Entwistle— f  c 
Conley  C   E— f 
CurtU  Wm  F— 1 
Davia  Herbert  B— f 
Donahue  Leo  R — f 
Dyer  Benj  J— f 
Everett  A  P— f 
Fitzsimmons  F  E — f 
Gallagher    Matthew  J— f 
Hcaley  Jaa  P— f 


Hinons  T  D— f 
KcSey  Walter  W— 1 
Keough  Jamea— f 
Lawton  Chas  H— f 
Lescottlt  Louie— f 
Milton  Vigeant— f 
Monast  Louie— f 
Mulligan  Myles  M — f  c 
NeweU  Jas  S— f 
O'Brien  Thomaa— f 
Palin  J  C— f 
Parker  Geo  I  ft  Co— f  c 
Richardson  E  N— f 
Roberts  F  X— f 
Ross  David — ^f 
Sheldon  Chas  H— f  c 
Shippee  E  W— f 
Shove  Isaac  Co — f  c 
Thurm  Felix— f 
Tingley  A  E^-f 
Watjen  H  E  ft  Co— £ 

PORTSMOUTH 

Anthony  H  C— f  1  c 
Borden  J  B— f  1 
Boyd  Wm  K— f  c 

PROVIDENCE 

Aldrich  Wm  A  S— 1  e 
Arnold  Co  The— f 
Babcock  Albert— c 
Baggott  W  A— f 
Beach  ft  Sweet  Inc— f  1  c 
Bennett  J  L — ^1 
Blanchard  C  C— 1 
Blias  Zenas  W— f 
Blumenkrans  E  S— f 
Bogert  T  P— f 
Bosworth  J    D— 1 
Brice  H   B—l 
Budlong  John  C  Jr — i 
Bunce  G  H  ft  Co— f 
Burrington  A  S — f 
Cady  WiUiston   A   f 
Calaerone  P  J — ^f 
Calef  H  C— f^ 
Canning  P  F— f 
Carpenter  J  B— c 
Carr  J  E— f 
Carter    Patrick— f 
Chambers  Wm  C— f 
Coates  Hurdis  Co— f 
Collett   Geo  H— 1 
Colwell  Elmer  W— f 
Conca  Dominico — c 


ConneU  W  A— 1 
Cook  Jas  W— f  c 
Crooker  J   F— £ 
Crum  F  A— 1 
Donnelly  F  M— 1 
Draper  W  H— f 
Dubois  R  C— £ 
Dunning  M  Lr-1 
Easterbrooks  H  G— £ 
Easton  Chas  G — f 
Eddy  J  T  A— £ 
Eddy  Jno  ft  Son— £ 
Eddy  A  U— £ 
Egan  D  C— f 
Famum  E  H— £ 
Fitegerald  P  J— f 
Forest  C  A— I 
Freeman  Jas  F  Co — £  1 
Galligan  John  F— £ 
Gallivan    ft   O'Donnett— 

£  1 
Gammons  J  A — f 
Gamwell  ft  Ingrahani— £1 
Goff  Adelbert— £ 
Goff  Wm  Df 
Goodman  T  J—1 
Goodwin  W  P— £  1 
Gough  Joseph — f 
Greene  Henry  A — £ 
Griawold  W  H— 1 
Gross  G  L  ft  H  J— £ 
Hall  Harry  J— £ 
HaU  W  H— £ 
Harrington  Benj  F  ft 

Son — ^f  1  c 
Harris  Stephen    C— £ 
Hawkins  John   B — ^f 
Harard  Frank  B — £ 
Hcrrick  Wm  H  ft  Co— £ 
Hibbard  S  B— c 
Hill  Chas  Er-f 
HUl   Jas— f 
Hoffman  W  G— c 
Holm  W  R  K— 1 
Holmes  C  E— f  1 
Horton  H  F  ft  Sons  Co 

— £ 
Howard  R  B— £ 
Huricy  R  A— £ 
Jackson  Benj   H — £ 
Johnson  M  C — ^f 
Kehoc  J  L  Co— £ 
Kdly  I  Wr-1 
KniKht  A— f  1        ^      ^ 
Lapham  Simon  S  Jr— £ 
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R«  I.— Providence,  Con. 

Latham  J  A  &  Co— f 
Lee  H  I— f 
Lester  Wm  A— f 
Lewis  T  H— f 
Lincoln  F  A — f 
Lincoln  G  S— f  1 
Lincoln  Levi  C— 1 
Lord  D  C  &  Son— f 
Luther  J  J— 1 
McCabe  Ed  &  Son— f 
Macldnney  H  A— f 
McLeod  J  D— f 
Macmillen    T    D — c 
Marciccio   A— f 
Mason  E  C— f  1  c 
Mathewson  C  A— f 
Mattson  A — f 


Rathbun  T  R— f 
Redfield  W  S— I 
Rice  Charlotte  Er— £ 
Robbins  E  S— 1 
Robinson  W  H  &   Co— 

f  1  c 
Rounds  G  C— f 
Ryan  T  J— f 
Scott  &  Farrell— f  1  c 
Sherman  H  C  Jr — f 
Shippe   I    A— c 
Smith  J  E— f 
Spencer  &  Boss— f 
Spink  G  A— { 
Stafford  H    Er-c 
Stainton  Jas — 1  c 
Stanley  C  M— 1 
Stark  C  R— f 


C  ¥".  Newcomb 


29  WcybotscI  Street 


ProvidCBce.  !•  L 


Companias  Raprca^nted 

Com*l  Union,  London  Commonwealth,  N.  Y. 

Germania,  N.  Y.  London  &  Lancashire  Fire 

Mechanics.  Phila.  Standard,  Hartford       

London  &  Lancashire  Indemnity  Company 


Nightingale  S  A  Co— f 
Norberg  &  Co— f 
Norton  James  A — f 
O'Donnell  J— f  1 
O'Leary  Arthur  Inc — £ 

O'Reilly  T   M— c 
Owens  Jos  J — £ 
Page  Clifford   D— £  c 
Parks  Geo  M — 1 
Philbrick  C  H— £ 
Pieper  E  G— £ 
Potter  &  Chapman — ^£ 
Power  P  M — 1 
Pratt  C  T— £ 

[uigg  A  W — c 

^uigg  T  B— 1 
indall 


cani 


Wm  R— £  1 


8tarlnmtj|»J  Sliiplij 

Fire,  larlne 
and  Casualty  tasiirance 

17  Cnstoin  Honse  Si 

(See  New  York  Gty,  Boston. 
Mass  and  Chicago,  Ul.,  List.) 

Stearns  M  H— 1 
Stevens  C  M— £ 
Stone  dt  Smith— £ 
Swi£t  J  H— £ 
Thomson  J  W — c 
Tillinghast  P  S— f 
Todd  Mellor  Co— £ 


Tompkins  C  A— f 
Torrey  D  T— 1 
Tucker  D  B — ! 
Walker  R   L  &  Co— f 
Wallace  Wm  V— f 
Warren  W  W-4 

B.  L  WiTSOI  ft  CO. 


INSURANCE 


49  f  estmlnster  Street 

Wheaton  H  M— 1 
Wheeler  Van  R— c 

SAYLESVILLE 
Fessenden  M  F — £  c 

S.   KINGSTON 

Babcock  John  E — £ 
Boon  Chas  E  &  Co— £ 
Caswell  W    H— £ 
Hunt  James  J — 1 
Mowry  Sumner — £ 
Ferry  Howard  B — £ 
Sweet  W  R— £ 
Watson  Oliver — f 

TIVERTON 

Brightman  W  E— £  1  c 
Dur£ee  J  T— £ 
Hambly  A  L— £  I  c 
Seabury  George  A — £  1  c 
Seabury  S — ^I 
White  A  P— £ 

VALLEY  FALLS 

Brown  N  D— £  1  c 
Kinion  P  F— £ 
Mclnery  Edw — ^1 
Nye  C  P— £ 
Pasterson  Wm — f 
Ryan  M  J—l 
Vcitch  J  W  B— f 


WAKEFIELD 

Babcock  John  Er-f 
Gardner  T  A  ft  O^-f 
Perry  Howard  B— £  c 
Watson  01ivei^-£ 

WARREN 

Greene  Chas  W— f  1  c 
Martin    Joseph  W   ft  & 

M— £ 
Smith  R  S— £ 
Titmas  H  G— £ 

WESTERLY 

Barnes  Everett— 1 
Bliven  C  B— 1 
Bugbee  H  T— f 
Burke  Edward  M— f 
Casey  W  H— £ 
Chester  Irvine  0—1 
Coy  Frank  W— £ 
Eldred  A    E— 1 
HiUard  Wm  A— I 
Martin  A  G— f 
Morgan  C  A  ft  E  L-C 

Price  Walter— £  1  c 
Rogers  D  H— £  1  c 
Thorpe  Howard  E— f  1 

WOONSOCKET 
Brigga  3    M   ft  Sons- 

Briadle  Robert— 1 
Cavanauffh  T— f  1  c 
Cosseboom  J  C— {  1  c 
Fleurant  J  F  Inc-£  1  c 
Gaulin  M— f 
Girard  Geo  N— £  1  c 
Greene  Jas  F-^ 
Larochclle  N-l 
Mowry  Wm  C-<  1  c 
Mulligan  AaibroaeA— tc 
Seagrave  George  "BrA 
Severin  Harxy  H— f  1 
Smith  R  P  ft  Sott-f  1  c 
Sutton  H  P— f 
Sweatt  M  L  B-£  I  c 
Tuttle  E  F— f  1  c 
Wilkins  J—l 
Williams  Wm  B-l 


SOUTH  CAROLINA 


ABBEVILLE 

Abbeville    Ins    ft    Trust 

Ci-£  I  c 
Blake  J  R— £  1 
Chalmers  Jas— £  1  c 
DttPre  J  H  ft  Co-£ 
Gambrell  J  M— £ 
Greene  ft  Stone»£  1 
HUl  R  E-f 
Jones  F  B— £  1 
Link  Robt  S— 1 
MiUer  J  F— f 
Smith  H  G^£  1 
Williamson    ft  Wilkinson 

— £  1 

AIKEN 

Ashhurst  I  W— £  1  c 
Durban  Geo  M — f 
Hutson  John  C— £  1  c 
McCarter  I  L— £ 
Ott  ft  Laird— £  1  c 
Real  Estate  ft  Fidelity 

Co— £  1  c 
Sawyer  C  E  ft  Co— £  1 

ALLENDALE 

Johnson  J  H — £  c 
Oswald  ft  RUey— f  1  c 

ANDERSON 

Barnes  V  M— 1 
Brown  ft  Banster~f 


Cathcart  J  M— £ 
Citizens  Ins  Agency — ^£  c 
DeCamps  Frank — £ 
Dickson   J   W— 1 
Dickson  M  C— I 
Feckel  F  W— 1 
Gelmer  R  A— 1 
Gilmer   K  E— 1 
Ginn  R  J—l 
McGee  H  J—l 
Mattison  M  M — 1 
Piedmont  Ins  Agcy — £  c 
Realty  Trust  Co —  £  c 
Sharpe  A  M  Co— £ 
Shumate  J  F— 1 
Sloan   D   P— 1 
Sloan  W  P— £  c 
Speer  G  W— 1 
Spencer  G  G — £ 
Sullivan  TEA  Co— £ 
Trowbridge  J  P— 4 
Vandever  E  P— 1 
Walton  Ins  Agency — £  c 
Webb   C  W-4 

BAMBERG 

Copeland  ft  Riley — £  1  c 
Denbow  ft  Black— £ 
Dickinson  G  M— £  1  c 
Folk  J  F— £ 
Grsham  H  M— £  1  c 

Johnson  H  W— 1 
f  iley  B  W— £ 
Rowell  R  W  D— £  c 


BARNWELL 
Barnwell    Ins    Agency — 

£  1  e 
Calhotm  ft  Co— £ 
Green  G  M  ft  Co— £ 
Hay  C  J— « 
Home  Ins  Agency — £  c 
Fennings  W  C— 1 
ItfcNab  Wm— £  1  c 
Richardson  L  G — c 

BEAUFORT 

Beckett  Geo  W— c 
Bellinger  Chas— 1 
Jay  W  P— 1 
Kmghorn  J  B— £ 
Lawton  E  E — ^f 
Richardson  W  E— 1 
Thomas  Wm  J— c 
Waterhouse   Geo — £ 

BENNETTSVILLE 

Bennettsville    Insurance 

ft  Realtr  Co— £  1  c 
Grosland  H  B — ^1 
Mutual  Trust  Co — f  1  c 
Newton  R  C — f  I  c 
Smith  ft  Palmer — £  1  C 
Tyson  J  W— f  1  c 

BISHOPVILLE 

Bishopville  Insurance 

Agencjr — £  c 
Citizens  Ins  Agcy — £  c 


James  W  A— £  c      , 
Scarborottgli  W   R— 1 
Stucky  ft  Skinner— £  c 
Wat£ord  B  B— 1 

BLACKSBURG 

Anderson  W— f 
Baber  Chaa— £ 
Belue  E  K— I 
Bclue  John  F— f  c 
Kitchen  T  F— £ 
Morrow  M  H— f 

BLACKVILLE 

Blackville  Ins  Agcy-^ 
O'Gorman  John — £ 
Wragg  T  L— f 

CAMDEN 

Davis  W  P— 1 
DuBose  ft  Boykin— £  c 
Hugh  W  R— I 
Shaw  ft  Perry — £ 
Schrock  W  A— 1 
Williams   Fire  Ins  Agcy 
— £  c 

CHARLESTON 

Bethea  T  W— 1 
Burmester  J  W— 4 
Burke  E  B — f 
CampbeU  B  P--£ 
Chisolm  Edw— f  c 
Coleman  J 
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DillinghiB  J  C~l 
Dome  ft  Unre— f 
Dwm  J  W— I 
DirruR  B—t 
Cadided  C  Dca— f 
GaUlird  E  G— f  c 
Gordim  ft  Donldn — £  c 
Gucnrd  E  P-^ 
Hulk  W  S  a  Sod— f  1 1 
HcrndotiU  S-^ 
Hermtd  ft  O'NrfU— (  . 
HoDoor  J  L  ft  Co— f 
Hwueni-  "--■■     * 


Geo  E— t  ] 
'  ft  Soiu— { 


Lcgan  ft  Rbett— t   c 
l^RSU  Tac  D — f 
Lownikt  C  T  ft  Co 
MtDowdlG  I-^ 
McG«  H  T  Anne* — f 
Utnlwll  R  M  ft  Bn— f 
Middlctoii  W  D  &  C^- 

Uoidccii    Gnbden    KM- 

kdfc-c 
O'Connell  J   T— f  c 
Rndmef  L  M— *  c 
PuckDty   A    PiDckncT — 


Robb  A  V/—t 
KobcttBB  F  M— f  1  c 
Bobauon  J  M— c 
Schulito  C  B— f 
Scluchte  H«irj— f  c 

Tlioiiipiini  i  Thoraptoa- 

Jhomftoa  W  T  *  Co— t 
Todir^  E  P  D— f 
Triat  ft  Inel— f  t  c 
White  T  P— ] 
Wilbur  W  C  ft  Ce.— f  1 
mHimioL  A— ( 


Cltiuai  Loan  ft  Tnul  Co 
End  c  W— 1 

Godftey  S   G— f 
lUUoy'c  A— I 

Minor  J  W— f  I 

MiTDarJ-Raler    RealtT  * 
TnmCo— f  1 

CHESTER 
Broicn  W  M— 1 
Edwird.  C  C— £  1  t 
HsnUn  W  H  ft  E  H— f 


WTuie  T  H  ft  Co— f 
Wbiiloct  F  L— I 
Wilier.  H  H— 1 

COLUMBIA 
Afbell  C  M— 1 
Atcliei  J    A— I 
AimaeM   Uiw   Kate   H 

BsiltT  R  L— f 
Kari  H  H— I 
Beclnun  If  D— 1 
jJliTock  R  J-^ 
Bollio  ft  S<m>— f  c 
Snntj  W   M— f  c 
Cutler  Edw    B    Tl— I 
CuMT  J  M— f  I 
Carrofl  J  D— f 
Cirter  Wm  M— 1 
Catiiart  Jnoes  A—  lo 
CiT  Edmrd— f 
Oarlaon  N  H— t 


Gwllurd    Wilheri 


[eadley  W  S- 
iller  W  H— 


?»?? 


—I 


Jenkiiu  Uiu  Uarr  Gune- 

brill— f  c 
K,'llv  Oi:j  T,  1  Co— f 
Kolin  August  &  Co— ( 
Lend   T   S— 1 
Lett   J  C— f 
McDowelE    HqM  H— f 
Uuiclsl.IC.nkr   C  M-ic 


Walkir-Rarenel    ft    Co— 
I   c 

CONVERSE 
Bumphriei  R  L — e 

CONWEY 
Buck  H  L^f  c 
CoIUm  a  T— f 
Harij  Connly   TfUH    Co 


DARLINGTON 
Byrd  A  H— I 
Oroliiu  Trust  Co— f  1  c 
Dirllngton     Under  writeri 

Kollock  A   G— 1 
McCom  J  M— I 
Rocker  B  H— 1 
Smoot  J  C— 1 
Vasibu    Eanae    F— e 
Woodruff  B  E— f  I  c 


kennedj  A  S— f 
EASLEY 
Bartin    T  T-^ 
Ruler  loi  Agencr — t  1 
McCranr  E  P 
Smilll  W  C— I 
Smith  ft   Tarter— I 
Smith  W  C-^ 


Mim.  loiDu  T— ( 
Norri.  E  t— f  I  o 
Padgett,  Harlini  k  Bjrrd 

Smith  H  A— f  1 

FLORENCE 
Aiken   I   B— 1 
Chaae   Sanborn— 1 
Carolina    Real    Eitale 

Iniorance  Co— f 
Chaae  A  Hoirard— f  I 
Chat*  J  P  ft  Son— (  e 


jiander  C  E— f  e 

Harper  L  B—t  1 
HuaSanda  H  H— f  c 
KukerTI     " 


SpaoD  J   M— f 

Taylor  Torreat— f  1 

GAFFNEY   CITY 
Danlap  E — I 
Fori  S  ^-1 
Gaffney  T.ubI  Co— f  1  c 
PhilUpa  C  E-^  c 
Poole  ft  Brockniaii — f 
Pridmore  J  G— f   1  c 
Robbina  C  C— f  1 
Sana  R  O— f 
Thotnaa  W  D— 1 
WaUace  G  W— 1 
Young  G  D— I 

GEORGETOWN 
Barr  C  I>-1 
Fraaer  »  Co— t  1  0 
Hazard   Walter— c 
Uonan  W  D— 1 
Oliver  U   L— E  I  c 

Pratt  I  S— 1 

Smith  D  T— t  1  e 
Sprinca  ft  Sisn — t  I  c 
Walker  Le  Grand— e 

GRANITEVILLE 
ArUii  D  M— f  I 
Borerworth  O  P— I 
Hard  A  M— 
McCrearr  R  O— f 


Gilfillin   ft    HoD> 


Gr  R  E  Loan  ft   Ins  Co 

— f 
Harriaon  W  B — I 
Haakell  T  S— 1 
Harne  P  T— f 
Jonea  Carroll  H— I 
Kobn  A  H— I 
Lawtou  T  O— I 
Lebby    Wm— 1 
Lewia  J  E— 1 


Merritt  W  A— 1 
MitcbeUT  F— f  1 
Netaon  fl^l 
Riehardaon  I  F  Jr- 
Ri»e*  Geo  J— f  1  c 
Ratledte  ;  R  ft  Cc 
Scarbofou(b  Y  W— 


Greenwood    Trual    Co— f 

Hartzog  A  S— f 

LeVCwr'inSif 
Medlock    r    T— f  e 
New  Souti  R  E  ft  Tru« 


Jigency- 1  c 
LawtOD  T  J— f  c 
Parrott  H  M— 1 
■"g^ltr  Loan  A  Ina 

HICKORY  GROVE 

McDiU  N  li^f  1 

JOHNSTON 
Coleman  W  Lee-f 
Derrjek  W  C-l 
Eidaon  ft  Yonce— f  I  c 
Grant  H  D— I 
Ooita  &  Wation-f  e 
Smith  E  H— 1 
Walker  J  L— I 

KERSHAW 
Kerahaw   Real  EatMe  ft 

Inaurance  Co— f  1  c 
MeCaakUl  J  A— £  I  e 

LANCASTER 

Beatr  R  T— f 
Beek  T  M— I 
Fannera    Bank    ft    Trual 


Traxler  R  E  Co- 


Zimi 


1   S  R— f 


GREENWOOD 

Calhoun  W  G— f 
Chipler  J  S  &  Co— f 
Cirmei  J  B—t  1  e 
Dowlini  G  G — f  1  c 
Durat  J    K  Jr— f   I    c 
Gaines  J   U— {   1 
Goodwayn  ft  Speoie — ( 


C^l  c 


Batle  Geo  &  Co-i 
Barktdate  ft  Roker- 
Copeland  M  L— f 


LEXINGTON 
Dreber  E  G— f  I  c 
Fox  A  J-f  I  e 
Leaphan  C   E — 1 


MANNING 

Conyeia  Marion-1 
Cothran  R  D— 1 
Gerald  «  Divia-f  ]  c 
Honon  E   C— I 
Ingram  S  E— 1 

"cS^"1  R""')'  *  I" 

Wella  R  C— 1 
Wella  C  W— I 
WJlaon  F  N  Ina  Agener 

MARION 
Boatwright  A  B— I  c 
CoTiugton  F  F— 1 
Coie  W  B— (  1  0 
Elliott  J  B— I 
Evana  Nsthaiv— f  1  c 
Gregg  R  ;  ft  Sod— t  c 
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S.  C— Marion,  Con. 

Hamer  4  Lewis — f  c 
Johnson  J  W—f  c 
Lewis  H  A—l    , 
Littlcjohn  Col— 1  c 
Marion  County  Trust  Co 

— f  1  c 
Moore  Mr — 1  c 
Orr  M  V—l  c 
Rogers  Wm  C — 1 
Smith  J  Bcn--1  c 
Stackhouse  J  B — 1  c 
Witcover    H— 1 

MAYSVILLE 

Mayes  C  E— 1  ^ 
Mayes  M  C— f 

Stttckey  F  A— 1 . 
Thames  J  W—f  I 
Thomas  W  G— I 
Warren  Geo  C— f  1 

NEWBERRY 

AUen  &  Griffin— f 
Burton  J  A — f  1  ^ 
Halfacre  J  C  &  Son— 1 
Holmes  R  McC— f 
Hunter  F  R— f    ^ 
McSwain  W  A— f  c 
Rdd  B  B— I      ,    , 
Security  Loan  &  Invest- 
ment Co— f  1  c 
Spearman  k  Wallace— fl 
Summer  G  L — ^f 
Tarrant  R  L— f 
Tidmarsh  R  M— 1  c^  . 
Weru  R  M  4  Co— f  1  c 
Wilson  F— f  c 

ORANGEBURG 

Bryant  R  F— f 
Grim  W  C  Jr— f      ^ 
Edisto  Ins  Agency— t 
Lide   Robert— f 
LUes  ft  Liles— 1      , 
Mellichampe  S  R— f  c 
Orai^burg  Ins  Agency 

Sease  W  K— f  c 

Sturfcey  L  K— f  1 
Wannamaker  H  C— f 
Watson  A  C— f   , 
Wolfe  ft  Berry— f 
Woodard  J  H— 1 
Ziegler  ft  Dibble— f  1  c 


PENDLETON 

Hard  Mrs  Jannie— f 
Sadler  B  H— f 
Sitton  J  J— f 

ROCK  HILL 

Anderson  G  B— 1 
Brice  W  H-1 
Gulp  Tas  P— 1 
Douglas  Wm  A  &  Co— 

f  1  c 
First    Trust    &    Saviags 

Bank 
Hutchison  D— 1  c 
Johnson  J  E— 1 
Peoples  Trust  Co— f  I  c 

foddey  W  J— 1 
tark  C  M-l 

ST  MATTHEWS 
Ablis  L  M  Ins  Agcy— 

f  1  c 
Amaker  T  A— f 
Barron  P  E— I 
Dreher  ft  Robinson — f 
Isgett  W  A— f  1 
James  C  R— f 
King  B  C— 1 
Loryea  J  H — f  1  c 
Murray  J  A — 1 

SENECA 

Clarke  Ins  Agcy— f 
Edwards  ft  Son— f  c 
Ellison  C  H-f  c 
Hopkins  J  Eustice— f  1  c 
Nimmons  R  K— f 
Nimmons  W  P— £ 
Todd  J  W-f 

SPARTANBURG 

Byers   E   D— 1 
Carlisle  C  H— « 
Carlisle  James  H— f  1 
Cofield  Jas— f  I  e 
Colonial  Trust  Co— f  o 
Crews   ft    Franc— I 
Ferguson  R  H— ^1 
Fridge   A   E— 1 
Glenn  W  S— f  c 
Hipp  W  Frank— 1 
Law  A  M  ft  0>-€  1  e 
Ligon  Chas  P— 1 
Ligon  Ins  Agency — i 
Ljles  T  M-€ 


Moreland  R  A— c 
PerrinL  W— c 
Suttles  G  C— « 
The  Elford  Agency— flc 
Thomas  O  G— « 
Womack  M  G— I  1 

SUMMERVILLE 

Cauthen  S  E— f 
Dehon  W  R-^ 
Walker  L  A— f 

SUMTER 

Calk  Ja»-1 

Qtixens     Ins     Agency— 

flc 
Clack  J  R— 1 
Commercial  Sayings 

Bank— f  c 
Consolidated  Ins  Agency 

— ^f  c 
Haynsworth  G  E— f  1  c 
Hood  R  S— f  1  c 
Jones  W   S— 1 
Nabers  S  M— 1 
Moses  Andrena  Mrs — f 
Moses   P-^ 

Sumter  Ins  Agency— f  1  c 
Sumter  Real  EsUte  ft 

Ins  Co— f  c 
Upshur  W  B— 1 
milace  ft  Moses— f  1  e 
Whitehead  W  1—4 
WUson  C  H— 1 

TIMMONSVILLE 

Atkinson  B  R— 1 

Charles  R  K— f  1  c 

Epps  H  D— 1 

Gamer  ft  Rollins— f  1  c 

Loman  W  H— 1 

Rose  W  C— f  1 

UNION 
Bailey    Lumber    ft    Mfg 

Qtizens  Real  Estate  ft 
Loan  Co— f  I         .     , 

Citizens  Sayings  Bank— f 

Gulp  F  B— £ 

Duke  F  C— 1  c 

Farr  &  Thompson— I  c 

Nicholson  Bank  ft  Trust 
Co— f  c 


WALEALLA 

Moss  J   M-^  1  c 
Seabom  Geo— f  c 
Verner  J  D— f  c 

WALTERBORO 

Black   D  B— f 
Black  H  W  Jr-f 
Henderson  C  G-^ 
Klein  Jno  M-l       , . 
Von  Lehe  John  D-f  I 
Warren  John  D— I 

WESTMINSTER 

Bamett  Geo  M— I 
Breaseale  J  G— c 
BuUer  D  P— f 
Carter  J   S— f 
Marctt  K  W—f 
Moore  Jos  EnA 
Mulky  C  J— f ,  , 
Shirley   F  H— f  1 
Westminster  Fire  Ini 

Agency — ^f 
Withcrspoon  J  D— f  1  e 

WIUJAMSTON 
Citizens  las  ft  Brokerap 

Co— f  c 
SuUiyaa  W  H— f  I  ^, 
Williamston  Realty  i  In 

Co— f  1  e 

WINNSBORO 

Beaty  W  A— f  , 
CaldweU  J  C— f 
Cathcart  J  C-<     , 
Fleaaiken  W  H— f 
Jennings  J  M— f  1  c 
iin  H 


ketcfain 

Lylcs  S  E— f      ^  „   ^ 
Winasboro  Ins  ft  Reaftf 
Co— €  1  e 

YORKVILLE 

Boney  D  E— *  ,  , 
Grist  Sam  M— f  1  c 
Lewis  W  W-€^     ,. 
UnduT  J  RftCo-fle 
Long  few— I 
Patnck  P  W— € 
Woods  D  T— f  1 


SOUTH   DAKOTA 


ABERDEEN 

Anderson  C  G — t 

Baker  S  M— 1 

Barnes  Ira — ^f 

Barrett   Ins   Agency— f 

Bins  John — ^1 

Bolles  Geo — f 

Brown     Bros     Bank     ft 

Trust  Co— f  c 
Burnett   C  J— 1 
Burns  C  J— f 
Conry  Jos  J— f 
Craft  Frank  A— f 
Easton  C  F— f  1  c 
Erwin  G  M  L-4 
Fletcher  C  C— f  c 
Gage  T  C— f  c 
Hulett  W  I— f    ^ 
Lamont  B  C  ft  Son— f  c 
Lasell  ft  Unk— f 
Mabbott  G  A— 1  c 
McDonald  G  A-^ 
Mason  Meda — ^f 
Merritt  C  E— f 
MiUigan  A  F— f     ,  , 
Narregag  Inv  Co — ^f  1  c 
Paine  R  F— f 
Peters  Perry— f 
Pond  J  H— f 
Reed  Ins  Agcy— ^  e 


Romans  J  B — f 
Seguin  W  P— 1  c 
Wade  John— f 
Wasunk  Thos— f 


ALEXANDRIA 

Gingles  J  H— f  1 
Hill  &  Stillwell 
Mohr  H  J— I  c 
Peckham  &  Schilts— f 
Thiel  ft  Son— f 
Thiel  Geo— I  „    , 

Van  De  Mark  W  E— f  c 
Vincent  Frank— f  c 

ARMOUR 

Addie  J  W— * 
Barloon  W  J— f  c 
Booher  Lcroy— f  c 
Cheslcy  ft  Brown— f 
Dice  L  A— f  1  c 
Eemisse  Peter — f  I 
Floete  F  G— f  c 
Gallagher  F  P— f  c 
Putnam  Qyde  C— 1  . 
Walker   ft  Gurley— < 
Wanser  E  P— f  c  ^ 
Wenzlaff   Edgar— f   c 


ASHTON 

Cole  W  E— f 
Grayes  E  N— f 
Roberts  D  H— f  1  c 

BERESFORD 

Ackley  Geo  G— f 
Asper  Lewis— f 
Bulow  W  J— f 
Duerst  Abe — 1 
Friebcrg  August — f 
Hegness  Albert — f 
lyerson  Geo — ^1 
Meidell  H  J— f 
Ofstad  Ole— f 
Seyerson  Andrew — ^1 

BLUNT 

McDaniel  F  A— f 
Mariette  R  I^— f 

BRIDGEWATER 

Anderson  T  H — ^f 
Butts  C— t  1 
Ryan  T  J— f 
Shanard  T  J— f 
Smith  W  T^f      ^ 
Tschetter  Jacob— f 
Tschitter  J  P— f 


Wipf  E  J— f  I 
Wipf  £  M— 1 

BRITTON 
Abbott   Byron— f 
Cooley  ft  Stiger— f 
Gardner   Robert— I 
Tones  Bndl — ^f 
Ksas  Otto  Lr— f 
KeUy  J  F— f 
Nelson  A  M— f  1 
Printnp  C  E— f 
Printup  D  L— f  c 
Stayen  M  J— f 
Thorp  W  W—f 

BROOKINGS 
Akin  T  C-1 
AUison  A  B-l 
Button  H — ^1 
Carlisle  M  G-f  c 
Chappell  T  L-^ 
Cheeyer  ft  Cheeyei^ 
Fishbadc  H— f  c 
Knapf  ea  &  Lees— 1 
KaapMO  G  F— Ic 
I^CS   1  B 1 

MeCsrl  S  H-< 
Mataoa  A— c 
Puidy  Wallace  E-f 
Thayer  Geo  F-l 
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BRYANT 
Ancun  G  A  S— ( 
Erickwn  Joi — f 
CucL  A— { 
GcUie  E  I— [ 
Rodm  E  A-f  G 


Den  t  Hclgenan— f 
Dcu  E  U— f 
EIUi  i  Wilkiiuoa— f 
EuuoD  U  H — f 
Helitmm  A — f 
Hdiermn  T  H— f  I 
TDbuoD  Go  G— t  1  c 
Uwii  Jiitm     f 
Rame  1  H— f 
Sndoli*  0  A— f 
Sbrtrah  G— f  1  c 
Sbutredt  M  H— f  c 
Witlaumi  H  A— f 

CASTLE  WOOD 
Curlii  H  H—f  c 
ShBoer  W  N— f  c 
WilUia  £— t  c 


&«l«r  W«ltef— ( 
ThoBUon  J  S-f  c 

CHAMBERLAIN 
SiBtbtm  J  H— f 
gfo^EL-f  c 
F»niier  W  7— f 
GnjbUl  WC— f 
Ij»r«ice  H  I— f 
PilWf  G  F— f 
Pratt  W  H  Jiw 

Whithect  AC— f 

COLUUBIA 
™,=t"  T  M— f  1  e 
nolahnitii  J  F — f  e 
Smith  A  H—f 

CUSTER  CITY 

rang  C  E— f  c 
DEADWOOD 

Cotder  C  O— c 
Icltt,  W  A— f  c 
Porter  A  Yeaaer— f  ■ 

Sbiwta  L  w— f 

Thorn,,  i    Ret«o— (  c 

DELL  RAPIDS 
Cr^  WUl—f 
g'tic  OInf— f 
Kfomt  a  G 
Urim  L  K— f 

Und  w  G— f 
MaUoTT  c  A— f 
Nub«t  w  C— f 
Smith  O  R— f 

DE  SUET 
AltfilH»eh  L  F— f 


Mooibub  F  T— f 


ELKTON 
ClauKD  H  S— f 
Cuckow  ft  Snrlce— f 


GiaHu  O  T— < 
Hoch  Geo  E— ( 
Hodn  J  E-* 
LotJ  Birt— f 
Zilcikr  E  R-f  I 

ESTBLLINB 
CtUf  A  B-f  e 
Uanwdl  C   R— f  e 
LieboHteln  M  S— (  o 


FAULKTON 
awdl  1  Allen—f 
um  D  H~f 


Bsnaon   L«wl)— f 
Bigdow  Jamo  T-t  I  I 
Blewill  Ira   F— f  c 
fluolh  H  A— f  1 
Brnkko  C  S— £  1 
Henry  W  S— f  i 
Hulvenon    L  B— f 
McCarthy  J   H—f 


HURON 

Ji   Brrant   &   DitUo- 

—J  Sunoel— f 
Blake  ft  Scott — f 
Blikc  A  B—l 
BroDgli  C  L— f 
Clark  George— t 
DoDono  L— I 
Ede  ErDcK  O— I 
KinDcr  W  N— [ 
Hill  0*0—1 
Hill   Robert— f   ] 
Hinckler  Ljinut  C — ( 
Keller  C  A— f 
UcIInlne  C  N— f 
UcMonle*  D  E— f 
MidI  ft  Weii^t  1  0 
Hunlne  H  A— f 
Ftlmer  H  A — 1 
Rice    Fred— 1 
Sheeki  George— I 
Teeti  B   F— f 
WiUdtT  R  W— 1 
Ward  Harrr  J-f 
WbiBiiu  M  D— t 
WrithtGeo— ( 


EUi   W  W-f 
HoUtiter  S  W-f 
Otalien   C  H—f 

SnllinD  T_T-f 
Wilnurtfa  D  F-f 

KIMBALL 
Grinrold  Fred— t 
Lumbud  E  B— f 
Smith  B  C— f  I 
Smith'!   QTde  E  In, 


W.1I 


h  J«. 


mith'i   QTde 
Ageoci— i  I 


FORT  PIERRE 
Northern  Troit  Co— 1  e 
Sumner  ft  McPhecaon — 1 


LEAD 
Comm  F  B— f  c 
Curraa  ft  Cumo — f  c 


— f  I  c 

GROTON 
D  N  S— f  1  e 

a  U  F-l 

Erwio  W  I-l 
Gege  T  E— f  I 
Mather  R  A— t  c 

Miller  W  B-l  c 
Thede  John — f 

HERHOSA 
Hemard  A  T— f 
Monaghin  Thoi  I^-f 
HOT    SPRINGS 
Cate  H  1^1  G 
aereluid  L  E— I  1 
Eamnan  L  C — f  1  e 
Uedrick  L  H—f 
Jnckett  E  R^(  c 
Little  F  A— f  c 
Smith  G  C-f 
Stockmini  Bank — f 
Ward  Pete  F— f 
Wilton  C  A— (  1  e 
Wilion  S  E— f  I  c 


Benher  H  F — f 
Blewitt  J  F — f 
Da»i«on  J   W— f 

Holdredge  D  D  ft  Son— C 
HkckaT  D  F— t 
Mandt  F  J— f  I 
OlMid  C  E— f 
Opperud  Jot — f 
Penn  H  H—f  1  c 
Roebeck  Chaa— f 
-       ■  t   A   G— f 

n  Eft  Son— f 

Shlplon  Frank — I 


Urdahl  Han*-^f 
"Vadden  N  E— f 
Wadden  John  W- 


MILBANK 
Benedict  E  H—f 
Bleaier  A  J-l 
Burr  Geo — 1 
Fuller  Thad  1^1 
Kahler  Paul-t 
Lockhirt  S  S— I  e 
Harteni   Bro>-f 
Meehan  F  W-f 
Middlibrook  G  C-l 
Milla  C  E-f 
Rix  Geo  3-f 


Robert!  F  B-( 
Ronenbodi  Jo— f 
Saiuider!  P  O-t 
Staati  D— f 

MITCHELL 

BJdweM  P  A-f  c 
Branson  OLA  Co— f  I 


Kew  Geo  H— I 
Rowle/  Eari  B— f 
Tiptoa  W  E— [ 
Walrath  I  O— f 
Well!  J  ir-i  1  e 
Williama  I  E-1 
Winior  FTI— f 


Sanford  N  A— f  c 
Stoddard  K  B~i  c 
Wataon  J  W-l 
Wendt  E  A~t  c 
PIERRE 
AndcFKin   C  H—f 
Cultins  H  E~-f  e 
HydeC  t^-t 
jackley  J  J— f  c 
LockhanJ  I^f 

Ijnk,  F  S—t 
Ibrch  D  W— f 
Muodt  Wm  T— f 
Uuoaon  L  E— f 
QuackeDbuafa  H  C— f  e 
Starr  ft  Son— f 
Whitcher  C  C— I  I  c 


I  Willu] 


Crabtree  C  C-t 
Farrar  ft  Jen  ton— f 
Heoricha  H  W— f 
Hnnt  A  &-1 
Hunt  G  C-f 
McCain  Fred  C— f  1  e 
Randall  Phil— t 
Roberta  E  F— t 
Wentdej   BariT— f 
REDFIELD 
Bailer  Geo—f 
BranUer  N  P-f 
BrueU  W  F-I  c 
Ball  K  T— f 
Filler  Geo  W— (  [  e 
loenhuth  Wm-f 
'nglea  Tom— I 
ofinton  W  G— f 
■A  F— r  I  c 


JoEnton 
Labrle  . 


Sterling  C  D-f  c 

ST.   LAWRENCE 
iTci  B  F— t  c 
McCullen  J  F— f 
SALEU 
Firat  National  Bank— f 
GibaoD   J   W— f 
Glfford   Cbai — t 
Goldnnltli  D— f 
Hart  W  H—f 
kSb  C  I^f 

Scanlan  P  W-f 
Smith  W  A 
Todd  E  J 
Todd  I  J— (  c 
WlUon  E  H—f  c 
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SIOUX  FALLS 
Bibcock  Wat— I 
Banker  J  A— c 
Buifcc    Frsoti— I 
Caillt  Louii— f 
Cunplwn  L  C— I 
Clart  &  Jdhnion  Co— 
Criit  L  F— 1 
Dc  Lange  P  A— I 
Did  (bit  G  R— I 
Gliddcn   D  S— I 
HaiTui  C  J— 1 
Hob»n  R  J— f 
HoUider  Bcot—t 

£ici  5  Jane* — I 
owle*.  Dwigbt  It  Too- 

Mc^li^cT  a  AllcD—f 
UallodnCT  Jobn— t 
Uoore  G  W  F— I 
Morcom  E  D— f 
Mumby  C  H~f 
Naiter  P  J—t 
Nicboli  L  C— f 
Norton   Ini  Abcdct — f 
Palloa   I  M— r 
Raini  W  H— I 
Schmtike  A  L— t 
Scun-  Onfille— f 
S«xlon  T  W— f 
Siaw  E  C-\ 
Sheldon  J  H— f 
SiMens  fe  G— f 
Tucker    R    A— 1 
Tyler  N   S— f 
Updegraf  J  G— f 
(Jitnid  H   A— 1 
Wbiiebouse  P  C  «  Co— f 


SPEARFlSa 
Cooper  &  Hull— f  1  c 
HenloB  ft  Henton— f 
Kinney  A   L^l 


STUBGIS 
Atwater  H  P— t 
Bodler  A  l^f 
"  ^on  Burt— f 
___  in  Matt— f 
RooiWT  L  W— f  I  c 

TYNDALL 
Abbott  H  F-f 
Cbladek  F  F-f 
Krauw  Ed— f  1  c 
Robinaon  R  R-1 1  e 
Tbonpaon  Wm— f  c 

VALLEY  SPRINGS 


Hart  E  M— f  1  e 
Payne  ft  01k«— f  i 
Puwiey  R  N— I 
Ruoyan  Charles— 1 
Tilion  H  G—i  c 
Weallund  Eric— f  1  . 


Goepfert  R  D- 
Go»B  S  Snyder 
Hanten  H  M— 


Hetland  L  S— f  c 
jane*  W  H— f  c 
Robs  Otto — f  c 
WrEghl  G  W— f  c 

VERMILION 
Harnum  Jtt  L— 1 
Barrett  C  H— f  e 
Broaius  Geo  K— f 
aeUnd  W  L— I 
CopiUnd  J  A— f  c 
Collin.  H  1>-I  c 
Cuitaman  E  M—t 
Gundenon  A  B — f  c 


Schoili  Wm  W— t 

SbeldoQ  S   B~E  c 

Snyder  C  K— f 

■■'-'-alh  H  D— f  c 

WEBSTER 
Alley   A   M— f 
Corapion  D   B   ft  Son-' 

Coonufl  S~f  I 

DuDton  Geo  C— t  1  t 
Halter  Martin— f 
Harcii  R  W— f 
Levay  L  G— f  1 


Woodworth  L  H— ( 
Yea«er  F— f 

WILMOT 
Eaitmac  R  H-f 
Houien  L  S— I 


WOONSOCKET 
Allen  W  H-( 
Cameron  J  B-l 
Carr  E  W— f 

ENUm?  J  *R^ 
Dale  H   S-f 
HaoKe  H  W-(  1  e 
Hobart  HJ-i 
Stnart  W  S-t 
Wolff  R   H-f 

YANKTON 

— f 

nagh  ft  Heitm-l 
_  ...a  E  H— f  1  c 
Duui  )  M— f 
Gamble  Mrs 


Harria  C  J  B 
Lloyd  D  E— 


Roberta  G    W— f 
Smith  J  T— I 
Walpole  R  E^l 
Wheeler  R  A— c 
White  Edirill  T— ( 
Wyman  A  L— f 


TENNESSEE 


W.     U.     INDI>SOIN     &    GO. 

GENERAL    AGENTS 

TENNESSEE  TRUST  COMPANY  BUILDINQ,  MEMPHIS,  TENN. 

ARKANSAS  TENNESKE  nrSSISSlPPl 


Lumber  Uoderwriters,  N.  Y. 
Rhode  Islaad.  Providence,  R.  I. 
Concordia  Fire,  Milwaukee,  Wis 
Globe  &  Rutgers,  New  York,  N.  Y. 


Globe  Underwriters,  New  York 
Stuyvesant,  New  York. 
German  of  Peoria,  III. 
U'isconsin  Underwriters,  UilwaulKe 


ATHENS 
Baylin  J  W— f 
Dodwn   C   F— f 
Dodaon  W  C— f  1  c 
PoiT  U  F— c 
Keith  C  F  Jt^-f  I  c 
Mehaaey   Owen— 1 
Moody  H  S— f 
Reed  J  C—i 
Riddle  Fred— f 


Kabn  A  H— f  0 
MiUet  C  A— e 
MitcbeU  J  I^t 


BRISTOL 
Brewer  J*B  K— f 
Caldwell  S  E— I 
Evana  J  ^-1 
Galloway  H  H-f  c 
Howell   a  Bachman— f  c 
■.yon  J  B-(  I  c 
(cFarlsnd  MAS  Co- 

Sinderi  H  G— 1 
Sheen  W  G  &  Co— f  c 
Sheen  W  W  ft  F  R— 1 
Shipley  H  R-t  e 
Soutbweitem  Asency  Co 

Wood  Wm  M  ft  Co— f 


Bradford  Curi 


lo)  Agcy    1 


Dnpree    N    R— t 
Keathly  NBA  Son— f 
Lyie  G  W— f  c 
Maddoi   ft    Sonfield— f  c 
Parker.  E  G— f  1 
Powell  B  A   Tr— f 
Smith  H  J— 1 
Thomas   S   F— f 
Tipton  ft  Mann— ( 
Whitelaw    E— c 
Wilder  J  A~! 

CHATTANOOGA 
Adami  H  H— 1 


Brown  Hlwh— I 
Brown  ft  Landreu 


Colbnfn  W  I  ft  C»-Ile 
Crimm   C    a— ) 
Cratcbfield  T  W— I 
D'Alembcrte  A  H— 1 
Darrah   A   E— 1 
"  Ewry   ft    Raabtas-4 

_  na^  L— f  c 
Elmore  S  B— (  c 
Etter  J  H  A  Co— 1 
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Fcrger  J  Fred  ft  Bro->f 

Gibson  &  Bonavita — c 

Gloyer  &  Grady— f  1  c 

Hall  Bros  &  Mar—f  c 

Hannon  L  B— t 

Head  ft  Lanier  Co— f  1  c 

Hebditcb  H  G— 1 

Jackson  Roy^ 

Jones  T  P— 1 

Jordan  R  C— 1 

KcTS  F  M— 1 

Kirkpatridt  A  L — f  c 

Lachman  Stanley— f  c 

lailey  W  F— 1 

Lanoroi  T  I^-l 

Long  S  P— f  c 

Love  J  Waltei^f  1  e 

Lowry  WB— 1 
McFarhnd  H  L— ] 
McGanghy  Taa  M— 1 

McGee  ft  Pi70i--f  I  c 
Madellan  Thos — c 
Macrae  ft  Stewart— f  1  c 
Hay  ft  Hall— f 
Mynatt  W  N— 1 
Moyses  Sol  ft  Co— f  1  c 
Norton  T  D— 1 
Nowlin  £  A— I 
Olmsted  Bros  ft  Gates— 

f  c 
Owen,  Love  ft  Estes— f  e 
Pickens  Mrs  Carrie  R— f 
Roddy  T  B— f  e 
RothwellR  A  ft  Son— fc 
Rowles  W  R— f 
Royalty  C  H— 1 
Shepherd  Paul  W— 1 
Slater  R— 1 

Sloan  A  N  ft  Son— f  Ic 
Spence  John  S — 1 

Spencer-Dowler   Co— fie 
Teter  A  J— 1 

Thatcher  Wm  C— f  1  c 
Thompson  T  C  Jr— f  c 
ThomMon  T  C — 1 
Tyler'ii  Insurance  Agcy 

Vance  Harnr— 1 
Venchena  V  E— 1 
Watldns  J  M— 1 
Wetter  Earle   N— 1 


CLARKSVILLE 

Anderson  P  M — ^1 
Bardwell  ft  Co — ^f  c 
Beach  Mrs  Lena— f 
Bycrs  L  N— f  1  c 
Carter  Marvin    B— f  1 
Catlett  ft  Patch— f 
Fort  Geo   ft  Co— f  1 
Banner  M  R — f  c 
Harper  J  R  Si^— 1  c 
Hodgson  ft  Caldwell— f  o 
HoweU  ft  Atkins— f 
McKeage  J  O^f  c 
Michel  H  1^1 
Northington    ft    Faulkner 

Smith  G  Charlton— -f 
Thomas  D  P— 1 
Williams   C  I^f  1 
Yarbrouffh  H  N— f  1 


larDrouffi 
Young  a 


lint— f  1 


CLEVELAND 

Blackburn  J  R— f  1 

Fox  Bros— f   1 

Harris  T  B— f  1 

Harle  C  W  ft  Bro— f  c 

^dan  T  G— f 

Knox  O  A — f 

Moore  B  D— f  1 

Reynolds   M    H— f 

Koeers  T  L  ft  Son— f  1 

Stokes  T  H— £ 

Taber  B  H— f 

Taylor   John— f 

Tonkin  ft  Ramsey— -<  1  c 

WcbbB"     - 


COAL  CREEK 

Reed  C  R-^  1  c 
Watts  C  J— £ 

COLUMBIA 

Columbia   Ins    Agency— 

f  1  c 
Elam  J  T-^ 
Farris  Mora  B— f  1 
Hendley,      Cochran      ft 

Thomas— f  1 
Lipscomb,  Burns  ft  God« 

win — f  1   c 
Looney  E  D  ft  Co 
McAdams  W  G-1 
MaxweU  Sol— 1 
Regent  ft  Zdtler^-f  1 
Sheppard  1  M— f  c 
Vaughn  W  E— 1  e 

CORNERSVILLE 
Kennedy  D  C— f 

COVINGTON      • 

Boyd  W  T  ft  Son-f  1  e 
Garner  James  L— f  1  c 
Girdner  G  A—i  1  c 
Green  Malcolm    1 
Lindsay  W  H— 1 
McCalla  A— 1 
McQelland  J  H— f  1 
Shelton  J  A— £  c 

DANDRIDGE 

Felknar  Mrs  A  M— 1 
Webster  A  H— f 

DAYTON 
Abel  Root  P— f  c 
Crawford  ft  Dodd — f  1  c 
Dean  ft  Blevins — f  1 
Sanborn  C  D— f  1  c 

DRESDEN 

Jones  Arthur — ^f 
Lewis  R  T— f 
Lewis  T  A— f  1  c 
McCuan  W  A— £ 
Mayo  G  T— £  1 
Moran   C   H— £ 
Webb  King— £  1 

DUCKTOWN 
Anderson  Jesse  F — £  1  c 

DYERSBURG 

Atkins  J  W  ft  Co— f  e 
Biggs  ft  Watkins— f  c 
Brigham  W  L— £ 
Grigsby  J  P  ft  CtH^ 
Hayes  W  R— £  1 
Maynard  ft  Hendron— £ 
Moss  R  F  C— 1 
Summers  ft  Rhodes    £ 
Sumners  M  S  Co— f  c 
Watkins  Fred  C— f  1 
Wells  T  I^f  1 

ERIN 

Clutts  C  A— £  1  c 
McElroy   Jno— c 
Parker  C  N— £ 

FAYETTEVILLE 

Alexander   Bros— £   1  c 
Allen  Miss  Carlee— £  c 
Cowden  L  E— £  1 
Evans  Giles— 1 
Feeney  R  Ed— 1  e 
Gaunt  R  W— £  1  c 
Goodrich   Geo — £  I 
Goodrich  John  T  ft  Co— 

£1  c 
Merritt  T  L— £  c 
Newman  J  ft  Co — £  c 
Terry  E  S— £ 


FRANKLIN 

Briggs  J  B— £ 
Cannon  ft  Channell— f 
Cowan  Geo  L— £ 
Ewin  B  D— 1  c 
McCan  J  I^£  1 
MeGavock  Ed— £ 
McLemore  ft  Hunter — £1 
Marshall    German — £ 
Mullins  J— f 
Murrey  Tom — £ 
Perldtts  ft  Green— £ 
Perkins  E   M— f  1  c 
Wallace  T  J— £ 
White  B  F— £ 
Wright  G   0—1 

GALLATIN 

Anderson  D  B  ft  Son — 

£   1  c 
Peay  Mrs  Ada— £ 
Tomldns  Bros— 4  1  c 


GOODLETTSVILLE 
Mathes  A  R— £  e 

GREENEVILLE 

Armltage  Jas*-1 
Armitage  W  H— £ 
Britton  J  D— £ 
Hacker  J  E-f 
Howard  N  T  ft  Co— £ 
U  Rue  S  B  ft  Co— £  1  c 
Lowry  Carl — ^1 
Lowry  Will— £ 
Pipe  John  M— £ 
Susong  D  S— 1 

HARRIMAN 

Brooks  G  F— 1 
Foreman  J  C — ^1 
Hannah  W  M— £  c 
Hendrick  C  E  ft  Co— £  c 
Manley  John   A — £ 
Nelson  Jno  A — ^1 
Ribble  J  H— 1 
Scott  L  O— £  1  c 
Stone  J  W— £  c 

HUMBOLDT 

Adams  G  J— £ 
Adair  H  P— c 
Armstrong  Mr— « 
Dodson  A  R— f 
Fox  E  L— £ 
Love  J  O— £  1  c 

Jackson  G  V— 1 
icNeely  R  H— £  1  c 
MathU  J  W  ft  Co— £  1  c 
Senter  Jno  M— £  1  c 

HUNTINGTON 

Foster  A  W— £  1  c 
Wright  Neil— £  1  c 

JACKSON 

Alexander  A  M  ft  Co — f 
Biggs,    Baldridge  ft   Car- 

rolf— £  c 
Bumpus  ft  Estes — f  c 
Caldwell,   Vanden   ft   Co 

— £c 
Dunaway  W  B— £ 
Fulghum  £— £  1 
Gates  W  W  Tr— 1 
GUss  T  E— £ 
Hurt  R  A— £ 
Knott  C  D  — 1  c 
Lacy  F  R— 1  c 
Landis  C  F— 1 
McQamrock  W  E— £ 
McCutcheon    ft    Drake— 

£  1  c 
Mathis  L  E— £  1 
Patton  A  V— £  1  c 
Phillips  W  R— f 
Polk,  Ingram  ft  Wisdom 


Price  T  H— 1 
Rochelle  Roy  S— c 
Sharp  D  L— £ 
Smith  R  C— 1 
StoraU  ft   Shelton— £  1 
Sweatman  L  O— £  1  c 
Taylor  M  H— £ 
Tisrett  I  B— £ 
Wukerson  ft  Benton^fc 
Williamson  E  P— I 
Wniiams  Carl— 1  c 
Wttherspoon  Ross— 1 

JOHNSON  CITY 

Bishop  ft  Smith— £  1 
Galloway  T  J— £ 
Harrison  W  B  ft   Son— 

f  c 
Lacy  John — ^£ 
Martin  ft  Byrd— £ 
Nease  L  M  ft  Co— f 
Sharp  C  C— £  1  c 
Stafford  B  F— £ 
Stanvard  Little>-f  1 
Wofford  Bros— £  1  e 

JONESBORO 
Cox  Jno  D— £  1  e 

KENTON 

Arnold    C   F^f 
Garrett  J  L— 1  c 
Hopper  W  J— £ 
Howell  A  M— £ 
King  T  M— £ 
Rumsey  C  A— 1 

KNOXVILLE 

Barrows  ft  McSpadden — £ 
Brooks  Jno  M  ft  Co— £ 
Clements   ft    Qements — f 
Clements  W  H  H— f  e 
Cunningham  C  S — i 
Doll    ft    Mynders— £ 
Dow  S  B  ft  Son— e 
Flenniken    M    F— £ 
Flenniken  F  W  ft  Co— f 
Garrett  ft  Cannon — f 
Gothard   Qyde— 1 
Harkey,  Shepard  ft  Sny- 
der—£ 
Heart  Frank— 1 
Henderson  Wm^  B— f  1 
Hendrickson    ft    Jenkins 

Hickman    ft   Johnson — £ 
Huff  Wood— £ 
Ijams  Dr  Howard — ^£ 
Irby  ft  Ragsdale— £ 
Jennings  ft   Searle — £ 
Knaffl  Sam — £ 
Lee  W  W— c 
Lutx  J  E  ft  Co — £ 
Lynn  H  W— f 
McGuire    Roger — £ 
McKinney  T  S— £  1  c 
McMillan    Alex    Co— £ 
McMillan  H  W-1 
McMullen,    Simmonds    ft 

Pettway^-f 
Martin  ft  Chamberlain— 1 
Maynard  ft  McMiUan— £ 
Nerille  S  G— 1 
Rambo  S  R— £ 
Rogers  Van  Gilder— { 
Scott  Frank  R— 1 
Serviss  E  E— 1 
Simmonds,  House   ft    Co 

Simmonds,  House  ft  Co 

-£ 
Still  J  M— £ 
Terry  ft  Malcolm— £ 
VanGilder    Roger— £ 
WhitUe  M  M— £  c 

LA  GRANGE 
McNamee  Jno  T— c 
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LEBANON 

Anderson   Alexander — ^f  c 
Anderson    Sam   M — 1 
Beard  £  E— f 
GoUaday  Geo  &  Co — f  c 
Hill  P  Y—l  c 
McCartney  A  W— 4 
Robertson    N    G — ^1 
Stiles  Tno— I 
Walker    &    Walker— 1    c 

LEWISBURG 

Alford  J  N  &  Co— f 
Black  T  C— f 
Bryant  G  B— 1 
Bryant  &  Lane— f  1 
Crutcher  J  F— f 
Fox  W   D— f 
Hendricks   R    G — f 
Hopkins  Bob-^1 
Kerchcval  W   K— f 
Lewisburg    Ins   Agency— 

f  1  c 
McConnell  S  S— f  1  c 
Moss  J   Lee — f  1 
Murrey  J  M — f 
Turner  S  T~f  1 
Wallace  C  C— f  1  c 

LEXINGTON 

Graper  H  E— f  1  c 
Hall  R  W— f 
Stanford  A  S— 1 

LOUDON 
Kollock  Joe  H— f  1  c 

McKENZIE 

Bass  H  H— f  c 

Cannon  J  P— f 
McKenzie  Co— f  c 
Perry  C  H— f  1  c 
Porter  T  M— 1 
Thomason  &  Scatet— f 
Young  C  F— f  1 

McMINNVILLE 

Harwell  &  Howard — £  1  c 
Hennessee  E  L— 1  c 
Holder    J— f 
Tones   R   Ed— f 
Mason  &  Colville— f  1 
Reams   R  M— f 

MARTIN 

Adams  Rowlett  &  Adams 

— f  1  c 
Bowden,      Templeton     ft 

Ross — f  I  c 
Farmer    G    E    Agency— 

— f  1  c 
Fisher  B  J— f  1  c 
Martin   &   Martin — f  1  c 
Pate  W  E— f  I  c 
Scott  A  L— f 
Turner  &  Harper — ^f  1  c 

MARYVILLE 

Coventry  A  A— f  1  c 
Goddard   Jas    ft    D    R— 

— £lc 
Law  J  O— f  1  c 
Walker  R  S— f  c 
Wine  Wm— I 

MEMPHIS 

Adams  S  D— f  c 
AUeyn  C  Jr— c     ^^    , 
Anderson  Gordon  M-— 1 
Beasley  Wellford  Agency 

— f 
Beattie  G  M— f 
Bell  Walter  B— 1 
Bourne  Edward  ft  Co— c 
Buckingham  T  N  ft  Co 

Calhoun  S   L — I  c 
Carver  N  R— 1 
Cochran   ft  Martin — f 
Collier  Jas  D— f  c 


Coyne  L  P— I 
Dean  ft  TindaU— f 
Dickinson  J  F  ft  Co— fl 
Dobbins  M  F— f  c 
Dunscomb  J  S— f  e 
Edmondson  W  C — f  I  c 
Edrington  J  P  ft  Co— f 
Emmett  Howard — ^1 
Erskine  W  G-^ 
Faxton  F  W  ft  Co  Ino— f 
Fisher   D   A   Inc — f  c 
Galbreath  Percy — i 
Grant  Peter  G — f 
Gttion  H  L  Co — f 
Hannah  N  T— f 
Harris  Emmett  T— f 
Harris  Z  T— 1  c 
Henderson  ft  Heyward — 

— f  c 
Hill  Frank  F— f  c 
Hirach  S  ft  Sons— f 
Hood  Frazier — ^1 
Hunter  F  B  ft  Co— f  c 
Jack  J  D— 1 
Lake  R  P  ft  Son— 1 
Lawrence  Wm  H— c 
Lehman  A  H — ^1  c 
1-ewis  C  K— 1 
Lippitt  J   E— 1 
Martin  N  Hill  ft  Co— f 
Marx  ft  Bensdorf— f  1  c 
Mason,  Carrington  ft 

Sons— f  I  c 
Mathes  Bros— f 
Matthews  ft  Speed  Co— f 
Matthews  J  W— f 
Matthews  R  L  ft  Co— f  I 
Maury    ft    Stout — f 
Mauss  H  B— f 
McKinney  Jas  W— 1 
Metcalf  Bros— f 
Mittelstadt  Wm— £ 
Montedonico    Prondfit    ft 

Co— £ 
Moore  W  H— £ 
Morrison  ft  Hoppe — f  e 
Nelson  W  L  ft  Co— £ 
Newman  ft  Prichard — £ 
Newson  Brewer  W — 1 
Omberg  W   F— 1 
Outten  ft  Sullivan— £ 
Pearce  A  W  ft  Co— £  1  c 
Rabby  E  R— 1  c 
Rcdford  C  N— 1 
Rice-Chism  Co — 1 
Roudebush  W  S— 1 
Sackett  Oran  L— £ 
Shomeaker  S  — c 
Sibley  ft  Erkskine— 1  c 
Sledge  J  T  ft  Co— £ 
Sloan  J  B  Jr— f 
Smith  ft  Wallace— f 
Smith  T  M— I 
Stein  6  F— c 
Sugarman    I — f    1 
Taylor  T  J  ft  Co— f 
Thompson  ft  Tobin — £ 
Timmerman  W  L — f 
Vance  Ins  Agency — c 
Van  Matre  E— £ 
Walker  J  F  ft  Son— £  c 
Ward  B  A— 1  c 
Weathers  Chas  A — ^1 
WelUord  Thomas  ft  Sons 

— £ 
Williamson  E  H  ft  Co— £ 
Williamson    S    M    &    Co 

Ino— f 
Wills  B  A— 1 
Wills  E  F  ft  Co— f 
Wood  W  H— 1 

MILAN 

Collins  Fred— £ 
Harrison  T  R — £ 
Rhodes  J  P— f 
Thompson  C  L — ^1 
Webb  ft  Keaton— £  1 

MORRISTOWN 

Bushong  W  D— £ 
Fisher  J  N— £ 


Grant  E  M— 1 

Holloway  ft  Harris— £  1  c 

Lotspcich  A  W— £ 

Price   E  G— 1 

Kice    ft   Jamagin — £    c 

Taylor  R  F— £ 

WiUUms  ft  Son— £  1  c 

MOUNT  PLEASANT 

Acuff   ft   Harlan— £   1 
Irwin  E— f  1  c 
Ross  C  C— f  1  c 

MURFREESBORO 

Beard   Richard— f 
Black  Eugene— I 
Brevard  ft  Stackird— f  1  c 
Crichlow  J    H-£ 
Hale  Alden— £ 
Love  Clifford— f  1  c 
Rion  E  T— f  1  c 


NASHVILLE 

Alexander  H  B — 1 
Alexander  R   L — ^1 
Armistead  R  A— c 
Armstcad  W  B — f 
Armstead  Robt  L — 1 
Askew   W   T— f 
Baskett  ft  Baskett— 1 
Baxter  J  A  ft  Co— £ 
Benedict  ft   Co — f 
Bennie  W  A  ft  Co— £  c 
Bradford  Davis  &  Co — f 
Brandon  D  G — ^I 
Bringhurst  Booten  ft  Co 

Brown  J  G — 1 
Brugh  Harnett  ft  Co— c 
Buell  ft  Crockett— £ 
Caldwell  J  E  ft  Sons— £ 
Clairborne  Mollie  M— £  1 
Connell  L  B— f  1 
Coverdale  N  C — 1 
Crouch  B  Duke— £ 
Crutcher  T  W  ft  Son— f 
Currey  R  B— 1 
Dabney  ft  Martin — 1 
Davis,    Bradford   &    Co — 

£1  c 
Davis  Paul  F— c 
Dickson  D  D — 1 
Dicken   N   B— 1 
Dryfus  Sol  E— 1  c 
Dudley,    Fite    ft    Metger 

— £ 
Dunning  J  T— 1 
Eaves  Wm  H— 1 
Ewin  B  D— 1  c 
Ewtng  F  E — £ 
Fields  B  F— £ 
Fite  Frank  G— c 
Folk  C  A  ft  Co— f 
Forde  T  M— 1 
Franklin    T    C— 1 
Fusch  E  A — 1  c 
Gale  W  D  ft  Co— f  c 
Gilmore-Clunan  Co — £ 
Hall  G— £ 

A.B.BsBidirt  T.Snhsmlan 

Hall  S  Beiedict 

StAte  and  Local  Agents 
NASHVILLE.  TENN. 

IsliflBsl  fin  of  Eirtfori 
MMhanitt  ft  Trsdtrt  «r  Rsw  OriasBi 
rirgi]iU?.&H.ofRiflkaMed 
8u  Uadsrvritm  ignoy  of  UnftNi 

Henry  RA— 1 
Hicks  P  H  ft  Co— £ 
Hindman  Julia — £  c 
Jackson  H  E— £ 
Jarvis  A  T— 1 
Undsey  A  S— £ 
Litton  G  S  ft  Co— £ 
Loventhal  Bros — i  I  c 
Lucus  J  C— £ 


McAdams  W  G-4 
McKee  T  B  &  Co--f  1  e 
Marcombs  J  H— c 
Ogden  W  A— 1 
Ouerbacher  J— c 
Parkes  Leonard— f 
Picton  J  M— £ 
Pilcher  Stewart— c 
Polk  J'  K— £ 
Price  Erwin— 1 
Ravmond  W  H-4 
Robinson    R   D— 1 
Rutland  W  P  &  Co-f  c 
Scruggs  C  J— £ 
Sharpe  Mora  H— £ 
Smith  H  H— I 
Smith  T  H— 1 
Smith  J  M— 1 
Smith  W  J— 1 
Spurr,  Gross  ft  Co— f  c 
Stone  D  C— £ 
Struby  M  E— I 
Sykes  Chas— c 
TaClman  A  R— 1 
Throop  ft  Eastman— 1 
Timberlakc  J  F— 1 
Torrey  J  D— 1 
Treanor  J  O  ft  Son— fc 
Turner  R  W  ft  Co— f 
Wade   Gideon  P— c 
Warren  F  H— f 
Webster  W  A— 1 
White.  Swain  ft  Co-f 
Williams  R  H— c 
Wrenne  D  P— f  c 

NEWBERN 

Crenshaw  J  A — f  1 
Harris   Jas   T— f  I  c 
Roop  H  A— f  1 
Scott  ft  Co — f 

PARIS 

Alexander  ft  Carter— f  1 

c 
Cherry  Mrs  A  G— f 
Hastings    C    E  ft  Co-t 

1  c 
Johnsonins  J  J  B — f  1  c 
Patterson  J  A— f 
White    Alex    B   ft  C<^- 

£  1  c 

PULASKI 

Abemathy  W  L  ft  Son- 

f  I  c 
Brown  Tom — £ 
Cawden  L  £  &  Co-f 
Daly.  WUson  ft  ApfMff 

— £lc 
English  W  F— 1 
Floumoy  J  W— £ 
Follis  D  J— 1 
Harwell  W  F-1  c  , , 
Harwood  &  Smith— f  1  c 
Holt  ft   Cartei^f 
Johnston  M  L — 1 
McMiUion  H  W— f  1 
Riddle  Geo  T-f  c 
Smithson  W  B-f 
Wilkerson  Lce-1  c 
Wilkes  Jno  B-f  1 

RIPLEY 

Anthony  A  S — ^f  1  c 
Brodie  Lucian — 1 
Henry  F  A  ft  Co-f  1  c 
Kee  V  G— £  1 
Kiricpatrick    ft    Darbafl 

-I 
Tucker    Aubry— f 

ROCKWOOD 

Dannel   T  Tom— I 
Fox  J   E— £  I  c 
Hall   W   E— € 
Lamb  B  J— I  e 
Geo  F 


Lindsley 

Turner  ft  Bamett— t  I  c 
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ROGERSVILLE 

Armstrong  W  K— f 
Keaner  W  I>-f  1  e 
Sanrener  Ralph — f 
Stnrm  W  F^  1  c 


SAVANNAH 
BeU  W  F— c 
WeUh  D  A  Jr— f  c 
Williams  Ins   Agency — ^f 

c 

SHELBYVILLE 
Beardcn  £  W-f 
Coble  S  G— 1 
Cowan  H  B  ft  Co— f  c 
Moody  C  J— f  c 

SOUTH  PITTSBURG 

Cameron     &      Griffith*^ 

f  1  c 
Fitzgerald  R  H— f  1  c 
Frear  &  Tate— f  1 
Wilson  W  H— f  1 


SPARTA 

Officer  A  O— f  I  c 
Sims  ft   Erwin — f  I  c 
Sutton  Frank  H— f  1  c 

SPRINGFIELD 

Amis  H  T— ! 
Crosswy  D  F— I 
England  Horace — f  1  c 
Johnson  D  R— I 
Harris  &   Dixon — I 
Payne  &  Mason — f  1  c 
Pike   &   Brown— f 
Pitt   Mr-l 

Shannon  &  Powell — f  1 
Shelton  &  Williams— 1 
Smith,      McClanahan      ft 
Millen~f  1  c 

TRACY  CITY 

Abemathy  W  C— c 
BeU  John— f 
Fults  J   D— f  c 


Schwoon  Fred  Ji 
Wepf  E  W— f 


-f  c 


TRENTON 

CaldweU  S  P— f  1  c 
Faucett  J  G — f  I 
Happel  T  K— f 
Herron  E  A— f  1  c 
Wade  ft  Wade— f  I  e 

TULLAHOMA 

Aydelott  Doak— f 
Cates  H  W— 1 
Davis   Thurman   J — f 
Harton  John  W— f 
Minson  Captain — ^1 
Ransom  &  Co— f 
Thoma  Eldon— f 
Ward  Robt— 1 
Welch  John— I 

UNION  CITY 

Cbx  J  E— f 

Davis  ft  Russell— f  1  c 


Howard  ft  Buruey— f  c 
Union  City   Ins  ft   Reid 
Estate  Amncf — i  1  c 

Saucer  jS^f¥Co-f  I  c 
White  ft  Qninn-«£  1  c 

WAVERLY 

Blessing  CI— I 
Camel]  D  C-i 
Cowen  C  W— f 
Gould  P  F  F— 1 
Nolan  W  B— f 
Ridinas  W  B— 1 
Saunders  Mason— 1 
Slayden  L  W-f 
Sunivan  J  £-^ 

WINCHESTER 

Alexander  H  B — ^f 
Embre  L   C— ! 
Gardner  ft  Erwin— f  1  c 
Morton  Hugh— 1 
Temoleton  H  M— f 
Walker  W  E— f  I  e 
WUliams  V  R  ft  Co— fie 


TEXAS 


H-  Scpuggs  &.  Go 


MANAGERS 

SOUTHWESTERN   DEPARTMENT 

DALLAS,  TEX. 

RBPRBSBISTIISa 

Westchester  Fire  Insurance  Co.,  for  Texas,  Louisiana  and  Arkansas. 

Camden  Fire  Insurance  Ass'n.  of  Camden,  N.  J.,  for  Oklahoma,  Arkansas  and  Louisiana. 

Eastern  Underwriters  Agency,  of  Camden,  N.  J.,  for  Texas,  Oklahoma,  Arkansas   and 

Louisiana. 
A/lemannia  Fire  Insurance  Company  for  Texas,  Oklahoma,  Arkansas  and  Louisiana. 
Delaware  Underwriters  Ajjency  for  Texas,  Arkansas  and  Louisiana. 
Franklin  Fire  Insurance  Company  of  Philadelphia  for  Texas. 


ABILENE 

Bchrena  W  J— I 
Cannon  J — ^1 
Jonea  A  B— f  c 
Lambeth  M   C— f 
McDavidJ  L— f  c 
Mota  ft  dtirtia — f  C 
Motz  Chas  Sr — f  c 
Muir  V  E—f   c 
Reading  H  A— c 
RoUins  T    S — ^l 
Triplett  G  B — £ 
Wise  L   C  ft    Son— f  c 

ALBANY 

Clarke  A  A— c 
Coffee  S  C — f 
Manning  W  I^— f 
Matthew*  J  A — c 
Reynolds  A  W— c 
Webb  ft  Hill— ^  c 

ALPINE 

Baines  G  W  Jr— f  1  c 
Dougherty  M&a  Floraf— f 
Turner  Otia — f  c 

ALVARADO 

Kelly  C  A— f 

Oakca  &  Harriaon— f  1  c 

Spinka  Mra  Jcjaie— I 

ALVORD 

Henderson  G  B— f 
Jordan    W    O — c 
Whitley   J    ~'     * 


AMARILLO 

Askew  W  A— f 
Blanchard   C   C   F— f 
ChrUtian  VV  A— f 
Currie  &  Spann — f  1  c 
Lefforge  F  M — f 
McAliMne  R  H— f 
Patteraon  W  B — ^1 
Priddv,       McClellan       Ik 

Priadv — f  c 
Smith  Roy  E— 1 
Summera  J  L — f 

ARLINGTON 

Christopher  John  W— f 
CoUina  A  W— f 
Ditto   Jas — f 
Dugan  Wm  M — f 
Huston  A  L— 1 
Lane  &  Cravens— f 
Moore  J  M — £ 
Wallace  F  R— £ 

ATHENS 

Carroll  W  T— £  1  c 
Tones  &   Jonea — £ 
Landman  E  A — £ 
Larue,   Sigler   &   Parsons 
— f 

ATLANTA 

Cameron  W  F— £  1  c 
Goodman  G  N — c 
Graham  W   F— £ 
Harper  Geo  H— 1 


Hutchins  J    M— 1 
Miles  Aquilla —  £1  c 
Mitchell  F  T— 1 
Pruitt  J   D— c 
Sharrer  A   E— 1 
Willoughby    A    L — c 

AUSTIN 

Bahn  G  A— £ 
Boswell  W  A— 1 
Brush  W  B— c 
Cooke  Geo  H— 1 
Corner  Richard — £  c 
Costley  Albert — 1 
Covert   C— £ 
Delaney  L  S — c 
Dickinson   B   S— 1 
Ebbeling  &  Christal— £  c 
Fisher  &  Skclley— £  c 
Fisher  W  W— 1 
Hailey    &    Rather— £    c 
Hammond   R  J — ^£ 
Harris  W  W— 1  c 
Haynie  Brooka — 1 
Haynie   H  H— 1 
Hendricka  F  C — 1 
Houston  J  M — 1 
Tones   H   C — £ 
t.omax  R  C — £  c 
Lucy  Jas  E— c 
Malone  Pat — £  c 
Millican  &  Collett— £  1  c 
Muenster  J  H — 1 
Pressler  &  Ziller— £  c 
Prowsc  Toe — £ 
Ravmona  Jos  H   Jr — ^£  c 
Robinson  &  Hamby — f  c   [ 


Smith  &   Fulmore — f  c 
Smith  C  O  &  Co— £ 
Spruill  &   Allison—   £ 
Stacy-Robbins   Co— £  c 
Thompaon    &    Orchard — 

£  1  c 
Tobin  Wallace— £  c 
WaUing   Geo  Jr   &   Co— 

£  c 
Wendlandt    Carl— £ 
Whitlock  Mrs  &  Delaney 

— £  1 
Young  E  L— 1 

BAIRD 

BamhiU  Martin— f 
Blackburn  L  L— f 
Day  A  R— 1 
Ely  W  R-£  1 
Hmda  W  A— 1 
Jackson  J  R— £  1  c 
Turner  J   W— £ 

BALLINGER 

Balhoger  Insurance  Agcy 

— ^f  c 
Chaatain  ft  Co  M  D— f  c 
Sharp  Mias  Maggie— f 

BANDERA 

Atldna  H  L— « 
Bryant  Sam  O— £ 
Currie  J  W— c 
Duffy  C  H— 1 
Meadows  A— f 
Thalmann  M  R— I 
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BASTROP 

Griesenbeck   Bros — 1 
Luckett  C  P  ft  Co— £  1  c 
Ransome  W  B  ft  Co— f  c 

BEAUMONT 

Anderson  F  C— I 
Brown  R  I^— f  1  c 
Bussard   ft   Aubrey — f   e 
Dilworth  T  E— 1 
Edmonds  J  R— 1 
Henry  R  K  B— f  e 
Tarrett  ft  Stafford— f  e 
Junker  ft  Edward»«-f  1  e 
Lilly  M— 1  c 
McGill   C   H— c 
Pennock  O  H  Jr— f  e 
Riddle  J  M— 1 
Roberts  ft  Corley— f  1  e 
Roberts  I  D—f  c 
Ronton  H  £—1 
Smelker  ft  MAxson— fie 
Skepard  C  B— f 
Singleton,  Bryan  ft  Co— 

lie 
Smith  M  W— 1 
Smith  R  E  ft  C»— f  e 
Strong  W  E-^ 
Stephens  H  C— 1 
Weiss  V  ft  Son— f  1  0 
Zom  J  Jr— £  1  c 

BEEVILLE 

Brown  J  W  ft  Co— f  1  • 
Chase  J  A— f  1  C 
Marsh  W  R— f  1  0 

BELLVILLE 

Liermann  A — ^1 
Louwien  A— f  1  c 
Schauerhammer  Carl— 1 

BELTON 

Blair  J   B— f 

Denny  Chas  F— f  e 

James  W  W— f 

Pierce  J  W— I  1  o 

West  D  M— f 

Yarrell  Thos  ft  Co— «  1  e 

BIG  SPRINGS 

Ambrose  C  D— *f  c 
Lacy  O  T— f  1  c 
litUer  ft  Penix— f  e 
Finer  R  T  Jr^-i  c 
Potten  J— f  c 

Wallace  W-4 


BLOSSOM 

Black  AP— c 
Hooper  F  W— f 
Lenoir  Tom— f 
Patterson  A  L— 1 
Williams  R 


BONHAM 

Bradford  ft  Watson— f  c 
ETsns  Will  H-f       . 
Gibson  &  Ta^Hor^  1  e 
Hendricks  ft  Moor — f  1  o 
Lowery  Jos  M — f  1 
Tapp  G  F  ft  Co— f 

BONITA 

Camp  S  H— I 
GUbert  M  M— 1 
Haralson  H  H— 1 
Holland  E  E-^ 
Modrall  J   R— f 

BOWIE 

Benton  T  H — f 
Buckner  W  B  ft  C»— f  e 
Coffield  W  H— 1 
Green  F  C— 1  c 


BRACKETTVILLE 

Seargeant  O  F— £  e 
Veltmann  Henry  E— c 

BRADY 

BaUou  W  H  &  Co— f  c 
Brady  Land  Co— f 
Case  Tomr-l 
Hughes  S  W— f  c 
Jordan  W  W— c 
Walker  W  W— 1 

BRENHAM 

Amsler  Fred  L— f  1  e 
Bassett  Libbey— f  1 
Brockschmidt  Au|r— f  1  a 
Broesche  H  G— 1 
Curry  Lee — ^1  c 
Delaney  J  D— 1 
Lockett  J  A— I 
Simmons  H  G— 1 
Von  Kalckstein  Ad— 1 
WUliams  D  C— f 

BREMOND 

Holbert  R  R— f 
Moore  J  W— f 
Schmidt  H— f 
Turner  T  W— £  1  « 
Brockschmidt  Aug— f  c 

BROWNSVILLE 

Bartlett   Johnr-f  c 
Grider  E  S— f  1 
Mendenhall  W  K— f  1  f 
Moler  ft  Qint— ^  1  c 
Wood  ft  Dodd— f  1  c 

BROWNWOOD 

Camp  W  T— f 
Denman  T  E^l 
Ellis  J  I^f 
Gehrke  E  H— 1 
Gordon  J  M — £  1  c 
Henley  E  B  ft  Co— f  c 
Kidd  &  Bell— f  c 
McNeese  W  E— 1 
Mid-Texas  Land  Co— f  e 
Noel  H  M  ft  Co— £  c 
Stoton  J  W— 1 
Wear  G  F— 1 

BRYAN 

Adams  Geo— f  c 
Boatwright  S  L— f  1 
Derden  £d  S— 1 
Gordon  J  M— f  1  c 
Griffin  Geo  G— 1 
Hines  J  T— £ 
Knowles  Mary  C— f  e 
Lomaz  E  B— 1 
Moore  J  A  Tr^-f  1  e 
Reed  J  B— 1  c 

BURNET 

Hammond  T  E-^ 
Harrell  Chas  D  Tr— 1 
Fohnson  Geo— f  1  c 
Tones  B— 1 
Tones  Lewis  H — £ 
:ing  F  W— f 
Knox  Robt  T— 1 
Moses  Ealy  J— £  e 
Pearson  M  D  ft  Co— f  o 
Reynolds  M— -1 
Thompson  J  U — 1 

CALDWELL 

Bowers  R  S— c 
Gray  J  A— £ 

ieddns  Jessie  W— f  1  e 
ohnson  Geo  M— 4 
f  ciTes  J  A— 1 
Wood  Lela— 1 

CALVERT 

Bcdach  Gerson— ^f 
Gibson  P  C  ft  Co— f  c 
Jones  T  B— £  c 


McCrarry  Miss  Birdie — f 
Wynne  Ida  H— £  e 

CAMERON 

Hefley  Mrs  Mamie  E— f 
Lesovsky  F  S— f  1  c 
Parlen  W  D  ft  Son— f 
Rogers  Wm  R  F— £  1  c 
Su£Ford  T  C— £  I  c 
Tyson  S  D— c 

CISCO 

Davis  Connie— f 
Mitchell  M  V— f  c 
Owen  C— f 
Owen  Lee— f 

CLARENDON 

Berille  A  M— f  c 
Lewis  L  O— £  1  c 

CLARKSVILLE 

Antone  ft  Fall— f 
Barry  Mr— £  c 
Canterbury  E  L— f 
Cloyd  D  P— 1 
Dick  A  P— £ 
Edwards  W  E— f 
Harman  S  W— c 
Hooks  David  L— 1 
Taylor  ft  Butchei^-£  c 

CLEBURNE 

Allin  PhU  T  ft  Co— f  c 
Blakney  W  T— I 
Bryan  B  F  ft  Co— f 
Byers  ft  Warren— f  c 
Casey  Robt  H— I 
Cbyton   The  B   F  Co— 

f  Ic 
Crutchfield  B  F— e 
Dabney  J  F— f  1  c 
Davis  Mtchell— c 
Griffith  W  H— £ 
Helsley  W  A— 1 
Horton  B  S — ^1 
Horwood  R  J  ft  Co— f 
Kirkham  Thos  P  Sr— € 
Merta  C  W— £  1  c 
Morgan  A  M  ft  Co^i 
Rose  W  K— £  1  t 
Smythe  J  C  ft  Co— f  c 
Templeton  Q  C  ft  Co— 

i  e 
Vickers  ft  Hoffman — f  c 
Walker  Wm  R— e 
Watts  Mrs  W  E— c 

COLEMAN 

Boog-Scott  R  L— f  c 
Culp  R  E  I^-l 
Cuthbertson  W  W— f  1  c 
Dumas,  Zimmerman  ft 

Hines— f  c 
Gideon  W  E— f  1  c 
Johnson  Jay — f 
Ledbctter  f  P— f  e 
Maroney  C  A— 1 
Murray   Frank — ^f  e 
Watson  D  W— f  e 

COLUNSVILLE 

CoUinsville  Loan  ft  Trust 
Co— 1  c 

COLORADO  CITY 

Buchanan  ft  Smith — f  e 
Glisson   D  F— 1 
Greene  J  H — £  c 
Harness  G  B— £  1  c 
Jackson  M  K— 1 
Keathley  Emest—f  1  c 
Major  Louis— 1 
Morrison  ft  Hastings— fc 
Reese  J  B— 1 
Root   G  B— 1 

COLUMBUS 
Hoefremeyer     &     Hastedt 

Shair  L  D— f 


COMANCHE 

Ean^  J  R  ft  Co— £  c 
HaU  Art  G— 1 
Kearby  J  G— c 
Palmer  N  A&Co-fc 
Seherrill  Hngfa— 1  c 
Wilson  Abstrsct  Co— f  e 

COMMERCE 

Debenport  C  J-C  1 
Jemigin  J  D-i  1 
Price  S  C— £  1  c 
Sheely  ft  Moore~f  c 
Smith  J  S— £ 

CONROE 

Foster  W  N-f  c 
Kelley  M  C-f  e 
Llewellyn  J-f 

COOPER 

Anderson  W  C— 1 
Clark  Benj  F— I 
Lane  ft  Tynes-£ 
McKinney  Bros— I  c 
Ratliff  S  C  ft  Sofr-{ 
Simmons  George  R— f 
Young  Mrs  J  L— f  e 

CORPUS  CHRIST! 

Barnes  ft  Chambers— f 
Blacknall  J  C— f  c 
Bryant  S  T— f  I  c 
CildweU  W  H— f  c 
Clark  George  R— f  c 
Cole  A  Fred  &  Co— f  c 
Collins  ft  WheeIer-{  c 
Cubage  ft  Co— £  1  c 
Farmer  W  H— f  1  c 
Helscher  W  P— i 
Lancaster  L  B — ^I 
McCsmpbell  &  Nortoa- 

f  c 
McMastera  Mr— I 
Southgate  T  B-^  1  e 
Trask  F  P— 1 
Watson  W  T— f  c 


Wright  JeM<^— <  c 


Wright 


C— I 


I 


CORSICANA  . 

Adkiaaott  D  R— 1 
BeU  E  I^-f 
Blanding  R  P— 1 
Burgess   Walter  ft  Co- 

f  1  c 
De  Lafosse  E  D-1 
Hunt  Michael— I 
Johnson  W  H— 1 
Loggins  P  H— c 
Moss  G  D — I  c 
Ohnstcad  L  D— 1 
Parham  S  L— 1 
Pinkstott  ft  Church— £lc 
Polk  ft  CaldweIl-£  1  e 
Rice  D  N— f 
Roberts  J  C— f  c 
Slauchter  Lloyd— I 
Stephen  J  R— 1 
Stewart  f  Y— I 
Storey  FMd— I 

COTULLA 

Knaggs  .G  H— I 
Man^  C  E— f 
Thomas  C  C— f  c 

CROCKETT 

ArledgeH  JftCo-£lc 
Collins  T  B— 1        , 
Hail  J  W  ft  Son-f  c 
Moore  Jno  I — £ 
Sallas  J   B— £ 
Warfield  B  B— 1  c  ,  i 
Winfree  E  ft  Son— £  k 
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QeneralAsents:  THE  FIDELITY  &  CASUALTY  CO.,  OF  NEW  YORK 

RESIDENT  AGENTS 

KotU  Imram  Co.  Ltd.  el  UnrpDol  Home  Im  Co.  df  Ncv  York  (DndcnratMn  Airaerl 

.-,  .  ,  ...-,_    ..  ., —  .>__._  Commerctal  UoloD  Ainu'ce  Co.  Ltd.  of  LombiB 

Hutfard  Pin  lofonna  Co.  el  Hartford 
idc  Pin  IBL  Co.  of  N*v  JwMT 
K  Is*.  Co.  of  HllnokM 

M  Uodennltera  Asumt  ot  N.  Y. 


c«  Co.  of  GamuB)'  (Uatlac  Dcpartnuat) 

BBINHABDT,    PATTII.1,0    &    BBINHABDT 


HtaOTtc  Tire  loninuK*  Co.  ot  Kcv  York 


QBNBIIAL  AQBNTS 


Woodaotth  It  Putmu — { 

DALLAS 
Addkni  W  I  *  Co-f  1  e 
Aldtluff  Taho  S  a  Co— f 
Arledjh  CD-f 
AndS  ft  Co— f 
Birb«  J  T-1 
Bulum   C  W— { 
Baton  R  A— 1 
BMttm  W  F— I 
Bcrluhircj  S— f 
Bamttl  ED— e 
Boiiietl  The  Co-1 
Bluton  Thomu  ft   Co~ 


Boolware    L    F— i    o 
Bord  R  W— t 
BniwT  j  A— ( 
Bret  W    R— t 
Brrw  e  K  Co— f  c 
Btm  Eholoo — f 
Bmioek  Eueene— f 
Bariff  B  H  ft  Co— ( 
BDriher  J  T— f 
"^■"^mwlr  E — t 
C»mpb.ll  C  B-i 


CrotI)'  &  Miller— I 
Ctulcher  Harry  W— ( 

Da  VII  A   L— 1 
IfeT   J    W—t 
Diimon  John  M— ( 
Oeiterdiu  L  &Ca— li 
Da«ell  &   Burgew— I  c 
Fauqu,  A  A  Jr-l 
Fojier   HE*  C&— f 
Freemin  &  Burton-f  e 
Fuller   R   T   ft    Co— f 
Gallaway    W    T— f 
Gibboaa  Jobn— f 
Cnlleapie  G   M— 1 
Godwin   Frank   £— t 
Goudeloek  M  V—i 
Greeo  A  A  Jr-1 
Grout  J  E  4  Co— I 


Bitfield  j  T-t 
QesTDe  Hi>)  I-I 
Hereford  Felix   S- 
Hereford    1    B-( 
Hereford  F  S— f 
Hinin,  &  Pfouu- 


rilonlclE  Geo  W-t 
rilonick  1-1 

I  H  G— f 


t  S*B-t 


LeTi    Ins   AeeacT— ( 
Lewi.  E  T-( 
Lindaler  ft  Co— f 
McAIeer  &   Borough— 
McConnell  Rusletl  C- 
MeDooough  J  H-f 
UcDowell  R  R— f 
MdLarrr  D  D— f 
Mannins  T  A— f 
Mann.  W  A-( 
M.ihewa  D  J— f 
Me«dor  R  T  &  Co-c 

Kef' 


Miller  Wm- 


Munn  T  J-[ 
Murphr  M— c 
Neeae  J  R— f 

Nishet  F  A— f 


Pope  J  A— ( 
Popham  J    VV— 1 
PraK  J  B--I 
Price  H  S— f 


SunpHin  W  A— r 
SaadMMH   ft   HUltOM— C 

S<^npi,  Stuart  k  Caratk 


Sbufht 
SmlA  ; 


■  Grea*  RftCO-f 


G— f 


f  P-I 
smiw  N  U—t 
SneU  J  H— ( 
Slepbau  J  E— ( 
TacloT  J  S— I 
Temple  S  A  Co— f 
ThomM  Bro«— f 
Thomai   Chu  F— f 
Tbomu  Jno  H  ft  Co— ( 

Tfaora  Ben — I 
Thorp  0™i"«-J 
TUhnaii   Sidney  H— f 
Treev:inl  ft  Cochrm— ( 
Tucker   P    P— f 
Van  Wsrt  W  H— f 
Vtichoylt,   Ctlnningham 

a  Co— f  1  c 

WSbber  I  T  ft  Co— f 
"■    ma  &  Difier- f  1  c 


'   J  ,^ 


Weem, 

Wiite    ..    , - 

WoolarJ  8t   ^roseleT— 
Wright   C    C— ( 
Ziutgnff  A— [ 


:*  4   Co- 


J.  M.  THOMAS 


G.  M.  EASLEY 


U  F.  BOULWARE 


J.  W.  BLANTON 


John  M.  Thomas  ®  Co.,  General  Agents 


Dallas,  Texas 


Rochester  Gennui  Underwriters  Boston  Insurance  Co. 

Nord-Deutsche  Insurance  Co.  Old  Coloay  Insurance  Co. 

Indiana  &  Ohio  Uve  Stock  Insurance  Company 
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INSURANCE    AGENTS— TEXAS. 


BEERS,    KENISON   St 

GKLVeSTON,      TeXKS 


Adas  AMuraDce  Co. 


GENERAL  AGENTS  FOR 

C«Iedoiuan  iDiurance  Co.  of  Edinburgh.  London  ft  Lancashire  Fire  Insoranoe  Ca 

Norwich  Union  Fire  Insurance  Society. 
Standard  Fire  Insurance  Company  of  Hartford.  Sun  Insurance  Office  of  London. 


MARINE  COMPANIES 

The  Standard  Marine  Insurance  Co.,  Ltd.,  of  LiverpooL  The  Sea  Insurance  Ca,  Ltd.,  of  Iivcri>ool. 

The  British  ft  Foreign  Marine  Insurance  Co.,  Ltd.,  of  Liverpool.  Western  Assurance  Co.,  of  Toronto. 

Boston  Insurance  Co.,  of  Boston.  St.  Paul  F.  ft  M.  Insurance  Co. 


TEX.— Con. 

DEL  RIO 

Brown  G  W—f  1 
Forman  J  A — f  1  c 
Gray  &  Reed— f  c 
Green  &  Green — f 

Jones  W  K— f  c 
fcDowell  C  I^-c 

DENISON 

Alexander  H  G  &  Co— 
f  1  c 

Bridendolph  &  White- 
hurst — ^i  1  c 

Corcoran   Con — f  1  c 

Goldman  M — ^1  c 

Handy  &  Faires — f  1  c 

Kellogg  E  A— 1  c 

Poston   Mrs  J   B — f  1  c 

Reardon  T  E— f  c 

Williams  ft  Sharp— f  1  c 

Winifred    Fred— f   1  c 

DENTON 

Bailey  W  T  ft  Co— flc 
Davenport  B  H  ft  Co— 

f  1  c 
Magee  J  P— f  1  c 
Robertson  Lad  V — ^1  c 

DETROIT 

Bailey   ft   Guest— e 
Bailey  H  C— f 
Easley  R  J— f  1  c 
Kerr  C  M 

DUBLIN 

Qay  W  J— £  c 
Dean  Jno— f  c 

5efferson  Charley — f  c 
laloney  G  B— f  c 
Pipes  R  I/— £  1  c 
Pittman  J  I^-c 
Ulraer  C  F— f  c 
Witcher  ft  Keller— f  c 

EAGLE  LAKE 

Eagle  Lake  las  Agency 
—f  c 

Westmoreland   ft   Walker 
— f 

EAGLE  PASS 

Douglas  &  Schmidt— I  e 
Hartup  C  W-f  c 
Murr»r  J  R— I 
Rice  Brothers — f 
Simpson  S  P— f 

EDNA 

Moffett  F  G— c 
Owen  C  L— f  1  c 
Rowlett  John  O — f  c 
Staples  A  M— 't 
Stockard  B  S— f  1  c 


ELGIN 

Davis  A   H— f  c 
Gillespie  Chas — f  c 
Keeble  Walter— 1 
Moore  &  Moore — f  1  c 

EL  PASO 

Behr  Realty  Co— f 
Bowie  H  T— 1 
Broaddus  &  LeBaron— f 
Buchoz  &  Schuster — f  1  c 
Coles  A  P  &  Bros— f  c 
Cornell  H  G— 1 
Crim  Van  P— 1 
Crowell  Agency  Co— f  e 
Crutcher  G  W  ft  Son— f 


Cruzen  ft  Jones— 1 
Davis  Bros — £  c 
Dockerv  ft  Co— £ 
Epps  N  A— 1 
Fan  H  W— c 
Fisk  &  Ramsey — f 
Hadlock  E  J— c 
Hawkins  Bros — £ 
Hunter  Frank  E — c 
K:nne  C  A  Co — f  c 
Latta  ft  Harper — ^f  c 

LaSalle  T  Realty  Co— £c 

Lay  H  A— 1 

Lusk  H  E— 1  c 

McGregor  D  H— 1  c 

McKnight  A   1^-1 

MacMillan  Mi^£ 

Marr  Jas  L  ft  Co— £  1  c 

Moeller  Wm— £ 

Newman    Investment    Co 
— £  c 

Page  J  B— 1 

Park  Bros— c 

Payne  W  F— £  c 

Perry   Kirkpatrick— £   1 

Ramey  Bros — £ 

Reynolds  Miss  Xury — c 

Rinehart  R  H— 1  c 

Scales  ft  Gregg — c 

Smith  J  H  &  Sons— £ 

Stevens  Horace  B  ft   Co 
— £  c 

Watts  J  J— £ 

Willson  G  A  M— c 

ENNIS 

Arden  W  D— £  1 
Banner   Realty   Co— £ 
Boren  ft  Brown — f 
Craig  J  F— 1 
Griffin  Chas— 1 
Reynolds  Bros— £  1 
Sessions  D  S— 1 
Shipp  ft  Curd— £  1 

FAIRFIELD 

Anderson  J  G — £  c 
Childs  Bros— £ 
Grayson  C  B— 1 

FARMERSVILLE 

Huddleston  J  P— £  c 
Pendleton  J  E— £ 


FLATONIA 
Flatonia  Fire  Agcy — £  1  c 

FLORESVILLE 
Cadena  F  T— I 
Culpeper  Chas — f 
Ezzell  O   L-f 
Graham  H  T — c 
Hennington   W   W — f 
Herrington  E  W— £ 

FORNEY 

Adams  Frank  M  Jr— f 
Brooks  M  B— f  1  c 
Center  Care— 1 
Greenfield  Emil— 1 
Newton  W  P— 1 
Rhea  R  P  Jr— 1 

FORT  DAVIS 

Espy  Joe— 1 
Prude  A  G  — 1 
Stewart  Jas— f 
Thompson  S  A — £ 
Weathcrby  J  P— c 

FORT  WORTH 

Armstrong  Thos  M — ^I 
Baker  Jno  F— £ 
Birdsong  ft  Brown — 1 
Burrougns  Geo — f 
Childress  Chas  W— 1 
CoUett  ft  Siebold— £  c 
Cox  T  W— 1 
Crowley  Frank  B — £ 
Davis  D  C— 1 
Dobbs  ft  Street— 1 
DuBose  L  H — £ 
Dyer  Quimby — 1 
Eakle  H  P- 


Eaton  J  G— 1 
Edwards  P  H  ft  Co— f  c 
Fosdick  E  E  ft  Co— £  c 
Furman  ft   Orgain — £  c 
Gilliknd,  Harwood  ft 

Smith— £  c 
Gray  ft  Smith— £ 
Haywood  Roy  W— £ 
Head  ft  Co— £  c 
HolUngsworth  G  W— £  c 
Johnson,  Samson  ft  Co — 

£  1 
Kenned^^  Edw  R— I 
Littlejohn  J  B  ft  Co— £  c 
McChesney.  Hill  ft  Co— 

McNaughton  F  D  ft  Co 
— £  c 

Martin  K  T  &  Co— f  c 

Mitchell.  Gartner  ft  Wal- 
ton— f  c 

Montgomery  C  G-^ 

Murphy  T  J— 1  c 

Nelson  Norman  E — £  c 

Porterfield  ft  Wynne— I 

Prince  ft  Byas — c 

Samuels  A  W  ft  Co— £  c 

Shaw  W— 1     • 


Shilton  Harry — c 
Vera  Reynolds  ft  Co— ft 
Walker  Glen  ft  Co— f  c 
Wallace  ft  Howell— f  c 
Willie  W  H  ft  CO— f  c 
Yates  W— 1 

FREDERICKSBURG 

Bierschwale  ft  Wright— f 
Brodie  A   H— 1 
Brodie  S  L— 1 
Keller  A— f  1 
Koenig  E  J — £  1  c 
Wright   Geo    E— 1 

GAINESVILLE 

Allen  O— 1  c 
Allen-Ware  ft  Co— £  c 
Beasley  I  ft  Co— f  1  c 
Guy  H— c 
Panic  F  A  ft  Co— £ 
Rowland  W  D— £ 
RusseU   Will— 1 
Thompson  Edw  M— f  1  c 
Wilson  ft   Cooper— f  c 

GALVESTON 

Adriance  Jno  Jr— f 
Austin  G  T— I  c 
Beers,  Kenison  &  Co— £  c 
Brown  Chas  R  ft  Co— f 


Collins  Ira  E— 1 
Cuenod  ft  Co — f  c 
Dorsey  G  H— £  c 
Fox  L  F  ft  Co— f 
Goff  E  W— 1  c 
Hanna  John — £  1  c 
Hiegel  ft   Ryan— f  c 
Lovenberg   I — f 
Montgomerv  ft  Co  Jat— » 
Northern  ft  Levy— f 
Rice  E  E— £  c 
Ryan  Ed  V  ft  Co-c 
Ryan    ft    Douglas-i 
Seinsheimer  J  F  &  Co- 

£  c 
Singer  J— £  c     ^    ^,. 
Stewart   Maco   ft  Misv 


Stowe  J  N  ft  Co-4  1 
Tellefson  J  C— 1 
Worth  R  J— £  1  c 

GATESVILLE 

Chrosman  T  tT— f  c 
Compton  Howard  S— » '  ^ 
Graves  A  P— f 
Shows  J  B— I     ^ 
Waldrop  W  A-f 
Wells  O  F— 1 

GEORGETO^T* 

Flanacan  W  J-f  1 «  ,  ^ 

Forter  Wharton  I^ViJ 
SnyderJ  WftScns— fl« 
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J.  F.  SEIIMSHEIIVIER   &  COIVIPAIMY 

QALVBSTON 


LOCAL  REPRESENTATIVES 
Fir*  IiMuraao*  DapartmsBt 


QnecB  of  America 

Aachen  and  Mnnscfa  of  Germany 

Northwestern  National  of  Kulwankec 

German  AlHaace  of  New  York 

Sccnrity  of  New  Haven 

Home  Underwriters,  New  York 


Eastern  Underwriters  of  Camden.  N.  J. 
German  Underwriters  of  Milwaukee 
National  Union  of  Pittsborsh 

Mechanics  and  Traders  c^  New  Orleans 

Firemen's  Underwriters  of  Newark 

German-American  of  Pittsburgh 


Bonding  aad  Casualty  Dapartmant 

American  Indemnity  Company 


Marina  Dopartmant 

Commercial  Union  of  London 


Staam  BoUar  and  Fly  Wheal 
Hartford  Steam  Boiler  Insurance  Company 


GIDDINGS 

Bums  £  A— I  e 
Folkea  J  R— I 
Sueha  M  E--1 

GILMER 

Briggs  M  B— f 
Briggs  T  H— 1 
Elms   W   C— 1 
Harrison  M  M — f  c 
Msttox  R  L— f  1  c 
Mathias  John  A--f  1 
Mayback  Miss  Er-f  1 
Mothis  Jno  A— f  1 
Waghalter  Sam  J— c 

GOLDTHWAITE 

Brinaon  M  N 
Broon    E   M— 1 
Qements  Phil  H— f 
Clements  R  E— 1 

GOUAD 

Baker  Levi — f  c 
Britton   W  E  &  Co— f  c 
CambeU  W  B  &  Son— f  c 

GONZALES 

Bnrchard  C  A— f 
Cole  W  M— f  c 
Gardien      k     Kokernot— 

f  Ic 
Herzik  Jos— f  1 
Hosldna  Conde  R— f  1  e 
Potta  M  L— f 
Walker   R   H— f  e 

GRAHAM 

Norris  A  O  &  Son— £  c 
Stewart  A   D— 1  c 
Vick   D  G— f  c 

GRAND  SALINE 

Alexander  R — c 
Cbestman    Edw   W— f   1 


Cox  C  H— 1 
Gibson  &  Gibson — f  c 
Mayfield  C  A— 1  c 
Sim    Florence — £   c 

GRAND  VIEW 

Abncy  T  D— f  1  c 
Hayne  Thos  H— £ 

GREENVILLE 

Chapman  Robt  M — £  c 
Ende  F   V— £  c 
Ettcr  S  R— £  c 
Holmes  A   R— £  c 
Masaey  J  M — £  c 
Tisdale  J  M— £  c 
Van  Amburg  J  H — f  c 

GROESBECK 

Collins  Frank  A— f 
Oliver  D-f  c 
Oliver  Bros— £  c 
Walker  Miss  Rose— f 
Wienbish  Mrs  Carrie— £ 

HALLETTSVILLE 

Brans  Cohn — 1 
Long   E   T— 1 
Peterson  Wm — £  c 
Rosenberg  &  Young — £  c 
Simpson  rriench  &  Son — 
£  c 

HAMILTON 

Hill  &  White— £ 
Perry  Bros— f 
Raddy  Eph— £  1  c 

HASKELL 

Elkins  Clyde  F— £ 
Johnson    Henry — £    c 
Key  S  W— f  c 
Long   C    D— 1 


McConnell  H  G— f 
Rike  H  M— £ 
Sanders  &  Wilson— £ 
Whitaker  B  M— £ 

HEARNE 

Crocker  E   S— 1 
Easterwood  H  G — £ 
Gowen  W  A— f  c 
Haigler  J   M— f 
Lumi^n   W    C — 1 
Pugh  Mrs  F  C— £  c 
Urech    C    S— c 
Wilkerson  W  A— f 

HEMPSTEAD 

Cnny  T  B-^  c 
Edwards  W  T— c 
Greig  Paul — ^f  c 
Henderson  Alvin~f  c 
Hughes  Ellen  L— f 
Moonay  Mrs  M  C— f 

HENDERSON 

Delamar  W  £— £  c 
Fowler  L  M— £ 
Griffin  H  L  &  Co-£ 
Preston  E  M— £ 
Smith  Mrs  Fenna— f  c 

HENRIETTA 
Squires  F  E  &  Co— £  1  c 

HICO 

Cole  M  A— £  1  c 
Rodgers  J  P  &  Bro— f  1  c 

HILLSBORO 

Colonial' Ins  Agency— £  c 
Hughes    Sep    K    &    Co — 

f  1  c 
Lefevre  Mrs  Alleine  M— 

f  1  c 


Lowrey  &  Young— f  I  c 
O'Brien  &  Kirkpatrick— 1 
Young  &  Young — 1  c 

HONEY   GROVE 

Black  J  F-£  1  c 

Bryan  C  B— 1 

Erwin    Ivan    B    &    Co— 

f  1  c 
Gibson  P  P— £  1  c 
LaMaster  L  C— £ 
Robnett  J  H— £ 
Stephens  J  B — £  e 

HOUSTON 

Abbey  W  M— £ 
Adams  ft  Porter— e 
Allen  J  A  ft  Co— £  c 
Bailey  A  H— £ 
Bins.  Settegast  ft  Oliver 

Bowdcn  J  M— £ 
Blaine  W  T— £ 
Bradley  C  V  ft  Co— I 
Brewster    C  G — f 
Burkett  J   W— 1 
Burks  D   F— £ 
Chapman  Jas  R  ft  Co— 

Childress  ft  Tavloi^f  e 
Christie  ft  Lykins— £ 
Cochran's  Ins  Agency— c 
Cotton  soft  Broa— f  c 
Cravens  ft  Cage — f  e 
Cummings  O  S — £  1  c 
Dumble  E  H  &  Co— f  c 
Ellis  Warren  R— 1  c 
Evans  H  R— f 
Fraser  W  G  ft  Co— £ 
Gartner  &  Settegast— f 
Hadsall  E  B— c 
Hamblin  T  N  &  Co— £  c 
Henderson  Robt  A — ^1 
Houseman  H  L — £ 


JAMBS  CRAVENS 


RUPUS  CAOB 


K.  S.  DARGAN 


CRflVEj4S    &    CflOE 


INSURANCE  MANAGERS 


HOUSTON,  TEXAS 


Fire 


Tornado 


Hail 


Automobile 


Casualty 


St.  Paul  Fire  &  Marine  of  Minnesota 
Mercantile  F.  &  M.  Underwriters  of  St.  Louis 
Firemen's  of  N.  J. 
I>etroit  Fire  &  Marine  of  Mich. 
Michigan  Fire  &  Marine  of  Detroit 


American  Central  of  St.  Louis 
Camden  Fire  Ins.  Ass'n  of  N.  J. 
Firemen's  Underwriters  of  Newark 
Minnesota  Underwriters  of  St.  Paul 
Texas  Fidelity  &  Bonding  of  Waco 
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TEX. — Houston,  Con. 

Houitoun  Jac  P — f  c 

Hughes  T  A— f 

Hunter  William  A  ft  Co 

kJu^  Wallace— £ 
Kleptnger  O  T— f 
Kirklaiid  W  H  ft  Co— f  e 
Lanflrhaxn  A  D  ft  Co— £  c 
Lea,  Radford  ft  Co— £  c 
Lewis  A  N  ft   Co— f  c 
Lubbock  Jno  B — ^f 
McAllister  E  S— c 
MacLauffhlin  Gut^— £  c 
Maillot  ft  Bowen— £ 
Malone  QaTton  E-^c 
Matthews  D  J  ft  Co— £  c 
Melton  E  B— £ 
Melton  W  H— £ 
MUler  R  E— 1 
Munce  T  O— f 
Murff  L  A— £ 
Noble  E  C— £ 
Painter,  Reichman  ft  Co 

Parks   T  K— f 
Perry  ft  Sammons— 4  c 
Peters  H  E  ft  Co— £  1  c 
Price  R  B— f 
Raphael   Bros— f 
Raphael  S  G  ft  Co— £  c 
Rice  ft  Belk^f  c 
Shelton  ft  Ame^— £  c 
Shepherd  £  D— 1 
Smfth,  Marvin  ft  Co— Ic 
Tibbitt  John  S— 1 
Torry  ft  Co— £  c 
Vinson  Insurance  Agency 

Warner  A  M— £ 
Westheimer   Majc— I  c 
WijlUms  ft  Porter-f 
Wilson  Toseph  H— 1  e 
Young  ft  Felker^£  c 

HOWE 
Davis  C  E-£  1 
Ferguson  W  W— £ 
Howdeshell  J  M— £ 
Hughes  J  A— £  1  q 

HUBBARD  CITY 

Berry  Walter  E— £  1  c 
Dean  W  R— £ 
Odell  ft  Bishop— £ 

HUNTSVILLE 
Bar  W  Y— c 
Foster  ft  Foster— £  e 
Singletary  P  H— £  1  c 

ITALY 
Freeman   S — £  I 
Geofffe  Whit— £  1  c 
Jennings  Will— £ 
Park  P  S  Jr— 1 
Parker  J  »tf— f  1 
Stroud  K  G— £  c 
Walker  D  P— 1 

ITASCA 

Coffman  W  H— f 
Martin  Dock  K— 1 
Wilkinson  Ed  &  Co-f  e 
WoodMS-£c 


JACKSBORO 
Adams  L  T — ^I 
Breech  Jas   E— 1   c 
Daujrherty  H  T— 1  c 
DaTidson  E  M — I  c 
Isbell  Walter— £  e 
Johnson   Bros  The  Co — f 
Simoson  T  P— c 
Spillers  GtO'—i  c 

JACKSONVILLE 
Brock  R  E— c 
Bur£ord  John  H— f  c 
Crim  J  R— £  1 


Crysup  Festus— £ 
Duke  A  M— £  1 
Howard  John-*l  c 
Wuk  L  F— 1 

JEFFERSON 
Goldberg  I  I^-£ 
Stutx  C  A— £  I  c 
Watson  J  W  B— 1 

KAUFMAN 

Goolsby  H— £ 
Haines  ft  Co— f 
Harton  C  B — i   1 
Hubbard  E  V— 1 
Palmer  Jesse— £ 
Shaw,  Nash  ft  Nash— £c 
Terry  ft  Brown — c 

KERRVILLE 

Fawoett  W  A— £ 
Hamilton  T  M— £ 
Storms  Gilbert— £ 

KINGSVILLE 

Dennett  H  C— £  1  c 
Laws  Ben  T — f  c 
McCracken  W  H— f  c 
Wilson  Ben  F— £ 

KOSSE 

Allen  W  D-£  1  c 
Forbes  ft  Brady— I 
Robison  Kit— f 
Young  J  W— £ 

KYLE 

Gross  Otto— £  c 
Gross  Wm— £  c 
Hart  Jno  J— £ 
Hartwell  T  F— £ 
Tompkins  J  W— £ 

LADONIA 

Howse  A  M  ft  Co— f 
Weldon  C  W  T  &  Co- 
£le 

LA  GRANGE 
Brown  Mills— f  1 
Lenert  Smith  ft  lidiak— 

£  c 
Weber  E  J— £  1  c 

LAMPASAS 

Price  ft  Young — {  1  c 
Spark  M  V  B  ft  Son— 
Tl  c 

LANCASTER 

Anderson  W  B— 1 
Hurst  W  B  ft  Co— £  1  c 
Perry  W  Y— 1 
Rea  C  R— £  1  c 
Wills  M  K— 1 


LAREDO 
fiaker  J  B— 1 
Bunn  T  A — 1  c 
Oenike  Ed— £ 
Earnest  ft  Bunn  Co— £  c 
MacMahon  P  J — £  c 
Mima  Wm  H— £  1  c 
Ryan  M  S— c 
Sanchez  E  B— 1 
Winslow  A— c 
Wormser  Bros— £ 

LLANO 

Carter  J  H— 1  c 
Cone  J  A — £  c 
Hoester  Ben — c 
Marschall  O — ^1 
Oatmen  M  C— f  1  c 
Orr   Wilkins— f 
Tarrence  E  W— c 
Watkins  W  W— £  c 


LOCKHART 
Dodd  B  F— £  c 
Du  Boise-Carter  Ins 

Agency— £  1  c 
Ellis  J  T— I 
Galloway  W  S— 1 
Gommillion   F   H— ) 
Kelly  M  C— 1 
McDowell   Mrs  Altah— £ 
Smith  T  A  ft  F  R— 1 
Trigg  R  T— 1 

LONGVIEW 

Boring  J  A — £ 
Gans  ft  Smith— f  1  c 
Watson  ft  McCuUough— f 

LULING 

Boggus  J   F — £ 
Bridges  Mrs  A  C— £ 
Carter  ft  Son— £ 

Jackson  C  L— £ 
fan£ord  Miss  Agnes— f 

McGregor 

Cherry  A  P— £  1 
Naylor  ft  Crain-^  1  c 
Stubblefield  T  W— f  1  e 
Walker  Edward— f  1  c 

McKINNEY 

Abemathy  Gideon  F— I  c 
Erwin  R  D— 1 

iones  M  T— I  c 
[use  J  M— c 
Page  Jno  D— f 
Pope    Ben — £ 
Ray  Robert  L— c 
Scott  ft  Emerson— £  e 
Shirley  W  M— £ 
Stacar  A  H— £ 
Walker  G_J  S-1 
White  ft  Davis-£  c 


MARLIN 

Goode  W  T— £  1  c 
Jones  ft  Lyons — £  I  c 
Oltorf  Chas— £  1  c 
PhilUps  Bros— 1 
Ragsdale  F  H— f  1  c 
SewaU  K— £ 
Simpson   Mr — ^I   c 
Stanley  L  N— f 
Stephens  F  M — 1  c 

MARSHALL 

Adams  C  F — £ 
Allen  W  D— £  c 
Carter  tno  B  c 
Dunn  J  C— 1 
Field  ft  Youn^-f 
Littleiohn  A  C— 1  c 
Littlejohn  R  P— f  1  c 
Pence  J  L— 1 
Raguet  ft  Gregg^-£  c 
Stone  Geo  H— I  c 
Westmoreland  A  D— 1  c 

MASON 

Hey  ft  Durst-4 
Hey  Ben  Land  Co— £  c 
Lemburg  ft  Loeffler— £ 
Loring  Van  M— f  1  c 


MEMPHIS 


Batson  T  A — £ 

ft  Delaney — f 

Brice  Mrs    Buehfa— £ 


Boston  ft  Delaney — f  c 


Brice  R  P— £  1  c 
Dunbar    Bros — £  c 
Hudgins  E  N— 1 
Norwood  T  B — £ 

MERIDIAN 

Bounds  Roy  I — f 
Hale  P  S— £ 
Hill  T  C— £  c 


MEXIA 
Kamer  P— £  1  c 
Murphy  D  A— f 
Park    J  H-l 
Pejrton  ft  Sweatt— £  c 
Smith  Blake-J  c 
Smith  J  S-£  1  c 

MIDLAND 
Bashman-Shepherd  ft  06 

Clark  J  Harvey— £  c 

MIDLOTHIAN 
Rea  C  R  ft  Bros— f  I  c 

MIDLOTHIAN 
Rea  C  R  ft  Bros-£  1  c 

MILFORD 

Goldston   J   M   ft  C<>- 
tic 

MINEOLA 
Gaston  ft  Thoma»-f 
H««hes  T  A-4^ 
Mansell  ft  Falkner^f 

MINERAL  WELLS 
Beeler  Dick— f  e 
^*?«J;_^McCrackea  ft 

Coleman  J  H— 1 
Durham  I  B— £  c 

Herndon  H  C  ft  Co-fc 

MORGAN 
Carruth   S  R— 1 
Covey  S  J— f  1 
Fraafer  Frank— £ 
Walton  R  W-^ 

^    MT.   PLEASANT 
Duncan  C  Lr-i  1  c 
Furquay  O  M— 1 

fm  R  J— I 

Lindsay  Minnie  P— £  i 
Peterman  H  W— £  1  c 

MT.  VERNON 

Goswick  S  D ^£ 

Hill  C  R-^ 
Holbrook  R  W-£  c 
Mayers  A-f 
Kuther£ord  J  L  Jr— £ 

NACOGDOCHES 
Inmham  Geo  C  ft  F  H 

Sublen  Ins 


Ic 

NAVASOTA 

Bhckshear    Templenua- 

r  1  c 
Bridges  E  Lr-^i  i  c 
Horlock  R  W— £  1 
Jacobs  H  A— f 

NEW  BRAUNFELS 
Clemens    ft    Faoat— { 
go<»e    Cha»-| 
Hoefce  W  H-T 
Moeller  H  C-« 

Schneider  A  C— I 
^tPPj  Ludwig  ft  Kloepfer 

ORAN6B 
Anderson  E  W— £  1 
Curry  p  B-£  I  c 
Curtis  Geo  W-l  c 
Malone  W  H-£  I  c 


INSURANCE    AGENTS-TEXAS. 


J.  G.  HORNBERGER,  Gen'l  Agt. 
A.  G.  BECKMANN,  Asst.  Gen'l  Agt. 

SAN  ANTONIO,  TEXAS.        GENERAL  AGENTS  FOR  STATE  OF  TEXAS 

HAMBURG-BREMEN  PIRE  INSURANCE  COMPANY 

GERMAN  FIRE  INSURANCE  COMPANY 

DEUTSCHLAND  UNDERWRITERS 

NATIONAL-BEN  FRANKLIN  FIRE  INSURANCE  COMPANY 

HUMBOLDT  FIRE  INSURANCE  COMPANY 

PIONEER  FIRE  AGENCY 


EbD   ft  TpwoMnd— fit 
Hiaat  H  H— f  c 
HQihn  F  H—f  c 

SiOtaa  Bca  D— I 
ini«l  J  W— f  c 
Boftn  B  F— f  1 


Allen  ]  E— 1 
Biifd   Tu   W— e 
Bill  I  t  4  Co— f  c 
Briot.  C  B— I 
Conner  A  B  ft  Co— f  c 
f'Tgio  K  S  »  Co— f  I 
Gilbmih  ft   Dfvres-f 


lotdu  t  : 
LnaE— I 
NsnwDt  &  ... 
OtaBB  A  J-^ 


nLOT    POINT 
Bsrfc.  Win  D— f  c 
pirrii  M  I— 1 
Litbt  ft   Elbnore— f 
UmmmerT   W    B— 1 
StU  J  E.f(-(  1  c 


ftnium  E  T— f 
Crwn  E  R — f 
Reonedy  W  A— 
Merrit  ft  A— f 


Ciipnilw  t  A— 1 
Crprnter  G  E— f 
Cr»wford  R  H—f  1 
Dicktrton  J    R— I 


QUANAH 
CjBwder  ft  Wilej— ( 
M.(tlie«  S  J— fT c 
Robmwin   I   B— f 
WOk™  J  fi— f 


Rudom  R  F— f 

ROCKDALE 
Corbctt  W— f 
Gulur   W  E— f  t  c 


ROCKPORT 
Dcwer  R   H—f 
Hoopc*  J   H — f 
JohuMm  C  G — f 


Sbclton  M  A— f 
Walker  W  C— 1 
Wtlb  Dkk— 1  c 
Well.  J  1^1 


Thorp  E  V— 1  0 
RUSK 
Bonner  W  S— f 
Gruf  E  tr—f  c 
PerHn.  1m  1  Ji^f 
Shook  ft  Nonnsn— f  c 

SAINT   JO 
Boireri  Joe— * 
Cunnini&im  C  E— I 
Hemj^l   F  H—f 


lemi^l   1 
fitchBll-H< 


SAN   ANGELO 
Bnmdt  Hal  P— f  1  c 
Broeme  C  A  A  C— f  I  c 
Ion*  ft  McDoiuld— f  I  c 
Hitcfaam  ft  Birdwell— f  c 
Robinioa  W  S-I 

SAN    ANTONIO 
Abber  Elmer— f 
Andmon  R  U — f 
Archer,  Oeeeoki  ft  Co— I 
Biiti  k  Howird-1 
Baldwin  A  D— f 
Baldwin  J  C— t 
Beckmann  A  G — f  c 
Borden  J  C— 1 
Bock  S  M— ( 
BurttKhell  I  A— I 
Campbell  T  W— c 
Carlton  O  S— 1 
Cdnneai  W  S — ( 
Connea*  W  S  ft  Co-t 
ConroT  ft  Rice — f 
Cooper  R  N— f 
Dieti  IrrioB— f 
Dillon    T    T— f 
Dittmar  ft  Sanger— t 


Eada  Homer     f 
Eicbliti  Geo  C  ft  Co— f  c 
Ewini  W  K  ft  Co— t  c 
Fiabcr  Walto^l 
Florlan  Chaa  H — f  c 
Florini  F  Int  Afo— f 
Ford  Herbert  cl  E  U 

Griawotd  J  C— f 
Goalloc  lira  Katc-I 
Grm*  Fred  C— f  e 
HartweU  ft  Co— t 
Henderaon  ft  Laac — f 
HerS  ft  EUel— f 
Herrlns  W  W— f 
Hill  H^O— f 
Hoefacn  P  P— I 
Honbernr  J  G— f  e 
Howard  Geo  T  Sr— f 
Hnnter  Htub— f 
Jotanaon  ft  Burnett— f 
Johnaton    Fred    ft    Co— 

Jonea  ft  Co— I 
teelt  W  H-l 
Lei^ton  T  G— f 
Lutei  Ura  H-C 
UcGalFn  Sol  ft  Co— f 
Utja  i  Webb-I 
llDn^omer;  J  Frank— 1- 


Pawkett,  Torrer  ft  C.^- 

Piper  ft  Stileo— f  c 
Pandelfo   S  C— I 
Rennart  F  T— f  e 
RIcber  ft  Caaer— f 
Rabardi  ft  Dillon— f 
Sao  Anlonio  Loan  A 

Treat  Co — I  c 
Schul.  E  A— 1 
Smith  J  J-1 
Tatum  C  H  ft  Sod*— I 
Thompaon  ft  Robiaaon— f 
Tabin  Broa— f  e 
Triee  ft  Ludolph — I  e 
Waaaeoer  D  E  B— 1 
Weater  R  H  ft  Co— f 
Zork  Ralph— f  c 
Zorowakjr  Archie— ( 

SAN  DIEGO 
Croft  W  B  ft  Co— f 
Hoffman  N  A — f  c 

SAN  MARCOS 
Colbert  W  B— f  1  c 
Ferguaon  ft  Co— f  1  c 


Seidera  Robert— f  I 
Urqnhart  W  B— e 
Watbera  G  W— f 

SCHULENBERG 
Bnaaek  G«a— t  I  c 
Rnaaak  Ifnat— f 


SEQUIN 

Donecan  Hugh — t  e 
Goocmann  H  G  B — t 
Nohe  Edfar— f 

wtllmanna  The— I'i 

SEYMOUR 
Pranda  ft  Rape— f  c 
Rupt  B  F— I 


SHERMAN 
Barton  W  I^f  c 
Billinnl*;  A  W— I 
Blaaainginie     ft      Dean — 


Wilbanka  B  B— I 


ShHTHVILLE 
jre  W  L-f  c 

indera  R   J— f  I  c 

SONORA 
COmeU  ft  Wardlow— f 
Ha«erlund  J  A— f  I 
Lewia  Chaa  J— f 

STEPHENVILLE 
Garrett  Wm  H—f 
Grar  *  jonea-   '  " 
King  ft  Xinr- 


Xinr-f 
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INSURANCE  AGENTS— UTAH. 


TEX. — Con. 

SULPHUR   SPRINGS 
Dkkerson  W  H— f  c 
FoBcue  &  Pate— f  1  c 
Henderson  W  F  ft  Co— 

f  1  c 
Kennemur  &  King«— f 
Magrill  ft  Fescue— f  c 
Shook  Gregg — f 

SWEETWATER 

Daniels  E  Q— f  1  c 
Geldert  B  II— f  c 
Singleton  W  S— f  c 
Wight  &  Wight— f  c 

TAYLOR 

Eckhardt  Robt  C— f 
ETeritt  &  Still— f  c 
Fisher  Fred  I— £  c 
Jones  J  S — f  c 
McNamara  T  H— 1 
Moody   Mrs    Daniel — f 
Seiders  &  Hoke— f  c 

TEMPLE 

Bassett  W  J— 1 
Carroll  P  W  &  Co-I  c 
Cole  John  A— f  1  c 
Culp  R  O  &  Co— £  c 
Darling  T  J  &  Co— £  c 
Gresham  G  W— e 
Hall  ft  Hall— f 
Kohont  J  H— £  c 
Miller  J  J— 1 
Strange  S  N  &  Co— £  c 
Swink  &  Jones— c 
Talley  Luther  L— f  e 
Wagner  H  G— £  c 
Wilkerson  J  A— f  1  c 

TERRELL 
Cartwright  &   Cartwright 

Childress  B  T— 1 
CoflFy   Clarence — £  c 
Corlcy  T  E— 1 
Gill.  Miller  &  Co— £  1  c 
Griffith  &  Griffith— £  1  c 
Grinnan  &  Grinnan — £  c 
Hill  Chas  T— 1 
Lewis   S  L — ^1 
Reasonover  Jno— 1 

TEXARKANA 

Henncgan   &  Godbald — £ 

c 
Orr  Olin— £  c 
Offenhauser  F  W  &  06— 

£  c 
Rose  Andrew — £  1 


THORP  SPRING 
Dabney  £  M— 1 
Shaffer  G  W— 1 

TYLER 

Bonner  C  T— 1 

Durst  &  Hight— £  c 

Heradon  J  H— f 

Johnson  T  L  ft  Co— £  c   , 

McBride  W  H  &  Co— £c 

Shaw  Lee — ^1 

Swann  &  Cousins — £  c 

UVALDE 

Comparet  John — ^1  c 
Hammond  B   F — ^1 
Hornby  Agency  The — ^£  c 
Kelso  E  H— 1 
Scale  E  B — ^£  c 
Texas  Realty  Co — f 

VAN  ALSTYNE 

Carter  C  E   Real  Estate 

Co— £ 
Evans  Mrs  L  B — £  1 
Fulton  R  S— £  1  c 

VERNON 

Coffee  R  H— 4 
Hockersmith  H  D— 1 
McCaleb    Wm— 1 
McCoUoch   C    S— £   1 
Murchi   F   E— £ 
Shcrrill  R  B— f  c 
Witty  E  L  &  Co— £ 

VICTORIA 

Ho£er  L  N— £  c 
McDonald  James— £  1  e 
Stevens  L  M— £ 
Wertheimer  J  H— £  c 
Zirjacks  Cha*— £ 

WACO 

Benham  S  L— 1 
Besonette   V   K  &  Co— 

£  1  c 
Davis  W  H  ft  Co-£ 
Dockery  T  B  ft  Co— £ 
Fort  Walter  V  ft  Co— f  c 
Freidlander  &  Ludde— £  c 
HaUey  &  Franklin— £  c 
Harris  &  Alexander — £ 
Hays  Bros— £  c 
Husker  T  S— 1 
Killough  J  M— £ 
McKenney  E  S — 1  c 
Mackey  J  H  ft  Co— f 
Marshall  E  W  &  Co— f  c 
Majrfield  Jno  D — 1 
Moore  ft  Moore — ^£ 
Xewton  Jno   D— 1 


Parsons  R  J  ft  Son»-4c 
Peerless    Fire    Ins    Agcy 

— ^f 
Pessell  G— 1 
Roberts  A  R— 1 
Rowlett  W_J— 1 
RusseU  W  J— 1 
Sanger  P  Jack— £ 
Shumate  N  T— 1 
Subler  Aaron— 1 
Vesey   E  J — c 
Van  Wyck  W  O— c 
Weather£ord   Chas   A   ft 

Co-f  c 
Willig  Geo  ft  Co— £  e 

WAXAHACHIE 

Kennedy  C  L  &  Co— £  1  c 
Langs£ord,  Phillips  &  Co 

— £  1  c 
McComos  R  D— £  1  c 
Mizell,  Peters  ft  Co— £  1 

Phillips  E  F— 1 

WEATHERFORD 

Bains  R  L— 1 
Boone  W  M— £  c 
Davis  R  W— c 
Hambleton  W  J — 1  c 
Hawkins  W  R-^ 
Keaton  A  D— £  c 
McCraiy  W  W— 1 
Price  J  B  ft  Co— £  c 
Taylor  W  D  ft  Co— £  I 
Tucker  J  O— c 
Vivrett  W  R— £ 

WEIMAR 

Boettchei^£ 
Brasher  H— £  c 
Duve  Dr  C  E— 1 
Lesser  W  H— 1 
McLeary  S  B — I 

WEST 

Bresler  E  H— £  I  c 
Deveny  J  M— 1 
HoUoway  &  Boggess— £ 
West    ft    Deveny— £ 
Windor£    Reinhart— £   c 

WHARTON 

Bolton    Chas— £ 
Brown  R  M— c 
Taylor  J  P— c 
Vineyard  R  H— £  1  c 
Wharton    Ins    Agency — 
£  1  c 

WHITESBORO 

Buchanan  J  M— f  1  c 
Cowell  S  B-f  1  c 


Cravins  J  S— £ 
Janisen  F  G — f 
fcdley  J  A-£ 
Key  A— £ 
Noland  J  E— £ 
Pnyvine  W  A— £ 
Stmuny  G  T— £ 

WHITEWRIGHT 

Barber  Tom — £  1  c 
Montgomery  S  F— £  1  c 

WHITNEY 

Feagan  &  Collier— £  1 
Saycrs  R  H — £ 
Smith  Roy  E— £  1 

WICHITA  FALLS 

Anderson    ft   Patterson— 

£  I  c 
Bachman  H  J  ft  Co— f  c 
Cravens,  Mear  &  Walker 

— £  Ic 
Duke  &  Street— £  1  c 
Fowler  Bros  ft  Co-£  1  c 
Frieze  ft  Pecry — f  1  c 
Grisham  W    J— I 

WILLS  POINT 

Funderburk  W  L— f  c 
Gibbard,  Tiadale  ft  Bruce 

— £  c 
Howell-Owens   Co— £  1  c 
Jordan  J  E — ^I 
McPhail,       Meredith      i 

Bacon — £  c 
RUcy  D  1^-4 
Sanford  R  M— 1 

WOLFE  CITY 

Armstrong  C  W  ft  Co— 

£1  c 
Bush  ft  Jones — £  1  c 
Fugett   Joe    M— £ 
McWhirter  C  P— £ 

YOAKUM 

Adams  W  F— f  c 
Cook  &  Woodrome — ^f 
Green  W  E— €  c 
Hill  Bros— £   c 
Woolscy-Lacy    Co — f 
Young  Bros — £  c 

YORKTOWT^ 

Eckhardt  R  H— £  1  c 
Kraege  Otto— 1 
Lenz  G  A — £   1  c 


UTAH 


AMERICAN  FORK 

Bank  o£   American  Fork 

— £ 
Clark  J  H— £ 
Hickman  F  L— £ 
Hindley  T  R— f 
Johnson  H  C— 1 

BEAVER 

Barton  John  P — £ 
Barton  K  H— £ 
Ipson  N  P— f  1 
Pearce  R  H— 1 
Tanner  J  T— f 
Tolton  J  F— £ 

BRIGHAM  CITY 

Baird  John  E— 1 
Bowring  H  N— f 
Figgins  H  M— f  c 
Hinckley  S  E— £ 
Hoops  J  W— £ 


Jensen  Elijah — f  1 
Knudson  Jas — £ 
Lee  &  Dunn — f  1  c 
Phillips  John   W— f 
Walker  Frank  J— £  1 

CEDAR  CITY 

Arthur  C  J— £ 
Corry  E  M— f  1 
Foster  S  J— f  1 
Dalley  M  H  &  Son— £ 
Higbee  M  D-£ 
Houchen  W  H— c 
Robb  James — 1 

COALVILLE 
Beard  Geo— £ 
Branch   W  H— £ 

EPHRAIM 
Anderson  P  C— f  1  c 
Greaves  P  Jr^f 
Quinn  Geo— £ 


EUREKA 

Freed  S  B— f  1  c 
Shriver  Wm  F— f 

FAIRVIEW 

Christensen  Albert— 1 
Danielson   F  J  C— £ 
Nielson  Swen  O— f 

FILLMORE 

Anderson  C— £ 
Kelly  J  A— f 
Stevens  Dan— f 

GRANTVILLE 

Erickson  A  S — f 
Huntington  R  J — £ 
Spry  Wm— £ 


HUBER 

Buell  F   O— f 
Duke  Robt— £  1 
Hatch  Edwin— £  1 
Hatch  Joe— £ 
Jensen  J  C— £  1 
jorgensen  G  M — £  1 

HYRUM 
Ames  Hy  B— f 

KAYSVILLE 

Barnes  J  G  M— I 
Blood  H  H— f  c 
Burton  Chris— I 
Galley  J  R-£ 
Sheffield  H  J  Jr-( 
Swan  Geo— f 

LEHI  CITY 

Asher  Wm-£  1  e 
Evans  Wm  E— f 


INSURANCE    AGENTS— VERMONT. 
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Fyffe  Tames—{ 
Ross  S  W-f 
Sonthwick   Edv-^   1 
State  Bank  of  Lehi— f  c 
Wing  Wm-I 

LOGAN 

Brangham  R  L — £  1 
Cardon  Co — £  1 
Crockett  John  A — f 
Flcnnning  A  M — £ 
Hatch  K  E— f  1  c 
Hendricksen  J  A — ^f 
Petersen  H  A— £ 
Picot  A— f  1 
Stewart  J  Z— f  c 
Weston  Vernon — i  1 

MANTI 

Crawford  W  W-f 
Dyreng  &  Cwpent 
Sorrensom  E  fr— f 

MILFORD 

Chesley  Barton — ^f 

MILL  CREEK 
North  H  K-f  1  e 

MONROE 

Erickson  F— f 
Nilsson  Bro»—f 


MORONI 

Anderson — f 
Jolley  J  L— I 
Larsen  D  O — £  1 
TidwcU  L  W— 1 


MOUNT  PLEASANT 

Anderson  Ra8mu»— f 
Beaumann  H  C— £ 
Lund  C  N— £ 
Rasmusien  Daniel — ^f 
Wall  A  C— f 
Wall  Henry— I 

MURRAY 

Atwood  H  C— £  1  c 
Williams  J  C— £  c 

NEPHI 
§clIiston  John — I 
Barton  T  H— f 
Wliitmore  G  M — £ 
Wion  T  C— £  I 

OGDEN 
Abies  J  G  S — ^f 
Agee  R  C— £  c 
Arave  D  W— •£ 
Bennett  Geo  D — ^I 
Bratz  E  F— f  1 
Brummitt  J  J — £  1  c 
Cannadey  E  W — £ 
Cassin  Jas  F— £ 
Forristall  J  M— £  c 
Goddard  B   H — £  1   o 
Goddard  H  H— £  1  c 
Hunters  R  P — ^f 
Ives  C  D— f 

Kelley  &  Hcrricfc— £  1  c 
Kennedy  O  A — £ 


Knauas  J  H— £  1 
McGuire  F  A— £ 
Mathews-McCtillough  Co 

£  c 
Nye  J  C  Agency — f 
Peery  Brotnera— £ 
Preferred   Ins    Agency— 

PierceV  N—f  1  c 
Purdy  H  A— f  1 
Rasmuasen  Carl — ^f 
Skeen   M   Realty   Co — £ 
Smith  S  S— £ 
Stephena  F  J— £ 
Weber  W  L— 1 

OPHIR 
Bryan  Geo  W— £  1 

PARK    CITY 

Clark  Peter— f  1  c 
Farea  Henry— £ 
Heath  &  Armstrong— I 
Shielda  H-f 
Wight  &  Co-f 

PARK  CITY 

Clark  Peter— f  c 
Fares  Henry — £ 
Heath  &  Armstrong — f 
Shields    Henry — £    c 
Wight  &   Co— £ 

PAROWAN 

Adams  Chaa— I 
Bnrtcs  Edw^l 


PAYSON 

Finlawson  W  T— f  1 
Lorefeas  Justin  A— f 

PROVO  CITY 

Buttle  Joseph  A— £ 
Dixon  Leroy — f  1 
Garden  City  Realty  Co — f 
Holdaway  Logan  G — £ 
Home  Ins  Agency  Inc — 

£  1  c 
Tones  Ed  T— f 
Moore   Eden — 1 
Smoot   Berl — 1 
Thomas  H   F— f 

RICHFIELD 

Bean    J    F— 1 
Clark  S  G— £ 
Heppler  C  M— 1 
Jensen  D  P— £ 
Johnaon  Willia—l 
Lewis  &  Hoflfman — £  c 
McCarty  Homes — £  c 
Peterson  Jas   M — £ 

RICHMOND 

Harris  C  Z— £ 
Hendricks  Geoo  G— 1 
Kerr  T  L— f  1 
Richmond  Co-op  Mer  Co 

— f 
Schow  August  S — £ 
State  Bank  of  Richmond 

— £ 
Thomas  A  A— £ 


ST.  GEORGE 
Andraa  James— f 

SALT  LAKE  aTY 

Alder  Geo  D— 1 
Agency  Co— £  c 
Anderson  A  L— 1 
Anderson    Ins   Agency — 

1  c 
Ashton  Jenkins  Co— f 
Burt  ft  Carlquist— f 
Buaard  A  J— 1 
Cameron  R  B— t 
Cannon    Ins   Agency—^ 
Christensen  A — £  c 
Clayton     Ins     Agency— 

f  I  c 
Curtis  J  W— 1 
Darling  Elmer  E-^ 
Davia  F  C— 1 
Demming  ft   McMillen*- 

f  c 
Done  W  V—! 
Eckstrom  G— 1 
Ensign  A  H  ft  Co— f 
Fabian  C  C— f 
Farrell  Wm  G— 1 
Fritch   Inv  Co— f 
Fuller  G  C— 1 
Gen.  Ins  ft  Inv  Co— f  c 
Giesy  Walker  Co— f  c 
Goddard  Iny  Co— f 
Grant  H  J  &  Co— f  c 
Halloran  Judge  Co— f  c 
Hathaway  F  C— t 
Hathaway  J  F — 1 
Home  Agency  Co— £ 
Home  Trust  ft  Savings 

Co— £ 
Houaton    Real    Estate    ft 

Investment  Co — i  c 
Hubbard  Inv  Co— f 
Huntendon  A  P — ^1 
Jennings  Ins  Agency— £ 

c 
Jensen  Ir— 1 
Jensen  E— I 
Jensen  W  C—l 
Johnson  J  A — ^I 
Tones  E   D— 1 
Kahn    Edwin — ^1 
Kempner  Ins  Agency—f 

1  c 
King  Wesley  Agency — c 
Kipp  C  D-^1 
Konold  R— 1 
Leonard  &  Jenkins— c 
Little  ft  Little— £ 
Livingston    D    H — 1 
McKell  W  E— c 
Mills  E  F— 1 
Moreton  J  B — £  c 
Morris  L  M — 1 
Mozley  Frank — 1 
Partridge  Thoa  W— £ 
Peck  Geo  W— 1  c 
Perkea  J  I^-£ 
Peterson  O  H— 1 
Peterson  R  £  ft  Inv  Co 

— £ 
Rawlings  F  J— 1 
Richter  A— f 


Ricker  E  A— f 
Rogers-Ev9tns   Co— f  c 
Salt  Lake  Security  ft 

Trust  Co— £ 
Scheid  Karl  A  Co— £  c 
ShfLW  Jas  K— f 
Shepard  E  E— 1 
Smith  Bros— £  c 
Smith  J  F— 1 
Sipith  J  V— 1 
Spencer  J  D— I 
Stohl  L  H— 1 
Taylor  E  W— 1 
Timby  F  A— c 
Toronto  A — f  c 
Tracv  Loan  ft  Trust  Co 

Tnttle   Bros— £ 
Utah  Funding  Co — £  1 
Wadsworth  F  E— 1 
Walker  H  H— 1 
Walker  H  ]>-l 
Wamock  Ins  Agency— £  c 
Wells  V  P— 1 
Wicks  E  B— £ 
Williams  B  C— 4 
Williams  E  D— c 
Windsor  ft  Co — £  c 
Young    ft    Fowler— f 
Young  ft  Youns^— f 
Zion's  Benefit   Building 
Sodety— f 

SANDY 

Crapo  C  C— £ 
Wilson  W  W— f 


SMITHFIELD 

Farmers   Union — f 
Houston  W  C— f 
Miles  E  R  Jr— f 
Roskelley  Jas — 1 
Smith  A— f 
Wallace  Cad — f 

SPANISH  FORK 

Creer  R  W— f 
Jones  John— f 
Sneel  I  P— £ 
Sneel  S  P— f  1  c 


SPRING  CITY 

Baxter   ft   Blaine— £ 
Blain  John  S— £  1 
Johnaon  J  M — ^£ 

SPRINGVILLE 

Deal  Bros  ft  Co— £ 
Jordan  Elliott  M— £ 
McPhcrson  W  B— f 
Maycock  G  R— f 
Mendenhall  G  W— £ 
Reynolds  H  T  ft  Co— f 
Westwood  J  M— £ 
Wood  G  S— £ 

TOOELE 

Baker  L  L— £  c 
Gowans  H   S — f  1 
Huntington  R  J— f 


VERMONT 


ARLINGTON 

Canfield  F  N-l 

Eaton  H  T— I 
Woodworth  E  C — £ 

BARRE 
Ballard  Nelson  B— £  I  c 
Desantels    Peter — 1 
Dillon  J  W— £  I  c 
H'arTington.  N— c 
Gorman   Geo   W — c 


Griggs  J  C — f  1  c 
Kent  Geo— f  1  c 
Linekin  Geo  L— f  1  c 
McAUiater    Morton    H— 

f  1  c 
Miles  A  E— 1 
Paige  ft  Campbell — 1  c 
Pape  G  Herbert— f  1  c 
Parks  Harry  S— 1 
Kamage   Rev   James — 1 
Robertson  John — f  I  c 


Robinson  R  G — f  1  c 
Woodruff  H  G— 1 

BARTON 
Cutting  F  W— f  1 
Thompson   F  D — f 
Webster  C  B— f  1 
Webster  J  N—f 

BELLOWS  FALLS 
Barrett  M  J— 1 
Elliott  H  C—l  c 


Hayes  L   S— I 
Leonard  E  S — f  1  c 
Neyland   Margaret — f    c 
Thayers  The — f  1  c 
Walker  E  I^-f  c 

BENNINGTON 

Booth  E  A — f  c 
Harris  Emory  S — f  1  c 
Norton  Harrison  I — f  c 
'  Norton  L  S— 1  c 
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VT. — Beonington.  Con. 

Quinlan  B  A— f 
Powers  Cbas  N— f  1  e 
Williams  H  N— 1 

BRADFORD 

Davis  V  A— f 
Eaton  Ins  Agency— f  1  c 
Morris  Mrs  A  E-->1  c 
StilweU  Jolin  H— f  c 

BRANDON 

Hilton  S  L—l 
Tones  S  W— f  c 
Williams  Frank   W— f  e 

BRATTLEBORO 

Brittan  Thomas  T— f  1  e 
Cliilds  F  W— 1 
Clay  G  M— f  1  o 
Daniels  S  A— f  1 
Horton  W  C— 1 
Putnam  F  W— 1  c 
Taylor  H  £  &  Son— f  1  e 

BRIGHTON 

Cobb  L  A— £  c 
Robinson  Geo  S  &  Co-* 
i  0 

BRISTOL 
EsteT  B  W— f  I  e 
Hraiu  C  A— f  1  c 

BURUNGTON 

Aseltine  Azro  M — ^1 
Bliss  W  R— 1 
Bond  J  A— I 
Oifford  N  E— 1 
Daxgle  H  J— 1 
Dean  Tberon  S— 1 
Gladstone  A  M— I 
Green  C  L— 1 
HaU  L  J— 1 
Hammond  A  C— c 
Hawkins  E  W— f 
Hickok  H  H— f  1  e 
Hindes  S  W— I 
Howard  Harry  S— I  1  e 
Leary  T  F— f  c 
Magner  Thoa— 1 
North  F  L— 1  c 
Peck    Ins     Agency    Tlw 

Powell  &  Marks— f  e 
Safford  T  M— c 
White  /  G— c 

CAMBRIDGE 
PowcU  Ira  M— f  I  e 
Smith  F  ~ 


CASTLETON 
Clark   Henry  L— f 

CHELSEA 

Adams  B  H— I 
Barnes  E  D— 1 
Bixby  H  O— c 
Corwin  M  H — I 
Mattison  H  N— f 
Sprague  W  H— f 
Townsend  W  P— I  e 
Trscy  Geo  A— f 
Wilson  Stanley  C— c 

DANVILLE 

Brafaiard  C  D— f 
Tinker  J  E— f 

DERBY 
Bobbins   W   S— f 

DERBY  UNB 
Flint  J 


ENOSBURG 

Aseltine  A  A— f  1  e 
Gibson  J  A— £  I 
McFeeters  W  R— £ 


ESSEX  JUNCTION 
Marrin  David— £ 

FAIR  HAVEN 

Durick  J  C-f  1  c 
Preston  W  H— 1 
Sheldon  H  K— £  1  e 
Vaughn  F  O— « 
Wil&ms  John-1 
Wilson  Dr  J  F-c 

HARD  WICK 

Campbell  E  H — c 
Clark  W  H— 1  c 
Dow  W  L— 1  c 
Dutton  ft  Mulcahv— £  1  c 

iohnaon  J  Leo — I 
fcGovem  Frank  T— 1  c 
Morse  M  G— £  1  c 
Noble  J  W— 1  c 
Welch  Earl  R— 1 

HARTFORD 

Pingree  W  S— £ 
Reynolds  M  C— 1  e 
Watson  Al£red  E— £  1  c 
White  N  W— £ 

HINESBURG 

Andrews  F  S— £ 
Read  Ed  H— £  1 

HYDE  PARK 

Hulburd  R  W— 1 
McFarland  H  M— £  c 
Waite  S  B— £ 

ISLAND  POND 

Cobb  L  A-f  1  c 
Robinson  G  S  &  Co— f  e 

LINCOLN 

Bristol  C  E— £ 
Gove  M  B— £ 

LUDLOW 

Moore  George  M— f  1  e 

Stickncy,      Sargent      ft 

Skae]*--£  c 
Walker  Frank  A— £  e 
Wileox  Julius  A-£ 

LYNDONVILLE 

Atwood  H  M— 1 
Campbell  G  M— £ 
Campbdl     &     Blodgett— 

£lc. 
Cobleffh  F  £—1 
Nichols  S  D— 1 
Smith  Geo  P— 1 
Stuart  C  L  ft  Son— £ 

MANCHESTER 

Anderson  W  B— £  1  c 
Bundy  W  H— £ 
Fowler  J  W— £  1  c 
Lawrence  Mr— 1 
Utlcy  R  W— 1  c 

MIDDLEBURY 

Burke  J  M— £  1  c 
Doufflas  J  A — £  1  c 
Hubbard  F  J— 1  c 
Weeks  J    E— £  c 

MONTPELIER 

BaUard  S  S-1 

Brown  Joseph  G*-£  1  e 

Gross  O  J—I 

Sumner  Benj  A— f  1  e 

Washburn  W  C-f  1  e 

MORRISVILLE 

Barrows  Ralph— c 
Bryant  H  D— 1  c 
Cheney  Thos  C— £  C 
Morse  G  A— 1 
Niles  A  A-f 
Raymore  Chas— £ 
Smalley  H  A— 1  e 
Wilkins  Glenn  A-1  c 


NEWBURY 

Bowen  A  A — £  1  c 
Knight  M  C— £ 
Randal  Geo — ^£ 
Rogers  B  O— £ 
Slack  Geo  M— 1 

NEW  HAVEN 

Everest  C  S— f 
Landon  M  J— £ 

NEWPORT 

Cushman  H  B— c 
Drown   Harry — ^1 
Grout  A  H— c 
Rawson  O  H — 1 
Root  ft  Blanchard— £  c 
Spear  R  W— f  1  c 
^^Oniams  ft  Smith— £  1  c 

NORTHFIELD 

Orser  H  W  ft  Co  Agency 

— £  1  c     • 
Plastridge  Engine  A— >£  1 

c 

NORTH  TROY 

Arel  M  C— 1 
Butterfidd  A  H— £  1  c 
Clark  P  I— 1 
Lewis  H  H— £ 

PITTSFORD 

Burbank  S  K— £ 
Caldwell  J  A— 1 
Tiffany  A  D— £ 

POULTNEY 

Cushman  A  E — £  1  c 
Deyette  D  D— c 
Edmunds  Thos  P— £  1  c 
Wells  Geo  F— 1  c 
Williams  A  E^-c 

PROCTOR 

Boyce  G  H— £ 
Butler  E  P— £  1  c 

RANDOLPH 

Atwood  J  M— 1 
DuBois  John  H— £  c 
Gifford  C  C— £  1  c 
Tewksbnry   E  W— 1 

RlCHFORD 

Aiken  Curtis  H— 1 
Armstrong  Wm  G — 1 
Comings  H  C— 1 
Greene  W  B— 1  c 
Kclley  F  H— £  1  c 
Mitchell  C  S— 1 
Walhice  John  H— 1  c 

RUTLAND 

Burke  J  E— 1 
Bumham  F  H— £  1  c 
Clark  W  A— £  c 
Dorsey  Stephen  C— £  1  c 
Farrar  H  C— £  1  c 
Field  F  A— £  1  c 
Francisco  M  J   ft  Son — 

£  c 
Heath  A  V— £  1 
Heyman  J — ^1  c 
Hoadley  J  R— £  £ 
Hoag  C  S— £  1 
HyUmd  B  S— 1  c 
Kent  P  H— 1 
Kinsley   E  S— 1 
LuU  J  C— 1 
McCarthy  F  A— £ 
Mason  A  C— £  1  c 
Mason  E  G— 1 
Noyes  E  C— 1  c 
Pike  Roger  S— 1  c 
Richmond  R  L— 1 
Roberts  F  C— i 

ST  ALBANS 

Atwood  N  N— f  1  e 
Chase  C  H— 1  c 


Kearney  J — £  1  c 
Mason  £  L — f  c 
Meunier  Geo  £—1 
Rhoades  V— c 
Stevens  E  P— £  1 
Stranahan  T  C— 1 
Watson  S  S— £  1  c 
Wheeler  H  £— £ 

ST  JOHNSflURY 

Balch  H  F— 1 
Boynton  C  F — ^1  c 
Dimick  O  A— 1 
Genge  V  L— 1 
HasBngs  Chas  S— f  1  c 
Hastings  L  V— 1  c 
Impey  James — ^1 
Jacques  F   B — ^1 
Lang  Arthur — £  ]  c 
Lewis  W  C— £ 
Moore  ft  Co — £  1  e 
Morrill  Geo  H— £  c 
Nelson  H  M— c 
Noyes  A  B— £  1  c 
Simmons  J  W — 4  c 
Sprague  W  W  ft  So&- 

Underwood  Mertie— f  c 
West  C  H— 1 
Woodruff   Caroliae->l 

SPRINGFIELD 

David  Fred  C— £  e 
Lawrence    ft     Wheeler— 

£1  e 
Leonard  C  G— £  I  c 

STOWE 

Cheney  A  H— £ 
Harris  L  L^^ 

SWANTON 
Bradley  £  T  ft  Co-£  I  e 

VERGENNES 

Barrow  F— 1 
McCuen  N  J— f  1 
Pierce  C  T  S— £  1  c 
Strong  Wm  J— £  1  c 

WHITE  RIVER 
JUNCTION 

Davis  Edw— £  1  c 
O'Neni  Robert  0-£  I  c 
Pingree  Wntiam  S-£ 
RusseU  Wm  W— £  c 
Watson  Al£red  B-£  1  e 

WILDER 

Powers  C  H— 1  e 
Kibbie  B   E— <r 

WILMINGTON 
Boyd  Ledie  W— £  1  c 

WINDSOR 

Blodgett  E  H— f 
Boyce  Chester — I 
Chase  Amos — I 
Dark  Frsnk  H— « 
Davis  ft  Davis^-f  c 
Greer  Daniel— 1  c 
Heywood  Leon — I 
Hoisington  Harlev— «. 
Howland  Glenn  C—i  I  « 

{arvis  Mary  P— I  1  c 
:e11ey  Elmer  E— 1 
Noble  B  C— 1 
Reynolds  Alfred— 1 
SendersoQ  H  D— 1 
WiUiama  Herbert-1  c 

wiNoosn 

Alapa  I^-l 
Hortoa  B  H— £  t  e 

WOODSTOCK 

Gcvcland  Guy— I 
Dana  H  S— f  1  c 
Maxham  A  F— f 
Spear  H  H-f  I 
Tnomas  E  A— I 
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VIRGINIA 


ABINGDON 

Dodd  WS-^1 
Ha87  Kinr  A-4  1 
Kr^^  ft  Treston— f  1  e 

ALEXANDRIA 

Djion  ft  Paal-4 

fiaadag  E  J^f  c 

Gniiani  ft  Ogden— i  1  c 

Greenaway  N  S— e 

Gnibb  H  1-1 

Lbidsey   Samn    E-f   1 

McCoea  Jno— 1 

Monroe  «  liiarbuiy— f  e 

Normoyle  John  D— f  c 

Pdton  Jiiliti»— f  e 

Setl  Etbte  ft  Inveatment 

Corp  of  Va— f  c 
SUraiaker  -  Schneider 

Corp— £  c 
Stabler  tanrenee— f  1  e 
White  H-l  1  c 
Wise  ft  Co-f  1  e 

ASHLAND 

CoxFH— f 
Meyberg  L  E  W— f 

BEDFORD  CITY 

Fitipatrick  W  A— f  1 
Scott  J  T-^  1 
Smith  Miaa  RoaaUe— f 
Wharton  C  W— f 
White  ft  Lowry— f  1 

BERKLEY 

Berkley  L  ft  Co— f 
Berkley  ft  South  Norfolk 

Ids  Afency  Inc — f  c 
Burkett  W  D— 1 
Keitter  ft  Co — f 
Lyona  S  W  Tr— f 
Nash  J  W— f 
Parker  V  1^1 
Peoples    Bank    ft    Trust 

Co— f  c 
Tilley  G  T— -f  1  c 
TiUey  T  C— 1 
Truitt  Realty  Co— f 

BIG  STONE   GAP 

Bcrerly  W  S— 1 
KUboum  W  B— 1 
Soath  West  Inanrance 
Agency  Ino— f  1  c 

BOYDTON 

BaskervUl  C  T— f 
Beales  M  C— 1 
Carter  ft  Walt— 1 
Faulkner  ft  Bedinger— f  1 
WaU  J  W— f  1  c 
WmUma  Haakina— f  1  c 

BOYKINS 

Beaton  C  T— 1  c  ^     ,  , 
Beaton  Norman  S— x  1  e 
Beaton  S  I^-f  1 
Edwarda  W  T— 1 
Horner  Guy  T— I 

BRISTOL 

Blackley  ft  Brewer--f 
Evana  Jno— 1  _ 

Galloway   H   H   ft  Co— 

flc     . 
Holt  J  W— 1 
Howul  ft  Bachman— lie 
Lyon  Co  J  B— f  1  c^    ^ 
Ifif^arland  Mrs  M  A-^c 
Sheen  Wm  G  ft  Co-f  1  c 
Shipley  H  P— I 
Sanders  H  G — ^1 
Southwestern  Investment 

Co— f 
Wood  W 


BUENA  VISTA 

Paxton  W  T  ft  Co— f  Ic 
Peoples  Bank — f  c 
Rucker  A  M— f  1 

CHARLOTTE  C.  H. 

Daniel  E  F— f 
Hutcheson  C  M— f  1 
Hntcheaon  R  F— c 
Snuth  W  H  Jr— I 

Charlottesville 

Antrim  Burneas — 1  c 
Boone  ft  Smith — f  1  c 
Citizena  Real  Est  ft  Ins 

Agency — f  1  c 
Cleland  Walter^-c 
Crowder  H  M— 1 
Gancy  Kemper — ^1 
Gilmer  Geo— f 
Hanckdl  L  T  ft  Son— f  c 
Hilleary  H  W  ft  Co— f 
Jackson  J  T  ft  Son— f  1 

c 
Julian  Corbett^-f  c 
LoTenroTe  J  W— 1 
Maphia,  Twirman  ft  Mc- 

Kennie— f  1  c 
Murphy  J  M— f 
Nicholaa  R  C— f  1 
Shaw  Perrin  F— £  1  c 
Walker  J  W— 1 
Wheat  I  Allen— 1 
Wooda  ft  Lewia— f  1  c 

CHATHAM 

Carter  J  I^-l  1  c 

Collie  J  W-l 

Reid  E  S  &  Co-I  1  e 

CHRISTIANBURG 

EUett  G  F— f  c 
MitcheU  ft  MiUer— f  c 
MitcheU  Geo  W— 1 
Pierce  W  L— f  1  c 
TompUna  M  H — c 
Walters  ft  Colhoun— f 

CUFTON   FORGE 

Davia  A  B— f  1 
Dudley  W  G— f  1 
Flint  J  A— f  1 
Hawkhia  E  B— f  c 
Hawkins  R  P— f  1  e 
Massie  E  R— I  c 
Sproul  J  A— f 
iTnaley  W  F  ft  Co— £  1  c 

COLUMBIA 
Moaley  L  E— f 

COVINGTON 

Carter  C  D  Jr— f  1  c 
Friend  W  ^f  1  c 
McCaleb  T  B-l  e 

CULPEPER 

Bickers  J  N— f  1     ,  , 
Hndgins  Fred  P— £  1  c 
Jeffnes  Marion— f 
Latham  J  F— f 
Masters  ft  Brown—* 
Pulliam  A  W— I 
Rixey  Robert  H— £  1 « 

DANVILLE 

Averett  W  P  ft  Bro— 1  c 
CatUn  Jas  T  ft  Son— f  e 
Crews  J  D— £ 
Douthat  Harvie-^ 
Hamlin  Miaa  Ramey — ^1 
Jefferaon  H  M— I 
Kinney  T  P— 1 
Meade  E  B  ft  Co  Inc— 

£  1  c 
Miller   E  H   ft   Cs-f  1 


Overley  J  E— £  c 
Parham  E  T— 1 
Patton,  Temole  ft  Wil- 

Uamaon— £  i  c 
Ponton  ft  Hawkins—    Ic 
Raine  C  A— £  1  e 
SouthaU  A  M— £  c 
Swannp    Harriaon    ft 

Graveley-— £  1  c 
Wade  B  H-I 
Waddill-HoUand   Co  Inc 

-£lc 
Walker  B  M-1 
Walker  J  1^1 

EAST  BRADFORD 

Dixon  J  T— £  1  c 
Kearsley  L  P  Co— £  1  c 
Kenderdine  W  J— £  1  e 
SttUivan  G  A  Co— £  1  e 

EMPORIA 

Goodwyn  E  E  Co— £  1  c 
Hardinff  W  T— 1 
Lee  Jeaae — f  1 
Oliver  W  J— £  1 
Taylor  H  L— £  1 

FARMVILLE 

Booker  E  R— £  1  c 
Booker  ft  Gilliam— 1 
Bugg  C  F— £ 
Cleaton  P  D— 1 
Cunningham  C  B— f  1 
Garland  ft  Martin   Co— 

£  I  c 
Johna  R  B  Ji^-1 
Moore  W  E--^ 

FINCASTLE 
BecUey  A— £  1  e 

FRANKLIN 

Beale  E  L  ft  E  C— £  1  c 
Beale  J  C— £ 
Bristow  W  O— £  1 
Gay  Ashby — i  1 

ienkina  ft  Abbitt— £  1 
Conry  L  L— £  1  c 
Parker  J  C  ft  Sons— f  c 
Woodward  ft  Elam — f 

FREDERICKSBURG 

Allison  ft  Co—* 
Bernard  Wm — ^£  1 
Botts  A  B  ft  Co— f  1  c 
Chichester  ft  Co — ^£  1  c 
Dempaer  J  P — I 
Griffin  Jno— £ 
Hawkins  J  L— £ 
Jones  E  L — £ 
Smith  ft  Swi£t— £  1 

FRONT  ROYAL 

Duncan  T  S— £  1 
Ford  C  A— £ 
Kendrick  W  J— £  1  c 
Trout  W  A  ft  Son— £  1  c 

GORDONVILLE 

Dowell  ft  Stratton — £ 
GordonTille  Insurance 

Agenqr— £  1 
Linney  Norville  A — f  1  c 
McQure  Robt  M— £  1 
Mathias  John  H— c 

HAMPTON 

Clark  A  I^f 
Clock  E£—£ 
Hemmiiigway  J  M — £ 
IngUs  N*A— £ 
McCriUis  G  T— 1 
Mallon  J  N— £ 
Meyers  O  F— £ 
Parks  D  W— £  c 


Rid^way  Frank— £ 
Robmson  Bros    £  1 
Robinson  W  L— £ 
Salabnry  C  E— £ 
SsTidge  Wm— £ 

HARRISONBURGH 

Burke  ft  Price— £  1 
Dechert  E  L— 1 
Dechert  W  L  Cor^—f  « 
Golden  E  A— 4 
Masters  ft  Brown— f  e 
Shne  Geo  £—1  c 
Staples  J  C  ft  C»— £  1  « 
Tusmg  C  J— 1  e 
Yancey  Wm — 1 

KEYSVILLE 

Bigelow  W  L— £ 
Hanmer  A  B-^  e 
Morton  W  F— 1  e 
OUTcr  R  W— £ 
Oabome  Qiaa  A— f 
Peters  Harry  I>— £  1 

LAWRENCEVILLE 

May  C  E— £ 

Snow  ft  Lashley— £  1 
TumbuU  W  ft  Bro— £  1  t 
Upchurch  J  W— 1 

LEESBURG 

Ferguson  Geo  O— I 
Garrett  ft  Co-I  1  e 
Moore    Clemens    &    Cs 
Ine— f  1  c 

LEXINGTON 

Burwell  T  S— 1 

Dold  HO— £ 

Farmers    Deposit  ft   Sst 

Banl^— £ 
McQunjf  J  W— £  c 
Moore  S  R— £  c 
Moore  Frank— £ 
Owen  R  L— £  1 
luisenberry  E  A— 1 
ields  W  T— c 
Walker  S  B— 1 
Witt  R  R  ft  Cd— £ 


On 

Shi 


LOUISA 

Cameron  W  V— c 
Carter  Geo  P—£ 
DonnallyJ  P— £  I 
Gates  A  P— 1 
Ixjuisa   Development   Co 

Pendleton  ft  Duvall— « 
Thomson  Thomas  Q-^ 
Woodward  A  B— x  1  e 
Wright  Jas  W— 1 

LURAY 

Bailey  L  R— £ 
Berrey  T  J— £  1  c 
Bradley  ft  Sons  J  Sam— 

£  1 
Price  J  S— £  1  c 

LYNCHBURG 

Adams  I  H  Jr— 1 
Barham  P  F— 1 
Carrington,  SteTens  ft  Co 

— £Tc 
Carroll  I  H— £  e 
Cosby  P  G  Jr— f 
Davia,  Childa  ft  Co— £lc 
Diggs  ft  Minnifferode— f 
Harvey  A  E — f 
Ingram  T  T  ft  Co— £  1  e 
Ivey  ft  Kirkpatrick— £  1  c 
Jonea  Miss  Anna  Ir— £  Ic 
Moss  J  C— 1 
Otey  J  M  ft  Co— £  1  c 
Seay  Frank  R— 1 


B-206 


INSURANCE    AGENTS— VIRGINIA. 


VA. — ^Lynchburg,  Con. 

Scott  Jas  A  ft  Co— f  1  c 
Smith  Bros  ft  Walker— 

f  c 
Steptoe  &   Patterson— f 
Terrell  H  W— f 
Thomas  Henrr  M — ^1 
Tyree  ft  Wilkins— f 
Vcnable  G  V— 1 
Walker  ft  Mosby— f 
Wayt  Wm  M— f 
Wood  John  B— 1 

McKENNEY 

Batte  &  Ligon— f  1 
Bell  J  C— I  1 
Rives  W  C  &  Bro— £  1 
Rives  Bros— f  1 
Zehmer  J  T— f 

MANCHESTER 

Adamson  A  L— f  e 
Central  Realty  Co— f  I 
Gee  Bros— f 

Hamilton  B  F  ft  Co— f  c 
Royall  Co— f  c 
Yerty  &  Co— £ 

MARION 

Brown  Mrs  C  J — £ 
Gills  &  Miles— £  1  c 
SheflFcy  Jas  White— f  1  c 

MARTINSVILLE 

Burch  T  G  Corp— £  1  c 
English  J  L  ft  Co— £ 
Greer  &  Brown — £  1 
Piedmont    Ins    &    Realty 

Co— £ 
Tuggle  R  E— £  1  c 

NEWPORT    NEWS 

Barrett  Bros — £  1  c 
Bryant  N  W  ft  Co— £  c 
Chapin,  Nelms  &  Bowen 

Inc— f  1  c 
Cottrell  W  E-f 
Harwool  S  J— 1  c 
Hoskins  C  R— f  c 

Jones  T  B— 1 
lason    M — ^1 
Mnier  Sol  &  Co— £  c 
Murray  Guy  P — I 
Otis  C  R— 1 
Patton  Mrs  May  M — ^1 
Powell  Trust  Co— £  c 
Reynolds  Bros— £  c 
Sommerville   Trust   Co— 

£  c 
Warren  &   Warren — i  c 
West  C  D  &  Co— £  1  c 
Willett  &  Co— £  c 

NORFOLK 

Ames  M  B— 1 
Armistead  &  Borum— £ 
Aunspaugh   R    C —  1 
Baldwin  Bros— f  c 
Bensten   W    S    Realty    ft 

Ins  Corp^f 
Bidgood  t  V  Ji— 1 
Burton-Martin   Co — £ 
Burwell-Carr    C©     Inc— 

£  1  c 
Burrough  &  Jeffries — 1  c 
Carter  W  M-1 
Childrey  &  Metts— £  c 
Cobb  W  C-f  I  c 
Coleman  Bros — 1 
Collins  ft  Van  Denbergh 

— £ 
Commonwealth  Int  Real* 

ty  Co— f 
Cook  W  R— 1 
Coupland  J    R— 1 
Creekmore   T  J   ft   Co— 

1  c 
Crockett  E  P  &  Co— f  c 
Dey  G  W  ft  Sons— £  c 
Dobie  R  L-1  c 


u 


Dodson  W  P-1 
Ferrdl  ft  Co  C  H— f 
Finley  Lowry  D — £  1  c 
Gordon  ft  Hume— £ 
Grubb  W  N-c 
Hickman  W  E— 1 
Mill  G  B— 1 
Hoggard  H  C  &  Co— £ 
Humphreys  D  &  Son— £  1 
Jacobs  ft  Co — ^£  1  c 
Johnson  E  B  Co  Ins— £c 
Johnston  T  M  ft  Co— £ 

ordan  J  M — 1 

"eistcr  Co— £ 
Lambert  ft  Justic— c 
Lcterman  J  J  &  Co — £  1  c 
Lloyd  Howard— 1 
Lyons  S  W  Jr  ft  Co— £  c 
McLean  O  B— 1 
Peoples    Bank    ft    Trust 

Co-£ 
Richardson  R  R— 1 
Royen  Jno  B  ft  Co— f  1 
Seaboard  Ins  Agcy,  The 

Smither  T  J-1 
Stephenson  ft  Taylor— i 
Thomson.  Etheridge  ft 

Co— f  c 
Tilley  G  T-f  c 
Trice  W  H  H  ft  Co-£ 
Truitt  &  Savage— £  c 
Walke  ft  Son— f  1  c 
Whitehurst  C  N  ft  Co— £ 
Williams  R  E— 1  c 
Willis  Co  The-1 
Woodard  &  Joyncs  Inc 

Woodside  Jno  M — f  c 

ORANGE 

Carter  R  W— £ 
Mason   W  B — 1  c 
Samuels-Garrett  InsAgcy 

— f  1  c 
Shackel£ord-Warren      Ins 

Agency  Inc — f  c 
Warren  H  C  &  A  B— 1 
Wills  J  Reid— 1 

PETERSBURG 

American  Banking  & 

Trust  Co — £ 
Cuthbert  Bros — f  1  c 
D'Alton  F  A— f  1  c 
Dunn   James — ^1 
Goodwin  E  P — 1 
Harrison  R  A — £ 
Tames  Howard  B — 1 
Moyler   J  Edward  ft  Co 

— f  1  c 
Moyler  John — 1 
Patterson  N  T — £  1  c 
Talley  W  H— £  1 
Venable  W  L— £ 
Woody  H  M— f  1 

PHOEBUS 

Gumming  J  M — £  c 
Morgan  M  H  &  Co— £  c 

PINNERS 
Pollard  Wm  A-£  1  c 

POCAHONTAS 
Newton  J  M— £  1  c 

PORTSMOUTH 

Bain  J  C— £ 
Bain  T  A— £ 
BUisoly  F  N— £ 
Briges  F  T— £  1  c 
BrooKS'Parker     Co     Inc 

The— f  c 
Central  Insurance  Agency 

Ino— £ 
Qaud  M  P— £ 
Emmerson  J  C— £  c 
Glazer  Phillip— £ 
Home  Insurance  Agency 

Inc — £  c 


Kau£man  Jeter  C— £  1 
Lea£e  Jos  W  ft  Co— f 
Leigh  T  Wm— £ 
Miller  Trank  H— f 
Trant,  Reynolds  Co  Inc 

— £1 
Welton  Chas  R— £  1  c 
Williams  Lawrence— £ 

PULASKI    aTY 

Baldwin  B  F— £  1  c 
Brewer  O  C— c 
Cave  W  W— £  1  c 
Col£ee  E  W— £ 
Fitshugh    R    G— 1 
Leache  C  H— £  c 
Peoples  Ins  ft  Realty  Co 

Inc — £  1  c 
Price  Walter  C— 1 
Thomas  C  H — c 

RICHMOND 

Adamson  A  L— £ 
Alfriend  T  L  &  Son— £  c 
Arrington  I  L— f 
Augustin  Royal  ft  Co— I 
Bache  H  K— £ 
Boesieux  J  M — c 
Bowe  Wythe  D— £ 
Bowe  W   W— £ 
Gary  T  A— 1 
Chapin  ft  Hume— £  c 
Cruchfield  E  Mill£ord— 

—1 
Davenport   ft   Co— £ 
Diggs  &  Moseley — 1 
Dodson  W  P— 1 
Drewry  J  C  ft  Co— 1 
Eppes-Eppes  Co— £ 
Fairbank  Grayson  L — c 
Freeman  W  13  ft  Son — 1 
Gibson  &  Moore— £  c 
Gordon  John  W— £ 
Graves  Jas  W— 1 
Hardwickc  W  W— £  1  c 
Hardy  W  B-1 
namilton  &  Campbell — £ 
Hanis  A  H— f 
Hart  M  D— 1 
Hatke  L  B— £ 
Hcnnich  &  Puller— c 
Hxitzler  &  Guy — c 

{efferson  ft  Harvie— £  c 
.icky-Crenshaw  Inc — £ 
Loehr  Chas  E  Co— £  1  c 
McCue  &  Alsop — £  1  c 
Maury  W  G-£ 
Midyette  D  R  Co— 1 
Montague  ft  Co— £  c 
Moore  J  B  Jr — c 
Morton  W  E— c 
Moyler  John — 1 
Pleasants  A  L  ft  Co— 1 
Pleasants  F— 1 
Powers  P  S— c 
Pulliam  Robt  M — £  c 
Pulliam  S  T  ft  Co— £  1  c 
Putney  D  A— 1 
Richardson  C  B— 1 
Richmond   Trust   ft   Sav- 
ings Co  Inc — £ 
Ruffin   B   A  &   Co   Inc — 

£1  c 
Ruffin  B  A  &  Co  Inc— £ 

c 
Schaefer    Robt— c 
Shepherd  A  P— £  1  c 
Sills  N  D-1 
Skipwith  G  N— c 
Spence  E   Leslie  &   Son 

Straus  Julius   &    Sons— 

£lc 
Swine£ord  H  ft  Son— 1 
Swineford  O— 1 
Swintz  O  O— 1 
Tabb  F  Garnett— 1  c 
Taller,  Ryland  ft  Hobson 

Va  Bonding  &  Ins  Agcy 

wllker  D  N  ft  Co— £  1  c 


Walters  &  Morton  Inc— 

£  c 
Wherry  ft  Co-f  1  c 
WUmw  A  P-1 
WilUams  John  C  ft  Co-f 
Willis  ft  Johnsoi>-f 
Wortham  ft  Munfotd-l 

ROANOKE 

Anderson  W  W  ft  Co-f 
Andrews  W  I^f 
Antrim  John — 1 
Boswell  Realty  Co  Inc- 

£ 
Brady  ft  WelHord-f  1  c 
Columbia  Trust  Co— f  1 
Coppridge  W  D-1 
Davis  ft  Stephenson-f  1 

D^vis  W  K— 1 

Fishburn  Chas  R — c 
Glasgow,  Bowling  & 

Turner — {  1 
Goff  J  W  J— I 
Husk  &  Mamm  Co— f  1  c 
Jennelle  M  J— c 
Kregloe  C  £—1 
Lcins£ord  C  &  Son— f  1  c 
McQanahan  W  S  &  Co 

-£-1  c 
Biagic  City  Realty  Co-f 
Moore  Wm  R — 1 
Overstreet  W  I— 1 
Pace  Bros— £ 
Rhodes  S  T  &  Son— 1 
Roanoke    Investment  Co 

— £ 
Savings  Investment  Ccr^ 

poration— £  1 
Speed  E   W— f 
Speese  C  M— f  1  c 
Starkev  H  C-£  1 
Stras  ft  Persinger— f  1  c 
Turner  ft  Turner— f 
Union   Investment  Co— i 
Warren.   St  Clair  &  Gil- 
lespie— £ 
Weaner  Investment  Co 

— £ 
Wells  Jno   X— 1 
Wingefild  ft  HarreD-f  I 
Wolfe  &  Snyder— f  1  c 

ROCKY  MOUNT 

Arrington  G  A — c 
Davis  C  J— I 
Greer  C  S — f 
Manafee  W  C— £  1 

SALEM 

Chapman  J  H— 1  c 
Oakey  W  H-f 
PersingerJ  S— f  c 
Smith  J  H— £  c 

SALUDA 
Saunders  John  R— f 

SCOTTSVILLE 

Beal  Jackson — ^1  c 
Dorrier  W  S— f 

SMITHFIELD 

Barrett  A   S— £ 
ChappeU  J  W— 1 
aarke  John  I— 1 
Coleman    Bros— £  1 
Folk  Wm  L  &  Co— £ 
Nelms  Mrs  S  E— £ 
Woodward  ft  Elam— f  I  c 

SOUTH  BOSTON 

East  R  A— £  1 

Fry.  Jordan  ft  Wiboo— 

£  1  c 
Gates  ft  Les— £  1     ,  . 
Tucker  J  D  ft  Co-f  1  « 
Watkins,    Barksdsle  ft 

WatUns— £  1  c 
Wright  Jno  A— 1 


STAUNTON 
Mgaia  Ini  A|cr — f 
Boirain  CbM  P— 1 
Cnwford  Ii»  A— I  I 
CaihiBf  E  J— f  c 
Hcv«er  iMob—f  1 
Hole  &  McCboncy— f 


McIlhiiT  R  M— f 
Pe"7  W  j  Corp— £  1 
Wmmi  Philip  H — 1 
STORMONT 
Briiu.  J  C-l  1  e 
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STUART 

Vin  ft  Sledniui-f  I  e 

SUFFOLK 

Doiin  S  R— c 

floiier  J  Wallet— t 

rona  &   Co— I 

[one*  &  Hinn— f  1  c 

Icrrdui  WsliCT— 1 
Kilbv    Bridford— f 
Norflnt  R  J  *  I  B— f  1  c 


.  *  J  E 

Jl  A   A— f  1 

Wat  i  Wither*— f  I  c 
I    Woodward  &  Liim— f  1 


WILLIAMSBURG 
Irooki  A— f  1  c 
-'achy  B   D— ( 
Savage  &  Mahont— I 
Wirt  Uci  VioU— 1 

WINCHESTER 
BKtjer  I   Geo — f 
-rown  Mils  Finn 


Good  &  Co— f 
Hinibroucb     &    Cirter — 

Lupton  H  S  &  Son— t  I 
Ncwlin  a  Co~f  I  c 
Richard.  &  Co— f 
KiiiMll  J  B  »  Son— I 

WYTHEVILLE 
_.Td  C  R— 1  1  e 
Enid    S   F  In*  Ain<7 

M  H— f 

3  B— 1 


REh  D  A— f 

I  Surtoii  G  S—f  c 

o— f  T«rr  F  H— f  1 . 


WASHINGTON 


(jnthom   ft   Ciuthom— 

Finllme,  L  H  ft  Co-f  c 

FTiher  A  T-i 

Giillic  A  C— 1 

Han  W  W  &  Co-I  c 

Hood  J  M— f  c 

June.  &  ToiKs— f  c 

Joso  A  t>ai»e— f 

AXACORTES 
Atges  O  E— £   !   c 
Beard   W    H— f 
Funi.  W  V— 1  c 
Heniler  i    Hardai)l«— t 


Schrieber   ft    Wetaei— f 
BALLARD   STATION 
Blue  Bell  Realty  Co— I 
Co,  E  B  Inv  Co  Inc-I 
Qt  MOH  a  Twiu— f 
Forimin  J  H— £ 
Globe  ReaItT  Co—f  c 
GroTtr  R  W— I 
Hollon  J  V  a  Co—f 
Kan  Broi  lac— f  1 
Knoatton   Realtr  Co—f 
Loyal  Co— t 
FetEF   a  Fedcrion— f 
Powen  Rot  E  Inc— f 
Schneider  C  A-l 
Smner   I  X— £ 
Tiedeiian   T   C-f 
Warford  G  H— f 
Voang   ft    Brober(-f 

BELLINGHAU 
Bacoo  ft  EU*— { 
BaldT  L  H  &  Co-^  c 
Banner  Really  Co—f 
Briibin,  Smilh  &  Uvttej 

Biom  W  R-£ 
Cirapbdl  Allen— I 
Cole  ThM   B— f 
Collin*  I    Will— 1  c 
Day  E  P  Y-* 
Oiekinion   A   Hnier-fle 
Dillon  W   F— £ 
Euion  J  I^-f 
Eckardt  W  A-t 
Gamwell  R  G— f  e 
Horrt  C  A— f 
KenvoB-Carr   Co-^  1  ■ 
Kline  R  I^( 
McArthnr  D  J  &  Sow— f 
Medcalf  H  A— ( 
Miller  ft  Havktn*— f 
UUler  J  A— I 


Slenti  S  D  a  Co—f 
Stuart  R  B— f 
Swarti  ft  CDnIee-~f 
Terrill  W  E— 1 
Thomii  4  Simpion— < 
Thomitton  G  E— 1 
Whetlor   M-f  c 
Wriehi  J  W— 1 

BLAINE 

DanielBon    Andrew— f 
Gelleapie  W  J-( 
Martin    Tohn-f 
Uontford  Geo   D— f 
Odell  &  Jenimn- f 
Pincknej- John  J— £ 
Shaw  G  &-f  I  c 
Sute  Bank  of   Bliioe- 


Sheet!  J   H-f 


Wedmark  O  T— f 

CHEHALIS 
CoBman  H  C  &  Co-1 1 1 
Keiu>7Cr  W  H— f  I  c 

Robjnjon  Geo  A— 1 
Scooley  ft  DegEeller-f 
Urquhart  H  V—i 
Urquharl   &  Judd— f  1 
White  S  C-f 


Ratcliffe  C   A— f 
Rolfe    N   A— t 
Rolfe  V  E— f 
Whaleo  J  E— £  1 


COLFAX 

Crocker   ft    Perkini— I 

DePledae  ft   Laird— f 


'ledae  ft 
E  if  M— 


COSMOPOLIS 
Browir  C  W-f  1  c 
Cooner    Nell— £ 
Smtmei  D  F— £ 
WeUingioD  A  G— £ 

WiUon  John  0-£ 


ELLENSBURGH 


EVERET 
Adamion,     Meagher     ft 

Stiger— f 
Bd>cock   a    Son-£ 
Baker  J  A-f 
Beecroft  J  T-f 
Bowman    Ward- ( 
Bnelt  Fred  P— f  1  c 
Clark  J  T-£ 
Cort  £  to-f 
Currie  &  Stlafotd-(  c 
Curliu  A  E— f 
Dearie  E  W  ft  Co-1 
Duryee  D  A— f  c 
Foliom  InTealment  Co— I 
Gallon  N  A— ( 
Gaveltlad   P  M— 1 
Hudion  ft  Booth— 1 
Lipke    P   W— f 
Lncai  a  King— £  E 
Mitchell   ft   Son^ 
People*  iDvenmeot  Co— 


t  Co- 


RTmond  F  G— f 
Sohoch    Fred    O— 1 
Sharne  H   A — 1 
Spriealerabicti  Reilty  Co 

Torry  J  P— 1  c 


FAFMINGTON 
Hiyfeed  &  Son— £ 
Paddock  E  E— f 


friand  R   D-1 


HOQUIAM 
Calhhan  Jai  P  H— f 
Fairbaim  J   A— f  I 
Gtayi    Harbor    Land    C» 

HodgdoD  A  S—f 
Ibbiuon  Samuel — f  I 
Lamb  W  M  ft  SDn--£  1 


Knight  E  A— f 
MeDermoti  Thoi— ■ 

Plamondon  Geo  F- 
Satdom  Frank  J— I 
Stewart  F  L— £  1  « 

KENT 
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WASH— Con. 

LYENDEN 
Auftia  J   S— f 
Bunan  Urt  F  A  P— f 
Bdven  C  A— f 

UEDICAL  LAKE 
Bariholemcw  W  R — f 
«m   N>doD>l    Baok   o< 

Hedlul    Lake-f 
fitUett  SUnlCT— { 

HONTESANO 
BiiBDld  L  B— f  c 
Biuh  W  H-t  e 
Chener  B   G— £  e 


Dale  ft  SbeB— t 
Gunderaon   01> — i 
HuiiUT  N  B— f 


lUT  N  B- 


Co-f 

N»t   Co-OpentiTe    Really 

Co— f 
PicluriDg  Frank  C-t 
Pickcriac   Fred    G— flc 


^ogil  C 
V/Mt  A 


NORTH  YAKIUA 
Aumilkr  W  J-f 

Compton   NonniD— f 
Cooow  Hatn — f 
Denier  C  H— f  I 

DoDit  H  B— t  c 
UlUer  KealtT  Co-f  e 
Narlor    Frderlck    B-^ 
Needhan  J  H-f 
Solierti  John    F— f 
Scudder  H  B  ft  Co-1 
TaTlor  Henrr— I 
Wa^iniloD  Hlf  Loan 

YaUoM  Conneidal  Co 


OLYUPIA 
Bioelow   R  C  A  G  K— 

BUln  F  G—f  c 
Caiwln  A  E— f  c 
CroibT  Waltei^-f  e 
CiDucli  k  2Ula— f 
Cutter  J  B— f 
DBDiei  Felix — f 
FaufliDer  L  B — f 
Froat  Kober^—f 
aia  Milton— f 
Guibenon  C  H — f 
HareoK  J  L— f 
H^nos  W  E— I 
Lindler  C  Z— f 
McDowelt  S  E  a  I  Co— f 
UartBHcn  Emi) — 1 
UonUon  Loul*— 1 
O'Brien   ICra  Fannie— t 
Oloutcad  ft  Tetiall — f  e 
Otii  John  T— ( 
Sankm  Sidner— t 


Talcot  C  K— f 
Hiompton  A— f 
Ubla  G  H— f  G 


PALOUSE 
BelTiU  W  B-l 
Carey  Ceo  M— f 
Duke  Jaha  P— f 
Greene  P  W-c 
lewett  ft  Kiniie— f 
Johnaon  J  J— f 
Kineald  G  D-f  t 
Knapp  C  H— f 
Nar&ms  J  C  ft  Co-( 
Shie»e  J  W-f 
Webaler  A  J-^ 
Weldon  Mr— f  1  c 


Baldwin  N  O— f  I 
Garfield  Coontr  Alwtnc 

Qw-f  e 
Jewett  G  W-f  e 
kuTkandsU   W   B— f  1 
Horrla  W  B-f 
PomeroT  Devel  Co— f 
Rauch   £   U-f 

PORT    ANGELES 

AldweU  T  T  ft  Co— £  1  i 
JP-f 


PORT  TOWNSEND 
Bartlett  C  C-t 
Bayler  H  V-f 
Cbriatian  T  C— f  1  c 
Goodrich  C  F— I  f 
Harden  H  T-f  I  c 
Klocker  Oacar— f 
KlMclI   N   A— f  c 
Lockhart  J  H^f 
HcCnrdr  J  G-f 


PULLMAN 
Chapman  M  J— t  1  a 
Downen    E    Vf-t  1 
Hcnrr  C  N-l 
Kampen  E  A— ( 
King  J  W-( 
Porter  Wm-^ 
Pullmu  Land  Co  The- 

Ruth  ^J  C-f  e 
Sanaer  F  E-f 
Sqaltti  John— t  e 
Staler  D  F-f  1 
Swiln  Wm-f 
Walker  «  Stnipler— f  1  . 


Caie  JC—t 
Johnion  H  C^-f 
Rcpuhllc  Aba  ft   R  Co— 


JnMhain   Simon   R— f 

Sraith-Willla— f 
Smith  ft  Bini— f 

SEATTLE 
Aiken  G  W— f 
Allen  Geo  W  ft  Co— c 
Aederion  B  R  ft  Co— f 
AngicT  F   W— f 


1  J  M  E   ft  Son 

Baker  B   W  ft   Co— f 
Baker  G  R— f 
Baker-Tanneat  Co — t 
Ballard'i  Inanranee  Agi? 

Barhai^  M  E— I 


Batet,    Lively   ft    Rourke    I 

Ben  Fred  W   Ir— I  c 
Beat  Cbaa  S— f  c 
Black  Hrg  C  B— {  c 
Bliaa  Ceo  H— c 
Both  well    ft  Crockett    Co 

Inc— f  c 
Bowden,  Graliam   ft 

Arnold — t  c 
Boyle   R  H— f 
Brattatrom   B-~f 
Bridgeford  J  H— f 
Brown  Tom  H— c 


COiion  &  BuicVhardt— f 
CulTor   R   C— f 
Dau^rty,    Cola    ft 

HQghea^nc^ 
Dangherty  W  J— 1 
Davi  John  B  &  Co— ( 
Dari.  J  E  — f 
Uearbom  W  W-f 
Ue   MiUe   Charle*  B— f  c 
Dc  Moaa  ft  Twigs— f 
deVenie  J  M  Co— f  e 
Dickinaon  Chat  E  &  Co 


Evan*   M    B— f 
Pay   Martin- f 
tinier  &  Grant— 1 
Kisken  ft  Co— f 
Flrainj  E  B— f  c 
Foley  3  B— f  I 
Foote  ft    Perrr— f  e 
Ford  E  G—f 
Forehand  J  E  ft  Co— f  ■ 


Lumping  ft  Co   Ik— t  c 
Uuw  G  L  A— (  c 

Unaay   A   N— f 
Uppmann  H   E  1  Co-i 
Llittefield  Geo  B-t  1 
Loyal  Co— f  c 
Lowdon  P  M — £  t 
Lowry  ft  Pike— (  c 
Lnth  H  P— f 
MacCallmn-DooahK  Fia 

Co— ( 
Martin   F  J— f 
Martia  J  L  ft  Co-I  c 

■    Matanmolo    H   S— 1 
Melville  C  W-f 
Miller  R  V— f  c 

'-    Mooney   R    P — I 


NmST  WeMero  Iot  Ca- 

f 
Northweat  Tnut  ft  Silr 

DcpMiC  Co — f 
Nonrin  A  N— f 
Orr  H  E  Co  Inc— i 
Oarlngi   C    E — f 
PadGc  laa   Broker  t  Co 

Palmer  B  B— I 
Parker  E  D-^ 
Farkhunl  H  E-4 
Parry   D   H— f 
Pearce  H  E— f  c 
Pelletier  J  V—f  c 
Pell   E   E— I 
Peridna  W  D  ft  Co— ( 
Peter  S  D— f  e 
Perry    H    F— f 
Pierce  A  E— « 
Pike  R  D— f 
Pond  W  S— I 
Potwln  F  B—c 
Porep  W  P— f 

Prohatfield  H  J— f 
Prother  ft  Co— f  c 
Qualheini    C    O— f 
Rainier    Realty    Co-* 
Raauey  Claude  C  ft  Co- 


Freela  S  E— f  c 
l>cw  D— f 
Garrlguci  Thoi  t 
Gifford   A    F— f 
Gihner  L  I>— f  c 
GladfelCer  H  E— f  1 
Gleaion   Mra  W  R— f  c 
Gottatein    ft    Scheldmlller 

— f 
Green   H  C— f 
Grinnell    H    M— 1 
Groat  Sam — f  c 
Guerrai  G  F— f 
Guion  P  ft  Co— f 
Hanbey  A  1^1 
Harnett   Frank   B— f  c 
Harper  Wm  P  ft  Eon— f 
Herrin  ft   Rhodea— f 
Hildreth  H  P— t 
Holla   N    E— 1 
Howell  W  G— c 
Huggini  N  W— f 
Hunter.  Mellen  Co— f  c 
Ironddea  ft  Co— f  c 
jaiper»n"jullua— f 
Jcnnlngt  C  W  ft  Co— f  c 
Jonea  ft  Wilion— 1 
Jordan   F  M  ft  Co— t 
KalU  Bruce — t 
Keao  Broa  Inc — f 
Kennard  ft  Co— « 


Reid  J  C— 1 
■    Rhodea  F  H— f 
Ritter  Wm  H — c 
Roberta  P  N— {  e 
Romana  J  B — I  c 


Bonke  G  W— .  . 
Rowe  O  A — f 
Rupe  C  H— < 
Ruaaell  S  L  ft  Co— {  c 
Sander  Fred  E  ft  Co— i 
Saoxay  J  F  ft  Co— f 
Schnaoftr  T  F— f  1  c 
Sehroeder  H  A— f 
Schwabaeher   Broa  ft  Co 


Siier    H    I^-I 
Smith  ft  CUcliae  Ibc-(  ' 
Smith  J  P— 1 
Snider  C  R— 1 
Spencer  Geo  A  ft  Co— f 
Sldn  J  C  ft  Co-i 
Stoddard  E  B— f  e 
Slroat  E  A  ft  Co— (  c 
Stuart  R  C  ft  Co— I 
Thaanum  ft  Fraiia^-f  ' 
Thomai  J  E  ft  Co  loc— ( 
Underwood  Jalia— <f 
Upper  C  H— f 
U'Ren  T  ft  Co-f 
VtnciBt  W  H  Ine-f  , 
Waahioflton  Lean  (  Sr 
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Wilier  A(«F  Co— t 
Vilktr  R  &-f 
WiUbon  DE— I 
WuMT  R  E  E— f 
tVctour  E  L^l 
Wh»ller  John  A  ft  Co— 

Willi  P  E— f  . 
WllUtnu  L  E  iDT  Co— f 
WilliiBt  W  R— f 
Wiboo  Gimt— f 
WodlcT  &  Co  Ine— ( 
Youn,  E  J— f 

SNOHOMISH 
Bcirtni  Jtntm-^ 
CmnriTi  H  C — f 
CookTred— f 

Hil[  Ju  W— f  c 
HirtiDin  Fred — f 
Kaiha  Wm— f 
Lfofest  Elmer- — t 


UcGoii 


I  M  J— ( 


Lavelle  F  N— f 
Liftchild  Clutlei-1 
McCojr  C  H— I 
McCre.  &   Merrjweither 

— f  c 
Macfirlui  W  H— f 
McKnelly  Jacob  I— 1 
Mann  &  Hinlcle~[  c 
Mirlin  R  J  &  Co— t 
Marlin  W^  D-t 
Mfch«nici  Loan  &  Trutt 

Ca-t 
Miller    Monroe— f    c 
Murphey,  Favre  &  Co— 1 
OpjKoheinier    M   &    " 

sbei    Edw   J    Jr- 
[ne  F  C— f 

:Mon  }a'°t^—\ 
,.._inhaidt  I  A-1 
Rogetl    C    H-f 


•  D  R— f 

Corer  C  M— I 

Core  C  M— ( 
-'^t'h— f"'      '^ 

-ill  &   Co— c 

Du  Boil  C  E  &  Co— f 
DduI  W   N   &  Co— f 
Elliol  -       -        ■ 
Ekki 
Elbe 


o  M— 


;ty  F— f 

lelman   D  S-f  c 


Bi(  Bend  I.uid  Co— f 
Bcoberx  &  Sctaaler  Co~[ 
Broime    Inrettmeiit    Co 


Scoil  W  U-f 
Seward  Thomas— I 

'  Sherwood  J  D-t 

I  Shieldn  W  H-1 

I  Smith  E  E— 1 
Spokane  &l  Eastern  Tr«l 
Co-f 

I  FpDkane  Sute  Bank-f 

,  ^»»n   r,eo  W-f 
&  Co-f 

Co-f 


ThomoJ    M-t 
Tilslei  r  H   &  Cc 
Tunii  F   D-f 


n  Chfls 


-— ._   _   .»  ft  Co- 

CaknU  Bldg  Co— f 

Coltunbb  FiDuice  Co — 1 

Coaadlr  If  B  «  Co-t  c 

Crite.  f*.  E— I 

Curbr  Mr— 1 

Dar  A  Huuon  Secoritj 

G>  The— £ 
Dora  Ktidolph — 1  e 
DyiT  Grant— 4 
Ed(iaati3ii  E  W— t 
Elmcndorf  & 


FenMennaker   H  F— I 

Fischer  F  H-^ 

Henner   N — I 
Falgtr  W  P— f 
FnodoU    P    J    ft  Co-^ 
FfMier  W  A— f 
dlUcfaer  D  J— 1 
CenUch    Theodore— f 
CrinneU  F  B  ft  Co— f  I 
Gtan  W   W— I     „ 
Guerniejr-Newton  Co — 


HeniT  John    W— 1 
Hunter   U   C  Co— t  G 
Inland  Underwriter*— 
Jonea    Hitcbeli— t  e 


SCMNER 
larrin  J  P-( 
Vubihow   H  J-f 


Ailj-n-Uill  Co— f  c 
Anderaon  R  E  i  Co— I 
llabcock  Phenii  &  Sob— 


Garvey   M  E  Co-  -f 
Gaiton  F  W— f 
Goodman  Geo  <.:— f 
Gregory  E  F  Co— f  c 
Guylcs  I  C  S  C^f 


et  A  T— / 

Howell  Edw  PS  1 
lutemstlanal     Realt; 

Tune*  H   D— 1 
Jonei  R  W  ft  Co— I 
Judion  E  B  Co— f  c 
Keen  J  M  »  Co— f 
Lairton  k  Co — f  c 
Le»»eth    W    F— 1 
I.iddie  Ahrun  D— f  c 


MacDonsId  D  R—t  c 
McGregor  D— t 
Mihaff^  R  E  Co— f  c 


Naubert  C  A  E— I 
Norton  &  Co — t 
O'Maller   ft   Heinemann 

Pal^r  M  H— f 
Perrr  E  H  ft  S  E— f 
Phillips   A  C  ft   Co— f 
Pralt  N  S— f 
Reaed  Jewe— {  I 
Read  f  H— i  0 
Reiltr  Salei  Co— f 
RiU  H  B  ft  Co— t 
Roeder  0  B— f 
Rudolph  W  F— I 
RuikR  Geo  ft  Co— f 
Schwinn  ft  Co— I  c 
Shaw  Tame*— I 
Sherwood  E  M— f 
Sherwood  ft  Pugaley— f 
Smith  k  Corn— f  c 
Stanton  ft  Hill— f  c 
SwEctland  F  H  ft  Co— { ' 

TonSo^"A  D— f  c 


Week*  B  J— f  c 
Watbo  I,  A-J 
Wilaon-Thompaon   Co— I 
Wialtimute  J  A— f 
Wolbert  J   A— f 
"- int  A  B  ft  Co— ( 

UNION    TOWM 
Bean  C  W— f 
Button  Chai  A— 1  e 
CritS  J  J-l 


Arnold  G— ( 
in  Frank— f 
ne  Jaa  J-i  1 
n  E  M-f 


Stapleton  J»>  P- 
rroeh  J  A— t 


Hnhhard  L  H— f 

~      "law  J  F— f 

[in  J  W-l 

-aoo  H  P-t 

Pieheit  U  O-f 


WALLA   WALLA 
FnnklaDd  ft  Brown — f 
lone*  C  F-J 
[ane*-8cott  Co — f 


T^i 

^m; 


Loney  ft  Cmn — f  c 
LoreiueB  A  L — f 
Martio  B  W— f 
Hattinion  E  D—l  c 
MoisroT*  ft  Albdt — f 
Nixon  E  H  ft  Son— f  e 
Paxton    Bra*    Co    loo — 

f  I  a 
Feoplo  Sute  Bank— f 

Samuel  M  B— I 

Schibel  Jobn— f  c 

Shaw  ft  BannieiMei^fle 

Skinner  O  2— ( 

Snavely  V— f  c 

Spcnccr-GreEDTT  Ca — f 

StirUng  W    L— f  1  c 

Stone  ft  Lathrop— (   t  e 

Wiiriit  E  E— (  c 

Wr^l  5  F— t 

WATERVILLE 


Water*Ule  Saving*  Bank 
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WEST  VIRGINIA 


BERKLEY  SPRINGS 

Dawson  T  H  B  &  Son— f 
Johnson  V  E— I 
Somers  &  Allen— f 

BETHANEY 
Glenn  J  R— 1 

BEVERLY 
Ward  J  B— f  1  c 

BLUEFIELD 

Bowman   E  L — f  1  c 
Citizens       Underwriters 

Agency — f  c 
Easier  £  H-f  1  o 
Evans  Ray — f  c 
Ellis  W  t—l 
Flat  Top  Ins  Agency— f  c 
Hicks    Spillcr— 1 
Home  Ina  Agency — f  1  c 
Land  John  F— f  1  c 
Udy  J  A— f 
Union  Ins  Agencr— f 
WUliams  J  W— 1 

BUCKHANNON 

Drummond  Ins  Agency — 

f  1  c 
Lynch  C  A— 1 
Sexton  Ins  Agency — fie 
Young  Ins  Agency— flc 

CHARLESTON 

Bacon  N  O— 1 
Carson  &  Summer*— f 
Dabney  Kern — f 
Gallaher  &   Sutherland — 

f 
Goode    Ins    Agency   The 

D  E— £ 
Hanna    Addison— 1 
Hickel  A  C— 1 
Irons  Sim— f 
Tones  WUliam-1  c 
Jones-Winkler   Ins   Agcy 

-flc 
Kanawha   Valley   Agency 

— f  c 
Laidley  Geo  B — f 
Lloyd  D   E— 1 
Lohmeyer,   Goldsmith 

Patterson  Co— f  1  c 
McChesney   J   Z— 1   c 
McGlasson  G  E— 1 
Morris  Ham— f  c 
Newcomer  G  H — ^1 
New  River  Agency— f  c 
Noyes  ft  Young— 1 
Patrick  John— 1 
Scherr,  Morton  &  DeVan 

— f  1  c 
Thayer  T  &-1 
Thomhifl  J  L-1 
Todd  Geo  W— f 
West   Virginia   Agency 

Co-f  1  c 

CHARLESTOWN 

Burns  &  Jordon — f  1  c 
Campbell  Wm— 1 
Gallaher  C  Frank— f  1 
Moore    &    Moore    lao— 

Norris  W  O— I 

Roberts  &  Shearer — f  1  c 

Washington,     Alexander 

&  Cooke— f  1  c 
Wynkoop  A  G— I  1  c 

CLARKSBURG 
Alexander  &  Alexander— 

f  c 
Bentley  Saml  R— 1 
Qarksburg  Ins  Agcy— f 
Home  Insurance  Agency 


— f  c 
H<M'nor  &  Hood — f  c 
Jenkins  R  N-c 
Long  P  M  ft  Son— f 
Modlin  H   F— f 
Mutual  Real  Estate  ft 

Brokerage  Co— f 
Post  Howard — f  c 
Post  Reger  Co— f 
Reed  D  K-f 
Thome  A  K— f  1 
Tracy  Ledru— c 
Union  Insurance  Agcy— f 
WiUison   ft  Dennison  Co 

-f  c 

DAVIS 

Erhard  Bros— f 
Heirmimus  R  D— I 
Hamby  P  A— 1  c 
Meyer  H  A— f  1  c 
Mills  Geo— f  1 

ELKINS 

Cromwell  W  R— f  1  c 
Da;y  B  W— 1  c 
Fling  £  O— f  1  c 
Haranan,   Preston — f 
Harper  W  K— f  1 
Keim    N    G-1 
Keim  ft  Keim— f  1  c 
King  Kirk-1 
Kine  Co  The— 1 
Lawhead  N   M— c 
Nydcgger  Jno  F — f  1  c 
Pulliam  Jno  A — 1 
Snedigar  W  N— f  1 
Sutton  ft  Wilt— 1 

FAIRMONT 

Bradshaw  John — ^1 
Evans  Charles  W— f  1  c 
Gadd  R  I^-l 
Holbert  Bros — f  c 
Hood  Chas  G— f 
Jones  &  Parish — f 
Kelly  L  W— 1 
Miller  &  Miller— f 
Nichols  F  E— f  c 
Poling   J   W— 1 
Smith  Hugh   F— f 
Walker   &  KcUey— f 

GRAFTON 

Bariow  J  H  S— f  c 
Bonaiield  Ruby  C — f 
Cruise  ft  Covcney — f  1 
Friedman  S  J— 1 
Gocke  Chas— f 
Kendall  N  F— f 
Koelz  Kate  P— f  c 
Mason  L  J — 1 
Morgan  ft  Co— f 
Musgrove  S  M — f 
Parrish   Realty   Co— f 
Starchcr  &  Co— f  1  c 
Thayer  J  R— 1 

GRANTSVILLE 

Miller  A  G— 1 
Stutler    D    E— f 
Waldo  S  T— c 

HINTON 

Ewan  ft  Meador — f  1  e 
Graham   L  P— f  1  c 
Hinton  Insurance  Agcy 

Co— f   1  c 
Peck  E  H— f 
Woolf  R  R— 1 

HUNTINGTON 

Aleshire-Harvey  Co— f  1 

c 
Ashworth  L  J — ^f 
Beale  ft  Thomburg — f 


Blair  ft  Buffington— f  ]  c 

Burdette  J   H— 1  c 

Burnett  Oliver — ^f 

Caldwell  Bros— f  c 

Cammick,    Rece   ft    Cam- 
mack — f  1  c 

Davis  ft  Davis — f  c 

Dusenberry  W  C— f 

Ellis  Mr— £  c 

Greater   Huntington 
Realty  Co— f 

Huntington  Ins  Agency 
— f  1  c 

Lemley  Mr — £  c 

Potts  J  N— f 

Prichard  Fred  C— f 

Shelton  Jos  R  ft   Son — 
f  c 

Thompson   Thomburg    ft 
Watts— f  1  c 

Wilson,  Blair  P  Co— f 

Werninger  A  W  Co— f  1 
c 

KEYSER 

Babb  F  H— f 
Bane  George  W — 1 
Bowman  H  L — 1 
Crooks  W  E-£  1  c 
Doyle  Jas  T— ^f 
Fletcher  C  **i— 1 
Leps,  Jas  E — f 
Newhouse  Geo  B — 1 

KINGWOOD 

Albright  ft  Gibson— £  1  c 
Wolf  C  W  L-f  c 

LEWISBURG 

Burdette  W  R— £  1  c 
Dice  John  C— f  .1 

LOGAN 

Bums  ft  Raike  Inc — £ 
Johnson  W  B— f 
Holland  B  L-f  1 

MANNINGTON 

The  Crown  Insurance 
Agency— f  1  c 

MARTINSBURG 

Alexander  H  L— f  1  c 
Harrison  P  R— f  c 
Pownall  Chas  V— f 
Small   Millcr~f 
Thompson  H   S  ft  Co— 

f  1  c 
Trammell    F    J    ft    Co— 

f  1  c 
Weaver  &  Dunn — £  1  c 

MAYSVILLE 
Highberger  W  T-f 

MONTGOMERY 

Dodd  T  E— £  1 

Dyer  ft  Shrewslemy— f 

Montgomery  ft  Coles  Ins 

Agency — £  1  c 
Pirreneg  H  E— 1 

MORGANTOWN 

Anderson  T  W— f  1  c 
Bank  Realty— f 
Barbe  Clyde— f 
Brown  M  L — £  1  c 
Gronniger  Jas  D — f 
Hall  Roy  0— f  c 
Hayes  Mills  Corpn— f  I  c 
Herd  C  T— f 

iolliffe  Wm— £  1  c 
filler  Chas  E— £  1  c 
McNeil  Ed  W— 1 
Purinton  John — c 
Sanders  Harry — i  1  c 


Sislcr  M  T— £  1  c 
Snee  W  J— £  1  c 
Steele  George  C— f  1 
Thompson  T  H— f  c 
Warman  Altha— f 
Wharton  J  I^-£  1  c 
Wood  George  M— £ 

MOUNDSVILLE 

Brown  ft   Son — f 
Bruce  J  D — 1 
Conner  W  E— 1 
Kesselring  C  A— I 
Keyser  Asher — ^1 
Roberts  E  G— £  c 
Rogers  T   R— I 
Scott  ft  Booher— £  c 
Vint  Geo  W— 1 
Woodruff  S  H— 1 
Wright  ft  Thompson— fc 

NEW      CUMBERLAND 

Bradley  C  S— £  1  c 
Robb  ft  Scott— £  I  c 

NEW 

MARTINSVILLE 

Crimmell  G  C— 1 
Dayton  W  R— £  1  c 
Fiess  F  P— 1 
Harman  S  E — £ 
Hughes  W  E— £  1  c 
Kendle  M  L— £  1 
Wright  C  H— 1 

PARKERSBURG 

Blackford  B  R— f  c 
Burwell    ft    Snodgras»- 

f  c 
Cecil  N  H— £ 
Chancellor  E  P  Jr— £  c 
Citizens  Ins  Agency— f  c 
Citizens  Building  Associa- 
tion— £  c 
Langfitt  I   N— £  c 
Logan  &  Summers — £  c 
Mathison  J  A— f  c 
Morgan  W  H— f  c 
Ogden  S  D— f 
Paden  ft  Luttrell— £  c 
Park  Joe— f  c 
Parkersburg   Banking  & 

Trust  Co— f 
Parkersburg  Insurance 

Agency — ^f  c 
Peadro  J  T— f 
Pike  Investment  Co— £  c 
Shrewsbury  J  A — f  c 
Smith  ft  Swearengen— » c 

f  c 
State  Insurance  Agency 
The— f  c 

PENNSBORO 

Collins  S  W— f 
Conaway  T  D— f 
Cunninriiam  Jay  E-*  i  e 
McGkims  B  F— f 
Stoops  ft  Hcflin— f 
Warder  R  I^f 
Weeklay  ft  Sbar^-f  1 

PHIUPPI 

Corder  W  D-f  1  c 
Hall  Jas  K— £ 
Teter  D  H— f  1  c 
Ramsey  G  B— f  1 

PIEDMONT 
Kenny  Thomas  F— f  1  c 

POINT  PLEASANT 

Gibbs  B  F-1 1  c 
Hutchinson  R  L— «  »  « 
Roush  O  A— f  1  c 
Windon  J  W-f 
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RAVENSWOOD 
McKay  W  S-f  1  c 

RIPLEY 
Adams  lliw  Jean — f  1  c 

RONCEVERTE 
Crickmer  &  Boone— f  c 
Doughty  T  P— f  c 
JohnaoQ  k  Kauffelt — f 
McDowell  R  C— f  1 

ROOSEVELT 

Hoffman  W  L— 1 
Roberts  R  C— 1 

SHEPERDSTOWN 

Hirrison  Schley — f 
Weltmeimer  F  Lr-i 

SISTERVILLE 

Brownhead  Geo — 1 
Home  Ins  Agency — f  I  c 
McCoy  H  W— f 
McCoy  John— -f  c 
McKay  Joseph  &  Sons— 

f  1  c 
Strance  Geo — I 

SUTTON 

Baxter  W  C— f 
Hcrold  A  C— f 
MacQueen  C  F— f 
Morrison  W  F— f  c 
Sutton   O  K — 1 


TERRA  ALTA 

Burke  K  E— f  1  c 
Chrystal  £  T— f  1 
Criss  W  G— f 
GandT  F  W— 1 
HmrruBan  W  H— 1  c 
Kelly  C  T— 1 
Lakin  F  L— 1 
McGinnis  W  A— f 
Miller  C  A— f  1 

THOMAS 
Martin   Gco-^1 

UNION 

McQangherty  J  C— 1 
Readle  R  E  lAl 
Wheelwright   F   0— f 

WELLSBURG 

Cooper  Ins  Agcy — f  1  c 
Curtis    &    Reeves— f  c 
Everett  &  Maban— f 
Foster  W    F— f 
Glas  W  R— c 
Jacob  C  K— f 
Magee  C   B — f 
Miller  W  R— f  1  c 
Ralston  John— f 
Rdd  T  J— £  c 
Snediker   &  Co— £  c 
Windsor  Chas  R— £  c 

WESTON 

Edwards  &  Edwards — £ 
Harrison,   Woodell   & 

Young — f  • 

Kobelgard  B  A— £ 
Smith  &  Farnswortb— f 


Warren  AAA  Son— £  1  c 
Weston    Ins    Agency — £ 

WHEELING 

Annbruster  Frank  E — 1 
Baird  Geo— 1 
Bowie  E  B— £  1  c 
Brown  T  E^l 
Calahan  P  R— f  1  c 
Campbell  Alex  R  ft  Co— 

£  r 

Cowen  &  Co— £  1  c 
Crooks  Geo  C— 1 
Dinger  Daniel-— 1 
Dickens  Chas — £  c 
Dutsch  Geo  W— £ 
Ebling  L  C— 1 
Emsheimer  Agency  The 

Jos— £  1  c 
Fidelity  Investment  & 

Loan  Assn — £  c 
Fink  Theo  W  &  Co— £ 
Finlcy  J  P-£ 
Foose  W  S  A  Co— £  c 
Franklin  Ins  Co  Agcy — £ 
Gibbs  J  S  Jr— £  1  c 
Gow  J  R— £ 
HaUer,  Bieberson-Gund- 

ling  Co — £ 
Hanes  J  T— £ 
Hanley  J  P— 1 
Hazlett  Howard  &  Son — 

£  c 
Hesse  &  Kirchncr  G— £  c 
Jenkins  J   H — ^1 
Kemper   R  M— 1 
Killmycr  C  J— £  1  c 
Kimberland  Mr— 1 
Mathison  Geo  J — i  1  c 


Meek  T  S— 1 

Merkle  Henry — £  c 

Morgan  D  G  &  Son— £  c 

Myers  F  C— £ 

PauU  Al£  &    Son— £  c 

PwU  Jos  F  ft  Son— £  c 

Paul  ft  Welsh— £ 

Qnarrier  C  H— 1 

Rice,   Hendrix    ft    Co— £ 

Rinehart  W  H— £ 
Riaor  C  J— 1 
Robinson   J   E — 1 
Rogers  J  L  V— £ 
Rolf  Ins  Agency  L  A — £ 
Roller  ft  Emig — £  c 
Roth  J  P  Realty  Co— £ 
Shaffer  £  E— £  c 
Sha£cr  W  K— £  c 
Smith  Geo  O— £  c 
Smith  S  H— 1 
Snedeker  Albert — 1 
Speidel   ft    Bachman   Inc 

— £ 
Stalnaker  D   E  ft   Co— £ 

1  c 
St^er  ft  Son  J — 1 
Sweeney  T  B — 1 
Tatum  &  Caldwell— £ 
Taylor  C  B  ft  H  M— 1 
Taylor  ft  Thomas— £  c 
Vardy  Co  W  W— f 
Vidal  H  A— 1 
Viewcg  Christian — £ 
Vaden  C  A— 1 
Wheeling  Ins  Agcy — £  c 
Whitehead  Ralph  &  Son 

— ^£  c 
Zane  ft   Reid— £ 


WISCONSIN 


HILBERT&  BAERWALD  COMPANY 

INSURJINCE 

86-88  MICHIGAN  ST.,  MILWAUKEE,  WIS. 

Sun  Insurance  OfAce,  London,  Enc.  Mechanics  &  Traders  of  New  Orleans 

^J!in'^lt^t:H'^^:!l'i!,TJi"o^^^y  H.„«r„  Fl«  ln.ur.nc.  New  York 

Fire  Asaoclation,  Philadelphia  Assurance  Company  of  America,  New  York 

Travelers  Insurance  Co.  (Liability  Dept.)  Hartford,  Conn. 

STATE  AGENTS. 

METROPOLITAN  CASUALTY  INSURANCE  CO.,  New  York 
LONDON  AND  LANCASHIRE  GUARANTEE  AND  ACCIDENT  CO. 
LONDON  GUARANTEE  AND  ACCIDENT  CO..  Ltd,.  Chicago  (Burglary  Dept.) 
FEDERAL  INSURANCE  CO.  (Automobile),  of  New  Jersey. 
ASSURANCE  CO.  OF  AMERICA  (Surplus  Lines). 
GLOBE  INDEMNITY  CO..  (Boiler  Dept.) 


ALGOMA 

Boedccker  &  Knospe — ^f  1 

Kdsey  I  N— f 

Bretl  &  Hamachck— c 

Parker   M    T— f 

ALMA 

Baehler  Ganz  ft  Saby— f 
Ibach  P   E — f  c 

ANTIGO 

Benishck  John  &  Son-— f 
Bretl  Geo— 1 
Brown  J  T — ^f 
Daskam  W   R— f 
Fruaher    Fred— 1 


Frusher  J  J— 1 
Gagen  James — f 
Hall   T   C— 1 
Hay  Henry — ^f 
Hogan  T  W— f 
Kiefer  Fred  W— f  c 
Maerts  W  A— 1 
Morse  &  Tradewcll  Co — ^f 
Palmer  E  H— f  c 
Schmitz  Geo  W— f 
Schreibeis  Joseph — 1 
Trcvcr  &   Crandcll — f  c 
Waertz  W  A— 1 


APPLETON 

Api>leton    State    Bank — f 
Conkey  P  M— f  1  c 
Comcross  R  E — f 
Ftichsgruber  A  J— f 


Harbcck-Hilfcrt    Insur- 
ance  Agency — f  I  c 

Hipp  C  A— f 

Huetter  J— f 

KeUer  Louis  H— 1 

Koffend  Joe — f  1  c 

Komely  P  A— f  1 

Marston  Roy  N — f 

Pierce  D  H— f  c 

Rhulandcr  A— f 

Roemcr  C — f 

Steinberg  D  P— f  1 

Stevens  J — f 

Vanderheyden  W  H— 1 

Vaughn  Ed — f  c 

Vezcy  W  T— f  1  c 

Voecks  Albert— f  1 

Walthers   Fire  Ins  Agcy 
— f 

Weidmann  W  J— f 


Wettengel    Fred    Felix— 

1  c 
Winkenwerder  J  W— f 


ASHLAND 


f  c 


Bardon   Thomas — 
Brandt  O  F— 1 
Buchanan  Geo  H — I 
Burch  &  McDermott — f  c 
Davis  A  H — f  c 
Ellis  J  S— f  1  c 
Good  Jas  W  &  Co— £  c 
Lamal  Peter — 1  c 
Loranger  G  C — ^1 
Noble  A  B— f  c 
Pinahoski  A — f 
Quam  W— f 
Schroeder  O   B — ^f 
Tomldns  A  Pierce — f 
Van  Doosen  J  F  Co— f  c 
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Dlttmer  Gua  &  Son 
Pmul  iG  W— f  c 
Sludler  &   MiBke— c 
Thwing  &  Treiber— 1 


-if 


Bitci  J  T     . 
Binlli.T  F-f 

Bruoc&wtiler    Geo— I 
Ctdt  V  B-( 

ColdDUl    ChlE — { 

Dilhrnar  E   F— f 

Gemmill  A  G — f 
Hiliud  H  L-f 
HiU  J  H— i 


Rod  well  Thot- 
Hugglei  Dan  Jr 
Seir«k  &  Chrri 
ShuU.  F  E— f  1 


DuielJi 
H«lr  It 
Ht.lT  J 


Velins  I 


..__£»  Liebig— f 
Willluu  E  E—f  c 
ZarwcU  J  F— t 


3ow  J  B- 
3ott  W  V 


Llnmor*  F  P— I  c 
Lov*  J  A  &  H  J-« 
Peet  Brolher»— (  c 
Robert!  H-1  c 
V«n  Wort  Don-I  e 


Winegtr  A  J— 1 
BERUM 
Babcock  W  G— f  c 

ChrUtie  »    Crawford— t 


BUchodc   Clui  W— til 
Hormui  Hcnr^r^f 
Sanuderi  Srbelia: — ( 


SilTCrthora  L  I— f 
Tocket  A  L— f  1  « 
Woodmui  W  W— f 

BOSCOBEL 
Abldur  A  — f 
BUir  Chu  A— f 
Hove  W  C—f  1  e 
Kenp  H  E  G — { 
MenkhBUKii  C  — f 
Mu»«r  F  C — ( 
P«yoe  W  H— f 


ECiclurd»n  D  B — f 
Ruk*  L  B— f  1 
Srhcinpaug  John — t 

BKODHEAD 
Crpenter  C  W— f 
Derrick  F  D— f  c 
KdrDCT   M  L — f 

Skianer  C  R— f 
SMoner  &  Stone— [  1 
SptiBue  BuiT — f 

BURUNGTON 
Bergener  C  O-f 
Gill    F— f 
Hatch  C— 1 
Hoppe  P— 1 
lone.  C  A-f  1  c 
Madden  &  Keancdv— ^ 
Marsh  I"  C—f 
Ueinh.rdl  E— f 

Mole  C  A-f 


ling  ilenry-f 
/all"  G  W-f 
.'ehmhoff  J    E-f 


Horn  W  H-f 
Tochen  L  E— f 
Kenny  C  F— f  1 
Kucther  F  S— 4 
Schah  Nlo-f 


CHILTON 
Bechlem   Otto — f 
Brown   Glenn   A — I 
ConocU  T  E— f 
Gniber  ToMph — c 
Hume  G  C—f 
KiagMon  A  C —  f 
Noll  Andrew— f 


CHIPPEWA  FALLS 
B.iler  M  S  &  C<t-t  c 
Colemui  E  H  It  Co— f 
PiTcU  H  F^ 
Fletcher  L  A— f  1 
fiuler  Bobt— f  1 
Greenwood  W  R-J 
Hughe*  F  R— (  1  e 

JoM    JoMph— I 

Leonii  Nnnkc-I 
Lord  C  H-1 
Moeo  TT— f 
NoUo  Ju  M-c  1 
Nunke  A-^ 
PrcMOB  C  E— f 
SorenMn  H  E— f  I 
Stopfer   lAwi«nec~f 
Zioumnaui  John— { 

CLINTON 
Hawfca  ft  Eeeie     t 
KemaicKr  J  F— t  1 
Moehlenpati  H  A-f  I 
Northw.7  W  S  A  A  K- 

TnMl«  VC-t 


Erring  (iuy   V-I  G 
HolU    F    tJ-l 


CUUBERLAND 
Coautock  H  S— f 
Cook  Geo  B-f 
FuUer  W  N-< 
Hart  R  B-f 
ICIkCF-f  1 
L.r»n  Lewi*— ( 

DARLINGTON 
Bower  Walter— f 


lohr.on  H   C-i  I  c 
Xfndritk  A  H-f 
UllihridBf    RoW-f  1 


Williams  E  F-f 

DE  FERE 
Brockmu  J  B— f  1  c 
Chue  Frank — f 
Clarke  Ju  E— f  1 
Januen  H  J— f  I  c 
Le  Mure  Gto  N— 1 
"  '  itzler  John  L — (  1 
Herben   "     ■  ■ 


Smith  H 


rbert  J— 
k'm—f 


bW  li 


DODGEVILLE 
Carter  W  T-t  e 
Edwardi  T  H— f  1 
HoaUni     A     WilUana- 

tlc 
Koaklna  June*  I— { 
Perkina  E  A-t 
-      t™  O  K-f 

I  John  lL-~t  I  e 

StrooB  Orirille-4 
TbonuM  BJi—I  c 
Tarlar  C  H-^  1 

DURAND 
ainard  K  K— 1  e 
_.-unner  H  A— f 
Eldridge  R  C  &  Hra  J  D 

HUlard  C  U— c 
Hoeaer  A  W— f 
Patdaoo  E  S— f  1  c 
Smith  A  C—f  c 

EAU   CLAIRE 
Chrlnopbcl  Hetiri~-I  c 
Cuirer  J  C—f  e 
Droegc  Barr*  A-^ 
Farr  Frank  Jr — f 
HeUa  E  W  &  Co— T  e 
Hubbard  &  Bare*— f  c 
Jaclnon  Agenci  The — f  c 
Kdler  C  N— I 
KildaU   J— t  c  I 

La«br  Geo  J— t 
UcCorkbiU  If  V-^ 


Roundi  E  D-^ 
SchloMcr  Pctei^-f 
Schner  J — f  e 
Selmai  John  J— f  c 


EDGERTON 
Punun  G  F— I 
jenaca  F  W-f 
Johnaon  Henrr— (  I  c 
t^dd  E  M-f 
5^  H  C-< 


Barn. 


I  Benrr  &  I 


Cain  Geo  B-) 
Cioaihr  A— f 
Hooper  E  J— f 
Howe  H  F-I 
LjFon  Jaj  F— f 
lirarriian  S  B-f  1 
Norrla  H  C-t 
NotWo  W  C—f 
SprMve  E  H— f 
HfebierP  J-! 

ELROV 
Dilhour  1  T — f  c 
Gaflner  t  V— f 
Field  F  T— f 
Hart  J  E—i 


Telfer  Archie— f 

EVANSVILLK 
Bakor  Fred— c 
Caloar  O  C-^ 
Hartler  Roben  D-f  1 


Hucc  G< 

Philiip.  V 


PoUtn  Gb)  1^-4  1 
Richmond  R  M-f  c 
Shreve   J    U~-i 
Snaahall  C  H— f 
ToUi  WlU-f 
Van    Pattoi    A    Vm 


Cole 


E-e 


Croibr  R   H— f  1  e 

Dana  A  G— (  I  c 

-     -i«»c  \Villia»-l  c 

__    _ank   R  C~i 

Plcibcrg  C    F-I  1 

Hand.  C  I— flc 

"      ■i-Boreham  A(<r- 

Hismaa  C  K-4 
Koner  B-f  e 
IfcDctnott    J    P-fU 
UcDermMt  Wm-f  I  « 
HaloncT  B  L-f  1  c 
HalcMMT  L  B-f  « 
Phelpa  >  WataoB  f 
RiedCTA— f  Ic 
Rrao  W  J-f 
Schater  SJahacm-t* 
Sehndiacdt  A  B-l 
SedCT  B  A-f 
Wolff  Fl-f 
W]>att  S  u-1 1  e 


Caawell  C  A— f  c 
Chue    Rot  D— 1  C 
Coida  C  B-t 
DoBkla  O  W-«  1  e 
Hlbbard  *  &j^ 
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Moon  O  C-1  « 
Kehm  Lewi*— 1  c 
Rice  E  S— I  I 
RoBcn  F  B— f  c 
RnBUTT  R  C— 1 
Schrdner  J  F— 1 
Slcnsd  A  L— t 
Tr«tl  P  H— (  I  c 


FOUNTAIN  CITY 
FnsiiM  Harrid  L — f  I  e 
Fotjna  Pnd  I^f  1  c 


FOX  LAK£ 


Robert!  G  F— f  1  c 
Williun*  I  C— I  c 
WilKaini  H   E— f 

GRAND    RAPIDS 
Brooks  I   E~l 
Brown  Mt — (  c 
C«in   O— 1  c 
Fsirbanki  W  L— t 
FHtzdnan  C  M— f  I  c 
Gilkcy  F  G— t  I  c 
PeaM  E«r1c— f  1  c 
PomBincnUe  E  N— f  1 
Renne  C  M— f  I 
Stoter  W  C— 1 
Tarlor   k   Scott— f  I  c 

GREEN  BAY 
Aatorgt  £  K— f  1  c 
Rcreno^sL  Jot — i 


■rdoa  R  T— f  i 


janm  C   E— { 
Kutcr  P«ef — f 
Lcf  cbm  F  J— f  e 
MmcT  J  P— f  c 
Martin  Eli— f  c 
McNdll  »  Biker—f 
Mohr  In*  fiMcj—t  I  c 
MurraT  EJI— I 
Nclaon  Jotui — f  I 
Pampcnn  Hi**  S  C~t 
Parnwoticr  JbIji — f  c 
Rondcao  E— f 
Scbepeck    John— fc 
Sccarity  Lou  A  Inanr- 

a  nee  AgcncT — f  e 
Stiller  A   F— f 
Vaa  Daren  P  J — f 
^■nen  Edcar  B— f  e 
'WilMO  Robt—f 

HAYWARD 
Alcaoisdcr  Wm— { 
Yalct  B  P— e 
Kartl  B    F— f  c 
Raklf  B  F— f  1 
Rohlf  Wm  F— f 

HORICON 
Dieti  Lonii — f  1  s 
Hawkn  Ctaarin— (  I  c 
Herkti  P  B— { 
I^Dpp  Chat— c 
M>rUam    Wm   H— f 
Rebfdd  k  Natie>-[  1 
SJnaon  E  W— f  1 

yofmcT  J  M— f  c 

HUDSON 
AabtCT  I.  H— 1  e 
Banl-CT  B— {  I  c 


Chriatopbeimn  Harif — f 


Hnniiiliton  A— f 
Ipoe.  Te— (  1  c 
Ktrmatt  E— 1 
Thoen  Emit — c 
Wcbiler  E  M— I 
Webster  W  E— f 


FoRer  Ceo  C— f 


KennedT  J  B— 1 
Kell«7  Peter-I 
King  I  a— I 
Lee  W  N— 1 
Li»io(«lon  G   W — 
Lnnan  Miller — c 
Uannini  Cbaa— f 
Uoore  Geo  R— t 


Sennett  Geo  I— I 
ScobieJ  G— I 

ZlnuneriDaD  Tndi — a 

JEFFERSON 
Bdm  C  a— 1 
Haberoian  OTA  Co— f 
Hayea  J  J— I 
Benry  W  S  ft  Co— f  e 
Kericbensteiner  O  T— f 
Miitele  k    Smith— I  1  c 
Scbweiier  £  A— 1 
Shake^Mkv  L  W— 1 
Sloppenbich  O  F— f  e 

KAUKAUNA 


Schwln  N   D— I 
W^^nUcb  H— f  t*c 

"     KENOSHA 
Paldwin  H  M— f  I 
Barr  Cbaa— f 
Bullamore  H  I^-f 


Fannin.  W  J— I 
Ftaich  Rarmond- 


FrtDcb  A  H— f  t  c 
Grtner  F  I— f 
HaKing.  CD— f 
Holliiler  E  H— f 
Hudaon  Geo  W  — 1 
Jordan  H  F— f 


Kenoaha  Realty  Co— f 
LiodalTuid  £— f 
Mirx  F  A— f 
MelTille  Geo  M— f  I  c 
Millar  Ja»— f  c 
Nowaclii  Caaimir — f 
Penneieather  Jaa— t 
PfenninaCbaa— f  c 
Reinold  Tred— f  c 
Reitb  H  W— f 
Stemm   Fred — f  1  c 
S-ift  W  J— I 
STmmonda  Frank— t 
Tarbell  C  A—t 
Tully   Jaa— f 
Tortiocll  C  E— I 
Villnow  G  L— ( 
Werner  N  J— f 
Yule  Herbert— f 
Zena  John — f 

KEWAUNEE 
Andre  Carl  W— I 

Bruemnier  O  H — t 


Karri  Sl  Janda— f  1  ( 
MaSlber*  Jia— f 
Sridenglaiu  E — f 
Valuta  lot  G-f 
Wing  G  iv-f 


rr  H  fc  S  C— f 
>    H    M— 1 


KiHan  I.  J— 1 
KItin  C  F— f  c 
Leinfrlder  C  S~t  c 
Le»ia  Eros  Bealiy  C.i— 
LivinijBtone  Im  Age;— f  i 


Marvin  &  Duhrake- 
NirlMhr  H— f  c 
OriicrherB   L— f    c 
Pcllmgiirj  L-fc 
Pfhreila  Jo»-f 
Rosfl  Chat— 1 


Stir: 


;    Co— f 


Stl.wril,:r   J     C;co-f    . 
StCfnbtrg  r>— i 
T»yli>r  H   I.— ( 


Wpll 


1  %\'(.<,J*— f  c 


LAKE  GENEVA 
Barfiald  J—t 
Beat  Wm— f 
Brown  Louia— f 
Burdtdc  H  A— f 
French  C  S—t 
Hill  H  V~t 
Trrtell  F  T— f 
Willita  C  H— f  1 
Wormood  F  E— f 

LANCASTER 
Oark  k  Pu(b  Co— f 
Claoion  G  W— f 
D»T  Ttti—l 
McBrien  Jamea— ( 
McCoy  E  L— 1  c 


Sterena  L  S — f 
Stone  John   M— f 
Taylor  S   N— f 
Wheeler  L  G— t 

MADISON 
Adana  ft  Fok — f 
Albritbl  Victor- f 
Amea  A  R— f 


Coughim  &  Gallashei— f 
Ccowlty  J  J— 1 
bahiren   H  V.~f 
Davit    Frank    M— 1 
Bow  C  M— 1 
Eighcny  Alva— f 
Biehmy  &  Eighmy— f 
FtWandt  Wm— f 


Haley  John  C— f  1 
Haley  Louit  C— f 
Herfirih      Theodor. 


H  E 


Hobbini 

(  c 

Hobbin.  Louis  M— f  c 
Huyler  J  P— 1 
I.«    F   N— 1 
iphn»n  Ollii-f  c 
Rremtr    Fdix-f 
Kropf    R    R— f   c 
Lamp  Rohl  M— f  c 
Laraen  A  C— 1 
Lealer  F  E— t 
Lcriun   Sol— f 
Leulicher  G  A — I 
McKay  W  J—t 
Main  W  E— f  c 
Main  Witlett  E  Ina  Ary 


kvines  Loin  S  Trait  Co 

chnpert  J  C— ( 
bafler  C  "     ' 


Sherman  O  W— f 
SHnde  Broa— f 
Stark  Paul  E— f 
Starkweather  F  W— f  c 
Stepbenton  R  O— I 
Somnera  Man — f 
Votel  H  G— f 
Wnihi  W  W— t 

MANITOWOC 
DBTiet  T  W— I  e 
Dcdrick  N— I  c 
Donahue  J  G — 1 
E*al    Wiaconiin    TruBlec 


Fiana,    Schmitz,   Kad 

Co— f  c 
Rielow  C  A— f 
Gnttmann  Wm — t  1  < 
Hacker  ft  Grotb- f 
Hanten   Carl— f 
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Markham  &   Markham — 

fc 
Mulholl&nd  Henry — ^1 
Schulzc  A  C— f 
Shenian  A  P — ^f  c 
Sherman  E  S  &  Son— f 
Sladkey  T  E— f  1 
Vraney  Frk— f 
Willinger  Wm — f  I  c 
Willott  Josjr— f 
Zannacker  H — I  c 
Zentncr  F  T— f 

MARINETTE 

Baker  W  S — c 
Bcrnardy    Frank    N — f  c 
Duxbury  &  Madagin — f  c 
Evans  L  T— f 
Feifrick  F  B— 1  c 
Fisher  Jos — f 
George  &  Green — f 
Gitchell  J  H— I 
Graves  Geo  \V — 1  c 
Hitchcock  L  S — c 
Johnson  C  J — c 
Kimball  R  R— 1 
Lehman  W   A— 1 
McGilHs  J  J— f  c 
Marbes  M — 1 
Mathisen  Osten — f  1  c 
Marryman  &  Robeck — f  c 
Miller  Edw  VV— c 
Ott  Geo  J— c 
Plouff  L  T— I 
Schneider  Edw  R— f 
Setright  T  K— f  c 
Stenger  L  M — 1 
Sunstrum  C  W — f  c 
Trcmear  Wm — 1  c 
Zietz  Jos  R — c 

MARSHFIELD 

Cole  J  F-f 
Deminff  E  M— { 
Edwards  C  B— { 
Fleckenstein   M   G-^ 
Hahn  &  Hahn— I 
Hansen   Chas — I 
Kalbskqpf  R  A— f 
Krau»  P  J— f  c 
Marx  Joe — 1 
Meidl  A  J— f 
Pulling  E  B— f  1  c 
Seubert  John — f 
Upham  E  A— f 
Vaughn  Frank — f 
Vollmer  Fred— 1 
Wagner  Hugo— f  c 
Williams  R  R— f 

MAUSTON 

Adier  F  A— 1 
Barrows  C  E— f 
Ensch  Petei>-{ 
Grubb  Geo  S— f  1 
Hosig  W  G-f 
McFarlane  J  A— I 
McXown  C  W— 1 
Powers  T  F— f 
Price  C  L— f 
Winsor  W  F-l 

MAYVILLE 

Bachhuber  Andrew^-f 
Dreger  Alvin— f 
Herberg  Paul — f 
Janssen  Sertz  Co— f  1  c 
I.entfoehr  Wm — ^f 
Ringle  Wm— f 
Strasen-Krohn  Co — f  I  c 
Thielke  Henn— f 

MAZO  MANIE 

Cork  Wm— f 
Lappley  Harry — ^1 
Lappley  Henry— f 
Leornard  H  R— f 
Smith  Horace— f  e 
Wurster  W  H— f 


MENASHA 

Fedrau  Herman— f 
Fieweger  J  L  &  Co— f  1  c 
Heckrod  Frank— £ 
Hartung  &  Webei^-1 
Jarvis  Jos— f 
Little  S  S-f  c 
Mayer  Geo  J — ^f 
Oberweiser  C  J — ^1 
Pleasants  J  M— f 
Richardson  Newton — 1 
Schoetx  M  M— { 
Schoetz    &    Sensenbren- 
ner— f 

MENOMONIE 

Barker  Geo  A — ^f 
Bates  E  J— f 
Clarks*   Ins  Agcy— f  1  c 
Drowley  E— f 
Fladoet  Martin— f 
Hopwood  John — f  c 
Inenfeld  Henry — f  c 
Joyce  J  E— f 
Kabot  B-1 
Kraft  Bros  Co— f  c 
McLean  J— 1 
McLean  W   C— f 
Miner  Frank-^  1 
Quillng  H-l 
Seely  G  H— f    Ic 
Stone   T— I 


MERRILL 

Allen  H   R  Agency — f  c 
Bowell  H  J  &  Co-f  1  c 
Breck  Llo/d— f 
Brassard  Wm— f  c 
Downie  &  McQuillan— fc 
Kubasta  F  W— f  c 
McLaughlin   &   Donaghue 

— f  c 
Moore  Earl  L— 1 
Phinney  D  M— f  c 
Rossman  F  G— f  1  c 
kusscU  Fred— 1 
Smith  &  Zollman— f 

MILWAUKEE 

Albright  Dr  Chas  E— 1 
Armitage  Agency — f 
Auer  L  &  Son— f  c 
Bacher  Julius— c 
Baldauf  Joseph— f 
Barber  E  B— f 
Bartlett  Geo  D— c 
Basse  £  O— 1 
Basse  G  D— f 
Baumenn  J  H  C — f  c 
Bejma  Jos — f 
Berndt  Paul  F— f 
Bogk  &  Pfleger— f  c 
Bowes  J  D— f 
Braun  O  A — f  c 
Bryant  G  J — 1  c 
Bues  A  A— { 
Buckner  Sam  O — ^1 
Calhoun  Ins  Agency — f  c 
Callen  Thos  J— f 
Dark  Montgomery^!  c 
Courtenay  &  White— f 
Crolius  S  H— f 
Crowlev  J  M— f 
Czerwinski  B  A  L  &  Son 

— f 
Czerwinski  Ignatz— f 
Damkoehler  T   &   Co— f 
Daumling  Chas— f 
DelaneyTrank  E— c 
Dexheimer  C  D — c 
Dietrich  &  Schuengel— f 
Dietz  Carl  P— f 
Dingwall  R  L— f  c 
Dorow    Paul — f 
Drake  Wm  C— 1 
Dunn  W  A  &  Co— f 
Dunphr  J  F— f  c 
Durand  Lojral- f  c 
Durand  W  T  Leedom 

Agency— f 
Khlhardt   B-f 


Eldred  Agency  The— c 
Eisner  Rich— f 
Ernst  Theo-4 
Esau  Chas— f 
Ettenheim  Sol  &  Son— f 
Ewens  &  Son— f 
Feasley  F  H— f 
Finger  Wm — f 
Fischbeck    V   D-l 
Fleming  T  J-4 
Pons  &  Co— f  1 
Forecki  &   Przvbyla — f 
Forster  A  C— t 
Friedrich,  Teall  &  Hack> 

barth— f 
Froede,   Bodenstab  & 

Ludwig — f 
Fuller  H  S— 1 
Gaedke  &  MiUer^f  c 
Gausewitz  Arthur  P— f 
Gibson  Miss  C  M-f 
Gollusch  Henry— f 
Gordon  P  H— 1 
Gottschalk  S  W  &  G  H 

-f 
Graebner  W  H— f 
Grant   A  C— 1 
Grange  Wm— I 
Greene  Bros  &  Hansen 

-I 
Grootemaat  A  L — ^f 
Grutza  Frank  T — ^f 
Guilliaeume  Wm — ^1 
Hackett.  Hoff  &  Thier- 

mann  Inc — f  c 
Hahn  Rudolph  A— f 
Hamm  P  H— f 
Hannan  Jas  &  Co— c 
Hanson  T  A — f 
Hatcher  Wm  J— 1 
Hathaway  A  S— I 
Herdegen  S— f 
Herzberg  Jos  &  Son — 1 
Hibbard  C  F  Co— f 
Hilbert   &    Baerwald  Co 

— f  c 
Hoe  J  H— c 
Holzhauer  &  Weber— f 
Hosch  John  J— 1 
Host  Clem  P  Co— f 
Host  Zeno  M — f 
Huchting  F  B  &  Son— f 
Hucke  H  J— f 
Hug  &  Frcy  Co— f 
Hummel  H  D— f 
Hunkel  G  P  &  Son-f 
Hymen  J  C— f 
Taeger  Wm— f 
James  G  H   Son  Co— f 
Jazdzewski   B— f 
Jefferson  Rich — f  c 
Telinck  Ben— 1 
Tcbann  J  E — c 
Tones  J  Ellas— f 
Kallmeyer  C  J — ^1 
Karsten  &  Van  Nostrand 

— f 
Roller  Jos  P— f 


Krauthoef er  Wm  J— f 
KrehU  &  Metzner — f 
Krysiak  J  W— f 
Kunx  Petet^ 
Le  Breck  M  J-4 
Leviash   Fred   F— f 
Lindenmann  H  J  Co— f 
Long  Samuel— 1 
Lukasiewicz  S  S— f 
I^rmar  T  R  &  Co— c 
Mabbett  H  J-f  1 
McGinn  Agoicy — i 
MacLaren  M  N— 1  c 
MacNeiU  E  H-f 
Mapel  John  J— 1 
Matthews  &  Kramer— f 
Maynard  C  A— f 
Maynard  &  Picken— f 
Mehl  Oscar  C— f 
Meixner  L  lSf-4 
Merrill  Roger  L — f  c 
Millard  Fred  C— ! 
Miller  H  C— c 
Milwaukee  Ins  Agcy— f  c 
Mohm  &  Stark— f 
Morgan  B  A  Co — 1 1 
Morgan  Jas— 1 
Mueller  J  H— 1 
Mueller  R  C  Jr-f 
Mueller  Thoo  Co— f 
MucUer  G  H— f 
Myera  JO  &  Co-f 
Norris  II  F— 1 
Norris  R  H— f  c 
O'Brien  John— I 
Oculst  &   Harris — I 
Oswald  Wm  J— f 
Patten  M  M  Affency-f 
Pawling  &  Pressentin — i 
Piepenbrink  &   Roehr— f 
Plimpton  H  D — 1  c 
Pitteikow  Chas  &  Son— f 
Poposlmr  A  V— f 
Potter  E  J— f 
Forth  Edw — ^f 
Pozorski  Jos — f 
Pozorski  S  J— f 
Ragsdale  J  C— f 
Rebhan  Aug  Co — f  c 
Reilly  John  E— 1 
Rehike  Wm  F— f 
Richter  &  Dick— f  c 
Ricfater  Theo— f 
Riemer  Gus  J — ^f 
Rigbj  Jas  A— 1 
Roberts  Co  The— f 
Rock  H  J— f 
Rogers  E  E— f 
Rossbach  A  C — f 
Russell  Geo  H  &  Co— f  c 
Saltzstein  A  L — I  c 
Sanborn  P  R— I 
Schaefer  C  A— f 
Schissler  Bros— f 
Schultz  &  Kutchera— f 
Schmitz   R   F  — 1 
Schmitz   W  A— 1 
Schneider  J  M— f 


Chris.  Schroeder  &  Son  Co. 

Real  Estat*  and  Martgaga  Loam 

General  Insurance 

86  Michigan  Street        Milwaukee 


Koei&er  Huso— f 
Koepke  E  H— f 
Knoblauch  E  I^-f 
Kauffung  Henry  W — f 
Kcfl  W  D-c 
Kennedy  J  A— f 
Kieck  G  H-f 
Kircher,      Heimann      & 
Host— f 


Schroeder  Edward — f 
Schroeder  Wm  F  ft  Co 

Schuffenhaner  ft  tamaa 

— f 
Schultz  A  J— 1 
Schultz  F  F— f 
Schultz  ft  Rutcbera— f 
Semmann  J  L  Co-^ 


Shcimcrg  W  H  Co— ( 
Simanidl  Cbu— I 
Smith  t  McQnn — I  c 

Spr«Em  J  H— 1 
StioiFk  J  S-f 
SuElflow  F  W  *  SOD*-| 
Tippio,  Benedict,  Riedel- 
bnr)  Co— f 


&  Co— f 


U'hiraall   C  E     . 
Whimej  F  H-l 

Wild*  M^;— f 

Wilrainiu  F  M— f 
WaOa  A  Blum-I 
WuBMr  E  C— f 
Zillmei  i  Ztmntt—t 
Zimnn  John  P— 1 
Zinnn  c  Bnun— f  c 
Zinliai  R-1  c 

MINERAL    POINT 
Biiliop  A  F  Jf— f  c 
Fddler  J  J-f 
Flllon  fnmk  H— I 
Frdde  Henry— f 
Hirtert  N— f 
HinKDm  Henriettl— f 
Ion  CoBank-f 
Mtrenole  J  A-f 
Prienley  T  M— f  C 
Reynold!  J  B— i  1  c 
Spenslei  Calvert— f  I 


Sleanu  DA*  Co-<  1  i 
Thorp  Geo  E— f 
Trut  B  G— f  I  c 
Well)  Graat  V—t 
Kilklaion  Geo  W— t  1  < 

NECEDAH 
Bimey  Harrr  W— £  1  c 
^ila  A  P— f  I 
?UB  V  G— f   I  e 
Stowaueh   Jo>^ 


Brown  W  G— I  c 
Chrutcnan  P—l 
C!.nien  H  H-f 
Gerhardt  W  A-t 
Hilton  H  C— f  c_ 
Hinterthuer  W  H-f 

KellOM  A  W-( 
Hon  Matbew— i 
Prid«  E  B-* 

R^biDKn  &  Gilllnghui- 
Smith.  Fred— f 
SpCTglet  W    H-f 


f  !  c 
WildinB  Myron— I 

NEW  LONDON 
AndfraoD  Andrcm — f 
Brain  S,  Lam— f 
Denuatae  G  W— c 
Hmnana  A  C—i  I  e 
Hildcrbrandt  T  G-f 
UnifS  C  M— f 

n  *  Croik— t 


MeaoT  T-( 
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Papa  E  C^  I  c 

Pntnam  G  B— f 


NEW  RICHMOND 
Baker  Lnther  A— t 
Hawkina  SNA  Co-f  c 
Hugbea  Janei  E-f 
Kibltee  A  R— f 
McCoT  J  W-* 
McNally  Wm  F  ft  M  P 

RoimnTetl  H  E-t  C 
Smith  ft  OakM-f  c 

OCONOMOWOC 

Cronin  T  T— f 
Delaner  E  W-i 
Ednrtan  B  G— {  c 
Evana  N  W-t 
Halibut  Uarnrr  J— I 
Taeger  Hennon-f 
KelW  Jobs  A— 1 
MerSowell  W  S— f  c 
O'Brien  Glen~c 
Probert  C  D— c 
Robinaon  Geo  E— f  c 
Throhold  E  C— c 
WUliama  Louiae   C— f 

OCONTO 


Caldwell  A  I-f  1  c 
Caldwell  Johr-f 
Dan   Le»T  J  A— f 
Bsmy  L  C— f  1  c 


Davldaon    Rob— f 
Hurlbert  Wilbur  E— f  1 
Schloerb  Mra  Netlei^ 


Barber   Co   Tke— f  c 
Barnes   F  B— f 
Baaa  Uearr— f 
ailimeyer  H— f 
Biafaop  Homer  H 


Feraandei  k  Laaba— f  e 
Fax.   HacNichol  ft  Nich- 

ola— f 
Gmenewald  W    F— f 
Hannon  Agenej— f  1  c 
Johnaon  Geo — f 
torat   A   W-f   e 
Klotckner  ft   MehlmaDn 

— f  c 
Koaad  &  Beutler— f 
Lane    F   R— f 
Liwion  David— f 
Luacber  G  S-f  I  c 
Loacber  Wm  D— f  c 
MueUer  Frank  T— f 
Redemaon  S   Senn — f 
Schoenl   lohn— f 
St  I  Dad  Horace— 1  e 

Vm  Strke  A  R— I  c 


Zoelier  Paul— f 


PITTSVILLE 
Crowlej  X  J-f 

PLATTEVILLE 
Block  M   S— f 
DaTcj  B  T— f 
Dolan  P  J-f 
Ealabrook   L  M-f  1   i 
Gardner  D— f  c 
Gardner  David  Ji— c 
Gribble  C  H-f  c 
Hale  ft  Head-f  c 
Karrmann  J  Jr— ' 


Mann  Harrr  B— 
Marcnaaen  F  W- 
Metcalf  Geo— f 


PLYMOUTH 


Beraeman  Otto— f 

dSw  E  A-f  "^ 

Dow  R  W-f 
Grief  Wm— f 
Grieae  Leon- 1  c 
Hoalman  H  W-1  e 
Koehler  R  H-f 
Leudtka  H-f  ) 
MahesiFd  D— f  1 
RobertaoD  K  W— f 
Rooner  H  J-f 
Sweet  M— (  1  c 
Wolf  M— f  1  c 

PORTAGE 
Baker  E  S-f  e' 
Derini  C  L-f  c 
Ernaperger  Sam— [  . 
Folton  Wm-f 
HanlcT   ft    Slandenn 


Mitchell  Hjiil—l 
O'Keefe  John  T— f 
Older  Jaa  A— t 
Smith- Andrews  Abitract 


PORT    WASHINGTON 


Hill  CUrence-f  1  c 
Ramaey  W  H— f 
Schnmacker  Frank— f  c 
Schumacker  F-J— £ 
ScbanoD  W  F-f 
Uaclding  J  E-f 
PRAIRIE  DUCHIEN 
Amann  E  C— f 
Garr«T  J-t 


Otto  H— t 
Smrdoa  V— f 

PRESCOTT 
Cbaplii  George — f 
Longwortb  Edward— i  1 

PRINCETON 
Gieae  Herman — I  c 
Uanther  H  J-f 
Maxwell  H  J-f 
Megow  H  E— f 
Rinpler  Albert^ 


Carpenter  ft  Rowland*— 

Cbrinianion  Nela  ft  Son 

— f 
Dnrgin  J  E— 1 
Fagen  T  A-f 
Frankaon  J  R— f 
Gemmill  f  A-f 
Tanea  D  G-f  c 
fobnaoo  C  ft  Son— f 
Knight  J  W  Co-£ 
Leach  E  W-1 
UcCangbey  W   F— 1 
Mann  I  Q  ft  Son— £ 
Miller  L  D  ft  Co— f  I  C 
Miller  Wm  H-f  1 
Mogenaen    Louit— f 
Morer  D  J  ft  Sona— f 
Peleraon  ft  Nelaon— f 
Petnra  J  L f 

R^^IlSda  J°E^£ 
Sehlegel  I^f 
Schnlti  F  ft  Co— f 
Wendt  ft  Faien— f 
Yaace  Levi— f 

REEDSBURG 
Gill  N  I-f 
Hahnyl  D  H-f 
Motae  Geo  T— f 
O'Connor  Hugh  W-f 
Perrr   R  P-f  c 
Rinert  Wm-f  c 
Shddon    C    F-f 
Stone  Chaa  H— f 
Stone   Jamea  A-f  e 
Wlncbei     -  "'  "    ' 
Wyae  V 

RHINELANDER 
Bamea-Weeaner    Agcy— f 

Browne   Paul— t   c 

Caldwell  R  I^£ 
Hilgermann  Geo — £ 


V  F-f  c 
.— f  c 


Mahoner  Geo  F 
MUler   ft    ReeT* 


Smith  C  S-f 
Steele  H  F— £ 
Teal  J  C— f  1  c 

RICE  LAKE 


|i",V-Y 


Bowera  E  N— f  c 
Coe  Laurence  S — t  c 
CUrk  ft  Whiukei— f  ( 
De  Jung  Paul— t 
Remareat  T  B— f 
Demera  W  A— f  c 
Dieti  W   W-f  c 
Frank  ft  Polland— f 
lenaon  Oscar- f 
Parodil  V  H— f  c 
Felersoa    S  A— I  c 
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WIS.-Con. 

RICHLAND    CENTER 
0*rk  H  J-f  e 
McCoAtc  W  S-f  c 
Gile  J  F— 1 
Pfcr  A  V-f 
Thomua  C  R— f  I  e 
Wolfing  Ceo-f 


HomeT  G  B — f  t 

Homer  G  F— f  c 

'    -«■  A  A  *  Co— f  c 

e  W  R— f  c 


I^W 


BIVER  FALLS 
Elti*  C  B-f 
Fuller  A  E^f 
Grinm  T  H-4 
jaii  C  A— 1  t 
Knovln  W  V-i  I  e 
KriDtli    Shtrnun— f 


Buerki  Jolin  E — f 
Ranbcrter  Robt— f  I  c 
Hahn  Otto  W— f  c 
Kohn  A]frrd~f 
N»8.  Hnfo  i  Henri— ( 
Sbotcr  A  Homutb — I 
TbeJMn   Math— f 
WillluDi  Andrew  A— f 

SHARON 
Denimore  F  C— t  c 
Hoard  R*lpb-{  c 
Kinron  Henry— f  c 
Miaifield  Geo  C^l  I  c 
Uorcan  1 1— f  e 
Wined  5  M— f  1  e 


Banm  Jot  S — 1 
Behnke  O  C— {  I 
BenlCT  Felix— f 
Bowler  A  Bowlei^f 
ClareBlMCh  E— f 
Detllnc  A  Detliiw— f 
Fainrealhcr  W  C  A  Soi 

Giblio  J  M— t 
GruicX^-f 

GtKotlier  G  H— f  1  c 

B>B»>D  T  W-f  e 

Heller  Geo  Jr— f  1 
HInM  Emit— f 
Hoppe'j  Ini  AgenCT — li 
JohaBO  W  C-f  c 
Ke[i  Frank— f  c 
Kraboielz  J  O— f 
Kochmated  H  — 1  « 
Lnne  C  F  a  Co-f 
LuUc  E  Soni  Co-I 
Ljneh  Thoi  H— f  c 


Martin  Hu»h— I  c 
"— -  "enrr    F— f 
H   J— f  c 


Nagle  Henrr    F— f 


Nickel  J  H-l 
OeMer  Edw  F  It  Co— f 
Paoly  A  P— I  c 
Preacott  A  G— f 
Prenaalcr  Otto— I  e 
Roeniti  W  C— f  c 
Schafer  N  T— f 
Sekmitt  Will  J— f 


Trilling  Ott  J— f  c 
Vinder  HeTtfen  M  T— I 
Voift  W  A-l  I 


Znndel  E  A-f 
SHEBOYGAN   FALLS 
Ballacbmider  O  D— f  I  « 
Bamsar  W  U-t 
Baneratdtid  J— f 
DelaTan  tohn-^  e 
Ehren  J  1^1 
Little  DeRoT  T— « 


r  Ctaa— I 


SHULLSBUKG 

dng  M  J-f 

Girlech   F— f 
O'Brkn  U  A-t  e 
WiIUhu  John  P-f  c 


BIyton  1 
lUckcfM 


Honrd  A  E— I 
Loiwwett  ft  Tonca — f 
Hlller  Lewi*— 1 
Rice  Z  S— [ 
Wilberg  J  E— f  I  c 

STANLEY 
AlUlKk  M  E— I 
Ctdbertaon  C  B-f 
Green  Jen  D—l 


STEVEN'S  POINT 
Bogranowiki  L«o  A — f 
BueUDgham  Co  W  B— f 


Pottage  Co  Loan  It  Ab- 

•triEtCo-f  c 
Seamana  M  D—l 
Sreger  L  J— f  1  c 
SeUert  E  W-(  1  e 


Wakefield  Geo-f  I  e 

STOUGHTON 
Chaie  Frank — c 
Currier  A  Larion—f  c 
Dow,  Robe  ft  San»-{  i 
Gilbert  A   E-f 
"imlneyer  W   C-f   e 
__.bbardT  M— (  e 
Hnliethir  H  A-f 


ert— f  c 


Lowry  -., 

Uiher  D  Di-f'l 
Wait  B   E-f 

STURGEON  BAY 
Acber  Ed— f 
Bembardi  H  O— 1  e 
Door    Co    AbitracI    Co — 


Fetier   HeniT— c 
Hodgei  H   K-I 
jenneyoho   F  B— f 
NeUoD    &    LawreiKe— f 
OUfngcr  John  G-(  I  c 
Peteraon  B  I^-f 
Shaner  J  H-l  c 
StepbenaoD  C  M — f 

SUPERIOR 

Bardon   J    A-i   c 
Bird  C  H  &  Co-f 
B.-sdIey-Biiok  C(^f  c 
Cooke  B  C  AaencT-f 
Crumpton  F  fi-1  c 


Harper. Shirldi       Agency 
Harper  A  Ptnllst— f 
Heimbangh  S   Sprlnc— f 
Howe  ARacy— t 

arrard  ft  LenrDot— ( 
nroot-Flinn    Agency — f 
Loney  ft   Peckhun— f  e 
McCabe  loinrance   Agcy 


Mclatoib  ft  Mclntoah— 

t  H— I 

.j-f 
Geo  C  _  -, 

J  ft  Co-f 
reyton   B   U—t 
Rofeia-Ronr  Co— f 
Sblelda  RJ— f  c 
Stephenaon  R  ft  CO-I 
Slratton  Philip  G  A 

Sondertind  ft:  Oitrander 


TOHAH 
Drew  Prank— f 
Flak   C   W— f 
Fuller  Bert— I 
HolliMer  A  S-f 
HooMnBUter  W  C-1 
McCanl  Thomat— f  e 
McCanI  Wm-f  I  e 
Palmer  Un  S  D-fl    i 
Rice  J  P-f 


TOMAHAWK 
Done  T  G— f 
Flojd  J  H-l  1 
Fuller  H  G— t 
Kelly  Jimea— f  I  e 
MiGomber  C  H-l 
OlaoB  AJ-il  e 
Se(b  Ja>  A-(  c 
Sheldon  G  M-f  e 
Wemet  F  P-f  o 


Priegnili  Wm  A— f  c 


VIROQUA 
Dawaon  Joha  ft  Ce-lle 
Pint  Natl  Baak-f  c 
Powell  ft  DawaoD— f  c 

WASHBURN 
Axelberc  H  F-<  c 
datuoi  L  N-f  c 
Gray  W— 1 
UcDooald  D  A— I 
Morgan  Geo  F— f 

WATERFORD 
Noll  Lewit  U-f 
Sanders  Wm— f 
Starkey  E— I 

WATERTOWN 
Blomenfeld  Charia  R— 1 

Puehh(i(  GuiUv-f  c 
CoDwaj.  Jaho  G-f 
Dalies,  Lueck.  Muella- 
„ger  (i  Laeck-f 
EmniHliag  C  E-<  1 
Frev  Chai  E— 1 
Fuller  Ralph  A— f 
Bahn  O  C-f 
Kading  A  Kadiog~I 
Kni.k    Loui.   A— T 


Rohr  Max-{ 
Rohr  Wn  H— f 

Sebttintiler  Ferdioand— f 
Schoeckett  ft  Hancf-J 
SdiDlI  Loula     ft  Co-f 
Siegler  Fred  A— f 
Skfnner   Chaa  Ar-4 
Taock  £miI-(  c 
Van  Orfeo— f 
Voaa  W  F— 1 
WcBck  Otaa  J-t  1  c 
Wiemann  Ed— t 
Wright  Joa  ft  Soo-f  c 

WAUKESHA 
Baxter  ft  WricM~f 
Brafled  Cha*  E— 1  e 
Brecae  Richard  P— e 
Brehm  John— f 
Bucbanan   J    B— f 
ConndW  A  M— 1 
Da™   Will  J— f  e 
DoDglaa  L  E— f  I 
Fenlon  Edw  W— 1 
^ndlar  Jobit— e 
-^ — e  ft  Blaetato»*-(« 
.  ...J  C  J^  c 
Fria   P  L— f  I  c 
Gault   F  H— f 
Geikin  G  E-f  e 
Gredler  J   G— ) 
Hardy  ft  Ryan— f  1  c 
Hartihom   W-i  e 

irey   RoU— 1 


iwrer  Carl  B  AtcBtr 

tie 
Snyder  M  lj-4 
Stanert  ft   AlUn-f 


WAUPACA 
HavenOT  R  J— 1 1  c 
Hernnan  B  W— f 


Lord  Irelof  P— '  « 
--     ■  ri  G  H-* 

ion  H  P-f 

Reott  M  B— f  c  ^  _ 
Eppa  Un    Franca 


WAUPDN 

Bnti  L  J-t  I  e 
CurdtH  C-f 

Hoote  C  E-f  c 
Tsboua  Fred-f 
KMldi  B-^  I  e 
Maiito  KC— f 
UBmrJlBO— f 
OUtct  R  l^ 
PiEttcb  W-f 
PmrGB— f 
Sbedui  ;  T— f 
TcUxle  G-f 
Tillatmi  Mrs  E  A— t 
ToRicr  T  N-t  c 
Vdd  Bcrf  C  W— t 
ZimnKRUui  Ridurd— f 
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Mutla  T  O— f 
Urenf  O-t 
Smith  Geo  E — [ 
Wide  C  G-f 

WEST  BEND 
Bnti  Leo — 1 
Bnti  W  C-f  e 
Bnekliu  F— f 
Ebcrhacdt  E— t 
KueihMmeMer  G  A~ 
Ldn*  C  F-f  1 
Mooera  C  P-f 
O'Mear*  Jot-f  1  c 


Helob  A~f  e 
KrRlcnr  E  C— f  I  e 
MaD*an  T  H-f  I  c 
Uerer  T  C— f  G 
Mopalmn  &  Andrea     t  i 


RipMinaU  J^ 
Weik  ayde— 1 
WebMer  W  J— 1 
ZimtDcnnui  ft  HoitleT— 


WAUWATOSA 
Bndlcr  H  F-f 
Gtidler  L  R— f  c 
Kdlosc  Alonio  P— f 


Thlelmi 
Wane 
Zlealer 


ji  Anton — f  e 
A  M— f  1 


B  C-f  1  e 


WHITEWATER 
Buckler  B-( 
BuTtan  June*  E-l 


Cm>  ET-( 
Hamilton— f 
Hendtnoii  J  F  A  N  K— 

Hcnderun  Bor  H — f  I  ( 
KlKT  F  C-f 
KliCT  F  H-l  c 
McUUlen-t 
Rocen  Earl— f  I  e 
Tift  S  I^l 
Uttei  C  E-f 
Waniei'  D  T-f 
Wheeler  &  Tntt-t 
WlUiims   Chu-f 

WINNECONNE 
HoghM  C  W—f 
Load  L— f 
Millet  A  L— f 
Biler  H  C— f  c 


WYOMING 


BUFFALO 
Cliik  Ahrin  T— f 
Cochnu  S  B-[ 

LoiwworthT  S  C — (  1 
W^Di  K  O— f 
WTomlBt  Lou   &  Tnut 


McFaddm  Jw-f 
Scierefc  Ben  F— f 
Scott  J  T— f 
Shinp  Stchard  Er-t 
Tirior  R  L— f 
WWlcr  U  F— f 
Wotern   Realty    Co— (1 

Wo^Frank— I 

CHEYENNE 
Baiie/  Charles  W—f  1 
Biiludale   ^    C — 1 
Bond  W  C  »  Co— f  c 
Brunei  J  W   &  Son— f 
CirerC  D— f 


Cfemer  C  W— 1 
Edirarda  A  H— I 
Edwarda  &    Rippcf— I 
Edward!  M  W— 1 
Fotbea  F  J— 1 
<;[ll  D  W— c 
Hmnn/M  H— f  t 


Mclnerner   *    Conway— 

McKinstrer  C  B — t 
Uallin    C    F—c 
Flerpolnl  L  W — 1 
Ra|ooUnd  P  j— o 


Scon  D  H— I 


Itvine   H   J— f   c 
Initlle  F  S-f 


Willi!  C  A-f 


etalilc  Co— f 


National  Bank 

Fint    NsdoBil    Bank   of 

ETamtOB— { 
CDondl  Chailea-f 
Hatten  Jesse— f 
.... ^  „  ^_,, 


Ntsbet  Alexando^-f  I 


DankowsU  S— f 
Diunm  W  I—f  c 
First  National  Bank— f  < 
Gaensalen  £  A  — f 
GriTdle  G  G— f 
Kopfcina  D— f 
KephartJ  T— f  I 
Morris  Robt  C— t 


Earl    Fred-f 
Foart    E  H— f 
Sharp  J  W—f  c 
Springs  John  J— I 
SlaCK  Gerald  A— f  1 

LAEtAMIE 
Brookhart  H  A— f  I 
BuUer  H  R— f  c 
Campbell  Geo  A— 1 
Dekar  C  W—f 
Fitch  R  E-f  ]  c 
Gibson  Cart— f 
Hayea  W  H— f  I  c 
Herrick  D  O— 1 
Hrnda  Hnah— f  1 
RennedT  L  T — t  e 
Pslmer  E  P— t  c 


Rauoer  C  1^1 
Roach  H  N— f 
Shoemaker  G  U— f  I  e 
Srmoos  J  H— f 
Teener  C  H— f 
Western   Inveatment   Ct 

NEW  CASTLE 
Cooper   F    R— f 
Fatfcr  Darid— f 


RAWLINS 
Bennett  7  A— f 
Boyce  Chaa  B— f  I 
Breilenstein  H— f 
Buchanan  J  E-f  I  c 
France  Homer  A— f 
Friend  J  C— f 
Grds  Bobert— 1   e 
Uclntosta  &  DotjF— f 
McMicken  A— f 
Magor  R  A— f 


Reld  Wm-f 
Rbiesct  Jsa  M— f 

Schalk  Loaia-f 
Thode  A  F— t 
Wallace  E  A~f 
Zingiheim  Rudolph — f 

SOCK   SPRINGS 
Bojer  T  P-1  c 
Kendal!  k  Borer— f  c 


DEPENDENCIES  OF  THE  UNITED  STATES 


HAWAII 


HILO 

FirB  Trast  Co  Ltd— f  1  c 
Mioiiiin  In*  A  Guar  Co 

Ltd— f  1  c 
Hilo  Mercantil  Co  Ltd— f 
Ljmta  A  Wat«>n— f  1  c 
Pilten  H  V— f  1  c 
Spinola  M.  do  F— f  1  e 


HONOLULU 
Alexander    tk    Baldwin 

Ltd-f 
Bishop    laauranoe    Agcr 


Caitle  ft  Cooke  Ltd— t  1 1  Guardian    Truat    Co   Ltd 
Darles  Theo  H  «  Co  Ltd       -t 

— t  Hawaiian    Trust   Co   Ltd 

Ditlincham  The  B  F  Co       — f 

DDWsett  J  M— f  '  Hackfeld  H  ft  Co  Ltd— f 

"'—   * Co   of  Hilo     HoffschUrger  r     -    •    • 


The   Ltd— f 


:     GilliBi 


,  J  A 


, „-    ,»  Ltd-f 

Island   loTeMment  Co 
'      Ltd-f 
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H  AWAI  I— Honolulu, 

Coo. 

MacFarlane  F  W— f 
Motoshige  W-f 
Pratt  To  W-f 
Schaefer   F  A  &   Co— 

Ltd-f 
Trent  Trust  Co  Ltd— f 
Von   Hamm- Young  Co 

The  Ltd-£ 
Von  Holt  H  M— f 
Walker  J  S-f 
Waterhouae   Co   The 

Ltd-f 


Waterhouae   Trust  Co 
Henrj  Ltd— f 

KAUAI 

Bishop  &  Co— f  1 
Hofgaard  C  B— £  1  e 

LAHAINA 
Lufkin  C  D— f  1  c 

OAHU 

Alexander    &    Baldwin— 

£  c 
Bishop  Ins  Agency— £  1  c 
Bolte  C— £ 


Brewer  C  &  Co  Ltd — f 
Cartwri^ht  Bruce— f  c 
Cartwright     Bruce    Jr— 

f  1  c 
Castle  &  Cooke— £  1 
Davies  Theo  H  St  Co— 

£c 
Dillingham  B  F  Co— f  1 
Dowsett  J  M— £ 
Duisenberg  &  Co— f 
Oilman  J  A— £ 
Guardian  Trust  Co  Ltd— 

f 
Hackfield  H  &  Co-f 
Hawaiian  Trust  Co^f  Ic 


Hoffscfalaeger  Co  Ltd-f 
Mac&rlane  F  W-£ 
Motoshige  W-i 
Schaefer  F  A  &  Co-{ 
The   First  Trust  Co  o£ 

Hilo  Ltd— £  1  c 
The  Waterhouse  Co  Ltd 

— f 
Trent  Trust  Co— f  1  c 
Von  Hamm- Young  Co-< 
Von  Holt  H  M-4 
Waterhouse  Henry  Trust 

Co  Ltd-f  1  c 
Wolters  W— £ 


PHILIPPINE   ISLANDS 


MANILA 
Andrews  J  H  ft  Co 

89  Anloasue  Bin 
Behn,  Meyer  ft  Co 

114  Anloague 
Buck  Martin 

10  Martinez  Bhi 
Donaldson  Sim  ft  Co 

62  Nueva  Bin 
Findlay  ft  Co 

26  Plaza  Goiti 
Forbes  Munn  &  Co 

48  Da^id  Bin 
Froelich  &  Kuttner 

82  Anloague 


Germann  ft  Co 

187   S  Jacinto 
Heinszen  C  &  Co 

168   Rosario    Bin 
Herdman  R  E 

0  Plaza  Moraga 
Hip  On  ft  Co 

7    Olivares    Bin 
Holiday,  Wise  ft  Co 

100  Anloague 
Ker  ft  Co 

7  San  Gabriel  Bin 
Kuenzle  &  Streiff 

48  David 


Lucio  y  Limpangeo 

24   Sacristia  Bin 
Lutz,  Moll  ft  Co 

69  Anloague  Bin 
Madeod  ft  Co 

811  Muelle  del  Rey 
Macondray  ft  Co 

18  P  Cervantes 
Meerkamp  ft  Co 

227  Muelle  del  la  Reina 
Reyes  Feo 

19  P  Moraga 
Sackermann   Sr 

96  Anloague  Bin 


Smith,  Bell  ft  Co      ^. 
2  Carcsero  Bta 
Spitz  Enrique 

42  Escoltt 

Sprungli  ft  Co 

28  David  Bm 
Stevenson  W  F  ft  Co 

828  Muelle  del  Re; 
Struckmann    ft  Co 

95  San  Vicente  Ba 
Tuason  J  M  ft  Co  _  . 

106  Carriedo  Qtnipo 
Warner,  Barnes  ft  Co 
7  CartncTO 


PORTO    RICO 


AGUADILLA 

Rnbio  E  Hiiot-f 
Sanders,  Plulipi   ft   Co— 

f  1 
Silva  J  T  ft  Co-f 

CABO  RAJO 
Montalso    Colberg    Elias 

CAROUNA 

Modesto.  Ortiz  ft  Martl- 

ne»— f 

COAMO 

Rivera  Manuel  A — f 


HUMACAO 
Narciso  Bassd — f 

MAYAGUEZ 

Cintron  D  £  S  en  Co— f 
Fritze,  Lundt  ft  Co  Suets 

— f  1 
Gomez  Hiram— f  1 
Grafts  Manuel — f 
Moral  ft  Co  S  en  Co— f 
Quinones  Tomas — f 
Ramos  ft  Suares— f 
Succs  de   Frontcra   S  en 

Co— f 


PONCE 

Fritze,  Lundt  ft  Co  Succs 

— f  1 
Mariani  X— f 
Toro  Manuel  A — f  I 
Wantzelius  Oliver  &  Co 

— f 


SAN  JUAN 

Besosa  Harry  F — c 
Finlay  Waymouth  ft  Lee 

Fritze  Lundt  ft  Co— f  c 
Gandia   ft   Stubbe— f  1 


Hartzell    Chaa— c 
Korber  ft  Co— f  I  c 
Ochoa  J   ft  Hermano— f 
Sanchez  Morales  I/— 1 
Silva  J  T  Co— f  c 
Sobrinos  de  Ezquiaga— *  c 
Vcre  Chaa— f 
Villar  ft  Co— f 
Wclty  Frank  M— c 


CUBA 

HAVANA 
Davis  Norman  H— f 


Dominion  OF  Canada 


ALBERTA 


CALGARY 
Ackland  W  A— c 
Alberta  Loan  ft  Inv  Co 

Ltd-f  c 
Ardern  Wm — ^1 
Banks  F  C— f 
Blow  W  R  ft  Co— f 
Bull  T  E— f 
Campbell  C  J  —  Co— f 
Carr  A  H  ft  Co— f 
Carver  H  B— f 
Coropton  F  S— f 
Commonwealth  Trust  Co 

Ltd— f 
Darker  R  A— 1 
Devenish  O  G  ft  Co— f  c 
Dogg  &  White— f 
Francis  Chas  R — f 
Gilfoy  ft  Son— f 
Graveley  V  B  ft  C— f  c 
Harris  F  W— 1 


Hornibrook,  Whittemore 

ft  Allen— f  c 
Huddell  ft  Patterson— f 
Hull  W  R  ft  Co— f 
Humphrey  J  M  ft  Co  Ltd 

— X  c 
Imperial  Fin  Corpn  of 

Canada  Ltd— t 
Ins  ft  Gen  Agcy  Ltd-f 
Irvine  T  A  ft  Co — f 
Keith  J  W— 1 
Keith-Mills  Agency— f 
Kilbonm  F  A— f 
Lougheed   ft  Taylor  Ltd 

Lott  ft  Co  Ltd— f  c 
Lowes  F  C  ft  Co— f  c 
McCutcheon  A  W— 1 
MacDonald  Frank — 1 
MacDonald  H  B  Co— f  c 
McTeet  A— 1 


McQueen  C  P— 1 
Mapson  F  W  ft  Co— f  c 
Mason  J  J  &  Co— f 
Mayhew  R  W  ft  Co— f 
Middleton  Hal  E— f  c 
Motley  H  H— f  c 
Neve  Rex  E— f 
Newton  ft  Nowers — f 
Niblock  &  Tull— f 
Norton  T  W  F— 1 
Nunnemaker  F — 1 
Ogilvie  F  A— 1 
Oldfield  Kirbey  ft  Gard- 
ner— ^f 
O'SulUvan  R  B— f 
Page  Geo  H— 1 
Pascoe  J  B — 1 
Pegler  F  E— 1 
Riley's  Ltd— f 
Robertson  ft  Carlile — f 
Robinson  Geo  A  — I 


Rodwelt  Geo  E— c 
Rogers  ft  Wright— f 
Ross  T  P— 1 
Scott  W  E— 1 
Security  Trust  Co— f  , 
Skinner  T  J  S  Co  Ltd- 
SuUivan  W  J— 1       , 
Tavender  ft  Weir^-f 
Tisdale  O  E— f 
Toole,  Peet  &  Co-f  U 
Trusts  ft  Guarantee  Cc 

Ltd— f 
Union  Agencies— f 
Waterbury  ft  Bilton— 1 
Whitaker  GS  ft  0^«c 
White,  Qeave  ft  Motley 

Whitney  W— 1 
Winn   C  J— f       , 
Wintemute  P  A— 1 
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LETHBRIDGE 
Alberta  Loan  &   Inv   Co 
Alberta  Securities   Ltd — 

f  1 
Blackburn  A  J  &  Co — f 
Bowman  C  B  Agency — f  1 
British  Canadian    Trust 

C<h-f 
Central  Realty  Co — f 


Dowsley-Mulhern  Land 

Co— f 
Empire  Land  Co— f 
Gibons  R  V  &  Co— f  1 
Iowa>Alberta  Land  Csi — f 
Kerr  C  H— f 
Lathrop  O  T— f 
I^ethbndge-Weyburn 

Realty  Co — f  1 


Lewis  P  V— f 
Macbeth    H— f 
Macleod  &  Freeman — f 
North,  Lethbridge  Realty 

Co— f 
Peat  N  B  &  Co— f  1  c 
Ripley  L  S  &  Co— f 
Weber  &  Huff   Land   Co 

— f 


Wilkie  J  B  &  Co— 1 
Wilson  &  Skeith— f 

ICACLEOD 

Campbell  D  J— f  1  c 
Hilliard  R  ri— f  1 
K  A  Y— £  1  c 
Mftthewt  R  G— f  1  c 
Scongall  G  H-f  1 


BRITISH   COLUMBIA 


CHILUWACK 
Afbwell  T  H— f 
Bent  J  Howe— f 
Bndd  W  I^f  1 
Cawley  &  Cannichael — ^f  c 
Hart  F  J  &  C<^— f  1  c 
Hutchison  C— f  1 
Pdly  T— f 

Rose  W  A— f 
Scott  J— f 
Smith  A  N— f  1 
Wilkinson  J  H— 1 


XAMLOOPS 

Albrigbton  G  R — f 
Hayden  W  F— f  1 
Kamloops  Trust  Co— f  1  c 
MacMiflan  A  C— f  1  c 
Robinson  T  T— f  1  c 
Rowlands  &  Lcwall— f  1  c 
Stmtt  &  Nasb— f  e 
Tripp  A— f  1  c 
Wood  E  S-f  1 


NANAIMO 

Greaves  W  &  Co— f 
Hodgson  W— f 
McWilliam  J  H— f  , 

Martindale  &  Bate — f 
Potts  B— f 
Shakespeare  E — f  1 
Warne  W— f 


NEX^ON 

Appleyard  C  W— f  1  c 
Bird  H  &  M— f  1 
Blackwood  C  D— f  1  c 
Dill  H  E— f  1 
Hunter  G  A— f  1  c 
McFarkuid  D  A— f  1  c 
McHardy  C  F— f  1  c 
McQuarrie   &    Robertson 
-f  1  c 


St    Denis   &   Lawrence — 

f  1  c 
Smith  &  Allen— f  1  c 
Steel  J  R— f  1  c 
Wolverton  N— £  1  c 

NEW    WESTMINSTER 

B  C  Trust  Co  Ltd— f 
British    North    America 

Securities  Corp  Ltd — f 
Cassclman  B  F — 1 
Chesterfield  E  J— 1 
Edmonds  W  F— f 
English  &  Brown — f 
Gray   &  Gilchrist— f 
Greame  E  A — £ 
Hart  F  T  &  C<^— f  1  c 
Hepworth  Ins  Agcy — f  1  c 
Johnston  J   T 
Kellington    &    Hanry — £ 
McLcod  A  W— r 
Malins,  Coulthard  &  Coy 
Major  &  Savage — r 
Murray  Wm — ^t 
Smith  &  Hutton— £  1  c 
Westminster  Trust  Co 

Ltd— £  c 


VANCOUVER 

Baufield  J  T— f 
Bell-Irvinff  H  &  Co— £  c 
Breeze  J  D— f  1  c 
Burnett  &  Son— f 
Ceperlcy  &  Rounsfell — £ 
Charleston  Percy — c 
Evans  J   E — 1 
Faulkner  S  G— 1 
Ferrie  W  B— I 
Hope-Graveley  &  Co — f 
Home  A  P— £ 
Kerr  J  W— 1 
Macaulay  &  Nicolls — £  c 
MacGowan  &  Co — £  c 
McGregor  D  C — £  c 
Mahon    McFarland    & 
Mahon — £ 


Prudential  Trust  Co  Ltd 

— £  c 
Richards  &  Akroyd— f 
Robertson  &  Mackenzie 

Ltd— f  c 
Scott  A  J 
Twiss  T  W— 1 
Ward  Robert  &  Co  Ltd 

— f  c 


VICTORIA 

Baird  S  A  Esq— £  1 
Bridgman  A  W  Ltd— £  1 
B  A  Trust  Co  Ltd— £  c 
Benson  &  Winslow — f 
B  C  Land  &  Inv  Agcy 

Ltd— £ 
Brown  P  R— £  c 
Bullen  &  Jamieson — £  1  c 
Cameron   Inv  &   Sec    Co 

— £ 
Canada  West  Loan  Co — f 
Clarke  R  W— £ 
Coast  Bldrs  &  Brks— £ 
Coles  Arthur — £  1  c 
Conyers  L  U  &  Co— £  c 
Cox  &   Saunders — £ 
Crec  A  H— £ 
Crompton  R  W  &  Co— f  1 
Cross  C  T  &  Co— £ 
Currie  &  Power — £  1  c 
Dalby  &  Lawson — £ 
Day  R   S— £  c 
Dougall  F  J  C— £ 
Drury  R  L— £  c 
Duck  &  Johnston— f  1 
Elliott  J  G— £  c 
Empire  Realty  Co — £ 
Findlay,    Durham  &   Bro- 

die  Ltd— £  c 
Forsythe  C  A — f 
George  A   &  Co — £  c 
Green  &  Burdick  Bros — 

f   1  c 
Gillespie,  Hart  &  Todd— 

£  1  c 


Globe  Agencies — £  1 
Hackett  J  L— 1 
Hall  Richard— £  1  c 
Hart  F  J  &  Co— £ 
Heisterman.    Forman     & 

Co— £ 
Island  Inv  Co — £ 
Johnson  E  M — f 
Jones  A  W  Ltd— £ 
Kilner  F  L— £ 
King  Bros — £  c 
Kinsman  J  E — £  1  c 
Kingham  Jos  &  Co — £ 
Lee  &  Eraser — £  1  c 
Leeming   Bros — £ 
Lloyd,   Young   &   Russell 

Mackay  T  O— £ 
Mackay  &  Gillespie — £ 
McGregor  J  S  &  Co — £  1  c 
McPherson*Fullerton 

Bros— £  c 
Malet  A  D  &  Co— £ 
Mann  C  S— £ 
Merchants    Finance     & 

Trading  Co— £ 
MiUer  H  D  &  Co— £  1 
Montdth  Wm  &  Co— f 
Mowat  Geo  N — £ 
Oddy  B  S— f  1 
Payne  &  Pitts— £ 
Pemberton  &  Son — £  1 
Rithet  R  P  &  Co— £  1 
Swinerton  &  Mu^rovc — 

£  1 
Thompson  W  F  H— £  1 
Tracksell,  Douglas  &  Co 

I,td— £  c 
Trust  Co  of  Vic — £ 
Turner,   Beeton   &  Co — f 
Western    Dom    Lands    & 

Inv  Co— f 
White  E  O  &  Sons— £ 
Wilson  J  K— £  c 
Winch  R  V  &  Co— £  1  c 
Wise  &  Co — f 
Wiseman  V  O— £ 


MANITOBA 


BRANDON 

Baclay  E  J— f  1 
Cornel  Jos— £ 
Currie  Wm  J — £  c 
Evans  Coleman — I 
Harwood  O  L — £  1 
Irwin  A  R — £  1 
Magee-f  1 
Moore  Dr^— £  1 
Pnrdon — £ 

Scott  D  H  &  Son— £  1  c 
SHrnner  H  J— £ 
Wiswell  &  Ayres— £  1 

CARBERRY 

Bal£our  W  C  &  Co— f  1  c 
Barrett  G — £ 
Garland  Ross  B— 1 
Hooper  H — f  c 
Neilson  J  M— £ 


PORTAGE    LA 
PRAIRIE 

Beattie  Geo  J— £  c 
Cumming  &  McPherson — 

£  1  c 
Dawnay's  Agency — £  1  c 
Garrioch  W  S— £ 
Hannah  H — £  c 
Heath  C— £  I  c 
Lamont  T  H— £ 
Metca!£e  &  Burley— £ 
Metcalf  &  Son— £ 
Montgomery  T  A — £  1  c 
Newman  Jos — £ 
O'Brien  John — £  c 
Pratt  R  II  M— £ 
Remey  L — £  c 
Richardson  Bros — £  1  c 
Smith  &  Home— £  1  c 
Souch  E  A— £ 


WAWANESA 

Atkinson  &  Fenwick — £  1 
Stady  Chas  E— f  1  c 
Sweeney  Jas — £ 

WINNIPEG 

Allan,    Killam   &    McKay 

— £  1  c 
Andrews  H  B— 1 
Baker  E  S— 1 
Billett  T  R— £ 
Black  N  J  &  Co— £ 
Bhikely  Dr  E  A— 1 
Brown-Clark  Agency — f 
Brvdges  &  Waugh  Ltd— 

Burch  R  E — c 
Campbell  A  McT— 1 
Carruthers  Ins  Agcy — £ 
Christie  &  Co  W  J— £ 


Clarke  F  A— 1  c 

Conrad  T  F— 1 

Cornel  S  W— 1 

Cote  J   B— 1 

Day,  Fcttigrew  &  Martiu 

Dickson  J  J — 1 
EndertonC;H&  Co— £  c 
Foster  F  K— f 
Gardner  John  B — 1 
Grant  J   R— 1 
Hadden  John — 1 
Harris  &  Chisholm — £  c 
Harvey  Wm — 1 
Hawkins  W  E— £ 
Hines  J  H— £ 
Ins  &  Gen  Agcy  Ltd — £  c 
Irish  A  D— 1 
Kendall  J  T— 1 
Killer  Casper — 1 
Lake  R— c 


INSURANCE    AGENTS-NOVA    SCOTIA. 


MAN. — Wioalpcff,  Con. 

LawMii    R  &    Co— f  c 
Lewi*  T  L  1^1 
Lord  J  W— f 
LoreU  G  S— 1 
McAllincr  Miu  H  D— I 
McBride  Willum— 1 
UeCuih  R  G— 1 
McDonald  D— I 
Macdonald  R  C— 1 


Macdonald  W  E— I 
Mmclntyie  A  E— I 
MxKeniie  Wm — I 
McKinnon  F  D— 1 
Meicklejotan  H  J— I 
Miner  G  H— 1 
ftlitchdl  S  H^ 
Morgui  J  G— 1 
Murdoch  Andrew — I 
OldGeld,  Kirby   &  Gard- 
ner—f  c 


Ltd— f 
Reid  A— I 

Rabb  MiH  Annie— 1 
Robert!  J  J— 1  c 
Koberuon  R  S— 1 
Robinun  &  Black— f  e 
Rran  Asencr  Ltd — f 
Scrlmes  W  W— f 
Smith  Agenciea  Ltd— f 


h'FcM  AmaCT— ( 

Stewart  J  W  W-4 
-    Sweatmcn  W  F^ 
Taylor   E  A-^ 


NEW  BRUNSWICK 


BATHURST 
Gilben  Geo  G — I  1 

ffillttl>a  D  T— f 
tlaj  E  P— f  1  c 


BLACKVILLE 


UcCarthr  M  J— f 
CAMPBELLTON 

Adam.  A  C—i 
Alexander    Cbia  A— f  ( 


Kelly  M  A— 1 
LauihltD  S— f  c 
LingW  S  H-( 
Lull  If  C— £  [  c 
McKeniie  A  E  G— 
Moorei  Stephen-l 
Heid  J  T— f 
ShiTci  R   K— f  1  c 
Yoralen  W— £ 

CHATHAM 
Coonora  Ju  F— f  1 
Flannafan   T— f 
HalerM  F-f  1 
Tohniten   Ed— f 

e  Dr  W  S— t  1 
le  J  H  D  - 

a  f  WY-   . 

Miller  Mn  Pannie-f 
MDTTar  R— f  e 
Snowball  W  B-« 
Tweedie  F  M— f 


LofEie  Dr  V 
UwKeniie  j 


F-1 


FREDEXICTON 
Andeilon  I-f  I 
Slid    F    St  JohD-f 
GrcEory  A  T— I 
Hooper  W  S-f  c 
UcUUan  R  W— 1 


Bigaar  Roy— I 
Card  C  T 

Cormier   L— 1 


FUnacan  Tame*— f 
GiroBBrd  Ed— t  I 
Harriaoo  S  L  T— f  I 
Heine  L  W— I 
Hewaon   R  W—t 

Jcme*  M  B — t  e 
lone*  W  G— f  1  e 
feiUrtt  J  M-f 


Rdlle*  E  A— 1 
RDbin*on  C  W-f 
Schwarti  W  O-f  1 


BelTca  W  H-t 
Call  Bnon  U-f 
CrHhaa  J  D-f 
Daiidaoa  A  A— ( 
Daridwm  jama  V/-t  1 1 
Lawlor  J  K-f 
LindOD  J  E  T— f  1  c 
MeCmdy  A  E-( 
UoTrlaaer    Cturlea— t 
NicholMQ  OBbBin— f  1 
Whalen  T  11— f 
Williiton  E  P-f  1 


SACKVILLE 
Aliion  J  F-t  e 
Ayer  A  A-1  c 
Copp  A  B— I 

Murray   Thoa— f  1  c 
Powell  Bennett  S  Trit 


ST.  ANDREWS 
Coekbum  M   K'-f 
Grimmer  F  H— f  I  c 
Lamb  G  H— f 
Stnart  R  A— f 


CroH  &  O-Neitl- f 


Herron  Alex- 1 
McDooiall  John  M— f 
O'Neill  E  J—t 


Blur  Andrew--c 
BonneU  F  S-1 
Burley  AUred  A  Co— I  i 
Church  Roy  P— f 
Ctaikc  Percy  A— f 


Fairweather  A  C  &  Son* 


Farria  F  S— I 

Frink  B  W  W-H 

Grant  J  M  &  C  W  Hope 

HaU    ft    Fairweather*— f 
Howard  Percy   E— [ 
W  J— c 

CE  L4  Sooa— f  c 

larrii   &   Whiuker-i 
larvii  Wm  U-i 


— 1 


LocUurt  &  Ritchie— t  c 


.we   L  I— 
acDonald  < 


id  C  A— I  c 

Machum  &  Foner— f 
Machnn  A  J — I 
Machum   The   E  R   Co— 

hfcLcui  H  H-f 
Herritt  C  W— I 
Nixon  A  McLellan— (  c 
Otty  Georae  O  I>-t 

Parker  Geo  W-1 
Percy  J   K— I 


Pelera  A  W-l 
Ooees  J  H— f  1 
RotwrtMoi  H  W-I 
Robiuon  T  B  &  H  B- 

f  1  e 
ScammeD  Chaa  S — I 
SippreU  E  M— {  I 
Sipprell  SMw-I 
Sturdce  E  T  C— c 
SnlUyaa  J  Fred-i 
Thomaon  Wm  Co-I  c 
Tilley  &  ConlOD— f 
Vroom  &  Ameld— f 
White  A  CaUcto-f 

ST.  MARTINS 
Cochna  F  U-4  1  e 
Lore  Robert  Allen-i 
Skillen  W  B-l 


Flewelllni  J  U-^  1 
Hill  Henry  E-M 
Inchea  W  W— 1 
Mill*  N   M— f 


Ron  F  B— f 

Topping  G  S— f  I  e     . 

Whitiock  Julio*  T— 1  I 

WOODSTOCK 


C!u8  J  H— f  c 
Comben  Chariea— f  c 
ConneU   E  K— f 
Currie  F  A— 1 

Dibblee     &     Auchetoo- 

Granl'^H    t^I 
Uny  Geo — 1 
Hartley  JC—f  I 
lordon  C    D— (  1 
Lindaay  John    A— f 
Maraten  F  S— f  1  c 
Mooer*  I  I^-t 
Noble  B    N— f  1 


CorUtt   G  E-f 
Edward*  J  P-^ 
Bardwick  G  B— I 
Harrli  P  W-f  1  c 
Hawkiworth  G  A-t 
KInt  A  M-f 
--  ■•        ind  M   C-t 


Fickle*  F  W-f 


KInt  A 
McDor 


NOVA  SCOTIA 


ANTIGONISH 
Chiafaolm   D  C-J 
Chriahotm  A  I>-f 


Daley  J-f  o 
lone*  br  JZ-t 
ionai    O    C-c 
Sproul  D  ft  0-4 
Van   Blareen  W    E-f  1 


Beardaler  S 
BeU  A  J— I 
Biaaett  >   1 


Cbitco  Hart  &  Co  Lld-< 

DtSeftCo-f  e 
Daly  ft  CarbMt-(  • 
eillott  Roy— f 
Enna  C  A-f 


INSURANCE    AGENTS— ONTARIO. 


Fnlber  ft  C»-l  e 

GUI  J  C-l 

CoodfeT-f 

Glut  Oxkr  ft  Co— 1 1  0 

Gmmfnf  C  W-t  I 

BntaiFP-l 

H(bb  W  EH  e 

Hcwil  W  RC-1 

iKk  A  K  ft  SoB-f  e 

IjtKb  G  I>'t 

llOaott  W  R  ft  C»-f 
Ucluna  U  R~l 
Ilclauaa  M  C— I 
UtrUa  R  F^c 
Niebolf  G  £  E-l 
Sltasi*  ft  Kralor — f  c 
Sumden  ft  DuUui— I  « 
Stdtj  E  J-I 
Shorn  AI&cdH  1  a 

ThmpHm,  AdiBU  ft  Co 

Thompton  W  J  G-f 

WiUon  J  T-1 

Wflde  ft  UcFatridge  Ltd 


DcoFlu  A— f 
DddM  Jslm— f 
FinpBtrick  H  K-f 
Fnier  Slanlcr— f 
Cribun  Gordon  M — f  1 1 
Gtthua  R  H — f 
Gnat  R—l 
jnmiwn   H   V-f 
K»»  Dioid  R— I 
McDonild  J  Ed— [  e 
McGiUimr    UiM   J*»Ii 


McKmae  W  F— 1  e 
IfePhenon  Kenneth 


Snthcrlud  H  T— f 
ThonUMOn  J  G — f 
WUmmi  Jbbci  T-^ 

PICTOU 
Dkbon  W  A— f 
Fnttt  Wn-f  G 
Htrtyl  W— f 
lT*t  Cbu  W-(  c 
Ive*  WeUord-1 
Lona  DiTid— t 
HcDonnU  Ales— f  1  c 
Prieil  J  W— f 
■" Bro*— 1 

3wrlM   - 

/  F— f 
SFRINGHILL 
McLcod  Duicl-{ 
Mnmi;  R  B-4  ]  c 

ROM    GCOTBC — f 

Teira  H  S^ 

STELtARTON 

ation   C  n—t 
ripbdl  flt.t.cfi-1 
.«  John— i  I  e 
nt  Bros-I  c 
ider5on  J  W— I  1 
...lis  A  M-r 
McDonald  W  C— c 
McLeqd  Jphn  T-1 
McQuerrle  Jno-I 
Milfff  W  G— f  1 


SYDNEY 

het  J  W-1  t 
__    n  C  B-l 
Burchell  T  E-f  1 
CtoHon  A  M~f  1  0 
-        Rec  Mi—l 


LoweLJ— I 
HcGrittan  Leo— f 
U»ck«T  W  D— (  1  I 
MaclDT  W  J  R— e 
MclMU  Adu  R-( 
UoMkT  B  W-i 
Rom  CR-tc 
Semple  E  W-t 


TRURO 
Archibtld  H  C— f 
Aicblbald  R  UcG— f 
Armatroiii  C  A — f  1 
AinutTOnc  W  B— f 
BUck  A  S-f  1 
CuBObeU  A  J-f  I 
CrMinua  CnrTi»-c 
Cox  M  S-^ 
Crowe  L  C-f  c 
Dtlrnipl*  A    T— f 
DJcldt  H  A-I  1 
-      uson  W  U~f  e 

in   G   0-f 

l,H  i  H-f 
_.__wi>i  E  H-1 
Griffin  D  M— 1 
Honon  W  S-l 
Huntlev  Fred— 1 
HuntltT  F  S-l 
ley  W  H-l 
King  T  M-f  1  c 
King  W  F-£  I  c 

LcmTc  E°^— f 
McDoogslI  H  G-l 
McUtchy  H  0-f 
McUllati  S  D-f 
MrUnnon  C  A-f  1 


Week.  C  11— I 
,«  J  W— 1 

WINDSOR 
An,lo»  J"J-H  c 
Batclar  N  I^I 
—  hird  J  W-f 
ie  W  M-( 
n  J  E— f  1  e 
-'■  C  Henry-I 


Hmock   e  M- 
j'Donald 


,n  P— 


aid  John-l 
E  J— f  1  E 
O'Hrisn  Jas— 1   c 


IP  R  B— 1 

d  A  P  &  F  A 

Shivi  W  W-f 


YARMOUTH 
__jTiing  ft  Chspmnn- 
Corninp   Wm— f 
Crosby  Fiank— 1 
Godfrty    C    G— c 
Godfrey  Wm  7,-1  c 
-^mv  J  Bond-f  1  c 
-Jclley  R  Charle.-i 
Killam  Bro»-f  1 
Landry  &  Caration- f 
L»w  W  ft  Co~(  c 
Ltwii  H  K-f  1  c 
McCiay  A  E-f 
McKay  C  Curli»— f  c 
McKay  Bobt  S— ( 


Sandecion 


— f 


o  C-i  c 


y  E  K-f  0 
^'Albert  H— I 


ALEXANDRIA 
Difii  A— f  1 
Ken-  T— f  c 
Hacdonald  A  G— f 
Morrii  Bro» — f  1  t 
McDould  Donmld  A— I 

AIXISTON 
OirkW-f  c 
Donn  John— f  I 
Ellii  W  S— f  I  e 
Hndnmi  Rot>»— f  c 
Hntehiiuon  Geo— f 
Salter  J   E— f  1 
Wrifbt  Jamco— f  1  c 

ALMONTE 
Grdf  ft  G^^-f 
KirUtadT  T— f 
PoUock  W  C-f  I  ■ 
Sbtterr  jalm— f 
SttlEord   W   H-f 

AUHERSTBURG 
Barron    A   P— 1 
Dtvit  Fred  H  A— f 
Falli  BroB— f  t  e 
Gon  G  '■ 


R  P— I 


H— 1 


BABRIB 
Arnold  Tm-<  I  • 
Bad  HeniT^f  I 


ScDBett  John  H— f  e 
"    Ten  A-l  I 

It  J— I 

lor  T  V.-J  c 
IIS  W  K— 1  c 

Grafton  C  F— f  I  c' 
JamiFEon  H   D-1 
Jcry  H  E-f  1  5 

Lvon  O  li-E 
Uakahus(jn  AF  A— fll 
Uontcomery  F  H— I 
Moore  John— f  l\c 
Morton  G-( 
RebcinJ— 1 
Ward  Tkomae— f  I  c 
WilkEi     Alfred-f 

BELLVILLB 
imi    R    W— f 
ilcj  C— I 
—rrow.  S-I  c 
BtiiKrfield  J   W— I 
"-  ke  F  M-f 
i»a   J   W— ( 
:nond  W  J-f 
n  T  E-f 


La  Kocfae  £  H— I  I 
Lnett  Som— I 
Park!  J  EH 
Stewart  Ttuu— f 
Tboma*  H  T— f 
Wbclan  ft  Ytoman— t 


BERLIN 

sstn  Wm— f  I  c 
1  Ager;tie^-t  1 
ct  M  M— f  1  0 


T  IJ  L  a  Ctf-l  I  I 


BLENREIU 
Barie    Fetei^-f 
"      ■   •  mk^ohn-t 


MorrU  J 


BOWMANVILLE 
Allen  W  F-l 
Binfbam  Tliao— t  c 
Cenn  HarjT— (  1  c 
Davey  S   S— 1 
Lnacombe  R  R— I 
McMurtnr  T  H— 1  e 
Moorcrait   T   S— f 
Pethick  F  C— c 


BRACER RIDGE 


Di<£ie  Uote*-r  c 
Hodgaoa    D  T — f 
Htmt  A— f 
Kinii7  W  WH 


Perry  8 
Walllu  F 


Wame  Francis  P— f 


Green  G  G— [  1  c 
McArtbur  A— f 
Martin  S— (  c 
WalMD  W  D— I 


Aahin  R  B-f  I  e 
Botfield  W   H— f  < 
Center  Martin- 1 1  i 
Dani  A  G— f 
Gordon  C  D— f 
Gordon  J  D— (  e 


Graham  *£  G— f 
Tnttbi  B  F— f 

Kirkwood  Mia 

HcLelland  John-l 


-kwood  MJB  Manr— f 
__jLelland  John-lla 
McFaddeD  W  H-1 


ONT.—Con. 

BRAKTFORD 
A<Umj  H  B— { 
BaUtchcz.  G«f-(  I  e 
Brook*  R  W-f  c 
Bnllock  F  J  *  Co-I^c 
Bunnell  K  V  &  Co  Ltd 


INSURANCE    AGENTS— ONTARIO. 


irbuk  L-t 
mphdJjohn— f 
iwlini  Jna  S  &  Co 

it  John— f 

y  S  MiT(on-I 

.,*mmond  W  U-i 
Hendrr  T-l  1     ,  , 


Htyd  G 
Liddell. 


AS 


IDoroarn  uomuo- 
W»de  Tho»  S-l  c 
WcbUns  W  H-f  1  C 
Wood  Lulw— f  I 
Yeigh  H— c 

BRIGHTON 
AlsMnder  R— 1  ,  , 
Becker  B  C  H-I I  c 

La  Tour  J  I-f  c 
Morrow  J  B-t  c 
Porte  W  W-1  I  c 

BROCKVILLE 
Biiiell  C-1 
Braolff  J  E-1 
Bremu  J»ine»-*  c 
Buckmin  E  A— 1  e 
Buektnin  Geo— (  e 
Budl  W  %-^    , 
Cochrane  K  C-^  c 
Cumningi  D  A  &  Co-f  i 
CuChbertion  N— f 
D.rB»Tel  L^C-I 
Donaldion  A— I 
Eaitcra  ReslCf  Co— f 
Fulford  F  W-1  c 
GnmUe  Bobl— 1  e 

Ki'lMtriii's  J  4  Son-; 
MeCle»n  G  C--I  1  c 
MeCIelUn    W   G-1 

lS;rTi.^rV '       cii;.-G  t>-f  1 

T<vliv  T I  Hqghej  Root — 1 

wSrteihe.d  Ed«iD    I^,  Knfght  A  D-f 

f  1  c  "•"■  T"'-"-'  1 
Weaihi 

Co- 

Y»rkJr'c'lfr-^V" 

brussels 
kS?wh-i 

Leckia  J-t  1  c 
Scott  F  S-l  I  e 


Pmenoo  &  FindUr— (  !' 
Steel*  Ju-4 
Stewwt  A  F— I 

CHATHAU 
Billing  Chai— f 


Dunn  J   P-f  c 
Grandy  John— 1 
HsrrU  T  R— f 
Hy«lt  L  H— I 
Humphrey  T  W— f  I  e 
Keller  C— f  I 

U^j  F  W— 1 
MeelUr  I  P— f  c 
Murphy  H  A— f  c 
Rinun  W  E— f  1  c 

Smith  &  Smilb— f  I  c 
WiUiama  Erneii— 1 

CLARKSBURG 
Hutnun  C  W-f  t  e 
Pye  C-t  1 


Mtcpberfon  D  L— t  1  e 
MeCorrie   D-^ 
McT»re«rt  Bro>— t  t 
Pattieon  A  O-l  c 
Ridont  C~t 
RobertoD  G— I 
T»ylor  Jicob— f  1 
Wesley  Walker— 1 
Wiienun  John-t 


Burn  D— f 

Clarke  Misa  Elhcl  M— ( 
Ever  Leonard— 1 
Field  F  M-( 
H4|ennan  I  G-f  I  c 
Howell  &  Masteii— {  c 
MacNatbaa  N  F-f  I  c 
Minaker  D  H-f 
Oiler  E  H-1  c 


Roheii 


COLLINGWOOD 
j  Barr  D  C-<  1 

Carmichael  W-f  1 
\  Cburcbill  F  W   4  Co- 


Benor  ^— t  i  c 
Ferrii  T  B-f  1  c 
Fi.her  S  J— f  c 
HorkenjT  J-( 

CARLETON  PLACE 
Allen  W  H—f  c 
Hudson  A  T—f 


McKla  &  SoD-t 
Nolan  E  H—f  I  e 
O'Brien  H  B-f  1  c 

CORNWALL 
Calteshw  P  F-I  1 
Cline   R  5-1 
Connolly  John— f   1  c 
Eamon  C— f  1  c 
Fetterly  A  C-f  1 
Freemi.  Jaa-f  1  e 
lardine  A— 1 
Kirkpalrick  J  T-f 


DESERONTO 
Bedford  H  R— f  c 
Donnelly  Thomaa — 1 1 


DRESDBK 
Gilleipic  B — f 
Hl^  F  A-f  I  e 
PonMCtt  H  U— 1 
Webiter  I  B-J 
Weir  Geo  K-t 


Mallear  L— 1 

ELORA 
Broley  W  £-1 
Carts  r  Alex— f 
CUrkc  Henry— f  c 
Lipaey  Tboa-H  c 
Wuder  Sem-f  e 

EXETER 
Brooks    C    T-f 
Carlin*  T  B-f  1 
Delhredge  Frank  L— 1 
Dickun  &  Carlini— f  c 
Dore  N  J— f 
DUott  foietl— f  e 
Piiher  Tfass  F— f 
Gladman  &  Slsnbury^f 
Hardy  S-f 
HaMinn  A— f  I 
Htuton  Henry— f  c 
Senior  Joa— f  I 
Vincent  L  I>-1 


UcArtbnr  Jebti— f 

FOREST 
Baily  Robt— c 
Campbell  P  W-l 
Farrell  Jno-l 
Gifford  A— f 
GonlonJ  N-f  1 
fonea  Tboa-f  I  c 


Flemin*  D  J— f  1  c 
Hawk  H  O— f  1  c 
Head  C  R— f  c 
Hilborn  A  W— f 
Moffitt  J  S— 1 

St™i  A  D— f  c 
Virgil  W  T— 1  c 
Wilhrd  J  M— 1 

GANANOQUE 
Heaillp  B  W-f  1  c 

MesEi  W  E-l  c 
Pert  Geo  &  Son— t 
Rogeri  D-l 

GEORGETOWN 


GODERICH 
Campbell  W-f 
Cany  O  S— f 
Cralrie  J  W— f  1  c 
Dougherty  L— I 
NeaKtt  A  G— f  I 
Radcliffe  S-f 
Robertaou  W  R-f  c 
Wood»  Geo-1 
Yatea  J*.-^  1 


mtfdM 


Geo-l 

D»¥ld«OD  John— t  e 
Gray  I^-I 
Hamilton   G   Pow^M  e 
Hamilton  W  H-1 
Hilliard  F  B— 1 
Jane*  &  Johnson  Ud- 

Kilgonr  J-f 

Uw  Samuel  »  Son— f  1  c 

MeCtnute    D— 1 

Parker  A— 1 

PredoBi  H— I 

Stone  A— 1 

Sutherland  John  S  Seat 

Ud-f  c 
White  W  W— t 


Applegath  J  K— t  I 
Conltbud  J  Bqyne- 
Crerar    ft    Bnrkhidi 

il  e 
Davey  T  J  W— f  I 
Daridion  F  R— f 


Hardy  C  P— f  c 
Healey  H  J-^ 
Hooper  F  L—f  t  c 
Jonea  S  «  Co— f  c 
Kidd  David— 1 
Leater  T  W-f  1  c 
Linton  C  B-! 
Hanin  R  S— <  c 
McIIroT  S  R-l 
McCatdieon  T  A — i  1 1 
McPhie  H~f  c 
Heaser  Broa— ( 
Milne  &  Lnll-l 
Milla  5  G  ft  Co— f  t  t 
Mitchell   Wm— 1 
Moore  A  H— i  c 
Moore  &  Davia-f 
Horden  W  ft  J— f  e 
Munay  Hush— f  1  e 
Nilea  W  C— 1 
Payne  Elford  G— f  I  e 
Penninitpn  M  A— f 
Robini>  C— f  1  c 
Spratt  W  A-t  1  e 
Stuart  W  R-< 
Tbomaon  C  E— f  c 
Tramao  J.  T—f  c 
WaldronX  W-l 
Walker  ft  Co— {  I  e 
Walker  C  W-l 
Water.  W  J-1 


Whfpple  : 


HAWKESBURY 
Benhaume  F— f 
Higsinson  E   C— 1 
Lawlor  H  W— ( 
Wilson  Stanley— f 
INGERSOL 
Batcheller  K  I>— 1 
Coleridge  Jobn-l 


Moon  A   Moon— f  c 
RogenoD   R— f  1  c 
Stlrton    J-f    1 
Siitberlaod  Geo— 1 1  e 
Sntherland  W  U— f 
lUNCARDINE 


Fiiber  F-^ 
Fleming  J  H — f 
HenryE  A— r 
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Henry  W  T— f 
Mackenzie  /  A — f  1  c 
Macpberson  M  J — ^f  1  c 
Miler  EUjab— 1 
Ross  Robt— f  1 
Seougal  J  H — f  c 
Smith  A  M— f 
Weshbnrn  A  C— f 

KINGSTON 

Batenaa  G  A— f  1  c 
BeU  R  C-f 
Carroll  Jno — £  1 
Cooke  J  B-1 
Corbett  J  W-4 
DaTM  R  F--f  1 
Fair  W  J-1 
Ferguson  Wm  G — 1 
Flanigan  Miss— f  I 
Givens  Dsvid-4 
Godwin  Enoch— I 
Hntton  J— f  1  e 
Johnston  M  G— 1 
Kirkpatrick  C  S— 1 1  c 
Lefever  J  T— f  1 
Lockhard  F  J-l 
McCann  J  S  R— f  1  c 
Hills  Thos-f  1 
Norman  H  F-^  1 
Penwarden  W  H— 1 
Ronghton  S— 1 
Strange   &  Strange— f  e 
Swift  f as-£ 
Swift  Joseph— f  1  c 
White  W  5  B— f  1  c 

LEAMINGTON 

Adams  S  R — f  1  e 
Canlson  W  C-l 
UsTkim  H  O— f  1  c 
Gidley  Wm  G— £  1  c 
Leonard  John — f   1 
McSween  Wm— f 
Phelleps  F— f 

LINDSAY 

Agnew  &  Co— f  1  c 
Blackwell  G«o— c 
Campbell  A  J — ^1  c 
Chard  W  P— f  1 
Comeil  R  G— £  c 
Dean  James — ^1 
GiKogly  J  A— £ 
Knight  L  R— f  1  c 
Knowlson  7  M — f  1  c 
McQory    F— £    1  c 
McLean  B  L— I 
Rarabs   S — 1 
Wood   Bert— 1 

LISTOWEL 

Bricker  S — I  c 
Gibson  Norman — ^1  c 
Hamilton  j  C— f  I 
Hamilton  T  L — £  1  c 
Male  Thomas — £   c 
Scott  J  W— £ 
Smith   Charles — 1 
Smith  S   M — £ 
Tabbemer  C — £     c 

LONDON 

Beddome,     Brown     & 

MeredHh— £  1  c 
Butler  R  &  Son— f  1  c 
Campbell  D  &  Son 
Davis  G  H— 1 
Ellis  Andrew — ^f 
Fallon  F  £ — ^1 
Ferguson   &  Coy^f 
Gates  H  E— 1 
German  C  B — 1 
Giilcan  A— I  I 
Glass  C  T  ft  S  F— 1  e 
Gann  G  M  &  Son— £  I  c 
Hammond  F   J  &  Son— • 

£  1  c 
Hayes  G  W— f 
Johnston  J  R— ! 
Alacgregor  A  S — 1 
MerStt  G  H-f  1  c 


Millman  P  M~£  1  c 
Nelles  J  A  ft  Son— £  1  c 
Nichol  G  H— 1 
Reeve  Virian— 1 
Richardson  W  H— 1 
Simcox  E  G— 1 
Smyth  A  G— £ 
Sutheriand  J  A— £  I  c 
Thompson  J  C — 1 
Towe  E-l  1 
Udy  A  N-{  1  c 

LUCKNOW 

Agnew  J  E— £  c 
Lmaav  H  J— £  1  c 
SiddaU  G  A-f 

MEAFORP 

Brotm  R  E— £  c 
Ellis  Hubert-£ 
Johnston  J  J— £ 
Keid  Homer-4  1  c 
Robinson  W  J— £  I  c 
Sing  W  H-£ 

MITCHELL 

Blowes  A  J— 1 
Burrit   C  H— £ 
Cameron  A  D — f  1  c 
Dougherty  Jas — ^1 
May  W  F— £  1  c 

MT.  FORREST 

Cook  J  J— f  1  c 
Gilroy  George  R— f  1 
Perry  W  C— f  1 

NAPANEE 

Beard  R  A— f  1 
Bogart  F— £  1 
Bogart  M  C— £ 
Ham  John— f 
Hall  W  F-£  1  c 
Harshaw  A  T— £ 
Lapum  E  S— £  c 
Maddem  J  B— £  e 
Metaler  J  W— £ 
Paul  A  E— £  c 
Wilson  U  M— £  1 

NEW  MARKET 

Atkinson  L — c 
Dillaim   E— 1 
Hughes  C  M—f  1  c 
Keith  Wm— £  1 
Lundy  C  E— 1 
Morton  C  P— £  I 
Prosser  F   H— £ 
Ramsay  A  A — £ 
Readman  W — ^1 
Robertson  K  N-^  1  c 
Terry  B  B— £ 
Widdifield  J  E— £  1 
Widdificld  W  C— £ 

NIAGARA  FALLS 

Ballard  G  B  R— £  1  c 
Conquest  R  B — 1  c 
Folemsbee  F — £  1  c 
Hemmings  John  W — 1  c 
McQive  &  Fraser— £  1  c 
Misener  F  B— £  1  c 
Mortimer  Geo  &  Co — £  1  c 
Newport  J  A  &  Co — £  1  c 
Robertson  W  W— £  c 
Young  R  C— f  1  c 

NORTH  BAY 

Aubry  W— 1  c 
Brennan  M — £  1  c 
Burke  J— f 
Devlin  C  D— I 
Doucet  J  J— 1 
Falby  Jos — f  I  c 
Gilmour  &  Torrance — £  1  c 
Hammond   C    E  ft    Co— 

£  1  c 
Kennedy  W  P— £ 
Kinnsella  J — £ 
McCool  P— £ 
McKeown  D  J— f  1 


Martin  Wm— £  1  c 
Patton  T  J— £  1 
Rheaume  £  C— £  1  c 
Shcedy  J  A— c 
Wallace  Thomas — £ 
Winters  T  H— f  c 

NORWICH 

Beatty  D  0— £  1 
Bnshell  M  I/-f 
Hogarth  J  D— £  1 
Irwm  James— 1 
Moore  H  S— £ 
Van  Valkenburg  H— £  1  c 
Yeo  John  A— I 

ORANGEVILLE 

Annis  A  E — ^1 
Bennett  J  M— £  c 
Brown  0  B  ft  Son— £  I  c 
Henry  R  B— f  1 
Hughes  T  H— 1 
Legatt  T  G— f 
Lindsey  J — ^f 
Mcpherson  D-£ 
Robertson  J   S — 1  c 
Smith  J  E  ft  Co— 1 
White  J  J— f  1  c 
Wilkins  M  ft  Sott-£  1 

ORILLIA 

Btnffham  H  A— f 
Boyle  John— 1  c 
Boyle  Wm— 1  c 
Brabazon  G  R — 1  c 
Browne  G  A— £  1 
Card  C— £  1  c 
Clark  G  H— £  I  c 
Craw  W  D— f  1  c 
Croker  W  H-£ 
Dunham  J  B— 1  c 
Evans  F  G— £ 
Ferguson  Murdoch — f  1  c 
Ferguson  C  D — £  1  c 
Fitton  C  E— £ 
Fowlie  James— £  1  c 
Hart  T  P— £  1  c 
Henderson  Jas  B — i 
Hilliers  Mrw-i 
Hipwell  R— £  1 
Home  F— £  I  c 
Keams  Harold — f  1  c 
Kearns  L  J — £  1  c 
King  T— £ 
Mulcahv  John  T— £ 
Overend  Geo — f  1  c 
Rapley  G— £ 
Robinson  S  S — £ 
Rose  J  C— £ 
Ruthven  H— 1 
Scott  J— £  c 
Secord  J  P— £  c 
Thompson  A  B— f 
Webber  &  Webber— £  1  c 

OSHAWA 

Babe  S— £ 

Burden  W  D— 1 

Carswell   H  Thos— f 

Davis  &  Son — £  c 

Hallitt  F— £ 

Hamlin   R—f 

Higgina  Real  Estate  Co 

— f 
Johnson   Geo — ^1 
Lander  E  V— £ 
Lick  E   H— f 
McMurty  F  H— f  1  c 
Miller  &  Sons  Thos— 1 
Morris  Thomas — £ 
Owen  J  P— £ 
Parks  f)  W— £  1  c 
Patten  F— £  1 
Punshon  V  H— f 
Rowe  U  J— £ 
Thompson  J  A — f 

OTTAWA 

Acres  A  G — f 
Beach  &  Argue — £ 
Best  W  J— f 
Bick  W— £ 


Bishop  Wm— £  I  c 
Black  W  G— £ 
Brownlee  R — 1 
Caldwell  J  Y— £ 
Carpenter  A  J — £ 
Carriere  C  H— £ 
Childerhose  &  Pratt— £ 
Cote  Jos — £ 

Courtney  &  Sears — ^£  1  c 
Cunningham  &  Co — f 
Davidson  ft  Moffat — £ 
Dewar  &  Bethune— £  1  c 
Douglas  C  A  ft  Co — £  1  c 
Egan,  Scott    &  Chambers 

Kdey  E  R— 1 
Grant  Wm— 1 
Haycock  R  H  &  Son— 1 
Hawkins   G  J— 1 
Healy   J  J  4   Co— 1  c 
Helmer   A  D — £ 
Higgerty  C— £ 
Tackson  J  R — £ 
Johnson  C  R— £ 
King   &  Ray — ^£  1  c 
King  Charles — £  c 
I^mb  W  A— I 
Larmonth  &  Rowett — £ 
Larmonth  E — i  c 
McMahon  E — £ 
Macoun  L  S — £ 
Mill   I   A— 1 
Mooney    H    &    Sons — I 
Moxlcy  R— £  1 
Noonan  J  T 
Pennock  A  W— £  1 
Pennock,   Masson   &  Kir- 

by— f  1 
Porter  N   D— £ 
Rcid  John   R— 1 
Richard  A  Hector — £  1 
Robertson  J  D 
Rogers  V  V— 1 
Selwyn   E  A — 1   c 
Shaw  C  S— £ 
Soper   E   N— £ 
Stewart  Robert   &   Son — 

£  1 
Thornton  G  E  C— 1 
Weaver   M  E — ^1 
Wickware    A    SI 
Wiggins  C  M— £ 

OWEN  SOUND 

Cameron  C  S — £ 
Chisholm  A  J — 1 
Cochrane  James —  £ 
Creighton   G  P— £  I  c 
Fleming  C  A— £ 
Goldsmith  R  R—f  1  c 
Legate  Wm — £  1  c 
Mclnnis  J  Hf  1  c 
McGregor  R  H— f  1  c 
McTavish  John — £  1 
Menziea  George — £  1  c 
Middlebro  W  S— £ 
Miller  R  B— £  c 
Patterson   R    A — £   1  c 
Peacock  J  J  A — £  1  c 
Raven  J  P— £ 
Rutherford   Fred— £  c 
Sivil  Elias — £   1  c 
Stephens  W  B — £  c 
Tel£ord   Tames   P— f  c 
Zapfer  Geo    F— 1* 

PARIS 

Carrol  G  H  C-£ 

Kay  John  I  P  O  A  A— 

£  1  c 
Kent  ft  Howell— £  1  c 
Key  Henry— £ 
Lindsa;r  John— £  1 
Pickering  Gill— £  c 
Smiley  Jas— £  1  c 

PARKDALE 

MacMath  Hugh— £  c 
Parkdale  Real  Estate  Co 

-£ 
Sanders   Mr— £ 
Shaw  E  S— £  1  c 


0NT.-COI1. 

FAKK  HILL 
DawKm  Wm— I  c 
GUbert  A  B-f  c 
MwMtUIi  a  A-f 
McKobcrti  W  JohD— f 
MnnrD  Tbor-/ 
T«il  N  W— f 

PEMBROKE 


JoluateD   k   SimuBer^- 

Locklurl  J  H-f  1 
Mmiro  J  A— f 
Slewmrt  T  O-f  1 
Warm  DBA  Soa-fU 


CST. 


■  P— f 


Dowion  S  T~t  I 
For  C  J— f  I  e 
HaU  F  W— f 
Hop*  P«ler — f 
Hathooa  i  BaldeiNB — I 
MathcsoD  A — f 
Moili  A  Bio>— 1 
Robcrtwo  W  S—f 
StweU  C  I— f  c 
Shaw  A  O-f  1  c 
Stewan  k  Hope— f 
Tajlor  Henrj— (  I  . 


AIHmd  a  W— {  1  c 
Bcnor  G«  A— I 
Bradbnni  t  V-l  1  c 

Rrgwd  A  S  Ci>— I 
Cttne    TohD-f 
Davia-Ttiompaon    Co   U 

—t  1  e 
Dripcoll  Fianlc— T 
Ellioll  R  A   &  Cs— f 
Fife  T  O— f 
risU  W  G— f  1  c 
RaBlain  Wm  A— 1 
Halinn  N    C~i  c 
Hill  W  H— f  1  c 
Kennedy  D— f 
KinnrdT  W  J— 1 
Kidd  R  J— f  1  c 
Laing   A  R— I 
Lindsa*  B  P-f  I 
Mark  Thoa-f  1 
Might  Wm-f 
Morrow   W   G-1 
Phelan   H— f  c 
Pom   Geo— 1 
Reid  E   J— 1 
RablDion  T  W-l  I  c 
Ruih  H— f  I 
Southwell   Geo-1 
Storey  T»»  A— I 
Tajlot  W  H— f  I  c 
Ttflor    W   i— ) 
Yotmi  Cob  k  Soa-<li 

PETROLIA 
Eian  ChaTl»— (  I  c 
Firra]  John— I  C 
Matthewi  J  J— I  e 
P«l  J  k  Son 
Walker  J  W— f  1  o 

PICTON 
Gcman  U  R— f 
Hnbba  O  C-f  1  c 
Robin  John  W— f 
Rou  Walter  T-f 
Spencer  C  C~t  1  e 
WilliuBwn  W  H  ft  Soi 
— f  le 
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FORT    ARTHUR 

Andrew  T  N-f  c 
Bonin  Agtitet—i  1 
Dobia   E  J  &-(  1 
Du«r  C— 1 
Fteed  A   P— 1 
TackMn  k  Co— f  1  o 
Kennedy  J  A— [  I  c 
Kinder  T  W— 1 
McCallam  W  A— f  I  c 
McGuire  M— I  c 
Munro  P  D— f  c 
Port  Arthur  Ins  k  Veiael 

R^^^Sert  J— f 
Rajs  W— 1  I  e 
Ruttan   k  Co— I  c 
RnaaeU   Mdkk— f  t 
Stuie  W  P— f  c 


PORT  DOVER 
Barrett  H  B— t 
BarweU  C  W— f 
Matthew*  R  E— f  I 
Morain  L  G — f 
Tibbctla  W  F-f 
Varey  Jotfak-f  1  c 

PORT  HOPE 

Btnion   F    A-! 
Bletcher   Miii   M— t 


Chislioim  DH— flc 
ComeliDi    Mr— 1 
Dier  E  V— 1 
Giffoid  S-1 
Lont  A  H  C-f  I  c 
MFi.TMSJr:  Mi-1 
Mulbijlljnd  Ji  A—c 
Robertaon  W  I-f  1 
Runnalli  Jno  k  Son— f  I 


Peara*  k  Ward- f 
PRESCOTT 
Allen  W  J— f 
Coatet  J  B— <  I  c 
CoateaJ  E— f  1 
DaT7  F  J— f  I  c 
Dowaley  J  K— f  I  c 
Dubmla  J— f 
Elliott  Fred— f 
French   PJ— f 
Ualpin  P  K— f 
Lauacer   E— f 
Mondlo  J— f  1  c 
Powell  M— f  I  e 
Whitney  Albert— ( 


RocheMer  J  K— £  1  c 
Stafford  loi — i 
-  -right  Orange— (  I 
RIDGETOWN 
Coebran  Duncan — f  c 
Elliot  J  A— f  I 


MeKinlay  John  P^f 
Walaen  Geo  A— f  c 
Wataon  O  K— f 


GHpton  C  MI  c 
Lindaar  A  N— f  I  c 
Kemattun     k     Grayea- 

McAvor  ft  Eagle— f  I  < 
McGiUion  Wter— f 
Mahaffey  Broa — f 
Uile*  S  Ph)OibleT--f  1  < 
Milli  W  D— I 
Hoora  John  G — (  1  o 
Mover  F  H-f  c 
O'Loughlin  H— t  1  c 
Paraell  ft  Cralte— f 
Rou  ft  Bell— f  1  e 
Thompson  David— f  1  c 
TimmoM  J  1-1  c 
Walher  D  M— f  I  c 
Young  J  W— (  1 


Johnilon  W — f 
UocaMer  A— f 
Long  Uiia  M  E— f 
Meighen    loaeph— e 
"       ir  ffL— c 


Stanley  L  D— 1 1  c 
Stevenaon  H  H— f  c 
Wbaley  D  S— 1  c 
Wood  A  C— f 

ST.  THOMAS 
Brack  W  T— f  c 
Bumi  J  W— f  I  c 
Coulter  W  R— f  1  c 
Geddea  Geo— f  I  c 
Horton  E  A— f  1 
Idnrdi  W  E— t  1 

iacloon  WR—f 
ohnaon  M  B— {  1  c 
fclinyre  C  M— I 
HcPfaeraon  W  I— f  1  c 
Ha*  W  H_f  1 
HiUer  R  J— f  c 
Hoore  £— f  1 
Mnlvaney  J  O— I  e 
Morch  W  H— f 
Noiwonhy  W  E— f 
Fonnd  E  O— f  1  c 
Roacfae  G— <  I 
Hd«  Henry— f  c 
Treadwell  C— f  I  c 
Urie  J  Mc— t  I  c 
SARNIA 
Bucke  E  P— t  c 
Cheater  A  J— f  1  c 
Cook  T  H  ft  Co— f  1  c 
Elliott  J  F— f  1  c 
Gordon  D  T— f  c 
HaxweU  T>n>— f 
Paul  Robert— t  1 
PouaaetC  H  M— I 
Sanden  M  A— t,  1  c 
Sarnia  Realty  Co— 1 1  c 


SEAFORTH 
Beanie  Janea-f 
■"    rhley  Jai  D— 1  e 


Ranliin  J«hn— f  I 
"--   Egmond  U 
•on  Jamea-f  I  c 

SIUCOE 
Boyd  W  D-f 
Cartii  Frank  E-f  I  c 
ETcrett  W  C-(  1  e 
Groff  H  B-t 
McCall  W  C-f  1  c 
McKiec  Georfe  J-{  I  c 
1    NcUei  T  R-Tl  e 
Taylor  Joaeph— I  I 
Winter  A  A-t 

SMITH'S  PALIS 
oraa  J  E— t 
-aawell  B— f 
Gardiner  J  J— f  1 
Hambletoa  H  }— I 
HcalT  D  C— { 
Hyndman   Wm — f 
Keith  Geo  A—C 
Lewia  J  A— f 
McEwen  John— <  1 
"■  ler  H  C— f  1  c 
-  -i  J  J—t 
Sparham  B — f 
"      eney  W  O-f 

STRATFORD 
Bolger  W  S— f 
Bradley  P  E— 1 
Brown  Johti— f  1  c 
Barritl  D   B— f  I  c 
Copn*  F  A — 1  c 
Denpaey  H — I 
FielS^i  Heap-f 
GrarG  I— fl 
Harrii  J — f  1 
Jobnaoo  H  M — ( 
TolliBe  Tboa-I 
Jpoea  A  E  F— f  I 
Kirby  Hairy— I 
Langan    Geo — -i  I 
Lawrence  Wd— f  1 
Lloyd  Tao  W— f  1  o 
UcNichol   F— f  1  t 
MiUer  W— f  I 
Monlieth  J   C— f  1 


Penpraee  Cbaa— I 
PnrceU  Jaa  J— I 

ficHrf'pied  J— f  I  e 
Smith  J  S— I 
Stevenson  J  ft  R  J— • ' ' 
Stinaon  E  J  Lf—fe 
Wadden  ft  Son— I  c 
Wilaon  J  H— f  1  e 

STRATHBOY 


Mclntaah   f  H— f 
NicboltDD    H— f  I 
Noble   Jamca— f 
Rapley  Herb— f 
Rapley   If—l 
ThompMiD  H— I 
■^-.ver   E— f 

leman  R  it~t  c 

THORNBURY 
Devini  W  R— I 
McLean  A  D— (  I  e 


fDJC 


TILLSONBCRG 

Brown  T  T— f  I 
Denton  C  H— f  i  « 


Fcro  Tliu-f 
HolJier  i  Wall 
Uclnmt  Al«- 


TORONTO 
AtnitraiK  A  DeWitt 
Aidiili  I  J-l 
ArnoU  E  F— 1 
Bidnich  C  H— I 
BtiItT  P  I^-l 
Biirf  Jo^       ■ 


d  Its- 


BaMy^P— f 
[-1 


BtutT  W  I 
Blackbom  . 


Blackbam  H  M— t 
BlomTC-( 

Brudon  Ju— 1 
BnU  Ar4 
Brim  A   W-1 
Brim  Hr-1 
ttttSe  i  Htun-t 
Bmnghill  Geo— 1 
Bictbnd  H  G— f 
Bttnat  G  G— f 
Burn,  G  D-1 
Bumu«  A  S»e»tman— I 
But  R  H  A  Soo-f 
Clnpbcll  J  N~l 
Ciwthi*  H  V— f 
Cfaidwick  C  W— 1 


M(  A  Co— f 
D;oglt  F  E-f 
Dobfoo  W  C  T— I 
uoaono  A  £ — l 


Gnde  F  M  »  Co-I 


GiU^I 


n  L-1 


Gooch  F  H— f 
Coniulock  John— f 
Gnenwood  R— f 
Crnndj  Geo  H— 1 
Hill  i  H— f 
HiJl  W  H-f 
HimiltDn  R  C— I 
Huniltoa  Wm-1 
Htrtnit  Geo  K— <  I 
HtniUD  S  B— 1 1 


Hinei  W  A— I 
golUmd  W   B-1 
Hoorer  J  R— | 


Hyn«  J  t^l 
Hunter  Tho*-l 
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Rouell  P  H— 1  c 
RiuMll  Jr-I 
SUli  S  E-1 
SlDdenoil   F— I 
Scaddins  E  A— 1 
Scott  CEesler  G— c 
Shiw  &  Bege— f 
Sherritt    Geo    A— f   c 
Smith  A  W-t  1 


Stanford  P  T-I 
Stuk  JohD— I 
Stephenson  A  C— f 


King  T  H— f 
Kin!  M  A  D— f 
KingJton  Geo  A— 1 
Kirkpactick  A  E—t  c 
KIrkpalrick  A  M  M-t  c 
Uidhw  j  B— f 
Lake  John  N-^ 
Luuoot  C  J— I 
Lee  Fiaok— t 
L«e  W  A  &  Son-f 
LivingvtoD  Toha— ' 
•    -   1R  W    - 


LOTC 


t  W-f 
Robt-I 

i  s— f 


Ltmrj  Dr  D- 
McAdam  D  A  . 
McCarthy  I  O— I 
McCallum  T  A-f 
McConfce,  T  G-1 
Macdonifd  I  K-1 
Macdonald  W  C— 1 
UcFadden  J  A— 1 
Mclnlvic  \V  T— 1 
McKay  Beniamm  P-l 
ULrLtaii,  S«li5ki  A  Stan. 

McMulkln  F  T— f 
U^Miirrich  Cto  A  Soi»- 

McMnrtry  W  J— 1 
McNinght  C  S-l 
UcTipK*"  W  O-c 
Macuire  A  Connoa-~f 


Migura  J  B— I 
MiriluJI  Edvln-t  I 
MiHHi  T  H-i 
Muter  E  C—J 

MBuehan  John  ft  Son- 
Mcd/and  &  Son— {  c 
Meikle  W  B— f 
Merritt  R  N-1 
Miller  DivId-1 
Mi)li  J  S  &  G  G-1 
Mintoo  T  S-f 


Mowen  G  H— I 
Unnti  ft  BeattT— f 
Unrphr,    Lore,     H> 

Ion  ft  Batcom— f 
O'Hara  ft  Son>— I 
Orr  Geo  H— 1 
Orr  W  H  ft  Son-1 


Oiley 


Parkinson   W— 1 
Peachy  W  R-^ 
Peaks  L  C-l 
Pearaon  E  P— f 
Peck  W  J-i 


Pyke  G  A-f 

Quinn  Percj  J-f 

Ranney  A  G— 1 

Reed  J  C-l 

Reed,  Shaw  ft  HcNaught 


Riddell  T  A— 1 
Rldont  D  K-f 
Rldont  ft  Sirickland— f 


F  J-l 
I,  A-l 


-1 


SntberUnd 

Sflsener  L  .. 

Sieliaki  Panl-t 
Thiyer  Ira  B  ft  Soit— I  . 
ThompKHi  H  G— 1 
Toronto  Ini  &  Vewel 

Tory  John  A— I 
Vanderwater  H^ 
VanKoimhoet  A— f  I 


Waltniter  Wm-(  c 
VValih  J  J— f 
Watson  ft  Burrell— f 


Wood  B,    Kirkpi.ri 
Vood  Wm-1 
Woodland  C  W-e 
Wright  Alfri^ri-f 
Wright  A  E— f  1  c 


Ireland   G   A-f  ]   c 

Whittier  H-f  I  c 
Winterhom   James— f 


Moore  R  J— f  1  c 
Onniston  i  Hare-f  c 
Onniston    W   S-f    I   e 
Sharpe  A  Coake--f 

WALKERTON 

Aiwood  Thoi  E— (  I  c 
Dippel  M  G— f  I  c 
Martyn  Geo   D— 1 

Segmiller    O— [ 
Shaw  W  M— 1 
Shumscher  I  J— f  c 
Stephens  A  M-l 
Whitehead  James— f  1  c 

WALLACEBURG 
Besttie  J  A-f  1  c 
Burgeas  B  M— f  1  c 
Hinnegaa    T    F— f    I 
McDougall     ft     Martin- 
McGregor  W  J~f 
Meyer*  H-1 
Mickle  A-f 


Halstead  F— I  " 

Sunffer  J— f 

WALTERS  FALLS 


WATFORD 
FiHgerald  W  E— ( 

WatI    David— f 

WELLAXD 
Cox  H  W— f 
I>emare  &  MiiCDer— f 
GilchrisiJ  O— f  c 

Hill   ft    Edgar— f  c 
Jackaon   P— 1   c 
Jones  E— 1 
McConnick  B  J— f  c 
Sheere  P  P-f  I  c 
Wilaon  R  G— [  1  c 

WHITBY 
AUin  A  H-1  c 


Fulltr    Charles    H- 
Gangnier  J    G— f   I 
laing  F  M-l 
Korlon  R  M-f  I  c 


WINGHAM 

Bell"'D«Tid^ 
Couhta  A   E— f  I 
Dairia  Henry^f 
Dodds    John— f    I 
Griflin  C  N— I  I  c 
Holmea  Dudley—f  c 
HswBn  ft  Brocklebu 

Monoo  J  A-f 
Rilchie   ft  Coaena— i 
Smith  A  £—1  c 


WOODSTOCK 
Brown  J  Henry— f  o 
Edgington  l—f  1  c 
Francis  V  I>-f  I  c 
Hall  John-1 
ManniDK  ft  Kneal— f  I 
NeabittE  W-f  1  c 
ytmon  T  A— f 
OrvabT  ft  Clapp— t  I  i: 
Perry  D  M-f 
Sawtell  Broa— f  I  c 
Scaifi  J_S-f  c 
Spioal  H  B-f  I  e 


B-226 


INSURANCE  AGENTS— QUEBEC. 


PRINCE  EDWARD  ISLAND^ 


CHARLOTTETOWN 

Brow   E  R— f  1  c 
Davidson  H  M — f  1  c 
Higgs  E  T-f 
Hyndman  &  Co — f  I  c 
McCorxnick   G  J — f 
McEachern   John — f 
Ross  J  R— I 


Stewart  D  B— f 
Webster  J  A— f 

KENSINGTON 

Glover  Alfred--£ 
Leslie  H  A— f 
Profitt  J  F— f  1 
Rogers  R    B— f  1  c 


SUMMERSIDE 

Arsenault   T  F— f  1  c 
Burrows  Miss  Amy   G-^^ 

f  1  c 
Campbell        Alexander— 

f  Ic 
Gordon   D— c 
Hicks  S  M— f  I  c 


Manson  Edward— f  c 
Monkley  E  H-f  1  c 
Morrison  Donald— f 
Rogers  R— f  1  c 
Schurman  W  G— f  1  c 
Sharp  Herbert  S~f 
Stavert  H  W  B— f 
Strong   Heath— f 
Tanton  Bannennan  W— { 


QUEBEC  J 


BEDFORD 

Coslett  E— f 
Curric  E  F— f  c 
Rochelean   Nap — f 
Saunders  F  C— f 
Shelters  W  A— f 

BUCKINGHAM 

Bothwell  N— 1 
Gorman  E  F — f 
Lahair  &  Bisson — f  1 
Lemay  R — I 
Martin  M  H— f  1  c 
Parker  A  H— 1 

CHICOUTIMI 

Delisle  Gustave  Ltd — f  1  c 

Dufour  J  Elz—I 

Tauvin   Em — 1 

Lemieux  Albert — £  I  c 

Paradis  Frs — f  1 

St   Pierre   &  Belleau — f 

Savard  Mdo  Vvc  J   E— f 

Simard  J — 1 

Tremblay    Adelard— £    1 

Vezina  Pitre — f  1  c 

COATICOKE 
Dupuis  A  L — 1 
Fateux  &  Peloquin— £ 
Fontaine  H  C— f 
Nuns   &   Moulton — £   1  • 
Shurtleff  W  I^-£  1  c 
Woodman  A  A — £ 

COWAN  SVILLE 

Arsenault  F  P — £ 
Draper  F  E— £  1 
Kerr  David — f 
Lawrence  E  E — £  1  c 
Ruiter  P  A— £ 
Taber  C  P— f  1  c 
Tabcr  H  M— £  1 

FARNHAM 
Beriau  A  L — £ 
Berth iaume  J  A — £ 
Choquette  W  F— £ 
Jutras  P  W— £  1  c 
Odell  H  E— £  1  c 
Portelance   P   A— £  o 

HULL 

Belanger  J  H— £  1  e 
Cousineau  Jos— £ 
Leflamme  E  H— £ 
Simon  D  C  Co— £  1  e 
Thiriault  O— I 

JOLIETTE 

CarswcU  N   M— £  1 
Charland   A— £  1 
Page  J  O— £  1 
Piche  E  G  &  Co— f  1  c 
RoWtaille    &    Fontaine— 

£  1 
St  George  L  W— £  I 

LACHUTE 

Calder    Charles — f    1   c 
Dorion  J  M— f  1  c 
Garretsec  W  H— f 
Lemay  J  D— £  I 
Murphy  C — £ 
Rice  J  W   A-£  I  c 
Walker  G  J— £  1  e 


LAUZON 

Bontin    Alexander — £ 
Lagneux  Jos — £ 
Nohn  J  B— I 
Vien  G  S— £  1  c 

LEVIS 
Dumoutier  J  A— f 

MAGOG 

Audet  L  A— £ 
Cunningham    Geo— 1 
Jasmin  H — £ 
Foss  M— 1 
Peters  W-£ 
Pepin  D  E — 1  c 
Taylor   Percy — £ 
Tourigny    Al£ — £ 
Wallace  F  W— £ 
West  Dr  J— f 
Wilcox  J  R— £ 

MONTREAL 

Abbott  A  E—i 
Adams    R    Percy — £    I  c 
AUary   Adelard — £ 
Allen   Geo   H— 1 
Aliin  J  as  &  Son— £  1 
Alloway  C  J— £  1 
Armour  John  E— £ 
Armstrong  Jos — £ 
Ault   Chas — 1 
Ayer  H  H— £ 
Baby  Arthur— £ 
Baillie  James  A — £ 
Barlow  W  D— £ 
Barnard  S  L — £ 
Barrett  A  G  E— £ 
Barry   A— £ 
Bastian    Raymond — £ 
Bickerdike  Chas  £— £ 
Beckit  O   G— 1 
Belfield  T  D— £ 
Berthiaume  O   F— £ 
Berthiaume  Raoul— £ 
Bickerdike  R— £ 
Blache  C  R— £ 
Blumenthal  A— £ 
Boon   R  R— £ 
Boronow  M — £ 
Borthwick  John  G— £ 
Breedlove  W  C— £ 
Bridge  R  H— £  c 
Brousseau  F  J — £ 
Brown  E  H— 1 
Brown  Fayette — ^1 
Brown  J  Stevenson— £ 
Brown  W  Chas— £ 
Brown  W  Godbee — £ 
Browne  Fitz  James  Ei— £ 
Browning  A — £  1  c 
Bruneau  J  G — 1 
Bucknell  J    A— 1 
Burket  P  W   A— £ 
Butcher  W  C— £ 
Byrne   Chas   A — £ 
'"aims  Morris  J— £ 
Cairns  Wm — £ 
Callaghan  S  J— 1  c 
Campbell   A  H — £ 
Carreau  G  P— 1 
Carter  &   Wood— £ 
Carter  R  A— £ 
Chamberland  A  N  T— I 
Champagne  A  C — ^1 
Charlebois  C — £ 


Charlton  R  L— £ 
Chateanvert  &  Martin — £ 
Chevalier  Jos— £ 
Christmas   &    Sons — ^1 
Christmas  T  H— 1 
Ci^    Realty    Investment 

Co— £ 
Cleghom  C  Power— £ 
CleUand  Wm— £  1  c 
Cole  F  Minden — £ 
Collins  Francis — £ 
Courtois    Eugene — £ 
Cox  Geo  G— £ 
Cradock,    Simpson   &   Co 

Crepeau   Isidore — £ 
Dale  &  Co  Ltd— £ 
Dandurand  U  H— £ 
Davidson    &    McRae — £ 
Davidson  R — £ 
Decary  Gervais — £ 
Decary  Hercule — £ 
De  Pencier  T  F— 1  c 
Descory^  Henry  L — £ 
Desjardins  J  C  O — £ 
Desjardins  Paul — £ 
Dick  Mrs  L  W— £ 
Dickson  J  E  E— £ 
Dobbin  Thos  F— £ 
Dodds  W  O  H— 1 
Dostaler   A  O— £ 
Ducharme  Jos  A— £ 
Dupont  Gustave — £ 
Dupuy  T  A— £ 
Emo  John — c 
Esinhart  &  Evans — £ 
Evans  Fred  W  Co  Ltd— f 
Ewing  &  Ewing — £ 
Ewing  S  W— f 
Faille  Jos— £ 
Falick   A— £ 
Ferrand  Maurice — £ 
Findlay   John   Ltd— £ 
Findlay  W  E— £ 
Foster  R  B— 1 
Froemcke  Al£  C  H— £ 
Fromings  H  A — £ 
Gaden  W  C— 1 
Gagnier  A  A — £ 
Gagnon  A  L — f 
Gagnon  J  N  A— £ 
Gafibert  C— £ 
Gandreau  L  G — £ 
Garland  C  S— £ 
Garon  P— I 
Gaudet  W  C— 1 
Gault  A  F  Trust  Co— £ 
Gault  Percy  R— £ 
Gauthier  S  Raoul— £ 
Gaudiier  Pierre — £ 
Geoffrion    Chas    E — £ 
Goraery  B  V— £ 
Gougeon  N — £ 
Gour  A   C — £ 
Gray    Samuel — £ 
Grcenford  Saml — £ 
Gregoire   J    Albert— £ 
Gregoire  L  L — £ 
Grenier  J  A — £ 
Grier  J  W  &  Co— £ 
Hagar  Walter  C— £ 
Hague  C  A — f 
Hague   Frederic — £ 
Hampson    Robt    &     Son 

Ltd— £ 
Hanna  A  A — £ 
Hare   &   McKenzie— £ 


Hawthorne  J  A— 1 
Haycock  A  B— 1 
Hefieman  J  A — f 
Henderson  C  L — f  c 
Herbert  J  A— 1 
Hinshaw  M  C— £ 
Howard   Robt— f 
Howell  A  R— 1 
Howell  A  W  D— £ 
Hudson   T  H— c 
Huot  J   Al£red— £ 
Hurtubise  Ed — £ 
Hurtubuise  &  St  Cyr— f 
Hyde  Jno   Agency— f 
Irvine   Arthur  M— f 

acksoa  Wm — £ 

acobs  E  W— £ 

arvis    Frank — £ 

ary  Jary — £ 

enkins  John — f 
^ohnson  C  R  G— £ 
,ohnson   F   W  G— £ 
/ohnston  H  J — 1 
/oseph  Horace — ^f 
,  osepb  W  I — I 

Uy  H   H— 1 
Kennedy   &   Collcy— £ 
Kleinberv   N — £ 
Knox  FT— £ 
Labeau  Geo — I 
Labelle  T  H— £ 
Lachapelle   Scverin  Jr— f 
Lambelle  Jos — £ 
Lambert  H  M-£ 
Umbly  J  W— £ 
Lamontagne  £— £ 
Langlois  E  J — £  c 
Langlois   Theo — 1 
Lariviere  F  X— £ 
Laurent  Joseph — £ 
Laurin    Cyrille — £ 
Laurin  J  A — £ 
Lavers  A  H— 1 
Lavimodiere    F  0 — f 
Lebeau  G  L — £ 
Leblanc  J — £ 
Lecavalser  A — 1 
Leduc  Simon — £ 
Lee  J  G— £ 
Le£aivre  Andre — f 
Le£ort  Albert- £ 
Legault   Al£red— £ 
Lesage  L  E — f 
Lewis   &   Badgley— £ 
Lewis  G  G— £ 
Lewis    Mostyn — f 
Loranger  J  G  A — f 
Lukis    Stewart    &  C<^l 
Lyman  P  R — f 
Lyster  James— I 
McBean  &  Hill— £ 
Macaulay  R— I 
Macaulay  T  B— 1 
McCaw  Wm — I  c 
Macintosh  &  Hyde— £ 
McCrory    Jos — t 
MacEwen  "John— £ 
McGown   D   M— 1 
McGregor  Jas — £ 
McKeon  H  J— £ 
McNichols  A  S— £ 
McTeer  A— 1 
Mailloux   A  U— £ 
Marchand  J  J— £ 
Marcil   Geo — £ 
Martin  G  E— £ 
Martin  J  A— f 
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Martin  Jos  D  C— f 
Masson  Dominique  Jr— f 
Mathias  P  F— f 
Menard  C  B— f 
Mcunicr  Thco— f 
Miller  J  A— 1 
MiUettc  Lr-i 
Milord  Joe— f 
MitcheU  W  J— £ 
Molson  &  Hunter— f 
Molson  Waltci^-f 
Moncel  G  N— f 
Montreal     Agencies    Ltd 

M^au  W  A— f 
Morriscy  T  L — f 
Morrissey,    Robinson     k 

frcygangt— f 
Mousscau  7   G— f 
Mudge  H— f 
Muir  John  W— f 
Mumford  E  A — f 
Mussen  H  B — ^f 
Nairn  A  M — f 
Neuman  J  N — f 
Normandm     &      Desbro- 

siers — £ 
Nutter  John  R  — f 
O'Connor  Ed  G— f 
Oram  J  P— 1 
Oswald  MC—f 
Pacaud  &  Fauteux— f 
Paiement  Hector  Lr — i 
Painchaud  L  H — f  c 
Parent  Omer — f 
Parkins  Frank  F— 1  c 
Paterson  R  MacD  &  J  B 

Payette  J  A~f 

Pcllerin  J  H— f 

Pelton  J  G— 1 

Pcrrault  J   R— f 

Pcrrin  I^f 

Perry  Louis  V— f 

Picard  L  A— f 

Pierce  M— f 

Pinkerton  &  Co — f 

Plow  Arthur — f 

Poirier    &   Jennings    Ine 

Poiricr  Romeo — f 
Poole  J  A  C—i 
Popham  H  R— 1 
Potter  Percy  E — f 
Provost   A — f 
Prudential  Trust  Co  Ltd 

— f 
Prudhomme  A  E — f 
^uery  C  H— 1 
Juesnel,  Sharpe  &  Co— C 
Juinn  T  E— f 
Ramsay   A— c 
Ranger  A  R — f 
Raphael   H   W— f 
Raymond   A   P — ^1 
Reech  H  E— f 
ReJd  F  G— f 
Richard  L  J  A— 1 
Robert  J  B— £ 
Robert    Louis — f 
Robertson    Duncan — f 
Robertson  W  Frew — £ 
Robertson  G  R — £ 
Robillard   Adolphe— £ 
Rochclcau   C   W— f 
Rolland,    Lyman   &   Btif^ 

nett— f  c 
Ro%s  Realty   Co— £ 
Routh  C  H— f 


Rowat  Jos — £ 
Salsbury   C — ^1  c 
Saunderson  T  L  H — { 
Scott  Frank — f 
Sellon  E  M— f 
Severs  &  Co— f 
Shannon  P  H — £ 
Sharpe  C  A— c 
Shaw  H  LeRoy— 1 
Sherritt  T  M— £ 
Shibley  A  D— £ 
Ship  A  L — £ 
Silverstone  E — £ 
Simard  Arthur — f 
Simpson   G  H — ^1 
Sims    &    Morris — f 
Smith   F  E   M— £ 
Smith  Pemberton — £ 
Soly  Hy— £ 
Sprague  C  E — f 
Stanger  Tas   T — £ 
Sunton  J  C  Jr— 1 
Stearns  S  P— 1 
Stevenson   A  W — f 
Stewart  Alexander — £ 
Sweeney  C   L — 1 
Sword  C   E— £ 
Sylvain  J  H— £ 
Taillon  E  J— £ 
Tanguay  Geo — £ 
Tansey    Denis — f 
Tatley  J  W— f 
Thompson  J   G — £ 
Thornton    D   S — f 
Tory  J  C— 1 
Tougas  Jos— £ 
Tremblay  f  A— f 
Tremblay  J  B — f 
Tremblay  J  M— £ 
Tremblay  J  P— 1 
Tresidder  J  M— f 
Turgeon  E  E— f 
Tyre   Robt  W— f 
Upton  Henry — f 
Valentine  F— ^1 
V^eith  j  G— £ 
Vervilfc  A — f 
Villeneuve  J   A — f 
Vipond  A  H— 1 
Walkim   Hugh   C— £ 
Walsh  Mrs  M  E— f 
Weldon  W  S— f 
Vhite  Godfrey  C— f 
Whitehead  E  A  Co  Tht 

Ltd— f  1  c 
Wickham  P  M— f 
Wilcocks  F  J— f 
Williams  Geo  E— 1 
Wilson  E  W— 1 
Wilson   H  W—f 
Wonham  H  W—f 
Yuile    Herbert-£ 

NICOLET 

Beauchemin  Narcisse — f  1 
Comeau  H — f  1 
Courchesne  J  O — f 
Dufresne   Henri — f 
Laflamme  J  C  H— f 
Leblanc    F  X— f   1 
St  Pierre  Lorenzo— f  1 

ORMSTON 

Gale  H   E— f 
Gudex  L — f 
Leney  W  A— f 
McGerrigle  J  L  G— £ 
Patten  H  B— 1 


Rousseau  L  A — f 
Tomson  J  H— f 

QUEBEC 

Arel  J  F— £ 
Belleau  &  Auger— f 
Belleau  J  F— f  1 
Bignell  H  B— £ 
Boutin   P   A— £   1 
Brodie  Geo^f  1  c 
Bruneau  J  G — 1  c 
Budden  &  Wek:b— £ 
Champion   C  &  W—f  1 
Chateauvert  Geo  P — 1 
Chenardjos  T— 1 
Cote  G  J^E— f  1  c 
Delaney  W  I— 1  c 
Demers  Geo — f 
Dominion    Brc^erage    Co 

Drum  S  Wilson — 1  c 
Eraser  W  J— f  c 
Gagnon  Chas — f 
Gagnon  Oscar — 1 
Gauvin  Elz — f 
Glass  Frank — 1  c 
Giroux  &  Cote — £  I  c 
Hunt  Edward — 1 
Lachance  J    T— 1 
Lachance  J  Eng — f  1  c 
Larue  Ernest—^ 
Larue  Alcx^-c 
Leclerc  E — f  1 
LeClerc  Theo— f 
McGee  D  &  Son— f 
McPherson  W  M— £  1 
McGowan  James  A — c 
Massey  W  Morton — f  1 
Mahony  &  Hay — f  1  c 
Marcotte    Arthur — f 
Monast  M — 1 
Monaghan  M — 1 
Morin  Oscar— 1 
Morissettc  J  B— f  1  c 
Murphy  &  Collier — f 
Oliver  &  Coolican — f  1  c 
Painchaud  &  Breton — I  c 
Payette  E  J— 1 
Quebec   Fire  Asrcy — f 
Racine  Pierre — 1 
Scott  Arthur  E— f  1  c 
Tanguay  G — f 
Trudell   L   A— 1 
Valliercs  Alfred— f 
Walcot  C  W—f 

RICHMOND 

Alexander  G  J — f  1  c 
Bedard  David  F— f 
Campbell   Chas — 1 
Cleveland  E   F— f 
Desmavais    H — f 
Dresser  G  F— f 
Ewing  William — f 
Ginn  J  O— f 
Hayes  John  M  D— f 
Mclver  W  E— f 

RIVIERE   DU   LOUP 
Boisvert  F  J — f  1  c 
Doucet  E  A— f  1  c 
Duclos   M — 1 
Dumas  Ovide — f  1  c 
Marcottoe  J   E — ^1 
Michaud  J  P— f  1 
Morin  D  K—i 
Ouellette   Emile— 1 
Puire  Azarie— f  I  c 
Saindon  M  G — f  1  c 


ROCK  ISLAND 

Allard  Peter— 1  c 
Hovey  E  W—f  Ic 
Parquette  John — f  1  c 

ST.   HYACINTHE 

Bartels  F— f  1  c 
Benoit  E — 1 
Bemier  L  E — 1 
Boisseau  &  Boisseau — f 
Borduas  F— f 
Bonchard  &  Bemier — f 
Bourgeois  E  Jr — 1 
Brousseau  Louis — I 
Chabot  E— f 
Duckett  Ed— f  1  c 

iodoin   A^f  c 
farin  D  E— f 
Morin   Renfr— f  c 
Raymond  H  &  Co— f  1 
St  Germain  H— f 
St  Germain   T  A— f  1   c 

ST  JOHNS 

Baudouin  P — f  c 
Beaudry  J   H— 1 
Curran  J — f  c 
Hall  F— f 
Hebert  A  N— f  c 
Langes  Jos — 1 
Marcoux  E — 1 

SHERBROOKE 

B^langer  &   B6gin — f  c 
Burrage  R  R— f  1  c 
Dresser  W  S  &  Co— f  1  c 
Duberger  C  H— 1 
Eraser  C  K— f  c 
Kennedy  J  D — f  c 
Langlois   H — f 
Levesque  U — 1 
Palmer  U— 1 
Parkes  T  J— 1 
Puize  Azarie — f  1  c 
Somers  T  S  &  Co — f  1  c 
Southwood   F  J — f  c 

SOREL 
Beaubien  J  E — f 
Guevremont  A — f 
Lafreuiere  J  B  T— f  1 
Lesi6ur  P— 1 
Masse  N— 1 
Morgan  W  G  M — f  I  c 
St  Martin  L  N— f 

THREE   RIVERS 
Gouin  &  Desilets — f  1  c 
Gravel  A  T— f  1  c 
Spenard  Arthur — f  1  c 

VALLEYFIELD 
Aumais   A — 1 
Boyer  L  J— f 
Choquette    Leo — 1 
Fortier   S— f   1   c 
Lan^evin  L  J  H — f  1  c 
Lavimiodiere   N    E — f 
Low  J  Jr — f  1  c 
Marleau  — f 
Tremblay  Ar-f 

WATERLOO 
Bridge  W  H— f 
Fontaine   F — f 
Gingras  T — f 
Harvey  &  Call— f  1  c 
Todin  L  &  Sons — f 
Racicot   A  A — f 
Shaw  R  F— f  1  c 


SASKATCHEWAN 


BATTLEFORD 
Atkinson   F  G— 1 
Boughey    Chas — f  1 
Rrokovski  E — f  1  c 
Cunningham   A  G— 'f  1  C 
J\jddK—i  1 
Earle   &   Sparling— f 
Good  L  H— f  1 
Hoover  J  H— f  I 
Mill  M  B—f 


Nicol  J— f 
Soole  W  C— f 
Specrs  Robt — f 
White  E  H— f  1  c 
White    Land    Co    Ltd— 
£  Ic 

REGINA 

Anderson,  Lunney  ft  Co 
— f  c 


Bell   &   Mitchell— f  c 
Brook  &  Allison— f 
Campkin  H  H— f  1  c 
Compton  &  McNeil — f 
Flood  Land  Co — f 
Foncier    Credit — f    c 
Kerr  Land   Co— f  c 
McAra  Bros  &  Wallace — 

f   1  c 
McCallum,    Hill   Co-f  c 


Marsh  G  H— f 
Nay  &   James— f  1  c 
Peverctt  &  Barrett— f 
Prudential  Trust  Co  Ltd 

— f 
Rounding  Land  Co — f  c 
Saskatchewan      Under- 
writers Ltd — f   1  c 
Westman  J  A— f  1  c 
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Independent  Fire  Adjusters 


ALABAMA 


ALEXANDER  CITY 
Fuquay  A  P 

ANNISTON 
Crook  S  L 

BIRMINGHAM 

Herd   Tas  H 
Lewis  K  C 

EUFAULA 
Dean  Capt  L  Y 

' EVERGREEN 
Atkinson  W  D 

FLORENCE 
Simpson  W  T 

GENEVA 
Vaughan  D  O 

GREENVILLE 
Porter  R  Y 

HUNTSVILLE 
Hutchinson  W  J 

MOBILE 

Boone  Tom  Jr 
Du  Mont  R  a 

MONTGOMERY 

Holloway  &  McKenxie 
Steiner,  Crum  &  Weil 

NEW  DECATUR 
AUison  E  H 

ROANOKS 
Nichols  F  P 

SAMSON 
Anderson  M  F 

SYLACUGA 
Jordan  J  E 

TALLADEGA 
Hutchinson  W  J 


ARIZONA 


BISBEE 
Hughes  T  A 

NOGALES 
Levin  H 

PHOENIX 

McKinley  L  M 
Walker  W  E 

PRESCOTT 
Brown  F  G 

TUCSON 
Franklin  A  M 


ARKANSAS 


FOREST  CITY 
Izard  R  J 

FORT  SMITH 

Boyd  M   P 
Burns   Thos  W 
Ferrari  T  Y 
Forwood  Reginald 
Kennedy  A 

HOT    SPRINGS 
Meyers  G  L  &  Co 

JONESBORO 
Mai  one  A  L 

LITTLE  ROCK 

Ford  T  B 
Hirsch  L 
Powell  J  W 
Smallwood  T  R 
Stewart,    Rogers    & 
Stewart 

NEWPORT 
Hirsch  G  L 

PINE   BLUFF 

Rosenberg  F  M 
Wells  Geo  M 

ROGERS 

Forwood  Reginald 
McLeod  J  S 

SILOAM  SPRINGS 
Andrews  A  £ 


CALIFORNIA 


BENICIA 
Weinmann  F  P  Agency 

BERKELEY 
Creed  W  H 

CHINO 
Cooke  A   H 

COLUSA 

Boggs  M  J 
Harrington  T 
Jackson    A    B 

CRESCENT  QTY 

Barmburg  A  A 
Corrin  F  J 

EUREKA 

Aallard  S  I 
Belcher  Peter 

LONG  BEACH 
Waldvogel  Geo  J 

LOS  ANGELES 

Archer  R  T 
Faust  William  H 


Hart    Seth 
Kennedy  T  D 
Laying  C  A 
Mcintosh  D  W 
Pecham  Chas  H 
Shepherd  John    S 
Tower  F  H 
Yamell  B  F 

MARYSVILLE 
Marcuse  H  M 

MERCED 
Boney   R  M 
Fowler  True 

OCEAN  PARK 
Laying  Chas  A 

REDWOOD  CITY 
Brown   R 

SAN  FRANCISCO 
Chapins  F  C 
Eithel  Edw  E 
Farnsworth  £  P 
Jolly  E  J 
Maris  Wm 
Mauritxius  Frank 
Meade   C 
Spencer  H  McD 
Weinmann  PhiUip  R 

SAN  PEDRO 
Abbott  O  C 

SANTA  ANA 

Black  A  C 
McNeill  C 
Preble   Geo 


SANTA  CLARA 
Enright  D  J 
Woodward  C  C 


SANTA  CRUZ 
Towne  H  B 

TRUCKEE 
McClellan  C  R 

WILLOW 
Knock  T  L 


COLORADO 


CRIPPLE  CREEK 
Berbower  Fred  R 

DENVER 

Appleman  L  P 
Haupt  Fred  S  C 
Keller  W  F 
Wilson  Charles  F 

GRAND  JUNCTION 

Garms  V  C 
Speny  J  F 
Wright  D  B 


GUNNISON 

Gordon  John 
Lake   Henry  F 

LEADVILLE 

Casey  Geo  W 
Stickley  B  F 
Stickley  Don  W 

PUEBLO 

Crawford  C  B 
Eraser  W  G 
Middelkamp  E  G 

SILVERTON 
Brown  Geo  D 


CONNECTICUT 


BRAN FORD 

Bradley  Richard 
Morton    Clifford  A 

BRIDGEPORT 

Goodsell  G  W 
Goodsell   S  E 

DANBURY 

Hodge  E  A 
Stevens  Chas  W 

GREENWICH 

Crosby  Jos  P 
SulUvan  Tas  N 
Whelan  Jos  E 
Wigmore  Thos  E 

HARTFORD 

Bliss  Fred  J 
Fisher  G  Burgess 
Holt   C  E 
Knox  Arthur 
Morley  F  A 
Webster  Raymond  W 

UCHFIELD 
Bishop  B  C 

MERIDEN 

WiUiAms  J  F 

MILFORD 
Hepburn  R  P 

NEW  LONDON 
Rowland  R  M 

NEW  MILFORD 
Todd  Arthur  G 

NORWALK 

Byington   W  H 
Golden  R  H 
Stuart  Edward  C 
Wilcox  Wflfiam  S 

NORWICH 

Blackedlg*  H 

Peck,  McWiniams  *  Co 

Stetson  ft  Yooag 

SOUTHINGTON 
Hemingway  J 
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SOUTH  NORWALK 
Goldea  Richard  H 

TORRINGTON 
Cowles  W  A 

WASHINGTON 

Brown  R  W 
Prindel  R  W 
Wyant  D  J 

WEST  HAVEN 
Chamberlain  Chas  G 

WILLIMANTIC 
Crane  C  L 
Sullivan  J  0 

WINSTED 

Moore  D  S 
Pierre  H  J 


DELAWARE 


DOVER 
Dcnney  Wm  D 


FLORIDA 


DELAND 
Baguley  C  H 
Wright  S  B 

GAINESVILLE 
Adidas  J  C 

JACKSONVILLE 
Hajnies  Lawrence 
Southern  Adj   Bureau 

MADISON 
Morrow  C  L 

MONTICELLO 
ETani  Wm  E 

OCALA 
Davis  D  W 

ORLANDO 
Way  S  Y 

PALATKA 
Hillard  J  Walter 

PENSACOLA 

Anderson   .Walker 
Merwin  H  S 

QUINCY 
Wilson  W  W 

TALLAHASSEE 
Perkins  John   E 

TAMPA 

Dargan  J  T  Sr 
Hillard  Chas  M 
Taylor  E  H 


GEORGIA 


ALBANY 

DaTis  D  G 
Tieknor    F   O 
Ventulett  Thos  W 

AMERICUS 

Arthur   F    B 
Davenport  J  A 

ATLANTA 

Bickerstaif  Chas  A 

Crandall  G  L 

Hall  Vernon 

Hawks  Wm  N 

Malone  M  H  Jr 

Murphy  Otis  A 

Sontliern  Adjustment 
Bureau  (stock  owned  by 
insurance    companies) 

AUGUSTA 

Dawson  W  R 
Gardiner  Jos  G 
Mell  Chas  I 
Miller  &  Evans 
Robertson  J  Miller 
Tobin  A  D 

BAINBRIDGE 
Perry  E  J 

CARROLLTON 
Adamsott  J  R 

COLUMBUS 

Gordy    Bros 
Layficld  H   L 
Spencer  R  P  Sr 

DAWSON 
Saville  R  L 

EASTMAN     . 

Gentry  O  A 
Herman   H 

GRIFFIN 
Goodrich  W  A 

McDONOUGH 
Low  M  C 

McRAE 
Stamps  John  S 

MACON 
Griffith  W  D 

MARIETTA 
Coryell  H  G 

NEWMAN 

Atkinson  Wm  Y 
Fisher  T  J 

QUITMAN 
Young  H  Lane 

ROME 
Young  Hamilton 

SENOIA 
McKnight  J  H 

SPARTA 
Cooke  E  R 

VALDOSTA 
Peeples  R  A 

WAYCROSS 
Seabrook  S  H 


IDAHO 


BLACKFOOT 

Beebe  C  S 
Fisher  C  N 

BOISE 
Hall   Almon  J 

HAILEY 
George  W  B 

KENDRICK 
Porter  R  H 

POCATELLO 
Burrus  Fletcher  R 


ILLINOIS 


AMBOY 
Vanghan  F  N 

AURORA 

Brigga  E  D 
Holden  Tames 
Tomlin  N  W 

BATAVIA 
Burke  F  H 

BEARSTOWN 

Condit  F  M 
Garm  C  C 

BELLVILLE 

Hoppe  Wm  M 
Mifier  A  F 

BLANDINSVILLE 
Ballou  C  E 

BLOOMINGTON 

White  Samuel  R 
White  Ora 

BUSHNELL 
Chidester  D  F 

CANTON 
Thompson  Lewis 

CARMI 

Bozeman   W   L 
Hay  Tom  W 

CARTHAGE 
Irving    Mayor 

CENTRALIA 

ionas  Leo 
furphy  Gordon 

CHAMPAIGN 
Sperry  E  H 

CHESTER 
Nisbet  H  B 

CHICAGO 

Bullard  A    F 
Engleman  Chas  P 
McMillan  L  S 
Mariner  W  E 
Marshall  J  F 
Read  Charles  &  Sons 
Rogers  F  D 


Root  J  S 
Smith  T  H 
Taylor  C  H 
Wells  H  M 

Westero  Adjostmeiit 
ft  Iflspectioii  Co. 

ADJUSTERS 
FIRE  L088E8 

39   So.  LaSftlle  Street 

CHI  AttO 

Woolman  Maurice  &  Co 

CHILLOCOTHE 
Mitchell   E  A 

DANVILLE 
Espenscheid  H  F 

DECATUR 
Corley  D  C 

DEKALB 
Peterson  R  M 

DIXON 
Newcomer  F  X 

DWIGHT 
Ahearn  J  C 

EFFINGHAM 

Kreke  John 
Reichhelm  H 
Thies  Joseph 

ELMWOOD 
Jay  Fred  D 

EVANSTON 

Greene  Carl  D 
Mace  Harry  M 

FAIRBURY 
Virgin  C  R 

FAIRFIELD 
Uoyd  J  J 

FORRESTON 
Wertx  Frank 

GRAYVILLE 
Kershaw  Alfred  M 

HINSDALE 
Hedge  Charles 

JACKSONVILLE 
Hubble  Joe  W 

JERSEYVILLE 
Vinson  J  W 

LA  GRANGE 
Iverson  C  L 

LEBANON 
Chamberlin  C  £ 

LINCOLN 

Davy  T  S 
Schweigckhardt  G  J 

LITCHFIELD 
O'Bannon  S  £ 

McLEANSBORO 

Denson  W  W 
Shoemaker  Jas  M 
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MARENGO 
Gault  Richard 

MARSHALL 
Cole  H  S 

MATTOON 
Gtttherie  E  T 

METROPOLIS  CITY 
Kerr  S  B 

MONMOUTH 
Hubble  L  J 

MONTICELLO 

Porter  W 
Smith  W 


i 


MT  CARMEL 

Httffhes  Wm  H 
Struck  J  D 

MOUNT  VERNON 
Hagebusch  W  H 

MURPHYSBORO 
Ritter  Chas  L 

NAPERVILLE 

Rassweiler  H  H 
Scott  Alvin 

NASHVILLE 
Holston  B  B 

OLNEY 
Cocn  Jas  T 

PARIS 
Howard  Geo  F 

PAXTON 
Johnson    V   E 

PEORIA 
Hatfield  S  K 

PROPHETSTOWN 
Griswold  E 

QUINCY 

Gill  Geo  C 

Quincjr   Adjustment  & 
Service  Bureau 

ROCHELLE 

Holmes  D  J 
McConaughy  E  L 

RUSHVILLE 

Craske  Henry 
Nail  Jas  R 
Pel  ton   Bros 
Seeley  Ev 
Whitson  Geo 

SPRINGFIELD 

Bellersheim  G  J 
Benjamin  D  T 
Flesch  R  B 
Hickox  G  C 
La  Rose  S  H 
Lanphier   J   C   Jr 
Rathburn  M  C 
Troxell  R  W 

SPRING  VALLEY 
Sweeney  John  J 

SUMMIT 
Skarin   C  Richard 

TAYLORVILLE 

Kinney  A  T 
Kinney  Fred  H 


TALUCA 
Gannon  John  D 

TUSCOLA 
Johnson  R  J  N 

VIRDEN 
Simons  H    C 

WILLMETTE 
Skelton  John 

WINCHESTER 
Smith  Dan  T 

WOODSTOCK 
Hyde  J  R 

WYOMING 
Imes  Elmer 


INDIANA 


AUBURN 

Baxter  Miles 
Weaver  D  H 

BOSWELL 
McAdams   A   B 

BRAZIL 

Finley  John  A 
Seiders  Wm  F 

BUTLER 
Campbell  R  C 

COLUMBIA  CITY 
Smith  A  C 

COVINGTON 
Brown  Chas  A 
Wolfe  Martin  I 

DECATUR 

Hooper  &  Lenhart 
Peterson  John   S 

DELPHI 
Bradshaw  W  H 

EVANSVILLE 
Cook  S  W  &  Co 
Odell  I  H  &  Son 

FORT  WAYNE 
Beahler  John  E 
Jones  Fred  H 

GARRETT 

Brown  H  M 
Gage  G   E 

GREENFIELD 

Cooper  D  B  &  Son 
Cooper  M  P 

HAMMOND 

Reed  Pump  Construction 
Co 

HUNTINGBURQ 

Reutepholen  Daniel 

HUNTINGDON 
Allen  E  E 


INDIANAPOUS 

McGilliard   &    Mum  ford 
Western    Adjustment    & 
Inspecton  Co 

JASPER 
WUson  W  A 

KENDALLVILLE 
Stahl  Jos  T 

KOKOMO 
Drinkwater  W  W 

LAFAYETTE 

Drasser  Wm  A 
Moore  £  L 

LOGANSPORT 

Closson  S  M 
Closson  £  D 
Heffley  C  O 

MARION 
Wiley  W  H 

MARTINSVILLE 

Avery  Chas  A 
Rose  A  G 

MONTPELIER 
Shook  John  T 

MOUNT  VERNON 
Wade  Edwin 

MUNaE 
Bishop  E  W 

NOBLES  VILLE 
Cardwell  M  L 

ROCHESTER 

Dillon  Andrew 
Guither  David 
Troutman  J  E 

ROCKPORT 

Jennings  J  H 
Mason  C  C 

SOUTH  BEND 
Kelley  W  P 

THORNTOWN 
Lyster  Geo 

TIPTON 
Richman  C  J 

VERSAILLES 
Cooley  Omer  H 

WARSAW 

Coleman  J  W 
Mathews  Earnest 

WASHINGTON 
Johnson  &  Ellis 

WATERLOO 
Spcer   C  O 

WESTFIELD 
Biay  W  C 


IOWA 


ALBIA 
Pennington   S    W 


BELLE  PLAINE 
Milner  J  C 

BELLEVUE 
Becker  J  S 

BURLINGTON 
Wesner  E  M 

CARROLL 
Dougherty  J  A 

CASCADE 

Hayes  J  M 
McMillan  Thos 

CEDAR  RAPIDS 

Anderson  Lew 
Qements  J  J 
Hook  C  W 
Watson  C 

CINCINNATI 

Ketchama  F  C 
McDonald   T   C 
Wood  &  Johnson 

CLARIOK 

Goslin  Matt 
McCoy  F  J 

COLFAX 
Hahn  J  H 

CORTANA 
Roe  B  F 

CRESTON 
Dougherty  T  S  H 

DAVENPORT 

Harrison  W  H 
Snider  W  H 

DENISON 
Richardson  Bros 

DES  MOINES 

Qark  A  E 
Hanna  C  E 
Iowa  Adjustment  Co 
McGuire  H  H 
Newman  Geo  C 
Smith  M  H 
Warushuis  J  W 
Western   Adjusting  Agcy 
Wright  C  B 

DEWITT 

Hawes  J  W 
Morris  S  J 

DUBUQUE 
Fitx  Al 


Hartey   T   C 
Merritt  Wi 


FORT  DODGE 

m  M 

FORT  MADISON 

Downs  John 
Scherfe  W  A 

GUTTENBERG 

Borman  A  H 
Eckart  J  P 

HUMBOLDT 
King  J  W 

IDA  GROVE 
Moorchead  A  H 

INDEPENDENCE 
McGttire  W  P 
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JEFFERSON 
ADdaton  S  B 

KEOKUK 
Ofcrton  F  C 

LAKE  CITY 
Freemin  J  N 

LA  PORTE 
Banger  Geo 

LE  MARS 
Minick  A  A 

McGregor 

Walker  CW 

MILFORD 
Griffith  F  E 

MOUNT  AYR 

Beard  H  C 
Smith  R  C 

NEWTON 
Brtmncr  J  G 
Coon  Oscar  A 

NORA  SPRINGS 
Waterbtary  O  P 

OTTUMWA 
Wellman  R  E 

PANORA 
Ferree  C   F 

PERRY 
French  L  A 

SCRANTON 
Dark  B  O 

SHENANDOAH 
Fleisback  C  E 

SIOUX  OTY 

Gniney  H  P 
Gnmej  Chas   L 
Wilson   Henry 

SPIRIT  LAKE 
Van  Stcenberg  B  B 

STUART 

Bacus  John 
Bamett  S  P 

TOLEDO 
Mclntyre  W  H 

WATERLOO 
Miller  Carl  T 

WEBSTER   CITY 
Miller  Roy  W 

WEST   UNION 
Kent   A   D 

WHAT  CHEER 
Brokaw  W  E 

WILTON 
Wildasin   H   Henry 


KANSAS 


ANTHONY 
JenningB  Lr  G 


ARKANSAS   CITY 
Drebmer  J  ^ 

ATCHISON 
Ostertag  W  C 

BAXTER  SPRINGS 
Daniels  W  C 

CAWKER  CITY 
Tucker  J  W 

CLAY    CENTER 

Gay  F  V 
Withers  G  A 

ELLSWORTH 

Seaver  W  R 
Shaw  Eld«n  R 

FORT  SCOTT 

Cormany   W   A 

GARDEN  CITY 
Stocks  Ralph  C 

GREAT  BEND 
Taylor  Arthur  E 

HUTCHINSON 

Klnkel  John  M 
Kinkel  W  P 

lOLA 
Smith  &  Travis 

KANSAS  CITY 
Giersberg  G  J 

KINGMAN 
Cragun  John  A 

LAWRENCE 

Benedict  F  M 
Gardner  T 

LEAVENWORTH 
Suydam  E  K 

LYNDON 
Httssey  L  F 

LYONS 

Aikin  John 
Hartronft  A  G 
Needham  L  C 

Mcpherson 

Hendry  Alex  S 

MARION 

Case  Rosse 
Richardson  S  E 

MARYSVILLE 
Morse  O  J 

OLATHE 
Zercher  D  C 

OSAGE  CITY 

iones  John  E 
fusserly  C  G 

OTTAWA 
Porter  Cary  M 

PARSONS 
Noyes  A  H 

PITTSBURG 

Smith  Victor  A 
Werner  F  C 


SALINA 
CrsTens  R  P 

STOCKTON 
McKanna  P  H 

TOPEKA 

Battershill    John 

VALLEY  FALLS 
Strawn  S  M 

WASHINGTON 
Hood  J  K 

WICHITA 
Gribi  S  G 

WIN]fIELD 
Eaton  T  J 


KENTUCKY 


ADAIRVILLE 
Moore  Edwin  R 

ASHLAND 

>owell  R  G 
Haskell  Harry 

AUGUSTA 
Gray  Charles  L 

BOWLING   GREEN 

Southern   Adjustment 
Bureau 

CAMPBELLSVILLE 
Kerr  J  W 

CATLETTSBURG 
Morcum  Harry  G 

CLINTON 
Ramsey  E  D 

EVANSVILLE 
Odell  I  H 

FRANKLIN 
Gillespie  Bros 

GEORGETOWN 
Moore  Hugh  A 

GREENVILLE 
Morgan  J  P 

HARRODSBURG 
Thompson  C  D 

HENDERSON 
Cromwell  Sam  H 

LAWRENCEBURG 

Bond   Wilks 
Grain  John  H 

LEBANON 
Rubel  W  W 

LEXINGTON 

Brock   W  B 
Chinn  &  Lowell 
King  W  &   Son 


LOUISVILLE 

Boiling  A  F 
Campbell   PhUip 
Drake  Frank 
French  Stephen 
Pouder  T   V 
Southern   Adjustment 

Bureau 
Young  H  W 

MAYFIELD 
Stanfield  W  B 

MIDDLESBORO 

Kinnaird  Wm  J 
Sleet  Wm  C 

MT  STERLING 

Coleman  J  L 
Hoilman   J   M 
Snyder  Geo  R 

MURRAY 

Cromwell    Samuel 
Holton  M  D 

NEWPORT 

Western  Adjustment  & 
Inspection   Co 

NICHOLASVILLE 

Knight  J  B 
Sparks  K   M 
Wilds    Thos  G 
Wolf  B 

PADUCAH 

Boone  F  C 
Rose  C  C 

PIKEVILLE 

Rogers  &  Bevins 
Sawards  Jas 

RICHMOND 
Breck  D  H 


LOUISIANA 


ALEXANDRIA 

Perley  B.  Jones 

Adjuster  of  Fire 
Losses 

P.  O.  Box  639, 

Monroe,  La. 

Office.  215  Central 

SaTingt  Bank  BIdg. 

P.  O.  Box  110 

Alexandria,  La. 

Office,  113  DeSoto  St. 

Matters  referred  ts  either  sfflce 
will  rccelre  carets!  tttestioa* 

BASTROP 
Brodnax  J  R 

CROWLEY 
Acadia  Ins  Asency 
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MONROE 
Jones  Perley  B 

NEW  ORLEANS 

Crescent   Adjustment  Ir 

Inspection  Co 
Kennedy  J  J 
Miazza   J    S 
New  Orleans  Adjustment 

Co  Ltd 
Pescay   Chas   H 
Richardson  H  D 
Southern  Adjustment  Co 

SHREVEPORT 

Pescay  &  Billings 
Prescott  J  H 

VIDALIA 

New  Orleans  Adjustment 
Co 


MAINE 


AUBURN 

Ballard  S  K 
Greenleaf  Elbridge  M 
Kecne  F  W 
Kreeland    Silas   K 
Marquis  W  S 
Warren  Andrew  F 

AUGUSTA 

Carll  E  C 
Downing  Charles  E 
Downing  C  S 

BANGOR 

Carter  John  T 
Cutter  Leslie  W 
Gatchell  Elmer  N 
Lancaster  M  H 
Nelson  George  G 
Nelson   O 

BAR  HARBOR 
BurrUl  F  C 

BATH 
Crosby  £  S 

BIDPEFORD 
Renouf  Narcisse  P 

BREWER 
Burr  E  B 

CALAIS 

Murchie  H<9ward 
St  Clair  Athley 

CANTON 
Richardson  O  M 

DOVER 

Howard  G  E 
Whitney  E  E 

EASTPORT 

Bradish  Scott  P 
Loring  Geo   C 

ELLSWORTH 
Taplcy  O  W 

FREEPORT 

Gould  F  E 
Rogers  Horace 

GARDINER 

Bailey  A 
Jordan  A  H 


HALLOWELL 

Brosdstreet  L  E 
Getcbell  Horace 

HOULTON 

Donnell  W  C 
Gentle  Geo  S 

KENNEBUNK 
Cole  C  H 

KITTERY 
Locke  Wm  W 

LEWISTON 

Day  G  J 
Earle  H  M  S 
Frost  H  E 
Keene  F  W 
Lawrence  W^P 
Lewis  L  A 
Marquis  W  S 
Warren  A  F 

OLD   TOWN 

Hortwell  E  T 
McNaughton  James  A 
WUbur  Geo  H 

PORTLAND 

Hay  Geo  G 
Shearman  John  E 

ROCKLAND 

Glover  E   F 
Spear  E  L 

RUMFORD  FALLS 
Elliott  H  L 

SKOWHEGAN 
Folsom-Jones    Charles 

WATERVILLE 
Glenon  R  M 

WINTHROP 
Foster  H  E 

YARMOUTH 
Seabury  J   A 


MARYLAND 

ANNAPOUS 
Wheatley  Arthur  B 

BALTIMORE 

THOMAS  L  BONO 
Adjuster 

508  American   Building 

BALTIMORE,  IND. 
Deming  J  C 


General   Adjustment 

Bureau 
Nelson  John  M 

CAMBRIDGE 

Brown  J  Ben 
Thomas  Wm  H 

CENTREVILLE 
Gibson  W  H 

CRISFIELD 
Wyatt  Edward  P 

ROCKVILLE 
Ischeffeby  E  L 


MASSACHUSETTS 


Harry  S.  Gardner 

Fire  Insurance 
Adjuster 

88  SOUTH  STREET 
BALTIMORE,  MD. 

Tsleplioii«»  St.  Paul  5693 


ARLINGTON 
Kenty  Geo  W 

BELMONT 

Reynolds  &  Co 
Trenholxn  C  £ 

BOSTON 

Allen  G  H 
Brooks  C  K 
Buell  Geo  L 
Clark  Arthur  A 
Grover  J  W 
Hill  H  C 
Hughes  Thos   R 
Wheelock  H  S 
Whitney  H  F 

BROCKTON 

Jackson  John  A 
Jackson  Ralph  P 
Swain  David  G 

CAMBRIDGE 
Wentworth  Reuben 

CLINTON 

Lowe  H   H 
Perham  A  O 
Philbin  J  J 

DEDHAM 

Rogers  M  J 
Stevens  H  H 

EVERETT 

Armstrong  William  B 
Hughes  Peter 
Sanders  W  B 
Thurston  Ralph 

FALL   RIVER 

Darling  Joseph  M 
Leeming  A  H 

FITCHBURG 

Carter  W  C 
LitUehall  J  D 

FRANKLIN 
Woodward  P  A 

GLOUCESTER 

Clark  Benj  L 
Griffin  Edward  S 
Maddix  W  Austin 
Watson  Maylor 

GT  BARRINGTON 

Evans  E  B 
Shufelt  H  F 


HOLYOKE 

Judd  Chas  C 
Ranger  W  E 

HUDSON 
Fletcher  A  L 

LEXINGTON 

Hill  Willard  C 
Norris  J  L 
O'Conner  Timothy  H 

LONG  MEADOW 

Eaton  John  D 
Watters  Thomas 

LOWELL 

Baker  £  G 
Nelson  H  C 
O'Connor  John  J 
Penn  W  H 
Wiggins  B  H  Co 

MALDEN 
Qark  Chaa  F 

MANSFIELD 

AngeU  W  H 
Foster  G  L 
Haskell  Chas 
Packard  L  S 

MARBLEHEAD 

Hathaway  G  R 
Slee  Chas  A 

MARLBOROUGH 

Frye   Leslie  H 
Hurley  Thomaa  P 

MEDFIELD 
Ryan  W  C 

MEDFOKD 
Gibson  Richard 

MELROSE 

Burke  Geo  W 
Scwall  A  W 
Stewart  John  A 

M£LROSE  HIGH- 
LANDS 

Stewart  John  A 

MILFORD 

Dillon  Frank  P 
Whitney  Geo  S 

NATICK 

Barker  Robt  T 
Barker  W  F 
Farwell  Edwin 
Felton   Daniel   C 
Pulsifer    Frank  F 
Sweetland  Chas  F 
Wilson  £mest  T 

NEEDHAM 
Walker  R  B 

NEW  BEDFORI> 
Jones   Jonathan 

NEWBURYPORT 

Adams  R  G 
Hatch  O  F 

NORTH  ADAMS 

Button  John  R 
Ford  C  W 
MUler  George  F 
Spencer   HA 
Stebins  George  H 
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NORTH  ATTLEBORO 
Parker  A  T 

NORTH  SCITUATE 
Ainslie  J  R 

PEABODY 

Farrinston  Geo  C 
SpaoJomg  Geo  E 

QUINCY 

Litchfield  A  L 
Nelson  Albert 
WUliama  P  J 

ROCKPORT 

Strople  Geo  E 

SALEM 

Fowler  Chas  B 
Pitman  G  W 
Rhyno  Oacar  L 
Steams  E  A 

SO  BOSTON 
Rodd  Wm  G 

SO   HADLEY 
Judd  Burritt 

SPRINGFIELD 

Dearborn   W  F  Jr 
Parsons  F  D 
Wattcrs   Thos    D 

STOUGHTON 

Talbott  J  Elmer 
White  Fred  H 
Witt  H  C 

TOPSFIELD 
Clarke  Arthur  A 

UXBRIDGE 
Hobbs  Geo  T 

WAKEFIELD 

Bancroft  Clinton  L 
Cox  Frank  E 
Prescott  Wm  A 

WALTHAM 

Bull  E  H 
Rose  N  T 
Walker  E  A 

WARE 
ComminRs  H  P 


MICHIGAN 


«>ainmmgs 
Davis  if  C 


WATERTOWN 

Hodge  Charles  H 
Hutchins  Arthur  L 
Iliffe  Wm  H 
Wilson  Wm  H 

WESTFIELD 
Green  Arthur  E 

WESTMINSTER 
Barron  C  C 

WEST  NEWTON 
ColegroTe  W  S 

WILLIAM  STOWN 

Roberts  Nelson 
Smedley  P  A 


ADRIAN 

Boyd  Robt 
Joslin  T  M 

ALPENA 

Blackburn  W  A 
Prince  W  A 

ANN  ARBOR 
HaUer  H  Walter 

BAY  CITY 

Lewis  Henry  S 
Miller  A  R 
Spear  Fred  B 

BIG  RAPIDS 
Bennett  A  W 

CADILLAC 
Bowen  Frank  E 

CHEBOYGAN 
Moloney  V  S 

COLDWATER 
Crandall  E  R 

DETROIT 

Brooks  Fred  S 

Craig.  Wright,  Walker  & 

Arden 
Hoit  &  Dinning 
Policyholders  Serrioe  & 

Adjustment  Co 
Western  Adjustment  ft 

Inspection  Co 

DURAND 

RIdridge  F  L 
Patchd  S  C 

FENTON 

Corrigan  C  L 
fennings  John  J 
Murphy  D  J 
Phillips  C  J 

FLINT 
Palmer    Jonathan 

GRAND  HAVEN 
Andrews  D  W 

GRAND  LEDGE 
Ewings  J  W 

GRAND  RAPIDS 

Champlin  Frederick  M 
Pond  Leon  I 
Rowson  John 
Shaw  H  B 

Western    Adjustment    & 
Inspection  Co 

GREENVILLE 
Kemp  O  C 

HILLSDALE 

March  Geo  K 
Sutton   J   R 

IRON  MOUNTAIN 
MUler  R  Theo 

ITHACA 
Barstow  W  H 

KALAMAZOO 
Frink  Allen  C 


LANSING 

Central  Adjustment  Co 
Chafey  M  F 
Gooddl  Geo  M 
Tenison  O  A 
Ruch  F  C 

LUTHER 
Fairbanks  E 

MARQUETTE 
Wright  W  S 

MARSHALL 
Miller  C  O 

MONROE 
Greenwood  Wm  T 

MOUNT  CLEMENS 
Gennelocker  Frank   G 

NILES 
Corell  G  E 

PETOSKEY 
McCune  W  G 

PORT  AUSTIN 
Hall  James  H 

PORT  HURON 
Phillips   &   Wright 

ROMEO 
Phillit>s  G  W 
Seaman  B  N 

SAGINAW 

Reider  C  P 
Weinecke  A 
Welzeehn  A  C 
Wheeler  J  M 

ST   IGXACE 
Fletcher   Lewis   C 

SALINE 
Hawkhurst  W  K 

ST  LOUIS 

Mey  Otto  F 
Phillips  £  C 

TRAVERSE   aTY 
Hastings  R  S 

W.   BAY   CITY 

Birchard  S  R 
Lewis  H  S 
Phillips  W  H 
Spear  F  B 
Van  Tuyl  E 

YALE 
Herber  B  N 


MINNESOTA 


BRAINERD 

Erickson  C  A 
Husemann  £  H 
Jackson  J   E 
Rowley  C  B 
White  I  U 


CHATFIELD 

Bibbins  S  £ 

DULUTH 

Stark  Charles  A 
Western    Adjustment    & 
Inspection  Co 

FERGUS  FALLS 
Lowry  G  B 

GLENCOE 
Danek  J  L  T 

GRACE  VILLE 
Baird  £  C 

KENYON 
Borlang  Arthur 

LANESBORRO 
French  J  G 

UTCHFIELD 
Dart  Chas  H 

MANKATO 
Johnson  J  A 

MINNEAPOLIS 

Hitchcock  Edw  M 
Lee  John  B  Co 
Western    Adjustment    ft 
Inspection  Co 

MOOREHEAD 
Wolfe  J  Pierce 

ROCHESTER 
Holt   I)  H 

ST.   PAUL 

Titcomb  H 

Western  Adjustment  ft 
Inspection  Co 

ST.  PETER 
Miller  E  E 

SLEEPY  EYE 

Tlomeier  H  C 
Smith  W  W 

TWO  HARBORS 
Spurbeck  Geo  H 

WADENA 
Hurst  Greenlaw 


MISSISSIPPI 


BRANDON 
Mayers  D  M 

GREENWOOD 
Benjamin  O  M  Jr 

GULFPORT 
Bibb  H  T 

JACKSON 

Emery  C  C 
Henry  Robt 
Weille   A  A 
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MERIDIAN 
Johnson  &  Lloyd 

VICKSBURG 

Jolios  N.  Klein 

Adjuster  of 
Fire  Losses 

Yicksbors,  Miss. 

WeiUe  A  A 

WEST  POINT 
Lagrone  &  Carothers 


MISSOURI 


BLOOMFIELD 
O'Heren  W  Moy 

BOUVAR 
Leavitt  J  M 

BOWUNG  GREEN 
Wise  Geo  C 

BROOKFIELD 
Rusk  Elmer  M 

CAPE  GIRARDEAU 
Bridges  H  W 

CHARLESTON 
Kirkpatrick  Chas  E 

COLUMBIA 

Columbia    Ins    &    Rental 
Agency 

GALLATIN 
Handy  W  R 

GLASGOW 
Price  Austin  B 

GRANT  CITY 
Welch  Melton 

HANNIBAL 

Qayton  George  D 
Clayton  Robert  M 

HARRISONVILLE 
Hoover  S  W 

JOPLIN 

Dufflemeyer   C  F 
Matthews  Frank  L 
Musselman  H 

KANSAS  CITY 

Crosson  &  Collins 

Good  C  W 

Griffith  T  E 

Harris  A   B 

Kohman  Jos  P 

Shirley  D  W 

Trent  John    A 

Walsh  Charles  A 

Welsh  Milton 

Western    Adjustment    ft 

Inspection  Co 
Whittemore  T 
Zimmerman  Mr 


KIRKSVILLE 
Henderson  C  L 

LEES  SUMMIT 
McDowell  H  H 

LOUISIANA 
Wiseman  F  J 

MALDEN 
Morris  In  M 

MARSHALL 

Fisher  J  T 
Fleming  J  D 
PhiUips  J  R 

MEXICO 
Ricketts  J  T 

MONETT 
Edgar  George 

MONROE  CITY 
Davenport  D  R 

MOUNTAIN  GROVE 
Allen  J  W 

PATTONSBURG 
Meadows  C  M 

POPLAR  BLUFF 
Robinson  E  M 

ROCKPORT 
Bressler  W  M 

ROLLA 
Dowd  F  E 

ST   JOSEPH 
Hoehn  Wm 

ST.  LOUIS 

Butler  &  Son  W  C 
Lowe  S  £ 

Western     Adjustment    ft 
Inspection  Co 

SAVANNAH 
Sheppard  S  A 

SEDALIA 

Espenacheid  A  P 
Hoffman  F  E 

SHELBINA 
Manning  W  S 

SLATER 

Bridges  Chas  W 
Stcrrett   J    B 

SPRINGFIELD 

Dixon  Guy  E 
Oldham   W  O 
Porter  R  H 

STANSBERRY 
McCarty  James  M 

SWEET  SPRINGS 
Comileus  Thos  J 

THAYER 
Miley  Geo  M 

TIPTON 
Morris  W  M 

TROY 
Martin  Chas  S 


WASHINGTON 
Peitz  P  F 

WEBB  CITY 
Funk  J  J 

WHITE  PLAINS 
Coff  G  H 


MONTANA 


BOZEMAN 
Donlop  Chas  E 

BUTTE  aTY 

Luke  R  A 

Pacific    Adjustment    Bu- 
reau 
Wanvig  H  F 

DEER  LODGE 
Wyckhoff  Jerome 

GREAT  FALLS 
Gilchrist  W  R 

HELENA 

Lockie   R 
Luke  R  A 
Poznanski  Sol 

LIVINGSTON 
Walsh  M  J 

MISSOULA 
Stoddard  Fred  C 


NEBRASKA 


ALLIANCE 

Gray  J  B 
Guthrie  J  W 

BEATRICE 
Hill  Walter  D 

BLUE  HILL 
Simpson  A  R 

BLUE    SPRINGS 
Casebeer  J  H 

CLAY    CENTER 
Palmer  H  C 

COMSTOCK 
Lewis  F 

CREIGHTON 

Cheney  H  A 
Moore  F 
Strain  W  A 

FRIEND 

Ball  John 
Newby  W  L 

GRAND  ISLAND 
Garmire  Mr 


HASTINGS 

Madgett  Bros 
Reynolds  W  A 

HEBRON 
Garmier  J  D 

HUMBOLDT 
Walsh  PK 

LEXINGTON 
Krdtz  FP 

LINCOLD 

Baldwin  A  J 
Elgas  C  R 
Evans  A  G 
Folaom  E  C 

McCOOK 

KeUy  J  E 
Stayner  L  W 


MINDEN 
y 
Nelson  El 


Canaday  J  S 
~^uner 


NORFOLK 

Anderson  C  L 
Matthewson  &  Co 
Ramson  J  W  &  Son 
Thorbum  J  J 

NORTH  PLATTE 
Woodhurst  WHO 

OMAHA 

Funkhouaer    M  F 
Garmire  J  D 
Western    Adjustment   c 
Inspection  Co 

O'NEILL 

McAfferty  J  J 
McNichoJs  S 

SEWARD 

Landis  H  D 
Shick  Roy  R 

SOUTH  OMAHA 
Caldwell  P  C 

SUPERIOR 
PhiUips  F  M 

WEST  POINT 

Kranse  A  L 
Neligh  S  T  W 

YORK 
White  Wm  L 


NEVADA 


ELKO 
Henderson  Haydea 


NEW  HAMPSHIRE 


BERLIN 

Gilbert  John  B 
Snodgrass  Robert 
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CLAREMONT 

BeckwithH  R 
Story  W  H 

DOVER 
fiarrett  G  D 

EXETER 
Elven  Col  Rufus  N 

FRANKLIN 
Leach  Edward  G 

LANCASTER 
Nonne  Fred  H 

MANCHESTER 

Everett  W  Y 
McAUaster  GOman 

PLYMOUTH 
Ayer  C  J 
KimbaU  Wm  A 

PORTSMOUTH 
Sise  F  M 

ROCHESTER. 
Kendall  P  L 
Vanicy  C  W 


NEW  JERSEY 


ARLINGTON 
Chapman  Walter  R 

BAYONNE 

Bunn  John  W 

Seifken   E 

Yates  George  W 

BLAIRSTOWN 
Craig  A   B 

BOGOTA 
Cane  Fred  W 

BOUND    BROOK 
La  Tonrette  Eugene  D 

CAMDEN 

General     Adjustment 
Bureau 


DOVER 


Bers  O 


Drake   Bros 
Egbert  John  A 
Jones  Wm  F 
Shoemaker  W  V 

ENGLEWOOD 
Gttlnac  Jas  M 

GARFIELD 

Eberhardt  August 
Noonburg    A 
Russo   Jos 
Sabo  Geo  Jr 
Sojko    George 
Wamaar  H 

GLOUCESTER  CITY 

Hambleton  Wm  B 
MttUin  ft  McElhore 

GRENLOCH 
Joyce  Louis  C 


HACKENSACK 
Birley  G  H 

HAMMONTON 
Bemshouse  W 

HAWTHORNE 

Armstronj;  W  H 
Story  C  S 

JERSEY  CITY 
Muller  John  £ 

KEYPORT 

West  Robt 
Young  Dallas 

LONG  BRANCH 
Ferguson  Geo  £ 

MERCHANTVILLE 
Ruth  Frank 

MONTCLAIR 
Carlson  J  S 

NEW  BRUNSWICK 
Board  Louis  A 
Felton  Wm 
Rule  Geo  B 

ORANGE 

Gasner  Joseph  F 
Manners  Robert  R 

PATERSON 
Reynolds  F  R 

PHILIPSBURG 
Deichman  A  S 

PLAINFIELD 

General     Adjustment 

Bureau 
Haywood  Mr 


iiayw< 
MUlei 


er  &  Waltbie 

PLEASANTVILLE 

General  Adjustemnt  Bu- 
reau 
Wootton  Thomas  B 

RAHWAY 

Cook  Edward 
Muddell  D  Irving 

RUTHERFORD 

Newhouse  W  J 
Van  Winkle  Cbas  A 

SALEM 
Acton  I  O 

SOMERVILLE 

Myers  Hodge 
Swinton  Arthur  C 

SWEEDSBORO 
Acton  I  O 

TOM'S  RIVER 
Holmon  Geo  H 


WEST  HOBOKEN 
Hutchins  Geo  K 

WOODSTOWN 
Flitcraft  Franklin 


NEW  MEXICO 


ALBUQUERQUE 
CrisweU  B  F 

ARTESIA 
Dougherity  Walter  M 

CLOVIS 
Schenrich  C  A 

ROSWELL 
Kellahln  Robt 

SILVER  CITY 
Blevins  E  A 


NEW  YORK 


ALBANY 

Austin  Thos 
Dolan  Jas  A  &  Co 
Hibbs  C  H 
Hibbs  Chas  E 
Leavett  C  S 
Rose  W  C 

ATHENS 
Flint  Orin  Q 

BATH 
Davison  R  J 

BAY  SHORE 

Brewster  C  E 
Clark  S  T 
Terry  G  H 
Terry  R  H 

BINGHAMTON 

Allen  E  L 
Andrews  J  H 
Lacey  W  W 

BROOKLYN 

Brooklyn  Adjustment 

Bureau 
HUlyer  J  E 

BUFFALO 

Bowen  A  H  Co 
General    Adjustment 

Bureau 
Krause  E  F 
Sherwood  H  A 
Smith  Jno  J 

CAMDEN 

Morss  Geo  F 

CANANDAIGUA 

Church  E  C 
Raines  J 

CANTON 
Hemenway  S  C 

CATSKILL 

Bloodgood  C  E 
Harding  Geo 
Hunter  W  C 
Nichols  C  E 
Sage  O  V 

COHOES 

Buchanan  W  D 
Calkins   H   G 


CORINTH 
Smith   L 

CORNING 
Franz  M  J 

CORNWALL 
Taylor  H  R 

COURDEN 
Morss  G  F 

CUBA 
Ormiston  W  D 

DELHI 
Nichols  O  S 

ELMIRA 

Herrick  F  D 
King  A  A 
Swan  F  W 

FLUSHING 
Hillyer  J  E 

FORT  EDWARD 
Hoodgman  A  C 

FREDONIA 

Luke  John  F 
Salhoff  Louis  A 
Sly  Wm 

FREEPORT 
Miner  Wm  G 

GLENS  FALLS 
Shippy  Frank  L 

GOSHEN 
Edwards  F  J 

HERKIMER 

Hines   Stephen 
Small  Isaac  Q 

HORNELL 
Murray  W  H 

JAMAICA 
WatU  J  Tyler 

JOHNSTOWN 

Case  M  L 
Simmons  P  M 

KINGSTON 
Angle  E  L 

LITTLE  FALLS 
Norris  G  W 

LYONS 
Lake  Luther  S 

MALONE 
Edwards  A  A 

MASSENA 
Britton  G  £ 

MIDDLETOWN 
Dolson  R  H 

MONTGOMERY 
Wilkin  J  M 

MT.  VERNON 

Bradley  G  G 
McCartan  A  J 

NAPLES 

Renoldson  J  A 
Warren  H  S 
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NEWBURGH 
Templeton  Jas  F 

NEW  YORK 

Alliffer   R   D 

Applegate   F  M 

Branson  G  R 

Freeman  W  R 

General  Adjustment 
Bureau     (stock    owned 
by    insurance    compan- 
ies) 

Hallett  Geo  H 

Haywood  T  C 

Hopwood  E  6 

Kramer  H 

LaTourette  E  D 

Mac  Kowin  J  T 

Manhattan   Adjusting   Co 

Pitcher   W   R 

Place  W   W 

Potter   N   F 

Selleck  A   M 

Spencer   A  P 

Stephens  J  W 

Temple  T  J 

Walton  EBB 

Walton  E  D  B  Jr 

Walton  S  T 

Welch  Ira 

m  I.  m 


ADJUSTER 


55  John  street 

NEW  YORK 

Wood  H  P 
Wyman  L  A 

OGDENSBURG 
Smith  E  C  J 

CLEAN 

Collins  I  P 
Larkin  J  M 
Pelton  W  L 

ONEIDA 

Avery  Geo  F 
Hamblin  A  D 
Jdinson  L  H 

ONEONTA 

Borst  Sam 
McFee  F 

PATCHOGUE 
Price  J  M 

PEEKSKILL 

Barger  O  V 
Strang  A    F 

PENN  YAN 
Goodspeed  J  C 

PORT  RICHMOND 
Braman  W  M 

POTSDAM 
Brownell  L  J 


PULASKI 
Parkhurst  J  W 

ROCHESTER 

Barry  S  J 

Gen   Adjustment    Bureau 

ROME 
Bouton  E  L 

SALAMANCA 
Gates  De  Forest 

SARANAC  LAKE 
Young  E  R 

SARATOGA  SPRINGS 
Wemple  J  R 

SENECA    FALLS 
McKevitt  Chas 

STAPLETON 
Cornell  D  T 

SYRACUSE 

Gen  Adjustment  Bureau 
Wadsworth  D  £ 

TARRYTOWN 
Brewer   Jas   H 

TOTTENVILLE 
Fisher   &  Walkeh 

TROY 

Buell    F    F 
Thiessen  L  J 

WARRENSBURG 
Reoux  E  Lonis 

WATKINS 
Pellet  W  M 

WELLSVILLE 

Ellison  Ray 
Knight  B 

W.  NEW  BRIGHTON 
Smith  J  F 

WHITE  PLAINS 
Moule  B  D 


NO  CAROLINA 


ASHEVILLE 
Fitigerald  Wm  J 

CHARLOTTE 

Brothers  Ben  M 
Cochrane  R  L 
Griffith  Thomas 
Hunter  M  G 
Thomas  J  S 

DURHAM 
Griswold  W  J 

ENFIELD 
Wilkinson  W  S 

GOLDSBORO 
Dewey  E  B 


GREENSBORO 

Ashley  W  E 
Cox  E  G 
Land  E  C 
Murray  R  W 
Piatt  L  H 
Strudwick  F  N 

LITTLETON 

Harrison  T  N 

LUMBERTON 
WUliams  Q  T 

NEW  BERN 
Rhodes  &  Underwood 

RALEIGH 

Dortch  Gavin  H 
Hay  T  T 
Williams  Gordon 

REIDSVILLE 
Womack  Frandt 

ROCKY  MOUNT 

Wilkinson   Geo  A 
Wilkinson  W  S 

SCOTLAND  NECK 
Alexander  J  H  Jr 

STATESVILLE 
Carlton  J   F 

TARBORO 
Jacks  Thos  B 

WAYNESVILLE 

Atkins  James  Jr 
Withers  E  L 

WELDON 
Stainbach  D  E 

WILSON 
Connor  D  M 

WINSTON-SALEM 
Barber  Thos 


NO  DAKOTA 


CASSELTON 
Smith  D  S 

FARGO 

Baker  R  T 
Baker  T  Jr 
Whittlesey  Chas  S 
GRAFTON 

Hall  J  E 
Hostetter  M  W 

GRAND   FORKS 

Schultheis  A  G 
Webster  O  A 

LAKOTA 
Baird  J  A 

MANDAN 
Gary  L  N  &  Co 

VALLEY  aTY 

Dark  D  W 
Lund  C  G 
O'MaJly  D 
Pierce  A  F 
Secor  W  C 


OHIO 


BOWLING  GREEN 

Beverstock  Edw 
Lenhart  C  W 

BRIDGEPORT 
Holmes  C  A 

BUCYRUS 

Monett  L 
Yeogly  L 

CARROLLTON 
Getzman  D 

CTNCINNATI 

Coker  Geo 

Western  Adjustment  ft 
Inmctioo  Co  (R  ] 
Buningame  Mgr) 

Woodward  Warren 

CLEVELAND 

Carroll  Frank  C 
Hower  Charles  H 
Manning  A  R 
Western    Adjustment  ft 
Inspection  Co 

CLINTON  VILLE 
Parsons  A  W 

COLUMBUS 

Foster  R  J 
I  McKay  A  F 
Parsons  A  W 

DAYTON 

Knecht  Charles  P 
Knecht  George  W 
Whitney  Russ  L 

DENNISON 
Reis  L 

DOYLESTOWN 
Meech   J  B 

ELMWOOD  PLACE 
Thompson  H  P 

GALUPOUS 
Wall  P  T 

IRONTON 
Berkley  J   W 

JAMESTOWN 
Qemans  W  L 

LOUDONVILLE 

Bird  Sparks 
Huffman  D  M 

MARIETTA 
Cooke  R  D 

MOUNT  VERNON 

Anderson  Walter  C 
Denman  William 

NEW  RICHMOND 
Davis  Robert  A 

NEWARK 

Ferguson  Waller 
Phillips  P  S 

NILES 
Campbell    James   B. 
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PAINESVILLE 
Carroll  F  C 

POMEROY 
Webster   Manning    S 

SPRINGFIELD 
Fanner  F  M 

TOLEDO 

Cliarles  E  Cortis 

Adluster 

SecMd  Natiooal  Baok 
BfliMiig,  Toledo 


TORONTO 
Johnson  G 

WELSTON 
Evani  W  L 

WILMINGTON 
Braun  C  M 


OKLAHOMA 


CHANDLER 
Hoyt  F  B 

DURANT 
Schcercr  G  J 

EL  RENO 
Fmch  W  J 

ENID 

Qarke  Geo 
Wellcr  F  W 

MUSKOGEE 
MOler  Julius  M 

OKLAHOMA  CITY 
Bates  Adjustment  Co 

OKMULGEE 
Marn  £  W 

PONCA 
Ravlisgs  W  M 


OREGON 


ALBANY 

Merrill  H  F 
Ralston  J  M 
Senders  M 


FOREST    GROVE 

Bankers  &   Merchants 
Fire  Relief  Assn 

GRANT'S  PASS 
Hendricks  B  H 

LA  GRANDE 
Sargent  Wm  B 

PORTLAND 

Grant  H  M 
Lloyd  W  G 
Mayer  J   Alex 
Shankland  T  C 

ROSEBURG 
Pargeter  H  O 

SALEM 
RAdcUff  H  S 

THE  DALLES 
Hudson  T  A 


PENNSYLVANIA 


ALLENTOWN 
Vingling  John  J 

ALTOONA 
Green  F  M 

ASHLAND 
Davis  J  B  &  Bros 

BEAVER  FALLS 

Brierly  F  K 
Cook  F  P 
Martsoly  J  D 

BENNETT 
Young  W  A 

BETHLEHEM 

Faust  J  D 
LUly  W    E 

BIRDSBORO 
Focht  L  H 

BRADFORD 
Bauer  Robert 

CANTON 
Qereland  £  J 

CHAMBERSBURG 
Bollinger  £  E 

CLEARFIELD 

Barclay  John  C 
Helmboldt  &  Stewart 

COLUMBIA 
Kauffman  C  C 

CORRY 

Auer  Harry 
Davis  F  E 

DU  BOIS 

Hatten  W 
Stockdale  Geo  A 

EPHRATA 

Buch  J  W 
Hershey  E  K 
Waever  S  L 


ERIE 
Ma  honey  C  J 

HARRISBURG 
Gager  E  J 

HAZLETON 

Renner  Eara  A 
Stroh  C  O 

HONESDALE 
Robinson  J  B 

HUNTINGTON 
Surgart  W  Emmert 

INDIANA 
Pamell  J  E 

LANCASTER 
Howell  Henry  B 

LOCK  HAVEN 

Betts  W  T 
Culp  G  E 
Good  D  F 

McKEES  ROCK 
Kann  B 

>f  \HAXOY  CITY 
Davis  J  B  &  Bros 

MANSFIELD 
Hoard  J  S 

MEADVILLE 

Culbertson,     Gelvia     & 
Jackson 

MILLVALE 
Young  W  A 

NAZARETH 
Clewell  H  E 

NORTHEAST 
Hill  C  C 

PARKER  CITY 
Findlay  A  G 

PATTON 
Pamell  Cower  &  Co 

PHILADELPHIA 

Campbell  Jno  J 
General  Adjustment 

Bureau 
Nelson  Thos  T 
Whitall  Wm  H 
Williamson  A 

PITTSBURG 

Cobban  Walter  H  Co 
General   Adjustment 

Bureau 
Hall  Adiustment  Co 
Hart  J  S 
Kann  B 
Strobel  W  D  Jr 

POTTSTOWN 
Bernhart  A  J 

POTTSVILLE 

Davis  J  B  &  Bros 
Herb  T  S 

READING 
Billman  Geo  W 

ST  MARYS 

Hauber  Geo 
Valentine  T  J  Jr 


SAYRE 

Empire-Keystone  Adjust- 
ment Co  (T  J  Leahey» 
Mgr.) 

SCOTTDALE 
Kelly  O  F 

SCRANTON 
Boland  C  G 
Campbell    John    J 
Luce  J   S 
Paine  H  E 

SHARON 

Cohen  Henry  M 
Sally  Martin 
Wright  James  A 

SHENANDOAH 

Bachman  Daniel 
Bierstein   P  W 
Davis  Jesse  B  &  Bros 
RaUburg  E 

SHICKSHINNY 
Post  F  J 

SHIPPENSBURG 
Powell  D  N 

STEELTON 

AUeman  M  R 
Howard  H  H 

TITUS  VI LLE 
Cooley  A  P 

TREMONT 

Hibshman  W  H 
Himmelberger  Henry 
Koop  L  W 
Moody  W  £ 

UNION  CTTY 
Sweet  A  G 

WARREN 

Alexander  W  A 
Rogers  U  S 

WATSONTOWN 
Fisher  B  F 

WELLSBOROUGH 
Young  £  B 

WEST  NEWTON 
Parker  A  J 

WILKESBARRE 

Armstrong  Wm 
Post  W  L 
Reinfeld  Theo 
WarbricJc  Wm 

WILLIAMSPORT 

Clinger  H  J  &  Son 
Hill  H  C 
Hoover  Grant 
Keinger  Mr 
Lunoy  F  K 

YORK 

Graybill    Geo 
Raffensberger  W  J 


RHODE  ISLAND 


PROVIDENCE 

Burrington  A  S 
Cross  F  D 
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SO  CAROLINA 


AIKEN 
Ashhurst  J  W 

BARNWELL 
Snelling  John  K 

BENNETTSVILLE 
Riley  D  J 

CHARLESTON 

iohnson  O  £ 
fiddletown  W  D 

CHESTER 
Hardin  Edward  H 

COLUMBIA 

Dial  G  L 
Gaillard  A  S 
McDonald  R  H 

EASLEY 
McCaTey  £  P 

GAFFNEY    CITY 

Pridmore  J  G 
Smith  C  M 

GEORGETOWN 

Fraser  J  H 
Sian  F  L 

GREENVILLE 
Hard  C  F 

GREENWOOD 
Dowling  G  G 

HARTSVILLE 

Lawton  J  J 
Richardson  J  M 

LAURENS 

Tolhert  J  F 
McSwain    W   A 

NEWBERRY 
McSwain  W  A 

SPARTANBURG 

Calhoun   Julian 
Cofield  Jas 

SUMTER 
Haynsworth  G  E 

UNION 
McNally 

YORKVILL  E 
Grist    Sam    M 


SO  DAKOTA 


ABERDEEN 

Boles  Geo 
Buchanan  C  M 
Reed  C  O 

BRYANT 
Getffing  S  B 


CASTLEWOOD 
Strait  Nathan 

CHAMBERLAIN 
Tidrick  C  D 

DEADWOOD 

Baggaly  Tno  &  Co 
Thomas  &  Reagan 

FAULKTON 
Morse  A  W 

GROTON 
Basom  N  S 

HOT  SPRINGS 

Juckett  E  R 
Parka  J  F 

HURON 
Bryant  C  £ 
Klemme  J  C 
Maul  Walter  il 

REDFIELD 
Fischer  Geo  W 

SIOUX  FALLS 

Allen  T  J 
Knowfes  £  S 
Morcom  E  D 

SPEARFISH 
Eustace  &  Denton 

STURGIS 

Rooney  L  W 
Stuart  W  A 

VALLEY  SPRINGS 

Fay  G  W 
Harris  E  A 

WATERTOWN 

Countryman   F  A 
Fahnestodc  John 
Snyder  E  St  Clair 


TENNESSEE 


ATHENS 
Erwin  Harry  J 

BRISTOL 

Lyon  J  B 
Sheen  F  R 

CHATTANOOGA 
Erwin  Harry  J 

CLEVELAND 
Tonkin  W  H 

DAYTON 
Dean  J  T 

DRESDEN 

Ewing  F  M 
Linsley  A  S 
Polk  James  K 
Warner  F   H 

HARRIMAN 

Hendrick  C  £ 
Scott  L  O 

JOHNSON  aXY 
WoflFord  G  T 


KNOXVILLE 

Flenniken  M  F 
Hickman  J  E 
Murphy  Chas 
Simnxmds  R  H 

LEWISBURG 
Loyd  J  A 

LEXINGTON 
Graper  H  E 

MEMPHIS 

Barkley  EL  > 

Hart  H  B 
Lindsey  E  M 
Southern  Adjust  Bureau 
Stone  W  A 

MOUNT  PLEASANT 
Irwin  £ 

NASHVILLE 

Davis  Hunter 
Kirkland  Wm  C 

RIPLEY 
Henry  F  A 

SO.  PITTSBURG 
Fitzgerald  R  H 

WINCHESTER 

Gardner  John  G 
Templeton  H  M 
Walker  W  E 


TEXAS 


ABILENE 

Curtis  M  A 
MoU  Charles  Jr 

AMARILLO 
Currie  Thos ' 

AUSTIN 
Pollard  R  L 

BELTON 
Pierce  Jesse  W 

BROWNWOOD 

Hardeman  &  Davis 
Henley  £  B 

BRYAN 
Hines  J  B 

COLORADO  CITY 
Boren  R  L  &  Co 

CORPUS  CHRISTI 
Angell  R  H 

DALLAS 

Bates  Adj  Co 
Bucklew  Sam  Esq 
Dunn  H   C 
Langdean  C  H 
Mayo  R  W 
Miller  W  C 
Mono  R  W 
Polok  J   R 
Slaton  Adjusting  Co 
Snell  J  H 
Turner  W 
Wolf  Hy 
Wolf  W  O 
Wood  Jno  L 


DENISON 
Alexander  H  G 

DENTON 
Foremon  W  L 

FORT  WORTH 

Buckalew  J  D 
ChUdress  C  W 
Storts  Chas  H 
Tarleton  C  L 

GEORGETOWN 
Harrel  A  G 

GILMER 
Briggs  W  B 

GONZALES 

Gardien  &  Koohemot 

HONEY  GROVE 
Erwin  Ivan  B 

HOUSTON 

Childress  W  A 
HarreU  A  Y 
Prescott  A  B 
Tarlton  C  L 
Yocum  R  S 

McGregor 

Walker  Edward 

McEINNEY 
Jones  M  T 

MARSHALL 
Littl^ohn  E  G 

MEXIA 
Smith  J  Sandford 

MINERAL  WELLS 

Durham  I  B 
Harris  J  T 

NAVASOTA 
Bridges  £  L 

PALASTINE 
Wright  H  L 

QUANAH 

Matthew  S  J 

SAN  ANTONIO 
Schmxtt  Hermann  V 

SAN  MARCOS 
Ramsay  A  W 

SEYHOITR 
RupeB  F 

SHERMAN 

Belden  O  J 
Guli(^  D  W 


UTAH 


EURESA 
Freed  S  B 

OGDEN 
Jamkon  MarriisII  T 


INDEPENDENT   ADJUSTERS. 
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PARK   CITY 

Shields  Henir 

PROVO  aTY 
Ray,  Brown  &  Gray  Inc 

SALT  LAKE  aTY 

Crawford  A  W 
Croxford  Arthur  W 
MacDonald  A  L 
Rooklidge  J  W 


VERMONT 


BARRE 
Robiasoo  R  G 

BELLOWS  FALLS 
Hayes  L  S 

BURLINGTON 

Hicok  H  H 
Peck  T  S 
Powell  &  Marks 
St  Pierre  A  R 

CAMBRIDGE 
Parker  W  H 

HARTFORD 
Watson  Alfred  E 

MANCHESTER 
Fowler  J  N 

MONTPEUER 
PhiHps  Hugh 

MORRISVILLE 
Cheney  T  C 

MORRISTOWN 
Cheney  T  C 

RICHFORD 
Kelley  F  H 

RUTLAND 
Buraham  F  H 

WHITE  RIVER  JUNC- 
TION 

Watson  Alfred  E 


VIRGINIA 


ALEXANDRA 
Subler  L 

CLIFTON  FORGE 

Bonavita  R  H 
Massie  £  R 
Tinslcy  W  F 

DANVILLE 
Swann  W  T 

FARMVILLE 
Paukn  S  W  Jr 

FREDERICKSBURG 
BotU  A  B 


HAMPTON 
Saunders  Howard 

HARRISONBURGH 
Staples  J  C 

NEWPORT  NEWS 

CottreU  W  E 
Miller  Sol  &  Co 

ORANGE 
Warren  H  C 

PETERSBURG 
Friend  Robert  McI 

PULASKI  CITY 
Baldwin  B  F 

RADFORD 
Mount  C  K 

RICHMOND 

Dean  W  D 

Southern     Adjustment 
Bureau 

ROANOKE 

Lunsf  ord  Chas  I 
Showalter  C  M  D 

SMITHFIELD 
Wooward  R  L 

SOUTH  BOSTON 
Fry  J  D 

STAUNTON 
Perry  Wm  J 

SUFFOLK 

West  &  Withers 
Woodward  &  Elam 

WYTHEVILLE 
Ewald  R  S 


WASHINGTON 


BLAINE 
Shaw  George  S 

DAYTON 
CahlU  W  E 

EVERETT 

Petershagen  H  H 
Sumner  F  B 

GOLDENDALE 
Ranch  W  P 

SEATTLE 

Austin  J    E 
Best  Chas  S 
Holmes  Fred  H 
Jones  A  W 
Kerns  R  C     ^    ^ 
La  Fountain  E  A 
Main  Geo  C 
Pacific  Coast  Adjust- 
ment Bureau 
Porcp  W  P 
WhiUey  N  B 
Whittemorc  Glenn  J 

SPOKANE 

Fotheringham  D  B 
Folger  W  P 


Hall  Henry 
Niehorster  W  L 
Partridge  F  E 
Webster  W  C 
Windus  W  V 

TACOMA 
Broomell  B  B 


WEST  VIRGINIA 


BLUEFIELD 

Hurt  James  F 
Stewart  Wm  A 

CHARLESTON 

Good  D  £ 
Scherr  A  E 

CHARLESTOWN 
Cooke  E  E 

CLARKSBURG 

General  Adjustment  Bu- 
reau 

ELKINS 
Keim  N  G 

HUNTINGTON 

Blair   Chas  W 
Bowles  H   G 

MARTINSBURG 
Alexander  H  L 

PARKERSBURG 
Tozier  M  A 

WHEELING 

Horkheimer  B  F 
Wilkinson  H  P 


WISCONSIN 


ANTIGO 

Kiefer  Fred  W 
Trever  J  H 

APPLETON 
Sherry  James 

ASHLAND 
Good  James  W 

BERUN 
Jones  A  T 

BOSCOBEL 
Howe  W  C 

CEDERBURG 
Kenney  C  F 

CENTRALIA 
Frietzinger  E  B 

CUMBERLAND 

Larson  L 
Lehman  Carl 

DELAVAN 
Wallace  L  S 


FOX  LAKE 

Benle  John 
Corchran  Wesley 
Gibbs  Edward 
Stoddard  John 

KEWAUNEE 

Borgman  John  M 
Hamacheck  Frank 

LA  CROSSE 
Holbeck  W  C 

MADISON 
Bobbins  J  W 

MARSHFIELD 
Bouldrie  A  L 

MENOMONIE 

Clark  Cyril  L 
Qark  W  A 

MILWAUKEE 

Tolles  F  W 

Western    Adjustment    ft 
Inspection  Co 

NEENAH 
Williams  £  A 

OSHKOSH 

Insurance   Service   Co 
Lawson   David 
Replinger  R  E 

PLATTEVILLE 
Kleinhammer  Henry 

RHINELANDER 
Peterson  Chas  B 


SHEBOYGAN  FALLS 
Boldt  H  £ 

SPARTA 

Ady  I  H  &  Co 
Blyton  W  H 


STEVENS  JOINT 

_.  ich  H 
Reynolds 


Finch  H  J 


STURGEON  BAY 
Fctzer   H 

VIROQUA 
Western  Adjustment  Co 

WAUSAU 
Anders  J  ft  Son 

WAUKESHA 
Waukesha  Adjust  Asso 

WAUWATOSA 

Mclntyrc  R  J 
McKinnon  D 


WYOMING 


CHEYENNE 
Riner  Chas  W 
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CANADA 


ALBERTA 

CALGARY 

Lilly  £  A  Adjustment 

Agency 
MoUey  H  H 
Tisdale  O  E 

MACLEOD 
Lambert  J  S 


BRITISH 
COLUMBIA 


KAMLOOPS 

Robinson  J  T 
Rowlands  &  Lewall 

NEW  WESTMINISTER 

Frascr  W  A 
McCloy  W  M  &  Co 
McKenzie  Hector 

VANCOUVER 

Fraser  W  A 
Lye  Henry 
Rankin  I  S 


MANITOBA 


PORTAGE  LA 
PRAIRIE 

Duncan   John 
McLarty  Archie 

WA  WANES  A 

McNaughton  Wm 
Naismith  A  Sr 

WINNIPEG 

Brydon  Wm 
Paterson  &  Waugh 
Walsh  Jos 


NEW  BRUNSWICK 


CHATHAM 

Connor    Patrick 
McDonald  John 
Ryan  John 
Walsh   R  T 
Walsh  W  M 

FREDERICTON 

Barker  Judson 
aarke  H  M 
Hall    Chas 
Mitchell  Moses 
Ryan  Fredk. 


ST  ANDREWS 

McLaren  Wright 
Rigby  A  A 
Rigby  H   C 

ST  JOHN 

Fairweather  E  H 
Jarvis  C  E  L 

WOODSTOCK 

Green  Stephen 
Killam  Charles 
Marsten  P  S 


NOVA  SCOTIA 


ANTIGONISH 
McNeil  Frank  D 

DIGBY 
Daley  John 

MIDDLETON 
Butcher    F    R 

NEW  GLASOW 

Grant    Jno    D 
Johnston    John 

SYDNEY 
Stevenson  S  H 

TRUO 
King  W  P 

YARMOUTH 

Boyed  J  R 
Stoneman   A   P 


ONTARIO 


ALEXANDRIA 

McDonald  Angus 

ALUSTON 

Cair    Jas 
Jewett  James 
Wright  Wm  K 

ALMONTE 
Gilmour  A  C 

BARRIE 

Ball  Geo 
GailUes  Wm 

BELLEVILLE 

Hurley  Tom 
Palen  E  L 

BLENHEIM 
Hall  W  E 

BROCKVILLE 

Buckman  E  A 
Weatherhead   Edwin   L 
Weatherhead  G  H 

BRUSSELS 
Scott  F  S 

CAMPBELLFORD 

Dunk  C  £ 
McKeel  A  H 


CHATHAM 
Piggott  P  G 

COBURG 

Bently   Fred 
Curruthers   C 
Henderson  J 
Tex  A   L 
Jex  Chas  £ 

CORNWALL 

Monroe   D 
Portcous  A  T 

DESERONTO 
Clement  G  E 

EXETER 
Huston    H    E 

FENELON  FALLS 
Graham  Tho« 

FORT  WILLIAM 
Dale  J  F 

GALT 

Scott  Wm 
Strong  A  D 

GUELPH 
Scroggie  Geo 

HAMILTON 

Donaldson  &  Patterson 
Ford  I  W  B 
Lyne  F  J 
Thomson  W  P 

INGERSOLL 

Agar  R  T 
Dundas  Wm 
Macaulay  A 

KINGSTON 

Bateman  Geo  A 
Chapman  W  J 
McCann  I  S  R 

LINDSAY 

McGeough  M  H 
Thobum  J 

USTOWEL 
Grant  J  R 

LONDON 

Machlin   Henry 
Pardon  John 

LUCKNOW 
Lindsay  H  L 

MEAFORD 
Robinson  W  J 

MITCHELL 
Cull  J  W 

MT.  FOREST 

Cook  J  J 
Hunter  J  A 

NAPANEE 

CliflF  Geo  A 
Harshaw   A  T 

NEW  MARKET 

Brunton  T  H 
Pearson  P  W 
Phillips  Geo 


NIAGARA  FALLS 

Clendennins  C  N 
Harriman  James 
Hewson  Wm 
Homan  W  S 
Robertson  H  M 

NORTH  BAY 
Martin  W  Jr 

NORWICH 
Carroll  C  W 

ORANGEVILLE 
Matthews  Jas  A 

ORILUA 

Bennett  W  L 
Eaton  J  R 

OTTAWA 

Hopewell  Chas 
Low  James 

L  ▲.  SMIE  i  SDK 


AdJuMter$ 

33  CHAHBERUiN  AVE. 

OTTAWA,  CANADA 

OWEN   SOUND 

Cockbum  J 
Gordon  Chas 
Graham  W^m  A 
Green  A 
Kennedy  T  C 
McKinnon   Donald 
Robertson  James  S 
Wilson  William 

PARIS 
Kay  John 

PARKDALE 
Picke  E  E 

PEMBROKE 

Beatty  Walter 
Kehoe  Bros 

PEMBROKE 

Beatty  Walter 
Robertson  Tames  S 
McKinnon  Donald 
WUson  WiUiam 

PETERBOROUGH 

Graham  Jas  G 
Langford  W 
Montgomery  Tas 
Rutherford  T 

PETROLIA 

Huteheraft  W 
Jadcson   Robert 

PICTON 
Williamson  W  H  Sr 

PINE  ORCHARD 
May  Nelson 

PORT  ARTHUR 

Homer  Robert 

ienkinson  J  £ 
latthews  Harwood 

PORT  PERRV 
Storen  John 
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PRESCOTT 

Robinson   F  S 
Steele  Joseph 

RENFREW 
fiochester  J  K 

RIDGETOWN 
Jacob  John 

ST.  THOMAS 

Green  Lumber  Co  Ltd 
Sanders  R 
Sanders  &  Bell 
Sindop  H 

SARINA 

Cook  T  H  &  Co 
Elinor  John 
Proctor  Geo  E 
Shanks  Jos 

SIMCOE 
Guntott  R  E 

SMITH'S  FA^LS 
Ryaa  Matthew 

STRATFORD 

Carman  A 
Orr  Thos  R 
Ruston  T 
Stevenson    J 
Ward  James 

STRATHROY 

Noble  Jas 
Trueman   R   M 

THORNBURY 

Hurlburt  J  N 

TILLSONBURG 
Denton  C  H 

TORONTO 
Peters  H   S 


TRENTON 
Cottrell  S  T 

WALKERTON 
Dark  Henry 

WALLACEBURG 
McNaimie  Wm 

WALTER'S  FALLS 
Dajrman  W  A 

WATERLOO 

Bechtel  B  £ 
HoUe  L 
Moogk  Chas 

WATFORD 
EUiott  J  F 

WELLAND 

Hill  J  F 
Shcere  P  P 

WINGHAM 
Ritchie  J 

WOODSTOCK 

Clarkson  T  L 
McKinney  A  J 
McNichol  B 
Tindall  J   D 


PRINCE  EDWARD 
ISLAND 


CHARLOTTETOWN 

Beer  E  H 
H]rndman  J  O 
Rogers   W  K 


QUEBEC 


CHICOUTIMI 

Bergeron  Philippe 
Blanchette  Thomas 
Cote  Philippe 
Pedneault  Alphonse 
Pedneault  Joseph 

COATICOOKE 

Humphrey  S  B 
Moulton  G  M 

FRASERVILLE 
Lechance  William 

HULL 

Caron  Eucher 
I^mieux   Louis 
St  Laurent  Octave 

JOUETTE 

Durand   Al 
Etienne  Leclorc 


MONTREAL 

Cheese  Geo  E 
Dabba^e  W  B 
Dominion    Adjustment 

Bureau 
Gardner  W 
Kennedy  Mr 
Logan  J  E 

NICOLET 
Rousseau  J  B  A 

QUEBEC 

Cummings  L  H 
Marchant  R  R 
Nesbitt  E  T 
Perry  James 
Peters  L  H 

RICHMOND 
Alexander  Geo  J 


ST.  JOHNS 

Baudouin  P 
Gervais  A  F 
McQuillan  J  P 

SHERBROOKE 

Gordon  Qark 
Gregirc  J  W 
McSwiggin  W  L 

THREE  RIVERS 

Guillemette  Nap 
Pothier  A  I 
Vcrrctte  F  A 

ULVERTON 
Bothwell  J  A 


SASKATCHEWAN 


REGINA 

Saskatchewan  Adjustment 
Bureau 


HAWAII 


HILO 
Mariner  H  B 

HONOLULU 
Gurrey  A  R 

OAHU 
Gurrey  A  R 
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Attorneys  and  Counselors 

SPECIALLY  QUALIFIED  TO 

HANDLE  INSURANCE  CASES 

It  is  a  well-known  fact  that  few  lawyers  are  competent  to  properly  handle  an  insurance 
case  without  a  special  knowledge  of  the  business,  however  skillful  they  may  be  as  general 
practitioners.  We  have  requested  from  a  large  number  of  well-known  underwriters  the 
names  of  attorneys  whom  they  have  found  to  be  competent  and  satisfactory  in  the  conduct 
ot  cases  placed  in  their  charge.  The  following  list  is  made  up  of  the  names  thus  volun- 
arily  given,  together  with  a  few  others  who  have  given  special  attention  to  insurance  law. 


ALABAMA 


ABBEYVILLE 
Miller  R  W 

ANDALUSIA 
Powell  A  R 

ANNISTON 

Knox,    Acker,   Blackmon 
&   Merritt 

ASHLAND 
Cornelias  C  S 

ASHEVILLE 
Montgomery  J  P 

ATHENS 
Sanders  W  T 

BAY  MINETTE 

Hall  Chas 
Hawldns  W  H 

BIRMINGHAM 
Cabaniss  &  Bowie 

Wykw  T.  HwaNs 

ATTORNEY  -  AT  -  LAW 

Salte  714 

First  NstlsMi  Bank  Ballitaf 

BInriagkaa.  Alabasui 

lisirMCC,  CtBBcrcW  ni 
Icil  estate  Uw  Spcciattica 

Ridder  Clande  D 

BREWTON 
Leigh  J  D 

BUTLER 
Lindsay  J  D 

CENTER 
Reed  Hugh  M 

CLANTON 
Smith  A  C 

CLAYTON 
Peach   &  Thomas 

COLUMBIANA 
Haynes  J  J 

CULLMAN 
Brown  J 


DADEVILLE 
Dennis  J  C 

DECATUR 

Callahan  &  Harris 
Godbey  E  W 

DOTHAN 
Epsy  &  Farmer 

DOUBLE  SPRINGS 
McVay  Z 

EUTAW 
Coleman  T  W 

EVERGREEN 
Jones  J  F 

FAYETTE 
Harris   W   L 

FLORENCE 
Jordan  C  E 

FT  PAYNE 
Hnnt  &  Hunt 

GADSDEN 

Goodhue,  Brindley  & 
White 

GENEVA 
Carmichael  C  D 

GOODWATER 
Darden  J  A 

GREENSBORO 
Knight  T'E 

GREENVILLE 
Powell  &  Hamilton 

GROVE  HILL 
Wilson  &  Tucker 

GUNTERSVILLE 
Lusk  J  A 

HAMILTON 
Quinn  R  W 

HEFUN 
Barker  &  Stephens 

HUNTSVILLE 

Cooper  Lawrence 
Grayson  David  A 
Spragins   R  E 

JASPER 
Bankhead  &  Bankfaead 


UNDEN 

Canterbury  J  I 
Kirven  Garland 

UVINGSTON 
Mitchell  J  A 

LUVERNE 
Sentell  J  O 

MOBILE 
Bestor,  Bestor  &  Young 
Smith  R  H  &  R  M 

MONTGOMERY 
Ball  Fred  S 
Holloway  &  Mackenzie 
Thetford  &  Blakey 
Tyson  John  R 

MOULTON 
Irwin  J   M 

ONEONTA 
Darden  Geo  W 
Weaver  W  A 

OPEUKA 
Dickinson  W  F 

OZARK 
Martin  H  L 

PRATTSVILLE 
Smith  M  A 

ROCKFORD 
Batson  John  W 

RUSSELLVILLE 
Key  W  H 

SELMA 
Mallory  &  Mallory 

SHEFFIELD 
Wilhoyte  R  H 

TALLADEGA 
Manning  M   N 

TUSCALOOSA 

Oliver,  Verner  &  Rice 
Worthen  G  B 
Wright  &  Fite 

TUSCUMBLA 
Kirk,  Carmichad  & 
Rather 

TUSKOGEE 
PoweU  R  H 

UNION  SPRINGS 
Moseley  L  M 


VERNON 
Nesmith  Walter 

WEDOWEE 
Burns  H  T 

WETUMPKA 
LuU  F  W 


ARIZONA 


FLAGSTAFF 
Jones  J  E 

FLORENCE 
Coker  £  W 

GLOBb 
HiU  G  R 

HOLBROOK 
Jordan  Clarence  H 

KINGMAN 
Blakely  Wm  G 

NOGALES 
Marsteller  M 

PHOENIX 

Armstrong  Thos  Jr 
Forest  J  C 
Gust  J  L 

PRESCOTT 
Andrews  Heniy  T 

TOMBSTONE 
Cunningham  D  L 

TUCSON 
Hartman  F  M 

WINSLOW 
Jordan  Clarence  H 

YUMA 
Ingraham  Fred  L 


ARKANSAS 


ARKADELPHIA 
Writer  ft  Webber 
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ARKANSAS  CITY 
Pindall  &  PindaU 

ASHTOWN 
Webber  &  Webber 

AUGUSTA 
Summers  J  F 

BENTONVILLE 
McGiU  k  Liodaey 

BRINELEY 
Greenlie  C  F 

CAMDEN 
Goaghan  &  Sifford 

CHARLESTON 
Fettigrew  T  A 

CLARENDON 
Thomas  &  Lee 

CLARKESVILLE 

Baakin  Cbaa  H 
Montgomery  J  J 

CORNING 
Hopfoo  D 

DE  QUEEN 

Dale  Glenn  H 
Webber  &  Webber 

DES  ARC 

Willeford  W  L 

DE  WITT 
Smith  L  C 

EL  DORADO 
Mraah  Neill  C 

EUREKA  SPRINGS 
Pendergrass  Jno  B 

FAYETTEVILLE 
Wall  £  B 
Wham  Fred  L 

FOREMAN 
Webber  &  Webber 

FORREST  CITY 

Hargraves  S  S 
Lanier  W   T 
Norton  N  W 

FT.  SMITH 
Ogleaby  Ira  D 

FULTON 
Webber  &  Webber 

HAMBURG 
George  &  Butler 

HAMPTON 
Poole  C  L 

HARRISBURG 
Mardis  J  J 

HARRISON 
Cramp  &  Cnunp 

HEBER 
Vinson  M  E 

HEBER  SPRINGS 
Watt  J  D 


HELENA 
Moore  John  I 

HOPE 
Webber  &  Webber 

HOT  SPRINGS 
Henderson  J  P 

HUNTSVILLE 
Harris  J  B 

JASPER 
Ammons  E  E 

JONESBORO 

Hawthorne  J  C 
Scobey  John  W 

LAKE  CITY 
Scobey  John  W 

LEWISVILLE 
Webber  &  Webber 

LITTLE  ROCK 

House  J  M  &  W 
Mann  &  Shofner 

LONOKE 
Trimble  &  Robinson 

MAGNOLIA 
Stevens  &  Stevens 

MALVERNE 
Richmond  N  P 

MARIANNA 
Daggett  J  B 

MARSHALL 
Mills  Wm  T 

MELBOURNE 
Baker  &  Goodwin 

MENA 

Webber  &  Webber 

MONETTE 
Scobey  John  W 

MONTICELLO 
Wilson  R  W 

MORRILLTON 

Moose  W  L 
Sellers  Jordan 

MT.  HOME 
George  Joe 

MOUNT  IDA 
Witt  &  Witt 

MURFREESBORO 
Langley  S  S 

1  NASHVILLE 

I  Rodgers  W  C 

NEWPORT 

Mock  Ira  J 
Stayton  &  Stayton 

OSCEOLA 

Barham  A  F 
Gladish    S   L 

OZARK 
Barham  G  W 


PARAGOULD 
Block  J  D 

PARIS 
Stroup  Henry 

PERRYVILLE 
Vance  James  A 

PINE  BLUFF 

Bridges  &  Wooldridge 
Danaher  &  Danaher 

POCAHONTAS 
Witt  &  Schoonover 

PRESCOTT 
Webber  &  Webber 

RUSSELLVILLE 

WaUace  A  G 
Wilson  R  B 

SALEM 

Anderson  J  £ 
Short  J  L 

SHERIDAN 
McClellan  Isaac 

STAMPS 
Webber  &  Webber 

TEXARKANA 
Webber  &  Webber 

WALDRON 
Smith  O  R 


WALNUT  RIDGE 
Smith  &  Blackford 


BAKERSFIELD 
Allen  T  F 
Marshall  Jno  O 

BERKELEY 
Berlin   F  A 

BRIDGEPORT 
Virden  W  H 

COLUSA 
Rutledge  Thomas 

CRESCENT  CITY 
Howe  Geo  W 

DOWNIEVILLE 
Wehe  &  Redding 

EL  CENTRO 
lasigi  Herbert  L 

EUREKA 
Huter  Geo  W 

FAIRFIELD 
Gregory  T  T  C 

FRESNO 
Critchton  W   D 

GRIDLEY 
Corkin  &  Corkin 

HANFORD 
Irwin  J  L  C 

HOLLISTER 
Jean  G  W 

INDEPENDENCE 
Yandel  Ben  H 


WARREN 

Goodwin  W  S 

JACKSON 

McGee  W  J 

WILTON 

Webber  &  Webber 

LAKEPORT 

Crawford  &   Crawford 

WINTHROP 

Webber  &  Webber 

LOS  ANGELES 

JOHN  E.  CARSON 


511-519  Wilcox  BHildIng 


Lot  Angeles  y  Cal. 


Rmf0rmncm9T 

The  National  Bank  of  California.  Los  Angeles.  Cal., 
and  The  Fkst  National  Bank,  South  Pasadena.  Cal. 


WYNNE 
Killough  O  H 


Morton,  Hollzer  &  Mor- 
ton 

Williams.     Goudge     & 
Chandler 


CALIFORNIA 


ALAMEDA 

Berlin   F  A 
Taylor  E  K 

ALTURAS 
Cornish  N  A 

AUBURN 
Tabor  B  P 


MADERA 
Hargrove  R  L 

MARIPOSA 
WaU  J  A 

MARKLEESVILLE 
Grau  Otto  K 

MARTINEZ 
Jones  M  R 

MERCED 
Knox  J  W 
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MODESTO 
Brown  W  J 

NAPA 
York  John  T 

NEVADA    CITY 
Searls  Fred 

OAKLAND 
Berlin  F  A 

OROVILLE 
Duncan  W  E  Jr 

PETALUMA 
Fury  Cha8  F 

PLACERVILLE 
Irwin  F 

RED  BLUFF 
McCoy  &  Cans 

REDDING 
Reid  &  Dozier 

REDWOOD  CITY 
Ross  &  Ross 

RIVERSIDE 
HaU  F  G 

SACRAMENTO 

Devlin  &  Devlin 
Thomas  J  C 

SALINAS 
Pence  Wallace  M 

SAN  ANDREAS 
Snyder  &  Snyder 

SAN  BERNARDINO 
Chase  Herbert  H 

SAN  DIEGO 

Stevens   F 
Sweet  A  H 

SAN  FRANCISCO 
Deering  Frank  F 

Henry  G«  W.  Dlnkelspiel 

ATTORNBV  AT  LAW 

800-06  Claiis  Spreckels 
Building 

SAN  FRANCISCO 

References:  Union  Trust  Co. 

Anglo  and  LondMi  Pant 

Natkmal  Bank 

Cabis  Address:  Oesdin 

Goodfellow  &  Eells 

Hewitt,  Bancroft  &  Bal- 
lentyne 

Page,  McCutcheon  Hard- 
ing &  Knight 

Riley  J  F 

Smith   Willard   P 

Van  Ness  T  C 

SAN  JOSE 
McGinnis  J  S 

SAN  LUIS  OBISPO 
Gregg  P  M 

SAN  RAFAEL 
Rigby  W  Jr 

SANTA  ANA 
Davis  S  M 


SANT  BARBARA 
Carrier  C  F 

SANTA  CRUZ 
Bias  Harry  J 

SANTA  ROSA 
Johnson  A  M 

SONORA 
Hardin   Rowan 

STOCKTON 
Dodge  R  W 

SUSANVILLE 
Kelly  Frank  A 

TURLOCK 
Johnson  Andrew 

UKIAH 

Henley  Ed  V 
Thomas  &  Thomas 

VENTURA 
Rogers  M  J 

VISALIA 
Bradley  &  Bradley 

WEAVERSVILLE 
Given  H  R 

WHITTIER 
Walters  R  T 

WILLOW 
Freeman  F 

WOODLAND 
Bailey   A  G 

YREKA 
Luttrell  Chas  J 

YUBA  CITY 
Schillig  L 


COLORADO 


AKRON 
Wilson  Bros 

ASPEN 
Rucker  Thos  A 

BRIGHTON 
Garard  G  A 

BUENA  VISTA 
Walker  G  A 

BURLINGTON 
Vogt  Louis 

CANON  CITY 
Ross  W  D 

CORTEZ 
Mowry  W  F 

CRIPPLE  CREEK 
Ferguson  J  £ 


DEL  NORTE 
Wilson  Geo  P 

DELTA 
Stephen  Geo 

DENVER 

Dana  &  Blount 
Rogers,    Ellis     &     John- 
son 
Williams  Sylvester  G 

DURANGO 

ElUs  &  Smith 

EADS 
Cowles  &  Hughes 

FAIR   PLAY 
Smith  I  S 

FORT  COLUNS 
Lee  P  W 

FORT  MORGAN 
Van  Bradt  Irving: 

GLENWOOD 


Darrow  C  W 


SPRINGS 


GOLDEN 
Barnes  J  W 

GRAND  JUNCTION 
McMullin  &  Sternberg 

GREELEY 
Townsend   C   C 

GUNNISON 
Sapp  D  T 

HOLYOKE 
Zimmerman  Philip 

JULESBURG 
Rolfson    Chas    M 

LA  JUNTA 
Haskins  E  W 

LAKE  aTY 
Avery  H  A 

LAMAR 
Goodale  C  C 

LAS  ANIMAS 
Bell  H  G 

LEADVILLE 
Bouck   Francis   £ 

LITTLETON 
Alexander  W   G 

MEEKER 
Gentry  J  O 

MONTE  VISTA 
Howard  H  M 

MONTROSE 
Heath  Fred  W 

OURAY 
Bradshaw  T  Y 

PAGOSA  SPRINGS 
Emigh  A  M 

PUEBLO 
Vates  Wm  B 


ROCKY  FORD 
North  Paul  M 

SAGOUCHE • 
Palmer  J  L 

SILVERTON 
Mather  I 

STERLING 
McConley  &  Hinkley 

TELLURIDE 
Adams  E  B 

TRINIDAD 
Tipton  &  Tipton 

WALSENBURG 
Hendershot   Chas  L 

WRAY 
Bulkeley  M  M 


CONNECTICUT 


BRIDGEPORT 

Marsh,  Stoddard  &  Day 
Spofford  &  Mallette 

DANBURY 
Tweedy,  Ives  &  Been 

GREENWICH 

Dalton  C  F 
McNaU  G  G 

HARTFORD 

Bill  &  Tuttle 
Eberle  F  G     ^    ^^. 
Gross,  Hyde  &  Sbipnsn 
Halliday  W   T 
Hungerford.  Hyde,  Jos- 

lyn  &  Gilman 
Johnson  Warren  B 
Reynolds  Harrv  W 
Robinson  &  Robinson 
Sperry  &  McLean 

MERIDEN 
Fay  G  A 

MIDDLETOWN 

Bacon  C  E 
Haines  F  D 
Warner  &  Tyler 

NAUGATUCK 
O'Neill  &  Wiseman 

NEW   BRITAIN 
Kirkman  &  Cooper 

NEW  HAVEN 
Bristol,  Stoddard,  Besch 

&  Fisher 
Loomis  S  C         ,  _,^, 
White,   Daggett  ft  TiU- 

son 

NEW  LONDON 
Calkins  A  B 

NEW  MILFORD 
Marsh  F  M 

NORWALK 

Unxweiler  &  He«»jn 
Warner  &  GoldsclBBidl 
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NORWICH 

Allis  Wallace  S 
Desmond  J  J 

PUTNAM 
Searls  &   Russell 

ROCKVILLE 

McCarthy  D  J 
Phelps  C 

SALISBURY 
Warner  &  Landon 

SOUTHINGTON 
Holcomb  M  L 

SOUTH  NORWALK 

Keogh  John  J 
Light  J   H 
Linxweiler  &  Hegeman 

STAMFORD 

Carter  G  A 
Cununings  &  Lockwood 

WATERBURY 
O'Neill  J  J 

WILLIMANTIC 
King  Wm  A 

WINSTED 
Herman  S 


DELAWARE 


GEORGETOWN 
Martin  W 

WILMINGTON 

Hayes  W  H 
Hilles  Wm  S 
Ward,   Gray  &  Neary 


DISTRICT  OF  CO- 
LUMBIA 


WASHINGTON 

Canisi  Charles  T 
Darlington  Jos  J 
Perry  R  R  &  Son 
Wilson  Andrew 
Worthington  A  S 


FLORIDA 


APALACHICOLA 
Burdine  R  Freeman 

ARCADIA 
Treadwell  &  Treadwell 

BARTOW 
OUlphant  H  K 


BONIFAY 
Cox  C  M 

BRAIDENTOWN 
Stewart  J  J 

BRISTOL 
Owens  B  F 

BRONSON 
WilUs  John  R 

BROOKSVILLE 
Coogler  F  B 

CRAWFORDSVILLE 
Walker  N  R 

DADE  CITY 
Dayton  G  W 

DE  FUNIAK 
Campbell  D  &  Son 

DE  LAND 
Landis  &  Fish 

FERNANDINA 
Calkins  Jas  E 

FT.  MEYERS 
Alderman  F  C 

FT.  PIERCE 

Andrews  Jas  E 
Fee  Fred 

GAINESVILLE 

ins 
EUis  T 


Adkins  J  C 


GREEN  COVE 
SPRINGS 

Geiger  Geo  W 

JACKSONVILLE 

Cockrell  A  W  &  Son 
Fletcher  D  W 
Marks  R  P 

JASPER 
Stephens  C  A 

KEY   WEST 
Allen  Geo  W 

KISSIMMEE 
Vans  Agnew  P  A 

LAKE  CITY 
Palmer  G  O 

LIVE  OAK 
McCollum   &   Harrell 

MACCLENNY 
Brown  Max  M 

MADISON 
Hardee  &  Rowe 

MARIANNA 
Wilson    C   L 

MAYO 
Carter  L  G 

MIAMI 

Atkinson,    Grambling  & 

Burdine 
Hudson   &   Beggs 
Rose  &  Phillips 


MILTON 
Laird  &  McGeachy 

OCOLA 
Ixlar  L  T 

ORLANDO 
Starbuck  L  G 

PALATKA 

Bassett  G  W  Jr 
Hilburn  S  J 

PENSACOLA 

BLOUNT 
&  BLOUNT 
&  CARTER 

Attorneys  and 
Counsellors  at  Law 

Pensacola,  Florida 

Genexal  Insurance  Practice 
Nelson   &  Holsberry 

PERRY 
Davis  W  B 

PLANT    CITY 
Drum  right    &    Dunn 

ST.  AUGUSTINE 
Dewhurst  W  W 

STARKE 
Long  A  V 

TALLAHASSE 
Oven  W  J 

TAMPA 

Borchardt  &  Borchardt 
Drumright  &  Dunn 
Fraxicr  Jos  W 
Simonton  F  M 
Whittaker  C  C 

TITUSVILLE 
Robbins  G  M 

WAUCHULA 
Hammel  Lee  M 


ATHENS 
Cobb  &  Erwin 

Green  &  Michael 

418-21 

SoMthern  Mutual  BIdg. 

ATHENS.  QA. 

Attorneys  for 

Hsryiand  Gasasltr  Camnuiy 
Kanaohusetts  Bosding  Compsny 


GEORGIA 


ALBANY 

Peacock  &  Gardner 
Pope  &  Bennet 

ASHBURN 
Williams   W   T 


ATLANTA 

Anderson  &   Anderson 
Atkins  Chas  B 
Dorsey,    Brewster  & 

Howell 
Gilbert  J  H 
King,  Spaulding  &  LitUe 

W.CarroU  Utiiner 

ISM  Fawth  NatianI 
Buk  BidMiag 

ATUNTA.  CA. 

Insumnce  and 
Corporalioo  Law 

ReipnrtitnHng 

Mass.  Mutual  Life  Ins.  Co.» 
Springfield,  Mass.:  Fidelity 
Mutual  Life  Ins.  Co..  Philsp 
delphia,  Penn.;  Connecticut 
Mutual  Life  Ins.  Co.,  Hart- 
ford, Conn. 

McDuffie  P    C 

ROSSER,  SLATON, 
PBILUPS  &  BOPKINS 

7l9frait5Mt.,Stlaitt,ia* 

riMtjPbemx  Kreliia.  Co.;  Qrisai 
Ina.  Co.;  fidelity  k  Cuaaltr  Co.; 
Uaitad  Stetes  Oasoslty  Co.;  FlMty 
ft  Deposit  Co.;  Varytend  Oasnalty  Co. 

Swindel  &  Yeatcs 
Watkins  &  Latimer 

AUGUSTA 

Cohen  C  H 

Cummings  J  B  &  Bryan 

Lamar  J  R 

BAINBRIDGE 

Krause  Will   H 
Wilson  John   R 

BAXLEY 
Parker  C  H 

BLAKELY 
Collins  Byron  R 

BLUE  RIDGE 
Hall   A  S  J 

BRUNSWICK 
Crovatt  &  Whitman 

BUCHANAN 
Robinson  W  P 

CAIRO 
Ledford  M  L 
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CALHOUN 
Lanff  J  M 

CANTON 
Teaslcy   G   I 

CARNESVILLE 
King  A  N 

CARROLLTON 

Jackson  R  D 
Smith  &  Smith 

CARTERSVILLE 
Norris  J  T 

CEDARTOWN 
Mundy  W  W 

CLARKESVILLE 
Edwards  J  C 
McMillan  &   Erwin 

COLQUIT 
Geer  W  I 

COLUMBUS 
Little  W  A 
Slade  &  Swift 

CORDELE 

Hill  J  T 
Land  Max  E 

CORNELLA 
Edwards  J  C  &  Sons 

CRAWFORDSVILLE 
Golucke  Alvin  G 

GUMMING 
Patterson  H  L 

CUSSETA 
Howard  H  B 

CUTHBERT 
Moye  Robt  L 

DAWSON 

Hoyl  L  C 
Parks  Jas  G 

DECATUR 
Green  J  H 

DOUGLAS 

Dart  F  W 

Lankford  &  Dickerson 

DOUGLASVILLE 
Dorsett  L  Z 

DUBLIN 
Evans  T  W 

EASTMAN 
Morrison  W  M 

ELBERTON 
Rogers  Z  B 

FAIRBURN 
Parker  Oscar 

FAYETTEVILLE 
Hollingsworth  W   B 

FITZGERALD 
Jay  Clayton 

FOLKSTON 
OUiflF  W  M 


FORT  GAINES 
King  &  Castellow 

FRANKLIN 
Whitaker  D  B 

GAINESVILLE 
Adams  J  O 

GIBSON 
Walker  B  F 

GREENSBORO 
Brown  J   P 

HAMILTON 
Hardy  A  L 

HARTWELL 

McCurry  A  G  &  Julian  B 
Skelton  J  H 

HOMER 
Griffin  A  J 

HOMERVILLE 
Dickerson  R  G 

JACKSON 
Watkins  W  E 

JEFFERSON 
Ayrs  J  S 

JONESBORO 
Wright  W  M 

KNOXVILLE 
Le  Sueur  R  C 

LAWRENCEVILLE 
Brown  Sam  G 

LOUISVILLE 

Gamble  R  L 
PhiUips  &  PhilUps 

McRAE 
Mann  W  S 

MACON 

Dressan  W 
Estes  C 

Hardeman,    Jones,  Calla- 
way &  Johnston 
Harris  N  E  &  W  A 
Thomas  J  A 
Wimberly  R  S 


Wallace&LeSoeor 

Attorney  t-at- Law 

Aaerlcan  Natioul  Bsak  BMf . 
MACON.  OA. 

INSURANCE  LAW. 
REPORTS  AND 
INVESTIGATIONS 


MARIETTA 
Blair  D  W 

MILLEDGEVILLE 
Sanford  D  B  &  D  S 

MILLEN 
Anderson  A  S 

MONTICELLO 
Johnson  G  F 

MORGAN 
Boynton  J  L 

MOULTREE 

Mattox  T  W 
Shipp  &  Kline 

NASHVILLE 

Hendricks  &  Hendricks 
Smith  Wm  R 

NEWNAN 
Jones  R  O 

NEWTON 
Johnson  A  S 

OCILLA 
Oxford  Homer  £ 

PEARSON 
Allen  B  T 

PERRY 

Duncan  J  P 
Nunn  Sam  A 

RAYSTON 
Johnson  Alex 

RINGGOLD 
Anderson  J  H 

ROME 

Dean  &  Dean 
Denny  &  Harris 

SAVANNAH 

Cann,    Barrows    &    Mc- 

Intire 
Clay  Wm  L 
Lawton  &  Cunningham 
O'Bryne,  Hartridge  & 

Wright 

SENOIA 
Allen   H  A 

SPARTA 
Merritt  R  L 

STATENVILLE 
Tison  R  G 

STATESBORO 

Johnston  &  Cone 
Hunter  Francis  B 

SUMMER  VILLE 
Bellah  J  M 

SWAINSBORO 
Williams  &   Bradley 

SYLVANIA 

Bovkin  H  A 
Hollingsworth  John  C 

SYLVESTER 
Payton  Claude 

THOMASTON 
Thurston   Hugh 


VALDOSTA 
Franklin  k  Langdale 

VIENNA 
George  &  Woodward 

WAYNESBORO 
Brinson  £  L 

WILLACOCHEE 
Allen   Benj  T 

WRIGHTSVILLE 

Claxton  Chas  S 
Hatcher  A  L 


IDAHO 


ALBION 
Hale  O  R 

BLACKFOOT 
Hansborough   G   F 

BOISE 

Carter  Pasco  B 
Kessler  Harry  S 
Perky  Kirtland  I 

CALDWELL 
Griffiths  &  Griffiths 

CHALLIS 
Glennon  L  E 

CCBUR  D'ALENE 

Frazier  Jas  H 
Potts  C  H 

GRANGEVILLE 
Hardy  A   S 

HAILEY 
SulIiTan  &  SuIliTsn 

IDAHO  FALLS 
Hasbrottck  H  J 

JEROME 
Peters  Wm  A 

LEWISTON 
Babb  J  E 

MALAD  CITY 
Jones  T  D 

MOSCOW 
Orland  C  J 

MOUNTAIN  HOMl 
Wolfe  £  M 

POCATELLO 
Witty  W  H 

RATHDRUM 
Poleson  Martin 

SALMON 
Padgham  J  H 

SAND  POINT 
Martin  G  H 

SHOSHONE 
I  Walters  Edw  A 
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SILVER    CITY 
Healey  Wm 

ST.  ANTHONY 
Soule  &  Sotile 

WALLACE 

Fox  Carleton 

WEISER 

Ayres  R  B 
Ryan  Frank  D 


ILLINOIS 


ALBION 
Stniwn  H  J  &  J  H 

ALEDO 
Graham  W  J 

ALTON 
Marsh  Jas  Van  E 

BELLEVILLE 

Halbert  Wm  V 
Turner  L  D 

BELVIDERE 
O'Donnell   P   H 

BENTON 
Hickman  G  A 

BLOOMINGTON 

Bach  Wm  R 
Barry  Ed 

BRIGHTON 
Brown   Spencer  G 

BUDA 
Renwick  F  W 

CAIRO 
Gilbert  M   F 

CAMBRIDGE 

Linn  A  H 
Tyler  Burton  A 

CANTON 
Taylor   B    H 

CARBONDALE 
CaldweU  A  S 

CARLINVILLE 
Anderson  W  £  P 

CARLYLE 
Beckemeyer   H  J  C 

CARMI 
Kern  &  Pcarcc 

CARROLLTON 
Rainey  &   Jones 

CHAMPAIGN 
Boyer  Harry  B 

CARTHAGE 
Risse  Wm  B 

CHARLESTON 
Neal  H   A 


CHESTER 
Detrich  D  E 

CHICAGO 

Barger  &  Hicks 

Bates,  Harding,  Edgerton 

&  Bates 
Brown   Frederick  A 
Brown  S  R 
Fulkerson  Monroe 
Paden  Jos  E 
Stebbins  L  A 

CHICAGO   HEIGHTS 
Meier  Robert  A  Jr 

CLINTON 
Lemon  &  Lemon 

DANVILLE 

LINDLET,   PENWEU 
t  URDLET 

Attonwyt  A  CwmtHon-il-Law 

409-416  Daniel  Bide 
Danville,  111. 

Imanooe  litigatkm  a  specialty. 
Rcfenooes  In  any  dty  upon 
request 

DECATUR 

Baldwin   &   Carey 
Corley  D  C 

DIXON 
Smith  Qyde 

EAST  ST.  LOUIS 

Eggmann  E  W 

Hunt  A  A 

Whitnel  L  O 

Wise,  Kiefe  &  Wheeler 

EDWARDSVILLE 

Wamock,  Williamson  & 
Borroughs 

ELIZABETHTOWN 
Oxford  J  C 

EUREKA 
Foster  W  H 

FAIRFIELD 
Cooper  &  Burgess 

FREEPORT 

Stearns  &  Zipf 

GALENA 
Blewett  D  B 

GALESBURG 
Arnold  &  Arnold 

GOLCONDA 
Moore  Wm  H 

GREENVILLE 
Cook  C  £ 

HARDIN 
Selby  T  J 

HARRISBURG 
Scott  W  F 

HAVANNA 
Northnip  H   R 

HENNEPIN 
Taylor  J  E 


HIGHLAND  PARK 
Gail  Ernest  S 

HILLSBORO 
Baker  Jos  M 

JACKSONVILLE 
Barnes  C  A 

JERSEYVILLE 
Hamilton  &  Hamilton 

JOLIET 

Antram  C  E 
Dibell  Chas  S 
Hill  F  A 

JONESBORO 
Hileman  P  E 

KANKAKEE 
Dyer  &  Whittemore 

LACON 
Barnes  &  Magoon 

LAWRENCEVILLE 
Gee  Sylvester  J 

LEWISTON 
Atherton  H  H 

LINCOLN 
Blinn  &   Covey 

LOUISVILLE 
Booney  J  R 

McLEANSBORO 
Anderson  H 

MACOMB 
Vose  &  Creel 

MARION 
Dennison  E  E 

MARSHALL 
Davidson  &  Bartlett 

MATTOON 

Craig  E  C 
Craig  &  Kinzel 


MORRISON 
McCalmont  &  Ramsey 

MOUND  CITY 
Martin  Geo  E 

MOUNT  CARMEL 
Green  &  Risley 

MOUNT  CARROLL 
Smith  F  S 

MOUNT  STERUNG 
Manny  W  I 

MOUNT  VERNON 
Ore  Geo  L 

MURPHREYSBORO 

Herbert  J  M 
Martin  J  H 

NASHVILLE 
Hosmer  H  H 

NEWTON 
Fithian  Chas  D 

OLNEY 
Rittcr  John  C 

OQUAWKA 
Werts  E  L 

OREGON 
Crowell  Solon  W 

OTTAWA 

Duncan,  Doyle  &  O'Con- 
nor 
Hinebaugh  W  H 
Hitt  Rector  C 
McDougall  &  Chapman 

PARIS 
Kincaid  S  W 

PAXTON 
Wylie  Oscar  H 

PEKIN 
Curran  W  R 

PEORIA 


Page,  Hunter,  Page  &  Dallwig 

JeKeiwa  BuikfiDs.  PEORIA.  ILLINOIS 


BXFSB  to:— 


INSURANCK  LAW 


Gennui  Fiie  ImunBoe  Co.  of  Peoiia;  Mairland  CMuahy  Co.; 
Employen'  Liability  Airaruice  Corp-:  FiMivBad  Cumkf  Co.; 
NTY.:  EqmlBUe  Ue  Atraruce  Soewty:  Trsvden  liuuxanoe 
Co.  ot  Hartford:  John  Hanoock  Mutnal  Life  bturance  Co.; 
Mutual  Life  hmranoe  Co.  of  N.  Y. 


METROPOLIS 
Courtney  J  C 

MOLINE 
Diett  &  Dietz 

MONMOUTH 
Brown  &  Soule 

MONTI  CELLO 
Edie  A  C 

MORRIS 
Reardon   C 


PINCKNEYVILLE 
Dry  A  R 

PITTSFIELD 
Graham  Louis  T 

PONTIAC 

Graves  W  C 

Strawn  C  C  &  Louis 

PRINCETON 
Trimble  H  M  &  Cairo  A 

QUINCY 

Emmons  &  Emmons 
Wilson   &  Wall 


B-248 


ATTORNEYS    AND    COUNSELORS. 


ROBINSON 
McCarty  &  Arnold 

ROCKFORD 
Smith  A  Philip 

ROCK  ISLAND 

Jackson,    Hurst   &     Staf- 
ford 
Sweeney  &  Walker 

RUSHVILLE 
Willard   B   O 

SALEM 
Ragy  L  M 

SANDWICH 
Blee  John  W 

SHAWNEETOWN 
Lambert  M  E 

SHELBYVILLE 
Milligan  D  A 

SPRINGFIELD 
Barber   &   Barber 

SULLIVAN 
Meeker  R  D 

SYCAMORE 
Brower  F  E 

TAYLORVILLE 
Taylor  J  M 

TOLEDO 
Bussard  A  F 

TOULTON 
Miller  Allen  P 

TUSCOLA 
Eckert   C  G 

URBANA 
Carson  Francis  T 

VANDALIA 
Roe  Arthur 

VIENNA 
Cowan  John 

VIRGINIA 
Gridley  J  N 

WATERLOO 
Gauen  R  £ 

WATSEKA 
Kav  &  Kay 
Pallissard  &  Benjamin 

WAUKEGAN 
King  Chas  H 

WHEATON 
Hadley  Chas  W 

WINCHESTER 
Riggs   R  M 

WOODSTOCK 
MuIUn  &  Hoy 

YORKVILLE 
Fitxgerald  J 


INDIANA 


ALBION 
Taylor  David  S 

ANDERSON 

Jones  Arthur  H 
Tecgarden  John  C 

ANGOLA 
Woodhull  &  Beckholt 

AUBURN 
West  P  D 

BEDFORD 
Alexander  J  D 

BLOOMHELD 
Davis  C  £ 

BLUFFTON 
Mock  &  Sons 

BOONEVILLE 
Lutz  &  Lutz 
Moore  R  S 

BRAZIL 

McNutt  &  Shattuck 

BROOKVILLE 
O'Byrne  Geo  F 

BROWNSTOWN 
Branaman  &  Branaman 

CANNELTON 
Minor  O 

COLUMBIA  CITY 
Strong  E  K 

COLUMBUS 
Baker  &  Richman 

CONNERSVILLE 
McKee,  Frost  &  Elliott 

CORYDON 
Funk  M  W 

COVINGTON 
Dice  C  W 

CRAWFORDSVILLE 
Crane  &  McCabe 

CROWNPOINT 
Barr  &  Wheeler 

DANVILLE 
Downard  J  A 

DECATUR 
Beatty  A  P 

DELPHI 
Hanna  &  Hall 

ELKHART 
Surbarth  J  L 

ENGUSH 
Surbarth 

EVANSVILLE 

Craig  Edmund  L 
Denton  G  K 


FORT  WAYNE 
Ninde  D  B 
Williams    Crcighton   H 

FOWLER 
Hall  £  G 

FRANKFORT 
Guenther  &  Clark 

FRANKUN 
White  &  Owens 

GOSHEN 

Harper  Geo  R 
Vail  Lou  V 

GREENFIELD 
Robb  E  A 

GREENSBURG 

Tremain  &  Turner 
Wickens  &  Osbom 

GREENCASTLE 
Southerlin  W  M 

HAMMOND 

Barnett   Fred 
Bombcrger,  Curtis,  Starr 

&  Peters 
Sproat   E  S 

HARTFORD    CITY 
Secrest  Ethan  W 

HUNTINGTON 

Branyan  W  A 
France  J   F 

INDIANAPOUS 

JAMES  HNCIAH 

Attornay  at  Law 

Roomt  1006-6  FlafcliarSav 
Inflt  A  Trust  Bolldtno. 

INDIANAPOLIS.  INO. 

InsnnuiM  and  Corporatloa 
Law  a  Specialty 


JEFFERSONVILLE 
Sunnard  M  Z 

KENTLAND 
Darroch  W 

KNOX 
Robbins  Henry  R 

KOKOMO 

Blacklidge,  Wolf  k 
Barnes 

LAI-aYETTE 

Baird   S   P 
Kumler  &  Gaylord 

LA  GRANGE 

Merritt  &  Duff 
Wade  &  Wade 

LA  PORTE 
LeUter  M  £ 

LAWRENCEBURG 
Russe  J  H 

LEBANON 
Mahan  O  P 

LIBERTY 
SUnford  L  H 

LOGANSPORT 

McConnell,     Jenkins    ft 

Stuart 
Yarlott  C  E 

MADISON 

Leland  S  £ 

MARION 

Rauch  Geo  W 
St  John,  Charles  ft  Gen- 
mill 

MARTINSVILLE 
Prvor  E  E 

MONTICELLO 
Uhl  Wm  £ 


Gavin   & 

1012-19-14-16 


Gavin 

INDIANAPOUS^  INO. 


ATTOBNXTB  fOB 

lew  Tork  Lift  lanruui  Go. 
Mun  Bonding  ft  InsBnaM  Oa 
Modioal  Protoetifo  Oo. 
Xorthviitara  State  Bank 
Oommoraal  Hational  Bank 


AONnOKAL 

OoBtiiMilU<haMltTOoi 
DlinoialifclMnaoBOk 
life  IisanaoB  Oo.  of  TvfiiB 
Wimi0.1oM,llCT.If«Tflrk 
FSro  lasBnasi  ItAaBCi 


BURKE  G.  SLAYMAKER 

I156-11S7  Uacke  Amez         ladlaM^is.  tatfui 
Practice  Limited  to  ineurance  Law 


R«f«r  tot  Aetna  Insurance  Co.|  Coatinsntalln- 
•uranc«  Co.;  Home  Insurance  Co.  of  N«w  Yccftt 
Insurance  Co.  of  North  America;  Liverpool  A 
London  ft  Globe  Insurance  Co.;  Royal  IneoraaM 
Co.,  Ltd.;  Western  Adjustment  ft  Inspectioa  Ce. 


Pickezifl,  Moores*  David- 

son  &  Pickens 
Pickens  Vim  A 
Woollen,  Woollen  & 

Byers 

JASP£R 
McFall  John  £ 


MT.   VERNON 
Jackson  W  S 

MUXaE 

Ryan  T  L 
Thompson  ft  Spracne 


ATTORNEYS    AND    COUNSELORS. 


B-249 


NASHVILLE 

JpncB  Junta  M 
Perdfidd  A 

NEW  ALBANY 

Dowling  Alexander 
Jewett  C  L  &  H  E 

NEWCASTLE 
Bundy  E  H 

NEWPORT 
Fultz  Chas  N 
OTcnnyer  J 

NOBLESVILLE 
Faritt  Phil  J 

NORTH  VERNON 
Dixon  Lincoln 
Montgomery  &  Emmona 

PAOLI 
Lambdin  Sam  R 

PERU 
Antrim  k  McClintic 

PETERSBURG 
Curll  \Vm  D 

PITTSBORO 
PaJmcr  I  H 

PLYMOUTH 
Lauer  L  M 

PORTLAND 
Smith  &  Fleming 

PRINCETON 
Brady  J  W 
Goodinan  John  Q  A 

RENSSELAER 
Foltx  F 

ROCKPORT 
Swan  &  Ifason 

RICHMOND 
Shiveley  &  Shiveley 

ROCKVILLE 
Hancock  H  L 

RUSHVILLE 

Watson,     Titaworth    & 
Green 

SALEM 
Hobba  O    K 

SCOTTSBURO 
Mace  L  N 

SHELBYVILLE 
Billman  J  W 

SHOAL 
Marafaall  J  B 

SOUTH   BEND 

Crane  Geo  A 
Hildebrand  Andrew  N 

SPENCER 
Miller  J  R 

SULLIVAK 
lays   &   Hays 


TERRE  HAUTE 

Batt  C  S 

McNutt  &  Wallace 

Piety  J  O 

TIPTON 
Daniels  Edw 

VALPARAISO 
Fabing  Walter  J 

VERSAILLES 
Creath  T  L 

VEVY 
Griffith  F  M 

VINCENNES 
Callop  &  Shaw 
Williams  Samuel  W 

WARSAW 
Frazer  &  Frazer 

WASHINGTON 
Mattingly  &  Myers 

WILLIAMSPORT 
SUnsbury  &  Billings 

WINAMAC 
Dukes  F  L 

WINCHESTER 
Focht  &  Hutchfcns 


IOWA. 


ADEL 
White  &   Clark 

ALBIA 
Mabry  J   C 

ALGONA 
Sullivan  &  McMahon 

ALLISON 
Shepard  W  C 

ANAMOSIA 
Remley  &  Remley 

ATLANTIC 
Rockafellow  J  B 

AUDUBON 
Cosson  &  Ross 

BEDFORD 
Jackson  W  M 

BLOOMFIELD 

Payne  D  H 
Scraborough  John  F 

BOONE 

Britt,   Sennef!   &  Bliss 
Dyer  S  R 
Power  &  Power 
Senneff  &  Bliss 

BRITT 
Senneff  &  Bliss 

BURLINGTON 
Power  &  Power 


CARROLL 
Lee  &  Robb 

CEDAR  RAPIDS 

Barnes  &  Chamberlain 
Grimm   &   Trewin 
Powell  &  Randall 

CENTERVILLE 
Mechem  L  C 

CHARITON 
Anderson    £  A 

CHARLES  CITY 
Campbell  J  C 

CHEROKEE 
Herrick  E   C 

CLARINDA 
Stipe  &   Qark 

CLARION 

Birdsall  &  BirdsaU 
Nagle  &  Nagle 

CLINTON 
Ellis  &  McCoy 

CORNING 
Okey  F  C 

CORYDON 
Miles  &  Steele 

COUNCIL  BLUFFS 

iHickinger  Bros 
Organ  J  P 

CRESTON 
Davenport  D 

DAVENPORT 

Lane  &  Waterman 
Petersburger  Isaac 

DECORAH 
Barthell  H    F 

DENISON 
Ully  PEC 

DES   MOINES 

B*  J.  Cavanagh 

Attorney  at  Law 

Satte  600  Fknlag  Bafldiaf 
DESaOUIES       :-:       IOWA 

CaUe  Addicss-'*avbar" 


Rfftnatai:  iinrBuik  iaDtt 
ittoni  J  fir  atrykad  OunAlty  Go. 
of  Balttmon,  Iw jlaad. 

Cheshire  T  A 
Read  &  Read  . 

DUBUQUE 
Kenline  &  Roedell 

EAGLE  GROVE 
McGrath  J  W 

ELDORA 
Lundy  &  Wood 

ELKADER 
Schulte  G  H 

ELKHART 
Keller  M  M 


EMMETSBURG 
Morlittg  E  A 

ESTHERVILLE 
Lee  N  J 

FAIRFIELD 
Leggett  &  McKenney 

FOREST  CITY 
Gordon  O 

FORT   DODGE 

Healy  &  Healy 
Nugent  P  F 

FT.  MADISON 
Johnson  R  N 

GARNER 
Ramsey  &  Blackstone 

GLENWOOD 
Stone  John  Y 

GREENFIELD 
Chapman  J  H 

GRINNELL 
Beyer  Harold  L 

GRUNDY 
Crary  E  A 

GUTHRIE  CENTER 
Weeks  &  Hughes 

HAMPTON 
Andrews  E  P 

HARLON 
Whitney  J  B 

HUMBOLDT 

Coyle  Clyde  C 
Finch   P 

IDA  GROVE 
White  M  M 

INDEPENDENCE 
Cook  &  Cock 

INDIANOLA 
Watson  J  O 

IOWA  CITY 
Ball  G  W 

IOWA    FALLS 
Williams  F  M 

JEFFERSON 
Wilson  &  Albert 

KEOKUK 

Howell  Wm  C 
Sawyer  H  I 

KEOSAUQUA 
Calhoun  J  C 

KXOXVILLE 
Amos  C 

LEMARS 
Bedell  E  T 

LEON 
Baker  G  W 

LIVERMORE 
Miles   Frank 
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LOGAN 
Smith  T  C 

MANCHESTER 
Carr   H 

MAQUOKETA 
Kelsey  F  D 

MARENGO 
Popham  &  Havner 

MARION 
Anderson  F  L 

MARSHALLTOWN 
Carney  J  L 

MASON  CITY 

Blythe,  Markley,  Rule  & 
Smith 

MONTEZUMA 
Qark  &  Clark 

MT.  AYR 
Fuller  &   Fuller 

MT.   PLEASANT 
Kopp  W  F 

MUSCATINE 
Bihlmeier  F  L 

NEVADA 
McCaU  Edw  M 

NEW  HAMPTON 
Smith  &  O'Connor 

NEWTON 
Mowry  Roes  R 

NORTH  ENGLISH 
Swift  &  Bryson 

NORTHWOOD 
Kepler  M  H 

ONAWA 
Anderson  J  W 

ORANGE  CITY 
Van   Oosterhout  P  D 

OSAGE 
Marsh  G  E 

OSCLOLA 
Temple  M  L 

OSKALOOSA 
Johnson  Irving  C 

OTTUMWA 
Tisdale  &  Heindel 

POCAHONTAS 
Ralston  &  Shaw 

PRINGAR 
Locke  R  J 

RED  OAK 
Richards  P  W 

ROCK  RAPIDS 
Fisher  S 

ROCKWELL  aTY 
Frick  M  W 


SAC  CITY 
Goldsmith    Chas   D 

SHELDON 

Mclnttre  I  N 

SIBLEY 
Hunter  R  M 

SIDNEY 
Hoop  P  H 

SIGOURNEY 
Brown  C  M 

SIOUX  CITY 

Robinson  F  B 
Wright  &  Sargent 

SPIRIT  LAKE 
Francis  &  Owen 

STORM  LAKE 
Edson  W  C 

TIPTON 
Moffit  J  T 

TOLEDO 
Walters  C  E 

WAUKON 
Hart  W  S 

WEBSTER  CITY 
Martin  Wesley 

.  WEST  LIBERTY 
Biehlmeier  F  L 

WEST  UNION 
Ainsworth  &  Hughes 

WILTON  JUNCTION 
Biehlmeier  F  L 

WINTERSET 
Steele  J  P 


KANSAS 


ABILENE 

Kurd  G  W 
Smith  S  S 

ALMA 
Wilson  John  H 

ANTHONY 
Wilcox  E  C 

ARKANSAS   CITY 
Cunningham  W  L 

ASHLAND 
Price  F  C 

ATCHISON 
Waggener  &  Challiss 

ATWOOD 
Robertson  F 

BELLEVILLE 
Ward  N  J 


BELIOT 

Kagey  &  Anderson 
Lutz  &  Jordan 

BURLINGTON 

Hannen  L  H 
Rolston  Joe 

CALDWELL 
Hackney  &  Hackney 

CIMARRON 
Brice  Harry 

CLAY  CENTER 
Jones  C  V 

COLBY 
Taylor  A  L 

COLDWATER 
Rich  D  H 

COLUMBUS 

Skidmore  &  Walker 
Williams  Al  F 

COTTONWOOD 
FALLS 

Johnston  Bros 

COUNCIL  GROVE 
Crowley  C  A 

DIGHTON 
Simmons  &  Simmons 

DODGE   aTY 
Scatet  &  Watkins 

ELDORADO 

Aikman  C  L 
Leland,  Geddes  &  Ral- 
ston 

ELLSWORTH 
Lloyd  Ira  £ 

EMPORIA 

Graves  C  B 
Madden   D 

ERIE 
Cline  &  Stratton 

EUREKA 
Jackson  &  Darby 

FORT    SCOTT 
Padgett  W  W 

FREDONIA 
MikeseU  E  D 

GALENA 
Westcott   S  C 

GARDEN   CITY 
Hopkins  &  Hopkins 

GARNETT 
Knight  W  O 

GIRARD 
Ryan    &    Hancy 

GOODLAND 
Hartzler  J 

GOVE 
Jones  O  B 

GREAT  BEND 
Russell  &  Russell 


GREENSBURG 
Beck  J  D 

HAYS  CITY 
Holmqnist  C  M 

HIAWATHA 
Pearl  F  M 

HILL   QTY 
Turk  &  Pedroja 

HOLTON 
Hursh   G  L 

HOWARD 
Sims  A  F 

HOXIE 
Clark  Wm  H 

HUTCHINSON 
Martin  F  L 

INDEPENDENCE 

Banks  &  Bertenshsw 
Courtright  P  L 

TOLA 
Faust  Oscar  E 

JETMORE 
Wilson  R  H 

JUNCTION  aTY 
Roark  W  S 

KANSAS  CITY 
Angevine  &  Cnbbisoa 
McPadden  &  Chafin 

KINGMAN 
Calkins  C  C 

KINSLEY 
Dyer  A  C 

LA   CROSSE 
Russell   W  H 

LAKIN 
Hetzer  A  R 

LRANED 
Vernon  W  H  Sr 

LAW  RENCE 

Oingman   O 
Means  &  Rice 

LEAVENWORTH 

Bond  Lee 
Fenlon  ft  Endres 

LEOTI 
Dickey  W  C 

UBERAL 
McCoy  F  A 

LINCOLN 
McCurdy  J  J 

LYNDON 
Crum  A  B 

LYONS 
Hopkins  O  S 

McPHERSON 
Johnson  F  O 

MANHATTAN 

Springer  Alvin  R 
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MANKATO 

Mitchell  W  R 

MARION 
Wheeler  D  W 

MARYSVILLE 
Bronghton  J  A 

MEADE 
Jones  H  L 

MEDICINE  LODGE 
McGagne  W  H 

MINNEAPOLIS 
Boyce  F  D 

MOUND  CITY 
Cannon  J  C  . 

NESS  CITY 
Fotilks  A  S 

NEWTON 
Bowman  &  Bowman 

NORTON 

Hamilton  J  R 
Wilden  L  H 

OBERLIN 
Peters  J  F 

OLATHE 
Gortttch  C  W 

OSBORNE 

Hawkes  &  Else 
Nicholas  C  H 

OSWEGO 
Mattox   S  J 

OTTAWA 
Waddle  F  A 

PAOLO 
Lane  A 

PHILIPSBURG 
Mills  C  M 

PITTSBURG 

Keller  &   Malcolm 
True  W  J 

PRATT 

Barnes  £   B 
Crick  R   F 

RICHFIELD 
Craddock  G   P 

RUSSELL 
Beardsley  L  B 

SALINA 
Burch  &   Litowich 

SANTA  FE 
Dennis   C   G 

SCOTT  CITY 
Armstrong    R    D 

SEDAN 
Brooks  J   B 

SEDWICK 
Foster  C  L 


SENECA 
WeUs  &  WeUs 

SHARON  SPRINGS 
Ward  £ 

SMITH  CENTRE 
Kingsbury  A  S 

ST.  FRANCIS 
Finlcy  J  L 

ST.  JOHN 
Nagle  P  R 

STERLING 
Green  Fred  P 

SYRACUSE 
Downer  G  J 

TOPEKA 

McClintock  &  Quant 
Mulvane  &  Gait 
Quinton  &  Quinton 

TRIBUNE 
Glenn  W  M 

TROY 
Reeder  C  W 

WAKEENEY 
Long  H 

WASHINGTON 
Rector  J  W 

WELLINGTON 

Finney  L  H 
Hackney  &  Hackney 
Lawrence  James 

WESTMORELAND 
Challis  &  Brookens 

WICHITA 
Stanley,  Stanley  &  Heg- 

ler  . ,.        - 

Stanley*  Vermillion  ft 

Evans 

WINFIELD 
Hackney  &  Lafferty 

YATES  CENTRE 
Holmes  S  C 


KENTUCKY 


ALBANY 
Bertram  £ 

ASHLAND 

Hager  &  Stewart 
Malin  P  K 
Woods  John  W 

AUGUSTA 
Hargett  M 

BARBOURSVILLE 
Tinsley  T  D 

BARDSTOWN 
Kelly  J  H 


BARDWELL 

Collins  T  M 
Nichols  Jesse  F 

BEATTYVILLE 
Roberts  J  K 

BEAVER  DAM 
Porter  J  M 

BEDFORD 
Terrell  C  B 

BENTON 
Shemwell  &  Reeder 

"  BOONEVILLE 
Hogg  E  £ 

BOWLING  GREEN 

Dulaney  Albert  C 
HarUn  Max  B 

BRANDENBURG 
Hardin  J  D 

BROOKSVILLE 
Cook  P  T 

BROWNSVILLE 
Logan  &  Hazelip 

BURKESVILLE 
Ewing  J  O 

BURLINGTON 
Gaines  S 

CADIZ 

Gamett  J  B 
Thomas  G  P 

CAMPBELLSVILLE 
Robinson  Henry  S 

CARLISLE 
Burroughs  G  S 

CARROLLTON 
Winslow  &  Howe 

CATLETTSBURG 

Ewing  Thos  J 
Strother  John   P 

CLINTON 

Robbins,  Thomas  & 

Bennett 
Shelhourne  &  Skelton 

COLUMBIA 
Gamett  Jas 

COVINGTON 
HEBBBRT  JACKSON 

CYNTHIANA 
Peterson  H 

DIXON 
Baker  &  Baker 

EDDYVILLE 
Uttley  N  W 

EDMONTON 
Kinnaird  J  W 

ELIZABETHTOWN 
Bush  S  H 

ELKTON 
Mallory  Jas  R 


FALMOUTH 
Colvfa  J  B 

FLEMINGSBURG 

Mclntire  J  M 
Power  J  fi 

FRANKFORT 
McGregor   Thomas  B 

FRANKUN 
Finn  L  B 

FRENCHBURG 
Caudle  &  Day 

FULTON 
Carr  &  Carr 

GEORGETOWN 
Bradley  &  Bradley 

GLASGOW 
Jones  S  E 

GRAYSON 
Theobold  &  Theobold 

GREENSBURG 
Henry  J 

GREENUP 
FuUerton  E  E 
Strother  John  P 

GREENVILLE 
Hardison  R  Jr 

HARDINSBURG 
Barnes  W  K 

HARLAN 
Stewart  Zeb  A 

HARRODSBURG 
Gaither  £  H 

HARTFORD 
Likens  G  B 

HAWESVILLE 
Higdon  J  R 

HAZARD 
Williams    A 

HENDERSON 
Yeaman  &  Yeaman 

HICKMAN 
Davis  B  T 

HINDMAN 
Baker  J  M 

HODGENVILLE 
Handley  L  B 

HOPKINSVILLE 
Wood  &  Son 

HYDEN 
Calvert  C  K 

INEZ 
Kirk  M  C 

IRVINE 
Miller  Clarence 

JACKSON 
Byrd  A  F 
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JAMESTOWN 
Meadows  J  N 

LANCASTER 
Walker  L  L 

LAWRENCEBURG 
Feland  F  R 

LEBANON 
McChord  J 

LEITCHFIELD 
Graham  J  C 

LEXINGTON 

Allen   &  Duncan 
Forman   &    Forman 

LIBERTY 
Godbey  Q  C 

LONDON 
Clay  H  C 

LOUISA 
Stewart  F  L 

LOUISVILLE 
Bruce  &  Bullitt 

Baskii,  Diffii, 

Kiikead, 
Sapiisky  i 

Attorneys  and 
Couna«llors-at-Law 

LOUISVILLE,    KY. 

Humphrey  &  Humphrey 

McKEE 
Moore  C  P 

MADISONVILLE 

Gordon  &  Gordon 
Jonson  J  A 

MANCHESTER 
Rawlings  W  W 

MARION 
Nunn  C  S 

MAYSVILE 
Robbins  &  Robbins 
Strother  John  P 

MIDDLESBORO 
Rohrer  M  H 

MONTICELLO 
Stone  J  B 

MOREHEAD 
Clarke  J  E 

MORGAXFIELD 

Harris  Wm  T 
Morton   H   X 

MORGAXTOWN 
Thatcher  A 

MT.    OLIVET 
Buckler  R 


MT.  STERLING 
Bigstaff  T  J 

MT.  VERXON 
Brown  J  W 

MUNDFORDVILLE 
Watkina  &  Garden 

MURRAY 
Thompson   A   D 

NEW  CASTLE 
Barbour  W  B 

NEWPORT  . 
Wright  &  Wright 

NICHOLASVILLE 
Welch  J  H 

OWENSBORO 

Anderson  E  B 
Ellis  W  T 

OWENTON 
Botts  H  G 

OWIXGSVILLE 
Nesbit  J  J 

PADUCAH 

Alexander   L  B 

Mocquot  J   D 
Oliver.  Oliver  &  Wick- 
liffe 

PAINTSVILLE 

Fogg  &  Kirk 
Wheeler  D  J 

PRAIS 
McMilUn  W  H 

PIKEVILLE 
Auxier,  Harman  &  Fran* 

OB 

PINEVILLE 

Logan  D  B 
Metcalf  J  T 

PRESTONSBURG 

May  Wm  H 

Stephens  Claude 

PRINCETON 

Hodge  &  Hodge 
Johnson  J  King 

RICHMOND 
Sullivan  J  A 

RUSSELL  VILLE 
Browder  &  Browder 

SALYERSVILLE 
Ramey  H  H 

SANDY  HOOK 
Rcdwine  A  T 

SCOTTSDALE 
Gilliam  J  H 

SHELBYVILLE 
Beard  E  W 

SHEPHERDSVILLE 
Bradbury   C  P 

SMITHLAXD 
Wilson  C  H 


SOMERSET 
Smith  &  Brown 

SPRINGFIELD 

Ginjffsby  W   F 
Pohn  John  A 

STANFORD 
McRoberts  P  M 

STANTON 
Norton  A  H 

TAYLORSVILLE 
Ross  L  W 

TOMPKINSVILLE 
Miller  G  M 

VANCEBURG 

Pugh  S  J 
Strother  John  P 

VERSAILLES 
Thornton  D  W 

WARSHAW 
Brown  R  B 

WEST  LIBERTY 
Gardner   W    M 

WHITESBURG 
Lewis  J  P 


CLINTON 
Walker  R  T 

DONALDSONVILLE 
Lemann  Walter 

FRANKLIN 

Caffrey,   Quintero  ft 
Brumby 

JENNINGS 
Modisette  &   Adams 

LAFAYETTE 
Moaton  C  H 

LAKE  CHARLES 
McCoy,  Moss  &  Knox 

LEES  VILLE 
Monk  &  O'Neal 

MONROE 

Hudson,  Potts  &  Bern- 
stein 
Randlc  Robt  O 

NATCHITOCHES 
Scarborough  &  Carver 

NEW  IBERIA 
Hacker  &  Mnller 

NEW  ORLEANS 


Di^RT,  KBRNAIV  A  OAJRT 

ATTORNEYS 

837-41  MaUon  BUneha  Bulldtnc 

NEW  ORLEANS,  LA. 

Attornmrs  fort  Lafayette  Fire  Ins.  Co.  of  New  Oriesai; 
.  WiUcQK.  Peck  &  Hughes,   St.  Paul  Fire  &  Marine; 
Ins.  Co.;  Penn  Mutual  Life  Ins.  Co. 

R«f«r  to  I  Canal  Bank  &  Trust  Co. 
City  Bank  &  Trust  Co. 


WICKLIFFE 
Turner    &   Turner 

WILLIAMSBURG 
Tye  &  SUer 

WILLIAMSTOWN 
Beasley   C   H 

WINCHESTER 
Jouett  &  Jouett 


LOUISIANA 


ALEXANDRI 

White,  Thornton  &  Hoi- 
loman 

ARCADIA 
Reynolds  &  Williams 

BATON  ROUGE 
Laycock  &  Beale 

BOGALUSA 
Ott,  Johnson  &   Ott 


Farrar,  Jonas,  Golds- 
borouffh   &   Goldberg 

Hall  &  Monroe 

Howe,  Fenner,  Spencer  ft 
Cocke 

May  John 

OPE  LOUS  AS 

Dupree  G  L 
Lewis  &  Lewis 

RUSTON 

Barksdale  J  D 

ST.  FRAXCISVILLE 
Lawrason  S  McC 

SHREVEPORT 

Hemdon  A  Hemdom 
Randolph,     Rendall     ft 
Fryer 


MAINE 


AUBURN 
Smith  R  W 

AUGUSTA 
Bassett  K  L 
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BAXGOR 

Brooks  Bartktt 
Clifford  M  S 

BATH 
Dunton  Arthur  J 

BELFAST 
Ritchie  Arthur 

BREWER 
Brooks  Bartlett 

CARIBOU 
Donworth  A  B 

DANFORTH 
Putnam  E  B 

DEXTER 
Brown  W  S 

DOVER 
Guernsey  Frank  E 

ELLSWORTH 
Crabtrec  Harry  L 

FARMINGTON 
Richards  Elmer  E 

GREENVILLE 
St  German  Rosa 

HOULTON 
Lewin  Willard  L 
MadJIBn  &  Madigaa 

LEWISTON 
Newell  &  Skelton 

MACHIAS 
Donworth   C  B  &  E   C 

NORTH  ANSON 
Steward  Daniel 

ORONTO 
Thompaon  Geo  F 

PORTLAND 

Cram  Harrv   L 

Libby,  Robmaon  &  Ivea 


MARYLAND 

ANNAPOLIS 
Pardee,  S  Colquitt 

BALTIMORE 
Gans  &  Haman 


ELKTON 
Blake  Geo  A 

ELLICOTT  CITY 
Clark  James 

FREDERICK 
Willard  A  D 


Thomas  Howard  Embert 

Fidelity  Building 

BALTIMORE,  MARYLAND 

Corporation.  Inaurane*  and  Commercial  Law. 

Maryland  Coonael  for  Independent  Order  of  Foreatera. 
Refer  to  Bonded  Attomeya  Department  of  the  National 
Surety  Co..  New  York. 


MALOY  &  BRADY 

Sttllt  1403  Fidelity 
BHildIng 

BALTIMORE 


Corporation 

INSURANCE 

and  Banking  Law 

Pardee,  S  Colqnitt 
Ritchie.  Janney.  Gris- 

wold  &  Hamilton 
Whitelock,  Deming  & 

Kemp 

BELAIR 
Preiton  W  W 

CAMBRIDGE 

Goldaboro  P  L 
Joyce  H  A  Jr 


H.  P.  SWEETSER 

Xttoniey  aB4  CoiflscHor-it-Law 

Corporation  and  Insurance  Mattars 

a  Spocialty 

85  Exchanga  Straet»  Portland*  Maine 


Verrill,  Hale  &  Booth 

ROCKLAND 

Uttlefield  A  S 
Mortland   D   N 

SACO 

Bradbury  J  O 

SKOWHEGAN 

Danforth  E  F 
Gould  k   Lawrence 
Gowrr  Geo  W 

WATERVIIXE 
Eaton  H  D 


CENTERVILLE 
Legg  J  H  C 

CHESTERTOWN 
Townaend  S  P 

CUMBERLAND 
Sloan  D  L 

DENTON 

Cooper  Harvey  L 
Owena  Fred  R 

EASTON 
Butler  Chaa  J 


HAGERSTOWN 
Little  C  A 

HANCOCK 
Maaon  John  T 

LA  PLATA 
Mitchell  W  J 

LAUREL 
Gilbert  Lee  E 

LEONARDSTOWN 
Loker  W  M 

OAKLAND 

Hamill  G  Semmea  Jr 
SinceU  E  H 

PRINCE  FREDER- 
ICKSTOWN 

Gray  John  B 

PRINCESS  ANNE 
Tull  Gordon 

ROCKVILLE 

Henderaon  J  Alby 
Waltera  Bowie  F 

SALISBURY 

Douglaaa  S  R 
EUegood  J[aa  E 
Long  Curtia  W 

SNOW  HILL 
CoUiaa  O  D 

UPPER  MARLBORO 
Stanley  C  H 


MASSACHUSETTS 


BARNSTABJ-E 
Baker  Henry  H 

BOSTON 

Badger  W  I 
Brown   Fred'k  W 
Bryant  J  D 
Dickaon  &  Knowlea 
Foster  R 

Matthews,  Thompaon    & 
Spring 


BOURNE 
EIHa  E  S 

BROCKTON 
Barker  A  F 

CAMBRIDGE 
Appleton  John  H 

DEDHAM 
Bradbury  Frank  E 

EAST  BRIDGEWATER 
Harris  Robt  O 

EDGARTON 
Hillman  B  T 

ESSEX 
Ruaaell  Chaa  A 

FITCHBURG 
Flynn  Chaa  T 
Goodfellow  A  Z 

GLOUCESTER 
Ruaaell  Chaa  A 

GREAT  BARRINGTON 
Joyner  Herbert  C 

GREENFIELD 
Malone  B 

HOLYOKE 
Callahan  C  T 

LOWELL 
Dunbar  F  E 

LYNN 
Nilea  W  H 

NANTUCKET 
FriU-Randolph  R  T 

NATICK 

Adama  F  N 

NEW  BEDFORD 

Briggs  Justus  A  Jr 
Hervey  Homer  W 

NEWBURYPORT 
Jones  &  Foss 

NORTHAMPTON 
Maaon  &  Morse 

PITTSFIELD 

Hawkins  W  F 
Hibbard  C  E 

PLYMOUTH 
Burnett  E  A 

ROCKPORT 
Ruasell  Chaa  A 

SALEM 
RoUina  W  H 

SPRINGFIELD 
Brooka  &  Hamilton 

TAUNTON 

Dean  Wm  M 
Reed  Silas  D 
Woods  W  S 

WELLSLEY 
Sweetser  Geo  A 
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WORCESTER 

Hunt  John  H  S 
KLatr  Maurice  L 
Pinkerton  Alfred  S 


MICHIGAN 


ADRIAN 

CUrk  R  H 
Joslin  Theo  M 

ALLEGAN 
Wilkes  &  Hoffman 

ALPENA 
Cobb  Jat  H 

ANN  ARBOR 
Sawyer  A  J 

BAD  AXE 

Hall  Charles  L 

BAY  CITY 

Baker  O  W 

Gillett   &   Clark 
Lane  Robt  H 

BELLAIRE 
Leavitt  R 

BESSEMER 
Baird  Wm  S 

BIG  RAPIDS 
Marsh  E  J 

CADILLAC 
Wetmore  &  Breen 

CALUMET 
Gailbraith  &  McCormack 

CARO 
Ransford  B  L 

CASSAPOLIS 
Lyle  C  M 

CENTERVILLE 
Akey  Alfred 

CHARLEVOIX 

Kane  R  W 
Lewis  R  L 

CHARLOTTE 
Peters  Elmer  N 

CHEBOYGAN 
Shepherd  James  F 

COLDWATER 

Barlow  H  H  &  B  E 
Palmer  &  Palmer 

CORUNNA 
McCurdy  John  T 

CRYSTAL  FALLS 
Moriarty  M  H 


DETROIT 

Bates  G  'W 

Lucking,  Emmons  &  Hell- 
man 

Miller,  Smith,  Paddock 
&  Perry 


HILLSDALE 
Chase  Paul  W 

HOUGHTON 
Rees  A  F 


SEUING    &    BRAND 

502-3-4-5-6-7-8-9  Hammond  Building 
DETROIT,  MICHIGAN 

Corp«nilloB  ud  lasaraMC  lillgatloi. 

Bernard  B.  S«lllnir  G«org«  E.  Brand 

Sylvan  S.  Grosncr  Henry  P.  Seaborg 

Rosco  C.  Griffith 


WMREI,  UtT,  UDS  L  HILL 

Olaadiu  B.  Orsa^  Oonnssl 

HOWELL 
Howlett  Louis  E 

Corporation,  Admiralty 
and  Insurance  Law 

Union  Tmst  BviUing,  DRBOIT 

IONIA 

Horrigan  H  T 
Smith  L  W 

OhsriasB.Vamn  Willisin  B.  (Mt 
SuftrdV.Laad 

J«ep]iO.IaBU0a  8hffvini.ffill 
OirlY.kHry      Ohsriasl.Uwis 

IRON  MOUNTAIN 
Spencer  Jas  E 

IRONWOOD 

EAST  JORDAN 

Driscoll  Geo  0 

Wilson  Dwight  L 

ITHACA 

ESCANABA 

McCall  Bros 

Ryall  A  H 

JACKSON 

FLINT 

Wilson  &  Cobb 

Aitken  D  D 

KALAMAZOO 

FRANKFORT 
Nevius  L 

Driver  J  D 
Howard  H  C 

GAYLORD 
Farrar  0  W 

KALKASA 
Smith  Ernest  C 

GLADWEIN 
Campbell  &  Foster 

LAKE  CITY 
Gaffney  &  Miltner 

GRAND  HAVEN 
LiUie  W  I 

L'ANSE 
Mason  W  L 

GRAND  RAPIDS 

LANSING 

Kleinhans,  Knappen  & 
Uhl 

Brown  J  Earle 
Cummings  &  Nichols 

MarkNorris 

Leon  W.  HarrlngtoD 


Charles  MePhenon 


NORRis,  Mcpherson, 

HARRINGTON  &  WAER 

Atlonieys  and  CouseDon 

721-7StllleliigiiiTniitBldg..  GraBdBApiii,IUeli* 


GRAYLING 
Alexanader  G  L 

HARRISON 
Quinn  John 

HARRISVILLE 
Beede  Fred  A 

HART 
Skeels  Rufus  F 

HASTINGS 
Potter  W  W 


LAPEER 
Halpin  T  D 

LAURIUM 
O'Brien  P  H 

LELAND 
Dayton  Clinton  L 

LUDINGTON 
Fitch  £  N 

MANISTEE 
Belcher  Chas  N 


MANISTIQUE 
Hixson  Virgil  I 

MARQUETTE 
Clark  Harlow 

MARSHALL 
Winsor  H  E 

MASON 
Bergman  A  A 

MENOMINEE 
Boyle  M  J 

MIDLAND 
Gordon  W  D 

MONROE 
Gilday  E  R 

MT.  CLEMENS 
Jcnney  Wm  S 

MT.  PLEASANT 
McNamara  Francis 

MUNISING 
Simmons  D  E 

NEWAYGO 
Day  A  G 

NEWBERRY 
Fead  Louis  H 

ONTANAGON 
Brown  A  H 

PAW   PAW 
Anderson  David 

PETOSKY 
Gilbot  £  E 

PONTIAC 
Patterson  John  E 

PORT  HURON 
Stevens  &  Graham 

ROGERS 
Covey  G  Jr 

ROSCOMMON 

Smith  Hiram  R 
Woodruff  Henry  H 

SAGINAW 

Hanchet  B 
Humphrey  &  Grant 

ST.  IGNACE 
Hoffman  Henry 

SANDUSKY 
Bmvcss  WH 

ST.  JOHNS 

Brown  J  E 

SAULT  STE.  MARIE 

Davidson,  Hndbon    k 
Green 

STAN  DISH 
Snow  M  D 

STANTON 
Fialmer  L  C 

TAW  AS  CITY 
Rawdin  Edwin 
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TRAVERSE  CITY 
AJvaj  Cnrtis  D 

WEST  BRANCH 
Bennett  Geo 


MINNESOTA 


ADA 
Mataon  Peter 

AITKIN 
Krelwitz  E  H 

ALBERT  LEA 
Carlson  H  C 

ALEXANDRIA 
Treat  Geo  L 

ANOKA 
Blnachard  WiU  A 

AUSTIN 
Wright  Arthur  W 

BAGLEY 
McGlennon  W  A 

BAUDETTE 
Koefod  S  M 

BEMIDJI 
Gibbons  John   F 

BENSON 
Hudson  H  S 

BLUE  EARTH 
Putnam  &  Carlson 

BRAINERD 
Albright  Clifton  A 

BRECKENRIDGE 
Jones  Lewis  F 

BUFFALO 
West  H  C 

CALEDONIA 
Bujcbury  F  A 

CAMBRIDGE 
Clover  John  W 

CARLTON 

Green  John   K 
Oldenburg  H 

CENTER  CITY 
Stolberg  A   P 

CHASKA 
Odell  W  C 

CROOKSTON 
Mnier  &  Foote 

CROSBY 

Uhl  A  W 

DETROIT  OTY 
Johnston   C  M 

DULUTH 

AUord   &   Html 
Steams  &   Hunter 


ELBOW   LAKE 
Stromme  R  J 

ELK  R]^V£R 
Tyler  Geo  H 

FAIRMONT 

Dean  &  Palmer 

FARIBAULT 
Gipson  £  H 

GLENCOE 
AUen  F  R 

GLENWOOD 
Reeves  Chas  P 

GRAND  RAPIDS 

Spear  &  Stone 
Thwing  Alfred  L 

GRANITE  FALLS 
Bengston  H  P 

HALLOCK    - 
Yetter  &  Blethen 

HASTINGS 
Whitford  E  A 

HENDERSON 
Lecman  W  H 

HIBBING 
SilUman  Thos  S 

IVANHOE 
Johnson   Louis   P 

JACKSON 
Faber   F  B 

LE  SUER  CENTER 
Prendergast  L  W 

UTCHFIELD 
Hunt  Alva  R 

LITTLE  FALLS 
Adams  E  P 

LONG  PRAIRIE 
Church  Arthur  B 

LUVERNE 
Chunn  M  W 

MADISON 
Borgendale  &  Schults 

MANKATO 
Smith  B  D 

MANTORVILLE 
No/ton  G  A 

MARSHALL 
HaU  J  H 

MINNEAPOLIS 

Brown  &  Albert 

Deutsch  Henry 

Furst  William 

Kerr  &  Fowler 

Keith.  Evans,  Thompson 

&  Fairchild 
Tryon  Charles  J 

MONTEVIDEO 

Peterson  &  McCargar 
Utley  LE 


MOORHEAD 
Sharp  E  E 

MORA 
King  J  C 

MORRIS 
Randall  C  B 

NEW  ULM 
P£aender   Albert 

OUVIA 
Freeman  J  M 

ONTONVILLE 
Cliff  &  PurceU 

OWATONA 
Alexander  F  A 

PARK  RAPIDS 

Vanderpool  F  A 
Wray  W  G 

PIPESTONE 
Cady  P  P 

PRESTON 
Gray  &  Thompson 

RED   lAKE   FALLS 
Farley  Fred  L 

RED  WING 
Mohn  &  Mohn 

REDWOOD  FALLS 

Clague  Frank 

ROCHESTER 

Allen  Geo  J 
Eaton  B  W 

ROSEAU 
Bell  Rodger  J 

ST.   CLOUD 
Brower  Ripley  B 

ST.   JAMES 
Hammond  &  Farmer 

ST.   PAUL 

BiHer,  HitdieH  &  Hoke 

Atttricys  it  Uw 


Baildlaf 
Sk  Pbak  MIbs. 

ittantysfBr:  tt.  Pul  lin  &  MariiM 
InsozsiiM  0«l;  MiaiMsotaHatiud  lift 
IttsanaMGo.;  1Uti«iisl  Sonty  Oo., 
•ad  TraT«lin  XasonBiot  Oo. 

Clapp  &  Macartney 
Durment,  Moore  &   San- 
bom 
Hess  Sylvan  E 
Lawler  W  D 

ST.  PETER 
Benson  Henry  N 

SHAKOPEE 
Peck  H   J 

SI-AYTON 
Whitney  B   H 

STEWARTVILLE 
Smith  Walter  Wyman 

STILLWATER 
McBeath  S  B 


TWO    HARBORS 
Dwan  Jno 

VIRGINIA 

Archer  Wm  J 

WABASHA 
Murdoch  John  W 

WADENA 
Hughes  &  Mark 

WALKER 
Rogers  Edw  L 

WARREN 

Eckstrom  A  N 
Olson  Julius  J 

WASECA 
McGovem  Peter 

WHEATON 
Murphjr   F  W 

WILLMAR 
Stanford   R  W 

WINDOM 
Borst-Wilson 

WORTHINGTON 
WUson  Geo  W 


MISSISSIPPI 


ABERDEEN 
Lef  twick  &  Tubb 

ASHLAND 
McDonald  W  A 

BATESVILLE 
Lamb  L  B 

BAY  ST.  LOUIS 

Gex  W  J 

Marshalf  Carl 

BELEN 
Mack  J  W 

BILOXI 
Ford  &  White 

BOONEVILLE 
Sharp  E  C 

BROOKHAVEN 
Cassedy  H 

CANTON 
Greaves  H  B 

CARROLLTON 
Hughston  &  McEachem 

CARTHAGE 
EUis  W  A 

CHARLESTON 
Wynne  W  T 

CLARKSDALE 
Cutrer  J  W 

COAHOMA 
Malone  G  W 
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CLEVELAND 
Somerville  &  Somerville 

COFFEEVILLE 
Creekmore  &  Stone 

COLUMBIA 
Hennington  Lamar 

COLUMBUS 
Frienon  John  F 

CORINTH 
Candler  &  Candler 

DECATUR 
Foy  &  Banks 

ELLISVILLE 
Pack  W  J 

FAYETTE 
Torrey  &  Logan 

FOREST 
Kent   Jeff 

FULTON 
Benson  M  C 

GLOSTER 
Street   A  J 

GREENVILLE 
Hartman  M  M 

GREENWOOD 
Coleman  &  McQnrg 

GRENADA 
Doty  W  S  P 

GULFPORT 

Bowers  E  J 
Gex  Walter  J 

HAZLEHURST 
Sexton  J  S 

HERANDO 
Holmes  F  C 

HOLLY   SPRINGS 
Fant  &  Fant 

HOUSTON 
Ford  J  H 

INDIANOLA 
Chapman  Porter  C 

lUKA 
Pyle  J  A  E 

JACKSON 
Green  &  Green 


LEXINGTON 
McMorrough  G  H 

LOUISVILLE 
Brantley  Z  A 

MACON 
Allgood  D  F 

MAGNOUA 

Cutrer  R  W 
Price  &  Price 

MARKS 
Donaldson  W  M 

MAYERSVILLE 
Peyton  M 

MEADVILLE 
Griffing  D  Q 

MERIDIAN 
Kobi  F.  Ooflhna       Allaa  MoOuits 

Cochran  ft  HcCuts 

Attorneys-At-Law 

Rosenbaum  Bldg. 
MERIDIAN,     -     MISS 

SPBCIALTIBS: 

Corporation,    Commercial 
and  Insurance  Law 

Hill,  Hall  &  Jacobion 

MIZE 
James  W  W 

MONTICELLO 

Arrington  John  H 
Grice  Lather  £ 

MOSS   POINT 
Mclnnis  Frank  S 

NATCHEZ 

Martin  W  C 
Reed  &  Bf«ndon 

NEW  ALBANY 
Bias  Wm  G 

OKLOLONA 
StovaU  A  T 

OXFORD 
Slough  C  E 

PHILADELPHIA 
Austin  H  L 


R.  H.  &  J.  H.  THOMPSON 

Attorneys  At  Law 

JACKSON,  MISS. 
Qeneral  Civil  Practice 

Refer  to  the  banks  and  business  houses  of  Jackson  and 
to  the  Judges  of  the  Supreme  Court  of  Mississippi.  Also: 
Mutual  Life  Ins.  Co.,N.V.and  National  Surety  Co.  N.V. 


LAUREL 

DeaTOurs  Stone 
HallseU   R  P 

LEAKESVILLE 
Backstrom  J  W 


PITTSBORO 
Smith  A  T 

PONTOTOC 
Mitchell  John  H 


POPLARVILLE 
Lock  L 

PORT  GIBSON 
Satterfield'  M  M 

PRENTISS 
Scott  W  L 

PURVIS 
Mayson  C  G 

QUITMAN 
Terral  S  H 

RAYMOND 
RaUiff  Paul  D 

RIPLEY 
Spight   &    Street 

ROSEDALE 

Scott  Chas 

Someryille  &  Somenrille 

SARDIS 
Rainwater  L  F 

SCRANTON 
Denny  &  Denny. 

SENATOBIA 
Johnson   Harper 

SHAW 
Gibert  J  M 

STARKVILLE 
Magruder  W  W 

SUMNER 

Hays  Rowe 
Stephen  A  H 

TUNICA 
Henderson  J  W 

TUPELO 
Allen  J   M 

TUTWILER 
Whittington  E  O 

VAIDEN 
Glass  F  M 

VICKSBURG 

Dabney  &  McCabe 
McLaurin,   Armistead  & 
Brien 

WALTHALL 
Cooke   Sami 

WATER  VAIXEY 
McGoTem  Jos  G 

WAYNESBORO 
Heidelberg  M  L 

WEST   POINT 
McCleUan  J  J 

WIGGINS 
Batson  W  C 

WINONA 
Knox  W  T 

WOODVILLE 
Bramlette  &  Tucker 


YAZOO  aiY 

Barbour  &  Henry 


MISSOURI 


ALBANY 
Dalbey  WF 

AVA 

Pitts  Jos  V 

BENTON 
Arnold  M 

BLOOMFIELD 
Williams  E  J 

BOUVAR 
Burnside  G  C 

BOONVILLB 
Williams  Wm  M 

BOWUNG  GIEEN 
Motley  Robt  L 

BUTLER 
Horn  M  B 

CALIFORNU 
Gordon  C  M 

CAPE  GIRARDEAU 

Caruthers  J  Henry 
Wilson  R  L 

CARROLLTON 
Lozier  ft  Morris 

CARTHAGE 

McReynoIds  ft  HalHbv- 

ton 
Phelps  Harry 

CARUTHERSVILLE 
Hawkins  N  C 

CASSVILLE 
Wear  W  A 

CENTERVILLE 

January  R  I 
Keith  J  H 

CHARLESTON 

Haw  J  M 
LindttT  T  T 
Russell  John  J 

CHILUCOTHE 
Davis  J  M  ft  Son 

CLAYTON 
Greensf elder  M  B 

CUNTON 
Lindsay  Jss  D 

COLUMBIA 

HoUoway  Rassetl  E 
McBaine  ft  Osxlc 

DIXON 
Terrill  ft  CoiTey 
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DONIPHAN 
Borth  Chas  O 

EDINA 
Baltj'rope  Geo  R 

\      ELDON 
Donnelly  H  L 

EMINENCE 
Sizemore  G  S 

FARMINGTON 

Roder  E  A 
Young  Thos  C 

FAYETTE 

Bagby  R  M 
Thompson  Jasper 

FORSYTHE 
McConkey  D  F 

FREDERICKSTOWN 
Anthony  R  A 

FULTON 
Hale  R  G 

GALENA 
Scott  Rufe 

GALLATIN 
Gzlliham  &  Gilliham 

GLASGOW 
Denny  Jaa  H 

GRANT  CITY 
Hudson  &  Engle 

GREENFIELD 
Shafer  Fred  L 

GREENVILLE 
Raney  J  H 

HANNIBAL 
Schoficld  F  L 

HARRISONVILLE 
Byram  W  S 

HARTVILLE 
JaclBon  J  W 

HERMANN 
Walker  Robt 

HERMITAGE 
Montgomery  J  W 

HILLSBORO 
Williama   Clyde 

HOUSTON 
Barton  W  E 

HUNTSVILLE 
Hamilton  J  N 

INDEPENDENCE 

Hardin  John   H 
Paxton  Jolm  G 

IRONTON 
Damron   Cbas    F 

JACKSON 
Hines  Thos  P 

JEFFERSON  CITY 

Pope  &  Ijohman 

Attorneys  and 
Counselors  at  Law 


JOPLIN 

Kelsey  Fred  W 
Mead  J  P 
Merritt  &  Spiva 

KAHOKA 
LlewUyn  C  T 

KANSAS  CITY 

Boyle  &  Howell 

COMMERCE  BUIUNNQ 
Sultta  1114-1115 

Special  Attention  to  In- 
surance Matters 

Kansas  City,  Mo. 

Fyke  &  Snider 

Lathrop,  Morrow, 
Fox  &  Moore 

First  National  Bank 
Building 

special  attentloa  to 
Ixisurance  Litigatjon. 

KANSAS  CITY,  MO. 

McVey  E  H 

New    Miller,  Camack  & 

Winger 
Reed,  Yates,  Martin  & 

Howell 

I  C.  R0SEIBER6ER 

(BMnbonr  &  Saed) 

ittoriMT  tad  Oonuekr  at  Law 

New  Ysrk  LHs  BuildIno 

KANSAS  CITY,  MO. 

Csblf  Addini.  "SmVOl." 

DiTotn  M«wlfexoliuiT>lY  to  tb« 

Uw  of  Uii^  AoddMii  and  luWity 

iBBonaM.  I'toaoiialaitoBtiongiTa& 

to  a42vatBMnt  of  iatrioato  aaaea 

tkroagteat  Omtral  Voit, 

CoanssI  for-  fidolity  k  Ou- 
oalty  Oo^;  ▼Uliawbttrgk  d^ 
FlnlnaOo^:  Hiim.  luU  lift  Ins. 
Oo.;  Mfio  latoal  Mh  Int. 
Oa. ;  UMtod  Statoa  OMualt j  Oo. ; 
Ommiintal  Oaaoalty  Oa.;  lorUi 
AsMrioaa  AooidnLt  Ina  Oo.;  Gonaral 
imdaat  Amiaaoe  Oorpontioii  and 
otbar  flOBipaaioa. 
Bsfen  to  toy  efltoor  of  sbote 
umtd  ecBpsaiai. 

Williams,  Hanter  ft  Gtif- 
fin 

KENNETT 
Walker  W  S  C 

KEYTESVILLE 
Rticker  R  W 

KINGSTON 
Dodge  Geo  K 

LAMAR 
Timmonds  H  W 

LANCASTER 
Highbee  W  A 

LEBANON 
Kellerman  E  B 


LEXINGTON 

Wilson  S  N 

LIBERTY 
Lawson  Martin  £ 

LINN 
VorshaU  J  W 

LINN  CREEK 
Roach  S  C 

UNNEUS 
Powers  F  W 

MACON 
Dysart  B  R 

MARBLEHILL 
Chandler  W  K 

MARSHALL 
Chandler  W  K 

MARSHFIELD 

Haynes  J  E 
Smith  J  P 

MARYVILLE 
Aldermann  Ira  K 

MAYSVILLE 
Hewitt  &  Hewitt 

MILAN 
Bingham  John  W 

MONTICELLO 
Rouse  Harry  S 

MT.    VERNON 
Henson  Chas  L 

NEOSHA 
Hubbert  Geo 

NEW  LONDON 
Hulse  Ben  E 

NEW  MADRID 
Brewer  &  Riley 

OREGON 
Pctrce  F 

OSCEOLA 
Johnson  Waldo  P 


PINEVILLE 
Prater  H  C 

PLATTE  CITY 
Park  Guy  B 

PLATTSBURG 
Hcmdon  W  S 

POPLAR  BLUFF 
Green  &  Green 

POTOSI 
Erersole  E  T 

PRINCETON 
Hyde  Ira  B  ft  Son 

RICH  IJILL 
Heck  H  H 

RICHMOND 
Black  J  £ 

ROCKPORT 
Gore  Jos  F 

ROLLA 
Jones  Bros 

ST.  CHARLES 
Bruere  T  C 

STE.  GENEVIEVE 
Mahoney  Jas  M 

ST.  JOSEPH 
Spencer  ft  Landis 

Wa.  L  StriigfillMr 

Boaoiiaor  to  VSSL  h  STRncnLLOW 

Donnell  Court 

ST.  JOSEPH.   MO. 

We  make  a  specialty  of  the 
defense  of  personal  faijary 
liti^tion  and  of  fire,  life  and 
accident  cases. 

ST.  LOUIS 
Barclay  &   Fauntleroy 


ABBOTT  A  BD WA.RDS 

1117-1123  N«w  BanlE  of  Commarce  Building 

ST.  LOUIS,  MO. 

Augustus  L.  Abbott,  John  B.  Edwards.  Ralph  J.  Roeder 
Edwin  C.  Luedde,  James  P.  Gray.  James  McCann. 


OZARK 
Barrett  Fred  W 

PALMYRA 
Glahn  Ben  F 

PARIS 
Barnes  Wm  W 

PERRYVILLE 
Greenwall  J  T 


CLAUD  D.  HALL 

Attamfly  and  CoonaeOar  at  Law 
915  Csniral  NstienI  Bank 
BttiMliv,  ST.  LOUIS,  Ma 

longDistaoM  PhoosMsiiiUS 

Praotioa  is  ftato  and  Moral  OairtL 
Oorpofattos,  tuaxiDoa  Oiuea  and 
MuiseflflBnlojaia  UafaiKtyOaaos 
aSpodalty.  ODSssalforkadiagUft^ 
Oamalty  and  8u«t j  OomDaaioa.  Baf- 
oraaoes  nan  raaaastfai  all  nisi 
dtisa. 
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HOLLAND, 
RUTLEDGE 
&  LASHLY 

Central  Nat' I  Bank  BNg. 

ST.  LOUIS,  MO. 


WARSAW 
Jones  J  R 

WAYNESVILLE 
Scott  Fred  L 

WEST  PLAINS 
Orr  &  Orr 


Jones,  Hocker,  Hawes  &  Ansert 

IMl  Third  National  Bank  BIdg..        St  Unit,  Mo. 

Rxftr  to:  .     .^   »       « 

Missouri  Stete  Life  Ins.  Co.;  New  York  Ufe  Ins.  Co.; 
Pacific  Mutual  Life  Ins.  Co.;  Fidelity  Mutual  Life  Ins. 
Co.;  Manhattan  Life  Ins.  Co.;  Franklin  Life  Ins.  Co.; 
Mutual  Benefit  Life  Ins.  Co.;  Fidelity  and  Casualty  Co. 
of  N.  Y.;  Continental  Casualty  Co.;  Aetna  Life  Ins.  Co. 


SALEM 
Arthur  A  J 

SALISBURY 
Johnson  A  W 

SAVANNAH 
Hine  W  G 

SEDALIA 

Lamm  H 

Sangree  &  Bohling 

SHELBYVILLE 
Drain  V  L 

SPRINGFIELD 

Avery,  Young,  Dudley  & 

Killam 
Barbour  &  McDavid 
McCammon  J  P 
Williams  &  Gait 

STEELVILLE 
Reeves  A  L 

STOCKTON 
Ragland  C  A 

TRENTON 
Burkeholder  A  H 

TROY 
Sutton  Robt  L 

TUSCUMBIA 

"Donnelly  H  L 
Stillwell  W  S 

UNION 
Owen  Jesse  M 

UNIONVILLE 
Bonfoey  B  H 

VAN  BUREN 
Camahan  J  M 

VERSAILLES 
Livesay  R  M 

VIENNA 
TcrriU  R  W 

WARRENSBURG 

Aber  M  D 
Suddath  J  W 

WARRENTON 
Dclvcnthal  J  W 


MONTANA 


RED  LODGE 
Wiggenhorn  R  G 


NEBRASKA 


BAKER 
Cornish  P  C 

BILLINGS 
Nichols  &  Wilson 

BUTTE 

VICTOR 
A-  BERRY 

Attorney 
at-La^iv 

SI  last  Broadway 
BUrrS,  MONTANA 


Commercial  and  Insurance 
Litigation. 

Confidential  Reports 

Promptly  Made. 

Attorney  for  the  Banking 
Corporation  of  Montana, 
Butte  Branch. 

Frank  &  Gary 

DILLON 
Callaway  E  J 

HAMILTON 
Shandy  J  E 

HELENA 

Gunn  M  S 
Mclntyre  H  G 
Walsh  &  Nolan 

LAUREL 
Stow   Arthur  W 

LEWISTON 
Belden  O  W 

MEDICINE  LAKE 
Heder  J  A 


AINSWORTH 
Ely  WM 

ALBION 
Needham  &  Doten 

ALLIANCE 
Berry  L  A 

ALMA 
Thompson  J  G 

ARAPAHOE 
Proud  G  C 

AUBURN 

Lambert  H  A 
Mclninch  M  S 

AURORA 
Grosvenor  J  H 

BARTLETT 
Bishop  A  L 

BASSETT 
Douglas  J  A 

BEATRICE 
Hazlett  A 

BEAVER  CITY 
Perry,  Lambe  ft  Butler 

BENKLEMAN 
Hines  David  G 

BLAIR 
Walton  W  C 

BLOOMINGTON 
Montgomery  I  E 

BREWSTER 
Riggs  E  H 

BURWELL 
White  E  M 

BUTTE 
Davies  John  A 

CENTRAL  CITY 
Patterson  John  Jr 

CHADRON 
Jenckes  D   B 

CHAPPELL 
Pfciffer  L  O 

CLAY  CENTRE 
Martin  Thos  H 

COLUMBUS 

Albert  I  L 
Galrow  C  J 

DAKOTA 
Evans  R  E 


DAVID  CITY 
Skiles  &  Harris 

ELWOOD 
Bozarth  O  E 

FAIRBURY 
Denney  H  C 

FALLS   aTY 
Wiltse  John 

FREMONT 
Abbott  C  £ 

FULLERTON 
Shields  J  R 

GENEVA 
Sloan  Frmsk  W 

GERING 

Wright  &  Wright 

GRAND    ISLAND 

Garlow  M  T 
Harrison  &  Price 
Paine  B  H 

GRANT 
Hastings  B  F 

GREELEY 
Scott  Geo  W 

HARRISON 
O'ConneU  M  J 

HARTINGTON 
Burkett  H  E 

HASTINGS 

Tibbetts,  Morey  &  Fn^ 
ler 

HAYES   CENTRE 
Ready  C  A 

HEBRON 
Goodhae  W  E 

HOLDREDGE 
Rhea  James  I 

IMPERIAL 
Scott  P  W 

KEARNEY 
Sinclair  H  M 

KIMBALL 
Kinney  J  J 

LEXINGTOH 
Gaian  Geo  C 

LINCOLN 

Bishop  John  S 
BarkStt,  Wilson  ft 

Brown 
Field,  Ricketts  ft 

Tibbetts  ft  Anderson 

LOUP 
Mathew  R  H 

McCOOK 
Eldred  C  E 

MADISON 
Fetter  MB 
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MINDEN 
Chappell  Chaa  A 

MULLEN 
Hamphrey  A  G 

NEBRASKA  CITY 

Pitzer  W  H 

NELIGH 
Wniiams  O  A 

NELSON 

ColeT  W 

NORTH    PLATTE 
Muldoon  A 

OGALLALA 
De  Vo€  L  A 

OMAHA 

Adams  Jaa  H 
Crane,  Boucher  &  Stern- 
berg 
Greeo,   Breckenridge 

GURLEY,    WOODROUGH 
&  FITCH 

AttsriMyB  A  Coumellore-al-LMr 

'  RafomiCM:  Aetna  Lif*.  Hart- 
ford;Brai»lo7«r'a  Liabflity  of  Lon- 
don. U.S.Branch  Main  (M&M  Bos- 
ton. Haw.  ;  Kqaltablo  Ufa  of  Now 
Tork;  SMStrity  Mntnal  Caraaltr. 
Chieaco;  Travelain,  Hartford;  U. 
S.  Cuoalty,  Now  Tork. 

142»«  City  Nat.  Bu*  BMf . 
OMAHA.  NEB. 


OmahSa  N«b. 

MOII1l»MERY.  HALL  &  Y8UII0 

0949  OBMkA  latl  Bank  BUg. 

Stftr  to: — Mutual  Lib  lu.  Oo. 
«f  I.T.;  Tuu  Mtttwa  Uflb  InaOo.  of 
fhikL;  Kaiylaad  Ouulty  Oo.  of 
Bak.:  GtDml  ite.  fA  L.  Amr.  Oonb 
UL  I.  T.;  Bojal  Ijul  Oik.  Chuaco;  8t 
Pkiil  r.  &  H.  Ina.  Oo. .  St.  PaolilrtBa 
Ibi.  Co.,  lartfbri;  Onttha  Katiooal 
Buk,  Oaatka;  *"r"^»  Saretx  Oo, 
Biw  Tark;  Globo  Indemnity  Oo. 

CNEIL 
Donahue  J  A 

ORD 
Clements  E  P 

OSCEOLA 

Mills.  Mills  &  Beebe 

PAPILUON 
Beglcj  James 

PAWNEE   CITY 
Dort  J  C 

PENDER 
Saxton  Howard 

PIERCE 
Conea  Douglaa 

PLATTSMOUTH 
Tidd  A  L 

PONCA 
Kingabttxy  C  A 

RANDOLPH 
Wiltsee  Geo  W 


RED   CLOUD 
Maurer  Fred 

RUSHVILLE 
Edmunds  J  H 

ST.    PAUL 
Templin  John  W 

SCHUYLER 
Wertz  Geo  W 

SEWARD 
Norrall  Bros 

SIDNEY 
Deyoe  R  W 

SPRINGVIEW 
Brown  W  C 

STANTON 
Egberly  G  A 

STOCKVILLE 
Cheney  L  H 

TAYLOR 
Moon  A  S 

TECUMSEH 
Defoe  A  N 

TEEABIAH 
Enyart  B  C 

THEDFORD 
Kirbr  H  W 

TRENTON 
Shnrtleff  C  W 

VALENTINE 

Tucker  John  M 
Walcott  F  M 

WAHOO 
Hendricks  B  E 

WAYNE 
Berry  Frank  A 

WEST  POINT 
Anderson  O  C 

WILBER 

Dodson  A  N 
Grimm  J  L 

YORK 
Stroman  Chas  F 


NEVADA 


AUSTIN 

Maestretti  A  J 

CARSON  CITY 
Finch  J  D 

DAYTON 
Lothrop  John 

ELKO 
Henderson  Chas  B 

ELY 
Chandler  &  Quale 


FALLON 
Hart  Thos  C 

GOLDFIELD 
Hatton  &  Hatton 

RENO 

Ayres  Albert  D 

TONOPAH 
Keeler  P  E 

WINNEMUCCA 
Dncker  E  A 


NEW  HAMPSHIRE 


BERLIN 

Cotilombe  O  J 
Rich  ft  MarUe 

COLEBROOK 
Holden  H  J 

CONCORD 

Leach,  Stevens  &  Couch 
Martin  &  Howe 
Sargent.  Remick  &  Niles 
Streeter  &  Hollis 

CONWAY  CENTRE 
Nash  John  B 

DOVER 
Kiyel  &  Hughes 

EXETER 
Scammon  Jno 

GORHAM 
Libby  J  F 

KEENE 

Batchelder  &  Faulkner 
Cain  &  Benton 
Madden  Jos 

LACONIA 
Young  Oscar  L 

LANCASTER 

Drew,  Jordan  Shurtleff  ft 
Moms 

LITTLETON 

Batchellor  &  Mitchell 
Bingham  Harry 

MANCHESTER 

Branch  ft   Branch 
Jones,  Warren,  Wilson  ft 
Manning 

NASHUA 

Doyle  &  Lucier 
French  Geo  B    , 
Hamblett  &  Spring 

NEWPORT 

Barton   J   M 
Carey  B  W 

NORTH  CONWAY 
Hill  W  D 

PORTSMOUTH 
Torrey  Harry  K 


ROCHESTER 
Snow  Lealie  P 

SANBORNVILLE 
Gage  John 

WOODSVILLE 
Lang  F  B 


NEW  JERSEY 


ATLANTIC  CITY 

Gaskill  Edmund  C  Jr 
Thompson  J 

BAYONNE 

Benny  Jas 

Coldwater  &  Coldwater 

BELVIDERE 
Taylor  L  D 

BRIDGETOWN 
Powell  Jos  H 

CAMDEN 

Armstrong  £  A 
French  Thos  B 
Starr  L 

CAPE  MAY 
Bonnell  Chas  A 

ELIZABETH 
Noe  LH 

FLEMINGTON 
Bullock  John  A 

FREEBOLD 
Burtis  W  RyaU 

GLASSBORO 
Beckett  S  H 

HACKENSACK 

Irion  Edwin  C 
Mabie  &  Maidment 

JERSEY  CITY 

Bedle  J  D 

Hartshome,    Insley    & 
Teake 
mggins  Frank  J 

MANASQUAN 
Wainright  Halstead  H 

MORRISTOWN 
Quayle  E  H 

MOUNT  HOLLY 
Slaughter  Wm  A 

NEWARK 

Bilder  &  Bilder 

Lnm  Tamblyen  ft  Colyer 

NEW  BRUNSWICK 
Reynolds  H  A 

NEWTON 
Van  Blarcom  Lewis 

PASSAIC 
Foulds  Andrew 
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PATERSON 

BlauTclt  J  G 
Newman  Clifford  L 
Scott  Francis 

PERTH  AMBOY 
Coan  Francis  P 

PHILUPSBURG 
Smith  Edw  L 

SALEM 
Mercttffl  Chat 

SOMERVILLE 
Johnson  Edw  F  Jr 

TOMS  RIVER 
Carmichael  I  W 

WOODBURY 

Miller  W  Earle 
Starr  L 


NEW  MEXICO 


ALBUQUERQUE 
Lester  F  H 

ARTESIA 
Pistole  Wm  B 

CARLSBAD 
Armstrong  John  W 

CARRIZOZO 
Barber  Geo  B 

DEMING 
Waddill  Hon  Jas  R 

EAST  LAS  VEGAS 
Clark  Herbert  W 

ESTANCLA 
Ayres  F  H 

GALLUP 
Bushman  Sam 

HILLSBORO 
Wolford  H  A 

LAS  VEGAS 
Clark  Herbert  W 

LAS  CRUCES 
Holt   Herbert    B 

LINCOLN 
Barber   Geo  B 

PORTALES 
Reese  G  L 

RATON 
Lcib  T  D 

ROSWELL 
Bowers  R  D 

SANTA    FE 
Unghlin  N  B 

SANTA  ROSA 
McOinnis  C  E 


SILVER  CITY 
Appel   Oscar  A 

SOCORRO 
Dougherty  &  Griffith 

SPRINGER 
Mills  M  W 

TIERRA    AMARILLA 
Read  Alexander 

TECUBICARI 
McElroy  Harry  M 


NEW  YORK 


ALBANY 

Hubbard  Lester  T 
Parker   Amasa  J  Jr 
Rosendale  &  Hessberg 
Sanford  R  B 

Visscher,  Whalen  &  Aus^ 
tin 

ALBION 
Fitch  G  W 

BALLSTON  SPA 
Lamareaux  J  S 

BATAVIA 
Dunham  F  H 

BATH 
Nichols  Wm  H 

BELMONT 
Reynolds  &  Ackerman 

BINGHAMTON 
Page  &  Hays 

BROOKLYN 

Grout  Edw  M 

Grout  Paul 

Karutz,  Bromwell  &  Ol- 

sen 
Magner  T  F 

BUFFALO 

Bushnell  &  Mctcalf 
Clark  Martin 

CUNTONB.(ilBBS 

TRIAL  UWYER 

Specialixing  Life,  AccUent 
and  Liablli^Insaraiice  Law 

•8  ERIE  COUNTY  SAVINOS 
BANK  BUILDWa 

BU  FFAL  O.  N.  Y 

Smith,  Davis  &  Co 

CANANDAIGUA 
Short  &  Hamlin 

CANTON 

Brown  Joseph  F 

CARMEL 
Hill  Thos  T 

CATSiaLL 
Howland  Clarence 


COHOES 

McElwain  Daniel  C 
Scanlon  John 

COOPERSTOWN 
Arnold  &  Cooke 

CORNING 

Ferris  Frank  H 

CORTLAND 

Dougherty  James  F 
Herenden  &  Mandeville 

DELHI 
Palmer  M  M 

DUNKIRK 
Hulbert  J  L 

ELIZABETHTOWN 
Smith  &  Wickes 

ELMIRA 

Blmlra,  Chemung  Co. 
Plre,  Life  and  Casualty 

HERENDEN  & 

MANDEVILLE 

AltM.f6r:  latiislUfeIis.Os.ar 
H.  1;  AsiBsUfe  las.  Ool  tad  Ooaa. 
■aiUfelJu.<ltMlsrtfM. 
Attys.  fsr:  Oomd  Aao,  ft  Oiar. 

FONDA 

Seitterly  Jere  S 

FREEPORT 
Johnson  &  Johnson 

FULTONVILLE 
Sitterly    &  Burtch 

GENESEO 

Abbott  J  B 

GLENS  FALLS 

Brown  S  &  L  M 
Cunningham  John  H 

GOSHEN 

Bacon  &  Rorty 
Dalton  J  Murray 

HERKIMER 

Bunce  Geo  H 
Cameron  Burr  G 

HORNELL 
Cameron  Francis  M 

HUDSON 
McNamee  &  Brennaa 

ITHACA 

Cobb  &  Cobb 
Tarbell  Geo  S 

JAMAICA 
Kochendorfer  John 

KINGSTON 

Atkins  D  G 
Brinnier  W  D 
Elting  &  Darow 
Walton  Chas  W 

LITTLE  FALLS 
Mcintosh  Fred  D 


LOCKPORT 

Lee  &  Ward 
Tice  D 

LOWVILLE 

Boshart  Edw  J 
WiUiams  Perry  G 

LYONS 
Ennis  Chas  T 

MALONE 

Bryant  &  Lawrence 
McClary  &  Allen 

MATTEAWAN 
PhiUips  S  K 

MAYVILLE 
Van  Dusen  &  Martia 

MIDDLETOWN 
Royce  Wm  B  A  H  B 

MINEOLA 
Graham  John  J 

MONTICELLO 
Lyons  John  D 

MORRISVTLLE 
Johnson  John  A 

NEW  YORK  CITY 

Afiield  F  O  Jr 
Alexander  A  Green 
Badger  W  O  Jr 
Brosmith  Allen  E 
CabeU  H 

Cardoso  &  Nathan 
Case  Fredk  T 
Clement  G  A 
Coudert  Bros 
Elliott  Wm  A 
Ellison  William  B 
Fox  Robt  J 

FlLLEBtnilia 

Attorneys  and 
Counselors  : 

RAYMOND  O.  FUILER 
HBRBBRT  LBB  PULLEt 

ONE  LIBERTY  STREET 

Td.  John  2«       NEW  YORK 

Groehl  F  J 
Harrington,      Bighaai    < 

Englor 
House,  Grosaman  &  V=r- 

haus 

LEO  LEVY 


90  WaUSL 

NEW  YORK  cm 

N.  Y. 

Murray  WD 

Parker,  Davis.  Wsgser  k 

Walton 
Prince  &  Nathan 
Richards  ft  HeaM  . 
Richards  ft  Richsrdi 
Thome  Robert  . 

Van  Iderstioe  Dnncaa  ft 

Barker  . 

Van  Sindercn  Hcmm 
Woodford,  Bovee  ft 

Batcher 
Wyatt  Hcarr  J 
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NEWBURGH 

Witschief  Graham 

NIAGARA  FALLS 

Dudlye,  Gray  &  High- 
land 

NORWICH 
Brown  H  L 

NORWOOD 
Fletcher  W  J 

NYACK 
McFarlane  John  F 

OGDENSBURG 

Akin  James  F,  City 

Treasurer 
Maibr  &  Lucey 

OLEAN 
Hastings  &  Larkin 

OSSINING 
Young  Frank  L 

OSWEGO 
King  &  Bentlcy 

OVID 
Sutton  John  M 

OWEGO 
Davis  F 


I 


Gorman  John  T 

PENN    VAN 
Huson  &  Lincoln 

PLATTSBURG 
Weeds  G  H 

PORTCHESTER 
Dalton  Chas  F 

PORT  HENRY 
Pyrke  &  Dudley 

PORT  JERVIS 
Lybolt  F 

POUGHKEEPSIE 

Ackcrman  F  E 
Cossum  C  F 
Lown  F  B 
Wilkinson    R 

PULASKI 
Miller  &  Bentlcy 

RICHFIELD   SPRINGS 
Getman  H  H 

RIVERHEAD 

Hildrcth  Geo  W 
looker  E  W 

ROCHESTER 

McGuire  &   Wood 
Plumb  &   Plumb 
White,     Cheney,      Shina- 
mon  &  O'Neil 

ROME 

McMahon  &  Larkin 

ROUDANT 

Van  Etton  Amos 

RYE 

Sherman  F  W 

SANDY   CREEK 
Wallace  H   Louis 


SARATOGA     SPRINGS 
Brackett  Edgar  T 

SAUGERTIES 

Darrow  Fredk  E  W 
Rowe  Benjamin 

SCHENECTADY 

Maynard  Wm  C 
Sahnon  Del  B 

SCOHARIE 
Proper  Clyde  H 

SENECA  FALLS 
Gould  C  E 

SYRACUSE 

BOND  ft  SCIOEMECK 

Intttrance  Attorneys 
431  UNION  BLDQ. 

SYRACUSE 

N.Y. 

Clymer  Virgil  H 

Goodilli  &  Harding 

Insurance  Attorneys 

Gurnoy  BIdg. 

Syracuse,  N.  Y. 


WATERTOWN 
Purcell,  CuUen  &  Puree. 

WATKINS 
Roe  John  M 

WHITE  PLAINS 
Farley  &  Rumtey 

WHITESTONE 
Roe  Clinton  T 

YONKERS 
Prime  R  E  &  A  J 


NO  CAROLINA 


ALBEMARLE 
Huneycutt  A  C 

ASHBORO 
Brittain  John  T 

ASHEVILLE 
Bernard  Silas  G 

BAKERSVILLE 
Black  S  J 

BEAUFORT 
Duncan  J  F 

BOONE 
Linney  F  A 


HUDSON  &  CHENEY 

607-8  8.  A.  &  K.  Building 

SYRACUSE, N.Y. 

Insurance  Law  a  Specialty 

General  Practice. 

Commercial  and  Corporation  litiaration. 

Reports  furnished. 


Lee  &  Brewster 

McGowan  &  Stolz 
Sargent  &  Sargent 
Tracy,  Chapman  &  Tracy 

TROY 

Douglas  E  W 

Egan  J  B 

Griffith  L  E 

Roche  W  J 

Shaw,  Bailey  &  Murphy 

TUPPER  LAKE 
Slater  Francis  H 

UTICA 

Grant  &  Wagner 
Kernan  &  Kernan 
Matteson  W  A 
Miller  &  Fincke 

WALDEN 
Houghtaling  Earle  H 

WALTON 
Neish  &  Neish 

WATERLOO 
Bodine  Geo  F 


BREVARD 

Galloway  Welch 
Gash  R  L 

BRYSON  CITY 
Frye,  A  M 

BURGAW 
McCullen  C  E 

BURNSVILLE 

Hutchins  Chas 
Ray  J  B 

CARTHAGE 

Bums  R  L 
Clegg  &  Clegg 

CHARLOTTE 

Burwell  &  Cansler 
Clarkson   Heriot 
Flowers  J  F 
Guthrie  T  C 
Morrison  &  Whitlodc 
Parker  John  A 
Pharer  £dgar  W 
Rodman  W  B 
Tillett  &  Guthrie 
Walker  P  D 


CLINTON 

Butler  Geo  E 
Grady  Henry  Alex 

COLUMBUS 
Cloud  E  B 

CONCORD 

Hartsell  L  T 
Hutchinson  John  W 

DANBURY 
King  Walter  W 

DOBSON 
Reece  W  L 

DUNN 
Smith  Clarence  J 

DURHAM 

Bryant  &  Brogden 
Morehead  J  L 

EDENTEN 
Pruden  &  Pruden 

ELIZABETH  CITY 

Aydlett  E  F 
Ehringhaus  J  C  B 

ELIZABETHTOWN 
Lyon  C  C 

FARMVILLE 
Cox  E  M 

FAYETTEVILLE 
Cook  H  L 

FRANKLIN 
Johnston  T  J 

GATESVILLE 
Smith  L  L 

GOLDSBORO 

Davis  A  C 
Langston  &  Allen 

GRAHAM 
Parker  &  Parker 

GREENSBORO 

Brooks,  Aubrey  L 
Hoyle  Thos  C 
King  &  Kimball 

J.  M.  WILLIAMS 

ATTORNEY 

Qreensboro,  N.  C. 

InsiutnM  noorts  ind  rafian — 
tdjostawata— aepoiitioiis  eanAillr 
taken.  Kake  parwasl  «Usta  ffigk 
PoiBi  ttlar  Ciiy,  Gnhaai,  Barling- 
ton,  ind  Ckapil  Hill,  traiy  lattsr 
aasirand  day  rMiiTtd.  EaferaiM 
iB.-lx0h*gt  Hat.  Bk.  d  GrMnsbon, 

GREENVILLE 
Moore  &  Long 

HALIi'AX 
Travis  E  L 

HAYESVILLE 
Anderson  O  L 

HENDERSON 
McCoin  R  S 

HENDERSONVILLE 

Blythe  O  V  F 
I  Smith  &  Shipman 
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HERTFORD 
McNider  Jos  S 

HICKORY 
Bagby  Chas  W 

HIGH  POINT 

Pickens  R  T 
WiUiams  L  B 

HILLSBORO 
Gattis  S  M 

JACKSON 
Midyette  Garland  E 

JEFFERSON 
Bowie  Thos  C 

KENANSVILLE 
Jonas  Thad  z 

KINSTON 
Rouse  N  J 

LAURINBURG 
Cox  &  Dunn 

LEAKSVILLE     SPRAY 
Dunn  A  W 

LENAIR 
Wakefield  L 

LEXINGTON 
Raper  Emery  E 

ULLINGTON 
Godwin  Robt  £ 

LINCOLNTON 
Jonas  Chas  A 

LOUISBURG 
Bickett  T  W 

LUMBERTON 
McLean  &  McLean 

MANTEO 
Stringfield  D  M 

MARSHALL 
RoberU  Guy  V 

MOCKSVILLE 

Bailey  T  B 
Love  &  McNeely 

MONROE 
Stevens  R  L 

MOORESVILLE 
SUrr  Albert  L 

MORGANTOWN 
Avery  A  C  Sr 

MURPHY 
Norvell  E  B 

NASHVILLE 

Austin  &  Davenport 
Cooley  RAP 

NEWBERN 

Mclver  W  D 
Ward  A  D 
Ward  D  L 

NEWTON 
Feimstcr  W  C 


OXFORD 
Hicks  A  A 

PITTSBORO 
Hayes  &  Bynum 

PLYMOUTH 
Martin  Van  B 

RALEIGH 

Grady  Paul  D 
Hinsdale  John  W 
Little  &  Barwick 

ROBBINSVILLE 
Phillips  Robt  L 

ROCKINGHAM 
Bennett  John  T 
Cameron  John  P 

ROCKY  MOUNT 
Battle  J 

ROXBORO    . 

Merritt  W  D 
Winstead  Marcus  C 

RUTHERFORDTON 
McBrayer  &  Son 

SALISBURY 

Pless  &  Coleman 
Rendleman  John  L 

SHELBY 
Rybum  &  Hoey 

SMITHFIELD 
Pou  &  Brooks 

SNOW  HILL 
Frizzelle  J  Paul 

SOUTHPORT 
Crammer  &  Davis 

SPARTA 
Wagoner  John  M 

STATESVILLE 

Dulen  P  P 
McLaughlin  R  B 

SWANQUARTER 
Jones  Walter 

TARBORO 
Gilliam  &   Gilliam 

TAYLORSVILLE 
Burke  J  H 

TRENTON 
Warren  Julien  R 

TROY 
Poole  R  T 

WADESBORO 

Coxe  Fred  J 
Lockhart  James  A 

WARRENTOWN 
Rodwell  T  O 

WASHINGTON 

Simmons  N  L 
Small  &  Mac  Lean 
Ward  &  Grimes 

WAYNESVILLE 
Welch  S  C 


WEBSTER 
Hooker  J  J 

WELDON 
Clark  E  T 

WENTWORTH 
Humphreys  Ira  R 

WILKESBORO 

Barker  W  W 
Finley  &  Hendren 

WILLIAMSTON 
Winston   F  B 

WILMINGTON 
Benson  Walter  C 

«!•    O.    CARR 

Successor  to 
ROUNTREB  &  CARR 

Murchlson   Bank    Building 
Wilmington.  N.  C. 

ATTORNEY  AND 
COUNSELLOR  AT  LAW 

Practice  in  State  and  Federal 
Courts  and  Appellate  Court 

Mears  &  Mears 
Ruark  Robert 

WILSON 
Pou  &  Finch 

WINDSOR 
Nowell  J  H 

WINSTON  SALEM 

Bridger  Roswell  C 
Rogers  &  Fulton 
Watson,  Buxton  &  Wat- 
son 

WINTON 
Mitchell  J  R 

YARDINVILLE 
Puryear  R  C 


NO  DAKOTA 


ALEXANDER 
Norheim  R 

ASHLEY 
Wishek  J  H 

BISMARCK 
Newton  &  Dullam 

BOTTINEAU 
Weeks  &  Moum 

BURNSTAD 
Jackman  Wm  L 

CANDO 
Sennett  L  H 

CARRINGTON 

Hoopes  W  E 
Stillman  Geo  H 

COOPERSTOWN 
Bartlett  D 


CROSBY 
Leonard  F  A 

DEVILS  LAKE 
Middaugh  Henry  G 

DICKINSON 

McBride  M  L 
Pugh  Thos  H 

ELLENDALE 
Cassels  E  E 

FARGO 

Lacy  A  A 
Stambaugh  &  Fowler 

FESSENDEN 
Youngblood  J  J 

FLASHER 
Nash  Robt  F 

FORMAN 
McKenzie  &  Leslie 

GODRICH 
Jordal  O  P 

GRAND  FORKS 
Bangs  G  A 

GRAFTON 
Phelps  &  Phelps 

HILLSBORO 
Kaldor  Theo 

JAMESTOWN 
Buck  C  S 

KENMORE 
Gray  A  W 

LAKOTA 
Frick  &  Kelly 

LAMOURE 
Davis  C  W 

LANGDON 
Mclntyre  W  A 

LINTON 
Lanae  Chas  S 

LISBON 
Adams  &  Mead 

McHENRY 
Scott  C  E 

MANDAN 

Hanley  &  Sullivio 
Nuchols  S  L 

MINNEWAUKON 
Bttttz  &  Sinness 

MINOT 
Chatfield  &  Fahey 

NAPOLEON 

O'Donnell  Wm  A 
McKenna  Geo  M 

NEW  ROCKFORD 
Manly  Jas  A 

NEW  SALEM 
Leverson  Oliver 

OMEMEE 
Goldschmidt  W  A 
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PEMBINA 
Spiller  H  B 

ROLLA 
Harris  Fred  E 

RUGBY 

Coger  Albert  E 
Sbuman  B  L 

SHERBROOKE 
Barclay  Wm 

TOWNER 
Bagley  Horace 

VALLEY  CITY 
Page  &  Englert 

WAHPETON 
PurccU  &  Divet 

WASHBURN 
Hyland  J  A 

WILLISTON 
Palmer,  Craven  &  Burns 


OHIO 


AKRON 

Allen,    Waters,     Young 

&  Andress 

ALLIANCE 
Hart  &  Koehler 

ASHLAND 

Peterson    F  N 

ASHTABULA 

Hall  Thco  E  Jr 
Hoyt,  Munscllft  Hoyt 

ATHENS 
Wood  &  Wood 

BATAVIA 
Nicholas  &  Nicholas 

BELLAIRE 
Tallman  Jas   C 

BELLEFONTAINE 

Hamilton  Bros 

West   &    Chamberlain 

BOWLING  GREEN 
Bloom  Earl  D 

BUCYRUS 
Wright  J   W 

BRYAN 

Gaudern   £ 

CADIZ 
Hollingsworth    D  A 

CALDWELL 
Dye  C  O 

CAMBRIDGE 
Rosemond   &    Bell 

CANAL  DOVER 
Seikel  Ed   C 


CANTON 

Blake  Jos  M 
Lynch  &  Day 
Welty  &  Albaugh 

CARROLLTON 
Handley  W  L 

CEUNA 
Kramer  John 

CHARDON 
King  &  Wilmot 

CHILLICOTHE 
Yaple  Luther  B 

CINCINNATI 

Brink  Edw  H 
Brink  Henry   C 
Burch,  Peters  &  Con< 
noUy 


Pattison  Chas  W 

TURNEYtSIPE 

Insurance  Law 

and  General 

Practice 

841-7  Engineers 
Building 

Main  4126 

Cent.  1422 

Long  Distance 


COBB,  HOWARD  &  BAILEY 

Attorneys-ot-Low 
Blymyer  BIdg.,  Cincinnati,  Ohio 

Corporation  and  Insuranco  Mattors  a  Specialty 


Heintz  Michael  O 
Ireton  &  Schoenle 

HERBERT  JACKSON 

Attornsy  at  Law 


2OIOU11I011  Central  BIdg. 

CINCINNATI.  OHIO 

ItUimm  an  m  fdtovi: 

l»w  AauUriaa  Ouaalty  Oomptny 

AniriiMa  Sutty  Oumpany 

Hartford  Uh  InraniMe  Oempsay 

Loysl  Fntsotin  lonnoM  Coaptay 
of  Bostm,  Vuin  tod  the 

Fittiburgk  lift  and  Tmst  Oompaay 

Kohl  J  L 

Marckworth  John  H 

Narckworth  John   H 

Paxton,  Warrington  & 
Seasongood 

Stephens,  Lincoln  &  Ste- 
phens 

Walker  W  Slee 

Zerfey   Harold   E 

CIRCLEVILLE 
Ahemathy  I  N 

CLEVELAND 
Boyd  Wm  H 

Fniier  t  eaoiiQii 

Attorneys 

Law  oi  Fire  losoraiiee 

MARSHAIX  BLDG. 
11th  floor 

CL.RVELAND       OHIO 

Hoyt,  Dustin  &  Kelley 
Johnson  T  L 


COLLINWOOD 
Stocker  Chas  L 

COLUMBUS 

Arnold  &  Game 


1101-1105  Huntlnston 
Bank  Buil<llnf 

Insurance   and 
General  Practice 


EARL  C.  BATES 

ATTORNEY 

Genenl  Insunmce  Pracake 
b  All  Courts 

WYANDOTTE  BUILDING 
COLUMBUS,  OHIO 

Brandt   &   Brandt 
Doud   Harry    L 
Huggins  Burch  D 
Mooney  J  W 

CONNEAUT 
Kingdom   H   S 

COSHOCTON 
Merrill  W  S 
Pomerene  F  E 

DAYTON 
Dale  &  Kusworm 

Lee  Warren  Janes 

Anodats 

J.B.Coolidge     H.iEsfabrook 

Rsprsssirtlng 

United  States  FideHty  &  Guar- 
anty Co.;  Ccm  City  Life  Ins.  Co. 

U.  B.  BUILDING 
DAYTON,  OHIO 


Iddinga  Andrew  S 
Van  Deman  &  Pickrel 
Wortmann  Jos  A 

DEFIANCE 
Kingsbnry  Benj  B 

DELAWARE 

Jewell  &  Benton 
White  &  Bliss 

EAST  LIVERPOOL 
HiU  Walter  B 

EATON 
Risinger   &    Risinger 

ELYRIA 
Stevens  F  M 

FINDLAY 

Axline  &  Betts 
Fuller  A  G 
Ross  Geo 

FREMONT 

Gawer  &  Gawer 
Wilson  L  W 

GALLIPOLIS 
Davis  E  D 

GENEVA 
Ford  Chas  J 

GEORGETOWN 
Parker  Harry  E 

GREENVILLE 
Crawford  G  F 

HAMILTON 

Andrews,  Harlan  ft  An- 
drews 
Morey  G  C 
Morey  J  E 

HILLSBORO 
Wiggins  H  L 

IRONTON 

Anderson  J  L 
Johnson  A  R 

JACKSON 
McGillray  J  M 

JEFFERSON 
Babcock  C  C 

KENTON 
Crane  Geo  E 

LANCASTER 
Litrell  J  H 

LEBANON 
Dechant  C  B 

LIMA 

Cable  &  Parmcnter 
Halfhill  James  W 
Ritchie  &  Ritchie 
Wheeler  &  Bentley 

LISBON 

Ferrall  Wm  E 
Riddle  Lodge 

LOGAN 

Pettit  John  C 

LONDON 
Welsh  H  B 
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LORAIN 
Resek  G  A 

McARTHUR 
Darby  J  W 

McCONNELLSVILLE 
Black  Geo  H 

MANSFIELD 
La  Dow  Jesae  E 

MARIETTA 
Danford  Chas  H 

MARION 

Harder  Wm  N 
McNeal  L  B 

MARYSVILLE 

John  H.  Willis 

Attorney-at-Law 

INSURANCE  LAW 
A  SPECIALTY 

NorysvillCyOhio 

MASSILLON 
Williflon  &  Williaon 

MEDINA 

Andrews  &  Wooda 
Spellman    F 

MILAN 
Eshenroeder  Geo  F 

MILLERSBURG 
Hanna  W  S 

MT.  GILEAD 
Kingman  S  C 

MT.  VERNON 
Levering  F  O 
Waight  &  Moore 

NAPOLEON 
Duffy  W  P 

NEWARK 
Kibler  C  H 

NEW  LEXINGTON 
Powell  J  E 

NEW  PHILADELPHIA 
Richarda  J  A 

NORWALK 
Martin  Edgar  G 

OTTAWA 

Eastman  &  Eastman 
Smith  J  W 
Stramann  Albert  H 

PAULDING 
Spriggs  F   P 

PAYNE 
Corbett   Don   C 

PIQUA 
Harbaugh  Losh  O 

POMEROY 
Ervin  &  Crow 


PORT  CLINTON 
Galleher  R   S 

PORTSMOUTH 
Miller  H  W 

RAVENA 
Ingell  C  D 

ST  CLAIRSVILLE 
Kennon  N  K 

ST.  MARYS 
Mooney  D  F 

SANDUSKY 

King  &  Ramsey 

SEVILLE 
Elliott  Lee 

SHELBY 
Anderson  C  J 

SIDNEY 
Barnes  &  Mills 

SPRINGFIELD 
Johnston  Floyd  A 

TIFFIN 
De  Ran  R  L 
Dore  &  Dore 

TOLEDO 
Hall  &  Rothert 
Holbrook  &  Monsaratt 
Kohn  &  Northup 

TROY 
Campbell  T  M 

UPPER  SANDUSKY 
Carter  Elza 

URBANA 
Johnson  Louis  D 

VAN  WERT 
Salzberger  G  M 

WAPAKOXETA 
Layton  Roy  E 

WARREN 
Gilmer  T  H 

WASHINGTON   C   H 
Bush  f  T 

WAUSEON 
Ham,  Ham  &  Ham 

WAVERLY 
Douglas  S  A 

WEST  UNION 
Bayless  F  D 

WILMINGTON 
Martin   J    C 

WOODSFIELD 
Matz  &  Kremer 

WOOSTER 
Newkirk  E  W 

XENIA 
Smith  H  L 

YOUNGSTOWN 

Hine  C  D 
Kennedy  J  B 
Moore  £  H 


ZANESVILLE 

Adams  John  J 
Durban  F  A 


OKLAHOMA 


ADA 
Epperson  B  H 

ALVA 

Mason  Merritt  C 
Noah  H  A 

ANTLERS 
Arnotte  A  J 

ARAPAHOE 
Phillips  &  Mills 

ARDMORE 

Mason  I  R 
Potter  &  Walker 
Potterf  &  Gray 

ARNETT 

Ransdall  F  E 

BARTLESVILLE 
Foster  B  B 

BRISTOW 
Cheatham  W  L 

CHANDLER 
Owen  Malcolm  I 

CHEROKES 
Roth  S   R 

CHEYENNE 
Tracy  E  E 

CLAREMORE 

Bassmann  W  H 
Hall  Wm 

COMANCHE 
Lockett  H  B 

CORDELL 

Burnette  Swan  C 
Massingle  S  C 


DUNCAN 


Riley  C 


DURANT 
Macdonald  John  A 

EL  RENO 
Blake,  Blake  &  Low 

ENID 
West  Chas 

FREDERICK 
Williams  John  E 

GUTHRIE 

Dale  Frank 
Horner  C  G 

HENRYETTA 
Lincoln  J  H 


HUGO 

Hammonds  &  Hammonds 
Works  &  Copping 

LAWTON 
Smith  H  A 
Stevens  &  Myers 

McALESTER 
Markley  A  C 

MANGUM 

Carpenter  J  L 
Tisinger  B  L 

MEDFORD 
Becker  J   P 

MUSKOGEE 

ARTHUR  KiYSGI 

Attornty  mm4  CtVMillor 
at  Law 

MUSKOGEE,  OKUHOMA 

Spwsl  aUantisa  giTMto  lifcflM- 
valty  aad  iaddiai  iamiM  kv 
and  liHgatioii,  and  ysmsal  iaiBj 
invshriag  liabUity  isHnsii 
Atisnsyfcrlkftfc- 
^eyars  IJafcifity  Ashtum  Oiip 
nim.  As  UniM  Oianahil 
AecidMit  Oql,  aad  As  taaa  iflite 
ft  ftaanatMi 


Mosier  John  H 
Zevely,  Givens  &  Stontx 

NORMAN 

Dudley  J  B 
WUliams  B  F  Jr 

OKLAHOMA  ClTi 

H.  iidersoi  Kii{ 

ATTORNEY 


Twminal  BolMinf 
Oklahoma  City,  Okia. 

Devoles     hinMaK    eraii' 
■fely  to  ibe  iuwtrtki^ini 
■nd  setdemeBlof  Caioalif 
and  Surety  Oaims. 
Defense  lo  audi 


Renn  to 

riracn  ItaHMMi  l«ft 
NcrrilUftrMirr, 


Pierce  &  McOellaiid 

Stephca  C  Tnaimdi 

701  Caieartf 
OfchhtmaCKi^i 
AsaocMedwMiLsikeAl 


PAWHUSKA 
White  H  P 
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PERRY 

CORVALLIS 

PENNSYLVANIA 

HARRISBURG 

Bowles  W  M 

Wilton  E  E 

Kell  John  F 

PONCA 

DALLAS 

Rosenberg  Robert 

Hoore  W  K 

Brown  L  D 

HOLLIDAYSBURG 

ALLENTOWN 

Smith  Robt  W 

POND  CREEK 

ENTERPRISE 

Schaadt  J  L 
Wright  R  E 

Snyder  John  M 

Ingeraoll  C  S 

Sheaban  J  W 

HONESDALE 

POTEAU 

EUGENE 

ALTOONA 

Mumford  E  C 

Hale  Jas  A 

Travis    L   M 

Hicks  J  D 

Pollan  &  Choate 

Wells  J  G 

HUNTINGDON 

PURCELL 

FOSSIL 

BANGOR 
Paff  J  W 

Waite  Hayes  H 

Hocker  J  W 

Hendricks  H  H 

INDIANA 

RYAN 

GOLDBEACH 

BEAVER 
Moore  W  D 

Sutton  Thomas 

Adams  J  M 

Wood   W  A 

BEDFORD 

JERSEY  SHORE 

SAPULPA 

HEPPNER 

Points  Moses  A 

Losch  Wm  H 

Allen  Sam  T 

Notson  S  E 

Burt  L  J 

BLOOMSBURG 

^IlIANNING 

HILLSBORO 

Yost  A  N 

McAdoo  W  A 

SAYRE 

Bowman  Benton 

Harmon  J  B 

BROOKVILLE 

LANCASTER 

JACKSONVILLE 

Conrad  W  N 

Coyle  ft  Keller 

SHAWNEE 
Howell  &  Miler 
Standard,  Wahf  &  Ennia 

Hanna  H  K 

BUTLER 

LA  PORTE 

KLAMATH  FALLS 

Williams  &  Mitchell 

Shoemaker  Wm  P 

STILLWATER 

Brower  C  C 
Elliott  E  L 

CARLISLE 

LEBANON 

Lownr  Robt 
Strickland  C  A 

Berg  Herman  Jr 

Schools  H  J 
Weidman  Grant  Jr 

LA  GRANGE 

TISHOMINGO 

A^mm     \^a.%A  a^^  ^^^^ 

Cochran  &  Cochran 

CHAMBERSBURG 
Walter  ft  Gillan 

LEWISBURG 

Shearer  P  B  H 
TULSA 

LAKEVIEW 

Batchelder  J  M 
Welch  Herbert  P 

CHESTER 
JOHN  M  BBOOMAI.L 

Linn  P  B 

LEWISTOWN 

Hindman  &  Woodford 

•   •     ^pw^r^*          ^b^  Wa   H^^^A   w          ^b 

MBDIA,  PA 

Uttley  W  W 

Hudson  &  Sneed 

McMINNVILLE 

^^v     a  v^v^v^v 

Robinson  &  Gore 
VINITA 

Connor  R  L 

MORO 

CLARION 
Corbett  D  C 

LOCK  HAVEN 
Brown  &  Stevenson 

Gill  Joseph  A 
WUson  D  H 

Bryant  C  W 

COUDERSPORT 

Crandall  A   N 

McCONNELLSBURG 
Kirk  S  W 

WALTERS 

OREGON  CITY 

DANVILLE 

Revellc  I  K 

Latourette  C  D  ft  D  C 
Loder  J  W 

Gearhart  Chas  P 

McKEESPORT 
Simon  A  M 

WOODWARD 

PENDLETON 

DOYLESTOWN 

Anderson  A  W 

Peterson  &  Wilson 

Shoemaker  H  J 
Vanartsdalen    Isaac  J 

MAUCH  CHUNK 
Barber  L  H 

PORTLAND 

Carey  C  F 
Hogue  &  Wilbur 

DU  BOIS 
Calkins  W  L 

Loose  Jacob  C 

MEADVILLE 
Smith  J  W 

OREGON 

Hunt  Isaac  D 
Sheppard  &  Brock 

EASTON 

Teal  J  N 
Whitfield  F  H 

Coffin  G  F 

MEDIA 

Kirkpatrick  &  Maxwell 

JOHN  U  BBOOarAI^I. 

PRINEVILLE 

EBENSBURG 

MERCER 

ALBANY 

Elliott  M  R 

McKendrick  Ivan  J 

Moore  W  W 

Wright  Geo  W 

ROSEBURG 

ELIZABETH 

MIDDLEBURG 

ASTORIA 

Fullerton  &  Orcutt 

McBryar  W  D 

Potter  M  I 

Spittle  Franlr 

ST.  HELEN 

EMPORIUM 

MIFFLINTOWN 

BAKER  CITY 

Dillard  &  Day 

Green  B  W 

Neely  J  H 

Mount  O  B 

SALEM 

ERIE 

MILFORD 

BURNS 

McNay  Chas  L 

Nagorski   &  Kitts 

Bull  G  R 

Cowan  A  B 

SPRINGFIELD 

FRANKLIN 

MONTROSE 

CANYON  CITY 

Mullen  John  C 

Heydrick  C 
Osmer  J  H  ft  Sons 

Denny  H  A 

Biarks  J  £ 

THE  DALLES 

MUNCY 

CONDON 

Gayin  John 

GETTYSBURG 

Wood  Thomas 

Bowerman  J 
Homer  Chas  H 

TILLAMOOK 
BotU  H  T 

Butt  J  L 
Williams  J  L 

GREENSBURG 

NEW  BLOOMFIELD 
Rice  W  H 

COQVILLE 

TOLEDO 

Ogdcn  D  C 

NEW  CASTLE 

Barrow  C  R 

Hawkins  C  E 

Moorhead  &  Smith 

Uber  Leonard  M 
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NORRISTOWN 
Evans  &  Detra 

OIL  CITY 
Breen  &  Breen 

OXFORD 
Campbell  Chester  C 

PHILADELPHIA 
Anderson  Wm  Y  C 


SHARON 

Lininger  J  M 
Neville  Roy 

SHENANDOAH 

Burke  M  M 
Brown  &  Lloyd 

SMETHPORT 
Morrison  Thos  H 


BAMBERGER  &  MOISE 

A.  J.  &  L.  J.  BAMBERGER 

Attorneys-  at-Law 

Morris  Building 

1421  CHESTNUT  ST.,  PHILA.,  PA. 

Rmfmrencms  Th«  Fir«  Association  of  Phila. 


Brown  &  Lloyd 

SOMERSET 

Hobbert  A  C 

Carr  &  Steinmetz 

STROUDSBERG 

Palmer  A  M 

Attorneys-at-Law 

No.    603    Bailey 

SUNBURY 

mf 

Deppen  Geo  E 

Building 

Fanning  David  J 
Knight  Harry  S 

Dickson,    Beitler  &  Mc- 

Couch 

TIONESTA 

Edmunds  H  R 

Brown  A  C 

Esling  H  C 

Moran  Albert 

Pepper  G  W 

TOWANDA 

Rearick  Bertram  D 
Sloan  M  W 

Mercur  Rodney  A 

PITTSBURG 

TUNKBANNOCK 

Alpem  &  Seder 
Campbell   J   Sherman 

PUtt  Jas  W 

Ewing  Frank 

Jennings   &   Jennings 
Morris,  Walker  &  Allen 

TYRONE 

Gilbert  Richard  H 

Peters,   Tyrrell  &  Brack- 

^^"^^^^    ^^^     ^           ^^  ^  ^  ^^W^^wm^^    ^A            ^^^b 

CXl 

Wishart   &   Dickie 

UNIONTOWN 

PUNXSUTAWNEY 

Jones  A  E 

Adams  W  B 

WARREN 

QUAKERSTOWN 

Ball  D  I 

Heckler  C  F 

WASHINGTON 

READING 

Fergus  T  H  W 

Deysher  E  H 

Keiser  H  P 

WAYNESBURG 

Rick  W 

Downey  F  W 

Stevens  &  Stevens 

WELLSBORO 

RIDGWAY 

Dunsmore  &  Edwards 

Ely  Fred  H 

Watrous,  Marsh  &  Chan- 
nell 

SCRANTON 

WESTCHESTER 

Hill  W  L 

Butter  Thos  J 

Jessup  W  H 
McDonald  M  E 

WILKESBARRE 

Murray  R  j 
Scragg  J   F 
Vosburff  &  Dawson 
Willaro,  Warren  & 

Goodwin   Willard   U 

WILLIAMSPORT 

Wood  Thomas 

Knapp 
Willard  E  N 

Sproutt  &  Cupp 

YORK 

SHAMOKIN 

Hoobcr   T  A 

Ryan  Geo  W 

KeU  John  F 

RHODE  ISLAND 


BRISTOL 
Bosworth  O  L 

KINGSTON 
Lewis  N   B 

NEWPORT 
Burke  J  C 

PAWTUCKET 
Jenks  James  L 

PROVIDENCE 
Alexander  Charles  Z 
Barney  &  Lee 
Comstock  &  Canning 


AIKEN 
Henderson  Bros 

ANDERSON 
Dagnall  A  H 

BARNWELL 
ElUs  R  A 

BATESBURG 
Strothcr  E  F 

BEAUFORT 
Thomas  W  J 

BENNETTSVILLE 
Stevenson,  Stevenson  & 
Prince 

BISHOPVILLE 
McLendon  R  W 

CAMDEN 
Shannon  W  M 


Rstkboiu  Gsidasr 
Jsmasi.  Piroa 
▼ilium  I.  nomlsy 
▼UUsn  W.  Hon 
Ghtf kt  R.  EuUm 


F»tar  G.Geny 
InxT  ¥.  GsrdMT 
Vil]iuiI.Ounfiald 
Thos.  &.  Bradiksw 
HsrlMrt  H.  Shmrood 


Gardner,  Piree  &  Tbtnlif 

COUNSELLORS  AT  LAW 
Turks  Head  Bulldinc 

Flftesntb  Floor 
PROTIDENCE,  R.  1. 
Attornoys  fori  Employer's!  Lia. 
Assur.  Corp.  of  London;  Fidelity  & 
Cas.  Co.,  N.Y.;  Cas.  Co.of  Amer.N. 
Y.;  Amer.  Fidelity.  Monteplier.  Vt 


Edwards  &  Angell 
Lyman  &  McDonnell 
Vincent,  Boss  &  Bame- 
field 


SO  CAROLINA 

ABBEVILLE 
Beasley  G  M 

CHARLESTON 
Whaley,   Barnwell  & 
Grimball 


CHESTER 
McFadden   Sami  E 

CHESTERFIELD 
Hough  M  J 

CLINTON 
Scaife  H  L 

COLUMBIA 
Abney  B  L 
Barron,  McKay,  Frierson 

&  Moffatt 
Clarkson  &  Clarkson 
Gibbes  Hunter  A 
Melton  &  Bclser 


MORDEGAI  &  GADSDEN 
&  RUTLEDGE 

Attoracys  aid  ConseDon  at  Law 

The  Peoples  Office  Building 
Broad  and  State  Streets 

CHARLESTON,  S.  C. 
CLINTON,  S.  C. 

The  Law  oi  lesnraBce 

Inspections  and  investigations  in  the  Southern 
States.     References  furnished. 

Barron,  McKay 

Prierson  &  Moffatt 

lOth  Floor 
Union  National  Bank  BIdg. 

Columbia,  S.  C. 
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EDGEFIELD 


Dobaon  i  Vtatj 

GEORGETOWN 

?mt  U  W 

GREENVILLE 


rorib  &  Hajta- 
ougb,  Minio  ft 


HAMPTON 
nicn  B  R 
Mordough   Randolph 


LANCASTER 


MANNING 
Da  Rant  Charlton 
O'Biyan  S  Oliver 


SL'MMERTON 
Canli7  Jobn 

SUMTER 

TIMMONSVILLE 
Tedder  D  A 

UNION 
Hunblin  J  K 

WALTEHBORO 
FuhburDe  E  L 
Howell  M  P 

WINNSBORO 

Douglas  A  S  »  W  D 

YORKVILLE 
McDow  TbDi  F 


Corrigan  2>  Jackson 

AnORNEYSATUtW 

Akcrtcci,So.Mkoti 

Bi«nC«MtT 
Corporation     Practice 


Wan 


ARMOUR 

erEP 


SPARTANBURG 
Carliile    Howard    B 

JANES  C  OTTS 


Practice  in  State  and 
Federal  Courts. 


BELLE  FOUR  CHE 

ntHu'L^M 

BRITTON 
Gardner  Robt  D 

BROOKINGS 
Cheever  4  Cheever 
BUFFALO 
JackiDD  Geo  H 

CANTON 


CHAMBERLAIN 
Drtiry  E  L 

CLARK 
Ames  O  H 

CLEAR   L.\KE 
Law   &  Knight 

CUSTER 
Seller!   Waller 


DE   5MET 

E  F 

Warren  S  Warren 

DOLAND 
Webb  H  O 

DUPREE 
n  Thos  R 
ELK  POINT 
Sticlmey   Cbas 

FAIRFAX 


FORT  PIERRE 
lip  &  Waggoner 
GANN  valley' 
Cook  J  L 

GETTYSBURG 
O'Keefe  D  J 

HIGHMORE 
O'Brien  M  Harry 
HOT  SPRINGS 


.n  i  Wil»n 
HOWARD 


Ede  Ern 

MADISON 
Farmer  &  Blewitt 
Soper  F  L 

HEIETTE 
OOBBISAM  *  JAOK- 
BOM, 


PLANKINTON 
Bakewell  ft  Bakewell 

RAPID  CITY 
Bndl  a  Gardner 


SELBV 

SIOUX  falls 

.iley  &  Voorheei 

Cherrj&Abbott 


yean  11  UB  ud  me  u«run 
liiMitiiia  PrutkehHemadid 
AmdntSg^ib  Chk-f  and 
bH.  Nm*  Dakcn.  MwMta. 
NefarHka.  Wkm,    ad 


„  Denver.  Colo,^  liainMM 

imnuiiiaFC  dI  Soudi  DlkeU, 

Go'eiDoi  al  South  Dakota,  or 

Gibb*  R  L 

SISSETON 
Barxington  J  W 

STURGIS 
McNenny  J 


MOUND   aTY 

exander  F 

oacoma 

illiamson  Wm 
ONIDA 

opengieaer  J  H 
PARKER 


VERMILON 

Payne  4  01«on 

WATERTOWN 
Mather  «  Stover 
WEBSTER 
Anderson  &  WaddeU 

Cutler    Alden 

WHEELER 
Exon  Jaa  H 

WO ON SOCKET 
Baer   B  W 

YANKTON 


ALAMO 
Caser  Eugene 

ALTAMONT 
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ASHLAND  CITY 
Justice  J  E 

ATHENS 

Stuart  D  S 
Williams  Geo  G 

BENTON 
Shamblin  John  S 

BLOUNTVILLE 
Brown  Cbas  A 

BOUVAR 
Miller  Chas  A 

BRISTOL 
St  John  C  J 

BROWNSVILLE 
Taylor  Jas  R 

BYRDSTOWN 
Roberta  A  H 

CAMDEN 
Peeler  S  L 

CARTHAGE 
Lee  W  V 

CELINA 
Davidson  W  C 

CENTERVILLE 

Bates  Douglas  T 
Knight  &  Bessley 

CHARLOTTE 
Cook  W  L 

CHATTANOOGA 

R.  A.  C06SWEU 

207  MUton  Building 
Chattanoof  A,  T«nn. 

Refer  to 
Pradential  loiurance  Co. 
of  America;  Pacific  Mutual 
Life  Insurance  Co.;  Glover 
6c  Gimdjr,  agents  North- 
wertem  Mutual  Life  Ins. 
Co.,  Chattanooga;  Stanley 
Lachman,  general  asent, 
Chattanooca;  J.  W.  Bishop, 
manager  for  home  office 
district.  Volunteer  Sute 
Life  Ins.  Co.,  Chattanooga 
nny  local  bank  or  banker. 

Daniels  &   Williams 
Eastman  J  W 
Garvin  &  CantreQ 


Milligan  J  B 
Moore  &  Darwin 
Smith  Mr 

CLEVELAND 
Traynor  &  Smith 

CLIFTON 

Morgan  Albert 

CLINTON 
Underwood  J  L 

COLUMBIA 

Greenlaw  &  Whitthome 
Huffbes  G  T 
Peebles  &  Forgey 

COOKSVILLE 
Capshaw  E  W 

COVINGTON 
Sanford  Wm 

CROSSVILLE 
Black  C  G  Jr 

.  DANDRIDGE 
Hynds   Alexander 

DAYTON 
Miller  Swafford 

DECATUR 
Lilard  J  W 

DECATURVILLE 
England  J  A 

DOVER 
Rice  J  W 

DUNLAP 

Stewart  &  Stewart 


W.  B.  MILLER 

Attorney 

James  Building 

Chnttnnoogn,  Tonnossoo 

illbranoliasafiiuaTsiioBlsw.  Tria* 
and  oorpontion  ipwtioe.  A4jiist]Bn* 
«f  ioivraaw  elaiait. 
BabrtaMi:  lataal  Lift,  I.  L;  Oon- 
tinsnUl  0uii'lt7.(%iosgo;  ImplojerB 
liabilitT  Amu.  Osn'n,  Bortoa  OflM; 
Tbs  Prsftmd  kedti,  I.T.;  liagwa 
fin,  I.T.;  Oeanaetimt  firei  mnn 
Ofloe;  fidaUty  sad  Ospodt  Co.  of 
Bslto^  Hd.  •  Qeaaal  Oooasil,  Tolaa- 
tnr  ttais  lift  laaOo^  dhsttaBoaga 
Tbna. 


DYERSBURG 

Rogers  H  Townsend 
Wflliams  Sam  H 


ELIZABETHTON 
Miller  Lee  F 

ERIN 
Hobbs  J  C 

ERWIN 
Roberts  W  A 

FAYETTEVILLE 
Hohman  &  Holman 

FRANKLIN 
Eggleston  &  Eggleston 

GAINESBORO 
Draper  W  W 

GALLATIN 
Boddie  G  W 

GREENVILLE 
Shoun  &  Trim 

HARTSVILLE 
McMurry  J  S 

HENDERSON 
Franklin  H  D 

HOHENWALD 
Schubert  F  L 

HUNTINGTON 
Maddox  P  W 


HUNTSVILLE 
Baker  Jos  F 

JACKSBORO 
Powers  E  H 

JACKSON 
Newman  Claire  B 

JAMESTOWN 
Conatser  &  Case 

JASPER 
Stewart  Q  L 

JELLICO 
Adkins  J  M 

JOHNSON  CITY 

Miller  Lee   F 
Moore  SEN 

JONESBORO 
Kirkpatrick  S  S 

KINGSTON 
Dietz  W  H 

KNOXVILLE 

Burrows  A  Y 

Pickle,     Turner    &    Ken- 

nedv  . 
Shields  &  Gates 

LAFAYETTE 
Harlan  A  R 

LA  FOLLETTE 

Owens,  Taylor  &  Lechlei- 
ter 

LAWRENCEBURO 
Starnes  D  W 

LEBANON 
Thompson  Lillard 

LEWISBURG 

Haynes  R  E  Jr 
Marshall  &  Armstrong 

LEXINGTON 

Hall  John  F 
Knight  E  C 

LINDEN 
Pearson  G  W 

LIVINGSTON 
Roberts  A  H 

LOUDON 
Greer  I  A 

LYNCHBURG 
Parks  &  Bean 

McMINNVILLE 

Willis  J  L 
Whitson  &  Mercer 

MADISO.nVILLE 
McCroskcy  TEH 

MANCHESTER 
Townsend  C  N 

MARYVILLE 
McTcer  Will  A 

MAYNARDVILLE 
Evans  &  Beeler 


MEMPHIS 
Bartels  Robert  Lee 
Bryan  Chas  M 
Frazer  C  W 
Hughes  &  Htt^es 
Knipmeyer  A  B 
Lehman,  Gates  ft  Leh- 
man 
Metcalf  &  Metcalf 

MORRISTOWN 
Hickey  Rufos  M 

MOUNTAIN  QTY 
Butler  E  E 

NASHVILLE 

Blake  R  E 
Jacobs  C  Bibb 
Lelljrett  John  T 
Manier,  Bryan  ft 

Crouch 
Pilcher  &   Ptlcber 
Tyne  Thos  J 

NEWPORT 
Mims  W  O 

OLIVER  SPRINGS 
Jackson  Chas  C 

PARIS 
Rye  Tom  C 

PIKEVILLE 
Pope  Lewis  S 

PULASKI 
Wilkes  John  B 

RIPLEY 
Steele  &  Steele 

ROGERSVILLE 
Bowen  A  T 

RUTLEDGE 
Waller  J  G 

SAVANNAH 
Broyles  D  W 

SELMER 
Whitehurat  T  B 

SEVIEVILLE 
Paine  A  M 

SHARON 
Terry  G  M 

SHELBYVILLE 
Parker  &  Parker 

SMITHVILLE 
Drake  &  Turner 

SNEEDVILLE 
Jarvia  L  M 

SOMERV7LLE 
Hobson  H  P 

SPARTA 
Fancher  F  T 

SPENCER 
Brady  Jas  M 

SPRINGHELD 
Gamer  A  E 

TAZEWELL 
Hughes  ft  Daris 
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TIPTONVILLE 
Burnett  &  Donaldson 

TRENTON 
Walker  &  Landrum 

TULLAHOMA 
Davi*  £  L 

UNION  CITY 
Moore  &  Hudgins 

WARTBURG 
Morris  T   A 
Riseden  L 

WAVERLY 
Shannon  J  F 

WAYNESBORO 
Sims  Robt  M 

WINCHESTER 
Templeton  H  M 

WOODSBURY 
Hancock  Walter 


TEXAS 


ABILENE 
Cox  Ben  L 
Cunninghajn  &  Oliver 

ALBANY 

Allen  R  L 

ALICE 
Patton  Irving  A 

ALTO 
Perkins  6  B 

ALPINE 
Van  Sickle  W 

AMARILLO 

Srnnott  &  Underwood 
Turner  Thos 

ANGLETON 
Masterson   A   E 

ANSON 
Smith  S  J  T 

ARCHER  CITY 
Henley  C  H 

ASPERMONT 
Carter   J   M 

ATHENS 
Starr  J  N 

AUSTIN 

Fiset  &  McClendon 
Fisher  S  R 

Gregory,  Batts  &  Brooks 
Robertson    J    H 

BAIRD 
Bell  F  S 

BALUNGER 
Harris  C  O 


BANDERA 
Eames  J  A 

BASTROP 
Fowler  J   P 

BAY  CITY 
Holman  W  S 

BEAUMONT 

Adams  M  G 

Crook,  Lord  &  Lawhon 

BEEVILLE 
Dougherty  &  Dougherty 

BELLVILLE 

Johnson  ,  Matthaie  & 
Thompson 

BELTON 
Ware  Sam  D 

BENJAMIN 
Brookreson  D  J 

BIG    SPRING 
Brooks  Jas  T 

BOERNE 
Schweppe  F  W 

BONHAM 
Steger  T  P 

BOSTROP 
Fowler  J  P 

BRACKETTVILLE 
Clamp  W  L 

BRADY 
Shropshire  &  Brown 

BRECKENRIDGE 
Sebastian  W  P 

BRENHAM 
Searcy  W  W 

BROWNSVILLE 
Bartlett  Jno 

BROWNWOOD 
McCartney  C  L 

BRYAN 
Bethea  Lamar 

BURNET 
Hammond  T  E 

CALDWELL 
Bowers  &  Garrett 

CAMERON 
Henderson  T  S 

CANADIAN 
Fisher  W  D 

CANTON 
Sanders  M  G 

CANYON 
Brandon  G  A 

CARRIZO  SPRINGS 

Vandersvoort  F 

CARTHAGE 
Long  J  H 


CENTER 
Davis  &  Davis 

CENTER  VILLE 

Seale  J  H 
Watson  Wm 

CHILDRESS 
Fires  &  Diggs 

CLARENDON 
White  H   B 


Chilton  &  Chilton 
Crane  &  Crane 
Hunt  G  D 
Lawther  Harry  P 
McBride  L  C 
Meador  &  Davis 

JOHN  F.  ONION 

General  Attorney 

Soutfaknd  Life  Ins.  Co. 

DALLAS        TEXAS 


SEAY  AND  SEAY 

Attorneys  at  Law 

619-621  Tratt  BulMIng 
Dallas*  T«XA« 


CLARKSVILLE 
Block  Eugene 

CLAUDE 
Stallings  J  S 

CLEBuxvNE 
Walker  &  Baker 

COLD  SPRING 
Fuller  F  O 

COLEMAN 
MUler  JAB 

COLORADO 
Harness  G  B 

COLUMBUS 
Grobe  C  R 

COMANCHE 
Rieger  J  M 

CONROE 
LlewUyn  &  Foster 

COOLIDGE 
Miles  D   W 

CORPUS  CHRISTl 
Early  Sam  A 

CORSICANA 

Callicutt  &  Call 
Traylor  H  £ 

COTULLA 
Wilson  John  W 

CROCKETT 
Nunn  D  N 

CROWELL 
Britt  T  D 

CUERO 

Schleicher  F  S 

DAINGERFIELD 
Henderson  John  M 

DALHART 

Richards  B  N 

DALLAS 
Burgess,  Burgess  & 


.h: 


Chrestman 


Thompson  Wm 

DECATUR 
Soward  Chas 

DE  KALB 
Webber  &  Webber 

DEL  RIO 

Foster  J  J 

DENISON 
Randall  &  Randall 

DENTON 
Fulton  L 
Hopkins  Geo  M 

DEVINE 
Briscoe  Jno  T 

DICKENS 
Glasgow  B  D 

EAGLE  PASS 
Sanford  J  R 

EDNA 
McCroy  W  W 

EL  PASO 

Denton  W  C 
Dyer  John  L 
Loomis  &  KnoUenberg 
Wohlford  James  L 

FAIRFIELD 
Williford  R  L 

FLORESVILLE 
Wiseman  Bros 

FLOYDADA 
Houghton  T  F 

FT.  WORTH 

Capps,  Canty,  Hanger  & 

Short 
Dedmon  &  Potter 
Lassiter  N  H 
McDonald  Durward 
McGown,  Murphy  &  Mc- 

Gowan 
Orick  &  TerriU 
Samuels  S  L 
Slay  &  Simon 
Spoonts  &  Thompson 


bp 
W( 


est  Thos  F 
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FORT  STOCKTON 
Johnson  Howell 

FRANKLIN 
Woods  F  A 

FREDERICKSBURG 
EsitU  J  T 

GAIL 
Thornton  M  J 

GAINSVILLE 

Davis  &  Davis 
Stuart  &  Bell 

GALVESTON 

Stewart  M 
Stubbs  &  Stubbs 
Terry,    Cavin    &   Mills 
Walker  J  C 

GATESVILLE 
Miller  &  Morgan 

GEORGETOWN 
Love  Franklin  D 

GIDDINGS 
Watson  &  Simmang 

GILMER 
Barnwell  J  S 

GOLDTHWAITE 
Anderson  E  B 

GOLUAD 
Bums  J  C 

GONZALES 
Romberg  J  C 

GRAHAM 
Kay  &  Atkin 

GRANBURY 
Hiner  John  J 

GREENVILLE 

Evans  &  Carpenter 
Mock  Byron 

GROSBECK 
Bradley  C  S 

GROVETON 
Kenley  R  O 

HALLETSVILLE 
Patton  &  Schwartz 

HAMILTON 
Langford  &  Chesley 

HASKELL 
Elkins   Clyde  F 

HEMPHILL 
Hamilton  &  Hamilton 

HEMPSTEAD 
Lipscomb  A  G 

HENDERSON 
Futch  W  M 

HENRIETTA 
Allen  W  T 

HEREFORD 
Knight  &  Seaton 


HIDALGO 
Dougherty  Wm  P 

HILLSBORO 
Vaughan  &  Hart 

HONDO 
Blocker  V  H 

HOUSTON 

Baker,    Botts,    Parker    & 
Garwood 


LOCKHART 
Coopwood  E  B 

LONGVIEW 
Cunningham  M  L 

LUBBOCK 
Benson  W  D 

McKINNEY 
Muse  Jas  M 


W.  a  QJII  Frank  C.  Jonse  WiHtea  Tyler 

Hii0h  Pollsr  Hsrbwt  Mosre 

GILLt  JONES  &  TYLER 


Kooms  203-4-5-6-7-8-30-81 

FIKST  NATIONAL  BANK   BUILDING 

HOUSTON,  TKXAS 


Moody  &  Bayles 
Ward  W  H 

HUNTSVILLE 

Dean      Humphrey      & 
Powell 

JACKSBORO 
Nicholson  E  W 

JASPER 
Smith  Garland 

JEFFERSON 
Armistead  W  T 

JOHNSON  CITY 
Stubbs  N  T 

KARNES  CITY 
Bell  C  L 

KAUFMAN 
Morrow  Nestor 

KERRVILLE 
Garrett  G  W 
Storms  Gilbert  C 

KOUNTZE 
Aycock    B    L 

LAGRANGE 
Moore  L  W 

LAMPASAS 
Bierbower  C  G 

LAREDO 
Threadgill  Wilmer 

LIBERTY 
Stevens  F  M 

LINDEN 
Brougher  E  E 

LIVINGSTON 
Meece  T  F 

LLANO 
Flack  J  F 


MADISONVILLE 
Ford  T  J 

MARFA 
Kilpatrick  H  H 

MARLIN 
Anderson  J  H 

MARSHALL 
Davidson  T  W 

MASON 

Fulton   M 
Leslie  J  E 

MATADOR 
Bouldin  T  T 

MEMPHIS 
Deaver  H  E 

MENARD 
Scruggs  J  D 

MERIDIAN 
Cttreton  &  Cureton 

MIAMI 
Kinney  J  E 

MIDLAND 
Caldwell  J  M 

MONTAGUE 
Cook  W  W 

MT.   PLEASANT 

Burford  J  M 
WilUams  I  N 

MT.  VERNON 
Wilkinson  B  T 

NACODOCHES 
Harris  June  C 

NEW  BOSTON 
Webber  &  Webber 

NEW  BRAUNFELS 
Henne  H  G 


NEWTON 
Forse  J  B 

OAKVILLE 
Church  F  H 

ODESSA 
Judkins  F  A 

ORANGE 
HolUnd  G  E 

PADUCAH 
Whatley  J  W 

PALESTINE 
Greenwood  T  B 

PALO  PINTO 
Ranspot  J  T 

PARIS 
Burdett  &  Connor 

PEARSALL 
Smith  Magus 

PECOS 

Hefner  &  Cooke 
Parker  J  W 

PITTSBURG 
King  £  A 

PLAINVIEW* 
Dalton  L  W 

PLEASANTON 
Burmeister  F  H 

PORT   LAVACA 
Wilson  W 

QUANAH 
Decker  &  Clark 

QUITMAN 
Edmonds  J  R 

RICHMOND 
Pearson  Thos  B 

RIO  GRANDE 
Jonet  K 

ROBERT  LEE 
Merchmnt  ft  Kemp 

ROBY 
Pool  A  R 

ROCKPORT 
Baldwin  W  H 

ROCKWETi^ 
Foree  E  D 

RUSK 
Norman  ft  Shock 
Perkins  B  B 

SAN  ANGEIX) 

Thomson  J  ' 
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SAN  ANTONIO 
Crenshaw  Jas  D 


TYLER 
Lasseter  &  Mcllwaine 


KELLER  and  KELLER 

Attorneys  and  Counsellors 

3«1-313   RAMPMANN    BUILDING 

SAN  ANTONIO,  TEXAS 

special  attention  given  to  all  kinds  of  insurance 
litigation  in  Southwest  Texas 


Hcrtzberg  &  Barrett 
King  Henry  C 

SAN  AUGUSTINE 
Foster  &  Davis 

SANDERSON 
Folsom  A   T 

SAN  DIEGO 
McCampbell  W  W 

SAN  MARCOS 
McKie  R  E 

SAN  SABA 
Walters  G  A 

SEGUIN 
Neal  W  R 

SEYMOUR 
Gosa  D   F 

SHERMAN 
Head»  Dillard  &  Head 

SILVERTON 
Daniel  J  E 

SNYDER 

Boyd  H  M 
Rosser  M  E 

SONORA 
Cornell  &  Wardlaw 

STEPHENVILLE 
Moore  W  W 

STERLING  CITY 
Ayres  Jeff  D 

SULPHUR      SPRINGS 
Scott   Frank  £ 

SWEETWATER 

hran 
Smith  G 

TAHOKA 
Perryman   G  W 

TASCOSA 

Balfour  Wm 

TEXARKANA 
Webber  &  Webber 

THROCKMORTON 
Wright    T   J 

TILDEN 
Bnrmeister    F  H 

TUUA 
Martin  A    B 


Cochran  T  H  Jr 


VERNON 
Berry  W  D 

VICTORIA 
Carsner  &  Carsner 

WACO 
Alexander  James  P 

HARRY  P.  JORDAN 

INSURANCE  LAW 
A  SPECIALTY 

WACO.  TEXAS 

WAXAHACHIE 

Supple  &  Harding 

WEATHERFORD 
McCall  G  A 
Roberson  Marvin 

WELLINGTON 
Lackey  J  L 

WHARTON 
Dennis  J  H  H 

WICHITA   FALLS 

Carrijsan,  Montgomery  & 

Brittain 
Huff,  Barwise  &  Huff 

WOODVILLE 

Harper  Joe  A 
Mooney  J  A 

YOAKUM 
Price  D  T 


UTAH 


BEAVER 
Greenwood  Geo  B 

BRIGHAM 
Call  J  D 

CASTLE  DALE 
Dickson  A  D 

COALVILLE 
Neeley  P  H 

FILLMORE 
MelviUe  Jas  A 

HEBER 
McDonald  Jas  H 


JUNCTION 
Beebe  G  R 

KANAB 

Brown  J   F 

LOGAN 
Walters  Jas  C 

MANTI 

Larson  Lewis 

NEFHI 
Foote  T  L 

OGDEN 
Agee  A  W 

PANGUITCH 
Sevy  J  L  Jr 

PRICE 
Hoffman  L  O 

PROVO 
Corfman  E  E 

RICHFIELD 
Hoffman  E  E 

ST.  GEORGE 
Morris  Davis  H 

SALT  LAKE  CITY 


HYDE   PARK 
McFarland  H  M 

MANCHESTER 

Griffith  Edw 

MIDDLEBURY 
Dickens  Albert  W 

MONTPELIER 
Howland  Frida 

NEWPORT 
Black  Harry  A 

RUTLAND 
Merrill  J  A 

ST.  ALBANS 
Hogan  &  Hogan 

ST.  JOHNSBURY 
Dunnett  &  Slack 
Porter  David  E 

WOODSTOCK 
Southgatc  Frederic  C 


VIRGINIA 


H.  C.  EIDWARDS 

515  McCornick  Building  Salt  Lake  City,  Utah 

General  Counsel 

Continental  Ufa  Insurance  Co.,  Salt  Lake  City,  Utah 


Thomas  Mathonihah 
Varian  C   S 

TOOELE 
Baker  L  L 

VERNAL 

O'Donnell  Thos  W 


VERMONT 


BARRE 
Gordon  J  W 

BENNINGTON 
Sheldon  W  B 

BRATTLEBORO 
FitU  C  C 

BURLINGTON 
Whittemore  A   G 

CHELSEA 
Darling  H  K 

ENOSBURG  FALLS 
McFeeters  &  McFeeters 


ABINGDON 
White  &  Penn 
Widener  H  Emory 

ACCOMAC 
Turlington  S  J 

ALEXANDRIA 
Brent  S 
Smith  F  L 

ALTAVISTA 
Jones  Earnest 

AMELIA 
Taylor  Geo.K  Jr 

AMHERST 
Evans  Otto  L 

APPOMATTOX 
Fleshman  J  P  L 

BEDFORD  aTY 
Lowry  Landon 
Sale  Nelson 

BERRYVILLE 
Moore  A  Jr 

BLAND 
Keglcy  Fulton 

BOWLING  GREEN 
Chandler  A  B 
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BOYDTON 
Faulkner    ft    Faulkner 

BRISTOL 
Kelly  J  L 

BUCKINGHAM 
Mou  John  R 

CHARLOTTE  C  H 
Terry  Andrew  J 

CHARLOTTEVILLE 
Wataon  Robt  A 

CHATHAM 
Smith   Wm 

CHRISTIANSBURG 

Harlers  &  Colhoun 
Tompkina  M  H 

CLARENDON 
BaU  Frank  L 

CUNTWOOE 

Smith  J  C 

COURTLAND 
Story  E  Frank 

COVINGTON 
Allen  W  E 

CULPEPPER 

Bickera  R  A 
Waite  ft  Perry 

CUMBERLAND 
McRae  Paul 

DANVILLE 

Lehigh  &  Lehigh 
Withera  Eugene 

EAST  RADFORD 
Roop  &  Phlegar 

EASTVILLE 
Robertson  Thos  B 

EMPORIA 
Buford  E  P 

FAIRFAX 
Ford  C  Vernon 

FARMVILLE 
Thompson  J  Taylor 

FINCASTLE 
Barley   E   V 

FLOYD 
Sowder  &  Burwell 

FRANKUN 
Beale  E  L 

FRONT  ROYAL 
Jackson  E  H 

GATE  CTTY 
Colman  S  W 

GLOUCESTER 
Bristow  Myron  E 

GOOCHLAND 
Leak  D  H  ft  Walter 

GRUNDY 

Williams  ft  Comba 


HAMPTON 
Weymouth  J 

HANOVER 

Wickham  T  H 

HARISONBURG 
Conrad  &  Conrad 

HEATHSVILLE 
Walker   C   H 

HILLS  VILLE 
Tompkins  S  W 

HOUSTON 
Adams  S  L 

INDEPENDENCE 
Padgett  J  C 

JONESVILLE 
Duncan  C  T 
Pennington  E  W 

KING   AND   QUEEN 
Smith    Francia   W 

LANCASTER 
Norris  R  O  Jr 

LAWRENCEVILLE 
Smithey  Marvin 

LEBANON 
Quillen  S  B 

LEESBURG 

Alexander  J  R  H 
Martin  ft  Martin 

LEXINGTON 

Letcher  G  D 
Shields  W  T 

LOUISA 
Bibb  W  C 

LOVINGSTON 
Whitehead  S  B 

LURAY 
Walton  ft  Bro 

LYNCHBURG 

Blackford  R  C 
Harrison  ft  Long 

MADISON 
Hay  James 

MANASSAS 
Hutchison  R  A 

MARION 

Buchanan  J  P 
Richardson  Geo  W 

MARTINSVILLE 
Marshall  Geo  H 

MATHEWS 
Hunley  G  Y 

MONTEREY 
Jones  Chas  P  ft  Son 

NEWCASTLE 
Jones  P  V  ft  P  J 

NEWPORT  NEWS 
Left  ft  Masaie 


NORFOLK 

Agelasto  ft  Miller 
Old  Wm  W  &  Son 
Wolcott,  Wolcott,  Lank- 
ford  ft  Kear 

NOTTOWAY 
Epcs  Allen 

ORANGE 
Morton  J  W 

PALMYRA 
Shepherd  J  O 

PEARISBURG 
Johnston  ft  Brown 

PETERSBURG 

Davis  R  B 
Hamilton  &  Mann 

PORTSMOUTH 
Crocker  F  L 

POWHATAN 
Hobson  Haskins 

PRINCESS  ANNE 
Kellam  W  H 

RICHMOND 

Anderson  Howard  L 
CabeU  ft  CabeU 
Gregory  Geo  C 
Kelley  ft  Coulboum 
Munford.   Hunton,  Will- 
iams «  Anderson 
Talley  R  H 

ROANOKE 

Henry    Randolph 
Wright  R  M 

ROCKY  MOUNT 
Dillard  ft  Lee 

RUSTBURG 
Nelson  Frank 

SALEM 
Kime  Robt  W 

SALUDA 
Saunders  J  R 

SPOTTSYLVANIA 
Coleman  T  Stokeley 

STAFFORD 
Chic  heater  R  H  L 

STANDARDVILLE 
Early  N  B  Jr 

STAUNTON 

Curry  Charlea  ft  Duncan 
Gordan  Armistead  C 

STUART 
Thompson  S  A 

SUFFOLK 

Britt  Lee 
Corbett  James  H 
HoUand  E  E 

SURRY 

Bohannon  J  G 
Shewmake  Oecar  L 

TAZEWELL 
Crockett  R  O 


WARM  SPRINGS 
McAllister  W  M 

WARRENTON 

Brooke   Frank  C 
Keith  ft  Richards 

WARSAW 

Wellford  A  N 

WASHINGTON 
Moffet  H  G 

WEST  POINT 
Cole  O  L 

WILLIAMSBURG 
Henley,  Norvelle  L 

WINCHESTER 

Carter  T  R 
Ward  ft  Larrick 

WISE 

Fulton  E  M 
Dotsott  ft  Kelly 

WOODSTOCK 
Walton  ft   Walton 

WYTHEVILLB 
Trinkle  E  Lee 

YORKTOWN 
Bristow  M  E 


WASHINGTON 


ABERDEEN 

Bridges  J   B 
Loomis  r  W 

ASOTIN 
Sturdevnnt  ft  Bailey 

BELLINGHAM 

Griswold  ft  Hudson 

BREMERTON 
Carr  Jas  W 

CATHLAMET 
Snelling  E  S 

CHEHAUS 
Hull  Alanaon  A 

COLFAX 
Hanna  ft  Hansa 

COLVILLB 
Tackaon  ft  Bailey 

CONCONULLY 
Pendergut  E  R 

COUPEVILLE 
Zylstra  Jamca 

DAVENPORT 
Warren  W  T 

DAYTON 

Kenworthj  L  B 
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ELLENSBURG 
HoTey  k  Hale 

EVERETT 
Coleman  ft  Fogarty 

FRIDAY    HARBOR 
Christenson  Frank  P 

GOLDENDALB 
Darch  Wm  T 

KALAMA 
Dromley  G  W 

KENT 
Baasett  T  W 

LIND 
Allison  F  £ 

MT.  VERNON 

Brawley  A 

Shanger  &  Henderson 

MONTESANO 
Irwin  ft  Sheeks 

NORTH   YAKIMA 
Roberts  ft  UdeU 

OLYMPIA 

Funk  Geo   H 
Parr  H   L 

PASCO 
Noland  H  B 

POMEROY 

Kuykcndall  E  V 

PORT  ANGELES 
Cochran  ft  Plummer 

PT.    ORCHARD 
Sotton  C  D 

PT.  TOWNSEND 
Ralston  J  M 

PROSSER 
Linn  ft  Boyle 

REPUBLIC 

Beck  ft  Allen 

RITZVILLE 

Adams  ft  Naef 

SEATTLE 

Brazier  E   G 
Emmons  ft  Emmons 
Ganger  H  T 
Gill.  Hoyt  ft  Frye 
Keenan  S  A 
Kerr  ft   McCord 
Murphy  Tames  B 
Roberts  Tohn  W 
Van  Dyke  John  B 

SHELTON 
Wright    W 

SOUTH    BEND 

Lockerby  ft  Couden 
Wright   E  H 

SPOKANE 

Graves  J  W 

Post,  Avery  ft  Hig^n* 


MARK  Fo  MENDENHALL 

ATTORNKY  AT  LAW 

•til  Floor.  Paulson  Bulldlno 

SIH>KAilK,  WASH. 

AswMuatw:  V.  T.  Tustin.  Heniy  G.  W.  KiMbel. 
H.  W.  WoUF.  B.  P.  Moiehouse 

Twenty-five  years'  general  practice.    Insurance  and 
Corporation  Law  specialties.     References  on  request. 


STEVENSON 
Wright  R  M 

Mollahon,    McClintic    ft 
Matthews 

SUNNYSIDE 

CHARLESTOWN 

Nicholson  V  O 

TACOMA 

Fitch  ft  Harris 
Hudson,  Holt  &  Harmon 
Raack  Lee  E 
Snell  M  K 

Brown  Forest  W 
Mason  Jas  M  Jr 

CLARKSBURG 

Davis,  Schwartz  ft  Tem- 

pleman 
Lewis  £  D 

TOPPENISH 

CLAY 

Maddox  Roscoe 

VANCOUVER 

Stapleton   James  P 
Tempes  F  W 

Bryant  S  W 
Eakle  B  C 

EUZABETH 
Sonunerville   H  A 

WALLA  WALLA 

ELKINS 

Sharpstein   ft   Sharpatein 

WATERVILLE 
Hanna  John  W 

WENATCHEE 

Bent  J  A 
Strieby  C  0 

FAYE'riEVILLE 

Dillon  ft  Nuckolls 
McClung  Magee 

Reeves  ft  Recrea 

FRANKUN 

WEST  VIRGINIA 


BECKLEY 

Brackman   M    C 
Clark  R  L 

BERKELEY    SPRINGS 

Boyer    H   W 
Mclntire  A  C 

BLUEFIELD 

Holland  Lucius 
Ross  &  Kafale 

BUCKHANNON 
Downes  J  M  N 

CHARLESTON 
Beckwith  Frank 

BROWN, 
JACKSON  &  KNIGHT 

Tk9  Kanawha  Valley 
Bank  Bnildlnfl 

CHARLESTON,  W.  VA. 

James  P.  Brown 
Malcolm  Jackson 
Edward  W.  Knight 

V.  L.  Black 

John  Wehrle 
Angus  W.  McDonald 
George  S.  Couch,  Jr. 
O.  P.  Pitzgerald 


Hiner  B   H 

GLENVILLE 

Linn,    Brannon    &  Crad- 
dock 

GRAFTON 
Bailey    B    F 

GRANTSVILLE 
Hamilton  J  M 

HAMLIN 
Morris   A    F 

HARRISVILLE 
Davis  Thos  J 

HINTON 
Dunlop  R  F 

HUNTINGTON 

Cowden  W  K* 

Enslow,    Fitzpatrick,    Al- 

derson  &  Baker 
Smith  Jean  F 

KEYSER 
Finnell  Chas  N 

KINGWOOD 
Hughes  &  Conley 

LAEGER 
Hogsett  E  L 

LEWISBURG 

Dice  Chas 
Page   S   Nelson 

LOGAN 

Alderson  J  C 
Hager  Ira  P 


MADISON 
Leftwich   ft    Bymslde 

MARLINTON 

McClintic  L  M 
Price  Andrew 

MARTINSBURG 
Mclntire  A  C 
Martin  ft  Seibert 
Noll  A  B 

MIDDLEBOURNE 
Hardman  O  W  O 

MONTGOMERY 
Dyer  C  T 

MOOREFIELD 
McCauley  G  W 

MORGANTOWN 
Flenniken  ft  Darby 
Laszelle   ft  Stewart 

MOUNDSVILLE 
McGlumphy  Walter  A 

NEW    CUMBERLAND 

Danahoo  John  R 
Hart  £  A 

NEW  MARTINSVILLE 
Keifer  E  O 

PARKERSBURG 
Merrick  &  Smith 

PARSONS 
Valentine  A  J 

PEARISBURG 
Clark  R  L 

PETERSBURG 
Forman  L  J 

« 

PHILUPPI 

Holsberry  L  V 
Staubly  ft  Watson 

PIEDMONT 
Drane  Robt  McV 

POINT  PLEASANT 
Spencer  J  S 

PRINCETON 
Clark  R  L 
Henry  John  Randolph 

RIPLEY 
Miller  Warren 

ROMNEY 
Zimmerman  J  S 

RONCEVERTE 
Clark  R  L 

ST.  MARYS 
Craig  ft  Wells 

SPENCER 
Pendleton  ft  Pendleton 

SUMMERSVILLE 

Breckenridge    ft    Aider- 
son 

SUTTON 
Hall    Bros 
Linn,  Hines  ft  Morrison 
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UNION 

Clark  R  W 

Rowan  &  Meadows 

WAYNE 
Meek  J  H 

WEBSTER  SPRINGS 
Thurmond  H  C 

WELCH 

Anderson,  Strotheri  ft 
Hughes 

WELLSBURG 
Cree  J   F 

WEST  UNION 
McCue  A  F 

WESTON 
Brannon  £  A 

WHEELING 

Blackford  Geo  A 
Coniff  J  T 
Erskine  ft  Allison 
Handlan  T 
Howard  J  A 
Russell   ft  Russell 

WILUAMSON 
Goodykoontz  &  Scherr 
Wiles  &  Bias 

WINFIELD 
Dudding  Jerome 


WISCONSIN 


ALM.^ 
Buehler   Theo 

ANTIGO 
Hfty  Henry 

APPLETON 
Clark  Frank  E 

ARCADIA 
Richmond  &  Richmond 

ASHLAND 
Merrill   Geo   F 

BARABOO 

Bentley  ft  Kelly 
Coc    Bros 

BARRON 
Soderberg  John   W 

BEAVER  DAM 
Burke  M  E 

BELOIT 
Rood  J  C 

BLACK  RIVER 
Perry  G  M 

CHILTON 
Fox    L   P 

CHIPPEWA    FALLS 
Rusk  L  J 


CRANDON 
Wesccott  W  A 

DELAVAN 
Morrissey  Maurice 

DODGEVILLE 

Carter   Richard 

DURAND 
Hilliard  C  M 

EAGLE.  RIVER 
Radcliffe  Amos 

EAU  CLAIRE 

Bundy  &  Wilcox 
Doolittle  Lelon  A 
Frawley  ft  Frawley 

ELKHORN 
Norton  W  C 

ELLSWORTH 
Thompson  Geo 

FLORENCE 
Sells  Max 

FOND   DU   LAC 
Sutherland  D  D 

FRIENDSHIP    ■ 
Oilman  C  H 

GRAND  RAPIDS 
Conway  D  D 

GRANTSBURG 
GroTcr  S  F 

GREEN  BAY 
Cady  &  Strehlow 

HAYWOOD 
Riordan  J   F 

HORICON 
Markham   W  H 

HUDSON 
Varnum   N   O 

HURLEY 
Foster  Geor   C 

JANES  VILLE 

Carpenter  &  Carpenter 
Nolan  Thos  S 

JEFFERSON 
Mistele  &  Smith 

JUNEAU 
Christiansen  C  A 

KENOSHA 

Buckmaster  A  E 
Drury  Alfred  L 

KEWAUNEE 
Bruemmer  O  H 

LA  CROSSE 

Bunge  G  W 
Winter  ft  Esch 

LADYSMITH 

Andersen  A  N 
McGill  ft  Williams 


LANCASTER 

OSHKOSH 

Taylor  S  H 

MADISON 

Bouck  ft  Hilton 
Weed  H  I 

Bagley  Wm  R 
Lamb  Chas  F 
Mason  Vroman 

PARK  FALLS 
Haggerty  Ray  J 

RiclmoHd,  Jacknaa  ud  Swaisei 

Board  of  Commorco  BIdg.    MADISON,  WIS. 

T.  C.  RICHMOND        R.  W.  MCKMAN        S.  T.  8WMKI 

8.  H.  STUART 

LIfo,  FIro,  CatMalty  aod  Siroty  UtIgaUoR  a  Sncltlty 

Rttff«ran«tt«  On  R^^iMat 


MANITOWOC 
Nash  ft  Nash 

MARINETTE 

Eastman,    Goldman    ft 

Fairchild 
Martineau  P  A 

MARSHFIELD 
Cole  John   F 

MAUSTON 

Veeder    F    S 

MEDFORD 
Schweppe  ft  Urquhart 

MENOMONIE 
Macauley  J  W 

MERRILL 
Van  Heckle  J 

MILWAUKEE 


PHILLIPS 
Barry  ft   Barry 

FT.  WASHINGTON 
Collins  Jos 

PORTAGE 
Baker  E  S 

PRAIRIE    DU    CHIEN 
Gnvca  W  R 

RACINE 

Krenzke   Chas 
Simmons  ft  Walker 

RHINELANDER 
Minahan  E  D 

RICHLAND    CENTER 
Bancroft  L  H 

SHAWANO 
Werner  E  V 


Bloodgood,  Kemper  &  Blood|:ood 

307*01 0  MireNCLk  BuiLomo 
Pkancis  Bloodoood  Jackson  B.  Kbmpbk 

PKANCIS  BUWDOOOD,  JK.  WWIWLWI  P.  Bl.OCMM>00D 

Albbrt  K.  Stbbbins  Anousr  C.  Uomllmm 

Dals  Sbocklby  Bmmbt  Hobam,  Jb. 

Wisconsin  Counsel  for  U.  &  Fidelity  ft  OaBraaty  Co.. 
Balto..  Metropolitan  Life  Ins.  Co..  N.  Y..  LoDdoa  Guar 
antee  ft  Accident  Co..  Ltd..  MaasachnaetU  Boodiiif  ft 
Ina.  Co..  Boston..  Maryland  Casualty  Co..  Baltimore 


Buscfaeck  A  J 
MiUer,  Mack  ft  Fairchild 
Mylrea  W  H 
Quarlei,  Spence  ft 

Quarles 
Roemer  ft   Aarons 
Van  Alstine  C  H 
Van  Dyke  ft  Van  EWke 
Winkler,  Flanders,  Smith 

Bottum  ft  Fawsett 

MONROE 
Dunwiddie  John    D 

MONTELLO 
McNamara  D  W 

NEILLSVILLE 
Clark  Homer  C 

OCONTO 

Claason  A  V 
Morrow  F  X 


I 


SHEBOYGAN 
Williams 


SHELL   LAKE 
Mead   L   H 

SPARTA 
Teasdale  Howard 

STEVENS  POINT 
Park  B  B 

STURGEON  BAY 
Gaede  Waiard   E 

SUPERIOR 
Grace  ft  HadnAll 

TOMAH 

Naylor  ft  McCanl 

TOMAHAWK 

Bell  H  G 
Sheldon    G    II 
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VIROQUA 
Proctor  ft  Proctor 

WASHBURN 

Walsh  John 

WAUKESHA 

Merton,     Newbury     k 
/acobcon 

WAUSAU 

Bump  ft  Hanson 

WAUTOMA 
Killcen  E   F 

WEST  BEND 
Kuechenmeuter    ft    Bar- 
ney 

WHITE  HALL 
Ekor  ft  EgguB 


WYOMING 


BASIN 
Zaring    C    A 

BUFFALO 
Hill  ft  Grigsi 

CASPER 

Notton  E  D 

CHEYENNE 

Burke  T  F 
Kline  Marion  A 

CODY 
Cavender  J  W 

DOUGLAS 
Harfej    P   H 

EVANSTON 
Spaulding  P  W 

LANDER 
Fourt  E  H 

LARAMIE  CITY 
Gibson   Thos    H 

NEWCASTLE 
Fakler  Darid  A 

RAWUNGS 
Armstrong  L  E 

SHERIDAN 
Rowen  Jas  J 

SUNDANCE 
Ilsky  Hasry  P 


CANADA 

ALBERTA 


CALGARY 
Lougheed  ft  Bennett 


BRITISH  COLUM- 
BIA 


FERNIE 
Herchner  ft  Hercbner 

GRAND   FORKS 
McDonald  &  Whiteside 

NELSON 
MacDonald  ft  Hall 

ROSSLAND 
Macdonald  ft  Clute 

VANCOUVER 
Matheson  ft  Carter 

VICTORIA 
Langley  W  H 


MANITOBA 


BRANDON 
Henderson  ft  Matheson 

WINNIPEG 

Machray,  Sharpe  ft  Den- 

nlKtoun 
Moran  ft  Anderson 
Mulock  ft  LoftuB 
Whitla  H  W 


NEW  BRUNSWICK 


ST.  JOHN 
Robertson  Henry  W 


NEWFOUND- 
LAND 


ST.  JOHNS 
Squires    R    A 


NOVA  SCOTIA 


HAUFAX 
Thompson  W  £ 

SYDNEY 
Burchell  ft  Mclntyre 


ONTARIO 


GUELPH 
Guthrie,  Watts  ft   Guth- 


HAMILTON 

Bruce,  Bruce  ft   Counsel! 
Haslett  Thos  C 

LONDON 
Meredith  ft  Fraliac 

NIAGARA    FALLS 
McBumey  F  C 

OTTAWA 
Soott,  Thmopson  ft  Curie 

TORONTO 

Briggs   &    Frost 

Caasels,  Brock^  Kelley  ft 
Falconbridge 

Johnston,  McKay,  Dods 
ft  Grant 

Macdonald  &  Macin- 
tosh 

WINDSOR 
Fleming,  Wigle  ft  Rodd 


QUEBEC 


BEDFORD 
McKeown  ft  Boutanger 

FARNHAM 
McKeown  ft  Boulanger 

GRANBY 
McKeown  ft  Boulanger 

KNOWLTON 
McKeown  ft  Boulanger 


MONTREAL 
BrowjL    Montgomery    ft 

Foster.    Martin.    Mann. 
Mackinnon  &  Hackett 

Greenshields    ft    Green- 
shields 

Heneker  ft  Duff 

Kavanagh  H  J 

QUEBEC 
Cook  W  ft  A  H 
Fitepatrick.  Parent,  Roy. 
Taschrean  &  Cannon 

ST.    HYACINTHE 
Lussier  ft  Gendron 

^,       ST.  JOHNS 
Girard  ft  Pelletier 

SHERBROOKE 
Cate.   Wells  ft  Whit* 

SWEETSBURG 
McKeown  ft  Boulanger 

WATERLOO 
McKeown  ft  Boulanger. 


PRINCE  EDWARD 
ISLAND 


CHARLOTTETOWN 

P^yi*  ft  Hasard 
Peter  ft  Ings 


SASKATCHEWAN 


SWIFT  CURRENT 
Smyth  ft  Begg 


ENGLAND 


LONDON 
Rubinstein.  Nash  ft  Co 


IRELAND 


BELFAST 
Mclldowie  Geo  ft  Sons 

DUBUN 
MacGrath  T  J 
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NET  INSIJRANCE  PREIUUH   CALCULATOR 

COMPRISING  TABLES  FOR  THE  RAPID  CALCULATION  OF 
NET  AMOUNTS  OF  INSURANCE  PREMIUMS, 
AFTER  DEDUCTING  COMMISSIONS. 


A  Great  Convenience  to  Companies, 
Agents  and  Brokers. 


Work  on  Monthly  Accounts  Simpli- 
fied and  Expedited. 


Rates  of  Commission  Covered,  5,  10, 

12i,  15,  17i,  20  25,  30,  35,  40,  45  and 

50  per  cent. 


A  Thoroughly  Practical  Device. 


Price,  Including  Celluloid 
Quide,  $1.00  per  copy. 


Correspondence  and  Friction  Between 

Companies  and  Agents 

Reduced. 


Calculations    of    Net     Remittances 
Made  Harmonious. 


Premiums  Tabulated,  1  to  10  cents, 

and  from  10  cents  to  $100  by 

10-cent  Gradations. 


Insures  Accuracy,  Saves  Time. 


Send  for  Descriptive  Circular. 


THE     SPECTATOR     COMPANY 

Chicago  Office  135  William  Street 

Insurance  Exchange  New  York 


C.  D.  CRANE'S  DOUBLE  AND  TRIPLE  INDEX 

liisorance  Expiration  Registers 


Quickest  to  Write.  Lightning  to  Find. 

Expirations  Never  Overlooked.     Estimating  Space  Unnecessary. 

Writes  Most  Names. 
Names  Alphabetically  Arranged.  Writes  Block  Insurance. 

For  Thirteen  Years'  Use. 
Paper  and  Binding  First-Class.  Best  in  the  World. 


Send  six  cents  in  postage  stamps^  to  cover  bare  cost, 
for  sample  sheets^  with  prices  and  explanations^  to 

THE     SPECTATOR     COMPANY 


Chicago  Office 

Insurance  Exchange 


135  Wllllain  Street 
New  Yoric 
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THE     SPECTATOR      COMRKNY 

PUBUSBSRS  AND  IMPORTBRS  OP 

INSURANCE    >VORKS 


Publishers  of  the  following  important  Fire  Publications : 

THE  SPECTATOR. — ^An  American  Review  of  Xamuanoe ;  fmbUihed  weekly.    Price,  I4.00  per  eanaiu. 

THE  INSURANCE  YEAR  BOOK.— Imed  July  of  each  yeer.  DeeUnf  with  Insarmnce  compaaiei 
throughout  the  world.  Price  of  each  volume :  Mfe,  Caiualty  and  lilacellaneoua  Insuimnce,  |6.oo ;  Plre 
and  Marine  laaurance,  $6.00 ;  both  ▼olumea  when  ordered  together,  |xo.oo. 

REPORTS  OP  PIRE  INSURANCE  COMPANIES.— iMued  annually  In  Tune.  ConUins  detailed  state- 
menta,  oAcen,  directors,  field  men,  and  other  data.  Covers  about  900  are  and  marine  companies  and 
I^oyda,  licensed  and  unlicensed,  seeking  business  In  the  United  States;  also  about  ado  miscellaneous 
companies.    Price,  |^oo. 

READY  RECKONER  FOR  EARNED  AND  UNEARNED  PREMIUMS.— By  the  late  Wm.  BUsworth.  An 
iuTaluable  assistant  In  the  rapid  computation  of  return  premiums  at  short  rates  and  pro-rata.  Price,  $5.00. 

HAND  BOOK  FOR  FIRE  INSURANCE  AGENrS.— By  8.  R.  Weed.  An  ezceUent  aid  to  agenta. 
Price.  $1.50. 

RRE  INSURANCE  LAW  CHART.— Contains  In  UbuUr  form  a  summary  of  special  SUte  I«aws  reUUng 
to  statementa  required  of  fire  Insurance  companies..  Issued  annually.    Price,  |z. 00. 

AGENTS'  AND  INSPECTORS'  POCKET  BOOK  OF  FIRE  PROTECTION.— By  George  Velten  Steeb 
191S  edition  revised  and  enlarged.    Price,  In  red  Russia  leather.  $3.50  per  copy. 

SPECIAL  AGENTS  AND  ADJUSTERS  HANDBOOK.— A  book  of  practical  advice  as  to  the  duties  of 
special  agents  and  adjusters,  with  much  data  relating  to  special  hasards ;  adjustment  rules ;  tables  of 
weights  and  measurements,  depreciation,  costs,  etc.  By  Geo.  Velten  Steeb.  Price,  in  flexible  leather,  $1.50. 

FIRE  INSURANCE  POCKET  INDEX.— Bxhibita  sUtistics  for  ten  years  of  neariv  400  American  and  Foreign 
fire  Inaurance  companies.    Prices :  lianila  Cover,  9$  cents :  In  Flexible  Leather  Pocket  Book,  50  cents. 

CUSTOMERS'  FIRE  INSURANCE  EXPIRATION  BOOK.— For  keeping  records  of  fire  insurance 
policies.    Price.  Pressboard  binding,  ao  cents;  doth  binding.  30  cents. 

DOUBLE  AND  TRIPLE  INDEX  EXPIRATION  REGISTER.— By  C.  D.  Crane.  Accurate,  time^vlng 
convenient.    Explrationa  cannot  be  overlooked.    Prices,  from  I4.50  up. 

IMPROVED  EXPIRATION  REGISTER.— A  practical  and  condae  system.    Prices,  |s.oo,  $5.00  and  $8.00. 

READY  REFERENCE  LEDGER.- By  Turner.  Affords  a  complete  exhibit  at  any  time  of  the  business  for 
each  company.    Price,  $3*00. 

DISTRIBUTION  BY  STATES  OF  PIRE  INSURANCE  IN  THE  UNITED  STATES.— 
Issued  annually.    Price,  bound  In  Flexible  Leather,  |s.oo. 

HALL  ON  INSURANCE  ADJUSTMENTS.— A  new  and  practical  Guide  for  adjusters  of  fire  losses- 
By  Thrasher  HalL    Price,  |a.oo. 

UNIVERSAL  MANUAL  OF  FIRE  INSURANCE  CANCELLATIONS.— By  R.  C.  Iddlngs.  A  new  atid 
useful  guide  for  all  having  to  do  with  the  cancellation  of  Are  insurance  policies.  Price  per  copy.  fS.OO. 

NET  INSURANCE  PREMIUM  CALCUL ATOR- Gives,  at  a  gkoce,  the  net  amount  of  premium 
to  be  paid  to  company  or  agencv.  after  deducting  commission,  enabling  brokers  and  agents  to  quickly  pre- 
pare their  monthly  accounts.  Also  assists  general  agency  and  hoitaeoflSce  accountants  in  checking  state- 
ments and  net  premium  checks.    Fills  a  long-felt  want.     Price,  per  copy,  $1.00. 

SEMMANN'S  FIRE  INSURANCE  CANCELLATION  TABLES.— For  accurate  and  rapid  calculation 
of  return  and  earned  premiums,  both  pro-rata  and  short-ratt.    Price,  bound  in  flexible  leather,  $1.25. 

TIFFT'S  INSURANCE  AND  BANK  CALCULATOR.— A  device  for  apeedUy  and  accurately  computing 
unearned  premiums,  both  pro-rata  and  short  rate.    Price.  $2.00 

RECOLLECTIONS  OF  A  FIRE  INSURANCE  MAN.— By  R.  S.  CritcheU.    Price.  $1.35. 

FIRE    UNDERWRITING    PROFITS   AND    LOSSES    FOR    A   DECADE.— single  copies,  zo  cente. 

UNDERWRITING  AND  INVESTMENT  PROFITS  AND  LOSSES  FOR  1914.— Single  copies,  zo  cenU. 

FIRE  PREVENTION  AND  PROTECTION.— Second  edition,  revised.  Deals  with  methods,  materiaU 
nnd  appliances  for  preventing  and  extinguishing  fires.  Also  contains  "  Hints  to  the  Insured.*'  Ulus- 
trmted.     Price,  |a.oo. 

PROPERTY  INSURANCE. — By  Solomon  Huebner,  Ph.D.  Covers  principles  and  practice  of  fire  and 
marine  insurance,  corporate  surety  bonding,  title  insurance  and  credit  insurance.  A  valuable  text 
book  for  all  students  of  the  business,  including  agents  and  brokers.    Price  per  copy,  $2.15. 

"  WHITE  ASHES."  —  By  Sidney  R.  Kennedy  and  Aldan  C.  Noble.  An  exceptionally  stirring  novel, 
abounding  in  lively  action,  clever  strategy,  romance  and  humor  centering  around  an  interesting  in- 
•urmnoe  storvjintrodncingtwo competitive  fire  insuraace companies.  Price,  per  copy,  delivered, $1.87. 

MINE'S  BOOlC  or  FORMS.— Fifth  edition,  revised  and  englarged.  ConUins  435  forms,  permits, 
cianses,  etc..  used' in  fire,  automobile,  transporation  policies,  etc.     Price,  flexible  leather,  per  copy,  $3.12. 

FIRE  INSURANCE  LAWS,  TAXES  AND  FEES.-^ndnding  County  and  Municipal  Taxes.)  Issued 
Annually.     Price,  bound  in  law  sheep,  $5.00  per  copy. 

FIRE  INSURANCE  AND  HOW  TO  BUILD.— By  F.  C  Moore.    Price,  $5.00. 

CLEMENT  ON  FIRE  INSURANCE.— In  a  volumes.  Volume  i.  As  a  Valid  Contract  in  Event  of  Fire  and 
Adjustment  of  Claims  thereunder.  Volume  II.  As  a  Void  Contract,  and  in  both  volumes  the  conditions 
of  the  contract  as  affected  by  Construction,  Waiver  or  Bstoppel.    Price,  $6.30  per  vol.,  delivered. 

WEAKNESS  OF  MUTUAL  FIRE  INSURANCE.— Price,  per  copy,  10  cents;  50  copies.  |a.oo;  100 
copies,  I3.00 ;  500  copies,  |ia.oo ;  1,000  copies,  $ao.oo. 

Al«o  Nuiii«rou«  Oth«r  Statidard  Insurano*  Works. 


Alas  Salt  Afnls  Isr  AH  Wsria  aMOsi  Igi41tarlss  t  BdwIa  Uytsa  si  Uatfsa. 

A  Catalogue  of  Xnsaranoe  Publications  will  be  forwarded  on  receipt  of  ten  centa 

In  Dostace  stamns.     Address 


The  Spectator  Company,  135  wniiam  street,  new  york. 


THE     INSURANCE    YEAR    BOOK, 


Automatie  Sprinkler  Protection 

Its  use  the  only  solution  of  the  problem  of  Fire  Waste  in  the 
United  States,  equal  to  $30,000  every  hour  of  each  day,  and  70  per 
cent,  preventable. 

In  the  first  five  minutes  of  any  fire  one  sprinkler  can  do  more 
good  than  a  fire  department  arriving  twenty  minutes  later. 

Automatic  Sprinklers  are  always  ready  with  water  at  the  start 
of  afire;  they  open  only  where  thefireislocated;  they  sound  an  alarm 
for  help  and  start  putting  out  the  fire  right  then;  they  operate  by 
means  of  the  heat  from  the  fire,  with  no  human  intelligence  required. 


INTERNATIONAL  MANUPACTUBERS 


•$ 


Insurance  records  show  that  never  has  loss  of  life  occurred  in 
any  building  protected  by  Automatic  Sprinklers. 

Automatic  Sprinklers  are  by  average  a  20  per  cent,  investment 
by  way  of  reduced  insurance  premiums. 

We  are  specialists  in  the  installation  of  Automatic  Sprinkler 
protection,  confining  our  operations  to  this  work  only. 

We  manufacture  exclusively  the  devices  we  install,  and  are 
backed  by  twenty-five  years'  manufacturing,  engineering  kad  con- 
tracting experience. 

"AUTOMATIC  SPRINKLER  CO.  OF  AMERICA 

BXECtrriTE  OFFICBa 

123  William  Street,  New  York  City 

DvtiHMt  O/flemt  lit  tmtf*  cut—  Sttimmft  mud  Prmpammlm  Ftm  •*  Ct^ 


APPENDIX 


FIRE  DEPARTMENTS 
AND  WATER  SUPPLY 


A   COMPILATION   SHOWING   THE 


WATER  SUPPLY  AND  FIRE  APPLIANCES 


OP    THE 


CITES,  TOWNS  AND  VILLAGES  OF  THE 
UNITED  STATES  AND  CANADA 


CORRECTED  TO  JUNE  1,  1916 


Recapitulation 

Below  will  be  found  a  Bummary  showing  by  States  the  number  of  towns  concerninff 
which  reports  are  given  in  ''Fire  Departments  and  Water  Supply"  for  1916  compared 
with  those  of  1914,  with  the  respective  increases  made  in  1915.  This  tabulation  includes- 
towns  of  1,000  inhabitants  or  over,  and  also  embraces  towns  having  less  than  that 
population  which  are  partly  protected  or  have  organized  fire  departments : 


STATES 


Alabama 

Alaska 

Arizona 

Arkanaaa 

Calif  ornia 

Colorado 

Connecticat 

Delaware 

Diet,  of  Columbia 

Florida 

Qeonria 

HawaU 

Idaho 

lIllDOii 

Indiana 

Iowa 

Kansas 

Kentucky 

Loulslaua 

Maine 

Maryland 

Masaacfanaetto . . . 
MichiffaD 


1 

•o 

w^ 

Towns 

RXPOBTXD 

a 

IN 

« 

s 

1914 

1915 

115 

115 

0 

7 

7 

0 

38 

38 

0 

66 

66 

0 

220 

220 

0 

64 

64 

0 

184 

134 

0 

16 

16 

0 

1 

1 

0 

51 

51 

0 

127 

127 

0 

1 

1 

0 

47 

47 

0 

442 

442 

0 

235 

235 

0 

380 

»82 

2 

171 

186 

15 

181 

131 

0 

68 

68 

0 

178 

173 

0 

46 

46 

0 

807 

807 

0 

802 

802 

0 

STATES 


Minnesota 

Mississippi 

Missouri 

Montana 

Nebraska 

Nevada 

New  Hampshire. 

New  Jersey 

New  Mexico 

New  York 

North  Carolina. . 
North  Dakota... 

Ohio 

Oklahoma 

OreRon 

Pennsylvania.... 
Rhode  Island.... 
South  Carolina.. 
South  Dakota... 

Tennessee 

Texas 

Utah 

Vermont 


•o 

Towns 

S 

RXPOBTXD 

a 

IN 

s 

2 

1914 

1915 

1 

871 

898 

27 

71 

71 

0 

178 

178 

0 

54 

56 

2 

156 

167 

1 

24 

24 

0 

119 

119 

0 

181 

181 

0 

22 

22 

0 

482 

483 

1 

90 

98 

8 

88 

83 

0 

412 

412 

0 

118 

118 

0 

92 

92 

0 

540 

540 

0 

53 

53 

0 

65 

65 

0 

128 

128 

0 

84 

84 

0 

276 

276 

0 

61 

61 

0 

111 

HI 

0 

STATES 


Virginia 

Waahinirton 

West  Virginia... 

Wisconsin 

Wyoming 

Totals,  U.  S.... 

Canada 

Alberta 

British  Columbia. 

Manitoba 

New  Brunswick. 
Newfoundland . . 

Nova  Scotia 

Ontario 

Prince  Edw'd  Isl. 

Quebec 

Saskatchewan... 
Tukon  Territory. 

Totals,  Canada 

Grand  Totals, 
U.S.  A  Can.. 


Towns 
Reported 

IN 


1914 


81 
160 

65 
841 

21 


r.571 


59 
60 
48 
17 

1 

35 

242 

4 
74 
88 

2 


625 


8.196 


1915 


81 
164 

65 
366 

21 


7.656 


59 
60 
48 
17 

1 

85 

242 

4 
74 
88 

2 


625 


8,281 


I 

s 


0 
4 

0 
25 

0 


85 


0 
0 
O 
0 
0 
0" 
0 
0- 
0 
0* 
0 


85 
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FIRE  DEPARTMENTS  AND  WATER  SUPPLY. 

The  statistics  given  herewith  are  the  culmination  of  thirty-eight  years'  effort 
on  the  part  of  The  Spectator  Company  to  perfect  them,  and  cover  the  whole  field 
of  Water- Works  Systems  qnd  Fire  Department  equipment  of  the  cities,  towns  and 
villages  of  the  United  Statee  and  Canada,  being  the  only  publication  of  its  kind 
in  existence.  The  information  has  been  compiled  with  great  care  for  the  present 
edition  and  corrected  to  June  1.  The  plan  is  to  include  every  place  having  a  popu- 
lation of  1,000  or  more,  and  wherever  a  fire  department  was  reported  among  the 
smaller  towns  it  has  been  inserted  in  this  work.  During  the  years  this  work  has 
been  published,  it  has  been  the  aim  of  the  publishers  to  improve  upon  it  each 
year  and  to  add  places  where  Fire  Protection  and  Water  Supply  have  been  put  hi 
since  the  previous  publication.  It  is  now  the  most  perfect  statement  of  such  in- 
formation that  has  ever  been  prepared.  These  reports  have  already  proved  invalu- 
able to  fire  underwriters,  liianufacturers  and  others,  and  it  is  our  purpose  to  extend 
and  improve  them  from  year  to  year.  The  populations  as  given  in  these  reports 
are  taken  from  the  official  census  of  1910,  except  in  a  few  cases  where  later 
information  was  obtained. 

We  desire  to  extend  our  thanks  to  all  persons  who  have  aided  us  in  collecting 
these  statistics,  either  by  filling  out  the  blanks  sent  to  them  or  otherwise  con- 
tributing to  secure  accuracy. 

Underwriters'  Ratings. — The  underwriters'  ratings  given  in  the  following  pages 
are  generally  in  accordance  with  the  specifications  here  outlined: 

First  Class. — Full  paid  fire  department,  electric  fire  alarm  system  and  adequate 
water-works. 

Second  Cla^s. — Volunteer  or  partly  paid  fire  department;  with  engineers  and 
drivers  fully  paid  and  always  on  duty,  and  adequate  water-works. 

Third  Class. — Volunteer  fire  department  and  fair  water  supply. 

Fourth  Class. — Facilities  inferior  to  those  of  third-class  towns. 

Fifth  Class. — No  fire  protection. 


List  of  Abbreviations  Used  In  the  Following  Pages. 


a. — acres. 

aer.— -aerial. 

al. — alarm. 

auto. — automobile. 

bk.--4>rick. 

bldgt. — buildings. 

bus. — business. 

bx.—- -boxes. 

cap.— capacity 

car.— carriages. 

cem.— cement. 

cent.— center. 

c.  i. — cast  iron. 

centrif. — centrifugal. 

«. — ^emicaL 

-c.  ft  h. — chemical  and  hose. 

comb.— combination. 

•combt.'^-combustibles. 

comr.— commissioner. 

comp.— compound. 

cone. — concrete. 

cons.— consumption. 

cot. — cotton. 

'dept'—department. 

<lia.^-diameter. 

dim. — dimensions. 

dlr.^-direct. 

dom.^-domestle. 

4up. — duplex. 

dec.— electric. 

«ng.— engine. 

equip.— equipment. 

ex.— extinguisher. 

exp.— expense. 


ft. — feet. 

f. — flre. 

fwks. — fireworks. 

gals. — gallons. 

galv. — galvanized. 

gd. — good. 

grav. — gravity. 

h.  d. — ^high  duty. 

h.  k  1. — ^hook  and  ladder. 

hrs.^^orses. 

hyd. — hydrants. 

in. — inches. 

inf. — ^inferior. 

inv. — investigated. 

loc. — ^located. 

m. — ^milea. 

mar. — ^niarshal. 

mat . — material. 

mem. — membenrtiip. 

mere. — mercantile. 

met. — meters. 

min. — minute. 

mtce.— maintenance. 

ord.^-ordinance. 

org.— organized. 

pd. — paid. 

perm. — permitted. 

p. — ^population. 

pnc. — ^pneumatic. 

pres. — pressure. 

prir. — private. 

pump. — ^pumping. 

res. — ^reservoir. 

rfs.— -roofs. 


riT. — ^rirer. 
rub. — rubber. 
.  serr. — senrices. 
spr.— springs, 
sq. — square. 
St. — street, 
stdp.— standpipe. 
stl. — steel, 
stm. — steam, 
stn. — stone, 
stor.— ctoiy  or  stories, 
str. — steamer, 
strm.— -^ream. 
arc. — source, 
arch.— «earohligfct. 
sys.— «yatem. 
telg. — ^telegraph, 
tclp. — ^telephone, 
tk. — tank, 
tot. — ^toul. 
trk. — truck, 
trip. — triplex, 
undrs. — ^underwriters, 
val. — rvalue. 
vol. — ^volunteers. 
V. — ^valves, 
wag. — ^wagons. 
wd. — wood  or  wooden, 
wh. — whistle, 
wks. — ^works. 
wis. — ^wheels, 
wrt.—— wrought. 
& — and 
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ALABAMA 


ABBEVILLE,  p.  1.141;  t  area,  6S0  a.  F.  depL— 
2  reel  carts,  1,S00  ft  hose;  vaL  equip.  |1,600;  vaL 
bldn.,  $200;  tot.  mem.,  24,  pd.  part  tlBM. 

Water  Supply — Src.  wells;  cost,  |22,000;  cost 
otce.,  $1,S00;  owned  hj  dtjr. 

ALABAMA  CITY.  p.  4,S1S;  1  area.,  600  a.    F. 

dept — 1  e.  eng.;  tot  menu,  40  foL 

Water  Supply — Src.,  creek;  2  punm.  tng.,  cap. 
d«7  1.000  gals.;  mains,  10,000  ft;  40  hyd.;  pres., 
L  100  Iba.;  vaL  eonlp.,  |S0,000;  res.  250  ft  above 
town;  cap.,  1,600,600  gals.;  owned  by  Co. 

ALEXANDER   CITY,   p.    1,710;   f.   area,    40   a.: 

mere  bldgs.,  stn.  k  bk.,  1  k  i  stor.;  priy.,  wd.,  1  Ac  2 
■tor. ;  wd.  rf s.  not  peruL  in  f.  area. ;  nrks.  k  combt 
ord.;  caoses  of  f.  inv.  F.  dept — 2  nose  wag.:  hose, 
1.000  ft,  gd.;  f.  aL,  wh.,  telp.  ays.,  100  phones; 
▼al.  equip.,  $800;  toL  dept,  pd.  part  time. 

Water  Supply — Src.,  2  bored  wells,  100  ydy. 
bus.  cent;  stdp.  cap.  124,000  gals.,  dim.  20  z 
10,  mat.  stL;  res.  cap.  60,000  gals.;  loe.  on 
Court  House  Square;  2  pump,  eng.,  cap.  daj  600,- 

000  gals.:  mains,  e.  L,  8%  m.,  8,  0  in.  c  4  m. 
dia.;  30  nyd.;  14  ▼.;  pree.,  dom.  49  lbs.;  t  100 
lbs.;  cost,  $20,000;  owned  by  city. 

ANDALUSIA,  p.  2,480;  combt  ord.     F.  dept.— 

1  comb,  c  k  h.  wag;  c.  hand  ex.,   1  h.  ft  1.  trk.; 

2  bose  wag.;  hose,  cot.  rub.  lined,  ed.,  1,200  ft; 
f.  al.,  wh.;  val.  equip.,  $1,500;  vaL  bldgs.,  $1,000; 
exp.  dept,  $60;  tot  mem.,  12,  pd.  part  time  and 
vol. 

Water  Supply — Src,  8  artesian  wells  in  bus. 
cent;  res.  cap.,  175,000  gals.;  250  met.,  800 
lerv.;  2  comp.  dup.  pumps;  pipe,  iron  k  wd.; 
direct  pres.,  dom.  50  lbs.,  f.  160  lbs.;  mains,  4  m., 
4  to  8  in.  dia.;  86  hyd.;  wks.  owned  by  pri.  Co. 

ANNI8T0N,  p.  12,794;  f.  area.,  %  sq.  m.;  mere, 
bldgs.,  bk.,  1  to  4  stor.;  priy.,  wd.,  stn.  k  bk.,  1  k 
2  Btor.;  wd.  rfs.  not  perm.;  fwks.  ord.;  cauaes  of 
f.  inv.  .  F.  dept — 1  auto  hose  waff.,  8  hose  wag., 
1  hose  car.,  0  hrs.;  hose,  cot.  rub.  lined,  gd.,  4,000 
ft:  f.  al..  Oamewell,  29  bx.;  Tal.  equip.,  $16,000 ;Tal. 
bldgs.,  $6,100;  exp.  dept,  $2,800;  tot  mem.,  76, 
pd.  full  time.;  undrs.  rating,  second  dass. 

Water  Supply — Src,  spr.,  8H  m.  bus.  cent;  sys., 
pump,  to  res.;  res.  cap..  6,400,000  gals.,  loa  2H 
m.  city;  2  pump,  eng.,  cap.  day  8,000,000  gals, 
each;  maina,  c.  L,  26  m.,  4  to  20  in.  dia.;  186 
hyd.;  pres.,  dom.  90  lbs.,  f.  90  lbs.;  cons,  day 
1,750,000  gals.;  owned  by  Co. 

ATHENS,  p.  1,715;  f.  area,  4  a.;  bldgs..  bk.  k 
wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm.;  combt  ord. 
P.  dept. — 8  c.  hand  ex.,  2  h.  ft  L  trks.,  2  hose  reels; 
bose,  cot.,  gd.,  1,000  ft;  tot  meuL,  12  voL;  undrs. 
rating,  third  daas. 

Water  Supply — Src.,  large  spr.;  sya.,  pump  to 
res.;  res.  cap..  190,000  gals.;  8  pump,  eng.,  daas,  2 
dap.,  1  tinrDine  comb.,  cap.  day  2,000,000  gals.; 
mains,  c  1.,  17  m.,  8  to  4  in.  dia.;  pres.,  dom. 
140  to  160  lbs. 

ATMORE,  p.  1,800;  f.  area,  40  a.;  mere,  bldgs., 
bk.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.:  wd.  rfa. 
perm,  in  f.  area;  no  fwks.  ft  comb,  ord.;  causes 
of  f.  inv.  P.  dept — 1  h.  ft  1.  trk.,  2  hose  reels; 
hose,  cot.,  rub.  lined,  gd.,  1,500  ft;  f.  al.,  wh.; 
Tal.  equip.,  $1,800;  tot.  mem.,  82  voL 

ATTALLA,  p.  2,613;  mere,  bldgs.,  1  ft  2  stor.; 
wd.  rfa.  not  perm.;  no  fwks.  ft  combt  ord.;  causes 
of  f.  not  inv.     F.  dept — 2  hose  carts;  hose,  rub., 

?d.,    050    ft;   cot.  rub.  lined,   700   ft;  tot  hose, 
,650  ft.;  f.  sL.  wh.;  vaL  equip.,  $1,200;  exp.  dept, 
$48;  tot  mem.,  16  vol. 

Water  Supply — Src.,  spr.,  %  m.  bus.  cent;  sya., 
pump  to  stdp.,  cap.  68,000  gala.,  dim.  10  x  100. 
mat.,  boiler  iron;  2  pump,  eng.,  cap.  day  750,000 
gals.;  prea.,  dom.  60  lbs.,  f.  100  lbs.;  5  m.  maina. 
3  to  8  in.  dia.;  28  hvd.;  cons,  day  20,000  gala.; 
cost  $50,000;  owned  by  dty. 

AUBURN,  p.  1,408;  f.  area,  5  a.;  mere,  bldgs., 
bk.,  9tn.  A  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm.;  f.  wks.  ft  combt  ord., 
cau£>ps  of  f.  inv.  F.  dept. — 1*2  c.  hsnd  ex.,  1  h.  ft  L 
trk.;  8  ho«e  car.;  hose,  cot,  rub.  lined,  gd.,  1,000 
ft;  f.  aL.  telp.;  tot.  mem.,  18  voL;  undrs.  rating, 
third 


Water  Supply — Sre..  spr.,  1  m.  bus.  sent;  ija.. 
pomp  to  stdp..  stdp.  cap.  76,000  gals.,  apr.  cap. 
186,000  gals.:  8  pump,  eng.,  comb.  csp.  day  518.- 
400  gala.;  mains.  6  m.;  85  hyd.;  owned  ny  town. 

AVONDALE  (now  a  part  of  Birmingham).  Bai 
one  hose  company. 

Water  Supply — ^Furaiahed  by  Birmingham  Watw> 
worlEs  Co. 

BESSEMER,  p.  10,864;  f.  area.  50  a.;  mere,  bldgs.. 
bk.  ft  stn..  2  ft  8  stor.  priv.,  wd..  2  storj  wd.  rfa. 
not  perm.;  fwks.  ord.;  causes  of  f.  inv.  F.  dept-— 
1  h.  ft  L  trk.,  8  hose  wag.,  2  hose  car.,  8  hrs.;  hose, 
rub.,  gd.,  8,750  ft;  f.  al,  tdp.  ft  wh.;  vaL  equip., 
$4,000;  val.  bldgs.,  $5,000;  exp.  dept,  $600;  tot 
mem..  14,  pd.  part  time  1.  fully  pd.  1,  12  voL 

Water  Supply — Src.  spr.,  4  m.  bus.  cent;  eye., 
pump  to  res.,  stdp.  ft  dir.;  res.  cap.  5,600,000  gala., 
dim.  20  X  800,  loc  near  pump,  station;  2  pump, 
eng.;  cap.  day,  8,000,000  gals.;  mains,  e.  L,  19 H 
m.,  4  to  16  in.  dia;  70  hyd.;  800  v.;  met.  860; 
1,400  serv.;  pipe.  wrt.  i.;  pres..  dom.  76  lbs.,  f.  90 
lbs.;  cons,  day,  1,600,000  gala.;  cost,  $200,000; 
cost  mtce.,  $6,000;  owned  by  Co. 

BIRMINQHAM,  p.  182,685;  mere,  bldgs..  bk.  ft 
stl.,  1  to  16  stor.;  priv.,  wd.  ft  bk.,  1  to  4  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.:  cauaes 
of  f.  inv.  F.  dept — 6  str..  1  e.  ens.,  2  triple  comb. 
Btr..  18  comb,  auto  hose  wag..  18  c.  hand  ex.,  2 
aer.  trk.,  2  hose  wag.,  20  nrs.:  hose,  cot,  rub. 
lined,  gd.,  45,000  ft;  inf.,  6,000  ft.;  tot  hose, 
50,000  ft;  f.  sL,  Oamewell,  64  bx.;  val.  equip., 
$260,000;  exp.  dept,  $111,667;  tot  mem..  168. 
pd.  full  time. 

Water  Supply — Sre.,  river;  ays.,  pump,  to  res.  ft 
dir.;  res.  cap.,  147,500,000  gals.,  loc.  on  moun- 
tains 8  m.  city;  0  pump,  eng.,  cap.  day  87,000,000 
gals;  mains,  127.18  m.,  4  to  42  m.  dia.;  800  hyd.; 
met,  12,000;  19,600  serv.;  pres.,  dom.  75  to  100 
lbs.;  cons,  day  16,000,000  gals.;  cost,  $4,600,000; 
owned  by  Co. 

BREWTON,  p.  2,186;  f.  area,  1  sq.  m.;  mere, 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  wd.,  1  stor.;  wd.  rfa. 
perm.;  fwka.  ord.;  causes  of  1  inv.  F.  dept— 4 
str.,  1  hand  eng.,  1  c.  ens.,  1  hose  car.  ft  reel;  no 
t  aL;  val.  equio.,  $16,000;  val.  bldga.,  $60,000; 
tot  mem.,  23  vol.;  undrs.  rating,  third  daaa. 

Water  Supply — Src,  wells,  400  yds.  bus.  cent; 
Vys.,  pump,  dir.,  cap.  day  500,000  gals.;  1  4-lii. 
well  at  plant  080  ft  dia.;  cap.  day,  720,000  gala.; 
mains,  4  m.,  4  to  8  in.  dia.;  26  hyd.;  150  aerv.; 
pres.,  f.  125  lbs.;  cost  $18,000;  cost  mtce.,  $4,000. 

BRIDQEPORT,  Jackson  county,  p.  2,125;  mere 
bldgs.,  stn.  ft  bk.,  1  to  4  stor.;  priv.,  stn.,  bk.  ft 
wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  ft  combt.  ord.;  causes  f.  inv.  F.  dept— 1 
hose  wag.,  2  c  hand  ex.,  1  hose  car.,  1  h.  ft  L 
trk;  hose,  cot,  rub.  lined,  gd.,  2,000  ft;  f.  al.. 
bell;  vol. 

Water  Supply — Src,  mountain  spr.;  tf,,  grav., 
pump,  stdp.,  stdp.  cap.,  1,000,000  gals.;  2  pumn. 
eng.,  cap.  day  500,000  gal.;  mains,  c  L,  9  Yn.;  29 
hyd.;  50  v.;  met,  25;  40  serv.;  pipe,  galv.  L;  pres., 
dom.  125  lbs. 

BRUNBRIDQE,  p.  815;  f.  area,  1  sq.  m.;  mere 


bldgs.,  bk.;  wd.  rfs.  not  perm,  in  f.  area;  ca' 
f.  inv.     F.  dept. — 2  hose  car.;  hose,  gd..  1,000  ft; 
f.  al.,  wh.;  val.  equip.,  $1,000;  tot  meuL,  16  voL 
Water  Supply--Owned  by  dty. 

CARBON  HILL,  p.  1,726.    F.  dept— 2  hand  hose 
reels,  1,000  ft  hose;  voL;  undrs.  rating,  third  dass. 
Water  Supply— Src,  wells,  1  m.  bus.  cent;  sys.. 


dir.  pres.;  2  pump,  eng.;  cap.  day,  400,000 
mains,  4  m.;  82  l^d.;  10  v.;  200  serv.;  pres.,  dom. 
40  lbs.,  f.  90  lbs.:  cost,  $86,000;  cost  mtce,  $260; 
wks.  owned  by  city. 

CLAYTON,  p.  1,180;  t  area,  60  a.:  mere  bldga.. 
bk.,  1  to  8  stor.;  priv.,  wd.,  1  ft  2  storj  wd.  rfe 
not  perm.:  fwks.  ord.;  causes  of  f.  inv.  F.  dept— 
1  str.,  1  n.  ft  1.  tork.,  1  c  eng..  1  hose  csr.;  hose, 
cot,  rub.  lined,  gd.,  1,600  ft;  inf.,  200  ft;  tot 
hose,  1,700  ft;  f.  aL,  bell;  vaL  equip..  $6,000; 
vml.  bldgs.,  $1,200;  tot  mem.,  20,  pd.  part  time 
1.  VOL  19. 

Water  Supply — Waterwks.  owned  by  city;  18  hyd. 
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COLUMBIA,  p.  1,122;  f.  are*,  1  sq.  m.;  mere, 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  wd..  1  stor.;  wd.  rfs. 
not  perm.;  fwks.  ord.;  causes  f.  inr.  F.  dept. — 1 
hose  cart,  1  hose  reel;  hose,  gd.,  2,000  ft.;  tot. 
mem.,  10  vol.;  undrs.  ratinff,  fowth  class. 

Watsr  Supply — Src,  wells  in  bus.  cent.;  sys., 
pump.  dir.  k  stdp.;  stdp.  cap.,  87,500  grals.;  1 
pump,  eng.,  class  trip.;  cap.  120,000  gals,  per 
10  him.;  mains,  c.  i.,  S  miles,  2  to  8  in.  dia.; 
24  hyd.;  2  v.;  103  met.;  ISO  serv.;  pipe,  gialv.  i.; 
pres.,  dom.  ife  f.  08  lbs.;  cons,  day,  15,000  gals.; 
cost,  $10,000;  cost  mtce.,  $2,000;  wks.  owned  by 
city;  leased  by  The  Columbia  Power  Co. 

COLUMBIANA,  p.  1,079.    No  org.  f.  dept 
Watsr  Supply — Src.,  spr.,  wells;  sys.,  grav.;  res. 

cap.,   17,000  gals.;  mains,   1^   m.;  cost,  $8,000; 

wks.  owned  by  county. 

CORDOVA,  p.  1,747;  f.  area,  200  a.;  mere, 
bidgs.,  bk.  Ac  wd.,  1  to  2  stor.;  prir.,  wd.,  1  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  causes  f.  inv.  F. 
dept — 2  hose  wag.,  2  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  1,500  ft;  val.  equip.,  $600;  vaL  bldgs., 
$500;  tot  mem.,  9  toL 

Watsr  Supply — ^Mains  attached  to  Indian  Harbor 
Mills  Line;  res.  cap.,  2,000,000  gals.;  80  lbs.  pres.; 
S  double  hyd. 

COVINGTON,  p.  8,200.  F.  dept— 1  h.  *  L  trk., 
8  hose  reels;  hose,  1,500  ft;  f.  sL,  telp.  k  bell; 
tot  mem.,  40  toI. 

Water  Supply — Src.  wells;  stdp.  cap.,  186,000 
gals.;  res.  cap.,  1.860,000  gals.;  4  pump,  eng.,  cap. 
day  8,000,000  gals.;  mains,  6  m.,  6  to  10  in.  dia.; 
50  hyd.;  pres.,  dom.  60  lbs.,  f.  126  lbs. 

CULLMAN,  p.  2,180;  f.  area,  %  sq.  m.;  mere, 
bldgs.,  bk.,  wd.  ft  iron,  2  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm.;  fwks.  ord.;  causes  f.  inv.  F. 
dept. — 1  hand  eng.,  74  c  hand  ex.,  1  h.  ft  1.  trk.; 
4  equip,  h.  reels;  note,  cot,  rub.  lined,  gd.,  1,800 
ft;  tot  hose,  2.000  ft;  500  ft  reserve  hose, 
sUndard  sice;  f.  al.,  wh.  ft  bell;  val.  equip.,  $2,600; 
Tal.  bldgs.,  $2,500;  ann.  exp.  dept,  ISO;  tot  mem., 
44  vol.;  undrs.  rating,  third  class. 

Watsr  Supply — Src.  well,  4  blocks  bus.  cent; 
«ys.,  pump  to  res.  ft  dir.;  res.  eap.,  285,000  gals., 
loc  nesr  station;  2  pump,  eng.,  cUss  dup.;  cap., 
500,000  gak.  day;  mains,  c.  i.,  4^  m.,  4  to  10 
in.  dia.;  85  hyd.;  met.,  200;  868  serv.;  pipe,  galv. 
i.;  pres.,  dom.  60  lbs.,  f.  100  lbs.;  cons,  day, 
85,000  gals.;  cost,  $85,000;  wks.  owned  by  city. 

DECATUR,  p.  4,228;  f.  area,  20  a.;  mere  bldgs., 
bk.  ft  wd.,  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs. 
not  perm.;  fwks.  ord.  F.  dept. — 1  c.  eng.,  6  e. 
hand  ex.,  1  h.  ft  1.  trk.,  8  hose  reels;  hose,  cot,  rub. 
lined,  gd.,  1,600  ft;  inf.,  600  ft;  tot  hose,  2,000 
ft;  f.  al.,  wh.  ft  elec.  bell;  vsL  equip.,  $2,600;  val. 
bldgs..  $600;  tot  mem.,  40  vol. 

WMsr  Supply — See  New  Decatur. 

DEMOPOLIS,  p.  2,417;  f.  area,  76  a.;  mere, 
bldgs..  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  f. 
inv.  F.  dept — 1  h.  ft  L  trk.,  1  hose  was.,  2  hose 
car.,  1  hrs.;  hose,  cot,  rub.  lined,  gd.,  1,600  ft; 
f.  aJ.,  bell  ft  wh.;  vaL  equip.,  $1,400;  vaL  bldgs., 
$600;  exp.  dept,  $500;  tot  mem.,  66  vol. 

Watsr  Supply — Src.,  wells,  1  in  bus.  cent,  other 
8  at  station;  sys.,  pump  to  stdp.,  cap.  400,000 
gals.,  dim.  15  x  182;  mat  used  in  cons.,  stL;  res. 
cap.,  800,000  gals;  loc.  at  station;  1  pump,  en^.; 
1  pump,  cap.  900  gals,  min;  1  pump  500  gals, 
min.;  mains,  iron,  18  m.,  8  to  8  in.  dia.;  40  hyd.; 
met,  110;  860  serr.;  pipe,  galv.  i.;  pres.,  dom.  60 
lbs.,  f.  80  lbs.;  cons,  day,  120  ffials.;  cost  $25,000; 
cost  mtce.,  $2,000;  wks.  owned  by  city. 

DOTHAN,  p.  7,016;  f.  area,  2  sq.  m.;  mere, 
bldgs.,  bk.,  1  to  4  stor.;  priv.,  wd.,  1  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  in  v.  F.  dept — 2  hand  ex.,  1  hose 
wag.,  S  hrs.;  hose,  2,600  ft  cot,  rub.  lined,  gd.; 
inf.,  600  ft;  tot  nose,  8,000  ft;  f.  al.,  wh.;  val. 
equip..  $8,000;  vaL  bldga.,  $9,000;  tot  mem.,  4, 
pd.  full  time. 

Watsr  Supply — Src.,  artesian  wells  in  bus.  cent; 
qrs.,  pump,  to  stdp.;  cap.,  150,000  gals.;  dim.,  16  x 
100;  mat,  stl.;  res.  cap.,  125.000  gala.;  loc.  cent 
of  town;  8  pump,  eng.,  comp.  dup.,  cap.  day  1,000,- 
000.  600,000  ft  760,000  gmls.;  mains,  e.  1,  6  m., 
4,  6,  8  ft  12  in.  dia.;  71  hyd.;  met,  750;  pipe, 

falv.    i.;   pres.,   dom.    60   lbs.,   f.    100   lbs.;    cost 
20,000;  cost  mtce.,  $8,000;  wkt.  owned  by  city. 

ENSLEY,  p.  10,000;  bldgs.,  wd.  ft  bk.;  wd.  rfs. 
not  perm.     F.  dept — 2  host  ear.,  4  hose  carts,  h. 


ft  1.  trk.:  hose,  cot,  rub.  lined,  gd.,  8,000  ft;  f.  tL, 
Gamewell,  10  bx.;  tot  mem.,  27,  pd.  part  tioic  6, 

21  vol. 

Watsr  Supply  —  Sre.,  supplied  by  Biminghaa 
Waterwks. 

ENTERPRISE,  p.  2,600.  F.  dept— 2  hand  rteh, 
2,000  ft.  hose;  f.  sL,  bell;  exp.  dept,  $400;  tot 
mem.,    11   vol. 

Water  Supply — Src,  well,  1  m.  boa.  eent;  im, 
pump  to  stdp.;  1  pump;  eap.  day,  225,000  gak; 
-mains,  4^  m.;  84  hyd.;  pres.,  dom.  40  lbs.,  L  110 
lbs.;  cost,  $10,000;  wks.  owned  by  dty. 

EUFAULA,  p.  4,269;  mere  bldgs.,  bk.,  1  to  5 
stor.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.;  fwks.  ft  combt 
ord.;  wd.  rite,  not  perm,  in  f.  area;  causes  f.  inv. 
P.  dept — 1  Btr.,  1  comb.  c.  ft  h.  wag.,  1  h.  *  L 
trk.,  2  hose  wag.,  1  hose  car.,  8  c  hand  ex.,  4 
hrs.;  hose,  cot,  rub.  lined,  gd.,  4,000  ft;  inl, 
1,000  ft;  tot  hose,  6.000  ft;  t  al.,  t^p.  ft  beU; 
vaL  equip.,  $5,000;  val.  bldgs.,  $6,000;  exp.  dept, 
$5,500;  tot  mem.,  84;  pd.  full  time  3,  part  time 
9,  22  vol. 

Watsr  Supply — Src,  creek,  2%  m.  bua.  cent; 
nrs.,  pump  to  stdp.:  stdp.  cap.,  400,000  gals.,  dim. 
80  X  75,  loc  on  hill  west  part  of  city;  mat,  til; 
2  pump,  eng.,  vert,  eap.  day  1,000,000  gals,  each; 
mains,  c  L,  12  m.,  4  to  14  in.  dia.;  100  hyd.; 
met,  200;  626  serv.;  pipe,  gmlv.  1;  pres.,  dom. 
70  lbs.,  f.  70  lbs.;  cons,  day,  250,000  gik; 
cost  mtce.,  $8,000;  wks.  owned  by  dty. 

EUTAW.  p.  1,001.  F.  depths  hose  carts;  1,600 
ft.  gd.  hose.;  f.  al.,  bell;  tot  mem.,  20  vol. 

Water  Supply — Src,  wells,  M  m.  bus.  cent;  itsm 
pump  to  stdp.  ft  dir.;  stdp.  eap.,  00,000  gals., 
dim.  12  X  100,  loc  in  public  sq.;  res.  cap.,  60.000 
gals.,  loc  U,  m.  from  stdp.;  2  pump,  eng.;  mains, 
c  i.,  2  m.,  6  ft  4  in.  dia.;  80  hyd.,  16  ▼.Tl60  serr.; 
pipe,  galv.  i.;  pres.,  dom.  46  lbs.,  f.  60  lbs.;  cost, 
$20,000;  owned  by  Co. 

^  EVERGREEN,  p.  1,582;  f.  area,  £0  a.;  mere, 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  wd.  *  bk.,  1  ft  2 
stor.;  wd.  rfk  not  perm,  in  f.  area;  fwks.  ord.  F. 
dept — 1  h.  ft  L  trk.,  1  hose  cart  2  hrs.;  1,500  ft 
gd.  hose;  f.  aL,  wh.;  tot  mem.,  26  voL 

Watsr  Supply — Src,  well,  in  bus.  cent;  ays., 
pump  to  res.  ft  stdp.,  cap.  100.000  gals.;  mat,  stL; 
res.  cap.  60.000  gals.,  loc  near  well;  1  pmnp.  tog., 
cap.  200,000  gals,  day;  1  reserve  pump,  cap.  l&O.- 
000  gals,  day;  2  dup.  pumps,  cap.  420,000  gila. 
day;  mains,  c  i.,  16,500  ft.  6  ft  8  in.  dia.;  SS 
hyd.;  17  v.;  pres.,  dom.  66  lbs.,  f.  1£6  lbs.;  cons. 
day,  100,000  gals.;  cost.  $18,270.70;  cost  mtce.. 
$2,850;  wks.  owned  by  city. 


FAUNSDALE,  p.    862. 

01. 


_.    F.  dept — S  hose  reds, 

1,000  ft  hose:  vol. 

Watsr  Supply — ^Wells,  1  m.  from  bus.  cent;  sys.. 
pump  to  stdp.;  stdp.  cap.,  40,000  gmls.;  mains.  4 
to  0  in.  dia. 

FLORALA,  p.  2,489.  F.  dept— 2  hose  car.;  boss, 
cot,  rub.  lined,  gd.,  1,600  ft;  f.  aL,  wh.;  vil 
bldgs.,  $800;  exp.  depot  $400;  tot  mem..  It 
vol. 

Water  Supply — Src,  deep  well;  ajs.,  pump  to 
stdp.;  stdp.  cap.,  60,000  gals.;  res.  cap.,  lOO.OOO 
gals.;  1  pump,  eng.;  nwins,  4,400  ft,  6  to  10  is. 
dia.;  7  hyd.;  prea.,  dom.  60  lbs.,  f.  110  lbs. 

FLORENCE,  p.  6.689;  mere,  bldgs.,  sta.  ft  bk.. 
2  ft  8  stor.;  priv.,  bk.  ft  wd.,  2  ft  8  star.;  wd.  ifk 
not  perm.;  fwks.  ft  combt  ord.;  causes  of  f.  faiv. 
F.  dept — 1  h.  ft  L  trk.,  i  hose  wag..  1  hose  car.,  2 
hrs.;  nose,  cot,  rub.  lined,  new  1,400  ft,  gd.  1.100 
ft;  tot  hose,  2,900  ft;  f.  aL,  bdl;  val.  eqdp.. 
$6,000;  val.  bldgs.,  $40,000;  tot  mem..  SO  vol. 

Watsr  Supply— Src,  Cypress  creek.  •  m.  bw. 
cent;  sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap..  800.00i> 
gala.,  loc.  2M^  m.  from  dty;  nuit,  stn.;  8  pmnpi 
eng.,  class  comp.,  eap.  daj  4,000,000  gsls.;  maias. 
c  L,  27 Vk  m.,  4  to  16  in.  dia.:  114  hydl.  96  v.; 
met,  16;  1,000  serr.;  pipe,  galv.  I.;  pres..  dom. 
70  lbs.,  f.  70  to  90  lbs.;  wks.  owned  bgr  Oo. 

FORT  PAYNE,  p.  1,817;  f.  ares,  H  «!•  ■•: 
mere  bldgs.,  wd.  ft  bk.,  2  stor.;  priv.,  wd..  2  stor.; 
wd.  rfs.  perm.;  fwks.  ord.  F.  dept — 1  h.  ft  L  triu 
1  hose  wag.,  1  hose  car.;  hose,  oot,  rub.  lined,  gd.. 
100  ft;  rub.,  gd.,  160  ft;  inf.,  860  ft;  tot  boss. 
600  ft;  vaL  dept  equip.,  $600;  vaL  bUgs.,  |86i; 
lot  mem.,  18  vol;  undrs  xmting,  fovtii  ^ss. 

Water  Supply— Src,  spr.,  U  m.  bos.  cast:  v^ 
pump  to  ttdp.,  cap.  270,000  gals.:  nst,,  Itob;  p«mp> 
eng.,  duplex,  eap.  day  760,000  gals;  sbsIbs,  ins,  10 
m.,  4  to  10  in.  dia.;  62  hyd.;  42  v.;  41  ■•€.:  810 
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serv.;  pipe,  salv.  L;  pres.,  dom.  90  llw.;  cons.  d«7> 
100,000  gals.;  cost,  970,000;  wki^  owned  by  Co. 

FRUITHUR8T,  p.  257;  wd.  rfa.  perm,  in  f.  area; 
f wks.  A  combt.  ord. ;  cauaec  f .  not  Inv.     F.  dept.— 

3  hand  ex.,  1  h.  jc  1.  trk. 
Water  Supply — Src,  wella. 

QAD8DEN,  p.  '10,577;  f.  area,  25  a.;  mere, 
bldga.,  bk.,  1  to  5  stor.;  prit.,  bk.  k  wd.,  2  stor.; 
wd.  rfa.  not  perm,  in  f.  area;  fwka.  k  combt.  ord.; 
causes  f.  Inv.  F.  dept. — 1  stm.  eng.,  8  hand  c. 
ex.,  2  hose  wag..  2  hose  reels,  5  hrs.;  hose,  new, 
1,000  ft.;  medium,  1.000  ft.;  tot.  hose,  2,600  ft.; 
f.  al.,  bell  k  wh.,  3  bx.;  val.  equip.,  $6,000;  exp. 
dept.,  $2,000;  tot.  mem.  41,  pd.  full  time  2,  pd. 
part  time  89. 

Water  Supply — Src,  Coosa  rirer,  %  m.  bus. 
cent.;  sys.,  pump  to  res.  k  dir.;  mat.,  excavated  k 
lined  with  concrete;  res.  cap.,  2,260,000  gals.; 
pump,  eng.,  i  comp.  k  centrif.,  cap.  day  12,000,- 

000  gals.;  mains,  c.  1.,  25  m.,  4  to  14  in.  dia.; 
101  hvd.;  100  v.;  pipe,  wrt.  i.;  pres.,  dom.  65  lbs.; 
cost,  $216,000;  wks.  owned  by  city. 

GENEVA,  p.  969;  f.  area,  26  to  80  a.;  bldgs., 
priv.,  1  &  2  stor.;  wd.  rfs.  not  perm.;  fwks.  k 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2  hose 
car.,  1  hrs.;  hose,  cot.,  rub.  lined,  gd.,  1.000  ft.; 
f.  al.,  bell  k  wh.;  vaL  equip.,  $1,800;  val.  bldgs., 
$700;  tot.  mem.,  28  voL;  undra.  rating,  third 
dass. 

Water  Supply — Src,  artesian  well,  1-16  m.  bus. 
cent.;  sys.,  gntv.;  stdp.  cap.,  60,000  gals.;  dup. 
oomp.,  cap.  day,  500,000  gals.;  mains,  c  i.,  8  m., 

4  to  8  in.  dia.;  24  hyd.;  14  ▼.;  met.,  5;  pipe,  c.  i.; 
pres.,  dom.  46  lbs.,  f.  100  lbs.;  cons,  day,  80,000 
gals.;  cost,  $17,000;  wks.  owned  by  city. 

GREENSBORO,  p.  2,048;  mere  bldgs.,  bk.,  1  k 

2  stor.;  priv.,  wd.,  1  stor.;  wd.  rfs.  not  perm.; 
fwks.  ord.     F.  dept. — 4  c.  hand  ex.,  1  h.  ft  1.  trk., 

3  hose  car.;  hose,  rub.,  gd.,  800  ft.;  tot  mem.,  44 
vol.;  undrs.  rating,  third  class. 

Water  Supply — Src,  wells,  2  blocks  bus.  cent.; 
mym.,  pump  to  stdp.  k  dir.;  stdp.  cap.,  42,600  gals., 
dim.  20  X  18,  loc.  on  wd.  tower  70  ft.  from  ground; 
new  tank,  cap.  80,000  gals.;  res.  cap.,  48,000  gals.; 

5  pump,  eng.,  cap.  day  420,000  gals.;  20  nrd.; 
met.,  06;  pres.,  dom.  56  to  65  lbs.,  f.  100  lbs.; 
cons,  day,  40,000  gals.;  wks.  owned  by  Co. 

GREENVILLE,  p.  8.877;  f.  area,  40  a.;  mere, 
bldga.,  bk.,  2  to  8  stor.;  priv.,  bk.,  stn.  k  wd., 
2  to  8  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  c. 
eng.,  1  comb.  c.  ft  h.  wag.,  c.  hand  ex.,  1  h.  &  I. 
trk.,  8  hose  wag.,  hose  reels;  hose,  cot.,  rub.  lined, 
gd.,  1.000  ft.;  rub.,  gd.,  200  ft;  inf.,  400  ft;  tot 
hose,  1,600  ft.;  f.  al.,  bell;  val.  equip.,  $2,000; 
val.  bldgs.,  $1,000;  exp.  dept,  $70;  tot  mem., 
70   vol.;  undrs.   rating,  third  class. 

Water  Supply — Src,  creek  ft  well,  H  m.  east 
of  town;  sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap., 
75,000  gals.;  mat,  wd.;  2  pump,  eng.,  class  dup., 
cap.  day  760,000  gals.;  mains,  mat  cement,  5^ 
m.,  4  to  8  in.  dia.;  48  hyd.,  88  ▼.;  met,  12;  150 
aerv.;  pres.,  dom.  100  lbs.,  f.  180  lbs.;  cost,  $30," 
000;  wks.  owned  by  Co. 

GUNTERSVILLE,  p.  1,146;  f.  area,  10  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  2  stor.;  priv.,  wd.,  1  ft  2 
Btor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  cause  of  f.  inv.  F.  dept. — 2  hose  car.;  hose, 
cot.,  rub.  lined,  gd.,  1,000  ft 

Water  Supply — Src,  spr.,  1  m.  bus.  cent.;  sys., 
pump  to  res.;  res.  cap.,  260,000  gala.;  2  pump, 
eng;.,   cap.  day  125,000  gals.;   mains,   c.   i.,  8  m., 

6  to  8  in.  dia.;  14  hyd.;  pres.,  f.  85  lbs.;  cons. 
day.  50,000  gals.;  cost,  $150,000;  cost  mtce., 
$2,200;  wks.  owned  by  city. 

HARTFORD,  p.  1,159.  F.  dept— Ann.  exp. 
dept.,  $14. 

Water  Supply — ^Src,  wells;  pump  to  stdp.;  18 
hjd. 

HOLLYVILLE,  p.  1,500;  f.  area.  25  a.;  no  org. 
f.   dept. 

Water  Supply — Src,  well;  1  m.  bus.  cent.;  sys., 
air  comp.;  1  pump,  eng.;  cap.  day,  84,000  gals.; 
mains,  3,000  ft;  11  hyd.;  pres.,  dom.  50  lbs.;  cost 
$15,000   cost  mtce.,   $175;   wks.   owned  by   city. 

HUNTSVILLE,  p.  7,611;  f.  area.  1.000  a.;  mere 
bldgs..  bk.  ft  stn..  1.  2  ft  8  stor.;  pnv.,  bk.  ft  wd., 

1  ft  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ord.  F. 
dept. — 2  stm.  eng.,  4  c.  hand  ex.,  1  h.  ft  1.  trk.,  1 
covnb.  c.  ft  hose  wag.,  8  hose  car.,  7  hrs.;  hose, 
cot.,  rub.  lined,  gd.,  3,000  ft.;  inf.,  1,500  ft;  tot 


hose,  4,500  ft;  f.  al.,  bell;  val.  equip.,  $16,000; 
val.  bldgs.,  $4,000;  tot  mem.  16,  pd.  full  time  8, 
pd.  part  time  8. 

Water  Supply — Src,  spr.;  sys.,  pump  dir.;  stdp. 
cop.,  600,000  gals.;  2  pump,  eng.,  cap.  day  24,' 
000,000  gals;  mains,  15  m.,  4  to  22  in.  dia.;  96 
hyd.;  met,  67;  1,470  serv.;  pres.,  dom.  60  to  100 
lbs.,  f.  100  to  120  lbs.;  cons,  djur,  8,600,000 
gals.;  cost,  $100,000;  cost  mtce.,  $9,807;  wks^ 
owned  by  city. 

JACKSONVILLE,  p.  2,281;  f.  area,  80  a.;  mere 
oldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
not  perm.;  fwks.  ord.  F.  dept — 1  h.  ft  1.  trk., 
2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,100  ft.; 
f.  al.,  bell;  vaL  equip.,  $850;  val.  bldgs.,  $400; 
exp.  dept.,  $80;  tot.  mem.,  25  vol.;  vaxm  rating, 
second  class. 

Water  Supply — Src,  spr.,  2%  m.  bus.  cent; 
^ys.,  grav.  to  res.;  res.  cap.,  72,000  gals.;  altitude, 
100  ft  above  the  city;  mains,  6  m.;  12  hyd.; 
cons,  day,  30,000  gals.;  cost  $24,000;  wks.  owned 
by  Co. 

JASPER,  p.  2,509.  F.  dept— 2  hose  car.;  f.  al., 
wh.;  1,000  ft.  gd.  hose. 

Water  Supply — Src,  wells.  %  m.  bus.  cent; 
sys.,  grav.;  stdp.  cap.,  80,000  gals.;  res.  cap.,  200,- 

000  gals.;  2  pump,  eng.;  mains,  c  L,  4  to  8  in. 
dia.;  23  hyd.;  met,  100;  228  aerr.;  pipe,  galv.  L: 
pres.,  dom.  40  lbs.,  f.  100  lbs. 

LAFAYETTE,  p.  1,632;  f.  area.  1  sq.  m.;  meic 
bldgs.,  bk.  ft  stn.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 2  hand  hose  reels, 
hose,  cot,  rub.  lined  gd„  1,500  ft;  f.  aL,  wh.; 
val.  equip.,  $1,500;  val.  bldgs.,  $3,000;  exp.  dept, 
$76;  tot  mem.,  15  vol.;  undrs.  rating,  fourth  dsss. 

Water  Supply — Src,  deep  wells,  2  blocks  bus. 
cent;  sys.,  pump,  to  stdp.;  stdp.  cap.,  75,000 
gals.;  re^.  cap.,  100,000  gals.;  2  pump,  eng.,  cap. 
day,  200,000  gals.;  mains,  iron,  4  m.,  6  to  10  in. 
dia.;  88  hyd.;  15  v.;  76  met;  pipe,  galv.  i;  pres., 
dom.  45  lbs.,  f.  125  lbs.;  cons,  day,  50,000  gals.; 
cost,  $30,000;  wks.  owned  by  city. 

LIVINGSTON,  p.  877.  F.  dept.— h.  ft  1.  trk.; 
val.  equip.,  $600. 

Water  Supply — ^Src,  wells. 

LUVERNE,  p.  2,000;  f.  area,  2  m.  F.  dept. — 2 
hose  reels,  hand  ex. ;  hose,  cot,  rub.  lined,  gd.,  1,000 
ft;  f.  al.,  bell;  vaL  equip.,  $1,600;  tot  mem., 
16  vol. 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  sjv., 
pump,  to  stdp.;  2  pump,  eng.,  cap.  day,  1,080,000 
gals.;  mains,  2  m.;  25  hyd.;  150  serv.;  pres., 
dom.  40  lbs.;  f.  120  lbs.;  cost,  $20,000;  cost 
mtce.,  $1,000;  wks.  owned  by  city. 

MARION,  p.  1,834.    F.  dept — 1  c.  eng.,  2  c  ex., 

1  h.  ft  1.  trk.,  3  hose  car.,  ftc;  hose,  cot,  rub. 
lined,  gd.,  1,000  ft;  f.  al.,  bell;  val.  equip., 
$3,000;  tot.  mem.,  36  voL;  undrs.  rating,  third 
class. 

Water  Supply — Src,  well,  2 Mi  m.  bus.  cent.; 
sys.,  first  from  res.  through  mains  to  stdp.,  cap. 
54,000  gals.,  dim.  16  x  24  ft.;  mat,  wd.  ft  i.;  res. 
cap.,  125,000  gals.;  loc.  H  m.  stdp.;  1  centrif. 
pump,  cap.  400  nls.  min.;  mains,  iron,  2%  dl; 
60  hyd.;  met,  186;  158  serv.;  pipe,  galv.  i.;  pres., 
dom.  80  lbs.;  cons,  year,  30,000,000  gals.;  cost, 
$80,000;  cost  mtce.,  $8,500;  wks.  owned  by  city. 

MOBILE,  p.  51,521;  f.  area,  12  sq.  m.;  mere 
bldgs.,  bk.,  2,  8.  4,  5,  6,  8  ft  10  stor.;  priv.,  bk. 
ft  wd.,  2  ft  8  stor.;  wd.  rfs.  not  perm.;  fwks.  ord.; 
causes  of  f.  inv.  F.  dept. — 3  str.,  3  comb.  h.  ft  1. 
wag.,  10  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  aer.  trk.,  7 
hose  wag.,  29  hrs.;  hose,  cot,  rub.  lined,  gd.,  16,- 
000  ft;  f.  al.,  Gamewell,  69  bx.;  exp.  dept.,  $56.- 
000;  tot.  mem.,  62,  pd.  full  time;  undrs.  rating, 
first  class. 

Water  Supply — Src,  creek,  9  ft  11  m.  bus.  cent; 
sys.,  grav.,  pump  to  res.;  mat,  bk.;  res.  cap.,  20,- 
000.000  gals.,  loc.  on  Spring  Hill,  7  m.  city;  6 
pump,  eng.,  cap.  day  27,500,000  gals.;  mains,  c  1., 
119  m.,  4  to  24  in.  dia.;  74  hyd.;  902  v.;  12,851 
serv.;  met,  1,847;  pres.,  dom.  80  lbs.,  f.  80  lbs.; 
cons,  day,  11,676,000  gals.;  cost  $1,656,000;  wki. 
owned  by  city. 

MONROEVILLE,  p.  616.     No  f.  dept 

Water  Supply — One  16,000-gal.  Unk,  supplied  by 

stm.  pump. 

MONTGOMERY,   p.    88,136;    f.    area,    4,320   a.; 

mere  bldgs.,  bk.,  1  to  12  stor.;  priv.,  bk.  ft  wd.,  1 
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to  8  Btor.;  wd.  rfa.  not  perm,  in  f.  area;  fwki.  k 
oombt.  ord.  P.  dept.— 4  str.,  1  h.  k  \,  trk.,  8 
hoee  wag.,  2  auto.  comb.  h.  k  c.  wag.,  1  comb.  h. 
k  €.  wag.,  1  chiefi  auto.»  1  ass't  chiefs  buggy, 
10  hn.;  In  reserve — 2  str.,  1  hoee  wag.,  1  aer. 
trk.,  1  h.  A;  1.  trk.,  1  c.  eng.,  1  chief'a  wag.,  1 
exerciee  wag.,  1  hrs.;  hose,  cot.,  rub.  lined,  gd., 
12,160  ft;  r.  al.,  Oamewell,  67  bx.;  exp.  dept., 
$59,457;  tot  mem.,  54,  pd.  full  time. 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  nrs., 
pump  to  stdp.;  stdp.  cap.,  1,221,800  gala.;  dun., 
125  X  80,  105  X  26,  loc.  In  city;  mat,  iron;  ret. 
cap.,  2,200,000  gals.,  loc  at  station;  8  pump, 
eng.,  cap.  day,  16,000,000  gala.;  mains,  c.  L,  100 
m.,  4  to  24  in.  dia.;  670  liyd.;  v.,  1,285;  met, 
5,145;  8,065  serv.;  pipe,  c  i.,  wrt.  L  k  lead;  pres.. 
dom.  80  lbs.,  f.  100  lbs.;  cost,  $850,000;  cost 
mtce.,  $61,978;  wks.  owned  by  city. 

NEW  DECATUR  &  DECATUR,  p.  15,000;  f. 
area,  20  a.;  mere,  bldga.,  bk.,  2  stor.;  prir.,  wd.. 
2  stor.;  wd.  rfs.  not  perm.;  fwks.  ord.;  causes  of 
f.  inY.  F.  dept. — 2  hose  car.,  2-hrB.  comb,  trks.; 
hose,  cot,  rub.  lined,  gd.,  2,250  ft;  f.  al.,  bell  k 
wh.;  val.  equip.,  |8,500;  val.  bldgs.,  $200;  exn. 
dept,  $1,200;  tot  mem.,  2  fully  pd.  men,  19  call 
men:  undrs.  rating,  second  class. 

Wsttr  Supply— -Src,  river;  sys.,  pomp  to  stdp.  k 
dir.;  stdp.,  22 M^  z  180.  cap.  887,000  gals.;  4 
pump,  eng.,  cap.  day  6,000,000  gals.;  mains,  c  L, 
80  m.,  4  to  24  in.  dia.;  221  hyd.;  few  met;  1.800 
serv.;  pipe,  galv.  i.;  pres.,  dom.  50  lbs.,  f.  100  lbs.; 
wks.  owned  oy  Co. 

ONEONTA,  p.  609.  F.  dept— 2  carts;  hose,  800 
ft:  26  vol. 

Water  Supply — Src,  spr.;  res.  cap.,  90,000  gals.; 
mains.  400  ft,  4  in.  dia.;  8  hyd. 

OPELIKA,  p.  4,784;  f.  area,  1  m.;  mere,  bldgs., 
bk.  k  stn.,  1  to  8  stor.;  priv.,  bk.  k  wd.,  1  &  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  k  combt 
ord.;  causes  of  f.  mv.  F.  dept. — 1  comb,  c  k  h. 
wag.,  2  c.  hand  ex.:  hose,  cot,  rub.  lined,  gd., 
2.800  ft;  f.  al.,  wh.;  vaJ.  equip,  $5,000;  vaL 
bldga.,  $8,000;  exn.  dept,  $2,500;  tot  mem.,  18; 
pd.  full  time  8,  pd.  part  time  10. 

Water  Supply--Src,  creeks,  2  m.  bus.  cent; 
pump,  to  settling  basin,  8,000,000  gals,  cap.; 
ays.,  pump  to  stdp.;  stop,  cap.,  200,000  gals.; 
dim.,   19  X   100;   mat,  wrt   L;   rea.   cap.,   2,000,- 

000  gals.,  loc.  2  m.  from  town;  5  pump,  eng., 
cap.  dsy  8,150,000  gals.;  mains,  mat  cem.,  16  m., 
4  to  12  in.  dia.;  80  hyd.;  60  v.;  met,  825;  878 
serv.;  pres.,  dom.  60  lbs.,  f.  75  to  100  lbs.;  wks. 
owned  by  city. 

OXANNA< — F.  protection  same  as  Anniston. 

OXFORD,  p.  1,090;  f.  area,  6  a.;  mere,  bldgs., 
bk.,  1  to  8  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  k  oombt.  ord.   P.  dept— 

1  h.  ft  1.  trk..  1  hose  wag.,  1  hrs.;  hose,  rub.,  gd., 
2,000  ft:  inf.,  800  ft;  tot  hose,  2,800  ft;  vaL 
equip.,  $2,500;   val.  station,   $500;  tot.  mem.,   40 

VOi. 

Water  Supply — Src,  Anniaton  waterworks.;  6-in. 
mains:  20  hyd.;  met,  2;  180  serv.;  pipe,  iron; 
cons,  day,  30,000  sals.;  cost,  $10,000;  cost  mtce., 
$600;  wks.  owned  oy  dty. 

OZARK,  p.  2,229;  mere  bldgs.,  bk.  ft  sin.,  1  ft 

2  stor.;  pdv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm. 
F.  dept — 1  hand  eng.,  1  h.  ft  1.  trk.,  1  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  1,800  ft;  rub.,  gd.;  700 
ft.;  tot  hose,  2,000  ft;  f.  al.,  bell;  val.  equip., 
$1,000;  exp.  dept,  $1,000;  tot.  mem.,  20;  pd.  full 
time  10,  pd.  part  time  10;  undrs.  rating,  third 
class. 

Water  Supply — Src,  well,  ^  m.  bus.  cent;  cap. 
of  well,  220,820  gala,  day;  sys.,  air  lift;  stdp.  cap., 
67,000  gals.,  dim.  12  x  80;  mat,  iron;  res.  cap., 
144,000  gals.,  loc.  at  well  ft  station;  1  pump, 
eng.;  class  dup.,  cap.  min.  500  gals.;  mains,  c.  i., 
2  m.,  6  in.  dia.;  wrt.  i.,  7  m.,  2%  to  4  in.  dia.; 
84  hyd.;  170  v.;  met,  260;  800  sen--.;  pres.,  dom. 
40  lbs.,  f.  70  lbs.;  cons,  day,  800,000  gals.;  cost, 
$10,000;  vi^s.  owned  by  city. 

PHENIX,  p.  4.555;  mere  bldn.,  stn.,  bk.  ft  wd., 
1  ft  2  stor.;  priv.,  wd.,  principally  1  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes  of  f. 
bv.  F.  dept. — 1  h.  ft  1.  trk.,  1  hose  reel;  hose, 
2,000  ft  cot,  rub.  lined,  gd.;  f.  al.,  ring  by  hand; 
val.  equip.,  $2,500;  tot  mem.,  26  voL 

Water  Supply — Src,  creek,  %  m.  bus.  cent; 
sys.,  pump  to  res.:  res.  dim.,  12  ft  deep  and  64  in. 
dia.;  mat,  hard  bx.;  res.  loc  on  high  hill  north  of 


city;  pump,  eng.,  dec  power;  mains,  c  L,  6  to  8 
m.;  47  hyd.;  660  serv.;  pipe,  galv.  (.;  pres.,  L  60 
to  92  lbs.;  cost,  $80,000;  cost  mtce..  $1,580; 
wks.  owned  by  dty. 

PIEDMONT,  p.  2,226;  f.  area,  800  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  stn.,  bk. 
ft  wd.,  1  ift  2  stor.;  wd.  rfs.  not  perm.;  fwks  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept — S  hose 
reels;  hose,  cot,  rub.  lined,  gd.,  1,000  ft;  inf..  200 
ft;  total  hoee,  1,200  ft;  val.  equip.,  $1,000;  vaL 
bldfTfl.  $1,000;  tot  mem.,  10  voL 

Water  Supply — Src,  spr.;  sys.,  pump  to  res.,  esp. 
250,000    gals.;    pump,    eng.,    cap.    day    2,000,000 

Kls.;  mains,  4  m.;  21  hyd.;  200  serv.;  pres.,  f.  80 
I.;   cons.  day.   85,000  gals;   cost,  $86,000;  cost 
mtce.,  $850;  wks.  ovmed  by  dty. 

PRATT  CITY,  p.  8,485;  f.  area,  40  a.;  mere 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.  F. 
dept. — 8  hose  car.;  hose,  cot,  rub.  lined,  gd.,  8.250 
ft.;  f.  al.,  bell  ft  wh.;  val.  equip.,  $2,000;  tot.  mem., 
76  vol.;  undrs.  rating,  thini  dass. 

Watsr  Supply — Src,  wells,  H  n.  bus.  cent; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  84,700  gals., 
dim.  12  X  100,  loc  at  station;  mat,  stL;  res.  csp., 
100,000  gala.,  loc.  near  wells;  2  pump,  eng.,  dup.; 
cap.  day,  1,000,000  gals.;  mains,  c  i.,  4  m.,  4  to  8 
in.  dia.;  42  hyd.;  pres.,  dom.  60  lbs.,  L  125  lbs; 
cost,  $25,000;  wks.  owned  by  dty. 

PRATTVILLE,  p.  2,222;  f.  area,  25  a.;  mere 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  wd.,  IH  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.     F.  dept — 1  h.  eng.,  4  c.  b.  ex.,  1  h.  ft  L  trk., 

1  hose  wag..  8  hose  car.,  reels,  ftc;  hose,  cot.,  rub. 
lined,  gd.,  900  ft.;  inf.,  600  ft.;  tot  hose,  1.500 
ft.;  f.  al.,  bell;  val.  equip.,  $1,600;  vaL  bldga., 
$1,000;  exp.  dept,  $200;  tot  mem.,  76  voL 

Watsr  Supply — ^Src,  artesian  wella;  in  bn^. 
cent;  ays.,  pump,  to  stdp.;  stdp.  cap.,  800,000 
gals.,  res.  cap.,  800,000  gals;  3  pump,  eng.,  class 
trip;  cap.  dsy,  800,000  gala.;  mains,  c  i.,  5H  m., 
4  to  10  in.  dia.;  45  hyd.;  70  met,  210  sew.; 
pipe,  galv.  i.;  pres.,  dom.  ft  f.,  78  lbs.;  cons,  dsy, 
100,000  gals;  cost,  $48,000;  coat  mtce.,  $8,500; 
wks.  owned  by  city. 

ROANOKE,  p.  2,084;  f.  area,  10  a.;  mere  Udgs.. 
wd.  ft  bk..  2  stor.;  priv.,  wd.,  1  stor.;  wd.  rfs.  not 
perm.;  fwics.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept — 8  hose  car.,  reels,  ftc;  hose,  cot.,  rub.  lined, 
1.800  ft;  f.  aL,  bell;  tot  mem.,  11  toL;  undrs. 
rating,  third  claaa. 

Water  Supply — Src,  creek,  1  m.  bus.  cent;  «ys.. 
pump  to  stdp.,  cap.  62,000  gals.;  mat,  iron;  res. 
cap.,  124,000  gals.,  loc  highest  point  in  town;  2 
pump,  eng.,  class  comp.  dup.,  cap.  day  760.000 
gals.;  mams,  c  i.,  4  m.,  8  to  4  in.  dia.;  81  hyd.; 
pres.,  dom.  60  lbs.,  f.  90  lbs.;  cons,  dsy,  25,000 
gsls.;  cost,  $25,000;  wks.  owned  by  dty. 

SAMSON,  p.   8,000;  f.  area,  40  a.     F.  dept — 

2  hand  hose  reels,  1.000  ft  hose.;  val.  equip., 
$1,000;  val.  bldgs.,  $126;  exp.  dept.  $160;  tot 
mem.  25,  pd.  $6  year;  undrs.  rating,  tnlrd  dasa. 

Water  Supply — Src,  well,  1  m.  bus.  cent;  sjv^ 
gr.;  1  pump,  eng.,  cap.  day  1,080,000  gals.;  11  hyd.; 
115  serv.;  pres.,  dom.  46  lbs.,  f.  185  lbs.;  cost. 
$26,000;  cost  mtce.,  $2,000;  wks.  owned  by  dtj. 

SCOTTSBORO,  p.  1,019;  voL  only. 

SELMA,  p.  18,649;  f.  area,  200  a.;  mere  bldgs., 
bk.,  1  to  4  stor.;  pnv.,  wd.,  2  stor.;  wd.  ifs.  doc 
perm.;  fwks.  ord.;  causes  of  f.  inv.  F.  dept — 1 
str.,  1  comb.  c.  ft  h.  wag.,  1  c  eng.,  10  c  hsnd 
ex.,  1  h.  ft  1.  trk.,  8  hose  car.,  8  hn.;  hose,  cot, 
rub.  lined,  gd.,  4,600  ft.;  rub.,  gd.,  4,000  ft;  inf.. 
600  ft.;  tot  hose,  9.000  ft;  f.  al.,  Oamewell,  SI 
bx.;  val.  equip.,  $17,000;  val.  bldi(B.,  $12,500;  tot 
mem.,  20,  pd.  full  time;  undrs.  rating,  second  dsML 

Wstor  Supply — Src,  11  artesian  wells,  6  Uoeto 
bus.  cent;  sys.,  pump  to  stdp.  ft  dir.,  cap.  185,000 
gals.,  dim.  16  x  140;  mat,  stl.;  res.  loc  at  sutioa 
near  bus.  cent.;  pump,  eng.,  2  comp.,  cap.  day 
6,600,000  gals.;  mains,  c  i.,  21  m.,  4  to  14  is. 
dia.;  155  public  ft  24  priv.  hyd.;  70  v.;  met,  1,0S4: 
1,850  serv.;  pipe,  galv.;  pres.,  dom.  00  lbs.,  f.  IS* 
lbs.;  cons,  day,  700.000  gala.;  cost»  $825,004; 
operating  exp.  ft  mtce.,  $12,000;  wks.  owned  of 
dty. 

SHEFFIELD,  Colbert  county,  p.  4,866;  mat 
bldgs.,  bk.  ft  stn.,  1  to  4  stor.;  priv.,  bk.,  its- 
ft  wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  •»*• 
fwks.  ft  combt  ord.;  causes  of  f.  inv.  F.  dc^-* 
1  h.  ft  1.  irk..  4  c  hand  ex.,  1  hose  wac^  1  w 
reel,  1  hrs.;  hose,  cot.,  rub.  lined,  gd.,  2,«60  fl.: 
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f.  al..  Oamewell  elec.  bell,  10  bx.:  Tal.  equip., 
$4,600;  Tal.  bldga.,  $8,000;  exp.  dept.,  $1»000; 
tot.  mem.  22;  i^.  full  time  2,  part  time  10, 
vol.  10. 

Water  Supply — Src,  Temieeaee  RiTer,  H  m.  bua. 
cent.;  eya.,  pump,  to  stdp.;  etdp.  cap.,  400,000 
ga]s.;  mat.,  stl.;  2  pump,  eng.;  ciass,  trip,  oomp.; 
cap.  day,  6,000,000  gals.;  pres.,  dom.  50  Ibe.,  f. 
90  Ibfl.;  wka.  owned  by  priv.  Co. 

SHELBY,  p.  1,000.    F.  dept.  not  reported. 

Water  Supply — Src,  apr.;  ays.,  pump  dir.;  res. 
cap.,  1,000,000  gala.;  2  pump,  eng.,  daaa  oomp. 
dup..  cap.  day  2,000,000  gala,  each;  maina,  4H  m.; 
10  hyd.;  prea.,  dom.  70  Iba.,  f.  150  Iba.;  coat,  $40,- 
000;  wka.  owned  by  Shelby  Iron  Co. 

SLOCOMB,  p.  1,000;  t  area,  24  blodca.F.  dept. — 
2  boae  recla.  1,500  ft.  hoae;  f.  al.,  bell;  val.  equip., 
$16,000;  Tal.  bldga.,  $50;  tot  mem.,  12;  voL 

Water  Supply — Src.,  strm.;  sya.,  pump  to  ttdp. ;  1 
pump;  cap.  day,  700,000  gala.;  maina,  4,600  ft.;  12 
hyd.;  prea.,  dom.  50  Iba.,  f.  100  Iba.;  coat,  $100,- 
000;  coat  mtce.,  $2,000;  wka.  owned  by  city. 

SPRING  OARDEN,  p.  100.  No  F.  dept;  undra. 
rating,  fourth  daaa. 

Wfttar  Supply — Src,  apr.;  aya.,  pump  to  rea.;  rea, 
cap.,  S6,000  gala.;  prea.,  dom.  65  Iba.,  f.  55  Iba.; 
cona.  day,  5,000  gala.;  coat  mtce.,  $150;  wka. 
owned  by  Co. 

STCVENSON,  p.  1,000;  f.  area.  10  a.  F.  dept 
— 2  boae  reels,  1,000  ft  hose;  val.  equip.,  $1,066; 
teL  bldga.,  $76;  tot  mem.,  10  vol.;  undrs.  rating, 
third  dasa. 

Watar  Supply — Src,  apring,  1  m.  bus.  cent; 
ays.,  grav.;  1  pump,  eng.;  cap.  day,  100,000  gala.; 
maina,  1^^  m.;  5  hyd.;  12  ▼.;  100  senr.;  pres., 
dom.  78  lbs.,  f.  85  lbs.;  cost,  $14,000,  cost  mtce., 
$150;  wks.  owned  by  town. 

SYLACAUGA,  p.  1,456;  f.  area,  40  a.  F.  dept — 
hoae,  1  h.  A  L,  hose  wag.  k  2  reels;  val.  equip., 
$2,000;  val.  bldga.,  $150;  tot  mem.  42,  85  active 
mem. 

Water  Supply — Src,  apr.;  aya.,  grav.;  atdp.  cap., 
80.000  gala.,  dim.  115  z  20;  2  pumpa.  cap.  day 
500,000  gala.;  20  hyd.;  maina,  12,500  ft,  4  to  8 
in.  dia.;  cost  $20,000. 

TALLADEGA,  p.  5,854;  f.  area,  2  aq.  m.;  mere 
bldga.,  bk.,  1  to  8  ator.;  priv.,  bk.  k  wd.,  2  ator.; 
wd.  rfa.  not  perm,  in  f.  area;  fwka.  k  oombt  ord.; 
caiiaea  of  f.  not  inv.  F.  dept. — 1  h.  k  1.  trk,  1  aer. 
trk..  2  hoae  wag.,  2  hoae  car.,  4  bra.;  hoae,  cot, 
rub.  lined,  gd.,  1.800  ft;  rub.,  gd..  2,000  ft.;  inf., 
500  ft;  tot  hoae,  4,800  ft.;  f.  al.,  wh.,  6  bz.;  vaL 
equip.,  $2,000;  val.  aUtion,  $4,000;  ezp.  dept, 
$2,000;  tot  mem.,  125,  pd.  full  time  6.  voL  120. 

Water  Supply — Src,  2  deep  wella  near  bua.  cent; 
ar*.,  pump  to  atdp.;  atdp.  cap..  188,176  gala.;  rea. 
<^p.,  50,000  gala.;  2  pump,  eng.,  daaa  comp.  dup.. 
cap.  day  1,500,000  gals.;  maina,  c  i.,  8  m.,  4  to  12 
in.  dia.;  48  hyd.;  met,  560;  600  serv.;  pipe,  wrt.  I.; 
prea..  dom.  70  Iba.,  f.  60  to  80  lbs.;  cona.  day, 
500,000  gala. 

TROY,  p.  4,061;  f.  area,  50  a.;  mere  bldga.,  bk., 
1  to  4  stor.;  priv.,  wd.,  1  *  2  etor.;  wd.  rfs.  not 
perm,  in  f.  area;  fwks.  k  combt  ord.;  causes  of  f. 
iDT.  F.  dept — 1  stm.  eng.,  1  c  eng.  on  wheels,  2 
c  hand  ez.,  8  hose  car.;  2  hrs.;  hoae,  cot,  ruD. 
lined,  gd.,  2,600  ft,  f.  al.,  wh.;  val.  equip., 
$6,000;  val.  bldga.,  $3,000;  exp.  dept,  $1,800; 
tot   mem.,  68,  pd.  full  time  8.  vol.  50. 

Water  Supply— Src,  spr.,  8%  m.  bua.  cent;  aya., 
irrav.  k  pump  to  atdp.;  stdp.  cap.,  259,188  gala., 
dim.  20  z  110,  loc.  near  public  aq.;  mat,  iron;  rea. 
cap..  250,188  gals.,  loc  8%  m.  city;  pump,  eng., 
daaa  comp.  non-cond.,  cap.  day  500,000  gala.; 
nudna.  0  m.,  4  to  10  in.  dfa.;  46  hyd.;  met,  840; 
350  serv.;  pipe,  iron;  prea.,  dom.  47  Iba.,  x.  lOO 
Iba.;  coat,  $68,000;  cost  mtce,  $1,600;  wks.  owned 
by  dty. 

TUSCALOOSA,  p.  8,407;  mere  bldgs.,  bk.,  1  to 
7  ator.;  priv.,  wd.,  1  to  3  stor.;  wd.  rfs.  not  perm. 
in  f.  area;  fwka.  ord.  F.  dept.— 1  comb,  hose  wag. 
A  c  tank,  2  c  hand  ex.,  1  hoae  wag.,  2  hrs.;  hose, 
cot.,  rub.  lined,  gd.,  1,800  ft;  f-  aj-.  t^P-  *^^*i-J 
val.  equip..  $8,500;  val.  bldsrs.,  $1,000;  ezp.  dept, 
S2.000;  tot.  mem.,  7  pd.  full  time. 

Water  Supply— Src,  riv.,  8%  m.  bus.  cent; 
07a..  pump  to  stdp.;  atdp.  cap.,  132,000  gala.,  dim. 
25  z  86,  loc.  near  station;  mat,  iron;  rea.  cap., 
278.000  gala.;  loc.  in  auburb;  2  pump,  eng.,  dasa 
dup.»  dir.  acting,  cap.  day  8,600,000  gala.;  mains, 


c  L,  8H  m.,  4  to  10  in.  dia.;  185  hyd.;  41  ▼.: 
met,  58;  1.200  aerv.;  pipe,  galv.  i.;  prea.,  dom.  60 
Iba.,  f.  90  Iba.;  cona.  day,  900,000  gala.;  coat  mtoc, 
$8,800;  wka.  owned  by  city,  operated  by  a  oomr. 

TUSCI>MB1A,  p.  8,824;  f.  area,  20  a.;  mere, 
bldgs.,  bk.  k  stn«*  1   to  8  ator;  priv.,  bk.  k  wd., 

1  to  2  stor.;  wd.  rfa.  not  perm,  in  f.  area;  fwka. 
k  combt.  ord.  F.  dept—- 2  c.  hand  ex.,  1  boae 
wag.;  2  hose  carts,  1  hrs.;  hoae,  cot,  rub.  lined, 
gd.,  1,260  ft;  inf.,  600  ft;  tot  hoee,  1.850  ft;  f. 
al..  bell;  val.  equip.,  $2,000;  tot.  mem.,  12. 

Water  Supply — Src,  river;  aya.,  grav.  k  dir.;  S 
pumpa;  cap.  day,  4,000,000  gala.;  maina,  IH  in*» 
8  in.  dia.;  17  hyd.;  prea.,  70  Iba. 

TUSKEGEE,  p.  2,808.  F.  dept. — 1  h.  k  1.  trie.,  2 
hoae  reela;  hose,  rub.,  gd.,  900  ft.;  tot.  mem.,  40 
vol.;  undra.  rating,  fourfn  daaa. 

Water  Supply — Src,  apr.  k  wells,  situated  M  m. 
bua.  cent;  aya.,  pump.;  atdp.  cap.,  85,000  gala., 
dim.  12  z  100;  mat,  iron;  rea.  cap.,  600,000  gala.; 

2  pump,  eng.,  cap.  day  400,000  gala.;  maina,  c  L, 
8  m.,  4  to  8  in.  dia. ;  80  hyd. ;  pipe,  galv.  i. ;  prea., 
dom.  45  lbs.;  cona.  day,  100,000  gala.;  coat,  $50,- 
000;  wka.  owned  by  dty. 

UNION  SPRINGS,  p.  4,055;  f.  area,  960  a.; 
mere  bldgs.,  bk.  k  wd.,  1  k  S  ator.;  priv.,  bk., 
cem.  k  wd.,  1  k  2  stor.;  wd.  rfs.  not  perm.;  fwka. 
ord.;  causea  of  f.  inv.  F.  dept— -1  str..  1  comb, 
c  k  h.  wag.,  2  c  hand  ez..  1  h.  A  1.  trk.,  6  hoae 
reela,  2  hra.;  hoae.  cot,  ruo.  lined,  gd^  2,500  ft; 
f.  al.,  bell,  telp.  k  wh.;  vaL  equip.,  $9,000;  vaL 
bldgs.,  $6,000;  exp.  dept,  $2,000;  tot.  mem.,  18; 
pd.  full  time  8,  pd.  part  time  16. 

Water  Supply — Src,  arteaian  well,  H  nu  bua. 
cent;  aya.,  air  lift  to  rea.  k  pump  dir.  to  maina;  rea. 
cap.,  216,000  gala.;  mat,  bk.  k  cem.;  rea.  loc 
at  power  houae;  pump.  eng.  2,  cap.  day  1,000,000 
gala.;  maina,  c  L.  1%  m.  6  in.  dia.,  6  m.  4  in. 
dia.;  45  hyd.;  48  v.;  met.,  180;  800  aerv.;  pipe, 
galv.  i.;  prea.,  dom.  60  Iba.,  f.  110  lbs.;  oona.  day, 
100,000  gala.;  coat  $80,000;  coat  mtce.,  $4,000; 
wka.  owned  by  dty. 

UNIONTOWN,  p.  1,886;  mere  bldga.,  bk.  k  iron/ 
1  ft  2  ator.;  priv.,  wd.,  1  ft  2  ator.;  wd.  rfa.  not 
perm.;  fwka.  ord.;  cauaea  of  f.  inv.  F.  dept. — 1  h. 
ft  1.  trk.,  8  hoae  car.;  hoae,  cot.,  rub.  lined,  gd.,  400 
ft.;  rub.,  gd..  600  ft;  inf.,  250  ft;  tot  hoae,  1,250 
ft;  f.  al.,  Dell;  val.  equip.,  $8,000;  val.  bldga., 
$8,500;  tot.  mem.,  19  vol. 

Water  Supply— Src,  weU,  cent.  bua.  diatrict; 
ays.,  compressed  air  to  rea.,  pump  to  atdp.;  atdp. 
cap.,  86,000  gala.,  dim.  12  z  90  ft.;  mat,  aheet 
i.:  res.  cap.,  86,000  gals.,  loc.  at  power  plant;  2 
av  compreaaors,  cap.  day  160,000  gala.;  2  pump, 
eng.;  mains,  8,  6,  4  ft  8  in.  dia.;  81  hyd.;  28  ▼.; 
met.,  25;  211  aerv.;  prea.,  dom.  85  Iba.,  z.  100  Iba.; 
coat,  $28,000;  wka.  owned  by  dty. 

WEST  BLOCTON,  p.  892;  f.  area,  20  a.;  bldga., 
bk.  ft  wd.     F.  dept. — 2  hoae  carta,  1,200  ft.  hoee; 


2  large  water  tk.;  f.  al.,  bell;  tot  mem.,  12  vol. 
Water    Supply — Src,    apr.;    aya.,    pump    dir.    ft 
grav.;    rea.    cap.,    80,000    gala.;    2    elevated   tanka. 


cap.  80,000  gals.;  maina,  2,100  ft,  4  in.  dia.;  14 
hyd. 

WETUMPKA,  p.  1,108.  F.  dept — 1  hoae  wag., 
2  boae  reels,  ladders,  buckets,  azea;  hoae,  1,200 
ft:  f.  al.,  bell;  tot.  mem.,  10  vol. 

Water  Supply — Src.  wella;  ays.,  pump  to  atdp., 
atdp.  cap.,  20.000  gala.;  rea.  cap.,  180,000  gala.; 
8  pump,  eng.,  daaa  trip.,  cap.  day  1,126,000  gala.; 
mains,  1%  m.,  6  to  8  in.  dia.;  14  hyd.;  prea.,  dom. 
90  lbs.,  f.  100  lbs. 

WOODLAWN,  p.  8,000;  f.  area,  2  aq.  m.;  mere 
bldga.,  wd.,  2  stor.;  priv.,  wd.,  1  ator.;  wd.  rfs; 
perm.;  fwks.  ord.  F.  dept. — 1  hose  car.,  2  Bab- 
cocks  ft  ladders,  2  hra.;  hose,  cot,  rub.  lined,  gd., 
1,500  ft;  f.  al.,  bell;  val.  equip.,  $4,000;  vaL 
bldgs..  $300;  tot.  mem.,  19  vol.;  undra.  rating, 
thini  class. 

Water  Supply  —  Src,  supplied  by  Birmingham 
Water  Co.,  2  m.  from  dty;  5  f.  hyd. 

Places  of  1,000  or  more  population  having  no  or- 
ganized fire  dept. — Ashland,  Bay  Minette,  Camden, 
Dadeville,  Fort  Deposit,  Gladwater,  Ourley,  Heflin, 
Jackson,  Lanette,  Ruasellville,  Shelby,  Sulligent, 
York. 

Places  of  1,000  or  more  population  not  reported 

— Albertville.    Boaz,    Btrantley,    Calera,    Camp    Hill, 

Citronelle,    Clanton,    Elba,    Gainesville,    Oeorgianna* 

Girard,    Hartaell,    Hayneville,    Lineville,    Monteville, 

I    Opp,  Pell  City,  Tallaaeee,  Thomasville. 
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FAIRBANKS,  p.  8,641;  F.  dept— 1  hose  was., 
1  c.  eng,,  4  hn.;  ho«e,  5,400  ft  %%  i^-t  O.  R. 
I^.;  f.  aL,  ftm.  wh.,  telp.  k  elec;  tot.  mem.  8,  pd. 
full  time. 

Wattr  Supply — 8  pumps,  cap.  day  4,812,000 
gala.;  maina,  2,3S0  ft;  11  hyd. 

JUNEAU,  p.  1,644;  f.  area,  16  a.;  mere,  bldgs., 
wd.,   1  ft  8  stor.;  priv.  wd.,   1  ft  2  ator.;  wd.  rfa. 

rrm.;  combt  ord.;  cauaes  of  f.  inr.  F.  dept. — 
hand  eng.,  6  c.  band  ex.,  70  gal.  c.  eng.,  coat 
11,000,  6  8-gal.  ex.,  ladders  ft  bucketa,  4  hose 
wag.;  hoae,  cot.,  rub.  lined,  gd.,  2,200  ft.;  f.  al., 
beu.;  vaL  equip.,  $4,400;  vaL  bldgs.,  $6,000;  ezp. 
dept,  $2,200;  tot  mem.  84,  1  pd.  full  time,  88 
pd.  part  time. 

Watar  Supply — Src,  spr.,  1  m.  bus.  cent; 
aya.,  grar.;  res.  cap.,  800,000  gals.,  loc.  north  end 
of  town;  mains,  mat,  wd.,  stL  ft  iron,  62  ^  m.,  2 
to  12  in.  dia.;  28  hyd.;  20  ▼.:  260  senr.;  pipe,  galv. 
L;  pres.,  dom.  80  to  86  lbs.,  1  86  lbs.;  wks. 
owned  by  Co. 

NOME,  p.  2,600;  f.  area,  476  a.;  mere,  bldga., 
wd.,  1  to  8  stor.;  priT.,  wd.,  1  to  8  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes  of  f. 
iny.  F  dept — 1  comb.  c.  ft  h.  wag.,  2  str.,  2  e. 
€ng.,  60  c.  hand  ex.,  1  h.  ft  L  trk.,  8  hose  wag.,  2 
hra.;  hose,  cot,  rub.  lined,  gd.,  8,000  ft;  inf., 
1,600  ft;  tot  hose,  4,600  ft;  f.  al.,  elec.  10  bx.; 
▼aL  equip.,  $28,000;  vaL  bldga.,  $6,000;  exp., 
dept,  $18,068;  tot  mem.,  26;  pd.  full  time  6,  pd. 
part  time  6,  16  vol. 

Water  Supply — Src.,  spr.;  ays.,  grav.,  pump 
dir.;  res.  cap.,  100,000  gals.;  pres.,  dom.  86  lbs., 
f.  46  lbs.;  cons.,  day,  400,000  gala.;  coat, 
$40,000;  coat  mtce.,  $2,000;  wks.  owned  by  Co. 

SITKA,  p.  1,200;  f.  area,  100  a.;  mere,  bldgs., 
wd.,  1  ft  2  stor.;  prir.,  wd.,  1  ft  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes  of  f. 


iny.  F.  dept-«l  h.  ft  L  trk.,  1  hose  cart,  1  bodcet 
trk.;  hoae,  rub.,  gd.,  700  ft;  int,  200  ft;  toL 
hose,  900  ft;  vaL  equip.,  $2,000;  val.  bldgs.,  $1,* 
000;  exp.  dept,  $700;  66  vol. 

Water  Supply — Src,  mountain  strm.,  1  m.  bvi. 
cent;  ays.,  grav.;  stdp.  cap.,  80,000  gala.;  mat. 
wd.;  res.  cap.,  20,000  gals.;  mains,  wd.,  6  m.,  S 
to  6  in.  dia.;  6  hyd.;  12  v.;  100  serv.;  pipe,  gait. 
i.;  pres.,  dom.  ft  f.,  75  lbs.;  cons,  day,  40,000 
gale.;  cost,  $15,000;  cost  mtce,  $800;  wks.  owned 
by  Co. 

SKAGWAY,  p.  872;  f.  area,  640  a.;  mere 
bldgs.,  wd.,  1  to  4  stor.;  priv.,  wd.,  S  stor.i  wd. 
rfs.  perm,  in  f.  area;  cauaea  of  f.  inv.  F.  dept— 
1  h.  ft  1.  truck,  6  hand  e.  ex.,  1  aer.  trk.,  1  hoec 
wag.,  2  hose  carta,  1  aled  reel;  hose,  cot,  rob. 
lined,  gd.,  8,000  ft.;  f.  al.,  bell  ft  wh.;  val.  equip., 
$6,000;  val.  station,  $6,000;  tot  mem.,  60  voL 

Water  Supply — Src,  lake,  600  ft  titote  towa; 
ays.,    gray.;    tk.    cap.,    60,000    gals.;    mains,  stave 

f>ipe,  2  m.,  4  to   10  in.  dia.;  26  hyd.;  prea.,  66 
ba.;  wks.  owned  by  town. 

ST.  MICHAEL  CITY,  p.  1,600;  200  men  ia 
summer,  40  men  in  winter;  1  single  60-gaL  c  esg. 
with  100  ft  hose,  1  single  40-gaI.  c  eog.  with  100 
ft.  hose,  4  hose  csr..  1,600  ft  hose,  88  c.  ex.,  6 
movable  ladders,  buckets. 

Wstar  Supply — 1  pump,  cap.  1,152,000  gals.  dAv; 
100  lbs.  pres.  from  8  stm.-driven  pumps;  4,  8  i 
2H  in.  mains;  28  hyd. 

WRANGEL,  p.  748.  F.  dept.~2  hose  cuts,  10 
hand  c  ex.,  8  deluge  aeta,  extension  ladders,  hooka, 
axes,  rope,  1,600  ft  gd.  hose;  tot  mem.,  48;  pd. 
part  time,  8;  86  voL 

Water  Supply— -Src,  creek,  2  m.  bus.  eent;  sya.. 

rav.;  mains,  2%   m.,  6  to  10  in.  dia.;   12  hyd.; 
gate  y.;  pres.,  dom.  110  lbs.,  f.  110  lbs.;  cost, 
$8,000. 
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BI8BEE,  p.  9,010;  f.  area,  1  sq.  m.  mere 
bldffs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.,  wd.  ft 
adobe,  12  ft  high;  wd.  rfs.  not  perm.;  fwks.  ft 
combt  ord.;  cauaea  of  f.  inv.  F.  dept — 1  c  eng., 
2  hose  wag.,  20  c.  hand  ex..  4  hose  car.,  2  hra.; 
hoae,  cot,  rub.  lined,  gd.,  7,000  ft;  fair,  8,000  ft; 
tot  hoae,  10,000  ft;  f.  al.,  wh.;  ex.  dept,  $1,000; 
tot  mem.,  60,  8  fully  pd.  men,  2  partly  pd.  men, 
46   vol. 

Water  Supply — Src.  wells,  0  m.  bus.  cent,  1 
m.  from  Naco;  ays.,  pumps;  640  lbs.  pres.  at  pump 
houae;  rea.  cap.,  1,600,000  gala.;  water  pumped  to 
tk.  loc  on  side  of  mountaina;  8  distributing 
points;  tot.  cap.,  800,000  gala.;  smallest  single 
storage,  50,000  gals.;  met,  1,686;  1,772  serv.; 
wks.  owned  by  Co. 

CLIFTON,  p.  4,874;  F.  dept — 2  hose  wag.; 
4,700   ft   hose;    50  vol. 

Water   Supply— Wella. 

DOUGLAS,  p.  6,487..  F.  dept — 1  str.,  1  comb, 
trk.,  1  hose  wag.,  2,159  ft.  hose;  tot.  mem.,  66, 
pd.  full  time  15,  40  vol. 

Water  Supply — Src,  wells,  1  m.  bua.  cent.;  ays., 
grav.;  stdp.  cap.  183,600  gals.;  2  elec.  pump,  eng., 
combined  cap.  day  8,400  gala.;  mains,  2  to  8  in. 
dia.;  42  hyd.;  pres.,  dom.  40  lbs.,  f.  90  lbs. 

FLAGSTAFF,  p.  1,688;  f.  area,  1%  sq.  m.; 
mere  bldgs.,  bk.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  ft 
2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  hand  eng., 
1  h.  ft  1.  trk.,  12  c  hand  ex.,  6  hose  wag.;  hose, 
cot,  rub.  lined,  gd.,  4,000  ft;  f.  aL,  elec  bell, 
ft  wh.;  val.  equip.,  $6,000;  exp.  dept,  $300;  tot. 
mem.,  25  vol. 

Water  Supply — Src,  spr.,  17  m.  bus.  cent;nrs., 
grav.,  pump  to  res.;  res.  cap.,  2,800,000  gals.,  loc 
Z%  m.  north  of  town;  mains,  c  i.,  2  to  8  in. 
dia.;  42  hyd.;  29  v.;  met,  400;  400  serv.;  pipe, 
lead  connection  and  galv.  i.;  pres.,  dom.  105  lbs., 
f.  106  lbs.;  cons,  day,  125,000  gals.;  cost,  $105,- 
600;  cost  mtce,  $2,000;  wks.  owned  by  town. 


FLORENCE,  p.  807;  mere  bldgs.,  adobe  ft  bk., 
1  stor.;  priv.,  adobe  ft  bk.,  1  stor.;  wd.  rfs.  perm.; 
no  fwks.  ft  combt.  ord.;  cauaea  of  f.  inv.;  no  org.  L 
dept.;   12  c  hand  ex. 

Water  Supply — Src,  riv.,  10  m.  bus.  cent;  sys., 
grav.;   res.    cap.,    8,000,000  gals.;   cost,   $126,000. 

FORT  APACHE,  p.  600;  f.  area,  15  a.;  mere. 
bldgs..  wd.  ft  sdobe,  1  ft  2  stor;  priv..  stn.  ft  wd., 
1  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 2  h.  ft  1.  trka,  9 
c  hand  ex.,  8  hose  car.;  hose,  cot,  rub.  lined,  gd.. 
2,000  ft.;  inf.,  1,600  ft;  rub.,  gd.,  1,000  ft;  tot 
hose,  4.600  ft.;  f.  aL,  wh.;  val.  equip.,  $1,500; 
val.  bldg.,  $50;  tot  mem.,  800  voL 

Water  Supply — Src,  riv.,  ^  m.  bua.  cent; 
ays.,  pump  to  res.;  res.  cap.,  80,000  gsls.,  loc  on 
elevation  %  m.  from  city;  2  pump,  eng.;  mains. 
8,300  ft.,  4  to  6  in.  dia.;  18  hyd.;  8  v.;  pres^ 
dom,  60  lbs.,  f.  100  lbs.;  cost,  $8,000;  cost  mtce, 
11,200;  wks.  owned  by  U.  S.  Government 

GLOBE,  p.  7,088;  f.  area,  10  a.;  mere  bldgs., 
stn.,  bk.,  cone  ft  cem.,  2  to  5  stor.;  priv.,  bk.  ft 
wd.,  1  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt  ord.;  causea  of  f.  inv.  F.  dept — i  hand 
c  ex.,  1  comb,  e  ft  h.  wag.,  2  hra.,  8  hose  csrts: 
hose,  cot,  rub.  lined,  gd.,  7,000  ft.;  f.  al..  Game- 
well,  21  bx.;  vaL  equip.,  $18,700;  vaL  bldgs.« 
$5,000;  exp.  dept,  $5,676;  tot  mem.,  29.  I  pd. 
full  time,  8  pd.  part  time,  28  voL;  undra.  nttng. 
fourth  class. 

Watsr  Supply — Src,  2  wells;  1  m.  bus.  cent; 
sys.,  pump  to  res.;  res.  oaip..  670,000  gall'>nj; 
3  pump,  eng.,  cap.  day,  460.000  gals.;  mains,  iron 
83  m.,  2  10  6  in.  dia.;  45  hyd.;  met.  1,100:  ter».. 
1.800;  pres..  dom.  ft  f.,  12  to  130  lbs.;  cont.  day, 
375,000  gala.;  cost,  $200,000;  cost  mtce.,  fSO.OOO; 
wks.  owned  by  city. 

JEROME,  p.  2,898;  f.  area,  160  a.;  mere.  bMga^ 
bk.  ft  cone,  1  to  4  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.   rfs.   perm,    in   f.    area;    fwica.    ft  combt    onL: 
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caotM  of  f.  inv.  F.  dept — 1  c.  eng.  on  wheeli, 
S  c.  band  ex.,  8  hra.:  hose,  cot.,  rub.  Uned,  gd.» 
2,200  ft;  f.  al.,  bell;  val.  equip.,  $2,600;  exp. 
dept.,  $500;  tot.   mem.,  75  vol. 

Water  Supply — Src,  spr.,  1  m.  bus.  cent;  vys., 
grav.:  res.  cap.,  800,000  nls.,  loc.  north  end 
of  town;  mains,  wd.,  stl.  ft  1.,  62%  m.,  2  to  12 
in.  dia.;  28  hyd.;   20  t. 

KINGMAN,    p.    1,000.      F.    dept— 1    boM    cart, 
1,000  ft  bose;  f.  al.,  bell;  20  vol 
Water   Supply— Wells. 

MORENCt,  p.  0,000.     F.  dept. — 2  hose  carts,  76 
c.  band  ex.;   8.000  ft  bose;  f.  aL,  wh.;  60  voL 
Water  Supply— Wella. 

NOQALES,  p.  8,614;  f.  area,  6  a.;  mere,  bldgs., 
ftn.,  bk.,  iron  k  adobe,  1  to  8  stor.;  priv.,  stn., 
bk.  k  adobe,  1  stor.;  wd.  rfs.  perm.;  fwks.  k 
combt  ord.;  causes  of  f.  iuT.  F.  dept — 1  band 
eog.,  1  c  eng.,  double  cylinder,  80  giUs.  each,  8 
hand  ex.,  2  h.  ft  L  trks.,  8  hose  car.,  reels,  fta; 
hose,  jacket,  rub.  lined;  tot  hose,  1,000  ft;  vaL 
bldg.  ft  tower,  $1,600;  vaL  equip.,  $41,600;  f.  al., 
bell,  stm.  siren  ft  telp.;  tot  mem.,  60  vol. 

Water  Supply*— Src.,  wells,  IH  m.  bus.  cent; 
lys.,  grav.  ft  pump  to  res.;  res.  cap.,  1,460,000 
gsls.,  loa  %  m.  from  town;  4  pump,  eng.,  slae 
2^  X  6  in.,  cap.  day,  600,000  gals.:  mains,  iron, 
7  to  8  m.,  2  to  8  in.  dia.;  40  hyd.;  met.;  600 
lerv.;  pres.,  dom.  66  lbs.,  f.  100  lbs.;  cons,  day, 
600,000  gals.;  cost,  $86,000;  cost  mtce.,  $6,800; 
wks.  owned  by  Co. 

PHOENIX,  p.  11,184;  mere,  bldgs.,  bk.,  1  to  6 
stor.;  priv.,  bk.,  1  to  2  stor.  F.  dept — 2  str., 
i  c.  hand  e3L  (2  in  reserve),  1  comb.  h.  ft  1.  trk 
(1  in  reserve),  1  c.  eng.,  1  hose  wag.  (4  hose 
ear.  in  reserve),  6  hrs.  (2  in  reserve);  hose,  cot, 
rub.  lined,  gd.,  2,200  ft.;  in  reserve,  8,100  ft; 
tot  hose,  6.800  ft;  f.  aL,  bell,  16  bx.;  val.  equip., 
$9,800;  vaL  bldgs.,  $8,000;  tot  mem.,  122,  pd. 
full  time  8,  vol.  114;  undrs.  rating,  first  class. 

Water  Supply'— Src.,  wells,  %  m.  northeast  of 
city;  sys.,  pump  to  stdp.  ft  direct;  stdp.  cap., 
116,000  gals.,  dim.  14  x  100^  8  pump,  eng.,  class 
comp.  dnp.,  cap.  day  9,000,000  gals.;  mains,  kale- 
mein,  80  m.;  4  to  16  in.  dia.;  198  hyd.;  met, 
106;  2,844  serv.;  226  v.;  pipe,  iron;  pres.,  dom. 
42  lbs.,  f.  100  lbs.;  cons.,  annum  479,086,426 
gals.;  cost,  $880,000;  cost  mtce.,  $24,000;  wks. 
owned  by  city.  Contracts  have  been  let  for  20 
m.  of  pipe,  sizes  4  to  16  in.,  ft  104  hyd.;  cost, 
$125,000. 

PflESCOTT,  p.  6,092;  f.  area,  1,840  a.;  mere, 
bldgs.,  bk.,  stn.  ft  wd.,  1  to  4  stor.;  priv.,  bk.,  stn.  ft 
wd.,  2  stor.;  fwks.  ft  combt.  ord.  F.  dept — 1  h. 
ft  1.  trk.,  comb.  c.  eng.,  hose  cart  ft  h.  ft  1.  wag., 
1  hose  wag.,  4  hose  car.;  2  hrs.,  2  pd.  drivers; 
hose,  cot.,  rub.  lined,  gd.,  8,000  ft;  inf.,  2.000 
ft;  tot  bose,  6,000  ft;  f.  al.,  Qamewell  ft  bell, 
20   bx. ;    tot.   mem.,    120   vol. 

Water  Supply — Src,  spr.,  20  m.  bus.  cent.; 
sys.,  grav.  ft  pump  direct;  res.  cap.,  2,760,000 
gals.,  joc.  in  city;  2  pump,  eng.,  class  cross  comp. 
dup.,  cap.  day  1,000,000  gals.;  mains,  wrt.  i.,  19% 
m.,  4  to  8  in.  dia.;  85  hyd.,  28  v.,  650  met,  650 
serv.;  pipe,  galv.  i.;  pres.,  dom.  100  lbs.,  f. 
105  lbs.;  eons.,  day  800,000  gals.;  wks.  ownea  by 
city. 

RAY,  p.  1,000;  f.  area,  8  a.  F.  dept. — 1  hose 
reel,  250  ft  bose;  f.  al.,  bell;  val.  dept  equip., 
$78;   vol. 

Water  Supply — Src,  spr.;  sys.,  g^rav.;  mains, 
750  ft  4  in.  dia.;  6  hyd.;  8  v.;  pres.,  dom.  140 
lbs.;   f.    140  lbs. 

SAFFORD,  p.  1,500;  f.  area,  12  a.;  mere,  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  b.  ft  1. 
trk.,  1  hose  wag.,  1  bose  reel,  12  c.  hand  ex.; 
hose,   cot.,  rub.  lined,  gd.,  600   ft;   f.  al.,  bell,  1    ' 


bx.;    val.    equip.,    $1,600;    val.    bldgs.,    $200;    esp. 
dept,  $50;  tot  mem.,  12  voL 
WaterwkiB.  to  be  installed. 

TEMPE,  p.  1.478.  F.  dept — 1  hose  cart;  hose, 
1,000  ft;  f.  al.,  bell;  val.  eouip.,  $1,600;  vaL 
bldgs.,  $5,000;  tot.  mem.,  85  vol. 

Water  Supply — Sys.,  pump,  to  res.;  res.  cap., 
200,000  gals.;  mains,  4  to  8  in.  dia.;  82  hyd.; 
pres.,   95   lbs. 


THATCHER,  p.  1,200.     F.  dept — 1  c  eng.;  val. 
uip.,  $526;  voL 
atsr  Supply — ^Waterwka.  under  construction. 


TOMBSTONE,  p.  1,682;  mere,  bldgs.,  wd.  ft 
adobe,  1  stor.;  wd.  rfs.  perm.  F.  dept. — 4  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  1,800  ft;  inf., 
600  ft;  tot  hose,  2,800  ft;  f.  al.,  bell;  vaL 
equip.,  $2,000;  val.  bldgs.,  $6,000;  exp.  dept, 
$150;  vol. 

Water  Supply — Src,  spr.,  80  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  1,000,000  gals.;  mains,  7  in.  dia.; 
40  hyd.;  200  met;  pres.,  dom.  186  lbs.;  cons., 
day  800,000  gals.;  wks.  owned  by  city. 

TUCSON,  p.  18,198;  f.  area,  2  sq.  m.;  mera 
bldgs.,  adobe,  iron  ft  stn.,  1  ft  2  stor.;  priv.,  adobe, 
bk.  ft  wd.,  1  stor.;  wd.  rfs.  not  perm.;  fwks.  ord. 
F.  dept— 1  c  eng.,  1  h.  ft  1.  trk,  4  hose  car.,  4 
hrs.;  hose,  cot,  rub.  lined,  gd.,  8,000  ft.;  f.  al., 
bell;  val,  equip.,  $8,000;  val.  bldgs.,  $8,000;  tot 
mem.,   100   vol.;   undrs.  rating,  second  class. 

Water  Supply — Src,  wells,  %  m.  bus.  cent; 
cap.  wells,  2,000,000  gals,  day;  «ya.,  pump  to 
mains  ft  stdp.;  4  pumps;  stdp.  cap.,  500,000  gals., 
dim.  82  x  80,  mat  sheet  stl.;  8  pump,  eng.,  dasa 
Cross  comp.,  cap.  day  10,000,000  gals.;  mains,  c 
ft  wrt.  i.,  44  m.,  4  to  12  in.  dia.;  818  high-pres. 
hyd.;  96  v.;  met;  1,400  serv.;  pipe,  galv.  i.; 
pres.,  dom.  40  lbs.,  f.  90  lbs.;  cons.,  day  24,000,- 
000  gals.;  cost,  $540,000;  wks.  owned  by  city. 

WICKENBURQ,  p.  670.  F.  dept— Ladders,  4 
c  hand  ex.;  f.  al.,  bell  ft  wh.;  vol. 

WILLIAM6,  p.  2,000:  f.  area,  40  a.  F.  dept-* 
2  hose  carts,  1  h.  ft  1.  trk.,  1,000  ft  hose;  vwL 
equip.,  $1,600;  val.  bldgs.,  $200;  exp.  dept,  $800; 
tot   mem.,   1-2   vol.;   undrs.  rating,   second  class. 

Water  Supply — Src,  dam;  1  m.  bus.  cent;  sys.; 
grav.;  mains,  1,600  ft;  26  hyd.;  8  v.;  250  serv.; 
pres.,  dom.  50  lbs.;  f.  150  lbs.;  cost,  $40,000; 
wks.  owned  by  priv.  Co. 

WINSBORO. — F.  dept  not  reported. 

Water  Supply — Src,  creek,  6H  m.  bus.  cent; 
sys.,  stm.  pump  to  stdp.;  stdp.  cap.,  8,800  gala, 
mat,  stl.;  rea.,  8  60-ft  tk.;  2  pump,  eng.;  mains, 
c  t,  6Vft  to  8  in.  dia.;  80  hyd.;  860  v.;  wks.' 
owned  by  Co. 

WIN8L0W,  p.  2,881;  f.  area,  500  a.  F.  dept— 
2  hose  carts,  1,000  ft  hose,  ladders,  axes,  hand 
ex.;  val.  equip.,  $1,000;  vat  bldgs.,  $500;  tot 
mem.,    12,   pd.    part   time. 

Water  Supply — Src,  Clear  Creek,  situated  6  m. 
bus.  section;  sys.,  pump  to  stdp.;  stdp.  cap.,  886,- 
000  gals.,  dim.  24  x  62  ft,  mat.  stl.;  8  pump, 
eng.,  high  pres.,  cap.  day,  88.000  gals.;  mains,  c 
i.,  6  m.,  2  to  8  in.  dia.;  80  hyd.;  8  v.;  10  met; 
pres.,  dom.  80  lbs.,  f.  100  lbs.;  cons,  day,  80,000 
gals.;  cost,  $200,000;  cost  mtce.,  $8,000;  wksw 
owned  by  A.  T.  ft  8.  P.  Ry  Co. 

YUMA,  p.  2.914.  F.  dept — 1  c  hand  ex.,  1 
h.  ft  1.  trk.,  5  hose  csorts,  40  f.  plugs  fed  by  8-in., 
6-in.  ft  4-in.  liner  pump  pres.,  cap.  200  lbs.;  5,000 
ft.  hose;  vol. 

Water  Supply — Src,  riv.,  in  bus.  cent;  sys., 
pump,  to  res.;  res.  cap.,  1,800,000  gals.;  4  pump, 
eng.;  cap.  day,  12,000,000  gals.;  mains,  2  m., 
43  hyd.;  400  met.;  pres.,  dom.  40  to  70  lbs.;  f.  100 
lbs.;   cost,   $50,000;  wks.  owned  by  Co. 

Places  of  1,000  or  more  population  having  no 
organized  f.   dept. — Parker,  San  Carloa,  Sasco. 

Places  of  1.000  or  more  population  not  reported-^ 
Benson,  Courtland,  Mesa,  Miami,  St.  Johns, 
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ARKADELPHIA,  p.  2,746;  f.  area,  960  a.;  mere. 
UdgB.,  bk.,  1  k  2  scor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfi.  not  perm.;  fwks.  ft  combt.  ord.  P.  dept. — 1  h. 
ft  L  trk.,  1  hose  car.;  hose,  cot.,  rub.  lined,  gd., 
«00  ft.;  inf.,  600  ft.;  tot.  boae.  1,100  ft;  f.  aL, 
bell;  val.  eauip.,  $1,200;  val.  bldga.,  $260;  tot. 
mem.,  12  vol.;  undra.  rating,  second  class. 

Wattr  Supply — Src,  river.  %  m.  bus.  cent;  ays., 

Sump  to  mains  ft  atdp.;  stdp.  cap.,  286,000  gala., 
im.  20  z  100,  mat,  atl.;  2  pump,  eng.,  cap.  day 
750,000  gala.;  mains,  wrt  i.,  8  m.,  4,  6,  8  ft  10 
in  dia.;  80  hyd.;  12  v.;  826  aerv.:  40  met;  pipe, 

filv.  i.;  pres.,  dom.  SO  to  40  lbs.;  i.  100  lbs.;  coat, 
100,000;  wks.  owned  by  private  Co. 

ARKANSAS  CITY,  p.  1,486.  F.  dept— 1  b.  ft 
L  trk.,  2  boae  car.;  hose,  rub.  lined,  gd.,  1,600  ft; 
inf.,  1,000  ft;  tot  boae,  2,500  ft 

Wattr  Supply — Src,  well,  %  m.  bua.  cent; 
sya.,  pump  to  tank,  height  of  tank  104  ft.;  pres., 
46  Iba.;  rea.  cap.,'  40,000  gals.;  2  pump,  eng.; 
maina,  c.  1.,  2  m.;  22  hyd.;  6  v.;  wka.  owned  py 
B.  W.  Smith. 

AUQUSTA,  p.  1,520;  f.  area,  60  blocka;  mere, 
bldga.,  bk.  ft  wd.,  1  ft  2  ator.;  priv.,  wd.,  1  ft  2 
ator.;  wd.  rfa.  perm,  in  f.  area;  cauaea  f.  inv.  F. 
,  dept — 8  hose  car. ;  hose,  cot,  rub.  lined,  ffd.,  1.500 
ft.;  f.  al.,  wh.;  val.  equip.,  $1,000;  val.  bldg.,  $60; 
tot  mem.,  80  vol.:  imdrs.  rating,  fourth  daaa. 

Wattr  Supply — Src.,  deep  wella,  \i  m.  bua.  cent; 
aya.,  pump  to  tank  ft  dir.;  res.  cap.,  60,000  gals., 
loc.  in  bua.  cent.;  8  pump,  eng.,  aize  0  in.;  maina, 
4H  m.,  4  to  6  in.  dia.;  26  hyd.;  20  v.;  wka.  owned 
by  Arkanaas  Public  Service  Oo. 

BATESVILLE,  p.  8,809;  mere,  bldga.,  atn.  ft 
l>k.,  1  to  8  ator.;  fwka.  ft  combt.  ord.;  not  over  60 
iba.  powder  allowed  in  city  limlta.  F.  dept. — 1 
hand  eng.,  2-hrB.  ladder  ft  boae  wag.,  6  a  band  ex., 
2  boae  ear.;  boae,  cot,  rub.  lined,  gd.,  1,200  ft.; 
new  hoae,  1,600  ft;  tot.  boae,  2,700  ft.;  f.  aL, 
bell,  'phone  exchange;  tot  mem.,  22  voL;  undrs. 
ratlxig,  aecond  class. 

Water  Supply — Src.,  White  river,  %  m.  bua. 
«ent;  ny^  main  to  stdp.;  atdp.  100  ft.  higher  than 
bua.  portion  of  town;  atdp.  cap.,  86,000  gala.,  dim. 
12  z  100;  mat,  stL;  2  pump,  eng.,  cap.  day,  750,- 

000  gala.;  maina,  c.  i.,  7  m.,  8,  6  ft  4  in.  dia.;  46 
hyd.;  21  v.;  met,  400;  600  scrv.;  pipe,  c.  i.;  prea., 
dom.  86  to  104  Iba,  f.  85  to  104  lbs.;  cons,  day, 
160,000  gala.;  coat,  $81,287;  coat  mtce.,  $4,640; 
wks.  owned  by  city. 

BENTON VILLE,  p.  1,066;  f.  area,  640  a.;  mere, 
bldga.,  atn.  ft  bk.,  1  to  8  itor.;  priv.,  bk.  ft  wd.,  2 
ator.;  wd.  rfa.  not  perm,  in  f.  area;  fwka.  ft  combt. 
ord.;  causes  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  2 
hose  wag.;  hoae,  cot.,  rub.  lined,  gd.,  2,000  ft; 
inf.,  200  ft;  tot  hoae.  2,200  ft;  f.  aL,  bell;  vaL 
equip.,  $1,000;  vaL  bldgs.,  $2,600;  exp.  dept, 
$100;  tot.  mem.,  22  voL 

Water  Supply — Src.,  apr.,  8V&  m.  bua.  cent; 
sys.,  pump  to  atdp.  ft  dir.;  atdp.  cap.,  60,000  gala., 
dim.  16  z  26;  mat,  wd.;  rea.  cap.,  600,000  gala., 
loc  8V&  m.  eaat  of  town;  2  pump,  eng.,  class 
eomp.,  cap.  day  2,880,000  gala.;  maina,  c  L,  9 
m.,  8,  6  ft  4  in.  dia.:  60  hyd.;  10  v.;  met,  10; 
860  aerv.;  pipe,  galv.  i.;  prea.,  dom.  60  Iba.,  f.  86 
Iba.;  cona.  day,  65,000  gala.;  coat,  $85,000;  coat 
mtce.,  $1,000;  wka.  owned  by  city. 

BLACK  ROCK,  p.  1,078.  F.  dept. — 1  c  eng.; 
f.  aL,  bell;  tot  mem.,  100  voL 

Water  Supply — Src,  wella  ft  river  cloae  by,  with 
bucket  brigade. 

BLYTHEVILLE,  p.  8,849;  f.  area,  12  a.;  mere 
bldga.,  bk.  ft  stn.,  1  to  8  ator.;  priv.,  atn.  ft  wd., 

1  to  8  stor.;  wd.  rfa.  not  perm,  in  f.  area;  fwka. 
ft  combt.  ord.;  cauaea  of  f.  inv.  F.  dept. — 2  hose 
car.;  hoae.  cot,  rub.  lined,  gd.,  1,000  ft;  f.  aL, 
wh.;  vol.  f.  dept. 

BRINKLEY,  p.  1.740;  mere  bldga.,  wd.  ft  bk.,  1 
ft  2  ator.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  perm.; 
fwks.  ft  combt.  ord.     F.  dept. — 1  hand  eng.,  force 

{>ump,  1  h.  ft  1.  trk.,  8  hose  car.;  hose,  cot.,  rub. 
ined,  gd.,  1,200  ft;  f.  al.,  beU;  val.  equip.,  $2,600; 
vaL  bldgs.,  $600;  exp.  dept,  $250;  tot  mem.,  80, 
part  time  j>d. ;  undra.  rating,  third  claaa. 

Water  Supply — Src,  weu,  1,000  ft.  bua.  cent; 
ays.,   pump   dir.;    1    pump,    eng.,    class   dup.,    cap. 


day  600,000  gala.;  maina,  c  L,  1%  m.,  6  to  10 
in.  dU.;  42  hyd.;  prea,,  f.  80  Iba.;  coat.  $7,000; 
cost  mtce.,  $1,800. 

CAMDEN,  p.  8.996;  f.  area,  160  a.;  mere  bldgi., 
bk..  1  to  8  ator.;  priv.,  wd.,  1  ft  2  ator.;  wd.  xU. 
not  perm.;  fwka.  ft  combt  ord.;  cauaea  of  f.  in?. 
F.  dept-—l  h.  ft  L  trie,  1  hose  wag.,  1  hose  car., 

L**";!.^**^*'  *?**:»  ™^-  ^^^»  P^M  1.200  ft;  rub.. 
f^*»,  ^?.®,AJ  J°'-  ®00  ft;  tot  hose,  2,400  ft; 
f.  aL,  bell  ft  elec,  1  bz.;  vaL  equip.,  $8,000;  TaL 
bldgs.,  $10,000;  exp.  dept.  $1,200;  tot  mem.. 
21;  pd.  full  time  1,  voL  20,  undrs.  rating.  tbfM 
claaa. 

Water  Supply—Src.  river;  ays.,  pump  to  stdp.; 
stdp.  76  z  16,  cap.  99,000  gals.;  2  pump,  enc., 
class  eomp.  dup.,  cap.  day  760.000  gala.;  main. 
6J4  ™-.  4  to  10  in.  dia.;  47  hyd.;  prea.,  dom.  50 
Iba.,  f.  100  lbs.;  coat,  $43,000;  coat  mtce.,  $2,800; 
wka.   owned  by  Co. 

CLARKSVILLE,  p.  2,500;  f.  area,  820  a.  P. 
dept. — 1  comb.  L  ft  boee  trk.,  2  hoae  reeh.  c- 
hand  ex.;  hose,  cot,  rub.  lined,  gd.,  1,600  ft; 
f.  aL,  bell;  vaL  equip.,  $2,500;  val.  bldga.,  $1,600; 
tot  mem.,  22,  pd.  part  time;  undrs.  rating,  fourta 
claRa. 

Water  Supply — Src,  well  ft  strm.,  1  m.  bm, 
cent;  sys..  pump,  to  stdp.;  stdp.  cap,  60,000  galic-. 
1  pump,  eng,  cap.  day,  860,000  gala.:  mains,  4  to 
8  in.  dia.;  45  hyd.:  90  v.;  prea.,  dom.  85  Iha., 
f.  100  Iba.;  cost,  $75,000;  cost  mtce.,  $2,000; 
wks.    owned    by    municipality. 

CONWAY,  p.  2,794;  f.  area,  1.200  a.  P.  dept— 
Hoae  ft  8  hoae  carts;  vol.;  vaL  equip.,  $1,700; 
val.  bldga.,  $90. 

Water  Supply — Src,  creek.,  1  m.  bw.  cent;  aya, 
dir.  pres.;  cost,  $9,000;  wka.  owned  by  dty:. 

COTTER,  p.   1,000;  f.   area,  20  a.     F.  dept— 

1  c  eng.:  val.  equip.,  $750;  tot  mem.,  voL 
Wattr  Supply — Src,  river. 

DARDANELLE,  p.  1,767;  f.  area,  7S  blocks; 
mere  bldga.,  bk.  ft  wd.,  1  ft  2  ator.;  priv..  bk.  ft 
wd.;  wd.  ria.  perm.;  fwka.  ft  combt  mtL;  causes  ol 
f.  inv.  F.  dept — 2  hose  wag.,  2  hose  car.;  hose, 
cot.  rub.  lined,  gd.,  700  ft;  inf.,  300  ft;  tot 
hoae,  1,000  ft;  ezp.  dept,  $1,600;  tot.  mem.,  28 
voL 

Wattr  Supply — Src,  apr.,  6  m.  biH.  cent;  sya., 

r&v..   pump  to   stdp.;   atdp.    cap.,    176.000   gals.; 
pump.  eng..  cap.  day  800.000  gals.;  maina.  9  bl. 

2  to  6  in.  dia.;  24  hyd.;  met.  12;  275  aerv.;  pna.. 
dom.  180  Iba.,  f.  75  lbs.;  cost,  $27,000;  cost 
mtce..  $300. 

DEQUEEN,  p.  2.500;  f.  area,  160  a.  P.  dept— 
2  hose  carU  ft  reels;  1,000  ft  hose;  vaL  equip.. 
$1,250;  tot  mem.,  20  voL;  undrs.  rating,  third 
class. 

Water  Supply — Src,  8  wells,  1  m.  boa.  cent; 
sys.,  pump;  8  pump,  eng.;  cap.  day,  864,000  gala; 
mams,  7%  m.,  21  hyd.;  24  v.;  260  aerv.;  piaa, 
dom.  55  lbs.;  f.  110  Iba.;  cost,  $25,000:  coat  mtce., 
$2,400;  wks.  owned  by  city. 

ELDORADO,  p.  4,202;  bldga.,  wd.  ft  bk.;  wd. 
rfs.  not  perm.  F.  dept — 1  hoae  wag.,  2  dieai. 
tanka  ft  ladders,  1  pd.  driver;  hose,  cot,  mb.  lincl 
gd.,  2,500  ft.;  f.  aL,  bell  ft  wh.;  tot  mem..  15 
ToL 

Wattr  Supply — ^Large  wella. 

EWREKA  SPRINGS^  Carroll  Co.,  p.  S.««8;  mr-c. 
bld».,  wd.,  bk.  ft  atn.,  1  to  6  ator.;  priv..  wd.,  I 
ft  2  stor.;  wd.  rfa.  not  perm,  in  f.  area;  fwka.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept— 6  e  W*** 
ex.,  3  hose  car.;  hoae,  cot,  rub.  lined.  gdL,  1.200 
ft;  mf.,  800  ft;  tot  hoae,  1,600  ft.;  f.  aL.  bdl: 
val.  equip.,  $2,000;  vaL  aUtioo,  $250;  ezn.  dept, 
$200;  tot  mem.,  60  voL  ^^ 

Water  Supply — Src,  apr.,  1  m.  b«.  cent;  aya., 
pump  to  stdp.  ft  dir.;  stdp.  cap..  86,000  gala.,  dia. 
12  X  100,  loc  on  high  point  in  city  limit*;  aat. 
boiler  L;  rea.  cap.,  26,000,000  gala.^  loc  1^  aa. 
bua.  cent.;  2  pump,  eng.,  daas  compw  dvp.,  csp. 
day  720,000  gala.;  maina.  e  L.  9  m..  4  to  10  ia. 
dia.;  66  hyd.;  28  v.;  met,  139;  680  aerv.;  pipe, 
lead;  prea.,  dom.  40  to  160  Iba..  t  176  Ibt.: 
day,  160,000  gala.;  coat,  $90,000; 
$8,000;  wka.  owned  by  city. 
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FAYETTEVrLLE,  p.  4J71;  mtre.  bldgi.,  bk.  ft 
wd.,  1  to  6  ttor.;  priT.,  bk.  k  wd.,  S  itor.;  wd.  rfs. 
not  perm,  in  f.  area:  fwks.  ft  oombt.  <mL;  cauaes  of 
f.  inv.  F.  dept. — 1  hose  ft  ladder  wag.;  1  hose 
r«el;  hose,  cot.,  rub.  lined,  2.750  ft.;  f.  aL,  bell  ft 
elec  flrong;  vaL  equip.,  $1,800;  Tal.  bldga.,  $6,000; 
ezp.  oiept,  $1,200;  tot.  mem.,  80»  pd.  xuU  time  1» 
pd.  part  time  1,  vol.   28. 

Water  Supply — Src,  river,  2H  m.  bua.  cent.; 
ua.,  grav.;  rea.  cap.,  537,014  gals.;  3  pumpa;  cap. 
day,  1,600.000  gala.;  mains,  c.  L,  12  m.,  i  to  12 
in.  dia.;  67  hyd.;  25  ▼.;  met.,  600;  1,100  aerv.; 
pTM.,  f.  80  lbs.;  cona.  day,  600,000  gals.;  coat, 
$200,000;  coat  mtce.,  $10,000;  wks.  owned  by 
dty. 

FORDYCE,  p.  8,000;  f.  area,  100  a.  F.  dept.— 
1  hoae  wag.,  1,000  ft.  boee;  Tal.  equip.,  $2,500; 
exp.  dept.,  $350;  tot.  mem.,  7,  pd.  part  time; 
uDdra.  rating,  third  daaa. 

Water  Supply — Src,  deep  well,  1  m.  bua.  cent.; 
ays.,  pump.;  2  pump,  eng.:  maina,  8  m.;  24  hyd.; 
28  T.;  prea.,  dom.  66  Iba.,  f.  85  Iba.;  ooat,  $40,000; 
wks.  owned  by  Go. 

FORREST  CITY.  p.  8,000;  f.  area,  160  a.;  mere, 
bldgs.,  bk.,  1  to  3  ator.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfa.  perm,  in  c^tain  districta  in  f.  area;  fwka. 
k  combt.  ord.;  causes  of  f.  inT.  F.  dept.— 1  boae 
wag.,  4  hoae  reels,  1  hrs.;  hose,  cot.,  rub.  lined, 
gd.,  1,500  ft;  rub.,  gd.,  1,000  ft.;  tot  boae, 
2,500  ft.;  f.  al.,  teip.,  bell  ft  wh.;  Tal.  equip., 
$1,500;  TaL  bldgs.,  $500;  exp.  dept,  $2,000;  tot 
mem.,  16  toI. 

Water  Supply — Src.,  wella,  850  yda.  bua.  cent; 
aya.,  pump  to  rea.  ft  dir.;  rea.  cap.,  75,000  gala.; 
prea.,  dom.  40  Iba.,  f.  125  Iba.;  pump.  eng..  cap. 
day  300,000  gala.;  maina,  a  i.,  4  m.;  22  double 
ft  13  alngle  hyd.;  met,  45;  805  aerr.;  coat,  $60,- 
000;  coat  mtce.,  $5,000. 

FORT  SMITH,  p.  23,975;  mere,  bldga.,  atn.  ft 
bk.,  1  to  8  ator.;  iviT.,  bk.  ft  wd.,  1  to  8  ator.;  wd. 
rfs.  not  perm,  in  f.  area;  fwka.  ft  combt  ord.; 
oauaea  of  f.  inT.  F.  dept.-^2  atr.,  12  c  hand  ex., 
3  comb,  boae  ft  c.  wag.,  2  hose  wag.,  1  chief  a  auto, 
1  h.  ft  1.  trk.,  1  supply  wag.,  17  fare.;  hoae,  11,054 
ft,  1,150  ft  in  reeerve;  f.  aL,  telp.;  TaL  equip., 
$13,000;  Tal.  bldga.,  $80,000;  tot  mem.,  28,  pd. 
full  tUne. 

Water  Supply — Src,  riTcr,  1%  m.  bus.  cent;  ay«., 
graT.,  pump  to  rea.  ft  dir.;  atdp.  cap.,  600,000 
gala.,  dim.  80  z  100;  mat,  iron;  rea.  cap.,  14,000,- 
000  gala.,  loc  135  ft.  aboTe  low  water,  aouth  of 
city;  2  pump,  eng.,  class,  low  serv.;  cap.  day,  10,000,- 

000  gals.;  maina,  c  L,  50%  m.,  4  to  20  in.  dia.; 
336  hyxl.:  381  t.;  met,  1,200;  3,037  aerT.;  pipe, 
galT.  i.  dt  lead;  pres.,  dom.  46  Hw.,  f.  120  Iba.; 
cons,    day,   2,631,000   gals.;  wks.   owned  by   Co. 

QRAVETT,  p.  560.     F.  dept— Not  repwted. 

Watar  Supply — Src,  deep  well,  H  m.  bua.  cent.; 
v.,  pnmptoatdp.;  atdp.  cap.,  50,000  gala.;  maina, 
e   i.;  ca«t.  $15,000;  wka.  owned  by  dty. 

HAMBURG,  p.  3,000.  F.  dept — 2  hoae  carta, 
1,000  ft.  hoae;  Tal.  equipt.,  $1,400;  tot  mem.,  80 

Tol. 

Water  Supply — Src,  not  reported. 

HARRISON,  p.  1,602;  f.  area,  10  a.;  mere 
bldgs.,  wd.,  bk.  ft  atn.,  1  ft  2  ator.;  priT.,  wd.,  bk. 
ft  stn.,  1  ft  2  stor.;  wd.  rfa.  not  perm,  in  f.  area; 
fwka.  ft  combt  ord.;  causea  of  f.  inT.     F.  dept. — 

1  c.  eng.,  2  hose  carts,  1,000  ft  hose;  f.  aL,  wh. 
Water    Supply — Src,   apr.,   2   blocka  bua.   cent; 

aya..  pump  to  rea.  ft  atdp.;  stdp.  cap.,  26,000  nla.; 
3  pump,  eng.,  cap.  day,  50,000  gala.;  mains,  7%  m. 
S  to  4  in.  dia.;  260  aerr.;  prea.,  50  to  160  Iba.; 
coat,  $6,000;  wka.  owned  by  Electric  Light  ft  Ice 
Co. 

HELENA,  p.  8,772;  mere  bldgs.,  bk..  iron,  atn, 
cone,  ft  wd.,  2  to  6  stor.;  priT.,  bk.,  wd.  ft  cone; 
wd.  rfa.  not  perm.;  fwks.  ft  combt.  ord.;  causes  of 
f.  inT.  F.  dept — 1  atr.,  2  c.  hand  ex.,  1  h.  ft  L  trk., 
1  hoae  wag.,  1  hose  reel,  4  hrs.;  hoae,  cot,  rub. 
lined,  gd.,  1,250  ft.;  f.  aL,  bell  ft  elec,  125  bx.; 
TaL  equip.,  810,000;  Tal.  bldga.,  $18,500;  tot 
mem.   9,  pd.  full  time;  undra.  rating,  aecond  daas. 

Water  supply — Src,  arteaian  wella,  5  blocka  bua. 
cent;  ayv.,  pump  to  rea.  ft  dir.;  rea.  cap.,  1,000,000 
gala.:  m^irm,  c  L;  109  hyd.;  met,  775;  2.200 
■CTT.;  prea.,  dom.  60  to  70  Iba..  f.  90  to  180  Iba.; 
cona.  day,  2,000,000  gala.;  wka.  owned  by  priT. 
party. 

HOPE,  p.  3,639.  F.  dept — 1  comb.  c.  ft  hoae 
wag,   2   G,  hand  ex.,  1  h.  ft  L  trk.,  1  hoae  wag.,  1 


hose  reel;  hoae.  cot,  rub.  lined,  gd.,  1,800  ft; 
rub.,  .gd.,  150  ft;  tot  hose,  1,950  ft;  f.  al.,  tdp. 
ft  wh.;  Tal.  equip.,  $5,000;  TaL  bldga..  $8,000; 
exp.  dept,  $2,000;  tot  mem.,  10;  pd.  full  time  8, 
pd.  part  time,  7;  undrs.  rating,  foiuth  daaa. 

Water  Supply — ^Src,  wella;  4ya.,  pump  to  rea.: 
rea.  cap.,  235,000  gala.;  met,  400;  cona.  capita,  80 
gala.;  coat.  $60,000;  coat  mtce.,  $7,000;  wka. 
owned  by  town. 

HOT  SPRINGS,  p.  14,434;  mere  bldga.,  ato.  ft 
bk.,  2  to  4  atr.;  priT.,  bk.  ft  wd.,  2  str.;  wd.  rfa. 
not  perm,  in  f.  area;  oombt.  ord.;  oauaea  of  f.  inT. 
F.  dept — 1  auto.  comb,  c  ft  h.  wag.,  2  str.,  1  comb, 
c  ft  hose  wag..  8  e  hand  ex.,  3  hoae  wag.,  1  chief  a 
wag.,  7  hra.;  hose,  cot,  rub.  lined,  gd.,  8.040  ft; 
in  reserre,  1,160  ft;  f.  al.,  beH,  28  bx.;  TaL  bldgs., 
$12,000;  exp.  dept,  $10,720;  tot  mem.,  17,  pd. 
full  time. 

Water  Supply — Src,  apr.  ft  creek.  1%  m.  bua. 
cent;  sya.,  pump  to  rea.;  rea.  cap.,  500.000  gals.; 
4  pump,  eng.;  cap.  day.  8,500,000  gala.;  maina, 
c.  <.,  16 )&  m.,  4  to  12  in.  dia.;  188  hyd.:  101  t.; 
2,400  aerT.;  prea.,  dom.  110  Iba.,  f.  120  Iba.;  coat, 
$850,000;  coat  mtce.,  $6,000;  wks.  owned  by  Co. 

JONESBORO,  p.  7,123;  f.  area,  640  a.;  mere, 
bldga.,  bk.,  2  to  8  ator.;  priT.,  wd.,  8  ator.;  fwka. 
ft  combt  ord.;  cauaea  of  f.  inT.  F*  dept*— 1  h.  ft  L 
trk.,  1  hose  wag.,  2  hra.;  hoae,  cot,  rub.  lined,  gd., 
1,500  ft;  inf.,  800  ft;  tot.  boae,  2,800  ft:  f.  aL, 


wh.  ft  telp.;  TaL  equip.,  $1,500;  exp.. dept,  $1,200; 

tot.  mem.  12,  pd.  full 

lag,  third  daaa. 


tot.  mem.  12,  pd.  full  time  1,  toL  11;  ondxa.  Ia^ 


Water  Supply — Src,  deep  wella,  ^,  w.  bua.  cent.: 
aya.,  pump  to  maina  ft  atdp.;  atdp.  cap.,  100,000 
gala.,  dim.  12  x  100;  mat,  atL;  rea.  cap.,  850,000 

5ala.,  loc  at  plant;  3  pump,  eng.,  daaa  oomp.,  cap. 
ay  4,000,000  gala.;  maina,  c  ft  galT.  L,  6  m.; 
101  hyd.;  met,  75;  1,800  aenr.;  pipe,  galT.  L; 
prea.,  dom.  65  Iba.,  f.  90  to  100  Iba.;  cona.  day, 
950,000  gala.;  coat  for  water  ft  light  combined, 
$186,000;  wka.  owned  by  city. 

LITTLE  ROCK,  p.  45,941;  mere  bldga.,  cone, 
atn.  ft  bk.,  1  to  11  ator.;  priT.,  atn.,  bk.  ft  wd.,  1  ft 
8  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft  combt 
ord.;  oauses  of  f.  inT.  F.  dept — 1  auto.  comb,  c  ft 
h.  wag.,  2  auto.  comb,  hoae  ft  pump,  eng.,  2  atm. 
eng.,  1  in  reserTe,  1  diief*s  auto,  2  auto,  emergency 
can.,  19  c  hand  ex.,  1  aer.  trk.,  tractor  drawn,  1  h. 
ft  1.  trk^  1  in  reaenre,  1  comb,  hose  wag.,  8  hoae 
wag.,  12  hra.;  hose  cot.  rub.  lined,  go.,  11,500 
ft;  f.  aL,  Oamewell,  39  bx.;  tbI.  equip.,  $96,882; 
TaL  bldgs.,  $81,319:  exp.  dept,  $188,947;  tot 
mem.,  49,  pd.  full  time. 

Water  Supply — Src,  riTcr,  1%  m.  bua.  cent;  aya., 
pump  to  rea.  ft  dir.:  atdp.  cap.,  800,000  gala.,  dim. 
20  X  125;  mat,  boiler  L;  rea.  cap.,  13,000.000 
gala.;  6  pump,  eng.,  claaa  comp.,  cap.  day  14,000,- 
000  gala.;  maina,  c  L,  76  m.,  4  to  24  in.  dia.;  499 
hyd.;  7.110  aenr.;  432  t.;  met,  8,520;  pipe,  galT.  L 
ft  lead;  prea.,  dom.  1  to  90  Iba.;  wka.  owned  by  Co. 

LONOKE,  p.  1,547.  F.  dept.— None  Undra. 
rating,  fourth  daaa. 

Water  Supply — Src,  well;  aya.,  pump  to  atdp.; 
atdp.  cap.,  15,000  gala.;  new  atdp.  cap.,  500  bbla.; 
maina,  IH  m.;  300  aerv.;  coat  $4,500;  coat  mtce., 
$500. 

MARIANNA,  p.  4,310;  f.  area,  60  a.;  mere  bldga., 
bk.,  1  to  3  ator.;  priT.,  wd.,  1  ft  2  ator.;  wd.  rfa. 
perm,  in  f.  area;  fwka.  ft  combt  ord.;  cauaea  of  f. 
inT.  F.  dept — 1  h.  ft  L  trk..  21  e  hand  ex.,  1 
hoae  wag.,  5  hoae  car.,  21  hra.;  hoae,  cot.,  rub. 
lined,  gd.,  1.200  ft;  f.  aL,  bell;  Tal.  bldga.,  $1,500; 
tot.  mem.,  16  toL 

Water  Supply — Src.  wella;  aya.,  pump  to  r«.  ft 
atdp.;  rea.,  96,000  gala,  cap.;  2  pumpa,  cap.  650,- 
000  gala,  day;  prea.,  dom.  60  Iba.,  f.  100  Iba.;  2H 
m.,  4  to  8  in.  maina;  65  hyd.;  atdp.  cap.,  105,000 
gala.;  met,  5;  prea.,  f.  200  Iba.;  cona.  day,  20,000 
gala.;  wka.  owned  by  town. 

MENA,  p.  8,953.  F.  dept — 1  h.  ft  L  trk.,  2  hoae 
carta  ft  600  ft.  2^ -in.  hoae;  loweat  prea.,  75  Iba.; 
higheat,  112  Iba.;  tot  mem.,  20  toL 

Water  Supply — Src,  apr.  ft  wells;  sys.,  graT.; 
stdp.  cap..  176,000  gals.;  dim.  24  x  64;  mat,  boiler; 
i.;  res.  cap.,  183,000  gals.;  dally  cone.,  80,000 
gala.;  mains,  c.  L,  8  m.,  4  to  12  in.  dia.;  62  hyd.; 
15  v.;  met,  112;  prrea.,  dom.  110  lbs.,  f.  110 lbs.; 
cost  $50,000;  cost  mtce.,  $360;  wks.  owned  by 
dty. 

MONTICELLO,  p.  2,274.  F.  dept— 1  hoae  cart; 
hoae,  gd.,  1,600  ft;  tot  mem.,  18  toL;  undra.  nt^ 
ing,  third  claaa. 
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Water  Supply — Src,  well,  ^  m.  bin.  cent.;  m., 
pump  to  ret.  k  dir.;  res.  cap.,  100»000  gals.; 
mains,  5  m.,  4  to  8  in.  dia.;  80  hyd.;  met,  70; 
876  serv.;  pres.,  f.  120  lbs.;  cost,  $80,000;  cost 
mtce.,  $5,000. 

MORRILTON,  p.  2,424;  f.  area,  1  sq.  m.  F. 
dept. — 1  b.  ft  1.  trk.,  2  bose  carts;  val.  equip., 
$1,000. 

Water  Supply — Src,  rlTer,  creek  Ae  spr.;  oost, 
$60,000. 

NEWPORT,  p.  8,657;  f.  area,  500  a.;  mere, 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept.— 1  bose  wag.,  1  bose  car., 
2  brs.;  bose,  cot.,  rub.  lined,  gd.,  2,000  ft.:  f.  aL, 
bell  ft  wb.;  val.  equip.,  $1,600;  val.  bldgs.,  $4,000; 
ezp.  dept.,  $4,000;  tot  mem.,  10  vol. 

Water  supply — Src.,  river.  ^  m.  bus.  cent.;  b^s., 
pump,  to  stdp.;  stdp.  cap.,  70,000  gals.,  dim.  24  z 
20,  loc.  3,000  ft.  station,  mat  stl.;  2  pump, 
eng.,  cap.  da}*,  2,260,000  gak.;  mains,  c.  i.,  7  44 
m.,  4  to  8  in.  dia.;  76  nyd.;  41  v.;  met,  40; 
800  serv.;  pipe,  galv.  i.;  pres.,  dom.  60  lbs.,  f. 
75  to  00  lbs.;  cons,  day,  500,000  gals.;  cost,  $90,- 
000;  wks.  owned  by  Ck>. 

OSCEOLA,  p.  1,769.  F.  dept — 2  bose  carts, 
1,000  ft.  bose:  vol. 

Water  Supply-— Well,  ^  m.  bus.  cent;  sys.,  pump 
to  stdp.;  stdp.  cap.,  50,000  gals.;  2  pump,  eng., 
cap.  day  504,000  gals. 

PAf)A€K>ULD,  p.  <6,248;  mere,  bldgs.,  bk.,  8  stor.; 
priv.,  wd.,  1  stor.;  wd.  rfs.  not  perm.;  fwks.  ft 
combt.  ord.;  causes  of  f.  iuT.  F.  dept — 1  comb, 
bose  wag.;  bose,  cot,  rub.  lined,  gd.,  1,200  ft; 
▼al.  equip.,  $700:  r*L  bldgs.,  $300;  tot  mem.,  11, 
▼oL  10,  pd.  full  time  1;  undrs.  rating,  tbird  class. 

Watsr  Supply— Src,  wells,  %  m.  dus.  cent;  aya., 
pump  to  res.;  res.  cap.,  190,000  gals.,  loc.  pump 
station;  2  pump,  eng.,  cap.  day  750.000  gals.; 
mains,  c.  1.,  8  m.,  4  to  10  in.  dia.:  61  nyd.;  1,042 
serv.;  pipe,  c.  i.;  pres.,  dom.  68  lbs.,  f.  100  lbs.; 
cons,  day,  150,000  gals.;  cost,  $28,000;  cost  mtce., 
$8,400;  wks.  owned  br  dty. 

PARIS,  p.  1,497.  F.  dept. — fa.  ft  L,  backets,  S 
bose  car.;  vol. 

PINE  BLUFF,  p.  15,102;  f.  area,  400  a.;  mere, 
bldgs..  bk.,  1  to  5  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  im*.  F.  dept — ^1  chiefs  auto,  1  b. 
ft  1.  trk..  6  c.  hand  ex.,  3  hose  wag.,  1  supply  wag., 
9  hnk;  nose,  cot,  rub.  lined,  gd.,  5,100  ft;  f.  al., 
telp.;  val.  equip.,  $9,000;  val.  bldgs.,  $10,000; 
ezp.  dept,  $7,000;  tot.  mem.,  15,  pd.  full  time. 

Water  Supply — Src.,  deep  wells,  %  m.  bus.  cent; 
res.  cap.,  8,000,000  gals.;  sy*.,  pump  dir.  to  mains; 
2  pump.  eng..  class  triple  expansion  dup.,  cap.  day 
8,000.000  gals.;  mains,  89  m.,  4  to  20  in.  dia.; 
812  hyd.;   289  v.;  met,  2,249;  serv.,  2,249;  pipe, 

falv.  i.;  pres.,  dom.  50  lbs.,  f.  lOO  lbs.;  cone,  day, 
,160,000  gals.;  cost,  $450,000;  wks.  owned  by  Co. 

PRESCOTT,  p.  2,705;  mere  bldgs.,  bk.  ft  wd.,  1 
ft  2  stor.;  priv.,  wd.,  1  stor.;  wd.  rfs.  not  perm.; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2 
bose  car.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft.;  inf., 
800  ft.;  tot  hose,  1,800  ft.;  f.  al.,  wh.;  tot  mem., 
12  vol.;  undrs.  rating,  third  class. 

Watsr  Supply — Src.,  wells,  hi  m.  bus.  cent;  sys., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  85,000  gals.;  res. 
cap.,  40,000  gals.;  1  pump,  eng.,  class  comp. 
dup.,  cap.  day,  60,000  gals.;  mains,  c.  i.,  4  m., 
4  to  8  in.  dia.;  275  serv.;  16  hyd.;  48  met;  pres. 
dom.  40  lbs.,  f.  110  lbs.;  cons,  day  256,000  gals.; 
cost,  $25,000;  cost  mtce.,  $3,600;  wks.  owned  by 
Tjity. 

ROGERS,  Benton  county,  p.  2,820;  mere,  bldgs., 
bk.  ft  stn.,  2  stor.;  priv.,  wd.  ft  bk.,  1  ft  2  stor.;  wd. 
rfs.  not  perm. ;  fwks.  ft  combt.  ord. :  causes  of  f .  inv. 
F.  dept. — 2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  600 
ft;  Inf.,  500  ft;  tot  hose,  1,100  ft;  f.  al..  bell; 
val.  equip.,  $1,000;  val.  bldgs.,  $1,000;  tot  mem., 
20  vol. 

Water  Supply — Src.,  spr.,  8,000  ft.  bus.  cent; 
stdp.  cap.,  75,000  gals.;  mat,  stl.;  8  pump,  eng.; 
class,  comp.;  cap.  day  1,860,000  gals.;  mains,  c.  i., 
20  m.,  4  to  8  in.  dia.;  wks.  owned  by  priv.  Co. 

RUSSELLVILLE,  p.  2.986;  f.  area,  40  a.;  mere 
bldgs.,  bk.,  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
not  perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept. — 2  h.  ft  1.  trk.,  1  aer.  trk.,  1  hose  wag., 
2  hrs.;  bose,  rub.  lined,  gd.,  1,450  ft.;  vol. 

Water  Supply — Src,  running  strm.,  4  1-8  m.  bus. 
cent;  sys.,  grav.;  res.  cap..  665,000  gals.;  2  pump, 
eng.,  comb.  cap.  day  1,000,000  gals.;  mains,  c  i., 


12  m.  6  to  8  in.  dia.;  42  hyd.:  26  v.;  200  met; 
pipe,  c  i.;  pres.,  dom.  ft  f.  70  lbs.;  cons,  day,  800 

000  gals.;  cost  $80,000;  cost  mtce,  $1,200;  wks. 
owned  by  priv.   Co. 

SILOAM  SPRINGS,  p.  2,405;  f.  area,  800  a.; 
mere,  bldgs.,  bk.  ft  stn.,   1  to  4   stor.;  priv.,  wd, 

1  ft  2  stor.;  wd.  riis.  not  perm,  in  f.  area;  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft 
1.  trk.,  3  hose  reels.;  hose,  cot,  rub.  lined,  gd., 
1,900  ft;  rub.,  gd.,  100  ft;  tot  hose,  2,000  ft; 
f.  al.,  bell  ft  wh.;  val.  equip.,  $2,200;  exp.  dept, 
$200;  tot   mem.,  22,  vol. 

Watsr  Supply— Src,  spr.,  1  m.  bus.  cent;  m., 
grav.;  stdp.  cap.  120,000  gala.,  mat  iron;  res.  foe. 
m  city;  1  pump,  cap.  1,080,000  g^ls.  day;  1 
pump,  eng.,  class  dup.,  cap.  day  720,000  sals.; 
mains,  c.  i.,  1  m.,  6  in.,  4  in.  ft  2  in.  dia.;  40  hyd.; 
60  v.;  met.  10;  350  serv.;  pipe,  csst  L;  3  m.,  8  in., 
6  in.  ft  4  in.;  pres.,  dom.  50  lbs.,  f.  50  lbs.;  con. 
day,  280,000  gals.*  cost  $50,000;  cost  mtce., 
$7,500;  wks.  owned  by  city. 

SPRINQOALE,   p.    2,000.      F.    dept — 1    c   eng. 

2  tanks,  800  ft  hose:  ladders,  poles  and  extra 
cart;  val.  equip.,  $1,000;  exp.  dept,  $100;  tot 
mem.,   20   vol.,   undrs.  rating,   fourui  class. 

Water  Supply — Src,  wells. 

STAMPS,  p.  2,500;  f.  area,  160  a.  F.  dept— S 
hand  bose  reels,  2,400  ft  hose;  vdL;  vaL  eqoipi, 
$1,000. 

Water  Supply — Src,  res.,  1  m.  bus.  cent;  lys., 
pump.;  6  pump,  eng.;  cap.  day  2.000,000  gals.; 
200  byd.;  pres.,  dom.  80  lbs.,  f.  110  to  ISO  lbs.; 
wks.  owned  by  priv.  Co. 

STUTTGART,  p.  2.740.  F.  dept — 1  c.  eng.,  S 
hose  carts,  buckets,  ladders  ft  axes;  bose,  cot.  rob. 
lined,  gd.,  1,700  ft;  f.  al.,  telp.;  tot  mem.,  20  voL 

Watar  Supply — Src,  wells,  near  bua.  cent;  50,* 
000-gal.  cone  rea.;  ays.,  pump  to  stdp.;  stdp.  cap., 
20,000  gale;  2  pump,  eng.,  dass  cyL  dup.,  cap.  daj, 
280,000  gals.;  maina,  e  L,  8  m.,  6  in.  dia.;  SO  byd.; 
20  v.;  pres.,  dom.  40  Ibe,  f.  140  Ibe;  coat,  $28,- 
000;  cost  mtce,  $4,200;  wke  owned  by  Co. 

TEXARKANA,  p.  5,655.  F.  dept — 1  str.,  2  aute 
triple  comb,  bose  car.,  ladder  ft  pump,  eag.,  1  comb, 
b.  ft  1.  trk.  ft  e  eng.,  1  comb,  hose  car.  ft  lad* 
der  wag.,  2  auto.  comb,  hose  car.  ft  1.  trks.,  1 
hose  wag.,  2  deluge  sets,  1  diiefs  car  with  a,  2  fan^ ; 
hose,  cot,  rub.  lined,  gd.,  8,600  ft;  f.  aL  sys.. 
Gamewell,  48  bx.;  tot  mem.  62,  pd.  full  time  19, 
vol.   43;  undrs.  rating,  second  dsss. 

Watar  Supply — Src,  daep  well  ft  spr.,  sye,  pump 
to  stdp.,   cap.   260,000  gale;  res.   cap.,   8,000,000 

Sale;  2  pump,  eng.,  cum  dup.  ft  tnp.  exp.,  cap. 
ay  4,000,000  gale;  mains,  c  L,  80  m.,  4  to  It 
in.  dia.;  2,071  met;  2,071  serv.;  187  v.;  74  hyd.; 
pres.,  dom.  40  lbs.,  f.  70  Ibe;  wke  owned  by  Ce 
VAN  BUREN,  p.  8,878;  f.  area,  650  e;  mere 
bldgs.,  bk.  ft  wd.,  1  tO  8  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm.;  fwke  ft  combt  ord.;  causes 
of  f.  not  inv.  F.  dept — 1  h.  ft  L  trk.,  2  hose  car.,  1 
2-hre  comb,  wag.,  2  hand  hose  reels;  hoae,  new,  eot„ 
1,000  ft;  rub.,  gd.,  800  ft;  tot  nose,  1,800  ft; 
f.  al.,  bell;  val.  equip.,  $2,250;  val.  bldge,  $1,500; 
exp.  dept,  $1,200;  tot  mem.,  60  vol.;  imdre  rating, 
third  class. 

Water  Supply — Src,  creek,  8  m.  bue  cent;  sye. 

Sump  to  res.;  2  pump,  eng.,  daaa  comp.  dup.,  csp. 
ay  1,500,000  gals.;  mains,  e  L,  9  m.,  4  to  8  ia. 
dia.;  44  hyd.;  11  v.;  meters,  20;  550  serr.;  pipe, 
galv.  i.  ft  lead;  pres..  dom.  107  Ibe,  f.  107  Ibe; 
cons,  day,  500,000  gale;  cost  $55,000;  wke  owned 
by  Co. 

WALNUT  RIDQE,  p.  1,798;  f.  area,  25  e;  mere 
bldgs.,  bk.,  1  ft  2  stor.;  priv.  dwellings,  wd.,  1  ft  t 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  nvfce  ft  eosdic. 
ord.;  causes  of  f.  uv.  F.  dept. — 1  comb,  e  Jk  k. 
wag.;  f.  al.,  bell;  val.  equip.,  $1,500;  vaL  bldga., 
$7o. 

Watar  Supply— Src,  waterwrke,  a  few  priv.  taake 

WYNNE,  p  2,858.  F.  dept — 8  hose  car.,1  h.  ft  L 
trk.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft;  tot 
mem.,  18  voL;  undrs.  rating,  fourth  dase 

Water  Supply — Src,  wells;  sys.,  pump  to  s^  ft 
dir.;  stdp.  cap.,  85,000  gals,  day;  mains,  4  ie,  6 
in.  ft  8  in.;  pree,  dom.  40  Ibe,  f.  100  Ibe;  cost 
$21,000;  cost  mtce,  $8,000;  wke  owned  by  to«iv 

Places  of  1,000  or  more  popnlati<m  baviof  po 
organised  fire  dept — Atkins,  Blackrock,  BooocnUe 
Clarendon,  Commg,  Cotton  Plant,  Gurdon,  J*^ 
tion,  Lonoke,  Magnolia,  Malvern,  Mammoth  Spriof** 
Morrillton,  Nashville,  Searcy. 

Places  of  1.000  or  more  population  not  reported. 
— Benton,  Coal  HilL 
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ALAMEDA,  p.  24.000;  f.  area,  8.274  a.;  mera 
bl6g».,  bt  Jc  wd..  1  A  2  itor.;  priv.,  wd.,  2  to  4 
•tor.;  wd.  rf«.  not  perm,  in  f.  limits;  combt.  ora.; 
causes  of  f.  inv.  F.  dept. — 1  auto,  atr.,  1  atr., 
8  c.  hand  ex.,  1  h.  A  1.  trk,.  8  hose  wa«..  2 
comb,  c  ft  h.  wa».,  1  c.  eng..  18  hra.;  hoae, 
cot.  rub.  lined,  gd.,  8,100  ft.;  f.  al.,  elec.,  60 
bx.;  vaL  equip.,  $40,000;  ^-al.  bldga.,  $85,000; 
exp.  dept..  $42,498;  tot.  mem.,  60,  pd.  full  time 
24.  vol.  SO. 

Water  Supply — Src.,  wells,  28  m.  bus.  cent.; 
vys.,  pump  to  stdp.  ft  direct  to  maina;  res.  cap.. 
250,000  gals.;  5  pump.  eng..  class  horizontal  comp. 
dap.,  cap.  day  19,000.000  gals.;  mains,  c.  I.,  70 
m.,  4,  «,  8,  10,  12  ft  26  in.  dla.;  267  hyd.; 
met..  4.788;  4,788  serv.;  184  t.;  pipe,  wrt.  ft  galv. 
i;  pres..  dom.  50  lbs.;  cons.,  day,  1,600,000  gaU.; 
cost,  $688,000;  cost  mtce.,  $28,000;  wka.  owned 
by  Co. 

ALHAMBRA,  p.  5,021;  f.  area,  9  aq.  m.;  mere, 
bldgs..  bk.  ft  wd.,  1  to  8  stor.;  prlv.,  bk.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  srea;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  auto, 
str.,  2  auto.  comb.  c.  ft  h.  wag.,  4  c.  hand  ex..  1 
h.  ft  1.  trk.;  hose,  rub.,  gd..  2,600  ft.;  f.  al.. 
Gamewell,  18  bx.;  val.  equip.,  $25,000;  val.  bldgs., 
$8,000;  tot.  mem.,  40,  pd.  full  time  4,  pd.  part 
time  86;  $2  per  call;  chief  receives  $8  per  call; 
imdrs.  rating,  third  class. 

Water  Supply — Src.  wells,  8  m.  bus.  cent.;  sys., 
grav.;  res.  cap..  10,000.000  gals.;  10  pump,  eng., 
class  compressed  air  and  centr.'f.;  mains,  mat.. 
stl.  ft  c.  i.,  100  m..  4  to  14  in.  dia.;  met.,  2.000; 
150  hyd.;  pres.,  dom.  16  to  100  lbs.,  f.  20  to 
100  lbs. 

AMADOR,  p.  984;  f.  area,  260  a.;  mere,  bldgs., 
«tn.,  2  stor.;  priv.,  wd.,  1  ft  2  «tor.;  wd.  rfs.  perm, 
in  f.  area;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  c.  eng.,  40  c.  hand  ex.,  6  hose  reels; 
hose,  cot.,  rub.  lined,  gd.,  800  ft;  inf.,  400  ft; 
tot  hose.  1,200  ft;  f.  al.,  bell,  ft  wh.;  val.  equip., 
$2,000:  val.  bldgs-,  $200;  tot  mem.,  30  vol. 

Water  Supply — Src.  lake  ft  riv.;  sys.,  grav.; 
res.  cap.,  500,000  gals.;  mains,  8  m.,  8  to  10  in. 
dia.;  60  hyd.;  0  v.;  50  serv.;  pres.,  f.  112  lbs.; 
works   owned   by   Sutter  ft  Amador  Water   Co. 

ANAHEIM,    p.    2,628.      F.    dept.—l    hand    eng., 

1  h.  ft  1.  trk.,  8  hose  car.;  hose,  cot,  rub.  lined, 
gd.,  500  ft.;  inf.,  800  ft;  tot  hose,  1,800  ft;  f. 
al.    wh. 

Water  Supply — Src,  wells,  2  blocks  bus.  cent; 
sys..  pump  to  stdp.;  stdp.  cap..  186.000  gals.;  2 
pump,  eng.,  cap.  day  1,162,000  gals.;  mams,  6 
m.,  2  to  6  in.  dia.;  24  hyd.;  met,  80;  pres.,  dom. 
25  lbs.,  f.  160  lbs.;  cost.  $25,000;  wks.  owned  by 
•city. 

ANDERSON,  p.  1,610;  f.  area,  60  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  ft 

2  stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt.  ord. 
F.  dept. — 2  hose  car.,  buckets,  axes,  ladders  ft 
hooks;  hose,  cot.,  rub.  lined,  gd.,  860  ft;  rub., 
gd.,  260  ft;  tot  hose,  600  ft;  f.  al.  bell;  val. 
equip.,   $246.85;  tol.  mem..   21   vol. 

Water  Supply — Src,  well,  80  m.  bus.  cent; 
sys..  gmv.;  res.  cap.,  500,000  gals.;  2  pumpa, 
cap.  600  gals,  min.;  mains  1%  m.,  6  In.  dia.; 
400  hyd.;  185  serv.;  pres.,  f.  66  lbs.:  cost,  $22,- 
aoO;  cost  mtce..  $900;  wks.  owned  by  Anderson 
Water  Co. 

ANGELS,  p.  8,000.  F.  dept — 2  hose  carts, 
600   ft.   hose;  vol. 

Water  Supply — Src,  wells.  1  m.  bus.  cent; 
sys.,  grav.;  res.  cap.,  160,000  gals.;  mains.  6  to 
8  in.  dia.;  pres.,  dom.  76  lbs.,  f.  186  lbs. 

ANTIOCH,  p.  1,124.  F.  dept.— 8  c  hand  ex., 
8  hose  car.;  1,200  ft.  gd.  hoae;  f.  a.,  bell;  tot 
mem..   70    vol. 

Water  Supply — Src,  riv.;  stdp.  cap..  100,000 
gals.;   1  pump,  eng.,  class  dup.,  cap.  day  1,800,000 

«alr.;   mains,  6,   4,  8,   2   in.   dia.;  pres.,  dom.   46 
>s. 
ARCATA,  p.  1,121;  f.  area,  640  a.;  mere,  bldgs., 
wd.,    1    &    2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs. 
■not  perm.;  no  fwks.  ft  combt.  ord.     F.  dept. — 1  h. 
M  I.    trk.,   2  c  hand  ex.,   8  hose  car.;  hose,   cot, 


mb.  lined,  gd..  2,600  ft;  Inf..  800  ft;  tot  hose. 
2.900  ft;  f.  al..  Gamewell,  7  bx..  bell  al.;  val. 
equip..  $4,000:  exp.  dept.  $250;  tot.  mem..  66 
vol.;   undrs.   rating.    6rst   class. 

Water  Supply—Src.  spr.;  sys..  grav.;  rea.  cap., 
No.  1,  700.000  gals..  No.  2,  800,000  gals.;  mains, 
6  m.,  8  to  7  in.  dia.;  26  hyd.;  pres..  f.  110  lbs.: 
cost,   $18,000. 

ARROYO-QRANDE,  p.  1.200.  F.  dept— 1  band 
b.  ft  1.  cart,  2  hand  hose  carts;  900  ft  gd.  hose; 
f.  al.,  bell  ft  wh. 

Water  Supply — Src,  creek;  2  stdps..  cap..  20.- 
000  gals.;  res.  cap..  60,000  gals.;  2  pump.  eng.. 
cap.  day  4,000  ft  9,000  gals.;  mains.  4  in.  dia.; 
10  hyd.;  15,000-gal.  water  tower;  pres.,  dom. 
26  lbs.,   f.    86   lbs. 

AUBURN,  p.  2,876;  f.  area,  700  a.;  mere  bldgs.. 
wd.  ft  bk.,  1  ft  8  stor.;  priv.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rf«.  perm.;  combt  ord..;  causes  of  f. 
inv.  F.  dept. — 1  hand  c  eng..  1  h.  ft  1.  trk..  8  hose 
wag.;   hoae,    cot.   rub.    lined,   gd.,    2,500   ft.;   nib., 

?d.,  200  ft;  tot  hose,  2,700  ft;  val.  equip., 
3.500;  val.  bldgA.,  $2,600;  tot.  mem..  90  vol. 
Water  Supply — Src.  res..  %  m.  bus.  cent;  sys.. 
grav.;  res.  cap.,  1.000.000  gals.;  mains,  9.2  m., 
2 V^  to  16  in.  dia.;  69  hvd;  15  v.;  490  serv.;  pres.. 
dom.  ft  f.,  80  to  1)25  lbs.;  wks.  owned  by  Pacific 
Oas  ft   Electric  Co. 

AZUSA,  p.  1,477.  F.  dept. — 1  comb.  h.  ft 
c  eng.,  1  hand  hoae  car.;  f.  al.,  bell;  tot  mem., 
16  vol. 

Water  Supply — Src.  riv.;  2  res.,  cap.  276,000 
gals.;  mains,  4  ft  2  in.  dia.;  20  hyd.;  pres.,  dom. 
26   lbs. 

BADEN,  p.  2.000.  F.  dept. — 2  hose  car.;  hose, 
gd.,  800  ft;  tot  mem.,   16  vol. 

Water  Supply — Src,  wells;  stdp.  cap..  1,000,000 
gals.;  res.  cap.,  1,500,000  gals.;  1  pump,  eng., 
class  centrif.,  cap.  day  2,000,000  gals;   72  hyd. 

BAKERSFIELD,  p.  12,727;  f.  area,  40  blocks; 
mere  bldgs.,  bk.,  1  to  4  stor.;  priv.,  wd.,  1  to  8 
stor.;  wd.  rfs.  not  perm.;  fwks  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 4  str..  1  c  eng.,  1 
auto,  c,  chief's  car,  12  c  hand  ex..  8  hose 
wag.,  1  comb.  h.  ft  1.  trk.,  8  hrs.;  hose,  cot,  rub. 
lined,  gd.,  3,000  ft;  inf.,  200  ft.;  tot  hose.  8,200 
ft;  f.  al..  elec.  25  bx.;  val.  equip.,  $25,000; 
val.  bldgs.,  $14,000;  tot.  mem.,  84,  paid  full  time 
8,  part  time  1,  remainder  vol. 

Water  Supply — Src,  wella  in  bua.  cent;  sys., 
pump  dir.;  7  pump,  stations,  each  equipped  with 
centrif.  pump.  cap.  860,000  gala,  day;  mains.  14 
m..  1  to  18  in.  dia.;  87  hydj  1,200  serv.;  pres.. 
dom.  80  lbs.,  f.  40  lbs.;  cost  $120,000:  coat 
mtce.,  $6,600;  wks.  owned  by  Elec  Water  Co. 

BENICIA,  p.  2,860;  f.  area.  10  a.;  mere  bldgs., 
bk.  ft  wd.,  1  and  2  stor.;  pnv.,  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept. — 2  hand  eng.,  50  c  hand  ex., 
1  aer.  trk.,  2  h.  ft  L  tries.,  4  hose  car.;  hose, 
cot,  rub.  lined,  gd.,  2,460  ft;  rub.,  gd.,  800  ft; 
inf.,  250  ft;  tot  hose.  3,500  ft;  f.  al.,  elec,  10 
bx.;  val.  equip.,  $1,000;  vaL  bldgs.,  $6,000;  tot 
mem.,  164  vol. 

Water  Supply — Src.  creeks  ft  watershed,  6  m. 
bus.  cent;  ays.,  grav.  ft  pump  to  res.;  res.  cap.. 
650,000,000  gals.;  2  pump.  eng..  cap.  day  1.- 
760,000  gals.;  mains,  c  L,  7  m.,  6  to  16  in.  dla.; 
80  hyd.;  met.  221;  490  serv.;  pipe,  c  i.;  pres.. 
dom.  80  lbs.,  f.  80  lbs.;  cons,  day,  840.000  gals.; 
cost.  $800,000;  wks.  owned  by  Co. 

BERKELEY,  p.  40,484;  mere  bldgs.,  stn.,  bk. 
ft  wd.,  2  to  8  stor.;  priv..  wd..  2  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  combt  ord.;  causes  of  f.  inv.  F. 
dept — 1  auto.  str..  1  str.,  1  c  eng.,  16  c  hand 
ex.,  4  auto.  comb,  c  ft  h.  wag.,  1  chief'a  auto.  2 
deputy  chiefs  buagiea.  2  hose  wag.  in  reserve. 
1  hose  wag.,  14  hrs.;  hose,  cot.,  rub.  lined,  gd.. 
12,650  ft;  f.  al.,  Oamewell,  60  bx.;  val.  eoulp., 
$62,689;  val.  bldgs.,  $27,100;  exp.  dept,  $66,- 
252;  tot  mem.   45,  pd.  full  time. 

Water  Supply — Src,  wells;  sys.,  grav.  to  catch- 
ment, grav.  ft  pumps  to  res.;  res.  cap.,  206,000,000 
gals.;  12  pump.  eng..  class  horizontal  comp.  dup. 
trip.,    comb.    cap.    day    14,476.000    gals.;    101    m. 
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pipe»  1  to  16  io.  dU.;  268  hyd.;  5,719  met.;  5,728 
seiT.;  197  ▼.;  pres.,  dom.  50  to  80  lbs.,  f.  150 
Ibfl.;  cons.,  day  2,200,000  gals.;  cost,  $597,000; 
cost  mtce.,  $20,000;  wks.  owned  by  priv.  corpxL 

BIQQS,  p.  408;  f.  area,  4  a.  F.  dept — 2  hose 
carts,  2  hose  reels;  hose.  1,000  ft.;  f.  ml.,  telg.; 
2  20-ft.  cit.  ladders,  1  12-ft.  rf.  ladder;  tot  mem., 
80  vol. 

Wat«r  Supply — Src,  welli;  aiji.,  pwnp  dlr.  to 
mains;  mains,  8,  0  ft  4  in.  dia.;  centm.  pump, 
cap.  500  gals,  min.;  1  elec.  motor  ft  50-hp.  gas; 
25  hyd.;  4  tk.;  tot  cap.,  82,000  gals.;  pres.,  dom. 
80  lbs.,  f.  100  lbs.;  cost,  $10;000;  wks.  owned 
by  dty. 

BISHOP,  p.  1,190;  f.  ai«a,  160  a.  F.  dept — 
1  comb.  c.  ft  hose  wag.,  1  auto,  trk.,  1  hose  wag., 
1  h.  ft  L  trk.,  8  hose  car.;  hose,  1,200  ft;  f.  al., 
dec;  vaL  equip.,  $7,000;  exp.  dept,  $50;  tot 
mem.,  25  vol. 

Water  Supply — Src,  creek;  mains,  8  in.  dia. 

BLACK  DIAMOND,  p.  2.872.  F.  dept— 2  hose 
carts,   1,600  ft  hose;  vol. 

Water  Supply — Riv. 

BOULDER  CREEK,  p.  544.  F.  dept— Hose, 
660  ft;  tot  mem.,  86  vol. 

Wattr  Supply— Sys.,  grav.;  6  hyd.;  pres.,  140 
lbs.;    cost    $8,000;    2    res.;    cap.    No.    1.    600,000 

gals.;  No.  2,  50,000  gala.;  wks.  owned  by  Co. 

BRAWLEY,  p.  1,200;  f.  area.  800  a.     F.  dept.— 

1  c.  eng.,  2  c  hand  ex.,  1  h.  ft  1.  trie.,  1  hose 
wag.;  hose,  cot,  nib.  lined,  gd.,  800  ft;  f.  al., 
bell;  vaL  equip.,  $2,000;  val.  bldgs..  $150;  exp. 
dept,  $150;  tot  mem.,  80  voL;  midrs.  rating, 
fourth  class. 

Wattr  Supply — ^Not  reported. 

CALtSTOQA,  p.  751.  F.  dept — 1  str..  2  hose 
carts,  1  h.  ft  1.  trk.;  1,850  ft.  hose;  bell  al.; 
40  voL 

Watar  Supply — Src,  crk.,  wells  ft  apg.,  1  ft  1% 
m.  bus.  cent;  sys.,  grav.;  res.  cap.,  1,500,000 
nils.;  mains,  \»Tt  i.,  6  m.,  4  to  6  in.  dia.;  20 
hyd.;  216  met;  216  serv.;  pres.,  dom.  ft  f.,  64 
lbs.;  cost,  $50,000;  wks.  owned  by  priv.  Co. 

CHICO,  p.  8,750;  f.  area,  249  a.;  mere  bldgs., 
stn.  ft  bk.,  1  to  4  stor.;  priv.,  wd.,  1  ft  2  «tor; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  str.,  1  auto  comb, 
c  ft  h.  wag.,  1  h.  ft  1.  trk.,  5  hose  car.,  2  hrs.; 
hose,  cot,  rub.  lined,  6,000  ft:  f.  •!.,  Oamewell, 
25  bx.;  val.  equip.,  $20,000;  val.  bldgs.,  $10,000; 
exp.  dept,  $6,000;  tot  mem.,  275  vol.,  undn. 
rating,  fourth  dass.  .,    .^     .. 

Wattr  Supply — Src,  wella,  4  blocks  bus.  cent; 
sys.,  pump  to  res.  ft  dir.;  res.  cap.,  252,000  gate., 
loc.  west  of  town;  6  pump,  eng.,  cap.  day  2,000,000 
gals.;  mains,  c  i.,  14  m.,  12,  8,  6,  4  in.  dia.; 
76  hyd.;  1,200  serv.;  pres.,  dom.  45  lbs.,  f.  100 
Ibf.;  cons.,  day  1,500,000  gals.;  cost,  $86,000; 
wks.  owned  by  Co. 

CHULA  VISTA,  p.  2,000.     F.  dept — 1   c  eng., 

2  hose  reels,  1,000  ft  hose;  val.  equip.,  $1,000; 
tot  mem.,  SO,  pd.  part  time;  undrs.  rating,  fourUi 
class. 

Water  Supply — Src,  res.;  sys.,  grav.;  pres.,  60 
to  80  lbs.;  wks.-  owned  by  Co. 

OLAREMONT,  p.  1.114;  f.  area,  820  a.;  priv. 
bldgs.,  wd.,  2  stor.;  wd  rts.  not  perm,  in  f.  area; 
fwks.  ft  combt.  ord.;  causes  of  f.  Inv.  F.  dept — 1 
auto.  comb,  c  ft  hose  wag.,  1  c.  tank;  hoee,  cot. 


rub.   lined,   gd.,    1,000  ft.;   c,   200   ft;   tot   hose. 
1,200   ft;   f.    al.,     *  '       " ""        -  -     -     - 

mem.,  20  vol. 


dec;   val. 'equip.,   $4,000;   tot 


Water  Supply— Src,  2  wdls,  1%  m.  bus.  cent; 
sys.,  pump,  to  res.;  res.  cap.,  270,000  ffals.;  2 
pump,  eng.;  cap.  day,  1^00,000  gals.;  mams,  stl., 
10  m.,  4  to  10  in.  dia.;  55  hyd.;  480  met;  pres., 
dom.  75  lbs.,  f.  110  lbs.;  cons,  day,  200.000  gale.; 
cost.  $75,000;  cost  mtce.,  $6,000;  wks.  owned 
by  priv.  Co. 

CLOVERDALE,  p.  828.  F.  dept— 1  h.  ft  L 
trk,  1  hose  cart;  hose,  1,000  ft;  tot  ««««>•.  JS'^^ 

Wafer  Supply — Sys.,  grav.;  res.  cap.,  262,000 
gals.;  mains.  6  in.  dia.;  40  hyd.;  pres.,  60  lbs. 

COLTON,  p.  8,980.  P.  dept — 1  comb,  c  ft  1l 
wag.  ft  pump.,  1  h.  ft  L  trk.,  6  c  hand  ex.,  1 
hose  car.,  1  hose  wag..  1  hw.;  1,000  ft.  cot,  nft. 
lined  hose;  nib.,  gd./500  ft :  inf..  450  ft;  tot  hcje, 
2,450  ft;  f.  aL,  tefc  *  bell;  val.  equip..  $18^50; 
vaL  bldgs.,  $2,060;  exp.  dept,  $1400;  tot  mem.. 
26,  pd.  full  time  1,  vol  24. 


Water  Supply — Src,  wdla,  IH  m.  bus.  cent; 
sys.,  pump  dir.;  res.  cap.,  1,200,000  gata.,  loc. 
near  wells;  4  eiee.  pumps;  mains,  riv.  iron,  S6 
m..  6  to  86  in.  dia.;  70  hyd.;  met,  20;  1,600  serv.; 
cost,  $160,000;  cost  mtce.,  $7,000;  wks.  owned 
by  dty. 

COLUSA,  p.  1,682.  P.  dept- 1  h.  ft  1.  trk.,  2 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,250  ft; 
inf.,  200  ft;  tot  hose,  1,460  ft;  tot  mem.,  45 
vol. 

Water  Supply — Src,  Sacramento  riv.,  4  bloeki 
bus.  cent,  ft  8  wells;  sj's.,  pump  dir.;  res.  cap., 
110,000  gals.;  8  pump,  eng.,  class  dec,  cap. 
day  1,000,000  gsls.;  nuiins,  c  i.,  17  m.,  4 
to  8  in.  dia.;  112  hyd.;  46  v.;  800  eenr.;  pipe, 
wrt.  i.;  pres.,  dom.  60  lbs.,  f.  150  lbs.;  cost 
$8,500. 

CONCORD,    p.    708.      F.    dept— 2    hand    hose 
carts,    1,200   ft  hose;   1   aL,  bdl;  voL 
Water   Supply— Wells. 

COOLINGA,  p.  8.000.  F.  dept — 1  comb,  bow 
and  c  wag..  8  c  hand  ex.,  1  hose  reel,  4  hrs.; 
8,000  ft  sd.  hose;  vaL  equip.,  $8,600;  tot.  meoL. 
12.  pd.  full  time  2,  pd.  part  time  4;  vol.  6. 

Water  Supply — Src,  deep  wells;  8  m.  boa.  cent; 
sys.,  grav.;  res.  cap.  400,000  gala.;  6  pump,  eng., 
cap.  day  1,000,000  gals.;  18  m.;  mains,  2  to  8  at 
di*.;  60  hyd.;  750  met:  pres.  dom.  40  lbs.;  f.  100 
lbs.;  cost  $100,000;  wks.  owned  by  privmte  pvtf. 

CORAM,  p.  666.  F.  dept — 1  hose  cart,  500  ft 
hose. 

Wattr  Supply — Creek. 

CORONA,  p.  8,540.  F.  dept — 1  anto.  comb,  c 
ft  h.  wag.,  8  c  hand  ex.,  1  h.  ft  1.  trie;  bose.  cot 
rub.  lined,  gd..  1.200  ft;  inf.,  800  ft;  tot  hose» 
1,500  ft;  f.  al..  bell  ft  telp.;  wd.  equip.,  $8,000; 
exp.  dept,  $1,500;  tot  mem.,  16,  pd.  $2.00  per  t. 

Water  Supply— Src,  wdls,  1  m.  bus.  cent;  ay 


pump  to  res.;  res.  cap.,  1,000.000  gals.;  immp.  eng.. 
cap.  day  1,000.000  gals.;  mains,  10  m.,  2  to  10 
in.  dia.;  41  hyd.;  928  met;  1,000  aenr.;  pcca.  dom. 
ft  f.  75  to  120  lbs.;  oons.  day,  600,000  gala.;  wka. 
owned  by  Corporation. 

CORONADO,  p.  1,477;  f.  area,  1,100  a.;  mere, 
bldgs.,  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  S  stor.; 
wd.  rfs.  perm,  in  f.  area;  fiHcs.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept— 1  auto,  c  eng.  with 
800  ft  c  boee,  1  comb,  c  ft  h.  wai^.,  2  c  hand 
ex.,  1  hose  wag.,  2  hsrs.;  hose,  eot,  rub.  lined, 
gd.,  2,400  ft;  c,  150  ft;  tot  hose,  2.560  ft;  f. 
si..  Oamewell,  16  bx.;  vaL  equip.,  $9,620;  vaL 
bldgs.,  $1,500;  exp.  dept,  $2,490;  tot  mem..  11. 
pd.  full  time   1,  voL   10. 

Wattr  Supply — Src,  impounding  res.,  20  m. 
bus.  cent;  sys.,  grav.;  res.  impoundinfl^  cap.,  18,- 
000,000  gsls.;  res.  distributing  cap.,  1,725,000 
gals.;  mains,  51.144  m.,  1  to  20  iiL  dia.;  40 
hyd.;  850  v.;  1,480  met;  1,670  serv.;  pipe,  wrt. 
L;  pres.,  dom.  ft  f..  70  lbs.;  cons.  day.  600,000 
gals.;  cost,  $500,000;  cost  mtce.,  $8,788;  wks. 
owned  by  priv.   Co. 

DARRIS.     F.  dept  not  reported. 

Wattr  Supply — Src,  deep  wells,  1  m.  bua.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  80.000  gala.;  dim., 
18  X  18;  mat.  stl.;  res.  cap..  80,000  gala.;  2 
pump,  eng.;  cap.,  min.  1.000  gala.;  maina,  l\i 
m.,  4  to  6  in.  dia.;  17  hyd.;  8  v.;  pica.,  dom.  87 
lbs.,  f.  126  lbs.;  cons.,  day  16,000  sala.;  east, 
$15,000;  wka.  owned  by  dty. 

DINUBA,    p.    970.      F.    dept. — 2    boM    carta.   1 
hand  c  eng.,  1,000  ft  bote;  f.  aL,  bell:   88  voL 
Water  Supply — ^Wdla. 

DIXON,  p.  827;  f.  area,  100  a.;  mere,  bldgs., 
bk.,  1  ft  2  stor.;  priv.,  wd.,  1  stor.;  wd.  ris.  not 
perm.;  fwks.  ft  combt.  onl.;  causes  of  t  inv. 
F.  dept. — 1  band  eng.,  1  h.  ft  1.  trk.,  S  boM  ear.; 
hose,  cot,  rub.  lined,  gd.,  1,600  ft;  nh^  gd.^  406 
ft.;  inf.,  100  ft;  tot  hose,  2.100  ft;  1.  aL.  wb.  ft 
bell;  val.  equip.,  $8,500;  vaL  bldga.,  $1,600;  cxp^ 
dept,  $750;  tot  mem.,  80  voL;  onan.  tmtbig,  ttdid 
dass. 

Wattr  Supply — Src.  wells,  1,000  ft  boa.  ceot; 
sys.,  pump  to  res.;  tk.  cap.,  lOO.OOO  fals..  din. 
18  X  24;  mat,  wd.;  res.  cap..  100,000  galsL:  I 
pump,    eng.,    class  dup.,   cap.    aaj   200.000   gajs.; 

~      Jdia.;    IS  T.; 


mains,  iron,   8  m.,  4  to  8  in. 

20;  pres.,  dom.  82  lbs.,  f.  60  Um.;  eoiia.  dv,  lOOi' 

000  gals.;  oosC,  $20,000;  wka.  owBtd  bjOoi 

DUNSMUIR,  p.  1,719.     Fire  dspt — 1 
800  ft  boat;  toL 


FIRE  DEPARTMENTS  AND  WATER  SUPPLY— CALIFORNIA- 


C'l& 


Wttor  Supply — ^Sre.,  spr.,  2H  m.  but.  cent.; 
qri.,  gnv.;  nudnB,  2H  ni..  8  to  IS  in.  dia.; 
pipe,  8tL;  pres.,  dom.  186  Ids.,  f.  185  Ibt.;  cost. 
1100,000;  cost  mtce.,  $2,400;  wks.  owned  by 
priY.  Co. 

EL  CENTRO,  p.  1,610;  f.  area,  1,000  a.;  mere 
bldgB.,  bk.,  1  to  8  stor.;  priv.,  bk.  Je  wd.,  1  ft  2 
itor.;  wd.  rfa.  not  perm,  in  f.  area;  fwks.  k  combt. 
OTd.;  eaoses  of  f.  inv.  F.  dept. — 1  comb.  c.  ft  h. 
«a^.,  1  c.  eng.,  6  c.  hand  ex.,  2  hose  wag..  2  boae 
car.,  1  b.  ft  1.  trk.;  hose,  cot.,  rub.  lined,  gd.,  1,500 
ft;  f.  al.,  bell;  val.  equip.,  $3,600;  val  bldgs., 
1500;  ezp.  dept,  $7,000;  tot.  mem.,  27  vol.; 
undre.  rating,   fifth   class. 

Water  Supply — Src,  Date  Oanal,  1  m.  bus.  cent.; 
BJ'S.,  pump  to  stdp.;  stdp.  cap.,  100,000  gals.,  mat 
stl.;  res.  cap.,  10,000,000  gala.;  1  pump,  eng.,  cap. 
day  3,900,000  gals.;  mains,  c.  i.,  11  m.,  4  to  12 
in.  dia.;  81  hyd.;  02  v.;  984  serv.;  12  met.;  pipe, 
galv.  iron;  pres.,  dom.  60  lbs.,  f.  126  lbs.;  cons., 
day  900,000  gala.;  cost,  $128,000;  wks.  owned  by 
city. 

EMERYVILLE,  p.  2.618.  F.  dept.— 1  comb. 
auto,  str.;  f.  al.,  telp.;  Tal.  equip.,  $8,800;  vaL 
bidgs.,  $10,000;  voL 

Water  Supply — Src.,  wells  ft  Lake  San  Leandro; 
sys.,  dir.  pres.;  mains,  11  m.,  2  to  12  in.  dia.; 
54  hyd.;  met,  400;  468  serv.;  pipe,  wrt  ft  c.  L; 
wks.  owned  by  priv.  Co. 

ESCONDIDO,  p.  1,884.  F.  dept — 1  hose  cart; 
hose.  600   ft.;  f.  al.,  bell. 

Waitr  Supply — Sys.,  grav.;  res.  cap.,  780,000 
gals.;  mains,  0  to  8  in.  dia.;  10  hyd.;  prea., 
60  lbs. 

ETNA  MILLS,  p.  1,000.  F.  dept — 2  hose  car.; 
hose,   1,000  ft.;  f.  al.,  bell;  tot  mem.,   26  voL 

Water  Supply — Src.,  creek;  mains,  4,  8,  10  ft  24 
in.  dia.;   12  hyd.;  pres.,  f.   86  lbs. 

EUREKA,  Humbolt  County,  p.  11,845;  mere, 
bldgs.,  wd.  ft  bk.,  1  to  4  stor.;  priv.,  wd.,  2  stor.; 
wd.  rf 8.  perm. ;  f wks.  ft  combt  ord. ;  causes  of  f.  inv. 
F.  dept — 3  str.,  1  auto.  c.  ft  h.  wag.,  2  h.  ft  L 
trk.,  11  hose  car.,  8  hrs.;  hose,  cot,  rub.  lined, 
gd.,  9,500  ft.;  f.  al.,  Oamewell,  86  bx.;  val.  equip., 
$40,000;  tot.  mem.,  260,  pd.  full  time  5,  pd.  part 
time,  7,   248  vol. 

Water  Supply — Src,  riv.,  6  1-3  m.  bus.  cent; 
sys.,  pump  to  stdp.;  2  stdp.  for  lower  water  sts., 
loc  at  Harris  ft  F  sts.,  cap.  1,046,000  gals.; 
dim.,  64  x  81;  mat,  wd.;  1  stdp.  for  upper  water 
sys.,  loc  at  Harris  ft  K  sts.  (filled  from  stdp.  for 
lower  sys.),  cap.  86,000  gals.;  mat.  stl.;  2  pump, 
eng.,  class  elec  ft  stm.,  cap.  day  2,600,000  gals.; 
mains,  stl.,  c  L  ft  wd..  47 H  m.,  1  to  16  in.  dia.; 
180  bjd.;  628  v.;  met.,  1,867;  2,211  serv.;  pipe, 
galv.  i.;  pres.,  dom.  77  lbs.,  f.  77  lbs.;  cons.  day» 
508,820  arals  ;  cost,  $841,066;  cost  mtce.,  $2,« 
018;  wks.  owned  by  Co. 

FERNDALE.  p.  905.  F.  dept— 1  str.,  1  hand 
ex»g.,  8  hose  carts,  1  h.  ft  L  trk.;  hose,  2H  in** 
1,500  ft.;    tot.  mem.,  80  vol. 

Water  Supply — Sys.,  grav.;  tk.  cap.,  88,000 
gals.;  res.,  66,000  gals.;  mains,  8  in.  dia.;  1  hyd.; 
presw,   60   lbs. 

FILLMORE,  p.  1,000;  f.  area,  200  a.;  mere 
bldgs.,  bk.,  stn.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft 
2  stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwks.  ft  combt 
urd. :  causes  of  f.  not  inv.  F.  dept. — 1  hose 
car.;  hose,  rub.  lined,  gd.,  400  ft.;  f.  al.,  firearms; 
val.  equip.,  $800;  roL  f.  dept 

FORT  BRAGG,  p.  2,408;  f.  area,  IH  m.; 
mere  bldffs.,  wd.,  1  to  4  stor.;  priv.,  wd.;  wd.  rfs. 
perm.;  no  fwks.'  ft  ccmbt  ord.;  causes  of  f.  inv. 
F.  dept. — 1  c  eng.,  1  h.  ft  1.  trk.,  8  hose  wag.; 
hose,  cot.,  rub.  lined,  gd.,  8,000  ft;  f.  aL,  bell; 
tot  mem.,  80  vol. 

Water  Supply — ^Src,  spr.  ft  crk.,  2  m.  bus.  cent.; 
sys.,  grav.;  res.  cap.,  3,000,000  gals.;  mains,  4 
m.,  4  to  10  in.  dia.;  1125  hyd.;  pres.,  dom.  26 
lbs.,  f.  120  lbs.;  cons,  day,  300,000  gals.;  cost. 
$45,000;  vrks.  owned  by  city. 

FORTUNA,  p.  888;  f.  area,  640  a.;  mere,  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 2  c  eng.,  1  h.  ft  1. 
trk.,  2  hose  carts,  4  c.  ex.;  huse,  cot.,  rub.  lined, 
gd..  2,000  ft.;  rub.,  gd.,  200  ft;  inf.,  100  ft; 
tot.  hose,  2,800  ft.;  f.  al.,  bell;  val.  equip.,  $8,000; 
val.  bldfire-*   $lfOOO;  tot.  mem.,  56  vol. 

Weter    Supply — Sic,   spr.    ft   well;    sys.,   grav.; 


res.  cap.,  600,000  gals.;  mains,  4  to  6  in.  dia.; 
16  hyd.;  60  serv.;  cost,  $10,000;  cost  mtce.,  $200. 

FRESNO,  p.  24,892;  mere  bldgs.,  bk.  ft  cone, 

1  to  6  stor.;  priv,  wd.,  1  ft  2  stor.;  wd.  rfs.  not 
perm.;  combt  ord.;  causes  of  f.  inv.  F.  dept — 6 
str.,  8  c.  eng.,  2  comb,  wag.,  6  c  hand  ex.;  1 
aer.  trk,  8  hose  wag.,  88  hrs.;  hose,  cot,  nib. 
lined,  gd.,  11.500  ft.;  rub.,  gd.,  1,000  ft.;  tot. 
hose,  12.600  ft;  f.  al.,  Oamewell,  81  bx.;  val. 
equip.,  $75,000;  val.  bldgs.,  $56,000;  tot  mem.» 
60,  pd.   full  time  62,  pd.   part  time  8. 

Water  Supply — Src,  wells,  scattered  over  town; 
sys.  dir.  into  mains;  stdp.  oap.,  250,000  gals.,  mat 
iron;   11  pump,  eng.,  class  centrif.,  cap.  1,080,000 

fals.  hr.;  mains,  c  i.,  90  m.,  2^  to  12  in.  dia.; 
00  v.;  264  hyd.;  8,600  aerv.;  pres.,  dom.  42  lbs., 
f.  52  lbs.;  cost,  $400,000;  cost  mtce.,  $100,000; 
wks.  owned  by  Co. 

FRUITVALE,  Alameda  County,  p.  6,600;  mere, 
bldgs.,  redwood,   1  ft  2  stor.;  priv.,  redwood,   1  ft 

2  stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt  ord. 
P.  dept. — 1  c  eng.,  6  c  hand  ex.,  1  hose  car.; 
hose,  rub.,  gd.,  2,600  ft;  f.  aL,  beU;  val.  equip., 
$2,000;  vaL  bldgs.,  $1,600;  tot  mem.,  40  vol.; 
undrs.   rating,   first  dass. 

Water  Supply — Src,  lake  ft  wells,  10  m.  bus. 
cent. 

FULLERTON,  p.  1,726.  F.  dept— 2  hose  carts, 
1  hand  c  eng..  1  hand  h.  ft  L  trk.;  1,200  ft  hose; 
f.  al.,  bell;  vaL  equip.,  $2,600;  tot  mem.,  40  voL; 

Water  Supply— Src,  wells,  2  m.  bus.  cent;  sys., 
pump  to  res.;  res.  cap.  1,000,000  gals.;  2  pump, 
eng.;  cap.  day  144,000  gals.;  mains,  11  m.,  2  to 
12  in.  dia.;  60  hyd.;  300  v.;  650  met;  650  serv.; 
pree.  dom.  ft  f.  SO  lbs.;  cons,  day  250,000  gals.; 
cost,  $100,000;  coat  mtce.,  $6,000;  wks.  owned  by 
city. 

GILROY,  p.  2,487;  f.  area,  640  a.;  mere  bldgs., 
wd.  ft  bk^  1  stor.;  priv.,  wd.,  1  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt.  ord.  F.  dept. — 1  str.,  1 
c  hand  ex.,  1  h.  ft  1.  trk.,  4  hose  carts;  hose, 
cot,  rub.  lined,  gd.,  600  ft;  rub.,  gd.,  1,800  ft.; 

i^HU*^"',  2'*<^0  '*•?  '•  •!•»  «l«c-J  ▼•!•  «l«lP-. 
$6,600;  vaL  bldgs.,  $4,000;  exp.  dept,  $989;  tot 
mem.,  86,  pd.  full  time  1,  voL  86. 

4,600,000  gals.;  mains,  9  m..  8  to  10  in.  dia.; 
80  hyd.;  29  v.;  pres.,  f.  86  lbs.;  cost,  $66,000; 
wks.  owned  by  city. 

GLENDALE,  p.  2,746.     F.  dept — 1  auto.  comb. 

$11,000;  v^.  bldgs.,  $12,000;  exp.  dept,  $s;600^ 
tot.  mem..  35.  pd.  full  time  2,  voL  33. 

.  ^J*)?!l«®"'*R'y"~'^^^'  ■P^-J  *  '^■m  combined  cap. 
8,000.000  gals.;  60  hyd.;  pres.,  dom.  20  to  6* 
lbs.,  f.  60  to  90  lbs. 

GRASS  VALLEY,  p.  4,620;  f.  area,  180  a.; 
mere  bldgs.,  bk.,  1  ft  2  stor.;  priv.,  wd..  1 
jior.i   wd.   rfs.   not  perm.;   combt   ord.;   causes  of 

Li  v'^V^^f^i-T^-^J"^-  «•**»•  ^''*fir..  2  c.  hand 
**:•  v"'^*  h  *'*•»  *  **°"«  «*'•  *  '««!•;  hose,  cot, 

«"^nn'"J?'  *.^-'  ?'®i®„"-'  *"'•»  1<^0  «J  tot  hose! 
8,100    ft.;    f.    aL,    bell;    vaL    equip.,    $6,000;    vaL 

bldgs.,    $8,000;    exp.    dept,    $1,600;    total    mem.. 

12£vol.;  undrs.  rating,  third  class. 

Water   Supply— Src,   Yuba  Water  Co.;    1%    m. 

bus.   cent;   sys.,  grav.;  res.   oap.,   6,500,000  gals.: 

mains,   iron,   24    m.,   8   to   22   in.   <iia.;    130  Vd.J 

?kI  /Ui'^S^  "^^'^^^P**  ^^*  Pre«-»  dom.  8^ 
lbs.,  f.  120  lbs.;  cost,  $90,000;  coat  mtce.,  $7,000; 
wks.  owned  by  city.  »  ▼  »     v, 

GRIDLEY,  p.  987.  F.  dept— 1  str.,  1  hand 
eng.,  8  hose  carts;  2,000  ft.  hose;  f.  aL,  bell:  26 
vol.  * 

Water  Supply — Wells. 

GUADALUPE,  p.  600.     No  f.  dept 

Water  Supply— Src,  well,  1  m.  bus.  cent;  sys,. 
pump  to  stdp.,  stdp.  cap.,  40,000,000  gala.;  res. 
cap.,  40.000  gala.;  1  pump,  eng.,  cap.  day  40.000 
gals.;  wks.  owned  by  priv.  Co. 

K,i^^"l?''Rj  P-  *'®29;  f.  area.  60  a.;  mere 
bldgs..  bk..  2  ft  8  stor.;  priv.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.; 
causes  of  f  inv  F.  dept.— 1  hand  eng.,  8  c  hand 
ex.,  1  h.  ft  L  trk.  1  hose  wag.,  8  hose  reels,  4  hw.; 
hose,  cot,  rub.  lined,  gd.,  8,000  ft;  f.  si.,  Oame^ 
JfS'AAA®  *>«•;, ^»L  equip.,  $16,000;  val.  bldgs., 
$12,000;  exp  dept,  $6,000;  tot  menJ.,  86,  pd.  Bi 
time  4,  vol.  31;  undrs.  rating,  second  dasi. 
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Water  Supply — Src,  wells,  000  ft.  bus.  cent.; 
my.,  pump  to  stdp.  k  dir.;  tk.  cap.,  150,000  gala., 
loc  at  wells  Jc  station:  mat.,  wd.:  8  pumps;  mains, 
wrt  i,  14  m.,  8  to  12  in.  dia.;  89  hyd.;  met,  80; 
1,100  senr.;  1-in.  gas  pipe;  pres.,  dom.  25  lbs.,  f. 
100  lbs.;  eons,  day,  880,000  gals. 

HAYWARD,  p.  2,746;  f.  area,  6  blocks;  mere 
bldgs.,  bk.  8e  wd.,  1  &  2  ator.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  penn.;  fwks.  k  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 26  c  hand  ex.,  1  h.  ft  1.  trk., 
1  comb.  h.  ft  c.  wag.,  2  hose  reels,  2  hrs.;  hose, 
cot.,  rub.  lined,  gd.,  2,250  ft.;  f.  al.,  bell;  yaL 
equip.,  $8,500;  exp.  dept.,  |600;  tot.  mem.,  26; 
undrs.  rating,  tiiird  dass. 

Water  Supply — Src,  wells,  strm.;  sys.,  pump  to 
res.;  res.  cap.,  660,000  gals.;  pump,  eiw.,  cap. 
day  400,000  gals.;  mains,  7  m.,  8  to  8  ul  dia.; 
68  hyd.;  met,  5;  pres.,  dom.  70  lbs.,  f.  90  lbs.: 
cost,  $76,000;  cost  mtce.,  $10,000;  wks.  owned 
by  priv.  Co. 

HEALDSBURQ,  p.  2,011;  f.  area,  110  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept— 1  hand  eng.,  1 
c.  eng.  on  wis.,  4  c.  hand  ex.,  1  h.  ft  1.  trk.,  8 
lioee  car.,  hose,  cot,  rub.  lined,  gd.,  1)800  ft; 
rub.,  gd..  260  ft:  tot  hose,  1,560  ft;  f.  al.,  bell; 
Tal.  equip.,  $8,600;  exp.  dept,  $800;  tot  mem., 
100,  pd.  full  time  1,  vol.   99. 

Water  Supply — Src,  riv.  ft  wells;  sys.,  pump 
to  res.  ft  dir.;  res.  cap.,  600,000  gals.;  pump.  cap. 
hour,  80,000  gals.;  mains,  8  m.,  8  to  8  in.  dia.; 
48  hyd.;  met.,  600;  pres.  f.  76  lbs.;  cost,  $80,000; 
auxiliary  plant  cost,  $14,000;  cost  mtce.,  $4,660; 
wks.  owned  by  city. 

HIQHLAND,  p.  2,000.  F.  dept— 2  hose  carts; 
700  ft  hose;  21  vol.  ^^^ 

Water  Supply— Wells,  ays.,  grav.;  res.  cap.  800,- 
•000  pils.;  pres.  75  lbs. 

HOLLISTER,  p.  2,808;  f.  area,  1  m.  long  by  % 
tn.  wide;  mere,  bldgs.,  bk.  ft  wd.,  1  ft  2  stor.; 
priv.,  wd.,  1  stor.;  wd.  rfs.  not  perm,  in  I.  area; 

1  c  eng.,  2  c.  hand  ex.,  1  h.  ft  1.  trk.,  8  hose  car.; 
tose,  cot,  rub.  lined,  gd.,  2,100  ft;  f.  aL.  ^^l  * 
telp.;  val.  equip.,  $8,000;  val.  bldgs.,  $14,000; 
«ro.  dept,  $226;  tot  mem.,  97  vol. 

Water  Supply — Src.,  artesian  wells,  12  m.  bus. 
«ent;  sys.,  grav.  ft  pump  to  res,;  rw.  cap.  1,000- 
OOO  gals.,  loc.  8  m.  city;  mains,  c.  L  ft  »tl.,  8  mUea, 
8,  6ft  4  in.  dia.;  45  hyd.;  42  v.;  met,  600;  700 
serv.;  pipe,  galv.  iron;  pres.,  dom.  ft  f.  46  lb«.; 
«ons.,  day,  860,000  gals.;  cost  $226,000;  wks. 
owned  by  Co. 

HUHTINQTOH  BEACH,  p.  1,860;  f.  area,  1,000 
a.  F.  dept.— 1  c.  eng.,  2  c.  hand  ex.,  1  \*  ]•  trk., 
8  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,260  ft., 
Inf.,  260  ft,  tot  hose,  1,600  ft;  f.  al.,  bell;  vaL 
•quip.,  $2,000;  tot  mem.,  16  vol. 

Water  Supply — Src,  well;  ays.,  hi^fh  pres.;  8 
pump,  eng.;  cap.,  day,  1,160  gals.;  maina,  4  to  14 
in.  dia.;  98  hyd.;  600  v.;  pres.,  dom.  60  lbs.,  f. 
60  lbs.;  wks.  owned  by  private  Co. 

IMPERIAL,  p.  1,267.     F.  dept  not  reported. 

Water  Supply — Src,  canala,  %  m.  bus.  cent; 
■vs..    grav.    ft    pump    to    stdp.;    stdp.    cap.,    100,- 

000  mils.;   mat,  stl.;   res.   cap.,    1,800.000   giOs.; 

2  pump,  eng.;  cap.  day,  700,000  gals.;  mains, 
c.  iV,  6  m.,  4  to  10  in.  dia.;  88  hyd.;  10  v.;  met., 
100;   875  serv.;  pipe,  wrt.  L;  pres.,  dom.   43  lbs., 

1  85  lbs.;  cons,  day,  700,000  gals.;  wks.  owned  by 
oity. 

INDEPENDENCE,  p.  800;  mere  bldgs.,  wd.,  1 
*tor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  perm,  in 
f.  area;  no  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept— c  hand  ex.,  1  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  200  ft.;  vol. 

Water  Supply — ^Not  reported. 

INQLEWOOD.  p.  1,686;  f.  area,  2,016  a.; 
mere  bldgs.,  bk.  ft  wd.,  1  stor.;  priv.,  bk.  ft  wd^ 
1  ft  2  stor.;  wd.  rfs.  perm,  in  ««  a^^J  '™-  * 
oombt  ord.;  causes  of  f.^  inv.  F.  ^^"^^  C; 
ong.,  1  auto.  comb,  c  ft  h.  wag.,  6  c,  h^d  ex., 
££c  cot,  lub.  lined,  gd.,  700  ft.;  tub.,  gd.,  JOO  ft; 
?ot  hosS  900  ft.;  r  aL,^bell;  ;jJi„«?»^P-;»«£00 ; 
^1.  bldgs.,  $4,000;  exp.  dept,  $1,600;  tot  mem., 
36  VOL 

Water  Supply— Src,  wells,  %  m.  bus.  cent; 
sys.,  grav.;  res.  cap.,  2,000,000  gals.;  pump,  eng.; 
Sp.  £y,  i29,600  gala.;  mains,  48  m.,  2  to  12  to. 
dii..  rnJt.  c    .  ft  stLi  8  hyd.;  met.,  1,800;   1.800 


serv.;  pres.,  dom.  16  lo  60  lbs.,  f.  16  to  60  lbs.; 
cons.,  day,  800,000  gals.;  cost,  $76,000;  cost  mtoe., 
$8,600;  wks.  owned  by  Inglewood  Water  Co. 

lONE,  p.  1,068;  f.  area,  25  a.  F.  dept.— 1  e. 
eng.,  6  hose  wag.:  hose,  cot,  rub.  lined,  gd.,  800 
ft:    val.    equip.,    t800. 

Water  Supply— Src,  lake,  80  m.  bus.  cent;  sys.. 
dir.  pres.;  res.  cap.,  10,000  gab.;  40  hyd.;  wfca. 
owned   by   priv.    Co. 

JACKSON,  p.  2.086;  bldgs.,  bk.  ft  wd..  1  ft  S 
stor.;  wd.  rfs.  perm.  F.  dept — 2  hose  car.;  hoac, 
cot,  rub.  lined,  gd.,  1,800  ft;  inf.,  800  ft;  tot 
hose,  1,600  ft;  f.  al.,  elec,  10  bx.;  vaL  equip., 
$1,600;  val.  bldgs.,  $600;  tot.  mem.,  20  voL 

Water  Supply — Src,  canal;  sys.,  grav.;  mains, 
iron,  6  1-8  m.,  6  to  11  in.  dia.;  60  hyd.;  15  v.; 
pres.,  dom.  80  Ibsw.  f.  80  lbs.;  cost  mtce,  $4,100; 
wks.  owned  by  priv.  Co. 

JAMESTOWN,  p.  1,000.  F.  dept— 2  hand  hose 
car.;  hose,  600  ft.;  f.  al.,  bell. 

Water  Supply — Src,  Phoenix  Lake;  maina,  6  in. 
dia.;   16  hyd. 

KENNETT,   p.    2.100.      F.    dept— 2    hose  carts; 
1,200  ft.  hose;  bell  alarm;  trks.;  vol. 
Water  Supply — Power,  pipe. 

KERN,  p.  8,400;  f.  area,  6  a.;  mere  bldgi., 
bk.,  2  ft  8  stor.;  priv.,  bk.  ft  wd..  1  ft  2  stor.; 
wd.  rfs.  not  perm.;  no  fwks.  or  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  str.,  1  c  eng.,  4  c 
hand  ex.,  1  hose  wag.,  1  hose  reel,  8  hrs.;  hos^ 
cot,  rub.  lined,  1,600  ft;  f.  al..  telp.  bt^; 
val.  equip.,  $8,100;  val.  bldgs.,  $4,500;  exp. 
dept,  $8,000;  tot  mem.,  85,  pd.  full  time  2,  pd. 
part  time  S8;  undrs.  rating,  fourth  elaas. 

Water  Supply — ^Not  reported. 

LA  JOLA.  p.  1.000.  F.  dept — 1  c  eng.,  1  anto. 
c  eng.,  1  hose  cart;  8  mem.  pd.  full  time  ft  voL 

Water  Supply— Src,  mountam,  50  m.  boa.  cent: 
res.  cap.,  1,000,000  gals.;  mains,  c  L,  28  m.,  t 
to  8  in.  dia.;  250  v.;  800  serv.;  pipe,  c  ft  wrt  L; 
pres.,  dom.  46  lbs.,  f.  86  lbs. 

LAKEPORT.     F.  dept  not  reported. 

Water  Supply — Src,  wells,  2%  m.  bos.  cent; 
sys.,  grav.  ft  pump  to  res.;  res,  cap.,  896.000  gals.; 
1  pump,  eng.,  csp.  day,  484,000  gals.;  mains.  8 
m.,  2  to  10  in.  dia.;  6  hyd.;  12  v.;  met.  86.; 
pres.,  dom.  60  to  96  lbs.,  f.  96  lbs;  cons.,  day 
96,000  gala.;  cost,  $16,000;  cost  mtce.,  $2,800; 
wks.  owned  by  city. 

LEMOORE,  p.  1,000.  F.  dept— 2  bose  Rds. 
1,000  ft.  hose;  bell  alarm;  vol. 

Water  Supply — Src,  wells,  in  bus.  cent;  sys., 
pump,  to  res.;  res.  cap.,  125,000  galq.;  2  poBV- 
eng.;  cap.  day,  760,000  gals.;  mains,  8  m.,  S  to 
8  in.  dia.;  84  hyd.;  800  met;  860  serv.;  mpe. 
galv.  ft  c.  i.;  pres.,  dom.  86  lbs.,  f.  100  Rm.; 
cons,  day,  216.000  gals.;  cost,  $60,000;  cost 
mtce.,  $3,294;  wks.  owned  by  city. 

LINCOLN,    p.    1,402.      F.    dept— 2    bose   icd^ 
1,000  ft   hose;   vol. 
Water  Supply — ^Mountain  strms. 

LINDSAY,  p.  1,814;  mere  bldgs.,  bk..  1  ft  2 
stor.;  priv..  wd.,  1  ft  2  stor.;  wd.  rf^  penn.  is 
f.  area;  fwks.  ft  combt  ord.;  causes  of  f.  iav.  F. 
dept — 1  c  eng.,  1  hose  reel;  hose,  cot,  rub.  liaed. 
gd.,  1,000  ft;  f.  al.,  bell;  tot  meoL,  28  voL 

Water  Supply — ^Not  reported. 

LIVERMORE,  p.  2,080;  mere  bldgs.,  wd.  ft  bk.. 
1  to  8  stor.;  priv.,  wd.,  1  stor.;  wd.  rfs.  perm.; 
fwks.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 
1  str.,  1  hand  eng.,  1  c  eng.,  2  comb,  c  ft  h. 
wag.;  16  c.  hand  ex.,  1  h.  ft  L  trk.,  2  boss 
wag.;    hose,    cot,    rub.    lined,    gd.,    800   ft;  i^, 

fd..   600   ft;   inf..   200   ft;   tot   hose.   1.6O0  ft: 
al.,  bell;  val.  equip.,  $4,800;  exp.  dept,  $1,009: 
tot.  mem.,  50;  undrs.  rating,  third  daaa. 

Water  Supply — Src,  spr.,  6  m.  bos.  ccot;  ays.* 
grav.;  res.  cap..  780,000  gals.;  ponp.  eiM.,  cap. 
day  600,000  gala.;  maina,  18  m^  2  to  11  In.  dia.: 
46  hyd.;  20  v.;  100  met;  600  serv.;  pres.,  dsm. 
46  lbs.,  f.  66  lbs.:  cost,  $98,000;  cost  otce, 
$6,000;  wks.  owned  by  Co. 

LODI,  p.  2,697;  f.  area,  160  a.;  mere.  bU^« 
2  stor.;  priv.,  bk.,  1  ft  2  stor.  F.  dc^t— 
.   c  ft  h. 


bk.,  1  ft 


1  auto  comb,  c  ft  h.  wag.,  2  bose  oar„  1  ml; 
hose,  cot,  rub.  Uned,  gd.,  2,000  ft;  inf.,  609  ft; 
tot  hose,  2.600  ft;  t  aL,  Oamewell;  vaL  eqslv^ 
$11,750;   val.  bldn.,   $1,700;  tot. 
full  time  1,  part  time  S;  voL  28. 


27,  pd. 
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Water  Supply— Sec,  4  welk,  1-6  mu  bu».  cent; 
gy«.,  pump  to  rea.  rtdp.;  «tdp.  ««>.,  100,000  gals., 
4  pump,  eng.;  cap.  day,  S.7 4 4.000  gala.;  mams,  16 
m.;  2  to  1^  in.  dia.;  82  hyd.;  *«  ^  •  700  •or.; 
pres.,  dom.  60  Iba.,  f.  80  Ibi.;  cost,  |l80,000;  wk». 
owned  by  Co. 

LOMPOC,  p.  1,482;  f.  area,  280  a.;  mere, 
bldga.,  bk.  ft  wd.,  1  ft  2  itor.;  priv.  wd.,  IJfc 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  2  hose 
carts;  hose,  cot,  rub.  lined,  gd.,  1,000  ft;  i.  aL, 
bell;  tot  mem.,  82,  pd.  full  time  20,  toI.  8. 

Water  Supply — Src,  spr.,  5  m.  bus.  cent;  sys., 
grav.;  res.  cap.  1,000,000  gals.,  loc.  2  m.  cent 
of  city;  mains,  stl.,  14  m.,  4  to  8  va.  dia.;  20 
hyd-;  86  v.;  met,  5;  860  senr.;  pipe,  galv.  i.; 
pres.,  dom.  ft  f.,  100  lbs.;  cons,  day,  200.000  wis.; 
cost,  $40,000;  cost  mtce.,  $600;  wks.  owned  by 
city. 

LONQ  BEACH,  p.  17,800;  f.  area,  4»0p0  a.; 
mere,  bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  1  to  4 
stor.;  wd.  rfs.  perm.  In  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  atr.,  1  trie, 
equipped  with  tractor,  1  gasoline  pump.  eng.  with 
hose,  turret  ft  cellar  nozzles,  ftc.;  1  comb.  h.  ft 
c.  wag.,  1  comb.  c.  chiefs  auto.,  2  comb.  h. 
ft  c.  autos.,  0  c.  hand  ex.;  hose,  cot.,  rub.  lined, 
gd.,  6.760  ft;  c,  760  ft.;  tot  hose,  «;600  ft; 
f.  al..  Oamewell  ft  telp.,  28  bx.;  val.  equip.,  $68,- 
950;  val.  bldgs.,  $71,600;  exp.  dept,  $88,720; 
tot.  mem.,  29,  pd.  full  time  22,  vol.  7. 

Water  Supply — Src,  artesian  wells;  sys.,  grav. 
ft  pump  to  res.;  res.  cap.,  2,760,000  gals.;  mains, 
90  m.,  2  to  24  in.  dia.;  12  hyd.;  8  v.;  pres.,  dom. 
20  to  66  lbs.;  wks.  owned  by  Oo. 

LOS  ANGELES,  p.  319.108;  f.  area,  48  a.;  mere, 
bldgs.,  bk.  ft  Btn.,  1  to  12  stor.;  priv.,  wd.,  2 
stor-;  wd.  rfs.  perm.;  fwrks.  ft  combt  ord.;  causes 
of  t  inv.  P.  dept.— -27  strs.,  2  f.  boats,  29  comb, 
a  ft  h.  wag.,  1  auto,  tractor,  1  auto.  ner.  trk.,  1 
auto.  h.  ft  1.  trk.,  9  auto.  comb.  c.  ft  h.'  wag.,  7 
auto.  pump,  eng.,  44  c.  hand  ex.,  4  h.  ft  1.  trk., 
1  aer.  trk.,  2  hose  wag.,  6  hose  car.,  6  supply  wag., 
1  chief's  auto.,  138  hrs.;  hose,  cot,  rub.  lined,  gd., 
86.050  ft;  f.  al.,  Oamewell,  418  bx.;  val.  equip., 
$241,000;  val.  bldgs.,  $488,881;  exp.  dept,  $362,- 
969.33;  tot   mem.,  283,  pd.  full  time. 

Water  Supply — Src.,  Los  Angeles  riv.,  9  m.  bus. 
cent;  sys.,  grav.  ft  pump  to  res.;  res.  comb,  cap., 
948.621,000  gals.;  11  pump,  eng.,  class  cross 
comp.,  cap.  day  86,640,000  gals.;  mains,  c.  i., 
639.86  m.,  4  to  86  in.  dia.;  2,907  hyd.;  8,066  v.; 
met,  26,642;  69,468  serv.;  pipe,  galv.  i.;  pres., 
dom.  65  lbs.,  f.  80  lbs.;  cons,  day  36,000,000 
gals.;  cost,  $5,600,000;  cost  mtce.,  $201,107.86; 
wks.  owned  by  city. 

LOS  QATOS,  p.  2,282;  f.  area,  200  a.;  mere, 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  perm.;  no  fwks.  ft  combt  ord.;  causes  of 
f.  inv.  F.  dept. — 10  c.  hand  ex.,  1  h.  ft  L  trk.,  4 
hose  car.;  hose,  canvas,  1,600  ft;  rub.,  860  ft; 
tot  hose,  1,860  ft;  f.  al.,  bell,  7  bx.;  vaL  equip., 
$1,100;  tot.  mem.,  26  voL 

Water  Supply — Src.,  spr.  ft  wells;  sys.,  grav.; 
res.  cap.,  6,260,000  gals.;  pump,  eng.,  cap.  day 
260,000  gals.;  mains,  8  ft  8  in.  dia.;  47  hyd.; 
met,  60;  pres.,  dom.  100  lbs.,  f.  120  lbs.;  cons, 
day  260,000  gals.;  cost,  $77,476;  wks.  owned  by 
Co. 

LOYALTON,  p.  988;  f.  area,  160  a.;  mere, 
bldgs.,  wd.,  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  perm,  in  f.  area.;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept — 2  hose  reels;  hose,  cot.,  rub. 
lined,  gd.,  900  ft;  f.  al.,  elec,  8  bz.;  val.  equip., 
$2,000;   tot   mem.,    20  vol. 

MADERA,  p.  2,404.  F.  dept — 2  hose  carts,  1 
b.  ft  L  tik.,  1  c.  ex.,  800  ft  hose;  annunciator 
•L  sys.,  6  bx.;  86  vol. 

Water  Supply — Src.,  wells,  2  blocks  bus.  cent; 
sya.,  dir.  pres.;  stdp.  cap.,  80,000  gals.;  res.  cap., 
80,000  gala.;  4  pump,  eng.,  combined  cap.  day, 
8,960,000  gals.;  mains,  8  m.,  2  to  10  in.  dia.:  46 
hyd.;  18  v.;  850  serv.;  pres.,  dom.  46  to  67  lbs., 
f.  57  to  110  lbs.;  cost,  $66,000;  cost  mtce., 
$6,000;  wks.  owned  by  city. 

MARICOPA.  F.  dept — 8  c.  eng.;  cost  equip., 
$1,400. 

Water  Supply — ^Not  reported. 

MARTINEZ,  Contra  CosU  Co.,  p.  2,116; 
mere,  bldgs.,  stn.,  bk.  ft  wd.,   2  stor.;  priv.,  wd.. 


1^  stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of  f. 
inv.  F.  dept. — 2  c.  eng.  on  wis.,  6  c  hand  ex., 
1  h.  ft  L  trk.,  2  hose  car.;  hose,  cot,  rub.  lined, 
gd.,  1,200  ft;  rub.,  gd.,  160  ft;  tot  hose,  1,860 
ft;  f.  al.,  bell;  val.  equip.,  $2,876;  val.  bldgs., 
$8,000;  tot  mem.,  66  vol. 

Water  Supply — Src,  wells;  sya.,  pump  to  rea. 
ft  dir.;  res.  cap.,  10,000,000  gals.;  pump,  eng., 
cap.  8.000,000  gala.;  mains,  40  m.,  2  to  12  in. 
dia.;  22  hyd.;  met,  100;  pres.,  dom.  46  lbs.,  f. 
46  lbs.;  cons.,  day  100,000  gals.;  cost,  $20,000; 
cost  mtce.,  $2,600;  wks.  owned  by  Co. 

MARYSVILLE,  p.  6,480.  P.  dept— 2  str.,  1 
comb.  c.  ft  h.  wag.,  1  c  eng.,  1  h.  ft  1.  trie,  1 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  8,000  ft; 
inf.,  960  ft;  tot  hose,  8,950  ft;  tot  mem.,  16, 
pd.  full  time  4,  pd.  part  time  12. 

Water  Supply— Src,  wells,  in  bus.  cent;  sys., 
grav.,  pump  to  stdp.  ft  dir.;  stdp.  cap..  200,000 
gals.;  2  pump,  eng.,  cap.  day,  16,800,000  gals.; 
mams,   14  m.,  8  to  12  in.  dia.;  868  v.;   19  hyd.; 

?*l'i  ??»  ^»^^^  '*'^-J  P*P«»  ^*rt.  i.;  pres.,  dom.  ft 
f.  80  lbs.;  cons,  day,  930,000  gals.;  cost,  $250,- 
000;  cost  mtce.,  $20,000;  wks.  owned  by  private 
Co. 

MAYFIELD,  p.  1,041;  mere  bldgs.,  bk.  ft  wd., 
1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept — 1  h.  ft  L  trk.,  4  c.  hand  ex.,  3  hose 
car-;  hose,  cot,  rub.  lined,  gd.,  1,000  ft.;  inf., 
500  ft;  tot  hose.  1,600  ft;  f.  al.,  bell;  wl. 
equip.  $2,100;  val.  bldgs.,  $2,000;  tot  mem., 
35  vol. 

Water  Supply — Src,  wells;  res.  cap.,  110,000 
gals.;  1  pump,  eng.,  class  centrif.,  cap.  day  604,000 
gals. 

McOLOUD,  p.  2,000;  mere  bldgs.,  wd.,  1  ft  2 
stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  perm,  in 
f.  area;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept — 1  c.  eng.,  1  str.,  19  c  hand  ex.,  12 
hose  reels;  hose,  cot,  rub.  lined,  gd.,  17,950  ft; 
f.  aL,  Gamewell,  18  bx.;  vaL  equip.,  $4,726;  tot 
mem.,    102  vol. 

Water  Supply — Src,  spr.,  4  m.  bus.  cent;  ays., 
pump,  dir.;  3  pump,  eng.;  cap.  day,  2,160,000 
gals.;  mains,  8  m.,  8  to  16  in.  dia.;  299  hyd.; 
pipe,  wd.  ft  i.;  pres.,  dom.  110  lbs.,  f.  200  to  250 
lbs.;   wks.   owned  by  priv.   Co. 

MENDOCINO,  p.  1,000;  f.  area,  64  a.;  mere 
bldgs.,  wd.,  1  ft  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F.  dept — 1 
hand  eng.,  1  h.  ft  1.  trk.,  1  c  hand  ex.,  1  hose 
cart;  hose,  cot,  rub.  lined,  gd.,  860  ft;  rub., 
gd.,  160  ft;  inf.,  100  ft;  tot  hose,  600  ft.;  f.  al., 
bell;  vaL  equip.,  $1,400;  val.  bldgs.,  $500;  exp. 
dept,  $200;  tot  mem.,  60  voL 

Watar  Supply — Src,  wells  ft  cisterns;  sys.,  pump 
to  res.;  tk.  cap.,  250,000  gals.;  cost,  $75,000. 

MENLO  PARK,  p.  1,000;  f.  area,  400  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  stor.;  priv.,  wd.,  1  stor.;  wd. 
rfs.  perm.;  no  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept. — 1  hose  wag,;  hose,  cot,  750  ft, 
good,  500  ft;  tot  hose,  1,260  ft;  f.  al.,  bell; 
val.  equip.,  $1,000;  val.  bldgs.,  $300;  tot  mem., 
80  voL 

Water  Supply — Src,  surface  water;  sys.,  grav.; 
res.  cap.,  126,000,000  gals.;  mains,  40  m.,  8  to 
20  in.  dia.;  met,  180;  pres.,  dom.  70  lbs.,  f.  86 
lbs.;  cost  $400,000. 

MERCED,  p.  8,102;  mere  bldgs.,  stn.,  bk.  ft 
wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.; 
wd.  rfs.  not.  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 2  str.,  2  c  hand  ex., 
8  hose  carts;  hose,  cot,  rub.  lined,  gd.,  600  ft.; 
cot,  gd.,  1,600  ft;  tot.  hose,  2,000  ft;  1  comb, 
hose  wag.,  4  hrs.;  f.  al.,  bell;  tot  mem.,  28,  26 
vol..  8  pd.  men. 

Water  Supply — Src,  riv.,  18  m.  bus.  cent;  sya., 
pump  to  res.;  res.  cap.,  3,000,000  gals.;  2  pump, 
eng.,  cap.,  4.  464,000  gals,  day.;  mains,  c  i.,  18  m., 
6  to  16  in.  dia.;  71  hyd.;  42  v.;  40  met:  800  serv.; 

{>ipe,  lead;  pres.,  dom.   26  to  40  lbs.,  f.  45  to  80 
bs.;  cons,  day,  600,000  gals.;  cost,  $500,000;  cost 
mtce.,   $10,000;  wks.  owned  by  private  Co. 

MILL  VALLEY,  p.  2,551.  F.  dept— 2  c  hand 
ex.,  1  c  eng.,  1  hose  wag.,  6  hose  reels,  2  hrs., 
2,600  ft  hose;  f.  al.,  bell;  val.  equip.,  $2„500; 
vaL  bldgs.,  $2,000;  exp.  dept,  $2,000;  tot  mem., 
86,  pd.  full  time  1,  pd.  part  time   10,  voL   24. 

Water  Supply — Src,  creek,  dam,  cap.,  1,600,000 
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galB.;   res.   cap.,  75,000  gals.;   mains,   4,   S,   2   in. 
dia.;  pres.,  dom.  60  to  70  lbs.,  f.  106  to  186  lbs. 

MODESTO,  p.  4,0S4;  f.  area,  6  blocks;  mere, 
bldgs.,  bk.  ft  stn.,  S  to  6  stor.;  priv.,  bk.  ft  wd.,  1 
ft  2  Btor.;  wd.  rfe.  not  perm,  in  f.  area;  fwks.  ft 
oombt  ord.;  cauaes  of  f.  inv.  F.  dept. — 1  auto, 
comb.  c.  ft  h.  wag.,  1  hose  wag.,  2  hrs.;  hoee,  cot, 
rub,  lined,  gd.,  8,600  ft.;  f.  al.,  Gamewell,  21  bx.; 
val.  eouip.,  $10,6^5;  val.  bldgs.,  $30,000;  exp. 
dept.,  $5,400;  tot.  mem.,  25,  pd.  full  time  5,  pd. 
part  time  20. 

Water  Supply — Src.,  10  wells;  sys.,  pump  dir. 
ft  to  stdp.;  stdp.  cap.,  260,000  gals.;  5  pump, 
eng.,  cap.  day  5,760,000  gals.;  mains,  8  m.,  2  to 
12  in.  dia.;  150  hyd.;  8  t.;  1,000  serv.;  pres.,  f. 
120  lbs.;  cost,  $160,000;  cost  mtce.,  $8,467;  wks. 
owned  by  city. 

MOKELUMNE  HILL,  p.  700.     P.  dept.— 1  hose 
cart,  600  ft  hose,  vol. 
Water  Supply — ^Riv. 

MONROVIA,  p.  3,676;  f.  area,  6  blocks;  mere 
bldgs.,  stn.,  cone,  bk.  ft  wd.,  2  stor.;  priT.,  wd., 
1  ft  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  comb, 
ord.  F.  depL — 1  comb.  c.  ft  h.  auto,  trk.,  1 
hose  reel;  hose,  cot,,  rub.  lined,  gd.,  1,800  ft; 
6  hand  c,  2  c.  carts;  tot.  mem.,  20  vol. 

Water  Supply — Src,  mountain;  sys.,  gray.;  res. 
cap.,  8,000,000  gals.;  mains,  cem.  ft  iron,  68  m.,  2 
to  24  in.  dia.;  129  hyd.;  pres.,  dom.  25  to  160 
lbs.,  f.  76  to  200  lbs.;  cost,  $110,000;  cost  mtcc, 
$7,000;  wks.  owned  by  city. 

MONTEREY,  Monterey  Co.,  p.  4,928;  bldgs.. 
wd.,  1  stor.;  priv..  wd.,  1  stor.;  wd.  rfs.  perm.; 
fwks.  ft  ccmbt.  ord.;  causes  of  f.  inv.  F.  dept — 
1  b.  ft  1.  trk.,  1  hose  wag.,  8  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  8,000  ft;  f.  aL,  bell  ft  wb.;  ral. 
bldffs.,  $18,800;  tot  mem.,  100  vol. 

Water  Supply— Src,  riv.,  26  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  145,000,000  gals.,  loc  2%  m. 
city;  mains,  stl.  ft  c.  i.,  89  m.,  12  to  22  in.  dia.; 
60   hyd.;   400   v.;   met.,   2.800;   3.200   serv.;  pipe, 

falv.  I.;  pressure,  dom.  80  lbs.,  f.  110  lbs.;  cost, 
1,800,000;  wks.  owned  by  Co. 

MORGAN  HILL.  p.  607.  F.  dept— 1  hose  cart. 
600  ft  hose;  vol. 

Water  Supply — ^Wells. 
,    MOUNTAIN  VIEW.  p.   1,161.     F.  dept— 1  h.  ft 
I.  trk.,   2   hose  car.;  hose,   1,200  ft;  f.   aL,  beB; 
tot.  mem.,  45  vol. 

Water  Supply — Src.,  wells;  stdp.  cap.,  100,000 
gals.;  1  pump,  eng.,  dass  dup.,  cap.  day  892,800 
gals.;  mains,  8,  6,  4,  8  in.  dia.;  87  hyd.;  pree.. 
dom.  45  lbs.,  f.  100  lbs. 

NAPA  CITY,  p.  6.791;  f.  area.  896  a.;  mere, 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv..  wd.,  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  No.  8  Nott 
stra.  eng.,  1  comb,  hose  wag.  ft  c.  eng.  auto.,  1 
hand  eng.,  6  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  hose 
wag.,  6  hose  car..  2  hrs.;  hose,  cot,  rub.  lined, 
srd.,  8,600  ft;  inf.,  600  ft;  tot  hose,  4,000  ft; 
f.  al.,  bell,  20  bx.;  vaL  equip..  $16,000;  val. 
bldgs..  $10,000;  exp.  dept,  $7,000;  tot  mem.,  40, 
6  pd.,  6  call  men,  29  vol. 

Water  Supply — Src.,  weUs;  sya.,  pump  to  res.  ft 
dir.;  res.  cap.,  6,000.000  gals.;  stdp.  cap.,  867,200 

?als.;  pump,  eng.,  cap.  day  2,600,000  gids.;  mains, 
6  m.,  2  to  14  in.  dia.;  84  tard.;  met,  200;  1,684 
serv.;  pres.,  dom.  20  to  40  lbs.,  f.  90  lbs.;  com. 

to  A**^®'?^®  «*^;  «»*»  1246.846;  cost  mtce., 
$23,000;  wks.  owned  by  Co. 

NATIONAL   CITY,   p.    1,788;    f.    area    2H    m.; 

mere  bldgs.,  cone  ft  wd.,  1  to  8  stor.;  priv.,  wd..  1 
ft  2  stor. ;  wd.  rfs.  perm,  in  f.  area:  fwk*:  ft  combt 
ord. ;  causes  of  f.  inv.  F.  dept— 6  c.  hand  ex.,  1 
band  h.  ft  I.  trk..  2  hose  reels,  1  auto  comb,  c  ft 
h.  trk.;  2,000  ft  cot,  rub.  lined,  hoee:  inf.,  1,000 
ft;  tot  hose.  8,000  ft;  f.  aL.  Ckunewell.  1  bx.;  val. 
equip.,  $10,000;  val.  bldgs.,  86,000;  exp.  dept., 
$1,800;  tot  mem..  80;  pd.  full  time  1,  pd.  part 
time  1,  VOL  28. 

Water  Supply — Src,  riv.,  7  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  11,600,000  gals.:  mains,  wrt  ft 
c.  L,  74  m.,  4  to  86  in.  dia.;  74  hyd.;  met,  486; 
280  v.;  1,960  serv.;  pipe,  wrt  L;  pres.,  dom.  ft 
f.  20  to  106  Ibe.;  cost  mtce.,  $62,000;  wks.  owned 
by  private  Co. 

NEEDLES,  p.  8.000;  f.  area.  800  a.  F.  dept — 
8  band  hose  carts,  1  band  c.  cart;  vsL,  equip..  $1,. 
200;  veL  bldgs.,  fl,800;  exp.  dept,  $1,000;  tot 
mem..  20  voL;  undrs.  rating,  second  deas. 


Water  Supply— Src,  Colo.  River.  1  m.  bus.  cent: 
W,  pump;  2  pump,  eng.;  cap.  day.  2,000,000  gals.; 
70  hyd.;  80  serv.;  pres.,  dom.  70  lbs.,  f.  110 
lbs.;  wks.  owned  by  private  Co. 

NEVADA  CITY,  p.  2,689;  f.  area,  1  sq.  m.; 
mere,  bldgs.,  wd.  ft  bk.,  1  to  8  stor.;  priv.,  wd., 
1%  stor.;  wd.  rfs.  perm.;  fwks.  ft  oombt  ord.: 
causes  of  f.  inv.  F.  dept — 18  c.  hand  ex.,  4 
hose   carts,    8   hose   wag.,    2   hrs.;   hose,    cot,   rub. 

'^'i^^it/^*'  ^A^J?P  '^'  *•  *1-  GameweU.  12  bx.; 
val  bldgs.,  $8,900;  exp.  dept,  $1,760;  tot.  mem.. 
110  vol. 

Water  Supply— Sys.,   grav.;   rea.   cap.    S,900,000 

m.,  4  to  20  in.  dia.;  98  hyd.;  40  v.;  800  serv.; 
S«^o'nSn''*  *••  P'*/-  dom.  85  lbs.,  f.  100  lb..;  cost 
'®2'iS?U£?l"?*<^«-»  ^1.500;  wkB.  owned  by  citj^ 

Water  Supply — Riv. 

OAKDALE,  p.  1,086;  mere,  bldgs.,  bk.,  1  ft  2 
stor.;  pnv  wd.,  1  stor.;  wd.  rfs.  peril,  in  t  sna; 
causes  of  f.  inv.  P.  dept— 1  hand  eng.,  1  elS 
on  wis.    4  e  hand  ex..  1  h.  ft  L  trk.,  I  hose  wag' 

tot  mem.,  40  vol.  «-   »  ▼       t 

Water  Supply— Src.,  well;  sys.,  pump  to  stdp: 

1,000  serv  ;  pres..  dom.  20  to  60  lbs.,  f.  80  lbs. 
cost,  $10,000;  cost  mtce..  $2,600. 

OAKLAND,  p.  160,174;  f.  area,  800  a.:  mere 
S«r'  ^}^J  *'^"  ^  ^  "  rtor.;  priv,  wd!^'l"r!i 
stor. ;  wd.  rfs.  not  perm,  in  f.  area ;  fi;k«.  ft  combt 
ord.;  causes  of  f  inv.  F.  dept— 16  wtnT^ 
iLi**  "««"?>•  5  •«to.  h.  ft  c.  wag.,  2  aSt£ 
pump.  eng.  2  c.  eng.  46  c.  hand  ex..  8  comb  h! 
«  1.  tries.,  2  h.  ft  1.  trks.,  7  comb,  e  ft  h  was 
6  hose  wag..  6  hose  re^ls,  80  hrs. ;  ho^  ^*' 
rub  lined,  gd.,  81  000  ft;'f.  aL.  oinJwS,  ?16 
?«;•  l'^  •^SiPe'  •fOO.OOO;  vaL  bldgs.,  $250,000; 
tot  mem.,  266,  pd.  full  Ume  154,  pi  part  ttoe 

Sas^^nUSr]*n.^i  '•'lS^P'  MooJoomoo 

gsjs.,  9  pmnp.  eng.,  class  borixontAl  comp.  duo 
cap.   day   28  f 60,000  gals.;   mains,   c.    ft   Seet  C 

SSid  ly  *Oo.'*^®^*     ~^    "***••     »1«M00;    wk%' 

r^^^\^^^^'  P-  «»"».  F.  dept—  2  auto, 
comb.  c.  ft  h.  wag.,  4  c  hand  ex.;  bow.  o^  nb^ 
Uned,  gd..  4,000  ft.;  rub.,  gd..  860  ftl  ST  ^ 
ft.;  tot  fcose,  4,860  ft;  f.  al  Oam^eU  ft 'telp.. 
il**;-' J*^*.^li?JP-  ^12.000;  i^L  bldg«!r $11.00^ 
exp.  dept.  $4,600;  tot  mem..  19;  pd.nwi  tSne  2 

water  Supply — Src,  wells,  1  m.  bus.  cent: 
ays.,  salt  wat»;  res.  cap.,  1.260,000  gals.;  2  pump, 
eng.,   combined   cap.   hour  90,000   gala.:    mates.  4 

200  Ibi.         '  **"*"  ^°°^  ^^  '*"  ^^^  '****••  *•  ^  *• 

*  i^J^^^^*  F-  **P^'  ^'  dept— 1  auto.  comb. 
Sk*  S'lftS'V*  K^  ^?^  ?••  1  6ose  red,  1  h.  ft  L 
Vrul*^^^  JK^i^^'*  '•  •^•»  OwneweU;  vaL  equip.. 

^"lL.t  ^^i  »'•"»=  *"'•  »•»-  '^  *• 

Water  Supply— Src.  strm.  ft  wells;  sy«..  crav  • 
•tdp.  cap..   26,000  «aa.;  res.  cap.rs*5^6  nSI: 

ORANGE,  p    2,920.     F.  dept— Not  reported. 
Water  Supply—Src,  3  welE  %   m.  lE2:  «t; 

Sm  f?M«^ff''  ^  ^  cap.,  100.000  JST 
S..^V  2^  *  *2  f-*  "••  <»P-.  600,000  ia)I:  S 
ft  SF'  V?'^"^?',^!.  8.6O0J00  gal.:;  maJnTc.  L 
*1"',  L?-»  2  to  14  in.  dU.;  95  hyd.;  60  v-  871 
rlvin^Sf®  -erv.;  pipe,  c  L  preif  diii W  iS^ 
f.  100  lbs.;  cons. jfiy.  400,000  gai;  cost  tluT- 
000;  cost  mtce..  $8,000;  wks.  olSed  l^iy! 

OROVILLE,  p.  8.859;  mere  bldga..  bk..  1  ft  I 
stor.;  priv..  wd.,   1  ft  2  stor.;  wdT  rfSi^  p« 

dept— 1  auto.  «omb.  c  ft  h.  w»g.,  1  h.  ft  L  tx£ 
26,000.000  gala.;  maias.  15  m.,  8  to  26  la  ST; 
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46  hyd.;  40  t.;  met.,  1;  600  Benr.;  pres.,  dopi.  70 
lbs.,  f.  70  lb«.;  cost,  $800,000;  cost  mtce.,  $6,000; 
wka.   owned  by  priT.   Co. 

OXNARD.  p.  2,666.  P.  deot— 1  comb.  c.  *  h. 
wag..  4  c  ^and  ex.,  1  h.  ft  1.  trk.,  8  hose  reele, 
1,260  ft.  hose;  I.  al.,  telp.,  beU  ft  wh.;  exp.  dept., 
f  i60;  tot.  mem.,  25,  pd.  part  time  11,  vol.  14. 

Wattr  Supply — Sarc.,  wells,  %  m.  bus.  cent.;^i.i 
diT.  pres.;  stdp.  cap.,  160,000  gals.;  res.  cap.,  160,- 
000  sals.;  2  pump,  eng.,  combined  cap.  day,  3,0U0,- 

000  pSs.-  miins,  8%  m..  4  to  14  In.  dia.;  85  hyd.: 
8  met.;  700  serv.;  pres..  dom.  86  to  48  jos.,  f. 
108  lbs.;  cost,  $110,000;  wks.  owned  by  Oxnard 
Municipal  Water  Dept 

PACIFIC  GROVE,  p.  2.884;  mere  bldgfi.,  wd.,  1 
ft  2  stor.;  priv.,  wd.,  1  stor.  F.  dept— 1  auto.  comb. 
*  bosTft  laddir  w^.,  1  h.  ft  1.  trk..  8  c  hand  ex.. 

1  hose  wag.,  8  hose  carts;  hose,  .cot,  rub.  lined, 
gd.;T»50lt;  f.  aL.  beU;  nO.  equip.,  $8,000:  ral. 
fiSgs.,  $16,00b;  exp.  dept.  $800;  tot  mem.,  48  voL 

Waltr  Supply—Src.,  riv..  26  m.  bus.  cent;  *ys., 
grav.;  res.  cap.,  145,000,000  gals.;  loc.  2%  «: 
?ity;  mains,  sfi.  ft  a  L,  26  m.,  12  to  20  in.  dia.; 
hyd.;  800  ▼.;  met.  60;  1.800  serv.;  PlP«;  ff^^-  ''i 
pfes.,  dom.  80  lbs.,  f.  110  lbs.;  cost,  $100,000; 
wks.  owned  by  Co. 

PALO  ALTO.  p.  4,486;  t  area.  60  a.;  mere, 
bldgs..  bk.  ft  wd..  1  to  8  stor.;  priv.,  wd.,  l  ft  s 

.to?.;  wd.  rfs.  penn.;  '^  ^J^v »"■«•  ®'/ JSJ: 
F.  dept— 4  c.  hand  ex.,  1  h.  ft  L  trk.,  8  host 
wag.;  hose,  cot.  rub.  lined,  gd.,  2,000  ft;  f.  aL. 
bell;  exp.  dept,  $600;  tot  mem.,  46  voL;  undrs. 
rating,  &ird  dass.  ,       ^  .  ^^^.  . 

Walar  Supply— Src.,  wells,  1  m-..^^  JSj- 
sy«..  pump  to  res.  ft  dir.;  stdp.  cap.,  l^MOO^ls.; 
r«a.  cap.,  200,000  gals.;  4  pump.  «%!»?•»,  l'*?yc 
000  gSi  day;  maiSr20  m.,  2  to  12  in.  dia.;  117 
T.:  l5ohyd.Vmet.  1,800:  1,800  »«^v  P««-^.^SgS 
4d  lbs.,  f.  80  to  00  lbs.;  cons,  day,  500,000 
gals.;   cort.   $146,970;  wks.  owned  by  city. 

PASADENA,  P.  80,201;  J.  •"•..J.OOO  %;  2«<^ 
bldgs.,  stn.  ft  bfc,  1  to  6  stor.;  priv.  wd^  2  rtor.. 
wd/rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord., 
causes  of  f.  Inv.  P.  dept— 1  auto.  c.  eng.,  1 
auto.  comb.  c.  ft  h.  wag.,  1  »«^-  P«HJ;, ^^f »  i 
c  ens.  on  wis.,  8  atm.  eng.,  16  c.  hand  ex.,  B 
hosS^a^!  27  hra.;  hose,  0,000  ft:  f.  a .,  Game. 
wVll,  2?  bx.;  vaL  equip.,  $68,606;  ▼»!•  ^^WfJ* 
$67,000;  exp.  dept,  $62,612;  tot  mem.,  46,  pd, 
Kl  time  86,  call  men  IL  „      ,     «i/    *  a 

Water  Supply — Src.,  spr.  ft  wells,  1.  2%  ft  0 
m.  bus.  cent;  sys.,  grav.  ft  P^^P*;^!**-^.;";-^*??-: 

56.000.000  gals.;  6  P^JP-  «?'  »P-JF»  •'V tS 
oob  nls.:  mains,  c.  L  ft  sheet  stL,  166  m.,  z  to 
SO  infdiii;  660l»yd.;  450  v.;  n»et.,  9,000;  10  000 
SCTV.;  pipe.  wrt.  ft  galv.  L;  pres.,  aojn.  10  to  60 
lbs.,  f.  10  to  60  lbs.;  cons.  CMjlta,  128  gals.; 
cost,  $1,260,000;  wks.  owned  by  city. 

PASO  ROBLES,  p.  1.441;  f.  area.  400  a.;  mere, 
bldga.,  stn.,  bk.  ft  wd.,  4  stor.;  priv..  "tn..  bk.  ft 

wd."  2  sto;.;  wd.  rfs.  n^P«™-J  '!;^:  t  S^'^t 
ord.;  causes  of  f.  inv.  P.  dept— 1  *»•.  *,.*;^y*'^* 
hose  wag..  2  hose  car.;  hose,  cot,  nab.  lined,  gd., 
1200  ru  f.  aL,  bell;  exp.  dept,  $400;  tot 
K  86,'pd:  part*  time;  undrs.  rating,  third  class. 

Water  Supply— Src,  P«»P»' ,^on"ooS  ^aU  ?  2 
sys..  pump  to  res.;  res.  cap.,  1.000,000  f»»-»2 
^p.^en^,  "P-dV.  1.760.000  gals.;  mafy^ 
r.,  9  m..  ?i  to  8  in.  dia.;  16  hyd.;  met,  80,  was. 
owned  by  Co. 

PETALUMA,  p.  6.880;  f.  area,  80  a.;  mere, 
bldgs..  bk..  1  to  8  stor.;  priv..  wd.,  1  to  8  stor., 
wdTrfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
^WM  of  f.  tov.  P.  dept— 1  hand  eng.,  1  auto.  c. 
Tb.  wag.,  1  hose  wag  *c.  »«nd  ex.,  6  hose 
car.;  hose,  cot.,  rub.  lined,  gd.,  4,260  ft;  f.  aL, 
Sm^ewell,  17  «x.,  84  telp.  Ex.;  vri.  e<l«»P;»  .^22,. 
000;  vaL  bld«.,  18,000;  exp.  dept.  $1,600;  tot 
mem..  127.  pd.  full  time  7,  120  voL 

WaW  Supply— Arc,  mountain  ■tm.;  aya..  grav.. 
res.  cap.,  86,000,000  gals.;  mains,  86  m..  4  to  10 
4^  dSu-  76  hyd.;  60  v.;  met,  280;  pres..  f.  60 
S*  66  ibZi  SsC  $868,000;  cost  mtce.,  $9,000; 
wks.  owned  by  Co.  „  •       ^ 

PIEDMONT,  p.  8,000;  f.  area,  700  a.  F-  dept 
—1  auto.  comb,  trk.,  1  auto.  comb.  c.  eng.  * 
cWers  ar;  vaL  equip.,  $10,000;  val.  bldgs.  |20r 
000;   exp.  dept.,   $12,000;  tot  mem.,  6,  pd.  part 

"water  Supply — Same  as  Oakland. 
PINOLE,  p.  1,000;  t  area,  60  a.     P.  dept.— 2 


hose  carts,  ladders,  axes,  ftc.;  1,100  ft  hose;  val. 
bldgs.,  $600. 

Watsr  Supply — Src.,  res.;  2  res.  cap.  18,000.- 
000  gals.;  pres.,  dom.  180  lbs.;  wks.  owned  by 
priv.  Co. 

PITTSBURG.  P.  dept — Not  reported. 
Water  Supply — ^Src.,  river,  1,000  ft  bus.  cent; 
sys.,  grav.,  stdp.  cap.,  100,000  gals.;  dim.,  18  x 
82;  res.  cap.,  188,000  gals.;  4  pump,  eng.,  cap. 
day,  2,000.000  gals.;  mains,  wd.  ft  i.,  6  m.,  2%  to 
6  in.  dia.;  83  hyd.;  60  v.;  26  met;  600  serv.; 
pipe,  galv.  i.;  pres.,  dom.  26  lbs.,  f.  50  lbs.;  cons, 
dav,  250,000  gals.;  cost,  $45,000;  cost  mtce., 
$5,500;   wka.   owned  by  private   Co. 

PLACERVILLE,  p.  1,914;  mere  bldgs.,  bk.  ft 
wd.,  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm,  in 
f.  area;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  P. 
dept — 1  h.  ft  L  trk.,  1  hand  eng.,  5  hose  carts; 
hose,  cot,  rub.  lined,  gd.,  1,750  ft.;  f.  aL,  bell; 
tot.   mem.,   65  vol. 

Water  Supply — Src.,  spr.  ft  cisterns;  sys.,  grav.; 
res.  cap.,  500,000  gals.;  mains,  8H  m.,  7  in.  dia.; 
18  hyd.;  pres..  f.  47  to  150  lbs. 

PLEASANTON,  p.  1.264;  mere,  bldgs.,  bk.  ft 
wd.,  1  to  8  stor.;  priv.,  wd.,  1  stor.;  wd.  rfs, 
perm.;  no  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
P.  dept — 15  c.  hand  ex.,  1  h.  ft  1.  trk.,  2  hose 
car.;  hose,  cot,  mb.  lined,  gd..  1,500  ft;  f.  aL, 
bell;  val.  equip.,  $1,750  val.  bldgs..  $1,000;  exp. 
dept.,  $76;  tot  mem.,  42  vol.;  undrs.  rating,  third 
dass. 

Water  Supply — Src.,  wells,  %  m.  bus.  cent; 
sys.,  pump  to  res.;  res.  cap.,  460,000  gals.,  loc  188 
ft  elevation  above  town;  1  28-hp.  pump,  cap.  mln., 
500  gals.;  1  50-hp.  elec  motor;  8  stdp.,  cap.  day, 
864,000  gals.;  pumps  directly  into  mains;  mains, 
c.  i.,  6^  m.,  10  to  2  in.  dia.;  98  hyd.:  met,  200: 
400  serv.;  pipe,  c.  L;  pres.,  dom.  67 H  ll>a>t  f* 
110  lbs.;  cons,  capita.  85  gals.;  cost  mtce.,  $8,000; 
wks.  owned  by  dty. 

PLYMOUTH,  p.  600.  P.  dept— 1  hose  cart, 
600  ft  hose:  bell  al.;  vol. 
Water  Supply — Mountain  lake. 
POINT  RICHMOND,  p.  20,000.  P.  dept— 2  comb, 
auto,  trk.,  c.  hose  ft  ladders;  val.  equip.,  $24,000; 
val.  bldgs.,  $21,600;  exp.  dept.,  $6,800;  tot  mem., 
125;  pd.  full  time  2,  voL  128;  undrs.  rating,  third 
class. 

Water  Supply — Bra.  wells.  1  m.  bus.  c«nt.;  ^ys.. 
dir.  pres.;  110  hyd.;  pres..  dom.  65  to  95  lbs.; 
wks.  owned  by  private  Co. 

POMONA,  p.  10.207.  P.  dept — 1  c  eng.,  1 
comb.  h.  ft  1.  trk.,  1  auto.  comb.  c.  ft  h.  trk..  8 
hose  car.;  hose,  cot,  rub.  lined,  1,950  ft;  f.  al., 
Qamewell;  tot  mem.  80,  pd.  2,  voL  28. 

Water  Supply — Src,  6  wells,  4%  m.  bus.  cent; 
sys.,  grav.,  pump  to  res.,  mat  cem.;  cap.  res., 
1,000.000  gals.;  res.  loc.  IVi  m.  north  bus.  cent; 
eng..  dass  centrif.,  cap.  day,  6.000,000  gals.; 
mains,  80  m.,  2  to  24  in.  dia.;  180  l^d.;  met, 
1,850;  8,400  serv.;  pres.,  dom.  50  lbs.,  f.  50  lbs.; 
cost,  $500,000;  wks.  owned  by  Co. 

PORTERVILLE,  p.  2,696;  f.  area,  400  a.;  mere 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  wd..  1  ft  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  P.  dept. — 1  auto,  c  eng.,  6  c  hand  ex., 
1  auto,  hose  wag.,  1  hand  c  eng.;  hose,  cot,  rub. 
lined,  gd.,  2,500  ft;  inf.,  150  ft;  tot.  hose,  2,650 
ft.;  f.  al.,  GamewcU,  14  bx.;  val.  equip..  815.000; 
val.  bldgs.,  $5,000:  exp.  dept.  $8,000;  lot  mem., 
26  vol.;  undrs.  rating,  third  class. 

Water  Supply — Src,  wells;  sys.,  pump  dir.;  res. 
cap.,  100,000  gals.;  pump,  eng.,  cap.  day,  720,000 
gals.;  mains,  2^  m.,  6  in.  dia.;  80  hyd.;  pres., 
dom.  40  lbs.,  f.  70  lbs.;  cost,  $60,000;  cost  mtce., 
$6,000;  wks.  owned  by  Co. 

RED  BLUFF,  p.  8,680;  f.  area,  700  a.;  mere 
bldgs.,  bk.,'2  stor.;  priv.,  wd.,  1  to  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  P.  dept — 2  str.,  1  new  gasoline  eng.,  4  c 
hand  ex..  1  h.  ft  1.  trk..  4  hose  car.,  6  hrs.;  hose, 
cot,  rub.  lined,  gd..  1,500  ft.;  f.  al.,  bell,  24  bx.; 
vaL  equip.,  $11,000;  vaL  bldgs.,  $16,000;  tot 
mem.,  60,  pd.  fuU  time  8,  vol.  47. 

Water  Supply — Src,  creek,  10  m.  bus.  cent; 
sys.,  grav.,  800,000 -gals,  a  day,  ft  pump  to  stdp.; 
stdp.  cap.,  200,000  gals.;  pump,  eng.,  cap.  day, 
800,000  gals.;  maina,  sheet  i.,  18  m.;  884  serv.; 
pres.,  dom.  27  lbs.,  f.  27  lbs.;  cost  $160,000; 
cost  mtce..  $6,000;  wks.  owned  by  Co. 
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REDDING,  p.  8,672;  f.  area,  28  a.;  bldga.,  bk., 

1  A  4  Biof.;  wa.  rfB.  uw  iJgnu.  p.  llepi.-"i  auiu. 
comb,  c  k  h.  eng.  equip,  with  1,600  ft.  hoae,  1 
70-gaL  e.  eng.,  0  c.  hand  ex.,  1  h.  ft  1.  trk.,  46 
ft  est.,  4  hoee  car.;  hose,  cot.,  rub.  lined,  gd., 
3,600  ft.;  f.  aL,  Oamewell.  18  bx.:  val.  equip., 
$12,000;  vaL  bldgs.,  $1,500;  ezp.  dept,  $1,600; 
tot.  mem.,  66  toI. 

Watar  Supply — Src,  riT.,  in  bus.  cent.;  tys., 
pump  dir.;  res.  cap.,  860.000  gals.;  pump,  eng., 
cap.  day  1,600,000  gals.;  mains,  8%  m.,  2  to 
12  in.  dia.;  26  hyd.;  met.,  200;  presw,  dom.  60  lbs., 
f.  60  lbs.;  cost,  $62,000;  cost  mtce.,  $4,600;  wks. 
owned  by  Co. 

REDUVNDS,  p.  10,440;  f.  area,  16  blocks;  mere, 
bldgs.,  bk.,  2  ft  8  stor.;  priT.,  wd.,  1  ft  8  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  comb.  c.  ft  h.  wag.,  10  c.  band 
ex.,  1  comb.  auto.  c.  ft  h.  wag.,  2  hose  car.,  2 
hrs.;  hose,  cot.,  rub.  lined,  8,700  ft.;  f.  al.,  bell; 
val.  equip.,  $10,600;  val.  bldgs.,  $6,600;  exp.  dept., 
13,000:   tot.   mem.,   17,  paid   full  time  2,  vol.   16. 

Water  Supply — Src,  8  wells,  80  m.  bus.  cent.; 
«ys.,  grav.;  res.  cap.,  6,000,000  gals.,  loc  in  city: 
mains,  stl.,  40  m.,  8  ft  6  in.  dia.;  47  hrd.;  1,900 
serr.;  pipe,  iron;  pres.,  dom.  40  to  60  lbs.,  f.  80 
to  100  lbs.;  cost,  $820,000;  cost  rntce.^  $18,000; 
wks.  owned  by  Ck>. 

REDONDO  BEACH,  p.  8,000;  f.  area,  1,000  a.; 
F.  dept. — 1  auto.  c.  wag.,  2  hose  carts;  val. 
equip..  $3,000;  val.  bldgs.,  $2,000;  exp.  dept, 
$1,250;  tot.  mem.,  27  toI. 

Water  Supply — Src,  wells,  1  m.  bus.  cent; 
sys.,  grav.;  2  pump,  eng.;  161  hyd.;  wks.  owned 
by  priv.  Co. 

REDWOOD,  p.  2,442;  f.  area,  600  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.     F.  dept — 1  hand  eng.,  1  c.  eng., 

2  c.  hand,  ex.,  1  h.  ft  1.  trk..  1  hoee  wag..  6  hose 
car.;  hose,  cot.,  rub.  lined,  go.,  2,000  ft;  mf.,  600 
ft;  tot.  hose,  2,600  ft;  f.  al.,  Gamewell  ft  wh., 
21  bx.;  val.  equip.,  $9,000;  val.  bldgs.,  $8,100; 
exp.  dept,  $100;  tot  mem.,  06,  vol.;  undrs.  rating, 
third  class. 

Water  Supply — Src,  wells,  1  m.  bus.  cent; 
tja,,  pump  res.;  res.  cap..  600,000  gals.:  2  pump, 
eng.;  class,  centrif.,  cap.  day,  500,000  gals.;  mains, 
40  m.,  2  to  10  in.  dia.;  148  hyd.:  60  v.;  600  serv.; 
pipe,  iron;  pres.,  dom.  80  lbs.,  f.  80  to  200  lbs.; 
cons,  day,  300,000  gals.;  cost,  $90,000;  wks.  owned 
by  city. 

ftEEDLEY,  p.  8,000;  f.  area,  40  a.;  mere 
bldgs..  bk.,  1  ft  2  stor.;  priv.,  wd..  1  ft  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  no  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  c  eng.,  8 
hose  carts;  hose,  cot,  rub.  lined,  gd..  1,050  ft.; 
f.  al.,  bell  ft  wh.,  21  bx.;  val.  eouip.,  $1,260; 
val.  bldgs.,  $2,200;  tot.  mem.,  SO  vol. 

Water  Supply — Src,  wells,  1  block  bus.  cent; 
sys.,  pump,  to  stdp.;  «tdp.  cap.,  60,000  sals.;  mat, 
wd.  ft  gal  v.  L;  8  pump,  eng.,  combined  cap.  day, 
696,000  gals.;  mains,  10  m.,  2  to  6  in.  dia.;  mat, 
iron;  69  hyd.;  21  v.;  met,  28;  pres.,  dom.  25 
lbs.,    f.    90    lbs.;    cons.    day.    160,000    gals.;    cost 

521,876;  cost  mtce.,  $6,000;  wks.  owned  by  in- 
i%'iduaL 
R I  ALTO.  P.  Dept. — ^Not  reported. 
Water  Supply — Src,  creek,  12  m.  bus.  cent; 
sys.,  grav.;  res.  cap.,  250,000  gals.;  dim.  66  x 
66  X  10,  mat  cem.  ft  cone;  mains,  8  m.,  2  to 
12  in.  dia.,  mat  c.  ft  wrt  L;  40  hyd.;  290  serv.; 
pipe.  wrt.  i.;  pres.,  dom.  48  lbs.,  f.  60  lbs.; 
cons.,  day  850,000  gals.;  wks.  owned  by  Co. 

RIOHMOND,  p.  9.500;  f.  area,  6,400  a.  F. 
dept — 1  comb,  c  ft  h.  wag.,  2  comb.  auto.  trk.  ft 
c  eng.,  1  hose  wag.,  2  hrs.;  bote.  6,000  ft;  f. 
al.,  bell;  vaL  equip.,  $20,000;  vaL  bldn.,  $16,000; 
exp.  dept.   $7,000:  tot  mem.   86,  pOi  part  time. 

Water  Supply — Src,  wells;  4  stdpa.,  combined 
cap.  425,000  gals.;  res.  cap.,  1,000.000  gals.;  2 
pump,  eng.,  cap.  day  358,820  gals,  together; 
mains,  10  m.,  3,  4,  6  in.  dia.;  01  hyd.;  pres.,  f. 
83  lbs. 

RIO  VISTA,  p.  884;  f.  area,  160  a.;  mere 
bldgs.,  wd.,  1  to  2  stor.;  priv.,  wd.,  1  to  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept— >1  h.  ft  L  trk.,  1  hose 
car.;  hose,  cot.,  rub.  lined,  gd.,  1,200  ft.;  f.  al., 
bell;  tot.  mem.,  40.  vol.;  undrs.  rating,  third  cli 

Water  Supply — ^Not  reportad. 


RIVERSIDE,    Riverside    Co.,    p.    15,212;   mot. 
*  bldga..  bk.,  1  to  4  itur.;  yrtv..  wa,,  i  tu  a  luir.; 

wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  onL; 
cauaea  of  f.  inv.  F.  dept — 8  auto.  eomb.  e.  k 
h.  wag.  equip,  with  40  ft  60  gaL  c.  tk.,  4,400  ft 
hoae,  1  h.  ft  L  trk.,  1  stm.  eng.,  10  c  baad  ex., 
1  supply  wag.,  2  hoae  reels,  6  hra.;  hoae,  eot, 
rub.  lined,  gd.,  6.700  ft:  inf.,  2,000  ft;  tot 
hose,  7,700  ft;  f.  aL.  Gamewell,  28  bx.;  nL 
equip.,  $37,608;  exp.  dept,  $15,490;  tot  mem. 
29.  pd.  full  time  9,  pd.  part  time  20. 

Water  Supply — Sre,  wells,  8  m.  boa.  cent; 
auxiliary  plant  1  m.  bua.  cent;  pumped  to  ret.  at 
an  elevation  240  ft;  cap.  of  this  rea.,  1,000,000 
gals.;  eys.,  grav.;  res.  cap.,  60,000  gala..  Ice  tt 
station;  1  dup.  ft  1  trip,  pomp  operated  by  t 
50-hp.  gas  engs.,  combined  cap.  675  gala,  mfat; 
mains,  stL,  29  m.,  8,  6,  4,  8  ft  2  in.  dia.;  199 
hyd.;  met,  816;  2,216  serv.;  pipe,  1  Id.;  pret., 
dom.  40  lbs.,  f.  56  lbs.;  cons.,  day  1,500,000 
gals.;  cost,  $269,396;  cost  mtoe,  $20,548;  vki. 
owned  by  Co. 

ROCKLIN,  Placer  Co.,  p.  1,026.  F.  dept— 1 
hose  car.;  hose,  cot,  rob.  lined,  gd.,  1,000  ft; 
inf.,  100  ft;  tot  hose.  1,100  ft;  f.  aL,  bell; 
val.  equip.,  $1,750;  vaL  oldgs.,  $l,00<h  tot  mem., 
25  vol. 

Water  Supply — Src,  riv.;  sys.,  grav.;  res.  loc 
4  m.  bus.  cent;  mains,  stL,  6^  m.,  6  to  15  in. 
dia.;  30  hyd.;  wks.  owned  by  Co. 

ROSEVILLE,  p.  2,608.  F.  dept— 7  hose  car.; 
hose,  2,600  ft;  f.  al.,  wh.;  vaL  equip.,  $2,500; 
exp.  dept,  $75;  tot.  mem.,  32  vol. 

Watar  Supply — Sre,  wells;  rea.  cap.,  7,000,000 

rls.:   mains,   3^   to   18   in.   dia.;   51   hyd.;  pres., 
,    97   lbs. 

SACRAMENTO,  p.  44.696;  f.  area,  640  a.;  mere 
bldgs.,  bk.  ft  stn.,  1  to  6  stor.;  priv.,  bk.  ft  wd.,  1 
to  4  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwki.  ft 
combt.  ord.;  causes  of  f.  inv.  P.  dept — 2  h.  ft  L 
trk.,  6  stm.  eng.,  10  e  hand  ex.,  1  aer.  tik.,  2 
comb,  e  ft  h.  wag.,  8  hose  wag.,  2  hose  car.,  20 
hrs.;  hose,  cot,  rub.  lined,  gd.,  8,460  ft;  f.  sL, 
elec.  70  bx.;  vaL  equip.,  $50,000;  vaL  bldgs.. 
$54,000;  exp.  dept,  $87,600;  tot  mem.,  68,  pd. 
full  t'me  85,  pd.  part  time  88. 

Watar  Supply — Sre,  riv.;  sys.,  pump  dir.;  S 
pump,  eng.,  cap.  day  27,000,000  gals.;  maino,  56 
m.,  4  to  24  in.  dia.;  400  hyd.;  prea.,  dom.  40 
lbs.,  f.  60  lbs.;  cost  $566,000;  cost  mtce..  $40,- 
000;  wks.  owned  by  city. 

ST.  HELENA,  p.  1.608;  f.  area,  1,000  a.;  niere. 
bldgs.,  wd.,  stn.  ft  bk.,  1  ft  2  stor.;  priv.,  wd,  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.  F. 
dept — 1  c.  eng.,  2  c  hand  ex.,  1  h.  ft  1.  tik.,  1  aer. 
trk.,  2  hose  car.;  hose,  cot,  rub.  lined.  1,500  ft; 
f.  al.,  bell;  vaL  equip.,  $2,000;  vaL  bldga.,  $2,300; 
exp.  dept,  $400;  tot.  mem.,  34  vol.;  undm.  rating, 
third    class. 

Water  Supply — Sre,  spr.;  sys.,  grav.;  2  i«s., 
comb.  cap.  160,000,000  gals.;  maliis,  6  n^  2  to 
12  in.  dia.;  40  hyd.;  met,  287;  826  serv.:  pres., 
f.  66  lbs.:  cost  $100,000;  cost  mtce,  $4,000; 
wks.  owned  by  Co. 

SALINAS,  p.  8.786;  f.  area,  2,600  a.;  mere. 
bldga.,  bk.,  2  ft  3  stor.;  priv.,  wd.,  2  stor.:  wd. 
rfs.  not  perm.;  fwks.  ft  comb,  ord.;  causes  of  f.  inv. 
F.  dept — 1  auto.  comb,  e  ft  h.  wag.,  1  str..  2  e 
hand  ex.,  1  h.  ft  1.  trk.,  1  hose  re^  2  hrs.;  hose, 
cot,  rub.  lined,  gd.,  2,600  ft.;  inf..  2,000  ft;  tot 
hoee,  4,600  ft;  f.  si.,  elee,  14  bx.;  v«L  equipL. 
$12,000;  val.  bldgs.,  $8,000;  exp.  dept,  $6,000; 
tot.  mem.,  24;  3  pd.  mem.,  21  voL 

Water  Supply---Sre,  weDa,  ^  m.  bus.  ceot: 
sys.,  pump  to  tksw  ft  dir.;  res.  loe  at  statSoa;  2 
pump,  eng.,  comb.  cap.  day  1,920,000  gals.;  auini* 
e  L,  15  m.,  2  to  14  in.  dia.;  14  Vd.;  1.00O 
serv.;  pipe,  galv.  L;  pros.,  dom.  80  lbs.,  L  $0 
lbs.;  wks.  owned  by  Co. 

SAN  ANDREAS,  p.  800.  P.  dept— 4  e  htad 
ex..  1  hand  ladder  cart:  hoae,  cot.  rub.  lined.  pL. 
SOO  ft;  val.  equip.,  $1,000;  vaL  bldgs.,  $500; 
exp.  dept,  $200;  tot  mem.,  50  voL 

Watar  Supply — Cisterns. 

SAN  ANSELMO,  p.  2,000.  F.  dept— 1  omk. 
c.  ft  hose  wag..  2  e  nand  ex..  2  hose  carts,  2  hrt.; 
2,700  ft  hose:  f.  aL.  OamewdL  10  bz.;  vaL  cqmp- 
$3,500;  val.  bldgs.,  $6,000;  exp.  dept,  $2,600;  tot 
mem.,  100  vol. 

Watar  Supply — Sre,  lake;  ays.,  higb  pim:  3< 
hyd.;  pres.,  dom.  70  to  80  lbs.,  1  70  to  80  w.; 
wks.  owned  by  priv.  Oo, 


FIRE  DEPARTMENTS  AND  WATER  SUPPLY— CAUFORNIA. 


C-21 


SAN  BERNARDINO,  p.  12.779;  f.  ana,  4,188  a.; 
mere  bldgs.,  bk.,  1  to  4  ator.;  pr>.,  wd.,  1  to  8 
ator.;  wd.  rfa.  not  perm.;  fwks.  k  combt.  ord.; 
cauaea  of  f.  iny.  P.  dept. — 1  comb.  auto.  c.  ft  h. 
wag.,  1  auto.  h.  ft  L  trk.  with  500  ft.  hoae  ft  120 
ft  laddera,  1  avto.  boae  wag.  with  1,000  ft.  hose, 
2  c  hand  ex..  2  hoae  reela,  10  noszlea;  hoae, 
cot.,  rub.  lined,  gd.,  6,200  ft.;  f.  al.,  Gamewell, 
46  bz.;  Tal.  equip.,  $86,000;  vaL  bldga.,  $18,000; 
exp.  dept.,  $17,000;  tot.  mem.,  42,  7  pd.  full 
time.    85   vol. 

Watar  Supply — Src,  atrma.,  7  wella.  l^i  to  4 
m.  bua.  cent.;  cap.,  1,860,000  gala.;  aya.,  graT., 
pump  dir.;  2  rea.,  cap.  2,750,000  gala.;  res.  loc. 
S%  m.  northwest  dty;  pump,  eng.,  cUaa  dup., 
cap.  day  4,000,000  gala.;  mains,  sti.  ft  c.  i.,  72 
m.,  4  to  20  in.  dia.;  291  hyd.;  660  ▼.;  8.800 
aerr.;  pipe,  iron;  prea.,  dom.  86  lbs.,  f.  94  Iba.; 
cone.,  day  4,000,000  gala.;  cost,  $550,000;  cost 
mtce.,  $18,000;  wka.  owned  by  city. 

SAN  BRUNO,  p.  10,000;  f.  area,  120  a.  P. 
dept. — 8  atr.,  2  comb.  c.  eng.,  2  h.  ft  1.  trfc.,  8 
hoae  carta;  f.  al.,  beU;  TaL  equip.,  $50,000;  vaL 
bldga.,  $8,000;  ezp.  dept.,  $10,000;  tot  mem.,  200 
vol.;  undrs.  rating,  flrat  daaa. 

Water  8uppty---Src.,  arteaian  well,  1  m.  bua. 
cent.;  sya.,  dir.  prea.;  8  pump,  eng.,  cap.  day 
8,000,000  gala.;  50  byd.;  10  v.;  50  aenr.;  prea., 
dom.  60  Iba.,  f.  250  Iba.;  coat,  $2,000,000;  coat 
mtce.,  $20,000;  wka.  owned  by  city. 

SAN  BUENA  VENTURA,  p.  8,500;  f.  area,  6 
blocks;  mere,  bids.,  bk.,  8  ator.;  priT.»  wd.,  1  ft  2 
ator.;  wd.  rfa.  perm,  outaide  of  f.  area.     F.  dept — 

1  h.  ft  1.  trk.,  1  auto.  f.  eng.  ft  comb.  c.  eng.,  2 
hoae  car.;  hoae,  rub.,  gd.,  1,200  ft.;  cot,  1,200  ft; 
tot  hoae,  2,400  ft;  f.  al.,  bell;  val.  equip., 
$10,000;  traL  bldga.,  $9,000;  ezp.  dept,  $750;  tot 
mem.,  17  toI. 

Water  Supply — Src.,  riT.;  aya.,  grav.;  rea.  cap., 
8,000,000  rala.;  pump,  eng.,  daaa  dup.,  cap.  day 
860,000  gala.;  malna,  20  m.,  8  to  26  in.  dia.:  60 
hyd.;  26  t.;  met,  80;  700  aerv.;  prea.,  f.  80  lbs.; 
cost,  $176,000;  coat  mtce.,  $8,000;  wka.  owned 
by  Co. 

SAN  DIEGO,  p.  89,578;  f.  area,  48,500  a.;  mere 
bldga.,  atn.  ft  bk.,  1  to  5  ator.;  priv.,  wd.,  1  to  8 
•tor.;  wd.  rfa.  not  perm,  in  f.  area;  fwksw  ft  combt 
ord.;  cauaes  of  f.  inv.  F.  dept — 1  c.  eng.  on  wis., 
4  str.,  1  auto,  atr.,  2  auto.  pump,  eng.,  5  auto, 
comb.  h.  ft  c.  wag.,  17  c  hand  ez.,  1  auto, 
aer.  trk.,  2  comb.  &  ft  h.  wag.,  8  hose  wag..  80 
bra.;  hose,  cot,  rub.  lined,  gd.,  80,000  ft.;  f.  al., 
Oamewell,  121  bz.;  val.  equip.,  $22,600:  val. 
bldga.,  $87,000;  ezp.  dept,  $90,000;  tot  mem., 
71,  pd.  full  time. 

Water  Supply— Src,  lake,  40  m.  bua.  cent;  ays., 
grav.  by  fiume,  pump  to  resw  ft  dir.;  6  res.  comb, 
cap.  42,576,000,000  gala.;  8  pump,  eng.,  2  hor. 
crosa  comp.  at  main  pump,  atation  ft  6  centrif. 
at  anziliary  pump,  plant;  maina,  c.  ft  wrt  i.,  124 
m.,  4  to  28  in.  dia.;  787  hyd.;  met,  10,282; 
12,436  aenr.;  prea..  dom.  40  to  65  lbs.,  f.  100 
lbs.;  cons.,  day  6,102,000  gala.;  coat  $8,700,000; 
cost  mtce.,  $154,000;  wka.  owned  by  Ck>. 

SAN  FERNANDO,  p.  2,000;  f.  area,  1.400  a.  F. 
dept — 2  hand  c.  eng.,  4  c.  hand  ez.,  1  h.  ft  1.  trk.; 
300  ft.  c.  hose;  100  ft  inf.  hose;  tot.  hose,  400 
ft;  f.  al.,  telp.  ft  wh.;  vid.  equip.,  $1,000;  val. 
bldga.,  $100;  ezp.  dept,  $600;  tot  mem.,  20,  pd. 
part  tirce. 

Water  Supply — Src.,  wella  ft  mountain  strm. 

SAN  FRANCISCO,  p.  416,012;  f.  area.  26,720 
ft.;  report  prior  to  conflagration  of  April,  1906; 
prlT.,  wd.,  2  stor.;  f.  limits;  wd.  rfs.  not  perm, 
in  f.  area:  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept — 10  c.  eng.,  2  water  towers,  68  atm.  eng., 

2  f.  beats,  8  comb,  hose  wag.,  60  c.  hand  ez.,  1 
aer.  trk.,  10  h.  ft  1.  trk.,  50  hose  wag.,  866  hrs.; 
hose,  cot,  rub.  lined,  gd.,  108.450  ft;  f.  al., 
elec,  466  bz.;  val.  equip.,  $600,000;  val.  bldgs., 
$400,000;  ezp.  dept,  $900,000;  tot  mem.,  722, 
pd.  full  time. 

Water  Supply — Src,  mountain  strm.,  lakes  ft 
wells,  6  to  60  m.  bus.  cent;  sys.,  grav.;  pump. 
to  4  impounding,  11  distributing  res.;  4  imp., 
re«.,  cap.  32,278,000,000  gals.;  11  dist.  res.,  cap. 
59,000,000  gals.;  24  pump,  eng.,  combined  cap. 
dav  120,400.00  gals.;  mains,  436  m..  3  to  44  in. 
dia.;  4,892  hyd.;  met,  19,700;  8,660  v.;  66.000 
0erv.;  pipe,  lead  ft  galv.  i.;  pres.,  dom.  ft  f.,  40 
to  140  lbs.;  cons,  day,  89,874,000  gala.;  wk«. 
owned  by  Co. 


SAN    GABRIEL,   p.    1,600;    no   org.   f.    dept 
Water  Supply — -Src,  wells  ft  springs,  sys.,  grav.; 
6  pump,  eng.;  wka.  owned  by  private  Co. 

SAN  JOSE,  Santa  Clara  Co.,  p.  28,946;  mere, 
bldga.,  atn.,  bk.  ft  wd.,  1  to  7  stor.;  priv.,  wd.,  2 
ator.;  wd.  rfa.  penn.;  fwka.  ft  combt.  ord.;  cauaea 
of  f.  inv.  F.  dept.^-6  atr.,  2  comb.  c.  ft  h.  wag., 
1  c.  eng.,  11  &  hand  ez.,  1  h.  ft  1.  trk.,  2  aer. 
trk.;  1  hoae  wag.,  8  boae  car.,  24  bra.;  hose,  cot, 
rub.  lined,  gd.,  12,000  ft;  f.  al.,  Gamewell,  78 
bz.;  vaL  eouip.,  $85,000;  v«l.  bldga.,  $40,000; 
ezp.  dept,  $50,000;  tot  mem.,  64,  pd.  full  time 
81,  pd.  part  time  88. 

Water  Supply— Src.,  strm.,  20  m.  bus.  cent; 
aya.,  grav.;  rea.  cap.,  400,000.000  gals.;  loc.  Santa 
Cruz  mountaina;  5  pump,  eng.,  class  horiaontal 
centrif.  ft  comp.  dup.,  cap.  day  13,000,000  gals.; 
maina,  aheet  L  ft  c  L,  136  m.,  8  to  28  in.  dia.; 
876  hydrants;  768  v.;  met,  8,000;  9,000  aerv.; 
pipe,  iron;  prea.,  dom.  40  to  60  lbs.;  cons.,  day 
9,600,000  gala.;  cost  mtce.,  $80,000,  including 
tazea  pd.;  vrks.  owned  by  Co. 

SAN  JUAN,  p.  826.  F.  dept. — 1  hoae  cart  500 
ft.  hoae;  bell  al.;  vol. 

Water  Supply— Spr.;  aya.,  grav.;  rea.  cap..  200.- 
000  gala.;  maina,  8  ft  4  in.  dia.;  pres.,  dom.  85 
to  50  lbs.,  f.  80  lbs. 

SAN  LEANDRO,  p.  8,171.  F.  dept— 1  h.  ft  1. 
tik.,  8  hoae  carta;  hose,  cot,  rub.  lined,  gd.,  1,500 
ft;  inf.,  1,000  ft;  tot  hoae,  2,600  ft;  tot  mem., 
12.  pd.  full  time. 

water  Supply— Src,  lake;  sys.,  grav.;  rea.  cap., 
6,000,000,000  gala.;  pres.,  dom.  45  Iba.,  f.  60 
Iba.;  cona.,  day  186,000  gals.;  wks.  owned  by  Co. 

SAN  LUIS  OBISPO,  p.  5,157;  f.  area,   260  a.; 

mere,  bldga.,  bk.,  1  to  4  ator.;  priv.,  wd.,  1  to  8 
ator.;  wd.  rfa.  not  perm,  in  f.  area;  fwks.  ft  combt 
ord.  P.  dept — 1  str.,  1  comb,  c  ft  h.  wag.,  1  h.  ft  1. 
trk.,  8  hoae  car..  4  hrs.;  hose,  cot.,  rub.  lined,  gd., 
2,000  ft;  f.  aL  ays.  in  course  of  construction; 
val.  equip.,  $8,000;  val.  bldgs.,  $6,000;  ezp.  dept, 
$2,000;  tot  mem.  72,  pd.  full  time  4.  pd.  part 
time  14,  voL  54;  undra.  rating,  aecond  class. 

Water  Supply — Src,  apr.  ft  wells,  4  m.  bua. 
cent;  aya.,  grav.,  pump  to  rea.  ft  dir.;  res.  cap., 
9,000,000  gala.,  loc  2  m.  dty;  2  pump,  eng.,  claaa 
gas  ft  single  action;  mains,  c  !.,  86  m.,  4  to 
14  in.  dia.;  66  hyd.;  100  v.;  1,600  serv.;  pipe, 
galv.  i.;  prea.,  f.  100  Iba.;  cona.,  day  1,260.000 
gals.;  cost,  $200,000;  cost  mtce.,  $5,000;  wka. 
owned  by  city. 

SAN  MATEO,  p.  4,884;  f.  area,  6%  aq.  m.; 
mere,  bldga.,  bk.,  cone  ft  wd.,  1  to  8  ator.;  priv., 
wd.,  2  stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt 
ord.  F.  dept. — 1  auto.  comb.  h.  ft  c  wag.,  t 
c.  hand  ez.,  1  c.  eng.  (small),  1  h.  ft  I.  trk.,  1 
comb.  c.  ft  h.  wag.,  8  hose  oar.:  hose,  cot,  rub. 
lined,  gd.,  4,800  ft;  rub.,  gd.,  1,200  ft;  inf.,  850 
ft;  tot.  hose,  6.7.50  ft;  f.  al.,  elec;  val.  equip., 
$11,000:  val.  bldgs.,  $11,400;  tot.  mem.,  136 
vol.;   undrs.   rating,  first  class. 

Water  Supply — Src,  Spring  valley  ft  pump  dir.; 
sys.,  grav.,  pump  to  res.  ft  dir.;  res.  cap.,  8,000,000 
gals.,  loc.  1  m.  west  city;  2  pump,  eng.,  class 
trip,  ft  horizontal;  cap.  day,  2,000,000  gals.; 
mains,  4  to  11  in.  dia.;  59  hyd.;  1,000  serv.;  pipe, 
%   in.;  pres.,  f.   60  lbs.;  wks.  owned  by  Co. 

SAN  PEDRO,  Los  Angeles  Co,  p.  7,000;  mere, 
bldgs.,  bk.,  1  to  3  stor.;  pr!v.,  wd.,  1  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causea  of  f.  inv.  F.  dept — 1  auto.  comb.  c.  ft  h. 
wag.,  2  f.  boats  (rented)  in  harbor,  1  c  eng.  on 
wis.,  1  h.  ft  1.  trk.,  24  c  hand  ez.,  8  hoae  car.; 
hose,  cot.,  rub.  lined,  gd.,  7,000  ft;  f.  al..  bell, 
telp.  ft  Oamewell,  24  bz.;  val.  equip.,  $26,000; 
val.  bldgs.,  $1,000;  ezp.  dept,  $10,000;  tot  mem. 
35,  pd.  full  time  5,  vol.  80. 

Water  Supply — Src,  spr.  ft  wells;  ays.,  pump  to 
res.;  res.  cap.,  2,260,000  gala.;  pump,  eng.,  cap. 
day  6.760,000  gala.;  maina,  6  m.,  6  to  20  in.  dia.; 
76  hyd.;  75  v.;  met,  450;  pres.,  dom.  26  lbs.,  f. 
40  lbs.;  cost,  $100,000;  cost  mtce.,  $900  month; 
wks.  owned  by  Los  Angeles  City. 

SAN  RAFAEL,  p.  6,984.  F.  dept — 2  h.  ft  1. 
trk..  2  hose  car.,  3  hose  carts.  1  hose  wag.,  2  hrs.; 
hose,  cot.,  rub.  lined,  gd.,  4,200  ft.;  tot.  mem.,  108 
vol.;  undrs.  rating,   first  class. 

Water  Supply — Src,  spr.;  sys.,  grav.;  res.  cap., 
140.000,000  gals.;  mains,  45  m.,  2  to  14  in.  dia.; 
82   byd.;   met,    360;    1,000   serv.;   pres.,   dom.    80 
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Ibt.,  f.  120  lbs.;  cost,  $68,000;  cost  mtce.,  $20,- 
000 ;  wks.   owned  by  Co. 

SANTA  ANA,  p.  8,429;  f.  area,  60  a.;  mere, 
bldgs.,  bk.  &  wd.,  1  to  8  stor.;  priv.,  wd.,  1  to  2 
■tor.;  wd.  rfa.  not  perm,  in  f.  area;  causes  of  f. 
Inv.  P.  dept. — 1  h.  k  1.  trk.,  1  comb.  c.  and  h. 
wag.,  0  c.  hand  ex.,  2  hose  reels,  S  hrs,;  hose,  cot., 
rub.  lined,  gd.,  2,600  ft;  f.  al.,  bell,  wh.  ft  elec., 
26  bx.;  tot  mem.  82,  pd.  full  time  2,  toL  80. 

Water  Supply — Src.,  6  wella,  %  m.  bus.  cent; 
sys.,  dir.  to  mains;  res.  cap.,  5,000^000  gals.,  loc. 
at  pump,  station;  4  pump,  eng.;  mams,  c.  i.,  145,> 

000  ft,  4  to  20  in.  dia.;  168  hyd.;  88  t.;  met, 
2,400;  8,800  serr.;  pres.,  dom.  76  lbs.,  f.  120  lbs.; 
cons,  day,  2,000,000  gals.;  cost,  $180,000;  wks. 
owned  by  'city. 

SANTA  BARBARA,  p.  11,669;  f.  area,  47 ^  a.; 
mere,  bldgs.,  stn.  k  bk.,  1  to  8  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  it  combt.  ord.; 
causes  of  f.  in\'.  F.  dept — 1  auto.  comb.  h.  k 
c.  wag.  with  1,100  ft.  h.  k  c.  tk.,  1  str.  in 
reserve,  6  c.  hand  ex.,  1  h.  Jc  1.  trk.,  1  hose  wag., 
2  hose  carts;  hose,  cot,  rub.  lined,  2,800  ft.; 
f.  al.,  Gamewell,  8  bx.;  val.  equip.,  $18,100;  exp. 
dept,  $3,889;  tot.  mem.,  19,  pd.  full  time  4, 
vol.    16. 

Water  Supply — Src,  mountains,  4  m.  bus.  cent; 
sys.,  grav.;  res.  cap.,  8,200,000  gala.,  loc,  1  east, 

1  west  part  city;  mains,  c.  i.,  27  m.,  4  to  18  in. 
dia.;  197  hyd.;  600  v.;  2,107  serv.;  pipe,  galv.  L; 
pres.,  dom.  180  lbs.,  f.  100  lbs.;  cons.,  capita  80 
gals.;  cost,  $420,416.96;  cost  mtce.,  $7,376.92; 
wks.  owned  by  city. 

SANTA  CLARA,  p.  4,848;  mere,  bldgs.,  stn.,  bk. 
k  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.; 
no  fwks.  &;  combt.  ord.;  causes  of  f.  inv.  F.  dent.— 
4  c.  hand  ex.,  1  h.  ft  1.  trie.,  4  hose  car.;  hose, 
cot.  rub.  lined,  gd.,  2,000  ft;  f.  aL,  Gamewell, 
17  ox.;  tot.  mem.,  150  vol. 

Water  Supply— -Src,  wells,  H  m.  bus.  cent; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  100,000 
gals.,  dim.  20  ft.  deep,  mat.  wd.  ft  stl.;  cistern 
cap.,  70,000  gals.;  2  pump.  eng..  class  comp.  dup , 
cap.  day  1,250,000  gals.:  1  trip,  expansion  dup. 
pump,  cap.  2,000,000  gals,  day;  mains,  c  i.,  21 
m.,  2  to  12  in.  dia.;  To  hyd.;  1,800  ser^'.;  pipe, 
wrt.  i. ;  pres.,  dom.  46  lbs.,  f.  110  lbs.;  cons,  day, 
1,500,000  gals.;  cost,  $86,000;  cost  mtce.,  $17,- 
000;  wks.  owned  by  city. 

SANTA  CRUZ,  p.  11,146;  f.  area,  1,000  a.; 
mere  bldgs.,  bk.  ft  wd.,   1  to  4  stor.;  priv.,  wd., 

2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  auto.  comb.  c.  ft  h. 
wag.,  1  h.  ft  1.  trk.,  1  comb,  c  ft  h.  wag.,  2  hose 
wag,  2  hose  car.;  8  hrs.;  hose,  cot,  rub.  lined, 
gd.,  1,600  ft;  inf.,  800  ft;  tot  hose,  2,800  ft; 
f.  al.,  bell  ft  elec,  11  bx.;  tot  mem.  20,  pd.  full 
time  8,  pd.  part  time  17. 

Water  Supply — Src,  mountain  strm.;  sys.,  grav.; 
res.   cap.,   2.500,000  gals.,  ft  large  res.   at  an  ele-    | 
vation  of  480  ft   above  sea  level,  cap.   60,000,000 

?:als.;  mets.,  1.000;  220  hyd.;  pres.,  dom.  90  lbs., 
.   90  lbs.;  cons.,  day  1,600,000  gals.;  cost.  $865,- 
000;  cost  mtce.,  $4,600;  wks.    owned  by  city. 

SANTA  MARIA,  Santa  Barbara  Co.,  p.  2,260; 
mere  bldgs.,  wd.  ft  bk.,  1  ft  2  stor.;  priv..  wd., 
1  ft  2  stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt.  ord. 
F.  dept — 1  comb.  auto.  str.  with  hose,  hook  k 
ladders,  1  hose  car.;  hose.  1.000  ft;  f.  al.,  bell 
ft  wh.;  val.  equip.,  $6,000;  val.  bldgs.,  $6,000. 

Water  Supply — Src,  tk.;  60  hyd. 

SANTA  MONICA,  p.  7,847;  f.  area,  60  a.;  mere 
bldgs.,  bk.  ft  cone,  1  to  6  «tor.;  priv..  bk.  ft  wd., 

1  ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.     F.  dept — 1  str., 

2  auto.  comb,  c  ft  hose  wag.,  1  h.  ft  L  trk.,  1 
hose  car.,  1  hrs.;  hose,  cot,  rub.  lined,  gd.,  5,600 
ft;  rub.,  gd.,  600  ft;  inf..  800  ft;  tot  hose, 
6,400  ft;  f.  al.,  telp.;  val.  equip..  $24,000;  val. 
bldgs,  $1,200;  exp.  dept,  $1,400;  tot  mem.  83, 
pd.  full  time  8.  pd.  part  time  1,  vol.   24. 

Water  Supply — Src,  wells,  8  m.  bus.  cent.;  sys., 
pump  to  res.;  res.  cap.,  6,000,000  gals.;  loc  2 
m.  out  of  city;  2  pump,  eng.;  mains,  4  to  16  in. 
dia.;  1,260  serv.;  pipe,  galv.  atl.;  pres.,  dom.  60 
lbs.,  f.  50  Iba.;  wks.  owned  by  Co. 

SANTA  PAULA,  p.  2,216;  f.  area,  800  «.; 
mere,  bldga.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  12  ft 
high.;  wd.  rfs.  perm,  in  f.  area;  combt  ord.; 
causes  of  f.  inv.  F.  dept — 2  hose  carts,  1  c.  hose 
cart.  1  auto,  trk.;  hose,  cot,  rub.  lined,  gd.,  1,600 


ft;  f.  al.,  telp.,  wti..  10  bx.;  vaL  equip..  $4,000; 
val.  bldgs.,  $150;  exp.  dept,  $240;  tot  mem., 
18  vol. 

Water  Supply — Src,  creek;  sya.,  grav.;  res. 
cap.,  8,686,294  gals.;  mains,  2  to  8  in.  dia.;  0 
hyd.;  met,  2;  pres..  dom.  80  lbs.,  f.  80  lbs.; 
cost,  $70,000;  cost  mtce.,  $1,602;  wks.  owned 
by  Co. 

SANTA  ROSA,  Sonoma  Co.,  p.  7,817;  mere, 
bldgs.,  bk..  cone,  stn.  ft  wd.,  1  to  8  stor.;  priv., 
wd..  2  stor.;  combt.  ord.;  causes  of  f.  inv.  F. 
dept — 2  str.,  1  auto.  c.  eng.  with  hose  ft  laddcn. 
*.^*'*..^*^^  "•»  2  hose  wag.,  8  hrs.;  hose,  cot, 
rub.  lined,  gd.,  8,800  ft;  f.  al.,  GamewelL  27  bx.; 
val.  equip.,  $22,000;  val.  bldgs.,  $11,000;  tot 
mem.,  12,  pd.  full  time  0,  pd.  part  time  6. 

Water  Supply — Src,  creek,  6  m.  bus.  cent; 
sys.,  grav.;  res.  cap.,  800,000,000  gala.,  loc  2  m. 
east    of    town;    1    centrif.    pump.,    cap.    1,126,000 

fals.;  mains,  c  ft  wrt  i.,  80  m.,  4  to  12  in.  dia.; 
6  hyd.;  met,  106;  1,000  aenr.;  pres.,  don. 
40  lbs.,  f.  60  lbs.;  cost,  $210,077;  o(Mt  mtee.. 
$6,000;  wks.  owned  by  Co. 

SAUSALITO,  p.  2.888;  mere  bldga..  bk.  ft  wd.. 
8  stor.;  priv.,  wd.,  26  ft  high;  wd.  rf^  not  pern, 
in  f.  area;  fwks.  ft  combt  ord.;  causes  of  i  isv. 
F.  dept — 10  e  hand  ex.,  6  hose  wag.,  S  hn.; 
hose,  cot.  rub.  lined,  gd.,  8,200  ft;  T  aL,  bell; 
\al.  equip.,  $6,725;  val.  bldgsi,  $4,200;  tot  menu, 
80  vol. 

Water  Supply — Src,  Mt.  Tomalpaia,  10  m.  boa 
cent.;    sys..   pump   to   stdp.;   stdp.   cap.,    1,600.000 

fils.;  2  pump,  eng.,  cap.  M4,000  gala,  daj;  nuina, 
0  m.,  4  to  10  in.  dia.;  170  byd.;  150  r.;  720 
met;  720  serv.;  pres.,  dom.  40  to  104  Iba.,  £.  40  to 
135  lbs.;  cons,  day,  100,000  gals.;  coat,  $109,000; 
cost  mtce.,  $6,176;  wks.  owned  by  city. 

SAWTELLE,  p.  4,000.  P.  dept — 1  auto,  comb, 
e  ft  h.  wag.;  1.000  ft  hose;  ral.  equip.,  $2,000; 
tot.  mem.,  7 ;  pd.  per  call. 

Water  Supply — Src,  weUs. 

SEBASTOPOL,  p.  1.288.  F.  dept. — ^1  gasoline 
eng.,  1  hand  eng.,  8  hose  carts;  hoae,  2,500  ft; 
tot.  mem..  86  vol. 

Water  Supply — Src,  wells  ft  datema;  1  elec. 
motor,  60  hp.;  1  gas  eng.,  60  hp.;  pumps  capable 
600  gals,  min.;  res.  cap.,  206,000  gala.;  water 
pipes  in  all  parts  town;  well  holda  46,000  gala. 

SELMA,  p.  1.760;  mere  bldga.,  wd.  ft  bk..  1  to 
2  stor.;  priv.,  wd^  1  to  2  stor.;  combt  ord.; 
causes  of  f.  inv.  F.  dept— 1  auto.  oomb.  c  ft  h. 
wag.  equip,  with  2  40-g«].  e  tk.  ft  1,200  ft  boac. 
1  h.  ft  1.  trk..  14  e  hand  ex.,  1  boae  cart;  hose* 
cot,  rub.  lined,  gd.,  1.000  ft;  f.  aL,  bell  ft  elec, 
10  bx.;  vaL  equip.,  $2,500;  tot  mem.,  24  voL 

Water  Supply — Src,  wells;  sya.,  pump  to  res.; 
res.  cap.,  66,000  gala.;  pump.  eng.  cap.  day,  900,- 
000  gals.;  mains.  18 )&  m.,  1^  to  6  in.  dia.; 
16  byd.;  14  v.;  800  serv.;  pres.,  dom.  82  Iba..  f. 
80  to  100  lbs.;  cost,  $20,000;  cost  mtce.,  $3,600; 
wks.  owned  by  Co. 

SHERMAN,  p.  1.000.  P.  dept — 2  band  bose 
carts,   1,000  ft  hoae. 

Water  Supply — Src,  wells;  aya.,  grar.:  maina,  S 
to  6  in.  dia.;  30  hyd.;  prea.,  dom.  46  lbs.,  f.  45 
lbs.;  wks.  owned  by  priv.  Co. 

SIERRA  MADRE,  p.  1,808.  P.  dept— 1  oombL 
e  ft  h.  wag.,  6  e  hand  ex.,  1  hose  reel;  hose. 
cot.,  rub.  lined,  gd.,   600  ft;  f.   aL,   wh.;  voL 

SISSON,  p.  686.  F.  dept. — 22  e  hand  ex^  1 
hose  cart;  hose,  850  ft;  tot.  mem.,  20  vol. 

Water  Supply — Sys.,  grav.;  tk.  cap.  20,000  gala; 
mains,  4  to  6  in.  dia.;  16  hyd.;  prea.,  120  iba. 

SONOMA,  p.  957.  P.  dept— 1  hand  eng.,  1  hoae 
cart,  1  h.  ft  1.  trk..  600  ft  hose,  beU  aL;  voL 

Water  Supply — Spr.;  sys..  grav.;  res.  cap.,  210.- 
000  gals.;  mains,  6  in.  dia. 

80N0RA,  p.  2.029;  mere  bldgs.,  bk.  ft  ata.,  1 
fo  2  %  stor.  P.  dept — 1  h.  ft  1.  trk.,  6  how  carts; 
hose,  cot,  rub.  lined,  gd.,  2,000  ft;  inf..  500  ft; 
tot  hose,  2,500  ft;  f.  al.,  bell;  vaL  equip:,  $5,000; 
val.  bldgs..  $8,000;  tot.  mem.,  62  vol 

Water  Supply — Src,  spr.;  avs.,  grav.  ft  panp  to 
rea.;  res.  cap.,  6,160,000  gala.;  maina,  6  m.,  8 
to  11  in.  dia.;  60  hyd.;  prea.,  dom.  60  lbs.;  cost, 
$40,000;  coat  mtce.,  $2,100. 

SOUTH  PASADENA,  p.  0,000.  P.  dept— 1  aoCo. 
str.  with  two  40-gal.  e  tka.;  vaL  equlpi,  $i.OOO; 
exp.  dept,  $2,000;  voL 
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Water  Supply — Src,  mountain  strm.  k  wells, 
1  m.  from  bus.  cent.;  sys.,  grav.;  res.  cap.,  1,000,- 
000  gals.;   2  hyd.;  prea.,  dom.   40  Iba. 

SOUTH  SAN  FRANCISCO,  p.  1,080.  F.  dept^ 
3  hose  carts,  1,900  ft.  hose;  vol. 

Wtter  Supply — Src,  wells;  sya.,  grav.;  rea.  cap., 
1,600,000  gals.;  mains,  8  to  12  in.  dia.;  prea., 
dom.  SO  to  SO  lbs.,  f.  70  Iba. 

SPRECKLES,  p.  1,000;  f.  area,  100  a.;  mere, 
bldgs.,  bk.  k  wd.,  1  A  2  stor.;  priv.,  wd.,  1  A  2 
Btcr.;  wd.  rfs.  perm,  in  f.  area;  no  fwks.  k  combt. 
ord.;  causes  of  f.  inv.  F.  dept — 2  c.  eng.,  01  e. 
hand  ex.,  4  hoae  car.:  hose,  cot.,  nib.  lined,  2.660 
ft;  gd.,  50  ft.;  tot  hose,  $2,600  ft.;  f.  al.,  bell; 
tot  mem.,  25  vol. 

Water  Supply — Not  reported. 

ST.  HELENA,  p.  1,800.  P.  dept.--2  hose  carts, 
1,500  ft.  hose;  voL 

Water  Supply — Src,  creek;  sya.,  mv.;  rea.  cap., 
75,000,000  gals.;  prea.,  dom.   60  lbs. 

STIRLING  CITY.  p.  000.  F.  dept. — 4  hose 
carts,  1,600  ft.  hose;  vol. 

Water  Supply — Src,  riv.;  sys.,  grav.;  rea.  cap.. 
5,000,000  gals.;  2  pump,  eng.,  combined  cap. 
day  720,000  gals.;  80  hyd.;  prea..  60  lbs. 

STOCKTON,  p.  23,268;  f.  area,  4  so.  m.;  mere, 
bldgs.,  bk.  k  stn.,  1  to  7  stor.;  priv.,  bk..  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  combt.  ord.;  causes 
of  f.  inv.  F.  dept, — 1  comb.  auto.  str.  k  hose 
wag.,  1  auto.  c.  eng.  k  h.  wag.,  2  str.,  2  hose 
wag.,  1  c.  eng.,  1  h.  k  \.  trk.,  1  chief's  auto.,  12 
e.  hand  ex.  (in  reserve,  2  str.,  1  hose  wag.,  1  c 
eng.,  1  chiefs  buggy,  8  c.  hand  ex.),  16  hrs.; 
hose,  cot.  mb.  lined,  gd.,  11,000  ft.;  c,  800  ft; 
tot  hose,  11,300  ft;  f.  al.,  Gamewell,  48  bx.;  val. 
equip.,  $70,000;  val.  bldgs.,  $40,000;  exp.  dept, 
$47,500;  tot  mem.  84.  pd.  full  time  26,  pd.  part 
time  8. 

Water  Supply — ^Src,  deep  wells,  1  m.  bus.  cent; 
«ya.,  pump  to  stdp.  k  d.r.;  stdp.  cap.,  200,000 
gals.;  mat  stl.;  rea.  cap.,  1,500,000  gala.,  loc.  at 
pump,  wka.;  6  pump,  eng.,  class  centrif.,  combined 
cap.  day  22,000,000  gals.;  maina,  c  L,  41  m.,  4 
to  20  in.  dia.;  250  hyd.;  400  v.;  met,  560;  6,000 
serv.;  prea.,  dom.  40  to  50  lbs.,  f.  40  to  60  Iba.; 
wks.  owned  by  Pacific  Oas  k  Electric  Co. 

SUI8UN,    p.    641.      F.    dept — 1    str..    8    bote 
carts,   1.060  ft.  hose;  bell  aL;  voL 
Water  Supply — Spr.;  ays.,  grav.;  res.  cap.,  600,- 

000  gala.;  mains.  4  to  6  in.  dia.;  20  hyd.;  prea., 
50  lbs. 

SUNNYVALE,  p.  800.  F.  dept— 1  hoae  cart, 
800  ft  hose;  vol. 

Water  Supply — ^Wells,  M,  m.  bus.  cent;  sys., 
grav.;  stdp.  cap.,  270,000  gals.;  2  pump,  eng., 
combined  cap.  day  720,000  gals.;  mains,  8H  ni., 
2  to  6  in.  dia.;  88  hyd.;  36  met;  prea.,  dom.  20 
lbs.,  f.  80  lbs.;  cost,  $16,000;  cost  mtce.,  $105; 
wks.  owned  by  city. 

SUSANVILLE,  p.  688.     F.  dept. — 2  c  hand  ex., 

1  hose  cart;  hose,  750  ft;  f.  al..  bell;  tot  mem.. 
25. 

Water  Supply — Src,  lake;  sys.,  grav.;  rea.  cap. 
6,000,000  gals.;  pres..  150  lbs. 

SUTTER  CREEK,  p.  1,800;  f.  area,  20  a.;  mere, 
bldgs.,  wd.,  stn.  k  bk.,  1  &  2  stor.;  priv.,  wd.,  1 
to  2^  ator.  F.  dept — 1  e.  eng.,  1  h.  &  L  trk., 
4  hose  car.;  hose,  rub.,  gd.,  1,800  ft;  2  5'gaL 
f.  ex.;  f.  al.,  bell;  tot  mem.,  80  vol. 

Water  Supply — Src,  lake,  125  m.  bua.  cent; 
sys.,  grav.;  res.  cap.,  5,000,000  gala.;  mains,  sheet 
k  c.  i.,  5  m.,  4  to  11  in.  dia.;  50  hyd.;  pipe,  sheet 
i.;  prea..   dom.  180  lbs.,  f.  240  lbs. 

TAFT.     F.  dept — ^Not  reported. 

Water  Supply — Src,  tk.  cars  from  Bakersfleld; 
48  m.  boa.  cent;  sys.,  railroad  to  Taft;  res.  cap., 
84.000  gala.;  1  pump,  eng.,  cap.  day  156,000  ^Is.; 
mains,  2  m.,  3  to  4  in.  dia.,  mat  stl.;  13  nyd.; 
10  v.;  met.,  60;  110  serv.;  pipe,  stl.;  pres.,  dom. 
32  iba.,  f.  160  lbs.;  cons,  day  81,000  gals.;  cost 
$10,000;  cost  mtce.,  $4,000;  wks.  owned  by 
priv.    Co. 

TRACY,  p.  •2,200;  f.  area,  280  a.  F.  dept. — 
2  hoae  carts,  1  c.  eng.;  hose,  cot.,  rub.  lined, 
gd.,  1,000  ft;  f.  al.,  bell;  val.  equip.,  $850;  vaL 
bidga..  $250;  exp.  dept,  $250;  tot  mem.,  25.  pd. 
p«rt   time;  undrs.  rating,  fourth   class. 

Water  Supply — Src,  well,  1  m.  bus.  cent;  sys., 
dir.   proa,   k  pump;      2  pump,   eng.;  mains,   5   ni.; 


85  hyd.;  210  v.;  198  serv.;  pres.,  dom.  40  lbs., 
f.  85  lbs.;  coat,  $26,000;  coat  mtce.,  $2,000; 
wks.  owned  by  city. 

TROPICO,  p.  1,200.  F.  dept.~l  band  hose 
car.;  hose,  800  ft;  f.  aL,  wh.;  tot  mem.,  45  voL 

Water  Supply — Src,  canyon  In  mountains  k  well; 
res.  cap.,  2,000,000  gals. 

TRUCKEE.  p.  1,600;  f.  area,  400  a.;  mere 
bldgs.,  stn.,  bk.  k  wd.,  1  to  2  stor.;  priv.,  wd.,  1 
to  2  stor.;  wd.  rfa.  perm,  in  t  area;  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  h.  k  L  trk,  8  c. 
hand  ex.,  8  hose  carts,  1  hose  reel;  hose,  cot, 
rub.  lined,  gd.,  1,700  ft;  inf.,  700  ft.;  tot  hose, 
2,400  ft;  f.  al.,  bell  k  wh.;  val.  equip.,  $4,500; 
exp.  dept,  $1,250;  tot  mem..  45  voL 

Water  Supply — Src.  spr.,  2  m.  bua.  cent;  aya., 
grav.;  rea.  cap.,  200.000  gala.;  1  pump,  eng., 
cap.  500  gala,  min.;  maina.  Iron  k  atL.  6  m..  H 
to  10  in.  dia.;  86  hyd.;  met,  80;  800  aerv.;  prea., 
dom.  08  lbs.,  f.  98  Iba.;  cons.  day.  100,000  gala.; 
coat.  $18,000;  cost  mtce..  $260;  wka.  owned  by 
Co. 

TULARE,  p.  2,768;  f.  area,  14  a.;  mere,  bldga., 
bk.,  1  to  8  stor.;  priv.,  wd.,  1  ator.;  wd.  rfs.  not 
perm.;  fwks.  k  combt.  ord.;  cauaea  of  f.  inv.  F. 
dept — 1  h.  &  1.  trk.,  1  hose  wag.,  8  hose  car.,  1 
hrs^;  hose,  cot,  rub.  lined,  gd.,  1,600  ft;  inf., 
800  ft;  tot  hoae,  1.900  ft.;  f.  al.,  Gamewell,  7 
bx.;  val.  equip.,  $2,000;  vaL  bldga.,  $4,000;  exp. 
dept.  $550;  tot  mem..  40  voL;  undrs.  rating, 
fourth  daas. 

Water  Supply — Src,  wells;  sys.,  grav.;  pump  to 
atdp.  k  dir.;  stdp.  cap.,  90,000  gals.;  dim.,  50  ft. 
high;  2  pump,  eng.,  cap.  day  1,440,000  gals.; 
mains,  18  m.;  54  hyd.;  pres.,  dom.  88  lbs.,  f.  60 
to  66  lbs.;  cons.,  day  800,000  gala.;  ftost.  $80,000; 
wks.  owned  by  Co. 

TUOLUMNE,  p.  1,400.  F.  dept.— 2  hose  carta, 
600  ft  hose;  voL 

Water  Supply — Mountain  strm.;  sys.,  grav.;  rea. 
cap.,  400,000  gals.;  priv.  res.  cap.,  7,000,000  gals.; 
nuiins,  4  to  8  in.  da.;  pres.,  16  lbs. 

TURLOCK,  p.  1,687.  F.  dept— 1  str.,  1  c  eng., 
1  h.  ft  1.  trk.,  2  hose  carta,  2,000  ft  hoae;  82  voL 

UKIAH,  p.  2,186;  f.  area,  1,280  a.;  mere,  bldga., 
bk.,  1  to  8  stor.;  priv.,  wd.,  1  Ae  2  ator.;  vrd.  rfs. 
pemL;  F.  dept. — 1  hand  eng.,  2  c  hand  ex.,  1 
h.  k  L  Irk.,  2  hoae  wag.;  hoae,  cot,  rub.  lined,  gd., 
1,600  ft.;  inf.,  500  ft;  total  hoae,  2.000  ft:  f.  al., 
bell  k  wh.;  vaL  equip.,  $8,000;  vaL  bldga.,  $6,000; 
exp.  dept.,  $500;  tot.  mem.,  60  voL 

Water  Supply—Src,  wells;  sys.,  pump  to  rea.  k 
dir.;  rea.  cap.,  1,000,000  gals.;  1  pump,  eng.,  daaa 
dup.,  cap.  day  600,000  gals.;  mains,  8  m.,  2  to  10 
in.  dia.;  80  hyd.;  pres.,  dom.  65  lbs.;  cost,  $40,- 
000;  wks.  owned  by  Co. 

UPLAND,  p.  2.884.  F.  dept— 1  hand  c  eng., 
5  hose  carts;  1,500  ft  hose;  bell  al.;  exp.  dept, 
$175;   18  vol. 

Water  Supply-*-Src,  creek;  sys.,  grav.;  res.  cap., 
180,000  gals.;  mains,  2  to  8  in.  dia.;  61  hyd.; 
prea.,  dom.  85  to  66  lbs.,  f.  90  lbs. 

VACAVILLE,  p.  1,177;  f.  area,  85  a.;  mere 
bldgs..  bk.  k  wd.,  1  k  2  stor.;  priv.,  wd.,  1  stor.; 
wd.  rfs.  not  perm.;  no  fwks.  k  combt  ord.;  causes 
of  f.  not  inv.  F.  dept. — 2  hose  car.;  hoae,  cot., 
rub.  lined,  gd.,  2,000  ft;  f.  al.,  bell;  exp.  dept, 
$260;  tot  mem.,  24,  pd.  part  time;  undra.  rating, 
third  class. 

Water  Supply — Src,  wells;  sys.,  pump  to  res.  k 
dir.;  res.  cap.,  150,000  gals.,  loc.  at  Gallen  k 
Vine  sts. ;  2  pump,  eng.,  class  comp.  dup.,  cap. 
day  200,000  gals.;  mains,  1%  m.,  2  to  8  in.  dia.; 
80  hyd.;  200  serv.;  pres.,  dom.  60  lbs.,  f.  60  to  80 
lbs.;  cost,  $24,000;  cost  mtce.,  $1,800;  wks. 
owned  by  Co. 

VALLEJO,  p.  11,840;  f.  area,  700  a.;  mere 
bldgs.,  bk.,  cone  k  wd.,  1  to  8  stor.;  priv.,  bk. 
k  wd.,  1  to  8  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2  stm. 
eng.,  1  c  wag.,  2  comb,  c  k  h.  wag.,  6  c  hand 
ex.,  2  h.  ft  1.  trks.,  4  hose  carts,  2  hrs.;  hose, 
cot,  rub.  lined,  gd.,  8,700  ft.;  fair,  600  ft:  inf., 
500  ft;  tot  hoae,  4.700  ft.;  f.  al..  Gamewell,  40 
bx.;  vaL  equip.,  $20,000;  vaL  bldga.,  $15,000; 
exp.  dept,  $9,800;  tot  mem.,  89,  pd.  full  time  4, 
pd.  part  time  10,  vol.  76. 

Water  Supply — Src,  falla,  18  m.  bua.  cent; 
aya.,  grav. ;  2  storage  rea.,  combined  cap.  1,000.500,- 
000  gals.,  loc.  18  m.  north  of  city;  2  distributing 
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res.,  cap.  16,000.000  gals.;  mains,  c.  {.;  154  hyd.; 
met.,  1,206;  2,456  serv.;  pipe,  gaiv.  i.;  pres.,  dom. 
76  lbs.,  f.  76  Iba.;  cost,  |860,000;  cost  mtee., 
116,000;  wks.  owned  by  dty. 

VENTURA,  p.  2,945.  F.  dept. — 1  auto.  h.  ft  e. 
wag.,  2  hose  reels,  1  h.  &  L  trk.,  4  hand  ex.,  2,150 
ft.  hose,  20  call  men. 

Water  Supply — Src,  riv.,  1  m.  bus.  cent.;  ays., 
grav. ;  water,  gd.;  8  res.,  combined  cap.  8,105,000 
gals.;  2  pump,  eng.,  combined  cap.  hour  47,600 
gals.;  mains,  3  to  8  in.  d!a.;  47  hyd.;  pres.*  dom. 
66  to  68  lbs.,  f.  90  lbs. 

VISALIA,  p.  4,650;  t  area,  20  a.;  mere.  bldg8.» 
bk.,  1  to  3  stor.;  priv.,  wd.,  1  stor.;  wd.  ris.  not 
perm.;  fwks.  &  combt.  ord.;  causes  of  f.  inr. 
P.  dept. — 1  auto,  str.,  1  str.,  1  hand  eng.,  4  c. 
hand  ex..  1  h.  &  L  trk.,  1  hose  wag.,  2  hose  car., 
8  hrs.;  hose,  cot.,  rub.  lined,  gd.,  2,150  ft.;  inf., 
400  ft.;  tot.  hose,  2.560  ft.;  f.  al.,  bell,  wh.  ft 
Gamewell,  19  bx.;  val.  equip.,  f 6,000;  val.  bldsa., 
180,000;  exp.  dept,  f  8,000;  tot.  mem.,  48,  pd.  full 
time  4,  vol.  44. 

Water  Supply — Src.,  wells;  sya.,  pump  to  res.  ft 
dir.;  res.  cap.,  192,000  gals.;  pump,  eng.,  cap. 
day  2,000,000  gals.;  mains,  80  m.,  1^  to  10  in. 
dia.;  68  hyd.;  700  acrv.;  pres.,  dom.  40  Iba.,  f.  80 
lbs.;  cost,  1120,000;  cost  mtce.,  |12,000;  wks. 
owned  by  Co. 

WALNUT  CREEK.     F.  dept  not  reported. 

Water  Supply— Src,  wells,  %  m.  bus.  cent; 
^s.,  pump  to  stdp.;  atdp.  cap.  100,000  gals.,  dim. 
SO  X  50,  mat.  redwood  staves;  res.  cap.,  26,000,000 
gals.,  loc.  75  ft.  above  town;  1  pump,  eng**  cap. 
day  60,000  gals.;  mains,  8^  m.,  4  to  6  in.  dia.; 
10  hyd.;  10  v.;  40  serv.;  pipe,  gal  v.  i.;  pres.,  dom. 
66  lbs.;  cost,  f  10,000;  wks.  owned  by  priv.  Co. 

WATSONVILLE,  p.  4,446;  f.  area,  640  a.;  mere, 
bidgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  IH  ator.; 
wd.  rfs.  perm.;  fwks.  ft  combt.  oiti.;  causes  of  f. 
inv.  F.  dept — 1  str.,  1  h.  ft  L  trk.,  8  hose  car., 
2  hrs.;  hose,  cot,  rub.  lined,  gd.,  2,000  ft.;  f.  al., 
bell;  val.  equip.,  f 7,800;  val.  bldgs.,  16,000;  exp. 
dept,  f  1,200;  tot  mem.,  54,  pd.  full  time  8, 
vol.  51. 

Water  Supply — Src,  mountain  strm.,  9  m.  bua^ 
cent;  sys.,  grav.;  res.  cap.,  11,500,000  gals.,  loc 
1^  m.  city;  pump.  eng.  cap.,  1,000,000  gala,  day; 
mains,  sheet  ft  c.  i..  40  m.,  4  to  18  in.  dia.;  100 
hyd.;  146  met:  1,500  serv.;  pipe,  iron;  pres.,  dom. 
40  lbs.,  f.  80  Iba.;  cods,  day,  1,000,000  gals.;  wka. 
owned  by  private  Co. 

WEAVERVILLE,  p.  1,000;  f.  area.  160  a.  F. 
dept — ^8  c.  eng.,  25  c.  hand  ex.,  8  hose  carts,  2 
hrs.;  1,500  ft.  cot,  rub.  lined  hose;  f.  al.,  elec. 
bell,  14  bx.;  val.  equip.,  |4,000;  val.  bldga., 
1800;  exp.  dept,  f250;  tot  mem.,  50  vol. 

Water  Supply — Src,  creek;  ays.,  grav.;  rea.  cap., 
1,250,000  gals.;  maina,  4  in.  dia.;  14  hyd.;  pres., 
dom.   .30  to  40  lbs.,  f.  90  lbs. 

WHEATLAND,  p.  481.  F.  dept. — 2  hose  carta, 
800  ft  hose;  vol. 

Water  Supply — Src,  wells;  aye.,  pump  to  stdp.; 
stdp.  cap.,  60,000  gals.;  1  pump,  eng.,  cap.  day 
288.000  gala.;  pres.,  60  lbs. 

WHITTIER,  p.  4,550.  F.  dept.— 1  comb,  c  ft 
h.  wag.,  6  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  auto.  f.  trk., 
40'gar.  c.  eng.,  1  hose  car.:  hose,  cot,  rub.  lined, 

fd.,    2,000    ft.;    f.    aL,    bell    ft    telp.;    vaL    equip., 
7,000;  exp.  dept,  f 4,000;  tot  mem.,  16;  pd.  full 
time  2,  pd.  part  time  18. 


Water  Supply — Src,  wells,  2  m.  bus.  cent;  sys., 
pump  to  res.;  res.  cap.,  4,000,000  gals.;  2  pump, 
eng.,  cap.  day,  8,500.000  gals.;  maina,  26  m..  4 
to  18  in.  dia.;  115  hyd.;  1.800  serv.;  met,  280; 
pres.,  dom.  ft  f.,  30  to  100  lbs.;  cons,  day,  3,000,- 
000  gals.;  cost,  $200,000;  coat  mtce.,  $4,500; 
wks.  owned  by  dty. 

WILLITS,  p.  1,158.  F.  dept — 2  hose  carts,  600 
ft  hose;  bell  al.;   42  vol. 

Water  Supply. — Src,  creek;  sys.,  grav.;  res.  cap., 
60,000  gals.;  mains,  6  to  8  in.  dia.;  prea.,  80  Ibc 

WILLOWS,  p.  1,189.  F.  dept.— 2  boae  carts, 
1,100  ft.  hoae;  Oamewell  al.  sys.,  6  bx.;  40  voL 

Water  Supply — Src,  wells;  sya.,  riv.  to  rtdp.; 
stdp.  cap.,  90,000  gala.;  2  pump,  eng.,  combined 
cap.  hour,  69,000  gals.;  maine,  6  to  8  in.  dia.;  69 
hyd.;  prea.,  60  lbs. 

WINTERS,  p.  910;  f.  area.  10  a.;  mere  bldgi., 
bk.,  2  stor.;  priv.,  wd.,  1^  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  fwka.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  h.  ft  1.  trk.,  10  c.  hand  ex., 
2  hoee  reels.;  hoee,  cot,  rub.  lined,  gd.,  1,050  ff.; 
f.  al.,  bell;  val.  equip.,  $2,000;  tot  mem.,  80  voL 

Water  Supply — Src,  wells;  sya.,  gniv.;  stdp.  cap., 
54,000  gals.;  2  pump,  eng.,  comb.'ned  cap.,  day 
860,000  £als.;  maina,  4  to  6  in.  dia.;  24  hyd.; 
pres.,  75  lbs. 

WOODLAND,  p.  8,187;  f.  area,  640  a.;  mere, 
bldga.,  atn.  ft  bk.,  1  to  8  stor.;  pnv.,  wd.,  1  stor.; 
wd.  rfs.  not  perm.;  fwka.  ft  combt  ord.;  causei 
of  f.  inv.  F.  dept. — 2  str.,  1  h.  ft  L  trk.,  1  hose 
wag.,  2  hose  car.,  5  hra.;  hose,  cot,  mo.  lined, 
gd.,  2,480  ft;  inf.,  1,870  ft;  tot  hoae,  4.850  ft: 
f.  aL,  Gamewell,  10  bz.;  val.  equip.,  $4,000;  viL 
bldgs.,  $25,000;  exp.  dept,  $5,000;  tot  snem.,  60, 
pd.  full  time  4,  vol.  56;  undra.  ratinCt  second 
daas. 

Water  Supply — Src,  wella;  aya.,  pump  to  tk.  k 
dir.;  cap.,  170,000  gala.;  2  pump,  eng.,  claaa  corap. 
dup.,  cap.  day  2,600,000  ffala.;  1  centrit  pump, 
cap.  1,475  gala,  min.;  maina,  c.  ft  wrt  I.,  22  bl, 
2  to  12  in.  dia.;  66  hyd.;  pres.,  dom.  t5  Iba.,  1 
90  Iba.;  cost,  $62,000;  coit  mtce.,  $S,600. 

YREKA,  p.  1,184;  f.  area,  200  a.;  mere  bldgs., 
bk.,  2  ator.;  priv.,  wd.  ft  bk.,  1  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  fwka.  ft  combt  ord.;  causes  of 
f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  1  stm.  pump  in 
reserve,  2  c  band  ex.,  4  hose  wag.;  hoae,  cot, 
rub.  lined,  gd.,  2,400  ft;  f.  al.,  beDa,  wh.;  exp. 
dept,  $150;  tot  mem.,   100  voL 

Water  Supply — Src,  wells,  in  bus.  cent;  syL, 
pump  to  res.;  res.  cap.,  850,000  gala.;  pump, 
eng.,  cap.  day  750,000  gals.;  mains,  2  m.,  %  to  8 
in.  dia.;  21  nyd.;  pres.,  dom.  85  lbs.,  f.  120  Iba.; 
cost,  $15,000;  cost  mtce.,  $400;  wks.  owned 
by  Co. 

YUBA  CITY,  p.  1,160.  F.  dept— 2  hoae  carts. 
1,000  ft   hose;   Dell  al.;  voL 

Water  Supply. — Src,  wells;  ays.,  pump  to  stdp.: 
stdp.  cap.,  100,000  gala.;  2  pump,  eng.,  combined 
cap.  day  482,000  gala.;  maina,  4  to  8  in.  dia.; 
28  hyd. 

Places  of  1,000  or  more  population  having  no 
organized  fire  dept — Fitchburg,  Huntington  Park, 
San  Dimas,  Stige. 

Places  with  a  population  of  1.000  or  more  net 
reported — Alden.  Artesia,  Bodie,  Colegrove,  Folsom, 
Hemet,  Imperial,  Olema,  San  Bruno,  San  Jacinto. 
Sanger,  Santa  Paula,  Watts,  Wilmington. 
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AGUILAR,  p.  858.  F.  dept. — 1  hose  cart; 
hose.  600  ft.;  bell  aL;  tot  mem.  20,  pd.  full  time 
6.  vol.  15. 

Water  Supply — Rea.  cap.  1.000,000  gala.;  1 
pump,  cap.  day  150,000  gals.;  tank  cap.  60,000 
gals.;   13  hyd.;  pres.  90  lbs. 

ALAMOSA,  p.  8.013;  f.  area,  2  a.;  mere  bldgs., 
sin.  ft  bk.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt.  ord.  F.  dept. — 1 
comb,  wag.,  2  hose  c,  2  hrs.;  hose,  cot,  rub.  lined, 
gd.,  2,000  ft:  f.  al.,  bell.  wh.  ft  telp.;  vaL  bldgs., 
$8,800;  exp.  dept,  $1,600;  tot  mem.,  40,  pd.  part 
time  7,  88  vol. 


Water  Supply — Src,  datema  ft  wells;  ays.,  pump 
to  stdp.;  stdp.  cap.  200,000  gala,  rea.  cap.  100.000 
gals.;  2  pump,  eng.,  claaa  trip.,  cap.  600  gala,  min.: 
mains,  12  m.;  97  hyd.;  wka.  owned  by  dXf. 

ANACONDA,  p.    164.     F.  dept — Not  reported. 
Water   Supply — Src,   pump,   station.   4  m.   bai. 
cent;  sys.,  grav.;  maina,  c  i.,  6  m.,  S  to  6  ia.  dia.; 

7  hyd.;  pipe,  iron:  pres.  dom.  ft  f.,  85  Iba.:  wks. 
owned  by  Altman  Water  Oa,  of  Cripple  Creek. 

ASPEN,  p.  1.834;  mere,  bldga.,  bk.  ft  wd..  1  to 

8  stor.;  priv.,  bk.  ft  wd.,  2  ator.;  wd.  rfs.  pens.; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  ^^P^:;^'^ 
hand  eng..  4  c  hand  ex.,  1  b.  ft  I.  trk.,  1  '  ~ 
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3  hose  car.  ft  reels,  2  hrt.;  hose,  cot.,  rab.  lined, 
gd.,  2,600  ft.;  inf.,  2,000  ft.;  tot.  hose,  4,600  ft.; 
f.  al.,  Gamewell,  10  bx.;  val.  equip.,  |4,000;  val. 
bidgs.,  14,600;  ezp.  dept.,  |2,800;  tot.  mem.,  76 
voL 

Wattr  Supply — Src.  creek,  2  m.  bus.  cent;  sys., 
flume  to  res.;  cap.,  450,000  n}»,;  68  hyd.;  66  ▼.; 
pres.,  dom.  05  fbs.,  f.  126  lbs.;  cost,  f  176,000; 
wks.  owned  by  Co. 

AULT,  p.  669.  F.  dept. — 2  hand  reels;  hose, 
900  ft.,  g£;  f.  al.,  wh.  &  revolver  shots;  tot.  mem., 
40  vol.  ,     ^ 

Water  Supply — Src,  well,  cap.  860,000  gals,  day; 
ftdp.  cap.,  40,000  gals.;  mains,  8,  6  ft  4  in.  dia.; 
17  hyd.;  pres.,  dom.  65  to  60  lbs.,  f.  60  to  70  lbs. 

BERTHOUO,  p.  768.     P.  dept. — 2   c   hand  ex., 

1  hand  hose  cart,  1  reel;  hose,  1,000  ft.;  tot.  mem., 
20. 

Water  Supply — Sys..  mv.;  res.  cap.  800,000 
gals.;  IS  hyd.;  pres.,  40  lbs. 

BLACK  HAWK,  OUpin  county,  p.  668;  mere, 
bldgs.,  bk.  ft  stn.,  1^  stor.;  wd.  rfs.  perm.  F.  dept. 
— 2  Sim.  pumps.  3  hose  carts:  hose,  cot.,  rub.  lined, 
gd.  1,300  ft.;  f.  aL,  wh.;  val.  equip.,  f 6,000;  val. 
bldgs.,  14,600:  ezp.  dept,  flOO;  tot  mem.,  45  vol. 

Water  Supply— -Src.,  spr.,  4  m.  bus.  cent.;  sys., 
grav.;  res.  cap.  1,600,000  gals.,  loc  in  town; 
mains,  c.  ft  wrt.  i.,  6  m.,  2  to  6  in.  dia.;  26  hyd.; 
27  v.;  meters,  12;  250  serv.;  pres.,  dom.  140  lbs., 
f.  226  lbs.;  cost,  f 60,000;  wks.  owned  by  city. 

BOULDER,  p.  0,539;  f.  area,  2^  sq.  m.;  mere 
bldgs.,  stn.  ft  bk.,  1  to  3  stor.;  priv.,  stn.  ft  bk.,  2 
ft  3  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  oombt  ord.; 
causes  of  f.  inv.  F.  dept — 2  comb.  c.  ft  h.  wag.,  6 
c  hand  ex..  1  h.  ft  1.  trk..  1  hose  wag.,  1  hose  cart, 
7  hrs.;  hose,  cot,  rub.  lined,  gd.,  6,600  ft.:  inf., 
900  ft;  tot  hose,  7,400  ft;  t  aL,  Gamewell,  14 
bx.;  val.  equip.,  fll,970;  val.  bldgs.,  fl8,000;  exp. 
dept.,  $12,000;  tot  mem.,  11,  10  pd.,  1  voL 

Watsr  Supply — Src,  creek.  Silver  Lake,  22  m. 
bus.  cent;  sys..  grav.;  4  res.;  cap.,  686,000,000 
gals.;  mains,  c  L,  78  m.,  4  to  8  in.  dw.;  186  hyd.; 
200  v.;  2,600  serv.;  pipe,  lead  ft  galv.  L;  pres., 
dom.  126  to  160  lbs.,  f.  125  lbs.;  cost.  |647,500; 
wks.  owned  by  city. 

BRECKENRIDGE,  p.  884;  f.  area.  200  a.;  mere 
bldgs.,  wd.  ft  i.,  2  stor.;  priv^  wd.,  1  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt.  ord.    F.  dept. — 1  h.  ft  1.  trk., 

2  hose  car.;  hose,  cot,  rub.  lined,  gd.  1,000  ft; 
Inf.,  600  ft;  tot  hose,  1,500  ft.;  f.  al.,  bell;  vaL 
equip.,  $3,000;  vaL  bldga.,  $2,500;  exp.  dept, 
$620;  tot  mem.  90  voL;  undrs.  rating,  fourth 
class. 

Water  Supply — Src,  creek;  sys.,  grav.;  res.  cap. 
10,000,000  gale.;  mains,  c  i.,  3  m.,  4  to  12  in. 
dia.;  80  hyd.,  160  serv.;  pres,,  dom.  146  lbs.,  f. 
145  lbs.;  cons.,  day  20,000  gals.;  cost,  $30,000; 
cost  mtcc,  $1,500;  wks.  owned  by  town. 

BUENA  VISTA,  p.  1,041;  f.  area,  60  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  bk.  ft  wd.,  2  stor. 
F,  dept — c.  hand  ex.,  1  h.  ft  1.  trk.,  3  hose  wag., 
2  hose  reels;  hose,  cot.,  rub.  lined,  gd.,  2,000  ft; 
inf..  500  ft;  tot  hose,  2,600  ft.;  f.  al.,  bell;  vaL 
equip.,  $6,250;  val.  bldgs.,  $4,000;  exp.  dept, 
$400;  tot.  mem.,  25  voL 

Water  Supply — Src,  creek;  sys.,  grav.;  res.  cap., 
38,000  gals.;  mains,  6%  m.,  2  to  10  in.  dia.;  19 
hvd.;  pres.  dom.  70  lbs.;  cost,  $42,000;  cost  mtce., 
$500:  wks.  owned  by  city. 

CANON  CITY,  p.  6,162;  f.  area,  700  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  bk.  ft  wd.,  2 
stor.  F.  dept — 2  c  hand  ex.,  1  h.  ft  1.  trk.,  1 
comb,  c  ft  hose  wag.,  1  hose  wag.,  2  hose  reels; 
hose,  gd.,  3.300  ft.;  f.  aL,  5  bells,  2  wh.,  14  bx; 
▼aL  eguip.,  $7,000;  exp.  dept,  $3,000;  tot  mem. 
40.  pd.  full  time. 

Water  Supply — Src,  riv.,  8  m.  bus.  cent;  i^s., 
«rrov.,  2  pump,  eng.,  size  14  x  24,  cap.  day  8,000,- 
OOO  gals.;  mains,  c  L,  10  m..  4  to  20  m.  dia.;  67 
h3'd.;  97  v.;  700  serv.;  pipe,  galv.  L;  pres.,  dom.  60 
11>P.  f.  120  lbs.;  cons,  day  2,000,000  gals.;  cost 
%6 00,000;  wks.  owned  by  city. 

CENTRAL  CITY,  p.  1,782;  f.  .area,  1  eq.  m.; 
mere  bldgs.,  brk.,  1  ft  2  stor.;  priv.,  wd.,  2  stor., 
wd.  rfa.  perm.;  combt  ord.;  causes  of  f.  mv.  F. 
dept. — 1  hand  eng..  1  c.  eng.,  8  hos«  car.;  hose, 
cot,  rub.  lined,  gd.,  1,500  ft.;  inf..  600  ft. ;  tot 
bose,  2,000  ft;  f.  aL.  bell;  vaL.  equip.,  $1,000;  val 
bldgs.,   $2,500;  exp.   dept,   $400;   tot   mem..    100 

Wat«r  Supply — Src,  spr.,  7  m.  bus.  cent.;  ays.. 


grav.;  res.  cap.  600,000  gals.;  mains,  e  L,  22  m., 
2  to  8  in.  dia.;  50  hyd.;  met.  46;  400  serv.;  pree, 
f.  90  lbs.;  cost,  $138,000;  cost  mtce,  $6,000;  wks. 
owned  by  city. 

COLORADO  CITY,  p.  4.838;  f.  area.  700  a.; 
mere  bldgs.,  bk.  ft  wd.,  1  to  8  stor.:  priv.,  wd.,  1 
stor.  F.  dept — 1  auto.  comb,  e  hose  a  L  trk.,  2  hose 
carts,  2  hrs.;  hose,  cot,  rub.  lined,  gd..  8,700  ft; 
f  al.,  bell  ft  wh.,  21  bx.;  vaL  equip.,  $7,000;  vaL 
bldgs.,  $8,000;  exp.  dept,  $2,500;  tot  mem.  13, 
pd.  full  time  3,  vol.  10. 

Water  Supply — Src,  creek,  2  m.  bus.  cent.;  sys., 
grav.;  res.  cap.,  8,000,000  gals.;  mains,  30  m..  3  to 
10  in.  dia.;  30  hyd.;  10  v.;  150  serv.;  pres.,  dom. 
80  lbs.,  f.  80  to  120  lbs.;  cost,  $40,000;  cost  mtce., 
$200;  wks.  owned  by  Co. 

COLORADO  SPRINGS,  p.  29,078;  f.  area,  5,126 
a.:  mere  bldgs.,  bk.  ft  stn.,  1  to  7  stor.;  priv., 
wd.,  1  to  4  stor.;  wd.  rfs.  not  perm.;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  aept-— 1  str.,  2 
auto.  comb,  c  ft  h.  wag.,  2  comb,  c  ft  h.  wag.,  12 
c.  hand  ex.,  1  h.  ft  1.  trk.,  1  aer.  trk.,  7  hrs.; 
hose,  cot,  rub  lined,  gd.,  9,100  ft;  f.  aL.  elec, 
61  bx.;  val.  bldgs.,  $47,000;  exp.  dept,  $37,500; 
tot.  mem.,  28,  pd.  full  time. 

Water  Supply — Src,  rain,  snow,  spr.,  IS  m.  bua. 
cent;  sys.,  grav.;  res.  (6)  cap.,  1,800,000,000  gals.; 
loc.  near  Pike's  Peak;  mains,  e  i.  ft  stL,  142  m., 
1%  to  24  in.  dia.;  467  hyd.;  1,880  v.;  met,  213; 
11,660  serv.;  pipe,  galv.  L;  pres.,  dom.  40  to  126 
lbs.,  f.  126  lbs.;  cons,  day,  6,436,000  gals.;  cost, 
$3,179,024;  cost  mtce,  $32,000;  wks.  owned  by 
city. 

CORTEZ,  p.  666.     F.  dept — Not  reported. 

Water  Supply — Src.  Dolores  River,  14  m.  bus. 
cent;  sys.,  grav.;  res.  cap.,  12,600,000  gals.;  1 
pump,  eng.,  cap.  day  17.000  gals.;  mains,  2  m., 
4  to  6  in.  dia.;  mat,  e  L  ft  stL;  22  hyd.;  18  v.; 
86  serv.;  pipe,  galv.  L;  pres.,  dom.  75  to  80  Ibe, 
f.  83  lbs.;  cons,  day,  6,000  gals.;  cost,  $57,000; 
cost  mtce.  $700;  wks.  owned  oy  city. 

CRESTED  BUTTE,  p.  904;  f.  area.  100  a.; 
mere  bldgs.,  wd.,  1  to  2  stor.:  priv..  wd^  1  stor.; 
wd.  rfs.  perm,  in  f.  area:  combt  ord.  P.  dept.— 
12  c  hand  ex..  1  h.  ft  L  trk.,  1  e  eng.  on  wis., 
2  hose  car.;  hose,  rub.,  gd.,  1.500  ft;  inf.,  500  ft; 
tot  hose.  2,000  ft;  f.  al.,  bell;  vaL  equip.,  $2,^00; 
exp.  dept,  $100;  tot.  mem.,  68  vol. 

Water  Supply — Src,  mountain  strm.,  8  m.  bus. 
cent;  sys.,  grav.;  res.  cap.,  3,800,000  gals.;  mains, 
8H  m.;  13  hyd.;  15  v.;  pree,  dom.  120  lbs.,  f. 
120  Ibe;  cons,  day,  11,000  gals.;  cost,  $45,000; 
cost  mtce,  $2,000;  wks.  owned  by  Co. 

CRIPPLE  CREEK,  p.  6,206;  f.  area,  500  a.; 
mere  bldgs.,  bk.,  1  to  5  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  auto.  comb,  c  ft  h. 
trk.,  1  comb,  c  ft  h.  wag.,  4  c.  hand  ex.,  1  hose  wag., 
2  hose  car.,  6  hrs.;  hose,  cot,  rub.  lined,  gd., 
3,200  ft;  rub.,  gd.,  250  ft.;  tot.  hose.  8,450  ft; 
f.  aL,  GameweU,  27  bx.;  val.  equp.,  $9,000;  val. 
bldgs.,  $12,000;  exp.  dept,  $11,000;  tot  mem.  6, 
pd.  full  time. 

Water  Supply — Sre,  creek,  6  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  100.000,000  gals.;  mains,  24  m., 
12  to  4  in.  dia.;  151  hyd.;  109  v.;  met,  124; 
1,762  serv.;  pres.,  dom.  150  lbs.;  cons,  day,  760,- 
000  gals.;  wks.  owned  by  Cripple  Creek  Water  Co. 

DELTA,  p.  2,888;  f.  area,  40  blocks;  mere 
bldgs.,  wd.  ft  bk.,  1  ft  2  stor.;  yrd.  rfs.  not  perm. 
F.  dept. — 2  hose  wag.,  2  hand  reels;  hose,  cot, 
rub.  lined,  gd.,  1,800  ft.;  f.  aL,  bell;  val.  equip., 
$2,600;  val.  bldgs.,  $1,000;  exp.  dept,  $300;  tot 
mem.,    8    pd.    part    time. 

Water  Supply — Src,  riv.  ft  lakes,  13  m.  bus. 
cent,  10-in.  mains  to  pree  line;  sys.,  grav.;  pump 
to  res.  &  dir.;  res.  cap.,  150.000  gals.;  2  pump, 
eng.;  cap.  No.  1,  400  gals,  min.;  No.,2.  6 00  Kale 
min.;  miins,  5  m.,  6,  4  2  ft  1  in.  dia.;  48  hyd.; 
80  v.;  350  serv.;  pres.,  dom.  60  lbs.,  f.  100  lbs.; 
cone  day,  100,000  gale;  cost  mtce,  $1,500;  wks. 
owned  by  city. 

DENVER,  p.  213,381;  f.  area,  59%  sq.  m.; 
mere,  bldgs.,  iron,  stn.  ft  bk.,  1  to  12  stor.;  priv., 
stn.  ft  bk.,  1  to  5  stor.;  wd.  rfs.  not  perm.;  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 9  str.,  4 
comb,  c  ft  h.  wag.,  2  c  eng.  in  reserve;  29  c 
hand  ex.,  6  h.  ft  1.  trk.,  2  aer.  trk..  1  water  tower, 
19  hose  wag.,  2  hose  car..  72  hrs.;  hose  cot 
lined,  ffd.,  46.860  ft;  f.  al..  GameweU.  186  bx.; 
vaL  equip.,  $204,642;  vaL  bldgs..  $284  250;  exp. 
dept..  $800,000;  tot.  mem.,  206,  pd.  full  time 
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Water  Supply — Src.,  riv.  ft  creeks,  10  to  60 
m.  bus.  cent.;  sjrs.,  grav.  ft  pump  dir.;  stdp.  cap., 
2,500,000  gals.;  12  pump,  eng.,  cap.  day  40,000,- 
000  gals.;  mains,  c.  i.,  47,047  m.,  6  to  86  in. 
dia.;  8,824  hyd.;  6.482  y.;  86,005  seir.;  cons., 
50,000.000  gals.;  pipe,  lead;  pres.,  f.  45  to  90 
lbs.;  wks.  owned  by  Co. 

DURAN60,  p.  4.686;  f.  area,  24 H  blocks;  mere, 
bldgs.,  stn.  ft  bk.,  1  to  4  stor.;  priv.,  wd.,  1  to  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 2  c.  hand  ex.,  1 
h-  ft  1.  trk.,  2  hose  wag.,  2  hose  reels,  8  hrs.;  hose, 
cot.,  rub.  lined,  gd.,  2,800  ft.;  inf..  1.000  ft.;  tot 
hose,  8.800  ft.;  f.  al.,  Gamewell,  elec,  12  bz.; 
val.  equip.,  f 5,000;  val.  bldn.,  |6,000;  ezp.  dept., 
15,000;  tot.  mem.  5,  pd.  full  time. 

Watsr  Supply — Src,  FU.  riv.,  11%  m.  eaM 
bus.  cent.;  sys.,  grav.,  pump  to  res.;  res.  cap.,  55,- 
000,000  gals.;  loc.  %  n.  east  city;  mains,  c.  ft 
wrt.  i..  llH  n.,  4  to  10  in.  dia.;  64  hyd.;  met., 
4;  850  serv.;  pipe,  galv.  i.;  pres.,  dom.  167  lbs., 
f.  167  lbs.;  cons,  day,  800,000  gals.;  cost,  f270,- 
000;  cost  mtce.,  $4,000;  wks.  owned  by  city. 

FLORENCE,  p.  2,712;  f.  area,  4  sq.  m.;  mere, 
bldgs.,  bk.,  2  to  8  stor.;  priv.,  2-8  bk.,  1-8  wd.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes  of 
f.  inT.  F.  dept. — 1  comb.  c.  ft  h.  wag.,  h.  ft  L 
trk..  aer.  trk.,  hose  wag.,  hose  car.;  hose,  gd., 
2.800  ft.;  f.  al.,  stm.  wh.;  tsI.  eauip..  f 4,000; 
val.  bldgs.,  16,000;  tot.  mem.  26,  pd.  full  time  8, 
vol.  22;  undrs.  rating,  second  class. 

Water  Supply — Src.,  creek,  from  mountains,  12 
m.  bus.  cent.;  sys.,  grav.;  stdp.  pipe  cap.,  500,000 

?ral8.,  dim.  58  z  80  ins.,  mat.,  stl.;  mains,  stl.,  4 
o  12  in.  dia.;  89  terd.;  68  y.;  met.,  800;  pipe, 
stl.;  pres.,  dom.  70  lbs.,  f.  160  lbs.;  cons,  day, 
150,000  gals.;  cost,  f  185,000;  cost  mtce.,  f 2,000; 
wks.  owned  by  city. 

FT.  COLLINS,  p.  8,210;  f.  area,  160  a.;  mere, 
bldgs.,  stn.  ft  bk.,  1  to  2  stor.;  priv.,  bk.  ft  wd., 
1%  stor.;  wd.  rfs.  not  perm,  in  i.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft  L 
trk.,  8  c.  hand  ez.,  1  comb.  c.  ft  b.  wac.,  2  hose 
wag.,  4  hose  car.,  2  hrs.;  hose,  cot.,  rub.  lined,  gd., 
8,100  ft.;  f.  al.,  bell  ft  Gamewell.  22  bz.;  val. 
equip..  $2,000;  vaL  bldgs.,  $4,000;  ezp.  dept., 
$1,000;  tot.  mem.  40,  pd.  full  time  2,  pd.  part 
time  4,  vol.  84. 

Water  Supply — Src.,  river,  14  m.  bus.  cent;  ays., 
grav.,  pump  to  stdp.;  stdp.  cap.,  200,000  gals.; 
dim.,  20  z  70;  mat,  iron;  res.  cap.,  5,000,000 
gals.;  mat,  cone;  mains,  wd.  ft  c.  i.,  8  to  22  in. 
dia.;  116  hyd.;  40  v.;  met.  70;  2,800  serv.;  pipe, 

Sslv.  1.;  pres.,  dom.  106  lbs.,  f.  105  lbs.;  cons, 
ay.  4,000.000  gals.;  cost,  $840,000;  cost  mtce., 
$9,000;  wks.  owned  by  city. 

FT.  MORGAN,  p.  2.800.  F.  dept— 1  h.  ft  L 
CO.;  hose,  5,000  ft.;  f.  al.,  bell  ft  wh.;  tot  mem., 
82  vol. 

Watsr  Supply — Sys..  grav.;  mains,  4  to  10  in. 
dia.;  62  hyd.:  pres.,  f.  100  lbs.;  8  pump,  eng.; 
cap.,  1.700  gals.  min. 

FOWLER,  p.  926.  F.  dept. — 2  c.  ez.,  1  hand 
hose  cart.  1  c.  eng.;  hose,  800  ft.;  tot  mem.,  17 

vol. 

Water  Supply — Src.  spr.,  cap.  106,000  gals,  day; 
stdp.  cap.,  100,000  gala.;  res.  cap.,  60,000  gals.; 
mains.  8%   m.,  4  in.  dia.;  19  hyd. 

FRUITA,  p.  881.  F.  dept. — 1  hand  hose  reel; 
hose.  600  ft;  f.  al.,  bell;  20  vol.  ^     ^ 

Water  Supply— Src,  spr.,  cap.  108,000  gals,  day; 
rea.  cap.  not  known;  mains,  2,  4  ft  6  in.  dia.;  15 
hyd. 

GEORGETOWN,  p.  950;  f.  area,  640  a.;  mere, 
bldgs.,  bk.,  2  stor.;  priv..  wd.  ft  bk.,  2  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt.  ord.  F.  dept. — 1  hand 
eng.,  1  h.  ft  1.  trk.,  4  hose  car.;  hose,  oot,  rub. 
lined,  gd.,  1.100  ft;  rub.,  gd.,  2.800  ft;  tot  hose, 
3,910  ft.;  f.  al.,  bell;  val.  equip.,  $4,200;  val. 
bldgs.,  $10,000;  ezp.  dept,  $200;  tot  mem.,  185 
vol.;   undrs.  rating,  second  class. 

Water  Supply — Src,  creek,  6  m.  bus.,  cent;  sjrs., 
grav.;  res.  loc.  southeast  comer  of  town;  mains, 
c  i.,  8  m.,  8  to  6  in.  dia.;  80  hyd.;  800  serv.; 
pipe,  lead  ft  iron;  pres.,  dom.  40  lbs.,  f.  115  lbs.; 
cost,  $27,000;  cost  mtce..  $1,800;  wks.  owned  by 

^LENWOOD  SPRINGS,  p.  2,019;  f., area,  640 
a.;  mere  bldgs.,  bk.,  1  to  4  stor.;  pnv.,  wd.,  1 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  ,combt 
ord.;  causes  of  f.  Inv.  F.  dept — 1  h.  ft  1.  trk., 
2  hose  car.,  2  hand  c  ez.;  hose,  cot,  rub.  lined., 


gd.,   1,900  ft.;  f.  al.,  bell;  ezp.  dept,  $150;  tot 
mem.,  16  voL 

Water  Supply — Src,  creek,  8  m.  bus.  cent;  sTS., 
grav.;  8  tanks,  150,000  gals,  cap.;  mains.  5^  m., 
4.  6  ft  8  in.  dia.;  25  hyd.;  400  serv.;  pres.,  dom. 
80  lbs.,  f.  190  lbs.;  cons,  capita,  100  gals.;  cost, 
$165,000;  wks.  owned  by  Co. 

GOLDEN,  p.  2,477;  f.  area,  400  a.;  mere  bldgk, 
bk.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  1  to  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  str.,  2  c  hand  ex., 
1  h.  ft  1.  trk.,  2  hose  reels  ft  carts;  hoce,  cot,  rob. 
lined,  gd..  1.000  ft;  inf..  400  ft;  tot  hose.  1,400 
ft;  f.  al.,  bells  ft  wh.;  val.  equip..  $20,000;  vaL 
bldgs.,  $12,000;  ezp.  dept.  $600;  tot  mem.  9S, 
pd.  full  time  2,  vol.  90. 

Water  Supply — Src,  creek;  sys.,  grav.,  Beaver 
Brook;  res.  Ist.  18  m.  city;  cap.,  10,000.000 
gals.;  rce.  2d,  11  m.;  cap.,  40,000.000  gals.;  S 
district  res.,  combined  cap.,  8.596,782  gals..  ^ 
m.  city;  mains.  7  m.,  2  to  10  in.  dia.;  50  nrd.; 
80  v.;  500  serv.;  pres..  dom.  185  lbs.,  L  185  lbs.; 
cost,  $200,000;  cost  mtce.  $4,000;  wka.  owned 
by  city. 

GOLDFIELD,  p.  1,112;  mere  bldgs.,  wd.  ft  bk., 

1  to  2  stor.;  priv.,  wd.,  1  to  2  stor.;  wd.  rfsL  not 
perm.;  fwks.*  ft  combt.  ord.;  cauaes  of  f.  inv.  F. 
dept. — 12  c  hand  ez.,  1  h.  ft  L  trk..  1  hose  wag., 

2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  2,000  ft; 
f.  al.,  steam  wh.  ft  heavy  bell;  val.  equip.,  $2,500; 
vaL  bldgs.,  $8,000;  ezp.  dept,  $500;  tot  mem.  48, 
18  pd.  part  time,  vol.  80;  undrs.  ratinf^,  second, 
third  ft  fourth  dasSk 

Water  Supply — Src,  Victor  res.,  6  ol  bus.  cent; 
sys.,  grav.;  stdp.  cap..  200.000  gals.;  dim..  S4 
ft  deep  ft  80  ft  high;  mat,  stl.;  res.  c«]>..  5,500- 
000  gals.;  mains,  c  i.  ft  aU..  2^  m..  4  in.  dm.: 
17  hyd.;  21  v.;  410  serv.;  pipe,  e  1;  pres.. 
dom.  ft  f..  80  to  140  lbs.;  com.  dsy,  50.000 
gals.;  cost,  $87,000;  cost  mtce.,  $1,500;  wki. 
owned  by  dty. 

GRAND  JUNCTION,  p.  7.754;  f.  area.  1.000  a.; 
mere  bldgs..  mostly  bk..  1  to  8  stor.;  priT..  wd..  t 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 2  auto.  comb.  tik. 
ft  e  eng.,  1  comb.  h.  ft  L  trk.,  1  hose  wag.,  2  hoce 
reels  ft  carts;  hose,  cot,  rub.  lined,  gd.,  1,800  ft; 
inf.,  1,600  ft;  tot  hose,  4,400  ft;  f.  al..  bcU;  vsL 
equip.,  $12,000;  val.  bldgs.,  $7,000;  ezp.  dept. 
$5,000;  tot  mem.  16,  pd.  full  time  4,  voL  11. 

Water  Supply — Src,  Kannah  Creek,  20  m.  boB. 
cent;  sys..  grav.  ft  res.;  res.  cap.,  1.600,000  gala, 
loc  on  hill  south  city;  2  pump,  eng.,  cap.  day  8,000,* 
000  gals.;  mains,  e  i.,  15  m..  4  to  12  in.  dia.;  0»ec., 
88;  2,280  serv.;  pipe,  galv.  i.;  pres.,  dom.  90  lbs., 
f.  90  lbs.;  cons.  day.  800.000  gals.;  cost.  $600,- 
000;  cost  mtce.,  $6,000;  wka.  owned  hj  tity. 

GREELEY,  p.  8,179;  mere  bldgs.,  bk.  ft  wd.,  1 
to  5  stor.;  priv..  bk.  ft  wd.,  1  to  8  stor.;  wd.  ifs. 
not  perm,  in  f.  area;* fwks.  ft  combt  ord.;  causes  of 
f.  inv.  F.  dept. — 1  auto  comb.  h.  ft  e  trie,  equip, 
with  90-ft  ladders,  2,000  ft  hose,  200  ft  e 
hose;  1  hand  b.  ft  1.  trk.,  8  hose  reels;  hose, 
cot,  rub.  lined,  gd..  8,000  ft;  f.  aL.  bell  ft  wh..  18 
bz.;  val.  equip.,  $20,000;  vaL  bldga.,  $6,000;  eip. 
dept.  $5,500;  tot  meou  126,  9  pd.  full  time. 

Water  Supply — Src,  riT.  ft  wells,  88  m.  bos. 
cent;  snow  water  in  river  to  sedinMmtatioii  basia, 
cap.  81.000,000  gala.;  thence  to  8  filter  beds  1.25 
a.  each;  thence  by  20-in.  wd..  wire>bouDd  pipe  to 
5,000,000  gals.  res.  loc.  on  hill  175  ft  above  bos. 
cent.;   sys.,  grav.;   2   pump,  eng.,   cap.   day  5.000.- 

000  gals.;  mains,  e  i.,  28  m.;  100  hard.;  2.000 
serv.;  pipe,  lead;  prea.,  dom.  80  lbs.,  f.  90  lbs.; 
cons,  day,  1,500.000  gals.;  cost,  $485,000;  cost 
mtce.,  $8,500;  wks.  owned  by  ci^. 

GUNNISON,  p.  1,026;  mere  bldgs..  stn.  ft 

1  to  8   stor.;  priv.,  wd.,   1   stor.;  wd.  rfs. 
fwks.  ft  combt  ord.     F.  dept — 1  h.  ft  L 
hose   car.;    hose,    cot,   rub.    lined,   gd.,    1,800 
rsL  equip.,  $6,000;  tot  mem..  55  vol. 

Watsr  Supply — Src,  river;  1  m.  bua.  cent; 
pump   to   res.;   res.    cap.,    218,000   gals.;   2 
eng.;   cap.   day,  800,000  gals.;  maina,  c  L.  6 
4    to    12    in.    dia.;    58    hyd.;    800    serv.;    15 
pres..  dom.  S2  lbs.,  f.  95  lbs.;  cob&  day,  ISO 
gak.;    cost,    $85,000;    cost    mtce..    $8,000; 
owned  by  city. 

HOLLY,  p.  724;  1  area.  85  a.; 

stn.  ft  wd.,  1  to  2  stor.;  wd.  rla. 
fwks.   ft  oombt.  ord.;   causes  f.  lav. 
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h.  ft  1.  trk.,  1  bow  wag.;  hoee,  800  ft;  f.  al., 
wh.;  val.  equip.,  f500;  15  voL 

HOLYOKE,  p.  659.  F.  dept.— 2  hand  boaa 
reels;  hoae,  750  ft;  f.  aL,  bell  ft  wh.;  tot  mem., 
20  vol. 

Water  Supply — ^Src,  well;  ttdp.  cap.,  63,000 
ffftk.;  8  pump,  eng.,  daa  stm.  ft  gasoline;  cap. 
day,  280,000  gals.;  mains,  8  m.,  4  ft  6  in.  dia.; 
23'  hyd.;  19  v.;  170  met,  pres.,  dom.  86  lbs., 
f    70  lbs.;  wks.  owned  by  city. 

IDAHO  8PR1NQ8,  p.  2,154;  mere  bldgs.,  bk..  1 
ft  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.;  wd.  rfs. 
not  perm.;  fwks.  ft  combt  ord.;  causes  of  t  inv. 
P.  dept — 1  h.  ft  L  trk.,  4  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  2,800  ft;  rub.,  gd.,  900  ft;  tot 
hose.  3.700  ft;  f.  aL,  Gamewell,  14  bx.;  ral. 
equip.,  14,000;  Tal.  bldgs.,  f 2,500;  exp.  dept, 
1600;  tot  mem.,  85  toL 

Water  Supply  Src,  mountain  strm.,  5  m.  bus. 
cent;  sy«..  gniv.;  res.  cap.  (2J,  2,600,000  gals.; 
mains,  8  m.,  4  to  16  in.  dla.;  60  hyd.;  82  v.;  600 
seiT..  14  met.;  pipe,  c.  Iron;  pres.,  dom.  100  lbs., 
f.  50  to  120  lbs.;  cons,  day,  100,000  gak.;  cost, 
$200,000;  cost  mtee.,  f  1,500;  wks.  owned  by  city. 

LAFAYETTE,  p.  1,892;  f.  area,  640  a.  F.  dept 
— 2  hose  carte  ft  ladders;  hose,  800  ft.;  val.  equip., 
1800;  vaL  bldgs.,  f  1,000;  tot  mem.,  30  toL 

Wat«r  Supply — Src.,  res.;  sys.,  Knv.j  iS  hjd.; 
pres.,  dom.  38  lbs.,  f.  98  lbs.;  cost,  f  125,000;  cost 
mice.,  1600;  wks.  owned  by  dty. 

LA  JUNTA,  p.  4,154;  f.  area,  400  a.;  m«c. 
bldgs.,  Btn.,  bk.  ft  wd.,  1  to  3  stor.;  pri?.,  stn.,  bk. 
ft  vd.,  1  ft  2  stor.;  wd.  rfs.  not  perm.;  combt  ord.; 
causes  of  f.  inv.  F.  dept — 12  c  hand  ex.,  1  hose 
wmg.,  4  hose  car.,  reels,  ftc,  4  hrs.;  ho^,  cot,  nib. 
lined,  gd..  2,500  ft;  rub.,  gd..  400  ft;  inf.,  600 
ft;  tot  hose,  3,400  ft:  f.  al,  bell,  wh.  ft  elec 
mL  equip.,  f 8,000;  val.  bldgs.,  $5,000;  exp.  dept, 
$3,000;  tot  mem.  18,  pd.  full  time  2,  vol,  16. 

Water  Supply— Src.,  riv.,  1  m.  bus.  cent;  sys., 
pump  to  res.;  res.  cap..  881,000  gals.;  2  pump. 
enir.,   cap.  day  2,000,000  gals.;  mains,  c.  i.,  11^ 

m.,  3  to  16  in.  dia.;  65liyd-J  1*  ^-J  '*®  •*!!•» 
pres.,  dom.  60  lbs.,  f.  X«0  lbs.;  cons,  day,  1,000,- 
000  gale.;  cost,  $250,000;  wks.  owned  by  dty. 

LAKE  CITY,  p.  405;  f.  area,  17  blocks;  mae. 
bldgs.,  wd.,  bk.  ft  stn.,  1  ft  2  stor.;  priv.,  wd.,  1 
ft  2  stor.;  wd.  rfs.  not  perm.  P.  dept — 1  c.  engine, 
9  c  hand  ex.,  1  h.  ft  L  trk.,  2  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  1,900  ft;  inf.,  260  ft;  tot  hose, 
2.150  ft;  f.  al.,  bell;  val.  equip.,  $4,000;  val. 
bldgs.,  $1,500:  tot  mem.,  85  voL 

Water  Supply— Src,  riv.,  1  m.  bus.  cent. ;  eys., 

riv.;  mains,  sti.,  1  m.,  8  ft  10  in.  dia.;  1*  bfd.; 
▼.;  65  senr.;  pipe,  galv.  L;  pres.,  dom.  85  lbs., 
f.  50  lbs.;  cost  $28,000;  cost  mtce.,  $750;  wks. 
owned  by  <Aty, 

LAMAR,  p.  8,000;  f.  area,  12  blocks;  mere. 
bldgs.,  stn.  ft  bk.,  1  to  3  stor.;  priv.,  bk.,  stn.  ft 
wd.,  1  to  3  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
causes  of  f.  inv.  F.  dept — 1  auto,  str.,  comb.  wag. 
with  40-gaL  c,  1  h.  ft  1.  trk.,  8  c.  hand  ex.,  1 
hose  cart;  hose,  cot,  rub.  lined,  gd.,  1,200  ft; 
inf.,  600  ft;  tot  hose,  1,700  ft.;  f.  al.,  wh.;  val. 
equip.,  $6,000;  vaL  bldgs.,  $16,000;  tot  mem.,  31 
vol 

Water  Supply — Src.,  3  artesian  wells,  6  blocks 
busL  cent;  sys.,  grav.  ft  pump,  to  rea.;  res.  aip., 
100.000  gals.;  2  pijrap.  eng.,  cap.  720,000  pis.  day; 
mains,  c.  i.,  20  m..  4  to  12  in  dia.;  70  hyd.;  346 
met;  608  mtv.;  pipe,  %,  in.  iron;  pres..  dom.  86 
lbs.,  f.  76  lbs.;  cons,  day,  260,000  gals.;  cost, 
$265,000;  cost  mtce.,  $2,600;  wks.  owned  by  city. 

LAS  ANIMAS,  p.  2,008;  f.  area,  200  a.;  mere. 
bldgs.,  stn.  ft  bk.,  1  to  2  ■*<>'•?  P'^^-'„^<*;»^^-  ? 
cerS.,  1  ft  2  stor.;  causes  of  f.  inv.  F.  dept— 1 
auto,  str.,  2  c.  hand  ex.,  1  hose  reel  ft.  cart;  hose, 
cot,  rub.  lined,  gd.,  1,000  ft;  f.  al.,  bell  ft  wh.; 
^L  equip.,  $6,500;  val.  bldgs.,  $4,000;  exp.  dept., 
S800:  tot  mem.,  21  vol. 

*  Witer  Supply— Src..  well,  1  m-  b«.  cent; 
mvu  pmnp.  to  stdp.;  stdp.  cap.,  263,000  gals.; 
J^iimp^i..  class  wmp.,  ip,  day,  2.000.000  gals.; 
^liins,  c.  if,  10  m.,  4  to  12  in.  dia.;  00  hyd.;  128 
wrv.;  pipe,  galv.  i.;  pres.,  dom.  o5  lbs.,  f.  12  o 
IbsT;  conTday.  200,000  gak.;  cost  $52,000;  cost 
mtce.,  $1,600;  wks.  owned  by  city. 

LEADVILLE,  Lake  County,  p.  7,608;  mere. 
bldgs..  stn.,  bk.  ft  wd.,  1  to  4  stor.;  Priv.,  bk,  ft 
wd  1%  ator.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft 
Smbt  ord^T  iuses  of  f.  inv.     F.   dept.— 1   auto. 


comb.  c.  ft  h.  wag.,  1  h.  ft  1.  trk.,  4  c.  hand  ex.,  1 
hose  wag.,  1  hose  car.,  4  hrs.;  hose,  cot.,  rub.  lined, 
gd.,  7,000  ft;  inf.,  1,000  ft;  tot  hose,  8,000  ft; 
f.  al.,  elec,  15  bx.;  exp.  dept,  $8,000;  tot.  mem. 
8,  pd.  full  time. 

Water  Supply — ^Src.,  mountain  strm..  3  to  10 
m.  bus.  cent;  sys.,  grav.  ft  pump  to  res.;  res.  cap., 
70,000,000  gals.;  pump,  eng.,  cap.  day  2,000.000 

fBls.;  mains,  wd.  ft  c.  i.,  30  m.,  4  to  36  in.  dia.; 
62  hvd.;  met,  20;  2,145  serv.;  pipe,  lead  ft 
galv.  ].;  pres.,  dom.  80  lbs.,  f.  150  lbs.;  cost 
mtce.,  $22,000;  wks.  owned  by  Co. 

LITTLETON,  p.  1,373;  f.  area,  160  a.  F.  dept 
— 1  hose  cart,  1  doz.  leather  buckets;  hose,  1,200 
ft;  vaL  equip.,  $2,000;  exp.  dept,  $300;  tot 
mem.,  30  vol. 

Water  Supply — Src,  cribs  in  river;  sys.,  grav.; 
3  pumps;  combined  cap.  day,  316,800  gals.;  33 
hyd.;  81  v.;  mains,  6  m.;  pres..  dom.  66  lbs.,  f. 
100  Ibji.;  cost,  $60,000;  cost  mtce.,  $2,000;  wks. 
owned  by  dty. 

LONQMONT,  p.  4,266;  f.  area,  1.000  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  3  stor.;  priv.,  wd.  ft  bk., 
2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  comb,  c  ft 
h.  wag.,  2  c  hand  ex.,  2  hrs.;  hose,  cot.,  rub.  lined, 

Sd.,  2,000  ft:  rub.,  gd.,  160  ft.;  inf.,  200  ft.;  tot 
ose,  2.860  ft;  f.  al..  bell;  val.  equip..  $8,000; 
val.  bldgs.,  $10,000  exp.  dept,  $8,000  tot  mem., 
28.  pd.  full  time  8,  pd.  part  time  1,  vol.  24. 

Water  Supply — Src,  iriv.,  16  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  1,150,000  gals.,  loc.  1  m.  city; 
mains,  stL  ft  c.  i.,  22  m..  2  to  12  in.  dia.;  88 
hyd.;  240  v.;  met,  60;  1,444  serv.;  pipe.  galv.  i.; 
pres.,  dom.  68  lbs.,  f.  120  lbs.;  cost,  $410,000; 
cost  mtce.,   $4,500;   wks.   owned  by  dity. 

LOUISVILLE,  p.  1,706.  F.  dept— 1  hose  cart; 
hose,  1,000  ft.;  tot  mem.,  26. 

Water  Supply — Sys.,  grav.;  res.  cap.,  1,000,000 

fals.:    mains,    4    to    12    in.   dia.;    30   hyd.;   pres., 
00  lbs. 

LOVELAND,  Larimer  County,  p.  3,651;  mere 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1, 
2  ft  3  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt. 
ord.  F.  dept. — 1  h.  ft  1.  trk.,  1  comb.  auto.  trk. 
with  full  equip.,  1  hose  wag.,  2  hose  car.;  hose, 
cot.  rub.  Imed,  gd.,  2,000  ft.;  f.  al.,  beu;  vaL 
equip.,  $7,000;  val.  bldgs.,  $1,200;  exp.  dept, 
$600;  tot.  mem.,  55  vol. 

Water  Supply — Src,  mountain  riv.;  sys.,  grav.; 
mains,  80  m.,  2  to  12  in.  dia.,  stl.  ft  c.  i.;  60 
hyd.;  pres.,  dom.  70  lbs.,  f.  105  lbs.;  cost,  $170,- 
000;  cost  mtce.,  $5,000;  revenue  derived  from 
same,  $30,000;  wks.  owned  by  city. 

MANGOS,  p.  667.  F.  dept. — 1  hose  cart,  1  h. 
ft  I.  trk.;  hose,  1,600  ft;  f.  aL,  bell;  val.  equip., 
$1,200. 

Water  Supply — Src,  Mancos  riv.;  sys.,  grav.;  14 
hyd.;  20  v.;  163  serv.;  cost,  $28,000;  wks.  owned 
by  town. 

MANITOU,  El  Paso  County,  p.  1,357;  mere, 
bldgs.,  stn.  ft  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 40  c.  hand  ex.,  1  h.  ft  1.  trk.,  1 
hose  wag.,  8  hose  carts,  4  hose  reels;  hose,  cot, 
rub.  lined,  gd.,  2i,000  ft;  rub.,  gd.,  1,200  ft;  tot. 
hose,  3,200  ft;  f.  al.,  bell,  6  bx.;  val.  equip., 
$8,000;   exp.  dept,  $300;   tot   mem.   75,   voL   60. 

Water  Supply— Src,  creek;  sys.,  grav.;  res.  cap., 
1,600,000  gals.;  mains,  80  m.,  3  to  16  in.  dia.; 
88  hyd.;  50  v.;  pres.,  dom.  50  lbs.,  f.  185  lbs.; 
cost,  $100,000;  cost  mtce.,  $900;  wks.  owned  by 
dty. 

MEEKER,  Rio  Blanco  County,  p.  807.  F.  dept 
— 1  hand  hose  reel,  6  c  ex.,  1  hand  h.  ft  1.  trk.; 
hose,  1,060  ft.;  f.  aL,  bell;  tot  mem.,  80  voL 

Water  Supply — Src,  riv.;  stdp.  cap.,  1,086,800 
gals.;  mains,  3^  m.,  4,  6  ft  8  in.  dia.;  27  hyd.; 
pres.,  f.  70  lbs. 

MONTROSE,  p.  3,254;  f.  area,  85  a.;  mere 
bldgs.,  bk.,  1  to  2  stor.;  priv.,  bk.  ft  wd.,  1  to  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  mv.  F.  dept. — 1  comb,  wa^.,  1 
h.  ft  1.  trk.,  2  reels  ft  cart;  hose,  cot.,  rub.  lined, 
gd.,  2,500  ft;  inf.,  600  ft.;  tot.  hose,  8,100  ft;  f. 
al.,  elec;  exp.  dept,  $2,200;  tot.  mem.,  25  vol.,  1 
pd.  driver. 

Water  Supply — Stc^  riv.,  14  m.  bus.  cent;  sys., 
grav.;  stdp.  cap.,  100,000  gals;  2  res,;  main  res., 
cap.,   180,000,000  gak.;  dist.  res.   cap.,   2,000,000 
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Ipals.;  pump,  eng.,  cap.  day,  1,000,000  gals.;  mains, 
c.  L  &  wd.,  22  m.,  4  to  10  in.  dia.;  48  hyd;  73  v.; 
iO  met.;  1,000  eerv.;  pipe,  galv.  i.  &  lead;  pres., 
dom.  95  lb«.,  f.  125  lbs.;  cost,  $120,000;  coot 
mtcc.,  $4,000;  wks.  owned  by  city. 

OLATHE,  p.  450;  t.  area,  6  blocks:  mere,  bldgs., 
t)k.,  8tn.  &  wd.,  1  Jc  2  stor.;  priv.,  bk.  dc  wd.,  1  ft 
2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  no  fwks.  & 
«ombt.  ord.;  causes  of  f.  inv.  F.  dept. — 2  hose 
reels;  hose,  cot.,  rub.  lined,  gd.,  1,000  ft.;  f.  al., 
telp.;  vol.;  imdrs.  rating,  fifth  class. 

Water  Supply— Src,  creek,  28  m.  bus.  cent.; 
svs.,  grav.;  res.  cap.,  150,000  gals.;  mains,  23  m.. 
4'  to  8  in.  dia.;  14  hyd.;  300  sere.;  pres.,  dom.  & 
1.,  80  lbs.;  cost,  $65,000;  coat  mtce.,  $600; 
vks.  owned  by  city. 

ORDWAY,  p.  706;  f.  area,  200  a.;  mere  bldgs., 
t)k.  A  wd.,  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.; 
•wd.  rfs.  not  perm.  F.  dept— -1  h.  ft  L  trfc,  8  hose 
•carts,  ftc;  hose,  cot.,  rub.  Imed,  new  400  ft.,  old 
150  ft.;  tot.  hose,  660  ft.;  f.  al.,  bell  ft  wh.;  exp. 
4ept.,  flOO;  tot.  mem.,  16  vol. 

WaUr  Supply— Src,  spr.  ft  creeks,  *}4  »•  ^«^ 
<jent.;  sys.,  grav.  to  res.;  new  res.,  cap.,  10,000,000 
gals.;  old  res.,  cap.,  8,000,000  gals.;  loc.  %  m. 
bus.  cent.;  mains,  c.  i.,  8%  m.,  6  *  *,*p-  Jla-J 
84  hyd.;  66  v.;  pres.,  dom.  46  lbs.,  f.  140  lbs.; 
<!ons.  day,  400,000  gals.;  cost,  |60,000;  cost  mtce., 
$2,000;  wks.  owned  by  city. 

PALISADE,  p.  900.  F.  dept.— 2  c  hand  ex.,  2 
liose  wag.,  2  hand  hose  reels;  hose,  rub.  lined,  go., 
1,000  ft.;  inf.,  200  ft.;  tot.  hose,  1,200  ft;  f. 
a1.,  telp.  &  wh.;  tot.  mem.,  80  vol. 

Water  Supply— Src.,  creek,  cap.  840,168  gals. 
4ay;  res.  cap.,  264,000  gals.;  mains,  1  m.,  4,  o  « 
8  in.  dia.;  17  hyd. 

PUEBLO,  p.  44,896;  f.  area.  12%  sq.  m.; 
mere,  bldgs.,  stn.  ft  bk.,  1  to  6  stor.;  priv.,  stn., 
hk.  ft  wd.,  1  to  8  stor.;  wd.  rfs.  not  perm,  in  f . 
area;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept. — 2  auto.  comb.  c.  ft  h.  wag.,  1  auto.  pump, 
eng.,  1  str.,  1  c.  eng.  on  wis.,  18  c.  hand  ex.,  2  h. 
A  1  trk.,  1  aer.  trk.,  2  comb,  wag.,  6  hose  wag., 
20  hrs.;  hose,  cot.,  rub.  lined,  gd.,  16,800  ft;  f.  al., 
elec,  84  bx.;  val.  equip.,  $60,000;  val.  Wdgs..  $82,- 
OOO;  exp.  dept,  $69,660;  tot  mem.  44,  pd.  full 
time. 

Water  Supply— Src,  riv.,  8^4  »•,*>ji»^^«ffih•  ■?"•• 
pump  to  sldp.  ft  dir.;  stdp.  cap.,  1.000.000  gals.; 
dim.;  60  X  60;  mat,  8tL;  res.  cap..  60,000,000 
gals.;  4  pump.  eng..  cap.  day  20,000,000  gals.; 
mains,  c.  i.,  70  m.;  862  hyd.;  pres.,  dom.  90  lbs., 
f.  110  lbs.;  cons,  day,  10,000,000  gals.;  wks. 
-owned  by  city. 

Water  Supply — North  side  of  riv. — Src,  riv.,  4 
m.  bus.  cent.;  sys.,  pump  to  stdp.  ft  dir.;  stdp. 
<»p.,  500,000  gals.;  dim.,  20  x  60;  mat,  stl.;  rw. 
<»p.,  80,000,000  gals.;  8  pump,  eng.,  cap.  2 1,0 00,- 
000  gala.;  mains,  wd.  ft  c.  i.,  61  m.;  877  hyd.: 
pres.,  dom.  100  lbs.,  f.  110  lbs.;  cons,  day,  10,000,- 
000  gals.;  wks.  owned  by  north  side  riv.  taxpayers. 

RIFLE,  p.  698.  F.  dept— 6  c.  hand  ex.,  2 
hand  hose  reels;  hose,  1,500  ft;  f.  al.,  bell;  tot 
mem.,    25   vol. 

Water  Supply— Src.,  creek,  cap.  648,000  gals. 
<iaily;  res.  cap.,  396,000  gals.;  mains.  3  m.,  4,  6ft 
8  in.  dia.;  27  hyd.;  pres.,  dom.  90  lbs.,  f.  120 
lbs.;  cost   $60,000;  wks.  owned  by  city. 

ROCKY  FORD,  Otero  County,  p.  8.280;  mere, 
bldgs.,  bk.,  2  ft  3  stor.;  priv.,  wd.,  cem.  ft  bk.,  1 
ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  causes  of 
f.  inv.  F.  dept.— ^1  comb.  h.  ft  c.  wag^  1  *er. 
ladder  trk.,  2  hrs.;  hose,  cot,  rub.  lined,  gd.,  2,800 
ft;  f.  al.,  wh.  ft  telp.;  ▼»]•  eqwiP-.  I8,000;  val. 
bldgs.,  $1,000;  exp.  dept,  $8,000;  tot.  mem.,  12, 
pd.  part  time. 

Water  Supply — Src,  6  deep  wells.  In  bus.  cent.; 
sys.,  arav.  ft  pump.;  res.  cap.,  625,000  gala.;  2 
pump,  eng.,  cap.  1,000,000  gals  day;  mwns.  c.  i. 
ft  st\.,  14  m.;  2  to  8  in.  dia.;  37  hyd.;  49  v.;  615 
met;  600  serv.;  pipe,  «ti.;  Pi«-.  do™-  8^  *^o  60 
lbs.,  f.  100  lbs.;  cons,  day,  200,000  gals.;  cost, 
$12,000;  cost  mtce.,  $7,842;  wks.  owned  by  city. 

SAGUACHE,    p.    620.      F.  dept— 2    c.    eng.,    1 

hand  eng.,  6  c.  hand  ex.,  1  hrs.;  hose,  800  ft.; 
\o\.  Co. 

Water  Supply — Src.,  wells. 


SALIOA,  p.  4,426;  mere,  bldgs.,  bk.,  1  ft  2  stor.; 
priv.,  bk.,  2  stor.;  wd.  rf^  perm.;  oombt  onL  P. 
dept. — 1  comb.  c.  ft  h.  wag..  2  c.  band  ex.,  1  h.  ft 
I.  trk.,  2  hose  car.,  reels,  ftc.,  S  hn.;  hose,  eot., 
rub.  lined,  gd.,  1,960  ft;  inf..  400  ft;  tot  hose, 
2,350  ft;  X.  al.,  Gamewell.  17  bx.;  vaL  equip., 
$4,400;  val.  bldgs.,  $5,000;  tot  mem.  12,  pd. 
men  8,  vol.  9. 

Water  Supply — Src,  spr.,  2  m.  bos.  cent;  s]pi~ 
grav.;  2  res.,  cap.  2,600,000  gals.,  loc.  south  oi 
Arkansas  riv.;  mains,  kal.  ft  c.  L,  19  m.,  4  to  16 
in.  dia.;  64  hyd.;  86  v.:  1,006  senr.;  pipe,  galv.  L; 
pres.,  dom.  56  to  65  lbs.,  f.  76  to  90  lbs.;  eons, 
day,  1,500,000  gals.:  cost,  $190,000;  eost  mtce., 
$1,600;  wks.  owned  by  city. 

SILVER  PLUME,  p.  460;  f.  area,  101  a.  F. 
dept  —  8  hose  carts,  8  ladders,  20  buckets,  8 
nozzles;  hose,  2,000  ft;  vaL  eqmp.,  $1,600;  vaL 
bldgs.,  $600;  exp.  dept.,  $100;  tot.  meoL,  100 
vol. 

Water  Supply — Src.,  Clear  creek;  ays.,  grav.;  cap. 
day,  1,886,000  gals.;  16  hyd.;  9  v.;  160  serr.; 
mains,  706  ft;  pres.,  dom.  70  lbs.,  t  90  lbs.;  cost, 
$20,000;  cost  mtce.,  $600;  wks.  owned  hj  city. 

SILVERTON,  p.  2,168;  f.  area,  420  a.;  mere, 
bldgs.,  wd.,  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  S  ster.; 
wd.  rfs.  perm.  F.  dept. — 1  b.  ft  L  trk.,  t  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  2,000  ft;  inf.,  600  ft.; 
tot.  hose,  2,600  ft.;  f.  al..  bell;  val.  eqoip.,  $8,000; 
val.  bldgs.,  $8,600;  exp.  dept,  $800;  tot.  mem.,  60 
vol.;  undrs.  rating,  second  daas. 

Water  Supply — Src.,  mountain  strm.,  S  m.  boa. 
cent;  sys.,  mv.;  mat,  stn.  ft  cem.;  res.  cap., 
1,000,000  gals.,  loc.  %  m.  north  of  town;  maias, 
kal.  ft  wd.,  8  m.,  5  to  10  in.  dia.;  SS  hy±;  60  v.; 
600  serv.;  pres.,  dom.  90  lbs.,  f.  90  lbs.;  cost,  $66,- 
000;  cost  mtce.,  $1,600;  wka.  owned  by  town. 

STERLING,  p.  8,044;  f.  area,  160  a.  F.  depL— 
1  auto.  comb,  c  ft  h.  trk.,  1,600  ft  cot,  nb. 
lined  hose,  200  ft  c  hose;  vaL  equip.,  $5,000; 
vaL  bldgs.,  $16,000;  tot.  mem.  22,  pa.  xall  tiafte  i. 
vol.  20. 

Water  Supply — Wells  ft  spr.,  7  m.  boa.  oenL; 
sys.,  grav.;  cap.  spr.,  800,000  gals,  day;  S  prnp^ 
eng.,  class  centrif.,  combined  cap.  dar  S  1,600,006 
gab.;  mains,  c.  L.  11  m.,  2  to  10  In.  dia.;  44  brd.; 
pres.,  dom.  40  lbs.,  f.  120  lbs.;  cost,  $166,000; 
wks.  owned  by  city. 


TELLURIDE,  p.  1,766;  f.  area,  S16  a.; 
bldgs.,  bk.,  stn.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  1 
stor.;  wd.  rfs.  not  perm.;  combt  ord.;  eauses  of  1 
inv.  F.  dept — I  h.  ft  1.  trk.,  8  hose  car.;  hose, 
cot,  rub.  lined,  gd.,  2,000  ft;  f.  al.,  bell,  wh.,  dec: 
vaL  equip.,  $6,000;  val.  bldgs.,  $2,600;  tot.  mem.. 
25  vol. 


Water  Supply — Src.,  creek;  sya.,  grav.;  rea.  eap., 
140,000  gala.;  mains,  4%  m.;  42  hyd.;  pra., 
f.  210  lbs.;  cost,  $20,000;  wlcs.  owned  by  town. 


TRINIDAD,  p.  10.204;  f.  area,  1.600  a.; 
bldgs.,  bk.  ft  stn.,  2  to  6  stor.;  priv..  bk.,  stn.  ft 
wd.,  1  to  8  stor.;  wd.  rfs.  not  pom.;  fwks.  ft  oorabi 
ord.;  causes  of  f.  inv.  F.  dept — 1  oomb.  auto.  trt. 
4  c.  hand  ex.,  1  h.  ft  L  trk..  1  boae  wag.,  1  e.  wagM 
8  hose  car.,  8  hrs.;  hose,  cot,  rub.  Un<M«*gd.,  8,600 
ft;  rub.,  gd.,  1,000  ft;  inf.,  200  ft;  tot  base. 
4,700  ft;  f.  al.,  Gamewell  ft  telp.,  18  bz.;  vaL 
equip.,  $6,000;  vaL  bldga.,  $6,000;  eap.  dept.. 
$5,000;  tot.  mem.  11,  pd.  full  time  1.  10  voL; 
undra.  rating,  flrat  daaa. 

Water  Supply  —  Src,  melting  snow  Saogfe  d« 
Criato  range  of  Rocky  mta.,  40  m.  west  city;  V^ 

riv.;  res.  cap.,  400,000.000  gala.;  ma&na,  c  L,  itL 
wd.,  06  m.,  8  to  86  in.  dia.;  174  byd.;  112  v.: 
met,  161;  2,700  aerv.;  pipe,  galv.  stL;  wm^  don 
60  to  100  lbs.,  f.  80  to  126  lbs.;  coos.  day7l.700.- 
000  gals.;  cost,  $911,848;  coat  mtce.,  $17,124; 
wka.  owned  by  city. 

VICTOR,  Teller  County,  p.  8J62;  mere  bldga.. 
bk.  ft  stn.;  wd.  rfs.  not  perm.  F.  dept — 1  b.  ft  L 
trk.,  2-hrs.  comb,  wag.,  1  hose  car.;  tot  bo*e,  eoc 
rub.  lined,  gd.,  2,800  ft.;  f.  aL,  OameweU,  12  bx.: 
vaL  eouip.,  $4,000;  exp.  dept,  $6,000;  mem.  4, 
pd.  full  time. 

Water  Supply — Src,  mountain  stnn.;  sys.,  grav.; 
res.  cap.,  460,000,000  gala.;  mains,  16  m.;  81 
hyd.;  met.,  21;  2,100  aerv.;  eons,  day,  6,000.000 
gala.;  cost,  $882,000;  cost  mtcc,  $10,000;  wks. 
owned  by  dty. 
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WAL8ENBURG,  p.  2»428;  f.  area,  140  a.;  mere 
bldgs.,  itn.,  bk.  &  wd.,  1  to  2  ator.;  priT.,  atn.,  bk. 
&  wd.,  1  ator.;  wd.  rta.  not  perm.;  fwka,  dc  oombt. 
ord.;  causea  of  f.  inv.  F.  dept. — 1  oomb.  c.  ft  h. 
wa|^.»  6  c.  hand  ex.,  2  hoae  reela,  hose,  cot.,  rub. 
lined,  1,400  ft;  inf.,  600  ft.;  tot.  hoae,  2.000  ft; 
f.  al.,  bell,  telD.  ft  wh.;  val.  equip.,  $1,000;   vaL 


bldgs.,  $250;  tot  mem.,  8,  pd.,  part  time  1,  vol. 
7;    undrs.   rating,   third   daas. 

Water  Supply— Src,  riv.,  10  m.  bus.  cent; 
sya.,  grav.;  ree.  cap.,  80,000,000  gals.;  mains,  Ifr 
m.,  2  tc  14  in.  dia.;  50  hyd.;  75  v.;  5  met; 
516  serv.;  pres.,  dom.  00  lb«.,  f.  J 40  lbs.;  cona. 
day,  750,000  gals.;  cost,  $180,000;  cost  mtce., 
$2,500;   wks.  owned  by  city. 


CONNECTICUT 


ANSONIA,  p.  16,152,  mere,  bldgs.,  stn.,  bk.  ft 
wd.,  1  to  4  stor.;  priv..  wd.,  2^  stor.;  wd.  rfa. 
not  perm.;  fwka.  ft  combt  ord.;  causes  of  f.  inv. 
P.  dept. — 8  h.  ft  1.  trka.,  2  hose  wag.,  8  hoae  car., 
reels,  etc;  hose,  cot,  mb.  lined,  gd.,  20,000  ft; 
f.  aL,  Gamewell,  41  bx.;  val.  equip.,  $8,000;  val. 
bldga.,  $85,000;  exp.  dept.,  $800;  tot.  mem.,  276 
vol.;  undrs.  rating,  accond  dasa. 

Watar  Supply— -Src.,  spr.;  sys.,  grav.;  res.  cap., 
250,000,000  gals.;  mains,  4  to  24  in.  dia.;  met., 
200;  prea.,  dom.  86  to  100  Iba.,  f.  80  to  110  lbs.; 
wks.  owned  by  Co. 

BETHEL,  p.  8,792;  mere,  bldgs.,  wd.,  1  to  4 
stor.;  priT.,  wd.,  8  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwka.  ft  combt  ord.;  cauaes  of  f.  my.  F.  dept — 1 
h.  ft  L  trk.,  6  hand  ex.,  1  hose  wag.,  8  hoae  car.; 
hose,  cot,  rub.  lined,  gd.,  1,700  ft;  rub.,  gd., 
1,200  ft.;  inf.,  650  ft;  tot  hose,  8,550  ft;  f.  aL, 
wh.;  val.  equip.,  $6,900;  vaL  bldga.,  $7,500;  exp. 
dept,  $1,400;  tot  mem.,  126  voL 

Watar  Supply— Src,  res.,  1^  m.  bus.  cent; 
«7B.,  grav.;  res.  cap.,  No.  1  110,000,000  gala.; 
No.  2  55,000,000  gals.;  new  rea.,  loc  1%  m. 
south  town,  cap.  110,000,000  gala.;  res.  Just  in- 
stalled, cap.  500,000  gals.;  mains,  iron,  11 M  m., 
16  ft  12  in.  dia.;  95  hyd.;  40  v.;  500  serv.;  pipe, 
iron;  pres.,  114  lbs.;  cost,  $40,000  (exclusive  of 
new  res.) 

BLOOMFIELD,  p.  1,500.     F.  dept— 1  str. 

Watar  Supply — Res.  No.  6  of  Hartford  Water  Co. 
la  loc  in  Bloomfleld;  no  water  aupplied  town  from 
thia  src 

BRANFORD,  New  Haven  Co.,  p.  6,047.  F. 
dept — 8  c  hand  ex.,  2  h.  ft  1.  trk.,  8  hose  car.,  8 
comb,  hose  ladder  for  hand  use,  reels,  etc:  hose, 
cot.,  rub.  lined,  gd.,  1,000  ft;  f.  aL,  bell;  val. 
equip.,  $4,000;  vu.  bldgs.,  $7,000;  tot  mem.,  140 
vol. 

Watar  Supply — Src,  lakes;  sys.,  grav.  to  storage 
rea.,  pump  to  diatributing  res.;  res.  cap.,  2,000,000 
gala.,  loc  on  Maple  hill;  1  pump,  eng.,  class  dup., 
cap.  day  1,000,000  gala.;  mains,  c.  L  ft  galv.  wrt. 
i.,  24  m.,  14  to  4  in.  dia.;  2  in.  wrt.  iron;  84 
hyd.;  met,  416;  648  aerv.;  pipe,  galv.  wrt.  i.; 
prea.,  douL  45  to  66  Iba.,  f.  ^0  to  80  lbs.;  wka. 
owned  by  Co. 

BRIDGEPORT,  p.  102,054;  f.  area,  18.4  a.; 
mere  bldga.,  bk.,  stn.  ft  i.,  4  to  8  stor.;  priv., 
wd.,  8  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.; 
cauaea  of  f.  inv.     F.  dept. — 9  str.   (2  in  reserve), 

2  auto,  c  eng.,  50-gaL  tk..  chief's  auto.,  2  chiefs 
wag.,  1  auto,  wag.,  10  deluge  sets,  9  comb,  hose 
wag.  (2  in  reserve),  29  band  ex.,  1  comb.  h.  ft  L 
trk.,  2  aer.  trie.  (1  h.  ft  1.  trk.  in  reserve),  1  c 
eng.,  8  supply  wag.,  4  fuel  ft  exercise  wag.,  10 
hose  wag.,  4  of  which  are  equipped  with  85-gal. 
c.  tk.,  45  hra.  (7  in  reserve);  hoae,  cot,  rub.  lined, 
gd.,  25,000  ft  (14,000  ft  in  reserve);  tot.  hose, 
39,000  ft;  f.  aL,  Gamewell,  212  bx.;  val.  equip., 
$270,000;  vaL  bldgs.,  $178,000;  exp.  dept,  $206,- 
044;  tot  mem.,  187,  pid.  full  time. 

Water  Supply — Src,  brooks,  2  to  10  m.  bus. 
cent;  sys^>  grav.,  pump,  mainly  grav.  to  resi; 
atorage  cap.,  4.6  billion  gals.,  loc.  at  North 
Bridgeport  ft  Fairfield;  8  pump,  eng.,  cross  comp., 
cap.  day  28,000,000  gals.;  mains,  e.  t  it  cem.,  161 
m.,  4  to  86  in.  dia.;  1,010  hyd.;  1,500  v.;  met., 
1,869;  14,726  serv.;  pipe,  iron  ft  lead;  pres.,  dom. 
44  to  76  lbs.;  cons.,  day  24,800,000  gala.;  wks. 
owned  by  Co. 

BRISTOL,  Hartford  Co.,  p.  18,602;  mere,  bldga., 
bk.,  8  ft  4  stor.;  priv.,  bk.  ft  wd.,  2  ft  8  stor.; 
wd.  rfs.  not  perm. ;  fwks.  ft  combt  ord.     F.  dept — 

3  auto.  comb,  c  ft  b.  wag.,  2  h.  ft  I.  trk.,  1  hoae 
car.;  hose,  cot,  rub.  lined,  gd.,  6,000  ft;  inf.,  1,000 
ft.;  tot  hose,  6,000  ft;  f.  aL,  gonga  ft  bell:  val. 


equip.,  $20,000;  vaL  bldga.,  $14,400;  tot  mem., 
186,  od.  fuU  time  8,  pd.  part  time  188. 

Water  Supply — Src,  brooks  ft  riv.,  8  to  8  m. 
bus.  cent;  sys.,  grav.;  stdp.  cap.,  150,000  gals., 
dim.  80  X  86,  mat  stL;  rea.  cap.,  425,000,000 
gals.;  mains,  c  ft  wrt  L,  40.98  m.,  1  to  14  in. 
dia.;  188  hyd.;  298  v.;  1,595  met;  1,961  serv.; 
pipe,  galv.  L;  pres.,  dom.,  60  to  180  lbs.;  cone, 
day,   1,286,000  gals.;  wks.  owned  by  Co. 

BROAD  BROOK,  p.  900.  F.  dept— 1  comb,  c 
ft  h.  wag.,  4  c  hand  ex.,  1  hose  cart;  1  aL,  bell; 
tot   mem.,   80. 

Water  Supply — Src.  ft  sys.  not  reported;  2  pumps, 
12  hyd.;  prea.,  50  Iba.  »      f     k  , 

,  PJi^"^^^*  P-  1.450.  F.  dept— 1  hoae  cart. 
1,200  ft  hoae;  val.  equip.,  $600;  val.  bldgs.,  $200; 
tot  mem.,  26  voL  -•   »  ▼ 

Water  Supply— Src,  rea.;  sys.,  grav.;  16  hyd.; 
pres.,  f.  100  lbs.;  wks.  owned  by  Guilford  ft  Chester 
Water  Co. 

CLINTON,  p.  1,400;  f.  area,  9  sq.  m.  F.  dept 
— 1  auto,  trk.,  1  000  ft  hose;  exp.  dept.  $200; 
tot.   mem..   30   vol.  •    ▼        . 

A  y^'h'  ,®"»'?.'y— Sy^^v  y^^-J  roains,  c  L.  70  m.. 

in*?  ^?,l"-,ii**»  ?*^  ^y^J  P^P«'  ^^^*  Vres.,  dom.. 
67  to  110  Ibe.;  wks.  owned  by  Co. 

COLCHESTER,  p.  2,000.  F.  dept— 1  hand  eng., 
1  str. 

Water  Supply— Src,  wells  ft  cisterns;  sys.,  grav. 

COLLINSVILLE,  n  2,425;  f.  area,  2  aq.  m.; 
mere  bldgs.,  wd.  ft  bk.,  2  ft  8  ator.;  priv.,  wd.,  2 
stor.;  no  fwks.  ft  combt  ord.  F.  dept — 1  hand 
eng.,  2  c  hand  ex.,  1  h.  ft  L  trk.,  4  hose  wag.; 
hose,  cot,  rub.  lined,  gd.,  1,600  ft;  rub.,  gd.,  800 
?c»aa2**  hose,  2.400  ft;  f.  aL;  bell;  vaL  equip., 
$6,000;  val.  bldgs.,  $5,000;  exp.  dept,  $260;  tot 
mem.,   26  vol. 

Water  Supply— Src,  spr.,  2%  m.  bus.  cent; 
8yB.,  grav.;  rea.  cap.,  8,000,000  gals.;  1  pump, 
eng.,  cap.  800  to  800  gals,  min.;  mains,  c  L,  10  4 

40  lbs.,  f.  90  lbs.;  wks.  owned  by  Co. 

CROMWELL,  p.  2.081;  mere  bldgs..  stn.,  bk.  ft 
Wd.;  wd.  rfs.  perm.     F.  dept.  not  reported. 

Water  Supply— Src,  spr.,  1  m.  bus.  cent.;  sys., 
pump  to  «tdP.;  stdp.  cap.,  146.000  gals.,  dim. 
A^\i2\^^^  ^fi-*  ^  P™"P-  «"fi^»  claas  trip.,  cap. 
if^  Hl'^^^.  K»^«i''  "»""■»  *«>"•  »  m-.  1  to  8  in. 
dia.;   58   hyd.;    17   v.;   met,    16;    200   serv.;   pipe, 

^V"^'  ^i\  SJS^'  h  ^^  ^^''  «>■*»  $80,000;  cost 
mtce.,  $1,200;  wka.  owned  by  Co. 

KiP^'*?y'*Tr"Pv*^»!'*'  '•  »^««»  10,000  a.;  mere 
bldgs.,  bk..  stn,  ft  wd.,  1  to  5  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept— 2  auto.  comb,  c 
ft  h.   wag.   with   40-gal.   c   tk.   ft   800    ft.    2%-in. 

tk.,   2  hoBe  wag.,  6  hose  carts,  9  hrs.;  hose,  cot. 

JJ'Skn**!^' /^i'  ®'?®0  '*'J  *°'-  ^'OOO  ft;  tot  hose, 
9,700  ft;  f.  al.,  elec,  47  bx.;  vaL  equip.,  $80,000; 
val.  bldas..  $70,000;  exp.  dept.  $22,000;  tot  mem. 
241,  pd.  part  time  41,  voL  200. 

Water  Supply — Src.  surface  water,  8  m.  bus. 
cent;  sys.,  grav.;  res.  cap.,  2,160,427,875  gals.; 
mains,  cem.  ft  L.  60  m.,  6  to  16  in.  dia.;  400 
hyd.;  600  v.;  mains,  16,100  ft,  20  to  80  in. 
dia.,  cem.  ft  L;  prea.,  dom.  85  to  90  Iba.,  f.  65 
lbs.;  cost  $225,000;  cost  mtce.,  $4,500;  wrks. 
owned  by  city. 

u^P^^^Sr^^*  J^'  i'^**5  '•  *"*•  «00  a.;  mere 
bldgs.,  bk.  ft  wd..  2  to  4  stor.;  priv..  wd.  ft  bk., 
2%  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept— 1  str.,  1  h.  ft  L  trk. 
^J-  Tivf  hoae  car.,  1  hrs.;  hose,  cot,  rub.  lined, 
gd.,   8.500  ft:   inf.,   600  ft;  tot  hose,   4,100  ft; 
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I.  al.,  Gamewell,  bell  JE  wh.,  12  bx.;  val.  bidga., 
11,800;  ezp.  dept.,  f800;  tot  mem.,  46,  pd.  part 
time;  imdrs.  rating,  second  daas. 

Water  Supply — Src,  apr.  ft  brooks;  aya.,  grav.; 
maina,  12  m.,  4  to  12  in.  dia.;  67  hyd.;  met., 
82;  prea.,  dom.  56  Iba.,  f.  76  to  100  lbs.;  wka. 
awned  bjr  Crystal  Water  Co. 

DARIEN,  p.  3,046;  mere.  bIdga.,  wd.,  2  to  8 
ator.;  priv.,  wd.,  2  ator.;  wd.  rfa.  perm,  in  f.  area; 
fwka.  ft  combt.  ord.;  cauaea  of  f.  ior.  F.  dept. — 1 
auto  c.  enff.,  2  c.  eng.,  1  hand  c.  ene.,  2  boee  car., 
10  c.  hand  ex.,  2  h.  ft  I.  trka.,  2  hn.;  2,650  ft 
hoae;  f.  al.,  bell;  val.  equip.,  f 6,000;  vaL  bldga., 
$6,000;  tot.  mem.,  160  vol. 

Water  Supply — Wells. 

DEEP  RIVER,  p.  1,826;  f.  area,  1^  m.;  mere 
bldga.,  wd.,  2  ft  8  stor.;  priv.,  wd.,  2  ator.;  wd. 
rfs.  perm.;  no  fwka.  ft  combt  ord.  F.  dept— 1 
auto,  trk.,  1  c.  eng.,  6  c.  hand  ex.,  1  h.  ft  1.  trk., 
1  hose  car.;  hose,  linen,  g^.,  1,000  ft.;  cot,  250 
ft.;  inf.,  500  ft.;  tot.  hose,  1,750  ft;  f.  al.,  Gamo- 
well;  val.  equip.,  $3,000;  val.  bldga.,  $1,500;  exp. 
dent,  8200;  tot  mem.,  60  voL 

Water  Supply — Src,  Cheater  Water  Co.,  1  m. 
bus.  cent;  mains,  c  1.,  20  m.,  4  to  14  in.  dia.; 
20  hyd.;  pres.,  f.   110  lbs. 

DERBY,  p.  8,901;  f.  area,  80  a.;  mere,  bldga., 
wd.  ft  bk.,  2  to  4  stor.;  priv.,  wd.,  8  ator.;  wd. 
rfs.  not  perm.;  fwka.  ft  combt  ord.;  cauaea  of 
f.  inr.  F.  dept. — 9  c.  hand  ex.,  1  h.  ft  1.  trk.,  5 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  6,000  ft; 
inf.,  800  ft;  tot  hoae,  6,800  ft:  f.  aL,  elec., 
88  bx.;  val.  equip.,  $10,000;  val.  bldga.,  $12,000; 
exp.  dept.,  $3,000;  tot  mem.,  216  vol. 

Water  Supply — Src,  apr.  ft  axirface  water;  aya., 
grav.;  mains,  c.  i.,  21  m.,  4  to  20  in.  dia.;  84 
hyd.;  pres.,  f.  60  to  112  Iba.;  wka.  owned  by  Co. 

EAST    HAMPTON,   p.    8,000;    f.   area,    2,000    a. 
F.  dept — 1  c  eng.;  val.  equip.,  $160;  vol. 
Watar    Supply — Src,    Poootopang    Lake. 

EAST  HARTFORD,  p.   8,188;  f.  area,   2^   m.; 

mere,  bldga.,  bk.  ft  wd.,  1  to  4  ator.;  priv.,  bk. 
ft  wd.,  2  Mt  >tor. ;  wd.  rfs.  perm. ;  cauaea  of  t  inv.  F. 
dept. — 8  hose  car.;  hose,  cot,  rub.  lined,  gd., 
8,000  ft;  inf.,  1.000  ft;  tot  hoae,  4,000  It; 
val.  equip.,  $2,400;  val.  bldga.,  $4,600;  exp.  dept, 
$450;  tot  mem.,  100  vol. 

Watar  Supply — l^rc,  brook,  0  m.  bus.  cent;  aya., 
grav.;  rea.  cap.,  1,500,000  gala.;  loc  at  Eaat  Glaa- 
tonbury;  mains,  c.  i.,  29  m.,  1^  to  16  in.  dia.; 
07    hyd.;    212    v.;    12    met;    1.110    aerv.;    pipe, 

falv.    i.;    pres.,    dom.    60    lbs.,    f.    60    Iba.;    cost, 
805,000;   cost   mtce.,   $8,000;    wka   owned   b^   £. 
Hartford  Diat 

EAST  HAVEN,  p.  1,705;  f.  area,  76  a.;  mere, 
bldga.,  wd.,  4  stor.;  priv.,  wd.,  2^  stor.;  wd.  rfa. 
perm,  in  f.  area;  fwka.  ord.;  cauaea  of  f.  inv.  F. 
dept. — 1  e.  eng.  on  wla.,  2  c  hand  ex.,  1  h.  ft  L 
trk.,  1  hose  car.;  hoae,  cot,  rub.  lined,  gd.,  860 
ft;  Inf.,  150  ft;  tot  hoae,  1,000  ft;  f.  aL,  bell; 
tot  mem.,  50  vol. 

Watar  Supply — Supplied  by  New  Haven  Water 
Co.;   22  hyd.;  prea.,  50  to  65  Iba. 

EAST  NORWALK,  p.  4,000;  consolidated  with 
city  of  Norwalk. 

ELLINGTON,  p.  1,820.     No  f.  dept 
Watar  Supply— Src,  apr.;  aya.,  grav.;  maina,  iron 
ft  wd.,  2  m.,  2  to  8  in.  dia.;  55  aerv.;  prea.,  dooL 
60  lbs.,  f.   80  lbs.;  cost,  $2,500;  cost  mtce.,  $75; 
wks.  owned  by  priv.  Co. 

ENFIELD,  p.  0,719;  height  of  bldga..  1  to  8 
ator.;  dwellings,  2V6  ft  8  stor.;  wd.  rfa.  perm.; 
causes  of  f.  inv.  F.  dept. — 1  comb.  c.  ft  hose 
wag.,  2  hoae  carts;  hoae,  cot,  rub.  lined,  gd., 
1,200  ft;  inf.,  600  ft:  tot  hoae,  1,800  ft;  val. 
equip.,  $1,000;  val.  oldgs.,  $660;  exp.  dept, 
$160;  tot  mem.,  26. 

Watar  Supply — Src,  apr.,  2  m.  bua.  cent;  aya., 
pump.;  atdp.  cap.,  876,000  gala.;  dim.  40  x  40  ft; 
mat.  iron;  2  pump,  eng.,  cap.  day  2,250,000  gala.; 
mains,  cem.  ft  c  i.,  1  to  20  m.,  4  to  12  in.  dia.; 
76  hyd.;  100  v.;  met.,  24;  aerv.,  1,200;  pipe,  c  L; 
prea.,  dom.  20  to  95  Iba..  f.  20  to  95  Iba.;  cona., 
day  800,000  gala.;  wka.  owned  by  Co. 

ESSEX,  p.  2,745;  f.  area,  10,840  a.;  mere 
bldga.,   wd.   ft  bk.,   1   to   6   ator.;   priv.,  wd.,    2H 


ator.;    wd.    rfa.   perm.;   oombt   ord.;   canaea  af  L 
inv.      F.    dept — 1    hand   eng.,    2    c    hand  ex.,  1 
hose   car.;   hose,   oot,   rub.   lined,   gd.,    1,000  (t; 
f.  al.,  bell  ft  wh.;  tot  mem.,  60  voL 
Water  Supply — Cheater  Water  Co. 

FAIRFIELD,  p.  6,184.  F.  dept — 2  c  ex.,  1  k 
ft  L  tik.,  1  hoae  cart;  tot  mem.,  60. 

Watar  Supply — From  Bridgeport  Hydranlie  Co.; 

28  hyd.;  prea.,  80  lbs. 

FARMINQTON,  p.  8,478;  f.  area,  76  a.;  mere, 
bldga.,  wd..  2  ator.;  priv..  wd.,  1  ator.;  wd.  ifi. 
perm.;  fwka.  ft  combt  ord.;  cauaea  of  f.  inv.  f. 
dept. — 1  h.  ft  L  trk.,  2  hoae  wag.;  1  hand  hose 
cart;  hose,  cot,  rub.  lined,  gd.,  1,600  ft;  viL 
equip.,  $800;  val.  bldga.,  $1,000;  exp.  dept,  $400; 
tot  mem.,  44  voL;  undra.  rating,  flnt  claaa. 

Watar  Supply — Src,  %  m.  boa.  cent;  lys., 
grav.;  rea.  cap.,  60,000,000  gala.,  loc  in  town; 
maina,  c  i,  4,000  ft,  10  in.  dia.;  82  hjd.;  20 
v.;  met,  1;  129  aerv.;  prea.,  dom.  62  Ibsw,  f.  62 
to  80  lbs.;  cons.,  day  800,000  gala.;  coat,  $89,600; 
wks.  owned  by  Co, 

FORESTVILLE,  p.  1,800.  F.  dept— 1  atr.,  1 
hoae  cart,  1  supply  wag.;  hoae,  1,000  ft;  tot 
mem.,  40. 

Watar  Supply— Src,  rea.,  6  to  8  m.  boa.  ceat; 
frvs.,  grav.;  Btdp.  cap.,  186,000  gala.;  rea.  cap., 
422,000    gala. 

GRANBY,  p.  1,299.     No  f.  dept 

Watar  Supply — Src,  brook;  aya.,  pomp  to  atdp.; 
res.  cap.,  60  bbla.;  pump,  eng.,  cap.  day  66,200 
bbls.;  mains,  1%  m.,  8  in.  dia.;  prea.,  f.  100  lbs.; 
cost,  $5,500;  cost  mtce.,  $200;  wka.  owned  by  Co. 

GREENWICH,  p.  16.468;  mere  bldga.,  bk.  ft 
wd.,  2  to  4  stor.;  priv.,  wd.,  2  ft  8  ator.  F. 
dept — 1  auto.  c.  wag.,  1  auto,  c  ft  h.  eomh. 
wag.,  1  auto,  hoae  wag.,  1  atr.,  8  e.  hand  ex.,  1 
b.  ft  L  trk.,  1  comb.  h.  ft  L  ft  h.  vrag.,  2  hoae 
reela,  1  patrol  wag.,  2  hra.;  hoae,  eot,  rub  lined, 
gd.,  4,000  ft;  rub.,  sd.,  1.000  ft;  tot  hoae,  6,000 
ft;  f.  al.,  Oameweu;  vaL  equip.,  $26,000;  vaL 
bldga.,  $16,000;  tot  mem.,  174,  pd.  fall  time  S, 
voL  172. 

Watar  Supply — Src,  lakea;  «ya.,  grav.;  atdp.  cap., 
1,250,000  gala.,  60  x  86,  2  m.  rea.,  mat  iron; 
cap.  plant,   4,000,000  gala.;  rea.  cap.,  1,000,000.- 

000  gala.;  maina,  61  m.,  4  to  2i>  in.  dia.;  141 
hyd.,  25  priv.,  wd.;  1,760  aerr.;  pipe,  galv.  L; 
pres.,  dom.  40  Iba.,  f.  40  to  120  Iba.;  cooa.,  day 
1,000,000  gala.;  wka.  owned  by  Co. 

QROTON,  p.  6,496;  f.  area,  2  ol  long.  H  mfle 
wide;  mere  bldga.,  bk.  ft  wd.,  8  ator.;  priv.,  wd.. 
2  stor.;  wd.  rfs.  penn.  in  f.  area;  fwln.  ft  combt 
ord.  F.  dept — 1  h.  ft  1.  trk.,  2  c  hand  ex.,  I 
hoae  wag.;  hose,  cot,  mb.  lined,  gd.,  1,200  ft: 
f.  al.,  wh.;  val.  equip.,  $1,200;  tot  mem.,  72  vol 

Water  Supply— «rc.,  w^  ft  lake,  8  m.  bosL  cent; 
ays.,  pump  to  stdp.;  stdp.  cap.,  844,000  gala., 
dim.  80  X  66.  loc  in  Oroton,  mat  iroo;  2  posp. 
enr.,  claaa  tr4»le»  aisa  10  z  8,  era.  day  700,006 

Sis.;  maina,  c.  i.,  11  m.,  4  to  10  in.  dia.;  68 
d.;  21  v.;  met,  10:  869  aerr.;  pipe,  galv.  L; 
prea.,  dom.  84  to  84  lbs.,  f.  84  Iba.;  coat,  $200.> 
000;  wka.  owned  by  town. 

GUILFORD,  p.  8,001.     F.   dept— 2  hand  esg^ 

1  h.  ft  1.  trk.,  2  hoae  oar.;  hoae,  eot,  rob.  Uned. 
gd.,  1.000  ft;  tot.  mem.,  80  vol. 

Water  Supply — Src,  brook;  ^ya.,  grav.;  60  hyd.; 
prea.,  dom.  66  Iba.,  f.  66  Iba. 

HARTFORD,  p.  98,016,  f.  area,  18  aq.  m.;  neic. 
bldga.,  bk.  ft  stn.,  2  to  9  ator.;  priv.,  ata.,  bk.  ft 
wd..  8  stor.;  wd.  rfa.  perm.;  fwka.  ft  oomlrt.  orl: 
cauaea  of  f.  inv.  F.  dept — ^1  tractor  atr.,  8  aafa^ 
comb,  c  ft  h.  atr.,  10  atr.,  6  auto,  lioae  wag.,  8 
comb,  c  ft  h.  wag.,  84  c  hand  ex.,  2  h.  ft  L 
trie,  2  aer.  trk..  60  hra.;  hoae,  eot,  rA,  Uned, 
86,000  ft;  f.  at,  Gamewell,  170  bx.;  exp^  dept. 
$209,600;  tot  mem.,  167;  pd.  foil  time. 

Watar  Supply — Src,  mountain  rea.,  6  m.  baa 
cent;  aya.,  grav.;  atorage  rea.,  eap.  2,085,000.000 

fals.;  mains,  c  i.,  167  2-6  m.,  8  to  80  in.  dia.; 
,264  hvd.;  2,622  v.;  met,  18,877;  12.621  aetv.; 
pipe,  galv.  i.;  prea.,  dom.  70  Iba..  f.  70  Iba.;  coas. 
day,  8.051,000  gala.;  ooat,  $8,676,191;  eoet  vtce.. 
$102,008. 

HAZAROVILLE.  p.  8,000.  F.  dept— 1  Mr,,  2  c 

hand  ex.,  2  hoae  carta;  tot  mem..  60. 

Water  Supply — Src.  nr.  ft  artariaa  wcU;  afik 
pump  to  atorage  tk.;  18  nydL;  praai,  80  lb& 
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H0TCHKI88VILLE,  p.  400.  F.  dept— 1  e.  cnff., 
1  60-fiL  c.  tag.,  18  band  ex.,  14  pftllt;  itL  equip., 
$600;  tot.  mem.,  26  toL 

Wattr  Supply — ^None. 

JEWETT  CITY,  p.  2,800;  f.  arat,  640  a.;  mere, 
bldga.,  eta.,  bk.  &  wd.,  2  to  6  stor.;  priv.,  itn., 
bk.  Je  wd.»  2  stor.;  wd.  rfi.  perm,  in  f.  area; 
fwka.  k  combt.  ord.;  eanaee  of  f.  Inv.  F.  dept— 
1  h.  Je  L  txic,  10  c.  band  ex.,  1  oomb.  c.  Ie  b. 
wBff.,  8  boee  reela;  hose,  oot.,  n^.  lined,  gd., 
1.600  ft;  inf.,  800  ft.;  tot.  hose,  1,800  ft;  f. 
aL,  bell;  val.  equip.,  f  1,600;  tsL  bldg*.,  12,600; 
exp.  dept,  f  1,208;  tot.  mem.,  66  vol. 

Water  Supply — ^rc,  brooks  &  spr.,  6  m.  bus. 
cent.;  sys.,  grsT.;  res.  cap.,  96,000,000  gals.;  loc 
on  Stone  hill;  mains,  iron,  10  m.,  6  to  12  in.  dia.; 
68  hyd.;  88  ▼.;  met,  9;  264  serv.;  pipe.  galr.  1.; 
pres.,  dom.  120  lbs.,  f.  120  lbs.;  cost,  $148,764; 
wks.  owned  by  Co. 

KENT,  p.  800;  f.  area,  200  a.;  mere  bldgs., 
wd.,  1  A  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm,  in  f.  area.  F.  dept. — 1  h.  Ac  I.  trk.,  2  hose 
carts;  hose,  cot,  rub.  lined,  gd.,  1,000  ft;  val. 
equip.,  $760;  exp.  dept,  $100;  tot  mem.,  26  toL 

Water  Supply — Src,  spr.,  IH  m*  bus.  ecnt; 
sjs.,  grav.;  mains,  iron,  2  Mi  m.,  6  in.  dla.;  10 
hyd.;  60  serf.;  pipe,  lead  k  lion;  pres.,  dom.  66  lbs., 
f.  65  lbs.;  cost,  $16,000;  cost  mtce.,  $100;  wks. 
owned  by  Co. 

LAKEVILLE,  p.  1,600;  f.  area,  700  a.;  mere, 
bldgs.,  wd.,  1  to  8  stor.;  prir.,  wd.,  2  etor.;  wd. 
rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F.  dept— 2 
hose  carts,  1  h.  4k  1.  trk.,  2  large  sise  t  ex.;  hose, 
cot.,  rub.  lined,  gd.,  1,100  ft 

Water  Supply — Src.,  spr.,  2  m.  bus.  cent;  ays., 
grav.;  mains,  iron.  8 ^  m.,  4  to  10  in.  dia.:  86 
hyd.;  pres.,  dom.  146  lbs.,  f.  146  lbs.;  cost,  $60,- 
000;  cost  mtce.,  $600;  wks.  owned  by  Co. 

LITCHFIELD,  p.  8.006.  F.  d«>t— 1  h.  4k  1. 
trk.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,900 
ft.;  inf.,  600  ft.;  tot  hose,  2,600  ft;  tot  mem., 
76  vol. 

Water  Supply — Src.,  riv.,  6  m.  bus.  cent;  sya., 
^rsT.;  stdp.  dim.,  86  x  80,  mat.  iron:  res.  loc.  1 
m.  north  of  town;  2  pump,  eng.,  cap.  day,  260,000 
gals.;  mains,  iron,  10 H  m.,  4  to  8  in.  dia.;  49 
fayd.;  pres.,  dom.  80  lbs.,  f.  80  lbs.;  cost,  $100,- 
000;  cost  mtce.,  $1,600;  wks.  owned  by  Co. 

MADISON.  F.  dept— 1  hose  wag.,  1,660  ft 
hose;  tsL  equip..  $200;  tot  mem.,  80  vol. 

Water  Supply — Src.,  wells,  1  m.  bus.  cent; 
ajs.,  grav.;  86  hyd.;  pres.,  dom.  60  lbs.,  f.  60  lbs.; 
wks.  owned  by  priv.  Co. 

MANCHESTER,  p.  18,641;  mere,  bldgs.,  stn., 
bk.  4e  wd.,  2  ft  8  stor.:  priv..  wd.,  2  stor.;  wd. 
rfa.  penn.;  fwks.  4k  eomot  ord.;  causes  of  f.  inr. 
F.  dept — 1  h.  ft  1.  trk.,  8  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  2,100  ft;  inf.,  400  ft;  tot  hose, 
2,600  ft;  val.  equip.,  $2,000;  val.  bldffB.,  $1,600; 
«xp.  dept.,  $100;  tot  mem.,  00  vol. 

Water  Supply — Src.,  ponds,  8  m.  bus.  cent; 
sys..  grav.;  mains,  com.,  10  m.,  4  to  16  in.  dia.; 
62  hyd.;  pres.,  dom.  76  lbs.,  f.  76  lbs.;  cost,  $46,* 
000;   wks.  owned  by  Co. 

MERIDEN,  p.  27,265;  f.  area,  2,616  a.;  mere. 
bldgs.,  bk.  ft  wd.,  1  to  ^  stor.;  priv.,  wd.,  2  stor.: 
wd.  rfk.  not  perm.;  fwks.  ft  combt  ord.;  causes  of 
f.  inv.  F.  dept — 1  str.,  1  auto.  eomb.  h.  4k  c.  eng., 
14  c  hand  ex.,  1  h  ft  1  trk,  1  comb  c  ft  h  wag.,  8 
hose  wag.,  hose  reel,  16  hrs.;  hose,  oot,  rub.  mied, 
ffd,  8,800  ft;  fair.  1,650  ft;  inf.,  660  ft;  tot 
hose,  10,900  ft;  f.  al.,  GamewelL  64  bx.;  vaL 
equip.,  $42,800;  val.  bldgs.,  $60,400;  exp.  dept, 
f  87,606;  tot  mem.,  87;  pd.  ful  time  21,  pd.  part 
time  48,  voL  28;  undrs.  rating,  first  dass. 

Water  Supply — Src,  surface  water,  2  to  4^  m. 
bus.  cent.;  sys.,  grav.,  pump  to  res.;  res.  cap., 
030,000.000  gals.;  1  safety  boiler,  171  hp.:  2 
turbine  boilers,  100  hp.  each;  2  pump,  eng.,  class 
comp.  dup.,  cap.  day  10,000,000  gals.;  mains, 
iron,  40  m.,  4  to  20  in.  dia.;  887  hja.;  met,  260; 
4,100  serf.;  pipe,  galv.  i.;  pres.,  dom.  66  to  110 
lbs.,  f.  40  to  116  lbs.;  cons.,  day  8,000,000  gals.: 
cost,  $700,000;  cost  mtce.,  $12,000;  wks.  owned 
by  city. 

MIDDLETON,  p.  11,181;  mere  bldgs.,  bk.  ft 
wd.,  4  stor.;  priv.,  bk.  ft  wd.,  2H  stor.;  wd.  rfs. 
perm,  in  f.  area;  causes  of  t.  inv.  F.  dept<— 8  e 
b-and  ex.,  1  auto.  comb.  c.  ft  h.  wag.,  1  b.  ft  L 
trk.,  1   comb.  c.  ft  h.  wag.,  1  hose  wag.,  6  hrs.; 


hos^  cot,, rub.  lined,  gd.,  6,000  ft;  L  aL.  wh., 
27  bx.;  vaL  equip.,  $10,000;  vaL  bldgs.,  $80,000; 
exp.  dept,  $12,000;  tot  mem.,  160,  pd.  full  time 
8,  VOL  142. 

Walar  Supply — Src,  from  2  res.,  4-6  m.  city; 
eys.,  grav.;  res.  cap.,  620,000,000  gUs.,  loc  south 
ft  west  from  dty;  mains,  c  L,  86  m.,  4  to  20  in. 
dia.;  218  hyd.;  847  v.;  met,  91;  2,400  serv.;  pipe, 
wrt  L;  pres.,  dom.  60  lbs.,  f.  126  lbs.;  cons.,  dsy 

!'ii?2!S?®  P'^'*  "^"^  $619,821.86;  cost  mtce.. 
$12,000;  wks.  owned  by  city. 

MILFORD,  p.  4,866;  mere  bldgi.,  wd.,  1  to  8 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  hand  eng.,  1  c 
eng.,  1  h.  ft  1.  trk.,  1  auto.  comb.  c.  ft  h.  wag., 

J  P?!*  ]f***»  ?  **^*  ^^''»  *><»«•  «>*•»  ">b.  lined,  gd.. 
1,200    ft;   inf.,   800    ft;   tot   hose,    1,600   ft.;    f. 

5l-,i!l**^'  ®  ***-•  ^■*-  equip.,  $9,000;  val.  bldgs., 
$1,600;  tot   mem.,   70  voL 

Water  Supply— Src,  brook,  2  m.  bus.  cent; 
grs.,  pimp  to  stdp.;  stdp.  cap.  250,000  gaL,  dim. 
20  X  100,  mat.  iron;  pump,  eng.,  dsss  dup.;mains, 
c.  I.,  26  m..  4  to  14  in.  da.;  100  hvd.;  pipe, 
lead;  pres.,  dom.  47  lbs.;  wks.  owned  by' Co. 

MYSTIC,  p.  6,000;  f.  area,  640  a.;  mere  bldgs., 
bk.  ft  wd.,  1  to  4  stor.;  priv..  bk.  ft  wd.,  2  stor.; 
wd.   rfs.  perm,   in   f.   area;   fwks.   ft   combt   ord; 

S?^  9'  '•  *"^-  *"•  ^^^ — *  c.  hand  ex.,  1  h.  ft  1. 
trk.,  8  hose  carts;  hose,  cot,  rub.  lined,  gd.,  1,700 

f-iAJT^'  »*^-  t*'*i?^„  '*-5  inf.,  100  ft;  tot  hose, 
8,800  ft.;  f.  aL.  beU  ft  wh.;  vaL  equip..  $8,600; 
vaL  bldgs.,  $2,600;  tot  mem.,  110  voL 

Water  Supply— «rc.,  2  res.,  2  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  ^OO.OOO  gals.;  2  rec. 
cap.  60,000,000  gab.;  2  pump,  eng.,  cap.  2.000.- 
000  gale.;  mains,  c.  L  ft  stl.,  28  in.,  4  to  12  in. 
duL;  116  hyd.;  16  met;  1^62  serv.;  cons.  day. 
800,000  gals.;  cost,  $886,8«0;  wks.  owned  by  Co. 

NAUQATUCK,  p.  12,722;  f.  area,  1,600  a.; 
mere  bldgs.,  bk.  ft  wd.,  1  to  6  stor.;  priv.,  bk. 
ft  wd.,  1  to  4  stor.;  wd.  rfs.  perm.;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept — 2  c  hand 
ex.,  1  h.  ft  1.  trk.,  1  comb.  c.  ft  h.  wag.,  4  hand 
hose  reels;  hose,  cot,  rub.  lined,  gd..  4,700  ft; 
f.  al.,  Oamewell,  84  bx.;  exp.  dept,  $4,000;  tot 
mem.,  91  vol. 

Water  Supply — Src,  spr.  ft  brook,  1  to  4  ra. 
bus.  cent;  sys.,  grav.  to  res.;  res.  cap..  185,000,- 

000  gala.;  mains,  c  L.  40  m..  4  to  20  in.  dia.; 
808  v.;  186  hyd.;  1,680  serv.;  pres..  dom.  46  to 
110  lbs.;  cost,  $876,000;  cost  mtce.,  $4,000. 

NEW  BRITAIN,  p.  48,916;  causes  of  f.  inv. 
F.  dept— ^  str.,  9  c  hand  ex.,  1  h.  ft  L  tik.,  1 
aer.  trk.,  6  comb,  c  ft  h.  wag.  (1  in  reaerve).  16 
hrs.  (2  in  reserve);  hose,  cot.  rub.  lined,  gd., 
10,000  ft;  rub.,  gd.,  1,060  ft;  tot  hose.  11,060 
ft.;  f.  al.,  Oamewell,  78  bx.;  exp.  dept,  440,000; 
tot  mem.,  85;  pd.  full  time  27;  undrs.  rating, 
first  class. 

Water  Supply — Src,  canals  ft  brooks,  8  m.  bus. 
cent;  sys.,  grav.;  res.  cap.,  1,480,000,000  gals., 
loc.  at  Southlngton;  2  pump,  eng.,  cap.  day 
8,000,000  gals.;  maina,  c  i.,  70  m.,  4  to  20  in. 
dia.;  608  hyd.;  met.,  4,500;  1.148  v.;  4.600  serv.; 
pipe,  wrt  L;  pres.,  dom.  80  lbs.,  f.  80  lbs.;  cons., 
day  4.000,000  gals.;  cost,  $2,876,000;  cost  mtce., 
$50,000;  wks.  owned  by  city. 

NEW  CANAAN,  p.  8.667;  f.  area,  160  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  2  stor. 
F.  dept — 1  auto.  comb.  c.  ft  h.  wag.,  1  gas  eng., 
800  gals,  per  min.,  1  Eastman  deluge  eet,  cap. 
800  gals,  per  min.,  8  c.  hand  ex.,  1  h.  ft  L  trk., 

1  hose  wag..  1  hose  oart;  hose,  cot,  rub.  lined,  gd.. 
1,500  ft;  inf.,  600  ft;  tot  hose.  2,000  ft;  f.  al., 
bell;  val.  equip.,  $12,400;  val.  bldgs.,  $4,000;  exp. 
dept,    $1,600;    tot.    mem.,    95    vol. 

Water  Supply — Src,  riv.,  8  m.  bus.  cent;  ^ye., 
grav.;  res.  cap..  80,000.000  gals.,  loc.  at  riv.; 
mains,  cem.  ft  stL;  46  hyd.;  pres.,  dom.  60  lbs.; 
wks.  owned  by  Co. 

NEW  HARTFORD,  p.  8,424;  mere  bldgs..  wd.. 

2  to  4  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.; 
no  fwke.  ft  combt  ord. ;  causes  of  f.  inv.  F.  dept-* 
1  h.  ft  1.  trk.,  1  hose  wag.,  1  hose  car.;  hose, 
cot.  rub.  lined,  gd.,  2,000  ft.;  f.  al..  bell  ft  wh.; 
tot.  mem..  20  voL;  undrs.  rating,  second,  class. 

Water  Supply — Src,  brook;  res.  cap.,  100.000 
gale;  mains.  6  m.,  4  to  12  in.  dia.;  60  hyd.;  met. 
20;  pree,  f.  72  Ibe;  cost,  $62,000;  wks.  owned 
by  Co. 
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NEW  HAVEN,  p.  183,605;  f.  area,  6,291  a.; 
mere,  bldgs.,  bk.  k  wd.,  1  to  8  stor.;  priv.,  bk. 
ft  wd.,  2%  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwki.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 
4  chiefs  auto.,  1  auto,  trk.,  f.  al.,  1  chiefs  wag., 
1  auto.  comb.  c.  eng.  ft  hose  wag.,  1  auto.  comb, 
pump  ft  hose  wag.,  8  auto,  etr.,  1  equad  auto., 
4  str.  (8  str.  in  reserve),  2  h.  ft  1.  trk.  (1  h.  ft 
1.  trk.  in  reserve).  86  c.  hand  ex.,  1  aer.  trk.,  1 
comb.  aer.  ft  ladder  trk.,  6  comb.  c.  ft  h.  wag., 
1  comb.  c.  eng.  ft  h.  ft  1.  trk,,  6  hose  wag.  (2  hose 
wag.  in  reserve),  6  fuel  wag.,  8  exercise  wag.,  1 
c  eng.  in  reserve,  52  hrs.  (6  in  reserve);  hoee, 
cot,  rub.  lined,  gd..  26,060  ft.  (in  reserve  4,600 
ft.);  f.  al.,  Gamewell,  289  bx.;  val.  equip.,  $264,- 
000;  val.  bldg«.,  $224,000;  exp.  dept.,  $236,997; 
tot.  mem.,  228,  pd.  full  time  170,  68  substitutes. 

Water  Supply — Src,  riv.  ft  lakes.  2  to  6  m. 
bus.  cent.;  sj's.,  grav.,  pump  to  res.;  res.  cap., 
8,520,000,000  gals.;  7  pump,  eng.,  cap.  day  52,- 
720,000  gals.;  mains,  iron,  220  m.,  4  to  86  in. 
dia.;  1,097  hyd.;  met.,  2,707;  serv.  21,781;  pres., 
dom.,  45  lbs.;  cona.  day,  28,262,000  gals.;  wks. 
owned  by  Co. 

NEWINQTON.  p.  1,041;  mere,  bldgs.,  wd.  ft  bk., 

1  ft   2  stor.;   wd.   rfs.  perm.;  fwks.  ft  comb.  ord. 

No  f.  dept.  ,      ^ 

Water  Supply — Src,  mountain  strm.;  sya.,  gray.; 
res.  cap..  1.000  gala.:  mains,  8  m..  V4  to  2  in. 
dia.;  100  serv.;  pipe,  galv.  L;  P^es.,  dom.  100 
lbs.,  f.  100  lbs.;  cost,  $6,000;  cost  mtce..  $100; 
wks.  owned  by  Co. 

NEW  LONDON,  p.  19,659;  f.  area,  5%  sq.  m.; 
mere,   bldga..  bk.  ft  wd.,  2  to   4   stor.;   prly.,  wd., 

2  %  stor. ;  wd.  rfs.  perm. ;  fwks.  ft  combt  ord. ; 
causes  of  f.  inv.     P.  dept. — 1  str.,  16  c.  hand  ex., 

I  h.  ft  1.  trk.,  5  hose  wag.,  1  auto.  comb.  c.  ft 
h.  wag.,  1  auto.  comb.  c.  ft  h.  wag.  with  pump, 
attachment  (1  40-gal.  hand  c.  in  reserve),  1 
h.  ft  1.  trk.,  2  hand  reels  with  1,000  ft.  hose; 
hose,  cot,  nib.  lined,  gd.,  7,760  ft;  rub.,  gd.,  1,250 
ft;  tot  hose,  9,000  ft;  f.  al..  Ownewell.  8  bells, 
88  bx.;  val.  equip.,  $26,450;  val.  bldgs.,  $36,000; 
exp.  dept,  $16,000;  tot  mem.,  500,  pd.  full  time 
8,  pd.  part  time   4,  vol.   493.  ^    ,^,, 

Water  Supply — Src,  2  res.,  6%  ft  10%  m. 
bus.  cent.,  cap.  770,000,000  gals.;  sys.,  grav.  ft 
pump  to  stdp.  ft  res.;  stdp.  cap.  90,000  gals.,  dim. 
26  X  26,  mat  wrt.  i.;  res.  cap.,  645,000  gals.,  loc. 
about  1%  m.  cent,  city;  mains,  c.  ft  wrt.  i.,  70.6 
m.,  4  to  24  in.  dU.;  400  hyd.;  623  v.;  met,  940; 
4,402  serv.;  pipe,  galv.  i.  ft  lead;  pres.,  dom.  36 
to  60  lbs.;  cona.  day.  2,986,452  gals.;  coat,  $1,- 
286,541;  cost  mtce.,  $18,971;  wka.  owned  by  city. 

NEW  MILFORD.  p.   5,010;  f.   area  divided  into 

II  districts;  mere,  bldgs.,  bk.,  2  to  8  stor.;  priv., 
wd.,  1  to  2  stor.;  wd.  rfs.  perm,  in  f.  area;  cansea 
of  f.  inv.  F.  dept. — 25  c  hand  ex.,  1  h.  ft  1. 
trk.,  1  hose  wag.,  8  hose  carta,  2  hrs.;  hose,  cot., 
rub.  lined,  gd.,  2,600  ft;  f.  al.,  bell,  operated 
from  telp.  office  by  Gamewell  system;  val.  equip., 
$4,000;  val.  bldgs.,  $5,000;  exp.  dept,  $800;  tot 
mem.,   91   vol. 

Water  Supply — Src,  mountain  strm.,  1%  m. 
bus.   cent;   sys.,   grav.;   res.   cap.    (8),   60.000,000 

fala.;  mains,  7  m.,  1  to  12  In.  dia.;  40  hyd.;  met., 
;   pipe,   galv.    i.;   pres.,   f.    160  lbs.;    cost   $116,- 
000;  cost  mtce.,  $2,000;  wks.  owned  by  Co. 

NOANK,  p.  1,500.  P.  dept — 1  hand  eng.,  1 
auto,  str.,  4  c  hand  ex.,  1  h.  ft  1.  trk.,  1  hose 
wag.,  1  hose  reel,  1,000  ft  hose;  f.  al.,  bell;  val. 
equip.,  $2,000;  val.  bldgs.,  $2,500;  exp.  dept, 
$200;  tot  mem.,  60  vol.  ,         ,    . 

Water  Supply — Src.  ft  sys.,  not  reported;  4  hyd. 

NORFOLK,  p.  1,614;  f.  area.  1,000  a.;  mere, 
bldgs.,  etn.,  bk.  ft  wd.,  1  to  8  star.,  pnv.,  wd.,  1 
to  3  stor.;  wd.  rfs.  perm.  P.  dept. — 1  aato. 
comb.  c.  ft  h.  trk.,  9  c.  hand  ex.,  1  h.  ft  1.  trie.,  1 
h.  ft  L  wag.,  6  hose  oar.;  hose,  cot.,  rub.  lined, 
gd.,  2,800  ft,  inf.  400  ft;  tot  hose,  8,200  ft; 
f.  al.,  elec;  val.  equip.,  $6,000;  exp.  dept,  $1,000; 
tot  mem.,  91  vol. 

Water  Supply — Src,  lake,  8%  m.  bus.  cent; 
sys.,  grav.;  mains,  c  i.,  8  m.,  4  to  12  in.  dia.; 
66  hyd.;  pres.,  dom.  40  to  200  lbs.,  f.  40  to  200 
lbs.;  wks.  owned  by  Co. 

NORTH  CANAAN,  p.  2,000;  priv.  bldga.,  wd..  2 
ft  8  stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt  ord. 
P.  dept — 1  c  eng.,  2  hose  car.,  660  ft.  hose. 

Water  Supply — Src,  ipr.;  ay*-,  grav.;  ree.  cap., 
8,000.000  gals.;  1  pump  eng.,  cap.  260  gal.  min.; 


mains,  7  m.,  1  to  6  in.  dia.;  10  hyd.;  850  lerv.; 
pres.,  f.  80  lbs.;  cost,  $20,000. 

NORTH  HAVEN,  p.  2,800;  f.  area,  600  a.  F. 
dept. — 1  c  eng.,  1  hoae  reel.  650  ft  hose;  vaL 
equip.,  $1,000;  Tal.  bldgs.,  $600;  tot  mem.,  14 
vol. 

Water  Supply— ^rc,  well;  aya.,  grav.;  8  hyd.; 
mains,  10  m.,  12  in.  dia.;  pres.,  dom.  80  lbs.,  f. 
92  lbs.;  wks.  owned  by  New  Haven  Water  Co. 

NORWALK,  p.  6,954;  f.  area,  IH  64-  m-:  ™<7c. 
bldgs.,  bk.  ft  wd.,  2  ft  3  ator.;  priv.,  wd.,  2  stor.; 
fwks.  ft  combt.  ord.;   causes  of  f.  inv.     P.  dept — 

1  auto.  comb,  c  ft  hose  wag.,  10  c  hand  ex.,  1 
h.  ft  1.  trk.,  1  hose  wag.,  2  hose  carta;  hose,  coi., 
rub.  lined,  gd.,  2,300  ft;  rub.,  gd.,  300  ft;  inf., 
560  ft;  tot  hose,  8,160  ft.;  f.  al.,  wh.,  13  bx.; 
val.  equip.,  $5,600;  val.  bldgs..  $7,600;  exp.  dept, 
$1,600;   tot.  mem.   90,  pd.  full  time   1,  vol.  89. 

Water  Supply — Src.  riv.,  7  m.  bua.  cent;  ^yi, 
grav.;  rea.  cap.,  700,000,000  gala.,  located  at 
New  Canaan,  Ct,  and  Lewisboro,  N.  Y.;  main*, 
cem.  ft  i.,  50  m.,  4  to  16  in.  dia.;  860  hyd.; 
met,  20;  1,560  aerv.;  pipe,  galv.  L;  prea.,  dont 
75  lbs.,  f.  76  lbs.;  cona.,  day  2,000,000  gala.; 
cost  mtce.,  $1,600;  wks.  owned  by  city. 

NORWICH,  p.  20,867;  f.  area,  6  8-10  «|.  »•; 
mere  bldga.,  bk.  ft  wd.,  8  to  6  stor.;  priv.,  bk.  ft 
wd.,  3  stor.;  wd.  rfs.  perm.;  fwka.  ft  combt  ord.; 
causea  of  f.  inv.  P.  dept — 1  auto.  comb.  c.  ft  h. 
wag.,  2  str.,  8  comb,  c  ft  h.  wag.,  20  c  hand 
ex.,  1  aer.  trk.,  1  cittr  aize  trk.,  4  hoae  wag..  1 
hoae  car.,  12  hrs.;  hoae,  cot.  rub.  lined,  gd^ 
12,800  ft;  800  ft  c  hose;  f.  al.,  OameweU,  61 
bx.;  atorage  battery,  aix-circuit  aya.,  Gamewell  ft 
telg.;  val.  equip,  ft  bldga.,  $137,426;  exp.  dept, 
$81,000;  tot  mem..  104.  pd.  full  time  22.  call 
men  82,  voL  60;  midn.  rating,  first  dass. 

Water  Supply— Src,  apr..  1%  mu  boa.  cept; 
aya.,  grav.;  2  rea.  cap.,  888,000.000  gala.;  mama, 
c  I.,  69  m.,  4  to  24  in.  dia,;  461  hyd.;  met^  700; 
8,800  serv.;  460  v.;  pipe,  lead;  cons.,  day  2,000,- 
000  gala.;  coat,  $1,600,000;  cost  mtce,  $15,000; 
wka.  owned  by  city. 

PAWCATUCK,  p.  700.  P.  dept — 2  c  ex.,  8 
hose  carta;  al.,  Gamewell;  hose,  600  ft;  tot 
mem.,  40.  .     ,» 

Water  Supply — Src  ft  sys.,  not  reported;  4» 
hyd.;  prea.,  90  Iba.;  supplied  by  Westerly  Wate^ 
wks. 

PLAWFIELD.  P.  dept— 1  c  eng.,  8  hand  ex.. 
hose  reel;  600  ft  cot,  rub.  lined  bose,  8  axes  t 
bars,  bucketa,  etc;  f.  aL,  bell;  val.  equip.,  $2.09O; 
tot.    mem.,    87    voL 

Water  Supply— ^Src,  welk,  1  m.  bus.  cent.: 
aye.,  dir.  prea.;  2  pump,  eng.;  10  hyd.;  wks.  own*d 
tjy  corpn. 

PLAINVILLE,  p.  2,882;  f.  area,  1.200  a.;  mere 
bldga.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  2  stor.: 
wd.  rfs.  perm,  in  f.  area.     P.  dept — 6  c  hand  ex.. 

2  hoae  carts;  hose,  cot.,  rub.  lined,  gd.,  1,700 
ft;  f.  al.,  wh.;  val.  equip.,  $1,610;  vaL  bldgs., 
$20,000;  exp.  dept,  $100;  tot.  mem.,  86  voL 

Water  Supply — Src,  wells  ft  res.,  2^  m.  bw. 
cent;  sys.,  grav.  ft  pump  to  atdp.;  stdp.  cap.* 
825,000  gals.;  res.  cap.,  165,000,000  gale.;  loc 
on  East  mountains,  in  town  of  Southingtoo;  pomp, 
eng.,  cap.  800,000  gala,  per  10  hra.;  maina.  c  k 
ft  cem.,  11.7  m.,  4  to  12  in.  dia.;  44  v.;  51  hyd.: 
70  met.  481  serv.;  pres..  dom.  ft  f..  100  to  11^ 
lbs.;  wks.  owned  by  Plainville  Water  Go. 

PLYMOUTH,  p.   6,021.     No  f.  dept 

Water  Supply — Src,  wella;  sya.,  grav.;  maiM. 
%  m.,  1%  in.  dia.;  1  aerv.;  prea.,  dom.  100  lbs., 
f.  100  lbs.;  coat  $1,000;  coat  mtce,,  $10;  wki. 
owned  by  W.  N.  Austin. 

PORTLAND,  p.  8,426;  f.  area,  8  aq.  m.;  mere 
bldga,,  bk.  ft  wd.,  1  to  8  ator.;  priv.,  ttn-*  bk,  ft 
wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  » 
combt.  ord.;  cauaes  of  f.  inv.  P.  dept — 4  c  haRd 
ex.,  2  hoae  wag.,  2  hoae  carta,  1  hrs.;  hose,  ect^ 
rub.  lined,  gd.,  2.600  ft;  inf..  700  ft;  tot  bo«. 
8,200  ft;  1.  aL,  bell;  val.  equip.,  $6,000;  »jL 
bldga.,  $4,000;  exp.  dept,  $8,195;  tot  mem.,  7$ 
vol. 

Water  Supply — Src,  strm.,  6  m.  bus.  cent;  tf*^ 
grav.;  rea.  cap.,  60,000.000  gala.,  loc.  ft  ^^.^l^" 
Uin;  malna,  c  L,  16  m.,  4  to  12  in.  dia.;  85  hyd.; 
46  v.;  met.,  6;  620  serv.;  pipe,  gsly-  ^i  P^ 
dom.  00  Iba.,  f.  100  lbs.;  cons.,  day  80.000  gals.' 
wks.  owned  by  priv.  Co. 
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PUTNAM,  p.  6,6S7;  mere,  bldgt.,  bk  k  wd.,  1 
to  8  ttor.;  priv.»  wd.,  2  stor.;  wd.  rfs.  penn.; 
fwkfl.  k  combt.  ord.;  cauMs  of  f.  inv.  F.  dept. — 
8  c.  hand  ex.,  1  h.  ft  L  trk.,  8  hose  wag.,  2  hose 
reels,  7  hrs.;  hose,  cot.,  rub.  lined,  gd.,  4.450  ft.; 
f.  al.,  Gamewell,  16  bx.;  val.  equip.,  $11,800;  val. 
bldgs.,  86,000;  exp.  dept.,  f 4,966;  tot.  mem.,  74 
▼ol. 

Water  Supply — Src.,  rlv.;  sys.,  pump  to  stdp.; 
stdp.  cap.,  287,000  gala.;  pump,  eng.,  cap.  d«y 
2,250.000  gals.;  mains,  18  m.,  4  to  10  in.  dia.; 
95  hyd.;  met.,  100;  1,000  lerv.;  pres.,  f.  75  lbs.; 
cost,   $170,000. 

RIDQEFIELD,  p.  8,118;  f.  area,  800  a.;  mere 
bldgs.,  wd.,  2  to  8  stor.;  priv.,  wd.,  2  to  8  stor.; 
wd.  rfs.  perm.  In  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  c.  eng.  on  wis,  2 
c.  hand  ex.,  1  hoae  wag.,  1  hose  cart;  hose,  cot., 
rub.  lined,  gd.,  2,000  ft.;  rub.,  gd.,  800  ft;  tot. 
hose,  2,800  ft.;  exp.  dept,  $510;  tot.  mem.,  90 
voL 

Water  Supply — Src,  spr.  ft  lakes,  8^  m.  bus. 
cent;  sys.,  pump  to  stdp.;  stdp.  cap.,  190,000 
gals^  dim.  80  x  20,  mat  stl.;  2  pump,  eng.,  class 
trip.,  cap.  day  600,000  gals.;  mains,  c.  i.,  9  m., 
6,  6  ft  10  in.  dia.;  90  hyd.;  ISO  serv.;  pipe,  galv. 
i. ;  prea.,  dom.,  75  lbs.,  f.  90  lbs.;  cons.,  day 
77,500  gals.;  cost,  $185,000;  cost  mtce.,  $8,600; 
wks.  owned  by  Co. 

ROCKVILLE,  p.  7,977;  f.  area,  11,000  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  to  6  stor.;  priv.,  stn.,  bk.  ft 
wd.,  1  to  8  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt 
on].;  causes  of  f.  inv.  P.  dept — 2  str.,  1  comb, 
c.  ft  h.  wag.,  6  c.  hand  ex.,  1  h.  ft  1.  trk.,  6 
hose  car.,  reels,  ftc;  hose,  cot.,  rub.  lined,  gd., 
4.076  ft;  inf..  400  ft.;  tot  hose,  4,476  ft.;  f. 
al.,  Oaynor  elec,  24  bx.;  val.  equip.,  $18,000; 
val.  bldgs.,  $12,000;  exp.  dept,  $6,886;  tot.  mem., 
66,  pd.  part  time. 

Water  Supply — Src,  lake,  \  m.  bus.  cent;  eys., 
grav.;  stdp.  cap.,  817,000  gala.,  dim.  80  x  60, 
mat.  stL;  1  pump,  eng.,  class  triple-acting  dup., 
cap.  day  400,000  gals.;  mains,  c.  t.,  28  m.,  6  to 
20  in.  dia.;  114  hyd.;  met.,  400;  pipe,  lead;  pres., 
dom.  80  to  100  lbs.,  f.  80  to  100  lbs.;  wks.  owned 
by  priv.  Co. 

ROWAYTON    p.    660.  F.    dept— 4    c    hand    ex.. 

1  h.  ft  1.  trk.,  extension  18  ft,  2  hose  carts,  hose, 
1,100  ft..  2  ext.  hand,  2  doa.  f.  buckets;  tot 
mem.,   100. 

Water  Supply — Src.  ft  sys.,  not  reported;  26 
hyd.;    pres.,   00  lbs. 

SALISBURY,  p.   3,622;   mere,   bldgs.,   wd. 

Water  Supply — Src,  mountain  strm.,  supplied  by 
Lakeville  Water  Co.;  sys.,  grav.;  res.  cap.,  16,000,- 
000  gals.;  mains,  4  to  10  in.  dia.;  36  hyd.;  pres., 
90    to    150   lbs. 

SAYBROOK,  p.  1,760;  f.  area,  1,440  a.;  mere, 
bldgs.,  brk.  ft  wd.,  1   to  4  stor.;  priv.,  bk.  ft  wd., 

2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  hand  eng.,  1  c. 
eng.,  1  h.  ft  1.  trk.,  1  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  900  ft;  rub.,  gd.,  100  ft;  inf.,  150 
ft;  tot.  hose,  1,150  ft;  f.  al.,  bell;  val.  equip., 
$1,800;  val.  bldgs.,  $2,500;  tot  mem.,  60  vot 

Water  Supply — Not  reported. 

SEYMOUR,  p.  4,786;  mere,  bldgs.,  wd.,  bk.  ft 
stn.  F.  dept. — 1  auto,  c,  1  str.,  4  c.  hand  ex.,  1 
h.  ft  ].  trk.,  6  hoee  carts;  hose,  cot.,  rub.  lined, 
gd.,  4,000  ft;  rub.,  gd.,  126  ft;  tot  hose,  4,12.') 
ft.;  f.  al.,  Gamewell;  val.  equip.,  $6,000  val.  bldgs., 
$2,000;  exp.  dept,  $1,000;  tot.  mem.,  75  vol. 

Water  Supply — Src,  strm.,  about  8  m.  town; 
sjs.,  grav.;  60  hyd.;  pres.,  dom.'  110  1)>b.,  f.  110 
lbs.;  cost,  $60,000;  cost  mtce.,  $16,000  to  $20,- 
000;  wks.  owned  by  Co. 

SHAIRON,  p.  1,982.  F.  dept. — 1  c  eng.,  1  h.  ft 
1.  trk.,  8  hose  car.;  hose,  cot,  rub.  lined,  gd.,  700 
ft.,  inf.,  800  ft;  tot  hose,  1,000  ft;  f.  al.,  bell; 
tot.   mem.,  86  vol. 

WaUr  Supply — Src.  strm.,  1%  m.  bus.  cent; 
ava.,  grav.;  res.  cap.,  800,000  gals.;  mains,  stl.,  8 
liL,  4,  6  ft  8  in.  dia.;  28  hyd.;  10  v.;  pres.,  dom. 
75  lbs.,  f.  75  lbs.;  cons,  day  200,000  gals.;  cost, 
$38,000;  cost  mtce.,  $600;  wks.  owned  by  Co. 

SHELTON,  p.  6,600.  F.  dept— 2  c  hand  ex., 
1  h.  ft  L  trk.,  4  hoae  car.;  hose,  cot,  rub.  lined, 
gd.,  8,000  ft;  rub.,  260  ft;  inf.,  100  ft;  tot 
hose,  8,860  ft;  f.  al.,  Gamewell,  17  bx.;  tot  mem., 
85    vol. 


Water  Supply — Shelton  Water  Co.;  src,  creeks 
ft  res.,  2  m.  bus.  section;  sys.,  grav.;  maina, 
c  i.,  7.86  m.,  2  to  8  in.  dia.;  61  hyd.;  226  serv.; 
pipe,  sralv.  1.;  pres.,  dom.  60  lbs.;  f.  60  to  100  lbs.; 
cost,  $86,900;  wks.  owned  by  priv.  Co. 

SIMSBURY,  p.  2,687.     No  org.  f.  dept 
Water    Supply — Src,    brooks.    4    m.    bus.    cent; 
aya.,  grav.;  rea.  cap.,  4,000,000  galsi;  mains,   IH 
m.,    6    in.    dia.;    12   hyd.;   prea.,   dom.    90   lbs.,   f. 
40  to  60  lb«.;  cost,  $18,000;  cost  mtce.,  $160. 

SOUTH  COVENTRY,  p.  1,682.  F.  dept  Not 
reported. 

Water  Supply — Src,  lake,  H  m.  bua.  cent; 
sya.,  grav.;  maina,  iron,  IVL  m.,  6  in.  dia.;  8 
hyd.;  7  v.;  86  serv.;  pipe,  lead;  prea.,  dom.  10 
to  60  lbs.,  f.  10  to  60  lbs.;  cost.  $6,000;  wks. 
owned  by  Co. 

SOUTH INGTON,  p.  6,616;  f.  area,  640  a.;  mere 
bldga.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
oauses  of  f.  inv.  P.  dept — 2  h.  ft  1.  trks..  4  c 
hand  ex.,  1  hose  wag.,  2  hoae  carts,  1  hrs.;  hose,, 
cot,  rub.  lined,  gd.,  8,200  ft;  f.  aL,  Gamewell, 
17  bx.;  val.  equip.,  $4,790;  val.  bldga.,  $7,000; 
exp.  dept,  $1,188;  tot.  mem.,  106,  pd.  part  time. 

Water  Supply — Src,  brooks,  4^  m.  bua.  cent; 
qrs.,  grav.;  res.  cap.,  128,000,000  gala.,  loc  on 
Wolcott  mountain;  mains,  e.  ft  wrt  1.,  19  m.,  2  to 
12  in.  dia.;  Ill  hyd.;  06  v.;  met.,  6;  976  aerv.; 
pipe^  lead  ft  wrt  L;  prea.,  dom.  90  Iba.,  f.  90  lbs., 
cons.,  day  1,000,000  gau.;  coat,  $261,626;  wka. 
owned  by  Co. 

SOUTH  MANCHESTER,  p.  9,000;  mere  bldga., 
wd.  ft  bk.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  no  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept — 2  auto.  comb.  h.  ft  c  wag..  1  auto, 
hoae  wag.,  1  ante.  h.  ft  L  t^,  2  h  ft  1  trk.,  8 
hoae  wag.,  1  comb,  c  ft  h.  wag.,  6  hose  car., 
10  hrs.;  hose,  cot,  rub.  lined,  gd.,  5.000  ft;  f. 
al.,  Gamewell,  26  bx.;  val.  equip.,  $48,000;  vaL 
bldgs.,  $14,000;  tot  mem.,  160  vol. 

Water  Supply — Src,  spr.  ft  brooks,  2H  m.  bua. 
cent;  sys.,  grav.;  rea.  cap.,  176,000,000  gala.,  loc 
about  2%  m.  town;  mains,  c  i.,  80  m.,  4  to 
12  in.  dia.;  200  hyd.;  210  v.;  met.,  86;  1,800 
serv.;  pipe,  tin  lined;  prea.,  dom.  75  to  110  Iba., 
f.   110  lbs.;  works  owned  by  Co. 

SOUTH  NORWALK,  p.  8,968;  consolidated  with 
city  of  Norwalk. 

SOUTHPORT,  p.  1,479;  mere  bldgs.,  bk.  ft  wd., 
2  to  4  stor.;  priv.,  wd.,  2^  stor.;  wd.  rfs.  perm.; 
no  fwks.  ft  combt  ord. ;  causes  of  f.  inv.  F.  dept. — 
2  c  hand  ex.,  1  str.,  1  hand  eng.,  1  h.  ft  1.  trk.,  1 
hose  wag.;  hose,  cot.,  rub.  lined,  gd.,  1,800  ft.;  f. 
al.,  bell;  val.  equip.,  $6,000;  exp.  dept.,  $600; 
tot  mem.,  88  vol. 

Watsr  Supply — Src,  brooks  and  spr.,  4H  m. 
bus.  cent:  MyB.,  grav.;  tes.  cap.,  700,000,000  gala., 
loc.  at  Wilton;  maina,  c  L,  87  m.,  4  to  18  in.  dia.; 
212  hyd.;  met,  67;  1,«00  aenr.;  pipe,  galv.  L  ft 
lead;  pres.,  dom.  80  to  100  Iba.,  f.  80  to  100  lbs.; 
cona.  dsT,  2,000,000  gala.;  coat,  $842,119;  cost 
mtce.,  $2,600;  wka.  owned  by  city. 

SOUTH  WINDSOR,  p.  2,014;  mere  bldgs.,  wd. 
F.   dist. — Hand   ex. 

Water  Supply — Src,  wells. 

SPRAQUE,  p.  2,700;  f.  area,  40  a.;  mere  bldgs., 
bk.  atn.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  IH  to 
2^  stor.  F.  dept —  2  e  hand  ex.,  1  h.  ft  1. 
trk.,  1  hose  reel;  hose,  cot,  rub.  lined,  gd.,  8,100 
ft:  f.  al.,  bell  ft  wh.;  val.  eauip.,  $1,500;  val. 
bldgs.,  $6,000;  tot  mem.,  27  vol. 

Watar  Supply — Not  reported. 

STAFFORD,  p.  6,288;  f.  area,  1,225  a.;  mere 
bldgs.,  bk.  ft  wd.;  wd.  rfs.  not  perm.  F.  dept— - 
1  str.,  2  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1,000 
ft;  inf.,  600  ft;  tot  hose,  1,600  ft;  f.  al.,  bell; 
exp.  dept,  $500;  tot  mem.,  20  vol. 

Water  Supply — Src,  brook;  sys.,  grav.;  rea.  cap., 
6,000,000  gals.;  mains,  7  m.,  6  to  15  in.  dia.;  82 
hyd.;  met,  4;  215  serv.;  pres.,  dom.  100  lbs.,  f. 
100  lbs.;  cons.,  day  500,000  gals.;  cost  mtce., 
$600;  wks.  owned  by  Co. 

STAFFORD  SPRINGS,  p.  4,208;  f.  area,  1,225 
a.;  mere  bldga.,  bk.  ft  wd.,  1  to  4  stor.;  priv., 
wd.,  2  stor.;  wd.  rfs.  not  perm.;  no  fwks.  ft 
combt  ord.;  eauses  of  f.  inv.  F.  dept. — 1  str., 
21  e  hand  ex.,  2  hose  car.;  hoae,  cot,  rub.  lined, 
gd.,  1,000  ft.;  inf.,  600  ft.;  tot  hose,  1,600  ft.; 
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f.  a1.,  bell;  val.  equip.,  $8,600;  Tal.  bld^.,  |i,000; 
exp.  dept.,  $600;  tot.  mem.,  20  vol. 

Water  Supply — Src.»  roaring  brook;  wjt.,  grav.; 
ret.  cap.,  86,000,000  gala.;  maina,  11  m.,  4  to  10 
in.  dia.;  62  hyd.;  886  sen*.;  pre«.,  dom.  120  lbs., 
f.  125  lbs.;  cost,  $125,2^30;  cost  mtce.,  $14,078; 
wk«.  owned  by  Co. 

STAMFORD,  pop.  25,188;  f.  area,  7^  sq.  m.; 
mere,  bldga.,  bk.  stn.  &  wd.,  1  to  6  stor.;  priv.,  wd., 
8  stor.:  wd.  rfi».  penn.  in  f.  area;  fwkg.  k  combt, 
ord.;  cauAca  of  f.  inv.    F.  dept. — 3  str.,  12  hand  ex., 

1  auto.  pump.  eng.  k  hose  wag.,  1  auto.  comb.  c.  k 
hose  wag.;  1  comb,  hose  wag.,  1  comb,  trk.,  1  aer. 
trk.,  2  hose  car.,  1  jumper,  14  hni.;  hose,  cot.,  nib. 
lined,  gd..  6,800  ft.;  f.  a1.,  bell  k  wh.,  64  bx.;  val. 
equip.,  $76,000;  val.  bldgs.,  $42,000;  exp.  dept., 
$40,000;  tot.  mem.  44,  i>d.  full  time  81;  pd.  part 
time  18. 

Watar  Supply  —  Src.,  riv.,  lake  k  pond;  nra., 
grav.;  lake  cap.,  512,000,000  gala.;  pond  cap.,  88,- 
000,000  gala.;  malna,  cam.  k  c.  1.,  66  m.,  6  to  24 
in.  dia.;  238  hjd.;  met.,  f,168:  4.048  aerv.;  pipe, 
lead  k  galv.  1.;  prea.,  f.  60  to  77  Iba.;  wka.  owned 
by  Co. 

STONINQTON,  pop.  9.164;  f.  area.  180  a.; 
mere,  bldga.,  wd.  k  br.,  1  to  5  ator.;  priv.,  wd.,  2 
stor.;  wd.  rfa.  perm.;  fwka.  k  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 1  atr.,  8  e.  hand  ex.,  1  h.  Jfc  L 
trk.,  1  aer.  trk.,  6  hoae  ear.,  reels,  kc,;  hose,  cot., 
rub.  lined,  gd.,  2,100  ft.;  inf.,  450  ft.;  tot.  boae, 
2,660  ft.;  r.  al.,  bell  k  wh.;  val.  equip.,  $9,180; 
val.  bldga..  $7,900;  exp.  dept.,  $710;  tot.  mam. 
171.  pd.  part  time  2,  vol.  169. 

Watar  Supply — Src,  brook;  aja.,  pump  to  rea.; 

2  rea.,  cap.  60,000,000  gala.,  k  1  diatributing  rea., 
cap.  2,000,000  gala.;  8  pump,  eng.,  cap.  day 
8,000,000  gala.;  maina,  16  4-10  m.,  10  in.  dia.; 
108  hyd.;  met,  22;  1,098  aerv.;  pipe,  galv.  i.; 
pres.,  dom.  80  lbs.,  f.  80  lbs.;  cons,  day  294,876 
gala.;  coat,  $300,866;  wka.  owned  by  Oo. 

STRATFORD,  p.  5,712;  f.  area,  8  m.;  mere, 
bldgs.,  wd.,  1  to  8  ator.;  priv.,  wd.,  8  ator.;  wd. 
rfa.  perm.;  no  fwka.  k  combt.  ord.;  cauaea  of  f. 
inv.  F.  dept-^l  auto.  comb,  hoae  k  c.  eng.,  2  c. 
hand  ex.,  1  h.  ft  1.  trk.,  8  hoae  reela;  hoae,  cot., 
rub.  lined,  gd.,  1,800  ft.;  val.  equip.,  $8,000;  val. 
bldga.,  $2,500;  exp.  dept.,  $8,000;  tot.  mem.  50, 
f>d.  part  time. 

Watar  Supply — Src,  riv.,  4  m.  bua.  cent.,  aop- 
plied  Bridgeport;  aya.,  grav.  k  dir.;  rea.  cap., 
4,600,000,000  gala.;  maina,  c  i.,  4  m.,  8  ft.  dia.; 
40  hyd.;  60  aerv.;  prea.,  dom.  52  Iba.,  f.  58  Iba^; 
wks.  owned  by  Go. 

SUFFIELD,  p.  8,841;  f.  area,  1  aq.  m.;  mere 
bldga.,  bk.,  atn.  k  wd.,  2  ator.;  priv.,  bk.,  atn.  k 
wd.,  2  ator.;  wd.  rfa.  perm,  in  f.  area;  fwka.  k 
combt.  ord.;  cauaea  of  f.  inv.  F.  dept. — 15  c  hand 
ex.,  1  h.  &  1.  trk.,  2  hose  car.;  noee,  cot.,  rub. 
lined,  gd..  2,400  It.;  f.  al.,  church  bell;  val. 
equip.,  $2,000;  val.  bldga.,  $2,600;  exp.  dept., 
$600;   tot.  mem.,  60  vol. 

Waiar  Supply — Src,  wella,  8M^  m-  bua.  cent.; 
aya.,  pump  to  atdp.;  atdp.  cap.,  800,000  gala.; 
pump,  eng.;  maina,  c.  i.,  16  m.,  8  to  8  in.  dia.; 
45  hyd.;  800  aerv.;  prea.,  f.  50  to  80  Iba.;  coat, 
$33,000;   cost   mtce.,   $2,600. 

TERRYVILLE,  p.  8,000;  f.  area  4  m.;  mere 
bldg.,  bk.  k  wd.,  1  to  4  ator.;  priv.,  wd.,  1  to  8 
ator.;  wd.  rf«.  perm.;  no  fwks.  k  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  auto.  comb,  c  k  h. 
wag.,  10  c  hand  ex.,  1  h.  &  1.  trk.,  1  b.  wag.,  1 
hose  reel;  hose,  cot,  rub.  lined,  gd.,  000  ft;  rub., 
gd.,  200  ft.;  inf.,  200  ft;  tot  hose,  1,800  ft;  f. 
al.,  gong;  val.  dept  equip.,  $4,000;  val.  bldgs., 
$8,800;   exp.   dept,   $1,200;   tot.   mem.,  75  vol. 

Watar  Supply— Src,  2  rea.  fed  by  spr.,  2  m.  bus. 
cent;  rea.  No.  1,  cap.  800,000  gala.;  rea.  No.  2, 
cap.  1,800,000  gala.;  aya.,  grav.,  pump  dir.  to 
maina;  rea.  cap.,  15,000,000  gala.;  1  elec  pump, 
eng.,  cap.  day  400,000  gala.;  maina,  10  m.,  2  to  8 
in.  dia.;  15  hyd.;  86  v.;  met,  0;  coat,  $68,000; 
wka.  owned  by  Co. 

THOM ASTON,  p.  8,688;  f.  area,  1,000  a.;  mere 
bldga.,  bk.  k  wd.,  1  to  4  ator.;  priv.,  wd.,  8  ator.; 
wd.  rfa.  perm.;  fwka.  k  combt  ord.;  cauaea  of  f. 
inv.  F.  dept. — 5  c  hand  ex.,  1  h.  ft  L  trk.,  8 
hose  car.,  reels,  ftc,  8  hrs.;  hose,  cot,  rub.  lined, 
2,500  ft.;  inf.,  600  ft;  tot.  hose.  3,100  ft.;  f.  al., 
wh.;  val.  equip.,  $8,9i50;  val.  bldgs.,  $9,000;  exp. 
dept,  $600;  tot  mem.,  100  vol. 


Water  Supply — Src,  Plymouth,  8  m.  bos.  cent; 
aya.,  nav.;  87  hyd.;  met,  8;  prea.,  f.  140  UN.; 
coat,  $40,000:  wka.  owned  by  Co. 

THOMPSON,  p.  4.804.  F.  dept. — I  c  hand  ex.. 
1  h.  ft  I.  trk.,  4  hose  car.  (2  priv.) ;  f.  aL.  wh.;  tot 
mem.,  100. 

Watar  Supply — Src.  ft  aya.,  not  reported;  10 
hyd.;  pres.,  100  lbs. 

THOMPSONVILLE,  p.  9,000;  f.  area,  5.000  «.; 
mere  bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  wd.,  SH 
stor.;  wd.  rfs.  perm,  m  f.  area;  causes  of  f.  inv. 
P.  dept. — 2  auto.  comb.  c.  ft  h.  wag..  1  auto.  h.  k 
I  trk.,  1  atr.,  5  c  hand  ex.,  1  h.  ft  L  trk,  2  hoie 
wag..  3  hose  carts,  8  hra.,  1  comb,  auto.;  boat, 
8,000  ft;  f.  aL,  elec,  28  bs.;  vaL  equip.,  $7,000; 
vaU  bldga.,  $15,000;  exp.  dept,  $8,500;  tot  bmbl, 
76  vol. 

Watar  Supply — Src.  spr..  8  m.  bua.  cent;  V^ 
pump  to  stdp.;  stdp.  cap.,  876,000  gala.,  dim.  10  x 
40,  mat.  iron:  res.  loc  at  Enfield  at;  2  pump, 
eng.,  cap.  day  1,260,000  gals.;  maina.  cem.  ft  i, 
20  m.;  76  hyd.;  met,  25;  1,000  aerv.;  pipe,  gtlv. 
L;  prea.,  dom.  20  to  100  Iba.,  f.  20  to  100  Ibt.; 
cona.,  day  700,000  gala.;  coat,  $76,000;  wka.  omcd 
by  Co. 

TORRINQTON.  p.  16.840;  mere  bldga.,  bk.  ft 
wd.,  1  to  6  stor.;  priv.,  bk.  ft  wd..  2  stor.;  wd.  rh. 
perm.;  fwks.  ft  combt  ord.;  cauaea  of  f.  inv.  F. 
dept — 2  str.,  14  c  hand  ex.,  1  h.  ft  1.  trie,  S 
hoae  wag.,  2  hose  reels,  6  hrs.;  hoae,  cot,  rob. 
lined,  gd.,  4.000  ft;  f.  al.,  Gamewell,  42  bx.;  raL 
equip.,  $28,300;  vaL  bldgs.,  $26,600;  exp.  dept. 
$6,000;  tot  mem.,  60,  pd.  full  time  1,  pd.  pan 
time  6,  vol.  68. 

Watar  Supply — Src,  apr.  ft  brooka,  2  to  10  ol 
bua.  cent;  aya,  grav.;  rea.  cap.,  476,000,000  gila^ 
loc  at  West  Torrington;  mains,  c  L,  40  m..  4  to 
16  in.  dia.;  160  hyd.;  met.  75;  2,400  aerv.;  pip^ 
galv.  i.;  pres.,  dom.  70  lbs.,  f.  70  Iba.;  cose, 
$886,000;  wks.  owned  by  Co. 

UNIONVILLE,  p.  2,000;  f.  area,  820  a.;  mere 
oldga.,  atn.,  bk.  ft  wd.,  1  to  5  ator.;  priv.,  ate.,  bk. 
ft  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fvki. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept — S  c. 
liand  ex.,  1  hose  wag.,  1  boae  cart,  1  h.  ft  I. 
trk.;  hose,  nib.,  gd.,  1,660  ft;  f.  al.,  telp.,  vh.  k 
bell;  val.  equip.,  $4,000;  val.  bldga.,  $5,000;  exp. 
dept,  $900;  tot  mem.,  40  voL 

Watar  Supply — Src,  brook;  rea.  cap.,  8.000,000 
gals.;  mains,  5  m.;  82  hyd.;  pipe,  iron;  pres.,  f. 
80  lbs.;  cost  $29,000;  cost  mtce.,  $800;  wks. 
owned  by  Co. 

WALLINGFORD.  p.  11,166;  f.  area,  8,017  «.; 
mere  bldgs.,  bk.  ft  wd..  2  ft  8  stor.;  priv.,  wd.,  2 
ft  3  stor.;  wd.  rfs.  perm..  F.  dept. — 1  atr.,  2  c. 
hand  ex.,  1  h.  ft  1.  trie,  8  hose  car.;  hoae,  cot. 
rub.  lined,  gd.,  8,100  ft;  f.  aL,  Stevens;  raL 
equip.,  $9,500;  val.  bldgs.,  $10,500;  exp.  deft, 
$2,400:  tot  mem.,  78,  pd.  part  time  8,  voL  75; 
undrs.  rating,  first  daaa. 

Watar  Supply — Src,  Piatapaugh  Pond.  4  m.  boa. 
cent,  ft  Lanea  Pond  diverting  tea.,  6  m.  towa; 
aya.,  grav.;  cap..  Pistapangh  Pond  800,000,000  latoL, 
Lanea  Pond  •85,000,000  gala.,  loc  4  m.  aoatficast 
of  borough;  mains,  c  L,  82.88  m..  2  to  16  in. 
dia.;  115  hyd.;  met,  280;  1,476  aerv.;  pipe,  vrt 
i.;  prea.,  90  to  140  lbs.;  cona.,  day  1,000,000 
gals.;  cost,  $806,846;  coat  mtce,  $8,147;  wks. 
owned  by  city. 

WASHINGTON,  p.  1,820;  mere  bldgs..  wd.,  2  i 
8  stor.;  priv.,  wd^  8  stor.;  wd.  rfa.  perm.;  no  fwkk 
ft  combt  ord.  F.  dept — 1  band  eng.,  1  c  eof^ 
1  h.  ft  1.  trk.,  1  hose  car.;  hoae,  cot  rub.  liaK 
gd.,  700  ft;  rub.,  «<]•»  800  ft;  tot  hoae,  1,000  ft 

Watar  Supply— -Src,  epr.  ft  2  wells,  1  m.  bm 
cent;  sys.,  grav.;  2  res.,  cap.  86.000  gals,;  mains. 
1%   m.,  6  in.  dia.;  wka.  owned  by  priv.  Cc 

WATERBURY,  p    78,141;   f.  area,   5H   n-  ^'' 

mere  bldga.,  bk.,  1  to  8  stor.;  priv.,  wd.,  24 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  coinbl. 
ord.;  cauaes  of  f.  inv.  F.  dept — 8  atr.,  1  aoto. 
pump,  eng.,  1  auto,  c  eng.,  1  auto,  hoae  wag.,  IS 
c  hand  ex..  1  city  h.  ft  L  trie.,  1  aer.  b.  ft  L  trk.. 


8  hose  wag.,  8  comb,  c  ft  h.  wa^  28  hn.: 
hoae,  rub.  lined,  gd.,  18.600  ft:  f.  aL,  dec  91 
bx.;  val.  equip.,  f 88,097;  vaL  bldga.*  $121,518; 
exp.  dept.,  $98,000;  tot  mem.,  78.  pd.  foil  tioe. 
Water  Supply — Src,  apr.  ft  brooka,  18  bl  bas. 
cent;  sys.,  grav.;  rea.  cap.,  970,000.000  gal*-' 
mains,  c  L,  80  m..  4  to  86  in.  dia.;  760  Ml;  72* 
v.;  met.,  1,428;  6,915  aerv.;  pipe,  galv.  I;  pna.. 
dom.   120  lbs.,  f.  120  Iba.;  cona.,  day  66,747,000 
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g9l».;  coft.  91,84ff,140;  cost  mtce.,  |$4,000;  wks. 
owned  by  dty. 

WATERTOWN,  p.  8,860;  t  area,  1,000  a.;  mere, 
bldga.,  wd.,  1  to  4  stor.;  priv.,  wd.,  2  etor.;  wd. 
rfa.  perm,  in  f.  area;  causes  of  f.  inv.  F.  dept. — 
1  h.  A  L  trk.,  2  hose  carts,  1  c  cart;  hose,  cot., 
rub.  lined,  gd.,  1,600  ft.;  f.  al.,  bell;  val.  equip., 
91,000;  val.  bldgs.,  f 8,600;  ezp.  depL,  $200;  tot 
mem.,   60  roL 

Watar  Supply — Src.,  watershed,  6  m.  bus.  cent.; 
sya.,  grav.;  distributing  res.  cap.,  600,000  gals., 
dim.  12  X  60,  mat.  cem.  dc  cone.;  distributing  res. 
cap.,  18,000,000  gals.,  loc  at  Bethlehem;  1  pump, 
eng.;  mains,  c.  i.,  12  m.,  6  to  10  .n.  dia.;  66 
hyd.;  50  ▼.;  met,  6;  186  serr.;  pipe.  Iron  k  lead; 
pres..  dom.  65  to  187  lbs.,  f.  187  lbs.;  cost,  $66,- 
500;  cost  mtce.,  $600;  wks.  owned  by  Oo. 

WEST  HARTFORD,  p.  4,808.  F.  dept.— 2  hose 
carts;  hose,  cot,  rub.  lined,  gd.,  600  ft.;  tot  mem., 
16   vol. 

Water  Supply — Src,  supplied  by  Hartford. 

WEST  HAVEN,  p.  8,648;  mere,  bldn.,  wd.  A  blc, 
2^  stor.;  priv.,  wd.,  2^  stor.;  wd.  rfs.  perm.; 
CO  fwks.  k  oombt  ord.  F.  dept. — 1  trip.  oomb. 
auto  str.,  2  auto  comb.  e.  It  h.  wag.,  1  hand  eng., 
10  e.  hand  ex.,  1  h.  &  1.  trk.  drawn  by  tractor, 
3  hose  car.,  reels,  1  hose  wag..  Jec,  2  hrs.;  hose, 
cot,  rub.  lined,  gd.,  5,600  ft;  i.  al.,  dee.,  84  bz.; 
val.  equip.,  $16,600;  val.  bldgs.,  $4,000;  exp.  dept, 
$5,000;  tot  mem.,  168,  2  pd.  full  time,  161  voL 

Watar  Supply — Src.,  strm.,  2H  m.  bus.  cent; 
sys.,  grav.;  res.  cap.,  265,000,000  gals.,  loc.  at 
Orange;  mains,  cem.  k  i.,  26  m.,  4  to  16  in.  dia.; 
71  hyd.;  826  v.;  met,  100;  1,600  serv.;  pipe,  galT. 
L  8t  lead;  pres.,  f.  46  to  68  lbs.;  cons,  day,  660,- 
000  galsL;  wks.  owned  by  Co. 

WESTPORT,  p.  4,260;  f.  area,  2  Mi  m.;  mere, 
bldgs.,  wd.,  1  k  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  fwks.  k  oombt  ord.;  causes  of  f.  inv. 
F.  dept — 2  hand  eng.,  8  hand  ex.,  1  h.  dc  1.  trk., 
8  hose  car.,  reels,  kc;  hose,  oot,  rub.  lined,  gd., 
8,500  ft;  inf.,  400  ft;  tot  hose,.  8,900  ft;  f.  al., 
bell;  val.  equip.,  $8,800;  vaL  bldgs.,  $2,100;  exp. 
dept..  $800;  tot  mem.,  160  vol. 

Water  Supply— Src,  wells,  1  m.  bus.  cent;  nra., 
grav.,  pump  to  stdp.  k  dlr.;  stdp.  cap.,  240,000 
gala.:  dim.,  25  x  66:  loc  at  Westport;  mat,  stL; 
8  pump,  eng.,  class  trip.,  cap.  day  2,000,000  gals.; 
mains,  c.  i.,  16  m.,  4  to  12  in.  dia.;  70  hyd.;  117 
v.;  met.,  244;  440  serv.;  pipe,  galv.  i.  k  lead; 
pres.,  dom.  60  lbs.,  f.  90  lbs.;  cons,  da}',  160,000 
gals.;  cost,  $100,000;  wks.  owned  by  Co. 
owned  by  Co. 

WESTVILLE,  p.  4,000;  f.  area,  8^  m.;  mere 
bldga.,  wd.,  1  to  8  ator.;  prlv.,  bk  k  wd.,  8  stor.; 
wd.  rfs.  perm.;  causes  of  f.  inv.  F.  d«»t— -4  e. 
hand  ex.,  1  auto.  pump,  eng.,  1  h.  Ie  f.  trk.,  1 
hose  wag.,  1  hose  reel;  hose,  cot,  rub.  lined,  gd., 
1.500  ft;  inf.,  800  ft;  tot  hose,  2,800  ft.;  f. 
al.,  bell  k  wh.;  val.  equip.,  $10,000;  val.  bldgs., 
$2,000;  exp.  dept,  $2,800;  tot.  mem.,  88,  pd. 
fnll  time  2,  pd.  part  time  1,  85  vol. 

Water  Supply — Supplied  by  New  Haven  Water 
Co. 

WETHER8FIELD,  p.  8,148;  f.  area,  8  aq.  m.; 
mere  bldgs.,  wd.  k  bk.,  8%  stor.;  prlv.,  wd.,  IH 
stor.;  wd.  rfs.  perm.  F.  dept. — 1  n.  k  1.  trk.,  1 
hose  wag.,  1  hose  reel;  f.  al.,  bell;  val.  equip., 
$1,000;  val.  bldgs.,  $500;  exp.  dept,  $26;  tot 
mem.,  80  vol. 

Watar  Supply — Src,  >pr.,  1^  dl  bus.  cent; 
ays.,  pmnp  to  rea.;  res.  cap.,  50,000  gala.;  loc  at 
Wetherafleld;  26  hyd.;  €0  v.;  17  aerv.;  pipe,  nlv. 
L;  cost  $4,600;  coat  mtce.,  $46;  wks.  owned  by 
Co. 


WILLIMANTIC,  p.  11,280;  f.  area.  800  iu;  mere 
bldga.,  atn.,  bk.  k  wd.,  8  to  4  stor.;  wd.  rfa.  perm. 
F.  debt. — ^2  h.  Je  1.  trk.,  4  hoee  car.;  hoae,  oot, 
rub.  lined,  gd^  4,000  ft;  f.al.,  Oamewell.  24  bx.; 
vaL  equip.,  $6,000;  exp.  dept,  $4,000;  tot  mem.. 
180:  undra.  rating,  flrat  daaa. 

Watar  Supply~-Src,  riv.;  sys.,  grav.  k  pomp 
dir.;  res.  cap.,  6,000,000  gala.;  pump,  eng.,  cap. 
day  2,600,000  gala.;  maina,  24  m.,  6  to  14  in. 
dia.;  208  hyd.;  met,  1,166:  1,486  aerv.;  prca., 
dom.  90  to  100  Iba.,  f.  186  Iba.;  oona.  day,  900,- 
000  gala.;  coat  $250,000;  ooat  mtoe.,  $18,000; 
wka.  owned  by  dty. 

WINDSOR,  p.  4,178;  mere  bldga.,  bk.  k  wd.,  2 
k  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  fwka. 
k  oombt.  ord.;  causea  of  f.  tar,  F.  dept — 1  hand 
eng.,  1  c  eng.,  2  c  hand  ex.,  1  hose  car.;  hoae, 
roc.  rub.  liitrri  ],200  ft.;  f.  al.,  bell;  ^al.  equip., 
$8,000;  val.  bldgs.,  $1,000;  exp.  dept,  $900;  tot 
mem.,  40  vol.;  undrs.  rating,  flist  djua. 

Watar  Supply — Src,  Barber's  pond,  8  m.  bus. 
cent.;  aya.,  pump  to  stdp.,  raising  water  64  ft.;  2 
pump,  eng.,  daaa  aux.,  siee  10,  cap.  day  80,000 
cala.;  1  gasoline  eng.,  cap.  450,000  gala.;  maina, 
mm,  4  to  8  in.  dia.;  8  priv.  hyd.;  met,  18;  pipe, 
galv.  i.;  prea.,  62  Iba.;  wka.  owned  by  Co. 

WINDSOR  LOCKS,  p.  8.716;  f.  area,  960  a.; 
mere  bldga.,  bk.  k  wd.,  1  to  6  stor.;  priv.,  bk.  k 
wdL,  1  to  4  ator.;  wd.  rfa.  perm.  F.  dept — 2  hoae 
car.,  1  h.  ft  1.  trk.;  hoae,  oot,  rub.  lined,  gd.,  1,500 
ft;  vaL  equip.,  $1,200:  vaL  bldgs.,  $800;  tot 
mem.,  47  vol.;  undrs.  rating,  flrat  daaa. 

Watar  Supply — Src,  spr.;  aya.,  pump  to  stdp.  k 
dir.;  atdp.  cap.,  250,000  gala.;  8  pump,  eng.,  cap. 
day  900,000  gala.;  maina,  8  m.,  4  to  12  in.  dia.; 
56  hyd.;  prea.,  dom.  60  to  90  lbs.,  f.  60  to  90 
lbs.;  oona.  day,  250,000  gala.;  cost,  $75,000;  wka. 
owned  by  Oo. 

WINSTEAD,  p.  7,744;  f.  area,  1,200  a.;  mere 
bldgs.,  bk.  k  wd.,  1  to  6  stor.;  priv.,  wd.,  1  to  4 
stor.;  causes  of  f.  inv.  F.  dept. — 1  sir.,  1  auto, 
comb,  c  k  h.  wag.,  1  h.  ft  1.  trie.,  1  hose  wag.,  8 
JumpeiB.  2  hoee  reels,  4  hrs.;  hose,  rub.,  gd., 
8,400    ft;    f.    al.,   Gamewdl,    28    bx.;    val.    equip., 

$14,000;  vaL   bid]         

tot.  meuL   147,  p 
rating,  second  dua. 

Water  8upply^-8re,  lake  ft  rea.,  1%  m.  bua. 
cent;  sya.,  grav.;  rea.  cap.,  448,688,716  gala.; 
mains,  iron,  26  2'5  m.,  4  to  24  in.  dia.;  248  nyd.; 
808  v.;  met,  122;  1,270  aerv.;  pipe,  lead;  prea., 
dom.  00  to  180  lbs.,  f.  90  to  150  lbs.;  cons, 
day  1,500,000  gals,  cost,  $250,000;  cost  mtce, 
$1,200;  wks.  owned  by  dty. 

WOODBURY,  p.  1,988;  f.  area,  800  a.;  mere 
bldgs.,  wd.,  2  stor.;  prlv.,  wd..  2  stor.:  wd.  rfe 
perm.;  cauaee  of  f.  inv.  F.  dept. — 2  nose  car.; 
hoae,  oot.,  rub.  lined,  mL,  1,000  ft;  val.  equip., 
$1,000;  vaL  bldga.,  $50;  exp.  dept,  $100;  tot 
mem.,  80  voL 

Watar  Supply — Src,  rea.,  8  m.  bua.  cent;  sya., 
grav.;  res.  cap.,  11,000,000  gals.;  mains,  c  i..  4  m., 
4  to  6  in.  dia.;  28  hyd.;  0  v.;  147  serv.;  pipe, 
galv.  i.;  pres.,  dom.  55  lbs.,  f.  66  lbs.;  cost, 
$20,500;  coat  mtce.,   $1,000;  wka.  owned  by  Co. 

Y ANTIC;  p.  400.  F.  dept — 1  str.,  2  hose  carta, 
600  ft.  rub.  hoee;  tot  mem.,  40  vol. 

Watar  Supply — 9  hyd.;  prea.,  60  Iba. 

Placea  with  a  population  of  1,000  or  more  having 
no  organised  fire  dept — ^Avon,  Berlin,  Burlington, 
Chatham,  Cornwall,  Coventry,  Cromwell,  E  Had- 
dam,  Glastonbury,  .  Hamden,  Hampden,  Hebron, 
Huntington,  Ledj'ard.  Mansfield,  Manae,  IContville, 
Porfret  Redding,  Rocky  Hill,  Roxbuiy,  Somera, 
Southbur>',  South  Canaan,  South  Windsor,  Tolland, 
Wilton. 


bldga.,  $6,000;   exp.  dept,  $1,926 ; 
r,  pd.  fuu  time  2,  voL   145;  undra. 
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BRIDQEVILLE,  p.  939.    F.  dept  not  reported. 

Watar  Supply — ore,  bored  wells,  8  blocks  bus. 
eent;  sye,  pump  to  stdp.,  stdp.  cap.  70,000  gala.; 
dim.  10  X  110;  1  pump,  eng.;  mains,  iron:  26  nyd.; 
pipe,  iron:  pres.,  dom.  85  lbs.,  f.  85  lbs.;  cons. 
dmy,  25,000  gala.;  coat  $18,000;  wka.  owned  by 
dty. 

CLAYTON,  p.  764.  F.  dept — 1  str.,  2  hose  reels; 
hose,  linen  ft  leather,  gd.,  tfOO  ft;  f.  aL,  bell;  tot 
mem.,  12  voL 


Watar  Supply — Src,  wella;  aye,  pump  to  atdp., 
stdp.  cap.  28,000  gals.;  mains,  1  m.,  2  to  8  in.  dia; 
12  hyd.;  prea.,  90  Ibe;  wka.  owned  by  P.  B.  ft  W. 
R.  R. 

DELAWARE  CITY,  p.  1,182;  f.  area.  40  a.; 
bldge,  bk.,  atn.  ft  wd.,  2  ft  8  ator.;  wd.  rfs.  perm.; 
fwke  ft  combt  ord.  F.  dept — 1  hand  eng.,  i  h.  ft 
I.  trk.,  2  hoae  car.;  hoae,  linen,  rub.  iiiied,  gd., 
1,500  ft;  f.  al.,  bell;  val.  equip.,  $2,600;  tot  mem., 
25  vol.;  undra.  rating,  fourth  claae 


c-36 


FIRE  DEPARTMENTS  AND  WATER  SUPPLY— DELAWARE. 


Wattr  Supply — Src,  weSl»»  %  m.  bos.  cent.;  «yt., 
pump  to  itdp.:  stdp.  cap..  48,000  gait.;  mains,  iron, 
2  m.,  4  to  6  in.  dia.;  18  hyd.;  pres.,  f.  40  Iba. 

DOVER,  p.  8,720;  f.  area,  800  a.;  mere,  bldgs., 
bk.  k  wd..  8  ator.;  priv.,  wd.,  2*8  ator.;  wd.  rfe. 
perm.;  fwki.  ft  combt  ord.;  causea  of  f.  inv.  F. 
dept — 4  c.  eng.,  1  h.  ft  I.  trk.,  2  hoae  car.;  hose, 
cot,  rub.  lined,  gd.,  2,000  ft;  f.  aL,  Oamewell,  2 
bz.;  val.  equip.,  |8,000;  val.  bldgs.,  |8,800;  esp. 
depL,  1700;  tot  mem.,  100  vol. 

Water  Supply — Src.,  wcUi;  eya.,  pump  dir.;  8 
pump,  eng.,  cap.  12,000,000  gala.;  mama,  10  m.;  60 
hyd.;  19  v.;  600  serv.;  prea.,  dom.  56  Ibi.,  f.  06 
Iba.;  COM.,  day  280,000  sala.;  cost,  $80,000;  cost 
mtcc,  14,000;  wka.  owned  by  city. 

FRANKFORT,  p.  «00;  f.  area,  10  a.;  mere  bldga., 
wd.,  1  ft  2  itor.;  prir.,  wdL,  1  ft  2  stor.;  wd.  rfa. 

Kirm.  in  t  area:  Iwka.  ft  combt  ord.;  causes  of  f. 
?.   F.   dept — ^Budceto  ft  laddera.     No   waterwks. 

GEORGETOWN,  p.  1,600;  f.  area,  H  m.  cent  of 
town;  mere,  bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv., 
bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  causes 
of  f.  inv.  P.  dept — 1  hand  eng.,  1  h.  ft  1.  trk.,  2 
c.  hand  ex.,  2  hose  reels  ft  carts:  hose,  cot,  rub. 
lined,  gd.,  1,600  ft.;  f.  al.,  wh.;  val.  equip.,  fl.OOO; 
val.  bldgs.,  $1,000;  exp.  dept,  $400;  tot  mem., 
86   voL 

HARRINGTON,  p.  1,600;  f.  area,  640  a.;  mere, 
bldgs.,  wd.,  2  to  8  stor.;  priv.,  wd.,  1  to  «  stor.;  wd. 
rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F.  dept-— 
hose,  cot,  rub.  lined  gd.,  1,000  ft;  f.  aL,  gong;  va.1 
equip.,  $400;  vaL  bldgs.,  $800;  tot  mem.,  60  voL 

Water  Supply — Src,  wells,  hi  m.  bus.  cent; 
syc,  dir.  to  mains  or  stdp.;  stdp.  cap.  80,000  gals., 
dim.  10  X  100,  mat,  iron;  loc.  near  plant;  2 
pump,  eng.,  class  trip.,  cap.  day  100,000  gals.; 
mains,  iron,  8  m.;  24  hyd.;  30  v.;  2  met;  100 
serv.;  pipe,  lead  ft  fctin;  pres.,  dom.  40  Ibe.,  f.  60 
Ibe.;  cons,  day,  100.000  gal8.;ooat  $20,000;  cort 
mtce.,  $1,000;  wka.  owned  by  Co. 

LAUREL,  p.  2,1«6;  t  area,  76  a.;  mere,  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 

Krm.  in  f .  area;  fwks.  ord.  F.  dept — 8  hose  reels; 
se.  cot,  rub.  lined,  gd.,  1,000  ft;  inf.,  700  ft; 
tot  hoae,  1,700  ft.;  f.  aL,  beU;  val.  equip..  $1,000; 
val.  bldga.,  $1,000;  tot  mem.,  26  voL 

Water  Supply — Src,  wells,  ^  m.  bus.  cent; 
ays.  grav.;  stdp.  cap.,  100,000  gala.;  2  pump,  eng., 
cap.  day  600,000  gals.;  mains.  Iron,  10  m.,  4  to 
8  in.  dia.;  61  hyd.;  15  v.;  11  met;  108  sen.; 
pree.,  dom.  45  Iba.,  f.  60  lbs.;  cons.,  day  46.000 
gala.;  cost  $26,000;  coet  mtce.,  $600;  works 
owned  by  town. 

LEWES,  p.  2,168;  mere,  bldgs.,  wd.  F.  dept — 
1  auto.  comb.  c.  ft  hose  wag.,  6  c.  hand  ex.,  1 
c  eng..  1  b.  ft  1.  trk.,  2  hose  car..  2  hrs.;  hose, 
gd.,  1,600  ft;  f.  al.,  wh.;  vaL  equip..  $10,000; 
exp.  dept,  $300;  tot  mem.,  50  vol. 

Water  Supply — Src,  riv.;  sys.,  grav.;  res.  cap., 
100,000  gala.;  1  pump,  cap.  day,  600,000  gala. 

MIDDLETOWN,  p.  1,899;  f.  area,  820  a.;  mere 
bldga.,  bk.,  8  stor.;  priv.,  wd.,  2%  ator.;  wd.  rfs. 

rm.  F.  dept — 3  c.  hand  ex.,  1  c  eng.,  1  h.  ft 
trk.,  3  hose  carts;  hose,  cot,  rub.  lined,  gd., 
1,600  ft;  inf.,  300  ft;  tot  hose,  1,800  ft;  f. 
aL,  stm.  wh.;  vaL  equip.,  $1,600;  vaL  bldgs., 
$2,000;  exp.  dept.,  $800;  tot  mem.,  46  voL 

Water  Supply — Src,  wellis,  1,000  ft.  bus.  cent.; 
ays.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  87,600 
gals.,  dim.  8  z  100,  loc  at  aUtion,  mat  iron;  1 
pump,  eng.,  cap.  day  720,000  gala.;  mains,  c  i.,  4 
iL,  4  to  8  in.  dia-;  26  hyd.;  20  v.;  prw..  douL  80to 
40  Iba.,  f.  76  to  100  lbs.;  coat,  $86,866.17;  coat 
mtce.,  $2,462.17;  wkfc  owned  by  town. 

MILFORD,  p.  2,608;  f.  area,  200  a.;  mere  bldg^, 
wd.  ft  bk.,  2  ft  8  ator.;  priv.,  wd.,  2  ft  8.  "tor.;  wd. 
rfa.  perm.;  no  fwka.  ft  combt  ord.  P»  dept— 1  p. 
ft  L  trk.,  8  hoae  car.;  hose,  nib.,  fd.,  1,000  ft;  int. 
600  ft;  tot  hoae,  1,600  ft;  t  aL,  wh.;  ▼■!- e<lwfP?. 
$8,000;  vaL  bldgs.,  $1,000;  exp.  dept,  $76;  tot 
mem.,  46  vol. 


Watar  Supply — Src,  weUic  ayiL,  pump  to  stdp.; 
atdp.  cap.  88,000  gala.,  dim.  8  z  100,  mat  iron;  lei. 
loc  in  cent  of  town:  1  pump,  eng.,  daaa  oompw 
dup.,  cap.  day  8,840,000  gala.,  maina,  c  L,  4  m.; 
6*9  hyd.;  $5  t.; prea.,  dosn.  lo  Iba.,  t.  80  to  l-OO  lbs.; 
cons,  day,  100,000  gala.;  coat  mtec,  $10,680;  wks. 
owned  by  city. 

NEWARK,  p.  1,913;  mere  bldga.,  bk.  ft  wd..  t 
to  4  stor.;  priv.  bk.  ft  wd.,  2  to  8  ator.;  wd.  rfi. 
perm.;  fwks.  ft  combt  ord.;  cauaes  of  f.  inv.  F. 
deot. — 1  auto.  comb,  c  pump.  eng.  ft  hoae  wtg., 
1  n.  ft  L  trk..  1  hoae  wag.,  1  hoae  jneel;  hose,  cot, 
rub.  lined,  gd.,  900  ft.;  int,  400  ft;  tot  hose. 
1,800  ft;  f.  aL.  telp.;  v«L  equip.,  $10,500;  vil 
bldga.,  $8,000;  exp.  dept,  $100;  fx>t  mem..  ISO 
VOL;   undM.  vsting,  first  ckas. 

Water  Supply — Src,  well;  aya.,  pomp  to  stdp.; 
atih>.  cap.,  186,000  gala.;  1  pumpu  eng.,  cap^  utj 
260,000  gala.;  maina,  8H  m.,  4  to  10  in.  dia.:  4f 
hyd.;  met,  266;  prea.,  dom.  60  Iba.,  i.  126  lbs.; 
cost,  $40,000;  coat  mtce.,  $900. 

NEW  CASTLE,  p.  8,^61;  f.  area,  4,000  a.;  mere, 
bldga.,  bk.  ft  wd.,  2  to  4  ator.;  priv.,  bk.  ft  wd..  2 
stor.;  wd.  rfi:  perm,  in  f.  area;  cauaea  of  f.  inv.  P. 
dept — 1  stm.  eng.,  1  oomb.  c  eng.  ft  hoae  wag., 
equip,  with  2  as-gaL  tk.,  2  8-gaL  hand  ex.,  200  ft. 
c  hoae,  1  h.  ft  L  triL,  8  hose  wag.;  boae^  cot,  raU 
lined,  gd.,  2,000  ft:  L  aL,  beU;  vaL  equip.,  $16<' 
000;  vaL  bldga.,  $6,000;  azp.  dtpL,  $600;  tot 
mem.,  180  voL 

Water  Supply — Src,  creek  ft  apr.,  4  b.  bna.  cent; 
«ys.,  pump  to  raa.;  res.  cap.,  1,260,000  gala.;  pvnpi 
eng.,  cap.  day  460,000  gala.;  maina,  9  m.,  4  to  8  ia. 
dia.;  41  hyd.;  600  aenr.:  pres.,  f.  80  Iba.;  coat  $120,- 
000;  ooat  mtce.,  $6,000;  wka.  owned  hj  Co. 

SEAFORD,  p.   2,108;  mere  bldgs.,  wd,  8  stor.; 

{>riv.,  wd.,  2  ator.;  wd.  rfa  perm.    F.  dept — 1  h.  ft 
.  trk.,  2  hoae  wag.;  hoae,  cot,  rub.  lined,  gd.,  l.SOO 
ft;  f.  aL,  bell;  tot  mem.,  76  voL 

Water  Supply — Src,  wella  ft  riv.;  ^ys.,  pomp  to 
atdp.;  atdp.  cKp,,  90,000  gala.;  2  punp.  eng.,  ooai- 
bined  cap.  day  600,000  gala.;  maina,  c  L,  4  ok. 
4  to  10  in.  dia.;  60  hyd.;  2  met;  298  acrv.;  prss., 
dom.  46  Iba.  f.  46  Iba.;  ooat  $29,660. 

SMYRNA,  p.  1,848;  t  area,  %  m.;  acre,  bldga. 
moatly  wd.,  1  to  6  ator.;  priv.,  wd.,  8  ator.;  wd.  ttM. 

f»erm.  in  f.  area;  fwka.  ft  combt  ordL;  cauaes  of  t 
nv.  F.  dept — 1  h.  ft  L  trk.,  8  hoae  car.:  hoae,  nk, 
gd.,  8,500  ft;  t  aL,  bell;  vaL  equip.,  $8,000;  tot 
menu,  86  voL 

Water  Supply — Src.  well,  \k  m.  bna.  eeait;  tn-^ 
pump  to  stdp.;  stdp.  loc  upper  part  of  tovm,  mat 
iron;  2  pump,  eng.;  maina,  iron,  6Vb  m.,  2  to  8  in. 
dia.:  85  hyd.;  626  serv.;  4  met;  pipe,  von;  pres., 
f.   60  Iba.;  wks.  owned  by  city. 

WILMINGTON,  p.  87,411;  f.  area,  11  aq.  m.; 
mere  bldga.,  atn.  ft  bk.,  8  to  8  ator.;  priv.,  mostly 
bk.,  8  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  • 
combt  ord.;  cauaes  of  f.  inv.  F.  dept. — 8  auto. 
8tr.,  2  auto,  hose  eng.,  2  atr..  1  auto,  hose  eng.  in 
reserve,  1  h.  ft  1.  trk..  1  aer.  comb.  h.  ft  L  trie. 
(1  in  reserve),  2  c  eng.,  1  chiefs  auto..  2  chiefs 
wag.  (1  in  reserve),  8  exerdae  ft  fuel  wag..  4  auto, 
comb.  c.  ft  h.  wag.,  2  comb,  c  ft  hose  vnu^.,  i  boM 
reels,  1  comb,  c  ft  h.  waa.  in  reserve,  18  c  hand 
ex.,  88  bra.;  hoae,  cot,  rub.  lined,  gd.,  16,900  ft; 
f.  aL,  Osmewell,  94  bx.;  val.  eqmp.,  $88,500;  v«L 
bldgs.,  $120,000;  tot  mem.  1,100,  pd.  foil  tine  15. 
vol.  1,086. 

Water  Supply — Src,  Brandywine  Creek,  1  bb.  bw. 
cent;  srs.,  pump  to  S5,000,000  gat  rea^  grav.  ta 
filter  plant  ft  40,000,000  gaL  low  aerv.  filtered 
water  rea.,  repumMd  to  atdp.,  cap.  600,000  gids.; 
tot  atorage  cap.  80,000,000  gaL;  2  vcsticsl  triple 
azpanaion  pump,  ei^.,  cap.  each  12,000.000  gsL 
dsialy,  1  1,000,000-gaL  nu»tor*drivan  ceatxiL  ponip; 
maina,  c  L  ft  atL,  188.6  m.,  S  to  48  la.  dia.; 
liyd.,  941;  met,  9,842;  serv.,  20,866;  v.,  2,268; 
pipe,  lead  ft  inn;  inee.,  dom.,  20  to  90  Iba;  cors^ 
day,  11,486,000  gala.;  val.  plant  $8,025,000; 
mtce.  charges,  $90,000;  extension  charges,  $40,000. 
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WASHINGTON,  p.  8S1»069:  f.  area,  70  aq.  m.; 
mere  bldgs.,  ttn.  k  bk.,  4  to  12  ator.;  priv.,  atn., 
U.  k  wd.,  8  ator.;  wd.  rfa.  not  perm,  in  f.  area; 
fwka.  A  combt.  ord.;  cauaea  of  f.  inv.  F.  depL^- 
24  atr.,  1  f.  boat,  1  water  tower,  6  e.  eng.,  15 
comb.  c.  ft  h.  wag.,  127  e.  hand  ex.,  IS  aer.  trk.,  4 
comb.  c.  enc.,  14  boae  oar.,  2  hoae  wag.,  2  trie; 
boce.  gd.,  94,000  ft.;  f.  al.,  Oamewell,  477  bz.;  vaL 


equip.,  $400,000;  vaL  bldga.,  1740,000;  ezp.  dept, 
1602,800;  tot.  mem.,  446,  pd.  full  time. 

Water  Supply — Src,  riv.,  16  m.  bna.  cent;  aya.. 
gray.,  pump  to  rea.  &  dir.;  rea.  arailable  cap.,  494,- 
900,000  gala^  tot.  eap.  664,400,000  i^;  6  pomp. 

??•»•.'.••  S*P^*«f**P**?"J  maina,  c  i.,  650  m., 
8  to  75  In.  dia.;  8061  hyd.;  8.069  t.;  met,  28,907 

S*»^*-®,  !Sn-5  P*P«»  ^*^'»  P'«^»  25  to  100  liw.;  oona! 
day,  61,990.000  gala.;  wlb.  oVnad  by  city. 


FLORIDA 


APALACHICOLA,  p.  8,065;  combt  ord.  F.  dept. 
— 1  h.  A  1.  trk.,  S  hoae  reela;  hoae,  2,000  ft;  vol. 
Co. 

Water  Supply — Src.,  well,  ^  m.  bua.  cent;  ays., 
pump  to  atdp.;  atdp.  cap.,  100,000  gala.;  mat, 
abeet  i.;  res.  cap.,  150,000  gala.;  2  pump,  eng., 
combined  cap.  day  800,000  sale.;  mains.  5  m., 
c  {.,  4  to  12  in.  dia.;  72  hyd.;  58  v.;  met.,  75; 
280  serv.;  pipe,  galv.  i.;  prea.,  dom.  55  Iba.,  f. 
120  Iba.;  cona.  day,  90,000  nla.;  cost,  |40,000; 
cost  ratce.,  $1,800;  wka.  owned  by  city. 

ARCADIA,  p.  1,786.     No  f.  dept 
Water  Supply— -Src,  wells;  sya.,  pump  to  atdp.; 
atdp.  cap.,  50,000  gala.;  maina,  6  to  10  in.  dia. 

BARTOW,  p.  2,662;  bldga.,  wd.  k  bk.,  2  ator.; 
wd.  rfs.  perm.  F.  dept — ^2  atr.,1  h.  k  1.  trk.,  2  hose 
car.,  2  hrs.;  hose,  cot,  rub.  lined,  gd.,  2,000  ft.; 
inf.,  150  ft;  tot.  hoae,  2,150  ft.;  f.  al.,  bell;  val. 
equip.,  $2,200;  val.  bldga.,  $600;  tot.  mem.,  88 
vol.;   undni.  rating,  third  daaa. 

Water  Supply— --Src,  well,  800  ft.  bua.  cent;  aya., 
pump  to  tk.;  atdp.  cap.,  50,000  gala.;  dim.,  18  x 
20;  mat.,  atl.;  res.  cap.,  50,000  gala.;  2  pump, 
tmg.,  claaa  2  cylinder  comp.;  mains,  c.  i.,  4H  m.* 
4  to  b  In.  dia.;  50  hyd.;  825  aerv.;  pipe,  gajv.  i.; 
pres..  dom.  40  Iba.,  f.  125  Iba.;  cona.  day,  75,000 
gals.;  cost,  $20,000;  coat  mtce.,  $500;  wka.  owned 
by  city. 

BRAOENTOWN,  p.  1,886;  f.  area,  200  a.;  mere. 
bIdgB.,  bk.  k  atn.,  1  to  4  ator.;  priv.,  bk.,  atn.  k 
wd.,  1  to  8  9tor.  *  wd.  rfa.  not  perm,  in  f.  area; 
fwks.  k  comb,  ord.;  cauaea  of  f.  inv.  F.  dept — 
1  auto.  comb.  c.  k  n,  wag..  12  c.  hand  ex.,  1  comb, 
c.  k  h.  wag.,  1  h.  ft  L  trk.,  1  hose  wag.,  2  hose 
reels;  hoae,  cot.,  rub.  lined,  gd..  1,500  ft;  inf., 
500  ft;  tot  hoae,  2,000  ft;  f.  al.,  telp.;  vml. 
equip.,  $8,500;  val.  bldga.,  $7,500;  exp.  dept, 
$1,500;  tot  mem.,  16,  pd.  full  time  1,  pd.  part 
time  3,  vol.  12;  undra.  mting,  fourth  clasa. 

Water  Supply — Src.,  arteaum  wella,  1^  m.  bus. 

cent;   aya.,  pump  to  tk.   or  dir.;  tk.   cap.,  75,000 

gals.;  dim.,  20  z  81  ft;  mat,  atl.j  res.  cap.,  12,- 

000  gals.;  1  pnmp.  eng.,  cap.  day,  1,200,000  nla.; 

mains,  c.  i.,  5  m.,  4  to  8  in.  dia.;  88  hyd.;  17  y.; 

met.    215;    230   aerv.;    pipe,   galv.   i.;   prea.,   dom. 

55    Ibe.,   f.   80   Iba.;   cons,   day,    40,000,000   gala.; 

co0t.  $20,000;  wka.  owned  by  city. 

DAYTONA,  p.  3,082;  f.  area,  2,440  a.;  mere, 
bldgs.,  bk.  k  wd.,  1  to  2  ator.;  priv.,  bk.  k  wd., 
2  ator.;  wd.  rfa.  not  perm,  in  f.  area;  fwka.  k  combt 
ord.;  cauaea  of  f.  inv.  F.  dept. — 2  c.  eng.  on  wla., 
2  c.  hand  ex.,  4  hose  reels;  hoae,  2,000  ft;  f.  al., 
wh.  k  telp.;  val.  bldga.,  $8,500. 

Water  Supply — Src.,  artesian  well,  %  m.  west 
bus.  cent.;  2  pump,  units,  2  gaaoline  eng.  dir.  con- 
rtected  to  2  trip,  pumps,  cap.  2,500,000  gala.  day. 

DE  FUNIAK  SPRINGS,  p.  2,017.  F.  dept— 8 
hose  reels,  1  h.  ft  1.  trk.,  2  hra.;  hoae,  cot,  rub. 
lined,  gd.,  2,000  ft.;  f.  al.,  bell  k  wh.;  val.  equip., 
fS,500;   vil  bldga.,   $750;   exp.   dept,   $700;  tot 

Water  Supply — Src,  well;  aya.,  pump  to  rea.; 
re«.  cap.,  23,000  gala.;  maina,  4  m.,  4  to  10  in. 
dia.;  35  hyd.;  50  v. 

DE  LAND,  p.  2,812;  mere,  bldga.,  bk.  k  wd.,  1 
to  8  stor.;  priv.,  bk.,  atn.  k  wd.,  1  to  8  ator.;  wd. 
rf^  not  perm.;  fwka.  k  combt  ord.;  cauaea  of  f. 
inv.  F.  dept. — 1  auto,  hoae  wag.,  1  auto.  h.  k  1. 
trtc.,  1  corao.  c  ft  h.  wag..  10  c.  nand  ex..  1  h.  ft  1. 
'    ,  2  hoae  car.,  2  hm.;  hose,  cot,  rub.  lined,  gd.. 


?'®.i^Kiii  ™H"  ^'i  fiOJL 't.;  tot  hose,  2.600  ft; 
f.  aL,  bell;  val.  equip.,  $7,500:  vaL  bldga./ $2,500 

rdra'^S/n^M-  Sa.^*"*  *'  ^  ^  *^^  "•' 
Water  Supply— Src..  2  wella.  in  bus.  oent;  ays. 

Srfo^/o^£-'.?!?P-/^P-  46,000  «ls.;  diii,' 2^5 
20,  1<h;.  80  ft  above  town;  mat.  atl;  2  pump.  ow.. 
cap.  250  gala,  min.;  maina,  8%   m.,  4  to  10  &. 

trk2^fi'^%oT:  f.  VlSJiT^  c.  eng.,  1  h.  ft  L 
Water  Supply— ^re.,  Lake  Eustis. 

2to  8  ator  ;  pnv  wd.,  1  ft  2  ator.;  wd.  rfa.  not 
perm.;  no  fwka.   ft  combt  ord.;   cauaes  of  f.   inv. 

V  f  JJilTT^  o\^^*  *  ^  }*^  «*•♦  1  h.  ft  L  trk., 
2  f.  Doata,  2  hose  wag.,  4  hoae  car.,  2  hra.;  hose, 

hoae.    2.000   ft.;   f.  al.,  Oamewell,   11   bx.,   bell  ft 

yi;i  ''ion^SS^P-:  P^^^^i  ^^-  wdga.,  $2,000;  exp. 

dept,  $2,750;  tot  mem.  17,  pd.  full  time  2,  pS. 
part  time  5;  vol.  10;  undra.  rating,  aecond  class. 

Water  Supply— Src,  wells,  1-8  m.  bus.  cent; 
V?i'^^'*  P"°»P.to  r**-.  to  stdp.  ft  dir.;  atdp.  cap.. 
118.000  ^la.;  dim..  15  x  110,  loc.  on  main  at; 
mat.,  bk.  ft  atl.;  res.  cap..  200,000  gals.,  loa  cent 

2 o«^^«^«^  p,"™p-  ®"8^-  *^**«»  ^''"P-  d"P»  o*p-  <**y 

6.000.000  gals.;  maina.  iron.  4  to  10  in.  dia.;  67 
5^**-'  PI?"  ****™-  *<>  '*>•••  '•  80  to  150  Iba.;  cons. 
SS^K^ocS'^®^,  «*'«I<«rt,  $40,000;  coat  mtce., 
$2,579.59;  wka.  owned  by  city. 

FORT  BARRAUCAS.     No  f.  dept. 

Water  Supply— Src.  weUa,  10  m.  bus.  cent;  aya., 
pump  to  atdp.;  atdp.  cap..  120,000  gala.;  dim..  24  x 
20;  mat,  atl.;  rea.  cap.,  200,000  gala.;  coat,  $25,- 
000;  coat  mtce.,  $2,000;  wka.  owned  by  priv.  co. 

*  fJvWEYERS,  p.  2,468.  F.  dept — 1  hand  eng., 
1  25-hp.  gaa  eng.,  1  h.  ft  1.  trk.,  8  hose  carU,  7 
^S-i  ^^'  h^^  ft;  2  bra.;  tot  mem.,  80. 

Water  Supply— 8  arteaian  wella,  2  on  main  ata.. 
coupled  together  with  5'in.  iron  pipe;  they  fumiab 

•  hyd. 

u,/^*  Pi^''^^'  p.  1,888;  f.  area,  200  a.;  mere 
bldga.,  bk.,  atn.,  wd.  ft  iron,  1  ft  2  storj  wd.  rfa. 
not  p«m.  in  f.  area;  cauaes  of  f.  inv.     F.  dept. — 

1  comb,  c  ft  Hood  brake  pump.  eng..  2  hoae  reels; 

t?*!vJF^"  ?®2,i*-»  '•  •^-  ^'»-  *  *«»?-  ^*1-  «<1«1Pm 
$1,450;  vaL  bldga.,  $500;  mem..  81  voL 

Water   Sopply^-Src,   wells,    500    ft.    bus.    cent; 

sya..    pump    to    stdp.;    stdp.    cap.,    75,000    gala.; 

res.   cap.,   100,000   gala.;    2   pump,   eng.,   cap.   day 

1.600,000  gals.;  maina,  6  to  10  in.  dia.;  50  hyd.; 

25   v.;    110    met;    320   sen.;   prea.,   dom.    67   lbs., 

f.   90   lbs.;   cons,   day,    110,000   gals.;   wks.   owned 

by  city. 

GAINESVILLE,  p.  6,183;  mere  bldgs.,  atn..  bk.. 
wd.,  1  to  4  ator.;  priv.,  wd.,  2  ator.;  wd.  rfa.  not 
perm.;  fwka.  ft  combt  ord.;  cauaea  of  f.  inv.  F. 
dept — 2  c.  hand  ex.,  1  h.  ft  1.  trk..  2  boae  wag., 

2  hoae  car.,  3  hra.;  hoae,  cot,  rub.  lined,  gd.,  1,700 
ft;  inf.,  1,000  ft;  tot  hose,  2,700  ft;  f.  aL,  bell; 
vaL  equip.,  $6,000;  val.  bldga.,  $4,000;  exp.  dept, 
$1,550;  tot  mem.  45.  pd.  full  time  2,  pd.  part 
time  43;  undra.  rating,  second  clasa. 

Water  Supply — Src.  apr.  to  wella,  2%  m.  bua. 
cent;  aya.,  pump  dir.  to  mains;  res.  cap..  1,000.000 
gala.,  loc.  at  apr.;  2  pump,  eng.,  cap.  day  2,800,000 
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nlr;  mains,  c.  i.,  11  m.,  4  to  10  in.  dia.;  104 
nyd.;  met.,  206;  620  serv.;  pipe,  galv.  i.  ft  lead; 
prea.,  dom.  20  to  80  lbs.,  f.  80  to  100  lbs.;  cost 
mice.,  14,000;  wka.  owned  by  Co. 

GREEN  COVE  SPRINGS,  p.  1.819.  F.  dept.— 
1  c.  eng.,  2  hose  carts,  12  hand  ex.,  1  h.  ft  1.  trk., 
1,000  ft.  hose;  f.  al.,  bell;  vol. 

Water  Supply — Src,  2  artesian  wells,  cap.  900 
gala,  min.;  sys.,  pump  to  stdp.;  stdp.  cap.,  1,600,- 

000  gals.;  1  pmnp.  eng.,  class  comp.  dup.^  cap. 
2,160,000  gals.;  pres.,  dom.  56  lbs. 

JACKSONVILLE,  p.  57,699.;  mere,  bldgs.,  bk. 
ft  stn.,  1  to  10  stor.;  priv;,  wd.,  1  to  4  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  Iwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 2  chief's  auto.,  2  str.,  2 
comb.  c.  ft  h.  wag.,  1  comb.  auto.  c.  ft  h.  ^^^g-t  I 
auto,  hose  wag.,  1  auto.  aer.  h.  ft  1.  trk.,  17  c. 
band  ex.,  2  aer.  trk.,  2  h.  ft  L  trk.,  6  hose  wag., 
27  brs.;  hose,  cot,  rub.  lined,  gd.,  17,200  ft;  f. 
al.,  elec,  105  bx.;  val.  equip.,  $147,000;  vaU 
bldgs.,  1184,000;  exp.  dept.,  f  118,711;  tot  mem., 
91,  pd.  full  time. 

Watar  Supply — Src.,  18  flowing  wells,  %  to  1% 
m.  bus.  cent;  sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap., 
288,000  gals.;  dim..  80  z  45,  loc.  near  sUtion; 
mat,  atL;  rea.  csp.,  2,400,000  gala.,  loc.  at  station; 
4  pump,  eng.,  clsas  triple  expansion,  cap.  day  19,- 
600,000  gals.;  mains,  c  i.,  66  m.,  4  to  20  in.  dia.; 
721  hyd.;  69'2  v.;  met,  7,828;  10,lill  serv.;  pipe, 
galy.  l  ft  lead;  pres.,  dom.  62  lbs.,  f.  100  lbs.; 
cons,  day,  6.676,292  gaU.;  coat,  $57l,0«57;  cost 
mtce.,  182,968.88;  wka.  owned  by  city.  An  8.000.- 
000-gal.  pump.  eng.  has  been  installed  ft  a  separate 
bigfa-pres.  f.  main,  12  in.  in  dia.,  laid  along  Bay  st, 
ft  a  motor^driven  cent,  pump  of  about  6,000,000 
gals.  cap.  taking  suction  from  St  Johns  riv.  ft  dia- 
chane  in  main  at  175  lbs.  pres.;  hyd.  with  three 
2%-ui.  outlets  placed  about  200  ft  apart  along  the 
main. 

KEY  WEST,  p.  19.946;  f.  area,  2,260  a.;  mere, 
bldgs.,  wd.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 

Serm.;  fwks.  ft  combt  ord.;  causes  of  f.  Inv.  F. 
ept — 5  atr..  1  h.  ft  L  trk.,  1  auto.  trip.  comb, 
pump,  eng.,  c.  ft  h.  wag,  ft  ladders,  1  comb.  h.  ft  1. 
trk.,  7  hose  car.,  14  brs.;  hose,  cot,  rub.  lined,  gd., 
6,000  ft;  f.  al.,  Oamewell,  44  bx.;  vaL  equip.,  |17,- 
900;  vaL  bldgs.,  fl6,000;  exp.  dept,  f20,282; 
tot.  mem.  272,  pd.  full  time  12,  call  men  260; 
undrs.  rating,  second  class. 

Watar  Supply — Src.,  wells;  sys.,  pump  to  stdp.  ft 
dir.;  stdp.  cap.,  148.000  gala.,  loc  comer  Southern 
ft  Thomas  sts.;  mat,  stl.;  2  pump,  eng.,  cap.  day 
1,600.000  gals.;  mains,  c  i.,  10V4  m.,  6  to  12 
in.  dia.;  100  hyd.;  90  v.;  229  aerv.;  pres.,  dom.  85 
lbs.,  f.  75  lbs.;  cost,  f  120,000;  cost  mtce.,  f 2,400; 
wks.  owned  by  city. 

KiSSAMEE,  p.  4,000.  P.  dept — 1  auto,  str.,  1 
hoae  wag.;  val.  equip.,  f8,000;  exp.  dept,  f  1,000; 
tot  mem.,  26  vol. 

Watar  Supply — Src,  wells,  1  m.  bus.  cent.;  tjt., 
dir.  pres.;  mains,  6  to  12  in.  dia.;  86  hyd.;  pres.. 
dom.  65  lbs.,  f.  146  Iba.;  cost,  $16,000;  wks. 
owned  by  city. 

LAKE  CITY.  p.  5,082;  f.  area,  1,000  a.;  roera 
bldgs.,  bk.  ft  wd..  1  to  8  stor.;  priv..  bk.  ft  wd.,  1 
to  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft 
combt.  ord.;  causes  of  f.  inv.  P.  dept — 6  c  hand 
ex.,  1  h.  ft  1.  trk..  1  comb.  h..  1.  ft  c.  wag.,  1 
hose  wag.,  7  hose  reels  ft  carta;  hoae,  cot,  rub, 
lined,  gd.,  2,900  ft;  inf..  400  ft.;  tot  hoae.  8.800 
ft.;  f.  al.,  bell,  wh.  ft  telp.;  val.  equip.,  $8,000; 
vaL  bldgs.,  $800;  exp.  dept,  $1,800;  tot.  mem.  20< 
pd.  full  time  4,  vol.  10.       „  ..       . 

Watar  Supply — Src,  well;  sys..  pump  dir.  to 
stdp.;  stdp.  cap.,  160.000  gals.;  res.  cap..  60,000 
gals.;  2  air  fifto.  cap.  day  1,000,000  gala.;  2 
pumps,  760  ft  600  gals,  min.,  respectively;  1  elec 
bentrif.  pump,  cap.  600  gala,  min.;  maina,  22,600 
rU  6  to  10  in.  dia.;  65  hyd.;  met.,  80;  200  aerv.; 
pres.,  dom.  80  to  40  lbs.,  f.  80  to  110  Ibs^  eojit, 
$80,000;  cost  mtce.,  $10,000;  wks.  owned  by  city. 

LAKELANO,  p.  8,719;  f.  area,  80  «.;  mere. 
bMgs.,  bk.,  1  to  3  ator.;  priv.,  wd..  1  ft  2  etor.:  w.l. 
rfsTperm.  in  f.  area;  fwka.  ft  combt  ord.;  cause* 
«f  f  inv.  F.  dept— '1  auto.,  comb,  hose  c  ft  lad- 
der trk..  4  c  hand  ex.,  1  hoae  wag.,  2  bo«e  car., 

1  brs.;  bose,  cot.,  rvh,  lined,  gd.,  2,000  ft.;  inf., 
1,000  ft.;  tot  hoae,  8,000  ft;  f.  al..  telp.  ft  wh.; 
^vO.  aquip.,  #8.000;  val-  bldga..  $16,000;  exp. 
a«pt.  tl,800;  tot  mem..  20.  pd.  full  time  2,  voL 
18;   und.   rating,  third  class. 

Watar  Supply— Wella,  stdp.  ft  dir.  pnmpa  S;  50 


hyd.;  12  val.;  maina,  2  m.;  prea.,  dom.  65  lbs.,  f. 
150  lbs.;  cost,  $80,000;  coat  mtce.,  $8,000;  wks. 
owned  by  city. 

LGESBUBQ,  p.  99*1.  F.  dept. — 1  str.,  24  hyd., 
2  hose  car.;  hose,  1,200  ft;  tot.  mem.,  20. 

Watar  Supply — Src,  8  arteaian  wella;  aya.,  grav.; 
tank  cap.,  80.000  gals.;  24  hj'd. 

LIVE  OAK,  p.  4,450;  combt  ord.;  96  per  cent 
bus.  section  is  bk.  F.  dept. — 8  hoae  reels;  hose. 
2,000  ft;  tot  mem.,  11. 

Watar  Supply — ^Src,  arteaian  wella;  aya.,  pomp 
to  rea.;  rea.  cap.,  76,000  gala.;  tank  cap.,  45,000 
gala.;  2  pumpa;  maina,  4 H  m.,  4  to  10  in.  dia.; 
81  hyd.;  prea.,  100  to  125  Iba. 

MADISON,  p.  1,660;  combt  ord.  F.  depUr— 2 
hose  carta;  hoae,  1,500  ft.;  tot.  mem.  22,  pd.  part 
time  ft  vol. 

Watar  Supply — Src,  arteaian  wella;  aya.,  pomp 
to  res.  ft  stdp.  or  dir.;  res.  cap.,  166,000  gds.; 
stdp.  cap.,  160,000  gala.;  4  pumpa;  82  hyd. 

MARIANNA,  p.  1,916;  f.  area,  10  a.;  mere 
bldgs.,  bk.,  atn.,  2  ator.;  priv.,  wd..  2  stor.;  wd.  rfe. 
not  perm,  in  f.  area;  fwka.  ft  combt  ord.;  osuset  of 
f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  1  hose  cart;  2  e. 
hand  ex.;  hoae,  cot,  rub.  lined,  gd.,  1.200  ft;  inf., 
500  ft.;  tot  hoae,  1,700  ft;  f.  al.,  bell  ft  wh.;  tot 
mem.,  24  vol.;  undrs.  rating,  third  dasa. 

Watar  Supply — Src,  well,  in  bus.  cent;  «yi.. 
pump  to  stdp.;  stdp.  cap.,  25,000  gsls.;  mat., 
stl.;  res.  cap.^  100,000  gak.;  1  pump,  eng.,  cm?, 
day,  400,000  gals.;  mains,  c.  i.,  2  m.,  4  to  6  -ii. 
dia.;  33  hyA.;  6  v.;  140  met.;  960  aerv.;  pipe, 
galv.  i.;  prea.,  dom.  20  H>8.,  f.  60  lbs.;  cod« 
day,  40,000  gals.;  wks.  owned  by  city. 

MELBOURNE,  p.  157.     No  f.  dept 
Watar  Supply — Src,  artesian  weila;  aya.,  gnv.; 
maina,  4  in.  dia.;  10  hyd. 

MIAMI,  p.  5,471;  bldga.,  bk..  cone  ft  stn.  F. 
dept. — 2  auto.  comb,  c  ft  h.  tik.,  1  atr.,  1  chiefs 
auto.,  1  h.  ft  1.  trk.,  8,000  ft  cot.,  nib.  lined  hose, 
800  ft  c  hose;  tot.  hose.  1.100  ft;  4  hra.;  f.  sL. 
Gamewell,  85  bx.;  vaL  equip.,  $40,000;  exp.  dcpL, 
$11,000;  tot.  mem.  82.  pd.  full  time  IS,  voL  20. 

Watar  Supply — Src,  7  wella;  ^ya.,  pump  to  stdp.: 
2  pumpa,  cap.  day  4,000,000  gala.;  wks.  ovnce 
by  Co. 

MONTICELLO.  p.  1,820;  fwka.  ft  combt  ord.  F. 
dept. — 2  hoae  carta;  hose,  cot,  rub.  lined,  cd.^ 
1.000  ft;  f.  sL,  bell;  tot  mem.,  20  voL;  uadis. 
rating,  fourth  daaa. 

Watar  Supply — Src.  wella;  aya.,  pump  to  atdp.; 
atdp.  cap.,  40.000  gala.;  dim..  18  x  17,  loc  80  ft 
above* town;  res.  cap..  100.000  gala.;  1  pump,  eag^ 
cap.  day  600.000  gaJa.;  maina,  8  m..  4  to  8  ul 
dia.;  25  hyd. 

NEW  SMYRNA,  p.  2.000;  f.  area,  460  a.  F. 
dept. — 1  str.,  1  h.  ft  1.  trV.,  1  hoae  wag..  2  c  unks, 
20  c  hand  ex.;  f.  al.,  bell;  val.  equip.,  $4,00$: 
tot  mem..  26  vol;  undrs.  rating,  fourth  clan. 

Watar  Supply — ^Nol  reported. 

OCALA,  p.  4.870;  mere  bldga..  bk.,  8  stor.; 
priv..  wd..  2V^  stor.;  wd.  rfs.  not  perm.;  fwka.  ft 
combt.  ord.;  cauaea  of  f.  inv.  F.  dept — 8  c  hsnd 
ex.,  1  h.  ft  1.  trie.,  2  hose  wag.,  8  hoae  car.,  8  his.; 
hoae,  cot.  rub.  lined,  gd.,  2,500  ft;  inf.,  500  ft; 
tot  hose,  8.000  ft.;  f.  al..  bell;  val.  equip..  $6,000: 
val.  bldgs.,  $4,000;  exp.  dept,  $2,500;  tot  mem. 
66,  pd.  full  time  8,  vol.  62;  undrs.  rating,  accood 
dssa. 

Watar  Supply — Src,  deep  well,  in  eent  of  town; 
iiys..  grav.  ft  dir.;  stdp.  cap.,  112,000  gals.,  lee. 
in  dty  limits;  pump,  eng.,  cap.  day  1,760.000  gal*.; 
mainit,  c.  i.,  9  m.,  4  to  lO  in.  dia.;  97  hyd.:  »0  t.; 
met,  800;  840  acrw;  pipe,  galv.  i.;  prea..  dom.  5* 
Ibfl.,  f.  80  lbs.;  cons.  day.  850.000  gala.;  e«^ 
$42,500;  cost  mtce.,  $12,000;  wlw,  owned  by  dty. 

ORANGE  CITY,  p.  490.  F.  dept — 2  hoae  csits. 
500  ft  gd.  hoae.  800  ft  fair  boae;  tot  hoae,  8O0 
ft;   f.  aL,  belt 

Watar  Supply — Src,  wdl,  M  m.  boa.  eent;  vt-^ 
pump  to  stdp.;  stdp.  cap.,  60.000  gals.;  dim.,  M 
ft.  by  12  ft.  high.;  mat.,  wd.;  res.  cap..  60.000 
gals.;  2  .sets  pump,  eng.;  caaoline,  cap.  20.000 
gals,  hr.;  stm.,  60,000  gala,  hr.;  maina,  c  ly  $% 
m.,  4  to  10  in.  dia;  20  hyd.;  14  v.;  met.,  60; 
100  serv.;  pipe,  galv.  ft  wrt  i.;  prea..  dom.  60  ma, 
f.  60  lbs.:  cons.  day.  40,000  gala.;  coat  $45,000: 
coat  mtce.,  $1,200;  wka.  owned  by  private  Ca. 

ORLANDO,  n.  8  894:  f.  area.  50  a.;  mere  Udcs.. 
stn.,  bk.  ft  wd.,  1  to  5  ator.;  priv.,  wd.,  t  star.; 
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wd.  rffi.  not  penn.  in  f.  area;  causes  of  f.  iny.  F. 
d^it. — 1  h.  k  1.  trie.,  8  hose  was.,  S  hn.;  hoae» 
cot«,  nib.  lined,  1,600  ft.;  f.  al.,  bell;  yal.  equip., 
$6,000;  val.  bldga.,  $2,000;  tot.  mem.,  17  vol. 

Water  Supply — Src,  lake,  1%  m.  bus.  cent.; 
sys.,  pump  to  stdp.  k  dir.;  stdp.  cap..  106,000 
galB.;  dim.,  12  z  126,  loc.  %  m.  station;  mat., 
stl.;  8  pump,  eng.,  claas'  comp.  dup.  &  triple  ex- 
pansion; cap.  day,  4,500,000  gals.;  mains,  c.  i. 
21  m.,  4  to  12  in.  dia.;  86  hyd.;  125  v.;  met.,  100: 
1.200  eerv.;  pipe,  galv.  i.;  pres.,  dom.  30  to  40 
lbs.,  f.  100  lbs.;  cons,  day,  1,500,000  gals.;  Wks. 
owned  by  Co. 

PALATKA,  p.  8,770;  mere,  bldgs.,  bk.,  1  to  8 
stor.;  priv.,  wa.,  2  to  8  stor.;  wd.  rn.  not  perm.; 
fwks.  k  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1 
comb,  anta  trk.  k  h.  wag.,  1  str.,  1  hand  eng.,  1 
h.  ft  L  trk.,  6  tioee  car.;  nose,  cot.,  rub.  lined,  gd., 
2.500  ft.;  inf.,  600  ft.;  tot.  hose,  8,000  ft.;  I.  aL, 
bell;  tot.  mem.,  75  vol.;  undrs.  rating,  second  dass. 

Water  Supply — Src,  wells,  %  m.  bus.  cent.;  sys., 
pump  to  stdp.  k  dir.;  stdp.  cap.,  500,000  gals.; 
dim.,  24  x  76;  res.  cap.,  700,000  gals.;  2  pump. 
en^.,  cap.  day  200,000  gals.;  mains,  12  m.,  6  to 
12  in.  dia.;  108  hyd.;  met.,  10;  650  serv.;  pres. 
dom.  65  lbs.,  f.  110  lbs.;  cost;  $110,000;  wks. 
owned  by  city. 

PENSACOLA,  p.  28,000.  F.  dept. — 1  str.,  20 
bsLnd  ex.,  2  h.  k  h  trk.,  4  hose  wag.,  1  hose  reel, 
12  brs.;  hose,  rub.  lined,  gd.,  6,600  ft.;  f.  al., 
Gamewell,  81  bz.;  val.  equip.,  1 16,000;  ezp.  dept., 
$5,000;  tot.  mem.  26,  pd.  full  time;  undrs.  rating, 
second  class. 

Watar  Supply — Src,  wells,  1  m.  bus.  cent.;  sys., 
pump  to  res.,  stdp.  k  dir.;  stdp.  cap.,  427,260  gala.; 
dim.,  20  X  186,  30  z  22,  loc.  highest  point  in  city; 
mat.,  wrt.  i.;  res.  cap.,  700,000  gals.,  loc  at  sta- 
tion; 2  pump,  eng.,  cap.  day  4,000,000  gals.; 
mains,  c.  i.,  85  m.,  4  to  14  in.  dia.;  274  hyd.;  88 
v.;  met.,  2,200;  8,000  serv.;  pipe,  galv.  i.;  pres., 
dom.  65  to  80  lbs.,  f.  100  lbs.;  cons,  day,  1,440,- 
000  gals.;  wks.  owned  by  Co. 

PERRY,  p.  1,012.  P.  dept. — 1  h.  k  I,  trk.,  4 
hose  car.;  hose,  1,000  ft.;  f.  al.,  telp. 

Water  Supply — Src,  wells,  cap.  250,000  gals, 
day;  pump  to  stdp.;  stdp.  cap.,  90,000  gals.;  res. 
cap.,  800,000  gals.;  2  pump,  eng.;  mains,  8,400  ft., 
4  to  8  in.  dia.;  84  hyd. 

PUNTA  QORDA,  p.  1,600:  f.  area,  86  a.  F. 
dept. — 2  hand  hose  reels,  ladders  k  buckets:  1,000 
ft.  bose;  vaL  equip.,  $1,200;  val.  bldgs.,  $8,600; 
▼d.  • 

Watar  Supply — Src,  well,  1  m.  bus.  cent.;  sys., 
dir.  pres.;  1  pump,  eng.;  1,600  ft.  mains;  8  hyd.; 
3  v.:  pres.,  dom.  10  Ids.,  f.  25  to  66  lbs.;  cost, 
$7,000;  wks.  owned  by  citir. 

QUINCY,  p.  8.204;  f.  area,  %  sq.  m.  F.  dept. — 
h.  ft  L  trk.,  double-cylinder  c  eng.,  2  hose  carts  k 
boae;  vaL  equip.,  $2,000;  ezp.  dept.,  $1,200;  vol. 

Watar  Supply  —  Src,  artesian  well;  2  air-lift 
pomps;  cost,  $20,000;  wks.  owned  by  city. 

ST.  AUGUSTINE,  p.  5,404;  mere  bldgs.,  all 
kinda,  1  to  4  stor.;  priv.,  all  mat.,  2  to  8  stor.; 
wd.  rfs.  perm.;  no  fwks.  k  combt.  ord.;  causes  of  f. 
not  inv.  F.  dept. — 1  str.  in  reserve,  1  comb,  c  k 
h.  wag.,  2  c.  hand  ez.,  1  h.  &  1.  trk.,  1  hose  wag., 
3  boae  car.,  reels,  ftc,  8  hrs.;  hose,  cot.,  rub.  lined, 
gd.,  6.400  ft.;  f.  sL.  bell,  wh.  k  elec;  tot.  mem. 
44,  pd.  ftiU  time  6,  pd.  part  time  80. 

Water  Supply — Src,  wells;  1  m.  bus.  cent.;  sys., 
pump  to  stdp.  k  dir.;  stdp.  cap.,  286.000  gals.; 
re*,  cap.,  28.720  gals.:  2  pump,  eng.,  class  comp., 
cap.  day  1,800,000  gals.;  mains,  c  f.,  8  m.,  6  to 
12  in.  dia.;  136  hyd.;  87  v.:  met.,  825;  1,100  serv.; 
pres.,  dom.  45  lbs.,  f.  00  lbs.;  cons,  day,  900,000 
gals.;  cost,  $65,000;  cost  mtcc,  $12,000;  wks. 
owned  by  city. 

ST.  PETERSBURG,  p.  4,127;  f.  area,  20  blocks; 
mere  bldgs.,  bk.  k  wd.,  2  to  5  stor.;  priv.,  wd.  k 
still.,  1  to  8  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwk«.  k  combt.  ord.;  causes  of  f.  inv.  -F.  dept. — 
2  comb.  c.  k  hose  wag.,  4  c.  hand  ex.,  1  h.  &  1. 
trk-,  1  str.,  1  c.  eng.,  2  hose  car.,  2  hre.;  hose, 
cot.,  rub.  lined,  gd.,  4,000  (t.;  inf.,  1,000  ft.; 
tot.  hoe**.  0,000  ft.;  f.  al.,  Gamewell,  20  bx.;  val. 
equip.,  $31,900;  val.  bldgs.,  $9,500;  exp.  dept., 
$14,000;  tot.  mem.,  17,  pd.  full  time  13,  4  vol. 

Watar  Supply — Src,  5  wells,   %   m.  bua.  cent.; 


sys.  pump  to  stdp.;  stdp.  cap.,  80,000  gals.;  res. 
cap.,  10,000  gal£.;   3  pump,  eng.,  cap.  day  4,500,- 

000  gals.;  mains,  15  m.,  4  to  10  in.  dia.;  135  hyd.; 
met.,  1,500;  30  v.  1,700  serv.;  pres.,  dom.  37  lbs., 
f.  95  lbs.;  cons,  day,  800,000  gals.;  cost,  $13,000; 
cost   mice.,   $1,200;   wks.   owned   by   ci^. 

SANFORD,  p.  8,670;  f.  area,  820  a.;  mere, 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs, 
not  perm.;  fwks.  k  combt.  ord.  F.  dept. — 1  h.  Jfc  L, 
trk.,  1  supply  cart,  5  hose  reels;  hose,  cot.,  rub. 
lined,  gd.,  2,500  ft.;  inf.,  800  ft.;  tot.  hose.  8.800 
ft;  f.  aL,  elec.  bell,  10  bx.;  val.  equip.,  $4,000; 
val.  bldgs.,  $2,000;  exp.  dept.,  $800;  tot.  mem.,  60 
vol.;  undrs.  rating,  third  class. 

Watar  Supply — Src,  lakes  k  artesian  wells;  sys., 
grav.,  pump  to  rea.  k  dir.;  res.  cap.,  860,000  gals.; 
2  pump,  eng.,  class  dup.,  cap.  dsy  2,000,000  gala.; 
mains,  16,000  ft.,  8  to  12  in.  dia.;  42  hyd.;  met., 
8;  pipe,  galv.  L;  pres.,  dom.  46  lbs.,  f.  80  to  126 
lbs.;  cost,  $76,000;  wks.  owned  by  Co. 

STARKE,  p.   1,186.     F.  dept. — 1  hand  eng.,   2 
hose  reels;  hose,  1,600  ft.;  f.  al.,  bell. 
Water  Supply — ^Not  reported. 

TALLAHASSEE,  p.  6,018;  f.  area,  50  a.;  mere 
bldgs.,  bk.,  stn.,  iron  k  wd.,  2  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  k  oombt.  ord.  F. 
dept.-^^  c.  hand  ex..  1  comb.  e.  k  I.  trk.,  2  26-gaL 
tk.,  1  double  k  1  single  hose  wag.,  5  hrs.,  1  hose 
reel;  hose,  2,850  ft.;  rub.;  gd.,  700  ft.;  tot.  hose, 
8,560  ft.;  f.  al.,  Gamewell;  vaL  bldgs.,  $1,000;  ezp. 
dept.,  $6,000;  tot.  mem.  28,  pd.  full  time  8,  pd. 
put  time  20. 

Watar  Supply — Src,  wells  k  spr.:  «ys.,  pump  to 
stdp.;  stdp.  cap.,  286,000  gals.,  dim.  100  z  20; 
res.  cap.,  1,011,000  gals.;  2  pump,  eng.,  cap.  day 
1,000,000  gals.;  mains,  6  m.,  4  to  8  in.  dia.;  70 
hyd.;  met.,  600:  pipe,  iron;  prea.,  dom.  46  Iba..  f. 
80  iba.;  cost,  $66,000;  cost  mtce.,  $1,500;  wks. 
owned  by  city. 

TAMPA,  p.  87,782;  f.  area,  i\k  sq.  m.;  mere 
bldgs.,  stxL,  bk.  k  wd.,  1  to  6  stor.;  priv.,  bk.  k 
wd.,  1  to  8  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  k  oombt.  ord.;  causes  of  f.  inv.     F.  dept. — 

1  chief's  auto.,  4  str.,  4  auto.  comb,  c  k  h.  wag., 
1  comb,  c  k  n,  wag.  in  res.,  1  comb,  c  k  h.  wag., 
8  hose  wag.,  1  hose  reel,  c.  eng.  on  wis.,  1  aer. 
h.  k  1.  trk.,  2  chief's  wag.,  2  fuel  wag.,  1  suppbr 
vrag.,  11  hrs.,  8  in  reserve;  hose,  cot.,  rub.  lined, 
gd.,  12,850  ft:  f.  al.,  Gamewell,  62  bz.;  val.  equip., 
$75,000;  val.  bldgs.,  885,000;  ezp.  dept,  $62,000; 
tot  mem.,  51;  pd.  full  time. 

Watar  Supply — Src,  weUs  k  spr.;  sys.,  pump  to 
stdp.  k  dir.;  stdp.  cap.,  260,000  gals.,  loc  In  town; 
mat,  iron;  6  pump,  eng.,  cap.  da^  17,000,000  gala.; 
mains,  c.  L,  55  m.,  4  to  20  in.  dfau;  608  hyd.;  401 
v.;  7,600  serv.;  met,  641;  pres.,  dom.  60  lbs.,  f. 
100  lbs.;  cons,  day,  8,600,000  gals.;  wks.  owned 
by  Co. 

TARPON  SPRINGS,  p.  2,212.     F.  dept.—- 1  hand 
.  2  hose  carts;  vol. 

rater  Supply — Src^  well,  1  m.  bus.  cent;  sjs., 
pump  to  stdp.;  stdp.  cap.,  60,000  gals. 

WAfiMNGTON,  p.  1,500;  f.  area.  455  a.;  mere 
bldgs.,  wd.  k  bk.,  1  to  8  stor.;  priv.,  wd.,  1  k  2 
stor.;  wd.  rfs.  perm.;  causes  of  f.  inv.  by  Navy  Yard 
officials.  F.  dept — 1  str.,  2  c  eng.,  24  c  hand  ez., 
1  h.  A;  1.  trk.,  6  hose  car.,  6  hrs.;  hose,  cot,  rub. 
lined,  gd.,  4,000  ft;  f.  al.,  signal  gun  k  bell;  tot 
mem.  108,  pd.  full  time  1,  vol.  107,  k  all  govern- 
ment employees  of  Navy  Yard  at  Pensacola. 

Watar  Supply — Src,  bay,  wtila  k  dstems;  nrs.. 
pinnp  to  stdp.;  stdp.  cap.,  100,000  gals.,  suppiiea 
by  2  elec  pumps  obtaining  water  from  8  driven  weUi 
112  ft  deep;  8  hyd.;  dom.  pres.  65  lbs. 

WEST  PALM  BEACH,  p.  1,748.  F.  dept.— 1 
hand  eng.,  2  hose  carts,  1  h.  ft  L  trk.;  hose,  3,000 
ft:  1  hrs.;  f.  al.,  bell. 

Water  Supply — Src,  lake;  sys.,  pump  to  stdp.  li 
dir.;  stdp.  dim.  28  z  50,  cap.  411,267  gals.;  8 
pumps,  cap.  day  6,000,000  gals.;  maina,  9  m.;  48 
hyd. 

Places  with  a  population  of  1,000  or  more  hav- 
ing no  organized  fire  dept — Fort  McCoy,  Fulton- 
ville,  Slantic. 

Places  with  a  population  of  1.000  or  more  not 
reported — Dade  City,  Green  Cove  Bay,  Jasper,  THva 
ville. 
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ACWORTH,  p.  1,048;  f.  area,  1%  sq.  m.;  mere, 
bldgs.,  bk.,  1  to  8  Btor.;  priv.,  wd.,  1  to  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwka.  k  oombt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  2  c.  hand 
eaL,  2  hose  reels;  hose,  1,200  ft.;  f.  al.,  bell;  val. 
equip.,  $1,600;  exp.  dept.,  $86;  tot.  mem.,  20  vol. 

Watar  Supply — Src.,  creek;  mains,  1^  m.;  12 
hyd. 

ADAIRVILLE,  p.  761.  F.  dept. — 1  comb.  c.  eng., 
1  hose  cart;  hose,  iOO  ft. 

Water  Supply — Src.,  spr.;  res.  cap.,  86,000  gals.; 
20  hyd. 

AD  EL,  p.  2,860;  f.  area,  640  a.  F.  dept. — 1 
hand  h.  k  1.  trk.,  2  hand  hose  reels,  2  e.  ex.;  hose, 
cot.,  rub.  lined,  gd.,  1,600  ft;  vaL  equip.,  $8,000; 
raL  bldn.,  $1,000;  exp.  dept.,  $50;  tot.  mem.,  12 
vol.;  undrs.  rating,  third  class. 

Water  Supply--Src.,  deep  well,  1  m.  bus.  cent.; 
sys.,  pump,  to  stdp.;  stdp.  cap.,  80,000  gals.;  res. 
cap.,  90,000  gals.;  2  pump,  eng.,  class  dup.,  comb, 
cap.  day  845,000  gals.;  82  hyd.;  pres.,  dom.  46 
lbs.,  f.  100  lbs.;  cost,  $6,000;  wks.  owned  by  city. 

ALBANY,  p.  8,100;  f.  area,  4  sq.  m.;  mere 
bldgs.,  stn.  ft  bk.,  1  to  4  stor.;  priv.,  bk.  ft  wd., 
1  to  8  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  auto, 
comb.  h.  ft  c.  wag.,  1  str.  in  reserve,  4  c.  hand 
ex.,  1  h.  ft  1.  trk.,  2  hose  wag.,  2  hrs.,  4  seta  har- 
ness; hose,  cot.,  rub.  lined,  6,000  ft.;  9  nozales;  2 
play  pipes;  f.  al.,  Gamewell,  28  bx.,  bell,  8  priv.  al. 
wires;  vaL  equip.,  $20,600;  val.  bldgs.,  $10,000; 
exp.  dept.,  $11,000;  tot.  mem.  9,  pd.  full  time. 

Water  Supply — Src.,  wells;  sys.,  pump  to  stdp.  ft 
dir.;  stdp.  cap.,  180,000  gals.;  res.  cap.,  600,000 
gals.;  8  pump,  eng.,  cap.  7,682,000  gals,  day,  in 
reserve;  2  pump,  eng.,  cap.  day  2,000,000  gals.; 
mains.  16  m.,  4  to  12  in.  dia.;  170  hyd.;  met.,  10; 
1,800  serv.;  pres.,  dom.  86  lbs.,  f.  80  to  126  lbs.; 
cons.  day.  860,000  gals.;  cost,  $66,000;  cost  mtce., 
$7,000;  wks.  owned  by  city. 

AMERICU8,  p.  8,008;  f.  area,  888  a.;  mere, 
bldgs.,  bk.,  2  to  6  stor.;  priv.,  bk.  ft  wd.,  1  to  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  stm.  eng.,  1 
auto.  comb.  c.  ft  hose  wag.,  6  c.  hand  ex.,  1  h.  ft  1. 
trk..   2   hose  wag.,   6   hrs.;   hose,   cot.,  rub.  lined, 

fd..  8,000  ft.;  inf.,  1,000  ft.;  tot.  hose,  4,000  ft.; 
al.,  wh.;  val.  bldn.,  $20,000;  exp.  dept.,  $6,000; 
tot.  mem.  6,  pd.  fiul  time. 

Water  Supply — Src.,  wells,  spr.  ft  creeks,  1^  nu 
bus.  cent.;  sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap., 
188,000  gals.;  dim.,  ISO  x  26;  2  res.,  comb,  cap., 
416,000  gals.;  2  pump,  eng.,  cap.  day  2,600,000 
gals.;  mains,  c.  i.,  18  m.,  4  to  12  in.  dia.;  120  hyd.; 
met.  420;  1,100  serv.;  pipe,  galv.  i.;  pres.,  donu 
60  lbs.,  f.  80  to  116  lbs.;  cost,  $115,000;  cost 
mtce.,  $1,200;  wks.  owned  by  city. 

ASHBURN,  p.  2,500;  mere  bldgs.,  bk.,  1  to  8 
stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm, 
in  f.  srea;  no  fwks.  &  combt  ord.;  oauses  of  f.  Inv. 
F.  dept. — 2  hose  reels;  hose,  cot,  rub.  lined,  gd., 
1,600  ft;  f.  al.,  bell;  tot  mem.,  15  vol. 

Water  Supply— Src.,  wells,  400  ft  bus.  cent; 
sys.,  pump.;  stdp.,  cap.,  76,000  gala.;  mat,  stl.; 
res.  cap.,  100,000  gals.;  2  pump,  eng.,  combined 
csp.  day  600,000  gals.;  mains,  c.  i.;  m.,  4;  4  to 
10  in.  dia.;  84  hyd.;  0  v.;  pipe,  galv.  i;  pres., 
dom.  42  lbs.,  f.  100  lbs.;  cons,  day,  500,000  gals.; 
cost,  $40,000;  cost  mtce.,  $8,600;  wks.  owned  by 
city. 

ATfTENS,  p.  14,018;  f.  area,  )&  m.;  mere,  bldgs.. 
bk.,  1  to  7  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.; 
fwks.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept. — 1 
comb.  c.  ft  L  trk.,  8  c.  hand  ex.,  1  auto,  hose 
wag.,  2  hose  wag.,  7  hrs.;  hose,  cot,  rub.  lined,  gd., 
4.600  ft;  fair,  600  ft.;  tot  hose.  6,000  ft.;  f.  al., 
Qamewell,  87  bx.;  18  m.  wire;  val.  equip.,  $26,000; 
val.  bldgs.,  $16,000;  exp.  dept,  $18,600;  tot  mem., 
19,  pd.  full  time. 

Water  Supply — Src  riv.,  %  m.  bus.  cent.;  sys., 
pump  to  res.,  to  stdp.;  stdp.  cap.,  176.000  gals.; 
dim.,  20  X  76,  loc.  near  city,  on  hill;  mat,  sheet 
L;  res.  cap.,  12,000,000  gals.;  4  pump  eng., 
class  comp.  dup.,  cap.  day  6,400,000  gals.;  mains, 
c.  i.,  20  m.,  6  to  18  in.  dia.;   248  hyd.;  78  ▼.; 


met.,  1,198;  910  serv.;  pipe,  galv.  L;  pres.,  dom.  78 
lbs.,  f.  72  lbs.;  cons,  dsy,  760,000  gals.:  cost  $21 1,- 
649;  cost  mtce.,  $10,000;  wks.  owned  by  city. 

ATLANTA,  p.  154,889;  f.  area,  20  sq.  m.;  mens, 
bldgs.,  stn.  ft  bk..  1  to  17  stor.;  priv.,  bk..  stn.  k 
wd.,  1  to  8  stor.;  wd.  rfs.  perm,  in  f.  area;  fwkt. 
ft  combt.  ord,;  causes  of  f.  inv.  F.  dept — i 
chiefs  auto.,  1  chief's  wag.,  8  str.,  1  in  rescn-e,  ."> 
h.  ft  1.  trk.,  1  aer.  trk.,  1  comb.  auto.  c.  eag. 
ft  hose  wag.,  86  c  hand  ex.,  2  c.  eng.  on  wis.,  1 
water  tower,  8  comb,  c  'ft  h.  wag.,  9  hose  was.,  66 
hrs.;  hose,  cot,  rub.  lined,  gd..  36,000  ft;  in  re- 
serve, 2,800  ft;  f.  al..  Gamewell,  128  bx.;  «1. 
equip.,  $100,389;  vaL  bldgs.,  $289,500;  exp.  depL, 
$200,000;    tot    mem.,    209,   pd.    full  time. 

Water  Supply — Src.,  riv.,  7  m.  bus.  cent;  xys, 
pump,  to  res.  ft  dir.;  res.  cap.,  400,000,000  gals.: 
8  pump,  enff.,  6  horizontal  comp.  ft  2  verticil 
triple  expansion,  cap.  day  83,000,000  gals.;  mains, 
c.  i.,  382  m.,  3  to  36  in.  dis.;  8,078  hyd.;  met. 
27,182;  27,182  serv.;  3,742  v.;  pres.,  dom.  50 
lbs.,  f.  80  to  100  lbs.;  cons.  dsy.  16,313,000  gals.; 
cost,  $8,095,642;  cost  mtce.,  $61,064;  operating 
exp.,  $158,807;  wks.  o^ned  by  city, 

AUGUSTA,  p.  41,040;  f.  area,  9  aq.  dl;  mere, 
bldgs.,  bk.,  1  to  5  stor.;  priv.,  bk.  ft  wd.,  2  stor.: 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  onL: 
causes  of  f.  inv.  F.  dept. — 1  motor  pump,  2  soto. 
comb.  c.  ft  h.  wsg.,  1  comb,  hose  wag.,  1  diiefs 
auto.,  1  asst.  diiers  buggy,  8  str.,  1  c.  eng.,  18  c. 
hand  ex.,  1  h.  ft  L  trk.,  1  aer.  ttk.,  2  hose  wag.  (1 
in  reserve),  1  supply  wsg.,  12  hrs.;  hose,  cot,  nib. 
lined,  gd.,  11,000  ft,  900  ft  c  hose  in  reserve;  f. 
si.,  Gamewell,  180  bx.;  vaL  equip.,  $90,000;  ezp^ 
dept,  $62,500;  tot  mem.  78,  pd.  full  time. 

Water  Supply — Src.,  riv..  8Me  m.  bus.  cent;  sys.. 
pump  to  res.;  res.  cap.  day,  7,000,000  gals.,  loc. 
3%  m.  west  city;  2  pump,  eng.,  class  dup.  ft  comp. 
dup.,  cap.  day  62.000,000  gala.;  mains,  c  L,  160 
m.,  4  to  24  in.  dia.;  1,002  hyd.;  469  v.;  met,  IM: 
4.600  serv.;  pres.,  dom.  80  lbs.;  eons,  day,  7.600.- 

000  gals.;    cost,    $1,000,000;    cost    mtce.,    $11.- 
892.66;  wks.  owned  by  city. 

AUSTELL,  p.  765.  F.  dept— 1  hose  reeL  1  hra: 
hose,  600  ft. 

Water  Supply — Src,  welL;  stdp.  cap.,  50.000 
gals.;  2  hyd. 

BAINBRIDQE,  p.  4,217;  f.  area,  26  a.;  bldgs., 
bk.,  2  stor.;  fwks.  ft  combt.  ord.     F.  dept — ^2  str.. 

1  h.  ft  1.  trk.,  3  hose  reels;  hose,  cot.  rub.  lined. 

Ed.,  2,600  ft;  f.  sL,  bell;  vaL  equip.,  $6,000;  vaL 
Idgs.,  $1,000;  tot.  mem.,  80  vol.,  2  pd. 

Watsr  Supply — Src,  well,  M  m.  bos.  cent;  wy*.. 
pump,  res.  ft  stdp.;  stdp.  cap.,  94.000  mla.;  dim., 
12  X  110;  nut,  bk.  ft  cem.;  res.  cap..  87,000  gals.: 

2  pump,  eng.,  sise  12  x  8V&  z  10;  cap.  min..  500 
gals.;  mains,  c.  L.  9  m.,  6  to  10  in.  dia.;  62  hyd.; 
37  v.;  1,000  serv.;  pipe,  galv.  L;  pres..  dom.  4S 
lbs.,  f.  110  lbs.;  cons,  day,  200,000  gals.;  cost 
$40,000;  cost  mtce.,  $2,600;  wks.  owned  by  city. 

BARNESVILLE,  p.  8,068;  f.  area,  640  a.;  mere, 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd- 
ris.  not  perm.;  fwks.  ft  combt  ord.  F.  dept — I  h. 
ft  1.  trk.,  1  hose  wag.,  1  hose  reel,  8  hrs.;  iMse,  oot. 
rub.  lined,  gd.,  2,000  ft;  f.  al.,  bell;  vaL  equips 
$1,200;  vaL  bldgs.,  $1,600;  exp.  dept,  $800;  tot 
mem.  88,  voL;  undrs.  rating,  second  cUms. 

Water  Supply — Src.  spr.;  sys.,  grav.  ft  pump,  ta 
res.;  res.  cap.,  310,000  gals.;  1  pump,  eng.,  cs^ 
day  1,000,000  gals.;  nuins,  7  m.,  4  to  8  ia.  dia.; 
35  hyd.;  met.,  2;  110  serv.;  pipe,  wrt.  L;  pres..  <• 
175  lbs.,  dom.  80  lbs.;  ccms.  day,  100,000  gals-: 
cost.  $20,000;  cost  mtce.,  $1,260;  wks.  owned  br 
city. 

BAXLEY,  p.  831.  F.  dept — 2  hose  csrts;  609 
ft.  hose;  bell  sL;  voL 

BLAKELY,  p.  1,888.  F.  dept — 8  hose  csfts; 
1,600  ft  hose;  tot  mem.,  40. 

Watsr  Supply — Src,  wells;  qri.»  pvsp  to  rM>: 
res.  cap.,  86,000  gala.;  stdp.  cap.,  86,000  jple-:! 

E'ump,  cap.  1,440,000  gals,  day;  pres.,  42  m;  >' 
yd. 
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BOSTON,  p.  1,180.  F.  dept. — 1  hand  enc.,  1 
hose  cart;  hose,  gd.,  800  ft.;  inf..  200  ft.;  tot.  boae, 
500  ft;  tot.  mem.,  12. 

BOXLEY,  p.  488.  F.  dept. — Str.,  2  hose  carta; 
hose,  800  ft;  f.  al.,  beU.  „  .    ^ 

Watar  Supply^-Src.,  well  m  bus.  cent;  rea.  cap., 
60,000  gala.;  1  pnmp.  eng.,  cap.  day  75,000  gala.; 
maJna,  2  m.,  4  to  6  in.  dla.;  27  hyd.;  12  v.;  prea., 
dom.  87  Iba.;  cona.  day,  20,000  gala.;  coat  mtce., 
$1,000;  wka.  owned  by  city. 

BRUNSWICK,  p.  10,182;  f.  area,  2,000  a.;  mere. 
bldsB.,  bk.,  2  Jt  8  Btor.;  priv.,  wd.,  1  ft  2  etor.;  wd. 
rfa.  not  perm.;  canaea  of  f.  inv.  F.  dept^l  La 
France  air.  in  reaerve,  1  h.  ft  L  trie.,  7  c.  hand  ex., 
2  hoae  wag.,  6  hra.;  hose,  cot,  rub.  lined,  gd.,  4,800 
ft:  f.  aL,  Gamewell,  25  bx.;  val.  equip.,  $19,543; 
raL  bldga.,  $8,000;  exp.  dept,  $9,000;  tot  mem. 
10,  pd.  full  time;  undrs.  ratmg,  second  class. 

Watar  Supply — Src,  wells;  ays.,  pump  to  rea..  to 
stdp.  ft  dir.;  atdp.  cap.,  112,000  gala.;  /«.  «Pm 
212,000  fala.;  2  pump,  eng.,  cap.  day  4.000,000 
gnla.;  maLos.  20  m.,  6  to  12  in.  dia.;  $4  hyd.; 
26  ▼.;  1,400  aenr.;  prea.,  dom.  80  Iba.,  f.  70  Vo 
80  Ibe.;  coat,  $118,000;  wka.  owned  by  Co. 

BUENA  VISTA,  p.  1,016;  no  fwka.  ft  combt  ord. 
F.  dept — 1  h.  ft  1.  trk.,  2  hoae  carta;  hoae,  cot, 
rub.  lined,  gd.,  2,000  ft:  f.  al..  bell;  tot  mem.,  40 
vol.;  undrs.  rating,  fourth  daaa. 

Watar  Supply^-Sra.,  grav.,  pump  to  rw.,  to  atdp. 
or  dir.;  stdp.  cap.,  40,000  gala.;  dim.,  27  x  13,  loc. 
66  ft.  above  city;  1  hyd.;  new  wka.  in  proceaa  of 
construction. 

CAIRO,  p.  1,505;  f.  area,  20  a.;  mere  bldga., 
bk.,  2  to  8  ator.;  priy.,  wd.,  1  to  2  stor.:  wd.  rfs. 
not  perm,  in  f.  area;  fwka.  ft  combt  ord.;  <»uaea 
of  f.  inv.  F.  dept.— 1  h.  ft  1.  trk.,  2  c.  hand  ex., 
2  hoae  car.;  hoae,  gd.,  1.200  ft;  inf.,  800  Jt;  tot 
hoae.  1.600  ft.;  f.  al.,  wh.;  vaL  equip.,  $8,500; 
val.  bldgs.,  $2,000;  exp.  dept,  $100;  tot  mem.,  20 
ToL;  undn.  rating,,  third  class.  ««  a*a 

Watar   Supply  —  Src.,   well;   stdp.    cap.,    60,000 

rl«,:  dim.,  20  x  80  in.;  rea.  cap.,  120,000  gala.; 
pump.  eng..  combined  cap.  day  75,000  gala.;  c.  i. 
maina,  41,000  ft,  6  to  8  in.  dia.;  10  hyd.;  8  v.; 
pipe.  galv.  i.;  prea.,  dom.  56  lbs.,  f.  150  lbs.;  cona. 
day,  16,000  gala.;  coat  $25,000;  cost  mtce.. 
$4,000;  wks.  owned  by  city. 

CALHOUN,  p.  1,652.  VoL  dept. — 14  men;  2 
hoae  carta,  1,500  ft  hoae. 

Watar  Supply — Src.,  apr.;  sys.,  pump  to  rea.:  rea. 
cap.,  700,000  gala.;  pumps,  cap.  20,000  gala,  hour; 
pr«s.,  68  Iba.;  maina,  8  m.,  4  to  8  in.  dia.;  8  hyd. 

CAMMILLA,  p.  1,827.  F.  dept— 2  hoae  carta, 
l.OOO  ft  hoae,  20  men. 

Watar  Supply— Src,  well;  %  m.  bus.  cent;  ays., 
pomp,  to  rea.;  rea.  cap.,  60,000  gals.;  3  pump  eng. 
cap.  day,  2,448,000  gals.;  mains,  c.  i.,  4,  6  ft  8  m. 
dia-;  26  hyd;  250  met;  pres.,  dom.  80  lbs.,  f. 
110  lbs.;  wks.  owned  by  city. 

CARROLLTON,  p.  8,297.  F.  dept.— 40  men, 
▼oL:  4  hoae  carta,  1  h.  ft  1.  trk.,  2,000  ft.  hoae. 

Water  Supply — Src,  riv.  ft  res.,  1  m.  bus.  cent.; 
aya.,  pump  dir.;  res.  cap.,  8,000,000  gals;  3 
pump,  eng.,  cap.  day  2,000,000  gals.;  maina,  c 
i  6  m.,  4  to  10  in.  dia.;  85  hyd.;  60  v.;  42o 
met.;  424  scrv.;  pres.,  dom.  56  lbs.,  f.  125  lbs.; 
cons.  clay.  200.000  gak.;  cost,  $60,000;  cost 
mtce..  $6,000;  wks.  owned  by  city. 

CARTERSVILLE,  p.  4,067;  f.  area.  160  a.;  mere 
bldaa.,  bk.  ft  wd.,  1  to  8  ator.;  priv.,  bk,  ft  wd.,  2 
0tor.;  fwka.  ft  combt  ord.;  cauaea  of  f.  inv.  F. 
dept. — 2  hra.,  1  hose  wag.,  1  h.  ft  L  trk.,  2  hoae 
reels;  hoae,  cot.  rub.  lined,  gd.,  2,000  ft;  f.  al., 
ben,  ielp.;  val.  equip..  $8,000;  vaL  bldga.,  $200; 
exp.   dept,  $25;  tot.  mem.,  60  voL 

Water  Supply — Src.  spr..  1%  m.  bus.  cent; 
■va.,  pump  to  atdp.;  atdp.  cap..  110,000  gala.;  2 
mimp.  eng..  cap.  day  2,000,000  gala. ;  maina,  8  m., 
4  to  10  in.  dia.;  10  hyd.;  met,  87;  680  aerv.; 
prea.,  f.  76  Iba.;  coat,  $180,000;  cost  mtce.,  $8,500; 
wka.  owned  by  city. 

CEDARTOWN,  p.  8,651;  mere  bldga.,  bk.,  2 
ator.;  priv..  wd.,  1  ator.;  wd.  rf^.  not  perm,  in  f . 
^rea;  fwka.  ft  combt  ord.;  cauaea  of  f.  inv.  F. 
dept.— 4  c  hand  ex..  1  h.  ft  1.  trk.,  2  hoae  was., 
2  bra.;  hoae,  cot.  rub.  lined,  gd.,  2,460  ft;  f.  al., 
beU;  val.  eqnip.,  $4,000;  val.  bldga.  $18,000;  exp. 
dept.,  $2,200;  tot  mem.  15.  pd.  full  time  8,  voL  12. 

Watar  Supply — Src,  apr..  %  m.  bua.  cent;  lya., 
dir.    prea.   ft   pump,    to   stdp.;    stdp.    cap.,    188,600 


gals.;  dim.,  20  x  78;  mat,  fttl.;  2  pump,  eng., 
class,  comp.  dup.,  cap.  day  1,000,000  gals.;  maina, 
c  i.,  7.2  m..  4  to  12  in.  dia.;  61  hyd.;  50  v.; 
450  met;  800  aerv.;  pipe,  galv.  i,;  prea.,  dom.  00 
lbs.,  f.  100  lbs.;  cons,  day,  500,000  gals.;  cost 
$84,000;  cost  mtce.,  $8,500;  wka.  owned  by  city. 

CLOQUITT,  p.  1,000;  f.  area;  250  a.  F.  dept.— 
2  hose  reels.  1,000  ft  hoae;  val.  equip.,  $1,500; 
val.  bldga.,  $260;  exp.  dept.,  $300;  tot  mem.  10, 
pd.   part   time;   undrs.   rsting,   third   class. 

Water  Supply — Src,  well,  1  m.  bus.  cent;  ?ys., 

Eump  to  stdp.;  pump.  cap.  day,  450,000  gals.;  28 
yd.;  56  v.;  maina,  800  ft.,  4  to  10  in  dia.;  pres., 
dom.  45  lbs.,  f.  110  lbs.;  coat,  $10,000;  cost  mtce., 
$8,000;  wks.  owned  by  city. 

COCHRAN,  p.  1,688;  f.  area,  18  a.;  bldga.  bk. 
ft  frame,  1  ft  2  stor.     F.  dept — 1  str.,  1  hose  car., 

1  f.  pump.;  hose,  cot,  rub.  lineU,  gd..  1,000  ft.; 
inf.,  800  ft;  tot  ho^,  1,300  ft;  f.  al.,  wh.;  tot 
mem.,   6,  pd.   full  time;  undrs.  rating,   third  claaa. 

Watar  Supply — Src,  arteaian  wells;  aya.,  pump 
to  stdp.;  atdp.  cap.,  60,000  gala.:  2  pump,  eng.; 
rea.  cap.,  100,000  gala.;  prea.,  50  Iba. 

COLUMBUS,  p.  20,554;  f.  area,  8  aq.  m.;  mere 
bldga.,  bk..  1  to  4  ator.:  nriv.,  wd..  2  stor.;  wd.  rfa. 
not  perm,  in  f.  area;  fwka.  ft  combt  ord.:  cauaea 
of  f.  inv.  F.  dept — 1  auto.  comb,  c  ft  n.  wag.. 
4  atr.,  1  in  reaerve.  1  c  eng.  on  wis.,  16  c  hano 
ex.,  1  h.  ft  L  trk.,  2  hoae  wag.,  1  in  reaerve,  8 
comb,  c  ft  h.  wag.,  20  hra.;  hose,  cot,  rub.  lined, 
ffd.,  12,000  ft;  inf.,  200  ft;  tot  hoae,  12,200  ft; 
f.  al.,  elec  bell,  81  bx.;  val.  equip.,  $60,000;  vaL 
bldga.,  $50,000;  exp.  dept,  $86,000;  tot  mem.  88, 
pd.  full  time. 

Watar  Supply — Src,  creeka  ft  mountain  apr.,  4 
m.  bua.  cent;  nra.,  grav.,  pump  to  atdp.;  atdp.  cap., 
588,000  gala.;  dim.,  130  x  20;  mat,  atl.;  rea.  cap., 
50.000,000  gala.;  8  pump,  eng.,  cap.  day  4,500.000 
gala.;  maina.  c  L,  80  m..  4  to  12  in.  dia.;  222 
Hyd.;  met,  1,800  ;  1,728  aerv.;  pipe,  galv.  i.;  prea., 
dom.  70  Iba.,  f.  75  Iba.;  cona.  day,  1,000,000  gala.: 
ooat,  $585,000;  coat  mtce.,  $7,000;  wka.  ownea 
by  Co. 

CORDELE,  p.  5,888;  mere  bldga.,  bk.  ft  wd..  2 
stor.;  wd.  rfs.  perm.;  fwka.  ft  combt  ord.;  cauaea 
of  f.  inv.  F.  dept — 1  c  hand  ex.,  1  .h.  ft  L  trk., 
8  hoae  reels;  hoae,  cot.,  rub.  lined,  gd.,  1,600  ft; 
f.  aL,  bell;  val.  equip.,  $2,500;  exp.  d«>t,  $800; 
tot  mem.  24,  pd.  part  time  ft  vol.;  undra.  rating, 
aecond  daaa. 

Watar  Supply — Src,  well,  1,100  ft  bua.  cent; 
aya.,  pump  to  rea.;  rea.  cap.,  79,000  gals.,  loc.  at 
station;  2  pump,  eng.,  cap.  day  700,000  gala.; 
maina,  iron,  4  to  8  in.  dia.;  22  hyd.;  210  aerv.; 
prea.,  dom.  70  Iba.,  f.  110  Iba.;  wks.  owned  by 
city. 

CUTHBERT.  p.  8.210;  f.  area,  1%  m.;  mere 
bldga.,  atn.,  bk.  ft  wd..  1  to  8  ator.;  priv.,  wd..  1  to 

2  ator.;  wd.  rfa.  perm.;  fwka.  ft  combt  ord.;  cauaea 
of  f.  inv.  F.  dept — 1  atr..  2  c  eng.,  1  h.  ft  L 
trk..  1  hoae  wag.,  2  hoae  car.;  hoae.  cot.  rub.  lined, 
ed.,  1,500  ft:  inf..  1.500  ft.;  tot.  hoae,  8,000  ft.; 
f.  al.,  bell;  vaL  equip.,  $4,600;  vaL  bldga.,  $8,000; 
exp.  dept,  $1,200;  toit  mem.,  75  voL;  undra.  rating, 
third  claaa. 

Watar  Supply— ^rc,  well,  H  m.  bua.  cent;  sys., 
pump,  to  stdp.;  stdp.  cap.,  120,000  gals.;  res.  cap., 
120,000  gals.;  8  pump,  eng.,  claaa  dup.,  cap.  day 
1,287,000  ffals.;  nmins,  c.  1.,  9H  m.,  4  to  10 
in.  dia.;  300  met.;  75  hyd.;  400  serv.;  pres.,  dom. 
60  lbs.,  f.  150  lbs.;  cons,  day  200,000  gala.;  coat, 
$60,000;  coat  mtce.,  $850;  wka.  owned  by  city. 

DALTON,  p.  5,324;  f.  area,  H  to  %  m.:  mere, 
bldga.,  bk.,  2  to  4  stor.;  priv.,  atn.,  bk.  ft  wd.,  2  to 
8  ator.;  wd.  rfa.  not  perm,  in  f.  area.  F.  dept. — 
4  c  hand  ex.,  1  h.  ft  1.  trk.,  1  hoae  wag.,  1  hoae 
reeL  4  hra.;  hoae,  cot,  rub.  lined,  gd..  2,000  ft; 
f.  al.,  tower  bell;  val.  equip.,  $2,000;  vaL  bldga.. 
$2,000;  exp.  dept.,  $1,600;  tot  mem.  27,  pd.  full 
time  2,  vol.  26. 

Watar  Supply — Src,  apr.  ft  creek;  aya.,  pump  to 
atdp.;  atdp.  cap.,  125,000  gala.;  rea.  cap.,  11.116,- 
800  gala.;  2  pump,  eng.;  maina,  6  m.,  4  to  10  in. 
dia.;  54  hyd.;  met,  8;  450  aerv.;  prea.,  dom.  60 
Iba.,  f.  80  Iba.;  cona.  day,  90,000  gala.;  coat,  $26,- 
000;  cost  mtce.,  $2,500;  wks.  owned  by  city. 

DARIEN,  p.  1.801;  mere  bldge.  bk.,  1  stor.;  priv., 
wd..  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt 
ord.  F.  dept. — 1  str.,  1  h.  ft  L'tik.,  8  hoae  reela; 
hoae,  cot,  rob.  lined,  gd.,  1,500  ft;  f.  al.,  belL; 
val.  equip.,  $4,500;  exp.  dept,  $400;  tot  mem.  80, 
pd.  full  time  1;  undra.  rating,  fourth  claaa. 
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Water  Supply — Src,  riv.,  ciBtern  A  wells;  ret. 
cap.,  28,000  gala.;  coat,  $4,000;  coat  mtce.,  $400. 

DAWSON,  p.  8,827;  f.  area,  87  a.;  mere  bldga., 
bk.,  1  to  8  ator.;  priv.,  wd.,  2  ator.;  wd.  rfa.  not 
perm.;  fwks.  &;  combt.  ord.;  eausea  of  f.  inv.  F. 
depL — 1  auto.  comb.  e.  A;  h.  wa^.,  1  atr.,  1  hand 
eng.,  2  c.  hand  ex.,  1  h.  Ifc  1.  trk.,  2  hose  wag.,  1 
hoae  reel,  2  hra.;  hose,  cot.,  rub.  lined,  gd.,  8,600 
ft;  f.  al.,  bell  8c  wh.,  7  bx.;  val.  equip.,  $18,250; 
vat  bldga.,  $10,000;  exp.  dept,  $4,600;  tot  mem. 
12,  pd.  full  time  4.  pd.  part  time  8;  undra.  rating, 
thira  class. 

Water  Supply — Src,  well,  %  m.,  bus.  cent ;  sys., 
pump,  to  stdp.;  stdp.  oap.,  76,000  gals.;  res.  cap., 
260,000  jcals.;  8  pump,  eng.,  cap.  day  1,440,000 
gals.;  mains,  iron,  8  m.,  4  to  10  in.  dia.;  GO  hyd.; 
met,  10;  pres.,  dom.  &  f.  66  lbs.;  cost,  $85,000; 
wks.  owned  by  city. 

DECATUR.— Fire  dept— 2,460  ft  gd.  hose,  2 
hose  reels,  nozzles,  coupllngv,  kc;  vol. 

Watar  Supply — ^Src.,  creek,  2%  m,  bus.  cent; 
ays.,  tank,  pump  dir.;  tank  cap.,  80.000  gala.,  20  in. 
inside  dia.  tank;  tower,  126  ft.  nigh;  mat,  stl.; 
res.  cap.,  760,000  gala.;  2  pump,  eng.;  high-aerv. 
pumps,  cap.  day  4,000,000  gala.;  mains,  c.  i.,  2  to 
8  in.  dia.;  77  hyd.;  28  v.;  660  met,  658  serv.; 
pipe,  c.  1;  prea.,  dom.  60  lbs.;  cons,  day  280,000 
gals.;  cost,  $71,000;  cost  mtce.,  $4,800;  wks 
owned   by   city. 

DOUGLAS,  p.  8,650.  F.  dept — 2  hose  reels; 
hose,  600  ft. 

Water  Supply — Src,  well,  >4  m.  bua.  cent;  ays., 
air  lift,  stdp.,  cap.  60,000  gala.;  mat.,  atl.;  rea. 
cap.,  66.000  gals.;  1  pump,  eng.,  claaa,  dup.,  cap. 
day  600.000  gals.;  c  k  wrt.  i.  mains,  8  m.,  %  to 
6  in.  dia.;  22  hyd.;  12  v.;  met,  184;  284  aerv.; 
pres.,  dom.  40  lbs.,  f.  90  lbs.;  cons,  day,  200,000 
gals.;  cost  $88,000;  wks.  owned  by  city. 

DOUQLASVILLE,  p.   1,462;  f.  area,  6  a.;  no  f. 
dept 
Water  Supply — None. 

DUBLIN,  p.  6,795;  f.  area,  1%  sq.  m.,  mere 
bldgs.,  bk.,  1  to  7  stor.;  priv.,  wd.  k  stn.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  k  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 8  c  hand  ex.,  1  comb, 
c  fr  h.  wag.,  1  h.  ft  1.  trk..  2  hose  wag.,  I  hrs.; 
hose,  cot,  nib.  lined,  gd.,  5,000  ft;  f.  al..  telp.. 
Gamewell,  21  bx.,  k  bell;  val.  bldgs..  $10/000; 
exp.  dept-  $6,000;  tot  mem.,  7  full  pd.  men. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp.; 
dim.,  146  X  16;  2  pump,  eng.,  class  comp.,  cap.  day 
1,000,000  gala,  each;  mains,  10  m.,  4  to  8  in.  dia.; 
85  hyd.;  pres.,  dom.  80  lbs.,  f.  210  lbs.;  cost,  $28,- 
000. 

EASTMAN,  p.  2.866.  F.  dept. — 2  reels:  hose, 
cot,  rub.  lined,  gd.,  1,500  ft;  al.,  gun  k  rifle;  tot 
mem.,  26  vol.;  undrs.  rating,  fourth  claaa. 

Water  Supply — Src,  well,  in  bua.  cent;  ays., 
pump  to  res.;  res.  csp.,  12.000  gala.;  pump,  eng., 
cap.  day  72.000  gals.;  maina,  8  in.  dia.;  6  hyd.; 
12  serv.;  cost  $2,500;  cost  mtce.,  $860. 

EAST  POINT,  p.  8,682;  f.  area.  1,000  a.;  mere 
bl4ge-t  bk.  k  wd.,  1  to  2  stor.;  priv.,  wd.,  1  to  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  k  combt 
ord.;  cauaes  of  f.  inv..  F.  dept. — 1  auto.  trk.  equip, 
with  40-gaL  c,  I  h.  ft  L  trk.,  8  c  hand  ex.,  i 
hoae  reels;  hose,  2.100  ft;  f.  al..  wh.  ft  telp.;  val. 
equip.,  $7,500;  tot  mem.  48,  pd.  full  time  6,  88 
vpl.;  undrs.  rating,  aecond  class. 

Water  Supply — Src.  wella,  M  m.  bus.  cent;  stdp. 
cap.,  225,000  gala.;  dim..  110  x  18;  rea.  cap.,  824,- 
000  gala.;  2  pump,  eng.;  combined  cap.  day.  750,- 

000  gala.;  c  i.  mains.  8  m..  4  to  10  in.  dia.;  62 
hyd.;  44  v.;  met.  65;  44  serv.;  pipe,  gal  v.  L;  prea., 
dom.  60  Iba..  f.  150  lbs.;  cons.  day.  70,000  gala.; 
cost,  $50,000;  cost  mtce.,  $2,600;  wks.  owned  by 
city. 

EATONTON,  p.  2,036;  f.  area,  800  a.;  mere, 
bldga.,  bk.,  1  to  2  stor.;  priv..  wd.,  l^k  ator.;  wd. 
rfa.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  cauaea 
of  f.  Inv.  F.  dept. — rl  h.  ft  1.  trk.;  hos6,  cot.  rub. 
lined,  gd.,  1,800  ft;  f.  aL,  bell;  tot  mem.,  40  vol. 
:  Water  Supply — Src,  creek,  %  m.  bus.  cent;  sys.. 
piimp  to  stdp.:  stdp.  cap.,  100,000  gals.;  dim., 
120  X  10  Tea.  cap.,  .'SOO.OOO  gale.;  2  pump,  en^;., 
oap.  day  1,500,000  gals.;  5V^  m.  mains;  57  hyd.; 
27  v.;  182  met.;  190  €erv.;  pipe,  galv.  i.;  pres., 
dovn.  45  lbs.,  f.  100  to  120  lbs.;  cost.  $30,000; 
cost  mtce.,  $3,600;  wks.  owned  by  city. 

EDISON,  p.   1,000;  f.  area,  880  a.     F.  dept. — 

1  hand    hoae    reel,    1    c.    eng.,    42    c    hand    ex.. 


600  ft.  hose;  val.  equip.,  $700;  vaL  bldga..  $40;  exp. 
dept,  $86;  tot.  mem.  12,  pd.  $1  per  call;  midrB. 
rating,  third  claaa. 

Water  Supply — Src.  artesian  well,  1  m.  bta. 
cent;  ays.,  pump,  to  atdp.;  1  pump,  eng.,  cap.  mln. 
760  gala.;  maina.  7,000  ft;  24  hyd.;  100  icn.: 
prea.,  dom.  46  Iba..  f.  126  Iba.;  coat,  $28,000;  cost 
mtce.,  $2,280;  wks.  owned  by  city. 

ELBERTON,  p.  6,488.  F.  dept— 1  h.  ft  L  tik..  1 
hose  car.,  1  hra.,  1  hoae  wag.;  hoae,  2,000  ft;  tot 
mem.  12,  pd.  part  time  1. 

Water  Supply — Src,  creek;  ays.,  pmnp  to  res.  ft 
stdp.;  rea.  cap.,  760,000  gala.;  stdp.  cap.,  100.000 
gala.;  2  pumpe,  cap.  day  760,000  gala.;  e-in.  maias. 
6\  m.;  64  hyd.;  dir.  prea.,  126  ibsL 

riTZGERALD,  p.  6,706.  F.  dept — 1  comb.  wag. 
equip,  with  100-gal.  c  tank,  100  ft  c  hose.  2  c. 
eng..  1  hose  wag.,  4  hrs.;  hose,  cot,  rub.  lined,  gd,, 
1,760  ft,  in  reserve  1,000  ft;  f.  aL,  elec  bell;  tet 
mem.  9.  pd.  men  4,  vol.  6. 

Water  Supply — Src,  wella;  aya.,  pump  to  stdp.; 
atdp.  cap.,  100.000  gala.;  dim..  100  x  12%;  mat., 
atl.;  rea.  cap.,  160,000  gala.;  maina,  11%  m.,  4  to 
10  in.  dia.;  89  hyd.;  prea.,  f.  100  lbs. 

FORSYTH,  p.  2,208.  F.  dept — 1  h.  ft  L  trk.,  2 
hoae  reels;  hose,  cot,  rub.  lined,  gd..  500  ft*  f.  sL, 
bell;  tot  mem.,  14  vol. 

Water  Supply — Src,  apr.  branch,  H  m.  boa.  cent; 
aya.,  pump  to  atdp.;  atdp.  cap.,  180,000  gals.;  1 
pump.  eng.,.  claaa  comp.  dup.,  cap.  day  500,000 
gala.;  mama,  c.  L,  8  m..  4  to  8  in.  dia.;  26  M.; 
prea.,  dom.  60  Iba.,  f.  150  Iba.;  coat,  $18,000. 

FORT  GAINES,  p.  1,820;  f.  area,  1  m.;  mere 
bldgs.,  bk.,  1  to  8  ator.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfa.  perm.;  fwka.  ord.;  causes  of  f.  inv.     F.  dept. — 

1  h.  ft  L  wag.,  1  c  eng.,  2  hoee  wag.;  hoee.  cot, 
rub.  lined,  gd.,  1,000  ft;  f.  aL,  bell;  voL;  undn. 
rating,  second  class. 

Water  Supply — Src,  arteaian  well;  ays.,  pump  to 
res.  ft  dir.;  res.  cap..  100,000  gala.;  mat,  cem.  A 
bk.;  2  pump,  eng.,  cap.  day  1,440,000  gala.;  mtim. 

2  m..  6  to  8  in.  dia.;  9  hyd.;  prea.,  dom.  65  lbs.. 
f.  76  lbs.;  cost,  $20,000;  cost  mtce.,  $600;  wka 
owned  by  dty. 

FORT  VALLEY,  p.  2,697;  f.  are*,  5  a.;  mer& 
bldgs.,  bk.,  1  to  4  ator.;  priv.,  wd.,  1  stor.;  vd. 
rfs.  not  perm,  in  f.  area;  fwlos.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept. — 12  c  hand  ex.,  2  hose  csrti; 
hose,  1,000  ft;  f.  aL,  bell;  vaL  equip.,  $1,000; 
tot.  mem.,  26  vol. 

Water  Supply — Src,  apr.,  8  m.  bua.  cent;  sys.. 
pump  to  stdp.;  stdp.  cap.,  60,000  gala.;  dlBL,  17  i 
25  ft.;  mat,  stl.;  2  pump,  eng.,  claaa  comp.  dup., 
cap.  day  864,000  gala.;  maina,  c  i.,  4  m.,  4  to  10 
in.  dia.;  26  hyd.;  met,  160;  176  aerv.;  pipe.  gah. 
i.;  prea.,  dom.  40  Iba.,  f.  70  Ibe.;  cona.  day,  80,000 
gala.;  cost  $25,000;  cost  mtce.,  $1,600:  wLa 
owned  by  city. 

GAINESVILLE,  p.  6,926;  f.  area,  2.660  a.;  mere, 
bldga.,  bk.,  1  to  4'  ator.;  priv.,  wd.,  2  ator.;  wd.  rfk. 
not  perm.;  fwks.  ft  combt  ord.;  cauaea  of  f.  in*. 
F.  dept. — 1  str.,  2  hose  wag.,  4  hra.;  hoae,  cot. 
rub.  lined,  gd.,  4,000  ft;  inf.,  800  ft.;  tot.  bo<f, 
4,300  ft.;  f.  al.,  bell;  vaL  equip..  $5,780:  val. 
bldgs.,  $16,000;  exp.  dept,  $2,280;  tot  mem.  S. 
pd.  full  time  4,  vol.  4;  undrs.  rating,  second  dast. 

Water  Supply — Src,  apr.,  8  m.  bua.  cent,;  gyi-. 
pump  to  atdp.  or  dir.  to  maina;  atdp.  cap.,  200.000 
gala.;  mat,  iron;  2  pump.  eng..  claaa  trip,  ft  el«c.> 
cap.  day  2,880.000  gala.;  maina,  c  L.  22  m..  4  u 
12  in.  dia.;  153  hyd.:  70  v.;  met.  487;  980  sen-: 
pipe,  galv.  i.;  pres.,  dom.  60  lbs.,  f.  90  lbs.;  coss. 
day,  900,000  gala.;  cost,  $42,000;  cost  mm-. 
$2,100;  wks.  owned  by  city. 

GREENSBORO,  p.  2,120;  f.  area,  10  a.:  m«it. 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  not  perm.;  no  fwks.  ft  «>mbt  ord.  F. 
dept. — 1  h.  ft  1.  trk.,  1  aer.  trk.,  2  boae  wag.,  i 
hoae  car.;  hose,  cot.  rub.  lined,  gd.,  1.750  ft.:  f 
al.,  bell;  vaL  equip.,  $1,500;  val.  bldga..  $1,000: 
exp.  dept,  $1,000;  tot  mem.,  24  vol. 

Water  Supply — Src,  creek,  %  m.  bus.  ceat: 
sys.,    pump    to   rea.   ft   stdp.;   atdp.    cap.,   102.000 


gals.;  dim.,  12  x  120;  mat,  stL;  rea.  csp..  HO.- 
000  gala.;  loc  on  hill  near  atation;  8  pomp,  of' 
cap.  day  600,000  gala.;  maina,  c  i.,  7  m.,  4  to  10 
in.  dia.;  82  hyd.;  dom.  prea.,  60  Iba..  f.  120  Iba: 
cons,  day,  90,000  gals.;  cost,  $21,000:  cost  mtce. 
$1,200;  wks.  owned  by  city. 

GRIFFIN,  p.  7.478;  f.  area,  100  a.;  mert^bMf^ 
bk.  ft  stn.,   2   stor.;   wd.  rfs.   not  perm.;  two.  • 
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oombL  prd.  F.  dept. — 2  str.,  1  c.  eng.,  2  c.  lund 
ex.,  comb.  h.  A;  1.  c  enir.  k  hose  cart,  8  boee  car., 
4  bn.;  hose,  cot.,  rub.  lined,  gd.,  8.000  ft.;  rub., 
gd.,  600  ft.;  tot.  hose,  8.600  ft.;  f.  al.,  OaineweU, 
16  bx.;  val.  equip.,  $20,000;  val.  bidga.,  $8,600; 
tot.  mem.  67,  pd.  full  time  7,  vol.  6Q;  undra.  rat- 
ing, second  elaaa. 

Water  Supply — Src,  epr.,  1  m.  bus.  cent.;  ays., 
pump  to  stdp.  k  dir.;  stdp.  cap.,  276,000  gals.; 
res.  cap.,  860,000  gals.;  2  pump,  eng.,  clasa  comp., 
cap.  day  2.000.000  gals.;  mains,  16  m.,  4  to  16 
in.  dia.;  120  byd.;  met.,  200;  260  senr.;  pres., 
dom.  60  lbs.,  f.  126  to  160  lbs.;  cost,  $147,000; 
coat  mtce.,  $8,000;  wks.  owned  by  city. 

HAWKINSVILLE,  p.  8,420;  f.  area,  640  a.;  mere 
bldgs.,  bk.,  1  Ie  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
not  perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  sir.,  1  c.  eng.,  1  h.  ft  1.  trk.,  8  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  1,860  ft.;  rub., 
400  ft;  inf.,  1,060  ft;  tot  hose,  8,000  ft;  f.  al., 
gong  ft  wh.;  val.  equip.,  $8,000;  val.  bldgs.. 
$8,600;  exp.  dept,  $1,600;  tot.  mem.  26,  pd.  full 
time  1,  pd.  part  time  8,  vol.  21;  undrs.  rating, 
third  class. 

Watar  Supply — Src,  wells^  in  bus.  cent.;  sys., 
pump  to  stdp.;  rea.  cap.,  86,000  gals.:  2  pump, 
eiig. ;  cap.  day,  750,000  gals.;  mains,  6  m.,  4  to  10 
in.  dia.;  56  hyil.;  20  v.;  810  met.;  288  serv.; 
pres.,  dom.  65  lbs.;  f.  100  lbs.;  cons,  day,  150,000 
gals.;  cost.  $20,000;  wks.  owned  by  city. 

JACKSON,  p.  1,862;  f.  .area,  3  blocks;  mere. 
bldsTB..  bk.  ft  wd.,  1  stor.;  wd.  rfs.  perm.;  fwks. 
ft  combt  ord.  F.  dept. — 10  e.  hand  ex.,  1  h.  ft 
1.  trk.,  1  hrs.;  f.  aL,  bell  ft  telp.;  val.  equip., 
$1,200;  val.  bldgs.,  $600;  exp.  dept,  $600;  tot. 
mem.  20,  pd.  full  time  1,  vol.  19. 

Water  Supply  —  Running  strm.,  100,000  gals, 
min.   cap.;  pres.,  f.  146  lbs. 

LA  FAYETTE,  p.  1,600;  mere,  bldgs.,  bk.  ft  wd., 
1  to  8  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  perm, 
in  f.  area;  fwka.  ft  combt  ord.;  causes  off.  inv. 
F.  dept. — 1  hose  car.;  hose,  cot.,  rub.  lined,  gd., 
1.500  ft;  f.  al.,  wb.;  val.  equip.,  $1,700;  tot 
mem.,  18  vol. 

LA  GRANGE,  p.  6,687;  f.  area,  700  a.;  mere, 
bldgs..  stn.  ft  bk.,  1  to  8  stor.;  priv.,  wd.;  wd.  rfs. 
not  perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept — 1  hose  wag.,  2  hrs.,  4  c.  ft  b.  wag.;  hose, 
cot.,   rub.  lined,  2,000  ft 

Water  Supply — Src.,  creek,  1^  m.  bus.  cent; 
*y^,  pomp  to  stdp.  ft  dir.;  stdp.  cap.,  182,000 
gals.;  dim.,  16  x  100;  mat,  stl.;  res.  cap.,  8,000,- 

000  gals.;  loc.  near  pump,  station;   2  pump,  eng., 
class   dup.,  cap.  day   1,000,000  gals.;  mains,  cem. 
ft  stl.,  7   m.,  4  to  8  in.  dia.;   110  hyd.;  1,120  v.;  . 
met.,  800;  476  serv.;  pres.,  dom.  60  lbs.,  f.  60  lbs.; 
cons,  day,  300,000  gala.;  wks.  owned  by  Co. 

.  LINDALE,  p.  6,000;  f.  area,  700  a.;  mere,  bldgs., 
bk.  &  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ft  combt  ord.:  causes  of 
f.  inv.  T.  dept — 2  stm.  pumps,  2  c.  nand  ex.,  1 
h  A  I.  trk.,  3  hose  wag.;  hose,  cot.,  rub.  lined,  gd., 
4,500  ft;  inf..  1.000  ft;  tot  hose,  6,600  ft;  f.  al.. 
bell;  tot  mem.,  23  vol.  . 

Water  Supply — Src,  spr.,  %  m.  bus.  cent.;  svs., 
pump  to  res.  ft  mains;  res.  cap.,  2,000,000  gals.; 
ioc.  on  hill  back  of  town;  2  pump,  eng.,  class  trip.; 
mains,  c  1.,  12  m.,  12  x  8  in.  dia.;  62  hyd.;  16  v.; 
pres.,  dom.  106  lbs.,  f.  106  lbs.;  cost,  $36,000; 
cost  mtce.,  $200;  wks.  owned  by  Massachusetts 
Mill    Co. 

LOUISVILLE,  p.  1,030;  mere,  bldgs..  bk.  ft  wd., 

1  4c  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 2  hose  reels,  hose,  cot.,  rub.  lined. 
gd.,  1,000  It:  rub.,  gd.,  1,000  ft;  tot  hose,  2,000 
ft.;  f.  al.,  bell;  val  equip.,  $1,000;  tot  mem.,  10 
vol. ;     undrs.    rating,    tliird    class. 

Water  Supply — Src,  well,  %  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  35,000  gals.;  2  pumps, 
cap.  day  35,000  gals.;  50  hyd.;  75  met;  122  v.; 
220  serv.*  mains,  3  m.,  4  to  8  in.  dia.;  pres.,  dom. 
40  lbs.,  f.  76  lbs.;  cons.  day.  20,000  gals.;  cost, 
$30,000;  wks.  owned  by  city. 

LUMPKIN,  P.  1,140;  mere  bldgs.,  bk.     F.  dept. 
— I   h.  ft  1.  trk.,  4  hose  car.;  hose,  cot,  rub.  lined, 

fd.,    1,600  ft;  f.  al.,  bell;  tot.  mem.,  36  vol.,  pd. 
1    each  for  every  f.  attended. 
Water  Supply — Src,  res.;  sys.,  pump;  res.  cap., 
S5.000  gals.;  1  pump,  eng.,  cap.  day  200,000  gals. 


MACON,  p.  40,666;  mere  bldgs.,  stn.  ft  bk.,  1 
to  7  stor.;  priv..  bk.  ft  wd..  1  ft  2  stor.;  wd.  rfs. 
not  perm.;  no  fwka.  ord.;  causes  of  f.  iiiv.  F. 
dept. — 6  auto.  comb,  pump  ft  hose  wag..  2  auto, 
comb,  c  ft  h.  wag.,  2  auto.  comb.  h.  ft  I.  trk..  1 
chief's  auto.,  6  str.  in  reserve,  1  c  eng.,  18  c  hand 
ex.,  1  h.  ft  1.  trk..  1  aer.  trk.,  1  hose  wag.;  hose, 
cot.  rub.  lined,  gd.,  18.600  ft;  c,  1,250  ft;  tot 
hose,  14,760  ft;  f.  aL,  Oamewell,  84  bx.;  val. 
equip.,  $100,000;  val.  bldgs.,  $40,000;  exp.  dept, 
$66,420;  tot  mem.  72,  pd.  full  time. 

Watar  Supply — Src,  riv.,  8  m.  bus.  cent;  sys., 
pump  to  res.  ft  stdp.;  stdp.  cap.,  .875,000  gals.; 
dim.,  66  x  60;  loc.  at  Vineville;  mat.  stl.;  res. 
cap.,  2,600,000  gals.;  loc  at  Second  ft  Boundary 
sts.;  6  pump,  eng.,  cross^comp.  ft  trip.,  cap.  day 
28,600,000  gala.;  mains,  c  i.,  115.83  m.,  4  to  20 
in.  dia.;  471  hyd.;  664  v.;  met,  2,188;  6.278 
serv.;  pipe,  galv.  L;  pres.,  dom.  60  lbs.;  cons,  day, 
4,800,000  gals.;  wks.  owned  by  city. 

McRAE,  p.  1,160;  f.  area,  40  a.;  mere  bldgs., 
stiu,  bk.  ft  wd.;  wd.  rfs.  perm.  F.  dept — 1  trk., 
2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,400  ft; 
f.  al.,  bell  ft  wh.;  vaL  equip.,  $2,000;  val.  bldgs., 
$1,000;  tot  mem.,  16  vol. 

Water  Supply — Src,  well;  sys.,  punip  to  stdp.  ft 
dir.;  stdp.  cap.,  86.000  gals.;  dim..  10  x  15;  mat., 
stl.;  res.  cap.,  20,000  gals.;  8  pump,  eng.,  class 
dup.,  cap.  day  432,000  gals.;  mains,  c.  i.,  3  m^^ 
4  to  T2  in.  dia.;  24  hyd.;  12  v.;  125  serv.;  86 
met;  pipe,  galv.  i.;  pres.,  dom.  60  lbs.,  f.  100 
lbs.;  cons,  day,  80,000  gals.;  cost,  $18,000;  cost 
mtce..   $500;   wks.  owned  by  city. 

MADISON,  p.  2.412;  f.  area,  1,000  yds.;  mere 
bldgs.,  wd..  2  stor.;  priv.,  wd..  2  stor.;  wd.  rfs. 
not  perm.;  fwks.  ft  combt  ord.  F.  dept — 4  hand 
hoae  reela,  1  h.  ft  1.  trk..  ladders,  hooks,  poles  ft 
buckets,  2,000  ft.  cot.,  rub.  lined  hose;  f.  al,  bell; 
tot.  mem.,  28  voL 

Water  Supply — Branch,  2  m.  out  Water  is 
pumped  in  with  turbine  pump. 

MARIETTA,  p.  6,940;  f.  area,  15  a.;  mere  bldgs;, 
stn.  ft  bk.,  1  to  3  stor.;  wd.  rfs,  not  perm.  F. 
dept— 1  str^,  X  hand  eng.,  2  c  band  ex.,  1  h.  ft 
I.  trk..  4  hose  car.,  2  hrs.,  1  c  eng.;  hose,  cot, 
rub.  lined,  gd.,  1.600  ft.:  inf..  600  ft;  tot  hose, 
2,000  ft;  f  aL,  bell  ft  telp.;  vaL  equip.,  $16,000; 
exp.  dept,  $1,014;  tot.  mem.,  101  vol.  ft  1  pd. 
man. 

Water  Supply--Src,  well,  %  tn.  bus.  cpnt; 
8ys.,  pump  to  stdp.;  stdp.  cap.,  471,240  graR;  dim., 
40  X  50;  loc  %  m.  city;  mat,  »tl.;  rea.  cap., 
240,000  gals.;  1  pump,  eng.,  clao  conip.  dup., 
cap.  day  1,000,000  gals.;,  maints,  c.  i.,  22  m..  2  to 
14  in.  dia.;  118.  hyd.;  140  v.;  l,;i.-|0  sen.;  95 
met;  prea.,  dom.  65.  lbs.,  f.  125  lbs.;  eons.  day. 
2^0.400  gals.;  wks.  owneil  by  city. 

u,?*'*-h^'^®^**-LE.  p.  4,386;  f.  area.  30  a.;  mere 
bldgs.,  bk.,  2  ft  3  stor.;  priv.,  wd.,  2  ft  3  stor.j  wd. 
rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  of  f. 
not  inv.  F.  dept. — 1  str..  2  c  hand  ex.,  1  h.  ft  1. 
trk..  4  hose  reels;  hose,  rub.,  gd..  1,500  ft;  f.  al.. 
bell;  val.  equip.,  $8,000;  val.  bldgs.,  $2,000;  exp. 
dept..  $760;  tol.  mem.  80,  pd.  part  time  ft  vol.; 
uiidra.  rating,  second  class. 

Water  Supply — Src,  creek,  2%  m.  bus.  cent.: 
sys.,  pump,  to  stdp.;.  mat,  iron;  2  pump,  eng.;  76 
hyd.;  met,  183;  345  serv.;  pres.,  f.  70  lbs.;  wks. 
owned  by  Co. 

MILLEN,  p.  2,030.  F.  dept. — 1  hose  reel,  2 
hrs.;  hose.  1,000  ft 

Water  Supply — Src,  well;  stdp.  cap.,  65,000 
gals. 

MONROE,  p.  3,029;  val.  equip.,  $3,000;  val. 
bldgs.,  $6,000;  tot  mem.,  25. 

Watar  Supply — Src,  creek  1%  m.  bus.  cent.; 
iys.,  pump  to  stdp.;  stdp.  cap.,  150,000  gals.;  dim. 
16  X  110;  res.  cap.,  1,000,000  gals.;  2  pump.  eng. 
class,  comp.;  cap.  day,  700,000  gals.;  mains,  c  i., 
6  m..  6  to  10  in.  dia.;  45  hyd.;  275  met;  275 
serv.:  pres.,  dom.  60  lbs.;  f.  120  lbs.;  cons,  day, 
80,000  gals.;  cost  $35,000;  cost  mtce,  $3,000; 
wks.  owned  by  city. 

MONTEZUMA,  p.   1,680.     F.  dept.— 1  str..   1   h. 

T  }lJ^!^-*  ^  **°"«  *^*^^»  2  hose  reels,  2  hrs.;  hose. 
1,600  ft;  tot  mem.  26,  pd.  part  time  ft  vol. 
.,)fi?**''  Supply— Src,  6  artesian  wells;  res.  cap., 
210,000  gals.;  40  hyd.;  pres.,  60  lbs. 

MONTICELLO,  p.  1,608.  F.  dept.— Vol.;  hose, 
reels,  ftc 
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WaUr  Supply — ^Wkg.  owned  by  dty. 

MOULTRIE,  p.  8.849.  F.  dept. — 1  hose  reel,  1 
hose  wag.;  hoae,  cot.,  rub.  lined,  gd.,  8,500  ft.;  1 
al..  bell;  tot.  mem.  17,  pd.  full  time  7,  toI.  10. 

Water  Supply — Src,  wells:  sys.,  pump  dir.  to 
mains;  atdp.  cap.,  150,000  gals.;  res.  cap.,  225,000 
gals.;  2  pump,  eng.,  class  oup.,  cap.  day  2.000,000 
gals.;  mains,  c.  i.,  8  m.,  4  to  10  m.  dia.;  75  hyd.; 
12  v.;  met,  425;500  serv.;  pipe,  galv.  L;  pres., 
dom.  85  lbs.,  f.  100  lbs.;  cons,  day,  175,000  gals.; 
wks.  owned  by  dty. 

NEWNAN,  p.  5,648;  f.  area,  640  a.;  mere,  bldn., 
bk.  k  atn.,  1  ft  2  stor.;  wd.  rfs.  not  perm.;  fwks. 
ft  Gombt.  Old.  F.  depi. — 1  auto.  comb.  c.  ft  h. 
wag.,  1  hose  wag.,  8  hrs.;  hose,  cot.,  rub.  lined, 
gd.,  2,500  ft.;  f.  al.,  Oamewell,  14  bz.,  ft  telp.; 
lot.  mem.  41,  4  pd.  full  time. 

Water  8upply---Src.,  spr.,  1^  m.  but.  cent;  sys., 
gray.;  atdp.  cap.,  800,000  nls.;  dim.,  20  z  120; 
mat,  stl.;  rea.  cap.,  1,000,000  gals.;  loc.  1)&  m. 
dty;  2  pump.  eng..  dass  comp.,  cap.  day  750,000 
gals.;  1  hor.  turbine  pump,  1,000,000  gala.  cap. 
day;  maina,  e.  i.,  11  m.,  4  to  10  in.  dia.;  70  hyd.; 
75  ▼.;  met.,  482;  490  serv.;  pipe,  gaW.  i.;  pres., 
dom.  45  lbs.,  f.  80  lbs.;  cons,  day,  800,000  gals.; 
cost,  $50,000;  cost  mtce.,  $4,500;  wks.  owned  by 
city. 

OCIiXA,  p.  2,017:  1  area,  200  a.;  mere,  bldgs., 
bk.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept — 4  c.  hand  ex.,  1  h.  ft  1.  trk., 
8  hose  reels;  f.  al,  beU  ft  wh.;  val.  equip.,  $8,000; 
vaL  bldgs.,  $8,500;  ezp.  dept,  $150;  tot  mem., 
8  vol. 

Water  Supply — Src,  1  well,  cap.  150,000  gals.; 
1  devated  tk.,  20  z  25,  cap.  60,000  gala.;  sys., 
gray.;  res.  cap.,  52,600  gals.;  1  pump,  cap.  500,000 
gals,  day;  prea.,  110  lbs.;  12,060  ft.  mains,  6  to  10 
m.  dia.;  20  hyd 

PELHAM,  p.  1.880;  f.  area.  60  a.  F.  dent— 
4  c.  hand  ex.,  1  h.  ft  1.  trk.,  3  hose  reels;  nose, 
oot,  rub.  lined,  gd.,  1,500  ft;  inf.,  1,000  ft; 
tot  hoee,  2,500  ft.;  f.  al.,  bell  ft  wh.;  val.  eouip., 
$750;   val.   bldgs.,   $2,000;   tot   mem..   85   vol. 

Water  Supply — Src,  weU;  lys.,  air  lift;  2  pumps, 
cap.  day  1,000,000  gals.;  27  hyd.;  8  v.;  8  serv.; 
eost.  $60,000;  wks.  owned  by  dty. 

FERRY,  p.  650;  f.  area,  1  sq.  m.  F.  dept. — 2 
hose  wag.,  1,000  ft  hose;  val.  equip.,  $1,000;  val. 
bldgs.,  $50;  ezp.  dept,  $80;  tot  mem.,  12  vol. 

Water  Supply — Src,  tireek;  aya.,  panp.;  2  inmip. 
eng.,  cap.  day  800,000  gals.;  25  hyd.;  pres.,  f.  120 
lbs.;  cost,  $16,000;  wks.  owned  by  dty. 

•OfuiTMAN,  p.  S,0>16;  f.  area,  800  a.;  mere,  bldgs, 
bk.,  1  to  8  stor.;  priv.,  wd.,  1  to  8  stor.;  wd.  ns. 
not  perm,  in  f.  area;  fwks.  ft  combt.  oru.;  cau^ts 
of  f.  inv.  F.  dept — 1  str.,  1  h.  ft  1.  trk.,  1  c.  eng., 
4  c.  hand  ex.,  1  comb.  c.  ft  hose  wag.,  1  hose 
wag.;  hose,  cot,  rub.  lined,  gd.,  8,000  ft.;  f.  al., 
Oamewell,  12  bx.;  vaL  equip.,  $14,500;  val.  bld^s., 
$15,000;  exp.  dept.,  $200;  tot.  mem.  10,  pd.  full 
time  8,  vol.  16. 

Water  Supply — Src.  wells,  %  m.  bus.  cent; 
sys.,  pump  dir.  to  mains;  res.  cap.,  100.000  gals.; 
loc.  10  ft  pumps;  2  pump,  eng.,  cap.  day  1,080,- 
000  gals.;  mains,  10  m.,  4,  6  ft  8  in.  dia.;  50 
hyd.;  40  v.;  400  met;  450  eerv,;  pipe,  galv.  i.; 
pres.,  dom.  00  lbs.,  f.  80  lbs.;  coat,  $25,0U0;  coiit 
mtce.,  $200;  wks.  owned  by  city. 

RICHUVND,  p.  1,250;  vol.  dept,  2  hose  reels, 
1,000  ft  hose;  al.,  firearms;  1  h.  ft  L  trk.,  8  oomb. 
wag.;  tot  mem.,  8  pd. 

Water  Supply — Src,  tank,  60,000  gals.;  aya., 
pump  to  res.:  atdp.  00  ft.  hirii;  res.  cap.,  46,000 
gala.;  prea.,  dom.  60  Ibe.,  f.  126  lbs.;  2  m.  mains; 
26  hyd. 

ROME,  p.  12,099;  mere,  bldgs.,  bk.,  1  to  6  stor.;  ' 
priv.,  wd.,  2  stor.;  wd,  rfs.  not  perm.;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept — 1  chiefs 
auto.,  2  auto.  comb.  c.  ft  h.  wag.,  8  hose  wag.,  1  in 
reserve,  800  ladders,  14  hand  ex.,  1  aer.  trk.,  8  hra.; 
hoee,  cot,  rub.  lined,  gd.,  9,160  ft.;  inf.,  850  ft; 
tot  hoee.  9,500  ft.;  f.  aL,  Oamewell,  47  bz.;  val. 
equip.,  $86,140;  vaL  bldgs.,  $26,000;  ezp.  dept, 
$16,000;  96  men. 

Weter  Supply— Src,  rir..  1  m.  bue.  cent;  ays., 
pump  to  res.  ft  dir.  to  mains;  stdp.  cep.,  180,000 
gals.;  dim.,  <80  x  20  ft;  mat  stl.;  res.  cap.,  8.000,- 
000  gals.;  loc.  I  m.  bus.  cent:  2  pump,  eng.,  class 
comp.,  cap.  day  2,000,000  gals.;  mains,  c.  i.,  2^ 
m,,  4  to  16  in.  dia.;  188  hyd.;  127  v.;  met,  460; 


1,600  serv.;  pipe,  wrt  i.;  pres.,  dom.  90  lbs.,  f. 
90  lbs.;  cons.  diEor  1,800,000  gale.;  cost,  $275,000; 
cost  mice.,  $16,000;  wks.  owned  \iy  dty. 

SANDERSVILLE,  p.  2,641.  F.  dept— 1  h.  k  I 
trk.,  8  hose  carta,  1,500  ft  hose;  aL,  bell  ft  telp.; 
88  men,  vol. 

Water  Supply — Src,  welle;  sys.,  pump  to  ks.; 
res.  cap.,  100,000  gale.;  stdp.  cap.,  76,140  cals.; 
2  pumpa.  10-in.  pipe;  61  hyd. 

SAVANNAH,  p.  65,064;  f.  area,  6%  sq.  bl;  mcrt. 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  10  stor.;  priv.,  bk., 
stn.  ft  wd.,  2  to  8  stor.;  wd.  rfs.  not  perm,  in  f. 
area;  fwks,  ft  combt  ord.;  causes  of  L  inv.  F. 
dept — 7  str.,  8  in  reserve,  2  chiefs  auto.,  1  diiefi 
wag.,  1  auto,  c  eng.,  1  c  eng.  in  reeenrc,  4  comb, 
c.  ft  h.  wag.,  80  c  hand  ex.,  2  aer.  trk.,  8  comb.  h. 
ft  L  trk.,  4  hose  wag.,  1  hoee  reel,  4  fuel  wag.,  II 
hre^,  1  in  reeerve;  hoee,  oot,  rub.  lined,  gd.,  17,SSt 
ft;  f.  aL,  Oamewell.  106  bz.;  ezp.  d^pt,  $116,700; 
tot  mem.  100,  pd.  full  time 

Water  Supply — Src,  wells;  aye.,  pump  to  rea.,  to 
stdp.  or  dir.;  4  pump,  eng.,  daae  borisontal  eomp. 
croea-comp.,  cap.  day  21,000,000  gale.;  mains,  77 
m.,  4  to  42  in.  dia.;  702  hyd.;  460  v.:  met,  197; 
9,000  aerv.;  pipe,  lead  ft  iron;  prea.,  46  Ibe.;  oona. 
day,  9,800,000  gals.;  eost,  $1,600,000;  cost  mtce, 
$66,000;  wks.  owned  by  dty. 

SHELLMAN,  p.  986.    No  t  dept 
Water  Supply — Src,  wells;  ays.,  pomp  to  stdp.; 
stdp.  cap.,  80,000  gals.;  8  hyd. 

SPARKS,  p.  842.  F.  dept— 1  h.  ft  L  ttk.,  1  e. 
eng. 

Water  Supply — None. 

SPARTA,  p.  2.500;  f.  area,  2  sq.  m.  F.  dept— 
2  hose  reels,  1  h.  ft  L  trk.;  hoee,  cot,  nib.  lioc^ 
gd.,  2.500  ft;  f.  aL,  bell;  vaL  equip.,  $3,500; 
tot.  mem..  85  voL;  undrs.  rating,  third  class. 

Water  Supply— ^rc,  wells,  1  m.  bus.  cent;  sys., 
dir.  pres.;  4  pump,  eng.,  csip.  day,  1,500,000  gds.; 
mains,  5  m.;  88  hyd.;  18  v.;  prea.,  dom.  65  lbs., 
f.  150  Ibe.;  cost,  $50,000;  cost  mtce.,  $1,200;  vka. 
owned  by  dty. 

STATESBORO,  p.  2,529;  mere  Udgs.,  bk.,  1  to 
8  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  perm,  is 
f.  area:  fwks.  ft  combt.  ord.;  causes  of  f.  inf. 
F.  dept — 2  c  hand  ex.,  1  h.  ft  1.  trk.,  8  hose  reels; 
hose,  cot,  rob.  lined,  gd.,  1,800  ft;  f.  al..  «h.; 
val.  equip.,  $3,000;  ezp.  dept,  $600;  tot  aiem.. 
25  vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  res.; 
res.  cap.,  70,000  gale.;  1  etdp.,  S6  z  20:  S  pumps, 
csp.  day  600,000  gals.;  pres.,  dom.  45  lbs.;  f.  100 
lbs.;  mains,  4  to  8  in.  dia.;  88  hyd;  cons,  dv 
100,000  gals.;  wks.  owned  by  dty. 

SYLVAN lA,  p.  1,400.  F.  dept— 1  hose  reel 
lioee;  voL 

SYLVESTER,  p.  1,400;  f.  area.  26  a.  F.  dept.— 
8  hand  carta,  1  ladder  ft  wag.,  1,600  ft  hoee;  vaL 
equip.,  $800;  val.  bidge.,  $26;  tot  mem.,  8  vd. 

Water  Supply — Src,  welle,  1  m.  bna.  ecnt;  sfa*. 
dir.  prea.;  1  pump,  eng.,  cap.  day  60,000  nls.; 
mains,  8  m.;  80  hyd.;  80  v.;  80  serv.;  cost,  $20.- 
000;  wks.  owned  by  dty. 

TALLAPOOSA,  p.  2,117:  f.  area.  820  a.;  mere, 
bldgs.,  bk.,  1  ft  2  stor.;  pnv.,  wd.,  2  etor.;  wd,  rfs. 
not  perm.;  fwks.  ft  combt  ord.;  caueee  of  f.  inv. 
F.  dept. — 2  h.  ft  L  trk.,  2  hoee  reels;  boee,  oot. 
rub.  lined,  gd..  1,500  ft.;  inf.,  600  ft;  tot  bosr. 
2,000  ft.;  f.  at,  elec,  24  bz.;  vaL  equip.,  $2,500; 
vaL  bidn,  $600;  ezp.  dept,  $700;  tot  mcaiu  24 
vol.;  undrs.  rating,  third  dasa. 

Water  Supply — Src,  brooka;  aye.,  pump  to  res.  * 
stdp.;  stdp.  cap.,  181,000  giJs.;  aim.,  100  z  15; 
res.  cap.,  8,000,000  gals.;  8  pump^  eng.,  daee  ^o^fr^ 
cap.  day  2,000,000  gals.;  mains,  6H  ">••  ^  ^<>  ^* 
in.  dia.;  54  hyd.;  28  v.;  met,  1;  178  serv.;  pces^ 
f.  40  lbs.;  cons,  day,  400,000  sals.;  eost  $50,006; 
cost,  mtce.,  $2,850;  wke.  owned  by  H.  ▲.  Orecnc 

THOMASTON,  p.  1,645;  f.  area,  15  a.:  mtrt 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  bk.  ft  wd.«  1  ^- 
«tor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt,  en.; 
causcR  of  f.  inv.  F.  uept — 1  comb,  c  ft  h,  w-ag^ 
2  c.  hand  ex.,  1  h.  ft  1.  trk..  8  hoee  feels:  hoat. 
cot.  rub.  lined,  gd.,  1,500  ft;  f.  aL,  beU:  vaL 
equip.,  $2,800;  val,  bldgs..  $1,000;  tot  mem..  IS 
vol.;  undrs.  rating,  third  class. 

Water  Supply — Src,  PoUto  Creek,  %  ■•  "j^ 
cent.;  sys.,  pump,  to  stdp.;  stdp.  c^.,  75.600  ^i^; 
res.    cap.,    2,500,000    gals.;    8    pump. 
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centrif.  A  dup.;  cap.  day,  1,000,000  gals.;  mains, 
c  i.;  5  m.;  6  to  10  in.  dia.;  48  hyd.;  30  v.; 
100  met;  100  serv.;  pipe,  galv.  i.;  pres.,  dam. 
50  to  60  lbs.;  f.  125  to  150  lbs.;  cons,  day 
50,000   gals.;   cost,   fSO.OOO;   wks.  owned  by   city. 

THOMASVtLLE,  p.  6,727;  f.  area,  2  m.;  mere, 
bldgs.,  bk.  ft  stn.,  1  to  S  stor.;  prir.,  wd.,  2  stor.; 
wd.  rU.  not  penn.  in  f.  ana;  fwis.  ft  oonbt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  hose  wag.,  2  ex.,  6 
noasles.  2  hrs.,  S,000  ft  hose,  1  h.  ft  L  trk.;  f.  aL, 
wh.  ft  telp.;  ezp.  dept,  $2,654;  tot  mem.  6,  pd. 
full  time. 

Water  Suppli^— Src,  wells,  hi  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  870,000  gals.;  dim.,  26  z 
100;  mat,  stL;  res.  cap.,  90,000  gals.;  loc.  at 
pump,  plant;  2  pump.  eng.  ft  2  air  compressors,  caph 
day  600,000  gals.;  mains,  c.  L,  11  m.,  4,  6  ft  8 
in.  dia.;  99  l^d.;  21  v.;  met,  680;  pipe,  falv.  L; 
pres.,  dom.  40  lbs.,  f.  120  lbs.;  cons,  day,  276,000 
gals.;  wks.  owned  by  city. 

THOMSON,  p.  2,151;  f.  area,  600  a.;  mere,  bidgs., 
bk.,  1  ft  2  stor.;  priv.,  wd.,  1  stor.;  wd.  rfs.  not 
perm.;  fwks.  ft  combt.  ord.;  cauaes  of  t  iny.  F. 
dept. — 1  str.,  2  hose  reels,  1  h.  ft  1.  trk.;  hose,  oot, 
mb.  lined,  gd.,  1,000  ft;  inf.,  800  ft;  tot.  hose, 
1,800  ft.;  f.  al.,  bell,  wh.;  val.  equip.,  $2,600;  yaL 
bldn.,  $500;  exp.  dept,  $50;  tot  mem.  80,  vol.; 
undrs.  rating,  second  dass. 

Water  Supply — 9rc.,  wells  ft  cistern,  %  m.  bus. 
cent.;  sys.,  pump  to  stdp.;  stdp.  cap.,  80,000  gals.; 
res.  cap.,  100,000  gals.;  1  pump,  eng.,  cap.  day 
750,000  gals.;  mains,  2  m.,  6  to  10  in.  dia.;  40 
hyd.;  5  v.;  150  serv.;  pres.,  dom.  50  lbs.,  f.  100 
lb«.;  cons,  day,  80.000  gals.;  cost,  $18,000;  cost 
mice.,   $100;  wks.   owned  by  city. 

TIFTOH,  p.  2,881;  f.  dept.  not  reported. 

Water  Supply — Src,  deep  well,  %  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  2,000  gals.;  mat, 
iron;  res.  cap.,  160,000  gals.;  1  pump,  eng.,  class, 
stm.,  cap.  day  1,000,000  sals.;  mains,  c  L,  »  »•» 
4  in.  to  10  in.  dia.;  84  hyd.;  22  y.;  met,  176;  800 
serv.;  pipe,  galv.  1.;  prea.,  dom.  40  lbs.,  f.  120  lbs.; 
cons,  day,  284,000  g^;  cost,  $85,000;  cost  mtce., 
$4,500;  wks.  owned  by  city. 

TOCCOA,  p.  8,120;  dept  equip.,  2  hose  carta, 
1,200  ft.  hose;  f.  al.,  bell;  vol. 

Water  Supply — Src.,  lake,  8  m.  bus.  cent;  sys., 
cTAV.;  res.  cap.,  85,000,000  gals.;  mains,  10-in.  c  L, 
4  m.;  86  hyd.;  pres.,  dom.  100  lbs.;  cost  mtoe., 
nosninal;  wks.  owned  by  ci^. 

TRION,  p.  1.721;  f.  area,  820  a.:  mere  bldgSj, 
bk.,  2  stor.;  priy.,  1  to  8  stor.:  wd.  rfs.  penn.:  f.  ft 
oombt  Old.;  causes  of  f.  inv.  F.  dept. — 0.  hand  ex., 
12  hose  car.;  hose,  rub.  lined,  gd.,  8,000  ft;  f.  al., 
bells;  val.  equip.,  $2,000;  yal.  bldgs.,  $600;  tot 
naem.,  100. 

Water  Supply — Src,  res,,  %  m.  bus.  cent;  res. 
cap.,  800,000  gals.;  supply  pump,  cap.  240,000 
iralB.  day;  roUry  pumps,  cap.  500  gals,  min.;  i. 
pomp.  1,000  gals.  min.  cap.;  mains,  c.  i,  *,nu»  * 
to  8  in.  dia.;  56  hyd.;  10  y.;  pres.,  dom,  80  lbs.,  f. 
90  lbs.;  cons,  day,  200,000  gals. 

VALDOSTA,  p.  7,666;  mera  bldgs.,  bk.  ft  iron.,  1 
to  4  stor.;  priy.,  bk.  ft  wd.,  1  ft  2  stor.;  wd.  rfs.  not 
perm,  in  f.  limite;  fwks.  ft  combt  ord.  F.  dept. — 
1  str.,  1  comb,  c  ft  h.  wag.,  1  h.  ft  I.  trk.,  8  hose 
car.;  tose,  cot.,  rub.  lined,  gd..  8,000  ft;  inf.,  600 
ft.;  tot  hose.  8.600  ft.;  f.  al..  GameweU,  16  bx.; 
vmL  equip.,  $9,500;  yal.  bldgs.,  $6,200;  exp.  dept. 
$5,000;    tot.   mem.    6,   pd.;   undrs.   rating,   second 


Water  Supply — Src..  wells;  sys..  pump  dir.  to 
mains;  res.  loc.  at  pump,  station;  Z  pump,  eng., 
cap.  day  2,500.000  gals.;  mains,  c.  i.,  16  m..  4  to 
8  in.  dia.;  86  hyd.;  met,  598;  679  senr.;  pipe, 
icalv.  i.;  pres.,  dom.  60  lbs.,  f.  125  lbs.;  cost,  $56,- 
000;   cost  mtce..  $7,500;  wks.  owned  by  city. 

VIENNA,  p,  1.564;  f.  area.  160  a.;  mere,  bldgs., 
wd.  &  bk.  F.  dept. — 1  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  1.700  ft;  f.  al.,  wh.;  tot.  mem.,  12  yoL 

Water  Supply — Src.,  wells  in  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  90,000  gals.;  res.  cap.. 
00.000  gals.;  pump,  eng.,  cap.  day,  720,000  gals.; 
m&ins,  4  m.;  6  to  10  in.  dia.;  26  hyd.;  SO  v.; 
200  met;  pres.,  dom.  60  lbs.;  f.  100  lbs.;  cons. 
aay,  60,000  gals.;  cost,  $80,000;  cost  mtce., 
<2.OO0;  wks.  owned  by  city.         .     ^     ^  . 

WADLEY,  p.  872.     F.  dept— -10  hand  ex.;  hose, 

lOO  ft. 

Water  Supply — Src,  wells. 


WASHINGTON,  p.  8,065;  mere,  bldss.,  bk.,  1  to 
4  stor.;  priy.,  bk.  ft  wd.,  2  stor.;  wd.  A.  not  perm.; 
fwks.  ft  combt  ord.;  causes  of  f.  iny.  F.  dept— 1 
eng.,  8  c.  hand  ex.,  1  h.  ft  L  trk.,  8  hose  reels,  1 
hrs.;  hose,  oot,  rub.  lined,  gd.,  1,000  ft:  inl,  600 
ft;  tot  hose,  1,600  ft;  f.  aL,  telp.;  sndis.  ratiog, 
thiird  class. 

Water  Supply — Src,  well  ft  creek,  2  m.  bus.  cent; 
nya.,  pump  to  stdp.;  stdp.  c».,  760,000  gals.;  mat, 
sCL;  res.  cap.  760,000  gals.,  loc.  at  station;  1  pump. 
sng.t  cap.  day  100.000  gals.;  mains,  c.  L,  4  m.,  6 
to  8  in.  dia.;  80  nyd.;  6  y.:  met,  56:  100  senr.; 
pipe,  galy.  i.;  pres.,  dom.  46  lbs.,  f.  150  lbs.;  cons., 
day  40,000  gails.,  wka.  owned  by  city. 

WAYCROSS,  p.  14,486:  f.  area,  100  a.;  mere, 
bldgs..  bk..  1  to  5  stor.;  priy.,  wd..  1  to  8  stor.;  wd. 
rfs.  not  perm. ;  fwks.  ft  combt  ora. ;  causes  of  f .  not 
iny.  F.  dept — 1  auto.  str..  1  h.  ft  1.  trk..  2  hose 
vf»g.,  1  comb.  c.  ft  h.  wag.,  8  hose  reels.  2  hrs.; 
hose,  cot.  rub.  lined,  gd..  2.500  ft;  inf..  1,000  ft; 
tot  hose,  8.500  ft,;  f.  al.,  telp.  ft  wk.;  yaL  equip., 
$4,500;  exp.  dept,  $4,600;  tot  mem..  10,  pd. 
full  time  6,  pd.  part  time  4. 

Water  Supply — Src,  wells;  a^,  fray.;  pump  to 
res.,  to  stdp.  or  dIr.;  stdp.  cap.  287,000  gala.,  dim. 
120  X  20;  res.  cap.,  60,000  gals.;  2  pump,  enc.;  14 
air  compressors,  cap.  day  8,744,000  gals.;  mams,  c 
i.,  15  m.,  4  to  10  in.  dia.;  156  hyd.;  met,  6;  pres., 
dom.  60  lbs.,  f.  120  lbs.;  cost,  $60,000;  eost  mtce., 
$2,000;  wks.  owned  by  city. 

WAYNESBORO,  p.  2,729;  f.  area.  500  a.;  mere: 
bldgs..  bk..  1  ft  2  stor.;  priv..  wd..  1  ft  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
cauaes  of  f.  inv.  F.  dept. — 1  auto.  comb,  hose 
wag.,  c  ft  h.  ft  1.  tik.,  8  hose  reels;  hose,  cot.,  rub. 
lined,  gd.,  1,200  ttj  f.  al.,  telp.;  val.  equip., 
$6,500;  val.  bldgs.,  $750;  tot.  mem..  10  vol. 

Water  Supply— Src,  wells.  M  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  100.000  gals.; 
res.  cap.,  65.000  gals.;  8  pump,  eng.,  cap.  day 
800.000  gals.;  mains.  2%  m.;  34  hyd.;  16  v.;  295 
met.;  410  serv.;  pres..  dom.  62  lbs.,  f.  125  lbs.; 
cons,  day,  1*20.000  gals.;  cost,  $65,000;  wks. 
owned  by  city. 

WEST  POINT,  p.  1,006;  f.  area,  1,200  a.;  mere, 
bldgs.,  bk.,  1  to  8  stor.;  priy.,  bk.  ft  wd.,  1  to  S 
stor.;  wd.  rfs.  not  perm,  in  t  area;  fwka.  ft  oombt 
ord.;  causes  of  f.  inv.  F.  dept. — ^1  str.,  1  c.  eng., 
1  hose  cart  1  hose  wag.,  2  hrs.;  hose,  rub.,  gd., 
1,«00  ft,  cot.  rub.  lined,  gd.,  1,600  ft;  inf.  400 
ft;  tot  hose,  8,600  ft;  f.  al.,  wh.,  val.  equip. 
$3,500;  val.  bldgs.,  $1,500;  exp.  dept.  $1,200; 
tot  mem..  16.  pd.  full  time  2,  pd.  part  time  14. 

Water  Supply — Src..  creek,  1  m.  bua.  oenA.;  sys., 
pump  to  stdp.;  stdp.  cap.,  1,000,000  gals.;  res.  cap. 
5,000.000  gals.,  4  pump,  eng.,  cap.  day  1,000.000 
galB.;  mains,  c  i..  20  m.,  4  to  10  in.  dia.;  48  hyd.; 
88  v.;  808  serv.;  pipe,  galv.  i.,  pres.,  dom.  80  lbs., 
f.  100  lbs  con4.  ilay,  506,0<*0  irnls.;  cost,  $52,000; 
cost  mtce.,  $2,500;  wks.  owned  by  otty. 

WHIGHAM,  p.  627.  F.  dept— VoL;  waterwka. 
to  be  installed. 

WINDER,  p.  3.500;  f.  area.  26  a.;  marc,  bldffs-, 
bk.  ft  wd..  1  ft  2  stor.;  priv..  wd.,  1  ft  2  stor.; 
wd.  rfs.  perm,  in  f..  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 1  hand  h.  ft  1.  trk..  4 
hand  hose  carts;  hose,  oot,  ffub.  lined,  gd.,  ?,000 
ft^;  f.  al.,  bell;  val.  equip.,  $8,000;  exp.  dept, 
$150;  tot.  mem.,  24  vol. 

No  waterwks. 

WIRIQHTSVI4.LE,  p.  2,000.  F  dept— 1  h.  ft  L 
trk..  2  hose  wag.,  1,500;  ft  hose;  f.  al.,  bell;  vaL 
equip.,   $2,500;  tot.  mem..   19   voL;   undrs.   ratmg. 

third  class.  -  „     ,  .  ^ 

Water  Supply — Src.  well;  1  m.  bua.  cent.;  sys., 
dir.  pres.;  2  pump,  eng.;  cap.  day.  210.000  gala.; 
80  hyd.;  pres.,  dom.  90  lbs.;  f.  200  lbs.;  wks. 
owned  by  city. 

Places  with  a  population  of  1.000  or  more  having 
no  organxied  tire  dept — ^Abbeville,  Blueridge,  Canton* 
Commerce,  Conyers,  Covington,  Edgewood,  Hartwall. 
Helena.  Hogansville,  Lyons,  Marahville.  Roswell. 
Royston,  Senoia.  Seville.  Social  Circle.  Summerville, 
Talbottom,  Tennille,  Union  Point,  Warrenton,  Wood- 
bury. 

Places  vrith  a  population  of  1,000  or  more  not 
reported — Claxton,  Comer,  Gonyera,  Dahlonega, 
Eastpoint,  Hazelhuiet,  Lithonia. 
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HAWAII 


HONOLULU,  p.  191,909.  F.  dept.— atr.,  1  c. 
leng.,  1  h.  ft  1.  trk.,  4  hope  wag.,  9  c  |iand  ex.;  hose, 
cot,  nil),  iine^,  9,650  ft;  inf.,  2,200  ft;  tot  hoM» 
11,850  ft}  20  hn.;  f.  al.,.  Gamewell,  84  bx.;  tot. 
mem.  46,  pd.  fQll  time. 


Watar  Supply — 8rc,  5  res.,  apr.  Jk  amiacc  water; 
rea.  cap.,  670,000,000  gala.;  5  rea.  artcaiaii  water, 
cap.  6,000,000  gala.;  aya.,  grvL  it  puflq»  dir.;  i 
pumpa,  triple  exp.  hor.  comp.,  combined  puaip. 
cap.,  15,000,000  gals,  day;  maina,  84  m.,  2  to  18 
in.  dia.;  416  byd. 


IDAHO 


A8HT0N,  p.  602.  F.  dept — 2  faoae  carta;  boae, 
cot,  nib.  lined,  gd.,  €00  iti  f.  aL,  bell;  tot  mem., 
80  vol. 

Water  Supply — Src.,  well,  1  m.  boa.  cent;  aya., 
dir.;  stdp.  cap.,  80,000  gala.;  nkat,  wd;  1  pmnp. 
eng.,  cap.  hour  14,400  gals.;  maina,  4  to  6  in.  dia.; 

7  n^d.;  pres.,  f.  100  Iba. 

BOISE  CITY,  p.  17,868;  m^c.  bldgs.,  bk.,  1  to  7 
8tor.;  priy.,  bk.  h  atn.,  1  ft  8  ator.;  wd.  rfa.  perm, 
outaide  f.  limits;  combt  ord.;  cauaea  of  f.  inv..  F. 
dept. —  2  str.,  2  comb.  c.  ft  h.  wag.,  8  c  eng.,  1 
aer.  tfk.,  2  hose  ^ag..  1  cfaiefa  auto,  with  c. ;  hoae, 
7,000  ft;  15  hra.;  f.  a).,  Gamewell,  60  bx.;  coat 
mtoe.,  926,753.64;  full  pd.  dept,  86  mem. 

Water  Supply—- Src,  arteaian  ft  open  weUa,  2  m. 
bus.  cent ;  aya.*  grav.  ft  pump  to  atdp. ;  mat,  atn.,  bk. 
ft  cem.;  4  rea.,  comb.  cap.  5,990,000  gala.;  8  pump, 
eng.,  class  turbine,  cap.  day,  10,296,000  gala.;  maina, 
kafomein,  50  m.,  4  to  18  in.  dia.;  168  hyd.;  280  v.; 
met.  1,058;  1,800  serr.,  pipe,  galv.  i.;  pres.,  dom. 
40  lbs.,  f.  90  lbs.;  cons,  day,  2,000,000  gals.;  cost, 
$850,000;  cost  mtce.,  $27,000;  wks.  owned  by  Go. 

BUHL,  p.  689.  F.  dept — 2  hose  carts;  hoae,  cot, 
rub.  lined,  gd.,  600  ft;  f.  al.,  bell;  tot  mem.,  17 
vol. 

Water  Supply — Src,  canal,  .1  m.  bus.  cent;  Bya., 
grav.;  mains,  4  to  6  in.  dia.;  13  hyd.;  prea.,  dom. 
65  lbs.,  f.  55  lbs. 

burke/  p.  1,500.  F.  dept — 2  band  hose  carts; 
hose,  800  ft;  f.  al.,  bell;  tot  mem.,  20  vol. 

Watar  Supply — Src.  wells;  stdp.  cap.,  85,000 
gals.;  4-in.  mains;  11  hyd.;  pres.,  dom.  70  lbs. 

CALDWELL,  p.  3,548.  F.  dept. — 1  auto.  comb, 
c  ft  h.  wag.,  2  c.  hand  ex.,  1  h.  &  1.  trk.,  2  hose 
i<el«;  hose,  cot.,  rub.  lined,  gd.,  1,000  ft;  rub.  gd., 
1,000  ft.;  inf.,  600  ft;  tot  hoae,  2.000  ft;  f.  al., 
bell;  val.  equip..  $1,300;  v<al.  bldgs.,  $3,000;  exp. 
dept,  $2,500;  tot.  mem.,  25,  pd.  full  lime  3,  vol. 
22;   undrs.   rating,   fourth  cla^e. 

Water  Supply — Rea.  cap.,  200,000  gala.;  pump, 
1,760  gals.  min.  cap.;  4  wells;  mains.  5V6  m.,  4,  6, 

8  ft  10  in.  dia.;  82  hyd.;  pres.,  100  lbs. 

COEUR  d'ALENE.  p.  9,291;  f.  area,  18  a.  F.  dept 
— 1  h.  ft  1.  trk.,  4  hose  carts;  hose,  2,000  ft;  vaL 
equip.,  $3,000;  vaL  bldgs.,  $800;  exp.  dept,  $400; 
tot  mem.,  40  vol. 

Water  Supply — Sic,  lake;  ays.,  pump.;  1  trip, 
pump,  cap.  1,200  gals,  min.;  res.  cap.  500.000  gals.; 
68  hyd.;  mains,  20  m.;  pres.,  dom.  90  lbs.,  f.  150 
lbs.;  cost,  $7,500. 

COTTONWOOD,  p.  556.  F.  dept — 1  h.  ft  L  trk.» 
2  hose  carts,  1  c.  cart  with  2  c  tk.,  600  ft  hose; 
17  vol.;  f.  al.,  bell. 

Water  Supply — Src,  spr.,  ^  m.  bus.  cent;  ays., 
grav.,  pump  to  res.;  res.  cap.,  820,000  gals.;  1  pump, 
eng.,  class  gasoline,  cap.  day  28,800  gals.;  mains, 
stl.,  8%  m.,  6  to  8  in.  dia.;  12.  hyd.;  12  v.;  met. 
4;  pres.,  dom.  85  lbs.;  cost  $20,000;  wks.  owned 
by  Cottouwood  Water  ft  Light  Ca 

CUL  DE  SAC,  p.  486.  F.  dept — 8  hoae  carta; 
hose,  cot,  rub.  lined,  gd.,  750  ft;  f.  al.,  bell;  tot 
mem.,  23  vol. 

Water  Supply — Src,  creek  ft  apr.,  1  m.  bus.  cent; 
sys.,  grav.;  res.  cap.,  120,000  gals.;  mains,  6  in. 
dia.;  7  hyd.;  pres.,  dom.  85  lbs.,  f.  85  lbs. 

EMMETT,  p.  2,500.  F.  dept— 1  c  eng.,  1,000 
ft  hose;  f.  al.,  bell;  tot  mem..  30  vol. 

Watar  Supply — Src,  well.  1  m.  bua.  cent;  aya., 
pump  to  stpd.;  1  pump,  eng.;  hyd.:  16  v.;  prea., 
dom.  60  lbs.,  f.  90  lbs.;  wks.  owned  by  city. 

FERDINAND,  p.  150.  F.  dept— 1  hose  cart; 
hose,  cot,  rub.  lined,  gd.,  250  ft;  voL 

Water  Supply — ^Mountain  atrm.;  aya.,  grav.;  rea. 


cap.,  80,000  gala.;  maina,  4  in.  dia.;  8  hydL;  pita., 
85  lbs, 

QENE8EE,  p.  742.  F.  dept— 1  h.  ft  L  trk.,  1 
hose  cart;  hbse.  600  ft;  tot  mem.,  20. 

Water  Supply— Sj^.,  grav.;  rea.  cap.,  250,000 
gala.;  ^  hyd.;  prea.,  6I>  iba. 

QRANQEVILLE,  p.  1,584.    F.  dept  not  reported 
Water  Supply — ^Src,  spr.,  3%  m.  bus.  cent;  ^s., 

grav.;  mat,  stL;  res.  cap.,  40,000,000  gmla.;  mains, 

stl.,  25  m.,  1  to  10  in.  dia.;  25  hyd.;  28  v.;  8  met.; 

pipe,   stl.;   pres.,   dom.    110   lbs.,   f.    110   lbs.;   cost 

mtcc,  $40,000;  wks,  owned  by  Co. 

HAILEY.  p.  1,281;  f.  area,  100  a.;  mere  bldgs., 
mostly  bk.,  1  to  3  stor.;  priv.,  wd.,  1  to  8  «tor.;  wA 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  onL; 
causes  of  f.  inv.  F.  dept — 1  h,  ft  1.  Uk.,  2  bo*e 
car.;  hose,  cot,  rub.  lined,  gd.,  1,100  ft;  fub.,  gd.. 
650  ft;  tot  hose.  1,750  ft;  f.  aL,  bell;  vaI 
equip.,  $1,500;  vaL  bldgs.,  $1,000;  tot  meuL, 
21  vol. 

Watar  Supply — Src,  creek,  2^  m.  bua.  cent; 
aya.,  pump  to  rea.  ft  grav.:  rea  cap.,  825,000  gala.;  x 
pump,  eng.,  class  centrif.,  cap.  260  gmla.  min.; 
mains,  8  m.,  2^  to  10  in.  dia.;  19  hyd.;  10  v.;  150 
serv.;  pipe,  iron;  pres..  f.  87  to  85  lbs.;  cost  $20.- 
000;  cost  mtce..  $1,000;  wks.  owned  by  Co. 

•HARRI^N,  p.  93^.  F.  dept. — 1  c  eng.,  3  hose 
carts;  hose,  1.200  ft;  f.  al.-i  bell;  i^L  equip., 
$I.jOO;   val.   bldgs.,   $500;   tot   mem.,   21   voL 

Water  Supply— -^c.  Lake,  %  m.  bus.  cent.; 
s\-s.,  pump  ro  «tdp.;  stdp.  cap.,  100,000  gal*.;  1 
pump,  eng.,  cap.  da.v  4>1 7,600  gals.;  mains,  3'i 
III..  2  to  S  in.  dia.;  17  hyd.;  pres.,  dom.  60  IIk., 
f.  93  lb«.;  cona.  day,  50,000  gals.;  cost,  $17,000; 
wks,   owned  hv  priv.  Co. 

IDAHO  FALLS,  p.  4,827;  f.  area,  1,280  a.;  mm. 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  8  ator.;  priv.,  atn.,  bk. 
ft  wd.,  1  ft  1%  stor. :  wd.  rfs.  not  penr.  in 
f.  area;  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1 
comb,  c  ft  b.  wag.,  5  c  hand  ex.,  1  hose  reel,  3 
hre.;  hose,  cot,  rub.  lined,  gd..  2.000  ft;  inL.  400 
ft;  tot.  hose,  2,400  ft;  f.  al.,  telp.;  vaL  equip., 
$3,500;  val.  bldga..  $5,000;  exp.  dept,  $5,000; 
tot  mem.,  20,  pd.  full  time  8,  vol.   17. 

Watar  Supply—Src,  riv.;  ^ya.,  pump  to  rea.  ft  dir.; 
res.  cap.,  10,000  gala.;  pump,  eng.,  cap.  day,  1.512.- 
000  gals.;  mains,  20  m.,  4  to  8  in  dim.;  41  hyd;  43 
v.;  500  serv.;  pipe,  iron;  pres.,  don.  40  to  50nML,f. 
90  lbs.;  cone,  day,  800,000  gals.;  coat  $50,000; 
wka.  owned  by  Co. 

ILO,  p.  210;  f.  area,  26  a.;  mere  bldga.,  wl.  1  k 
2  stor.;  priv.,  wd.,  1^  ator.;  wd.  rfa.  perm,  fai  t 
area;  fwka.  ft  combt  ord.;  canaea  of  f.  inv.;  F. 
dept. — 1  h.  ft  1.  trk.,  2  hose  car.,  c  hand  ex.; 
hose,  cot.,  rub.  lined,  gd..  1,000  ft;  val.  equip. 
$2,000;  val.  bldgs..  $000-  tot  mem..  20  vol 

Water  8upply---Src  well,  1  blo^  boa.  cent;  v*t 
pump  to  stdp.;  stdp.  cap.,  60,000  gala.;  rea.  csp-. 
60,000  gals.;  1  pump,  eng.;  cap.  day  40,000  «!*•: 
maina,  1  m.,  6  in.  dia.;  8  nyd.;  26  v.;  pipe,  guv.  L; 
coat  $8,000;  wka.  owned  l^  dty. 

JEROME,  p.  970.  F.  dept — 2  hose  wag.;  bose, 
eoi.,  rub.  lined,  gd..  1,000  ft.;  rub.,  gd.,  50  ft: 
inf..  500  ft;  tot  hose,  1,550  ft;  f.  al..  bell;  n- 
equip.,  $1,100;  val.  bldgs.,  $5,000;  exp.  dept., 
$500;  tot.  mem.,  17  vol. 

Water  Supply — Src.  wells;  ay*-,  «»'«''•;  ^^ 
cap.,  50,000  g^s.;  res.  cap.,  50,000  gals-;  > 
pump,  eng.,  cap.  day  192,000  gals.;  mains,  vd.,  7 
m.,  1  to  8  in.  dia.;  16  hyd.;  tl  v.;  275  met;  S7« 
serv.;  pries.,  dom.  60  lbs.,  f.  75  lbs.;  cobs.  dsj. 
50,000  yrals.:  cost,  $30,000;  cost  mtce.,  $5,000: 
wka.  owned  by  priv.  corpn. 
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JULIAETTA,  p.  414.  P.  dept — 1  bote  cart;  bote, 
cot.,  nib.  lined,  gd.,  500  ft.;  f.  al.,  bell;  tot.  mem., 
9  VOL 

Water  Supply — Sre.,  wells;  ays.,  rrav.;  ttdp.  cap., 
115,200  gmls.:  ret.  cap.  50,000  gals.;  mains,  2  to 
6  in.  dia.;  0  byd.;  prea.,  80  lbs. 

KBULOQG,  p.  1,273.  F.  dept. — 1  c.  eng.,  20 
c.  hand  ex.,  2  hose  wag.,  2  hose  reels;  hose,  cot., 
nib,  lined,  gd.,  '900  fr.;  f.  al.,  bell;  tot.  mem., 
Ao  vol. 

Watar  Supply — ^Src.,  wella;  tj»,,  grav.;  atdp.  cap., 
195.000  gala.;  mains,  4  to  8  in.  dia.;  18  byd.;  prcs., 
f.  170  lbs. 

KOOSKIA,  p.  500;  f.  area,  50  a.  F.  dci)t.^-<^2 
hand  lioae  carts;  lOOQ  ft  hose;  f.  al.,  bell;  \mL 
equip.,  $1,100;  vil.  bldgs.,  $100;  tot.  mem.,  12 
vol. 

Watar  Supply — Src,  river,  1  m.  bus.  cent.;  sys., 
pump  dir.;  1  pump,  eng.,  cap.  day,  150,000  gals.; 
mains,  8,500  ft.;  15  }iyd.;  8  v.;  12  eerv.;  pres., 
dom.  ft  f.  67  lbs.;  cost,  $10,500;  cost  mtc*"., 
$500;    wlcs.    owned    by    city. 

LEWISTON,  p.  6.048;  nnerc.  bldga.,  bk.  ft  stn.,  2 
to  4  stor.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.;  wd.  rfa. 
perm.;  fwks.  ft  combt  ord.  F.  dept — 1  auto.  comb, 
c.  ft  h.  wag.,  1  h.  ft  1.  trie.,  0  boae  carts;  hose, 
4.200  ft;  f.  al.,  Gamewell,  27  bx.;  vaL  equip., 
$19,278;  tot  mem.,  75  voL 

Watar  Supply — Src.,  Clearwater  rlv.,  2  m.  bus. 
crat.;  ays.,  pnmp  to  2  res.;  res.  cap.,  8,000,000  gals., 
loc.  on  huls  2  m.  sontlieaat  of  city;  5  pump,  eng., 
class  dup.  trip.  elec.  ft  centrlL,  cap.  day  9.000,000 
cals.;  mains,  stl.  ft  wd.,  64  m.,  4  to  16  ba.  dia.;  109 
hyd.;  249  v.;  met,  812;  1,481  serv.;  pipe,  galv.  L; 
pree.,  dom.  95  lbs.,  f.  147  lbs.;  cost,  $226,000;  cost 
nitce.r,  $21,000;  was.  owned  bj  city. 

MACKAY,  p.  688.  F.  dept — 2  c.  band  ex.,  1  b. 
A  L  trk.,  2  bose  wag.;  boae,  1,000  ft;  tot  mem., 
25. 

Wattr  Supply — Sys.,  grav.;  res.  cap.,  95,000  gals.; 
mains,  4  in.  dia.;  20  byd.;  pres.,  95  lbs. 

MONTPELIER,  p.  1,924;  f.  area,  2  tq.  m.;  mere. 
bldfTs.,  bk.  /c  wd.,  1  to  8  stor.;  priv.,  wd.,  1  ft  2 
stx>r. ;  wd.  rfe.  not  perm,  in  f.  area;  no  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept — 1  hand  c. 
eng-.,  1  h.  ft  1.  trk.,  2  hose  carts,  6  c.  ex.;  bose, 
rub..  1.000  ft.;  f.  aL,  bell;  vaL  equip.,  $1,S00; 
vol.  dept,  28  mem. 

Water  Supply — Wells;  no  waterwka.  sya. 

MOSCOW,  p.  8,670;  f.  area,  60  a.;  mere,  bldga., 
bk.,  stn.  ft  iron,  2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfa.,  wd.  bldgs.,  not  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  mv.  T.  dept. — 5  hose  car.;  hose,  rub., 
gd.,  2.400  ft;  inf.,  600  ft;  tot  hose,  8.000  ft.;  f. 
aL,  bell  ft  wh.;  vaL  equip.,  $9,500;  vaL  bldga.,  $2,- 
000;  exp.  dept,  $540;  tot  mem.,  100  voL 

Water  Supply---Src,  wella,  M  m.  bus.  cent;  sys., 
pomp  to  stdp.;  stdp.  cap.  50,000  gala.,  dim.  16  x  82, 
mat.  stL;  1  gaaoline  ft  2  stm.  pump,  eng.,  cap.  gaa- 
olioe  808,000  gals,  day,  cap.  stm.  874,000  gals,  day; 
mains,  15  m.;  pipe,  iron;  pres.,  dom.  82  lbs.;  cost, 
$140,000;  cost  mtce.,  $7,000;  wks.  owned  by  city. 

MOUNTAIN  HOME,  p.  1.411.  F.  dept— 1  c. 
en^.;  f.  aL,  bell;  voL 

MULLAN,  p.  1,667.  F.  dept— 1  h.  ft  L  trk.,  2 
hose  carts;  hose,  cot,  nib.  lined,  gd.,  1,200  ft;  f. 
aL.  bell;  tot  mem.,  80  vol.,  pd.  on  calL 

Water  Supply — Src.,  credc;  sya.,  grav.;  rea.  cap., 
40,000  gala.;  mains,  2  to  5  in.  dia.;  18  byd.;  pres., 
f.   135  Iba. 

NAMPA,  p.  4,205.  F.  dept. — 1  comb.  c.  ft  h. 
wa^.,  8  c.  hand  ex.,  1  h.  ft  L  trk.,  1  c  eng.,  1 
ho^e  wag..  2  bose  carts,  3  hrs.;  hose,  cot,  nib. 
lined,  gd.,  3,000  ft.;  inf.,  600  ft;  tot  hose, 
.3.600  ft.;  f.  aL,  Gamewell.  24  bx.:  val.  equip., 
^S.OOO;  vaL  bldgs.,  $12,000;  exp.  dept,  $5,000; 
tot.  mem-  17,  pd.  full  time  8,  pd.  part  time  4, 
vol.    10;  undra.   rating,  third  class. 

Water  Supply — Src,  wells,  2  blocks  bus.  cent; 
*:vs.,  grav.;  stdp.  cap.,  75,000,000  gals.;  2  pump. 
eng.;  cap.  day,  1,440,000  gals.;  mains,  stL,  iron  ft 
wd.;  16  m.,  2  to  10  in.  dia.;  56  byd.;  65  v.;  732 
met.;  732  serv.;  pipe,  iron;  pres.,  dom.  65  lbs.,  f. 
100  lbs.;  cons.  day.  100,000  gals.;  cost  $82,000; 
cost   mtce.,  $6,600;  wks.  owned  by  city. 

MEW  PLYMOUTH,  p.  274  ;  f.  area,  820  a.;  mere 
bldgs..  bk.,  stn.  ft  wd.,  1  to  2  stor.;  priv.,  wd.,  1  to 
•tor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.     F.  dept — 1  c.  eng.,  8  ladders,  20 


buckets:  hose,  cot,  rub.  lined,  gd.,  100  ft;  f.  al., 
belL;  vaL  equip.,  $800;  tot.  mem.,  20  voL 
No  waterwka. 

NEZ  PERCE,  p.  699.     F.  dept — lb.  ft  L  trie,  l- 
c.   eng.,   2   bose  carts;   bose,  cot,  rub.   lined,  gd., 
1,000  ft;  f.  al..  bell;  voL 

Water  Supply — Src,  well;  ija.,  dir.  ft  grav.;  stdp. 
cap.,  40,000  gala.;  res.  cap.,  160,000  gals.-;  mains, 
4  to  6  in.  dia.;  11  hyd.;  pres.,  65  lbs. 

PAYETTE,  p.  1.948.  F.  dept — 1  c  eng.,  2  carta; 
hose,  1,000  ft;  tot  mem.,  15  voL 
.  Water  Supply— *^c.,  tPayette  riv..  ^  m.  bua. 
cent.:  sys.,  dir.  pres.;  res.  cap.,  400,000  gals.;  2 
pump.  eng..  cap.  600,000  gals,  day;  mains,  wd.. 
10  m.,  4  to  10  in.  dia.;  59  hyd.;  275  met;  300 
serv.;  pres.,  dom.  ft  f.,  75  lbs.;  cons,  day,  50,000 
gals.;  cot^t,  $50,000;  cost  mtce.,  $2,000;  wks. 
owned  by  city. 

PECK,  p.  850.  F.  dept — 1  boae  cart;  hoae,  cot, 
rob.  lined,  gd.,  260  ft.;  f.  aL,  bell;  tot  mem.,  8  voL 

Water  Supply — Src,  spr.;  eys.,  grav.;  rea.  cap., 
82,000  gals.;  maina,  4  in.  dia.;  4  hyd.;  pres.,  f. 
115  lbs. 

POCATELLO,  p.  9,110;  f.  area,  40  a.;  mere, 
bldgs.,  stn.  ft  bk.,  1  to  8  stor.;  priv..  stn.,  bk.  ft  wd., 

1  storj  wd.  rfs.  not  perm.;  combt  ord.;  causes  of  f. 
inv.  F.  dept — 1  comb,  c  ft  h.  wag.,  1  c  eng.,  2  c' 
hand  ex.,  1  b.  ft  L  trk.,  2  reela,  2  brs.;  hose,  cot, 
rub.  lined.,  gd..  2,600  ft;  inf.,  600  ft.;  tot.  hose, 
8.100  ft;  f.  al.,  wh.,  81  bx.;  vaL  equip.,  $4,600; 
vaL  bldgs..  $12,000;  exp.  dept,  $8,000;  tot  mem. 
26  vol.,  pd.  part  time  2. 

Watsr  Supply — Src,  mountain  strm.,  10  m.  bus. 
cent;  sys.,  grav.;  8  rea.,  cap.  7,000,000  gals.;  nmins, 
15  m.,  4  to  10  in.  dia.;  58  byd.;  458  serv.;  pipe, 
galv.  i.;  prea.,  dom.  117  Iba..  f.  150  lbs.;  cons,  day, 
500,000  gala.;  cost,  $600,000;  cost  mtce.,  $10,- 
000;  wks.  owned  by  Co. 

RAT-HDRUM,  p.  725.  F.  dept— 2  hose  carta; 
hose,  cot,  rub.  lined,  gd.,  700  ft;  f.  aL,  bell;  tot 
mem..  10  voL 

Watsr  Supply — Src,  mountain  strm.;  ijs.,  grav.; 

2  res.,  combined  cap.  15,000  gala.;  mains,  4  to  6  in.' 
dia.;  18  hyd.;  pres.,  65  lbs. 

REXBURG,  p.  2,171;  f.  area,  180  a.  F.  dept— 2 
hand  hose  reels,  6  c  hand  ex.,  1  b.  ft  1.  trk.,  lad- 
ders; hose,  cot,  rub.  lined,  gd..  1,300  ft.;  exp. 
dept,  $18;  tot.  mem.  13,  pd.  full  time  1,  pd.  part 
time  12. 

Watsr  Supply — Src,  well;  pump.;  1  pump,  eng., 
cap.  day  17,280  gala.;  28  hyd.;  pres.,  dom.  78  lbs., 
f.  178  lbs.;  wks.  owned  by  city. 

SAND  POINT,  p.  2,998.  F.  dept — 1  str.,  1  boss 
wag.,  1  hose  cart,  1  hose  sled  for  winter.  2  c  hand 
ex.,  2  hrs.;  hose,  cot,  rub.  lined,  gd.,  1.000  ft; 
inf..  1,000  ft.;  tot  hose.  2,000  ft;  f.  aL,  Game- 
well,  27  bx.;  tot  mem.,  4,  pd.  full  time  1,  pd. 
paot  time  1,  vol.  2. 

Water  Supply-^rc,  creek,  5  m.  bus.  cent; 
sys.,  grav.;  res.  cap.,  700,000  gals.;  mains,  wd., 
28  m..  6  to  14  in.  dia.;  73  hyd.;  24  met.;  920 
serv.;  pipe.  galv.  i.;  pres.,  dom.  60  lbs.,  f.  80  to 
100  lbs.;  wks.  owned  by  priv.  Co. 

ST.  ANTHONY,  p.  1,288.  F.  dept— 2  boas 
carta;  hose,  cot,  rub.  lined,  gd..  600  ft;  f.  al.,  Ixdl; 
vol. 

Water  Supply — Src,  riv.,  1  m.  bua.  cent;  sya., 
pump  to  res.;  mains,  10  in.  dia.;  15  hyd. 

TWIN  FALLS,  p.  6.258.  F.  dept.— 1  comb.  h. 
ft  c  wag.,  1  auto,  atr.,  2  bose  carts,  6  hrs.;  bose, 
2,500  ft;  f.  al.,  bell;  tot  mem.  7.  pd.  full  time. 

Watsr  Supply — Src,  canal;  4  small  res.,  combined 
cap.  1.000.000  gala.;  maina,  18  x  12  in.  dia.;  58 
hyd.;  pres..  f.  90  lbs.;  cons,  day,  2,000,000  gala. 

WALLACE,  p.  8,000;  f.  area,  ^  sq.  m.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  5  stor.;  priv..  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 6  c.  hand  ex.,  1 
comb.  h.  ft  1.  trk.,  2  hose  carts,  1  hose  wag.,  4 
hre.;  hoKe,  cot.,  nib.  lined,  gd.,  2,700  ft;  f.  aL, 
Gamewell,  20  bx.;  val.  equip.,  $85,000;  v«l.  bldgs., 
$10,000;  exp.  d^t,  $7,000;  tot  mem.,  10,  pd. 
full    time. 

Watsr  Supply — Src,  mountain  strm.,  2  m.  bus. 
cent;  sys.,  pump  to  res.;  res.  cap.,  250,000  gala.; 
stdp.  cap.,  40,000  gals.;  80  hyd.;  mains,  stL  ft 
iron,  2  to  8  fai.  dia.;  pres..  dom.  120  lbs.:  cost, 
$105,000,  including  elec  plant;  wka.  owned  by  Co. 

WARDNER,  p.  1,869;  f.  area,  5  blocka;  mere 
bldgs.,  mostly  wd.,  X  stor.;  priv.,  wd.,  1  stor.;  wd. 
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ria.  not  ptrm.  lo  1.  uu;  auiaa  at  t  Iht.  F.  dipt 
—t  b.  k  ].  ViM.,  t  B.  hud  u.,  I  hoH  (ST.;  boM, 
oot,  rab.  lined,  gd,,  1,000  ft.;  t  iL,  bBUj  raL 
cqolp.,  tMfiO;  TiL  bldsi.,  flOO;  ct^  dept,  fTOO; 

WiUr  ^pply — Sro,  creek  A  ipr.;  milna,  E  m., 
cent.;  ty:,  guv.;  re».  cip.,  ioQ.OOO  gull.;  itdp. 
•■p..  40,000  SHI..;  JO  hyd.;  miJM,  ■[].  A  iron, 
S  Id  B  In.  dU.;  prei..  dam.,   ISO  Hm,;  wk>.  owned 

b<r  Co. 

WEISER,  p.  I,800l  L  utl,  8  blodu:  nwrc  bldn., 
bk,  &  itn.,  1  lo  t  nor.;  wIt.,  I  to  1  Btoi.i  wd, 
Ttm,  not  pciu.  In  t.  •»«;  litlu.  ^  oombt  ord.;  euaf 


earn;  biae,  cot.,  rub.  lined,  gd., 

■DtomiElc    k    iHi.;    val.    equip., 
„  SO  >oL 


Witer   Supply— Src,  Snike    rir.,    i    bkK*.  bu. 

B*!"-  «ph;  S  pump.  ™.,  c»p.  'd«  l,fl!«'ooo 
glla.;  mmlm,  c.  L  »  .tL.  1*  m.,  4  to  U  iiL  di..- 
ISO  hjd.;  100  v.;  TOO  met.;  700  mtt.:  pL»! 
gi!».  1.;  pros.,  donu  Go  to  80  Ib^,  (.  100  W- 
owned  bf   city. 

WENDELL,  p.  tSE.  F.  d«L—  1  ha«  art-  boa. 
oot.  nib.  lined,  gd.,  GOO  ft!;  »oL 

WBtar  auPBlv^-Src,  welli;  tn.,  cnT.  k  dir.: 
1  ft..  GomtilDed  out.  100,000  nla.;  Vp^n.  at^ 
e»p.  iv  01,100  ^.;  0  brd. 

TowM  of  1.000  popnbitlaa  sot  reported— Ameri- 
aoFiUi,  BUckfoot,    Uoledi,    Otkltr.    Pirii,    3b»- 


ILLINOIS 


ABIHQDOH,   p.    1,184: 

bldn.,  bk.,   m  t  t  Hot.;  ptlT.,  nt 

wd.  rt«.  not  perm.;  Iwki.  k "  — ' 

1   lund  tfi^.,    1   c   eng.,  4 


ibL  Old.  F.  dept.— 
bud  ex.,  1  b.  ft  1 
;  bOH.  rub.,  id..  SOI 


Witer    Supply — Sto..    well 


;   undn.   nting, 

clitenu,    in   bu*. 
k  die.;  atdn.  can.. 

■a,  bk. 


m.  c*p.,  SI,O0D  nil.,  loc  n*u  well;  1  pump, 
■ng.;  maini,  c  i.,  iM  m.,  4,  S  It  8  in.  dia.;  S! 
<ai.;  26  T.;  met.,  IIS;  lOO  KH.;  pipe,  gilv,  * 
c  1.;  pre*.,  dom.  GO  Iba.,  t.  ISO  Ibt.;  coat,  |fs,000; 


I ;  wka,  owned  bj 
ALBION,  p.  1,181;  I. 
bk.  A  wd.,  I  to  ■  — - 


;  Iwka.  k 
pt — 1  h»Dd  1 
lined,   gd.,    GO 


prlT..  bk.  k  wd.,  t  itor.; 

coinbt.  ord.;  cauaea  of  t. 
mg.,  1  b.  k  L  trk.;  boae, 
a   tL;  rob.,   gd.,    100    IL; 

bldga.,    8iOO;   up.    dept.. 


Water   Suppt)<— 3ri 
OOO  g*lg.:  aj).,  pom] 


well! 


ciiten 


cap.    )G,- 


,   _ .   Itdp, ;  rtdp.       .  . 

eng.:    maina,    4^    m.;    10    hrd.; 

,    ..-,    .,.    aerv.;   piei.,   dom.   09    Iba..   f.    OB 

Iba.;  cona.,  d>r   GO, 000  gala.;   coat,   flO,000;   coat 
mtce.,  >SO0:  wka.  owned  by  citT. 

ALEDO,  p.  1,141;  mere,  bldga..  bk.,  1  k  8  ator.: 
prt».,  wd.,  IM  Ji  I  itor.;  wd.  rfa.  not  perm.,  F. 
dept. — 1  c  eng..  1  boae  wag.,  1  boae  carta.  1 
b.  k  I.  trk.;  bote,  rub.,  gd.,  1,000  ft.;  I.  al.,  bell 
k  wh.;  tot.  mem.,  SO  nil. 

Water  Supply— 9rc,  weU,  maina,  1  m.,  4  to  « 
In.  dl*.;  OS  hyd. 

ALEXIS,  p.  SIR.  F.  dept. — 1  bud  eng.,  1 
b.  k  I.  trk.,  S  boH  carta;  boae,  080  tt.;  tot 
mem.,  SO. 

Water  Supply — Src.,  wdla,  In  boa.  cent.;  lyi., 
pump  to  Tea.;  rea.  cap.,  SO,000  gala.;  1  pump,  cap.. 
100  gala.  mlD.;  mabtt,  t  m.;  10  fajd.;  OG  net; 
100  lerv.;  prea..  dom.  «  t.,  40  lU.;  cona.  day,  80.000 

gla.;  coat,  180,000;  cott  mtce.,  8000;  wka.  owned 
.    cItT. 
ALGONQUIN,  p.  041.     F.  dept— -1  h.  k  1.  tik.,  1 
bose    wag.;    boae,    cot,    nib.    lined,    gd.,    GOO    ft,; 

£lne 


Witar  Sunpiy-— Src.,  apr.;   aj 
lOG.OOO   gala.;    I   pump,    eng., 

100.000  gala;  maina,  1«   tn., 

hyd.;    prta.,  dom.   <0  lb*.,  (.    140  lb*. 


i  SI 


800,000  gala.;  coat.  tl8>000;  CMt  mtce.,  |tOO;  wka. 
owned  br  cltT- 

ALHAMSRA,   p.    48S.      F.   dept — 1    hand   eng.; 
boae.  gd..  100  ft;  loL 

ALTAMONT.  p.   1,SS8.      F.   dept— 1  band 
1  h.  k  I.  trk.,  1  boae  cart,  1  bou  wag.;  ' 
nl.  eqnipL,  1,000;  eip.  deot,  |SGD;  tot 
tdI.;  undn.  rating,  tUrd  idaai. 

Water  Supply-^ro.,  ciatema  k  welli. 

ALTON,    p.    17,818;    f.    area,    1,000 


band  eng., 
t.  al.,  bell; 


_.,  _...,   1  to  4  a 
;  wd.  rt*.  not  f 


1.  Id  t.  a 


:.  k  wd..  1  to  8 
.;  fwka.  k  combt. 


, J.  In.     F.  dept— ^1  auM.  trta.,  _ 

b.  k  I.  trt.,  8  boaa  tilu.,  »  hta.;  boat,  rub.  lined, 
gd.,  8,000  tt;  t.  *I,  Oamewcll,  ID  bi.;  TaL  equip., 


18,000;  vaL  bldga.,  810,000;  cap.  dipt,  818  OM- 
t^mem.,  IS,  pd.  tuU  time;  ondra.  tatii«,  hat 
Watw  Supply— Sit 


Miaa.  H«.,   1   m.  boa. 
B  trip.  eipinal'oD,  cap.  Stf  i 


e«d,,  a 


gala.;  t»- 


14  m.,  4  to  18  in.  dia.;  SIT  hjd.;  180  i.;'l,M« 
net;  prei.  dom.  SO  Iba.,  I.  ISO  Iba. 

ALTOftA,  p.  618.  F.  dept — 1  c.  am  1  cootL 
;**  ?i  ^1**::^'  ^■.^^''  "-.  1  *■  *  L  trk.;"bo.e,  oat, 

Ii  000-  wt  m™    ao't'oT'"*'"'  *'•*'"'■  "^  ''^■ 

Wile'r  Supply-l^R...  wellt  k  cUtema. 

AMBOY.  p.  1.140;  (.  area,  840  a.;  m«c  bldgi. 
,■      .  V    "■•  ?  I"'''  "'-  "^  P«™'     "■  dept— 

■.-IT  8  boae  reel.:  hoae,  cot,  nib.  llped.  gd,  tfin 
t..  T  al.,  beU:  vaL  equip..  18.000;  t2u  hligt. 
'^ifim'    **"■        ■""■    *^-'"'°'-    "t.    mem,    10,  H 

Walar  Supply— Src.,  welli;  aja.,  pump  880  ealL 

V  ; J? "j  ""'^.■■,."*  «..  *  to  8  in.  dia.;  14 
JJ.,  pre*.,  dom  48  lb..,  I.  SS  Iba.;  coat.  »1G,OOI): 
oat  mice.,  81.000;  wka.  owned  by  elty. 


L   in  f.  a 


,  tt  c 


•in/fn  \.  "*■'  I  '™*  "**•:  '«"■   "L.  nb. 

"d'*?-   £^-  *'*l«"  'SOO;   f*-   •Btm..   11. 

Water  Supply — No  waterwka.  ayatem. 

ANTIOCH,  p.  881:  I  ana  8  a.-  men:,  bldo. 
bk.,  1  .tor.;  ^v.,  wd.,  2  rtor.';  wd.  'rU.  perm-Tt 
area;  Jwkj.  k  combl.  onL;  canaea  ol  t.  int.  F. 
dept— 7  ^  hand  et,  1  h.  k  1.  trii..  t  hn.;  heae. 
?'h^-  "''*^'  «*■  ""  '^'  '■  *^-  ""U:  nL  tqn^. 


wd.   rfi 
nib.  lined. 


>.  lined,  gd.,  GOO  ft 
"     rea.  10 


,  SS  V 
F     dept— 1   a   eog.; 


STlti  trk.,  S  ho^  n^a; 
„  ,       ii-.si'   *■."?   "■;  (.   aL.  beU  k  wb.;  t»L 
equip.,  (1,000;  TaL  bldga.,  *1,800.-  tot  bkbL.  t» 
»oL;  nndia.   r»tlng,  thirf  cUm.  u""- 

Watar  Supplj^-Src.,  welte.  %  m  bw.  cert.: 
"*■•  ^^P  ">  "''P'  •"'P-  oW"  SS.OM  nte.,  t« 
cap.,  108,000  gala.;  1  pump,  eng.,  cap.  <kx  411,- 
SS**  "■^-."""^  •  m.,  4  to  rt  dlL:^  brd.; 
IT  •.;  100  acrr,;  prea.,  dom.  45  Iba..  t  100  lb..: 
oooa..     day     120.000     gala.;     coat.     MO.OOO;     OM 

ARLINQTON  HEiQHTS,  p.  1,»4S;  t  area,  MO 
».;  mere  bldga.,  bk..  1  to  I  ator. ;  prir.,  it  t 
wd.,  I  to  1  ator.;  wd.  rfa.  perm.  In  f.  area:  laia 
!'  J-  l"";  II  <••?«— 1  c  Tand  ei,  1  bOM  »rta. 
I  h.  k  L  trk.:  boae.  cot,  rubu  lined,  fd.,  t.GOO 
ft;  inf.,  lOO  ft;  tet  boae,  1,TOO  ft;  t  al,  beU 
&   wb.;   Tnl.   bldga.,   fg.ODO;   tot    m^  4*. 

Water  Supply— Src,  lake,  1  n.  bu  cMt;  rea. 
Mip.,  100,000  gala.;  pnmp  cap..  lO.OOO  pte.  kr.; 
tnaiua.  e%  m.:  ST  hyd.;  ST  t.;  met.  A:  pne. 
dom.  80  Iba.,  f.  08  Iba.;  wka.  owned  by  riO^ 
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ARTHUR,  p.  1,080.  F.  deot— 2  c.  buid  ex.,  2  bose 
waff.,  2  hn.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft.; 
f.  al.,  bell;  vaL  equip.,  $1,200;  yal.  bldgs.,  $2,000; 
tot  mem.,  21  vol. 

ASHLAND,  p.  1,006;  f.  area,  640  a.;  mere. 
bldg&,  bk..  1  to  2  ttor. ;  wd.  rfs.  not  perm,  in  f. 
area;  comot  ord.;  causea  of  f.  Inv.  P.  dept. — 1 
auto.  8tr.,  1  bose  cart;  bose,  cot.,  rub.  lined,  gd., 
1,000  ft.;  f.  al.,  bell;  val.  equip.,  $2,000;  val. 
bldgs.,  $8,000;  txp.  dept,  $40;  tot  mem.,  6,  pd. 
full  time. 

Water  Supply — Src,  creek,  wells  k  cisterns,  in 
bus.  cent;  ays.,  pump  by  band. 

ASHTON,  p.  779.  F.  dent. — 1  str..  1  c.  eng., 
1  h.  jc  1.  trk,  1  bose  cart;  bose,  1,000  ft;  f.  al.. 
bell. 

Water  Supply — Src,  R.  R.  Unk. 

ASSUMPTION,  p.  1,018;  f.  area,  600  a.;  mere, 
bldgs.,  bk.  Jc  stn.,  1  As  i  stor.;  priv.,  wd.,  1  &  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept — 1  str.,  1 
c.  eng.  on  wis.,  1  h.  &  1.  trk.,  1  bose  wag., 
1  bose  cart;  bose,  cot,  rub.  lined,  gd.,  1,000  ft; 
faif.,  650  ft.;  tot  hose,  1,650  ft;  f.  al.,  wh.  & 
bell,  8  bz.;  val.  equip.,  $8,500;  vaL  bldgs.,  $2,600; 
exp.  dept,  $660;  tot  mem.,  26,  pd.  part  time. 

Water  Supply — Src,  wells  9c  cisterns;  stdp.  cap., 
60,000  gals. 

ASTORIA,  pop.  1,857.  F.  dept — 1  comb.  b.  & 
L  wag.;  bose,  500  ft;  vol. 

Watar  Supply — Src,  artesian  wells;  eys.,  pump 
to  stdp.  k  res.;  stdp.  cap.,  86,000  gala.;  res.  cap., 
112,000  gals.;  maina,  8  m.;  28  byd. 

ATKINSON,  p.  805.  F.  dept — 1  band  enc.; 
boae,  cot,  rub.  lined,  gd.,  850  ft;  f.  al.,  bell; 
tot  mem.,  25  vol. 

ATLANTA,  p.  1,867;  f.  area,  10  a.;  mere  bldgs., 
bk.,  2  stor.;  priv.,  wd..  1  ft  2  stor.;  wd.  rfs.  not 
penn.  F.  dept — 1  b.  ft  L  trk..  1  hose  oar.;  hose, 
linen,  rub.  lined,  gd.,  600  ft;  tot  mem.,  40  voL 

Watar  Supply— -Src,  well;  sys.,  pump  to  stdp.; 
stdp.  cap.,  84,000  gals.;  pump,  eng.,  cap.  day  260.- 
000  gals.;  maina,  1^  m.,  1  to  8  in.  dia.;  12 
hyd.;  6  v.;  pres.,  f.  16  lbs.;  cost  $80,000. 

AUBURN,  p.  1,814.  F.  dept — 1  str.;  hose,  cot, 
rob.   lined,  gd.,  500  ft 

AURORA,  p.  29.807;  f.  area,  6.0  sq.  m.;  mere 
bldss.,  stn.  ft  bk.,  2  to  6  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept — 1  str.  In  reserve,  2  comb,  c  ft 
h.  wag.,  1  auto.  comb,  c  ft  h.  trk.,  1  auto.  aer. 
trk.,  12  c.  hand  ex.,  1  b.  ft  1.  trk.  in  reserve,  12 
bra.;  hose,  cot,  rub.  lined,  gd.,  8.000  ft;  f.  al.. 
Gamewell,  110  bx.;  val.  equip.,  $24,000;  vaL  bldgs., 
•40,000;  exp.  dept.  $84,800;  tot.  mem.,  80,  pd. 
full  time;  undrs.  rating,  first  class. 

Water  Supply — Src.  wells,  m  m.  bus.  cent; 
mys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  226,000 
gals.,  dim.  18  x  155,  loc  500  ft  station,  mat 
iron;  res.  cap.,  1,816,000  gals.,  loc.  50  ft  station; 
3  pump,  eng.,  sizes  16  x  28  x  80,  14  x  22  x  18, 
cap.  day  5,000,000  gals.;  mains,  c  i.,  72  m.,  4  to 
16  in.  dia.;  601  byd;  652  v.;  met,  5,402;  5,402 
aerv.;  pipe,  lead  ft  iron;  pres.,  dom.  76  ^  lbs.,  f.  110 
lbs.;  cons.,  day  2,200.000  gals.;  cost  $500,000; 
cost  mtce.,  $22,000;  wks.  owned  by  city. 

AVA,  p.  780.  F.  dept — 1  str.;  hose,  cot,  rub. 
lined,   gd.,   500   ft. 

AVON.  p.  865.  F.  dept — 1  hand  eng.;  hose, 
cot.,  rub.  lined,  gd.,  750  ft;  voL 

BARRINGTON,  p.  1,444;  f.  area,  640  a.;  mere 
bld^..  bk.  ft  wd.,  2  stor.;  priv.,  wd..  2  stor.; 
wd-  rfs.  perm.;  no  fwks.  ord.  F.  dept — 1  h.  ft  1. 
trk.,  1  hose  car.;  hose,  cot,  rub.  lined,  gd..  1,000 
ft.;  f.  al.,  bell  ft  wh.:  vaL  equip.,  $800;  vaL  bldgs., 
$6,000;  exp.  dept,  $200;  tot  mem.,  18  vol. 

Water  Supply — Src.  wella,  at  bus.  cent;  sys., 
pmnp  to  res.  ft  stdp.;  stdp.  cap.,  96,000  gals., 
dim.  60  X  18,  mat  stl.;  res.  cap.,  40,000  gals., 
loc  on  hill  H  m.  town;  1  compressor  ft  1  pump, 
cap.  day  600,000  gala.;  mains,  c.  i.,  7  m.,  4  to 
6  in.  dia.;  60  hyd.;  10  v.;  250  serv.;  pipe,  galv.  i.; 
pr«8.,  dom.  70  lbs.,  f.  90  lbs.;  cons.,  day  100.000 
gals.;  cost,  $26,000;  cost  mtce.,  $200;  wks.  owned 
by  city. 

BARRY,  p.  1,647;  f.  srea,  160  a.;  mere  bldgs.. 
bk.,  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  not 
perm.  F.  dept — 1  c  eng.,  1  hand  eng.,  2  c 
band  ex.,  1  b.  ft  I.  trk.,  2  bose  car.;  hose,  cot, 
rub.  lined,  gd.,  2,000  ft;  tot  mem.,  voL 


Watar  Supply — Src,  wells;  ays.,  pump  to  stdp. 
ft  dir.;  stdp.  oap.,  1,800  bbla.;  pump.  eng..  cap. 
hour  400  bols.;  mains,  1  m.,  4  to  6  in.  dia.;  7 
hyd.;  prea.,  f.  40  lbs.;  cost,  $20,000;  cost  mtce., 
$500;  wks.  owned  by  city. 

BATAVIA,  p.  4,486;  f.  area,  8,000  a.;  mere 
bldgs.,  wd.  ft  stn.,  8  stor.;  priv.,  wd.  ft  stn.,  2 
stor.;  wd.  rfs.  perm.  F.  dept — 8  hose  car.;  boae, 
cot.  rub.  lined,  gd..  2.200  ft;  inf.,  150  ft;  tot 
hose,  2,350  ft.;  f.  al.,  wb.;  vaL  equip.,  $8,800;  vaL 
bldgs.,  $2,000;  tot  mem.  80  vols. 

Water  Supply — Src,  well,  IVi  m.  bus.  cent; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  600.000 
gals.;  2  res.,  cap.  100,000  gals,  each;  2  pump, 
eng.,  cap.  day  1,600,000  gals.;  mains,  26  m., 
4  to  10  in.  dia.;  91  hyd.;  met,  1,700;  2,500 
serv.;  pres.,  dom.  65  lbs.,  f.  125  lbs.;  cost,  $500,- 
000;  wks.  owned  by  city. 

BEAROSTOWN,  p.  6,107;  f.  area,  850  a.;  mere 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  bk.  ft  wd..  IH  A;  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  <nv.  F.  dept — 1  comb.  suto.  trk.,  1 
hand  eng.,  6  c  hand  ex.,  8  hose  carta;  hose, 
cot.  rub.  lined,  ffd.,  650  ft;  rub.,  gd.,  2,600  ft; 
tot.  hose,  8,050  ft;  f.  sL,  bell  ft  wh.;  vaL  equip., 
$9,000;  val.  bldgs.,  $1,000;  exp.  dept,  $1,200; 
tot.  mem..  50  vol. 

Water  supply— -Src,  wella,  1  m.  bus.  cent;  sys., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  40,000  gals.; 
pump,  eng.,  oap.  day  1,000.000  gals.:  maina,  c  L, 
14  1-6  m.,  4  to  8  in.  dia.;  74  hyd.;  ^660  serv.; 
pres:,  dom.  40  lbs.,  f.  125  lbs.;  cost  $60,000; 
cost  mtce.,  $4,000;  wks.  owned  by  city. 

BELLEVILLE,  p.  21,122;  f.  area,  6  sq.  m.;  mere 
bldgs.,  bk.  ft  stn.,  1  to  5  stor.;  priv.,  bk.,  1  to  8 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.  F. 
dept. — 2  str.,  6  c  hand  ex..  1  h.  ft  1.  trk.,  1  comb, 
c  ft  h.  wag.,  8  hose  car..  9  hrs.;  hose,  cot,  rub. 
lined,  gd.,  6,500  ft.;  inf.,  1,100  ft.;  tot  hose, 
7,600  ft.;  f.  al.,  bell  ft  telp.,  20  bx.;  vaL  equip., 
$20,000;  vaL  bldga.,  $14,000;  exp.  dept,  $16,480; 
tot  mem.,  18,  pd.  full  time;  undra.  rating,  first 
class. 

Watar  Supply — Src,  Mias.  riv.,  1^  m.  bus. 
cent;  sys..  pump  to  res.,  to  stdp.  ft  dir.;  stdp. 
cap.,  600,000  gals.,  dim.  26  x  120,  mat  iron; 
res.  cap.,  600.000  gals.,  loc  at  atation;  8  pump, 
eng.,  daaa  simplex,  non-con.  ft  trip,  cond.,  com^ 
bined  cap.  day  7.000,000  gals.;  mains,  c  L,  66 
m.,  4  to  20  in.  dia.;  884  hyd.;  met,  2,000;  2,600 
serv.;  pipe,  lead  ft  galv.  L;  pres..  dom.  40  lbs., 
f.  110  Iba.;  cons.,  day  860,000  gals.;  wks.  owned 
by  Co. 

BELVIDERE,  p.  7,268;  f.  area,  1,800  a.;  mere 
bldga.,  bk.,  1  to  4  ator.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  L  trk.,  6  hand 
ex.,  2  comb,  c  ft  h.  wag.,  6  hrs.;  boae,  cot,  rub. 
lined,  gd.,  8,600  ft;  x.  al.,  telp.;  vaL  equip., 
$7,000;  val.  bldga.,  $12,000;  exp.  dept,  $10,050; 
tot  mem.,  8,  pd.  full  time. 

Water  Supply — Src.  wells;  ays.,  pump  to  stdp.  ft 
dir.;  stdp.   cap.,   166,000  gala.;  res.  cap.,   500,000 

fals.;  2  pump,  eng.,  daaa  dup.,  sise  10  x  10  H  x 
0,  cap.  day  2.000,000  gals.;  mains,  c  L,  28 
m.,  4  to  10  in.  dia.:  198  hyd.;  100  v.;  met,  765; 
1,350  serv.;  pipe,  galv.  L;  prea..  dom.  70  Iba.,  f. 
100  to  125  lbs.;  cons.,  day  750,000  gals.;  cost 
$125,000;  cost  mtce.,  $6,000;  wks.  owned  by  city. 

BEMENT,  p.  1,580;  f.  area,  20  a.;  mere  bldgs., 
wd.,  1^  ft  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept — 2  e  hand 
ex.,  1  h.  ft  1.  trk..  2  hose  car.,  hooks,  ladders  ft 
buckets;  hose,  cot,  rub.  lined,  gd.,  1,200  ft;  f.  al., 
bell;  vaL  equip.,  $1,000;  val.  bldgs.,  $500;  tot 
mem.,   28  voL 

Water  Supply — Src,  wells;  sys..  pump  to  stdp.; 
stdp.  cap.,  670.000  gals.;  res.  cap..  40,000  gals.; 
pump,  eng.,  cap.  day  1,440,000  gals.;  maina,  2  m., 
4  to  8  in.  dia.;  19  hvd. ;  met,  49;  75  serv.;  pres., 
dom.  48  lbs.,  f.  150  lbs.;  cost,  $18,000;  cost  mtce., 
$1,000;  wks.  owned  by  village. 

BENLD,  p.  1,912;  f.  area,  8  blocks;  mere 
bldgs.,  bk.,  etn.  ft  wd.,  1  tx)  8  stor.;  piriv.,  bk.  ft 
wd.,  1ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwus.  ft  combt  ord.;  causes  of  f.  inv.;  F.  dept. — 1 
str.,  1  c  hand  ex.,  1  boae  reel,  2  bra.;  hose,  cot., 
rub.  lined;  gd.,  500  ft;  inf.,  600  ft.;  tot  hose, 
1,000  ft;  f.  aL  bell;  vaL  equip.,  $2,000;  exp. 
dept,  $500;  tot  mem.,  16  voL 

Water  Supply — Src,  wells  ft  cisterns. 

BENSON,  p.  862.  F.  dept — 6  c  ex.,  1  hose 
cart;  hose,  500  ft;  f.  aL.  bell;  tot  mem.,  16. 
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Wattr  Supply — Src,  wells:  97s.,  pump  to  itdp. 
ft  res.;  stdp.  cap.,  1,400  bbls.;  res.  cap.,  3,000 
bbls.;  mains,  IH   Tti.;  16  byd. 

BETHALTO.  p.  447;  f.  area,  640  a.     F.  dept — 

1  c  ensr.,  1  h.  A;  1.  trk.;  val.  equip.,  $1,200;  val. 
bldirsM  1600;  exp.  dept.,  $100;  tot.  mem.,  20,  pd. 
part  time. 

Water  Supply — Src.,  wells. 

BLANDINSVILLE,  p.  987;  f.  area,  200  a.;  mere 
bldffs.,  bk.  &  wd.,  1  ft  i!  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord. 
F.  dept. — 2  c.  enir*;  hose,  rub.,  gd.,  560  ft.; 
undrs.  rating^,  fourth  class. 

Water  Supply — Src,  wells. 

BLOOMINGTON.  p.  26,768;  f.  area,  1  sq.  m.; 
mere,  bldgs.,  bk.,  2  to  7  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwas.  ft  combt.  ord.; 
causes  of   f.   in  v.      F.   dept. — 1   str.,    1   in  reserve, 

2  c.  eng.,  10  c.  hsnd  ex.,  1  h.  ft  L  trk.,  1  in 
reserve,  1  comb,  hose  wag.,  4  hose  wag.,  1  in 
reserve,  2  chiefs  wag.,  1  exercise  wag.,  14  hrs.; 
hose,  8,800  ft;  f.  al.,  Gamewell,  68  bx.;  val. 
equip.,  $21,000;  val.  bldgs.,  $48,000;  exp.  dept., 
$80,000;  tot  mem.,  88. 

Water  Supply — Src.,  wella,  2  m.  bus.  -cent;  ays., 
pump  to  stdp.  ft  dir.;  res.  cap.,  10,000,000  gals.; 
stdp.  cap.,  76,000  gals.,  dim.  8  z  200,  mat  iron 
ft  ok.;  2  pump,  eng.,  class  comp.  ft  dup.,  cap. 
day  10,000,000  gals.;  mains,  iron,  52^  m.,  4  to 
20  in.  dia.;  664  liyd.;  348  v.;  met,  8,971;  6.000 
serv.;  pipe,  lead;  prea..  dom.  65  lbs.,  f.  100  lbs.; 
cost,  $600,000;  cost  mtce.,  $26,000;  wks.  owned 
by  city. 

BLUE  ISLAND,  p.  8,048;  f.  area,  640  a.;  mere- 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  of 
f.  inv.  F.  dept. — 1  str.,  1  comb.  c.  ft  h.  wag., 
1  c.  hand  ex.,  1  h.  ft  1.  trk.;  hose,  cot,  nib. 
lined,  gd.,  2,000  ft;  rub.,  fair,  800  ft:  inf..  700 
ft;  tot.  hose,  8,000  ft;  f.  al.,  telp.,  17  bx.;  val. 
equip.,  $6,850;  val.  bldgs.,  $11,500;  exp.  dept, 
$d46;  tot.  mem.,  42. 

Water  Supply — Src,  wells:  sys.,  pump  to  res.  ft 
dir.;  res.  cap.,  200,000  gals.;  pump,  eng.,  cap. 
day  1,000.000  gals.;  mains,  20  m.,  6  to  10  in. 
dla.;  800  hvd.;  60  v.;  met,  60;  1,600  serv.;  pres., 
dom.  80  lbs.,  f.  60  lbs.;  cost  $100,000;  cost 
mtce.,  $16,000;  wks.  owned  by  town. 

BLUE  MOUND,  Macon  Co.,  p.  900;  mere  bldgs., 
bk.,  stn.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm.  In  f.  area.  F.  dept — 1  gaso- 
line eng.,  1  hose  reel;  hose,  906  ft.;  f.  al.,  telp.; 
val.  equip.,  $1,000. 

Water  Supply — Src,  well,  near  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  30,000  gals.;  dim.,  16  x 
60;  mat.,  wd.  ft  bk.;  2  pump,  eng.,  cap.  day  450,- 

000  gals.;  mains,  wd.  ft  iron,  2  m.,  4  to  12  in. 
dia.;  32  hyd.;  18  v.;  pipe,  wd.  ft  c  i.;  pres.,  dom. 
30  lbs.,  f.  46  lbs.;  cons.,  dsy  18,000  gals.;  cost, 
$4,000;  cost  mtce.,  $400;  wks.  owned  by  city. 

BLUFFS,  p.  766.  F.  dept. — 1  c  eng.,  160  ft 
gd.  hose;  vol. 

Water  Supply — Src,  wells. 

BRACEVILLE.  p.  971;  f.  area,  40  a.;  mere 
bldgs.,  wd.  ft-  bk.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm.  F.  dept — 2  stationary  dir. 
pumps,  1  c  eng.,  1  h.  ft  1.  trk.,  2  hose  car.,  1  c 
eng.;  hose,  1,400  ft;  f.  al.,  bell;  val.  bldgs., 
$1,000;  exp.  dept,  $800;  tot  mem.,  6,  pd.  xuU 
time. 

Water  Supply — Src,  wells;  sys.,  pump  dir.;  res. 
cap.,  16.160  gals.;  pump,  eng.,  cap.  day  1,728,000 
gals.;  mains,  1%  m.,  4  in.  dia.;  18  hyd.;  pres., 
T.  100  to  126  lbs.;  cost,  $11,600;  cost  mtce, 
$1,476;  wks.  owned  by  city. 

BRADFORD,  p.  770.     F.  dept. — 24  c  hand  ex., 

1  h.  ft  1.  trk..  2  hose  reels;  hose,  1,000  ft.;  f. 
al.,  telp.  ft  bell. 

Water  Supply — Src,  wells;  tk.  cap.,  100,000 
gals.;  mains  to  tk.,  cap.  28,000  gala. 

BRADLEY,  p.  1,942.  F.  dept. — 1  hose  cart,  800 
ft  hose;  f.  al.,  bell;  tot.  mem.,  12  vol.;  undrs. 
rating,  4%  class. 

Water  Supply — Src,  wells;  iys.,  pump  to  stdp.; 
stdp.  cap.,  60,000  gals.;  mains,  8H  m.,  4  to  8 
in.  dia.;  86  hyd.;  prea.,  dom.  80  lbs.,  f.  60  lbs.; 
wks.  owned  by  city. 

BRAIDWOOD,  p.  1,968;  mere  bldgs.,  wd.  ft  bk., 
1  ft  2  stor.;  wd.  rfs.  perm.;  fwke  ft  combt  ord.. 
eauaea  of  f.  inv.  F.  dept — 1  c  eng.,  1  e  hand 
ex.,   1  %.  ft  1.  trk.,  1  hose  cart;  hose,   cot,  rob. 


lined,  gd.,  1,400  ft;  f.  al.,  Gamewell  ft  telg.,  t  bx.; 
vaL  equip.,  $6,000;  val.  bldgs.,  $1,000;  exp.  dept, 
$300;  tot  mem.,  24  voL;  undrs.  rating,  third  dasi. 
Water  Supply — Src,  wells,  in  bus.  cent;  mju 
pump  to  stdp.;  stdp.  cap.,  80,000  gals.;  1  pump, 
eng.,  cap.  day.  201,600  gals.;  mains,  e  i.,  2  m., 
4  to  6  in.  dia.;  18  hyd.;  4  v.;  48  aenr.;  pipe, 
galv.  i.;  pres.,  dom.  ft  f.  48  lbs.;  cone,  day  20,000 
gals.;  coat,  $11,000;  coat  mtce.  $800;  wk&  owned 
by  city. 

BREESE,  p.  2,128;  f.  area,  2,000  a.;  mere 
bldgs.,  bk.,  wd.  ft  cone,  1  to  8  stor.;  priv..  bk.  ft 
wd.,  1  to  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  str.,  2  hand 
eng.,  1  h.  ft  I.  trie.,  4  hose  reels;  pump  pres.,  IS& 
lbs.;  hose,  2,000  ft;  f.  al.,  bell:  vaL  equip.,  $2,000; 
vaL  bldgs.,  $1,000;  tot  mem.,  20  toL;  va6n. 
rating,    second   class. 

Water  Supply— Sre,  creek,  2  m.  bua.  cent; 
ays.,  elec;  tk.  cap.,  40,000  gals.,  dim.  16  ft 
high,  mat.  wd.  ft  1;  rea.  cap.,  40,000  gals.;  elec. 
pump,  eng.,  cap.  day  1,000,000  gala.;  mains,  iron, 
6  m.,  8  in.  dia.;  60  hyd.;  prea.,  dom.  60  lbs.; 
cons.,  day  2,000,000  gals.;  cost,  $12,000;  wks. 
owned  by  dty. 

BRIGHTON,  p.  606.  F.  dept — 1  gaaoHnc  eng., 
1  h.  ft  1.  trk.;  boae,  cot,  rub.  lined,  gd.,  600  ft; 
tot  mem.,  82  vol. 

BRIMFIELD,  p.  676.  F.  dept— 1  hand  eng.; 
hoee,  cot,  rub.  lined,  gd.,  800  ft;  tot  mem.,  27 
vol. 

BROCTON,  p.  668.  F.  dept — 1  band  e  eng.; 
300  ft.  hose. 

BUCKLEY,  p.  496;  f.  area,  600  a.  F.  dept— 2 
hoae  carts;  hoae,  900  ft;  exp.  dept,  $100;  tot 
mem.,   25. 

Water  Supply — ^Artesian  well;  1  pump;  12  hyd.; 
mains,  4,600  ft 

BUDA,  p.  887.  F.  dept — 8  hoae  carta,  2  con- 
trolling nozxles.  1  h.  ft  L  trk.;  hoae,  1.050  IL 
2V^-in.;  f.  aL,  telp.  ft  bell;  tot  mem.,  to  voL 

Water  Supply — Sre,  spr.;  tju.,  pump  dir.;  stdpi 
cap.,  60,000  gals.;  mains,  2^  m.,  4  to  10  in.  dia.; 
19  hyd. 

BUNKER  HILL,  p.  1,046;  f.  area,  8  blocks: 
mere  bldgs.,  bk.,  1  ft  2  stor.;  priv.,  stn..  bk.  k 
wd.,  IH  stor.;  wd.  rfs.  not  perm.;  combt  ord.; 
causes  of  f.  inv.  F,  dept — 1  band  eng..  1  e  eng., 
6  e  hand  ex.,  1  h.  ft  L  trk.,  1  hoae  wag.,  1  hose 
car.,  2  hra.;  hose,  cot,  rub.  lined,  gd.,  700  ft.; 
rub.,  gd.,  200  ft;  inf.,  60  ft;  tot  hose,  950  ft; 
f.  al.,  bell,  wh.  ft  elec;  vaL  equip.,  $2,000;  vmL 
bldgs.,  $800;  exp.  dept,  $30;  tot  mem.,  87  voL; 
undrs.  rating,  second  class. 

Water  Supply — Src,  wells  ft  cisterns. 

BUSHNELL,  p.  2,010;  mere  bldgs.,  stn..  bk.  ft 
wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm.;  fwks.  ft  combt  ord.;  cauaes  of  f.  inv.  F. 
dept — 26  e  hand  ex.,  1  h.  ft  L  trk.,  1  hose 
wag..  8  hose  car.;  hoae,  rub.,  gd..  1,600  ft;  t 
al.,  bell;  vaL  equip.,  $2,600;  vaL  bldga.,  $2,600; 
exp.  dept.,  $860;  tot  mem.,  20,  pd.  part  time: 
undrs.  rating,  third  daaa. 

Water  Supply — Sre,  wells,  2  blocks  bus.  cent; 
aye,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  40,000  gals., 
dim.  12  X  66,  mat  bk.  ft  iron;  rea.  cap.,  185,000 

Sale,  loc  at  pump,  station;  2  pump,  rag.,  cap. 
ay  200,000  gals.;  maina,  c  i..  6  m.,  4  to  8  in. 
dia.;  66  hyd.;  20  v.;  met,  126;  260  serr.;  pfa>e, 
lead;  prea.,  dom.  46  Ibe,  f.  150  Ibe;  cons.,  day 
80,000  gals.;  cost  $36,000;  cost  mtce.,  $1,000: 
wks.  owned  by  city. 

BYRON,  p.  082;  f.  area.  100  a.;  mere,  bldg*^ 
stn.  ft  bk.,  2  stor.;  priv.  bldge,  wd.,  2  stor.;  wd. 
rfs.  perm.;  eauaea  of  f.  inv.  F.  dept — 1  c.  eng., 
12  c.  hand  ex.,  1  h.  ft  1.  trk.,  8  hoae  reels:  boee 
cot,  rub.  lined,  gd.,  1,500  ft;  f.  aL,  bell:  vaL 
equip.,  $2,600;  val.  bldgs.,  $1,000;  tot  mem.,  St 
vol. ;  undrs.  rating,  second  class. 

Water  Supply — Src,  artesian  well,  sys.,  pmnii, 
pump.  eng..  cap.  300  gale  min. 

CABERY,  p.  821;  f.  area,  0  a.  F.  dept— I 
hand  eng..  8  e  ex.,  1  h.  ft  L  trk.;  hose,  600  ft; 
f.  aL,  bell;  tot  mem.,  11  vol. 

Water  Supply — Src,  wella;  a^a.,  dir.  pres.,  pmap 
to  stdp.;  stdp.  cap.,  10,000  gale;  18  hyd. 

CABLE,  p.  860.  F.  dept — 1  comb,  e  ft  h.  wag., 
1  hand  eng.,  1  hoae  reel;  hoee,  660  ft;  L  aL, 
bell:  tot  mem.,  10. 

Water  Supply^— Sre,  welle 
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CAIRO,  p.  14,648;  f.  area,  1,400  a.;  mere,  bldgs., 
bk.,  2  ttor.;  wd.  rfs.  penn.  id  f.  area;  fwka.  & 
combt.  onL  F.  dept — S  comb.  c.  k  h.  wag.,  2 
hand  eng..  1  b.  &  1.  trk.,  8  hoae  wa«.»  6  nre.; 
hose,  cot,  rub.  lined,  gd.,  6,000  ft.:  f.  aL,  telp.; 
yal.  equip.,  $16,000;  val.  bldgs.,  |26,000;  exp. 
dept.,  $18,000:  tot.  mem.,  18,  pd.  full  time. 

Water  Supply-— Src,  riv.,  I  m.  bua.  cent;  aya., 
pump  to  atdp.  ft  dir.;  atdp.  cap.,  225,000  gala., 
rea.  cap.,  500,000  gala.;  4  pump,  eng.,  cap.,  day 
17,000,000  gait.;  mains,  27  m.,  6  to  20  in.  dia.; 
287  byd.;  pres.,  f.  80  to  100  lbs.;  cona.  day 
4,000,000  gftk.;  wks.  owned  by  priv.  Co. 

CAMBRIDGE,  p.  1,272;  f.  area,  160  a.;  mere, 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
cauaes  of  f.  inv.  F.  dept — 1  hand  eng.,  1  h. 
ft  I.  trk.,  1  water  tower,  2  hose  wag.;  hose,  cot, 
mb.  lined,  gd.,  1,250  ft;  inf.,  600  ft;  tot  hose, 
1.860  ft;  f.  al.,  bell  ft  wh.;  val.  equip.,  $1,600; 
vaL  bldgs.,  68,000;  exp.  dept,  $460;  tot  mem., 
30   vols. 

Water  Supply — Src,  wells.  2  blocks  bus.  cent; 
B>-8.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  40,000  gals.; 
res.  cap.,  80,000  gals.;  2  pump,  eug.,  cap.  day 
80.000  gals.;  mains  8^  m..  4  to  8  in.  dia.;  80 
bvd.;  400  serv.;  40  v.;  260  met;  pres.  dom.  60 
Iba..  f.  120  lbs.;  cons,  day  40,000  gals.;  cost, 
$3S,000;  cost  mtce.  |800;  wka.  owned  by  city. 

CAMP  POINT,  p.  1,148;  mere  bldga.,  bk.  ft 
wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs. 
perm.  F..  dept — 2  c.  eng.,  1  h.  ft  1.  trk.,  2 
hand  .eng.;  hose,  linen,  gd.,  500  ft;  25  vol. 

Watar  Supply — Src.,  wells  ft  cisterns;  2  hand 
pump.  eng. 

CAMPUS,  p.  241.  F.  dept— 1  hose  cart;  500 
ft.  hose;  telp.  al.;  val.  equip.,  62,000;  val.  bldgs., 
61.000:  exp.  dept,  6600;  20  vol. 

Water  Supply — Src.,  wells,  in  bus.  cent;  qrs., 
pump  to  stdp.:  stdp.  cap.,  86,000  gals.;  1  pump. 
vntg.,  cap.  day  40,000  gala.;  mains,  1  m.,  4  to 
6  in.  dis.;  15  hyd.;  4  v.;  10  met;  pres.,  dom. 
3.5  lbs.,  f.  80  lbs.;  cons,  day,  6,000  gals.:  cost 
$5,000;  cost  mtce.,  6600;  wks.  owned  by  city. 

CANTON,  p.  10,468;  f.  area,  1,400  a.;  mere. 
bld«a.,  bk.,  1  to  4  stor.;  priv.,  bk.  ft  wd.,  1  ft  2 
ator.  F.  dept — 1  atr.,  1  c  eng.,  4  c.  hand  ex., 
1  h.  ft  1.  trk.,  1  hose  wag.,  1  hoae  reel,  6  hrs.; 
hose,  cot,  rub.  lined,  gd.,  5,100  ft;  f.  al.,  elec. 
&  telp.;  val.  equip.,  620,000;  val.  bldgs.,  616,000; 
exp.  deot,  65,800;  tot  mem.,  11.  pd.  part  time 
8,  8  call  men;  undrs.  rating,  third  dass. 

Water  Supply — Src,  wells,  2Vi  m.  bus.  cent.; 
•yfi.,  dir.  pres.;  res.  cap.,  1,200,000  gals.;  4  pump. 
eng.,  cap.  day  600,000  gals.;  maiUiS,  c.  i.,  2l\ 
m..  4  to  12  in.  dU.;  188  hyd.;  met.  1,800;  1,800 
scnr.;  pres..  dom.  60  lbs.,  f.  80  lbs.;  cons.,  day 
300,000  gals.;  cost,  61^6,600;  cost  mtce.,  65,000; 
wks.  owned  by  city. 

CARBON  HILL,  p.  820;  f.  area,  160  a.;  mere. 
bldflTS..  wd.  ft  bk.,  1  ft  2  stor.;  priv.,  wd.;  wd. 
rfa.  perm.;  fwks.  ft  combt  ord.;  causes  of  f.  Inv. 
P.  dept. — 1  itm.  eng..  1  hose  wag.,  1  h.  ft  1.  trk.; 
hose,  1,000  ft;  f.  al.,  bell;  tot  mem.,  26  voL; 
val.   bldg.,  6600. 

Water  Supply — Src,  priv.  wells. 

CARBONDALE.  p.  6,411;  f.  area,  48  a.;  mere, 
bidffs.,  bk.,  2  ft  8  ator.;  priv.,  wd.,  2  ft  8  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.  F. 
dept. — 1  hose  wag.,  2  reels;  hoae,  cot,  rub.  lined, 
gd.,  500  ft;  rub.,  800  ft;  tot  hose,  1,800  ft;  vaL 
equip.,  62.500;  tot  mem.,  10  vol. 

Watar  Supply — Src.,  wells;  pump  to  stdp.;  stdp. 
cap.,  100,000  gala.;  res.  cap.,  100.000  gals.;  1 
pomp,  cap.  750,000  gals.;  mains,  5  m.,  4  to  12  in. 
dia.;   40  hyd. 

CARDIFF,  p.  1,031.  F.  Dept — 2  hose  carte. 
1,000  ft  hose;  telp.  al.;  18  vol. 

Watar  Supply — Src.,  wells;  6-in.  mains. 

CARLINVILLE,  p.  8,616;  f.  area,  1.000  a,;  mere 
bldffs..  bk.,  1  to  8  stor.;  priv.,  wd.,  1  to  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft  combt  ord.; 
cauaes  of  f.  inv.  F.  dept. — 1  hand  eng.,  1  c.  eng. 
<m  wla.,  1  h.  ft  L  trk..  2  hoae  oarte;  hose,  cot, 
rub.  lined,  gd..  1,000  ft:  f.  aL,  elec.  ft  bell; 
vaL  equip.,  68,000;  vaL  bldgs.,  68,500;  tot  mem., 
31,  pd.  part  time  1,  80  voL 

Watar  Supply — Src,  creek,  1%  m.  bus.  cent; 
tfva..  pump  to  stdp.  ft  dir.;  stdp.  cap.,  76,000 
*rtla,,  dim.  10  x  120,  loc  near  public  square,  mat 
c     i'l    cap.    plant,    500,0p0    gals.;    2    pump,    eng., 


sixe  10  z  16,  cap.  day  2,000,000  gala.;  maina, 
c  L,  6%  m.,  4  to  16  in.  dia.;  74  liyd.;  85  v.; 
met,  2;  500  serv.;  pipe,  galv.  i. ;  pres.,  dom. 
40  lbs.,  f.  60  lbs.;  cost,  665,000;  cost  mtce., 
67,000;   wks.  owned  by  Co. 

CARLYLE.  p.  1,062;  f.  area,  600  a.;  mere  bldga., 
bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  1  to  2 
stor.;  wd.  rfs.  perm.;  combt.  ord.;  causes  of  f. 
inv.  F.  dept — 1  h.  ft  L  trk.,  4  c  hand  ex.,  8 
hose  carte;  hoae,  cot,  rub.  lined,  gd.,  400  ft;  rub., 
gd.,  600  ft;  inf.,  200  ft;  tot  hoae,  1,200  ft; 
f.  al.,  bell  ft  wh. 

Watar  Supply — Src,  1  m.  bus.  cent;  «ya.,  pump 
to  stdp.;  stdp  cap.,  75,000  gals.;  mat,  boiler  L; 
2  pump,  eng.,  daaa  comp.  dup.,  cap.  500.000  gals, 
each;  mains,  c.  i.,  8  in.  aia. ;  pipe,  c.  i.;  wka.  owned 
by  city. 

CARML  p.  2,888;  f.  area,  700  a.;  mere  bldga., 
stn.,  bk.  ft  wd.,  1  ft  2  ator.;  priv.,  wd.,  1  ft  2 
ator.;  wd.  rfa.  not  perm.;  fwks.  ft  combt  ord.; 
causes  of  i.  inv.  F.  dept — 1  h.  ft  1.  trk.,  8  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  2,050  ft;  f.  aL, 
bell;  vaL  equip.,  62,000;  vaL  bldga.,  61,000;  tot 
mem.,  80  voL:  undrs.  rating,  second  daas. 

Water  Supply — Src,  riv.,  H  m.  bus.  cent;  sys., 

Jrav.  ft  pump  to  atdp.;  stdp.  cap.,  200,000  gals., 
im.  12  X  116;  2  pump,  eng.,  cap.  day  750,000 
gala.;  mains,  7  m.,  4  to  10  in.  dia.;  64  hyd.; 
pres.,  dom.  50  Ibi.,  f.  50  lbs.;  cost,  687.000;  wks. 
owned  by  city. 

CARROLLTON,  p.  2,828;  f.  area,  81  a.;  mere 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  cauaea  of  f.  inv.  F.  dept — 1  hand 
eng.,  1  h.  ft  L  trk..  2  hose  reels,  2  nose  oar.,  8 
hrs.;  hoae,  cot,  rub.  lined,  gd.,  1,100  ft;  vaL 
equip.,  61,000;  vaL  bldgs.,  62,000;  tot  mem.,  60 
vol.;  undrs.  rating,  second  daas. 

Watar  Supply — Src,  spr.,  4  m.  bus.  cent;  sys., 
grav.,  pump  to  stdp.;  stdp.  cap.,  27,000  gala.;  dlnu 
11  X  36,  mat  bk.  ft  L;  2  pump,  eng.,  cap.  day 
648,000  gals.;  mains,  c  L,  11%  m.,  4  to  8  in. 
dia.;  61  hj'd.;  18  v.;  met.  150;  pres.,  dom.  45 
lbs.,  f.  86  lbs.;  wka.  owned  by  city. 

CARTERVILLE,  p.  2,971;  f.  area,  400  a.;  mere 
bldgs..  bk.,  1  ft  2  stor.;  wd.  rfs.  not  perm.;  fwks. 
ft  combt  ord.  F.  dept. — 1  gasoline  eng.,  1  c  eng., 
15  c  hand  ex.,  1  hose  car.;  hoae,  cot,  rub.  lined, 
gd.,  1,500  ft;  f.  al.,  telp.  ft  wh.;  tot  mem.,  15 
vol. 

Water  Supply — Src,  wella. 

CARTHAGE,  p.  2,878;  f.  area,  160  blocks;  mere 
bldgs.,  bk.,  1  to  8  stor.;  priv..  wd.,  2  ator.;  wd. 
rfs.  not  perm.;  combt  ord.;  causes  of  f.  inv.  F. 
dept. — 1  e  eng.,  1  h.  ft  1.  trk.,  3  hose  reels;  hose, 
rub.,  gd.,  1.000  ft;  inf.,  600  ft.;  tot  hose.  1,600 
ft;  f.  aL,  bell;  exp.  dept,  6600;  tot  mem.,  46 
vol. 

Water  Supply — Sic,  wells;  sys.,  pump  to  stdp. 
ft  dir.;  stdp.  cap.,  61,770  gala.,  dim.  20  x  24; 
res.  cap..  60.000  gals.;  pump,  eng.,  dup.,  cap.  day 
500.000  gals.;  mains,  wd.  ft  iron.  8%  m.,  4  to  6 
in.  dia.;  36  hyd.;  met,  65;  76  serv.;  pipe,  galv.  i.; 
rres.,  dom.  30  lbs.,  f.  160  lbs.;  cost  620,000; 
cost  mtce.,  6600;  wks.  owned  by  town. 

CASEY,  p.  2,157;  f.  area,  640  a.;  mere  bldgs., 
bk.,  1  to  4  stor.;  priv.,  bk.  ft  wd.,  1  to  2  stor.; 
wd.  rfs.  not  perm,  m  f.  area;  fwka.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  e  eng.,  8  c  hand 
ex.,  1  h.  ft  1.  trk.,  hose  car.;  hose,  cot,  rub.  lined, 
gd.,  1,000  ft;  inf.,  600  ft;  tot  hose,  1.600  ft; 
I.  aL,  wh.;  vaL  equip.,  61.800;  tot  mem..  25 
voL 

Water  Supply — Src,  res.,  %  m.  bus.  cent;  sys., 
my.;  stdp.  cap.,  80,000  gala.;  dim.,  21  x  84 
ft;  mat,  stl.;  maina,  e  L,  1%  m.,  6  to  8  in.  dia.; 
84  hyd.;'  12  v.;  126  met;  pipe,  c  L;  prea.,  dom. 
75  lbs.,  f.  76  Iba.;  cost,  618,000;  wka.  owned  by 
priv.    Co. 

CENTRALIA,  p.  0,680;  f.  area,  80  a.;  mere 
bldga.,  bk.,  2  stor.;  priv.,  wd.,  2  ator.;  wd.  rfs.  not 
perm.;  no  fwks.  ft  combt  ord.  F.  dept — 1  e 
eng.,  72  c  hand  ex.,  1  hose  wag.  witii  hooks; 
hose,  gd.,  1.500  ft.;  500  ft  old  hose;  tot.  hose, 
2.000  ft.;  f.  aL,  tdp.;  val.  equip.,  66,000;  val. 
bldgs.,  66,000;  tot  mem.,  10,  pd.  full  time  2, 
vol.  8;  undrs.  rating,  second  class. 

Watar  Supply — Src,  creek;  sys.,  pump  dir.;  2 
pump,  eng.,  daas  comp.  dup.,  cap.  day  2.000.000 
gals.;  mams,  18  m.,  4  to  12  in.  dia.;  104  hyd.; 
27  v.;  met,  200;  prea.,  f.  80  lbs.;  cost,  642,000; 
coat  mtce.,  62,000;  wks.  owned  by  dty. 


c-52 


FIRE  DEPARTMENTS  AND   WATER   SUPPLY— ILLINOIS. 


CERRO  QORDO,  p.  876;  mere.  bldff>*'  bk.  A  wd., 
1  lE  2  8tor.;  priv.,  bk.  fr  wd.,  1  Jc  2  ator.  F. 
dept. — 1  hand  eng.,  2  hose  carts,  6  c  hand  ex.,  6 
Udders;  hose,  rub.,  gd.,  800  ft.;  val.  equip.,  $600; 
tot.  mem.,  40  vol. 

Water  oupply—Src,  cisterns  &  wells;  sys.,  pump 
to  stdp.;  stdp.  cap.,  40,000  gals.;  2  pumps,  cap. 
50,000  gals,  day:  maina,  3H  m.,  4  to  8  m.  dia.; 
41  hyd.;  pres.,  dom.  45  lbs.,  f.   100  lbs. 

CHADWICK,  p.  527.  F.  dept.— 1  hose  cart; 
hose,  400  ft.;  f.  al.,  bell;  tot.  mem.,  12. 

water  Supply — Src,  well;  sys.,  pump  to  stdp.; 
stdp.  cap.,  1,700  bbls.;  5  hyd. 

CHAMPAIGN,  p.  12,421;  f.  area,  0  sq.  m.; 
mere,  bidgs.,  bk.  ft  stn.,  1  to  4  stor.;  priv.,  bk. 
k  wd.,  2  stor.;  fwks.  k  combt.  ord.;  causes  of  f. 
inv.  F.  dept — 1  str.,  1  c.  eng.  on  wis.,  7  c 
hand  ex.,  1  h.  ft  L  trk.,  1  hose  wag.,  1  bose  cart, 

0  hra.;  hose,  cot.,  rub.  lined,  gd.,  8,000  ft.;  f. 
aL,  bell  ft  telp.,  10  bx.;  val.  equip.,  1 10,000; 
vaL  bIdgs.,  $20,000;  exp.  dept.,  |9,000;  tot.  mem., 
8,  pd.  full  time. 

Watar  Supply — Src.,  wells.  1  m.  bus.  cent.;  sys., 
pump  dir.;  res.  cap.,  1.000,000  gals.,  loc  at  sta- 
tion; 4  pump,  eng.,  class  dup.  k  trip.,  cap.  day 
6,000,000  gals.;  maina,  c.  i.,  88  m.,  4  to  10  in. 
dla.;  810  hyd.;  220  v.;  met.,  8.600;  4,000  serv.; 
pipe,  galv.  i.;  pres.,  dom.  46  lbs.,  f.  90  to  110 
lbs.;  cons.,  day  1,600,000  gala.;  wka.  owned  by  Co. 

CHANDLERSVILLE,   p.    1,000;   f.  area,    640   a. 
F.  dept.— 60  Baboock  ex. 
WaW  Supply — ^Not  repotted. 

CHARLESTON,  p.  6,884;  f.  area,  40  a.;  mere, 
bldga.,  stn.  ft  bk.,  1  to  2  stor.;  priv.,  stn..  bk.  ft 
wd.,  1  to  8  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwka.  ft  oombt  ord.;  causes  of  f.  inv.     F.  dept. — 

1  hose  ft  c  comb,  wag.,  2  e.  hand  ex.,  1  boae 
wag.,  1  hose  cart,  2  hra.;  hose.  rub.  lined,  gd., 
1,700  ft.;  f.  al.,  bell  ft  telp.;  val.  equip.,  $4,000; 
val.  bIdgs.,  $8,500;  exp.  dept.,  $2,000;  tot.  mem., 
10.  pd.  full  time  8,  pd.  part  time  7. 

Watar  Supply — Src.,  riv.,  2^  m.  bus.  cent.; 
sys.,  pump  dir.;  res.  cap.,  4,000,000  gala.;  pump, 
eng.,  cap.  day  8,000,000  gals.;  maina,  40  m.,  4 
to  12  in.  dla.;  98  hyd.;  660  serv.;  pres.,  dom. 
85  lbs.,  f.  140  lbs.;  cost,  $60,000;  cost  mtce., 
$6,000;   wks.  owned  by  city. 

CHATSWORTH,  p.  1.112;  f.  area,  620  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  stor.;  priv.,  wd.,  1^  stor.; 
wd.  rn.  perm.;  fwks.  ft  combt.  ord.  F.  dept. — 
1  h.  ft  1.  trk.,  1  hand  eng.,  2  hose  reels;  hose, 
cot.,  rub.  lined,  gd.,  1,200  ft.;  rub.,  gd.,  400  ft., 
tot.  hose,  1,600  ft.;  f.  aL,  bell;  vaL  eauip.,  $8,000; 
vaL  bldgs.,  $8,000;  tot.  mem.,  16,  pd. 

Water  Supply — Src.,  wella,  1  block  bus.  cent.; 
sys.,  air  prea.;  2  atdp.,  cap.  26,000  gala,  each;  res. 
csp.,  60,000  gals.,  mat.  iron;  2  pump,  eng.;  mains, 
39  blocks,  6  to  8  in.  dia.;  89  hyd.;  met.,  108; 
cost.  $20,000;  wks.  owned  by  city. 

CHENOA,  p.  1,814;  f.  area,  20  a.;  mere,  bldgs., 
bk.,  1  to  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  causes  of  f.  inv.  F.  dept. — 
1  h.  ft  1.  trk.,  2  hose  wag.;  hose,  cot.,  rub.  lined, 
gd.,  1,250  ft.;  f.  al.,  wh.;  val.  equip.,  $1,200; 
val.  bldgs.,  $1,000;  tot.  mem.,  10  vol. 

Water  Supply — Src,  well,  2  blocks  bus.  cent.; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  50,800  gals., 
dim.  180  ft.  high,  mat.  stl.;  res.  cap.,  lOf.OOO 
gals.;  2  pump,  eng.,  cap.,  day  201,000  gals.; 
mains,  14  m.,  4  to  8  in.  dla.;  60  hyd.;  80  serv.; 
pipe,  lead;  pres..  dom.  60  lbs.,  f.  67  lbs.;  cons., 
day  25,000  gals.;  cost,  $40,000;  cost  mtce., 
$1,000;  wks.  owned  by  city. 

CHESTER,  p.  2,800.  F.  dept. — 8  hose  carts; 
hose,  cot.,  rub.  lined,  ffd..  1,500  ft.;  f.  al.,  bell; 
vaL  equip.,  $2,000;  val.  bldgs.,  $600;  tot.  mem., 
24  vol.;  undrs.  rating,  4%  daaa. 

Water  Supply — Src.,  Miss,   riv.;  sys.,  dir.  pres.; 

1  pump,  eng.,  cap.  day  144,000  gals.;  2  m.  mains; 
28  hyd.;  4  v.;  80  serv.;  pres.,  dom.  48  to  98 
lbs.;  wks.  owned  by  priv.  Go. 

CHICAGO,  p.  2,185,288;  f.  area.  190  sq.  m.; 
mere,  bldgs.,  bk.,  iron,  tOe,  4  to  20  stor.;  priv., 
bk.,  2  to  4  stor.;  wd.  rfs.  not  perm.;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 111  str.. 
21  in  reserve,  6  ehiefs  auto.,  2  in  reserve;  11 
auto.  comb.  c.  ft  h.  wag.,   2  comb.  c.  ft  h.  wag., 

2  in  reserve,  9  c.  eng.,  1  in  reserve,  28  c.  hand 
ex.,  15  h.  ft  L  tks.,  8  in  reserve,  10  aer.  tks.,  8 
comb.  aer.  tks.,  6  comb.  h.  ft  1.  tks.,  2  in  re- 
serve; 1  water  tower,  4  f.  boata,  101  hose  wag.,  10 


in  reserve,  2  oomb.  hose  reels,  25  diief s  wif.,  5 
in  reserve,  15  supply  wag.,  17  in  reserve.  IS  fsd 
wag.,  681  hrs.,  96  in  reserve;  hose,  cot.,  rub.  lined, 
gd..  290,615  ft.,  8,500  ft.  In  reserve;  t  ai.,  Ok» 
well,  1,807  bx.;  vaL  equip.,  $1,179,246;  val,  bldfi., 
$1,755,019;  exp.  dept.,  $8,102,861;  tot.  mm., 
1,800,  pd.  full  time. 

Watar  Supply— Src,  Lake  Michigan,  4,  3  ft  t 
m.  bus.  cent.;  sys.,  pump  dir.;  49  puinp.  om., 
csp.  day  451,088,000  gals.;  mains,  c  L,  t.So! 
m.,  3  to  48  in.  dia.;  24,904  hyd.;  20,488  r.; 
met.,  16,762;  500,000  serv.;  pipe,  lead  ft  iron; 
cons,  day,  515.000,000  gals.;  cost,  $51,612,500; 
cost  mtce.,  $2,755,800;  wks.  owned  by  ci^. 

CHICAGO  HEIGHTS,  p.  14,525;  f.  area,  1,280 1.; 
mere,  bldgs.,  bk.  ft  wd.,  I  to  8  stor.;  pnv.,  bk.  k 
wd.,  1  to  8  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  itr., 
1  comb.  c.  ft  h.  wag.,  10  c  hand  ex.,  2  h.  k  1. 
irks.,  1  hose  wag.,  8  hrs..  1  supply  wsg.,  8  bote 
reels;  hose,  cot.,  rub.  lined,  gd.,  4.500  ft.;  L  iL. 
Oamewell,  38  bx.;  val.  equip.,  $10,500;  vaL  bldga, 
$8,000;  exp.  dept.,  $4,800;  tot.  mem.,  33,  pd. 
full  time  7,  26  vol. 

Watar  Supply — Src,  wella,  1-6  m.  bus.  ecst; 
sys.,  grav.;  stdp.  cap.,  180,000  gala.;  2  yamf. 
eng.,  cap.  day  8,000,000  gals.;  mains,  c  (.,  SO 
m.,  4  to  24  in.  dia.;  2,800  serv.;  eons,  day,  4,400,- 

000  gals.;  wks  owned  by  city. 

CHICAGO  (NORTH),  p.  5,000;  f.  area.  6O0  t.; 
mere,  bldga.,  bk.,   1  to  2   stor.;  priv..  bk.  ft  wd., 

1  to  2H  stor.;  wd.  rfs.  per.;  cauaes  of  f.  iov.  f. 
dept — 2  c  hand  ex.,  1  hoae  wag.,  2  hose  car.,  1 
bra.;  hose,  cot.,  rub.  lined,  2,700  ft.;  f.  sL,  wh. 
ft  telp.;  vaL  equip.,  $4,800;  vaL  bldgs.,  $14,000: 
exp.  debt.,  $600;  tot  mem.,  12  voL;  und^  ntiag. 

Watar  Supply — Src.  lake,  %  m.  bua.  cent;  tf%., 
stdp.;  stdp.  cap.,  90,000  gala.;  mat,  stL;  2  pumpi. 
eng.  daaa  comp.  dup. ;  maims,  c  L,  10  m.,  6  to  It 
in.  dia.;  66  hyd.;  12  met;  150  serv.;  pipe,  iron: 
press.,  dom.  50  lbs.,  f.  140  lbs.;  cona.  day,  235,- 
000  gala.;  wka.  owned  by  dty. 

CHILL1C0THE,  p.  1,851;  f.  area,  2  m.;  mere 
bldga.,  bk.,  1  to  2  stor.;  pr.'v..  wd.,  2  stor.;  wd 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.: 
cauaes  of  f.  Inv.  F.  dept — 2  c  eng..  2  bose  carts: 
hose,  cot,  rub.  lined,  gd.,  600  ft;  rub.,  gd.,  1,000 
ft;  inf.,  500  ft;  tot.  hose,  2,000  ft;  f.  sL,  elcc 
ft  telp.,  8  bx.;  tot  mem.,  10  vol. 

Water  Supply — 43rc..  wells,  8  blocks  bus.  cent: 
sys.,  pump  dir.;  8  pump,  eng.,  dsss  comp.  dup.  k 
trip.,  cap.  day  1,600,000  gala.;  mains,  c  L.  6H 
m.,  4  to  12  in.  dia.;  69  hyd.;  26  v.;  614  serr.; 
pipe,  galv.  L;  pres.,  dom.  60  lbs.,  f.  100  lbs.; 
cons,  day,  800,000  gals.;  cost,  $40,000;  cost  mtce 
$5,000;  wks.  owned  by  priv.  Co. 

CHRISMAN,  p.  1,198;  f.  area,  640  a.    F.  dept— 

2  reels  ft  ladder  trk.;  hose,  1,000  ft;  f.  al. 
telp.:  vaL  equip.,  $1,850;  val.  bldgs.,  $300;  tot 
mem.,  18  vol. 

Watar  Supply — Src,  wella;  ays.,  pump  to  stdpi; 
2  pumps,  cap.  day  100,000  gala.;  26  hyd**  28  v.; 
maina.  11,608  ft;  pres.,  dom.  60  Iba.,  f.  150  Iba.: 
coat,  21,000;  wka.  owned  by  dty. 

OISSNA  PARK,  p.  652;  f.  area,  80  a.  F.  d^t— 
VoL 

Wattf  Supply — Src,  wella;  aya.,  pump  to  stdp.: 
4*in.  mains,  8  1*10  m.;  28  hyd.;  75  met;  cost 
$14,000;  wks.  owned  by  dty. 

CLAYTON,  p.  940:  f.  area,  120  a.;  mere  bldga, 
bk.,  1  ft  2  Btor.;  priv.,  wd.,  1  ft  2  ator.;  wd.  rte. 
not  perm.;  fwka.  ft  oombt  ord.;  cauaea  of  t  lav. 
F.  dept — 1  hand  eng.,  12  c  hand  ex.,  4  laddcn.  1 
hoae  car.;  hoae,  cot,  rub.  lined,  gd.,  400  ft;  ndK. 
gd.,  200  ft.;  tot  hoae,  600  ft;  L  aL.  bdl:  nL 
equip.,  $1,600;  vaL  bldga.,  $400;  exp.  dept,  $2$t; 
tot.  mem..  80  vol. 

Water  Supply — Src,  wella  ft  dsteraa,  in  bai. 
cent.;  sys.,  pump  to  stdp.  ft  dir.;  stdpi  cap^  Ihf^ 
gals.;  dim..  14  x  10;  2  pump.  eng..  cap.  dsy  7v 
000  gals.;  maina,  8  blo^ia,  4  in.  dia.:  8  bifd.: 
pipe.  galv.  i.;  prea.,  dom.  85  Iba.,  f.  76  Iba.;  eoitt 
$6,000;  cost  mtce.,  $100;  wks.  owned  by  Oo>. 

CLINTON,  p.  6,166;  f.  area,  1,800  •-l  Jf^ 
bldga.,  bk.  ft  stn.,  2  to  8  stor.;  priv.,  bk.  ft  wd.,  2 
to  2  ator.:  wd.  rfa.  not  pena.  in  f.  area;  fm^  > 
combt.  ord.;  cauaea  of  f.  Inv.  F.  dept — 1  k>  •J^ 
trie,  6  c  hand  ex.,  1  hoae  wag.,  2  hn.;  bos^  est* 
rub.  lined,  gd.,  2.600  ft.:  f.  aL,  beD,  wb.  ft  «^l 
vaL  equip.,  $8,000;  vaL  bldga.,  $6,000;  ap.  dept. 
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$1,100;  tot.  mem.  16,  pd.  full  time  1,  p<L  pert 
time  14. 

Water  Supply — Src,  4  wells,  %  m.  bue.  cent.; 
■ye.,  oompreesed  air  to  ree.  ft  dir.;  res.  cap.,  1,000,- 
000  ffiils.;  2  pump.  enir*»  cIam  <'^»Pm  cap.  day  1,000,- 

000  gals.;  mains,  c.  L,  8  m.,  4  to  10  in.  dia.;  80 
bvd.;  60  v.;  met,,  700;  640  eerv.;  pipe,  «lv.  1.  k 
lead;  pres.,  dom.  40  Ibe.,  f.  100  to  110  lbs.;  oons. 
day.  260,000  gals.:  cost,  $60,000;  cost  mtoe., 
$8,000;  wks.  owned  by  city. 

COAL  CITY,  p.  2,607;  f.  area,  600  a.;  mere, 
bldgs.,  wd.  ft  bk.,  1  ft  2  stor.;  priv.,  bk.  ft 
wd..  1  stor.;  wd.  rfs.  perm.;  fwks.  ft  oombt. 
ord.;    caoaes    of    f.    inv.      F.    dept. — 1    hand    en^c., 

1  h.  ft  1.  trk.,  S  hose  reels;  hose,  rub.  lined,  gd., 
2,100  ft,;  f.  al.,  bell  ft  elec,  8  bx.;  val.  equip., 
$3,600;  val.  btdgs.,  $10,600;  exp,  dept,  $600: 
tot.  mem.  25,  pd.  part  time;  undrs.  rating,  third 
class. 

Water  Supply — Src.,  wells;  sys.,  pump  dir.;  1 
pump,  eng.,  cap.  day  200,000  gala.;  mains,  iron, 
1^  m.,  6  in.  dia.;  18  hyd.;  pres.,  f.  100  lbs. 

COBDEN,  p.  1,600;  f.  area,  100  a.  F.  dept — 
1  hand  pump,  800  ft  hose;  vol.;  val.  equip.,  $800. 

Water  Supply — ^Mot  reported. 

COLCHESTER,  p.  1.446;  f.  area,  12  blocks; 
mere  bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  1 
ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks,  ft 
combt  ord.;  cauaes  of  f.  inv.  F.  d«t — 1  e.  eng., 
1  hose  reel,  2  hrs.,  hose,  hooks,  ladders,  buckets  ft 
Topea;  hose,  rub.,  gd..  200  ft;  f.  al.,  bell;  vaL 
equip.,  $2,000;  val  bldgs.,  $1,600;  exp.  dept., 
$800;  tot  mem.  16,  pd.  full  time  6,  toL  10. 

Watar  Supply — Src,  wells. 

COLFAX,  p.  906;  f.  area,  160  a.;  mere,  bldgs., 
bk.,  1  to  2  stor.;  priv.,  wd.,  1  to  2  stor.:  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  ft  combt.  orct.;  causes 
of  f.  inv.  F.  dept — 2  c.  eng.,  2  hose  wag.,  1,000 
ft.  cot,  rub.  lined  hose;  f.  al.,  bell;  val.  equip., 
$2,000;  val.  bldgs.,  $1,000;  voL 

Watar  Supply — ^Not  reported. 

COLLINSVILLE,  p.  7,478;  f.  area,  700  a.;  mere, 
bldga.,  bk.,  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rtm.  not  perm.  F.  dept — 2  hand  eng.,  1  h.  ft  1. 
trk.,  4  hose  car.;  hooe,  cot,  rub.  lined,  gd.,  1,600 
ft.;  rub.,  gd.,  600  ft.;  tot.  hose,  2,000  ft;  f.  al., 
bell;  val.  equip.,  $4,000;  vaL  bldgs.,  $600;  exp. 
dept,  $600;  tot  mem.,  28  vol.;  undrs.  rating,  sec- 
ond claas. 

Watar  Supply — Src.,  well;  sys.,  pump  to  res.,  to 
Btdp.  ft  dir.;  stdp.  cap.,  70,000  gals.;  dim.,  10  x 
120;  res.  cap.,  80,000  gala.;  2  pump,  eng.,  class 
comp.  dup.,  cap  day  1,600,000  gals.;  maina,  12 )& 
DO.,  4  to  10  ha.  dia.;  118  hyd.:  met,  800;  60 
•err.;  pipe,  gslv.  L;  prea.,  dom.  68  lbs.,  f.  68  Iba.; 
cons,  day,  600,000  gals.;  coat,  $40,000;  coat  mtce., 
$660;  wks.  ovrned  by  city. 

COLUMBIA,  p.  2,076;  mere,  bldgs.,  bk.  F.  dept 
— 1  e.  hand  eng.,  1  h.  ft  1.  trk.,  2  c  hand  ex.,  1 
hose  car.;  hose,  1,000  ft.;  f.  al.,  bell  ft  wh.;  vol. 

Water  Supply — Src,  cisterns. 

COMPTON,  p.  887.  F.  dept— 1  c  wag.,  600  ft 
boae;  20  vol. 

CRESCENT  CITY,  p.  841.  F.  dept— 1  hand  h. 
it  1.  trk.,  2  hose  carta,  760  ft  hose;  bell  al.;  vbL 

CRETE,  p.  840.  F.  dept — 1  h.  ft  1.  trk.,  8 
hose  reels,  1,400  ft  hose;  telp.  ft  bell  al.;  vaL 
eouip.,  $2,000;  val.  bldgs.,  $1,000;  exp.  dept, 
$200;  tot  mem.,  24  vol. 

Watar  Supply — Src,  wells;  sys,,  grav.;  stdp. 
rap.,  50,000  gals.;  mains,  4  m.,  4  to  8  in.  dia.; 
30  hyd.;  24  v.;  84  met;  86  serv.;  pres.,  dom. 
50   lbs.,  f.  60  lbs,;  wks.  owned  by  city. 

CRYSTAL  LAKE,  p.  689.  F.  dept — 1  suto. 
oomb.  c,  b.  ft  1.  ft  hose  trk.,  4  c.  hand  ex.,  2  hose 
carts;  hose,  cot,  rub.  lined,  gd.,  2,000  ft;  f.  al., 
elcc;  val.  equip.,  $6,600;  vaL  bldgs.,  $10,000; 
tot.    mem.,   12  vol. 

Water   Supply^-^rc-,    wells;    cap.,   65,000    gals.; 

1  pump,  eng.,  cap.  day  158.400  gals:  maina,  2% 
m..  4  to  8  in.  dia;  16  hyd.;  pres.,  dom.  40  lbs., 
f.    50   lbs,;  cons,  day,  25,000  gals. 

CULLUM,   p.    600;    f.    area,    1   a.  F.    dept— 

2  band  hose  osrta;  1,000  ft  hose;  f.  aL,  bell; 
▼al.  equip.,  $750;  exp.  dept.  $76;  tot  mem., 
11   voL 

Watar  Supply— ^rc,  weU,  1  ro.  bus.  cent.;  sy«., 
pump  to  stdp.;  atdp.  cap.,  60,000  gals.;  1  pump. 
en^.,   cap.  day  100,000  gsls.;    mains,   2^    m.;   31 


hyd.;   81  v.:  pres.  dom.  66  lbs.,  t.  60  iba.;   cost, 
$20,000;  wlDS.  owned  by  dty. 

DALLAS  CITY,  p.  1,288;  f.  area,  IH  sq.  m.; 
mere  bldgs.,  bk.,  stn.,  1  to  8  stor.;  priv.,  wd.,  1  ft 
2  storj  wd.  rfs.  not  perm,  in  f.  area;  cauaes  of  f. 
inv.  F.  dept^l  comb.  c.  water  wag.,  1  h.  ft  1. 
trk.,  2  hoae  ear.;  hose,  2,000  ft.;  i.  aL,  bell  ft 
wh.;  val.  equip.,  $8,000;  val.  bldga.,  $1,000;  exp. 
dept.  $100;  tot  mem.,  42  voL 

Water  Supply — Src,  Miasissippi  riv.  in  front  of 
city;  res.  csp.,  60,000  gals.;  2  pump,  eng.,  class 
stm.,  cap.  day  720,000  gals.;  mains,  c  L,  2H  m.,  6 
to  8  in.  dia.;  26  hyd.;  8  v.;  60  met.;  pipe,  galv.  i.; 
pres.,  dom.  68  to  82  lbs.,  f.  68  to  82  lbs.;  cost, 
$0,900;  cost  mtce.,  $400;  wks.  owned  by  dty. 

DANVERS,  p.  698.  F.  dept. — 1  hand  f.  eng.,  8 
hose  caata;  hose,  1,200  ft.;  f.  aL,  telp.  ft  bell,  voL 

Watar  Supply — Src,  wella;  stdp.  cap.,  20,000 
gala.;  mains,  2  m.,  4  to  8  in.  dia.;  80  hyd.;  pres., 
dom.  87  H  Iba.,  f.  87  H  Iba. 

DANVILLE,  p.  27,871;  f.  area,  6,700  a.;  mere 
bldgs.,  bk.  ft  stn.,  8  to  7  stor.;  priv.,  bk.  ft  wd., 
2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
ocunbt  ord.;  cause  of  f.  inv.  F.  d^t — 1  auto, 
comb,  c  ft  h.  wag.,  1  chiefs  war.,  2  c  eng.  on 
wis.,  16  c  hand  ex.,  1  h.  ft  L  tnt,  6  hoae  wag., 
16  brs.;  hose,  cot,  rub.  lined,  gd.,  7,850  ft.  (1,0U0 
ft  in  reserve) ;  f.  aL,  Game  well,  06  bx.;  vaL  equip., 
$50,000;  val  bldgs..  #30.000;  exp.  dept,  $55,000; 
tot  mem.,  86,  pd.  full  tune. 

Watar  Supply — Src,  riv.,  IH  m.  bua.  cent;  sys., 
pump  to  res.  ft  dir.;  res.  cap.,  6,000,000  gals.; 
dim.,  3H  X  200;  mat,  stL  ft  bk.,  res.  cap.,  9.000,- 
000  gals.;  4  pump,  eng.,  cap.  day  19,000,000 
gab.;  maina,  c  L,  70  m.,  4  to  20  in.  dia.;  460 
hyd.;  met.,  1,000;  6,800  serv.;  421  v.;  pipe,  lead; 
prea.,  dom.  60  to  75  lbs.,  f.  100  to  126  lbs.;  cons, 
dsy,  4,000,000  gals.;  cost,  $260,000;  wks.  owned 
by  Co. 

DECATUR,  p.  81,140;  f.  area,  6,000  a.;  mere 
bldgs,,  stn.  ft  bk.,  1  to  7  stor.;  priv.,  bk.  ft  wd.,  1 
to  2  stor.;  wd.  lis.  not  perm,  in  f.  area;  fwka.  ft 
comb,  ord.;  cauaea  of  f.  inv.     F.  dept — 2  str.,  2 


comb.  h.   ft  c  auto.,   1   auto,   hoae  wag.,   1   hoae 
rag.,  4 

6  hrs.;  hose,  cot,  rub.  lined,  gd.,  8,000  ft.;  f.  ai., 


wag.,  4  c  hand  ex.,  1  h.  ft  L  trk, 


»e  wag. 
.,  1  chl( 


eTs  auto.. 


elec,  72  bx.;  val.  equip.,  $^8,000;  vaL  bldga., 
884,600;  exp.  dept,  $87,000;  tot  mem.  86,  pd. 
full  time. 

Watar  Supply — Src,  riv.,  1  m.  bua.  cent;  ays., 
pump  dir.;  res.  cap.,  11,000,000  gals.;  pump,  eng., 
cap.  day  8,000,000  gals.;  maina,  iron,  66  m.,  2  to 

20  in.  dia.;  636  hyd.;  700  v.;  met,  4.011;  6,800 
serv.;  pipe,  galv.  L;  prea.,  dom.  66  Ibe.,  f.  116 
Ibe.;  cone,  day,  4,000.000  gala.:  cost,  $850,000; 
cost  mtce.,  $81,000;  wks.  owned  oy  dty. 

DEKALB,  p.  8,102;  f.  area,  1,000  a.;  mere, 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.;  cauaea 
of  f.  inv.  F.  dept — 1  comb,  hose  ft  1.  trk.,  1  auto, 
comb.  c.  ft  h.  trk.,  4  c.  hsnd  ex.,  8  hrs.;  hose,  cot., 
rub.  1  ned,  gd.,  2,600  ft;  rub.,  gd.,  1,000  ft.;  tot 
hose.  3,500  ft;  f.  al.,  Oamewcrll,  84  bx.;  vaL  equip., 
$8,200;  val.  bldga.,  $9,000;  tot.  mem.  7,  pd.  full 
time. 

Watar  Supply — Src,  wella;  sys.,  pump  to  stdp. 
ft  dir.;  stdp.  cap.,  226,000  gala.;  res.  cap.,  600,- 

000  gala.;  cap.  day,  6,760,000  gala.;  mains,  20  m., 

4  to  12  in.  dia.;  800  hyd.;  1,600  serv.;  pipe,  lead; 
pres.,  dom.  20  to  86  lbs.,  f.  110  lbs.;  cons,  day, 
846,000  gals.;  coat,  $126,000;  coat  mtce,  $9,000; 
wka.  owned  by  city. 

DELAVAN,  p.  1,175;  f.  area,  800  a.;  mere 
bldgs.,  bk.,  cone,  ft  wd.,   1   to  2   stor.;  priv.,  wd., 

1  to  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
ft  combt.  ord.;  causes  of  i.  inv.  F.  dept. — 1  h. 
ft  I.  trk.,  2  hose  carts;  hose,  cot,  rub.  lined,  gd., 
1,000  ft.;  f.  al.,  bell  ft  wh.;  val.  equip.,  $5,000; 
vaL    bldgs.,    $5,000;    exp.    dept.,    $300;    tot.    mem., 

21  vol. 

Water  Supply — Src,  wells,  cent,  city;  sys.,  pump 
dir.  to  mains;  stdp.  cap.,  70,000  gals.;  mat,  stL; 
1  pump,  eng.,  cap.  day  268,440  gals.;  mains,  wd., 

5  m.,  4  to  8  in.  dia.;  80  hyd.;  220  aerv.;  pipe, 
iron;  pres.,  dom.  40  lbs.,  f.  100  lbs.;  cons,  day,  90,- 
000  gals.;  cost,  $16,000;  cost  mtce.,  $1,100;  wks. 
owned  by  dty. 

DEPUE,  p.  1,839.  F.  dept. — 1  str.,  1  hose  cart, 
600  ft  hose;  tot  mem.  89,  pd.  part  time  18,  voL 
21. 
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DESPLAINES,  p.  2,848;  f.  area,  800  a.;  mere. 
bldgB.,  bk.  &  wd.,  1  to  3  stor.;  priv.,  bk.  k  wd..  2 
■tor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — I  h.  ft  1.  trie,  % 
hose  carts;  hose,  cot.,  rub.  lined,  gd.,  1,800  ft.; 
f.  al.,  bell;  val.  equip.,  $1,600;  val.  bldga.,  $10,- 
000;  tot.  mem.,  10  ^ol. 

Watar  Supply — Src,  wells,  %  m.  bus.  cent.; 
■ys.,  air  pres..  pump  to  stdp.:  stdp.  cap.,  60,000 
gals.;  dim.,  20  x  20;  mat,  bk.  ft  wd.;  res.  cap., 
126,000  gals.:  loc.  Desplaines  ft  Ashland  avs.;  1 
pump,  eng.,  class  dup.  oomp.,  cap  day  760,000 
gals.;  mains,  c.  i.,  7^  m.,  4  to  8  in.  dia.;  08  hyd.; 
40  T.;  met.,  206;  286  serv.;  pipe,  lead  ft  galv.  !.; 
pres.,  dom.  40  lbs.,  f.  75  lbs.;  cons,  day,  40,000 
gals.;  cost,  $28,000;  cost  mtce.,  $1,000;  wks. 
owned  by  town. 

DIXON,  p.  7,216;  mere,  bldgs.,  bk.  ft  stn..  2  to 
8  stor.;  pnv.,  1  to  2  stor.;  wd.  rfs.  not  perm,  in 
f.  area;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  hand  c  wag.»  4  c.  hand  ex.,  1  hose  was., 
8  hose  carts,  4  hrs.;  hose,  rub.,  gd.,  8,400  ft.;  f.  sL, 
telp.  ft  bell;  val.  equip.,  $8,000;  val.  bldgs.,  $10,- 
000:  exp.  dept.,  $4,000;  tot.  mem.  4,  pd.  full  time. 

Water  Supply — Src,  wells,  %  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  270,000  gals.;  dim., 
40%  X  27;  loc.  4  blocks  station;  mat.,  wrt.  i.; 
res.  cap.,  600,000  gala;  loc.  at  station;  tank  cap.. 
75.000  gals.;  2  pump,  eng.,  cap.  dsy  2,600,000 
gals.;  mains,  c.  i.,  20  m.,  4  to  12  in.  dia.;  160  v.; 
met.,  800;  1,600  serv.;  pipe,  lead  ft  galv.  L;  196 
hyd.;  pres.,  dom.  60  lbs.,  f.  126  to  160  lbs.;  cons, 
day,  750,000  gals.;  wks.  owned  by  Co. 

DOWNERS  QROVE,  p.  2,601;  f.  area,  600  a.; 
mere,  bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  causes  of  f.  inv. 
F.  dept. — 1  h.  ft  L  trk.,  8  hose  carts;  hose,  1,800 
ft.;  f.  al..  bell  ft  wh.;  vaL  bldgs.,  $1,000;  exp. 
dept.,  $100;  tot.  mem.,  18  vol. 

Water  Supply — Src.  wells;  sys.,  pump  to  res., 
to  stdp.  ft  dir.;  stdp.  cap.,  186,000  gals.;  dim., 
16  X  96;  res.  cap.,  75,000  gals.;  2  pump,  ens., 
cap.  day  1,864.000  gals.;  mains.  8  m.;  86  hyd.; 
met.,  450;  450  serv.;  pipe,  lead;  pree..  dom.  60 
lbs.,  f.  100  lbs.;  cons,  day,  100,000  gals.;  cost, 
$50,000;  cost  mtce.,  $1,600;  wks.  owned  by  vil- 
lage. 

DUNDEE,  p.  8,000;  f.  area,  150  a.;  mere,  bldgs., 
bk.  ft  wd.,  2  to  4  stor.;  priv.,  wd..  2  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt.  ord.  F.  dept. — 1  c  eng., 
1  h.  ft  1.  trk.,  2  hose  car.,  2  hrs.;  hose,  cot.,  rub. 
lined,  gd.,  2.000  ft.;  inf.,  500  ft.;  tot.  hose,  2,500 
ft.;  f.  al.,  GameweU;  val.  equip.,  $2,000;  vaL  bldga., 
$2,000;  tot.  mem.,  80  vol. 

Water  Supply — Src,  spr.,  1  m.  bus.  cent;  sys., 
grav.  to  res.,  pump  to  stdp.;  stdp.  cap.,  100,000 
gals.;  dim.,  85  x  22;  loc  in  park;  mat,  iron;  res. 
cap.,  300,000  gals.;  loc  between  spr.  ft  station;  2 
rump,  eng.,  cap.  day  500,000  gaU.;  mains,  6  m.; 
36  hvil.-,  met,  325;  346  gerv.;  pipe,  lead;  pres., 
dom. '45  lbs.,  f.  00  lbs.;  cost,  $40,000;  cost  mtce., 
$1,000:  wks.  owned  by  city. 

DU  QUOIN,  p.  5,454;  f.  area,  1,600  a.;  mere, 
bldga.,  bk.,  atn.  ft  wd..  8  stor.;  priv.,  wd.,  2  stor.; 
fwks.  ft  combt.  ord.  Fw  dept. — 2  c  ens.,  1  h.  ft 
1.  trk..  1  hose  car.;  hose,  cot,  rub.  lined,  gd., 
1,200  ft 

Water  Supply — Res.  cap.,  100,000,000  gals.; 
Bvs.,  pump  to  stdp.;  stdp.  cap.,  1,000.000  gals.; 
mains.  12  m.,  4  to  10  in.  dia.;  86  hyd.;  pres., 
dom.  40  lbs. 

DWIQHT,  p.  2,156;  f.  area,  640  a.;  mere,  bldgs., 
bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  ft  combt  ord.;  oauaes  of 
f.  inv.  F.  dept. — 1  comb.  h.  ft  L  wag.  ft  hose  reel, 
1  hose  cart,  2  hrs.;  hose,  cot.,  rub.  lined,  gd.»  1,200 
ft.;  inf.,  150  ft;  tot  hose,  1,860  ft;  f.  al.,  bell 
ft  wh.;  val.  equip.,  $1,600;  tot  mem.,  16  vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  res.; 
res.  cap.,  60,000  gals.;  2  pump,  eng.,  class  dup.. 
cap.  day  390,000  gals.;  mains,  7  m.,  4  to  8  in. 
dia.;  80  hyd.;  met.,  145;  250  serv.;  pres.,  dom. 
48  lbs.,  f.  120  to  140  lbs.;  cost,  $82,000;  cost 
mtce..  $3,800;  wks.  owned  by  city. 

EARLEVILLE,  p.  1.059;  f.  area,  12  a.;  mere 
bldgs.,  bk.  ft  stn.,  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept. — 1  h.  ft  1.  trk.,  2  hose  wag.,  1  hoee 
car.;  hose,  cot,  rub.  lined,  gd.,  800  ft;  rub.,  gd., 
1.000  ft;  inf.,  20  ft;  tot  hose,  1,500  ft;  f.  al., 
bell  ft  wh.;  val.  equip.,  $17,000;  val.  bldgs.,  $8,000; 
exp.  dept.,  $150;  tot  mem.,  80  vol. 


Water  Supply — Src,  welle,  in  bus.  eent.;  m.. 
pump  to  stdp.  or  dir.;  stdp.  cap.,  84,640  gsk; 
dim.,  12  X  100;  mat,  stl.;  res.  cap.,  40,000  gals.; 
loc  at  pump,  plant;  8  pump,  eng.,  dass  camp,  k 
dup.,  cap.  day  1,000,000  gals.;  mains,  c  i.,  S  bl, 
4  to  8  in.  dta.;  86  hyd.;  15  v.;  met,  215;  21S 
serv.;  pipe,  lead;  pres.,  dom.  40  lbs.,  1  125  Ibs.; 
eons.  day,  70,000  oals.;  cost,  $25,000;  cost  mtce.. 
$2,800;  wks.  owned  by  city. 

EAST  DUBUQUE,  p.  1,268;  f.  area,  86  bloeki; 
bldfs.,  bk.,  2  stor.;  wd.  rfs.  perm.  F.  dcpt—l 
h.  ft  1.  trk.,  8  hose  car.,  1  c  ex.;  hose,  oot.,  rob. 
lined,  gd..  2.000  ft;  inf.,  400  ft;  tot  hose,  2,400 
ft;  f.  al.,  bell;  val.  equip.,  $8,000;  vaL  bldgt., 
$5,000;  tot  mem.,  40  vol. 

Water  Supply — Src,  wella,  in  bus.  cent;  syi.. 
pump  to  stdp.;  stdp.  cap.,  72,000  gals.;  dim:,  12  x 
85;  loc  on  hill  270  ft  above  level;  mat,  stl; 
res.  cap.,  75,000  gals.;  2  pump  eng.,  cap.  day  000.- 

000  gals.;  mains,  c.  i.,  3^  m.,  4  to  8  in.  dia.; 
28  hyd.;  16  v.;  128  met.;  136  aerv.;  pipe,  lead; 
pres.,  dom.  ft  f.,  118  lbs.;  cost,  $14,000;  wb. 
owned  by  city. 

EAST  DUNDEE,  p.  1,406;  mere  bldgs.,  bk..  1 
to  2  stor.;  priv.,  bk.  ft  wd.,  1  to  2  stor.;  fwks.  Jt 
combt.  ord.;  cauaes  of  f.  inv.     F.  dept — 1  c  eng.. 

1  h.  ft  I.  trk.,  2  hose  ear.;  hose,  oot,  rub.  lined. 
'.,  600  ft.;  f.  al.,  bell;  val.  equip.,  $8,000;  nL 
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Idgs.,  $400;  exp.  dept,  $260;  tot  mem.,  8  voL 

Water  Supply — Src,  well,  in  bus.  cent;  dim.. 
20  X  65  ft;  mat,  stl.;  1  pump,  eng.;  cap.  dar, 
800,000  aals.;  mains,  c  i.,  1^  m.,  6  to  8  in. 
dia.;  40  nyd.;  8  v.:  80  serv.;  pipe,  lead;  pres.. 
dom.  66  lbs.,  f.  160  lbs.;  cons,  day,  500,000  gals.; 
cost.  $15,000;  cost  mtce.,  $620;  wks.  owned  by 
city. 

EAST  ST.  LOUIS,  p.  68,547;  f.  area.  12.000  a.: 
mere,  bldgs.,  bk.,  6  stor.;  priv.,  bk.,  2  stor.;  vd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 8  str.,  6  c  hand  e\-. 
1  h.  ft  1.  trk.,  3  comb.  c.  ft  b.  wag.,  1  auto.  ha>- 
wag.,  4  hoe*e  wag.,  3  hose  reels,  24  hi-s.;  ho^t*. 
cot,  rub.  lined,  gd..  14.600  ft;  f,  al.,  Ga'M*^ 
well.  100  bx.;  val.  equip..  $6^,000;  val.  bldc^ , 
$72,000;  exp.  dept.,  $80,000;  tot.  mem..  71.  |«1. 
full    time. 

Water  Supply — ^Src.  riv.;  sys.,  pump  to  res.  ft 
sUlp.;  re^.  cap.,  23,000,000  gals.;  6  pump.  enf.. 
cap.  day  42,.i00.000  gals.;  mains,  115  m.,  4  to 
.SO  in.  dia.;  363  hyd.;  5,700  met;  11.360  ser%.; 
565  v.;  pipe,  lead;  pres.,  dom.  60  lbs.,  f.  90  to  1-3 
lbs.;  wks.  owned  by  Co. 

EDWARDSVILLE,  p.  5,014;  f.  area,  8.500  a.: 
mere,  bldgs.,  bk..  1  to  5  stor.;  priv..  bk.  ft  wd..  1 
to  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  eombt. 
ord.;  causes  of  f.  inv.  F.  dept — 1  comb.  wag..  1 
h.  ft  1.  trk.,  8  hose  carta,  8  hrs.;  hoee.  cot.,  rob. 
lined,  gd..  2,000  ft;  f.  aL,  bell;  val.  equip.,  $8,000: 
val.  bldgs..  $4,000;  exp.  dept.,  $2,250;  tot  mem. 
82.  nd.  psrt  time  8,  voL  29. 

Water  Supply — Src.  wells.  4^  m.  bus.  oefit: 
sys.,  pump  to  res.  ft  dir.  to  stdp.;  stdp.  cap.,  100.- 
000  gala.;  res.  cap.,  500.000  gala.;  loc  at  Poac; 
pump.  eng..  cap.  day  2.000.000  gala.;  mains,  c  L. 
14  m..  4  to  12  in.  dis.;  104  hyd.;  met,  TOO:  TOO 
serv.;  pres.,  dom.  60  lbs.,  f.  90  lbs.;  cost  $120.- 
000;  cost  mtce..  $2,500;  wks.  owned  by  Co. 

EFFINQHAM,  p.  8,898;  f.  area.  650  a.;  mere 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  I  to  2 
stor.;  wd.  rfs.  not  perm.  In  f.  area;  fwks.  ft  eoaibt. 
ord.:  causes  of  f.  inv.  F.  dept. — 1  hand  eog.,  4  c 
hand  ex.,  1  h.  ft  I.  trie,  2  hose  wa^.,  2  hose  csrts: 
hose.  rub.,  gd.,  1.200  ft;  f.  al.,  bell  ft  wh.:  val- 
equip.,  $4,000;  val.  bldgs.,  $800;  exp.  dept,  $300; 
tot.  mem.,  42  vol. 

Water  Supply — Src,  riv..  2%  m.  bus.  ccet.: 
sys..  pump  to  stdp.  ft  dir.;  stdp.  cap.,  180,000 
gals.;  dim.,  16  x  120;  5  pump,  eng.,  osp.  ^f 
4.000,000  gals.;  mains,  c  i.,  14  m.,  4  to  H  ia 
dia.;  102  hyd.;  47  v.;  125  met.;  400  sen.:  pipe, 
lead  and  galv.  i.;  pros.,  dom.  50  lbs.,  f.  S5  )b».: 
cons,  day,  SOO.OOO  gals.;  cost  $S0.000:  cost 
mtce..   $18,000;   wks.   owned  by  priv.  Ca 

ELBURN,  p.  ei8.  F.  dept— 1,000  ft  hose;  !S 
vol. 

Water  Supply — Src,  wells;  sys.,  pump;  aistss,  t 
m..  4  to  6  in.  dia.;  7  hyd. 

ELGIN,  p.  25,976;  f.  area,  9  aq.  m.;  mere.  bUff 
bk.  ft  stn.,   1   to  5  stor.;   priv..  wd..  2  itof-:  ■* 
rfs.  not  perm.;   fwks.  ft  combt  ord.;  eanscs  of  L 
inv.     F.  dept. — 12  c  hand  ex.,   1  h.  ft  I  tr>^  ' 
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hose  wafir>>  2  comb,  c  ft  h.  wag..  1  hose  reel;  hose, 
cot.,  rub.  lined,  gd.,  1,800  ft.;  rub.,  gd.,  8,800  ft.; 
tot.  hose.  5,000  ft.;  f.  al.,  Gamewell,  84  bx.;  vaL 
equip.,  $28,512.24;  val.  bldgs.^  $48,014.41;  exp. 
dept.,  $84,500;  tot.  mem.  27,  pd.  full  time;  undrs. 
rating,  first  class. 

Water  Supply — Src,  4  artesian  wells,  1%  m. 
bus.  cent.;  sys.,  dir.;  res.  cap.,  2,000,000  gals.;  8 
pump,  eng.,  cap.  day  9.000,000  gals.;  mains,  c.  1., 
60  m.,  4  to  10  in.  dia.;  464  hyd.;  606  v.;  met., 
8.800;  5.000  serv.;  pipe,  lead;  pres.,  dom.  50  to 
125  lbs.,  f.  00  to  125  lbs.;  cons,  day,  2,000,000 
gals.;  cost,  $649,718;  cost  mtce.,  $20,914.82; 
wks.  owned  br  city. 

ELMHURST,  p.  2,860;  f.  area,  640  a.;  mere, 
bldgs..  bk.  ft  wd.,  1  to  8  stor.;  priv.,  stn.,  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft 
ccmbt.  ord,;  causes  of  f.  Inv.  F.  dept. — 1  h.  ft  1. 
trk..  12  c.  hand  ex.,  1  hose  cart;  hose,  cot.,  rub. 
lined,  gd.,  1.200  ft.;  inf..  300  ft.;  tot.  hose,  1,500 
ft.;  f.  ah,  bell;  val.  equip.,  $2,000;  val.  bldgs., 
$1,500;  exp.  dept.,  $500:  tot.  mem.,  18  vol. 

Water  Supply — Src,  spr.,  8  m.  bus.  cent.;  vys., 
pump  to  stdp.;  stdp.  cap.,  80.000  gals.;  100  ft. 
high;  mains.  7  m..  4  to  6  in.  dia.;  46  hyd.;  met, 
SCO;  575  serv.;  pres..  dom.  ft  f.  25  to  40  lbs.; 
cost.  $80,000;  cost  mtce..  $5,000;  wks.  owned 
by  The  Elmhurst  Spring  Water  Co. 

ELMWOOD,  p.  1.890;  f.  area,  600  a.;  mere 
bldgs..  bk.,  2  stor.;  priv.,  wd.  F.  dept. — 1  hand 
eng.,  2  hose  car.;  hose,  rub.,  gd.,  1.400  ft.;  f.  al., 
bell;  val.  equip.,  $2,500;  val.  bldgs..  $8,500;  tot. 
mem..  87  vol.;  undrs.  rating,  4%   class. 

Water  Supply — Src.  well,  1  block  bus.  cent.; 
SV8.,  pump  to  res.  ft  dir.;  res.  cap.,  600,000  gals.; 
1  pump.  eng..  class  dup..  cap.  day  150,000  gals.; 
mains,  5  m.,  4  to  16  in.  dia.;  27  hyd.;  met.,  8; 
430  serv.;  pipe,  galv.  i.;  pres..  dom.  40  lbs.,  f. 
80  lbs.;  cons.  day.  15.000  gals.;  cost.  $20,000; 
co«t  mtce.,  $1,500;  wks.  owned  by  city. 

EL  PASO,  p.  1,470;  f.  area,  4  blocks;  mere, 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm.;  fwks.  ft  combt.  ord.  F.  dept. — 1  c.  eng..  1 
h  ft  1.  trk.,  2  hose  wag.,  2  hose  car.;  hose,  cot. 
rub.  lined,  gd.,  800  ft;  rub.,  gd.,  400  ft;  inf.. 
900  ft;  tot.  hose,  2,100  ft;  f.  aL,  bell;  val. 
equip..  $4,000;  val.  bldgs.,  $600;  exp.  dept.  $100; 
tot  mem.,  16  voL;  undrs.  rating,  third  class. 

Water  Supply — Src,  well,  70  rods  bus.  cent.; 
sys.,  pump  to  mains  ft  tank;  stdp.  cap.,  120,000 
gala.;  dim.,  16  x  24;  mat,  wd.;  1  pump,  eng., 
class  dup.,  cap.  day  398,120  gals.;  mains,  2%  m., 
4  to  8  in.  dia.;  88  hyd.;  85  serv.;  pres.,  dom.  40 
lbs.,  f.  50  lbs.;  cost  $20,000;  cost  mtce.,  $1,000. 

EUREKA,  p.  1,526;  f.  area,  16  a.;  mere,  bldgs., 
bk.  ft  frame,  1  to  3  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfa.  not  petm.;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 6  c.  hand  ex.,  1  h.  ft  1.  trk..  2  hose 
wag.;  hose,  cot,  rub.  lined,  gd.,  1,350  ft.;  inf., 
500  ft;  tot  hose,  1,850  ft;  f.  al..  dec.,  2  bx.; 
val.  equip.,  $1,500;  tot.  mem.,  15  vol.;  undrs. 
raiting,   third   class. 

Water  Supply — Src,  wells;  sys.,  pump  to  res.; 
cap.,  300.000  gals.;  dim.,  0  x  88;  pump,  eng.,  cap. 
day  225,000  gals.;  mains.  7.000  ft,  2H  to  6  in. 
dia.;  14  hyd.;  80  serv.;  pres.,  dom.  60  lbs.,  f. 
75  lbs.;  cons,  day,  15,000  gals.;  cost»  $88,600; 
coat  mtce.,  $600. 

EVANSTON,  p.  24,978;  f.  area,  8  sq.  m.;  mere, 
bldgs..  stn.,  bk.  ft  wd.,  8  stor.;  priv.,  stn.,  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt. 
ft  bldgs.  ord.;  causes  of  f.  inv.  F.  dept — 2  str., 
1  auto.  comb.  eng. 'ft  hose  wag.,  1  comb,  h.  ft  1. 
trk.  ft  c.  eng.,  1  c  eng.,  1  c  hand  ex.,  1  aer.  trk.. 

1  h.  ft  1.  trk..  1  chief's  wag.,  10  portable  pumps,  2 
bo8«  wag.  in  reserve.  1  Eastman  deluge  set,  13 
bn.;  hose,  cot,  rub.  lined,  gd..  9,088  ft;  f.  al., 
Gamewell,  42  bx.;  val.  equip.,  $39,400;  vaL  bldgs., 
$40,000;  exp.  dept,  $32,940;  tot  mem.  85,  pd. 
full  time. 

Water  Supply — Src,  lake;  sys.,  pump  dir.;  pmnn. 
eng.,  cap.  day  19,000,000  gals.;  mains,  77.62  m.,  4 
to  36  in.  dia.;  607  hyd.;  727  v.;  met,  412;  6.650 
serv.:  pipe,  lead;  pres..  dom.  40  lbs.,  f.  90  lbs.; 
cons,  day,  6.148,596  gals.;  cost,  $672,000;  cost 
mtce.,  $35,000;  wks.  owned  by  city. 

FAIRBURY,  p.  2,505;  f.  area.  200  a.;  mere, 
bldgs.,  bk.  ft  iron,  2  ft  3  stor.;  priv.,  wd^  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.     F.  dept. — 

2  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1,500  ft.; 
f.  aL.  beU;  vaL  equip.,  $1,600;  val.  bldgs.,  $5,000; 


exp.   dept,   $400;  tot.   mem.,   14   vol.;  undrs.  rat- 
ing, third  class. 

Watar  Supply — Src,  well,  M  m.  bus.  cent;  sys., 
pump  to  res.  ft  dir.;  stdp.  cap.,  60,000  gals.;  dim., 
25^  X  20;  mat.  bk.  ft  wd.;  res.  cap.,  86,000  gals.; 
loc  at  waterwks.;  pump,  eng.,  cap.  day  125,000 
gals.;  mains,  c  i.,  3  m..  4  to  10  in.  dia.;  48  hyd.; 
met.  60;  pipe,  galv.  i.;  pres.,  dom.  45  lbs.,  f. 
46  lbs.;  cost  mtce.,  $2,680;  wks.  owned  by  city. 

FAIRFIELD,  p.  2,479;  f.  area,  40  a.;  mere 
bldgs.,  bk.,  1  ft  2  stor.;  priv..  wd.,  1  ft  2  ator.; 
wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — ^Force  pump,  2  comb, 
c.  ft  h.  wag.,  30  c  hand,  ex.,  1  h.  ft  1.  trk.,  i  c 
eng.,  2  hose  reels;  hose,  cot.,  rub.  lined,  gd.,  600 
ft;  rub.,  gd.,  850  ft;  tot.  hose.  950  ft.;  f.  al.. 
telp.  ft  wh.;  val.  equip.,  $1,750;  tot  mem.,  17, 
pd.  part  time;  undro.  nting,  fourth  class. 

Watar  Supply — Src,  wells  ft  cisterns,  res. 

FARMER  CITY,  p.  1,608;  f.  area,  1  sq.  m.; 
mere  bldgs.,  bk.,  2  stor.;  priv..  wd..  1  to  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  oombt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  I.  cart,  2  hose 
carts;  hose,  cot.  rub.  lined,  gd.,  800  ft;  rub.,  gd.. 
200  ft;  inf..  800  ft;  tot  hose,  1,800  ft;  f.  al., 
wh.;  val.  equip.,  $400;  tot  mem.,  SO  vol. 

Watar  Supply — Src,  well,  4  blocks  bua.  cent.; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  40,000  gals.; 
two  10  X  86  pump,  eng.,  cap.  day  400,000  gals.; 
mains,  8Vi  m.,  4  to  8  in.  dia.;  86  hyd.;  820  serv.; 
cost.  $15,000;  cost  mtoe..  $1,600. 

FARMINGTON,  p.  2,421;  f.  area.  160  a.;  mere 
Udgs.,  bk..  1  ft  2  stor.;  priv..  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  P.  dept. — 2  c.  hand  ex.,  1  comb,  hose  ft 
ladder  wag..  1  h.  ft  1.  trk.,  2  hose  car.,  2  hro.;  hose, 
cot,  rub.  lined,  gd.,  1,000  ft;  rub.,  fair.  800  ft; 
inf.,  200  ft;  tot.  hose,  1.600  ft.;  f.  al.,  bell  ft 
wh.;  val.  equip.,  $8,000;  \«1.  bldgs.,  $6,000;  exp. 
dept.  $450;  tot.  mem.,  21  vol.;  undrs. '  rating, 
sixth   cltaas. 

Water  Supply — Src,  well.  %  m.  bus.  cent;  sys., 
pump  to  res.  ft  stdp.;  stdp.  cap.,  53,000  gals.; 
dim.,  10  X  90;  mat,  stL;  res.  cap.,  30,000  gals.; 
2  pump.  eng..  class  dup.,  cap.  day  800.000  gals.; 
mains.  8H  m..  4  to  8  in.  dia.;  35  hyd.;  met.. 
9;  60  serv.;  pipe,  galv.  i.;  pres.,  dom.  58  lbs.,  f. 
120  lbs.;  cons,  day,  85,000  gals.;  cost,  $14,000; 
cost  mtce.,  $700;  wks.  owned  oy  city. 

FLANAGAN,  p.  590.  F.  dept. — 2  hand  eng.,  8 
hose  car.;  hose.  800  ft.;  f.  al.,  bell. 

Water  Supply — Src,  artesian  wells,  in  bus.  cent; 
sys,.  pump  to  stdp.;  stdp.  cap.,  40,000  gals;  1 
pump,  eng.,  cap.  day  250.000  gals.;  mains.  2  m., 
6  in.  dia.;  30  hyd.;  pres..  90  lbs.;  cost  mtce., 
$500;  wks.  owned  by  city. 

FLORA,  p.  2.704;  bldgs.,  stn..  bk.  ft  wd.  F. 
dept. — 1  str..  1  hose  cart,  1  h.  ft  1.  trk.;  hose. 
750  ft;  f.  al.,  wh. ;  tot  mem.,  12  vol. 

Water  Supply — Wells  ft  cisterns. 

FORREST,  p.  967;  mere  bldgs.,  bk.,  1  ft  2 
stor.;  priv..  wd..  1  ft  2  stor.;  wd.  rfs.  not  perm.; 
fwks.  ft  combt.  ord.  F.  dept. — 1  band  eng.,  1  h.  ft 
1.  trk.,  2  hose  carts;  hose,  cot,  rub.  lined,  gd., 
1.000  ft.;  f.  al.,  wh.;  val.  equip.,  $8,000;  val. 
bldgs.,  $1,600;  exp.  dept.  $150;  tot.  mem.  18,  pd. 
full  time  1,  vol.  17;  undn.  rating,  third  class. 

Watar  Supply — Src,  wells,  in  bus.  cent.;  sys., 
pump  to  res.  ft  dir.;  res.  cap.,  56,000  gals.;  pump, 
eng.,  cap.  day  240,000  gals.;  mains,  c  i.,  1  m.. 
4  to  6  in.  dia.;  16  hyd.;  80  serv.;  pres.,  f.  150 
lbs.;  cost,  $8,000;  wks.  owned  by  village. 

FORRESTON,  p.  870;  f.  area,  40  a.;  mere 
bldgs.,  bk.  ft  wd.,  1^  to  2  stor.;  priv.,  bk.  ft 
frame,  1%  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt. 
ord.:  causes  of  f.  inv.  F.  dept. — 2  hose  car.,  6 
hand  ex.  c.  eng.;  hose.  cot.  rub.  lined,  gd.,  900 
ft.;  f.  al.,  bell;  undrs.  rating,  first  class. 

Water  Supply — Src,  wells,  in  bus.  cent.;  sys., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  60,000  gals.; 
pump,  eng.,  cap.  day  19,440  gals.;  mains,  2H  m„ 
4  to  8  in.  dia.;  22  hyd.;  34  serv.;  pres..  dom.  52 
lbs.,  f.  63  lbs.;  cost,  $10,000;  cost  mtce.,  $780; 
wks.  owned  by  village. 

FRANKLIN  GROVE,  p.  572.  F.  dept— 1  h.  ft 
1.  trk..  1  hand  eng..  1  hose  reel,  1,000  ft.  hose; 
bell  ft  telp.  al.;  vol. 

Water  Supply — Src,  wells;  sys.,  dir.  pres.;  res. 
cap.,   12,000  gals.;    1   pump,   eng.,  cap.  day  216,- 
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000  gals.;  mains,  200  ft.,  4  to  0  in.  dia.;  5  kyd.; 
wks.  owned  by  *i>wn. 

FREEBURG,  p.  1,807;  mere,  bldgs.,  bk.  k  wd., 
2  Jt  8  ttor.;  priv.,  bk.  k  wd.,  1  to  8  stor.;  wd. 
rfs.  perm.;  combt.  ord.  F.  dept. — 1  hand  eng.,  6 
c  hand  ex.,  1  h.  ft  1.  trk.,  1  water  tower,  2  nose 
car.;  hoae,  cot.,  rub.  lined,  gd.,  800  ft.;  val.  equip., 
$6,000;  val.  bldga.,  $1,000;  tot.  mem.,  160  vol.; 
undn.  rating,  third  claas. 

Water  Supply — Src,  lake,  700  yds.  bua.  cent.; 
■ye.,  pump  to  stdp.;  etdp.  cap.,  20,000  gals.;  pump, 
eng.,  cap.  day  100,000  gals.;  maina,  2  m..  4  in. 
dla.;  89  hyd.;  met.,  1;  20  aerv.;  coat,  $7,000; 
cost  mtce.,  $600. 

FREEPORT,  p.  17,607;  f.  area,  82,820  a.;  mere, 
bidgs.,  bk.  k  sin.,  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  k  combt.  ord.  F. 
dept. — 0  c.  hand  ex.,  1  h.  ft  1.  trk.,  2  comb,  c  ft 
h    wag.,  1  hose  reel,  14  hrs.;  hose,  cot.,  rub.  lined, 

fl,  6,000  ft.;  f.  al.,  Gamewell,  24  bz.;  vaL  equip., 
10,600;  val.  bldgs..  $2,000;  esp.  dept.,  $80,000; 
tot.  mem.  18,  pd.  full  time. 

Water  Supply  —  Src,  wells,  %  m.  bus.  cent.; 
sya.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  116,000 
gals.;  dim.,  14  x  88;  mat.,  wrt  i.;  res.  cap.,  6,000,- 

000  gals.;  4  pump,  eng.,  class,  h.  d.,  cap.  day 
8.876,000  gals.;  mains,  c.  i.,  81  m.,  4  to  10  in. 
dia.;  204  hyd.;  met.,  1.800;  8,680  serr.;  pipe,  iron 
ft  lead;  pres.,  dom.  60  to  80  lbs.,  f.  80  to  120 
lbs.;  cons,  day,  1,811,000  gals.;  cost,  $210,000; 
wks.  owned  by  Co. 

FULTON,  p.  2,174;  f.  area,  1%  sq.  m.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  inlr.,  atn..  bk.  ft 
wd.,  1  to  8  stor.;  wd.  rfs.  not  perm,  in  I.  area; 
causes  of  f.  inv.  F.  dept. — 1  b.  ft  1.  tik.,  2  hose 
carts:  hose,  cot.,  nib.  lined,  gd.,  1,000  ft;  Inl, 
200  ft;  tot.  hose,  1,200  ft;  f.  al.,  wh.;  esp.  dept, 
$800;  tot  mem.,  60  vol. 

Water  8upply---Src.,  arteaiaB  well;  ays.,  pump  to 
res.  ft  dir.;  res.  cap.,  116,000  gals.;  2  pump,  eng., 
sise  16  X  10  X  16  ft  14  X  9  X  10  in.,  cap.  day 
1.076,000  gals.;  maina,  c.  i.,  6%  m..  4  to  8  in. 
dia.;  48  hyd.;  18  v.;  met,  6;  pres.,  aom.  86  lbs., 
f.  140  lbs.;  cost,  $86,000;  cost  mtce.,  $2,200; 
wks.  owned  by  dty. 

GALENA,  p.  4,886;  f.  area,  dty  limits;  mere, 
bldgs.,  bk.,  «tn.  ft  wd.,  2  to  6  stor.;  priv.,  bk.,  stn. 
ft  wd.,  1  to  8  etor.;  wd.  jrfts.  not  perm.;  fwks.  ft 
oombt.  ord.;  causes  of  f.  inv.  F.  dept — 1  h.  ft  1. 
trk.,  1  comb.  c.  ft  h.  wag..  2  c.  hand  ex.,  4  hose 
car.;  hose,  linen,  gd.,  2.500  ft;  rub.,  gd.,  800 
ft;  inf.,  800  ft.;  tot  hose,  8,100  ft;  val.  equip., 
$4,000;  val.  bldgs.,  $7,000;  exp.  dept.  $1,000; 
tot.  mem.,   125,  vol.;  undrs.  rating,  fourth  clasi*. 

Watar  Supply — Src.,  artesian  well«,  %  m.  bus. 
cent;  ays.,  pump  to  «tdp. ;  stdp.  cap.,  123,000 
gals.;  dim.,  20  x  66;  2  pump,  eng.,  ckMs  comp., 
cap.  day  2,000,000  gals.;  mains,  6  m.,  4  to  10  in. 
dia.;  80  hyd.;  met,  50;  540  eerv.;  pipe,  lead; 
pres..  dom.  40  to  96  lbs.,  f.  80  to  120  lbs.;  cost 
$75,000;    wks.   owned  by  Co. 

GALESBURG,  p.  22,089;  f.  area,  2,000  a.; 
mere,  bldgs.,  bk.  ft  stn.,  2  to  6  stor.;  p«1v.,  wd., 
2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept — 2  c.  eng., 
26  c.  hand  ex.,  1  h.  ft  L  trk.,  1  aer.  trk.,  2  comb, 
c-  ft  h.  wag.,  1  aervice  trk.,  8  hose  wag.,  1  hose 
reel,  1  chiefs  buggy,  14  hrs.;  hose,  rub.,  6.000  ft; 
f.  al.,  wh.,  6.000  telp.  bx.;  vaL  equip.,  $26,000; 
vaJ.  bldgs.,  $60,000;  exp.  dept,  $24,000;  tot 
mem.,  21. 

Water  Supply — Src.,  wells,  1  m.  bus.  cent.;  ays., 
pump  dir.;  stdp.  cap.,  176,000  gals.;  mat,  stl.; 
res.  cap.,  4,600,000  gals.;  loc.  at  atation;  2  pump, 
eng.,  class  horizontu,  sise  12  x  18,  cap.  day 
8.000.000  gala.;  mains,  c.  i.,  88  m.,  4  to  16  in. 
dia.;  884  hyd.;  164  v.;  met,  1,600;  1,600  aerv.; 
prea.,  dom.  46  to  60  Iba.,  f.  86  to  116  lbs.;  cons, 
day.  1,000,000  gals.;  cost,  $286,500;  cost  mtce., 
$10,000;  wks.  owned  by  dty, 

GALVA,  p.  2.498;  f.  area,  640  a.;  mere,  bldgs., 
bk.,  1  ft  2  stor.;  priv.,  wd..  1  ft  2  at  or.;  wd.  rfa. 
not  perm.;  combt.  ord.;  causes  of  f.  inv.    r.  dept.~- 

1  c.  eng.,  2  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  hose 
wag.;  hose,  cot,  rub.  lined,  gd..  1,400  ft;  f.  aL, 
bell;  vsl.  equip..  $6,500;  val.  bldgs.,  $5,000;  exp. 
dept,  $866;  tot  mem.  48,  pd.  part  time;  undrs. 
rating,  second  dass. 

Water  Supply — Src.,  wella,  800  yds.  bus.  cent; 
sya.,  pump  to  rea.  ft  atdp.;  atdp.  cap.,  40,000  gala.; 
dim..  12  X  66;  mat,  bk.  ft  stl.;  res.  cap.,  86,000 
gala.;  2  pump,  eng.,  cap.  day  78,000  gals.;  maina. 


c.  L,  6%  m.,  4  to  8  in.  dia.;  71  hyd.;  26  v.;  met., 
01;  468  aerv.;  pipe,  galv.  i.;  pres.,  dom.  40  lbs., 
f.  100  to  150  lbs.;  cons,  day,  126,000  gals.;  cost, 
$46,000;  cost  mtce.,  $8,800;  wks.  owned  by  dty. 

GARDNER,  p.  1,100;  f.  area,  640  a.  F.  dept— 
4  c.  eng.,  1  h.  ft  1.  trk.,  1  pump,  wag.;  exp.  dept, 
$100;  tot  mem.,  24  vol. 

No  Waterwks. 

GENESEO,  p.  8,199;  f.  area,  9,604  a.;  mere, 
bldgs.,  stn.  ft  bk.,  1  to  8  stor.;  inrlv.,  stn.,  bk.  k 
wd.,  1^  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  4 
oombt  ord.;  cauaes  of  f.  inv.  F.  dept— 6  c.  band 
ex.,  1  h.  ft  1.  trk.,  2  hoae  carta;  hoae,  rub.,  cot 
lined,  gd.,  1,000  ft;  rub.,  gd.,  600  ft;  Inf.,  800 
ft;  tot  hose,  2,800  ft:  f.  al.,  beU  ft  wh.;  viL 
eqtdp.,  $8,000;  val.  bldga.,  $8,600;  exp.  dept. 
$880;  tot  mem..  26  volT^ 

Watar  Supply — Src,  spr.,  1  m.  bos.  cent;  sys^ 
pump  to  Hidp.;  atdp.  cap.,  125,000  gala.:  rei. 
cap.,  I'jO.OOO  gald.;  2  pump,  eng.,  cap.  dav  l.ooo,- 
000  gala.;  mains,  9H  m.,  4  to  8  in.  dia.; '65  hrd.; 
80  v.;  589  met.;  pres.,  dom.  55  lbs.,  f.  60  lb*.; 
cona.  day  100,000  gals.;  cost  $75,000;  cort 
mtce.,  $2,500;  wks.  owned  by  dty. 

GENEVA,  p.  2,461;  f.  area,  820  a.;  mere,  bldsa., 
atn.,  2  ft  2H  ator.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm.;  no  fwks.  ft  combt.  ord.;  cauaes  of  f.  biv. 
F.  dept — 1  hofte  car.,  1  hrs.;  hoae,  rot,  rub. 
lined,  gd.,  1,400  ft;  val.  equip.,  $1,760.-  \^L 
bldgs.,  $7,000;  tot  mem.  18,  pd.  full  time  1,  roL 
17;  undrs.  rating,  third  class. 

Water  Supply — Sra,  well,  600  ft  bua.  cent.; 
tys.,  pump  to  res.  ft  dir.;  res.  cap.,  90,000  gaU.; 
2  pump,  eng.,  daaa  oomp.  dup.,  cap.  dsy  8,000,* 

000  gals.;  mains,  12  m.,  4  to  IS  in.  dia.;  US 
hyd.;  600  met;  68  v.;  610  aerv.;  pipe,  galr.  L 
ft  lead;  pros.,  dom.  60  Iba.,  f.  126  lbs.;  cona.  day 
800,000  gala.;  cost  $60,000;  coat  mtce.  $5,000: 
wks.   owned  by   dty. 

GENOA,  p.  1,257;  f.  area,  80  a.  P.  dept—t 
hoae  carts,  1  h.  ft  L  wag.,  1  oomb.  hand  ft  c.  eog.; 
hoae,  1,000  ft;  val.  equip.,  $700;  vaL  bld^ 
$1,000;  exp.  dept,  $160;  tot  mem.,  24  voL 

Watar  Supply--*STa.,  deep  wella;  sya.,  air  prta.; 

1  pump,  cap.  day  80,000  gala.;  86  hyd.;  218 
aerv.;  maina,  8  m.,  4  to  12  in.;  prea.,  dom.  60 
lbs.,  f.  60  lbs.;  wks.  owned  by  Co. 

QERMANTOWN,  p.  600;  f.  area,  160  a.  F. 
dept. — 1  hand  pump,  1,100  ft  hose;  f.  al..  bell: 
val.  equip.,  $900;  val.  bldga.,  $800;  exp.  dept. 
$800;  tot  mem.,  16,  pd.  fuD  time. 

Watar  Supply--^rc.,  well,  1  m.  bus.  cent.;  sv«.. 
pump  to  stdp.;  2  pump,  eng.,  cap.  day  40.000 
gals.;  maina,  1%  m.;  24  hyd.:  prea.  dom.  ft  L 
63   lbs.;   cost  $10,000;   wka.  owned  by  dty. 

GIBSON  CITY.  p.  2,086;  mere,  bldgs.,  bk..  1  to 

2  stor.;  priv.,  wa.,  1  to  2  stor.;  wd.  rfia  not  pom. 
in  f.  area;  fwka.  ft  oombt  ord.;  causes  of  f.  inv. 
F.  dept. — 1  comb.  c.  ft  h.  vrag.,  1  h.  ft  1.  txk., 
1  hone  wag.,  2  hose  carta,  2  bra.;  hoae,  cot,  nih. 


lined,  gd.,  '  1,800  ft;  inf.,  400  ft;  tot 
2,209  ft;  f.  aJ.,  wb.;  val.  equip.,  $8,000;  val 
bldgs.,  $2,000;  exp.  dept,  $800;  tot  mem.,  II 
vol. 

Watar  Supply — Src.,  wella;  sys.,  pomp  to  rcs^  to 
stdp.  ft  dir.;  stdp.  cap.,  46,000  gala.;  rea.  cap.. 
60,000  gala.;  8  pump,  eng.,  daaa  oomp.  dap.,  eapu 
day  1,600,000  gala.;  maina,  6  m.,  4  to  12  in.  dia.; 
82  hyd.;  met,  180;  180  aerv.;  pres.,  dom.  40  Iba., 
f.  100  Iba.;  cona.  day.  60,000  gala.;  cost  $80,000; 
cost  mtce.,  $1,600;  wks.  owned  by  Co. 

GILMAN,  p.  1,806:  f.  area,  400  a.;  mere  bldga« 
bk.  ft  wd.,  1  to  4  ator.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  causes  of  t  inv.  F.  depc 
— 1  b.  ft  1.  trk.,  1  hose  was.,  2  hoae  carta,  I  water 
tower;  hose,  cot.,  rub.  lined,  gd.,  1,600  ft.;  f.  aL. 
wh.;  exp.  dept,  $145;  tot  mem.  0.  pd.  fall  time. 

Water  Supply — Not  reported. 

GLEN  ELLYN,  p.  1,768.     F.  dept.^1  hoae  wag.. 

1  h.  ft  L  trk..  1  hand  hoae  cart,  8  his.;  boat.  1.000 
ft;  f.  al.,  bell  ft  telp.;  26  voL 

Watar  Supply--^rc..  wella;  atdp.  cap.,  f 0.006 
gala.;  rea.  cap..  76,000  gala.;  1  pump.  cnf..  cap. 
day  864,000  gala.;  maina.  10  m.^  d,  6  ft  4  in.  dia.: 
50  hyd. 

GOLCONDA,  p.  1,088;  t,  area,  800  a.:  »» 
bldgs.,  bk.  ft  wd.,  1   to  2  stor.;  priv.,  bk.  k  wd.. 

2  stor.;    wd.   rfs.   perm,   in   f.   area;  coaibt  ora^ 
cauaea  of  f.  inv.     F.  dept. — 1  band  tag^  1  ft.  « 
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L  trk.,  1  hose  wag.;  L  aL,  bell;  val.  aquip.*  $800; 
vaL  bldga.,  $200;  tot.  mem.,  voL 

Water  Supply — ^No  waterwks.  qra. 

GRAMITE  CITY,  p.  MOS;  f.  area,  600  a. ;  mere, 
bldgs.,  bk.  &  wd.,  2  to  3  ator.;  priv.,  bk.  k  wd..  2 
to  3  ator.;  wd.  rfs.  not  penn.  in  t.  area;  cau«ea  of 
f.  inv.  F.  dept. — 1  auto,  str.,  6  c.  band  ex.,  1  hose 
wvg.,  S  hoae  carts,  2  hrs. ;  boae,  cot.,  rub.  lined,  sd., 
3.000  ft:  rub.,  gd.,  1,500  ft.;  tot  hose,  S,500  ft; 
f.  al..  telp.  A  wh.,  10  bx.;  val.  equip.,  $14,000; 
vtd.  bidgs.,  $8,000;  exp.  dept,  $2,800;  tot  mem., 
18.  pd.  full  time  6,  voL  12. 

Water  Supply — Src.,  riv.,  8  m.  bua.  cent;  m., 
pump  din;  pump,  eng.,  cap.  day  20,000,000  gala.; 
maina,  c.  L,  4  to  20ln.  dia.;  106  hyd.;  met,  600; 
2,000  aerr.;  prea.,  dom.  60  Iba..  f.  80  to  100  Iba.; 
coet,  $260,000;  coat  mtce.,  $7,600;  wka.  owned 
by  Co. 

GRANT  PARK,  p.  602.  F.  dept— 2  hoae  carta, 
1    h.  ft  1.  trk.,  500  ft.  hoae;  telp.  k  bell  al.;  24 

TOl«. 

GRAYVILLE,  p.  1,040;  f.  area.  600  a.;  mere, 
bldga..  bk.  ft  wd.,  1  ft  2  ator.;  priv.,  wd.,  2  stor.j 
wd.  rfa.  perm.;  no  fwka.  ord.  F.  dept. — 1  hand 
eng..  1  h.  ft  1.  trk.,  2  hoae  car.;  hoae,  cot.,  rub. 
lined,  gd..  1,200  ft;  ral.  equip.,  $1,500;  vaL  bldga., 
$375;  tot  mem.  15,  pd.  $1  per  f. 

Water  Supply — Src,  riv.,  1,500  ft.  bua.  cent; 
8VS.,  pump  to  atdp.;  atdp.  cap.,  60,000  gmla.;  dim.. 
13  X  65;  mat,  atL;  2  pump,  eng.,  daaa  dup.,  cap. 
day  600,000  gala.;  maina,  700  ft:  47  hyd.;  125 
aerv.;  pipe,  wrt.  i.;  prea.,  dom.  80  Iba.,  f.  100  Iba.; 
cost.   $28,000. 

GREENFIELD,  p.  1,161;  f.  area,  1,000  a.;  mere, 
bldgs.,  bk.,  1  ft  2  ator.;  prir.,  bk.  ft  wd.,  1  ft  2 
ator.;  wd.  rfa.  not  perm,  in  f.  area;  fwka.  ft  oombt. 
ord.;  canaea  of  f.  inv.  F.  dept. — 1  gaaoline  emr., 
1  hand  eng..  1  h.  ft  1.  trk.,  4  hra.;  hoae,  gd.,  1,400 
fU;  inf.,  600  ft;  tot  hoae,  1,060  ft.;  f  ah,  bell 
ft  wh.;  val.  equip.,  $8,000;  vaL  bldn.,  $1,600; 
exp.  dept,  $1,000;  tot  mem.  25,  pd.  full  time 
1,  paid  part  time  24;  undra.  rating,  third  claaa. 

Water  Supply — ^Not  reported. 

GREENUP,  p.  1,224;  f.  area,  640  a.     F.  dept— 

1  hoae  cart,  1  wag.,  8  laddera,  1,400  ft  hoae;  val. 
equip..  $800;  val.  bldga.,  $200;  exp.  dept.,  $200; 
tot.    mem.,  16  vol.;  undra.  rating,  fourth  daaa. 

Water  Supply— Src,  riv.,  1  m.  bua.  cent;  aya., 
dir.  prea.  ft  pump  to  atdp.;  1  pump,  eng.,  cap.  day 
S6O.O00  gala.;  maina,  8  m.;  35  hyd.;  8  v.;  prea., 
dom.  70  Iba..  f.  140  Iba.;  coat  $140,000;  coat 
mtce.,  $1,000;  wka.  owned  by  city. 

GREENVIEW,  p.  021;  f.  area,  160  a.;  mere, 
bldgs.,  bk.,  1  ft  2  ator.;  priv.,  wd.,  1  ft  2  ator.;  wd. 
rfa.  not  perm.;  combt.  ord.;  cauaea  of  f.  inv.  F. 
dept.— 1  water  tower,  2  hoae  car.;  hoae,  cot,  rub. 
lined,  gd.,  600  ft.;  f.  aL,  bell;  vol. 

Water  Supply — Src,  wella;  aya.,  pump  to  atdp.; 
atdp.  cap.,  17,000  gala.;  mat,  wd.;  1  pump,  eng., 
daaa  trip.,  aize  7x8,  cap.  day  200,000  gala.; 
maina,  iron,  8,000  ft.,  4  in.  dia.;  20  hyd.;  prea., 
dom.  SO  Iba.;  oona.  day,  5,000  gala.;  wka.  owned 
by  city. 

GREENVILLE,  p.  3,178;  f.  area,  1,000  a.;  mere. 
bldgv.,  bk.,  1  to  8  etor.;  priv.,  wd.  ft  bk.,  1  ft  2 
■tor. ;  wd.  rfa.  not  perm. ;  fwka.  ft  combt  ord. ; 
causea  of  f.  inv.     F.  dept. — 1  hand  eng.,  1  c.  eng., 

2  ho«e  carta;  hwe,  cot.  rub.  lined,  gd.,  1,000  ft.; 
inf..  300  ft;  tot  hose,  1.300  ft.;  f.  al.,  bell.  telp. 
ft  wh.;  val.  equip.,  $1,000;  val.  bldga.,  $600;  exp. 
dept.,  $300;  tot  mem.,  25  vol.;  undra.  rating, 
third    claas. 

Water  Supply — Src,  wella  ft  ciatema. 

GRIGGSVILLE,  p.  1,262:  mere  bldga.,  bk.,  2 
ator.;  priv.,  wd.,  1  ator.;  wa.  rfa.  perm,  in  f.  area; 
fwka.  ft  combt.  ord.  F.  dept. — 8  c  eng.  on  wla.,  1 
band  eng.,  1  h.  ft  1.  trk.,  1  c.  hand  ex.,  1  hoae  car.; 
boae,  cot.,  rub.  lined,  gd.,  500  ft;  f.  al.,  bell;  tot. 
mem.,  28  voL 

Water  Supply — Src,  wella  ft  ciatema. 

HAIIMLTON,  p.  1,627;  f.  area,  76  a.;  mere 
bldga.,  bk.,  2  ator.;  priv.,  wd.,  2  ator.;  wd.  rfs. 
perm.;  fwka.  ft  combt  ord.;  cauaea  of  f.  inv. 
F.  dept. — 1  comb,  c  ft  h.  wag.,  1  c  eng.,  25  c 
band  ex.,  1  h.  ft  L  trk.,  8  hoee  wag.,  8  hoae 
oar.;  hose,  cot,  rub.  lined,  gd.,  1,500  ft;  inf.. 
2,000  ft;  tot  hose.  3,500  ft:  f.  al.,  bell;  vaL 
equip..  $4,900;  vaL  bldgs.,  $250;  exp.  dept, 
$450;  tot.  mem.,  13  pd.,  full  time  1,  pd.  part  time 
1 1 ;    undra.   rating,  second   claas. 


Water  Supply — Src,  Miaa.  R.,  1  m.  bus.  cent; 
aya.,  pump  to  atdp.;  stdp.  cap.,  100,000  gala.;  2 
pump,  eng.,  cap.  800,000  gala.;  maina,  5^  m.,  6 
to  10  in.  dia.;  64  hyd.;  27  v.;  116  met;  119 
ser^'.;  pres.,  dom.  ft  f.,  80  to  05  lbs.;  cona.  da}', 
50,000  gala.;  coet,  $30,000;  coat  mtce.,  $1,500; 
wka.   owned   by   city. 

HANOVER,  p.  650.     F.  dept. — 1  hand  eng.,  12  c 
ex.;  hose,  850  ft;  f.  al..  beU. 
Water  Supply — Src,  ciatems. 

HARRISBURQ,  p.  10,000;  mere  bldgs.,  bk.  ft 
atn.,  1  to  8  ator.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.; 
wd.  rfa.  not  perm,  in  f.  area;  fwka.  ft  combt  ord.; 
cauaea  of  f.  inv.  F.  dept. — 1  hoae  car.,  2  hra.; 
hoae,  gd.,  2,000  ft;  inf.,  500  ft:  tot.  hoae.  2,500 
ft;  f.  aL,  wh.  ft  beU.  2  bx.;  val.  equip.,  $3,000; 
val.  bldga.,  $1,500;  exp.  dept,  $1,200;  tot.  mem., 
15,  pd.  full  time  1,  pd.  part  time  14. 

Water  Supply — ^rc.  creek;  rea.  cap.,  80,000 
gala.;  prea.,  dom.  45  Iba..  f.  00  Iba. 

HARVARD,  p.  8,008;  f.  area,  600  a.;  mere 
bldgs.,  bk.,  2  ator.;  priv.,  wd.,  2  ator.;  wd.  rfa. 
not  perm.;  fwka.  ft  combt  ord.;  causea  of  f.  inv. 
F.  dept — 1  atr.,  1  hand  eng.,  6  c  hand  ex.,  1 
h.  ft  1.  trk.,  1  hoae  waff.,  2  hoae  car.,  reela,  ftc ; 
hoae,  cot,  rub.  lined,  gd.,  1.500  ft;  f.  al..  bell  ft 
wh.;  vaL  equip.,  $4,000;  vaL  bldga.,  $5,000;  exp. 
dept,  $250;  tot.  mem.,  50  vol. 

Water  Supply — Src,  wella,  H  m.  bua.  cent; 
sys.,  pump  dir.;  stdp.  cap.,  1.000.000  gala.;  mat. 
atl.;  res.  cap.,  1,000,000  gala.,  loc  at  station:  2 
pump,  eng.,  daaa  dup.,  cap.  day,  600,000  gala.; 
mains,  c  i.,  SVi  m.,  4  to  8  in.  dia.;  40  hyd.;  28 
v.;  nket.,  375;  340  aerv.;  pipe,  lead  ft  galv.  i.; 
prea.,  ^om.  60  lbs.,  f.  80  lbs.;  cons,  day,  100,- 
000  gals.;   wka.  owned  by  city. 

HARVEY,  p.  7,227;  f.  area,  3H  aq.  m.;  mere 
bldga..  bk.  ft  wd.,  2  to  8  stor.;  priv.,  bk.  ft  wd.. 
IH  stor.;  wd.  rfa.  not  perm,  in  f.  area;  fwka.  ft 
combt.  ord.;  cauaea  of  f.  inv.;  F.  dept— 2  c  hand 
ex.,  3  hoae  carta,  1  comb,  c  ft  h.  wag.,  2  bra.; 
hoae,  cot.,  rub.  lined,  gd.,  2,000  ft.;  inf.,  2.200  ft; 
tot.  hoae.  4,200  ft:  i.  al.,  Oamewell,  24  bx.;  val. 
equip.,  $3,000;  vaL  bldga.,  $0,600;  exp.  dept, 
$8,000;  tot.  mem.,  21,  pd.  full  time  4,  vol.   17. 

Water  Supply — Src,  wella.  IH  m*  bua.  cent.; 
aya.,  pump  to  rea.  ft  dir.  to  atdp.;  atdp.  cap.,  200,- 
000  gala.,  dim.  16  x  120,  mat.  stL;  rea.  cap., 
210,000  gals.,  loc  at  atation;  2  pump,  eng.,  cap. 
day  2,000,000  gals.;  maina,  c  i.,  16  m.,  6  to  12 
in.  dia.;  169  hyd.:  79  v.;  met,  010;  prea.,  dom. 
55  Iba.,  f.  100  Iba.;  cona.  day,  400,000  ipda.; 
wka.  owned  by   Co. 

HAVANA,  p.  3,625;  L  area,  8  a.;  mere  bldga.. 
bk.,  2  ft  8  stor.;  priv.,  bk.  ft  wd.,  2  ator.;  wd. 
rfa.  not  perm.  F.  dept. — 1  h.  ft  1.  trk.,  2  hoae 
car.;  hoae,  rub.,  gd.,  950  ft;  inf.,  60  ft;  tot 
hoae,  1.000  ft;  f.  al.,  bell;  val.  equip.,  $2,200; 
vaL  bldga.,  $9,000;  exp.  debt,  $250;  tot  mem., 
10  vol.;   undrs.   rating,   fourth   claas. 

Water  Supply— Src,  wells,  3  blocka  bua.  cent; 
ays.,  pump  to  atdp.  ft  dir.;  atdp.  cap.,  52,500 
gals.,  dim.  16  x  36,  mat.  iron;  2  pump,  eng.,  dasa 
comp.  dup.,  cap.  day  500,000  gals.;  maina,  c  i.,  7 
m.,  4  to  8  in.  dia.;  52  hyd.:  24  v.;  500  aerv.: 
pipe,  nlv.  i.;  pres.,  dom.  55  lbs.,  f.  120  Iba.; 
cona.  day,  400,000  gala.;  cost,  $52,000;  cost  mtce., 
$8,900;  wks.  owned  by  city. 

HEBRON,  p.  644.  F.  dept. — 1  c  eng.;  hoae, 
1,900  ft;  f.  al.,  wh. 

Water    Supply — Src,    wells;    res.    cap.,    25,000 

fala.;    2   pump,   eng.;    maina,   2   m.,   8.   6   ft   4    in. 
ia.;  25  hyd.;  pres..  dom.  55  lbs.,  f.  90  lbs. 

HENNEPIN,  p.  451.  F.  dept — 1  hose  cart  1 
h.  ft  1.  trk.,  50  ft.  hoae;  bell  al. 

HENRY,  p.  1,687;  mere  bldga.,  bk.,  1  to  2 
stor.;  priv.,  wd.,  2  ator.;  wd.  rfa.  not  perm,  in 
f.  area;  fwka.  ft  combt.  ord.;  cauaes  of  f.  inv,  F. 
dept. — 1  hand  eng.,  1  c.  ens.  on  wVs.,  7  c.  hand 
ex.,  1  hose  wag.,  1  h.  ft  1.  trk..  2  hose  carts;  hoee, 
cot.,  rub.  lined,  gd.,  1.800  ft;  Inf..  600  ft;  tot 
hose.  2,400  ft.;  f.  a1.,te1p.  ft  bell;  val.  equip., 
$4,500;  val.  bldgs.,  $7,000;  exp.  dept.,  $500; 
tot.    mem.,   52    vol. 

Water  Supply — Sys.,  grav.;  res.  cap.,  80,000 
gala.;  2  pump,  eng.;  maina,  c  i.,  5  m.,  2  to  Kf 
in.  dia.;  55  hyd.;  20  v.;  met,  50:  pres.,  dom. 
70  lbs.;  cost,  $80,000;  wrka.  owned  hy  city. 

HERRIN,  p.  6,861;  f.  area,  860  a.  F.  dept — 1 
gaa  eng.,  1  hoae  cart,  1  h.  ft  1.  trk.,  2  hra.,  1,100 
ft  hoae;  vaL  equip.,  $8,500;  vaL  bldga.,  $500; 
exp.  dept,  $2,000;  tot.  mem..  8,  pd.  part  time. 
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Wat«r  Supply— -Src,  impounding  res.,  2H 
m.  bus.  cent.;  sys.,  gny.;  res.  cap.,  50,000,000 
gsls.;   2   pump,  eng.,  combined  cap.  day  6,000,000 

Sals.;   mains,   c.  i.,   12  m.;   80  hyd. ;   66   v.;  pres., 
cm.   46  lbs.,  f.   100  to  125  lbs.;  cost,  $110,000; 
wks.   owned  by  city. 

HIGHLAND,  p.  2,675;  f.  area,  200  a.;  mere, 
bldgs.,  bk..    1   to   3   stor.;   priv.,  cone,   bk.   k  wd., 

I  &  2  stor.;  wd.  rfs.  perm.;  causes  of  f.  inv. 
F.  dept. — 1  str., ,  1  hand  eog.,  65  c  hand  ex.,  2 
h.  k  1.  trk.,  f.  boats,  4  hose  carts,  4  hose  car.; 
hose,  cot.,  rub.  lined,  gd.,  1,570  ft.;  rub.,  gd.,  500 
ft.;  tot.  nose,  2.070  ft;  f.  al.,  bell;  val.  equip., 
$3,000;  val.  bldgs.,  $3,000;  tot.  mem.,  75  vol.; 
undrs.  rat  ng,  second  class. 

Water  Supply — Src,  cisterns. 

HIGHLAND  PARK.  p.  4,209;  f.  area,  3  m.; 
mere,  bldgs.,  bk.  k  wd.,  2  to  3  etor.;  priv.,  bk.  k 
wd.,  2  stor..;  wd.  rfs.  not  perm.  F.  dept. — 1  oooib. 
c.  k  h.  wag.,  1  h.  &  1.  trk.,  1  hoae  wag.,  1  hoae 
reel,  6  c.  hand  ex.;  hoee,  cot.,  rub.  lined,  gd., 
2,000  ft;  cot..  200  ft;  tot  hose,  2,200  ft;  f.  al., 
telp.  k  gang,  2  bx.;  val  equip.,  $8,000;  val.  bldgs., 
$8,000;  exp.  dept,  $900;  tot.  mem.,  16,  pd.  full 
time  2,  14  vol. 

Water  Supply — Src,  lake,  1  m.  bus.  cent;  ays., 
pump  to  stdp.;  stdp.  cap.,  185,000  gala.,  dim. 
16  X  100;  2  pump,  eng.,  class  comp.  dup.,  cap. 
day  8,000,000  gala.;  maina,  19  m.,  4  to  12  in.  dia.; 
207  hyd.:  112  v.;  met,  570;  745  serv.;  pres.,  dom. 
60  lbs.,  f.  75  lbs.;  cons.  day.  550,000  gals.;  coat, 
$86,000;  cost  mtce.,  $6,500;  wka.  owned  by  city. 

HILL8B0R0,  p.  8,424;  f.  area,  80  a.;  mere, 
bidga.,  bk.,  2  k  9  stor.:  priv.,  bk.  k  wd..  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  k  combt  ord.;  'causes 
of  f.  inv.  F.  dept — 2  hose  carts;  hose,  cot,  rub. 
lined,  gd.,  1.500  ft;  f.  al.,  bell;  val.  equip., 
$2,800;   val.    oldga.,   $40,000;    tot.   mem.,    25   vol. 

Water  Supply — Src,  wella;  eys.,  pump  to  stdp.; 
sys.,  dir.  pres.;  res.  cap.,  130,000  gals.,  loc.  at 
pump,  station;  2  pump,  eng.,  class  comp.,  cap.  day 
2,000,000  gal4.;  maina,  c.  i.,  <S0  m.,  2  to  8  in.  dia.; 
100  hyd.;  50  v.;  met,  200;  1,000  serv.;  pipe,  lead 
k  galv.  L;  pres.,  dom.  55  lbs.,  f.  85  lbs.;  cone, 
day,  400,000  gals.;  coat,  $100,000;  cost  mtce., 
$4,500;  wks.  owned  by  city. 

HINCKLEY,  p.  661;  f.  area,  100  a.  F.  dept — 
Stm.  k  gasoline  pumpa,  1  h.  ft  L  trk.;  nose, 
1,000  ft 

Watar  Supply — Waterwks.;   wks.  owned  by  city. 

HINSDALE,  p.  2,451;  f.  area,  640  a.;  mere, 
bldgs.,  bk.  k  atn.,  2  to  8  stor.;  priv.,  bk.,  atn.  k 
wd.,  2  to  3  fltor.;  wd.  rfis.  not  perm.;  fwks.  k 
combt.  ord.;  causes  of  f.  inv.  F.  dept — 1  h.  ft  1. 
trk.,  1  hose  wag.,  1  hoee  cart;  hoee,  cot,  rub. 
lined,  gd.,  1,800  ft.;  f.  al.,  beU  ft  telp.;  val.  equip., 
$8,000;  vaL  bldgs.,  $2,000;  exp.  dept,  $500;  tot 
mem.,    15  vol. 

Watar  Supply — Src,  wells,  H  m*  bua.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  86,000  gals.,  dim. 

II  X    48,    2    pump,    eng.,    cap.    day,    2,000.000 

?i!m.;  maina,  40  m.,  4  to  8  in.  dia.;  200  hyd.; 
25  met;  725  serv.;  pipe,  lead;  pres.,  dom.  60 
lb«.,  f.  90  lbs.;  cons,  day,  460,000  gals.;  coat, 
$68,000;  coat  nvtce.,  $8,000;  wks.  owned  by  town. 

HOOPESTON,  p.  4.698;  f.  area.  6  blocks;  mere, 
bldgs.,  bk..  1  to  5  stor.;  priv.,  bk.  ft  wd..  1  to  8 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.; 
cauaea  of  f.  inv.  F.  dept — 1  comb.  c.  ft  h.  wag., 
1  gas  eng.,  1  h.  ft  1.  trk.,  1  water  tower,  2  hose 
carta;  hose,  rub.,  gd.,  1,800  ft;  new  hoae,  500 
ft;  tot  hoae,  2,800  ft;  f.  al..  bell  ft  wh.;  tot. 
mem.,  82,  pd.  part  time;  undrs.  rating,  third  class. 

Watar  Supply — Src,  wella,  hi  m.  bus.  cent; 
sys.,  dir.  preH.;  res.  cap.,  180,000  gals.,  loc.  at 
pump,  station;  2  pump,  eng.,  class  comp.;  cap. 
day,  2,000,000  gals.;  mains,  c  i.,  80  m.,  2  to  8 
in.  dia.;  100  hyd.;  50  v.;  met,  200;  1.000  serv.; 
pipe,  lead  ft  galv.  i.;  pres.,  dom.  55  lbs.,  f.  85 
lbs.;  cons,  day,  400,000  gals.;  cost,  $100,000; 
cost   mtce.,    $4,500;    wks.   owned   by   city. 

HOPEDALE,  p.  586.  F.  dept. — 1  hose  cart.  10 
vol.,    1.500   ft.   hose. 

JACKSONVILLE,  p.  15,826;  mere  bldgs..  bk.,  2 
to  4  stor.;  priv.,  wd..  2  stor.;  wd.  rfs,  not  perm. 
:n  f.  area;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept. — 3  str.,  2  in  reserve.  2  c.  hand  ex.,  1 
comb,  c  ft  h.  wag.,  1  hose  wag.,  2  hose  car..  6 
hrs.;  hose,  cot,  rub.  lined.  1,100  ft.;  rub.,  gd., 
1,250  ft;  tot.  hose,  2.850  ft;  f.  al.,  elec.  80 
bx.;  val.  equip.,  $40,000;  val.  bldgs.,  $8,000; 
exp.  dept,  $2,500;  tot.  mem.,  9,  pd.  full  ttme. 


Water  Supply — Src,  111.  Ht.;  qrs.,  pomp  to 
res.  ft  stdp.  ft  dir.;  rea.  cap.,  2,700,000  gala.; 
stdp.  cap.,  100,000  gala.;  pump,  eng.,  cap.  day 
2,000,000  gals,  each;  mains,  c  i.,  24  m.,  4  to  10 
in.  dia.;  214  hyd.;  150  v.;  met,  1,422;  pipe,  lead; 
pres.,  f.  50  lbs.;  cost,  $225,000;  coat  mtce.,  $7,- 
000;  wks.  owned  by  Jacksonville  Water  Co.  ft  city. 

JERSEYVILLE,  p.  4,118;  f.  area,  600  a.;  mere 
bldgs.,  bk.,  2  ft  3  stor.;  priv.,  2  ft  8  stor; 
wd.  rfs.  not  perm.;  fwks.  ord.;  cauaea  of  f.  im. 
F.  dept — 2  hand  eng.,  1  c  eng.,  50  c  ex.,  1  h. 
ft  1.  trk.,  2  hose  car.,  1  hand  hoae  wag.;  hoe«, 
rub.,  gd.,  850  ft;  rub.,  inf.,  400  ft;  tot.  hose, 
1,250  ft;  val.  equip.,  $8,000;  val.  bldgs.,  $8,000; 
tot.  mem.,  50  voL;  f.  al.,  bell  ft  wb.;  imdra.  rating, 
'  fourth  class. 

Watar  Supply — Src,  wella;  sys.,  grav.;  stdp.  ca.p., 
83,000  gala.;  res.  cap.,  180,000  gala.;  t  pump, 
eng..  cap.  day  877.000  gala.;  mains,  4^  m.,  4  to 
8  in.  dia.;  85  hyd.;  met,  81;  102  aerv.;  prea.,  L 
50  to  125  lbs.;  cona..  day  60,000  gala.;  cost, 
$40,000;  cost  mtce.,  $2,000;  wks.  owned  by  city. 

JOHNSON  CITY,  p.  8,248.  F.  dept — 1  c  hawi 
ene.,   1  hoae  wag.;  hoae,  1.800  ft 

Water  Supply — Src,  well;  maina,  2  m.,  4  to  8 
in.  dia.;   20  hyd.;  pres.,  dom.  60  lbs.,  f.  120  lbs. 

JOLIET,  p.  84,670;  f.  area,  9.610  a.;  mere: 
bldgs.,  Btn.  ft  bk.,  1  to  4  stor.;  priv.,  bk.  ft  wd., 
1  to  3  stor.;  wd.  rfs.  not  perm,  in  f.  area;  combt 
ord.;  cauaes  of  f.  !nv.  F.  dept — 2  atr.,  2  c  enc. 
on  wla.,  1  chiefa  buggy,  0  c  hand  ex.,  1  h.  ft  1 
trk.,  1  comb,  hose  wag..  4  hoae  wag.,  5  ex- 
erciae  ft  aupply  wag.,  22  hra.,  1  in  rcacnc; 
hose,  cot,  rub.  lined,  gd.,  6,660  ft,  1,800  ft  in 
reserve;  f.  al.,  Oamewell,  112  bz.;  vaL  equip.. 
$57,600;  ral.  bldga..  $40,000;  exp.  dept,  $82,000: 
tot  mem.,  87,  pd.  full  time 

Watar  Supply — Src,  wells.  1  m.  bna.  cent.;  vs., 
pump  dir.;  stdp.  cap.,  200,000  gala.,  dim.  7  x  145; 
rea.  cap.,  20.000,000  gals.;  pomp,  eng.,  cap.  day 
8,000,000  gals.;  maina,  c  I.,  40.88  m.,  4  to  16 
in.  dia.;  860  hyd.;  met,  850;  4,000  aerv.;  282  v.; 
pipe,  lead;  pres.,  dom.  25  Iba.,  f.  80  to  100  Hm.: 
cons.,  day  6,600,000  gala.;  coat,  $850,000;  cost 
mtce.,  $80,000;  wka.  owned  by  city. 

JONESBORO,  p.  1,200;  t  area,  4  a.  F.  dept-- 
1  h.  ft  I.  trk.;  val.  bldjga.,  $50,000;  voL;  uotks. 
rating,  fifth  elaaa. 

Watar  Supply — Not  reported. 

KANKAKEE,  p.  18,986;  f.  area,  4,000  a.;  mere, 
bldgs.,  bk.  ft  atn.,  2  stor.;  priv.,  wd.,  2  stor.:  wd. 
rfs.  permitted;  fwks.  ft  combt  ord.  F.  dept — I 
h.  ft  1.  trk.,  8  hose  car.,  reela.  ftc,  8  hra.;  hoae, 
nib.,  gd..  2,800  ft;  inf.,  850  ft;  tot  hose,  3,150 
ft;  f.  al.,  elec,  14  bx.;  vaL  equip.,  $8,000;  vaL 
bldga..  $5,000;  exp.  dept,  $1,450;  tot  mem.,  40, 
pcL  full  time  2,  vol.  88;  undra.  rating,  second  daas. 

Watar  Supply — Src,  riv.,  2^  m.  bus.  cent; 
sys.,  pump  to  stdp.;  atdp.  dim.  20  s  120,  loc  at 
Wildwood  ave.  ft  Cheatnut  st,  mat  atL;  I  pvaip. 
eng.,  cap.  day  9,000,000  gala.;  maina,  85  m.,  4  to 
12  in.  dia.;  240  hyd.;  met,  225;  8,000  icrr.; 
prea.,  dom.  60  lbs.,  f.  100  Iba.;  cona.,  day  1,900,- 

000  gala.;  wka.  owned  by  Co. 

KANSAS,  p.  945;  f.  area,  500  a.;  mere  bldgs.. 
bk.,  2  stor.;  priv.,  wd.,  IH  stor.;  wd.  rfs.  pens.; 
fwks.  ft  oombt.  ord.;  cansea  of  f.  inv.     F.  dept — 

1  hand  eng.,  12  c  hand  ex..  1  h.  ft  1.  trie,  1  boae 
wag.;  hoae,  cot,  rub.  lined,  gd..  700  ft;  f.  aL, 
bell;  val.  equip.,  $1,500;  val.  bldgs.,  $2,000;  exp. 
dept,   $200;  tot   mem..   20  vol. 

Watar  Supply — Src,  wells  ft  cisterns. 

KEITHSBURO,  p.  1,515;  f.  area.  640  a.;  mere, 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd,  rf».  oj 
perm.;  fwka.  ft  combt.  ord.;  cauaea  of  f.  in*'.  F. 
dept. — 1  h.  ft  1.  trk.,  1  hoee  wag.,  2  horn  csr: 
hoae.  cot,  rub.  lined,  gd.,  500  ft.;  1  aL  bcU: 
tot.  mem.,   58  voL 

Watar  Supply — Src,  wells;  a3^,  pnmp  to  «d^; 
stdp.  dim.,  100  x  10:  2  pump,  eng.,  das*  camp. 
dup.,  cap.  day  1,008,000  gals;  cost.  $15,000. 

KENNEY,  p.  570.  F.  dept— 1  hand  eng.,  2  bo«e 
cart*;  hose,  800  ft;  val.  equip.,  $1,S00;  f**- 
bldgts.,  $700;  vol. 

Watar  Supply — Src,  wells. 

KEWANEE,  n.  9.807;  f.  area,  1.600  «•:  "«^ 
bldga.,  stn.  ft  bk.,  1  to  4  stor.;  priv.,  sta..  «*« 
wd.,  2  to  8  stor.;  wd.  rfs.  perm,  in  f.  area:  f"*- 
ft  combt  ord.;  causes  of  f.  inv.  F.  *«P*-"^'^ 
eng.  on  wis.,  1  c  eng.,   1  hose  wag.,  2  ho^  »"*• 
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4  hre.;  hose,  cot,  rub.  lined,  gd.,  8,000  ft.;  f.  al., 
UameweU;  tot  mem.,  20,  5  pd.  full  time,  15  voL 
Water  Supply — Src.  welU,  %  m.  bus.  cent; 
■ys.,  pump  dir.;  atdp.  dim.,  80  z  260;  rea.  cap., 
1.800,000  ffals.,  loc  at  pump,  station;  3  pump, 
eng.,  class  comp.  dup.,  cap.  day  1,500,000  irals.; 
mains,  c.  i.,  20  m.,  4  to  10  in.  dia.;  250  hyd.; 
160  v.;  met,  1,040;  900  serv.;  pipe,  lead  it  galv.  I.; 
pres..  dom.  60  lbs.,  f.  100  lbs.;  cons.,  day  860,000 
^la.;  cost,  $167,000;  cost  mtce.,  $10,000;  wks. 
owned  by  city. 

KINSMAN,  p.  219.  F.  dept — 1  hose  cart,  800 
ft  hose;  bell  al. 

KINGSTON,  p.  294.  F.  dept — 1  c.  eng.,  600 
ft.  Kd.  hose;  vol. 

Water  Supply — Src.,  wells. 

KIRKLAND,  p.  686.     F.  dept.— 8  c.  hand  ex.,  1 
hand  eng.;  Jiose,  800  ft;  f.  al.,  bell  ft  wh. 
Water  Supply — Src,  10  cisterns. 

KIRKWOOD,  p.  926;  mere,  bldgs.,  bk.  k  iron,  1 
Jk  2  stor.;  prlT.,  wd.,  1  ft  2  stor.;  wd.  rfs.  not 
perm.  F.  dept — 1  c.  eng.,  1  h.  ft  1.  trk.,  1  hose 
car.;  hose,  cot.,  rub.  lineo,  gd.,  400  ft.;  rub.,  gd., 
100  ft;  inf.,  100  ft;  tot.  hose,  600  ft;  vaL  eqmp., 
$3,000;  val.  bldga.,  $1,000;  tot  mem.,  16  vol. 

Water  Supply — Src,  wells. 

KNOXVILLE,  p.  1,818;  f.  area,  %  m.;  mere, 
bldga.,  Btn.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  stn.,  bk. 
ft  wd.,  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt 
ord. ;  causes  of  f.  inv.  F.  dept — 1  hand  eng.,  1 
h.    ft   L    trk.,    8   hose   car.;   hose,   cot,   rub.   Imed, 

Sd.,  1,000  ft.;  rub.,  gd.,  400  ft;  tot  hose,  1,400 
l;  f.  al.,  bell  ft  wh.;  val.  equip.,  $2,000;  val. 
bldflTS-f  $5,000;  exp.  dept,  $60;  tot  mem.,  62 
Tol. ;  undrs.  rating,  third  clsss. 

Water  Supply — Src,  wells  ft  spr.,  4  blocks  bus. 
cent.;  sys.,  grav.,  pump  to  rea.;  stdp.  cap.,  85,500 
gals.;  res.  cap.,  75.000  gala.;  pump,  eng.,  cap.  dsy, 
148,800  gala.;  mains,  c  i.,  5  m.,  4  to  10  in.  dia.; 
36  hyd.;  met,  224:  92  serv.;  pipe,  galv.  iron; 
pres.,  f.  46  to  175  lbs.;  cons.,  day  19,750  gals.; 
cost.  $80,000;  cost  mtce.,  $12,000;  wks.  owned 
by   city. 

UACON,  p.  1,495;  f.  area,  1,280  a.;  mere,  bldgs., 
wd.  ft  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt  ord.  F.  dept — 1  hand 
eng:.,  1  c  eng.,  2  c.  hsnd  ex.,  1  h.  ft  1.  trk.,  1 
aer.  trk.,  8  hose  car.,  reels,  ftc;  hose,  cot,  rub. 
lined,  gd.,  900  ft;  inf.,  400  ft;  tot  hose,  1.800 
ft.;  I.  al.,  bell;  val.  equip.,  $2,260;  vaL  bides.. 
Sl.OOO;  exp.  dept,  $2,000;  tot.  mem.,  10,  pd.  full 
time;  undrs.  rating,  third  class. 

Water  Supply— -Src,  weUs;  sys.,  pump  to  stdp.; 
stdp.  cap.,  65,000  gals.,  65  ft  high,  mat  stl.; 
pump,  eng.,  class  comp.  dup.,  cap.  day  1,500,000 
l^sls.;  mams,  5  m.,  4  to  10  in.  dia.,  65  hyd.;  800 
serv.;  pipe,  galv.  i.;  pres.,  dom..  60  lbs.,  f.  66  to 
150  Iba.;  cons,  day,  65,000  gala.;  cost,  $25,000; 
cost   mtce.,  $1,000;  wks.  owned  by  city. 

I^DD,  p.  1,824.  F.  dept— 1  h.  ft  1.  trk.,  8 
carts;  hose,  800  ft;  f.  al.,  oell  ft  telp.;  tot.  mem., 
42    voL 

Water  Supply — Src,  well;  maina,  1%  m.,  4  to 
8  in.  dia.;  15  hyd.;  pres.,  dom.  40  lbs.,  f.  80  lbs. 

I.A  6RANGC,  p.  5.282;  f.  area,  800  a.;  mere 
bldiT^,  bk.,  stn.  ft  wd.,  1  ft  8  stor.;  priv.,  stn., 
bk.  ft  wd.,  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept — 1  comb, 
c.  Jt  h.  wag.,  2  c.  hand  ex.,  1  h.  ft  1.  trk.,  4  hose 
car.,  hrs.;  hose,  linen,  gd.,  2,200  ft.;  vaL  equip., 
$4,500;  exp.  dept,  $900;  tot.  mem.,  16  vol. 

Water  Supply — Src,  wells;  ays.,  pump  to  atdp.; 
stdp.  cap.,  180,000  gals.,  dim.  16  x  120;  reis. 
cap.,  2,000.000  gals.;  4  pump,  eng.,  class  centrif., 
xrap.  day  8,000,000  gals.;  mains.  25  m.,  4  to  12 
in.  d'a.;  144  hyd.;  met,  1,000;  820  serv.;  pres., 
dom.    50  lbs.,   f.    50   to   120  lbs.;   cost,   $250,000. 

LA  HARPE,  p.  1,849;  f.  area,  800  a.;  mere 
bldigs..  bk.,  1  to  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  combt.  ord.;  cauaes  of  f.  inv. 
F.  dept. — 2  hand  eng.,  1  c  eng.,  1  h.  ft  1.  trk., 
6  c.  hand  ex.,  1  c  hand  pump.  8  hose  carts;  hose, 
cot.,  rub.  lined,  gd.,  2,000  ft.;  f.  al.,  bell;  val. 
equip.,  $2,850;  val.  bldgs.,  $2,000;  exp.  dept,  $60; 
tot.    mem.,   80  vol. 

Water  Supply — Src,  wells,  4%  blocks  bus.  cent; 
giya.,  pump  to  stdp.;  stdp.  cap.,  32,000  gals.,  dim. 
18  X  18,  loc.  at  station;  mat,  wd.;  2  pump,  eng., 
class  trip.,  size  8  x  10,  cap.  day  72,000  gals.; 
matna,  c.  i.,  1%  m.,  6  in.  dia.;  16  hyd.;  4  v.; 
met.,  20;  40  serv.;  pipe,  galv.  i.;  pres.,  dom.  85  lbs.. 


f.  100  lbs.;  cost,  $25,000;  cost  mtce.,  $800;  wks. 
owned   by   city. 

LAKE  FOREST,  p.  8,849;  f.  area,  40  a.;  mere 
bldgs.,  stn.  ft  bk.,   1  to  8  mtor.;  priv.,  wd.  ft  bk., 

1  to  3  stor.;  wd.  rfs.  not  perm.  F.  dept — 1  h. 
«  A^*^.*  5  hose  car.;  hose,  cot.  rub.  lined,  gd., 
2,500  ft;  f.  al.,  bell;  val.  equ.p..  $8,000;  tot 
mem.,  12  vol. 

Waler  Supply— Src,  lake,  1%  m.  bus.  cent; 
sya.,  pump  to  stdp.;  stdp.  cap.  1,200,000  gals.; 
dim.  16  X  86,  mat  stl.;  res.  cap.  404,000  gala.; 
4  pump,  eng.,  class,  comp.  dup.  ft  centrif.;  cap. 
day  5,250,000  gate.;  mains,  c  1.,  24  m.,  4  to  12 
ill.  dia.;  120  hyd.;  70  v.;  met,  720;  720  serv.; 
pipe,  lead;  pres.,  dom.  85  lbs.,  f.  90  lbs.;  cost 
$100,000;  coat  mtce.,  $7,000;  wks.  owned  by  priv. 
Co. 

LANARK,  p.  1,175;  f.  area,  800  a.;  mere  bldgs., 
Wt.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  combt  ord.;  causes  of  f.  inv.  F. 
dept. — 1  hand  eng.,  1  h.  ft  1.  trk.,  1  water  tower, 

2  hrs.;  hose,  cot,  rub.  lined,  gd.,  1,600  ft;  inf., 
500  ft;  tot  hose,  2,000  ft;  f.  al.,  bell  ft  telp.; 
val.  equip.,  $2,600;  eip.  dept,  $160;  tot  mem., 
14.  pd.   part   time;   undrs.   rating,  third  dasa. 

Water  Supply — Src,  well,  2  blocks  bus.  cent; 
sys.,    pump    to    stdp.    ft    dir.;    stdp.    cap.,    69,726 

fals.,  dim.  16  x  26,  mat  stl.  ft  wd.;  res.  cap., 
1,000  gals.,  loc  at  plant;  stdp.  cap..  68,000  gala.; 
2  pump,  eng.,  class  dup.,  cap.  day  207.860  gals.; 
mains,  c  i.,  2  m.,  4  to  8  in.  dia.;  28  hyd.;  26 
v.;  met.,  44;  prea.,  dom.  45  lbs.,  f.  126  lbs.; 
coat,  $16,000;  cost  mtce.,  $600;  wks.  owned  by 
dty. 

LA  SALLE,  p.  11,637;  f.  area,  28  a.;  mere,  bldgs., 
bk.,  2  to  8  stor.;  priv.,  wd.,  1%  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept — 1  str.,  2  hose  wag.,  6  hrs.; 
hose,  cot.,  rub.  lined,  gd.,  2,400  ft;  inf.,  800  ft; 
tot  hose.  2,700  ft;  f.  al.,  elec,  86  bx.;  val. 
equip.,  $5,700;  val.  bldgs.,  $46,000;  exp.  dept, 
$4,800;  tot  mem.,  24,  pd.  full  time  4,  pd.  part 
time  20. 

Water  Supply — Src,  wells,  1  m.  bus.  cent.;  sys., 
pump  dir.;  res.  cap.,  500,000  gals.,  loc  at  pump, 
stat.on;  2  pump,  eng.,  cap.  day  6,000,000  gals.; 
mains,  cast  i.,  20  m.,  2  to  14  in.  dia.;  115  nyd.; 
1,600  met,  2,100  serv.;  pipe,  lead;  pres.,  dom.  100 
lbs.,  f.  140  lbs.;  cons,  day,  2,500,000  gals.;  cost, 
$200,000;  cost  mtce.,  $15,000;  wks.  owned  by  city. 

LAWRENCEVILLE,  p.  8,235;  mere  bldgs.,  bk.,  2 
to  8  stor.;  priv.,  wd.,  1  to  2  stor.;  wd.  rfs.  not 
perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept — Hose,  cot.  rub.  lined,  gd.,  800  ft.;  f.  al., 
bell  ft  wh.;  tot.  mem.,  14  vol.;  undrs.  rating,  thira 
dass. 

Water  Supply — Src,  wells,  Emtanaaa  riv.,  8 
blocks  bus.  cent;  res.  cap.,  76,000  gals.;  2  pumps, 
eng.;  mains,  c  i.,  17,800  ft.,  4  to  8  in.  dia.;  46 
hyd.;  11  v.;  84  met;  879  serv.;  pres.,  dom.  60  to 
70  Iba.,  f.  100  lbs.,  cons,  day  80,000  gala.;  wka. 
owned  by  Co. 

LEE,  p.    803.      F.   dept — 600   ft  hose;   20   vol. 

Water  Supply — Src,  wells;  ays.,  pump  to  res.; 
res.  cap.,  7,000  gala.;  1  pump,  eng.;  mains,  \i 
m.,  4  in.  dia.;  8  nyd.;  pres.,  aom.  40  to  60  lbs.; 
wks.  owned  by  town. 

LELAND,  p.  646.  F.  dept — 1  hand  eng.,  600 
ft  hoae;  vol. 

LEMONT,  p.  2,284;  f.  area,  60  a.;  mere  bldga., 
stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 2  c  eng.  on  wis.,  2 
e  hand  ex.,  1  h.  ft  1.  trk.,  8  hoae  carts,  2  hrs.; 
hose,  cot,  rub.  lined,  gd.,  2,000  ft;  rub.,  gd.,  600 
ft;  tot  hose,  2,600  ft;  f.  al.,  Qamewell.  6  bx.; 
val.  equip..  $10,000;  val.  bldgs.,  $20,000;  exp. 
dept,  $800;  tot.  mem.,  40  vol. 

Water  Supply — Src,  wells;  sys.,  pump  dir.;  res. 
csp.,  176,000  gals.;  2  pump,  eng.,  cap.  day  1,600,- 
000  gals.;  mains,  16  m.,  3  to  10  in.  dia.:  116 
hyd.;  met..  3;  1,000  serv.;  pres.,  dom.  76  lbs.,  f. 
75  to  100  lbs.;  cost,  $75,000;  cost  mtce.,  $5,000; 
wks.  owned  by  city. 

LENA,  p.  1,168;  f.  area,  640  a.;  mere  bldgs., 
bk.,  wd.  ft  stn.,  1  ft  3  stor.;  priv.,  wd.  ft  bk.,  1 
ft  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord. 
F.  dept. — 1  str.,  1  hand  eng.,  2  hose  car.;  hose, 
cot.,  rub.  lined,  gd..  1,500  ft;  f.  al.,  bell; 
val.  eqi"T  ,  fS.OOO;  tot.  mem.,  24,  vol.;  undrs. 
rating,  third  class. 
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Water  Supply — Src,  deep  well;  wjb.,  pomp  to 
res.;  res.  cap.,  5,000  gals.;  pump,  ene.,  cap.  day 
144,000  gals.;  mains,  3  m.,  4  to  8  in.  dia.;  28 
hyd.;  74  serv.;  pres.,  f.  60  lbs.;  cost,  $22,000; 
cost  mice.,  $800. 

LEROY,  p.  1,702;  mere,  bldga.,  bk.  A  iron,  2 
stor.;  priv.,  wd.,  1  jc  2  stor.;  wd.  rfs.  not  perm.; 
no  fwks.  jc  combt.  ord.;  causes  of  f.  inr.  F. 
dept. — 1  h.  &  1.  trk.,  2  hose  carts;  hose,  cot., 
rub.  lined,  gd.,  1,600  ft;  f.  al.,  bell,  wh.  A  telp.; 
val.  equip.,  >6,000;  val.  bldgs.,  $1,600;  exp.  dept., 
$500;  tot.  mem.,  16  vol.;  undrs.  rating,  second 
class. 

Water  Supply — Src.,  wells;  sys.,  pump  to  atdp. 
k  dir.;  stdp.  cap.,  74,000  gals.,  dim.  12  z  100, 
mat.  stl.;  pump,  eng.,  cap.  day  160.000  gals.; 
mains,  8  m.,  4  to  8  in.  dia.;  26  hyd..  0  v.; 
126  serv.;  pres.,  dom.  40  lbs.,  f.  45  to  70  lbs.; 
cons.,  dsy  22,000  gals.;  coat,  $18,500;  cost  mtce., 
$600;  wks.  owned  by  city. 

LEWISTOWN,  p.  2,812;  f.  area,  80  a.;  mere, 
bldgs..  bk.,  1  to  8  star.;  prlv.,  bk.  &  wd.,  1^2 
stor.;  wd.  riis.  not  perm,  in  f.  area;  fwks.  i  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  2 
hose  carts;  hose,  rub.,  gd.,  1,000  ft.;  inf.,  600  ft.; 
tot.  hose,  1,500  ft;  f.  al.,  bell  &  wh.;  val.  equip., 
$1,800;  val.  bldgs.,  $4,000;  tot.  mem.,   16  vol. 

Water  Supply — Src,  wells;  sys.,  pump,  to  stdp.; 
stdp.  cap.,  21,000  gals.,  dim.  12  x  86;  pump, 
eng.,  cap.  day  200,000  gals.;  mains,  6  m.,  4  to  8 
m.  dia.;  82  hyd.;  met,  80;  225  serv.;  pipe,  iron 
k  lead;  pres.,  dom.  100  lbs.,  f.  126  lbs.;  cons., 
day  85,000  ffUs.;  cost,  $15,600;  cost  mtce.,  $2,- 
400;  wks.  owned  by  Co. 

LEXINGTON,  p.  1,818;  1.  area,  800  a.;  mere, 
bldgs.,  bk.  k  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  k  combt  ord.;  causes  of  f. 
inv.  F.  dept — 2  hose  carts;  hose,  rub.,  gd.,  1,000 
ft:  f.  al.,  bell  k  wh.;  val.  equip.,  $800;  val.  bldgs., 
$600;    tot.    mem.,    20   vol. 

Water  Supply — Src,  well;  sys..  pump  dir.;  stdp. 
cap.,  40,000  gal«.;  mains,  49  blocks.  4  to  8  in. 
dia.;  45  hyd.;  9  v.;  192  met;  192  serv.;  pipe, 
iron;  pres.,  dom.  60  lbs.,  f.  60  lbs.;  cons,  day, 
7/j.OOO  gals.;  coAt,  $18,000;  cost  mtce.,  $1,600; 
wks.  owned  by  city. 

LIBERTYVILLE,  p.  1,724.  F.  dept — 1  hose 
cart,  500  ft  gd.  hose,  860  ft  inf.  hose,  tot  850 
ft  hose;   vol. 

Water  Supply — Src,  well;  sys.,  pump  to  stdp.; 
stdp.    rap.    60,000    gals.;    res.    can..    70.000   gals.; 

1  pump,  eng.,  cap.  aay  60,000  gals.;  mains,  8  m., 
4  to  8  m.  dia.;  66  hyd.;  pres.,  dom.  60  lbs.,  f. 
125    lbs. 

LINCOLN,  p.  10,892;  f.  area,  90  a.;  mere  bldgs., 
bk.,  stn.  k  iron,  1  to  4  stor.;  priv.,  wd.  k  bk.,  1 
to  8  stor.;  wd.  rfs.  not  perm.;  fwks.  de  combt.  ord. 
F.  dept — 1  c  eng.,  2  c  hand  ex.,  1  h.  &  1.  trk., 

2  hose  wag.,  S  hose  car.,  4  hrs.;  hose,  cot,  rub. 
lined,  gd.,  2,500  ft;  rub.,  280  ft:  tot.  hose, 
2  780  ft.;  f.  aL,  wh.;  val.  equip.,  $7,500;  val. 
bldgR.,  $16,000:  exp.  dept,  $8,000;  tot.  mem.,  18. 
pd.  full  time  5,  voL  18;  undrs.  rating,  second 
dasn. 

Water  Supply — Src,  wells  8c  creek,  IH  m.  bus. 
cent;  sys.,  pump  to  stdp.  k  dir.;  std.  cap.,  160,000 
gals.,  dim.  10  x  100,  mat  stl.;  8  pump,  eng.,  class 
2  comp.  k  dup.,  cap.  day  4,600,000  gals.;  mains, 
c  i..  21  1-8  m.,  4  to  14  in.  dia.;  228  h/d.;  147 
v.;  met.,  551;  1,480  serv.;  pipe,  galv.  {.;  pres., 
dom.  80  to  60  lbs.,  f.  90  to  100  lbs.;  cons, 
day,  600,000  gals.;  cost,  $850,000;  wks.  owned 
by  Co. 

LITCHFIELD,  p.  5,971;  f.  area,  060  a.;  mere 
bldgs.,  bk.  k  iron,  2  ft  8  stor.;  priv.,  wd.,  1  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  of 
f.  inv.  F.  dept — 1  La  France  str..  1  h.  ft  L 
trk.,  4  hose  car.;  hose,  cot.  rub.  lined,  gd.,  1,400 
ft.;  rubber,  gd.,  1,200  ft;  inf.,  600  ft.;  tot  hose, 
8,100  ft;  f.  al.,  bell  ft  wh.;  vaL  equip.,  $5,600; 
val.  bldgs.,  $4,000;  exp.  dept,  $8,000;  tot  mem., 
75.  pd.  full  time  4;  undrs.  rsting.  third  class. 

Water  Supply — Src,  creek,  8  m.  bus.  cent;  ays., 
pump  dir.;  res.  cap..  100,000,000  gals.,  loc  8 
m.  c'ty;  8  pump,  eng.,  cap.  day  2,000,000  gals.; 
mains,  c  1.,  10  m..  4  to  12  in.  dia.;  68  nyd.; 
20  v.;  met,  25;  100  serv.;  pres.,  dom.  70  lbs.,  f. 
80  to  100  lbs.;  cons,  day,  400,000  gals.;  cost, 
$90,000;  cost  mtce.,  $6,000;  wks.  owned  by  city 
ft  Co. 

LITTLE  YORK,  p.  868.     F.  dept— 1  comb,  hand 
ft  c  eng.;  600  ft  nose;  bell  aL;  vol. 
Water  Supply — Src,  wells  ft  cisterns. 


LOCKPORT,  p.  2,655;  f.  area,  1  m.;  mere  bldgs., 
bk.  ft  stn.,  2  to  8  stor.;  priv.,  wd.,  t  stor.;  wd. 
rfs.  not  perm,  in  f.  area.  F.  dept — 2  c  hand 
ex.,  1  hose  wag.,  8  hose  car.;  boae,  cot.,  rub. 
lined,  gd..  1,600  ft.;  inf.,  1,200  ft:  tot  hose, 
2,700  ft;  f.  al.,  wh.;  val.  equip.,  $8,000:  val. 
bldn.,  $600;  exp.  dept,  $800;  tot  mem.,  47  voL 

Water  Supply — Src,  wells,  8  blocks  bus.  cent; 
sys.,  pump  to  res.;  res.  cap.,  500.000  gals.;  I 
pump,  eng.,  class  comp.,  cap.  day  2,000.000  gaU.i 
mains,  c  i.,  6  m.,  4  to  12  in.  dia.;  58  nyd.;  met.. 
126;  126  serv.;  pres.,  dom.  87  to  72  Ibs.^  t  100 
lbs.;  cost,  $80,000;  cost  mtce.,  $4,500;  wks.  owned 
by  city. 

LODA.  p.  650;  f.  area.  15  a.  F.  dept. — 1  c 
eng.;  f.  si.,  bell;  vaL  equip.,  $400;  exp.  dept. 
$75;    tot.    mem.,    7,    pd.    part    time. 

Water  Supply---3rc,   wdls. 

LONDON  MILLS,  p.  556.  F.  dept. — 600  ft  hose: 
vol. 

LOSTANT,  p.  458.  F.  dept. — 1  comb,  c  wag^ 
200  ft  hose;  bell  aL 

Mchenry,  p.  1,081;  f.  area,  102  a.;  mere 
bldgs.,  bk.  ft  wd.,  4  stor.;  priv.,  bk.  ft  wd.,  S  stor.: 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 2  str..  4  band  eng.. 
2  c  eng.,  4  c  hand  ex.,  8  hose  wag.;  hose,  cot. 
rub.  lined,  gd.,  1.600  ft;  vaL  eouip.,  $1,600;  val. 
bldgs.,  $6,500;  tot  mem.,  60  vol 

Water  Supply— Src,  wells,  in  bos.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  186,000  gala.;  res.  cap.. 
80.000  gals.;  1  pump,  eng.,  trip.,  cap.  dsy  5O0.0O0 
gals.;  mains,  c.  L.  8H  ni.;  48  nyd.;  50  sen.: 
pres.,  f.   100  lbs.;  cost  $28,000. 

McLEANSBORO,  p.  1,796;  f.  area,  640  a.;  mere 
bldgs..  bk..  1  to  8  stor.;  priv.,  wd.,  1  ft  S  stor.: 
wd.  rfs.  not  perm.;  no  f^'ks.  ft  combt  ord.;  cau«e» 
of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  1  hose  wag.,  I 
hose  car.,  4  hrs.;  hose,  cot.,  rub.  lined,  gd.,  I,f00 
ft;  f.  al.,  bell  ft  wh.,  7  bx.;  vaL  equip.,  $2,000; 
val.  bldgs..  $1,000:  exp.  dept.,  $260;  tot.  menu, 
80  vol.;   undrs.   rating,  third  class. 

Water  Supply — ^Src,  res.;  cap.,  75,000.000  gala.; 
cost,  $20,000. 

MACOMB,  p.  6,744;  f.  area,  40  a.;  mere  bldgs., 
bk.,  stn.  ft  metal.  8  stor.;  r>r  v.,  wd.,  1,  2  ft  S 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.: 
causes  of  f.  not  inv.  F.  dept — 2  comb,  c  ft  k. 
wag.,  2  c  wag.,  8  c  eng.,  4  c  hand  ex.,  1 
h.  ft  1.  trk.,  1  hose  oar.,  8  hrs.;  hose,  cot,  rub. 
lined,  gd..  2,800  ft;  f.  al.,  bell  ft  wh..  83  bx.: 
vsL  equip.,  $7,600;  vaL  bldgs..  $5,000;  exp.  dept.. 
$1,500;  tot  mem.,  14.  pd.  full  time  1,  riA.  U: 
undrs.   rsting.   fourth   dass. 

Water  Supply — Src.  creek;  pump  to  stdp.  k 
dir.;  stdp.  cap.,  100,000  gals.,  dim.  28  x  8  x  20; 
res.  cap.,  155.000  gals.;  2  pump,  eng.,  dass  eonp. 
dup.,  cap.  day  1,000,000  gala.;  mains,  c  L.  11 
m..  4  to  12  in.  dia.;  120  hyd.;  met,  584;  600 
serv.;  pipe,  galv.  L;  pres.,  donu  80  to  75  lbs.,  f. 
100  lbs.;  cons.,  day  200,000  gala.;  cost  $50,000; 
cost  mtce..  $8,000;  wks.  owned  by  dty. 

MADISON,  p.  6,046.  F.  dept — 1  comb,  c  ft  k. 
wag..  1  h.  ft  1.  trk..  1  hose  reel;  hose.  1.600  ft; 
f.  aL,  bell  ft  telp.;  tot.  mem.,  44,  pd.  full  time  1. 
vol.   48. 

Water  Supply- — Src,  Mississippi  riv. ;  2  pomp.  cnc.. 
cap.  day  9.000.000  gals.;  mains,  6  m.,  8  to  iS 
in.  dia.;  86  hyd. 

MALTA,  p.  450.  F.  dept — 1  comb.  h.  ft  c  cog.. 
800  ft  hose;  25  vol. 

MANTENO.  p.  1,229.  F.  dept — 1  b.  ft  L  trk.. 
2  hose  wag.;  hose,  cot.  rub.  lined,  gd.,  700  ft: 
inf.,  800  ft;  tot  hose,  1,000  ft;  f.  aL.  bell  * 
telp.;  val.  equip..  $2,500;  vaL  bldgs.,  $800;  voL; 
undrs.  rating.  4^  class. 

Water  Supply — Src,  wells;  sya.,  dir.  prss.;  rea- 
cap.,  100,800  gals.;  f  pump,  eng.;  maiaa,  !H 
m.,  4  to  10  in.  dia.;  40  hyd.;  12  v.;  pres..  dom. 
-20  to  50  lbs.;  f.  70  lbs.;  cons,  day,  85,000  lals.; 
wks.  owned  by  city. 

MAPLE  PARK,  p.  889.  F.  dept— 1  b.  ft  I  trk^ 
2  hose  wag.,  600  ft  hose;  telp.  ft  bell  aL;  17  voi 

Water  Supply — Src,  wells;  STS.,  pump  to  itdp.: 
stdp.  cap..  8,000  gals.;  1  pump,  eng.;  malsi,  H 
m.,  4  in.  dia;  10  hyd.;  wks.  owned  by  tovn. 

MARENGO,  p.  1,986;  f.  area,  480  a.;  »"«• 
bldgs.,  bk.  ft  wd.,  2  to  8  stor.;  priv..  wd..  S  tter.: 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  onL: 
causes  of  f.  Inv.  F.  dept — 2  c  eng.  on  wla.  1 
h.   ft  1.    trk..    1   ho.^  wag..    S   hose  esrts.  1  br».: 
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bote,  cott  rob.  lined,  gd.,  1»500  tU;  f.  al.,  Oune- 
w«ll,  6  bs.;  vaL  equip.,  $8,600;  TaL  bldfft., 
fO.OOO;  exp.  dept.,  $200;  vol.,  18. 

Water  Supply — Src,  welle;  ays.,  pump  to  ttdp.; 
itdp.  cap.,  70,000  gals.;  pump,  cap.,  600  gala, 
min.;  ma  nfl.  17,660  ft.,  4,  6,  8  in.  dia.;  46  hyd.; 
cost,  $12,000. 

MARION,  p.  7,098.  P.  dept. — 2  hose  was.;  hose, 
cot.,  rub.  lined,  gd.,  1,000  ft.;  f.  al.,  telp.;  tot. 
mem.,   20   vol. 

Watar  Supply — Src,  wells;  ays.,  dlr.  pres.;  res. 
cap.,  126,000  gals.;  2  pump,  eng.;  mans,  8  m., 
6  to  8  in.  dia.;  25  hyd.;  pres.,  dom.  60  lbs.,  f. 
100  lbs.;  wks.  owned  by  city. 

MARtSSA,  p.  2,004;  f.  area,  160  a.;  mere, 
bldgs.,  stn.,  bk.  ft  wd..  1  to  2  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  causes  of  f.  inv.  F.  dept. — 1 
gas  eng.,  1  c  eng.  on  wis.,  1  h.  ft  1.  trk.,  1  hose 
car.;  hose,  cot.,  rub.   lined,  gd.,   1.000  ft. 

Watar  supply — Src,  cisterns,  wells,  ponds. 

MAROA,  p.  1,160;  f.  area,  400  a.;  mere  bldgs., 
bk.,  2  stor.;  prlv.,  wd.,  1%  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  fwks.  ft  combt.  ord.:  cauaea  of 
f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  8  hose  carta; 
hose,  cot,  rub.  lined,  gd.,  1,000  ft;  rub.,  gd.,  400 
ft.;  inf.,  200  ft;  tot  hose.  1,600  ft;  f.  al.,  bell; 
Tsl.  equip.,  $1,600;  vaL  blaga.,  $2,000;  exp.  dept, 
$75:  tot  mem.,  86  vol. 

Watar  Supply — Src,  wells;  «ye.,  pump  to  stdp.; 
stdp.  cap.,  67,000  gals.,  100  ft  high;  res.  cap., 
168,000  gals.;  8  pump,  eng.,  dasa  dup.;  malna, 
4  m.;  20  hyd.;  146  serv.;  pipe,  galT.  i.;  pres., 
dom.  80  lbs.,  f.  46  lbs.;  cons.,  day  61,000  gals.; 
cost,  $16,000;  cost  mtce.,  $900;  wks.  owned  by 
city. 

MARSEILLES,  p.  8,291;  f.  area,  100  a.;  mere 
bldgs.,  bk.,  stn.,  wd.  ft  iron,  2  to  4  stor.;  priv.,  wd., 
2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  ord. 
F.  dept — 1  h.  ft  L  trk.,  1  hose  wag.,  8  hoae 
reels,  2  hrs.;  hose,  cot,  rub.  lined,  gd.,  1,200  ft; 
rub.,  gd..  1,600  ft;  tot  hose,  2,700  ft;  f.  al., 
beU  *  telp.;  vaL  equip.,  $6,000;  val.  bldgs.,  $260; 
tot  mem.,  18,  4  pd.,  14  vol.;  undrs.  rating,  third 
class. 

Wstar  Supply — Src,  well,  in  bus.  cent;  ays., 
pump  to  stdp.;  dim.  16  ft.  z  66  ft,  loc  on  bluff, 
mat  sti;  res.  cap..  276,000  gals.;  2  trip.  pump. 
eng.,  cap.  day,  1.000,000  gals.;  mains,  c  i.,  8  m., 
4    to    10  in.   dia.;   67   hyd.;   20   v.;   pipe,   lead  ft 

falv.  L;  pres.,  dom.  90  lbs.,  f.  100  lbs.;  cost, 
60,000;  wks.  owned  by  Co. 

MARSHALL,  p.  2,660;  f.  area,  80  a.;  mere 
bldgs.,  bk.  ft  stn.,  2  to  8  stor.;  nriv.,  wd.,  8  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft  combt  ord.; 
causes  of  f.  mv.  F.  dept — 1  str.,  1  hand  enc.,  1 
h.  ft  1.  trk.,  1  hose  wag.;  hose,  cot,  rub.  Imed, 
gd.,  1.000  ft;  f.  al.,  bell;  val.  equip.,  $8.00Q: 
val.  bldgs.,  $8,000;  exp.  dept,  $700;  tot.  mem.,  25 
rol. 

Wstar  Supply — Src,  wells  ft  cisterns;  stdp.,  115 
ft  hifrh.;  85  hyd. 

MARTINSVILLE,  p.  1,500;  f.  area,  20  a.;  bldgs., 
bk.  F.  dept — 2  c.  eng.;  hose,  cot,  rub.  lined,  gd., 
600   ft.;  f.  al.,  bell;  tot  mem.,  vol. 

Watar  Supply — ^Not  reported. 

MASOOUTAH,  p.  2,081;  f.  area,  1%  sq.  m.; 
mere,  bldgs.,  bk.,  1  to  8  ator.;  priv.,  bk.  ft  wd.,  1  ft 
2  stor.;  wd.  rfs.  perm.;  f.  ft  oombt  ord.;  causes  of 
f.  inv.  F.  dept — 2  hand  eng.,  8  c  band  ex.,  1  h. 
ft  1.  trk.,  6  hose  car.;  hose,  cot,  rub.  lined,  gd., 
2,500  ft:  rub.,  gd.,  600  ft;  tot  hose.  8,000  It; 
f.  sL,  bell;  val.  equip.,  $2,600;  exp.  dept,  $200; 
tot.    mem.,    120   vol.;   undrs.   rating,  third   dass. 

Wstar  Siupply — Src,  cisterns  ft  wells,  cap.  60,000 
gslfi.;  25  hyd.;  IV^  m.  6-in.  mains;  pres.,  60  lbs. 
MASON  CITY,  p.  1,842;  f.  area,  640  a.;  mere 
bldgs..  bk.,  2  ft  8  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wri.  rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 2  hose  carts;  hose,  rub.,  gd., 
1.000  ft;  f.  al.,  bell;  vaL  equip.,  $1,260;  val. 
bldgs.,  $600;  tot  mem.,  25  vol. 

wstar  Supply — Src,  wells,  1  block  bus.  cent; 
srs.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  88,000  gals., 
dim.  12  X  40;  2  pump,  eng.,  cap.  day  660,000  gals.; 
mains,  8  m.,  2  to  8  in.  dia.;  40  hyd.;  14  v.;  178 
met.;  515  serv.;  pres.,  dom.  47  lbs.,  f.  120  lbs.; 
cost,   $16,000;  cost  mtce.,  $1,000;  wks.  owned  by 

city. 

MATTOON,  p.  11,456;  f.  area,  2,500  a.;  mere 
bldos..  bk.,  stn.  ft  iron;  2  to  4  stor.:  priv.,  bk.  ft 
wdT  *  "tor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt 
^yd        F.    dept. — 2   comb.   h.   ft   c   wag.,   1   chiefs 


wag.,  6  hn.;  hoae,  cot,  rub.  lined,  gd.,  8,000  ft; 
f.  aL,  telp.;  val.  equip.,  $11,000;  vaL  bldgs.,  $15,- 
000;  exp.  dept,  $14,000;  tot.  mem.,  11,  pd.  full 
time;  undrs.  rating,  fourth  daas. 

Watar  Supply — Src.  impounding  surface  rea.,  7 
m.  bus.  cent;  sys.,  dir.  pres.;  st(q>.  cap.,  160,000 
ffala.,  dim.  15  ft  x  120  ft,  mat  iron;  res.  cap., 
1,600,000  gala.;  4  pump,  eng.,  cap.  day  4,600,000 
gals.;  mains,  e  i.,  4  m.,  6  to  12  in.  dia.;  108 
aerv.;  176  hyd.;  16  v.;  met,  108;  1,060  serv.; 
pipe,  galv.  L  ft  lead;  pres.,  dom.  40  lbs.,  f.  80  to 
166;   wks.   owned  by   Oo. 

MAYWOOD,  p.  8,082;  f.  area,  200  a.;  mere 
bldgs.,  bk.,  2  to  4  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  causes  of  i.  inv. 
F.  dept — 2  e  hand  ex.,  8  hose  carta,  1  comb,  c 
ft  h.  wag.  with  ladder.  2  hrs.;  hose,  cot,  rub. 
lined,  gd.,  2.000  ft;  inf.,  500  ft.;  tot.  hose,  2.500 
ft;  f.  al.,  wh.;  val.  equip.,  $4,000;  val.  bldgs.,  $5.* 
000;  exp.  dept,  $2,000;  tot  mem.,  14,  pd.  full 
time  1,  pd.  part  time  8,  voL  10. 

Watar  Supply — Src,  wells,  in  bus,  cent;  sys., 
pump  to  atdp.  or  dir.;  stdp.  cap.,  150,000  gals., 
dim.  100  X  16,  mat  stL;  res.  cap.,  28,000  gals., 
loc  at  wks.;  2  pump,  eng.,  dasa  comp.  dup.,  cap. 
day  1,600,000  gals.;  mains,  86 H  m.,  4  to  12  in. 
dia.;  417  hyd.;  127  v.;  met,  2,000;  2,000  serv.; 
pipe,  lead;  pres.,  dom.  85  lbs.,  f.  85  lbs.;  cone 
day,  660,000  gale;  cost  $185,000;  cost  mtce. 
$2,000;  wks.  owned  by  dty. 

MELROSE  PARK,  p.  4,806;  f.  area,  1  sq.  m.; 
mere  bldge.  bk.,  1  ft  2  stor.;  priv.,  wd..  1% 
stor.;  wd.  rfe  perm,  in  residence  district;  fwke  ft 
combt  ord.;  cauaea  of  f.  inv.  F.  dept. — 1  comb, 
e  ft  h.  wag.,  1  hoae  car.;  hose,  cot,  rub.  lined, 
gd.,  1,000  ft;  f.  al.,  wh.;  tot.  mem.,  14  voL 

Watar  Supply— Src,  well,  %  m.  hue  cent;  «ye, 
pump  to  res.  ft  stdp.;  stdp.  cap.,  165,876  gale, 
dim.  16  X  110,  mat.  wrt  L;  res.  cap.,  116,000 
gale,  loc  at  station;  8  pump,  eng.,  class  cen- 
trif.,  cap.  day  1.296,000  gale;  mains,  c  i.,  15 
m.,  4  to  8  in.  dia.;  146  hyd.;  94  v.;  met,  820; 
657  serv.;  pipe,  lead;  pres.,  dom.  48  lbs.,  f.  00 
lbs.;  cons,  day,  499,000  gaU.;  cost,  $84,000;  cost 
mtce,  $100;   wks.  owned  by  city. 

MENDOTA,  p.  8,806;  f.  area,  8^  sq.  m.;  mere 
bldge,  bk.,  1  to  8  stor.;  priv.,  bk.  ft  wd..  1  to  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  causes  of  f. 
inv.  F.  dept. — 8  c  hand  ex.,  1  h.  ft  1.  trk.,  1  hose 
wag.,  1  hose  cart,  2  hre;  hoae,  cot,  rub.  lined, 
«!.,  1,800  ft;  rub.,  gd.,  500  ft;  tot  hose.  2,800 
ft.;  f.  aL,  Oamewell,  22  bx.;  val.  equip.,  $4,500; 
vaL  bldge,  $10,000;  exp.  dept,  $1,200;  tot  mem., 
26  voL 

Water  Supply — Src.  wells.  ^  m.  bus.  cent; 
sys.,  pump  to  ree  ft  dir.;  stdp.  cap.,  25,000  gals.; 
ree  cap.,  180.000  gale;  4  pump,  eng.,  class  oomp., 
cap.  day,  1,000.000  gals.;  mains,  c  1.,  16  m.,  2  to 
8  in.  die;  108  hyd.:  81  v.;  1,100  met;  1,100 
serv.;  pree,  dom.  46  Ibe.  f.  180  Ibe;  cons,  day, 
600,000  gals.;  cost,  $180,000;  cost  mtce,  SIO,- 
000;  wks.  owned  by  city. 

METAMORA,  p.  694.  F.  dept — 2  hose  oarts; 
hose.  1,200  ft;  f.  al.,  bell;  tot.  mem.,  26. 

water  Supply — Src,  wells;  res.  cap.,  1,600  bbls.: 
mains,  1  m.,  4  to  6  in.  dia.;  13  hyd.;  wks.  owned 
by  city. 

METROPOLIS  CITY,  p.  4,666;  f.  area,  400  e; 
mere  bldgs.,  bk.  ft  wd.,  8  stor.;  priv.,  wd.,  1  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  causes  of  f.  inv. 
F.  dept. — 4  c  hsnd  ex.,  1  h.  ft  1.  trk.,  1  hose 
wag.,  1  hose  reel.  2  hrs.;  hose,  cot,  rub.  lined, 
gd.,  1,900  ft;  f.  al..  bell;  vaL  bldgs.,  $1,600;  exp. 
dept,  $1,350;  tot  mem.,  16,  pd.  full  time  1,  14 
vol. 

Watar  Supply — Src.  well,  ^  m.  bus.  cent.; 
8^,  dir.  pres.;  2  pump,  eng.,  cap.  day,  5,050,000 
gals.:  mains,  c  L,  lU  m.,  4  to  10  in.  dia.;  12  v.; 
4  met.;  81  hyd.;  487  serv.;  pipe,  galv.  i.  ft  wrt  L; 
pree,  dom.  46  lbs.,  f.  110  lbs.;  coat,  $56,000; 
ooet  mtce,  $4,000;   wke  owned  by  dty. 

MILAN,  p.  727.  F.  dept. — 1  hand  eng.,  1  h.  ft 
L  trie.,  2  hose  wag.;  hose,  cot.,  rub.  lined,  gd., 
1,100  ft;  inf.,  800  ft;  lot  hose,  1,400  ft;  f.  al., 
bell;  vaL  equip.,  |900;  vaL  bldgs.,  $250;  exp. 
dept,   $50;   tot   mem.    10,  pd.   part  time. 

Watar  Supply— fire,  artesian  well,  1,000  ft 
bus.  cent;  1  pump,  cap.  day  618,000  gals.;  17 
hyd.;  14  v.;  mains,  15,840  ft;  pres.,  dom.  20 
lbs.,  f.  60  lbs.;  cost,  $18,000;  undrs.  rating, 
4V&   class;   wks.   owned  by  dty. 
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MILFORD,  p.  1,816.  F.  dept. — 1  bose  wagf.,  800 
ft.  hose;  bell  al.;  vol 

MILLEDQEVILLE,  p.  680.  F.  dept.— 1  bose 
wag.,  600  ft  gd.  hose,  600  ft.  int.  hose;  tot.  bose, 
1,000  ft.;  wh.  al. 

Water  Supply — Src.  wells;  sys.,  pump  to  atdp.;  1 
pump,  eng.;  mains,  2  m.,  4  to  8  in.  dia.;  20  hyd.; 
pres.,  dom.  76  lbs.,  f.  75  lbs.;  wks.  owned  by 
town. 

MILLSTADT,  p.  1,140;  f.  area,  640  a.;  mere 
bldgs..  bk.,  2  stor.;  priv.,  bk.  ft  wd.,  1  &  2  ator.; 
wd.  rfs.  perm.;  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 2  hand  eng..  1  h.  &  1.  trk.,  2  hose 
reels;  hose,  cot.  rub.  lined,  gd.,  800  ft:  rub., 
gd.,  600  ft.:  tot.  hose,  1,800  ft;  f.  al.,  bell;  vaL 
equp.,  $2,000;  val.  bidgs.,  $1,200;  exp.  dept.  $60; 
tot  mem.,   40  vol.;  undrt.  rating,  fourth  daaa. 

Water  Supply — Src.  wells  A  cisterns. 

MINIER,  p.  6©0.  P.  dept — 1  hand  eng.,  2  hose 
wig.,  1  000  ft.  gd.  hose,  700  tt.  inf.  hose;  tot 
hose.  1,700  ft;  telp.  ft  bell  al.;  16  mem.,  pd.  part 
time. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp.;  1 
pump,  eng.;  mains.  IH  m.,  3  to  6  In.  dia.;  16 
hyd.;  pres.,  dom.  25  lbs.,  f.  40  lbs.;  wks.  owned 
by  town. 

MINONK,  p.  2,070;  f.  area,  700  a.;  mere  bldgs., 
bk.,  2  stor.;  priv.,  wd.  ft  bk.,  1  ft  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept — 1  hand  eng.,  1  c  eng.,  2  c.  hand 
ex.,  1  h.  ft  1.  trk.,  2  hose  car.,  reels,  2  bra.;  hose, 
gd.,  500  ft;  tot  hose.  1,800  ft;  f.  al.,  bell;  val. 
equip.,  $4,000;  val.  bldgs.,  $4,000;  exp.  dept,  $2,- 
000;  tot  mem.,  20,  1  pd.,  19  vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp. 
ft  dir.;  stdp.  cap.,  66,000  gals.;  pump,  eng.,  cap. 
day  2.160,000  gals.;  mains,  5  nu,  6  to  8  in.  dia.; 
80  hvd.;  met,  6;  08  serv.;  pres,,  dom.  65  lbs.,  f. 
80  lbs.;  cons.,  day  60,000  gals.;  cost,  $20,000; 
wks.  nwn4^  by  ciiy. 

MINOOKA.  p.  «61;  f.  area,  80  a.;  mere  bldgs., 
bk..  1  ft  2  stor.;  priv..  wd.,  1  ft  2  stor.:  wd.  rfs. 
not  perm,  in  f .  area ;  fwks.  ft  combt.  ord. ;  causes 
of  f.  inv.  F.  dept. — 1,000  ft  cot,  rub.  lined  hose; 
f.   al.,  bell;   tot.   mem.,   20   vol. 

Water  Supply — Src,  wells;  sys.,  grav.;  stdp.  cap., 
60.000  gals.,  mat  stl.;  1  pump,  cap.  day  108,000 
gak.;  mains,  c.  i.,  1  m.,  4  to  6  in.  dia.;  14 
hyd.;  pres.,  60  lbs.;  cons,  day,  10,000  gals.;  cost, 
$12,000;   cost  mtce.,  $600;  wks.  owned  by  city. 

MOLINE,  p.  24.199;  f.  area,  45  a.;  mere,  bldgs., 
bk.  ft  Ntn.,  2  to  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept. — 1  comb.  auto,  c  ft  h.  wag.,  8 
comb,  c  ft  b.  wag.,  6  c  hand  ex.,  1  h.  ft  1. 
trk.,    1    hose   cart,    9   hrs.;    hose,   cot,   rub.   lined, 

fd.,  7,000  ft;  f.  al.,  Oamewell,  72  bx.;  val.  equip.. 
28,600;  val.  bldgs.,  $66,800;  exp.  dept,  $29,870; 
tot  mem.,  26,  pd.  full  time;  undrs.  rating,  third 
class. 

Watsr  Supply — Src,  riv.,  8,000  ft  2,000  ft  bus. 
cent;  i^s.,  pump  dlr.;  8  pump,  eng.,  cap.  day 
12,600,000  gals.;  mains,  c  i.,  41  m.,  6  to  20 
in.  dia.;  884  hyd.;  met,  60;  2,700  serv.;  pipe, 
lead;  pres.,  dom.  60  lbs.,  f.  100  lbs.  to  186  lbs.; 
cons.,  day  8.600,000  gals.;  cost,  $284,640;  cost 
mtce.,  $8,000;  wks.  owned  by  city. 

MOMENCE,  p.  2,201;  f.  area,  860  a.;  mere 
bldgs.,  stn.  ft  bk.,  1  to  3  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  not  perm.;  combt  ord.;  causes  of 
f.  inv.  F.  dept. — 2  hose  reels,  1  hose  wag.;  hose, 
cot,  rub.  lined,  gd.,  1,760  ft;  f.  al.,  bell  ft  wh.; 
val.  equip.,  $6,500;  val.  bldgs.,  $8,000;  tot  mem. 
10,  pd.   per  Are;   undrs.   rating,  third  class. 

Watsr  Supply— Src,  wells,  6  blocks  bus.  cent; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  85,000 
gals.,  dim.  12  x  100,  mat  iron;  2  pump,  eng., 
class  dup.,  cap.  day  1.500,000  gals.;  mains,  e  i., 
7  m.,  4  to  10  in.  dia.;  68  hyd.;  met,  9;  276 
serv.;  pipe,  galv.  {.;  pres..  dom.  40  lbs.,  f.  90  lbs.; 
cons,  day,  800,000  gals.;  cost,  $84,000;  cost  , 
notce.,  $2,400;  wks.  owned  by  city. 

MONEAQUA.     F.  dept — Not  reported. 

Water  Supply — Src,  6  wells,  2  m.  bus.  cent; 
sys.,  bk.:  stl.  tower,  dim.  13  x  60  ft.;  mains,  6 
m.,  c  i.  ft  wd.,  8  in.  dia.;  hyd.,  18;  cost  mtce.. 
$800;  wks.  owned  by  city. 

MONEE,  p.  411.  F.  dept— 1  h.  ft  I.  trk..  1 
hand  eng.,  2  hose  wag.,  1,600  ft.  hose;  bell  al.; 
80  vol. 


MONMOUTH,  p.  9,128;  f.  area,  2  sq.  m.;  mere, 
bldgs.,  bk.  ft  stn.,  1  to  4  stor.;  priv.,  stn.,  bk.  k 
wd.,  1  to  8  stor.;  wd.  rfs.  not  perm,  in  f.  ar«a; 
fwks.  ft  combt  ord.;  causes  of  f.  inv.  P.  dept — 
1  str.,  1  e  eng.  on  wis.,  1  comb,  e  eng..  8  c. 
hand  ex.,  1  h.  ft  L  trk.,  8  hose  wag.,  1  bose  emr., 
7  hrs.;  hose,  oot,  rub.  lined,  gd.,  2.800  ft;  f.  sL. 

??1?S!r®"l  ^*  ^*-»  val-  Wdn..  $10,000;  exp.  dept, 
$6,800;  tot  mem.,  97,  pd.  fuU  time  6,  93  w>L 
Watsr  Supply — Src,  3  wells;  sys..  pump  to  na. 
ft  stdp.;  stdp.  cap.,  115,000  gala.,  dim.  21  z  »6, 
njat  iron;  res.  cap.,  800,000  gals.;  8  pumpi  eiw., 
class  dup.;  mains,  e  i.,  28  m.,  4  to  8  in-  dia.; 
220  hvd.;  met.,  566;  1,800  serr.;  pipe,  lc*d; 
pres.,  dom.  50  lbs.,  f.  110  lbs.;  cons.,  day  480.000 
gals.;  cost  $125,000;  wks.  owned  by  city. 

MONTIOELLO,  p.  1,981;  f.  area,  19  blocks: 
mere  bldgs.,  bk.,  1  ft  2  stor.;  priv.,  wd..  1  ft  1 
stor.;  wd.  rlis.  not  perm.     F.  dept — 1  h.  *  I.  trt, 

?  il??®-^*«-  **°"«  "^^J  **<*«.  cot.,  rub.  lined,  gd., 
1,500  ft;  f.  al.,  telp.,  6  bx.;  val.  equip.,  f 2,060: 
val.  bldjps.,  $200;  exp.  dept,  $600;  tot  mem.. 
18  vol. 

Water  8upply^-«re,  weUs;  ^ys.,  pump  to  res,; 
stdp.  cap.,  86,000  sals.,  dfm.  12  x  48,  mat  irtm: 

?■•  ^V^'^^^'^^^^l  '*"■•»  P"™P-  ««•»  class  dup.,  cap. 
day  210,000  gals.;  mains,  5  in.,  4  to  8  la.  dtaT; 

5*  ^yA',J"**i  *®»  '®*  ^f^'i  P»P«.  *««»?  P««-. 
dom.  80  lbs.,  f.  150  lbs.;  cons.,  dsy  80,000  gain; 

cost  $30,760;  cost  mtce.,  $400;  wksi  owned  by 
city. 

MORGAN  PARK.  p.  3.694;  f.  area,  10  a.;  mm. 

bldgs^  bk.,  2  to  8  stor.;  priv.,  bk.  ft  wd.,  2  ator.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  e  eng.  on  wla..  S 
e  hand  ex.,  1  b.  ft  1.  trk.,  1  hose  wag.,  1  bose 
car.;  hose.  cot.  rub.  lined,  gd..  1,200  ft;  Inf.,  500 

IMOO;  exp.  dept,  $600;  tot  mem.,  80  voL 

Watsr  Supply— Src.  wells,  %  m.  biw.  cent; 
sys.,  pump  dir.;  res.  cap.,  800,000  gals,  day,  loc. 
at  station;  2  pump,  eng.,  cap.  day  860,000  gala.: 
pump,  cap.,  860,000  gals.;  mains,  e  !.;  nset.,  «75; 
pres.,  dom.  40  lbs.,  f.  00  lbs.;  wks.  owned  bf 
city, 

bldgs.,  bk.  ft  stn.,  2  ft  3  stor.:  priv.,  bk.  ft  wd^ 
2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  comlrt.  onL: 
caiwes  of  f.  inv.  F.  dept.— 1  str..  1  e  cue.,  t 
e  hand  ex.,   1  h.  ft  1.  trk.,  2  hose  wag.,  1  boae 

r*^**  hi^'*  **°^»  «>*••  "»•>■  '»«»«>.  P*-.  5.000  ft: 
*"'iJ  *92  ?*••  tot-  hose.  8.600  ft;  f.  at,  Oame- 
ri'k^*®  ^^i  ^1-  •<!«<?.,  $5,000;  vaL  bMffa, 
•7.000;  exp.  dept,  $2,000;  tot  mem.,  S6  fol. 

Watsr  Supply*-Sre,  wells;  ays.,  iwmp  to  stdpi 
ft  dir.;  stdp.  cap.,  106.000  gals.,  dim.  12  x  125. 
mat  stl.;  res.  cap.,  188.000  ^ila.;  2  pomp,  mm,, 
class  comp.  dup..  cap.  day  2,000.000  gals.;  mafas, 
12%  m.,  4  to  12  in.  dia,;  115  hyd.;  met,  eoO; 
950  serv.;  pipe,  galv.  i.;  pres.,  dom.  50  Ibsi.  f,  125 
lbs.;  cons.,  day  150,000  gals.;  cost,  $46,000; 
mtce.,  $6,500;  wks.  owned  by  city. 

u^I^^^^l^^'  P-  2'*1®J  '•  ««*'  700  a.;  i-«^ 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt  oid.;  cawea  of  1 
i"7-  A  ^*Pt- — ^  «>""h.  e  ft  h.  wag.,  1  h.  ft  L 
\"^xJ  ho»«,<»r.,  2  hrs.;  hose,  cot,  rub.  Ibicd.  gi. 
1,500  ft;  Inf.,  1,000  ft;  tot  hose.  2,500  ft; 
f.  ai,  wh.;  val.  equip.,  $1,000;  vaL  bldgs.,  $2,000; 
exp.  dept,  $500:  tot  mem.,  18  voL 

Watsr  Supply — Src,   spr.   ft  wells,    %   m.  hm^ 

2^*?*^»«?*»  P^^'  P"*^  ^  «*<>P-  *  dir.;  stdp.  cap, 
840,000  gala.;  2  pump.  eng..  «sp.  day.  480.000 
gals.;  mains,  e  L.  10  m..  4  to  8  in.  dia.;  109 
hyd.;  78  v.;  met.  897;  719  sorv.;  pipe,  wit  L; 
pres..  dom.  88  to  56  lbs.,  f.  200  lbs.;  oobl  &kj 
260.000  gal«.;  cost.  $85,000;  cost  mtce..  $4,600; 
wks.  owned  by  city. 

MORRISON VILLE,  p.  1,126;  bldgs..  wd..  1  ft  » 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  oid.  F. 
dept. — 1  b.  ft  1.  trk.,  2  bose  car. ;  bose.  cot,  n*L 
lined,  gd.,  1,200  ft;  f.  sL,  bell;  tot  me»L.  2i 
vol.;  undrs.  rating,  third  class. 

Wstsr  Supply — Src,  wells;  ^ys..  pump  to  «td|i. 
ft  dir.;  stdp.  cap,.  87,000  gals.,  dnn.  20  i  10, 
mat  wd. ;  pump,  eng.,  class  dup.,  cap.  day  500.000 
gals.;  mains,  H  m.;  10  hyd.;  pipe,  galv.  I;  pnea.. 
dom.   33  lbs.,  f.   66  to  80  lbs.;  cons.,  day  1$.T50 

gals.;  cost,  $8,000;  cost  mtce.,  $300;  wka 
y  village. 

MOUND  Cipr,  p.  2,837;  f.  area.  600  a;  -«w 
bldgs.,  stn.,  bk.  ft  wd.,   1  to  3  stor.;  piiv..  bk.  ft 


FIRE  DEPARTMENTS  AND  WATER  SUPPLY— ILLINOIS. 


C-63 


wd.,  S  Mtor,;  wd.  rfs.  not  penn.  in  f.  «re«;  fwtai. 
A  combt.  ord.;  causes  of  f.  inv.  P.  dept. — 1  hand 
eng.f  1  c.  eng,  on  wis.,  1  h.  ft  L  trk.,  8  hose 
car.;  hose,  rob.,  gd.,  1,800  ft.;  inf.,  200  ft;  tot. 
hose,  £.000  ft.;  f.  aL,  bell  k  wh.;  TaL  equip., 
$2,500;  val.  bldgs.,  $3,000;  ezp.  dept.,  $500;  tot. 
mem.,  00,  pd.  part  time. 

Water  Supply— Src,  well;  ays.,  dir.;  res.  cap., 
250,000  gals.,  loc.  at  pump,  station;  2  pump, 
eng.,  class  comp.  dup.,  cap.  day  1,500,000  gals.; 
mains,  c.  i.,  5  m.,  4  to  10  in.  dia.;  87  hyd.;  20 
v.;  850  serr.;  pipe.  galv.  1.;  pres.,  dom.  60  lbs., 
f.  100  lbs.;  cons.,  day  800,000  gals.;  cost.  $45,- 
000;  cost  mtce.,  $7,000;  wks.  owned  by  Western 
Ry.  &  Light  Oo. 

MT.  CARMEL,  p.  6,934.     No  organised  dept. 

Water  Supply — Src.,  riv.,  H  m.  bus.  cent;  sys., 
pump  to  stdp.  &  dir.;  stdp.  cap.,  150.000  gius., 
dim.  16  z  100,  mat  stL;  4  pump,  eng.,  cap.  day 
6^250.000  gals.;  mains,  c.  i..  20  m..  4  to  14  in. 
dia. ;  182  byd.;  met,  15;  1,800  serv. ;  pres.,  dom. 
50  lbs.,  f.  100  lbs.;  cost,  $166,000;  wks.  owned 
by    Co. 

MT.  CARROLL,  p.  1,750;  f.  area,  280  a.;  mere, 
bldffs.,  bk.,  2  ft  8  stor.;  prir.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.:  fwks.  ft  combt  ord.  P.  dept. — I 
h.  ft  1.  trk.,  8  hose  car.;  hose,  cot,  rob.  lined,  gd., 
1,450  ft;  vsl.  equip.,  $3.«50;  val.  bldgs.,  $6,000; 
exp.    dept,  $300;  tot  mem.,  40  vol. 

Water  Supply — Src.,  wells:  sys.,  pump  to  res.  ft 
dir.;  stdp.  cap.,  62.000  gats.;  res.  cap.,  27,540 
gals.;  pump,  eng.,  cap.  day  1,000.000  gals.;  mains, 
4  m.,  4  to  8  in.  d:a.;  88  hyd.;  10  v.;  met.  7;  160 
serr. ;  pipe,  galv.  i.;  pres.,  dom.  70  lbs.,  f.  100 
lbs.;  co9t,  $85,000;  cost  mtce.,  $700;  wks.  owned 
oy   city. 

MT.  MORRIS,  p.  1,182.     P.  dept — ^Not  reported. 

Water  Supply — Src.,  deep  well  in  village,  dim. 
20  X  20,  mat.  sti.,  tower;  1  pump,  eng.,  class 
nffoline;  mains,  26  blocks,  10  to  4  in.  dia.;  14 
hyd. :  wk«.  owned  by  city. 

MT.  OLIVE,  p.  8,501;  f.  area.  640  a.;  mere. 
bldffs.,  bk.,  2  stor.;  priv.,  wd.,  1  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept. — 1  h,  ft  L  trk.,  4  hose  reels,  1  hand  eng.; 
hose,  cot..  Tub.  lined,  gd.,  1,800  ft;  inf.,  860  ft.; 
tot.  hose,  2,660  ft.;  f.  al.,  bell;  val.  equip., 
$3,000;  exp.  dept.  $195;  tot  mem.,   67  voL 

>Water  Supply — Src,  welte;  waten^'ks.  in  course 
conatruction;  mains,  2H  m.;  2  pumps,  daily  cap., 
1,000,000  gals.  each. 

MT.  PULASKI,  p.  1,511;  f.  area,  600  a.;  mere. 
bld^s.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  2 
comb,  c  ft  h.  wag.,  2  hose  wag.;  hose,  cot.,  rob. 
lined,  gd.,  1,500  ft;  f.  al.,  Oamewell,  10  bx.; 
▼al.  equip.,  $8,000;  val.  bldgs.,  $4,000;  exp.  dept, 
$600;  tot.  mem.,  27  vol. 

Water  Supply — Src,  wells,  5  blocks  bus.  cent; 
siys-*  pump  dir.;  stdp.  cap..  60,000  gals.,  dim.  20  x 
2ft,  mat  stL;  8  pump,  eng.,  cap.  day,  1,000,000 
spilm.;  mains,  c.  i.,  5  m.,  4  to  8  in.  dia.;  87  hyd.; 
40  v.;  210  met;  225  serv.;  pipe,  galv.  i.;  pres., 
dom.  40  to  66  lbs.,  f.  110  lbs.;  cons.  day.  40,000 
^als. ;  cost  $86,000;  coat  mtce.,  $1,860;  wks. 
owned  by  city. 

MT.  STERLING,  p.  1,986;  f.  area,  2  blocks; 
xnerc  bldgs.,  bk.,  2  stor.;  prir.,  wd.,  1  stor.; 
wd.  rfs.  not  perm.;  no  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  P.  dept. — 1  c.  eng.,  1  h.  ft  1.  trk.,  1 
hose  wag.,  1  hose  car.,  2  hrs.;  hose,  cotton,  rub. 
lined,  m.,  1.000  ft.;  f.  al.,  bell;  val.  equip.,  $600; 
▼al.  bldgs.,  $2,000;  ezp.  dept,  $400;  tot.  mem.,  26, 
pd.  T>art  time. 

Water  Supply — Src,  artosian  wells,  1  block  bus. 
cent.;  ays.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  88,000 
^1^8.,  dim.  12  x  40,  mat  bk.  ft  stl. ;  res.  cap., 
1.500,000  gaJs.,  loc  %  m.  southeast  dty;  2 
pomp,  eng.,  class  dup.,  cap.  day.  664,400  gals.; 
nnaiiMt.  c  i.,  2^  m.,  4  to  8  in.  dia.;  86  hyd.;  11 
T. ;  125  serv.;  96  met.;  pipe,  galv.  i.;  pres.,  dom. 
40  lbs.,  f.  100  lbs.;  cons,  day,  20,000  gals.;  cost, 
^10,000;  cost  mtce.,  $1,200;  wks.  owned  by  city. 

MT.  VERNON,  p.  8,007;  f.  area,  640  a.;  mere. 
bldss.,  bk.,  2  stor.;  priv,,  wd.,  1  ft  2  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  P. 
()ept. — 1  comb,  c  ft  h.  wag.,  1  hose  wag.,  2  hrs.; 
l»o«e,  cot.,  gd..  8,000  ft;  f.  al.,  elec,  9  bx.;  val. 
e<|txip>»  $5,000;  val.  bldgs.,  $2,000;  exp.  dept, 
$2,000;  tot  mem.,  8,  pd.  full  time;  undrs.  rating, 
tjbird     class. 


Watar  Supply — Src,  lakes;  sys.,  pump  dir.; 

cap.,  850.000,000  gals.;  stdp.  cap.,  160.000  gals.; 
4  pump,  eng.,  dasa  comp.  dup.,  cap.  day  4,500,- 
000  gals.;  mains,  c  L,  16%  m.,  t\k  to  12  in. 
dia.;  90  hyd.;  1.200  serv.;  pipe,  galv.  i.;  pres., 
dom.  40  lbs.,  f.  100  to  125  lbs.;  cons,  day,  600,- 
000  nls.;  cost,  $97,000:  cost  mtoe.,  $2,600;  wks. 
owned  by  Oa 

MOWEAOUA,  p.  1,518.     P.  dept— Not  reported. 

Water  Supply— Src,  wells,  2  m.  bus.  cent.; 
ays.,  pump  to  stdp.;  cap.,  60,000  gals.;  dim..  62 
X  18;  mat.,  bk.  ft  stl.;  1  pump,  eng.,  cap.  day, 
200,000  gals.;  mains,  4  m..  4  ft  6  In.  dku;  65 
met.:  82  hyd.;  pipe,  iron;  pres.,  dom.  15  lbs.,  f. 
80  lbs.;  com.  day.  30,000  gab.;  cost  $16,000; 
cost  mtoe.,   $900;   wks.   owned  by  city. 

MURPHYSBORO.  p.  7,846;  f.  area,  24  sq.  blocks; 
mere  bldgs.,  bk.,  stn.  ft  cone,  1  to  8  stor.;  priv., 
bk.,  sin.,  cone  ft  wd.,  2  stor.;  wd.  rfs.  perm,  in  f. 
area;  combt.  ord.;  causes  of  f.  inv.  F.  dept — 1 
auto,  str.,  1  comb.  c.  ft  h.  wag.,  1  supply  wag.,  1 
chiers  buggy,  4  hn.;  hose,  cot,  rob.  lined,  gd.. 
2,000  ft;  f.  sL,  telp.;  exp.  dept,  $2,562.81;  tot 
mem.  44,  pd.  full  time  4,  voL  40. 

Water  Supply — Src,  riv.;  sys.,  pump  to  stdp.; 
stdp.  cap.,  186,000  gals.;  dim.,  25  x  50;  cap. 
plant,  8,000,000  gals.;  8  pump,  eng.,  combined 
cap.  day  4,600.000  gals.;  nuiins,  10  m.,  4  to  12 
in.  dia.;  97  hyd.;  met,  16;  500  serv.;  pres.,  dom. 
40  to  60  lbs.,  f.  100  to  125  lbs.;  cons,  dsy,  1,500,- 
000  gals.;  cost,  $160,000;  wks.  owned  by  Co. 

^  liAPERVlLLE,  p.  8,449;  f.  ai«a,  40  a.;  mere, 
bldgs.,  stn.,  bk.  ft  wd.,  2  stor.;  priv..  bk.  ft  wd.,  2 
stor.:  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  P.  dept — 1  str.,  1  li.  ft  L 
trk.,  1  hose  wag.,  c  wag.,  3  hose  carts;  hose,  rub., 

fd.,    3,500    ft;    f.    al.,    beU    ft    wh.;    vaL    bldgs., 
4,000;  exp.  dept..  $800,  tot  mem.  66,  pd.  full 
time  6,  61  vol. 

Watar  Supply — Src,  well,  1  block  bus.  cent; 
sys.,  pump  to  res.,  stdp.  ft  dir.;  stdp.  cap.,   100,- 

000  gals.;  mat.  metal;  res.  cap.,  110,000  cnnls.;  1 
pump,  eng.,  class  stm.;  mains,  metal,  12  m.,  4  to 
12  in.  dia.;  126  hyd.;  608  serv.;  pipe,  lead;  pres., 
dom.  66  lbs.,  f.  125  lbs.;  cost,  $62,000;  wks. 
owned  by  city. 

NASHVILLE,  p.  2,136;  f.  area,  820  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  str..  1  gasoline 
eng.,  1  h.  ft  L  trk.,  1  hose  wag.,  2  hose  ear.;  hose, 
cot,  2,000  ft;  f.  al.,  bell;  vaL  equip.,  $6,500; 
vaL  bldgs.,  $2,000;  exp.  dept,  $400;  tot  mem.,  16 
vol.;  undrs.  rating,  third  <uass. 

Water  Supply — Src,  wells  ft  dstema;  2  pump, 
eng.;  coat  $8,000;  wks.  owned  by  city. 

NAUVOO,  p.  1,020;  f.  area,  400  a.;  mere  bldgs., 
bk.,  iron  ft  wd.,  2  ft  8  stor.;  priv.,  wd..  1  ft  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  P.  dept — 1  hand  eng.,  8  e  eng.. 
10  c  hand  ex.,  1  h.  ft  1.  trk.,  supply  wag.,  1  hose 
car.,  reels,  fte;  hose,  cot,  rob.  lined,  gd.,  800  ft.; 
f.  al.,  bell  ft  wh.;  val.  equip.,  $2,200;  val.  bldgs., 
$260;  exp.  dept,  $1,800;  tot  mem.,  60  vol.; 
undrs.  rating,  third  ckuM. 

Watar  Supply — Src,  cisterns  in  bus.  cent;  mains, 
c    i.,  6  m.;  82  hyd. 

NEPONSET,  p.  542.  P.  dept— 1  h.  ft  I.  trk.,  2 
hose  reels,  500  ft  hose;  f.  al.,  bell.;  tot.  mem.,  66 
vol. 

NEW  ATHENS,  p.  1,181.     P.  dept— 10  e  ex., 

1  hand  eng.,  1  h.  ft  L  trk.;  hose,  650  ft.;  tot 
mem.,  60  vol. 

Water  Supply — ^Src,  riv.,  l-io  m.,  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  70,000  gals.;  1 
pump,  eng.,  cap.  72,000  galsv  day;  mains,  c  i., 
5^  m.,  4  to  8  in.  dia.;  32  hyd.;  8  v.<  4  met; 
250  8er\'.;  pres.,  dom.  65  lbs.,  f.  120  lbs.;  cons, 
dsy,  46,000  gals.;  cost,  $80,000;  cost  mtce., 
$1,000;  wks.  owned  by  city. 

NEW  HOLLAND,  p.  887.  P.  dept — 600  ft 
hose;  telp.  ft  bell  al.;  voL 

NEWTON,  p.  2,108;  f.  area,  1%  a.:  mere 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  P.  dept. — 1  h.  ft  1.  trie,  2 
hose  car.;  hose,  cot,  rob.  lined,  gd.,  1,600  ft; 
inf.,  600  ft;  tot  hose.  2,000  ft.;  t  aL,  bell;  vaL 
equip.,  $2,000;  val.  bldgs.,  $2,600;  ezp.  dept., 
$700;  tot  mem.,  16  voL 
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Water  Supply — Src,  rlv.,  800  yds.  bu*.  cent.: 
iji.,  pump  dir.;  pump,  eng.,  cap.  day  6,000,000 
gals.;  mains,  iron,  6  m.,  4  to  8  in.  dia.;  85  hyd.; 
80  terv.;  prei.,  dom.  60  Ibt.,  f.  200  Iba.;  cost, 
$«,000. 

N0K0M18,  p.  1,872;  f.  area,  100  a.;  mere, 
bldga.,  bk.,  2  stor.;  priv.,  wd.,  2  itor.;  wd.  rfa.  not 
perm.;  fwks.  A  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 6  c.  hand  ex.,  1  h.  ft  1.  trie.,  2  hose  wag.; 
hose,  rub.,  gd.,  1,200  ft.;  f.  al.,  bell;  tot.  mem., 
18  vol. 

Water  Supply — Src.,  wells;  sys.,  pump  to  stdp. 
8c  dir.;  stdp.  cap.,  46,000  gals.;  dun.,  18  x  62; 
mat.,  iron;  pump,  eng.,  cap.  day  240,000  gals.; 
mains,  2%  to  4  in.  dia.;  19  hyd.;  67  senr.;  pipe, 
iron;  pres.,  dom.  80  lbs.,  f.  100  lbs.;  cons,  day, 
16,000  gals.;  cost,  $18,000;  cost  mtce.,  $860; 
wks.  owned  by  city. 

NORMAL,  p.  4,024;  f.  area,  2,560  a.;  mere, 
bldgs.,  wd.  ft  Dk.,  1  to  8  stor.;  prir..  wd.  ft  bk.,  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt. 
ord.:  causes  of  f.  inv.  F.  dept. — 2  c.  hand  ex.,  1 
comb.  c.  ft  h.  wag.,  1  hose  car.,  8  brs. ;  hose,  cot.,  rub. 
lined,  gd.,  1,200  ft;  rub.,  gd.,  400  ft.;  inf.,  800 
ft;  tot.  hose.  1,900  ft;  f.  al.,  bell;  val.  equip., 
$2,600;  val.  bldgs.,  $200;  exp.  dept,  $1,200;  tot 
mem.  12,  pd.  fuH  time  1,  vol.  11. 

Water  Supply — Src,  8  wells,  ^  m..  bus.  cent; 
sys.,  pump  to  stdp.  ft  res.;  stdp.  cap.,  60,000  gals.; 
dim.,  IS  x  60;  mat.,  stl.;  res.  cap.,  190,000  gals.; 

1  pump,  eng.,  class  trip.,  cap.  day  1,600,000  nls.; 
mains,  c.  i.,  15  ra.,  4  to  1*2  in.  dia.:  116  hyd.; 
76  v.;  met,  850;  850  serv. ;  pipe,  lesd;  pres.; 
dom.  50  lbs.,  f.  120  lbs.;  cons,  day,  880,000 
gals.;  coflt,  $40,000;  cost  mtce.,  $6,000;  wks. 
owned    by    city. 

NORTH  CHICAOa  p.  4,800.  F.  dept— 1  hose 
wsg.,  2  hose  carts,  2  hrs.;  val.  equip.,  $2,500;  exp. 
dept,  $2,800;  tot  mem.  9,  pd.  full  time  1,  vol.  8. 

Water  Supply^-HSrc,  Lake  Michigan;  sys.,  grav.; 

2  pump,  eng.,  cap.  dsy  700,000  gals.;  146  hyd.; 
pres.,  dom.  40  lbs.,  f.  70  lbs.;  wks.  owned  by  city. 

OAK  PARK,  p.  20,000;  f.  area,  4%  sq.  m.; 
mere  bldgs.,  bk.  ft  wd.,  all  4  stor.;  priv.,  bk.  ft 
wd.,  all  4  stor.;  wd.  rfs.  not  perm,  in  f.  area;  no 
fwks.  ft  combt  ord.;  causes  of  f.  Irt.     F.  dept-— 

1  c.  hand  ex.,  1  comb.  c.  ft  h.  wag.,  1  h.  ft  1.  trk., 

2  hose  wag.,  6  hrs.:  hose,  cot,  lined,  2,900  ft.; 
f.  al.,  Gamewell,  26  ox.,  ft  telp.;  ral.  equip.,  $11.- 
900;  val.  bldgs.,  $76,000;  tot  mem.  18,  pid.  full 
time;  exp.  dept.,  $48,000. 

Water  Supply — Src,   wells,   in  bus.   cent;   sys., 

{)ump  to  res.  ft  dir.;  res.  cap..  6,000,000  gals.; 
oc.  at  station;  stdp.  cap.,  88,000  gals.;  1  pump, 
eng.,  size  15  x  26  x  24,  ft  2  centnf.  motor^driven 
pumps,  combined  cap.  dsy  10,000.000  gals.;  mains, 
c  i.,  47.27  m.,  4  to  24  in.  dia.;  268  v.;  461  hyd.; 
met,  8,121;  3,797  serv.;  pipe,  lead;  pres.,  dom. 
40  lbs.,  f.  60  lbs.;  cons,  day,  1,180,000  gals.;  wka. 
owned  by  Co. 

OAK1.ANO,  p.  1,200;  f.  area.  40  a.  F.  dept — 
2  hose  carts;  800  ft.  hose;  Isddere;  tot  mem.,  16, 
vol. 

Xo    waten%'k«. 

OAKVILLE,  p.  644.     F.  dept — 1  hand  eng.,  1 
hose  eart;  hose,  600  ft.;  f.  al.,  bell. 
Water  Supply — Src,  wells  ft  cisterns. 

ODELL,  p.  1,086;  mere,  bldgs.,  1  to  2  stor.; 
priv.,  wd.,  1  to  2  stor.;  wd.  rn.  not  perm,  in  f. 
area;  fwks.  ft  combt.  ord.;  causes  of  f.  inr.  F. 
dept. — 1  comb,  c  ft  h.  wag.,  10  c  hand  ex.,  1  h. 
ft  1.  trk.,  2  hose  wag.,  2  hose  reels;  hose,  gd., 
1,000  ft;  f.  al.,  wh.;  mem.,  vol. 

Water  Supply — Src,  drilled  well  in  cent  village; 
ayn.,  air  lift  stdp.,  cap.  46,000  gals.;  mat, 
wd.  tank,  stl.  tower;  res.  cap.,  60,000  gals.;  pump; 
mains,  wrt  i.;  200  v.;  pres.,  f.  150  lbs.;  cons., 
80,000  gals.;  cost,  $10,000;  wks.  owned  by  city. 

ODIN,  p.  1,180;  f.  area,  90  a.;  mere  bldgs.,  bk. 
ft  wd.,  1  to  8  stor.;  priv.,  wd.,  1  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept. — 1  hand  eng.,  1  c  eng.,  12  c.  hand  ex.,  1 
h.  ft  1.  trk.,  1  hose  car.;  hose,  cot,  rub.  lined,  gd., 
500  ft;  f.  al.,  bell  ft  wh.;  vaL  equip.,  $1,400; 
tot  mem.,  20  voL' 

Water  Supply — Src,  wells,  cisterns  ft  res. 

OTALLON,  p.  2,018;  f.  area,  860  a.;  mere 
bldgs.,  wd.  ft  ok.,  1  to  8  stor.;  priv.,  wd.,  IH 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  hand  eng.,  26  c 
hand  ex.,   1  h.  ft  1.  trk.,   1  hose  reel;  hose,  cot. 


rub.  lined,  gd.,  1,000  ft;  f.  aL,  beU;  vaL  equip., 
$1,000;  exp.  dept,  $76;  tot  mem.,  24  voL 

Water  Supply  —  Src,  weUs;  sys.,  grav.,  pumy 
dir.;  1  pump,  eng.,  class  dup.,  siae  14  x  8%  x  It, 
10  X  6  X  10,  cap.  dsy  696,000  gals.;  maiiia,  c  U 
2H  m.,  4  in.  dia.;  24  hyd.;  met,  8;  pres.,  dooL 
40  lbs.,  t  100  lbs.;  cons,  day,  60,000  gals.;  wkt. 
owned  by  Co. 

OHIO,  p.  627.  F.  dept— 1  h.  ft  L  trk.,  800  ft. 
hose;  wh.  ft  bell  al.;  vol. 

OLNEY,  p.  5,011;  f.  area,  1,280  a.;  mere,  bldgi., 
bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd.,  1  ft  2  stor.;  vd. 
rfs.  penn.;  fwks.  ft  combt  ord.  P.  dept — 1  c. 
eng.,  2  c  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  wag.,  i 
hose  car.,  2  hrs.;  hose,  cot,  rub.  lined,  gd..  1,000 
ft;  rub.,  gd.,  160  ft;  tot  hose,  1,150  ft;  f.  aL, 
bell;  val.  equip.,  $5,600;  val.  bldgs.,  $2,000;  exp. 
dept,  $1,000;  tot  mem.,  16  voL 

Water  Supply — Src,  riv.,  2H  m-  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  48,000  gala,;  loc. 
in  cent  ^tj'*  mat,  bk.  ft  stl.;  res.  cap.,  250,000,- 

000  gala.;  loc  2%  m.  northwest  city;  2  pump, 
eng.,  class  dup.  comp.,  cap.  day  2,220,000  gala; 
mains,  iron,  16H  m.,  4  to  10  in.  dia.:  61  nyd.; 
met.,  200;  pres.,  dom.  60  lbs.,  f.  70  lbs.;  coos, 
day,  260,000  gala.;  cost,  $29,000;  cost  mtce.. 
$2,600;  wis.  owned  by  ci^. 

ONARGA,  p.  1,278;  f.  area,  160  a.;  mere,  bldgs., 
bk.,  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  causes  of  t  inv.  F.  dept. — 2  c 
eng.,  2  c  hand  ex.,  1  h.  ft  L  trk.,  2  hose  carts; 
hose.  cot.  lined,  gd.,  1,000  ft:  f.  sL,  8  bells;  vaL 
equip.,  $1,600;  val.  bldgs.,  $850;  tot  mem.  12,  pd. 
part  time. 

Water  Supply — Src,  wells,  ^  m.  bus.  cent;  sr>» 
pump  to  res.;  res.  cap.,  55,000  gala.;  2  eomp.  stm. 
ft  air  dup.  pump,  our.,  cap.  day  25,000  gala; 
mains,  14  m.,  6  in.  dia.;  16  v.;  146  met;  200 
hyd.;  25  serv.;  pres.,  dom.  45  lbs.;  coos.  day. 
260.000  gala.;  cost,  $9,000;  wks.  owned  by  Co. 

OQUAWKA,  p.  907;  f.  area,  640  a.;  mere,  bldgs.. 
bk.  ft  wd.,  1  to  3  stor.;  priv.,  bk.  ft  wd.,  IH 
stor.;  wd.  ris.  not  perm,  in  f.  area;  oombt  onL; 
causes  of  f.  inv.  F.  dept — 1  band  eng.,  1  c  hand 
ex.,  1  hose  wag.;  hose,  cot,  rub.  lined,  gd.,  600 
ft.;  f.  al.,  bell;  vaL  equip.,  $1,500;  vaL  bldgs., 
$1,600;  exp.  dept,  $100;  tot  mem.,  82  roL 

Water  Supply — Src,  riv.  ft  wells;  tank,  80  ft 

0RAN6EVILLE,  p.  870.  F.  dept— 1  hose  csit, 
700  ft  gd.  hose;  voL 

Water  Supply — Src.  wells;  sys.,  dir.  pres.;  res. 
cap.,  63,000  gals.;  mams,  1  m.,  4  to  6  in.  dia.;  18 
hyd.;  wks.  owned  by  town. 

OREGON,  p.  2,180;  f.  srea,  640  a.:  mere  bldgs., 
bk.  ft  wd.,  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfa.  not 
perm,  in  f.  area;  fwks.  ft  combt.  ord.     F.  dept — 

1  h.  ft  1.  trk.,  4  hose  carta;  hose,  eot,  mh.  lined, 
gd.,  2,000  ft.;  f.  al.,  bell  ft  wh.;exp.  dept,  $200; 
tot  mem.  12,  pd.  part  time. 

Water  Supply — Src,  well;  sys.,  pump  to  rca.; 
res.  cap.,  1,600,000  gala.;  pump,  cog.,  csp.  day 
1,600,000  gals.;  mains,  6  m.,  4.  6  ft  8  in.  dia.; 
60  hyd.;  16  v.;  met,  10;  247  serv.;  pipe,  lead; 
pres..  f.  90  lbs.;  cons,  day,  400.000  gals.;  cost, 
$45,000;  cost  mtce.,  $8,000;  wks.  owned  by  dty. 

OTTAWA,  p.  9,586;  f.  area,  60  a.;  mere  hMgs., 
bk.,  2  to  6  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd. 
ris.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 1  stm.  f.  ens.,  1  h.  ft 
1.  trk.,  2  hose  wag.,  1  hose  cart  2  hrs.;  hose,  cot, 
rub.  lined,  gd.,  2,450  ft.;  fair,  1.500  ft;  cot  hose 
8,960  ft;  f.  al.,  bell,  elec.  28  bx.;  val.  conip^ 
$7,750;  val.  bldgs.,  $4,000;  exp.  dept,  $7,«12; 
tot.  mem.  29,  pd.  full  time  4,  25  vol. 

Water  Supply — Src,  wells,  1  m.  bus.  cent.;  sys., 
pump  to  res.  ft  stdp.;  stdp.  cap.,  125,000  f*!*-* 
dim.,  20  X  100;  mat,  stL;  res.  csp.,  l,260.eM 
gals.;  loc  at  pump,  station;  2  pump,  eng.;  mains, 
c  i.,  87  m..  4  to  16  in.  dia.;  174  hyd.;  168.  ▼.; 
met.  1,600;  1.600  serv.;  pipe,  lead;  presn 
80  lbs.,  f.  100  lbs.;  cost,  $160,000; 
$19,000;  wks.  owned  by  city. 


PAIJ^TINE,  p.   1,144;   f.   area,   6,500  s.:  mere 
bldgs.,  wd.,  8  stor.;  priv.,  wd.,  2  ft  2 H  stor.:  wd. 
rfs.   perm.;  no  fwb.   ft  combt  ofd.     F.  dept. — 1 
hand  eng.,  1  h.  ft  1.  trk.,  2  hose  csr.;  best,  ooc 
rub.    lined,    gd.,    1,600    ft;     vaL   equip.,  92,«0« 
tot  mem.  18.  pd.  full  time 

Water  Supply—Sre,  wells,  1.000  ft  baa  cejt; 
sys.,  pump  from  res.  to  stdp.;  stdp.  c^.  7s,o<w 
gals.;  dim.,  96  x  12  ft;  loe  2.000  ft.       '  * 
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mat.,  c.  L;  ret.  cap.,  88,000  gals.;  loc.  at  station; 
2  pump,  eng.,  cap.  day  750,000  gala.;  mains,  c.  i., 
4  m.,  4  to  8  in.  dia.;  62  hyd.;  met.,  160;  170 
serv.;  pipe,  galv.  i.;  pres.,  dom.  50  lbs.,  f.  140  lbs.; 
cons,  day*  76,000  gals.;  cost  mtce.,  $800;  wks. 
owned  by  city. 

PAN  A,  p.  6,055;  f.  area,  1,000  a.;  mere,  bidgs., 
bk.,  2  k  S  stor.;  priv.,  wd.,  1  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  causes  of  f.  inv.  F.  dept.-^ 
2  c.  hand  ex.,  1  comb,  hose  k  I.  wag.,  4  hose  reels, 
2  hrs.;  hose,  cot.,  rub.  lined,  gd.,  8,500  ft.;  f.  al., 
elec.,  Gamewell,  15  bx.;  val.  equip.,  $2,000;  val. 
bldgs.,  $5,000;  exp.  dept.,  $1,200;  tot.  mem.  15, 
pd.  part  time. 

Water  Supply — Src.,  wells,  %  m.  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  265,000  gals.;  dim., 
20  X  100;  mat.,  iron;  2  pump,  eng.,  cap.  day  1,600,- 
000  gals.;  mains,  10  m.,  10,  6  &  4  in.  dia.:. 8 7  hyd.; 
met.,  100;  442  serv.;  pres.,  dom.  50  lbs.,  x.  60  lbs.; 
cons,  day,  200,000  gals.;  cost,  $63,000;  cost  mtce., 
$1,600;  wks.  owned  by  city. 

PARIS,  p.  7,664;  f.  area,  2,000  a.;  mere,  bldgs., 
bk.,  1  to  4  stor.;  priv.,  bk.  k  wd.,  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  Ac  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  hand  eng.,  2  c.  hand  ex.,  1 
comb.  c.  &  h.  wag.,  4  hrs.;  hose,  cot.,  rub.  lined,  gd., 
2,000  ft;  rub.,  gd.,  700  ft.;  inf.,  700  ft.;  tot.  hose, 
3.400  ft.;  f.  al.,  bell;  val.  equip.,  $8,000;  val. 
bldgs.,  $2,000;  exp.  dept.,  $8,600;  tot.  mem.  6,  pd. 
full  time. 

Water  Supply — Src,  creek,  1%  m.  bus.  cent.; 
8J8.,  pimsp  to  stdp.;  stdp.  cap.,  106,000  gals.; 
dim.,  22  x  80;  mat.,  stl.;  res.  cap.,  100,000,000 
gate.;  3  pump,  eng.,  cap.  day,  1,800,000  gals.; 
mains,  c.  !.,  25  m.,  4  to  12  in.  dia.;  210  hyd.; 
107  v.;  met.,  14;  800  eerv.;  pres.,  dom.  50  Iba., 
f.  125  lbs.;  C06t,  $80,000;  cost  mtce.,  $8,000; 
wlcR.  owned  by  city. 

PAW  PAW,  p.  800;  f.  area,  20  a.  F.  dept. — 2 
bo0e  carts.  800  ft.  hose;  val.  equip.,  $500;  vol. 

Water  Supply — Src.,  deep  well,  1  m.  bus.  cent.; 
ays.,  grav.  k  dir.;  2  pump,  eng.,  cap.  day  1,000,009 
gals.;  80  hyd.;  pres.,  dom.  50  lbs.,  f.  100  lbs.; 
cost,  $16,000;  cost  mtce.,  $1,500;  wka.  owned  by 
city. 

PAWNEE,  p.  1,890.  F.  dept.— 1  c.  eng.,  800  ft 
gd.   hose;  vol. 

Water  Supply — Src.,  wells  k  cisterns. 

PAXTON,  p.  2,912;  f.  area,  860  a.;  mere,  bldgs., 
bk.,  8  stor.;  priv.,  bk.  k  wd.,  2  stor.;  wd.  rfs.  nOt 
perm.;  fwks.  k  combt.  ord.;  causes  of  f.  inv.  P. 
dept. — 1  hand  eng.,  4  c.  hand  ex.,  1  h.  ft  L  tik., 
1  aer.  trk.,  1  hose  wag.,  1  hose  reel,  4  hrs.;  hose, 
cot.,  nib.  lined,  gd.,  2,200  ft.;  rub.,  gd.,  500  ft; 
inf.,  800  ft;  tot  hose,  3,000  ft;  f.  al.,  wh.  k 
telp.;  vaL  equip.,  $4,000;  val.  bldgs.,  $6,000;  exp. 
dept.,  $600;  tot  mem.,  10  vol.;  undrs.  rating,  seo> 
ond  class. 

Water  Supply — Src.,  wells;  sys.,  pump  to  res.; 
res.    cap.,  64,000  gals.;  pump,  eng.,  cap.  day  70,' 

000  gals.;  mains,  IH  m.,  4  to  6  in.  dia.;  25  hyd.; 
5  v.;  met,  10;  600  serv.;  pipe,  c.  i. ;  pres.,  dom. 
35  lbs.,  f.  45  lbs.;  cons,  day,  60,000  gals.;  cost, 
$14,000;  cost  mtce.,  $600;  wks.  owned  by  city. 

PEARL  CITY,  p.  485;  f.  area,  15  a.  F.  dept— 
12  c.  hand  ex.,  2  hose  carts;  hose,  1,000  ft;  val. 
equip.,  $700;  tot  mem.,  28  vol. 

Water  Supply — Src.,  wells,  with  pres.  to  stdp.; 

1  trip,  pump;  cost  mtce.,  $500;  wks.  owned  by 
city. 

PECATONICA,  p.  1,022;  f.  area,  120  a.;  mere. 
bldgB.,  stn.,  bk.  k  wd.,  2  k  B  stor.;  priv.,  wd.,  1 
A    2    stor.;  wd.  rfs.  perm.     F.  dept. — 1  hand  eng., 

3  hcMse  car.,  reels,  kc;  hose,  cot,  rub.  lined,  gd., 
200  ft;  rub.,  gd.,  1,000  ft;  inf.,  200  ft;  tot 
hose,  1,400  ft;  f.  al.,  bell;  val.  equip.,  $2,000; 
val.  bldgs.,  $1,000;  exp.  dept,  $500;  tot.  mem.  18, 
pd.    full  time  1,  vol.  17. 

Water  Supply — Src.,  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  25,600  gals.;  pump,  eng.,  cap.  day  160,- 
OOO  gals.;  mains,  4,000  ft.,  4  to  8  in.  dia.;  10 
hyd.;  6  v.;  pres.,  f.  55  lbs.;  cost,  $8,614.92;  cost 
mtce.,  $400;  wks.  owned  by  city. 

PEKIN,  p.  9,897;  f.  area,  2,640  a.;  mere,  bldgs., 
bfc.  ft  stn.,  1  to  8  stor.;  priv.,  bk.  k  wd.,  1  to  8 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  k  combt 
ord.;   causes  of  f.  inv.     F.  dept. — 1  str.  in  reserve, 

4  c.  hand  ex.,  2  hose  wag.,  2  hose  carts,  4  hrs.; 
bOB««  cot,  rub.  lined,  gd.,  4,500  ft;  rub.,  gd.,  100 
ft.;     inf-»    2,000   ft;    tot    hose,    6,600    ft;    f.    al.. 


Gamewell,  19  bx.  k  55  telp.  stations  used  with 
transmitter  on  f.  al.  circuit;  val.  equip.,  $16,000: 
val.  bldgs.,  $12  000;  exp.  dept,  $11,082.24;  tot 
mem.  10,  pd.  full  time  6,  pd.  port  time  5. 

Water  ^pply— Src,  wella  in  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  127,000  gala.;  dim.,  20  x 
55;  pump.  eng..  cap.  day  8,750,000  gals.;  mains, 
I  o  F*^'^.*-*  VoP™-i  t  to  14  in.:  wrt.  i.,  12  ra.,  1 

*  2  in.  dia.;    184  hyd.;   126  v.;   met,   250;   2,050 

?t^''iK?*P*»  ^-  *.  ^^'  »•»  P»^»  dom.  60  lbs.,  f. 
120  lbs.;  cons,  day,  1,800,000  gals.;  cost,  $220,- 
000;  wks.  owned  by  Co. 

PEORIA,  p.  66,960;  f.  area.  5,741  a.;  mere. 
Didgs.,  stn.,  bk.  k  wd.,  1  to  12  stor.;  priv.,  bk.  k 
wd.,  1  to  4  stor.;  wd.  rfs.  not  perm,  in  f.  area: 
fmks.  k  combt  ord.;  causes  of  f.  inv.  F.  dept. — 1 
sulo.  comb,  pump  k  hose  wag.,   1   anto.  comb,  c 

*  °"  ^**  ^  ^^'*  ^  *"*<>.  chiefs  car.,  2  str..  1  c. 
«ig.,  12  c  hand  ex.,  2  h.  &  1.  trk..  1  aer.  trk.,  7 
hose  wag.,  2  comb.  c.  k  h.  wag..  88  his.   (in  re- 

■T*'i,^  ■i'"  5  **^t  «^''  1  b-  *  1-  trk.) ;  hose,  cot, 
rub.  lined,  gd.,  20,000  ft.;  f.  al.,  Gamewell,  90 
bx.;  val.  equip.,  $85,000;  val.  bldgs.,  $115,400; 
exp^dept.  $110,746;  tot  mem.  84,  pd.  full  time! 
Water  Supply—Src,  welU,  8  m.  bus.  cent.;  sys., 
pump  to  res.  k  dir.;  res.  cap.,  19,000,000  gals.;  loc. 

1  m.  northwest  station;  4  pump,  eng.,  class  ver. 
cpmp.  dup.,  size  26  x  60,  21  x  87,  k  triple  expan- 
sion, cap.  day  81,600,000  gals.;  mains,  c.  i.,  lit 

?o'.ti®  *^  ^  ^}^''  1»*^*  ^^'i  ••O  v.;  met.,  40o; 
12,828  serv.;  pipe,  lead;  pres.,  dom.  40  to  120 
lbs.,  f.  40  to  120  lbs.;  cons,  day,  8,000,000  gala.: 
wks.  owned  by  Co.  »     »       »         •       » 

/^i^T9'*^«»  P-  ^'*^^»  '•  *'«»•  80  »•;  mere,  bldgs., 
wd.  A  bk.,  2  stOT.;  priv.,  wd.,  2  stor.     No  org.  f. 

?®J?aa'  i^  ^'  ?*??."•»  S  ****«  «"•?  h<>"«.  rab„  gd., 
^'^Ji®."-'^^*^**^*'!"-*  ♦^OO;  12  vol.  * 

Water  Supply—Src,  wells,  1,200  ft  bus.  cent; 
8y«.,  gray.,  pump  dir.;  «tdp.  cap.,  60,000  gals,: 
^'"^'^J^  ,^24;  mat,  bk.  k  wd.;  1  pump.  eng. 
cap.  day  40,000  gab.;  mains,  c.  i.,  2%  m.,  6  A 
4  m.  dia.;  22  hyd.;  6  v.;  met.,  220;  280  serv.; 
pipe,  galv.  k  wrt  i.;  pres.,  dom.  k  f.,  45  lbs.' 
cona.  day,  40,000  gals.;  cost,  $10,000;  wks.  owned 
by  city.  . 

PERU,  p.  7,984;  f.  area,  640  a.;  mere,  bldgs., 
stn.,  wd.  4  bk.,  1  to  6  stor.;  priv.,  wd.,  1  to  8 
stor.;  wd.  rfs.  not  perm.;  fwks.  k  combt.  ord.  F. 
dept.--l  h  k  L  trk.  1  hose  waa.,  8  his.;  hose, 
cot,  rub.  "ned.gd.,  1.500  ft;  nib.,  gd.,  700  ft; 

i^h  52^*'  ^*^^^  ?•'*  '•  »^-  «^««-  8»  «>«•;  v»l-  Wdgs. 
$10,000;    exp.    dept,    $2,500;    tot    mem.    18,    pd. 

fuU  time  1,  pd.  part  time  12;  undrs.  rating,  third 

Water   Supply— -Src,   weUs.    in   bus,    cent;    sys.. 

?o"P  ,*!?«***P'  *^^P'  «*P-»  200.000  gals.;  dim., 
18  X  100;  mat,  stl.;  res.  cap.,  860,000  gals.;  2 
pump,  enif.,  class  oomp.  dup.,  cap.  day  2,000,000 
pis.;  mams,  c.  i.,  17  m.,  4  to  14  in.  dia.;  108 
hyd.;  42  v.;  met,  1,200;  1,200  eerv.;  pipe,  galv.  i.; 
pres.,  dom.  85  to  102  lbs.,  f.  126  to  140  lbs.; 
COM.  day,  600,000  gate.;  cost,  $90,000;  cost 
mrtco.,   $6,000;   wka.   owned   by   city. 

PETERSBURG,  p.  2,687;  mere,  bldgs.,  bk.  k  stn., 

2  stor.;  priv.,  bk.  k  stn.,  1  k  2  stor.;  wd.  rfs.  not 
perm.;  fwks.  k  combt  ord.;  causes  of  f.  inv.  F. 
dept. — 25  c.  hand  ex.,  1  hose  wag.,  1  hotse  reel, 
2  hni.;  hose,  rub.,  gd.,  1,000  ft;  f.  al.,  wh.;  tot 
mem.,  7,  vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  200,000  gala.;  dim.,  80  x  86;  2  pump, 
eng.,  cap.  day  2,500,000  gals.;  mains,  6%  m.,  4  to 
10  ra.  dia.;  68  hyd.;  met.,  10;  800  serv.;  pres., 
dom.  60  lbs.,  f.  80  lbs.;  cons,  day,  700,000  gals.; 
cost,  $88,000;  cost  mtce.,  $2,000;  wks.  owned  Dy 
city. 

PINCKNEYVILLE,  p.  2,722;  f.  area,  240  a.; 
mere,  bldgs.,  bk.,  2  stor.;  priv.,  wd.,  1  stor.;  wd. 
rfs.  perm,  in  f.  area.  F.  dept — 1  h.  &  L  trk.,  2 
hose  car.,  2  hrs.;  hose,  cot,  rub.  lined,  gd.,  1,800 

'^•i*/-.*^-».?*^^»  «*P-  ^«P*'»  tl«»;  tot  mem.,  10  vol. 
Water  Supply — ^Src,  lake  k  riv.,  1%  m.  bua. 
cent;  sys.,  pump  dir.;  stdp.  cap.,  89,760  gals.; 
dim.,  15  X  86;  mat,  iron;  2  pump,  eng.,  class  dup., 
cap.  day  2,000,000  gals.;  mains,  c.  i.,  6  m.,  4  to 
6  in.  dia.;  42  hyd.;  21  v.;  met,  15;  500  serv.; 
pipe,  galv.  i.;  pres.,  dom.  80  lbs.,  f.  150  lbs.; 
cons,  day,  500,000  gals.;  cost  $25,000;  cost 
mtce.,  $2,200;  wks.   owned  by  city. 

PITTSFIELD,  p.  2,095;  f.  area,  480  a.;  mere, 
bldgs.,  bk.,  2  k  Z  stor.;  priv.,  wd.,  1  k  2  stor.;  wd. 
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Tu.  Dot  Hnn.2  fwu.  A  combt.  ord. ;  causes  of 
InT.  F.  debt. — 1  hud  enc.,  8  c  bud  ti.,  1  h. 
L  ttk..  t  boM  car.;  hoK,  cot.,  rub.  lined,  sd.,  1,00 
ft:  rub.,  gd..  SOD  (t.;  Int..  EOO  ft.;  tot.  lioM.  1. 00 
ft.:  I.  lU^tll:  VDl.  equip..  tS.DOO;  nl.  bldn..  tl3 
OOOi  »p.  dnil..  14011;  tot.  mem.,  11  lOL;  undn 
rating,  lecond  dia*. 

Wittr   Supply— Src.    wella.    In    bus.    cent.:    v 
pimp  to  itdp.;  sldp.  cap.,  18,000  nit.:  dim. 
10;  nut.,  Iron:  pump.  enf._.  cap.  &j  li.OOD 


PLAINFIELD,  p.  1,00>:  t.  It*.  I  a.;  mere 
bldga.,  atn.  k  bk.,  1  A  I  ator.;  piit.,  wd.,  1  itor.; 
wd.  tU.  not  pens.  F.  depl. — 1  hand  enf.,  1  e. 
eng..  TO  e.  hand  ex.,  1  h.  A  L  tik.,  1  boae  or.; 
hcse.  Ilnm,  mi.,  >00  tt;  f.  al.,  bell:  nl-  "lulp-. 
tl.IOO:  Tiii.  lildaa.,  tlifiOa;  txp.  dept.,  tto:  tot. 
siem..  IS  voL 

Witar  Supply — Src,  well,  1  block  bua.  oent.; 
•ra..  pump  (o  rea.  A  dir.;  ftdp,  cap.,  SO.OOO  gala.; 
tramp,  eng..  cap.  day  116.100  fala.:  mains,  c.  1.,  t 
n..  1  to  a  In.  dia.:  tl  byd.:  lo  aert.;  pm.,  dam. 
40  lbs.,  t.  GO  lb*.:  coat.  110,000;  oost  site*.,  tlSO; 
lAa.  owned  bj  ilUase. 

PLANO.  p.  Lflll:  I.  area,  SSI  a.;  mare,  bidga., 
bk..  1  scor.;  prir..  wd.,  £  ator.;  wd.  rta.  not  pem.  Id 
t.  area:  foils.  »i  cDiijbL  Old.:  cauwa  of  t.  Inv.  T, 
dept. — 1  b.  ft  1.  trk..  1  boM  car.:  bOM,  eoC,  mb. 
lined,  gd..  l.SOO  fl.:  t.  «U  •*.:  "i  eqolp-.  |1->00; 
Tal.    bldgs,.    12,000;    txp.   dept.,    flOD;    tot.   mem. 

^itir  SuPDiy— ^[i-.  wella:  ara.,  pomp  to  atdp.; 
■lilp.  cn!'..  -<t,ri<i<>  gils.:  res.  eui.,  00.000  gals.; 
pomp,  eng.,  cap.  daj  180.000  fal*.;  mslnt.  a  m., 
4  to  0  In.  dia.;  tl  brd.:  tOO  serr.;  pipe,  galv.  L: 
prca.,   dom.    IS  lbs.,  t.   SO  lbs.;  oona.  dar,  90,000 

els.:  cost,  tIfi.OOO:  cost  mtc*.,  tfiOO;  wk*.  owned 
cltj. 
PLYMOUTH,  p.  1,100)  f.  ana,  10  a.     F.  dept. — 
Hoae  cart   k   Uddeta;   nL   tqnlp.,   tSOO:   ToL;   no 

P(H.O.  p.  1,81S;  f.  ana.  1.000  a.;  marc,  bldgs., 
noMlT  bk.,  1  to  4  stor.i  prii.,  stn.,  bt  »  wd.,  1 
■tor.;  wd.  rfa.  nol  pern.  In  f.  siat;  iwka.  ft  oombt. 
Old.;  anaea  of  f.  kr.  F.  dept. — 8  c  band  ex..  I 
h.  ft  1.  trk..  1  boae  wag.,  I  bra.:  base,  cot.,  mb. 
Ilud  ad.,  TOO  ft-:  rob.,  gd.,  100  ft.;  Inf.,  100  It.; 
tot.  boSe.  l.SOO  ft.:  f.  aJ.,  bell;  vsl.  equip.,  fl.SOO: 
Tsl.  bldga.,  11,000;  eip.  dept.,  fSOO;  tot.  mem-  10, 
pd.  full  time  1,  loL  1». 

Walar  Supply— 3rc,  weUj  sr*..  pmnp  to  t^.*« 
stdp.  ft  dIr.;  atdp.  cap.,  17.000  gals.;  dim.,  11  i 
— .  — •  -•!  ■  n*.  cap.,  80,000  nla.;  1  pump. 
cap.  daj  BIS.OOO  gala.:  malna,  SH 
a.;  IT  byd.:  mt.,  f;  SIS  sen.;  pipe. 


0  Iba. 


m.,  4  to  8  In.  dia.;  mi  njo.;  mn-,  u.  • 
galT.    L;    prea.,    dom.    SO   IW.   f.,60     -    _ 

oona.  da7.  75,000  gala.:  enat,  tlT.OOD:  coat 

11,100;  wka.  owned  bj  dty. 

PONTIAC,  p.  fl,O»0:  t  aica,  1,000  a.;  m«c. 
bldgi.,  bk.,  1  to  4  ator.;  pH».,  wd.,  1  ■>"-_»»- 
rta  not  Perm.  In  f.  ar««;  fwks.  k  combt.  ord.; 
causea  of  f.  tat.  F.  dept— I  str..  S  c.  hmd  a.. 
1  boae  wig,  1  bose  carte,  4  hn.;  base,  rub.,  fd., 
1  BOO  ft.;  Inf.,  1,000  ft;  tot.  bose,  1,800  It.;  t.  sL, 
elec.  *  dameieli,  14  b»,:  .al.  equip..  IS.SOO;  vaL 
bIdga.,  IIO.OOO;  cap.  dept.,  11,600;  WL  mem.  11, 
pd.  part  tine. 

Walef  Supply— 8r«.,  tit.,  Jt  m.  but  cent.;  n*. 
pump  to  atdp.;  mains,  c.  L,  B  m.,  1  to  11  in.  dia., 
88  fod,:  12  >.:  met.  781:  B4T  .err.;  pip*,  8»1'-  '-i 
nres.  dom  SO  lb>.,  I.  100  lbs.;  oona.  day,  SIO.OOO 
itiM.'.  cost,  lOO.OOO;  COM  rntca,,  ISOO;  wks.  owned 
by  Co. 

snTntiar^    n    1  000:  f.  area,  100  a.     F.  oept.^ 

tot    mem.    18  vol.:  undrs.  rating,  Dftb  clssa. 

Water  'supply— Src.,  claMnifclni,  bos.  cent; 
■ya.    gra».:  ooat,  (l.SOO:  wka.  ownad  by  dty. 

PRIMCETOH,  p.  «."l!j-  M?'  "A»-i2S^ 
bldga.,  bk..  1  to  4  »t«.;  PH»-.  ht  l™zJ  ^: 
wd.^is.  not  perm.  In  f.  a™;  hrks.  ft*™-  j"J\' 
K^.^'  5  b"ft  1  trk!,  i  auto,'  b.  *  L  trk.,  1  boa* 
Si  ?^t.ie  «rt.  hoi;,  cot.,  rub.  lined  gd.,  1.100 
?fmb.,lS,  100  ft;  tal.,  "OO  ft:  tot  W.  8.600 
■SG  000;  eip.  dept..  1860;  tot.  mem.,  4S  toL 

Water  8«PPlf-a»e-.  «":  Tf,-  P»f  P  '°,„'?^  * 
•tdp.:  atdp.  cap.,  66.000  gala.:  dim.,  14  i  SO,  rea. 


cap.,  ISO, 000  gala.;  1  pump.  eug..  class  cony,  dm, 
csp.  day  flSO.ODD  gala.;  mataa,  >U  m.,  4  u  8  h. 
dia.;  lie  hyd.;  88  t.;  met,  IS;  1,000  sen.;  pipe. 
galT.  I.:  pre*.,  dom.  SS  to  40  lbs.,  f.  1»  U^; 
CODS,  day,  8S,000  gala.;  cost,  100,000;  cost  mtit, 
•4,600:  wks.  owned  by  dty. 

PROPKETSTOWN,  p^l.OSS;  bldga.,  wd.,  1  iter.: 


Iwks.  ft  combt  ssd. 

eqoip'. 


gd.,   SDO   It;   f.   aL.  bdl:  ' 


J.  i  uodrs.  rating,  fonrtb  da^ 

Water  Supply— Src,  wells. 

PULLMAN.— Kow  part  of  tha  dty  of  Chicago. 

irou^l  1^  met  fn>m  Cblago; 
-turn,  i-o  lit.,  1  lO  lE  In.  dia.;  116  bjd.;  pra, 
m.  13  to  36  Iba..  f.  SO  lbs.;  cost.  tllt,i>00; 
u.  owned  by  dt;  of  Chicago. 

QUINCY,  p.  88.687:  f.  area,  8.840  a.;  ame. 
dga.,  bk.  ft  Btn..  1  to  S  ator.;  prlT.,  bk.  ft  ato.,  t 

6  ator.;  wd.  r^  not  perm.;  fwks.  ft  combt  onL; 
uses  ol  I.  tav.  F.  dept — A  atr.,  1  oomb.  t  1 1. 
ig..  1  c  cng..  It  c  bsnd  «.,  1  aer.  tik..  t  sqiply 
u-..  G  hose  car.,  il  bra.,  1  auto.  comb,  c  ft  L 
1    ctalet^B  auto.;    hose,   cot,    mb.   Itaed.  gd., 


IS 


,   |40,B7S;   tot    ■ 


.    48,   pd.  loD 


Suooly — Src.  rlr..   ^   m.  boa.  cent:  sya.. 
rea.;  raa.  cap.,  10,000,000  gala.;  loc  lit 
--   s  pump.  eng..  comb,  can,  day  SS.OM,' 
mb».  c  L.   08   m.,   4   to  10   la.  dk.; 
6BS  T.:   met.  8,614;   0.140  atn.:  p^ 
galv.  I.  ft  lead;  prea.,  dom.  40  to  116  lbs.,  1.  40  n 
116  Uw.;   cans,   day,   1,000,000   gala.:  wka.  <tn1 
by  Citlaeii  Waterwka.  Co. 

RANSOM,  p.  170.     P.  dept — 000  It  bo«:  *d. 

RANTOUL.    p.     1,884;    f.    area,    ISO    a.;    aat. 

bldga..   bk.,    1   ft   1   ator.:  priT.     wd.,   1  moi.;  ««. 

rfs.    not    penn.    ta    f.    srea:    fwka.    ft    coaabt   ofd.; 

caoaea  of  I,  Idt.     P.  d*pt — 1  c  eng.  oa  wla.;  host, 

--*     mb.  lined,  gd.,   1,000  ft;  niE.,  gd.,  lOB  ft; 

we,  1,800  ft.;  f.  >1.,  bell  ft  wh.;  vaL  eqa^., 

<;_«al.    bldgs.,    110,000:    eip.    dept.,    flBO; 


00  gals. 


■-  boae,  1 


Water  Supply— Src,  well*:  m.  cap..  T6.0N 
gals.;  1  pump.  eng,.  csp.  day  460,000  gala.;  mafa^ 
8  m.,  1  In.  dia.:  '1  hyd.;  600  serv.;  p^io,  galv.  L; 


ISO:  pipe.  c.  i 

86  lbs.:  com.  da;,  180,000  gala.;  coat,  tisa,0< 
coat  mtce.,  tLlOO:  wks.  owned  by  viUagt. 
RIVER    FOREST,   p.    1.168.      F.    dept— Hal 

Watar  Supply— Sec,  i 


I    iCdp. 


I    00    I 


erteiian  well,  ta  bua  <e 

■  ..    tmp..     54.000    gi 

bk.    ft    L;    rea.    ( 


12.600   galH, ;    _    , __,.. ,_,    _. 

38.000  gila.;  malm,  c  [..  SO  m.,  II  to  4  ta.  dia; 
110  hyd.:  8d  >.;  830  met;  880  Berr.;  pres..  doai. 
35  lb*.,  f.  BD  to  1D6  Iha.:  coat  SOSCOOO:  am 
mtce.,    80,300:   wks.   owned  by   vltlag*. 

R1VERT0N,  p.  1,B11:  f.  area,  040  a.  F.  dept— 
1  h.  ft  L  trk.,  i  c  eng.,  SOO  ft  bose:  8  nL 

Water  Supply— are.,  well*  ft  dstenw. 

ROANOKE,  p.  1.S11;  f.  ana.  It  a.;  bmr.  bUp~ 
wd.  ft  bk.,  1  ft  S  ator.;  priv.,  wd.,  1  ft  1  s«w.; 
wd.  rfs.  perm.:  fwka.  ft  combt  oid.  F.  *WL— 1 
band  eng.,  1  hose  car.;  ba*e.  rub.,  gd.,  108  It: 
r.  «]..  bSt  ft  wh.:  vaL  equip..  8160;  va£  bldgs.,  fM. 

Wstsr  Supply — Src.,  wdls. 

ROBINSON,    p.    S.8B1;    f.    sns,    Sl<    *.;   mm. 

-  :a,  bk.,  2  stor.;  priv.,  wd.,  1  stoi.;  wA  *. 
perm,:  twka.  ft  combt  ord.     Ho  af(.  t  *^— 


btdga. 
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1  h.  &  1.  tik.,  8  hote  wg.;  hose,  cot.,  rub.  lined, 
gd.,  900  ft;  vaL  equip.,  $600;  yal.  bldgs.,  $800. 

Water   Supply — Src,   Wabash  riv.,   res.   k  tank, 

2  blocks  bus.  cent.;  stdp.  cap.,  75,000  gals.;  nutt., 
stL;  res.  cap.,  50,000  gals.;  8  pump,  eng.,  dass 
oomp.,  cap.  day  2,000,000  gals.;  mains,  iron,  4  m.; 
54  hjd.;  85  t.;  met..  50  pres.,  dom.  50  lbs.,  L 
100  lbs.;  wks.  owned  bgr  Co. 

ROOHELLE,  p.  2,782;  f.  area,  1,000  a.;  mere, 
bldgs.,  bk.  k  wd.,  1  to  8  stor.;  priT.,  bk.  k  wd.,  8 
Btor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  k  oombt.  otd,; 
causes  of  f.  inv.  F.  dept — 1  auto.  comb.  c.  k 
h.  wag.,  1  h.  A  1.  trk.,  2  hose  carta;  hose,  cot., 
rub.  lined,  gd.,  1,000  ft.;  rub.,  gd.,  750  ft.;  inf., 
500  ft.;  tot.  hose,  2,250  ft.;  f.  al.,  wh.;  tsL 
equip.,  f7,500;  val.  bldgs.,  $8,000;  exp.  dept., 
$800;  tot.  mem.,  10,  pd.  full  time  2,  vol  17; 
iindn.    rating,    fourth    class. 

Water  StmPly — ^rc,  wells,  %  m.  bus.  cent; 
8>v.,  pump  to  res.;  res.  oap.,  240,000  gals.;  2 
pomp,  eng.,  cap.  day  800,000  gals.;  mains.  1ft  m., 
4  to  6  ft  8  in.  dia.;  80  hyd.;  met,  800;  675  eerv.; 
pres.,  dom.  50  lbs.,  f.  90  lbs.;  cost,  $60,000;  cost 
mtce.,    $5,000;    wks.    owned   by   city. 

ROCK  FALLS,  p.  2,657;  mere,  bldgs.,  bk.,  2 
stor.;  priT.,  wd.,  2  stor.;  wd.  rfs.  perm.;  no  fwks.  k 
oombt  ord.  F.  dept — 1  h.  Ac  L  trk.,  1  hose  wag., 
4  hose  car.,  2  hrs.,  2  c  hand  ex.;  hoM,  cot,  rub. 
lined,  3.000  ft.;  inf.,  1.000  ft;  tot  hose,  4,000 
ft.;  f.  al.,  OameweU,  2  bx.  k  telp.;  val.  equip.. 
$6,000;  val.  bldgs.,  $5,000;  exp.  dept,  $2,200; 
tot.  mem.,  21,  pd.  full  time  2,  vol.  19;  nndm. 
rating,  third  daas. 

Watsr  Supply — Src.,  supplied  by  Sterling. 

ROCKFORD,  p.  45,401;  f.  area,  8  a.;  mere 
bldgs.,  stn.,  bk.  k  wd.,  2  to  6  stor.;  priv.,  bk.  k 
wd.,  2  stor.;  wd.  rfs.  not  perm.;  fwks.  k  oombt 
ord.;  causes  of  f.  inv.  F.  dept— 4  str.,  7  comb.  e. 
St  b.  wag.,  1  comb.  h.  k  1.  trk.  k  c.  eng.,  11  c 
hand  ex..  1  h.  ft  L  trk.,  22  hrs.;  hose,  cot,  rub. 
lined,  gd.,  11,800  ft.;  inf.,  1,425  ft.;  tot  hose, 
12,725  ft.;  f.  al.,  OameweU,  88  bx.;  val.  equip., 
$80,704;  vaL  bldn.,  $56,800;  exp.  dept,  $84,804; 
toC    mem.    42,   pd.   full   time;   undrs.   rating,   first 


Watsr  Supply — Src,  wells;  sys.,  pump  dir.  to 
nuftins;  res.  cap.,  2,000,000  gals.;  pump,  eng.,  cap. 
day  20,000,000  gals.;  mains,  c.  i.,  107.77  m.,  2  to 
80  In.  dia.;  640  hyd.;  1,262  v.;  met.,  8,116;  8,778 
•err.;  pipe,  lead  ft  c.  i.;  pres.,  dom.  67  lbs.,  f.  90 
Ibc;  eons,  day,  8,878.816  gals.;  cost,  $750,499; 
cost  mtce.,  $47,158;  wks.  owned  by  city. 

ROCK  ISLAND,  p.  24,885;  f.  area,  1,280  a.; 
mere,  bldgs.,  stn.  ft  bk.,  2  to  6  stor.;  prir.,  stn., 
bk.  *  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
ft  oombt  ord.;  cauaes  of  f.  inv.  F.  dept. — 6  c 
band  ex.,  1  h.  ft  1.  trk.,  8  hose  wag.,  9  hrs.;  hose, 
cot.,  rub.  lined,  gd.,  4,875  ft;  inf.,  500  ft;  tot. 
hose,  6,875  ft.;  f.  al.,  Gamewell,  52  bx.;  vaL  equip., 
$7,460;  val.  bldgs.,  $55,000;  exp.  dept,  $20,000; 
tot.  mem.  20,  pd.  full  time  19,  pd.  part  time  1. 

Watsr  Supply — Src.,  riv.,  %  m.  bus.  cent.;  sys., 
grttav.,  pump  to  stdp.;  stdp.  cap.,  500,000  gals.; 
mat.,  StL;  res.  cap.,  10,220,000  gals.;  loc.  at  22d 
at.  ft  16th  av.;  2  pump,  eng.,  cap.  day  8.000,000 
sals.:  mains,  c  i.,  51  m.,  4  to  20  in.  dia.;  350 
hyd.;  250  v.;  met,  1,000;  5,000  eerv.;  pipe,  lead; 
px«B.,  dom.  60  lbs.,  f.  110  lbs.;  cons,  day,  8,825,- 

000  gals.;    cost,   $900,000;    cost   mtce.,   $40,000; 
wka.    owned  by  ci^« 

ROCKTON.  p.  841;  f.  area,  15  a.;  bldgs.,  bk., 
atn..  1  to  8  sior.;  wd.  rfs.  not  perm,  in  f.  area; 
fwka.  ft  combt  ord.;  causes  of  f.  inv.     F.  dept — 

1  hoae  wag.,  2  hose  carts,  8  h.  ft  L  trk.,  4  c  ex.,  1 
boae  reel,  1,000  ft  hose;  f.  aL,  wh.;  val.  equip., 
$1,125;  val.  bldgs.,  $2,000;  tot  mem.,  85  voL 

Watsr  Supply — Wells;  pump;  mains,  %  m.,  6  in. 
dia.;   7  hyd.;  pres.,  45  lbs. 

ROODHOUSE,  p.  2,171;  f.  area,  6  a.;  mere 
bld«a..  bk.,  8  stor.;  prIv.,  wd..  1  to  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  combt  ord.  F.  drat— 
1  hand  eng.,  1  hose  wag.;  hose,  cot.,  rub.  Uned, 
«d-,  SCO  ft;  inf.,  200  ft;  tot  hose,  500  ft;  f.  aL, 
bell;  val.  equip.,  $900;  tot  mem.,  20  voL 

Watsr  Supply — Src.,  wells. 

ROSEVILLE,  p.  888;  mere,  bldgs.,  bk.;  wd.  rfb. 
not  perm,  in  f.  area.  F.  dept. — 1  c  oig.,  1  h.  ft 
L  txK-V  2  hose  car.;  hose,  1.700  ft;  t  aL,  tdp.; 
tot.  mem.  26,  pd.  part  time. 

Water  Supply — Src.,  well,  500  ft.  bus.  oent; 
aya..  P^™P  ^  ■**•»  "^^P*  **P*»  6*.000  gala.;  dim. 


10  z  100;  mat,  stL;  2  pump,  eng.,  cap.  day  144,- 

000  gals.;  mains,  c  i.,  2  m.,  4  to  8  in.  dia.;  28 
hyd.;  6  v.;  met,  75;  50  serv.;  pres..  dom.  48  lbs., 
f.  48  lbs.;  cost,  $15,000;  wks.  owned  by  city. 

ROSSVILLE,  p.  1,422;  f.  area,  600  a.  F.  dept. — 
2  hose  carts,  1  ladder  wag.,  1,000  ft  hose;  vaL 
equip..  $2,000:  exp.  dept,  $500;  tot  mem.,  20  voL 

Watsr  Supply — Src.,  wells;  ays.,  grav.;  2  pumps, 
cap.  day  800.000  gals.;  22  hyd.;  6  v.;  1,200  ft. 
mains;  pres.,  dom.  40  lbs.,  f.  80  lbs.;  cost,  $9,000; 
cost  mtce.,  $500;  wks.  owned  by  city. 

RUSHVILLE,  p.  2,422;  L  area,  640  a.;  mere, 
bldgs.,  bk.  ft  wdl,  1  to  8  otor.;  priv.,  bk.  ft  wd., 

1  to  2H  «tar.;  wd.  rfe.  not  perm,  in  f.  area;  fwks. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 1  h. 
ft  L  trk.,  2  hose  wa«.,  2  hose  car.,  2  hrs.;  hose, 
cot,  rub.  lined,  gd.,  2,000  ft.;  inf.,  100  ft;  tot 
bose,  2,100  ft;  f.  al.,  bell;  val.  equip.,  $2,700; 
val.  bldgs.,  $1,250;  exp.  d^.,  $1,150;  tot.  mem., 
15.  pd.  part  time. 

Water  Supply — Src.,  well,  800  ft  bus.  cent.;  ays., 

gimp  to  stdp.  ft  dir.;  stdp.  cap.,  115,000  gals.; 
m.,  14  X  100;  mat,  boiler  plate;  8  pump,  eng., 
dass  dup.,  cap.  day  250,000  gmls.;  mains,  c  t,  11 
m.,  4  to  10  m.  dia.;  29  hyd.;  met,  20;  60  serv.; 
pres.,  dom.  48  lbs.,  f.  150  lbs.;  cost,  $800,000; 
cost  mtce.,  $1,200;  wks.  owned  by  city. 

RUTLAND,  p.  754.  F.  dept — 1  hand  ft  c.  eng., 
800  ft  hose;  telp.,  wh.  ft  bcU  al.;  17  voL 

SALEM,  Marion  Co.,  p.  2,669.  F.  dept — ^1  hos« 
cart,  1  hand  pump;  vaL  equip.,  $1,200;  tot.  mem., 
16  vol. 

Watsr  Supply — Src,  wells;  1  pump;  cost  mtce., 
$500;  wks.  owned  by  Co. 

SANDOVAL,  p.  1,568;  f.  area,  1  sq.  m.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  2  stor.;  priv..  bk.  ft  wd.,  1 
to  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  cauaes  of  f.  inv.  F.  dept — 1  gasoline  eng.,  1 
hand  eng.,  10  c  hand  ex..  1  h.  ft  L  trk.,  2  hose 
car.;  hose,  cot.  rub.  lined,  gd.,  1,200  ft.:  f.  aL, 
bells;  val.  equip.,  $2,000;  exp.  dept,  $60;  tot 
mem.,  86  vol. 

Watsr  Supply — Src.,  wells. 

SANDWICH,  p.  2,557;  f.  area.  15  a.;  mere, 
bldgs.,  bk.,  2  to  8  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area.  F.  dept-— 1  h.  ft 
L  trk.,  2  hose  carts;  hose,  cot,  rub.  lined,  gd.,  400 
ft.;  rub.,  gd.,  1,500  ft;  tot.  hose,  1,900  ft;  f.  al., 
wh.;  val.  equip.,  $8,500;  val.  bldgs.,  $2,500;  exp. 
dept,  $600;  tot  mem.,  47  voL 

Water  Supply — Src.,  well,  200  ft.  hue.  cent; 
ayB.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  84,600  gals.; 
dim.,  12  X  100;.  2  pump,  eng.,  dasa  comp.,  cap. 
day  1,000,000  gals.;  66  hyd.;  met,  285;  700 
serv.;  pres.,  dom.  40  lbs.,  f.  40  to  150  lbs.;  cons, 
day,  175,000  gals.;  cost,  $85,000;  cost  mtce.,  $8,- 
000;  wks.  owned  by  city. 

SAVANNA,  p.  8,691;  f.  area,  1  a.;  mere,  bldgs., 
bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept — 1  h.  ft  L  trk.,  1  hose  wag.,  4  hose  carta, 
8  hrs.;  hose,  cot,  rub.  lined,  gd.,  8,000  ft;  rub., 
gd.,  1,500  ft;  inf.,  1,000  ft;  tot  hose,  5,500  ft; 
f.  a.,  bell  ft  wh.;  val.  equip.,  $8,600;  vaL  bldgs., 
$8,000;  exp.  dept,  $400;  tot  mem.,  50  vol. 

Water  Supply — Src.,  wells;  lys.,  pump  to  res.; 
res.  cap.,  750,000  gals.;  2  pump,  enc.,  dass  comp., 
cap.  day  2,750,000  gals.;  mains,  kalamein  ft  c.  L, 
7H  n.,  4  to  10  in.  dia.;  78  hyd.;  met,  15;  1.000 
serv.;  pipe,  galv.  i.;  pres.,  dom.  80  lbs.,  f.  85  lbs.; 
cons,  day,  500,000  gals.;  cost,  $75,000;  cost 
mtce.,  $5,000;  wks.  owned  by  dty. 

SENECA,  p.  1,086;  f.  area,  80  a.;  mere,  bldgs., 
bk.  ft  wd.,  2  stor.;  priv.,  wd.,  8  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt  ord.  F.  dept. — 1  str.,  1  h. 
ft  L  trk.,  1  supply  wag.,  1  hose  car.:  hose,  cot, 
rub.  lined,  gd.,  1,000  ft;  rub.,  go.,  600  ft.; 
tot  hose,  1,500  ft;  f.  aL,  bell;  vaL  equip.,  $2,500; 
val.  bldgs.,  $2,000;  tot.  mem.  26,  pd.  full  time  2, 
voL  24;  undrs.  rating,  fourth  dasa. 

Water  Supply — Src,  wells;  sys.,  pump  to  8  cis- 
terns; cap.,  8,000  bbls.;  9  v.;  500  serv.;  pre*.,  t 
26  lbs. 

8HABB0NA,  p.  694.  F.  dept— 1  hand  eng.,  1 
hose  cart;  hose,  500  ft 

Water  Supply — Src,  wells;  sys.,  air  lift  to  tanks; 
mains,  2  m.;  22  hyd. 

SHEFFIELD,  p.  1,009;  mere  bldgs..  bk.',  2  stor.; 
priv.,  wd.,  2  stor.  F.  dept. — 1,050  ft  hose,  1  h. 
ft  L  txk.,  1  hose  car.;  vaL  equip.,  $2,600;  vaL 
bldgi.,  $1,200;  exp.  dept.  $860;  tot  mem.,  88 
▼oL 
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Wattr  Supply — Src,,  well.  500  ft.  bus.  cent. ;  sys., 
pump  to  stdp.;  stdp.  cap.,  1,900  bbls.;  dim.,  28  z 
20;  mat.,  wd.;  pump,  enff.,  cap.  day  180,000  gala.; 
mains,  16.000  ft.,  6  to  4  in.  dU.;  88  hyd.;  »0  Bcrv.; 
pipe,  galv.  i.;  pres.,  dom.  20  to  40  Iba.,  L  20  to 
40  Iba.;  cost,  $12,000. 

SHELBYVILLE,  p.  8,690;  f.  area,  600  a.;  mere 
bldga.,  bk.,  2  ator.;  priv.,  wd.,  2  ator.;  wd.  rfa. 
perm.;  fwka.  k  combt.  ord.;  cauaea  of  f.  inv.  F. 
dept. — 1  h.  &  1.  trk,,  8  hoae  car.;  hose,  cot,,  rub. 
lined,  gd.,  1,500  ft.;  rub.,  gd.,  2,000  ft.;  tot.  hose, 
8,600  ft.;  f.  al.,  elec;  val.  equip.,  $600;  val.  bldga., 
$100;  exp,  dept.,  $81;  tot  mem.,  46  vol. 

Water  Supply — Src,  welte,  %  m.,  bus.  cent.:  sys., 
pump  to  xea.;  rea.  oap..  2,000.000  gals.;  2  pump, 
eng.,  claw  comp.  dup.;  cap.  day,  2,500,000  gals.; 
mains,  11  m.,  2  to  14  in.  dia.;  80  hyd.;  met., 
450;  860  aerv.;  pres.,  dom.  60  Iba..  f.  100  lbs.; 
cona.  day,  400,000  gals.;  coat,  $46,000;  coat 
mtce.,  $4,000;  wka.  owned  by  priv.  Co. 
•  SHELDON,  p.  1,148;  f.  area,  1  aq.  m.;  mere, 
bldga..  bk.  k  wd.,  2  ator.;  priv.,  bk.  ft  wd.,  2  ator.; 
wd.  rfa.  not  perm,  in  f.  area;  fwka.  ft  combt.  ord.; 
causea  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  2  hoaa 
car.;  hose,  cot,  rub.  lined,  gd.,  1,600  ft.;  f.  aL, 
wh.;  val.  equip.,  $1,000}  vaL  bldga.,  $2,000;  tot, 
mem.,  18  vol. 

Water  Supply— Src,  wells;  aya.,  pump  to  stdp.; 
atdp.  cap.,  1,000  bbla.;  1  pump,  eng.;  maina,  6  m.; 
40  hyd.;  coat,  $1,800;  wka.  owned  by  city, 

SOMONAUCK,  p.  691.  F.  dept.— 1  h.  ft  1.  trk.,  2 
hoae  carU,  2  c.  ex.,  1,200  ft.  hoae;  f.  al.,  bell; 
tot.   mem.,    20   voL 

Water  Supply — Src,  wella;  sya.,  pump  to  rea.; 
res.  cap.,  2,400  bbla.;  maina,  4  m.;  40  hyd. 

SPARTA,  p.  8,081;  f.  area,  8  blocks;  bldga.,  bk., 
stn.  ft  iron;  wd.  rfa.  not  perm.  P.  dept.— 1  c. 
eng.,  1  h.  ft  1.  trk.,  1  hoae  car.;  hoae,  860  ft.;  f.  al.. 
wh.;  tot.  mem.,  20  vol. 

Water  Supply — Src,  wella  ft  cisterns  in  bus. 
cent.  «y«.,  pump  to  res.;  4  m.,  6  ft  4  in.  mains.; 
1  pump,  eng,,  class  dup.,  cap.  260  gals,  min.;  res. 
cap.,  7,000  gals.;  7  hyd.;  8  met;  60  aerv.;  pres., 
dom.  ft  f.  40  Ibe.;  cons.  day.  10,000  gsls.;  wka. 
owned   by   priv.    Co. 

SPRINGFIELD,  p.  61,678;  f.  area,  4,460 -a.; 
mere,  bldga.,  stn.,  bk.  ft  wd.,  1  to  7  ator.;  priv., 
atn.,  bk.  ft  wd.,  1  ft  2  stor.;  wd.  rfs.  perm.;  fwka. 
ft  combt.  ord.;  causea  of  f.  inv.  F.  dept. — 4  atr., 
8  comb,  c  ft  h.  wag.,  2  c.  eng.,  12  c.  hand  ex.,  1  h. 
ft  1.  trk..  1  aer.  trk.,  4  hoae  car.,  80  hrs.;  hose, 
rub.,  gd..  6,600  ft.;  inf.,  1,600  ft;  tot  hose,  8.000 
ft:  f.  al.,  Oamewell,  104  bx.;  tot  mem.  66,  pd. 
full  time. 

Water  Supply — Src.,  wella  ft  galleriea,  4  »•  hus. 
cent;  sys.,  pump  to  rea.  ft  dir.;  rea.  cap.,  4,000,- 
000  gals.;  loc.  1%  m.  northeaat  bua.  cent;  8 
pump,  eng.,  claaa  vertical,  trip,  ft  comp.,  cap.  day 
15,000,000  gala.;  mains,  c.  i.,  97.6  m.,  8  to  24 
in.  dia.;  806  hyd.;  1,584  v.;  met,  116;  7,687 
aerv.;  pipe,  lead  ft  c.  i.;  pres.,  dom.  80  lbs.,  f .  60 
lbs.;  cona.  day,  6.080,691  gala.;  cost.  $1,600,000; 
cost  mtce..  $27,000;  wka.  owned  by  city. 

SPRING  VALLEY,  p.  7.086;  f.  area.  600  a.; 
mere,  bldga..  bk..  2  ator.;  priv.,  wd..  1  ft  2  stor.: 
wd.  rfa.  not  perm.;  fwka.  ft  combt  ord.;  cauaea  of 
f.  inv.  F.  dept. — 1  comb,  c  ft  h.  wag.,  2  c.  hand 
ex..  1  h.  ft  L  trk.,  2  hoae  car..  4  hra.;  hose.  1,000 
ft  gd.v  1,600  ft  fair;  tot  hose,  2,500  ft;  f.  al., 
bell;  val.  equip.,  $6,000;  tot  mem.  18,  pd.  full 
time   1,   vol.    17. 

Water  Supply— Src,  spr.  ft  wella.  %  ™-  ^l*^ 
cent;  sys.,  grav.  ft  pump  to  stdp.;  cap.,  160,000 
gala.;  rea.  cap.,  60,000  gals.;  pump,  ensf.,  gjp.  day 
1.000,000  gals.;  mains,  4  m.,  4  to  10  in.  dia.;  28 
hyd.;  7  v.;  met,  25;  700  serv.;  pipe,  galv.  i.; 
pres.,  dom.  40  to  80  lbs.,  f.  40  to  100  lbs.;  coat, 
$22,000;  wks.  owned  by  city. 

ST.  ANNE.  p.  1,065.  F.  dent— 1  hand  eng.,  1 
hoae  wag.;  hose,  1,000  ft;  f.  si.,  bell  ft  telp.;  tot 
mem.  8,  pd.  part  time. 

Water    Supply — ^Src.    well;    stdp.    cap..    8«.000 

fals.;  res.  cap.,  14,000  gala.;  prea.,  dom.  45  Iba., 
96  Iba. 

ST.  CHARLES,  P.  4,046.  P.  dept— 2  hoae  cart 
reela;  hoae,  1,500  ft.;  f.  aL,  telp.  ft  wh. 

Water  Supply— Src,  wella;  rea.  cap.,  100,000 
gals.;  1  pump,  eng.,  daas  dup.,  cap.  day  144,000 
gals.;  mains,  12  m..  6  to  10  in.  dia.;  79  hyd.; 
pres.,  dom.  72  lbs.,  f.  160  lbs. 


ST.  ELMO.  p.  1,227;  mere  bldga.,  2  to  8  stor.; 
priv.,  wd.,  1  to  2  ator.;  wd.  rfa.  perm,  in  f.  aret; 
fwka.  ft  combt.  ord.;  «auaes  of  f.  inv.  F.  dept — 
Hose  wag.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft; 
int.  600  ft;  tot.  hose,  1,500  ft.;  1  aL,  wh.;  viL 
equip.,  $1,000;  val.  bldga..  $600;  exp.  dept,  $200: 
tot  mem.,  24  vol. 

ST.  FRANCISVILLE,  p.  1.891.  F.  dept— 1  k. 
ft  I.  trk.,  2  c  eng.,  200  ft  hose;  80  voL 

STAUNTON,  p.  6,048;  mere  bldga.,  bk.  ft  iron, 
2  ator.;  priv.,  wd.,  2  ator.;  wd.  rfs.  not  penn.  in  f. 
area.  F.  dept — 80  c  hand  ex.,  2  h.  ft  1.  trk..  t 
hose  carta;  noae,  cot,  rub.  lined,  gd.,  2,800  ft; 
f.  al.,  bell;  val.  equip..  $2,000;  vaL  Dldga.,  $8,000; 
exp.  dept,  $20t);  tot  mem.,  42  voL;  nndrs.  rating, 
fourth  claaa. 

Water  Supply — Src.,  wella;  sya.,  pump  dIr.;  atd|». 
cap.,  64,000  gala.;  dun.,  16  x  82;  2  pump,  eng., 
cissa  comp.  dup.,  cap.  day  1,000,000  nla.;  mains, 
5^  m.,  4  to  8  in.  dia.;  86  hyd.;  pipe,  galv.  I: 
prea.,  dom.  60  Iba.,  t  116  Iba.;  ooat.  $10,500. 

STERLING,  p.  7,467;  f.  area,  60  a.;  mere  bldga. 
bk..  2  ft  8  ator.;  priv.,  wd..  2  ator.;  wd.  rfs.  not 
perm,  in  f.  area;  fwka.  ft  combt  ord.;  causes  of 
t  inv.  F.  dept — 6  c  hand  ex.,  1  comb,  aota  tii,. 
1  h.  ft  L  trk.,  i  hoae  wag..  2  hoae  reela,  2  bia.: 
hoae.  cot,  rub.  lined,  gd.,  1,900  ft;  f.  aL,  Game- 
well,  18  bx.;  val.  equip..  $18,000;  vaL  bldga..  911.- 
000;  exp.  dept,  $8,000;  tot  mem.  16,  pd.  fall 
time  5,  pd.  part  time  10. 

Water  Supply — ^Src.  wella.  1^  m.  bua.  cent: 
sys..  pump  to  atdp.  ft  dir.;  stdp.  cap..  286.000  gala; 
dim.,  20  X  100;  mat,  atL;  rea.  cap.,  2,000,000 
gals.;  2  pump,  eng.,  claaa  comp.,  cap.  day  5,000.* 
000  gals.;  maina,  c  L,  26  m.,  4  to  12  in.  dU.; 
156  hyd.;  180  v.;  met,  460;  1.282  aerv.;  pipe 
lesd  ft  wrt.  L;  prea..  dom.  60  Iba.,  f.  126  lbs.; 
cona.  day,  561,480  gala,;  wka.  owned  by  priv.  cor^ 


STEWARDSON,  p.  720.     F.  dept, — 1  hand 
800  ft.  hose;  bell  al.;  vol. 

STOCKTON,  p.  1,200;  f.  area,  160  a.;  mere, 
bldga.,  bk.  ft  wd.,  2  ator.;  priv.,  wd.,  2  ator.;  wd. 
rfs.  not  perm.;  no  fwka.  ord.;  causes  of  1.  inv.  F. 
dept. — 1  c.  eng.,  1  h.  ft  I.  trk.,  20  c  band  ex., 
2  hoae  carta;  hose,  cot,  rub.  lined,  gd..  1.200  ft; 
f.  al.,  bell;  vaL  equip.,  $19,000;  vaL  bldga.,  $600: 
exp.  dept,  $100;  tot.  mem.,  20  voL 

Water  Supply— Src.,  well;  sya.,  pump  to  «a.:  r» 
cap.,  108,700  gala.;  pump,  eng.,  cap.  daj  216^f 

fals.;  maina,  8  m.,  4  to  8  in.  dia.;  14  hyd. ;  cost, 
12,000;  coat  mtce.,  $800;  wka.  owned  hy  village 

STONINQTON,  p.  1,118.  F.  dept— 2  c  eng.. 
750   ft  hose;  f.  al.,  bell  ft  wh.;  voL 

STREATOR,  p.  14,258;  f.  area,  1,280  a.;  mert. 
bldgs.,  bk.,  2  ft  8  ator.;  priv.,  wd.,  1  ft  2  ■tor.;  wd. 
rfs.  not  penn.;  fwka.  ft  combt  onL;  cauaea  <a  L 
inv.  F.  dept — 1  patrol  wag.,  7  c  hand  ex,  1  J. 
ft  L  trk.,  1  aer.  trk..  2  hoae  wag.,  2  bow  «£••««)•; 
ftc,  6  hra.;  hoae,  cot,  rub.  lined,  gd.,  4.200  n.. 
inf.,  2,000  ft.;  tot  hose,  6,200  ft;  f.  al..  Game- 
well,  80  bx.;  vaL  equip.,  $12,600;  «L  bldgs^ 
$9,000;  exp.  dept.  $11,500;  tot  mem.  10,  pi 
full   time:   undrs.    rating,  eecond    class. 

Water  Supply— Src.  riv..  4  m.  bua.  eent;  sys^ 
pump  dir.;  rea.  cap.,  160,000,000  Kfjf-;  ^<>f^  5lif: 
atation;  3  pump,  eng.,  cap.  day  «.00?.<y»2,  f^: 
maina,  c  L,  84  m.,'  4  to  20  inl^ia.;  280  ^'*J^ 
v.;  met,  421;  8,842  serv.;  PJPe.  ,«S':-  •ri  J*?*: 
dom.  45  lbs.,  f.  90  Iba.;  cona.  day.  It^OO.J?®  «!!li; 
cost,   $654,000;   coat  mtce.,  $14,000;  wka.  owned 

^SUBLETTE,   p.    287.      F.    dept— 600    ft   hose; 

vol 

Water  Supply— Src,  well.  2  Modka  bua.  c»t: 
ays.,  pump  to  atdp.;  atdp.  cap.,  86,000  gala.,  diau 
20  X  16;  rea.  can..  64.000  gala.;  f.  P"^  •^•'.*^f- 
day  100,000  gala.;  maina,  c  L,  ,1  m.,  4  toe  a. 
dia.;  20  hyd.;  met.,  26;  pipe,  c  u;  prea.*  dom.  lo 
Iba.,  f.  100  Iba.;  wka.  owned  by  city.  ^^^^ 

SULLIVAN,  p.  2.621;  f.  area,  9  blocfca;  men. 
bldga.,  bk.,  1  to  8  ator.;  priv.,  jj-2.«f  ^'l* 
rfs.  not  perm.;  fwke.  ord.  F.  dept— 1  lu  « ^ 
trk..  1  hose  car.;  hoae,  linen,  gd.,  600  ft.  usi, 
400  ft;  tot  hoae,  900  ft;  tot  mem.^  46  «oL. 
undrs.  rating,  aecond  daac 

Water  Supply— Src,  wella.  ,__«  ^^ 

SUNTNER,  p.   1,500.     F.  dept— 1  c.  hand  e»g.. 

vol. 

Wttter   Supply — Src,   wella. 

SYCAMORE,  p.  8,926;  rneK.}Mp^,^kmn^ 
2  ft  8  stor.;  priv..  wd.  ft  bk..  2  ator.;  wd.  fia.  nw 
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perm.;  fwks.  4e  combt.  ord.  F.  dept.— 1  h.  ft  1. 
trk.,  3  hose  wag.;  hoee,  oot.,  rub.  lined,  gd., 
1.509  ft.;  f.  al.,  Gftmewell,  24  bx.;  val.  equip., 
$3,500;  vml.  bldgs..  $2,500;  exp.  dept.,  $1,500; 
tot.   irem.,    48  \*ol. ;   un^.   rating,  third   class. 

Water  Supply — Src,  well,  in  boa.  cent.;  its., 
pump  to  atdp.;  atdp.  cap.,  165,000  gala.;  rea.  cap., 
75,000  gala.;  2  pump,  eng.,  cap.  day,  720,000 
gals.;  mains,  c.  i.,  15^  m.,  4  to  10  in.  dia.;  122 
hvd.;  144  v.;  met.,  648;  815  eerv.;  pipe,  lead; 
pres.,   dom.    65  lbs.,   f.    100  lbs.;   cone,   day,    850,* 

000  gale.;  cost,  $100,000;  coat  mtoe.,  $6,000; 
wke.  owned  by  priv.  Co. 

TAMPICO — ^F.  dept.  not  reported. 

Water  Supply — Src.,  8  weUa,  1  block  bos.  cent.; 
aya.,  grav.;  atdp.  cap.,  50,000  gala.;  mat.,  atL;  1 
pump,  eng.,  cap.  day  200,000  gala.;  mains,  c.  L,  t 
m.,  4  to  8  in.  dia.;  24  hyd.;  12  ▼.;  pipe,  c.  i.;  prea., 
dom.  50  lbs.,  f.  100  Iba.;  cona.  day,  50,000  gals.; 
coet,  $18,000;  coat  mtce.,  $800;  wka.  owned  by 
city. 

TAYLORVILLE,  p.  5,446;  f.  area.  1,020  a.; 
mere  bldgs.,  bk.,  1  to  8  ator.;  priv.,  wd.,  1^  ator.; 
wd.  rfa.  not  perm.;  cauaea  of  f.  Inv.  F.  dept. — 1 
comb.  c.  k  h.  wag.,  2  hose  car.:  hoae,  cot.,  rub. 
lined,  gd.,  1,000  ft.;  200  ft.  cot.,  fair;  700  ft.  rub., 
fair;  tot.  hoee,  1,900  ft.;  val.  equip.,  $4,500; 
val.  bldgs.,  $8,000;  exp.  dept.,  $2,500;  tot.  mem. 
9.  3  pa.  full  time,  6  vol.;  undra.  rating,  fourth 
class. 

Water  Supply — Src,  wells,  6  blocks  bua.  cent.; 
sys.,  pump  to  stdp.;  stdp.  cap.,  86,000  gals.;  dim., 
20  X  110;  mat.,  bk.  &  aheet  1.;  2  pump,  eng.,  class 
horizontal;  cap.  day,  1,000,000  gals.;  res.  cap., 
60,000  gale.;  mains',  c.  L,  85  ro.,  2  to  8  in.  dia.; 
byd.;  125  v.;  met.,  400;  1,100  eerv.;  pipe,  wrt.  i.; 
pres.,  dom.  60  lbs.,  f.  80  to  90  lbs.;  cons,  day, 
500,000  gals.;  cost,  $40,000;  cost  mtce.,  $6,000; 
wks.   owned  by  city  k   Co. 

TENTOPOLIS,  p.   592.     F.  dept.— 1  hand  eng., 

1  h.  ft  1.  trk.,  600  ft.  hoae;  25  vol. 

TISKILWA,  p.  965;  f.  area,  800  a.;  mere,  bldgs., 
bk..  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.; 
causes  of  f.  Inv.  F.  dept. — 1  h.  k  1.  trk.,  1  hose 
car.,  8  c.  eng.,  1  30-gal.  c.  eng.;  hose,  cot.,  rub. 
lined,  gd.,  800  ft.;  f.  al.,  beU;  val.  equip.,  $800; 
vaL  bldga.,  $1,000;  tot.  mem.  15,  voL;  undra.  rat- 
In^,  fourth  dass. 

Water  Supply — Src,  apr.,  1  m.  bua.  cent.;  ays., 
grsT.;  mains,  2%  m.;  4  ft  6  in.  dia.;  25  hyd.;  22 
serv.;  pres.,  f.  48  lbs.;  cost,  $6,000;  cost  mtce., 
$100:  wka.  owned  by  village. 

TOLONO,  p.  760.  F.  dept. — 1  c  hand  ex.,  1  h. 
tt  L  trk.,  2  hose  carta;  hoae,  1,000  ft.;  tot.  mem., 
fO. 

Water  Supply — Not  reported. 

TOLUCA,  p.  3,000:  f.  area,  240  a.  F.  dept. — 
1  e.  eng.,  2  hose  reels;  hoae,  cot.,  rub.  lined,  gd., 
1,850  ft:  inf.,  800  ft.;  tot.  hose,  2,150  ft.;  val. 
equip..  $2,000;  tot.  mem.,   12,  pd.  part  time.- 

Water  Supply — Src,  well;  sys.,  pump;  2  pump. 
eag.,  cap.  day  80,000  gals.;  16  hyd.;  pres.,  dom. 
40  lbs.;  cost,  $15,000;  cost  mtce.,  $2,000;  wks. 
owned  by  city. 

TONICA,  p.  488.  F.  dept.—!  h.  ft  L  trk.,  600 
ft.  hose;  bell  al.;  75  voL 

Water  Supply — Src,  weUs;  sys.,  dir.  pres.;  mains, 
1  m.,  4  to  6  in.  dia.:  14  hyd.;  pres.,  dom.  60  lbs., 
f.  80  lbs.;  wks.  owned  by  town. 

TOULON,  p.  1,208.  F.  dept. — 2  comb,  c  ft 
hose  wag.,  1  h.  ft  1.  trk.;  f.  al.,  bell  ft  wh.;  val. 
equip.,  $8,000;  val.  bldgs.,  $2,000;  exp.  dept., 
$100;   vol. 

Water  Supply — Src,  wella,  \k  m.  bua.  cent.; 
gfB,,  Stdp.;  atdp.  cap.,  68,400  gals.;  dim.,  22  x  24 
ft.;  mat.,  wd.;  2  pumps,  cap.  day  204,000  gals.; 
mains,  c  i.,  6  to  8  in.  dia.;  20  hyd.;  7  v.;  pres., 
dom.  85  lbs.,  f.  50  lbs.;  cons.  day.  270,000  gals.; 
cost  mice.,  $700;  wks.  owned  by  city, 

TREMONT,  p.  782.  F.  dept. — 1  han'd  eng.,  1  c 
eng.,  16  c  ex..  1  h.  ft  1.  trk.,  1  hose  car.;  hoae, 
750  ft.;  f.  al.,  bell;  tot.  mem.  40.  pd.  part  time. 

Water  Supply — Src,  wella  ft  cisterns. 

TRENTON,  p.  1,694;  f.  area,  640  a.;  mere 
bldffs.,  bk.  ft  wd.,  1  to  4  ator.;  priv.,  wd.,  1  to  4 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.  F.  dept. 
— -1  hand  eng.,  1  c  eng.,  16  c.  hand  ex.,  1  h.  ft  1. 
trk.,  1  hose  car.;  hose,  rub.,  gd.,  1,000  f1.;  f.  al., 
bell;  vaL  equip.,  $2,500;  val.  bldgs.,  $4,400;  exp. 
dept..  $600;  tot.  mem.,  34  vol.;  undrs.  rating, 
third  class. 


Water  Supply — Src,  wells  ft  cisterns;  res.  cap., 
400,000  gals.;  pump,  cap.  500  gals,  min.;  mains, 
2  m.,  8,  6,  4  in.  dia.;  14  hyd.;  pres.,  dom.  60  lbs., 
f.  100  lbs. 

TROY,  Madison  Co.,  p.  1,447.  F.  dept.-— 1  comb, 
c  ft  h.  wag.,  1  hose  cart,  8  c  eng.;  hose,  700  ft.; 
f.  al.,  wh.;  tot.  mem.,  80  vol. 

Water  Supply — Src,  cisterns. 

TROY  GROVE,  p.  289.  F.  dept.— 1  comb,  c  ft 
h.  wag.,  8  c  eng.,  1  hose  wag.,  700  ft.  hoae;  wli. 
aL;  30  vol. 

TUSCOLA,  p.  2,458;  f.  area,  95  a.;  mere  bldgs.. 
bk.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes  of 
f.  inv.  F,  dept. — 1  h.  ft  1.  trk.,  2  c  eng.,  2  «.  hand 
ex.,  1  aer.  trk.,  2  hose  reels,  8  hrs.;  hose,  cot., 
rub.  lined,  gd.,  900  ft.;  rub.,  gd.,  800  ft;  tot.  hose, 
1,700  ft.;  f.  al.,  bell  ft  wh.;  val.  equip.,  $5,125; 
val.  bldga.,  $6,000;  exp.  dept.,  $600;  tot.  mem.,  25 
vol. 

Water  Supply — Src,  well,  in  bus.  cent.;  loc.  at 
station;  2  pump,  eng.,  cap.  day  260,000  gala.; 
nuiins,  c  i.,  5  m.;  53  hyd.;  18  v.;  met.,  186;  60 
serv.;  pres.,  dom.  40  lbs.,  f.  100  lbs.;  cons,  day, 
100,000  gals.;  cost,  $40,000;  cost  mtce.,  $5,000; 
wks.  owned  by  Co. 

UNION,  p.  432.  F.  dept. — 2  c  hand  ex.,  2  h. 
ft  L  trk.,  2  bra.;  hose,  cot.,  rub.  lined,  gd.,  1,000 
ft.;  inf.,  250  ft.;  tot.  hose,  1,260  ft;  f.  al., 
elec,  4  bx.;  val.  equip.,  $8,500;  val.  bldgs.,  $2,- 
000;  exp.  dept.,  $100;  tot.  mem.  16,  pd.  pert 
t^me  14,  vol.   2. 

URBANA,  Champaisn  Co.,  p.  8,245;  mere,  bldgs., 
bk.,  1  to  4  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm.;  fwks.  ft  combt.  ord.;  cauaea  of  f.  inv.  F. 
dept. — 4  c  hand  ex.,  1  comb,  c  ft  h.  ft  L  trk.,  1 
comb,  c  ft  h.  wag.,  1  hose  wag.,  6  hrs.;  hose,  cot., 
rub.  lined,  gd.,  2,100  ft.:  f.  al.,  telp.  ft  bell;  val. 
equip.,  $6,000;  val.  bldgs.,  $6,000;  exp.  dept., 
$10,000;  tot.  mem.  20,  pd.  full  time  4,  vol.  16; 
uiidrs.  rating,  aecond  dasa. 

Water  Supply — Src,  1  m.  bus.  cent.;  sys.,  pump 
dir.;  res.  cap.,  1,000,000  gala.;  4  pump,  eng.,  cap. 
day,  1,000,000  gals.;  mains,  c  i.,  14  m.,  4  to  8 
in.  dia.;  126  hyd.;  40  v.;  met.,  2,200;  2,800  serv.; 
pipe,  galv.  i.;  prea.,  dom.  45  lbs.,  f.  80  to  125 
lbs.;  wks.  owned  by  Co. 

UTICA,  La  Salle  Co.,  p.  1,150;  mere  bldgs., 
bk.  ft  stn.,  2  ator.;  priv.,  wd.,  1  ft  2  ator.;  wd.  rfs. 
not  perm.;  fwks.  ord.;  causes  of  f.  inv.  F.  dept. — 
1  hand  eng.,  1  hoae  car.;  hose,  cot.,  gd,,  700  ft; 
inf.,  200  ft:  tot  hose,  900  ft;  val.  equip.,  $1,400; 
val.  bldgs..  $1,000;  exp.  dept,  $800;  vol. 

Water  Supply — Src,  flowing  wells. 

VANDALIA,  p.  2,974;  mere  bldgs.,  bk.,  1  to  8 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area; 
ccmbt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft  1. 
trk.,  8  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,500 
ft.;  f.  al.,  bell;  val.  equip.,  $2,000;  val.  bldgs., 
$1,500;  tot.  mem.,  21  vol. 

Water  Supply — Src,  riv..  1  m.  bus.  cent;  sys., 
grav.,  pump  to  stdp.;  stdp.  cap.,  75,000  gals.; 
dim.,  19  X  29;  mat,  stl.;  2  pump,  eng.,  class  gaso- 
line ft  stm.,  cap.  day  85,000  gals.;  mains,  'c.  i.,  10 
m.,  6  to  12  in.  dia.;  60  hyd.;  met,  25;  pres.,  dom. 
55  lbs.,  f.  75  lbs.;  cost,  $50,000;  cost  mtce., 
$1,250;  wks.  owned  by  city. 

VENICE,  p.  3,718;  f.  area,  2%  m.;  mere  bldgs., 
bk.  ft  wd.,  8  stor.;  priv.,  wd.;  wd.  ris.  perm.;  no 
fwks.  ft  combt  ord.;  causes  of  f.  inv.     F.  dept. — 

1  h.  ft  1.  trk.,  5  hose  carts;  hose,  cot.,  rub.  lined, 
gd.,  4,000  ft;  f.  al.,  bell;  tot  mem.,  44  vol. 

Water  Supply — Src,  riv.,  8  m.  bus.  cent.;  sys., 
pump  to  res.;  res.  cap.,  16,000,000  gals.;  pump, 
eng.,  cap.  day  12,000,000  gals.;  mains,  c  i.,  5  m., 
6  to  10  in.  dia.;  67  hyd.;  met,  10;  pres.,  dom.  50 
lbs.,  f.  80  to  100  lbs.;  cost,  $250,000;  cost  mtce., 
$3,300;  wks.  owned  by  Co. 

VIRDEN,  p.  4,000;  f.  area,  640  a.;  mere,  bldgs., 
bk.,  1  to  3  ator.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 1  gas.  eng.,  2  hose 
carts;  hose,  cot.,  rub.  lined,  gd.,  900  ft;  f.  aL, 
bell  ft  wh.;  val.  equip.,  $2,500;  vai  bldga.,  $4,000; 
tot  mem.,  IS  vol.;  undrs.  rating,  fifth  dass. 

Water   Supply — Water   works   to  be   installed. 

VIRGINIA,  p.  1.501;  f.  area,  2H  aq-  m.;  mere, 
bldgs.,  bk.,  1  to  3  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt  ord.;  csusea  of  f. 
inv.     F.  dept. — 1  gas  eng.,  1  c  eng.,  1  h.  ft  1.  trk., 

2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,100  ft; 
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nib.»  ffd.,  500  ft.;  tot.  hose,  1,600  ft.;  f.  al.,  bell; 
val.  equip.,  |7,000;  val.  bldn.,  $600;   ezp.  dept., 
$500;  tot.  mem.,  14  voL;  unats.  rating,  third  daes. 
Water  Supply— -Src.,  wells. 

WARREN,  Jo  Daviess  Co.,  p.  1,881;  f.  area,  400 
a.;  mere,  bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  2 
stor.;  vfd.  rfs.  not  perm.;  fwks.  i  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 9  c.  hand  ex.,  1  h.  & 
1.  trk.,  1  water  tower,  8  hose  car.;  hose,  cot.,  rub. 
lined,  gd.;  1,500  ft.;  f.  al.,  bell;  vaL  equip.,  $8,000; 
val.  bldgs.,  $2,000;  exp.  dept.,  $800;  tot.  mem.,  80 
vol.;  undrs.  rating,  third  dass. 

Water  Supply — Src.,  wells,  in  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap..  61,000  gals.;  dim.,  20  x 
24;  loc.  60  ft.  from  wells;  mat.,  stn.  &  wd.;  2 
pump,  eng.,  sixe  12  x  86,  cap.  day  40,000  gals.; 
mains,  c.  i.,  4%  m.,  4  to  10  in.  dia.;  44  hyd.;  17 
v.;  400  serv.;  pipe,  gal  v.  i.;  pres.,  dom.  60  lbs., 
f.  120  lbs.;  cons,  day,  40,000  gals.;  cost,  $86,000; 
cost  mtce.,  $1,660;  wks.  owned  by  dty. 

WARSAW,  p.  2,254;  f.  area,  50  a.;  mere  bldgs., 
bk.,  1  to  8  stor.;  priv.,  bk.  k  wd.,  1  to  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  k  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  hand  eng.,  1  c.  eng. 
on  wis.,  4  c.  hand  ex.,  1  h.  ft  L  trk.,  2  hose  car.; 
hose,  cot.,  1,500  ft.;  f.  al.,  bell;  val.  equip.,  $2,S00; 
val.  bldgs.,  $2,000;  exp.  dept.,  $200;  tot.  mem., 
100  vol. 

Watsr  Supply — Src,  wells;  sys.,  pump  dir.;  pump, 
eng.;  mains,  3  m.,  6  to  8  in.  dia.;  86  hyd.;  pump, 
cap.  860,000  gals,  day;  stdp.  cap.,  76,000  gals.; 
pre«.,  dom.  50  to  55  lbs.,  f.  140  lbs.;  cons,  day, 
60,000  gals.;  cost,  $10,000;  cost  mtce.,  $110; 
wks.   owned   by   city. 

WASHINGTON,  Tazewdl  Co.,  p.  1,680;  mere, 
bldgs.,  bk.,  1  &  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  A  combt.  ord.;  causes  df 
f.  inv.  F.  dept. — 2  hose  car.;  hose,  cot.,  rub.  lined, 
gd.,  850  ft.;  f.  al.,  bell;  tot  mem.,  15  vol. 

Water  Supply — Src,  wells,  in  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  28,000  gals.;  2  pump, 
eng.,  dass  trip.,  cap.  day  860,000  gals.;  mains,  8 
m.,  4  to  6  in.  dia.;  32  hyd.;  850  serv.;  pres.,  dom. 
45  lbs.,  f.  45  lbs. 

WATERLOO,  p.  2,091;  mere  bldgs.,  bk.,  1  to  4 
stor.;  priv.,  bk.  &  wd.,  1  k  2  stor.;  wd.  rfs.  penn. 
in  f.  area;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept — 1  h.  ft  1.  trk.,  6  c  hand  ex.,  4  hose  reels 
ft  carts;  hose,  cot,  rub.  lined,  gd.,  1,500  ft;  f.  al., 
bell;  exp.  dept,  $75;  tot  mem.,  80  vol. 

Water  Supply — Src,  spr.  ft  lake,  1%  m.  bus. 
cent;  sys.,  pump  dir.  to  mains;  2  pump,  eng.,  dass 
dup.  ft  comp.,  cap.  day  1,000,000  gals.;  mains,  c  1., 
4  m.,  4  to  8  in.  dia.;  85  hyd.;  met,  4;  150  serv.; 
pipe,  galv.  i.;  pres.,  dom.  80  lbs.,  f.  150  lbs.;  oons. 
day,  1,200.000  gals.;  cost,  $18,000;  cost  mtce, 
$4,000;  wks.  owned  by  city. 

WATSEKA,  p.  2,476;  f.  area.  200  a.;  mere, 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  IH  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  12  c  hand  ex., 
2  hose  carU;  hose,  cot.  rub.  lined,  gd.,  1,900  ft; 
inf.,  500  ft;  tot  hose,  2,400  ft;  f.  al.,  wh.,  2  bx.; 
val.  equip.,  $1,500;  vaL  bldgs..  $100;  exp.  dept, 
$200;  tot  mem.  15,  pd.  part  time. 

Water  Supply — Src,  wells,  200  ft.  bus.  cent; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  100,000 
gals.;  dim.,  10  x  12  x  110;  mat,  stl.;  2  pump, 
eng.,  class  dup.,  cap.  day  700,000  gahk;  mains, 
c  i.,  12  m.,  8%  to  12  in.  dia.;  70  hyd.;  10  v.;  800 
senr.;  pipe,  lead  ft  iron;  pres.,  dom.  50  lbs.,  f.  50 
lbs.;  cons,  day,  800,000  sals.;  cost,  $20,000;  cost 
mtce.,  $1,500;  wks.  owned  by  dty. 

WAUKEQAN,  p.  16,069;  f.  area,  2,560  a.;  mere, 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  wd.  ft  bk.,  2  stor.;  wd. 
rfs.  not  perm.;  no  fwks.  ord.;  F.  dept — 1  auto, 
comb,  c  ft  h.  wag.,  1  c  ft  h.  wag.,  6  c  hand  ex., 
1  h.  ft  1.  trk,,  1  hose  wag.,  4  hrs.;  hose,  cot.,  rub. 
lined,  gd.,  8,200  ft;  f.  al.,  dec,  50  bx.;  vaL  eomp., 
$15,000;  val.  bldgs.,  $84,000;  exp.  dept,  $14,- 
215;  tot  mem.  16,  pd.  full  time  18,  substitutes  8; 
undrs.   rating,   third   dass. 

Wal#r  Supply— Src,  lake,  1%  m.  bus.  cent; 
sys.,  grav.,  pump  dir.;  »  P^P.  «^'\<*Pi  ?"3r  12,- 
000,000  gals.;  mains,  c  i.,  50  m.,  6  to  16  in.  dia.; 

850  hyd.;  met.,  50;  8,000  ••jv* j -E',?*-  ,^®™-  ^^ 
lbs.,  f.  125  lbs.;  cons.  day.  2,558,677  gals.;  cosit, 
$100,126;  cost  mtce.,  $16,200;  wks.  owned  by  dty. 
WAVERLY,  Morgan  Co.,  p.  1,588;  mere  bldgs., 
bk.,  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  perm.; 
fwks.  ft  combt  ord.;  causes  of  f.  inv.     F.  dept — 1 


c  eng.;  hose,  oot,  rub.  lined,  gd..  600  ft.;  L  iL, 
bell;  val.  equip.,  $850;  val.  bldgs.,  $60;  tot  mem., 
16  vol. 
Water  Supply — Src,  weUs  ft  dstens. 

WENONA,  p.  1,442;  mere  bldgs.,  bk.,  1  ik  S 
stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfe  not  penn.; 
fwks.  ord.;  causes  of  f.  inv.  F.  dept — i  c  band 
ex.,  1  h.  ft  1.  trk.,  2  hose  car.;  hose,  cot,  nh. 
lined,  gd.,  1,900  ft;  f.  aL,  wh.;  vaL  equip.,  $3,500; 
val.  bldgs.,  $6,000;  exp.  dept,  $600;  tot.  mem.,  IS 
vol. 

Water  Supply — Src,  wdl;  «ye,  pump  to  itdp.; 
stdp.  cap.,  86.000  gals.;  dim.,  10  x  46;  mat.  id; 
res.  cap.,  76.000  gals.:  pump,  eng.,  cap.  day  648,000 
gals.;  mains,  8,000  ft,  4  to  8  in.  dia.;  27  h^d.; 
pres.,  dom.  85  to  45  lbs.,  f.  46  lbs.;  cost,  $22,000; 
cost  mtce,  $800;  wks.  owned  by  iAtj, 

WEST  CHICAGO,  p.  2,878;  f.  area,  600  a.;  mere. 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  stn.,  bk. 
ft  wd.,  2  stor.;  wd.  rfs.  not  perm,  in  L  area.  F. 
dept — 1  h.  ft  1.  trk.,  1  hose  wag.,  2  hose  car.; 
hose,  rub.,  gd.,  1,400  ft;  f.  al.,  wh.;  tot  mem.,  IB 
vol. 

Water  Supply — Src,  2  wells,  in  bus.  cent: 
sys.,  pump  to  res.  ft  stdp.;  stdp.  oap.,  178.000 
gals.;  dim.,  16  x  115;  mat,  stl.;  res.  csp..  4S.000 
g^R:  loc.  centrally;  2  pump,  eng.,  oap.  dif. 
500,000  gals.;  in  addition,  2  high  pree  pumps,  for 
res.  to  «tdp.,  oap.  900,000  gale  per  day;  miim, 
c  i.,  15  m.,  4  to  8  in.  dia.;  SO  hyd.;  86  v.:  met, 
628;  580  serv.;  pipe,  lead;  pree,  dom.  55  Hm.; 
cons,  day,  90,000  gale;  cost,  $75,000;  cost  mttf.. 
$3,500;    wke    owned   by   dty. 

WEST  DUNDEE,  p.  1,880;  1  area,  64  e;  mere, 
bldgs.,  bk.  ft  stn.,  2  to  8  stor.;  priv..  bk.,  ste  * 
wd.;  wd.  rfe  perm,  in  f.  area;  fwke  ft  combt  oid.; 
causes  of  f.  inv.  F.  dept — 1  h.  ft  1.  tik.,  1  hose 
wag.,  2  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1,000 
ft;  f.  al.,  bell  ft  telp.,  9  bx.;  val.  equip..  $1,000: 
val.  bldgs.,  $500;  exp.  depL,  $200;  tot  mera..  lA 
vol. 

Water  Supply — Ree  cap.,  800.000  gale;  ftd^ 
size,  20  X  40;  pree,  dom.  45  Ibe,  f.  90  Ibe;  t 
trip,  pumps,  dim.  10  x  10;  mains,  6  m.,  6  to  8  ie 
dia.;  86  hyd.;  325  met.;  846  wrv.;  wke  ovned 
by  city. 

WHEATON,  Dupage  Co.,  p.  8,428;  mere  bldgs., 
bk.,  2  stor.;  priv.,  wd.,  2  stor.:  wd.  rfe  not  pcne 
F.  dept. — 2  c  hand  ex.,  2  hose  wag.,  2  hrs.,  1  h. 
ft  1.  trk.;  hose,  1,600  ft;  tot  mem.,  24  voL 

Watsr  Supply — Src.  wells.  S  blocks  bu.  cent; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  144.000  gals.: 
dim.,  14  X  125;  mat,  stl.;  pump,  eng.,  cap.  day 
500,000  gals.;  mains,  18%  m.,  6  tolO  in.  die; 
122  hyd.;  met,  550;  650  serv.;  pipe,  lead;  pm., 
dom.  54  Ibe,  f.  56  to  146  lbs.;  cone  day.  85.000 
gale;  cost,  $87,000;  cost  mtce.,  $880;  wke  owned 
by  city. 


WHITE  HALL,  p.  2,864;  f.  arca.  80  e;  —^ 
bldgs.,  bk.,  2  stor.;  priv..  wd.,  1  ft  2  stor.;  wd. 
rf^  not  perm.;  fwks.  ft  oombt  ord.  F.  depL — 1 
hand  eng.,  1  h.  ft  1.  trk.,  2  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  800  ft;  rab.,  gd.,  1,000  ft;  tot 
hose,  1,800  ft;  f.  al.,  beU;  vaL  equip..  $1,200; 
vaL  bldgs.,  $1,400;  tot  mem..  48  voiL;  nndira.  rat- 
ing, third  dass. 

Water  Supply— Src,  ree,  1%  m.  biw.  cent;  we, 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  80,000  gala.: 
dim.,  24  X  21;  mat,  stL;  ree  cap.,  68.000.000 
gale;  loc  1%  m.  dty;  1  pump,  eng.,  daas  eke. 
cap.  day  860,000  gale;  maJns,  c  L,  6  ■>.,  4,  6  ft 
8  in.  dia.;  40  hyd.;  met,  617;  pipe,  lejid;  pres^ 
dom.  48  Ibe,  f.  48  to  185  Ibe;  cone  day,  125.000 
gale;  cost,  $26,000;  coot  mtce,  $1,200;  vks. 
owned  by  dty. 

WILM-ETTE,  p.  4,948;  f,  area,  2  sq.  m.;  ncrt. 
bldge,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  »d.. 
1  to  8  stor.,  wd.  rfe  not  perm,  in  f.  area:  fvka. 
ft  oombt  ord.;  causes  of  f.  inv.  F.  dq>t — 1  cooib. 
c  ft  h.  wag.,  c  hand  ex.,  1  h.  ft  L  trk.,  1  c  wag.. 
1  hose  oar..  8  hrs.;  hose,  cot,  nib.  lined,  fd.. 
2,150  ft.;  cot.,  200  ft;  tot  booe,  2.360  ft:  f. 
al.,  telp.;  val.  equip.,  $4,000;  val.  bldge.  $2,500: 
exp.  dept.  $1,800;  tot  mem.,  9.  pd.  rail  tiste  1. 
pd.  part  time  8. 

Watsr  Supply — Src,  Lake  IfieUgan,  6  bl  hw. 
cent;  water  supplied  by  dty  of  l£vaBstoa;  SMuas, 
iron.  28  m.,  6  to  8  in.  die:  hyd.;  v.:  awU.  100; 
640  serv.;  pipe,  lead  ft  galv.  i.;  pree,  oom.  40  Ite. 
f.  80  lbs.;  cone  day,  164,888  gale 
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WILMINGTON,  WUl  Ca,  p.  1.460;  mere,  bldgs., 
bk.,  stD.,  wd.,  2  Btor.;  priv.,  wd.  2  Btor.;  wd.  rfs. 
not  perm,  in  bus.  poitioii.  F.  dept. — 1  e.  eng,^  1 
h.  ft  L  trk.,  2  hoee  ear.;  hose,  oot.,  rub.  lined,  sd., 
800  ft.;  rub.,  gd.,  1,800  ft.;  tot.  hoee,  2,600  ft.; 
f.  al.,  elee.;  vaL  equip.,  $6,000;  val.  bldga.,  $6,000; 
ezp.  dept.,  $1,000;  tot.  mem.  46,  pd.  part  time. 

Water  Supply — Src,  riv.;  sys.,  pump  dir.;  elec. 
pump,  enff.,  cap.  144,000  gals,  day;  mains,  5  m., 
4  to  10  in.  dla.;  27  hyd.;  2  v.;  pres.,  f.  80  lbs.; 
cost,  $10,000;  cost  mtce.,  $200;  wks.  owned  by 
city. 

WINCHESTEf^,  p.  1,700;  f.  area,  5  a.  F.  dept 
— To    be    installed. 

Water  Supply— Sre.,  wells,  1  m.  bus.  cent.; 
sys.,  pump:  3  pump,  eng.,  cap.  day,  216,000  gals.; 
40  byd.;  pree.,  dom.  &  f.  70  lbs.;  cost,  $80,000; 
wks.   owned  by   city. 

WINCHESTER,  Soott  Co.,  p.  1,680;  mere,  bldga., 
bk.,  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  2  ator.;  wd.  rfa. 
not  perm.  F.  dept. — 1  h.  ft  1.  trk.,  2  c.  eng.,  2 
hose  reels;  hose,  cot.,  rub.  lined,  gd.,  1,000  ft.; 
f.  aL,  bell;  val.  equip.,  $2,000;  tot.  mem.,  41  vol. 

Watar  Supply — ^Not  reported. 

WINNETKA,  p.  8,168;  mere,  bldga.,  wd.  ft  bk., 
1  to  2  %  ator.  F.  dept. — 1  hoae  cart,  1  hoae  wag., 
1  brs.;  tot.  mem.,  24  vol. 

Water  Supply — Src,  lake;  aya.,  pump  to  stdp.; 
mat.,  BtL;  2  pump,  eng.,  cap.  day  8,000,000  gals.; 
maina,  26  m.;  260  ^d.;  met.,  847;  847  aerv.; 
pipe,  lead;  prea.,  dom.  70  Iba.,  f.  60  lbs.;  cona. 
day,  1,250,000  gala.;  ooat,  1108,000;  eoat  mtce., 
$8,482.68;  wks.  owned  by  village. 

WOODSTOCK,  p.  4,881;  mere,  bldga.,  bk.,  2  ft  8 
ator.;  priv.,  bk.  ft  wd.,  2  ator.;  wd.  rfa.  not  perm.; 
fwka.  ft  oombt.  ord.  F.  dept. — 8  c  hand  ex.,  1 
comb,  c  ft  h.  wag..  1  h.  ft  1.  trk.,  1  hoee  wag.,  2 
hose  reels;  hotie,  rub.  lined,  gd.,  2,000  ft;  f.  al., 
v«ii.,  bell  ft  Garoewell,  18  bx.;  val.  equip.,  $4,000; 
tot.    mem.,    26   vol. 

Watar  Supply — Src.  wella;  aya.,  pump  to  atdp.; 
at  dp.  cap.,  120,000  gala.;  rea.  cap.,  84,000  gala.:  2 
air  comp.  pmnpa;  maina,  8  m.,  4  to  8  in.  dia.; 
78  hyd.;  met.,  60;  200  aerv.;  prea.,  dom.  60  Iba., 
f    120  Iba.;  coat,  $86,000;  wka.  owned  by  dty. 

WORDEN,  p.  1,082;  f.  area,  120  a.  F.  dept. — 
1  str.,  1  c  eng.,  1  hose  cart,  ladders,  hand  pnmp; 
1,000  ft  hose;  f.  al.,  bell;  val.  equip.,  $2,800; 
val.  bldgs.,  $4,000;  exp.  dept.,  $120;  tot  mem., 
18,    pd.    full    time. 

Waier  Supply — Src,  wells. 

WYANET,  p.  872;  f.  area,  8  a.;  mere  bldga.,  bk^ 
atn.  ft  wd.,  1  ft  2  ator.;  priv.,  bk.  ft  wd.,  1  ft  2 
•tor.;  wd.  rfa.  not  perm,  in  f.  area;  fwka.  ft  combt 


ord.;  cauaea  of  f.  inv.  F.  d^pt. — 1  c  eng.,  1  h.  ft 
1.  trk.,  1  hoee  wag.,  1  hoae  reel,  1  hrs.;  hoae,  cot, 
rub.  lined,  gd.,  600  ft;  f.  aL,  bell;  val.  equip., 
$800;  tot.  mem.,  26  voL 

Water  Supply — Src,  wells  in  town. 

WYOMING,  p.  1,606;  f.  area,  640  a.;  mere, 
bldga.,  bk.,  2  ator.;  priv.,  wd.,  2  ator.:  wd.  rta, 
perm.  F.  dept — '2  h.  ft  1.  trk.,  2  car.;  hose,  cot, 
rub.  lined,  gd.,  1,400  ft;  f.  al.,  bell  ft  wli.;  vaL 
equip.,  $1,600;  val.  bldga.,  $1,000;  exp.  dept., 
$200;   tot   mem.,    20,   pd.   part  time. 

Water  Supply-— Src,  wella,  2  blocka  bua.  cent; 
«ys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  86,000  gals.; 
dim.,  1'2  x  40;  mat,  bk.;  rea.  cap.,  84,000  gals.; 
loc  2  blodcs  bus.  cent;  2  pump.  eng..  class  trip., 
cap.  day  648,000  gala.;  mains,  c  i.,  6  m.,  4 
to   8   in.   dia.;    54   hyd.;    12   v.;   met,    800;    pipe, 

fslv.  i.;  pres.,  dom.  84  lbs.,  f.  80  lbs.;  cons,  day, 
0,000   pds.;   coat   mtce.,   $1,200;  wks.   owned   by 
city. 

XENIA,  p.  6>84.  F.  dept — 1  stm.  eng.,  1  comb, 
c  ft  hose  wag.,  6  c  hand  ex.,  1  h.  ft  I.  trie.,  1 
hose  reel;  hoae,  cot,  rub.  lined,  gd.,  1,200  ft.; 
inf.,  850  ft;  tot  hose,  1,560  ft;  val.  equip., 
$4,500;  vaL  oldgs.,  $600;  exp.  dept.,  $200;  tot 
mem.,   26  vol. 

Water  Supply — ^Wella,  datema  ft  pond. 

ZION  CITY,  p.  4,780;  f.  area,  8  blocka;  mere 
bldga.,  bk.  ft  wd.,  1  ft  2  ator.;  priv.,  bk.,  wd.  ft 
cone,  1  to  8  ator.;  wd.  rlk  not  perm,  in  f.  ajrea; 
fwka.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 
2  comb,  c  ft  h.  wag.,  10  c.  hand  ex.,  1  h.  ft  L 
ttrk.,  1  atr.,  1  hose  wag.,  1  hose  oar,  2  hra.;  hose, 
oot,  rub.  lined,  gd.,  1,C00  ft;  rub.,  gd.,  1,000  ft; 
inf.,  800  ft.;  tot  hoae,  2,800  ft;  f.  al.,  telp.; 
val.  equip.,  $8,500;  vaL  bldgs.,  $2,400;  exp.  dept, 
$8,000;  tot.  mem.,  80.  pd.  full  time  6,  vol.  24; 
undrs.   rating,  fourth  claas. 

Water  Supply — 6rc,  wells,  in  bus.  cent;  sys., 
pump;  1  pump,  eng.,  clasa  dup.;  1  cistern,  cap., 
500  bbla.;  maina,  8  m.,  8,  4,  6  ft  10  in.  dia.;  14 
hyd.;  pres.,  dom.  66  lbs.;  wka.  owned  by  town. 

Places  with  a  population  of  1,000  or  more  having 
no  oiganiaed  lire  dept — ^Augusta,  Blandinaville, 
Brooklyn,  Garpentemville,  CenterviUe,  Coffeen, 
Orystal  Lake,  Cuba,  Eaet  Ifoline,  Elimburg,  Eldo- 
rado, Elixabethtown,  Equality,  Findlay,  Oeorgetown, 
Oirard,  Grafton,  Harriaburg,  Herrin,  Homer, 
Kangley,  Kinmundy,  Lebanon,  Manafl^d,  Marion. 
Mounds,  Neoga,  Newman,  Nilwood,  Norris  City, 
Mt  Carmel,  Peotone,  Rankin,  Raymond,  Ridge  Farm, 
Saybrook,  Shawneetown,  Sorento,  St.  Charles,  To- 
ledo, Toluca,  Upper  Alton,  Vermont,  Vienna,  Wash- 
bum,  Westfleld,  West  Frankfort,  WestviUe,  Yoluca. 
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ALBANY,  p.  1,280;  f.  area,  160  a.;  mere  bldga.. 
bk.  ft  wd.,  1  to  2  ator.:  priv.,  wd.,  1  stor.;  wd. 
rfa.  perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept — 1  h.  ft  1.  trk..  2  hose  wag.; 
hose,  cot,  rub.  fined,  gd..  1,000  ft;  f.  aL,  wh.; 
vaL  equip.,  $1,000;  vaL  bldgs.,  $1,000;  exp.  dept, 
$40;  tot.  mem.,  20  voL 

Water  Supply — Src,  wells;  sys.,  pump  dir.,  1,200 
ft.  bus.  cent;  2  pump,  eng.;  mains,  4  to  10  in. 
dia.;  45  hyd.;  met.  10;  pres.,  dom.  60  lbs.,  f.  80 
to  100  lbs.;  cost  $88,000;  wks.  owned  by  Co. 

ALBION,  p.  1,218;  f.  area,  275  a.;  mere  bldgs., 
bk.,  2  to  8  stor.;  priv.,  wd.,  1%  stor.;  wd.  rfs.  not 
perm,  in  1  area;  combustibles  ord.;  causes  of  f. 
inv.  F.  dept — 1  hand  eng.,  1  h.  ft  1.  trk.,  8 
hose  carts;  hose,  cot,  rub.  lined,  gd.,  1,400  ft.; 
inf.,  500  ft.;  tot  hose,  1.900  ft;  f.  al.,  bell,  wh. 
ft  elec,  0  bx.;  val.  equip.,  $2,000;  val.  bldga., 
$500;   exp.   dept,   $75;   tot.   mem.,   36  voL 

Water  Supply — Src,  wella,  hi  m.  bus.  cent; 
sys.,  pump  dir.  to  mains;  2  pump,  eng.,  cap.  day 
600  000  gals.;  maina,  e  i.,  2%  m.,  4  to  12 
in  dia.;  22  hyd.;  84  v.;  met,  2;  180  serv.;  pipe, 
lesd;  pres.,  dom.  75  lbs.,  f.  120  lbs.;  cons,  day, 
S9,000  gala.;  cost  $14,850;  cost  mtce,  $2,000; 
wks.  owned  by  city. 

ALEXANDRIA,  p.  6,096;  f.  area,  4^  sq.  m.; 
mere  bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  of 
f.     inv.      F.    dept. — 1    e    eng.,    5    e    hand    ex.,    1 


h.  ft  1.  trk.,  2  hose  wag.,  1  comb,  e,  h.  ft  1.  wag., 
4  hrs.;  hose,  cot,  rub.  lined,  gd.,  1,050  ft;  rub., 
fair,  760  ft;  tot  hose.  1,800  ft;  f.  al..  Game- 
well,  9  bx.;  val.  equip.,  $8,000;  val.  bldgs..  $6,000; 
exp.  dept,  $3,600;  tot  mem.,  7,  pd.  full  time  8, 
pd.  part  time  4. 

Water  Supply — Src,  wella,  1-8  m.  bus.  cent; 
ays.,  pump  to  stdp.;  stdp.  cap.,  286,000  gals.,  dim. 
20  X  100,  loc.  near  atation,  mat  stn.  ft  stl.;  2 
pump,  eng.,  cap.  day  8,000,000  gals.;  mains,  e  L, 
8  m.,  4  to  16  in.  dia.;  94  hyd.;  met,  15:  600 
serv.;  pipe,  galv.  L;  pree,  dom.  66  lbs.,  f.  110  Iba.; 
coat,  $60,000;  cost  mtce,  $4,000;  wks.  owned  by 
city. 

ANDERSON,  p.  22,476;  mere  bldgs.,  bk.,  1  to  6 
stor.;  priv.,  wd.,  1  to  8  stor.;  wd.  rfs.  not  perm, 
m  f.  area;  fwke  ft  combt  ord.;  causes  of  f.  inv. 
P.  dept — 1  comb.  h.  ft  e  wag.,  10  c  hand  ex., 
1  h.  ft  1.  trk.,  8  hoae  wag.,  12  hra.;  hose,  cot, 
rub.  lined,  gd.,  6,500  ft;  f.  aL,  Gamewell,  61  bx.; 
vaL  eouip.,  $42,500;  vaL  bldgs.,  $40,253;  exp. 
dept,  $21,000;  tot  mem.,  22,  pd.  full  time. 

Water  Supply — Src,  White  River,  %  m.  bus. 
cent.;  »yB.,  pump  dir.  to  mains;  res.  cap.,  500,000 
gals.;  3  pump,  eng.,  class  comp.;  cap.  day,  11,- 
000,000  gals.;  mains,  e  i.,  43.69  m.,  2  to  20  in. 
dia.;  885  hyd.;  214  v.;  met.,  475;  3,200  serv.; 
pipe,  lead  ft  galv.  i.;  pres.,  dom.  65  lbs.,  f.  115 
lbs.;  cons,  clay,  1,517,415  gals.;  cost,  $370,936; 
wks.   owned  by  city. 
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ANDREWS,  p.  951.'  F.  dept.— 1  hand  eng.,  1 
hose  reel;  hose.  500  ft.;  tot.  mem.,  16. 

Water  Supply — Src,  wells  &  ciBtems,  in  but. 
Dent. 

ANGOLA,  p.  2.610;  f.  area.  2,000  a.;  mere, 
bldgs.,  bk.,  2  &  3  ator.;  priv.,  wd..  2  ator.;  wd. 
rfs.  not  perm.;  fwks.  ic  combt.  ord.  F.  dept. — 1 
c.  eng.,  1  h.  ii  1.  trk.,  1  hoae  waff.*  2  hra.;  hose, 
cot,  rub.  lined,  gd.,  1,600  ft;  rub.,  gd.,  600  ft; 
tot  hose,  2,100  ft;  f.  al.,  bell;  val.  equip.,  $4,500; 
▼al.  bldgs.,  $2,000;  exp.  dept,  $600;  tot  mem.  15, 
pd.  full  time  1,  14  vol.;  undra.  rating,  third  claaa. 

Watar  Supply — Src.,  wells,  \z  m.  bus.  cent.; 
aya.,  pump  dir.;  1  pump,  eng.;  cap.  day,  3,000,000 
gala.;  maina,  c  i.,  16V6  m.,  4  to  14  in.  dia.;  75 
hyd.;  met,  13;  700  serv.;  prea.,  dom.  50  lbs.,  f. 
100  Iba.;  cost,  $40,000;  wka.  owned  by  Co.  ft  city. 

ARGOS,  p.  1,088;  f.  area,  6  a.;  mere,  bldga.,  bk., 
1  to  3  ator.;  priv.,  wd.  &  bk.,  1  to  2  ator.;  wd. 
rfa.  not  perm,  in  f.  area;  fwks.  &  combt  ord.; 
cauaea  of  f.  inv.  F.  dept — '1  hand  ex..  1  b.  ft 
1.  trk.,  1  hose  wag.;  hose,  cot,  rub.  lined  gd., 
900  ft;  inf.,  400  ft;  tot  hoae,  1,300  ft;  f.  al., 
telp.;  val.  equip.,  |900;  val.  bldgs.,  $400;  tot 
mem.,  80  voL 

Watar  Supply — Src,  wells;  ays.,  pump  dir.;  2 
dup.  pumps,  aize  12  x  7,  cap.  500,000  gala,  day; 
pres.,  dom.  40  to  50  lbs.,  f.  70  to  80  lbs.;  15,500 
ft.  mains.  4  to  6  in.  dia.;  14  v.;  26  hyd. 

ASHLEY,  p.  689;  mere,  bldgs.,  stn.,  bk.  ft  wd., 
I  to  2  stor.;  priv.,  stn.,  bk.  ft  wd.,  24  ft  high; 
wd.  rfa.  perm,  in  f.  area;  cauaea  of  f.  inv.  F. 
dept — 1  band  eng.,  1  comb.  c.  ft  b.  wag.,  2  c. 
hand  ex.,  1  h.  ft  I.  trk.,  1  hoae  wag.,  1  hose  cart; 
hoae,  cot,  rub.  lined,  gd.,  600  ft;  f.  aL,  bell, 
wh.  ft  telp.;  val.  equip.,  $1,200;  val.  bldgs.,  $600; 
tot.  mem.,  28  vol. 

Watar  supply — Src,  cisterns. 

ATTICA,  p.  8,835;  f.  area.  820  a.;  mere,  bldga., 
bk.,  2  stor.;  priv.,  wd.,  2  ator.;  wd.  rfa.  not  perm.; 
fwks.  ft  combt  ord.;  cauaes  of  f.  inv.  F.  dept.— 
1  comb.  c.  ft  h.  wag.,  6  c  hand  ex.,  1  h.  ft  L  trk., 
4  hoae  wag.,  4  hose  reels,  1  hra.;  hoae,  cot,  rub. 
lined  gd.,  1,800  ft;  f.  aL,  bell  ft  wh.;  val.  equip., 
$8,500;  v«l.  bldgs.,  $5,000;  exp.  dept,  $600;  tot 
mem.,  25,  pd.  full  time  1,  vol.  24;  undrs.  rating, 
aecond    claaa. 

Water  Supply — Src,  wella,  8  blocka  bua.  cent; 
aya.,  pump  to  rea.;  rea.  cap.,  5,000,000  gala.,  loc 
on  hill  above  town;  2  pump,  eng.,  cap.  day  1,000,- 

000  gals.;  maina,  c  i.,  15  m.,  4  to  14  in.  dia.; 
653  nyd.;  40  v.;  50  serv.;  pres.,  dom.  85  lbs., 
f.  85  iW;  cors.  day,  2i50,000  giU.',  cost,  $4)6,683: 
cost  mtce.,   $1,130^83;   wk«.   owned  by   city. 

AUBURN,  p.  8,919;  f.  area,  1,200  a.;  mere, 
bldgs.,  stn.,  hk.  ^  wd.,  1  to  4  stc". ;  nriv.,  bk.  k 
wd.,  2  stor.;  wd.  rfs.  not  perm.;  fwk-*.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  hose  wag.,  2  hra.;  hoae, 
cot,  rub.  lined,  gd.,  1,200  ft;  inf.,  800  ft;  tot. 
hose.  1,500  ft;  f.  al.,  elec,  8  bx.;  vaL  equip., 
$2,500;  vaL  bldga.,  $2,500;  tot  mem.,  14,  pd. 
full  time  2.  vol.  12;  undrs.  rating,  aecond  class. 

Watar    Supply — Src,    wells,    ^    m.    bua.    cent; 

SI.,  pump  dir.;  2  pump.  eng..  class  comp.  dup., 
e  10  X  16  X  10  X  18,  cap.  day  2.000,000  gala.; 
maina,  c.  i..  11 H  ni..  4  to  12  in.  dia.;  106  nyd.; 
64  v.;  535  aerv.;  pipe,  lead;  r^rea.,  dom.  40  Iba., 
f.  90.  Iba.;  coat.  $86,500;  wka.  owned  by  city. 

AURORA,  p.  4,410;  f.  area,  2.560  a.;  mere 
bldga..  bk.  ft  wd.,   1   to  8  stor.;  priv.,  bk.   ft  wd., 

1  to  2  ator.;  wd.  rfa.  not  perm,  in  f.  area;  fwka. 
ft  combt.  ord.;  cauaes  of  f.  inv.  F.  dept. — 2  str., 
6  c.  hand  ex.,  1  h.  ft  L  trk.,  1  hoae  wag.,  2  hoae 
reela,  8  hrs.;  hose,  cot,  rub.  lined,  gd.,  1,400  ^t ; 
rub.,  gd..  500  ft;  inf.,  800  ft;  tot.  hose,  2,700 
ft:  f.  al.,  bell;  val.  equip.,  $12,000;  val.  bldga., 
$12,000;  exp.  dept,  $1,000;  tot  mem.,  22  voL 

Watar  Supply — Src,  riv.,  %  m.  bus.  cent;  nra., 
pump  to  res.;  4  pump,  eng.,  class  centrif.  ft  dir., 
cap.  day  1,000.000  gala.;  maina,  c  i.,  10  m., 
4  to  10  in.  dia.;  89  hyd.;  514  aerv.;  pipe.  galv. 
i.:  pres..  dom.  130  Iba..  f.  ISO  Iba.;  cost,  $95,000; 
WKS.  owned  by  Co. 

BATESVILLE,  p.  2,151:  f.  area,  640  a.;  mere 
bldgs.,  bk.  ft  cone,  1  to  4  ator.;  priv.,  bk.  ft  wd.. 
1%  to  8  stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft 
combt.  ord.;  cauaes  of  f.  inv.  F.  dept. — 1  hand 
eng.,  1  comb,  c  ft  h.  wag.,  2  c  hand  ex.,  1  h.  ft 
1.  trk.,  1  hoae  wag.,  1  hose  reel;  hose,  cot.,  rub. 
lined,  gd.,  1,500  ft.;  f.  aL,  bell;  vaL  equip., 
$2,600;  val.   bldgs.,   $2,000;   tot.   mem.,    60   vol. 

Water  Supply — Src,  res.;  s>'b..  pump  to  stdp.  ft 


dir.;  etdp.  cap.,  50,000  gala.,  dim.  16  x  16,  mat 
stL;  2  pump,  eng.;  maina,  c.  L.  8%  m.,  2^  to  8 
m.  dia.;  45  hyd.;  met,  17;  76  aerv.;  pipe,  galv.  t; 
prea..  dom.  40  Iba.,  f.  120  Iba.;  cons.  day.  40.000 
gala.;  coat.  $28,000;  cost  mtce.,  $1,500;  wka 
ovmed  by  Corp. 

BEDFORD,  p.  8,716;  f.  area.  960  a.;  mere 
bldgs.,  stn.  ft  bk.,  2  ator.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfa.  not  perm.;  fwka.  ft  combt  ord.;  causes 
of  f.  mv.  F.  dept— 1  hand  eng.,  1  b.  ft  L  trk.,  1 
hose  wag.,  2  hose  car.,  2  hra.;  hose,  cot,  rob. 
1  ned,  gd     1,700  ft;  inf.,  400  ft;  tot  hoae,  2.100 

?,",i-«  ■*••  *^^*^-'  *'*^*  «IUJP-.  $2,600;  val.  bldm., 
$1,500;  exp.  dept,  $1,500;  tot  mem.,  16.  pd.  foil 
time  3,  pd.  part  time  12;  undra.  rating,  second 
dasa. 

Water  Supply— Src,  riv..  8  m.  bua.  cent;  tyv, 
pump  to  mains  ft  stdp.;  stdp.  cap.,  36,000  gala.. 
mat  iron  ft  bk.;  2  pump,  eng.,  cap.  day  4,082,000 
gala.;  ma:n8,  c  i..  8  m..  4  to  12  ;n.  dia.;  121 
hyd.;  met..  20;  950  'aerv.;  pipe,  wrt.  L,  pre^. 
dom.  65  Iba.;  wks.  owned  by  city. 

ui.^^''?'^*«P-  1»816:  f.  area,  540  a.;  mere  bldgs.. 
bk.,  1  to  2  stor.;  priv.,  wd.  ft  bk.,  2  stor.;  wd.  rfi. 
perm,  m  f.  area;  combt.  ord.;  causea  of  L  ini. 
F.  dept— 1  hand  eng.,  12  e  hand  ex.,  1  h.  *  1 
trk.,  1  hose  cart;  hose,  cot.,  rub.  lined,  gd.,  2.000 

?;•«««  *^'  K^**  ^■^-  «<1"»Pm  $1,200;  vaL  bldp.. 
$2,000;  exp.  dept,  $800;  tot  mem..  35  voL 

Water  Supply— Src,  16  c  atema  in  various  parti 
of   town. 

BICKNELL,  p.  4.005;  f.  area,  1,000  a.;  mere, 
bldp.,  Dk.  ft  atn..  2  ft  3  stor.;  priv.,  bk.  ft  wd,. 
1  ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwki. 
ft  combt  ord.;  causea  of  f.  are  not  Inv.  P.  dept.— 
\i^' J!P^-\  ^  i^-   f   h   *^'»   hoae,   cot,   mb.  lined. 

ItA*  *®2«?'  ';  ■^-  ^"»  ^»*-  «qa»p..  $1,000;  val. 
bldga.,  $25;  voL;  undra.  rating,  ifth  claaa. 

Water  Supply — ^No  waterwks. 

BLOOMFIELD,  Greene  Co..  p.  2,069;  mere. 
bldga.,  bk.,  1  to  3  ator.;  priv.,  wd.,  2  ator.;  wi. 
rfa.  perm.;  no  fwka.  ft  combt  ord.;  causes  of 
f.    not   mv.      F.    dept— 2    hoae  reela;    hose,   cot. 

J"raa*!}!^' /*^-i  \^??  "•»  *"'•'  l'<>00  t,;  tot  hoae. 
8,600  ft;  f.  al.,  bell;  vaL  equip.,  $600;  tot.  mem., 
12.   pd.  part  time;   undra.  rating,   fourth  daaa. 

Water  Supply— Src,  deep  welU,  H  m.  bus. 
cent;  sya.,  pump  to  stdp.;  atdp.  cap.,  85.000  gait, 
dim.  12  X  40,  mat  atL;  rea.  cap.,  95.000  gals., 
loc  at.  power  house;  2  pump,  eng.,  claaa  diQ).,  capL 
day  1.500.000  gals.;  maina,  c  L,  4%  m..  4  to  8 
in.  dia.;  44  hyd.;  80  v.;  met.  170;  pipe.  galv.  I: 
prea.,  dom.  40  to  60  Iba.,  f.  1?0  Iba.;  cost  $42,000; 
wka.  owned  by  Co. 

u^?^^9!f^^^^^^*  Monroe  Co..  p.  8.888;  meit: 
bldga^  bk.,  1  to  4  ator.;  priv.,  wd..  1  to  2  stor.; 
Wd.  rfa.  not  perm,  in  f.  area;  combt  oid.;  bo 
combt  perm,  by  ord..  only  by  SUte  law.  F. 
dept.— 1  Btr.,  2  c  hand  ex.,  1  h.  ft  L  trk..  1 
hose  wag..  1  hoae  reel;  hoae,  cot.  rub.  I  ned.  gd., 
450  ft.;  rub.,  gd..  1.600  ft;  tot  hose.  2,050  ft.: 
f.  aL,  bell;  vaL  equip..  $7,000;  vaL  bldca..  $4,800: 

««P-  <J*P*-u^^'®®0'  *ot-  mem.,  5.  pd.  full  time. 

Water  Supply — Src.  apr.,  2^  m.  bua.  cent: 
ays.,  pump  dir.;  rea.  cap.,  200.000,000  gala.;  8 
pump.  eng..  cap.  day  6  000.000  nla.;  mains.  15 
m.,  4  to  12  in.  dia.;  150  hyd.;  1,600  aerv.;  35  v.; 
pipe.  galv.  i.;  4>ree..  dom.  65  Iba.,  f.  120  Iba.; 
cost,  $100,000;  cost  mtce.,  $6,000;  wks.  owned  by 
city. 

BLUFFTON,  p.  4.987;  f.  area.  1  aq.  m.;  mere, 
bldga.,  stn.,  bk.  ft  wd.,  1  to  8  ator.;  prir.,  atn.. 
bk.  ft  wd.,  1  to  8  ator.;  wd.  rfa.  not  perm,  in  t 
area;  fwka.  ft  combt  ord.;  cauaea  of  f.  Inv.  F. 
dept. — 1  auto,  trk.,  2  comb.  c.  ft  b.  wac..  8  c.  baud 
ex.,  3  hoae  carU;  hoae,  cot.,  rub.  lined,  gd.,  yWO 
ft;  nib.  300  ft;  inf.,  1,000  ft;  tot  hoee,  4.306 
ft.:  f.  aL,  telp.,  510  bx.;  vaL  equip..  $12,000: 
val.  bldga.,   $3,000;  tot  mem.,  18  voL 

Water  Supply — Src,  wells  ft  riv.,  H  m.  baai 
cent;  ays.,  dir.  pres.;  res.  cap..  750.000  gala.. 
loc.  at  station;  2  pump,  eng.,  cdaas  hot.  dv^  t 
centrif.;  cap.  day,  806,400  gala.;  maina. e  i..  15m.. 
4  to  12  in.  dia.;  108  hyd.;  60  v.;  met.  800:  800 
perv.;  pipe,  lead;  pres.,  dom.  60  Iba,,  f.  90  to  100 
Iba.;  daily  cons.,  300,000  gala.;  coat  $75,000; 
coat  mtce.,  $5,000;  wka.  owned  by  city. 

BOONEVILLE.  p.  8,084;  f.  area.  600  a.;  mare 
bldga^  bk.,  2  to  3  ator.;  priv.,  wd.,  1  ft  2  ator.; 
wd.  rfa.  not  perm.;  fwka.  ft  combt  ort;  canaea  of 
f.  inv.  F.  dept — 1  c  hand  ex.,  1  h.  ft  L  trk..  1 
hoae  car.;  hoae,  cot,  rub.  lined,  gd-  1,600  ft.;  int, 
400  ft;   tot   hoae,   2.000   ft;   f.   aJ.,  trip..   2  bx.; 
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▼ftl.  equip.,  $2,000:  vaL  bldn.,  $6,000;  exp.  dept, 

|800;  tot  mem.,  7  voL:  onan.  rating,  third  cktM. 

Water  Supply — Src.,  lake.    6   blocks  boa.    cent.; 

tjB,,   pump   to   etdp.    ft   dir.;    atdp.    cap.,    110,000 

Sis.,  dim.  25  z  82.  mat.  iron;  pump,  eng.,  clasa 
p.,  cap.  day  1.000,000  gals.;  mains,  6%  m.,  4 
to  10  in.  dia.;  212  hyd.;  220  serv.;  prea.,  dom. 
78  lbs.,  f.  100  lbs.;  cost,  985,000;  coat  mtce., 
12,500;  wka.  owned  by  Co. 

B08WELL,  p.  814;  f.  area,  600  a.;  merc.bldgs., 
bk.,  2  stor.;  priv.,  wd.,  1  &  8  stor.;  wd.  rfs.  not 
perm.;  fwks.  A  combt.  ord.  F,  dept. — 1  hand  eng., 
4  c.  hand  ex.,  1  hose  wag.,  1  hose  car.;  hose, 
rub.,  gd.,  800  it;  f.  al.,  bell;  val.  equip.,  $800; 
val.   bldgs..   $200;  tot   mem.,    16   vol. 

Water  supply — Src,  cisterns,  1  hand  pump,  2 
hyd.;  cost,  $1,000;  cost  mtce.,  $25. 

BOURBON,  p.  1,168;  f.  area,  200  a.;  mere, 
bldga.,  bk.,  1  to  8  ator.;  prIv.,  wd.,  1  to  2  ator.; 
wd.  rfs.  perm,  in  f.  area;  combt.  ord.;  causes  of 
f.  inv.  F.  dept — 2  h.  ft  1.  trk.;  2  hose  carts; 
hose,  cot,  rub.  lined,  gd..  1,200  ft;  inf.,  400  ft; 
tot  hose.  1,600  ft;  f.  al..  bell;  tot.  men,  72  vol. 

Water  Supply — Src  wells;  sys.,  pump  to  stdp.  ft 
res.;  stdp.  cap.,  65,000  gals.,  dim.  10  x  100.  mat. 
stl.;  res.  cap.,  60,000  gals.,  loc  beside  stdp.;  1 
pump,  eng.,  class  dup.,  cap.  day  288,000  gals.; 
mains,  c.l.,  4  m.,  4  to  8  in.  dia.;  26  hyd.;  met, 
1;  48  serv.;  pres.,  dom.  48  lbs.,  f.  60  to  100 
lbs.;   wks.  owned  by  Co. 

BRAZIL,  p.  9,840;  f.  area.  1.500  a.;  mere,  bldgs., 
bk.,  2  ft  8  sto!*.;  prIv.,  wd.  ft  bk.,  1  ft  2  stor.; 
wd.  rfs.  not  perm.:  iwks.  ft  combt.  ord.  F.  dept — 
2  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  hose  car.,  4  hra.; 
hose,  cot,  rub.  lined,  gd.,  2.000  ft;  f.  al.,  Oame- 
well,  16  bx.;  val.  equip.,  $6,000;  val.  bldgs., 
$8,000;  exp.  dept,  $4,000;  tot  mem..  15,  pd.  full 
time  5,  pd.  part  time  10;  undrs.  rating,  second 
class. 

Water  Supply — Src,  wells,  %  m.  bus.  cent; 
sys.,  pump  dir.  to  mains;  res.  loc.  near  plant;  2 
pump,  eng.,  cap.  day  2.000,000  gals.;  mains,  c  i., 
12  m.,  4  to  16  in.  dia.;  186  hyd.;  met.,  750: 
800  aerv.;  pipe,  lead  ft  iron;  pres.,  dom.  60  lbs., 
f.   186  lbs.;  wks.  owned  by  city. 

BREMEN,  p.  2.008;  f.  area,  600  a.;  mere  bldgs., 
bk.,  cem.,  ft  wd.,  1  to  8  stor.;  priv.,  bk.,  cem.  ft 
wd.,  1  to  2  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwka.  ft  combt.  ord.;  causes  of  f.  hiv.  F.  dept. — 
2  c.  hand  ex.,  1  h.  ft  1.  trk.,  4  wag.  carts;  noae, 
cot.,  rub.  lined,  gd.,  1,800  ft;  rub.  gd.,  200  ft;  tot 
hose,  2,000  ft.:  f.  al.,  bell  ft  wh.,  2  bx.;  val.  equip., 
$8,250;  val.  bides.,  $1,000;  exp.  dept,  $1,000; 
tot   mem.,  80  vol. 

Water  Supply — Src,  artesian  wells  ft  riv.;  sys., 
purop  to  stdp.;  stdp.  cap.,  28,000  gals.;  dim..  12  z 
80;  2  pump,  eng.,  class  comp.,  cap.  day  1,250,000 
gala.;  mains,  4%  m.,  2  to  6  in.  dia.;  80  hyd.; 
met.,  50;  280  serv.;  pipe,  wrt.  i.;  pres.,  dom.  45 
Iba.,  f.  100  lbs.;  cons.,  day  850,000  gals.;  cost, 
$12,000;  cost  mtce.,  $750;  wks.  owned  by  city. 

BROOKSTOWN,  p.  1,067.     F.  dept— 2  c  eng., 
1  h.  ft  L  trk.;  hose,   1.000  ft;  bell  al. 
Water  Supply — Src,  wells  ft  cisterns. 

BROOKVILLE,  p.  2,169;  f.  area,  400  a.;  mere, 
bldgs.,  bk.,  2  to  4  stor.;  priv..  bk.  ft  wd..  1  ft  2 
stor.;  wd.  rfs.  not  perm.;  no  fwks.  ft  combt  ord.; 
causes  of  f.  .'nv.  F.  dept — 1  hand  eng.,  1  h.  ft  1. 
trk.,  1  hose  wag.,  2  hose  car.;  hose,  cot,  rub. 
lined,  gd..  1,400  ft;  rubber,  gd.,  800  ft;  tot. 
hose,  1,700  ft;  val.  equip.,  $2,500;  Val.  bldgs., 
$500;  exp.  dept,  $200;  tot  mem.,  18,  pd.  part 
time;  untus.  rating,  third  class. 

Water  Supply — Src,  riv.  ft  wells,  1  m.  bus. 
cent.;  sys.,  pump  to  res.  ft  dir.;  res.  cap.,  865,000 
gals.,  loc.  %  m.  town;  2  pump.  eng..  class  comp. 
dup.,  cap.  day  1,650,000  gals.;  mains,  c.  i.,  6 
m.,  4  to  10  in.  dia.;  54  hyd.;  84  v.;  met,  5; 
600  serv.;  pipe,  lead  ft  galv.  L;  pres.,  dom.  65  to 
90  lbs.,  f.  65  to  90  lbs.;  cons,  day,  255,000  gals.; 
coat,  $86,000;  cost  mtce.,  $2,000;  wks.  owned  by 
town. 

BROWNSTOWN,  p.  1,402;  f.  area,  50  a.;  mere 
bldgs..  bk.  ft  wd..  1  to  3  stor.;  priv.,  bk.  ft  wd., 
1%  stor.;  wd.  rfs.  perm,  in  t.  area.  F.  dept. — 2 
hose  carts;  hose,  cot.,  rub.  lined,  gd.,  1,000  ft; 
f.  al.,  bell  ft  wh.;  val.  equip.,  $1,000;  vsl.  bldgs.. 
$100;  exp.   dent,   $250;   tot.   mem..   10  vol. 

Water  Supply — Src,  well,  1  m.  bus.  cent.;  sya., 
pump  dir.  to  stdp.;  stdp.  cap.,  90,000  gals.,  mat. 
stl.;  res.  cap.,  90,000  gals.,  loc.  75  ft.  above 
pump.   sUtion;    2    pump,    eng.,    cap.    day    150,000 


hy( 


Is.;  mains,  c.  i.,  8  m.,  4  to  8  in.  dia.;  29 
yd.;  115  serv.;  pres..  dom.  75  lbs.,  f.  90  lbs.; 
cons,  day,  50,000  gala.;  cost,  $28,000;  cost  mtce., 
$4,000;  wks.  owned  by  Brownstown  Water  ft 
Light  Co. 

BUTLER,  p.  1,818;  f.  area,  4  a.;  mere  bldgs., 
bk.,  1  to  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm, 
in  f.  area;  causes  of  f.  inv.  F.  dept — 2  c  hand 
ex.,  1  hose  cart;  hose,  eot,  rub.  lined,  gd.,  800 
ft;  inf.,  200  ft;  tot  hose,  1,000  ft;  f.  al.,  wh.; 
val.  equip.,  $4,000;  vaL  bldgs.,  $1,000;  exp.  dept, 
$50;  tot  mem.,  12  vol. 

Water  Supply — Src,  wells,  800  It.  bus.  cent.; 
sys.    pump  dir.;  2  pump,  eng.,  cap.  day  1,000.000 

fals.;  ma.ns,   4)4    m..   4   to   12   in.   dia.;   48  hyd.; 
24  v.;  pipe,  c  1;  pres.,  dom.  50  Ibe.,  f.  80  lbs.; 
cost,  $25,000;  wks.  owned  by  dty. 

CAMBRIDGE  CITY,   p.   2,287;   f.   area,   640   a.; 

mere  bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv..  bk.  ft 
wd.,  1  to  8  stor.;  wd.  rfs.  perm.;  fwks.  ord.; 
causes  of  f.  inv.  F.  dept — 1  str.,  4  c  hand  ex., 
1  h.  ft  1.  trk.,  8  hoae  car.;  hose,  cot,  rub.  lined, 
gd.,  1,800  ft;  f.  al.,  wh.,  bell;  tot  mem.,  12, 
pd.   full  time;   undrs.   rating,  aecond  daas. 

Water  Supply — Src,  wella,  canal  ft  riv.;  aya., 
pump  d:r.;  2  pump,  eng.,  cap.  day  2.000,000 
gals.;  mains,  4  m.;   47  hyd.;  cost,  $25,000. 

CANNELTON.  p.  2,180;  f.  area,  80  a.;  mere 
bldgs.,  stn.  ft  bk.,  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.  F. 
dept. — 1  hand  eng.,  1  b.  ft  1.  trk.,  8  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  900  ft;  f.  aL,  8  bells 
ft  wh.;  tot  mem.,  80  voL 

Water  Supply — Src,  2  wells,  %  m.  bus.  cent; 
sys..  pump  to  ree.;  res.  cap.,  1,000,000  gala.;  loc 
on  hill;  2  pump,  eng.,  daaa  dup.,  cap.  aay,  800,* 

000  gals.;  mains,  wd.  ft  iron,  2  m.,  4  to  12  in. 
dia.:  45  hyd.;  400  serv.;  pipe,  iron;  prea.  dom.  ft  1 
85  lbs.;  CODS,  day,  800,000  gals.;  coat,  $85,000; 
cost  mtce.,  $1,900;  wks.  owned  by  Co.  ft  dty. 

CARBON,  p.  498;  f.  area,  80  a.  F.  dept— 1 
comb,  hand  ft  c  eng.,  1  hand  ladder  trk.,  1  hoae 
wag.;  hose,  800  ft;  vaL  equip.,  $1,000;  tot.  mem., 
17  voL 

Water  Supply — Src,  priv.  wells. 

CARTHAGE,  p.  878.  F.  dept. — 1  str.,  1  h.  ft 
I.  trk..  6  e  hand  ex..  2  hose  carts;  hose,  cot.,  rub. 
lined,  gd.,  1,000  ft;  inf.,  500  ft;  tot  hose,  1,500 
ft;  f.  a].,  bell;  val.  equip.,  $5,000;  vaL  bldga., 
$2,000;   exp.  dept,   $200;  tot.   mem.,   25  voL 

Water  Supply — Not  reported. 

CENTERVILLE,  p.  1,019.  F.  dept— 1  str.,  1 
hand  enf.,  1  li.  ft  1.  trk.,  2  hose  car.;  hoae.  1,500 
ft;  f.  al.,  bell;  tot  mem.,  25  voL 

Water  Supply — Src,  wells  ft  dstema. 

CHARLESTOWN,  p.  864.  F.  dept— 1  eng.,  1 
band  eng.;  hose,  850  ft;  f.  al.,  wo.;  tot  mem., 
17   vol. 

Water  Supply — Six  f.  dstems. 

CHESTERTON,  p.  1,400.    F.  dept — 1  hose  wag., 

1  reel;  hose.  1,900  ft;  f.  al.,  Ddl  ft  wh.;  tot 
mem.,   17   voL 

Water  Supply — Src,  well;  stdp.  cap.,  50,000 
gals.;  1  pump,  eng.,  cap.  day  400,000  gala.; 
mains,  8*/&  ni.,  8,  6  ft  4  in.  d.'a.;  82  hyd.;  24 
v.;   pres.,   dom.    45   lbs.,   f.    60   lbs. 

CHURUBUSCO,  p.  870.  F.  dept.— 1  hand  eng., 
1  hose  car.,  1  hose  cart;  hose,  1,400  ft;  tot 
mem..   87   voL 

Water  Supply — Src,  7  large  cisterns  ft  White 
riv.;  s}-s.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  80.000 
bbls.;  1  pump.,  cap.  day  460,000  gals.;  mains,  2 
to  10  in.  dia.;  23  hyd.;  pres.,  100  lbs. 

CICERO,   p.    1,500;   f.   area.  300   a.      F.  dept — 

1  c  eng.;  val.  equip..  $300;  tot.  mem.,  3  voL; 
undrs.   rating,   fourth   class. 

Water   Supply — Src,   wells. 

CLAY  CITY.  p.  1,218.     F.  dept— 1  h.  ft  1.  trk., 
1  small  double  cyl  nder  c  eng.;  vaL  equip.,  $750 
Water  Supply — Not  reported. 

CLINTON,  Vermilion  Co.,  p.  229.  F.  dept— 1 
hose  wag.,  1  h.  ft  1.  trk.,  1  hose  cart;  hose,  2,000 
ft;  tot  mem.,  17  vol.,  1  pd.  driver. 

Water  Supply — Src,  driven  wells;  sys.,  pump 
d!r.;  2  pump,  eng.,  comp.  dup.,  cap.  day  1.- 
500.000  gals.;  mains,  6%  m.;  66  hyd.;  prea.,  dom. 
40  to  50  lbs.,  f.  80  to  100  lbs. 

COCHRAN,  p.  858.  F.  dept — 1  str.,  1  hand 
eng.,  1  h.  ft  1.  trk..  1  hose  reel;  hose,  1.100  ft; 
f.  aL,  bell;  tot  mem.,  17  vol. 
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Water  Supply — Src.,  cistemi  ft  ponds. 

OOLUMBIA  OITY,  p.  3,448;  f.  area,  950  a.; 
mere,  bldgs.,  bk.,  stn.  k  wd.,  1  to  8  stor.;  priv., 
bk.  ft  wd.,  1  to  2  stor.;  wd.  rfs.  not  perm,  in 
f.  area;  (wka.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept — 1  str.,  1  h.  ft  1.  trk.,  1  hose  wag.,  2 
hose  car.,  2  hrs.;  hose,  cot.,  rub.  lined,  gd.,  2,000 
ft,;  inf.,  1,000  ft;  tot.  hose,  8,000  ft;  f.  al.. 
bell,  wh.  ft  telp.;  val.  eouip.,  $6,000;  val.  bldgs., 
$10,000;  exp.  dept,  $1,760;  tot  mem.,  42,  pd. 
full  time  8.  pd.  part  time  80. 

Water  Supply — Src,  wells,  cisterns  ft  pond; 
sys.,  pump  direct;  2  pump,  eng.,  class  comp.,  cap. 
day  2,000.000  gals.;  mains,  8  m.,  4  to  12  in. 
dia.;  82  hyd.;  met,' 22;  609  serv.;  pipe,  lead; 
pres.,  dom.  60  lbs.,  f.  120  lbs.;  cost,  $88,000; 
cost  mtce.,  $2,820;  wks.  owned  by  city. 

COLUMBUS,  p.  8.818;  f.  area.  16,000  a.;  mere, 
bldgs.,  bk.,  1  to  4  stor.;  priv..  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt  ord. 
F.  dept — 1  comb.  h.  ft  1.  trk.  ft  c.  eng.,  4  c 
hand  ex.,  8  hose  wag.,  7  hrs.;  hose,  cot.,  rub. 
lined,  gd.,  6,200  ft;  f.  al.,  Oamewell,  80  bx.; 
val.  equip.,  $4,500;  val.  bldgs.,  $6,000;  tot  mem., 
24,  pd.  full  time  8,  vol.  16. 

water  Supply — Src.^  riv..  6  blocks  bus.  cent; 
sys..  pump  dir.  to  mains;  2  pump,  eng.,  cap.  day 
8,000,000  gals.;  mains,  iron,  20  m..  4  to  20  in. 
dia.;  166  hydrants;  158  v.;  1,800  serv.;  pipe, 
iron;  pres.,  dom.  60  to  66  lbs.,  f.  100  to  110 
lbs.;  cons,  day,  2,600,000  gals.;  cost.  $200,000; 
cost  mtce.,  $9,000;  wks.  owned  by  city. 

CONNORSVILLE,  p.  7,738;  f.  area,  22  blocks; 
mere  bldgs.,  bk.  ft  wd.,  2  to  6  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 4  c.  hand  ex.,  1 
comb.  h.  ft  1.  trk.  ft  c.  eng.,  2  hose  wsg.,  2  hose 
reels,  7  hrs.;  hose,  cot,  rub.  l.ned,  gd.,  4,000  ft; 
f.  al..  bell,  81  bx.;  val.  equip..  $11,600;  val.  bldgs., 
$10,000;  exp.  dept,  $4,000;  tot  mem.,  10,  pd. 
full  time. 

Water  Supply— Src,  well,  %  m.  bus.  cent.;  sys., 
grav.  ft  dir.  pres.;  res.  cap.,  1,500.000  gals.;  2 
pump,  eng.,  cap.  day  3,000,000  gals.;  mains,  o.  i., 
26  m.,  4  to  16  in.  dia.;  200  hyd.;  110  v.;  1,350 
serv.;  pipe,  lead;  pres.,  dom.  60  lbs.,  f.  90  lbs.; 
cons,  day,  1,000,000  gals.;  cost,  $42,000;  cost 
mtce.,  $2,000;  wks.  owned  by  city. 

CONVERSE,  Miami  Co.,  p.  1,164;  f.  area,  1,280 
a.;  mere,  bldgs.,  bk..  2  to  8  stor.;  pnv.,  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  combt 
ord.;    causes  of   f.    inv.      F.   dept. — 1-h.    k   1.   trk., 

1  hose  wag.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft; 
f.  al.,  wh.;  val.  equip..  $1,000;  exp.  dept,  $100; 
tot.    mem.,    11    vol.  .     .      ^ 

Water  Supply — Src,  well,  3  blocks  bus.  cent.; 
sys.,  pump  dir.  to  mains  ft  stdp.;  stdp.  cap.,  80,000 
gals.,  mat  wd.  ft  stl.;  1  pump,  eng.,  cap.  day  170.- 
000  gals.;  mains,  c  i.,  3  m.,  4,  6  ft  8  m.  dia.; 
31  hvd.;  12  v.;  225  serv.;  pres.,  dom.  35  lbs.,  f. 
126  'lbs.;  cons,  day,  20,000  gals.;  cost  mtce., 
$1,000;  \vks.  owned  by  city. 

CORYDON,  p.  1,703.  F.  dept. — 4  hose  carts, 
4  reels:  hose,  1,000  ft;  vol.  dept 

Water  Supply — Src,  spring.  1  m.  bus.  cent.; 
sys.,  pump  to  res.;  res.  cap.,  225,000  gals.;  2 
pump,    eng.;   cap.   day,   75,000   gals.;    mams,   c.   i., 

6  m.,  4  to  10  in.  dia.;  43  hyd.;  40  v;  2  met;  2 
serv.;  pipe,  c  i.;  pres.  dom.  ft  f.,  80  lbs.;  cons, 
day,  75,000  gals.;  coat,  $17,000;  cost  mtce., 
$1,471;   wks.  owned  by  town. 

COVINGTON,  p.  2,069;  f.  srea,  600  a.;  mere 
bldgs.,  bk.,  stn.  ft  wd.,  1  to  3  stor.;  pnv.,  bk., 
stn.  ft  wd.,  1  to  2  stor.;  wd.  rfs.  not  perm.;  in  f . 
area;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  J. 
jept. — 2  hose  carts.  2  c  hand  ex.;  hose,  cot, 
rub.  lined,  gd..  1.000  ft;  rub.,  gd.,  400  ft.;  inf., 
500  ft;  tot  hose,  1,900  ft;  f.  al.,  bell  ft  wh.; 
val.  equip.,  $2,000;  exp.  dept,  $860;  tot  mem., 
10  vol.  „  .       .  .^ 

Walar  Supply — Src.  wells;  sys.,  pump  to  stdp. 
ft  dir.;   stdp.   cap.,   150,000  gals.,  dim.   1«   ^  100; 

2  pump,  eng.,  class  comp.  dup..  cap.  day  1,600.000 
gale.;  mains,  5  m.,  4  to  8  in.  dia.;  47  hyd.;  16 
v.;  serv.;  pipe,  iron;  pres..  dom.  *0  lbs.,  f.  120 
lbs.;  cost  $40,000;  cost  mtce.,  $2,600;  wka. 
owned  by  Co. 

CRAWFORDSVILLE,  p.  9,871;  f.  area,  960  a.; 
mere  bldgs.,  bk.  ft  wd.,  1  to  7  stor.;  pnv.,  bk.  ft 
wd.,  1V4  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  ft  combt.  ord.:   causes  of  f.  inv.     F.  dept— - 

7  c    hand   ex.,    1    h.    ft    1.    trk..    8    hose   wag.,    2 


hose  carts,  4  hrs.;  hoae,  cot.,  rub.  lined,  gd.,  2,800 
ft;  inf.,  2.000  ft;  tot  bote.  6.800  ft;  f.  si., 
elec,  Oamewell,  18  bx.;  vat  equip.,  $10,000; 
val.  bldgs.,  $12,000;  exp.  dept,  $9,000;  tot  mem., 
11,  pd.  lull  time. 

Watar  Supply — Src,  well  ft  spr.  H  m.  bus. 
cent;  sys.,  pump  dir.;  ret.  cap.,  672,600  gtla., 
loc  at  station;  4  pump,  eng.,  cap.  day  6.000.000 
gals.;  mains,  c  i.,  16  m.,  6  to  16  in.  dia.:  Id  I 
hyd.;  60  v.;  met,  800;  2,200  serv.;  pipe,  wrt  I; 
pres.,  dom.  60  lbs.,  f.  05  lbs.;  cona.  day,  800.000 
gals.;  wks.  owned  by  Co. 

CROWN  POINT,  p.  2,626;  f.  area,  820  a.;  mere, 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  stn.,  bk.  ft  wd.,  i 
stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv. 
F.  dept — 1  hand  eng.,  1  h.  ft  1.  trk.,  8  hose 
carts;  hose,  cot,  rub.  lined,  gd.,  1,100  ft;  inf., 
400  ft;  tot  hose,  1,600  ft;  f.  al..  bell  ft  elec; 
val.  equip.,  $2,000;  vaL  bldgs.,  $2,600;  tot  mem.. 
46  vol. 

Water  Supply — Src,  wells,  %  m.  bus.  cent: 
sys.,  pump  to  res.  ft  stdp.;  stdp.  cap.,  85,000 
gals.,  dim.  12  x  100,  mat  stl.;  res.  cap.,  10.000 
gals.;  2  pump,  eng.,  cap.  day  1,500,000  gala.; 
mains,  c  1.,  5^  m.>  4  to  8  in.  dia.;  58  h;d.; 
met,  6;  260  serv.;  pipe,  lead;  pres.,  dom.  40 
lbs.,  f.  42  to  125  lbs.;  cons,  day,  198.000  gain.; 
cost,  $42,650;  cost  mtce.,  $1,600;  wka.  owned  by 
city. 

CULVER,  p.  810;  mere  bldgs.,  bk.,  ccm.  ft  wd.. 
1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ft  combt  ord.;  csuses  of 
f.  inv.  P.  dept. — 1  h.  ft  L  trk.,  2  c.  hand  ex., 
1  hose  reel;  hose,  cot,  rub.  lined,  gd.,  1,000  It; 
fair,  600  ft;  tot  hose.  1,600  ft;  f.  al.,  bell: 
val.  equip.,  $1,600;  val.  bldgs.,  $2,000;  tot  mem.. 
16  vol.;  undrs.  rating.  4^   class. 

Water  Supply — Not  reported. 

DANA,  p.  748.     F.  dept— 1   c   eng..   1  h.  ft  L 
trk.;  hose,  300  ft;  tot  mem.,  24. 
Water  Supply — Src,  wells. 

DANVILLE,  p.  1,640;  f.  area.  20  a.;  mere  bldgs., 
bk.,  1  to  8  stor.;  pr.v.,  wd.  ft  bk.,  1  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept. — 2  hose  wag.,  1  hoae  reel.  1  hn.; 
Jiose,  cot,  rub.  lined,  gd.,  600  ft;  t  aL,  wh.; 
exp.  dept,  $300;  tot  mem.,  7,  pd.  part  time; 
undrs.  rating,  second  claas. 

Water  Supply — Src,  wells,  %  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  88,000  nl&.  dim. 
12  X  100,  mat  sti;  2  pump,  eng.,  daas  comp. 
dup.,  cap.  day  1,000.000  gals.;  mains,  c  i.,  8 
m.  IH  to  8  in.  dia.;  60  hyd.;  met.  130;  1,200 
serv.;  pipe,  galv.  i.;  pres.,  dom.  80  Iba..  f.  150 
lbs.;  cost,  $28,000;  cost  mtce,  $1,600;  wka.  owned 
by  town. 

DARLINGTON,  p.  780.  F.  dept— 2  hand  eng. 
1  h.  ft  1.  trk.,  2  hose  reels;  hose,  1,000  ft;  tot 
mem.,  10,  part  pd. 

Water  Supply — Src.  wells;  sys..  pump  dir.:  1 
pump,  eng.,  dup.,  cap.  day.  600,000  gals.;  maios, 
3  m.,  2  to  4  in.  dia.;  26  hyd. 

DECATUR,  p.  4.471;  f.  area.  80  a.;  mere  bldg«^ 
bk.  ft  stn.,  2  stor.;  priv.,  bk.  ft  wd.,  1%  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt.  ord.:  cauMs  of 
f.  inv.  F.  dept. — 1  auto,  trk.,  8  e  band  ex.,  1  k 
ft  1.  trk.,  1  hose  wag.;hose,  cot,  nib.  lined,  g<L, 
1,800  ft;  f.  al.,  bell  ft  telp.;  val.  equip.,  $7,000; 
val.  bldgs.,  $10,000;  exp.  dept,  $2,400;  tot 
mem.,  21,  pd.  full  time  3.  pd.  part  time  IS. 

Water  Supply — Src,  wells,  5  sq.  from  boa.  cent; 
sys.,  pump  dir.  to  mains;  res.  cap..  160,000  gala., 
loc  at  plant;  2  pump,  eng.,  dass  comp.  dup.,  esp. 
day  1.500,000  gals.;  mains,  e  L,  15  ra..  2  to 
16  in.  dia.;  104  hyd.;  91  v.;  607  serr.;  pipe, 
lead;  ores.,  dom.  86  to  40  lbs.,  f.  60  to  125  lb&; 
cons,  day,  60,000  gals.;  cost,  $77,000;  cost  mtce 
$2,600;  wks.  owned  by  city. 

DELPHI,  p.  2,161;  mere  bldgs..  bk.,  2  ft  > 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.:  fwks.  t 
combt  ord.;  causes  of  f.  inv.  F.  dept — 1  e  eng.. 
1  h.  ft  L  trk.,  8  hose  car.;  hose,  nib.,  gd..  1.300 
ft;  f.  al.,  bell  ft  wh.;  val.  equip.,  $5,0O4>:  vaL 
bldgs.,  $1,800;  exp.  dept,  $900;  tot  mem..  15. 
pd.  part  time;  undra.  rating,  second  dass. 

Water  Supply — Src,  spr.,  8  m.  bus.  cest:  svs.. 
grav.,    pump   to   stdp.   ft    dir.;    stdp.    can.,   •8,000 

frals.,  mat.  e  i.;  res.  cap.,  860.000  gala,  loe  at 
oot  Union  st;  mains,  c.  L,  t%  m.:  56  byd: 
676  serv.;  pipe,  lead;  pres..  dom.  40  lbs.,  t  100 
lbs.;  cona.  day,  800,000  gait.;  coat,  $85,000;  ostt 
mtce.,  $6,000;  wks.  owned  by  dty. 
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DENVER,  p.  776.    F.  dept — 1  c.  eng..  1  h.  4e  L 
trk. 
Water  Supply — Src,  wells  &  cittenis. 

DUQOER,  p.  1»226;  f.  area»  4  a.;  mere,  bldgs., 
bk.  k  wd.,  1  ft  2  ator.;  pr!v.,  \rd.,  1  ft  2  ator.; 
ird.  rfa.  are  not  perm,  in  f.  area;  fwka.  ft  combt. 
Old.;  causes  of  f.  inv.  F.  dept.--~0.  hand  ex.;  7 
vol.:  val.  equip.,  $500;  undra.  ratinsr,  fifth  claaa. 

Water  Supply — ^Not  reported. 

DUNKIRK,  p.  8,0S1;  mere  bidgs.,  bk.,  1  to  S 
■tor.;  priy.,  wd.,  2  ator.;  wd.  rfa.  not  perm.  In  f. 
area;  fwka.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept — 5  a  hand  ex.,  1  h.  wag.,  2  hra.;  hoae,  cot., 
rub.  lined,  gd.,  1,100  ft;  inf.,  400  ft;  tot.  hoae, 
1,500  ft;  f.  al..  bell  ft  wh.;  val.  equip.,  $1,800; 
ral.  bldga.,  $6,000;  ezp.  dept,  $820;  tot.  menu,  15 
▼ol. 

Water  Supply — Src.,  wella,  in  bus.  cent.;  ays., 
pump,  dir.;  2  pump,  eng.,  class  vert,  cap.  day 
1.725,000  gals.;  maina,  iron.  10  m.,  4  to  8  in. 
dia.;  62  hyd.;  825  serr.;  pipe,  iron;  pres.,  dom. 
60  lbs.,  f.  120  Iba.;  cost,  ?85,000;  cost  mtco., 
11,800;   wka.  owned  by  city. 

EAST  CHICAGO,  p.  10,008;  f.  area,  8.500  a.; 
mere,  bldga.,  bk.  ft  wd.,  2  ft  8  stor.:  priv.,  wd..  2 
•tor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 2  h.  ft  1.  trk., 
2  hose  wag..  2  f.  eng.,  1  hose  cart,  5  hra.;  hose, 
cot.,  rub.  lined,  gd.,  8,000  ft.;  f.  al..  wh.;  val. 
equip.,  $4,500;  val.  bldgs.,  $40,000;  tot.  mem.,  18 
vol. 

Water  Supply — Src.,  lake,  2  m.  bus.  cent;  sys., 
pump  to  stdp*;  Btdp.  cap.,  250,400  gala.,  dim. 
16  X  100.  mat  iron;  4  pump,  eng.,  cap.  day  9,- 
000,000  gals.;  mains,  c.  i.,  107,000  ft,  4  to  80 
in.  dia.;  204  hyd.:  met,  42;  2.144  aerv.;  pipe, 
lead;  preii.,  dom.  55  Ibn..  f.  70  \h».;  cons,  month, 
3,000,000  gaU.:  co«t,  $143,000;  coU  mtce.,  $vS,- 
400;  wks.  owned  by  C.  H.  Oeist  Co.  of  Phils., 
Pa. 

EATON,  p.  1,428;  f.  area,  2  blocks;  mere,  bldgs., 
moetly  bk.;  height  of  mere,  bldgs.,  1  to  2  stor.; 
priv.  dwellings,  wd.,  1  to  2  stor.;  wd.  rfn.  perm, 
in  f.  area;  fwka.  ft  combt.  ord.;  causes  of  f.  inv. 
F  dept. — 1  c.  eng.,  2  c.  hand  ex..  1  h.  ft  1.  trk.; 
hose,  cot.,  rub.  lined,  gd.,  100  ft;  rub.,  gd..  200 
ft;  inf.,  200  ft:  tot  hose,  500  ft;  f.  al..  bell;  val. 
equip.,  $600;  val.  bldga.,  $1,000;  tot  mem.,  12 
vol. 

Water  Supply — Src,  wells,  in  bus.  cent,  cap. 
12,000  gals.;  dim.,  12  x  12  ft;  mains,  iron,  2 
to  4  in.  dia.;  pres.,  dom.  25  Iba.,  f.  80  lbs.;  cost, 
$3,000;    wks.    owned   by    Co. 

EDINBURQ,  p.  2,040;  f.  area,  550  a.;  mere, 
bldgs.,  bk.  ft  stn.,  1  to  3  stor. ;  priv.,  bk.,  stn.  ft 
wd.,  1  ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept. —  1  comb, 
h.  ft  1.  trie,  1  c  hand  ex.,  1  hose  wag.,  1  hra.; 
hose,  1,500  ft.;  f.  aL,  bell  ft  wh.;  val.  eoulp., 
$1,875;  exp.  dept,  $2,500;  tot.  mem.,   15  vol. 

Water  Supply — Src.,  well,  ^  m.  bus.  cent.;  ays.* 
pump  to  etdp.;  atdp.  cap.,  42,000  gala.;  dim.,  18  x 
50;  mat,  sheet  i.;  loc.  on  hill,  70  ft.  above  main 
at;  2  pump,  eng.,  daas  comp.  dup.,  cap.  day  8,000,- 
000  gala.;  mains,  c.  i.,  8  m.,  4  to  8  in.  dia.;  88 
hyd.;  176  serv.;  pipe,  lead;  pres.,  dom.  45  Iba.,  f. 
00  lbs.;  cost,  $21,000;  ooet  mtce.,  $550;  wka. 
owned  by  city. 

ELKHART,  p.  10,282;  f.  area,  8,700  a.;  mere, 
bldgs.,  Btn.  ft  bit,  2  to  4  ator.;  priv.,  bk.  ft  wd.,  1V4 
stor.:  wd.  rfs.  not  perm.;  fwu.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 1  auto,  atr.,  1  comb.  c. 
ft  h.  wag.,  10  c.  hand  ex.,  1  h.  ft  1.  trk.,  8  hose 
carta.  12  hra.;  hose,  cot,  rub.  lined,  gd.,  10,000  ft.; 
inf..  2.000  ft.;  tot  hoae,  12,000  ft;  f.  al..  Game- 
well.  40  bx.:  val.  equip..  $21,500;  val.  bldss.,  $46,- 
500;  exp.  dept,  $47,046;  tot  mem.,  27;  undra. 
rating,  aecond  daas. 

Water  Supply — Src.,  wells,  %  m.  bus.  cent;  aya., 
pump  dir.;  5  pump,  eng.,  ciaae  dup.,  cap.  day  21,- 
000.000  nla.;  mains,  iron,  40^  m.,  6  to  24  in. 
dia.;  if 85  hyd.;  met.,  8,000;  pipe,  lead;  prea.,  dom. 
50  lbs.,  f.  80  to  100  Ibe.;  cona.  day,  8.000,000 
gals.:  coet,  $475,000;  cost  mtce.,  $21,000;  wka. 
owned  by  Co. 

ELWOOD,  p.  11,028;  f.  area,  80  a.;  mere,  bldga., 
bk.,  stn.  ft  wd..  1  to  4  ator.;  priv.,  wd.,  2  ator.; 
wd.  rfa.  not  perm.;  fwka.  ft  combt  ord.;  cauaea  of 
f.  Inv.  F.  dept — 1  comb.  c.  ft  h.  wag.,  4  c.  hand 
ex.,  1  h.  ft  1.  trk.,  2  boee  wag.,  6  hrs.;  hose,  cot, 
rub.  lined,  gd.,  4,000  ft.;  inf.,  500  ft.;  tot  hose, 
4,600    *t.;   f.   al.,   Oamewell,    20   bx.;   val.   equip.. 


$0,000;  val.  bldga..  $45,000;  exp.  dept,  $6,000; 
tot  mem.  8,  pd.  full  time;  undra.  rating,  fourth 
elaae. 

Water  Supply — Src.,  wella,  H  m.  bua.  cent;  aya., 
pump  dir.;  rea.  cap.,  1,500,000  gala.;  8  pump,  eng., 
cap.  day,  6,000,000  gala.;  maina,  c.  L,  12  m.,  4  to 
14  in.  dia.;  152  hyd.;  51  v.;  met,  810;  1.148 
aenr.;  pipe,  iron;  prea.,  dom.  40  lbs.,  f.  100  lbs.; 
cons,  day,  760,000  gala.;  cost  mtce.,  $8,000;  wka. 
owned  by  Co. 

ENGLISH,  p.  688;  f.  area,  850  a.  F.  dept.—l 
hose  cart.,  600  ft.  hoae;  al.,  bell. 

Water  Supply— Src,  spr.;  ays.,  dir.  pres.;  maina, 
2H  in-i  4  to  6  in.  dia.;  2  hyd.;  pres.,  dom. 
45  lbs.,  f.  55  lbs.;  costt,  $15,000;  cost  mtce., 
$200;  wka.  owned  by  priv.  Co. 

EVANSVILLE,  p.  60,647;  f.  area,  88,000  a.;  mere, 
bldga.,  stn.,  bk.  ft  wd.,  1  to  7  ator.;  priv.,  stn.,  bk* 
ft  wd.,  2  ator.;  wd.  rfa.  not  perm.;  oombt.  ord.; 
cauaes  of  f.  inv.  F.  dept — 5  str.,  1  c  eng.,  24  c. 
hand  ex.,  1  auto.  h.  ft  L  trk.,  1  comb.  auto,  c  ft  h. 
wag.,  1  aer.  trk.,  10  hoee  wag.,  2  combined  c.  ft  h. 
wag.,  45  hra.;  hose,  cot,  rub.  lined,  gd.,  18,000  ft; 
inf.,  1,000  ft.;  tot.  hose,  10,000  ft.;  f.  al..  Game* 
well,  84  bx.:  val.  equip.,  $70,000;  vaL  bldgs.,  $80,- 
000;  exp.  dept,  $85,000;  tot  mem.  87,  pd.  full 
time;  undrs.  rating,  flrat  clasa. 

Water  Supply — Src,  riv.,  1  m.  bua.  cent.;  aya., 
pump  dir.;  2  pump,  eng.,  claaa  trip,  exp.,  cap.  day 
20,000,000  gala.;  maina,  c.  i.,  110.7  m.,  4  to  80 
in.  dia.;  701  hyd.;  met,  50;  10,400  serv.;  1,282 
v.;  pipe,  galv.  ft  wrt.  i.;  prea.,  dom.  60  Iba.,  f.  100 
Iba.;  cona.  day,  0,000,000  gals.;  cost,  $1,500,000; 
cost  mtce.,  $38,000;  wks.  owned  by  city. 

FAIRMOUNT,  p.  2,506;  f.  area,  680  a.;  mere, 
bldga.,  bk.  ft  atn.,  2  ator.:  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  of 
f.  im.  Ir.  dept. — 1  h.  Jic  I.  trk.,  1  hose  wag..  1 
hose  reel,  1  hrs.;  hoae,  cot,  rub.  lined,  gd.,  2,000 
ft.;  I.  Al.,  telp.;  val.  equip.,  $2,000,  vid,  bldgs., 
$1,000;  e.xp.  dept.  $300;  tot.  mem.,  10  vol.; 
undrs.  rating,  first  class. 

Water  Supply — Src.^  7  wells,  1  sq.  bus.  cent.; 
sys.,  pump  dir.  to  mains;  2  pump,  eng.,  cap.  day, 
750.000  gals.;  mains,  c.  i.,  4  m.,  4  to  10  in.  dia.; 
41  hyd.;  650  serv.;  pipe,  galv.  i.;  pres.,  dom. 
4  5  lbs.,  f.  65  lbs.*  cost,  $16,000;  cost  mtce., 
$3,500;  wks.  owned  by  city. 

FARMERSBURQ,  p.  1,115;  f.  area,  640  a.  F. 
dept — 1  c.  eng.;  hoae,  cot.,  rub.  lined,  1,000  ft.; 
tot.  mem.  15,  pd.  part  time;  val.  equip.,  $1,200; 
vaL  bldgs.,  $1,000;  exp.  dept.,  $100;  undrs.  rat- 
ing, fourth  claaa. 

FARMLAND,  p.  007.  F.  dept. — 1  c.  eng.,  1  hand 
eng.,  1  comb.  c.  ft  h.  wag.,  1  h.  ft  1.  trk.;  hoee, 
1,000  ft;  tot.  mem.  26,  pd.  part  time. 

Water  Supply — Src,  datema. 

FLORA,  p.  1,886;  t  area,  4%  a.  F.  dept — 1 
eomb.  hand  ft  c.  eng.,  1  h.  ft  1.  trk.,  1  hoae  cart; 
vol.  dept.;  500  ft.  hose;  bell  aL;  val.  equip.,  $1,000; 
val.  bldga.,  $600. 

Water  Supply — Src,  14,425  ft.  of  maina,  8  ft  6 
in.  dia.,  ft  35  hyd.,  3  v. 

FORTVILLE,  p.  1,174;  bldgs.,  wd.  ft  bk.;  wd. 
rfs.  perm.  V.  dept. — 1  hand  eng.,  1  h.  ft  1.  trk.; 
hose,  cot.,  rub.  lined,  gd.,  200  ft;  f.  aL,  bell;  tot. 
mem.,  8  vol. 

Water  Supply — Src,  wells. 

FT.  WAYNE,  p.  68,083;  mere  bldga.,  bk.  ft  atn.. 
8  to  6  stor.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.;  wd.  rfs. 
not  perm.;  fwks.  ft  combt  ord.  F.  dept. — 8  str.,  1 
c  eng.,  4  c.  hsnd  ex.,  1  h.  ft  1.  trk.,  2  aer.  trk.,  8 
hose  wag.,  5  comb.  c.  ft  h.  wag.,  1  aupply  wag.,  48 
hrs.;  hose,  cot,  rub.  lined,  go.,  15.000  ft.;  f.  aL, 
Oamewell,  108  bx.;  val.  equip.,  $80,000;  vaL  bldga., 
$150,000;  exp.  dept,  $85,000;  tot.  mem.  82,  pd. 
full  time;  undra.  rating,  flrat  claaa. 

Water  Supply — Src,  48  wella,  %  m.  bua.  cent; 
cons.,  7,000,000  gala,  day:  aya.,  pump  to  res.  ft 
dir.;  res.  cap.,  6,500,000  gale.;  loc  1  m.  aouth  city; 
8  pump,  eng.,  daas  hor.  vert,  ft  dup.,  cap.  day  16,- 
200,000  gab.;  maina,  c.  L,  lldH  m.,  8  to  80  In. 
dia.;  884  hyd.;  030  v.;  met.,  4,000;  12,000  aerv.; 

{»ipe,  lead;  prea.,  dom.  40  to  45  lbs.,  f.  40  to  46 
bs.;  cona.  day,  8,500,000  gala.;  coat,  $1,467,800; 
cost  mtce.,  $81,478;  wks.  owned  by  city. 

FOWLER,  Benton  Co.,  p.  1,401;  mere  bldgs.,  bk., 
atn.  ft  iron,  2  ator.:  wd.  rfa.  not  perm.;  no  fwks. 
ft  combt.  ord.  F.  dept. — 1  eng.,  1  h.  ft  1.  trk.,  2 
hose  wag.,  2  hose  car.;  hose,  cot.,  rub.  lined,  gd., 
1,500    ft;    inf.,    400    ft;    tot    hose,    1,000    ft.;    t. 
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aL,   telp.   ft  wh.;   val.   equip.,   |2,500;   val.   bldgs., 
9500;  exp.  dept.,  $1,800;  tot.  mem.,  20  vol. 

Wat«r  Supply — Src,  wellB,  100  rods  bin.  cent.; 
■yt.,  pump  to  res.,  to  stdp.  ft  dir.;  stdp.  cap.,  94,- 
600  gals.;  res.  cap.,  0,450  gals.;  2  pump,  tag.,  cap. 
day  500,000  gals.;  mains,  5  m..  4  to  8  in.  dla.;  51 
hyd.;  800  serv.;  pres.,  dom.  40  lbs.,  f.  100  lbs.;  cost, 
$85,000;  cost  mtce.,  $1,200;  wks.  owned  by  Co. 

FRANKFORT,  Clinton  Co.,  p.  8,684;  mere,  bldgs., 
bk.,  1  to  8  sior.;  priv.,  stn.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept.-~2  c.  hand  ex»,  2  boss 
wag.  with  ladders  attached,  2  hrs.;  hose,  oot.,  rub. 
lined,  gd.,  2,800  ft.;  rub.,  gd.,  600  ft.;  tot.  hose, 
2,800  ft.;  f.  al.,  bell;  val.  equip.,  $8,600;  HL 
bldgs.,  $6,500;  ezp.  dept.,  $4,986;  tot.  mem.  6,  pd. 
full  time. 

Wattr  Supply — Src,  wells;  sys.,  pump  dir.;  res. 
cap.,  1,000,000  gals.;  2  pump,  eng.,  class  oomp. 
dup.,  cap.  day  7,000,000  gals.;  mains,  wrt  ft  c.  L, 
26  m.;  269  hyd*;  190  ▼.;  met.,  216;  2,600  serv.; 
pipe,  galv.  ft  wrt.  L;  pres.,  dom.  55  lbs.,  f.  65  to 
100  lbs.;  cons,  day,  1,000,000  gals.;  cost,  $226,- 
000;  cost  mtce.,  $8,000;  wks.  owned  by  Co. 

FRANKLIN,  Johnson  Co..  p.  4,602:  f.  srea  1,000 
a.;  mera  bldgs.,  bk.,  2  ft  8  stor.;  priv.,  bk  ft  wd., 
1  ft  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 1  comb,  a  ft  h.  wag., 
1  h.  ft  1.  trk,,  1  hose  wag.,  2  fas-s.;  hose,  cot,  rub. 
gd.,  1,250  ft.;  inf..  500  ft.;  tot  hose,  1.750 
ft;  f.  al.,  bell;  val.  equip.,  82,600;  exp.  dept, 
$2,400;  tot  mem.,  9,  pd.  full  time  8,  voL  6;  undn 
rating,  third  class. 

Water  Supply — Src.,  wells;  sys..  pump  to  res.  ft 
stdp.;  stdp.  cap.,  150,000  gals.;  dim.,  12 %  x  40; 
mat,  Btl.;  res.  cap.,  200.000  gals.;  2  pump,  eng., 
class  comp.  dup.,  cap.  day  2,000,000  gals.;  mains, 
24  m.,  4  to  12  in.  dia.:  90  hyd.;  met,  26;  1,000 
serv.;  pres.,  dom.  60  lbs.,  f.  60  lbs.;  cons,  dsy, 
800,000  gals.;  cost,  $200,000;  cost  mtce.,  $12,000; 
wks.  owned  by  Co. 

FRENCH  LICK,  p.  8,170;  f.  area,  26  a.;  mere, 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  to  8 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept-~2  h,  car.;  hose, 
cot,  rub.  lined,  gd.,  1,260  ft.;  f.  al.,  bell;  vaL 
equip..  $1,500;  exp.  dept.,  $66;  tot.  mem.  72,  pd. 
part  time  22,  voL  60;  undrs.  rating,  fifth  class. 

Watsr  Supply — ^Not  reported. 

GARRETT,  p.  4,149;  f.  area,  1,000  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  1  to  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  combt.  ord.;  causes  of  f.  inv.  F. 
dept — 1  hand  eng.,  20  c.  hand  ex..  2  hose  carts,  2 
hrs.;  hose,  cot,  rub.  lined,  gd.,  2,600  ft.;  rub.,  gd., 
800  ft;  bif.,  1.000  ft.;  tot  hose,  8,800  ft;  f.  aL, 
wh.  ft  telp.;  val.  equip.,  $2,000;  val.  bldgs.,  $600; 
exp.  dept,  $800;  tot.  mem.,  80  vol. 

Wattr  Supply — Src.,  wells,  700  ft  bus.  cent; 
sys.,  pump  dir.;  2  pump,  eng.,  cap.  day  2,000,000 
gals.;  mains,  18  m.,  4  to  12  in.  dia.;  68  hyd.;  800 
serv.;  pres.,  dom.  45  lbs.,  f.  70  to  90  lbs.;  cost, 
$65,000;  cost  mtce.,  $4,000;  wks.  owned  by  city. 

GARY,  p.  16,802;  f.  area,  800  a.;  mere  bldgs., 
bk.,  stn.  ft  wd.,  2  to  8  stor.;  priv.,  bk.,  stn.  ft  wd., 
1  to  8  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  auto, 
str.,  1  plain  h.  ft  1.  trk.,  1  auto.  comb.  trk.  ft  souad 
wag.  with  c.  tank,  8  auto,  hose  trk.,  1  auto,  hose 
trk.  with  c.  tank,  2  c.  hand  ex.,  4  hrs.;  hose,  cot, 
rub.  lined,  gd.,  12,000  ft.;  c.,  600  ft;  tot  hose, 
12,600  ft;  f.  al..  telp.,  20  bx.;  vaL  equip.,  $66,000; 
vaL  bldgs.,  $80,000;  exp.  dept,  $66,820;  tot  mem. 
118,  pa.  full  time  48,  vol.  75;  undrs.  rating,  third 


Water  Supply — Src.,  Lake  Michigan;  dir.  pres. 
sys.  with  stdp.,  cap.  800,000  gals.;  4  pump,  eng., 
cap.  day  20,000,000  gala.;  860  hyd.;  mains,  40  m., 
6  to  80  in.  dia. 

GAS  CITY,  p.  3,224;  f.  area,  640  a.;  mere, 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  not  perm.;  no  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 2  h.  ft  I  trk..  1  supply 
wag.,  2  hose  car.,  1  hrs.;  hose,  cot,  rub.  lined,  gd., 
900  ft;  f.  al.,  telp.  ft  bell,  15  bx.;  val.  eqmp., 
$2,000;  exp.  dept,  $1,000;  tot  mem.  19,  pd.  full 
time  5,  vol.  14;  undrs.  rating,  second  dass. 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  sy*-f 
pump  dir.;  res.  cap.,  250,000  gals.;  2  pump,  ens., 
dass  oomp.,  cap.  day  1,600,000  gals.;  mains,  c.  L, 
12  m.,  4  to  12  inTdia.;  60  hvd.;  90  v.;  660  serv.; 

Jipe,  galv.  i.;  pres.,  dom.  80  lbs.,  f.  120  lbs.;  cost, 
88,000;  cost  mtce.,  $8,600;  wks.  owned  by  dty. 


GENEVA,  Adams  Co.,  p.  1,140;  mere  bldgs..  bk., 
2  stor. ;  priv.,  bk.,  1  to  2  stor. ;  wd.  rfs.  not  perm, 
in  f.  area;  causes  of  f.  inv.  F.  dept — 2  e.  ««., 
12  c  hand  ex.,  1  h.  ft  L  trk.;  f.  aL,  tdp..  15  bx.; 
val.  equip.,  $1,000;  exp.  dept,  $100;  tot  mem., 
25;  undrs.  rating,  fifth  dass. 

GOSHEN,  p.  8,614;  f.  area,  820  a.;  mere  bldgi., 
bk.,  1  to  8  stor.;  priv.,  bk.,  2  stor.;  wd.  ris.  not 

Eerm.  in  f.  srea;  fwks.  ft  combt  ortL;  cauMs  of  f. 
IV.     F.  dept. — 12  c  hand  ex.,  2  h.  ft  L  trk.,  5 
hose  car.,  1  hose  red,  6  hrs.;  hose,  oot.,  rub.  Used, 

?d.,  6,000  ft;  f.  al.,  Oamewell,  29  bx  ;  vaL  equip., 
2,640;   vaL    bldgs.,    $8,000;    exp.    dept.,   $6,998; 
tot.  mem.  27,  pd.  full  time  6,  pd.  part  time  21. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp.  k 
dir.;  stdp.  cap.,  266,000  gals.;  dun.,  18  x  140; 
mat.,  iron;  2  pump,  eng.,  cap.  day  8,000,000  gila: 
mains,  iron  ft  wd.,  26  m.,  6  to  20  in.  dla.;  SOS 
hyd.;  71  v.;  met.,  918;  1,902  aerv,;  pipe.  gslv.  L 
ft  lead;  pres.,  dom.  60  lbs.,  f.  60  to  100  lbs.;  com. 
day,  1.222,775  gals.;  cost,  $8,262;  wks.  owned 
•by  city. 

GREENCASTLE,  p.  8,790;  f.  area,  8%  m.;  mere, 
bldgs.,  bk.  ft  stn.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  onL: 
causes  of  f.  inv.  F.  dept — 4  c  hand  ex.,  2  h.  It  L 
trk.,  1  hose  wag.,  4  hrs.;  hose,  cot,  mb.  lined,  sd., 
1.200  ft;  f.  al.,  Gamewdl,  16  bx.;  vaL  eqidpu, 
$5,600;  vaL  bldgs.,  $7,000;  exp.  dept,  $2,850; 
tot.  mem.  4,  pd.  full  time. 

Wstsr  Supply — Src.  creek,  2  m.  bus.  cent;  sfn. 
pump  to  stdp.;  stdp.  cap.,  400,000  gals.;  dim.,  ti 
X  140;  loc  In  town;  mat,  stL;  2  pump,  eng.,  csp. 
day  2,600.000  gals.;  mains,  c  L,  14  m..  6  to  16 
in.  dia.;  100  hyd.;.  62  v.;  met,  200;  700  serv.: 
pipe,  wrt  L;  pres.,  dom.  80  lbs.,  f.  80  lbs.;  ooai. 
day,  700.000  gals.;  wks.  owned  by  Co. 

GREENFIELD,  p.  4,448;  f.  area,  800  a.;  mere, 
bldgs.,  bk..  2  to  6  stor;  priv.,  wd.,  1  to  8  etor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  ol 
f.  inv.  F.  dept — 2  c  hand  ex.,  1  h.  ft  L  tik..  1 
hose  wag..  4  hrs.;  hose,  oot,  rub.  lined,  gd.,  2.600 
ft;  inf.,  500  ft.;  tot  hose,  8,000  ft;  f.  sL,  «b.; 
vaL  equip.,  $4,000;  vaL  bldgs.,  $8,000;  exp.  dept., 
$1.60'0;  tot.  mem.,  12  vol. 

Water  Supply-^rc,  wells;  qts.,  pomp  dir.;  ns. 
cap.,  60,000  gals.;  2  pump,  eng.,  class  oomp.  dap., 
cap.  day  1,000,000  gals.;  mains,  c  L,  8  nu,  4  to  U 
in.  dia.;  89  hyd.;  met.,  826;  800  serv.;  pres.,  dosL  4S 
lbs.,  f.  120  lbs.;  cons,  day,  226,000  gals.;  eoit, 
$61,000;  cost  mtce.,  $6,000;  wks.  owned  by  dty. 

GREEN8BURG,  p.  5,420;  t  area,  400  a.;  meet, 
bides.,  bk.  ft  stn.,  2  to  4  stor.;  priv..  bk.  ft  vd..  1 
to  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  str.,  4  c  hand 
ex.,  1  h.  ft  L  trk..  1  hose  wag.,  1  ho.~e  oirt,  4 
hrs.;  hose,  cot,  rub.  lined,  gd.,  2,000  ft;  f.  al. 
telp.;  val.  equip.,  $10,000;  vsL  bldgs..  $7,000;  op. 
dept..  $2,260;  tot  mem.,  16,  pd.  full  time  S.  U 
vol. 

Water  Supply — Src.  wdls,  1%  m.  bus.  ecat; 
sys.,  pump  dir.;  mat,  bk.  ft  cem.;  res.  cap.,  600,001 

Sale.;  loc  IH  m.  court  house;  2  pmnp.  eng..  csp. 
ay  3.000,000  gala.;  maina,  c  L.,  18  m..  4  to  11 
in.  dia.;  160  hyd.;  85  v.;  met,  75;  1,400  serv.: 
pipe,  galv.  L;  pres.,  dom.  40  lbs.,  t.  100  lbs.;  cow. 
day,  500,000  gals.;  cost,  $810,000;  wks.  owned  by 
Co. 

QREENTOWN,  p.  1,166;  f.  area,  280  a.;  nun. 
bldgs.,  bk.,  6tn.  ft  wd.,  1  ft  2.  stor.;  priv.,  vd.,  1 
ft  2  etor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  * 
Combt.  ord.;  causes  of  f.  inv.  F.  dept — 1  comb.  e. 
ft  h.  wag.,  1  c.  eng.,  1  h.  ft  1.  trk.;  hose,  cot., 
rub.  lined,  gd.,  1,100  ft;  f.  aL,  wh.;  ^'aL  equip-, 
$1,000;  vaL  bldgs.,  $50;  exp.  dept,  $80:  ^; 
undps.   rating,  second  dass. 

Water  Supply — Src,  8  wells,  H  »-  *»«•  «•"'•• 
sys.,  pump  to  stdp.;  stdp.  cap.,  40,000  ^us-; 
2  pump,  eng.,  cap.  day  140,000  gali.;  160  ny«-; 
6  v.;  180  serv.;  pres.,  dom.  40  lbs.,  f.  100  Toi.: 
cost,   $7,000;   wks.   owned  by  priv.  Co. 

GREENWOOD,  p.  1,608.  F.  dept — 4  c  ex..  S 
hose  car. ;  hose,  2,000  ft ;  aL,  bell  ft  wh. 

Water  Supply — Sya,,  pump.;  2  pumps,  dup.,  m^ 
2.000,000  gals,  day;  mains,  8  m.,  4  to  12  In.  As-. 
42  hyd.;  pres.,  dom.  56  to  65  lbs.,  t  100  to  Ut 
lbs. 

HA6ERST0WN,  p.  936;  f.  ares,  400  sl:  tntn. 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  prit..  wd..  I  to  J 
stor.;  wd.  rfs.  not  perm.;  no  fwki.  or  towbt.  «fM.; 
causes  of  f.  inv.  F.  dept — 1  c.  eng.,  1  hose  «f - 
1    h.    ft    L    trk.;    hose,    cot,    nib.    lined.    600   ft: 
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f.  al.,  bell;  ▼»!.  equip.,  $900;  val.  bldga.,  $1,000; 
exp.  dept.,  $70;  tot  mem.,  20;  undra.  rating, 
fourth    class. 

Water  Supply — Src.,  epr. 

HAMMOND,  Uke  Co.,  p.  20,025;  mere,  bldgs., 
8tn.  A  bk.,  2  to  4  stor.;  priv.,  wd.  ft  bk.,  1  to  2 
stor.;  wd.  rfe.  not  perm,  in  f.  area;  fwke.  ft  oombt. 
ord.;  causes  of  f.  inv.  F.  dept. — 2  str.,  8  comb, 
a  ft  h.  wag.,  2  c.  eng.,  10  c.  hand  ex.,  2  h.  ft  1. 
trk.,  2  hose  wag.,  17  hrs.;  hose,  oot.,  mb.  lined, 
gd.,  8,400  ft;  c,  1,000  ft;  tot  hose,  0,400  ft.; 
f.  al.,  Gamewell,  41  bx.;  val.  equip.,  $42,240;  ml. 
bldgB.,  $44,824;  exp.  dept,  $42,617;  tot  mem.  84, 
pd.   full  time. 

Water  Supply — Src,  lake,  5  m.  bus.  cent;  sys., 
dir.;  4  pump,  eng.,  cap.  day  28,000,000  sals.; 
mains,  c  i.,  78  8-5  m.,  4  to  24  in.  dia.;  852  iiyd.; 
225  v.;  met.,  408;  8,800  senr.;  pipe,  galT.  i.;  pres., 
dom.  60  lbs.,  f.  110  lb>;  cons,  day,  8,000,000  gals.; 
cost,  $500,000;  cost  mtce.,  $15,000;  wks.  owned 
by  city. 

HARTFORD  CITY,  p.  6,187;  t  area,  1,280  a.; 
mere  bldn.,  bk.  ft  stn.,  2  ft  8  stor.;  wd.  rfs.  not 
perm.;  fwls.  ft  oombt  ord.  F.  dept— -1  hand  eng., 
2  c.  hand  ex..  1  h.  ft  L  trk.,  1  aer.  trk.,  1  hose 
wag.,  1  supply  wag.;  hose,  cot,  rub.  lined,  gd., 
8.000  ft;  mb.,  gd.,  800  ft.;  inf.,  700  ft.;  tot 
hose,  4,500  ft.;  f.  al.,  wh.  ft  bell;  raL  equip., 
$5,000;  val.  bldn.,  $10,000;  exp.  dept,  $1,150; 
tot.  mem.  18,  pd.  fuU  time  1;  undrs.  rating,  sec- 
ond cliias. 

Water  Supply — Src.,  wells,  %  m.  bus.  cent.;  sys., 
pomp  to  res.  ft  dir.;  res.  cap.,  800,000  gals.;  loe. 
near  station;  2  pump,  eng.,  sice  16  x  18  z  12,  cap. 
day  2,000,000  gals.;  mams,  iron,  20  m.,  4  to  12 
in.  dia.;  85  hyo.;  26  v.;  met,  1,046;  1,046  serr.; 
pipe,  lead;  pres..  dom.  75  to  80  lbs.,  f.  100  to 
150  lbs.;  cons,  day,  800,000  gals.;  wks.  owned  by 
city. 

HEBRON,  p.  821;  f.  area,  160  a.;  mere,  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  comb.  c.  ft  h.  wag., 
c   hand  ex..  1  h.  ft  1.  trk.;  hose,  cot.,  rub.  lined, 

gd..    250   ft;   f.   al..   bell;   val.   equip.,   $500;   val. 
Idgs.,  $500;  exp.  dept,  $100;  tot.  mem.,  25  vol. 
waterwks.  to  be  installed. 

HOB  ART,  p.  1,758;  f.  area,  6  a.;  mere,  bldgs., 
bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt.  (m^.  F.  dept — 2  hand  eng., 
5  c.  hand  ex.,  1  h. 'ft  1.  trk.,  25  rub.  buckets,  2 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  600  ft;  vaL 
equip.,  $1,500;  vaL  bldgs.,  $500;  tot.  mem.,  80 
vol. 

Water  Supply — ^Src,  creek,  8  blocks  bus.  cent; 
sys.,  pump  to  res.  ft  strip.;  stdp.  cap.,  51,000  gals.; 
re*,  cap.,  10,500  ^als.;  1  pump,  eng.,  cap.  day, 
144,000  gals.;  mains,  c.  i.,  4  m.,  4  to  8  in.  dia.; 
38  hyd.;  125  aerv.;  6  v.;  6  met;  pres.,  dom.  40 
lbs.,  f.  60  lbs.;  cost,  $28,000;  cost  mtce.,  $1,250; 
wks.    owned  by  city. 

HOWELU  p.  1,421;  mere,  bldgs..  wd.     P.  dept — 

1  hand  eng.,  1  gas  eng.;  hose,  1,400  ft;  tot.  mem., 
8  vol. 

Water  Supply — ^Not  reported. 

HUNTiNGBimG,  p.  2,464;  f.  area,  1,040  a.; 
mere-  bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv..  bk.  & 
wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  hand 
eng.,  1  h.  ft  I.  trk.,  8  hose  reels;  hose,  oot.,  rub. 
lined,  gd.,  1,000  ft;  inf.,  800  ft;  tot.  hose,  1,800 
ft.;  f.  al.,  bell;  val.  equip.,  $1,500;  val.  bldgs., 
$7,000;  exp.  dept,  $203;  tot  mem.  10,  pd.  part 
time. 

Water  Supply — Src,  2  artificial  lakes,  cap.  100,- 
000,000  gals.,  IH  m.  bus.  cent;  sys.,  pump  to 
stdp.  ft  dfir.;  2  stdp.,  cap.  247,000  gals.;  2  pump, 
eng.,  class  dup.,  cap.  day  1,000,000  nls.;  mains, 
c.  i.,  10  m.,  4  to  12  in.  dia.;  50  hyd.;  met.,  90; 
425  serv.;  pres.,  dom.  65  lbs.,  f.  85  to  100  lbs.; 
cost,  $52,000;  cost  mtce.,  $2,500;  wks.  owned  by 
city. 

HUNTINGTON,  p.  10,272;  f.  area,  5,500  a.; 
mere,  bldgs.,  bk.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  1  ft 

2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.^  F.  dept — 2  str.,  4  c.  hand  ex., 
2  comb.  c.  ft  h.  wag.,  1  h.  ft  I.  trk.,  6  hrs.;  hose, 
cot,  rub.  lined,  gd.,  4,000  ft.;  rub.,  gd.,  850  ft; 
tot.  hose,  4,850  ft;  f.  al.,  Gamewell,  20  bx.;  val. 
equip.,  $15,850;  val.  bldgs.,  $11,000;  exp.  dept, 
^8.800;  tot.  mem.  11,  pd.  full  time. 

Water  Supply— Src,  lake,  1^  m.  bus.  cent;  aya.. 


pump  to  stdp.  ft  dir.;  stdp.  mat.,  stl.;  8  pump, 
eng.,  cap.  day  4,216,000  gals.;  mains,  c  L,  26  m., 
4  to  14  in.  dia.;  241  hyd.;  126  v.;  met,  1,100; 
1.800  serv.;  pipe,  lead;  pres.,  dom.  50  lbs.,  1  50 
to  100  lbs.;  oons.  day,  1,200,000  gals.;  cost,  $187,- 
000;  cost  mtce.,  $5,000;  wks.  owned  by  dty. 

HYMERA,  p.  1,515;  mere,  hides.,  bk.,  1  to  8 
stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm, 
in  f.  area;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept — 2  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  hose 
wag.,  4  hrs.;  hose,  cot,  rub.  lined.,  gd.,  4,000 
ft;  f.  al.,  telp.;  val.  equip.,  $2,000;  vaL  bldgs., 
$8,500;  exp.  dept,  $100;  tot  mem.,  11  vol. 

Water  Supply — Not  reported. 

INDIAN  HARBOR.  F.  dept— 8  hose  carU; 
hose,  8,000  ft;  f.  al.,  wh. 

Water  Supply — Src.  Lake  Michigan;  sys.,  pump 
dir.;  8  pumps,  cap.  day  500,000  gals.;  mains,  8 
m.;  80  hyd.;  pres.,  90  lbs. 

INDIANAPOLIS,  p.  288,650;  f.  area,  85  m.; 
mere,  bldgs.,  bk.,  1  to  12  stor.;  priv.,  stn.,  bk.  ft 
wd.,  1  to  4  stor.;  wd.  rfs.  perm,  m  f.  area.;  fwks. 
ft  combt  onL;  causes  of  f.  inv.  F.  dept 
— 14  str.,  1  in  reserve,  8  c.  eng.  on  wis., 
2  auto.  comb,  wag.,  77  c.  hand  ex.,  1  auto.  h.  ft  L 
trk.,  4  h.  ft  1.  trk.,  4  comb,  trk.,  2  aer.  trk.,  1 
water  tower,  2  auto,  squad  wag.  with  c.  tk.,  2 
chiefs  auto.,  8  chiers  wag.,  1  fuel  wag..  1  supply 
wag.,  25  hose  wag.,  8  in  reserve,  118  nrs.;  hose, 
55,184  ft;  f.  al.,  Gamewell,  820  bx.:  exp.  dept, 
$847,408;  tot   mem.,  312.  pd.   full  time. 

Water  Supply — Src.,  wells,  1%  m.  bus.  cent; 
sys.,  pump  dir.;  res.  cap.  18,000,000  gals.,  loc. 
near  station;  13  pump,  eng.,  class  cross  comp., 
cap.  day  90,000,000  gals.;  mains,  e.  L,  840.24  m., 
4  to  86  in.  dia.;  2,886  hvd.;  2,642  v.;  met, 
8,082;  28,841  serv.;  pipe,  lead;  pres.,  dom.  65 
to  75  lbs.,  f.  120  lbs.;  cons,  day,  20.211,900  gida.; 
cost,  $5,000,000;  wks.  owned  by  Co. 

JASONVILLE,  p.  8,295;  f.  area.  400  a.;  mere, 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.; 
causes  of  f.  inv.  F.  dept — 1  comb.  c.  ft  hose 
wag.,  2  hose  reels;  hose,  cot,  rub.  lined,  gd.,  500 
ft;  rub.,  gd.,  250  ft;  inf..  200  ft;  tot.  hose,  950 
ft;  f.  al.,  bell;  val.  equip.,  $1,500;  val.  bldgs., 
$2,000;  exp.  dept,  $400;  tot.  mem.,  5  vol. 

Water  Supply — Src,  8  deep  wells,  1  m.  bus. 
cent;  sys.,  dir.  pres.:  res.  cap.,  250,000  gala.;  2 
pump,  eng.;  cap.  day,  860,000  gals.;  mains, 
c  i.,  6  m.,  4  to  8  in.  dia.;  50  hyd.;  25  v.;  met, 
12;  pipe,  galv  L;  pres.,  dom.  65  lbs.,  f.  120  lbs.: 
cons,  day,  7,000  gals.;  cost,  $80,000;  wks.  owned 
by   Corp. 

JASPER,  p.  2.196;  f.  area,  800  a.;  mere  bldgs., 
bk.,  2  stor.;  priv.,  wd..  1  stor.;  wd.  rfs.  perm.; 
combt  ord.;  causes  of  f.  not  inv.  F.  dept— 
1  h.  ft  1.  trk.,  4  hose  car.,  8  hose  reels;  hose, 
cot,  rub.  lined,  gd.,  2,400  ft.;  f.  al.,  bell  ft  wh.; 
val.  equip.,  $500;  exp.  dept,  $50;  tot.  mem. 
15,  pd.  part  time;  undrs.  rating,  first  class. 

Water  Supply — Src,  riv.,  ^  m.  bus.  cent;  trm., 
pump  to  res.;  res.  cap.,  1,800,000  gals.,  loc 
on  hill  near  town;  2  pump,  eng.,  cap.  day  1,200,- 
000  gals.;  mains,  8^  m.,  4  to  10  in.  dia.;  58 
hyd.;  met,  125;  82  serv.;  pipe,  iron;  pres., 
dom.  60  lbs.,  f.  120  lbs.;  cons.  day.  250,000 
gals.;  cost,  $25,000;  cost  mtce.,  $300;  wks. 
owned  by  town. 

JEFFERSONVILLE,  p.   10,412;  f.   area,   600   a.; 

mere  bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd. 
ft  bk.,  1  ft  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept— 1  str.,  4  hand 
ex.,  1  comb,  c  ft  h.  wag.,  1  c.  eng.,  2  c  hand 
ex.,  2  hose  carts,  2  hose  car.,  8  hrs.;  hose,  cot, 
rub.  lined,  gd..  8,100  ft;  f.  al.,  telp.;  vaL  eouip., 
$6,500;  val.  bldgs.,  $6,650;  exp.  dept,  $4,750; 
tot.  mem.  15,  pd.  full  time  11,  pd.  part  time  4. 
Water  Supply— Src,  wells:  sys.,  pump  to  stdp.; 
stdp.  cap.,  250,000  gala.;  dim.,  15  x  150;  pump, 
eng.,  class  comp.  dup.,  cap.  day  8,500,000  gals.: 
mains,  15  m..  6  to  16  in.  d!a.;  149  hyd.;  1,100 
serv.;  pres.,  dom.  55  lbs.,  f.  90  to  100  lbs.;  cost, 
$200,000;  cost  mtce.,  $4,500;  wks.  owned  by 
priv.  Corp. 

JONESBORO,  p.  1,578;  f.  area,  500  a.;  mere 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area.  F.  dept — 1  h.  ft  L 
trk.,  6  c.  hand  ex.,  1  hose  cart;  hose,  cot,  rub. 
lined,  gd.,  1,000  ft:  f.  al.,  bell;  val.  equip., 
$1,500;  val.  bldgs.,  $800;  exp.  dept,  $80;  tot 
mem.,   20  vol. 
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Water  Supply — Src.,  wells;  ny,,  2  pump  ens.; 
mains,  4^  m.;  87  hyd.;  cost,  $81,000;  wks. 
owned  by  Go. 

KENDALLVILLE,  p.  4,081;  f.  area,  125  a.; 
bldgs.,  bk.  ft  wd.,  1  to  8  8tor.;'wd.  rte.  not  iierm.; 
fwks.  &  combt.  ord,  F.  dept. — 4  hand  ex.,  1  h.  &  1. 
trk.,  1  comb.  c.  &  h.  trk.,  2  hose  carts;  hose  cot., 
rub.  lined,  ^d.,  2,700  ft.;  fair,  800  ft.;  tot,  hose, 
8,000  ft;  f.  si.,  bell;  val.  equip.,  $4,700;  val.  bldgs., 
$80,000;  tot.  mem.,  17,  2  pd.  fvll  time,  16  vol.; 
undre.  rating,   first   class. 

Water  Supply— Src,  wells  k  lake;  sys.,  pump, 
dir.;  2  pump,  eng.,  class  comp.  dup.,  cap.  day 
1,750.000  gals.;  mains,  c  i.,  12  m.,  4  to  12 
in.  dia.;  76  hyd.;  SO  v.;  750  serv.;  pipe,  galv.  i.; 
pres.,  dom.  50  lbs.,  f.  80  to  110  lbs.;  cost, 
$75,000;  cost  mtce.,  $2,500;  wks.  owned  by  city. 

KENTLAND.  p.  1,209;  f.  area,  40  a.;  mere, 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
not  perm.  F.  dept. — 1  c.  eng.,  1  h.  &  1.  trk., 
2  bose  carte;  hose,  cot,  rub.  Imed,  gil.,  1,200  ft; 
f.  al.,  bell;  val.  equip.,  $1,200;  val.  bldgs.,  $500; 
ezp.  dept,  $200;  tot  mem.,  12  vol. 

Water  Supply---Src,  2  deep  wells;  sys.,  pump 
to  stdp.  ft  dir.;  stdp.  cap.,  47,000  gUs.;  dim., 
20  z  20;  mat,  pine  ft  stl.;  res.  cap.,  80,000  gals.: 
8  pump,  eng.,  class  dup.,  csp.  day  l,15z,00<> 
gals.;  mains,  5  m.,  4  to  8  in.  dia.;  SO  hyd.;  60 
v.;  425  serv.;  pipe,  galv.  L;  pres.,  dom.  50  lbs., 
f.  85  to  180  lbs.;  cons,  day,  80,000  gals.;  cost 
$25,000;  cost  mtce.,  $1,000;  wks.  owned  by  city. 

KIRLIN,  p.  609.  F.  dept. — 2  hand  c  eng.; 
hose.   100   ft 

Water   Supply — Src,   wells. 

KNIQHTSTOWN,  p.  2,008:  mere  bldgs..  bk., 
2  ft  8  stor.;  priv.,  wd.  ft  bk.,  2  stor.;  wd.  rfs. 
perm.:  fwks.  ft  combt  ord.  F.  dept — 1  h.  ft  L 
trk.,  2  hose  wag.;  hose,  cot,  gd.,  1,000  ft:  f.  aL. 
bell  ft  wh.;  val.  equip.,  $1,500;  val.  bldgs.,  $8,000; 
tot.  mem.,  15  vol. 

Water  Supply — Src,  wells,  %  m.  bus.  cent; 
S3'8.,  pump,  to  stdp.  ft  dir.;  stdp.  cap.,  100,000 
^als.,  dim.  12  x  115,  loc.  22  ft.  above  hif^h  point 
m  town;  mat.,  boiler  i.;  re-t.  c^p.,  200,000  gals., 
loc.  at  station;  2  pump.  eng..  c\ai»s  horizontal 
comp.  dup.,  cap.  day  2,000,000  gals.;  mains, 
c.  i.,  7  m.,  4  to  12  in.  dia.;  65  hyd.;  26  v.;  met, 
58;  400  serv.;  pipe,  galv.  i.;  pres.,  dom.  60  lbs., 
f.  115  lbs.;  cons,  day,  150,000  gals.;  cost  $26,- 
000;  cost  mtce.,   $2,000;  wks.  owned  by  city. 

KNOX,  p.  1,644;  f.  area,  over  1  sq.  m.;  bldgs., 
bk.  ft  wd.;  wd.  rfs.  penn.  F.  dept.— ~1  c  eng.,  1  h. 
ft  1.  trk.,  2  hose  carts;  hose,  cot,  rub.  lined,  gd., 
1,150  ft;  f.  al.,  bell;  tot  mem.,  20  vol. 

Water  Supply — Src,  wells,  in  bus.  cent;  sys., 
pump  to  stdp.  ft  dir.  pres.;  stdp.  cap.,  40,000 
gals.:  1  pump,  eng.,  class  dup.;  42  hyd.;  pres.,  dom. 
47  lbs. 

KOKOMO,  p.  17,010;  f.  area,  2,000  a.;  mere 
bldgs.,  stn.  ft  bk.,  1  to  4  stor.;  priv.,  bk.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  str.,  1  comb,  c  ft  h. 
wag.,  6  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  wag.,  5  hose 
car.,  0  hrs.;  hose,  cot,  rub.  Uned,  gd.,  4,600  ft; 
inf.,  1,000  ft;  tot.  hose,  6,500  ft.;  f.  aL,  Game* 
well;  val.  equip.,  $8,550;  val.  bldga.,  $20,000; 
ezp.  dept,  $9,687.50;  tot  mem.  16,  pd.  full  time. 

Water  Supply — Src,  wells,  IH  m.  bus.  cent; 
sys.,  pump  dir.;  res.  csp.,  750,000  gals.;  8  pump, 
eng.,  cap.  day  8,000.000  gals.;  mains.  42  m.,  4  to 
12  in.  dia.;  890  hyd.;  met,  268;  890  serv.;  pres., 
dom.  40  lbs.,  f.  100  lbs.;  cons,  day.,  1,600,000 
gals.;  cost,  $102,000;  wks.  owned  by  Co. 

LADOGA,  p.  1.148;  f.  area,  8  blocks;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs. 
not  perm.;  fwks.  ft  combt.  ord.  F.  dept. — 2  hsnd 
eng.,  2  hose  carts,  2  hose  car.;  hose,  cot.,  rub.  lined, 
gd.,  600  ft;  inf.,  300  ft;  tot  hose,  900  ft;  f.  al., 
bell;  vaL  equip.,  $1,500;  ezp.  dept,  $80;  tot  mem., 
20  vol.;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  cisterns  ft  wells. 

LAFAYETTE,  p.  20,081;  f.  area,  1,280  a.;  mere 
bldgs.,  stn.  ft  bk.,  1  to  4  stor.;  priv.,  stn.,  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept — 1  str., 
1  hand  eng.,  1  c  eng.  on  wis.,  9  c  hand  ez.,  1  h. 
ft  L  trk.,  2  hose  wag.,  4  hose  carts,  14  hrs.;  hose, 
cot.  rub.  lined,  gd.,  5,000  ft;  inf.,  4,700  ft;  tot. 
hose.  9,700  ft.;  f.  al.,  Gamewell,  46  bz.;  vaL  equip., 
$25,000;  vaL  bldgs.,  $85,000;  ezp.  dept,  $20,768; 
tot  mem.  25,  pd.  full  time 


Water  Supply — Src,  wells,  %  m.  bus.  cent.;  «yi., 
pump  to  res.  ft  dir.;  res.  cap.,  4,200,000  gaJs.;  4 
pomp,  eng.,  cap.  day  lt,«1»0,«00'SBte.;  aains,  c  L, 
54  m.,  4  to  20  in.  dia.;  888  hyd.;  448  v.; -met, 
204;  4,514  sen,;  pipe,  les^;  pres.,  Jon.  ft  (.  65 
to  00  lbs.;  cons,  day,  8,629,000  gals.;  cost  I1.467-, 
854;  cost  mtce.,  $27,608;  wks.  owned  by  city. 

LA  GRANGE,  La  Grange  Co.,  p.  1.772;  mere 
bldgs.,  bk.  ft  wd.,  2  ft  4  stor.;  priv.,  wd.  ft  bk..  i 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.;  casaci 
of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  2  hose  car.;  hose, 
cot,  rub.  lined,  gd..  2,500  ft;  f.  aL,  telp.;  »al. 
equip.,  $1,000;  val.  bldga.,  $500;  tot  mem..  44 
voL 

Water  Supply — Src,  wells;  sys.,  pump  dir.;  2 
pump,  eng.,  cap.  day  1,500,000  gals.;  mains,  6  bl, 
4  to  10  in.  dia.;  58  hyd.;  275  senr.;  pipe,  galv.  L; 
pres.,  dom.  60  to  80  lbs.,  f.  126  lbs.;  cost  920.- 
600;  cost  mtce.,  $6,500;  wks.  ovmed  hy  town. 

•LA  PORTE,  p.  10,525;  f.  area,  2,000  a.;  men, 
bldgs.,  bk.,  1  to  5  stor.;  priv.,  wd.,  8  stor.;  vd. 
rfs.  not  perm.;  fwke  ft  oombt  ord.;  causes  of  f. 
not  inv.  F.  dept — 1  h.  ft  1.  trie,  1  hose  wsg..  1  aoto. 
comb,  c  eng.  ft  h.  wag.,  1  hand  hose  reel.  1  chieTt 
buggy,  5  hrs.;  hose,  nib.  lined,  gd..  6.600  ft;  f.  aL, 
Gamewell,  80  bz.;  vaL  equip.,  $25,045;  vaL  bldgs., 
$17,000;  ezp.  dept,  $15,000;  tot  mem.  15,  pd. 
full  time. 

Water  Supply — Src,  wells,  4H  m.  bus.  cent; 
sys.,  pump  dir.;  res.  cap.,  1,000,000  gals.;  8  pump, 
eng.,  class  comp.  cond.,  cap.  day,  7,000,000  gals.; 
mains,  c  i..  85  m.,  4  to  18  in.  disu;  264  hjr^; 
249  v.;  met,  43;  8,000  ser*.;  pipe,  galv.  i.  k 
lead;  pres.,  dom.  50  lbs.,  f.  100  lbs.;  cons,  dajr, 
2,500.000  gals.;   cost   $515,000;  cost   mtce..  ISO,- 

000  wks.  owned  by  city. 

LAWRENCEBURQ,    p.    8,980;    f.   area,   800  a.: 

mere  bldgs..  bk.  ft  wd.,  2  ft  8  st«r.;  priv.,  bL  * 
wd.,  2  stor.;  wd.  rfe  perm,  in  f.  area;  combt  ord.: 
causes  of  f.  Inv.  F.  dept — 2  str.,  1  in  reserve,  6 
e  hand  ez..  1  h.  ft  L  trk.,  2  hose  carta,  6  hrs.;  boae, 
cot,  rub.  lined,  gd.,  4,000  ft;  inf.,  500  ft;  tot 
hose,  4,500  ft;  f.  aL,  beU;  val.  equip.,  $10,000; 
val.  bldgs.,  $8,000;  ezp.  dept,  $500;  tot  men..  90 
voL 

Water  Supply — Priv.  water  Co. 

LEBANON,  p.  5,474 ;  f.  area,  800  a.;  mere,  bldgs.. 
bk.  ft  stn.,  1  to  8  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  of 
f.  inv.  F.  dept — 2  c  hand  ez.,  1  hose  wsg..  S 
hrs.;  hose,  cot,  rub.  lined,  gd.,  2,400  ft;  f.  aL, 
telp.;  vaL  equip.,  $2,020;  val.  bldgs..  $15,000;  ezp. 
dept,  $2,910;  tot  mem.  4,  pd.  fuU  time;  undra. 
rating,  third  class. 

Water  Supply — Src,  deep  wells,  %  xa.  bus.  cent; 
sys.,  pump  to  stdp.;  etdp.  cap.,  147,000  gals.;  dim.. 
20  X  120;  mat,  iron;  res.  cap.,  500,000  gals.;  S 
pump,  eng.,  cap.  dsy  2,000,000  gale;  msins,  c  u 
18  m.,  4  to  12  in.  din.:  145  hyd.;  110  v.;  met. 
102,  1,250  serw;  pipe,  lead;  pres.,  dom.  ft  f.,  5S 
lbs.;  cone,  day,  450,000  gala.;  cost  $75,000;  cost 
mtce.,  $8,000;  wks.  owned  by  city. 

LEESBURG,  p.  401;  f.  area,  80  a.  F.  dept— 1 
hand  eng.,  1  c  eng.,  1  h.  ft  I.  trk.,  1  bose  cart; 
hose,  500  ft;  f.  aL,  bell;  val.  equip.,  $l,loO, 
vaL  bldgs.,  $200;  tot  mem.,  24  voL 

Water  Supply — Src,  cisterns. 

LIBERTY,  p.  1,8*8;  f.  area,  200  a.;  mere  bldgs.. 
bk.,  2  to  8  stor.;  priv.,  bk.  ft  wd.,  S  ator.;  wd.  ifa 
perm,  in  f.  area;  combt.  <Nrd.;  cauaea  of  f.  inv.  F. 
dept. — 1  h.  ft  L  trk.,  15  e  hand  ex.,  1  hose  wag.,  1 
hrs.;  hose,  1,000  ft.;  f.  aL,  wh.;  val  equip- 
$1,500;  vaL  bldgs.,  $800;  ezp.  dept,  $150;  tot 
mem.  7,  pd.  part  time. 

Water  Supply — Sre,  spr.,  4  blocks  b«.  eent; 
eye,  dir.  pres.  ft  pump  to  stdp.;  atdp.  cap.,  75.000 
nls.;  2  res.,  cap.  600,000  gala.;  2  pump,  eng.,  csp. 
day  500,000  gala.;  mains,  4  m.,  4  to  8  in.  dia.; 
50  hyd.;  250  serv.;  pres.,  dom.  60  Iba.,  L  112  Iba.; 
cost,  $28,000;  cost  mtce,  $1,200;  wks.  ovncd  bj 
municipality. 

LIQONIER,  p.  2,178;  f.  area,  150  a.;  mere,  bldgs.. 
bk.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rih.  not 
perm.;  fwke  ord.;  cauaea  of  f.  not  faiv.    F.  dept — 

1  h.  ft  L  trk.,  8  hose  carta;  hoae,  oot,  n^  Imcd. 
gd.,  2,000  ft.;  f.  aL,  bell  ft  wh.  ft  telp.;  cxp.  dept. 
$450;  tot  mem.,  48  vol. 

Water  Supply — Sre,  wells,  ^  m.  bos.  cot; 
ays.,  pump  to  stdp.;  stdp.  cap.,  100,000  gsla;  dis.. 
20  z  80;  mat,  stL  ft  wd.;  pump,  eng.,  dav  di^^ 
aize  14  z  8^  z  10,  cap.  day  lV500,000  ^is-l 
mains,  c  L,  9  m.,  4  to  8  in.  dia.;  40  hyd.;  82  v.; 
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met..  Ill;  450  aen,;  pipe,  galv.  i;  pres.,  doxn.  45 
lbs.,  f.  125  lbs.;  cost,  190,000;  cost  mtce.,  $2,400; 
wka.  owned  by  eity. 

LINDEN,  p.   556.     F.  dept — 1   c.  eng.,   1   hiad 
enr.:  hose,  350  ft.;  tot  mem.,  20  voL 
Water   Supply— Src,   eisterns. 

LINTON,  p.  5,900;  mere,  bldgs.,  bk.,  1  to  8 
ttor.;  priv.,  wd.,  1  stor.;  wd.  rfa.  penn.;  fwka.  ft 
combt  ord.  F.  dept — 1  band  enc.,  1  comb.  c.  &  b. 
wag.,  2  c  band  ex.,  1  h.  ft  L  trk.,  1  hose  wag.,  2 
bra.;  bose,  coL,  nib.  lined,  1,600  ft.;  f.  al.,  bell; 
-vaL  equip.,  $8,000;  vaL  bldga.,  $1,000;  ezp.  dept, 
$1,800;  tot  mem.,  10  vol. 

Water  Supply — Sre,  wella,  8  m.  bus.  cent; 
•ja.,  pump  dir.;  2  pump,  eng.,  daaa  comp.  dup., 
cap.  day  1,000,000  gala.;  mains,  c.  L,  12.2  m., 
4  to  12  in.  dia.;  79  byd.:  66  ▼.;  met,  65;  900 
MTV.;  pipe,  galv.  ft  wrt  L;  pres.,  dom.  60  lbs., 
f.   90  ItM.;   cost,  $114,000;  wk«.  owned  by  Co. 

LOQANSPORT,  p.  19,050;  f.  area,  2,200  a.; 
mere,  bidgs.,  bk.  ft  stn.,  2  to  4  stor.;  priv.,  bk.  ft 
wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft 
comb,  ord.;  causes  of  f.  Inv.  F.  dept — 1  str.,  8 
comb,  c  ft  b.  wag.,  6  c  band  ex.,  1  b.  ft  L  trk., 

1  chief*8  wag.,  2  hose  wag.,  1  hose  car.,  9 
hra.;  hose,  cot,  rub.  lined,  gd.,  7,000  ft;  inf., 
1,000  ft;  tot  hose,  8,000  ft;  f.  al.,  Qamewell,  62 
bz.;  vaL  eoulp.,  $25,800;  vaL  bldgs.,  $25,000; 
ezp.  dept.  $18,986:  tot  mem.  21,  pd.  full  time; 
undra.  rating,  first  class. 

Water  Supply — Src,  riv.,  H  m.  bus.  cent;  sys., 
pump  dir.;  5  pump,  eng.,  cap  day  15,000,000 
gals.;  mains,  c.  L,  41  m.,  4  to  22  in.  dia.;  217 
byd.;  820  v.;  met,  4;  8,885  serv.;  pipe,  lead; 
prea.,  dom.  50  lbs.,  f.  100  lbs.;  cons,  day,  5,000,- 
000  gals.;  cost,  $111,000;  cost  mtce.,  $16,000; 
wks.  owned  by  city. 

LOOQOOTEE,  p.  2,154;  f.  area..  600  a.;  mere 
bldgs.,  bk.,  1  to  2  stor.;  priv.,  bk.  ft  wd.,  1% 
•tor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.: 
causes  of  f.  inv.  F.  dept — 3  c.  eng.,  2  c.  band 
ex.,  1  h.  ft  1.  trk.,  1  hose  wag.,  2  hrs.;  hose,  cot, 
lub.  lined,  gd.,  1,450  ft;  rub.,  gd.,  800  ft;  tot 
hose,  1,750  ft;  f.  al.,  bell  ft  wh.;  val.  equip., 
$1,000;  exp.  dept,  $300;  tot  mem.,   17  vol. 

Water  Supply — Src.,  wells;  sys.,  pump,  to  atdp.; 
•tdp.  cap.,  40,000  gals.;  res.  cap.,  50.000  gals.;  1 
pump,  eng.,  cap.  day  47,250  gals.;  mains,  1  m.;  14 
byd.;  cost,  $8,000;  cost  mtce.,  $250;  wks.  owned 
by  city. 

LOWELL,  p.  1,285;  f.  area,  120  a.;  mere,  bldgs., 
bk.  ft  wd.,  1  to  2  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  bldgs.  not  perm,  in  f.  area;  combt  ord.; 
causes  or  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  2  hose 
wag.;  hose,  cot,  rub.  lined,  gd.,  900  ft;  f.  al., 
bell,  14  bx.;  val.  equip.,  $1,400;  vaL  bldgs.,  $800; 
exp.  dept,  $50;  tot.  mem.,  30  vol. 

Water  Supply — Src,  well;  eya.,  grav.  ft  pump 
to  stdp.;  stdp.  cap.,  70,000  gala.;  dim.,  100  z  10; 

2  pump,  eng.;  mains,  8  m.;  24  hyd.;  350  serv.; 
pres.,  dom.  40  lbs.,  f.  120  lbs.;  cost  $17,000; 
cost  mtce.,  $1,500;  wks.  owned  by  town. 

MADISON,  p.  6,984;  mere,  bldgs.,  bk.,  2  to  4 
•ior.;  priv.,  bk.  ft  wd.,  2  stor.;  wd.  rfs,  perm.; 
fwks.  ft  combt  ord.;  causes  of  f.  inv.     P.  dept — 

3  str.,  1  h.  ft  1.  trk.,  1  hose  wag.,  6  hose  car., 
12  hra.;  hose,  rub.,  gd.,  4,000  ft;  inf.,  1.000  ft; 
tot  hose,  5,000  ft;  f.  al.,  Qamewell,  24  bz.;  val. 
equip.,  $26,000;  vaL  bldga.,  $10,000;  tot  mem., 
158  voL 

Water  Supply — Sr&  riv.;  sya.,  pump  to  res.; 
rea.  cap.,  1,440,000  gala.;  2  pump,  eng.,  dass 
vert  comp.  cond.,  cap.  day  2.000,000  gals.;  mains, 
14  m.,  4  to  12  in.  dia.:  125  hyd.;  900  aerv.;  pipe, 
iron;  pres.,  dom.  60  lbs.,  f.  60  lbs.;  cons,  day, 
600,000  gals.;  cost,  $100,000;  cost  mtce.,  $7,600; 
wks.  owned  by  city. 

MARION,  Grant  County,  p.  19,S69;  mere,  bldgs., 
bk.  ft  wd.,  1  to  5  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  causes  of  f.  inv.  F. 
dept — 1  h.  ft  L  trk.,  17  e.  hand  ez.,  1  comb,  hose, 
c.  ft  ladder  wag.,  1  comb,  hose  ft  1.  was.,  1  comb, 
e.  ft  b.  wag.,  2  hose  wag.,  1  boae  reel,  18  bra.; 
bose,  cot,  rub.  lined,  gd.,  12,000  ft;  inf.,  1.500 
ft-;  tot  hose,  18,500  ft;  f.  aL,  Qamewell,  87  bx.; 
taL  equip.,  $22,200;  val.  bldgs.,  $19,000;  tot 
mem.  49,  pd.  full  time  26,  28  voL 

Water  Supply — Src,  wells;  sys.,  pump  dir.; 
rea.  cap.,  8,000,000  gala.;  2  pump,  en^.,  dass 
trip,  ft  dup.,  cap.  day  9,000,000  gala.;  mains,  e.  L, 
42  m.,  4  to  20  in.  dia.;  846  hyd.;  286  v.;  met., 
793;  8,400  aenr.;  pipe,  lead;  pres.,  dom.  60  lbs.. 


f.  180  lbs.;  cooa.  day,  1,704,790  gala.:  coat  $810,- 
000;  coat  mtce.,  $17,500;  wka.  owned  by  dty. 

MARKLE,  p.  820;  f.  area,  640  a.;  mere,  bldga., 
bk.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area.;  fwka.  ft  comb,  ord.;  causes 
of  f.  inv.  F.  dept — ^1  gaa  eng.,  1  boae  reel,  e. 
hand  ex.;  hose,  cot,  rub.  lined,  gd.,  1,500  ft; 
vaL  equip.,  $2,500;  vaL  bldga.,  $400;  exp.  dept, 
$25:  tot  mem.,  16  vol.;  undra.  rating,  fifth  claas. 

Water  Supply — Src,  cisterns  ft  riv.,  \i  m.  bus. 
cent;  sys.,  pump;  cistern  cap.,  1,400  bbls.;  1 
pump,  eng.;  coat,  $5,000;  wks.  owned  by  dty. 

MARTINSVILLE,  p.  4,529:  f.  area,  10  a.;  mere 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  1  to  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft 
combt.  ord.;  causes  of  f.  im'.  P.  dept — 2  c. 
hand  ex.,  I  h.  ft  ].  trk.,  2  hose  wag.,  8  hrs.;  hose, 
cot.,  rub.  lined,  gd.,  500  ft;  1,000  ft.  rub.;  inf., 
200  ft.;  tot  hose,  1,700  ft;  f.  al.,  telp.;  val. 
equip.,  $2,000;  exp.  dept.,  $1,000;  tot.  mem.  20, 
pd.  part  time. 

Water  Supply — Src,  well,  H  m.  bua.  cent; 
sys.,  pump  dir.;  8  pump,  eng.,  claaa  comp.  dup., 
cap.  day  2,000,000  gals.;  mains,  11  m.,  4  to  10 
in.  dia.;  84  hyd.;  600  serv.;  pipe,  galv.  L;  pres., 
dom.  60  lbs.,  f.  80  to  120  lbs.;  cons,  dsy,  500,000 
gala.;  cost  $88,000 ^  cost  mtce.,  $5,000;  wks. 
owned  by  dty. 

MATTHEWS,  Qrant  County,  p.  688.  F.  dept— 
8  c.  hand  ex.,  1  c.  eng.,  1  h.  ft  1.  trk.;  f.  al., 
tdp..  bell:  val.  equip.,  $500;  tot.  mem.,  20. 

Water  Supply — ^Not  reported. 

MICHIGAN  CITY,  p.  10,027;  f.  area,  70  a.; 
mere  bldga.,  bk.,  1  to  4  stor.:  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area:  fwka.  ft  combt  ord.; 
cauaea  of  f.  inv.  F.  dept — 2  atr.,  2  comb,  c  ft  h. 
wag.,  1  h.  ft  L  trk.,  8  hose  reels;  hose,  cot,  rub. 
lined,  gd.,  5,800  ft;  rub.,  gd.,  1,200  ft:  inf.,  400 
ft;  tot  hose,  6,900  ft;  f.  al.,  Qamewell,  85  bx.; 
vaL  equip.,  $26,000;  vaL  bldga.,  $81,000;  ezp. 
dept.,  $22,500;  tot  mem.  42,  pd.  full  time  16, 
pd.  part  time  26. 

Water  Supply — Src,  Lake  Michigan,  ^,  m.  bus. 
cent;  ays.,  pump  dir.;  8  pump,  eng.,  cap.  day 
10,000,000  gala.;  mains,  c  i.,  40  m.,  6  to  20  in. 
dia.;  285  hyd.;  60  v.;  met,  20;  1,800  aerv.;  pipe, 
lead,  galv.  L;  pres.,  dom.  40  lbs.,  f.  100  lbs.; 
cons.  day.  5,000,000  gala.;  cost  mtce.,  $10,000; 
wks.  owned  by  city. 

MIODLETOWN,  p.  1,174;  mere  bldgs.,  bk.,  1 
to  8  stor.;  priv.,  bk.  ft  wd.  1^  stor.;  wd.  rfs. 
not  perm.:  no  fwks.  ft  comot  ord.;  causes  of  f. 
inv.  F.  dept — 2  hose  wsg.,  1  hose  reel;  hose, 
cot,  rub.  lined,  gd.,  1,800  ft;  rub.,  gd..  1,800  ft; 
tot  hose,  2,600  ft;  f.  aL,  wh.;  val.  equip.,  $1,080; 
val.  bldgs.,  $400;  tot  mem.  21,  pd.  part  time. 

Water  Supply — Src,  wells,  %  m.  bus.  cent; 
S3-8.,  pump  dii*.  to  mains;  res.  cap.,  120,000  gals.; 
loc  at  pump  atation;  2  pump,  eng.,  class  comp. 
dup.;  cap.  day,  150,000  gals.;  mainn,  c.  1.,  5  m.,  4 
to  10  in.  dia.;  40  hyd.;  20  v.;  265  serv.;  pipe, 
galv,  i.;  pres.,  dom,  40  lbs.  f.  80  Ibu.;  cons,  day, 
120,000  gals.;  cost,  $25,000;  cost  mtce.,  $2,000; 
wks.    owned   by   city. 

MILFORD,  p.  169.  F.  dept— 1  h.  ft  L  trk.. 
2  hose  carts;  f.  aL,  telp.;  hose,  500  ft  cot,  rub. 
lined;   tot.   mem.,   83. 

Water  Supply — Sys.,  pump  to  stdp.  ft  dir.;  stdp. 
cap.,  88,000  gala.;  1  pump,  cap.  720,000  gals, 
day;  mains,  2  1-8  m.,  8  to  4  in.  dia.;  22  hyd.; 
pres.,  90  lbs. 

MILLER,  p.  800;  f.  area,  4,586  a.;  mere  bldgs., 
stn.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  no  fwks.  ft  combt  ord.; 
causes  of  f.  not  inv.  F.  dept — 1  comb,  e  ft  h. 
wag.,  1  c.  eng.,  2  c  hand  ex.;  f.  aL,  bell;  val. 
equip.,  $500;  exp.  dept,  $100;  tot  mem.,  20  vol. 

Water   Supply — ^Not  reported. 

MILLERSBURG,  p.  428.  F.  dept— 1  h.  ft  L 
trk.;  hose,  200  ft;  f.  al.,  bell;  voL 

Water   Supply — Not   reported. 

MISHAWAKA,  p.  11.886;  f.  area,  1,600  a.; 
mere  bldga.,  stn.  ft  bk.,  1  to  8  stor.;  priv.,  st,  bk. 
ft  cone,  1  to  3  stor.;  wd.  rfs.  not  p^m.  in  f.  area; 
fwka.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 
1  h.  ft  L  trk.,  1  comb,  hose  wag.,  1  auto.  comb, 
c  trk.;  hose,  cot,  rub.  lined.  5,000  ft;  f.  al.,  eUc^ 
29  bx.;  vaL  equip.,  $40,000;  vaL  bldga.,  $16,000; 
tot  mem.  72,  pd.  full  time  12,  60  voH 

Water  Supply — Src,  riv.;  sys.,  pump  dir.;  6 
pump,  eng.,  cap.  day  12,000,000  gals.;  mains,  25 
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m.,  4  to  SO  in.  dit.;  175  hyd.;  24£  ▼.;  190  met; 
1»700  «erv.;  pipe.  galv.  L  &  lead;  pret.,  dom. 
60  lbs.,  f.  100  Ibf.;  cons,  day,  8,000,000  gala.: 
coat,  $58,884;  coat  mtce.,  $17,000;  wka.  owned 
by  city. 

MONON,  p.  1,184;  f.  area,  180  a.;  mere,  bldgs., 
bk.  &  wd.,  2  ator.;  priv.,  wd.,  2  ator.;  wd.  rfa.  not 
perm,  in  f.  area;  fwka.  &  combt.  ord.;  cauaea  of 
f.  Inv.  F.  dept. — 2  hand  eng.,  2  c.  eng.  on  wla., 
1  h.  ft  1.  triL;  hoae,  oot.,  rub.  lined,  gd.,  200  ft; 
inf.,  260  ft;  tot  hoae,  450  ft;  f.  al.,  bell;  val. 
equip.,  $1,800;  val.  bldga.,  $1,600;  ezp.  depU 
$95:  tot.  mem.,  15  vol. 
'  Watar  Supply — Src,  wella  ft  creek. 

MONROEVILLE,  p.  010.  F.  dept  —  1  hand 
•ng.,  1  hoae  cart,  In.  ft  1.  trk.,  6  Babcock  c.  ex.; 
hoae.  cot.,  rub.  lined,  1,000  ft;  tot  mem.,  16. 

Water  Supply — Src,  wella  ft  ciatema,  500  bbla. 
cap.  each. 

MONTiCELLO,  p.  2,168;  mere,  bldga.,  bk.,  2  ft 
8  ator.;  priv.,  wd..  1  ft  2  Btor.;  wd.  rfa.  perm.; 
fwka.  ft  combt  orcL;  cauaea  of  f.  inv.  F.  dept. — 
8  c  hand  ex..  1  h.  ft  1.  trk.,  2  hoae  car.;  noae, 
cot,  rub.  lined,  gd.,  1,600  ft:  vaL  equip.,  $1,850; 
val.  bldga.,  $800;  tot  mem.,  25  voL;  undra.  rating, 
aecond  daaa. 

Water  Supply — Src.,  wella.  1,000  ft  bua.  cent; 
ays.,    pump   to  atdp.    ft  dir.;    atdp.    cap.,    126,650 

fala.;  dim.  14  x  110,  loc.  centrally,  mat  steel.; 
comb.  dup.  pump,  eng.,  cap.  day  1,000,000 
gals.;  mains,  c.  i.,  6^6  m.,  4  to  10  in.  dia.;  55 
hyd.;  15  v.;  met,  15;  290  aerv.;  pipe,  lead  ft 
iron;  prea.,  dom.  38  lbs.,  f.  60  lbs.;  cost,  $812,000; 
wks.    owned   by   city. 

MONTPELIER,  p.  2,786;  t  area,  800  a.;  mere, 
bldga.,  atn.,  bk.  ft  wd.,  1  to  8  ator.;  priv.,  wd.,  2 
ator.;  wd.  rfa.  not  perm,  in  f.  area;  fwka.  ft  combt 
ord.  P.  dept — 1  hand  eng.,  1  c.  eng.  on  wla., 
4  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  hoae  wag..  2  hoae 
carta;  hoae,  cot,  rub.  lined,  gd.,  1,800  ft;  inf.,  600 
ft;  tot  hoae,  2,400  ft:  f.  al.,  bell  ft  wh.;  val. 
equip.,  $1,000;  val.  bldga.,  $8,000;  exp.  dept, 
$860;    tot   mem.,    40   vol. 

Water  Supply — Src.,  wella;  aya.,  pumn  dir.;  rea. 
cap.,  400,000  gala.;  2  pump,  eng.,  daaa  comp. 
dup.,  cap.  day  2,000,000  gala.;  maina,  6  m.;  40 
hyd.;  40  aerv.;  pipe,  lead;  prea..  dom.  40  Iba^  f. 
40  to  100  Iba.;  coat,  $41,-600;  wka.  owned  by  Co. 

M00RESV1LLE.  p.  1,608.  P.  dept — 8  hoae 
reels;  hoae,  1,600  ft;  f.  aL,  telp.  ft  wh.;  tot 
mem.,  12,  part  pd.  ft  voL 

Water  Supply — Src,  wella;  aya.,  pump  to  rea.; 
res.  cap.,  60,000  gala.;  1  pump.,  daaa  dup.,  cap. 
day,  500,000  gala.;  maina,  8  m.,  4  to  8  in.  dia.; 
25  hyd.;  7  v. 

MOROCCO,  p.  927.  F.  dept— 2  c  eng.,  1  h. 
ft  L  trk.;  hose,  cot,  rub,  lined,  gd.,  200  ft.;  tot 
mem.,  IS  vols. 

Water   Supply — ^Not  reported. 

WT.  VERNON,  Poaey  Co.,  p.  «,668;  mere 
bldga.,  bk.,  2  to  8  ator.;  priv.,  bk.  ft  wd.,  1  to  2 
ator.;  wd.  rfa.  not  perm,  in  f.  ar.ea;  fwka.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 2  c  hand  ex.,  1 
h.  ft  1.  trk.,  1  hose  wag.,  1  hose  cart,  2  hra.;  hose, 
cot,  rub.  Uned,  gd..  1.700  ft;  f.  al.  bell,  wh.  ft 
telp.;  val.  equip.,  $8,600;  exp.  dept,  $1,450;  tot 
mem.,  11,  pd.  full  time. 

Watar  Supply — Src,  riv.,  %  m.  bus.  cent;  aya.. 
pump  to  Btdp.:  atdp.  cap.,  196,000  gala.;  dim.  16 
X  130.  loc.  1^  m.  atation,  mat  atl.;  4  pump,  eng., 
daaa  8  high,  1  loyr  aerv.,  cap.  day  4,000,000  nU.; 
16  m.  mains,  c  i.,  6  to  12  in.  dia.:  100  hyd.; 
1,186  aerv.;  met,  99:  pipe,  lead  ft  galv.  t;  prea., 
dom.  76  lbs.,  f.  116  lbs.;  wks.  owned  by  Co. 

MUNCIE,  p.  24,006;  f.  area.  60  a.;  mere  bldg^, 
stn.  ft  bk.,  2  to  6  stor.;  priv.,  wd.,  2  stor.;  wd. 
rf*.  not  perm.;  fwks.  ft  combt  ord.;  causes  ox  t 
inv.  F.  dept. — 2  str.,  8  comb,  c  ft  h.  wag.,  4  c 
hand  ex.,  1  h.  ft  L  trk.,  8  »»<»«  ^•f.  !-<**«*  ■ 
auto.,  11  hrs.;  hose,  cot,  rub.  lined,  gd.,  6,600  ft; 
mb.,  gd.,  250  ft;  inf.,  700  ft;  tot  hose,  M50  ft; 
f.  al.;  Oamewell,  60  bx.;  vaL  equip.,  $25,000; 
val.  bldgs.,  $16,000;  exp.  dept.  J^MSJ;*!;  ,tot 
mem.  22,  pd.  full  time;  undrs.  rating,  third  daaa. 

Watar  Supply— Src.  wella  ft  !?▼.;«%  V^P 
dir.:  6  pump,  eng.,  cap.  day  15,000,000  ,gais.; 
Siai'na.  S?  m..  4  ti  16  in.  dia.;  J", ^yj;  «0 
v.;  2,792  aerv.;  pws.,  dom.  40  lbs.,  f.  125  to  160 
Iba.;  wks.  owned  by  Co. 

NAPANEE,  p.  2,260;f.  area,  640  «.;  mere,  bldgs.. 
bk.  ft  wd.,  1  to  2  ator.;  priv.,  bk.  ft  wd.,  1%  rtor.; 
wd.  rfa.  perm,  in  f.  area;  cauaea  of  f.  inv.     F.  dept. 


— 1  h.  ft  L  trk.,  2  hoae  carts;  hose,  cot,  nib.  Uned, 
gd.,  1,800  ft.;  inf.,  600  ft;  tot  hose.  2.300  ft.; 
f.  al.,  bell  ft  wh.;  tot  mem..  25  vol. 

Watar  Supply — Src,  well,  1%  blocks  bos.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  76,000  gaJs.;  dim.. 
20  X  24;  mat,  stl.;  1  pump,  eng.,  cap.  day  870,000 
gala.;  maina,  6  m.,  4  to  8  in.  dia.;  42  hyd.;  met. 
85;  810  aerv.;  pipe,  galv.  i.;  prea..  dom.  40  lbs..  L 
126  Iba.;  cons.  day.  85,000  gals.;  cost,  $22,000; 
cost  mtce.,  $2,800;  wks.  owned  by  dty. 

NEW  ALBANY,  p.  20.629;  L  araa,  8,840  a.; 
mere  bldga.,  bk.  ft  wd.,  2  ft  6  ator.;  priv.,  wd.,  S 
stor.;  wd.  rfa.  perm.;  fwks.  ft  combt.  ord.;  cauMs 
of  f.  inv.  F.  dept — 2  hand  eng.,  1  h.  ft  L  trit,  i 
hoae  wag.  with  laddera.  8  hoae  reels,  14  bra.;  hose, 
rub.,  gd.,  6,000  ft;  inf.,  1.400  ft;  tot  hose,  7,400 
ft.;  f.  al.,  Gamewell  ft  Gaynor,  88  bx.;  vaL  equip., 
$12,000;  vaL  bldgs.,  $24,600;  exp.  dept,  $19,600; 
tot  mem.  22,  pd.  full  time;  uncus,  rating,  second 
class. 

Watar  Supply — Src,  riv.,  1  m.  bos.  cent;  syi.. 
grav.  ft  pump  to  rea.;  rea.  cap.,  27,000,000  gak; 
loc  800  ft.  above  level  of  riv.;  pomp.  eng.  ft  moton, 
cap.  day  6,000,000  gala.;  maina,  c  L,  26  m.,  1  to 
24  in.  dia.;  220  hyd.;  met,  200;  8.000  aerv.;  pipe, 
lead  ft  galv.  L;  prea.,  f.  80  Iba.;  wka.  owned  by  Cc 

NEWBURG,  p.  1,097;  mere  bldga..  bk.  ft  wd.  F. 
dept.-~l  hand  eng.,  1  h.  ft  L  trk..  1  hose  car.;  hose. 
700  ft.;  f.  al..  bdl. 

Water  Supply — Src,  ciatema. 

NEW  CARLISLE,  p.  612.  F.  dept— 1  h.  ft  L 
trk.,  1  hoae  cart,  1  hose  car.;  hose,  oot,  rub.  lined, 
1,000  ft;  f.  al.,  bell;  tot  mem..  20. 

Water  Supply — Src,  6  wella;  aya.,  pump  dir.; 
stdp.  cap.,  88,000  gala.;  2  pumpa,  daaa  dup.,  etp. 
750,000  gala,  day;  2%  m.  maina.  4  to  6  in.  dia.; 
18  hyd. 

NEW  CASTLE,  Henry  Co..  p.  0,446;  mere,  bldgs.. 
bk.,  1  to  8  ator.;  priv.,  wd.,  2  stor.;  wd.  rtk  penn.; 
no  fwka.  ft  combt  ord.;  cauaea  of  f.  inv.    F.  aepL — 

1  comb,  c  ft  h.  wag..  2  laddera,  2  his.;  hose,  est. 
rub.  lined,  gd.,  2,600  ft;  rub.,  inf..  1,600  ft;  tot. 
hose.  4.000  ft.;  f.  al.,  dec,  36  bx.;  tot  mem.  38. 
pd.  full  time  6,  vol.  8S. 

Watar  Supply — Src,   18  wella;  sya..  pomp  dir.; 

2  pump,  eng.,  dass  hor.  dup.,  cap.  day  8,000,000 
gala.;  mains,  87  m.,  4  to  12  in.  dia.;  187  hyd.; 
met,  161;  2,880  aerv.;  pres.,  dom.  100  lbs.,  t. 
126  to  160  lbs.;  cona.  day,  1,500.000  gala.;  eost 
$126,000;  coat  mtce.,  $20,000;  wks.  owned  by  city. 

NEW  HARMONY,  p.  1,220;  1  area,  180  a.;  mere, 
bldga.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  2 
ator.;  wd.  rfa.  perm,  in  f.  area;  causea  of  t  in*. 
F.  dept. — 2  hand  eng.,  12  c  hand  ex.,  2  h.  ft  I- 
trk.,  2  hoae  wag.,  8  hose  carta;  hose,  cot.,  mb. 
lined,  gd.,  900  ft;  f.  aL,  bell  ft  wh.;  vaL  equip., 
$650;  val.  bldga.,  $8,000;  exp.  dept..  $60;  25  voL 

Watar  Supply — Src.  wella,  riv.  ft  ciatema;  6  hyd.; 
waterwka.  contemplated. 

NEW  HAVEN,  p.  1.088.  F.  dept— 1  h.  ft  L  trie 
1  hoae  cart,  1  hoae  car.;  hoae,  800  ft;  tot  mcflL. 
20. 

Watar  Supply — Src,  arteaian  wella;  sys.,  pomp  to 
res.  ft  dir.;  3  pump,  eng.,  cap.  day  340,000  gaJft.: 
mains.  3  m.,  4  to  8  in.  dia.;  20  hyd.;  3  v.;  pres.. 
dom.  25  to  40  lbs.,  f.  80  to  100  lbs.;  wks.  owned 
by    city. 

NEW  PALESTINE,  p.  450.  F.  dept— 1  c  esg., 
1  hand  ens.,  1  hoae  cart,  1  h.  ft  L  trk.;  hose,  800 
ft:  dec  al..  6  bx.;  tot.  mem.,  20  voL 

Water  Supply — Src,  dmtenm. 

NOBLESVILLE.  p.  6,078;  f.  area.  686  a.;  mere, 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  4  stor.;  priv..  bk.  ft 
wd..  1  to  2  stor.;  wd.  rfs.  not  perm,  in  t  area; 
fwka.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 
1  comb,  c  ft  h.  wag.,  2  c  hand  ex.,  8  hose  carta,  t 
bra.;  hose,  cot,  rub.  lined,  gd.,  2,600  ft.;  mb..  gl. 
1,000  ft;  inf.,  200  ft;  tot  hoae,  8,700  ft;  f.  aL, 
Gamewell,  8  bx.;  val.  equip..  $7,756;  vaL  bUJau. 
$4,000;  exp.  dept,  $2,579;  tot  mem.  8,  pd.  fall 
time. 

Watar  Supply — Src,  wdls,  %  m.  boa.  eent;  sys.. 
pump  to  res.  ft  dir.;  res.  csp.,  16,000  bUs.;  pmop. 
eng.,  cap.  day  8,000,000  gala.;  maina,  c  L,  12 H 
m.,  4  to  12  in.  dU.;  105  hyd.:  met,  109.  dM 
aerv.;  pipe.  lead;  pres.,  dom.  40  lbs.,  f.  80  to^*v 
lbs.;  cost,  $100,000;  cost  mtoc,  $6,000;  rfs 
owned  by  Co. 

NORTH   JUDSON.   p.    1.148.      F.   dept — 1    gas. 
eng.,  1  hose  red,  12  c  hand  ex.;  1  al.,  bell;  val. 
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MQip.,    $15»000;    Tml.    bldffs.,    $5,000;    exp.    dept., 
$50;  tot.   mem.,   12  vol. 

NORTH  MANCHESTER,  p.  2.428;  f.  area,  640 
a.;  mere,  bld^i.,  bk.,  2  star.;  priv.,  bk.  ft  wd.,  1  & 
2  Btor.  F.  dept. — 1  comb,  c  *  h.  wag.,  2  c.  hand 
ex.,  1  c.  eiig.,  1  h.  &  1.  trk.,  1  hose  wag..  1  hose 
reel,  3  hoee  car.;  hose,  cot.,  nib.  lined,  gd.,  1,500 
ft.;  rub.,  gd.,  1.200  ft.;  inf.,  400  ft;  tot  hose, 
8.100  ft;  val.  eqaip.,  $3,000;  ysL  bldgs., 
$4,000;  exp.  dept,  $1,600;  tot  mem.  11,  pd. 
full  time  1,  pd.  part  time  2,  toL  8;  undrs.  rating, 
third  class. 

Watsr  Supply — Src,  wells;  sys.,  pump  to  stdp. 
k  dir.;  stdp.  cap.,  160.000  gals.;  dim.,  18  x  110; 
mat.,  Btl.;  res.  cap.,  66,000  gals.;  2  pump,  eng., 
claas  dup.,  cap.  dajr  3*26,000  gala.;  mains,  8  m., 
4  to  10  in.  dia.;  63  hyd.;  28  v.;  met.  426;  224 
•enr.;  pipe,  galv.  i.;  pres.,  dom.  4S  lbs.,  f.  100 
lbs.;  cons,  day,  326,000  gals.;  cost,  $30,000;  cost 
mtce.,  $3,000;  wks.  owned  by  city. 

NORTH  VERNON,  p.  2.016;  f.  area,  260  a.; 
bldgB.,  frame  A(  bk.,   1,  2  4E  3  stor.;  wd.  rfs.  not 

Kerm.  in  f.  area.  F.  dept — 1  str.,  2  h.  ft  1.  trk.,  2 
6«e  car.,  4  c  ex.;  hose,  cot,  rub.  lined,  gd.,  1,200 
ft;  f.  al.,  telp.;  vaL  equip.,  $7,600;  tu.  bldga., 
$300;  exp.  'dept,  $250;  tot  mem.  23,  pd.  part 
time  1,  vol.  22;  undrs.  rating,  sectnid  clan. 

Watar  Supply — Src,  riv.;  aya.,  pump  to  stdp.  St 
dir.;  atdp.  cap.,  86,000  gala.;  dim..  12  x  100;  mat, 
stl.  ft  stn.;  res.  cap.,  80,000,000  gala.;  2  pump, 
eng.,  class  comp.  dup.,  cap.  day  2,826,000  gala.; 
mains,  6  m.,  4  to  10  in.  dia.;  66  hyd.;  12  v.;  260 
serv.;  pipe,  galv.  L;  prea.,  dam.  66  lbs.,  f.  140 
lb0.;  cons,  day,  255.000  nla.;  coat,  $80,000;  coat 
mtce..  $1,200;  wka.  owned  by  city. 

OAKLANO  CITY.  p.  2,870;  f.  area,  1.500  a.; 
mere,  bldgs.,  bk.  ft  wd..  2  ft  8  stor.;  priv..  wd.,  2 
ator.;  wd.  rfs.  not  perm.;  fwka.  ft  combt.  ord.;  cauaca 
of  f.  inv.  F.  dept — 1  hose  wag.,  1  hose  cart,  5 
hand  ladders;  hose,  cot,  rub.  lined,  gd.,  1,000  ft; 

1  al.,  bell  ft  wb.;  tot.  mem.,  12  voL;  undrs.  rating, 
touTui   ciass. 

Water  Supply — Src.,  lake,  %  m.  bua.  cent;  cya., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  66.000  gals.;  dim., 
19  X  80;  mat,  stl.;  res.  cap.,  75,000,000  gals.; 
loc.  %  m.  city;  2  pump.  eng..  cap.  day  2,000,000 
gals.;  mains,  c.  i.,  6%  m.,  6  to  10  in.  dia.;  11 
met;  40  hyd.;  14  v.;  450  serv.;  pipe,  gadv.  i.,  prea., 
dom.  60  Iba.,  f.  80  to  100  lbs.;  cost,  $40,000;  cost 
mtce.,  $600;  wks.  leased  by  Co.  to  city. 

ODON,  p.  1,064.     F.  dept. — 2  c.  eng.,  1  b,  ft  L 
trk.;  hose,  200  ft.;  f.  al.,  wh.;  32  vol. 
Water  Supply — Src.,  wells. 
OLDENBURG,  p.  956;  f.  area.  160  a.    F.  dept-- 

2  hand  eng.,  1  h.  ft  1.  trk.,  2  hose  car.;  hoae,  cot, 
rub.  lined,  gd.,  400  ft;  f.  al.,  bell;  val.  equip., 
$2,000;  val.  bldga.,  $1,000;  exp.  dept,  $10;  voL 
dept;  undrs.  rating,  fowth  daaa. 

Water  Supply — Src.,  cisterns  ft  wells;  ays.,  hand 
pumpa. 

ORLEANS,  p.  1,367;  f.  area,  240  a.;  mere,  bldgs., 
bk.  ft  wd.,  2  stor.  F.  dept — 12  c.  hand  ex.,  1  h. 
ft  1.  trk.;  f.  al.,  bell;  tot.  mem.,  26  voL 

Water  Supply — ^rc.,  wella  ft  datema. 

OSGOOD,  p.  1,500;  f.  area,  250  a.;  mere,  bldga., 
bk.,  4  stor.;  priv.,  wd.,  1  ft  2  ator.;  wd.  rfa.  perm. 
F.  dept — 1  hand  eng.,  1  h.  ft  I.  trk.,  1  hoae  wag., 
1  hoae  reel;  hose,  cot.  nib.  lined,  gd.,  800  ft;  inf., 
250  ft.;  tot.  ho$ie,  1,0.>0  ft.;  f.  al..  bell;  \-^l.  equip., 
$2,500;  vaL  bldgs.,  $1,000;  exp.  dept,  $50;  tot 
mem.  32,  pd.  part  time  4,  vol.  28;  undrs.  rating 
second  class. 

Water  Supply — Src,  wells  ft  cisterns. 

OWENSVILLE,  p.  1,237;  f.  area,  100  a.:  mere, 
bldga.,  bk.  ft  wd.,  1  to  8  ator.;  priv.,  wd.,  IMi 
stor.;  wd.  rfa.  not  perm,  in  f.  area.  F.  dept — 2  c 
eng.  on  wla.,  4  c.  hand  ex.,  1  h.  ft  1.  trk.,  2  hoae 
waff.,  3  hoae  carta;  hose,  rub.,  gd.,  600  ft;  f.  aL, 
bell;  val.  equip.,  $1,600;  val.  oldgs.,  $000;  exp. 
dept,  $50;  tot  mem.  100,  pd.  part  time  26,  76 
vol. 

Water  Supply— Src,  wella  ft  cisterns;  1  pump, 
eng.;  36  hyd. 

OXFORD,  p.  1,010;  f.  area,  1  aq.  m.  F.  dept — 
1  c.  eng.,  2  h.  ft  L  trk.,  2  hoae  wag.;  hose,  gd., 
1,000  ft.;  f.  aL,  bell;  vaL  equip.,  $2,100;  vaL  bldga., 
$1,000;  exp.  dept,  $60;  tot.  mem.  12,  pd.  part 
time;  undrs.  rating,  fourth  daas. 

Water  Supply---Src.,  wells;  sya.,  pump  dir.;  S 
pump,  eng.,  cap.  day  16,000  gala.;  maina,  2H  ii^! 
30  hyd.;  16  v.;  prea.,  dom.  66  Iba.,  f.  100  Iba.; 
coat,  $40,000;  coat  mtce.,  $6,000. 


PAOLI,  p.  1,278;  f.  area,  620  a.;  mere  bldga., 
wd.  ft  bk.  F.  dept — 2  h.  ft  1.  trk.,  3  hoee  car.; 
hoae,  cot.,  rub.  lined,  gd.,  1,200  ft;  inf.,  200  ft; 
tot  hose,  1,400  ft;  f.  al.,  beU;  20  voL 

Water  Supply— Src,  creek,  %  m.  bua.  cent;  sya., 
pump  to  rea.;  rea.  cap.,  200,000  gala.;  loc  on  hill; 

1  pump.  eng..  cap.  day  160,000  gala.;  maina,  c.  L, 

3  m.,  4  to  6  in.  dia.;  24  hyd.;  200  senr.;  pipe,  galv. 
L;  prea.,  dom.  66  Iba.,  f.  76  Iba.;  cona.  day,  60,000 

Rls.;  coat,  $0,000;  coat  mtce.,  $1,200;  wka.  owned 
,   town. 

PARKEiR  CITY.  p.  800;  f.  area,  200  a.;  mere 
bldga.,  bk.,  2  stor.;  priv.,  wd.,  1%  stor.;  wd.  r«s. 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 1  c.  eng.,  1  comb.  c.  ft  hoae 
wag.,  1  h.  ft  1.  trk.,  1  hose  reel;  hose,  rub.,  gd., 
600  ft;  f.  al.,  bell;  val.  equip.,  $3,500;  vaL 
bldgs.,   $800;    tot.   mem.,   20   vol. 

Water  Supply — Src,  wells;  1  pump,  cap.  10,000 
gala,  dsy;  maina,  2  m. 

PENDLETON,  p.  1,298;  f.  area,  400  a.;  mere 
bldga.,  bk.  ft  wd.,  1  to  8  ator.;  priv.,  wd.,  1  to  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt  ord.; 
causes  of  f.  inv.  P.  dept. — 1  c  eng.,  1  hoae  wag., 
6  c  hand  ex.,  1  h.  ft  L  trk.;  hoee,  cot,  rub.  lined, 
gd.,  1,200  ft;  f.  al.,  bell;  val.  equip.,  $3,000;  vaL 
bldaa.,  $3^00;  tot.  mem.,  18  vol. 

Water  Supply — Src,  3  wella;  aya.,  grav.;  pres. 
f.,  80  lbs.;  wka.  owned  by  city* 

PERU,  p.  10.910;  f.  area,  1,920  a.;  mere  bldga., 
bk.,  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not  perm.; 
fwka.  ft  combt.  ord.  F.  dept. — 1  e  hand  ex.,  2 
comb.  auto,  e  ft  h.  wag.,  1  h.  ft  L  trk.,  2  hoee  car., 

4  hrs.;  hoae,  cot,  rub.  lined,  gd.,  4,500  ft;  inf., 
1.600  ft;  tot  hoae,  6,000  ft;  I  al.,  Oamewell,  16 
bx.;  tot  mem.  16,  pd.  full  time  8,  pd.  part  time  8; 
undra.  rating,  flrat  daaa. 

Water  Supply — Src,  wells  ft  riv.,  3,000  ft.  bus. 
cent;  sys.,  pump  to  res.;  rea.  cap.,  1,500,000  gala.; 
loe  south  pump,  atation;  4  pump,  eng.,  claaa  comp. 
dup.  ft  centrif.,  cap.  day  5,388,000  gala.;  maina, 
e  L,  26  m..  6  to  20  in.  dia.;  222  t^d.;  161  v.; 
met,  60;  2,590  serv.;  pipe,  lead;  pres.,  dom.  40  lbs., 
f.  100  lbs.;  cona.  day,  1,700,000  gala.;  ooat,  $250,- 
000;  coat  mtce.,  $18,000;  wka.  owned  by  city. 

PETERSBURG,  p.  2,170;  f.  area,  600  a.;  mere 
bldga.,  bk.,  1  to  2  stor.;  priv.,  bk.  ft  wd..  1  ft  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft  combt 
ord.  F.  dept. — 1  h.  ft  1.  trk.,  1  hoae  wag.,  2  hrs.; 
hose,  cot,  rub.  lined,  gd.,  1,600  ft.;  val.  equip., 
$1,000;  tot  mem..  12  vol. 

Water  Supply — Src,  riv.,  1%  m.  bua.  cent;  sys., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  120,000  gals.; 
dim.,  15  X  90;  mat,  iron;  2  pump,  eng.,  cap.  day 
1,600,000  gala.;  maina,  6%  m.,  4  to  10  in.  dia.;  62 
hyd.;  met,  12;  175  serv.;  pipe,  galv.  i.;  pres.,  dom. 
66  lbs.,  f.  166  lbs.;  cons,  day,  46.617  gala.;  coat, 
$38,000;  ooat  mtce.,  $1,000;  wks.  owned  by  city. 

PIERCETON,  p.  817.  F.  dept. — 1  hose  cart; 
hose,  1,100  ft 

Water  Supply— Src,  well,  in  bus.  cent;  sys.; 
pump  to  stdp.;  stdp.  cap.,  15,000  gals.;  24  hyd.; 
pre«..  dom.  40  lbs.,  f.  60  to  80  lbs.;  wks.  owned 
by  city. 

PLYMOUTH,  p.  3,888;  f.  area,  600  a.;  mere 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  bk.,  stn.  ft  wd.,  1  ft 

2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 1  auto.  comb,  c  ft  h. 
wag.,  8  c.  hand  ex.,  1  h.  ft  L  trk.,  1  hose  wag.,  2 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  500  ft;  rub. 
ffd.,  2,000  ft;  inf.,  100  ft;  tot  hoee.  2,600  ft; 
f.  al.,  Gamewell,  20  bx.;  val.  equip.,  $11,000;  vaL 
bldga.,  $8,000;  exp.  dept,  $2,000;  tot.  mem.,  22, 
pd.  full  time  2,  vol.  20. 

Water  Supply — Src,  5  wells,  in  bus.  cent;  sva., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  65,000  gals.; 
res.  cap.,  50,000  ^als.;  4  pump,  ena.,  class  hor. 
dup.,  cap.  da}',  1,000,000  gals.;  mains,  galv.  L, 
9»4  m.,  4  to  10  in.  dia.;  72  hyd.;  74  v.;  620  met; 
620  eerv.;  pipe,  c.  i.;  pres.,  dom.  60  lbs.,  f.  120 
lbs.;  cons,  day,  100,000  gals.;  cost,  $63,000;  coat 
mtce.,   $3,500;   wks.   owned  by  city. 

PORTLAND,  Jay  Co.,  p.  5,130;  mere  bldga.,  bk. 
ft  wd.,  1  to  4  stor.;  priv.,  bk.  ft  wd.,  IV^  ator.; 
wd.  rfa.  perm,  in  f.  area;  fwka.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  c  eng.  on  wis.,  4  c 
hand  ex.,  1  h.  ft  1.  trk.,  1  hoae  wag.,  8  hrs.;  hoae, 
cot,  rub.  lined,  gd.,  2,600  ft;  f.  al.,  wh.  ft  telp.; 
val.  equip.,  $6,000;  vaL  bldga.,  $3,000;  exp.  dept, 
$2,800;  tot.  mem.  15,  pd.  full  time  8,  pd.  part 
time  12. 
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Water  Supply — Src.»  wells,  8  blocks  bus.  oent; 
sye.,  pump  dir.;  2  pump,  eng.,  class  dup.,  cap.  day 
2,000,000  gals.;  mains,  12  m.,  4  to  12  in.  dia.; 
128  hyd.;  426  seir.;  pipe,  galv.  L;  pree.,  dom.  60 
lbs.,  i.  90  lbs.;  cost,  156,000;  cost  mtce.,  $8,000; 
wks.  owned  by  city. 

POSEY VI LLE,  p.   780.     F.  dept.— 1  comb.  c.  & 
hand  eng.,  1  hand  h.  ft  1.  trk.;  hose,  600  ft. 
Watsr  Supply — Src.,  cistern. 

PRINCETON,  p.  6.448;  f.  area,  600  a.;  mere 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  bk.  k  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  oombt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  comb.  c.  ft  h.  wag.,  2 
c.  hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wag.,  2  nose 
reels,  2  hra.;  hose,  cot.,  rub.  lined,  gd.,  2,000  ft.; 
f.  al.,  Gamewell,  16  bi.;  val.  equip.,  $8,000;  val. 
bldgs.,  $6,000;  exp.  dept.,  $8,000;  tot.  mem.  8,  pd. 
full  time  2,  6  vol. 

Water  Supply — Src.,  rlv.,  2  m.  bus.  cent.;  ays., 
pump  to  stdp.;  stdp.  cap.,  175,000  gals.;  dim., 
20  X  70;  loc  near  station,  %  m.  town;  mat.,  stL; 
2  pump,  eng.,  class  oomp.  dup.,  cap.  day  8,126,000 
gals.;  mains,  c.  L,  20  m.,  4  to  12  in.  dia.;  140 
hyd.;  met,,  10;  600  senr.;  pipe,  galv,  i.;  pres,,  dom. 
40  to  75  lbs.,  f.  186  lbs.;  cons,  day,  760,000  gals.: 
cost,  $100,000;  cost  mtce.,  $6,800;  wks.  owned 
by  Co. 

RED  KEY.  p.  1,714;  mere,  bldgs.,  bk.,  1  to  2 
stor.;  priv.,  wd.,  1  to  2  stor.;  wd.  rfs.  not  perm,  in 
f.  area;  causes  of  f.  inv.  F.  dept. — 1  c.  eng.,  6  c. 
hand  ex.,  1  h.  ft  1.  trk.,  1  aer.  trk.;  vaL  bldgs.. 
$800;  tot.  mem.,  20  vol. 

REMINGTON,  p.  982;  f.  area,  160  a.;  mere, 
bldgs.,  bk.  ft  wd.;  wd.  rfs.  perm.  F.  dept.— 1  hand 
eng.,  1  hose  car.,  water  tower;  hose,  cot.,  rub.  lined, 
gd.,  800  ft.;  f.  al.,  bell;  tot.  mem.,  12  vol. 

Water  Supply — Src.,  deep  wells;  aya..  pump  to 
stdp.;  stdp.  cap.,  60.000  gals.;  1  pump,  eng.,  daas 
trip.,  cap.  day  28,800  gals.;  mains,  c  i.,  6  m.,  4  J 
to  8  in.  dia.;  26  hyd.;  10  v.;  met.,  166;  176  serv.; 
pipe,  wrt.  i.;  pres.,  dom.  46  lbs.,  f.  90  lbs.;  cons, 
day,  10,000  gals.;  cost,  $14,000;  cost  mtce.,  $600; 
wks.  owned  by  city. 

RENSSELAER,  p.  2,898;  f.  area,  640  a.;  mere 
bldg^.,  bk.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.;    combt.   ord.;   causes  of  f.   inv.      F.   dept. — 

1  h.  ft  1.  trk.,  2  c.  hand  ex.,  1  c.  hose  ft  c.  wag., 

2  hose  car.  ft  reels,  2  hrs.;   hose,  cot,  rub.  Hum, 

fd.,  2,700  ft;  f.  al.  teip.  ft  wh.,  79  bx.;  wal.  equip., 
8,000;  exp.  dept,  $1,000;  tot  mem.,  10,  1  pd.,  9 
vol.:  undrs.  rating,  second  class. 

Water  Supply — Src.,  wells,  4  blocks  bus.  cent; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  106,000  gals.; 
dim.,  22  x  40;  mat.,  iron;  8  pump,  eng.,  cap.  day, 
2,160.000  gals.;  mains,  c.  i..  8  m.,  4  to  10  in. 
dia.;  78  hyd.;  270  serv.;  2  relief  v.;  pipe,  gptlv.  L 
ft  lead;  pres.,  dom.  60  lbs.,  f.  60  to  110  lbs.;  cost, 
$48,000;  cost  mtce.,  $1,000;  wks.  owned  by  city. 

RICHMOND,  Wayne  Co..  p.  22,824;  mere,  bldgs., 
bk.,  1  to  5  ator.;  priv.,  wd.  ft  bk.,  2  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  str.,  1  auto.  comb,  ladder  ft  hose  wag.,  4 
comb.  ladder  ft  hose  wag.,  1  c  eng.,  16  c  hand 
ex.,  1  h.  ft  1.  trk.,  2  hose  wag.,  11  hrs.;  hose,  cot, 
rub.  lined.  8,150  ft.;  f.  al.,  Gamewell,  62  bz.;  vaL 
equip.,  $88,556;  val.  bldgs.,  $20,000;  exp.  dept. 
$25,522;  tot.  mem.  26,  pd.  full  time;  undrs.  rating, 
first  class. 

Water  Supply — Src.  wells,  8  m.  bus.  cent.;  m., 
pump  to  res.  ft  dir.;  res.  cap..  10,000,000  gals.;  loc. 
1  m.  pump,  station;  2  nump.  eng..  class  hor.  comp., 
cap.  day  10,000,000  gals.;  mains,  c.  L,  86%  m.,  4 
to  20  in.  dia.;  326  hyd.;  262  v.;  met,  8,041;  4,800 
serv.;  pipe,  galv.  i.  ft  lead;  pres.,  dom.  66  lbs.,  f. 
110  lbs.;  cons,  day,  2,800,000  gals.;  wks.  owned 
by  Co. 

RIDGEVILLE,  p.  1,802;  mere,  bldgs.,  bk.  ft  wd., 
1  ft  2  stor.;  priv.,  bk.  ft  wd..  1  ft  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes  of  L 
not  inv.  F.  dept. — 1  c.  eng.,  1  c.  hand  ex..  1  h.  ft 
1.  trk.;  hose,  cot,  rub.  lined,  gd..  400  ft;  f.  aL, 
bell;  val.  equip.,  $450;  vol. 

No  waterwks. 

RISING  SUN,  p.  1,518;  f.  area,  640  a.;  mera 
bldgs..  bk.  ft  wd.,  2  stor.;  priv.,  bk.  ft  wd.,  2  stor.: 
wd.  rfs.  perm.;  no  fwks.  ft  combt  onL;  causes  of 
f.  inv.  F.  dept. — 4  str..  1  h.  ft  1.  trk.,  2  hose  ear.; 
hose,  cot.,  rub.  lined,  gd.,  1,800  ft;  rub.,  gd.,  1,600 
ft.;  tot.  hose,  8,800  ft;  f.  si.,  bell;  vu.  equip.. 
$8,000;  val.  bldgs.,  $1,000;  exp.  dept,  $800;  tot 
mem.,  40  vol.;  undrs.  rating,  fourth  claas. 


Water  Supply— «rc.,  wells,  ^  m.  bus.  «at; 
sys.,  pump  to  stdp.;  stdp.  cap.,  60,000  gak;  3 
pump,  eng.,  cap.  day  600,000  gals.;  mains,  c.  L, 
6  m.,  4  to  8  in.  dia.;  81  hyd.;  25  v.;  50  met; 
100  serv.;  pres.,  dom.  50  lbs.,  f.  125  lbs.;  wkt 
owned  by  priv.  Co. 

viJ'^*!?®"''^'''  p-  *'*«*;  '•  •«*.  «*o  ••5  ™«- 

bldgs.,  bk.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  1  to  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  causes  of  I 
inv.     F.  dept. — 1  c,  h.  ft  1.  wag.;  hose,  cot,  rah. 

i??*?A.8^»  ^'^^^  "••  t  aL.  bell  ft  wh.;  exp.  dept. 
$].'200;  tot.  mem.  8,  2  pd..  «  vol. 

Water  Supply— Src.,  Uke,  1  m.  bw.  cent;  lys., 

pump  to  stdp.;  stdp.  cap.,  106,000  gals.;  dim..  12  i 

126;  mat,  stl.;  2  pump,  eng.,  cap.  day  2.000,000 

Pi*"'  .?*"*^  ^  *•»  12  ™-»  *  *o  lim.  dia.;  90 
hyd.;  80  v.;  met.,  80;  600  serv.;  pipe,  lead  ft  gilr. 

i'lJ*"*:'  •*<""•  •O  *^»  '•  1*0  !*»•;  COM-  *>y.  *M,. 
000  gals.;  cost  mtoe.,  $2,800;  wks.  ownedby  dt?. 

ROCKPORT,  p.  2,786;  f.  area.  700  a.;  mere, 
bldgs.,  bk.,  2  to  4  stor.:  priv.,  wd.  ft  bk.,  1  k  i 
Stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  cause* 
STi.''  ,*"l-  ^'  d«Pt-— 12  c.  hand  ex.,  1  h,  ft  L 
J  ♦  ,^«il?®?  ^*S-»  1  **"•;  hose,  cot,,  rub.  liDed, 
gd.,  1,000  ft;  rub.,  gd..  600  ft;  tot.  hose,  1.600 
Jfi;;  '•  »J-.  bell;  val.  equip.,  $1,000;  val.  bldp., 
$8,000;  exp.  dept,  $300;  tot  mem.,  8  voL 

Walw  Supply— Src,  wella,  %  m.  bus.  cent; 
iqrs.,  giav.  ft  dir.;  stdp.  cap.,  60,000  gals.;  dim., 
20  X  24;  loc.  on  hill  at  edge  of  town;  mat.  ilL; 
res.  cap.,  260,000  gals.;  2  pump,  eng.,  claa 
dup.,  cap.  day,  2,600,000  gals.;  mains,  c  L,  5^ 
m..  4  to  10  in.  dia.;  87  hyd.;  560  aerv.;  pipe, 
galv.  i  ;  pres.,  dom.  85  to  56  lbs.,  f.  80  to  100  lbs,; 
^^J^'.^'  250,000  gals.;  cost,  $75,000;  cost  mtce, 
$18,500;  wks.  owned  by  Co. 

ROOKVILLE,  p.  1.943;  mere  bldgs.,  bk.  ft  sta., 
2  to  8  stor.;  pnv.,  bk.  ft  wd.,  1  to  2  stor.;  wd-  vis. 
not  perm,  in  f.  area;  fwks.  ft  combt  oard.;  causes  of 
f.  inv.  F.  dept — 1  auto.  comb,  c  ft  h.  wag.,  1  c 
eng..  1  h.  ft  1.  trk.,  1  hose  wag.;  hose  cot,  rub. 
lined,  gd.,  1,200  ft;  f.  al.,  bell;  tot  mem.,  18  \6L 

Water  Supply^— Src,  well.  2%  m.  town;  ayi.. 
pump  to  res.,  to  stdp.  ft  dir.;  stdp.  cap.,  80,060 
gala.;  dim.,  18  x  16;  loc  at  stetion;  mat.  wd.  ft 
stl.;  res.  cap.,  20.000  gala.;  loc  at  sUtion;  8  pomp^ 
^f  claM  dup.;  cap.  day,  120.000  gals.;  miiafi, 
c.  i.,  8%  m.,  4  to  8  in.  dia.;  63  hyd.;  280  sm.; 
280  met;  16  v.;  pres..  dom.  45  lbs.,  f.  76  lbs.; 
cone,  day,  40,000  gals.;  cost,  $36,000;  cost  mtee., 
$370;   wks.  owned   by  city. 

ROYAL  CENTER,  p.  909.  F.  dept— 1  h.  ft  L 
trk.,  3  hose  carts;  hose,  cot,  rub.  lined,  gd.,  2,400 
ft;  inf.,  160  ft;  tot  hose,  2.550  ft;  f.  si., 
bell;  \;al.  equip.,  $1,500;  val.  bldgs.,  $1,000;  exp. 
dept,  $1«50;  tot  mem.,  25  vol. 

Water  Supply— Src,  wdls;  ays.,  pump  to  tank 
ft  dir.;  1  pump;  mains,  6  m.,  6  in.  dia.;  10  hyd.; 
pres..  40  lbs. 

RUSHVILLE.  p.  4,926;  f.  area,  800  a.;  mere, 
bldgs^  bk.  ft  stn..  2  to  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — ^2  stm.,  S  h.  wag.,  i 
hrs.;  hose,  cot,  rub.  lined,  gd.,  1,600  ft;  f.  al., 
dec,  24  bx.;  val.  equip.,  $11,880;  vaL  bldga., 
$4,000;  tot  mem.  14,  pd.  full  time  2,  part  time  12. 

Water  Supply — Src,  well,  800  ft.  bua.  cent.;  v^ 
pump  to  stdp.  ft  dir.  to  mains;  stdp.  cap..  115.000 
gals.;  dim.,  14  x  100;  mat,  boiler  pUte;  pomp, 
eng.,  claaa  dup.,  cap.  day  260,000  gahu;  raaiaa,  c  L, 
16  m.,  4  to  12  in.  dia.;  29  hyd.;  met.,  20;  60  aerv.; 
pres.,  dom.  60  lbs.,  f.  60  to  76  lbs.;  cost.  $800,- 
000;  cost  mtce.,  $1,200;  wks.  owned  by  dty. 

SALEM,  Washington  Co.,  p.  2,288;  mac  bklp.. 
bk.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfa.  Dflt 
perm.;  fwks.  ft  combt  ord.;  causes  of  C  inv.  F. 
dept— 1  str..  1  c  eng.,  1  h.  ft  L  trk.;  hose,  n*.. 
gd.,  8,000  ft.:  f.  al.,  bell;  tot  mem..  40  toL; 
undra.  rating,  third  claas. 

Water  Supply — Src,  spr.;  aya.,  pump  to  rea.  ft 
dir.;  rea.  cap.,  260,000  gala.;  2  jnnnp.  cof.,  mp. 
day  125,000  gals.;  mains,  6 H  m.,  4  to  8  in.  dia.; 
2?  *^<^;  260  aerv.;  pipe,  wrt  I.;  pres..  don.  20  lo 
70  lbs.,  1  80  to  90  lbs.;  cons,  day,  60,000  gak.: 
cost,  $28,000;  cost  mtce.  $9,000;  wks.  owned  ty 
city. 

SEYMOUR,  p.  6,806;  f.  area,  1,200  a.;  mm. 
bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wtL.  1  ft  2 
stor.  F.  dept — 1  str.,  1  h.  ft  L  trit,  I  oonb.  wsg.: 
hose,  rub.,  od.,  2,000  ft;  vsL  equip.,  $9,000;  ?aL 
bldgs.,  $16,000;  tot  mem.  10,  pd.  foil  tbne  4.  vol. 
6;  undrs.  rating,  second  gIsm. 
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Water  Supply — Src,  liv.;  «ys.,  pump  to  stdp. 
It  dir.;  itdp.  cap.,  160,400  gala.;  dim.,  16  z  100; 
mat.,  atl.;  8  pump,  eng,^  daaa  comp.  dup.,  cap.  day 
8.000,000  gtdB.;  maina,  c.  i.,  16  m.,  6  to  12  in. 
dia.;   162  byd.;  62  v.;  met..  61;  800  aerv.;  pipe. 

Sir.  i.;  prea.,  dom.  66  Iba.,  f.  80  to  100  Iba.;  oona. 
y,  600,000  gala.;  wka.  owned  by  Co. 

SHELBURN,  p.  2.066;  f.  area,  180  a.;  mere, 
bldga.,  bk.,  1  &  3  stor.;  priv.,  wd.,  1  &  2  ator.;  wd. 
rfs.  perm,  in  f.  area;  no  iwka.  k  combt.  ord.;  cauaea 
of  f.  inv.  F.  dept. — 2  c.  eng..  1  h.  ft  1.  trk.;  hoae, 
cot.,  rub.  lined,  gd.,  600  ft.;  inf.,  200  ft.;  tot.  boae, 
800  ft.;  f.  al.,  bell;  val.  equip.,  $1,600;  val.  bldaa.. 
1500;  ezp.  dept.,  $60;  tot.  mem.,  20  ToL;  unoira. 
rating,  fifth  claaa. 

No  waterwka. 

SHELBYVILLE,  p.  9,600:  f.  area,  2  aq.  m.;  mere, 
bldga..  bk.,  2  ft  S  stor.;  priv..  wd.,  2  ator.;  wd.  rfa. 
f^rm. ;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F, 
dept. — 2  comb.  o.  ft  hose  wag.,  1  h.  ft  1.  trk.,  2 
hooe  wag.,  6  bre.;  hose,  cot.,  rub.  lined,  gd., 
4,000  ft.;  f.  al.,  Gamewell,  36  bx.;  val.  equip., 
f 4,000;  exp.  dept.,  $4500;  tot.  mem.  18,  pd.  full 
time. 

Water  Supply — Sre.,  wella.  %  m.  bua.  cent.;  aya., 
grav.,  pump  to  atdp.  ft  dir.;  7  wella,  eap.  8,000,000 
gala.;  2  pump,  eng.,  claaa  croea-comp.  ft  comp.  dup.. 
cap.  day  6,600,000  gala.;  maina,  c  i.,  16  m.,  4  to 
16  in.  dia.;  139  hyd.:  67  v.;  met.,  40;  1,699  icrv.; 
pipe,  galT.  L;  prea.,  aom.  66  Iba.,  f.  120  Iba.;  cons, 
day,  1,000,000  gala.;  coat,  $126,000;  wka.  owned 
by  Co. 

SHERIDAN,  p.  1,768;  f.  area  16  a.;  mera  bldga., 
bk.  atn.  ft  wd.,  1  to  8  stor.;  priv..  wd.,  1  ft  2  stor.; 
wd.  rfa.  not  perm,  in  f.  area;  fwka.  ft  oombt.  ord.; 
cauaea  of  f.  inv.  F.  dept. — 1  c.  eng.,  1  h.  ft  1. 
trk.,  2  hose  wag.,  2  bose  carts:  hose,  cot.,  rub. 
lined,  gd.,  1,000  ft.;  rub.,  gd.,  1,000  ft.;  tot.  hoae, 
2.000  ft.;  f.  al.,  wh.;  v«l  equip.,  $1,800;  vaL 
bldga..  $7|p00:  tot.  mem.,  25  vol. 

Water  Supply — Src..  2  wells,  1  m.  bus.  cent; 
sys.,  pump  to  atdp.;  stdp.  cap.,  19,000  gals.;  dim., 
9  X  41;  mat.,  stl.,  res.  cap.,  12,000  gala.;  2  pump, 
eng.;  cap.  day,  482,000  gala.;  mains,  5  m.,  4  to 
8  in.  dia.;  68  hyd.;  12  v.;  2  met;  95  serv.:  pipe, 
lead  ft  galv.  i.,  pres.,  dom.  86  to  40  lbs.,  f. 
40  Iba.;  cona.  day,  25,000  gals.;  cost,  $86,000; 
wks.  owned  by  private  Co. 

SHOALS,  p.  1,200;  f.  area.  200  a.  F.  dept — 
3  c.  eng.:  f.  al.,  bell;  val.  equip.,  $600;  val.  bldga., 
$100;  vol. 

No    Water  <Works. 

SOUTH  BEND,  p.  68,684;  f.  area,  4,600  a.; 
mere,  bldga.,  stn.  ft  bk.,  1  to  6  ator.;  priv.,  atn.,  bk. 
ft  wd.,  2  ator.;  wd.  rfa.  not  perm,  in  f.  area;  fwka. 
ft  oombt  ord.;  cauaes  of  f.  inv.  F.  dept — 1  auto, 
c  eng.,  1  auto,  cfaiefa  car,  28  c.  hand  ex.,  2  h.  ft  L 
trk.,  9  hoae  wag.,  26  bra.;  hoae,  19,100  ft.;  f.  al., 
Gamewell,  169  bx.;  val.  equip.,  $74,688;  val.  bldga.. 
$68,887;  exp.  dept,  $74,074;  tot  mem.  66,  pd.  full 
time. 

Water  Supply — Sre.,  wella,  %  m.  bua.  cent;  cya., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  80,000  gala.;  dim., 
6  X  225;  mat,  iron  ft  bk.;  rea.  cap.,  820,000  gala.; 
loc  cent  dty;  4  pump,  eng.,  daaa  dup.,  cap.  day 
14,000,000  gals.;  maina,  iron,  108  m.,  4  to  24  in. 
dia.;  1,019  hyd.;  1,086  v.;  met,  2.600;  11,000 
aerv.;  pipe,  lead  ft  gslv.  1.;  pres.,  dom.  76  Iba.,  f. 
97  Iba.;  cona.  dsy  6,000,000  gala.;  coat,  $672,641; 
cost  mtce.,  $88,967;  wka.  owned  by  city. 

SOUTH  WHITLEY,  p.  1,176;  f.  area,  840  a.; 
mere,  bldga.,  bk.  ft  wd.,  2  ator.;  priv.,  bk.  ft  wd., 
2  ator.;  wd.  rfa.  perm.;  combt  ord.;  causes  of  f. 
inv.  F.  dept — 1  b.  ft  1.  trk.,  1  hose  reel;  hose, 
cot.,  rub.  lined,  gd.,  900  ft;  rub.,  gd.,  600  ft; 
tot.  hoae,  1,600  ft;  f.  aL,  wh.;  val.  equip.,  $1,200; 
val.  bldgs.,  $800;  exp.  dept.,  $72;  tot  mem.,  20 
vol. 

Water  Supply — Src.,  wells;  sya.,  pump  dir.;  2 
pump,  eng.,  claaa  oomp.,  cap.  day  600,000  gala.; 
maina.  8  m.,  8  to  10  in.  dia.;  46  hyd.;  47  serv.; 
pipe,  lead;  prea..* dom.  40  Iba.,  f.  100  Iba.;  coat. 
$15,000;  coat  mtce.,  $1,000;  wka.  owned  by  town. 

SPENCER,  p.  2,150;  f.  area,  180  a.;  mere,  bldgs., 
•tn.,  wd.  ft  DK.;  Wfl.  rf«.  perm.  V.  <lppt. — 1  h.  ft 
1.  trk.,  4  hose  ieel«;  ho^«€,  cot.,  rub.  lined,  gd., 
2.2O0  ft;  f.  al.,  bell  ft  wh.;  exp.  drpt.,  $325;  tot. 
mein..  17  vol. 

Watar  Supply — Src.,  ciatems  ft  wells;  sya.,  pump; 
2  pump.  eng.  dasa  dup.,  cap.  day,  1,000,000  gals.; 
maina,  5  m.,  4  to  8  in.  dia.;  25  v.;  41  hyd.;  pres., 
dom.   50  Iba.;  wka.  owned  by  private  Co. 


SPICELAND,  p.  622;  f.  area,  820  a.  F.  dept— 
2  c.  eng.,  1  h.  ft  L  trk.;  vaL  equip.,  $600:  val. 
bldgs.,  $600;  tot  mem.,  26  vol. 

No  waterwka. 

SULLIVAN,  p.  4,115;  f.  area,  1,000  a.;  mere: 
bldga..  atn.  ft  bk.,  1  to  8  ator.;  priv.,  atn.,  bk.  ft 
wd.,  1  to  2  ator.;  wd.  rfa.  perm,  in  f.  area;  fwka. 
ft  combt  ord.;  osuses  of  f.  inv.  F.  dept —  1  str.,  1 
comb.  c.  ft  h.  wag.,  1  h.  ft  1.  trk.,  1  hoae  reel; 
hoae,  cot,  rub.  lined,  gd..  750  ft;  rub.,  gd.,  600  ft; 
tot.  hose,  1,250  ft;  f.  al,  telp.;  v«L  equip.,  $8,500 
val.  bldgs.,  $15,000;  exp.  dept,  $8,000;  tot  mem., 
8,  pd.  full  time  1,  part  time  7. 

Water  Supply — Src,  creek,  2  ra.  bua.  cent;  sya., 
pump  to  stdp.;  stdp.  cap.,  166,000  gala.;  dim.,  12  x 
100;  mat,  atl.;  2  pump,  eng.,  cap.  day  1,600,000 
gala.;  maina.  c.  i..  8  m.,  4  to  12  in.  dia.;  44  hyd.; 
8  serv.;  pipe,  galv.  L;  prea.,  dom.  40  lbs.,  f.  126 
Iba.;  cost.  $88,600;  wks.  owned  by  dty. 

SUMMITVILLE,  p.  1,887;  bldga.,  bk.  ft  wd.  F. 
dept — 1  h.  ft  L  trk.,  1  hose  cart;  hoae,  600  ft.;  £. 
al..  wh.;  tot  mem^  7  voL 

Water  Supply — Src,  wella;  aya.,  pump.;  cap.  dsy, 
760.000  gala.;  rei.  cap.,  110,000  gala.;  26  hyd. 

SYRACUSE,  p.  1,879.  F.  dept — 2  hand  hoae 
reels,  1  h.  ft  1.  trk.;  hose.  900  ft;  f.  al.,  telp.;  2>2 
vol. 

Water  Supply — Src,  Syracuse  lake:  atdp.  cap., 
46,000  gala.;  2  pump,  eng.,  dasa  trip.,  cap.  day 
1,000,000  gala.;  maina,  4  m.,  4  to  8  in.  dia.;  22 
hyd.;  prea.,  dom.  85  to  40  Iba.,  f.  100  Iba. 

TELL  CITY,  p.  8,869;  f.  area,  1^  aq.  m.;  mere 
bldga.,  bk.  ft  wd.,  1  to  8  stor.:  priv.,  bk.  ft  wd.,  1 
to  2  ator.;  wd.  rfa.  perm,  in  f.  area;  cauaea  of  f. 
inv.  F.  dept. — 1  hand  eng.,  1  h.  ft  L  trk.,  2  reela, 
6  hoae  carte;  hoae,  nib.,  gd.,  2,000  ft;  inf.,  600 
ft.;  tot  hoae,  2,600  ft;  f.  al.,  bell  ft  wh.;  tot 
mem.,  28  vol. 

Watar  Supply — Src,  well,  %  m.  bua.  cent;  ays.. 

Sump  to  stdp.  ft  dir.;  stdp.  cap.,  110,000  gala.; 
im.,  28  X  87;  loc.  156  ft  above  atotion:  mat.  atL; 
2  pump,  eng.,  daas  comp.,  size  12  x  18;  maina,  7 
m.,  4  to  10  in.  dia.;  80  hyd.;  26  v.;  met.,  60; 
876  aerv.;  prea.,  dom.  80  Iba.,  f.  100  Iba.;  coat, 
$44,000;  wka.  owned  by  Co. 

TERRE  HAUTE,  p.  68,167;  f.  area,  9H  so.  m.; 
mere  bldga.,  bk.  ft  stn.,  2  to  8  stor.;  priv..  bk.  ft 
wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm,  in  i.  area; 
fwka.  ft  combt  orcL;  cauaea  of  f.  inv.  F.  dept — 8 
str.,  1  comb.  b.  ft  c  auto.,  4  comb.  h.  ft  c  wag.,  1 
in  reaerve,  10  c  hand  ex.,  2  h.  ft  L  trk.,  1  aer.  trk., 
6  hose  wag.,  1  in  reserve,  1  hose  reel,  86  hra.;  hose, 
oot.,  rub.  lined,  gd.,  16,600  ft;  c,  1,460  ft.;  tot 
hoae,  16,960  ft;  f.  al.,  Gamewell,  107  bx.;  val. 
equip.,  $76,110;  val.  bldga.,  $116,000;  exp.  dept, 
$88,664;  tot  mem.  76,  pd.  full  time. 

Watar  Supply — Src,  riv.,  %  m.  bua.  cent;  sya., 
pump  dir.;  rea.  cap..  1,600,000  gala.;  6  pump,  eng., 
cap.  day  26,000,000  gala.;  mains,  c  L,  86  m.,  2  to 
16  in.  dia.;  1,078  hyd.;  met.,  2,098;  6,026  serv.; 
719  v.;  pipe,  lead  ft  galv.  i.;  prea.,  dom.  70  Iba.,  f. 
180  Iba.;  wka.  owned  by  Co. 

THORNTOWN,  p.  1,508;  mere  bldga.,  bk.  ft  wd., 
1  to  8  ator.;  priv.,  wd.,  1V&  to  2H  stor.;  wd.  rfs. 
perm.;  no  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  comb.  c.  ft  h.  wag.,  2  hose  reels;  hose, 
rub.  lined,  gd.,  1,100  ft;  f.  al.,  wh.;  val.  equip., 
$500;   undrs.  ratina  4%    class;   tot.   mem.,   25  vol. 

Watar  Supply — Src,  wella  ft  cistems,  in  bua. 
cent;  sys.,  pump  to  atdp.;  stdp.  cap.,  50,000  gals.; 
mat,  stl.;  res.  cap.,  500,000  gala.;  1  pump,  eng.; 
maina,  4  to  6  in.  dia.;  85  hydL;  pres.,  f.,  85  lbs.; 
wks.  owned  by  town. 

TIPTON,  p.  4,075;  f.  area,  20  m.;  mere,  bldgs., 
bk.,  2  to  8  ator.;  priv.,  wd.,  2  to  8  stor.;  wd.  rfs. 
not  perm,  in  f.  area.  F.  dept.^ — 10  c.  hand  ex., 
1  h.  ft  1.  trk.,  1  hose  wag.,  1  hose  reel,  8  hrs.; 
hose,  cot.,  rub.  lined,  gd.,  3,000  ft.;  rub.,  gd., 
1,000  ft.;  tot.  hose,  4,000  ft.;  f.  al.,  telp.;  val. 
equip.,  $3,000;  exp.  dept,  $2,150;  tot.  mem.  9, 
pd.  full  time  2,  7  vol. 

Water  Supply — ^Src,  wells,  in  bus.  oent.;  ays., 
pump  to  res.  ft  dir.;  res.  cap.,  865,000  gals.;  loc. 
near  station;  2  pump,  eng.,  size  10  x  16  x  10, 
oap.  day,  1,500,000  gals.;  mains,  c.  ft  wrt.  L,  12 
m.,  4  to  12  in.  dia.;  94  hyd.;  125  v.;  998  met; 
1,200  serv.;  pipe,  lead  ft  wrt.  i.;  pres.,  dom.  55 
lbs.,  f.  120  lbs.;  cons,  day,  500,000  gals.;  cost, 
$100,000;  wks.  owned  by  city. 

TROY,  p.  510.  F.  dept. — 1  hand  eng.,  1  comb, 
hose  ft  ladder  trk.;  hoae,  400  ft.;  tot  mem.,  15. 

Watar  Supply — Src,  dstema. 
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UNION  CITY,  p.  8,200:  f.  area,  000  a.:  mere. 
bldpB.,  bk.  k  wd.,  2  stor. ;  wd.  rfs.  not  perm.  F. 
dept. — 1  comb.  c.  k  hose  wagf.,  2  c.  hand  ex.,  1  h. 
k  1.  trk.,  2  hose  reeU,  1  hose  wag.,  2  hrs.;  hose, 
cot,  rub.  lined,  gd..  5,000  ft.;  inf.,  1,000  ft.;  toL 
hose,  6,000  ft.;  f.  al.,  bell  k  wh.,  2  bx. ;  val.  equip., 
$6,000;  val.  b^dgs.,  $4,000;  exp.  dept.,  $2,000; 
tot.  mem.  36,  pd.  full  time  time  3,  pd.  part  time 
12,   vol.    21. 

Wattr  Supply — Src,  wells,  ^  m.  bus.  cent;  ays., 
dir.  prc«.;  res.  cap.,  360,000  gala.;  2  pump,  eng., 
class  comp.  dup.,  cap.  day,  8,000,000  gals.;  mains, 
8%  m.,  4  to  16  in.  dia.;  72  hyd.;  711  met;  000 
aerv.;  pres.,  dom.  45  lbs.,  f.  66  to  100  lbs.;  cons, 
day,  450,000  gals.;  cost.  $120,000;  cost  mtce., 
$4,000;   wks.  owned  by  city. 

UPLAND,  p.  1,080.  F.  dept. — 1  gas.  eng.,  1  h. 
k  1.  trk.,  1  hose  wag.,  hose  reel;  hose,  500  ft; 
al..  hell;  tot.  mem.   11,  pd.  part  time  1,  vol.   10. 

Wattr  Supply — Src.,  ciatema. 

VALPARAISO,  p.  6,087;  f.  area,  900  a.;  mere 
bidga.,  bk.  k  wd.,  2  5c  8  stor.;  priv.,  wd.,  1  ft  S 
ttor.;  wd.  rfa.  not  perm.;  fwka.  k  combt  ord.  F. 
dept. — 2  c.  band  ex.,  1  h.  ft  I.  trk.,  1  hoee  wag.,  1 
boee  car.,  8  hxa.;  hoee,  cot.,  rob.  lined,  gd.,  2,600 
ft:  f.  al.,  elec,  83  bx.;  ral.  eqnip.,  $8,600;  vaL 
bldga.,  $6,000;  exp.  dept,  $8,200;  tot.  mem.  18, 
pd.  full  time  2,  voL  16. 

Watar  Supply — Src.,  lake  ft  wells,  2^  m.  boa. 
cent;  ays.,  pump  dir.;  lake  2  aq.  m.;  8  pump,  eng., 
class  dup.  ft  comp.;  cap.  day,  4,500,000  gala.; 
mains,  cone,  wd.  &  stl.,  28  m.,  4  to  12  in.  dia.; 
148  h}'d.;  127  v.;  750  met;  1,640  serv.;  pipe,  lead; 
pres.,  dom.  40  to  50  lbs.,  f.  70  to  00  Ibe.;  oona. 
day,  850,000  gala.;  wks.  owned  by  Co. 

VAN  BUREN,  p.  1,180.  F.  dept — 1  e.  eng.,  1 
hose  reel;  hoae,  750  ft 

Watar  Supply — Src.  ft  aya.  not  reported;  maina, 
2  m.,  2  to  6  in.  dia.;  15  hyd. 

VEEDERSBURQ,  p.  1,757;  mere,  bldga.,  bk.  ft 
wd.,1  to  8  star.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  2  hoee 
wag.;  hose,  cot,  rdb.  lined,  gd.,  800  ft;  inf.  400 
ft;  tot  hose,  1,200  ft;  f.  lu.,  wh.,  elec.  ft  telp.; 
tot  mem.,  80  vol. 

Water  Supply— <Sys.,  pump  ft  grav.:  stdp.  cap., 
00,000  gals.;  2  pump,  eng.,  cap.  day  50,000  gals.; 
mains,  c.  i.,  5%  m.,  4  to  8  in.  dia.;  22  hyd.;  pres., 
dom.  58  lbs.,  f.  110  lbs.;  cons,  day,  40,000  gal«.; 
cost,   $6,500;   wks.   owned   by   city. 

VEVAY,  p.  1.256;  mere,  bldga.,  bk.,  2  ft  S  ator.; 
priv.,  wd.,  2  stor.;  wd.  rfa.  not  perm.;  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 2  h.  ft  1.  trk.,  2  hoae 
car.;  hoae,  cot,  rub.  lined,  gd.,  1,160  ft;  inf.,  850 
ft.:  tot  hoae,  1,500  ft;  xT  al.,  bell;  val.  equip., 
$2,500;  vaL  bldga.,  $800;  ezp.  dept,  $100;  tot 
mem.,  60  vol. 

Water  Supply — Src.,  rir.,  1,600  ft.  bua.  cent; 
sys.,  pump  to  rea.;  rea.  cap.,  1,800,000  gala.;  1 
pump,  eng.,  daaa  comp.  dup.,  aize  10  z  18,  cap. 
day  1,000,000  gala.;  maina,  c.  i.,  4  m.,  4  to  8  in. 
dia.;  28  hyd.;  82  v.;  met,  6;  280  aerv.;  pipe,  galv. 
i.:  prea.,  dom.  70  Iba.,  f.  70  lbs.;  coat,  $20,000; 
wks.  owned  by  city. 

VINCENNES,  p.  14,805;  f.  area,  2,000  a.;  mere, 
bldga.,  bk.,  2  to  4  ator.;  priv.,  wd.,  1  ft  2  ator.; 
wd.  rfs.  not  perm.;  combt  ord.;  cauaea  of  f.  inv. 
F.  dept.— -1  auto.  comb.  c.  ft  h.  trk.,  10  c.  hand  ex., 

1  comb.  c.  ft  h.  wag.,  1  h.  ft  1.  trk.,  2  hose  wag., 
10  bra.;  hose,  cot,  rub.  lined,  gd.,  4,000  ft;  f. 
al.,  Gamewell,  43  bx.;  vaL  equip..  $10,000;  vaL 
bldga.,  $18,000;  tot  mem.  16,  pd.  full  time;  undra. 
rating,  third  class. 

Water  Supply — Src.,  riv.,  in  bus.  cent;  sya., 
pump  to  atdp.;  fttdp.  cap.  600,000  gala.,  dim. 
22  X  200,  mat  iron;  8  pump,  eng.,  cap.  day,  4,- 
£00,000  gals.:  mains,  c  i.,  21  m.,  6  to  22  in. 
dia.;  282  hya.;  00  v.;  met,  200;  1,600  aerv.; 
pipe,  galv.  L;  prea.,  dom.  65  lbs.,  f.  100  Iba.; 
wka.  owned  by  Co. 

WABASH,  Wabaah  Co.,  p.  8,687;  mere  bldga., 
stn.,  bk.  ft  wd.,  1  to  8  ator.;  priv.,  wd.,  2  ator.; 
wd.  rfs.  not  perm.;  fwka.  ft  combt.  ord.;  cauaea  of 
f.  inv.    F.  dept — 1  auto,  trk.,  1  c.  eng.,  6  c.  hand  ex., 

2  h.  ft  1.  trk.,  2  hose  wag.,  1  hose  reel,  3  hrs 
hoee,  cot.  rub.  lined,  gd.,  8,800  ft.;  inf.,  400  ft; 
tot  hose,  8,700  ft;  f.  al.,  Oamewell,  21  bx.; 
val.  equip.,  $18,000;  exp.  dept,  $6,000;  tot  mem. 
24,  pd.  full  time  16,  vol.  8;  undrs.  rating,  third 
dasa. 


Water  Supply — Src,  wella.  1  m.  bus.  ceot;  us., 
pump  to  atdp.  ft  dir.;  atdp.  cap.  860,000  gah.,  dim. 
26  X  100,  mat  Iron;  rea.  cap.,  8,760,000  gila.;  t 
pump,  eng.,  clasa  hor.  dup.,  cap.  di^,  5,000,000 
gals.;  maina,  e  L,  24  m.,  6  to  12  in.  dia. ;  248 hyd.; 
100  v.;  met,  125;  1,250  aerv.;  pipe,  lead;  prea., 
dom.  60  Iba.,  f.  00  to  110  Iba.;  oona.  day,  700,000 
gals.;  coat,  $200,000;  coat  mtce.,  $6,500;  wk*. 
owned  by  Co. 

WAKARUSA.  p.  850.  F.  dept — 1  hand  e. 
eng.,  1  hand  h.  ft  L  trk.,  1  hose  cart;  boee,  500 
ft:  f.  aL,  belL 

Water  Supply — Src.,   ciatema. 

WALKERTON.  p.  1,008.    F.  dept — S  boee  carts, 

1  h.  ft  L  trk.;  hoae,  750  ft:  tot  mem.,  7  voL 
Water    Supply — Src.,    wella;    aya.,    pomp  dir.  k 

atdp.;   stdp.   cap.,   1,000  bbla.;   2  pumpa,  cap.  di? 

700,000  gala.;  maina,  SH   m.,  4  to  6  in.  dia.;  SS 

hyd. 

-     WARREN,   p.    1,180;    mere,    bldga.,    bk.  ft  wd. 

F.  dept — 1   hoae  car. 

Water  Supply — ^Src.,  wells;  aya.,  pomp;  pomik 
cap.,    144,000    gala. 

WARSAW,  p.  4,480;  mere,  bldga.,  bk.,  cem. 
ft  wd..  2  to  8  ator.;  priv.,  bk.,  atn.  ft  wd.,  2  ttor.; 
wd.  rfa.  not  perm.;  fwka.  ft  combt  ozd.;  causes  ci 
f.  inv.  F.  dept. — 4  c.  hand  ex.,  1  h.  ft  L  trk..  4 
hoae  car.,  1  comb.  c.  ft  h.  wag.,  2  hra.;  hose,  cot, 
rub.  lined,  gd.,  8,000  ft;  inf.,  1,000  ft;  tot  hose, 
4,000  ft;  f.  aL,  bell  ft  wh.;  val.  eouip.,  $2,500; 
val.  bldga.,  $8,500;  exp.  dept,  $1,800;  tot  mem., 
100,  pd.  full  time  1,  pd.  part  time  1,  98  voL 

Water  Supply — Src.,  lake,  1-5  m.  bua.  cent;  nj%., 
pump  to  stdp.  and  dir.;  atdp.  cap.,  18,860  gain, 
dim.,  5  X  125;  2  pump,  eng.,  cap.  day.  2.OO0.0O0 
g«la.;  mains,  11  m.,  4  to  10  in.  dia.;  b8  nyd.;  40 
v.;  met,  2;  1,000  aerv.;  pipe,  iron;  pres.,  dom. 
40  lbs.,  f.  80  lbs.;  cona.  day,  800,000  gals.;  cost, 
$80,000;  wks.  owned  by  Co. 

WASHINGTON,  p.  7,854;  f.  area,  000  a.;  mere 
bldga.,  bk.,  1  to  8  stor.;  priv.,  stn.,  bk.  ft  wd.,  1 
to  2  ator.;  wd.  rfa.  not  perm,  in  f.  area;  fwks.  k 
combt   ord.;    cauaea   of  x.   inv.     F.   dept — 1  str., 

2  c.  hand  ex.,  1  oomb.  e.  ft  h.  wag.,  S  hrsw;  hose, 
rub.,  gd.,  1,000  ft;  inf.,  1.000  ft;  tot  hoae.  2.000 
ft;  f.  aL,  Oamewell,  26  ox.;  vaL  equip.,  $0,000; 
exp.  dept.  $8,788;  tot  mem.  0,  pd.  full  time  4, 
pd.  part  time  8. 

Water  Supply— Src,  riv.,  8  m.  boa.  cent;  aya., 
pump  to  atdp.  ft  dir.;  stdp.  cap.  265.000  gidn, 
dim.  20  X  100,  loc.  in  ci^,  mat  iron;  S  panp. 
eng.,  cap.  day,  4,000,000  gala.;  maina,  c.  I,  15 
m.;  104  hrd.;  met,  200;  080  aerv.;  pipe,  galv. 
L;  pres.,  dom.  68  Iba.,  f.  126  Iba.;  cooai  div, 
1,200,000  gals.;  wka.  owned  by  Ca 

WATERLOO,  DeKalb  Co.,  p.  1,167;  mere  bldp., 
bk.,  1  to  8  ator.;  priv.,  bk.  ft  wd.,  2  ator.;  wd.  tfL 
i;  rw" 


perm,  in  f.  area;  fwka.  ft  combt  ord.;  caimea  ef  t 
inv.  F.  dept — 1  hand  eng.,  2  o,  band  ex.,  1  h.  t 
L  trk.,  1  hose  wag.,  1  hoae  cart;  hoae,  oot,  rab^ 
lined,  gd.,  1,600  ft;  f.  aL,  bell  ft  wh.;  vaL  cqidp., 
$2,000;  vaL  bldga.,  $6,000;  exp.  dept.  $000;  tot 
mem.,  45  voL 

Water  Supply — Src,  wells  ft  dstema^  1  block 
bus.  cent;  aya.,  pump  to  stdp.  or  mama;  atdp. 
cap.,  100,500  gals.;  dim.,  12  x  120;  mat,  iron  ft 
stL;  1  pump,  eng.,  daaa  dup.,  cap.  day  600,000 
gals.;  maina,  c  L,  1%  m.,  4  to  8  in.  dia.;  15 
hyd.;    12    v.;    met,    1;    25    aerv.;    pipe,    galv.   i; 

Erea.,  dom.  45  Iba.,  f.  80  to  100  Iba.;  wfca.  owaed 
y  Co. 

WAVELAND,  p.  676;  f.  area,  .820  a.;  mem 
bldgs.,  bk.,  2  stor.:  priv.,  wd.,  2  stor.;  wd.  rf*. 
perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes  of  f- 
inv.  F.  dept. — 1  c.  eng.,  c.  iMind  ex.;  hose.  350 
ft;  f.  al.,  bell;  vaL  equip.,  $800;  val.  bldf&, 
$300:  tot  mem.,  16  vol. 

Water   Supply — Src,   cisterns. 

WAYNETOWN,  p.  784;  f.  area,  400  acres.  F. 
dept — 1  comb,  c  ft  hand  eng.;  hoae,  500  ft;  ▼*!- 
equip..  $1,000:  tot.  mem.,  24  voL 

Water  Supply — Src,   creek  ft  datems. 

WESTVILLE,  p.  503.  F.  dept— 1  haod  eng..  1 
hose  cart,  1  h.  ft  L  trk.;  hose,  1,200  ft:  ral 
equip.,  $2,700;  vaL  bldgs.,  $5,000;  tot  mem.,  -0 
vol. 

Water  Supply — Src,   ciatema. 

WHITING,   p.    6,687;    f.   area,    0.826  a.;    m«c 

bldgs.,  stn.,  bk.  ft  wd.,  1  to  4  stor.:  priv.,  bk...  I 
to  2  stor.;  wd.  rfs.  not  perm,  in  f,  area;  fwka 
a  combt.  oid.;  causes  of  f.  inv.     F.  dept — ^1  aoto. 
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comb,  c  *  h.  wag.,  4  c.  hand  ex..  1  h.  ft  1.  trk., 

1  comb.  c.  ft  h.  wag.,  2  hoae  carta,  2  bra.:  hoee, 
cot.,  rub.  lined,  gd.,  2,700  ft.;  rub.,  gd.,  800  ft; 
tot.  hoae,  3,000  It;  f.  aL,  Oamewell,  42  bx.;  ral. 
equip..  $18,000;  val.  Udga.,  $8,000;  exp.  dept, 
$7,831;  tot  mem.,  6,  pd.  full  time. 

Water  Supply — Src.,  lake,  1  m.  bua.  cent;  ay«>» 
pump  dir.  to  matna;  pmnp.  eng.,  cap.  day  6,000,- 
000  gala.;  maina.  c.  L,  6  to  10  in.  dia.;  88  hyd.; 
100  v.;  prea.,  dom.  80  Iba.,  f.  120  Iba.;  cona.  day, 
700.000  gala.;  maina  owned  by  city;  balance 
owned  by  SUndard  Oil  Co. 

WILLIAMSPORT,  p.  1,248;  f.  area,  1,280  a.; 
bldga.,  atn.,  bk.  ft  wd.;  wd.  rfa.  not  penn.  F. 
dept — 1  h.  ft  L  trk.,  2  hoee  car.:  hoee,  cot, 
nib.  lined,  gd.,  1,000  ft;  inf.,  1,000  ft;  tot  hoae^ 
2,000  ft;  f.  al.,  wh.;  tot  mem.,  20  vol. 

Water  Supply — Src.,  wella;  aya.,  grav.,  pump 
to  rea.  ft  atdp.;  atdp.  cap.,  75,000  gala.;  rea.  cap., 
86,000  gala.;  2  pump,  eng.;  86  hyd.;  met,  80; 
200  aerv.;  pree.,  dom.  60  Iba.,  f.  120  Ibe.;  cona. 
day.  60,000  gala.;  coat,  $86,000;  wka.  owned  by 
city. 

WINAMAC,  p.  1,607;  f.  area,  150  a.;  mtre. 
bldga.,  bk.  ft  wd.,  1  to  8  ator.;  prlv..  bk.  ft  wd.,  2 
ator.;  wd.  rfa.  not  penn.  in  f.  area;  fwka.  ft  combt 
ord.;    cauace  of  f.  inr.     F.  dept — 1  h.  ft  L   trk., 

2  hoee  carta;  hoae.  cot.,  rob.  lined,  gd.,  1,000  ft; 
f.  al.,  bell;  vaL  bldga.,  $1,500;  exp.  dept,  $100; 
tot   mem.,  10  rol. 

Water  Supply — Src.,  riv.,  ^  m.  bua.  cent;  aya., 
pump,  to  atdp.;  atdp.  cap..  100,000  gala.;  2  pump, 
eng.,  claaa  dup.,  cap.  day  1,500,000  gala.;  maina,  c. 
i.  4%  m.,  8  to  10  in.  dia.;  46  hyd.;  met.  8;  100 
aerv.;  prea..  dom.  60  Iba.,  f.  00  Iba.;  coat,  $86,600; 
coat  mtce.,  $4,600;  wka.  owned  by  city. 

WINCHESTER,  p.  4,266;  f.  area,  15  a.;  bldga.. 
wd.,  1  ft  4  ator.;  metal  rfa.  perm.  F.  dept — 
5  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  bucket  wag.,  1  hoae 
wag.,  8  bra.;  hoae,  cot,  rub.  lined,  gd.,  1,800  ft; 
f.  al.,  bell;  vaL  equip.,  $3,105;  val.  bldga.,  $14,- 
000;  exp.  dept,  $8,000;  tot  mem.,  18,  pd.  full 
time  3,  vol.   10.  „       ,,       „     v 

Water  Supply-^rc.  wells,  %  mile  bua.  cent ; 
aye.,   pump  dir.;   2  pump,  eng.,  cap.  day,  260,000 


fak.;  maina,  c.  i.,  10  m.,  4  to  12  in.  dia.;  65  hyd.; 
75  met.;  500  aerv.;  pipe,  galv.  i.  ft  lead;  prea., 
dom.  46  lbs.,  f.  100  Iba.;  coat,  $75,000;  wka. 
owned  by  private  Co. 

WOLCOTTVILLE,  p.  627;  f.  area,  1  eq.  m.; 
mere,  bldga.,  bk.  ft  wd.,  1  ft  2  ator.;  priv.,  bk., 
atn.  ft  wd.,  1  ft  2  ator.;  wd.  rfa.  perm,  in  f.  area; 
fwka.  ft  combt  ord.;  cauaea  of  f.  inv.  F.  dept— 
1  h.  ft  1.  trk.,  2  c.  hand  ex.,  1  hoae  reel,  1  hand 
eng.;  hose,  cot,  rub.  lined,  gd.,  550  ft;  cot.,  100 
ft;  inf.,  300  ft;  tot  hose,  050  ft;  f.  al.,  bell; 
val.  equip.,  $800;  vaL  bldgs..  $200;  exp.  dept, 
$50;  tot.  mem.,  •  II  vol.;  undrs.  rating,  fourth 
elaea. 

Water    Supply — ^Not    reported. 

WORT-HINGTON.    p.    1,782:    f.    area,    200    a.; 

mere,  bldga.,  bk.  ft  wd.,  1  ft  2  ator.;  priv.,  wd.  ft 
bk.,  1  ft  2  ator.:  wd.  rfa.  perm.;  fwka.  ft  combt 
ord.;  cauaea  of  f.  inv.  F.  dept— c  hand  ex.,  1 
hoae  wag.,  2  bra.;  hoae.  cot,  rub.  lined,  gd..  2,000 
ft;  inf..  600  ft;  tot  hose.  2,500  ft.:  f.  at,  wh.; 
vel.  equip.,  $2,000;  val.  bldgs.,  81,000;  exp.  dept. 
$600;  tot  mem.,  10,  voL;  undra.  rating,  second 
clasSv  .      ^* 

Water  Supply— Sre.,  welle.  In  bua  cent;  ayeT. 
pump,  to  atdp.;  atdp.  cap.,  86,000  gala.,  dim.  12 
X  100,  loc  near  station,  mat  iron;  2  pump,  eng., 
size  18  X  24,  cap  day  4,000,000  gala.;  maina,  iron, 
12  m.,  '4  to  8  In.  dia.;  40  hyd.;  108  aerv.;  pipe, 
galv.  i.;  prea.,  dom.  40  Iba.,  f.  110  Iba.;  cons,  day, 
1,000,000  gala.;  coat,  $50,000;  wka.  owned  by 
Co. 

ZIONVILLE,  p.  840.     F.  dept— Not  reported. 

Water  Supply^-^c,  wells,  %  m.  bus.  cent.; 
ays.,  dir.  prea.;  pump,  eng.,  cap.  day  800,000  sfals.; 
mains,  wrt.  i.,  4,000  ft,  1  to  3  in.  dia.;  21  hyd.; 
16  v.;  2  met.;  '100  scrv.;  pres.,  dom.  50  lbs.,  f. 
80  lbs.;  wks.  owned  by  priv.  Go. 

Placea  with  a  population  of  1,000  or  more 
having  no  organised  fire  dept — Arcadia,  Atlanta, 
Cl*rksville,  Hope,  Knightsville,  Mitchell,  Monte- 
zuT"«,  Port  Fulton,  Ridgeville,  Scottsburg,  Swayzee. 

Placea  with  a  population  of  1,000  or  more  not  re- 
ported Frankton,  Irvington,  Lapel,  Lowell,  Red  Key. 
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ACKLEY,  p.  1,244;  f.  area.  1  eq.  m.;  mere 
bldgs.,  bk.  ft  wood,  2  ator.;  priv.  bk.  ft  wd.,  1  ft  2 
ator.;  wd.  rfs,  not  perm,  in  f.  area;  fwka,  ft  combt 
ord.;  cauaea  of  f.  inv.  F.  dept — 1  c.  eng.,  1  hand 
eng.,  16  c,  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  carts; 
hoee,  cot,  rub.  lined,  gd.,  1,800  ft;  f.  al..  elec.,  wh. 
ft  beU;  vaL  equip.,  $4,000;  val.  bldgs.,  $1,000;  tot 
mem..   24   vol.  „    .      ^ 

Water  Supply  —  Src.,  well  in  bua.  ceaA.;^f», 
pump  to  ree.  ft  dir.;  tank,  20  x  24  x  00,  cap.  65,000 
mle.;  dim.,  12%  x  60;  mat,  iron;  1  pump,  eng., 
cap.  day  84,000  gals.;  mains,  8,810  ft,  8  to  4  in. 
dia.;  10  hyd.;  met,  2;  72  serv.;  pipe,  irm;  pTe9.j,t, 
120  Ibe.;  cons.  day.  20,000  mIs.;  cost,  $10,000; 
coet  mtce.,  $700;  wks.  owned  by  Co. 

AOAJf^,  p.  000.  F.  dept.— 4  c.  hand  ex.,  1 
hand  eng.,  1  h.  ft  1.  trk..  2  hose  carts.  10  buckets; 
hose.  col..  600  ft;  inf.,  200  ft;  tot  hose,  800  ft; 
f.  al.,  bell  ft  wh.;  tot  mem.,  34  vol. 

Water  Supply — Src,  ciatema,  combined  cap. 
1,800  bbla.  ^  v,j 

ADEL,  p.  1,280;  f.  area,  820  a.;  m»c  bldga., 
bk..  2  ator.;  priv.,  bk.  ft  wd.,  2  ator.;  wd.  rtu.  not 
perm.;  fwk*.  ft  combt  ord.  ^-  dept."--!  h.  ft  1. 
irk..  2  hose  carts;  hose,  rub.,  gd.,  1,600  ft;  ini., 
500  ft.;  tot  hose,  2,000  ft.;  f.  al.,  bell;  ^l-  «1«JP;. 
$3,000;  val.  bldgs.,  $1,000;  exp.  dept.,  $400;  tot 

""vviter  Supply — Src,  wella;  aya.,  pump  to  atto.; 
etdp.  cap.,  90,000  gala.;  2  pump.  «ig.,  cap.  day 
140,000  gals.;  mains,  3^  m.,  4  to  6  in.  a»a.;  81 
hyd.;  13  v.;  met,  100;  130  serv.;  pres.,  dom.  ft  t, 
60  1^.:  COM.  day,  30,000  gels.;  cost,  $20,500;  wks.  . 
own«d  by  city.  „     ,    ^        ' 

AFTON,  p.  1,000;   f.   area,   200   a.     ^.J^Vt'-- 
1    c.    eng.,    500    ft   hoee;    val.    equip.,    $oOO;    exp. 

***\(viti**  Supply— Sra.  stdp.;  cap..  60,000  gals.; 
•TS.,  pomp  dir.;  1  pump.  eng..  cap.  day  20,000 
nU.;  27  hyd.;  6  v.;  mains,  8  m.;  pres.,  f.,  60 
Ibe.;  cost,  $20,000;  wke.  owned  by  city. 


AINSWORTH,  p.  408.  F.  dept— 1  hoee  cart.  1 
h.  ft  1.  trk.,  10  buckets;  hose,  cot,  1.000  ft;  f.  al., 
bell  ft  wh.;  tot.  mem.,  20  voL 

Water  Supply — Src,  well;  ays.,  grav.;  rotary  gaao- 
line  eng.,  cap.  75  gals,  rain.;  tank,  8  x  86,  cap. 
13,536  gals.;  mains.  18  blocks,  8  in.  dia.;  pres., 
dom.  70  Iba.,  f.  100  Ibe.;  7  hyd.;  wka.  owned  by 
town. 

AKRON,  p.  1,180.  F.  dept. — 2  hoee  carte;  hoee, 
cot.,  1,600  ft;  f.  al.,  bell  ft  wh.;  val.  equip.. 
$1,800;  val.  bldge..  $200;  tot  mem.,   15  vol. 

Water  Supply — Src  wella;  aye.,  grav.  ft  pump 
dir.;  1  pump,  claaa  comp.,  rea.  cap.  80,000  gala.; 
maina.  IVi  m.,  4  to  6  in.  dia.;  18  hyd.;  prea.,  dom. 
53  Iba.,  f.  120  Iba. 

ALBIA,  p.  4,060;  f.  area,  10  a.;  mere,  bldga., 
bk.,  1  to  3  ator.;  priv.,  bk.  ft  wd.,  2  to  3  stor.;  wd. 
rfs.  not  perm,  in  f.  area,  fwka.  ft  comb,  ord.;  cauaea 
of  f.  inv.  F.  dept — 1  str.,  1  c  eng.  on  wis..  2  c. 
hand  ex..  1  h.  ft  1.  trk.,  1  hoee  wag..  1  hose  reel, 
2  hre.;  hose,  cot,  rub.  lined,  gd.,  1,500  ft.; 
fair  500  ft;  tot  hose,  2,000  ft.;  f.  al.,  tclp.  bell  ft 
wh.;  vaL  equip..  $6,000;  val.  bldgs.,  $6,000;  exp. 
dept.  $1,760;  tot  mem.,  80  voL 

Water  Supply  —  Waterwka.  through  bua.  cent; 
aya.,  pump;  rea.  cap.,  100,000,000  gala.;  maina,  4 
m.,  10  in.  dia.;  prea.,  dom.  56  to  62  Iba.;  49  hyd. 

ALDEN.  p.  609.  F.  dept— 1  hand  eng.  out  of 
serv.,  2  hose  carte,  laddera;  hoee.  cot.  rub.  lined, 
1.000  ft;  f.  al..  bell;  tot  mem..  12  voL 

Water  Supply — Src.  well;  aya..  grav.  ft  pump  to 
tank;  tank  cap.,  47,000  gala.;  dim.,  20  x  20; 
pump,  eng.;  mains,  1  m..  4  to  6  in.  die.;  16  hyd.; 
pree.,  dom.  ft  f.  49  lbs.,  wks.  owned  by  city. 

ALGONA,  p.  2,908;  mere  bldga.,  atn.,  bk.  ft  wd., 
2  ator.;  priv.,  wd.  ft  bk.,  2  ator.;  wd.  rfa,  not  perm.; 
fwka.  ft  combt  ord.;  cauaee  of  f.  inv.  F.  dept — 
6  c  band  ex.,  1  b.  ft  1.  trk.,  1  boee  wag.,  1  hose 
cart;  hose.  cot.  rub.  lined,  gd.,  1»6'6  ft;  inf., 
900   ft;   tot  hose,   2,575  ft;  f.  al.,  bell  ft  wh.; 


c-86 


FIRE    DEPARTMENTS    AND    WATER    SUPPLY— IOWA. 


val.  equip.,  $1,850;  ral.  bldg*.,  $1,000;  ezp.  dept., 
fSOO;  tot.  mem.  20,  pd.  part  time. 

Water  Supply — Src.,  wella,  in  bus.  cent;  eye., 
pump  to  stdp.;  atdp.  cap.,  90,000  sals.;  pump,  ens., 
cap.  day  160,000  gala.;  mains,  8%  m.,  2  to  8  in. 
dia.;  82  hyd.;  6  v.;  met.,  100;  250  serv.;  pipe, 
lead  ft  wrt  i.;  pres.,  dom.  48  Ibe.,  f.  48  Ibe.;  cost, 
$15,000;  cost  mtce.,  $750;  wka.  owned  by  city. 

ALLISON,  p.  405.  F.  dept. — 1  hand  eng.,  2 
hose  carts.  1  h.  ft  1.  trk.,  12  buckets;  hose,  1,800 
fLr  f.  al.,  bell;  tot.  mem.,  14  vol. 

Water  Supply — Src.  cisterns  ft  well;  ays.,  pump 
to  tank;  tank  cap.,  1,500  bbls.;  dim.,  20  x  20; 
pump.  eng. ;  mains,  2.560  ft.,  4  to  8  in.  dii.;  7 
hyd.;  pree.,   45  lbs.;   wka.   owned   by  town. 

ALTA,  p.  050.  F.  dept. — 2  hose  carts;  hose,  cot., 
rub.  lined,  500  ft.;  rub.,  850  ft.;  tot.  hose,  850 
ft.;  f.  aL,  bell  ft  wh.;  tot.  mem.,  25  voL 

Water  Supply — Src.,  wells:  sys.,  crav.  ft  pump  to 
tank;  tank  cap.,  47,000  gala.;  dim.,  20  z  20;  1 
pump;  mains,  1  m.,  4  to  8  in.  dia.;  12  hyd.;  pres., 
dom.  ft  f.  40  lbs. 

ALTON,  Sioux  Co.,  p.  1,046;  bldgs.,  wd.,  1  ft 
2  stor.  F.  dept. — 1  h.  ft  1.  trk.,  1  hose  car.;  f.  aL, 
bell;  vol.;  tmdrs.  rating,  first  class. 

Water  Supply — Src,  well;  «ys.,  pump  to  stdp.  ft 
dir.;  stdp.  cap.,  55,000  gals.;  dim.,  65  x  12;  mat., 
stl.;  1  pump,  eng.,  can.  day  500,000  gals.;  14 
hyd.;  67  serv.;  pipe,  gaiv.  L;  cost,  $12,000;  wks. 
owned  by  city. 

ALVORD,  p.  288.  F.  depL — 1  hose  cart,  1  e. 
eng.;  hose,  cot.,  rub.  lined,  500  fL;  rub.,  100  ft.; 
tot.  hose,  600  ft.;  f.  al.,  bell;  tot  mem.  12,  pd. 
part  time. 

Water  Supply — Src,  well;  iys.,  grav.;  1  pump, 
cap.  800  gals,  min.;  tank  dim.,  0  x  86.  cap.  18,000 
gals.;  mains,  18  blocks,  4  to  6  in.  dia.;  14  hyd.; 
pres.,  dom.  ft  f .  100  lbs. 

AMES,  p.  4,228;  f.  area,  800  a.;  bldgs.,  bk.  ft 
wd.,  2  ft  8  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt. 
ord.  F.  dept. — 1  hose  car.;  hose,  cot,  rub.  lined, 
gd.,  1,000  ft;  f.  al.,  bell;  val.  equip.,  $1,000;  vaL 
bldgs.,  $800;  tot.  mem.,  20  vol.;  undrs.  rating,  sec* 
ond  class. 

Water  Supply — Src,  wells;  %  m.  bus.  cent.; 
sys.,  pump  to  stdp.;  stdp.  cap.,  60,000  gals.;  mat. 
stl.;  res.  cap.,  100,000  gals.;  5  pump,  eng;  cap. 
day,  3,268,800  gals.;  mains,  c.  L,  10  m,;  4  to  12 
in.  dia.;  85  liyd. ;  550  met.  pipe,  galv.  i.  ft  lead; 
pres.  dom.  45  to  80  lbs.;  f.  80  lbs.;  cons,  day  140,- 
000  gals.;   cost,  $75,000;  wks.  owned  by  city. 

ANAMOSA,  p.  2,988;  f.  area,  500  a.;  mere 
bldgs.,  bk.  ft  stn.,  1  to  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept — 1  h.  ft  1.  trk.,  2  hose  car.;  hose, 
cot.,  rub.  lined,  gd.,  1.200  ft;  f.  al.,  bell.  wh.  ft 
elec;  val.  equip.,  $2,800;  vaL  bldgs.,  $6,000;  exp. 
dept.,  $400;  tot.  mem.,  70  voL 

Water  Supply — Src,  wells,  %  m.  bus.  cent; 
sys.,  grav.  to  res.;  res.  cap.,  90,000  gals.;  loc  on 
hill:  1  pump,  eng.,  class  comp.  dup.,  cap.  day 
750.000  gals.;  mama,  c  i.,  8  m.,  4  to  6  in.  dia.; 
15  hyd.;  80  v.;  met,  56;  225  serv.;  pipe,  galv.  L; 
pres.,  dom.  88  lbs.,  f.  120  to  140  lbs.;  cons,  day, 
60,000  gals.;  cost,  $80,000;  wks.  owned  by  Co. 

ANITA,  p.  1,118.  F.  dept — ^2  hose  carts,  1  h.  ft 
L  trk.,  8  buckets.  2  c.  ex.;  hose,  1,200  ft;  f.  al., 
bell;  tot.  mem.,  27  vol. 

Water  Supply — Src,  well;  ays.,  pump  to  stdp.; 
stdp.  dim.,  12  x  40:  1  pump,  cap.  36,000  gala.; 
nwins.  1  m.,  4  to  6  in.  dia.;  8  hyd.;  pres.,  50  lbs.; 
wks.  owned  by  town. 

ANTHON,  p.  685.  P.  dept. — 1  hose  cart,  1  h. 
ft  1.  trk.,  24  buckets;  hose,  1,000  ft;  f.  aL,  bell; 
tot  mem.,  24  vol. 

Water  Supply — Src,  well;  sys.,  pump  to  res.; 
res.  cap.,  14.684  gals.;  dim.,  10  x  25;  1  pump; 
mains,  4,620  ft.,  4  ft  6  In.  dia.;  •  hyd.;  pres.,  65 
lbs.;  wks.  owned  by  town. 

ARLINGTON,  p.  678.  P.  dept — 1  hose  cart,  1 
comb,  c  eng.;  hose,  1,000  ft.;  f.  aL,  bell;  14  voL 

Water  Supply — Src.  well;  aya.,  pump  to  tank; 
tank  cap.,  28,000  gala.;  dim.,  16  x  18;  1  pump, 
eng.:  maina,  2.400  ft.,  4  ft  6  in.  dia.;  pres.,  dom. 
85  Ids.,  f.  45  lbs.;  wks.  owned  by  town. 

ARTHUR — F.  dept.  not  reported. 

Water  Supply — Src,  wella,  H  m.  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  40,000  gala.;  dim.,  18  x 
18;  mat,  stl.;  1  pump,  eng.,  dass  trip.,  cap.  day 
417,600  gals.;  maina,  4  m.,  4  to  6  in.  dia.;  pipe, 


iron;  pres.,  dom.  70  lbs.,  f.  70  lbs.;  cost,  $10,000; 
wks.  owned  by  city. 

ASHTON,  p.  518.  F.  dept — ^1  hoM  csrt;  how, 
cot.,  rub.  lined,  700  ft ;  tot.  mem.  9,  pd.  part  time. 

Water  Supply — ^Src,  wells;  sys.,  grav.;  air  pres. 
tank,  8  x  86,  cap.  11,000  gals.;  1  poaap,  ctp.  80 
i^sls.  min.;  mains.  17  blocks.  4  to  6  in.  die:;  16 
hyd.;  pres.,  dom.  ft  f.  66  lbs. 

ATLANTIC,  p.  4,560;  f.  area,  8,840  a.;  mere, 
bldgs.,  bk.,  1  to  3  stor.;  priv.,  wd.,  1  to  S  stor; 
wd.  rfs.  not  perm. ;  fwks.  ft  combt  ord. ;  causes  of  f. 
inv.  F.  dept. — 2  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  hose 
wag.;  8  hose  car.;  2  hrs.,  hose,  cot,  rub.  lined,  gd., 
2,000  ft;  inf.,  1,000  ft,  tot  hose,  8,000  fi.;  f.  sL. 
bell  ft  wh.;  val.  equip.,  $8,300;  vaL  bldgs..  $600; 
exp..  dept,  $2,000;  tot  mem.;  80,  pd.  fun  tune  i. 
vol.  79. 

Water  Supply — Src,  well;  1  m.  bus  cent;  sts-< 
dir.  pres.,  2  pump,  eng.,  dsss  quad.,  cap.  day  8.000.- 
000  gaU.;  mains,  9  m.,  4  to  10  in.  dia.;  120  hrd.: 
88  v.:  1,000  met.  1,000  sen*.;  pipe,  wrt  t;  pres.. 
dom.  80  lbs.,  f.  120  lbs.;  cons.  day.  700,000  gals.: 
cost.  $100,000;  cost  mtce.,  $10,000;  wks.  owned 
by  city. 

AUDUBON,  Audubon  Co.,  p.  1,928;  mere  bldgs-, 
wd.,  1  to  8  ator.;  priv.,  wd.,  2  ator.;  wd.  rta.  not 
perm.;  fwka.  ft  oombt  ord.;  causes  of  L  inv.  F. 
dept. — 1  h.  ft  L  trk.,  2  hose  car.;  hose,  oot,  rah. 
lined,  gd.,  1.500  ft;  inf.,  600  ft.;  tot  hose,  2.100 
ft;  f.  aL,  bell;  tot  mem.,  41  voL 

WaUr  Supply — Src,  wella  ft  creek;  ays.,  grtv.  t 
pump  to  res.;  stdp.  cap.,  100,000  gala.;  dim.,  80  i 
20;  rea.  cap.,  65,000  gals.;  1  pump,  eng.,  class 
dup.,  cap.  day  720,000  gals.;  mama,  8  m.,  4  to  3 
in.  dia.;  18  hyd.;  8  v.;  90  serv.;  pipe,  wrt  I: 
pres.,  dom.  70  lbs.,  f.  125  lbs.;  oons.  day,  40,000 
gals.;  cost  $15,000;  cost  mtce.,  $1,200;  wks. 
owned  by  town. 

AURELIA,  p.  626.  F.  dept. — 1  hoM  cart;  hose. 
900  ft;  f.  aL,  bell;  tot.  mem.,  15  voL 

Water  Supply — Src,  well;  sys.,  grav.;  2  tanks, 
cap.  22,000  gals.;  2  pump,  enflf.;  mains,  14  blocU. 
4  to  6  in.  dia.;  14  hyd.;  pre*.,  40  to  SO  lb*.; 
wk^.   owned  by  town. 

AVOCA,  p.  1,520;  f.  area,  640  a.;  mere,  bldga., 
bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
not  perm.;  no  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  str.,  8  hose  csr.;  hose,  oot,  rub. 
lined,  gd.,  2,500  ft;  f.  aL,  bell  ft  wh.;  vaL  equip.. 
$5,000;  val.  bldgs.,  $8,000;  exp.  dept.  $8,000; 
tot  mem.,  88  vol.;  undrs.  rating,  second  daaa. 

Water  Supply — Src,  wells:  sys.,  pump  to  stdp.: 
stdp.  cap.,  59,227  gals.;  dim..  70  x  IS:  1  pomp. 
eng.,  class  hor.  dup.,  cap.  day  750.000  gals.;  mains, 
4  m.,  4  to  8  in.  dia.;  82  hyd.;  met,  0;  105  aerv.: 
pipe,  lead;  pres.,  dom.  68  lbs.,  f.  SO  to  100  lbs.: 
cons,  day,  60,000  gala.;  cost,  $17,500;  eost  mtce., 
$900;  wks.  owned  by  town. 

AYRSHIRE,  p.  887.  F.  dept. — 1  str.,  1  comb, 
hand  eng.  ft  hoae  cart;  hoae,  rub.,  500  ft;  tot 
mem.,  12  vol. 

Water  Supply — Src,  cisterns  ft  welL 

BANCROFT,  p.  880.  F.  dept — 1  hoee  cart, 
h.  ft  L:  hoae,  cot,  rub.  lined,  700  ft;  f.  aL.  bell; 
tot  mem.  24,  pd.  part  time. 

Water  Supply — Src,  well:  aya.,  grav.;  1  pmqp: 
tank  dim.,  16  x  20.  cap.  88,088  gals.;  maba.  $ 
blocka,  4  to  8  in.  dia.;  8  hyd.;  prea.,  dom.  ft  t 
40  lbs. 

BATTLE  CREEK,  p.  527.  F.  dept — ^2  hose 
carts;  hose,  cot.,  rub.  lined,  1,000  ft;  f.  al.,  bdl; 
tot  mem.,  15  voL 

Water  Supply — Src.,  wells;  in  bus.,  cent:  »t«. 
grav.  ft  pump  to  stdp.;  stdp..  dim.,  18  x  SO.  cip. 
60,000  ffsls.;  1  pump,  eng.,  cap.  day,  jOO.Oiv^ 
fiTsls.;  msins,  c.  i..  2.44  m.,  4  to  6  in.  dia.:  i^ 
hyd.;  6  v.;  127  met.;  pre*.,  dom.  ft  f.,  42  Ib^; 
cons.   dSLy,   80,000   ga!'s.;   wks.   owned  l»y    city. 

(BEDFORD,  p.  1.1888;  f.  area,  175  a.;  mm. 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  IH  itor.;  wd.  rft. 
not  perm,  in  f.  area;  fwka.  ft  combt  ord.;  caasei 
of  f.  inv.  F.  dept. — 2  c  eng.  on  wis.,  2  eombu  e. 
eng.,  2  h.  ft  L  trk.,  2  hrs.;  hose,  cot,  rub.  lined, 
1,000  ft.;  rub.,  gd.,  260  ft;  tot  hose,  1,260  ft; 
f.  al.,  bell;  val.  equip.,  $3,000;  vsL  bldgs..  f^.OOO; 
tot  mem.,  82  vol. 

Water  Supply— ^rc,  wells,  in  bus.  eent;  sjs., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  92,000  gain.:  dim., 
14  X  80;  mat,  stl.;  1  pump,  eng.,  cap.  dMy  S76. 
000   gaU.;    mains,    i    1*5    m.,    4    to  8    in.   dia.:   22 
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byd.;  pres.,  dom.  Jk  f..  80  lbs.;  cojt,  $18,000;  cost 
mtce.,  $800;  wks.  owned  by  city. 

BELLE  PLAINE,  p.  S,121;  f.  area,  740  a.;  mere. 
bldgB.,  bk.,  2  itor.;  priv.,  wd..  2  stor.;  wd.  rfo.  not 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  eaosea  ot  x. 
inv.  F.  dept. — 1  str.,  8  c.  hand  ex.,  1  h.  &  L  trk.,  1 
hoAC  reel,  1  hand  hose  car.,  6  hrs.;  hoae,  nab.,  gd., 
1,300  ft.;  f.  al.,  beU  k  wh.;  vaL  equip.,  $6,000; 
val.  bldgrs.,  $3,500;  exp.  depL,  $300;  tot.  mem.  60 
vol. 

WaUr  Supply — Src,  wella  ft  dstema. 

BELLEVUE,  p.  1.776;  f.  area,  2  a.;  mere  bidga., 
•tn.,  bk.  ft  wd.,  1  to  4  «tor.;  priv.,  bk.  stn.,  ft  wd., 
1  ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
ft  combt.  ord.;  causcfs  of  f.  inv.  F.  dept. — 1  aer. 
Irk.,  i  hose  wag.;  hose  reels,  hose,  cot.,  rub.  lined, 
gd„  1,300  ft.;  inf.  400  ft.;  tot.  hose,  1,700  ft.;  f. 
al..  bell;  val.  equip.,  $1,000;  val.  bldg«.,  $1,600; 
exp.  dept.,  $100;  tot.  mem.,  20  vol. 

Watar  Supply — Src.,  well,  ^  m.  bus.  cent.;  sys., 
pump  to  res.,  to  stdp.  ft  dir.;  res.  cap.,  160,000 
gala.;  loc.  on  hill;  2  pump,  eng.;  mains,  SH  m.; 
114  hyd.;  30  ▼.;  met.,  100;  74  senr.;  pipe,  guv.  L; 
pres.,  dom.  90  lbs.,  f.  185  lbs.;  cons,  day,  80,000 
gals.;  cost,  $18,000;  cost  mtce.,  $1,600;  wks. 
owned  by  city. 

BELMOND,  p.  1,224;  f.  area,  200  a.;  mere, 
bldgs.,  wd.,  2  sior.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt.  ord.  F.  dept. — 1  h.  ft  1. 
trk.,  12  buckets,  2  hose  car.;  hose,  cot,  rub.  lined, 
gd.,  1,000  ft.;  f.  al.,  beU;  val.  equip.,  $1,200;  exp. 
dept.,  $100;  tot.  mem.,  86  voL 

Water  Supply — Src.,  well;  sys.,  pump  to  stdp.; 
stdp.  cap.,  2,000  bbls.;  1  pump,  eng.,  cap.  day  84,- 
000  bbl«.;  maiiw,  iron,  6  ni.,  4  to  8  in.  dia.;  85 
hvd.;  34  v.;  152  met.;  152  sen*.;  pre«.,  f.,  89  lbs.; 
cost,  $25,000;  coat  mtce.,  $600;  wks.  owned  by 
town. 

BLOOM  FIELD,  p.  2,023;  f.  area,  700  a.;  mere, 
bldgs.,  bk.,  2  ft  3  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfa.  not  perm.;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  hand  eng.,  1  c  eng.,  1  h.  ft  1. 
trk.,  1  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1,800 
ft.;  inf..  200  ft.;  tot.  hose,  1,600  ft.;  f.  al.,  bell; 
vaL  equip.,  $1,000;  val.  bldgs.,  $60;  tot.  mem.  80, 
pd    part  time  1,  vol.  29. 

Water  Supply — Src,  well;  sys.,  pump  to  stdp.  ft 
dir.;  stdp.  cap.,  68,000  gals.;  dim.,  16  z  24;  res. 
cap.,  55,000  gals.;  2  pump,  eng.,  cap.  day  1,108,- 
000  gabt.;  mains,  c.  i.,  8  m.,  4  to  6  in.  dia.;  44 
hvd.;  10  v.;  125  met.,  126  aerv.;  pipe,  lead;  pres., 
dom.  4  5  lbs.,  f.  45  to  100  Ibe.;  cost,  $15,000;  cost 
mtce.,  $040;  wks.  owned  by  city. 

BODE,  p.  410.  F.  depL — 1  hose  cart;  hose,  cot., 
rub.  lined.  600  ft;  f.  al.,  bell;  tot.  mem.,  12  voL 

Water  Supply— Src,  well;  sys.,  grav.  ft  pump  lo 
tank;  tank  dim.,  16  x  18,  cap.  28,224  ji;als,;  1 
pump;  mains,  1  m.,  4  ft  6  in.  dia.;  0  hyd.;  pres., 
dom.  ft  f.  40  lbs. 

BONAPARTE,  p.  697.  P.  dept. — 1  hose  cart; 
hose,  1,200  ft.;  f.  al.,  wh.;  tot.  mem.,  10  voL 

\A/ater  Supply — Src,  well  ft  riv.;  sys..  pump  to 
stdp.:  atdp.  cap.,  85,000  gals.;  dim.,  10  z  60;  2 
pumps;  mains.  2  m.,  4  to  8  in.  dia.;  28  hyd.;  pres., 
dom.  65  lbs.,  f.  125  lbs.;  wks.  owned  by  town. 

BOONE,  Boone  Co.,  pop.  10,347;  mere,  bldgs., 
bk.,  1  to  4  stor.;  priv.,  wd.,  1%  stor.;  wd.  rfs.  not 
perm.;  no  fwks.  ft  combt.  ord.  F.  dept.— 2  h.  ft  L 
trk.,  3  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  3,600 
ft.;  rub.,  gd.,  700  ft.;  inf.,  600  ft.;  tot.  hose,  4,700 
ft,;  f.  al.,  bell  ft  wh.;  exp.  dept.,  $2,020.68;  tot. 
mem.   76,  pd.  part  time;  undrs.  rating,  third  class. 

Water  Supply — Src,  welk.  4  m.  bus.  cent.;  sys., 
pump  to  res.,  to  stdp.  ft  dir.;  stdp.  cap.,  20,000 
gals.;  res.  cap.,  4,000,000  gate.;  8  pump,  eng.,  cap. 
dav  3,500.000  gals.;  mains,  c  i.,  17  m.,  4  to  14 
in.' dia.;  227  hyd.;  140  v.;  met.,  1,300;  1,800  serv.; 
pres.,  dom.  40  lbs.,  f.  125  lbs.;  com.  da\',  900,- 
000  gals.;  cost,  $325,000;  cost  mtce.,  $20,000; 
wks.   owned  by  city. 

BRITT,  »».  1,808;  mere,  bldgs.,  bk.  ft  wd..  1  ft 
2  stor.  P.  dept. — 2  hose  car.;  hose,  cot.,  rub. 
lined,  «d.,  1,200  ft.;  f.  al.,  wh.;  tot.  mem.,  16  vol. 

Water  Supply — Src,  wells,  680  ft.  bus.  cent.; 
ays.,  pump  to  stdp.;  stdp.  cap..  60,000  gals.;  dim., 
24  X  18;  loc  at  station;  mat,  wd.  ft  stl.;  2  pump, 
enff.,  dass  dnp.  ft  trip.,  sixe  12  z  7  z  12,  cap.  day 
700,000  gals.;  mains,  c  i..  2%  m.,  4  to  8  in.  dia.; 
19  hvd.;  6  v.;  200  serv.,  pipe,  galv.  i.;  pres.,  dom. 
80  lb©.,  f.  100  lbs.;  cons,  day,  50,000  gate.;  wks. 
owned  by  town. 


BROOKLYN,  p.  1,288;  f.  area,  640  a.;  mere, 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt.  ord.  F.  dept. — 2  c  hand 
ex.,  1  scr.,  1  c  eng.,  2  hose  car.,  ladders;  hose, 
cot.,  rub.  lined,  gd.,  1,200  ft.;  f.  al.,  bell;  val. 
equip.,  $2,000;  vaL  bldgs.,  $7,000;  tot.  mem.,  20 
vol. 

Watar  Supply — Src,  well,  216  ft.  bus.  cent;  sys., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  46,000  gals.; 
pump,  eng.,  cap.  day  80,000  gals.;  mains,  2^  m., 
4  to  8  in.  dia.;  17  hyd.;  met.,  160;  154  serv.;  pres., 
f.  60  lbs.;  cost,  $12,500;  cost  mtce.,  $650;  wks. 
owned  by  city. 

BUFFALO  CENTER,  p.  753.  F.  dept— 1  hose 
cart,  8  ladders;  hose,  cot.,  rub.  lined,  1,000  ft.(  f. 
al..  bell  ft  telp.;  tot.  mem.,  20  vol. 

Water  Supply — Src,  well;  sys.,  pump  to  tank; 
lank  cap.,  1,800  gals.;  dim.,  18  z  22;  pres.,  dom. 
45  lbs.;  mains,  8,926  ft.,  4  to  8  In.  dia.;  10  hyd.; 
wks.  owned  by  town. 

BURLINGTON,   p.    24,824;   f.   area,    12   sq.   m.; 

mere  bldgs.,  bk.,  1  to  6  stor.;  priv.,  bk.,  stn.  ft 
wd.,  1  to  2  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwka.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1 
c  eng.  on  wte.,  1  auto.  comb,  c  eng.  ft  trk.,  5  c 
hand  ez.,  1  aer.  trk.,  3  hose  wag.,  4  hose  reete  ft 
carts,  1  comb,  c  ft  h.  wag.,  20  bra.;  hose,  12,OO0 
ft.;  f.  sL,  GameweU,  41  bz.;  vaL  equip.,  $82,000; 
val.  bldgs.,  $57,500;  ezp.  dept.,  $20,000;  tot.  mem. 
22.  pd.  full  time  22. 

Water  Supply  —  Src,  riv.,  in  bus.  cent.;  ays., 
pump  dir.;  a  pump,  eng.,  class  cross  comp.  hor. 
quadruplez  centrif.,  cap.  day  28,600,000  gals.; 
mains,  46.42  nu,  c  i.,  4  to  16  in.  dia.;  474  hyd.; 
555  v.;  met.,  225;  4,184  serv.;*  pipe,  lead,  iron  ft 

falv.  i.;  pres.,  dom.  100  lbs.,  f.  140  lbs.;  cons,  day, 
,081,549  jirals.;    cost,   $654,460;    wks.   owned   by 
Co. 

CALMAR,  p.  849;  f.  area,  200  a.;  mere,  bldgs., 
bk.  ft  stn.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  h.  ft  1.  trk.,  1  water  tower,  1  hose  car.; 
hose,  cot.,  rub.  lined,  gd.,  700  ft.;  f.  al.,  bell;  tot. 
mem.,  80  vol. 

Water  Supply — Src,  wells,  8  blocks  bus.  cent.; 
sys.,  pump  to  stdp.  ft  mains;  stdp.  cap.,  7 0.0 6 0 
gals.;  dim.,  24  z  24;  mat.,  stl.  ft  wd.;  1  pump, 
eng.,  cap.  day  42,000  gals.;  mains,  iron,  2^  m., 
4,  6  ft  8  in.  dia.;  28  hyd.;  met.,  11;  78  serv.;  pii>e, 
galv.  i.  ft  lead;  prea.,  dom.  68  lbs.,  f.  70  lbs.;  cost, 
$17,000;  cost  mtce.,  $600;  wks.  owned  by  city. 

CAMBRIDGE,  p.  696.  F.  dept. — 1  hose  cart,  1 
hand  ft  c  eng.,  60  buckets;  hose,  1,000  ft.;  f.  al., 
bell;  tot.  mem.,  16  voL 

Water  Supply — Src,  well;  sys.,  pump  to  tank; 
tank  cap.,  1>1,U00  gals.;  dim.,  8  x  36;  mains,  2 
m.,  4  to  6  in.  dia.;  9  hyd.;  pres.,  40  lbs.;  wks. 
owned  by  town. 

CARROLL,  p.  8,646;  f.  area,  20  a.;  mere  bldgs., 
bk.,  1  ft  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm.;  combt.  ord.;  causes  of  f.  Inv.  F.  dept. — 1 
hand  eng.,  1  h.  ft  L  trk.,  2  hose  car.;  hose,  cot., 
rub.  lined,  gd.,  2,000  ft.;  inf.,  800  ft.;  tot.  hose, 
2,800  ft.;  f.  al.,  bell  ft  wh.;  val.  equip.,  $4,000; 
val.  bldgs.,  $8,000;  tot.  mem.,  70  voL 

Watar  Supply — Src,  wells,  H  m.  bus.  cent.;  sys., 
pump  by  elec  into  res.;  stdp.  cap.,  146,520  gals.; 
dim.,  16  z  111;  mat.,  stl.;  res.  cap.,  100,000  gals.; 
loc.  af  pump,  station;  4  pump,  eng.,  cap.  day  696,- 

000  gala.;  mains,  c  i.,  4%  m..  4  to  8  in.  dia.;  41 
hyd.;  11  v.:  met.,  38;  860  serv.;  pipe,  galv.  i.; 
pres.,  dom.  75  lbs.,  f.  76  lbs.;  cons,  day,  226,000 
gals.;  cost,  $60,000;  cost  mtce.,  $6,000;  wks.  owned 
by  city. 

CASCADE,  p.  1,268;  f.  area,  1  aq.  m.;  mere 
bldga.,  bk.  ft  wd.,   1   to  8  stor.;  priv.,  bk.  ft  wd., 

1  to  2  stor.;  wd.  rfa.  not  i»enn.  in  f.  area;  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft 
1.  trie.,  3  hose  car.,  1  water  tower  in  reserve; 
hose,  cot,  rub.  lined,  gd.,  1,950  ft.;  f.  aL,  bell  ft 
wh.;  val.  equip.,  $1,800;  vaL  bldgs.,  $1,000;  exp. 
dept.,  $150;  tot.  mem.,  25  voL 

Water  Supply — Src,  spr.,  4  blocks  bus.  cent.; 
sys.,  pump  to  stdp.;  stdp.  cap.,  70,000  gals., 
mat.  iron;  2  pump,  eng.,  class  dup.,  cap.  day 
834,000  gals.;  mains,  iron,  1V4  m.,  4  to  8  in. 
dia.;  23  nyd.;  met.,  14;  74  serv.;  10  v.;  pres., 
dom.  84  lbs.,  f.  84  lbs.;  cost,  $10,000;  cost  mtce., 
$800;  wks.  owned  by  city. 

CEDAR  FALLS,  p.  5,012;  f.  area,  640  a.;  mere 
bldga.,  bk.  ft  atn.,   1  to  3  ator.;  priv.,  wd.  ft  bk.. 
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2  8tor.;  wd.  rfs.  not  penn.;  fwki.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 4  hose  car.,  1  b.  &  1. 
trk.;  hose,  cot,  rub.  lined,  gd.,  8,600  ft.;  f.  al., 
bell  Ac  wh.;  val.  equip.,  $8,600;  val.  bldgs.,  $6,000; 
exp.  dept.,  $426;  tot.  mem.,  80  toI.;  undra.  rating, 
second  class. 

Water  Supply — Src,  spr.,  1  m.  bus.  cent.;  sya.. 
grav.  to  stdp.  As  dir.;  stdp.  cap.,  100,000  gals., 
dim.  20  X  80.  mat  wd.  A  iron;  8  pump,  eng.,  cap. 
day  4,600,000  gals.;  mains,  c.  i..  18  1-8  m.,  4, 
6,  8  ft  10  in.  dia.;  116  hyd.;  189  r.;  met,  726; 
1,027  serv.;  pipe,  galv.  i.;  pres.,  dom.  86  lbs., 
f.  126  lbs.;  cons,  day,  870.000  gals.;  cost,  $116.- 
000;  cost  mtce.,  $8,600;  wks.  owned  by  city. 

CEDAR  RAPIDS,  p.  32.811;  f.  area,  18  sq.  m.; 
mere,  bldgs.,  bk.,  2  to  8  stor.:  priv.,  wd.,  1  to  8 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  auto.  comb.  eng.  ft 
bose  wag.,  1  h.  ft  1.  trk..  12  c.  hand  ex.,  1  h.  ft  L 
•trk.  in  reserve,  1  comb.  c.  ft  h.  wag.,  4  host 
wag.,  14  hrs.;  f.  al.,  Qamewell,  61  bx.;  val.  equip., 
$20,025;  val.  bldgs.,  $26,454;  exp.  dept,  $86,605; 
tot  mem.,  80,  pd.  full  time. 

Water  Supply — Src,  riv.  ft  wells,  ^  m.  bus. 
cent.;  sys.,  pump  dir.;  8  pump,  eng.,  class  comp., 
cap.  day  10,000,000  gals.;  mains,  c.  i.,  68  m., 
4  to  80  in.  dia.;  463  hyd.;  680  v.;  met,  5,500; 
5,985  serv.;  pipe,  lead;  pres.,  dom.  66  lbs.,  f. 
ISO  lbs.;  cons,  day,  2,500.000  gals.;  cost,  $778»- 
166;  wks.  owned  by  city. 

CENTERVILL^,  Appanoose  Co.,  p.  6,986;  f.  area, 
1,500  a.;  mere,  bldgs.,  bk.,  stn.  ft  wd.,  2  to  3  stor.; 
priv.,  bk.,  cem.  ft  wd..  1  ft  2  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  fwks.  ft  coihbt.  ord.;  caxises  of  f. 
inv.  F.  dept — 4  c.  hand  ex.,  1  h.  ft  I.  trk.,  1  hose 
wag.,  1  hose  reel,  2  hrs.;  hose,  cot,  rub.  lined,  gd., 
2,600  ft;  inf.  1,000  ft;  tot  hose,  8,600;  f.  al., 
bell  ft  wh.;  val.  equip.,  $8,600;  exp.  dept,  $2,500; 
tot  mem.,   15  vo). 

Water  Supply — Src.  well,  IVi  m.  bus  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.  84,600  gals.,  dim.  12  x 
100,  loc.  at  station,  mat  stl.  ft  iron;  res.  cap.,  80,- 
000,000  gals.,  loc.  at  station;  2  pump,  eng.,  class 
dup.,  cap.  day  1,044,000  gak.;  mains,  c.  L,  11.64 
m.,  4  to  12  in.  dia.;  75  hyd.;  460  met;  476  serv.; 
pipe,  galv.  i.  ft  lead;  pres.,  dom.  ft  f.  45  lbs.;  cons, 
day,  175,000  gals.;  cost,  $160,000;  cost  mtce., 
$4,000;  wks.  owned  by  Co, 

CHARITON,  p.  8,794;  f.  area,  829  a.;  mere, 
bldgs..  bk.,  2  ft  8  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  perm.;  no  fwks.  ft  combt.  ord.;  causes  of 
f.  inv.  r.  dept. — 1  str.,  6  c.  hand  ex..  1  h.  ft  L 
trk.,  1  hose  wag.,  2  hose  car..  8  hrs.;  hose, 
cot,  rub.  lined,  gd.,  2,100  ft;  rub.,  gd.,  200  ft; 
inf.,  500  ft.;  tot  hose,  2,800  ft.;  f.  al.,  bell;  vaL 
equip.,  $6,000;  val.  bldgs.,  $4,000;  tot  mem.,  110 
vol. 

Water  Supply — Src,  mill,  cap.  80,000  gals.  day. 

CHARLES  CITY,  p.  5,892;  mere  bldgs.,  stn., 
bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  8  hose  carts, 
2  hrs.;  hose,  cot,  rub.  lined,  gd.,  2,250  ft;  val. 
equip.,  $5,000;  val.  bldgs.,  $5,000;  exp.  dept, 
$3,000;  tot  mem.,  19,  pd.  full  time  1,  18  vol.; 
undrs.  rating,  second  class. 

Water  Supply — Src,  artesian  wells,  1,587  ft 
deep,  with  res.,  cap.  860.000  gals.,  dim.  20  x  80,  ft 
stdp.;  stdp.  cap.,  180.000  gals.,  loc  on  hill  60  ft. 
elevation,  mst  stl.;  8  pump.  eng..  size  6  x  12, 
10  X  12,  8  X  10;  mains,  c  i..  14  m.;  80  hyd.; 
62  v.;  780  met;  800  serv.;  pipe,  galv.  i;  pres., 
dom.  60  lbs.,  f.  110  lbs.;  cost,  $125,000;  cost 
mtce.,  $1,500:  wks.  owned  by  city. 

CHARTER  OAK,  p.  734.  F.  dept — 1  hose  cart, 
6  buckets;  hose,  800  ft;  f.  al.,  bell;  tot  mem.,  15 
vol. 

Water  Supply — Src.  driven  well;  sys.,  pump  to 
tk.:  tk.  dim.,  18  x  20;  pump;  mains.  IVL  ».,  4  to 
6  In.  dia.:  14  hyd.;  pres.,  dom.  65  lbs.,  f.  100 
lbs.;  wks.  owned  by  town. 

CHEROKEE,  p.  4,884;  f.  area,  1.280  a.;  mere, 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  stn., 
bk.  ft  wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept — 1 
comb.  h.  ft  c  wag.  1  hand  eng.,  2  c  hand  ex..  1 
h.  ft  1.  trk.,  2  hose  car. ;  2  hrs. ;  hose,  cot,  rub. 
lined,  gd..  2,200  ft.;  f.  al..  bell  ft  wh.;  val.  equip., 
$2,000;  val.  bldgs.,  $10,000;  exp.  dept,  $100;  tot 
mem..    20    vol. 

Water  Supply — Src,  wells,  8.000  ft  bin.  cent: 
sys.,    pump    to    stdp.;    stdp.    cap.,    154,000    gals., 


dim.  18  X  80.  mat.  iron;  2  res.  cap..  275,004 
gale.;  2  pump,  eng.,  cap.  day  1,877,760  g^; 
mains,  c  i.,  9.76  m.,  4  to  10  in.  dia.;  64  k^i; 
met.,  715;  725  serv.;  pipe,  iron;  prea.,  dom.  60 
to  85  lbs.,  f.  150  lbs.;  oons.  day,  160,000  gali.; 
cost,  $66,650;  cost  mtce.,  $4,965;  wks.  owned  by 
city. 

CINCINNATI,  p.  1,865;  f.area,  1,120  a.;  bldgs., 
bk.  ft  wd. ;  wd.  rfs.  perm.;  fwks.  ft  combt  ori; 
causes  of  f.  inv.  F.  dept — 1  comb,  c  &  h.  wag., 
1  c  eng.,  1  c.  band  ex.,  1  h.  ft  1.  trk.,  1  bose  car.; 
hose,  cot,  rub.  lined,  gd.,  1,100  ft.;  inf.  iOO  ft.; 
tot  hose,  1,600  ft;  f.  al.,  bell;  val.  equip..  $1,000; 
exp.  dept,  $100;  tot  mem.,  20  vol.;  undrs.  ratiiig, 
second  class. 

Water  Supply — Src,  wells. 

CLARE,  p.  299.  F.  dept— 1  hose  cart;  bose^ 
cot.  rub.  lined,  500  ft;  f.  aL,  belL 

Water  Supply — Src,  well;  ays.,  grav.  ft  pump  to 
tk.;  tk.  dim.  8  x  40,  cap.  14,400  gala.;  1  pomp; 
mains,  2,625  ft,  6  ft  8  in.  dia.;  9  hyd^;  pres., 
dom.  ft  f.  65  lbs. 

CLARENCE,  p.  662.  P.  dept — 2  bose  carts,  1 
p.  ft  1.  trk.;  hose,  cot,  rub.  Lned.  960  ft;  f.  iL. 
bell;  tot.  mem.,   18  vol. 

Water  Supply — Src,  well;  sys..  grav.:  1  pump; 
tk.,  18  X  20  ft  cap.  88,070  gals.;  mains,  S  m., 
:i  to  6  in.  dia.;  7  hyd.;  prea.,  dom.  ft  f.  40  lbs. 

CLAFilON,  p.  2,065.  F.  dept — 2  hose  wag..  1 
hose  reel;  hose,  cot.  rub.  lined  gd.,  1,100  ft;  nib. 
gd.,  200  ft;  tot  hose  1,300  ft,  f.  al.,  bell  ft  vk. 
tot    mem.,    22    vol. 

Water  Supply — Src,  well  ft  dstems,  in  bu>.  cent; 
sj's.,  grav.  ft  pump  to  stdp.,  stdp.  dim.  10  x  24,  ctp. 
60,000  gals.;  1  pump.,  class  comp.  dup.,  cap.  ^00 
gals,  min.;  mains,  4  blocks.  4  to  10  in  dis.;  a  hyd.: 
pres.,  dom.  60  Ibe.,  f.  100  lbs.;  wks.  owned  by  town. 

CLARINDA,  p.  3,882;  f.  area,  800  a.;  mere, 
bldgs.,  bk.,  1  %  to  8  stor. ;  priv.,  wd.  ft  bk..  H6  to 
2  stor. ;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt 
ord. ;  causes  of  f.  inv.  F.  dept. — 4  c  hand  ex.,  1  c. 
eng.  on  wis.,  1  h.  ft  1.  trk.,  1  comb,  wag.,  1  hose 
reel,  2  hrs.,  hose.,  cot,  rub.  lined,  gd.,  2,000  ft; 
inf.,  1,000  ft.;  tot. hose,  8,000  ft;  f.  aL.  bell  ft  wlu. 
2  telp.;  val.  equip.,  $8,000;  vaL  bldgis.,  $4,000;  exp! 
dept.  $1,500;  tot  mem.,  21  voL 

Water  Supply — Src,  wella;  srs.,  pomp  to  stdpi 
ft  dir.;  stdp.  cap.,  126,000  gab.;  2  pump.  eng.. 
class  comp.  cond.,  cap.  day  2,500,000  gals.:  mains. 
10  m.,  4  to  12  in.  dia.;  66  hyd.;  met,  110;  125 
serv.;  pipe,  lead  ft  galv.  L;  pree.,  ddm.  75  Iba., 
f.  160  Iba.;  cost,  $40,000;  cost  mtce.,  $1>600;  wU 
owned  by  city. 

CLARKSVILLE,  p.  896.  F.  dept — 2  bose  carts. 
1  h.  ft  L  trk.,  24  buckets;  boee,  2.800  ft.;  f.  sL. 
bell  ft  wh.;  tot  mem.,  20  voL 

Water  Supply — Src,  wells;  ays.,  pomp  to  tk.; 
tk.  dim.  20  X  24,  cap.  61,7.'»0  gsJa.;  1  ponp^ 
cap.  100  bbls.  hour;  mains,  6,6^0  ft,  4  to  >  in. 
dia.;  21  hyd.;  pres.,  60  lbs.;  wks.  owned  by  tovTL 

CLEAR  LAKE,  p.  2,014;  f.  area,  820  a.:  mere. 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv..  wd..  IH 
to  2  stor.;  wd.  rfs.  perm.;  no  fwks.  ft  oombt  ord.: 
causes  of  f.  inv.  F.  dept — 1  h.  ft  L  trit,  2  base 
carts:  hose,  cot,  rub.  lined,  gd.,  1,600  ft;  f.  sL. 
wh.  ft  bell;  vaL  equip.,  $15,000;  vaL  bldgs.,  fi,- 
000;  tot  mem.,  20  vol. 

Water  Supply — Src.  lake;  sys.,  pump  to  stdp.  k 
dir.  pres.;  stdp.  cap.,  70.000  gals.;  pump,  eng.,  cap. 
day  750,000  gals.;  mains,  8  m.,  4  to  8  in.  dis.: 
35  hyd.;  met,  8;  prea.,  dom.  88  lbs.,  1  125  lbs.: 
cost,  $12,000;  cost  mtce.,  $1,000;  wks.  owned  by 
city. 

CLINTON,  p.  25,577;  f.  area,  40,000  a.;  mtfc 
bldga.,  stn.,  bk.  ft  wd.,  2  to  6  stor.;  priv.,  bk.  t 
wd.,  1  to  8  stor.;  wd.  rfs.  not  penn.;  fvks.  ft 
combt  ord.:  causes  of  f.  inv.  F.  dept — 1  str.. 
1  hand  eng.,  1  c  eng..  12  c  hand  ex..  1  h.  ft  L 
trk.,  4  hose  wag.,  4  hose  carts  in  reeerre,  10  km; 
hose,  cot,  rub.  lined,  gd.,  10,000  ft:  f.  aL.  Osme- 
well,  60  bx.;  val.  equip.,  $40,000;  raL  bldga, 
$80,000;  exp.  dept,  $11,000;  tot  menu,  24,  pd. 
full  time. 

Water  Supply — Src,  wells  ft  riv.;  sgra..  pump  ts 
rea  ft  dir.;  res.  cap.,  600.000  gala;  5  pomp.  tag.. 
cap.  day  15.000,000  gala;  mans,  49  m.,  4  to  If 
in.  dia.;  888  hyd.;  1T5  v.;  met.  2.108:  3  465 
serv.;  pipe,  iron;  prea,  dom.  60  Iba.  f.  110  Iba: 
cons,  day,  1,760,000  gala;  wka  owned  tj  Col 
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CLUTIER,  p.  186;  f.  area  100  a.  F.  dept.— 1 
hose  cart;  hose,  rub.  lined  gd.,  1,250  ft.;  f.  aL,  bell 
ft  wh.;  tot.  mem.,  21  vol. 

Water  Supply — Src.,  well;  vys,,  grav.  &  pump  to 
tk.:  tk.  dim.  14  x  16,  cap.  17,840  gala.;  1  pump; 
mains,  2.100  ft..  4  ft  6  in.  dia.;  6  hyd.;  pres.,  dom. 
80  lbs.,  f.  40  lbs. 

COGGON.  p.  471.  F.  dept. — 1  hose  cart,  1 
h.  ft  1.  trk.,  12  buckets;  hose,  cot.,  rub.  lined, 
800  ft.;  f.  aL,  bell;  tot.  mem.,  80  vol. 

Water  Supply — Src,  well;  sys.,  grav.;  1  pump; 
tk.  d  m.  16  z  20,  cap.  80.080  gals.;  mains,  8,000 
ft.,  4  ft  6  in.  dia.;  9  hyd.;  pre*.,  dom.  ft  f.  48  lb*. 

COIN,  p.  691;  f.  area.  160  a.;  mere,  bldgs.,  bk. 
ft  wd.,  1  ft  2  stor.;  pnv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causea 
of  f.  inv.  F.  dept.,  1  comb.  c.  ft  b.  wag.,  c 
hand  ex.;  hose,  cot,  rub.  lined,  gd.,  400  ft.;  L 
al.,  bell;  val.  equip.,  $900;  vol. 

Water  Supply — Not  reported. 

COLFAX,  p.  2,524;  f.  area,  12  a.;  mere,  bldgs., 
bk-  ft  wd.,  1  to  8  stor.;  priv.,  wd..  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwas.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  h.  ft  I.  trk..  6  c.  hand 
ex.,  2  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1,250 
ft.;  rub.,  gd.,  500  ft.;  inf..  200  ft.;  tot.  hose,  1,950 
ft.;  f.  aL.  bell  ft  wh.;  val.  equip.,  $2,500;  vaL 
bldgs..  $2,500;  exp.  dept.,  $75;  tot.  mem.,  80  voL 

Water  Supply — Src  well.  8  blocks  bus.  cent.; 
sys.,  pump  to  stdp.;  stdp.  cap.,  90,000  gals.,  mat. 
stL;  1  pump,  eng.,  size  14  x  8  x  12.  cap.  day 
500.000  gals.;  mains,  c.  L,  S^  m.,  4  to  6  in. 
dia.;  86  hyd.;  15  v.;  met.,  21;  156  serv.;  pres., 
dom.  100  lbs.,  f.  100  lbs.;  cons.  day.  90.000 
gmls.;  cost,  $22,000;  coat  mtoe.,  $1,200;  wks. 
owned  by  city. 

COLLINS,  p.  521.  F.  dept. — 2  hose  caru;  hose, 
1,200   ft.;  f.  aL.  bell;  voL 

Water  Supply — Src.,  well;  sys..  grav.;  tk.  dim. 
8  X  86,  cap.  11,000  gals.;  1  pump;  mains.  2.800 
ft..  4  ft  6  in.  dia.;  9  hyd.;  pres.,  66  lbs.;  wks. 
owned  by 'town. 

COLUMBUS  JUNCTION,  p.  1,185;  mere,  bldgs., 
bk.,  2  stor.;  priv.,  wd..  1  ft  2  stor.;  wd.  rfs.  not 
perm.:  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  hand  eng.,  1  hose  car.;  hose,  cot.,  rub. 
Uned,  gd..  1,000  ft.;  f.  al.,  bell;  tot.  mem.,  20 
▼oL 

Water  Supply — Src.  wells;  ays.,  pump  to  stdp.; 
stdp.  cap.,  57,000  gals.,  mat.  wd.  ft  stL;  2  pump, 
eng.,  cap.  day  900,000  gals.;  mains.  1^  m.;  40 
serv.;  pipe,  gal  v.  L;  pres.,  dom.  90  lbs.,  f.  120 
lbs.;  cost,  $11,000. 

CONRAD,  p.  549;  f.  area,  50  a.  F.  dept. — 
1  c  eng.,  2  comb.  c.  ft  hose  wag.,  2  hose  carU; 
hose,  900  ft.;  f.  aL,  bell;  tot  mem.,  16  voL 

Water  Supply — Src.  cisterns  ft  well;  sys.,  pump 
to  tk.;  tk.  dim.  16  x  16,  cap.  28,948  gsH.;  1 
pump,  cap.  50  gals,  min.;  mains,  2,880  ft.  4  ft 
6  in.  dia.;  9  nyd.;  pres.,  dom.  40  lbs.;  wks. 
owned  by  town. 

COON  RAPIDS,  p.  1.084;  f.  area.  200  a.;  mere 
bldgs.,  bk.  ft  wd..  1  ft  2  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ord., 
causes  of  f.  inv.  F.  dept — 1  hand  eng.,  60  c 
hand  ex..  1  h.  ft  1.  trk..  2  hose  wag.;  hose,  cot. 
rub.  lined,  gd.,  1.800  ft;  f.  aL.  bell  ft  wh.;  vaL 
equip..   $1,200;  vaL  bldgs.,  $1,800;  tot  mem.,   40 

TOL 

Water  Supply — Src,  well,  2  blks.  bus.  cent.; 
sja.,  graT.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  945,- 
000  gals.;  pump,  eng.,  cap.  day  25,000  gals.; 
mains,  iron,  2^  m..  6  in.  dia.;  14  hvd.;  6  v.; 
met,  60;  125  aerv.;  pres.,  dom.  52  lbs.,  f.  52 
lbs.;  cons,  day,  8,000  gals.;  cost,  $6,000;  cost 
mtce..  $1,800;  wka.  owned  by  city. 

CORNING,  p.  1.702;  f.  area,  640  a.;  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  wd.  rfs.  perm.:  fwks.  ft 
comb.  ord.  F.  dert. — 1  h.  ft  I.  trk..  8  hose  car.: 
hose,  cot,  rub.  lined,  ^d.,  1.700  ft;  *nf.,  800 
ft.;  tot.  hose,  2.000  ft;  f.  aL,  bell;  val.  equip., 
$2,600;  vaL  bldgs..  $4,000;  exp.  dept,  $150; 
▼ol. 

Water  Supply — Src.  well.  %  m.  bus.  cent.;  <«vj«. 
pmnp  to  stdp.;  stdp.  cap.,  80.000  gals.,  dim.  18  x 
26.  mat  StL;  2  pump,  eng.,  cap.  day  250.000 
fCala.;  maina.  c  L,  8  m.,  4  to  6  in.  dia.;  80 
hyd.:  met.,  78;  288  serv.:  pipe.  eslv.  i.;  pres.. 
dom.  80  to  80  lbs.,  f.  80  to  100  lbs.;  eons, 
day.  82.000  gals.;  cost  $85,000;  cost  mtce.,  $1,* 
800:  wks.  owned  by  city. 

CORRECTIONVILLE.  p.   898.     F.   dept.— 8  hose 


earts.  1  h.  ft  L  trk.;  hose,  cot.  rub.  lined,  950 
ft.:  f.  aL,  bell;  tot.  mem..  16  voL 

Water  Supply — Src,  well;  sys.,  grav.  ft  dir.  pres.; 
1  pump;  tk.  dim.  16  x  20  ft.  cap.  80,080  gals.; 
nuiins.  IVi  m.,  4  to  8  in.  dia.;  14  hyd.;  126  met; 
pres.,  dom.  ft  f.,  100  lt».;  cost,  $10,000;  coat 
mtce.,   $800;   wka.   owned  by  city. 

CORWITH,  p.  465.  F.  dept. — 1  hose  cart;  hose, 
cot.  rub.  1  nea.  1,000  ft;  f.  aL.  bell;  voL 

Water  Supply — Src,  well;  sys.,  grav.;  1  pump; 
tk.  dim.  IS  X  20.  cap.  42,300  gals.;  mains,  2,200 
ft,  4  ft  6  in.  dia.;  8  hyd.;  pres.,  dom.  45  lbs.,  f. 
45  lbs. 

CORYDON,  p.  1.669;  f.  area,  640  a.;  mere 
bldgs.,  bk.   ft  wd..   1   to  2   stor.;   priv.,  bk.  ft  wd., 

I  to  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
ord.;  causes  of  f.  inv.  F.  dept. — 6  c.  hand  ex.,  1 
h.  ft  L  trk.,  2  c  eng.;  hotse,  cot.,  rub.  lined,  gd., 
800  ft.;  Inf..  150  ft;  tot  hose.  950  ft.;  f.  aL,  bell 
ft  wh.;  vaL  equip.,  $800;  vaL  bldgs.,  $8,000;  exp. 
dept,  $800;  tot.  mem.,  29  voL 

Water  Supply — Src,  wells  ft  cisterns. 

COUNCIL  BLUFFS,  p.  25,802;  mere  bldgs.,  stn., 
bk.  ft  wd.,  1  to  8  stor.;  pr.v.,  stn.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  not  perm.;  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 1  c  eng.,  5  c.  hand  ex.,  1  chiefs 
wag.;  1  supply  wag.,  1  h.  ft  L  trk.,  1  aer.  trk., 
8  hose  wag..  2  in  res..  1  comb.  c.  ft  h.  auto,  wag., 

II  hrs.;  2  in  res.;  hose,  cot,  rub.  lined,  gd.,  6,450 
ft;  f.  aL,  Gamewell  storage,  41  bx.;  vaL  equip., 
$31,000;  val.  bldm.,  $90,000;  exp.  dept,  $28,- 
000;  tot.  mem.,  25;  pd.  full  time. 

Water  Supply — Src,  riv.,  8  m.  bus.  cent;  sys., 

rmp  to  res.  ft  dir.;  res.  cap.,  8,250,000  gals.; 
pump,  eng.,  cap.  day.  23,000,000  gals.;  mains, 
c  L,  52  m.,  4  to  80  in.  da.;  870  hyd.;  851  v.; 
met,  2,584;  5,417  aerv.;  pipe,  lead  ft  iron;  pres., 
dom.  90  lbs.,  f.  120  to  140  lbs.;  cons.  day.  8,- 
000.000  gala.;  wka.  owned  by  city. 

CRESCO,  Howard  Co.,  p.  2,658;  mere  bldga., 
bk.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept — 1  h.  ft  1.  trk.,  2  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  1,500  ft;  f.  aL,  bell  ft  wh.;  vaL  equip.. 
$2,000;    vX.    bldgs.,    $1,000;    tot    mem.,    50    voL 

Water  Supply — Src,  wells,  4  blocks  bus.  cent.; 
sys.,  pump  to  stdp.;  stdp.  cap.,  90,000  gals.,  dim. 
12  X  100.  mat  stL;  2  pump,  eng.,  cap.  day  100,- 

000  gala.;  mains,  c  L,  4  m.,  4  to  8  in.  dia.; 
27  hvd.;  8  v.;  240  serv.;  pipe.  galv.  L;  pres..  dom. 
IB  Iba.,  1  140  lbs.;  cons,  day,  60,000  gals.;  cost 
122,000;  cost  mtce.,  $1,700;  wks.  owned  by  city. 

CRESTON,  p.  6.924;  f.  area,  4,000  a.;  mere 
bldgs.,  bk.,  2ft  8  stor.;  priv.,  wd.,  IH  ft  2  stor.; 
wd.  rfs.  perm. ;  no  fwks.  ft  combt  ord. ;  causes  of 
■f.  inv.  F.  dept — 1  c  eng.,  1  h.  ft  L  trk.,  8  hose 
carts,  1  hose  car..  4  brs.;  hose,  cot,  rub.  lined, 
gd.,  1.500  ft;  linen,  gd..  1,500  ft;  tot  hose, 
3,000  ft.;  f.  aL,  bell  ft  telp.;  tot  mem.  100,  pd. 
full  time  2.  pd.   part  time  1,  vol.   97. 

Water  Supply— ^rc,  riv.,  IH  m-  bus.  cent; 
83'8.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  140,000 
gals.;  rea.  cap..  500,000  gala.;  2  pump,  eng.,  class 
comp.,    size    14    x    20    x    12,    cap.    day    8.000,000 

gals.;  mains,  c  L,  12  m.,  4  to  12  in.  dia.;  141 
yd.;  met.,  100;  455  serv.;  pipe,  galv.  L;  pres., 
dom.  80  lbs.,  f.  140  lbs.;  cost  $200,000;  cost 
mtce.,  $5,000;  wks.  owned  by  Co. 

CUMBGRLAND,  p.  552.     F.  dept— 1  hose  cart, 

1  h.  ft  1.  trk.;  hose,  cot.,  rub.  lined,  600  ft; 
f.   aL,  bell;  -tot  mem.,   43   vol. 

Water  Supply — Src.  well;  sys.,  grav.;  1  pump, 
can.  40  gals,  min.;  tk.  dim.  16  x  18,  cap.  27,070 
gals.;  mains,  1.900  ft.  4  ft  6  in.  dia.;  5  hyd.; 
pres.,  dom.  ft  f.,   52    lbs. 

DAN  BURY,  p.  658.  F.  dept— 1  c  eng.,  1 
hose  cart,  6  c  band  ex..  1  hrs.;  hose,  cot,  rub. 
lined,  600  ft;  f.  aL,  bell;  vaL  equip.,  $800;  tot 
mem.,  20  vol. 

Water  Supply — Sys.,  grav.;  tk.  cap.,  12.000  gala.* 
1  pump;  mains,  m  m.,  IH  to  4  In.  dia.;  18 
hyd.;  pres..  65  lbs.;  wks.  owned  by  town. 

DAVENPORT,  p.  48.028;  f.  area.  8^  sq.  m.; 
mere  bldgs..  bk.  ft  cone.  2  to  8  stor.;  priv.,  bk. 
ft  wd.,  1^  to  2Vi  stor.;  wd.  rfs.  not  perm.; 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  chiefs 
auto.,  11  e  hand  ex.,  1  h.  ft  1.  trk..  1  aer.  trk.. 
1  tractor  for  aer.  trk..  7  hose  wag.,  1  auto,  hose 
wag.,  1  comb.  auto,  hoae  wag.  ft  trie..  21  hrs.; 
hose,  cot,  rub.  lined,  gd..  10,100  ft;  fair,  2,8^0 
ft.;    inf.,    1,200    ft;   tot   hose,   14,100    ft;   f.   al.. 
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Gamewell,  82  bx.;  vaL  equip.,  $171,850;  vaL 
bldgs.,  $66,000;  exp.  dept,  $66,000;  tot  mem., 
46,  pd.  full  time;  uudn.  rating,  flrat  ciaaa. 

Water  Supply — Src,  riv.,   1  m.  bus.  cent;  sys., 

{}ump  to  res.  A  dir. ;  rea.  cap.,  5.000,000  grstla., 
oc.  on  elevation;  6  pump,  eng.,  clasa  comp.  cond., 
cap.  day  28,000,000  gals.;  mains,  c.  i.,  84  m.,  0 
to  24  in.  dia.;  768  byd.,  81  priv.;  1,100  v.; 
met,  6,900;  8,500  serv.;  pipe,  lead  ii  wrt.  i.; 
pres.,  dom.  40  to  80  lbs.;  f.  90  lbs.;  cona.  day, 
4,100,000  gals.;  cost,  $1,976,000;  wka.  owned 
by  Co. 

DAYTON,  p.  717.  F.  dept — 2  hose  carts;  hose, 
1,000  ft.;  f.  al.,  bell;  tot  mem.,  21  vol. 

Water  Supply — Src,  wells,  2  pumps;  tk.  dim. 
20  X  20,  cap.  67,000  gals.;  mains,  1  m.,  4  to 
6  in.  dia.;  16  byd.;  pres.,  40  lbs.;  wka.  owned 
by  town. 

DECORAH,  p.  8,602;  mere  bldgs.,  mostly  bk., 
1  to  8  stor.;  priv.,  bk.  &  wd..  2  stor.;  wd.  pfa. 
perm,  in  f.  area;  fwks.  &  combt.  ord.:  causes  of 
f.  inv.  F.  dept — 1  h.  &  L  trk.,  2  c  hand  ex.,  8 
nose  car.,  2  hrs.;  hose,  cot,  rub.  lined,  gd.,  8,800 
It.;  f.  al.,  bell  4c  wh.;  tot  mem.,  66  vol. 

Watar  Supply — Src,  wells;  sys.,  grav.  k  pump 
dir.;  res.  cap.,  600,000  gals.;  2  pump,  eng.,  cap. 
day  1,016,000  gals.;  mains,  8%  m.,  «  to  8  in. 
dia.;  40  byd.;  met,  80;  pres.,  dom.  90  to  100  Ilw., 
f.  90  to  100  lbs.;  cost,  $24,000;  cost  mtce., 
$2,000;  wks.  owned  by  city. 

DEEP  RIVER,  p.  600.  F.  dept. — 1  hose  cart.  8 
ladders;  hose,  cot,  rub.  lined,  600  ft;  f.  al.,  wh.; 
tot  mem.,  8  voL 

Water  Supply — Src.,  well;  sys-,  grav.;  2  pumps, 
cap.  296  gals,  mln.;  air  pres.  tk.  8  z  86,  cap. 
11,000  gals.;  mains,  1  m.,  4  &  6  in.  dia.;  11 
hyd.;  pres.,  f.  66  lbs. 

DEFIANCE,  p.  400.  F.  dept. — 1  hose  cart;  600 
ft.  hose;  f.  al.,  bell;  val.  equip.,  $600;  val.  bldga., 
$500;  tot   mem.,   10  vol. 

Watar  Supply — Src.,  wells,  1  m.  bua.  cent;  nrs., 
dir.  pres.;  1  pump,  eng.,  daas,  trip.;  cap.  day, 
116,200  gala.;  mains,  1%  m.;  11  hyd.;  8  v.;  15 
serv.;  cost,  $9,600;  wks.  owned  by  city. 

DENISON,  p.  8,188;  f.  area,  640  a.;  mere,  bldgs., 
bk.  k  wd..  1*2  stor.;  priv.,  bk.  k  wd.,  2  stor.; 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  c  eng., 
1  h.  A  1.  trk.,  2  hose  reels;  hose,  cot,  rub.  lined, 
gd.,  2,200  ft;  inf.,  800  ft:  tot  hose,  2,500  ft;  t 
il.,  bell;  val.  equip.,  $2,000;  val.  bldgs.,  $6,000; 
exp.  dept,  $100;  tot  mem.,  100  vol.;  undxa.  rating, 
second   class. 

Water  Supply — Src.  wells.  %  m.  bus.  cent;  ay*.. 
pump  to  stdp.;  stdp.  cap.,  100,000  gals.;  dim.  16  x 
60,  mat  stl.;  res.  cap.,  600.000  gals.;  2  pump, 
eng.,  cap.  day,  1,000,000  gals.;  mams,  c.  i.,  16  m., 
4  to  8  in.  dia.;  65  hyd.;  16  v.;  met.  620,  600 
serv.;  pipe,  galv.  i.,  pres.,  dom.  60  lb«.,  f.  90  to 
160  lbs.;  coiw.  day,  82,000  gals.;  cost  $80,000; 
cost  mtce.,  $2,000;  wks.  owned  by  city. 

DES  MOINES,  p.  86,868;  f.  area,  88,000  a.; 
mere,  bldgs.,  stu.  k  bk.,  1  to  14  stor.;  priv.,  wd. 
k  bk.,  1  to  4  stor.;  wd.  rfs.  not  perm.  In  f.  area. 
F.  dept — 1  chiefs  auto.,  8  c  eng.  on  wis.,  10  c; 
hand  ex.,  4  h.  *  1.  trk.,  1  aer.  trk.,  6  comb,  c 
k  h.  wag.,  9  hose  wag.,  62  hrs.;  hose,  cot,  rub. 
lined,  gd.,  24,000  ft.;  rub.,  gd.,  1.000  ft;  inf., 
800  ft;  tot  hose,  26,800  ft;  f.  al.,  Gamewell, 
88  bx.,  aux.  83  bx.;  val.  equip..  $106,622;  val. 
bldgs.,  $208,883;  exp.  dept,  $129,961;  tot  mem., 
108,  pd.  full  time. 

Water  Supply — Src,  inAltrstion  galleries,  1  m. 
bus.  cent;  sys.,  grav.,  pump  to  stdp.  or  dir.; 
•tdp.  cap.,  580,000  gals.,  mat  atl.;  4  pump,  eng., 
class  comp.  cond.,  cap.  day  29.000,000  gaK; 
mains,  c  :.,  159  m..  6  to  80  in.  dia.;  1,666  hyd.; 
2,676  v.;  met.  14,500;  14.600  serv.;  pipe,  lead; 
pres.,  dom.  100  lbs.,  f.  120  to  140  lbs.;  cons, 
day,  5,500,000  gal:?.:  co^t,  $3,100,000;  cost  mtce., 
$140,000;  wks.   owned  by   Co. 

DEWITT,  p.  1,684;  76  per  cent  bldgs.  wd.  F. 
ijept. — 1  hose  cart,  1  h.  &  1.  trk.,  2  hand  c.  ex.,  2 
hr«.;  hose,  1,000  ff.;  f.  al.,  elec;  tot.  mem,,  32  vol. 
Water  Supply — Src,  well;  sys.,  pump  to  stdp.; 
stdp.  cap.,  200,000  gals.;  mains,  2  m.,  4  to  8  in. 
dia.;  55  hyd.;  pre^.,  dom.  85  lbs.,  f.  45  lbs.;  cona. 
daj',   100,000  gals.;  wk«.  owned  by  town. 

DOON,  p.  681.  F.  dept — 2  hose  carU.  ladders; 
hose,  cot.,  rub.  lined,  1,200  ft;  f.  al.,  bell;  tot 
mem.,  24  vol. 

Watar  Supply — Src,  well;  sya.,  grav.  k  dir. 
prea.;    1   pump,  cap.   750,000  gals,   day;   tk.   dim.    | 


18  X  20,  cap,  41,000  gala.;  mains,  1  m.,  6  to  8 
in.  dia.;   12  hyd.;  pres.,  dom.  65  lbs.,  f.  ISO  Um. 

DOUGLAS,  p.  7,000.  F.  dept— -1  comb.  tik.  k 
c.  eng,  1  atr.,  1  hose  wag.,  1  reel;  boae,  2,150  ft; 
f.  al.,   telp. 

Watar  Supply^-Src,  wells;  atdp.  cap..  183,000 
gals.;  2  pump,  eng.,  cap.  day  1,008,000  gala; 
mains,  2  to  8  in.  dia.;   42  hyd. 

DOWS,  p.  892.  F.  dept—l  hose  cart  1  h.  i  L 
trk.;  hoae,  1,000  ft;  t  aL,  beU;  tot  mem.,  20 
vol. 

o«^"**/,  ^PP»y— Src,  well;  qr*.,  grav.;  tk.  dim., 
20  X  22;  mains,  2  m.,  4  &  6  in,  dia.;  it  bjd.; 
prea.,  dom.  50  lbs.,  f.  100  lbs.;  wks.  owned  to 
town. 

DUBUQUE,    p.    88,494;    f.    area,    10%    sq.  bl; 

mere  bldgs..  bk.  k  wd.,  2  to  7  stor.;  priv.,  bk.  k 
wd.,  2  k  S  stor.;  wd.  rfs.  perm.;  fwka.  k  combt. 
ord.;  causes  of  f.  inv.  F.  dent — 4  str.,  8  comb, 
c  k  h.  wag.,  1  c  eng.,  1  chief*s  auto.,  1  aoto. 
atr.,  comb,  c  k  h.  wag..  12  c  hand  ex.,  1  h.  t  L 
trx.,    1    aer.    trk.,    1    hose   wag.,    2   hoae    car.,  2J 

5,000  ft;   tot  hoae,   10,000  ft.;  f.  at,   Qamewen 

*  .  .»,>•  ^'J'^^y*-  *®  ^^'>  ^^  eqiiip.,  $160,000; 
val.  bldgs.,  $92,000;  exp.  dept,  $62,500;  tot 
mem.,  44,  pd.  full  time;  undrs.  rating,  first  dati 
Watar  Supply— Src,  wella,  2  m.  bua.  cent;  «r, 
pump  to  stdp.  A  dir.;  stdp.  cap.,  450,000  gai*., 
dim.    20    X    75,    mat    iron;    rea.    cap.,    2.750,000 

14,000,000  gala.;  mama,  iron,  66  m.,  6  to  20  in. 
dia.;  426  hyd.;  848  v.;  met,  8,600;  8,700  sen.; 
pipe,  lead;  prea.,  dom.  40  to  60  lbs.,  L  00  to  100 
lbs.;  cost,  $589,000;  cost  mtce.,  $18,000;  wka. 
owned  by  city. 

DUtlCOMBE,  p.  41I8(.  F.  dept—l  hose  eart; 
hoae,  cot,  rub.  lined,  600  ft;  L  aL,  bell;  tiL 
equip.,  $200;  val.  bldgs.,  $1,000;  tot  mem..  10 
vol. 

Water  Supply — Sec,  well;  sys.,  grav.;  1  pump, 
eng.,  cap.  4^,000  gals,  daj-;  tk.  cap..  500  bbL; 
niains,  1  m.,  4  4e  6  Id.  dia.:  18  hyd.;  pre*.,  doai. 
60  lbs.,  f.  70  lbs.;  cost  $7,000;  coat  mtce.  $100. 

DUNLAP,  p.  1,155;  f.  area,  12  to  15  a.;  mere, 
bldga.,  bk.  k  wd.,  1  k  2  ator.;  priv..  wd.,  1  A  J 
stor.;  wd.  rfa.  perm.;  fwka.  k  combt  <ml.;  causes 
of  f.  inv.  F.  dept—l  c  eng.,  2  hose  car.;  bote, 
cot,  rub.  I.ned,  gd.,  800  ft;  f.  at,  bell;  val 
equip.,  $1,810;  vid.  bldga.,  $800;  tot  mem..  2$ 
VOL 

Watar  Supply— Src,  well,  2,200  ft.  bus.  cent; 
•ys..  graT.,  pump  to  atdp.  k  dir.;  atdp.  cap.,  42,000 
gals.,  dim.  10  x  15,  mat  iron;  1  pomp,  cog., 
cap.    day    72.000    sala.;    maina,    2%    m.,   6    to  6 

Vl:  ?j*''  /•  °y*^-J  '®  w*^-:  P»P«.  1««J;  vrtB.,  dosB. 
50  lbs.,  f.  50  lbs.;  coat  $15,000;  wks.  owned  by 
town. 

DURANT,  Cedar  Co.,  p.  720-  F.  dept— 2  boae 
carta;  hoae,  cot,  rub.  lined,  1,600  ft;  t  aL.  bell; 
tot  mem.,  18  voL 

Water  Supply— Src,  weH:  ^a.,  grav.;  1  maap; 
tk.  dim.  20  X  24,  cap.  67.680  gals.;  mains.  2 
m.,  4  ft  6  in.  dia.;  24  hyd.;  prea.,  dom.  ft  f.  46  Iba. 

DYERSVILLE,  p.  1,511.  F.  dept—l  hand  ei*.. 
2  c  eng.,  1  h.  ft  L  trk.,  8  hose  carta.  24  bockeu; 
ho?ic,  1,500  ft;  f.  aL,  bell  ft  wh.;  val.  equips. 
$2,500;  \^L  bldg*.,  $10,000;  exp.  dept.,  tl50; 
tot.   mem.,    52   vol. 

Water  Supply— ^c.  spring,  in  bos.  cent;  sj»-, 
pump  to  stdp.;  stdp.  csp.,  100,000  gak.;  1  parap. 
eng.;  mains,  8  m.,  4  to  10  in.  dia.;  38  hyd.;  10  v.; 
ICO  met;  pre?.,  dom.  55  lbs.,  f.  80  lb*.;  coca. 
diy,  50,000  gals.;  cost,  $35,000;  co»t  mtce^ 
$1,500;   wks.  owned  by  city. 

DYSAflT.  p.  90«;  f.  area,  400  a.  F.  depc— 
1  h.  ft  1.  trk.,  2  hose  carts;  hose,  cot,  rah.  lined, 
500  ft;  rub.,  500  ft;  tot.  ho^e,  1,000  ft;  f.  aL, 
bell  ft  wh.;  tot.  mem.,  SO  vol. 

Water  Supply — iSat^,  welL  in  bus.  cent;  «.«*..  dir. 
pres.;  stdp.  cap..  60,000  gals.;  mains,  4  m.,  4  to  S 
iiu  (Ua.;  25  hyd.;  70  met.;  pre*.,  dom.  54  Ik^,  t 
54  to  225  lbs.;  cost,  $18,000;  wks.  owned  tinr  city. 

EAGLE  GROVE,  p.  8,887;  f.  area,  700  a.:  mere. 
bldg9 .  hk.  ft  stn..  1  co  X  stor.:  nriv.,  wd.,  2  star.; 
wd.  ria.  perm.;  fwka.  ord.;  cauaea  of  f.  inv.  F. 
dept. — 1  h.  ft  1.  trie.,  2  boae  car.;  hoae.  eot  rwb. 
lined,  gd.,  1,800  ft;  f.  aL,  wb.;  vaL  eqalpL« 
$2,000;  val.  bldga..  $1,500:  tot  mem.,  4S  toL 

Water  Supply — Src,  well,  800  ft  bos.  test; 
sya.,    pump    to   atdp.   ft   dir.;    stdp>   cftP^   118.000 
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gall.,  dim.  15  x  100»  loc.  16  ft  lUtion,  mat.  ttl.; 
refc  eap.  90.000  gal*.,  loc  60  ft.  sUtion;  1  PomP- 
ena;.,  &bb  dup.,  tlaelO  x  14  xl8,  cap.  day  760,000 
wis.;  maina.  c.  1..  1%  m.,  4  to  12  in.  dia.;  20 
hyd.;  12  r.;  met.,  8;  70  serv.;  pipe,  lead;  prea., 
dom.  40  Iba.,  f.  100  Iba.;  cort.  $16,000;  coat  mtce., 
$700;  wks.  owned  by  city. 

EARLINQ,  p.  828;  bldgs.,  frame  k  bk.  veneered. 
F.  dept. — 1  hose  cart;  hose.  600  ft.;  f.  al.,  bell; 
tot.  mem.,  14  vol.  ,       ^, 

Watar  Supply— Src,  well;  ay"-.  PwnP  to  t*;J  **• 
dim.  16  X  16,  cap.  700  bbls.;  pump;  mams,  1,800 
ft.  4  &  6  In.  dia.;  7  hyd.;  prea.,  dom.  60  Iba.,  f. 
100  lbs.;  wks.  owned  by  town. 

EARLVILLE.  p.  662.  F.  dept. — 1  comb.  c.  eng., 
1  h.  &  1.  trk..  hose  cart,  18  bucketa;  hoae,  660 
ft.:  f.  aL,  bell;  vol. 

Watar  Supply — Src,  well;  aya.,  pump  to  rea.;  rea. 
cap.,  112,000  gals.;  1  pump;  mains,  1  m.,  4  & 
«  ;n.  dia.;  11  hyd.;  pres.,  30  lbs.;  wks.  owned  by 
town. 

EARLY,  p.  500;  bldgs.,  frame  &  bk,  veneered. 
F.  dept.— 1  hoae  cart,  1  h.  &  1.  trk.;  hose,  800 
ft.:  f.  al.,  bell;  tot.  mem.,  20  vot 

Watar  Supply — Src,  well;  «ys..  pump  to  tk.;  tk. 
dim.   16  X  20.  cap.  40.000  gala.;   1  pump;  maina. 

1  m..  4  &  6  in.  dia.;  12  hyd.;  prea.,  60  Iba.;  wka. 
owned  by  town. 

EDDYVILLE,  p.  1,086;  mere.  bWga..  bk.  F. 
dept. — 1  c.  eng.;  hose,  cot.,  rub.  lined,  gd.,  650 
ft.;  f.  al..  bell  A  wb.;  tot,  mem.,  16  vol. 

Water  Supply — Src,  priv.;  ays.,  grav. 

ELDON,  p.  2,024;  f.  area,  800  a.;  mere  bldgs., 
bk.,  1  &  2  ator.;  priv.,  wd.,  1  &  2  stor.;  wd.  rfa. 
penn.;  no  fwka.  &  combt  ord.;  cauaea  of  f.  inv. 
F.  dept.— 7  c  hand  ex.,  1  h.  k  h  trk..  1  boje  wag.. 

2  hose  car.;  hose,  cot,  rub.  Lned.  gd.,  1.200  ft.; 
f.  al.,  wh.;  vaL  equip.,  $1,600;  val.  bldga.,  $1,200; 

tot.  mem.,  80  vol.  „       ,,  v  .-.*  . 

Water  Supply — Src,  wells.  %  m.  bus.  cent , 
ava.,  pump  to  rea.;  atdp.  dim.  8.6  x  60,  mat 
rock  k  cem.;  1  pump,  eng.,  class  dujK,  cap.  daj 
300.000  gals. ;  mains,  c  i.,  1  %,  m.,  8  in.  dia. ;  28 
hyd.;  met,  62;  80  serv.;  pipe.  i™?  P™*.,  dom. 
66  Iba..  f.  120  Iba.;  eon^  day.  26,000  gala.;  cott, 
$12,000;  coat  mtce..  $700;  wka.  owned  by  city. 

ELDORA.  p.  1,005;  mere  bldga.,  bk.,  2  *  8 
rtor.;  pr.v,,  wd.  k  bk.,  1  &  2  stor.;  wd.  rfs.  not 
pciTO.;  fwks.  k  combt.  ord.;  causes  of  f,  inv.  F. 
dept.— 1  h.  k  1.  trk.,  8  bose  car.;  hose,  fot,  rub. 
lined,  gd..  2,260  ft:  rub.,  gd.,  760  ft;  tot  hose. 
8,000  ft;  f.  al.,  bell  k  wh.;  val.  equip..  $2,000; 
val.    bldgs.,    $2,000;    tot    mem.,    46    vol.;    undrs. 

rating,  first  daaa.  . ,    .    ^  * 

Water  Supply— Src,  wella,  1  block  bus.  cent; 
sys.,  pump  to  stdp.  k  dir.  to  maina;  atdp.  cap., 
100.000  gala.,  dim.  18%  x  100.  mat  atl.;  4  pump, 
eng.,  claS  dup..  cap.  day  14,400  rals.;  mains, 
c  i.,  8%  m.,  4  to  6  in.  da.;  fO  Vd.;  11  ▼.; 
met,  200:  861  serv.;  PiP*. ,f ^Iv.  J.  *  je»dJ  P^J;: 
dom.  40  Iba..  f.  40  to  100  Iba.;  <»m-.  <*S»«*^*-w 
gala.;     coat    $86,000;    coat    mtce.,    $8,800;    wka. 

'TLDRTDog*  p.    217;    1   bk,   bldg.      F.    dept-1 
hoMTwirt,  h.  i    L;  hoae.  600  ft;  tot  mean..  12  vol. 
Water  Supply— Src.  ^T^^lJ  "^'m  Pump  to  tk  ;  tk 
dim.    20    X    22.    cap.    68,000    gala.;    majnjr  f-^^J? 
ft.  4  to  8  in.  dia.;  16  hyd.;  wka.  owned  by  town. 

ELKADER.  p.  1,181;  f.  ««»».  «*?„i!-'  ^^ 
bldga..  bk.  ft  stn..  1  *  2  stor.;  P"r-  "^Sf ;•  ^^"^  ^ 
wd.;  1*2  stor.;  wd.  rfa.  perm.  «'•"«*•  _J; 
J^i.— 1  h.  k  1.  trk..  1  hose  \^*  .^^''Jtn^}* 
hoSe.  cot.  rub.  lined,  gd..  600  ft;  inf.,  1/0  ft; 
SJt  h4^  760  ft.;  f.  af .  teU;  val.  equip..  $1,000; 
val.  bldgs..  $^200;  tot  mem..  16  vol. 

Water  SupDiy— Src,  wells,  ,^.  Si^^?;:  <*?^» 
8V8..  pwnp  to  res.;  res.  cap.,  176,000  gala.,  loc 
240  ft.  above  tower;  1  pump.  eng..  cl*»  «":•  «*P: 
dav  150.000  gals.;  mains,  c.  i.,  4  m.,  «.  o  «  o 
in  dia!-  84  hyl;  12  v.;  met..  210;  28S  am.;  pipe. 
Mlv  i*-  preJ..  dom.  ft  f.  105  lbs.;  cona.  d«r, 
60.000  ia£^i  ciat.  $26,000;  cost  mtce..  $160;  wks. 
owned  by  city. 

ELLIOTT,  p.  628.  ^"-^  *«?*.— Vol.,  18  men, 
1  hoae  cart  400  ft  hoae;  f.  aL,  d«i. 

wStarSlpply— Src,  weUs;  1  trip.  P^niP,  cap. 
422.000   Sa.  dvT  »00   ft   6-in.  mains;   6  hyd.; 

EMMET8BURQ,  p.  2,825;  f.  area,  600  a.;  mere 
bldUr  bk;  k  wd.,  1  to  8  rtor.;  priv.,  wd-,  2 
«tof^  wd  rfa.  perm,  in  f.  area;  fwks.  k  combt 
5id  ;•  ^i«   of\    inv.      F.    dept.-l    c    eng.    on 


wla..  2  Yl  k  l.  trk.,  8  hose  carts;  hoae,  cot,  rub. 
lined,  gd..  1,500  ft.;  nib.,  gd.,  600  ft;  inf.,  600 
ft;  tot  nose,  2,600  ft:  f.  at,  bell  4c  wb.;  v«l., 
equip.,  $8,000;  val.  bldga.,  $10,000;  exp.  dept, 
$260;  tot  mem.,  61  vol.;  undrs.  rating,  third 
class. 

Water  Supply — Src,  wells;  sys.,  grav.,  pump  to 
atdp.;  atdp.  cap.,  70,400  gals.,  dim.  12  x  80; 
pump,  eng.,  cap.  day  750,000  gala.;  mains,  7^ 
m.,  4  to  8  in.  dia.:  86  hyd.;  60  v.;  met,  160; 
207  aerv.;  pipe,  galv.  i.;  pres.,  dom.  86  iba.,  f. 
120  lbs.;  cost,  $34,708.68;  cost  mtce.,  $1,100; 
wks.  owned  by  city. 

ESTHERVILLE,  p.  8,404;  f.  area,  8,000  a.;  mere 
bldgs.,  bk.  k  wd.,  1  to  8  ator.;  priv.,  wd.  k  bk., 
l\k  stor.;  wd.  rfa.  penn.;  fwks.  k  combt.  ord.; 
cauaea  of  f.  not  Inv.  F.  dept — 1  hand  eng.,  50  c 
hand  ex.,  1  h.  A(  1.  trk.,  8  hose  wag.,  8  hose 
car.;  hoae,  cot,  rub.  lined,  gd.,  1,600  ft;  rub., 
gd.,  200  ft;  inf.,  400  ft;  tot  hose,  2,100  ft; 
f.  al.,  elec,  10  bx.;  val.  equip.,  $8,000;  val.  bldga., 
$6,000;  exp.  dept,  $1,200:  tot.  mem.,  60  vol. 

Water  Supply— Src,  wells  k  riv.,  6  blocks  bus. 
cent;  sys.,  pump  dir.;  rea.  cap..  100,000  nls., 
loc.  at  stat'on;  1  pump,  eng.,  ciaaa  comp.  dup., 
cap.  day,  75,000  gais.:  mains,  c  i.,  7  m.,  4  to  10 
in.  dia.;  38  hyd.;  10  v.;  200  met;  272  aerv.; 
pipe,  galv.  i.;  pres.,  dom.  60  lbs.,  f.  126  Iba.; 
cost.  $12,500;  wka.  owned  by  city. 

ESSEX,  p.  776.  F.  dept. — 2  hose  wag.,  1,600 
ft.  ho$e;  f.  al.,  bell  k  telp.;  val.  equip.,  $900;  exp. 
dept.,    $50;    tot    mem.,    20    vol. 

Water  Supply — Src,  well;  sya.,  grav.;  2  tka., 
dim.  8  X  86,  cap.  27,000  gals.;  mains,  4  m.,  A  k 
6  in.  dia.;  65  hyd.;  pres.,  dom.  k  f.,  65  lbs.; 
con-s.  day,  8,000  gals.;  cost,  $8,600;  wka.  owned 
by  town. 

EXKIA,  p.  787.  F.  dept— 1  hose  cart  1  hand 
eng.,  600  ft  2-in  cot  3*cket  hoee;  f.  al.,  bell; 
VOL,  80  men. 

Water  Supply — Src,  well;  sys.,  grav.;  1  pump; 
tk.  dim.  12  X  80,  cap.  22,880  gala.:  1  m.  8  ft 
4-in.  mains;  7  hyd.;  pres.,  20  Iba. 

FAIRBANKS,  p.  618:  06  per  cent  of  bldga. 
frame.  F.  dept. — 1  hand  eng.,  1  hoae  cart,  1  h.  « 
1.  trk.;  hose,  cot,  600  ft. 

Water  Supply — Src,  tk.;  dim.  8  x  86;  1  pump; 
maina,  6  blocks,  6  in.  dia.;  6  hyd.;  prea.,  160  Iba.; 
wks.  owned  by  town. 

PAkRFICiJD,  p.  4,970;  f.  «rea,  1,900  a.;  mere 
bldga.,  bk.  k  stn.,  2  &  3  ator.;  priv.,  wd.,  2  ator.; 
wd.  rfa.  _perm.;  fwka.  k  combt  ord.;  causea  of 
f.  inv.  F.  dept. — 8  c  hand  ex.,  1  hoae  wag.,  8 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  2,000  ft; 
rub.,  gd.,  1,000  ft;  inf.,  600  ft;  tot  hose,  8,500 
ft.;  f.  al.,  bell  k  telp.;  \-al.  equip..  $2,000;  val. 
bldgs..  $4,000;  exp.  dept,  $1,500;  tot  mem.,  17, 
pd.  full  time  1,  vol.  16. 

Water  Supply — Src,  res.,  1  m.  bua.  cent; 
aya.,  grav.,  pump  from  rea.  to  atdp.  k  dir.:  stdp. 
cap.,  150,000  gals.,  dim.  28  x  28,  mat  atl.;  rea. 
cap.,  200,000,000  gala.,  loc  1%  m.  bua.  cent; 
5  pump,  eng.,  cap.  day.  2,250,000  gals.;  njain*. 
c.  i.,  10  m.,  4  to  10  in.  dia.;  67  hyd.;  80  v.; 
met.  500;  626  serv.;  pipe,  iron  *^lead;  prea.. 
dom.  50  Iba.,  f.  126  Iba.;  oona.  day,  800,000  gala.; 
cost,  $160,000;  coat  mtoc,  $6,000;  wka.  owned  by 
city. 

FARLEY,  p.  676.  F.  dept— 1  h.  &  1-  trk.,  1 
comb,  hand  k  c  eng.,  1  hoae  cart,  8  bucketa, 
400  ft.  2-in.  cot  lacket  hose,  800  ft  2%-in* 
cot  jacket  hose;  f.  al.,  bell;  vol.,  46  men. 

Water  Supply— Src,  well;  aya.,  grav.;  1  Pump; 
tk.  18  X  20,  cap.  88,000  gala.,  elevation  86  ft; 
mains,  %  m.,  4  &  6  in.  dia.;  12  hyd.;  prea., 
dom.  ft  f.  40  Iba. 

FARMINGTON,  p.  1.166;  f.  area,  160  a.;  mere 
bldga.,  bk.,  2  stor.;  priv.,  wd.,  1V4  rtor.;  wd.  rfs. 
perm. ;  fwks.  k  combt  ord. ;  cauaes  of  f.  inv.  F. 
dept— 20  c  hand  ex.,  1  h.  &  1.  trk.,  1  hose 
wax..  2  hose  car,;  hose,  cot,  rub.  lined,  gd.,  1,200 
ft!?  f.  al.,  bell  k  wh.;  val.  equip.,  $8,000;  val. 
bldga.,  $500;  exp.  dept,  $200;  tot  mem.,  80  vol.; 
undrs.  rating,  third  daas. 

Water  Supply — Src.  riv.;  ^ya..  pump  to  rea.; 
rea.  cap.,  300,000  gals.;  1  pump,  eng.,  daaa  comp., 
cap.  day  500,000  gals.;  n»ain«),  8  m.,  4  to  6 
to  8  in.  dia.;  15  hyd.;  met,  5;  60  serv.;  pres., 
dom.  85  lbs.,  f.  112  lbs.;  cons,  day,  76,000  gals.; 
cost  $10,000;  cost  mtce.,  $1,000;  wka.  owned  by 
city. 
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FAYETTE,  p.  1,112;  mere,  bldgs.,  bk.;  priv., 
wd.  F.  dept. — I  h.  &  1.  trk.,  1  hose  wag.,  1  hose 
reel;  hoee,  cot.,  rub.  lined,  gd.,  750  ft;  inf.,  70 
ft.;   tot.   hoee,   820  ft.;   f.  a1.,  wh.;    25  vol. 

Water  Supply — Src.,  wells;  cys.,  pump;  pump, 
cap.  day,  600,000  gals. 

FONDA,  p.  978;  f.  area,  140  a.;  mere,  bldga., 
bk.  Ac  wd.,  2  Btor.;  priv.,  wd.,  2  stor.;  wd.  rfa. 
perm.;  no  fwks.  k  combt.  ord.;  causes  of  f.  inr. 
F.  dept. — 1  h.  ic  1.  trk.,  2  hose  carts;  hose, 
cot.,  rub.  lined,  gd.,  1,000  ft;  inf.,  1,000  ft; 
tot  hose,  2,000  ft;  f.  al.,  bell;  val.  equip.,  |800; 
val.  bldga..   $^500;   tot   mem..   16  vol. 

Water  Supply — Src.,  well,  m  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  68,000  gals.,  dim.  20 
z  36,  mat.  stl.;  2  pump,  eng.,  cap.  day  100,000 
gals.;  maina,  c.  i.,  8  m.,  4  to  8  in.  dia.;  15  hyd.; 

7  v.;  101  met;  101  serv.;  pipe,  wrt  1.;  pres., 
dom.  42  lbs.,  f.  100  lbs.;  cons,  day,  35,000  gals.; 
cost,  $15,000;  cost  mtce.,  $850;  wks.  owned  by 
city. 

PONIVMNBLLE,  p.  789;  f.  area,  «20  a.;  mere, 
bldgs.,  bk.  k  wd.,  1  Ac  2  stor.;  priv.,  bk.  k  wd., 
1  £  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  k 
combt.  ord.;  causes  of  f.  inv.  T.  dept.— 2  c. 
eng.,  2  hose  carts,  1  h.  &  1.  trk.,  ladders;  hose,  cot, 
rub.  lined,  gd.,  000  ft.;  f.  aL,  bell;  val.  equip., 
$1,480;  tot  mem.,  2<1  vol. 

Watsr  Supply^— Src,  well,  1  m.  bus.  cent.;  sys., 
pump  to  stdp.;  1  pump,  eng.,  cap.  day  800,000 
gal's.;  mains,  c.  i.,  2Vfc  m.;  32  hyd.;  6  v.;  pres., 
dom.  k  f.,  40  lbs.;  cost,  $17,000;  wks.  owned  by 
city. 

FOREST  CITY,  p.  1,691;  f.  area,  0  blocks; 
mere,  bldga.,  bk.  k  wd.,  2  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  perm.;  fwks.  k  combt  ord.;  causes 
of  f.  inv.  F.  dept. — 1  h.  k  1.  trk.,  1  aer.  trk.,  2 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,800  ft; 
inf.,  800  ft;  tot  hose,  2,100  ft;  f.  al.,  bell; 
val.  equip.,  $2,000;  val.  bldgs.,  $500;  tot  mem., 
27    vol. 

Water  Supply — Src.,  wells,  ^  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  115,000  gals.,  dim. 
100  X  14;  res.  cap.,  60,000  gals.;  2  pump,  eng., 
cap.  day  687,600  gals.;  mains,  4  m.,  4  to  8  In. 
dia.;  25  hyd.;  200  serv.;  pres.,  dom.  80  lbs.,  f. 
100  lbs.;  cost,  $19,000;  cost  mtce.,  $1,000;  wks. 
owned  by  city. 

FORT  DODQE,  p.  16,648;  mere,  bldgs.,  bk.  k 
cone.,   1  to  6  stor.;  priv.,  wd.,  bk.  k  cem.,   1  to 

8  stor.;  wd.  rfs.  not  perm.;  fwks.  k  combt.  ord. 
F.  dept. — 1  comb.  c.  At  h.  wag.,  1  hose  wag.,  4 
e.  hand  ex..  2  h.  Ac  1.  trk.,  8  nose  reels,  4  nrs. ; 
hose,  rub.  lined,  gd.,  2,500  ft;  cot,  rub.  lined, 
2,000  ft;  tot.  nose,  4,500  ft;  f.  al.,  Gamewell, 
18  bx.;  val.  equip.,  $10,000;  val.  bldgs.,  $8,000; 
exp.  dept,  $9,500;  tot  mem.,  00,  pd.  full  time  6, 
vol.  64;  undrs.  rating,  th'rd  class. 

Water  Supply — Src,   filter  galleries  on  island  k 

5  wells,  H  m.  bus.  cent.;  sys.,  grav.,  pump  to 
stdp.;  stdp.  cap.  106.000  gals.,  dim.  24  x  82,  mat 
stl.;  2  pump.  eng..  claas  comp.  dup.,  sixe  14  x  24 
X  12  X  18,  17  X  12  X  16  X  20,  cap.  day  4,500,000 
gals.;  mains,  e.  i.,  17  m.,  4  to  12  in.  dia.;  106 
hyd.;  99  v.;  met.  1,900;  2,000  serv.;  pipe,  lead 
Ac  Iron;  pres.,  dom.  100  lbs.,  f.  140  lbs.;  cons, 
day,  2.000,000  gals.:  cost.  $102,000;  cost  mtce., 
$6,960;  wks.  owned  by  city. 

FORT  MADISON,  p.  8,900;  f.  area,  1.147  a.: 
mere  bldgs.,  bk.,  2  &  8  stor.;  priv.,  bk.  Ac  wd.. 
1  At  2  stor.;  wd.  rfs.  perm.;  fwks.  k  combt  ord.; 
causes  of  f.  inv.     F.  dept. — 1  str.,  1  h.  Ac  1.  trk., 

6  hose  car.,  6  hrs. ;  hose,  cot,  rub.  lined,  gd.,  6,400 
ft;  rub.  gd.,  1,500  ft.;  inf.,  1,060  ft.;  tot.  hose, 
8,900  ft;  f.  al.,  bell;  val.  equip.,  $11,000;  val. 
bldgA.,  $6,500;  exp.  dept,  $3,800;  tot  mem.,  1-39 
vol.;    undrs.    rating,    third    cla««. 

Water  Supply---8TC.,  wells  k  riv.,  1  m.  bus. 
cent.;  «>•«.,  pump  to  res.  Ac  dir.;  res*,  cap.,  30,000,- 
000  gal«..  loc.  on  bluff  165  ft.  above  riv.;  1 
pump,  eng.,  class  comp.  dup.,  size  18^  x  29  x 
16  X  18,  cap.  day  5.000,000  gals.:  main<4,  c.  i., 
14  m.,  4  to  14  in.  dia.;  Td8  hyd.;  met.  210; 
5«0  ?erv.;  pipe,  black  k  galv.  i.;  pre».,  dom.  70 
lb«.,  f.  120  to  140  lb«.;  cons.  day.  8,000,000 
gals.;  cost  mtce.,  $8,000;  wks.  owned  by  Co. 

FREMONT,  p.  501.  F.  dept. — '1  gasoline  eng., 
600  ft.  gd.  cot  hose;  vol.,  6  men. 

Water  Supply — Src,  wells. 

QALVA,  p.  357;  all  bldgs.  frame  but  2.  F. 
dept. — 1  hcM«e  cart,  500  ft.  hose;  f.  al.,  bell; 
vol.,   18  men. 


Water  Supply — Src,  wells;  tk.,  16  x  16  ft.:  1 
pump;  mains.  8,600  ft.,  6  Jt  4  in.  dia.;  14  hvd.; 
pres.,  dom.  55  lbs.,  f.  '100  lbs.;  wks.  ovned  by 
town. 

GARDEN  OROVE,  p.  611.  F.  dept.— 1  c. 
eng.  in  reserve,  200  ft  hoee;  f.  aL,  belL 

>N titer  Supply — Src,  priv.  well«;  priv.  tk.,  10 
ft.  in  dia.,  100  bbls.  cap.;  water  ele^'ated  to  t'i. 
by   wirdmills;    2   hyd.;    1   block    1-in.   mains. 

QARNER,  p.  1,028;  f.  area.  100  a.;  mere  bldp., 
wd.  k  bk.,  2  stor.;  priv.,  wa.,  IH  etor.;  vd.  rfs. 
not  perm,  in  f.  area.;  fwke.  k  combt.  ord.;  caosei 
of  f.  inv.  F.  dept — 2  h.  k  I.  trk.,  2  hose  cam; 
hose,  cot,  rub.  lined,  gd.,  1,800  ft;  f.  sL,  bell, 
wh.,  elec,  6  bx.;  tot  mem.,  20,  pd.  part  time 

Water  Supply — Src  wells,  5  blocks  bus.  cent; 
srs.,  pump  to  stdp.;  stdp.  cap.,  60,000  gilt.; 
elevation,  120  ft;  mat,  stL;  1  pump,  eng.,  elati 
gaa,  cap.  dar  129,600  gals.:  mains,  c.  i,  6  to  10 
m.  dia.;  10  hyd.:  met,  82;  75  serv.;  pipe,  galv.  L; 
pres.,  dom.  60  lbs.,  f.  125  lbs.;  cons,  dsy,  12,000 
gala.;   cost   $8,000;   wks.   owned  by  city. 

OILMAN,  p.  480;  all  bldgs.  frame  but  2.  F. 
dept — None  organixed;  hand  eng.  (unserviceable), 
600  ft   2-in.  cot  Jscket  hose;  f.  aL,  belL 

Water  Supply — Src,  spr.;  sys.,  grav.  Ac  dir.  pres.; 

1  stm.  pump,  8  blocks  2-in.  mains;  pres.,  dom.  k 
f.  16  lbs. 

QILMORE  CITY,  p.  750;  f.  area,  20  a.;  phf. 
dwellings,  stn.,  1  At  2  stor.;  wd.  rfs.  not  pens, 
in  f.  area;  no  fwks.  k  combt  ord.;  cauaes  of  (. 
inv.  F.  dept — 1  c  At  h.  wag.,  1  h.  ft  L  trk.,  ! 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  900  ft.;  i. 
aL,  bell;  val.  equip.,  $1,700;  vaL  bldga.,  $2,S00; 
tot  mem..  150  vol. 

Water  Supply — Src,  well.  In  cent;  sys.,  pvop. 
to  stdp.;  stdp.  cap.,  60,000  gals.;  res.  cap.,  60,000 
gals.;  pres.,  dom.  48  lbs.;  cost  $16,000;  wks. 
owned  by   city. 

QLADBROOK.  p.  869.     F.  dept— 1  h.  ft  L  tik., 

2  hose  carts,  1,000  ft  2H*in.  cot.  jacket  hose;  I 
al..  bell;  voL,  28  men. 

Water  Supply — Src,  well:  cya.,  srav.;  1  stao. 
pump,  cap.  SO  gals,  min.;  tk.  dim.  16  x  16.  cap. 
26,000  gala.;  1%  m.  4  Ab  6>in.  mains;  10  hj±; 
pres.,  dom.  ft  f.  85  lbs. 

GLEN  WOOD,  p.  4,052;  f.  area,  20  a.;  mere 
bldgs.,  bk..  2  stor.;  priv.,  bk.,  2  stor.;  wd.  rta. 
not  perm,  in  f.  area;  combt  ord.;  causes  of  f.  iav. 
F.  dept — 1  h.  ft  L  trk.,  2  hose  car.;  hoee,  eot. 
rub.  lined,  gd.,  1,600  ft;  f.  al.,  wh.;  vaL  eqaip.. 
$1,600;  vaL  bldgs.,  $800;  tot.  mem..  40  voL 

Water  Supply---Src,  well,  %  m.  boa.  cent;  STS.. 
grav.,  pump  to  stdp.;  stdp.  cap..  90,000  gala.;  dim., 
12  X  40  ft  16  X  40;  mat,  atL:  res.  loc  on  high 
hill;  1  pump,  eng.,  cap.  day  65,000  gala.;  maina. 
c.  L.  2H  m.,  4  to  8  in.  dia.:  20  hyd.;  10  v.;  met, 
182;  182  serv.;  pipe,  galv.  L;  pres.,  dom.  95  lbs., 
f.  95  lbs.;  cost  $25,000;  cost  mtce.  $1,400; 
wks.  ovmed  by  city. 

QOLDFIELD,  p.  618;  aU  bldgs.  frams  ft  bk. 
veneered  but  2.  F.  dept — 1  str.,  1  hose  esrt 
1,200  ft  hose,  1  comb,  c,  cap.  100  gals*;  f.  sL. 
bell;  vol.,  25  men. 

Water  Supply — Src,  wells,  cisterns  ft  res. 

QOWRIE.  p.  829;  aU  bldn.  wd.  but  8.  F. 
dept — 1  hose  cart;  hose,  600  ft;  voL,  20  men. 

Water  Supply — Src,  well;  sys.,  gr«v.;  tk.  dim. 
20  X  20,  cap.  47,000  gals.;  1  pump;  malnSL  9 
blocka,  4  ft  6  in.  dia.;  0  hyd.;  prec,  48  lbs.; 
wks.  owned  by  town. 

QRAND  JUNCTION,  p.  1.012.  F.  dept— I 
hand  eng.,  1  c.  eng.,  1  comb,  c  ft  hose  wag.,  1« 
c.  hand  ex.,  1  h.  ft  1.  trk.,  1  hose  cart;  hose,  cot., 
rub.  lined,  gd.,  200  ft.;  rub.,  gd..  400  ft;  tot- 
hose.  600  ft;  f.  aL,  bell;  tot  mem.,  24  voL   ^^ 

Watsr  Supply— Src,  well;  sys.,  ponp  to  «#• 
ft  mains;  2  pumps;  2  tks.,  75,000  gals.  esp.  cacn; 
mains,  4  blocks,  8  in.  dia.;  8  hyd. 

QRAND  MOUND,  p.  428.  F.  dept— 1  hoee  esit 
1  hose  reel,  1  h.  ft  I.  trk..  16  f.  buckets;  boss. 
cot..  800  ft;  f.  aL,  bell;  tot  mem..  20  voL 

Water  Supply — Src.  8-in.  well,  22  ft  deep;  a^ 
grav.;  1  pump;  tk.  dim.  20  z  16,  cc|».  SS,600 
gala.;  maina,  1  m.,  4  ft  0  in.  dim.;  12  Iqrd.;  pn*-* 
dom.  ft  f.  80  lbs. 

GRANVILLE,  p.  400:  all  bldga.  fhunc  F.  dept 
—1  hose  cart;  hoee,  600  ft;  f.  al.,  beD;  IS  voL 

Water  Supply— Src,  shaUow  well:  tk.  dte.  1* 
X  22,  cap.  1,800  bbs.;  1  pump;  malaa,  1,400  ft« 
4  ft  6  in.  dia.;  8  hyd.;  pre*.,  80  lbs. 
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GREENE,  p.  1,150;  f.  area,  640  a.;  mere,  bldgs., 
bk.  k  atn.,  1  to  2  ator.;  priv.,  wd.,  1%  ator.;  wd. 
rfa.  not  perm,  in  f.  area;  fwka.  k  combt.  ord.; 
cauaea  of  f.  inT.  F.  dept.— -2  &  hand  ex.,  1  b.  & 
,  trie.,  2  hose  wajf.;  hose,  cot.,  rub.  lined,  gd., 
_,500  ft.;  Tub.,  gd.,  1,200  ft;  inf.,  300  ft.;  tot. 
hose,  '5,000  ft.;  f.  aL,  bell;  val.  equip.,  $1,500; 
▼al.  bidgs.,  $200;  exp.  dept.,  $75;  tot.  mem.,  14 
Tol. 

Water  Supply — Src.,  well;  a>'8.,  pump  to  atdp. 
k  dir.;  atdp.  cap.,  51,000  gala.;  dim.,  20  i  22; 
mat.,  atl.;  1  pump,  eng.,  claaa  comp.,  cap.  750 
gala,  min.;  maina,  2  m.,  4  to  8  in.  dia.;  21  hyd.; 
44  acrv.;  prea.,  dom.  60  Iba.,  f.  100  to  150  Iba.; 
eons,  day,  80,000  gala.;  coat,  $14,000;  coat,  mtce., 
$700;  wka.  o>fvned  by  city. 

GREENFIELD,  p.  1,879;  f.  area,  160  a.;  mere, 
bidgs.,  bk.,  2  ator.;  priv.,  wd.,  1%  ator.;  wd-  rfa. 
perm.  Y.  dept. — 1  h.  &  L  trk.,  1  hoac  car.;  hose, 
linen,  gd.,  800  ft;  rub.,  gd.,  100  ft;  inf.,  100 
ft-;  tot.  hose,  500  ft;  ral,  equip.,  $400;  val.  bldga., 
$600;    tot    mem.,    25    vol.;    undra.    rating,    third 

elass.  ..     _  _- 

Water  Supply — Src.,  well;  1  pump,  eng.,  cap.  80 

bbls.  hour. 

GRIMES,  p.  788.  P.  dept— 1  comb,  hand  k  c 
eng.,   1  hose  cart,  700  ft.  noae;  f.  aL,  wh. 

Water  Supply — Src,  weU;  aya.,  grav.;  1  pnmp; 
tk.,  dim.  12  X  14,  cap.  11,844  gala.;  maina,  2^ 
blocks,  6  in.  dia.;  4  hyd.;  prea.,  dom.  82  Iba.,  f. 
82  lbs. 

QRINNELL,  p.  6,086;  f.  area,  8  aq.  m.;  mere 
bldga.,  stn.  k  bk.,  1  to  4  ator.;  priv.,  wd.,  1 H  to 

2  ator.;  wd.  rfa.  not  perm,  in  f.  area;  fwka.  « 
combt.  ord. ;  causea  of  f .  inv.  F.  dept.—l  auto, 
comb,  c-  k  h.  wag.,  1  h.  A  L  trk.,  2  c  hjind  ex., 

3  hose  car.;  hose,  cot,  rub.  lined,  gd.f  2»00"  '*•; 
inf.,  600  ft;  tot  hose,  2,500  ft.;  f.  al.,  bell  k  wh.; 
vaL  equip.,  $10,000;  val.  bldga.,  ^8,500;  exp. 
dept.,    $646;   tot   mem.,   60,  pd.   full  time   1,  pd. 

part  time  3,  46  vol.  „.,.,.    u  4. 

Walar  Supply — Src,  wells,  1  block  bua.  cent; 
■T8.,  pump  to  rea.  3c  atdp.;  atdp.  cap.,  85,000  gala.; 
dim,  11  X  48:  mat,  stl;  res.  cap.,  176,000  gala., 
loc  1  block  bua.  cent;  8  pump,  eng.,  cap.  day 
1,125,000  gala.;  mains,  c.  L,  14  m.,  4  to  10  in. 
dia.;  76  hyd.;  25  v.;  met,  750;  975  serv.;  pipe, 
galv.  L  k  lead;  prea.,  dom.  80  to  45  Iba.,  f.^100 
to  185  lbs.;  cons,  day,  116,000  gala.;  cost  $50,- 
000;   coat  mtce.,  $5,000;  wka.  owned  by  city. 

GRISWOLD,  p.  949;  f.  area,  160  a.;  mere 
bldgs.,  wd.  k  bk.,  2  ft  8  stor.;  priv.,  wd^  2  stor.; 
wd.  rfa.  perm.;  no  fwks.  k  combt  ord.  F.  dept — 
1  hand  eng.,  1  h.  &  1.  trk.,  2  hoae  car.;  hoae,  cot, 
nib.  lined,  gd.,  500  ft:  rub.,  gd.,  450  ft;  tot 
hose,  950  ft;  f.  al.,  bell;  val.  equip.,  $800;  vaL 
bldga.,  $200;  exp.  dept,  $25;  tot  mem.,  80  vol. 

Water  Supply — Src,  wella.  in  bua,  cent;  aye., 
pump  to  atdp.  k  dir.;  atdp.  cap.,  «0 .000  gala.; 
dim.,  10  X  100;  pump,  eng.,  cap.  day,  100,000 
gala.;  mains,  1^  m.,  4  to  6  in.  dia.;  11  hyd.;  25 
serv.;  pipe.  galv.  L;  coat,  $7,000. 

GRUNDY  CENTER,  p.  1,864;  f.  area,  6  blodca; 
mere  bldgs..  bk.,  2  stor.;  priv.,  wd.,  1%  stor.; 
wd.  rfa.  not  perm.  F.  dept— 2  c.  wig.,  2  hose 
car.,  1  h.  &  1.  trk.;  hoae,  cot,  rub.  lined,  «i.,  1,400 
ft;  f.  al.,  bell  k  wh.;  val.  equip.,  $8,200;  exp 
dept,   $850;   tot  mem.,   29  voL 

Water  Supply — Src,  well,  in  bus.  cent;  sya,, 
pump  dir.  to  maina  ft  stdp. ;  stdp.  cap.,  95,000  gala.; 
dim.,  12  X  100;  mat,  stl.:  1  pump,  eng.,  cap.  day, 
100,000  gale.;  mains,  c  L  2%  m.,  4,  6  ft  8  to. 
dia.;  24  hyd-;  7  v.;  met,  2;  100  serv.;  Plp«.  fa»f • 
L;  pres.,  dom.  55  lbs.,  f.  55  lbs.;  cost,  $20,000; 
cost  mtcc,   $1,000;   wks.   owned  by   city. 

GUTHRIE  CENTER,  p.  1,837;  f.  area,  40  a.; 
mere  bldga.,  moatly  bk.,  1  to  8  ator.;  pnv.,  mostbr 
wd.,  1%  stor.;  wd.  rfs.  not  perm,  in  f.  area.  F. 
tiept. — 2  c.  eng.  on  wis.,  3  c.  hand  ex.,  2  hose 
car.;  hoae,  cot,  rub.  lined,  gd.,  800  ft;  rub.,  gd., 
150  ft.;  inf.,  450  ft;  tot  hose.  1,400  «t.;  f.  aJL, 
bell  ft  wh.;  val.  equip.,  $8,500;  val.  bldga.,  $8,000; 
tot  mem.,  86,  pd.  part  time. 

Water  Supply — Src,  weUs;  sys.,  pump  to  atdp.; 
stdp.  cap..  50,000  gals.;  2  pump.  eng..  class  hor. 
flup.,   cap.   day  100,000   gals.;   mains,   iron,    %    m., 

4  to  6  in.  dia,;  60  hyd.;  40  v.;  60  serv.;  pipe, 
c-  L;  pre*.,  dom.  90  lbs.,  f.  90  to  110  lbs.;  cons, 
day,    100,000   gals.;  wks.   owned   by   city. 

GUTTENBERQ,  p.  1,878;  f.  area,  640  a.;  mere 
bldga.,  bk.  ft  atn.,  8  ator.;  priv.,  wd.,  2  ator.;  wd.  » 


rfs,  perm.  F.  dept. — 1  c  eng.,  1  h.  ft  1.  trk.,  4 
hose  ear.;  hoae,  cot,  rub.  lined,  gd.,  2,000  ft; 
f.  al.,  elee,  10  bx.;  val.  equip.,  $15,450;  vaL 
bldga.,  $1,650;  exp.  dept,  $100;  tot  mem.,  86 
vol. 

Water  Supply-^-Src,  wella,  2  blocka  bua.  cent; 
ays.,  pump  to  res.  ft  dir.;  res.,  cap.  15,000,000 
gals.,  loc  on  bluff  264  ft.  above  pump:  1  pump, 
eng.,  dasa  comp.,  cap.  day,  750,000  gala.;  maina, 
C  i.,  3  m.,  4,  6,  8  ft  10  in.  dia.;  50  hyd.;  met.. 
102;  102  serv.;  pipe,  iron  ft  lead;  pres.,  dom.  110 
lbs.,  f.  160  lbs.;  cons,  day,  200,000  gals.;  cost, 
$14,600;  cost  mtce.,  $900;  wks.  owned  by  city. 

HAMBURG,  p.  1,817;  f.  area,  160  a.;  mere 
bldga.,  bk.  ft  iron.,  2  ft  8  ator.;  priv.,  bk.  ft  wd.  2 
ator.;  wd.  rfa.  perm.;  fwka.  ft  combt  ord.;  cauaea 
of  f.  inv.  F.  dept — 2  hose  wag.;  hoae,  cot,  rub. 
lined,  gd.,  1,S00  ft;  f.  al.,  bell;  val.  equip.,  $2,500; 
val.  bldga.,  $7,000;  tot  mem.,  22  vol.;  undrs. 
rating,  aecond  claaa. 

Water  Supply — Src,  spr.  ft  wella,  ^  m.  bua. 
cent.;    sj-s.',    pump    to   res.    ft   dir.;    res.    cap.    200,- 

000  gala.,  loc.  on  high  elevation;  1  pump,  eng., 
cap.  day,  220,000  gals.;  mains,  c.  i.,  3  m.,  4  to 
6  in.  dia.;  SO  hyd.;  14  v.;  met,  142;  .185  serv.; 
pipe.,  galv.  1.;  pres.,  dom.  ft  f.,  80  lbs.;  cons,  day, 
50,000  gals.;  cost,  $20,000;  cost  mtce.,  $1,200; 
wks.  owned  by  city. 

HAMPTON,  p.  2,617;  f.  area,  820  a.;  mere 
bldgs.,  bk.  ft  stn.,  1  to  8  stor.;  priv.,  wd.,  1  to  2 
ator.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ord.; 
causes  of  f.  inv.    P.  dept. — 1  h.  ft  1.  trk.,  1  c.  eng., 

1  comb.  c.  ft  hose  wag.,  8  c.  band  ex.,  1  hoae 
reel,  2  bra.;  hose,  cot,  rub.  lined,  gd.,  2,500  ft; 
inf.,  500  ft;  tot  hose,  8,000  ft;  f.  «!.,  bell  ft 
wh.;  val.  equip.,  $2,500;  val.  bldgs.,  $>500;  exp. 
dent,  $800;  tot.   mem.,  20   voL 

Water  Supply — Src,  well,  1  m.  bua.  cent;  aya., 
grav.,  pump  to  atdp.  dir.:  atdp.  cap.,  60,000  gala.; 
dim.,  .10  X  110;  mat,  atL;  rea.  cap.  200,000  gala., 
loc  at  pump,  station;  2  pump,  eng.,  cap.  day, 
1.500,000  gala.;  maina,  e  i.,  8H  m.,  4  to  8  in. 
dia.;  34  hyd.;  16  v.;  met,  106;  280  aerv.;  pipe, 
lead;  prea.,  dom.  48  Iba.,  f.  125  Iba.;  cona.  day, 
125,000  gala.;  coat,  $81,000;  coat  mtce.,  $2,700; 
wka.  owned  by  city. 

HARLAN,  p.  2,570;  f.  area.  25  a.;  mere  bldgs., 
bk.,  1  to  6  ator.;- priv.,  wd.,  1^  ator.;  wd.  rfa. 
not  perm,  in  f.  area.;  fwka.  ft  combt  ord.;  cauaea 
of  f.  inv.  F.  dept — 1  atr.,  1  h.  ft  I.  trk.,  2  hoae 
car.;  hoae,  cot,  rub.  lined,  gd.,  1,550  ft;  f.  aL. 
bell  ft  wh.;  vaL  equip.,  $6,000;  vaL  bldga.,  $2,000; 
exp.  dept,  $200;  tot  mem.,  68  voL 

Water  Supply— Src,  wella,  1  m.  bua.  cent; 
q^a.,  grav.,  pump  to  atdp.  ft  dir.;  atdp.  cap.,  45,- 
000  gals.;  dim.,  10  x  76;  2  pump,  eng.,  cap.  day, 
ftOO.OOO  gals.;  mains,  c.  i.,  10  m.,  4  to  8  in.  dia.; 

49  hyd.;    SO  v.;    159  met;    879  serv.;  pres.,  dom. 

50  lbs.,  f.  85  lbs.;  cons^.  day,  250,000  gals.;  coat, 
$83,000;  coat  mtce.,  $3,500;  wka.  owned  by  town. 

HARTLEY,  p.  1.106;  mere  bldgs.,  wd.  F. 
dept. — 1  c  eng.,  1  h.  ft  L  trk.,  2  hoae  car.;  'hoae, 
cot.  rub.  lined,  gd.,  800  ft;  f.  al.,  bell  ft  wh.; 
tot.   mem.,   25  vol. 

Water  Supply — Src,  well;  pump.  cap.  day,  94,- 
500  gala. 

HARPER,  p.  830.     F.  dept — 1  hand  eng.,  80  ft 
hose;  no  organized  company. 
Water  Supply — Src,  weU. 

HAWARDEN,  p.  2,107;  f.  area,  640  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  2Vi  ator.;  priv.,  wd.,  1  to 

2  stor.;  wd.  rfa.  not  perm,  in  f.  area;  fwka.  ft 
combt  ord.;  causes  of  f.  not  officially  inv.  F.  dept 
— 1  b.  ft  1.  trk.,  2  hose  carta,  1  aupply  cart;  hoae, 
cot,  rub.  lined,  gd.,  1,200  ft;  f.  al.,  telp.  ays.  ft 
wh.;  vaL  equip.,  $2,000;  vaL  bldga.,  $1,000;  exp. 
dept,  $100;  tot  mem.,  30  voL 

Water  Supply — Src,  wells;  sys.,  pump  dir.;  stdp. 
cap..  60,000  gals.:  2  pump,  eng.,  cap.  day,  250,000 
gals.;  maina,  2^  m.;  20  hyd.;  met,  100;  75 
serv.;  pres.,  dom.  80  lbs.,  f.  120  lbs.;  coat,  $25,* 
000;  wks.  owned  by  city. 

HAWKEYE,  p.  510.  F.  dept — 1  e  eng.,  150 
ft  hose;  f.  aL,  bell;  16  vol. 

Water  Supply — ^Src,  wella. 

HEORICK,  p.  978;  f.  area.  640  a,  F.  dept.— 
1  c  cart,  1  hose  cart:  f.  al.,  bell;  vial,  equip., 
$1,500;  y&\.  bldgs.,  $3,000;  exp.  dept.  $250; 
tot.   mem.,   23   vol. 

Water  Supply — Src,  wells,  in  bus.  cent.;  sya.. 
pump  to  stdp.;   stdp.   cap.,   50,000  gals.;   2  punqi. 
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eng.,  cap.  day  25,000  gala.;  main«,  8  m.,  4  to  8 
in.  dia.;  25  hyd.;  1-2  v.;  25  met.;  pres.,  dom.  50 
lbs.,  f.  60  lbs.;  co6t,  $19,000;  cost  mtce.,  $800; 
wka.  owned  by  city. 

HOLSTEIN,  p.  036;  f.  area,  16  blocks;  mere 
bldgs.,  wd.  &  bk.,  1  ft  2  aior.;  priv.,  wd.,  1  ft  S 
■tor.;  wd.  rfa.  perm.;  no  fwks.  ft  combt.  ord.  F. 
dept. — 1  h.  ft  1.  trie.,  2  hose  car.;  hoae,  cot.,  rob. 
lined,  gd.,  1.000  ft;  inf.,  600  ft.;  tot.  hose,  1.600 
ft.;  f.  al.,  bell;  val.  equip.,  $1,600;  vaL  bldgs., 
$4,000;  tot.  mem.,  25  voL 

Water  Supply — Htc,  spr.;  sys.,  pump  to  res.  ft 
•tdp.;  8tdp.  cap.,  60,000  gals.;  res.  cap.,  176,000 

fate.;  pump,  eng.,  cap.  day  75,000  gals.;  mains, 
a  m.,  4  to  6  in.  dia.;  42  hyd.;  8  v.;  52  «erv.; 
pres.,  dom.  45  lbs.,  f.  120  Ibe.;  cost,  $20,000; 
cost  mtce.,  ^,000;  wk«.  owned  by  city. 

HOPKINTON.  p.  7197.  F.  dept.— 1  comb.  c.  ft  h. 
wag.,  1  hose  cart,  600  ft.  hose;  f.  aL,  bell;  SO 
vol. 

Water  Supply — Src.,  well;  flys.»  grav.;  1  pump; 
tank  dim.,  20  z  20,  cap.  28»600  gala.;  mains,  S,800 
ft.,  6  in.  dia.;  7  hyd.;  pres.,  dom.  66  lbs.,  f.  66  lbs. 

HORNICK,  p.  246;  all  bldgs.  frame.    F.  dept.— 
1  c.  eng.,  120  ft.  hose;  14  voL 
Water  Supply— Not  reported. 

HUBBARD,  p.  568.  F.  dept. — S  hose  carts, 
1,250  ft.  hose;  f.  «!.,  bell;  val.  equip.,  $1,500; 
val.  bldgs.,  $500;   16   vol. 

Water  Supply--<rc.,  well;  sy«.,  grav.;  stdp.  cap., 
26,000  gals.;  1  pump,  eng.,  cap.  day  216,000  gai'd.; 
mains,  9  blocks,  4  to  8  m.  dia.;  9  hyd.;  5  v.;  08 
met;  05  serv.;  {H-es.,  dom.  ft  f.,  -So  lbs.;  cons,  day, 
6,000  gals.;  cost,  $4,000;  cost  mtce.,  $250;  wks. 
owned  by  city. 

HUDSON,  p.  872.  F.  dept.— 2  hose  carte,  700 
ft.  hose;  f.  sL.  bell;  14  vol. 

Water  Supply — Src,  wells;  sje-*  srav*;  1  pump; 
tk.  cap.,  40,000  gals.;  mains,  17  Modes,  1»  1% 
ft  6  in.  die.;  6  hydL;  pres.,  dom.  ft  L  4S  lbs. 

HULL,  p.  058.  F.  dept. — 8  hose  carts,  1  e.  eng., 
1,500  ft.  hose;  f.  al.,  wh.;  16  voL 

Water  Supply — Src,  well;  sys.,  gniF.;  1  panp: 
tk.,  14  z  19,  cap.  29,694  gals.;  Budns,  1,400  ft, 
4  to  6  in.  dia.;  4  hyd.;  pres.,  dom.  ft  f.  85  lbs. 

HUMBOLDT,  p.  1,809;  mere  bldgs.,  stn.,  bk.  ft 
wd.,  1  to  8  stor.;  prfv.,  bk.  ft  wd.,  1  ft  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  no  fwks.  ord.;  cauMS 
of  f.  inv.  F.  dept. — 6  c  hand  ez.,  1  h.  ft  L  trk., 
8  hose  car.;  hose,  coL,  rub.  lined,  gd.,  2,000  ft.; 
inf.,  200  ft;  tot  hose,  2,200  ft.;  f.  al.,  beU:  val. 
equip.,  $8,000;  val.  bldgs.,  $600;  ezp.  dept.,  $260; 
tot.  mem.  22,  pd.  part  time 

Water  Supply — Src,  spr.;  sys.,  pump  to  res.; 
cap.,  117,500  gals.;  2  pump,  eng.,  class  dup.,  cap. 
day  500.000  gala.;  mains,  8  m.,  4  to  8  in.  dis»; 
tM  hyd.;  4  v.;  met,  84;  126  serv.;  pres.,  dom.  60 
lbs.,  f.  80  to  100  lbs.;  cost,  $12,600;  cost  mtce., 
$800;  wks.  owned  by  city. 

HUMESTON,  p.  1,006.  F.  dept — 1  comb,  a  ft 
hand*  eng.,  1  h.  ft  1.  trk.,  6  c  hand  ez.,  1  c  tank 
with  150  ft.  c.  hose;  hose,  cot,  nib.  lined,  gd.,  750 
ft;  f.  al.,  beU:  20  voL 

Water  Supply — Src,  res.,  2  m.  bus.  cent;  ays., 
pump  to  stdp.;  stdp.  cap.,  60,000  gals.;  res.  cap., 
45,000  gals.;  1  pump,  eng.,  class  dup.,  cap. 
daj'  268,000  gals.;  mains,  c  i.,  4  m.,  4  to  6  in. 
dia.;  27  hyd.;  1«  v.;  pres.,  dom.  ft  f.,  43  lbs.; 
cost,  $80,000;  wks.  owned  by  city. 

IDA  GROVE,  p.  1.874;  f.  area,  200  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  2  stor.;  priv.,  wd.,  % 
stor.;  wd.  rfe.  not  perm,  in  f.  area;  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  L  trk.,  8  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  2,600  ft;  f.  al., 
beU  ft  wh.;  val.  equip.,  $2,000;  vaL  bldgs.,  $1,200; 
tot  mem.,  28  voL 

Water  Supply — Src,  wells,  1  m.  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  125,000  gals.:  dim.,  20 
X  90;  2  pump,  eng.,  cap.  day,  150,000  gals.;  mains, 
12  m.,  4  to  6  in.  dia.;  48  hyd.;  35  v.;  met.  800; 
300  serv.;  pres.,  dom.  75  lbs.,  f.  80  lbs.;  cons, 
day,  75,000  gals.;  cost,  $75,000;  cost  mtce., 
$2,700;  wks.  owned  by  city. 

INDEPENDENCE,  p.  8,517;  f.  area,  1,860  a.; 
mere  bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  IH  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  of 
f.  inv.  F.  dept — 2  e  hand  ez.,  4  hose  reels;  hose, 
cot.,  rub.  lined,  gd.,  2,800  ft;  inf.,  200  ft;  tot 
hose,  8,000  ft.;  f.  al.,  wh.;  val.  equip.,  $6,000;  val. 
bldgs.,  $6,000;  ezp.  dept,  $866;  tot  mem.,  79 
vol.;  undrs.  rating,  third  dsas. 


Water   Supply — Src,   wells,   in  bus.  cent;  vs., 

Sump  dir.  to  mains;  8  pump,  eng.,  dan  cmap. 
up.  ft  trip.;  cap.  day,  8,000,000  gals.;  maim,  4 
m.,  6  to  12  in.  dia.;  65  hvd.;  18  v.;  met,  600; 
530  serv.;  pipe,  lead  ft  c  i.;  pres.,  dom.  60  lbs., 
f.  150  lbs.;  cone,  day,  1,500,000  gals.:  cost.  $05,- 
000;  cost  mtce.,  $6,600;  wks.  owned  hy  dty. 

INDIANOLA,  p.  8,288;  f.  area,  60  e;  mere, 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  1  to  I 
stor.;  wd.  rfe  not  perm,  in  t  area;  fwks.  ii^  eombt. 
ord.;  causes  of  f.  inv.  F.  dept — %  e  hand  ex.,  1  h. 
ft  1.  trie,  2  hose  wag.;  hose,  rub.,  cot  lined,  fd., 
1,000  ft;  rub.,  gd..  200  ft;  tot  hose,  l.tOO  ft; 
f.  al.,  bell;  val.  equip.,  $2,500;  vaL  bldge,  $8,500; 
ezp.  dept.,  $200;  tot.  mem.,  40  voL 

Water  Supply— ^c,  riv.,  1%  m.  bus.  cent;  m., 
grav.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  80.000  gak; 
mat.  bk.  ft  stl.;  res.  cap.,  800,000  gala.;  8  pump, 
eng.,  class  dup.,  cap.  day,  500,000  gals.;  maiu. 
6  ni.,  4  to  10  in.  dia.;  70  hyd.;  160  met;  150 
serv.;  pres.,  dom.  95  lbs.,  f.  140  lbs.:  cost  ISO,- 
000;  cost  mtce.,  $3,000;  wka.  owned  by  city. 

INWOOO,  p.  5»5;  f.  area,  3'20  a.;  mere  bldgm 
wd.,  i  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not  pens, 
in  f.  area;  causes  of  f.  inv.  F.  dept.— c  hand  ex., 
2  hose  reels;  hose,  cot,  rub.  lined.,  gd.,  1,000  ft.; 
rub.,  gd.,  300  ft.;  tot  hose,  1,300  ft;  f.  aL,  bell; 
^*al.  equip.,  $1,200;  val.  bldgs..  $1,000;  tot  mem., 
15  vol. 

Water  Supply — Sre,  4  dstems;  sys.,  pnaip  to 
stdp.;  stdp.  cap.,  60,000  gals.;  pump,  cap.,  60  gals, 
min. 

IOWA  CITY,  p.  10,091;  f.  axes,  80  a.;  nere. 
bldgs.,  stn.  ft  bk.,  1  to  0  stor.;  piiv.,  bk.  ft  wd.,  1 
to  8  stor.:  wd.  rfe  not  perm,  in  L  arcs;  fwki.  k 
combt.  ord.;  causes  of  f.  inv.  F.  dept — ^1  aolo. 
comb,  c  ft  h.  wag.,  4  e  hand  ez.,  1  h.  ft  L  tik., 
1  hose  wag.,  2  hose  car.,  4  hrs.;  liose,  oot,  rab. 
lined,  gd.,  6,000  ft;  inf.,  1,000  ft;  tot  hose  ^.OOO 
ft.;  f.  aL,  bell  ft  wh.,  14  bz.;  vaL  equip.,  $16.00«: 
val.  bldgs.,  $12,000;  ezp.  dept,  $5,000;  tot  men. 
70,  pd.  part  time. 

Water  Supply — Sre,  riv.,  %  m.  bos.  coit:  ifk, 
pump  to  stdp.  ft  dir.  to  mains;  stdp.  cspi,  80,000 

Sals.;  dim.,  21  z  84;  mat,  stL;  2  pomp,  eng.,  capi 
ay,  8,600,000  gals.;  mains,  e  i.,  18 H  m.,  4  to 
20  in.  dia.;  208  hyd.;  148  v.;  met,  StO;  1.584 
serv.;  pipe,  lead  ft  galv.  L;  pres.,  dom.  65  Ibe,  I 
180  lbs.;  cons,  day,  2,000,000  gals.;  eost  mtce, 
$20,810;  wks.  owned  by  Ck». 

IOWA  FALLS,  p.  2.797;  f.  axes,  7  blocks;  aicn; 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  8  stor.;  piiv.,  ite,  bL 
ft  wd.,  2  stor.;  wd.  rfe  not  perm,  in  f.  area;  fvks. 
ft  combt.  ord. ;  causes  of  f.  inv.  F.  dept— -S  e  haad 
ez.,  1  h.  ft  1.  trk.,  1  hose  wag.;  bose,  gd.,  8,500  fu; 
f.  al.,  bell  ft  wh.;  vaL  equip.,  $6,000;  vaL  bldp.. 
$1,000;  tot  mem.  24,  pd.  full  time  1,  voL  88. 

Water  Supply — Sre,  wells,  %  m.  hue  eat: 
qrs.,  pump  to  stdp.;  stdp.  cap.,  84,600  gale;  dist, 
12  z  100;  mat,  stL;  res.  cap.,  90,000  gale;  I 
pump,  eng.,  cap.  day  1,200,000  gale;  mame  *H 
m.,  4  to  10  in.  die;  64  hyd.;  12  v.:  met,  18;  800 
serv.;  pipe,  galv.  L;  pree,  dom.  66  Ibe*  f.  65  Ibe; 
cons,  day,  66,000  icale;  cost  $85,000;  eost  mtce^ 
$1,800;  wke  ownea  by  city. 

IRETON,  p.  681;  all  bldge  f»ame  bat  2.  F. 
dept. — c  hand  ex.,  1  c  eng.,  1  hose  wag..  1.490 
ft  hose;  f.  al.,  bell;  vaL  equip.,  $1,800;  vaL  bMgs.. 
$1,500;  tot.  mem.,  25  vol. 

Water  Supply — Sre,  well;  sye,  pomp  to  tuk;  1 
pump;  mains,  1  m.,  4  to  8  in.  die;  IS  biyd.;  iRi.* 
86  Ibe 

JAMAICA,  p.  879.  F.  depL — 1  e  eng..  1  h.  ft 
L  trk.,  80  f.  buckets;  f.  aL,  bell;  20  voL 

Water  Supply — Sre,  welL 

JEFFERSON,  Gnene  Co.,  p.  2,477;  mcfe  bU«^ 
bk.,  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rik  ast 
perm. ;  fwks.  ord.  F.  dept. — ^1  head  cog.,  1  h.  ft  L 
trk.,  2  hose  carts;  hose,  cot.,  rub.  lined,  gd.,  450 
ft:  rub.,  gd.,  650  ft;  Inf.,  460  ft;  tot  hoee  L454 
ft;  t  al.,  beU;  vaL  equip.,  $8,000;  Cot  moe.  $• 
vol. 

Water  Supply— Src,  well;  sye.  grav.  *  pw  * 


cap.  di7 


res.;  stdp.  cap.,  100.000  gale,  120  ft 
StL;  ree  cap.,  100,000  gue;  pump. 
60,      ■      ■  -        -- 

met. 
Ibe, 
000;  cost  mtce,  $1,600;  wke  owned  bj  dij. 

JE8UP,  p.   697.      F.   dept— 1  hose  cart  1.1«* 
ft.  hose;  t  aL,  bell;  10  voL 


l;  ree  cap.,  iuu,ouo  gaie;  pump,  eng.,  cii.  <y 
^000  gale;  mains,  4  m.,  6  to  10  le  dia.;  21  V^^ 
et.,  166;  170  serv.;  pipe,  galr.  L;  pne^  ^"^.f* 
e,  f.  60  Ibe;  eone  day,  80,000  gale;  eost  $2L- 
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Water  Supply — Src,  well;  Rjra.,  crar.;  1  pump, 
etp.  126  nis.  min.;  tank,  8  z  S9,  cap.  11,000  gala.; 
maina»  8,800  ft,  4  to  6  in.  dia.;  0  hyd.;  prea.,  70 
Uw. 

JEWELL  JUNCTION,  p.  041.  F.  dept— 1  h.  k 
1.  trk.,  3  c.  hand  ex.,  2  ooee  carts;  hose,  cot.,  rub. 
lined,  gd.,  2,000  ft.;  inf.,  1,000  ft.;  tot.  hose, 
3,000  ft.;  f.  «1.,  bell;  \:il.  equip.,  $1,000;  v«1. 
bldoB.,    $3,000;    16   vol. 

Water  SuppljH-Src,  wells;  sys.,  grav.;  res.  cap., 
200,600  gals.;  1  pump,  eng.,  cap.  250  bbls.  hr.; 
mains,  1  block,  4  to  6  in.  oia.;  18  hyd.;  4  v.;  60 
met.;  pres.,  dom.  60  lbs.,  f.  SO  lbs.;  cons,  day, 
1,000  gial«.;  cost,  $8,000;  cost  mtce.,  $400;  wks. 
owned  by  city. 

KELLOGG,  p.  610.  F.  dept. — 1  comb,  c  ft  hand 
eng.,  1  hoee  cart,  600  ft  hoae;  f.  aL,  beU;  24  vol. 

Water  Supply  ■Src,  wells;  2  pump,  eng.,  tank 
dim.,  10  X  20,  cap.,  600  bbls.;  mains,  %  m.,  4  in. 
dia.;   4  hyd.;  wks.  owned  by  town. 

KEOKUK,  p.  14,008;  f.  area,  1^  eq.  m.;  mere, 
bldga.,  stn.,  bk.  ft  wd.,  1  to  4  etor.;  priy.,  etn.,  bk. 
ft  wd.,  2  stor.:  wd.  rfa.  perm,  in  f.  area;  iwks.  ft 
oombt.  ord.  F.  dept. — 2  str.,  1  in  reacrre,  1  c 
eng.,  1  h.  ft  1.  trk.,  1  boae  wag.,  3  hoae  reela,  8 
hra.;  boae,  cot.,  rub.  lined,  gd.,  4,000  ft.;  inf.,  1,000 
ft.;  tot.  hoee,  6,000  ft.;  x.  al.,  bell  ft  telp.;  vaL 
equip.,  $10,000;  vaL  bldga.,  $20,000;  exp.  depL, 
$7,600;  tot.  mem.  10,  pd.  full  time  8,  pd.  piart 
time  11. 

Water  Supply — Src.,  rir.,  H  ni.  hue.  cent.;  aye., 
pamp  dir.;  4  pump,  eng.,  cap.  day  0,000.000  gala.; 
maina,  c.  I.,  26  m.,  4  to  14  in.  dia.;  160  nyd.;  met, 
1,557;  2,360  serv.;  pipe,  galv.  1.;  pres.,  dom.  60 
Iba.,  f.  110  lbs.;  cons,  day,  1,500,000  gala.;  wks. 
owned  by  Co. 

KEOSAUQUA,  p.  1,000.  F.  dept— 1  hoee  cart, 
800  ft.  hose;  f.  al.,  bell;  20  voL 

Water  Supply — Src,  riv.;  sya.,  grar.  ft  pmnp  dir.; 
tk.,  14  z  88,  cap.  70,000  gala.;  1  pump,  cap.  S0|- 
000  gala,  hr.;  maina,  1%  m.,  4  to  8  uu  dia.;  17 
hyd.;  prea.,  dom.  46  Iba.,  f.  200  Iba.;  wka.  owned 
by  town. 

KEOTA,  p.  088;  f.  area,  180  a.;  mere,  bldga., 
bk.  ft  wd.,  1  to  3  stor.;  priv.,  wd.,  1  ft  2  etor.;  wd. 
rfa.  perm.;  fwka.  ft  comot.  ord.  F.  dept — 8  hoae 
carta,  4  c.  hand  ex.,  hooka,  ladders  ft  bucketa;  hoae, 
1,700  ft;  f.  al.,  bell;  vaL  equip.,  $1,800;  tot  mem., 
83  vol. 

Water  Supply — Src,  wella;  eya.,  pomp  to  atdp.; 
dim.,  20  z  24;  met,  66;  pres.,  f.  66  Iba.;  coat, 
$3,600. 

KEYSTONE,  p.  412;  all  bldga.  bk.  ft  wd.  F.  dept 
— 1  h.  ft  1.  trk.,  8  hoae  carta,  1,100  ft  hoae;  f.  aL, 
beU;  12  voL 

Water  Supply-^rc,  wella,  4  blocks  bus.  cent; 
ays.,  pump  to  stdp.;  stdp.  cap.,  1,200  gals.;  1 
pufnp.  eng.;  cap.,  80  bbls.  hour;  mains,  i.,  %  nu, 
6  to  8  m.  dia.;  12  hyd.;  4  v.;  22  met;  prea., 
dom.  ft  f.  40  lbs.;  cons,  day,  250  gals.;  cost  $4»- 
500;  cost  mtce.,  $280;  wka.  owned  by  city. 

KINQSLEY,  p.  977.  F.  dept — 1  comb,  c  ft 
hand  eng.,  1  boae  cart  1  boae  wag.,  000  ft  hoae; 
f.  al.,  bell:  24  voL 

Water  supply — Src,  wells;  sys.,  grav.;  1  pump; 
tk.,  20  X  22,  cap.  50,700  gals.;  mains,  %  ro.,  4  to  6 
in   dia.;  14  hyd.;  prea.,  dom.  ft  f.  46  Iba. 

KIRKMAN,  p.  180;  all  bldga.  frame  but  2.  F. 
dept. — 1  hoae  cart,  600  ft  hoae,  4  c  hand  ez.; 
f.  al.,  bell;  12  vol. 

Watar  Supply — Src,  well;  eya.,  air  prea.:  tk. 
8  X  80,  cap.  12.000  gala.;  1  pump;  maina,  2,800 
ft.,  4  in.  dia.;  7  nyd.;  prea.,  66  Ibe. 

KLEMME,  p.  306.  F.  dept — 1  hoae  cart,  700  ft 
hoae;  f.  al.,  bell;  15  voL 

Water  Supply — Src,  well;  eye.,  air  prea.;  1  pump; 
tk.,  8  z  86.  cap.  11,000  gals*;  maina,  1,000  ft, 
6  in.  dia.;  4  hyd.;  prea..  65  lbs. 

KNOXVILLE,  p.  8,100;  f.  area,  whole  town;  mere 
bldga.,  bk.,  2  stor.;  priv.,  bk.  ft  wd.,  IH  etor.;  wd. 
rfs.  not  perm.;  fwka.  ft  oombt  ord.  F.  dept — 2  c 
band  ex.,  1  h.  ft  L  trk.,  1  hose  wag.,  2  hrs.;  hose, 
cot,  rub.  lined,  gd.,  1,000  ft.;  rub.,  gd.,  300  ft; 
tot  hoee,  1,800  ft;  f.  al.,  bell;  vaL  equip.,  $2,600; 
wl.  Mdgs.,  $1,000;  ezp.  dept,  $1,000;  tot  mem., 
13.  pd.  full  time.  1,  voL  12. 

Water  Supply — Src,  riv.,  2%  m.  bua.  cent.;  sys., 
gray.,  pump  to  res.  ft  stdp.;  stdp.  cap.,  08,000  gala.; 
mat,  iron;  res.  cap.,  8,000,000  gala.;  pump,  eng., 
cap.  day  1,126,000  gala.;  maina,  c  L,  8H  m.,  4  to 
lO  in.  dia.;  52  hyd.;  20  v.;  met,  80;  200  aerv.; 


pipe,  iron;  prea.,  dom.  50  Iba.,  f.  80  to  100  lbs.; 
coat  $41,000;  ooat  mtce,  $2,000;  wks.  owned  by 
city. 

..,>^*^?.  ^'''^»  P-  2,043;  f.  area,  400  a.;  mere 
bldga..  bk.,  1  to  3  ator.;  priv.,  wd..  1%  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwka.  ft  combt.  ord.;  canaea 
of  f.  inv.  F.  dept. — 2  hose  carta;  hoae.  cot,  rub. 
lined,  gd.,  500  ft;  inf.,  1,500  ft;  tot  hose,  2,000 
ft;  f.  aL,  wh.;  tot  mem.,  30  voL 

Water  Supply — Src,  well,  1  Mode  bua.  cent; 
ajrs.,  grav.,  pump  to  stdp.;  atdp.  cap.,  67,000  gala.; 
dim.,  80  z  12;  mat,  atL;  2  pump,  eng.,  cap.  day 
108,000  gals.;  mains,  6  m..  4  to  10  in.  dia.;  18 
hyd.;  pipe,  iron;  cost  $8,000;  cost  mtce.,  $1,800; 
wks.  owned  by  dly. 

LAKE  MrLLS,  p.  1,214.  F.  dept— 1  h.  ft  L  trk., 
2  hoae  carU;  1,600  ft  hose;  f.  aL,  bell  ft  wh.;  20 
vol. 

Water  Supply  —  Src,  well;  tank  cap.,  66,400 
gals.;  1  pump.,  cap.  72,000  gala,  day:  mains,  IH 

"•:  i^^i.i!^^^'*  ^^  ^y^-*  P^^'*  <*o™'  *0  Iba., 
LAKE  PARK,  p.  552.     F.  dept. — 2  hoae  reela,  1 

h.  ft  L  trk.,  1,000  ft  hoae,  0  c  hand  ez.;  f.  aL, 

bell;  20  voL 

Water  Supply — Src,  Silver  lake;  sys.,  grav.;  stdp. 

cap.,  00,000  gala.:  1  pump,  daas  trip.;  maina,  8.000 

ft,  4  to  0  in.  dia.;  12  hyd.;  prea.,  dom.  60  Iba.; 

wka.  owned  by  town. 

LAKEVIEW,  p.  614.  F.  dept.— 1  hose  cart,  600 
ft  hoae,  6  f.  buckets;  f.  aL,  bell;  16  voL 

WaUr    Supply— Src,    well;    tk.,    16   z    22,    cap. 

40,000  gahs.;  mains,  i  m.,  4  to  6  in.  dia.;  20  hyd.; 
pres.,  45  lbs.;  cost  mtce.,  $600;  wks.  owned  by 
town. 

LAMONT,  p.  571;  1  area,  480  a.;  mere  bldga., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
not  perm.;  no  fwks.  ft  combt  ord.;  causes  of  f.  not 
inv.  F.  dept. — 1  comb,  c  ft  h.  wag.,  1  c  eng.,  1 
h.  ft  1.  trk.;  hose,  coc,  rub.  lined,  gd.,  700  ft; 
f.  al.,  bell;  tot.  mem.,  125,  pd.  part  time. 

Watar  Supply — Src,  wells,  ^  block  bus.  cent.; 
sya.,  pump  to  stdp.;  stdp.  cap.,  30,000  gals.;  1 
pump,  eng.,  cap.  day  72,000  gals.;  mains,  c  L,  2 
m.,  4  in.  dia.;  20  hyd.;  cons,  day,  10,000  gals.; 
cost,  $0,000;  cost  mtce.,  $500;  wks.  owned  by 
city. 

l^  tfOTTE,  p.  288.  F.  dept — 2  hoae  carU,  700 
ft  hoae;  voL 

Water  Supply^-Src,  wells;  sys.,  dir.  pres.;  atdp. 
cap.,  15,000  gals.;  1  pump;  mains,  IH  m.,  4  to 
6  in.  dia.;  10  hyd.;  pres.,  54  lbs.;  cost,  #7,000; 
cost   mtce.,    $350;    wks.    owned    by    town. 

LANSING,  p.  1,542;  mere  bldga.,  stn.,  bk.  ft 
wd.,  1  to  8  stor.;  priv.,  wd.,  2  stor.:  wd.  rfs.  perm.; 
fwka.  ft  combt  ord.;  causes  of  f.  mv.  F.  dept — 
1  str.,  8  hoae  reels:  hose,  cot.,  rub.  lined,  gd.,  2,000 
ft:  f.  aL,  bell;  val.  equip.,  $8,600;  tot  mem.,  30. 

Water  Supply — Src,  wells,  in  bua.  cent.;  sys., 
pump  to  res.;  res.  cap.,  150.000  gala.;  loc  260  ft 
above  town;  2  pump,  eng.,  class  trip,  dup.,  cap.  day 
850,800  gaJa.;  maina,  c  L,  2%  m.,  4,  0  ft  8  in. 
dia.;  18  nyd.;  met,  0;  120  serv.;  pipe,  galv.  L; 
prea.,  dom.  76  to  00  Iba.,  f.  160  Iba.;  coet,  $25,* 
000;  cost  mtce.,  $400;  wka.  owned  by  city. 

LA  PORTE,  p.  1,288;  f.  area.  640  a.;  mere 
bldga.,  bk.,  2  stor.;  priv.,  wd.,  IH  ft  2  stor.;  wd. 
rfs.  perm.;  fwka.  ft  combt.  ord.;  cauaea  of  f.  inv.  F. 
dept. — c.  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  carts; 
hose,  cot.,  Tub.  lined,  gd.,  1,800  ft.;  inf.,  200  ft.; 
tot.  hose,  2,000  ft.;  f.  aL,  bell;  val.  equip.,  82,000; 
val.  bldgs.,  $1,500;  exp.  dept.,  $150;  tot.  mem.,  16 
vol.;   undrs.    rating,   second   class. 

Water  Supply^— Src,  wella,  1,000  ft.  bus.  cent; 
sya.,  pump  to  rea.;  stdp.  cap.,  60,000  gals.;  dim., 
20  z  24;  mat,  wd.  ft  stl.;  2  pump,  eng.,  cap.  day 
1.000,000  gals.;  maina,  c  L,  8H  m.,  4  to  8  in. 
dia.;  83  hvd.;  met,  30;  120  serv.;  pipe,  iron;  prea., 
dom.  46  lbs.,  f.  80  lbs.;  cost,  $80,000;  wka.  owned 

by  Oo. 

LATIMER,  p.  878.  F.  dept— 1  hose  cart,  600  ft 
hose;  f.  aL,  bell;  \*al.  equip.,  $600;  vaL  bldgs., 
$500;    tot.    mem.,    14    voL 

Watar  Supply — Src,  well;  sys.,  grav.;  1  pump, 
cap.  176  gsJA.  min.;  tk.,  8  z  86,  cap.  12,586 
gals.;  mains,  1,500  ft,  6  in.  dia.:  6  hyd.;  prea., 
dom.  65  lbs.,  f.  80  lbs.;  wks.  owned  by  town. 

LAURENS,  p.  817.  F.  dept— 1  h.  ft  L  trk.,  1 
hose  cart,  800  ft.  hoae.;  f.  al.,  bell;  12  voL 

Water  Supply — Src,  well;  sys.,  grav.;  1  pump, 
cap.    100   gala,   min.;   tk.,    18   z   22,   cap.   41,877 
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Sals.;   mains,    1,850  ft.,  6  in.  dia.;   7  hyd.;   pres., 
om.  &  f.  40  lbs. 

LAWLER,  p.  601.  F.  dept.— 1  h.  k  1.  trk..  1 
hose  cart,  500  fti  hose;  f.  al.,  bell;  20  vol. 

Wattr  Supply — Src,  well;  tk.,  Id  x  20,  cap. 
1.208  bbls.;  mains,  2,400  ft.,  4  &  5  in.  dia.;  IS 
hyd.;  pres.,  40  lbs. 

LE  MARS,  p.  4,157;  f.  area,  600  a.;  mere,  bldgs., 
bk.,  2  &  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm.;  fwks.  k  combt.  ord.  F.  dept. — 1  h.  k  1.  trk., 
4  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  8,500  ft.; 
inf.,  600  ft.;  tot.  hose,  4,100  ft.;  f.  al.,  Oamewell, 

0  bi.;  val.  equip.,  $2,500;  val.  bldgs.,  $1,000;  exp. 
dept.,  $800;  tot.  mem.,  42  vol. 

Water  Supply — Src,  wells,  6  blocks  bus.  cent.; 
978.,  grav.,  pump  dir.;  res.  cap.,  600,000  gals.;  8 
pump.  en|f.,  class  comp.  dup.,  cap.  day  2,500,000 
gals.;  mains,  10  m.,  4  to  10  in.  dia.;  97  hyd.;  20 
v.;  met.,  40;  865  serv.;  pres.,  dom.  50  to  60  lbs., 
f.  90  to  100  lbs.;  cons,  day  500,000  gals.;  cost, 
$140,000;  cost  mtce.,  $9,000;  wks.  owned  by  Co. 

LENOX,  p.  1,400;  f.  a^-ea,  '120  a.  Vol.  f.  dept, 
12   mem. 

Water  Supply — Src,  pond;  sys.,  dir.  pres.;  50 
hyd.;  600  ft.  main«;  cost,  $40,000;  wks.  owned 
by  city. 

LEON,  p.  1,991;  f.  area,  640  a.;  mere  bldgs., 
bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not  perm.; 
fwks.  k  combt.  ord;  causes  of  f.  inv.  F.  dept.^1 
comb.  c.  A  h.  wag.,  12  c  hand  ex..  1  h.  ft  1. 
trk.,  1  hose  cart;  hofte,  cot.,  rub.  lineo,  gd.,  1,500 
ft.;  f.  al.,  wh.;  val.  equip.,  $2,000;  val.  bldgs., 
$3,000;  exp.  dept.,  $60;  tot.  mem.,  .14  vol.;  undrs. 
rating,  first  claeH. 

Water  Supply — Src,  cisterns  k  well,  in  bus. 
cent.;  sys.,  pump  to  res.,  to  stdp.  k  dir.;  stdp.  cap., 
70,000  gals.;  res.  cap.,  110,000  gala.;  loc  at 
station;  pump,  eng.,  mains  c.  i.,  6  m.,  4  to  10 
in.  dia.;  95  nyd.;  12  v.;  132  met.;  pres..  dom.  k 
f.  60  to  100  lbs.;  cons,  day,  25,000  gals.;  cost, 
$45,000;  wks.  owned  by  city. 

LEWIS,  p.  608.  F.  dept. — 1  h.  k  1.  trk.,  1  hose 
cart,  900  ft.  hose,  20  f.  buckets;  f.  al.,  bell;  14 
vol. 

Watsr  Supply — Src,  well;  sys.,  grav.;  1  pump, 
cap.  90  gals,  min.;  tk.,  16  x  20,  cap.  80,866 
gals.;  mams,  %  m.,  IH  to  6  in.  dia.;  8  hyd.; 
pres.,  dom.  48  lbs. 

LISBON,  p.  846;  f.  area,  6  a.;  mere  bldgs.,  bk., 

1  to  4  stor.;  priv.,  bk.  k  wd.,  2  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  fwks.  k  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  h.  k  L  trk.,  1  hand  eng.,  2  hose 
carts;  hose,  cot.,  rub.  lined,  gd.,  1,600  ft.;  f.  al., 
bell  k  wh.;  vaL  equip.,  $2,000;  exp.  dept.,  $160; 
tot.  mem.,  40  voL 

Water  Supply — Src,  spr.  k  well,  M  m.  bus. 
cent.;  sys.,  pump  to  res.,  stdp.  k  dir.  to  mains; 
stdp.  cap.,  86,000  gals.;  dim.,  12%  z  40;  mat.,  bk. 
k  iron;  res.  cap.,  40,000  gals.;  loc.  in  bus.  part  of 
town;  1  pump,  eng.,  class  trip.,  cap.  day  190,080 
gals.;  mains,  c.  i.,  2  m.,  4  to  6  in.  dia.;  15  hyd.; 
met.,  3;  125  serv.;  pipe,  gal  v.  i.;  pres.,  dom.  40 
lbs.,  f.  80  lbs.;  cons.  da>',  15,000  gals.;  wks. 
owned    by    city. 

LIVERMORE,  p.  578.  F.  dept. — 1  comb,  c  k 
hand  enff.,  1  h.  ft  1.  trk.,  1  hose  cart,  8  f.  buckets, 
900  ft.  hose;  f.  al.,  bell;  no  org.  dept. 

Water  Supply — Src,  well;  sys.,  grav.;  1  pump; 
tk.,  12  X  22,  cap.  18,612  gala.;  mains,  1  m.,  4  to 
6  in.  dia.;  12  hyd.;  pres.,  dom.  ft  f.  44  lbs. 

LOQAN,  p.  1,453.  F.  dept. — ^Ladders,  3  hose 
carts,  10  f.  buckets,  1,700  ft.  hose;  f.  al.,  bell;  30 
vol. 

Water  Supply — Src,  artesian  well;  sys.,  grav.  ft 
dir.  pres.;  stdp.  cap.,  115,000  gals.;  1  pump,  cap. 
day  150,000  gals.;  res.  cap.,  50,000  gals.;  main«, 
3  m.,  4  to  8  in.  dia.;  "21  hyd.;  pres.,  dom.  ft  f., 
100  lbs.;  com.  day,  75,000  to  100,000  gals.; 
cost,  $25,000;  cost  mtce.,  $2,000;  wks.  owned  by 
city. 

LOHRVILLE,  p.  674.  F.  dept.— 1  h.  ft  L  trk.,  1 
hose  cart,  500  fL  hose,  12  f.  buckets;  f.  al.,  bell;  20 
vol. 

Water  Supply — Src,  well;  tk..  27  x  20,  cap. 
50,000  gals.;  1  pump;  mains,  8,400  ft..  4  to  8 
in.  dia.:  12  hyd.;  pres.,  45  lbs. 

LOWDEN,  p.  584.  F.  dept. — 1  comb,  c  ft  hand 
eng.,  1  hand  eng..  2  hose  carts,  1  h.  ft  L  trk.,  800 
ft.  hose;  f.  al.,  t>ell;  16  voL 

Water  Supply — Src,  8  cisterns.  (C.  ft  N.  W. 
Railway  water  supply  available  in  case  of  t.) 
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LUCAS,  p.  666;  f.  area,  040  a.;  mere  bldgs..  bk. 
ft  wd.,  1  to  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rls. 
perm,  in  f.  area;  fwks.  ft  oombt.  ord.;  csoses  of  f. 
inv.  F.  depL — 1  h.  ft  1.  trk.,  8  c  hand  ex.,  1  hose 
wag.,  1  hose  cart;  hose,  cot,,  rub.  lined,  gd.,  400 
ft.;  vaL  equip.,  $8,000;  val.  bldgs.,  $500;  exp. 
dept.,  $400;  tot.  mem.,  87  voL 

Water  Supply — Src,  wells. 

Lyons  (supplied  by  Clinton),  p.  6.000;  mere 
bldgs.,  bk.,  8  ft  4  stor.;  priv.,  IH  ft  2  stor.;  wd. 
rfs.  perm.;  no  fwks.  ft  combt.  ord.     F.  dept. — 1  sir., 

1  hand  eng.,  1  c  eng.,  2  h.  ft  L  trk.,  8  hose  car., 
8  hrs.:  hose,  linen,  gd.,.  6,000  ft.;  rub.,  gd.,  500 
ft.;  inf.,  700  ft.;  tot.  hose,  6.200  fL;  f.  sL,  Gam^ 
well,  60  bx.;  val.  equip.,  $15,000;  vaL  bldgs.. 
$100,000;  exp.  dept.,  $8,500;  toL  mem.  125,  pd. 
full  time  13,  vol.  112. 

Water  Supply — Src,  from  dty  of  Clinton. 

McGREQOR,  p.  1,259;  f.  area,  4  blocka;  mere 
bldgs.,  bk.  ft  wd..  2  ft  8  stor.;  priv.,  bk.  ft  wd.;  wd. 
rfs.  not  perm.  F.  dept. — 1  band  eng.,  1  h.  ft  L 
trk.,  8  hose  car.;  hose,  coL,  rub.  lined,  400  ft.; 
rub.,  gd.,  1.000  fL;  toL  hose,  1,400  (L;  f.  aL, 
bells;  tot.  mem.,  25  vol. 

Water  Supply— iSrc,  flowing  wells.  Vie  m.  bw. 
cent.;  sys.,  pump  to  re«.;  res.  cap.,  850,000  gil%.; 
loc.  on  top  of  bluff;  1  pump;  mains,  c  i.,  2^  m.; 
23  hyd.;  met.,  125;  127  serv.;  pres.,  dom.  75  to 
100  lbs.,  f.  100  lbs.;  cons,  day,  45,000  ga>s.;  cost. 
$23,000;   cost  mtce.,  $800;  wks.  owned  by  city. 

MACEDONIA,  p.  867;  f.  area,  80  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  ft  2  star.;  priv.,  bk.  ft  wd..  1 
to  8  stor.;  wd.  rfs.  perm,  in  f.  area;  iwk%.  ft  oombL 
ord.;  causes  of  f.  inv.  F.  depL — 1  hose  reel;  hose, 
cot.,  rub.  lined,  gd.,  500  fL:  inf.,  100  ft.;  tot 
hose,  600  ft.;  f.  al.,  telp.;  val.  equip.,  $600;  vmL 
bldffs.,  $200;  tot.  mem.,  9  voL 

Water  Supply — Src,  6  cisterns,  200  bbls.  each. 

MADRID,  p.  1,191;  f.  area.  640  a.;  mere,  bldgs., 
bk.  ft  wd..  2  stor.;  priv.,  wd.,  IH  etor.;  wd.  rfs. 
perm,  in  f.  ares;  fwks.  ft  eombt.  ord.;  csnses  o(  t. 
inv.  F.  dept. — 1  bsnd  eng.,  1  hose  wsg.,  1  hose 
car.;  hose,  cot.,  rub.  lined,  gd.,  060  ft.;  f.  aL.  wh. 
ft  elec;  vaL  equip.,  $1,000;  vsL  bldgs.,  $5,000: 
tot.  mem.,  20  vol. 

Water  Supply — Not  reported. 

MALCOM,  p.  877.  F.  depL — 1  hose  cert.  700  ft. 
hose;  f.  al.,  bell;  20  voL 

Water  Supply — Src,  8  wells;  1  pmnp;  tk..  IS  x 
20,  cap.  12,000  gals.;  mains,  1%  m.,  8  to  6  in. 
dia.;  10  hyd.;  pres.,  dom.  60  lbs.,  L  100  lbs. 

MALVERN,  p.  1,154;  f.  area,  640  a.;  mere  UdfS.. 
bk.,  2  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd.  rfs.  pens, 
in  f.  area;  fwks.  ft  combt.  ord.;  causes  of  f.  iov. 
F.  dept. — 2  hose  carts;  hose,  cot.,  rub.  lined,  gd- 
1,800  ft.;  f.  al.,  bell;  vaL  equip.,  $1,600;  vaL 
bldgs.,  $1,200;  tot.  mem.,  85  vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp.; 
stdp.  cap..  65,000  gals.;  mat.,  iron:  20  hyd.;  4S 
serv.;  cons,  day,  0,450  gale.;  cost,  $8,000;  wkS' 
owned  by  city. 

MANCHESTER,  p.  2,768;  mere  bldgs..  bk..  2 
stor.;  priv.,  wd.  ft  bk.,  2  stor.;  wd.  rfs.  not  perm.; 
no  fwks.  ft  combt.  ord.     F.  dept. — 1  str.,  1  c  eng-, 

2  h.  ft  I.  trk.,  8  hose  car.,  1  reel;  hose,  oot.^  rat- 
lined,  gd.,  2,200  ft.;  rub.,  gd.,  700  ft.;  toL  hose. 
2,900  ft.;  f.  aL.  bell;  vaL  equip.,  $17,000;  tot. 
mem.,  60  vol.;  undrs.  rating,  first  class. 

Water  Supply — Src,  spr.  ft  well,  1,000  ft.  b«. 
cent.;  sys.,  pump  to  stdp.;  stdp.  cap.,  115,000  ^Is.; 
dim.,  15  X  80;  loc.  5  blocks  bus.  cent.;  mat.,  iroe; 
res.  cap.,  70,000  gals.;  loc.  on  riv.  bank;  8  pump- 
eng.,  class  dup.,  cap.  day  2,160,000  gals.;  mains. 
iron,  6  m.,  4  to  &  in.  dia.;  88  hyd.;  15  v.;  mfc. 
480;  550  sen'.;  pipe,  galv.  i.;  pres..  dom.  60  lb«^  t 
125  lbs.;  cons.  day.  260,000  gals.;  cost,  $40,000. 
cost  mtce.,  $8,000;  wks.  owned  by  city. 

MANILLA,  p.  875.  F.  dept. — 1  bosc  csrL  IS 
f.  buckets,  850  ft.  hose;  f.  al.,  bells;  16  n>L 

Water  Supply — Src,  2  wells;  «>'s..  %rtr.  ft  dir; 
pres.;  stdp.  cap.,  80,000  gals.;  mains.  3  m.,  4  to  * 
in.  dia.;  28  hvd.;  5  v.;  30  met.;  80  ttf^.i  pi^. 
dom.  70  lbs.,  f.  70  to  100  lbs.;  cons.  dty.   10.000 

gals.;  cost,  $11,000;  cost  mtce..  $600;  wk^  owxed 
y  city  (mains  connected  with  C.  31.  ft  St.  P.  R-  R- 
pump.  station). 

MANNING,  p.  1,484;  f.  ares.- 190  a.;  mere  bldgs^ 
bk..  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.:  wd.  rU. 
perm,  in  f.  ares;  fwks.  ft  combL  ord.;  oaoecs  of  L 
inv.     F.  dept. — 1  h.  ft  L  trk.,  2  hose  carts;  *"— 
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eot..  rob.  lined,  gd.,  900  ft.;  L  at,  beU  Jt  wh.;  vaL 
equip.,  $816;  ttS,  bidgB.,  |160;  tot  mem.,  81  vol. 

Water  Supply— fire,  welle,  S  blocke  bos.  cent.; 
aft.,  pump  to  etdp.;  stdp.  cap.,  60,000  gale.;  2 
pimq>.  enf.,  cap.  day  a, 180,800  gale.;  maina,  12  m., 
4  to  6  in.  dia.;  •27  hyd.;  JK20  met.;  prea.,  dom.  85 
ttw.,  1  1£^  Iba.;  cons,  day,  « 0,000  gale.;  coat, 
$100,000;  wIdb.  owned  by  prir.  Co. 

HANSON,  p.  1,286.  P.  depL— 1  b.  Jt  L  trk.,  1 
boee  cait,  12  f.  bvekeCa,  1,000  ft.  boae;  f.  al.,  bell 
A  wii.;  10  FoL 

Water  Supply — Src,  well;  aya.,  graT.;  1  pump, 
cap.  250,000  gala,  day;  2  tka.,  eacb  8  z  86,  com- 
bined cap.  22,000  gala.;  maina,  8,000  ft.,  2  to  6  in. 
dia.;  27  byd.;  prea.,  dom.  60  Iba.,  f.  80  Iba. 

MAPLETON,  p.  1,100;  f.  area,  160  a.;  mere, 
bldga.,  bk.  ft  wd.,  1  ft  2  ator.;  priv.,  wd»  2  ator.; 
fwka.  ft  oombt.  ord.;  canaea  of  f.  Inv.  F.  dept. — 
1  b.  ft  1.  trie.,  8  boae  carta;  boae,  cot,  rub.  lined, 
gd.,  1.600  ft;  inf.,  400  ft;  tot  boee.  1,000  ft;  f. 
aL,  bell  ft  wb.;  vaJ.  equip.,  $1,600;  tot.  mem.,  86 
votL 

Water  Supply  Src.,  welle,  ^  m.  bue.  cent.; 
a3W-»  grav.;  rea.  cap.,  70,000  gala.;  1  pump,  eng., 
claaa  dup.,  cap.  day  8O6,Q0O  gala.;  maina,  2  m., 
4  to  8  in.  dia.;  21  hyd.;  160  met.;  prea.,  dom. 
65  Ibau,  f.  100  Iba.;  cone,  day,  10,000  gala.;  coat 
$15,000;  cost  mtce.,  $1,100;  wka.  owned  by  city. 

MAQUOKETA,  p.  8,670;  mere,  bldga.,  bk.,  2  ft  8 
ator.;  prir.,  wd.  ft  bk.,  2  ator.;  wd.  rfa.  not  perm.: 
fwka.  ft  oombt  ord.;  cauaea  of  f.  inv.  F.  dept — 1 
b.  ft  L  trie,  1  aer.  trk.,  4  boee  car.;  boee,  cot,  rub. 
lined,  gd.,  2,600  ft.;  f.  al.,  bell;  ral.  equip.,  $6,000; 
tot.  mem.,  60  voL;  undra.  rating,  fourth  daaa. 

Watar  Supply— Src.,  well,  ^  m.  bua.  cent;  aya., 
pump  to  atdp.;  atdp.  cap.,  188,000  gala.;  dim.,  20 
X  80;  mat,  atl.;  2  pump.  eng..  daaa  oomp.,  cap. 
d«Qr  2,600,000  gala.;  mama,  c  i.,  18  m..  4  to  10 
in.  dia.;  112  Inrd.;  76  v.;  860  met:  860  aerv.j 
prea.,  dom.  80  Iba.,  f.  140  iba.;  cona.  day^  200,000 
gala.;  coat  $100,000;  coat  mtce.,  $8,600;  wka. 
owned  by  city. 

MARATHON,  p.  682.  F.  dept. — 1  comb.  e.  ft 
band  eng.,  2  boee  carta,  800  ft.  boee;  f.  al,  bell; 
▼oL 

Water  Supply — Src,  well;  aya.,  dir.  prea.;  tk. 
cap.,  15,000  gala.;  maina,  4  in.  dia.;  4  bya. 

MMRBUE  ROOK,  p.  480.  F.  dept. — ^faoae  reela, 
6  f.  buckets,  850  ft.  boee;  f.  al.,  bell;  val.  equip., 
$800;  val.  bldgs,,  $500;  tot  mem.,  14  vol. 

Watar  Supply — Src.,  well;  aya.,  grav.;  tk.,  18  x 
22,  cap.  50,000  gala.;  1  pump;  maina,  5,100  ft, 
4  to  6  in.  die.;  10  hyd.;  pres.,  dom.  ft  f.,  50  Iba.; 
coat,  $8,000;  wka.  owned  by  municipality. 

MARCUS,  p.  806.  F.  dept — 1  comb.  c.  ft  band 
eng.,  1  c.  eng,,  1  h.  ft  1.  trk.,  2  boae  carta,  1,200 
ft.  boae;  f.  aL,  beU.ft  wh.;  20  vol. 

Watar  Supply — Src,  8  wella,  ^  m.  bua.  cent; 
ayv.,  dir.  prea.;  atdp.  cap.,  50,000  gale.;  maina,  2 
m.,  2  to  6  in.  dia.;  16  byd.;  45  met;  90  aerv.; 
pres.,  dom.  ft  f.,  40  Iba.;  cona.  day,  8,000  gala.; 
cost,  $lil,000;  coat  mtce.,  $600;  wka.  owned  by 
priv.  Co. 

MAREMQO,  p.  1,7»6;  f.  area,  160  a.;  mere 
bldgs.,  bk.,  1  ft  2  ator.;  priv.,  wd.,  1^  «tar.;  wd. 
rfa.  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  cauaea  of 
f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  2  boae  wag.,  1  c 
cart;  boae,  cot,  rub.  lined,  gd.,  1.500  ft.;  nib.,  gd., 
500  ft;  tot  hoae,  2,000  ft;  f.  al.,  bell  ft  wh.;  val. 
equ^.,  $8,500;  val.  bldga.,  $4,000;  tot   mem.,  77 

TOl. 

Water  Supply — Src,  wella,  H  m.  bua.  cent;  aya., 
grav.,  pump  to  etdp.  ft  dir.;  atdp.  cap.,  60,000 
sale.;  dim.,  20  z  24;  mat,  atl.;  2  pump,  eng.,  daaa 
comp.  dup.,  cap.  day  1,000,000  gala.;  mains,  4 
m.,  4  to  8  in.  dia.;  85  hyd.;  5  v.;  pipe,  galv.  i.  ft 
lead;  prea.,  dom.  42  Ibe.,  f.  150  Iba.;  coat  mtce, 
$900;  wka.  owned  by  city. 

MARION,  p.  4,400;  f.  area,  1,800  a.;  mere 
bldga.,  bk.,  1  ft  2  ator.;  priv.,  wd.,  2  ator.;  wd.  rfa. 
not  perm,  in  f.  area;  fwka.  ft  combt  ord.;  cauaea 
of  f.  inv.  F.  dept — 2  hand  ex.,  1  h.  ft  1.  trk.,  4 
hose  car.;  hoae,  cot,  rub.  lined,  ffd.,  2,000  ft;  inf., 
1,300  ft;  tot  boae,  8,800  ft;  f.  aL,  wb.  ft  elec, 
14  bx.;  val.  equip.,  $4,000;  val.  bldga.,  $9,000; 
exp.  dept,  $800;  tot  mem.,  160,  pd.  part  time  8, 
147  VOL 

Watar  Supply — Src,  apr.;  aya.,  pump  dir.;  rea. 
ip.,  10,000  gala.;  8  pump,  eng.,  cap.  day  1,000,000 
ala.;  tnaba,  9  m.;  71  hyd.;  met,  10;  600  aerv.; 


prea.,  f.  46  to  120  Iba.;  coat,  $126,000;  coat  mtce., 
$4,000;  wka.  owned  by  Co. 

MARNE,  p.  266.  F.  dept. — 1  hoae  wag.,  1  b.  ft 
1.  trk.,  60  bucketa.  500  It  hoae;  f.  al.,  bell;  vaL 
equip..  $160;  vaL  bldga.,  $50;  tot  mem.,  6  voL 

Water  Supply— Src.  weU;  aya.,  grav.;  tk.,  10  x 
20.  cap.  87,600  gala.;  maina,  6%  blocka,  4  in.  dia.; 
6  byd.;  prea.,  dom.  26  Iba. 

MARSH ALLTOWN,  p.  18,874;  mere  bldga.,  atn., 
bk.  ft  wd.,  1  to  4  ator.;  priv.,  atn.,  bk.  ft  wd.,  2 
ator.;  wd.  rfa.  not  penn.;  fwka.  ft  combt  ord.; 
cauaea  of  f.  inv.  F.  dept — 1  auto.  comb,  c  ft  h. 
wag.,  1  oomb.  c  ft  h.  wag.,  4  c  hand  ex.,  2  h.  ft 
L  trk.,  6  bra.;  boee,  cot,  rub.  lined,  gd.,  4,000  ft; 
inf.,  1,000  ft;  tot.  boae,  6,000  ft.;  f.  aL,  Oame- 
well,  22  bx.;  val.  equip.,  $2,800;  val.  bldga.,  $15,- 
000;  exp.  dept,  $8,000;  tot  mem.  11,  pd.  full 
time  10,  pd.  part  time  1. 

Watar  Supply — Src,  60  wella,  1%  m.  bua.  cent; 
aya.,  pump  dir.;  rea.  cap.,  6,000,000  gala.;  2  pump, 
eng.,  cap.  day  6,000,000  nils.;  maina,  86  m.,  4  to 
12  In.  dia.;  807  byd.;  84^  v.;  met,  1,808;  2,609 
aerv.;  pipe,  iron;  prea.,  dom.  80  Ibe.,  f.  120  to  185 
Iba.;  cona.  day,  1,680,928  gala.;  coat  $896,000; 
coat  mtce.,  $16,000;  wka.  owned  by  city. 

MASON  CITY,  p.  11,280;  f.  area,  2,640  a.;  mere 
bldga.,  atn.,  bk.  ft  wd.,  1  to  6  ator.;  priv.,  1^  to  8 
ator.;  wd.  rfla.  not  perm.;  fwka.  ft  combt  ord.  F. 
dept. — 1  oomb.  c  ft  b.  wag.,  4  c  hand  ex.,  1  b.  ft 
L  trk.,  1  boae  wag.,  2  boae  car.,  4  bra.;  hoae,  cot, 
rub.  lined,  gd.,  6,800  ft.;  int,  600  ft;  tot  hoae, 
6,800  ft;  f.  aL,  Oamewell,  6  bx.;  vaL  equip., 
$7,000;  val.  bldga.,  $8,000;  exp.  dept,  $4,600;  tot. 
mem.  16,  pd.  fuU  time  8,  voL  8. 

Water  Supply — Src,  wella.  %,  m.  bua.  cent;  aya., 
dir.  prea.;  atdp.  cap.,  850,000  gala.;  rea.  cap., 
1,000,000  gala.;  2  pump,  eng.,  daaa  oomp.,  cap. 
day,  6,000,000  gala.;  maina,  c  L,  30  m.,  4  to  16 
in.  dia.;  260  byd.;  800  v.;  2,600  aerr.;  met,  2,500: 
prea.,  dom.  70  Iba.,  f.  120  Ibe.;  cona.  day,  800,000 
gala.;  coat,  $860,000;  coat  mtce.,  $12,000;  wka. 
owned  by  city. 

MASSENA,  p.  490.  F.  dept— 800  ft  hoae;  no 
organization. 

Water  Supply  —  Src,  public  daterna,  combined 
cap.  12,700  gala. 

MAXWELL,  p.  764.  P.  dept.— 1  h.  ft  L  trk.,  1 
hoae  cart  12  L  bnoketa,  2,000  ft  boae;  f.  aL,  bell; 
18  vol.,  1  pd. 

Watar  Supply — Src,  wella;  tk..  20  x  22,  cap. 
67,456  gala.;  2  pnmpa;  maina,  H  n.,  4  to  6  in. 
dia.;  18  byd.;  prea.,  40  Iba. 

MECHANICSVILLE,  p.  817.  P.  dept— 1  h.  ft  L 
trk.,  1  comb,  c  ft  hand  eng.,  8  boee  carta,  1,800 
ft  hoae,  IS  f.  bucketa;  f.  al.,  bell  ft  telp.;  80  voL 

Water  Supply — Src,  well,  in  bua.  cent;  aya., 
pump  to  atdp.;  1  pump,  cap.  60  gala,  min.;  atdp. 
cap.,  60,000  gala.;  maina,  1^  m.,  4  to  6  in. 
dia.;  27  hyd.;  127  aerv.;  prea.,  46  to  60  Iba.; 
wka.  owned  by  dty. 

MEDIAPOUS,  p.  868.  F.  dept — 1  comb,  c  ft 
hand  eng.,  700  ft  boee;  f.  al.,  bell;  no  organiaation. 

Water  Supply — Src,  1  well;  aye,  dir.  prea.;  atdp. 
cap.,  640  bbla.;  16  blocka  6-in.  maina;  18  byd. 

MELBOURNE,  p.  428.     F.  dept. — 1  comb,  c  ft 
hand  eng.,  6  c  hand  ex.,  180  ft.  hoae;  80  voL 
Water  Supply — Src,  wella. 

MERIDEN,  p.  246.     F.  dept. — 1  comb,  c  ft  hand 
eng.,  600  ft.  boee;  f.  al.,  bell;  80  voL 
Water  Supply — Src,  wella. 

MERRIL,  p.  620.  F.  dept — 1  c  eng.,  2  boae 
carta,  200  ft.  c  boae,  1,200  ft  cot,  rub.  lined, 
boee:  tot  boae.  1,400  ft;  tot  mem.,  20  vol. 

Water  Supply — Src,  wella  ft  rea.;  rea.  cap.,  60,* 
000  gala.;  loc  on  hill. 

MILES,  p.  884.  F.  dept. — 1  comb,  c  ft  hand 
eng.,  24  c  hand  ex.,  1  h.  ft  L  trk.,  200  ft  boee; 
25  vol. 

Water  Supply — Not  reported. 

MI1.T0N,  p.  918.  F.  dept. — 1  comb,  c  ft  band 
eng.,  10  c  band  ex.,  800  ft.  boee;  16  vol. 

Water  Supply — ^Not  reported. 

MIN  DEN,  p.  428.  F.  dept. — 1  hoae  cart,  800  ft. 
hoae;  f.  al.,  bell;  20  voL 

Water  Supply — Src,  well;  aya.,  grav.;  atdp.,  12  x 
55,  cap.  47,680  gala.;  1  pump;  maina,  %  m.,  4  to 
6  in.  dia.;  11  byd.;  prea.,  40  Iba. 

MITCHELLVILLE,  p.  869.  F.  dept.— 8  c  hand 
ex.,  1  b.  ft  L  trk.,  800  ft  boae;  f.  aL,  bell;  80 
voL 
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Wcter  Supply — Src,  wellfl»  %  m.  bus.  cent; 
sys.,  pump  to  stdp.;  fltdp.  cap.,  50,000  gaU.;  res. 
cap.,  50,000  gals.;  1  pump,  eng.,  cap.  day  20^9,- 
280  gals.;  mains,  4  to  8  iik  dia.;  19  hyd.;  9  v.; 
pres.,  f.,  70  to  80  lbs.;  cost,  $15^.500;  wks.  owned 
by  city. 

MISSOURI  VALLEY,  p.  8,187;  L  area,  10,240  a.; 
mere,  bldgs.,  bk.  &  wd.,  1  ft  2  stor.;  priv.,  bk.  ft 
wd.,  1  ft  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  1 
hose  wag,  2  hrs.;  hose,  rub.,  gd.,  1,600  ft.,*  f.  al., 
OameweU;  tsI.  equip.,  $3,800;  val.  bldgs.,  $8,000; 
exp.  depL,  |600;  tot.  mem.  86,  pd.  full  time  2,  pd. 
part    time    8,    vol.    30. 

Water  Supply — Src,  wells,  in  bus.  cent.;  «ys., 
pump  to  res.  ft  dir.;  res.  cap.,  800,000  gsls.;  2 
pump,  eng.,  cap.  day  2,250,000  gals.;  mains,  c.  L, 
6  m.,  4  to  12  in.  dja.;  57  hyd.;  26  v.;  met,  85; 
468  serv.;  pipe,  lead  ft  iron;  pres.,  dom.  100  lbs., 
f.  160  to  176  lbs.;  cons,  day,  186,000  gals.;  cost, 
$20,000;  cost  mtce.,  $8,000;  wks.  owned  by  city. 

MODALE,  p.  887.     F.  dept — 1  comb,  c  ft  hand 
eng..   1  hose  cart,   1,000  ft.  hose;  no  organisation. 
Water  Supply — Src.,  wells. 

MONDAMfN,  p.  400;  f.  area,  40  a.;  mere  bldgs., 
bk.,  2  stor.;  priv.,  wd.,  1  ft  2  •stor.:  wd.  rfs.  perm, 
in  f.  area;   no  fwks.  ft  combt   ord.;   causes  of  f. 
inv.     F.  dept. — ^1  c  eng.;  val.  equip.,  $400;  vol. 
Water  Supply — ^Kot  reported. 

MONONA,  p.  792.  F.  dept. — 1  c.  eng.,  1  h.  ft  L 
trk.,  24  f.  buckets,  200  ft.  hose;  f.  al.,  bell;  26  voL 

Water  Supply»--lBrc.,  well,  1  block  bus.  cent; 
sys.,  gnav.;  res.  cap.,  60,000  gals.;  1  pump,  en^., 
cap.  86,000  gals.;  nmins,  c.  L,  4  m.,  4  to  8  in. 
dia.;  30  hyd.;  80  met;  80  serv.;  cost,  $18,000; 
wks.  owned  by  city. 

MONTEZUMA,  p.  1,172;  f.  area.  20  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  wd.';  wd.  rfs.  perm.;  fwks. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept— 6  c  hand 
ex.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,200 
ft;  inf.,  60  ft.;  tot  hose,  1,250  ft;  f.  aL,  bell; 
val.  equip.,  $800;  vaL  bldgs.,  $2,000;  exp.  dept, 
$150;  tot  mem.,  82  vol. 

WaUr  Supply— -Src,  spr.,  2  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  68,000  gals.;  dim.,  24  x 
22;  mat,  wd.  ft  stl.;  1  pump,  eng.,  cap.  day  72,000 
gals.;  mains,  2  m.,  6  to  8  in.  dia.;  17  hyd.;  4  serv.; 
pres.,  dom.  60  lbs.,  f.  60  lbs.;  cost,  $10,000;  wks. 
owned  by  town. 

MONTICELLO,  p.  2,048;  f.  area,  640  a.;  mere, 
bldgs.,  wd.  ft  bk.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt.  ord. 
F.  dept. — 1  hand  eng.,  1  h.  ft  1.  trk.,  2  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  1.000  ft.;  inf.,  200  ft; 
tot  hose,  1,200  ft;  f.  aL,  bell;  tot  meuL,  88  voL 

Water  Supply — Src,  well,  ^  m.  bus.  cent;  iys., 
pump  to  res.;  res.  cap.,  600,000  gals.;  loc  %  m. 
station;  1  pump,  eng.,  cap.  day  660,000  gals.; 
mains,  c  i.,  15  m.,  3  to  8  in.  dia.;  40  hyd.;  50  v.; 
550  met;  600  serv.;  pres.,  dom.  57  lbs.,  f.  57  to 
80  lbs.;  cons,  day,  150,000  gals.;  cost,  $80,000; 
cost  mtce.,   $2,500;   wks.  owned  by  city. 

MONTOUR,  p.  888.  F.  dept. — 150  ft  hose;  no 
organisation. 

Watmr  Supply — Src,  well;  tk.,  10  x  10,  cap. 
5,868  gals.;  1  pump;  mains,  1,900  ft,  8  ft  4  in. 
dia.;  4  hyd.;  pres.,  85  lbs.;  wks.  owned  by  Co. 

MORfHNQ  SUN,  p.  a07.  F.  dept— ^1  c  eng., 
hooks  ft  ladders;  f.  al.,  bell;  val.  equip.,  $700;  vol. 

Wattr  Supply — Src.  well  ft  eisteras. 

MOULTON,  p.  1,288.  F.  dept — 1  oomb.  c  ft 
hand  eng.,  1  h.  ft  1.  trk.,  600  ft  hose;  f.  aL,  bell; 
16  voL 

Water  Supply — Src,  wells. 

MOUNT  AYR,  p.  1,646;  f.  area,  400  a.;  mere 
bldigs.,  bk.  ft  wd.,  2  stor.;  priv.,  wd..  1^  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept. — 1  c  eng.,  6  c.  hand  ex.,  1  h.  ft  L 
trk.,  1  hose  car.,  reels,  ftc;  hose,  cot.  rub.  lined, 

Sd.,  460  ft;  f.  aL,  bell;  val.  equip.,  $8,400;  exp. 
ept,  $100;  lot  mem.,  28  voL 
Water  Supply — Src,  wells  ft  dstems. 
MT.  PLEASANT,  p.  8,874;  mere  bldgs.,  bk.,  8 
stor.;  priv.,  wd..  2  stor.;  wd.  rfs.  not  perm.  F. 
dept— 1  h.  ft  1.  tik.,  1  hose  wag.,  2  his.;  hose, 
cot,  rub.  lined,  gd.,  1,400  ft.;  f.  sL,  bell;  vaL 
equip..  $1,800;  vaL  bldgs.,  $8,000;  exp.  dept, 
$850;  tot  mem.  10,  pd.  part  time. 

Water  Supply — Src,  wells;  sys.,  grav.,  pump  to 
stdp.  ft  dir.;  stdp.  cap.,  50,000  gals.;  dim.,  10   x 


80;  2  pump,  eng.,  class  trip.,  cap.  daf  1,000,000 
gals.;  mains,  9  m.,  4  to  10  in.  dia.;  76  t^d.;  SO 
v.;  met,  416;  485  serv.;  pipe.  galv.  L,  prea.,  dooi. 
86  lbs.,  f.  100  lbs.;  cost  $41,000;  cost  mtce, 
$8,000;  wks.  owned  by  city. 

MT.  VERNON,  p.  1.682;  f.  area,  600  a.;  mere, 
bldgs.,  bk.,  2  stor.;  pilv.,  wd.,  2  stor.;  wd.  ris.  not 
perm.;  fwks.  ft  combt  ord.  F.  dept— ^1  c  eng.,  1 
set  of  ladders,  1  hose  cart;  hose,  cot,  mbu  UiMd, 
«].,  800  ft;  nib.,  gd.,  800  ft;  tot  hose,  1,100 
ft;  val.  equip.,  $800;  tot  mem.,  17  voL 

Watar  Supply — Src,  2  wells,  1,600  ft  bus.  cent; 
sys.,  pump  to  res.;  res.  cap.,  60.000  gals.;  pump, 
eng.,  cap.  day  100,000  gals.;  mains,  e  L,  8  m., 
4  to  8  in.  dia.;  42  hyd.;  met.  887;  pres.,  t  77 
lbs.;  coat.  $11,000;  cost  mtce,  $1,000. 

MOVILLE,  p.  662.  F.  dept — 2  hose  carts.  800 
ft.  hose;  f.  al..  bell;  14  vol. 

Water  Supply — Src.  weU;  tank,  16  x  24.  ca^ 
55.894  gals.;  1  pump;  mains,  2  m.,  6  in.  die;  S6 
hyd.;  pres.,  45  lbs. 

MURRAY,  p.  796.  F.  dept — 1  comb,  e  ft  hand 
eng.,  1  h.  ft  1.  trk.,  1  hose  cart,  600  ft.  hose;  L  aL. 
bell;  14  vol. 

Water  Supply — Src.  3  dstems,  combined  csp. 
60,000  gals. 

MUSCATINE,  p.  16,178;  f.  ares,  12  m.;  meve 
bldgs.,  bk.,  1  to  6  stor.;  priv.,  wd.,  8  stor.;  wd. 
rfe  not  perm.;  fwke  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept — 6  c  hand  ex.,  1  comb,  e  ft  h.  wig., 
2  h.  ft  L  trie,  10  hose  wag.,  reels,  ftc;  hose,  cot, 
rub.  lined,  ad.,  6,000  ft;  bif.,  1.000  ft;  tot  Ikmk, 
7,000  ft.;  f.  aL,  telp.;  val.  equip.,  $11,000;  v«L 
bldgs.,  $80,000;  exp.  dept.  $12,000;  tot  meoL, 
504,  pd.  full  time  2.  pd.  part  time  2,  voL  500. 

Water  Supply — Src,  wells,  2  m.  hue  cent;  sye. 
pump  to  ree;  ree  cap.,  2,000,000  gale;  stdp.  cap.. 
200,000  gale;  8  pump,  eng.,  cap.  day  9,000,000 
n]a>;  mains,  iron,  84  m..  0  to  16  In.  die;  868 
hyd.;  864  ▼.;  200  met;  2.600  serv.;  pipe,  Icsd  ft 
iron;  pres.,  dom.  80  Ibe,  f.  160  Ibe;  cost,  $212.- 
000;  cost  mtce,  $8,000;  wke  owned  by  ct^. 

MYSTIC,  p.  2,663;  mere  bldge.  wd.,  1  ft  2 
stor.;  priv.,  wd.,  1  stor.;  wd.  rfe  not  perm.;  esoses 
of  f.  inv.  F.  dept. — 1  hand  eng.,  1  h.  ft  L  tik..  1 
hose  wag.;  1  hyd.;  vaL  equip.,  $900;  vaL  bMfi^ 
$600;  voL 

Water  Supply — Src,  weUe 

NASHUA,  p.  1,102;  f.  area,  80  a.;  mere  bldge, 
bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfe  not  pecs.; 
fwks.  ft  combt  ord.  F.  d^t — 1  hose  wag.;  hose, 
cot,  rub.  lined,  gd..  900  ft;  inf.,  -200  ft;  tot 
hose.  1,100  ft;  f.  a!.,  bell;  tot  mem.,  35;  UDdre 
rating,  first  class. 

Watar  Supply— Src,  riv.,  40  roda  bne  cent;  se, 
grav.,  pump  dir.;  mains.  Iioii,  2H  m.,  4  to  8  in.  die; 
81  liyd.;  80  serv.;  pipe,  ^v.  L;  pree,  dose  46 
Ibe,  f.  100  Ibe;  cost,  $18,000;  cost  mtce,  $330; 
wks.  owned  by  dly. 

NEOLA.  p.  926.  P.  dmt — 2  boae  esits,  1,706 
ft.  hose;  i.  sL,  bell;  16  voL 

Water  Supply — Sre,  19  weDa;  eye,  grav.  ft  dir. 
pres.;  1  pump.  cap.  12,000  gale  mia.;  tk.,  16  x 
24,  cap.  56,000  gaJe;  mains.  4  m.,  4  to  6  in.  die; 
9  hyd.;  pree,  dooL  76  Ibe,  x.  100  Ibe 

NEVADA,  p.  2,186;  f.  area,  240  e;  mcfc  Mdga, 
bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfe  not  pefm.: 
fwke  ft  combt  otd.;  causes  of  f.  inv.     F.  dept — 

1  c  wag.,  1  h.  ft  L  trk.,  8  hose  car.,  2  hrs.  ft  ws^; 
hose,  cot.,  rub.  lined,  gd.,  1,000  ft;  rub.,  ge, 
800  ft;  inl,  200  ft;  tot  hose^  2,000  ft;  f.  sL. 
wh.  ft  b^;  vaL  equip.,  $6,000;  v«L  bldge,  $3,000; 
tot  mem.,  41  vol. 

Watar  Supply— Src,  wells,  3  blocks  bne  ccoe; 
sye,  pump  to  ree  ft  dir.;  stdto.  capu.  100,000  gala.; 

2  pump,  eng.,  cap.  day,  260,000  gale;  maine  ine 
4%  m.,  4  to  10  in.  die;  62  hyd.;  20  ▼.;  meU 
200:  206  serv.;  pipe,  lead  ft  iron;  pree,  dom.  ft  1 
50  lbs.;  cons,  day,  85,000  fale;  cost  $30,000; 
cost  mtce,  $200;  wke  owned  oy  city. 

NEWELL,  p.  728.  F.  dept — 1  hose  cart,  1  Isd- 
der  wag.,  800  ft.  hose;  f.  aL,  bell;  20  voL 

Watar  Supply — Src,  well;  aye,  grav.;  tk.,  20 
X  20;  maina,  13  blocks,  4  to  8  in.  die;  18  hiyd.: 
pree,  dom.  46  Ibe,  f.  100  Ibe 

HBU  HAMPTON,  p.  2.275;  mere  bld«e.  bk..  2 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  pemt.  ia  f. 
area;  fwks.  ft  combt.  ord.;  causes  of  f.  lav.  F. 
dept. — 1  h.  ft  1.  trk..  1  oomb.  c  ft  hose  wag.,  t 
hose  car.:  hose,  cot.,  rab.  lined,  gd.,  2.000  ft:  1  at* 
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bell  A  wh.;  val.  equip.,  $5,800;  val.  bidgs.,  |20,- 
000;  tot.  mem.,  100  vol. 

Water  Supply — Src,  wells,  2  blocks  bus.  cent.; 
sys.,  pump  to  stdp.;  stdp.  cap.,  67,000  gals.;  dim., 
18  z  24;  mat.,  wd.;  2  pump,  eng.,  cap.  daj  800,- 

000  gala.;  mains,  c  i.,  8%  m.,  4  to  8  in.  dia.;  46 
hyd.;  8  r.;  met.,  161;  150  serv.;  pipe,  iron;  pres., 
dom.  45  lbs.,  f.  125  lbs.;  cons,  day,  110,000  gals.; 
coet,  $10,000;  cost  mtce.,  $1,500;  wks.  owned  by 
dty. 

NEW  HARTFORD,  p.  482.  F.  dept.— 1  hose 
cart,  800  ft.  hose;  18  vol. 

Water  Supply — Src,  well;  sys.,  grav.;  tk.,  18  z 
22,  cap.  41,877  gala.;  1  pump;  mains,  5  blocks,  6 
in.  dia.;  5  hyd.;  pres.,  47  lbs. 

NEW  LONDON,  p.  1,144;  f.  area,  700  a.  F. 
dept. — 1  comb,  c  k  hand  eng.,  1  hose  cart,  10 
bucketa,  600  ft.  hose;  val.  equip.,  $700;  val.  bldgs., 
$300;  f.  aL,  beU;  24  vol. 

Watar  Supply— 6rc.,  well;  m..  dir.  pres.;  stdp. 
cap.,  50,000  gals.;  mains,  c.  i.  a  stL,  8%  m.,  4 
to  6  in.  dia.;  86  Kyd.;  wks.  owned  by  town. 

NEW  SHARON,  p.  1,122;  mere,  bldgs..  bk.,  2 
stor.;  priv.,  wd.,  1^  &  2  stor.;  wd.  rfs.  perm.;  no 
fwks.  &  combt.  ord.;  causes  of  f.  inv.     F.  dept. — 

1  hand  eng.,  1  h.  &  I.  trk.;  hose,  cot.,  rub.  lined, 
ffd.,  700  ft.;  rub.,  gd.,  100  ft.;  tot.  hose,  800  ft.; 
f.  al.,  bell;  vaL  equip.,  $1,500;  vaL  bldgs.,  $1,200; 
exp.  dept.,  $20;  tot.  mem.,  25  vol. 

Watar  Supply — Src.,  2  wells  in  bus.  cent.;  sys., 
pump  dir.;  res.  cap.,  50,000  gals.;  pump,  eng.,  cap. 
day  15,000  gals.;  mains,  2  m.,  4  to  8  in.  dia.;  21 
hyd.;  met.,  2;  01  serv.;  pres.,  dom.  45  lbs.,  f.  46 
lbs.;  cost,  $9,000;  cost  mtce.,  $200. 

NEWTON,  p.  4,616;  f.  area,  60  a.;  mere,  bldgs., 
bk.,  1  to  8  star.;  priv.,  wd.,  1  &  2  stor.:  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  ft  combt.  ora.;  causes 
of  f.  inv.  F.  dept. — 1  c.  eng.,  1  h.  ft  1.  trk.,  2  hose 
car.;  hose,  cot.,  rub.  lined,  gd.,  2,000  ft.:  f.  aL, 
wh.;  val.  equip.,  $7,000;  val.  bldgs.,  $40,000;  exp. 
dept.,  $900;  tot.  mem.,  82,  pd.  full  time  1,  pd. 
part   time  1,  30  vol.;   undrs.  rating,  third   class. 

Watar  Supply — Src.,  wells,  6  m.  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  90,000  gals.;  dim.,  16  z 
SO;  mat.,  stn.  ft  stl.;  pump,  eng.,  cap.  day  1,000,000 

fsla.;  mains,  c.  1.,  10  m.,  4  to  8  in.  dia.;  61  hyd.; 
5  ▼.;  met..  18;  25  serv.:  pres.,  f.  125  lbs.;  cost, 
$85,000;  WKS.  owned  by  city. 

NORA  SPRINGS,  p.  985.  F.  dept. — 2  hose  carte, 
1  h.  ft  I.  trk.,  12  buckete,  1,500  ft  hose;  f.  al., 
beU:  18  voL 

Water  Supply — Src.,  wella;  tk.,  SO  z  22,  cap. 
1.600  bbls.;  mains,  0,000  ft.,  6  in.  dia.;  22  hyd.; 
pre?.,  dom.  ft  f.,  60  lbs.;  wks.  owned  by  city. 

WORTH  ENOLrSH,  p.  848.  F.  dept.— 25  c. 
iuind  ex.,  2  hose  reels;  hose,  cot.,  rub.  lined,  gd., 
1,000  ft.;  inf.,  200  ft.;  tot.  hose,  1,200  ft;  f.  al., 
bell   ft  wh.;  val.  equip.,  $il,000;  tot.  mem.,  80  vol. 

Water  Supply — JSrc.,  air  pres.;  ays.,  bk.  pump, 
station;  gosoline  eng.,  cap.  15,000  ffiJs.;  maiDS, 
5,000  ft;  11  hyd.;  prca.,  dom.  ft  f.  50  to  90  lbs. 

NORTHWOOO,  p.  1,264;  1  area,  800  a.;  mere, 
bldgs.,  bk.  ft  wd.,*l  to  8  stor.;  priv.,  wd.,  IH  stor.; 
wd.  rfa.  not  perm,  in  f.  area.  F.  dept — 1  h.  ft  L 
trk.,  2  c  hand  ez.,  2  hose  carte;  hose,  cot,  rub. 
lined,  gd.,  1,200  ft;  f.  al.,  wh.;  val.  equip.,  $1,600; 
val.  blags.,  $2,000;  ezp.  dept,  $26;  tot  mem.,  86 
vol. 

Water  Supply — ^Src.,  well,  600  ft  bus.  cent;  sys., 
well  to  tank;  stdp.  cap.,  65,000  gals.;  dim.,  22  z 
20;  mat,  stL;  mains,  c  i.,  1%  nu,  4  te  8  in.  dia.; 
21  byd.;  9  v.;  met.,  7;  75  serv.;  pipe,  galv.  L; 
pres.,  dom.  ft  f.  51  lbs.;  cons,  day,  25,000  gals.; 
coat,  $11,000;  cost  mtce.,  $1,000;  wks.  owned  by 
city. 

NORWAY,  p.  479.  F.  dept. — S  hose  carte,  1  lad- 
der wag.,  900  ft  hoae;  88  vol. 

Water  Supply — Src.,  8  wella;  2  ree.,  cap.  48,000 
gals.;  3  pumps;  mains,  5,524  ft,  6  to  8  in.  dia.; 
17  hyd.;  pres.,  58  lbs.;  cons,  day,  5,580  nls.;  cost 
f  18,371;  cost  mtce.,  $512;  wks.  owned  by  city. 

OAKLAND,  p.  1,105.  F.  dept. — 2  hose  carte, 
1,000  ft  gd.  hose;  f.  aL,  bell:  20  voL 

Water  Supply — Src.,  17  wells;  sys.,  grav.  ft  dir. 
pres.;  1  pump;  stdp.,  10  z  50.  cap.  28,750  gals.; 
maina,  22  blodcs,  4  to  6  in.  dia.;  17  hyd.;  prea., 
dom.  71  Iba.,  f.  100  Iba. 

OCHEYEDAN,  p.  595;  f.  area,  800  a.;  mere. 
bldgs.,  bk.  ft  wiL,  1  ft  2  stor.;  priv.,  wd.,  1  ft  8 
•tor.;  wd.  rfs.  perm,  in  f.  area;  no  fwka.  ft  combt 
ord.:  causes  of  f.  inv.    F.  dept. — 2  c.  eng.,  2  hose 


carte,  c.  hand  ez.,  2  ladders:  hose,  cot,  rub.  lined, 
gd.,  750  ft;  f.  aL,  bell;  val.  equip.,  $16,000;  vaL 
bldgs.,  $1,000;  exp.  dept,  $150;  tot  mem..  16 
vol. 

Water  Supply->«rc..  wells,  %  m.  bus.  cent; 
sys.,  grav.  ft  pump  to  stdp.;  stdp.  cap.,  50,000 
gals.;  dim.,  18  z  20;  mat,  stL;  res.  cajp.,  50,000 
gals.;  1  pump,  eng.,  cap.  min.  250  gala.;  mains, 
1  m.,  4  to  6  in.  dia.;  20  hyd.;  6  v.;  met.,  20; 
pres.,  dom.  ft  f.  55  Iba.;  cons,  day,  4,260  gals.; 
cost  $16,000;  cost  mtce.,  $200;  wks.  owned  by 
city. 

ODEBOLT,  p.  1,288;  f.  area.  200  a.;  mere,  bldga., 
bk.  ft  wd.;  priv.,  wd.;  wd.  rfS.  not  perm.    F.  dept— 

1  h.  ft  L  trk.,  8  hose  reels;  hose,  gd.,  2,000  ft.;  inf., 
500  ft;  tot.  hose,  2,500  ft.;  f.  si.,  bell;  tot  mem., 
40  vol. 

Water  Supply — Src.,  spr.,  1  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  100,000  gala.;  dim.,  80  z 
80:  mat,  wd.;  2  pump,  eng.;  mams,  c  L.  2%  m., 
6  in.  dia.:  18  hyd.;  4  v.;  pres.,  f.  58  lbs.;  cons, 
dsy,  80,000  gals.;  cost  $16,000;  cost  mtce.,  $700; 
wks.  owned  by  city. 

OELWEIN,  p.  5,684.    F.  dept  not  reported. 

Water  Supply — Src,  well;  sys.,  pump  to  stdp.; 
stdp.  cap.,  96,000  gala.,  14  z  80;  mat,  stL;  2 
pump,  eng.,  cap.  day  1,750,000  gala.;  maina,  5  m.; 
55  hyd.;  755  serv.;  prea.,  dom.  75  Ibe.,  f.  125  lbs.; 
cons,  day,  100,000  gate.;  coat  $85,000;  wks. 
owned  by  city. 

OGDEN,  p.  1,298.  F.  dept— 20  c  hand  ez.,  1 
h.  ft  L  trk.,  1  hose  cart,  20  buckete,  400  ft.  hoae: 
20  voL 

..^J^!^  Supply— Src.,  weU;  tk.,  20  z  20,  cap. 
45,000  gals.;  1  pump;  mains,  %  m.,  6  to  8  in.  dia.; 
6  hyd.;  pres.,  40  lbs. 

OLIN,  p.  659.  F.  dept— 1  hoae  cart,  500  ft. 
hose;  f.  aL,  bell;  20  voL 

Water  Supply — Src,  2  wells;  tk.  cap.,  55,000 
gals.;  maina,  6,700  ft.,  4  to  6  in.  dia.;  19  hyd.; 
prea.,  dom.  45  lbs.,  f.  80  lbs. 

ONAWA,  p.  2,026;  f.  area;  mere,  bldga.,  bk.,  1 
ft  2  stw.;  priv.,  wd.,  1^  ft  2  stor.;  wd.  rfs.  not 
perm.;  no  fwks.  ft  combt  ord.;  caiMes  of  f.  inv. 
P.  dept — 1  hand  eng.,  200  hand  ez.,  1  h.  ft  L  trk., 

2  hoae  car.;  hose,  cot,  rub.  lined,  gd.,  900  ft.; 
Unen,  gd..  800  ft;  tot  hoae,  1,200  ft;  f.  aL, 
bell.;  val.  equip.,  $2,500;  val.  bldgs.,  $1,500; 
tot  mem.,  50  voL 

Water  Supply — Src,  welte;  sya.,  pump  dir.; 
2  pump,  eng.,  class  dup.,  cap.  800  pds.;  mains,  8 
m.,  4  ft  6  in,  dia.;  40  hyd.;  pres.,  f.  150  lbs.; 
cost  $18,000. 

ORANGE  CITY,  p.  1,874;  f.  area,  20  a.;  mere 
bldgs.,  wd.,  2  ft  8  stor.:  priv..  wd.,  1  ft  2  stor.; 
wd.  rfs.  not  perm.;  combt  ord.;  causes  of  f.  inv. 
F.  dept — 1  h.  ft  L  trk.,  1  hose  wag.,  1  hoae  reel; 
hose,  cot,  rub.  lined,  gd.,  1,450  ft.;  f.  al.,  bell; 
vaL  equip.,  $2,500;  vaL  bldgs.,  $8,000;  tot  mem., 
18  voL 

Water  Supply — Src,  weU;  sys.,  pump  to  stdp.; 
stdp.  cap.,  M,000  gals.;  dim.,  20  z  24;  mat,  wd. 
ft  StL;  pump,  eng.,  cap.  day  85,000  gals.;  mains, 
c  L,  1  m.,  8  in.  dia.;  11  hyd.;  pres.,  f.  60  lbs.; 
cost,  $10,000;  cost  mtce,  $400;  wks.  owned  by 
city. 

OSAGE,  p.  2,445:  mere  bldgs.,  stn.  ft  bk.,  2  ft 
8  stor.;  prfv.,  wd.  ft  bk.,  2  stor.;  wd.  rfs.  perm.; 
fwks.  ft  combt  ord.  F.  dept — 1  str.,  2  c.  band 
ex.,  1  h.  ft  L  tik.,  8  hose  car.;  hose,  cot,  rub. 
Imed,  gd.,  1,800  ft;  f.  sL,  beU;  vaL  equip.,  $12,- 
000;  val.  bldgs.,  $1,000;  exp.  dept,  $150;  tot 
mem.,   30  vol. 

Water  Supply — Src,  well,  in  bua.  cent;  sys., 
pump  to  res.  ft  stdp.;  stdp.  cap.,  80,000  gala.; 
mat,  iron;  res.  cap.,  225,000  gals.;  2  pump,  eng., 
cap.  day  720,000  gala.;  mains,  4  m.,  4  to  8  te. 
dia.;  40  hyd.;  met,  85;  250  aerv.;  pipe,  galv.  L; 
pres.,  dom.  60  lbs.,  f.  100  lbs.;  cost  $25,000; 
cost  mtce.,   $1,000;   wks.   owned  by  city. 

OSCEOLA,  p.  2,416;  f.  area,  9  a.;  mere  bldgs., 
bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  causes  of  f.  inv.  F. 
dept — 2  c  band  ex.,  1  c.  eng.,  1  h.  ft  L  trk.,  8 
hose  carte;  hose,  cot.  rub.  lined,  gd.,  1,000  ft.; 
rub.,  gd.,  860  ft;  inf.,  200  ft;  tot  hose,  1,550 
ft;  f.  aL,  bell,  wh.  ft  elec.  telp.;  val  equip.,  $2,000; 
vaL  bldgs.,  $5,000;  exp.  dept.,  $800;  tot  mem., 
60  vol. 

Water  Supply — Src,  weH,  in  bus.  cent;  sya., 
pump  to  res.    ft  stdp.;  stdp.   cap.,  60,000   gaia.- 
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I,  ctL;   ret.   cap.,   6,000,000  jE*te-»   loc.    1   m. 

i  dty;  1  pump:  maim,  iron,  2H  m.,  0  to  8  in. 

,;   80   hya.;   lib   met.;    175  merv.i   pree.,   dom. 

to  45  lbs.,  f.   06  to  100  Ibe.;  wkt.  owned  by 


mat.,   ctL;   rei.   cap.,   6,000,000 

caft 

dia.1 

40 

dtv. 

08KAL008A,  p.  8,488;  f.  area,  8%  m.;  mere 
bldn>»  etn.,  bk.  A  wd.,  1  to  8  itor.;  priv.,  bk.  A  wd., 
S  ator.;  wd.  rte.  not  perm,  in  f.  area;  fwka.  ord.; 
cawea  of  f.  inv.  F.  aept. — 1  auto.  comb.  c.  jB  b. 
trie  1  h.  Ac  1.  trk..  2  c.  band  ex.,  1  hose  wag.,  1 
boae  cart,  4  bra.;  noae,  cot.,  nib.  lined,  gd.,  2,400 
ft:  inf.,  700  ft:  tot  boae,  8,100  ft:  f.  aL,  telp.; 
▼aL  equip.,  $4,500;  vaL  bidga..  $10,000;  exp.  dept, 
$4,600;  tot  mem.  11,  pd.  full  time  4,  vol.  7. 

Water  Supply — Src.,  wella,  4  m.  bua.  cent;  aya., 
pump  to  atdp.  A  dir.;  atdp.  cap.  280,000  giJa., 
loc.  in  dty;  rtM.  cap.  8,000,000  gala.,  loc.  at 
station;  8  pump,  eng.,  cap.  daf  8,000,000  gak.; 
maina,  28  m.,  4  to  18  in.  dla.;  180  byd.;  86  ▼.; 
800  met;  1,800  aerv.;  pipe,  lead  Ac  galv.  L; 
prea.,  dom.  40  lbs.,  f.  80  to  186  Iba.;  oona.  day, 
1,224(,000  gala.;  waa.  owned  by  Co. 

0881  AN,  p.  749.     F.  dept — 2  c.  eng.,  1  b.  A  L 
trk..  200  ft  boae;  f.  at,  bell;  22  vol. 
Water  Supply— -Src.,  wells. 

OTO,  p.  268.  F.  dept-^1  comb.  c.  k  band  eng., 
1  boae  cart  800  ft  boae;  f.  at,  bell;  24  vol. 

Water  Supply — Src.,  6  daterna;  rea.  cap.,  800 
bbls.;  1  pump;  maina,  8,000  ft,  4  to  8  in.  dia.; 
10  byd.;  pres.,    80  lbs.;  wka.  owned  by  town. 

OTTUMWA,  p.  22,012;  f.  area.  «00  a.;  mere, 
bldga.,  bk.  ft  wd.,  1  to  8  etor.;  priv.,  bk.  Ac  wd.,  1 
to  8  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  k 
combt  ord.;  eauaea  of  1  inv.  F.  dept — 0  c.  hand 
ex.,  1  boae  wag.,  1  in  reserre,  1  c.  eng.,  1  comb, 
c.  Ac  b.  wag.,  7  bra.;  hose,  cot,  rub.  Uned,  gd., 
6,000  ft;  f.  aL,  elec.:  val.  equip.,  $17,000;  ral. 
bldga.,  $18,000;  exp.  dept,  $12,600;  tot  mem.  0, 
pd.  full  time. 

Water  Supply— Src..  riv.,  IH  m<  bua.  cent; 
ays.,  pump  to  rea.  Ac  air.;  8  pump.,  eng.,  cap.  day 
10,000,000  irala.;  maina,  c.  i.,  84%  m.,  4  to  24 
in.  dia.;  281  hyd.;  800  met;  1,800  mtv,:  prea., 
dom.  90  Iba.,  x.  90  to  150  lbs.;  cona.  day,  1,- 
750,000  gals.;  cost,  $800,000;  cost  mtce.,  $20,000; 
wka.  owned  by  dty. 

OXFORD,  p.  814.  F.  dept — 1  band  ens.,  1  h. 
ft  1.  trk.,  8  noae  carta,  800  ft  hose;  f.  al,  bell; 
65  vol. 

Water  Supply — Src.,  well;  a/a.,  grav.;  1  pump; 
tk.  20  z  20.  cap.  47,000  gala.;  maina,  1%  m., 
4  to  8  in.  dia.;  18  byd.;  prea.,  86  Iba. 

OXFORD  JUNCTION,  p.  822.  F.  dept— 1  boae 
eart,  1,000  ft  boae;  f.  aL,  bell;  24  voL 

Water  Supply— Src.,  wells;  ays.,  grav.:  tk.  14  x 
18,  cap.  20,000  gals.:  1  pump,  daaa  trip.;  maina, 
1^  m.,  4  to  8  in.  dia.;  12  byd.;  prea.,  60  Iba.; 
wka.  owned  by  town. 

PANORA,  p.  1.080.  P.  dept— 1  h.  ft  L  trk., 
8  hose  carte;  hoae,  cot,  rub.  Uned,  gd.,  1,200  ft.; 
inf.,  800  ft;  tot  hose,  1,500  ft;  f.  aL,  bell  ft  telp.; 
80  vol. 

Water  Supply— Src.,  well;  aya.,  grav.  ft  pump 
dlr.;  1  pump,  cap.  750,000  gala  day;  tk.  18  x  24, 
cap.  80,000  gala.;  maina,  1%  m.,  8  to  8  in.  dia.; 
12  hyd.;  prea.,  dom.  60  lbs.,  f.  100  lbs. 

RAIRNERSBUfiQ,  p.  088;  mere,  bldga.,  bk.,  2 
stor.;  priv.,  wd.,  2  etor.;  wd.  rf«.  not  perm,  in  f. 
area.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept — 1  h.  ft  L  trk.,  1  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  1,200  ft.;  inf.,  800  ft;  tot  hose.  1,500 
ft.;  f.  aL,  bell  ft  wh.;  vsl.  equip.,  $1,600;  vaL 
bldgs.,  $1;500:  tot  mem.,  22  voL 

Water  Supply — Src.,  well;  aya.,  pump  to  atdp.; 
atdp.  cap.,  60,000  gala.;  dim.,  24  x  20;  mat,  wd.; 

1  pump,  eng.,  daaa  vert,  cap.  dsy  76,000  gala.; 
maina,  2  m.;  12  byd.;  coat,  $8,000. 

PAULLINA,  p.  708;  f.  area,  60  a.;  mere,  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.,  stn,  ft  wd.,  1ft 

2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt 
ord.;  cauaes  of  f.  inv.  F.  dept — 1  comb.  c.  ft  b. 
wag.,  c.  hand  ex.,  2  h.  ft  1.  tik.,  1  boae  reel; 
hoae,  cot,  nib.  lined,  gd.,  660  ft;  f.  al.,  bell; 
val.  equip.,  $500;  vaL  bldgs.,  $1,200;  tot  mem., 
15  voL 

Water  Supply— Src.,  well;  tk.  18  x  24,  cap. 
60,000  gals.;  1  pump;  maina,  2  m.,  4  to  8  in. 
dia.;  prea.,  dom.  85  Iba.,  f.  86  to  100  Iba.;  wka. 
owned  by  town. 

PELLA,  p.  8,021;  f.  area,  840  a.;  mera  bldgs., 
bk.   ft  wd.,    2   stor.;   priv.,  wd.,   2   stor.;   wd.   rfs. 


perm.;  fwka.  ft  combt  oH.  F.  dept — ^1  e.  mg^ 
1  hand  eng.,  2  c.  band  ex.,  1  h.  ft  L  trk.,  2  hose 
csar.;  boae;  nib.,  gd.,  1.400  ft:  f.  aL,  bdl;  viL 
equip.,  $8,000;  val.  bldgs.,  $2,600;  exp.  dept, 
$600;  tot  mem.,  100  voL 

Watar  Supply — Bre.,  weOa,  4  blocks  boi.  cent; 
ays.,  pump  to  atdpw;  atdp.  e8pL«  68,000  gala.;  din., 
22  X  24;  mat,  «tl.;  2  pump,  eng.,  cap.  dsy  720,* 
000  gals.;  maina,  c.  L,  0%  m.,  4  to  10  in.  dia.; 
80  hyd.;  60  v.;  225  met;  254  aerv.;  pipe,  lead  * 
L;  prea.,  dom.  50  lbs.,  f.  88  lbs.;  cons,  dsy,  150,000 
gala.;  cost,  $86,000;  cost  mtce.,  $2,500;  vka 
owned  by  city. 

PERRY,  p.  4,880;  f.  area,  1,280  a.;  nercL  bldga, 
atn.  ft  bk.,  1  to  4  ator.:  priv.,  wd.,  2  ator.;  wd. 
rfa.  perm,  in  L  area.;  fwka.  ft  combt  ord.;  caoMt 
of  f.  inv.  F.  dept. — 1  b.  ft  L  trk.,  12  e.  htad 
ex.,  2  boae  carta;  boae,  cot,  rub.  lined,  gd.,  1,500 
ft;  inf.  kinda,  800  ft;  tot  boae,  2,100  ft;  2  L 
aL;  vaL  bldn.,  $6,000;  exp.  dept,  $800;  tot 
mem.,  88  voL 

Watar  Supply— Src.,  wdla,  4  blodca  bus.  ecnt; 
aya.,  grav.,  pump  to  atdp.  ft  dir.;  atdp.  cap.,  60,- 
000  gala.;  dim.,  10  x  100;  mat,  atL;  2  pomp. 
eng.,  daaa  eomp.  ft  dup.,  cap.  day  1,800,000  gala; 
maina,  11  m.,  4  to  8  in.  dla.:  60  byd.;  20  v.; 
met.  650;  860  aerv.;  pipe,  galv.  L;  prea.,  donL 
60  lbs.,  f.  80  lbs.;  oona.  day,  760,000  galSL;  cost. 
$46,000;  cost  mtce.,  $2,600;  wks.  owned  by  dty. 

PETERSON,  p.  480.  F.  dept — 2  hose  osrts, 
800  ft  hose;  f.  aL,  bell;  16  vol 

Watar  Supply — Src.,  wdl:  aya.,  grav.;  1  pamp^ 
cap.  20  gala,  min.;  rea.,  20  x  24.  cap.  77,000 
pua.;  maina,  H  m.,  4  to  8  in.  dia.;  6  byd.;  prea, 
70  Iba. 

PIERSON,  p.  418.  F.  dept — 1  boae  cart,  600 
ft    boae;    16    voL 

Water  Supply — fire,  well,  ^  m.  bus.  cent;  tft^ 

Jrav.;    etdp.    cap.,    18,000    gals.;    1    punop;    maisc, 
,500  ft,  4  to  6  in.  dia.;  14  byd.;  prea.,  55  to  100 
Iba.;  wks.  owned  by  city. 

POCAHONTAS,  p.  987.  F.  dept — 2  boae  esrts. 
1,000  ft  hoae;  f.  aL,  wb.;  20  voL 

Water  Supply — Src.,  well;  ays.*  grav.;  1  pump, 
cap.  170  gala,  min.;  tk.,  8  x  88.  cap.  11,000  gaki; 
maina,  1,844  ft,  4  to  8  in.  dia.;  8  h^d.;  pita., 
dom.  86  Iba.,  f.  80  Iba. 


POMEROY,  p.  816.     F.  dept — 1  hoae  cait,  500 

ft  boae;  12  voL 

Watar  Supply — Sra,  artedan  wdl;  aya..  grar.; 
rea.  cap.,  80,000  gala.;  2  atdp.,  8  x  84;  1  poap; 
maina,  2  m.,  4  to  8  in.  dia.;  18  byd.;  prcsi,  100 
to  150  lbs. 

PORTSMOUTH,  p.  847.  F.  dept— 2  hoae  caits; 
hoae,  cot,  nib.  lined,  gd.,  800  ft;  int,  200  ft; 
tot  hose;  1,000  ft;  f.  aL,  bell;  18  voL 

Watar  Supply^-^^rc,  wdl;  tk.,  10  x  76,  csp.. 
2,000  bbla.;  1  pump,  enc.;  cap.  day,  8,840  bbls.; 
maina,  8,800  ft.,  4  in.  duL:  7  byd.;  prea.,  dom.  ^ 
f.  86  Iba.;  coat,  $5,000;  wka.  owned  by  dty. 

P08TVILLE,  p.  042.  F.  dept— 1  b.  ft  L  dk^ 
2  boae  carta,  24  bucketa,  1,000*  ft  hoae;  f.  aL, 
bell;  86  voL 

Water  Supply — Src,  well;  aya.,  grav.;  1  panp: 
tk.,  20  X  80,  cap.  70,800  gala.:  maina,  8  n.,  4  to 
8  in.  dia.;  22  hyd.;  prea.,  42  Iba. 

P^A«RIGBURQ.  F.  area,  80  a.;  mere  bldgs., 
bk.  ft  wd.,  2  ator.;  priv.,  wd.,  2  ator.;  wd.  rfa.  pcna- 
in  f.  area;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept — 1  hose  reel,  500  ft.  cot,  rab.  lined  hose; 
f.  aL,  bell;  vaL  equip.,  $600;  vaL  bldga.,  $50; 
tot  mem.,  14  voL 

Watar  Supply — Src,  wen,  1  block  boa.  oat; 
aya.,  dir.  prea.:  atdp.  cap.,  14,000  gala.;  dim.,  8 
X  88;  mat,  atL;  rea.  eap.,  14,000  ip^;  1  pvi^ 
eng.,  cap.  min.  160  gala.;  maina,  c.  i.,  8,080  fu 
2  to  4  in.  dia.;  7  byd.;  4  v.;  prea.,  don.  80  Iba^  t 
126  Iba.;  coat,  $8,000;  wka.  owned  \ty  diltj* 

PRAIRIE  CITY,  p.  784.  F.  dept— 1  h.  ft  L 
trk:,  2  hoae  carta,  24  f.  bucketa,  1,000  ft  hoar; 
f.  aL,  bdl;  28  voL 

Watar  Supply — Src.,  wella;  i^a.,  grav.;  rea.  oif* 
60.000  gals.;  1  pump;  tk.,  20  x  24.,  capi  •8,880 
gala.;  maina,  1\4  m.,  4  to  8  in.  dia.;  16  byd.;  48 
met;  prea.,  48  Iba.;  coat,  $8,000;  wka.  owaed  I9 
dty. 

PRESCOTT,  p.  428.     F.  dqpt— 1  gu 
ft  boae;  no  organisation. 

Watar  Supply— Src.,  wdla  ft  dstens;  1 
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maint,  S  blodu,  SH  in-  dim.;  J  hrd.;  wks.  owoed 
by  Co. 

PRESTON,  p.  042.  P.  dept—l  h.  k  L^trk.,  « 
hoM  caru,  1,200  ft  hoM;  f.  «L,  bell;  25  voL 

Water  Supply — Src.  well;  tk..  20  z  24,  cap. 
07,000  gala.;  1  pyaap;  main*,  1%  m.,  4  to  0  in. 
dia.;  10  byd.;  prea.,  65  Iba. 

PRIMOHAR,  p.  758.  F.  depL — 2  boae  carta, 
1,000  ft  boae:  f.  al.,  bell:  10  vol. 

Water  Supply— arc.,  wella,  1  block  bw.  cent.; 
tj».,  dir.  prat.;  te^.  cap.,  167,500  gak.;  dim..  40 
s  40,  mat.,  cem.;  2  pump,  eng.,  cap.  day,  40,000 
galitu;  mains,  c.  i.;  2  m.,  4  to  0  in.  dia.;  24  byd.; 
8  T.;  86  met.;  85  aerv.;  prea.,  80  lbs.;  cons,  daj, 
10,000  gals.;  coat,  $17,000;  coat  mtce.,  $600; 
wka.  owned  by  dty. 

RADCLITFE,  p.  000.  F.  dapt — 1  comb.  h.  k 
c.  eng.,  1  b.  &  L  trk.,  1  boae  cart,  1,100  ft.  boae; 
f.   aL,  bell;   25  voL  „     ^  ^^  «  

Water  Supply — Src,  wella  k  datema;  2  pompa, 
cap.  55  nla.  min.;  tk.,  20  i  20;  maina,  8,960  ft., 

0  to  8  u.  dia.;  9  byd. 

REDFIELD,  p.  800.  F.  dept — 1  boae  cart;  000 
ft.  boae;  f.  al.,  beU;  val.  equip.,  $500. 

Water  Supply— Snx,  well,  1  m.  bua.  cjmt;  eys., 
dir.  pres.;  1  pump,  en*.;  cap.  day.  ^©.000  gala.; 
mains,  2  m.;  85  byd.Ts  v.;  prea.,  dom.  40  to  126 
Iba.;  coat  $11,000;  wka.  owned  by  city. 

ROD  OAK,  p.  4,880;  f.  area,  80  a.;  mere,  bldgj., 
atn.  ^  bk.,  1  to  8  stor.;  prir.,  wd.  ft  bk.,  1  to  2% 
ator.;  wd.  rls.  not  perm,  in  f.  area;  fwka.  « 
combt.  ord.;  caoaea  of  f.  inv.  F.  d«)t. — 4  c  band 
ex..  1  b.  ft  1.  trk.,  2  hose  carta,  1  hose  wag.  ft  2 
hcs.;  hose,  cot,  rub.  lined,  gd.,  2,900  ft;  f.  al., 
telp.  ft  wb.;  val.  equip.,  $4,070;  val.  bldgs., 
$10,000;  exp.  dept,  $2,400;  tot  mem.,  52,  pd. 
full  time  2,  pd  part  time  4,  vol.  40. 

Water  Supply— Src.,  welk,  1  m.  bna.  cent;  tp,, 
pump  to  atdp.;  atdp.  cap.,  285,000  ffftls-:  dim., 
20  X  100;  mat,  90.;  2  pump,  eng.,  elaaa  dup.  ft 
trip.,  etp.  day  1,500,000  gala.;  maina,  c.  L,  9^ 
m!;  4  to  10^  dia.;  05  Syd.;  52  v.;  met,  400; 
500  aerv.;  pipe,  galv.  i.  ft  lead;  pea.,  dom.  100 
Iba.,  f.  100  fta.;  cone.  day.  100,000  gala^;  coiit, 
$75,000;  coat  mtce.,  $4,500;  wka.  owned  by  city. 

REINBECK,  p.  1,205.  F.  dept—l  b.  ft  L  trk., 
2  hose  carta;  f.  al.,  beU;  20  voL 

Water  Supply— Src,  wella,  %  m.  bua.  cent; 
ays.,  grav.  ft  pump  to  atdp.;  bk.  pmnp.  aUtion;  atdp. 
cap.,  00,000  gali.;  dim.,  20  «  24;  m»t,  atl.;  1 
pu^  eng.;  maina,  iron,  11,400  ft.  4  to  0  to.  dia.; 
22  hyd.;  210  aerv.;  prea.,  dom.  ft  f.,  45  to  50  Iba.; 
coat,  $14,000;  ooat  mtce.,  $1,200;  wka.  owned  by 
city. 

REMSEN,  p.  1.070.  F.  dept—l  h.  ft  L  triL.  « 
hoae  carta,  10  bucketa,  1,100  ft  boae;  f.  aL,  beU; 
18   TOl.  _  ,  _ 

Water  Supply— Src..  well;  ays.,  grav.;  1  Pump, 
cap.  800  gala,  per  min.;  tk.,  18  x  22,  «p.  61,174 
gala.,;  m&s,  1  m.,  5  to  0  in.  dia.;  9  byd.;  prei., 

50  iM. 

RIOEVILLE,  p.  844.  F.  d«t— 1  boae  cart 
900  ft.  bMe;  f.  al..  telp.;  25  vol.,  1  pd. 

Water  Supply-^rc.,  mill  pond;  «••  20  x  22, 
cap.  61,700  «aa.;  1  pump;  »*5»' J'"^  J'f  *^ 
8  in.  dia.;  4  hyd.;  prea.,  dom.  50  Iba.,  f.  125  Iba. 

ROCKFORD,  p.  910:  f.  area,  «  »•:  mere  bldga., 
bk-,  2  ator.;  priv.,  wd.,  8  ator.;  vrd.  rU.  penui 
fwk«.  ft  combt  ord.;  cauaea  of  f.  tov.     F.  dmt— 

1  h.  ft  L  trk.,  2  boae  car.:  boae.  cot,  rub.  Uned, 
id  lUoO  ft;  t  aL,  bell;  vaL  equip.,  $9,000; 
rnH  bldga.,  $600;  exp.  dept,   $1,200;  tot  mem.. 

Water  Supply— Src.  riv.;  gy,,  PJ»?A*KKfJ^*i 
•tdp.  cap..  90,000  gala.;  res.  cap.,  MOO  bbla.:  8 
SJSp.  £$.,  «5ltM  trip.,  cap.  day  800,000  gala. 
maina,  Hi  m.,  4  to  8  in.  dia.;  21  hyd.;  01  awv.; 
msuTdom.  40  Iba.,  f.  185  Iba.;  com.  dy,  80,- 
000  gala.;  coat  $10,000;  cost  mtce..  $1,200;  wka. 
irwnco  by  dty. 

ROCK  RAPIDS,  p.  i.005;  f.  "^  ,*J0  a. ;  m«c 
bldca.,  bk.,  8  ator.;  priv..  wd.,  1  ft  !%■?»•  vjS 
rfs.  pim.;  fwka.  ft  combt  ord.^  F.  dept— Oc  hand 

51  ^  aCT.  trk.,  8  hose  car.;  boae.  cot.  rob.  Itoed, 
Sfc;  1,800  ft;  I  aL,  beU  ft  wb.:vsi.  equip.,  $1,700; 
{Sl  bldgs..  $2,000;  tot  mem.,  60  vol. 

W«l^*upply-^c,  wells,  1  m.  b«.  «?*•?  ^' 

imiiip  to  atdp.;  atdp.  «P-  »V®<>  «f*"i5  d^ob  000 
100ft;  2  pump.  eng..  oIms  trto.,  <»P.  dsy.  900,000 

cflOs.:  matos,  5  m.,  4  to  8  in.  dia.;  68  byd.;  10  v.; 

SSf;;  200Y^20  irv.;  pipe,  gilv.   L;  prea.,  dom. 


05  lbs.,  f.  7(^  lbs.;  cons.  day.  80,000  gak.;  coat 
$82,000;  coat  mtce.,  $1,400;  wks.  owned  by  city. 

ROCK  VAtLEY,  p.  1,198;  mere  bldga.,  bk.  ft  wd. 
F.  dept.— 1  h.  ft  L  trk..  2  boae  car.;  boae.  cot, 
rob.  lined,  gd.,  1,400  ft;  f.  aL.  beU  ft  wh.;  tot 
mem..  20  vol. 

Water  Supply — Src,  wella,  2  blocka  bua.  cent; 
eya.,  pump  to  atdp.;  aldp.  cap.,  42,000  gala.;  dim., 
18  X  20;  loc  2  blocka  atation;  mat,  atL;  1  pump, 
eng.,  cap.  day  570.000  gala.;  maina,  c  L,  2  m., 
4  to  0  to.  dia.;  26  byd.;  7  v.;  100  aerv.;  prea.. 
dom.  40  Iba..  f.  90  lbs.;  cons.  day.  80,000  gala.; 
coat,  $8,000;  coat  mtce..  $000;  wka.  owned  by 
dty. 

ROCKWELL,  p.   700.     F.  dept— 1   comb,  c  ft 

b.  cart,  1  boae  cart  1.250  ft  boae;  1  aL,  bell;  25 
voL 

Water  Supply^-firc,  wells,  to  bus.  cent;  aya., 
air  pree.;  tk..  8  x  86;  1  pump;  maina,  4,000  ft, 
4  to  0  in.  dia.:  11  byd.;  5  v.;  80  met;  80  serv.; 
pres.,  dom.  50  lbs.,  f.  125  lbs.;  wks.  owned  by  dty. 

ROOKWEUL  OITY,  p.  1,528.   F.  dept—l  c.  eng., 

c.  hand  ex.,  <1,000  ft  hose;  f.  aL,  bell;  20  voL 
Water   Supply — Src,   wella;    aya.,   grav.    ft   dir. 

prea.;  8  pumpa,  oombtoed  cap.  000,000  gak.  day; 
atdp.,  12  X  100,  cap.  84,000  gak.;  maina,  2  m.,  4 
to  8  in.  dia.;  10  byd.;  prea.,  dom.  42  Iba.,  L  90  Iba. 

ROLFE,  p.  954.  F.  dept-^1  b.  ft  L  trk.,  8  hoae 
carta,  25  bucketa,  1,000  ft  hoae;  f.  aL,  bell;  17 
vol. 

Water  Supply — Src,  welk;  tank  cap.,  40,000 
gak.;  1  pump;  matoa,  1  m.,  4  to  0  in.  dia.;  It 
hyd.;  prea.,  dom.  85  Iba.,  f.  120  Iba. 

RUSSGLL,  p.  012.  F.  dept. — 1  gaa.  eng.,  left 
L  trk..  .12  c  band  ex.,  1  hose  cart,  950  ft.  hoae;  f. 
al.,  bell;  vaL  equip.,  $1,800;  val*  bldgs.,  $1,200; 
tot  mem.,  80  voL 

Water  Supply — 2  datema,  eombtoed  cap.  10,151 
gak. 

RUTHVEN,  p.  055.  F.  dent— 8  hoae  carta,  1,500 
ft  hoae;  f.  aL.  balk;  22  voL 

Water  Supply — Src,  welk;  aya.,  grav.;  rea.  cap., 
1,500  bbk.;  1  pump,  cap.  500  gak.  mto.;  tk^ 
8  X  80,  cap.  18,680  gala.;  maina,  4,900  ft,  4  to  0 
in.  dia.;  14  hyd.;  prea.,  dom.  70  Iba.,  f.  100  Iba. 

RYAN,  p.  511.  F.  dept—l  boae  cart,  1,000  ft 
boae:  f.  al.,  bell  ft  wh.;  15  voL 

Water  Supply— fire,  well;  eys.,  grav.;  atdp.  esp., 
16,000  gak.;  mains.  %  m.,  8  to  4  in.  dia.;  8  hyd.; 
pres.,  dom.  00  lbs.,  f.  70  lbs.;  cons,  day,  0.000 
gak.;  coat,  $2,500;  cost  mtce.,  $700;  wks.  owned 
by  dty. 

SABULA,  p.  918;  mere  bldga.,  bk.  ft  wd..  8 
stor.;  priv..  wd.,  2  ator.;  wd.  rfa.  perm.:  no  fwka. 
ft  oomot  ord.;  cauaea  of  t  tov.  F.  dept — ^Few 
c  hand  ex.,  1  h.  ft  L  trk.,  2  boae  car.;  hoae,  cot., 
rob.  lined,  gd.,  2,000  ft;  f.  aL,  bell;  vaL  equip., 
$1,000;  vaL  bld^,  $600;  tot  mem..  80  voL 

Water  Supply^— iSrc,  wells,  hi  m.  bus.  cent; 
sya.,  pump  dir.;  atdp.  cap.,  10,000  gala.;  1  pump, 
eng.,  cap.  min.  400  gak.;  maina,  c  L,  4  m.,  4  to 
8  in.  dia.;  80  byd.;  10  v.;  172  aerv.;  pipe,  galv.  L; 
pres.,  dom.  liS  Iba.,  f.  70  lbs.;  cons,  dty,  60.000 
gals.;  cost,  $16,000;  coat  mtce..  $800;  wka.  owned 
by  dty. 

SAC  CITY,  p.  2,201;  f.  area,  700  a.;  mere, 
bldga.,  bk.,  stn.  ft  wd.,  1  to  2%  stor.;  pnv..  wd.. 
stn.  ft  bk.,  1  to  8  ator. ;  wd.  ris.  not  perm,  to  f . 
area;  fwks.  ft  combt  ord.;  causes  of  i.  inv.  F. 
dept — 2  h.  ft  L  trk.,  2  c  eng.,  60  c  hand  ex.,  2 
h.  ft  L  trk.,  8  hose  carts;  hoae.  cot.,  rob.  Itoed.  gd., 
2,000  ft;  inf.,  1,250  ft;  tot  hose,  8,250  ft;  f.  al., 
telp.;  val.  equip.,  $4,000;  vaL  bldgs.,  $5,000;  exp., 
dept,  $500;  tot  mem.,  78  voL 

Water  Supply— Src,  apr.,  1  m.  bus.  cent;  aya., 
pump  to  atdp.  ft  dir.:  res.  cap.,  48,000  gak.;  pump, 
eng.,  cap.  day,  48,200  gak.;  mains,  8  m.,  2  to  8 
to.  dia.;  180  hyd.;  160  serv.;  870  met;  prea.,  dom. 
45  lbs.,  f.  46  to  06  lbs.;  coat  $15,000;  coat  mtce., 
$2,200;  wks.  owned  by  dty. 

SANBORN,  p.  1,174;  f.  area,  40  a.;  mere  bldga., 
bk.  ft  wd.,  1  ft  2  ator.;  priv.,  wd.,  1  ft  2  ator.;  wd. 
Ha.  perm,  to  f.  area;  combt  ord.  F.  dept— 6  h. 
ft  L  trk.,  2  boae  carte;  hoae,  cot,  rob.  Itoed,  gd., 
000  ft:  rob.,  gd.,  400  ft;  inf.,  200  ft;  tot  hoae, 
1,200  ft;  f.  aL,  bell  ft  wh.;  vaL  equip.,  $1,500; 
val.  bldga..  $1,000;  tot  mem..  18  voL 

Water  Supply— Src.  wdk.  %,  m.  bua.  cent;  aya.. 
pump  to  atdp.;  atdp.  cap..  100,800  gala.;  dim.,  22  x 
22;  mat,  ati.  ft  wd.;  1  pump,  eng.,  cap.  day  00,000 
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nls.;  maim,  c.  1.,  4^  m.,  4  to  8  hw  dia.:  20  h^d.; 
7  v.;  met.,  65;  75  aenr.;  prea.,  dom.  46  Iba.,  f.  45 
Iba.;  coat,  $8,000;  coat  mtce.,  |0OO;  wka.  owned 
bj  citj, 

8CHA1.LER,  p.  646.  F.  dept. — 8  hoae  carta, 
1,000  ft.  boae;  f.  al.,  bell;  20  voL 

Watar  Supply — Src.,  well;  aya.,  pump  to  atdp.; 
tk.,  20  z  20,  cap.  47,000  gala.;  1  pump;  18  hyd.; 
prea.,  80  Iba. 

8CHLE8WIQ,  p.  466.  F.  dept.— 2  hoae  carta,  4 
bucketa,  1,000  ft.  hoae;  17  vol. 

Watar  Supply— Src,  well  A  ciatem;  aya.,  pump 
to  atdp.;  atdp.  cap.,  60,000  gals.;  1  pump;  maina, 
10  blocka,  4  to  6  in.  dia.;  18  hyd.;  prea.,  60  Iba. 

SCRANTON,  p.  846;  f.  area,  40  a.;  mere.  Udga., 
bk.  k  wd.,  1  JE  2  ator.;  prir.,  wd.,  1  ft  2  ator.; 
wd.  rfa.  perm,  in  f.  area.  F.  dept.— 1  hand  eng..  2 
hoae  carta;  hoae,  cot.,  rub.  lined,  gd..  1.600  ft; 
inf.,  200  ft.;  tot.  boae,  1,700  ft.;  f.  aL,  bell;  vaL 
equip.,  $800;  vaL  bldga.,  $800;  tot  mem.,  24  voL 

Watar  Supply — Src,  wella.  In  bua.  cent;  aya., 
pump  to  atdp.;  atdp.  cap.,  48,000  gala.;  dim.,  20  z 
26;  mat,  atl.;  1  pump,  daaa  atm.;  maina,  c  L,  2 
m.,  4  in.  dia.;  10  hyd.;  met,  2;  60  aerr.;  pipe, 
wrt  i.;  coat,  $8,600;  coat  mtcc,  $800;  wka.  owned 
by  dty. 

SEYMOUR,  p.  2,200;  f.  area,  100  a.;  Udga., 
bk.  &  wd.,  1  ft  2  8tor.:  wd.  rfa.  perm.  F.  dept — 
1  hand  eng.,  1  h.  ft  1.  trk.,  2  hoae  wag.;  hoee,  cot, 
rub.  lined,  gd.,  1,000  ft;  f.  al.,  wh.:  vaL  equip., 
$1,000;  val.  bldga.,  $100;  tot  mem.,  28  vol. 

Watar  Supply — Src,  wella  ft  datenia;  sya.,  pump 
to  res.  ft  dir..  rec  cap.,  80,000  gala.;  8  pump,  eng., 
class  trip.;  88  hyd.;  12  v.;  mains,  8  m.;  prea.,  dom. 
60  Iba.,  f.  160  lbs.;  coat  $45,000;  wks.  owned  by 
ci^. 

SHELDON,  p.  2,941;  f.  area,  480  a.;  mere  bldga., 
bk.  ft  atn.,  1  to  8  ator. ;  priv.,  wd.,  1  to  8  ator. ;  wd. 
rfa.  not  perm.;  combt  ord.;  caueea  of  f.  inv.  F. 
dept — 1  h.  ft  I.  trk.,  8  hoae  carta;  hoae,  cot,  rub. 
lined,  gd.,  1,000  ft;  rub.,  gd.,  200  ft.;  inf.,  800 
ft;  tot  hoae,  1,500  ft;  f.  aL,  Oamewell;  vaL  equip., 
$1,200;  vai.  bldga.,  $8,600;  ezp.  dept,  $200;  tot 
mem.,  25  rol. 

Watar  Supply — Src,  wella,  1  m.  bua.  cent;  ays., 
pump  to  atdp.;  atdp.  cap.,  61,000  gala.;  dim.,  20  z 
24;  mat,  wd.;  2  pump,  en^.,  cTaaa  comp.  dup., 
cap.  day  1,100,000  gala.;  mama,  c  i.,  6  m.,  4  to 
10  in.  dia.;  89  hyd.;  21  ▼.;  met.,  268;  240  aenr.; 
pipe,  galT.  i.;  prea.,  dom.  41  Iba.,  f.  40  to  100 
.ba.;  cons,  day,  100,000  gala.;  coat  $84,000;  coat 
mtoe..  $2,800;  wka.  owned  by  city. 

SHELL  ROCK,  p.  741.  F.  dept.— 2  hoae  carta, 
1  h.  ft  L  trie,  1,100  ft  hoae;  20  voL 

Watar  Supply — Src,  riv.;  aya.,  grav.  ft  pump  dir.; 
1  pump;  atdp.  cap.,  42.000  gala.;  maina,  8,600  ft, 
4  to  8  in.  dia.;  11  hyd.;  prea.,  dom.  46  Iba.,  f.  90 
Iba. 

8HELLSBURQ,  p.  627.  F.  dept— 1  h.  ft  L  trie., 
1  hand  eng.,  2  hoae  carta,  900  ft  hoae;  f.  aL,  ball; 
88  voL 

Watar  Supply— Src,  waU;  aya.,  air  prea.;  tank 
cap.,  18,686  pUs.;  1  trip,  pump,  cap.  240  gala, 
min.;  mains,  1%  m.,  4  to  6  in.  dia.;  11  hyd.;  4 
▼.;  pres.,  dom.  60  lbs.,  f.  120  lbs.;  wks.  owned  by 
city. 

SHENANDOAH,  p.  4,976;  f.  area,  660  a.;  mere 
bldga.,  bk,.  1  to  2%  «tor.;  priv,,  wd.,  1  to  2  ator.; 
wd.  rfa.  not  perm,  in  f.  area;  fwka.  ft  combt  ord.; 
oauaee  of  f.  inv.  F.  dept — 4  c  hand  ex.,  1  h.  ft  L 
trk.,  2  hoae  wag.,  4  hose  carta,  4  hra.;  hose,  cot,  nib. 
lined,  gd.,  2,200  ft;  inf..  1,000  ft.;  tot  hoae,  8,200 
ft:  f.  al.,  bell,  wh.  ft  telp.;  val.  equip.,  $8,000;  val. 
bldga.,  $15,000;  ezp.  dept,  $2,200;  tot  mem.,  21, 
pd.  full  time  1,  pd.  part  time  20. 

Watar  Supply— Src.  walla,  ^  m.  bua.  cent.; 
aya.,  pump  to  atdp.;  atdp.  cap.,  144,000  gala.;  dim., 
20  z  60;  mat.  iron;  2  pump,  eng.,  daaa  comp. 
dup.,  cap.  day,  2,500,000  gals.;  maina,  c  i.,  1*04 
4  to  10  in.  dia.;  105  hyd.;  71  v.;  met,  890;  89« 
aerv.;  pipe,  galv.  L  ft  lead;  pres-,  dom,  ft  f.,  62  lbs.; 
cons,  day,  800,000  gale.;  cost,  $86,000;  wks. 
owned  by  city. 

SIBLEY,  p.  1,880;  f.  area,  640  a.;  mere  bldg&, 
bk.  ft  wd.,  1  to  8  ator.;  priv.,  wd.,  2  ator.;  wd. 
rfa.  perm,  in  f.  area;  fwka.  ft  combt.  ord.;  oauaea 
of  f.  inv.  F.  dept — 1  c  eng.  on  wla.,  1  h-  *^L 
trie..  2  hoae  carU;  hoae,  cot,  rub.  lined,  gd.,  1,800 
ft;  f.  aL,  beU;  val.  equip.,  $2,500;  vaL  bldga.. 
$6,000;  ezp.  dept,  $800;  tot.  mem.,  60  voL 


Watar  Supply— Src,  8  walla;  ^ya.,  punip.;  2  trip, 
pumps;  maina,  6  m.  t-t        i* 

SIDNEY,  p.  1,019.  F.  dept — 1  hoae  cert  1.000 
ft.  hoae;  no  organisation. 

^y^^^V^  Supply— Src,  weU;  ^ya..  grav.;  1  pomp; 
atdp.,  10  z  100:  maina,  1  m.,  6  to  8  in.  dia.;  U 
hyd.;  prea..  46  Iba. 

SIQOURNEY,  p.  2.082;  f.  area,  800  a.;  mere 
bldga..  atn.,  bk.  ft  wd.,  1  to  8  ator.;  priv.,  eta.,  bk. 
ft  wd.,  2  ator.;  wd,  rfa.  perm,  in  f.  area.  F.  dq»t— 
1  c.  eng.  on  wla.,  2  hoae  carta;  hoae,  cot,  rabi 
Uned.  gdl,  1,200  ft;  Inf.,  200  ft;  tot  hose,  1,400 
ft;  t  aL,  wh.;  vaL  equip.,  $2,000;  tot  mem.,  25 
vol. 

Watar  Supply— Src,  riv.,  2  m.  boa.  cent;  syt, 
pump  to  atdp.  ft  dir.;  atdp.  cap.,  60,000  gala.;  dim., 
20  z  16;  loc.  in  cent  town;  mat,  iron  ft  wd.;  3 
pump,  eng.,  daaa  comp.,  cap.  day  1,224,000  gtls.; 
maina,  c  L,  6Vi  m.,  4  to  8  in.  dia.;  24  fed.;  met. 
4;  16  aerv.;  prea.,  dom.  60  Iba.,  f.  50  to  140  lbs.; 
coat,  $80,000;  coat  mtcc,  $2,000;  wka.  owned  by 
city. 

SIOUX  CITY,  p.  47,828;  f.  area»  84,000  a.;  mere 
bldga.,  atn.,  bk.  ft  wd.,  1  to  7  ator.;  priv.,  mL.  t 
ator.;  wd.  rfa.  not  perm.;  fwka.  ft  oombt  ord., 
causes  of  f.  inv.  jF.  dept — 1  auto,  atr.,  1  aula 
triple  comb.  pump,  eng.,  c.  ft  h.  wag.,  i  auto, 
comb,  c  ft  h.  wag.,  1  str.,  3  comb.  c.  ft  h.  wa(., 
1  c.  eng.  in  reserve,  IS  c.  hand  ex.,  1  h.  ft  1.  trk., 
1  aer.  trk.,  8  hose  wag.,  8  chiefs  wag.,  2  fuel  mf., 
5  exerciae  wag.,  22  hrs.  (2  in  reaerve);  hose,  col, 
rub.  lined,  gd.,  15,150  ft  (500  ft  in  rwerve);  L 
aL,  <3ameweU,  89  bz.;  val.  equip.,  $32,000;  val. 
bldgs.,  $80,000;  ezp.  dept,  $48,028;  tot  moiu 
49,  pd.  full  time. 

Watar  Supply— Src,  wdla.  H  m.  bw.  cent.;  m., 
pump  to  rea.  ft  dir.;  rea.  cap.,  8,000,000  gala.;  loe. 
IH  m.  bus.  cent;  9  pump,  eng.;  cap.  day,  12,250.- 
000  gala.;  mains,  c  L,  78  m.,  4  to  12  in.  dia. 
615  hyd.;  508  v.;  met.,  6,458;  6,468  sorv.;  pipe. 
lead;  prea.,  dom.  100  Iba.,  f.  100  Iba.;  cons,  day, 
2,800,000  gals.;  coat  $776,000;  coat  mtcc.  $30,. 
000;  wks.  owned  by  city. 

SIOUX  RAPIDS,  p.  868;  f.  area,  20  a.:  mere, 
bldga..  bk.  ft  wd.,  2  ator;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  perm.;  fwka.  ft  combt  ord.  F.  dept— 1 
hand  eng.,  48  c  hand  ez.,  1  h.  ft  L  trk.,  2  hose 
wag.;  hoae,  cot,  rub.  lined,  gd.,  10,000'  ft;  int. 
8,000  ft;  tot  hoae,  18,000  ft;  f.  aL.  beU  ft  wh.; 
vaL  eouip.,  $86,000;  vaL  bldga.,  $66,000;  toL 
mem.,  20  voL 

Watar  Supply — Src,  wella.  600  ft  Iwa.  cent; 
s}'s..  pump  to  res.;  res.  cap.,  75,000  gals.;  2  pomp. 
eng.,  claaa  trip.,  cap.  day  600.000  gala.;  mains. 
8  m..  4  to  «  in.  dia.;  24  hyd.;  6  v.;  180  sen.; 
prea.,  dom.  70  lbs.,  f.  120  lbs.;  cona.  day,  85.000 
gals.;  cost  $14,000;  cost  mtcc,  $1,400;  vka. 
owned  by  city. 

SLOAN,  p.  547.  F.  dept — 2  hoae  esrts;  hose, 
cot,  rub.  lined,  gd.,  600  ft;  inf.,  600  ft;  tot 
hose,  1,000  ft;  f.  al.,  beH;  20  voL 

Watar  Supply^-49rc.  4  wells.  2  blocks  bus.  cfnt.; 
«ys.,  pmnp  to  stdp.  ft  dir.,  atdp.  cap.,  60,000  gala; 
mat,  atl.;  1  pump,  eng.,  cap.  day,  60,000  gala.; 
maina,  1^  m.,  4  to  6  in.  dia.;  24  hyd.;  25  met.; 
pres.,  dom.  ft  f.  60  Ibo.;  cona.  diiy,  1,000  gait.; 
coat  $10,000;  cost  mtcc,  $260;  wka.  owned  I7 
city. 

SOLOM,  p.  460.  F.  dept — 1  hand  eng.,  1  hose 
cart.,  600  ft.  hose;  f.  al.,  bell;   16  voL 

Watar  Supply— Src,  well:  Unk.  10  z  18,  oapi. 
27,000  gals.;  1  pump,  cap..  SO  gala,  min.:  nuinf^ 
2,200  ft..  6  to  8  in.  dia.;  7  hyd.;  pres..  40  Ib^ 

SPENCER,  p.  8,006;  f.  area,  820  a.;  mere  bldgi., 
bk.,  atn.  ft  wdl,  2  ator.;  priv.,  wd.,  2  ator.;  wd.  ite. 

Seim.;  fwka.  ft  combt  ord.;  cauaes  of  L  Inv.  F. 
ept — 1  h.  ft  L  trk.,  2  hoae  car.;  hoae,  cot,  nh. 
lined,  gd.,  2,000  ft;  f.  aL,  bell,  2  bz.;  vaL  aqaip.. 
$2,700;  vaL  bldga.,  $800;  ezp.  dept,  $100;  toL 
mem.,  41  voL 

Watar  Supply — Src,  wella,  in  bin.  cent;  vc. 
pump  to  atl.  tank,  cap.  78,000  gala.;  1  pompL  eng.. 
cap.  day  1,600.000  gals.;  maina,  c  L,  4%  Bk,  i  t» 
8  in.  dia.;  21  hyd.;  met,  126;  166  aerv.;  ptoe,  gah. 
L;  prea.,  dom.  60  Iba.,  f.  120  Ibc;  coat  111.000; 
ooat  mtcc,  $860;  wka.  owned  by  dty. 
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etrti;  hOM,  cot,  rub.  lined,  gd.».l,100  ft.;   f.  aL, 
wh.;  tot.  mem.,  21  vol. 

WaUr  Supply-^Src,  well  A  lake,  >>6  m.  but. 
cent.;  fys.^pump  dir.;  stdp.  cap.,  75,000  gals.;  res. 
cap.,  200,000  8«l8.;  1  pump,  eng.,  cap.  day  860,- 
000  gals.;  mains,  c.  l,  8V»  m.,  4  to  8  in.  dia.; 
28  hyd.;  met.,  SQO;  44  serv.;  pres.,  dom.  60  ]b«.,  f. 
1-50  lbs.;  cost,  $22,000;  coat  mtce.,  $1,200;  wka. 
owned  by  city. 

8PRINOVILLE,  p.  820;  f.  area,  1  sq.  m.;  mere, 
Udgs.,  bk.,  1  jc  2  stor.:  prir..  bk.  1  &  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwka.  k  corabt.  ord.;  causes 
of  f.  inv.  F.  dept.— 1  c.  eng.,  1  comb.  c.  ft  h. 
wag.,  c.  hand  ex.,  1  fa.  ft  1.  tra.,  1  hose  reel:  hose, 
cot,  rub.  lined;  gd..  1,200  ft.;  f.  al.,  beU;  vaL 
equip.,  $800;  vaL  Dlogs.,  $600;  tot.  mem.,  48  vol. 

Watar  Supply — Src.,  well;  ays.,  grav.  ft  pump 
dlr.;  1  pump,  cap.  180  gala,  min.;  tk.  cap.,  41,877 
gak.;  mains,  1  ra.,  4  to  8  in.  dia.;  0  hyd.;  pres., 
dom.  ft  f.,  45  lbs.;  cost,  $4,400;  cost  mtce.,  $600; 
wks.  owned  by  Co. 

STANWOOD,  p.  511.  F.  dept — 2  hose  carta,  1 
c.  eng.,  700  ft.  hoae;  f.  al.,  bell  ft  wh.;  17  vol. 

Watar  Supply — Src.,  well;  1  pump;  tk.  cap.,  1,- 
020  gala.;  mains,  60  ft.,  2  in  dia.;  2  hyd.;  prea., 
40  lbs. 

STATE  CENTER,  p.  898.  F.  dept — 8  atr.,  1 
h.  ft  1.  trk.,  2  hose  carta,  left  aer.  trk.,  10  c. 
hand  ex.;  hose,  cot.,  rub.  lined,  gd.,  600  ft.;  rub., 
gd.,  226  ft;  tot  hoae,  826  ft;  f.  at,  bell  ft  wh.; 
val.  equip.,  $2,600:  tot  mem.,  46  vol 

Watar  Supply— Src,  wella;  ay*.,  pump  to  tk.; 
dim.  of  tk.,  22  X  16  ft;  14  hyd.;  1  pump;  coat 
$6,000;   wks.   owned  by  city. 

ST.  ANSQAR,  p.  747.  F.  dept — 2  hosa  carU, 
800  ft  hoae;  f.  al.,  bell;  16  vol. 

Watar  Supply*-^rc.,  well;  a^a.,  grav.  ft  pump 
dir.;  tk.  cap.,  61,700  gala.;  mauia.  4,900  ft,  4  to 
6  in.  dia.;  8  hyd.;  prea.,  dom.  46  Iba.,  f.  60  Iba. 

ST.  OLAF,  p.  170.  F.  dept — 1  hoae  cart,  800 
ft  hoae;  f.  al.,  bell;  10  vol. 

Watar  Supply — Src,  well;  aya.,  grav.;  1  pump; 
rea.  cap.,  66,482  gala.;  maioa,  2,100  ft,  4  in.  dia.; 
4  hyd.;  prea.,  86  lbs. 

STORM  LAKE,  p.  2,428;  f.  area,  640  a.;  mere 
bldga.,  atn.  ft  bk.,  2  ator.:  priv.,  wd.,  2  stor.;  wd. 
rfa.  not  perm.;  eauaea  of  f.  inv.  F.  dept — 1  hand 
eng.,  1  h.  ft  L  trk.,  8  hoae  car.;  hoae,  rub.,  gd., 
900  ft:  inf.,  600  ft;  tot  hoae,  1,400  ft:  f.  al., 
bell;  TaL  equips,  $2,000;  vaL  bldga.,  $2,000;  tot 
mem.,  S6  toL 

Watar  Supply — Src,  lake,  6  bloeka  bua.  cent; 
arc,  pump  to  atdp.  ft  dir.;  atdp.  cap.,  66,000  gale; 
dim.,  10  z  100;  2  pump,  eng.,  cap  day  1,220,000 
gala.;  maina,  2%  m.,  4  to  8  in.  dia.;  26  hyd.; 
11  v.;  met,  60;  81  aerv.;  pipe,  galv.  L;  prea., 
dom.  40  Ibc,  f.  120  Ibc;  coat,  $18,000;  coat 
mtce,  $2,800;  wka.  owned  by  city. 

STORY  CITY,  p.  .1,887;  f.  area,  200  a.;  mere 
bldga.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1 
ft  2  ator.;  wd.  rfs.  perm.:  fwkc  ft  combt  ord.  F. 
dept. — 1  e  hand  ex.,  8  noae  oar.;  hose,  cot.,  mb. 
lined,  gd.,  1,500  ft;  f.  aL,  bell  ft  wh.;  val.  equip., 
$7,000;  val.  bldga.,  $200;  exp.  dept,  $1,200;  tot 
mem.,  26  vol. 

Water  Supply — Src,  wella;  aya.,  grav.,  pump  to 
atdp.;  atdp.  cap.,  61,000  gak.:  dim.,  20  x  22; 
mat,  wd.;  1  pump,  eng.,  cap.  day  860,000  gak.; 
maina,  1  m.,  6  in.  dia.:  12  hyd.;  16  aerv.;  pipe, 
galv.  L;  prea.,  dom.  40  Ibc.  f.  150  Ibc;  coat, 
$6,000;    coat  mtoe,  $860;   wkc   owned  by  Co, 

STRATFORD,  p.  600;  f.  area,  40  a.  F.  dept— 
1  e  enc.,  500  ft  hoae;  val.  equip.,  $1,500;  vaL 
bldflc.  $660;  tot  mem.,  18  voL 

Water  Supply — Src,  well;  ^s..  dir.  prec;  1  pump, 
eng.,  cap.  day  100,000  gak.;  16  hyd.;  pres.,  dom. 
ft  f.,  80  lbs.;  cost,  $5,500;  cost  mtce,  $865;  wks. 
owned  hy  city. 

STRAWBERRY  POINT,  p.  1,062;  f.  area,  860 
a.;  merc^  bldgc,  bk.,  2  ft  8  ator.;  priv.,  wd.,  2  ator.; 
wd.  rfa.  perm,  in  f.  area;  eauaea  of  f.  inv.  F. 
dent. — 2  hoae  wag.,  2  hoae  carta;  hoae,  cot,  rub. 
lined,  gd.,  700  ft;  f.  aL,  bell;  vaL  equip.,  $600; 
vaL   DldffB.,  $200;  exp.  dept,  $60;  tot  mem.,   26 

voL 

Water  Supply — Brc,  welk,  20  roda  buc  cent; 
tjM.t  pump  to  atdp.;  atdp.  cap.,  66,000  gals.;  mat, 
atL  ft  wd.s  2  pump,  ang.,  cap.  day  1,660,000  gale; 
maina,  c  L.  8H  m.,  4  to  6  in.  dia.:  40  hyd.;  170 
r»i  pip^t  fftlv*  i-;  prec,  dom.  60  Ibc,  f.  50  Iba.; 


coat,   $20,000;    coat  mtce,   $600;   wkc   owned  by 
town. 

STUART,  p.  1,826;  f.  area,  700  c;  mere  bldgc, 
bk.,  2  ator.;  priv.,  wd.,  1%  ft  2  ator.;  wd.  rfc  not 
perm.;  fwks.  ft  combt  ord.;  eauaea  of  f.  inv.  F. 
dept — 1  atr.,  1  h.  ft  L  trk.,  2  hoae  car.,  2  hrc; 
hoae,  cot,  rub.  lined,  gd.,  800  ft;  rub.,  gd.,  600 
ft;  inf.,  200  ft;  tot  hoae,  1,600  ft;  f.  al.,  wh.; 
val.  equip.,  $7,000;  val.  bldgc,  $8,000;  exp.  dept, 
$200;  tot  mem.,  44  vol. 

Water  Supply — Sre,  wella,  cap.  12,000  gale 
each;  tk.    with  O-in.  maina;  4  hyd. 

SUMNER,  p.  1,404;  bldgc,  bk.  ft  wd.  F.  dept 
— 2  hoae  carta;  hoae,  1,000  ft 

Watar  Supply — Sre,  tk.;  ^yc,  pump;  cap.  day, 
60,000  gale;  rec  cap.,  20,000  gala. 

SUTHERLAND,  p.  664.  F.  dept— 1  e  eng.,  1 
h.  ft  1.  trk.,  2  hoae  carta,  12  buckets,  700  ft 
hoae;  80  voL 

Watar  Supply — Sre,  well;  aya.,  grav.;  1  pump; 
maina,  1,000  ft,  4  to  6  in.  dia.;  6  hyd.;  prec, 
66  Ibc 

SWEA  CITY,  p.  402.  F.  dept— 1  hoae  cart, 
600  ft  hoae;  14  vol. 

Watar  Supply — Sre,  well;  aya.,  grav.;  i  pump, 
cap.  40  gale  min.;  tk.  cap.,  1,000  bblc;  maina, 
1,000  ft;  12  hyd.;  pres.,  43  Ibc;  wkc  owned  by 
dty. 

TABOR,  p.  909.  F.  dept — 1  comb,  e  ft  11 
eng..  2  hoae  carta,  1  h.  ft  L  trk.,  1,600  ft  hoae; 
f.  at,  bell;  20  voL 

Watar  Supply — Sre,  2  wells;  aye,  grav.;  2 
pump,   eng.,   cap.   day  72,000  gale;   tk.   cap.,   40,- 

000  gale;  maina,   8,000  ft,   4  to  6   in.  dia.;   10 
hyd.;  prec,  10  Ibc 

TAMA,  p.  2,200;  mere  bldgc,  bk.  ft  wd.,  1  to 
8  stor.;  priv.,  bk.,  atn.  ft  wd.,  1  to  8  ator.;  wd. 
rfc  perm,  in  f.  area;  fwkc  ft  combt.  ord.;  causea 
of  f.  inv.  F.  dept — 1  hand  eng.,  8  e  hand  ex.,  1  h. 
ft  L  trk.,  2  hose  wiag.,  1  hose  reel;  hoae,  cot, 
rub.  lined,  gd.,  1,600  ft:  rub.,  gd.,  500  ft;  tot 
hoae,  2,000  ft;  f.  al.,  bell  ft  wh.;  val.  equip., 
$2,500;  val.  bldgc,  $2,000:  tot  mem.,  52  voL 

Watar  Supply — Sre,  welk,  in  buc  cent;  ^yc, 
pump  dir.  ft  atdp.;  stdp.  cap.,  60,000  gale;  2 
pump,  ens.,  cap.  day,  1,200,000  gale;  maina,  6 
m.,  4-  to  8  in  die:  89  hyd.;  21  v.-  800  aerv.:  10 
met.;  pres.,  dom.  75  Iba.,  f.  180  Ids.;  coat,  $40,* 
000;  cone  day,  200,000  gak.;  coat  mtce,  $2,500; 
wkc  owned  by  city. 

TEMPLETON,  p.    278.     F.   dept.— 1   hand  eng., 

1  h.  ft  L  trk.,  800  ft  hoae;  f.  al.,  bell;  20  voL 
Watar   Supply— Src,    5    cktema,    combined   cap. 

600  bblc;  aya.,  pump  to  atdp.,  76  x  12;  7  hyd. 

THOMPSON,  p.  600.  F.  dept — 1  hoae  cart, 
1,000  ft  hoae;  t  al.,  bell;  20  voL 

Watar  Supply — Sre,  well;  tk.,  20  x  20,  cap 
1,600  bblc;  maina,  5,260  ft,  4  to  6  in.  die; 
14  hyd.;  prec,  60  Ibc 

TINQLEY,  p.  880.  T.  dept. — c.  hand  ex.,  1  h. 
ft  L  trk.,  1  hose  cart,  15  buckeU.  650  ft  hose;  t 
al.,  bell;  val.  equip.,  $2,000;  val.  bldga.,  $1,000; 
exp.  dept,  $60;  vol. 

Watar  Supply — Sre,  welL 

TIPTON,  p.  2,048:  f.  area,  40  e;  mere  bldgc, 
bk.,  2  ft  8  ator.;  priv.,  wd.,  2  ator.;  wd.  rfc  not 
perm.  F.  dept — 2  e  eng.,  8  hoae  carta;  hoae, 
cot,  rub.  lined,  gd.,  1,600  ft;  f.  aL,  bell  ft  wh.; 
vaL  equip.,  $6,600;  val.  bldgc,  $8,600;  exp.  dept, 
$850;  tot.  mem.,  40  voL 

Watar  Supply — Sre,  2  wella,  1  block  bua.  cent; 
sya..  pump  to  rec,  to  stdp.  ft  dir.:  atdp.  cap., 
80,000  gale;  rec  cap.,  160,000  mOc;  2  pump, 
eng.,  cap.  day,  850,000  gak.;  maua,  4^  m.,  4 
to  8  in.  die;  68  hyd.;  410  aerv.;  pipe,  galv.  L; 
prea.,  dom.  85  Iba.,  f.  126  Ibc;  cona.  day,  7,971 
gala.;  cost,  $82,000;  coat  mtce,  $2,600;  wka. 
owned  by  city. 

TOLEDO,  p.  1,626;  f.  area,  6  bloeka;  mere 
bldga..  bk.,  1  to  8  stor.;  priv..  wd.,  1  to  8  ator.; 
wd.  rfc  not  perm,  in  f.  area;  fwks.  ft  combt  ord.: 
eauaea  of  f.  inv.  F.  dept — 1  hand  eng.,  8  e  band 
ex.,  1  h.  ft  1.  trk.,  8  hoae  car.;  hose,  cot,  mb. 
lined,  gd.,  2,600  ft;  f.  al.,  bell  ft  wh.;  val.  equip., 
$9,000;  val.  bldga.,  $4,000;  exp.  dept.,  $400;  tot 
mem.,  38  vol. 

Watar  Supply— Sre,  well,  two  blocks  buc  cent; 
aya.,  pump  to  rea.  ft  at<h>.;  atdp.  cap.,  27,000 
gale;  dim.,  10  x  108,  loc.  eastern  part  city; 
mat,  bk.  ft  stl.;  rec   cap.   160,000  gale.  loc.>  at 
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station;  8  pump,  eni^.,  size,  10  x  6  z  10,  eap. 
day  200,000  ffala.;  mafna,  c  i.,  4%  m.,  4  to  8  In. 
dia.;  86  byd.;  16  v.;  met.  164;  180  serv.;  pipe, 
galv.  i.;  pre*.,  dom.  80  Ids.;  cons,  day,  60,000 
ral>.;  cost,  $24,000;  cost  mtce.,  $1,400;  wks. 
owned  by  city. 

TRAER,  p.  1,288;  mere,  bidgs.,  bk.,  1  to  8 
stor.;  priv.,  wd.,  IVi  stor.;  wd.  rfs.  not  perm.; 
no  fwks.  &  combt.  ord.;  causes  of  f.  inv.  F.  dept. 
— 1  h.  Ac  1.  trie.,  2  hose  reels:  hose,  cot,  rub. 
lined,  gd..  1,000  ft;  rub.,  gd..  600  ft;  inf.,  800 
ft;  tot  hose,  1,900  ft:  f.  at,  bell  k  wh.;  vaL 
equip.,  $2,000;  val.  blags.,  $2,000;  ezp.  dept, 
$400;  tot  mem.,  80  vol. 

Water  Supply — Src,  well,  ^  m.  bus.  cent; 
•ys.,  grsT.,  pump  to  stdp.;  stdp.  dim.,  26  z  20, 
loc  near  cent  of  town;  mat,  wd.  Ac  sti.;  1  pump, 
eng.;  mains,  e.  L,  8  m.,  4  to  8  in.  dia.:  19  hyd.: 
6  v.;  met,  40;  pres.,  dom.  26  to  80  lbs.,  f.  86 
to  80  lbs.;  cons.  day.  26,000  g*ls.;  cost,  $11,000; 
cost  mtce.,  $800;  wks.  ownea  by  city. 

TfllPOLI,  p.  7*5.  P.  dept—l  h.  *  L  trk.,  1 
hose  cart,  1,000  ft  hose;  f.  aL,  bell;   86  toL 

Water  Supply— €rc.,  2  wells,  4  blocks  bus.  cent; 
syv.,  dir.  pres.;  res.  cap.,  6,600  gals.;  2  pump,  eng., 
cap.  460  bbls.  hour;  mains,  iron,  2  m.,  4  to  8  in. 
dia.;  8'3  hyd.;  70  v.;  125  met;  130  serv.;  pres., 
«lom.  ft  f.,  60  lbs.;  wks.  owned  by  city. 

UNION,  p.  640.  F.  dept — 1  hand  eng.,  1  hose 
cart,  600  ft  hose;  f.  al.,  bell;  20  vol. 

Water  Supply — ^rc.,  well;  sys.,  grav.;  1  pump, 
cap.  64  gals,  min.;  tk..  18  z  18,  cap.  84,470  gals.; 
mains,  1^  m.,  6  in.  dia.;  6  hyd.;  pres.,  44  Im. 

UTE,  p.  490.  F.  dept—l  hose  cart,  700  ft 
hose;  f.  al.,  bell;  80  vol. 

Water  Supply— Wells,  in  bus.  cent.;  sys.,  grav.; 
«tdp.  cap.,  66,000  gals.;  res.  cap.,  60,000  gals.;  1 
pump.  eng. 

VAIL,  p.  681.  F.  dept— 2  hose  cart^  1  h.  ft  L 
trk..  1,400  ft  hose;  20  vol. 

Wader  Supply— Src,  6  wells;  ^;,  grav.;  stdp., 
18  X  20,  cap.  66,000  gals.;  res.  cap.,  60,000  gak.; 
1  pump,  eng.,  cap.  6$^  75,000  gals.;  mains,  iron, 
8,100  ft,  6  in.  dia.;  20  hyd.;  60  serv.;  pres.,  dom. 
65  lbs.,  f.  7>5  lbs.;  cons.  day.  25,000  gak.;  cost, 
$16,000;  coBt  mtce.,  $800;  wks.  owned  by  city. 

VAUjEY  JUMCnOM,  p.  2.578;  f.  area,  660  a.; 
mere,  bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft 
wd.;  wd.  rfs.  not  perm,  in  f.  area;  causes  of  f. 
inv.  F.  dept — 1  h.  ft  1.  trk.,  c.  hand  ex.,  8  hose 
carts;  hose,  cot,  rub.  lined,  gd.,  1,260  ft;  inf., 
800  ft;  tot  hose,  1.560  ft^;  f.  al.,  bril;  val. 
equip.,  $2,000;  val.  bldgs.,  $2,500;  tot.  mem., 
I'd,  pd.  part  time. 

Water  Supply — Src.,  well;  sys.,  grav.,  pump  to 
stdp.;  stdp.  cap.,  82,000  gsls.;  2  pump,  eng.;  17 
hyd.;  cost,  $24,000;  wks.  owned  by  city. 

VAN  HORNE,  p.  600.     F.  dept. — 1   comb.  c.  ft 
h.  eng.,  600  ft  hose;  f.  al.,  bell;  15  vol. 
Water  Supply — Src,  wells. 

VICTOR,  p.  640.  F.  dept—l  hose  cart,  800 
ft.  hose;  f.  al.,  bell;  no  organization. 

Water  Supply— Src.,  well;  sys.,  grsv.  ft  dlr. 
pres.;  1  pymp;  tk.,  18  z  20,  cap.  42,800  gals.; 
mains,  4  to  6  in.  dia.;  19  hyd.;  pres.,  dom.  60 
lbs.,  f.  100  lbs. 

VILLISCA,  p.  2.039;  f.  area,  750  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept — 1  h.  ft 
1.  trk.,  8  hose  carU;  hose,  cot,  rub.  lined,  gd., 
2,000  ft;  inf.,  500  ft;  tot  hose,  2.600  ft;  f.  aL, 
bell,  elec.;  val.  equip.,  $1,000;  val.,  bldgs.,  $8,600; 
ezp.  dept,  $600;  tot.  mem.,  i6  vol. 

Water  Supply — Src,  spr..  6  blocks  bus.  cent; 
sys.,  grav.,  pump  to  tk.;  tk.  cap.,  100,000  gals.; 
dim.,  20  z  80;  mtl.,  wd.;  res.,  cap.  60,000  gals., 
loc  at  riv.:  2  pump,  eng.,  class  dup.,  cap.  day, 
850,000  gals.;  mains,  8%  m.,  2%  to  6  In.  dia.; 
80  hyd.;  14  v.;  met.,  225;  280  serv.;  nipe,  lesd 
ft  galv.  i.;  pres.,  dom.  65  lbs.,  f.  100  lbs.;  ooet, 
$18,000;  cost  mtoe.,  $2,000;  wks.  owned  by  city. 

VlflTON,  p.  8,886;  f.  area,  660  a.;  mere  bldgs., 
mostly  bk.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept — 1  hand  eng,  2  c  hand  ex.,  1  h.  ft  L  trk., 
4  hose  ear.,  2  c  In.,  2  hn.;  hose,  cot,  nib. 
lined,  gd.,  2,600  ft;  f.  si.,  wh.  ft  beU;  vsl.  equip., 
•8,000;  val.  bldss.,  $6,000;  exp.  dept,  $806.45; 
tot  mem.,  90  vol 


Water  Supply— Src,  wells  ft  rlv.,  2  blocks  bw. 
cent;  sys.,  pump  dir.  to  mains;  8  pump,  eng.,  ap. 
day  1,500,000  gals.;  mains,  c  i.,  9  m.;  66  hyd.; 
met,  400;  500  serv.;  pres.,  dom.  60  Bml,  t  120 
lbs.;  cons,  day,  160,000  gak.;  wks.  owned  by  city. 

WALCOTT,  p.  416.  F.  dept— 2  hose  carts. 
1,250  ft  hose;  f.  al.,  beU;  12  voL 

Water  Supply — Src,  well;  sys.,  grav.,  1  pomp, 
cap.    800  bbls.   hour;   tk.,    20   z   22,   csp.   61,700 

Gls.;  mains,   6.610  ft,  2H>  4  ft  6  In.  dia.;  IS 
d.;  pres.,  40  lbs. 

WALKER,  p,  617.  F.  dept — 1  hose  esrt,  500 
ft  hose;  f.  aL,  bell;  14  voL 

Water  Supply— «rc,  well;  sys.,  grav.;  res.  cap., 
40,000  gals.;  mains,  4,000  ft,  0  in.  dia.;  9  l^d.; 
6  v.;  40  met.;  pres.,  dom.  ft  f.,  62  Vbt.;  cost 
mtoe.,  $250;  wks.  owned  by  dty. 

WALNUT,  p.  950.  F.  dept—l  hose  esrt,  1  e 
enar.,   1,200  ft  hose;  f.  al.,  beU;   19  voL 

Water  Supply — Src,  well;  sys.,  grav.;  std^  cap.. 
68,900  gals.;  res.  cap.,  64,579  gak.;  1  pump,  taf.; 
mains,  c  L,  2  m.,  4  to  8  in.  dia.;  pres.,  dom.  60 
lbs.,  f.  60  to  160  lbs.;  wks.  owned  hy  city. 

WALL  LAKE,  p.  661.  F.  dept—l  h.  ft  L  trt, 
8  hose  carts,  6  buckets,  1,200  ft  hose;  f.  sL,  bcO; 
25  voL 

Water  Supply— Src,  well;  tk.,  1«  z  20,  csp. 
60,000  gals.;  1  pump;  mains,  5  m.,  8  to  6  ia. 
dia.;  18  hyd.;  pres.,  M  lbs. 

^.y^^^^^^^  P*  l.«««i  '.  •»*.  S40  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priT^  bk.  ft  wdL,  1 
ft  2  stor.;  wd.  rf^  perm,  in  f.  area.;  fwks.  ft  combL 
ord.;  causes  of  f.  inv.  F.  dept — 1  oonb.  h.  ft  e. 
eng.  on  wis.,  2  hose  carts;  hose,  cot,  nib.  Used, 
gd..  600  ft:  inf.,  800  ft;  tot  hose,  700  ft;  t 
aL,  belk;  val.  equip.,  $1,400;  vaL  Udgs.,  $8,009; 
ezp.  dept,  $90;  tot  mem.,  80  voL 

Water  Supply— Src,  wdk:  sys.,  eomnmti  sir 
ft  pump  to  stdp.;  2  pump,  eng.,  dasa  tttp.;  attiaa. 
c  i.,  8  m.,  4  to  6  in.  dia.;  126  hyd.;  wks.  owned 
by  dty, 

WASHINGTON,  p.  4,880:  f.  area,  1,880  a.;  mtte. 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  8  stor.:  wd.  ifk. 
perm,  outside  of  f.  area;  fwks.  ft  oombt.  ord.;  eaosia 
of  f.  inv.  F.  dept — 1  h.  ft  L  trk.,  2  hose  wig. 
2  hose  reek;  hose,  cot,  rub.  lined,  gd.,  8,600  ft; 
inf.,  «00  ft;  tot  hose,  8,100  ft:  f.  «L,  aotomatie: 
vaL  equip.,  $2,600;  v>aL  bldgs.,  $6,000;  exp.  dept^ 
$600;  tot.  mem.,  76  vol. 

Wsler  Supply— Src,  wells,  6  blocks  bos.  eat: 
sys.,  pump  to  res.  ft  stdp.;  stdp.  capu,  180,0M 
gak.;  dim.,  14  z  110;  mat.  Iron;  res.  eap^  80.066 
gak.;  loc  at  station;  4  pump,  eng.,  dauM  «pL. 
cap.  day.  1,800,000  gak.;  mains,  c  L,  12  sdl,  4  to 
10  in.  dia.;  116  hyd.;  88  v.:  met,  800;  800  seiv.; 
pipe,  lead;  pres.,  dom.  46  lbs.,  f.  80  to  100  lbs.; 
cons,  day,  200,000  gals.;  wk&  owned  by  city. 

WATERLOO,  p.  26,698;  f.  ana.  8,640  a.;  mac 
bldgs.,  bk.,  stn.  ft  cone,  1  to  8  stor.;  priv.,  wd.,  1 
to  8  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  cooibt  srl 
F.  dept. — 1  str.,  2  oomb.  c  ft  h.  wag.,  1  chiefa 
auto.,  2  auto.  comb,  c  ft  h.  wag.,  8  c  hand  ex., 
1  aer.  trk.,  2  hose  carta.  7  hn.;  hose,  cot,  rsfa^ 
lined,  gd.,  6.760  ft.:  f.  aL,  OamewcOl,  81  bz.;  «aL 
equip.,  $82,010;  val.  bldgs.,  $47,000;  ezp.  dcf)t, 
$81,000;  tot  mem.  72,  pd.  full  time  28,  pd.  put 
time  46. 

Watar  Supply — Src,  deep  welk;  sfs.,  pomp  dlr.; 
res.  cap.,  80,000  gak.;  loc  near  uant;  8  psnp. 
eng.,  class  oomp.  cond.,  cap.  day  11,000,000  gab.: 
mains,  c  L,  48  m.,  4  to  84  in.  oa.;  461  ayd.; 
480  v.;  met.,  4,000;  6,600  serv.;  p^  galv.  L: 
10  Iba.,  f.  100  lbs.;  cona.  day.  1,871,006 


pres.,  dom.  60 ,  _, . 

gak.;  wks.  owned  by  dty. 

WAUKON,  p.  8,026;  f.  area.  40  a.;  mere,  i 
stn.  ft  bk.,  2  ft  8- stor.;  priv.,  bk.  ft  wd.,  IH  -«— t 
wd,  rfs.  not  perm,  in  f.  area;  fwks.  ft  eoaabt  art.: 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  I.  trk.,  8  c  hssd 
ez.,  8  hose  carts;  hose,  oot,  rd».  lined,  gd.,  1,260 
ft;  inf.,  500  ft.;  tot  hose,  1,700  ft;  L  sL,  dec 
ft  tdp.;  val.  equip.,  $8,800;  val.  bldga.,  $10,060; 
exp.  dept,  $50;  tot  mem.,  49  vd. 

Water  Supply — Src,  wdla,  %  m.  bos.  eaart.;  sr»* 
pump  to  stdp.  ft  dir.  to  maina;  stdp.  espb,  116,006 
gak.;  dim.,  14  x  100;  mat.  Iron;  1  pamp.  esg* 
cap.  day,  108,000  gak.;  mains,  c  i.,  6»  m.,  4  C» 
10  in.  dia.;  66  hyd.;  met.  886;  860  ssrv.;  pip^ 

gdv.    L;    pres.,  dom.    ft6    lbs.,   f.    100  lbs.;    

day.    65,000    gals.;    oost     $46,000;    cost 
$1,800;  wks.  owned  by  my. 
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WAVERLY,  p.  8,206;  f.  area,  600  a.;  mere. 
Udga.,  bk.,  1  to  8  ator.;  priv.,  wd.,  1  ft  8  ator.;  wd. 
rfs.  not  penn.;  fwka.  ft  combt.  ord.;  cauaea  of  f. 
inv.  F.  dept. — 8  c  band  ex.,  1  h.  ft  1.  trk.,  8 
kofie  reels;  hoee,  cot.,  rub.  lined,  gd.,  1,800  ft.; 
rub.,  gd.,  800  ft.;  inf.,  100  ft.;  tot.  bose,  2,200  ft.; 
f.  al.,  elec;  val.  equips,  $4,000;  vml.  bidgs.,  $7,000; 
exp.  dept,  $850;  tot.  mem.,  52  vol. 

Watar  Supply — Src,  well,  H  block  bua.  cent.; 
va.,  pnmp  to  atdp.  ft  dir.;  atdp.  cap.,  60,000  gala.; 
mat.,  wd.  ft  atl.;  rea.  cap.,  5.000,000  gala.;  2  pwnp. 
cng.,  cap.  day  4,500,000  gala.;  maina,  c.  i.,  8  m., 
4  to  10  In.  dia.;  68  hyd.;  25  v.;  met,  820;  850 
aenr.;  pipe,  c.  L;  prea.,  dom.  66  Iba..  f.  100  to  180 
Iba.;  coat  mtce..  $1,000;  wka.  owned  by  dty. 

WEBSTER  CITY,  p.  6,208;  f.  area,  2,400  a.; 
mere  bldga.,  bk.  ft  wd.,  1  to  8  ator.;  priv.,  wd.  ft 
bk.,  2  ator.;  wd.  rfa.  perm.;  fwka.  ft  combt.  ord.; 
eanaea  of  f.  inv.  F.  dept. — 1  comb.  c.  ft  b.  wag.. 
1  comb,  c,  h.  ft  1.  trk.,  4  &  band  ex.,  1  h.  ft  L  trk., 
1  hoae  wag.,  2  his.;  hoae,  cot,  rub.  lined,  gd.,  8,000 
ft.;  f.  aL^  bdl  ft  wh.,  10  bx.;  val.  equip.,  $8,000; 
▼aL  bldga.,  $10,000;  exp.  dept,  $1,500;  tot  mem. 
18,  pd.  part  time  12,  pd.  full  time  1;  undra.  rating, 
aecond  idaaa. 

Watar  Supply — Src.,  4  wella,  1,000  ft.  bua.  cent; 
qra.,  pump  to  atdp.;  atdp.  cap.,  65,000  gala.;  loc 
at  atation;  mat,  atl.;  2  pump,  eng.,  daaa  trip.,  aixe 
10  X  12,  cap.  day  1,440,000  gala.;  maina,  c.  i.,  IS 
m.,  4  to  10  In*  dia.;  92  hyd.;  44  v.;  met,  261;  780 
aerr.;  pipe,  galT.  i.;  prea.,  dom.  45  Iba.,  f.  110  Iba.; 
coat,  $64,880;  coat  mtce.,  $2,100;  wka.  owned  by 
dtr, 

WELLMAN,  p.  724.  F.  dept-— 8  boae  carta,  1  h. 
ft  L  tik.,  1,850  ft  hoae;  f.  aL,  bell;  88  vol. 

Watar  Supply — Src.,  8  wella;  aya.,  grav.;  1  pump, 
daaa  trip.;  atdp.  cap.,  86,000  gala.,  16  z  18;  mat, 
aa.;  maina,  6,900  ft.,  4  to  6  in.  dia.;  18  hyd.; 
prea.,  76  Iba. 

WEST  BEND,  p.  679.  F.  dept — 1  hand  cog., 
1  hose  cart,  750  ft.  hoae;  no  organisation. 

Wat«r  Supply— Src,  weU;  atdp.,  22  z  84,  cap. 
1,800  bbla.;  1  pump;  maina,  IH  m-*  «  to  6  in. 
dia.;  17  hyd.;  prea.,  40  Iba. 

WEST  BRANCH,  p.  667.  F.  dept— 1  hand  eng., 
1  hoae  cart,  1  h.  ft  1.  trk.,  2  Baboock'a,  950  ft 
hoae,  22  hyd.;  f.  al.,  bell;  25  vol. 

WEST  BURLINGTON,  p.  1.206.  F.  dept.— 1  h.  ft 
L  trk.,  2  hoae  car.,  1  c  eng.;  hoae,  1,200  ft;  tot 
mem..  80  voL 

Water  Supply — Sre.,  priv.  wella,  rea.;  4,400  ft 
maina.    6  in.  dia.;   12  hyd. 

WEST  LIBERTY,  p.  1,666;  f.  asraa,  820  ^a.; 
mere,  bldga.,  bk.  ft  atn.,  1  ft  2  ator.;  priv.,  bk., 
Btn.  ft  wa,  1  ft  2  ator.;  wd.  rfs.  perm,  in  f.  area; 
fwka.  ft  combt.  ord.;  cauaea  of  f.  inv.  F.  dept. — 
1  hand  eng.,  1  c.  eng.,  1  h.  ft  L  trk.,  2  hoae  carta; 
hoae.  cotTmb.  lined,  gd.,  1,600  ft;  inf.,  400  ft; 
tot  boae.  1,900  ft;  f.  ad.,  bell,  wh.  ft  telp.;  vaL 
equip.,  $25,000;  vaL  bldga.,  $8,000;  exp.  dept., 
$800:  tot  mem..  80  vol. 

Watar  Supply— Src,  wella,  102  ft  above  bua. 
diatrict;  aya..  grav.  ft  dir.  prea.,  pump  to  tk.  ft  dir.; 
Btaticm  alao  UMd  aa  an  dec  light  plant;  2  pumpa, 
cap.   600  gala,  min.;  tk.  cap.,  60,000  gala.;  mat. 


»tL;  rea.  cap.,  800,6oo  gala.;  2  pump,  eng.,  claaa 
dup.;    cap.  day,  800,000  gala.;  maina,  8  m.,  8  to 

19  in.  dia.:  88  hyd.;  5  v.;  met,  10;  440  aerv.; 
pipe.  galv.  L;  prea.,  dom.  40  lbs.,  f.  100  Iba.;  cona. 
day.  88,000  gala.;  coat,  $19,000;  coat  mtce.. 
tl,800;  wka.  owned  by  dty. 

WEST    SIDE,   p,    867.     F.    dept— 1    hoae    cart, 
1   c  engf..  6  f.  budceta,  600  ft  boae;  f.  al.,  bell; 

20  voL 

Water  Supply— Src,  wdla;  prea.,  72  Iba. 

WEST  UNION.  P.  1,«2;  f.  area,  1%  «|.  m.; 
mere  bldga.,  bk.,  1  to  8  ator.;  priv.,  wd.,  2  ator.: 
wd.  rfa.  not  penn.  F.  dept — 1  c  eng.,  8  c  hand 
'ex..  1  h.  ft  1  trk.,  8  hoae  wag.;  hoae,  cot,  rub. 
lined,  «d.,  1,600  ft;  inf.,  200  ft.;  tot,  hoae, 
1  700  A.;  f.  aL,  bell  ft  wh.;  val.  equip.,  $8,000; 
czp.  dept..  $75;  tot.  mem.  56  voL.  2  jmI  men. 

')ifutr  Supply— Src,  wella.  %  m.  bua.  cent; 
aya..  pump  to  atdp.;  atdp.  cap.,  84,000  gala.;  dim., 
12  X  100:  mat,  aO.;  pump,  eng.,  cap.  day  1,- 
400.000  Kwa.;  maina,  c  l.,  6%  m.,  4  to  8  in.  dia.; 
SO  iyd.;    16  v.;  met,  4;  400  aerv.;  pipe,  galv.  i; 


prea.,  dom.  60  Iba.,  f.  100  lbs.;  coat,  $20,000; 
coat  mtce.,  $1,200;  wka.  owned  by  city. 

WHAT  CHEER,  p.  1,720;  f.  area.  800  a.;  mere 
bldga.,  bk.  ft  wd.,  2  ator.;  priv.,  wd.,  2  ator.;  wd. 
rfa.  not  perm,  in  f.  area;  fwka.  ft  combt.  ord.  F. 
dept. — 1  atr.,  6  c.  hand  ex.,  8  hose  reete;  hoae, 
cot.,  rub.  lined,  gd.,  1,160  ft;  f.  al.,  bell;  tot. 
mem.,  25  voL 

Water  Supply— -Src,  creek;  aya.,  pump  to  atdp.; 
atdp.  cap.,  1,600  bbla.;  maina,  608  yda.,  4  in.  dia.; 
2  l^d.;  1  v.:  2  aerv.;  prea.,  f.  15  Iba.;  cost,  $225; 
wka.  owned  by  dty. 

WHEATLAND,  p.  689.  F.  dept— 1  hoae  cart, 
1,100  ft  hoae;  f  .aL,  bell;  25  vol. 

Watar  Supply — Src,  2  wella;  tk.,  8  z  4;  1 
pump.;  maina,  1  m.,  6  in.  dia.;  12  hyd.;  pres.,  f. 
60  loa. 

WILLIAMS,  p.  457.  F.  dept— 1  hoae  cart  ft 
ladder  wag.,  600  ft.  hoae;  f.  aL,  bell;   18  voL 

Water  Supply— Src,  arteaian  wdl;  tk.,  20  z  80, 
cap.  49,990  gala.;  1  pump;  maina,  1,560  ft,  4  to 
8  in.  dia.;  7  ny'd.;  prea.,  46  Iba. 

WILLIAMSBURG,  p.  1,600;  f.  area,  160  a.; 
mere  bldga.,  atn.,  bk.  ft  wd.,  1  ft  2  ator.:  priv., 
bk.  ft  wd.,  1%  ator.;  wd.  rfa.  not  perm,  in  f.  area; 
fwka.  ft  combt  ord.;  cauaea  of  f.  inv.  F.  dept— • 
2  c  hand  ex.,  1  h.  ft  L  trk..  2  hoaa  carta:  hoae, 
cot,  rub.  lined,  gd.,  1.200  ft;  f.  aL,  bell;  vaL 
equip..  $1,000;  ^-al.  bldga.,  $1,000;  tot.  mem.| 
80  voL 

Watar  Supply — Src,  wella;  aya.,  pump  to  atdp.; 
atdp.  cap,  68,000  gala.;  mat,  wd.;  rea.  cap.,  60,- 
000  gals.;  1  pump,  eng., -cap.  day  68,000  gala.; 
maina,  8  m.,  4  to  6  in.  dia.;  27  hyd.;  met,  4;  120 
aerv.;  pipe,  galv.  L:  prea..  dom.  40  Iba.,  f.  100 
Iba.;  cona.  day,  16,760  gala.;  coat,  $16,000;  coat 
mtce.,  $1,000;  wka.  owned  by  dty. 

WILTON,  p.  1,167;  f.  area,  264  a.;  mere  bldga., 
atn.,  bk.  ft  wd.,  1  to  -8  ator.;  priv.,  wd.,  2  ator.;- 
wd.  rfa.  perm.;  fwka.  ft  combt  ord.;  cauaea  of  u 
inv.  F.  dept — 1  h.  ft  1.  trk.,  2  hoae  oar.;  boae^ 
cot,  rub.  lined,  gd.,  1.150  ft;  f.  al.,  bdl  ft  wh.; 
val.  equip.,  $2,500;  val.  bldga.,  $2,000;  ezp.  dept, 
$40;  tot  mem.,  6^  vol. 

Water  Supply— Src,  well;  qra.,  pump  to  rea.; 
rea.  cap.,  60,000  gala.;  1  pump,  eng.,  cap.  day 
482.000  gala.;  maina,  40  blocka,  2  to  6  in.  dia.; 
19  nvd.;  6  v.;  169  aerv.;  prea.,  dom.  40  Iba.,  f. 
120  Iba.;  coat  $12,000;  wka.  owned  by  town. 

WINTERSET.  p.  2,818;  f.  area.  22%  a.;  mere 
bldga.,  bk.,  2  ator.;  priv.,  wd.,  2  ator.:  wd.  rfa. 
perm.;  fwka.  ft  combt  ord.;  cauaea  of  x.  inv.  F. 
dept — 1  atr.,  1  c  eng.,  1  h.  ft  L  trie.,  1  hoae  cart; 
hoae.  cot,  rub.  lined,  gd.,  2.600  ft;  t  aL,  wh.  ft 
bell;  vaL  equip.,  $8,000;  vaL  bldga.,  $8,000;  tot 
mem..  80  vol. 

Watar  Supply  Src,  wella,  1  m.  bua.  cent;  aya., 
pump  to  atdp.;  atdp.  cap.,  100,000  gala.; 
2  trip,  pumpa,  8  z  10;  cap..  986,000  gala.:  maina, 
10  m.,  4  to  8  in.  dia.;  48  hyd.;  prea.,  dom.  60 
Iba.;    coat,   $60,000;   wka.   owned  by   dty. 

WINTHROP,  p.  629.  F.  dept — 1  hoae  eart, 
600  ft  hoae;  f.  al.,  bdl;  18  voL 

Water  Supply— Src,  well;  cya.,  grav.;  l  pump; 
cap.,  11,000  gals.;  maina,  1%  m.,  4  to  6  in.  dia.; 
18  hyd.;  8  v.;  prea.,  dom.  ft  f.,  50  to  80  lbs.;  eona. 
day,  10,000  gaK;  cost,  $8,000;  cost  mtce.,  $600; 
wka.  owned  by  dty. 

WOODBINE,  p.  1,588;  mere,  bldga.,  bk.  ft  wd. 
F.  dent-^l  h.  ft  L  trk.,  1  hoae  car.;  hoae,  cot. 
rub.  lined,  gd.,  760  ft;  f.  al..  bdl;  tot  mem.,  27 
voL 

Watar  Supply — Src,  4  wells,  %  m.  bua.  cent; 
aye.,  pump  to  atdp.;  stdp.  cap.,  100,000  gals.;  mat, 
atL;  1  pump,  eng.;  maina,  c  L,  8^  m.,  4  to  6  in. 
dia.;  80  hyd.;  11  v.;  1«0  met;  168  eerv.;  prea., 
dom.  ft  f.,  50  lbs.;  cona.  dHy,  80,000  gals.;  coat, 
$15,000;  cost  mtce.,  $1,000;  wks.  owned  by  dty. 

WYOMINQ,  p.  788.  F.  dept— 1  comb,  c  ft 
h.  eng..  2  hoae  carta,  1  h.  ft  L  trk.,  400  ft  hoae; 
f.  aL,  bdl:  25  voL 

Water  Supply— Src,  wdl;  ava.,  grav.  ft  pump 
dir.;  1  pump;  rea.  cap.,  1,600  bbla.:  maina,  2  m., 
4  to  6  in.  dia.;  16  hyd.;  prea.,  66  loa. 

Plaeea  with  a  population  of  1,000  or  more  not 
reported— eddyville,  Elkader,  Hartley,  Loat  Nation, 
Wittemore. 
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ABILENE,  p.  4,118:  f.  a..  640  ft.;  mere,  bldgiu, 
bk.  jc  wd.,  1  to  8  stor.;  priv.,  bk.  &  wd.,  1  &  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwka.  k,  combt.  ord.; 
tauses  of  f.  Inv.  F.  dept. — 1  comb.  c.  ladder  A; 
hose  vrajr.;  4  c  hand  ex.,  1  hoec  reel;  hose,  cot., 
rub.  lined,  gd.,  1,700  ft.;  inf.,  800  ft.;  tot.  hoae; 
2,000  ft.;  f.  al.,  telp.  &  wh.;  val.  equip.,  |4,S76; 
vul.  bldgs.,  $15,000;  exp.  dept.,  $1,980;  tot.  mem., 
14,  pd.  full  time  2,  vol.  12;  undrs.  rating, 
aeoond    class. 

Watar  Supply — Src.,  spr.,  4  m.  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  150,000  gals.;  2  pump, 
eng.,  cap.  day  2,500,000  gale.;  mains,  16  m.;  80 
hyd.;  1,165  met.,  1,200  aerv.;  pres.,  dom.  40  lbs.,  f. 
100  Ibe.;  cons,  day,  750,000  gals.;  wk».  owned  by 
city. 

ALMA,  p.  1,010;  f.  area,  600  a.;  mere  bldgi^, 
■tn.,  1  to  2  stor.;  priv.,  wd.  ft  atn.,  8  stor.;  w<L 
rft  not  perm,  in  f.  area.  F.  dept — 1  hand  eng.,  1 
a  eng.  on  wis.,  1  h.  ft  1.  trk.,  2  hose  carts;  hose, 
cot.,  mb.  lined,  gd.,  1,000  ft.;  nib.,  260  ft.;  tot. 
hoae,  1,260  ft.;  f.  al.,  bell  ft  elec.,  12  bx.;  vaL 
equip.,   $8,000;   val.   bldga.,   $900;  tot.   mem.,  80 

Water  Supply — Src.,  8  etatenia  ft  weUa. 

ALTOONA,  p.  1,700;  f.  area,  1  »q.  m.;  mere, 
bldgs.,  bk.,  stn.  ft  wd.,  1  ft  2  ator.;  priv.,  bk.  ft 
wd.,  1  ft  2  ator.:  wd.  rfa.  perm,  in  f.  ar«;  no 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — t 
hand  hose  reels,  1  comb.  c.  ft  hand  pumo.  oig.; 
hose,  cot.,  rub.  lined,  gd.,  1,800  ft;  f.  al.,  bell; 
tot.  mem.,  16  voL 

Water  Supply — Src.,  well,  1  m.  bua.  cent.;  sya., 
pump  to  stdp.;  stdp.  cap.,  70,000  gala.;  2  pump, 
eng.,  cap.  di^  720,000  gala.;  mains,  4  m..  4  to 
6  in.  dia.;  17  hyd.;  pres.,  dom.  66  to  66  lbs.,  I. 
110  lbs.;  wks.  owned  >y  city. 

ANTHONY,  p.  2,66»;  f.  area,  660  a.;  mere 
bldgs..  wd.,  bk.  ft  atn.,  1  ft  2  stor.;  frame  bldga. 
not  perm.  F.  dept. — 1  aer.  trk.,  8  hose  car.;  hose, 
cot.,  rub.  lined,  gd.,  1,200  ft;  fair,  1,000  Jt.;  tot. 
hose,  2,200  ft.;  f.  al.,  bell;  val.  equip.,  $2,000; 
exp.  dept.,  $200;  tot.  mem.,  80  voL;  undrs.  rating, 
second  class. 

Water  Supply— fire,  wells;  sya.,  pump  dir.;  2 
pump,  eng.,  cap.  day  1,600,000  gala.;  mains,  11 
m.,  6  to  10  in.  dia.;  76  hyd.;  met.,  460;^P««»- 
dom.  60  to  80  lbs.,  f.  120  lbs.;  cost,  $40,000; 
cost  mtce.,  $8,000;  wks.  owned  bj  eity. 

ARGENTINE,  consolidated  with  Kansas  City,  Kan. 

ARKANSAS  CITY,  p.  7.608;  L  area,  640  a.; 
mere,  bldgs.,  stn.  ft  bk.,  1  to  6  stor.;  priv.,  wd.,  1 
stor.:  wd.  rfs.  not  perm.,  in  f.  area;  causes  of  f. 
not  inv.  F.  dept. — 1  auto.  comb.  c.  k  h.  wag., 
1  h.  ft  1.  trk.,  4  c.  hand  ex.,  1  hose  wag.,  1  hose 
reel,  8  hrs.;  hose,  cot.,  rub.  lined,  gd.,  2,400  ft; 
f.  al.,  telp.;  val.  equip.,  $8,000;  val.  bldge.,  $8,000; 
tot  mem.  14,  pd.  full  time  2,  pd.  part  time  2, 
vol.  10. 

Water  Supply— Src,  spr.,  %  m.  bus.  cent;  aye., 
pump  to  stdp.  ft  dir.;  stdp.  cap..  73,600  gals.; 
dim.,  10  X  12-5;  loc.  %  block  bua.  cent;  mat, 
iron;  res.  cap.,  125,000  gals.;  2  pump,  eng.,  cap. 
day  1.846,488  gals.;  mains,  c.  i.,  16  m.,  4  to 
10  in.  dia.;  204  hyd.;  met,  401;  1,130  Mjrv.; 
pipe,  galv.  i.;  pres.,  dom.  68  lbs.,  f.  126  lbs.; 
cons,  day,  260,000  gals.;  cost  mtce.,  $6,200;  wks. 
owned  by  city. 

ASHLAtiD.  p.  010;  f.  area,  1%  sq.  »■;»«*• 
bldgs.,  bk.,  stn.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.,  stn. 
ft  wd.,  1  ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  no 
fwks.  ft  combt  ord.:  causes  of  f.  inv.  F.  dept — 1 
h  ft  1.  trk.,  2  hand  hoae  carts.  1  c.  hose  cart ;  hose, 
cot.,  rub.  lined,  gd.,  1.000  ft;  f.  al.,  telp.  ft  bell; 
vaL  equip.,  $1,150;  val.  bldgs.,  $200;  tot.  mem., 
10  voL 

Watar  Supply — Src.,  4  wells,  1  m.  bus.  cent.; 
sys.,  pump  to  atdp.;  stdp.  eap.,  60,000  gala.;  dim., 
20  X  20;  mat,  stl.;  1  pump,  eng.,  daas  trip.,  cap. 
day  604,000  gals.;  mains,  2.7  m.,  4  to  6  in.  dia.; 
17  hyd.;  pres..  dom.  45  lbs.,  f.  100  lbs.;  cons, 
day.  26.000  gals. 

ATCHISON,  p.  16,420;  f.  area,  140  a.;  mere, 
bldga..  bk.  ft  stn.,  1  to  6  ator.;  priv..  bk..  stn.  ft 
wd..  2  stor.;  wd.  rfs.  not  perm.;  fwka.  ft  oombt 


ord.:  causes  of  f.  inv.  F.  dept — 2  str.,  1  aata 
comb.  pump.  eng.  ft  hose  wag.,  1  auto.  oomb.  c 
ft  h.  wag.,  2  str.  in  reserve.  4  c  hand  ex.,  1  chieTs 
wag.,  1  a:er.  trk.,  1  hose  wag.,  l  hose  reel,  6  bn.; 
hose,  cot.  rub.  lined,  gd.,  4.000  ft;  f.  al..  t^ 
ft  wh.;  val.  equip.,  $82,000;  vaL  bldga.,  $26,000; 
ezp.  dept,  $18,000;  tot.  mem.  16,  pd.  full  time; 
undrs.  rating,  second  dasa. 

Water   Supply — Src.,   riv.,    200   yd«.   bia.  cent; 

??*\^'?^-'  "^  **P-»  10,000,000  gals.;  loc  6,000 
ft  station;  atdp.  cap.,  200,000  gala.;  8  pump,  eoc., 
class  comp.,  cap.  day  4.000,000  gals.;  mains,  cT. 
27.60  m..  4  to  14  in.  dia.;  177  hyd.;  288  v.;  met 

!5®,l*'V^  *^^''  P*P«i  ««^-  ^  *  l«»d;  pies.,  dom. 
50  lbs.,  f.  86  to  126  11m.;  wka.  owned  by  Oc 

ATWOpO,  p.  680.  F.  dept.— 2  hoM  carts.  60f 
ft  new  hoae,  1,400  ft.  old  liose;  tot  hcM,  1.900 
ft:  f.  aL,  telp.  ft  wh.;  tot  mem.,  80  voL 

Walar  Supply— Src.  wells;  «ya.,  pomp  to  stdp.; 
atdp.  cap.,  18.600  gala.;  loc  at  aUtaon:  mat.  stl.: 
8  pump,  eng.,  class  trip.;  18  hyd.;  mains,  c  L,  t 

"•»  *.  t®  ^.™'  ***••  «>"»•  ^*  80,000  gala.;  wfefc 
owned  by  dty. 

AUGUSTA,  p.  1,600;  t  aiea,  820  a.  P*.  dept— 
2  hcwe  carta;  hoae,  cot,  rub.  Uned,  gd..  1.000  ft; 
f.al.,  belL;  val.  equip.,  $1,000;  val.  bldga.,  $750; 
exp.  dept.  $100;  tot  mem.  80,  pd.  part  tine; 
undrs.  rating,  4H  dasa. 

Watar  Supply— Src,  Walnut  riv.,  1  m.  bw.  cent; 
^s.,  grav.;  stdp.  cap.,  60,000  gala.;  2  pomp. 
u"§»  ^h  ^^  5,876,200  gals.;  mains,  7  m.;  66 
**^'x**?-?Af5^»  P^-  ^^^  80  lbs.,  f.  225  Ibt; 
cost,  $60,000;  cost  mtce.,  $1,000;  wks.  owned  by 
city. 

BALDWIN,  p.  1,886.  F.  dept— 2  &  cog..  14  c 
ex.,  1  h.  ft  1  trk..  1  hose  car.,  2  bra.;  hose,  cot, 
nib.  lined,  gd.,  1.200  ft;  f.  al.,  bell  ft  wt;  toL 
memi,   26   voL 

Water  Supply — Src,  spr.  ft  imponndiv  ns.: 
sys.,  pump  to  stdp.  ft  dir.  pres.  " 

BAXTER  SPRINGS,  p.  1.698;  f.  arcs,  80  s.; 
mere  bldgs.,  bk.  ft  stn.,  1  to  8  stor.;  priv.,  1  ft  t 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwla.  ft  eombc 
ord.;  ^usM  of  f.  Inv.     F.  dept— 2  c  eng..  Isdden, 

$1,848;  val.  bldga..  $l,olo;  tot  mem..  21  t3l^ 
undrs.  rating,  fourth  daaa. 

BELLE  PLAIME,  p.  »50;  f.  areft,  1  sq.  m.; 
mens,  bldgs.,  bk.  ft  wd.,  1  ft  2  stor.:  priv.,  bk.  k 
wd.,  1  ft  2  stor.;  wd.  rfs.  not  penn.  in  f.  an«: 
no  fwkn.  ft  combt  otd.;  causes  of  f.  inv.  r.  dept 
—2  hose  carts,  1  h.  ft  L  trie.,  1  c  eng.;  hose, 
oot.,  rub.  lined,  gd.,  1,000  ft;  f.  al..  bell;  vaL 
eouip.,   $1,700;  tot  mem.,   20  vol.;   andr«.  rating. 

4  T%     ClSM. 

Water  Supply — Src,   2   wells,    1    m.   bus.  cent.; 

"^^vIP^'  ■**^P-  «»P»  80,000  gals.;  dim..  18 ^ 
X    17  H;   mat.   stL;^  JMunp.    ei«..    daa   tripL  k 


oentrif.;  cap.  day,  604.000  gak.;  main,  c  I,  4 
m.,  2  to  8  m.  dia.;  27  hydj  115  met;  126  serf.; 
pres.,  dom.  26  lbs.,  f.  48  lbs.;  cons,  day,  10,000 
gate,  in  winter,  75,000  gala,  in  summer:  cost, 
$46,000;  wks,  owned  by  dty. 

BELLEVILLE,  p.  ^8,224;  f.  area,  1%  aq.  ai.; 
mere  bldgs.,  stn.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.  k 
bk.,  1  ft  2  stor.:  wd.  rfs.  not  perm,  in  f.  area: 
fwks.  ft  oombt.  ord.;  causes  of  f.  inv.  F.  dept— 
22  c.  hand  ex.,  1  h.  ft  L  trie,  2  hoae  car.;  hose, 
cot,  rub.  lined,  «L,  1.800  ft;  f.  aL,  beU  ft  telp.; 
val.  equip.,  $1,600;  val.  bldga..  $800;  exp.  dept. 
$59;  tot.  mem.  20  vol.;  undrs.  rating,  fourdi  dsa». 

Watar  Supply— Src,  well,  H  m.  bus.  cent;  m., 
pump  to  res.  ft  stdp.;  stdp.  cap.,  98,000  gak: 
dim.,  12  X  110;  loc  at  atatioo;  mat,  ad.;  rm 
cap.,  100,000  gals.;  loc  at  station;  2  pomp,  ng., 
oap.,  day,  75,000  gals.;  mains,  c.  i..  6  m.  4  to  8  m. 
dia.;  56  hyd.;  10  v.;  24  met,  450  serv.;  pres,,  ikm, 
48  lbs.,  f.  120  lbs.;  cons,  day,  50.000  gaJs.;  ctw. 
$60,000;   cost  mtce..  $1,000;  wks.  owned  by  city. 

BELOIT,  p.  8,082;  f.  area,  060  a.;  mere.  bMgv 
stn.,  1  to  8  stor.;  priv.,  wd..  2  stor.;  vd.  rfk  nsc 
perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  f. 
dept. — 1  h.  ft  1.  trk.,  1  water  tower,  8  Imae  car.; 
heme,  nrb.  lined,  1.600  ft.;  inf.,  500  ft.:  tot.  bo»e 
2,000   ft;  f.  aL,  bell  ft  wb.;  vaL  equip..  $2,600 
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val.  bldgs.,  $10,000;  ezp.  dept.,  $600;  tot.  mem., 
35    voL 

Wattr  Supply — 8re.,  riv.,  1,000  ft.  but.  cent.; 
•ys.,  pomp  to  stdp.  ft  dir.;  stdp.  cap.,  100,000 
gals.;  dim.,  80  z  20;  loe.  on  hill;  mat.,  etn.;  rea. 
cap.,  750,000  gala.;  loc.  near  atation;  t  pump, 
enff.,  cap.  1,260,000  gala,  day:  maina,  8^  nL 
c.  i.,  4  to  10  in.  dia.;  76  hyd.;  prea.,  dom.  06 
Iba.,  t.  160  Iba.;  wka.  owned  by  Go. 

BENNINGTON,  p.  880;  f.  area,  1  aq.  m.  F. 
dept. — 1  h.  ft  1.  trk.,  1  boae  cart,  600  ft.  hose; 
val.  equip.,  $1,000;  f.  al.,  bell  ft  telp.;  tot  mem., 

21    TOl. 

Water  Supply — Src,  2  wella,  in  boa.  cent.;  sya., 
pump  to  atdp.;  etdp.  cap.,  60,000  gala.;  1  pump, 
eng.,  cap.  day  280,400  gak.;  maina,  2  m.,  4  to 
6  in  dia.;  25  byd.;  prea.,  60  Iba.;  wka.  owned  by 
eity. 

BLUE  RAPIDS,  p.  1,766;  f.  area,  600  a.;  mere, 
bldgs.,  atn.,  bk.  ft  wd.,  IH  ft  2  ator.;  priv.,  atn. 
ft  wd.,  IVi  ator.;  wd.  rfa.  perm.;  fwka.  ft  combt. 
ord.;   cauaea  of  f.  Inv.     F.  dept.— 1  h.  ft  1.  trk., 

1  hoee  ear.;  boae,  cot.,  mb.  lined,  gd.,  2,200  ft.; 
f.  al.,  bell;  vaL  equip.,  $1,260;  vaL  bldga..  $800; 
tot.  mem.,  26  voL;  undra.  rating,  fourth  daaa. 

Water  Supply — 3re.,  wella;  aya.,  pump  to  raa.; 
rea.  cap.,  250,000  gala.;  1  pump,  eng.,  daaa  dup., 
cap.  day  250,000  gala.;  maina,  8  m.,  A  to  6  in. 
dia.;  28  hyd.;  170  aenr.;  prea.,  f.  120  Iba.;  cona. 
day.  16.000  gala.:  ooat.  $20,000;  .  ooat  mtce.» 
$1,200;  wka.  owned  by  city. 

BONNER  SPRINGS,  p.  1,462;  f.  area,  1  aq.  m.; 
mere,  bldga.,  bk.  ft  atn.,  1  ft  S  ator.;  priv.,  bk.,  atn., 
wd..  1  ft  2  ator.;  wd.  rfa.  perm,  m  f.  area;  no 
fwka.  ft  eombt.  ord.:  cauaea  of  f.  inv.  'F.  dept.'-t 
hoee  reela,  1  hand  h.  ft  L  trk.;  hoee,  cot  jacket, 
gd.,  1,000  ft;  f.  aL,  telp.;  tot  mem.  22,  pd.  $1.50 
each  per  eaU. 

Water  Supply — Src,  wella,  %  m.  bua.  eent; 
aya.,  grar.;  atdp.  cap.,  60,000  gala.;  dim.,  18  z 
25;  mat,  atL;  1  pump,  eng.,  daaa  trip.,  cap.  day 
4.'<!2,O00  gala.;  maine,  4  m.,  4  to  6  in.  dia.;  87 
hyd.;  prea.,  dom.  60  Iba.,  f.  90  Iba.;  wka.  owned 
by  dty. 

BtlCKLIN,  p.  1,000;  f.  area,  H  iq.  m.;  mere, 
bldga.,  bk.  ft  wd.,  1  ft  2  ator.;  priv.,  bk.  ft  wd.,  1  ft 

2  ator.;  wd.  rfa.  perm,  in  f.  area;  fwka.  ft  combt 
ord.;  cauaea  of  f.  inv.  F.  dept — 2  boae  oarta,  1  e. 
cart  1  h.  ft  L  trk.,  bucketa,  azea,  rope,  hooka,  ftc; 
hose,  cot,  rub.  lined,  gd..  1,000  ft;  c.  100  ft;  tot 
hoae.  1,100  ft;  f.  al.,  bell;  val.  equ^.,  $2,000;  tot 
mem.,  80  vol. 

Water  Supply — Src,  wdl;  aya.,  grav.;  atdp.  cap., 
e5,000  gals.;  mat.  atL;  1  pump,  eng.,  cap.  110 
gala,  min.;  maina,  8%  »•»  2  to  8  in.  dia.;  28  hyd.; 
1S5  met;  prea.,  50  to  62  Ibe.;  cona.  day,  25,000 
fi^ak.;  cost,  $18,000;  wka.  owned  by  dty. 

BURDEN,  p.  660;  f.  area,  %  aq.  m.;  mere 
bldga.,  atn.  ft  wd.,  1  ft  2  ator.;  prlr.,  atn.  ft  wd., 
1  ator.;  wd.  rfa.  not  perm,  in  f.  area;  fwka.  ft 
combt  ord.;  cauaea  of  f.  inv.  F.  dept. — 1  c  eng., 
1  hand  hoae  red;  hoae,  cot,  rub.  lined,  gd., 
900  ft 

Water  Supply— Src,  apr.,  1%  m.  bua.  cent; 
sya.,  gr.  ft  pump  to  atdp.;  atdp.  cap.,  50,000  gala.; 
dim.,  100  z  20;  mat,  atL;  1  pump,  eng.,  daaa 
trip.,  cap.  day  860,000  gala.;  maina,  c  L,  8  8-8  m., 
4  to  6  in.  dia.;  16  hyd.;  prea.,  dom.  60  Iba.,  f. 
50  lbs.;  cona.  day,  20,000  gals.;  wka.  owned  by 
city. 

BURLINGAME,  p.  1,422;  f.  area.  8  a.;  mere 
bldga.,  atn.  ft  bk.,  1  to  8  ator.;  wd.  rfa.  wrt  pmi. : 
<<oinbt  ord.;  cauaea  of  f.  inv.  F.  dept.— J  hand 
hose  reds,  1  c  eng.,  24  c  hand  ez.,  1  h.  ft  L 
trk.;  hoae,  cot,  rub,  lined,  gd.,  1,000  ft;  f.  al., 
telp.  ft  wh.;  vaL  equip.,  $1,400;  vaL  bldga.,  $1,- 
200;  ezp.  dent,  $70;  tot  mem.,  12  voL;  undra. 
rating,  ftfth  cLaaa. 

Water  Supply — Wella,  2^  m.  bua.  cent;  aye., 
arrav.;  2  pump,  eng.,  cap.  day  7,200,000  gala.; 
•tdp.  cap.,  60,000  gala.;  maine,  6%  m..  4  to  8 
in.  dia.;  86  hyd.;  prea.,  dom.  45  to  65  Iba.,  f.  68 
to  70  Iba.;  wka.  owned  by  city. 

BURLINGTON,  p.  2,180;  f.  area,  40  a.;  mere 
t>ldgB.,  atn.  ft  bk.,  2  ator.;  priv.,  wd.,  1  ator.;  wd; 
rfa.  not  perm,  fai  f.  area;  fwka.  ft  combt.  ord., 
eauaes  of  f.  inv.  F.  dept — 1  h.  ft  L  wag^,  2  hoae 
<^rta;  hoae,  eot,  mb.  lined,  gd.,  600  ft.;  rub., 
^..  1.000  ft:  tot  »»«i«i,l.«00  ft;  f.  aL,  wh.; 
fail,  equip.,  $1,800;  vaL  bldga..  $200;  tot  mem., 
SO  voL 


Water  Supply — Src,  rfv.;  ays.,  pmnp  to  atdp.  ft 
dir.;  atdp.  cap.,  50,000  gala.;  4  pump,  eng.,  cap. 
day  2,500,000  gala.;  maina,  6  m.,  4  to  10  ia. 
dia.;  70  hyd.;  16  v.;  157  eerv.;  prea.,  dom.  60  lba.« 
f.  100  Iba.;  cona.  day,  75,000  gala.;  ooat,  $70,000; 
cost  mtce.,  $2,000. 

CALDWELL,  p.  2,205;  f.  area,  260  a.;  mere 
bldga.,  atn.  ft  bk.,  2  ft  8  ator.;  priv.,  wd.,  1  ft  2 
ator.;  wd.  rf$.  not  perm,  in  f.  area;  fwka.  ft  eombt. 
ord.;  cauaea  of  f.  inv.  F.  dept — 1  fa.  ft  L  trk., 
8  hoae  reela;  hoae,  cot.,  rub.  Ibed,  gd.,  1,500  ft.; 
f.  aL,  bell;  val.  equip.,  $1,800;  val.  bldga.,  $8,000; 
ezp.  dept,  $180;  tot  mem.,  20  voL 

Water  Supply — Src,  wella,  1  m.  bua.  cent;  eye., 
pump  to  atdp.  ft  dir.;  atdp.  cap.,  190,000  gala.; 
dim.,  18  z  100;  mat,  atL;  rea.  cap.,  70,000  gala.; 
8  pump,  eng.,  cap.  day  2,160,000  gala.;  maina,  c 
L,  8%  m.,  4  to  10  in.  dia.;  77  hyd.;  22  v.;  875 
met.;  400  aen.;  pipe,  c.  L;  pree.,  dom.  40  to  80 
Ibe.,  f.  50  to  100  Iba.;  coet,  $45,000;  coat  mtce., 
$4,000;  wka.  owned  by  city. 

CANEY,  p.  8,697;  f.  area,  1  aq.  m.:  mere  bldga., 
bk.,  atn.  ft  wd..  1  to  8  ator.;  priv..  bk.  ft  wd.,  1  ft 
2  ator.;  wd.  rfa.  not  perm,  in  f.  area;  fwka.  ft 
eombt  ord.;  cauaea  of  f.  inv.  F.  dept — 1  hoae 
wag.,  2  hn.;  hoae,  cot,  rub.  lined,  gd.,  600  ft;  fair, 
1,000  ft;  tot  hoee,  1,600  ft;  f.  aL,  tdp.  ft  bdl; 
vaL  equip.,  $1,600:  tot.  mem.  14,  pd.  full  time 
1,  pd.  part  time  18;  voL  pd.  $2  per  f.;  undre 
rating,  fourth  daaa. 

WaUr  Supply — Src,  Little  Caney  riv..  1  dl  biM. 
cent;  sya.,  srav.  ft  dir.;  atdp.  cap.,  871,000  gala.; 
dim.,  80  z  70;  mat.  iion;  8  pomp,  eng.,  cap.  day 
4,666,000  gate.:  maina,  10  m.,  4  to  12  Id.  dia.; 
mat,  e  L;  hyd.,  68;  prea.,  dom.  66  to  76  Ibe; 
cone  day,  600,000  gala.;  wke  owned  by  dty. 

CAWKER  CITY,  p.  870;  f.  area,  1  aq.  m.;  mere 
bldga.,  bk.  ft  atn.,  1  ft  2  ator.;  priv.,  atn.  ft  wd..  1 
ft  2  ator.;  wd.  rfe  not  perm,  in  f.  area.;  fwke 
ft  combt  ord.;  cauaea  of  f.  inv.  F.  dept — 1  h. 
ft  1.  trk.,  8  hoae  reela;  hoae,  Unen  covered,  gd., 
1,000  ft;  inf.,  1,000  ft;  tot  hoae,  2,000  ft: 
f.  al.,  telp.  ft  bell;  vaL  equip.,  $8,800;  vaL  bldge, 
$2,500;  tot  mem.  80  voL,  pd.  $0.60  per  f. 

Water  Supply — Src,  well,  IH  m.  hue  cent; 
aya.,  grav.  ft  pump  to  atdp.;  atdp.  cap.,  76,000 
gala.;  dim.,  26  z  26  z  100  ft.;  mat,  atl.;  1  pump, 
eng.,  daaa  trip.;  maina,  4 H  m.,  4  to  6  in.  dia.;  mat, 
c  L;  16  hyd.;  pree,  dom.  65  to  60  Ibe,  f.  100 
Iba.;  wke  owned  by  dty. 

CEDARVALE,  p.  982:  f.  area,  1^  aq.  m.  F. 
dept — 2  hand  hoae  reda;  hoae,  oot,  rub.  lined, 
Kd.,  900  ft.;  fair,  800  ft;  tot  hoae,  1,200  ft; 
f.  al.,  telp.;  vaL  equip.,  $650;  voL;  undre  rating, 
4%  daae 

Water  Supply— Src,  riv.,  %  m.  bua.  cent;  aye, 
pump  dir.  ft  grav.;  atdp.  cap.,  75,000  gala.;  mat, 
atL;  2  pump,  eng.,  claaa  dup.,  cap.  day  720,000 
gala.;  maina,  c.  i.,  1^  m.,  ^  in.  dia.;  20  hyd.; 
prea.,  dom.  ft  f.,  60  Iba.;  cone  day,  40,000  gale; 
coat  $20,000;  coat  mtce.,  $1,200;  wka.  owned  by 
dty. 

CHANUTE,  p.  9,272;  f.  area,  1,600  a.;  mere 
bldge,  atn.  ft  bk.,  1  to  8  ator.;  priv.,  wd.,  IH 
ator.;  wd.  rfe  not  perm,  in  f.  area;  fwke  ft  combt' 
ord.;  cauaea  of  f.  mv.  F.  dept.-^l  h.  ft  L  trk.,  4 
c  hand  ez.,  1  hoae  wag.,  1  hoae  cart  2  bra.;  hoae, 
cot.,  rub.  Ihied,  gd.,  8,000  ft;  inf.,  600  ft;  tot. 
hoae,  8,500  ft;  f.  aL,  bell,  wh.  ft  dec;  val.  equip., 
$8,500;  val.  bldga.,  $7,000;  ezp.  dept,  $2,500; 
tot.  mem.  10,  pd.  full  time  4,  pd.  part  time  6. 

Water  Supply — Src,  riv.,  1%  m.  oua.  cent;  aye, 
dir.,  pump  to  rea.;  pump,  eng.,  dup..  aise  17  z  16, 
cap.  aay  2,000,000  gale;  mama,  21  m.,  4  to  10  in. 
die;  140  hyd.;  1,600  aerv.;  pree.,  f.  100  to  120  Ibe: 
cone  day,  700,000  gala.;  ooat,  $101,000;  ooat 
mice,  $6,000. 

CHAPMAN,  p.,  750;  f.  area,  2  aq.  m.;  mere 
bldge,  bk.,  atn.  ft  wd.,  1  ft  2  istor.;  priv.,  bk.  ft  wd., 
1  ft  2  ator.;  wd.  rfa.  perm,  in  f.  area;  fwka.  ft  combt 
ord.;  cauaea  of  f.  inv.  F.  dept. — 2  hoee  reela;  lad- 
dera;  hoee,  cot,  rob.  lined,  gd.,  1,000  ft;  f. 
al.,  bell;  vaL  equip.,  $900;  tot  mem.,  28;  voL; 
undra.  rating  i^   claea. 

Water  Supply — Src,  3  wella,  H  m.  bua.  cent.; 
ey«.,  giav.;  rea.  cap.,  100,000  gala.;  1  pump.  eng. 
cUMb  trip.;  cap.  day,  288,000  gale;  mains;  2  m. ;  4 
to  6  in.  die;  28  hyd.;  pree,  dom.  ft  f.  68  Iba.; 
wk«.  owned  by  city. 

CHEROKEE,  p.  1,462;  f.  area,  10  a.;  mere 
bldge,  bk.  ft  wd.,  1  to  8  ator.;  priv.,  wd.,  1  ft  2 
ator.;  wd.  rte.  not  perm,  in  f.  area.     F.  dept. — 1 
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h.  k,  1.  trk.,  1  hose  cart;  hoee,  oot.,  rub.  lined,  gd., 
1,000  ft.;  inf.,  800  ft.;  tot.  hoM,  1,300  ft.;  f.  al.» 
bell;  val.  equip.,  $1,600;  ezp.  dept.,  $50;  tot. 
mem.,  18  vol. 

Water  Supply— Sre.,  well,  in  bua.  cent.;  aya., 
pump  to  -stdp.;  stdp.  cap.,  60,000  gals.;  dim.,  20  x 
28;  mat.,  bk.  Sl  at!.;  res.  cap.,  270,000  gals.;  S 
pump,  eng.,  cap.  day  500,000  gals.;  mains,  c.  i., 
5%  m.,  4  to  8  in.  dia.;  84  byd.;  0  v.;  met.,  112; 
885  aerv.;  pipe,  galv.  i.;  pres.,  dom.  40  lbs.,  f.  75 
lbs.;  cons,  daj',  100,000  gals.;  cost,  $40,000;  coat 
mtce.,  $3,500;  wka.   owned  by  city. 

CHERRYVALE.  Montgomeiy  Co.,  p.  4,804;  bldga., 
b.  &  wd.,  1  &  2  stor.  F.  dept — 2  c.  band  ex., 
1  hose  waff.,  2  hrs.;  boae,  cot.,  rub.  lined,  gd.. 
1,000  ft;  f.  al.,  wh.  &  bell;  tot.  mem.  5,  pa.  full 
time  3,  pd.  part  time  2;  undrs.  rating,  fourth  claaa. 

Water  Supply — Src.,  rea.  1%  m.  a.  w.  bua.  cent; 
i|y«.,  pump,  to stdp. ;  stdp.  cap.,  120,000  gala.;  dim., 
10  X  80;  loc.  in  cent  city;  mat.  stl.;  rea.  cap., 
1,250,000  gals.;  loc.  IH  »•  south  city;  4  pump, 
eng.,  cap.  day  4,680,000  gala.;  mains,  e.  i,  20 
m.,  4  to  12  in.  dia.;  107  byd.;  45  v.;  met,  4;  500 
■erv.;  pipe,  galv.  i.;  pres.,  dom.  90  lbs.,  f*  120 
lbs.;  cost,  $85,000;  wka.  owned  by  dty. 

CHETOPA,  p.  1,648;  f.  area,  7  a.;  mere  bldgs., 
atxL  k  bk.,  2  stor.;  priv.,  wd.,  1  Js  2  stor.;  wd. 
rtu,  perm.  F.  dept. — 1  b.  Ac  1.  txk.,  1  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  1,200  ft. ;  inf.  600  ft ;  tot. 
hose,  1,700  ft.;  f.  al.,  b^l  A  wb.;  val.  equip., 
$1,200;  Val.  bldga.,  $600;  tot  mem.,  16  vol.; 
undra.    rating  second   class. 

Water  Supply — Src,  riv.;  aya.,  pump  to  res.; 
res.  cap.,  1,200,000  gala.;  2  pump,  eng.,  cap.,  600 
gala.,  min.,  each;  8  m.  mains,  4  to  8  in.  dia.;  27 
hyd.;  10  aerv.;  prea.,  dom.  50  lbs.,  f.  100  lbs.; 
wks.  owned  by  city. 

CLAY  CENTER,  p.  3,488;  f.  area.  200  a.;  mere, 
bldga.,  bk.  k  atn.,  1  to  5  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  k  oombt 
ord.;  causes  of  f«  mv.  F.  dept — 1  h.  k  1.  trk.,  8 
c.  hand  ex.,  'Babcock,  8  hose  car.;  hose,  cot,  nib. 
lined,  gd.,  1,500  ft;  rub.,  gd.,  400  ft:  inf.,  700 
ft.;  tot.  hose,  2,600  ft;  f.  al.,  bell,  wb.  k  elec.; 
val.  equip.,  $8,000;  val.  bldga.,  $8,000;  exp.  dept, 
$400;  tot  mem.,  45  vol. 

Water  Supply — Src,  wells,  ^  m.  bus.  cent; 
sgw.,  dir.  pres.;  2  pump,  eng.,  dMa  hor.  dup.,  cap. 
day  2,000,000  gala.;  mains,  10  m.,  2  to  10  in.  dia.; 
68  hyd.;  64  v.;  880  met;  660  serv.;  pipe,  galv.  i.; 
prea.,  dom.  65  Iba.,  f.  100  lbs.;  cost,  $45,000; 
cost  mtcc,  $4,600;  wka.  owned  by  city. 

CLIFTON,  p.  614;  f.  area,  1  aq.  m.;  mere 
bldga.,  bk.  k  wd.,  1  to  8  ator.;  priv.,  wd.,  1  ft  2 
Btor.;  wd.  rfa.  not  perm,  in  f.  area;  fwka.  ft  combt 
ord.  F.  dept.— 4  comb.  c.  ft  boae  wag.,  1  c  hand 
ex.,  1  h.  ft  L  trk.,  2  hoae  wag.,  ^  hrs.;  boae,  cot, 
rub.  lined,  gd.,  1,000  ft;  inf.,  800  ft;  tot  hoae, 
1,300  ft;  f.  al.,  bell;  val.  equip.,  $1,800:  vaL 
bldn..  $200;  exp.  dept,  $100;  tot  mem.,  27  vol. 

walar  Supply— -Src,  well.  1  m.  bua.  cent;  tyn., 
grav.,  pump  to  atdp.  ft  dir.;  atdp.  cap.,  86,000 
gala.;  dim.,  12  x  100;  mat,  stl.;  maina,  S  m.,  4 
to  8  in.  dia.;  26  hyd.;  2  pump  eng.,  cap.  400  gala, 
min.;  prea.,  66  lbs.;  cona.  day,  90,000  gals.;  wka. 
owned  by  city. 

CLYDE,  p.  1,067;  f.  area,  960  a.;  mere,  bldgs., 
bk.,  2  stor.;  priv.,  wd.,  1  stor.;  wd.  rfs.  not  perm.; 
fwks.  ft  oombt  ord.  F.  dept — 2  hand  hoae  reela; 
hose,  cot,  rab.  lined,  gd.,  600  ft.;  inf.,  200  ft; 
tot.  hose,  800  ft.;  f.  aL.  bell;  val.  equip.,  $1,060; 
val.  bldga.,  $600;  exp.  dept,  $160;  tot  mem.,  14 
vol. 

Water  Supply — Src.  wella,  1  block  bua.  eent; 
ays.,  grav.,  pump  to  atdp.;  stdp.  cap.,  100,000  gala.; 
mat,  Btl.;  l  pump,  eng.,  daas  trip.,  cap.  day  460,- 
800  gala.;  maina,  c  L,  4V&  m.,  4  to  10  in.  dia.; 
40  hyd.;  14  v.;  met.,  7;  100  aerv.;  pipe,  galv.  L; 
pres..  dom.  60  to  70  Iba.,  f.  100  lbs.;  cons,  dur, 
180,000  gala.;  cost,  $80,000;  cost  mice.,  $1,200; 
wks.  owDM  by  dty. 

OOFFEYVJLLE,  p.  12,687;  f.  area,  26  a.;  mere 
bldgs.,  bk.  ft  stn.,  1  to  4  stor.;  priv.,  wd.  ft  bk.,  1 
to  8  stor.;  wd.  ris.  not  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  in  v.  F.  dept — 1  chief's  auto.,  1  c 
eng.,  1  b.  ft  L  trk.,  2  hoae  wag.,  6  hrs.;  hoae,  cot, 
rub.  lined,  gd.,  8,250  ft;  f.  al.,  telp.;  vaL  equip., 
$8,800;  val.  bldgs.,  $1,200;  exp.  dept,  $12,000; 
tot  mem.  10,  pd.  full  time. 

Water  Supply — Src,  Verdicris  rlr.,  2H  m.  bus. 
eent;  aya.,  pump  to  rea.  ft  dir.;  res.  cap.,  8,000,- 
000  gale.,  loc  8  m.  dty;  8  pump,  eng.,  cap.  day 


8,000,000  gala.;  maina,  c  i.,  40.61  m.,  4  to  16 
in.  dia.;  179  hyd.;  207  v.;  met,  911;  1,975  «err.; 
Pip«f  galv.  i.;  prea.,  dom.  60  Iba.,  f.  90  lbs.;  cons. 
day,  2,818,500  gala.;  cost  $266,000;  cost  mtce., 
$10,566;  wks.  owned  by  dty. 

COLBY,  p.  1,180;  f.  area,  2  so.  m.;  mere  bldgs., 
bk.  ft  wd.,  1  to  8  stor.:  priv.,  bk.  ft  wd.,  1  k  2 
stor.;  wd.  rfa.  perm,  in  f.  area;  no  fwka.  ft  combt 
ord.;  cauaea  of  f.  biv.  F.  dept — 2  hsnd  bose 
carta;  hoae.  eot,  rub.  lined,  gd.,  1,000  ft;  nL 
equip.,  $1,000;  tot  mem.,  25  voL;  ondra.  ntiag, 
4H   daas. 

Water  Supply — Src,  8  wella,  1  m.  boa.  cent; 
sya.,  grav.;  atdp.  cap.,  70,000  gala.;  dim.,  20  x  70 
X  100;  mat,  atl.;  1  pump,  eng.,  cap.  day  108,000 
gala.;  maina.  6%  m.,  4  to  10  In.  dia.;  46  hyd.; 
prea.,  dom.  46  Iba.;  wka.  owned  by  cltj. 

COLDWATER.  p.  684;  f.  area,  1  aq.  m.  F.  dept 
—1  h.  ft  1.  trk.,  2  hoae  wag.;  hose,  cot,  rab. 
lined,  gd.,  1,000  ft;  f.  al.,  wh.;  val.  equip., 
$1,260;  vaL  bldga..  $260;  exp.  dept.,  $150;  lot 
mem.,   12   %*ot;   undra.  rating,   4H   claaa. 

Water  Supply — Src,  wella,  1  m.  boa.  cent;  sy., 
grav.  ft  dir.:  atdp.  cap.,  60,000  gals.;  dim.,  18  z 
29;  mat,  atl.;  maina,  1%  m..  4  to  8  in.  dia.;  SO 
hyd.;  prea.,  dom.  46  to  60  Iba.,  t  76  lbs.;  vks. 
owned  by  dty. 

COLUMBUS,  p.  8,064;  f.  area,  t\k  aq.  m.;  mere 
bldga.,  atn.,  cone,  ft  bk.,  1  to  8  ator.;  priv.,  vd., 
bk.,  atn.  ft  cone,  1  to  8  ator.;  wd.  rfa.  not  penn.; 
fwka.  ft  combt  ord.:  oauaea  of  f.  inv.  F.  dept— 
4  c  band  ex.,  1  k.  ft  L  trie,  2  hoae  car.,  8 
bra.;  hoae,  cot.,  rub.  lined,  gd.,  1,000  ft;  f.  aL, 
bdl;  vaL  equip.,  $2,025;  val.  bldga.,  $5,800;  ezp. 
dept,  $1,880;  tot  mem.  18,  pd.  full  time  1,  pd. 
part  time  7,  voL  6:  undis.  rating,  first  daaa. 

Water  Supply — Bre,  2  wella,  M  m.  bua.  cent; 
aya.,  grav.,  pump  to  rea.  ft  atdp.;  atdp.  cap.,  ISO.- 

000  gala.;  dim.,  12  z  160;  mat.  Iron;  rea.  cap., 
800,000  gala.;  8  pump,  eng.,  cap.  day.  1,400.000 
gala.;  maina,  6  m.,  4  to  8  in.  dia.;  70  byd.;  15  v.; 
met,  80;  240  aerv.;  pipe,  galv.  L;  prea..  dom.  60 
Iba.,  f.  126  Iba.;  cona.  day,  90,000  gida.;  cost. 
$60,000;  cost  mtce.,  $2,800;  wka.  owned  hf  dty* 

CONCORDIA,  p.  4,416:  f.  area»  640  a.;  mere, 
bldga.,  atn.  ft  bk.,  1  to  8  ator.;  priv.,  bk.  ft  wd., 

1  to  8  ator.;  wdL  rfa.  not  perm,   in  L  ana.    F. 


dent — 1  hand  eng.,  1  e  eng.  on  wla.,  1  h.  ft  L  txk., 
2  hoae  carta;  hoae,  oot,  rub.  lined,  gd.,  1,100  ft; 
f.  aL,  bell  ft  wh.;  val.  equip.,  $8,000;  val  bMgi.. 
$1,000;  exp.  dept,  $400;  tot  mem.,  ti  v^h. 

Water  Supply — Src,  wella;  aya.,  pna^i  to  stdp.; 
atdp.  cap.,  100,000  gala.;  2  pump,  cnc.,  cap.  500.- 

000  gala.;  maina,  6H  m.,  4  to  8  in.  oia.;  62  hyd.; 
met,  486;  486  aerv.;  praa.,  dom.  60  Iba..  f.  100 
Iba.;  oona.  day,  260,000  gals.;  wka.  owned  by  dXf, 

COUNCIL  QROVE,  p.  2,646;  1  aita,  1.000  a.; 
mere  bldga.,  bk.  ft  stn.,  2  ator.;  priv.,  wd.  ft  bk. 

1  ft  2  ator.;  wd.  rfa.  not  perm.;  fwka.  ft  eonbt. 
ord.  F.  dept — 2  hoae  car.:  nose,  canvaa,  rah.  Used, 
gd.,  1,600  ft;  inf.,  700  ft;  tot.  hoae,  2.200  ft; 
f.  al.,  bell  ft  telp.;  vaL  equip.,  $2,000;  vaL  bidgk. 
$400;  exp.  dept,  $180;  tot  mem.  16,  pd.  pert 
time;  undra.  rating,  fonrfli  daaa. 

Water   Supply — Src,   riv.   ft  waDs.    H    b>  ^^ 
cent.;  nra.,  pump  to  atdp.  ft  dir.;  atdp.  cap.,  200.- 

000  gala.;  dim.,  20  x  76;  loc  in  dty  lunita  ca 
hill;  mat,  atl.;  2  pomp,  eng.,  cap.  day  2,000.000 
gala.;  maina,  c  L,  4.7  m.,  4  to  12  In.  dia.;  98 
hyd.;  29  v.;  met,  26;  196  aerr.;  pipe,  gslv.  i; 
prea.,  dom.  66  Iba.,  f.  86  to  160  Iba.;  eona.  dsy, 
200,000  gala.;  wka.  owned  by  Co. 

DELPHOS,  p.  767;  f.  area,  10  blocka;  mere 
bldga.,  bk.  ft  wd.,  >1  ft  2  ator.:  wd.  rfa.  not  perm, 
in  f.  area;  fwka.  ft  oombt  ord.;  caoaes  of  f.  i^- 
F.  dept — 1  h.  ft  L  tik.,  8  hoae  reds,  1.600  ft. 
cot,  rub.  lined  hoae;  f.  aL,  bell;  val.  eqain.,  $2,- 
600;  val.  bldga.,  $260;  exp.  dept,  $100;  tot. 
mem.,  80  voL 

Watar  Supply — Src,  wella ;  aya.,  pwap  to  std^ 
stdp.  cap.,  60,000  gus.;  80  ft  high;  mat.  iroa 
ft  stL;  1  pump,  eng.,  daaa  trip.,  cap.  gay  482.000 
gala.;  maina,  c  L,  8  2-5  m.,  4  to  8  ia.  dia.;  27 
hyd.;  prea.,  dom.  46  Iba.,  L  126  lbs.;  wka.  owbm 
by  dty. 

DODGE  CITY.  p.  8,214;  mere  bldga.,  bk.  ft  «d^ 

1  ft  2  ator.;  priv.,  wd.,  1  ft  2  ator.;  wd.rfiB.aet 
perm,  ia  f.  area;  fwka.  ft  combt  ord.;  canses  or 
f.  faiv.    F.  dept— 1  h.  ft  L  trk.,  4  boae  carta 
oot,  rub.  lined,  gd.,  2,000  ft;  f.  aL,  bell  4 
vaL  equip.,  $4,200;  vaL  bldga.,  $20,000;  tot 
24  vol. 
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Water  Supply — Src.,  wells,  %  m.  bus.  cent; 
t^.,  pump  to  vtdp.  jc  dir.;  atdp.  cap.,  175,000  gala.; 
2  pump,  eng.,  daaa  comp.  dup.,  cap.  day  4.080,000 
(pais.;  maina,  10  m.,  4  to  12  in.  dia.;  75  hyd.; 
32  T.;  met.,  220;  600  aeir.;  prea.,  dom.  50  Iba., 
f.  100  to  120  Iba.;  cona.  day,  700,000  gala.;  cost, 
$285,000;  wka.  owned  by  city. 

DOWNS,  p.  1,427;  f.  area,  160  a.;  mere,  bldga., 
bk.  ft  wd.,  1  ft  2  ator.;  prlv.,  wd.,  1  ft  2  ator.;  wd. 
rfs.  not  perm,  in  f.  area;  fwka.  ft  combt.  ord.; 
cauaea  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  2  hoae 
carta;  boae,  cot.,  rub.  lined,  gd.,  1.000  ft.;  f.  al., 
bell  ft  wh.;  val.  equip.,  $1,155;  val.  bidgs.,  $400; 
tot  mem.,  80  vol. 

Watar  Supply — Src.,  wella;  aya.,  pump  to  atdp.; 
atdp.  cap.,  100,000  gala.;  2  pump,  eng.,  claM 
comp.  dnp.,  cap.  day  200,000  gala.;  mains,  c.  i.,  6 
m.,  2  to  6  in.  dia.;  81  hyd.;  met,  25'5;  160  aerv.; 
pres.,  dom.  60  Iba.;  f.  75  Iba.;  cons,  day,  100,000 
gala.;  coat,  $85,000;  cost  mtce.,  $9,000;  wka. 
owned  by  city. 

EL  DORADO,  p.  8,129;  f.  area,  4  blocka;  mere, 
bldga.,  bk.  ft  atn.,  1  to  8  ator.;  prlv.,  atn..  bk.  ft 
wd.,  1  ft  2  ator.;  wd.  rfft.  not  perm,  in  f.  area; 
fwka.  ft  combt.  wd.;  cauaea  of  f.  Inv.  F.  dept— 
1  comb.  c.  ft  h.  wag.,  2  c.  band  ex.,  1  b.  ft  1. 
trk.,  8  boae  carta,  2  bm.;  hoae,  cot.,  rub.  lined,  gd., 
1,000  ft.;  inf.,  800  ft;  tot  hose,  1,800  ft;  f.  al., 
bell;  val.  equip.,  $2,500;  val.  bldga.,  $8,000;  exp. 
dept,  $1,800;  tot.  mem.,  81,  pd.  full  time  1,  pd. 
part  time  4,  vol.   16. 

Watar  Supply — Src.,  wella,  H  n.  bua.  cent; 
ays.,  pump  to  atdp.;  otdp.  cap.,  125,000  gala.;  2 
pump,  eng.,  cap.  day  100,000  gala.;  mains,  14  m.. 
4  to  12  in.  dia.;  70  hyd.;  40  v.;  425  met;  500 
aenr.;  prea.,  dom.  86  Iba.,  f.  125  lbs.;  cona.  day, 
800,000  8«l8.;  coat,  $80,000;  coat  mtce.,  $8,000; 
wks.  owned  by  Co. 

ELLIS,  p.  1,404;  f.  area,  1  aq.  m.;  mere,  bldga., 
bk.  ft  wd.;  no  fwka.  ft  combt  ord.  F.  dept. — 2 
hand  hoae  carta,  1,000  ft.  cot,  rub.  Uned  hoae;  f. 
al.,  wh.;  vaL  equip.,  $1,100;  tot  mam.,  16  voL 

Watar  Supply — Src..  lake;  aya.,  pump  to  atdp.: 
atdp.  cap.,  117,000  gala.;  20  ft  higni  mat,  atl.;  1 
pump,  eng.,  claaa  dup.,  cap.  day  180,000  gala.; 
mains,  4  nu,  2  to  6  m.  dia.;  26  hyd.;  prea.,  dom. 
40  to  60  Iba.;  wka.  owned  by  dty. 

ELLSWORTH,  p.  2,041;  f.  area,  2  aq.  m.;  mere, 
bldga.,  ats.  ft  bk.,  2  ator.;  priv.,  wd.,  2  ator.;  wd. 
rfa.  not  perm.;  fwka.  ft  oombt  ord.;  cauaea  of  f. 
inv.  F.  dept — 1  h.  ft  L  trk.,  8  hoae  car.;  hoae, 
cot,  rub.  lined,  gd.,  1,800  ft;  f.  aL,  bell  ft  wh.; 
val.  equip.,  $2,600;  val.  bUUpa..  $6,000;  exp.  dept, 
$260;  tot  mem.  50  voL,  pd.  $60  p«r  year;  undra. 
rating,  fourth  daaa. 

Watar  Supply — Src.,  wella,  1  m.  bua.  cent;  aya., 

J>ump  to  atdp.;  atdp.  cap.,  120,000  gala.;  90 
t  high;  mat,  atn.  A  atl.;  2  pump,  eng.,  cap. 
day  1,800,000  gals.;  maina,  c.  i.,  7  m.,  4  to  8  in. 
dia.;   66  hyd.;  met,  887;  886  aerv.;  pipe,  lead  ft 

£lv.    i.;    prea.,    dom.    60    Iba.,   f.    125    Iba.;    cons. 
y,  66,000  gals.;  cost,  $60,000;  coat  mice.,  $2,- 
500;  wks.  owned  by  rity. 

ELK  CITY,  p.  659.  F.  dept— 1  a  eng.;  hoae, 
100  ft;  f.  al.,  bdl. 

Wat«r  Supply — Src.,  wella. 

EMPIRA,  p.  5,000;  f.  area,  120  a.  F.  dept— 4 
hand  ex.,  1  c.  wag.,  2  hoae  wag.,  1  h.  ft  1.  trk.; 
▼aL  bldga.,  $10,000;  vaL  equip.,  $7,000;  exp.  dept, 
$8,600;  tot  mem.  101,  pd.  part  time  2,  voL  99. 

Watar  Supply — Src.,  res.;  sys.,  grav.;  2  pumpa, 
cap.  day  200,000  gala.;  181  hyd.;  coat.  $80,000. 

EMPORIA,  p.  9,058;  f.  area,  1,260  a.;  mere 
bldga.,  bk.,  2  ft  8  ator.;  priv..  wd.,  2  ator.;  wd.  rfa. 
not  perm.;  fwka.  ft  oombt.  ord.  F.  dept. — 1  h. 
ft  L  trk.,  1  comb.  c.  ft  h.  wag.,  1  hose  reel,  4  hrs.; 
boae,  cot-,  rub.  lined,  gd.,  8,400  ft;  inf.,  500  ft; 
tot  hoae,  8,900  ft;  val.  equip.,  $6,000;  val.  bldaa., 
f  7,660;  exp.  dept,  $2,788;  tot  mem.  11,  pd.  full 
time  2,  pd.  part  time  9;  undxs.  ratmg,  third  claaa. 

Watar  Supply — Src,  riv.,  4  m.  bus.  cent.;  m, 
pump  to  rea.;  rea.  cap.,  16,000,000  gala.;  loc. 
8  m.  northwest  dty;  8  pump,  eng.,  cap.  day 
^.000,000  gals.;  mains,  c.  I.,  40  m.,  8  to  16  m. 
dia.:  191  Vd.;  864  v.;  .2,800  aerv.;  28  met; 
Pipe,  galv.  i.;  prea.,  dom.  88  Iba.,  f.  70  to  100 
fcaT;  S>na.  da.v,  1,800,000  gate.;  cost,  $300,000; 
coat  mtce.,  $15,000;  wka.  owned  by  city. 


dept 


ENOLEWOOD,  p.   826;   f.   area.    ^  aq.   m.     F. 
at. — 2    boa«  reela;   hoae,  rub.   lined,   gd.,   1,000 


ft;  f.  aL,  tdp.;  vaL  equip.,  $1,200;  tot  menu,  18 
voL;  undra.  rating,  4H  claaa. 

Watar  Supply — Src,  well.  1  m.  bua.  cent;  aya., 
grav.  ft  dir.:  atdp.  cap.,  5,000  gala.;  dim.,  18  z 
20;  mat,  atL;  1  pump,  eng.,  cap.  min.  860  gala.; 
maina,  1%  m.,  2  to  8  in.  dia.;  19  hyd.;  prea.,  dom. 

45  to  50  Iba.,  f.  76  Iba.;  wka.  owned  by  city. 

ENTERPRISE,  p.  706;  f.  area,  86  a.;  mere, 
bldga.,  atn.  ft  bk.,  2  ator.;  priv.,  wd.,  1%  ft  2 
ator.;  wd.  rfa.  not  perm.;  fwka.  ft  oombt  ord.  F. 
dept — 1  h.  ft  1.  trie.,  1  hoae  car.;  hoae,  cot,  rub. 
lined,  gd.,  1,000  ft;  f.  al.,  bell;  val.  equip.,  $1,000; 
val.  bldga.,  $200;  exp.  dept,  $200;  tot  mem.,  14 
vol.;  undra.  rating,  fifth  claaa. 

Watar  Supply — Src.  wella,  H  m.  bua.  cent.;  aya., 
pump  dir.,  atdp.;  cap.,  50,000  gals.;  pump,  eng., 
cap.  day,  1,000,000  gala.;  mains,  7^  m.,  3  to  8 
in.  dia.;  19  hyd.;  110  taet;  112  serv.;  pres.,  dom. 

46  lbs.,  f.  80  lbs.;  cons.  day.  60,000  gala.;  cost, 
$18,000;  cost  mtce.,  $600;  wks.  owned  by  city. 

ERIE,  p.  1,800;  f.  area,  bua.  cent;  mere,  bldga., 
bk.  ft  atn.,  1  ft  2  ator.;  priv.,  bk.  ft  wd..  1  ft  2 
ator.;  no  fwka.  ft  combt  ord.  F.  dept. — Oiganisa- 
tlon  not  completed;  2  hand  hoae  reela;  hoae,  1,000 
ft;  f.  al.,  tdp.  ft  wh.;  val.  equip.,  $1,150;  undra. 
rating,  4H  daaa. 

Watar  Supply — Src,  large  dug  well,  %  m.  bua. 
cent;  aya.,  pump  to  atdp.;  atdp.  cap.,  70,000  gala.; 
dia.,  20  ft.;  mat.,  atL;  loc  at  pump  houae;  2  pump, 
eng.,  daaa  comp.  dup.,  cap.  day  1,000,000  gida.; 
maina,  8  1-7  m..  1  to  8  in.  dia.;  85  hyd.;  prea., 
dom.  68  Iba.,  f.  76  to  100  Iba.;  cona.  day,  160,000 
gala.;  coat,  $75,000;  wka.  owned  by  town. 

ESBON,  p.  847;  f.  area,  1  aq.  m.  F.  dept — 
1  c  eng.,  1  h.  ft  1.  trk.,  1  boae  cart,  500  ft  cot, 
rub.  lined  hoae,  1,000  ft  c.  hoae;  vaL  equip., 
$1,000;  f.  aL,  bell;  tot  mem.,  17  voL 

Watar  Supply — Src.  well,  in  bua.  cent.;  aya., 
grav.;  1  pump,  eng.,  class  trip.;  mains,  8  m.,  4  to 
8  in.  dia.;  stdp.  cap.,  60,000  gals.;  26  hyd.; 
pres.,  48  to  60  lbs.;  wks.  owned  by  city. 

EUREKA,  p.  2,888;  t  area,  850  a.;  mere  bldga., 
atn.  ft  bk.,  2  ator.;  priv.,  wd.,  2  ator.;  wd.  rfa.  not 
perm.;  fwka.  ft  combt  ord.    F.  dept. — 2  c  hand  ex., 

1  h.  ft  L  trk.,  4  hoae  ear.;  hoae,  cot,  rub.  lined, 
gd.,  1,400  ft.;  linen,  gd.,  100  ft;  tot  hoae,  1,500 
ft;  f.  al.,  telp.;  val.  equip.,  $1,400;  val.  bldga., 
$6,000;  exp.  dept,  $100;  tot  mem.,  62  voL 

Watar  Supply — Src,  wella  ft  riv.;  qra.,  pump  to 
atdp.  ft  dir.;  atdp.  cap.,  96,000  gala.;  dim.,  18%  z 
60;  mat,  iron;  pump,  eng.,  cap.  hour  40,000  nua.; 
maina,  8  m.,  4  to  12  In.  dia.;  89  hyd.;  26  v.; 
met,  76;  200  aerv.;  pipe,  iron;  prea.,  dom.  80  Iba., 
f.  100  Iba.;  cona.  day,  40,000  gala.;  ooat,  $66,000; 
coat  mice,  $860;  wka.  owned  by  dty. 

FLORENCE,  p.  1,168;  mere  bldga.,  wd.  ft  atn., 

2  ft  8  ator.;  wd.  rfa.  perm.;  no  fwka.  ft  combt  ord.; 
cauaea  of  f.  not  inv.  F.  dept. — 2  hoae  carta;  hoae, 
gd.,  1,200  ft;  f.  aL,  bell;  tot  menu,  16  voL 

Watar  Supply^— Src,  well  ft  riv.;  aya.,  pump  to 
atdp.;  atdp.  cap.,  88,000  gala.;  dim.,  16  x  85;  mat, 
stL;  2  pump,  eng.,  cap.  day  800,000  gala.;  mains, 
8%  m..  4  to  8  in.  dia.;  26  hyd.;  met,  60;  110 
aerv.;  pipe,  nlv.  L;  prea.,  dom.  66  Iba.,  f.  100  Iba.; 
cona.  oay,  20,000  nua.;  ooat,  $42,000;  coat  mtce., 
$1,210;  wka.  ownea  by  Oo. 

FT.  RILEY,  p.  8,100;  mere  bldga.,  atn.,  1  ft  2 
ator.;  wd.  rfa.  not  perm.;  fwka.  ft  combt.  ord.; 
cauaea  of  f.  inv.  F.  dept. — 4  h.  ft  L  trk.,  7  hoae 
car.,   182  hand  ex.,   1  hand  c  eng.;  hoae,  double 

fccket,  rub.  lined,  gd.,  8,400  ft.;  rub.,  gd.,  600 
.;  tot  hoae,  4.000  ft;  thia  la  a  military  poat  ft 
the  entire  garrison  ia  a  f.  dept.  when  necessity 
demands. 

Watar  Supply — Src,  wella,  1  m.  bua.  cent.;  aya.,- 
pump  to  res.;  rea.  cap.,  600,000  gate.;  8  pump, 
eng.,  dasa  comp.,  cap.  day,  8,000,000  gate.;  maina, 
c.  L,  5  m.,  4  to  8  In.  dia.;  78  hvd.;  28  v.;  160 
aerv.;  pipe,  galv.  L;  prea.,  dom.  75  lbs.,  f.  130  Iba.; 
cona.  day,  800,000  gala.;  cost,  $85,000;  wka. 
owned  by  U.  8.  government 

FT.  SCOTT,  p.  10,468;  f.  area,  820  a.;  mere 
bldga.,  bk.  ft  atn.,  8  ft  4  ator.:  priv.,  wd.,  1  ft  2 
ator.;  wd.  rfa.  not  perm.;  fwka.  ft  combt  ord.; 
cauaea  of  f.  inv.  F.  dept — 1  c  eng.,  6  c  hand 
ex.,  1  h.  ft  L  txk.,  2  comb,  c  ft  h.  wag.,  1  hoae 
wag.,  1  hoae  car.,  red,  ftc,  6  bra.;  hoae,  cot,  rub. 
lined,  gd.,  2,000  ft;  old,  600  ft;  tot  hoae.  2,600 
ft;  f.  al.,  Oamewell,  16  bx.;  vaL  equip..  $7,000; 
vaL  bldga.,  $4,000;  exp.  dept,  $4,800;  tot.  mem.  8, 
pd.  full  time;  undra.  rating,  third  claaa. 


c-110 


FIRE  DEPARTMENTS  AND  WATER  SUPPLY— KANSAS. 


Water  Supply — Src,  Ifmrmaton  tIt.;  tyn,,  pump 
to  res.,  to  atdps.  k  dir.;  itdps.  cap.,  110,000  gals. 
k  160.000  gals.;  dim..  160  z  12  k  110  x  14;  mat., 
wrt.  i.;  res.  cap.,   4,000,000  gals.;   S   pump. 


class  dup.,  cap.  day  8,500,000  fala.;  mains,  80  m., 
4  to  16  in.  dia.;  200  bvd.;  216  ▼.;  met.,  1,200; 
2,000  serv.;  pipe,  galv.  i.;  prea.,  dom.  80  lbs.,  f. 
80  lbs.;  cons,  day,  1,600,000  gals.;  wks.  owned  by 

city. 

FOWLER,  p.  606.  F.  dept. — 1  band  bose  reel, 
600  ft  bose;  vol. 

Water  Supply— «rc,  well,  in  bus  cent.;  nra., 
gtav.  k  dir.;  2  pump,  eng.,  cap.  day  482,000  gals.; 
stdp.  cap.,  70,000  gals.;  mains,  2%  m.,  4  to  8 
in.  dia.;  28  byd.;  pres.,  dom.  3^  lbs.,  f.  70  lbs.) 
wks.   owned   by   city. 

FRANKFORT,  p.  1,426;  f.  area,  400  a.;  mere 
bldgs.,  stn.,  2  stor.;  priv.,  wd.,  1%  stor.;  wd.  rfs. 
not  perm.;  no  fwks.  k  oombt.  ord.  F.  da»t. — 1  c. 
eng.,  12  c.  hand  ex.,  8  bose  carts,  1  h.  a  1.  trk., 

1  hose  car.;  bose,  cot,  rub.  lined,  gd.,  1.600  ft; 
f.  al.,  bell  k  wb.;  val.  equip.,  $2,700;  val.  bldgs., 
$200;  exp.  dept,  $76;  tot  mem.,  80  vol.;  undrs. 
rating  flftb  class. 

Water  Supply — Src,  wells,  1^  blocks  bus.  cent; 
sys.,   grav.   k  dir.   pres.;   stdp.   cap.,   70,000   gals.; 

2  pump,  eng.,  cap.  day  688,200  gals.;  mains,  8 
m.,  4  to  8  in.  dia.;  88  byd.;  pres.  60  lbs.;  wks. 
owned  by  city. 

FREDONIA,  p.  8.040;  f.  area.  380  a.;  mere, 
bklge.,  bk.  k  stn.,  1  to  8  stor.;  priv.,  bk.,  stn.  k 
wd.,  1  ft  2  stor.;  wd.  rfs.  perm.;  fwks.  k  combt. 
ord.;  causes  of  f.  inv.  F.  dept — 1  auto.  comb.  c.  k 
b.  wag.,  2  bose  oar.;  bose,  rub.,  gd..  1,600  ft.;  inf., 
400  ft;  tot  hose,  2,000  ft;  f.  al.,  bell;  val.  equip., 
$8,000;  val.  bldgs.,  $2,000;  exp.  dept.,  $800;  tot 
mem.,    18   vol. 

Water  Supply— ^rc,  riv.,  IH  m*  bos.  cent:  cys., 
grav..  pump  to  res.;  res.  cap,  1,800,000  gals.;  2 
pump,  eng.,  class  comp.,  cap.  day  1,600,000  gals.; 
mains,  10  m.,  4  to  10  in.  dia.;  70  hyd.;  40  v.; 
875  met;  000  serv.;  pipe,  galv.  1.;  pres.,  dom.  66 
lbs.,  f.  86  lbs.;  cons,  day,  826,000  gals.;  cost, 
$69,000;  cost  mtce.,  $6,000;  wka.  owned  by  city. 

FAONTENAC,  p.  8,896;  f.  area,  40  a.;  mere, 
bldgs.,  bk.  k  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2 
si  or.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — ^hose  reels,  1 
hand  pump;  hose,  cot,  rub.  lined,  gd.,  2,000  ft;  f. 
aL.  bell  ft  telp.;  tot.  mem..  86  vol. 

Water  Supply— -8rc,  well,  400  ft.  bus.  cent; 
ays.,  pump  to  stdp.:  stdp.  cap.,  76,000  gals.; 
res.  cap.,  850,000  gals.;  2  pumps,  cap.  day,  200,- 
000  gals.;  nwins,  10  m.,  1^  to  8  in.  dia.;  29 
hyd.;  15  met;  pres^  dom.  96  lbs.,  f.  45  lbs.; 
cons,  day,  70,000  gak.^  cost,  $35,000;  cost  mtce., 
$8,000;   wks.   owned  by   city. 

QAIENA,  p.  6,006;  f.  area,  4  sq.  m.;  mere, 
bldgs.,  bk.,  Inm  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1 
ft  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  oombt  ord.; 
causes  of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  6  boee 
car.;  hose,  2,000  ft;  f.  al.,  bell;  val.  equip.,  $1,700; 
val.  bldgs.,  $8,000;  exp.  dept,  $100;  tot  mem.,  86 
vol.;  undrs.  rating,  third  daaa. 

Water  Supply— -Src,  creek,  2%  m.  bus.  cent; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  116,000 
gals.;  dim.,  12 H  x  126;  mat,  stl.;  2  pump,  enc., 
dass  dnp.,  cap  day  1,600,000  gala.;  mains,  c.  L,  20 
m.,  4  to  10  in.  dia.;  80  hyd.;  met.,  ISO;  860  serv.; 
pres.,  dom.  60  lbs.,  f.  100  lbs.;  wks.  owned  by 
dty. 

GARDEN  CITY,  p.  8,171;  f.  area,  1,000  a.;  mere, 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  wd.,  1  to 
8  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 1  b.  ft  L  trk.,  2  hose 
carts;  boM,  cot,  rub.  lined,  gd.,  1,700  ft;  f.  al., 
bell  ft  telp.;  val.  equip.,  $4,000;  val.  bldgs.,  $1,600; 
exp.  dept,  $400;  tot.  mem.,  82  vol. 

Water  Supply — Src..  wells,  8  blo<^  bus.  cent; 
ays.,  pump  to  res.  ft  dur.;  res.  cap.,  2,000,000  gala.; 
stdp.  cap.,  220,000  gala.;  mat,  stL;  6  pump,  eng., 
daas  comp.  dup.,  cap.  dsy,  2,860,000  gals.;  mains, 
c.  L,  6%  m..  4  to  12  in.  dia.;  60  hyd.;  24  v.; 
160  met;  160  serv.;  pipe,  galv.  L;  pres.,  dom. 
40  lbs.,  f.  80  lbs.;  cons,  day,  800,000  gals.;  cost, 
$60,000;  coat  mtce.,  $8,000;  wks.  owned  by  city. 

QARNETT,  p.  2,884;  f.  area,  20  a.;  mere  Udga., 
stn.  ft  bk.,  1  to  8  stor.;  priv.,  wd.,  1  ft  8  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
csuses  of  f.  inv.  F.  dept — 1  h.  ft  L  trk.,  2  bose 
wag.,    8   boee  carts,    1    c    outfit;   boee,   cot,   rob. 


^^xJ^*  ^*^^^  ^'  f.  aL,  beU  ft  wh.;  vaL  cqutp., 
$8,000;  tot  mem.,  86  voL 

Water  Supply — Src,  creek,  epr.  ft  lake,  4  m.  bv. 

e»t;  aye.,  pmnp  to  stdp.  ft  &.;  stdp.  capw,  70.- 

000  gals.;  mat,  iron  ft     bk.;  2  pomp,  cm.,  cap. 

min.  1,000  gals;  mains,  c  L,  10  m.,  2,  4,  6  ft  8 

in.  dia.;  61  hyd.;  met,  90;  860  eerr.;  pipe,  gah. 

i.;  pres.,  dom.  40  lbs.,  f.  80  Ibe.;  coos,  dsy,  500,- 

000    gals.:    cost,    $66,000;    eost    mtce,   $21,009; 

wks.  owned  by  city. 

OIRARO,  pop.  2,446;  f.  area,  2  aq.  m.;  mere, 
bldgs.,  bk.,  2^ator.:  priv..  wd.,  IH  Btm.;  wd.  jh. 
not  perm.;  fwks.  ft  combt  ord.;  caosea  «f  f.  int. 
F.  dept--l  hand  eng.,  2  boee  car.;  hoae,  cot,  n*. 
lined,  gd.,  1,000  ft.;  f.  aL,  beU:  vaL  equip.,  $1,600; 
vaL  bldgs.,  $800;  exp.  dept,  $200;  tot.  men.  10. 
pd.  part  time. 

Water  Supply— Src,  weH,  M  m.  boa.  cent;  ara, 
pump  to  res.  ft  stdp.;  stdp.  cap.,  74,000  gak; 
dim.,  28  X  24;  mat,  bk.  ft  stl.;  res.  cap..  500.000 
gan.;  loc  at  staHon;  2  pump,  eng.,  daaa  do^, 
cap.  day  1,877,700  gala.;  mains,  c  i^  12  m..  4 
to  8  in.  dia.;  62  hyd.;  24  v.;  met,  266;  SSO 
serv.;  pres.,  dom.  40  to  46  lbs.,  f.  70  to  90  Ibc; 
cons,  day,  120,000  gals.;  coat,  $40,000;  cost  mtct^ 
$500 ;  wks.  owned  by  city. 

QLASOO,  p.  760;  f.  area,  2  aq.  m.  F.  dept— 
2  hose  reels;  hose,  cot,  rub.  lined,  gd.,  1,000  ft; 
f.  aL,  bell;  val.  equip.,  $1,160;  tot  mem.,  24  voL; 
undrs.  rating,  4H  daaa. 

Water  Supply — Src,  well,  1  m.  bue.  cent;  v%^ 
grav.;  atdp.  cap.,  60,000  gala.;  mat,  atL;  1  pump. 
eng.,  daas  trip.,  cap.  min.  180  gals.;  mains,  2% 
m.,  4  to  6  in.  dia.;  24  hyd.;  cone,  day,  13,000 
gals.;  wks.  owned  by  municipality. 

QLEN  ELDER,  p.  666;  f.  area,  1  sq.  m.;  mere, 
bldgs.,  bk.,  stn.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft 
wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area: 
fwks.  ft  oombt  ord.;  causes  of  f.  inv.  F.  dept— 1 
hose  cart;  hose,  cot,  rub.  lined,  gd.,  600  ft; 
voL;  undvs.  rating.   4H    class. 

WMer  Supply — Src,  well,  2,100  ft  bus.  cent; 
ays.,  grav.  ft  dir.;  stdp.  cap.  63,450  gals.,  dim.  IS 
X  75,  mat  stL;  1  pump,  eng.,  clasB  ^ip.,  cap.  day. 
504,000  gals.;  maina,  c  L,  2  2*6  m..  4  to  6  ia. 
dia.;  28  hyd.;  pres.,  dom.  80  Iba.,  f.  66  Iba;  vks. 
owned  by   city. 

GOODLAND,   p.    1,998;   f.   area.    160   a.;  mm. 

bldn.,  wd.  ft  bk.,  1  ft  2  stor.;  prir..  wd.  ft  bk.,  1 
ft  2  stor.;  wd.  rfs.  perm.;  fwka.  ft  oombt  ori; 
canaes  of  f.  inv.  F.  dept — 1  h.  ft  L  trie,  2  bote 
car.;  hose,  cot,  rub.  lined,  gd.,  900  ft;  f.  al.,  beU; 
val.  equip.,  $1,500;  val.  bldgs..  $1,000;  tot  omol. 
20  voL;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  8  wells,  1  block  bus.  cent; 
ays.,  pump  to  stdp.;  stdp.  cap.,  226,000  gala;  3 
pump,  eng.,  cap.  day  845,600  gala.;  maina.  10  n., 
4  to  6  in.  dia.;  2,400  eerr.;  480  met;  600  fajrd.; 
25  v.;  pres.,  dom.  ft  t  40  Iba.;  cons,  day,  80.000 
gals.;  cost.  $20,000;  cost  mtce.,  $7,600;  wka. 
owned  by  city. 

GRAND  BEND,  p.  4.022;  f.  area,  1  aq.  m.;  mm. 
bldgs.,  wd.  ft  bk.,  1  to  8  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm.;  fwks.  ft  comlit.  ordL:  eaoMs 
oi  f.  inv.  F.  dept — 1  c  eng.,  oomb.  c  ft  k.  wag., 
2  hose  carta;  hose,  cot,  rob.  lined,  gd^  8,000  ft; 
f.  aL,  bell  ft  wh.;  vaL  eqoip.,  $8,000;  tot 
16  vol. 


Watar  Supply — Src,  wella,  % 
pump  to  atdp.;  atdp.  cap.,  180,000  gala.:  dii 


It 


X  160;  mat,  stL;  8  pomp,  eng.,  daas 
cap.  day  2,000,000  gala.;  maiiM,  c  i..  i^i  rn^'i 
to  10  in.  dia.;  67  hyd.;  28  v.:  met,  62;  SS6  scfv.; 
pipe,  galv.  L;  prea.,  dom.  60  Iba.,  f.  120  Iba.: 
day,  186,600  gala.;  coat,  $60,000;  east  i 
$6,000;  wka.  owned  by  Oa 

GREENLEAF,  p.  781;  f.  area,  1  aq.  n.  F.  dfrt 
— 1  h.  ft  1.  trk..  2  hoae  carta,  bocketa,  leddcfs, 
etc,  1.000  ft  cot,  rub.  lined,  bose,  250  ft  fair 
hose;  f.  aL,  bell;  vaL  equips,  $1,400;  tot.  bms.  9. 
pd.  part  time. 

Water  Supply — Src,  weUa,  in  bus.  eeot;  tn., 
grav.;  stdp.  cap.,  84,600  gala.;  2  pomp,  eog.,  raf' 
day  67,600  gala.;  maina,  2  m.,  6  to  8  ixL  dia.; 
20  hyd.;  pres.,  48  lbs.;  wks.  owned  by  dty. 

HALSTEAD,  p.  1.004.  F.  d«t— 1  eoaft.  k  ft 
L  wag.;  hoae,  800  ft;  L  al.,  bcOC 

Water  Supply— Src,  wella,  1  m.  baa  cent 
pump  to  stdp.;   stdp.   cap.,   802,400  gals^; 
L,    10   m.,  4   to   12  in.   dia.;   86  M-;  S47 
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pipe,  ntr,  i.;  pres.,  dom.  46  lbs.,  f.  860  lbs.;  cons. 
6kj,  40,000  gala.;  wks.  owned  by  city. 

HANOVER,  p.  1,000;  f.  area,  «  aq.  in.;  mere. 
bldgB.,  blu,  fltn.  *  wd..  1  to  8  ator.;  prl^,  bk.  * 
wd.,  1  ft  S  ator.;  wd.  rfa.  perm.;  no  fwka.  k  oombt 
Old.  F.  dept — S  band  boae  reela;  hoae,  cot.  rub. 
liiied,  ffd.,   600  ft;  rob.,  gd.,  600  ft:  tot  boaa. 


jmeo,  go.,   owu   n.;  ru».,   bu«   wvw   iw.   •r'-.  ""x^ 
1,000  ft;  1  ladder  wag.,  2  laddera,  ^«««fc^*»<»"^ 
azca,   eta;   f .     "     "  ' 
mem.,  86  voL 


wag.,  8  ladoera,  oacaeia,  noou, 
bdl;   rmL   equip.,    $8,000;   tot 


Water  Supplj^-firc,  weU,  1  m.  bua.  ,c«nt. 
aya.,  grav.  ft  pump  to  atdp.;  atdp.  cap.,  68,000 
gala.;  dim^  10  z  100;  mat,  &tL\  2  pwnp.  eng., 
claaa  trip.,  cap.  870  gala,  min.;  maina,  SV&  m.,  4  to 
8  in.  dia.;  81  Iqrd.;  prea.,  78  Iba.;  cona.  day,  40,- 
000  gals.;  wks.  owned  by  municipality. 

HARPER,  p.  1.688;  mere  bldga.,  atn.  ft  bk.,  1  to 
3  ator.;  priv..  wd..  1  ator.;  wd.  rfa.  perm.;  no  Iwkfc 
ft  combt  ord. ;  eauaes  of  f .  inv.  F.  dept — 1  h.  ft 
I.  t*.,  1  bose  cart;  bose,  gd.,  1.600  ft.;  f.  al., 
bell;  val.  equip.,  $2,500;  val.  bldss.,  $600;  tot 
mem.,  20  vol.;  undxs.  nting,  third  clase. 

Water  Supply — Src,  wells,  1%  m.  bus.  cent; 
sy».,  pump  to  stdp.;  stdp.  cap.,  1«0.000  g^.; 
dim.,  16  X  100;  mat,  aa;  res.  cap.,  700,000 
gala. ;  1  pump,  eng.,  class  comp.  dup.,  cap.  day 
750,000  gate.;  mains,  c.  i.»  6  m.,  1  to  8  in.  dia.; 
65  byd.;  15  v.;  met,  140;  121  serv.;  pipe,  galr. 
L;  prea.,  dom,  60  lbs.,  f.  160  Iba.;  cons,  day,  160,- 
000  sals.;  cost,  $61,000;  cost  mtce.,  $1,000;  wks. 
ownea  by  dty. 

HAVENSVILLE,  p.  412;  f.  area,  %  aq.  m.  P. 
dept — 2  noasles,  2  axes,  600  ft  hose;  f.  aL,  bell; 
tot  mem.,  16  vol. 

Water    Supply— Sra    well,    in    bus.    cent;    lys., 

Sty.;  stdp.  cap.,  80,000  gals.;  1  pump,  eng.,  cap. 
y  24.000  gals.;  maina,  4,'200  ft.,  4  to  6  m. 
din.;  14  hyd.;  prea.,  22  to  46  lbs.;  wks.  owned  by 
city. 

HAYS,  Ellia  Co.,  p.  1,961;  mere,  bldgs.,  atn.,  bk. 
ft  wd.,  1  to  8  ator.;  priv.,  stn.,  bk.  ft  wd.,  2  stor.: 
wd.  rfs.  perm,  in  f.  area;  combt.  ord.;  cauaea  of 
f.  inv.  F.  dept.— 1  b.  ft  1.  trk.,  2  hose  carts; 
booe,  cot,  rub.  lined,  gd.,  1,000  ft;  f.  al.,  bell; 
val.  equip.,  $2,800;  tot  mem.,  82  voL 

Water  Supply — Src.  10  wella;  aya.,  pump  to 
stdp.;  stdp.  cap.,  66,000  gals.;  2  pump,  eng.,  <»P- 
day  1,621,440  gals.;  maina,  6  m.,  4  to  8  in.  dia.; 
60  hyd.;  16  v.;  200  met;  200  serv.;  pipe,  galv. 
i.;  pres.,  dom.  60  lbs.,  f.  126  lbs.;  cons.  day.  100,- 
000  gals.;   cost,  $48,000;  wks.  owned  by  city. 

HERINQTON,  p.  8.278;  f.  area.  860  a.;  inert 
bldga.,  bk.  ft  wd.,  1  to  8  ator.;  priv.,  wd.,  1  to  8 
rtor.;  wd.  rfs.  penn.  in  f.  area.  F.  dept — 2  c  band 
ex.,  1  comb.  h.  ft  1.  tik.  ft  hose  wag.,  1  boee  cart; 
hose,  cot,  rub.  lined,  gd.,  1,000  ft;  fair,  600  ft.; 
tot  hoae,  1,600  ft.;  f.  al.,  wh.  ft  telp.;  val.  equip., 
$2,000;  val.  bldga.,  $400;  tot  mem.,  10  vol. 

Wator  Supply — Src,  spr.;  aya.,  pump  dir.;  pump, 
eng.,  cap.  day  600,000  gala.;  mains,  2%  m.,  4  to 
6m.  dia.;  20  hyd.;  prea.,  dom.  60  Iba.,  f.  80  Ib*^ 
eoat,  $20,000;  cost  mtce.,  $1,000;  wka.  owned  by 
dty. 

HIAWATHA,  p.  2,974;  f.  area,  400  a.;  mere 
bldga.,  atn.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  rtn.,  bk. 
ft  wd.,  1  ft  2  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  ft  combt.  ord.;  cavBes  of  f.  inv.  F.  dept. — 
8  c  hand  ex.,  1  h.  ft  1.  tik.,  1  hose  wag.,  8  hoae 
carts;  how,  cot.  rub.  lined,  gd.,  2.660  ft;  inf. 
600  It;  tot.  hoae,  8.160  ft.;  I  aL,  bell  ft  dec; 
vaL  equip..  $8,000;  val.  bldga.;  $2,000;  tot  mem., 
80  vol. 

Water  Supply — Src,  wella.  %  m.  bua.  c«it;  «ys., 
pomp  to  atdp.  ft  maina;  atdp.  dim.,  12  i  180,  flap. 
109.080  gals.;  mat,  iron;  rea.  cap.,  460,000  gals.; 
res.  loc  eouth  side  dty;  4  pump,  eng.,  class  comp. 
dup.  ft  centrif.,  capw  day,  2,804,000  gala.;  mama,  c 
i  ■  6^  m.,  4  to  8  in.  dia.;  48  hyd.;  66  v.;  met, 
888;  pipe,  galv.  i.;  prea.,  dora.  60  Iba.,  f.  100  lbs.; 
cons.  day.  200,000  gala.;  cost  niAce.,  $8,600;  wks. 
owned  by  dty. 

HIGHLAND,  p.  768;  f.  area,  ^^  aq.  m.     P.  dept 

1  hose  reel,  1  c.  eng.,  600  ft  hoae;  f.  al..  bdl; 

tot  mem..  21  vol. 

Water  Supply — Src.  well  in  bus.  cent;  qrs., 
•rav.;  stdp.  cap.,  50,000  gals.;  2  pump,  pg.,  «p. 
day  4,868.000  gals.;  mains.  SH  »-,  4  to  8  in.  dia.; 
80  hyd.,  pres..  49  to  62  lbs.;  wks.  owned  by  c*ty. 

HILL  CITY,  p.  988;  f.  area,  1  aq.  m.  F.  drot-- 
1  c.  eng.,  h.  ft  1.  trk.,  2  hrs.;  hose,  cot,  rub.  lined. 


fd.,  1,000  ft.;  f.  aL,  bell  ft  telp.;  val.  equip., 
$1,860;  val.  bldgs..  $1,600;  tot  mem..  26  vol.; 
undra.  rating.  4H  daaa. 

Watar  Supply — Src,  wdL  1  m.  bua.  cent;  era., 
grav.  ft  dir.:  atdp.  cap.,  76,000  gals.;  dim.,  22  z 
28;  mat.  stl.;  1  pump,  eng.,  daaa  trip.,  cap.  min. 
860  gala.;  maina.  7H  m..  4  to  8  in.  dia.:  88  hyd.; 
mrea»  dom.  60  to  66  Iba.,  f.  76  Ibo.;  wka.  owned 
by  dty. 

HOISINQTON.  p.  1,076;  f.  area.  1  sq.  m.;  mere 
bldga..  bk.,  stn.  ft  wd.,  1  to  8  stor.;  im-Iv..  bk.  ft 
wd..  1  ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
no  fwks.  ft  combt  ord. ;  cauaea  of  f .  inv.  F.  dept — 
2  hoae  carta.  1  h.  ft  1.  trie.,  axes,  bars,  budtets, 
etc;  hose,  oot,  rtib.  lined,  gd.,  1,200  ft;  fair, 
600  ft;  tot  bose,  1,800  ft.;  f.  aL.  beU  ft  telp.; 
vaL  equip..  $2,400;  tot  mem..  15  voL;  undrs. 
rating,   fourth  dass. 

Watar  Supply— ^Src.  wells,  1  m.  bus.  cent;  sys., 
grav.  ft  dir.;  stdp.  cap.  182,000  gals.,  dim.  16  x 
100,  mat.  atL;  2  pump,  eng.,  dass  oentrif.,  cap. 
day,  446,400  gals.;  mains,  c  1.,  8  m..  4  to  8  in. 
dia.;  64  hyd.;  pres..  dom.  120  lbs.,  f.  80  lbs.;  cons, 
day,  160,000  gals.;   wka.  owned  by  dty. 

HOLTON.  p.  2.842;  f.  area,  10  a.;  mere,  bldga., 
atn.  ft  bk.,  1  ft  2  ator.;  priv..  wd..  1  ft  8  ator.; 
wd.  rfa.  not  penn.;  fwka.  ft  eombt  ord.  F.  dept. — 
1  c  eng.,  4  c  hand  ex.,  1  h.  ft  L  trk.,  1  hoae 
reel.  1  hose  wag.,  2  hia.:  hose,  cot,  rub.  lined,  gd.. 
800  ft;  rub.,  gd.,  800  ft.;  inf.,  600  ft;  tot.  hose, 
1,600  ft;  f.  al.,  beU;  vaL  equip..  $8,500;  vaL 
bldgs..  $8,000;  tot  mem.,  86  vol. 

Watar  Supply — Src,  wells,  ^  m.  bus.  cent;  sys., 
dir.  pres.;  rea.  cap.  200,000  gals.;  2  puvap.  eng.; 
mains,  iron,  12  m.;  4  to  10  in.  dia.;  85  hyd.; 
40  v.;  816  met;  816  verv.;  pres.,  dom.  60  lbs.; 
f.  110  lbs.;  cons,  day,  160,000  gals.;  cost.  $45,000; 
wks.  owned  by  dtf. 

HORTON,  p.  8.600;  f.  area,  800  a.;  mere  bldga., 
bk..  2  ator.:  priv..  wd.,  8  stor.;  wd.  rfa.  not  perm,  in 
f.  area;  fwka.  ft  combt  ord.;  cauaea  of  t  inv.  F. 
dept — 1  h.  ft  L  tik.,  8  hoae  carta;  hoae.  oot.  rub. 
lined,  gd..  1,600  It.;  f.  aL,  telp.  ft  bell;  vaL 
equip.,  $2,000;  exp.  dept  $200;  tot.  mem.,  20  vol. 

Watar  Supply — Src.  weUs,  1  m.  bua.  cent;  aya.. 
pump  to  atdp.;  atdp.  cap.,  126,000  gala.;  dim.,  18 
X  166;  loc  166  ft  cent  town;  mat,  stL;  2  pump, 
eng.,  cap.  day,  400,000  gala.;  mains,  c  L.  6  m., 
4  to  10  in.  dia.;  52  hyd.;  200  met;  200  aerv.; 
pipe,  galv.  L;  prea.,  dom.  80  Ibe.;  f.  80  Ibe.;  cons, 
day,  60,000  gals.;  coot  $75,000;  cost  mtce., 
$1,000;  wka.  owned  by  dty. 

HOWARD,  p.  1,168;  f.  area,  8  blocks;  mere 
bldga.,  atn.  ft  bk.,  1  to  8  ator.;  priv..  wd..  ly^ 
ator.;  wd.  rfa.  not  perm,  in  f.  area;  eombt.  ord.: 
cauaea  of  f.  inv.  F.  dept. — 1  hand  eng..  16  c  hana 
ex.,  1  hoae  cart;  hoae,  cot.  rub.  linM,  gd..  1,000 
ft;  val.  equip.,  $1,860;  exp.  dept,  $200;  tot 
mem.,  20  voL 

Watar  Supply — Not  reported. 

HUMBOLDT,  p.  2,648;  t  area.  640  a.;  mere 
bldga.,  wd.,  bk.  ft  stn.,  1  ft  2  stor.;  priv.,  wd.,  Y 
ator.;  wd.  rfa.  perm.;  fwka.  ft  combt  ord.  F.  dept 
— 1  comb,  c  ft  h.  wag.,  2  c  hand  ex.,  1  hose 
wag.;  hoae,  rub.  lined,  go.,  1,600  ft.;  rub.,  gd.,  200 
ft;  tot  hoae,  1,700  ft.;  f.  al.,  telp.  ft  bell:  vaL 
equip.,  $8,000;  vaL  bldgs.,  $500;  exp.  dept,  $100; 
tot  mem.,  28  vol.;  undrs.  rating,  fourth  daaa. 

Watar  Supply—Src,  well,  %  m.  bua.  cent;  aya.. 

Sump  to  atdp.;  atdp.  cap.,  70.000  gala.;  mat,  atL? 
pump,  eng.,  daaa  comp.  dup.,  cap.  day  2,160,000 
fftla.;  maina,  6  m.,  c  L,  6  to  lO  in.  dia.;  62  hyd.; 
6  v.;  12  met.;  prea.,  dom.  67  Iba.,  f.  100  lbs.; 
oona.  day,  60,000  gala.;  ooat,  $40,000;  cost  mtce., 
$2,600;  wka.  owned  by  dtj, 

HUTCHINSON,  p.  16.864;  f.  area.  2,000  a.; 
mere  bldga.,  atn.  ft  bk.,  1  to  8  ator.;  priv.,  wd., 
1^  ator.;  wd.  rfa.  not  perm.;  fwka.  ft  combt  ord.; 
cauaea  of  f.  inv.  F.  dept — 6  c  hand  ex..  1  auto, 
comb,  c  eog..  h.  ft  L  wag..  2  auto.  comb,  e  ft  h. 
wag..  1  hose  wag..  8  bra.;  hoae.  oot.  rub.  lined, 
gd.,  6.000  ft;  f.  al..  wh.  ft  bdl;  vaL  equip.,  $18,- 
600;  val.  bldgs.,  $6,000;  exp.  dept,  $12,000;  tot 
mem.  18,  pd.  full  time;  undrs.  rating,  third  daaa. 

Water  Supply — Src,  wella;  aya..  pump  dir.;  4 
pump,   eng.,   claaa  hor.   dup.,  cap.   day   13,000,000 

gals.;  mams,  c  i.,  80  m..  4  to  18  in.  dia.;  811 
yd.:  52  v.;  met,  400;  1,700  aerv.;  pipe,  galv.  L 
ft  lead;  pres.,  dom.  50  to  60  lbs.,  f.  100  to  160 
lbs.:  cons,  day,  800,000  gala.;  wka.  owned  bf  00. 
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INDEPENDENCE,  p.  10,480;  f.  area,  8,000  a.; 
mere,  bldgs.,  bk.,  1  to  4  ator.;  imIt.,  wd..  1  to  4 
ator.;  wd.  rfa.  not  perm,  in  f.  area;  oombt.  ord.; 
caiiaea  of  f.  inv.  F.  dept — 4  c.  hand  ex.,  2  hoae 
carta,  1  comb,  boae  k  ladder  trk..  S  hn.;  hose, 
cot.,  rub.  lined,  2,000  ft.;  f.  aL,  telp.;  vaL  equip., 
$5,000;  Tal.  bidga.,  $10,000;  ezp.  dept.,  $6,000; 
tot.  mem.  6,  pd.  full  time. 

Water  Supply — Src,  riv.,  1^  m.  bua.  cent.;  aya., 
dir.  pres.;  res.  cap.,  8,000.000  gaU.;  5  pump,  eng., 
chuBs   comp.    dup.   k  turbine,    cap.    day,    8,800,000 

EalB.;  mains,  c.  i.,  19  m.,  4  to  14  in.  dia.;  104 
yd.;  76  v.;  met,  100;  2,250  aerv.;  pipe,  galv. 
i.;  pres.,  dom.  65  Iba.,  f.  100  to  180  lbs.;  cons, 
day,  1,500,000  gals.;  cost,  $220,000;  wks.  owned 
by  city. 

lOLA,  p.  0,082;  f.  area,  1  1-8  aq.  m.;  mere, 
bldga.,  bk.,  2  ator.;  prir.,  wd.,  2  ator.;  wd.  rfa.  not 

Serm.  in  f.  area;  fwka.  ord.;  causes  of  f.  inv.  F. 
ept. — 8  c.  hand  ex.,  1  h.  &  L  trk..  1  oomb.  c.  k  h. 
wag.,  2  bra.;  boae,  eot.,  rub.  lined,  jrd.,  8,000  ft.; 
f.  al.,  telp.;  vaL  equip.,  $7,092;  val.  bldgs.,  $2,500; 
tot.  mem.  9,  pd.  fidl  time  2,  vol.  7. 

Water  Supply — Src.,  riv.,  1  m.  bua.  cent.;  aya., 
pump  dir.;  4  pump,  eng.,  daas  dup.,  cap.  day 
8.000,000  gala.;  nuiina,  c.  1.,  18  m.,  4  to  14  in. 
dia.;  100  hyd.;  85  ▼.;  met.,  100;  pipe,  galv.  L; 
prea.,  dom.  80  Iba.,  f.  120  Iba.;  wka.  owned  by 
city. 

JEIWELL  CITY,  p.  899;  f.  area,  1  sq.  m.  F. 
dept. — 2  hose  carts,  1  h.  jc  1.  trk.;  1  c.  eng., 
1,000  ft  cot.,  rub.  lined,  hose;  f.  al.,  bell.;  val. 
equip..  $1,650;  tot.  mem.,  20  vol. 

Water  Supply — Src.  artiflcisl  lake,  in  bus.  cent.; 
cap.  lake,  80,000,000  gals.;  sys.,  grav.  k  dir. 
pres.;  stdp.  cap.,  50,000  gals.;  2  pump,  eng.,  cap. 
day,  82i9,200  gals.;  mains,  -4  m.,  4  to  8  in.  dia.; 
40  hyd.:  pres.,  40  to  50  lbs.;  cons,  day,  12,000 
gals.;  wks.  owned  by  city. 

JUNCTION  CITY,  p.  5,698;  mere,  bides.,  atn.  A 
bk.,  1  to  8  ator.;  priv.,  stn.,  bk.  ft  wd.,  1  8e  2 
ator.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  k  oombt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  Ac  L  trk.,  1 
comb.  &  ft  h.  wag..  4  e.  hand  ex.,  1  hoae  cart,  2 
hrs.;  hose,  cot.,  rub.  lined,  gd.,  2,600  ft.;  f.  al., 
bell  ft  telp.;  val.  equip.,  $4,000;  val.  bldga.,  $8,500; 
tot.  mem.  18,  pd.  fuU  time  2,  voL  16. 

Water  Supply— Src,  wella;  aya.,  pump  to  rea.  ft 
dir.;  rea.  cap.,  600,000  gala.;  2  pump,  eng.,  cap. 
day  4,500,000  gala.;  main,  14  m.,  4  to  12  In  dia.; 
97  hyd.;  84  v.;  met.,  1,400;  1,400  aerv.;  pres., 
dom.  70  Iba.,  f.  120  to  125  Ibe.;  cons,  day,  750,- 

000  gals.;  cost,  $100,000;  cost  mtoe.,  $5,100;  wka. 
owned  bj  city. 

KANAPOLIS,  p.  450;  f.  area,  1  aq.  m.  F.  dept 
—-2  hose  carts,  1,000  ft  hose;  f.  al.,  bell;  vaL 
equip..  $lj000;  tot.   mem.,  15  vol. 

Water  Supply-— Src,  well,  in  bua.  cent;  aya., 
grav.;  stdp.  cap.,  60,000  gala.;  1  pump,  eng.; 
mains,  8  m.,  4  to  8  in.  dia.;  81  hyd.;  pres.,  88 
to  55  lbs.;  wks.  owned  by  city. 

KANSAS  CITY,  p.  82,881;  f.  area,  18)4  aq.  m.; 
mere,  bldga.,  bk.  ft  atn.,  2  to  4  ator.:  priv.,  bk.  ft 
wd.,  1  ft  2  ator.;  wd.  rfa.  perm.;  fwaa.  ft  oombt 
ord.;  cauaea  of  f.  inv.  F.  dept--8  auto.  comb.  e. 
ft  h.  wag.,  2  auto,  chiefa  car.,  8  atr.,  26  c  hand  ex., 

1  h.  ft  1.  trk.,  1  aer.  trk.,  8  hoae  wag.,  8  hoae  car.,  8 
ccmb.  c  ft  h.  wag.,  22  hia.;  hoae,  oot,  rub.  Uned, 
gd.,  16,900  ft.;  6,000  ft  in  reserve;  f.  al.,  telp.; 
val.  equip.,  $18,700;  vaL  bldga.,  $86,100;  exp. 
dept,  $114,000;  tot  mem.  82,  pd.  full  time; 
undrs.  rating,  first  class. 

Watar  Supply— Src.,  Miaaouri  rlv.,  4  m.  bua. 
cent;  aya.,  pump  dir.;  atdp.  cap.,  275,000  gala.; 
res.  cap.,  5,000,000  gals.;  7  pump,  eng.,  class 
comp.  oond.,  centrif.  ft  elee.,  cap.  day  55,000,000 
gals.;  mains,  c.  i.,  107  m.,  4  to  80  in.  dia.;  660 
v.;  826  hyd.;  met,  5,241;  9,899  serv.;  pipe,  lead; 
pres.,  dom.  180  lbs.,  f.  170  Iba.;  oona.  day,  9,000,- 
000  gala.;  wks.  owned  by  Co. 

KENSINGTON,  p.  497;  f.  area,  H  aq.  m.;  men. 
bldga.,  bk.,  atn.  ft  wd..  1  to  8  ator.;  6riv.,  atn.  ft 
wd.,  1  ft  2  ator.;  wd.  rn.  not  perm,  in  f.  area;  fwka. 
ft  combt  ord.;  cauaea  of  f.  inv.  F.  dept — 2  h. 
ft  1.  trk.,  1  e.  tk.;  boae.  cot,  rub.  lined,  gd.,  1,000 
ft;  inf.,  500  ft;  tot  hoae,  1,500  ft;  f.  aL,  bell 
ft  telp.;  val.  equip.,  $2,880;  tot  mem.  21,  pd. 
part  time  8,  vol.  18. 

Water  Supply — Src,  well,  %  m.  bua.  cent;  aya., 
ffcmv.;  atdp.  cap.,  75,000  gals.;  dim.,  20  x  125; 
mat,  atl.;  2  pump,  eng.,  class  trip,  ft  dup.;  mssns. 


8%  m.,  2  to  6  in.  dia.;  25  hyd.;  19  v.;  180  met; 
140  serv.;  pres.,  dom.  60  lbs.,  f.  60  lbs.;  cons,  diy, 
40,000  gals.;  cost,   $20,000;   wks.  owned  l:^  dtj. 

KINQMAN,  p.  2,570;  f.  ana.  160  a.;  mere  bldp., 
bk.,  1  to  4  ator.;  priv.,  wd.,  2  ator.;  wd.  rfa.  ml 
perm.;  fwka.  ft  conibt  ord.  F.  dept — 1  c  eng.,  t 
c.  hand  ex.,  1  h.  ft  L  trk.,  2  hoae  car.;  hoae,  cot, 
rub.  lined,  gd.,  1,500  ft;  f.  aL,  bell  ft  wh.;  tiL 
eouip.,  $8,700;  vaL  bldgs.,  $10,000;  exp.  dipt 
$200;  tot  mem.,  15  voL 

Water  Supply — Src,  apr.,  A  m.  boa.  cent;  qn., 
ffrav.  ft  dir.  prea.;  atdp.  cap.,  70,000  gala.;  din., 
20  X  28  X  70;  mat.  atL;  rea.  cap.,  128,800  gak; 
2  pump,  eng.,  class  trip.,  cap.  day  1.000,000 
gak.;  mains,  c.  i..  5  nu,  4  to  10  in.  dia.;  55  hyi; 
30  v.;  650  met;  560  serv.;  pres.,  dom.  60  lbs., 
f.  ISO  lbs.;  cons,  day,  225,000  gals.;  wka.  owned 
by   city. 

KINSLEY,  p.  1,800;  f.  area,  2  aq.  m.;  mere, 
bldga.,  bk.  ft  wd.,  1  ft  2  ator.;  prir.,  bk.  ft  wd.,  1 
ft  2  ator.;  wd.  rfs.  perm.  In  t  area;  fwka.  ft  combt 
ord.;  cauaea  of  f.  inv.  F.  dept — 2  hand  boae  caiti; 
hoae,  cot,  rub.  lined,  gd.,  1,500  ft;  1  aL,  bdl; 
vaL  equip.,  $1,900;  tot  mem.,  82  voL 

Water  Supply — Src,  8  wella,  %  m-  boa.  cent: 
sys.,  grav.;  atdp.  cap..  180,000  gals.;  dim..  16  z 
120;  mat.  stL;  res.  cap.,  720,000  gals.;  2  pump, 
eng.,  daas  oomp.  dup.,  cap.  day  720,000  gals.; 
mains,  6  m.,  4  to  10  in.  dia.;  89  hyd.;  22  v.; 
210  met;  250  serv.;  prea.,  dom.  40  lbs.,  f.  lOO 
lbs.;  cons,  day,  80,000  gala.;  wka.  owned  by  dtr. 

KIOWA,  p.  1,520;  f.  area.  1  aq.  m.  P.  dept— 
1  h.  ft  L  tik..  2  c  hand  ex..  10  budwta,  1  best 
wag..  2  hiB.;  boae,  oot.,  nib.  lined,  gd.,  1,400  ft; 
f.  u.,  wh.  ft  telp.;  tot  meoiL,  14  vol;  undn.  latlnf. 


fourth 

Watar  Supply — Src.  Medicine  rlv.,  1  m.  bm 
cent;  qra.,  grav.  ft  dir.;  stdp.  cap.,  70,000  galiL; 
dim.,  80  X  20;  mat,  atL;  8  pump,  cog.,  daaa  eooqi. 
dup.  ft  trip.,  cap.  mln.  1,260  gala.;  maina,  4.4  bl, 
4  to  8  in.  (Ua.;  81  hyd.;  prea.,  dom.  50  Iba.,  f.  106 
Iba.;  cona.  day,  75,000  gwa.;  wka.  owned  by  munie- 
Ipality. 

KIRWIN.  p.  (r26;  f.  area,  ^  aq.  m.     F.  dept — 

1  h.  ft  L  trk.,  2  hose  carta,  1,000  ft  hoae;  t  sL, 
bell;  tot  mem.,  26  vol. 

Water  Supply— 6rc.  wdl,  in  bua.  cent;  lys., 
grav.  ft  dtr.  pres.;  stdp.  cap.,  70,000  gala.;  1  pomp, 
eng.,  cap.  day  288,000  gala.;  maina,  2^  m.,  4  to 
6  m.  dia.;  28  hyd.;  prea.,  68  Iba.;  wka.  owned  by 
city. 

LA  CYQNE,  p.  957;  f.  area,  640  a.:  mere  bldp., 
bk.  ft  atn.,  1  ft  2  ator.:  prtv.,  atn.,  bk.  ft  wd.,  l% 
ator.;  wd.  rfa.  perm,  in  f.  area;  twkM.  ft  oonbc 
ord.;  cauaea  of  L  inv.  F.  d«t— 1  hand  eng.,  t 
hoae  carta;  hoae,  oot,  tub.  Imed,  gd.,  1.600  ft; 
f.  aL,  bell  ft  wh.;  vaL  equip.,  $1,800;  vaL  bldga.. 
$800;  exp.  dept,  $240;  tot  mem.,  IS  voL 

Water  .Suppls^-^Src,  wella.  %  m.  boa.  ecat.; 
qrs.,  dir.  prea.;  atdp.  cap.,  79.000  sale.;  1  pump, 
eng.,  class  oomp.  dup.,  cap.  700  gala,  mln.;  6  m. 
maina,  4  to  8  in.  dia.;  il9  byd.;  70  met;  86  aerv.; 
pres.,  dom.  48  lbs.,  f.  100  fba.;  coat,  $88,000; 
cost  mtce.,  $8,000;  wks.  owned  by  dty. 

LA  HARPE,  p.  2,080;  t  area,  40  a.  F.  dept— 
hose^  cot,  rub.  lined,  gd..  1.400  ft;  f.  aL.  bdl: 
val.  equip.,  $1,000;  vaL  bUgc.  $500;  Cot  mem.. 
12    vol. 

Water  Supply— Src,  Elm  creek,  2%  m.,  boa 
cent;  eye.,  pump  to  atdp.;  atdp.  cap.,  T0,000  gab.; 

2  pump,  eng.,  cap.  884,000  gala,  day;  mains,  c 
i.,  %  to  8  in.  dia.;  80  ^d.;  12  v.;  prea.,  6aa.  k 
f.,  85  lbs.;  wks.  owned  by  dty. 

LANSING,  p.  1,800.  F.  dept — 2  hand  hose 
reels,  c.  hand  ex.,  1,000  ft  hoae;  f.  aL,  wh.;  It 
voL 

Water  Supply    Brc,  rfv.,  1  m.  boa.  cent; 
grav. 


B<«<..  i^.  cap..  2:000,000  gala.;  2  pompL  eag^ 
cap.  day  800,000  gala.;  maina,  c.  L,  8  m..  8  to  10  n. 
dia.;  20  hyd.;  prea.,  dom.  45  Ibc,  f.  90  Iba: 
cons,  day,  225,000  gala.;  coat,  $20,000;  wks. 
owned  by  state. 

LARNED.  p.  2,911;  f.  area,  640  a.;  mere  bUfi.. 
atn.,  bk.  ft  wd..  2  ator.;  priv.,  atn.,  bk.  ft  «^»J.* 
2  ator.;  wd.  rn.  not  nenn.;  firtca.  ft  oombt  era.; 
cauaea  of  f .  Inv.  F.  dept — ^1  h.  ft  L  trie.  8  Im« 
car.,  1  comb.  b.  ft  c  wag.;  hoae,  eot.  nm.  liaef 
gd.,  1,800  ft;  f.  aL,  ben;  vaL  equip.,  $8.0«0;  «*L 
bldga.,  $4,000;  exp.  dnt.  $200;  tot  Mia.«  1< 
vol.;  undn.  rating,  fourtii  dum. 
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Water  Supply — Src,  weUa;  ays.,  pomp  to  atdp.. 
itdp.  ctp.,  85,000  smlk:  dim.*  IS  x  100;  2  pump, 
eoff.,  cap.  day  1,500,000  smb.;  mains,- 10  m.,  4  to 
12  in.  dia.;  117  hyd.;  66  ▼.;  met.,  526;  650  scrv,; 
pm.,  dom.  70  lbs.,  f.  100  lbs.;  cons,  day,  800,000 
gals.;  cost,  $60,000;  cost  mtce.,  $8,500;  wks. 
owned  by  city. 

LAWRENCE,  p.  12,874;  f.  area,  040  a.;  mere. 
bldgs..  bk.  &  stn.,  1  to  4  stor.;  priv.,  wd.,  2  ator.; 
wd.  TO.  not  perm,  in  f.  area;  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  str.,  in  reserve,  1  comb.  h. 
ft  1.  tk.  trk..  2  bose  car.,  5  bra.;  hose,  oot.,  rob. 
lined,  gd.,  2,000  ft.;  inf.,  1,000  ft.;  tot.  hose,  8,000 
ft.;  f.  aL,  bell  ft  wh.,  telp.  bx.;  yal.  equip.,  $10,000; 
▼aL  bldgs.,  $10,000;  exp.  dept,  $8,500;  tot.  mem. 
13,  pd.  full  time  2,  pd.  part  time  11. 

Water  Supply — are.,  weUs;  sya.,  graT..  pump  to 
0ldp.  k  dir.;  stdp.  cap.,  250,000  gau.;  dim.,  20  x 
105;  cap.  plant,  4,000.000  gala.;  2  pump,  eng.; 
mains,  19  m.;  156  hyd.;  met.,  700:  1,400  senr.; 
prca.,  dom.  05  lbs.,  f.  100  lbs.;  cons,  day,  1,200,000 
gala.;  cost,  $100,000;  cost  mtce.,  $5,000;  wks. 
owned  by  Co. 

LEAVENWORTH,  p.  19,868;  f.  area,  7  sq.  nu; 
mere  bldgs.,  bk.,  1  to  0  stor.:  priv..  bk.  &  wd.,  2 
«tor.;  wd.  ns.  not  perm,  in  i.  area;  causes  of  f. 
inT.  F.  dept. — 2  h.  ft  1.  trk.,  0  c  hand  ex.,  1 
comb,  c  ft  h.  wag.,  1  hose  wag.,  1  hose  reel,  8 
hiB.;  hose,  cot.,  rub.  lined,  gd.,  8,150  ft.;  inf.,  700 
ft.;  tot.  hose,  8,850  ft.;  f.  al.,  telp.;  VaL  equip., 
14,860;  exp.  dept.,  $11,900;  tot.  mem.  14,  pd.  fuU 
time. 

Water  Supply— <8rc,  riv.,  1  m.  bua.  eent.;  sy*<> 
pump  to  res.;  res.  cap.,  26,000,000  gals.;  pump, 
eng.,  dasa  comp.,  cap.  day  18,000,000  gals.;  mains, 
28  DL,  4  to  20  in.  dia.;  146  hyd.;  met..  1,000: 
2,100  serv.;  pipe,  lead  ft  galv.  1.;  pres.,  dom.  186 
lbs.,  f.  135  lbs.;  eoos.  day,  4,600,000  gals.;  wks. 
owned  by  Cow 

LEBANON,  p.  800;  f.  area,  %  sq.  m.;  mere,  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priT.,  bk.  ft  wd.,  1  ft  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 1  c.  eng.,  1  h.  ft  1.  trk., 
2  hn.;  hose,  cot.,  rob.  lined,  gd.,  800  ft.;  f.  al., 
wh.  ft  bell;  raL  equip.,  $1,600;  val.  bldgs.,  $100; 
tot  mem.,  26  vol. 

Water  Supply— Src.,  weDs,  8  m.  bus.  cent.;  sys., 
grav.  ft  dir.  pres.;  stdp.  cap.,  66,000  gals.;  dinu,  19  x 
tO;  mat,  stL;  1  pump,  eng.,  daas  trip.,  cap.  day 
482,000  gals.;  mains,  8 H  m..  2  to  6  in.  dia.;  16 
hyd.;  pres..  dom.  40  to  46  Ins.,  f.  76  lbs.;  eoos. 
day,  16,000  gals.;  wks.  owned  by  city. 

"LIBERAL,  p.  2,100;  f.  area,  1  sq.  dl;  mere, 
bldgs.,  wd.,  stn.  ft  bk.,  1  ft  2  stor.;  priv.,  wd.  ft 
bk.,  1  ft  2  stor.;  wd.  rfft.  not  perm,  in  f.  area; 
fwka.  ft  combt  ord.;  canaes  of  f.  inv.  F.  d«pt— > 
1  c.  en^.,  2  hose  carta;  1,000  ft  cot,  rub.  lined, 
hose;  f.   aL,  wh.;  vol. 

Watar  Supply — Src,  wells,  cap.  240  gala,  min.,  1 
m.  bos.  cent;  sys.,  grav.;  stdp.  cap.,  new  80,000 
gala.,  old  60,000  gala.;  dim.,  new  21  x  24,  old  22  x 
18;  mat,  new,  stL;  old,  stL;  4  pump,  eng.,  com- 
bined  cap.  dsy  846,600  gals.;  mains,  4  m.,  4  to  8 
in.  dia.;  28  hyd.;  pres.,  dom.  48  to  49  lbs.;  cost, 
$30,000;  wks.  owned  by  dty. 

LINCOLN,  p.  1,508;  f.  area,  4  blodcs;  mere, 
bldgs.,  stn.,  1  ft  2  stor.:  priT.,  wd.,  IH  stor.;  wd. 
rfa.  not  perm.;  combt.  ord.  F.  dept — 2  c.  eng.,  1  h. 
ft  1.  trk.,  S  hose  csrts;  bose,  oot,  rub.  lined,  gd., 
1,800  ft.;  f.  al.,  bell;  Tal.  equto.,  $1,760;  vaL 
bldgs.,  $1,000;  tot.  mem.,  18  rol.;  nndrs.  rating, 
third  class. 

Watar  Supply — Src,  weUs:  sys.,  pump  to  stdp., 
grsT.  ft  dir.:  stdp.  cap.,  72,000  gals.;  dim.,  22  x 
28;  mat.,  stl.;  2  pump,  eng.,  cap.  min.  1,060  gals.; 
26  hyd.;  mains,  8H  ra.,  4  to  6  in.  dfa.;  met.,  800; 
8,000  senr.;  pres.,  f.  80  to  66  lbs.;  eons,  day,  80,> 
000  gals.;  cost,  $875,000;  cost  mtee.,  $88,000; 
wks.  owned  by  dty. 

L1ND8B0RG,  p.  1,989;  f.  area,  10  a.;  mere,  bldgs., 
bk.,  1  A  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfft.  not 
perm,  in  f.  area;  combt  ord.;  causes  of  f.  inv. 
P.  dept. — 1  h.  ft  1.  trk.,  1  hose  wag.,  1  hose  cart; 
hose,  cot.  rub.  lined,  1,700  ft;  f.  aL,  wh.;  vaL 
equip.,  $8,500  val.  bldgs.,  $2,000;  tot  mem., 
30  vol. ;  undn.  rating,  fourth  class. 

Watar  Supply— arc.,  wells,  226  ft.  bus.  cent; 
sys.,  pump  to  tk.  ft  dir.  pres.;  tk.  cap.,  2,000  gals.; 
mat.,  galv.  i.  ft  wd.;  res.  cap.,  240,000  gals.:  8 
dup.  pump.  eng«,  cap.  day  600,000  gak.;  mains, 
c  {.,  6  m.,  4  to  8  in.  dia.  88  hyd.;  29  ?.;  290 
met;  SIO  senr.;  prea.,  dom.  50  Ibia.,  f.  100  to  110 


lbs.;    cost,    $16,000;    cost    mitoe.,    $4,000     wks, 
owned  by  oi^. 

LOQAN,  p.  784;  f.  area,  1-8  sq.  m.  F.  dept.-— 
1  hose  wag.,  1  hose  cart,  700  ft  hose;  f.  al.,  wh. 
ft  bell;  tot.  mem.,  12  vol. 

Water  Supply — Src.  2  wells,  in  bus.  cent;  ays., 
grav.  ft  dir.  prea.;  atdp.  cap.,  80,000  gala.,  dim. 
Ii6  X  1<8,  mat  stL;  '2  pump,  eng.,  claaB  comp. 
dup.  ft  trip.,  cap  day  82)8,000  gals.;  mains,  c.  i., 
1^  m.,  4  to  6  in.  dia.;  pres.,  dom.  41  lbs.,  f. 
60  lbs.;   16  hyd.;  wks.  owned  by  city. 

LUCAS,  p.  678;  f.  area,  1  aq.  m.;  mere,  bldgs., 
bk.  ft  wd.;  no  fwks.  ft  combt  ord.  F.  dept — 4  hand 
hose  carts,  1,600  ft  cot,  rub.  lined,  hose;  f.  aL, 
bell  ft  telp.;  val.  equip.,  $1,600;  val.  bldgs.,  $26; 
tot.  mem.,  22  vol. 

Water  Supply— «rc.,  wells  ft  spring,  ^  ft  %  m. 
bus.  cent;  sys.,  pump  to  stdp.;  stdp.  cap.,  50,000 
gala.;  mat,  stl.;  res.  cap.,  110,000  gala.;  2  pump, 
eng.,  claaa  trip.,  cap.  day  02,000  gals.;  mains,  c.  i.» 
4  m.,  4  to  8  in.  dia.;  28  hyd;  14  v.;  140  met;  140 
fierv.;  pres.,  dom.  60  Iba.,  f.  125  lbs.;  cons,  day, 
15,000  gals.;  wks.  owned  by  city. 

LURAY,  p.  860;  f.  area,  1  aq.  ul  F.  dept — 1 
c  eng.,  2  hose  csrts;  hose,  cot,  rub.  lined,  gd., 
700  ft.;  c,  100  ft;  lot  hose,  800  ft;  f.  al.,  bell 
ft  telp.;  val.  eouip..  $1,470;  tot  mem.,  20  voL; 
midra.  rating,  4H  class. 

Water  Supply— Src,  wella,  %  m.  bus.  cent.;  aya., 
grav.;  stdp.  cap.,  50,000  gals.;  dim.,  80  x  28; 
mat,  StL;  1  pump,  eng.,  class  trip.;  msins,  1%  ra., 
4  to  6  in.  dia.;  28  hyd.;  pres.,  dom.  60  to  65  Iba., 
f.  75  lbs.;  cost,  $20,000;  cost  mtce.,  $800;  wks. 
owned  by  city. 

LYNDON,   p.    824;    f.   srea,    H    iq-    m.;    mera 

bldga.,  bk.  ft  wd.,  1  ft  2  ator.;  priv.,  wd.,  1  ft  2 

'  ator.,  wd.  rfa.  perm. ;  no  fwka.  ft  combt  ord.     F. 

dept — 2  hoae  carta,   2,000  ft   hose;    f.   al.,  bell; 

vaL   equip.,   $1,075;   tot   mem.,   20  voL 

Water  Supply — Brc,  Slate  Creek,  1  m.  bua. 
cent;  sya.,  pump  to  stdp.;  atdp.  cap.,  60,000  gala.; 
dim.,  60  X  8i8;  mat,  stl.;  2  pump,  eng.,  cap.  1,600 
gals,  min.;  malna,  c.  L,  7  m.,  4  to  6  in.  dia.;  80  hyd.; 
100  met.;  prea.,  dom.  55  lbs.,  f.  -60  to  70  lbs.; 
cons,  day,  35,000  gals.;  cost,  $30,000;  wks.  owned 
by  dty. 

I.YONS,  p.  2,071;  f.  area,  640  a.  mere  bldgs., 
bk.  ft  stn.,  2  ft  3  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfa.  not  perm.;  fwks.  ft  combt  ord.;  causes  of 
f.  not  inv.  F.  dept. — 1  c  hand  ex.,  1  h.  ft  1  trk., 
2  hose  wsg.,  2  hoae  car.;  hose,  oot,  rub.  lined, 
ad.,  1,400  ft.;  inf.,  300  ft  tot  hose,  1,700  ft; 
f.  aL,  bell;  vaL  equip.,  $8,000  vaL  bldgs.,  $6,000; 
exp.  dept,  $520;  tot  mem.,  12  voL;  undrs.  rating, 
fourth  class. 

Wstsr  Supply — Src,  wells,  %  m.  bus.  cent;  sys., 
dir.  pres.;  res.  cap.,  100,000  gala.  8  pump,  eng., 
dass,  dup.  ft  aimp.;  cap.  day,  1,000,000  gala.; 
mains,  c.  i,  6%  m.;  4  to  8  in.  dia.;  68  byd.; 
29  v.;  4  met.;  510  serv.;  pipe,  galv.  i;  pres.,  dom. 
40  lbs.,  f.  120  Iba.;  cons,  dsy,  160,000  gala.;  wka. 
owned  by  dty. 

MoPHERSON,  p.  8,546;  f.  area,  100  a.;  mere, 
bldgs.,  atn.  ft  bk.,  1  to  3  stor.;  priv.,  bk.  ft  wd., 
1  to  8  stor.;  wd.  rfs.  not  perm,  m  f.  area;  fwks. 
ft  combt  ord.;  cauaes  of  f.  inv.  F.  dept — 1  comb, 
c.  ft  h.  wiag.,  5  c  hand  ex.,  1  hose  wag.,  1  hose 
car.;  hose,  cot.,  rub.  lined,  gd.,  1,500  ft;  inf., 
500  It.;  tot  hoae,  2,000  ft.;  f.  aL,  wh.;  vaL  equip., 
$4,600;  vaL  bldga,  $4,500;  exp.  dept,  $400;  tot 
mem.,  18  vol. 

Water  Supply — Src,  8  deep  wells. 


MADISON,  p.  721;  f.  area,  ^  sq.  m.     F.  dept^ — 
2  hand  hose  reels;  500  ft.  hose 
f.  al.,  bell;  tot  mem.,  80  vol. 


4  so. 
;  vaL 


equip.,  $1,070; 


Water  Supply — Src,  well,  in  bua.  cent;  sya.,  grav. 
ft  dir.  stdp.  csp.,  50,000  gals.;  2  pump,  eng.; 
cap.  day  43.2,000  gals.;  mains.  8^  m.,  4  to  8  in. 
dia.;  38  hyd.;  prea.,  60  to  65  lbs.;  wks.  owned  by 
dty. 

MANHATTAN,  p.  5,722;  f.  area,  8  sq.  m.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  stn.,  bk. 
ft  wd.,  2  stor.;  wd.  rfs.  not  perm.;  no  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept-«l  comb, 
h.  (ft  1.  trk.  ft*  hose  wag.,  1  hose  cart  2  hta.;  hose, 
oot,  rub.  Ifaned,  gd.,  2,800  ft;  1  al.,  bell  ft  elec; 
vaL  equip.,  $5,000;  vaL  bldga..  $9,000;  exp.  dept, 
$1,000;  tot  mem.  10,  pd.  full  time  2,  voL  8;  undra. 
rating,  fourth  dass. 

Watar  Supply — Src,  weDs,  1  m.  bus.  cent.;  aya.. 
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pump  to  res.  k  dir.;  res.  cap.,  690,074  gals.;  dim., 
12  z  62  z  62;  mat.,  atn.  k  oonc;  2  pump,  eng., 
class  comp.,  cap.  day  1,600,000  gals.;  mains,  c.  k 
galv.  1.,  10  m.,  4  to  10  in.  dia.;  68  hyd.;  62  ▼.; 
met.,  600;  660  serv.;  pipe,  galv.  i.;  pres.,  dom.  80 
to  00  lbs.,  f.  06  IIml;  cons,  day,  ■SOO.OOO  gals.;  cost, 
$62,000;  cost  mice.,  fS.OOO;  wks.  owned  by  city. 

MANKATO.  p.  1,800;  f.  area.  H  aq.  »•;  m«rc- 
bldgs.,  bk.  k  wd.,  1  to  8  stor.;  priv.,  bk.  k  wd., 
1  £  2  stor.;  wd.  rfs.  perm.;  no  fwks.  k  oombt 
ord.  F.  dept. — 2  hand  hose  reels,  1  h.  ft  L  txk.,  8 
ladders,  2  pUces,  1  az,  10  pails,  1.000  ft  new 
hose,  600  ft  old  hose;  tot  hose,  1,600  ft;  f.  aL. 
bell  k  telp.;  vaL  equip..  |1,400;  tot  mem..  16  toL 

Water  Supply — Src.,  wells.  1  m.  bus.  cent;  sys.. 
grav.  k  dir.;  stdp.  cap.,  67.000  gals.;  dim..  12  z 
80;  mat.  iron;  2  pomp,  eng.;  mains,  4  to  8  in. 
dia.;  86  hyd.;  pres.,  48  lbs.;  wks.  owned  by  mu- 
nicipality. 

MARION,  p.  1,841;  f.  area,  640  a.;  bldgs.,  stn. 
k  wd.,  2  stor.;  wd.  rfs.  not  perm.  F.  d«)t — 1  h. 
k  1.  trk.,  2  hose  car.;  hose,  cot.  rub.  lined,  go.. 
2,000  ft;  f.  al..  bell  k  wb.;  tot  mem..  17  toL; 
undrs.  rating,  fourth  class. 

Water  Supply— Src,  well,  %  m.  bus.  cent;  ar>.t 
pump  to  stdp.  k  dir.;  stdp.  cap.,  42,000  gals.;  dim., 

20  z  20:  mat,  stl.  ft  wd.;  2  pump.  eng..  class  comp. 
ft  h.  d.,  cap.  day  2,000,000  gals.;  mains,  wrt  L,  0 
m.,  4  to  12  in.  dia.;  62  hyd.;  20  ▼.;  200  ■err.; 
pipe,  galv.  i.;  pres.,  dom.  60  to  60  lbs.,  f.  60  to 
140  lbs.;  cons.  day.  200,000  silM.;  cost.  |66,000; 
cost  mtce.,  |6,000;  wks.  owned  by  Oa. 

MARYSVILLE,  Maraball  Ca,  p.  2,260  f.  area, 
1  so.  m.;  mere,  bldgs.,  bk.  ft  stn.,  1  to  8  stor.; 
pri?.,  bk..  stn.  ft  wd.,  1  to  8 H  stor.;  wd.  rfs.  not 
perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  r. 
dept. — 1  comb,  a  ft  h.  wag.,  1  auto.  comb.  trk.. 
1  h.  ft  1.  trk..  8  hose  car.;  hose,  cot,  rub.  lined, 
gd.,  1.800  ft.  inf.,  460  ft;  tot  hose,  2.260  ft; 
f.  al.,  bell;  tal.  equip.,  |8,000;  val.  bldgs.,  |6,600; 
tot.  mem.,  40  vol.;  undrs.  rating,  fourth  class. 

Water  Supply— Src..  wells,  H  m.  bus.  eent;  wyu,, 
pump  to  stdp.;  stdp.  cap..  67.760  gals.;  dim..  10  z 
100;  mat,  stl.;  8  pump.  eng..  dsss  comp..  cap. 
day  1,760,000  gals.;  mains,  c.  i.,  6)^  m..  4  to  10 
£;  dia.;  64  hyd.;  22  ▼.;  met.  76;  188  serv.;  pipe, 
c.  i.;  pres.,  dom.  86  lbs.,  f.  100  lbs.:  cost,  160.000; 
cost  mtce..  12.900;  wks.  owned  by  Co. 

MEDICINE  LODGE,  p.  1.220;^f.  area.  6  *-;  m»c. 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  bk.  ft  wd..  1  ft  1% 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  hose  cart;  hose, 
cot.,  rub.  lined,  gd.,  600  ft.;  f.  al..  telp.  ft  elec.  1 
bz.;  val.  bldgs.,  91,000;  tot  mem.,  16  vol. 

Water  Supply — Src,  creek;  sys..  grav.  ft  dir.;  m 
cap.,  276,000  gals.;  2  pump.  eng..  W-  "jliu  872 
gals.;  mains,  4\  m.,  4  to  8  in.  dia.;  80  hyd.;  10 
v.;  116  serv.;  pres.,  dom.  20  to  40  lbs.,  f.  90  lbs.; 
yrks.  owned  bf  city. 

MILTONVALE.  p.  1,200;  f.  area,  600  a.  P. 
aept — 2  hose  carto;  nose,  cot,  rub.  lined,  gd., 
1,000  ft;  f.  aL,  bell;  val.  equip.,  91,700  v«L 
bldgs.,  960;  VOL 

Water  Supply— «rc..  2  wells,  in  bus.  eent;  sys.. 
dir.  pres.;  stdp.  cap..  60,000  gals.;  2  pump,  eng.; 
cap.  day,  288,000  gals.;  mains.  6  m.,  2  to  6  in.  dia.; 

21  hyd.;  21  v.;  70  serv.;  70  met;  pres.,  dom.  ft  f.. 
60  lbs.;  cons,  day,  20,000  gals.;  cost,  986,000; 
cost  mtce.,   91,000;   wks.   owned  by  city. 

MINNEAPOLIS,  p.  1,806;  f.  area,  100  a.;  mere 
bldgs.,  bk.  ft  stn.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2 
•tor.;  wd.  rfc.  not  perm.  F.  dept — 1  h.  ft,  1.^ trk., 
8  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,600  ft.; 
n*.,  gd.,  1.800  ft;  inf..  400  't.;  tot  hoje.  8.700 
ft;  f.  al..  bell  ft  wh.;  val.  equip..  98,600;  val. 
bldgs..  96,000;  ezp.  dept.  9150;  tot  mem..  62 
voL;  undrs.  rating,  tiiird  atm. 

Water  Supply— Src.  well.  %  m.  bus.  cent;  svs.. 

Sav..  pump  to  stdp.;  stdp.  cap.,  260,000  gals.; 
m.,  20  X  86;  2  pump,  eng.,  dass  comp.,  cap. 
day,  2,260,000  gals.;  mains,  6^4  m..  4  *<>  10  in. 
dia.;  61  hyd.;  26  v.;  600  met;  pres.,  dom,  68  lbs., 
f.  126  lbs.;  cons.  day.  100,000  gals. ;  cost.  992,- 
000;  cost  mtce.,  98,000;  wks.  owned  by  oky. 

MOLINE,  p.  808;  f.  area,  %  sq.  m'.  P.  dept — ^1 
h.  ft  L  trk.,  1  hose  reel,  1  c  eng.;  760  ft  nose; 
f.  al.,  bell;  wL  equip.,  91.400;  tot  mem.,  20  voL 

Waisr  Supply— Src.  well,  in  bus.  cent;  sys.; 
grav.  ft  dir.  pres.;  stdp.  cap.,  60,000  gals.;  1  pump, 
eng.,  dass  trip.,  cap.  day  216,000  gala.;  mains,  c 


L,  l.ftS  m.,  4  to  8  in.  dia.;  22  hyd.;  pres.,  46  t» 
52  lbs.;  wks.  owned  by  dty. 

MOUND  CITY,  p.  608;  f.  area,  820  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv..  bk.  4 
wd.,  1  ft  2  stor.;  wd.  rfs.  penn.  in  f.  srea;  fwki. 
ft  combt  ord.;  causes  of  f.  inv.     F.  dept — ^2  str.. 

1  comb,  c  ft  h.  wag.,  1  h.  ft  L  trk.,  1  ho«e  vag.; 
hose,  cot,  rub.  lined,  gd.,  900  ft;  f.  aL,  dec  2  bx; 
vaL  equip.,  91,500;  vaL  bldgs.,  9800;  ezp.  d«pt., 
91,000;  tot  mem.,  16,  pd.  part  tfane  10;  vd.  6; 
undrs.  rating,  4H  class. 

Water  Supply— Src,  Sugar  Oeek.  H  m.  tai. 
cent;  «ys..  grav.  ft  dir.  pres.;  1  res.,  cap.,  125.000 
gals.  2  pump,  eng.,  class  dup.  cap.  day.  1.01  &,- 
200  gals.;  mains,  c  i..  5%  m..  4  to  6  in.  dia.; 
22  hyd.;  prw..  dom.  ft  f.  60  to  65  lbs.;  wks.  owned 
by  city. 

MULBERRY,  p.  907;  f.  area,  %  sq.  m.;  men. 
bldgs.,  bk..  stn.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  4 
wd.,  1  ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  imkt. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 2  band 
hose  carts;  hose,  cot.,  rub.  lined,  gd.,  1,000  ft.; 
f.  al.,  bell:  vol.;  undis.  rating,  4V6  doss. 

Water  Supply — Src.  wells,  300  ft  buL  cent.; 
eys..  grav.  ft  dir.  pres.;  res.  cap.,  •! 00.000  gaK; 
stdp.  cap..  60,000  gals.;  dim..  20  z  26;  mat,  stl.; 

2  pump.  eng..  class  comp.  dup.;  cap.  dav,  l.OOO.- 
000  gals.;  mains,  c  L,  2)^  m.,  2  to  8  inl  dia.;  » 
hyd.;  34  v.;  47  met;  281  serv.;  pres.,  dom.  00 
lbs.,  f.  146  lbs.;  eons,  day,  60.000  gals.;  coft, 
930,000;  cost  mtce.,   92,800;  wks.   owned  Irf  dty. 

MULVANE,  p.  1,000.  F.  dept — 4  c  ez..  1  e. 
eng.  with  160  ft  of  c  hose,  2  hose  reds,  1  b.  ft  L 
trk..  eztenslon  laddera.  hooks,  azes,  fte.;  1,000  ft 
cot.,  mb.  lined,  hose;  f.  al.,  telp.  ft  wh.;  vaL  eqdp.. 
92,886;  tot.  mem.,  86  voL 

Water  Supply — Src,  wells.  1  m.  bus.  cent.;  ifk, 
grav.;  stdp.  cap.,  46,000  gals.;  dim.,  18  ft  z  20  ft. 
mat.  stL;  1  pump,  eng.,  class  trip..  09.  850 
gals,  min.;  mains,  4  m.,  4  to  8  in.  dim.;  mat,  c  L; 
86  hyd.;  pres.,  dom.  46  to  60  lbs.;  cons.  day.  OO.* 

000  gals.;  wks.  owned  by  dty. 

NEODESHA,  p.  2.872;  f.  area,  100  a.;  acre 
bldgs.,  bk.  ft  sin.,  1  ft  2  stor.;  priv..  wd..  \% 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  oombt  ord.; 
causes  of  f.  inv.  F.  dept — 1  auto.  comb,  c  ft  h. 
wag.,  2  c  hand  ez.,  1  h.  ft  1.  trk.,  8  hose  carts;  hoar, 
cot,  mb.  lined,  gd.,  3,500  ft;  f.  aL.  GamewdL  elcc 
ft  tdp.;  val.  equip.,  95,700;  vaL  bldgs.,  98,500; 
tot  mem.,  81  vol.:  undrs.  rating,  third  dsss. 

Watsr  Supply — Sat;.,  riv.,  V6  m.  bus.  cent;  rec 
cap.,  2,000,000  gals.;  ays.,  pump  dir.,  8  psaVi 
eng.;  dass  comp.  dup.;  cap.  day,  8,260,000  gala; 
mains,  wrt  L,  8.6  m.,  4  to  8  in.  dia.;  50  fajd.; 
30  v.;  80  met.;  pres.,  dom.  60  MM.,  f.  126  lbs.; 
cost,  940,000;  cost  mtce.,  98,000;  vrhs.  owned  bf 
dty. 

NEWTON,  p.  7,862;  mere  bldgs..  atn.  ft  bk..  2  ft 
8  stor.;  priv..  wd.,  2  stor.;  wd.  rfs.  not  pern,  ia 
f.  area;  oombt  ord.;  causes  of  f.  inv.  F.  dept — f 
c  hand  ez..  1  h.  ft  L  trk.,  1  comb,  c  ft  h.  wag..  1 
hose  car..  2  hrs.;  hose,  cot,  rub.  lined,  4.000  fL; 
f.  aL,  bell  ft  telp.;  val.  equip..  98.746;  vaL  bktgs^ 
$000;  ezp.  dept.  $1,800;  tot  menu  8.  pd.  fall  tine 

Water  Supply— Src.  wdls,  8  m.  biis.  cent;  a?a.. 
pump  to  stdp.;  stdp.  cap..  085,000  gals.;  din.,  SO  z 
126;  mat.  iron;  res.  cap..  400,000  gala.;  loc  ncsr 
pump,  sta.;  2  pump.  eng..  daaa  dup..  tmp.  dsf 
4,000.000  gala.;  mains,  c  L,  26  m..  4  to  12  is. 
dia.;  126  hyd.;  14  v.;  met,  860:  1,200  acrr.;  pipe, 
galv.  L;  pres.,  dom.  60  Ibe.,  f.  160  Iba.;  eon.  day^ 
1,000,000  gala.;  cost.  $400,000;  cost  mtecu.  $T,000; 
wks.  owned  by  dty. 

NICKERSON,  p.  1,196;  f.  area,  820  a.;  mac 
bldga.,  bk..  2  ator.;  wd.  rfs.  or  ceoL  aet  pttm.; 
fwka.  ft  oombt  ord.;  caueea  of  f.  Snv.    F.  dept^ 

1  hand  eng.,  1  h.  ft  L  txk.;  hoee.  eot.  ti^  lined. 
pL,  860  ft;  val.  equip.,  $1,200;  vaL  M9gi . 
91.000;  ezp.  dept.  $80. 

Water  Supply-— Src,  weUa  ft  datcraa. 

NORTON,  p.  1.787;  f.  area.  200  a.;  sere  bUgK. 
bk.  ft  wd..  1  ft  2  stor.;  priv.,  bk.,  t  star.;  wd.  Hi. 
not  perm.;  fi^a.  ft  eombt  ordL;  causM  ef  f.  **• 
F.  dept — 1  h.  ft  L  triu.  4  hose  car.;  bos  ^ 
rub.  lined,  gd.,  2.000  ft;  f.  al..  bcQ;  vaL 
$2,600;  vaL  bldgs.,  $1,000;  tot  mem.,  89  voL 

Water  Supply— Src.  wells.  1.200  ft  tm 
sys..   pump    to   stdp.    ft   dir.;   stdp.   eipL,    84,699 
gals.;  dim..   12  z  100;  mat.  stL;  lee.  eap.,  29.- 
000.000   giOs.;   loc   on  bill  above  dty:   6 
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CDf.,  eap.  day  8,000,000  gals.;  mains,  c  i.,  0  m., 
4  to  12  in.  dia.;  SO  liyd.;  60  v.;  S80  aerr.;  860 
net;  pna.,  dom.  60  1m.,  f.  110  lbs.;  com.  daj, 
S00,000  nh.;  coat,  $78,000;  coat  ntce.,  $4,600; 
wkiL  owed  by  city. 

OAKLEY,  p.  760;  f.  area,  1^  aq.  m.;  mere, 
bldaa.,  bk.  k  wd.,  1  to  8  ator.;  priv..  bk.  k  wd.,  1 
k  Iftor.;  wd.  rfa.  perm,  in  f.  area;  fwka.  k  combt. 
orl;  eauaea  of  f.  inv.  F.  dcpt. — 8  boae  carta,  8 
bote  reels;  boae.  cot,  rab.  lined,  cd.,  1,600  ft.; 
t  aL,  telp.  k  bell;  vaL  equip.,  $1,000;  tot  mem.. 
It  vol. 

Water  Supply — Src,  wella,  1  m.  bna.  cent.;  va., 
dir.  prea.;  stdp.  cap.,  70,000  gala.;  dim.,  80  x  82; 
mat,  atl.;  8  pmnp.  eng.,  cap.  dar  816,000  gala.; 
mains,  4  m.,  4  to  6  in.  dia.;  86  byd.;  prea.,  dom. 
46  to  60  Iba.,  f.  76  Iba.;  wka.  owned  by  dty. 

OBERLIN,  p.  1,167;  f.  area,  H  m}*  m.;  mere, 
bldga.,  bk.  k  wd.,  I  k  S  ator.;  priv.,  bk.  k  wd..  1 
k  8  stor.;  wd.  rfa.  not  perm,  in  f.  area;  fwka.  k 
combt.  ord.;  causea  of  f.  inv.  F.  dept. — 8  boae 
carta,  1  b.  Ac  L  trk.;  boae,  cot,  mb.  lined,  gd., 
1,100  ft;  f.  al.,  telp.  k  bdl;  vaL  equip.,  $2,000; 
tot  mem.,  26  voL,  pd.  $1  per  f.;  uidrs.  rating, 
daas  4H. 

Water  Supply — Src,  wella.  1  m.  bos.  cent.;  era., 
graT.  k  dir.;  stdp.  cap.,  86,000  gala.;  dim.,  18  x 
100;  mat,  stL;  6  pump,  eng.,  cap.  daT  2,469,600 
gala.;  maina,  8  m.,  4  to  12  in.  dia.,  c.  L;  byd.,  82; 
pres.,  dom.  60  to  70  Iba.,  f.  100  Iba.;  cona.  day, 
17,000  gala,  in  winter,  127,000  in  aummer;  wka. 
owned  by  dty. 

OLATHE,  p.  8,878;  f.  area,  18  sq.  m.;  mere, 
bldga.,  bk.,  1  to  8  ator.;  priv.,  wd.,  8  ator.;  wd. 
rfa.  perm.;  fwka.  k  oombt.  ord.;  causes  of  f.  inr. 
P.  dept. — 1  auto.  comb,  c  ft  b.  wag..  2  c.  band 
ex.,  1  b.  ft  L  trie.,  1  boae  wag.,  2  boae  car.;  bose, 
cot.,  rub.  lined,  gd.,  1,850  ft;  f.  al.,  bell  ft  telp.; 
val.  equip.,  $6,600;  val.  bldss.,  $2,000;  exp.  dept.. 
$481;  tot  mem.  10,  pd.  full  time  1.  vol.  9. 

Wat«r  Supply— Src.,  aurface  water  ft  apr.;  aya., 
pump  dir.  prea.;  stdp.  cap.,  100,000  cals.;  res.  cap., 
86,000,000  gals.;  2  pump,  eng.,  class  dup.,  cap. 
minw  7i60  gala.;  main  1IL6  m.,  2  to  8  in.  dia.;  6>8 
byd.;  16  v.;  met.,  410;  serv.  pipe,  lead  ft  iron; 
prea.,  dom.  65  lbs.,  f.  90  to  120  lbs.:  cost,  $50,- 
000;   coat  mtce.,  $2,000;  wka.  owned  by  city. 

ON  AG  A,  p.  800;  f.  area,  %  aq.  m.:  mere,  bldga., 
bk.,  atn.  ft  wd.,  1  ft  2  ator.;  priv..  bk.  ft  w||.,  1  ft 
2  ator.;  wd.  rfa.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  eauaea  of  f.  inv.  F.  dept.— 1  hand 
pump,  1  c.  eng.,  2  band  boae  carta;  boae,  cot., 
nib.  lined,  gd.,  1,600  ft.;  f.  aL,  bell;  vol. 

Watar  Supply--~Src.,  creek,  1  m.  biia.  cent;  sys., 
grav.;  atdp.  cap.,  60,000  gala.;  dim.,  26  x  16; 
mat.,  atL;  1  pump,  eng.,  daaa  trip.,  cap.  day  22,- 
800  gala.;  maina,  8  m..  4  to  6  in.  dia.;  28  byd.; 
pre*.,  dom.  60  to  66  Iba.,  f.  60  to  66  Iba.;  wka. 
owned  l^  dty. 

OttAGE  CITY,  p.  8,482;  f.  area,  1  aq.  m.;  mere, 
bldga.,  atn.  ft  bk.,  1  to  8  stor.;  priv.,  bk.  ft  wd., 
1  ft  2  ator.;  wd.  rfs.  not  perm.;  oombt  ord.  F. 
dept.— -1  c.  eng.,  4  c.  band  ex.,  1  h.  ft  1.  trk.,  1 
boae  wag.,  1  boae  cart;  boae.  cot.,  rub.  lined,  gd., 
1.200  ft.;  inf.,  700  ft;  tot.  boae.  1.900  ft.:  f.  al.. 
wh.  A  telp.;  val.  equip.,  $8,500;  \'al.  bldga., 
$5,000;  exp.  dept,  $300;  tot.  mem.,  18  vol.;  undrs. 
rating,  third  daas. 

Watar  Supply-^rc.,  artificial  rea.;  aya.,  grav. 
ft  dir.;  atdp.  cap.,  70,000  gala.;  mat.,  atL;  dim.,  20 
z  28;  8  pump,  eng.,  daaa  trip.,  cap.  day  1,188,000 
gala.;  1  dec  centrif.  pump,  cap.  day  1,296,000 
gala.;  maina,  10  m.,  4  to  10  in.  dia.;  mat.,  c.  L; 
72  hyd.:  SS  v.;  850  met;  850  aerv.;  pres..  dom.  88 
to  47  lbs.,  f.  150  lbs.;  wks.  owned  by  city. 

O8AWAT0MIE,  p.  4,046;  f.  area,  800  a.;  mere, 
bldga.,  bk.,  1  ft  8  ator.;  priv.,  wd.,  1%  ator.;  wd. 
rfa.  perm.;  fwka.  ft  combt.  ord.;  eauaea  of  f.  inv. 
F.  dept. — 1  c  eng.,  6  c.  band  ex.,  1  b.  ft  1.  trk., 
1  boae  wag.,  1  boae  ear. ;  boae,  oot,  rub.  lined,  gd.. 
1,400  ft:  rub.,  gd.,  100  ft;  tot.  boae,  1,600  ft; 
f.  al.,  bell  ft  wh.,  val.  equip.,  $2,490;  val.  bldga., 
$6,000;  exp.  dept,  $82.26;  tot  mem.,  22  voL; 
undra.  rating,  fourth  daas. 

Watar  Supply — Src.,  riT.,  6  blo^a  bua.  cent.; 
Bym.,  pump  dir.;  rea.  cap.,  2,050,000  gals.;  loc  at 
station;  4  pump,  eng.,  cap.  day,  600,000  gala.; 
maJna,  c  i.,  6^  m..  4  to  10  in.  dia.;  65  hyd.;  26 
▼  -  211  met;  89  serv.;  pipe,  galv.  i.  ft  lead;  pres., 
dom.   00  Iba.,  f.  60  to  160  Iba.;  cons,  day,  600,000 


gals.;    ooat    $48,026;    coat    mtce.,    $6,000;    wka. 
owned  by  city. 

OSBORNE,  p.  1.566;  f.  area,  800  a.;  mere, 
bldga.,  atn.  ft  bk.,  1  ft  8  ator.;  priv.,  wd.,  1  ft  8 
ator.;  wd.  rls.  not  perm.;  fwka.  ft  oombt  ord.; 
eauaea  of  f.  inv.  F.  dept. — 1  h.  ft  L  trk.,  1  aupply 
wag.,  2  boae  car.;  boae,  cot.,  rub.  lined,  gd.,  600 
ft.;  inf.,  600  ft;  tot  hose.  1,200  ft.;  f.  al.,  bell; 
val.  equip.,  $1,200;  val.  bldga.,  $1,600;  exp.  dept., 
$2,000;  tot.  mem.,  25  vol.;  undms.  rating,  fourth 
daaa. 

Watar  Supply — Src,  wella.  H  m.  bua.  cent; 
aya..  class  dup.  ft  trip.,  pump  dir.;  atdp.  cap., 
82.000  gals.;  2  pump,  eng.,  cap.  day,  684,000 
gala.;  mains.  8  m.,  4  to  6  in.  dia.;  80  byd.; 
met.,  65;  150  serv.;  pipe,  iron;  pros.,  dom.  40  lbs., 
f.  40  to  100  lbs.;  cona.  day,  60,000  gsla.;  cost, 
$18,000;  cost  mtoe.,  $1,200;  wka.  owned  by  city. 

0SKAL006A,  p.  861;  f.  area,  4  blocka;  mere, 
bidgs.,  bk.  ft  stn.,  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt.  ord.;  causea  of  f.  inv. 
F.  dept — 1  hand  eng.,  1  c.  eng.,  1  b.  ft  1.  trk., 
1  hose  car.;  hose,  cot,  rub.  lined,  gd.,  400  ft;  inf., 
150  ft.;  tot  hose,  650  ft;  f.  al..l>ell;  val.  equip., 
$1,700;  val.  bldga.,  $2,000;  exp.  dept,  $800;  tot 
mem.,  14  vol.:  undrs.  rating,  third  clasa. 

Watar  Supply — ^Src,  datema,  600  bbla.  eadi. 

OSWEGO,  p.  2,817;  mere,  bldga.,  bk.,  1  ft  8 
ator.;  priv.,  bk.  ft  wd.,  2  ator.:  wd.  ria.  not  perm, 
in  f.  area;  fwka.  ft  oombt.  ord.;  eauaea  of  f.  inT. 
F.  dept — 18  hand  ex..  2  boae  reela;  hoaa,  ooL,  rub. 
lined,  gd.,  1,600  ft;  f.  al.,  dec.,  2  bx.;  val.  equip., 
$4,000;  vaL  bldga.,  $5,000;  exp.  dept,  $260;  tot. 
mem.,  16  vol. 

Walar  Supply — Src,  riv.,  %  m.  bua.  cent;  aya., 
pump  to  atdp.  ft  dir.;  atdp.  cap.,  86,000  gala.; 
8  pump,  eng.,  cap.  day  1.600,000  gaJa.;  maina, 
8  m.,  4  to  10  in.  dia.;  74  hyd.;  28  v.;  800  aerv.; 
pipe,  galv.  L;  prea.,  dom.  40  to  60  Iba.,  f.  140  to 
150  Iba.;  cona.  day,  800,000  gala.;  ooat,  $70,000; 
coat  mtce.,  $8,000;  wka.  owned  by  Oo. 

OTTAWA,  p.  7,660;  f.  area,  1,600  a.;  mere 
bldga.,  bk.  ft  stn.,  1  to  8  ator.;  priv.,  bk.,  atn.  ft 
wd.,  1  ft  2  ator.;  wd.  rfa.  not  perm,  in  f.  area: 
fwka.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept — 1 
atr.,  1  h.  ft  1.  trk.,  1  c  eng.,  2  c  hand  ex.,  2  hoaa 
wag.,  1  hoae  cart  4  hrs.;  boae,  cot,  rub.  lined,  gd., 
2,000  ft;  fair,  600  ft.;  tot  hose,  2,600  ft;  f.  al., 
telp.;  val.  equip.,  $6,000;  val.  bldgs.,  $6,200;  exp. 
dept,  $2,271;  tot  mem.,  17,  pd.  full  time  2,  pd. 
part  time  1,  14  vol. 

Walar  Supply — Src.  Ifariaa  Dea  Oygnea  riv.; 
«y«.,  dir.  pres.;  res.  cap.,  5,000,000  gals.;  atdp. 
cap.,  60,000  rals.;  2  pumps,  class  comp.  dup.,  cap. 
2,000,000  gala.;  mains,  17  m.,  4  to  10  in.  dia.; 
128  hyd.;  pres.,  dom.  65  to  75  lbs.,  f.  110  lbs.; 
1,000  serv.;  cons,  day,  800,000  gala.;  coat,  $125,- 
000;    wks.   owned  by   city. 

OXFORD,  p.  660;  f.  area,  %  aq.  m.  P.  dept. — 
1  hand  hose  red,  2  c  eng.,  500  ft  hoae;  f.  aL, 
bell;  vol. 

Watar  Supply^-6rc,  wella,  in  bus.  cent;  sya., 
grav.;  atdp.  cap.,  50,000  gals.;  1  pump,  eng., 
cap.  day  216,000  gala.;  mains,  8  m.,  4  to  6  in. 
dia.;   27  hyd.;   wka.  owned  by  dty. 

PAOLA,  p.  8,207;  f.  area,  800  a.;  mere  bldga., 
atn.  ft  bk.,  1  to  8  ator.;  priv.,  atn.,  bk.  ft  wd.,  IH 
ator.;  wd.  rfs.  not  perm,  in  f.  area.  F.  dept — 1 
hand  h.  ft  1.  trk.,  1  hoae  wag.;  hoae,  cot,  rub. 
lined,  gd.,  1,200  ft;  f.  al.,  bdl  ft  wh.;  vaL  equip., 
$1,600;  tot  mem.,  14  vol. 

Watar  Supply — Src,  ereek;  aya.,  pump  to  rea., 
to  stdp.  ft  dir.;  stdp.  cap.,  96,000  gals.;  res.  cap., 
2,000,000  gala.;  2  pump,  eng.,  claas  comp..  cap. 
day  2,000,000  gals.;  mains,  7H  m.,  4  to  10  in. 
dia.;  78  byd.;  pres.,  dom.  55  lbs.,  f.  120  lbs.;  wks. 
owned  by  dty. 

PARSONS,  p.  18,600;  f.  area,  640  a.;  mere 
bldga.,  bk.,  1  to  6  ator.;  priT..  wd.,  2  ator.;  wd. 
rfa.  not  perm,  in  1  area;  fwka.  ft  combt.  ord.; 
eauaea  of  t  inv.  F.  dept. — 1  auto.  oomb.  c  ft  h. 
wag.,  8  c  hand  ex.,  8  boae  wag.,  1  auto.  aer.  trk., 
8  hrs.;  hoae,  cot.,  rub.  lined,  gd.,  6,000  ft;  f.  al., 
Gamewen  m.  ft  telp.,  bell  ft  dec,  24  bx.;  val. 
equip.,  $8,000;  val.  bldga.,  88,000;  exp.  dept, 
$2,786;  tot  mem.  10,  pd.  full  time  8,  pd.  part 
time  2. 

Watar  Supply — Src,  riv.,  9  m.  bua.  cent;  aya., 
grav.  ft  dir.  pres.;  stdp.  cap.,  30,000  gals.,  dim. 
20  X  160;  loc  in  dty;  mat,  atl.;  2  rea..  No.  1 
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pump  to  res.  k  dir.;  res.  csp.»  690,074  gtls.;  dim., 
12  z  02  z  02;  mat.,  stn.  k  oonc.;  2  pump,  enff., 
class  comp.,  cap.  day  1,600,000  gals.;  mains,  c.  k 
galT.  i.,  10  m.,  4  to  10  in.  dia.;  08  hyd.;  62  ▼.; 
met.,  600;  660  serv.;  pipe.  galv.  i.;  pres.,  dom.  80 
to  90  lbs.,  f.  96  IIml;  cons,  day,  <500,00O  gala.;  co«t, 
162,000;  cost  mtee.,  $8,000;  wks.  owned  by  city. 

MANKATO.  p.  1,800;  f.  area,  %  sq.  m.;  mere, 
bldas.,  bk.  k  wd.,  1  to  8  stor.;  priv.,  bk.  k  wd., 
1  £  2  stor.;  wd.  rfs.  perm.;  no  fwkt.  k  oombt 
ord.  F.  dept. — 2  band  nose  reels,  1  b.  ft  L  txk.,  8 
ladders,  8  pikes,  1  ax,  10  pails,  1,000  ft  new 
hose,  600  ft  old  hose;  tot  bose,  1,600  ft;  f.  aL, 
bell  k  telp.;  vaL  equip.,  11,400;  tot  mem.,  16  voL 

Watsr  Supply — Src.,  wells,  1  m.  bus.  cent;  m, 
grav.  k  dir.;  stdp.  cap.,  67,000  gals.;  dim.,  12  x 
80;  mat.  iron;  2  pump,  eng.;  mains,  4  to  8  in. 
dIa.;  86  hyd.;  pres.,  48  lbs.;  wks.  owned  by  mu- 
nidpali^. 

MARION,  p.  1,841;  f.  area,  640  a.;  bldgs.,  stn. 
k  wd.,  2  stor.;  wd.  rfs.  not  perm.  F.  dept — In. 
k  1.  trk.,  2  bose  car.;  bose,  cot,  rub.  linetd,  gd., 
2.000  ft;  f.  al.,  bell  k  wb.;  tot  mem.,  17  toL; 
undrs.  rating,  fourth  dass. 

Watsr  Supply— Src.,  well,  %  m.  bus.  cent;  ays., 
pump  to  stdp.  k  dir.;  stdp.  cap.,  42,000  gals.;  dim., 

20  z  20;  mat,  stL  ft  wd.;  2  pump,  cng.,  dass  comp. 
ft  h.  d.,  cap.  day  2,000,000  gala.;  mains,  wrt  L,  6 
m.,  4  to  12  in.  dia.;  62  hyd.;  20  ▼.;  200  ■err.; 
pipe,  galv.  i.;  pres.,  dom.  60  to  60  lbs.,  j.  60  to 
140  Ib^;  cons.  day.  200,000  gals.;  cost.  $66,000; 
cost  mtce.,  $6,000;  wks.  owned  by  Co. 

MARYSVILLE,  Ifaraball  Co..  p.  2,260  f.  area, 
1  so.  m.;  mere,  bldgs..  bk.  ft  stn.,  1  to  8  stor.; 
priv..  bk.,  stn.  ft  wd..  1  to  2H  stor.;  wd.  rfs.  not 
perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept — 1  comb,  a  ft  h.  wag..  1  auto.  comb,  trk., 
1  h.  ft  1.  trk.,  8  hose  car.;  hose,  cot,  ™-  l™f>» 
gd..  1,800  ft  inf.,  460  ft;  tot  hose,  2,260  ft; 
f.  i.,  bell;  vaL  equip.,  $8,000;  val.  bldgs.,  $6,600; 
tot.  mem.,  40  vol.;  undrs.  rating,  fourth  dass. 

Watsr  Supply— Src,  wells,  H  m.  bus.  cent;  ays., 
pump  to  stdp.;  stdp.  cap.,  67,760  gals.;  dim.,  10  x 
100;  mat,  sU.;  8  pump.  eng..  dsas  comp.,  cap. 
day  1,760,000  gals.;  mains,  c.  t,  6H  m<t  *  ^.^0 
inTdia.;  64  hyd.;  22  v.;  met,  76;  188  serr.;  pipe, 
c.  i.;  pKs.,  dom.  86  lbs.,  f.  100  lbs.:  cost,  $60,000; 
cost  mtce.,  $2,900;  wks.  owned  by  Co. 

MEDICINE  LODGE,  p.  1,229;  f.  area,  6  »•;  mf^. 
bldgs.,  bk.,  1  to  8  stor.;  prir..  bk.  ft  wd..  1  ft  1% 
stor.;  wd.  rfs.  not  pcnn.  in  f.  area;  fwka.  ft  oombt 
ord.;  causes  of  f.  inv.  F.  dept — 1  hose  cart;  hose, 
cot.,  rub.  lined,  gd.,  600  ft;  f.  al.,  tdp.  ft  dec,  1 
bx.;  val.  bldgs.,  $1,000;  tot  mem.,  16  vol. 

Wator  Supply— Src,  creek;  sys.,  grav.  ft  dir.;  rat. 
cap..  276,000  gals.;  2  pump.  eng..  «P.  "jliu  872 
gals.:  mains.  4H  m.,  4  to  8  in.  dia.;  80  hyd.;  16 
v.;  116  serv.;  pres.,  dom.  20  to  40  lbs.,  f.  90  lbs.; 
wks.  owned  by  dty. 

MILTONVALE.  p.  1,200;  f.  area,  600  a.  F. 
dept. — 2  hose  carto;  nose,  cot,  rub.  lined,  gd., 
1.000  ft;  f.  aL.  bdl;  val.  equip.,  $1,700  val. 
bldgs.,  $60;  voL 

Watsr  Supply— Src,  2  wells,  in  bus.  cent;  sys., 
dir.  pres.;  stdp.  cap..  60,000  gals.;  2  pump,  eng.; 
cap.  day,  288,000  gals.;  mains,  6  m.,  2  to  6  in.  dia.; 

21  hyd.;  21  v.;  70  serv.;  70  met;  pres.,  dom.  ft  f., 
60  lbs.;  eons,  day,  20,000  gals.;  cost,  $86,000; 
cost  mtce..  $1,000;  wks.  owned  by  city. 

MINNEAPOLIS,  p.  1,895;  f.  area,  100  a.;  mere 
bldgs.,  bk.  ft  stn.,  1  ft  2  rtor. ;  priv.,  wd.,  1  ft  2 
•tor.;  wd.  rfc.  not  perm.  F.  d*?*-—!  *»•*}•  *«•• 
8  hose  car.;  hose.  oot.  rub.  lined,  gd.,  1,600  ft; 
n*.,  gd.,  1,800  ft.;  inf.,  400  't. ;  tot.  hoje,  8.700 
ft;  f*  si.,  bell  ft  wh.;  vaL  equip.,  $8,600;  val. 
bld^,  $6,000;  sxp.  dept,  $160;  tot  mem.,  62 
vol.;  undrs.  rating,  third  class. 

Watsr  Supply— fire,  well,  %  m.  bua.  emt;  sys., 

Sav.,  pump  to  stdp.;  stdp.  cap..  260,000  gala,; 
m.,  20  z  86;  2  pump,  eng.,  cUms  comp.,  o^>. 
day,  2,260,000  gala.;  maim,  6^4  m..  4  *«>^P  *°- 
dia.;  61  Iqrd.;  26  v.;  600  mat;  pres.,  dom.  68  lbs,, 
f.  126  lbs.;  cons,  day,  100,000  gala.;  cost.  $92,- 
000;  cost  mtce,  $8,000;  wto.  owned  by  dty. 

MOLINE,  p.  808;  f.  area,  %  sq.  m.  V,  dept— 1 
h.  ft  L  trk.,  1  hose  reel,  1  c  eng.;  760  ft  hoae; 
f.  al.,  bell;  wL  equip.,  $1,400;  tot  mem.,  20  voL 

Water  Supply — Src.  well,  in  bus.  cent;  sys.; 
Krav.  ft  dir.  prea.;  stdp.  cap.,  60,000  gals.;  1  pump, 
cng.,  dsas  trip.,  cap.  day  216,000  gala.;  maina.  c 


L,  1.08  m.,  4  to  8  in.  dia.;  22  hyd.;  pres.,  46  to 
52  lbs.;  wks.  owned  by  city. 

MOUND  CITY,  p.  698;  f.  area,  820  a.;  ntrc 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  k 
wd.,  1  ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fvka. 
ft  combt  ord.;   causes  of  f.  inv.     F.  dept. — 2  Etr.» 

1  comb.  c.  ft  h.  wag.,  1  h.  ft  1.  trk.,  1  hose  wag.; 
hose,  cot.,  rub.  lined,  gd.,  900  ft;  f.  aL,  dec  2  bz.; 
val.  equip.,  $1,600;  val.  bldgs.,  $800;  exp.  dept, 
$1,000;  tot  mem.,  16,  pd.  part  time  10;  roL  6; 
undrs.  rating.  4H   class. 

Water  Supply— Src,  Sugar  Oeek,  ^  m.  but. 
cent;  ays.,  grav.  ft  dir.  pres.;  1  res.,  cap.,  125.000 
gals.  2  pump,  eng.,  dasa  dup.  cap.  day.  1.015,- 
200  gals.;  mains,  c.  L,  6^  m..  4  to  6  in.  dia.; 
22  hyd.;  prea.,  dom.  ft  f.  60  to  65  Ibe.;  wks.  ovncd 
by  dty. 

MULBERRY,  p.  997;  f.  area,  V&  sq.  m.;  mm. 
bldgs.,  bk.,  stn.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  k 
wd.,  1  ft  2  0tor.;  wd.  rfs.  perm,  in  f.  area;  fwka. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 2  band 
hose  caits;  hose,  cot,  nib.  lined,  gd.,  1,000  ft.; 
f.  al.,  bell:  vol.;  undn.  rating.  4H  daaa. 

Water  Supply — Src,  vdla.  800  ft  bua  cenf.; 
sys.,  grav,  ft  dir.  pres.;  res.  cap..  100,000  gaK; 
stdp.  cap.,  60,000  gals.;  dim.,  20  x  25;  mat,  rtl.; 

2  pump,  eng.,  class  comp.  dup.;  cap.  dav,  1,000.- 
000  gals.;  mains,  c  L.  2H  m.,  2  to  8  inl  dia.;  95 
hyd.;  84  v.;  47  met;  281  serv.;  prea..  dom.  60 
lbs.,  f.  146  lbs.;  cons,  day,  60,000  gsls.;  con. 
$80,000;   cost  mtce.,  $2,800;   wks.   owned  hy  dtj. 

MULVANE,  p.  1,000.  F.  dept — 4  c  ex.,  1  c 
eng.  with  160  ft.  of  c  hoae,  8  hose  reds,  1  b.  k  L 
trk.,  extension  laddera.  hooka,  axea,  ftc;  1.000  ft 
cot.  rub.  lined,  hoae;  f.  al.,  telp.  ft  wh.;  vaL  equip.. 
$2,886;  tot  mem.,  86  voL 

Water  Supply — Src,  weUa,  1  m.  bua.  cent.;  ajv., 
grav.;  atdp.  cap.,  46,000  gala.;  dim.,  18  ft  x  20  ft. 
mat,  stL;  1  pump,  eng.,  daaa  trip.,  cap.  85^ 
gala,  min.;  maina,  4  m.,  4  to  8  in.  dia.;  mat,  c  L; 
86  hyd.;  pres.,  dom.  46  to  60  Iba.;  oona.  day.  60,> 

000  gala.;  wka.  owned  by  dty. 

NEODESHA,  p.  2,872;  f.  area,  100  a.;  mere 
bldga.,  bk.  ft  stn.,  1  ft  2  ator.;  priv.,  wd..  1% 
stor.;  wd.  rfe  not  perm.;  fwka.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept~-l  auto.  comb.  c.  ft  h. 
wag..  2  c  hand  ex..  1  h.  ft  1.  trk..  8  hose  carts;  hoar, 
oot.  rub.  lined,  gd.,  8,500  ft;  f.  aL.  OamewelL  dee 
ft  telp.;  val.  equip.,  $5,700;  vaL  bldga.,  $8,500; 
tot  mem..  81  vol.;  undrs.  rating,  third  claaa. 

Watar  Supply — Sat;.,  riv.,  V6  m.  bue  cent;  rm. 
cap.,  2.000,000  gals.;  ays.,  pump  dir.,  8  poaip. 
eng.;  dass  comp.  dup.;  cap.  day,  8,860,000  gala.; 
mains,  wrt  L,  8.6  m.,  4  to  8  in.  dia.;  50  hyd.; 
30  v.;  80  met;  pres.,  dom.  60  Iba..  f.  126  lbs.; 
cost.  $40,000;  cost  mtce.,  $8,000;  wke  owned  bj 
dty. 

NEWTON,  p.  7,662;  mere  bldga..  stn.  ft  bk..  8  k 
8  stor.;  priv..  wd..  2  stor.;  wd.  rfe  not  penn.  ia 
f.  area:  oombt  ord.;  cauaea  of  f.  inv.  F.  dept — 2 
e  hand  ex.,  1  h.  ft  L  txk..  1  comb,  e  ft  h.  wag.,  1 
hose  car..  2  hrs.;  hose,  oot,  rub.  lined,  4.000  ft; 
f.  al.,  bell  ft  tdp.;  val.  equip.,  $8,746;  vaL  bldga* 
$900;  exp.  dept,  $1,800;  tot  mem.  8,  pd.  full  time 

Walar  Supply — Src,  wdla,  8  m.  biie  cent;  afe, 
pump  to  atdp.;  atdp.  cap.,  686,000  gala.;  dim.,  80  x 
126;  mat.  iron;  rea.  cap.,  400,000  fala.;  loe  a«tf 
pump,  ata.;  2  pump,  enig.,  daaa  aiq».,  eapw  day 
4,000,000  gala.;  maina,  c  L,  26  m.,  4  to  12  in. 
dia.;  126  hyd.;  14  v.;  met,  860;  1,200  serv.;  pipe 
galv.  L:  prea.,  dom.  60  Hm.,  f.  160  Iba.;  eoas.  day, 
1,000,000  gale;  coat.  $400,000;  cost  ntee,  $7,000; 
wka.  owneofby  dty. 

NICKERSON,  p.   1,196;  f.  area,   820  e; 
bldge,  bk..  2  stor.;  wd.  rfe  or  eem.  not 
fwka.  ft  combt  ord.;  canaea  of  1  Inv.     F. 

1  hand  eng..  1  h.  ft  L  trie.;  hoae,  cot,  id 
gd.,    860    ft:    val.    equip.,    $1,200;    vaL 
$1,000;  exp.  dept,  $80. 

Watar  Supply-— Src,  waUa  ft  eiatcna. 

NORTON,  p.  1,787;  f.  area,  200  e;  mere  bUg*-. 
bk.  ft  wd.,  1  ft  2  ator.;  priv..  bk..  2  atae;  «dL  rti- 
not  perm.;  fwke  ft  combt  ord.;  caoaaa  af  L  lae 
F.  dept — 1  h.  ft  L  triu.  4  hoae  car.;  hose,  «««^ 
nib.  lined,  gd..  2.000  ft;  t  al..  bdl;  vsL  cqsip.r 
$2,600;  vaL  bldge,  $1,000;  tot  mem.,  86  vsL 

Watar  Supply--Src,  wdla,  1,200  ft  t"».««ii 
aye.  pump  to  stdp.  ft  dir.;  atdp.  capi.  84.MV 
gale;  dim.,  12  x  100;  mat,  aa;  lae  CB^,  20.- 
000,000   gale;   loc  on  bill  abova  dty:  5 
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enr.,  eap.  day  8,000,000  gals.;  mains,  &  i.,  0  m., 
4  to  12  in.  dia.;  SO  fayd.;  60  ▼.;  880  mtt.;  860 
met;  pna.,  dom.  60  lbs.,  f.  110  lbs.;  cons,  day, 
200,000  nk.;  coat,  $72,000;  ooat  mice.,  $4,800; 
wkc.  owed  by  city. 

OAKLEY,  p.  760;  t  area,  1%  •^^^J  «5«^ 
bldga..  bk.  k  wd.,  1  to  8  ator.;  priv..  bk.  k  wd.,  1 
ft  lator.;  wd.  rfa.  perm,  in  f.  area;  fwks.  k  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 2  hose  carts,  2 
bose  reels;  hose,  coL.  rab.  mied,  gd.,  1,600  ft; 
f.  al.,  telp.  k  bell;  vaL  equip.,  $1,000;  tot  mem., 
12  vol. 

Water  Supply — Src.  wells.  1  m.  bus.  cent;  ays., 
dir.  pres.;  stdp.  cap.,  70,000  gals.;  dim.,  20  x  22; 
mat,  stl.;  2  pmnp.  enflr..  cap.  day  210,000  gals.; 
mains,  4  m.,  4  to  8  in.  dia.;  86  hyd.;  pres.,  dom. 
45  to  50  lbs.,  f.  76  lbs.;  wks.  owned  by  city. 

OBERLIN,  p.  1,157;  f.  area,  H  B^-VLi  mere, 
bldga..  bk.  k  wd..  1  ft  8  stor.;  priv.,  bk.  ft  wd..  1 
ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inr.  F.  dept — 8  hose 
carts,  1  h.  ft  L  trk.;  hose,  cot,  rub.  lined,  gd., 
1.100  ft;  f.  al.,  telp.  ft  bell;  vaL  equip.,  $2,000; 
tot.  mem.,  86  voL,  pd.  $1  per  f.;  undrs.  rating, 
daaa  4H. 

Water  Supply — Src,  wella.  1  m.  bua.  cent.;  ays.. 
gnv.  ft  dir.;  stdp.  cap.,  86.000  gala.;  dim.,  18  x 
100;  mat,  stl.;  6  pump,  eng.,  cap.  day  2,409,600 
gals.;  maina,  8  m.,  4  to  12  in.  dia.,  c.  L;  hyd.,  82; 
pres.,  dom.  60  to  70  Iba.,  f.  100  lbs.;  cons,  day, 
17,000  gals,  in  winter,  127,000  in  summer;  wks. 
owned  by  city. 

OLATHE,  p.  8,272;  f.  area,  12  sq.  m.;  mere. 
Udgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept — 1  auto.  comb.  c.  ft  h.  wag.,  2  c.  hand 
ex.,  1  h.  ft  1.  trie.,  1  hose  wag.,  2  hose  car.;  hoee, 
cot,  rub.  lined,  gd.,  1,850  ft.;  f.  al.,  bell  ft  telp.; 
val.  equip.,  $6,600;  val.  bides.,  $2,000;  exp.  dept., 
$481;  tot  mem.  10,  pd.  full  time  1,  vd.  9. 

Water  Supply-— Src.,  surface  water  ft  spr.;  sys., 
pmnp  dir.  pres.;  stdp.  cap.,  100,000  cals.;  rea.  cap., 
86,000,000  gals.;  2  pump,  eng.,  class  dup.,  cap. 
min.  7150  gals.;  mains  lilJi  m.,  2  to  8  in^  dia.;  5>3 
hyd.;  16  v.;  met.,  410;  serv.  pipe,  lead  ft  iron; 
pres.,  dom.  66  lbs.,  f.  00  to  120  lbs.:  cost,  $50,- 
000;  cost  mtce.,  $2,000;  wks.  owned  by  city. 

ONAGA,  p.  800;  f.  area,  H  so.  m.;  mere,  bldgs., 
bk..  stn.  ft  wd.,  1  ft  2  stor.;  priv..  bk.  ft  w||..  1  ft 
2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept. — 1  hand 
pump,  1  c  eng.,  2  hand  hose  carts;  hose,  cot., 
rob.  lined,  gd.,  1,600  ft;  f.  al.,  bell;  vol. 

Water  Supply — Src.,  creek,  1  m.  bus.  cent;  sys., 
grav.;  stdp.  cap.,  60,000  gals.;  dim.,  25  x  16; 
mat,  stl.;  1  pump,  eng.,  daaa  trip.,  cap.  day  22,- 
800  gala.;  mains,  8  m..  4  to  6  in.  dia.;  28  hyd.; 
pres.,  dom.  60  to  65  Iba..  f.  60  to  65  lbs.;  wks. 
own^  by  d^. 

OSAGE  CITY,  p.  2,482:  f.  srea,  1  aq.  m.;  mere 
bldgs.,  stn.  ft  bk.,  1  to  8  stor.;  priv.,  bk.  ft  wd., 
1  ft  2  stor.;  wd.  rfs.  not  perm.;  combt  ord.  F. 
dept. — 1  c  eng.,  4  c.  hand  ex.,  1  h.  ft  1.  trk.,  1 
hose  wag.,  1  hose  oart;  hoee,  cot.,  rub.  lined,  gd., 
1.200  ft.;  inf.,  700  ft;  tot  hoee,  1,900  ft;  f.  al.. 
^rfi.  ft  telp.;  Tal.  equip.,  $8,500:  ^-al.  bldge., 
$5,000;  exp.  dept.,  $500;  tot  mem.,  18  vol.;  undrs. 
rating,  third  class. 

Watar  Supply — Src.,  artlfldal  rea.:  sya.,  grat. 
ft  dir.;  stdp.  cap.,  70,000  gala.;  mat,  stL;  dim.,  80 
z  28;  2  pump,  eng.,  class  trip.,  cap.  day  1,182,000 
gala.;  1  dec.  centrif.  pump,  cap.  day  1.296,000 
gals.;  mains,  10  m.,  4  to  10  in.  dia.;  mat,  c  i.; 
72  hyd.;  88  v.;  860  met;  850  serv.;  pres.,  dom.  88 
to  47  lbs.,  f.  150  lbs.;  wte.  owned  by  city. 

08AWAT0M1E,  p.  4,046;  f.  area,  800  a.;  mere, 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  wd.,  1%  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt  ord.;  cauaes  of  f.  mv. 
P.  dept — 1  c.  eng..  6  c  hand  ex.,  1  h.  ft  L  ta*., 
1  hose  wag.,  1  hose  car.;  hose,  cot,  rub.  lined,  gd.. 
1,400  ft;  rub.,  gd.,  100  ft;  tot.  hose,  1.600  ft; 
f.  aL,  bdl  ft  wh.,  vaL  equip.,  $2,490;  val.  bldgs.. 
$6,000;  exp.  dept,  $22.25;  tot  menu,  22  vol.; 
undrs.  rating,  fourth  class. 

Watar  Supply— Src.  riv.,  6  blo<te  bus.  cent; 
aya.,  pump  dir.;  res.  cap.,  2,060.000  gals.;  loc  at 
station;  4  pump,  eng.,  cap.  day,  600.000  gala.; 
main,  c:  i.,  6^  m.,  4  to  10  in.  dia.;  65  hyd.;  26 
T.;  211  met;  89  serv.;  pipe,  galv.  i.  ft  lead;  pres., 
dom.  60  Iba.,  f.  60  to  160  Ibe.;  cons,  day,  600.000 


gals.;    oost.    $48,026;    cost    mtce.,    $6,000;    wks. 
owned  by  dty. 

OSBORNE,  p.  1.666;  f.  area,  800  a.;  mere, 
bldga.,  atn.  ft  bk.,  1  ft  2  ator.;  priv,.  wd..  1  ft  t 
ator.;  wd.  ria.  not  perm.;  fwka.  ft  combt  ord.; 
cauaea  of  f.  inv.  F.  dept — 1  h.  ft  L  trk.,  1  aupply 
wag..  2  hose  ear.;  hose,  cot.,  rub.  lined,  gd.,  600 
ft.;  inf.,  600  ft.;  tot  hose.  1.200  ft.;  f.  al.,  bell; 
val.  equip.,  $1,200;  val.  bldgs.,  $1,500;  exp.  dept. 
$2,000;  tot.  mem.,  26  vol.;  undro.  rating,  fourth 
class. 

Water  Supply — Src.  wells,  H  m.  bus.  cent; 
sys..  class  dup.  ft  trip.,  pump  dir.;  stdp.  cap., 
82.000  gals.;  2  pump,  eng.,  cap.  day,  684.000 
gals.;  nmins,  8  m.,  4  to  6  in.  dia.;  80  hyd.; 
met.,  65;  150  serv.;  pipe,  iron;  pres.,  dom.  40  lbs., 
f.  40  to  100  lbs.;  cons,  day,  60,000  csls.;  cost, 
$18,000;  cost  mice,  $1,200;  wka.  owned  by  city. 

0SKALP08A,  p.  851;  f.  area,  4  blocks;  mene. 
bldgs.,  bk.  ft  stn.,  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
ris.  perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  hand  eng.,  1  c.  eng.,  1  h.  ft  I.  trk.. 
1  hose  car.;  hose,  cot,  rub.  lined,  gd.,  400  ft;  inf.» 
160  ft;  tot  hose,  560  ft;  f.  al.,  oell;  val.  equip., 
$1,700;  val.  bldgs.,  $2,000;  exp.  dept,  $800;  tot 
mem.,  14  vol.:  undrs.  rating,  third  class. 

Water  Supply — ^Src,  dstems,  500  bbls.  eadi. 

OSWEGO,  p.  2,817;  mere  bldgs.,  bk.,  1  ft  8 
stor.;  priv.,  bk.  ft  wd.,  2  stor.:  wd.  ris.  not  perm, 
in  f.  area;  fwka.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept — 18  hand  ex..  2  hoae  reela;  hosa.  cot,  rub. 
lined,  gd.,  1,500  ft;  f.  al.,  dec,  2  bx.;  vaL  equip.. 
$4,000;  val.  bldga.,  $5,000;  exp.  dept,  $260;  tot 
mem.,  15  vol. 

Water  Supply — Src.  riv.,  %  m.  bus.  cent;  ays., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  86,000  gsla.; 
8  pump,  eng.,  cap.  day  1.500,000  gala.;  mains, 
8  m.,  4  to  10  in.  dia.;  74  nyd.;  28  v.;  800  serv.; 
pipe,  galv.  1.;  prea.,  dom.  40  to  60  lbs.,  f.  140  to 
160  lbs.;  cons,  day,  800,000  gala.;  coat,  $70,000; 
cost  mtce.  $8,000;  wks.  owned  by  Co. 

OTTAWA,  p.  7,660;  f.  area,  1,600  a.;  mere 
bldga.,  bk.  ft  stn.,  1  to  8  stor.;  priv.,  bk.,  stn.  ft 
wd.,  1  ft  2  stor.;  wd.  ris.  not  perm,  in  f.  area; 
fwka.  ft  combt  ord.;  cauaea  of  f.  inv.  F.  dept— 1 
atr.,  1  h.  ft  L  trk.,  1  c  eng.,  2  c  hand  ex.,  2  hoas 
wag.,  1  hose  cart.  4  hrs.;  hose,  cot,  rub.  lined,  gd., 
2,000  ft;  fair,  600  ft;  tot.  hose,  2,600  ft;  f.  al., 
telp.;  val.  equip.,  $5,000;  val.  bldgs.,  $6,200;  exp. 
dept.,  $2,271;  tot.  mem.,  17,  pd.  full  time  2,  pd. 
part  time   1,  14  vol. 

Watar  Supply — Src.  Marias  Dea  Oygnea  riv.; 
sys.,  dir.  pres.;  res.  cap..  5,000,000  gala.;  stdp. 
cap.,  60.000  gals.;  2  pumps,  chua  comp.  dup.,  cap. 
2,000,000  gate.;  mains,  17  m.,  4  to  10  in.  dia.; 
128  hyd.;  pres.,  dom.  65  to  75  lbs.,  f.  110  lbs.; 
1,000  serv.;  cons,  day,  800,000  gale.;  cost,  $125,- 
000;   wks.   owned  1^   city. 

OXFORD,  p.  650;  f.  area,  %  sq.  m.  F.  dept. — 
1  hand  hose  reel,  2  c  eng.,  500  ft.  hoae;  f.  al., 
bell;  vol. 

Watar  Supply^-6rc.,  wells,  in  bus.  cent;  sys.. 
grav.;  stdp.  cap.,  50,000  g<^ls.;  1  pump,  eng., 
cap.  day  216,000  gsls.;  mains,  8  m.,  4  to  6  in. 
dia.;    27   hyd.;   wks.   owned   by   city. 

PAOLA,  p.  8,207;  f.  area,  800  a.;  mere,  bldgs., 
stn.  ft  bk.,  1  to  8  stor.;  priv.,  stn.,  bk.  ft  wd.,  IH 
star.;  wd.  rfs.  not  perm,  in  f.  area.  F.  dept. — 1 
hand  h.  ft  1.  trk.,  1  hoae  wsff.;  hose,  cot,  rub. 
lined,  gd.,  1,200  ft;  f.  al.,  bell  ft  wh.;  vaL  equip., 
$1,500;  tot.  mem.,  14  vol. 

Watar  Supply--Src,  creek;  ayn.,  pump  to  rea., 
to  stdp.  ft  dir.;  stdp.  ci^.,  96,000  gals.;  res.  cap., 
2,000,000  gals.;  2  pump,  eng.,  ckuis  comp.,  cap. 
day  2.000,000  gala.;  mains,  7H  m.,  4  to  10  in. 
dia.;  78  hyd.;  pres.,  dom.  55  lbs.,  f.  120  lbs.;  wks. 
owned  by  city. 

PARSONS,  p.  18,600;  f.  area,  640  a.;  mere 
bldgs.,  bk.,  1  to  5  stor.;  priv..  wd.,  2  stor.;  wd. 
ris.  not  perm,  in  1  area;  fwks.  ft  combt  ord.; 
cauaea  of  t  inv.  F.  dept.< — 1  auto.  oomb.  c  ft  h. 
wag.,  8  c  hand  ex.,  2  hoae  wag.,  1  auto.  aer.  trk., 
8  an.;  hoae,  cot,  rub.  lined,  gd.,  6,000  ft;  f.  al., 
Gamewell  sys.  ft  telp..  bell  ft  dec,  24  bx.;  val. 
equip.,  $8,000;  val.  bldgs.,  $8,000;  exp.  dept, 
$2,785;  tot  mem.  10,  pd.  full  time  8,  pd.  park 
time  2. 

Water  Supply — Src,  riv.,  9  m.  bus.  cent;  ays., 
grav.  ft  dir.  pres.;  stdp.  cap.,  30,000  gals.,  dim. 
20  X  160;  loc  in  dty;  mat.  atl.;  2  rea..  No.  1 
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cap,  1,600,000  gals.,  No.  2  cap.  16,000,000  gals.; 
pump,  eng.,  dass  cross-oomp.,  oomp.  dup.  8l  trip., 
comb.  cap.  day  11,888,000  gals.;  mains,  c  L,  27 
m.,  4  to  14  in.  dia.;  141  hyd.;  60  ▼.;  met,  1,160; 
2,800  serv.;  pipe,  lead  k  galv.  i.;  pres.,  dom.  70 
lbs.,  f.  120  Ids.;  cons,  day,  2,260,000  gals.;  cost, 
$270,000;  wks.  owned  by  Co. 

PARYSVILLE,  p.  2,260;  f.  area,  1  sq.  m.;  mere, 
bldgs.,  stn.,  bk.  A  wd.,  1  to  8  stor.;  priv.,  bk. 
k  wd.,  1  ft  2  stor.;  wd.  rfts.  perm,  in  f.  area; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 
3  hand  hose  oarts,  1  in  reserve,  1  hand  h.  ft  1. 
trk.;  hose,  rub.  lined,  gd.,  2,200  ft.;  linen  lined, 
400  ft;  tot  hose,  2,600  ft;  f.  al.,  bell;  val.  equip., 
12,575;  tot.  mem.,  40  vol.;  undrs.  rating,  fourth 
class. 

Water  Supply — 6rc.,  well  ft  river,  AVk  blocks 
bus.  cent;  sys.,  grav.  ft  pump  to  stdp.;  stdp.  cap., 
60,000  gals.;  dim.,  10  x  100;  mat,  iron;  8 
pump,  eng.,  class,  comp.,  dup.  ft  trip.;  cap.  day, 
2,270,080  gals.;  mains,  c.  i.,  7Vi  m.;  4  to  10  in. 
dia.;  57  hyd.;  pres.,  dom.  70  lbs.;  f.  00  lbs.; 
cons,  day  125,000  gals.;  wks.  owned  by  prlv.  Oo. 

PEABODY,  p.  1,416;  f.  area,  %  sq.  m.;  mere 
bldgs.,  stn.,  2  stor.;  priv.,  wd.,  2  star.;  wd.  rfs.  not 
perm.;  fwks.  ft  combt  ord.  F.  dept. — 2  hose  car.; 
hose,  rub.,  gd.,  000  ft;  800  ft.  in  reserve;  tot 
hose,  1,200  ft;  f.  al.,  bell;  val  equip.,  $1,700; 
v«I.  bldgs.,  $5,000;  tot.  mem.,  16  vol. 

Watar  Supply— Src.,  wells,  H  m.  bus.  cent; 
«yi.,  grav.,  pump  to  res.;  res.  cap.,  60,000  gala.; 
2  pump,  eng.,  class,  trip.;  cap.  day,  482,400  gals.; 
mains,  c.  i.,  8  m.,  4  to  8  in.  dia.;  40  hyd.;  met., 
1;  66  serv.;  pres.,  dom.  50  lbs.,  x.  60  lbs.;  cons, 
day,  20,000  gals.;  cost,  $20,000;  cost  mtce.,  $600; 
wks.  owned  by  city. 

PHIUUIPSBURG,  p.  (1^02;  f.  area,  2,400  a.; 
mere,  bldgs.,  bk.,  cem.  ft  stn.,  1  ft  2  stor.;  priv., 
wd.,  1%  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.;  hose, 
cot,  rub.  lined,  gd.,  1,850  ft;  f.  al.,  bell;  val. 
«quip..  $1,200;  val.  bldgs.,  $100;  tot  mem.,  21  vol. 

Watsf  Supply — Src.,  wells:  ays.,  pomp  to  stdp.  ft 
4ir.;  stdp.  cap.,  108^680  flrals.;  2  pump,  eng.,  cap. 
day  1,000.000  gials.;  mains,  c.  1.,  6 Vi  m.,  2  to  6  in. 
dia.;  30  nyd.;  10  v.;  met,  6;  111  serv.;  pres., 
dom.  95  lbs.,  f.  ftS  to  100  lbs.;  cost  $40,000; 
cost  mtce.,  $8,000;  wks.  owned  by  city. 

PITTSBURG,  p.  14,766;  f.  area,  4  aq.  m.;  mere, 
bldgs.,  bk.  ft  iron,  1  to  4  stor.;  priv.,  wd.  ft  bk., 
1  ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
ft  oombt  oitL;  causes  of  f.  inv.  F.  dept. — 1  h. 
ft  1.  trk.,  6  e.  band  ex.,  2  hose  wag.,  8  his.;  hose, 
cot.,  mb.  lined,  gd.,  8,000  ft;  inf.,  800  ft;  tot 
hose,  8,800  ft.;  f.  si.,  Oamewell  ft  telp.,  8  bx.; 
▼al.  eouip..  $0,156;  vaL  bldga.,  $11,000;  tot  mem. 
12.  pa.  full  time  11,  vol.  1. 

Watar  Supply — Src.,  well,  2  blocks  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  100,000  gals.: 
dim.,  27  X  '28;  mat,  stl.;  res.  cap.,  2,500,000 
gals.;  loc  at  station;  8  pump,  eng.,  cap.  day 
5,250,000  gals.;  mains,  c.  i.,  46  m.,  4  to  12  in. 
dia.;   274  hyd.:  ■2S4  ▼.;  met,   1,0<»1;   4,'200  serv.; 

{>ipe,  galv.  1.  ft  lead;   pres.,  dom.   45   lbs.,   f.    110 
bs.;   cons,   dsy,    1,260,000   grals.;    cost,    $806,000; 
wks.  owned  by  city. 

PLAIN VILLE,  p.  1,000;  f.  area,  IVk  aq-  m.; 
mere  bldgs.,  bk.  ft  wd.;  no  fwks.  ft  oombt  oxiL  F. 
dept — 8  nose  carta.  1  c.  eng.,  1,600  ft  oot.,  rub. 
lined,  hose;  f.  al.,  wh.  ft  telp.;  vaL  equip.,  $2,860; 
▼al.  bldgs.,  $600;  tot  mem.,  28  toL 

Watar  Supplj^—Sre.,  wells;  ays.,  pomp  to  stdp.; 
stdp.  cap.,  80,000  gala.;  mat,  atl.;  1  pump,  aniir., 
claaa  trip.;  maina,  6%  m.,  2  to  6  in.  dia.;  27  hya.; 
pres.,  dom.  47  lbs.,  t  126  lbs.;  wks.  owned  by 
city. 

PLEASANTON,  p.  1,878;  f.  area,  160  a.;  mere, 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  S  stor.;  priv.,  bk.  ft 
wd.,  1  to  2  stor.;  wd.  rfs.  perm,  in  f.  area;  causes 
of  f.  inv.  F.  dept. — 2  hose  wag.;  hose,  rub.,  gd.. 
1,000  ft;  inf.,  400  ft;  tot  hose,  1,400  ft;  f.  al.. 
telp.  ft  bell;  val.  equip.,  $1,800;  val.  bldgs.,  $2,600; 
exp.  dept,  $200;  tot  mem.,  12  vol. 

Water  Supply— Src.,  lake,  1%  m.  bus.  cent; 
sya.,  pump  to  res.;  res.  cap.,  160,000  gala.;  loc 
cent,  city;  1  pomp,  eng.,  dass  dup.,  cap.  day  60,- 
000  gals.;  mains,  c.  i.,  4  m.,  4  to  8  in.  dia.;  64 
hyd.;  7  v.;  18  met;  pres.,  dom.  50  lbs.,  f.  60 
lbs.;  cons,  day,  40,000  gals.;  cost,  $82,000;  cost 
tntce.,   $1,200;   wks.   owned  by   city. 

PRATT,  p.  8,802;  f.  area,  100  «.;  mere,  bldga.. 


bk.  ft  stn.,  1  to  8  stor.;  priv.,  wd.,  1  ft  2  ttor.; 
wd.  rf$.  perm,  in  f.  area;  fwka.  ord.  F.  dept— 
1  comb.  c.  ft  1.  trk.,  2  hrs.;  hose^  cot.  nib. 
lined,  gd.,  700  ft;  f.  aL,  tdp.  ft  bell;  vaL  eqoip., 
$3,000;  val.  bldgs.,  $6,000;  tot  mem.,  15,  pd. 
full  time  1,  vol.   14. 

Water  Supply— Src.  weUa,  4  Modes  boa.  ttal; 
sys.,  pump  to  stdp.;  atdp.  cap.,  160.000  gali.; 
mat.,  stl.;  2  pump,  eng.,  cap.  day,  120,000  gali.; 
mains,  c.  i.,  8  m..  4  to  6  in.  dia.;  96  hyd.;  ii 
v.;  met,  450;  500  eerv.;  pres.,  dom.  60  lbs.,  L 
75  lbs.;  cons,  day,  100,000  gala;  cost  mtot, 
$8,500;  wkB.  owned  by  dty. 

ROSEOALE,  p.  6,060;  f.  area,  4  aq.  m.;  mere. 
bldga.,  ata.,  bk.  ft  wd.;  wd.  rfs.  perm.     F.  dept— 

1  comb,  hose  ft  ladder  trk.;  hose,  cot.,  rob.  unei 
gd.,  1,500  ft;  inf.,  500  ft.;  tot  hose,  2,000  ft; 
f.  al.,  telp.;  exp.  dept.,  $250;  tot  mem..  8  voL: 
undns.  rating,  third  class. 

Water  Supply — Src,  creek  ft  wella  (aopplied  by 
Kansas  City,  Ho.,  Waterwka.);  ays.,  pump  to 
mains;  mains,  22  m.,  4  to  8  in.  dia.;  125  hyd; 
240  v.;  met,  ly850;  1,418  serv.;  pres.,  dom.  ft  t 
40  to  125  lbs.;  cons,  day,  500,000  gals.;  cost, 
$00,000;  cost  mtce.,  $8,000;  wks.  owned  by  citf. 

RUSSELL,  p.  1,602;  f.  area,  160  a.;  men^ 
bldga.,  stn.  a  wd.,  1  to  8  ator.;  priv.,  stn.  ft  wi, 

2  stor.;  wd.  rfs.  perm,  in  f.  area.  F.  dept — 2  c 
eng.  on  wla.,  2  hand  hoee  rede.  4  c  hand  ex.,  1 
h.  ft  1.  trk.;  hoee,  rub.,  gd.,  1,000  ft;  c,  gd., 
800  ft.;  tot  hose,  1,800  ft;  f.  al.,  beU;  vaL  eoiup.. 
$8,000;  vaL  bldga.,  $2,600;  tot  mem.,  50  toL 

Water  Supply— Src,  creek,  2%  m.  baa.  cent; 
aya.,  pump  to  atdp.;  stdp.  cap.,  60,000  nls.;  dim., 
20  X  80;  mat,  atL;  8  pump,  eng.,  cap.  day  1,728,- 
000  gals.;  res.  oap.,  100,000,000  gals.:  maiaa, 
c.  1.,  7  m.,  4  to  8  in.  dia.;  40  hyd.;  160  serr.; 
pres.,  dom.  50  lbs.,  f.  126  lbs.;  wks.  owned  by 
city. 

SABETHA,  p.  1,768;  f.  area,  12  a.;  mere  bldgi., 
wd.,  bk.  ft  stn.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2 
ator.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  oid. 
F.  dept — 1  c.  eng.,  1  huid  oig.,  8  hose  certs, 
8  hand  ex.,  1  h.  ft  1.  txk.,  1  hose  w«g.;  hose,  cot, 
rub.  lined,  gd.,  1,500  ft;  rub.,  gd.,  800  ft;  tot 
hose,  1,800  ft;  f.  al.,  Oamewell,  elec,  2  bx.;  vsL 
equip.,  $8,000;  val.  bldfls.,  $3,000;  exp.  dept, 
$585;  tot  mem.,  SO  vol.;  undrs.  rating,  fovtii 
class. 

Water  Supply — Src,  wells  ft  dateme  in  bos. 
cent;  ays.,  mv.,  pump  to  rea.,  to  stdp.  ft  dir.; 
rea.  cap.,  200,000  gals.:  stdp.  cap.,  70,000  gala.; 
dim.,  20  X  80;  mat,  atL;  6  pomp,  eoc.,  esp.  day 
1,440,000  gala.;  maina,  c  L,  0  m.,  i  to  10  fa. 
dia.;  72  hyd.;  pres.,  dom.  65  Iba.,  f.  175  lbs; 
wks.  owned  by  city. 

ST.  FRANCIS,  p.  402;  f.  area,  %  aq.  bl;  mmt. 
bldga.,  wd.,  1  ft  2  ator.;  priv.,  wd.,  1  ft  2  scar.; 
wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft  oombt  orl; 
cauaea  of  f.  inv.  F.  dept — 2  hoee  carta,  1  h.  ft  L 
irk.;  hoee,  oot,  rob.  Imed,  gd..  1,000  ft;  1  sU 
tdp.  ft  bell;  vaL  eouip..  $1,800;  tot  mem.,  86 
vol.;  undra.  rating,  4%  caaas. 

Water  Supply--€rc,  well,  %  m.  biia.  cent;  i^a., 
dlr.  pres.;  1  pump,  eng.,  clsas  trip.,  cap.  dsy  360.- 
000  gals.;  maina,  c.  i.,  8  m.,  4  to  6  in.  die.;  tt 
hyd.;  12  v.;  86  met;  '105  serv.;  pres.,  dont  40  ts 
70  lbs.;  wks.  owned  by  dty. 

ST.  MARYS,  p.  1,897;  mere  bldss.,  ate.  ft  bk-. 
2  stor.;  priv.,  sni.  c  wd.,  1  stor.;  wd.  rfs.  pcn^; 
fwka.  ft  oombt  ord.  F.  dept — 1  hand  cngn  1 
oomb.  c  ft  h.  wag.,  1  c  eng.,  IS  c  band  ex.,  la. 
ft  I.  trk.;  hoee,  cot,  nib.  l&ed,  gd..  160  tt;  nb.* 

.,  100  ft;  inf.,  86  ft;  tot  hoee,  276  ft;  1  sL. 
;    val.    equip..    $1,600;    tot    mem.,    80   voL; 
undrs.  rating,  fifth  daaa. 

Wa*er  Supply— ^c,  wella,  ^  m.  baa  ecat; 
sys.,  pump  to  stdp.;  stdp.  csp.,  70,000  gals.;  S 
pomp,  eng.,  cap.  day  488,000  gala.;  mains,  c  u 
8  m.,  4  to  8  in.  dia.;  65  hyd.;  12  v.;  170  net; 
17>8  serv.;  pres.,  dom.  ft  f.,  80  to  85  lbs.;  cosa 
day,  15,000  gals.;  wks.  owned  by  dty. 

SALINA,  p.  9,688;  f.  area,  2.600  a.;  mac 
bldga..  bk.  ft  atn.,  1  to  6  ator.;  prtv.,  wd.,  2ft 
8  ator.;  wd.  rfa.  not  perm.;  fwka.  ft  eonbt  ora 
F.  dept— 2  aoto.  oomb.  trk.,  1  c  eng.,  86  c  ana 
ex.,  1  h.  ft  L  trie,  2  hoee  reda;  boae.  oot,  lak. 
lined,  gd.,  8,000  ft;  fair,  1,000  ft.;  tot  hoM. 
4,000  ft;  vaL  eqoip.,  $8,600;  vaL  bldf%,  $4,500 
exp.  dept,  $800;  tot  mem.  16,  pd.  M 
vol.  10. 
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Water  Supply — Src,  weOs,  %  m.  bw.  cent.; 
gjs.,  pvmp  dir.;  res.  cap.,  260,000  cala.;  loc.  at 
station;  2  pump,  cng.,  cap.  day  4.000,000  sala.; 
mains,  c.  i..  18  m.,  4  to  12  in.  dia.:  148  hyd.; 
80  ▼.;  met,  760;  1,100  scrv.;  pipe,  galv.  i.;  pres., 
dom.  48  lbs.,  f.  100  lbs.;  cost,  |200,000;  wks. 
owned  by  Ca 

8CAMM0N,  p.  2,288;  f.  area,  820  a.;  mere, 
bldgs.,  bk.  k  wd.,  1  ft  2  stor.;  priv..  bk.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  oombt. 
ord.;  causes  of  f.  inv.  F.  dept.^-276  hand  c  ex., 
2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,100  ft; 
Inf.,  400  ft;  tot.  hose.  1,800  ft;  f.  at,  bell:  val. 
equip.,  12,000;  vaL  bldgs.,  I860;  exp.  dept,  #600 ; 
tot.  mem.,  24  vol. 

Water  Supply — Src..  wells;  res.  cap.,  70,000 
gals.;  wks.  owned  by  city. 

SCANOIA,  p.  760;  f.  area,  H  sq.  m.;  mere. 
bldgs.,  bk.,  stn.  ft  wd.,  1  ft  2  stor.;  prlv..  bk.  ft 
wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
no  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept.— 
2  hand  hose  reels,  1  h.  ft  L  trk.;  hose,  cot,  rub. 
lined,  gd.,  1,000  ft;  1  aL,  bell;  vol. 

Water  Supply — Sre.,  wells,  1  m.  bus.  cent;  sya.» 
graT.  ft  dir.  pres.;  stop,  cap.,  82,000  gala.;  dim., 
IS  z  26;  mat,  stl.;  1  pump,  eng.,  class  trip.,  cap. 
day  618,400  cala.;  mains,  8  m.,  4  to  8  in.  dia.;  28 
hyd.;  pres.,  dooL  40  to  46  lbs.,  f.  76  lbs.;  wks. 
owned  by  city. 

SCOTT  OfTY,  p.  91S;  t.  area,  1  «q.  m.  F.  dept 
—2  hose  CMts,  1,000  ft.  hose;  f.  al.,  bell;  vial. 
equip..  11,000;  tot.  mem..  SB  toL 

Waisr   Supply — Src,   wells,   in   bus.    cent;   sys., 

SaT.;  stdp.  cap.,  50,000  gals.;  1  pump,  eng.,  cap. 
J   288,000  gals.;   mains.  4   m.,   4  to  8  in.   dia.; 
S2  hyd.;  pres.,  47  to  51  lbs.;  wks.  owned  by  city. 

8CRANT0N,  p.  770;  bldgs.,  1  ft  2  stor.;  wd. 
rfs.   perm.     F.  dept. — 1  hand  eng.,  1  h.  ft  L  trk., 

1  vupply  wag..  1  hose  car.;  hose,  linen,  gd.,  600 
ft;  f.  al.,  bell;  vaL  equip.,  |1,600;  ml.  bldgs., 
$1,000;  Tol. 

Water  Supply — ^Not  reported. 

SEDAN,  p.  1,211;  f.  area,  200  a.;  mere,  bldgs., 
•tn.,  bk.  ft  wd. ;  wd.  rfa.  not  perm.  F.  dept. — 1  c. 
cn^.,  1  hand  h.  ft  I.  trk.,  2  hose  carts;  hose,  cot, 
rab.  lined,  gd.,  1,200  ft;  f.  sL,  bell;  vaL  equip., 
$1,200;   exp.   dept.,  $160:   tot.  mem.,   16  vol. 

Watsr  Supply — Src.,  wells  ft  cisterns;  ays.,  pump 
to  stdp.;  stdp.  cap.,  1*17,500  gals.;  2  pump,  eng., 
e8(».  day  2,246,400  gals.;  mams,  c.  i..  6.87  m., 
4  to  6  in.  dia.;  80  hyd.;  pres.,  46  to  77  lbs.; 
wks.   owned  by  dty. 

SSMWIOK,  p.  626;  f.  area,  H  eq.  m.  F. 
dept— 2  hand  hose  carts,  1  hand  ladder  trk., 
Isddcis,  nossles,  pails,  axes,  poles,  etc.,  tl,000   ft 

«e:  f.  al.,  bell  ft  telp.;  vol. 

VMar  Supply— ^c.,  wells,  in  bus.  cent;  eye., 
r.  ft  dir.  pres.;  stdp.  cap.,  50,000  gals.;  2 
^unap.  eng.,  cap.  day  87*4,400  gals.;  mains,  1  m., 
4  to  8  in.  dia.;  41  hyd.;  pres.,  68  to  60  lbs.;  wks. 
owned  by  dty, 

SENECA,  p.  1,806;  f.  area,  600  a.;  mere  bldgs., 
bk.*  stn.  ft  wd.,  2  stor.;  priv.,  bk.,  ste.  ft  wd.,  1  ft 

2  stor.;  wd.  rfs.  not  perm,  in  f.  area.  F.  dept— 
1  e.  eng.,  1  h.  ft  L  tik.,  4  hots  car.;  hoae,  cot, 
rob.  lined,  gd.,  1,000  ft.;  f.  aL,  bell  ft  wh.;  vaL 
equip.*  $4,000;  val.  bldgs.,  $600;  tot  mem., 
8S    voL 

Water  Supply — Src.,  well,  %  m.  hue.  cent;  nra., 
pomp  to  BtdP>;  atdp.  cap.,  86,000  gals.;  dim.,  12  x 
100;  mat,  stL;  2  pump,  enff.,  dass  stm.,  cap. 
day  2,000.000  gals.;  mains,  c.  L,  4  m.,  4  to  10  in. 
dia.:  86  i^d.;  met,  108;  182  eerr.;  pres.,  dom. 
44  lbs.,  f.  100  lbs.;  cons,  day,  26,000  gala.;  cost, 
$S5,000;  cost  mtce.,  $1,800;  wks.  owned  by  city. 

SMITH  CENTER,  p.  1.202;  f.  area,  620  a.; 
Biere.  Udgs.,  stn.,  wd.  ft  bk.,  1  ft  2  stor.;  priv., 
wd.,  2  stor.;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
r.  dept — 100  c.  hand  ex.,  1  h.  ft  L  trk.,  2  hoae 
car.:    hose,   cot,   rab.   lined,   gd.,    1,200   ft;   tsL 


udp.,   $1,600;   vaL  bldgs. 


d,    gd., 
.   $100; 


tot  mem.,   26 


^**Wo!ar  Supply— Src.  well,  1%  m.  bus.  cent; 
ays.,  pump  to  stdp.  ft  dir.:  stdp.  cap.,  96,000  gala.; 
dim.,  12  X  110;  mat,  stL;  res.  cap.,  100,000,000 
«b]o.;  loc  1H  m.  east  town;  1  pump.  eng..  cap. 
day  146,000  gals.;  maina,  c  L,  6  m.,  6  in.  dia.; 
28  Ivd.;  met,  180;  200  serv.;  pipe,  gi^v.  I.; 
ni«s..  dom.  60  lbs.,  f.  180  lbs.;  cons,  day,  76,000 
gpalo.;  cost,  $47,000;  cost  mtce.,  $1,000;  wks. 
4)fwnod  by  dty. 


STAFFORD,  p.  1,500;  f.  area,  1  sq.  m.;  mere, 
bldgs.,  bk.,  cem.  ft  wd.,  1  to  8  stor.;  priv.,  bk. 
ft  wd.,  1  ft  2  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 
1  hand  hose  cart;  hose,  cot,  rub.  lined,  gd.,  1,000 
ft:  f.  al.,  telp.  ft  wh.;  val.  equip.,  $1,400;  val. 
bldgs.,  $100;  tot.  mem.,  12  vol.;  undrs.  rating, 
4H   class. 

Water  Supply — Src..  wells  ft  river,  1  m.  bus. 
cent;  ^s.,  grav.  ft  dir.  pres.;  stdp.  cap.,  50,000 
gals.;  dim.,  20  x  20;  mat,  stl.;  2  pump,  eng.,  class, 
comp.  ft  centrif.;  cap.  day,  1,008,000  gals.;  mains, 
c.  1.,  7  m.;  4  to  8  in.  dia.;  59  hyd.;  cons,  day, 
50,000  gals.;  wks.  owned  by  city. 

STERLING,  p.  2,188;  f.  area,  600  a.;  merc^ 
bldgs.,  bk.,  1  ft  2  stor.;  priv..  wd.,  1  ft  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  oombt  ora.;  causes  of  f. 
inv.  F.  dept. — 1  comb.  c.  ft  h.  wag.,  1  auto,  trk., 
1   h.  ft  I.  trk.,  2  hose  car.;  hose,  cot,  rub.  lined. 

?:d.,  1,500   ft;   inf.,   800   ft;   tot  hose,   1,800   ft; 
.  al.,  telp.;  val.  equip.,  $5,500;  val.  bldgs.,  $2,000; 
exp.  dept.,  $800;  tot.  mem.,  17  vol. 

Water  Supply — Src,  wella;  sys.,  pump  dir.;  2 
pump.  eng..  cap.  day  2,600,000  gals.;  mains,  gslv. 
L,  7  m.,  2  to  10  m.  dia.;  60  hyd.;  21  v.;  met., 
25;  826  serr.;  pres.,  dom.  20  lbs.,  f.  80  to  150 
lbs.;  cons,  day,  260,000  gals.;  cost,  $60,000;  cost 
mtce,  $8,600;  wks.  owned  by  dty. 

STOCKTON,  p.  1,817;  f.  area,  240  a.;  mere 
bldga.,  bk.,  2  stor.;  priv..  wd.,  IH  stor.;  wd.  rfs. 
not  perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept.-~l  h.  ft  1.  trk..  2  hose  carts;  hose,  cot, 
rub.  lined,  gd.,  900  ft;  inf.,  100  ft;  tot.  hose, 
1,000  ft;  f.  al.,  bell;  val.  equip..  $1,000;  val. 
bldgs.,  $400;  tot.  mem.,  16  vol.;  undrs.  rating, 
fourth  class. 

Water  Supply — Src.  well,  40  rods  bus.  cent; 
ays.,  pump  to  stdp.;  stdp.  cap.,  86,000  gala.;  dim., 
12  X  100;  mat,  iron;  2  pump,  eng.,  dass  comp. 
dup.,  cap.  day  700,000  srals.;  mains,  c.  ft  wrt.  L,  6 
m.,  2  to  8  in.  dia.;  27  hyd.;  met,  250;  270  serv.; 
pipe,  wrt  L  ft  l^d;  pres..  dom.  85  lbs.,  f.  86 
lbs.;  cost,  $40,000;  cost  mtce,  $2,690;  wks. 
owned  by  city. 

STiRONQ  CITY,  p.  762.  F.  dept — 2  hose  carts, 
1  c  hand  ex.;  hose,  1,500  ft;  f.  al.,  bell. 

Water  Supply— 4Src.,  well,  %  m.  bus.  cent;  sys., 
grav.;  tcs.  cap.,   70,000   gals.;    1  pump,   eng.,   cap 
day  210,000  gals.;   mains,  c  i.,  4  m.,   2   to  8  in. 
dia.;  29  hyd.;  14  v.;  86  met;  85  serv.;  pres.,  dom. 
ft  f.,   70  lbs.;  cost,  $26,000;   wks.  owned  by  city. 

ST.  PAUL,  p.  927;  mere  bldgs.,  bk.  ft  stn.  F. 
dept — 1  e.  eng.;  hose,  oot,  rub.  lined,  gd..  100 
ft:  f.  sL,  bell. 

Water  Supply — Src,  wella;  no  wka. 

SYLVAN,  p.  464;  f.  area,  %  sq.  m.  F.  dept. — 
1  c  eng.,  2  hose  carte.  1  h.  ft  1.  trk.;  hoae.  cot, 
rub.  lined,  gd.,  1,000  ft.;  c,  100  ft:  tot.  hoae. 
1,100  ft;  f.  al.,  bell  ft  telp.:  vaL  equip.,  $1,600; 
tot  mem.,  28  voL ;  undra.  rating,  4  H  ctass. 

Water  Supply— Src,  wells,  1  m.  bus.  cent.;  sys., 
dir.  pres.;  stdp.  cap.,  60.000  gala.;  dim.,  19  x  27; 
mat,  stl.;  2  pump,  eng.,  class  trip.,  cap.  288,000 
gals,  day;  mains,  8  m.,  4  to  6  in.  dia.;  19  hyd.; 
142  met;  4^  serv.;  pres.,  dom.  66  to  75  lbs.,  f.  7& 
lbs.;  cons,  day,  35,000  gals.;  cost,  $85,000;  cost 
mtce.,   $2,760;   wks.  owned  by  city. 

SYRACUSE,  p.  1.126;  f.  area,  200  a.;  mere, 
bldgs.,  bk.,  1  to  8  ttor.;  priv..  bk.  ft  wd.,  1  to  8 
stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwka.  ft  combt. 
ord.;  causes  of  f.  not  inv.  F.  dept — 2  hose  reels; 
hose,  oot.  rub.  lined,  gd..  1.000  ft.;  f.  al.,  bell, 
telp.  ft  wh.;  val.  equip.,  $1,250;  vaL  bldga.,  $100; 
18  voL 

Watar  Supply — Src,  well,  \i  m.  bua.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  76,000  gals.;  dim.,  20 
x  26;  mat,  stl.;  res.  cap.,  100,000  gals.;  1  pump, 
eng.,  daaa  trip.,  cap.  day  860,000  gala.;  mains, 
8.8  m.,  4  to  8  in.  dia.;  27  hyd.;  19  v.;  184  met; 
1<84  serv.;  pipe,  galv.  i.;  pres..  dom.  50  to  66  lbs., 
f.  125  lbs.;  cons,  day,  80.000  gals.;  cost.  $80,000; 
wks.  owned  by  city. 

TOPEKA,  p.  48,684;  f.  area,  8H  ■<)•  m*;  n«rc 
bldgs.,  stn.,  bk.  ft  oonc,  2  to  10  stor.;  pr^r.,  wd. 
ft  bk.,  2  to  8  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwka.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 2 
str.,  1  auto.  comb.  c.  ft  h.  wag..  1  auto.  comb.  c. 
ft  h.  trk.,  1  chiefa  auto..  2  comb.  c.  ft  h.  wag.,  2 
c  eng..  16  c.  hand  ex.,  2  h.  ft  1.  trk.  equipped 
with  motor  tractors,  1  aer.  trk.,  8  hoae  wag.,  1  hose 
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fd.,  IMfiO  tt-;  a.,  BSD  tt.;  tol.  hose.  11, BOO 
t.  •!.,  Oainfnell.  208  hi.;  vil.  equip.,  >eo  41 
»«1.  bldjt,  148,710;  eip.  dept.,  IflS.OOO;  tot  mi 
»4,  pd.  full  tim*. 

Walir  8u»plr~Sre..  wclli.  S  r 
-, J-    ..  _.._-,  3  pun,      j__ 

<f«8'W<i-;    b' 


7,4T5 
Iba.,  (. 
(VIB.OO 


.    i.   . 


,   t.SOJ 
,    •lO.gOOi 


iSB   pie.;   coi 
■lu.    owned    I 


ord.:    uiu«    of   t.    inv.       F. 
(.   il.,  'wh.;  VrI.   equip., 'tTDO 


.,  bk.  A  «d.,  1  It  S 
i;  DO  Iwka.  ft  combt 
d»pt. — 1    hoae    cut, 


cni-.  k  dir.i  stdp.  cap.  10,000  g*!*.,  dim.  19  i 
174  T  m.  mat.  at].;  1  pump,  tna.,  clua  dim., 
cap.  di;,  EOI,000  giit.;  mim,  c  I,  SU  m.,  4 
to  B  Id.  dia,:  IS  iji.;  prn.,  dom.  17  to  SI  iEm., 
t.   1 8  Iba. :  oka.  owned  I>y  city. 

VALLEY  FALLS,  p.  l,l!Bi  f.  area,  M  aq.  m.; 
mere,  bldga..  (to.  A  bk.,  1  k  t  itor.;  prlT.,  wd.,  1 
(tor. ;  wd.  rfa,  not  pcnn. ;  fwka.  ord. ;  cauaea  of  f. 
Inv,  F,  dept — t  lioae  cart*;  boae,  cot.,  nib.  lined, 
gd.,  jOO  «.;  lub.,  gd.,  SOO  ft,;  old.  tOO  ft;  tot 
bose,  1,500  ft;  f.  a].,  beil;  val.  equip..  gl.SSO: 
Tal.  bidg..,  (SOO;  tip.  dept.,  (100;  tot  mem.,  15 
Tol.;  undn.  rating,  fourth  cliaa. 

Witar    SuC0lf--8re.,    S    api.;    va.,    graT.,   pomp 

*Dg..  claM  trip.,  cap.  dar  1S1,TB0  >«[■,;  maioa,  c 
i.,  8  Di.,  4  to  B  in.  dia.;  ""  "-"  -  --  -      '- 

pipe,  mIt.  1.;  pwa.,  doBi.   __  _.  ., 

da;,     10,000     gat*.;     eoat,     |iO,000;     . , 

1100:  irka.  OWDcd  f>r  city. 

VEIRMH.UON,  p.  400;  f.  ana,  1«0  a.  F.  dept.— 
1  hand  eDg.;  how,  cot,  nib.  lined,  gd.,  600  (t; 
t.    a!.,   bell:   val.   equip.,   |t,O0O;   ral.  ^Idgs..   176: 


t.  SB  lb«.; 


Water 

J  tt.  !^    in.  dU.i  S  byd. 

Watar 

«""i!r«-'..-4''  !*„,-„  .^-^ 

«in<.  day,  1S,ODO  gala.;  coat.  (18, < 
by  citv, 

WAKEHHEY,  p.  B83;  f.  area,  : 
titdga..  hk.  *  wd.;  no  fwka.  ft  comb 
— a  base  csrtt,  1,000  ft.  cot.  r 
t.  al..  bell;  TaL  equip..  tl.OGO;  to 

Witar  BuppH^-Sre.,  wf"-  — 
«Idp.  cap.,  80.000  nb.: 


iMEQO.  t 


•tor.;   prlT..  wd..   t   a 

;  (.  a"  rutoratlT&el 
vaj.  bldga..  12,000;  V 
ng,  thliJ  daaa. 


linnl.  gd.,  I.SOO  'h 
vat  equip.,  « 2,600; 
40  vol.:  vain,  nt 
WaUr  Supply— a 
aya..  pump  to  atdp.;  atdp,  cap,.  6T,O0O  gala.:  dim.. 
It  I  SO;  mat.  atL;  1  pump,  eng.,  claa*  comp.  dup., 
cap,  day,  820.000  gala.;  malna,  c.  L,  5U  m.,  4  to  H 
in.  dia.;  12  fayd.;  11  v.;  Sab  met.;  101  een'.;  pipe. 

Sv.    L;    prea.,    dom.    SE    Itrs.,    f.    100    ])»,;    con*. 
'.     100.000    gala.;     coat,     (iS.OOO;     coal     mtce., 
•  1,500;   wka,   owned  by  cHy. 

WASHIMQTON,  p.  1,547;  f,  area,  StO  a.;  mere 
Udga..  Btn.  k  bk.,  1  i  I  Itor.;  prtv.,  atn.,  bk.  A 
«d..  t  ttoi.l  wd.  rfa.  not  perm.  In  f.  ana;  combt. 
«rd.;  oawea  of  I.  inv.  F.  jept — 1  b.  ft  L  trk.,  14 
e.  hand  ex.,  S  hoae  carta;  hoae,  cot.,  rtib,  lined,  gd., 
400  tt;  t.  aL.  b«U,  wh.  ft  eltc;  aip.  dept.,  flSO; 


WaUr  Supply — Ore,  Hill  Onek  Dam 
:^nt;  aj-i,,  pump  to  atdp,;  atdf).  cap.,  ■! 
nm  cap.,  60,000,000  gala.;  re<L  a 
)00  gala.;   i  pump,  eng.,  cap  day  1.01 


urn.    P. 


dept — S  band  hoae  carta,  1  c  larta,  1  laddw 
hoiK,  OOL,  mb.  lined,  g<L,  1,000  ft:  t  ftU  bd*!! 
MB.;  nL  equip.,  *1,400;  lot.  man^  lit  rol; 
°^."*i-.**„<*^ 


atitp.    cap..    7S,0I 


matL,  ' 
ulna,  c.   I,,  2Vi   11...  1  to  o  IB.  aia.:  id  nya.;  n 
.;  40  met.;  S»  anv,;  prea.,  dom.  57  Iba.,  L  U  Iba.; 

c^  day.  4,000  gak.;   coat,   (20,000;  cart  mt«, 

»000;  wka.  owned  by  citj. 

WAVERLY,   p.   800;   f.  ana.   lit   aq.   a.:  Btn. 

I  r-A.""^'    "*■  '^*-  "<"  P"™-  "■  *■  "«:  •** 


<T60';  W.  bldg,.."(ii 

TuX^'^^^.^fl'^"^ 

Watat  Supoly— Src, 

gwT.;    ndp.    cap,,    SS 

000    'i(*]a.;*dln.,    IS   i   11; 

elaa."  com'p.^op^^lip, 

1.  too^z"  ^i"'ibi'^C 

13  hyd.;  prea.,  3^  45  U*. 

(^wned  bj^dv'       ''  '' 

siiH.  d.,-,    10,000  gala.;  wta. 

WEm,  p.  i,te»;  t 

•raa,  IM  a^;  mtn.  Uka.. 

bk.,  1  to  3  ator.;  prit 

wd..  1  to  i  ator.;  wdUZ 

pera..;  fwkfc  ft  combt 

dept — I  hoae  carta;  hi 

Me.  cot.  rob.  lined',  gd^i  >0* 

ft;  inf.,  1,100  ft;  tot 

boae,  S,O0Oft;f.S:'beiI: 

.,  $1,600;  eip.  dept,  I 


7S0,aO0   gala.' 
1, ♦10,000       ■ 

Ito'lha.; 


136,00 


1.  40  Iba..  r.  lOa  u 


.    11,000;   WU. 


LINQTOH.   1 
imW  Old.;  B 


7,SS4;  1  anL   It 
wd.    rfa.    i'-*      —  ' 


"''■V.'  ^^  '  ""'■=  '^  ''•■  *n!*'"piSB.T?^  ft 
comht  Old.;  cauMa  of  f.  fn*.  P.  dept— «  e.  bad 
ei-    1  h.  ft  L  trk.,  1  oomb.  c  ft  b.  wag..  1  kiw 

;."0  't  oii,  BOO  ft;  lot  koaa,  1.500  ftTlVL: 
bdl  ft  telp  ;  tal.  ajnlp,  tl.OOO;  exp.  dwL,  |JI5; 
tot  mem.  6,  pd.  fidl  time  1.  pd.  nut  dSl. 

Water  Supply — Brc,  creek  ft  wella,  1  m.  ba. 
cent,;  aye.,  gtar.  dir.  A  pump  to  atdn.'  atdn.  a^ 
150^00  gaiS.;  mat,  atlTiii"-,  "  i  iSS:  to^ 
eCDtrally;  rea.  cap.,  tse.400  gala.;  loc  1  B.  towa: 
I  pump  eng..  daaa  comp.  Oap.  ft  trtp.,  cap.  1,»T( 
gaU.  mlD.;  malna.  15  S-t  m..  4  to  10  In.  dlt.:  Itt 
byd.;  42  v.;  met.  415;  4tB  acrr.;  plp«,  galv.  L: 
prea.,  doni.  40  Iba.,  L  05  to  lOO  HmOiiu  day. 
1.750,000    gala.;    coat.    140.000;    wka.    tnratt   by 

WEST   MINERAU   p.    1.700;   f.   area,   t  an.  aL; 

mere,  bldga.,  bk.  ft  »d„  1  ft  I  ator.;  ptit.,  bL 
ft  wd.,  1  ft  t  ator.;  wd,  rfa.  perm,  in  t  area' 
fwka.  ft  combt  ord,:  cauaea  of  f.  Inv.     F.  deiK.— 

1  000°  ft  ■'f     3"*^,   ""^    """    "*■    "^   **" 

Water     Supply — Src.,     well,     1     m.     bw.    c«t; 


ayw..  grav.    ft   dir.   j 


hyd.;  pre*,  dom.  ft't  (0  Ra.; 


la.:'vSart 


,  wd.  ft  bk.,  1  to  II 
D  3  ator,;  wd.  rfa.  d. 
;    causea   of  t.    in*. 


I   c.   eng.,   24  c.  band 
rt.;"t.  at.  elei.  ft"  telp."." 


ik..    4   comV   b.  ft  t  ng,  4 
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$45,000;  vaL  bldgs.^  $88,000;  exp.  dept,  $60,000: 
tot.  mem.  60,  pd.  full  time;  usdrs.  rating,  second 
claw*. 

Water  Supply— Sie.,  weUs;  cya.,  pump  dir.;  rea. 
cap.,  160,000  gala.;  6  pmnp.  eng.,  daaa  hor..  cap. 
day  20,250,000  gala.;  maina,  121  nu,  0  to  10  in. 
dia.;  581  hyd.;  7,101  serv.;  486  v.;  met,  8,107: 
pies.,  dom.  85  to  50  lbs.,  f.  80  to  100  Iba.;  cona. 
day,  4,000,000  galfi.;  wka.  owned  by  Co. 

WILSON,  p.  981;  f.  Umita,  0  bloGka;  mere,  bldga., 
•til.,  bk.  6l  wd.,  1  A  2  ator.;  prlT..  ata.,  bk.  k  wd., 
1  ft  2  ator.;  wd.  rfa.  not  perm,  m  f.  area;  fwka. 
ft  oombL  onL;  canaea  of  i.  inv.  F.  depL— 1  h. 
ft  L  trk.,  2  c.  eng.  on  wla.,  10  e.  band  ex..  2  band 
hoae  leela;  boae,  rub.  Uned,  gd..  1,000  ft;  mb., 
amall,  200  ft;  tot.  boae.  1,200  ft;  t  aL,  beU; 
ml.  eqvip.,  $2,800;  vaL  bldga.,  $8,000;  «q»>  dept, 
$SS;  tot  flaem.,  41  voL 

Water  Supply — Sre.,  weUa  ft  eiatemat  nyan  immp 
to  elevated  atL  tk.;  tk.  cap.f  70,000  gala.;  2  pump. 
*  cap.  day  576,000  gab.;  prea.,  50  Iba.;  4%  m. 
na,  4  to  6  in.  dia.;  40  nyd.;  wka.  owned  by 


WINFIELD,  p.  6.700;  mere,  bldga.,  bId.  ft  bk.,  1 
CO  4  ator.;  priv.,  bk..  atn.  ft  wd.,  1  to  8  ator.;  wd. 
rfa.  not  perm,  in  f.  area;  fwka.  ft  eombt  ord.; 
of  t  InT.    P.  dept — 1  b.  ft  L  trk.,  1  eomb. 


c.  ft  b.  wag.,  4  e.  hand  ex.,  8  bta.;  boae,  oot,  r?ib. 
lined,  gd.,  1,600  ft;  inl,  750  ft;  tot  boee,  2,250 
ft;  f.  aL,  telp.;  vaL  eqidp.,  $4,100;  val.  bldfa.. 
$10,000;  exp.  dept,  $2,600;  tot  mem.  5,  pd.  raU 
time  8,  pd.  part  time  2. 

Water  Supply — Sre.,  riY.,  1)6  m.  bua.  cent.;  cya., 
pump  to  rea.;  rea.  eap.,  2,000,000  gala.:  2  pomp, 
eng.,  daas  comp.,  eap.  day,  5,000,000  gam.;  maina, 
c.  i.,  85  m.,  4  to  12  in.  dia.;  178  hyd.;  141  v.; 
met,  1-86;  1,600  aerv.;  pipe,  iron;  pres.,  dom.  66 
lbs.,  f.  120  lbs.;  cons,  day,  2,000,000  gala.;  cost, 
$195,000;  coet  mtce.,  $2,500;  wka.  owned  1^ 
city. 

YATES  CENTER,  p.  2,024;  f.  area,  all  town; 
mere  bldga.,  atn.  ft  wd.,  2  ator.;  priv.,  wd.,  2  ator.: 
wd.  rfb.  perm.;  no  fwka.  ft  eombt  ord.;  cauaca  ox 
f.  inv.  F.  dept — 1  a  eng.,  1  h.  ft  L  trk.,  2  hose 
ca^a,  10  hand  ex.;  boee,  oot,  rub.  lined,  gd., 
1,150  ft;  f.  aL,  bell;  vaL  equip.,  $2,480;  tot 
mem.,   24  tol. 

Water  Supply — Sre.,  ree.  IVi  m.  boa.  cent;  aye., 
pump  to  stdp.;  atdp.  cap.,  80,000  gala.;  rea.  cap., 
600,000  gala.;  2  pump,  eng.,  daaa  comp.  dup., 
cap.  day,  864,000  gala.;  mains,  c.  i.,  4  m.,  4  lo 
8  in.  dia.;  41  hyd.;  108  met.;  108  aenr.;  pipe, 
c.  L;  prea.,  dom.  60  Iba.,  f.  150  lbs.;  cona.  day, 
825,000  gaJa.;  wks.  owned  by  dty. 


KENTUCKY 


AOAIRVILLE,  p.  688;  f.  area,  4  blocks;  mere. 
bld«s.,  bk.,  1  ft  2  ator.;  priv.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area  fwka.  ft  eombt 
ord.;  cauaea  of  f.  inv.  F.  dept — 1  boae  reel;  hose, 
«00  ft;  f.  al..  bell  ft  ftreanns;  vaL  equip.,  $500; 
vsl.  bldgs.,  $800;  tot  mem.,  26  voL;  undrai  rating, 
fifth  daaa. 

Water  Supply — Sre,  spr.,  }^  m.  bus.  cent; 
•ya.,  grav.  ft  dir.  pree.;  etdp.  cap.,  86,000  gals., 
dim.  16  X  20  ft,  mat  metal  ft  wd.;  rea.  cap., 
30,000  gala.;  1  pump,  eng.,  daas  dup.,  cap.  day 
75,000  gals.;  maina,  8  m.,  1^  to  8  in.  dia.:  24 
hyd.;  6  v.;  pressure,  dom.  80  lbs.,  f.  00  Iba.; 
cons,  day,  80,000  raia.;  cost,  $7,500;  cost  mtce., 
$900;  wks.  owned  oy  city 

ASHLAND,  p.  8,688;  f.  area,  800  a.;  mere. 
btdica.,  bk.,  wd.  ft  stn.,  1  to  4  stor.;  priv..  mostly 
bk.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  oombt  ord.; 
eausea  of  f.  inv.  F.  dept — 4  c.  hand  ex.,  2  hose 
wAff.,  1  comb.  c.  h.  ft  L  wag.,  5  hra.;  hose,  oot, 
rub.  lined,  gd.,  8,000  ft;  c,  250  ft;  inf.,  1,000 
ft-;  tot  hose,  4,260  ft;  f.  al.,  Qamewell;  val. 
equip.,  $0,000:  val.  bldga.,  $8,000;  tot  mem.,  18, 
pd.    full  time  7,  pd.  part  time  6. 

Water  Supply — Sre.,  riv.,  5  m.  bus.  cent;  sys., 
pomp  to  rea.;  rea.  cap.,  20,000,000  gala.,  loc.  on 
hill;  4  pump,  eng.,  comp.  dup.,  oap.  day  7,000,000 
gal*.;  2  pumps.,  1.500,000  gals,  cap.,  in  reserve, 
And  1.500,000-gal.  res.;  mains,  c  i.,  10  m.,  4  to 
12  in.  dia.;  146  hyd.;  met,  60;  1,740  serv.;  pipe, 
galT.  i.;  pres.,  f.,  00  H>b.;  cost,  $276,828;  cost 
mto«..  $12,000;  wks.  owned  by  Co. 

AUGUSTA,  p.  1,787;  f.  area,  400  a.;  bldga..  bk. 
ft  wd.,  2  stor.;  wd.  rfs.  perm.;  fwka.  ft  eombt 
oVd.  P.  dept. — 1  hand  eng.,  1  str.,  1  hose  car.; 
bo«e,  cot,  rub.  lined,  gd..  1.200  ft;  f.  al.,  dec. 
ft    wh.;   undrs.   rating,   fifth   class. 

Water  Supply — Sre,  21  cisterns;  cap.,  800  bbla. 
«nch. 

BARBOURVILLE.  p.  1,688;  f.  area,  700  a.; 
mere,  bldgs.,  bk.  stn.  ft  wd.,  1  to  8  stor.;  pnv.. 
bk.  ft  wd-,  1  to  4  stor. ;  wd.  rfs.  not  perm,  in  f. 
iv«a;  fwks.  ft  eombt.  ord.;  cauaea  of  f.  inv.  F. 
dept. — 1  hose  wag.;  hose,  cot.  rub.  lined,  500  ft; 
f.  aL,  bell  A  wh.;  vaL  equip.,  $800;  val.  bldgs., 
flOO;  tot.  mem.,  22  voL 

Water  Supply — Sre,  rIv.,  in  bus.  cent.;  sys., 
Damp  to  res.  res.  cap.,  550,000  gala.;  2  pump. 
ing.,  cap.  day.,  482,000  gala.;  40  hyd.;  10  v.; 
15  met;  maina.  c  L,  4  m.,  4  to  8  in.  dia.; 
pres.,  dom.  ft  f.  185  Iba.;  cost,  $80,000;  wks. 
owned  by  private  Co. 

BARDSTOWN,  p.  2,126;  mere  bldgs.,  bk.,  1  ft 
«  stor.;  priv..  wd.,  1  ft  2  stor.:  wd.  rfs.  not  perm.; 
fwka.  ft  eombt  ord.;  causes  of  f.  inv.  F.  dept.-— 
S  hose  wag.,  2  boae  car.;  hose,  eot.^rub.  lined, 
«!..  1,800  ft.;  f.  aL.  bell;  vaL  equip.,  $5,000;  val. 
bldgs..  $2,500;  exp.  dent.  $1,000;  tot  mem., 
«5  vol.:  undrs.  rating,  fifth  class. 


f       Water  Supply — Sre,  lake,  %  m.  bua.  cent;  nrs., 
pump  dir.  to  maina  ft  grav.;  res.  cap.,  50,000.000 

fals.,   loc.   north   city;    2  pump.   eng..   daas  comp. 
op.,    cap.    day    750,000    gals.;    maina.    c.    i.,    8H 
m..   4   to   10   in.   dia.;   27   hyd.;    20   v.;   80 


pipe,  galv.  L;  prea.,  dom.  80  Iba.,  f.  160  lbs.; 
cost  $26,000;  cost  mtce.,  $1,000;  wks.  owned  by 
dty. 

BARDWELL,  p.  1.087;  mere,  bldgs.,  bk.,  1  ft  2 
stor.;  priv.,  wd.,  1  stor.;  wd.  rfs.  perm.;  fwks.  ft 
eombt  ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft  L 
trk.,  2  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1,000 
ft.;  f.  aL,  bell;  vaL  equip..  $1,000;  tot  mem., 
80  vols. 

Water  Supply — Sre..  wella.  %  m.  boa.  cent; 
ays.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  75,000  gals., 
dim.  10  X  85,  mat  atl.;  res.  cap.,  40,000  gfals.. 
loc  at  station;  8  pump,  eng.,  cap.  day  500,000 
gala.;  maina,  c.  L,  2H  m..  6  fai.  dia.;  28  hyd.; 
10  v.;  250  serv.;  pipe,  galv.  i.;  prea.,  dom.  50 
lbs.,  f.  80  lbs.;  cons,  day,  40,000  gals.;  cost, 
$15,000;  cost  mtce.,  $8,000;  wks.  owned  by  dty. 

BARLOW,  p.  682 ;  mere,  bldga.,  bk.  ft  wd.,  1  ft 
2  stor.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ft  eombt  ord.;  causes  Qf 
f.  are  not  inv.  F.  dept. — 1  comb,  c  ft  h.  wag., 
1  c.  eng..  12  c.  hand  ex..  2  hose  car.;  hose.  cot., 
rub.  lined,  gd.,  1,000  ft.;  voL 

BEATTYVILLE.  p.  1,860;  no  f.  dept 
Water  Supply — Sre,  wella  ft  ciatema. 

BELLEVUE,  p.  6,688;  f.  area.  600  a.;  mere, 
bldgs.,  bk.  ft  wd..  1  to  8  stor.;  wd.  rfs.  perm.; 
fwka.  ft  eombt  ord.  F.  dept— <l  e.  hand  ex.,  1 
h.  ft  1.  trk.,  1  hose  wag.,  1  hand  reel,  2  hrs.; 
hose,  cot,  rob.  lined,  gd.,  1,400  ft.;  f.  aL, 
Floyd,  15  bx.;  val.  equip.,  $4,200;  val.  bldgs^ 
$1,000;  exp.  dept,  $2,000;  tot.  mem.,  6,  pd.  fun 
time;  undrs.  rating,  second  class. 

Water  Supply — Sre,  Ohio  riv.,  supplied  by  New- 
port Water  Wks.;  sys.,  grav.;  mains,  8  m.,  4 
to  10  in.  dia.;  69  hyd.;  800  v.;  met.  400;  1,800 
serv.;  pipe,  lead;  pres.,  dom.  60  lbs.,  f.  80  lbs.; 
cost.  $75,000;  cost  mtce.,  $4,000;  wks.  owned 
by  Co. 

BENTON,  p.  1,000;  f.  area,  500  a.;  mere,  bldgs.. 
bk.,  1  to  4  stor.;  priv.,  wd.,  1  to  8  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  &  eombt.  ord.;  causes 
of  f.  inv.  F.  dept — 1  c.  eng..  15  c.  hand  ex..  1 
hose  car..  1  hrs.;  hose,  cot,  rub.  lined,  gd..  600 
ft;  f.  aL,  bell;  val.  equip.,  $1,800;  tot  mem., 
15.  pd.  part  time;  undrs.  rating,  fifth  class. 

Water  Supply — Sre,  wella  and  dstems. 

BEREA,  p.  1,510;  f.  area,  600  a.;  mere  bldgs., 
bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  1  to  8 
stor.;  wd.  rfs.  perm,  in  f.  area.  F.  dept. — 1  hose 
car.;  hose,  750  ft;  val.  equip.,  $1,000;  val. 
bldgs.,  $800;  exp.  dept.,  $100;  tot.  mem.,  50  vol.; 
undrs.  rating,  fifth  class. 
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Wtttr  Supply — Src,  mountain  tpr.*  6  m.  bus. 
cent.;  ays.,  grav.;  res.  cap.,  800,000  gait.;  1 
pump,  eng.,  cap.  day  80,000  gala.;  maina,  c.  i., 
7  m.,  2  to  6  in.  dia.;  27  hyd.;  8  v.;  80  met;  pret., 
dom.  A  t  90  lbs.;  cons.  day.  16,000  gala.;  coat, 
$66,000;  coat  mtce.,  $785;  wks.  owned  oy  college. 

BLOOMFIELD,  p.  852.     No  f.  dept. 
Water  Supply — Src,  wella  ft  dstema. 

BOWLING  GREEN,  p.  9,173;  mere,  bldgs.,  bk., 
2  to  4  8tor.;  priv.,  wd.,  2  &  3  stor.;  wd.  rfs.  not 
perm. ;  f wks.  k  combt.  ord. ;  causes  of.  f .  inv.  F. 
dept — 2  comb.  c.  ft  h.  wag.,  1  comb.  b.  ft  1. 
trk.  ft  c  ena.,  1  h.  ft  1.  trk.,  2  hose  wag.,  2 
bose  car.,  reels,  ftc,  8  bra.;  hose,  cot.  rub.  lined, 
gd.,  2,000  ft;  inf.,  1,000  ft:  tot.  nose,  8,000 
ft.;  f.  al.,  Gaynor,  17  bz.;  yal.  equip.,  $12,000; 
val.  bldgs..  $5,000;  exp.  dept.  $8,500;  tot  mem., 
11.  pd.  full  time;  ur.drs.  rating,  first  class. 

Water  Supply~-Src.,  nv.,  1  m.  bus.  cent;  qra., 
gray.,  pump  to  res.;  res.  cap.,  1,600,000  ga^a.;  2 
pump,  eng.,  daas  comp.,  cap.  day  6,000,000  gals.; 
maina,  26  m.;  4  to  16  in.  dia.;  185  hyd.;  met, 
106;  prea.,  f.  70  to  80  lbs.;  coat,  $90,000;  coat 
mtce.,  $4,000;  wks.  owned  by  city. 

BRANDENBURG,  p.  482.  F.  4q>t — 1  boao 
cart:  hose.  600  ft;  tot.  mem.,  16  toI. 

Water  Suppli^— -Sjrs.,  grav.  to  rtB.;  nuUna,  4  to 
•  in.  dia.;  17  hyd.;  prea.,  60  to  80  Iba. 

BURNSIDE,  p.  1,117.  F.  dept — 2  hose  reels; 
boae.  1,000  ft:  pd.  F.  dept 

Water  Supply — Src.,  riv.;  ays.,  pump  to  rea.; 
rea.  cap.,  260,000  gala.;  2  pump,  ens.,  class  dup.; 
maina,  4 V^  m..  8  to  6  in.  dia.;  27  hyd.;  prea., 
dom.  60  Iba.,  f.  126  Iba. 

CADIZ,  p.  1,006.  F.  dept— 4  hose  carta;  boae, 
1,000  ft.;  tot  mem.,  16  vol. 

Water  Supply  Src,  riv.,  H  m.  bus.  cent;  aya.» 
pomp  to  atdp.;  stdp.  cap.,  120,000  gala.;  2  pump, 
eng.,  cap.  day  240,000  gala.;  mains,  SH  >»•>  2  to 
6  in.  dia.;  26  hyd.;  8  v.;  120  serv.;  prea.,  dom. 
26  to  M  Iba.,  f.  180  lbs.;  cona.  day,  50,000  to 
100,000   gala.;   wka.   owned  by  priv.   Co. 

CALHOUN,  p.  742.  F.  dept — 1  comb,  hand 
pump  ft  c.  eng. 

CAIMPBEULSVIUjE,  p.  1,206;  f.  area,  2  m.  F. 
dept— d, 6 00  ft.  hoae;  tot.  mem.,  12  vol. 

Water  Supply— Src.,  atdp.;  sy«.,  grav.;  24  hyd.; 
prea.,  62  to  69  lbs.;  wks.  owned  by  iviv.  corpix 

CARLISLE,  p.  1,298;  f.  area,  76  a.;  mere, 
bldgs.,  stn.  ft  blc.,  1  to  8  stor.;  priv.,  bk.  ft  wd., 
2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt 
<ml.;  oauaes  of  f.  inv.  F.  dept — 1  str.,  1  hand 
eng.,  60  c  band  ex.,  1  h.  ft  L  trk.,  2  hose  wag., 
8  hose  car.,  2  hrs.;  hose,  cot,  rub.  lined,  gd.,  1,800 
ft.;  rub.,  gd.,  600  ft;  tot  hoae,  2,800  ft.;  f. 
aL,  bell;  val.  equip.,  $8,560;  val.  bldgs.,  $8,000; 
exp.  dept,  $826;  tot  mem.,  80  vol. 
'Water  supply — Src,  14  dstema. 

CARROLLTON,  p.  1,906;  f.  area,  640  a.;  mere 
bldgs.,  bk.,  2  ft  8  ator.;  priv.,  wd.  ft  bk.,  1  ft  8 
ator.;  wd.  rfs.  not  perm.;  causes  of  f.  inv.  F. 
dept — 1  h.  ft  L  trk.,  1  hose  wag.,  2  hose  car.,  8 
hrs.;  hose,  cot,  rub.  lined,  gd.,  2,600  ft;  f.  al., 
telp.;  vaL  equip..  $7,000;  val.  bldga.,  $2,000;  tot 
mem.,  7,  pd.  full  time;  undrs.  rating,  fourth  daaa. 

Water  Supply — Src.  riY.,  %  m.  bua.  cent; 
aya.,  pump  dfr.;  res.  cap.,  1,000,000  gala.,  loe.  on 
hill  near  dty:  1  pump,  eng.,  daaa  vertical,  cap. 
day,  1,000.000  gala.;  maina,  c.  L,  6  m.,  4  to  18 
in.  dia.;  40  hyd.:  28  v.;  met,  4;  600  aerv.;  pipe, 
■alv.  i.;  prea.,  dcMn.  106  Iba.,  f.  140  Iba.;  cona. 
day,  600,000  gals.;  coat,  $27,000;  wks.  owned  by 
€ity. 

CATLETTSBURG,  p.  8,620;  f.  area,  1,200  a.; 
mere,  bldgs.,  bk.  ft  stn.,  2  ft  8  stor.:  priv.,  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt 
ord.;  oauaes  of  f.  not  inv.  F.  dept — 1  str.,  1 
hose  wag.,  2  hose  car..  2  bra.;  hose,  cot,  rub. 
lined,  gd.,  2,500  ft;  rub.,  gd.,  600  ft;  tot  hose, 
8,000  ft;  f.  aL,  bell  ft  telp.;  val.  equip.,  $7,600; 
vaL  bldgs.,  $4,000;  exp.  dept.,  $1,000;  tot  mem., 
12.   pd.    part   time. 

Water  Supply — Src.,  riv.,  1  m.  bus.  cent;  aya., 
pump  to  rea.;  res.  cap.,  14,000,000  gala.,  loc.  1 
m.  station;  4  pump,  eng.,  dasa  oomp^  oop.,  centrif. 
ft  triple  expan.  oond.;  cap.  day,  14.000,000  gala.; 
maina,  c.  i.,  11  m.,  4  to  20  in.  dia.;  IIS  nyd.; 
met.,  7;  pipe,  galv.  L;  pres.,  dom.  120  lbs.;  coat, 
$872,892;   wka.   owned  oy  Oo. 

CENTRAL  CITY,  p.  2,646;  t  area.  60  a.; 
nerc  bldga.,  bk.  ft  wd.,   1  to  2  ator.;  priv.,  bk. 


ft  wd.,  1  to  2  stor.;  wd.  rfa.  perm,  in  f.  areai 
fwks.  ft  combt  ord.  F.  dept — 2  c  hand  ex.,  S 
hose  reels;  hose,   600  ft;   20  voL 

Water  Supply — Src,  riv.,  2%  m.  bos.  cent; 
sys.,  pump  to  res.;  rea.  cap.,  400,000  gals.;  S 
pump,  eng.,  cap.  day  200,000  gala.;  mains,  c  k 
wrt  L,  4  m.,  2  to  10  in.  dia.;  15  l^d.;  met.,  4; 
688  aerv.;  pipe,  wrt  L;  prec,  dom.  76  Iba.;  wka. 
owned  by  Co. 

CENTRAL  COVINGTON.  Fire  dept— 1  beic 
car.;  hoae,  1,000  ft;  f.  aL,  bell. 

Water  Supply— -Src,  from  dty  of  Coviagtoa. 

CLINTON,  p.  1.497;  f.  area,  860  a.;  mere 
bldgs.,  bk.,  1  ft  2  ator.;  priv.,  bk.  ft  wd.,  1^ 
stor.;  wd.  rfs.  perm,  in  t,  area;  fwka.  ft  combt 
ord.  F.  dept — 1  h.  ft  I.  trk..  1  hoae  wsg.,  1  hoce 
car.;  hose,  cot,  rob.  lined,  gd..  800  ft;  inf.,  500 
ft;  tot  hose,  1,800  ft;  f.  al.,  wh.;  val.  equipi, 
$2,000;  val.  bldga.,  $600;  exp.  dept,  $500;  toL 
mem.,  10,  pd.  part  time 

Water  Supply — Src,  wdls.  H  m.  bus.  cent; 
sys.,  pvmp  to  res.  ft  atdp.;  atop,  cap.,  40,000  gala., 
mat  aheet  L;  rea.  cap.,  60,000  gala.,  loc  12 
ft  from  wella;  2  pump,  eng.;  maina,  c  i.,  3H 
m.,  4  to  8  in.  dia.;  24  hyd.;  prea.,  dom.  60  Iba., 
f.  126  lbs.;  cost,  $16,000;  cost  mtce,  $1,000; 
wka.  owned  by  Co. 

CORBIN,  p.  2,689;  f.  area,  64  a.;  mere  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  ator.; 
wd.  rfs.  not  perm,  in  f.  area;  fwksL  ord.;  caaaca 
of  f.  inv.  F.  dept — 1  str.,  1  c  eng.,  6  c  haoJ 
ex.,  1  h.  ft  1.  trk?,  1  hoae  wag.,  1  hoae  car.;  boat, 
cot,  rub.  lined,  gd.,  600  ft;  rub.,  gd.,  200  ft; 
tot  bose,  800  ft;  val.  equipi,  $1,000;  exp.  dept, 
$180;  tot  mem.,  26,  pd.  full  time   1,  voL  24. 

Water  Supply---Src,  wells;  res.  owned  by  L*  k 
N.  B.  R.;  hyd.  owned  by  R.  R.  Co. 

CORYDON,  p.  942.  F.  dept — 1  comb,  c  k 
hand  eng.,  800  ft  hoae;  voL 

COVINGTON,  p.  68,270;  f.  area.  1,495  a.;  mere, 
blc^.,  atn.,  bk.  ft  wd.,  1  tx>  6  ator.;  priv.,  atxL, 
bk.  ft  wd.,  2  stor.;  wd.  rfs.  penn.  in  f.  area;  faka. 
ord.;  cauaea  of  f.  inv.  F.  dept — t  str.  (1  ia 
reserve),  1  c  eng.  on  wis.,  18  c  hand  ex.,  1 
h.  ft  1.  trk.,  2  comb,  c  ft  b.  wag.,  6  hoae  wag.. 
22  hrs.;  hose,  cot,  rub.  lined,  gd.,  18,250  ft; 
c,  gd.,  400  ft:  tot  boae,  18,660  ft:  f.  aL, 
Oamewell,  106  bx.;  vaL  equip.,  $86,000;  val 
bldga..  $46,000;  exp.  dept,  $86,000;  tot  aien., 
61.  po.  full  time. 

water  Supply — Src,  riv.,  8  m.  bua.  cent;  «;«., 
pump  to  res.;  rea.  cap.,  111,000,000  gala;  2 
pump,  eng.,  daas  verticaJ  comp.,  cap.  day  10,000.> 

000  gala.;  maina,  c  L,  48  m.,  4  to  SO  in.  dia.; 
480  hyd.;  752  v.;  met,  6,978;  7,742  aerv.;  pipe, 
lead;  prea.,  douL  70  Iba.,  f.  110  Iba.;  cona.  day, 
8,042,007  gals.;  coat,  $1,118,012;  oost  mtce,  $71,- 
260.80;  wka.  owned  by  dty. 

CYNTHIANA,  p.  8,608;  f.  area,  2  aq.  m.;  nse. 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  bk.  ft  wd.,  1  *  ^ 
stor.;  wd.  rfa.  perm,  in  f.  area.  F.  dept— 2  baad 
ex.,  1  h.  ft  L  trk.,  1  hoae  wag.,  S  hoae  reds,  2 
bra.;  hoae,  cot,  fiib.  lined,  go.,  8,000  ft;  nL 
equip..  $1,600;  val.  bldga.,  $8,000;  tot 
88  vol. 

Water  Supply — Src,  riv.,  H  >&•  b«-  eeat; 
pump  to  atdp.  ft  dir.;  stdp.  cap.,  800,000  _ 
dim.  25  X  110.  nmt  atl.;  2  pump,  eng.,  daas 
dup.,  cap.  day  672,000  gala.;  maina,  c  L«  8  ■.. 
4  to  10  in.  dia.;  80  hyd.;  45  v.;  met,  20;  425 
aerv.;  pres.,  dom.  ft  t,  90  lbs.;  coat,  $60,000;  east 
mtce.,  $8,^00;   wka.  owned  by  dty. 

DANVILLE,  p.  5.480;  mere  Udga.,  bk.  ft  ata.* 
8  ator.;  priv.,  stn.,  bk.  ft  wd.,  8  stor.;  wd.  fffe.  aat 
perm.;  fwka.  ft  oombt  ord.;  cauaea  of  1  ^• 
F.  dept — 1  c  tk.,  2  c  hand  ex.,   1  h.  ft  L  trk., 

1  hose  reel,  1  hoae  wag.,  1  ladder  wag.;  hoae,  cot* 
rub.  lined,  gd.,  2,000  ft:  c,  800  ft;  Inf.,  600  ft: 
tot  hoae,  2,700  ft;  f.  at.  elec  aL  eonnectcd  with 
Telephone  Exchange;  val.  equip.,  $2,600;  ^ 
bldga.,  $2,600;  exp.  dept,  $800;  tot  mem..  22, 
pd.  full  time  8,  voL  80;  undra.  rating,  eeooaa 
dasa. 

Water  Supply — Src,  riv.;  aya.,  pomp  to  atdp.; 
atdp.  cap.,  226,000  gala.,  dim.  160  x  10*  »ft. 
BtL;  8  pump,  eng.,  cap.  day  8,000,000  gala.; 
maina,  c  L,  12.88  m.,  4  to  18  In.  dia.:  114 
hyd.;  met,  760;  766  serv.;  pipe,  lead;  prea..  •» 
48  to  70  Iba..  f.  100  lbs.;  cona.  day.  8M,43t 
gala.;  coat  $160,000;  wka.  owned  by  eity. 

DAWSON  SPRINGS,  p.  1.600;  f.  ares.  80_^; 
mere  bldga.,  bk.  ft  wd.,  1  ft  8  ator.;  priv.,  wd. 
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1  to  8  ftor.;  wd.  rfs.  are  not  perm,  in  f.  stm; 
fwks.  k  combt  onL;  causes  of  f.  inv.  F.  dept. — 
30  c.  bend  es.,  2  hose  reels,  1  h.  ft  L  trk..  1,000 
ft.  bote;  v«].  equip.,  |800;  vaL  bldfs.,  $260;  tot. 
mem.,  20  vol. 

Water  Supply  Src,  res.;  ays.,  frav.;  14  hjrd.; 
prea.,  40  to  M  lbs.;  cost,  |1 0,000;  wks.  owned  by 
prir.  Co. 

DAYTON,  p.  6,070;  mere  bldffs.,  bk.  k  wd.,  S 
k  3  stor.;  pnv.,  bk.  k  wd.,  1  to  S  stor.;  wd.  rfs. 
perm,  in  f.  area;  causes  of  f.  inv.  F.  dept. — S  c. 
hind  ex..  2  comb.  b.  ft  L  trks.,  1  eomb.  e.  ft  b. 
wag.,  1  brs.;  bose,  cot.,  rob.  lined,  gd.,  1,800  ft; 
(.  aL,  bell,  elec,  12  Stevenson  bs.;  tsL  equips, 
$800;  vaL  bldn.,  $700;  expi  depL,  $876;  tot. 
mem.,  7,  pd.  fml  time  1,  voL  6. 

Water  Supply— Src.,  Obio  rlv.;  ays.,  uvnp  to 
rea.;  mains,  8  m.,  4  to  8  in.  dia.;  1#4  nyd.; 
300  ▼.;  pres.,  f.  100  lbs. 

DIXON,    p.    741.      F.    dept — 1    oomb.    a    band 
eng.;  bose,  40O  ft.;  f.  -aL,  bell. 
Water  Supply — Src.,  dstems. 

DOVER,  p.  886.     F.  dept — Vol.,  12  men;  1  c. 
enff.,  160  ft  hose. 
Water  Supply — ^Wells  ft  dstems. 

EARLINGTON,  p.  8,081;  mere,  bldgs.,  bk..  1  to 
8  stor.;  priT.,  bk.  ft  wd.,  1  to  8  stor.;  wd.  rfs.  not 

rrm.  in  f.  area;  fwks.  ft  combt  ord.;  causes  of 
inr.  F.  dept — 1  comb.  c.  ft  b.  wag.,  e.  hand 
ex.,  1  h.  ft  1.  ttk.,  1  bose  wmg.;  heme,  rob.  gd., 
2.000  ft;  f.  al.,  wb.;  vaL  equip.,  $1,000;  viaL 
bjdffs.,  $8,000    tot  mem.,   10  toL 

Water  Supply — Src,  lake,  %  m.  bus.  cent; 
sya..  pump  to  res.  ft  dir.;  res.  cap.,  100,000  gala.; 
2  pump,  eng.,  cap.  day,  120,000  gala.;  mains,  iron, 
8  m.,  4  to  8  in.  dla.;  18  hyd.;  met,  200; 
875  acrv.;  pipe,  wrt.  i.;  pres.,  dom.- 20  to  46  lbs., 
f.  45  lbs.;  wkii.  owned  br  Co. 

EDDYVILLE,  p.  1,500;  t  area.  20  a.  F.  dept— 
1  hose  cart;  vaL  equip.,  $260;  vol. 

Water  Supply — Src.,  wells,  1  m.  bus.  cent;  ays., 
atdp.,  loc  on  hiffh  hill;  wks.  owned  by  dty. 

ELfZABETHTOWN,  Hardin  Oo.;  p.  1»$70;  f. 
area,  1  m.;  mere,  bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept — 1  b.  ft  1.  trk.,  2  bose  carts; 
haw,  cot,  rub.  ifiied,  gd.,  1,800  ft:  inf.,  200  ft; 
tot.  boee,  1.400  ft;  f.  al.,  be!  ft  telp.;  vuL  equip., 
$2,000;  vaL  bldgs.,  $7,600;  tot  mem.,  80  vol; 
undra.  rating,  fourth  clua. 

Water  Supply — Src.,  spr.,  1%  m.  bus.  cent; 
aya.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  160,000 
gala.,  dim.  16  z  100,  mat  stL;  2  pomp,  eng., 
daaa  dup.,  cap.  day  600,000  gala.;  maina,  c.  i., 
4H  m.,  4  to  8  in.  dia.;  40  hyd.;  16  v.;  826 
aerv.;  pipe.  galv.  i.;  pres.,  dom.  46  lbs.,  f.  80  lbs.; 
cost  $26,000;  cost  mtce.,  $2,600;  wks.  owned  by 
city. 

ELKTON,  p.  1,228;  f.  area,  10  a.;  mere,  bldgs., 
bk.,  1  ft  2  a^or.;  priv..  wd.,  1  ft  2  ator.;  wd.  rfa. 
not  perm.;  fwka.  ft  combt  ord.;  cauaes  of  f.  inv. 
F.  dept — 1  hand  eng.;  hose,  cot,  rub.  lined,  gd., 
400  fU;  f.  al.,  bell;  val.  equip.,  $700;  tot  mem., 
80  vol.;  undrs.  rating,  fourth  class. 

Wator  Supply — Src.,  wells  ft  clatems. 

EMINENCE,  p.  1,274;  f.  area,  100  a.;  mere, 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  wd.,  2  ft  8  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.;  cauaeif  of 
f.  inv.      F.   oept. — 1   atr.,   1   comb,   c   ft  h.   wag., 

1  h.  ft  1.  trk.,  2  hose  csr.;  hose,  cot,  nib.  liued, 
gd..  1,200  ft:  mf.,  600  ft;  tot  hose,  1,700  ft; 
f.  al..  telp.;  vat.  equip..  $6,000;  vaL  bldgs.,  $1,600; 
tet  mem.,  8,  pd.   full  time. 

Water  Supply — Src..  cisterns  ft  wells. 

FALMOUTH,  p.  1,180;  f.  area,  %  m.;  mere 
bldgs..  bk.  ft  wd.,  8  ft  8  stor.;  priv.,  bk.  ft  wd., 

2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  hand  ens.,  1 
b.  ft  1.  trk.,  1  hose  wa^..  1  hose  car.;  hoae, 
cot,  rub.  lined,  gd.,  1,100  ft;  rub.,  gd.,  600  ft; 
inf..  600  ft;  tot  hoae.  2.200  ft;  f.  aL.  bell;  val. 
equip.,  $2,000;  val.  bldgs.,  $1,600;  ezp.  dept, 
600;  tot.  mem..  17  voL 

Water  Supply — Src.,  riv.,  \i  m.  bus.  cent;  sya.. 
pump  to  res.;  res.  cap.,  600.000  gals.,  second 
res.  9%  z  101  ft.  loc.  on  bill  near  dty;  1 
pump,  eng.,  class  dup.,  cap.  day  760,000  gala.; 
mains,  4  m.,  4  to  8  in.  dla.;  28  hyd.;  160  serv.; 
pipe,  galv.  1.;  pres.,  dom.  100  lbs.,  f.  100  Iba.; 
eons,  day,  80,000  gala.;  cost,  $14,000;  cost  mtce., 
$1,850;  wks.  owned  by  dty. 


FLEMINQSBURQ,    p.    1,219;    f.    area,    640    a.; 

mere,  bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft 
wd.,  1  ft  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  str..  2  hand 
eng.,  1  c  eng.,  6  c.  hand  ex..  1  h.  ft  1.  trk..  8 
hose  reels:  hose,  cot.  rub.  lined,  gd..  1,700  ft; 
int.  800  ft;  tot  hose,  2,600  ft;  1  aL,  bell;  vaL 
eqmp.,  $9,000;  ezp.  dcpt^  $1,000;  tot  menu, 
108  vol.;  undrs.  rating,  third  dass. 
Water  Supply — Src.,  wells,  creeks  ft  dstems. 

FRANKFORT,  p.  10,466;  f.  area,  600  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  4  ator.;  priv.,  stn.,  bk.  ft 
wd.,  2  stor.;  wd.  rfk.  perm,  in  f.  area;  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  str..  8  c.  hand  ez., 
1  h.  ft  L  trk.,  1  auto.  h.  ft  1.  trz.,  2  hose  wag., 
4  brs.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft;  f. 
aL.  dec.,  21  bz.;  vaL  equip.,  $5,000;  vaL  bldgs.. 
$10,000;  ezp.  dept,  $8,600;  tot  mem.,  6,  pd.  full 
time. 

Water  Supply — Sre.,  riv.,  1  m.  bus.  cent;  sys., 
pump  to  res.;  res.  cap..  8,000,000  gals.;  2  pump, 
eng.,  daas  vert,  cap.  day  6,000,000  gala.;  mains, 
14  m.,  6  to  14  in.  dia.;  126  hyd.;  100  v.;  met, 
76;  1,400  serv.;  pres.,  douL  120  lbs.,  f.  120  lbs.; 
oons.  day,  1.200.000  gals.;  cost.  $200,000;  coet 
mtce.,  $6,000;  wks.  owned  by  Go. 

FRANKLIN,  p.  8,068;  f.  area,  640  a.;  mere, 
bldgs.,  wd.  ft  bk.,  1  to  8  stor.;  priv.,  wd..  1  ft  2 
stor.;  wd.  rf^  perm.;  fwka.  ord.  F.  dept — 1  h. 
ft  L  trie,  8  hose  carts;  hose,  1,500  ft;  1  al..  bdl; 
ft  wh.;  vaL  equip.,  $1,600;  tot.  mem.,  16,  pd. 
part  time. 

Water  Supply — Src.  creek,  1  m.  bus.  cent; 
ays.,  pump  to  stdp.  ft  air.;  stdp.  cap.,  60.000  gala., 
dim.  25  z  80.  mat.  Iron  ft  stL;  2  pump,  eng.,  cap. 
day  500,000  gals.;  mains,  6  m..  4  to  8  in.  dia.; 
87  hyd.;  pres.,  dom.  60  lbs.,  f.  50  to  100  lbs.; 
cons,  day,  210,000  gals.;  cost  $24,000;  cost  mtce., 
$8,600;  wfaa.  owned  by  city. 

•FULTON,  p.  2,676;  f.  area.  600  a.;  mere, 
bldga.,  bk.,  1  to  8  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfk.  not  perm,   in  x.   area.     F.  dept — 

1  hand  eng.,  1  h.  ft  L  trk..  2  hoae  carta.  8 
hoae  car.,  1  hrs.;  hoae,  cot.  rub.  lined,  gd.,  1,000 
ft.;  mb.,  gd.,  600  ft:  tot  hose,  1.600  ft;  f. 
aL,  telp.;  vaL  eouip.,  $2,000;  vaL  bldga.,  $200; 
tot  mem.,  12  vol. 

Water  Supply— Src.,  wells,  8  blocks  bus.  centi 
ays.,  pump  to  stdp.  ft  dir.;  stdp.  cap..  82.600  gals., 
res.  cap..  28.000  gala.;  2  pump,  eng.,  cap.  day, 
1.500,000  gala.;  maina,  c.  ft  wrt  L,  8  m.,  2  to  8 
in  dia.;  61  hyd.;  14  v.;  met,  88;  878  serv.;  pipe, 
galv.  L;  pres.,  dom.  80  lbs.,  f.  110  Iba.;  oona. 
day,  850,000  gale.;  cost  $80,000;  cost  mtoe., 
$7,000;  wks.  owned  by  dty. 

QEORQETOWN,  p.  4,688;  f.  area,  600  a.;  mere, 
bldgs..  bk.,  2  ft  8  stor.;  priv.,  bk.,  1  ft  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt  ord.  F.  dept — 1 
comb.  c.  ft  h.  ft  1.  wajr.,  1  hose  wag.,  2  c.  ez.,  2 
hrs.;  hose,  cot,  rub.  lined,  gd.,  1,600  ft;  f.  aL, 
Oamewdl,  9  bx.;  vaL  equip.,  $1,400;  vaL  bldgs.. 
$16,000;  exp.  dept,  $800;  tot.  mem.,  8;  pd.  full 
time  1,  pd.  part  time  7;  undra.  rating,  second 
class. 

Water  Supply — Src.,  spr.  ft  dstems,  1,000  ft 
bus.  cent;  sys.,  pump  air.;  1  pump,  eng.,  cap. 
day  2,800,000  gals.;  mains,  c  L,  10  m.,  4  to  8 
in.  dia.;  82  hyd.;  88  v.;  800  aerv.;  prea..  dooL 
80  to  70  Iba.,  f.  100  to  186  lbs.;  cost,  $74,000; 
cost  mtce.,  $4,000;  wks.  owned  by  Co. 

GLASGOW,  p.  2.816;  mere,  bldgs.,  ironclad  ft 
bk.,  2  ft  8  stor.;  priv.,  wd.,  2  ator.;  wd.  rtn.  not 
perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept — 2  c.  hand  ex.,  1  h.  ft  L  trk.,  1  hoae  cart 

2  hose  car.:  hose,  cot,  rub.  lined,  gd..  1,500 
ft:  linen,  gd.,  2,000  ft;  inf.,  100  ft;  tot  hose, 
8.600  ft:  f.  aL,  bell;  val.  equip.,  $1,600:  val. 
bldgs.,  $200;  tot  mem.,  20  voL;  undrs.  rating, 
third  dass. 

Water  Suppli^ — Src.,  creek;  sya.,  pump  to  stdp.; 
stdp.  cap.,  117,000  gids.,  dim.  60  x  24,  mat 
wd.;  2  pump,  eng.,  cap.  day  500,000  gals.;  maina, 
6  m.,  4  to  8  in.  dia.;  80  hyd.;  6  v.;  met.  2; 
aerv.;  pipe,  iron;  prea.,  dom.  60  Iba..  f.  100  lbs.; 
cons,  day  40,000  gals.;  coat,  $28,000;  coat  mtce., 
$1,200;  wka.  owned  by  city. 

GREENUP,  p.  680.  F.  dept— 1  comb.  c.  ft 
hand  eng.;  tot  mem.,  80  vol. 

Water  Supply-^-Src.,  wells  ft  2   dstems. 

GREENVILLE,    p.    1,604;    f.    area,    16    a.      F. 

dept — 2  bose  oskte^  2  f.  ladders,  1,000  ft  hoae; 
val.  equip.,  $1,600;  tot  mem.,  24  voL 
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Wtttr  Supply — Src,  kke;  «>*s.,  dir.  pres.;  2 
pumps,  cap.  day,  600,000  gait.;  16  hyd.;  6  ▼.; 
maina,  10  m.;  pres.,  dom.  60  lbs.,  f.  120  lbs.;  coat, 
120,000;   wka.  owned  by  private  Co. 

GUTHRIE,  p.  1,006;  f.  area,  10  a.     F.  dept — 

1  hose   cart;   nose,    1,000    ft;   tot.    mem.,    20   voL 
Water   Supply — Src,   waterwks.   owned  by   L.   ft 

N.  R.  R.  Co.;  used  only  in  case  of  f. 

HARDINSBURQ.  p.  787.  F.  dept.— Hawkins 
f    ex.  *  vol. 

'  HAhRODSBURG,  p.  8.147;  mere,  bldn.,  bk.,  1 
to  8  stor.:  priv.,  bk.  k,  wd.,  2  stor.;  wd.  rfa.  not 
perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  c.  eng.,  1  b.  ft  1.  trk.,  2  hose  reela, 

2  hra.;  hose,  rub.,  gd.,  1,000  ft;  inf.,  600  ft; 
toe.  hose,  1,500  ft;  f.  al.,  bell;  val.  equip.,  $6,- 
000;  val.  bldgs.,  $6,000;  tot.  mem.,  16,  pd.  full 
time  1,  pd.  part  time  14;  undrs.  rating,  second 
class. 


Watar  Supply — Src,  riv.,  1  m.  bus.  cent; 

lO    gi" 
100  X  22  H,  mat  stl.;  2  pump,  eng.,  class  comp. 


pump    to    stdp.;    atdp.    cap.,    207,600    gala. 


.;  m, 
,    dim. 


dup.,  cap.  day  8,000,000  gals.;  mains,  8^  m., 
4  to  12  in.  dia.;  02  byd.:  48  v.;  met,  86;  160 
serv.;  pipe,  galv.  L  ft  lead;  prea.,  dom.  60  to  SO 
lbs.,  f.  76  lbs.;  cons,  day,  66,000  gala.:  cost, 
$80,000;   cost  mtce.,   $1,800;  wks.   owned  by  Co. 

HARTFORD,  p.  976.     No  f.  dept. 
Watar  8upply--8rc.,  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  80,000  gala.,  dim.  12  z  16  ft 

HAWESVILLE,  p.  1,002;  f.  area,  100  a.;  mere 
bldgs.,  bk.  ft  wd..  1  ft  2  stor.;  priv.,  bk.  ft  wd.. 
Ihk  stor.;  wd.  rfs.  perm.;  fwks.  ord.;  causes  of 
f.  not  inv.  F.  dept — 8  hose  reels;  hoae,  cot, 
rub.  lined,  gd.,  900  ft:  mb.,  ad.,  100  ft;  tot 
hose,  1,000  ft;  f.  aL,  bell;  val.  equip.,  $1,000; 
val.  bldga.,  $600;  exp.  dept.  $60;  tot  mem.,  24, 
pd.  part  time;  undra.  rating,  fourth  class. 

Watar  Supply — Src.,  riv.,  1  blodE  bus.  cent; 
qrs.,  grav.,  pump  to  res.  ft  dir.;  res.  cap.,  1,000,- 

000  gals.,  loc.  on  hill  above  town;  8  pump,  eng., 
class  single  ft  dup.,  cap.  day  1,000,000  gala.; 
mains,  c.  i.,  2  m.,  4  to  8  in.  dia.:  11  hyd.;  18 
v.;  met,  9;  76  serv.;  pipe,  galv.  i.;  prea.,  dom. 
100  lbs.,  f.  100  lbs.;  cons,  day,  100,000  gals.; 
cost,  $11,800;  cost  mtce.,  $1,200;  wks.  owned 
by  Co. 

HENDERSON,  p.  11.462;  f.  area,  2,600  a.; 
mere,  bldgs.,  stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv., 
bk.,  stn.  ft  wd.,  1  to  8  stor.;  wd.  rfs.  not  perm.; 
fwks.  ft  eombt  ord.;  causes  of  f.  inv.     F.  dept — 

1  c.  eng.,  2  c.  hand  ex.,  1  h.  ft  1.  trk..  2  hoae 
wag.,  1  hose  car.,  8  hra.;  hose,  rub.,  gd.,  4,000 
ft;  inf.,  600  ft;  tot  hose,  4,500  ft:  f.  aL, 
Gamewell,  16  bz.;  val.  equip.,  $7,600;  val.  bldgs., 
86,000;  exp.  dept,  $10,000;  tot  mem.,  18,  pd. 
full  time;   undrs.  rsting,   first  class. 

Watar  Supply — Src,  riv..  1  m.  bus.  cent;  sys., 
pump  to  res.  ft  stdp.;  atop,  cap.,  868,000  gua., 
dim.  25  x  100,  mat.  stl.;  res.  cap.,  8,000,000 
gals.,  loc.  on  hill  8,000  ft.  pump,  station;  8 
pump,  eng.,  class  vertical,  comp.  ft  dup.,  cap.  day 
6.600,000  gals.;  maina,  c.  i.,  27  m.,  8  to  24  in. 
dia.;  l-TS  byd.;  2iie  v.;  met,  64*;  2,860  aenr.; 
pipe,  nlv.  L;  pres.,  dom.  40  lbs.,  f.  86  lbs.; 
oons.  cTsy,  18,000,000  gala.;  cost,  $260,000;  cost 
mtce.,  $7,600;  wks.  owned  by  city. 

HICKMAN,  p.  2,786;  f.  ai«a,  1,000  a.;  mere, 
bldgs.,  bk.,  1  to  8  ator.;  priv.,  bk.  ft  wd.,  1  ft  2 
ator.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept. — 4  hoae 
car.;  hose,  cot,  mb.  lined,  gd.,  1.600  ft.;  1  aL, 
ball   ft   wh.;   vu.   equip.,   $2,600;   voL 

Walar  Supply — Src.,  arteaian  well,  2  blocka  bua. 
cent;  ays.,  pump  to  atdp.;  stdp.  cap.,  86,000  gala., 
dim.  10  X  60;  4  pump,  eng.,  daas  comp.  dup., 
cap.  day,  1,062,000  gala.;  nuuna,  4  m.,  8  to  8  in. 
dia.;  86  hyd.;  6  v.;  100  met;  pres.,  dom.  90  Iba., 
f.  120  Iba.;  cons,  dsy,  800,000  gala.;  cost,  $86,- 
000;  coat  mtce.  $8,000;  wka.  owned  by  private  Co. 

HODQENSVILLE,  p.  744;  mere,  bldgs.,  bk.  ft 
wd.,  1  ft  2  stor.;  priv.,  bk.,  wd.  ft  cone,  1  ft  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 12  hand  ex.,  1 
hose  cart,  1  h.  ft  1.  trk.;  hose,  cot.  rub.  lined,  gd., 
600  ft.;  rub.,  gd..  800  ft;  inf.,  1,000  ft;  tot  hose, 
1,800  ft;  f.  al.,  bell;  val.  equip.,  $800;  exp.  dept, 
$60;  tot  mem.,  15,  small  allowance  made  by  town 
to  mem. 

Watar  Supply — Src.,  wells,  cisterns  ft  creek. 

HOPKINSVILLE,  p.  9,419;  f.  area,  60  a.;  mere, 
bldgs.,  bk.  ft  stn.,  2  ft  8  stor.;  priv.,  wd.  ft  bk.. 


2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord. 
F.  dept. — 1  str.,  86  c.  hand  ex.,  8  hose  carts,  t 
hose  car.,   8  hrs.;   hoae,   cot.  rub.  lined,  gd..  700 

frKinP-  *  ^i"l  ^^«  ^^P'»  $7,600;  vaL  bMn.. 
cImI  *'  P**-  P*^  **"«  ^I  »«**«•  fating,  Second 
.v.^'lV   S"W»y— ?««•.    ri^.    ft   lake.   4  m.  town; 

gala.;    8    pump,    eng.,    daas    comp.    dup.   ft  cnn 
comp.,  <«p.   day  ,4.000.000  nla.;  mains,  c  i.,  19 
?y«-*    ^    ^*,  "»•    <"*-J    1«    hyd-;    met.    675 
k^^\  ■?'y«*  ,P*P^  ^^^-  *•  *  »««*:  Pf«.,  dim.  W 
*%iivi?SJ^?:;^»-  «^«1  by  Co.     * 
f.  ireiSL;^!?'   '''    ''''      ^'    -^-Bucket,; 

res.  cap.,  196,000  gaia.;  2  pumps,  cap.  dar.  JOO.- 
000  gals.;  prea.,  80  lbs.        *'      »^       v-  ^^,  -««. 

«„I!:J^  ?*^?^.  P-  ^•^52-  F-  dept— 1  cfaieft 
auto.,   5   c.   hand   ex.,    l   hose  was.     1   m    mi- 

82    iJ  *5;;fi  Ih^^^i   «^-   dept..   1500;   tot  mem., 
^h^P?'  'U*^  time  1.  vol.  21. 
Watar  Supply— Src.,  ciatems. 

w,J;t"^A8TER.p  1,607;  f.  area,  640  a.;  mm. 
bldgs.,    bk..    2    ft    8   stor.;    priv.,   bk.   ft  wd.    1»4 

h^\  IJ'  *?\  ^'  d«Pt.— 1  c.  eng.  on  wla.  1 
n.  ft  L  ti*.,  1  hoae  wag.,  1  comb.  ^  ft  fa.  wtc- 
100    ft:    tot    hoae,    I.IOO    ft:    f.    aL     bell-   rS. 

jr.  p^  dir.  to  mains;  rea.  cap..  26.000.000 
KS.L  ;  f^PfV  *■*•'.  **P-  *»y  1.000.000  KtlflL; 
??  m;t*^  hMin""'*  *  to  8  in.  dia.;  40  hjd^li 
40   n»^'  }^\}S^m!^''  P*P«!.«f»l^.  L;  pirn.  dom. 

$2Voo'-;'w'ka.'o*{;niS"bVS;?:    '''*''''   ^  "^^ 
LATONIA,  p.  1,882:  mere  bldga.,  wd.     F.  dept 

Watar  Supply — ^Not  reported. 

^iuh^^^J^*J'  •*••  beU;  voL 

♦«^!i   '   ^»'y-^re..   wella  ft  river;   sva.  pama 

J?aa'**'Py  •**&•  ~P'  «0'000  galai;  rai  Sp..  21?? 

rdii!^8i  jyr"'"^  "^  »^  --^^  *  • 

hM«®^hv^1:  £•  ^'W  J-  "^  i.'»*o  *•:  »« 

2   S;  .'*-^*  J!^'  2  *  «  "tw.;  prtv..  wd.  ft  bL. 

v^'JSn*    a?  JS***  ,«^%.*»^®0  ft;  f.  aL.  telit; 

5ViA**''?'i"  l«.«00;  vaL  bldga..  $8,000:  exp  dept, 

$860;  tot  mem.,  20.  pd.  fSl  ti«i  i/^'ii^' 

Watar    Supply— Src,    riv.;    siys..    piSmp  to  rta; 

comjL  d"P..  cap.  day  1  000.000  gala.;  n^  c.  I. 

^  a»#!lSJ'  P!?-  do«-.120  Iba..  f.  126  B>a: 
«wt,  $72,000;  cost  mtce.,  $4,000;  wka.  owned  ^ 

^•if^iIS?''"®?L  P--  **»<>•••  1.  area,  iH  «^  ».: 
2n?:  **i?/*U**^'  2  to  8  stor.;  pfST,  IkT  kU,  t 

corabt.  ord.;  causes  of  f.  Inv.  F.  da|it.^l  str.. 
1  auto.  comb.  c.  ft  h.  wag.,  1  auto.  atr..  1  c. 
oig.,  6  c  hand  ex.,   1  h.  ft  L  trk..  8  hose  wat, 

Ha&Aa^^^*?®®'  val.  bldgs.,  $26,000:  expt  deft. 
•^Sl*?®'  i®*-  .«"«"»••  ««.  pd.  foU  time. 

Watar  Supply-— Src.  imponndiag  rea.,  8  m.  bM. 

000,000  gala.,  loc  8  m.  caat  dty:  iiaia  a«.. 
cap.  day  12.000.000  gala.;  maina  (duTlcAte  BMiai 
froni  pump,  stotion  In  dty).  c  L.^4.4  ■.,  4 
to  24  in.  dliu;  660^hyd.:  786  v.;  met,  6.2M: 
8.678  serv.;  pipe,  lead;  prea.,  dom.  60  Iba..  f.  129 
lbs.;  cons.  day.  2,218,470  gala.;  wka.  owMd  liy  Ok 
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LOUISA,  p.  1,856.  F.  dept — 2  hote  carta; 
bose.  500  ft.;  tot  mem.,  S8  vol. 

Wttar  Supply-— Ore.,  riv.,  \i  m.  bus.  cent.;  sys., 
pump  dk.  tk  grav.;  res.  cap.,  2,000,000  gal.;  2 
pump,  eng.,  cap.  day  2,500,000  gala.;  maini,  c.  i., 
8  m.,  4  to  8  in.  dia.;  40  hyd.;  2d  v.;  80  met.;  990 
•erv.;  pres.,  dom.  120  lbs.,  ff.  loO  Iba.;  cona.  day, 
SOO.OOO  gala.;  coat  mtce.,  |1,000;  wks.  owned  by 
priv.  Coipn. 

LOUISVILLE,   p.    228,028;    f.   area,    86   aq.   m.; 

mere,  bidga.,  stn.  ft  bk.,  1  to  18  stor.;  priv.,  >tn., 
bk.  ft  wd.,  1  to  4  stor.;  wd.  rfa.  not  perm,  in  f. 
iret;  fvkg.  ft  oombt.  ord.;  causes  of  f.  inv.  F. 
dcpt — 21  ctr.,  1  water  tower,  20  c.  band  ex., 
2  h.  ft  L  trks.,  4  aer.  trka.  1  supply  wag..  16 
hose  reela,  6  comb.  c.  ft  h.  wag.,  181  hrs.;  nose, 
cot,  lined,  gd.,  40.000  ft;  rub.,  gd.,  6,500  ft; 
tot  hose,  46,600  ft;  f.  aL,  elec.,  500  bz.;  vaL 
equip.,  1255,000;  ezp.  dept,  |870,086;  tot  mem., 
200.  pd.  full  time. 

Watar  Supply — Src.,  Ohio  riv.;  sya.,  pump  to 
rea.,  to  stdp.  ft  elevated  tk.;  atdp.  cap.,  1,200,000 
gals.;  dim.  tk.,  60  x  66;  dim.  atdp.,  62  z  165; 
mat,  iron;  res.  No.  1  cap.,  100,000,000  gala.; 
ret.  No.  2  cap.,  26,000,000  gala.;  6  pump,  eng., 
ctp.  d^y  142,000,000  gala.;  maina,  876  m.,  8  to 
48  in.  dia.;  1,101  hyd.;  661  cisterns;  6.668  r.; 
88,840  aerv.;  pipe,  lead;  prea.,  dom.  ft  z.  70  to 
75  lbs.;  cona.  asy,  26,200,000  gala.;  cost,  |8,- 
600,000;  cost  mtoe.,  $806,000;  wkf.  owned  by 
city. 

LUDLOW,  p.  4,168;  bldgs.,  bk.  ft  wd.,  8  stor. 
F.  dept — 1  n.  ft  1.  trk.,  8  bose  reels,  1  bra.; 
hoie,  cot,  mb.  lined,  gd.,  1,600  ft;  inf.,  200 
ft.;  tot.  bose,  1,800  ft.;  f.  al.,  elec,  16  bz.;  val. 
equip.,  |2,O00;  ezp.  dept,  $207;  tot.  mem.,  40 
vol.;  undra.  rating,  first  daaa. 

Watar  8upply---8r&,  riv.,  7  m.  bus.  cent;  qra., 
pump  to  res.;  res.  cap.,  86,000,000  gala.,  loc  at 
Port  Thomaa;  2  pump,  eng.,  cap.  day  10,000,000 
rsla.;  maina,  c.  i.,  0  m.,  6  to  12  in.  dia.:  61 
h}d.;  140  v.;  met,  789;  789  mtv.;  pipe,  lead; 
pres.,  dom.  110  Iba.,  f.  110  lbs.;  cost,  $80,000; 
oofit  mtce.,  $1,000;  wks.  owned  by  city. 

MADISONVILLE,  p.  4,966;  f.  area,  820  a.;  mere, 
bldga.,  bk.  ft  metal,  2  ator.;  priv.,  bk.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  ord. 
F.  dept— 1  hand  eng.,  6  c  hand  ez.,  1  h.  ft  L 
trk.,  2  lioae  carta,  1  hose  car.,  2  hrs.;  boae,  cot, 
rub.  lined,  gd.,  1,600  ft;  rub.,  gd.,  800  ft;  inf., 
100  ft;  tot  hoae,  1,900  ft;  f.  al.,  bell;  tot 
mem.,  10  vol.;  undra.  rating,  fourth  daas. 

Watar  Supply — Src.,  lake,  %  m.  bua.  cent; 
^ya.,  punm  dir.;  atdp.  cap.,  100,000  gals.;  rea. 
cap.,  66,000,000  gua.;  pump,  eng.,  csp.  day, 
180,000  gals.;  mains,  c  i.,  10  m.,  4  to  10 
in.  dia.;  80  hyd.;  prea.,  dom.  60  Iba.,  f.  100  Iba.; 
cona.  day,  160,000  gala.;  cost,  $75,000;  wka. 
owned  by  Co. 

MAYFIELD,  p.  6,916;  f.  area,  600  a.;  mere, 
bldga.,  atn.  ft  bk.,  1  to  8  stor.;  priv.,  bk.  ft 
wd.,  1  fts  2  stor.;  wd.  rfa.  not  perm,  in  f.  area; 
fwka.  ft  ccmbt  ord.;  cauaea  of  f.  inv.  F.  dept — 
1  c  eng.  on  wla.,  2  c.  band  ez.,  1  hose  wag.,  1 
hose  cart,  1  comb.  c.  ft  h.  wsc.,  8  hrs.;  boae,  cot, 
nib.  lined,  gd.,  1,800  ft:  xT  al.,  bell,  18  bx.; 
val.  equip.,  $8,000;  val.  bldga.,  $4,000;  ezp.  dept, 
$2,600;   tot  mem.,  8,  pd.  fuU  time. 

Watar  Supply — Src..  wells;  sys.,  air  lift,  pump 
to  stdp.;  atdp.  cap.,  125,000  gals.;  res.  cap.,  800,- 
000  gala.;  2  pump.  eng.»  cap.  day  8.600,000  rals.; 
maina,  c  i.,  12  m.,  4  to  10  in.  dia.;  121  hyd.; 
26  v.;  prea.,  dom.  40  Iba.,  f.  100  to  140  lbs.;  cost, 
$26,000. 

MAY8VILLE,  p.  6,141;  mere  bldgs.,  bk.,  2  to 
6  ator.;  priv.,  bk.  ft  wd.,  2  ft  8  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwka.  ft  combt  ord.  F. 
dept — 1  h.  ft  L  trk.,  2  auto.  comb.  c.  ft  h.  wag., 
6  hoae  reela;  boae,  8,000  ft;  f.  al.,  Gsmewell.  21 
bz.,  ft  telp.;  val.  equip.,  $14,880;  vaL  bldga., 
$60,000;  ezp.  dept,  $8,800;  tot  mem.,  175,  pd. 
fun  time  8,  167  vol.;  undra.  rating,  first  class. 

Wfttsr  Supply — Src,  riv.,  }^  m.  bus.  cent;  ays., 
pump  to  rea.;  rea.  cap.,  8,000.000  gala.,  loc  1 
m.  pinnp  house;  2  pump,  eng.,  cap.  dsy  2,000,000 
gala.;  mains,  c.  1.,  14 H  m..  8  to  16  in.  dia.;  90 
bjd.;   00   ▼.;  met,  100;  1,200  aerv.;  pipe,  lead  ft 

Salv.    i.;    prea.,  dom.    160  lbs.,   f.    160   lbs.;   cons. 
ay.    l.OOO.OOO  gala.;  wks.  owned  by  Co. 

MK>DLESBORO.  p.  7,806;  f.  area.  800  a.  mere 
bldga.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  bk.  ft  wd., 
1  ft  2  «tor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt 
of  f.   inv.      F.    dept— 2    comb,    e  ft 


h.  wag.,  1  h.  ft  1.  trk.,  1  boae  oart,  8  bra.:  bose., 
cot,  rub.  lined,  cd.,  2,000  ft;  mb.,  gd.,  200 
ft;  tot.  hose,  2,200  ft:  f.  aL,  wb.  ft  telp.;  vaL 
equip.,  $8,000;  vaL  bldga.,  820,000;  ezp.  dept, 
$2,400;   tot  mem.,   4,  pa.  full  time  2,  voL   2. 

Water  Supply — Src,  creek,  1?4  m.  bua.  cent; 
sys.,  pump  to  atdp.;  atdp.  cap.,  1,600,000  nila.; 
dim.  75  z  87,  mat  iron;  res.  cap.,  7,000,000 
gala.;  8  pump,  eng.,  daas  bor.,  cap.  day  7,000,000 
gals.;  mains,  8H  m.,  4  to  24  in.  dia.;  60  hyd.; 
met,  68;  189  serv.;  pipe.  galv.  L;  prea.,  dom.  110 
Iba.;  cona.  day,  600,000  gals.;  cost,  $800,000; 
cost  mtce.,  $6,000;  wks.  owned  by  Co. 

MIDWAY,  p.  987;  mere,  bldga.,  bk.,  1  ft  2  ator.; 
priv.,  wd.,  2  ator.;  wd.  rfa.  perm,  in  f.  area; 
fwka.  ft  combt  ord.;  cauaea  of  f.  inv.  F.  dept — 
1  str.,  6  c  hand  ez.,  2  hose  reels;  hoae,  cot.,  rub. 
lined,  gd.,  2,000  ft:  inf.,  400  ft;  tot  hoae,  2,400 
ft;  f.  aL,  bell;  vaL  equip.,  $5,000;  vaL  bldga., 
$2,000;  tot  mem.,  16,  pd.  part  time. 

Watar  Supply — Src,  ciatema,  cap.  100,000  gala. 

MILLERSBURG,  p.  799;  7.  area,  100  a.  F. 
dept. —  2  str.,  1  c.  eng.,  1  comb,  c  ft  h.  wag., 
1  n.  ft  1.  trk.,  1  hoae  reel;  hoae,  cot,  rub.  lined, 
rd.,  1.200  ft;  ifl.  equip.,  $4,675;  val.  bldgs:, 
$1,200;  ezp.  dept,  $100;  tot  mem.,  28,  pd. 
part  time. 

Watar  Supply — Src,   ciatems. 

^  MORGANFIELD.  p.  2,725;  t  area,  10  a.;  mere 
bldgK,  bk.,  1  to  2%  stor.;  priv..  bk.  ft  wd.,  1 
ft  2  stor.;  wd.  ris.  not  perm,  in  f.  area;  fwks.  ft 
combt  ord.;  causea  of  f.  inv.  F.  dept. — 1  h.  ft 
1.  trk.  with  hoae,  2  c  hand  ez.,  1  hose  reel,  2 
hrs.;  bose,  cot,  tub.  lined,  gd.,  800  ft;  rob.,  gd.^ 
500  ft;^  tot.  hoae.  1,800  ft;  f.  aL,  wh.;  vaL 
equip.,  $1,800;  vial,  bldgs..  $2,000;  ezp.  dept„ 
$911 ;  tot  mem.,  8,  pd.  full  time  1,  pd.  part  time  7. 
Wktar  Supply — Src,  wells,  M  m.  bus.  cent; 
sys.,  pump  to  res.  -ft  stdp.;  stdp.  cap.,  60,000 
gals.,  dim.  40  z  16,  mat.  iron;  rea.  cap.,  250,000 
gals.;  2  pump,  eng.,  class  dup.,  cap.  day  1,000,000 
gals.;  mains,  5  m.,  4  to  12  in.  dia.;  46  hyd.;  116 
aerv.;  pipe,  lead  ft  galv.  i.;  pres.,  dom.  60  lbs., 
f.  65  to  120  lbs.;  cons,  day,  25,000  gals.;  cost,. 
$22,000;  cost  mtce.,  $750;  wks.  owned  by  city. 

MX.  STERLING,  p.  8,982;  f.  area,  1,000  a.; 
mere  bldgs.,  bk.  ft  stn..  2  ft  8  stor.;  wd.  ris. 
not  perm,  in  f.  area;  fwks.  ft  combt  ord.  F. 
dept — 2  c  eng.,  1  h.  ft  L  trk.,  2  hose  car.,  1 
hose  wag.;  hose,  cot,  rub.  lined,  gd.,  2.260  ft; 
f.  aL,  bell;  vaL  equip.,  $10,000;  vaL  bldgs.,  $8.- 
000;  ezp.  dept,  $1,200;  tot  mem.,  12,  pd.  fulT 
time. 

Water  Supply — Src.  creek,  6  m.  bus.  cent.; 
eys..  pump  to  stdp.;  stdp.  cap..  260,000  gals.,  dim. 
16  z  150,  mat  iron;  1  pump,  eng.,  daaa  dup. 
comp.,  cap.  day  720.000  gals.;  mains,  iron,  12 
m.,  4  to  12  in.  dia.:  100  hyd.;  60  v.;  met..  800; 
800  serv.;  pipe,  iron;  pres.,  dom.  65  to  85  lbs.,  f. 
66  to  85  lbs.;  cons,  day,  100,000  gals.;  wks. 
owned  by  Co. 

^  MOUNT  OLIVET,  p.  821;  f.  area.  160  a.;  mere 
bldga.,  bk.  ft  wd.,  1  ft  2  ator.;  priv.,  wd.,  1  ft  2* 
■tor.;  wd.  ria.  perm.  In  f.  area;  fwka.  ft  comot 
ord.;  cauaea  of  f.  biv.  F.  dept — 1  comb,  c  ft  h. 
wag.;  hoae,  800  ft;  vaL  equip.,  $800;  voL;  undrs. 
rating,  aizth  daaa. 

Water  Supply— Src,  datenia. 

MURRAY,  p.  2,089;  mere  bldga.,  atn.,  bk.  ft 
wd.  F.  dept — 2  hand  eng.,  1,060  ft.  hose;  f.  al., 
wh.;  vaL  equip.,   $1,000;   tot   mem.,  9  voL 

Walar  Supply — Src,  well;  aya.,  pump  to  atdp.; 
atdp.  cap.,  86,000  gala. 

N&W  QASTLE,  p.  468.  F.  dept.— 1  gaa.  eng.,. 
1  h.  ft  1.  trk.,  500  ft  hoae,  1  hrs.;  f.  al.,  telp.;  vaL 
equip.,  $2,500;  val.  bldga.,  $800;  ezp.  dept.,  $50;: 
tot.    mem.,    18    voL 

NEW  HAVEN,  p.  406.  F.  dept— 1  hand  eng.,. 
600  ft.  hoae;  bell  «1.;  val.  equip.,  $600;  ezp.  dept,. 
$40;   voL 

NEWPORT,  p.  80,809;  f.  area,  900  a.;  mere 
bldga.,  bk.  ft  wd.,  1  to  4  ator.;  priv.,  Ml  ft  wd.^ 
1  to  8  ator.;  wd.  rfe  perm.;  fwka.  ft  oombt.  ord.^ 
causea  of  f.  inv.  F.  dept — 7  c  hand  ez.,  1  auta 
hoae  wag.,  1  h.  ft  L  trk.,  4  hoae  wag.,  6  hra.;  hoae, 
cot,  rub.  lined,  gd.,  4,860  ft;  f.  aL.  elec,  45  bz.;. 
ezp.  dept,  $12,942;  tot  mem.  16.  pd.  full  time. 

Watar  Supply — Src,  riv.,  6  m.  bua.  cent;  sya.,. 
pump  to  rea.  dir.  ft  pav.;  res.  cap.,  60,000.000 
gals.;  loc  8  m.  dty;  z  pump,  eng.,  daaa  vertical,, 
triple  ezpanaion.  ft  vertical  twin  croas-oomp.,   cap. 
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day  9,000,000  gala.;  maina,  e.  i..  45  m.,  4  to  20  In. 
dia.;  SIO  hyd.;  met.,  2,S00;  6,297  aerr.;  068  ▼.; 
pipe,  lead;  prea.,  dom.  86  Iba..  f.  86  Iba.;  oona. 
day,  2,707,000  gala.;  ooat,  1860,000;  coat  mtce., 
$26,000;  wka.  owned  by  city. 

NICH0LA8VILLE,  p.  2,986;  f.  area,  260  a.; 
mere,  bldga.,  bk.  9t  wo.,  1  to  8  ator.:  priv.,  bk.  k 
wd.,  1  to  8  ator.;  wd.  rfa.  perm,  in  i.  area;  fwka. 
k  combt  ord.;  cauaea  of  f.  inv.  T.  dept — 1  hoae 
wag.,  2  hra.;  hoae,  cot.,  mb.  lined,  gd.,  2,000  ft.; 
inf.,  800  ft;  tot.  boae,  2,800  ft;  f.  al.,  bell  k 
elec.,  16  bz.;  vaL  equip.,  $2,000;  val.  bldgt., 
$6,000;  ezp.  dept,  $760;  tot  mem.  18,  pd.  full 
time  2,  pd.  part  time  11. 

Water  Supply— Sre.,  creek  k  weOa.  2H  m.  bua. 
cent;  aya.,  pump  to  atdp.  k  dir.;  atop,  cap.,  160,- 

000  gala.;  rea.  cap.,  6,000.000  gala.;  2  pump,  eng., 
daaa  dup.,  cap.  day  1,600,000  gala.;  maina,  c.  L, 
4%  m.,  4  to  10  in.  dia.;  66  byd.;  met,  60.:  176 
aerv.;  pipe,  galv.  i.  k  lead;  prea.,  dom.  60  Iba.,  f. 
60  to  80  lbs.;  oona.  day,  75,000  gala.:  coat,  $66,- 
000;  ooat  mtce.,  $2,800;  wka.  owned  oy  Oo. 

NORTH  MIDOLETOWN.  p.  890.  F.  dept— 1  h. 
k  1.  trk.;  vol. 

0WEN8B0R0,  p.  16,011;  f.  area,  960  a.;  marc 
bldga.,  bk.  k  wd..  1  to  8  ator.;  prfv.,  wd.  k  bk.,  1 
to  8  ator.;  wd.  rfa.  not  perm.;  fwka.  k  oombt  ora.: 
cauaea  of  f.  inv.  F.  dept — 1  o.  eng.,  4  o.  hand 
ex.,  1  h.  A  L  trk.,  2  hoae  ear.,  1  hoae  wag.,  10 
hra.;  hoae,  cot,  rub.  lined,  gd.,  2,000  ft.:  rub.,  gd., 
1,000  ft;  tot  hoee,  8,000  ft;  f.  aL,  Gaynor,  88 
bx.;  vaL  equip.,  $12,000;  vaL  bldga.,  $16,000;  exp. 
dept,  $17,000;  tot.  mem.  18,  pd.  full  time. 

Water  Supply — Src.  wella;  86  atrainera  in  aand 
bar  oppoaite  pump,  atation;  aya.,  pump  dir.;  8 
pump,  eng.,  ciaaa  vertival,  oomp.  oondenalng,  alae 
16  z  80  X  26,  20  z  40  z  86,  cap.  day  8,000,000 
gala.;  maina,  c.  i.,  86  m.,  4  to  20  In.  <ua.;  840 
byd.;  200  ▼.;  met,  90;  1,900  aerr.;  pipe,  lead  k 
iron;  prea.,  dom.  60  Iba.,  f.  120  Iba.;  oona.  day, 
1,000,000  gals.;  wka.  owned  by  Oo. 

OWENTON,  p.  1,014.  F.  dept — 1  atr.,  1  gaaoUne 
t.  eng.,  2  c.  eng.,  2  boae  carta,  1  h.  ft  L  trie;  hoae, 
1,600  ft.;  tot  mem.  26  vol.,  pd.  part  time. 

Water  Supply — Src,  eiaterna. 

OWINQSVILLE,  p.  942:  vol.  F.  dept — 1  comb, 
auto,  gaaoline  eng.,  800  ft  gd.  hoae;  f.  ah,  elec; 
vol. 

Water  Supply — Src,  wella  k  datenia. 

PADUCAH,  p.  22,760;  f.  area,  12  a.;  mere 
bldga.  8tn.,  bk.  k  wd..  1  to  10  ator.;  priv..  bk.  k 
wd.,  1  to  8  ator.;  wd.  rfa.  not  perm,  in  f.  area; 
fwka.  k  combt  ord.;  cauaea  of  f.  inv.     F.  dept.— 

1  atr.,  10  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  aer.  trk., 
4  comb.  c.  ft  hose  wag.,  2  hose  oar.;  1  diief's 
auto.,  16  brs.;  hose,  cot,  rub.  lined,  gd.,  14,100 
ft;  rub.,  gd.,  800  ft:  tot  hoae,  14^0(1  ft;  f.  aL, 
Gamewell,  88  bz.;  val.  equip.,  $64>670;  val.  bldgc, 
$45,500;  exp.  dept,  $40,000;  tot  mem.,  88,  pd. 
full  time. 

Water  Supply— ^rc,  rlv.;  aara.,  pomp  to  atdp.  ft 
dir.;  atdp.  cap.,  600,000  gala.;  dim.,  26  z  80; 
mat,  atL;  rea.  cap.,  6,000,000  gala.;  7  pump,  eng., 
daaa  vertical,  cap.  day  88,600,000  gua.:  maina, 
c  1.,  Z9hk  m.,  6  to  18  in.  dia.;  461  hyd.;  met, 
224;  4,400  aerv.;  188  v.;  pipe,  lead  ft  galv.  L: 
prea.,  dom.  40  Iba.,  f.  140  Iba.;  oona.  day,  8,000,- 

000  gala.;  wka.  owned  by  Co. 

PARIS,  p.  6.869;  mere  bldga.,  atn.  ft  bk.,  1  to 
4  ator.;  priv..  bk.  ft  wd.,  2  ator.;  wd.  rfa.  not  perm.; 
fwka.  ft  comot  ord.;  cauaea  of  f.  inv.     F.  dept— 

1  str.,  1  comb.  c.  ft  h.  wag.,  2  c  hand  ex.,  1  hose 
wag.,  2  hrs.;  hose,  cot,  rub.  lined,  gd.,  2,000  ft.; 
inf.,  800  ft;  tot  hose.  2,800  ft;  f.  al.,  Gamewell. 
20  bx.;  val.  equip.,  $7,600;  val.  bldga.,  $6,000; 
exp.  dept,  $3,500;  tot.  mem.,  8,  pd.  full  time  8, 
pd.  part  time  2,  vol.  3;  undrs.  rating,  fourth  claaa. 

Water  Supply— Src,  riv.,  IH  m.  bua.  cent;  aya., 
pump  to  atdp.;  atdp.  cap.,  800,000  gala.;  dim..  86 
z  85,  loc  1  m.  station;  mat,  iron;  8  pump,  eng., 
eap.  day  2,500,000  gala.;  maina,  c  1.,  10  m.,  4  to 
12  in.  dia.;  114  hyd.;  met,  80;  980  aerv.;  pipe, 
galv.  i.;  prea.,  dom.  85  to  70  Iba.,  f.  100  to  126 
iba.;  oona.  day,  241,647  gala.;  wka.  owned  by  Co. 

PERRYVILLE,  p.  407.    No  f.  dept 

Water  Supply — Src,  Chaplin  riv.  mna  through 
town. 

PIKEVILLE,  p.  1,280.  F.  dept— 4  hoae  carta, 
1,600  ft  hoae,  1  h.  ft  L  trk.;  f.  aL,  bell  ft  wh.; 
tot  mem.,  27  vol. 

Water  Supply — Src,  riv.;  «ya..  grav.  ft  pump  to 


atdp.;  rea.  cap.,  200,000  gala.;  atdp..  It  z  60,  a^ 
200.000  gala;  2  pumpa,  cap.  1,200,000  gals,  dsy; 
prea.,  120  Ibc;  maina.  7,000  ft,  4  to  6  faL  4is.; 
18  lurd. 

PINEVILLE,  p.  2,161;  mere  bldga..  eta.,  bL  ft 
wd.,  2  ator.;  pnv.,  wd.,  1%  ator.;  wd.  rfa.  pom.; 
fwka.  ft  oombt  ord.;  cauaea  of  f.  Inv.  F.  d»t-« 
1  h.  ft  1.  trk.,  1  hoae  cart;  hoae,  oot,  rob.  imed, 
gd.,  800  ft;  mb.,  gd.,  400  ft;  tot  hose,  700  ft; 
f.  aL,  wh.;  vaL  eouip.,  $260;  tot  nam.,  16  voL; 
undra.  rating,  fourui  oteaa. 

Water  Supply— 48rc.,  apr.,  %  m.  bua.  cent;  syii, 
grav.,  pump  to  res.;  rea.  cap.,  200,000  gals.,  loc 
on  hill  above  city;  1  pump,  eng.,  cap.  day  720,000 
gals.;  mains,  c.  i.,  8  m.,  2  to  8  in.  dia.;  15  Iqrd.; 
60  v.;  2  met;  200  aerv.;  pipe,  galv.  L;  pres.,  donu 
40  lbs.,  f.  90  lbs.;  cone  dsy,  250,000  gals.;  cost, 
$65,000;  ooat  mtce.,  $1,600;  wim.  owned  br  prHr. 
Corpn. 

PRINCETON,  p.  8,016;  f.  ax«a.  160  a.;  mot. 
bldga.,  bk.,  1  ft  2  ator.;  priv.,  bk.  ft  wd..  1  ft  t 
ator.;  wd.  rfa.  not  perm.;  fwka.  ft  eonot  ori; 
cauaea  of  f.  inv.  F.  dept — 10  c  hand  ex.,  1  hoM 
reel;  hoae,  cot,  rub.  lined,  1,000  ft;  1  aL,  beQ: 
vaL  equip.,  $1,200;  ezp.  dept.  $600;  tot  men.  11, 
pd.  full  time  1,  pd.  part  tune  11;  voL  pd.  for 
actual   aer. 

Water  Supply — Src,  wella.  %  m.  bua.  cent;  tfK 
pump  dir.;  rea.  cap.,  260,000  gala.;  2  punpa,  dia 
comp.,  cap.  day  760,000  gala.;  nuiina,  c  L,  6  bl. 
4  to  8  in.  dia.;  67  hyd.;  58  v.;  met,  16:  16  aerv.: 
pipe,  lead;  prec.  dom.  50  Iba.,  f.  100  Iba.;  coes. 
day,  100,000  gala.;  cost,  $86,000;  wka.  owned  br 
ci^. 


PROVIOEJNCE,  p.  2,084;  f.  aiea,  4  aq.  bl; 
bldga.,  bk.  ft  wd.,  1  to  8  ator.;  priv..  bk.  ft  wd.,  I 
ft  2  ator.;  wd.  rfia.  perm,  in  f.  area;  fwka.  ft  cosiM. 
ord.;  cauaea  of  f.  inv.  F.  dept — 1  oonli.  c  ft  k 
waff.,  1  hand  wag.;  hoae,  oot.  rub.  lined,  fi. 
600  ft;  f.  al..  wh.;  val.  equip.,  800  voL 

Water  Supply — Src,  datena. 

RICHMOND,  p.  5,840;  f.  aiea,  640  a.;  mcfc 
bldga.,  bk.,  2  ft  8  ator.;  priv.,  bk.  ft  wd.,  IH  ft 
8  ator.;  wd.  rfa.  perm.;  fwka.  ft  oombt  ofd.  P. 
dept — 1  hoae  wag.,  1  reel;  boae.  cot,  nd>.  Uacd. 

Ed.,  2,000  ft;  f.  al.,  bell;  vaL  eabip.,  $1,600;  viL 
Idgs.,  $5,000;  ezp.  dept,  $600;  tot  men.  15. 
2  pd.  full  time,  18  pd.  part  time;  mdra.  nOaf, 
aecond  claas. 

Water  Supply — Src.  apr.  ft  creek,  t%  m.  ^m. 
cent;  aya.,  grav.,  pump  to  atdp.  ft  d^.;  atdp.  op.. 
186,000  gals.;  rea.  oap.,  100,000.000  gsk:  ! 
pump,  eng.,  claaa  oomp.,  cap.  day  8,000,000  gsla; 
maina,  c.  L,  12H  m.,  4  to  12  in.  dia.;  96  brd.; 
66  v.;  met,  66;  600  aerr.;  pipe,  smlv.  L;  pns-. 
dom.  66  Iba.,  f.  76  to  100  Iba.;  oooa.  day,  800,0M 
gala.;  coat,  $190,000;  ooat  mtec,  $10,000;  «ki> 
owned  by  Co. 

ROCHESTER,  p.  487.    No  1  dapt 

Water  Supply— Src,  well;  rea.  cap^  10,000  gsls.; 
15  byd. 

RUSSELLVILLE,  p.  8,111;  1  area,  268  a.;  awe. 
bldga..  stn.,  bk.  ft  wd.,  1  to'  8  ator.;  pciv.,  bk.  ft 
wd.,  2  ator.;  wd.  rf$.  perm.;  fwka.  ord.;  caoasi  «f 
f.  inv.  F.  dept — 1  band  eng.,  1  c  enfi.,  4  c  )» 
ez.,  1  h.  ft  1.  trie,  2  hoae  reda;  hoae,  oot,  lah. 
lined,  gd.,  800  ft;  rub.,  gd..  800  ft:  int.  400  fc; 
tot  hoae,  1,600  ft.;  val.  eqidp.,  $1,800:  vaL  bUga. 
$1,000;  ezp.  dmt,  $120;  tot.  mem.  24.  pd.  ptit 
time;  undrs.  rating,  third  daaa. 

Water  Supply — Src,  wella,  in  bua.  cent;  aysy 
pump  to  rea.  ft  dir.;  rea.  cap.,  66,000  g*^>  ' 
pump,  eng.,  daaa  comp.  dup.;  cap.  day,  l6t,0M 
gids.;  mafna,  c  i.,  4  m.,  6  to  8  in.  dia.;  82  M.; 
8  v.;  180  met;  prea.,  doniL  76  Iba.,  f.  150  lbs.; 
cone,  day,  75,000  gak.;  coat  $10,000;  ooat  mtce. 
$6,000:  wka.  owned  by  dty. 

SADIEVILLE,  p.  467;  f.  area.  SO  a.;  asarc  bUo.. 
bk.,  atn.  ft  wd.,  1  to  8  ator.;  prlT.,  bk..  ■ttu  ft  ^ 
1  to  8  ator.;  wd.  rfia.  perm,  in  f.  area;  fvaa.  ft 
combt  ord.;  cauaea  of  f.  Inv.  F.  dept.-— 1  comb,  t 
ft  h.  wag.,  88  c  band  ex.,  1  h  ft  L  tilL.  I  boM 
wag..  1  boae  car.;  bona,  460  ft;  f.  aL,  bdl;  «aL 
equip.,  $1,200;  vaL  bldga.,  $850;  cap.  dept.  $8$; 
tot  mem.,  82  voL 

Water  Supply---8rc,  datefna,  cap.  16,000  fda. 

SEBREE,  p.  1,500.    F.  dapt-^YoL;  I  haad  car* 
600  ft.  hoae 
Water  Supply-^iatema. 

SHARPSBURQ.  p.  410.  F.  dipt— 1  ca«*.  e. 
tng.  ft  boae  wag.;  voL 
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8HELBYVILLE,  p.  S,41S;  f.  ana,  400  a.:  mere. 
bUfi..  bk.  k  stn..  2  etor.;  !«▼.,  bk.  ft  wd.,  S  etor.; 
wd.  rn.  perm.;  xwks.  ft  combt.  ord.  F.  dcpt.-— 1 
■tr.,  t  c  hand  ex.,  1  h.  ft  L  tik.,  1  hoae  wag.,  2 
bote  car.;  hoae,  oot,  rub.  lined,  mL,  1,100  n.;  f. 
al^,  bell;  val.  equip.,  $10,000;  Tal.  bldn.,  |2,000; 
exp.  dept.,  1700;  undra.  rating,  fourth  claaa. 

Water  8upply---Src.,  creek,  1  m.  bua.  cent.;  eye.. 

rip  to  atdp.;  atdp.  cap.,  60,000  gala.;  dim.,  116 
bi^,  loc  600  ft.  atation;  mat,  bk.  ft  atL;  rea. 
cap.,  26,000,000  gala.,  loc  at  atation;  2  pump,  enff., 
cap.  day  1,000,000  gala.;  maina,  6  m.,  4  to  8  in. 
dia.;  66  Iqrd.;  6  ▼.;  met.,  100;  260  aerr.;  pipe, 
iron;  prea.,  dom.  40  to  80  Iba.,  f.  40  to  80  Iba.; 
cona.  day,  100,000  gala.;  wka.  owned  by  Go. 

SOMERSET,  p.  4,401;  f.  area,  800  a.;  mere 
bIdgL.  bk.  ft  wd.,  2  ator.;  priv.,  wd.,  1  ft  2  ator.; 
wd.  rfa.  pexm.;  no  fwka.  ft  combt.  ord.  F.  dept. — 
1  h.  ft  L  trk..  2  hoae  carta,  2  hoae  car.;  hoae,  900 
ft.;  f.  aL,  beu;  vaL  equip.,  |1,600;  tot.  mem.,  20 
▼ol.;  undn.  rating,  aecood  daaa. 

Water  Supply — Src.,  creek,  1%  m.  bua.  cent.; 
«ya.,  pump  to  rea.;  rea.  cap.,  12,000,000  gala.;  2 
pomp,  eng.,  aize  16  x  8  z  10,  14  z  OH  z  18,  cap. 
day  720,000  gala.;  maina.  c.  i.,  6H  m*;  60  hyd.; 
met..  40:  1,600  aerv.;  pipe,  galv.  i.;  pree.,  dom. 
72  IbB.,  f.  140  lbs.;  cona.  day,  300,000  gala.;  coat, 
$46,000;  coat  mtce.,  $4,000;  wka.  owned  by  Co. 

SPRINGFIELD,  p.  1,820;  f.  area,  8  blo(^;  mere 
bldga.,  bk.,  2  ator.:  priv.,  wd.,  2  ator.;  wd.  rfa. 
perm,  in  f.  area;  fwsa.  ft  oombt.  ord.;  caoaea  of  f. 
my.  F.  dept. — 26  c  hand  ez.,  2  h.  ft  1.  trk.,  1 
hoae  wag.,  2  hoae  car.;  hoae,  1,200  ft;  t  aL,  bell; 
ezp.  dept.,  $76;  tot  mem.,  80  toL 

Water  Supply — Src.,  aurface  water,  M  m.  bua. 
cent;  ays.,  pump  dir.  to  maina;  rea.  cap.,  80,000,* 
000  gala.;  2  pump,  eng.,  c^.  day  860,000  gala.; 
maina,  e.  1,  4%  m.,  4  to  8  in.  dia.;  27  hyd.;  16 
▼.;  6  met;  260  aenr.;  pipe,  galv.  i.;  prea.,  dom. 
80  Iba.,  f.  126  Iba.;  oona.  day,  76,000  gala.;  coat, 
$iO,OOb;  wka.  owned  by  Co. 

STANFORD,  p.  1,682;  f.  area.,  640  a.;  mere, 
bldga.,  bk.,  2  ator.;  priv.,  wd.,  2  ator.;  wd.  rfa. 
perm.;  fwloa.  ft  combt.  ord.  F.  dept — 1  h.  ft  L 
trk.,  2  hoae  ear.;  hoae,  cot.,  rob.  lined,  gd..  760  ft; 
inf.,  50  ft.;  tot  hoae.  800  ft;  f.  aL,  bell;  val. 
equip.,  $1,000:  val.  bldga.,  $600;  tot.  mem.,  86 
rol.;  undra.  rating,  fourth  claaa. 

Water  8upply---Src,  apr.,  H  m.  bua.  cent;  aya., 
pump  dir.;  rea.  cap.,  7,000,000  gala.;  loc.  120  ft. 
BUtion;  2  pump,  eng.,  cap.  day  1,000,000  gala.; 
mains,  iron,  7  nu,  4  to  8  in.  dia.;  42  hyd.;  850 
aerr.;  pipe,  galv.  L;  prca.,  donu  70  Iba.,  f.  100  Iba.; 
coat,  $02,824;  coat  mtce.,  $700;  wka.  owned  by 
Co. 

UNIONTOWN,  p.  1,356;  mere,  bldga.,  bk.  F. 
dept — 2  c.  eng.,  1  h.  ft  L  trk.,  1  hoae  car.;  hoae, 
1,000  ft.;  f.  aL,  bell;  tot  mem.,  16  voL 

Water  Supply — Src.,  riv.  ft  datem;  aya.,  pump. 

VANCEBUR^  p.  1,146;  f.  area,  260  a.;  bldga., 
atn.,  bk.  ft  wd.,  2  ator.  F.  dept — 1  atr.,  12  c. 
hand  ex.,  2  hoae  car.;  hoae,  oot,  rub«  lined,  gd.,^ 
1,000  ft.;  Tal.  equip.,  $1,600;  vaL  bldga.,  $100; 
voL;  imdra.  rating,  flrat  daaa. 

Water   8uPPly^--STC.,  wella  ft  ciatema. 

VERSAILLES,  p.  2,268;  mere,  bldga.,  bk.  ft  atn., 
1  to  8  artor.;  priv.,  bk.  ft  wd.,  2  ator.;  wd.  rfa.  perm. 


"^. 


in  f.  area;  fwka.  ft  oombt  ord.;  cauaea  of  f.  inv. 
F.  dept — 1  atr.,  1  h.  ft  L  trk.,  2  hoae  car.,  2  bra. ; 
hoae.  rub.  lined,  gd.,  1,200  ft;  600  ft  oot.  hoae; 
tot  hoae,  1,700  ft;  f.  aL,  bell;  vaL  bl^,  $7,000; 
tot  mem.  12,  pd.  part  time. 

Water  Supply — Sr&,  rea.  ft  wdla;  walla  cap.,  76 
gala,  min.;  6  ciatema,  cap.  48,000  gala.;  4  pump, 
eng.,  elaaa  dup.,  cap.  1,881,200  gala,  day;  maina,  5 
m..  10  in.  dia.;  66  hyd.;  prea.,  dom.  60  to  70  Iba.. 
f.  80  to  160  Iba. 

WARSAW,  p.  000;  voL  dept;  1  h.  ft  L  tik.,  1 

;..  1,000  ft  hoae. 
ratar  Supply — 6  ciatema. 

WEST  POINT,  p.  782;  f.  area,  20  a.;  mere 
bldga.,  wd.,  1  ft  2  ator.:  priv.,  bk.  ft  wd..  1  ft  2 
ator.;  wd.  rfa.  perm,  in  f.  area;  no  fwka.  ft  combt. 
ord.;  eauaea  of  t  inv.  F.  dept. — 1  c  eng.,  c.  hand 
ez.,  1  h.  ft  L  tik.,  1  hoae  wag.;  f.  aL,  bell;  val. 
equip.,  $500;  toL 

WICKLIFFE,  p.  080.  F.  dept — ^8  hoae  carta; 
hoae,  1,600  ft:  tot  mem.,  9. 

Water  Supply — Src,  deep  well;  ajra.,  pump  to 
atdp.  ft  dir.;  atdp.  cap.,  40,000  gala.;  rea.  cap., 
42,000  gala.;  maina,  4  m.;  27  hyd.;  prea.,  125  Iba. 

WILLIAMSBURG,  p.  2,004;  f.  area,  400  a.;  mere, 
bldga.,  bk.  ft  wd.,  1  ft  2  ator.;  priv.,  bk.  ft  wd.,  1  ft 
2  ator.;  wd.  rfa.  perm,  in  f.  area;  fwka.  ft  combt 
ord.;  cauaea  of  f.  inv.  F.  dept — 1  c.  eng.  on  wla., 
1  h.  ft  L  trk.,  26  c.  hand  ez.,  1  hoae  car.;  hoae, 
cot,  rub.  lined,  gd.,  600  ft;  f.  aL,  bell;  val.  bldga., 
$1,000;  tot  mem.,  20  vol. 

Water  Supply — ^Not  reported. 

WILLIAMSTOWN,  p.  800.  F.  dept.— 1  c  eng., 
1  hand  eng.,  1  h.  ft  L  trk.,  1  hoae  cart;  hoae,  600 
ft.:  tot  mem.,  26  voL 

Water  Supply— Src.,  wella  ft  ciatema. 

W»LMOnE,  p.  8,000:  f.  area,  160  a.  F.  dept. — 
1  atr.,  700  ft  hoae;  val.  equip.,  $700;  tot.  mem.,25 
vol. 

Water  Supply — Src.,  daterna. 

WINCHESTER,  p.  7,166;  f.  area.  1,181  a.;  mere, 
bldga..  bk.,  1  to  4  ator.;  priv.,  bk.  ft  wd.,  2  ator.; 
wd.  na.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
cauaea  of  f.  inv.  F.  dept.— 4  c  hand  ez.,  1  h. 
ft  L  tik.,  1  auto.  oomb.  c.  ft  h.  wag.,  1  hoae  wag., 
1  hoae  car.,  2  bra.;  hoae,  cot,  rub.  lined,  gd.,  3,600 
ft;  rub.,  gd.,  600  ft.;  tot  hoae,  4,000  ft;  f.  aL, 
dec.,  9  bz.;  vaL  equip.,  $10,000;  vaL  bldga.,  $25,- 
000;  ezp.  dept,  $2,500;  tot  mem.  57,  pd.  full 
time  2,  voL  65. 

Water  Supply — Src.  creeka  ft  apr.,  1  m.  bua. 
cent;  aya.,  pump  to  atdp.;  atdp.  cap.,  276,000  gala.; 
dim.,  25  z  75;  mat,  iron;  2  pump,  eng.,  daaa  dup., 
cap.  day  ".1100,000  gala.;  maina,  c.  L,  10  m.,  6 
to  12  in.  uia.;  88  hyd.;  87  v.;  met,  7;  180  aerv.; 
pipe,  galv.  L;  prea.,  dom.  90  Iba.,  f.  90  Iba.;  cona. 
day,  107,426  gala.;  coat,  $198,594;  wka.  owned  by 
Co. 

Placea  with  a  population  of  1,000  or  more  hav- 
ing DO  organized  fire  dept — Cloverport,  Columbua, 
Harlan,  Irvine,  Jackson,  (Livermore,  London,  Marion, 
Montieello,  Oforehead,  (Mt.  Washington,  Pembroke, 
fioottsboro,  Sebree,  Stwglas. 

Plaoea  with  a  population  of  1,000  or  more  not 
reported— 'IBrlanger,  GNreensburg,  Lebanon  Junction^ 
Wingo. 
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ABBEVILLE,  p.  2,907.  F.  dept— 1  hand  eng., 
1  ta.  dt  L  trk.,  5  hoae  reela;  hoae,  cot,  rub.  lined, 
ffd..  1.000  ft;  new  cotton-lined  atandard  hoae, 
1.750  ft;  tot  hoae,  2,750  ft;  f.  aL,  bell;  tot 
mem..   00  toL;  undra.  rating,  third  daaa. 

Water  Supply^-Src,  riv.  ft  3  arteaim  wella: 
maina,  lO  in.  dia.;  prea.,  dom.  45  Iba.,  oonataat  100 
Iba.,     «-       125    Iba. 

ALEXAHOftIA,  p.  11,213;  f.  area,  1,000  a.; 
mere  bldga.,  bk.,  stn.  ft  wd-,  1  to  6  stor.;  priv., 
bk..  «tn.  «  wd.,  1  ft  2  ator.;  wd.  rfa.  perm,  in  f. 
treA'  fwka.  ft  oombt.  ord.;  cauaea  of  f.  inv.   F.  dept. 

0  '  c     hand  ex.,  2  hoae  car.,  7  bote. ;  hoae,  cot, 

rob.   lined,   gd.,  6,000  ft;  f.  •!•.  ^amewell  ft  elea, 

18   bx.;    ^  equip.,   $8,000;  val.  bldga.,  $40,000; 

«n>     dept..    $12,000;  tot  mem.,  10,  pd.  full  time. 

VVatar    Supply^— Src.,  wella;  aya.,  pump  to  atdp. 

*  dir.;   •tdp.  cap..  210,660  gala.;  dim.,  140  x  16; 


rea.  cap.,  300,000  gala.;  2  pump,  eng.,  daaa  dup., 
cap.  day  2,000,000  gala.;  maina,  8%  m.,  4  to  10 
in.  dia.;  78  hyd.;  65  aerv.;  pipe,  galv.  L;  prea., 
dom.  26  Iha.,  f.  100  Iba.;  cona.  day,  oOO,000  gala.; 
coat  $40,000;  wka.  owned  by  dty. 

ALGIERS     (Part  of  New  Orleana  6th  Diet) 

AMITE,  p.  1,677;  f.  area,  1,280  a.;  bldga.,  wd., 
1  ft  2  ator.;  wd.  rfa.  not  perm,  in  f.  area;  no  fwka. 
ft  combt  ord.:  cauaea  of  f.  inv.  F.  dept — 1  hand 
eng.,  2  c  hand  ex.,  1  h.  ft  L  trk.,  1  hoae  car.;  hoae, 
rub.,  ad.,  600  ft;  f.  aL,  bell:  vaL  equip.,  $1,200; 
vaL  bldga.,  $500;  tot  mem.,  70  voL;  undra.  rating, 
fourth  daaa. 

Water  Supply — Src.,  6  underground  tk.,  cap.  8,- 
000  gala,  each;  coat,  $860. 

BATON  AOUQE.  p.  14,897;  f.  area,  1,400  a.; 
mere,  bldga.,  bk.,  wo.  ft  oonc.,  1  to  6  ator.;  priv.. 
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wd.,  bk.  k  oonc,  1  A  8  star.;  wd.  rfs.  perm, 
outside  bus.  portion;  fwks  &  combt.  ord.;  causes  of 
i.  inv.  F.  dept. — 1  aer.  trk.,  4  hose  wag.,  10  hrs.; 
hose,  cot.,  rub.  lined,  gd.,  2,100  ft:  rub.  lined, 
fair,  250  ft;  tot  hose,  2,S60  ft;  f.  aL,  Oamewell, 
25  bz.;  val.  equip.,  |6,000;  val.  bldgs.,  |20,000; 
exp.  dept,  17,700;  tot  mem.  ISO,  pd.  full  time  6, 
vol.  125;  undrs.  rating,  second  class. 

Water  Supply— Src,  wells,  in  bus.  cent;  srs., 
pump  to  stdp.  k  dir.;  stdp.  cap.,  132,000  gals.; 
dim.,  16  z  100;  mat,  stL;  res.  cap.,  1,000,000 
gals.,  loc.  near  pump,  station;  8  pump,  eng.,  class 
comp.  dup.,  cap.  day  4,000,000  gals.;  mains,  c.  L, 
15  m.,  4  to  12  in.  dia.;  150  hyd.:  40  ▼.;  met,  1,- 
500;  2,000  serv.;  pipe,  lead  ft  galT.  L;  pre*.,  dom. 
40  lbs.,  f.  110  lbs.;  cons,  dsy,  750,000  gals;  cost, 
1200,000;    cost  mtce.,   $1 5,000. 

BASTROP,  p.  864;  voL  dept,  SO  men;  1  hose 
cart,  1,000  ft.  nose. 

Water  Supply — Src.,  wells  k  tk.;  «j«.,  grav.; 
stdp.    cap.,    42,000    gals.;    1   pump,    cap.    120,000 

fals.    day;    mains,    1^    m.,    2    to    4    in.    dia.;    8 
yd.;  dom.  pres.  25  lbs.,  f.  pres.  60  lbs. 

BAYOU  SARA,  p.  080;  vol  dept,  100  men;  8 
hose  carts,   1,600  ft  hose;  telp.   aL 

Water  Supply — Src:,  wells,  cap.  86,000  gals.; 
ays.,  grav.;  2  pumps,  cap.  day  875,000  gals,  each; 

eres.,  48  lbs.;  19,000  ft  mains,  4  to  8  in.  dia.;  88 
rd. 
BUMNIE,  p.   8,000.     F.   dept. — 8  hose  reels,   1 
h.  k  1.  trk.;  f.  al.,  bell;  val.  equip.,  1 18,000;  voL 
Water    Supply— ^Src.,    wdls,    1    m.    bus.    cent.; 
eye.,    dir.    pres.;    1    pump,    eng.;    20    hyd.;    cost 
$18,000;   cost  mtce.,   $600;    wks.  owned  by   city. 

OOVINGTON,  p.  2,601.  F.  dept. — 2  hand  eng., 
1  c.  eng.,  4  c.  hand  ex.,  1  h.  ft  1.  trk.,  2  hose 
reels,  4  hrs.;  hose,  cot,  rub.  lined,  gd.,  700  ft; 
f.  al.,  telp.,  82  bz.;  val.  equip.,  $8,000;  tot  mem., 
60   vol. 

Water  Supply — Src.,  wella;  cya.,  pump  to  tk. 
dir.  ft  grav.;  tk.  cap.,  80,000  gals.;  2  pumps, 
oap.  day  260,000  gals.;  pres.,  100  lbs.;  wks. 
owned  by  Oo. 

CROWLEY,  p.  6,099;  mere  bldn.,  wd.  ft  bk.,  1 
ft  2  ator.;  priv.,  wd.,  2  stor.;  wd-  rfs.  not  pmn. 
in  f.  area;  fwks.  ft  combt  ord.;  cauaes  of  f.  inv. 
F.  dept — 6  c  hand  ex.,  1  h.  ft  L  trk.,  8  hose  carta, 
6  bra.;  bose,  cot,  rub.  lined,  gd.,  2,000  ft;  inf.. 
800  ft;  tot  hose,  2,800  ft;  f.  mU  bell  ft  wfa.,  4 
bx.;  val.  equip.,  $8,600;  val.  bldgs.,  $860;  exp. 
dept,  $1,600;  tot  mem.,  55  vol.;  undn.  mting, 
third  dasa.  „      .     ,. 

Water  Supply — Src,  wella.  in  bus.  cent;  sys., 
pump  to  stdp.  ft  dir.;  stdp.  dim.,  16  z  110;  mat, 
atL;  2  pump,  eng.,  class  dup.;  mains,  c.  L,  6  to  8 
in.  dia,;  87  hyd.;  278  aerv.;  pipe,  galv.  L;  prea., 
dom.  48  Iba.,  f.  76  lbs.;  wks.  owned  by  city. 

DELHI,  p.  686;  mere,  bldgs.,  bk.,  1  to  2  ttor.; 
priv.,  wd.,  1  to  2  stor.;  fwka.  ft  combt  ord.;  causes 
of  f.  inv.     F.  dept — Good  bucket  brigade. 

Water  Supply — Src.,  well,  100  yds.  bus.  ocnt; 
1  gasoline  eng.,  12,000  gaL  tk. 

DE  RIDDER,  p.  8,600;  f.^area,  200  a.  F.  d^ 
—2  hose  reels,  1  h.  ft  1.  tik.:  vaL  equip.,  $1,600; 
vaL  bldga.,  $260;  tot  mem.,  26  voL;  undia.  rating, 

third  claas.  .       ,,         ,. 

Water  Supply — Src,  riv.,  %  m.  bus.  cent;  eye., 
pump  to  fltdp.  ft  dir.;  stdp.  cap.,  100,000  gala.; 
3  pump.  eng..  oap.  day,  2,804,000  gals.;  mams  4 
m.,  2  to  8  in.  dia.:  9  hvd.;  6  v.;  6  aerv.;  Pree., 
dom.  45  lbs.,  f.  135  lbs.;  cons,  day,  400.000 
gads.;  cost.  $18,000;  cost  mtce.,  $8,600;  wks. 
owned  by  priv.  Oo. 

DONALDSONVILLE,  p.  4,090;  f.  atfa,  900  a.; 
mere  bldgs.,  wd.,  1  to  8  ator.;  priv.,  wd.,  S  ator.; 
wd.  rfa.  not  perm,  in  f.  area:  fwks.  ord.;  esuses 
of  f.  inv.  F.  dept— 1  si^.,.  1  J»»nd  en5.,^2  c.  eng. 
on 

hose, 
tot 

$28, 

tot.  mem.,  126  voL  ...       ..  ^ 

Water  Supply— Src,  lllssi«lppi  «*▼..  H  m.  bus. 
cent;  sys.,  pump  to  stdp.;  stdp.  cap..  76,000  gals.; 


$1,065;  wks.  owned  by  dty 

EUNICE,  p.  1,684  J  *»'«,,.  -^  .    -, 

wd.,  1  to  2  stor.;  pnv.,  wd.,  1  to  2  stor.;  wd.  rfs. 


EUNiCE,  p.  1,684  J  f.  area,  75  *:;_»5«;c-_Wdga., 


perm,  in  f.  a.;  fwka.  ft  combt  ord.;  esmci  of  (. 
inv.     F.  dept. — 10  c.  hand  ez.,  8  hose  wig.;  hoie, 
1,800  ft;  vaL  bldga.,  $800;  tot  mem.,  68  vol 
Water   Supply--A¥aterwk8.   ayau   being  faHtallcd. 

FARMERVILLE,  p.  698.  F.  dept— Backet  bri- 
gade. 

Water   Supply — Src.,   wella. 

FRANKLIN,  p.  8,867;  mere  bUgs.,  bk.,  S  stor.; 

Jtriv.,  wd.,  2  ator.;  wd.  rfa.  not  penn.  in  L  uea; 
wka.  ft  combt  ord.;  causes  of  t  inv.  F.  dept— 
1  str.,  1  band  eng.,  1  h.  ft  L  tik.,  6  hose  ctr.; 
hose,  cot,  rub.  lined,  gd.,  2,000  ft:  f.  sL,  bell 
ft  wfa.;  vaL  equip.,  $7,000;  vaL  bldgs.,  $8,000; 
tot  mem.,  71  voL 

Water  Supply — Src,  wells  ft  Bsyou  Teche;  17a., 
pump  to  stdp.;  stdp.  cap.,  106,000  gftls.;  dim., 
120  z  12;  2  pump,  eng.,  claaa  dup.,  esp.  dsy  1.- 
440,000  gals.;  mains,  c  L,  6  m.,  4  to  10  in.  dit.; 
58  hyd.;  pres.,  dom.  65  lbs.,  f.  100  lbs.;  cost, 
$26,000. 

QRETNA,  p.  4,000;  f.  srea,  8  m.;  mere,  bldgi., 
wd.,  2  stor.;  priv.,  wd.,  2  stor.:  wd.  rfs.  perm.; 
no  fwks.  ft  combt  ord.;  cauaes  of  f.  inv.  F.  deoL — 
4  str.,  1  hand  eng.,  4  c.  hand  ex.,  1  h.  ft  L  tn.,  1 
aer.  trie,  1  water  tower,  2  hose  wag.,  2  hoee  redi; 
hose,  cot,  rub.  lined,  gd.,  1,000  ft;  inf.,  1,500 
ft;  tot  nos^  2,600  ft;  f.  sL,  bell;  vaL  eqidp., 
$5,000;  vaL  bldgs.,  $6,000;  ezp.  dept,  $500;  tot 
mem.,  100  voL 

Wster  Supply — Src.,  welk. 

HAMMOND,  p.    2,042;   f.  area,   126  to  ISO  i.; 

mere,  bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  I 
stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of  L  iav. 
F.  dept — 2  c  eng*  on  wla.,  1  atr.,  8  hsnd  eng.. 
22  c.  hand  ez.,  1  h.  ft  L  trk.,  2  hoee  wsg.,  1  hum 
car.;  hose,  cot,  rub.  lined,  1,200  ft;  1  sL,  bdl 
ft  wh.,  10  bz.;  vaL  equip.,  $4,000;  vaL  bldga, 
$1,000;  tot  mem.,  40  vol 

Water  Supply — Src,  wells,  cap.  700  gals,  mia.: 
eys.,  pump  to  etdp.  ft  res.;  stdp.  cap.,  60,000 
IpUe.;  mat,  stl. ;  res.  cap.,  120,000  gals.;  2  pomp, 
eng.,  cap.  720,000  gials.  day;  8^  m.  mains,  4  to 
10  in.;   88  hyd. 

HOMER,  p.  1,856;  mere  bldgn.  bk.  ft  wd.  T. 
dept — 1  h.  ft  L  wag.,  8  hose  ^rta,  1,600  ft  sew 
hose,  bucket  brigade;  f.  al..  bdl  ft  wh. 

Water  Supply— Src,  wells  ft  eiaiems^ 

HOUMA,  p.  6,024;  t  area,  640  a.;  mere  bUga, 
wd.  ft  bk.,  1  stor.;  priv.,  wd.^  1  ator.:  wd.  im 
perm.;  fwka.  ft  combt  ord.;  cauaes  of  i.  inv.  F. 
dept — 1  str.,  1  hand  eng.,  1  oomb.  h.  ft  L  tifc.  k 
c  euff.,  1  c  eng.,  16  c  hand  ex.,  1  hose  csr..  S 
tarn.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft;  nbt^ 
600  ft;  tot  hose,  1,600  ft;  f.  aL,  bell;  vaL  cqup., 
$8,000;  vaL  bldga.,  $8,500;  ezpw  dept,  $660;  tot 
mem.,  60  voL 

Water  Supply^— iSrc,  riv.,  at  boa.  oeat;  sr^. 
pump  to  atpd.;  atpd.  cap.,  40,000  gala.;  dioL,  fn 
z  48,  loc  centrally;  mat,  stl.;  2  poatp.  cag.: 
mains,  c  L,  6%  m.,  4  to  8  in.  dia.;  67  hyd.;  eeit 
$81,000;  coat  mtce.,  $1,000;  wks.  owned  by  dtj. 

JEANERETTE,  p.  8,206;  t  area,  MO  a.;  ■««• 
bldga.,  wd.,  1  ft  2  ator.;  priv.,  wd^  1  ft  2  stor.;  «a 
rfs.  perm.  F.  dept — 1  atr.,  8  c  band  cz~  1  kk 
L  trk.,  8  hooc  oar.,  4  hrs.:  hoae,  oot.  nb.  Used, 
gd.,  1,600  ft;  f.  aL,  beU;  vaL  equip..  $7,001; 
vaL  bldga.,  $1,600;  ezp.  dept,  $100;  tot  oca.. 
86  VOL;  undrs.  rating,  third  daaa. 

Water  Supply — Src,  wdl  ft  Bayvm  Teche;  Vn 
pump  to  stdp.;  stdp.  cap.,  24.000  gala.;  ?«■$• 
eng.,  cap.  dsy  18,000  gals.;  maina,  c  L,  6  ■.,  4 
to  8  in.  dia.:  80  hyd.;  142  aerv.;  pres.,  don.  U 
Iba..  f.  110  Iba.;  cost,  $12,000;  eos*  mtce.,  $I0«: 
wka.  owned  by  dty. 

JENNINGS,  p.  8,926;  mere  bldga.,  bk.  ft  «<■ 
F.  dept — 1  h.  ft  L  trk..  2  hose  ear.,  1  bose  «■€•: 
hose,  8,000  ft;  t  aL,  USi  ft  wh.;  tot  bcil,  U 
voL 

Water  Supply — Src,  t  lO-in.  waDa;  ays.,  r«*- 
ft  pump.;  stdp.  cap.,  76,000  gals.;  pres.,  76  wa; 
malna,  2H  m.,  6  to  8  in.  dia.;  81  hyd. 

KENTWOOO.  p.  4.000;  f.  area.   40  a.     P.  ^ 
— 1  h.  ft  L  wag.,  2  hose  carta.  «1^00  It  hose:  nX, 
p.,  $1,500;  val.  bldga.,  81^;  tot  mem.,  it  ^ 
/atar   Supply — Src,   well,    in    bus.    cent:  *^- 
jtv.;   2   pump,   eng.,   cap.   day  400,000   gab>:  ^^ 
jd.;  260  serv.;  msins,  4  m.;  pres.,  dooL  70  lb*.. 
f.   120  lbs.;  cost  $50,000;  wks.  owned  by  cit5- 

LAFAYETTE,  p.  6,892.  F.  dot — 8  eoaib.  e.  8 
h.  wag.,  1  c  hand  ez.,  1  h.  ft  L  trk.; 
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nib.  lined,  gd.,  8,600  ft.;  f.  aL,  b«ll,  telp.  it 
ivfa.;  Tal.  equip.,  $8,000;  ezp.  dept.,  |1,600;  tot. 
mem.,   175   vol.;    undn.   rating,    tnird    ckMB. 

Water  Supply — Sre.,  8  O-in.  wells,  H  m-  bus. 
cent;  qre.,  air  lift,  grar.,  pomp  to  res.,  to  atdp. 
k  din;  stdp.  cap.,  104,000  gala.;  dim.,  126  z  12, 
loc  at  station;  mat.,  iron;  rea.  cap.,  90,000  gala., 
loc.  at  etation;  2  pnmp.  eng.,  daaa  dup.,  aixe  20 
z  15  z  18,  cap.  day  2,^00,000  gala.;  mains,  6  2-6 
m.,  4  to  8  in.  dia.;  05  hyd.;  pres.,  dom.  80  lbs., 
f.  160  Iba.;  wka.  owned  by  dty. 

LAKE  CHARLES,  p.  1,140:  f.  area,  12  a.;  mere, 
bldgs.,  bk.,  1  to  8  ator.;  pnv.,  wd.,  1  4e  2  etor.; 
wd.  ife.  not  penn.  in  f.  area;  fwks.  4fc  combt.  ord.; 
causes  of  f.  inv.  F.  depL — 1  str.,  2  comb.  c. 
ho^  ft  1.  trk.,  .1  hoae  reel,  9  hrs.;  hose,  cot.,  rub. 
lined,  gd.,  4,500  ft.;  f.  a1.,  Oamewell,  20  bz.;  val. 
equip.,  111,000;  raL  bldga.,  |4,000;  tot  mem., 
7,  jHl.  full  time. 

Water  Supply — Src.,  wells,  %  m.  bus.  cent.; 
sys.,  pump  to  stdp.  k  dir.;  atdp.  cap.,  169,000 
gab.;  dim.,  16  z  110;  mat.,  stL;  8  pomp,  eng., 
class  dup.,  cap.  day  7,500,000  gals.;  mama,  c.  i.,  10 
m.,  6  to  12  in.  dia.;  120  hyd.;  41  ▼.:  600  aerv.; 
pipe,  galv.  L;  pres.,  dom.  45  lbs.,  f.  100  lbs.; 
ooiis.  day,  1,670,000  gals.;  coat,  $96,000;  cost 
mtce.,  1500;  wks.  owned  by  Co. 

LAKE  PROVIDENCE,  p.  1,668;  f.  area,  16  a.; 
mere  bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1 
stor.;  wd.  rfs.  not  perm.;  fwka.  ft  combt.  ord.: 
cauaes  of  f.  inv.  F.  dept. — 1  str.,  8  hose  reeb,  2 
hoae  wag.,  2  fars.;  hose,  cot.,  rub.  lined,  gd.,  800 
ft;  inf.,  800  ft.;  tot  hose.  1,600  ft;  f.  al.,  bell; 
val.  equip.,  $4,000;  vaL  bldgs.,  $1,600;  vol. 

Watsr  Supply — Src.,  well,  H  m.  bua.  cent;  ays., 
graT.  ft  pump  to  stdp.;  stdp.  cap.,  60,000  gals.; 
dim.,  20  z  27;  mat,  stL;  res.  cap.,  28,000  gals.; 
1  pump;  mains,  c.  L,  8  m.,  4  to  8  in.  dia.;  ^2 
hyd.;  22  v.;  12  met;  prea.,  dom.  50  lbs.,  f.  100 
lbs.;  cons,  day,  60,000  gala.;  cost,  $42,000;  cost 
mtce.,  $5,110;  wks.  owned  by  city. 

LEESVILLE,  p.  2,048.  F.  dept— 1  c.  eng.,  1 
comb,  c  ft  h.  wag.,  2  c.  hand  ez.,  1  h.  ft  1.  trk., 
1  hose  cart;  hose,  cot,  rub.  lined,  gd.,  1,600  ft; 
f.  al.,  telp.  ft  wh.;  vtH.  equip.,  $4,600;  Tal.  bldgs., 
$3,000;  exp.  dept.,  $700;  tot  mem.,  82,  pd.  full 
time  2,   vol.    80. 

Water  Supply — Src,  w«1]b,  1  m.  bus.  cent; 
ays.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  65,000 
^Is.;  xes.  cap.,  40,000  gals.;  2  pumps,  cap.  day, 
500,000  gals.;  mains,  3  m.,  2  to  6  in.  dia.;  23 
hyd.;  pipe,  c.  i.;  pres.,  dom.  60  Ibe.,  f.  100  lbs.; 
owned   by   priv.  Co. 

MINDEN,  p.  8,002;  mere  bldgs.,  bk.  F.  dept — 
4  hose  ear.;  hose,  1,900  ft;  f.  aL,  bell. 

Water  Supply — Src.,  wells,  H  m.  bus.  cent; 
ays.,  pump  to  stdp.;  stdp.  cap.,  100,000  gals.; 
res.  cap.,  102,000  gala.;  1  pump,  eng.,  class  comp., 
dup.,  cap.  day,  1,000,000  gals,  mfsins,  c.  i.,  6  m., 
4  to  10  in.  dia.;  55  hyd.;  60  met.;  280  serv.; 
pipe,  galv.  L;  pres.,  dom.  ft  f.  50  to  86  lbs.  cons, 
day^,  50,000  gala.;  cost,  $89,000;  wks.  owned  by 
dty. 

MONROE,  p.  10,209;  f.  area,  1,200  a.;  mere, 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  iny.  F.  dept — 2  str.,  1  hand 
eng.,  4  e.  hand  ex.,  1  h.  ft  L  trk.,  1  hose  wag.,  1 
hose  car.,  6  hrs.;  hose,  cot.,  rub.  lined,  gd.,  2.600 
ft;  inf..  600  ft;  tot  hose,  8,000  ft;  f.  aL,  bell; 
«ai.  equip.,  $11,000;  val.  bldgs..  $8,000;  exp.  dept, 
$8,600;  tot  mem.  80,  pd.  full  time  4,  pd.  part 
time  26. 

WaUr  Supply — Sra,  riv.,  H  m.  bus.  cent;  m., 
pump  to  res.  ft  atdp.;  atdp.  cap.,  186,000  gals.; 
dim.,  10  X  120:  mat,  atl.;  res.  cap.,  225,000  gala., 
loc.  at  rear  of  plant;  2  pump,  eng.,  class  dec 
trip.,  ca|».  day  500,000  gals.;  maina,  c.  L  ft  stL,  8 
m.,  4  to  12  in.  dia.;  88  hyd.;  met,  10;  1,760 
•err.  I  pipe,  gaW.  L  ft  lead;  pres.,  dom.  40  lbs., 
com.  day,  200,000  gals.;  coat,  $40,000;  wks. 
f.  IPO  lbs.;  cons,  day,  260,000  gala.;  cost,  $115,- 
000;  cost  mtce.,  $28,000;  wks.  owned  by  city. 

MORGAN  CITY,  p.  6,477;  f.  area,  400  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  1% 
stor.;  wd.  rta.  not  perm.;  fwka.  ft  combt  ord.: 
cauaes  of  f.  not  inv.  F.  dept — 1  atr.,  4  cl  hand 
ex.,  1  h.  ft  L  trk.,  8  hoae  car.;  hoae,  cot.  rub.  lined, 
gd.,  2,400  ft;  f.  aL,  bell;  vaL  equip.,  $7,000;  vaL 
bldga.,  $2,000;  tot  mem.,  98  voL;  undrs.  rating, 
second  claoa- 


Watar  Supply— 4rc.,  Atcfaafaloya  rir.;  ays., 
pump  to  stdp.:  stdp.  cap.,  100,000  gala.;  2  pumps, 
daaa  oomp.  dup.,  cap.  1,000  gala,  min.;  10  m. 
maina,  c  L,  4  to  8  in.  dia. 

NAPOLEONVILLE,  p.  1,201.  F.  dept— 8  c. 
eng.,  1  h.  ft  L  trk.,  1  hand  eng.,  4  hoae  carta; 
hoae,  eot,  rub.  lined,  gd.,  1,000  ft;  tot  mem., 
100  ToL 

Water  Supply— Src,  arteaian  well;  aya.,  pump 
to  rea.:  rea.  cap.,  400,000  gala.;  tk.  cap.,  60,000 

fala.;  1  pump,  eng.,  cap.  day  750,000  gala.;  maina, 
m.,  6  to  8  in.  dia.;  16  hyd. 

NATCHITOCHES,  p.  2,682;  mere,  bldgs.,  bk., 
1  ft  2  ator.;  priv..  wd.,  1  stor.;  wd.  rfs.  pemL; 
fwks.  ft  combt  ord.;  cauaes  of  f.  inv.  F.  dept — 
1  str.,  1  hand  eng.,  1  h.  ft  L  trk.,  4  hose  car.,  8 
hrs.;  hose,  cot,  rub.  lined,  gd.,  560  ft;  rub.,  gd., 
1,100  ft;  tot  hoae,  1,650  ft;  f.  aL,  bell;  val. 
equip.,  $10,000;  val.  bldga.,  $2,000;  ezp.  dept., 
$600;  tot  mem.,  100  voL;  undrs.  rating,  second 
dass. 

Water  Supply — Src.,  wella  ft  spr.,  1  m.  bus. 
cent  sya.,  pump  to  stdp.;  stdp.  cap.,  90,000  gals.; 
k>c.  on  hill,  cent  town    mat,  stL;  res.  cap.,  188,- 

000  gals.;  2  pump,  eng.,  dses  comp.  dup.,  60,000 
gals.  caz>.  day;  mains,  c.  i.,  8H  m.,  4  to  8  in. 
dia.;  87  hyd.;  10  v.;  88  met;  pres.,  dom.  85  lbs., 
f.  110  lbs.;  oost,  $40,000;  cost  mtce.,  $5,400; 
wka.  owned  by  dty. 

NEW  IBERIA,  p.  7,499;  f.  area,  2,500  a.;  mere, 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  1  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwka.  ft  oombt  ord.; 
causes  of  t   inv.     F.  dept — 2  str.,    1   hand  eng., 

1  h.  ft  I.  trk.,  2  hose  wag.,  6  hose  car.,  2  bra.; 
hose,  cot,  rub.  lined,  gd.,  8,000  ft;  rub.,  gd., 
1.000  ft;  inf.,  1,000  ft:  tot  hose,  5,000  ft;  f. 
al.,  bell  ft  wh.;  vaL  equip.,  $10,000;  val.  bldgs., 
$8,600;  ezp.  dept,  $2,000;  tot  mem.  250,  pd. 
full  time  8,  voL   247. 

Water  Supply — Src.,  dstems  ft  Bayou  Teche,  in 
bus.  cent;  ays.,  pump  dir.;  res.  cap.,  80,000  gala.; 

2  pump,  eng.,  cap.  dav  1,250,000  gala.;  maina,  c. 
L,  9  m.,  4  to  10  in.  dia.;  86  hyd.;  prea.,  dom.  40 
lbs.,  f.  100  Iba.;  oost,  $60,000;  oost  mtce.,  $7,000; 
wks.  owned  by  dty. 

NEW  ORLEANS,  p.  889,076;  f.  area,  196 !4  sq. 
m.;  mere  bldgs.,  atn.,  bk.  ft  wd.,  1  to  11  ator.; 
priv.,  stn.,  bk.  ft  wd.,  2  stor.;  wd.  rfs.  not  perm, 
in  f.  limits;  fwks.  ft  combt  ord.;  cauaea  of  f.  inv. 
F.  dept — 30  str.,  1  auto,  hose  str.  (3  str.  in 
reserve),  2   auto.  c.  eng.,   4   auto,   hose  ft   c.  wag., 

3  chief's  auto.,  7  chief's  wag.  (1  in  reserve),  5 
fuel  wag.,  1  auto.  comb.  c.  ft  1.  wag.,  5  c.  eng. 
(4  in  reserve),  29  c.  hand  ex.,  9  h.  ft  1.  trk.  (1  in 
reserve),   2   aer.   trk.,  with   tractor,   1   water  tower, 

1  auto,  water  tower,  6  hose  wag.,  8  hose  reels  (8 
in  reserve),  146  hrs.  (22  hrs.  in  reserve);  hose,  cot, 
rub.  lined,  46,950  ft;  f.  al.,  Oamewell  storage,  328 
bx.;  vaL  eauip.,  $404,457;  vaL  bldgs.,  $850,000; 
exp.  dept,  $482479;  tot  mem.,  460,  pd.  full  time. 

Water  Supply — Src.,  Miaaissippi  riv.,  in  bua. 
cent.;  sys.,  pump  dir.;  res.  cap.,  16,000,000  gals.; 
14  pump,  eng.,  class  vertide  trip,  expansion,  hor. 
oomp.  dup.  ft  turbine,  cap.  day  237,600,000  gals.; 
mains,  c.  L,  568%  m.,  4  to  48  in.  dia.;  5,603  hyd.; 
6,2'26  v.;  46,811  serv.;  44,152  met;  pipe,  lead; 
prea.,  dom.  60  to  70  lbs.,  f.  96  lbs.;  cons,  day,  17,. 
000,000  gala.;  oost,  $8,600,000;  wks.  owned  by 
dty. 

NEW  ROADS,  p.  1,862.     F.  dept — 2  hose  reela^ 

2  hrs.:  f.  al.,  telp.,  bell  ft  wh. 

Water  Supply — Src.,  wells  ft  riv.;  stdp.  cap.,  60,- 
000  gala.;  1  pump,  eng.,  class  dup.,  cap.  day,  884,- 
160  gala.;  maina,  2  m.,  6  to  8  in.  dia.;  80  hyd.; 
pres.,  dom.  60  lbs.,  f.  100  lbs.;  cons,  day,  26,000 
gala. 

OPELOUSAS,  p.  4.628.  F.  dept— 1  atr.,  1 
hand  eng.,  1  h.  ft  L  trk.,  1  hoae  car.,  5  hoae  reela; 
hoae,  cot,  rub.  lined,  2,200  ft:  f.  aL,  bell;  tot. 
mem.,  100  vol.;  undra.  rating,  third  daaa. 

Water  Supply — Src.,  wells,  H  m.  bus.  cent;  aya.. 

Sump  to  res.;  stdp.  cap.,  76,000  gals.;  res.  cap., 
0,000  gala.;  2  pump,  eng.,  dass  dup.,  cap.  day 
862.000  gala.;  mains,  c.  L,  6  m.,  4  to  10  in.  dia.; 
65  nyd.;  325  met;  325  serv.;  pres.,  dom.  62  lbs., 
f.  75  lbs.;  cons,  day,  260,000  gals.;  wks.  owned 
by  dty. 

PLAQUEMINE,  p.  4,965;  f.  area,  850  a.;  mere, 
bldgs.,  bk.,  2  ator.;  priv.,  wd.,  1  ator.;  wd.  rfs. 
not  perm.  F.  dept. — 1  c.  eng.,  2  comb.  c.  ft  h. 
wag.,  1  h.  ft  L  trk.,  2  hose  wag.,  3  hose  reels;  hose. 
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cot.,  rub.  lined,  gd.,  2,600  ft.;  f.  ftl.,  bell;  val. 
equip.,  $6,000;  via.  bldn.,  $1,600;  tot.  mem.,  40 
▼ol.;   nndre.   rating,   third   ckss. 

Vvattr  Supply— Sr&,  wella,  in  bui.  cent:  syi., 
gmv.  ft  pump  dlr.;  res.  cap.,  80,000  C^8<;  loc  at 
station;  2  pump,  eng.,  cap.  day  180,000  gala.; 
maina,  lead,  6  m.,  2  to  6  in.  dia.;  64  hyd.:  met, 
1;  228  serv.;  pipe,  galv.  i.;  pres.,  dom.  40  lbs.,  t 
120  lbs.;  cons,  day,  40,000  gala.:  cost,  $100,000; 
cost  mtce.,  $1,200;  wks.  owned  by  city. 

PROVIDEflCE.— Fire  dept  not  reported. 

Watar  Supply— Src.,  artesian  well,  in  bus.  cent: 
sys.,  grav;  stdp.  cap.,  80,000  gala.;  dim.,  27  z  20 
ft;  mat,  stl.;  res.  cap.,  28,000  gals.;  1  pump, 
eng.,  cap.  day  26,000,000  gala.;  mains,  c.  L,  8  m., 
4  to  8  in.  dia.;  hyd.,  82:  v.,  22;  met,  8;  pipe, 
nlT.  L;  pres.,  dom.  60  lbs.,  f.  160  lbs.;  cons, 
day,  60,000  gals.:  cost,  $42,000;  cost  mtce.,  $6»- 
110;  wks.  owned  by  city. 

RAYNE.  p.  2,247;  mere  bldga.,  bk.  ft  wd.,  1  ft 
2  stor.;  priv.,  wd.,  1  ft  2  stor.:  wd.  rfs.  not  penn. 
in  f.  area;  fwks.  ft  oombt  ord.;  causes  of  f.  inv. 
F.  dept — 1  h.  ft  1.  trk.  with  side  wall,  rf.  ft  aer. 
ladder,  8  hose  car.,  1  water  tower;  hose,  cot  rub. 
lined,  gd.,  2,000  ft;  f.  al.,  bell  ft  wh.:  vaL  equip., 
$2,000;  vaL  bldga.,  $2,600;  eip.  dept,  $100; 
tot  mem.,  44  voL 

Water  Supply — 8ra,  wells,  in  bus.  cent.;  ays., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  60,000  gals.  res. 
cap.,  160,000  gals.;  2  pump,  daas  comp.,  cap. 
day,  1,162,000  gals.;  naina,  2H  m.,  8  to  8  in. 
dia.;  26  hyd.;  7  v.;  80  met;  80  aerv.;  pres.,  dom. 
40  lbs.,  f.  100  lbs.;  oona.  day,  160,000  gala.; 
wks.   owned  by   dty. 

RUSTON,  p.  8,877.  F.  dept— I  h.  ft  L  trk..  2 
hrs.,  2  hose  carta;  hose,  cot,  rub.  lined,  gd.,  1,200 
ft;  f.  al.,  bell,  wh.;  tot  mem.,  21  vol.;  undis. 
rating,  third  dasa. 

Water  Supply — Src.,  wella,  ^  m.  bua.  cent;  sya., 
pump  to  rea.,  to  stdp.  ft  dk.;  atdp.  cap.,  80,000 
gals.,  loc  600  ft  cent  town;  mat,  stl.:  rea.  cap., 
90,000  gals.;  2  pump,  eng.;  mains,  c.  i.,  7  ro.,  2 
to  8  in.  dia.;  72  hyd.;  met,  400;  600  aerv.;  pres., 
dom.  40  lbs.,  f.  126  lbs.  cons,  day,  600,000  gals.; 
wka.    owned   by   city. 

ST.  FRANCISVILLE,  p.  968.  F.  dept.— 1  hose 
wag.,  2  hose  carts;  hose,  2,000  ft;  f.  aL,  bell, 
tdp.  ft  wh.;  tot  mem.,  90  vol. 

Water  Supply — Src.,  wella;  ays.,  pump  to  tk.;  tk. 
cap.,  86,000  gala.;  2  pumps,  cap.  day  876,000 
gsla.;  maina,  2H  m.,  4  to  8  in.  dia.;  88  hyd.;  dom. 
prea.  66  to  76  lbs.,  f.  80  to  126  lbs. 

ST.  MARTINSVILLE,  p.  2,818;  f.  area,  800  a.; 

mera  bldga.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  1  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt.  ord.  F.  dept — 1 
str.,  2  hand  eng.,  1  h.  ft  L  trk.,  5  hose  car.:  hoae, 
cot,  rub.  lined,  gd.,  860  ft;  rub.,  gd..  2,000  ft; 
inf.,  160  ft;  tot  hose,  2,600  ft;  f.  al.,  beU:  vaL 
equip.,  $8,000;  val.  bldga.,  $400;  ezp.  dept,  $700; 
tot  mem.,  100  voL;  undra.  rating,  fourth  dass. 

Water  Supply— Src.,  Bayou  Teche;  aya.,  pump; 
2  pump,  eng.;  maina,  8%  m.,  4  to  10  in.  dia.;  66 
hyd.;  10  v.:  prea.,  f.  100  Iba.;  cost,  $80,000;  cost 
mtce.,  $8,686;  wks.  owned  by  dty. 

SHREVEPORT,  p.  28,016;  f.  area,  9H  m.:  mere, 
bldga.,  atn.  ft  bk.,  1  to  10  stor.;  priv.,  wd.,  IH 
stor.;  wd.  rfs.  not  pom.  in  f.  area;  combt  ord.; 
cauaes  of  f.  inv.  F.  dept — 1  h.  ft  1.  trk..  8  str.,  16 
c  hand  ex.,  1  triple  comb,  wag.,  1  ohief'a  auto.,  1 
auto.  atr.  with  tractor,  1  auto.  aer.  trk.  with  tractor, 
2  auto.  comb.  c.  ft  h.  wsg.,  1  auto.  trip.  comb.  c.  ft 
h.  wag.,  1  auto,  pumper  ft  hose  wag.,  1  auto,  electri- 


cian's wag.,  1  auto.  wag.  in  reaerve,  5  comb.  e.  ft  h. 
wag.,  11  hrs.;  hoae.,  cot,  rub.  lined,  gd.,  10,600  ft; 
fair.  1,160  ft;  tot  boa^  11,160  ft:  f.  aL,  elec, 
68  bz.;  vaL  equifi.,  $62,000;  vaL  bldgs.,  $41,000; 
ezp.  dq»t,  $47,000;  tot  mem.  48,  pd.  full  time. 

Water  Supply-— Src,  riv.;  ^ys.,  pump  to  stdp.; 
stdp.  cap.,  268,491  gals.;  dim.,  110  z  20;  nut, 
iron;  2  res.,  cap.  4,000,000  gala.:  6  pump,  cnc., 
dasa  dup.,  cap.  day  12,600,000  gala.;  maina,  cl, 
84  m.,  6  to  16  in.  dia.;  898  hyd.;  met,  650; 
8,190  serv.;  260  v.;  pres.,  douL  70  lbs.,  f.  80  to 
90  lbs.;  cona.  day,  8,164,000  gala.;  wka.  owned 
by  priv.  Co. 

THIBODAUX,  p.  8,824;  f.  area,  640  a.;  mere 
bldga..  bk.,  8  ft  4  ator.;  priv.,  bk.  ft  wd.,  1%  stor.; 
wd.  ru.  not  perm,  in  f.  area;  fwka.  ft  combt  ord.; 
cauaea  of  f.  inv.  F.  dept — 1  atr.,  1  h.  ft  L  trfc., 
4  hose  car.,  1  hrs.;  hose,  rub.,  ed.,  1,260  ft: 
f.  aL,  bell;  vaL  equip.,  $9,000;  vaL  bldga.,  $6,000; 
ezp.  dept.,  $720;  tot  mem..  150  vol. 

Water  Supply — Src,  wella  ft  Bayou  Tedie;  syt., 
pump  to  atdp.;  atdp.  cap.,  98,000  gala.;  dim.,  12 
z  116;  mat,  oil.;  4  pump,  eng.,  cmas  comp.  dup., 
cap.  day,  1,180,800  gals.;  mains,  c  L.  7%  m., 
4  to  8  in.  dia.;  92  hyd.;  2>65  aerr.;  pipe,  ssIt. 
i.;  pivs.,  dom.  65  lbs.,  f.  76  lbs.;  cons.  day. 
150,000  gals.;  cost,  $22,500:  cost  mtce.,  $IS0; 
wks.   owned   1^   town. 

VJDALIA,  p.  1,845.  F.  dept — 8  hose  etrts.  1 
h.  ft  L  trk.,  1  c  eng.,  1,800  ft  hose;  f.  sL,  tcipi; 
tot   menL,«16   voL 

Water  Supply — Src,  lake;  eya.,  pump  to  ret.; 
stdp.  cap.,  60,000  gala.;  1  dup.  pump.  cap.  748,« 
800  gala,  day;  26  hyd.;  dom.  prea.  45  Iba.,  L  pres. 
110  Iba. 

WASHINGTON,  p.  1,628;  mere  Mdga.,  wd.  F. 
dept. — 2  hoae  car.;  hoae,  1,000  ft;  z.  aL,  bd; 
tot  mem.,  40  voL 

Water  Supply— 8rc,  wdla;  cap.  400  gals,  min.; 
sys.,   pump. 

WHITE  CASTLE,  p.  2,289.  F.  dept  not  n- 
ported. 

Water   Supply — Src,    well,   in   bua.    cent;  SJ>^ 

Sump  to  atdp.;  atdp.  cap.,  80,000  gala.;  res.  cap., 
0,000  gala.;  1  pump,  eng.,  cap.  day  260,000  gals.; 
prea.,  dom.  60  to  125  lbs.,  f.  126  lbs.;  coos,  daj, 
260,000  gala.;  coat  $10,000;  coat  mtce.,  $1,200; 
wka.  owned  by  dty. 

WINNFIELD,  p,  8,000;  f.  aiea,  400  a.;  mere, 
bldga.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  1  ft  3 
atoir. ;  wd.  ris.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;    causes  of  f.    inv.     P.   dept — 2    c   hand  ex.. 

1  hand  h.  ft  L  trk.;  8  hand  hose  carta;  hose,  cct^ 
nib.  lined,  gd.,  1,000  ft;  inf..  2,000  ft:  tot 
boae,  8,000  ft;  f.  al.,  telp.;  val.  eqfuxp.,  $3.000 ; 
tot    mem.,    80    vol.;    undra.    mting,    fourth   dao. 

Water  Supply— ^c,  wells,  ^  m.  b«.  cent; 
eye.  pump  to  stdp.  ft  dir.;8tdp.  cap.,  65,000  gak., 
dim.   80  z  9;   mat,  «tl.;  res.  cap.,   150,000  gak.: 

2  pump,  eng.,  cap.  day,  1,080,000  gals.;  maina,  c, 
L,  8  m.,  6  to  8  in.  dia.;  50  hyd.;  pres.,  dom.  4S 
lbs.,  f.  110  Ibe.;  cons,  day,  75,000  gals.;  cc«t 
$40,000;  coat  mice.,  $8,^00;   wks  owned  by  dtj. 

Placea  with  a  population  of  1,000  or  more  hsv^ 
ing  no  organised  fire  dept — Jackaon,  Kenncr,  Eose- 
land,  SHdelL 

Placea  with  a  population  of  1,000  or  more  aot 
reported — Bogalusa,  Golfaz,  Gueydon,  Haynesnlle, 
Lake  Arthur,  Logansport,  Markaville,  Pattenoc. 
Ponchatoula,  Rayville,  Welsh. 


MAINE 


ALFRED,  p.   1,000;  L  dept  not  reported. 

Water  Supply— Src,  pond,  1  m.  bua.  cent; 
sys.,  dir.  pres.;  2  pump,  eng.,  comb.  cap.  day 
800,000  gal.;  mains,  4  m.;  22  hyd.;  pres.,  dom. 
00  lbs.,  f.  100  lbs.;  coat,  $80,000;  wka.  owned 
by  Alfred  Wat  Co. 

ANSON,  p.  1,880;  f.  area,  100  a.;  mere,  bldga., 
wd.,  2  stor.:  priv.,  wd..  1%  stor.;  wd.  rfs.  perm.; 
fwks.  ft  combt  ord.  No  org.  f.  dept. — 1  hoae  car.; 
hose,  cot,  rub.  Imed,  gd.,  600  ft;  inf.,  200  ft; 
tot.  hose,  800  ft;  f.  al.,  wh. 

Water  Supply — Src,  creek;  sys.,  pump  dir.; 
pump,    eng.,    cap.    day    676,000    gals.;    mains,    ^ 


m.,   8   in.   dia.;   6  hyd.;   6  v.;  prea.,  f.   100  Vba.; 


coat,  $1,602;  wka.  owned  by 

AUBURN,  p.  16,064;  f.  area,  1,280 
bldga.,  bk.  ft  wd.,  1  to  6  stor.;  priv.,  bk.,  wd.  k 
stn.,  1  to  8  stor.;  wd.  rfs.  perm,  in  f.  area;  fvks. 
ft  combt  ord.;  cauaea  of  f.  Inv.  F.  dept — 1  ftr, 
1  h.  ft  L  trk.,  20  c  hand  ez.,  1  coinb.  c  ft  h. 
wsg.,  4  hoae  wag.,  1  hoae  reeL  12  hrs.:  boas,  cot, 
rub.  lined,  gd.,  12,600  ft;  f.  al.,  beU.  wh.  ft  dee. 
81  bz.;  ezp.  dept,  $18,680,  tot  mem.,  $6,  pa. 
full  time  9,  pd.  part  time   47. 

Water  Supply — Src,  lake,  8  m.  bos.  cent;  sys^ 
grav.,  pump  to  rea.;  rea.  cap.,  6,600,000  gala.;  I 
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pump.  eog.f  dasa  comp.,  cap.  day  2»000,000  ffals.; 
mains,  c.  i.,  86  m.,  2  to  24  in.  dia.;  188  hyd. ; 
B62  ?.;  met.,  60;  2,100  serv.;  pipe,  gralv.  i.  & 
lead;  prea.,  dom.  20  to  60  Iba.,  f.  100  lbs.;  cons, 
day,  206,472    gala.;    wka.   owned   by   city. 

AUGUSTA,  p.  18,211;  f.  area,  1,296  a.;  mere, 
bidga.,  bk.,  8  to  7  ator.;  priv.,  wd.,  2^  ator.;  wd. 
rfi.  penn.  in  f.  area;  fwka.  A  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 10  c.  hand  ex.,  1  h.  k  1. 
trk.,  2  hose  wag.,  6  hose  carts,  6  hrs.;  hose, 
cot,  rub.  lined,  gd.,  6.600  ft.:  inf.,  4,000  ft; 
tot  hose,  10,600  ft;  f.  al.,  elec,  84  bx.;  val. 
equip.,  116,000;  val.  bldgs.,  |8,000;  exp.  dept, 
(11,000;  tot  mem.,  72,  pd.  full  time  4,  vol.  68. 
Water  Supply — Src,  Carlton  pond;  sys.,  pump 
ft  gray,  to  res.;  res.  cap.,  6,000,000  gals.;  8 
pumps,  cap.  day  7,000,000  gals.;  mains,  c.  &  wrt. 
].,  44.67  m..  2  to  24  in.  dia.;  169  hyd.;  821  v.; 
met.,  28;  2,023  aerv.;  pipe,  galv.  i.  &  lead  lined; 
pres.,  dom.  76  lbs.,  i.  180  lbs.;  cons,  day,  2,1U8,- 
770  gale.;  cost,  $783,068;  wks.  owned  by  AugusU 
Water  District 

BANGOR,  p.  24,808;  f.  area,  8,900  a.;  mere 
bldgs.,  bk.,  4  to  8  stor.;  priv.,  wd.,  2%  stor.; 
wd.  rfs.  perm.;  fwks.  Jc  combt  ord.;  causes  of  f. 
iiiv.  F.  dept. — 8  str.,  20  c.  band  ex.,  1  h.  ft  1. 
trk.,  1  mer.  trk.  with  water  tower,  1  triple  comb, 
h.  ft  c  ft  L  trk.,  6  hose  carta,  24  hra.;  hoae,  cot., 
rub.  lined,  gd.,  17,600  ft;  f.  al..  Gamewell,  81 
bx.;  val.  equip.,  $66,000;  vaL  bldgs..  $92,000; 
exp.  dept,  $67,780;  tot  mem.,  100,  pd.  full  time 
31,  pd.  part  time  78. 

Watar  Supply — Src,  riv.,  1%  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  1,600,000  gals., 
dim.  60  X  76,  mat  stl.;  8  pump,  eng.,  cap.  day 
8,000,000  gals.;  mains,  c  i.,  62 Vi  m.;  800  hyd.; 
496  v.;  met,  100;  5,012  serv.;  pipe,  galv.  i.; 
pros.,  dom.  86  to  120  lbs.,  f.  86  to  120  lbs.; 
cons,  day,  4,000,000  gals.;  cost  mtce.,  $60,000; 
wks.  owned  by  city. 

BAR  HARBOR,  p.  4,600;  f.  area,  600  a.;  mere 
bldgs.,  bk  ft  wd.,  1  to  6  stor.;  priv.,  bk  ft  wd., 
2  to  4  stor.;  fwks.  ord.;  causes  of  f.  inv.  F. 
dept — 2"  fitr.,  18  c.  hand  ex.,  1  h.  ft  1.  trk.,  2 
hose  wag.,  6  hers.;  hose,  cot.,  rub.  lined,  gd. 
6,000  ft.;  f.  al.,  Gamewell  ft  wh.,  14  bx.,  vaJ.  equip., 
f 25.000;  val.  bldgs.,  $27,500;  exp.  dept,  $8,500; 
tot.  mem.     60,  pd.  full  time  5,  vol.  55. 

Water  Supply — Src,  lake;  2V4  m.  bus.  cent,  sys., 
grav.;  mains  c.  ft  galv.  i.;  25  m.,  2  to  24  in.  dia.; 
55  hyd.;  1,000  serv.;  pres.  dom.  75  lbs.,  f.  100 
lbs.;  cons,  day,  1,750,000  gals.;  coat,  $300,000; 
cost  mtce.,  $5,000;  wka.  owned  by  priv.  Co. 

BATH,  p.  9,396;  f.  area,  8,200  a.;  mere,  bldgs., 
wd.  ft  bk.,  8  to  6  stor. ;  priv.,  wd.  ft  bk.,  2  and  3 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 2  str.,  1  comb,  eft  h. 
wag.,  1  c  eng.,  8  c.  hand  ex.,  2  h.  ft  1.  trk.,  8 
hose  wag.,  3  hose  car.,  7  hrs.;  hose,  cot,  rub. 
lined,  ird.,  8,700  ft;  inf.,  200  ft.;  tot  hose,  8,900 
ft;  f.  al.,  Gamewell,  21  bx.;  val.  equip.,  $19,000; 
val.  bldgs.,  $17,000;  exp.  dept,  $6,000;  tot  mem., 
68,  pd.  full  time  8,  pd.  part  time  60. 

Water  Supply — Src,  lake,  at  Woolwich;  sys., 
pump  to  stdp.;  stdp.  cap.,  600,000  gals.,  mat.  iron; 
3  pump,  eng.,  cap.  day  6,000,000  jPflsj  mam*: 
c.  L,  34%  m.,  2  to  20  in.  dia.;  168  hyd.;  160 
v.;  met.,  156;  2,200  serv.;  pipe,  galv.  i.;  pres., 
dom.  80  lbs.,  f.  80  to  130  lbs.;  cons,  day,  1,600,- 
000  gals.;   cost,  $600,000;  wks.  owned  by  Co. 

BELFAST,  p.  4,618;  f.  area,  716,  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  wd.,  2 
stor.;  vrd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  gasolme 
en^.,  6  c  hand  ex.,  1  h.  ft  1.  trk..  2  hose  carta, 
2  hose  reels;  hose,  cot,  rub.  lined,  gd.,  6.000  ft; 
f.  al.,  wh.,  11  bx.;  val.  equip.,  $5,000;  val.  bldgs., 
$15,600;   exp.  dept,  $8,900;  tot  mem.,  60  vol. 

Water  Supply— Src,  riv.  ft  spr.;  «y^-»f^;'* 
pump  to  res.,  to  stdp.  dir.;  stdp.  cap.,  268,000 
gals.,  dim.  45  x  36.  loc.  on  Wilson  Hill,  mat 
iron;  2  pump,  eng.,  class  dup.,  cap.  day  1,760,000 
gals.;  mains,  10  m.,  4  to  10  in.  dia.;  68  hyd.; 
*5  v.;  met..  «37;  820  serv.;  pipe,  %  in.  galv.  i.; 
pres..  dom.  80  lbs.,  f.  80  to  186  lbs.;  cons.  d«r, 
400,000   gala.;  cost,  $235,000;  wks.  owned  by  Co. 

BERWICK,  p.  2,300;  f.  area,  20  a.;  mera  bldgs., 
bk.  ft  wd.,  2  ft  3  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  no  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  hand  eng.,  1  comb.  c.  ft  h.  wag., 
5  c  hand  ex.,  1  hose  reel,  1  hrs.;  hose,  cot.,  rub. 
line'd    gd.,   1,200  ft;  inf.,  600  ft  ;  tot  hose,  1,800 


ft;  f.  al.,  bell  ft  wh.;  val.  equip.,  $2,200;  val.  bldgs., 
$1,600;  exp.  dept,  $400;  tot  mem.,  25.  pd.  full 
time. 

Water  Supply — Berwick  Water  Co.;  80  hyd. 

BETHEL,  p.  884;  f.  area,  1%  m.;  mere,  bldgs., 
wd.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm, 
in  f.  area;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept — 1  h.  ft  1.  trk.,  18  c.  hand  ex.,  2  hose 
wasr.;  hose,  cot,  rub.  lined,  gd.,  1,400  ft;  f.  al.. 
bell;  val.  bldgs.,  $2,000;  exp.  dept.,  $1,000;  tot. 
mem.,   40.  pd.  part  time. 

Water  Supply— Src,  Mountoin  strm.,  4%  m.  bus. 
cent;  sys.,  grav.;  res.  No.  1  cap.  100,000  gals.. 
No.  2  cap.  600,000  gals.;  mains,  c.  i.,  8  m.,  4  to  10 
in.  dia.;  30  hyd.;  v.;  225  serv.;  pipe,  galv.  i.; 
pres.,  dom.  ft  f.  85  lbs.,  cost,  $60,000;  cost  mtce., 
$600;  wks.  owned  by  priv  Co. 

BIDDEFORD,  p.  17,079;  f.  area,  10  m.;  mere 
bldgs.,  bk.,  1  to  3  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  combt.  ord.;  causes  of  f.  inv.  F.  dept — 
8  str.,  1  hand  eng.,  10  c  hand  ex..  1  comb.  c.  ft 
h.  wag.,  1  h.  ft  1.  trk.,  1  chief's  wag.,  2  ho-^e 
wag.,  2  car.,  6  hrs.;  hose,  cot.  rub.  lined,  gd., 
7,000  ft;  inf.,  1,000  ft;  tot  hose.  8.000  ft; 
f.  al.,  Gamewell,  26  bx.;  val.  equip.,  $23,600 ^ 
val.  bldgs.,  $32,600;  exp.  dept,  $18,000;  tot 
mem.,    61,   pd.   full   time   8,  pd.   part  time   43. 

Watar  Supply — Src,  riv.,  2%  m.  bus.  cent; 
sys.,  pump  to  res.  ft  stdp.;  res.  cap.,  8,000,000  gals.; 
2  pump,  eng.,  cap.  day  7,600,000  gals.;  mains, 
c  f.,  60  m.,  4  to  20  in.  dia.;  207  hyd.;  met,  166; 
1,708  serv.;  pipe,  galv.  i.;  pres..  dom.  26  to  86 
lbs.,  f.   26  to  86  lbs.;  wks.  owned  by  Co. 

BOOTH  BAY,  Lincoln  Co.,  p.  1,766.  F.  dept — 2 
oomb.  '^  eng.,  2  c  hand  ex.  2  h.  ft  1.  trk.,  1 
hose  ,;ijt,  hose  cot.;  rub,  lined  gd.  1,800  ft,  inf., 
200  ft,  t»t  hose;  2,000  ft.;  f.  sL,  bell;  val.  equip.. 
$1,800;  val.  Udgs.,  $2,000;  exp.,  dept,  $160; 
tot.   mem.,   90  vol. 

BOOTHBAY  HARBOR,  p.  2,000;  f.  area.  260  a.; 
mere  bldgs.,  wd.  ft  bk.,  1  to  4  stor.;  priv.,  wd. 
ft  bk.j  2  stor.;  wd.  rfs.  perm.;  combt.  ord.;  causes 
of  f.  mv.  F.  dept. — 1  hand  eng..  1  h.  ft  1.  trk.,  4 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  4,500  ft.,  inf. 
260  ft;  tot.  hose,  4,760  ft;  f.  al.,  Gamewell,  elec, 
45  bx.;  val.  equip.,  $6,000;  val.  bld^s.,  $2,600; 
exp.  dept,  $800;  tot.  mem.,  80,  pd.  when  attend- 
ing f. 

Water  Supply — Src,  lake,  2  m.  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  250,000  gals.,  dim.  80  x 
45,  mat.  stl.;  2  pump,  eng.,  class  comp.,  cap.  day 
1.000,000  gals.;  mains,  c  i.,  7  m.,  4  to  10  in. 
dia.;  51  hyd.;  26  v.;  met.,  12;  350  sen'.;  pipe,  galv. 
i.;  pres.,  dom.  ft  f.  75  to  85  lbs.;  cons,  day, 
100,000  gals.;   cost,  $85,000;  wks.  owned  by  city. 

BOWDOINHAM. — Fire  dept — 1  hand  eiig.,  1 
hose  wag.;  hose,  cot,  rub.  lined,  gd.,  650  ft; 
tot  mem.,  86  vcl. 

Watar  Supply — Src,  riv.,  wells  ft  2  res. 

BREWER,  p.  5,667;  mere  bldgs.,  wd.,  1  to  4 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm,  in  f. 
area;  combt  ord.;  causes  of  f.  inv.  F.  dept. — 2 
str.,  2  h.  ft  1.  trk..  8  c  hand  ex.,  2  hose  wag.,  2 
hose  reels,  3  hrs.;  hose,  cot,  rub.  lined,  gd.,  7,000 
ft;  f.  al.,  bell,  wh.  ft  elec,  17  bx.;  val.  equip.,. 
$16,000;  val.  bldgs.',  $4,000;  exp.  dept,  $35,000; 
tot  mem.,  60,  pd.  part  time. 

Water  Supply — Src,  riv.,  4  m.  bus.  cent.;  sys., 
grav.,  pump  to  res.,  to  stdp.  ft  dir.;  stdp.  cap., 
528,768  gals.,  dim.  80  x  100.  mat  stl.;  3  pump, 
eng.,  cap.  day  4,000,000  gals.;  mains,  iron,  20 
m.,  4  to  12  in.  dia.;  61  hyd.;  96  v.;  met.  22; 
1,375  serv.;  pipe,  galv.  i.;  pres..  dom.  80  lbs.,  f. 
80  to  100  lbs.;  cons,  day,  1,000,000  gals.;  wks, 
owned  by  Co. 

BRIDQTON,  p.  2,660.  F.  dept. — 1  str.,  1  c 
eng.,  1  h.  ft  1.  trk.,  1  hose  cart.  3  hose  reels; 
hose,   2,600  ft;  tot   mem..   48,  pd.  part  time. 

Water  Supply — Src.  lake.  %  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  400,000  gals.,  dim. 
86  to  65  ft.,  mat  stl.;  1  pump,  eng.,  cap.  day 
300,000  gals.;  mains,  c  i.,  7^  m.,  6  to  10  in. 
dia.;  46  hyd.;  met,  80;  300  serv.;  pipe,  galv.  i.; 
pres.,  dom.  46  to  100  lbs.,  f.  46  to  100  lbs.; 
cons,  day,  160,000  gals.;  wks.  owned  by  Co. 

BROOKS,  p.  669.  F.  dept. — 1  c  eng.,  1  hose 
cart;  f.  al..  bell;  tot.  mem.,  30  vol. 

BROWNSVILLE,  p.  1.670;  f.  area,  100  a.;  mere 
bldgs.,  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perro. ;  no  fwks.  ft  combt.  ord.;  causes  of  f.  not  inv. 
F.  dept. — 1  hand  eng.,  1  hose  car.;  hose,  cot.,  rub. 
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lined,  gd.,  1,700  ft.;  f.  aL,  bell  k  wh.;  tot.  mem., 
60  vol.;  also   2  priv.   f.  depts. 

Water  Supply — Src,  spr.,  cisterns  &  rlv.;  sys., 
grav. 

BRUNSWICK  and  TOPSHAM,  p.  6,621;  f.  area, 
1,280  a.;  mere,  bldgs.,  bk.  &  wd.,  2  &  3  ator.; 
priv.,  wd.,  2^  stor. ;  wd.  rfs.  perm,  in  f.  area; 
fwks.  &  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 
2  hand  eng.,  2  c.  hand  ex.,  1  h.  &;  1.  trk.,  2 
hose  wag.,  7  hose  carts;  hose,  cot.,  rub.  lined, 
gd.,  4,000  ft.;  rub.,  gd.,  200  ft.;  inf.,  650  ft.; 
tot.  hose,  4.850  ft.;  f.  al.,  wh.  with  Gamewell 
attachment;  val.  equip.,  $3,800;  val.  bldgs.,  |2,- 
600;  exp.  dept.,  $4,482;  tot.  mem.,  98  vol. 

Water  Supply — Src,  80  driven  wells,  1 V4  m. 
bus.  cent.;  sys.,  pump  to  stdp.;  stdp.  cap.,  2,500,- 
000  gals.,  dim.  97  x  50,  mat.  cone;  pump,  eng., 
cap.  day  3.500,000  gals.;  mains,  c.  i.,  17  m.,  2 
to  14  in.  dia.;  101  nyd.;  1,000  serv.;  pipe,  galv. 
i.;  pres.,  dom.  76  lbs.,  f.  66  to  76  lbs.;  wks. 
owned  by  Brunswick  k  Topsham  Water  Dist. 

BUCKFIELD,  p.  1,139;  mere,  bldgs.,  wd.  &  bk., 
2  stor.;  wd.  rfs.  perm.;  no  fwks.  k  combt.  ord.; 
causes  of  f.  not  inv.  F.  dept. — 1  h.  &  1.  trk.,  1 
hose  car.;  hose,  cot.,  rub.  lined,  gd.,  800  ft.;  inf., 
800  ft.;  tot.  hose,  1,100  ft.;  val.  equip.,  $600; 
cot.  mem..   15  vol. 

Water  Supply — Src,  North  Pond,  2%  m.  bus. 
cent.;  sv«..  grav.;  res.  cap.,  1,000,000  gals.;  mains. 
c.  i.,  22,000  ft.,  6  to  10  in.  dia.;  21  hyd.;  7 
v.;  64  serv.;  pipe,  galv.  :.,  pres.,  f.  86  lbs.;  cost, 
$32,000;  wks.  owned  by  Co. 

BUCKSPORT,  p.  2,900;  f.  area,  800  a.;  mere 
bldgs.,  wd.,  14  to  4  stor.;  priv.,  wd.,  2hi  stor; 
wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F. 
dept. — 3  hand  eng.,  24  c  hand  ex.,  8  hose  wag., 
6  hose  car.;  hose,  cot,  rub.  lined,  gd..  1,800  ft.; 
rub.,  gd.,  250  ft.;  inf.,  200  ft.;  tot.  hose,  2,260 
ft.;  f.  al.,  bell  &  wh.;  exp.  dept.,  $298;  tot.  mem., 
100.    pd.    part    time. 

Water  Supply — Src,  lake,  1  m.  bus.  cent.;  ays., 
grav.;  mains,  iron,  6  m.,  2  to  10  in.  dia.;  10 
hyd.;  20  v.;  100  serv.;  pipe,  galv.  i. ;  pres.,  dom. 
40  lbs.,  f.  35  lbs.;  cost,  $22,000;  cost  mtce., 
$600;   wks.   owned  by   Co. 

CALAIS,  p.  6,116;  f.  area,  800  a.;  mere,  bldgs., 
bk.  &  wd.,  2  &  8  stor.;  priv.,  wd.,  2  &  8  stor.;  wd. 
rfs.  perm.;  fwks.  k  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  str.,  1  hand  eng.,  4  c.  band  ex.,  1  h.  & 
L  trk.,  2  hose  wag.,  4  hose  car.,  4  hrs.;  hose,  cot, 
rub.  lined,  gd.,  4,800  ft.;  inf.,  400  ft;  tot  hose, 
6,200  ft;  I.  al.,  Gamewell,  16  bx.;  vaL  equip., 
$16,000;  val.  bldgs.,  $9,600;  exp.  dept,  $6,600; 
tot  mem.  31,  pd.  full  time  3,  vol.  28. 

Water  Supply — Src,  riv.;  sys.,  pump  to  res.;  res. 
cap.,  3,500,000  gals.;  8  pump,  eng.,  class  comp. 
dup.,  cap.  day  3,000,000  gals.;  mains,  16  m.,  2  to 
12  in.  dia.;  139  hyd.;  62  v.;  1,600  serv.;  pipe,  galv. 
1.:  pres.,  f.  85  to  110  lbs.;  cons,  day,  860,000  gals.; 
wks.   owned  by  Co. 

CAMDEN,  p.  3,016;  f.  area,  800  a.;  mere,  bldgs., 
bk.,  3  &  4  stor.;  priv.,  wd.,  1%  &  2  stor.;  wd.  rfs. 
not  perm.;  fwks.  k  combt.  ord.  F.  dept — 1  str.,  1 
hand  eng.,  2  Bangor  ex.  ladders,  1  h.  ft  1.  trk.,  1 
hose  wag.,  4  hose  car.;  hose,  cot,  rub.  lined,  gd., 
3,000  ft;  f.  al.,  bell;  val.  equip.,  $8,000;  val. 
bldgs.,  $2,500;  exp.  dept,  $600;  tot  mem.,  62  vol. 

Water  Supply — Src,  supply  from  Mirrow  Lake; 
sys.,  grav.:  stdp.  cap.,  650,000  gals.;  dim.,  80  z  86, 
loc  on  side  of  mountain;  mat,  stl.;  47  hyd.;  pres., 
dom.  120  lbs.,  f.   120  lbs. 

CARIBOU,  p.  6,377;  mere  bldgs..  bk.  k  wd.,  1 
to  3  stor.;  pnv.,  wd..  1%  stor.;  wo.  rfs.  perm,  in 
f.  area;  fwks.  k  combt  ord.;  causes  of  f.  inv.  F. 
tiept. — 1  h.  A  1.  trk.,  1  aer.  trk.,  "2  hose  wag.;  hose, 
cot.,  rub.  lined,  gd.,  2,600  ft;  inf.,  600  ft;  tot 
hose.  3,100  ft.;  f.  al.,  Gamewell,  11  bx.;  vnl. 
equip.,  $3,000;  val.  bldgs.,  $1,600;  tot  mem.,  28, 
pd.  part  time. 

Water  Supply — Src,  riv.,  1  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  160,000  gals.,  dim., 
30  X  29%;  2  pump,  eng.,  cap.  day,  1,000,000  gals.; 
mains,  c  i.,  7  m.,  2  to  8  in,  dia.;  82  hyd.;  22  v.; 
200  scr\'.;  pres.,  dom.  85  lbs.,  f.  150  lbs.;  cons, 
day,  200,000  gals.;  cost,  $126,000;  cost  mtce., 
$1,500;   wks.    owned   by   Co. 

CASTINE,  p.  926.  F.  dept — 1  h.  k  1.  trk.,  1 
hand  eng.,  2  hose  carts. 

COR  INN  A,  p.  1,170;  mere  bldgs..  wd.  F.  dept 
— 1  hand  eng.,  1  h.  &  1.  trk.,  I  hose  car.;  hose, 
cot,  rub.  lined,  gd.,  600  ft.;  tot  mem.,  40  voL 


Water  Supply — Src,  stnn.;  sys.,  pump.;  pomp, 
cap.   min.,   750  gals. 

CUMBERLAND,  p.  1,404;  mere  bldgs.,  wd.  F. 
dept.— 4  c  hand  ex.,  1  c  eng.,  1  hose  reel;  L  aL, 
telp. 

Water  Supply — ^Not  reported. 

DAMARISCOTTA,  p.  876.  F.  dept— 1  hand 
eng.,  1  h.  &  I.  trk.,  2  hose  carts;  hose,  2,000  ft; 
tot  mem.,  60;  val.  equip.,  $2,600;  vaL  bldga., 
$500;  exp.  dept,  $200. 

Water  Supply — Src,  Little  Pond;  sys.,  pump.; 
2  pumps,  cap.  day  800,000  gals.;  20  hyd.;  350 
serv.;  mains,  10  m.;  pres.,  dom.  100  lbs.:  ooit, 
$100,000;  cost  mtce.,  $1,000;  wks.  owned  by  Ca 

DANFORTH,  p.  1,292;  mere  bldgs.,  wd.,  2  stor.; 
priv.,  wd.,  1%  &  2  stor.;  wd.  rfs.  perm.;  fwks.  k 
combt  ord.;  causes  of  f.  inv.  F.  dept — 1  hand 
eng.,  1  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,500 
ft:  f.  al.,  bell;  tot  mem.,  20  voL 

Water  Supply — Src,  wells  k  riv.;  res.  cap.,  600,* 

000  gals.;  20  hyd.;  pres.,  90  lbs. 

DEERINQ,  p.  6,868.  F.  dept — 1  h.  ft  L  trk.,  H 
hand  ex.,  9  hose  car.;  f.  aL,  Gamewell;  tot  mem., 
100  voL 

Water  Supply — Supplied  by  Portland  Water  Dis- 
trict 

DEXTER,  p.  8.680;  mere  bldgs.,  bk.  k  wd.,  1 
to  5  stor.;  priv.,  bk.  k  wd.,  2  stor.;  wd.  rfs.  penn. 
in  f.  area;  combt  ord.  F.  dept. — 6  c.  hand  ex.,  1 
h.  k  1.  trk.,  4  hose  wag.,  hose,  cot.,  rub.  lined,  gd., 
3,000  ft;  inf.,  1.000  ft;  tot  hose,  4,000  ft;  f. 
aL.  Gamewell,  10  bx. ;  vaL  equip.,  $4^00;  vaL 
bldgs.,  $4,000;  exp.  dept.,  $1,200;  tot  mem.  76. 
pd.  part  time. 

Water  Supply — Src,  lake,  1-8  no.  bus.  ceot; 
sys.,  pump  to  res.;  res.  cap.,  500,000  gals.;  pvnp. 
eng.,  cap.  10  hours  860,000  gals.;  nmins,  iron,  6 
m.,  6  to  12  in.  dia.;  79  hyd.;  82  v.;  pres.,  100  to 
160  lbs.;  wks.  owned  by  town. 

DOVER  AND  FOXCROFT.  p.  8,000;  mere  bite., 
bk.  k  wd.  F.  dept — 2  hand  eng.,  1  h.  ft  L  tit., 
4  hose  oar.;  hose  rub.  lined, 'gd.,  3,000  ft:  inf-. 
1,000  ft.;  tot  hose,  4,000  ft.:  f.  aL,  wh.,  bell  k 
Gamewell.  14  bx.;  exp.  dept,  $1,500;   46  voL 

Water  Supply — Src,  riv.;  1^  m.  bus.  cent;  iTt-, 
dir.  pres.,  res.  cap.,  1,000,000  gala.,  2  pump.  eof. 
cap.,  day,  1.000,000  gals.;  mains,  c  L,  11  m..  4 
to  10  in.  dia.;  56  h^.;  62  v.,  600  serv.;  pipe,  ^t- 
L;  pres.,  dom.  k  f.  80  lbs.,  cons.  day.  800.000 
gals.;  cost,  $146,000;  cost  mtce.,  $1,500;  v^ 
owned  by  city. 

EAST  LIVERMORE,  p.  2,641;  bldn.,  wd.  ft  bL, 
2  stor.;  wd.  rfs.  perm.  F.  dept — 1  str.,  1  hssd 
eng.,  priv.  f.  pumps  ft  hose,  1  hose  wag.,  2  bose 
car.,  2  hrs.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft; 
linen,  gd.,  600  ft;  inf.,  800  ft;  tot  hose,  1,800  ft; 
f.  aL,  Gamewell;  vaL  equip.,  $2,000;  exp.  dcpt« 
$1,600;  tot  mem.  26  voL,  1  pd. 

Water  Supply — Src,  Lake,  4  m.  bus.  cent;  tif*-* 
grav.;  res.  cap.,  1.000.000  gals.;  1  pump.  eog..  op. 
day  360,000  gals.;  mains,  c.  L,  10  m.,  6  to  12  in. 
dia;  38  hyd.;  4  v.,  200  met;  pres.,  dom.  60  lbs.,  L 
75  lbs.;  cost,  $150,000;  wks.  owned  by  city. 

EASTON,  p.  1,216.  F.  dept — 2  c  eng..  20  e. 
hand  ex.;  f.  aL,  bell;  tot  mem.,  20  voL 

EASTPORT.  p.  4,961;  mere  bldgs.,  bk.  ft  «1« 
2  ft  8  stor.;  priv.,  wd.,  1  ft  2  star.;  wd.  rfs.  perou; 
fwks.    ft    combt    ord.      F.    dept — 4    c    hand   tx.. 

1  h.  ft  L  trk.,  6  hose  car.;  2  hrs.,  hose,  coc,  rob. 
lined,  gd.,  2,500  ft;  inf.,  1.000  ft;  tat  bose,  I.- 
600  ft;  f.  al.,  Gamewell,  12  bx.;  vaL  equip..  IS,- 
000;  vaL  bldgs.,  $8^600;  exp.  dept.,  $1,800;  tot 
mem.,  80  voL 

Water  Supply — Src,  lake,  8  m.  bus.  cent;  tju 
pump  to  stdp.;  stdp.  cap.,  600,000  gals.;  2  potp. 
eng.,  cap.  day  1,000.000  gala.;  mains,  iron,  20  m-, 
8  to  10  in.  dia.;  64  hyd.;  600  serv.;  pres..  doo.  M 
lbs.,  f.  80  lbs.;  cost,  $126,000;  cost  mtce..  $10.- 
600;  wks.  owned  by  Co. 

EDEN,  p.  4,411;  f.  area.  640  a.;  mere,  bkiga, 
wd.,  IH  to  6  stor.;  priv.,  wd.,  2H  stor.;  wd.  na. 
perm.;  fwks.  ft  combt  ord.;  canses  of  L  inv.  F. 
dept — 2  str.,  1  c  eng.,  2  c  hand  ex.,  1  h.  kl 
trk.,  6  hose  car.,  4  hrs.;  hose,  cot,  nib.  lined,  fd^ 
6,300  ft;  f.  «L,  bell;  vaL  equip.,  $li,SOO;  ^ 
bldgs.,  $1,800;  exp.  dept,  $8,500;  tot  mcBL  42. 
pd.  full  time  4.  vol.  68.  

Water  Supply — Src,  Eagle  Lake^  1%  ^  JS^ 
cent;  sys.,  grav:  pres.,  76  to  *0  lbs.;  cost,  $Jv,- 
000;  wks.  owned  by  Bar  H«rl>or  Water  Ca 
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ELLSWORT>l,  p.  8,649;  f.  area,  1,000  a.;  mere, 
bldgs.,  bk.  &;  wd.,  1  to  4  ator.;  priv.,  wd.,  2  ator.; 
wd.  rfa.  perm,  in  f.  area;  causea  of  f.  inv.  F. 
dept. — 1  h.  ft  1.  trk.,  8  hand  eng.,  7  hose  carts; 
hoee,  cot.,  rub.  lined,  gd.,  3,800  ft.;  inf.,  1,100 
ft;  tot.  hose,  4,900  ft.;  f.  aL,  bell;  val.  equip., 
$7,000;  vaL  bldgs.,  $4,000;  exp.  dept,  $1,800; 
tot.  mem.,  49  vol. 

Water  Supply — ^Src.,  lakes,  2  m.  bus.  cent;  sya., 
pump  to  8tdp.;  stdp.  cap.,  800,000  gals.;  dim., 
25  X  80;  2  pump,  eng.,  cap.  day  2,200,000  gals.; 
mains,  iron,  16  m.,  2  to  10  in.  dia.;  55  hyd.;  110 
v.;  met,  10;  600  serv.;  pipe,  galv.  i.;  pres.,  dom. 
115  lbs.,  f.  115  lbs.;  cons,  day,  700,000  gala.;  wks. 
owned  by  Co. 

FAIRFIELD,  p.  4,485;  f.  area,  040  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfa.  perm,  in  f.  area.  F.  dept — 1  str.,  2  h.  ft 
1.  trk.,  6  c.  hand  ex.,  1  hose  wag.,  4  hose  carts, 
hoee,  cot,  rub.  lined,  gd.,  3,500  ft;  f.  al..  Game- 
well,  10  bx.;  val.  equip.,  $(10,000;  val.  bldgs.,  $8- 
000;  exp.  dept,  $1,000;  tot  mem.,  25  vol. 

Water  Supply — Src.,  rlv.  (see  Waterville);  sys., 
pump  to  res.;  res.  cap.,  8,000,000  gals.;  2  pump. 
evg.,  cap.  day  4,500,000  gals.;  82  hyd.;  met,  10; 
pres..  f.  95  lbs.;  wks.  owned  by  Co. 

FALMOUTH,  p.  1,511.  P.  dept— 4  c.  eng.,  10 
hand  ex.;  tot.  mem.,  10  vol. 

FARMINQTON,  p.  3,210;  f.  area,  200  a.;  mere, 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.  F.  dept — 1  str.,  1  h.  ft  L  trk.,  1  ex.  ladder, 
1  a^ipply  wag.,  2  hose  car.;  hose,  rub.,  gd.,  2,800 
ft.;  inf.,  1,500  ft;  tot  hose,  8,800  ft:  f.  al.,  elec, 
6  bz.;  val.  equip.,  $12,000;  vaL  bldgs.,  $2,000; 
exp.  dept,  $500;  tot  mem.,  20  voL;  undrs.  rating, 
first   class. 

Water  Supply — Src,  pond,  5%  m.  bus.  cent;  sys., 
grav. ;  stdp.  cap.,  250,000  gals.:  dim.,  25  x  40, 
foe.  at  Powder  House  Hill;  mat,  iron;  1  pump. 
en^.,  cap.  day  1,000,000  gals.;  mains,  c.  i.,  16 
m.,  4  to  10  in.  dia.;  51  hyd.;  met,  3;  566  serv.; 
pipe,  galv.  i.;  pres.,  dom.  85  lbs.,  f.  86  to  100  lbs.; 
cons,  day,  92,072  gals.;  cost,  $14<6,500;  cost  mtce., 
$450;   wks.  owned  by  Corpn. 

FORT  FAIRFIELD,  p.  4,881;  f.  area,  900  a.; 
mere,  bldgs.,  wd.,  1  to  4  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  combt.  ord.;  causes  of 
f.  inv.  F.  dept — 1  hand  eng.,  1  h.  ft  I.  trk.,  8 
hose  carts;  hoee,  cot,  rub.  fined,  gd.,  2,700  ft; 
inf.,  300  ft;  tot.  hose,  8.000  ft;  f.  al.,  Game- 
well,  12  bx.;  val.  equip.,  $2,000;  val.  bldgs.,  $1,- 
000;    exp.  dept,  $400;  tot.  mem.  28,  pd.  part  time. 

Water  Supply — Src,  brook;  sys.,  grav.;  mains, 
3  TO.,  10  in.  dia.;  20  hyd.;  3  v.;  8  hose  pipes;  6 
nozzles;  met,  2;  66  serv.;  pres.,  dom.  65  lbs.,  f. 
65  lbs.;  cost,  $80,000;  wks.  owned  by  Go. 

FORT  KENT,  p.  3,810;  f.  area,  160  a,  F.  dept — 
3  hose  carts,  c  hand  ex.,  axes,  hooks  ft  ladders; 
val.   equip^  $3,000;  tot.  mem.,  36,  pd.  part  time. 

Water  Supply — Src,  strm.,  in  bus.  cent;  sys., 
erav.;  40  hyd.;  4  v.:  mains,  2,200  ft;  pres.  110 
lbs.;  cost,  $55,000;  wks.  owned  by  priv.  Co. 

FREEPORT,  p.  2,839.  F.  dept. — 2  c.  hand  ex., 
1    h.    &  1.  trk.,  8  hose  carts;  hose,  cot.,  rub.  lined, 

fd.,  2,000  ft;  inf.,  200  ft;  tot  hose,  2,200  ft.; 
al..  bell  ft  wh.;  val.  equip.,  $2,200;  val.  bldgs., 
3  7  00;  exp.  dept,  $400;  tot.  mem.,  25  vol.;  undrs. 
ratirif?,    second    class. 

Water  Supply — 18  hyd.;  pres.,  60  lbs. 

FRYEBURQ,  p.  1,876;  bldgs..  wd.,  1%  ft  2 
0t:or. ;  wd.  rfs.  perm.  No  org.  f.  dept — 1  h.  ft  1. 
tT'k.y  1  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,200 
ft.;  f'  aL,  bell;  vaL  equip.,  $3,000;  val.  bldgs., 
32,000. 

Water  Supply — Src,  mountain  strm.;  sys.,  grav.; 

j-ca.    cap.,  500,000  gals.;  mains,  7  m.,  6  to  10  in. 

<iiA. ;    1^  hyd.;   10  v.:   200  serv.;  pipe,  c.  i.;  pres., 

doxn.    60  lbs.,  f.  60  Ids.;  cost,  $38,000;  cost  mtce., 

3X40;    wks.  owned  by  Co. 

GARDINER,  p.  6,811:  f.  area,  1,280  a.;  mere 
l>1clgrs-»  hk.,  8  stor.;  pnv.,  wd.,  2  etor.;  wd.  rfs. 
r»«x"m. ;  fwks.  ft  combt  ord.  F.  dept — 8  str.,  10  c 
H&nd  ex.,  1  h.  ft  1.  trk.,  1  hose  wag.,  6  hose  car.; 
hose,  cot.,  rub.  lined,  gd.,  8,000  ft;  f.  al.,  wh.  ft 
teJ-p.,  6  hx.;  val.  equip.,  $20,000;  val.  bldgs.,  $5,- 
OOO:   tot  mem.,  87  vol. 

Vvat^r  Supply — Src,  Cobbossee  Oontee  rlv.:  sys., 
xytrrxip  to  res.  ft  dir.;  res.  cap.,  2,000,000  gals.;  2 
n^xmp-    ^"ff*»  claas  trip.,  cap.   day  8,400,000   gals.; 

■^Ain««    ^    ^«    ^^    ^^*    ^    ^^    ^^    ^°-    ^^^•'*    ^^    nycl.; 
70  serv.;  pipe,  galv.  i.;  pres.,  dom.  40  to  95  lbs.. 
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f.   40   to    95    lbs.;    cons,    dfty,    640,000   gals.;    wks. 
owned  by  Gardiner  Water  District. 

QORHAM,  p.  2,822;  mere  bldgs.,  bk.  ft  wd.,  8  ft 
3  stor.;  priv.,  2  stor.;  causes  of  f.  inv.  F.  dept — 
1  h.  ft  1.  trk.,  3  hose  car.,  reels,  ftc;  hose,  cot, 
rub.  lined,  gd.,  1,800  ft;  f.  al..  bell  ft  wh.;  vaL 
equip..  $1,500:  tot  mem.,  88  vol. 

Watsr  Supply — Src,  lake,  8  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  340,000  gals.;  dim.,  36 
X  50;  mat,  iron;  2  pump,  eng.,  cap.  day  1,500,- 
OOP  gals.;  mains,  iron,  6  to  8  in.  dia.;  35  hyd.; 
cost,   $50,000;  wks.   owned  by  Go. 

QOULDSBORO,  p.  1,259;  f.  area,  500  a.;  mere, 
bldgs.,  wd.,  1  to  8  stor.;  priv.,  wd.,  IH  &  2  stor.; 
wd.  rfs.  perm.;  no  fwks.  ft  combt  ord.  No  org.  f. 
dept. 

Water  Supply — Src,  pond,  2%  m.  bus.  cent; 
sys.,  grav.  ft  pump,  to  stdp.;  stdp.  cap.,  28,000 
gals.;  pump,  eng.,  cap.  day  350,000  gals.;  mains, 
3  m.,  6  to  8  in.  dia.;  5  hyd.;  60  serv.;  pres.,  f. 
100  lbs.;   cost  mtce.,  $1,000;  wks.  owned  by  Co. 

ORlAY,  p.  1,000.  F.  dept. — 2  c  hand  ex.;  vaL 
equip.,  $600;  vol. 

No  water  works. 

GUILFORD,  p.  1,800.  F.  dept — 8  hose  carta; 
hose,  col.,  nib  lined,  gd.,  1,600  fl.;  inf.  600  ft.; 
tot  hose,  2,200  ft;  val.  equip.,  $1,300;  val.  bldgs., 
$500;  exp.  dept,  $160;  tot  mem.,  16,  pd.  part 
time. 

Water  Supply — ^Two  pumps  (belong  to  factoiy), 
cap.  500,000  gals,  day;  7  hyd.;  pres.,  80  lbs. 

HALLOWELL,  p.  2,864;  f.  area,  1,280  a.;  mere 
bldgs.,  bk.,  stn.  ft  wd.,  8  ft  4  stor.;  priv.,  wd.,  2  ft 
2^  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  Inv.  F.  dept — 1  str.,  1  c.  eng. 
on  wis.,  1  hand  eng.,  4  c  hand  ex.,  1  h.  ft  L  trk., 
1  hose  wag.,  8  hose  reels,  12  hrs.;  hose,  cot,  rub. 
lined,  gd.,  2,000  ft;  Inf.,  500  ft.;  tot  hose,  2,500 
ft;  f.  aL,  bell;  val.  equip.,  $15,000;  val.  bldgs., 
$6,000;  exp.  dept,  $1,200;  tot  mem.,  40  vol. 

Water  Supply — Src,  epr.,  1V4  m.  bus.  cent;  ays., 
grav.  ft  pump  to  res.;  res.  cap.,  4,000,000  gala.; 
loc  back  of  city;  1  pump,  cap.  day  400,000  gals.; 
mains,  c  i.,  7  m.,  6  to  12  in.  dia.;  53  hjd.;  48 
v.;  met,  1;  600  serv.;  pipe,  wrt.  ft  ^alv.  i.;  pres., 
dom.  40  to  110  lbs.;  cons,  day,  180,000  gals.;  cost, 
$53,104;  cost  mtce.,  $2,200;  wks.  owned  by  dty. 

HARTLAND,  p.  1,115;  f.  area,  200  a.;  mere 
bldgs.,  wd.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt  ord.  F.  dept. — 2  str., 
1  hand  eng.,  2  c  hand  ex.,  1  h.  ft  1.  trk.,  1  hoae 
car.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft;  linen, 
gd.,  500  ft:  inf.,  600  ft;  tot  hose,  2,100  ft.; 
val.  equip.,  $1,800;  vaL  bldgs.,  $400;  tot  mem., 
voL 

Water  Supply — Src,  riv.  ft  cisterns,  in  bus.  cent; 
sys.,  pump,  water-wheel  in  mills;  mains,  2,400  ft., 
iron,  4  in.  dia.;  7  hyd.;  pres.,  from  force  pump  in 
water-wheel  ft  stm.  pump  in  mills. 

HEBRON,  p.  494.  F.2  dept  (belongs  to  He- 
bron Acad.) — 16  c  hand  ex.,  2  hose  carts;  f.  aL, 
bell;  tot  mem..  125. 

Water  Supply — Src,  pond,  3  m.  bus.  cent;  sys. 
jprav.  mains,  3  m.,  6  to  8  in.  dia.;  pres.,  dom.  ft  f. 
100  lbs.;  wks.  owned  by  priv  Co. 

HOULTON,  p.  5,846;  f.  district.  20  a.;  mere 
bldgs.,  wd.  ft  bk.,  1  to  8  stor.;  priv.,  wd.,  2% 
stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt.  ord.;  causea 
of  f.  inv.  F.  dept — 1  str.,  1  hand  eng.,  2  c.  hand 
ex.,  1  h.  ft  I.  trk.,  2  hose  wag.,  5  hose  cars.,  4  hrs.; 
hose,  cot,  rub.  lined,  gd.,  4,200  ft.;  inf.,  1,000  ft; 
tot  hose,  6,200  ft;  f.  al.,  Oamewell,  21  bx.;  val. 
equip.,  $10,000;  val.  bldgs.,  $18,000;  exp.  dept, 
$7,500;  tot.  mem.  28,  pd.  part  time;  undrs.  rating, 
second  class. 

Water  Supply — Src,  spr.  ft  strm.,  H  m.  bus, 
cent;  sys.,  pump  to  res.,  loc  on  Pearce  Hill,  1  m. 
bus.  cent;  res.  cap.,  2,229,000  gals.;  8  pump,  eng., 
cap.  day  8,750,000  gals.;  mains,  c  i.,  15  m.,  4 
to  12  in.  dia.;  105  hyd.;  200  v.;  980  serv.;  pipe, 
galv.  i.;  pres.,  70  to  100  lbs.;  cons,  day,  5,000,- 
000  gals.;  wks.  owned  by  town. 

ISLAND  FALLS,  p.  1,700;  f.  area,  10  a.  P. 
dept — 2  c  eng.,  2  hose  reels,  2,500  ft  hose;  t  aL, 
wh. ;  val.  equip.,  $2,500;  val.  bldgs.,  $2,500;  exp. 
dept.,  $300;  tot.  mem.,  16  voL 

Water  Supply — Src,  brook,  1  m.  bus.  cent.:  sys.. 
pump;  1  pump,  cap.  day  200,000  gals.;  mains.  8 
m.;  28  hyd.;  pres.,  dom.  95  lbs.,  f.  96  lbs.;  wka. 
owned  by  private  Co. 
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JAY,  p.  2.987.  F.  dept. — 1  hose  cart;  f.  al.,  bell; 
tot.  mem.,  40  vol. 

KENNEBUNK,  p.  8,099;  mere  bldgs.,  bk.  &  wd., 

1  to  4H  Btor.;  priv.,  bk.  k  wd.,  2  ator.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  &  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 2  hand  eng.,  8  c  hand  esc,  1  hose 
wag.,  8  hose  car.;  hose,  cot.,  rub.  lined,  gd..  8,600 
ft.;  f.  al.,  Gamewell,  18  bx.;  val.  squip.,  $9,000; 
val.  bldgs.,  $7,000;  exp.  dept.,  $2,200;  tot.  mem. 
76,  pd.  part  time. 

Watsr  Supply — Src.  brooks  ft  spr.,  2%  m.  bus. 
cent.;  sys.,  pump  to  stdp.:  stdp.  cap.,  660,000  gals.; 
dim.,  80  X  106;  mat.,  stl.;  2  pump,  eng.,  cap.  day 
2,000.000  gals.;  mains,  c.  i.,  60  m.,  2  to  12  in. 
dia.;  82  hyd.;  met.,  16;  pres.,  dom.  66  to  70  lbs., 
f.  70  to  90  lbs.;  wks.  owned  by  Co. 

KINQFIELD,  p.  1,000;  f.  area,  800  a.  P.  dept. 
— 1  h.  ft  1.  trk.,  1  hose  wag.;  hose,  1,000  ft.;  f.  al., 
Oamewell;  val.  equip.,  $800;  exp.  dept.,  $76;  tot. 

mem.,  16  vol.  ...  ^  ^ 

Water  Supply — Src,  pond;  sys.,  grav.;  27  ^d.; 
mains,  6  m.;  pres.,  dom.  86  lbs.;  cost  mtce.,  $600; 
wks.  owned  by  Co. 

KITTERY,  p.  3,588;  f.  area,  1.800  a.;  mere 
bWgs.,  wd..  1  to  8  stor.;  priv..  wd.,  2  ft  8  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 2  comb,  h  ft  1.  trk. 
ft  hose  w«g.,  1  hose  reel.  4  hrs.;  hose,  cot.,  rub. 
lined,  1,500  ft.;  inf.,  800  ft.;  tot.  hose,  1,800  ft.; 
f.  si.,  bell  ft  wh.;  21  bx.;  val.  equip.,  $2,000;  val. 
bldgs.,  $2,000;  exp.  dept.,  $200;  tot.  mem.,  86, 
pd.  part  time  20.  vol.  66. 

Water  Supply — Src.,  pond;  syB.»  grav.;  res.  cap., 
200,000,000  ffUs.;  mains,  &  i.,  8%  m.,  12  in.  dia.; 
56  hyd.;  met.,  1;  86  serv.;  pipe,  galv.  i.;  pres.,  dom. 
96  lbs.,  f.  96  lbs.;  cons,  day,  180,000  gals.;  cost, 
$100,000;  cost  mtce..  $1,600;  wks.  owned  by  town. 

LEWISTON.  p.  26,247;  f.  area,  16  m.;  mere, 
bldgs.,  stn.,  wd.  ft  bk.,  1  to  6  stor.;  priv.,  wd.,  2% 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.     P.  dept. — 1  auto.  comb.  c.  ft  h.  wag., 

2  str.,  1  c  eng.,  20  c  hand  ex..  2  h.  ft  1.  trk.,  4 
hose  wag.,  2  hose  reels,  14  hrs.;  hose,  cot.,  rub. 
lined,  11,460  ft.;  f.  al.,  Oamewell.  44  bx.;  val. 
equip.,  $46,416;  val.  bldgs.,  $89,626;  exp.  dept^ 
$22,000;  tot.  mem.  79,  pd.  full  time  7,  pd.  part 
time  72;  tmdrs.  rating,  first  class. 

Water  Supply — Src,  lake,  3  m.  bus.  cent.;  8>»., 
grav.  pump  to  res.  ft  dir.;  res.  cap.,  12,000,000 
gals.;  loc.  2%  m.  aUtion;  8  pump,  eng.,  cap.  day 
6,000,000  gals.;  mains,  c.  i.,  48  m.,  4  to  24  in. 
dia.;  220  hyd.;  400  v.;  met..  275;  3.250  serv.;  pipe, 
lead;   pres.,   dom.  ft  f.   86   lbs.;   cons,   day,   5.000,. 

000  gsls.;  cost,  $859,868;  coat  mtce.,  $12,000; 
wks.   owned  by   city. 

LIMERICK,  p.   874.     F.  dept. — 2   hose  carU,   6 
hand  ex.;  f.  aL,  bell  ft  elec;  tot.  mem..  80  voL 
LIMESTONE,  p.  1,131.     F.  dept. — 1  h.  ft  1.  trk., 

1  hose  wag.,  2  hose  reels.  2  hrs.;  hose.  cot.  rub. 
lined,  gd.,  1,300  ft.;  f.  al.,  bell;  val.  equip..  $1,100; 
val.  bldgs.,  $700;  exp.  dept.,  $100;  tot.  mem.,  28 
vol. 

LINCOLN,  p.  1,781.  F.  dept. — 1  c  eng.,  1  hand 
eng.,  1  hose  cart;  hose,  1,600  ft.;  tot.  mem.,  60. 

Water  Supply — 6  res.  ft  5  hyd.  in  villsge. 

LISBON,  p.  4,116;  f.  area.  200  a.;  mere  bldgs., 
bk.,  2  ft  8  stor.;  priv.,  wd.,  1  ft  1%  stor.;  wd.  rfs. 
perm.;  no  fwks.  ft  combL  ord.;  causes  of  f.  inv. 
I-.  dept. — 1  hsnd  eng.,  1  h.  ft  L  trk.;  hose,  coL, 
rub.  lined,  gd.,  1,400  ft.;  linen,  gd.,  400  ft.;  tot. 
hose.  1,800  ft.;  mill  has  2,000  ft.  hose  ft  1  hand 
eng.:  val.  bldgs.,  $1,600;  tot.  mem.,  16. 

Water  Supply — Src,  riv.  ft  res. 

LISBON  FALLS,  p.  1,600;  mere  bldgs.,  bk.,  1  ft 
1%  stor.;  priv..  wd.,  1%  stor.;  wd.  rfs.  pemu;  no 
fwks.  ft  combt.  ord.  F.  dept. — 1  str.,  1  hose  wag., 
12  c.  hand  ex.,  2  hose  car.;  hose,  cot.,  nib.  lined, 
:d.,  8,500  ft.;  f.  al.,  bell;  val.  equip.,  $6,000;  val. 
•Idgs..  $2,000;  exp.  dept,  $1,000;  tot.  mem.,  19, 
pd.  part  time. 

Water  Supply — Src,  welli,  %  m.  bus.  cent.;  sys. 
pump  to  stdp.;  stdp.  cap.,  900,000  gals.;  dim., 
60  X  63;  mat.  cone;  2  pump,  eng.;  cap.  day  860,- 
000  gals.;  mains  c.  i.;  7  m.;  6  to  12  in.  dia.;  67 
hyd.;  200  met.;  299  serv.;  pipe,  galv.  ft  wrt  i.; 
pres.  dom.  ft  f.  80  lbs.;  cost,  $80,000;  wks. 
owned  by  town. 

LIVERMORE  FALLS,  p.  2,600;  f.  area,  2  eq.  m.; 
mere  bldgs..  wd.  ft  bk.,  1  to  4  stor.:  priv..  wd., 
1^  stor.;  wd.  rfs.  perm,  in  f.  srea;  fwks.  ft  combt. 


I 


ord.;  causes  of  f.  inv.  F.  dept. — 1  str.,  1  h.  ft  L 
trk.,  12  c.  hand  ex.,  1  hose  wag.,  8  hose  reels.  S 
hrs.;  hose.  coL,  rub.  lined,  gd.,  600  ft;  inf.,  2,00D 
ft;  tot  nose,  2,600  ft;  f.  aL,  wh.^  8  bx.;  \mL 
equip.,  $8,000;  vaL  bldgs.,  $4,000;  exp.  dept, 
$600;  tot  mem.  80,  pd.  part  time. 

Water  Supply — Src,  Moose  HUl  Pond,  8  m.  bus. 
cent;  sys.,  grav.  res.  cap.,  800.000  gals..  1  pump, 
eng.  cap..  360,000  gals.;  day«  mains,  iron,  S*i 
m.,  6  to  12  in.  dia.;  87  liyd.;  561  serv.;  pipe, 
galv.  i.;  pres..  dom.  40  lbs.,  f.  115  lbs.  com.  day 
200,000  gals.,  cost  mtce.,  $500;  wks.  owned  b; 
city. 

LUBEC,  p.  8,868;  f.  srea,  160  a.;  mere,  bldga., 
wd.,  1%  ft  2  stor.;  priv.,  wd..  1^  k  2  stor.;  wd. 
rfs.  penn.;  fwks.  ft  combt  ord.;  causes  of  t  inv. 
F  dept — 1  hand  eng.,  24  c  hand  ex.,  1  h.  ft  L 
trk.,  4  hose  car.;  hose,  cot,  rub.  lined,  gd.,  8.400 
ft;  f.  aL,  bell;  val.  equip.,  $2,000;  vaL  bldgs., 
$S50;  exp.  dept,  $500;  tot  mem.,  86,  pd.  part 
time  26,  vol.  60. 

Water  Supply — Src,  spr..  2H  m.  bus.  cent;  an., 
pump  to  res.  ft  stdp.;  stdp.  cap.,  800,000  gak; 
dim.,  26  x  96;  mat,  iron;  res.  cap..  500.000  nh., 
loc.  2H  UL  south  town;  1  pump,  cap.  day  1,000.- 

000  gals.;  maina,  iron,  9  m.,  4  to  10  in.  dia.;  30 
hyd.;  met,  18;  pres.,  dsm.  76  lbs.,  f.  86  lbs.;  cods. 
day,  100.000  gals.;  cost,  $60,000;  cost  mtce.. 
$2,000;  wks.  ovmed  by  town. 

MACHIAS,  p.  2,082;  f.  area,  660  a.;  mere,  bldgs., 
wd.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  pens.; 
fwks.  ft  combt  ord.  F.  dept — 2  hsnd  eng.,  25  e. 
hand  ex.,  1  h.  ft  L  trk.,  1  hose  wag.,  6  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  2,000  ft;  nib.,  gd.,  SOO 
ft.:  inf.,  760  ft;  tot  hose,  8.050  ft;  f.  id.,  dec. 
6  bx.;  vaL  equip.,  $6,000;  tot  mem.  82,  pd.  foil 
time  12,  pd.  part  time  20;  undrs.  rating,  ftast  daw. 

Water  Supply — Src.  riv.,  H  m.  bus.  cent;  v^ 
pump  to  stdp.;  stdp.  cap..  860,000  gals.;  dim.,  2S  x 
85;  2  pump.  eng..  class  dup.,  ft  comp.  cap.  day 
.2,500,000  gals.;  mains,  iron,  8  m.,  6  to  10  in.  dia.; 
SB  hyd.;  811  serv.;  2  met;  pres..  dom.  75  lb«.,  f. 
90  ItM.;  cons.,  day.  150,000  gals.;  cost.  $75,000; 
wks.  owned  by  priv.  Co.  , 

MACWASPORT,  p.   1,200.     F.  dept — 1  c  ««.. 

1  gas  eog.;  val.  equip.,  $5,000;  voL 
Water  Supply^-arc,  res. 

MADISON,  p.  8.879;  f.  area,  276  a.;  mere.  bldKn. 
bk  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  l\k  stor.;  vd. 
rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes  of 
f.  inv.  F.  dept. — 5  c.  hand  ex.,  1  h.  ft  L  trk.,  * 
hose  wag.;  hose,  cot.,  rub.  lined,  gd.,  2,400  ft;  iaf. 
1.200  ft;  tot  hose  3,600  ft;  f.  id.,  wh..  9  bx.;  v.L 
equip.,  $1,000;  vaL  bldgs.,  $2,000;  exp.  depL, 
$1,000;  tot  mem..  40  vol. 

Water  Supply — Src,  riv.;  ^ys.,  pump  to  !«.;  res. 
cap.,  1,000.000  gals.;  pump,  eng.,  cap.  min.  700 
gals.;  mains.  4  m.,  6  to  10  in.  dia.;  86  bvd.;  IS 
v.;  878  serv.;  pipe,  galv.  i.;  pres.,  dom.  60  lbs.,  I 
60  to  80  lbs.;  wks.  owned  by  Madison  Water  Co. 

MARS  HILL,  p.  1,188.     F.  dept — 2  c  eng.,  IS 
hand  ex.,  2  hose  reels,  2  sleds,  12  ft.  hose:  voL 
Water  Supply — Src,  Young  lake,  4  m.  bus.  ceet 

MECHANIC  FALLS,  p.  1,686;  bldga..  wd.,  2  star.; 
wd.  rfs.  perm.;  no  fwks.  ft  combt  ord.  F.  dept. — 
1  hose  wag.,  3  hose  car.;  hose,  cot.,  rub.  lired. 
gd.,  8,000  ft.;  f.  aL,  Gamewell,  vsL  equipi,  |i.- 
500;  val.  bldgs.,  $2,000;  exp.  dept.  $500;  x&l 
mem.  86,  pd.  luU  time  •8,  vol.  88. 

Watsr  Supply — Src,  ?pr.,  %  m.  bos.  cot:  cu, 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  816,000  gak; 
dim.,  80  X  60;  pump,  eng.,  dsss  dup.,  cap.  day 
1,750,000  gals.;  maina,  6%  m.,  4  to  IS  in.  die.; 
60  hyd.;  met,  86;  418  aerr.;  pipe,  galv.  L;  pres^ 
dom.  86  to  100  lbs.,  f.  86  to  100  lbs.;  wkaL  owned 
by   PcMtland  Savings  Bank. 

MIDDLETON.  p.  1,068.  F.  dept^l  hose  csr.; 
hose,  1,200  ft;  val.  equip.,  $1,200;  vaL  bk^. 
$800;  tot  mem.  18,  pd.  part  time. 

Water  Supply-^ Src,  pipe  line  from  Daarni 
waterwks.  ays.;  9  hyd.;  pres.,  66  lbs.;  iHes.  owned 
by  Danvers  water  sys. 

MILFORD,  p.  888.  F.  dept — 20  c  hand  ex..  1 
hose  cart,  1  hose  reel;  hose,  2,700  ft;  L  aL.  bell: 
tot  mem.,  26. 

Watsr  Supply — 26  hyd.;  prea.,  80  Iba. 

MILLBRIDGE,  p.  1,921.    No  f.  d«M. 

Watsr  Supply — Src,  spr.  ft  wells,  2  m.  bss. 
cent;  ays.,  grsv.;  pump  to  res.  ft  ^.;  res.  loc  a! 
spr.;  8  pump,  eng.,  cap.  day  60.000  cala.;  suir*. 
c   i.,  2)^  DL,  6  in.  dia.;  120  serv.;  pipe,  galv.  L: 
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ores.,  dom.    46    lbs.;    cost,    $16,000;    cost    mtce., 
$200;  wks.  owned  bj  Millbridffe  water  Co. 

MILLINOCKETT.  p.  8,868.  F.  dept.— 1  h.  ft  L 
trk.,  1  hose  reel,  1  hose  wag.;  hoee,  4,000  ft.;  t 
al.,  wh.;  tot.  mem.,  40. 

Water  Supply — Src  ft  ajra.  not  reported:  86  hyd.; 
prcs.,  96  Ibe. 

MONMOUTH,  p.  1,286.  F.  dept. — 2  h.  ft  1.  trk., 
4  hand  ex.,  1  hand  eng.,  8  hoee  carts;  f.  aL,  bell; 
tot.  mem.,  40  vol. 

MONSON,  p.  1,116;  mere  bidgs.,  wd.,  1  ft  8 
•tor.;  priv..  wd.,  1%  stor.;  wd.  rfs.  perm,  in  f. 
area;  fwks.  ord.;  causes  of  f.  inv.  F.  dept. — 1  s^., 
1  h^d  eng.,  1  hose  car.;  hose,  cot.,  rub.  lined,  gd., 
1,000  ft.;  f.  al.,  bell;  vaL  eouip.,  |1,000;  vaL 
bldga.,  $1,000:  tot.  mem.,  60  vol 

Water  Supply — Src,  pond,  in  bus.  cent.;  sys.,  1 
pump.  eng.  ft  hand  ex.;  6  hyd. 

MOUNT  DESERT,  p.  1,600.  F.  dept.— 8  hand 
ex..  2  hose  carts;  f.  al.,  bell;  tot.  mem.,  80  vol. 

NEWCASTLE,  p.  1.076;  f.  area,  800  a.;  mere, 
bldgs..  bk.  ft  8tn..  2  stor.;  priv.,  wd..  2  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt.  ord.  F.  dept^— 2  h^d 
eng.,  2  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1.200 
ft.;  inf..  600  ft.;  tot.  hose,  1,700  ft.;  f.  al..  beU; 
?al.  equip..  $1,600;  vaL  bldgs.,  $600;  tot.  mem. 
43,  pd.  full  time  80,  voL  16.  ^      ^, 

Water  Supply— Src,     from  Damariscotta,  Me. 

NEWPORT,  p.  1,800;  mere,  bldgs.,  wd.,  1  to  8 
stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm,  to 
f.  area;  causes  of  f.  Inv.  F.  dept. — 1  auto.  str. 
6  c  hand  ex.,  1  hand  eng.,  1  h.  ft  1.  ^k.,  2  hose 
carta;  hose  rub.  lined,  gd.  8,200  ft.;  f.  al.,  wh.; 
tot.  oiem.,  88  vol. 

Water  Supply — &rc.,  lake.  8  m.  bus.  cent;  aya., 
gray.;  ineins.  c  i.;  10  m.,  6  to  12  In.  dia.;  18 
hyd.;  21  met.,  160  serv.;  pipe,  galv.  i.;  pree..  dom. 
ft  f..  00  H)s..  coat,  $100,000,  cost  mtce.,  $100; 
wfcs.   owned  by  priv.  Co. 

NORTH  ANSON,  p.  1,000.  F.  depL— 1  h.  ft  L 
trk.,  1  hose  car.,  2  c.  eng,;  hoee,  cot,  rub.  lined, 

gd.,  1.600  ft.  ^  ,K  u  A 

Water  Supply — Src,  riv.;  waterwks.  ays.;  1&  hyd. 

NORTH  BERWICK,  p.  1,900.  F.  dept.— 2  hose 
car.,  1  h.  ft  L  trk.;  hose,  cot.,  rub.  lined,  gd.,  2,j>00 
ft.;  €xp.  depL.  $400;  tot.  mem.,  40  voL 

Water  Supply — Src,  brook.  1  ro.  bua.  cent.;  sys., 
pump;  pree.,  dom.  00  lbs.,  f.  00  lbs.;  wks.  owned 
by  private  Co. 

NORRIDGEWOCK,  p.  1.600;  bldgs.,  bk.  ft  wd., 
2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.  r. 
dept- — 1  auto,  str.,  1  hand  eng.,  1  c.  eng.,  15  c. 
hand  ex.,  1  aer.  trk.,  1  supply  waff.,  1  hoae  car-. 
2  hra..  1.600  ft.;  rub.  hose,  f.  ah.  bell  ft  wh., 
vaL  equip..  $2,200;  tot.  mem.  60  vdl. 

Water  Supply — Src,  brook.  %  m.  biw.  cent.; 
flvs.,  pump  to  stdp.;  stdp.  cap..  12.000  gals.;  dim.. 
1*3  X  1«;  mat.  wd.  ft  cem.;  1  pump,  eng.;  cap. 
day  34,000  gals.;  mains,  iron,  1%  m.;  1%  to  S 
in.  dia.;  70  serv.;  pipe,  galv.  i- j  pres.  dom.,  20 
Jbs. ;  con*,  day  5,000  gals.;  cost,  $6,000;  cost  mtce.. 
$200;    wks.   owned  by  priv.    Co. 

NORWAY,  p.  8.002;  f.  area,  260  a.;  mere  bldgs., 
bk.  ft  wd.,  2  to  4  stor.;  priv.,  wd..  1  to  8  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwka.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  hand  eng.,  1  c  eng.,  1  h. 
&  1  trk..  6  c.  hand  ex.,  4  hose  oar. ;  hose,  cot., 
rub.  lined,  gd.,  8.800  ft.;  inf.,  800  ft..;  ♦ot.  hose, 
4  100  ft.;  1.  al..  elec,  8  bx.;  val.  equip.,  $6,600; 
\kl.   bldffs.,  $2,000;  exp.  dept.,  $1,500;  tot.  mem.. 

Water  Supply — Src,  lake;  sya.,  pump  to  re^J  res. 
cap.,   600,000  gals.;  2  pump.  eng..  W-  d*^  i'^J^S'* 

000  gala.;  mains,  c  i.,  4  m.,  4  to  10  in.  dia.;  84 
hyd.:  10  v.;  met..  4;  860  serv.;  piP«»J^^- l-I  P«»m 
dom'  85  lbs.,  f.  90  lbs.;  cons.  day.  250,000  gals.; 
SSst,    $^6,000;  cost  mtce.,  $2,868;  wks.  owned  by 

Co.  ' 

OAKLAND,  p.  2,400;  f.  area.  640  a.;  mere,  bldgs., 
bk  ft  wd.,  1%  to  8  stor.;  priv..  wd.»  wd.  rfs.  pwin. 
in  f  area;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F    dept. 1  hand  eng..  1  h.  ft  1.  trk..  6  bose  car.. 

1  hra.;    boae,  coL,  rul>.  lined,  jrd.,  4,000  ft.;  f.  al., 
wh      12   bx.;  exp.  dept.,  $2,000;  tot.  mem..  6o  vol. 

Water  Supply — Src,  riv.  ft  strm.;  sys.,  pump  to 
r«i  -  rea.  cap.,  2,000.000  gals.;  2  pump,  eng.; 
S^iia.  Tm.;  86  hyd.i'pres.  80  to  126  lbs.;  cost 
mtce./  f  8,600;  wks.  owned  by  Co. 

OLD  ORCHARD,  p.  1.000;  f.  area.  1,000  a.; 
inerc-  bld«a..  wd.  ft  cem..  1  to  4  stor.;  pnv.,  wd.  ft 


cem..  IH  to  8  stor.;  wd.  rfs.  perm,  in  f.  area; 
causes  of  f.  inv.  F.  dept. — 1  comb,  ladder  ft  hose 
wag.,  1  chiefs  auto.;  1  str..  1  h.  ft  1.  trk..  6  c 
hand  ex..  2  hose  wag.,  3  hose  reels.  2  hrs.;  hose, 
cot.,  rub.  lined,  gd.,  6,000  ft.;  f.  al.,  compressed  air 

*/,■;•  A^  ^*"  *  ^*^-'  ^'*^-  ^"^P"  ^8»000;  val.  bldgs.. 
$16,000;  exp.  dept.,  $2,500;  tot.  mem..  16,  pd.  ftill 
time  2,  vol.  14. 

Water  Supply — Src,  riv.;  ays.,  grav.,  pump  dir.; 
^A/f^A^nk  10.000.000  gals.;  pump.  eng..  cap.  da^ 
1.000.000  gala.;  maina,  10  m..  4  to  12  in.  dU.;  47 

5^^''  A^,V  "2*V*l'  ?^^  ?«^-J  p'p«'  ««^i^-  «•;  P"»-. 

dom.  40  lbs  f.  00  to  100  lbs.;  cost,  $170,000;  cost 
mtce.,  $1,600;  wks.  owned  by  Co. 

u^P^^J^Yf^'.^'  ®'21^»  '•  »«»»  1.000  a-;  mere 
bldgs^  bk.  ft  wd.,  2  ft  3  stor.;  priv.,  wd.,  2H  stor.; 

wd.  rfs.  perm.  In  f.  area;  combt.  ord.;  causes  of  f. 

S*^-  v*^-  dept.— 1  h.  ft  1.  trk.,  i  str..  1  hand  eng.. 

6  c  hand  ex..  1  comb,  c  ft  h.  wag.,  1  hose  wag.,  4 

J?!*i  ^"^  iJ^^*  ******  «>*•'  ™*^-  lined.  8fd.,  0,000 
ft;  inf.,  6.000  ft.;  tot.  hoae,  16.000  ft.;  f!  al..  beU. 
26  bx.;  val.  bldgs..  $0,600;  exp.  dept.,  $12,000; 
tot.  mem.  106,  pd.  full  time  11,  voL  04. 

Water  Supply — Src,  riv.,  in  bus.  cent.;  sys..  pump 
to  stdp.;  stdp.  cap.,  52i8,00Ogal8.;  dim..  80  x  100; 

V*^VvAi°'  ^P>  "*•*•»  "^'-J  2  pump.  eng..  cap.  day 
4,000.000  gals.;  mains,  c  i.,  18  m..  4  to  12  to. 
dia.;  72  hyd.;  met.  74;  prea.,  dom.  80  lbs.,  f. 
80  to  180  lbs.;  cons,  day,  800,000  gals.;  wks. 
owned   by   Co. 

ORONO,  p.  8,665;  f.  area,  800  a,;  mere  bldgs., 
wd.,  2  stor.;  priv.,  wd.;  IH  ft  2  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept— 2  hand  eng.,  1  h.  ft  L  trk.,  8  hose  reels; 
hose.  Imen.  gd..  2.800  ft.;  f.  aL,  bell  ft  wh.;  vaL 
equip.,  $5,000;  val.  bldgs.,  $26,000;  exp.  dept, 
$1,860;  tot  mem.  40,  pd.  full  time 

Water  Supply — Src,  pond.  8  m.  bus.  cent;  ^ya., 
pump  to  stdp.;  stdp.  cap.,  401.800  gals.;  2  pumps, 
cap.  day  1,600,000  gale.;  mains,  c  i..  12  m..  6  to 
12  in.  dia.;  68  hyd.;  50  v.;  177  met;  400  serv.; 
pipe,  galv.  i.;  pres.,  dom.  ft  f.,  100  lbs.;  cost, 
$120,000;  wks.  owned  by  priv.  Co. 

OXFORD,  p.  1,881;  f.  area.  640  a.;  mere  bldgs.. 
bk.  ft  wd..  2  stor.;  priv..  wd..  2  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  str..  1  hand  eng.,  1  h.  ft  L  trk..  1  hose 
wag..  1  hoee  car.,  6  hrs.;  hose,  cot,  rub.  lined, 
gd.,  1.000  ft.;  linen,  gd.,  600  ft;  tot.  hose,  1,600 
ft:  f.  al.,  bell;  tot.  mem.  75.  pd.  part  time. 

Water  Supply — Src,  wells  ft  cisterns. 

PARIS,  p.  8,486.  F.  dept. — 10  c  hand  ex.,  1  b. 
ft  1.  trk.,  5  hoae  carte;  hose,  8,000  ft.;  f.  al.,  bell; 
tot  mem.,  68  pd.  men. 

Water  Supply — Src,  wells;  ays.,  grav.;  2  res., 
cap.  8,000.000  gals.;  2  dams;  26  hyd.;  pres.,  90 
lbs. 

PATTEN,  p.  1,200;  mere  bldgs.,  wd.,  2  stor.; 
priv.,  wd.,  2  stor.;  wd.  rfs.  perm,  to  f.  area;  fwka. 
ord.;  causes  of  f.  tov.  F.  dept. — 1  hand  eng,,  100 
c.  hand  ex.,  1  hose  wag.,  1  hose  car.;  hose,  cot., 
rub.  Itoed,  gd.,  1,000  ft:  val.  equip.,  $1,000;  vaL 
bldgs.,  $500;  exp.  dept,  $100;  tot  mem.,  16  vol. 

Water  Supply — Src,  spr.;  sys.,  grav.;  maina,  galv. 
i.,  1  m.,  2V^  in.  dia.;  86  serv.;  pipe,  galv.  i.;  cost, 
$3,200;  wks.  owned  by  Co. 

PHILLIPS,  p.  1,500.  F.  dept — I  c  hand  ex., 
1  h.  ft  1.  trk.,  1  hose  wag.,  1  hose  reel;  hose,  cot., 
rub  lined,  gd.,  2,600  ft;  f.  al.,  wh.;  exp.  dept, 
$150;  tot.  mem.,  40,  pd.  part  time. 

Water  Supply — Src,  Blue  pond,  68  ft  bus.  cent.; 
sys.,  grav.;  24  hyd.;  prea.,  80  lbs. 

PITTSFIELD,  p.  2,891;  f.  area,  200  a.;  mere 
bldgs..  bk.  ft  wd.,  2  stor.;  priv..  wd.,  IH  to  2)^ 
stor.;  fwks.  ft  combt.  ord.  F.  dept — 1  h.  ft  L 
trk..  10  c  hand  ex.,  5  hose  wag.,  8  nrs.;  hose,  cot, 
rub.  lined,  gd.,  6,500  ft;  f.  al.,  elec.  12  bx.;  tot 
mem.  100.  pd.  part  time. 

Water  Supply — Src.  riv.,  1  m.  bus.  cent.;  sys., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  220,000  gala.; 
dim.,  25  X  60;  mat,  iron;  1  pump,  eng.,  clasa  dup.. 
cap.  day  750,000  gals.;  mains,  e  i.,  10  m.,  4  to 
10  in.  dia.;  83  h^'d.;  55  v.;  569  serv.;  pipe,  galv. 
i.;  pres.,  dom.  75  lbs.,  f.  76  to  100  lbs.;  cons,  day, 
250,000  gals.;  cost.  $60,000;  cost  mtce..  $4,000; 
wks.  owned  by  town. 

POLAND,  p.  1.648;  f.  area.  400  a.;  bldgs.,  wd., 
1  ft  2  stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt.  ord. 
No  f.  dept. 

Water    Supply — Src,   well,    in   bua.    cent.;   sys.. 
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pump  dir. ;  pump,  eng.,  cap.  day  74S,S00  gals.; 
mains,  wrt.  i.,  500  ft.,  5  in.  dia.;  8  byd.;  pres.,  f. 
150  lbs.;  cost.  $2,000;  wks.  owned  by  Co. 

PORTLAND,  p.  58,671;  f.  area,  18  sa.  m.;  mere, 
bldgs.,  bk.  &  wd.,  1  to  11  etor.,  priv.,  bK.  &  wd.,  1 
to  4  6tor. ;  wd.  rfs.  perm.  in.  f.  area;  fwka.  & 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  f.  boat, 
3  comb.  aer.  k  ladder  trk.,  8  sir.,  2  in  reserve,  2 
h.  &  1.  trk.,  4  chiefs  wag.,  10  fuel  &;  exercise  wag., 
10  exercise  sleds,  10  hose  sleighs.,  1  c.  eng.  on 
wis..  55  c.  hand  ex.,  1  aer.  trk.,  10  hose  wag.,  2 
in  reserve,  1  hose  reel,  in  reserve,  51  hrs. ;  hose. 
cot.,  rub.  lined,  gd.,  18,700  ft.;  1.700  ft;  in 
reserve;  15,350  ft.;  inf.,  hose;  f.  al.,  Gamewell, 
148  bx.;  val.  equip.,  $114,700;  val.  bldgs.,  $91,- 
600;  exp.  dept,  $135,513;  tot  mem.  225.  pd. 
full  time  96,  pd.  part  time,  87,  substitutes  82  pd., 
10  pd.  vol. 

Water  Supply — ^Src,  lake,  17  m.  bus.  cent;  sys., 
grav.;  stdp.  cap.,  658,000  gals.;  dim..  40  x  70, 
loc  on  hill;  mat,  stl.;  res.  cap.,  88,680,000  gals.; 
pump,  eng.,  cap.  15.000,000  gtilB.  daj',  mains,  cem. 
k  c.  i..  233  955-6280  m.,  %  to  48  in.  dia.;  1,000 
hyd.;  "1.407  V. ;  met.  8,650;  13,197  serr.;  pipe,  galv. 
i.  A  lead;  pres.,  dom.  40  to  100  lbs.,  f.  66  lbs.; 
oons.  day,  8,800,000  gals.;  cost,  $5,000,000;  wks. 
owned  by  Portland  Water  District 

PRESQUE  ISLE,  p.  6,179;  f.  area,  640  a.:  mere, 
bldgs.,  bk.  k  wd.,  1  to  4  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F.  dept. 
— 1  h.  k  1.  trk.,  8  c.  hand  ex.,  1  hose  wag.,  2  hose 
reels:  hose,  cot,  rub.  lined,  gd.,  8,000  ft:  inf..  800 
ft.;  tot  hose,  8,800  ft.;  f.  al.,  wh.  k  Oamewell,  6 
bx.;  vaL  equip.,  $6,000;  val.  bldgs.,  $12,000;  exp. 
dept,  $6,000;  tot  mem.  40,  pd.  part  time. 

Water  Supply — Src,  brook,  1  m.  bus.  cent;  sys., 
grav.  k  pump  dir.;  res.  cap.,  26,000.000  gals.;   1 

?innp.  eng.,  cap.  day  1,260,000  gals.;  mains,  c  1., 
m.,  %  to  8  in.  dia.;  19  hyd.;  met,  2;  206  serv.; 
pipe,  galv.  i.;  pres.,  dom.  46  lbs.,  f.  100  lbs.;  cost, 
$65,000;  wks.  owned  by  Oo. 

PRINCETON,  p.  1,094.  F.  dept— 1  c  eng.,  1 
hand  eng.,  1  hose  car.;  hose,  cot.,  rub.  lined,  gd., 
600  ft. 

Water  8upply-~Src..  rlv.,  lake  k  cisterns,  H  m- 
bus.  cent;  no  waterwks.  sys. 

RANDOLPH,  p.  1,086;  f.  area,  640  a.;  mere 
bldgs.,  bk.  k  wd..  I  k  2  stor.;  priv.,  wd.,  1  k  2 
stor.;  wd.  rfs.  perm.;  no  fwks.  k  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  hose  wag.,  2  hose  reels;  hose, 
cot.,  rub.  lined,  gd.,  2,600  ft;  f.  al.,  bell;  vaL 
equip.,  $1,700;  val.  bldgs.,  $1,000;  exp.  dept., 
$400;   tot.  mem.,   18,  pd.   $20   each  per  yr. 

Water  Supply — Src,  from  Gardner  water  district 
on  opposite  side  of  rlv.;  sys.,  pump  to  res.;  res. 
cap.,  2,000,000  gals.;  pump,  eng.,  cap.  day  4.000.- 

000  gals.;  mains,  2  m..;  18  hyd.;  pres.  90  lbs; 
wks.  owned  by  Water  District 

RANGELEY,  p.  981.  F.  dept — 1  hand  eng..  2  c. 
hand  ex.,  1  Udder  wag.,  1  hose  cart;  hose,  1,200 
ft:  f.  al.,  bell;  tot  mem.,  20. 

Water  Supply — Src,  Saddleback  strm.;  ays.,  dam 
k  res.;  res.  cap.,  350,000  gals.;  mains,  6  to  10  In. 
dia.;  2  hyd.;  pres.,  dom.  70  lbs.,  f.  106  lbs. 

READFIELD,  Kennebec  Co.,  p.  994.  F.  dept. — 
6  c  hand  ex.,  I  h.  k  I.  trk.;  f.  aL,  bell;  tot.  mem., 
16. 

Water  Supply — No  waterworks. 

RICHMOND,  p.  2,049;  f.  area,  226  a.;  mere, 
bldgs.,  bk.  k  wd.,  1  to  3  stor.;  priv.,  bk.  k  wd.,  1^ 
stor.;  wd.  rfs.  perm.;  fwks.  k  combt  ord.;  causes 
of  f.  inv.  F.  dept. — 1  hand  eng.,  6  c.  hand  ex.,  1  h. 
k  1.  trk.,  2  hose  wag..  1  hose  reel;  hose,  cot,  rub. 
lined,  gd.,  2,000  ft;  inf.,  800  ft;  tot  hose,  2.800 
ft;  f.  al.,  bell;  val.  equip.,  $2,000;  val.  bldgs., 
$1,600;  exp.  dept,  $850;  tot  mem.,  48  vol. 

Water  Supply — Src.  riv.;  sys.,  pump  to  res.,  cap. 
750,000  gals.;  2  pump.  eng..  cap.  day  600,000 
gals.;  mains.  4\k  m.,  2  to  10  in.  dia.;  41  hyd.; 
800  serv.;  pipe,  galv.  i.;  pres.,  dom.  70  lbs.,  f.  80 
lbs.;  cons,  day,  67,000  gals.;  cost,  $42,000;  wks. 
owned  by  Co. 

ROCKLAND,  p.  8,174;  mere  bldss.,  bk.  k  wd., 

1  to  5  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs,  perm,  in 
f.  area;  combt.  ord.;  causes  of  f.  inv.  F.  dept — 2 
str.,  1  h.  &  L  trk..  6  c.  hand  ex.,  8  hose  wag.,  8 
hrs.;  hose,  cot,  rub.  lined,  gd.,  4,000  ft;  f.  al., 
elec.  18  bx.;  val.  bldgs.,  $9,000;  exp.  dept,  $6,276; 
tot.  mem.,  46  voL 

Water  Supply — Src,  lake,  7  m.  bus.  cent;  sys., 
grav.;  res.  cap.,   2,600,000  gals.;  mains,  68  m.,   2 


to  24  In.  dia.;  69  hyd.;  pipe,  c  k  galv.  L;  pres., 
dom.  95  lbs.,  f.  96  lbs.;  wks.  owned  by  Co. 

ROCKPORT.  p.  2,814;  mere  bldgs..  bk..  2  stor.; 
priv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  fwks.  &  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  hand  eng.,  1 
gasoline  eng.,  1  h.  ft  1.  trk.,  6  hose  carts;  bose, 
cot,  rub.  lined,  gd.,  2,300  ft.;  val.  equip..  $3,900; 
val.  bldgs.,  $2,800;  exp.  dept,  $460;  tot  mem., 
46  vol. 

Water  Supply — Src,  wells  k  cisterns;  sys..  grav.; 
mains,  2  to  10  in.  dia.,  galv.  ft  c  L;  88  hyd.;  4 
res.,  cap.  40,000  gals,  each;  pres.,  dom.  100  lbs., 
f.  100  lbs. 

RUMFORD,  p.  6.777.  F.  dept. — 1  comb.  h.  ft  e. 
wag.,  1  c.  wag.,  1  h.  ft  1.  trk..  2  c  hand  ex..  6 
hcse  reels,  1,000  ft.  cot,  rub.  lined,  hose;  c,  200 
ft;  tot  hose,  1,200  ft.;  exp.  dept,  $5,600;  f.  «L. 
bell  ft  wh.  ft  Gamewell,  21  bx.;  tot  mem.  70,  pd. 
full  time  2,  vol.  68. 

Water  Supply — Src,  wells;  sys.,  grav.;  res.  cap.. 
6,600,000  gals.;  stdp.  cap.,  120,000,000  gals.;  wks. 
owned  by  city. 

ST.  GEORGE,  p.  2,202.     P  dept — 2  c  eng.;  ^aL 

equip.,  $900;  voL 
No  water  works. 

SACO,  p.  6,583;  f.  area.  700  a.;  mere  bldgs.. 
bk.  ft  wd.,  8  stor.;  priv.,  wd..  2%  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt  ord.  F.  dept. — 2  str.,  4  c 
hand  ex.,  1  h.  ft  L  trk.,  2  supply  wag.,  8  hose  car. 
ft  reels,  6  hrs.;  hose,   4,000  ft.;   f.   al.,  Gamewell, 

19  bx.;   val.   equip.,   $10,000;   val.  bldgs.,    $6,000; 
exp.  dept,  $4,600;  tot  mem.  40,  pd.  part  time;. 

Water  Supply — Src,  riv.,  2V&  m.  bus.  cent;  sys., 
pump  to  res.;  res.  cap..  10,000,000  gals.;  pump, 
eng..  cap.  day  7,600,000  gals.;  mains,  galv.  ft  c 
i.,  34  m.,  2  to  20  in.  dia.;  67  hyd.;  met.  20;  pipe, 
galv.  i.;  pres.,  dom.  26  to  85  lbs.,  f.  85  to  86  Uw.; 
wks.  owned  by  Co. 

SANFORD,  p.  9.049;  f.  area,  200  a.;  mercbldgs^ 
wd.,  1  to  8  ft  4  stor.;  priv.,  wd..  1  ft  2  stor.;  wd. 
rfs.  perm.;  causes  of  f.  not  inv.  F.  dept — 1  c  eng., 
10  c  hand  ex..  1  h.  ftl.  trk.,  1  hose  wag..  S  hose 
reels;  hose,  linen,  gd.,  2,000  ft;  rub.  lined,  gdL, 
2,000  ft;  inf.,  600  ft.;  tot  hose.  4,600  ft;  f.  aL, 
Gamewell,  SO  bx.;  val.  equip.,  $6,000;  vaL  bldgs., 
$15,000;  exp.  dept.  $6,000;  tot  mem.  89,  pd. 
full  time  8,  pd.  part  time  86. 

Sanford  Mills,  in  town  of  Sanford,  has  a  priv. 
Co.,  which  answers  all  al.,  equipped  as  follows:  F. 
dept. — 1  str.,  1  h.  ft  L  trk.,  1  hose  wag.,  2  bose 
carts;  hose,  linen,  rub.  lined,  gd.,  6,000  ft;  vaL 
equip.,  $5,000;  val.  bldgs.,  $1,600;  exp.  dept*. 
$500;  tot.  mem.  60,  pd.  part  time;  andn.  tstisg. 
second  class. 

Water  Supply — Src,  spr.  ft  wells;  «ys.,  gisT.  ft 
pump  to  res.;  cap.,  1,000,000  gals.;  8  pump,  eng.. 
class  trip.,  cap.  day  482,000  gals.;  mains,  c  ft 
galv.  L,  12  m.;  66  hyd.;  20  v.;  met,  47;  1.500 
serv.;  pres.,  f.  100  lbs.;  cost,  $180,000;  cost  satee., 
$2,000;  wks.  owned  by  Co. 

SANQERVILLE,  p.  1,294.  F.  dept— 1  h.  ft  L 
trk.,  1  hose  cart;  nose,  1,200  ft;  tot  mem.  SO. 
part  pd. 

Water  Supply — Src.  ft  sys.  not  reported;  26  byd.; 

pres.,  80  lbs. 

SEBAGO,  p.   676.     F.   dept — 2   str..  1  a 
25  hand  ex.,  1  hand  eng.,  2  b.  ft  1.  trk.;  tot 

20  voL 


SEARSPORT,  p.  1,849;  f.  area,  1,280  a.; 
bldgs.,  wd.,  2  stor.;  priv.,  wd.,  1^  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt  ord.  F.  dept — 2  hand  eoc-* 
6  ladders,  4  hooks,  8  hoee  car.;  hose,  cot,  rab. 
lined,  gd.,  2,000  ft;  rub.,  gd.,  60  ft.;  linen,  gd... 
1,100  ft;  tot  hose,  8,160  ft;  f.  aL,  bell;  vai. 
equip.,  $3,000;  val.  bldgs.,  $2,000;  tot  mem..  SS 
vol. 

Water  Supply — Src,  Half  Moon  pond;  v^.  gnv.; 
mains,  12  in.  dia.;  res.  cap.,  1,000,000  gaJa:  Ti 
hj'd.;  cisterns  scattered  all  over  town,  cap.  116,550 
gals. 

SKOWHEGAN,  p.  6,841;  f.  area,  2H  *1:,.'^* 
mere  bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  pnv.,  bk.  ft 
wd.,  1  to  8  stor.;  wd.  rfs.  not  peim.  in  f.  a^»i 
fvtks.  ft  combt.  ord.;  causes  of  f.  inv.     F.  dfl«- — 

1  str.,  1  h.  ft  L  trk.,  6  c  hand  ex.,  2  bose  carta* 

2  hose  reels;  hose,  cot,  rub.  lined,  gd.,  4.000  ft.; 
inf.,    600   ft;  tot   hose,   4,600   ft;   f.  sL.  C*»^ 
well,  elec,  12  bx.;  vaL  equip.,  $10,000;  nl^' 
$16,000;    exp.    dept,    $4,000;    tot  mem.  60, 
part  time. 
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Water  Supply — Src,  spr.,  %  m.  bus.  cent.;  aye., 
pump  to  Btdp.;  stdp.  cap.,  250,000  gals.;  dim.,  25 
X  75;  mat.,  iron;  4  pump,  eng.;  mains,  c.  i.,  12 
m.,  4  to  12  in.  dia.;  82  hyd.;  500  serv.;  pipe,  galv. 
i.;  pres.,  dom.  70  lbs.,  f.  80  lbs.;  cost,  $135,000; 
cosl  mtce.,  $7,000;  wks.  owned  by  Go. 

SORRENTO,  p.  117.  F.  dept. — 1  hose  wag.,  700 
ft.  hose;  val.  equip.,  $450;  val.  bldgs.,  $100;  tot. 
mem.,  12  vol. 

SOUTH  BERWICK,  p.  2,935;  f.  area.  640  a.; 
mere  bidgs.,  stn.,  bk.  &  wd.,  2  to  4  stor. ;  priv., 
wd.,  2H  stor.;  wd.  rfs.  perm.;  no  fwks.  k  combt. 
ord.;  causes  of  f.  not  inv.  F.  dept. — 2  hand  eng., 
2  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wag.,  8  hose 
carts;  hope,  cot.,  nib.  lined,  gd.,  2.000  ft.;  f. 
al..  bell;  val.  equip.,  $2,500;  exp.  dept.,  $1,619: 
tot.  mem.  70,  pd.  part  time;  undrs.  rating,  third 
class. 

Water  Supply — Src..  riv.  k  ponds.  H  m-  bus. 
cent.;  ays.,  pump  to  res.;  res.  cap.,  8,500,000  gals.; 
loc.  on  hill  %  m.  town;  2  pump,  eng.,  cap.  day 
1,000,000  gala.;  mains,  iron,  5  m.,  6  to  8  in.  dia.; 
27  hyd.;  met.,  12;  226  serv.;  pipe,  galv.  i.; 
pres.,  dom.  80  to  90  lbs.,  f.  80  to  90  lbs.;  cons, 
day,  150,000  gals.;  cost,  $60,000;  cost  mtce., 
$2,000;  wks.  owned  by  Co. 

SOUTH  PARIS,  p.  2,000;  f.  area,  500  a.;  mere, 
bldgs.,  wd.,  2  &  3  stor.;  pnv.,  wd.,  1^  ft  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt.  ord.  F.  dept. — 1 
hand  eng.,  10  c.  hand  ex..  1  h.  ft  1.  trk.,  5  hoae 
car.;  hose,  cot.,  rub.  lined,  gd.,  8,000  ft.;  f.  al.. 
bell;  val.  equip..  $8,500;  val.  bldga.,  $1,200;  exp. 
dept.,  $1,200;  tot.  mem.,  75  vol. 

Water  Supply — Src,  2  dams.,  cap.,  760,000 
gals.,  eadi;  sys.,  grav.;  2  res.;  No  1  cap.,  1,000,- 
000  gals.;  No  2  cap.,  3,000,000  gals.;  mains,  8 
m.,  4  to  12  in.  dia.;  38  hyd.;  247  serv.;  pres.,  dom. 
ft  f.  84  to  100  lbs.;  cost,  $78,000;  cost  mtce., 
$^1,500;   wks  owned  by  Corpn. 

SOUTH  PORTLAND,  p.  7,471;  f.  area,  4,000  a.; 
mere  bldga.,  bk.  ft  wd.,  2  ator.;  priv.,  wd.,  2H 
ator.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ord.;  causes 
of  f.  inv.  F.  dept. — 5  h.  ft  1.  trk.,  50  c  hand  ex., 
6  hose  wag.,  12  hose  car.,  10  hra.;  hose,  cot.,  rub. 
lined,  gd.,  1,000  ft.;  f.  al.,  bell;  val.  equip.,  $6,000; 
▼al.  bldgs..  $5,000;  exp.  dept.,  $800;  tot.  mem.  250, 
pd.  part  time. 

Water  Supply — Src,  lake,  17  m.  bua.  cent.;  sup- 
ply received  from  Portland  Water  Diatrict,  of  Port- 
Lind;  ays.,  grav.;  atdp.  cap.,  650,000  gal«.;  mains, 
c.  i..  37  m.,  4  to  12  in.  dia.;  128  hyd.;  met.,  96; 
1.876  serv.;  prea.,  dom.  60  lbs.;  wks.  owned  by 
Co. 

SOUTHWEST  HARBQR,  p.  2,010;  bldga..  wd..  2 
ator.;  wd.  rfa.  perm.;  no  fwka.  ft  combt.  ord.  Vol. 
I.  dept. 

Water  Supply — Src.  wella  ft  lake,  2V&  m.  bua. 
cent.;  ays.,  pump  to  stop.;  stdp.  cap.,  106,000  gals.; 
mat.,  iron;  pump,  eng.,  cap.  day  40,000  gails.;  maina, 
iron,  4  m.,  6  in.  dia.;  8  hyd.;  4  v.;  met.,  8;  pres., 
dom.  100  lbs.,  f.  160  lbs.;  cost,  $40,000;  coat 
mtce..  $600;  wks.  owned  by  Co. 

SPRINQVALE,  p.  2,000;  f.  area,  200  a.;  mere, 
bldga.,  wd.,  1  to  8  ator.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  causes  of  f.  inv.  F.  dept. — 1  hand 
en^.,  1  c  eng.  on  wis.,  1  c  hand  ex.,  1  h.  ft  1. 
trk.,  2  hose  wag.;  hose,  rub.,  gd.,  2,400  ft.;  inf., 
4  00  ft.;  tot.  hose,  2,800  ft.;  f.  al.,  Ckimewell. 
11  bx.;  val.  equip..  $3,000;  val.  bldgs.,  $2,000; 
exp.  dept..  $1,400;  tot.  mem.  83,  pd.  part  time. 

Water  Supply — Src,  spr.,  1%  m.  bus.  cent.;  sys., 
gr^v.;  stdp.  cap.,  150,000  gals.;  mat.,  stn.  ft  cem.; 
res.  cap.,  1,500,000  gals.,  loc  IH  m.  town;  mains, 
iron,  5  m.;  32  hyd.;  met.,  100;  600  serv.;  pipe, 
iron;  prea.,  dom.  75  Ibe.,  f.  76  lbs.;  coat,  $60,000; 
wrka.  owned  by  Co. 

STOCKTON  SPRINGS,  p.  872.  F.  dept. — 4  hose 
carts;  hose,  cot.,  rub.  lined,  gd.,  1,500  ft.;  f.  al., 
bell;  val.  equip.,  $1,000;  val.  bldgs.,  $500;  exp. 
dept..  $50;  tot.  mem.,  40  vol. 

Water  Supply — Src,  springs;  sys.,  grav.;  pres., 
60   to  100  lbs. 

STONINQTON.     F.  dept.  not  reported. 

Water  Supply — Src,  pond,  1  m.  bus.  cent.;  sys., 
pamp  to  stdp.;  atdp.  cap.,  360,000  gals.;  dim.. 
50  X  85  ft.;  mat.,  stl.;  1  pump,  eng.,  cap.  day  90,- 
OOO  gala.;  maina,  c  i.,  8  m.;  26  hyd.;  met.,  1;  122 
serv.;  pipe,  c  i.;  prea.,  dom.  84  lbs.,  f.  84  lbs.; 
cons.  day.  12,000  gals.;  cost,  $42,000;  cost  mtce., 
$1,200;  wks.  owned  by  town. 

SULLIVAN.     F.   dept.— Not  reported. 


Water  Supply — Src,  Long  pond,  3  m.  bus.  cent.; 
«>'8.,  grav.;  mains,  c  ft  wrt.  i.,  ZM  m.,  S  to  2V^ 
in.  dia.;  16  v.;  pipe,  c  ft  wrt.  iron;  pres.,  dom. 
60  lbs.;  cost,  $11,000;  wks.  owned  by  Co. 

THOM ASTON,  p.  2.688;  f.  area.  8,200  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt.  ord.  F. 
dept.— '1  str.,  2  hand  eng.,  4  c  hand  ex.,  1  h.  ft  1. 
trk.,  4  hose  wag.,  2  hose  reels;  hose  cot.,  rub. 
lined,  gd.,  4,000  ft;  f.  al.,  bell  ft  Oamewell;  vaL 
equip.,  $9,000;  val.  bldgs.,  $5,700;  exp.  depL, 
$750;   tot.   mem..   115  vol. 

Water  Supply — Src,  lake.  10  to  11  m.  bus.  cent; 
sys.,  grav.;  mains,  c  i.,  5  m.,  6  to  10  in.  dia.;  83 
hyd.;  pres.,  dom.  80  to  140  lbs.,  f.  80  to  140  lbs.; 
cost  mtce.,  $1,150;  wks.  owned  by  Co. 

TOPSHAM,  p.  2,097;  mere  bldgs.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  perm.;  no  fwka.  ft  combt.  ord.  F. 
dept. — 2  hand  eng.,  5  hand  ex.,  1  h.  &  1.  trk.,  4  hose 
car.;  hose,  cot,  nib.  lined,  gd.,  2,300  ft;  f.  aL, 
bell  ft  wh.;  vaL  equip.,  $2,300;  vaL  bldgs.,  $500; 
tot.   mem.,  60  voL 

Water  Supply — Src,  ciatema  in  city;  sya.,  grav.; 
mains,  galv.  L,  1  in.  dia. 

TURNER,  p.  500.     F.  dept. — 1  hand  eng.;  voL 
Water  Supply — Src,  river. 

UNION,  p.  1,248;  f.  area,  600  a.;  mere  bldgs., 
wd.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.     F.  dept.^ 

1  hoae  reel;  hoae,  cot.,  rub.  lined,  gd..  600  ft.;  vol. 
Water  Supply — Src,  spr.,   1   m.  bus.  cent;  sya., 

grav.;  mains,  iron.  2  m.,  6  ft  8  in.  dia.;  8  hyd.; 
80  serv.;  pipe,  galv.  1.;  prea.,  dom.  60  to  80  Iba., 
f.  70  lbs.;  cost,  $10,000;  coat  mtce.,  $100;  wka. 
owned  by  Co. 

VAN  BUREN,  p.  3,065.  F.  dept. — 1  h.  ft  1.  trk., 
4  hose  carts;  hose,  rub.  lined,  gd.,  2,000  ft.;  f.  al., 
bell;  val.  equip.,  $3,000;  val.  bldgs.,  $1,500;  exp. 
dept,  $600;  tot.  mem.,   80  voL 

VINAL  HAVEN,  p.  2,358;  mere  bldgs.,  wd..  1  to 
8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm,  in  f. 
area;  causes  of  f.  inv.  F.  dept. — 1  str.,  1  hand 
eng.,  4  c.  hand  ex.,  1  h.  ft  1.  trk.,  7  hose  car.;  hoae, 
cot.,  rub.  lined,  gd.,  1,400  ft;  inf.,  600  ft.;  tot. 
hose,  2,000  ft;  f.  al.,  bell  ft  wh.;  exp.  dept,  $800: 
tot.  mem.,  45  voL 

Water  Supply — Src,  pond,  8  m.  hue.  cent;  aya. 
pump  to  stdp.;  stdp.  cap.,  312,000  gals.;  dim.,  25 
X  SO;   mat.  stl.;    2  pump,  eng.;   cap.  day,   300,000 

gals.;  mains,  c  L;  7  m.;  6  to  10  in.  dia.;  21 
yd.;  5  met;  288  serv.;  pipe,  galv.  i.;  pres.  dom., 
68  lbs.;  f.  70  lbs.;  cons,  day,  30,000 -gals. ;  cost, 
$81,000;  cost  mtce.,  $3,500;  wks.  owned  by  priv. 
Co. 

WALDOBORO,  p.  2.656;  f.  area,  640  a.;  mere 
bldga.,  bk.  ft  wd.,  IH  to  8  ator.;  priv.,  wd.,  IH 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.  F.  dept. 
— 2  hand  eng.,  3  e  hand  ex.,  2  hoae  car.,  2  hra.; 
hose,  cot.,  rub.  lined,  gd.,  1,600  ft;  inf.,  500  ft.; 
tot.  hose,  2,000  ft;  f.  al.,  bell;  val.  equip.,  $8,000; 
vaL  bldgs.,  $1,200;  vol. 

Water  Supply — Src,  wells,  cisterns  ft  res. 

WARREN,  p.  2.069;  f.  area.  640  a.;  bldga.^wd., 

2  ^  stor. ;  wd.  rfs.  perm. ;  no  fwks.  ft  combt.  ord. ; 
causes  of  f.  inv.  F.  dept.— ^1  hand  eng.,  2  hand 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  600  ft.;  f. 
al..  bell;  vol. 

Water  Supply — Src,  wella,  2  m.  bus.  cent.;  aya., 
grav.  ft  pump  to  rea.;  res.  cap.,  1,600,000  gala.; 
mains,  c  i.,  2%  m.,  6  to  8  in.  dia.;  10  hyd.;  200 
serv.;  pres.,  f.  60  lbs.;  coat,  $26,000;  wks.  owned 
by   Co. 

WATERVILLE,  p.  11,458;  f.  area.  1,200  a.;  mere 
bldga.,  bk.  ft  wd.,  1  to  4  ator.;  priv.,  wd.,  2  stor.; 
wd.  ^s.  not  perm.;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  str.,  12  c  hand  ex.,  1  h.  ft 
L  trk.,  4  hose  wag.,  7  hrs.;  hose,  cot.  rub.  lined, 

fd.,  6,000  ft.;  inf.,  2.000  ft;  tot.  hose,  8,000  ft; 
aL,  Gamewell,  30  bx.;  vaL  equip.,  $140,000;  vaL 
bldgs.,  $10,000;  exp.  dept,  $10,709;  tot.  mem.  66, 
pd.  full  time  6,  pd.  part  time  61. 

Water  Supply — Src,  China  lake;  sys.,  pump  to 
res.;  res.  cap..  8.000,000  gals.;  3  pump,  eng.,  cap. 
day  7,500,000  gals.;  mains,  27  m.,  4  to  16  in.  dia.; 
123  hyd.;  227  v.;  met.,  26;  2,112  serv.;  pipe,  galv. 
L;  pres.,  dom.  98  lbs.,  f.  98  lbs.;  cons,  day,  2,000- 
000  gals.;  wks.  owned  by  the  Kennebec  Water  Dia- 
trict. 

WELLS,  p.  2,007.  F.  dept. — 1  hoae  cart,  2  hoae 
wag.;  hose,  2,500  ft;  tot.  mem.,  40  voL;  val. 
equip.,  $600;  exp.  dept,  $25. 
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Water  Supply — Src,  Branch  riv.;  ays.,  Monaam 
Water  Co. 

WEST  BROOK,  p.  8,281;  f.  area,  11,000  a.; 
mere  bidga.,  bk.  &  wd.,  1  to  8  ator.;  priv.,  bk.  k 
wd.,  2  stor.;  wd.  rfa.  perm,  in  f.  area;  ifwks.  & 
ccmbt.  ord.;  cauaea  of  f.  inv.  P.  dept. — 4  c.  hand 
ex.,  1  h.  JB  1.  trk.,  2  hose  wag.,  8  hra.;  hoae,  oot., 
rub.  lined,  gd.,  4,500  ft.;  inf.,  600  ft.;  tot.  hoae, 
6,000  ft;  f.  al.,  bell  JE  wh.,  10  bx.;  val.  equip., 
$9,000;  val.  bldga..  $7,000;  exp.  dept,  $8,439; 
tot.  mem.  50,  pd.  full  time  2,  pd.  part  time  48. 

Water  Supply — Src.,  lake.  10  m.  bua.  cent;  a7s>» 
grav.;  maina,  c.  i.,  16  m.,  8  to  12  in.  dia.;  79 
hyd.;  49  ▼.;  met,  88;  1,140  aerv.;  pipe,  galv.  i.; 
pres.,  dom.  68  Iba.,  f.  68  Iba.;  wka.  owned  by  Oo. 

WILTON,  p.  1,647:  f.  area,  820  a.;  mere  bldga., 
wd.,  1  to  8  ator.;  priv.,  wd.,  1  ft  2  ator.;  wd.  rte. 

Eerm.;  no  fwka.  k  combt  ord.     No  org.  f.  dept^ 
oae,  cot,  gd..  2,000  ft;  vaL  equip..  $1,600. 

Water  Supply---Src.,  hike,  4}^  m.  oua.  cent;  aya., 
grav.;  rea.  cap.,  600,000  gala.,  Ice.  ^  m.  bua. 
cent;  1  pump,  eng.;  maina.  c.  i.  ft  galv.  i.,  8  8-5 
m..  IH  to  8  in.  dia.;  58  nyd.;  80  ▼.;  160  aenr.; 
pipe,  galv.  i.;  prea.,  dom.  85  lbs.,  f.  86  Ibe.;  cost, 
$60,000;  wka.  owned  by  Oo. 

WINTERPORT,  p.  1,628;  mere,  bldgs.,  wd.  ft 
bk.,  2  ft  8  ator.;  priv.,  wd.,  8  ator.;  wd.  rfs.  perm.; 
fwka.  ft  combt.  ord.;  cauaes  of  f.  inv.  F.  dept — 
2  hose  reels;  hoae,  cot,  rub.  lined,  gd.,  1,000  ft; 
f.  al.,  bell;  val.  equip.,  $200;  val.  bldgs.,  $800; 
tot  mem.,  40  vol.;  undis.  rating,  fourth  class. 

Water  Supply — Src.,  brooks  ft  spr.,  H  m.  bus. 
cent ;  ays.,  pump  to  atdp. ;  atdp.  cap.,  200,000  gala. ; 
dim.,  26  x  50;  mat,  iron;  res.  cap.,  920,000  gals.; 
loc.  northern  edge  of  village;  2  pump,  eng.,  dan 
comp.  dup.,  cap.  day  700,000  gals.;  mains,  c  L,  4 
m.,  4  to  10  in.  dia.;  20  hyd.;  met..  2;  225  aerv.; 
pipe,  galv.  i.;  prea.,  dom.  40  to  76  lbs.,  f.  90  Iba.; 
wka.  owned  by  Co* 

WINTHROP,  p.  2,088;  mere,  bldga.,  bk.  ft  wd. 
rfa.  perm.     F.  dept. — 1  h.  ft  1.  trk.,  8  hose  car.; 


hoae,  cot,  rub.  lined,  gd.,  1,800  ft;  t.  aL/  wh.; 
exp.  dept.,  $800:  tot  mem.  26,  pd.  full  time. 
Water  Supply — Src.,  force  pump;   ays.,  gimv.   ft 

Jump  dir.;  mains,  1%  m.,  6  in.  dia.;  18  hyd.;  coat. 
5.000;  coat  mtce.,  $800;  wka.  owned  by  town. 

WISCASSET,  D.  1,278;  f.  area,  40  a.;  bldn..  bk^ 
1  to  8  ator.;  wd.  rfa.  perm.;  fwka.  ft  combt.  ord. 
F.  dept. — 2  hand  eng..  2  hose  car.;  hose,  cot.,  rob. 
lined,  gd.,  1,000  ft.;  f.  aL,  bell  ft  wh.;  exp.  dept-. 
$800;  tot  mem.,  100  voL;  undra.  rating,  third  cUaa. 

Water  Supply — Src,  riv.  ft  wella. 

YARMOUTH,  p.  2,274;  mere  bldgs..  bk.  ft  wd.. 
1  to  2  stor.;  priv.,  wd.,  2  stor.;  wd.  tU,  perm.  In 
f.  area;  cauaea  of  f.  inv.  F.  dept — 7  c.  hand  ex., 
1  h.  ft  L  trk.,  2  hoae  wag.,  1  hose  reel,  1  hra. ;  hose, 
cot,  rub.  lined,  gd.,  3,000  ft;  f.  aL  Oamewell,  11 
bx.:  vaL  equip..  $8,000;  vaL  bldgs.,  $2,000;  tot 
mem.,  40,  pd.  full  time. 

WaUr  Supply^-Src,  spr.  ft  riv..  1  m.  bosu  cent: 
aye.,  pump  to  atdp.:  atdp.  cap.,  860,000  gals.;  dim., 
80  X  60,  loc.  on  hill;  mat,  atL,  2  pump,  eng.,  ma  ins, 
c.  L,  12  m.,  6  to  10  in.  dia.;  65  hyd.;  600  aerv.; 
pipe,  galv.  L;  pres.,  dom.  50  to  90  Iba..  i.  100  to 
150  lbs.;  cona.  day,  200,000  gals.;  cost,  $60,000; 
coat  mtce.,  $4,500;  wka,  owned  by  town. 

YORK,  p.  2,802.  F.  dept — 1  h.  ft  L  trk.,  1  hose 
wag.;  hoae,  8,900  ft;  tot.  mem.,  72. 

Water  Supply— Src,  lake,  4  m.  bua.  cent;  sys.. 
gmv.;  rea.  cap.,  400,000  gala.;  maina.  c  L,  21 H 
m.,  6  to  16  in.  dia.;  90  hj'd.;  1,000  aerv.;  pipe.  gmlv. 
L;  pres.,  dom.  ft  f.  60  lbs.;  coat,  $225,000;  cost 
mtce.,  $8,000;  wka.  owned  by  priv  Co. 

Placea  with  a  populatioii  of  1,000  or  more  baTii« 
2S«  oiWiMd  Are  dept— Belgrade.  Benton,  Blae 
HUl,  Bristol,  Buxton,  Cherryfleld,  CUoton,  Coriath. 
Deer  Isle,  Oouldaboro,  Hampden,  Harpwell,  Haningw 
ton,  Hermon,  Hir»m,  Jay,  Jefferson,  Joneaport, 
'Lebanon,  Leeds,  Limington,  Lincolnville,  l.itdifield, 
Madawaska,  Millbridge,  Milo,  Monticello,  New  Port- 
land,  Owington,  iParsonfleld,  Penobscot,  Pittsum,  St 
Agatha,   St.    Al-bana,   Sidney,    Sa    Anaon,   Standish. 
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ABERDEEN,  p.  616.  F.  dept. — 2  c  hand  ex.,  2 
hose  wag.;  hoae,  1,500  ft;  f.  al.,  bell;  tot  mem., 
50  vol. 

Water  Supply — Src,  spr.;  stdp.  cap.,  85,000 
gala.;  1  pump,  eng.,  claaa  dup.,  cap.  day  864,000 
gala.;  mains,  8,  4  to  8  in.  dia.;  88  hyd.;  prea., 
dom.  60  lbs.,  f.   90  Iba. 

ANNAPOLIS,  p.  8,609;  bldga.,  bk.  ft  wd.,  2  ft 
8  ator.;  wd.  rfa.  perm.;  fwka.  ft  combt.  ord.;  cauaes 
of  f.  inv.  F.  dept — 1  auto.  comb,  c  ft  h.  wag..  1 
atr.,  8  c  hand  ex..  1  h.  ft  1.  trk.,  2  hoae  wag.,  8  noae 
car.;  hose,  cot,  rub.  lined,  gd.,  8,600  ft;  inf.,  800 
ft;  tot.  hoae,  8,900  ft;  f.  aL,  bell;  vaL  equip.,  $19,- 
000;  vaL  bldga.,  $22,000;  exp.  dept,  $8,100;  tot 
mem.  124,  pd.  full  time  6,  vol.  119;  apparatus  of 
naval   academy  available  in   caae  of  emergency. 

Water  Supply — ^Src,  spr.,  ihi  m.  bus.  cent; 
sys.,  grav.,  pump  to  res.;  rea.  cap.,  7,500,000  gala., 
loc.  at  wka.;  2  pump,  eng.,  claaa  hor.  croaa  comp., 
cap.  day  4,500,000  gala.;  maina,  c  {.,  6H  m.,  4 
to  14  in.  dia.;  55  hyd.;  met,  60;  750  aerv.;  pipe, 
galv.  L;  pres.,  dom.  86  lbs.,  f.  80  to  60  lbs.;  cons, 
day,  1,000,000  gala.;  coat,  $175,000;  wka.  owned 
by  Co. 

BALTIMORE,  p.  558,485;  f.  area,  38  sq  m.; 
mere  bldgs.,  stn.  ft  bk.,  2  to  16  ator.;  priv.,  stn. 
ft  bk.,  3  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
ft  combt.  ord.;  cauaea  of  f.  inv.  F.  dept — 89  str., 
15  aer.  trk.,  1  flreboat,  6  h.  ft  L  trk.,  15  hose  car., 
50  comb.  c.  ft  h.  wag.,  252  hra.;  hoae,  cot,  rub. 
lined,  gd.,  115,600  ft:  i.  al.,  elec,  557  bx.;  vaL 
equip.,  $850,000;  val.  bldgs.,  $510,000;  exp.  dept, 
$840,367:  tot  mem.,  786.  pd.  full  time. 

Water  Supply — Src,  falla  ft  riv.,  6  ft  10  m.  bua. 
cent;  aya.,  grav.,  pump  to  res.,  to  atdp.  ft  dir.;  2 
stdp.,  one  cap.  829,000  gals.,  dim.  25  x  90; 
other  cap.  210,600  gals.,  dim.  20  x  90,  loc.  in 
city  limita;  mat,  atL  ft  atn.;  rea.  cap.,  2,286,375,- 
000  gala.,  loc.  at  source  of  supply;  7  pump,  eng., 
claaa  trip.  exp.  hor.  dup.,  cap.  day  85.000,000  gals.; 
mains,  c.  1.,  8,856  m.,  4  to  48  in.  dia.;  8,824  hyd.; 
met,  3,500;  143,000  serv.;  260  v.;  pipe,  c  i.,  wrt. 
i.  ft  lead.;  prea.,  dom.  80  to  100  Iba.;  cona.  day, 
73,056,444  gala.;  coat,  $15,000,000;  cost  mtc<>.. 
$400,000;   wka.   owned  by  city. 


. .  BEL  AIR,  p.  1,005;  f,  area,  400  a.;  mere,  bldss., 
bk.  ft  wd.,  8  ator.;  priv.,  bk.  ft  wd.,  2  stor.;^rd! 
rfa.  not  perm. :  no  fwks.  or  combt  ord.;  csimss  of 
K  ^u*^' J°J'  u^-  <*5Pf-— -1  h.  ft  L  triL,  6  ladden, 
-S**^i  Saa"?***/  «  hoae  car.;  hoae.  cot,  rub.  lined. 
gd.,  1.000  ft;  f.  aL,  bell;  vaL  equip.,  $1,000;  vaL 
bldgs.,  $200;  tot  mem.,  76  voL 

Wntsr  Supply— Src,  spr.,  wells  ft  strm.,  8  m. 
£"«•  cen^.;  ay«.,  grav.;  2  res.,  cap.,  1,500,000  ifala. 
ft  90,000  gals.;  mains,  c  i..  3  m.,  4  to  8  in.  dia.; 
40  hyd.;  86  v.;  met,  47;  875  serv.;  pipe,  gslv,   L; 

Er^l'Ai. ****"!:    *^    ^*?V    **"*'    t55,000;    coit    rotce^ 
$1,800;  wks.  owned  by  Co. 

BRUNSWICK,   p    8,721;   f.    area.    250  a;  mercu 

bldgs.,  bk.  ft  wd..  2  to  3  stor.;  priv.,  bk.  ft  wd.  S 
to  8  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  oauses  of  f.  inv.  F.  dept—  6  c  hand  ex..  1 
5ft?A  •#**^^V  <*,ho8e  oar.;  hose,  cot.  rob.  lined. 
h\A^  aVinn*^'  wh.;  val.  eouip.,  $1,800;  xwL 
bldgs.,  $2,300;  exp.  dept,  $100;  tot  meoL, 
150   vol. 

Water  Supply— Src.  wells,  ciatenia  ft  riv.;  ays.. 
pump  to  rea.;  rea.  cap.,  100,000  gals.;  pamn.  eMc:. 
cap.  day  912,000  gafs.;  mains,  iSn,  'I'm!  10^ 

ri!;'  .*A  hi*    ?^'*    ^o™-    ^0    lbs.,   t    110  lbs.; 
cost,  $18,000;  wks.  owned  by  Co. 

CAMBRIDGE,  p.  6.407;  mere  bldgs..  bk.,  wd.  Jk 
Iron,  2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd.rte.BOC 
penn.;  fwks.  ft  combt  ord.  F.  dept — 1  str.,  1 
hand  eng..  2  c  hand  ex.,  1  h.  ft  L  trk..  1  a^vlr 
wag.,  2  hose  ear.;  hose,  cot,  rub.  lined,  gd.,  2,50« 

l}j.*A\  *^'   ***^^»   ^*'-   ^^P-f   $12,000;  vaL  bktau 
$8,000;  exp.  dept.  $700;  tot  mei..  90  voL 

Water  Supply— Src,  wella,  in  bua.  cent;  lys., 
pump  to  stdp.:  stdp.  cap.,  11,500  gala.;  dim.,  14  x 
100;  mat,  atL;  2  pump,  eng.,  daas  ««"■»  im^ 
cap.  day  1,760,000  gala.;  mama,  c  L,  9  m.,  4  te 
10  in.  dia.;  42  hyd.;  64  v.;  met,  80:  1,200  «rr.: 

P?®'.J^^^'  ^*  P*^**  ^^^-  ^8  to  66  lbs.,  L  75  t» 
100  lbs.;  cons,  day,  409,860  gala.;  wka.  owsed  by 

CATONSVILLE,  p.  2,000.  F.  dept— 1  aswc 
comb,  hose,  c  ft  pump,  trk.,  8  c  kssd  et., 
1     hose    reel;    hose,    cot.,    rub.    lined,   gd.,   l,8frO 
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ft.;  f.  al.,  Gamewda,  100  bx.;  v«I.  equip.,  $16,000; 
tot.  mem.,   6,  pd.   full  time. 

Water  Supply — Src,  apr.;  pump,  eng.,  cap.  day 
20,000  gala.;  maiua,  4  m.;  21  byd.;  prea.,  dom. 
80  lbs.,  i.  100  lbs. 

CENTERVILLE,  p.  1,485;  f.  area,  100  a.;  bldga., 
bk.  ft  wd.,  2  ator.;  wd.  rfa.  perm.;  fwka.  A  combt. 
ord.  F.  dept. — 1  h.  ft  L  trk.,  2  extension  ladders, 
budceta  ft  axea,  1  hoae  car.,  1  hose  reel;  hose,  cot, 
rub.  lined,  gd.,  1,800  ft;  f.  al.,  bell;  vaL  equip., 
|1,000;  tot.  mem.,  56  toL 

Water  Supply — Src,  wells;  sys.,  pump  to  fltdp.; 
Btdp.  cap.,  40,000  gak.;  dim.,  10  x  100;  res.  cap., 
60,000  gttl-s.;  2  pump,  eng.,  cap.  day  1,855,600 
gals.;  mains,  c.  i.,  3  m.,  4  to  8  in.  dia. ;  8o  hyd. ; 
5  met.;  800  serv.;  pres.,  dom.  ft  f.,  40  lbs.:  cons, 
day,  100,000  gals.;  cost,  |1 3,000;  cost  mtce., 
|200;  wks.  owned  by  cicy. 

OHESTERTOWN,  p.  2,7^5;  f.  area,  260  a.; 
mere,  bldga.,  bk.  ft  wd.,  2  ft  8  ator.;  priv.,  bk.,  2 
ft  8  ator.;  wd.  rfa.  perm.;  fwka.  ft  combt  ord.; 
causea  of  f.  inv.     F.  dept — 4  c.  band  ex.,  1  b.  ft 

1  trk.,  4  hoae  car.:  hose,  rub.,  gd.,  1,200  ft;  f. 
al.,  bell  ft  wh.;  val.  equip.,  f  18,000;  val.  bldga., 
14,000;   tot  mem.,   40  vol. 

Water  Supply — Src,  apr.;  aye.,  pump  to  res.;  rea. 
cap.,  1,000,000  gals.;  pump,  eng.,  class  comp.  dup., 
cap.  day  240,000  gals.;  mains,  6  m.,  8  to  4  in. 
dia.;  60  hyd.;  10  v.:  260  serv.;  pipe,  galv.  i.;  pres., 
dom.  26  to  80  lbs.,  f.  80  to  60  lbs.;  cons,  day,  100,* 
000  gala.;  cost,  $26,000;  cost  mtce.,  $2,000;  wks. 
owned  by  Co. 

CRISFIELD,  p.  8,468;  mere,  bldgs.,  wd.  ft  bk., 

2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.  F. 
dept — 1  str.,  1  h.  ft  L  trk.,  8  hose  reels,  6  hose 
carta;  2  hrs.;  hose,  cot,  rub.  lined,  gd.,  900  ft;  f. 
al.,    bell    ft   wh.;    vaL    equip.,   $6,000;    val.   bldga., 

.$750;  exp.  dent,  $600;  tot  mem.,  35  vol.;  undra. 
rating,   tiiird  dass. 

Water  Supply — Src,  well;  aya.,  pump  to  atdp.; 
atdp.  cap.,  150.000  gala.;  2  pump,  eng.;  mains, 
c  r.,  2%  m.,  4  to  8  in.  dia.;  87  hyd.;  met,  100, 
pipe,  lead;  prea.,  dom.  <30  Iba.,  f.  60  lbs.;  cona. 
day,  40,000  g«38.;  cost,  $22,000;  cost  mtoe., 
$1,500;  wks.  owned  by  town. 

CUMBERLAND,  p.  21,889;  f.  area,  4,000  a.: 
mere  bldga.,  bk.  ft  atn.,  1  to  6  stor.;  priv.,  bk.,  1 
to  4  ator.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  str.,  8  c.  hand  ex., 
1  b.  Jfc  1.  trk.,  8  oomb.  c.  ft  h.  wag.,  6  hoae  car.,  8 
hrs.;  hose,  cot,  rub.  lined,  gd.,  4,200  ft;  inf.,  2,- 
100  ft.:  tot  hose,  6,800  ft;  f.  al.,  Oamewell,  22 
bz.;  vJl  equip.,  $40,000;  val.  bldga..  $86,000; 
ezp.  dept,  $12,000;  tot  mem.  218,  pd.  full  time 
18,    200   voL 

Wstar  Supply — Src.,  riv.,  in  bua.  cent;  aya., 
pump  dir.  ft  grav.;  8  pump,  eng.,  cap.  day  12,000,- 
000  gals.;  mains,  141,798  ft;  240  hyd.;  146  v.; 
met,  14;  4,600  serv,;  pipe,  galv.  L;  prea.,  dom. 
00  lbs.,  f.  116  Iba.;  cona.,  9,000,000  gala,  dav; 
cost,  $287,866;  cost  mtce.,  $9,^98;  wks.  owned  by 
city. 

DENTON,  p.  1,481.  F.  dept--2  hand  eng..  1 
hose  red;  hose,  400  ft;  f.  aL,  bell;  tot  mem., 
40  vol. 

Water  Supply— Src,  artesian  wells,  %  m.  bu«. 
cent.;  ays.*  pump  to  stdp.;  res.  cap..  65,000  gal«. ; 
2  pump,  eng.,  class  trip.;  wks.  owned  by  city. 

EA8TON,  p.  8,088;  f.  area,  480  a.;  mere,  bldgs., 
bk.  Sc  wd..  2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.;  fwka.  ft  combt  ord.  F.  drat — 1  str.,  1  h. 
ft  L  trk.,  6  hose  car.;  hose,  cot,  rub.  lined,  gd.,  800 
ft.;  rub.,  gd.,  1,650  ft;  inf.,  700  ft;  tot  hose, 
2,«50  ft;  f.  aL,  bell;  val.  equip.,  $6,500;  val. 
bidgB.»  f-8,000;  tot  mem.,  44  voL 

Water  Supply — Src,  wells,  %  m.  bua.  cent;  «ra., 
pump  to  rea.  ft  atdp.;  atdp.  cap.,  80,000  gala.; 
dim..  12  X  100;  mat,  iron;  rea.  cap.,  140,000  gals., 
loc  %  m.  cent  of  town:  2  pump,  eng.,  cap.  day 
500,000  gala.;  malna,  c  L,  8  m.,  4  to  8  in.  dia.; 
44  byd.;  60  v.;  440  aerv.;  pipe,  galv.  L;  prea,  dom. 
40  lb«-,  f.  126  Iba.;  cona.  day,  200,000  gala.;  cost, 
$56,000;  coat  mtoe.,  $2,000;  wks.  owned  by  Co. 

ELKTON,  p.  2,487;  f.  area,  600  a.:  mere  bldgs., 
wd..  2  to  4  stor.;  priv.,  wd.  ft  bk.,  2%  stor.;  wd. 
rfa  perxn.;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F  'dept. — 1  str.,  2  hand  eng.,  1  comb,  c  ft  h.  wag., 
5*  c  band  ex.,  1  h.  ft  1.  trk.,  2  hose  wag.,  8  hose 
car  •  boae.  cot,  rub.  lined,  gd.,  2,600  ft;  f.  al., 
beli'ft  «I«c-;  ▼»!•  equip.,  $8,000;  val.  bldga,  $5,- 
000;    exp.  dept,  $200;  tot.  mem.,  126  vol. 


Water  Supply — Src,  wells  ft  creek;  sys.,  pump 
to  res.;  res.  cap.,  800,000  gals.;  pump,  eng.,  claas 
dup.,  cap.  day  750,000  gals.;  mains,  h\k  m.,  4  to 
10  in.  dia.,  c  i.;  50  hyd.;  25  v.;  pres.,  dom.  66 
lbs.,  f.  76  lbs.;  cost,  $80,000;  wks.  owned  by  Co. 

ELLICOTT  CITY,  p.  1,151;  f.  area,  1,280  a.; 
bldga.,  atn.  ft  wd.,  1  ft  2  stor.;  wd.  rfs.  perm.  F. 
dept.^1  hand  eng.  ft  c  eng.  comb.,  2  c.  hand  ex.. 
In.  ft  I.  trk.,  2  hoae  car.,  50  rub.  buckets;  hose, 
cot,  rub.  lined,  gd.,  900  ft.;  f.  al.,  bell;  val. 
equip.,  $2,000;  val.  bldgs.,  $600;  tot  mem.,  75 
vol. 

Water  Supply — Src,  wella  ft  spr.,  %  m.  bus. 
cent;  sys.,  grav.;  res.  cap.,  650,000  gals.;  mains, 
c  i.,  8  m.,  8  to  6  in.  dia. 

FREDERICK,  p.  10,411;  mere  bldgs.,  bk.,  2,  8 
ft  4  stor.:  priv.,  bk.  ft  wd.,  2  ft  8  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt  ord.;  cauaes  of  f.  not  inv. 
F.  dept — 1  str.,  2  auto,  atr.,  2  comb.  h.  ft  1.  trk., 
8  c  hand  ex.,  4  hoae  car.,  6  hose  reels,  4  hrs.; 
hose,  cot,  rub.  lined,  gd.,  2,960  ft.;  val.  equip., 
$20,000;  vaL  bldgs.,  $20,000;  tot  mem.,  425 
vol.;  undrs.  rating,  second  class. 

Water  Supply — Src,  mountain  atrm.,  0  m.  bua. 
cent;  aya.,  pump  to  rea.  ft  grav.;  rea  cap.,  0,900,- 

000  gals.;  malna,  c.  i.,  28  m.,  8  to  12  in.  dia.; 
160  hrd.;  62  v.;  met,  1;  2,700  serv.;  pipe,  lead  ft 

fHy,  1.;  pres.,  dom.  16  to  88  lbs.,  f.  60  lbs.;  cost, 
222,000;  cost  mtce.,  $2,500;  wka  owned  by  city. 

f'ROSTBURQ,  p.  0,028;  f.  area,  8,200  a.;  mere 
bldga.,  bk.  ft  wd.,  2  ft  -8  ator.;  priv.,  wd.,  1  to  8 
stor.;  wd.  rfa.  perm.;  fwka.  ft  combt  ord.  F. 
dept — 2  h.  ft  1.  trk.,  6  hoae  car.,  1  c  eng.;  hoae, 
cot,  rub.  lined,  gd.,  1,000  ft;  rub.,  gd.,  2,000  ft; 
tot  hose,  8,000  ft;  f.  al.,  bell  ft  wh.;  val.  equip., 
$4,600;  val.  bldgs.,  $4,000;  exp  dept,  $300;  tot 
mem.,  100  voL 

Watsr  Supply — Src,  spr.,  8  m.  bus.  cent;  srs., 
grav.  ft  pump  to  res.;  res.  cap.,  2,485,000  gals.; 
new  res.  completed,  cap.  500,000  gals.;  2  pump, 
eng.,  cap.  day  150,000  gala.;  mains,  9  m.,  2  to 
8  in.  dia.;  57  hyd.;  81  v.;  met,  9;  900  serv.; 
pipe,  galv.  i.;  pres.,  dom.  120  lbs.,  f.  180  lbs.; 
cons,  day,  160,000  gals.;  cost,  $55,000;  cost 
mtce,  $1,800;   wks.  owned  by  city. 

<HAQ6RST0WN,  p.  16,607;  f.  area,  2  aq.  m.; 
mere  bldga.,  atn.,  bk.  ft  wd.,  2  ator.;  priv.,  mostly 
bk.,  2  stor.;  wd.  rfs.  not  penn.  in  f.  area;  fwka.  ft 
combt  ord.;  cauaes  of  f.  inv.  F.  dept — 2  str.,  2 
auto.  comb,  atr.,  2  comb,  c  ft  h.  wag.,  1  c  eng.  on 
wla.,  16  c  hand  ex.,  1  h.  ft  1.  trk.,  S  hoae  wag.,  6 
hose  car.,  6  bra.;  hose,  cot,  rub.  lined,  gd.,  10,000 
ft;  f.  al.,  Oamewell,  42  bx.;  val.  equip.,  $45,000; 
val.  bldga.,  $150,000;  exp.  dept,  $8,000;  tot  mem., 
210,  pd.  full  time  10,  vol.  200. 

Water  Supply — Src,  mountain  spr.,  11  m.  bus. 
cent;  sya.,  grav.;  res.  cap.,  185,000,000  gala.,  loc 
Smithsburg,  Md.;  1  pump,  eng.,  claas  comp.,  cap. 
day  8,000,000  gala.;  mains,  c  1,  48  m.,  4  to  20  in. 
dia.;   100  hyd.;   112  v.;   met,  2,600;   8,000  serv.; 

Sipe,  galv.  L;  pres.,  dom.  55  lbs.,  f.  90  lbs.;  cona. 
ay,   2,500,000  gala.;  cost,  $860,000;  wks.  owned 
by  Co. 

HAVRE  DE  GRACE,  p.  4,212;  f.  area,  600  a.; 

mere  bldffs.,  bk.,  atn.  ft  wd.,  1  to  4  stor.;  priv., 
bk.,  stn.  ft  wd.,  1  to  4  stor.;  wd.  rfs.  perm,  in  f. 
area;  fwks.  ft  combt.  ord.;  causes  of  i.  inv.  F. 
dept. — 1  h.  ft  1.  trk.,  8  hose  wag.;  1  hose  car.; 
hose,  cot.,  rub.  lined,  gd.,  2,100  ft;  rub.,  gd., 
400  ft;  tot.  hose,  2.500  ft;  f.  al.,  telp.;  val. 
equip.,  $4,000;  yal.  bldgs.,  $1,000;  exp.  dept, 
$450;  tot  mem.,   56  vol. 

Water  Supply---Sre,  riv.,  ^  m.  bus.  cent;  ays., 
pump  to  res.;  res.  cap.,  4,000,000  gala.;  1  pump, 
eng.,  cap.  day  860,000  gala.;  malna,  c  L,  10  m., 
4  to  10  in.  dia.;  60  hyd.;  170  v.;  met,  9;  460 
serv.;  pipe,  galv.  L;  prea.,  dom.  100  Iba.,  f.  140 
lbs.;  cost,  $100,000;  cost  mtce.,  $2,000;  wka. 
owned  by  Co. 

HYATTSVILUE,  p.  1,917;  mere  bldgs..  bk.,  2 
ft  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  no 
fwka  ft  combt  ord.;  causes  of  f.  inv.     F.  dept — 

1  h.  ft  1.  trk.,  8  hose  reels;  hose,  cot,  rub.  lined, 

Sd.,  1,200  ft;  f.  al.,  bell;  val.  equip.,  $700;  exp. 
ept,  $450;  tot  mem.,  85  vol. 
Water  Supply — Src,  wella,  6  arteaian,  at  edge  of 
town;  sys.,  pump  to  stdp.;  stdp.  cap.,  100,000  gala., 
loc  1,800  yda.  from  wella;  mat,  ati.;  rea.  cap.,  100,- 
000  grala.,  loc  at  atation;  2  pump,  eng.,  dasa  trip., 
cap.  day  90,000  gal«.;  mains,  iron,  5  m.,  4  to  8 
in.  dia.;  70  hyd.;  50  v.;  400  met;  450  serv.;  pres.. 
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f.,  60  lbs.;  cons,  day,  70,000  gals.;  cMt,  |82,000; 
oofit  mtce.,   $4,500;    wks.   owned  by  city. 

LA  PLATA,  p.  269:  f.  Area,  80  a.:  mere.  bldgB., 
wd.,  1  to  2  stor.;  priv.,  wd.;  wd.  ru.  perm,  in  f. 
area.  F.  dept. — 1  hand  c.  eng.,  1  hose  wag.;  hose, 
cot.,  rub.  lined,  gx].,  200  ft.;  vaL  equip.,  |500; 
ezp.   dept.,   $125,000;   toL   mem.,   100   voL 

Water  Supply — Src,  wello. 

LAUREL,  p.  2,415;  mere  bldgs.,  stn.,  bk.  k  wd., 
2   stor.;   priv.,  atn.,   ok.    &  wd.,   2   stor.;   wd.   rfs. 

Eerm.     F.  depL — 1  h.  &  1.  trk.,  S  hose  car.,  4  c. 
and  ex.;  hose,  cot.,  rub.   lined,  gd.,   1,500   ft.;   f. 
aL.  wh.,  16  bx.;  tot.  mem.,  57  vol. 

Water  Supply — Src,  lake;  sys.,  pump  to  etdp.; 
stdp.  cap.,  135,000  gals.;  res.  cap.,  12,000  gals.; 
mams,  4  m.,  4  to  8  in.  dia.;  33  hyd.;  pres.,  dom. 
60  lbs.,  f.  60  lbs.;  cons,  day,  40,000  gals.;  cost, 
$35,000;   wks.   owned  by   town. 

LIBERTYTOWN,  p.  1,354;  f.  area,  75  a.;  wd. 
rfs.  perm.;  fwks.  &:  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  hand  eng.;  hose,  cot.,  rub.  lined,  gd., 
860  ft;  val.  equip.,  $760;  v«L  bldgs.,  $400; 
tot.  mem.,  50  vol. 

Water  Supply — Src.,  wells;  no  waterwks. 

LONACONINQ,  p.  1,658;  f.  area,  267  a.;  mere, 
bldgs.,  wd.  &;  bk.,  2  je  8  stor.;  priv.,  wd.  Ac  bk.,  2 
stor.;  wd.  rfs,  perm.;  fwks.  JE  combt.  ord.;  causes 
of  f.   inv.     F.   dept. — 1   hand  eng.,   2   c.  hand  ex., 

1  h.  &  1.  trk.,   3  hose  car.:  hose,  cot.,  rub.  lined, 

?d.,   3,000  ft.;   f.  al.,  bell  &  wh.;  vol.  equip.,   $4,- 
50;    val.    bldgs.,    $1,000;    exp.    dept,    $800;    tot 
mem.,  50  vol. 

Water  Supply — ^Src,  spr.,  8  m.  bus.  cent:;  sys., 
grav.;  res.  cap.,  5,000,000  gals.;  mains,  iron,  5^ 
m.,  4  to  12  in.  dia.;  85  hyd.:  met,  7;  600  serv.; 
pipe,  galv.  i.;  pres.,  dom.  60  lbs.,  f.  110  lbs.;  cons, 
day,  50,000  gals.;  cost,  $85,000;  cost  mtce.,  $1,- 
200;  wks.  owned  by  Co. 

MT.  WASHINGTON,  p.  1,600;  f.  area,  5,000  ft; 
mere,  bldgs.,  wd.  k  stn.,  2  stor.;  priv.,  wd.  &  stn., 

2  stor.;  wd.  rfs.  perm.;  no  fwks.  k  combt.  ord.; 
c&uses  of  f.  inv.  F.  dept — 1  c.  eng.;  hose,  cot, 
rub.  lined,  gd.,  1,000  ft;  8  c.  hand  ex.,  hose  car., 
reels,  &c.,  2  hrs.;  f.  al.,  elec,  9  bx.;  vaL  equip., 
$1,200;  val.  bldgs.,  $2,000;  exp.  dept,  $2,600; 
tot.  mem.,  2,  pd.  full  time. 

Water  Supply — Src.,  wells,  1  m.  bus.  cent;  sys., 
pump  to  stdp.  k  dir.;  stdp.  cap.,  45,000  gals.;  mat, 
wd.  k  iron,  8  pump,  eng.;  mains,  c.  k  wrt.  L, 
27  hyd.;  met.,  107;  wks.  owned  by  Oo. 

NORTHEAST,  p.  974;  f.  area,  26  a.;  mere, 
bldgs.,  bk.  k  wd.,  2%  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  fvHcs.  k  combt  ord.;  causes 
of  f.  inv.  F.  dept — 1  str.,  1  c.  eng.  on  wis.,  1 
comb.  c.  k  h.  wag.;  hose,  cot,  rub.  lined,  gd.,  160 
ft:  val.  equip.,  $400;  tot  mem.,  20  vol. 

Water   Supply — Src,   well.     No   waterwks.   eyw. 

OAKLAND,  p.  1,866;  f.  area,  ^00  a.;  bldgs..  wd., 
2  stor.;  wd.  rfs,  perm.;  fwks.  k  combt  ord.  F. 
dept. — 1  c.  eng.,  1  hose  cart,  6  c  hand  ex.,  1  h.  & 
L  trk.;  hose,  linen,  gd.,  150  ft.;  f.  al.,  bell:  vaL 
equip.,  $1,200;  vaL  bldgs.,  $300;  exp.  dept,  $100; 
tot  mem.,   50  vol. 

Water  Supply — Src,  wells,  cisterns  k  riv. 

OXFORD,  Talbot  Co..  p.  1,191;  mere  bldgs., 
wd.;  wd.  rfs.  perm.  F.  dept. — comb,  gas  hand 
eng.,  1  h.  &  1.  trk.,  2  hose  wag.;  hose,  cot.,  rub. 
lined,  gd.,  1,000  ft;  f.  al.,  bell;  val.  equip.,  $8,000; 
r«l.  bldgs.,  $800;  exp.  dept,  $'150;  tot  mem.,  65 
rol. 

Water  Supply — Src,  riv.  k  wells. 

POCOMOKE,  p.  2,369;  mere  bldgs.,  bk.,  2  stor.; 
priv.,  wd.,  2%  stor.;  wd.  rfs.  not  perm.;  fwks.  k 
combt  ord.;  causes  of  f.  inv.  F.  dept — 1  str.,  1 
h.  &  L  trk,,  2  hose  carts,  2  hrs.:  hose,  cot.  rub. 
lined,  gd..  2,000  ft;  inf.,  1,000  ft;  tot  hose,  8,- 
000  ft.;  f.  ah,  wh.;  val.  equip.,  $8,000;  val.  bldgs., 
$6,000;  exp.  dept,  $800;  tot  mem.,  25  voL 

Water  Supply — Src,  well;  sys.,  pump  to  stdp.; 
stdp.  cap.,  86,000  gals.;  pump,  eng.,  cap.  day  1,- 
000.000  gals.;  mains,  c  i.,  2  m.,  4  to  8  m.  dia.; 
42  hyd.;  pres.,  f.  48  to  50  lbs. 

PORT  DEPOSIT,  p.  1,894;  f.  area,  100  a.;  bldM., 
wd.  k  bk.,  2%  Btor.;  wd.  rfs.  perm.;  fwks.  k  combt 
ord.  F.  dept — 2  str.,  4  sets  of  ladders,  2  hose 
car.;  hose,  cot,  rub.  lined,  ed.,  2,000  ft;  f.  aL. 
bell  k  wh.;  tot  mem.,  60  voL 

Water  Supply — Src,  spr.,  2,000  ft  bus.  cent; 
sys.,  grav.  k  pump  to  res.;  res.  cap..  800,000  gals.; 
mains,  c  L,  2  m.,  4  to  6  in.  dia.;  16  hyd.,  110 


serv.;  pipe,  galv.  L;  pres.,  dom.  75  lbs.,  £.  110  Iba.; 
cost,    $20,000;   cost  mtce.,   $100;   wks.   owned  by 

town. 

ROCKVILLE,  Montgomery  Co.,  p.  1,181.  F. 
dept. — 1  h.  k  1.  trk.,  1  hose  oart;  hose,  cot.»  600 
ft 

Water  Supply — Src,  wells,  %  m.  bus.  cent.: 
sys.,  pump  to  stdp.;  cap.,  52,000  gals.;  IS  z  62 
ft.;  mat  bk.,  stL  tower;  8  pump,  eng.,  cap.  min. 
200  gals.;  mains,  c  i.,  8  m.,  4  to  8  in.  dia.;  St 
hyd.  12  v.;  pipe,  iron;  pres.,  dom.  60  lbs.,  f.  80 
to  100  lbs.;  cons,  dsy,  20.000  gals.,  cost  mtce., 
$1,200;  wks.  owned  by  city. 

SALISBURY,  p.  6,600;  f.  area,  600  a.;  mer& 
bldgs.,  bk.,  2  to  6  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  fwks.  k  combt  ord.;  causes  of  f.  inr. 
F.  dept — 2  str.,  2  h.  jc  L  trk.,  1  hose  wag.,  2  home 
car.,  5  hrs.;  hose,  cot,  rub.  lined,  gd.,  8,000  ft.; 
f.  &[.,  bell;  vaL  equip.,  $10,000;  veL  bldgs.,  $6,- 
000;  tot  mem.,  40  voL 

Water  Supply — Src,  wells,  H  m.  bus.  cent.; 
sys.,  pump  to  stdp.  k  dir.;  stdp.  cap.,  86,500  gala.; 
dim.,  12  X  100;  mat,  wrt  L;  2  pump,  eng.,  cap. 
day  1,000,000  gals.;  mains,  c  L,  8  m.,  4  to  8  in. 
dia.;  26  hyd.;  63  v.;  met,  2;  pipe,  galv.  L  k  lead; 
pres.,  dom.  60  lbs.,  f.  136  lbs.;  cons,  day,  200,000 
gals.;   cost,   $39,700;   wks.   owned  by   Co. 

SNOW  HILL,  p.  1,844;  f.  area,  800  a.;  mere 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  bk.  k  wd.,  S  stor.: 
wd.  rfs.  not  perm,  in  f.  area;  combt  ord.;  causes  of 
f.  inv.  F.  dept. —  c  hand  ex.,  2  hose  car.,  1  h.  A 
L  trk.,  2  hrs.;  hose,  cot.,  rub.  lined,  ard.,  1,250  ft.; 
f.  al.,  wh.;  vaL  equip.,  $1,600;  vaL  bldgs.,  $4,000; 
exp.  dept,  $800;  tot  mem..  24  vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp. 
k  dir.;  stdp.  cap.,  84,000  gals.;  2  pump,  eng., 
class  nor.  dup.,  cap.  day  1,200,000  gala;  maina^ 
9  m..  4  to  6  in.  dia.;  82  hyd.;  100  serv.; 
pres.,  dom.  30  lbs.,  f.  80  to  140  lbs.;  cost,  $25,000; 
cost  mtce.,   $1,000;   wka  owned  by  town. 

ST.  MICHAELS,  p.  1,617;  f.  area,  60  a.;  mere 
bldgs.,  wd.  k  bk.,  1  to  8  stor.;  priv.,  wd.  k  bk.,  2 
stor.;  wd.  rfs.  perm.;  fwks.  k  combt  ord.;  causes 
of  f.  inv.  F.  dept. — 6  c  hand  ex.,  1  h.  &  L  trk., 
1  water  tower,  3  hose  car.;  hose,  cot.,  rub.  lined, 
gd.,  600  ft;  f.  al.,  bell;  vaL  equip.,  $2,600;  nL 
bldgs.,  $1,300;  tot  mem.,  60,  pd.  full  time  1. 
toL  59. 

Water  Supply — Src,  60  wells  k  riv.;  also  atdp., 
cap.    67,000  gal.;  1  pump. 

TANEYTOWN.  p.  824.  F.  dept — 1  band  trk.,  S 
hose  reels:  hose,  1,000  ft.;  tot  mem.,  40  voL 

Water  Supply — (Src.  wells,  %  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  c^.,  115,000  gals.;  1 
pump,  eng.;  mains,  2  m.,  4  to  8  in.  dia;  SI  hyd.; 
pres.,  dom.  60  lbs.,  f.  100  lbs.;  cost,  $1*1,000;  cost 
mtce..   $1,150;   wks.   owned  by  city. 

Water  Supply — Src,  spr.,  well  k  creek;  stdp. 
cap.,  116,000  gals.;  1  pump,  eng.;  mains,  2  m.^ 
4  to  8  in.  dia.;  21  hyd.;  pres.,  dom.  60  IbsL,  1 
100    }bs. 

THURMONT,  p.  908.  F.  dept— 1  h.  k  h  trie,  8 
hose  reels;  hose.  1,500  ft;  f.  al.,  bell;  vaL  equip, 
$1,000;  val.  bldgs.,  $2,500;  tot  mem.,  100  voL 

Water  Supply— Src,  mountain  strm.,  IH  ■>- 
bus.  cent;  sys.,  grav.;  res.  cap..  180,000  gals.; 
mains,  6  m.,  4  to  6  in.  dia.;  27  hyd.;  12  v.;  t 
met;  150  serv.;  pres.,  dom.  60  Iba,  f.  80  Ifaa.; 
cons,  day,  80,000  gals.;  cost,  $16,000;  eoet  mtee.« 
$360;  wks.  owned  by  priv.  Co. 

TOWSON,  p.  2,500;  f.  area,  4  sq.  m.;  mere. 
bldgs.,  bk.  k  stn.,  2  stor.;  priv.,  wd.,  2^  star.; 
causes  of  f.  inv.  F.  dept — 1  auto.  str..  1  c  €ng. 
on  wis.,  2  h.  &  1.  trk.,  1  hose  wag.,  2  hxa;  hose, 
cot,  rub.  lined,  gd.,  1.600  ft;  rub.,  gd.,  800  ft; 
inf.,  800  ft;  tot.  hose,  2,700  ft;  f.  aL.  bell,  S  bx.; 
vaL  equip.,  $15,000;  vaL  bldgs.,  $12,000;  exp. 
dept.,  $2,500;  tot  mem.,  100,  pd.  lull  tiise  t, 
vol.  98. 

Water  Supply — Src,  river,  1  m.  bua  cent;  aya.* 
pump  to  stdp.;  stdp.  cap.,  200,000  gate.;  mat^ 
StL;  res.  cap.,  4.000,000  gala;  2  pump,  eng.,  oap. 
day.,  2,000,000  gals.;  maina,  c  k  wrt  i.,  2  to  10 
in.  dia.;  pres.,  dom.  k  f.  80  Iba;  wka  owned  by 
city. 

UNION  BRIDGE,  p.  804:  f.  area,  260  a;  B»cre. 

bldgs.,  bk.,  1  k  B  stor.;  priv.,  stn.,  bk.  k  «d..  S  k 
3  stor.;  wd.  rfa  perm,  in  f.  area;  causes  of  L  !■▼• 
F.  dept — 6  c  hand  ex.,  1  h.  Jl  L  txk.,  4  hose  car.; 
hose,  cot,  lined,  gd.,  1,600  ft;  rub.  lined.  50O  ft.; 
tot  hose,  2,000  ft;  f.  aL,  bell;  vaL  eoofp.,  $t»000; 
vaL  bldfl^.,  $4,000;  tot  mem.,  46  vol 
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Water  Supply — Src,  spr.  A  wells,  500  yds.  bus. 
cent;  fl^s.,  pump  to  res.  &  dir.;  res.  cap.,  426,- 
000  gals.;  pump,  eng.,  class  comp.,  cap.  day  260,' 
000  gals.;  mains,  2^  ro.,  4  to  6  in.  dia.;  23  hyd.; 


40  v.;  met,  3;  100  serv.;  pipe,  gslv.  1.;  nnm., 

60  lbs.,  f.  100  lbs.;  cons,  day,  126,000  gals.:  cost, 

124,600;  cost  mtce.,  |600;  wks.  owned  oy  Co. 

WESTMINSTER,  p.  8,206;  f.  ares,  1,800  a.; 
mere  bldgs.,  stn.,  bk.  k  wd.,  2  dc  8  stor.;  priv., 
8tn.,  bk.  ft  wd.,  2  ft  8  stor.;  wd.  rfs.  perm,  in  f. 
area;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept — 4  c.  hand  ex.,  1  h.  ft  L  trk.,  6  ^ose  wag.,  6 
hofie  car.;  hose,  cot.,  rub.  lined,  gd.,  2,500  ft;  f. 


al.,  bell;  val.  equip.,  |5,000;  val.  bldgs.,  |12,000; 
exp.  dept,  $200;  tot  mem.,  60  vol. 

Water  Supply — Src.,  wells  ft  spr.,  2  m.  bus. 
cent;  sys.,  pump  to  res.;  res.  cap.,  1,000,000  gals., 
••—  *^  m.  «»^«j  8  pump,  eng.,  cap.  day  2.r** 
000  gals.;  mains,  c.  L,  7  m.,  4  to  10  in.  dia.;  •tt 
hyd.;  100  v.;  met,  200;  1,021  serv.;  pipe,  galv.  L; 
pres.,  dom.  75  lbs.,  f.  100  lbs.;  cost,  $106,000; 
wks.  owned  by  Co. 

Places  of  a  population  of  1,000  or  more  having 
no  organired  fire  dept — Berten,  Sharpsburg,  West- 
ernport,   Williamsport 

Places  of  a  population  of  1,000  or  more  not  re- 
ported— Chesapeake,  Sharon,  St  Denis. 
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ABINGTON,  p.  6,455;  mere  bldgs.,  wd.,  3  ft  4 
stor.;  priv.,  wd.,  1%  to  2%  stor.;  wd.  rfs.  perm. 
F.  dept. — 2  h.  ft  1.  trk.,  5  hose  car.,  8  hra;  hose, 
cot.,  rub.  lined,  gd.,  4,500  ft;  Inf.,  1,600  ft; 
tot.  hose,  6,000  ft;  f.  al.,  Gamewell,  21  bz.; 
val.  equip.,  $9,000;  vaL  bldgs.,  $5,000;  exp.  dept, 
$4,500;  tot.  mem.,  96,  pd.  full  time  66. 

Water  Supply — Src,  pond,  8  m.  bus.  cent;  sys., 
pump  to  stdp.;  2  stdp..  No.  1  cap.  367,000  gals.. 
No.  2  cap.  1.295,000  gals.,  No.  1  dim.  25  x  100, 
No.  2  46  X  104,  loc.  on  Beech  Hill,  mat.  stl.  ft 
cone.;  2  pump,  eng.,  cap.  day  4,500,000  gala.; 
mains,  c.  i.,  25  m.,  6  to  16  in.  dia.;  151  nyd.; 
93  v.;  met.  300;  1,017  serv.;  pipe,  cem.  lined; 
pres.,  dom.  70  lbs.,  f.  70  lbs.;  cons,  day,  408,449 
gals.;  cost,  $150,000;  coat  mtce.,  $4,193.60;  wks. 
owned  by   town. 

ACTON,  Middlesex  Co.,  2,120;  mere,  bldgs.,  wd., 
1%  stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 8  hand  eng.,  1  c. 
eng.,  11  c.  hand  ex.,  4  h.  ft  1.  trk.,  hose  carried 
on  eng.,  pails  ft  Johnson  hand  pump;  hose,  cot, 
nib.  lined,  gd.,  860  ft;  rub.,  gd..  60  ft;  linen, 
gd.,  560  ft;  inf.,  200  ft;  tot.  hose,  1,160  ft;  f. 
ah,  bell;  val.  equip.,  $1,500;  val.  bldgs.,  $500; 
tot.   mem..   100  vol. 

Water  Supply — Src.,  wells.  %  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  504,000  gals.;  mat.,  stl.; 
2  pomp,  eng.;  cap.  day,  864,000  gala;  mains,  c.  i., 
11  m.,  6  to  12  in.  dia.;  100  hyd.;  300  met;  300 
serv.;  pipe,  «tl.  ft  cem.;  pres.,  dom.  ft  f.  80  to 
100  lbs.;   cost,   $100,000;  wks.  owned  by  city. 

ADAMS,  p.  18,026;  f.  area,  1,600  a.;  mere, 
bldgs.,  bk..  2  to  4  stor.;  priv.,  wd..  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ord.;  causes  of  f.  inv.  F. 
dept — 6  c.  hand  ex.,  2  h.  ft  1.  trk.,  1  hose  wag., 
5  hose  car.,  2  hrs.;  hose,  cot.,  rub.  lined,  go., 
5.000  ft.;  f.  al.,  elec,  80  bx.;  val.  equip.,  $7,500; 
val.  bldgs.,  $10,000;  exp.  dept,  $2,000;  tot  mem., 
45  vol. 

Water  Supply — Src.,  strm.  ft  driven  wells,  2  to  6 
m.  bus.  cent;  sys.,  grav.;  res.  cap.,  4,000,000 
gals.,  loc  at  Cheshire,  2%  m.  distant;  2  pump, 
engr.,  cap.  day  4.500,000  gals.;  mains,  c.  i.,  21 
m..  4  to  18  m.  dia.;  819  hyd.;  150  v.;  met,  50; 
1,460  serv.;  pipe,  wrt.  i.;  pres.,  dom.  100  lbs., 
f.  130  lbs.;  cost,  $500,000;  cost  mtce.,  $3,200; 
wks.  owned  by  f.  district 

AQAWAN,  p.  8,200.  F.  dept. — 1  auto,  trk.,  8 
hose  carts,  2  hand  trk.;  val.  equip.,  $2,800;  val. 
bldgs.,  $2,000;  exp.  dept,  $1,000;  tot  mem.,  75, 
pd.   part   time. 

Water  Supply — Src,  from  Springfield;  sys.,  grav.; 
mains,  25  m.;  250  hyd.;  pres.,  dom.  90  lbs.;  f. 
120  lb«.;   cost,  $150,000;  wks.  owned  by  town. 

AMESBURY,  p.  9.894;  f.  area,  1,500  a.:  mere 
bldgs.,  etn.,  bk.  ft  wd.,  8  stor.;  priv.,  wd.,  2% 
rtor.;  wd-  rfs.  perm.;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept — 1  str.,  8  hand  eng.,  12  c 
hand  ex.,  1  h.  ft  1.  trk.,  4  hose  wag.,  8  hose  car., 
reel,  &c.»  8  hrs.;  hose,  cot,  rub.  lined,  gd.,  7,000 
ft-;  f.  al.,  Gamewell,  25  bx.;  val.  equip.,  $16,000; 
val.  blders.,  $6,000;  exp.  dept,  $7,300;  tot  mem., 
152,  pd.  P*rt  time  62,  vol.  100;  undrs.  rating, 
first   class. 

Water  Supply — Src,  wells,  1%  m.  bus.  cent; 
sys..  pump  to  res.  ft  dir.;  res.  cap.,  3.800,000 
m1^;  2  pump,  eng.,  cap.  day  2,000,000  gals.; 
maina,  c  i.,  16  m.,  4  to  12  in.  dia.;  166  hyd.; 
meU,  85;  1,900  serv.:  pipe,  galv.  I  ft  lead;  pres., 
dom.  65  lbs.,  f.  116  lbs.;  cons,  day,  600,000  gals.; 
wka.    o'wned  by  town. 


AMHERST,  p.  6,112;  f.  area,  10  sq.  m.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  hand  eng.,  36  c. 
hand  ex.,  1  h.  ft  I.  trk.,  8  hose  wag.,  1  hose  reel; 
hose,  cot,  rub.  lined,  gd.,  6,500  ft.;  f.  al.,  bell  ft 
wh.,  20  bx.;  val.  equip.,  $7,500;  vaL  bldgs., 
$6,000;  exp.  dept,  $2,000;  tot  mem.,  44;  pd. 
part  time  36,  vol.  8. 

Water  Supply — ISrc.,  brook,  4  m.  bus.  cent; 
sys.,  grav.;  res.  cap.,  12,000,000  gals.;  pump, 
eng.;  mains,  cem.  ft  iron,  21  m.,  2  to  12  in.  dia.; 
69  hyd.;  400  serv.;  pres.,  dom.  100  lbs.,  f.  65  to 
160  lbs.;  cost,  $85,000;  wka.  owned  by  Co. 

ANDOVER,  p.  7,801;  f.  area,  20,098  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  str.,  11  c.  hand 
ex.,  2  h.  ft  1.  trk.,  8  hose  wag.,  1  auto.  comb, 
c.  ft  h.  wag.,  8  hrs.;  hose,  cot,  rub.  lined,  gd., 
5,000  ft;  f.  al.,  elec.  26  bx. ;  val.  equip.,  $8,850; 
val.  bldgs.,  $16,000;  exp.  dept,  $6,700;  tot.  mem., 
34  vols. 

Water  Supply — Src,  pond,  4  m.  bus.  cent; 
sys.,  pump  to  res.;  res.  cap.,  1.500,000  gals.,  loc 
1^  m.  8.  of  cent,  of  town;  2  pump,  eng.,  class 
dup.,  cap.  day  3.600,000  gals.;  mains,  c  i.,  47 
m.,  4  to  14  in.  dia.;  344  hyd.;  met,  1,081;  1,304 
serv.;  pipe,  cem.  ft  lead;  pres.,  dom.  15  to  120 
lbs.,  f.  30  to  160  lbs.;  cons.  day.  558,000  gals.; 
cost,  $350,000;  cost  mtce.,  $8,100;  wks.  owned 
by  town. 

ARLINGTON,  Middlesex  Co.,  p.  11,187;  mere 
bldgs.,  wd.  ft  bk.,  1  to  4  stor.;  priv.,  wd.,  2  to 
3  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept. — 1  c  eng.,  8  c  hand  ex.,  1 
h.  ft  1.  trk.,  2  hose  wag.,  8  hrs.;  1  auto.  comb, 
c  ft  h.  wag.,  1  auto.  trip,  pump,  comb,  c  ft  h. 
wag.;  hose,  cot,  rub.  lined,  gd.,  6,500  ft;  inf., 
1,300  ft;  tot.  hose,  7.800  ft;  f.  al.,  Gamewell, 
36  bx.;  val.  equip.,  $26,000;  vaL  bldgs.,  $40,000; 
exp.  dept,  $12,600;  tot  mem.,  48,  pd.  full  time 
6,  pd.  part  time  42. 

Water  Supply — Src,  Metropolitan,  80  m.  bus. 
cent;  svs..  grav.,  pump  to  stdp.;  stdp.  cap.,  662,* 
000  gals.,  dim.  40  x  60,  mat.  boiler  i.;  mains, 
c  i.  ft  cem.  lined,  48  m.,  4  to  12  in.  dia.;  480  hyd.; 
380  v.;  met,  1,957;  2,366  serv.;  pipe,  cem. 
lined  ft  wrt.  i.;  pres.,  dom.  90  lbs.,  f.  60  to  120 
lbs.;  cons,  day,  1,077,000  gals.;  cost.  $576,166; 
cost  mtce.,  $7,187;  wks.  owned  by  town. 

ASHBURNHAM,  p.  1,882;  f.  area,  1.280  a.; 
mere  bldgs..  bk.  ft  wd.,  1  to  4  stor.;  priv.,  wd., 
l^  stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 1  auto,  str.,  2  hand 
eng..  1  hose  wag.,  2  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  4,000  ft.;  inf.,  500  ft;  tot.  hose.  4,500 
ft;  if.  al.,  bell  ft  wh.;  val.'  equip.,  $10,000;  val. 
bldgs.,  $3,500;  exp.  dept,  $2,000;  tot  mem.,  40 
pd.  part  time. 

Water  Supply— •Src,  spr.,  %  m.  bus.  cent;  sys., 
grav.;  stdp.  cap.,  417,600  gals.;  dim.,  20  x  40; 
mat,  cem.;  res.  cap.,  1,500,000  gals.,  loc  on  side 
of  hill;  mains,  iron,  9  m.,  6  to  8  in.  aia.;  64  hyd.; 
202  serv.;  pipe,  lead;  pres.,  dom.  60  lbs.,  f.  136 
to  195  lbs.;  cost,  $12,600;  cost  mtce.,  $100;  wks. 
owned  by  town. 

ASHBY,  p.  8(67.  F.  dept — 1  c  eng.,  2  hand 
eng.,  50  hand  ex..  1  hose  wag.;  hose,  cot.,  rub. 
lined,  gd.,  500  ft.;  rub.,  gd.,  200  ft;  inf.,  100  ft; 
tot  hose,  800  ft;  val.  equip.,  $2,000;  val.  bldgs., 
$1,000;  exp.  dept,  $200;  tot.  mem.,  55,  pd.  part 
time. 
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Water  Supply — >Priv.  wells. 

ASHFIELD.  p.  959.  F.  dept. — 1  bote  cart,  800 
ft.  hose;  pres.,  f.  100  Iba.;  22  vol. 

ASHLAND,  p.  1,686;  mere  bld{^.,  bk.  &  wd.,  8 
■tor.;  priv.,  wd.,  2  stor.;  wd.  rfa.  perm.;  fwka.  k 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  atr^ 
10  c.  hand  ei.,  1  h.  &  1.  trk.,  2  hoae  reels,  7 
hrs.;  hoee,  cot.,  rub.  lined,  gd.,  3,000  ft.;  f.  al., 
bell  &  air  wh.;  val.  equip.,  |5,200;  val.  bldgs., 
16,000;  exp.  dept.,  $1,800;  tot.  mem.,  88,  pd. 
part  time. 

ATHOL,  p.  8,686;  f.  area,  2,000  a.;  mere,  bldga., 
bk.,  iron  it  wd.,  8^4  stor.;  priv.,  wd.,  2  stor.; 
wd.  rts.  perm.;  fwks.  A  combt.  ord.;  causes  of  1 
inv.  F.  dept. — 2  str.,  1  hand  eng.,  3  c.  hand  ex., 
2  h.  &  1.  trk.,  8  hose  was.,  1  comb,  waff.,  20 
hrs.;  hose,  cot.,  rub.  lined,  ed.,  7,000  ft.;  inf.,  700 
ft.;  tot.  hose.  7,700  ft;  i.  al.,  Stevens,  80  biE.; 
val.  equip.,  $17,000;  vaL  bldgs.,  $80,000;  exp. 
dept.,  $6,000;  tot  mem.,  60,  pd.  part  time. 

Water  Supply — Src,  brooks  &;  spr.;  ays.,  grav. 
k  pump  to  res.;  res.  cap.,  120,000,000  sals.; 
mains,  iron,  28  m.,  4  to  14  in.  dia.;  79  byd.; 
met,  60;  1,100  aerv.;  pipe,  galv.  ft  wrt  i.;  prea., 
dom.  50  lbs.,  f.  150  lbs.;  cons,  day,  760,000 
gils.;  wks.  owned  by  town. 

ATTLEBORO,  p.  16,216;  mere,  bldga.,  bk.  k 
wd.,  1  to  6  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  fwks.  k  combt  ord.;  causes  of 
f.  inv.  F.  dept. — 1  comb,  c  k  h,  wag.,  2  auto, 
comb.  c.  k  h.  wag.,  17  c.  hand  ex.,  8  h.  ft  L  trk., 
8  hose  wag.,  2  hose  reels,  10  hrs.;  hose,  cot,  rub. 
lined,  gd.,  10,000  ft;  inf.,  2,000  ft;  tot  boae, 
12,000  ft;  f.  al.,  elec.,  78  bx.;  val.  equip.,  $86,- 
700;  val.  bldga.,  $62,600;  exp.  dept,  $24,000; 
tot.  mem.,  106,  pd.  full  time  12,  pd.  part  time  84. 

Water  Supply — Src.,  wells  ft  riv.,  4  m.  bus. 
cent;  sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap., 
1,600,000  gals.,  dim.  50  x  100,  loc.  in  town, 
mat  cone;  res.  cap.,  146,000,000  gftla.;  2  pump, 
eng.,  cap.  day  6.000,000  gals.;  mams,  c.  L,  64.8 
m.,  1  to  24  in.  dia.;  480  hyd.;  met,  2,782;  2.640 
eerv.;  pres.,  dom.  86  to  100  Iba.,  f.  110  lbs.; 
cons,  day,  1,000,000  gals.;  cost,  $840,867;  coat 
mtce.,  $76,000;  wks.  owned  by  town. 

AVON,  p.  1,916;  f.  area,  1,280  a.;  mere,  bldga., 
wd.,  2  ft  8  stor.;  priv.,  wd..  1V&  ft  2  stor.;  wd. 
rfs.  perm.;  no  fwks.  ft  combt  ord.  F.  dept — 1 
str.,  1  light  wag.,  with  600  ft.  hoae  ft  hanging 
harness,  1  hose  wag.,  1  hose  reel,  1  h.  ft  1.  wag., 
2  hrs.;  hose,  cot,  rub.  lined,  gd.,  1,800  ft;  inf., 
600  ft;  tot.  hose,  2,800  ft;  f.  al.,  Qamewell, 
6  bx.;  val.  equip.,  $8,000;  val.  bldgs.,  $2,000; 
exp.  dept,  $600;  tot.  mem.,  18  vol. 

Water  Supply — Src,  well  ft  apr.;  sys.,  pump  to 
stdp.;  stdp.  cap.,  212,670  gal.,  dim.  20  x  90, 
mat.  wrt  {.;  1  pump.  enff..  daas  comp.,  cap.  day 
1,000,000  gals.;  mains,  6M  m.,  6  to  10  in.  dia.; 
68  hyd.;  85  v.;  met.,  87;  484  serv.;  pipe,  iron; 
pres.,  dom.  66  lbs.,  f.  65  lbs.;  cons,  day,  61,921 
gals.;  cost.  $78,667.20;  cost  mtce.,  $1,800;  ^dca. 
owned  by  town. 

AYER,  p.  2,797;  f.  area,  200  a.;  mere  bldga., 
bk.  ft  wd.,  IH  to  8  stor.;  priv.,  wd.,  8  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  hand  eng.,  6  c. 
hand  ex.,  1  h.  ft  1.  trk.,  2  hose  wag.,  1  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  2,600  ft;  f.  aL,  elec, 
19  bx.;  val.  equip.,  $8,600;  tot  mem.,  41,  pd.  by 
the  year. 

Water  Supply — Src,  well,  fed  by  spr.;  ays., 
pump  to  res.;  res.  cap.,  1.260,000  gals.;  pump, 
eng.,  cap.  day  1,000,000  gals.;  mains,  9  m.,  4  to 
14  in.  aia.;  69  hyd.;  met,  825;  627  serv.;  pres., 
f.  66  lbs.;  cons,  day,  119,682  gals.;  cost,  $112,- 
906.96;  cost  mtce.,  $4,662.66;  wks.  owned  by 
town. 

BALDWINSVILLE,  p.  1,200.  F.  dept— 2  str., 
8  c  hand  ex.,  2  hose  carts,  2  hoae  reels,  hose, 
6,000  ft;  exp.  dept,  $1,800;  tot.  mem.,  104  voL 

Water  Supply — Src,  riv.;  sya.  not  reported. 

BARNSTABLE,  p.  1,600;  f.  area,  640  a.  F. 
dept. — 2  c  eng.,  12  c  hand  ex.,  1  h.  ft  1.  trk., 
1  hoae  car.,  1,460  ft  hoae;  val.  equip.,  $7,000; 
val.  bldga.,  $1,000;  exp.  dept,  $500;  tot  mem.,  46 
vol. 

Water  Supply — Src,  well,  1  m.  bus.  cent;  sys., 
pump  to  stdp.;  1  pump,  eng.,  cap.  day  1.000,000 
gals.;  mains,  9  m.;  70  hyd.;  86  v.;  90  serv.; 
pipe,  c  i.;  pres.,  dom.  80  lbs.,  f.  80  lbs.;  wks. 
owned  by  priv.   Co. 

BARRE,    p.    2,967;    f.    area,    7    aq.    m.;    mere 


bldgs.,  wd.  ft  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  vrd. 
rfs.  perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept — 1  hand  eng.,  1  c  eng.,  42  e  hand  ex., 
1  h.  ft  I.  trk.,  4  hose  car.;  hoae,  cot,  rub.  lined, 
gd.,  2,400  ft.;  f.  aL,  bell;  exp.  dept,  $1,486.38; 
tot.   mem.,   69,  pd.   part  time. 

Water  Supply-— Src,  apr.,  1  m.  bua.  cent;  ^i., 
gray.;  res.  cap.,  16,000,000  gala.;  maina,  iron.  4 
m.,  8  to  12  in.  dia.;  86  hyd.;  12  v.;  met.  18; 
178  serv.;  pipe,  cem.  lined;  pres.,  dom.  80  lbs..  I 
70  to  160  lbs.;  cons,  day,  100.000  gala.;  cost. 
$40,000;   cost  mtce,   $200;   wka.  owned  by  town. 

BEDFORD,  p.  1,208;  mere  bldga.,  wd.,  2  to  4 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  fwkt.  & 
combt.  ord.;  cauaea  of  f.  inv.  F.  dept — 1  hand 
eng..  18  c  hand  ex.,  1  h.  ft  L  trk.,  1  e  eng.,  1 
comb,  wag.,  2  hoee  car.;  hose,  cot,  rab.  hr.ed, 
ffd.,  1,680  ft;  inf.,  600  ft;  tot  hoae,  2,080  ft.; 
f.  al.,  bell;  exp.  dept,  $800;  tot  mem.,  42.  pd. 
part  time. 

Water  Supply — Src,  large  collecting  well  k 
storage  basin;  stdp.  cap.,  286,000  gala.;  res.  cap., 
8,760,000  gals.;  2  pumps,  cap.  day  720,000  gale; 
45  hyd.;  prea..  dom.  70  lbs.,  f.  70  to  90  lbs. 

BELCHERTOWN,  p.   2,292;  mere  bldgs.,  bk.  t 

wd.,  2  stor.;  priv.,  wd.,  IM  stor.;  cauaes  of  f. 
inv.  F.  dept — 1  hand  eng.,  1  e  eng.  on  wis..  2 
e  hand  ex.,  1  h.  ft  1.  tnc.,  1  hose  wag.;  hoM. 
600  ft;  f.  al.,  bell;  vaL  equip.,  $1,600;  tot  mem., 
26   voL 

Water  Supply — Src,  wella  ft  dstema. 

BELMONT,  p.  6,542;  f.  area  6  sq.  m.;  mere. 
bldgs.,  stn.  wd.  ft  bk.,  1  ft  8  stor.;  priv.,  t^.,  (tn. 
ft  wd.,  1  to  8  stor.;  wd.  rfs.  perm,  in  f.  area.;  f«ks. 
ft  combt.  ord.;  causea  of  f.  inv.  F.  dept. — 10  c 
hand  ex.,  1  h.  ft  L  trk.,  1  hose  wag.,  1  ante  trip. 
comb,  hose,  c  ft  pump  trk.,  8  bra.;  hoae,  cot.  rub. 
lined,  gd.,  2,800  ft;  inf.,  400  ft;  tot.  hose,  3,:!00 
ft.;  f.  al.,  Gamewell.  45  bx.;  val.  equip..  $\^r 
717;  vaL  bldgs.,  $16,000;  exp.  dept,  $9.000; 
tot.  mem.,  82,  pd.  full  time  4,  pd.  part  time,  ^b. 

Water  Supply-— Src,  Metropolitan  Water  Board: 
sya.,  grav.;  mains,  c  L,  29.86  m.,  2  to  12  in.  dia.; 
222  h>'d.;  898  v.;  met,  1,242;  1,204  serv.;  pipe, 
c  ft  wrt.  i.  ft  cem.  lined;  prea.,  dom.  ft  f.  30  to 
160  lbs.;  cons,  day,  468,600  gals.;  wks.  owned  bjr 
town. 

BEVERLY,  p.  18,660;  f.  area,  8,000  a.;  mert. 
bldga.,  wd.  ft  bk.,  1  to  6  ator.;  priv.,  wd.,  2  to  3 
ator.;  wd.  rfs.  perm.;  fwks.  ord.;  cauaea  of  t  :nv. 
F.  dept— 4  atr.,  88  e  band  ex.,  1  avtou  eomb.  tifc., 
2  h.  ft  L  trk.,  6  hose  wag.,  1  e  eng.,  1  suH-i.^ 
wag.,  21  hrs.;  hose,  cot,  rub.  lined,  gd..  14.000 
ft;  f.  al.,  Gamewell,  78  bx.;  vaL  equip.,  $65,000: 
vaL  bldgs.,  $77,000;  exp.  dept,  $20,000;  tm. 
mem.,  125,  pd.  full  time  14,  pd.  part  time  111: 
tmdrs.  rating,  third  daaa. 

Watar  Supply — Src,  lake,  2H  m*  bnsi  cent; 
sys.,  pump  to  res.  ft  dIr.;  rea.  cap.,  8.200  eo<> 
gals.,  loc  at  North  Beverly;  2  pump,  eng.,  cIsm 
nor.  comb.,  cap.  day  4,000,000  ipds.;  mains,  c.  I, 
77  m.,  1  to  80  in.  dia.;  446  hyd.;  746  v.;  met, 
760;  4,200  aerv.;  pipe,  galv.  L  ft  lead;  pre«., 
dom.  60  Iba.,  f.  60  lbs.;  cona.  day.  1.800.000 
gale;  cost,  $660,000;  cost  mtce,  $30,000;  v1l«- 
owned  by  city. 

BILLERICA  (including  North  BiDerica).  P- 
2,789;  f.  area,  17,000  a.;  mere  bldga.,  wd.  ft  bk.. 
4  stor.;  priv..  wd.,  8  ft  2H  etor.:  wd.  rfe  perm.: 
fwka.;  ft  combt.  ord.;  F.  dept — 1  str.,  24  e  band 
ex.,  2  h.  ft  L  trka.,  4  rotary  force  pompa,  2  bo«e 
wags.,  2  hose  car.,  2  foreat  f.  wag.;  tioae  cot,  rub. 
lined,  gd.,  8,160  ft.;  inf.,  400  ft;  tot  ho^, 
8,550  ft;  f.  al.,  bell;  val.  equip.,  $6,^00;  vtl. 
bldga.,  $5,000;  exp.  dept,  $2,800;  tot  mem.,  SO, 
pd.   part  time. 

Watar  Supply — Src,  driven  wella;  siye,  ponp  to 
atdp.;  atdp.  cap.,  480,000  gala.;  pump,  eng:,  cap. 
day  60,127  gala.;  maina,  el.,  9  7-10  m.,  6  to  12 
in.  dia.;  101  hyd.;  84  v.;  met,  88;  126  aerr.: 
pipe,  wrt  i.;  pres.,  dom.  64  Ibe,  f.  120  Ibe;  cons, 
day,  60,816  gale;  cost,  $92,146;  coat  mtce. 
$2,402.26;  wke  owned  by  town. 

BLACKINGTON,  p.  1,060;  bldga..  wd..  S  to  4 
stor.;   wd.   rfs.   perm.     F..  dept — 60  e  band  t^ 

1  hose  car.;  hoae,  cot,  rub.  lined,  gd..  750  ft.; 
linen,  gd.,  260  ft;  tot.  hose,  1.000  ft:  f.  *I~ 
automatic;  val.  equip.,  $1,000. 

Water  Supply---Src.  brook  ft  mountain  trr.; 
eye,  grav.  ft  pump  dir.;  ree  capi.  260.000  cal^^ 

2  pimaps;  maina,  H  ni.,  H  to  6  in.  die:  H  k.«d.: 
8  v.;  prea.,  f.  141  Iba.;  coat,  $7,000. 
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BLACK8T0NE,  p.  6,648;  f.  Area,  4  cq.  m.:  mere. 
bidgs.,  bk.,  8  fltor.;  prir..  wd.,  30  ft.  hiffh;  wd. 
rfs.  perm,  in  f.  area;  fwka.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  str.,  6  c  hand  ex.,  2  hose 
wag.,  6  hose  car.,  1  comb.  c.  k  h.  wag.,  6  hrs.; 
hose,  cot.,  rub.  lined,  gd.,  2,000  ft.;  i.  al.,  wh., 
2  bz.;  val.  equip..  |10,000;  val.  bldgs.,  98,000; 
exp.  dept.,   $1,800;   tot.   mem.,   88,  pd.   part  time. 

Water  Supply — Src,  supplied  by  MillTille  ft 
Woonsocket  Water  Wks. 

BLANDFORD,  p.  746.  F.  dept. — 2  hose  carts, 
5  hand  ei.;  bell  al.;  voL 

BOLTON,  p.  770;  1  area,  12,000  a.  F.  dept— 
1  hand  eng.,  1  h.  ft  1.  trk.;  tot  mem.,  20  voL; 
Tal.  equip.,  $1,200. 

Water  Supply — ^rc,  brooks  ft  wells. 

BOSTON,  p.  670,685;  f.  area,  47.84  sq.  m.; 
mere,  bldgs.,  stn.,  bk.  ft  wd.,  1  to  14  stor.;  priv., 
stn.,  bk.  ft  wd.,  12  stor.;  wd.  rfs.  not  perm,  in 
f.  area;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept — 45  str.  (6  in  reserve),  4  comb.  c.  ft  h. 
wag.  (1  in  reserve),  40  hose  wag.,  6  aer.  trk. 
(2  in  reserve),  21  comb.  h.  ft  L  trk.,  10  h.  ft  1. 
trk.,  14  c  eng.,  2  sapply  wag.,  41  fuel  wag.,  24 
chiefs  auto,  ft  wag.,  4  water  towers,  160  c.  ex., 
3  f.  boats,  415  hrs.;  hose,  cot,  rub.  lined,  gd., 
132,720  ft  (8,586  in  reserve);  tot  hose,  186,- 
256  ft;  f.  al.,  Oamewell,  817  bz.;  val.  equip.,  fl,- 
116,255;  vaL  bldgs.,  $2,128,712;  ezp.  dept,  fl,- 
746,220;  tot  mem.  1,065,  pd.  full  time. 

Water  Supply — Src.  water  delivered  into  city 
mains  from  the  Metropolitan  Water  Wks.;  10 
res.,  comb.  cap.  day  81,000,000,000  gals.;  8 
pump,  eng.,  cap.  day  211.000.000  gals.;  mains, 
c.  i.,  82i>  m.,  2  to  48  in.  dia.;  8,502  hyd.;  11.818 
v.;  met.,  27,041;  102.860  serv.;  pipe,  c.  1.  ft 
lead;  pres.,  dom.  80  to  00  lbs.,  f.  80  to  00  lbs.; 
cost,  $16,800,000;  cost  mtce.,  $840,000;  wks. 
owned  by  city. 

BRAINTREE,  p.  8,066;  mere,  bldgs.,  wd.,  8  to 
5  stor.;  priv.,  wd.,  2  stor.:  wd.  rfs.  perm,  in  f. 
area;  causes  of  f.  inv.  F.  dept. —  12  c.  hand  ex., 
3  h.  ft  1.  trk.,  3  hose  wag.,  8  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  2,000  ft.;  f.  tal.,  Oamewell.  87  bz.; 
val.  equip.,  $6,000;  v«l.  bldgs.,  $5,000;  ezp.  dept, 
$3,335;   tot   mem.,   68   vol. 

WaUr  Supply — Src,  spr.  ft  pond,  %  m.  bus. 
cent.;  ays.,  pump  to  stop.;  stop,  cap.,  520,000 
gals.,  dim.  100  z  SO,  mat  stl.;  2  pump,  eng.,  cap. 
day  2.000,000  gals.;  mains,  29  m.,  4  to  12  in. 
dia.;  190  hyd.;  264  v.;  met,  14;  1,808  serv.; 
pipe,  lead  ft  iron;  pres.,  dom.  80  lbs.,  f.  85  lbs.; 
cons,    day,   588,448  gals.;  wks.  owned  by  town. 

BRIDGEWATER,  p.  7,688;  f.  area,  entire  town; 
mere,  bldgs.,  wd.  ft  bk.,  8  stor.;  priv..  wd.,  2 
stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt  ord.; 
cause*  of  t  inv.  F.  dept — 1  str.,  1  hand  eng.,  4 
c.  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  wag..  8  hose 
reela,  7  hrs.;  hose,  cot,  rub.  lined,  gd.,  8,000 
ft;  inf.,  1,000  ft;  tot  hose,  4.000  ft;  f.  aL, 
elec,  22  bz.;  vaL  equip..  $9,000;  val.  bldgs., 
$2,500;  e3Ep.  dept,  $2,500;  tot  mem.,  54,  pd. 
part    time. 

Watar  Supply — Src,  wells,  1  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  276,000  gals., 
dinu  26  z  75,  mat  iron;  2  pump,  eng.,  class 
comp..  cap.  day  2,000,000  gals.;  mains,  c  L,  27 
m..  4  to  10  in.  dia.;  110  hyd.;  90  v.;  met.,  225; 
1,070  aerv.;  pipe,  ijalv.  1.;  pres.,  dom.  60  to  90 
lbs.,  f.  60  to  90  lbs.;  cons,  day,  225,000  gals.; 
wks.  owned  by  Co.,  ft  also  supply  East  Bridge- 
water. 

BROCKTON,  p.  56.878;  f.  area.  18.824  a.; 
mere,  bldgs..  stn.  ft  bk..  8  to  8  stor.;  priv.,  ttn., 
bk.  A  wd.,  8  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwka.  A  combt  ord.;  causes  of  f.  inv.  P.  dept. — 
4  str.,  2  gasoline  eng..  1  c.  eng.,  2  auto,  c  eng.. 
S4  c.  band  ex..  2  city  trk..  1  aer.  trk.,  rapid 
hoist,  1  aer.  trk.  in  reserve.  5  hose  wag.,  1  hose 
car.,  38  hrs.;  hose,  cot.  rub.  lined,  gd.,  14,000 
ft,;  f.  al..  elec,  124  bx.;  val.  equip.,  $90,000; 
rat  bldgs.,  $56,000;  exp.  dept,  $90,000;  tot 
mem.,    91,  pd.   full  time  65,  pd.  part  time  26. 

Walar  Supply — Src,  lake.  14  m.  bus.  cent; 
ays,  ptimp  to  res.;  2  res.,  dim.  160  z  26.5,  mat 
cone,  cap.  8,000.000  gals.;  8  pump,  eng.,  cap. 
day  18,000.000  gals.;  mains,  c  i.,  118.48  m.,  6 
to  SO  in.  dia.;  1.082  hyd.;  1,724  v.;  met.  8,466; 
8  966  aerv.;  pipe,  cem.  lined  ft  c  i.;  pres.,  dom. 
^'  f  60  to  90  lbs.;  cons.  day.  2.949,000  gals.: 
cost,  •2,144,695;  cost  mtoe.,  $45,000;  wks.  owned 
by  city. 


BROOKFIELD,  p.  2,388;  f.  area,  1.000  a.;  mere 
bldgs.,  wd.,  1  to  3  stor.;  priv.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 2  str.,  1  hand 
eiig..  24  c  hand  ex.,  2  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  8,200  ft;  f.  al.,  bells  ft  wh.;  val. 
equip.,  $8,600;  val.  bldgs.,  $2,000;  exp.  dept, 
$900;  tot  mem.,  88  vol. 

Water  Supply — Src,  spr.,  IH  »"•  bus.  cent; 
sys.,  grav.;  res.  cap.,  5,200,000  gals.;  loc  north- 
east of  town;  1  pump,  eng.,  class  comp.,  cap.  day 
180,000  gals.;  mains,  c  i.,  15.716  ft..  6  to  12 
in.  dia.;  86  hyd.;  16  v.;  met,  85;  150  serv.;  pipe, 
gaiv.  i.  ft  lead;  pres.,  dom.  66  to  76  lbs.,  f.  66 
to  100  Iba.;  cons,  day  160,000  gals.;  cost,  $87,* 
684;  wks.  owned  by  town. 

BROOKLINE,  p.  27,792;  f.  area.  6.8  sq.  m.; 
mere  bldgs.,  bk.  ft  wd.,  3  stor.;  priv.,  stn.,  bk.  ft 
wd.,  2^  stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of 
f.  inv.  F.  dept — 2  str.,  1  c  eng.  on  wis.,  18  c 
hand  ex.,  2  h.  ft  1.  trks.,  1  aer.  trk.,  6  hose  wag., 
4  comb,  c  ft  h.  wag.,  1  auto.  comb,  c  ft  h. 
wag.,  38  hrs.;  hose,  cot,  rub.  lined,  gd..  12,800 
ft.;  f.  al.,  bell,  78  bx.;  val.  equip.,  $65,000;  val. 
bldgs..  $152,000;  exp.  dept,  $20,000;  tot.  mem., 
81.  pd.  full  time  73.  8  vol 

Water  Supply — Src,  filtering  galleries  ft  driven 
wells,  7  m.  bus.  cent;  sys..  pump  to  res.  ft  stdp.; 
2  low  service  res.,  Fisher  Hill,  Brookline,  combined 
cap.  7,600,000  gals.;  hig^  service  res.  ft  stdp.,  SIa- 
gletree  Hill,  Brookline,  cap.  4,750,000  gals.;  4 
pump.  eng.  at  low  serv.  pump,  station,  cap.  day  13,- 
600.000  gal.;  2  pump.  eng.  at  high  service  pump, 
station,  cap.  day  4,000,000  gals.;  mains,  c  ft 
wrt.  i.,  92  m.,  6  to  24  in.  dia.;  700  hyd.;  6,117 
serv.;  pipe,  iron,  cem.  lined;  pres.,  dom.  40  to 
100  lbs.,  f.  40  to  100  lbs.;  cons,  day,  1912, 
2,640,226  gala.;  cost,  $1,408,061;  cost  mtce., 
1912,  $89,500;  wka.  owned  by  town. 

BRYANTVILLE,  p.  included  in  Pembroke.  F. 
dept. — 1  hose  cart,  48  hand  ex.;  bell  al.;  40  voL 

BUCKLANO,  p.  1,446;  mere  bldgs..  bk.  F. 
dept. — 1  str.,  1  hand  eng.,  1  h.  ft  1.  trk.,  2  hose 
car.;  hose,  8,000  ft;  f.  al.,  Oamewell;  pd.  f.  dept 

Water  Supply — Src,  wells;  sys.,  grav.;  16  m. 
mains,  6  to  10  in.  dia.;  85  hyd. 

CAMBRIDGE,  p.  104,839;  f.  area,  4,815  a.; 
mere  bldgs.,  stn.,  bk.  ft  wd.,  1  to  7  stor.;  priv., 
bk.  ft  wd.,  8H  to  7  stor.;  wd.  rfs.  not  perm,  in 
f.  area;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept — 8  str,  2  c  eng.  on  wis.,  29  c  hand 
ex.,  4  h.  ft  1.  trk.,  1  aer.  trk.,  7  hose  wag.,  2 
comb,  wag.,  52  hrs.;  hose,  cot,  rub.  lined,  gd., 
15,400  ft;  rub.,  gd.,  1,150  ft;  tot  hose,  16,550 
ft;  f.  al.,  bell,  wh.  ft  elec.  190  bx.;  vaL  equip., 
$90,899;  val.  bldgs.,  $158,500;  exp.  dept,  $147,- 
600;  tot  mem.,  186,  pd.  full  time  96,  pd.  part 
time  40. 

Watar  Supply — Src,  brooks  ft  pond,  18^  m. 
bus.  cent;  sys.,  grav.,  pump  to  res.;  res.  cap., 
2,270,000,000  gals.;  4  pump,  eng.,  cap.  day  82,> 
250,000  gals.;  mains,  c.  i.  ft  stl.,  188  1-22  m..  2 
to  40  in.  dia.;  1,148  hyd.;  2,267  v.;  met,  5,815; 
16,395  eer\'.;  pipe,  galv.  L  ft  lead  lined;  pres., 
dom.  45  to  66  Iba.,  f.  56  to  60  lbs.;  cons,  dsy, 
10.486.380  gals.;  cost,  $6,640,033;  cost  mtce., 
$90,488;  wks.  owned  by  city. 

CANTON,  p.  4,797;  f.  area.  1,800  a.;  mere 
bldga.,  stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  stn., 
bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 
1  str.,  2  hand  eng.,  12  c  hand  ex.,  2  h.  ft  1. 
trk.,  8  hose  wag.,  1  hose  car.,  7  hrs.;  hose,  cot., 
rub.  lined,  gd.,  5,000  ft;  inf.,  260  ft;  tot  hose, 
5,260  ft;  f.  al.,  bell  ft  wh.,  28  Oamewell  bx.; 
val.  equip.,  $7,800;  val.  bldgs.,  $7,000;  exp.  dept, 
$8,506;  tot  mem.,  60,  pd.  pert  time  ft  vol. 

Water  Supply — Src,  springs,  2H  m.  bus.  cent; 
sys.,  grav.  ft  pump  to  stdp.;  stdp.  cap.,  468,000 
gals.,  dim.  65  x  85,  loc  High  St.;  2  pump,  eng., 
dass  comp.  con.,  cap.  day  2.000,000  gals.;  mains, 
c  i.,  28  m.,  4  to  12  in.  dia.;  177  hyd..  74  v.; 
met,  455;  923  serv.;  pipe,  cem.  lined;  pres.,  dom. 
80  lbs.,  f.  48  to  98  lbs.;  cons,  day,  250,000 
gals.;  cost,  $238,869;  cost  mtce.,  $4,500;  wks. 
owned  by  town. 

CHARLTON  CITY,  p.  2,400.  F.  dept— 1  e 
eng.,  75  c  hand  ex.,  axes,  ladders,  ftc;  hose,  cot, 
rub.  lined,  gd.,  8,000  ft.;  f.  aL,  bell;  val.  equip., 
$5,000:   tot   mem..   100  vol. 

Water  Supply — Src,  res.,  1  m.  bus.  cent;  sys., 
pump  to  res.;  4  pump,  eng.;  16  hyd.;  82  v.;  pres.. 
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dom.  40  lb8.»  f.  140  lbs.;  wks.  owned  by  priT. 
Co.  k  city. 

CHELMSFORD,  p.  6,010;  mere,  bldgs.,  bk.,  2 
stor.;  priv.,  wd.,  1  to  2^  ator.;  wd.  rfs.  perm  in  f. 
area;  no  fwks.  &  combt.  ord.;  oauses  of  f.  inv.  F. 
dept — 1  hand  c.  eng.,  2  comb,  c  ft  h.  vng.,  80 
c.  band  ex.,  2  h.  ft  L  ttks.,  1  comb.  c.  ft  1.  trk., 
4  hose  reels;  hose,  cot.,  rub.  lined,  gd.,  2,800  ft; 
inf.,  800  ft.;  tot.  hose,  8,100  ft.;  f.  «1.,  bell  ft 
wh.;  val.  bldgB.,  $2,600;  tot.  mem.,  60,  pd.  part 
time. 

Water  Supply — ^Not  reported;  10  hyd. 

CHELSEA,  p.  82,462;  f.  area,  1,441  a.;  mere 
bldgs.,  >tn.,  bk.  ft  wd.,  2  to  6  stor.;  priv.,  bk.  ft 
wd.,  8  to  6  stor.;  wd.  rfs.  not  perm,  in  x.  area; 
fwks.  ft  combt.  ord.;  causes  of  f.  iny.  F.  dept. — 
4  str.  (1  in  reserve),  1  c.  eng.  on  wis.,  16  c 
hand  ex.,  2  h.  ft  1.  trk.,  6  hose  wag.,  1  chief's  wag., 
6  exercise  ft  fuel  wag.,  1  auto  comb.  c.  ft  n. 
wag.,  27  hrs. ;  hose,  cot.,  rub.  lined,  gd.,  10,800 
ft.;  in  reserve.  600  ft.;  f.  al..  elec,  66  bz.;  val. 
equip.,  $76,600;  val.  bldgs.,  $150,000;  ezp.  dept., 
$62,000;  tot.  mem.  83,  pd.  full  time  81,  pd.  part 
time  52. 

Water  Supply — Src,  Metropolitan;  ays.,  grav.; 
res.  cap.,  1,000,000  gals.,  loc.  Powder-horn  hill; 
mains,  c.  i.,  42.60  m..  4  to  16  in.  dia.;  812  hyd.; 
481  v.;  met,  4,500;  6,000  serv.;  pipe,  lead;  pres., 
dom.  55  to  60  lbs.,  f.  80  to  00  lbs.;  cons,  day, 
2,700,000  gals.;  cost,  $648,748;  cost  mtce.,  $12,> 
000;  wks.  owned  by  city. 

CHESHIRE,  p.  1,800;  f.  area,  900  a.    F.  dept— 

1  h.  ft  1.  trk.,  1  hose  cart,  1  c.  eng.,  4  hand 
ex.;  hose,  800  ft;  val.  equip.,  $1,000;  tot  mem., 
30  vol. 

Water  Supply — Src,  res.;  sys.,  mw.;  28  hyd.; 
20  v.;  200  serv.;  mains,  20.000  ft;  pres.,  dom. 
00  lbs.,  f.  100  lbs.;  cost,  $25,000;  cost  mtce., 
$200;  wks.  owned  by  Co. 

CHESTER,  p.  1,450;  bldgs.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  no  fwks.  ft  combt.  ord.  F.  dept. — 2 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,100  ft; 
val.   equip.,   $500;  voL 

Water  Supply — Src,  res.,  %  m.  bus.  cent; 
sys.,  grav.;  mains,  iron,  8H  m->  4  to  8  In.  dla.; 
83  hyd.;  met,  2;  220  serv.;  pipe.  Iron;  pres., 
dom,  108  lbs.,  f.  198  lbs.;  cost,  $22,000;  wks. 
owned  by  town. 

CHICOPEE,  p.  26,401;  f.  area,  8.800  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  wd.,  2H 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  P.  dept — 1  str.,  1  auto, 
trip.  comb,  c  ft  pump  eng.,  1  auto.  comb.  c.  ft  h. 
wag.,  1  comb,  hose  wag.,  14  c  hand  ex..  8  h.  ft  1. 
trk.,  1  hose  wag.,  8  hose  reels,  1  comb,  c  ft  h. 
wag.,  9  hrs.;  hose,  cot,  rub.  lined,  gd.,  8,000 
ft;  rub.,  gd.,  200  ft.;  inf..  600  ft;  tot  hose, 
8,700  ft;  f.  al..  bell,  63  bx.;  exp.  dept,  $88,871; 
tot  mem.,  109,  pd.  full  time  16,  pd.  part  time 
98. 

Water  Supply — Src,  brooks  ft  spr.,  2  m.  bus. 
cent;  sys.,  dir.  ft  pump,  to  stdp.;  stdp.  cap.,  1,- 
066,846  gals.,  dim.  60  x  55,  mat  plate  i.;  res. 
cap.,  10,000,000  gals.,  loc  %  m.  station;  2 
pump,  eng.,  class  comp.  cond.,  cap.  day  5,000,000 
gals.;  mains,  c.  i.,  50  m.,  2  to  20  in.  dia.;  287 
hyd.;  600  v.;  met,  1,800;  8,100  serv.;  pipe,  lead 
ft  iron;  pres.,  dom.  20  to  102  lbs.,  f.  80  to  104 
lbs.;  cons,  day,  1,648,382  gals.;  cost,  $460,000; 
cost  mtce.,  $20,600;  wks.  owned  by  city. 

CLINTON,  p.  18,076;  f.  area,  6,600  a.;  mere 
bldgs.,  bk.,  1  to  4  stor.;  priv.,  wd.,  8  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ord.;  causes 
of  f.  inv.  F.  dept — 1  str.,  11  c  hand  ex.,  1 
h.  ft  1.  trk.,  6  hose  wag.,  8  hrs.;  hose,  cot.,  rub. 
lined,  gd.,  9.500  ft,;  f.  al.,  wh.,  87  bx.;  vaL 
equip.,  $18,000;  val.  bldgs.,  $16,000;  exp.  dept, 
$12,500;  tot.  mem.,  72,  pd.  full  time  8,  pd.  part 
time   69. 

Water  Supply — Src,  spr.,  7  m.  bus.  cent;  sys., 
grav.;  stdp.  cap.,  200,000  gals.,  dim.  28  x  80, 
mat  iron;  res.  cap.,  85.700,000  gals.;  loc  1  at 
Clinton,  6  at  Sterling;  pump,  eng.,  cap.  min.  4,000 
gals.;  mains,  c  i.,  84%  m.,  2  to  16  in.  dia.; 
332  hyd.;  met,  510;  2,170  serv.;  pipe,  wrt.  L; 
pres.,  dom.  80  to  116  lbs.,  f.  30  to  116  lbs.; 
cons,  day,  1,510.068  gals.;  cost  $471,486;  cost 
mtce.,  $21,435:  wks.  owned  by  city. 

COCHITUATE  (part  of  township  of  Wayland), 
p.  2,800;  mere  bldgs.,  wd.,  2%  stor.;  priv.,  wd., 
2   stor.;   wd.  rfs.  perm.     F.  dept. — 2  h.  ft  L  trk., 

2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,600 
ft;  f.  al.,  Stevens,  9  bx.;  val.  equip.,  $1,000;  vaL 


bldgs.,  $2,000;  exp.  dept,  $800;  tot  mem.,  40 
vol. 

Water  Supply — Src,  brook;  sys.,  grav.  ft  pomp 
dir.;  res.  cap.,  16,000,000  gals.;  1  pump;  mains, 
6%  m.,  4  to  10  in.  dia.;  87  hyd.;  18  ▼.;  274 
serv.;  pres.,  dom.  80  lbs.,  f.  86  lbs.;  cost,  $4S,* 
000;  cost  mtce.,  $775;  wks.  owned  by  town. 

COHASSET,  p.  2,586;  mere,  bldgs.,  bk.  ft  vd, 
2  to  5  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd.  ris. 
perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes  of 
f.  inv.  F.  dept — 1  auto.  comb,  c  ft  h.  wag.,  28 
c  hand  ex.,  2  h.  ft  L  trk.,  2  hoee  wag.,  8  boae 
reels.;  hose,  cot,  rub.  lined.,  gd.,  6,900  ft;  rub., 
ffd.,  200  ft;  inf.,  1,000  ft;  tot  hose,  7,100  ft; 
f.  al..  Gumewell,  28  bx.;  vaL  equip.,  $15,500; 
vttl.  bldgs..  $5,000;  exp.  oept,  $8,000;  tot  mem., 
66,  pd.  full  time  1,  pd.  part  time  2,  63  voL 

water  Supply — Src,  wells,  1  m.  bus.  cent; 
sys.,  pump  to  res.;  res.  cap.,  1,600,000  gals.;  4 
pump,  eng.,  cap.  day  800,000  gals.;  mains,  c  L. 
16%  m.,  4  to  12  in.  dia.;  96  hyd.;  £0  met;  600 
serv.;  pipe,  gal  v.  ft  wrt  L;  pres.,  60  Iba.;  cons,  day, 
500,000  gals.;  cost,  $146,000;  cost  mtoe.,  $2,500; 
wks.  owned  by  private  Co. 

COLERAIN,  p.  155;  f.  area.  66  a.  P.  dept>- 
1  hose  cart,  ladders,  axes;  hose,  800  ft;  val 
equip.,  $6,000;  exp.  dept,  $800;  tot.  mem.,  25 
voL 

Water  Supply — Src,  res.;  sys.,  grav.;  12  hyd; 
pres.,  85  lbs.;  cost,  $5,600;  exp.  dept.,  $275; 
wks.  owned  by  village. 

CONCORD,  p.  6.421;  f.  area,  16,268  a.;  bldgs.. 
wd.,  1  to  8  stor.;  wd.  rfs.  perm.:  no  fwks.  k 
combt.  ord.;  causes  of  f.  inv.  F.  dept — 2  auto, 
comb,  c  ft  h.  wag.,  1  comb.  h.  ft  L  trk.  ft  hose 
car.,  30  c  hand  ex.,  2  h.  ft  1.  trk.,  1  hose  reel.  1 
hose  wag.;  hose,  cot,  rub.  lined,  gd.,  4,200  ft.; 
f.  aL,  elec,  19  bx.;  vaL  equip.,  $15,000;  nL 
bldgs.,  $15,000;  exp.  dept,  $4,000;  tot  mem.,  54, 
pd.   part  time. 

Water  Supply — Src,  pond.  2^  m.  bus.  cent; 
sys.,  grav.;  res.  cap.,  2,020,000  gals.;  mains, 
c  ft  wrt  i.,  82.5  m.,  8  to  12  in.  dia.;  167  hyd.: 
169  v.;  met,  17;  1,100  serv.;  pipe,  lead  ft  galv.  i; 
pres.,  dom.  40  to  45  lbs.,  f.  40  to  45  lbs.;  coet. 
$186,602;  cost  mtce.,  $2,600;  wks.  owned  bj 
town. 

CONWAY,  p.  1,468;  mere  bldgs.,  wd.;  wd  xfs. 
perm.  F.  dept— 1  hand  eng.,  12  e  hand  ex.,  1 
hose  car.,  reel,  ftc;  hose,  cot,  rub.  lined,  gd., 
1,500  ft;  f.  al.,  bell;  tot  mem.,   80  vol. 

Water  Supply — Src,  riv.,  spr.   ft  wells. 

COTTAGE  CITY,  p.  1,100;  f.  area,  50  •.;  mere. 
bldgs.,  wd.,  2  ft  3  stor.;  priv..  wd.,  1^  ft  2  stM^.: 
wd.    rfs.    perm.;    fwks.   ft   combt   ord.      F.    dept. — 

1  str.,  1  h.  ft  1.  trk.,  4  hoee  reels;  hose,  6.000  ft: 
f.  al.,  Oamewell,  19  bx.;  vaL  equip.,  $5,000;  exp. 
dept.,  $2,000;  tot.  mem.,  90  voL 

Water  Supply — Src,  spr.,  8  m.  bus.  cent;  wn,^ 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  226.000  gaJ&. 
dim.  20  X  70,  mat  iron;  pump,  eng.,  class  camp. 
dup.,  cap.  day  4,000,000  gals.;  mains,  wrt  ft  e  i-, 
14  m.,  1  to  12  in.  dia.;  68  hyd.;  78  v.;  met.,  S; 
1,000  serv.;  pipe,  galv.  {.;  pres.,  dom.  70  lbs.,  t 
70  to  78  lbs.;  cons,  day,  60,500  gals.;  cost  $140,- 
000;  wks.  owned  by  Co. 

DALTON,  p.  8,568;  f.  area,  1,000  a.;  mere, 
bldgs.,  wd.,  2  ft  3  stor.;  priv.,  wd^  2  stor.;  wd 
rfs.  perm.;  fwks.  ft  combt  ord.  P.  dept — 2  c 
hand  ex.,  1  h.  ft  L  trk.,  7  hose  car.,  2  hrs.;  hose. 
8,000  ft;  f.  aL,  wh.;  vaL  equip.,  $1,000;  exp. 
dept.,  $150;  undrs.  rating,  second  dass. 

Water  Supply — Src,  spr.;  sjrs.,  grav.;  res.  ear.. 
16,500,000  gals.;  mains,  17  m.,  4  to  12  in. 
dia.;  101  hyd.;  84  v.;  498  senr.;  pres..  1  140  to 
150  lbs.;  cost,  $87^760;  cost  mtce,  $600;  wfca. 
owned  by  town. 

DANA,  p.  800;  f.  area,  10  a.;  mere  bldp.,  wd., 
8  stor.;  priv.,  wd.,  1,  2  ft  8  stor.;  wd  rfs.  pcfm. 
in  f.  area.     F.  dept — 1  hand  eng.,  16  c  hma  ex.. 

2  hrs.;  hose,  500  ft;  f.  al.,  bell;  vaL  eqm'p., 
$1,500;  vaL  bldgs.,  $1,500;  exp.  dept,  $325;  tot 
mem..  21;  pd.  part  time  21. 

Water  Supply — Src,  wells  ft  riv. 

DAN  VERS,  p.  9,407;  mere  bldgs.,  bk.  ft  wd.,  1 
to  5  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  pem.; 
fwks.  ft  combt  ord.;  causes  of  t  Inv.  F.  dept — 
12  e  hand  ex.,  1  h.  ft  L  trk..  6  hose  wif>.  * 
auto.  comb,  e  ft  h.  wag.,  4  hose  reels.  6  brR.;  me, 
cot,  rub.  lined,  gd.,  12,000  ft;  inf..  300  ft: 
tot   hose,    12,800    ft;    f.   al.,   elee,  84  bx.;  »«- 
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equip.,  $11,000;  val.  bldgs.,  $12,000;   ezp.   dept, 
13,870;  tot   mem.,  98  yoL 

Water  Supply— Src,  pond,  6  m.  bua.  cent;  ty,, 
pump  to  res.,  res.  cap.,  6,600,000  gals.;  2  pump, 
eng.,  class  oomp.  dup..  cap.  day  8,000,000  gals.; 
mains,  cem.  k  c.  i.,  68  m.,  4  to  20  in.  dia.;  200 
hyd.;  484  ▼.;  met,  80;  2,200  senr.;  pipe,  iron 
k  cem.  lined;  pres.,  dom.  80  lbs.,  f.  06  to  100 
lbs.;  cons,  day,  1,118,000  gals.;  cost,  $448,000; 
cost  mtce.,  $6,406;  wks.  owned  by  town. 

DEDHAM,  p.  0,284;  I.  area.  5,600  a.;  mere 
bldgs.,  bk.  k  stn.,  1  to  8  stor.;  prir..  wd.,  2 
•tor.;  wd.  rfs.  perm.  In  f.  area;  fwks.  m  combt. 
ord,;  causes  of  f.  inv.  F.  dept — 1  str.,  20  c. 
hand  ex.,  1  h.  ft  L  trk.,  1  comb.  h.  ft  L  trk.  ft 
c,  1  auto.  comb.  hose,  ft  c.  wag.,  4  hose  wm.,  2 
hose  car.,  12  hrs.;  hose,  cot.  rub.  lined,  gd.,  8,000 
ft;  f.  al.,  beUs  ft  wh.,  Oamewell,  40  bx.;  val. 
equip.,  $12,000;  val.  bldgs.,  $18,000;  exp.  dept, 
$15,000;  tot  mem.,  68,  pd.  full  time  6,  vol  47. 

Water  Supply — Sra,  wells,  %  m.  bus.  cent; 
sys.,  gray,  ft  pump  to  stdp.;  stdp.  cap.,  806,500 
gals.,  dim.  42  x  51.  mat  iron;  2  pump,  eng.,  daas 
comp.  dup.,  cap.  day  2,400,000  gals.;  mains,  c.  L, 
81  m.,  2  to  10  in.  dia.;  171  hyd.;  176  ▼.;  met, 
1,100;  1,670  serv.;  pipe,  cem.  lined;  pres.,  dom. 
50  lbs.,  f.  68  lbs.;  cons,  day,  1,020,858  gala.; 
coat,  $812,680;  cost  mtce.,  $82,507;  wks.  owned 
by  Co. 

DEERFIELD,  p.  2,112;  f.  area,  2  aq.  m.;  mere, 
bldgs.,  stn.,  bk.  ft  wd.,  2%  stor.;  priv.,  stn.,  bk. 
ft  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  P.  dept. — 1  h.  ft 
1.  trk.;  f.  al.,  beU;  val.  equip.,  $160;  vaL  bldgs., 
$500;   tot.  mem.,  20  vol. 

Water  Supply — Src,  wells  ft  spr.,  %  m.  bus. 
cent;  ays.,  grav.;  res.  cap.,  110,000  gals.;  1  pump, 
eng.;  cap.  day,  72,000  gals.;  mains,  c.  i.,  5  m..  6 
to  8  in.  dia.;  38  hyd.;  14  v.;  80  serv.;  pipe,  wrt.  i; 
pres.,  dom.  95  lbs.,  f.  05  to  100  lbs.;  cons,  day, 
25,000  gals.;  cost,  $81,000;  cost  mtce.,  $2,000; 
wks.  owned  by  city. 

DOUQLASS,  p.  2,118;  f.  area,  all  the  town; 
mere,  bldgs.,  stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv., 
bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm.;  no  fwka.  ft 
combt  ord.;  causes  of  f.  inr.  F.  dept. — 1  hand 
eng.,  hand  grenades,  1  b.  ft  1.  trk.,  2  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  1,500  ft;  rub.,  gd., 
1,500  ft;  tot  hose,  8.000  ft;  f.  al.,  bell;  val. 
equip.,  $800;  val.  bldgs.,  $1,850;  exp.  dept, 
$350;  tot  mem.,  40  vol. 

Water  Supply — Src..  driven  wells. 

DRACUT.  p.  8,461;  mere,  bldgs.,  bk.  ft  stn.,  2 
ft  6  stor.;  priv.,  wd.,  2  ft  8  stor.;  wd.  rfs.  perm.; 
fwks.  ft  combt.  ord.  F.  dept. — 2  comb.  h.  ft  1. 
trk.  ft  c.  extension,  1  hose  car.;  hose,  cot,  rub. 
lined,  gd..  2,000  ft;  inf.,  500  ft;  tot  hose,  2,500 
ft.;  f.  al.,  bell;  val.  equip.,  $3,000;  val.  bldga., 
$500;    exp.   dept,   $500;   tot   mem.,    48,   pd.   part 

Water  Supply — Src,  wells;  hyd.,  pies.,  42  to  80 
lbs. 

DUDLEY,  p.  4,267;  mere,  bldgs.,  wd.  F.  dept 
— F.  aL,  bell  ft  wh.;  vol. 

Water  Supply— Src,  wells;  sys.,  grav.  ft  pump 
to  stdp.;  stdp.  cap.,  770,000  gals.;  2  pump,  eng.; 
mains,  c.  i.,  9.68  m.,  6  to  12  in.  dia.;  82  hyd.;  50 
v.;  287  serv.;  pipe,  gal  v.  i.;  pres.,  f.  90  lbs.;  wks. 
owned  by  city. 

DUXBURY,  p.  2,028;  bldgs.,  wd.,  1  to  2  stor.; 
causes  of  f.  inv.  F.  dept, — 2  c.  eng.,  100  c. 
hand  ex.,  6  f.  wag.  with  cans  of  water;  S  vol. 
companies. 

Water  Supply — ^Priv.  wells  ft  cisterns. 

EAST  BRIDGEWATER,  p.  8.868;  bldgs.,  wd.. 
1%  ft  2%  stor.;  wd.  rfs.  perm.  F.  dept. — 12 
c.  hand  ex.,  2  h.  ft  1.  trk.,  2  hose  wag.,  4  hose 
reels;  hose.  cot.,  rub.  lined,  gd.,  8.000  ft.;  f.  al., 
bell  ft  telp.;  vaL  equip.,  $4,600;  val.  bldgs., 
$8,000;   exp.   dept..   $1,200;   tot   mem..   60  vol. 

Water  Supply — Src.  see  Bridgewater. 

EASTHAMPTON.  p.  8.624;  mere  bldgs.,  bk.,  1 
to  8  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm, 
in  f.  area;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
P.  dept — 8  c  hand  ex..  2  h.  ft  1.  trk.,  8  hose 
waar.,  1  hose  reel.  8  hrs.;  hose,  cot,  rub.  lined, 
ed..  4,600  ft;  inf.,  400  ft.;  tot  hose,  4,900  ft; 
f.  al..  bell;  val.  equip.,  $10,976;  vaL  bldgs., 
$7,000;  exp.  dept,  $8,026;  tot  mem.,  62,  voL 
48.    pd.  full  time  4. 

Water  Supply^— Src,  wells;  qrs.,  pump  to  res.; 
ree.     cap.,    2,000,000  gala.;   pump,    eng.,   cap.    day 


1,650,000  gala.;  mains,  c  i.,  28  m.,  4  to  18  in. 
dia.;  201  hyd;  met,  100;  1,400  serv.;  pipe, 
galv.  L;  pres.,  dom.  96  lbs.,  f.  87  to  118  Ibe.; 
cons,  day,  1,660,000  gala;  cost,  $226,000;  coet 
mtce.,  $7,000;  wks.  owned  by  town. 

eAST  LONQ  MEADOW,  p.  2,000.  P.  dept. — 2  o. 
tanks,  2  hoee  reels,  800  ft.  hose  (400  ft  hose  in 
reserve);  val.   equip.,  $1,200;   voL 

Water  Supply — 'From  fipringfleld;  eys.,  grav.;  70 
hyd.;  180  serv.;  mains,  8  m.;  pres.,  dom.  ft  f.,  86 
to   100  lbs.;   coet,  $45,000;  wka.   owned  by  town. 

EA8T0N,  p.  6,189;  1  area,  600  a.;  mere  bldgs., 
stn.  ft  wd.,  2  stor.;  priv.,  wd.  ft  stn.,  2  stor.; 
wd.  rfa  penn.;  no  fwks.  ft  combt  ord.  P.  dept— - 
4  c  hand  ex.,  1  h.  ft  L  trk.,  1  hose  wag.,  8  c 
wag.;  hose,  cot,  rub.  lined,  gd.,  2,600  ft.;  linen, 
gd.,  2,000  ft;  tot  hose,  4,600  ft.;  f.  al..  bell  ft 
wh.;  val.  equip.,  $6,900;  val.  bldn.,  $6,000; 
exp.  dept,  $1,600;  tot  mem.,   88,  pd.  part  time. 

Water  Supply — Src,  wells,  1-8  m.  bus.  cent; 
ays.,  pump  to  stdp.;  stdp.  cap.,  240,000  gals.; 
res.  cap.,  1,600,000  gals.;  2  pump,  eng.,  cap.  day 
1,500,000  gals.;  mams,  c.  i.,  9^  m.,  4  to  10 
in.  dia.;  81  hyd.;  150  v.;  met,  820;  640  serv.; 
pipe,  iron;  pres.,  dom.  60  to  90  lbs.,  f.  60  to  90 
lbs.;  cons,  day,  136,000  gals.;  cost,  $100,000; 
cost    mtce.,  $140;  wks.  owned  by  village. 

EDGARTOWN.  p.  1,175;  f.  area,  1,000  a.;  mere, 
bldgs.,  wd.,  1  to  3  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.;  caosee 
of  f.  inv.  F.  dept — 1  hand  eng.,  1  c  eng.  on 
wis.,  1  h.  ft  1.  trk.,  2  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  1,800  ft;  inf.,  200  ft.;  tot  hose,  1,500 
ft;  f.  al.,  Gamewell  ft  elec  sys.,  8  bx.;  val. 
equip.,  $1,500;  val.  bldgs.,  $1,500;  exp.  dept, 
$500;    tot.    mem.,    80,   pd.   part   time. 

Water  Supply — Src,  wells,  water  from  stdp.;  60 
lbs.  pres.  at  hyd. 

ENFIELD,  p.  1,036;  mere  bldgs.,  wd.  F.  dept 
— 1  str.,  1  hand  eng.,  8  c.  ex.,  8  hose  car.;  hoee, 
2,500  ft.;  tot  mem.,  88  vol. 

Water  Supply — Src,  riv. 

ERVINQ,  p.  1,066;  f.  area,  100  a.  P.  dept — 
1  c  eng.,  37  c  band  ex.;  hose,  cot,  rub.  lined,  gd., 
1,000  ft;  f.  al.,  telp.  ft  gong;  val.  equip.,  $1,250; 
val.  bldgs^  $200;  tot  mem.,  50,  pd.  part  time. 

Water  Supply — Not  reported. 

ESSEX,  p.  1,790;  f.  area,  7,858  a.;  mere  bldgs., 
wd.,  IVi  to  8  stor.;  priv.,  wd.,  2%  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 2  hand  eng.;  6  hand  ex.,  1  h.  ft  1. 
trk..  2  hose  reels;  hose,  cot,  rub.  lined,  gd.,  860 
ft;  inf.,  200  ft;  tot.  hose,  1,050  ft.;  f.  al.,  bell; 
val.  equip..  $4,000;  val.  bldga.,  $2,800;  exp.  dept, 
$1,000;   tot   mem..   105   vol. 

Water  Supply — Src,  wells,  cisterns,  riv. 

EVERETT,  p.  83,484;  f.  area,  2,800  a.;  mere 
bldgs.,  wd.,  1  to  4  stor.;  priv.,  wd.,  1  to  8  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  P.  dept — 2  str.,  2  h.  ft  1.  trk.,  1 
c  eng.,  8  c  band  ex.,  2  hose  wag.,  2  comb, 
trks..  16  hrs.;  hose,  cot,  rub.  lined,  gd.,  6.000 
ft;  inf.,  400  ft;  tot  hose,  6.400  ft;  f.  al..  bells 
ft  wh.,  68  bx.;  val.  equip.,  $17,000;  val.  bldgs., 
$30,800;  exp.  dept,  $27,650;  tot  mem.,  46,  pd. 
full  time  17,  pd.  part  time  29. 

Water  Supply — Src,  Metropolitan,  4%  m.  bus. 
cent;  sys.,  grav.  ft  pump  to  mains;  mains,  c  i., 
45.96  m.,  4  to  24  in.  dia.;  615  hyd.;  met, 
101:  5.090  serv.;  pipe,  lead;  pres.,  dom.  ft  f.,  45 
to  96  lbs.;  cons,  dav,  2,700,000  g&la;  cost  ft 
mtce.,  $763,531.90;  wks.  owned  by  city. 

FAIRHAVEN,  p.  5,122;  f.  area,  6,000  a.;  mere, 
bldgs.,  stn.,  bk.  ft  wd..  1%  to  8H  stor.;  priv., 
stn..  bk.  ft  wd.,  2  to  8H  stor.;  wd.  rfs.  perm, 
in  f.  area;  fwks.  ord.;  causes  of  f.  inv.  P.  dept — 
16  c  hand  ex.,  1  h.  ft  1.  trk.,  1  comb.  c.  ft  h. 
wag.,  2  hose  wag.,  2  hose  car.,  5  hrs.;  hose,  cot, 
rub.  lined,  gd.,  4,000  ft;  f.  al.,  Oamewell,  19  bx.; 
val.  equip.,  $4,600;  vaL  bldgs.,  $2,000;  exp.  dept, 
$2,200;  tot  mem.  65,  pd.  full  time  40,  vol.  25. 

Water  Supply — ^rc,  wells,  2  m.  bus.  cent.;  aya., 
pump  to  stdp.;  stdp.  cap.,  500.000  gals.,  dim. 
35  X  50,  mat  stl.;  2  pump,  eng.,  class  dup.  comp., 
cap.  day  6,000,000  gals.;  maina,  c.  i.,  16  m., 
6  to  12  in.  dia.;  86  nyd.;  met,  400;  700  serv.; 
pipe,  tin  ft  lead;  pres.,  dom.  65  Iba.  f.  66  lbs.; 
cons.    day.    400,000   gala;   wks.   owned   by   Co. 

FAIRVIEW.     P.  dept  not  reported. 

Water  Supply— Src,  driven  wells,  1  m.  bus. 
cent;  sys.,  pump  to  stdp.;  stdp.  cap.,  188,000 
gala. 
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FALL  RIVER,  p.  119,295;  f.  area,  26,240  a.; 
mere,  bldgs.,  stn.  A  wd..  8  to  6  stor.;  priv.,  stn., 
bk.  &  wd.,  2 hit  stor.;  wd.  rfs.  perm.;  fwks.  onL; 
causes  of  t.  inv.  F.  depL — 6  str.,  40  c  hand  ex., 
1  comb.  c.  k  h.  wag.,  1  auto.  comb,  c  &  h.  wag., 
1  squad  wag.,  2  h.  ft  1.  trk.,  8  aer.  trk.,  11  hose 
wag.,  06  hrs.;  hose,  coL,  rub.  lined,  gd.,  28,000 
ft.;  f.  al.,  Qamewell,  202  bx.;  val.  equip.,  $91,000; 
Tal.  bldgs..  $284,000;  exp.  dept.,  $108,000;  tot 
mem.,  149;  pd.  full  time  125,  pd.  part  time  24, 
undrs.  rating,  first  class. 

Water  Supply — Src.,  lake,  2  m.  bus.  cent.;  sys., 
pump  to  stdp.  &  tks.;  stdp.  cap.,  6,806,598  gals., 
loc.  in  dty;  mat.,  iron;  5  pump,  eng.,  class  comp., 
cap.  day,  24,000,000  gate.;  mains,  c.  i.,  121.67  m., 
6  to  24  in.  dia.;  1,468  hyd.;  1,868  v.;  met., 
9,289;  9,251  serv.;  pipe,  lead;  pres.,  dom.  19  lbs. 
f.  110  lbs.;  cons,  day,  5,200,188  gals.;  cost, 
$2,S06',000;  cost  mtce.,  $108,000;  wks.  owned  by 
city. 

FALMOUTH,  p.  8,144.  F.  dept— 8  hose  reels; 
hose,  6,000  ft;  f.  al..  Qamewell;  tot  mem.,  120 
ToL;  exp.  dept.,  $2,500. 

Water  Supply — Src,  Long  Pond;  sys.,  pump  to 
stdp.;  8  pumps,  cap.  2,000,000  gals,  day;  150 
hyd.;  pres.,  80  lbs.;  cost,  $268,404;  wks.  owned 
by  town. 

FITCHBURQ,  p.  87,826;  f.  area,  24  sq.  m.; 
mere  bldgs.,  bk.  k  wd.,  1  to  7  stor.:  priy.,  bk. 
ft  wd..  2  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  ft  combt.  ord.;  causes  of  x.  inv.  F.  dept — 
1  auto.  comb.  c.  ft  h.  wag.,  1  chiefs  auto,  2 
str.,  1  c.  eng.,  24  c.  hand  ex.,  4  h.  ft  L  trie.,  8 
hose  wag.,  2  comb.  c.  ft  h.  wag:,  21  hrs.;  hose, 
cot,  rub.  lined,  gd..  16,000  ft;  c.  hose,  800  ft; 
tot  hose,  16,800  ft;  f.  al.,  elec,  87  bx.;  ral. 
equip.,  $67,642;  val.  bldgs.,  $77,219;  exp.  dept, 
$62,858;  tot  mem.,  100,  pd.  full  time  87,  vol.  68. 

Water  Supply — Src,  brooks  ft  ponds,  2  to  8 
m.  bus.  cent;  sys.,  grav.:  res.  cap.,  1,000,000,000 

fls.,  loc  n.  ft  w.  of  city;  mains,  c  1.,  80  m., 
to  80  in.  dia.;  604  hyd.;  740  v.;  met,  4,410; 
6,460  serv.;  pipe,  wrt.  i.;  pres.,  dom.  80  to  180 
lbs.,  f.  80  to  180  lbs.;  cons,  day  2,900,000  gals.; 
cost,  $1,400,000;  cost  mtce.,  $87,000;  wks.  owned 
by  city. 

FOXBORO,  p.  8,868;  f.  area,  12,460  a.;  mere 
bldgs..  wd.,  1  to  8  stor.;  priv.,  wd.,  1  to  8  stor.; 
wd.  rfs.  perm.  F.  dept — 1  str.,  1  c  eng.,  16 
5-ga].  ex.,  1  h.  ft  1.  trk.,  1  supply  wag.,  1  hose 
car.,  4  hrs.;  hose,  cot,  rub.  lined,  gd.,  8,600  ft; 
inf..  200  ft;  tot  hose,  8,700  ft;  f.  aL,  Game- 
well,  28  bx.;  val.  equip.,  $8,600;  vaL  bldgs., 
$1,000;  exp.  dept,  $1,700;  tot  mem.,  88,  pd. 
part  time;  undrs.  rating,  first  class. 

Water  Supply — Src,  wells,  IH  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  282,000  gals., 
dim.  20  X  120,  mat  iron;  2  pump,  eng.,  cap.  day 
720,000  gals.;  mains,  iron,  18  m.,  4  to  12  in. 
dia.;  98  hyd.;  75  v.;  met,  39>1;  569  serv.;  pipe, 
iron;  pres.,  dom.  60  lbs.,  f.  110  lbs.;  cons,  day, 
200,000  gals.;  cost,  $94,000;  cost  mtce.,  $6,000; 
wks.  owned  by  district. 

FRAMINGHAM,  p.  12,948;  f.  area,  14,960  a.; 
mere  bldgs.,  wd.,  1  to  6  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept — 8  atr., 
1  hand  eng..  18  c  hand  ex.,  1  h.  ft  L  tik.,  4 
hoaa  wag.,  1  auto.  comb,  c  ft  h.  wag.,  16  hrs.; 
hose,  cot,  rub.  lined,  gd.,  7,000  it;  f.  aL, 
Qamewell,  48  bx.;  val.  equip.,  $80,000;  vaL  bldgs., 
$85,000;  exp.  dept,  $22,000;  tot  mem.,  60,  pd. 
full  time  9,  pd.  part  time  61. 

Water  Supply — Src,  pond,  1  m.  bus.  cent.; 
sys.,  pump  to  stdp.;  stdp.  cap.,  760,000  gals.; 
dim..  40  X  81  ft.;  mat.,  stl.;  3  pumps,  cap.  day 
6.000,000  gala.;  mains,  c.  i.,  45  m.,  4  to  16  in. 
dia.;  264  hyd.;  591  v.;  2,357  met:  2,282  serv.; 
pipe,  c  i.;  pres.,  dom.  ft  f.,  60  to  106  lbs.;  cons, 
day,  805,676  gals.;  cost,  $560,348;  cost  mtce., 
$17,651;    wks.    owned   by    town. 

FRANKLIN,  p.  5,641;  f.  area.  27  sq.  m.;  mere 
bldgs.,  wd.  ft  bk.,  2  ft  8  stor.;  priv.,  wd.,  2 
stor.;  wd.  ris.  perm.;  no  fwks.  ft  comb,  ord.; 
causes  of  f.  inv.  F.  dept. — 1  str.,  1  hand  eng., 
1  comb.  h.  ft  1.  trk.,  1  hose  wag..  4  hose  earn, 
hose,  cot,  rub.,  lined,  gd.,  5,000  ft;  f.  al.,  elec. 
15  bx.,  2  stm.  gongs  ft  bell;  val.  equip.,  $12,000; 
val.  bldgs.,  $2,500;  exp.  dept,  $8,500;  tot  mem., 
85.  8  pd.  part  time.  82  vol. 

Water  Supply — Src,  22  driven  2H-iii.  wells,  1 
m.  bus.  cent;  sys.,  pump  to  stdp.;  stdp.  cap., 
600.000  gals.,  dim.    30   x  80,  loc  in  town,  mat 


stl.;  4  pump,  eng.,  cap.  day  5,600,000  gals.; 
mams,  sheet  ft  c  L  ft  cem.,  16  m.,  4  to  12  in. 
dia.;  81  hyd.;  met,  886;  886  aerv.:  pipe,  lesd 
ft  iron;  pres.,  dom.  60  to  90  lbs.,  L  60  to  90 
lbs.;  cons,  day,  800.000  gals.;  cost,  $170,000; 
cost  mtce.,  $9,000;  wks.  owned  by  city. 

FREETOWN,  p.  1,470;  t  area,  660  a.;  mere, 
bldgs.,  wd..  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm,  in  t  area;  causes  of  f.  inv.  F.  dept — 
1  c  eng.,  1  hand  eng.,  1  h.  ft  L  trk.,  1  how 
reel,  8  c  ex.;  hose,  cot,  rub.  lined,  gd.,  800 
ft;  f.  al.,  church  bell;  val.  equip.,  $1,825;  vaL 
bldgs..  $4,000;  exp.  dept.,  $75;  tot  mem.,  5  vol. 

Water  Supply— Src,  riv.  ft  weUa;  aya.,  grav.; 
mains,  iron,    %   m. 

Ki^®^"?!?^?'  P;  !*'«»». •  *•  «wa,  18,000  a.:  mere 
bldgs^  bk.  ft  wd..  2  to  8  stor.;  priv.,  wd.,  8  stor.; 
wd.  rfe  perm,  in  f.  area;  fwka.  ord.;  causes  of 
f.  inv.  F.  dept — 2  auto.  comb,  e  ft  h.  wag.,  2 
hand  eng.,   20   c  band  ex.,   2  h.  ft  L  tik.,   4  hose 

^^^•'ntA^^^  *^*'-»  *  '^•J  ^o"®*  CO*-.  "»•  lined, 
gd.,    7,800    ft;    f.    aL,    wh.,    48    bx.;    vaL    equip. 

$22,000;  val.  bldM.,  $86,000;  exp.  dept,  $15;000; 

tot  mem.,  70,  pd.  part  time  2,  voL   68. 

Water    Supply— Src,    lake,     %    m.    bus.    cent; 

eye,  pump  to  res.;  res.   cap.,    6,109,000   Kak.;  8 

pump,  eng.,  class  comp.,  cap.  day  7,000,000  gus.: 

mains,  c  i..  29.28  m.,  1  to  24  in.  dia.;  2SS  hyd.; 

211   v.;   met.,   180;    1,868  aerv.;  pipe,   wrt.   L  ft 

cem.  lined;  -pres.,  dom.   46  lbs.,  f.   140  lbs.;  coos. 

day,  760,260  gals.;  wks.  owned  by  town. 

QEORQETOWN,  p.  1,840;  bldgs.,  bk.  ft  wd..  2H 
stor.;    wd.    rfs.    perm.;    fwka.    ft    combt    ord.      f. 

gd.,    2,600   ft;   rub.,   mi.,    600    ft;   inf.,    £00   ft; 

i°/r!!5^'  *»*^®  '*•?  ^  equip.,  $8,000;  vaL  bldga^ 
$5,600;  eiro.  dept,  $1,000;  tot  mem.,  125  volT 

Water  Supply— Src,  14  cisterns,  15  lakes,  2 
lakes  of  200  a.  each  ft  10  strm. 

OLOUpESTER,  p.  24,898;  f.  area,  28,000  a.; 
mere  bldga.,  bk.  ft  wd.,  2  to  5  stor.;  priv.,  bk.  ft 
wd.,  2%  stor.;  wd.  rfs.  perm,  in  f.  ana;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept. — 1  1 
boat,  6  etr^  2  e  eng.  on  wis.,  SO  e  hand  ex.. 
2  h.  ft  L  trka.,  1  aer.  trk.,  6  hose  wag.,  l  ante 
comb,  e  ft  h.  ws«.,  8  comb,  c  ft  h.  wac  27 
hrs.;  hose,  oot,  mb.  lined,  gd.,  14,600  ft:  t  aL, 
Sf?'AAl®  **^*  val.  equip..  $87,121;  vaL  bUn.. 
!i*'2®,?L,**P-.***P^'    $48,686;    tot    mem..    ll6. 

Watar  Supply— Src,  res.,  2  to  4  m.  boa.  ccbL; 
sys.,  pump  from  ree;  res.  cap.,  8,000,000  gala.: 
2  pump,  eng.,  cap.  day  7,000.000  gak;  malM. 
?•  i"  *  £«».  "ne<l»  70  m.,  1%  to  20  In.  dia.:  886 
hyd.;  572  v.;  met,  846;  4,668  aerv.;  pipe,  galv. 
L  ft  cem.  lined;  pree,  dom.  80  to  76  Iba.:  ooaL  tl  • 
486,864;  coat  mtce.,  $26,000;  wks.  ownid^r  dly. 

QRAFTON.  p.  6J06;  t  area,  8,000  a.;  bldga.. 
wd.,  R  stor.;  wd.  rfe  perm.;  fwks.  ft  eombC  ord. 
F.    dept. — 8    hand    eng.,    1    comb,    e    ft   h. 


F.  dept.— 8  hand  eng.,  1  comb,  e  ft  h.  was.. 
17  e  hand  ex..  1  h.  ft  L  trk.,  6  hose  ow.;  bose, 
cot,  rub.  Imed,  gd.,  8.000  ft;  f.  aL,  wiC:  v2 
Ti^iP'*  10.000;  val.  bldM.,  $8,000;  exn.  dept. 
$MOp;  tot  mem.,  86,  pd.  part  time  li/voLn. 
Watar  Supply— Src,  apr.,  H  m.  boa.  cent;  iva, 
pump  to  stdp.;  stdp..  cap.,  110,000  gala.,  dim! 
25  X  80,  mat  wrt  L:  pump,  eng.,  cap.  day  1,000,- 
000  gals.;  mains,  c  i.,  4  to  10  in.  &.;  OS  byd.; 

io "ii "?!«•  ill"/  ?JI',£?^  '^  ^J  ^- ^ 

80  to  126  Iba.,  f.   126  Iba.;   eons,  dtj,  100,000 


gals.;    cost    $58,000;    cost    mtce,    $8,000: 
owned  by  Co. 

a.;  bldgs.,  bk.  ft  wd.,  2  to  4  stor.;  priv..  wdU  2 
ft  8  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  mv  P.  dept— 1  str.,  1  hand  ««..  1 
c  eng..  1  c  hand  ex.,  1  h.  ft  L  trie,  ritoae 
wag.,  6  hose  car.;  hose,  cot,  rub.  lined,  gd.,  4.SO0 
H  %  l^^^  ^'  ^  »»«»«•  6,500  f?^*f*u! 
l^^l'onn  ***•»  /"l-  !fl?*P-  »1S.000;  vaL  bUgB!; 
^^&/*!^*  exp.  dept,  $2,600;  tot  mem..  81, partpS 
Water  Supply— Src,  brooks,  riv,  ft  lakeTL  ^ 

2,600.000  gals.;  2  pump,  eng.,  cap.  day  550.000 
gals.;    mams,   8   m..    2    to    12    in.   dia.;  70    hyd.: 

?**•*  W^^^*  ,***"•  •<>  ^*>«-  '•  M  »••;  «M. 
JI^'Aaa*^-!^®  srals  :  cost.  $110,000;  cost  mtee, 
$6,000;  wka.  owned  by  city. 

GREENFIELD,    p.    10,427;    f.    area.    2.50O    a.; 

mere  bldgs.,  stn..  bk.  ft  wd..  1  to  5  stor.;  priv.. 
wd.,  1  ft  2  stor.;  wd.  rfs.  perm,  in  t  am;  fwka. 
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ft  combt  ord.;  causes  of  f.  inv.  F.  dept. — 1  hand 
entf.,  12  c  hand  ex,,  1  h.  ft  1.  trk..  1  hose  wag., 
3  noae  car.,  I  auto.  comb,  a  &  h.  wag.,  2  comb, 
c.  ft  b.  wag.,  4  hrs.;  hose,  cot.,  rub.  lired,  gd., 
5.000  ft.;  rub.,  gd.,  800  ft;  Inf.,  1,000  ft.;  tot. 
hose,  fl.SOO  ft;  f.  al.,  Oamewell,  42  bx.;  val. 
equip.,  $14,500;  val.  bidga.,  $8,000;  exp.  dept^ 
$9,000;  tot  mem.,  68,  pd.  full  time  8,  pd.  part 
time  50.  ,  ^  ^ 

Water  Supply — Src,  brooks,  4%  m.  bus.  cent; 
sya.,  grav.;  res.  cap.,  70.000,000  gals.,  loc-  »t 
Levden:  2  pump,  eng.,  class  dnp.,  cap.  day  1,600,- 
000  gals.;  mains,  c.  i.,  46  m.,  1  to  24  in.  dia.; 
720  hyd.;  870  v.;  met,  180;  2.800  serv.;  pipe, 
galv.  i.;  pres.,  dom.  90  to  150  lbs.,  f.  90  to  160 
lbs.;  cost,  $260,000;  cost  mtce..  $8,600;  wks. 
owned  &  operated  by  Fire  District  No.   1. 

GROTON,  p.  2,258;  mere  bldgs.,  wd.,  2  stor.j 
wd.  rfs.  perm.;  fwks.  ft  combt.  ord.  F.  dept — 2 
hand  eng.,  1  c.  eng.,  1  h.  ft  1.  trk.,  2  hose  car. ; 
hose,  cot.,  rub.  lined,  gd.,  8,000  ft;  f.  al.,  bell; 
exp.  dept,  $1,200;  tot  mem.  75,  pd.  part  time. 

Water  Supply — Src.,  well;  ays.,  pump  to  rea.; 
res.  cap.,  800,000  gals.;  pump,  eng.,  cap.  day  600,- 
000  gals.;  mains,  9  m.,  4  to  12  «».  dj*-J  *5  Mi 
met,  200;  210  serr.;  prea.,  dom.  »0  lbs.,  f.  90 
lbs.;  cons,  day,  60,000  gals.;  cort,  $70,000;  wka. 
owned  by  Oo. 

6R0VELAND,  Essex  Co.,  p.  2,460.  F.  dept— 1 
hand  eng.,  2  c.  eng.,  26  hand  c.  ex.,  2  hc»e  car., 
2  h.  A  1.  trie.,  1,600  ft.  hose;  f.  aL,  bell;  65  vol. 

Watar  Supply — Not  reported;  21  hyd. 

HADLEY,  p.  2,000.  F.  dept.--6  hose  wwar., 
laddere;  hose,  cot,  rob.  lined,  ed.,  ©OO  ft;  f.  Sfl., 
bell;  val.  equip.,  $1,500;  val.  bldgs.;  $1,000;  exp. 
dept.   $250;  tot.  mem.,  76  vol. 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  sys., 
grav.;  70  hyd.;  pres.,  dom.  ft  f.  65  to  76  lbs.;  wks. 
owned  by  town. 

HAMILTON.  p.  1,650.  F.  dept.— «  band  ex.,  1 
h.  ft  L  trk.;  20  vol. 

HANOVER,  p.  2.176.  F.  dept— 1  comb.  c.  h. 
ft  1.  trk.,  1  h.  ft  L  trk.,  5  express  wag.  with  12 
hand  ex.  each;  2  voL  companies  of  60  men. 

HANSON,  p.  1,860.  F.  dept- 80  hwad  ejL,  1 
auto.  comb,  trk.,  1  c.  wag..  2  comb.  c.  ft  b.  wag.. 
8.000  ft.  hose;  f.  aL,  wh.;  »0  vol.  

Water  SuppiV— Not  reported;  21  hyd.;  pres.,  86 

Ibe.  ti     ».     ji     • 

HARVARD,  p.  !."•;  »f«-.*>aPU-  *"^- *«« 
ft  S  etor.;  priv..  wd.,  2  •tor.;  ^J-  ^V'^AlS't— 5 
fwks.  ft  combt  ord.;  causea  of  f.  inv.  y.  <*«P*-— « 
cTenR.;  6  c  hand  ex.,  2  h.  *  J- trk.  ft  buckets. 

wfter  Supply— Src  «q>r.  ft  driven  wells,  %  m. 
bus  cent.;  ays.,  grav.;  rea.  cap.,  20,000  gal^, 
DSSio^iM  aP.  W  216.000  gala.;  maina.  l«d; 
S™nr.;  pipe.  Icadrcost,  <1.000;  cost  mtce.,  $25; 
wks.  owned  by  private  Co.  ..,      .    _j 

HATFIELD,  p.  i.J2«;^»»c-  2*}?«!7J*^-5  "S: 

2  ft  8  etor.;  priv.,  bk.  ft  wd... «%  S^'iJ^fli  it 
perm,  in  f.  area;  causes  of  f.  tov.  Jf :  *fPtjT-\J- 
j^  f  *rk  6  hose  wag.;  hose,  cot,  rub.  llnea.  go., 
f  000  ft?;  tofTftOO  iS.  tot  Ue,  8.600  J..;  |  .^m 
b^ll:     val.    cqilip.,    $8,000;    exp.    dept,    $oO;    tot 

™witiVupply-Src.,  brook,  4  «.  bua.  cent;  «r^. 
yrav.,;  «nall  res.;  mains,  c  i..  22  m..  2  to  Sin.  dia^^. 
o^  Hvd  •  861  serv.;  pres.,  dom.  ft  f.  4Z  los.,  wns. 
dfy.  12*0,000  gals';  cost  $61,000;  cost  mtce., 
•300:    wks.  owned  by  town. 

HAVERHILL,  p.  44,116;  f.  •«•.•*  •*J?*' 
mJ^  Wd5.:hk..'^cem.'ft  wd.  1  to«  stor.;  prtr.. 
bkft  wd..  2%  stor.;  wd.  rtm.  pmn.  in  '•  J^^ 
?jrir«  A  combt.  ord.;  causes  of  f.  inv.  F.  dept— 
-^;  3^M»d  eng.,  14  c.  hand  ex.  (8  in  reserve), 
1  c  en#  o^^nwl^r^l  chiefs  auto..  2  •^to.  ^ose  wag 
1    auto     comb.  c.  *  h.  wag..  1  auto.  h.  ft  1.  trk  ,  1 

?  Vr-ic  2  h  ft  1.  trk.,  2  comb.  c.  eng.,  5  hose 
**'^-  ^'iiMe  recte  1  chiefs  wag..  4  fuel  ft  excrci-se 
Zl%':    4^^s%   ft   idd^   Blei^hs     19   hrs.    (5   in   re- 

^l.\  -      hose      cot..     Tub.     lined,    gd.,     10,400     ft 
rfiooo     ft    fn   iSeVve);   f.    al..   elec,   72   bx.;   val. 

^?V      1^    on  hill;  4  pump.  eng..  cap.  day  22.000.. 

,«^erve>  :    mains,  c.  i.,   wo.ii    "'-'^         7  iio    serv  • 
39»     hyd.;    1,161    v.;    met,     1,9*3,    7,449    serv.. 


1,360  v.;  pipe,  lead;  pres.,  dom.  ft  f..  So  to  120 
lbs.;  cons,  day,  5,702,866  gals.;  cost,  $1,528,101; 
cost  mtce.,   $38,521;   wks.   owned  by  city. 

iHEBRONVILLE,  p.  included  in  Attieboro.  F. 
dept — Supplied  by  Attieboro. 

HINQHAM,  p.  4,965;  f.  area,  040  a.;  mere,  bldgs.. 
wd.,  1  to  8  stor.;  priv.,  wd.,  2%  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept. — 1  str.,  1  hand  eng.,  2  comb.  c.  ft  h.  wag., 
2  c.  eng.,  10  c.  hand  ex.,  1  h.  ft  1.  trk..  2  hose 
wag.,  2  nose  car.;  hose,  cot,  rub.  lined,  gd.,  6,000 
ft.;  rub.,  gd.,  800  ft;  tot.  hose,  5,800  ft.;  f.  aL, 
Oamewell  storage,  25  bx.;  val.  equip.,  $6,000;  val. 
bldgs.,  $10,000;  exp.  dept,  $2,500;  tot.  mem., 
125  voL 

Water  Supply — Src,  ponds,  6  m.  bus.  cent.;  sys., 
grav.,  pump  to  atdp.  ft  dir.;  atdp.  cap.,  587,218 
gals.;  dim.,  40  x  67,  loc  on  Strawberry  Hill;  mat, 
iron;  2  pump,  eng.,  cap.  day  2,500,000  gals.;  maina, 
cem.  ft  c.  L,  57 H  m.,  2  to  16  in.  dia.;  240  hyd.; 
860  v.;  met.,  16;  2,802  serv.;  pipe,  galv.  ft  wrt.  i.; 
pres.,  dom.  62  lbs.,  f.  70  lbs.;  cost,  $250,000; 
cost  mtce.,  $5,000;  wks.  owned  by  Oo. 

HINSDALE,  p.  1,485;  f.  area,  640  a.;  mere, 
bldga.,  wd.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  no  fwks.  ft  combt.  ord.;  causes  of  f. 
not  inv.  F.  dept. — 8  hose  car.;  hose,  cot.,  rub. 
lii»ed,  gd.,  1,600  ft;  f.  al.,  bell;  tot  mem.,  20 
vol. 

Water  Supply — Src,  brooks,  1%  m.  bus.  cent; 
sys.,  grav.;  res.  cap.,  84,000,000  gals.;  mains,  c  i., 
4%  m.,  4  to  10  in.  dia.;  60  hyd.;  pipe,  galv.  i; 
pres.,  dom.  108  to  165  lbs.,  f.  108  to  155  lbs.; 
cost  $86,000;  cost  mtce.,  $105;  wks.  owned  by 
f    district. 

HOLBROOK,  Norfolk  Co.,  p.  2,816;  mere  bldgs., 
wd.,  2  to  4  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm, 
in  f.  area;  fwks.  a  combt.  ord.;  cauaes  of  f.  inv. 
F.  dept. — 1  hand  eng.,  6  c  hand  ex..  1  h.  ft  1.  trk., 
8  hose  wag.,  2  hose  car.,  1  hrs.;  hose,  cot,  rub. 
lined,  gd.,  4,500  ft;  inf.,  500  ft.;  tot.  hose.  5,000 
ft.;  f.  al.,  bell,  16  bx.;  val.  equip.,  $6,000;  val. 
bldgs.,  $8,000;  exp.  dept,  $1,200;  tot.  mem.,  28 
vol. 

Water  Supply — Src,  pond,  6  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  698,760  gala.;  dim.,  80 
X  112;  mat,  tnrt  i.;  res.  loc.  1  m.  bus.  cent;  8 
pump,  eng.,  class  dup.,  cap.  day  1,600,000  gals.; 
mains,  c  i.,  9  m.,  4  to  12  in.  dia.;  78  hyd.;  60  v.; 
met,  1;  684  serv.;  pipe,  cem.  lined;  pres.,  dom. 
70  Ibe.,  f.  70  lbs.;  cons,  day,  257,826  gals.;  cost, 
$188,000;  cost  mtce.,  $14,886;  wks.  owned  by 
town. 

HOLDEN,  p.  2,464;  f.  area,  20.000  a.;  mere, 
bldgs.,  wd.,  2  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept — 2  h.  ft  1.  trk.,  20  c  hand  ex., 
2  hose  wag.;  hose,  1,800  ft;  f.  aL,  bell;  v«l. 
equip.,  $2,000;  val.  bldgs.,  $8,000;  exp.  dept. 
$200:  tot.  mem.,  50  vol. 

Water  Supply — Not  reported. 

•HOLLISTON,  p.  2,711;  f.  area,  12,100  a.;  mere, 
bldga.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  stn.,  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  str.,  45  c.  band  ex., 
1  h.  ft  1.  trk.,  2  hose  wag.,  2  hose  car.,  8  bars.; 
hose,  cot.,  rub.  lined,  gd.,  5,600  ft;  f.  al..  Oame- 
weH,  25  bx.;  val.  equip.,  $9,400;  val.  bldgs., 
$8,000;  exp.  dept,  $8,800;  tot  mem.,  42,  pd.  part 
time. 

Water  Supply — Src,  spr..  %  m.  bus.  cent.;  sgra.. 
pump  to  stdp.;  stdp.  cap.,  817,000  gals.;  dim.,  80 
z  60;  mat,  boiler  L;  60  hyd.;  200  serv.;  pipe, 
galv.  L;  pres.,  f.  95  Iba.;  wks.  owned  by  Co. 

HOLYOKE,  p.  67,780;  f.  area,  19,000  a.;  mere 
bldgs.,  atn.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  stn..  bk. 
ft  wd.,  8  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept — 7  str.,  2 
c  eng.  on  wis.,  26  c.  hand  ex.,  1  h.  ft  1.  trk.,  1 
aer.  txk.,  1  comb.  c.  h.  ft  1.  trk.,  2  comb.  auto,  c 
ft  h.  wag.  with  2  85-gal.  tk.,  6  hose  wag.,  1  comb, 
c  ft  h.  wag.,  87  hrs.;  hose,  cot,  rub.  lined,  gd., 
28,600  ft;  inf..  2,650  ft.;  tot  hose.  26.160  ft; 
f.  al.,  elec,  187  bx.;  val.  equip.,  $80,000;  val. 
bldgs.,  $100,050;  exp.  dept,  $104,000;  tot  mem. 
76,  pd.  full  time. 

Water  Supply — Src,  ponds,  strm.  ft  storage  res., 
2,  8  ft  14  m.  bus.  cent;  sys.,  grav.;  res.  cap., 
8.076.000,000  gala.;  mains,  c  L,  90.72  m..  4  to 
80  in.  dia.;  712  hyd.;  1,112  v.;  met,  886;  4.872 
serv.;  pipe,  c.  L;  pres.,  dom.  50  lbs.,  f.  100  lbs.; 
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cons,  day,  0,000,000  gftls.;  coit,  $1,400,268;  coit 
mtce.,  $89,366;  wks.  owned  by  dty. 

HOPEDALE,  p.  1,965.  F.  dept. — 1  auto.  comb, 
b.  k  1.  trk.  with  c.  tk.,  1  auto,  triple  comb,  wag.,  1 
auto,  tk.,  1  hose  wag..  40  c.  ex.;  f.  al.,  Oamewell; 
tot.  mem.  29,  pd.  fuQ  time. 

Water  Supply — ^Milford  Water  Co.;  40  hyd.;  prea., 
100  lbs. 

HOPKINTON,  p.  2,586;  mere  bldge.,  wd.,  IH  to 
8  ator.;  priv.,  IH  to  2%  etor.;  wd.  rfa.  perm.; 
tvtlu,  ord. ;  causes  of  f.  inv.  F.  dept. — 8  hand  eng., 
12  c  hand  ex.,  1  h.  &  1.  trk.,  4  hose  wag.;  hose, 
cot.,  rub.  lined,  gd.,  5.000  ft.;  f.  al.,  4  bx.,  beU; 
▼al.  equip.,  $6,000;  val.  bldgs.,  $6,000;  exp.  dept, 
$1,600;  tot.  mem.,  82  vol.  ^     ^^ 

Water  Supply — Src,  well;  sys.,  pump  to  stdp.; 
stdp.  cap.,  263,000  gals.;  dim.,  86  x  85;  mat., 
iron;  pump,  eng.,  cap.  day  800,000  gala.;  mains, 
c  L,  7  m.r  6  t?  8  in.  dia.;  64  hyd.;  met..  27:  700 
serv.;  pipe,  wrt.  i.;  pres.,  dom.  77  Jbs.,  '.  V 
to  120  lbs.;  cons.  day.  21,080  gals.;  cost,  $50,000; 
cost  mtce.,  $1,600;  wks.  owned  by  town. 

HOUSATONIC,  p.  2.000;  mere  bldgs^  bk.  ft  wd., 
2  &  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs,  perm,  m 
f.  area;  fwka.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept. — 8  c.  hand  ex.,  2  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  1,000  ft.;  inf.,  600  ft.;  tot.  hose,  1,500 
ft,:  f.  al.,  bell;  tot.  mem.,  45  vol. 

Water  Supply — Src,  res.,  6%  m.  bus.  cent,;  sys., 
grav.;  mains,  c.  1.,  18  m.,  4  to  14  in.  dia.;  20 
hyd.;  2  v.;  met.,  6;  400  serv.;  pipe.  Ralv-  *JJ"- 
Ui  pres.,  dom.  65  lbs.,  f.  66  lbs.;  cost,  $74,000; 
cost  mtce..  $2,650;  wks.  owned  by  Co. 

HUBBARD8T0WN,  p.  1,227;  bldgs.,  wd.,  1ft  8 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.  F.  dept. 
— 1  hand  eng.,  1  c.  eng.,  18  c,  ex.,  1  h<»e.  car..  1 
h.  ft  1.  trk.;  hose,  cot.,  rub.  lined,  g?..  1.200  ft; 
f.  al.,  beU;  val.  equip.,  $1,600;  val.  bld^,  $400; 
exp.  dept.,  $600;  tot.  mem.  40,  pd.  part  time. 

Water  Supply — Src.,  6  large  wells  in  village. 

flUDSON.  p.  6,748;  mere,  bldgs.,  bk.  ft  wd.,  1  to 
5  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  fwks. 
ft  combt  ord.;  causes  of  f.  Inv.  F.  dept. — 1  str., 
1  h.  ft  1.  trk.,  8  hose  wag.;  hose,  cot.,  rub.  lined, 
d.,  4,500  ft;  inf.,  600  ft;  tot  hose,  6.000  ft.; 
t  al.,  bell  ft  wh.,  28  bx.;  val.  equip.,  $9,000;  val. 
bldgs.,  $27,600;  exp.  dept,  $5,600;  tot  mem.  89, 
pd.  full  time  1,  pd.  part  time  88. 

Water  Supply*--Src.,  pond,  8  m.  bus.  cent.;  srs., 
grav.;  mains,  c.  i.,  26  m.,  4  to  18  in.  dia.;  182 
hyd.;  296  v.;  met,  1,187;  1,171  serv.;  pipe,  iron  ft 
eem.  lined;  pres.,  dom.  46  to  00  lbs.,  f.  45  to  60 
lbs.;  cost  $266,096;  cost  mtce.,  $12,070;  wks. 
owned  by  town. 

HULL,  p.  2,000;  f.  area,  4.880  a.;  mere,  bldgs., 
wd.,  1  to  4  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm, 
in  f.  area;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept. — 1  comb.  c.  ft  h.  wag.  ft  pump,  1  str., 
15  c.  hand  ex.,  1  h.  ft  L  trk.,  3  hose  reels,  2 
hoae  wag.;  hose,  cot,  rub.  lined,  gd.,  8,000  ft; 
f.  al.,  telp.;  val.  equip.,  $82,000;  val.  bldgs.,  $19.- 
000;  exp.  dept,  $16,000;  tot  mem.,  46,  pd.  full 
time  8,  pd.  part  time  1,  voL  41. 

Water  Supply — Src,  Hingham  Water  Co.  (see 
Hingham);  mains,  8  m.;  98  hyd.;  pres.,  f.  65  lbs. 

•HUNTINGTON,  p.  1,600;  mere,  bldgs.,  bk..  stn. 
ft  wd.  F.  dept. — 1  hose  wag..  2,000  ft  cot,  rub. 
lined  hose;  f.  al.,  bell;  tot  mem.,  20  vol. 

Water  Supply — Src,  brook  ft  wells,  2  m.  bus. 
cent;  sy*.,  grav.;  res.  cap.,  1,000,000  gals.,  loc 
at  Blanford;  1  pump,  eng.,  cap.  day,  144.000  gals.; 
mains,  c  L,  5  m.,  4  to  8  in.  dia.;  88  hyd.;  16 
v.;  met,  8;  161  serv.;  pipe.  galv.  i.;  pres.,  dom. 
ft  f.  95  lbs.;  cost,  $82,000;  cost  mtoe.,  $100; 
wks.  owned  by  f.  district. 

HYANNIS,  p.  1,650;  f.  area,  640  a.;  mere,  bldgs., 
wd.,  1  to  8  stor.;  priv..  wd.,  2%  stor.;  wd.  rfs. 
perm.;  no  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 2  c  eng.,  12  c  hand  ex.,  1  h.  ft  L  trk..  2 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft.;  f. 
al.,  bell,  1  bx.;  val.  equip.,  $5,600;  val.  bldgs., 
$1,000;  exp.  dept.  $486.08;  tot  mem.,  45  voL 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  400,000  gala.;  dim., 
26  X  100;  mat,  stl.;  1  pump,  eng.;  cap.  day, 
1,000,000  srals.;  mains.  10  m.,  6  to  16  in.  dia.; 
70  hyd.;  36  v.;  9  met;  pres.,  dom.  ft  f.  83  lbs.; 
wks.  *  owned   by   private   Co. 

HYDE  PARK.  p.  16,507;  f.  area,  2.600  a.:  mere 
bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  priv..  wd.,  2H 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt 
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ord.;  causes  of  f.  inv.  F.  dept — 2  str..  1  e.  cnf. 
on  wis..  5  c  hand  ex.,  1  h.  ft  L  ttk..  4  hose  tnc., 
12  hrs.;  hose,  cot,  rub.  lined,  gd.,  4.250  ft;  1  u., 
Oamewell,  bells,  wh.  ft  elec,  62  bx.;  vaL  cqnip^ 
$82,000;  vaL  bldgs.,  $46,000;  exp.  dept,  $15,000; 
tot  mem.  25,  pd.  fuU  time  20,  pa.  part  time  5. 

Water  Supply— Src.  wells;  ays.,  pomp  to  maim; 
stdp.  cap.,  500,000  gals.;  dim.,  85  x  50;  mat.  itL; 
res.  cap.,  1,500,000  gals.;  8  pump,  eng.,  cap.  dv 
8,500,000  gals.;  mains,  80  m.,  4  to  14  in.  dli.; 
184  hyd.;  met.  1,000;  2,584  serv.;  pres..  dom. 
ft  f.  05  to  100  lbs.;  wks.  owned  by  dty. 

IPSWICH,  p.  6,777:  1  area,  1,280  a.;  mere, 
bldgs.,  wd.,  8  stor.;  priv.,  wd.,  2^  star.;  wd.  ifi. 
not  perm.;  no  fwks.  ft  eombt  ar±,  F.  dept — 1 
auto.  comb,  c  ft  h.  wag.,  1  str.,  1  hand  eng.,  1  b. 
ft  1.  trk.,  2  hose  wag.,  4  hose  reels;  hose,  rm).,  fd., 
5,000  ft.;  c,  900  ft;  inf..  1,000  ft;  tot  boM, 
6,000  ft;  f.  al.,  Oamewell,  17  bx.;  vaL  equip.,  91i- 
000;  val.  bldgs..  $25,000;  exp.  dept,  $5,000;  tot 
mem.  89,  pd.  full  time  4,  85  voL 

Water  Supply — Src,  brook.  2  m.  bua.  cent.;  srs.. 
pump  to  res.;  res.  cap.,  8,000.000  gals.,  loc  on  Ull 
in  town;  2  pump,  eng.,  class  comp.  dup.,  sixe  18  x 
10  X  12,  cap.  day  1.500,000  gals.;  mains,  c  L, 
15  m.,  4  to  14  in.  dia.;  148  hyd.;  186  ▼.;  met. 
180;  783  serv.;  pipe,  lead;  pres.,  dom.  20  to  70 
tbs..  f.  20  to  70  lbs.;  cons,  day,  119,618  gak: 
cost  $162,480;  cost  mtce,  $3,205.46;  wks.  ovned 
by  town. 

KINGSTON,  p.  2,205;  f.  area,  2,560  a.;  mere, 
bldgs.,  wd.,  1^  ft  2H  stor.;  priv.,  wd.,  2  ftor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  oombt  ord.; 
causes  of  f.  inv.  F.  dept. — 24  c  hand  ex.,  S  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  2.100  ft;  ixd., 
300  ft.;  tot  hose,  2,400  ft;  f.  aL.  bell;  taL 
equip.,  $2,400;  val.  bldgs.,  $4,500;  exp.  dept, 
$887;    tot   mem.,   47,  pd.   part   time. 

Water  Supply — Src,  wells,  1  %  m.  bus.  ceot; 
ays.,  pump  to  res.;  res.  cap.,  800,000  gals.;  2  trip. 
pump,  eng.,  class  dup.,  cap.  day  482.000  Kik; 
maim,  c  i.,  12  m..  4  to  8  in.  dia.;  90  hrd.;  44 
v.;  10  met;  570  serv.;  pipe,  iron  ft  lead;  pre*., 
dom.  80  lbs.,  f.  90  lbs.;  cora.  day,  250.00U  r^'. 
cost  $75,000;  cost  mtce.,  $2,600;  wks.  ovned  bj 
town. 

LANCASTER,  p.  2,406;  bldgs.,  bk.  ft  wd.,  IH  ^ 
2  stor.:  wd.  rfs.  perm.  F.  dept — 1  c  eng.,  1  k 
ft  1.  trK.,  4  hose  car.,  2  hrs.;  hose,  gd.,  4.uo0  ft; 
f.  al..  bell;  val.  equip.,  $4,000;  exp.  d^t, 
$2,000;  tot  mem.,  86.  pd.  $25  eadi  per  year- 

Watsr  Supply — Secured  from  town  of  ClintoD: 
B}'s.,  grav.;  mains,  20  m.;  62  hyd.;  met,  &^'>-'; 
440  serv.;  pres.,  dom.  ft  f.  110  lbs.;  con*,  div, 
116,228  gals.;  cost,  $65,000;  wks.  owned  by  to^r:. 

LAWRENCE,  p.  86,892;  f.  area,  4,185  a.;  mere. 
bldgs.,  stn.  ft  bk.,  1  to  8  stor.;  priv.,  wd.,  1  to  4 
stor.;  wd.  rfs.  penn.;  fwks.  ft  combt  ord.:  caian 
of  f.  inv.  F.  dept. — 4  str.,  4  comb,  c  ft  h.  «!-. 
2  c  eng.,  27  c  hand  ex.,  8  h.  ft  L  trk.,  1  aer.  ai-, 
1  water  tower,  6  hose  wag.,  45  hrs.;  hose,  ft, 
rub.  lined,  gd.,  20,850  ft;  f.  aL,  Oamewell,  1^4 
bx.;  val.  eouip.,  $81,158;  vaL  bldga.,  $1^5,100; 
exp.  dept.,  $75,228;  tot  mem.  183,  pd.  full  time 
70,  pd.  part  time  58.  substitutes  55,  pd.  50c  per 
hour  when  attending  f. 

Water  Supply — Src,  riv.,  1  m.  bus.  cent;  lys. 
pump  to  res.  ft  stdp.;  stdp.  cap.,  588.000  gtJ-: 
dim.,  30  X  102 H;  mat,  iron  ft  bk.;  rea.  cap.,  4C,- 
000,000  gals.,  loc  west  of  town;  6  ptanp.  en?- 
cap.  day  15,000,000  gals.;  mains,  c  L,  100  ic 
1  to  80  in.  dia.;  887  hyd.;  1,624  v.;  met.  7.171; 
7,802  serv.;  pipe,  lead,  galv.  L  ft  tin-lined  lead  x 
block  tin;  pros.,  dom.  ft  f.  65  to  125  lbs.;  cam- 
day,  8,948.171  gals.;  cost,  $2,197,079;  cost  mtce 
$76,828;  wks.  owned  by  city. 

LEE,  p.  4,106;  f.  area,  6.000  a.;  mere  Wdfa. 
stn.,  bk.  ft  wd.,  8  stor.;  priv.,  stn.,  bk.  ft  ^^^ 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  eombt  ori: 
causes  of  f.  inv.  F.  dept — 2  str..  1  c.  'rp.  <"' 
wis.,  1  h.  ft  L  trk..  1  hose  wag..  6  hi>«<  rrt^- 
hose,  cot,  rub.  lined,  gd.,  1,500  ft:  rub.,  fi. 
200  ft;  inf.,  250  ft.;  tot  hose.  1.950  ft.:  i  «*' 
wh.;   val.  bldgs.,   f  16.000;   tot   mem..   80  rol. 

Watsr  Supply — Src.  res.,  8  m.  bus.  cent;  V^ 
grav.;  res.  cap.,  40,000,000  gals.;  pump.  eng..  etp^ 
750  gals,  min.;  mains,  cem.  ft  c  L,  0  m.,  *J^^ 
in.  dia.;  62  hyd.;  met,  2;  500  serv.;  pipe.  gaiv.  »■: 
pres.,  dom.  45  to  95  lbs.,  f.  46  to  95  lbs.;  eoit 
$75,000;  cost  mtce.,  $2,000. 

LEICESTER,  n.  8,287;  f.  area,  14,818  a.;  mefc 
bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  wd.,  8  itff.; 
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wd.  rft.  perm,  in  f.  area;  causes  of  f.  inr.  F.  dept. 
— 2  Mtr.,  1  hand  &tg.,  12  a  hand  ex.,  3  hose  wag., 
4  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  7,160  ft.; 
inf.,  200  ft:  tot  hose,  7,860  ft;  f.  aL,  Gamewell; 
fsL  equip.,  $12,000;  vaL  bldgs.,  |8,600;  exp.  dept, 
$1,500;  tot  mem.  48,  pd. 

Water  Supply — <Sra,  spr.,  5  m.  bus.  cent;  sys., 
arar.  ft  pump  to  stdp.;  stop,  cap.,  175,000  gala.; 
dim.,  80  X  40;  mains,  a  L,  8  m.,  4  to  12  in.  dia.; 
20  hyd.;  64  v.;  met,  100;  -226  serr.;  pres.,  dom. 
ft  f.  50  to  100  lbs.;  cost,  $66,868;  cost  mtce., 
$500;  wks.  owned  by  village. 

LENOX,  p.  8,060;  f.  area,  640  a.;  mere,  bldgs., 
•tn.,  bk.,  con&  ft  wd.,  1  to  4  stor.:  priv.,  stn.,  ok. 
ft  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept. — 1  sir.,  12 
c.  hand  ex.,  1  h.  ft  1.  trk.,  1  auto.  comb.  c.  hose 
ft  ladder  wag.,  -2  hose  oarts;  hose.  cot.  lined,  gd., 
5,000  ft;  f.  al.,  Oamewell,  18  bx.;  val.  equip., 
$21,000;  val.  bldgs.,  $18,000;  exp.  dept,  $300; 
tot.  mem.,  120,  pd.  full  time  2,  vol.  118. 

Watsr  Supply — Src,  spr.,  4  m.  bus.  cent;  ays., 
gray.;  res.  cap.,  65,a00,OO0  gals.;  1  pump,  eng., 
cap.  day  300.000  gals.;  mains,  c.  i.,  7  m.,  2  to  10 
in.  dia.;  43  hyd.;  40  met;  804  serv.;  pipe,  iron; 
pres.,  dom.  ft  f.,  80  lbs.;  cons,  day,  800,000  gals.; 
cost   mtce.,  $2,000;  wks.  owned  by  Co. 

LEOMINSTER,  p.  17,680;  f.  area,  8,200  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  8  to  5  stor.;  priv.,  stn., 
bk.  ft  wd.,  2%  ft  -8  stor.;  wd.  rfs.  perm,  in  f. 
area;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept. — 1  str.,  16  c.  hand  ex.,  1  h.  ft  L  trk.,  1  comb, 
wag.,  1  auto.  comb,  a  ft  h.  wag.,  6  hose  wag.,  14 
hrs.;  hose,  cot,  rub.  lined,  gd.,  7.100  ft;  inf., 
1.050  ft;  tot  hose,  8,160  ft.;  f.  aL,  bell,  wh.  ft 
elec,  47  bx.;  val.  equip.,  $14,500;  vaL  bldgSL, 
$74,000;  exp.  dept,  $14,500;  tot  mem.  78,  pd. 
full  time  8,  vol.  70. 

Water  Supply — Src,  brooks,  2  m.  bus.  cent; 
ajB.,  grav.;  res.  cap.,  600,000.000  gals.,  loc  in 
town;  mains,  c  i.,  49.36  m.,  4  to  20  in.  dia.; 
887   hyd.;  467  v.;  met,  1,526;   2,775  serv.;   pipe, 

wrt    i.;    pres.,    dom.    80    lbs.,    f.    100    lbs.;    cost 
$598,820.17;    cost   mtce.,   $6,500;   wks.   owned  by 

city. 

LEXINGTON,  p.   4,918;  f.  area,  1.160  a.;  mere 

bldgs.,  wd.,  2  to  5  stor.;  priv.,  wd.,  1%  stor.;  wd. 

rfs.   perm.;   fwks.   ft  combt  ord.;   causes  of  f.   inv. 

F.   dept — 1   auto,  str.,  1  c.  eng.,  2   comb.   c.  ft  h. 

vrag.,  1  h.  ft  1.  trk.,  1  hose  wag.,  5  hrs.;  hose,  cot, 

rub.     lined,    gd.,    5,200    ft;    f.    aL,    Gamewell,    38 

bx.;     val.    equip.,    $15,000;    vaL    bldgs..    $10,000; 

exp.   dept,  $6,400;  tot  mem.,  87,  pd.  full  time. 
Watsr    Supply — Src,    Metropolitan,    8    m.    bus. 

cent.;    sys.,    pump    to    res.    ft    stdp.    ft    dir. ;    stdp. 

cap.,   685,000  gals.;  mains,  c.  i.,  33  m.,  4  to  12  in. 

dia.;   187  hyd.;  175  v.;  met,  947;  1,113  serv.;  pipe, 

lead;   pres.,  dom.  ft  f.,  85  lbs.;  cons,  day,   878,800 

gals.;    cost    $378,100;    cost   mtce.,    $18,800;    wks. 

owned  by  city. 

LINCOLN,  p.   1,127;  mere,  bldcrs.,  wd.,  4  stor.; 

priT.,    wd.,    2    stor.;    wd.    rfs.    perm.      F.    dept. — 8 

hose    car.;    hose,    cot,   rub.    lined,    gd.,    2,500    ft; 

va^.    equip.,  $2,000;   tot   mem.,   36   vol. 

Watsr    Supply — Src,    pond,    %    m.    bus.    cent; 

sys-,     pump    to    res.;    res.    cap..    1,500,000    prals. ; 

2    pump,   eng.,  class  comp.   cond.,   cap.  day  1,760,- 

000  gals.;  mains,  17  m.;  Ill  hyd.;  12  v.;  2.'50 
serv.;  pipe,  galv.  L;  pres.,  dom.  40  to  90  lbs., 
f.  40  to  90  lbs.;  cost  $160,000;  cost  mtce.. 
$5,800;   wks.    owned   by   town. 

LITTLETON,  p.   2,200.     F.  dept — 3  hose  carts, 

1  band  pump  ft  wag.,  6  nozzels;  hose,  cot.,  rub. 
lined,  gd.,  1,600  ft;  f.  al.,  wh.;  val.  equip., 
$1,000;  exp.  dept,   $80;  tot  mem.,   16   voL 

Watsr  Supply — ^rc,  wells.  1  m.  bus.  cent; 
sys.,  pump,  to  stdp.;  1  pump,  eng.,  cap.  day 
290,000  gala.;  mains,  7  m.;  46  hyd.;  22  v.;  144 
met.;  168  serv.;  pres.,  dom.  65  to  100  lbs.,  f. 
66  to  100  lbs.;  cons,  day,  45,000  gals;  cost,  $60,* 
000;    win.   owned  by  town. 

LOWELL,  p.  100,294;  f.  area,  9,060  a.;  mere 
bldgra.,  stn.,  bk.  ft  wd..  1  to  10  stor.;  priv.,  stn., 
bk.  Jfc  wd.,  1  to  6  stor.;  wd.  rfs.  not  perm,  in  f. 
areji;  causes  of  f.  inv.  F.  dept — 6  str.,  3  chief's 
auto.,  2  c.  eng.,  8  h.  ft  1.  trk.,  1  auto,  protective 
car,  8  auto.  comb.  c.  ft  h.  wag..  29  c.  hand  ex.,  2 
aer.  trk.,  9  hose  wag.,  8  hose  car..  52  hrs.;  hose, 
cot.,  rub.  lined,  gd.,  19,000  ft  (in  reserve,  2  050 
ft.);  '•  al-  'Gamewell,  150  bx.;  val.  equip..  $254, 
OOO;  vaL  bldgs..  $295,000;  exp.  dept,  $177,671; 
tot-   mem,,  1<81,  pd.  full  time  115,  pd.  part  time  66. 


Water  Supply — Src.,  wells,  8  m.  bus.  cent; 
sys.,  grav.,  pump  to  res.  ft  dir.;  res.  cap.,  80,000,* 

000  gals.;  7  pump,  eng.,  cap.  day  87,500,000  gals.; 
(2  pump.  eng..  cap.  6,000,000  gals.,  in  reserve); 
mains,  c.  i.,  155  m.,  4  to  80  in.  dia.;  1,880  hyd.; 
met,  10,868;  18,108  serv.;  1,867  v.;  pipe,  iron  ft 
lead;  pres.,  dom.  72  lbs.,  f.  72  lbs.;  cons,  day, 
5,799,000  gals.;  cost,  $3,151,864;  cost  mtce., 
$119,440;  wks.   owned  by  city. 

LUDLOW,  p.  4,948;  mere,  bldgs.,  wd.     F.  dept 
— 2  hose  car.;  hose,  1,600  ft;  f.  al.,  wh. 
Water  Supply — See  Springfield. 

LYNN.  p.  89,886;  f.  area,  11%  sq.  m.;  mere, 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  2Vi  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 10  auto,  str.,  1  auto. 
str.  with  hose,  4  auto,  c  eng.,  84  c.  hand  ex.,  2 
auto.  h.  ft  1.  trk.,  l  auto.  aer.  trk.,  1  comb.  aer.  ft 
h.  ft  I.  trk.,  5  auto  hose  wag.  (3  in  reserve),  4  auto, 
hose  car.,  4  auto.  comb.  c.  ft  h.  wag.,  2  chief's  wag. 
(2  in  reserve),  8  fuel  ft  exercise  wag.,  1  supply 
wag.,  (4  hn.  in  reserve) ;  hose,  cot,  rub.  lined,  gd., 
18,500  ft.  (2,800  ft  in  reserve);  f.  al.,  Oamewell, 
166  bx.;  val.  euip.,  $174,000;  val.  bldgs.,  $98,000; 
exp.  dept,  $140,000;  tot.  mem.,  154,  pd.  full  time 
79,  pd.  part  time  75. 

Water  Supply — Src,  ponds  ft  riv.,  S  to  4  m. 
bus.  cent;  sys.,  grav.,  pump  to  res.  ft  stdp.;  res. 
cap.,  20.000,000  gala.,  loc  on  Pine  Hill;  stdp. 
cap.,  500,000  gals.,  dim.  80  x  50,  mat.  boiler 
i.;  8  pump,  eng.,  cap.  day  87.750,000  gals.; 
mains,  cem.  ft  c  i.,  149  m.,  4  to  36  in.  dia.; 
1,186  hyd.;  1.406  v.;  met.,  7,572;  16,462  serv.; 
pipe,  lead  ft  cem.  lined;  pres.,  dom.  55  to  65  lbs., 
f.  70  lbs.;  cons,  day,  6,365,875  gals.;  cost,  $3,- 
036,816;  cost  mtce.,  $147,177;  wks.  owned  by 
city. 

LYNN  FIELD,  p.  900.  F.  dept— 2  c  eng..  1 
hand  c  eng..  20  hand  ex.;  tot  mem..  80  voL; 
f.  al.,  bell. 

Water   Supply — Not  reported. 

MALDEN,  p.  44,404;  f.  area,  84.25  m.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  5  stor.;  priv.,  bk.  ft 
wd.,  2  to  5  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2 
str.,  8  c.  eng..  13  c  hand  ex.,  2  h.  ft  1.  trk.,  1 
hose  wag.,  3  comb,  c  ft  h.  wag..  2  auto.  comb, 
c.  ft  h.  wag.;  22  hrs.;  hose,  cot.  rub.  lined,  gd., 
14,500  ft;  inf..  1,000  ft.;  tot  hose.  15.500  ft; 
f.  al.,  elec,  104  bx.;  val.  equip.,  $42,900;  vaL 
bldgs..  $120,000;  exp.  dept,  $60,000;  tot  mem., 
78,  pd.  full  time  47,  pd.  part  time  26. 

Water  Supply — Src,  res.;  sj's.,  grav.,  pump  from 
res.;  stdp.  cap.,  158,000  gals.,  mat  iron;  mains, 
c.  i.  ft  cem.  lined,  81.9  m.,  4  to  14  in.  dia.;  404 
hyd.;  1,279  v.;  met.,  4,760;  6,750  serv.;  pipe, 
lead;  pres.,  dom.  65  lbs.,  f.  106  lbs.;  cons,  day, 
1.869.029  gals.;  cost,  $1,089,144;  cost  mtce., 
$22,299;  wks.   owned  by  city. 

MANCHESTER,  p.  2,678;  mere,  bldgs..  wd.,  2% 
stor.;  priv.,  wd.,  2%  stor.;  wd.  rfs.  perm,  in  f. 
area;  causes  of  f.  inv.  F.  dept —  1  str.,  1  auto, 
comb,    c  ft  h.  wag.,  8  c  hand  ex.,   1  h.  ft  1.  trk., 

1  hose  wag.,  2  hose  car.,  2  hrs.;  hose,  cot,  rub. 
lined,  gd.,  5.800  ft;  inf.,  600  ft;  tot.  hose,  6,800 
ft.;  f.  al.,  Gamewell,  12  bx.;  val.  equip.,  $12,000; 
val.  bldgs.,  $12,000;  exp.  dept,  $6,000;  tot  mem., 
40,  pd.   full  time   2,  pd.   part  time   38. 

Water  Supply — Src,  driven  wells  ft  pond,  %  ft 
2%  m.  bus.  cent;  sys.,  pump  to  stdp.;  stdp.  cap., 
1,030,000  gala.,  dim.  50  x  72;  4  pump,  eng.,  cap. 
day,  3,500.000  gals.;  mains,  c  i.,  21  m..  6  to  16 
in.  dia.;  202  hyd.;  met,  766;  766  sen'.;  pipe, 
wrt.  i.,  ft  cem.  linrd;  pres.,  dom.  ft  f.  106  lbs.; 
cons.  day.  12.500,000  gals.;  cost,  $447,043;  cost 
mtce.,  $12,500;  wks.  owned  by  town. 

MANSFIELD,  p.  5,183;  f.  area,  1.500  a.;  mere, 
bldgs.,  wd.,  1  to  4  stor.;  priv.,  wd.,  1%  stor.;  wd. 
rf6.  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept — 1  auto.  comb,  c  ft  h.  wag., 
1  h.  ft  L  trk.,  8  c  hand  ex.,  2  hose  wag.,  2 
hose  car.,  6  hrs.;  hose,  cot,  rub.  lined,  gd.,  8,500 
ft;  f.  al.,  elec,  25  bx.;  val.  equip.,  $6,000;  val. 
bldgs.,  $4,000;  exp.  dept,  $8,960;  tot  mem.,  89, 
pd.   part  time. 

Watsr  Supply — Src,  spr.,  1%  m.  bus.  cent; 
sys..  pump  to  stdp.;  stdp.  cap.  230,000  gals., 
dim.  20  z  106,  mat  iron;  2  pump,  eng.,  cap. 
day,  800,000  gals,  each;  mains,  c  i.,  28  m..  4 
to  12  in.  dia.;  125  hyd.;  met,  880;  1,080  serv.; 
pipe,    galv.    i.;    pres.,    dom.    65    lbs.,    f.    65    lbs.; 
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cons,    day,    420,000    gals.;    coat,    $126,960;    coat 
mtce.,  $12,944;  wks.  owned  by  district. 

MARBLEHEAD,  p.  7,338;  mere,  bldga.,  atn.,  bk. 
k  wd.,  3  8tor.;  priv.,  bk.  &  wd.,  2%  Btor.;  wd.  rfs. 
perm,  in  f.  area;  causes  of  f.  inv.  F.  dept. — 2 
btr,  1  h.  &  1.  trk.,  3  hand  eng.,  10  c.  hand  ex., 
2  buse  was.,  7  hose  car.,  1  auto.  comb.  c.  eng.  ft 
h.  wag.,  6  nrs.;  hose,  cot.,  rub.  lined,  fd.,  7,000  ft; 
f.  al.,  Gamewell,  40  bx.;  val.  equip.,  $21,000; 
val.  bldgs.,  $25,000;  exp.  dept.,  $10,000;  tot. 
mem.,  56,  pd.  full  time  6.  pd.  part  time  60. 

.  Water  Supply — Src,  wells,  3  m.  bus.  cent.;  sys., 
pump  to  stdp.  &  dir.;  stdp.  cap.,  530,000  gida., 
dim.  100  X  30,  loc.  on  hill,  mat.  iron;  2  pump, 
enff.,  class  single  &  comp.,  cap.  day  2,600,000 
gals.;  mains,  iron,  36  m.,  4  to  14  in.  dia.;  859 
nyd.;  357  v.;  met.,  1,050;  2.800  lerv.;  pipe,  galv.  i.; 
pres.,  dom.  65  to  70  lbs.,  f.  65  to  76  lbs.;  cons, 
day,  625,000  gals.;  cost,  $400,000;  cost  mtce., 
$4,500;  wks.   owned  by  town. 

MARION,  p.  1,900;  mere,  bldgs.,  wd.,  2  to  8 
stor. ;  priv.,  wd.,  1  to  8  stor.;  wd.  rfs.  perm,  in  f. 
area;  iwks.  &  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  auto.  comb.  c.  ft  h.  wag.,  3  hoee  was., 
1  h.  ft  1.  trk.,  1  hose  reel,  20  hand  ex.;  2,750 
ft.  cot.,  rub.  lined,  hose;  f.  al..  bell  ft  Gamewell 
elec,  14  bx.;  val.  equip.,  $7,350;  val.  bldgs.,  $4,- 
600;  exp.  dept,  $1,000;  tot.  mem.,  40,  pd.  full 
time. 

Water  Supply — Src,  wells,  2  m.  bus.  cent; 
s.^s.,  gthv.  ft  pump  to  stdp.;  stdp.  cap., 
235,000  gale.;  dim.,  20  x  100;  2  pump,  eng.;  cap. 
da}-,  4,000,000  gals.;  mains,  lead  ft  i.,  14^  m., 
4  to  12  in.  dia.;  72  hyd.;  360  eerv.;  pipe,  galv. 
i.;  pres.,  dom.  60  lbs.,  f.  88  N>8.:  coat,  $126,000; 
cost  mtce.,   $6,800;   wks.  owned  oy  town. 

MARLBORO,  p.  14,679;  f.  area,  18.000  a.; 
mere  bldgs.,  bk.  ft  wd.,  1^  to  4  stor.;  priy.,  wd., 
IH  to  4  stor.;  wd.  rfa.  not  perm,  in  f.  area;  fwka. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 16  c. 
hand  ex.,  1  h.  ft  1.  trk.,  4  hose  wag.,  1  spare 
wag.,  1  comb.  c.  ft  h.  wag.,  10  hrs.:  hose,  cot, 
rub.  lined,  gd.,  9,000  ft.;  nib.,  gd.,  200  ft.;  tot. 
hose,  9.200  ft;  f.  al.,  Gamewell  atorage  bat- 
teries, 40  bx.;  val.  equip.,  $20,000;  vaL  bldgs., 
$46,000;  exp.  dept,  $16,000;  tot.  mem.,  61,  pd. 
full  time  6,  pd.  part  time  1,  vol.  54. 

Water  8upply---Src.,  lakea,  ^  ft  8  m.  bus.  cent; 
ays.,  pump  to  res.,  stdp.  ft  dir.;  stdp.  cap.,  200,- 
000  gals.,  dim.  80  x  86,  mat  wrt  1.;  res.  cap., 
6,500,000  gala.,  loc.  H  m.  bus.  cent;  8  pump, 
eng.,  class  comp.,  cap.  day  6,500,000  gals.;  mains, 
c.  i.,  40  m.,  4  to  16  in.  dia.;  866  hyd.;  419  v.; 
met..  1,400;  2,420  aerv.;  pipe,  lead;  prea.,  dom. 
60  to  142  lbs.,  f.  80  to  142  lbs.;  cona.  day, 
679,450  gals.;  cost,  $689,800;  cost  mtce.,  $10,- 
000;  wka.  owned  by  city. 

MARSHFIELD,  p.  1.800;  f.  area,  9  m.  F. 
dept. — 3  h.  ft  1.  trk.,  2  c.  eng.,  12  c  hand  ex.; 
val.   equip.,   $2,000;   tot.  mem.,  80  toL 

Water  Supply — Src.,  well  ft  pond. 

MATTAPOISETT,  p.  1,180;  mere  bldga.,  wd., 
2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  fwks. 
ft  combt  ord.  F.  dept — 2  hand  eng.,  1  h.  ft  I. 
trk.,  1  hose  car.;  hcse,  cot,  rub.  lined,  gd.,  1.200 
ft;  inf.,  800  ft;  tot  hose.  1.600  ft.;  f.  al.,  oell; 
val.  equip.,  $1,500;  val.  bldgs.,  $8,000;  exp.  dept, 
$800;  tot  mem.,  50.  pd.  part  time. 

Water  Supply — Src.,  wells  ft  res. 

MAYNARD,  p.  6,390;  f.  area,  8,000  a.;  mere 
bldgs.,  bk.  ft  wd.,.  1  to  6  stor.;  priv.,  wd.,  2^ 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept. — 8  c.  hand  ex.,  1  h.  ft  1. 
trk.,  1  hose  wag.,  1  hose  car.,  2  hrs.;  hose,  cot., 
rnh.  lined,  gd.,  2,200  ft;  inf..  800  ft.;  tot.  hose. 
2,.'>00  ft.;  f.  al.,  Gamewell,  13  bx.;  val.  equip., 
$2,500;  val.  bldgs..  $5,000;  exp.  dept..  $8,000: 
tot.  mem.,  88,  pd.  full  time  1;  undra.  rating,  fourth 
class. 

Water  Supply — Src,  pond,  8  m.  bus.  cent; 
sys.,  grrav.,  pump  to  res.:  res.  cap.,  1.500,000 
gals.,  loc.  on  Summer  hill;  2  pump,  eng.,  cap. 
day.  1.500.000  gals.;  mains,  c.  i..  12  m.,  4  to  12 
in.  dis.:  pipe.  c.  i. ;  118  hyd.;  180  v.;  met.,  966; 
964  serv.;  pres.,  dom.  90  lbs.,  f.  90  lbs.;  coet  mtce., 
$4,000;  wks.  owned  by  town. 

MEDFIELD,  p.  3.466;  mere,  bldgs..  wd.  ft  bk., 
2  ft  3  stor.:  priv.,  wd..  2  stor.;  wd.  rfs.  perm, 
in  f.  area;  causes  of  f.  inv.  F.  dept. — 1  gas  eng., 
S  c.  hand  ex.,  1  h.  ft  1.  trk,,  I  hose  wag.,  1  hose 
re^l;  hose  cot.,  nib.  lined,  srd.,  2,000  ft.;  f.  al., 
bell  ft  wh.;  val.  equip.,  $5,600;  val.  bldgs.,  $1,500; 


exp.  dept,   $1,200;  tot  mem.,  25,  pd.  part  time. 
Water    Supply — Src,    epr.;    stdp.    cap.,    16,000 
gals. 

MEDFORD,  p.  23,150;  f.  area,  11,500  a.;  mere, 
bldgs.,  bk.  ft  wd.,  8  ft  4  stor.;  priv.,  wd.,  2^ 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt 
ord.;  cauaes  of  f.  inv.  F.  dept — 1  str..  1  auto, 
h.  ft  1.  trk.,  3  comb,  c  ft  h.  wag.,  16  c  hand 
ex.,  3  hose  wag.,  14  hrs.;  hose,  cot,  rub.  lined, 
gd.,  9,500  ft;  inf.,  450  ft;  tot  hose.  9,950 
ft;  f.  al.,  Gamewell,  66  bx.;  val.  equip.,  $82,000; 
val.  bldgs.,  $83,450;  exp.  dept,  $87,500;  tot 
mem..  59,  pd.  full  time  18,  pd.  part  time  46. 

Water  Supply — Src,  Charles  River  ft  weik,  in  bos. 
cent;  sys.,  pump  to  stdp.;  stdp.  cap.,  436,000  gals.; 
dim.,  30  X  SO;  mat.,  stl.;  2  pump,  eng.,  cap.  day. 
1.000,000  gals.;  ,maina,  c  L.  12.35  m.,  4  to  1! 
in.    dia.;    11    hyd.;    87    v.;    200    met;    400    serr.; 

f)ipe,  wrt.  L  ft  cem.;  pres.,  dom.  ft  f.  55  lbs.  to  100 
bs.;  cone,  day,  100,000  gals.;  coet,  $113,000;  cost 
mtce.,  $2,000;  wks.  owned  by  town. 

MEDWAY,  p.  2.696;  mere  bldgs.,  wd.,  IH  to  4 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept — S 
hand  eng.,  50  c  hand  ex.,  1  h.  ft  1.  trk.,  4  bose 
car.;    hose,    cot,   rub.    lined,    gd.,    2,600    ft:  rob.. 

Sd.,    1,000    ft.;    tot    hose,    8,600    ft;    f.    al..  bell 
wh.;    val.    bldga.,    $3,500;    exp.    dept,    $2,400; 
tot.   mem.,    128   vol. 

Water  Supply — ^Src,  wells,  %  m.  bos.  cent.: 
ffys.,  pump  to  stdp.;  stdp.  cap.,  436.000  gals.;  2 
pump,  eng.,  cap.  day  1,000,000  gals.;  mains,  c  L. 
12.35  m.,  4  to  12  in.  dia.;  113  hyd.;  87  v.;  174 
met.;  450  sen-.;  pres.,  dom.  ft  f.,  50  to  90  Ibt.; 
cone,  day,  .150,000  gaU.;  cost,  $113,000;  cost 
mtce.,  $6,000;   wks.  owned  by  tow-n. 

MELROSE,  p.  16,715;  f.  area,  8.114  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  prir.,  bk.  ft  wd., 
2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt 
ord.;  cauaea  of  f.  inv.  F.  dept. — 1  str.,  10  c. 
hand  ex.,  1  h.  ft  L  trk..  4  hoae  wa«.,  10  fan.: 
hose,  cot,  rub.  lined,  gd.,  6.900  ft;  inf.,  1.800  ft; 
tot  hose,  8,700  ft;  f.  al.,  elec,  45  bx.;  vaL  cqoip.. 
$18,000;  val.  bldga.,  $27,890;  exp.  dept,  $12,790; 
tot  mem.,  46,  pd.  full  time  7,  pd.  put  time  89. 

Water  Supply— Src,  riv..  Metropolitan  ay>*,  m 
m.  bus.  cent;  sys.,  pomp  to  rea.  ft  dir.;  mains, 
62.25  m.,  4  to  16  in.  dia.;  884  hyd.;  655  v.; 
met,  8,949;  8,741  eerv.;  pipe,  iron  ft  lead;  prea* 
dom.  95  Ibe.,  f.  96  Iba.;  cone.  dar.  1,182,100 
gala.;  coat,  $428,476;  coet  mtce.,  $9,000;  wka. 
owned  by  city. 

MIEN  DON,  p.  922.  F.  dept— 24  hand  ex.,  1  h. 
ft  1.  trk.;  bell  al.;  val.  equip.,  $700;    25  voL 

MERRIMAC,  p.  1,950;  t  area,  800  a.;  mere. 
bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd.,  2  ft  S 
stor.;  wd.  rfs.  perm.  F.  dept. — ^1  str.,  7  e  hand 
ex.,  1  h.  ft  L  trie,  2  bose  wag..  1  hoee  re^  8 
hra.;  hose,  cot,  rub.  lined,  gd.,  8,000  ft;  f.  aL. 
elec,  18  bx.;  vaL  equip.,  $6,000;  vaL  bldga. 
$2,000;  exp.  dept,  $1,600;  tot  mem.,  80.  pd. 
full   time. 

Water  Supply — Src,  well,  %,  m.  boa.  cent: 
sys.,  pump  to  stdp.;  atdp.  cap.,  420,000  gals., 
dim.  40  X  46;  2  pump,  eng.,  cap.  day  2,250,000 
gals.;  mains,  c  i..  9 H  m.,  6  to  12  in.  dia.;  67 
hyd.;  88  v.;  met,  800;  500  eerv.;  pipe.  cem. 
lined;  prea.,  donu  ft  f.  84  to  117  Iba.:  ooet,  $86,- 
600;  coet  mtce.,   $7,600;  wka.  owned  by  town. 

METHUEN,  p.  11,488;  mere  bldga.,  bk.  ft  wd.. 
2  to  4  Btor.;  priv.,  wd.,  2  ft  8  ator.;  wd.  rfa 
perm,  in  f.  area;  cauaes  of  f.  inv.  F.  dept — 1 
str.,  6  c  hand  ex.,  1  comb,  trk.,  1  h.  ft  L  tit.,  1 
hose  wag.,  7  hoae  reds,  6  hrs.;  hoee.  cot,  rah. 
lined,  gd.,  6.600  ft;  f.  aL,  elec.  88  bx.;  vsL 
equip.,  $70,000;  val.  bldga.,  $16,000;  exp.  dept. 
$8,500;   tot.   mem.    26,   pd.   full   time   2.   voL   24. 

Water  Supply — Src,  wella,  8  m.  bus.  ecnt:  era., 
pump  to  res.;  res.  cap..  1.018,000  gale.;  2  ponp. 
eng.,  aize  12  x  24  x  18.  cap.  day  1^600,000  gals.; 
maina,  e  i.,  28  m.,  4  to  16  in.  dia.;  800  hyd.; 
190  v.;  met.  1,464;  1,776  aerv.;  pipe,  ceei.: 
pres.,  dom.  96  lbs.,  f.  126  lbs.;  cons,  day,  850.506 
gals.,  cost,  $800,678;  cost  mtce.,  $6,200;  wka 
owned  by  town. 

MIDDLEBORO.  p.  8,214;  t  area.  2.500  a.: 
mere  bldga.,  wd.  ft  bk..  2  to  4  stor.;  priv..  wd.,  1 
to  8  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord. 
F.  dept. — 1  comb.  c.  ft  h.  auto,  wag.,  1  h.  ft  1.  trk.. 
1  hoee  wag.,  hose,  cot.,  rub.  lined,  gd.,  6.500  ft; 
f.    al.,    Gamewell,    81    bx.;    val.    equip.,    $12,000; 
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Tal.  bldga.,  $7,600;  exp.  dept,  $6,000:  tot.  mexn.. 
66,  pd.  by  year. 

Water  Supply— Src.  welle,  %  m.  bu«.  cent.; 
W8.,  pump  to  atdp.  k,  dir.;  stdp.  cap.  236,000 
gals.,  dim.  20  x  105,  mat.  iron;  2  pmnp.  eng.,  cap. 
day,  2,304,000  gals.;  mains,  c.  i.,  20.88  m.  2  to 
12  in.  dia.;  141  hyd.;  220  v.;  m«t.,  1,001;  1,082 
aerv.;  pipe,  wrt.  i.;  pres.,  dom.  60  to  70  lbs.,  i. 
100  to  110  Iba.;  cons,  day,  838,062  gala.;  coal, 
$163,131;  cost  mtce.,  $8,142;  wka.  owned  by  f. 
district. 

MIDDLETOWN,  p.  1,068.  F.  dept.— 1  c  ex.. 
1  h.  &  1.  trk.,  1  hose  cart,  20  vol. 

Water  Supply — Not  reported;  10  hyd.;  pree.,  65 
lbs. 

MILFORD,  p.  18,066;  f.  area,  12,160  a.;  mere, 
bldgs.,  bk.  A  wd..  1  to  4  stor.;  priv.,  bk.  &  wd., 
1  to  4  ator.;  wd.  rfa.  pewn.  in  f.  area;  '^ka.  & 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2  str., 
12  c.  hand  ex.,  1  h.  &  1.  trk.,  8  hose  wag.,  1 
comb.  c.  &  h.  wag.,  8  hrs.;  hose,  cot.,  rob.  lined, 
gd.,  6,800   ft.;   inf..   200  ft.;   tot,  hose.  7,000  ft.; 

1  aL,  bell  k  wh..  26  bx.;  vaL  eoulp.,  $6,900; 
vaL  bldgs..  $10,000;  exp.  dept.,  $13,000;  tot 
mem.,   72,  pd.   full  time   1.  pd.  part  time   71. 

Water  Supply— Src,  Echo  Lake  &  well*,  4  m. 
bus.  cent.;  -sva.,  pump  dir.  to  mains;  stdp.  cap:, 
100,000  gals.;  res.  cap.,  400,000  gals.;  8  pump, 
eng.,  class  comp.  dup.,  cap.  day  6,000,000  gate.; 
mains,  c.  i..  34  m.,  4  to  14  in.,  dia.;  190  hyd.; 
415  v.;  met..  1,75'1;  2,415  senr'.;  pipe,  lead,  wrt.  i.; 
pres.,  dom.  75  lbs.,  f.  110  lbs.;  cons,  day,  898,- 
019  gala.;   wks.   owned  by  Co. 

MILLBURY.  p.  4,740;  more,  bldga..  wd.,  stn.  & 
bk.,  2  to  6  stor.;  priv.,  bk..  atn.  &  wd.,  1  to  4 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  &  comM. 
ord.:  causes  of  f.  inv.  F.  dept. — 2  str..  1  auto, 
coinb.  c.  k  h.  wag..  8  c.  hand  ex.,  2  hose  wag.,  2 
hose  car.;  hose,  cot.,  rub.  lined,  gd.,  *f900  it.;  t. 
al.,  Gamewell.  elec,  20  bx.;  val.  equip.,  $16,000; 
val,  bldgs..  $5,000;  exp.  dept.,  $3,000;  tot.  mem., 
30,  pd.  part  time. 

Water  Supply — ^Src,  well,  1  m.  bus.  cent.;  sys., 
pump  to  res.;  res.  cap.,  1,500,000  gala.;  2  pump, 
eng.,  claas  trip,  k  comp.,  cap.  day  17,500,000 
gals.;  mains,  c.  i..  13  m.,  6  to  16  in.  dia.;  76 
hyd.;  met.,  4,011;  490  serv.;  pipe,  cem.  hned: 
presv,    dom.   k  f.    42   to  130   lbs.;   cost,  $220,000; 

wks.   owned  by  Co.  .    ,   ^  ^    ,      »,     * 

MILLER'S    FALLS,    p.    included    in    Montague. 

P.   depL — 2  hose   carts,   4   hand  ex.;  wh.   al.;    60 

vol. 

MILLI8,  P.  1.262;  f.  area,  1,600  a.;  bldgs..  wd.. 

2  stor.;  wd.  rfs.  perm.  P.  dept. — 2  hand  eng., 
16  c.  band  ex.,  1  hose  wag..  1  h.  k  1.  trk.,  2  hand 
hose  carta;  hose.  coL,  rob.  lined,  gd.,  2,700  ft.; 
f.  aL,  wh.;  val.  equip..  $4,760;  val.  bldgs.,  $2,000; 
exp.    depL,    $600;   tot.   mem.,   46. 

Water  Supply— Src..  spr.;  sys.,  |f«^-»^pwmp  to 
ftdp.;  atdp.  cap.,  200,000  gaU.  dun.  20  x  80, 
mat.  iron;  2  pump,  eng.,  cap.  day  ^ 60.000  gals.; 
mains,  10  m.;  65  hyd.;  pipe,  iron;  cost,  $42,000; 
wks.   owned  by  city. 

MILLVILLE,  p.  2,400;  bldgs.,  bk.  A  wd.,  2  to  4 
stor.  F.  dept. — 1  comb,  hose  k  1.  trk.,  8  hose 
car.;  hoee,  cot.,  rub.  lined,  gd.,  2.000  ft.;  linen, 
gd-,  2,000  ft.;  tot.  hose,  4,000  ft;  f.  aL,  bell 
i  wh.;  tot  mem.,  80  voL 

Water  Supply — Src,  riv..  in  bus.  cent;  ays., 
pump  dir.;  maina.  c.  L.  6  m..  8  to  12  In.  dia.; 
26  hyd.;  prea..  f.  110  Ihs.;  cost  $16,000;  cost 
mtce.,    $2,000;  wks.  owned  by  town. 

MILTON,  p.  7,924;  f.  area,  6,000  a.;  mere 
bldga.,  stn.,  bk.  k  wd.,  1  to  6  stor.;  pny.,  stn., 
bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area: 
causes  of  f.  inv.  F.  dept — 1  str.,  12  c.  hand 
ex.,  1  h.  A  L  trk..  1  hose  wag..  8  comb,  c  &  h. 
wa«.,  16  hrs.;  hose,  cot.  rub.  lined,  gd.,  7,000 
ft.;  f.  *1.»  Oamewell,  60  bx.;  val.  equip..  $28,000; 
vai  bIdffB.,  $86,000;  exp.  dept,  $26,740;  tot 
mem..   60;  pd.  full  time  14,  vol.  86. 

Water  Supply — Src.  Metropolitan  Water  Board; 
sya..  pump  dir.;  mains,  c  L,  46.88  m..  2  to  16 
to.  dU-:  878  hyd.;  680  v.;  met,  1,678;  1.687 
aerr.:  pipe,  lead.  galv.  i.  k  cem.  Ihied;  prea..  dom. 
SO  lbe.*[  ifT  188  lbs.;  cone,  day,  817.700  gala.;  wka. 
owned  by  town. 

MONSON.  p.  4.758;  f.  area,  all  the  town;  mere 
bides.,  wd.,  1  to  8  stor.;  priv.,  wd.,  2  stor.; 
wd  rfs,  perm.;  no  fwks.  k  combt.  ord.;  cauaea 
of  'f.  inv,  F.  dept — 1  hand  eng.,  2  c.  eng.,  86 
c    hand  ex.,  1  h.  &  1.  trk.,  8  hose  reels;  hose,  cot.. 


rub.  lined,  gd.,  2,000  ft;  c,  gd.,  200  ft;  inf., 
800  ft;  tot  hose,  2,500  ft.;  f.  aL,  Oamewell,  15 
bx.;  vaL  equip.,  $5,025;  val.  bldgs.,  $2,000;  exp. 
dept,   $1,000;   tot   mem.,   51   voL 

Water  Supply — Src,  wells,  8  m.  bus.  cent.; 
sjv.,  grav.;  res.  cap.,  700,000  gals.;  mains,  c.  i., 
15  m.,  6  to  12  in.  dia.;  100  hyd.;  met,  380; 
460  serv.;  pipe.  wrt.  iron;  cost  $59,000;  wks. 
owned  by  town. 

MONTAGUE,  p.  6.866;  mere,  bldga.,  bk.,  8  stor.; 
priv..  bk.  k  wd.,  2^^  stor.;  wd.  rfa.  perm.;  fwka. 
k  combt  ord.;  causes  of  f.  inv.  F.  dept— 4  c 
hand  ex.,  1  h.  A  1.  trk..  8  hoae  car..  8  hra.;  hose, 
cot,  rub.  lined,  gd.,  6,000  ft;  rub.,  gd..  1.000  ft; 
tot  hose,  6,000  ft;  f.  al.,  telg..  12  bx.;  exp.  dept» 
$4,000;  tot.  mem.,  86. 

Water  Supply — Src,  priv.  waterwka. 

N  AH  ANT,  p.  1,158;  f.  area,  460  a.;  mere,  bldgs., 
wd.:  wd.  rfti.  perm.;  no  fwks.  k  combt  ord;  cauaee 
of  f.  inv.  F.  dept — 2  c  eng.,  1  h.  Ac  L  trk.,  8 
hoee  car.;  hoae,  cot.,  rub.  lined,  gd..  4.000  ft; 
inf..  1,000  ft;  tot  hoae,  5,000  ft;  f.  aL.  Oamewell, 
15  bx.;  exp.  dept.  $4,600;  tot  mem.  62.  pd.  part 
time. 

Water  Supply — Src,  Metropolitan,  Water  Board; 
syv.,  grav.  k  pump  to  atdp.;  atdp.  cap.,  400,000 
gals.;  14  m.  mains;  100  hyd.;  met,  377;  655  serv.; 
prea.,  dom.  60  Ibe.,  f.  80  to  100  lbs.;  wks.  owned 
by  town. 

NANTUCKET,  p.  2,062;  f.  area.  640  a.;  mere 
bldgs.,  bk.  k  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  1 
k  2  stor.;  wd.  rfa.  perm,  in  f.  area;  fwka.  k  combt. 
ord.;  cauaea  of  f.  inv.  F.  dept — 2  etr.,  2  hand 
eng.,  1  c  eng.,  2  h.  ft  1.  trk..  10  hoae  car.,  2  hrs.; 
hose,  oot,  rub.  lined,  gd.,  4.000  ft;  f.  aL.  bell; 
val.  equip..  $8,600;  val.  bldga.,  $4,000;  exp.  dept, 
$^.700;  tot  mem.  210,  pd.  part  time. 

Water  Supply — Src,  pond,  2  m.  bua.  cent;  sys... 
pump  to  atdp.  ft  dir.;  stdp.  cap.,  424.000  gals.; 
dim..  80  X  80;  mat,  stl. ;  4  pump.  eng..  class  trip., 
cap.  day,  2,000,000  gals.;  mains,  c.  L,  12  m.,  4  to- 
10  in.  dia.;  83  hyd.;  125  v.;  met,  1;  1,000  serv.; 
pipe,  lead  ft  galv.  L;  prea.,  dom.  50  lbs.,  f.  76  lbs.; 
cons.  day.  400.000  gala.;  wka.  owned  by  Go. 

NATICK,  p.  9,866;  mere  bldga..  bk.,  8  ator.; 
priv.,  wd.,  2%  ator.;  wd.  rfs.  perm.;  fwks.  ft  combt 
ord.  P.  dept. — 2  str.,  1  h.  ft  L  trk.,  4  hoee  wag.,  2 
hose  reels,  10  hrs.;  hose,  cot,  rub.  lined,  gd.,  8,- 
000  ft;  inf.,  2.000  ft;  tot  hose,  10,000  ft;  f.  al.» 
Oamewell,  82  bx.;  vaL  equip.,  $18,000;  val.  bldga.^ 
$64,860;  exp.  dept.  $10,000;  tot  mem..  -66  voL 

Water  Supply — Src.  pond,  elevated  wells,  1% 
m.  bua.  cent;  qys.,  pump  to  res.;  res.  cap..  8.60O 

Sale.;  2  pump.  eng..  class  comp.  vertical,  cap.  day 
.000,000  gala.;  maina,  c  L.  ft  cem.  lined.  88 H 
m..  1  to  12  in.  dia.;  206  hyd.;  827  v.;  met,  1.068; 
1.926  serv.;  pipe.  galv.  L;  prea..  dom.  60  to  90 
lbs.,  f.  60  to  90  lbs.;  coat.  $450,894;  cost  mtce., 
$8,592;  wks.  owned  by  town. 

NEEDHAM,  p.  6.026;  f.  area.  7,500  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  3  stor.;  priv.,  etn., 
bk.  ft  wd..  2%  stor.;  wd.  rfs.  perm,  in  f.  area; 
cauaea  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  2  hoae 
wag.,  2  comb,  c  ft  h.  wag.,  1  hose  reel;  hoae,  cot, 
rub.  lined,  gd..  9,000  ft.;  f.  al.,  beU,  86  bx.;  val. 
equip..  $16,346;  vaL  bldgs..  $7,100;  exp.  dept» 
$2,500;  tot  mem.  68,  pd.  part  time. 

Water  Supply — Src,  spr.;  sya..  pump  to  stdp.; 
atdp.  cap.,  801,000  gala.;  dim..  25  x  85;  mat, 
iron;   2  pump,   eng.,  comp  dun.,   cap.   day  760,000 

Sals,  eaoi:  mains,  c  i.,  88.76  m.,  4  to  12  in. 
ia.;  828  hyd.;  808  v.;  met,  1,221;  1,263  serv.; 
pipe,  c  L  ft  lead;  pres..  dom.  85  to  120  lbs.,  f. 
85  to  120  lbs.;  cons,  day,  855,875  gals.;  cost. 
$284,156;  cost  mtce.,  $8,887;  wks.  owned  by  town. 

NEW  BEDFORD,  p.  96,652;  f.  arei,  12  aq.  m.; 
mere  bldga.,  bk.  ft  wd.,  1  to  5  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  perm  in  f.  area;  fwka.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 8  str.,  1  auto,  c 
eng..  41  auto.  comb,  c  ft  h.  wag..  25  c  hand  ex.,  1 
comb.  h.  ft  1.  trie..  8  aer.  trk.,  8  nose  wa<r.,  46  hrs.; 
hoae,  cot,  rub.  lined,  gd.,  18.600  ft;  f.  al..  bell, 
160  bx.;  val.  equip..  $120,000;  val.  bldgs..  $180.- 
000;  exp.  dept,  $170,000;  tot  mem.  224,  pd.  full' 
time  94,  pd.  part  time  180. 

Water  Supply — Src.  Quittaca  Ponda.  11%  m. 
bua.  cent;  ays.,  pump  to  rea.;  rea.  cap.,  67,000,* 
000  gala.,  loc  at  North  Dartmouth;  6  pump,  eng., 
dass  comp.  comb.,  cap.  day  46,000,000  gala.; 
maina,  c  L  ft  sti..  168.8  m..  4  to  48  in.  dia.; 
1,688  hyd.;  1.981  v.;  met.  9,998;  18,648  serv.: 
pipe,  lead;  pres.,  dom.  26  to  90  lbs.,  f.   26  to  90 
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IbB.;  cons,  day,  8,280,707  grals.;  co«t,  $4,216,598; 
cost  mtce.,  plus  int.,  $168,864;  wks.  owned  by 
city. 

NEWBURYPORT.  p.  14,949;  mere,  bldgs.,  bk. 
ft  wd.,  8  to  5  Btor.;  priv.,  wd.,  2^  ft  8  stor.;  wd. 
rffl.  perm.;  fwka.  ft  combt.  ord.  F.  dept. — 4  str., 
14  c.  hand  ex.,  2  h.  ft  1.  trk.,  6  hose  wag.,  1  hoee 
reel,  13  hrs.;  hose,  11,600  ft;  f.  al.,  Gamewell, 
40  bx.;  val.  equip.,  $12,000;  val.  bldgs.,  $14,000; 
exp.  dept.,  $12,000;  tot.  mem.,  80  vol. 

Water  Supply — Src,  wells  ft  ponds,  2%  m.  bus. 
cent.;  sys.,  pump  to  stdp.;  stdp.  cap.,  600,000  gals.; 
dinu,  40  x  66;  mat,  stL;  3  pump,  eng.,  class  comp. 
dup.-trip.,  cap.  day  6,000,000  gals.;  mains,  c.  L  ft 
oem.  lined,  85  m.,  2  to  16  m.  dia.;  248  hyd.; 
met,  100;  8,580  serv.;  pipe,  cem.  lined;  pres., 
dora.  66  lbs.,  f.  66  lbs.;  cons,  day,  1,126,000  gals.; 
wks.  owned  by  city. 

NEWTON,  p.  80,806;  f.  area,  12,800  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  6  stor.;  priv.,  stn.,  bk.  ft 
wd.,  2H  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept.— 2 
diief's  auto.,  3  str.,  2  c.  eng.  in  reserve,  81  c. 
hand  ex.,  1  h.  ft  I.  trk.^  1  40-gal.  c.  tk.,  1  aer. 
trk..  6  bose  wag.,  2  chief's  wag.,  2  auto.  comb. 
c.  k  h.  wag.,  7  exercise  wag.,  8  comb,  c  ft  h. 
wag.,  29  hrs.;  hose,  cot,  rub.  lined,  gd.,  13,260  ft; 
fair,  4,000  ft;  c,  1,000  ft;  tot  h6se,  18.250  ft; 
f.  ail.,  bell  ft  elec,  168  bx.;  val.  equip.,  f 7 6,9 10; 
val.  bldgs.,  $182,750;  exp.  dept,  $60,228;  tot 
mem.  91,  pd.  full  time  42,  pd.  part  time  49. 

Water  Supply — Src,  wells  ft  covered  conduit.  4 
m.  bus.  cent;  sys.,  pump  to  res.;  res.  cap.,  4.600,- 

000  gals.;  2  pump,  eng.,  class  dup.  ft  vertical,  cap. 
day  11,000,000  gnls.;  mains,  c  i.,  160  m.,  4  to 
24  in.  dia.;  1,020  hyd.;  910  v.;  met,  7,800;  8,600 
serv.;  pipe,  lead  ft  galv.  i.;  pres.,  dom.  86  lbs., 
f.  85  lbs.;  cons,  day,  2.759,000  gals.;  cost  $2,440,- 
000;  cost  mtce.,  $27,000;  wks.  owned  by  city. 

NORTH  ADAMS,  p.  22,019;  f.  area,  6,500  a.; 
mere,  bldgs.,  bk.,  4  to  6  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  causes  of  f.  inv.  F.  dept — 1 
comb,  c  ft  h.  wag.,  1  c.  eng.,  5  c.  band  ex.,  1  h.  ft 
1.  trk.,  1  hose  wag.,  2  hose  carts,  7  hrs.;  hose, 
cot,  rub.  lined,  gd.,  6,960  ft;  f.  al.,  Oamewell,  43 
bx.;  val.  equip.,  $11,000;  val.  bldgs.,  $34,600; 
exp.  dept,  $14,500;  tot.  mem.  73,  pd.  full  time 
7,  pd.  part  time  66;  undrs.  rating,  first  class. 

Water  Supply — Src,  brooks;  sys.,  grav.;  res.  cap., 
98,000,000  gals.;  1  pump,  eng.,  cap.  day  1,100,000 
gals.;  mains,  c.  i.,  44  m.,  4  to  24  in.  dia.;  808 
hyd.;  met,  87;  8,650  serv.;  pres.,  dom.  95  to  161 
lbs.,  f.  105  lbs.;  cost,  $460,000;  cost  mtce.,  $10,- 
000;  wks.  owned  by  city. 

NORTHAMPTON,  p.  19,481;  f.  area,  12,600  a.; 
mere,  bldgs.,  bk.,  2  to  5  stor.;  priv.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 2  str.,  1  auto, 
comb.  c.  ft  h.  wag.,  1  hand  eng.,  2  comb.  c.  ft  h. 
wag.,  14  c.  hand  ex.,  2  h.  ft  1.  trk.,  2  hose  wag., 

1  nand  eng..  7  hrs.;  hose,  cot.,  rub.  lined,  gd., 
11,000  ft;  inf.,  700  ft;  tot  hose,  11,700  ft; 
f.  al.,  Gamewell,  68  bx.;  val.  equip.,  $34,904;  val. 
bldgs.,  $26,000;  exp.  dept,  $20,000;  tot  mem.  76, 
pd.  full  time  12,  pd.  part  time  64. 

Water  Supply — Src,  mountain  strm.,  10  m.  bus. 
cent;  sys..  grav.;  res.  cap.,  600.000,000  gals.; 
mains,  c.  L,  64  m.,  8  to  24  in.  dia.;  406  nyd.; 
met.,  117;  3,300  serv.;  pipe,  galv.  i.;  pres.,  dom. 
40  to  100  lbs.,  f.  40  to  100  lbs.;  cost,  $846,991; 
cost  mtce.,  $5,266;  wks.  owned  by  city. 

NORTH  ANDOVER,  p.  6,629;  f.  area.  16,196  a.; 
mere  bldgs..  bk.,  8  ft  4  stor.;  priv.,  wd.,  2  ft  8 
stor.;  wd.  rfs.  perm.;  no.  fwks.  ft  combt.  ord.  F. 
dept. — 2  str.,  2  hose  wag.,  1  comb,  c  ft  h.  wag., 
6  hrs.;  hose,  cot,  rub.  lined,  gd.,  8,200  ft;  f.  al., 
Oamewell,  28  bx.;  val.  equip.,  $47,069;  exp.  dept, 
$6,500;  tot.  mem.  3Z,  pd.  full  time  8,  pd.  part 
time  80. 

Water  Supply — Src,  pond,  2%  m.  bus.  cent; 
sys.,  pump  to  res.;  res.  cap.,  1,600,000  gals.,  loc 
top  of  hill;  2  pump,  eng.,  class  dup.  comp.,  cap. 
day  1,600,000  gals.;  mains,  c  i.,  88.8  m.,  6  to 
12  in.  dia.;  216  hyd.;  289  v.;  met,  809;  921  serv.; 
pipe,  lead  ft  cem.  lined;  pres.,  dom.  160  lbs.,  f. 
160  lbs.;  cons,  day,  270,000  gals.;  cost,  $202,000; 
cost  mtce.,  $6,062;  wks.  owned  by  town. 

NORTH  ATTLEBORO.  p.  9,662;  f.  area,  12,243 
a.;  mere,  bldgs.,  wd.,  8  ft  4  stor.;  priv.,  wd.,  1  to 
4  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.  F. 
dept — 1  comb,  c  ft  h.  wag.,  1  str.,  2  supply  wag., 
18  c  hand  ex.,  8  h.  ft  L  trk.,  8  hose  wag.,  2  chiers 


buggies,  9  hrs.;  hose,  cot,  rub.  lined,  gd.,  7,(U0 
ft.;  f.  al.,  Oamewell,  48  bz.;  val.  equip.,  $28,090; 
vaL  bldgs.,  $12,000;  exp.  dept,  $12,000;  tot  mem. 
62,  pd.  full  time  6,  pd.  part  time  46. 

Water  Supply — Src,  2  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  664,000  gals.;  dim.,  40  z  60;  mat, 
iron;  8  pump,  eng.,  class  comp.,  cap.  day  6,000,000 
gals.;  mains,  iron,  81.0  m.,  4  to  16  in.  dia.;  290 
hyd.;  met,  1,632;  1,682  serv.;  pipe,  iron  ft  lead; 
pres.,  dom.  85  to  110  lbs.,  f.  85  to  110  Ib«.;  cons. 
day,  482,000  gals.;  cost  $275,000;  cost  mice., 
$6,288;  wks.  owned  by  tovm. 

NORTHBOROUOH,  p.  1,047;  mere  bldgs.,  bk. 
ft  wd.,  2  ft  8  stor.;  priv.,  wd.,  2  ft  2Vi  stor.;  vd. 
rfs.  perm.;  no  fwks.  ft  combt  ord.  F.  dept — ^1 
hand  eng.,  1  hose  reel,  1  h.  ft  L  trie,  1  hose  wag., 
1  c.  eng.;  hose,  cot,  rub.  lined,  gd.,  1,900  ft;  fait, 
350  ft.;  tot  hose,  2,250. ft;  t.  aJ.,  wh.;  vaL  equips 
$2,600;  val.  bldgs.,  $2,400;  exp.  dept,  $1,159.62; 
tot.  mem.  28,  p<L  part  time. 

Water  Supply — Src,  brook,  8  m.  bus.  cent;  aya., 
grav.;  res.  cap.,  80,000,000  gala.;  mains,  wit  u, 
cem.  ft  iron,  llVi  m.,  1  to  10  in.  dia.;  70  hyd.; 
68  v.;  met,  46;  880  serv.;  pipe,  enameled  ft  pUv. 
i.;  pres.,  dom.  65  to  90  lbs.,  f.  66  to  00  lbs.;  com. 
day,  300,000  gals.;  cost,  $86,000;  cost  mtce., 
$900;  wks.  owned  by  town. 

NORTHBRIDGE,  p.  8,807;  mere  bldgs.,  bk..  stn. 
ft  wd.,  8  stor.;  pnv.,  wd.,  2  stor.;  wd.  rfs.  penn.; 
no  fwks.  ft  combt  ord.  P.  dept — 1  auto.  h.  ft  L 
trk.,  12  c  hand  ex.,  5  hose  car.;  hose,  linen,  gd., 
13,800  ft;  f.  al.,  wh.  ft  elec;  exp.  dept,  $1,000; 
tot.  mem.  63,  pd.  part  time 

Water  Supply — Src,  res.,  8  m.  bos.  cent.;  sri., 
grav.;  res.  cap.,  80,000,000  gals.;  2  pump,  eng., 
cap.  min.  8,000  sals.;  mains,  iron,  18%  n.,  4  U> 
12  in.  dia.;  165  nyd«;  128  v.;  pres.,  dom.  48  lbs., 
f.  100  lbs.;  cost  mtce.-,  $1,000;  wks.  owned  by  Ga 

NORTH  BROOKFIELD,  p.  8,076;  f.  area,  66  sq. 
m.;  mere,  bldgs.,  wd.,  2  to  4  stor.;  priv.,  wd.,  2H 
stor.;  wd.  rfs.  perm.;  fwks.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  str.,  1  c.  eng.,  3  c.  iMnd  ex.,  1  h.  ft 
1.  trk.,  1  hose  wag.,  2  hose  car..  6  bra.;  hose,  cot, 
ruh.  lined,  gd.,  4,100  ft;  inf.,  2,000  ft;  tot  hose, 
6,100  ft;  f.  al.,  elec,  1  bx.;  val.  equip.,  $6,000; 
val.  bldgs.,  $4,000;  exp.  dept,  $1,500;  tot.  mem., 
34    vol.;    undrs.  rating,  second   class. 

Water  Supply — Src,  spr.  ft  ponds;  sys.,  pump  to 
res.;  res.  cap.,  407,000.000  gals.;  1  pump,  eng., 
class  dup..  cap.  day  940,000  gals.;  mains,  c  L.  8 
m.,  4  to  i6  in.  dia.;  106  hyd.;  met,  2;  524  senr.; 
pipe,  lead  ft  iron;  pres.,  dom.  86  lbs.,  t.  120  lbs.; 
cons,  day,  174,000  gals.;  cost,  $194,620;  cost 
mtce.,  $8,220;  wks.  owned  by  town. 

NORTH  CHELMSFORD,  p.  4,664;  mere,  bldgs.. 
wd.  F.  dept. — 2  h.  ft  L  trk.,  20  hand  ex.,  1  boss 
cart  ft  hose;  f.  aL,  bell. 

Water  Supply — Src,  wells,  situated  %  m.  bus. 
cent;  sys.,  pump  to  stdp.;  stdp.  cap.,  350,000 
gals.;  dim.,  22  z  126;  mat,  stL;  2  pump,  eng., 
cap.  day  600.000  gals.;  mains,  c  L,  6  m.,  4  to  12 
in.  dia.;  60  nyd.;  27  v.;  318  serv.;  pipe,  tin-lead; 
pres.,  dom.  85  lbs.,  f.  120  lbs.;  cost.  $80,000; 
wks.  owned  by  North  (Chelmsford  f.  district 

NORTH  EASTON,  p.  8,600;  f.  area.  600  a.: 
mere,  bldgs.,  stn.  &  wd.,  1  to  4  stor.;  priv.,  bk., 
stn.  ft  wd.,  1  to  3  stor.;  wd.  rfs.  perm.;  no  fvks. 
ft  combt  ord.  F.  dept —  1  c  eng.,  14  c  hind 
ex.,  1  comb.  c.  h.  ft  1.  trk.,  1  hose  car.,  S  hrs.; 
hose,  cot.,  rub.  lined,  gd..  8,000  ft;  inf.,  l.OOO 
ft;  tot  hose,  4,000  ft;  f.  al.,  bell,  wh.  ft  Game- 
well,  22  bx.;  val.  equip.,  $6,000;  vaL  bldg>., 
$6,600;  exp.  dept,  $1,600;  tot  mem.,  83,  pd. 
pm-t  time. 

Water  Supply — Src,  spr.,  %  m.  bus.  cent;  «ji- 
pump  to  stdp.;  stdp.  cap.,  285,000  gaJs.;  dim.,  i9 
X  102;  res.  cap.,  8,000,000  gals.;  2  pump.  a(^ 
class  comp.,  cap.  day  1,600,000  gala.;  mains,  iroa* 
10  m.,  4  to  10  in.  dia.;  95  hyd.;  125  t.;  met,  IT8; 
507  Ben.'.;  pres.,  dom.  60  lbs.,  f.  90  lbs.;  coit, 
$76,000;   wks.   owned  by  district 

NORTHFIELD,  p.  2,017;  mere  bldgs.,  wd.,  t  t 
8  stor.;  priv.,  wd.,  1%  to  2H  ator.;  wd.  rfs.  pcm.; 
no  fwks.  ft  combt.  ord.  F.  dept — 1  h.  ft  L  trk.; 
f.  al.,  bell;  tot  mem.,  20  vol. 

Water  Supply — Src,  brook,  1  m.  bus.  emit;  v*^ 
grav.;  res.  cap.,  860,000  gus.,  loc  1  m.  etit  of 
town;  mains,  iron,  2%  m.,  4  to  6  in.  dia.;  60  serv.; 
pipe,  galv.  i.;  pres.,  dom.  60  lbs.,  f.  50  Iba.:  eoA 
$6,400;   cost  mtce,  $200;   wks.  owned  by  Ca 
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NORTH  READINQ,  p.  90S.  F.  dept.— 1  h.  ft  L 
trk.,  1  hand  ex.,  1  hoee  cart;  bell  al.;  80  toL 

NORTON,  p.  2,544;  f.  area,  whole  town;  bldgs., 
wd.,  2  8tor.;  wd.  rfs.  perm.;  no  fwks.  &  combt.  ord. 
F.  dept. — 1  hand  eng.,  1  hose  caar.;  hose,  cot., 
nib.  lined,  gd.,  1,000  ft.:  inf.,  600  ft.;  tot.  hose, 
1,500  ft.;  val.  equip.,  9^,000;  val.  bldgs.,  $100; 
tot.  mcni.,   12   vol. 

Water  Supply — Src,  wella,  2  m.  bus.  cent.; 
sys.,  grav.,  pump  dir.;  stdp.  cap.,  200,000  jrate.; 
dim.,  32  X  25;  2  pump,  eng.;  cap.  day,  432,000 
sr;il3.;  niaitis,  18  m.,  4  to  16  in.  dia.;  61  hyd.; 
30  v.;  5  met.;  180  sen-.;  pipe,  gaiv.  i.  ic  cem.; 
pres.,  dom.  90  lbs.,  f.  120  Ibt.;  cons,  day,  180,000 
gals.;  cost  mtce.,  $1,800;  wks.  owned  by  private 
Lo. 

NORWOOD,  p.  8,014;  f.  area,  0.386  a.;  mere 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  wd.,  2^  stor.;  wd. 
rfs.  perm.;  no  fwks.  ft  combt.  ord.  F.  dept.— 4  c 
e:i^.,  1 4  c.  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  wag., 
2  hope  reels;  hose,  cot.,  rub.  lined,  gd..  5,600  ft.; 
/.  al.,  telg.;  vaL  equip.,  $10,060;  vai.  bldga.,  $15,- 
tirrie. 

Water  Supply — Src,  pond  ft  apr.;  sys.,  pump  to 
res.;  res.  cap.,  2,000,000  gala.;  2  pump,  eng.,  cap. 
day  1,500,000  gala.;  mains,  c.  i.,  26  m.,  2  to  14 
in.  dia.;  153  hyd.;  86  v.;  met.,  607;  800  serv.: 
pipe,  lead;  pres..  dom.  58  lbs.,  f.  68  lbs.;  cons. 
day,  169.000  gals.;  cost,  $169,815;  coat  mtce., 
$3,500;  wks.  owned  by  town. 

OAK  BLUFFS,  p.  1,138.  F.  dept.— 1  h.  ft  1.  trk., 
1  str.,  1  c.  eng.,  8  hose  carts;  Oamewell  aL;  70 
vol. 

ORANGE,  p.  6,282;  f.  area,  1  sq.  m.;  mere. 
bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  wd.,  2Vi 
filer.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  str.,  1  hand 
eng.,  15  hand  ex.,  1  h.  ft  1.  trk.,  1  comb.  h.  ft  c 
wag.,  1  hose  wag.,  2  hoee  reels;  hose,  cot.,  rub. 
lii.ed.  gd.,  7.800  ft.;  inf.,  1,000  ft.;  tot.  hose, 
8, .300  ft.;  f.  al.,  elec,  21  bx.;  val.  equip.,  $7,000; 
val.  bldgs.,  $8,000;  ezp.  dept,  $8,700;  tot.  mem. 
43,  pd.  part  time. 

Water  Supply — Src.,  spr.  ft  brook,  2  m.  bus. 
cent.;  sys.,  pump  to  res.  ft  dir.;  res.  cap.,  2,760,000 
gals.,  loc.  1  m.  cent,  town;  2  pump,  eng.,  class 
comp.  cond.,  cap.  day  1,750,000  gals.;  mains,  c.  i., 
15  m.,  6  to  16  in.  dia.;  181  hyd.;  102  v.;  met., 
875;  875  serv.;  pipe,  galv.  i.;  pres.,  dom.  80  to 
ISO  lbs.,  f.  80  to  130  lbs.;  cons,  day,  166,917 
gals.;  cost,  $169,126;  cost  mtce.,  $6,000;  wks. 
owned  by  city. 

ORLEANS,  p.  1,052;  f.  area,  5,500  a.;  mere 
bldgs.,  wd.,  1  ft  2  stor.;  priy.,  wd.,  1%  ft  2  stor.; 
wd.  rfs.  perm.;  no  fwks.  ft  combt.  ord.  F.  dept. — 1 
comb,  hand  ft  c.  eng.,  1  hose  car.;  hose,  linen,  gd., 
700  ft.;  1  bx.;  val.  equip.,  $1,000;  val.  bldgs., 
$800;  exp.  dept.,  $60;  tot.  mem.,  12  voL 

Water  Supply — Src.,  wells  ft  cisterns. 

OSTERVILLE,  p.  included  In  Barnstable.  F. 
dept.— Covered  by  Barnstable. 

OXFORD,  p.  8,861;  f.  area,  1,600  a.;  mere. 
bldgs.,  bk.  ft  wd..  1  to  8  stor.;  priv.,  wd.,  2  to  3 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  str.,  1  hand  eng.,  6  c.  hand 
ex.,  1  hose  wag.,  1  hose  reel;  hose,  cot.,  rub.  lined, 
^d.,  2,000  ft.;  inf.,  600  ft.;  toL  hose,  2,500  ft.; 
f.  al.,  bell;  vaL  equip.,  $8,000;  val.  bldgs.,  $4,600; 
exp.  dept.,  $1,000;  tot.  mem.  4,  pd.  part  time. 

Water  Supply — Src,  8  driven  wells;  stdp.  cap., 
150,000  gals.;  2  pumps,  2  40-hp.  fuel  oil  eng.; 
wks.    owned   by   private   Co. 

PALMER,  p.  8,610;  mere,  bldgs.,  bk.  ft  wd.,  2  to 
4  stor.;  priv.,  wd.,  2 hi  ator.;  wd.  rfs.  perm,  in  f. 
area;  fwks.  ord.;  causes  of  f.  inv.  F.  dept. — 1  str., 
I  auto.  comb,  trk.,  80  c  hand  ex.,  1  h.  ft  1.  trk., 
1  hoee  wag.,  1  hose  car.;  hoee,  cot.,  rub.  lined,  gd., 
3,500  ft,;  f.  al.,  bell  ft  wh.,  19  bx.;  vaL  equip., 
$10,600:  val.  bldgs.,  $6,000;  exp.  dept.,  $7,000; 
tot.  mem.,  26  vol. 

Water  Supply — Src,  res.  ft  spr.;  sys.,  grav.;  8 
res.,  cap.  16,000,000  gals.;  mains,  8  m.,  4  to  12 
in.  dia.;  69  hyd.;  26  v.;  met.,  68;  190  serv.;  prea., 
dom.  70  lbs.,  f.  76  lbs.;  cost  mtce.,  $1,200;  wks. 
owned  by  Co. 

PAXTON,  p.  444.  F.  dept. — 1  h.  ft  1.  tik.,  11 
hand  ex.;  bell  al.;  16  toL 

PEABODY,  p.  16,721;  f.  area,  10,000  a.;  mere. 
bIdgB..  bk.  ft  wd.,  1  to  9  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt.  ord.;  causes  of  f. 
inr.      F.  dept. — 1  auto.  comb.  c.  ft  h.  wag.,  1  comb. 


c  ft  h.  wag.,  1  c.  eng.,  9  a  hand  ex.,  1  h.  ft  1. 
trk.,  5  hose  wag.,  8  hose  car.,  14  bra.;  hoee, 
cot.,  rub.  lined,  gd.,  14.000  ft,;  inf.,  2,000  ft.; 
tot  hose,  16,000  ft.;  f.  al.,  Gamewell,  50  bx.; 
val.  equip.,  $5,615;  val.  bldgs.,  $49,200;  exp. 
dept,  $33,000;  tot.  mem.,  92,  pd.  full  time  10, 
vol.  82;  undra.  rating,  second  class. 

Water  Supply — Src,  Sauntaug  lake,  6  m.  bos. 
cent.;  sys.,  pump  to  res.  ft  dir.;  stdp.  cap.,  600,000 
gals.;  dim.,  60  x  25;  mat.,  iron;  res.  cap.,  8,086,- 

000  gals.,  loc  4H  m.  cent,  town;  1  pump,  eng., 
class  comp.  dup.,  cap.  day  6,000,000  gals.:  maina, 
cem.,  c.  ft  galv.  i.,  48  m.,  1  to  24  m.  dia.;  884 
hyd.;  888  v.;  met.,  251;  2,776  serv.;  pipe,  galv.  t; 
pres.,  dom.  80  to  85  lbs.,  f.  60  to  85  lbs.;  cons, 
day,  2,472,591  gals.;  cost,  $787,000;  cost  mtce., 
$15,000;  wks.  owned  by  city  ft  Co. 

PEMBROKE,  p.  1,280.  F.  dept. — 1  comb,  c  ft 
hose  wag.,  1  c.  wag.;  hose,  650  ft.;  val.  equip., 
$700;   val.   bldgs.,   $4,500;   tot.    mem.,   73   vol. 

Water  Supply — Src,  pond,  situated  8  m.  bos. 
cenL;  sys.,  pump.;  stdp.  cap.,  866,000  gals.;  dim., 
26  X  100  ft.;  mat.,  stL;  2  pumps,  cap.  day  SH  to 
3,000,000  gals.;  mains,  c  1.,  6  m.;  met.,  13;  61 
serv.;  pres.,  dom.  76  lbs.,  f.  100  lbs. 

PEPPERELL,  p.  2,968;  f.  area,  whole  town; 
mere  bldgs.,  wd.,  2  to  6  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.     F.  dept. — 1  str.,  1   h.  ft  1.   trk.,   2  hose  wag., 

1  hose  car.,  2  hrs. ;  hose,  cot.,  rub.  lined,  gd., 
3.000  ft.;  f.  al.,  Gamewell.  12  bx.;  vaL  equip., 
$7,000;  val.  bldgs.,  $7,000;  exp.  dept.,  $2,250; 
tot.  mem.,  34,  pd.  full  time  1,  pd.  part  time  33. 

Water  Supply — Src,  wells,  3%  m.  bus.  cent.; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  500,000 
gals.;  dim.,  40  x  50;  mat.,  stl.;  2  pump,  eng., 
class  dup.;  cap.  day,  360,000  gals.;  mains,  c  1., 
21  m.,  6  to  12  in.  dia.;  144  hyd.;  142  v.;  477 
met.;  530  serv,;  pipe,  galv.  i. ;  pres.  dom.  ft  f. 
100  lbs.;  cons,  day,  115,000  gals.;  cost,  $162,- 
323;    cost  mtce.,    $3,000;    wks.    owned  by  town. 

PETERSHAIM,  p.  855.  F.  dept. — 1  c  eng..  38  c 
hand  ex.,  950  ft.  hose;  f.  al.,  bell;  val.  equip., 
$2,000;    exp.    dept.,    $100;    vol. 

PHILLIP8T0N.  p.  442.  F.  depL— 14  hand  ex., 
25  vol. 

PITTSFIELD,  p.  32,121;  f.  area,  32.88;  mere 
bldg^.,  stn.  ft  bk.,  4  to  7  stor.;  priv.,  bk.  ft  wd., 
1  to  3  «tor. ;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  str. 
(3  in  reserve),  1  auto.  comb,  eft  h.  wag.,  1 
chief's  auto.,    1    auto.   comb,   pump.,   c.   ft  h.   wag., 

1  auto.  aer.  trk.,  1  h.  ft  1.  trk.,  2  hose  reels,  1  f. 
al.  wag.,  2  exercise  wag.,  9  hrs.;  hose,  cot.,  rub. 
lined,  gd.,  9,850  ft.;  f.  al.,  Gamewell,  72  bx.;  vaL 
equip.,  $53,669;  val.  bldgs.,  $60,900;  exp.  dept., 
$40,445;  tot.  mem.,  50,  pd.  full  time  31,  pd.  part 
time  19;  undrs.  rating,  second  class. 

Water  Supply — Src,  Pohley  lake,  8  m.  bus.  cent. ; 
sys.,  grav.;  res.  cap.,  24,000,000  gala.;  mains,  wrt. 
i.,  84.71  m.,  3  to  20  in.  dia.;  7,500  «er\'.;  512 
hyd.;  759  v.;  met.,  209.;  pipe,  galv.  i. ;  pres.,  dom. 
60  lbs.,  f.  70  lbs.;  cone.  day.  6.100,000  gals.; 
cost,  $750,000;  cost  mtce.,  $8,000;  wks.  owned 
by  city. 

PLAINVILLE,  p.   2,189.     F.  dept.— 4  hand  ex., 

2  hose  car.;  f.  al.,  elec;  tot.  mem.,  86  vol. 
Water  Supply — Src,  wells,  %  m.  bus.  cent.;  sys., 

pump  to  stdp.;  stdp.  cap.,  246,000  gals.:  dim.,  25  x 
67  ft.;  mat.,  stl.;  2  pump,  eng.,  cap.  day  626,000 
gals.;  mains,  c.  i.,  6  V^  m.,  4  to  12  in.  dia.;  51 
n>'d.;  56  v.;  met..  189;  201  serv.;  pipe,  galv.  ft  wrt. 
L;  pres.,  dom.  74  lbs.;  cons,  day,  26,000  gals.; 
cost,  $36,000;  wks.  owned  by  town. 

PLYMOUTH,  p.  12,141;  f.  area,  2,000  a.;  mere 
bldgs..  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd.,  8  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ord.;  causes  of  f. 
inv.  F.  dept. — 4  str.,  2  c  eng.,  10  c  hand  ex.,  2 
h.  ft  1.  trk.,  2  hose  wag.,  2  hose  car.,  12  hrs.;  hose, 
cot.,  rub.  lined,  gd.,  8,000  ft.;  f.  al.,  Gamewell,  60 
bx.;  val.  equip.,  $30,000;  val.  bldgs.,  $70,000;  exp. 
dept.,   $14,500;  tot.   mem.,   72   vol. 

Water  Supply — Src,  ponds,  4  m.  bus.  cent.:  sys., 
grav.,  pump  to  res.;  res.  cap.,  8,000,000  gals.;  S 
pump,  eng.,  class  dup.,  cap.  day  8,500,000  gals.; 
mains,  cem.  lined,  63^  m.,  4  to  16  in.  dia.;  220 
hyd.;  600  v.;  met.,  140;  2,840  serv.;  pipe,  lead; 
pres.,  dom.  40  lbs.,  f.  80  lbs.;  cost,  $328,876;  cost 
mtce.,  $11,000;  wks.  owned  by  town. 

PRINCETON,  p.  926.     F.  depL— 2  c  eng..  1  h. 
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k  I.  trk.;  tot.  mem.,  60  vol.;  val.  equip.,  $1,000: 
val.  bldgB.»  $1,600;  exp.  dept.,  $800. 

Water  Supply— Src,  spring,  %  m.  bus.  cent.; 
sys.,  pump  to  ntdp. ;  istdp.  oap.,  100,000  gal-s.;  1 
pump,  eng.,  cap.  day  24,000  gal.s. ;  mains,  c.  i., 
1  m.,  1  V&  in.  dia.;  3  hyd. ;  pres.,  dom.  &.  f.,  20 
lbs.;  conn,  day,  5,000  gals.;  cost,  $3,000;  cost 
mtce.,    $400;    wks.    owned    by    priv.    Co. 

PROVINCETOWN,    p.    4,S69;    f.    area,    800    a.; 

mere  bldg^.,  wd.,  1  to  3  stor.;  priv.,  wd.,  1  to  8 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwlca.  k  combt.  ord.; 
cautteis  of  f.  inv.  F.  dept. — 1  str.,  3  hand  eng.,  1 
c  eng.,  16  c.  hand  ex.,  1  h.  &  1.  trk..  1  hose  wag., 
0  hose  car.,  2  hrs. ;  hoee,  cot.,  rub.  lined,  gd., 
7,000  ft.;  inf.,  1,000  ft.;  tot.  hose,  8.000  ft.;  f. 
al.,  bell;  val.  equip.,  $14,000;  val.  bldgs.,  $12r 
500:  exp.  dept.,  $1,600;  tot.  mem.,  126  voL 

Water  Supply — Src,  wells,  6  m.  bus.  cent.;  btb., 
pump  to  Btdp.  k  dir.;  stdp.  cap.,  460,000  gals.; 
dim.,  100  X  28,  loc.  near  cent,  town;  mat.,  iron;  2 
pump,  eng.,  class  comp.  dup.,  cap.  day  1,000,000 
gals.;  mains,  c.  i.,  12  m.,  4  to  12  m.  dia.;.  80 
hj-d.;  150  v.;  met.,  850;  1,160  serv.;  pipe,  wrt.  i.: 
pres.,  dom.  70  lbs.,  f.  75  lbs.;  cons,  day,  150,000 
gals.;  cost,  $125,000;  co«t  mtce.,  $4,500;  wks 
owned  by  town. 

QLMNCY,  p.  32,64>2;  f.  area,  16.7  sq.  m.;  mere 
bldgs.,  bk.  &  wd.,  1%  to  4  stor.;  priv.,  wd.,  1 
to  3  stor.;  wd.  rfs.  perm.;  fwks.  k  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 2  auto.  comb.  c.  k  h. 
wag.,  1  chief's  auto.,  1  str..  2  comb.  c.  k  h.  wag., 
3  n.  &  1.  trk.,  23  c.  hand  ex.,  2 .  hoee  wag.,  24 
hn.;  hose,  cot.,  rub.  lined,  gd.,  12,000  ft.;  f.  al., 
Gamewell.  134  bx.;  val.  equip.,  $69,500;  vhI. 
bldgs.,  $50,000;  exp.  dept,  $45,000;  tot  mem., 
83,  pd.  full  time  30,  pd.  part  time  68,  undrs. 
rating,  first  class. 

Water  Supply — 'Src,  'Metropolitan  Water  Sys.;  2 
stdps.,  cap.  750,000  gals.;  mat,  iron;  mains,  c.  i., 
126  m.,  4  to  20  in.  dia.;  800  hyd.;  1,4'50  v.;  met, 
6,800;  8,400  serv.;  pipe,  lead;  pres.,  dom.  90  lbs., 
f.  90  lbs.;  wks.  owned  by  city. 

RANDOLPH,  p.  4,801;  mere,  bldgs.,  wd.,  2  to 
6  stor.;  priv.,  wd.,  2^8  stor.;  wd.  rfs.  perm.  F. 
dept — 1  str.,  1  c.  hand  ex.,  1  h.  &  1.  trk.,  8  hose 
car.,  reels,  &c,  6  hrs.;  hose,  cot.,  rub.  lined,  gd., 
8,600  ft.;  f.  al.,  Gamewell,  17  bx.;  exp.  dept, 
$2,200;  tot  mem.  62,  pd.  part  time. 

Water  Supply — Src.,  ponds,  8  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  760,000  gals.;  2  pump, 
eng.,    cap.    day    4,000,000   gals.;    mains,    c.    i.,   18 
m.;    166   hyd.;  /met.    180;    876    serv.;    pipe,    cem 
lined;  pres.,  dom.  80  lbs.,  f.   100  lbs.;   cons,  day 
826,690   gala.;    cost,   $168,000;   cost   mtce.,   $12. 
762;  wks.  owned  by  town. 

READING,  p.  5,818;  !.  area,  9%  sq.  m.:  mere, 
bldgs.,  bk.  k  wd.,  1  to  6  stor.;  priv.,  wd..  2  stor.l 
wd.  rfs.  perm,  in  f.  area;  fwks.  k  combt.  onL; 
causes  of  f.  inv.  F.  dept — 1  str.,  8  c.  hand  ex., 
1  h.  &  1.  trk.,  4  hose  wag..  8  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  6,000  ft;  Inf.,  2,000  ft;  tot  hose, 
7,000  ft;  f.  al.,  bell  k  wh.,  84  bx.;  val.^equip., 
$8,200;  val.  bldgs.,  $12,000;  exp.  dept,  $8,800; 
tot.  mem.  66,  pd.  part  time  66,  vol.  10. 

Water  Supply — Src.,  wells,  2H  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  580,000  gala.; 
dim.,  80  X  100;  mat,  iron;  8  pump,  eng.,  cap. 
day  1,600,000  gals.;  mains,  c.  i.,  81  m.,  6  to  12 
i^  dia.;  179  hyd.;  280  v.:  met.,  1.242;  1,275 
serv.;  pipe,  iron  k  cem.  lined;  pres.,  aom.  78  lbs., 
f.  78  lbs.;  cons,  day,  186.000  gals.;  cost,  $818,526; 
cost  mtce.,  $15,609;  wks.  owned  by  town. 

REVERE,  p.  18,219;  f.  area,  8,200  a.;  mer^ 
bldgs.,  bk.  k  wd.,  1  to  4  stor.;  priv.,  bk.  k  wd.,  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ord.;  causM 
of  f.  inv.  F.  dept — 2  str.,  6  c.  hand  ex.,  2  h.  k 
1.  trk.,  1  hose  car.,  2  auto.  comb.  c.  Ah.  wag., 
1  chiefs  auto.,  14  hrs.;  hose,  cot,  rub.  lined, 
gd.,  6.000  ft;  inf.,  4,000  ft;  tot.  hose,  10  000 
ft;  f.  al.,  Gamewell,  53  bx.;  val,  bldgs.,  $100,000; 
exp.  dept.,  $40,000;  tot  m«n.,  47,  pd.  full  time 
18.  pd.   part  time   29. 

Water  Supply — Src.,   Metropolitan  water  supply, 

0  m.  bus.  cent;  sys.,  grav.;  res.  cap.,  1,500,000 
gals.,  loc.  Prospect  av.;  mains,  cem,  lined,  o,  L  k 
%Tt.  i.,  48  1-6  m.,  1  to  18  in.  dia.;  160  Iwd.; 
860  v.;  met.  297;  8,028  bct^-;  PiP«.  ,^  »•  * 
cem.  lined;  pres.,  dom.  80  lbs.,  f.  70  lbs.;  wks. 
ovraed  by  town. 

ROCHDALE,  p.  included  in  Leiectter.     F.  dept— 

1  sir.,  1  hose  cart;  wh.  al.;  12  vol. 
ROCKLAIfD,  p.   6,928;   f.   area,  6.400  a.;  mere. 


bldgs.,  bk.  k  wd.,  2%  stor.;  priv.,  wd.,  1%  A  2^ 
stor.;  wd.  rfs.  perm.;  no  fwks.  k  combt  oid.  T, 
dept—l  str.,  1  hand  eng.,  1  auto.  h.  ft  1.  tik.,  1 
h.  k  1.  trk.,  2  hose  car.,  reels,  ftc.,  8  hired  bn.; 
hose,  cot,  rub.  lined,  gd.,  8,500  ft.;  int,  S95  ft; 
tot  hoee,  8,895  ft.;  f.  al.,  Gamewell.  SO  bz.;  uL 
equip.,  $16,000;  val.  bldgs.,  $4,500;  exp.  dept. 
$6,000;  tot  mem.  70,  pd.  part  time;  undra.  rating, 
second  class. 

Water  Supply — Src.,  pond,  6  m.  bus.  cent;  gyi., 
pump  to  stdp.;  stdp.  cap.,  867,168  gals.;  pomp, 
eng.,  cap.  day  4,600,00a  gals.;  mains,  iron,  22% 
m.,  4  to  16  in.  dia,;  148  hyd,;  03  ▼.;  met,  275; 
1,175  serv.;  pipe,  iron;  pres.,  dom.  76  lbs.,  f.  75 
lbs.;  cons,  day,  811,827  gala.;  cost  $137,000; 
cost  mtce.,  $6,972.66;  wks.  owned  by  dtj. 

ROCKPORT,  p.  4,211;  f.  area.  4.260  a.;  mere, 
bldgs.,  wd.,  2  k  8  stor.;  wd.  rfs.  perm.;  fwks.  t 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  amo. 
comb.  c.  k  h.  wag.,  2  str.,  4  c.  hand  ex.,  1  h.  4 
1.  trk.,  2  supply  wag.,  4  hose  car.;  hose,  cot,  nib. 
lined,  gd.,  4,500  ft;  inf.,  300  ft.;  tot  ho5*, 
4,800  ft;  f.  al.,  Gamewell;  vaL  equip.,  $10,000; 
\:al.  bldgs.,  $8,000;  exp.  dept,  $2,200;  tot  mem., 
55.  pd.  full  time  5,  vol.  50. 

Water  Supply — Src,  pond,  1%  m.  bua.  cent; 
ays.,  pump  to  stdp.;  stdp.  cap.,  817,000  gals.;  dim., 
80  z  60.  loc.  700  ft  station;  mat.  stL;  2  pmnp. 
eng.,  class  comp.  dup.,  size  8  x  16  z  10  x  18,  cap. 
day  2,000,000  gala.;  mains,  c.  L,  14^  m.,  4  to 
10  in.  dia.;  180  hyd.;  pipe,  gal  v.  i.;  pres.,  dom. 
80  lbs.,  f.  100  lbs.;  cons,  day,  827,431  gak; 
cost,  $176,000;  wks.  owned  by  town. 

R0YAL8T0N,  p.  903.  F.  dept—l  c.  eng..  1 
hand  eng.,  79  hand  ex.;  bell  aL;  27  voL 

RUTLAND,  p.  1,718;  f.  area,  8.840  a.;  men. 
bldgs.,  wd.,  1  to  4  stor.;  priv.,  wd.,  2  stor.;  «4. 
rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F.  dept. — 
24  c.  band  ex.,  1  h.  ^  1.  trk.,  1  auto,  trk.;  hose, 
cot,  rub.  lined,  gd.,  1,000  ft.;  inf.,  800  ft;  tot. 
hose,  1,800  ft;  f.  al.,  bell;  \'al.  equip.,  $1,600;  vj. 
bldgs..    $1,000;    tot    mem.,    80    voL 

Water  Supply — Src.,  lake,  1%  m.  bus.  cent; 
«ys.,  pump  to  stdp.;  stdp.  cap.,  221.000  gak.; 
mat,  iron;  2  pump,  eng.,  cap.  day  1,105,000  cab.; 
mains,  iron,  3%  m.,  4  to  12  In.  dia.;  27  \vd.; 
114  serv.;  65  met.;  5  v.;  pipe.  galv.  i.;  pres..  dom. 
k  f.  62  lbs.;  cost  $30,000;  cost  mtce..  $1,300; 
wks.  owned  by  town. 

SALEM,  p.  48,697;  f.  area,  4.600  a.;  mere 
bldjn.,  bk.  k  wd..  2%  to  4  stor.;  priv.,  wd.,  S^ 
k  8  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fvka.  k 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 4  str.,  I 
chief's  auto.,  1  auto.  comb.  pump.  c.  ft  h.  wag.,  I 
auto.  comb.  c.  k  hose  wag.,  1  comb,  c  k  hose 
wag.,  14  c.  hand  ex.  (10  in  reserve),  1  c  fnc- 
(in  resen-e),  1  h.  *  1.  trk.,  1  aer.  trt,  4  bo<e 
wag.,  25  hrs.;  hose,  cot.,  rub.  lined,  gd.,  17,000  ft.; 
f.  al.,  elec,  89  bx.;  exp.  dept.,  $37,072;  tot. 
mem.,   109,  pd.   full   time   29,  pd.   part  time  fO. 

Water  Supply — Src.,  lake,  4  m.  bus.  cent;  v^ 

{>ump  to  ret.  k  dlr.;  res.  cap.,  20,000,000  gik, 
DC.  At  Beverly,  Mass.;  2  pnmp.  eng.,  dass  bor. 
comp.,  cap.  day  10,000,000  gals.;  maiiii.  e.  L.  ccn. 
lined,  69  m.,  4  to  36  in.  dia.;  540  hyd.;  925  «.: 
met,  249;  7,500  serv.;  pipe.  galv.  i.  ft  lead;  pre*., 
dom.  18  to  62  lbs.,  f.  18  to  62  lbs.;  cobs,  day, 
3,889,500  g«U.;  cost  $1,964,388.49;  cost  mtcr.. 
$88,477;  wks.  owned  by  dty. 

SALISBURY,  p.  1,062;  mere  bldgs.,  wd.,  1  to 
8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfla.  peim.  la  f. 
area;  fwks.  ft  combt.  ord.;  causes  of  1  inv.  F. 
dept — 2  hand  eng.,  4  c.  eng.,  18  c  hand  ex..  1  h. 
ft  1.  trk.,  2  hose  car.;  nose,  mb.  lined,  gd., 
900  ft.;  f.  al.,  bell;  val.  equip.,  $2,000;  exp. 
dept,   $824;  tot   mem.,   80  vol. 

Water  Supply — ^Sre.,  wells,  ponds  ft  stnna. 

SANDWICH,  p.  1,448;  mere,  bldgs.,  wd.  1^  k 
2  stor.;  priv.,  wd.,  2%  stor.;  wd.  rlia.  perm.:  bo 
fwks.  ft  combt  ord.  F.  dept — 1  oomb.  c  *  k. 
wag.,  1  h.  ft  1.  trk.,  1  hose  ear.;  hose,  Usai,  c^ 
460  ft.;  inf.,  60  ft;  tot  hose,  500  ft.;  L  aL,  bdl; 
tot.  mem.,  40  vol. 

Water  Supply — Src,  wells  ft  ponds,  aundicd  ^ 
apr. 

8AUQUS,  p.  8,047;  f.  area,  11%  aq.  m.;  wrc 
bldgs.,  wd.  ft  bk.,  1  to  4  stor.;  priT.,  wd.,  t^ 
stor.;  wd.  rfs.  perm.;  fwks.  ord.:  eaosea  of  t  is*. 
F.  dept. — 26  c.  hand  ex.,  1  auto.  oomb.  c  k  L 
trk.,  1  h.  ft  1.  trk.,  8  hose  wag.;  booc.  est.  lab. 
lined,  gd.,  5,000  ft;  f.  al.,  bell,  82  bx.:  vaL  tqvip^ 
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llt.OOO:  nl.  bIdgL.  tT.OOO;  eip.  dept.,  ttfiOt: 
roL  I71HD.  58,  pd.  p»tt  lime  **,  vol.  iS. 

W(l*r  Supply— Brc.  supplied  b;  Lrnn  Watsrvkc 
Co..  IH  m.  bus.  eest.i  lyi..  pump  to  na.i  nuina. 
Iron,  a  m.,  t  to  IE  In.  dU.:  IBS  hjd.:  1.S8T 
ur>.;  pipe.  nlv.  [.;  prei.,  don.  SB  Ibc.,  f.  TO  Ibt.; 
cost.  liio.OOO;  wkB.  owned  by  town. 

SAXONVILLE.     (9ec  Frunlnifaun.) 

SCITUATE.  p.  S.SDO;  t.  n»i,  l.SOO  k;  mere, 
bldgfc,  wd.,  1  to  m  •toM  prfr..  wd.;  wd.  rt«. 
pctm.  In  t.  u«;  cnuHa  ol  t.  Sot.  F.  d«[it. — t  h. 
k  I.  Ilk.,  to  c  hiDd  e>.,  !  ho«  wiE-.  S  boK  cnr.,  1 
bra.;  boat,  S.COO  It.;  I.  bL,  bell;  nl.  eqnip.,  tG,00O; 
val.  bids*.,  tlOilOO;  eip.  d«pc,  11,000;  tot.  mem., 

Water  Supply — 9rc.,  pond  b  wella,  In 


m.,  SS  X 


1   Btdp. ;    stdp. 
';  nnt„  «tl.;  4  l 


;   1,000  merr.;   p 


i.;    pr«*..    dom.    &    I.    05    I —    - 

giK;   win.   owned   by   private   Co. 

SECONK,  p.  i,«07.     T.  dept.— 

■    -■-,  equlpiml  with  double  ■— — 


.    da;.    flO.OOD 
1  h.  * 


Water  Supply— Wella  t  riv. 

SHARON,  p.  2,0SD;  mere  btdg*.,  wd.,  lU  k  ■ 
itor.;  priv.,  wd.,  2  ft  2U  (tor.;  vd.  if*,  perm.; 
00  twim.  &  eombL  ord.  T.  dept — I  tomb.  h.  A 
1.  Wig.,  1  c  band  ei.,  1  hoae  wu;.,  1  boat  ="■!  ■ 
bn.,  litKd;  boM,  cot.,  nib.  lined,  gd..  1.400  h.; 
inf.,  too  ft:  tot.  hose,  2,800  ft!  f.  a!.,  Oamewell, 
13    bi.;    val.    equip.,    |l,dOD;    vaL   bldci.,    fi.OOO; 

**^«(e^  "supDly— 'Sfc   •pr.   *   it""  **    ~    '"'■ 
cent, ;    ayo-.    pump    to    atdp. ;    itdp 
BiR:  dim..  !0 


TSB.OOO 


twka.  k  combt  ord. 


SHEFFIELD,  f 
dept—: 

Water  Suoprv — Sro.,  i 


led  by  town. 

c  bldga.,  wd 

:  wd.  rfa. 

>p.,  too,. 

tlOO;    wka. 

f.  area,  300  t.; 
>    o>"  I    IBT.      f'. 


rub     lined,   gd.,   s|boO  ft;  inl.,   500   ft;   tot  hoae, 

3  SOO    ft'    r:  Bl..  bell.   J  bt;   val.   equip,,   Ifl.OOO; 

vil.   bldg*,  f2,O0O;  eip.  dept,  »l,0OO;  tot  mem., 

Walar    Suoely— Src,    mountiln    watmhed:    syt., 


o-bldgB.,  wd.    F.  dept. 


linei,  rd.,  1,000  It; 
ft;  toL  hoae.  »,100  .... 
ral  equip-.  (1,600;  val.  bl 
»-00;  tot  mem.  13,  pd.  i 
W>l*r  Supply — Sra,  wel 
"h"?!.  cent  of  town';'  1  pui 
diy,  120.000  rila.;  mains, 
in      dla.;    80   hyd.;    V3    v.; 


!    hn.,    hired;    hoBt,    e 


al.,   Oamewell.   3   bi.; 
■a..  >1,B00;  op.  dept. 


J2.153; 


'XStCl  tot  hi«.  1,250  li 
■  lOO;     vol. 

Watar    Supply— Src.    wi 


pump  to  tk.;  rea.  cap.,  210.000 
prea,,  dom,   IS  lbs..  (.' 8S  Iba.: 


SOMERSET. 
rd.  rfa.  perm;  i 
.   b.  *  L  tik.. 


I.TBS;    bidga., 
»  of  [.   [ht.     I 

d,^!,'  1,600* 


Water  Supply — Srt,  tiv.,  near  b 
natall  arteaUn  wella,  with  pumpa 
rater  lupplj  ol  town. 


I      2H^  Btor.j 


area,     t.ttO    a.; 

.tor.;  pri..,  wd., 
;  Iwka.  A  eombt 


\i.\\'..  ITO.OOO;  vaL  bldga..  f200,- 
Sli:i.i)OI}:  tot  mem.  IDS,  pd.  full 
t  lime  30. 

l.'lDnhyd!'!  1,G40  v.;  met,  7.110; 
n>'.  Iia.l  ft  wrt  L;  pre*.,  dom.  ft  t. 
rn^t,  1910,000;  CO*!  mtce..  fSO,- 

p.    1,031.     F.    dept — £    c    eng.. 


I.  inv.     F.  dept- 
hand  en^.   4   c 

gd., "3,900   It; 
f.  et.,  «h..  23  1 


atoT.;  priv.,  iln.,  bk.  ft  i 
.  in  (.  area;  mka.  ord.;  cau 
1  comb.  h.  ft  c  wag,.  2  • 
■nd  ei.,   2  b.  ft  1.   trk.,   2 

14  hr*.;   hose,  cot,  tub. 


il;  tbI.  equip.,  tl2.00ll 

put  time. 

Water    Supply— Src,     Metropolitan. 


1.;   100  hyd.;  met,   IS;   OflS 
lead;  prea.,  dom.  76  to  112 

l;  wka.  owned  by  Co. 
80UTHFIELD — F.  dept. 


Iba.,  L  78  t 


111 


,,  loc   1  m.  eaat  ^llagei 

dom.  50  Iba..  t.  BO  1b^;  coit.  11,000.' 

SOUTH    FRAMINQHAM.      (See    Ftamlnirham.) 
Water  Supply — Src..  pond.  1  m.  I 

fTiv.,   pump   to   atdp.;    itdp.    cap,, 

cap.  day  1. 500.000  e^.;  miina.  c. 
dia.;  103  byd.;  n 


cent;  »•„ 
000    gala.; 


000. 


ri,.,  uom'.'  00  ite.,' 
lie.;  wka.  owned  b) 
SOUTH    HADLEY  FALLS,  p,   4.( 
mere,  bldga..  i  '      "   -- 


Tpriv., 
.'   dept.'— 2   e. 

s'.'soo  ft:  inf. 


a  by  f.  1 


iBt.    »101 


121  hyd.;  62  v.;  me 
pTiv..  dom.   37   lbs.. 


SPENCE'R,  p.  «,740;  mere,  bldga.,  bk.  ft  wd.. 
2  to  4  (tor.;  prir.,  wd..  2  ator,;  wd.  rfa.  perm.; 
twka.  ft  combt.  ord.;  eauaea  of  f.  inv.  F.  dept- 
2  atr.,  I  c  eng..  17  o.  hand  ex..  1  h.  ft  I.  trV.,  1 
boM  wag.,  t  bote  ear.,  leela,  ftc.  8  bra.,  hired; 
hoae,    cot,  nib.   lined,   r .    .     -.      -..  . 


.    bldga. 


*10,000;    eip. 


ond  claa 


Water  Supply— Si 

Kv.    to   Bid 
1,  17  m., 


;"ii..r 

00  Iba.,  t.  IIG  Iba 
1107.000;  wka.  o 


c-154 
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SPRINGFIELD,  p.  88.929;  mere,  bldgrs.,  >tn.  & 
bk.,  1  to  7  stor.;  priv.,  wd.,  2^  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  fwks.  &  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 8  str.,  86  c.  hand  ex.,  4  aer.  trk., 
8  h.  ft  1.  trk.,  18  comb,  c  &  h.  waff.,  35  hrs.;  hose, 
cot.,  nib.  lined,  ffd.,  28,000  ft.;  i.  al.,  elec,  207 
bz.;  val.  equip.,  $314,788;  vaL  bldgs.,  $362,600; 
exp.  dept.,  $240,000;  tot.  mem.  177,  pd.  full  time 
174,  pd.  part  time  3. 

Water  Supply — Src,  Little  rlv.,  14  m.  bus.  cent.; 
sys.,  ffrav.;  res.  cap.,  2,600,000,000  ffala.,  loc. 
beyona  Westfleld;  mains,  wrt  i.,  c.  I.  &  stl.,  196 
m.,  4  to  54  in.  dia.;  1,573  hvd.;  8,590  v.;  met., 
9,970;  13,407  serv.;  pipe,  ffalv.  &;  wrt  i.;  pres., 
144  lbs.;  cons,  day,  10,661,000  gals.;  cost,  old 
supply  k  distribution  $2,959,778,  new  supply  $1,- 
989,187;  tot.  cost,  $4,948,915;  cost  mtce.,  $128,- 
850;  wks.  owned  by  city. 

STERLING,  p.  1,315;  mere,  bldgs.,  wd.,  2  stor.; 
priv.,  wd.,  1  ft  2  stor.;  wd.  rfa.  perm.;  no  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  gasoline 
ensr.,  8  hand  eng.,  16  c  hand  ex.,  1  h.  ft  1.  tik., 
8  nose  reels;  hose,  cot.,  rub.  lined,  gd.,  1,400  ft.; 
val.  bldgs.,  $1,500;  exp.  dept,  $528;  f.  al.,  bell; 
val.  equip.,  $4,000;  tot.  mem.,  21  vol. 

Water   Supply — Src,    wells.     No   waterwks.    ^ys. 

STOCKBRIDGE,  p.  2,081;  f.  area,  2,240  a.; 
mere,  bldgs.,  bk.  ft  wd.,  8%  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ord.;  causes 
of  f.  Inv.  F.  dept. — 1  chief's  auto.,  4  c.  hand  ex., 
1  h.  ft  I.  trk.,  3  hose  car.;  hose,  cot,  rub.  lined, 
gd.,  2,500  ft;  f.  al.,  bell;  val.  equip.,  $2,500;  val. 
bldgs.,  $2,000;   exp.  dept.,  $50;   tot   mem.,  35  vol. 

Water  Supply — Srs.,  lake,  2%  m.  bus.  cent; 
sys.,  pump  to  stdp.;  2  stdps.,  cap.  250.000  gals.; 
5  pump,  eng.,  cap.  day  1,400,000  gals.;  mains, 
c.  L,  7  m.,  6  to  10  in.  dia.;  41  hyd.;  pres.,  dom. 
90  lbs.,  f.  90  lbs.;  cons,  day,  800,000  gals.;  wks. 
owned  by  Co. 

STONEHAM,  p.  7,090;  mere  bldgs.,  bk.  ft  wd., 

1  to  5  stor.;  priv.,  stn.,  bk.  ft  wd.,  2  ft  8  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  str.,  1  supply  wag., 
8  c.  hand  ex..  1  h.  ft  1.  trk.,  1  hose  waff.,  1  auto, 
oomb.  c.  ft  n.  wag.;  hose,  cot,  rub.  lined,  gd., 
4,500  ft:  inf.,  1,500  ft;  tot  hose,  6,000  ft;  f. 
al.,  bell  ft  wh.,  28  bx.;  val.  equip.,  $18,000;  val. 
bldgs.,  $6,000;  exp.  dept,  $5,400;  tot  mem.  46, 
pd.  full  time  1.  pd.  part  time  44. 

Water  Supply — Src.,  Metropolitan,  1  m.  bos. 
cent;  vya.,  pump  to  res.;  res.  cap.,  2,500,000  gals.; 

2  pump,  eng.,  cap.  day  80,000,000  gals.;  mains, 
c  1.,  cem.  lined,  26  m.,  4  to  20  in.  dia.;  110  hyd.; 
met,  400;  1,440  serv.;  pipe,  lead  lined  ft  iron; 
pres.,  dom.  70  lbs.,  f.  70  lbs.;  cost,  $126,000:  oost 
mtce.,  $18,000;   wks.  owned  by  town. 

STOUGHTON,  p.  6,316;  f.  area,  1,280  a.:  mere 
bldgs.,  wd.,  2  to  8  stor.;  priv.,  wd.;  wd.  rfs. 
perm,  in  f.  isrea;  fwks.  ft  comot  ord.;  causes  of  f. 
inv.  F.  dept — 1  str.,  16  c.  hand  ex.,  1  h.  ft  1. 
trk.,  1  hose  wag.,  1  hose  reel;  hose,  cot.,  rub. 
lined,  gd.,  8,000  ft;  inf.,  500  ft;  tot.  hose.  8.500 
ft;  f.  al.,  Gamewell,  21  bx.;  val.  equip.,  $11,000; 
val.  bldgs.,  $75,000;  exp.  dept,  $5,000;  tot  mem., 
40,  pd.  part  time. 

Water  Supply — ^Sre.,  pond;  sys.,  grav.  ft  pump 
to  stdp.;  stdp.  cap.,  •818,000  gals.;  dmi.,  80  x  60; 
mat,  Iron;  2  pump,  eng.,  cap.  dav  2,000,000  gals.; 
mains,  c.  i.,  26  2-8  m.,  4  to  12  in.  dia.;  806  nyd.; 
met,  820;  1,210  serv.;  pipe,  iron;  pres.,  dom.  40 
lbs.,  f.  25  to  100  lbs.;  cons,  day,  246,660  frala.; 
cost,  $308,506;  cost  mtce.,  $115,351;  wks.  owned 
by  town. 

STUR9RID6E,  p.  1,974.     F.  dept — 3  .c  eng.,  2 
hose  reels,    12  htind   ex.;   ^^al.   equip.,   $700;   vol. 
Water  Supply — Src.,  wells  ft  spr. 

SUNDBRLAND,  p.  910.  F.  dept. — 20  hand  ex., 
800  ft  hose;  val.  equip.,  $50;  vol. 

SWAMPSCOTT.  p.  6,024;  f.  area,  1,676  a.; 
mere,  bldgs.,  wd.,  1  ft  2^  stor.;  priv..  wd.,  1^  ft 
8  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 2  auto.  comb. 
G.  ft  h.  wag..  1  str.,  1  hand  eng.,  2  e.  eng.,  10  c. 
hand  ex..  1  n.  ft  1.  trk.,  2  hose  wag.,  6  hoee  car., 
8  hrs.;  hoee,  cot,  rub.  lined,  gd.,  6,000  ft.:  Inf., 
600  ft.;  tot  hoee,  6,600  ft;  f.  al.,  bell  ft  wh.,  80 
bx.;  val.  equip.,  $48,110;  val.  bldgs.,  816,900;  ezp. 
dept,  $16,800;  tot.  mem.  48,  pd.  fidl  time  8.  pd. 
part  time  40,  voL  4. 

Water  Supply — Src,  Metropolitan,  90  m.  bus. 
cent;   sys.,   pump   dir.    to  mains;   stdp.   cap.,   700 


gals,  min.;  dim.,  65  x  40;  mat,  stl.;  2  pump,  eng., 
cap.  day  1,256,000  gals.;  mains,  c  i.,  30  m.,  4  to 
12   in.   dia.;    158  hyd.;    298   v.;    1.700  serv.;  pipe. 

falv.  L;  pree.,  dom.  75  Ibe.,  f.  84  lbs.;  cost,  1180,* 
79;  cost  mtce.,  $7,260;  wks.  owned  by  toviL 

TAUNTON,  p.  34.259;  mere  bldgs..  bk.  ft  wl, 
2  to  4  stor.;  priv.,  wd.,  1%  to  2^  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes  of  L 
inv.  F.  dept — 3  str.,  4  comb,  c  ft  h.  wag.,  1  ante 
comb.  c.  ft  h.  wag.,  82  c  hand  ex.,  3  h.  ft  L 
trk.,  1  aer.  trk.,  8  hose  wag.,  8  hose  car.,  23  hri.; 
hose,  cot,  rub.  lined,  gd.,  13,600  ft;  inf.,  500  ft; 
tot  hose,  14,100  ft;  (.  aL,  Gamewell,  117  bx.; 
val.  equip.,  $130,000;  vaL  bldgs.,  $75,000;  exp. 
dept,  $51,146;  tot.  mem.  126,  pd.  full  time  SO, 
pd.  part  time  60,  voL  86. 

Water  Supply — Src,  ponds,  12  m.  bus.  cent; 
also  8  f.  cisterns  in  mere  district,  cap.,  40,000  to 
60,000  finals,  each;  eye.,  grav.  ft  pump  to  res.;  res. 
loc.   at  Lakeville;   4  pump,  eng.,  cap.  day  20,000,* 

000  gals.;  mains,  c  L,  92^  m.,  4  to  20  in.  dii.; 
1,007  hyd.;  716  v.;  met,  2,988;  6,400  serv.;  pipe, 
cem.  lined  ft  c  L,  tin  lined;  pres.,  dom.  70  lbs., 
f.  100  lbs.;  cons,  day,  2,867,747  gals.;  cost  H.- 
461,020;  cost  mtce,  $40,000;  wks.  owned  by  dtv. 

TEMPLETON,  p.  8,756;  f.  area,  2,000  a.;  mere 
bldgs.,  bk.  ft  wd.,  1%  to  3  stor.;  priv.,  bk.  ft  wd., 
1%  to  2H  stor.;  wd.  rfs.  perm,  in  f.  area;  fwkx 
ft  combt  ord.;  causes  of  f.  Inv.  F.  dept — 2  str., 
4  hand  eng.,  6  c  hand  ex.,  1  h.  ft  1.  trk.,  2  hose 
wag.,  4  hose  car.;  hose,  cot,  rub.  lined,  gd.,  5,40C 
ft;  inf.,  1,000  ft.;  tot  hose,  6.400  ft;  f.  al..  bell 
ft  wh.,  8  bx.;  vaL  equip.,  $12,500;  val.  bldgs.. 
$6,000;  exp.  dept,  $8,800;  tot  mem.  156,  pd.  part 
time  ft  VOL 

Water  Supply — Src,  riv.  ft  wells. 

TEWKSBUf^Y,  p.  8,750;  f.  area,  1.200  a.  F. 
dept — 1  hose  wag.,  ladders,  ftc;  80  hiuid  ex.;  vsL 
equip..  $^1,600;  exp.  dept.,  $200  to  $800;  vol. 

Water  Supply — No  wks. 

THREE   RIVERS,    p.    2.500;    f.    sres,    1   sq.  m. 

mere  bldgs.,  wd.,  2  stor.;  priv.,  wd.,  IH  &  * 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;   causes  of  f.   inv.     F.   dept — 1    h.   ft  L  tik., 

1  hoee  reel,  c.  hand  ex.,  8  nozzels,  ladders,  ropes, 
hand  ex.,  ftc:  hose,  cot,  rub.  lined,  gd.,  1.500 
ft;  f.  al.,  bell,  7  bx.;  val.  equip.,  $6,500;  toe 
mem.,  18,  pd.  part  time 

Water  Supply — Src,  riv.,  1  m.  bus.  cent;  syn^ 
pump  to  res.;  res.  cap.,  1,000,000  gals.;  S  innip. 
eng.;  cap.  min.,  2.000  gals.;  mains,   1  m.;  pres.  1 

00  to  125  lbs.;  wks.  owned  by  Co.  ft  city. 

TOPSFIELD,  p.  1,150;  mere  bldcsL.  wd..  2  k 
8  stor.;  priv.,  wd.,  2  stor.:  wd.  rfs.  perm,  la  1 
area;  fwks.  ord.;  causes  of  f.  inv.  F.  dept — S 
e  hand  ex.,  1  h.  ft  L  trk.;  f.  sL,  bell;  raL  equip.. 
$1,600;  val.  bldgs.,  $860;  exp.  dept,  $150;  tot 
mem.  8,  pd.  part  time. 

Water  Supply — Src,  wells  ft  riv. 

TOWNSEND,  p.  1,772.     F.  dept — 2  str.,  1  hand 

eng.,   54   e  hand  ex.,   2  hose  csr.;   hose,  cot,  rafc. 
lined,  gd.,  2,600  ft;  exp.  dept,  $1,000;  tot 
60  voL 

Water  Supply — Src,  riv.,  in  bus.  cent;  rei 
15,000  gals.:  pump,  eng.,  cap.  day,  360,000  gals.' 
wks.  owned  by  private  uo. 

TURNER'S   FALLS,  p.    5.500;   f.   area,   640  a.; 

bldgs..  bk.  ft  wd.,  1,  2  ft  8  stor.;  wd.  rfs.  pens.; 
no  fwKs.  ft  combt  ord.     F.  dept — 1  h.  ft  L  trfc^ 

1  comb,  c  ft  h.  wag.,  4  hose  carts;  hose,  eot,  rsL 
lined,  gd.,  8,800  ft;  f.  al.,  elec,  16  bx.;  ezp.  dept. 
$1,200;  tot  mem.  ^5,  pd.  part  time 

Water  Supply — Src,  lake,  6  m.  bus.  coit;  Qt^ 
pump  to  res.;  res.  cap.,  1,270,000  gals.,  loc  at 
Wills  Hill  in  Montague;  2  pump,  eng.,  cap.  day  3<* 
000,000  gals.;  mains,  e  i.,  15  m.,  2  to  16  in.  dia.: 
86  hyd.;  132  v.;  met,  82;  567  serv.;  pipe.  galv.  i.: 
pres.,  dom.  50  to  186  lbs.,  f.  60  to  186  lbs.;  eoas. 
day,  618,004  gals.;  cost  $149,760;  cost  mtce.. 
$6,688;  wks.  owned  by  f.  district 

UPTON,  p.  2,000;  f.  area,  8,200  a.;  mere  btdgs., 
wd.,  1%  stor.;  priv.,  wd.,  1%  stor.;  wd.  rfs.  pcra. 
in  f.  area;  fwks.  ft  combt  ord.;  causes  of  L  isv. 
F.  dept — 1  str.,  1  hand  eng.,  1  hose  wag..  6  c 
hand  ex.,  1  h.  ft  1.  trk.,  1  aer.  trk.,  1  hose  csr.,  6 
hrs.;  hose,  cot,  rub.  lined,  gd..  1,600  ft;  f.  sL. 
wh.  ft  bell,  6  bx.;  val.  equip.,  $2,000;  tsL  bMgs.. 
$2,500;  exp.  dept,  $844;  tot  mem.,  28.  pd.  part 
time. 

Water  S4ipply--6re,  spr.  ft  veils:  no 
sys. 


FIRE    DEPARTMENTS    AND    WATER    SUPPLY— MASSACHUSETTS. 


C-155 


UXBRIDGE,  p.  4,671;  mere  bldgs.,  bk.  Ac  wd.,  S 
etoT.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  ord.;  causes  of  f.  in  v.  F.  dept. — 2  hand  eng., 
1  c.  eng.,  14  c.  hand  ex.,  1  h.  ft  1.  trk.,  7  hose  car.; 
hose,  cot.,  nib.  lined,  gd.,  3,000  ft.:  inf.,  100  ft.; 
tot.  hose,  8,100  ft;  f.  aL,  wh.;  val.  bldgs.,  $2,500; 
exp.  dept.,  91,400;  tot.  mem.  68,  pd.  part  time. 

Water  Supply— --Src,  spr.,  Ih^  m.  bus.  cent; 
syB.,  srav.  ft  pump  to  res.;  res.  cap.,  900,000 
nls.;  loc.  on  hill;  2  pump,  eng.,  class,  trip.;  cap. 
day,  900.000  gals.*  mains,  c.  i.,  12  1-5  m.,  6  to 
12  in.  dia.;  130  hyd.;  119  v.;  met,  866;  423 
een-.;  pres.,  f.  60  to  128  lbs.;  cons.  day.  210.000 
^Is.;  cost,  $130,500;  cost  mtce.,  $5,841;  wks. 
owned  by  city. 

VINEYARD  HAVEN,  p.  806;  f.  area,  150  a.; 
mere  bldgs.,  wd.,  2  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  perm.  F.  dept. — 2  h.  ft  1.  trk.,  8  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  1,600  ft;  f.  al., 
bells;  val.  equip.,  $1,600;  exp.  dept,  $160;  tot 
mem.,  52  vol. 

Water  Supply — Src,  spr.;  sys.,  pump  to  stdp.; 
stdp.  cap.,  117,500  gala.;  dim.,  20  x  50;  2  pump, 
eng.,  class  comp.  cond.,  cap.  day  2,000,000  gals.; 
mains,  c.  i.,  9^  m.,  4  to  •14  in.  dia.;  45  hyd.;  100 
v.:  m^t..  4;  450  serv.;  pipe,  lead  ft  galv.  i.;  pres., 
dom.  40  lbs.;  f.  40  to  80  lbs.;  cost,  $100,000;  cost 
mtce.,  $2,500;  wks.  owned  by  city. 

WAKEFIELD,  p.  11,404;  f.  area,  4,000  a.;  mere 
bldgs.,  wd.  ft  bk.,  1  to  5  stor.;  priv..  wd.,  2  to  8 
stor.;  wd.  rfs.  perm,  in  f.  area;  fides,  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  comb,  hose 
wag.,  2  8tr.,  12  c.  hand  ex..  1  h.  ft  1.  trk.,  2  hose 
wag.,  1  auto.  comb,  c  ft  h.  wag.,  1  auto,  triple 
comb.    pump,   eng.,    8   hrs.;    hose,    cot.,   rub.    lined, 

fd.,  6,000  ft;  inf..  2,000  ft;  tot  hose,  8,000  ft; 
al.,  elec,  46  bx.;  vaL  equip.,  $28,000;  vaL 
bldgs.,  $27,000;  exp.  dept,  $12,000;  tot  mem.  62, 
pd.  full  time  6,  pd.  part  time  46. 

Water  Supply — Src,  lake,  1  m.  bus.  cent;  sys., 
pump  to  stdp.  ft  dir.:  stdp.  cap.,  565,000  gals.; 
dim.,  40  X  62;  mat,  iron;  2  pump,  eng.,  cap.  day 
8,800,000  gals.;  mains,  cem.  lined  ft  iron,  47 
m.,  2  to  16  in.  dia.;  143  hyd.;  met,  1,800;  2,800 
serv.;  pipe,  iron  ft  lead;  pres.,  dom.  87  lbs.,  f.  87 
lbs.;  cons,  day,  656,919  gals.;  cost  $285,000; 
cost  mtce.,  $14,600;  wks.  owned  by  town. 

WALPOLE,  p.  4,892;  f.  area,  4,480  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept — 1  hand  eng.,  12  c  hand  ex., 
2  h.  ft  1.  trk.,  3  hose  wag.,  2  nose  reels,  4  hrs.; 
hoee,  cot,  rub.  lined,  gd.,  8,600  ft;  inf.,  500  ft; 
tot  hose,  4,000  ft;  f.  al.,  bell  ft  wh.,  45  bx.; 
val.  equip.,  $4,500;  val.  bldgs.,  $15,000;  exp. 
dept,  $3,500;  tot  mem.,  50,  pd.  part  time. 

Water  Supply — Src,  wells,  1%  m.  bus.  cent; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  760,000 
gals.;  dim.,  40  x  45,  25  x  45,  20  x  86;  mat,  stl.; 
2  pump,   eng.,  class,  comp.  dup.;  cap.  day,  1,500,- 

000  Rals.;  mains,  c  i.,  29.44  m.,  6  to  12  in.  dia.; 
219  hyd.;  115  v.;  met,  700;  1.025  serv.;  pipe, 
cement  lined;  pres.,  dom.  ft  f.  75  lbs.;  cons,  day, 
564,187  gals.;  cost,  $180,000;  cost  mtce.,  $5,000; 
wks.   owned  by  town. 

WALTHAM,  p.  27,884;  f.  area,  7,664  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  to  6  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 2  str.,  1  c  eng.,  18 
c  hand  ex.,  1  h.  ft  L  trk.,  1  aer.  trk.,  8  hose  wag., 

1  hoee  car.,  1  comb,  c  ft  h.  wag.,  1  comb.  h.  ft  c 
auto.,  1  diiefs  auto.,  23  hrs.;  hoee,  cot,  rub. 
lined,  grd.,  11,000  ft;  rub.,  gd.,  800  ft;  tot  hose, 
11,300  ft;  f.  al.,  Qamewell,  89  bx.;  val.  equip., 
$35,000;  val.  bldgs.,  t65,000;  exp.  dept,  $28,000; 
tot   mem.   79,  pd.  full  time  19,  pd.  part  time  40. 

Water  Supply — Src,  wells,  1^  m.  bus.  cent; 
•78.,  pump  to  res.  ft  dir.;  2  res.,  cap.  6,000,000  ft 
2,000,000  gals.;  4  pump,  eng.,  cap.  day  12,500,- 
000  er^la.;  mains,  c  L,  54  m.,  4  to  24  in.  dia.; 
474  hyd.;  86  v.;  met,  800;  8,976  serv.;  pipe,  wrt. 
i.;  pres..  dom.  60  lbs.,  f.  86  to  90  lbs.;  cons,  day, 
2.265,576  gals.;  cost,  $796,000;  cost  mtce.,  $80,- 
000;    ivks.  owned  by  city. 

WARE,  p.  8,774;  mere  bldgs.,  bk.,  2  ft  8  stor.; 
priv.,  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
ord.;  causes  of  f.  Inv.  F.  dept — 1  str.,  1  hand 
eng.,  1  c.  eng.,  2  c  hand  ex.,  1  h.  ft  L  trk.,  1  aer. 
trk.,  7  hose  car.,  1  auto.  comb,  c  ft  h.  wag.,  4 
hiB.;  hose,  cot,  rub.  lined,  gd..  4,500  ft;  f.  aL, 
Qamewell,  19  bx.;  vaL  equip.,  $1,200;  vaL  bldgs., 
$800;  exp.  dept,  $6,600;  tot  mem.,  120  voL 


Water  Supply — Src,  well;  sys.,  pump  to  res.; 
res.  cap.,  1,557,668  gals.;  2  pump,  eng.,  class 
comp.  dup.,  cap.  day  1,500,000  gals.;  mains,  12.87 
m.,  4  to  12  in.  dia.;  125  hyd.;  134  v.;  met,  778; 
903  serv.;  pipe,  wrt.  i.;  pres.,  dom.  40  lbs.,  f.  36 
to  100  lbs.;  cons,  day,  409,514  gals.;  cost,  $187,- 
843;   cost  mtce.   $9,975;  wks.  owned  by  town. 

WAREHAM,  p.  4,102.  F.  dept — 1  h.  ft  1.  trk,, 
8  hose  carts,  3  hand  ex.;  f.  al.,  wh.,  15  bx.;  exp. 
dept.,  $550;  tot.  mem.,  48  vol. 

Water  Supply — Src,  wells,  2  m.  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  dim.,  20  x  100  ft;  mat,  stL; 
2  pump,  eng.;  c.  i.  mains,  4  to  10  in.  dia.;  86 
hyd.:  met,  75;  220  serv.;  pipe,  wrt  L;  pres.,  dom. 
60  lbs.,  f.  60  lbs.;  cost,  $59,000;  wks.  owned  by 
city. 

WARREN,  Worcester  Co.,  p.  4,188:  mere  bldgs., 
bk.  ft  wd.,  8  ft  4  stor.;  priv.,  wd.,  2H  stor.;  wd. 
rfs.  perm.  F.  dept. — 2  str.,  1  hand  eng.,  24  c. 
hand  ex.,  2  h.  ft  L  trk.,  2  hose  wag.,  4  nose  car.; 
hose,  cot,  rub.  lined,  gd.,  5,000  ft;  inf.,  1,000 
ft;  tot.  hose,  6,000  ft;  f.  al.,  Qamewell,  18  bx.; 
vaL  equip.,  $11,800;  val.  bldgs.,  $6,000;  exp.  dept, 
$2,900;   tot.   mem.   66,  pd.  part  time 

No  water  supply. 

WATERTOWN.  p.  12,875;  f.  area,  2,051  a.; 
mere  bldgs.,  bk.  ft  wd.,  8  to  6  stor.;  priv.,  wd.  ft 
cem.,  2V^  stor.;  wd.  rfs.  perm.;  causes  of  f.  inv. 
F.  dept. — 1  co^b.  trk.,  1  auto.  comb,  e  ft  hose 
wag.,  1  supply  wag.,  1  str.,  1  hose  wag.,  8  hn.; 
hose,  cot,  rub.  lined,  ^.,  8,700  ft;  e,  400  ft:  inf., 
1,350  ft;  tot  hose,  a,450  ft;  f.  aL,  Gamewell,  46 
bx.;  vaL  equip.,  $23,900;  vaL  bldgs..  $48,600; 
exp.  dept,  $17,000;  tot  mem.  28,  pd.  full  time  8, 
pd.  part  time  20. 

Water  Supply— ^Src,  metropolitan;  sys.,  dir.  pres.; 
mains,  cem.  &  c  i.,  45.25  m.,  2  to  16  in.  dia.; 
366  hyd.;  551  v.;  2,481  met;  2,578  serv.;  pipe, 
c.  i.;  pres.,  dom.  40  lbs.,  f.  100  lbs.;  cons,  day, 
868.500  gals.;  cost,  $568,711;  cost  mtce, 
$34,863;    wks.    owned    by    city. 

WAVERLY,  p.    4,500;  part  of   Belmont 

WAYLAND,  p.  2,220;  mere  bldgs.,  wd.,  2  stor.; 
priv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  no  fwks.  ft 
combt  ord.  F.  dept — 2  e  hand  ex.,  1  h.  ft  L 
trk.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,600 
ft;  leather,  gd.,  600  ft;  tot  hose,  2,100  ft;  t 
aL,  elec,  9  bx.;  vaL  equip.,  $3,000;  vaL  bldgs., 
$2,000;  exp.  dept,  $400;  tot  mem.,  48  voL 

Water  Supply-^re  not  stated;  sye,  grav.  ft 
pump  dir.:  mains,  5  m.,  4  to  10  in.  dia.;  88  hyd.; 
12  v.;  pres.,  f.  88  lbs.;  cost,  $29,000;  cost  mtce, 
$800;  wks.  owned  by  Go. 

WEBSTER,  p.  11,509;  f.  area,  8,000  a.:  mere 
bldgs.,  bk.  ft  wd.,  2  to  4  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  combt  ord.;  causes  of  f. 
inv.  F.  dept — 1  str.,  19  c  hand  ex.,  1  h.  ft  1. 
trk.,  2  hose  wag.,  1  auto.  comb,  c  ft  h.  wag..  2 
hose  car.,  6  hrs.;  hose,  cot.  rub.  lined,  gd.,  6,000 
ft:  f.  aL,  elec,  25  bx.;  val.  equip.,  $14,225;  vaL 
blags.,  $15,000;  exp.  dept,  $4,700;  tot  mem.,  66. 

Water  Supply — Src,  spr.  ft  wells,  %  m.  bus. 
cent;  sys.,  pump  to  stdp.:  stdp.  cap.,  600,000  gale; 
dim.,  80  X  100;  mat,  iron;  2  pump,  eng.,  class 
comp.  dup.,  cap.  day  2,040,000  gals.;  mains,  e  L, 
22  m.,  4  to  16  in.  dia.;  177  hyd.;  100  v.;  met,  708; 
1,185  serv.;  pipe,  galv.  L;  pres.,  dom.  65  to  110 
lbs.,  f.  65  to  110  lbs.;  cons,  day,  478,247  gals.; 
cost,  $203,900;  cost  mtce.,  $9,625;  wks.  owned 
by  town. 

WELLESLEY,  p.,  5.418;  f.  area,  7,500  a.;  mere 
bldgs.,  bk.,  stn.  ft  wd.,  2  H  to  3  stor.;  priv.,  bk., 
stn.  ft  wd.,  1  to  3  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  ft  combt.  ord.:  causes  of  f.  inv.  F.  dept. — 
1  auto.  comb.  c.  ft  h.  wag.,  1  comb,  c  ft  h.  wag., 
1  h.  ft  1.  trk.,  15  c.  hand  ex.,  3  hose  wag.,  1  hoee 
reel,  6  hrs.;  hose,  cot,  rub.  lined,  gd.,  4.500  ft; 
f.  aL.  Gamewell,  34  bx.;  vaL  equip.,  $15,000;  val. 
bldgs.,  $30,000;  exp.  dept,  $8,500;  tot  mem., 
28,  pd.  full  time  3,  25  vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  ree  ft 
dir.;  res.  cap.,  1,969,000  gals.;  pump,  eng.,  cap. 
day  1,000,000  gals.;  mains,  39  m.,  4  to  12  m.  dia.; 
354  hyd.;  303  v.;  met,  888;  1,247  serv.;  pipe, 
viTt  L;  pres.,  dom.  40  Ibe,  f.  85  to  120  lbs.; 
cons,  day,  354,000  gals.;  cost,  $401,886;  cost 
mtce,  $6,488;  wks.  owned  by  town. 

WELLFLEET,  p.  968.     F.  dept— 1  h.  ft  L  trk. 

WEMHAM,  p.  900.  F.  dept — 1  hand  eng.,  25 
e  ex.;  tot  mem.  86,  pd.  part  time;  uidre  rating, 
fourth  class. 
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WESTBOROUOH.  p.  t.Uf.  '■  u*>,  IMOO  a.; 
mere,  bldgn.,  bk,  ft  wd.,  1  to  4  ttor.;  prii.,  wd.. 
lU  ■tor.;  wd.  rla.  pens.;  Ivkt.  k  combt.  ord.; 
ciian  ol  f.  IDV.     F.   d«pt.— 1  ilr.,   4  c  hud  «., 

rub.'    lliwd.    ird..    3,000    IL;    iol.,     I.SDO    tt;     tot.' 
ho«,    4,200    It.i    f.   ti.,   bell   A   nh..    11    bi.;    iiL 

Hu^.,  18,891;  vil.  bIdgL,  118,000;  up.  dcpt., 
.fiiS;    tot.   mem.   SO,   pd.   put  time. 

Wit*r  Supply — Src,  pond,  2  m.  biu.  cent;  ayt.. 
rn'.:  ttL  cip.,  200,000,000  ill*.,  loc  aantheut 
town:  miioa,  [ran.  It  m.,  4  to  10  In.  dU.:  101  hfd.; 
ID!  v.;  met.,  040;  ISO  lerr.;  pipe,  irao;  pm., 
dom.  00  !b>..  t.  60  Ibn  eort,  1142,000;  oott  mtce., 
fl.OOO;  nka.  owned  hj  town. 

WEST  B0YL8T0H,  p.  l.BTl:  mere.  bidn-.  i^- 
-     -  -  •       ■     n*.,  2  h.  ft  t  trk.,   1  hoae  ear.. 


137  ban 


supply. 


WE6T  BROOKFIELO,  p. 

mere  bldga.,  wd.,  2  to  4  a 


Iwka.  ft  combt.  ord.; 
-1  itr..  1  bwid  eng.,  B 
t  hoM  ear.;  hoae,  cot.. 


rob.  lined,  gd..   1 

SOO  ft;  lot  boae,  .>..,.-.  .,. 

16,800;   val.   bldp...    JfiO'i;  em. 
Pltm.  38,  pd.  part  ILmc  S",  loL  i 

W»lat  Supply— Src,  brook*.   1 
■ft.,    fn>;    maina,    Imii,  lead   « 
«"■;    pip*,    iran,    lead    ft    «in.;    waa.    ownea    I 
town   ft  Co. 

WESTFIELD,  p.  18,0(4;  I.  aiea,  S.OOO  a.;  mei 
bldga.,   atn.,   bV.   ft   wd..    2   to    6   ator.;  pri*.,   ati 

Ltrk.,*  '■- 


ir.-,  wd.  1 


m.;    S   byd,; 


wag.. 


1-80,  pd,l 

vAtar  Supply— ^art,  brooka,  8  t  8  m.  boa.  cent, 
■n.  erev.;  r«s.  cap.,  180,000,000  gala.;  maina,  ( 
L  48  m  .  1  to  20  in.  diL;  ISG  hydl;  pree.,  I.  12i 
Iba.;  coit,  tS2S,0OD;  coat  mtcc.,  t*.EO0;  wki 
owned  by  town. 

WESTFORD,  p.  S.TOO;  I.  net.  18,000  a.;  mere 


.,  bk.. 


1   t.    ana; 


hou  Pfela,  on  ■>■""  ■=-.,  "™-,  — :•":  v:'~"l  "I' 
2.800  It.;  inf..  200  ft,;  tot.  how.  S.OOO  (t;  f  al.. 
Ml  ft  telp.;  val.  equip..  14.300;  val.  bldgs., 
13.800;  mp.  dept.,  |80O;  tot.  mem.,  40,  pd.  pari 

WaUf  Supply — Src.,  wella,  1  m.  bnj.  ceo^;  m., 
pump;  1  pump,  eng.;  50  hyd.;  pre^.  dtm.,  80  lb*., 
I.  BO  Iba.:  coal.  •So.OOO;  wk*.  owned  bj  pHt.  Co. 

WE8TM1MSTER,  p.  1,840:  f.  aiea,  2,200  ^; 
Mdga.,  Bin.,  bk.  ft  wd.,  2  ator.:  wd.  rfi.  perm.     r. 


$700; 

Water  Supply— Src..  apr,; 
20,000  gala.;  maina,  1  m., 
prea..  f.  30  Ibt;  coat.  fS.OOO 

WEST   MEWBURY.  p.   1.4 


d  by  Co. 


lerc  bidgs..  wd., 
priv.,  wo..  1  aiur.i  wd.  tfl.  perm.; 
lVk».'"ft  "combL  ord.;  ">^^'''„';  .'l,''o„'";^f'';:S' 
\ia^'' gA.,' S,1S0  'tC':  fill.,  1,1S0  fti'tot  'hOK, 
3  900  fl.;  I.  «1.,  bell  ft  telp.:  val.  equip..  »2,500; 
tal.  bIdgB.,  |I,7S0;  eip.  depl.,  1272.38;  tot.  mem.. 

"ft^laf   Supply— Src,   Ht.    ft   welia;    8    ««..    cap. 
!BS,004    salt.  each. 

WESTON.  UiddleMi  Co..  p.  2.0*4;  mere,  bldgs.. 
(wlia.  ft   conibt   oci.     F."  dept. — i   h.  ft  'v '^■'  .* 

wdTl^OO  ft.Vf.  ^-i  Oamei'ell,  20  bx,;  val  equip.l 
|S.S0fl!  val.  bldp.,  IIO.OOO;  eip.  dept.,  12,300; 
tot.  mem.,  48  vol 

Walar   Supply— Src,   wella,    1«    m     but    cent.; 


WEST  SPHIH_. , 

a.;  mere  bidga.,  wd..  3  ci 
wd.  rta,   perm.;   fwka.   t 


;  prtv.,  *±,t'A  1 


t.  dept— 'l 
«  .-..».,  -  t.  ..-uu  5*.,  «  u.  a  J.  M».,  *  aq^ly  wit, 
1  hoae  wag.,  4  hot*  car.,  reela,  *c,  1  bra.;  bOK, 
cot.,  rub.  lined,  gd.,  S,GOO  ft;  rub.,  nL.  ISO 
It;  Int.,  400  ft;  lot  boae,  3,130  ft;  L  IL. 
Qamewell,  22  hi.;  vaL  equip..  110,000;  nL  bldga, 
til, 300;  exp.  dept,  (4,000;  tot  mem.  88,  pd. 
part  time  48,  lol.  12. 

Watar  Supply — Src.,  brook;  aya.,  giat.  ft  pnnia 
to  re*.;  I  pump,  eng.,  cap.  day  1,000,000  ga^; 
main*,  40  m.;  121  byd.;  1,800  aerr.;  pn.,  dm. 
IS  Iba.,  f.  RE  Iba.;  ooat,  1115,000;  wki.  owaid 
by  town. 

WEST  STOCKBRIoaE,  p.  l.Otl;  DO  t.  dcpt 

Watar    Supply — Src,    wella    ft    apr.,    1    m.   bv. 

"*  ■   "- —    cap.,    4.000   ft   8,000  gala.; 


cent;   m.,  grai.; 

pip*,  galv.  L;  prei 

wk*.  owned  t?  On. 

WESTWOOD,  p. 


I.  110  lb*.;   ca*t,  tl.OIW; 


WaUr   Supply— Src 

gala.    each. 

WEYMOUTH,  p.  11,883;  f.  ar**,  ll.OOi 
bldjt*..  wd.,  I  ft  3  ator.;  priv.,  wi,  114 
wd.  rf*.  perm,;  twka.  ft  combt  onL;  ei 
not  Inv.  P.  dept — 1  ati.,  1  c.  eog..  10  c 
4  b.  ft  L  trk..  7  boae  wag.,  l  auto,  c 
h.  wag.;  be**,  cot,  rub.  UdhL  gd.,  1 
laf.,  300  rt;  tot  hoae.  10,800  tL:  I. 
well,  40  bi.;  vaL  equip.,  tl4,006;  v 
•12,000;    np.   dept,   87,000;   tot   men. 

Witar  Supply — Sr«.,  pond;   aya.,   grav. 
atdp.    ft  dir.;   atdp.   cm.,   7""  "" 
eog.,  cap.  day.  3,000,000  g 


.    wag.,  ^ 

iiTt.,  ti,3«ei 


a«r».;  pipe,  ,™uj  p 
ooat,  {got, 853.88; 
owned  by  town. 

WHITINSVILLE,   p.   4,01 
wd..   Hi    to  4  ator.;  prtr., 

1    h.    di    1.    ti-i.,    S    boae 
gd..     1,000    ft:    f.    al 
il.OOO:  tot.  mem.,  fit 
Walor   Supply— Src. 

gala.;     1*    pump.    eng. 
m''lb"*c^''d'*'  ' 


);  mere  bids*.,  bk.  1 
wd..  1 14  ft  114  .tor.; 
imbt  ord.  F.  den.— 
«■.;    home,    cot,    fto«l. 


0  gal..; 


7,S»I;  mere  bidg*.,  bk.  ft  >d, 
wd.,  8  Blor;  wd.  rl*.  perm.  Id  L 
nbt   ord.;    caua**    ol   I   U>.     T. 

rag.,  10  hn.;  hoae.  cot.  nib,  Ijaed,  id., 
ft;  inf.,  800  ft;  lot  hose,  0.300  ft;  t 
imewetl.  33  bi.;  vaL  equip.,  )3.000;  nL 
(23. SOO;    eip.    dept.    88.005;    tot    ara^ 

ir  Supply — Src,  lake,  0  m.  boa.  cent;  aya., 
D  ildp.;  atdp.  cap.,  140,000  gala.;  diaL.  t* 
mat,  iron;   1  pomp,  eng,,  cap.  da;  l,>Ot,- 


L  day,  178.000  gaU.;  i 


8.518; 


WILLIAMSBURO,    p.     1,048:    t    am,    100   a; 

mere,  bldga..  bk.  ft  wd.,  214  ator.;  priv.,  id..  1 
ator.;  wd.  rfa.  perm.  In  f.  area;  fwta.  ft  touM. 
ord.;  cauaea  of  f.  Inv.  F.  dept — t  band  rag,  1 
c  eng..  2  c.  band  ex.,  4  hoce  cu.;  hoat^  cat, 
rub.  lined,  gd.,  1,400  ft;  Inf.,  700  ft:  tot  bne. 
2.100  ft;  t.  al.,  bell;  val,  eqtdpL,  11,500;  nL 
bldgl.,    tl.OOO;    eip.    dept,    t350;    tot    mem.   t«. 

Watar    Supply — Src,   brook,    IH    to  1    iL  b« 

cent;  sya.,  giav.;  rea.  cap..  9,701.330  gait:  maias 
Iron,  4  to  S  In.  dia.;  57  hyd.;   SO  v.;  1  mn.^  :s> 
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wd.,  t  «tor.;  wd.  rfi.  pemu  in  f.  area;  fwka.  ord.; 
causes  of  f.  inv.  F.  dept. — 4  c.  hand  ex.,  1  b.  4k 
1.  trk.,  4  hose  casr.;  hose,  cot.,  rub.  lined,  gd.,  t,» 
800  ft;  f.  al.,  elec,  18  bx.;  val.  eauip.,  f 5,000; 
cxp.  dept.,  16,000;  tot.  mem.,  88  toL 
Water  Supply — Src,  spr.,  8  m.  bus.  cent;  sjs.. 


grtv.;  res.  cap.,  14,600,000  gala.,  loc  foot  of  lit 
Williama;  maina,  iron,  10  m.,  2  to  10  in.  dia.;  06 
h7d.;  60  v.;  pipe,  iron;  prea.,  dom.  100  Iba.,  f. 
166  Iba.;  wka.  owned  by  Co, 

WILMINGTON,  p.  1,000:  f.  area,  6  aq.  m.  F. 
dept — 2  hose  wag.,  2  comb,  hand  tuba,  6  c.  band 
ex.,  2  hn.;  hose,  cot,  rub.  lined,  gd.,  2,000  ft; 
f.  al.,  telp.;  val.  equip.,  |8,600;  val.  bldgs., 
$1,500;  exp.  dept,  |1,000;  tot  mem.,  80  vol. 

No  waterworka. 

WINCHENDON,  p.  6,678;  f.  area,  2H  aq.  m.: 
mere,  bldgs.,  bk.  k  wd.,  1  to  8  stor.;  piiv..  wd.,  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  k  oombt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  str.,  1  auto.  comb.  c. 
k  h.  wag.,  20  c.  hand  ex..  1  h.  a  1.  trk.,  1  comb. 
e.  k  h.  wag..  2  hand  reels,  2  hose  wag..  8  hra.; 
hose,  cot,  rub.  lined,  gd.,  6,000  ft;  f.  at,  bell  k 


wh.,     SO    bx.;    val.    equip.,    |14,660;    val.    bldgs., 
16,600;    e 
part  time. 


16,600;    exp.    dept 


equip.,    i 
.    14,600; 


tot    mem.    40,    pd. 


Water  Supply — Src,  wells,  2  m.  bua.  cent;  ays., 

{>ump  to  res.;  res.  cap.,  600,000  gals.,  loc.  Ben- 
amin  hill;  2  pump,  eng.,  claaa  oomp.  dup.,  cap. 
day  2,600,000  gala.;  muns,  c.  L,  28.82  m.,  2  to 
14  In.  dia.;  178  hyd.;  281  v.;  met,  776;  027  serv.; 
pipe,  wrt  L;  pres.,  dom.  40  to  168  lbs.,  f.  00  to 
140  lbs.;  cons,  day,  106,978  gala.;  cost,  |180,- 
906;  cost  mtce.,  1 10,60 6;  wks.  owned  by  town. 

WINCHESTER,  p.  9,800;  f.  area.  1,600  a.; 
mere,  bldgs.,  bk.  k  wd.,  1  to  6  stor.;  priv.,  bk.  k 
wd.,  2)6  stor.;  wd.  ifs.  not  perm;  fwka.  ord.; 
causes  of  f.  inv.  F.  dept — 1  str.,  8  c  hand  ex., 
1  h.  ft  1.  trk.,  2  hoae  wag..  1  auto.  comb.  c.  Jt  h. 
wag.,  8  hrs.;  hose,  cot,  rub.  lined,  gd.,  6,000  ft; 
f.  al.,  elec,  41  bx.;  val.  equip.,  |14,000;  val.  bldgs., 
14,000;  exp.  dept,  1 11,600;  tot  mem.  82,  pd. 
full  time  6,  pd.  part  time  24,  vol.   2. 

Water  Supply---Src.,  surface  water;  sys.,  grav., 
pump  to  stdp.;  stdp.  cap.,  200,000  gala.;  mat, 
stL;  stdp.  cap.,  400,000  gals.;  mat,  cem.,  loc 
on  west  side  of  town;  res.  cap.,  898,000,000  gala.; 
pump,  eng.,  claaa  dup.,  cap.  day  2,000,000  gala.; 
mains,  c.  L,  86  m.,  2  to  24  in.  dia.:  800  nyd.; 
406  v.:  met,  880;  1,800  serv.;  pipe,  lead,  iron  k 
cem.  lined;  pres.,  dom.  86  to  60  lbs.,  f.  85  to  60 
lbs.;  cost,  $572,871;  cost  mtce.,  $6,750;  wks. 
owned  by  town. 

WINTHROP,  p.  10,182;  f.  area;  900  a.:  mere, 
bldgs.,  wd.  k  bk.,  1  to  4  stor.;  priv.,  wd.,  2Vi  stor.; 
wd.  rfs.  perm.;  cauaea  of  f.  inv.  F.  dept. — 1  c. 
eng.,  10  c.  hand  ex.,  2  hose  wag.,  1  auto.  comb. 
h.  ft  1.  trk.,  1  chiefs  auto.,  1  comb.  c.  k  1.  trk., 
9  hrs.;  hoae,  cot,  rub.  lined,  gd.,  8,600  ft;  f.  al., 
beU,  47  bx.:  vaL  equip.,  $14,600;  vaL  bldga.,  $80.- 
000;  exp.  dept.,  $14,000;  tot.  mem.  47,  pd.  full 
time  8,  pd.  part  time  1,  vol.  88. 

Water  Supply— Src  Metropolitan  Water  Co.; 
ays.,  grav.;  maina.  81.80  m.,  4  to  12  in.  dia.;  241 
hyd.;  668  v.;  2,681  aerv.;  pres.,  f.  76  lbs.;  wka. 
owned  by  town. 


WOBURN,  p.  16,808;  f.  area,  7,686  a.;  mere, 
bldgs.,  stn..  bk.  ft  wd.,  1  to  4  stor.;  priv.,  bk.  ft 
wd.,  1  to  8  stor.;  wd.  rfs.  perm,  in  f.  area;  fwka. 
ft  oombt  ord.;  causes  of  f.  inv.  F.  dept — 1  str., 
0  c  band  ex.,  1  h.  Jt  L  trk.,  6  hose  wag.,  1  ladder 
aled,  16  hrs.;  hose,  cot,  rub.  lined,  gd.,  6,000 
ft;  inf.,  8,760  ft;  tot  hose.  0,760  ft:  f.  al., 
Gamewell,  60  bx.;  val.  eouip.,  $88,028;  val.  bldgs., 
$22,000;  exp.  dept,  $17,680;  tot  mem.  65,  pd. 
full  time  5,  pd.  part  time  60. 

Water  Supply — Src,  wells,  IH  m.  bus.  cent; 
sya.,  dir.  pres. ;  res.  cap.,  5,000,000  gala. ;  8  pump, 
eng.,  cap.  day  9,000,000  gals.;  maina,  67.4  m.,  4 
to  14  in.  dia.;  897  hvd.:  492  v.;  met  102;  8,814 
serv.;  pipe,  galv.  i.  ft  lead;  prea.,  dom.  85  lbs.; 
cona.  day,  1,866,274  gals.;  cost,  $661,000;  cost 
mtce.,   $2,061;   wks.   owned  by  city. 

WORCESTER,  p.  146,986;  f.  area,  21,772  a.; 
mere  bldga.,  stn.  ft  bk.,  8  to  9  stor.;  priv.,  bk. 
ft  wd.,  8  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka. 
ord.;  causes  of  f.  inv.  F.  dept — 8  str.,  1  in  re- 
aerve,  2  c  eng.,  1  in  reaerve,  72  c  hand  ex.,  4  h. 
ft  L  trk.,  2  aer.  trk.,  1  in  reaerve,  17  hoae  wag.,  1 
in  reaerve,  1  supply  wag.,  2  exereiae  wag.,  18  h. 
ft  ladder  aleigha  m  reserve,  8  comb,  c  ft  h.  wag., 
6  chief'a  wag.  in  reaerve,  2  fuel  waff,  in  reserve, 
84  hrs.,  8  in  reserve;  hose,  cot.,  rub.  hned,  gd.,  85,- 
814  ft,  6,260  ft  in  reserve;  f.  al.,  bell  ft  wb.,  277 
bx.;  val.  equip.,  $204,680;  val.  bldgs.,  $417,918; 
exp.  dept,  $268,209:  tot  mem.  222,  pd.  full  tima 
190,  pd.  part  time  82. 

Water  Supply — Src,  brooka,  6  to  8  m.  bua.  cent; 
aya.,  grav.;  res.  cap.,  2,560,000,000  gala.,  loc 
Leicester,  Paxton,  Holden:  maina,  c.  L;  268.037 
m.,  2  to  48  in.  dia.;  2,877  hyd.;  8,647  v.;  met, 
17,561;  18.271  aerv.;  pipe,  wrt.  stl.;  pres.,  dom. 
70  to  160  lbs.,  f.  70  to  150  lbs.;  cons,  day,  11,- 
116,698  gals.;  cost,  $5,760,100;  cost  mtce.,  $103,- 
253;  wks.  owned  by  city. 

WREMHAM,  p.  1,428:  f.  area,  1,160  a.;  mere 
bldgs.,  wd.,  8  stor.;  pnv.,  wd..  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwka.  ft  combt  ord.:  causes  of 
X.  inv.  F.  dept — 1  hand  eng.,  20  c  nand  ex.,  1 
h.  ft  L  trk.,  2  hoae  wag.,  2  hose  car.,  1  comb,  c  ft 
h.  wag.;  hoae,  cot,  rub.  lined,  gd.,  2,000  ft.;  f. 
al.,  wh.;  val.  equip.,  $8,000;  vaL  bldga.,  $2,000; 
tot  mem.,  70  vol. 

Water  Supply — Src,  9  driven  wells,  situated  1^ 
m.  bua.  cent;  sys.,  pump  to  stdp.;  stdp.  cap.,  265,- 
000  gals.;  dim.,  80  x  60  ft;  mat,  atL;  2  pumps, 
cap.  day,  720,000  gals.;  maina,  c  L,  6)6  m.,  6 
to  10  in.  dia.;  84  hyd.;  16  v.;  71  met:  serv.,  141; 
pipe,  galv.  i.;  prea.,  dom.  88  lbs.,  i.  106  lbs.; 
cons,  day,  44,000  gala.;  cost,  $60,000;  wks. 
owned  by  town. 

Places  with  a  population  of  1,000  or  more  having 
no  organized  fire  dept. — Acushnet,  Auburn,  Belling- 
ham,  Bourne,  Brimfleld,  Ca»n'er,  Charlemont,  Chat- 
ham, C'Urkitburg,  Dartmouth,  Dennis,  Dighton, 
Hard  wick,  Harwich,  Holden,  Lunenburg,  Newbury, 
Xorwcll,  Raynham,  Rehoboth,  (Ri»sell,  iRochester, 
Rowley,  Scituate,  Sutton,  Southampton,  Soulhwick, 
Stow,  Sudbury,  Swansea,  Tiebiny,  Wareham,  West 
Bridgewatcr,  Westport,  West  Stockbridge,  Wilbra- 
ham,  Yarmouth. 
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ADDISON,  p.  474.     F.  dept. — ^Ladders,  buckeU. 
Water  Supply — Src,  mill  pond. 

ADRIAN,  p.  10,768;  f.  area,  8,200  a.;  mere, 
hidgs.,  bk.  ft  wd.,  2  to  5  ator.;  priv.,  bk.  ft  wd., 
2  stor.;  wd.  rfa.  not  perm,  in  f.  area;  fwka.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2  str., 
1  in  reserve,  2  comb.  h.  ft  c  wag.,  1  hose  wag., 
8  hrs.;  hose,  cot.,  rub.  lined,  gd.,  6,000  ft;  rub., 
gd..  1,000  ft.;  inf.,  2,000  ft.;  tot  hose,  9,000 
ft,;  f.  aL,  elec,  26  bx.;  vaL  equip.,  $26,000; 
val.  bldgs.,  $16,000;  exp.  dept,  $8,600;  tot. 
mem.   26,  pd.  full  time  6,  pd.  part  time  21. 

Water  Supply — Src,  creek,  2^  m.  bus.  cent.; 
gym.,  pump  to  res.  ft  dlr.;  res.  cap.,  4,000.000 
gals.;  8  pump,  eng.,  claaa  hor.,  cap.  day  6.000,- 
000  gals.;  maina,  22  m.,  6  to  18  In.  dia.;  158 
hyd.;    wet.  428;  2,008  serv.;  pres.,  dom.  66  lbs.. 


f.     100    lbs.;    cons.    day.    1,288,000    gals.;     cost, 
$260,000;  cost  mtce.,  $7,800;  wks.  owned  by  Co. 

ALBION,  p.  6,888;  f.  area.  IH  m.;  mere  bldgs., 
stn.  ft  bk.,  1  to  4  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 1  h.  k  1.  trk.,  1  hose 
wag.,  1  hose  cart,  4  hra.;  hose,  cot.,  rub.  lined, 
ffd.,  4,600  ft;  f.  sL,  bell  ft  wh.;  vaL  equip., 
$8,500;  vaL  bldsa.,  $8,000;  exp.  dept,  $8,288; 
tot  mem.  20,  pd.  full  time  2,  pd.  part  time  1, 
vol.   17. 

Water  Supply — Src,  wells,  H  block  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  111,672  gals.; 
dim.,  12  X  182,  loc.  in  Washmgton  Park;  mat.. 
StL;  res.  cap.,  122,000  gals.,  loc.  at  station; 
2  pump,  eng.,  cap.  8,100  gals,  min.;  mains,  c  i., 
23  m.,   4   to   12   in.  dia.;   148  hyd.;    136  v.;   1,038 


^ 
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serv.;  pipe,  galv.  i.  &  lead;  pres..  dom.  76  lbs.",  f. 
76  lbs.;  cons,  day,  468.546  grals.;  cost,  1 100,000; 
cost  mtce^  |4,000;  vks.  owned  by  city. 

ALGONAC,  p.  1.204.  F.  dept. — 1  hand  pump, 
1  b.  jc  1.  trk.,  2  hose  carts;  hose,  1,600  ft;  tot. 
mem.,  85. 

Water  Supply — Src,  well;  ays.,  pump  to  stdp.; 
stdp.   cap.,   50,000  ^Is.;   1   pump,  eng.,  cap.   750,- 

000  gals,  day;  mams,  8^  m.,  4  to  8  in.  dia.; 
38  hyd. 

ALLEGAN,  p.  8,419;  f.  area,  100  a.;  mere, 
bldgs.,  wd.  &  bk.,  2  ft  8  stor.;  priv.,  wd.,  IH 
stor. ;  wd.  rfs.  not  perm.;  fwks.  &  combt.  ord.  F. 
dept. — 2   c.  hand  ex.,   1  h.  &  I.  trk.,  8  hose  car., 

1  hose  wag.;  hose,  cot.,  rub.  lined,  gd.,  2,000  ft.; 
inf.,  300  ft.;  tot.  hose.  8,200  ft.;  f.  al.,  bell  k 
wh.;  val.  equip.,  |4,000;  vaL  bldgs.,  $7,000; 
ezp.  dept.,   $700;  tot.  mem.,   66  toI. 

waUr  Supply — Src.,  well,  1  block  bus.  cent.; 
sys.,  pump  dir.;  pump,  eng.,  cap.  day  8,000,000 
gals.;  mains,  c.  i.,  11^  m.,  4  to  16  in.  dia.;  107 
hyd.;  78  v.;  20  met.;  850  serv.;  pipe,  wrt.  i.;  pree., 
dom.  60  lbs.,  f.  100  Ibe. ;  cons,  day,  7,500  gals.; 
cost,  $100,000;  cost  mtce.,  $2,600;  wks.  owned 
by  city. 

ALMA,  Gratiot  Co.,  p.  2,757;  mere,  bldgs.,  bk., 
1  to  8  stor.;  priv.,  stn.,  bk.  &;  wd.,  2  si  or.; 
wd.  rfs.  perm.;  no  fwks.  ft  combt.  ord.;  causes 
of  f.  inT.  F.  dept. — 1  h.  ft  L  trk.,  2  c.  band 
ex.,  1  hose  wag.,  2  hose  reels;  hose,  cot.,  rub. 
lin^d,  gpd..  4,000  ft.;  f.  al.,  macrnetic  b>'s. ;  val. 
equip.,  $8,b0'0;  val.  bldgs.,  $8,500;  exp.  dept., 
$1,500;  tot.  mem.   14,  pd.  part  time. 

Water  Supply  —  Src.,  riv.;  sys.,  pump  dlr.; 
pump,  eng.,  cap.  day  2.260,000  gals.:  mains,  7 
m.,  4  to  10  in.  dia.,  wa.  ft  iron;  89  hyd.;  met., 
875;  50  serr.;  pres.,  dom.  40  lbs.,  f.  100  lbs.: 
cost,  $20,000;  cost  mtce.,  $2,000;  wks.  owned 
by   Go. 

ALMONT,  p.  676;  f.  area,  400  a.;  mere,  bldgs., 
bk.  ft  wd.,  2  B*0T.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  band  eng.,  4  c.  band  ex.,  1  b.  ft  1.  trk., 
1  hose  wag.;  hose,  cot,  rub.  lined,  gd.,  6,400  ft.; 
f.  al.,  bell. 

Water  Supply — Sa-c,  wells,  %  m.  bus.  cent; 
sys.,  pump  to  res.;  res.  cap.,  69,800  gals.,  loc 
cor.  Main  st.  ft  Centennial  ave.;  1  pump,  en^., 
xip.,  10  hours  10.000  gals.;  mains,  wd.  ft  galv.  i., 
8  m.,  4  to  10  in.  dia.;  90  hyd.;  30  v.;  450  met:  50 
serv.;  pipe,  iron;  pres.,  dom.  45  lbs.,  f.  90  lbs.; 
cons,  day,  275,000  gals.;  cost,  $5,000;  oost  mtce. 
$100  to  $150;  wks.  owned  by  priv.  Ck). 

ALPENA,  p.  12,706;  mere,  bldgs.,  bk.,  1  to  8 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.  F. 
dept. — 2  str.,  2  c.  hand  ex.,  1  b.  ft  1.  trk.,  2 
comb.  b.  ft  c.  wag.,  1  hose  wag.,  1  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  6,600  ft.;  inf.,  1,000 
ft;  tot.  hose,  7,500  ft;  f.  al.,  automatic,  20  bx.; 
val.  equip.,  $12,000;  vaL  bldgs.,  $17,600;  exp. 
dept,  $13,000;  tot.  mem.  19,  pd.  full  time  10, 
pd.  part  time  9;  undrs.  rating,  second  class. 

Water  Supply — Src.,  lake,  1^  m.  bus.  cent.; 
8>'s.,   pumip,   dir.;    2    pump,   eng.,   oap.   day,    8,000,- 

000  gals.;  mains,  wd.  ft  L,  87  m.,  2  to  24  in.  dia.; 
243  hyd.;  3,310  serv.;  pipe,  lead;  pres.,  dom.  86 
lbs.,  f.  90  lbs.;  oons.  da}',  2,750,000  gals.; 
cost,  $250,000;  wks.  owned  by  city. 

ANN  ARBOR,  p.  14,817;  f.  area,  6  sq.  m.; 
mere,  bldgs.,  bk..  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.   not   perm.;    fwks.   ft   combt.    ord.      F.    dept— 

1  str.,  1  aer.  trk.,  1  comb.  c.  ft  h.  wag.,  6  c 
hand  ex.,  1  h.  ft  1.  trk.,  8  hose  car.,  10  hrs.: 
hose,  cot,  rub.  lined,  gd.,  7,600  ft;  f.  al.,  b«U 
ft  telp.;  val.  equip.,  $20,000;  val.  bldgs.,  $18.- 
000;  exp.  dept,  $18,000;  tot.  mem.  20,  pd.  full 
time. 

Water  Supply — Src,  wells,  6  blocks  bus.  cent: 
sys.,    pump   to   res.    ft    dir.;    res.    cap.,    8,000.000 

irals.;    5    pump,    eng.,    cap.    day    7,000,000  gals.; 

mains,   c.   i.,   60  m.,   4   to   16   in.  dia.;   268  byd.; 

met,    800;    8,860    serv.;    pipe,    iron;    pres.,  dom. 

65  lbs.,  f.  66  lbs.;  cons,  day,  2,260,000  gals.; 
cost  $657,000;  wks.  owned  by  Co. 

ARMADA,  p.  748.  F.  dept — 1  band  eng.,  t 
hand  hose  carts,  1,000  ft  hose;  f.  al.,  telp.;  tot. 
mem.,  25  vol. 

Water  Supply — Src,  4  wells,  %  m.  bus.  cent.; 
sys.,  grav.  ft  dir.  pres.;  stdp.  cap.,  48,000  gals.; 
res.  cap.,  64,000  gals.;  2  pump,  eng.,  cap.  day 
384,000  gals.;  mains,  c  i.,  8  m.,  4  to  8  in.  dia.; 


27  hyd.;  16  t.;  180  met;  180  serv.;  pres., 
dom.  40  lbs.,  f.  80  lbs.;  cons,  day,  16.000  jftli.; 
cost,  $20,000;  cost  mtce.,  $600;  wks.  owned  by 
city. 

Water  Supply — Src,  4  wells;  eys.,  grav.  ft  dir. 
pres.;  mains,  4  m.;  24  hyd.;  pres.,  60  lbs. 

ATHENS,  p.  631.  F.  dept — 2  hose  wajf.,  2  h. 
ft  1.  trk.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft:  f.  »1., 
bell;  val.  equip.,  $1,000;  ral.  bldgs.,  $2,000;  tot 
mcni..    26. 

Water  Supply — Src.  wells,  1  block  but.  cot; 
sys.,  pump  to  stdp.  ft  dir.  pre*.;  stdp.  cap.,  50.- 
000  gals.;  1  pump,  cap.  850  gals,  min.;  xnains, 
5  m.,  2  to  6  in.  dia.;  80  bydL;  met,  100;  prei., 
dom.  60  lbs.,  f.  80  lbs.;  cons,  day,  10,000  gals.; 
cost  $18,000;  wks.  owned  by  city. 

ATLANTIC  MINE,  p.  3,869;  mere  bldgs.,  wd. 
F.  dept. — 1  str.,  1  hose  car.;  hose,  linen,  gl, 
1,200  ft;  f.  al.,  wb.;  tot  mem.,  24  voL 

Water  Supply — Src,  dam,  atm.  ft  elec  pooqw; 
1,800   ft  2-in.  hose. 

AUGUSTA,  p.  494.  F.  dept — 1  c.  eng.,  Ih  e. 
hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wag.,  1,500  ft 
hose;  f.  al.,  bell;  tot.  mem.,  40  vol. 

AU  SABLE,  p.  648.  F.  dept — 1  h.  ft  1.  tiL; 
hose,  cot,  rub.  lined,  gd.,  1,200  ft.;  1  aL.  bell; 
tot  mem.,  20,  pd.  part  time 

Water  Supply — Src,  Au  Sable  riv.,  1  m.  bvn 
cent;  sys..  dir.  pres.;  mains,  6  m.;  80  hyd.;  pnt., 
dom.  40  lbs.,  f.  110  lbs.;  wka.  owned  by  dty. 

BAD  AXE,  p.  1,669;  mere  bldga.,  bk.  ft  wd., 
2  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 1  b.  ft  L  trk.,  2  hose  csrti; 
hose,  cot,  rub.  lined,  gd.,  1,500  ft;  inf.,  500  ft; 
tot  hwe,  2,000  ft;  f.  al.,  wh.;  vaL  equip.,  $1,500; 
val.  bldgs,  $40,000;   tot   mem.,   40  vol. 

Water  Supply — Src,  wells,  2  blocks  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  100,000  gall.; 
dim.,  12  X  100;  mat,  stL;  2  pump,  eng.,  daas 
dup.,  cap.  day  1,600,000  gals.;  mains,  w£,  4  nu, 
4  tx>  8  in.  dia.;  88  hyd.;  met,  60;  350  serr.; 
pipe,  iron;  pres.,  dom.  48  lbs.,  i  80  lbs.;  cooe. 
day,  88,000  gails.;  cost,  $17,000;  cost  mice., 
$1,000;  wks.  owned  by  city. 

BALDWIN,  p.  602.  F.  dept — 1  hand  c  cog.. 
4  c  hand  ex.,  2  band  hose  carta,  1  hand  ladder 
trk.;  hose,  rub.  lined,  gd.,  1,200  ft.;  1  aL,  eke, 
2  bx.;  tot.  mem.,  20  voL 

Water  Supply — Src,  riv. 

BANGOR,  p.  1.168;  f.  area,  86  a.;  mere  bidgi., 
stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  IH 
stor.;  wd.  rfs.  penn.  in  1  wrea;  canaes  of  f.  inv. 
F.  dept — 1  b.  ft  L  trk.,  1  hand  eog,,  1  hose 
cart;  hose,  rub.,  gd.,  1,200  ft;  f.  aL,  wh.;  nl 
equip.,  $1,600;  val  bldgs.,  $2,000;   40  voL 

Water  Supply — Src,  wella,  800  ft.  boa.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  60,000  gals.: 
mat,  stl.;  2  pomp,  eng.,  class  atm.;  mains,  c  i.. 
1%  m.,  4,  6  ft  8  in.  dia.;  28  hyd.;  82  v.;  40 
serv.;  pipe,  galv.  L;  pres.,  dom.  65  lbs.,  f.  100 
lbs.;  cost,  $16,000;  wks.  owned  by  village. 

BARAGA,  p.  1.071;  f.  area,  600  a.;  mere  bldgs., 
wd.,  2  stor.;  wd.  rfe.  perm,  in  f.  area;  fwks.  ft 
combt    ord.;    causes    of    f.    inv.      F.    dept. — Sta. 

fmmp,  h.  ft  L  tik.,  2  hose  car.;  bose,  cot,  nh. 
ined,  gd.,  1,760  ft;  inf.,  600  ft;  tot  hose.  2,SM 
ft.;  f.  al.,  bell  ft  wh.;  exp.  dept.,  $600;  tot. 
mem.,   25  vol. 

BATTLE  CREEK,  p.  26,267;  f.  area,  S  m.; 
mere  bldgs.,  bk.,  1  to  10  stor.;  priv.,  wd.,  8 
stor.;  wd.  rifs.  not  perm,  in  f.  limits;  fwks.  ft 
combt.  ord.;  causes  ox  f.  inv.  F.  dept — t  str.,  IS 
c.  hand  ex.,  1  aer.  trk.,  4  comb,  c  ft  b.  wsg.,  2 
auto.  comb.  c.  ft  h.  wag*>  1  c  ft  b.  pump,  eng., 
12  hrs.;  hose,  cot.,  rub.  lined,  gd.,  10.000  ft; 
f.  al.,  elec,  94  bx.;  val.  equip.,  $48,000;  viL 
bldgs.,  $60,000;  exp.  dept,  $48,000;  toC 
38,   pd.  full  time  86,  pd.  part  time  S. 

Water  Supply — ^Src,  lake,  2  m.  bua.  oent 
pump  to  stdp.;  stdp.  cap.,  148,000  gala.;  dim., 
18  X  76;  mat,  wrt  i.;  8  pump.  eo^..  claai  cosfk. 
dup.,  cap.  day  9,000,000  gals.;  mains,  c  L,  65 
m.,  4  to  16  in.  dia.;  560  hyd.;  455  v.;  net, 
5,769;  6,920  serv.;  pipe,  lead  ft  nlv.  L;  pres., 
dom.  60  to  86  lbs.,  f.  60  to  86  lbs.;  cons,  day, 
2,000,000  gals.;  cost,  $668,748;  coat  mtce.,  $S4.- 
922;  wks.  owned  by  city. 

BAY  CITY,  p.  46,166;  f.  area,  6,440  a.;  mat, 
bldgs.,  stn.,   bk.   ft  wd.,   1   to  6  ator.;  priv.,  bL 
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ft  wd.,  8  itor.;  wd.  rfB,  not  perm,  in  f.  limits; 
fwks.  k  combt.  ord.;  causes  of  f.  inr.  F.  dept. — 
3  sir.,  1  auto.  comb.  c.  k  h.  wag.,  1  chief's  auto., 
2  c.  eng.,  6  c,  hand  ex.,  8  h.  &  1.  trk.,  »  «<»« 
wag.,  24  hrs.;  hose,  cot.,  rub.  lined,  gd.,  20,660 
ft.;  c,  460  ft.;  tot,  hose,  ?1.100  ft;  f.  aL, 
Oamewell,  188  bx.;  vaL  equip.,  |68,816;  ral. 
bldga.,  166.000;  exp.  dept.,  |51,646;  tot.  mem. 
6l7pd,  full  time  29,  pd.  part  time  82;  undis. 
rating,  second  class.  .^ 

Watsr  Supply— Src,  bay,  4  m.  bus.  c«Jt.,  ays., 
pump  dir.;  7  pump,  eng.,  cap.  day  l/./^^^i?®? 
gals.;  mains,  wd.  &  c  L,  87  m.,  4  to  2 4  in.  dla., 
840  hyd.;  1,109  v.;  met.,  J.774;  6,647  serv.; 
pipe,  lead  k  wrt.  i.;  pres.,  dom.  40  l^s..  f.  80 
IbS.;  cons,  day,  6,414,888  gals.;  cost,  1004,000; 
cost  mice.,  |24,600;  wks.  owned  by  city. 

B£ACOf4,  p.  700;  mere  bldgs.,  wd.  F.  dept. — 
140  gals.,   c.   &   c   hand  ex. 

No   Water   Supply. 

BEAVERTON,  p.  418;  m«fc.^  Wdgs.,  wd.  F. 
dept — 2  hose  car.;  hose,  rub.,  gd.,  600  ft.;  i.  ai., 
bell;  tot.   mem.,   18  rol.  ,  . 

Water  Supply — Src,  wells  ft  Ht.;  sys..  pump  to 
■tdp.:  mains,  1%  m.;  16  hyd. 

BELDINQ,  p.  4,110;  f.  area,  80  a,;  mere  bldgs., 
bt  ft  stn.,  2  slor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
not  perm.;  fwks.  ft  combt.  ord.;  causes  ol  f.  inv. 
F.  dept.— 2  c.  hand  ex.,  1  h.  &  1-  t'^.,  1  hose 
wag.;  hose,  cot,,  rub.  lined,  gd.,  «.;00^  "-v '•  "': 
Tclp.;  TaL  equip.,  |6,000;  exp.  dept.,  |1,000; 
tot.  mem.   11,  pd.  part  time.   „      ,         ,  .  . 

Water  Supply— -Src.,  riv.,  wells,  1  m.  dus-  cent. , 
gvs.,  pump  to  Btdp.  ft  dir.;  stdp.  cap.,  100,000 
gals,;  res.  cap.,  107,000  gate.;  2  pump,  eng.,  clasa 
comp.  dup.,  cap.  day  2,000,000  gals.;  mams,  iron, 
15  m..  4  ti  12  in.  di*;  SShydJ  ^2  T.;  700  met.; 
700  serv.;  pres.,  dom.  79  lbs.,  f.  110  lbs.;  cons. 
dav,  150,000  gals.;  cost,  176,000;  cost  mtce., 
$4'.223;  wks.  owned  by  city. 

BELl^IRE,  p.  1.050;  marc.  bWgis.,  bk.  &  wd.. 
1  to  8  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  combt.  ord.;  causes  of  f.  inv. 
P.  dept. — 1  h.  ft  L  trk.,  2  hose  car.;  hose,  cot., 
nib.  lined,  gd.,  1,200  ft,;  inf.,  100  ft;  tot.  hose. 
l.SOO  ft.;  f.  al..  wh.;  val.^equip.,  |1,500,  val. 
bldgs.,    $1,026;    exp.   dept.,    |260;   tot.   mem.,    80 

''"water  Supply— Src,  wells  ft  riv.,  in  bus.  cent. ; 
sys.,  pump  to  res.;  res.  cap.,  100.2J<>  JRJ^S^oCi  1? 
rods  station;  1  pump,  eng.,  ,caP-  SO.OJJ  ffi»-.  ^^J. 
mains,  iron,  6  m.,  2  to  6  in.  dia.;  28  hyd.;  100 
Ferv  •  pres.,  dom.  80  lbs.,  f.  126  lbs.;  cons,  day, 
50.000  gals.;  cost,  |16,000;  cost  mtce.,  |600; 
wks.  owned  by  Co. 

BELLEVUE,  p.  980;  bldgs.,  bk.  F.  dept.— 1 
aulo.  str.,  1  h.  ft  1.  trk.,  2  hose  carts;  hose,  1,600 
ft.;  f.  al.,  bell;  tot,  mem.,  25  voL 

Wator  Supply — Src,  wells. 

BENTON  HARBOR,  p.  9.186;  '•  »r«»t  ^JO  »•• 
mere  bldgs.,  bk.  ft  stn..  8  stor.;  priv.,  bk.  ft  stn., 
1%  to  4  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt. 
ord.  P.  dept. — 1  str.,  6  c  hand  ex.,  1  h.  ft  L 
trk.,  1  aer.  trk.,  1  hose  wag.,  2  hose  reels,  8  hrs.; 
hose.  cot.,  rub.  Uned.  gd.,  4,200  ft;  '-•!•.  bell 
ft  telp.;  val.  equip.,  |60,000;  vaL  bldgs.,  1 12,000; 
exp.   dept.,  17,000;  tot.  mem.  80,  pd.  full  time  6, 

Wator  Supply — Src.,  wells,  8  blocks  bus.  cent.; 
sys..  pump  to  stdp.;  stdp.  cap.,  107,000  gals.; 
dim.,  12  X  100;  mat,  stl.j  8  pump,  eng.,  class 
dup.    ft    trip.,    cap.    day    8,600,000    gals.;    mains, 

e.  U    26   m.,    4   to   12   in.   dia.;    176   hyd.;   met., 
396;    1,628  serv.;  pipe,  lead;  pres.,  dom.  60  lbs., 

f.  80    lb«.;  cons,   day,   820,782  gals.;   cost^  |144,- 
543;   coBt  mtce.,  |6,000;  wks.  owned  by  city. 

BERRIEN  SPRINGS,  p.  880.  F.  dept— 1  gaso- 
line enff.,  2  hand  hose  reels;  hose,  2,000  ft.;  f. 
al.,  bell;  tot.  mem.,  40  voL 

Water  Supply — Src,  riv.;  sys.,  dir.  pres.;  2 
pump,  eng.,  cap.  day  1,440,000  gals.;  main«.^J 
m.,  4  to  10  in.  dia.;  86  hyd.;  pres.,  dom.  86 
lbs.,   f.    lOO  lbs. 

BESSEMER,  p.  4,688;  f.  area,  640  a.;  mere, 
bldgs.;  wd.,  1  to  2  stoT.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F  dept. — 6  c.  hand  ex.,  2  comb.  c.  ft  h.  wag., 
4'htra.;  hose,  oot,  nib.  lined,  gd.,  6,000  ft.;  f.  al., 
bdl.  wii.  ft  tclp.;  val.  equip.,  $9,307;  val.  bldgs., 
SSOOO;  «rp.  dept.,  $6,000;  tot.  mem.  28,  pd. 
full  time  8,  voL  26;  undrs.  rating,  third  daas. 


Water  Supply — Src,  spr.,  %  m.,  bus.  cent;  sys., 
pump  dir.;  stdp.  cap.,  183,000  gals.;  dim.,  25  x 
30,  loc.  on  Colby  Hill;  mat,  etl. ;  res.  cap.,  6,012,- 
500  gals.,  loc.  y^  m.  city;  2  pump,  en^.,  cap. 
day  1,750,000  gals.;  mains,  6  m.,  4  to  8  m.  dia.; 
67  hyd.;  26  v.;  met,  15;  -825  serv.;  pipe,  lead; 
pres.,  dom.  50  lbs.,  f.  125  lbs.;  cons.  day.  150,000 

gals.;  cost,  $70,000;  cost  mtce.,  $500;  wks.  owned 
y  city. 

BIG  RAPIDS,  p.  4,619;  f.  area,  1,280  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept.— 1  h.  ft  1.  tr^., 
6  c.  hand  ex.,  6  hose  car.;  hose,  cot,  rub.  lined, 
gd.,  6,000  ft;  1  al.,  Gamewell,  28  bx.;  tot 
mem.,  48  vol. 

Water  Supply — Src.  riv.;  tys,,  pump  to  res.  ft 
dir.;  res.  cap.,  80,000  gals.;  4  pump,  eng.,  cap. 
day  4,000,000  gals.;  mains,  c.  i,  14  m.,  4  to 
16  in.  dia.;  180  hyd.;  84  v.:  met,  2;  800  serv.; 
pres.,  dom.  70  lbs.,  i.  110  lbs.;  cost,  $120,000; 
cost  mtce.,  $6,000;  wks.  owned  by  city. 

BIRMINGHAM,  p.  1,607:  f.  area,  640  a.;  mere, 
bldgs.,  bk.,  2  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd. 
ris.  not  perm,  in  f.  area;  causes  of  f.  inv.  F. 
dept — 2  hose  wag.;  hose,  cot,  rub.  lined,  gd., 
1,600  ft;  f.  al..  bell  ft  wh.;  vaJ.  equip.,  $2,000; 
val.  bldgs.,  $1,600;  exp.  dept,  $800;  vol. 

Water  Supply— Src,  wells;  sya.,  pump  dir.;  8 
pump,  eng.,  cap.  day,  2,500,000  gals.;  mains,  6 Mi 
m.,  4  to  10  in.  dia.;  50  hyd.;  180  serv.;  pres., 
dom.  40  lbs.,  f.  60  to  80  lbs.;  cost  $20,000;  cost 
mtoe..   $1,200;   wks.  owned  by  town. 

BLISSFIELD,  p.  1,474;  f.  area,  800  a.;  mere, 
bldgs.,  bk.,  2  ft  8  stor.;  priv..  wd.,  1^  stor.;  wd. 
ris.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  t  inv.  F.  dept. — 1  str.,  1'  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  2,600  ft;  f.  aL,  bell 
ft  elec  gong;  vaL  equip.,  $4,600;  val.  bldgs., 
$4,000;  exp.  dept,  $600;  tot.  mem.  20,  pd.  full 
time,  80  voL 

Water  Supply — Src.,  riv.;  no  waterwks.  sys. 

BOYNE  CITY,  p.  6,218.  F.  dept. — t  hand  hose 
reels,  1  h.  ft  1.  trk.;  hose,  cot,  rub.  lined,  gd., 
1,500  ft;  f.  aL,  bell;  tot  mem.  26,  pd.  part 
time. 

Water  Supply — Src..  spr.  ft  Pine  lake,  1  m. 
bus.  cent;  sys.,  2  res.;  mains,  8  m.;  18  hyd.; 
pres.,  dom.  40  lbs.;  wks.  owned  by  city. 

BOYNE  FALLS,  p.  825.  F.  dept. — ^Hose,  oot, 
rub.  lined,  gd.,  1,500  ft;  f.  al.,  bell;  tot  mem., 
14  vol. 

Water  Supply — Src,  creek  ft  Boyne  riv. 

BRIGHTON,  p.  767.  F.  dept. — 1  hand  eng.,  t 
hand  hose  caris,  1  hand  ladder  trk.;  hose,  cot., 
rub.  lined,  gd.,  1,600  ft;  f.  al.,  bell;  voL 

Water  Supply — Src,  cisterns,  1  m.  bus.  cent; 
sys.,  res.;  mains,  4  m..  4  in.  dia.;  pres.,  dom.  80 
lbs.;  wks.  owned  by  city. 

BRONSON,  p.  1,020.  F.  dept — 1  hand  eng.,  1 
h.  ft  1.  trk.,  1  gasoline  eng.,  2  hose  carts,  8  Bab- 
cock  h.  ex.;  hose,  1,200  ft;  f.  aL,  bell  ft  vrh.; 
tot  mem.  18,  pd.  full  time. 

Water  Supply — Src,  4  wells,  %  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  50,000  gals.;  1 
pump,  eng.,  cap.  day  2,000,000  gals.;  mains,  c.  L, 
5%  m.,  4  to  12  in.  dia.;  39  hyd.;  25  v.;  pipe,  c.  i.; 
pres.,  dom.  60  lbs.,  f.  100  lbs.;  cost,  $20,000; 
wks.  owned  by  city. 

BROWN  CITY,  p.  690.  F.  dept. — 2  hand  hose 
carts;  hose,  cot,  rub.  lined,  gd.,  1,200  ft;  f.  al., 
bell;  vol. 

Water  Supply — Src,  12  cisterns. 

BUCHANAN,  p.  1,831;  f.  area,  10  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk,  ft  wd., 
1  to  8  slor.;  wd.  ris.  perm,  in  f.  area;  fwks.  ft 
combt  ord.;  causes  of  t  inv.  F.  dept. — 1  str.,  1 
hand  eng.,  2  c  hand  ex.,  1  comb.  c.  eng.  ft  ladder 
trk.,  1  h.  ft  L  trk.,  3  hose  carts;  hose,  cot,  rub. 
lined,  gd.,  2,800  ft;  c,  260  ft;  tot.  hose,  8,060 
ft;  f.  aL,  bell  ft  wh.;  val.  equip..  $3,000;  vaL 
bldgs..  $6,000;  exp.  dept,  $300;  tot  mem.  20, 
pd.  part  time. 

Water  Supply — Src,  flowing  wells;  sys.,  pump 
dir.;  2  pump,  eng.,  cap.  day  2,600,000  gals.; 
mains,  c.  i.,  12  5-33  m.,  4  to  10  in.  dia,;  53  hyd.; 
8  v.;  849  serv.;  pres.,  dom.  60  lbs.,  f.  100  lbs.: 
cost  $26,000;  cost  mtce.,  $2,000;  wks.  owned 
by  city. 
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BURR  OAK,  p.  752.  F.  dept. — 1  hand  eng.,  t 
c  hand  ex.,  1  h.  &  1.  trk.,  1,600  ft.  hose;  f.  ml., 
bell;  tot.  mem.,  50  vol. 

CADILLAC,  p.  8,876;  f.  area,  840  a.;  mere, 
bldgs.,  bk.,  1  lo  8  stor.;  priv.,  wd.,  1  ator.;  wd. 
rfs.  not  perm.  In  f.  area;.combt.  ord.;  causes  of 
f.   inv.     F.   dept. — 1   h.   A  1.   trk.,   7   c.  hand  ex., 

1  hose  wag.,  S  hose  carts,  4  hrs.;  hose,  cot.,  rub. 
lined,  gd.,  7.000  ft.;  f.  aL,  Gamewell,  80  bk.; 
val.  equip.,  $10,000;  val.  bldgs.,  $28,000;  ezp. 
dept.,  $4,478;  tot.  mem.  28,  pd.  full  time  8,  toI. 
20. 

Water  Supply — Src,  lake,  H  m.  bus.  cent; 
sys.,  pump  dir.;  stdp.  cap.,  1(^6,000  gals.;  dim., 
20  z  80;  mat.,  stl.;  4  pump,  eng.,  dass  comp., 
cap.  day  10,000,000  gals.;  mains,  c.  i.,  10^6  m., 
4  to  18  in.  dia.;  182  hjd.)  120  T.;  met.,  1ft: 
1,800  serv.;  pipe,  galr.  ].;  pres.,  dom.  70  lbs., 
f.  140  Iba.;  con«.  d«y,  2,300,000  gals.;  wks. 
owned  by  priv.  Co. 

CALUMET,  p.  15,000;  f.  area,  2,000  a.;  mere 
bldgs.,  bk.  k  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.  P.  dept. — 8  str.,  80  c.  hand  ex..  1  b. 
ft  1.  ti^.,  8  hose  car.;  hose,  coL,  rub.  lined,  gd., 
4,000  ft.;  rub.,  gd.,  8,000  ft;  tot.  hose,  7;000 
ft.;  f.  al.,  wh.;  val.  equip.,  $66,000;  tot  mem., 
68  vol. 

Watsr  Supply — Src.,  dam;  sys.,  pump  to  stdp.  k 
dir.,  cap.  day  80,000,000  gals.;  mains,  4  m.,  4  to 
80  in.  dia.:  155  hyd.;  met,  2;  pres.,  f.  45  to 
100  lbs.;  WKS.  owned  by  Co. 

CAPAC,  p.  761.  F.  dept — 1  c.  eng.,  1  hose 
cart,  1,000  ft.  hose. 

Water  Supply — Src.,  wells  k  res.,  dir.  pres. 

CARD,  p.  2,272;  f.  area,  1  sq.  m.;  mere,  bldgs., 
bk.,  1  to  8  stor.;  priv.,  stn.,  bk.  A  wd.,  1  to  8 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  &  oombt 
ord.;   causes  of  f.  inv.     F.  dept — 1  h.   ft  1.  trk., 

2  hose  car.;  hose,  cot,  rub.  lined,  gd..  8,000  ft.; 
f.  al.,  Gamewell,  10  bx.;  val.  equip.,  $8,000;  vaL 
bldgs.,  $6,000;  exp.  dept,  $600;  tot  mem.  21, 
pd.  part  time. 

Water  Supply — Src,  wells  ft  spr..  %  m.  bus. 
cent;  jgrs.,  pump  to  stdp.  ft  dir.;  stop,  cap.,  276,- 

000  gals.;  dim.,  26  x  75;  mat,  iron;  res.  cap., 
1,000,000  gals.,  loc.  at  pump  house;  2  pump, 
eng.,  class  comp.  dup.,  cap.  day  1,440,000  gals.; 
mains,  c.  i.,  8^  m.,  4  to  8  in.  dia.;  43  hyd.;  45 
v.;  met.,  108;  527  serv.;  pipe,  iron;  pres.,  dom. 
60  lbs.,  f.  100  lbs.;  cons,  day,  250,000  gals.;  cost, 
$76,543;  cost  mtce.,  $278;  wks.  owned  by  priv.  Co. 

CARROLLTON,  p.  2,400;  mere  bldgs.,  wd.,  1 
to  8  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  perm, 
in  f.  area;  causes  of  f.  inv.  F.  dept — 1  str.,  1 
hose  wag.,  1  hose  car.;  hose,  cot,  rub.  lined,  gd., 
1,750  ft;  inf.,  150  ft;  tot  hose,  1,000  ft.; 
f.  aL,  bell;  vaL  equip.,  $4,000;  val.  bldgs.,  $1,600; 
tot.  mem.   12,  pd.  part  time. 

Water  Supply — Src,  wells  ft  cisterns;  riv.  for 
f.  use. 

CARSON  CITY,  p.   808.     F.  dept. — 2  hose  oar., 

1  ladder  wag.;  hose,  cot,  rub.  lined,  gd.,  1,700 
ft.;  tot  mem.  26,  part  pd. 

Water  Supply — Src,  creek;  sys.,  pump  to  stdp. 
ft  dir.;  pres.,  f.  90  Ibjs.;  cons,  day,  160,000  gals.; 
cost  mtce.,  $800;  wks.  owned  by  town. 

CASEVILLE,  p.  442.  F.  dept. — 1  hose  cart, 
750  ft.  hose. 

CASS  CITY,  p.  1,126.  F.  dept. — 12  c  ex.,  1 
h.  ft  1.  trk.;  hose,  060  ft.;  tot.  mem.,  26. 

Water  Supply — Src,  wells;  sys.,  pump;  2  pump, 
eng.,  cap.  1,000,000  gals,  day;  mains,  8^  m.; 
82  hyd. 

CASSOPOLIS,  p.  1,886;  mere  bldgs.,  bk.,  2 
stor.;  priv.,  wd.  ft  bk.,  2%  stor.;  wd.  rfs.  not 
perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept — 1  h.  ft  1.  trk.,  1  comb,  hose  ft  ladder  wag., 
1  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1,800  ft; 
f.  al.,  elec,  8  bx.;  vaL  equip.,  $1,600;  val.  bldgs., 
$1,200;  tot.  mem.,  24  voL 

Water  Supply — Src,  lake,  %  m.  bus.  cent;  sys., 
pump  dir.;  2  pump,  en^.,  class  dup.,  cap.  day 
2,000,000  gals.;  mains,  iron,  6  m.,  4  to  10  in. 
dia.;  40  hyd.;  20  v.;  860  serv.;  pipe,  lead  ft 
iron;  pres.,  dom.  40  lbs.,  f.  00  lbs.;  cost  $16,000i 
cost  mtce.,  $1,600;  wks.  owned  by  dty. 

CEDAR    SPRINGS,  p.    047.     F.  dept — 1    han4 

eng.,  2  hand  hose  carts;  hose,  cot.,  rub.  lined,  gd.. 

1^00  ft.;  inf.,  500  ft;  tot  hose,  2,000  ft;  tot 
mem.  15,  pd.  part  time. 


Water  Supply — Src,  creek  ft  spr.,  %  m.  bw. 
cent;  sys.,  pump  to  ctdp.;  stdp.  cap.,  50.000  gtk; 
dim.,  20  X  22;  mat.,  stl.;  1  pump,  eng.,  ctp. 
day,  648,000  gals.;  maini,  c  L;  IH  m..  4  in. 
dia.;  16  hyd.:  pres.,  dom.  60  lbs.,  f.  00  lbs.; 
cost,    $600;    wlos.    owned   by    city. 

CENTERVILLE,  p.  618.  F.  dept— I  h,  k  I 
trk..  4  c  hand  ex.,  500  ft  hose. 

Watsr  Supply — Src,  8  wells;  sys.,  gnv.  k  dir 
pres. 

CENTRAL  LAKE,  p.  813.  F.  dept.— Noi  re- 
ported. 

Whtsr  Supply — Src,  spr.;  «j«.,  grav.;  res.  cap. 
2,000  bbls.;  pump,  eng.,  cap.  da}',  1,500  bbis.; 
mains,  iron,  1  ^  to  8  in.  dia. ;  7  hyd. :  pres.,  dom. 
80  to  45  lbs.,  f.  80  lbs.;  cost.  $3,200;  wU 
owned  by  Oo. 

CHARLEVOIX,  p.  2.420;  f.  area.  44 S  a.;  mere. 
bldgs.,  wd.  ft  bk.,  1  to  4  stor.;  priv.,  bk.  k  «d., 
2  stor.;  wd.  rfs.  perm,  in  f.  area.  F.  dept.— 1 
str.,  1  hand  eng,  1  h.  ft  L  trk.,  2  hose  carta; 
hose,  cot,  rub.  lined,  gd.,  1,000  ft;  inl.,  500  ft.; 
tot  hose,  2,400  ft;  f.  al.,  bell  ft  wh..  tdp.  bx.; 
vaL  equip.,  $7,000;  val.  bldgs.,  $700;  exp.  dept., 
$744;  tot  mem.,  82  voL 

Water  Supply--^rc,  wells,  ^  m.  bus.  cent.; 
sys.,  pump  to  stdp.  ft  dir.;  1  pump,  eng.,  claw 
centrif.,  cap.  day  1,440,000  gala.;  mains,  c  L, 
10 H  m.,  4  to  10  in.  dia.;  76  hyd.;  45  v.;  met, 
108;  788  serv.;  pipe,  galv.  L;  pres.,  dom.  80  Ib>., 
f.  110  lbs.;  cons,  day,  1,340,000  gala.;  cost,  $35,- 
000;   wks.  owned  by  dty. 

CHARLOTTE,  p.  4.886;  f.  area,  8%  sq.  m.; 
mere  bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.  ft  bk., 
IMi  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combe, 
ord.;  causes  of  f.  inv.  F.  dept. — 1  comb,  c  k 
h.  wag.,  1  c  eng.,  4  c  hand  ex.,  1  h.  ft  L  Uk.. 
2  hose  wag.,  4  hrs.;  hose,  cot,  rub.  lined,  gd^ 
8,500  ft;  inf.,  850  ft.;  tot  hose,  4.850  ft;  I 
al.,  Gamewell,  12  bx.;  vaL  equip.,  $0,500;  nL 
bldgs.,  $5,500;  exp.  dept,  $8,050;  tot.  men.  SO, 
pd.  full  time  4,  pd.  part  time  16. 

Watsr  Supply  —  Src,  wells  ft  cisterns:  vs., 
pump  dir.;  2  pump,  eng.,  cap.  day  8,000,000 
gals.;  mains,  18  m.,  4  to  12  in.  dia.;  86  hyd.; 
I25  v.;  met.,  6;  848  serv.;  pipe,  lead;  prea..  dom. 
40  lbs.,  f.  100  lbs.;  cons,  day,  806,850  gala.; 
cost,  $46,000;  cost  mtce.,  $8,702;  wks.  ovsed 
by  town. 

CHEBOYGAN,  p.  6,850;  f.  area,  4,860  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  vd. 
rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  of  I 
inv.  F.  dept. — 1  hand  eng.,  6  c  hand  ex.,  1  h. 
ft  1.  trk.,  2  f.  tugs,  6  hose  car.;  hose,  cot,  rab. 
lined,  gd.,  3.600  ft;  inf.,  1,000  ft.;  tot  boM, 
4,500  ft.;  f.  al.,  beU  ft  wh.;  val.  equip.,  $0,000; 
val.  bldgs.,  $66,000;  exp.  dept,  $2,300;  tot 
mem.  175,  pd.  part  time  2,  vol.  173. 

Water  Supply-— Src,  wells;  sys.,  pomp  dir.;  rei. 
cap.,  76,000  gals.;  pump.  eng..  cap.  day  4,500,000 

SUB.;  mains,  wd.  ft  iron,  0  m.,  4  to  14  in.  dia-^ 
6  hyd.;  met,  6;  650  serv.;  pipe,  lead;  pres.. 
dom.  40  lbs.,  f.  100  lbs.;  cons,  dsy,  441,000 
gals.;  cost,  $130,000;  cost  mtce.,  $4,000;  wks. 
owned  by  city. 

CHELSEA,  p.  1,764;  f.  area,  640  a.;  mere 
bldgs.,  bk.  ft  stn.,  1  to  2V&  stor.;  priv.,  wd.,  24 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  comb*, 
ord.;  causes  of  f.  inv.  F.  dept — 1  c  eng.  « 
wis.,  1  h.  ft  1.  wag.,  2  hose  car.;  hose,  eot.  mb- 
lined,  gd..  1,600  ft.;  inf.,  500  ft;  tot.  hose,  2.000 
ft;  f.  al.,  wh.;  vaL  equip.,  $1,600;  vaL  bldfa. 
$8,000;  exp.  dept,  $75;  tot.  mem.,   82  vol. 

Watsr  Supply — Src,  wells,  1,000  ft  boa.  cent.; 
eye.,  pump  to  res.;  res.  cap.,  125,000  gals.;  i  pvirr 
eng.,  cap.  day,  500,000  gals.;  mains,  in»,  7  m^  4 
to  8  in.  dia.;  86  hyd.;  250  serv.;  20  v.;  10  mef ; 
pipe  c  i.;  pres.,  d<Hn.  45  to  lOO  lbs.,  f.  50  to  »^ 
lbs.;  cons,  day,  250,000  gals.;  oast  $30,000:  cc»i 
mtce.;    $1,000;    wks.    owned    by    priv.    Co. 

CHESANINQ,  p.  1,368.  F.  dept — 1  h.  ft  L  tit^ 
8  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1.800  ft: 
tot  mem.,  25  voL 

Water  Supply — Src,  wells;  sys.,  pomp  dir.;  m^ 
cap.,  76,000  ffals.;  pump,  eng.,  oomp.  dsp.,  csp> 
day  1,500,000  gals.;  nuibs,  c  L,  6  m.,  4  to  10 
in.  dia.;  20  hyd.;  met,  200:  225  s«-v.;  pipe.  Ie«i. 
pres.,  dom.  66  lbs.,  f.  100  lbs.;  cans,  day,  50.000 
gals.;  cost,  $14,600;  wks.  owned  bj  town. 

CLARE,  p.  1,860;  t  area,  200  a.;  mere.  bUg». 
bk.   ft  wd.,   2  stor.;  priv.,   wd.,    2   stor.;  wd.  rfk. 
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perm.;  fwka.  9t  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  b.  A  L  trk.,  8  boee  car.;  bose,  cot., 
rub.  lined,  gd..  1,900  ft.;  inl,  400  ft.;  tot.  bose, 
2.800  ft.;  f.  al.,  Qamewell  eyB,  A  bell;  ral.  bldgs., 
$2,000;  exp.  dept.»  |160;  tot.  mem.,  29  toL 

Water  Supply — Src.,  6  wells;  qys.,  pump  to 
■tdp.;  stdp.  cap.,  76,000  gals.;  4-  pump,  eng.,  class 
trip.,  cap.  day  1,440,000  gals.;  mains,  8  m., 
wd.  A  iron,  8  to  10  in.  dla.;  88  byd.;  860  serv.; 
pipe,  galv.  i.;  pres.,  dom.  46  lbs.,  f.  100  lbs.; 
cons,  day,  720,000  gals.;  cost,  |22,000;  cost 
mtce.,  $2,000;  wks.  owned  by  town* 

CLINTON,  p.  1,011;  mere,  bldgs.,  bk.,  2  to  3 
stor.;  priT.,  wd.,  2  stor.;  wd.  rfs.  not  perm.;  combt. 
ord.  F.  dept. — 1  h.  &  1.  trk.,  2  hose  carts; 
hose,   800  ft.;  toI.:  undrs.  rating,  fourtb  dass. 

Water  Supply— Src,  riv.,  1-6  m.  bus.  cent.; 
syg.,  pump  dir.  to  mains;  2  pumps,  cap.  min. 
1,000  gals.;  mains,  c.  !.,  %  m.,  6  in.  dia.;  0 
hyd.;  1  v.;  pres.,  dom.  40  lbs.,  f.  100  lbs.;  wks. 
owned  by  C.  W.  M.  Co. 

COLDWATER,  p.  6.046;  f.  area,  160  a.;  mere, 
bidga.,  bk.,  8  stor.;  priv.,  stn.,  bk.  k  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  k  combt.  ord.; 
causes  of  f.  inr.  F.  dept. — 1  str.,  4  c.  hand 
ex.,  1  h.  Jfc  1.  trk..  1  bose  wag.,  2  hose  car.,  4 
hrs.;  hose,  cot.,  ruD.  lined,  gd.,  5,000  ft;  f.  al., 
bell,  wh.  k  telp.;  ral.  equip.,  $11,000;  val.  bldgs., 
$10,000;  tot.  mem.  26,  pd.  full  time  2,  pd.  part 
time  18,  toI.  10. 

Watar  Supply — Src,  wells,  1  m.  bus.  cent.; 
sys.,  pump  dir.;  8  pump,  eng.,  cap.  day,  6,000.000 
gals.;  miains,  c.  i.,  20  m.,  4  to  16  in.  die.; 
123  hyd.;  1,621  eerv.;  pipe,  mJv.  i.;  pres.,  dom. 
60  lbs.,  f.  100  lbs.,  cons,  day,  660,000  gals.; 
cost,  9186,181;  cost  mtce.,  $1,860;  wks.  owned 
by  ci^. 

COLEMAN,  p.  900;  bldgs.,  bk.  ft  stn.  F.  dept. 
— 1  gasoline  eng.,  1  h.  ft  L  trk.,  1  hose  car.; 
hose,  1,600  ft;  f.  al.,  bell;  tot.  mem.,  80. 

Water  Supply — Src,  tk.,  situated  60  rods  bus. 
cent.;  res.  cap.,  189,000  gals.;  mains,  wd.,  %  m.; 
6  hyd.;   wks.  owned  by  my. 

CONSTANTINE,  p.  1,244;  f.  area,  160  a.;  mere 
bldg8.,  bk.,  2  ft  8  stor.;  priv.,  wd.  ft  bk.,  2  stor.; 
wd.  rfs.  not  perm.  F.  dept. — 12  c.  hand  ex.,  2 
hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1,600  ft; 
f.  al.,  bell;  vaL  equip.,  $1,000;  exp.  dept,  $400; 
tot  mem.,  20  vol. 

Water  Supply  —  Src,  riv.;  sys.,  pump  dir.; 
mains,  6  m.,  4  to  10  in.  dia.;  47  hyd.;  11  v.; 
240  aerr.;  pres.,  dom.  28  to  80  lbs.,  f.  80  to  100 
Ibe.;  coet,  $22,600;  cost  mtce.,  $200;  wks.  owned 
by  city. 

COOPERSVILLE,  p.  814;  mere  bldgs.,  bk.; 
priv.,  wd.     F.  dept. — 1  stm.  eng.,  1  h.  ft  1.  trk., 

1  c  en^.,  1  bose  car.;  hose,  1,600  ft;  f.  aL,  bell 
ft  wh.;    tot.  mem.,  20  toI. 

Water  Supply^—Src,  7  wells;  sys.,  pump  from 
res.  to  stdp.;  2%  m.  mains;  1  pump,  eng.,  cap. 
day  600,000  gals.;  res.  cap.,  60,000  gals.;  pres., 
85  lbs.:    28  hyd. 

CORUNNA,  p.  1,884;  f.  area,  640  a.;  mere, 
bldss..  bk.  ft  wd.,  2  ft  8  stor.;  priv..  wd.,  bk.  ft 
cenu,  2  stor.;  wd.  rfs.  not  perm.     F.  dept — 1  str., 

2  c.  band  ex.,  1  h.  ft  1.  trk.,  25  budcets,  1 
hose  wa^.,  1  bose  car.,  2  hrs.;  hose,  cot,  rub  lined, 
gd.,  1,800  ft;  inf.,  400  ft;  tot  hoee,  2,200  ft;  f.  al., 
bell  &  wh.;  val.  equip.,  $6,000;  val.  bldgs.,  $6,000; 
exp.  dept,  $2,200;  tot  mem.  16,  14  voL,  1  man 
pd.;   andrs.  rating,  second  class. 

Water  Supply — Src,  wells  ft  rlv.,  6  blocks  bus. 
cent.;    sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  60,- 

000  gala.;  mat,  stl.;  wells,  cap.,  200,000  gals.; 
2  pump,  eng.,  cap.  day  700,000  gale.;  mains,  6 
m.,  4  to  8  in.  dia.;  66  hyd.;  170  serv.;  pres.,  dom. 
45  lbs.,   f.  120  lbs.;  wks.  owned  by  city. 

CROSWELL,  p.  1,880;  bldgs.,  bk.  F.  dept. — 1 
h.  &  1.  trk.,  8  hose  carts;  hose,  1,500  ft;  f.  al., 
bell  ic  wb.;  val.  equip.,  $1,500;  val.  bldgs.,  $2,000; 
exp.    dept.,  $500;  tot.  mem.,   28  voL 

Watsr  Supply — Src,  riv.,  in  bus.  cent;  sys., 
pamp  dir.;  stdp.  cap.,  76,000  gals.;  2  pumps; 
mains,   'wd..  6  m.;  wks.  owned  by  city. 

CRYSTAL  FALLS,  p.  8,776;  f.  area,  640  a.; 
bidin.,  wd.,  1  ft  2  stor.;  wd.  rfs.  perm.;  fwks.  ft 
combt.  ord.  F.  dept — 2  hose  Jackets  ft  tools,  1 
c   eng.*   2  c  hand  ex.,  1  h.  ft  1.  trk.,  8  hose  carts, 

1  ho0«  sleigh,  carrying  1,000  ft.  hose;  hose,  cot, 
rub.  lined,  gd.,  1,000  ft.;  rub.,  gd.,  1,600  ft.; 
tot.  bose,  2,600  ft;  1  aL,  elec,  8  bx.;  val.  equip.. 


$6,000;  val.  bldgs.,  $8,500;  exp.  dept,  $60;  tot. 
mem.,  21  vol.;  undrs.  rating,  second  dan. 

Water  Supply — Src,  riv.,  %  m.  bus.  cent;  aya., 
pump  to  stdp.;  stdp.  cap.,  76,000  gals.;  dim.,  60 
X  15;  mat,  stl.;  2  pnnxp,  eng.,  oap.  day  67,000 
gals.;  mains,  c  L,  6  m.,  4  to  8  in.  dia.;  61  hyd.: 
82  v.;  1  met;  pipe,  galv.  i.;  pres.,  dom.  45  lbs.,  f. 
120  lbs.;  wks.  owned  by  city. 

DAVISON,  p.  678.  F.  dept. — 1  gas  eng.,  1 
hand  eng.,  1  nose  cart,  1  ladder  trk.;  hose,  cot, 
rub.  lined,  gd.,  1,600  ft.;  f.  al.,  bell;  tot.  mem., 
14  VOL 

Water  Supply — Src,  wells  ft  dstema. 

DECATUR,  p.  1,286;  mere  bldgs.,  bk.  ft  wd., 
1  to  8  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  combt  ord.;  causes  of  f.  inv.  F. 
dept — 1  hand  eng.,  1  b.  ft  1.  trk.,  1  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  2,000  ft;  f.  al.,  wh.; 
val.  bldgs.,  $2,600;  tot  mem.,  60  voL 

Water  Supply — Src,  wells;  ays.,  pump  to  stdp. 
ft  dir.;  stdp.  cap.,  66,000  gals.;  dim.,  12  x  66; 
mat,  bk.;  2  pump,  eng.,  cap.  day  600,000  gals.; 
mains,  8H  m.,  4  to  8  in.  dia.;  87  hyd.;  186 
serv.;  pipe,  galv.  L;  pres..  dom.  60  lbs.,  L  160 
lbs.;  cons,  day,  60,000  gals.;  cost,  $12,000;  wks. 
owned  by  city. 

DECKERVILLE,  p.  628.     F.  dept. — 1  hand  eng., 

1  hose  cart,  1,200  ft  hose,  1  band  ladder  trk. 
Water  Supply — Src,  cisterns. 

DETROIT,  p.  466,766;  f.  area,  46  sq.  m.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  14  stor.;  priv.,  bk.  ft  wd., 

2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept. — 26  str. 
(6  in  reserve),  1  c  eng.  on  wis.,  6  auto.  pump, 
eng.  (2  in  reserve),  2  auto.  comb,  c  ft  h.  wag., 
110  c  hand  ex.,  7  comb.  aer.  trk.  (8  in  resenrOf 
6  plain  aer.  trk.,  2  h.  ft  1.  trk.,  1  water  tower,  24 
comb,  c  ft  h.  wag.  (6  in  reserve),  8  hose  wag., 
8  auto,  for  auxU&ry  aquad,  7  chiefs  auto.,  11 
chief's  wag.,  10  fuel  wag.,  24  supplv  ft  misc 
wag.,  41  exercise  wag.,  2  f.  boata,  218  hrs.  (67  In 
reserve);  hose,  cot,  rub.  lined,  gd.,  76,686  ft. 
(in  reserve  7,160  ft);  c,  2,400  ft.;  tot.  hose, 
66,085  ft.;  f.  aL,  Qamewell,  1,200  bx.:  vaL 
equip.,  $2,428,867.04;  exp.  dept,  $1,027,044; 
tot.  mem.   800,  pd.   fidl  time. 

Water  Supply — Src,  riv.,  4  m.  bus.  cent.;  stb., 
pump  dir.;  7  pump,  eng.,  dass  8  comp.,  4  vertical 
trip.,  cap.  day  177,000,000  gals.;  mains,  c  L,  840 
m.,  4  to  48  in.  dia.;  6,840  hyd.;  8,890  v.;  met., 
10,807;  108,487  serv.;  pipe,  lead,  c  ft  galv.  L; 
pres.,  dom.  27  lbs.,  f.  27  lbs.;  cons,  day,  105,888,- 
018  gals.;  cost,  $12,110,608;  cost  mtce.,  $284,- 
619;  wks.  owned  by  city. 

DOLLAR  BAY,  p.  678.  F.  dept— 8  hand  hose 
carts;  hose,  cot  Jacket,  gd.,  1,600  ft;  f.  al.,  wh.; 
vol. 

Water  Supply — Src,  Portage  lake  ft  10  wells; 
sys.,  pump;  2  pump,  eng.,  class  dup.,  cap.  day 
1,600,000  gals.;  12  hvd.;  pres.,  dom.  60  lbs.,  I. 
100  lbs.;  wks.  owned  by  tdty. 

DOWAGIAC,  p.  6,088;  f.  area,  1%  sq.  m.;mere. 
bldgs.,  stn.  ft  bk.,  2  ft  8  stor.;  priv.,  stn.,  bk.  ft 
wd.,  1^  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept-« 
1  str.,  1  c  eng.  on  wis.,  1  h.  ft  1.  trk.,  6  hose 
car.,  1  auto.  comb,  c  ft  h.  wag.;  hose,  cot,  rub. 
lined,  gd.,  6,000  ft.;  f.  al.,  wh.  ft  elec,  88  bx.; 
val.  equip.,  $10,000;  val.  bldga.,  $4,500;  exp. 
dept,  $800;  tot  mem.  88,  pd.  full  time  8,  pd. 
part  time  80. 

Water  Supply — Src,  wells,  1-8  m.  bus.  cent; 
sys.,  pump  dir.;  2  pump,  eng.,  class  dup.  ft  cross- 
comp.,  cap.  day  2,600,000  gals.;  mains,  c  L,  12^ 
m.,  4  to  10  in.  dia.;  96  ayd.;  80  v.;  met,  860; 
850  serv.;  pipe,  galv.  L;  pres.,  dom.  60  lbs.,  L 
100  lbs.;  cons,  day,  800,000  gals.;  cost,  $40,000; 
cost  mtce.,  $4,000;  wks.  owned  by  city. 

DUNDEE,  p.  1,070;  f.  area,  040  a.;  mere  bldgs., 
bk.,  2  stor.;  priv.,  wd.,  2  stor.:  wd.  rfs.  not  perm.; 
fwks.  ft  combt  ord.;  causes  of  f.  inv.     F.  dept-— 

1  Sim.  eng.,  2  c  band  ex.,  1  h.  ft  1.  trk.,  2  hose 
carts,  2  hrs.;  hose,  cot.  rub.  lined,  gd.,  1,760  ft; 
f.  al.,  bell;  val.  equip.,  $6,000;  vaL  bldga.,  $8,600; 
tot  mem.,  80  voL 

Water  supply — ^Src,  wells;  ays.,  pump. 
DURAND,    p.    2,816;    f.    area,    640    a.;    mere, 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd., 

2  stor.;  wd.  rfs.  not  perm,  in  f.  area:  causes  of 
f.  inv.  F.  dept — 2  c  hand  ex.,  1  h.  ft  L  tik.,  1 
hrs.;  hose,  cot,  rub.  lined,  gd.,  1,700  ft;  t  aL, 
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wh.;   val.   equip.,   $6,000;   val.  bldgs.,   $3,000;  exp. 
dept.,  $800;  tot.  mem.  14,  pd.  part  time. 

Waler  Supply — Src,  wella,  700  ft.  bus.  cent.; 
078.,  pump  dir.;  res.  cap.,  2,000,000  gals.;  3  . 
pump,  eng.,  cap.  day  1,600,000  gals.;  mains,  c.  i., 
8  m.,  4  to  10  in.  dia.;  48  byd.;  100  v.;  met.,  24; 
450  serv. ;  pipe,  galv.  i.;  pres.,  dom.  50  lbs.,  f. 
125  lbs.;  cons,  day,  850,000  gals.;  cost,  |42,000; 
cost  mtce.,  $6,000;  wks.  owned  by  city. 

EAST  JORDAN,  p.  2,516;  mere,  bldgs.,  bk.  F. 
dept. — 1  gasoline  eng.,  1  h.  &;  1.  trk.,  1  comb,  c 
k  h.  wag.,  2  hose  carts;  hose,  2,000  ft.;  f.  al., 
wh.  &  telp.;  val.  equip.,  $8,500;  val.  bidgs., 
$2,000;  tot.  mem.,   18. 

Water  Supply — Src.,  wells;  sys.,  pump.;  2  pump, 
ene.,  cap.  day  1,250,000  gals.;  res.  cap.,  250,000 
gals.;  mains,  3  m.;  pres.,  76  lbs.;  cost,  $40,000; 
cost  mice.,  $8,000;  wks.  owned  by  city. 

EAST  LAKE,  p.  8,000;  f.  area,  640  a.;  mere, 
bldgs.,  wd.,  1^  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.;  fwks.  ^  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  hose  wag.,  2  hose  car.;  hose,  cot.,  rub. 
lined,  gdL,  8,000  ft.;  rub.,  gd.,  500  ft.;  inf.,  500 
ft.;  tot.  hose,  4,000  ft.;  f.  at.,  wh.  ft  bell;  val. 
equip.,  $2,000;  val.  bldgs.,  $700;  tot.  mem..  24 
vol. 

Water  Supply — ^Kot  reported. 

EAST  TAWAS,  p.  1,452;  f.  area,  100  a.;  mere. 
bldgs.,  ok.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  2  stor.: 
wd.  rfs.  perm.;  fwks.  ft  combt.  onL;  causes  of  f. 
inv.  F.  dept. — 1  h.  ft  1.  trk.,  8  hose  reels;  hose, 
cot.,  rub.  lined,  gd.,  2,400  ft.;  f.  al.,  wh.;  val. 
equip.,  $37,000;  exp.  dept.,  $225;  tot.  mem.,  22 
vol. 

Water  Supply — Src,  bay,  40  rods  bus.  cent.; 
sys.,  pump  dir.;  2  pump,  eng.,  class  hor.,  cap.  day 
1,500,000  gals.;  mains,  8  m.,  6  to  8  in.  dia.;  60 
hyd.;  375  serv.;  3  met.;  pipe,  iron;  pres.,  dom.  40 
lbs.,  f.  90  lbs.;  cons,  day,  100,000  gals.;  cost, 
$30,000;  cost  mtce.,  $4,000;  wks.  owned  by  town. 

EATON  RAPIDS,  p.  2,094;  mere,  bldga.,  bk. 
stn.  ft  wd.,  2  to  4  stor.;  priv.,  bk.  ft  wd.;  1  to  8 
8tx>r.;  wd.  xfs.  not  perm.;  fwks.  ft  combt.  ord.  F. 
dwpt. — 1  sir.,  4  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  hose 
wla^.,  1  hose  oart,  2  hrs.;  hoee,  oot.,  rub.  lined, 
gd.,  2,600  ft.;  inf.,  1,000  ft;  tot.  hose,  8,600 
ft.;  f.  al.,  bell  wh.  ft  telp.;  val.  equip.,  $8,000; 
vaL  bldgs.,  $3,000;  exp.  dept.,  $2,600;  tot.  mem., 
10,  pd.  full  time;  undrs.  rating,  second  clatss. 

Water  Supply — Src,  wells,  H  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  120,000  gala.; 
dim.,  14  z  100,  loc.  on  Plain  St.;  mat,  stl.;  2 
pump,  eng.,  class  dup.  comp.,  cap.  day  760,000 
gals.;  mains,  c.  i.,  6  m.,  4  to  10  in.  dia.;  62 
hyd.;  23  v.;  600  serv.;  pipe,  iron;  pres.,  dom. 
40  lbs.,  f.  90  lbs.;  cons,  day,  180,000  gals.;  cost, 
$26,000;   cost  mtce.,  $l,'50O;  wks.  owned  by   city. 

ECORSE,  p.  1,068.  F.  dept. — 2  hose  carts: 
hose,  cot.,  rub.  lined,  gd.,  1,200  ft;  f.  al.,  bell  ft 
wh.;  tot  mem.,  25  voL 

Water  Supply — Src,  Lake  St  Clair,  1  m.  bus. 
cent;  sys.,  grav.;  mains,  8  m.,  4  to  8  in.  dia.; 
89  hyd.;  wks.  owned  by  city. 

EDMORE,  p.  752.  F.  dept — 1  hand  hose  reel: 
hose,  cot,  rub.  lined,  gd.,  2.000  ft;  f.  al.,  beU 
ft  wh.;  tot  mem.  8,  pd.  part  time. 

Water  Supply — Src,  wells,  1  m.  bus.  cent.;  sya., 
dir.  pres.;  mains,  H  m.;  10  hyd.;  pres.,  dom.  40 
to  60  lbs.,  f.  80  to  125  lbs.;  wks.  owned  by  city. 

ELK  RAPIDS,  p.  1,673;  f.  area,  640  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  ft  3  stor.;  priv.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ord.;  causes 
of  f.  inv.  F.  dept. — 8  h.  ft  1.  trk.,  5  hose  wag., 
5  hose  car.;  hose,  cot,  rub.  lined,  gd.,  5,000  ft; 
f.  aL,  bell  ft  wh.;  exp.  dept,  $80;  tot  mem.,  60 
vol. 

Water  Supply — Src,  lake,  H  m.  bus.  cent.;  sys.. 
pump  dir.;  3  pump,  eng.,  cap.  day  1,500,000 
gals.;  mains,  iron,  7%  m.,  4  to  8  in.  dia.;  62 
hyd.;  54  v.;  met,  21;  851  serv.;  pipe,  galv.  i.; 
pres.,  dom.  40  lbs.,  f.  100  lbs.;  cons,  day,  300,- 
000  gals.;  cost,  $36,000;  cost  mtce.,  $1,200; 
wks.   owned  by   Co. 

ELKTON,  p.  658.  F.  dept. — 1  hand  eng.,  1 
hand  hose  cart;  hose,  cot,  rub.  lined,  gd.,  760 
ft.:  f.  al.,  wh.;  tot.  mem.,  25  vol. 

Water  Supply — Src,  wells,  1  m.  bus.  cent.;  sys., 
dir.  pres.;  mains,  1  m.,  4  to  6  in.  dia.;  10  hyd.; 
pres.,  dom.  50  to  70  lbs.;  wks,  owned  by  city. 

ELSIE,  p.  692.  F.  dept — 1  gasoline  eng.,  2r000 
ft  hose;  9  vol. 


Water  Supply — Src,  deep  well,  8  dsteros. 

EMPIRE,  p.  800.     F.  dept — 2  hand  hose  cartB. 

1  h.  ft  1.  trk.;  hose,  nib.  lined,  gd.,  1»000  ft;  1. 
al.,  elec,  2  bx.;  val.  equip.,  $800;  tot  mem.,  6  vol 

Water  Supply — Src,  lake,  1  m.  bus.  cent;  b^b., 
dir.  pres.;  39  v.;  pres.,  f.  80  lbs.;  wks.  owned  bjr 
city. 

ESCANABA,  p.  13,194;  f.  area,  9,083  a.;  mere 
bldgs.,  wd.,  bk.  ft  cem.,  2  to  6  stor.;  priv..  vd. 
ft  bk.,  1  to  3  stor.;  wd.  rfs.  not  perm.;  fwks.  ft 
combt    ord.;    causes   of  f.   inv.      F.   dfpt — 2  str., 

2  c  hand  ex.,  1  h.  ft  L  trk.,  1  comb,  c  ft  h.  war.. 

1  hose  wag.,  3  hose  car.,  6  hrB.;  hose,  cot.,  rub. 
lined,  gd.,  3,000  ft;  inf.,  1,650  ft;  tot  hose,  4,650 
ft.;  f.  al..  Gamewell,  30  bz.;  vaL  equip.,  $18,000; 
val.  bldgs.,  $17,760{  exp.  dept,  $10,000;  tot 
mem.  16,  pd.  full  time. 

Water  Supply — Src,  lake,  1  m.  bus.  cent;  sy*., 
pump  dir.;  res.  cap.,  6,000,000  gala.;  8  pun^. 
eng.,  class  comp.  ft  dup..  cap.  day  6.000,000 
gals.;  mains,  c  L,  22  m.,  4  to  16  in.  dia.;  221 
hyd.;  156  v.;  met.,  377;  2,060  serv.;  pipe,  galv.  L; 
pres.,  dom.  60  lbs.,  f.  100  to  150  lbs.;  cons.  day. 
1,800,000  gals.;  cost  mtce.,  $15,000;  wks.  owned 
by  Co. 

ESSEXVILLE,  p.  1,477;  f.  area,  1,000  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1^  ft 

2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  cod.; 
causes  of  f.  inv.  F.  dept. — 1  hand  cart,  i  hose 
wag.,  1  hrs.;  hose,  cot,  rub.  lined,  gd.,  2,000  ft; 
inf.,  300  ft;  tot  hose,  2,300  ft.;  f.  aL,  Gam^ 
well,  7  bx.;  vaL  equip.,  $6,400;  vaL  bldgs.,  |1,- 
500;  exp.  dept,  $1,000;  tot  mem.  10,  pd.  fall 
time. 

Water  Supply — Src,  riv.;  pipe,  600  ft,  2  in.  dia. 

EVART,  p.  1,386;  f.  area,  80  a.;  mere  bldgi.. 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  S  stor.;  wd. 
rfs.  perm,  in  f.  area;  combt.  ord.;  causes  of  1 
inv.  F.  dept — 1  h.  ft  L  trk.,  4  c  hand  ex.,  9 
hose  car.;  hose,  cot,  rub.  lined,  sd.,  2,400  ft.: 
inf.,  600  ft;  tot  hose,  8,000  ft;  f.  aL,  elec,  10 
bx.;  val.  equip.,  $3,000;  vaL  bldgs.,  $3,600;  ez|>. 
dept,  $160;  tot.  mem.,  26  vol. 

Water  Supply — Src,  wells;  ajB.,  pomp  dir.; 
pump,  eng.,  cap.  day  1,500,000  gals.;  mains,  irco 
ft  wd.,  2  !4  to  10  in.  dia-;  35  hyd.;  60  v.;  300 
serv.;  pres.,  dom.  40  lbs.,  f.  60  to  100  lbs.;  cost, 
$30,000;  cost  mtce.,  $3,000;  wka.  owned  by  village. 

♦  FENNVILLE,  p.  600;  f.  area,  120  a.;  F.  dept.— 
1  hose  cart,  ladder  wag.  ft  ladders,  nozzles.  500 
ft.  hose;  f.  aL,  bell;  val.  equip.,  $550;  vaL  bldgc, 
$600;  tot  mem.   25,  pd.  part  time. 

Water  Supply — Src,  wells,  1  m.  boai  cent; 
sys.,  pump  dir.;  1  pump,  eng.;  cap.  day,  860,00u 
gals.;  mains,  1%  m.;  21  hyd.;  1^  v.;  pres.,  dom. 
42  lbs.,  f.  100  lbs.;  cost,  $12,000;  wka.  owned 
by  city. 

FENTON,  p.  2.831:  f.  area,  810  s.;  mere  bldgi., 
bk.,  1  to  8  stor.;  priv.,  wd.,  2  ator.;  wd.  rfk.  not 

J>erm.  in  f.  area;  fwka.  ft  combt  cmL;  oaoaes  of  t 
nv.  F.  dept — 1  str.,  1  h.  ft  1.  trk.,  2  c  hand 
ex..  1  hose  wag.,  3  hose  car.,  4  hrs.;  hose,  cot, 
rub.  lined,  gd.,  3,000  ft;  f.  aL.  bell  ft  wh.;  vtL 
equip.,  $6,000;  val.  bldgs.,  $3,500;  expu  dept, 
$550;  tot.  mem.  16,  pd.  part  time. 

Water  Supply — Src,  well,  in  bus.  cent;  ts^ 
pump  dir.;  res.  cap.,  65,000  gals.;  2  pomp,  csf., 
cap.  day  65,000  gals.;  mains.  8  m.,  4  to  8  id. 
dia.;  58  hyd.;  60  v.;  500  serv.;  pipe,  galv.  L: 
pres.,  dom.  60  lbs.,  f.  120  lbs.;  cons.  day.  150,000 
gals.;  cost,  $27,000;  cost  mtce.,  f 3,000;  wka 
owned  by  city. 

FIFE  LAKE,  p.  340.  F.  dept. — 1  comb,  c  ft 
hand  eng.,  1  hose  wag.;  hose,  cot,  rub.  lined,  fi, 
1,000  ft.;  f.  aL,  bell;  vaL  equip.,  $2,000;  viL 
bidgrs..   $500;  tot   mem.,   22   voL 

Water  Supply — Src,  lake. 

FLINT,  p.  38,550;  f.  area,  120  a.;  mere  bldga, 
bk.,  2  to  9  stor.;  priv.,  bk.  ft  wd.,  2  star.;  wd. 
rfs.  not  perm,  in  f.  area;  fwka.  ft  ccM&bt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  str.,  2  auto,  str., 
1  auto.  comb.  c.  ft  h.  wag.,  1  cfaieTa  autot,  i  b. 
ft  L  trk.,  1  auto.  aer.  trk.,  17  c  hand  ex.,  3  boM 
wag.,  7  hrs.;  hose,  cot,  rub.  lined,  gd.,  9,009 
ft;  f.  al..  bell,  wh.  ft  Gamewell,  60  bx.;  val 
equip.,  $49,500;  val.  bldgs.,  $50,000;  eip.  d^c, 
$30,000;  tot  mem.  80,  pd.  full  time. 

Water  Supply — Src,  nv.,  1  m.  bos.  cent;  Qi. 
pump  dir.;  4  pump,  eng.,  cap.  day  1S,$00,OM 
gals.;  mains,  c  L,  45  m.,  4  to  16  la.  dia.;  3S7 
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hyd.;  448  v.;  met.,  4,906;  6,000  serv.;  pipe,  calv. 
i.  k  lead;  pres.,  dom.  40  lbs.,  f.  00  to  125  lbs.; 
COD&  day,  8,804,088  gals.;  cost,  $348,954. 

FLUSHING,  p.  088.  F.  dept.— 1  h.  ft  1.  trt,  1 
hand  eng.;  hose,  cot.,  rub.  lined,  gd.,  1,600  ft.; 
f.  al.,  eiec,  7  bx. 

FOWLER,  p.  476;  bldgs.,  bk.,  wd.  k  cem.  F. 
dept. — 1  band  eng.,  2  hand  c.  ex.,  1  h.  &  1.  trk.; 
hose,  600  ft.;  f.  al.,  bell;  voL  serv. 

Water  Supply — Src,  tk.;  sys.,  pump.;  res.  cap., 
600  bbls.;  5  h}'d.;  mains,   ^  m. 

FOWLERSVILLE,  p.  006.  F.  dept.— 1  h.  ft  1. 
trk.,  2  hoee  reels;  hose,  800  ft.;  f.  al.,  bell  ft  wh.; 
tot.  mem.,  15  vol. 

Water  Supply — Src,  wells,  40  rods  bus.  cent.; 
srs.,  dir.  pres.;  stdp.  cap.,  100,000  gals.;  mat., 
iron;  pump,  cap.  day  1,000,000  gals.;  mains,  iron, 
1^  m.,  4  to  8  in.  dia.;  19  hyd.;  pres.,  dom.  ft  f., 
125  lbs.;  cost,  »] 0,500;  wks.  owned  by  citv. 

FRANKENMUTH,  p.  608;  bldgs.,  bk.  F.  dept. 
— 1  atm.  eng.,  1  hand  eng.,  1  hose  cart;  hose,  850 
ft.:  f.  al.,  wh.;  tot.  mem.,  10. 

Water  Supply — ^Not  reported. 

FRANKFORT,  p.  1,655;  f.  area,  160  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area.  F.  dept. — 10  c  hand 
ex.,  2  hose  oar.;  hose,  oot..  rub.  Jined,  gd.,  1,800 
ft.;  rub.,  gd.,  500  ft;  inf.,  200  ft.;  tot.  hose, 
2.000  ft.;  f.  aL.  wh.;  vaJ.  equip.,  $3,000;  val. 
bldffs.,  $1,000;  tot.  mem.,  21  vol. 

Water  Supply — Src,  wells,  %  m.  bus.  cent.; 
sy6.,  pump  dir.;  2  pump,  eng.,  claiss  dup.,  cap.  day, 
400,000  gals.;  mains,  iron  &  wd.,  4.30  m.,  2Vi  to  8 
in-  dia.;  42  hyd.;  27  v.;  305  serv.;  pipe,  iron  ft 
wd. ;  pres.,  dom.  50  lbs.,  f.  90  lbs.;  cons,  day, 
470,000   gals.;   cost,  $18,000;  wks.  owned  by  city. 

FREMONT,  p.  2,009;  f.  area,  640  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  S  stor.;  priv.,  bk.  ft  wd., 
2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2  c  eng. 
on  wis.,  1  h.  ft  1.  trk.,  4  hose  carts;  hose,  cot., 
rub.  lined,  gd.,  2,200  ft.;  inf.,  200  ft.;  tot.  hoee, 
2,400  ft.;  f.  al.,  elec,  7  bx.;  val.  equip.,  $8,000; 
val.  bldgs.,  $2,000;  exp.  dept,  $800;  tot.  mem. 
65,  pd.   part  time. 

Water  Supply— Src,  spr.  ft  wells,  %  m.  bus. 
cent;  sys.,  pump  dir.;  stdp.  cap.,  75,000  gals.; 
res.  cap.,  55,000  gals.;  pump,  eng.,  cap.  day  2,000,- 
000  gals.;  mains,  8  m.,  2  to  10  in.  dia.;  42  hyd.; 
4  8  v.;  245  met;  245  serv.;  pres.,  dom.  70  lbs.,  f. 
125  lbs.;  cost,  $28,000;  cost  mtce.,  $2,000;  wks. 
owned   by    city. 

GARDEN*  p.  497.  F.  dept. — 1  hand  eng.,  1 
gas  eng.,  2  c  hand  ex.,  2  hand  hoee  carta;  nose, 
oot.,  nw.  lined,  gd.,  900  ft.;  f.  al.,  bell;  vol. 

Water  Supply — Src,  6  wells. 

OAYLORD,  p.  1,688;  mere  bldgs.,  wd.  ft  bk., 
1^    to  3    Btor.;  pnv.,  wd.,   1   ft  2  stor.;  wd.  rfs. 

Eerm.  F.  dept — 8  c  hand  ex.,  1  h.  ft  1.  trk.,  8 
oee  car.;  hose,  cot,  rub.  lined,  gd.,  2,100  ft;  f. 
al.,  bell  &  wh.;  val.  equip.,  $1,600;  val.  bldgs., 
1600;  tot.  mem.,  20  voL 

Water  Supply — Src,  wells;  ays.,  pump  to  stdp.; 
si  dp.  cap.,  85,000  gals.;  dim.,  80  x  16;  mains,  4 
m.,  4  to  6  in.  dia.;  28  hyd.;  6  v.;  200  serv.; 
pres.,  dom.  80  lbs.,  f.  110  to  185  lbs.;  cost, 
$9,500;    cost  mtce.,  $800;  wks.  owned  by  village. 

GLADSTONE,  p.  4,211;  f.  area,  1,000  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  1  ft  2  stor. ;  priv.,  wd.,  1  % 
stor.;  wd.  rfs.  not  perm.;  no  fwks.  ft  combt.  ord.; 
causes  of  i.  inv.  F.  dept. — 1  str.,  2  c  hand  ex., 
1  h.  ft  1.  trk.,  1  hose  wag.,  2  hose  reels,  2  hrs.; 
hoffe,  cot.,  rub.  lined,  gd.,  9,800  ft.;  f.  al.,  Game- 
well,  17  bx.;  val.  equip.,  $5,000;  val.  bldgs., 
$21,500;  exp.  dept.,  $1,600;  tot.  mem.  24,  pd. 
full  time   3,  voL  21. 

Water  Supply — Src,  bay,  H  m.  bus.  cent;  sys., 
pump  dir.;  2  pump,  eng.,  class  comp.,  size  12  x 
18  X  11  ^»  cap.  day  250,000  gals,  each;  mains, 
c.  i.,  7  m.,  4  to  12  in.  dia.;  43  hyd.;  80  v.;  met, 
8;  pres.,  dom.  40  lbs.,  f.  125  lbs.;  cons,  day,  40,- 
000  gals.:  cost,  $50,000;  cost  mtce.,  $6,500; 
wks.  owned  by  city. 

GLADWIN,  p.  988.  F.  dept — 1  h.  ft  L  trk., 
2  hose  carts;  nose,  1,000  ft;  f.  al.,  telp.  ft  wh.; 
tot.  mem.,   17. 

Water  Supply — Holly  sys.;  mains,  8  m.;  20  hyd.; 
pres.,    75   lbs. 

OaBLEVM-iJE,  p.   587.     F.  dept. — 1  hand  pump. 


1  h.  ft  L  trfc.,  1  hose  reel;  hose.  300  ft.;  f.  al., 
bell;  val.  equip.,  $600;  val.  bldgs.,  $1,500;  tot 
mem.,   37   vol. 

Water  Supply — Src,  wells  ft  cisterns. 

GRAND  HAVEN,  p.  6,856;  f.  area,  100  a.;  mere 
bldgs.,  bk.  ft  stn.,  1  to  3  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.  F.  dept. — 
1  str.,  2  hand  ex.,  1  h.  ft  1.  trk.,  1  comb,  hose 
wag.  ft  trk.,  2  hose  wag.,  8  hrs.;  hose,  cot,  rub. 

i?^A^  fi^^" ,  ^♦J'l^^  *^-  '•  »!•»  «lec;  val.  equip., 
$9,000;  vul.  bldgs.,  $6,000;  exp.  dept,  $7,000; 
tot  mem.,  12,  pd.  part  time. 

Water  Supply— Src,  wells,  %  m.  bus.  cent; 
sys.,  pump  dir.;  4  pump,  eng.,  class  comp.,  cap. 
day  8,000,000  gals.;  mains,  c  i.,  11  m.,  4  to  12 
in.  dia.;  100  hyd.;  met,  700;  700  serv.;  pipe,  galv. 
1.;  pres.,  dom.  87  lb«.,  f.  110  lbs.;  cons.  day. 
400,000  gals.;  cost,  60,000;  cost  mtce.,  $9,000; 
wks.  owned  by  city. 

^.^?^^^2  LEDGE,  p.  2,898;  f.  area,  160  a.; 
bldgs.,  bk.  ft  wd.,  2  stor.;  wd.  rfs.  not  perm.  F. 
dept— 1  supply  wag.,  1  hose  car.,  2  hrs.;  hose, 
cot.  rub.  lined,  gd.,  2,600  ft;  f.  aL,  wh.;  vaL 
equip.,  $8,000;  vaL  bldgs.,  $8,000;  exp.  dept, 
$1,800;  tot  mem.  8,  pd.  part  time;  undrs.  rating, 
first  class. 

Water  Supply— Src,  wells.  %  m.  bus.  cent.; 
sys.,  pump  dir.;  stdp.  cap.,  100,000  gals.;  4  pump, 
eng.,  cap.  day  2,076,000  gals.;  mains,  c  i.,  8  m., 
4  to  8  in.  dia.;  47  hyd.;  86  serv.;  pres.,  dom.  60 
lbs.,  f.  76  lbs.;  cost,  $44,000;  cost  mtce.,  $1,800: 
wks.  owned  by  city. 

GRAND  MARAIS,  p.  1,000.  F.  dept. — 2  hand 
hose  carts,  1  hand  ladder  trk.;  hose,  cot.,  rub. 
lined,  gd.,  2,000  ft;  f.  al.,  telp.;  tot  mem.,  14 
vol. 

Water  Supply — Src,  Lake  Superior,  1  m.  bus. 
cent;  sys.,  pump.;  2  pump,  eng.:  mains,  8%  m., 
4  to  8  in.  dia.;  pres.,  dom,  60  lbs.,  f.  120  lbs.; 
wks.  owned  by  city. 

GRAND  RAPIDS,  p.  112,571;  f.  area,  17%  sq. 
m.;  mere,  bldgs.,  stn.,  bk.  ft  wd.,  1  to  10  stor.; 
priv.,  stn.,  bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm,  in 
f.  area;  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 
12  str.,  1  in  reserve,  2  c  eng.  on  wis.,  2  auto, 
comb,  c  eng.,  6  auto.  comb,  c  ft  h.  wag.,  1  auto, 
aer.  trk.,  8  h.  ft  1.  trk.,  7  hose  wag.,  72  hrs.; 
hose,  cot.,  rub.  lined,  gd.,  82,410  ft;  f.  al.,  Game- 

rf"i  P^  **'•'  ^^  *^^P-»  1270,000;  val.  bldgs., 
$145,000;  exp.  dept,  $168,798;  tot  mem.  16o! 
pd.  full  time. 

Water  Supply — ^Src,  Grand  riv.,  l  m.  bus.  cent.; 
sys.,  pump  to  res.,  stdp.  ft  dir.;  stdp.  cap.,  876,- 
i^«^«^8?h»  dim.,  80  X  76;  mat,  stL;  res.  cap., 
6,000,000  gals.,  loc  %  m.  station;  8  pump.  eng. 
size  8  X  12  X  16,  cap.  day  86,000.000  gals.;  mains, 
c  1.,  196%  m.,  4  to  86  in.  dia.;  1,984  hyd.; 
2,287  v.;  met,  8,721;  19,861  serv.;  pipe,  lead; 
pres.,  dom.  65  to  90  lbs.,  f.  66  to  90  lbs.;  cons, 
day,  14,052,001  gals.;  cost,  $2,784,678;  cost 
mtce,  $55,102;  wks.  owned  by  city. 

GRANDVILLE,    p.    680.      F.    dept— 1    comb,    c 
ft  hand  eng.,  1  h.  ft  L  bucket  trk.,  260  ft  hose. 
Water  Supply — Wells. 

GRASS  LAKE,  p.  760.     F.  dept— 1  c  eng..  6  e. 
hand  ex.,  1  h.  ft  1.  trk.;  f.  al.,  bell;  voL 
Water  Supply — Not  reported. 

GRAYLING,  p.  1,775;  f.  area,  300  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv..  wd.,  2  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inT. 
F  dept — 1  h.  ft  L  trk.,  2  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  1,600  ft;  tot  hose,  2,500  ft; 
f.  al.,  bell,  12  bx.;  val.  equip.,  $500;  val.  bldgs., 
$500;  exp.  dept,  $100;  tot  mem.,  20  voL 

Water  Supply — Src,  riv.,  %  m.  bus.  cent;  sys., 
grav.;  mains,  2  5-44  m.;  30  hyd.;  56  serv.;  pres., 
100  lbs.;   cost   $3,000;  wks.  owned  by  Co. 

GREENVILLE,  p.  4,045;  mere  bldgs.,  wd.  ft 
bk.,  2  ft  3  stor.;  priv.,  wd.,  1  ft  2  stor,  F.  dept. — 
1  h.  ft  1.  trk.,  1  hose  car.,  4  hrs.;  hose,  cot,  rub. 
lined,  gd.,  1,500  ft;  f.  al.,  bell  ft  wh.;  val.  equip.. 
$10,000;  val.  bldgs.,  $3,000;  tot  mem.  11,  pd. 
part  time. 

Water  Supply — Src.  well,  %  m.  bus.  cent; 
sys.,  pump  dir.;  2  pump,  eng.,  cap.  day  1,000,000 
gals.;  mains,  c.  i.,  10  m.,  4  to  12  in.  dia.;  66 
hyd.;  48  v.;  900  serv.;  pipe,  lead  ft  galv.  i.;  pres., 
dom.  80  lbs.,  f.  100  to  126  lbs.;  cons,  day,  800,- 
000  gals.;  cost  $80,000;  cost  mtce.,  $5,129; 
wks.  owned  by  city. 


c-164 


FIRE  DEPARTMENTS  AND  WATER  SUPPLY— MICHIGAN 


HANCOCK,  p.  8,981;  f.  area,  1,6D0  a.;  mere, 
bldgs.,  Btn.,  bk.  k  wd.,  1  to  4  stor.;  prir.,  wd.,  2 
■tor.;  wd.  rfs.  not  perm.;  combt.  ord.;  causes  of 
f.  inr.  F.  dept. — 1  str.,  0  c  hand  ex.,  1  h.  ft  1. 
trk.,  1  hose  wag.,  8  hose  car.,  6  hrs.;  hose,  cot., 
rub.  lined,  gd.,  8,000  ft.;  rub.,  gd.,  600  ft.;  tot. 
hose,  8,600  ft.;  f.  al.,  Oamewell,  22  bz.;  Tal. 
equip.,  $16,000;  Tal.  bldgs.,  $26,000;  ezp.  dept., 
$6,000;  tot.  mem.  21,  pd.  fidl  time  6,  pd.  part 
time  16. 

Water  Supply — Src.,  wells,  1  m.  bus.  cent.;  sys., 
pump  to  res.  3e  grav.;  res.  cap.,  1,800,000  giQs., 
IOC.  north  dty;  8  pump,  eng.,  cap.  day  4,000,000 
gals.;  mains,  c  L,  0  m.;  70  hyd.;  80  t.;  1,600 
serv.;  pres.,  dom.  86  lbs.;  cons,  day,  1,800,000 
gals.;  cost,  $200,000;  cost  mice.,  $10,000;  wks. 
owned  by  city. 

HARBOR  BEACH,  p.  1,666;  mere  bldgs.,  bk.  k 
cone.  F.  dept. — 1  h.  k  1.  trk.,  2  hose  car.;  hose, 
rub.,  gd.,  1,700  ft.;  f.  aL,  GameweU;  tot.  mem., 
82  VOL 

Water  Supply — Src,  lake;  pump.  cap.  day, 
1,000,000  gals. 

HARBOR  SPRINGS,  p.  1,806;  f.  area,  626  a.; 
mere,  bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd..  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  combt.  ora.;  causes 
of  f.  Inr.  F.  dept. — 1  h.  ft  1.  trk.,  2  hose  carts, 
I  hose  reel:  hose,  cot.,  rub.  lined,  cd.,  600  ft.; 
inf.,  1,100  ft.;  tot.  hose,  1,600  ft.;  f.  al.,  wh.,  0 
bz.;  val.  equip.,  $11,000;  Tal.  bldgs.,  $800;  ezp. 
dept.,  $660;  tot.  mem.  12,  pd.  part  time. 

Water  Supply — Src.,  wells,  ^  m.  biis.  cent; 
sys.,  dir.  ft  grav.;  stdp.  cap.,  850,000  gal?.;  dim., 
50  z  100;  mat.,  cem. ;  res.  cap.,  850.000  gals., 
loc.,  att  pump.  sta. ;  2  pump,  eng.,  class  cross 
oomp.  condensed,  oap.  day,  2,650,000  gals.;  mains, 
stl.  ft  c  i.,  19  m.,  2  to  8  in.  dia.;  00  hydL;  126  v.; 
met,  275;  775  serv.;  pipe,  stl.;  pres.,  d<Mn.  76  lbs., 
f.  125  lbs.;  cons,  day,  260,000  gals.;  cost,  $40,- 
426;   cost  mtce.,  $402;  wks.  owned  by  city. 

HARRISON,  p.  648.  F.  dept — 2  hose  carts; 
hose.  1,000  ft;  tot.  mem..  16  voL 

Water  Supply — Src.,  lake;  pres.,  dom.  50  lbs., 
f.  06  lbs.;  cost,  $7,000;  cost  mtce.,  $060;  wks. 
owned  by  city. 

HART,  p.  1.666;  f.  area,  100  a.;  mere,  bldgs., 
bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.  ft  bk..  I  ft  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  oombt.  ord.; 
causes  of  f.  inv.  F.  dept — 1  h.  ft  L  trk.,  8  e. 
hand  ex.,  2  hose  wag.;  hose,  cot.,  rub.  lined,  gd., 
2,000  ft;  inf.,  400  ft.;  tot  hose,  2,400  ft.;  f.  al., 
telp.  ft  elec;  val.  equip.,  $2,500;  vaL  bldgs., 
$1,200;   tot  mem.,   21   vol. 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  eys., 
grav.,  pump  dir.  to  mains;  2  pump,  eng.,  cap.  day 
760,000  gids.;  mains,  8  m.,  4  to  8  in.  dia.;  82 
hyd.;  260  serv.;  pres.,  dom.  20  lbs.,  f.  160  lbs.: 
cost,  $18,000;  cost  mtce.,  $1,000;  wks.  owned 
by  city. 

HARTFORD,  p.  1,268;  f.  area,  640  a.:  mere, 
bldgs.,  wd.  ft  bk.,  1  to  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 2  c.  hand  ez..  1  h.  ft  L  trk.,  2 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  000  ft.;  inf., 
600  ft;  tot  hose,  1,400  ft;  f.  aL,  bell;  vaL 
bldgs.,  $1,000;  tot  mem.,  20  voL 

Water  Supply — Src,  spr.,  %  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  40,000  gals.;  mat, 
stl.:  2  pump,  eng.,  cap.  day  720,000  gals.;  mains, 
c.  i.,  5  m.,  4  to  8  in.  dia.;  34  hyd.;  250  serv.; 
pipe,  galv.  i.;  pres.,  dom.  45  lbs.,  f.  100  lbs.; 
cons,  day,  25,000  gals.;  cost  mtce.,  $700;  wks. 
owned    by    city. 

(Hastings,  p.  4,888;  f.  area,  640  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  h.  ft  L  trk.,  1  hose 
wag.,  2  hose  car.,  2  hrs.;  hose,  cot,  rub.  lined, 
gd.,  8,000  ft;  inf.,  800  ft;  tot  hose,  8.800  ft; 
f.  al.,  wb.,  16  bx.;  ezp.  dept,  $600;  tot  mem. 
24,  pd.  part  time. 

Water  Supply — Src.,  wells;  ays.,  pump  dir.;  S 
pump,  eng.,  cap.  day  8,500,000  gals.;  mains.  7 
m.,  4  to  12  in.  dia.;  47  hyd.;  27  v.;  met,  2;  420 
serv.;  pres.,  dom.  40  lbs.,  f.  00  to  100  lbs.;  cost, 
$45,000;  cost  mtce.,  $8,400;  wks.  owned  by  dty. 

HERMANSVILLE,  p.  800;  f.  srea,  10  a.  F.  dept 
— 8  hose  wag.  ft  ladder  trk.;  f.  al.,  bell;  vaL 
equip.,  $1,000;  toL 


Water    Supply — Sws.,   w«lls. 

HESPERIA,  p.  462.  F.  dept—t  hand  hosi 
carts;  hose,  cot,  rub.  lined.,  gd.,  1,200  ft;  L  sL, 
bell;  tot  mem.  20,  pd.  part  time. 

Water  Supply — Src,  White  rlv.;  171.,  dir.  pica; 
mains,  IH  m.;  II  hyd.;  pres.,  dom.  40  Uit.,  t 
60  lbs. 

HtLLMAN,  p.  411.;  f.  area,  240  a.  F.  dept— 
1  c.  eng.,  1  hose  wag.,  1,600  ft  hose;  f.  tL  bdl; 
7  vol. 

Wsiter  Supply — Src,  river;  sys.,  pomp;  t  pompi; 
9  hyd.;  vrtcs.  owned  by  priv.  Cf6. 

HILLSDALE,  p.  6,001;  f.  area,  700  a.;  mat. 
bldgs.,  bk.,  8  stor.;  priv.,  wd.,  2  stor.:  wd.  rfa 
perm,  in  f.  area;  fwks.  ord.;  causes  of  f.  inv.  F. 
dept — 24  c  hand  ez.,  4  hand  c,  1  h.  ft  L,  1 
hose  wag.,  2  hose  car.,  4  hrs.:  hose,  eot,  nAk 
lined,  gd.,  8,000  ft;  f.  sL,  bell;  vaL  equip., 
$11,000;  vaL  bldgs.,  $2,000;  ezp.  dept,  $S,iOO; 
tot  mem.  18,  pd.  full  time  2,  pd.  pait  tine  4, 
vol.   12. 

Water  Supply — Src,  lake,  IH  m.  bos.  cesL; 
ays.,  pump  dir.;  4  pump,  eng.,  daas  oomp.  dif.  ft 
eross-comp.,  cap.  day  10,000.000  gals.;  uaSm, 
16  m.,  4  to  12  in.  dia.;  116  hyd.;  met,  68;  UM 
serv.;  pipe,  c  i.  ft  galv.  stL;  pres.,  dom.  40  to 
60  lbs.,  f.  80  to  140  lbs.;  cons,  day,  1,000,000 
gals.;  wks.  owned  by  dty. 

HOLLAND,  p.  10,400;  f.  ai«a,  1,000  a.;  mm. 
bldgs.,  stn..  2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  p«m.  in  L  area;  fwka.  ft  oombt  ord.;  caoMi 
of  f.  inv.  F.  dept — 1  comb,  c  ft  h.  wag.,  4  e. 
hand  ez.,  1  hose  wag.,  S  hose  car.,  4  his.;  bosc 
cot,  rub.  lined,  gd.,  6,000  ft;  inf.,  600  ft;  tot 
hose,  6,600  ft.;  f.  al.,  wh.  ft  elec,  28  bx.;  viL 
equip.,  $7,000;  val.  bldgs.,  $10,000;  ezp.  dept, 
$5,000;  tot.  mem.  28,  pd.  full  time  2,  pd.  piit 
time  26. 

Water  Supply — Src,  wells,  88,000  ft  bos.  cent; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  247,000 
gals.;  dim.,  18  z  180;  mat,  stL;  pump,  eng.,  dui 
centrif.,  cap.  day  4,600,000  gals.;  mains,  c.  U 
27 H  m.,  4  to  14  in.  dia.;  267  l^d.;  266  v.;  met, 
2,226;  2,166  serv.;  pipe,  galv.  L;  pres.,  dom.  44 
to  66  lbs.,  f.  100  lbs.;  cons,  day,  818,700  gak: 
cost,  $162,787;  cost  mtce,  $11,702;  wks.  omd 
by  ci*y. 

HOLLY,  p.  1,687;  f.  area,  800  a.;  mere  bUfa, 
bk.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfa  sot 
perm,  in  f.  area.  F.  dept — 1  h.  ft  L  txk.,  1  Mr* 
trk.,  2  hose  wag.,  2  hose  carts;  hose,  cot,  nb. 
lined,  sd.,  1,000  ft;  inf.,  600  ft;  tot  hoie^ 
1,600  ft;  f.  aL,  wh.,  4  bz.;  ezp.  dept,  $600; 
tot.  mem.  21,  pd.  part  time 

Water  Supply — Src,  wells  ft  pond,  H  ib-  ^^^ 
cent.;  sys.,  pump  dir.;  pump,  eng.,  cap.  day 
1,600,000  gals.;  mains,  wd.,  4%  m.,  4  to  6  is. 
dia.;  27  hyd.;  2  v.;  160  serv.;  ptoe,  fih.  U 
pres.,  dom.  86  lbs.,  f.  100  Ibe.;  cons,  day,  600,000 
gals.;  cost,  $18,000;  cost  mtoe.,  $2,000;  vka 
owned  by  city. 

HOMER,  p.  1,008;  i  area,  8  a.;  mere.  bUgs, 
wd.  ft  bk.,  2  ft  8  stor.;  priv.,  w<L,  IH  ft  2  star.: 
wd.  tIb.  not  penn.;  fwks.  ft  combt.  aid.  F.  dwt" 
1  stm.  eng.,  1  hand  eng.,  1  c  eng.,  1  c  haad  a* 
1  h.  ft  1.  trk.,  I  hose  car.;  hoee,  cot,  nb.  liasd. 
gd.,  1,600  ft;  inf..  600  ft;  tot  hose,  2.000  ft: 
f.  al.,  bell;  val.  equip.,  $1,000;  vaL  bldgsi.  $S,SOO; 
ezp.  dept,  $200;  tot  mem.  60,  pd.  part  time. 

Water  Supply*— Src,  2  wells;  «ya.,  1  dap.  paap» 
cap.  800  gals,  min.;  16  dstema, 

HOUGHTON,  p.  6,118;  f.  arcA,  fOO  a.:  men 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  4  ator.;  priv.,  «dn  f 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  canses  «t J- 
inv.  F.  dept — 1  hose  sleigh,  1  str.,  1  h.  ft  L  tik^ 
4  c.  hand  ez.,  2  hose  wag.,  1  hose  car.,  1  nd^J 
hrs.:  hose,  rub.,  gd.,  8,600  ft;  f.  aL.  Oamevcu. 
21  bz.;  val.  equip.,  $8,000;  vaL  bldgs.,  $12,000: 
ezp.  dept.  $1,626;  tot  mem.  82,  pd.  part  Ciat 
16.  16  vol. 

Water  Supply — ^Src,  spr.;  wju.^  gnv.;  4  na* 
cap.  1,200,000  gals.;  8  pumps,  daas  dap,  k  tt^i 
maina,  iron,  7%  m.,  2  to  10  Id.  dia.;  76  M>* 
07  v.;  met,  1,200;  pres.,  dom.  66  to  76  lbs..  (> 
140  lbs.;  cost,  $166,000;  cost  mtce,  $2,100; 
wks.  ovmed  by  dty. 


HOWARD  CITY,  p.  1,046;  f.  area,  10  a.; 
bldga.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  w±  Hb,  tf 

Serm.;  fwka.  ft  combt  ord.;  causes  of  t  iav.    r. 
ept. — 1  h.  ft  L  trk.,  1  aldgh,  2  hoee  car.;  bsi^ 
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linen,    gd.,    2,000    ft;    f.    al.,    bell;    vaL    equip., 
$1,750;  tot.  menu,  80  vol. 

Water  Supply — Src.,  riv.;  eya.,  pump  dir.;  2 
pump.  eng.»  cap.  day  1,600,000  gala.;  maina,  c.  1., 
4  m.,  4  to  8  in.  dia.;  81  hyd.;  18  v.;  294  aerv.; 
pipe,  galv.  i.;  prea.,  dom.  40  lbs.,  f.  00  to  120 
lbs.;  cona.  day,  150,000  gala.;  coat,  |14,000; 
coet  mtce.,  1 1,7 00;  wks.  owned  by  city. 

HOWELL,  p.  2,838;  f.  area,  26  a.;  mere,  bldge., 
bk..  1  to  3  ator.;  priv.,  wd.,  2  ator.;  wd.  rfa.  not 
perm.;  fwka.  A;  combt.  ord.;  cauaea  of  f.  not  inv. 
F.  dept. — 1  c.  eng.,  2  c  hand  ex.,  2  hose  car.; 
hose.  coL,  rub.  lined,  gd.,  1,400  ft.;  f.  aL,  bell 
k  wh.;  val.  equip.,  |2,600;  ral.  bldga.,  1 2,000; 
exp.  dept.,  9200;  tot.  mem.,  11  voL 

Water  Supply-— Src.,  wella,  H  m.  boa.  cent.; 
eys.,  pump  dir.;  2  pump,  eng.,  cap.  day  1,000,000 
gala.;  malna,  c.  L,  11)4  m-*  ^  to  10  in*  dia.;  66 
hyd.;  met.,  40;  600  serv.;  pipe,  galv.  i.;  pres., 
dom.  40  lbs.,  f.  120  lbs.;  cona.  day,  216,666 
gala.;  coat,  $42,000;  wka.  owned  by  dty. 

iHUBBARDSTON,  p.  460.  F.  dept. — 1  hand 
eng.,  1  hand  hoae  cart,  400  ft  hoee;  12  toL 

HUDSON,  p.  2,178;  f.  area,  800  a.;  mere, 
bldga.,  bk.,  1  to  8  ator.;  priv.,  wd.,  2  ator.;  wd. 
rfs.  not  perm,  in  f.  area:  combt.  ord.:  causea  of 
i.  inv.  F.  dept — 4  c.  hand  ex.,  8  noae  carts; 
hoae,  cot,  arub.  lined,  gd.,  2,300  ft;  inf.,  150  ft; 
tot  hose,  2,450  ft;  f.  aL,  bell  A  wh.;  val.  equip., 
$2,000;  ^-al.  bldga.,  $5,000;  exp.  dept,  $700;  tot 
mem.,    30,  pd.   part  time. 

Water  Supply — Src.,  wella;  sya.,  pump  dir.:  2 
pump,  eng.,  cap.  day  2,000,000  gala.;  1  air  lift, 
cap.,  600,000  gala.;  mains,  7H  !»••  4  to  12  in. 
dia.;  66  hyd.;  40  v.;  584  gerv.;  pipe,  iron;  pres., 
dom.  45  to  50  lbs.,  f.  120  lbs.;  cona.  day,  287,708 
gala.;  coat  $42,100;  coat  mtce.,  $8,150;  wka. 
owned  by  dty. 

IMLAY  CITY,  p.  1,174;  f.  area,  640  a.;  mere, 
bldga.,  bk.,  2  ator.;  wd.  rfe.  not  perm.;  fwka.  a 
con^t.  ord.  F.  dept — 6  c.  band  ex.,  1  h.  ft  I. 
trk.,  i  comb,  c  eng.  ft  hoae  cart,  2  hoae  car.; 
hoee,  cot,  rub.  lined,  gd..  1,800  ft;  f.  aL,  bell; 
vaL  equip.,  $2,000;  vaL  bldgi.,  $1,000;  tot  mem., 
85  ToL 

Water  Supply — Src.,  wella,  H  m.  bua.  cent; 
lya.,  pump  to  atdp.;  atdp.  cap.,  86,000  gala.;  mat, 
bk.  ft  iron;  rca.  cap.,  40,000  gala.;  2  pump,  eng., 
cap.  day  1,000,000  gala.;  maina,  wd.,  5  m.,  2  to 
8  in.  dia.;  81  hyd.;  8  t.;  100  aerv.;  pipe,  iron; 
pre*.,  dom.  60  Iba.,  f.  60  Iba.;  coet,  $18,000;  coat 
mtce..  $8,500;  wka.  owned  by  dty. 

IONIA,  p.  6,080;  f.  area,  120  a.;  mere,  bldga., 
bk.  ft  atn.,  2  ft  8  ator.;  priv.,  wd.,  1  ft  2  ator.; 
wd.  rtm.  not  perm.;  fwka.  ft  combt  ord.  F.  dept. — 
1  h.  ft  L  trk.,  1  hoee  wag.,  4  bra.;  hoae,  cot, 
rub.  lined,  gd.,  8,200  ft.;  f.  al.,  dec.,  82  bx.; 
vaL  equip.,  $8,500;  val.  bldga.,  $4,000;  exp. 
dept.,  |2,280;  tot  mem.  22,  pd.  full  time  2,  pd. 
part   time   20. 

Water  Supply — ^Src,  wella,  H  m.  bua.  cent; 
aya.,  pump  dir.;  mat,  cem.;  rea.  cap.,  860,000 
gala.:  8  pump,  eng.,  cap.  day  1,500,000  gala.; 
mains,  wd.  ft  iron,  18  m.,  4  to  10  in.  dia.;  180 
hyd.;  100  v.;  met,  11;  1,100  aerv.;  pipe,  lead 
ft  iron;  prea.,  dom.  50  lbs.,  f.  50  to  76  Iba.; 
cona.  day.  1,000.000  gala.;  coat,  $125,000;  coat 
mtce.,    $6,600;  wka.  owned  by  dty. 

IRON  MOUNTAIN,  p.  0,216;  f.  area,  8,621  a.; 
mere,  bldga.,  wd.  ft  bk..  2  ator.;  wd.  rfa.  not 
perm.;  fwka.  ft  combt  ord.  F.  dept. — 2  atr.,  1  c 
hand  ex.,  1  h.  ft  L  trk..  2  hoae  wag.,  2  hoae  car.,  4 
hiB.;  hoae,  cot,  rub.  lined,  gd.,  4,700  ft.;  f.  aL, 
elec,  47  bx.;  vaL  equip.,  $15,000;  vaL  bldn., 
$10,000;  exp.  dept,  $4,250;  tot  mem.  8,  pd.  full 
time. 

Water  Supply — Src.,  wella,  4  m.  bua.  cent;  vye., 
pump  to  rea.,  to  atdp.;  atdp.  cap.,  560,000  gala.; 
dim.,  62  x  25,  loc.  in  dty;  mat,  atL;  rea.  cap., 
688,000  gala.,  loc.  near  atation;  2  pump,  eng., 
daaa  comp.,  cap.  day  4,000,000  gala.;  maina,  e.  L, 
18  m.,  6  to  16  in.  dia.;  176  hyd.;  178  v.;  met, 
700:  1,260  aerv.;  pipe,  galv.  L;  prea.,  dom.  00 
Iba.,  f.  120  Iba.;  cona.  day,  581,862  gala.;  coat, 
$266,000;  coat  mtce.,  $6,000;  wka.  owned  by  Co. 

IRON  RIVER,  p.  2,450;  f.  area,  1  eq.  m.;  mere, 
bldffs.,  bk.,  cem.  ft  wd.,  1  to  8  ator.;  priv.,  bk.,  stn. 
ft  wd.,  1  to  2%  ator.;  wd.  rfe.  perm,  in  f.  area; 
fwka.  &  combt  ord.;  causea  of  f.  inv.  F.  dept. — 
2     c     eng.,    1    oomb.    c.    ft    hone    wag.,    10    o. 


I 


hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wag.,  8  hoee  reela, 

2  hrs.,  1  comb,  c  ft  hose  ladder  aldgh;  hose,  cot, 
rub.  lined,  gd.,  1,000  ft;  rub.,  gd.,  1,000  ft; 
inf.,  1,000  ft;  tot  hoae,  8,000  ft;  f.  aL,  Game- 
well,  15  bx.;  val.  equip.,  $3,000;  val.  bldga., 
$1,000;  exp.  dept,  $2,650;  tot  mem.,  28,  pd. 
full  time  1,  T>d.  part  time  1,  vx>l.  26;  undrs. 
rating,    third    claas. 

Water  Supply — Src.,  apr.,  76  Tarda  bua.  cent.; 
ays.,  pump  dir.;  pump,  eng.,  cap.  hour  1,000  gala.; 
maina,  c.  L,  1  m.,  4  to  6  in.  dia.;  150  aerv.; 
prea.,  f.  120  to  150  Iba.;  coat,  $11,000. 

IRONWOOD,  p.  12,821;  f.  area,  8,720  a.:  mera. 
bldga.,  bk.  ft  wd..  1  to  8  ator.;  priv.,  wd.,  2  ator.; 
wd.  rfe.  perm.;  fwka.  ft  combt.  ord.  F.  dept — 2 
c.  hand  ex.,  1  h.  ft  L  trie.,  2  hoae  wag.,  6  hosa 
car.,  4  hrs.;  hoae,  cot,  rub.  lined,  gd.,  7,500  ft; 
f.  al.,  GameweU,  80  bx.;  val.  equip.,  $12,600; 
vaL  bldga.,  $26,000;  exp.  dept,  $5,186;  tot.  mem. 
45.  pd.  full  time  5,  40  voL 

Water  Supply — Src.,  riv.,  1  m.  bua.  cent.;  aye., 
pump  to  atdp.;  atdp.  cap.,  800,000  gala.;  rea. 
cap.,  500,000  gala.;  2  pump,  eng.,  daaa  comp. 
dup.,  cap.  day  8,000,000  gala.;  maina,  kalemein, 
14  m.,  4  to  12  in.  dia.;  121  hyd.;  met.,  25; 
1,000  aerv.;  pipe,  lead;  prea.,  dom.  65  Iba.,  f.  80 
Iba.;  cona.  day,  600,000  gale.;  wka.  owned  by  Oo. 

ISHPEMINQ,  p.  12,448;  f.  area,  8,200  a.;  mere, 
bldgs.,  bk.,  Btn.,  metal,  2  ft  8  etor.;  priv.,  wd.  ft 
bk.,  2  ator.;  wd.  rfa.  not  perm.;  fwka.  ft  combt 
ord.  F.  dept — 2  atr.,  4  c.  hand  ex.,  1  h.  ft  L 
trk.,  1  hand  cart,  1  auppbr  wag.,  S  hoae  car.,  4 
hra.;  hose,  cot,  rub.  lined,  gd.,  6,000  ft;  rub., 
1,000  ft;  tot  hose,  6,000  ft;  i  al.,  Oamewell, 
85  bx.;  vaL  equip.,  $25,886;  vaL  bldga.,  $80,000; 
exp.  dept,  $8,861;  tot.  mem.  68,  pd.  foU  time 
8,  pd.  part  time  60. 

Water  Supply — Src.,  lake,  2%  m.  bua.  cent.; 
aya.,  grav.,  pump  dir.;  8  pump,  eng.,  cap.  day 
4.600,000  gala.;  maina,  wd.,  28  m.,  2  to  14  In. 
dia.;  186  hyd.:  met.,  1,826:  1,866  aerv.;  pipe, 
galv.  1.;  prea.,  dom.  80  Iba.,  f.  00  lbs.;  cona.  day, 
1,120,000  gala.;  coat,  $178,000;  coat  mtce., 
$5,600;  wka.  owned  by  dty. 

ITHACA,  p.  1,876;  f.  area,  640  a.;  mere  bldga., 
bk.,  1  to  8  ator.;  priv.,  bk.  ft  wd.,  2  ator.;  wd. 
rfa.  not  perm,  in  f.  area;  cauaea  of  f.  InT.  F. 
dept — 1  comb.  c.  ft  h.  wag.,  1  c  hand  ex.,  1  h. 
ft  1.  trk.,  1  hoae  wag.,  1  hoae  oar.,  2  hn.;  hose, 
oot,  rub.  lined,  gd..  2,000  ft.;  inf.,  500  ft;  tot 
hose,  2,500  ft;  f.  al.,  tdp.,  w)l  ft  bdl;  vaL  equip., 
$5,000;  exp.  dept,  $700;  tot  ntem.,  18,  pd. 
full  time  1,  pd.  past  time  17. 

Water  Supply — Src,  wella;  tys.,  pomp  to  atdp. 
ft  dir.;  atdp.  cap.,  141,000  gala.;  dim.,  20  x  60; 
mat,  stl.;  2  pimipa,  cap.  day,  275,000  gals.;  maina^ 
c.  L,  6  m.,  4  to  8  in.  dia.;  55  hyd.;  800  aerv.; 
4215  met.;  pipe,  iron;  prea.,  dom.  26  lbs.,  f.  100 
lbs.;  oons.  day,  100,000  gala.;  coat,  $85,000;  wka. 
owned  by  village. 

JACKSON,  p.  31,488;  f.  area,  0  a.;  mere,  bldga., 
bk.   ft  atn.,   1   to  7   stor.;  priv.,  bk.  ft  wd.,   1   to 

3  ator.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft 
combt  ord.;  cauaea  of  fire  inv.  )'.  dept. — 3  atr., 
I  aer.  trk.,  1  h.  ft  1.  trk.,  &  comb.  c.  ft  h.  wag., 
22  hia.;  in  reserve,  2  hoae  wag.,  1  h.  ft  L  trk.; 
hose,  cot.,  rub.  lined,  gd.,  15,000  ft;  inf.,  600  ft; 
tot.  hoae,  15,600  ft:  f.  al..  Oamewell,  120  bx.;  vaL 
equip.,  $50,000;  val.  bldgs.,  $60,000;  exp.  dept, 
$50,000;  tot  mem.,  42,  pd.  full  time. 

Water  Supply — Src.,  wella,  %  m.  bua.  cent; 
ija.,  grav.,  pump  to  rea.;  rea.  cap.,  100,000  gala., 
loc  at  atation;  8  pump,  eng.,  cap.  day  80,000,000 
giOa.;  maina,  iron,  86  m.,  4  to  24  in.  dia.;  600 
hyd.;  2.100  ▼.;  met.,  6,150:  6,274  serv.;  678  ▼.; 

Sipe,  lead;   prea.,  dom.  60  iba.,  f.  90  lbs.;   cona. 
ay,  2,790,000  gala.;   coat,  $520,000;  coat  mtce., 
$12,000;  wka.  owned  by  dty. 

JENNINGS,  p.  450.  F.  dept— 20  voL;  2,660 
ft  hoee;  f.  al.,  magneto,  6  bx. 

Water  Supply — Src,  lake;  ayi.,  gniT.;  maina, 
8H  m.;  88  hyd. 

JONESVILLE,  p.  1,896;  f.  area,  640  a.;  mere 
bldga.,  bk.,  2  ft  8  ator.;  priT.,  wd.,  2  ator.;  wd. 
rfa.  not  perm.;  fwka.  ft  combt  ord.  F.  dept — 2 
hoae  car.,  1  h.  ft  L  trk.;  hoae,  cot,  rub.  lined,  gd., 
2.000  ft.;  f.  aL,  bell;  vaL  equip.,  $1,000;  vaL 
bldga.,  $2,500;  exp.  dept,  $400;  tot  mem.  18, 
pd.  part  time. 

Water  Supply — Src,  wella,  1,000  ft  bua.  ecnt; 
aya.,   pump   to  atdp.;   atdp.   cap.,   120,000   gala.; 
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dim.,  16  X  85;  mat.,  stl.;  pmnp.  eng.,  class  comp., 
cap.  day  1,500,000  gals.;  roaiss,  iron,  5^  m.,  4 
to  10  in.  dia.;  43  hyd.;  met.,  4;  '28t!  serv.;  pipe, 
galv.  i.;  pres.,  dom.  65  to  70  lbs.,  f.  72  to  85  lbs.; 
wks.  owned  by  city. 

KALAMAZOO,  p.  89,487;  f.  area,  9H  m.;  mere, 
bldgs.,  bk.,  1  to  10  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwka.  ord.;  causes  of  f. 
inv.  F.  dept. — 5  comb.  c.  ft  h.  wag.,  4  str.,  1 
aer.  trk.,  1  h.  &  1.  trk.,  14  c.  hand  ex.,  1  hoee 
wag.,  27  hrs.;  hose,  cot.,  rub.  lined,  gd.,  13,000 
ft.;  inf.,  500  ft.;  tot.  hose,  13.500  ft.;  f.  aL, 
wh..  49  bx.;  val.  equip.,  968,000;  Tal.  bldgs., 
975,000;  exp.  dept.,  964,000;  tot.  mem.  53,  pd. 
full  time. 

Water  Supply — Src,  wells,  %  m.  bus.  cent.; 
sys.,  dir.  &  pump  to  4tdp.;  3  etdp.,  cap.,  1,300,- 
000  gals.;  4  pump,  cng.,  cap.  day,  8.500,000 
ealiS.;  mains,  c.  i.,  87  m.,  4  to  20  in.  dia.;  782 
hyd.;  1,650  v.;  met.,  6,469;  6,392  serv.;  pipe,  lead 
ft  iron;  pres.,  dom.  ft  f.  60  lbs.;  cons,  day,  2,000,- 

000  crals.;  oo«t  mtce.,  $15,000;  wks.  owned  by 
city. 

KALKASKA,  p.  1,415;  f.  area,  80  a.;  mere, 
bldgs..  bk.  ft  wd.,  2  stor.;  prir.,  wd.,  1  ft  2  stor.; 
wd.  ris.  perm.;  fwks.  ft  combt.  ord.;  causes  of  i 
inv.  F.  dept. — 2  hose  car.;  hose,  coL,  rub.  lined, 
yd.,  1,500  ft.;  inf.,  500  ft.;  tot.  hoee,  2,000  ft.; 
f.  al.,  telp.  ft  wh.;  tot.  mem.,  18  vol. 

Water  Supply — Src,  riv.;  sys.,  pump  dir.;  pump, 
eng.,  cap.  day  1,560,000  gals.;  mains,  4  m.,  8  to 
10  in.  dia.;  86  hyd.:  196  serv.;  pipe,  galT.  L; 
pres.,  dom.  20  to  40  lbs.,  f.  100  lbs.;  cost,  918.- 
000;  cost  mtce.,  92,000;  wks.  owned  by  town. 

KINQSLEY,  p.  637.  F.  dept. — 1  c.  eng.,  1  hand 
h.  ft  L  trk.,  1,000  ft.  hose;  f.  aL,  bell;  val.  equip., 
$1,500;  val.  bldgs.,  91,000;  exp.  dept.,  9200; 
tot.    mem.    25,    pd.    full   time    1,   vol.    24. 

Water  Supply — Src,  wells  ft  creek,  %  m.  bus. 
cent;  bvs.,  grav.  ft  dir.  pres.;  1  pump,  eng.,  cap. 
day  25,000  gals.;  mains,  c.  i.,  1%  m.,  4  to  6  in. 
dia.:  18  hyd.;  100  sen*.;  pres.,  dom.  50  lbs.,  f. 
75  lbs.;  cons,  day,  10,000  gaK;  cost,  912,000; 
cost  mtce,  9600;  wks.  owned  by  city. 

KINGSTON,  p.  817.  F.  dept.— 1  hose  cart,  500 
ft.  hose. 

Water  Supply — Src,  wells;  sys.,  graT.  ft  dir. 
pres. 

LAINGSBURG,  p.  708.     F.  depL— 1  hand  eng.. 

1  hand  hose  cart,  2  c.  hand  ex.,  1  hand  ladder 
trk.;  hose,  cot.,  rub.  lined,  gd.,  2,000  ft;  f.  aL, 
bell;  ToL 

Water  Supply — Src,  wells. 

LAKE  CITY,  p.  816.  P.  dept. — 2  hose  car.; 
hose.  1.000  ft.;  f.  al.,  wh.;  voL 

Water  Supply — Src,  lake,  20  rds.  bus.  cent.; 
sys.,  dir.  pres.;  2  pump,  cng.,  cap.  day  50,000 
gals.;  mains,  wd.,  2  m.,  2  to  6  in.  dia.;  13  hyd.; 
8  v.;  pros.,  dom.  40  lbs.,  f,  100  lbs.;  wks.  owned 
by  priv.  Co. 

LAKE  LINDEN,  p.  8.000;  f.  area,  160  a.;  mere, 
bldgs.,  stn.,  bk.  ft  wd.;  priv.,  bk.  ft  wd.,  2  to  8 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  1 
aer.  trk.,  2  hose  wag.;  hose,  cot.,  rub.  lined,  gd., 
8,000  ft.;  inf.,  500  ft.;  tot.  hose,  8,600  ft.;  f.  al., 
bell  ft  wh.;  val.  equip.,  94,000;  exp.  dept.,  9600; 
tot.  mem.  25,  pd.  full  time  12,  vol.  18. 

Water  Supply — Src,  spr.  ft  creek;  sys.,  grav.; 
res.  cap.,  480,000  gals.,  loc  H  m.  city;  2  pump, 
eng.,  cap.  day  85,000  gals.;  mains,  4  m.,  4  to 
12  in.  dia.;  43  hyd.;  278  serv.;  pres.,  dom.  40 
lbs.,  f.  130  lbs.;  cost,  975,000;  cost  mtce., 
91,000;  wks.  owned  by  Co. 

LAKE  ODESSA,  p.  1,300.  F.  depL— 1  b.  ft  1. 
trk.,   2   hose  carts;   hose,   2,000   ft.;   f.  al.,  bell  ft 

telp.;  val.  equip.,  $1,500;  val.  bldfrs.,  $l,i00;  exp. 
dept.,   $400;   lot.  mem.   20,  pd.  part  time. 

Water  Supply — Svs.,  pump  dir.;  mains,  4H  m.; 
52  hyd.;  pres.,  75  lbs. 

LAKEVIEW,  p.  954.  F.  dept.— 1  gas  eng.,  2 
hand  hose  reels;  hose,  cot.,  rub.  lined,  gd.,  1,500 
ft.:  f.  al.,  bell  ft  wh.;  voL 

Water  Supply — ^Src,  Tamarack  lake  ft  6  cis- 
terns, 1  m.  bus.  cent.;  sys.,  dir.  pres.;  mains, 
1,000  ft;  4  hyd.;  pres.,  douL  86  lbs.;  wks.  owned 
by  city. 

LANSINQ,  p.  81,229;  f.  area,  7V^  Bq>  m.*  mere, 
bldgs.,  stn.  ft  bk.,  1  to  6  stor.;  pnv..  stn.,  bk.  ft 
wd.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt. 


ord.  F.  dept. — 8  auto,  str.,  2  auto.  oomb.  c  k 
h.  wag.,  1  auto.  c.  eng.,  1  auto.  ddeTa  cu.. 
1  h.  ft  1.  trie,  1  exercise  wag.,  11  hand  ex.,  2 
hrs.;  hose,  cot.,  rub.  lined,  gd.,  6,000  ft;  fair. 
2,000  ft.;  toL  hose,  8,000  fL;  f.  aL,  Oamevell 
81  bx.;  val.  equip.,  960,000;  val.  bldgs.,  9SS,000; 
exp.  dept.,  946,000;  tot  mem.  83,  pd.  full  time 

Water  Supply — Src,  wells,  ^  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  800,000  gals.;  mat, 
boiler  plate;  7  pump,  eng.,  cap.  day  15,250,000 
gals.;  mains,  iron,  74  m.,  6  to  16  in.  dia.;  498 
hyd.;  met.,  2,000;  4,800  serv.;  584  v.;  pipe,  lead: 
pres.,  dom.  65  lbs.,  f.  100  to  125  lbs.;  coos.  day. 
4,000,000  gals.;  cost,  976,000;  wks.  owned  by 
city. 

LAPEER,  p.  8,600;  mere  bldn.,  wd.  ft  bk.,  2 
ft  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not  penn.; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept— 
1  str.,  4  c.  hand  ex.,  1  h.  ft  1.  trie.,  2  hose  car..  1 
hose  wag.,  2  hrs. ;  hose,  oot,  rub.  lined,  gd.,  2.500  ft; 
inf..  500  ft.;  tot  hose,  8,000  ft;  £.  al.,  bell  k  vrh.. 
val.  equip.,  98,000;  val.  bldgs.,  $6,000;  exp.  dept.. 
$1,600;  tot  mem.,  14  vol.;  undrs.  mting,  iouna 
class. 

Water  Supply — Src,  wells,  %  m.  bus.  cent; 
sys.,  pump  dir.;  8  pump,  eng.,  cap.  day  4,000,000 
gals.;  mains,  c  i.,  11  m.,  4  to  10  in.  dia.;  96 
hyd.;  105  v.;  met.,  88;  660  senr.;  pipe,  galv.  L; 
pres.,  dom.  40  to  45  lbs.,  f.  100  lbs.;  eons.  dt}'. 
500,000  gals.;  cost,  $56,000;  cost  mtce.,  $7,200; 
wks.  owned  by  city. 

■LAURIUM,  p.  8,587;  f.  area,  640  a.;  mere, 
bldgs.,  wd.  ft  bk.,  2  ft  4  stor.;  priv.,  stn.  ft  wd..  t 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  caoaei 
of  f.  inv.  F.  dept — 6  str.,  1  h.  ft  L  trk..  1  how 
wag.,  6  hrs.;  hose,  cot,  rub.  lined,  gd.,  2.600 
ft;  inf.,  400  ft;  tot  hose,  8,000  ft;  f.  aL,  bell, 
wh.  ft  elec,  6  bx.;  val.  equip.,  98.000;  vaL  bldf^ 
96.000;  exp.  dept,   91,296;  tot.  mem.,  18  voL 

Water  Supply — Src,  lake,  supplied  by  Calanct 
ft  Heda  Mining  Ca 

LlAWRCNCC,  p.  663.  F.  dept. — 1  c  eng..  c 
hand  ex.,  1  hose  wag.;  hose,  cot.,  rub.  lined,  gi., 
1.200  ft.;  f.  al.,  wh.;  val.  equip.,  91.500;  val 
bldgs.,  97,000;  tot  mem.,  15  vol. 

Water  Supply — -Src,  3  wells,  in  bus.  oeot: 
sys.,  pump  to  stdp.;  stdp.  cap.,  30,000  gals.;  1 
pump,  eng.,  cap.  day  288,000  gals.;  mains,  5  m., 
4  to  6  in.  dia.;  21  hyd.;  8  v.;  125  serv.;  pre*., 
dom.  50  lbs.,  f.  80  lbs.;  cons,  day,  40.000  gals.: 
cost,  915,000;  cost  mtce.,  91,250;  wks.  owned  by 
village. 

LESLIE,  p.  1,082;  mere,  bldgs.,  bk.,  8  stor.: 
priv..  wd.,  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft 
combt.  ord. ;  causes  of  f.  inv.  F.  dept — 1  h.  ft  L 
trk.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd..  600 
ft;  linen,  gd.,  1,300  ft;  tot.  hose,  1,900  ft:  t 
al.,  bell;  vaL  equip.,  93.000;  vaL  bldgs..  94.000: 
exp.  dept.  9300;  tot  mem.  17,  pd.  part  time. 

Water  Supply — Src,  wells;  ays.,  pump  dir.;  2 
pump,  eng.,  class  centrif..  cap.  daj  760,000  gak: 
mains,  4  m.,  4  to  8  in.  dia.;  24  hyd.;  pres.,!  90 
lbs.;  cost,  920,000. 

LEXINGTON,  p.  619;  bldgs.,  bk.  ft  wd.  F. 
dept. — 1  hand  eng.,  1  c  hand  ex.,  1  hose  cart; 
hose.  1,200  ft;  f.  al.,  bell;  4  laddevs;  tot  nca.. 
35  vol. 

Water  Supply — Src,  20  tk. 

LINDEN,  p.  650.  F.  dept — 8  c  eng.,  750  ft. 
hose. 

LOWELL,  p.  1,761;  mere  bldga..  bk.  ft  wd..  I 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  fwkk 
ft  combt.  ord.  F.  dept — 1  hand  eng..  1  b.  ft  1- 
trk.,  1  hose  wag.,  1  hose  car.,  2  hra.;  hose.  cot. 
rub.  lined,  gd.,  3,000  ft.;  f.  al.,  bcU;  vaL  equip.. 
92,500;  val.  bldgs.,  92,000;  tot  mem.  10.  pd. 
part  time. 

Water  Supply — Src,  wells.  1  m.  bos.  ecct: 
sys.,  pump  to  res.  ft  dir.;  res.  cap.,  75.006  gala.; 
pump,  eng.,  cap.  day  1,000,000  gala.;  maina.  c  i. 
18  m.,  6  to  8  in.  dia.;  60  hyd.;  85  v.;  met.  20; 
880  serv.;  pipe,  lead  ft  iron;  pre*.,  f.  70  lbs.: 
cost,  965,000;  cost  mtce.,  91,600;  wte.  owned  t? 
Grand  Rapids  Edison  Ca 

LUDINQTON,  p.  9,182;  mere  bidet-  blc  sta. 
ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  vrd.  ifs.  net 
perm.;  fwks.  ft  combt.  ord.  F.  dept.— 6  c  haiti 
ex.,  8  h.  ft  1.  trk.,  2  sleigha,  4  hose  car.;  bast, 
cot,  mb.  lined,  go.,  6,600  ft:  t  sJL,  Oaaevefl. 
14  bx.:  tot  menu  27,  pd.  pait  tinac;  mutate  tai' 
ing,  third  dftM. 
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Water  Supply — Src,  lake,  1^  m.  bus.  cent.; 
sjB.,  pump  dir.;  2  pump,  eng.,  daas  comp.  cond., 
cap.  day  500,000  gals.;  mains,  c.  i.,  20  m.,  4  to 
16  in.  dia.;  225  hyd.;  100  v.;  met.,  1,200;  1.600 
serv.;  pipe,  galv.  i.;  pres.,  dom.  40  lbs.,  f.  80  to 
120  lbs.;  cons,  day,  1,000,000  gals.;  cost,  $188,- 
000;  cost  mtce.,  $11,000;  vfka,  owned  by  city. 

LUTHER,  p.  626.  F.  dept. — 1  hand  hose  cirt, 
SOD  ft.  hose;   f.   al.,  bell. 

LYONS,  p.  611;  mere,  bldgs.,  bk.  A  wd.,  2  stor.; 
priv.,  wd.,  2  stor.;  wd.  rfs.  penn.;  no  fwks.  9t 
combt  ord.  F.  dept. — 1  h.  A  1.  trk.,  2  host 
car.;  hose,  cot.,  rub.  lined,  gd.,  1,000  ft.;  f.  al., 
bell;  tot.  mem.,  20  vol. 

Water  Supply — Src,  wells;  sys.,  pump  dir.; 
j)ump.  eng.,  cap.  day  720,000  gals.;  mains,  2,000 
ft.;  7  hyd.;  coet,  910.000;  wks.  owned  by  Tillage. 

McBAIN,  p.  546.  F.  dept. — 1  hand  f.  eng., 
1,500  ft.  hose:  f.  al.,  bell;  voL 

MANCELONA,  p.  1.200;  f.  area.  820  «.;  mere, 
bldgs..  stn.  &,  bk.,  1  &  3  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 1  b.  k  1.  trk.,  1  hose  wag.,  1 
hose  car.;  hose,  cot.,  rub.  lined,  gd..  1,000  ft.; 
inf.,  500  ft.;  tot.  hose,  1,500  ft.;  f.  al.,  bell  A 
wh.;  tot.  mem.,  20  vol. 

Water  Supply — Src,  welle,  1%  m.  bus.  cent.; 
sys.,  pump  dir.;  pump,  eng.,  cla^s  dup.,  cap.  day 
2.300,000  gals.;  mains,  c.  i.,  3V^  m.,  2  to  8  in. 
dm.;  38  hyd.;  23  v.;  300  serv.;  pipe,  galv.  i.;  pres., 
dom.  60  Ibe.,  f.  120  lbs.;  cost,  $18,000;  cost  mtce., 
$10,000;  wks.  owned  by  city. 

MANCHESTER,  p.  1.047:  f.  area,  1  m.;  mere, 
bldgs.,  bk.,  2  to  8  stor.;  priv.,  wd.,  1%  stor.;  wd. 
rfs.  not  perm,  in  f.  area:  causes  of  f.  inv.  F. 
dept. — 1  comb.  c.  eng.  k  hose  wag.,  1  hand  eng., 

3  c  hand  ex.,  1  h.  &  1.  trk.,  1  hose  wag..  2  hose 
reels  &  cart,  2  hrs.;  hose,  cot.,  rub.  lined,  gd., 
1,500  ft,;  rub.,  gd..  500  ft.;  tot.  hose,  2,000  ft.; 
f.  al..  beU;  val.  equip.,  $2,500;  val.  bldgs.,  $5,000; 
exp.  dept.,  $300;  tot.  mem.,  16  vol. 

Water  Supply — Src,  riv.,  6  res.;  res.  cap.,  4,800 
bbls. 

MANISTEE,  p.  12,381;  f.  area,  2.8  sq.  m.; 
mere,  bldgs.,  bk.,  stn.  k  wd..  2  to  4  stor.;  priv., 
bk.,  stn.  k  wd.,  2  4  8  stor.;  wd.  rfs.  not  perm, 
in  f.  area;  fwks.  k  combt.  ord.;  causes  of  f.  inv. 
P.  dept. — 1  comb,  c  k  h.  wag..  1  str..  1  h.  &  1. 
trk.,  8  c.  hand  ex.,  1  hose  wag.,  8  hose  carta  (in 
reserve,  2  hose  reels),  8  hrs.;  hose,  cot.,  rub. 
lined,  gd..  6,000  ft.;  inf.,  1,900  ft.;  tot.  hose. 
7,900  ft.;  f.  al.,  bell;  42  bx.;  val.  equip..  $37.- 
000;  val.  bldgs.,  $17,890;  tot-  mem.  12,  pd.  fuU 
time. 

Water  Supply — Src,  well.  %  m.  bus.  cent.; 
ays.,  pump  dir.;  2  pump,  eng.,  class  comp.  cond., 
cap.   day   6,000,000   gala.;   mains,   c.   i.,   18.77    m., 

4  to  16  in.  dia.;  186  hyd.;  226  v.;  met.,  148; 
2,069  serv.;  pipe,  galv.  i.;  pres.,  dom.  62  lbs.,  f. 
120  lbs.;  cons,  day,  1,095,016  gals.;  cost,  $190,- 
850.89;  cost  mtce.,  $11,988.52;  wks.  owned  by 
city. 

MANISTIQUE,  p.  4,722;  f.  area,  2,000  a.;  mere 
bldgs.,  bk.,  2  ft  8  stor.;  priv..  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  k  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  k  1.  trk.,  2  str., 
2  c.  band  ex.,  1  hose  wag.,  2  hose  car.,  4  hrs.; 
hose,  cot.,  rub.  lined,  gd.,  8.000  ft.;  inf.,  6,000 
ft.;  tot.  hose,  9,000  ft.;  f.  al.,  bell;  val.  equip., 
$6,000;  vaL  bldgs.,  $5,500;  exp.  dept,  $5,000; 
lot.  mem.  21,  pd.  full  time  8,  vol.  18. 

Water  Supply — Src,  riv.;  sys.,  grav.,  pump  to 
stdp.;  2  pumps,  class  trip.,  cap.  875,000  gals, 
day;   wks.  owned  by  city. 

M ANTON,  p.  1,069;  f.  area,  600  a.;  mere 
bldgs.,  wd.  k  bk.,  2  &  8  stor.;  priv..  wd.,  2  stor.; 
wd.  rfa.  not  perm.;  no  fwks.  k  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  h.  k  1.  trk.,  8  hose  car.; 
hoae,  cot.,  rub.  lined,  gd..  8,000  ft.;  f.  al.,  bell; 
val.  equip.,  $1,800;  val.  bldgs.,  $1,500;  exp.  dept., 
$100;   tot.  mem.,  26  vol. 

Water  Supply — Src,  creek  &  wells,  '4  ni.  bns. 
cent.;  sye.,  pump  dir.;  pump,  eng.,  cap.  day  1,600,- 
000  gals.;  mains,  c  i.,  4Vi  m.,  4  to  8  in.  dia.; 
24  iS^d.;  150  serv.;  pipe,  iron;  pres,.  dom.  40 
lbs.,  f.  80  lbs.;  cons,  day,  400.000  gals.;  coat, 
$10,000;   wks.  owned  by  dty. 

MAPLE  RAPIDS,  p.  629.  F.  dept. — 1  hand 
eng.,    1,000  ft.  hose;  f.  al.,  bell;  80  voL 

MARCELLUS,    p.    1,047;    mere,    bldgs.,    atn.    k 


bk.,  1  to  8  stor.;  priv.,  stn.  k  bk.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  combt.  ord.     F.  6mt, — 

1  h.  A;  1.  trk.,  1  hose  cart;  hose,  cot.,  rub.  uned, 

fd.,  1,000  ft.;  f.  al..  bell  k  wh.;  val.  equip., 
1,500;  vaL  bldgs.,  $1,000;  tot.  mem.,  14  vol. 
Water  Supply — Src,  wells,  %  m.  bus.  cent.; 
sys.,  pump  dir.;  2  pump,  eng.,  class  dup.,  cap. 
day  750,000  gals.;  mains,  c  L.  8  m.,  4  to  12 
in.  dia.;  84  hyd.;  100  serv.;  pipe,  wrt.  i.;  pree.. 
dom.  45  lbs.,  f.  90  lbs.;  cost,  $12,000;  wka. 
owned  by  city. 

MARINE  CITY,  p.  8,770;  f.  area,  600  a.;  mere 
bldge.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.;  fwkis.  k  combt  ord.  F.  dept. — 1  h.  k  1. 
trk..  8  hoae  car.;  hose,  cot.,  rub.  lined,  gd., 
2.450  ft.;  f.  al.,  Detroit  elec,  26  bz.;  vaL  eqidp., 
$4,600;  val.  bldgs.,  $6,600;  exp.  dept.,  $800; 
tot.  mem.,  90  vol. 

Water  Supply — Src,  riv.,  %  m.  bus.  cent.;  gyg., 
pump    dir.;     2    pump,    eng.,    cap.    day.    5,000,000 

fals.;  mains,  iron,  16  m.,  4  to  8  in.  dia.;  84  hyd.; 
,000  serv.;  pipe,  galv.  i.  k  lead;  pres.,  dom. 
60  Ibe.,  f.  100  Ibe.;  cone,  day,  1,200,000  gals.; 
cost  mtce.,  $8,600;  wks.  owned  by  dtj. 

MARION,  p.  767.  F.  dept. — 1  str.,  1,000  ft 
hose;  f.  al.,  bell;  12  vol. 

MARLETTE,   p.    1,062;   f.   area,    640   a.;   mere. 

bldgs.,  bk.  k  wd.,  1  &  2  stor.;  priv.,  bk.  k  wd.,  1 
&  2  stor.;  wd.  rfe.  perm.;  fwks.  k  combt.  onL; 
causes  of  f.  inv.  F.  dept. — 1  h.  k  1.  trk.,  2  hose 
wag.;  hose,  cot,  rub.  lined,  gd.,  1,200  ft.;  f.  al., 
bell  k  wh.;  val.  equip.,  $1,250;  val.  bldgs.,  $1,500; 
exp.  dept,  $300;  tot  mem.   15,  pd.  part  time. 

Water  Supply — Src,  wells,  8  blocks  bus.  cent.; 
ays.,  pump  dir.;  res.  cap.,  148,000  gals.,  loc  at 
plant;  2  pump,  eng.,  cap.  day  1,600,000  gala.: 
mains,  iron,  6^  m.,  4  to  10  In.  dia.;  86  hyd.; 
10  met;  15  v.;  375  sen'.;  pipe,  iron;  pres..  dom.  40 
lbs.,  f.  90  lbs.;  cons,  day,  20,000  gale.;  cost, 
$14,000;  cost  mtce.,  $8,000;  wks.  owned  by  city. 

MARQUETTE,  p.  11,603;  f.  area,  JiOO  a.;  mere 
bldgs.,  stn.,  bk.  k  wd.,  2  to  4  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  k  combt.  ord.; 
causes  of  f.   inv.      F.   dept. — 2   comb.   c.   &  h.   wag.. 

2  c.  eng.,  4  c  hand  ex..  4  h.  &  1.  trk.,  2  hose 
w;ig..  9  hrs.;  hose,  cot.,  rub.  lined,  gd.,  6,000  ft; 
f.  al.,  Gamewell,  23  bx.;  val.  equip.,  $8,000;  wal. 
bldgs.,  $18,000;  tot.  mem..  25,  pd.  full  time  5, 
pd.  part  time  4,  vol.   16. 

Water  Supply — Src,  Lake  Superior,  1%  m.  bus. 
cent;  sys.,  pump  dir.;  2  pump,  eng.,  cap.  day 
6,000,000  eals.;  mains,  iron.  22  m.,  4  to  20  in. 
dia.;  197  -hyd.;  263  v.;  960  met;  2,049  serv.; 
pipe,  galv.  i.;  pres.,  dom.  96  lbs.,  f.  126  lbs,; 
cons,  capita.  178  gals.;  cost,  $201,828;  cost  mtce., 
$11,000;  wks.  owned  by  city. 

MARSHALL,  p.  4,286;  f.  area,  1,000  a.;  mere 
bldgs.,  bk.,  etn.  k  wd.,  2  to  4  fitor.;  priv.,  wd.,  1 
&  2^  Btor.;  wd.  rfs.  not  perm,  in  f.  area;  combt. 
ord.;  causes  of  f.  inv.  F.  dept — 1  «tr.,  1  comb. 
0.  &  h.  wag.,  1  h.  &  1.  trk.,  6  c.  hand  ex.,  2  hoae 
wag.,  1  hose  reel,  4  hre.;  hose,  cot.,  rub.  lined,  gd., 
5,000  ft;  f.  aJ.,  Gamewell.  9  bx.;  val.  equip., 
$4,000;  val.  bldgs.,  $7,000;  exp.  dept.  $4,500;  tot 
mem.,   35,   pd.    full   time   2,  pd.  part  time   33. 

Water  Supply — Src,  wells,  %  m.  bus.  cent.; 
sys.,  pump  to  stdp.;  stdp.  cap.,  235,000  gals.; 
dim..  20  X  100;  mat,  iron;  8  pump,  eng.,  cap. 
day  4,000,000  gals.;  mains,  c  i.,  14%  m.,  4  to 
12  in.  dia.;  109  hyd.;  70  v.;  met.,  280;  760 
serv.;  pipe,  lead  k  galv.  i.;  pres..  dom.  65  lbs., 
f.  100  lbs.;  cons,  day,  460,280  gals.;  cost,  $60.- 
000;  wks.  owned  by  city. 

'MASON,  p.  1,742;  f.  area,  2.000  a,;  mere  bldgs., 
bk.,  stn.  k  wd.,  1  to  3  stor.;  priv..  bk.,  stn.  k  wd., 
1  to  3  stor.;  wd.  rfs.  perm.;  fwks.  k  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  etr..  1  c  eng., 
1  h.  &  1.  fcrk.,  2  hose  car.;  hose,  cot,  rub.  lined, 
gd.,  2,000  ft;  f.  al.,  telp.;  val.  equip.,  $6,000;  val. 
bldps.,  $2,000;  exp.  dept,  $750;  tot  mem.,  12  vol. 

Water  Supply — Src.  welle,  %  m.  bus.  cent; 
sys..  pump  to  stdp.  k  dir.;  stdp.  cap.,  186,625 
gals.;  dim.,  15  x  103;  mat,  iron;  2  pump,  eng., 
cap.  day  2,000,000  gals.;  mains,  c  i..  5%  m.,  4 
to  10  in.  dia.;  62  hyd.;  32  v.;  met,  10;  862 
serv.;  pipe,  lead;  pres.,  dom.  65  lbs.,  f.  140  lbs.; 
cost,  $41,625;  cost  mtce.,  $2,000;  wka.  owned 
by     city. 

MAYVILLE.  p.  687.  F.  dept. — 1,000  ft  hoie; 
f.  al.,  wh.  k  bell;  voL 
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Water  Supply — Src,  well  &  datem;  tfyt,,  dir. 
pres.;  mains,  4  m.;  18  hyd.;  prea.,  60  Iba. 

MEMPHIS,  p.  567.  F.  dept. — 2  hand  c.  eng., 
buckets;  80  voL 

MEN  DON,  p.  768.     F.  dept. — 1  atr.,  1  h.  &;  L 
trk.,  800  ft.  hose,  bell  aL 
Ko  water  supply. 

MENOMINEE,  p.  10,607;  f.  area,  800  a.;  mere, 
bldga.,  bk.,  1  to  4  stor.;  priT.,  bk.  A  wd..  1  to  8 
ator.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  k  combt. 
ord.;  cauaea  of  f.  inv.  F.  dept. — 1  str.,  1  f.  boat, 
4  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  comb.  c.  ft  h. 
waff.,  8  hose  wag.,  8  hra.;  hose,  cot.,  rub.  lined, 
cd.,  6,000  ft.;  inf.,  800  ft;  tot.  hoee,  6,800  ft.; 
f.  al.,  Oamewell.  66  bz.;  ezp.  dept.,  1 16,600;  tot. 
mem.  20,  pd.  full  time  16,  pd.  part  time  6. 

Water  Supply — ^Src,  bay,,  in  bus.  cent.;  sya., 
pump  dir.;  4  pump,  eng.,  cap.  day  8,600,000  gala.; 
mains,  c.  i.,  26  m.,  4  to  16  in.  dia.;  298  nyd.; 
met..  660;  1,960  serr.;  pipe.  galv.  i.;  pres.,  dom. 
46  lbs.,  f.  90  to  126  Iba.;  wka.  owned  by  Co. 

MERRILL,  p.   606.     F.   dept. — 1   gasoline  eng., 
1  hand  eng.,  2  hand  hose  carte,  1,500  ft.  hoee. 
Water  supply — Src.,  10  cisterns. 

MiCHIOAMME,  p.  1,148;  mere  bldga.,  wd.  F. 
dept. — 1  h.  ft  1.  trk.,  1  sir.,  1  hand  eng.,  2  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  1,600  ft;  tot. 
mem.,  82  voL 

Water  Supply — Src,  tk. 

MIDLAND,  p.  2,527;  f.  area,  260  a.;  mere, 
bldga.,  wd.,  atn.  ft  bk.,  1  to  8  ator.;  priv.,  wd.  ft 
bk.,  2  ator.;  wd.  rfa.  perm.;  fwka.  ft  combt.  ord.; 
cauaea  of  f.  inv.  F.  dept. — 1  h.  ft  L  trk.,  2  hoae 
car.;  hoae,  cot,  rub.  nned,  gd.,  1,600  it;  inf., 
600  ft.;  tot.  hoae,  2,000  ft;  f.  aL,  bell  ft  wh.; 
TaL  eouip.,  |1,800;  TaL  bldga.,  |1,000;  tot  mem. 
14.  pd.  fidl  time. 

Water  Supply — Src,  rir.;  ays.,  pump  dir.;  pump, 
eng.,  cap.  day  8,000,000  gala.;  maina,  iron,  7  m., 
6  to  12  in.  dla.;  64  hyd.;  840  aerv.;  pipe,  iron; 
prea.,  dom.  40  Iba.,  f.  90  to  126  Iba.:  cost,  |26,- 
000;  cost  cntce.,  |2,800;  wka.  owned  by  city. 

MILAN,  p.  1,865.  F.  depL^l  hand  eng.,  2 
hose  carts;  nose,  1,000  ft;  f.  aL,  bell;  tot  mem., 
17,  pd.  $1.50  per  fire. 

Water  Supply — Src,  weUa:  atd.  cap.,  760,000 
gala.;  2  pump,  eng.,  cap.  aay  1,000,000  gala.; 
maina,  6  m.,  4  to  10  in.  dia.;  80  hyd.;  prea.,  dom. 
40  lbs.,  f.   126  lbs. 

MILFORD,  p.  978;  f.  area,  4  m.;  mere  bldga., 
bk.  ft  wd.,  1  to  8  ator.;  priT.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwka.  ft  combt  ord.:  ctusea  of  f. 
InT.  F.  dept — 12  c  hand  ex.,  h.  ft  L  trk.,  S  hoae 
car.;  hoae,  cot,  rub.  lined,  gd.,  1,400  ft;  f.  aL, 
bell,  wh.  ft  elec;  val.  equip.,  |2,000;  vaL  bldga., 
$1,200;   exp.   dept,   $100;  tot   mem.,   46   voL 

Water  Supply-— Src,  wella,  cent  bua.  district; 
ays.,  pump  dir.;  2  pump,  eng.,  cap.  day  1,600,000 
Mia.;  mains,  c  ft  wrt  L,  6  m.,  4  to  12  in.  dia.; 
820  serv.;  pipe,  galT.  L;  prea.,  dom.  40  iba.,  f. 
100  lbs.;  cost  $80,000;  cost  mtcc,  $2,600;  wks. 
owned  by  village. 

MILLERSBURQ,  p.  619.  F.  dept— 1  hose  cart, 
1,600  ft  hose;  bell  aL;  vol. 

MILLINQTON,  p.  623.  F.  dept — 1  hand  ens., 
1  h.  ft  L  trk.,  2  hose  carts;  hose,  1,100  ft;  f.  aL, 
bell;  20  voL 

Water  Supply — Thirteen  wella. 

mUOEU  CITY,  p.  332.  F.  dept.— ^  c  eng.,  1 
c  hand  ex.,  8  ladders;  hose,  cot.  rub.  lined,  gd., 
400  ft.;  rub.,  gd.,  200  ft;  tot  nose,  600  ft;  f. 
al.,  bell;  vol. 

Water  Supply — Src,  rea. 

MONROE,  p.  6,803;  f.  area,  60  a.;  mere  bldgs., 
bk.,  8  stor.;  priv.,  bk.,  2  stor.;  wd.  rfa.  not  perm.; 
fwka.  ft  combt  ord.  F.  dept. — 1  atr.,  1  h.  ft  L 
trk.,  2  hose  wag.,  1  hoae  car.,  -2  hra.;  hoae,  cot, 
rub.  lined,  gd.,  4,500  ft;  vaL  equip.,  $8,000;  vaL 
bldga.,  $10,000;  tot  mem.  28  vol.,  pd.  full  time  2. 

Water  Supply— Src,  lake,  2H  m.  bua.  cent; 
ttyn,,  pump  dir.;  8  pump,  eng.,  ckas  oomp.  cond., 
oap.  day,  6,500,000  gals.;  mains,  c  L,  24  m..  4 
to  16  in.  dia.;  160  hyd.;  120  v.;  met.,  1.100; 
2,100  serv.;  pipe,  galv.  i.  ft  lead;  pres.,  dom.  46 
lbs.,  f.  150  Iba.;  cons,  day,  1,000,000  gala.;  cost 
$150,000;  cost  mtce.,  $6,000;  wks.  owned  by  Co. 


priv, 


MONTAQUE,  p.  942;  mere  bldn.,  bk.,  2  ator.; 
[V.,  wd.,  2  stor.;  wd.  rfs.  perm.     f.  dept— '1  etr.. 


1  h.  ft  1.  trk.,  2  hoae  car.;  hoae,  cot,  nd>.  liaed, 
ffd.,  1,800  ft:  inf.,  200  ft;  tot  hose,  2.000  ft; 
I.  aL,  wh.  ft  bell;  vaL  equip.,  $6,000;  vaL  bldfai, 
$5,000;  exp.  dept,  $300;  tot  mem.,  26  voL 

Water  Supply — Src,  credc  ft  apr.;  aya.,  pomp 
dir.;   pump,    eng.,  cap.    day  619,200  gala.;  maioa, 

2  m.,  4  in.  dia.;  19  hyd.;  wka.  owned  by  dty. 

MONTROSE,  p.  448,  F.  dept — 1  hand  eof. 
ft  hoae  cart,   1,000  ft  hoae;  bell  aL;  80  voL 

MORENQI,  p.  1,616;  f.  area,  20  a.;  mere  bldgi., 
bk.  ft  wd.,  2  ator.:  priv.,  bk.  ft  wd.,  2  stor.;  wd. 
rfa.  not  perm.;  fwka.  ft  combt  ord.  F.  dept — t 
hand  eng.,  1  c  eng.,  1  h.  ft  L  trk.,  1  comb.  aer. 
trk.,  2  hose  car.;  hoee,  cot.,  rub.  lined,  gd.,  1.450 
ft;  f.  al.,  bell;  vaL  equip.,  $18,000;  vaL  bldga, 
$8,500;   exp.  dept,  $800;  tot  mem.,   84  voL 

Water  Supply — Src,  wells,  1-5  m.  boa.  cent; 
ays.,  dir.  prea.;  res.  can.,  80,000  gals.;  1  pump, 
eng.,  daas  dup.,  oap.  day,  980,000  gals.;  maim; 
c  i.,  4  m.,  4  to  8  in.  dia.;  29  hyd.;  80  aiet; 
pipe,  iron;  pres.,  dom.  40  lbs.,  L  100  lbs.;  coat 
$15,500;  wks.  owned  by  dty. 

MORRICE,  p.  470.     F.  dept — 1  hand  cog.;  vol 

MT.  CLEMENS,  p.  7,707;  f.  ai«a,  6  aq.  n.; 
mere  bldga.,  bk.,  1  to  6  ator.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft  oombt  onL; 
cauaea  of  f.  inv.     F.  dept — 1  atr.,  2  e  hand  ci., 

1  h.  ft  L  trk.,  1  comb,  c  hoae  wag.,  S  hoie  wag, 

2  hose  carta,  6  hra.;  hose,  cot,  rub.  lined,  gL, 
4,500  ft;  f.  aL,  wh.,  86  bx.;  vaL  equip.,  $24,000; 
exp.  dept,  $8,000;  tot  mem.  26,  pd.  lull  time  I, 
vol   20. 

Water  Supply — Src,  wella,  %  m.  bua.  ceat; 
aya.,  pump  dir.;  4  pump,  eng.,  daoa  dupu  ft  txipx 
cap.  day  8,000,000  gala.;  maima,  c  L,  24  m.,  4  tD 
14  in.  dia.;  217  hyd.;  198  v.;  met,  786;  1,600 
serv.;  pipe,  lead;  prea.,  dom.  60  Iba.,  L  140  Iba.; 
cons,  day,  1,400,000  gals.;  coat,  $146,000;  eoat 
mtce.,  $18,000;  wks.  owned  by  dty. 

MT.  MORRIS,  p.  618;  f.  area,  640  a.;  mere, 
bldga.,  bk.,  2  ator.:  priv..  wd.,  IV^  ator.;  wd.  ffa 
perm.;  fwka.  ft  combt  ord.  F.  dept — 1  haod  cbc., 
1  hose  car.;  hoae,  cot,  rub.  lined,  gd.,  460  ft;  iaL, 
100  ft;  tot  hose,  660  ft:  f.  aL,  bell;  vaL  equips 
$1,000;  vaL  bldga..  $2,000;  exp.  dept,  $160;  tot 
mem.,  80  voL 

Water  Supply — Src,  12  wella,  cap.  48,000  fak. 

MT.  PLEASANT,  laabella  Co.,  p.  8.«72;  acre, 
bldga.,  bk.,  1  to  8  ator.;  priv.,  wd.,  2  ator.;  wd. 
rfa.  perm.  F.  dept. — 1  h.  ft  L  trk.,  1  c  hand  cl, 
1  comb,  c  ft  h.  wag.,  8  hoae  reela,  2  bra.;  boat, 
cot,  rub.  lined,  gd.,  8,000  ft;  inf.,  500  ft;  tot 
hoae,  8,500  ft;  f.  al..  bell  ft  elec,  11  bx.;  nL 
equip.,  $6,000;  vaL  bldga.,  $8,000;  tap.  depC 
$2,000;  tot  mem.  10,  pd.  part  time. 

Water  Supply — Src,  wella,  H  m.  boa.  cent; 
aya.,  pump  dir.;  t  pump,  eng.,  cap,  day  2,000,000 
gala.;  maina,  c  L,  8  m.,  4  to  8  fn.  dia.;  70  byd.; 
46  v.;  876  aerr,;  pipe,  galv.  L;  prea.,  dom.  80  lbs., 
f.  80  to  100  Iba.:  coat,  $24,000;  ooat  mtce,  $2.- 
000;  wka.  owned  by  city. 

MUNISINQ,  p.  2,962;  f.  area,  850  a.;  acre, 
bldga.,  atn.,  bk.  ft  wd.,  1  to  8  ator.;  priv.,  bk.  ft 
wd.,  2  stor.;  wd.  rfa.  perm.  In  1  area;  combt  orl; 
cauaea  of  f.  inv.  F.  dept — 2  e  hand  ex.,  1  hoaa 
aleigh,  1  hoae  cart,  2  hra.;  hoae,  cot.  mb.  lined. 
gd.,  2,000  ft;  rub.,  gd.,  800  ft;  tot  hoae,  2,300 
ft:  f.  al.,  elec,  26  bx.;  vaL  equip..  $6,800;  vaL 
bldga.,  $2,000;  exp.  dept,  $1,600;  tot  mem.,  t» 
vol. 

Water  Supply — Src,  lake,  1  m.  boa.  eent;  m, 
pump  to  atdp.  ft  dir.:  atdp.  cap.,  165,000  gala.; 
dim.,  26  x  40;  mat,  boiler  L;  2  pomp,  eng:,  e^ 
day  1,500,000  gala.;  maina,  e  L,  6H  m.,  6  ia. 
dia.;  50  hyd.;  28  v.;  met,  24;  190  aav.: 
pipe,  galv.  i.  ft  lead;  prea.,  dom.  110  Iba.*  t 
125  Ibe;  cona.  day,  110,000  gale;  coat.  $87,000; 
cost  mtce,  $3,000;  wke  owned  bj  citj. 


MUSKEGON,  p.  24.062;  f.  area.  6  aq.  a.; 

bldga.,  atn.,  bk.  ft  wd.,  1  to  6  alor.;  priv.,  aCL, 
bk.  ft  wd.,  1  to  2  ator.;  wd.  rfe  not  pcfm.  in  L 
area;  fwka.  ft  combt  ord.;  cauaea  of  L  inv.  F. 
dept — 1  atr.,  1  h.  ft  L  tik.,  5  e  hand  ex,  1  aet 
trk.,  8  comb,  e  ft  h.  wag.,  8  hoee  wag.,  1  a.  ft  L 
trk.,  1  aer.  trk.  in  reaerre^  19  hra  (5  1b  reacne); 


hoae,  cot,  rub.  lined,  gd..  12,660  ft;  e.  650  ft; 
tot  hoae,  18,200  ft;  f.  aL,  GamewelL  40  ^i  Tr 
equip.,  $60,000;  vaL  bldge,  $88,000;  ^V^^o^ 
$88,000;  tot  mem.  42,  pd.  fm  tine  SI,  pd.  part 
time  21. 
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Water  Supply — Src.,  lake,  4%  m.  bus.  cent.; 
97B.,  dir.  pres.;  8  pump,  tug.,  dan  triple  comp., 
cap.  day,  12,000,000  gals.;  mains,  c.  i.,  72.04  m., 
4  to  24  in.  dia.;  697  hyd.;  578  v.;  met.,  2,025; 
4,831  MTT.;  pipe,  galy.  i.;  prea.,  dom.  40  lbs.,  f. 
80  Ibai;  cone,  day,  4.125,000  gala.;  cost,  9580,- 
000;  cost  nvtce.,  f  18,000;  wlot.  owned  by  city. 

MUSKEGON  HEIGHTS,  p.  1,800:  mere,  bldga., 
bk.  F.  dept. — 8  hose  oar..  4  hrs.;  nose,  cot.,  rub. 
lined,  gd.,  8,000  ft;  f  al.,  Oamewell;  tot.  mem., 
28,  part  pd. 

NASHVILLE,  p.  1,846;  f.  area,  720  a.;  mere, 
bldga.,  bk.,  2  ator.;  priv.,  bk.  k  wd.,  2  stor.j  wd. 
rfs.  not  perm.;  fwka.  4e  combL  ord.;  causea  of  f. 
inv.  F.  dept. — 1  h.  Jt  L  trk.,  4  hoae  car.;  hoae, 
cot,  rub.  lined,  gd.,  2.000  ft;  f.  aL,  bell  A  wta.; 
▼tL  equip.,  12,600;  Tal.  bldgs.,  $1,000;  tot  mem. 
42,  pd.   part  time. 

Water  Supply — fire.,  riv.,  %  m.  bus.  cent.;  qya., 
grav.  k  pump  to  stdp.  Ac  dir.;  atdp.  cap.,  70,000 
gals.;  2  pump,  eng.,  cap.  day  1,000,000  gals.; 
mains,  4H  m.,  4  to  8  in.  dia.;  89  hyd.;  81  t.; 
277  senr.;  pres.,  dom.  50  lbs.,  f.  80  lbs.;  cona. 
day,  100,000  gals.:  cost,  |19,000;  cost  mtce., 
^1,450;  -wks.  owned  by  city. 

NEGAUNEE,  p.  8,460;  f.  area,  80  a.;  mere, 
bldgs.,  bk.,  Btn.  A  wd.,  S  k  8  ator.;  prlT.,  wd.,  2 
Btor.;  wd.  rfa.  not  penn.;  fwka.  k  combt  ord.; 
eauaes  of  f.  inv.  F.  dept — 1  atr.,  1  h.  k  I.  trk., 
2  boae  wag.,  8  hose  car.,  2  hrs.;  hose,  cot,  rub. 
lined,  gd.,  8,000  ft;  rub.,  gd..  800  ft;  inf.,  600 
ft;  tot  hose,  4,800  ft;  f.  al.,  bell;  ral.  eouip., 
114,800;  val.  bldga.,  |8,000;  ezp.  dept,  |2,700; 
tot  mem.,  60  voL;  undra.  rating,  third  class. 

Water  Supply — ^rc.,  lake,  %  m.  bua.  cent;  m., 
pump  dir.;  2  pump,  eng.,  cap.  min.  2,000  arala.; 
maina,  wd.,  17  m.,  4  to  10  in.  dia.;  70  hyd.; 
70  T.;  1,000  aerr.;  pipe,  galv.  L;  prea.,  dom.  66  Iba., 
f.  100  Iba.;  coat,  $56,098;  cost  mtce.,  |8,500;  wka. 
owned  by  city. 

NEWAYGO,  p.  1,207;  f.  area,  800  a.;  mere, 
bldga.,  wd.  k  bk.,  1  to  8  etor.;  wd.  rfa.  not  perm. 
F.  dept — 1  h.  k  1.  trk.,  8  hoae  car.;  hoae,  cot, 
tub.  Uned,  gd.,  1,600  ft;  inf.,  800  ft;  tot  hose, 
1,800  ft;  f.  aL,  elec;  ral.  equip.,  |2,000;  vaL 
bldga.,    $2,600;    ezp.    dept,    $600;   tot.   mem.,    86 

TOl. 

Water  Supply — Src.  wella  k  apr.;  sra.,  pump 
dir.;  2  pump,  eng.,  cap.  day  760,000  gau.;  maina, 
2  m.,  4  to  8  in.  dia.;  14  hyd.;  6  v.;  46  aerv.; 
prea.,  dom.  12  to  40  Iba.;  f.  60  to  90  Iba.;  coat, 
$12,000;  coat  mtce.,  $600;  wka.  owned  by  city. 

NEW  BALTIMORE,  p.  920.  F.  dept— 2  hose 
reels;  hose,  cot,  rub.  lined,  gd.,  1,100  ft;  f.  al., 
bell  k  wh.;  tot.  mem.,  12  voL 

Water  Supply — Src,  St  Clair  riv.,  1  m.  bua. 
cent;  ays.,  dir.  prea.;  maina,  10  m.;  40  hyd.;  prea., 
dom.  40  Iba.,  f.  100  Iba.;  wka.  owned  by  city. 

NEWBERRY,  p.  1,182;  mere  bldga.,  wd.,  2% 
ator.;  prir.,  wd.,  2  stor.  F.  dept — 1  h.  ft  L  trk..  1 
hoae  car.;  hoae,  cot,  rub.  lined,  gd.,  1,000  ft; 
inf.,  1,500  ft;  tot  hoae,  2,600  ft;  tot  mem.  17, 


pd.  part  time. 

Water    Supply — ^Src,   wella,    ^ 
«y«.,  pump  dir.;  8  pump,  eng.,  claaa  dup.;  maina. 


m.    bus.    cent ; 


c.  L,  8%  m.,  4  to  8  in.  dia.;  24  hyd.;  15  v.; 
200  serv.;  pipe,  galv.  L;  pres.,  dom.  45  to  50  lbs., 
f.  00  to  110  lbs.;  coat,  $15,500;  wks.  owned  by 
dty. 

NEW  BUFFALO,  p.  628.  F.  dept. — 1  hand  eng., 
1  hand  ladder  trk.;  hoae,  cot,  rub.  lined,  gd.,  1,000 
ft:  f.  al.,  bell;  toL 

Water  Supply — Src,  6  cisterns,  cap.  4,000  galsi 

NILES,  p.  6,160;  f.  area,  80  a.;  mere  bldga., 
bk.,  2  8e  8  ator.;  priv.,  wd.,  k  bk.,  1  &  2  ator.; 
wd,  rfe.  not  perm.;  fwka.  k  combt  ord.  F.  dept — 
24  c.  band  ex.,  1  h.  ft  L  trk.,  5  hose  car.;  hoae, 
cot,  rub.  lined,  gd.,  2,000  ft;  linen,  gd.,  600  ft.; 
inf.,  600  ft;  tot  hoae.  8,000  ft;  f.  al.,  bell;  val. 
equip.,  $5,000;  Tal.  bldga.,  $6,000;  ezp.  dept., 
f  1,200;  tot  mem.  76,  pd.  part  time;  undra.  rating, 
fourth   dasa.  ^  „  ^  . 

Water  Supply — Src,  wella,  8  m.  bua.  cent;  aya., 
pump  to  rea.;  atdp.  dim.,  20  x  106,  loc  on  highest 
point  in  city;  mat,  atl.;  res.  cap.,  800,000  gals.;  2 
pump,     eng.,    else    12    x    18,    cap.    day    1,250,000 

Sis.;  mama,  c.  L,  14  m.,  4  to  14  in.  dia.;  156 
d.;  met.,  281;  771  aerv.;  pipe,  wrt  L  ft  lead; 
prea.,  dom.  76  Iba..  f.  100  Iba.;  cons,  day,  561,- 
889  gaClB.;  coat  $76,000;  coat  mtce.,  $10,648; 
wka.  owned  by  dty. 


NORTH  BRANCH,  p.  717.  F.  dept— 1  hand 
eng.,  1  h.  ift  L  trk.;  hoae,  cot,  rub.  lined,  gd., 
800  ft;  inf.,  200  ft;  tot  hoae.  1,000  ft;  f.  aL, 
bell;  TaL  equip.,  $600;  vaL  bldga.,  $1,000;  tot 
mem.,  <S5  vol. 

Water  Supply — Oiatema. 

NORTHVILLE,  p.  1,665;  f.  area,  640  a.;  mere 
bldga.,  bk.  ft  wd.,  2  ator.;  wd.  rfa.  perm.;  fwka. 
ord.  F.  dept. — 1  c  eng.,  1  h.  ft  L  trk.,  1  hoea 
wag.,  1  hose  car.,  2  bra.;  hoae,  cot,  rub.  Itoed, 
gd.,  2,000  ft:  inf.,  200  ft:  tot  hoae,  2,200  ft; 
I.  eL,  bell,  wh.  ft  elec;  val.  equip.,  $2,800;  vaL 
bldga.,    $8,000;    ezp.    dept,    $200;    tot    mem.,    86 

TOL 

Water  Supply — Src,  apr.,  4  ul  bua.  cent;  sya., 
grav.;  rea.  cap.,  2,500,000  gala.:  maina,  c  L,  12 
m.,  4  to  10  in.  dia.;  64  hyd.;  40  t.;  met,  1;  880 
aenr.;  pipe,  lead;  prea.,  dom.  60  llw.,  f.  70  Iba.; 
cost,  $48,000;  cost  mtce.,  $200;  wka.  owned  by 
city. 

NORWAY,  p.  4,974;  f.  area,  8  aq.  m.;  mere, 
bldgs.,  bk.,  cone  ft  wd.,  1  ft  2  ator.;  priv.,  wd., 
2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt 
ord.;  cauaea  of  f.  inv.  F.  dept. — 2  hoae  wag.,  8 
bra.;  hoae,  cot,  rub.  lined,  gd.,  2,000  ft;  f.  al., 
elec,  25  bx.;  TaL  equip.,  $4,000;  vaL  bldga., 
$25,000;  exp.  dept,  $2,640;  tot  mem.  14,  pd. 
full  time  8,  VOL  11. 

Water  Supply — Src,  2  lakes,  6  m.  bua.  cent; 
tys,,  gray,  ft  pump  to  rea.;  2  res.,  comb.  cap. 
488,000  gala.;  8  pimip.  eng.,  claaa  trip.,  cap.  day 
1,500,000  gftla.;  maina,  wd.  ft  c  L,  24  m.,  1% 
to  12  in.  ma.:  105  hyd.;  296  v.;  met,  160;  900 
serv.;  pipe,  galv.  L  ft  lead:  prea.,  dom.  60  Iba.,  t. 
110  1m.;  coat  mtce.,  $6,500;  wka.  owned  by  city. 

ONAWAY.  p.  2,702.  F.  dept— 2  hoae  carta,  1 
h.  ft  L  trk.;  hoae,  2,600  ft;  f.  al.,  telp.  aya.;  tot 
mem.,   20  vol. 

Water  Supply — Src,  wella,  %  m.  bua.  cent.; 
ays.,  air  lift;  mains,  c  L,  6  m.,  4  to  10  in.  dia.; 
42  hyd..;  28  v.;  16  met;  86'5  aerv.;  pipe,  iron; 
pres.,  dom.   45  lbs.,  f.    100  Iba.;  cona.  dey,   100,- 

000  gals.;  cost,  $65,000;  coat  mtce.,  $8,000;  wka. 
owned  by  city. 

ONTONAGON,  p.  1,964.  F.  dept. — 1  atm.  ang., 
2  h.  ft  L  trk.,  6  hoae  car.;  hoae,  4,200  ft;  f.  aL, 
bell  ft  wh.;   tot  mem.,   48. 

Water  Supply — Src.  Lake  Superior;  aya.,  pomp.; 
rea.  cap.,  100,000  gala. 

OPEOHIE,  p.  1.000.  F.  dept — 2  hand  boat 
carta  ft  reela,  8,00o  ft  hoae;  voL     No  watem^a. 

ORION,  p.   717;  bldga.,  bk.  ft  wd.     F.   dept. — 

1  hand  eng.,   1   hose  cart;  hoae,   600   ft;   f.   aL, 
beU;  vol.  dept 

Water  Supply — Src,  wella  ft  lake. 

ORONOKO,  Berrien  Oo.     F.  dept  not  reported. 

Water  Supply — 5rc,  deep  well,  H  m.  bua.  cent; 
ays.,  grav.;  atdp.  cap.,  60,000  gals.;  dim.,  18  z 
26;  mat,  atL:  1  pump,  eng.,  cap.  day  76,000  gala.; 
maina,  c  L,  4  m.,  4  to  8  in.  dia.;  12  hyd.;  18  r.; 
met.,  20;  pipe,  wrt  L;  prea.,  dom.  ft  f.  6^6  Iba.; 
cona.  day,  45,000  gals.;  cost,  |L19,000;  coat  mtce., 
$760;  wka.  owned  by  city. 

ORTONVILLE,  p.  877.  F.  dept— 1  hand  eng., 
260  ft  hoae;  20  voL 

OSCODA,  p.  864;  bldga.,  wd.,  1  ft  2  stor.;  wd. 
rfa.  perm.  F.  dept — 1  n.  ft  L  trk.,  6  hoae  car.; 
hoae,  cot,  rub.  lined,  gd..  6,000  ft;  f.  aL,  elee. 
wh.,  bell;  val.  equip.,  $6,000;  vaL  bldga.,  $2,000; 
exp.  dept,  $2,600;  tot  menu,  14  vol. 

Water  Supply-— Src,  lake:  ays.,  pump  to  atdp.  ft 
dir.;  atdp.  cap.,  60,000  gala.;  2  pump,  eng.,  cap. 
day  2,000,000  gala.;  maina,  6  m.,  4  to  8  in.  dia.; 
97  hvd.;  25  v.;  280  aerv.;  pipe,  iron;  pres.,  dom. 
40  Ids.,  f.  100  to  160  lbs.;  coat,  $24,000;  coat 
mtce.,  $8,000;  wks.  owned  by  city. 

OTSEGO,  p.  2,812;  f.  area,  800  a.;  mere,  bldga., 
bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  2  ator.; 
wd.  rfa.  not  perm,  in  f.  area;  fwka.  ft  combt.  ord.; 
causea  of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  4  c 
hand  ex.,  2  hose  carts,  1  hoae  wag.;  hose,  cot, 
rub.  lined,  gd.,  2,400  ft;  inf.,  600  ft;  tot  hoae, 
2,000  ft;  f.  al.,  bell;  vaL  equip.,  $1,000;  vaL 
bldga..  $8,000;  exp.  dept,  $200;  tot  mem.,  70  voL 

Water  Supply — Src,  riv.,  in  bua.  cent;  aya., 
pump  dir.;  2  pump,  eng.,  cap.  day  1,600,000  gala.; 
mains,  c  L,  8  m.,  4  to  14  in.  dia.;  6^  hyd.;  26 
v.;  525  aerv.;  1  met  ;  pipe,  iron;  prea.,  dom.  50  lb&, 
f.  120  lbs.;  cons,  dav,  30,000  eala.;  cost,  $10,000; 
cost  mtce.,  $700;  wks.  owned  by  city. 
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OVID,  p.  1,078;  f.  area,  700  a.;  mera  bldgs.. 
bk.,  1  to  3  stor.;  priv.,  bk.  k  wd.,  2  ator.;  wd.  rfs. 
perm,    in    f.    area;    causes    of    f.    inv.       F.    dept. — 

1  c.  eng.,  1  h.  &  1.  trk.,  1  hose  aleisfh;  hose,  cot., 
rub.  lined,  gd.,  1,400  ft;  inf.,  100  ft.;  tot  hose, 
1,500  ft;  f.  al.,  telp.;  val.  equip.,  |4,000;  val. 
bldga.,  ^3,000;  exp.  dept,  $150;  tot  mem.,  10, 
pd.  part  time  1,  vol.   9. 

Water  Supply — Src,  w^,  in  bus.  cent;  aya., 
pump  to  atdp.;  stdp.  cap.,  60,000  gala..  loc.  at 
•  station;  mat,  white  pine;  2  pump,  eng.,  daaa  dup., 
cap.  day  1,500,000  gals.;  mains,  wd.  &  stl.;  85 
hyd.:  28  v.;  175  serv.;  pipe,  iron;  pres.,  dom. 
88  lbs.,  f.  90  lbs.;  cost,  $30,000;  cost  mtce., 
$1,600;  wks.  owned  by  city. 

OWOSSO,  p.  9,689;  f.  area,  1,280  a.;  mere, 
bldga.,  bk.,  1  to  5  stor.;  priv.,  wd.,.  3  ator.;  wd. 
rfa.  perm.;  combt  ord.;  causes  of  f.  inv.  F.  dept 
— 1  atr.,  2  comb,  wag.,  1  h.  jc  1.  trk.,  1  hoae  wag., . 

2  hoae  car..  6  fare.;  hose,  cot,  rub.  lined,  go., 
4,500  ft;  f.  al.,  Gamewell,  29  bx.;  val.  equip., 
$12,000;  val.  bldga.,  $10,000;  exp.  dept,  $10,000; 
tot.  mem.  10,  pd.  full  time;  undrs.  rating,  flrat 
class. 

Water  Supply — Src,  wella  &  apr.,  1  m.  bus. 
cent;  sya.,  grav.,  pump  dir.:  res.  cap.,  450,000 
gabs.;  3  pump,  eng.,  cap.  day  4,000,000  gals.; 
mains,  c.  i.,  25%  m.,  4  to  12  in.  dia.;  190  hyd.; 
met,  1,500;  1.675  serv.;  pres.,  dom.  45  lbs.,  f. 
100  lbs.;  cost,  $117,000;  cost  mtce.,  $11,500;  wks. 
owned  by  city. 

OXFORD,  p.  1,191;  f.  area,  400  a.;  mere  bldga., 
bk.  k  wd..  2  stor.;  priv.,  bk.  it  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  &  combt  ord.;  causes  of  f. 
inv.  F.  dept. — 1  h.  &  1.  trk.,  2  hose  car.,  12  pails; 
hose,  cot,  rub.  lined,  gd.,  1,200  ft;  f.  al.,  bell  k 
wh.;  val.  bldga..  $2,500;  exp.  dept,  $300;  tot 
mem.   25,  pd.  part  time. 

Water  Supply — Src.  wells;  ays.,  pump  dir.;  pump, 
eng.,  cap.  day  1,500,000  gals.;  maina,  stl.,  5V&  m., 
4  to  10  in.  dia.;  86  hyd.:  150  serv.:  prea.,  dom. 
85  Iba.,  f.  100  to  150  lbs.;  cost,  $6,000;  wka. 
owned  by  city. 

PAW  PAW,  p.  1,648;  mere,  bldga.,  bk.  ft  wd.. 
1  to  8  stor.;  priv.,  bk.  k  wd.,  2  ator.;  wd.  rfa. 
perm,  in  f.  area;  fwka.  k  combt.  ord.;  causes  of 
f,  inv.  F.  dept — 1  atr.,  1  h.  ft  1.  trk..  26  c 
hand  ex.,  2  hose  oarts.  2  hrs.;  hose,  cot.,  rub. 
lined,  gd..  2,200  ft;  inf.,  200  ft.;  tot  hose,  2,400 
ft;  f.  al.,  bell,  wh.  ft  elec,  9  bx.;  val.  equip., 
$4,000;  val.  bldgs.,  $2,000;  exp.  dept,  $400;  tot 
mem.,  60  vol. 

Water  Supply — Src,  wells,  %  m.  bus.  cent; 
ays.,  pump  to  stdp.;  atdp.  cap.  65,000  gala.;  mat, 
iron;  res.  cap.,  800,000  gala.;  8  pump,  eng.,  cap. 
day  1,440,000  gala.;  maina,  iron,  6  m.,  4  to  10 
in.  dia.;  40  hyd.;  23  v.;  met,  895;  pres.,  dom.  65 
Iba.,  f.  125  lbs.;  cons,  day,  255,000  gals.;  cost, 
$20,000;  cost  mtce.,  $1,500;  wks.  owned  by 
village. 

•PENTWATER,  p.  1,129;  f.  area,  80  a.;  mere, 
bldga.,  bk.,  2  ft  8  stor.:  priv.,  wd.,  2  ator.:  wd. 
rfa.  perm.;  fwks.  ft  comot  ord.;  cauaea  of  x.  inv. 
F.  dept. — 1  str.,  1  h.  ft  1.  trk.,  2  hose  car.,  2  hrs.; 
hose,  cot.  rub.  lined,  gd.,  1,950  ft:  f.  al.,  bell; 
vaL  bldga.,  $4,000;  exp.  dept,  $500;  tot  mem., 
SI  vol. 

Water  Supply — ^Src,  wells,  2  blocks  bus.  cent; 
sys.,  pump  dir.;  res.  cap.,  70,000  gala.;  pump, 
eng.,  cap.  day  850,000  gala.;  maina,  iron,  8% 
m.,  4  to  8  in.  dia.;  24  hyd.;  12  v.;  268  serv.; 
pipe,  iron;  pres.,  dom.  40  lbs.,  f.  80  lbs.;  cost, 
$7,000;  cost  mtce..  $2,500;  wka.  owned  by  village. 

PERRY,  p.  720.  F.  dept— 1  hand  eng.,  1 
hand  c.  eng.,  800  ft  hose;  bell  al.;  vol. 

PETOSKEY,  p.  4,778;  f.  area,  1.872  a.;  mere, 
bldgs.,  wd.,  bk.  ft  stl.,  1  to  4  stor.;  priv.,  stn., 
bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area.  F. 
dept — 8  comb,  hose  ft  h.  ft  1.  wag..  4  hand  ex., 
1  hand  reel,  4  hrs.;  hoae,  cot,  rub.  lined,  gd., 
6,000  ft;  f.  al.,  bell,  16  bx.;  val.  equip.,  $6,000; 
val.  bldgs..  $4,000;  exp.  dept,  $8,000;  tot  menu 
20,  pd.  full  time. 

Water  Supply — ^Src,  well.  %  m.  bus.  cent;  ays., 
pump  to  res.;  res.  cap.,  150,000  gals.,  loc  IH  «n. 
from  station;  2  pump,  eng.,  daaa  dup.,  cap.  day 
2,500,000  gals.;  maina,  c.  L  k  wd.,  15.7  m.,  6  in. 
dia.;  72  hyd.;  242  v.;  met..  802;  825  aerv.:  pipe, 
galv.   i.;   pres.,  dom.   120  lbs.;   cons,   day,   878,000 

gals.;  coat,  $47,000;  coat  mtce.,  $4,860;  wks.  owned 
y  dty. 


PEWAMO,  p.  289.  F.  dept— 1  hand  eng.,  400 
ft  hose;   vol. 

Water  Supply — Src,  dstema. 

PICONNING,  p.  677.  F.  dept— 1  hose  cart; 
hoae,  cot,  rub.  lined,  ^d.,  1,000  ft;  t  iL,  wk; 
tot  mem.  5,  pd.  full  time  1,  pd.  part  time  4. 

Water  Supply — Src,  wells,  1  m.  bua.  cent;  sfi., 
pump;  maina,  2  m.;  12  hyd.;  prea.,  dom.  25  Ids., 
f.   100  Iba.;  wka.  owned  by  dty. 

PIGEON,  p.  687.  F.  dept — 1  hand  hose  cut; 
hose,  cot,  rub.  lined,  gd.,  1,000  ft;  i  aL,  bell; 
tot.  mem..  12  vol. 

Water  Supply — Src,  wdla,  1  m.  bua.  cent;  m., 
dir.  pres;  1  pump,  eng.,  cap.  day  482,000  gva.; 
maina,  2 H  m.,  4  to  6  in.  dia.;  22  hyd.;  pres., 
dom.  35  lbs.,  f.  80  lbs.;  cona.  day,  12.000  gala; 
wks.    owned   by   city. 

PLAINWCLL,  p.  1,498;  f.  area.  6  a.;  mere  bldgs.. 
bk.,  1  to  3  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  P. 
cJept — 1  h.  ft  1.  trk.  4  hoae  carts;  hose,  cot.,  rob. 
lined,  gd..  2.000  ft;  inf.,  500  ft.;  tot  hose.  2,500 
ft.;  f.  al.,  telp.  ft  wh.;  val.  equip.,  $2,000;  val. 
bldgs.,  $2,400;  exp.  dept,  $400;  tot  mem..  3S,  2 
pd.  full  time,  30  vol. 

Water  Supply — Src,  riv.;  ays.,  pomp  dir.;  pomp, 
eng.,  cap.  day  1,500,000  gals.;  maina,  4  1-5  m., 
4  to  8  in.  dia.;  37  hyd.;  6  v.;  164  aerv.;  prea.,  f. 
40  to  80  lbs.;  cost,  $29,750;  coat  mtce.,  $600; 
wks.  owned  by  village. 

PLYMOUTH,  p,  1,671;  f.  area,  600  a.;  mert 
bldga.,  bk.,  2  ator.;  priv.,  wd.,  2  stor.;  wd.  rfa.  not 
perm.;  fwks.  ft  combt  ordL;  causes  of  L  inv. 
F.  dept — 10  c  hand  ex.,  8  hoee  car.,  lb.* 
1.  trk.:  hoae,  cot,  rub.  lined,  gd.,  1,600  ft; 
f.  al.,  bell;  val.  equip.,  $2,500;  val  bldfl^,  $500; 
cot.  mem.,  51  vol. 

Water  Supply — Src,  apr.,  4H  m.  bus.  eent; 
sys.,  grav.;  res.  cap.,  3,000,000  gala.;  maina,  e.  L, 
6%  m.,  4  to  10  in.  dia.;  S6  hyd.;  4^0  aerv.;  pipe, 
Ic.id  &  i.;  pres.,  dom.  4S  lb&,  f.  48  lbs.;  cons,  (ky, 
30,000  gala.;  cost  $65,000;  cost  mtce,  $1,500; 
wks.   owned   by   dty. 

PONTIAC,  p.  14,582;  f.  area,  4,800  a.;  mere, 
bldga.,  bk.,  2  ft  8  ator.;  wd.  rfa.  not  perm.;  fvka 
ft  combt  ord.  F.  dept — 1  atr.,  1  auto.  comb, 
c  eng.  ft  hoae  trk.,  4  c  hand  ex.,  1  dkicfa  wag.,  1 
comb,  c  ft  h.  wag.,  2  hoae  wag.,  1  h.  ft  L  tii.,  1 
aer.  trk.,  1  hoae  reel,  5  bra.;  hoae,  oot,  ririt.  lined. 

fd.,  8,800  ft;  f.  al.,  Oamewell,  88  bx.;  val.  equi^• 
82,700;  vaL  bldga..  $14,000;  exp.  dept,  $18,000; 
tot  mem.  18,  pd.  full  time  13,  pd.  part  time  5; 
undra.   rating,   third   daas. 

Water  Supply — Src,  wells,  1  m.  boa.  cent;  gjn^ 
pump  dir.;  rea,   cap.,   2,000,000  s^a.,  in  rcsem; 

3  pump,  eng.,  daaa  trip,  ft  comp.  dup.  cood.. 
cap.  day  ^,000.000  gala.;  maina,  c  L.  40 
m.,  4  to  20  in.  dia.;  417  hyd.;  660  v.;  met.  1,800; 
8,300  serv.;  pipe,  galv.  L  ft  lead;  pres.,  dom.  55 
Iba.,  f.  125  Iba.;  cona.  day,  2,500,000  gala.;  coat 
$850,000;  cost  mtce,  $7,000;  wka.  owned  by  city. 

PORT  HURON,  p.  18,868;  f.  area.  4,480  a.; 
mere  bldgs.,  stn.  ft  bk.,  2  to  5  ator.;  priv.,  wd,  S 
ft  8  ator.;  wd.  rfa.  perm.;  fwka.  ft  ooinbt  ord.  F. 
dept. — 1  c  eng.,  1  oomb.  c  ft  h.  wair**  $  c.  hand 
ex.,  1  h.  ft  L  trk.,  2  aqpply  wag.,  1  hoae  ear.,  i 
hand  carta,  18  bra.;  hoae,  cot,  rub.  lined,  gd., 
10,000  ft;  f.  al.,  Gamewell,  25  bx.;  vaL  eq1QP^ 
$20,000;  val.  bldga..  $25,000;  exp.  dept.  $20,000; 
tot  mem.   21,  pd.  full  time  21. 

Water  Supply — Src,  St  Clair  riv.  ft  weD,  %  a. 
hue.  cent;  aya.,  pump  dir.;  2  puapL  cog.,  eapt 
day  17,000,000  gtiia.;  mains,  iron.  64  m..  2  to 
24  in.  dia.;  888  hyd.;  met,  487;  7,000  serr.;  pipe, 
lead  ft  iron;  prea.,  dom.  4S  Hie.,  f.  ISO  Iba; 
cona.  day,  7,600,000  gala.:  cost,  $61«,588;  cost 
mtce.,  $19,684;  wks.  owned  by  dty. 

PORTLAND,  p,  1,882;  L  area,  10  a.;  mere,  bldga. 
bk.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wA. 
rfs.  not  perm.;  combt  ord.;  cauaea  of  f.  iav.  F. 
dept — 2  c  hand  ex.,  1  h.  ft  1.  fat,  1  bose  wag.; 
hoae,  cot,  rub.  lined,  gd..  2,850  ft;  f.  aU  bell  ft 
wh.;  val.  equip.,  $4,000;  val.  bldga.,  $2,000;  exp. 
dept,  $186;  tot  mem.,  22,  pd.  part  time  12.  vol 
10. 

Water  Supply — Src,  weUa,  8  bk^dca  boa.  cent: 
8>'s.,  pump  to  stdp.;  etdp.  cap..  85,000  gala.; 
dim.,  12  X  100;  mat,  stL;  2  pump.  ei«^..  ekai 
dup.,  cap.  day,  4,000,000  gala.;  mains,  c  i.,  6  bl, 

4  to  10  in.  dia.;  57  hyd.;  40  v.;  60O  serr.;  pipe, 
c  ft  salv.  i.;  pres.,  dom.  60  to  65  lbs.;  f.  65  to 
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100  lbs.;  cons,  day,  260,000  g«l«.;  cost,  $70,000: 
cost  mtce.,   $1,300;   wks.   owned  by  c:t>. 

QUINCY,  p.  1,847;  f.  area,  160  a.;  mere,  bldga., 
bk.,  2  ft  8  ttor.;  priv.,  atn.,  bk.  ft  wd.,  2  ft  8 
stor.;  wd.  rfa.  not  perm,  in  f.  area:  combt,  ord.; 
causes  of  f.  iny.  F.  dept. — 1  h.  ft  1.  trk.,  2  hose 
wag.,  2  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  2.- 
000  ft.;  inf.,  1,000  ft.;  tot.  hose,  8,000  ft.;  f. 
al.,  bell;  val.  equip.,  |1,000;  vaL  oldgs.,  $2,500; 
tot.  mem.,   50  voL 

Water  Supply — Src,  wells,  in  bus.  cent.;  ays., 
pump  dir.;  2  pump,  eng.,  cap.  day  2,000,000  ffals.; 
mains,  c  i.,  5  m.,  4  to  10  in.  dia.:  42  hya.:  6 
met;  800  serv.;  pipe,  iron;  pres.,  dom.  60  lbs., 
f.  125  lbs.:  coat,  $18,000;  cost  mtce.,  $3,000; 
wks.  owned  by  city. 

QUINNEBEC,  p.  382.  F.  dept — 1  hand  hose 
cart;  hose,  cot,  rtib.  lined,  gd.,  800  ft;  fair,  200 
ft;  tot.  hose,  1,000  ft;  tot.  mem.,  6,  pd.  full  time 
1,  vol.  4. 

READING,  p.  1,102;  f.  area,  640  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  stn.,  bk.  ft 
wd.,  2  stor.;  wd.  rfa.  perm,  in  f.  area;  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  1  hose 
cart;  hose,  cot,  rub.  lined,  gd.,  1,000  ft.;  inf., 
300  ft.;  tot  hose,  1,800  ft;  f.  al.,  bell  ft  wh.; 
val.  equip.,  $1,500;  val.  bldgs.,  $2,000;  ezp.  dei>t., 
$100;  tot  mem.,  32  vol. 

Water  Supply — Src,  wells;  sys.,  pump  dir.;  2 
pump,  eng.,  cap.  day  8,000,000  ffsls.;  mains,  iron, 
4\^  m.,  4  to  8  in.  dia.;  39  hyd.;  pres.,  dom.  40 
to  45  lbs.,   f.   90  lbs.;   cost,   $22,600. 

RED  JACKET,  p.  4,211;  f.  area,  94  a.;  mere 
bldgs.,  atn.,  bk.  ft  wd.,  2  to  4  ator.  F.  dept. — t  c. 
hand  ex.,  1  str.,  1  h.  ft  1.  trk.,  1  hose  wag.,  2  hose 
rpe]fl,  8  hrs.;  hose,  rot.,  rub.  lined,  gd.,  4,000  ft.; 
f.  al.,  Gamewell,  9  bx.;  val.  equip.,  $12,000;  tot 
mom.,   21,  pd.   full  time  4,  vol.   17. 

Water  Supply — Src.,  dam;  tjm,  pump. 

REED  CITY,  p.  1,090;  f.  area,  640  a.;  bldgs., 
bk.,  stn.  ft  wd.,  2  ft  8  stor.;  wd.  rfs.  not  perm.; 
fwks.  ft  combt.  ord.  F.  dept. — '1  e.  hand  ex.. 
1  h.  ft  1.  trk..  8  hose  car.:  hose,  rub.,  gd.,  2,600 
ft;  f.  al.,  wh.;  val.  equip.,  $2,000;  exp.  dept, 
$150;  tot  mem.  30  vol.;  undrs.  rating,  fomth 
class. 

Water  Supply — Src.,  wells  ft  riv.,  hi  m.  bus. 
cent.;  cys.,  pump  dir.;  2  pump,  eng.,  cap.  day, 
8,000,000  gaJs.;  mains,  iron  ft  wd.;  5  m.,  4  to  12 
in.  dia.;  45  hyd.;  50  v.;  400  seT\.;  prea.,  dom.  40 
lbB.y  t.  70  lbs.;  cost,  $15,000;  cost  mtce.,  $2,500; 
wks.  owned  by  city. 

RGPUBLIC,  p.  2,420;  f.  area,  240  a.  F.  dept.— 
J  h.  ft  1.  trk.,  2  hose  reels;  hose,  cot,  rub.  lined,  gd., 
750  ft  ;  rub.,  gd.,  750  ft;  tot.  hose,  1,500  ft;  f. 
a].,  bell;  v«l.  equip.,  $8,500;  val.  bldgs.;  $3,000; 
tot.   naem.,  42  vol. 

Wat0r  Supply — Src.,  lake,  1  m.  bus.  cent.;  «y«., 

pump    to   res.;   res.   cap.,    350,000   gals.;    2   pump. 

en^.,   cap.  day,  750,000  gate.;  mains,  wd.,  8  m.,  6 

to  8  in.  dia.;  40  hyd.;  30  v.;  pipe,  wd.;  pre^.,  dom. 

eo   lbs.,  t    60  to  80  Iba;  cons,  day,  60,000  caU.; 

cost,   925,000;  coat  mtce.,  $1,500;  wka.  owned  by 

city. 

RICHMOND,  p.  1,277;  f.  area,  960  a.;  mere, 
bldffs.,  bk.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rte.  perm,  in  f.  area;  causes  of  f.  inv.  F. 
dept. — 1  D.  ft  L  trk.,  2  hose  wag.;  hose,  cot.,  rub. 
lined,  gd.,  1.800  ft;  inf.,  800  ft;  tot  bose,  1,600 
ft;  f.  aL,  bell  ft  wfa.;  vaL  bldgs.,  $6,000;  exp. 
dept..    $100;  tot  mem.  86,  pd.  full  time. 

Wat«r  Supply— Src.,  wells,  2  blocks  bos.  cent; 
mym.p  pump  to  stdp.;  stdp.  cap.,  86,000  gals.;  dim., 
12  X  100;  8  pump,  eng.,  cap.  day  760,000  gals.; 
mains,  c  i..  5  m.,  4  to  8  in.  dia.;  52  hyd.;  met,  2; 
350  men.',  pipe,  galv.  L;  pres..  dom.  40  lbs.,  f. 
90  lbs.;  cons,  day,  176,000  gals.;  cost,  $22,000; 
ooat    xntce.,  $8,000;  wks.  owned  by  town. 

RIVER  ROQUE,  p.  4,168.  F.  dept. — 2  c.  ex., 
3  hose  carts;  hose,  8,000  ft;  f.  al.,  Gamewell,  18 
bx.;    tot.  mem.  18,  part  pd. 

Watar  Supply — Svs.,  pump  dir.;  mains,  12  m.; 
90   hyd.;  pres.,  86  lbs. 

•ROOHE8TER,   p.    1,616;    mere    bldgs.,   bk.     F. 

^^pt. 1  h.  ft  1.  trk.,  2  hose  car.;  hose,  cot.  rub. 

lined*  g^d.,  1,200  ft;  f.  aL,  wh.;  tot  mem.,  82 
voL 

VVatar  Supply — Src.,  wells  ft  spr.,  2^  m.  bus. 
cent.;  «y«->  8T«^-;  <  res.;  res.  cap.,  2,626,000  gals.; 
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mains,  c.  i.,  10  m.,  4  to  12  in.  dia.;  59  hyd.;  79 
v.;  met,,  15;  480  serv.;  pipe,  irelv.  i. ;  pres,,  dom. 
50  to  76  lbs.,  f.  50  to  75  lbs.;  cost,  $47,000; 
cost  mtce.,  $760;  wks.  owned  by  city. 

ROCKFORD,  p.  848;  mere  bldgs.,  bk.  F.  dept 
— 2  hose  car.;  hoae,  1,200  ft;  f.  al.,  bell;  tot 
mem.,  23  vol. 

Water  Supply — Src,  riv.;  sys.,  grav.  ft  pump.; 
cap.  pumps  day,   1,000,000  gals.;   cap.  res.,  100,- 

000  gals.;  maina,  4  m.;  27  hyd. 

ROGERS,  p.  705.  F.  dept — 1  c.  hand  ex.,  1  hose 
wag.;  hose,  cot,  rob.  lined,  gd.,  1,500  ft;  f.  aL, 
bell;  tot  mem.,  20  vol. 

Water  Supply— Src,  wells. 

ROMEO,  p.  1,787;  f.  srea,  400  a.;  mere,  bldgs., 
bk.,  1  to  3  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm.;  combt  ord.;  causes  of  f.  inv.  F.  dept — S 
c.  hand  ex.,  1  h  ft  1.  trk.,  3  hose  car.,  2  hrs.; 
hose,  cot,  rub.  lined,  gd.,  1,500  ft;  rub.,  gd.,  600 
ft;  tot.  hose,  2,000  ft;  f.  al.,  bell,  elec.  wh.; 
vaL  equip.,  $4,000;  val.  bldgs.,  $2,600;  exp.  dept, 
$400;  tot  mem.  40,  pd.  part  time;  undrs.  rating, 
first  class. 

Water  Supply — Src,  wella,  1^  m.  bus.  cent; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  90,000  gals.; 
dim.,  20  X  40;  mat,  stL;  2  pump,  eng.,  class  dup., 
cap.  day,  1,500,000  gals.;  mains,  iron,  8^  m.,  4  to 
10  in.  dia.;  74  hyd.;  32  v.;  met,  80;  400  serv.; 
ipe,  galv.  L  ft  lead;  pres.,  dom.  60  lbs.,  1  100 
bs.;  cost,  $36,281;  cost  mtce.,  $2,400;  wks. 
owned  by  city. 

ROSCOMMON,  p.  425.  F.  dept — 2  hose  carta, 
1,400  ft  hose;  f.  al.,  wh.  ft  bell;  vol. 

Water  Supply — Src,  creek,  pump  to  stdp.,  grav. 
ft  dir.  pres.;  12  hyd.;  1  m.  maina. 

SAQINAW,  p.  60,510;  f.  area,  1,000  a.;  mere 
bldgs.,  stn.  ft  bk.,  1   to  6  stor.;  priv.,  bk.  ft  wd., 

1  ft  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt 
ord. ;  causes  of  f.  inv.  F.  dept — 1  str.,  1  auto  oomb. 
pump.  eng.  ft  hose  wag.,  6  c.  hand  ex.,  2  h.  ft  L 
trk.,  9  hose  wag.  (2  in  reserve),  3  hose  reels,  26 
hrs.  (3  in  reserve);  hose,  cot,  rub.  lined,  gd.,  22,- 
450  ft;  f.  al.,  Gamewell,  100  bx.;  val.  equip., 
$60,000;  val.  bldgs.,  $44,000;  exp.  dept,  $50,- 
000;  tot.  mem.  54,  pd.  full  time  47,  pd.  part 
time  7;  undrs.  rating,  second  class. 

Water  Supply — Src,  riv.,  8  m.  bus.  cent;  ays., 
pump  dir.;  6  pump,  eng.,  class  hor.,  cap.  day 
28,000,000  gals.;  mains,  c  i.,  114  m.,  4  to  84 
in.  dia.;  978  hyd.;  met,  864;  6,800  aerv.;  881 
v.;  pipe,  lead;  pres.,  dom.  60  lbs.,  f.  80  to  90 
Iba.;  cona.  day,  9,866,168  gala.;  cost,  $1,000,000; 
cost  mtce.,  $86,000;  wka.  owned  by  el^. 

ST.  CHARLES,  p.  1,461;  t  area,  620  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  2  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  xwka.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept — 1  str., 
1  hand  eng.,  12  c  band  ex.,  2  hose  car.;  hose, 
cot,  rub.  lined,  gd..  1,200  ft;  inf.,  800  ft;  tot 
hose,  1,600  ft.;  f.  aL,  telp.,  wh.  ft  bell;  vaL  equip., 
$2,950;  val.  bldga.,  $500;  exp.  dept,  $586;  tot 
mem.  28,  pd.  full  time  2,  pd.  part  time  21. 

Water  Supply — Src,  riv.  ft  tk.;  syft.,  dir.  pres.; 
4H  m.  maina;  mat,  wd.;  0  hyd. 

ST.  CLAIR,  p.  2,688;  f.  area,  800  a.;  bldgs., 
wd.,  2  ft  8  stor.;  wd.  rfs.  not  perm.;  fwka.  ft 
combt  ord.  F.  debt — 1  h.  ft  L  trk.,  2  hose  car., 
1  hose  wag.,  1  ball  spray  nozzle;  hose,  linen,  gd.. 
2,500  ft;  f.  aL,  Gamewell,  15  bx.;  tot  mem.,  SO 
vol.;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  riv.,  600  ft  bus.  cent;  ava., 
pump  dir.:  2  pumps,  cap.  day  2,600,000  gala.: 
mains,  c.  i.,  10  m.,  4  to  8  In.  dia.;  56  hyd.;  183 
v.;  met,  2;  790  serv.;  pipe,  galv.  i.;  nifcs.,  -Icm. 
55  lbs.,  f.  100  lbs.;  cons,  day,  600,000  gals.;  cost, 
$30,000;  wks.  owned  by  city. 

ST.  IQNACE,  p.  2,118;  f.  area,  2,640  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  3  stor.;  priv.,  wd.,  2  ft  S 
stor.;  wd.  rfs.  perm,  in  f.  area;  combt  ord.;  causes 
of  f.  inv.  F.  dept. — 2  str.,  1  c  eng.,  I  h.  ft  L 
trk.  8  hose  car.;  hose,  rub.,  cd.,  1,000  ft;  f.  aL, 
bell  ft  wh.;  vaL  equip.,  $3,153;  val.  bldgs., 
$2,500;  tot  mem.,   24  vol. 

Water  Supply — Src,  lake,  1  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  76,000  gals.;  dim.,  18 
X  75;  mat,  stn.,  iron  ft  wd.;  2  pump,  enc.,  cap. 
day  2,000,000  gals.;  mains,  c  L;  48  hya.;  4t00 
serv.;  pres.,  dom.  46  lbs.,  f.  100  lbs.;  cons,  day, 
600,000  gals.;  cost,  $40,000;  wks.  owned  by  city. 

ST.  JOHNS,  p.  3,164;  f.  area,  1,000  a.;  mere 
bldgs.,  bk.,   2   ft  8  ator.;  priv.,  wd.,   2  stor.;   wd. 
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rf«.  not  perm.;  fwka,  k  combt  ord.  F.  dept.^ 
1  «tr.,  5  c.  hand  ex.,  1  b.  ft  L  trk.,  8  hose  car.; 
hoae,  cot.,  rub.  lined,  gd.,  2,000  ft.;  f.  al.,  bell 
k  wh.;  val.  equip.,  «7,000;  val.  bldgs.,  «8,000; 
exp,  dept.,   $600;   tot.  mem.,   S€  vol. 

Water  Supply — Src,  wells,  %,  m.  bus.  cent.; 
ays.,  pump  dir.;  res.  cap.,  144,000  gals.;  pump. 
tug,,  cap.  day  1,000,000  gals.;  mains,  c  i,  10 
m.,  2%  to  10  in.  dia.;  98  hyd.;  ^0  ▼.;  860  met.; 
806  serr.;  pipe,  galv.  i.;  pres.,  dom.  65  lbs.,  f.  100 
lbs.;  cons,  day,  186,000  gals.;  coat»  $66,000;  cost 
mtoe.,  $11,000;  wks.  owned  by  dty. 

ST.  JOSEPH,  p.  5,986;  mere,  bldgs.,  bk.,  2  ft 
8   Btor.;   priv.,   bk.    ft   wd.,    2   stor.;    wd.    rfs.    not 

Serm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
ept — 2  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  atr..  1  hose 
wag.,  2  hose  reels,  4  bra.:  hose,  cot.,  rub.  lined, 
gd.,  8,000  ft.;  f.  al.,  bell  ft  elec.;  val.  equip., 
$7,600;  tot.  mem.  18,  pd.  full  time  8,  pd.  part 
time  16. 

Water  Supply — Src,  lake,  1  m.  bus.  cent.;  sys., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  188,000  gals.; 
dim.,  15  X  100;  mat.,  stl.;  2  pump,  eng.,  cap. 
day  3,000,000  gals.;  mains,  c.  L,  24  m.,  4  to  18 
in.  dia.;  180  hyd.;  180  v.;  met.,  1,290;  16,000 
serv.;  pipe,  lead:  pres.,  dom.  60  to  76  lbs.,  f. 
120  lbs.;  cons,  day,  600,000  gals.;  cost,  $1,000,- 
800;  cost  mtce.,  $7,829;  wks.  owned  by  dty. 

ST.  LOUIS,  p.  1,940;  f.  ao-ea,  600  a.;  mere, 
bldgs.,  bk.  ft  stn.,  2  to  4  stor.;  priv.,  wd.,  2  ator.; 
wd.  rfs,  iiot  perm. ;  fwks.  ft  oombt.  ord. ;  causes  of  f . 
inv.  F.  dept.-^2  c.  hand  ex.,  1  h.  ft  1.  trk.,  I  hi>se 
wag.,  1  hose  reel,  2  hro. ;  hose,  cot.,  rub.  lined, 
,   2,200  ft.;   inf.,   800   ft.;   tot.  hose,   2,500   ft.; 
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I.  al.,  bell;  vial,  equip.,  $8,200;  val.  bldgs.,  $6,000; 
exp.  dept..  $940;  tot.  mem.,  12,  pd.  full  time  1, 
pd.  part  time  11.  ,  ^ 

Water  Supply — Src,  riv.,  in  bus.  cent.;  sys., 
pump  dir.;  res.  cap.,  9,000  gals.;  2  pump,  eng., 
cap.  day  1,000,000  gals.;  mains,  iron  ft  wd.,  8 
m.,  4  to  10  in.  dia.;  73  hvd.;  20  v.;  180  «erv.; 
pipe,  lead;  pres.,  dom.  46  lbs.,  f.  80  to  100  lbs.; 
cost,  $26,000;  cost  mtcc.  $1,000;  wks.  owned  by 

SALINE,  p.  816.  F.  dept.— 1  hand  eng.,  1  h. 
ft  L  trk.;  hose,  1,100  ft;  f.  al.,  bell;  voL  company. 

Water  Supply — Well.  1  m.  bus.  cent.;  sys.,  pump 
to  stdp.;  stdp.  cap.,  60,000  gals.;  i'e«-^«P-»  ^*»- 
000  gals.;  1  pump,  eng.,  cap  day  720,00  |^.; 
mains,  c  i.,  5  m.,  4  to  10  In.  dU.;  «4  hyd.;  26  v.; 
14  met ;  114  serv.;  pres.,  dom.  64  lbs.,  f.  110  l!>s., 
cons,  day,  60,000  gala.;  cost,  $29,000;  wks.  owned 
by  village.  «    ,    . 

SAiMDUSKY,  p.  993;  f.  area,  460  «.  F.  dept.— 1 
h.  ft  L  trk.,  2  hand  eng.,  1  hose  cart,  2,000  ft  hose, 
f.  a,  wh.;  val.  equip.,  $8,600;  val.  bldgs..  $600; 
tot  mem.  10,  pd.  "part  time.  

Water  Supply— «i«.,  wells,  H  m.  bus.  cent.;  sys., 
pump  dir.;  res.  cap..  50,000  gals.;  1  P«niP-  enK-I 
cap.  day,  290,000  gals.;  mains,  4  m.,  2  to  8  In.  dia.; 
12  hyd.;  16  ▼.;  1«0  serv.;  pres.  dom.  46  lbs.,  f. 
100  lbs.;  coos,  day,  60,000  gala.;  eost,  $15,000; 
cost  mtcc,   $1,000;  wks.  owned  by  city. 

SAUGATUCK,  p.  681.  F.  dept.— 2  hand  hose 
caxts,  1  hand  ladder  trk.;  hose,  cot.,  rub.  lined, 
gd..  1,000  ft;  f.  al.,  bell;  tot.  mem.,  15  vol. 

Water  Supply— Src,  wells,  1  m.  bus.  cent ; 
sys.,  dir.  pres.;  2  pump,  eng.;  mains,  1  1-8  «•»  * 
to  8  in.  dia.;  16  hyd.;  pres.,  dooL  160  lbs.,  f. 
176  lbs.;  wks.  owned  by  city. 

SAULTE  STE.  MARIE,  p.  12,616;  f.  area,  8,200 
a.;  mere  bldgs.,  bk.,  stn.  ft  wd.,  8  stor.;  priv., 
wd.,  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt 
ord.  F.  dept. — 8  c  hand  ex.,  1  h.  ft  1.  trk.,  8 
hand  reels,  2  hose  wag.,  1  hose  car.,  «  hrs.;  hose, 
cot.  rub.  lined,  gd.,  8,600  ft;  f.  al..  Qamewell. 
80  kx.;  val.  eouip..  $20,000;  vaL  bldgs..  $19,000; 
exp.  dept.  $8,886;  tot  mem.  24,  pd.  full  time  8, 
vol.    21;   undrs.   rating,  second  class. 

Water  Supply— Src,  riv.,  8.7  m.  bus.  <««•;  ^J-. 
dir.;  pump,  eng.,  class  comp..  cap.  day  6.000.000 
gal^;  maiw,  c  i.  ft  kalamcm,  82  m.,  4  to  24  in. 
So. ;  256  hyd.;  810  v.;  met,  180;  2.700  serv.; 
pres..  dom.  60  lbs.,  f.  120  Ib^J^conj.  W,  «»M0.. 

000  gals.;  co*t  $876,000;  cost  mtce.,  $19,021; 
wks.  ovraed  by  city. 

SCHOOLCRAFT,  p.  816;  f.  area,  400  a,;  mere, 
bldgs.,  bk.  ft  wd.,  2  Btor.;  priv..  wd^  8  Jltor.;  wd. 
rfs.  not  perm.;  no  fwks.  ft  combt  ord.     F.  dept— 

1  hand  eng.,  1  hose  car.;  hose,  cot,  rub.  unfj.  gd.. 
JoO  ft;  vil.  equip.,  $700;  vaL  bldgs..  $1,500; 
exp.  dept,  $100;  tot  mem.»  toL 


Water  Supply — Src,  wells  ft  dstenis. 

SCOTTVILLE,  p.  891.  F.  dept— 2  hand  hose 
carts,  1  hand  h.  ft  L  trk.,  1,600  ft  hose;  bdl  iL, 
20  voL 

Water  Supply — Src,  well;  ays.,  grav.  ft  dir.  prca; 
mains.  2  m.;  18  hyd.;  pres.,  86  to  45  lbs. 

SEBAWAINQ.  p.  1.847;  f.  area.  1%  a  F.  dept 
— 1  auto.  str..  1  c  eng..  2  hose  carts.  2.500  ft 
hose;  vaL  equip.,  $5,000;  tsL  bldgs.,  $2,600; 
exp.  dept,  $800;  tot  mem.  86,  pd.  part  tioe; 
undrs.  rating,  second  class. 

Water  Supply — ^Src,  riv.  ft  dstems;  s]ra,  pimp 
dir. 

SHELBY,  p.  1,260;  L  area,  40  a.;  mere  bldfa, 
bk.  ft  wd..  2  stor.;  pnv^  wd..  1  ft  2  ator.:  wd.  ifa 
not  perm,  in  f.  area  F.  dept — 1  h.  ft  I  trk..  t 
hose  car.;  hose,  cot.  rub.  lined,  gd.,  1.500  ft; 
inf.,  800  ft;  tot  hose.  1,800  ft;  t  aL.  bell;  vaL 
equip.,  $4,000;  val.  bldgs.,  $1,700;  eip.  dept, 
$50:  tot  mem.,  26  voL 

Water  Supply — Src,  wells,  1,100  ft  bus.  cent; 
sys.,  pump  to  res.  ft  dir.;  res.  cn>.,  150,000  gals.; 

?ump.   eng.;   160   serv.;  pipe,  nfv.   L;  pres.,  dooL 
0  lbs.,  f.  70  lbs.:  cost,  $28,000;  coat  mtce.,  $600; 
wks.  owned  by  village 

SHEPHERD,  p.  885.  F.  dept — 1  band  hoM 
cart,  1  hand  ladder  trk..  8  c  hand  ex.;  hose.  cot. 
rub.  lined,  gd.,  1.000  ft;  1  aL,  bell;  tot  mem., 
24  vol. 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  tf^ 
pump;  1  pump,  eng.,  cap.  day  20.000  gals.:  mains, 
2H  m..  4  to  8  in.  dia.;  20  hyd.:  pres.,  dom.  ii 
Iba,  f.  85  lbs.;  wks.  owned  by  oty. 

SHERIDAN,  p.  436.  F.  dept — 1  hand  hosi 
cart.   1,000  ft  hose;  bell  aL;  7  part  pd.  men. 

Watar  Supply — Src.  Pearl  Lake,  1  m.  bua.  cent; 
sys.,  grav.  ft  dir.;  nuiins,  1  m.;  11  hyd.;  prts., 
dom.  48  Iba;  wka.  ovmed  by  dty. 

SHERMAN,  p.    260.     F.   dept — 1   hand  eng.,  1 
hand  hose  cart,  750  ft  hose. 
Water  Supply — Cisterns. 

SOUTH  HAVEN,  p.  8.577;  f.  area.  20  l;  mcra 
bldgs.,  bk..  2  stor.;  priv.,  wd.,  8  atw.;  wd.  fte. 
not  perm.;  fwks.  ft  combt  ord.;  eausea  of  f.  isv. 
F.  dept. — 2  c  hand  ex.,  1  h.  ft  L  tik.,  2  hose  ear.; 
hose,  cot,  rub.  Uned,  gd.,  2,500  ft;  1  «L,  telp.; 
vaL  equip..  $8,000;  val.  bldgs.,  $8,500;  tot  mm. 
27.  pd.  full  time  2,  voL  25. 

Water  Supply — ^Src,  lake,  1  m.  boa.  ceot;  sfi^ 
grav.,  stdp.  cap.,  180,000  gals.;  dim.,  15  x  100: 
mat,  iron;  8  pump,  eng.,  cap.  day,  2.000.000 
gals.;  mains,  c  L,  13  m.,  4  to  10  in.  dia.;  117 
hyd.;  44  v.;  met,  1.008;  1,184  scnr.;  pipe^  galv. 
L;  pres.,  dom.  40  lbs.,  f.  100  U»a.;  cons,  day, 
360,000  galA.;  cost,  $95,829;  cost  mtcc,  $1.7S(; 
wks.  owned  by  dty. 

SOUTH  LYON,  p.  615.  F.  dept — 1  h.  ft  L  tfk., 
1  hand  eng.,  1  hand  hose  cart,  1,000  ft  koic; 
bdl  aL;  40  voL 

SPARTA,  p.  1.208;  mere  bldga.,  bk.  ft  wd.  F. 
dept — 1  b.  ft  L  trk.,  2  hoae  carts;  hoae,  rub.,  ffLt 
1.000  ft;  f.  al.,  wh.;  tot  mem.,  84  toL 

Water  Supply — Src,  creek;  sys.,  pump  to  stdp.; 
res.  cap.,  18.000  bbla.;  mains.  6  m.;   85  hyd. 

SPRING  LAKE,  p.  802:  mac  bldga.,  bk.  ft  sla. 
F.  dept — 1  atm.  eng.,  1  hand  eng.,  1  c  cart,  Ik 
ft  L  trk..  2  hose  car.;  hoae,  1,500  ft;  L  aL.  bsD; 
tot  mem..  14. 

Water    Supply— Src,    weUa;    «yB.,    power 
vrith  gas  eng.,  dec  motor  ft  pump;  Si  hyd.; 
65  lbs. 

SPRINOPORT,  p.  584.  F.  dept. — 1  gMOttBt 
eng.,  1  c  eng..  1  h.  ft  L  tik.,  I  acr.  tik.;  hose 
1,200  ft;  f.  al.,  bell  ft  wh. 

Watar  Supply — ^Tcn  dstcma. 

STANDI8H,  p.  828.  F.  dept— £.000  ft  koM; 
wh.  al.;  20  part  pd.  men. 

STANTON,  p.  1.102;  mere  bldgik,  bk.  ft  wf^t 
stor.;  priv.,  wd.,  IH  ctor.:  wd.  rfis.  pcna.;  fan- 
ft  combt  ord.  F.  dent — 1  h.  ft  L  tik.,  2  hsst 
car.;  hose,  cot,  rub.  lined,  gd.,  1,4(00  ft;  f.  sL, 
elec;  val.  equip.,  $8,000;  val  bldfa..  $2,500; 
exp.  dept,  $1,800;  tot  mem.,  18  voL 

Water  Supply — 3rc,  w^ls;  siys.,  -paup  dir.;  m 
cap.,  2,788  bbla.;  S  pump,  eng.,  espu  dur  1,000,000 

fsla;  mains,  8  m.,  4  to  8  in.  dia.;  S8  hyd.;  10  v.; 
75  serv.;  pres.,  dom.  65  lbs.,  f.  100  to  120  lbs.; 
eons,  day,  200,000  gala.;  cost,  $11,000; 
$1,100;  wks.  owned  by  dty. 
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STEPHENSON,    p.    627.     F.    dept—l    guoline 
t  eng.,  1,200  ft.  hoce. 
Water  Supply— Oiaterns. 

STUROIS,  p.  8,636;  f.  area,  600  l;  mere,  bldga., 
bk.,  2  Je  S  stor.;  prir.,  wd..  2  etor.:  wd.  rfa. 
not  perm,  in  f.  area;  cauaea  of  f.  Inv.  r.  dept. — 
'  1  itr.,  1  auto.  comb.  c.  JB  h.  wag..  1  h.  Je  L  trk., 
18  c.  hand  ex.,  8  hoae  carta,  2  hra.;  hoae,  cot., 
rob.  lined,  gd.,  2,000  ft.;  f.  aL,  beU  k  wh.;  ezp. 
dept,  91,600;  tot  mem.  16,  pd.  full  time  8,  voL 
12:  undrs.  rating,  fourth  claaa. 

Water  Supply — ^Src.,  wells,  H  m.  bua.  cent; 
aya.,  pump  dir.;  8  pump.  eng..  olasa  centriL,  cap. 
1,700  gala,  min.;  mains,  e.  L,  16  m.,  2  to  10 
in.  dia.;  88  hyd.;  46  ▼.;  met,  18;  960  senr.;  . 
prea.,  dom.  45  lbs.,  f.  80  to  100  lbs.;  cons,  day, 
200,000  gala.;  cost,  $200,000;  cost  mtce.,  $8,200; 
wks.  owned  by  Co. 

TAWAS,  p.  1,061;  f.  area,  1,000  a.;  mere, 
bldga.,  wd..  2  ator.;  wd.  rfa.  perm.:  fwks.  ft  combt 
ord.  F.  dept — 1  hand  eng.,  1  h.  ft  L  trk.,  1 
hose  car.;  hose,  cot.  rub.  lined,  gd.,  700  ft; 
nib.,  gd..  800  ft;  inf.,  200  ft;  tot  hose,  1,200 
ft;  f.  al,  bell:  raL  equip.,  $2,000;  val.  bldgs., 
$2,000;  exp.  dept,  $100;  tot  mem.  100,  pd. 
part  time,  84,  vol.  66. 

Water  Supply— €rc.,  lakes,  2  blocks  bus.  cent; 

ays.,   dir.   pres.;    2   pump,   eng.;   mains,   wd.,   2   to 

10  in.  dia,;  72  hyd.;   2  met;  pres.,  dom.  40  lbs., 

f.    60    lbs.;    cost    $26,000;    coat    mtce.,    $4,600; 

•   wks.   owned  by   city. 

TECUMSEH,  p.  2,882;  f.  area,  20  a.;  mere, 
bldga.,  bk.,  8  ator.;  priv.,  wd..  8  stor.;  wd.  rfs. 
iM>t  perm.  F.  dept.— 4  c  band  ex.,  1  hoae  wag., 
2  hra.;  hose,  cot,  rub.  lined,  gd.,  2,200  ft.;  inf., 
1,100  ft;  tot  hose,  8,800  ft.;  L  al.,  bell; 
val.  equip..  $6,000;  val.  bldga.,  $6,000;  exp.  dept, 
$1,200;    lot.    mem.,   14   vol. 

Water  Supply — Src,  wella,  %  m.  bua.  cent; 
gys.,  pump  to  stdp.;  stdp.  cap.,  168,606  gala.; 
dim.,  120  ft;  mat,  iron;  pump,  eng.,  cap.  day 
2,000,000  gals.:  maina,  c.  L,  8^  m.,  4  to  18 
in.  dia.;  76  hyd.;  met,  42;  266  aerr.;  pipe,  galv. 
I;  pres.,  dom.  66  lbs.,  f.  66  to  80  lbs.;  coat, 
$88,000;  cost  mtoe.,  $1,200;  wks.  owned  by  city. 
TEKONSHA,  p.  578.  F.  dept — 1  c  eng.,  1  gas. 
eng..  1  h.  ft  1.  trk.,  8  c.  hand  ex.;  hose,  cot,  rub. 
lined,  gd.,  900  ft;  f.  al.,  bell  ft  telp.;  val.  equip., 
$1,500;  val.  bldgs.,  $500;  tot  mem.,  8  vol. 
Water  Supply--<Src.,  wells. 

THOMPSONVILLE,  p.  816.  P.  dept— 1  hand 
hose  cart;  hose,  cot.  lined,  gd.,  600  ft;  f.  aL, 
bell;  tot  mem.   18,  pd.  part  time. 

Water  Supply — Src.,  Betsy  riv.,  1  m.  bus.  cent: 
sye.,  dir.  pres.;  1  pump,  eng.;  mains,  8%  m.,  4 
to  8  in.  dia.;  26  hyd.;  prea.,  dom.  40  lbs.,  L 
126  lbs.;  wks.  owned  by  city. 

THREE  OAKS,  p.  1,176;  f.  area,  820  a.;  mere 
bldga.,  wd.,  2  ator.;  priv.,  wd.,  1%  ator.:  wd.  rffc 
not  perm.;  cauaea  of  f.  inv.  F.  dept — 2  c.  hand 
ex.,  1  h.  ft  L  trk.,  2  hose  car.;  hoae,  cot,  rub. 
lined,  gd.,  1,160  ft:  f.  al.,  bell  ft  wh.;  vaL  bldga., 
$600;   exp.  dept,  $76;  tot  mem.,  20  vol. 

Waiter  Supply---Src.,  wells,  900  ft.  bus.  cent; 
S7«.,  pump  to  stdp.;  stdp.  oap.,  80,000  gnls.;  dim., 
100  X  12;  met,  bk.  ft  stl.;  2  pump,  eng.,  cap.  day, 
182.640  gals.;  mains,  c.  i.,  4  m.,  2  to  6  In.  dia.; 
39  hyd.;  17  v.;  150  met;  826  serv.;  pipe,  iron; 
pres.,  dom.  40  lbs.,  f.  48  Ibe.;  cons,  day,  80.000 
nils.;  cost.  $10,000;  cost  mtce.,  $600;  wks.  owned 
by  city. 

THREE  RIVERS,  p.  6,072;  f.  area,  460  ^; 
mere   bldga.,  bk.   ft  iron,  2  ft  8  stor.;  priv.,  wd., 

1  ft  2  etoT.;  wd.  rfs.  not  perm.;  fwks.  ft  combt 
Old.     F.    dept — 10    c.   hand   ex.,    1    h.  ft   L    m., 

2  hose  car.,  2  bra.;  hoae,  cot,  rub.  lined,  gd., 
8.000  ft;  rub.,  gd.,  900  ft;  tot  hose,  8,900 
ft;  f.  aL,  bell  ft  wh.;  val.  equip.,  $6,000;  vaL 
bldga.,   $4,000;  exp.  dept,  $1,500;  tot  mem.,  20 

^ol.  „  .,        . 

Water  Supply — Src.,  wella;  sya.,  pump  dir.;  4 
pump,  eng.,  cap.  day  8,000,000  gala.;  mains,  9 
Si.,  4  to  12  in.  dia.;  16  v.;  84  hyd.;  662  serv.; 
pipe,  «»!▼.  L  ft  le*d;  pres.,  dom.  40  lbs.,  f.  46 
to  100  lbs.;  cons,  day,  800,000  gala.;  cost,  $48,- 
000;   oo^  mtoe.,  $84,000;  wks.  owned  by  village. 

TRAVERSE  CITY,  p.  12,116;  f.  area,  1,200  a.; 
mere  bldgs.,  bk.,  1  to  8  ator.;  priv.,  wd.,  2  stor.; 
wd.  rfe.  not  perm.;  fwka.  ft  combt  ord.;  cauaea 
of  f.  inv.  F.  dept — 2  etr.,  1  &  eng..  4  c  hand 
ex.,   «   b.    ft  L  tot,  8  hoee  wag.,  4  hoae  reels,  4 


hra.;  hoae^  cot,  rub.  lined,  gd.,  4,600  ft;  f.  aL^ 
OamewelL  80  ox.;  vaL  blags.,  $6,000;  tot  mem. 
69,  pd.  full  time  4,  voL  66;  undrs.  rating,  third 
daaa. 

Water  Supply — Src.,  bay,  %  m.  bus.  cent;  eye., 
pump  dir.;  2  pump.  eng..  daaa  comp.  cond.,  cap. 
day  10,000,000  gala.;  maina,  iron  ft  wd.,  26  m.,  4 
to  16  in.  dia.;  221  hyd.;  176. v.;  met,  677;  8,099 
aerv.;  pipe,  galv.  L;  pres.,  dom.  60  lbs.,  f.  120 
lbs.;  oons.  day,  2,187,000  gala.:  cost  $289,000; 
coat  mtce.,  $12,000;  wks.  owned  by  city. 

TRENTON,  p.  1,224:  bldgs.,  bk.  ft  wd.  F. 
dept. — 1  h.  ft  I.  trk.,  2  nose  car.;  hoae,  1,600  ft.; 
f.  al.,  wh.;  tot  mem.,  10  vol. 

Water  Supply — Src.,  Detroit  riv.;  aya.,  dir.  pres.; 
8  pump,  eng.;  26  hyd.;  t  m.  nnina;  pres.,  dom.  40 
IbsL,  f.  96  to  100  lbs.;  cons,  day,  180.000  gala.; 
wks.  owned  by  priv.  Oow 

UBLY,  p.  442.  F.  dept— -1  hoee  cart  ^00  ft 
hose. 

UNION  CITY,  p.  1,840;  mere,  bldgs.,  bk.,  1 
to  8  stor.;  priv.,  wd^  2  stor.;  wd.  rfs.  not  peitn.; 
cauaea  of  i.  inv.  F.  dept. — 1  hoae  reel;  hose, 
cot,  rub.  lined,  gd.,  1.400  ft;  f.  al.,  bell  ft  wh,; 
vaL  equip.,  $8,600;  vaL  bldgs.,  $2,000;  tot  mem., 
12  voL 

Water  Supply — Src.,  wella,  1-6  m.  bus.  cent: 
ays.  grav..  pump  dir.;   2  pump,  eng.,  cap.  760,000 

gala,  day;  maina,  7%  m.,  8  to  10  in.  dia.;  40 
yd.;  200  serv.;  pres.,  dom.  40  lbs.,  f.  100  lbs.; 
cost  $20,000;  cost  mtce.,  $8,600;  wks.  owned  by 
city. 

UNK>NV]LJLE,  p.  4.6«;  f.  area,  SCO  a.  F.  dept-— 
1  hand  eng.,  1  hose  cart,  1,100  ft  hose;  bell  al.; 
3  pd.   men. 

Water  Supply — Src.,   dstems. 

VASSAR,  p.  1,669;  f.  area,  800  a.;  mere,  bldgs., 
bk.,  2  ft  8  ator.;  priv.,  wd.,  2  ator.;  wd.  rfa.  not 
perm.;  fwka.  ft  combt.  ord.  F.  dept — 1  h.  ft  L 
trk.,  8  hoae  car;  hose,  cot,  rub.  lined,  gd.,  1.900 
ft;  f.  al.,  wh.;  val.  equip.,  82,000;  val.  bldga., 
$2,000;  tot  mem.  16,  pd.  full  time  1,  pd.  part 
time  14. 

Water  Supply— Src,  wells.  2  blocks  bua.  cent; 
sys.,  pump  try  stdp.  ft  air.;  stop,  cap.,  106,000  gala.; 
dim.,  16  X  80;  mat,  atl.;  1  pump,  eng.,  claaa 
dup.,  cap.  day  1,600,000  gala.;  mains,  wd.,  7% 
m.,  4  to  10  in.  dia.;  68  hyd.;  22  v.;  met,  68; 
pipe,  galv.  L;  prea.,  dom.  50  Iba..  f.  76  lbs.; 
cons,  day,  45,000  gala.;  cost,  $85,000;  cost  mtce.* 
$1,800;  wks.  owned  by  dty. 

VICKSBURQ,  St  Clair  Co.,  p.  1,624;  mere, 
bldgs.,  sta.,  bk.  ft  wd.,  2  stor.;  priv.,  stn..  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
ft  combt  ord.;  cauaea  of  f.  inv.  F.  dept — 1  h.  ft 
L  trk.,  2  c.  hand  ex.,  1  hose  wag.,  2  hoae  carta; 
hoae,  cot,  rub.  lined,  sd.,  860  ft:  inf.,  100  ft; 
tot  hoae,  960  ft;  f.  al.,  wh.  ft  telp.;  vaL  equip., 
$2,000;  exp.  dept,  $80;  tot  mem.,  26  voL 

Water  Supply — Src.,  wella;  ays.,  pump  dir.;  8 
pump,  eng.,  cap.  day  2,600,000  gals.;  maina,  e. 
L,  6  m.,  4  to  8  in.  dia.;  88  hyd.;  prea.,  donx  •60 
lbs.,  f.  100  to  150  lbs.;  cost,  $16,800;  cost  mitce., 
$8,000;  wks.  owned  by  village. 

WAKEFIELD,  p.  714;  mere  bldgs.,  wd.  F. 
dept — 1  hose  sleigh,  2  hose  car.;  hoae,  nib.,  gd., 
2.000  ft;  f.  aL,  bell;  tot  mem.,  22  voL 

Water  Cupply^--Src.,  riv.;  sys.,  grav. 

WAYLAND,  p.  725.  F.  dept— 1  h.  ft  L  trit, 
1  c.  eng.,  700  ft  hoae;  60  voL 

WAYNE,  p.  1,268;  mere,  bldga.,  atn.,  bk.  ft  wd. 
F  dept — 1  nand  eng.,  1  hose  car.;  hoae,  rub.,  gd., 
260  ft;  voL 

Water  Supply — Src,  welL 

WEST  BAY  CITY,  p.  18,119.  F.  dept— 1  str., 
1  h.  ft  L  trk.,  8  hose  carta,  2  hand  ex.;  hose,  cot, 
rub.  lined,  gd.,  2,600  ft;  f.  aL,  telp.;  tot  mem.  12, 
pd.  part  time. 

WEST  BRANCH,  p.  1,276;  f.  area,  970  a.;  mera 
bldga.,  bk.,  1  to  2  ator.;  priv.,  bk.  ft  wd.,  2  ator.; 
wd.  rfa.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  str.,  1  hand  eng., 
100  c.  hand  ex.,  2  hose  carts;  hoae,  cot.  rob. 
lined,  gd.,  2,000  ft;  f.  aL,  bell  ft  telp.;  val.  bldgs., 
$2,000;  exp.  dept,  $800;  tot  mem.  16,  pd.  part 
time. 

Waiter  Supply— Src,  wells,  dstems,  in  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  25,000  gala.;  1 
pump,  eng.,  oap.  day  26,000  gals.;  maim,  iron, 
6^  m.,  4  to  10  in.  dia.;  88  hyd.;  26  v.;  176  aerv.; 
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pr(^5.,  dom.  75  lbs.,  f.  100  lbs.;  cons,  day,  16,000 
ffals.;  ccst.  $25,000;  cost  mtce.,  |'1,200;  wks. 
owned   by   city. 

WHITE  CLOUD,  p.  648;  f.  area.  100  a.;  mere, 
bldgs.,  wd.  ft  bk.,  l\i  ft  2  ator.  F.  dept — 1  h.  ft 
L  trk.,  2  liOBe  car.;  hoae,  cot,  rub.  lined,  gd..  1,400 
ft.:  inf.,  1,000  ft;  tot  hoae,  2,400  ft;  f.  at,  telp. 
ft  oell;  val.  equip.,  $1,000;  val.  bldga.,  $6,000;  ezp. 
dept,   fSOO;   tot  man.,  10  vol. 

water  Supply — Src,  riv.;  sya.,  pump  to  itdp. 
ft  dir.;  dim.,  16  z  16;  pump,  eng.,  cap.  day  676,- 

000  gala.;  maina,  iron  ft  wd.,  1%  m.,  8  in.  <ua.;  16 
hyd.;  6  v.;  -65  aerr.;  pres.,  dom.  60  Iba.,  f.  85 
to  95  Iba.;  coat,  $5,000;  coat  mtce.,  $450;  wka. 
owned  by  village. 

WHITE  HALL,  p.  1,600;  f.  area,  250  l;  mere, 
bldga.,  bk.  ft  wd.,  1  ft  2  ator.;  priv.,  wd.,  2  stor.; 
wd.  ria.  perm,  in  f.  area;  cauaea  of  f.  inv.  F. 
dept — 1  h.  ft  1.  trk.,  1  bose  wag.,  8  buAC  reels; 
hose,  oot,  rub.  lined,  gd.,  8,500  ft;  rub.,  qi.,  1,000 
ft;  inf.,  600  ft:  tot  boae,  6,000  ft;  f.  al,  beU 
ft  wh.;  yal.  equip.,  $8,000;  vaL  bldga.,  $6,000; 
ezp.  dept.  $86;  tot  mem..  80  vol. 

Water  Supply — Src,  weila  ft  iakea,  ^  m.  boa. 
cent;  Byu..  pump  dir.;  2  pump,  cng.,  aiae  12  z 
16,  cap.  day,  2,000,000  gals.;  maina,  c.  i.,  7  m., 
4  to  8  in.  dia.;  59  hyd.;  18  v.;  248  met;  28S 
aerv. ;  pipe,  gal  v.  1.;  pres.,  dom.  40  lbs.,  f.  120  Ibe.; 
cons,  day,  70,000  gals.;  coat,  $177,000;  cost 
mtce.,   $2,200;   wks.   owned  by  dty. 

WHITE  PIGEON,  p.  667.  F.  dept^l  band  e. 
eng.;  hose,  rub.  lined,  gd.,  160  ft;  x.  aL,  bell;  tot 
mem.   8,  pd.  part  time. 

Watar  Supply— Src..  8  wells. 

WtLLIAMSTON,  p.  1,042;  mere,  bldga.,  bk.,  1  ft 
2  ator.;  priv.,  wd.,  2  ator.;  wd.  rfa.  not  perm.; 
fwks.  ft  combt  ord.;  cauaea  of  f.  Inv.     F.  dept — 

1  str.,  1  h.  ft  1.  trk.,  4  boae  car.;  hoae,  cot,  rub. 
lined,  gd.,  8,000  ft.;  val.  equip.,  $16,000;  vaL 
bldga.,  $2,000;  tot  mem.  16,  pd.  full  time;  undra. 
rating,  fourth  class 

Water  Supply — 2  pump,  eng.;  1%  m.  6  in. 
maina;   10  hyd. 

WOLVERINE,  p.  794.  F.  dept— 1  gas  cng.,  1 
hand  hose  cart  1  hand  ladder  trk.;  hose,  cot,  rub. 
lined,  ^d.,  1,500  ft;  f.  aL,  bell;  tot  mem.  14,  pd. 
part    time. 

Water  Supply — Src,  riv.  ft  cisterns. 

WYANDOTTE,  p.  8,287;  f.  area,  1,280  a.; 
bldga.,  bk.  ft  wd.,  2  ator.;  wd.  rfa.  perm.:  no  fwka. 
ft  combt  ord.  F.  dept — 4  c  hand  ex.,  1  hose  wag., 
1  comb,  c  ft  h,  wag.,  1  aupply  wag.,  5  ladders,  2 
bra.;   hose,  cot,  rub.  lined,  gd.,  4,100  ft;  f.  al. 


elec,  19  bz.;  vaL  equip.,  $8,000;  vaL  bUgi., 
$10,000;  ezp.  dept,  $8,000;  tot  mem.  82,  pd. 
full  time  7,  vol.   25. 

Water  Supply — Src,  riv.,  %  m.  boa.  cent;  qnL. 
pump  dir.;  3  pump,  eng.,  class  oomp.  dup..  cap. 
day,  8.000,000  gals.;  main«,  c  L.  20.3  m.,  4  to  20 
in.  dia.;  192  hyd.;  140  v.;  1,800  serr.;  pipe^  lead; 
pres.,  dom.  46  lbs.,  f.  80  lbs.;  con&.  day,  2,250,000 
gals.;  cost  mice.,  $10,000;  wka.  owned  by  dty. 

YALE,  p.  1,228;  mere,  bldga.,  bk.:  priv.,  wd.  ?. 
dept. — 1  h.  ft  L  trk.,  2  boae  car.;  nose,  cot,  nib. 
lined,  gd.,  2,600  ft;  f.  al,  bell  ft  wb. 

Water  Supply— Src,  weUs  ft  creek;  aifk,  HdDy; 
mains,  4  m.;  80  hyd.;  pres.,  90  Uw. 

YPSILANTI,  p.  6,280;  L  area,  640  a.;  mere: 
bldga.,  bk.,  2  ator.;  priv.,  wd..  2  ator.;  wd.  rfs. 
not  perm.;  fwks.  ft  combt  ord.     F.  dnt — S  itr., 

1  comb,  c  ft  h.  wag.,  4  c  hand  ez.,  1  h.  ft  L  tik., 

2  hose  wag.,  2  hoae  car.,  6  bra.;  bose,  oot,  nib. 
lined,  gd.,  8,500  ft;  rub.,  gd.,  200  ft;  inf.,  1.000 
ft;  tot  bose,  4,700  ft;  f.  «1.,  bell:  vaL  equip., 
$9,000;  val.  bldgs.,  $17,000;  ezp.  dept,  $6,000; 
tot  mem.,  €,  pd.  full  time;  nndn.  rating,  txat 
dass. 

Water  Supply — Src,  wells,  H  m-  b««  o»L: 
uys,,  pump  to  stdp.;  stdp.  cap.,  250.000  gala.;  diflL. 
40  z  28,  loc  on  top  of  hill;  mat,  stn.  ft  wd.;  Rs. 
cap.,  250,000  gala.,  loc  6,000  ft  aUtion;  2  raap. 
eng.,  cap.  day  6,000,000  gala.;  maina,  c  L,  tS 
m.,  2  to  16  in.  dia.;  178  hyd.;  812  v.;  met,  840; 
1,927  aerv.;  pipe,  nlv.  L;  prea.,  dom.  T6  Iba.,  I 
75  Iba.;  wka.  owned  bj  dtj. 

ZEELAND,  p.  1,982;  L  area,  360  a.;  Bcr& 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd^  1%  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt  ord.;  causes  of  1  in*. 
y,  dept — 2  c  hand  ez..  1  atr.,  I  b.  ft  L  trk.,  1 
hose  wag. ;  bose,  oot,  rub.  lined,  gd.,  1.500  ft : 
f.  al.,  wh.  ft  telp.;  val.  equip.,  $4,S15;  vmL  blds&^ 
$3,500;   exp.  dept,  $400;  tot  mem.,  24  voL 

Water  Supply^— Src,  wella,  cent,  of  town;  aya., 
grav.,  pump  to  stdp.  ft  dir.;  dim.,  14  z  14;  nau 
wd.;  2  pump,  eng.,  cap.  day,  750,000  gala.;  naioi, 
sti.,  8H   m.,  4  in.  dia.;  81  hyd.;   ISO  aerr.;  pipe. 

falv.    L;    prea.,   dom.    20   Iba.,   f.    150   lbs.;  com. 
ay,   10,000,000  gala.;  cost  $18,000;   cost  mtce. 
$8,000;  wka.  owned  by  city. 

Placea  with  a  population  of  1,000  or  more  bavicg 
no  organized   fire   dept. — Aoaable  City,   West  £ad. 

Places  with  a  population  of  1,000  or  more  not 
reported — Allouez,  Baraga,  Bay  Mills,  Ccatral  Uke. 
Frankenmuth,  HubbeU,  Maraia,  Soutblakc,  Zflwav- 
kee. 


MINNESOTA 


ADA,  p.  1,482;  f.  area,  160  a.;  bldga..  jd-.  « 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.  F. 
dept.— 1  h.  ft  1.  trk.,  2  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  2,500  ft;  inf..  250  't.;  tot  hose  2,760 
ft;  f.  al.,  beU  ft  wh.;  val.  equip..  12.000;  val. 
bldgs.,  $800;  ezp.  dept.  $200;  tot  mem.,  80  voL; 
undrs.  rating,  third  class. 

Waiter  Supply— ^rc,  wells;  %  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap..  50,000  gala.;  '«.<*?■; 
150.000  gals.;  2  pump,  eng.,  cap.  day  50*.000 
gifls.;  mains,  c  L,  1%  m..  6  to  8  m.  dia..  20 
bvd  •  10  v.;  met.,  80;  200  serv.:  prea., 
dJm.*  48  lbs..  7.  100  li)a.;  cons,  day,  50,o6o  «to.; 
cSS;  $15,000;  coat  mtce.,  $500;  wks.  owned  by 
oity. 

ADRIAN,  p.  1,112;  f.  area,  2  a.;  mere,  bldga., 
bk..  2  stor.';  W.  wd     2  -tor.;  wd    rf»-  ;<>*  P<^ 

causes  of  f.  fnv.  F.  dept.— 1  >»•  f -L^'Ji".  \  ^3* 
car  •  hose,  cot,  rub.  Imed,  gd.,  1,600  ft.  x.  ai., 
eSfc   bell  ft  yfh.;   vaL   equip.,   i2,000;   tot  mem., 

^^wSter  Supply-Src.^  well,  ^OOjt  bus.  cent; 
Bva..  pump  to  stdp.  ft  d.r.;  stdp,  cap.,  30,000 
Sli:  pump,  eng.,  cap.  day  750.000  gals.;  mama, 
gais..  P°"P^^  ^\^  I  ^    dia.;  21  hyd.;  mn.     i; 

9*6  serv.;  pipe,  galv.  i.;  pres.,  dom.  46  lb8.,  f.  100 
Iba.;  «)st.  $2?,000;  cost  mtce,  $1,700;  wU. 
owned  by  village. 

AITKEN.  p.  1.638;  f.  area.,  700  a.;  "^erc  bldgs 
bk.  ft  wd.,  2  ft  3  stor.;  pnv.,  wd.,  2  stor..  \\d. 
rfa.  perm,  in  f.  area;  combt  ord.;  causes  of  f. 
inv.  F.  dept— 1  b.  ft  1.  trk.,  3  hose  car.;  hoae, 
cot,  rub.  lined,  gd..  2  000  't  :  f.  al.,  ^^''i  ^»l- 
equip.,  $4,000;  val.  bldj?R.,  $3,000;  exp.  dept, 
$1,200;  tot  mem.,  41  paid  full  time,   140  vol. 


Water  Supply — Src.  riv.;  ays.,  pomp  to  stdp. 
ft  dir.;  stdp.  cap.,  1,800  bblsi;  pump.  ei^-.  <^'^ 
day  1,000,000  gals.;  mains,  c  L,  2  m.,  6  in.  dia.: 
33  hyd.;  9  v.;  76  serv.;  pipe,  galv.  i.;  pres.,  dooL 
60  lbs.,  f.  90  to  100  lbs.:  coat,  $20,000;  c«»i 
mtce..  $1,000;  wks.  owned  by  city. 

AKELEY,  p.    2,000.     F.  dept — 1    band  c  «n;-. 

1  comb.  h.   ft   c   eng.,   2  hose  carts;   bose,  S,00^ 
ft;    tot    mem.,    86    vol. 

Watar  Supply — Src,  lake;  1  m.  bos.  cent;  art. 
pump  to  stdp.;  atdp.  cap.,  8,600  gala.;  7  paap- 
eng.;  oap.,  da}',  4.464,000  gals.;  mains,  c  I;  ^ 
m.;  8  to  4  in.  dia.;  10  hyd.;  pipe,  c  i.;  prea.  doou 
60  Uw.;  f.  120  lbs.;  wks.  owned  by  priv.  Coi. 

ALBANY,  p.  700;  f.  area,  40  a.  F.  dept— 25 
voL;  vaL   equip.,   $8,000. 

Water  Supply — Src,  wella;  1  pmnp;  15  hyd.: 
cost,   $11,500. 

ALBERT  LEA,  p.  0,192:  mere  bldfa..  bk.,  i 
stor.;  priv.,  wd.,  2  ator.;  wd.  rfs.  not  pens.;  fwks- 
ft  combt  ord.  F.  dept. — 1  comb,  c  ft  h.  wag.,  < 
c.  hand  ex.,  1  h.  ft  1.  trk.,  1  bose  wac.,  8  h«« 
car.,  2  hrs.;  hose,  cot.  gd.,  8,000  ft;  L.  aL«  bcU 
ft  telp.;  tot  mem.,  25  vol. 

Water  Supply — Src,  wells,  S  blocks  bnsL  ceat: 
«ys.,  pump  to  tk.;  stdp.  cap..  96.000  gala.,  dim. 
25  z  26,  mat.  stI.;  res.  loc  8  blocks  cent  of  ton: 

2  pump,  eng.,  cap.  day  8,000,000  gala.;  maisa 
c  i..  6  m..  4  to  10  in.  dia.;  100  byd.;  50  ▼.: 
met.,  860;  650  aerv.;  pipe,  c.  i.;  Pres^,  dom.  4$ 
lbs.,  f.  100  Iba.;  cona.  day,  250.000  gala.;  ei 
$75,000;  cost  mtce,  $8,000;  wka.  owned  ^  city. 


ALDEN.  T>.   544.     F.  dept. — 2  hose  cwta.  1,SM 

ft.  liobc,  bell  al.,   IC  vol. 
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ALEXANDRIA,  p,  8,001;  f.  area.  4  blocks; 
bldgs..  bk.  k,  wd.,  1%  &  2  stor.;  fwka.  &  combt. 
ord.  F.  dcpt — 2  c.  eng.,  10  c.  hand  ex.,  1  h.  JB  1. 
trk.,  3  hose  wag.;  hose,  cot.,  rub.  lined,  gd.,  2,500 
ft:  f.  al.,  bell  &  wh.;  val.  equip.,  $4,000;  val. 
bldgs.,  $6,000;  exp.  dept,  $500;  tot.  mem.,  «5 
vol.;   undra.   rating,   third   class. 

Water  Supply^---Src.,  wells,  %  m.  bus.  cent; 
sys.,  grav.  to  pump  dir.;  res.  cap.,  60,000,000  gals.; 
pump.  eng..  cap.  day  1,000,000  gals.;  mains, 
c.  I.,  2  m.,  4  to  10  in.  dU.;  »6  hyd.;  12  ▼.;  120 
aenr.;  pipe,  c.  i,;  pres.,  dom.  60  lbs.,  f.  100  lbs.; 
cost,  $20,000;  cost  mtce.,  $1,200;  wks.  owned 
by  city. 

ALPHA,  p.  228.  F.  dept. — 2  hose  carU,  1,000 
ft  hoae,  22  vol. 

AMBOY,  p.  486.  F.  dept— 1  h.  A  L  trk..  1,000 
ft  hose,  bell  ft  wb.  aL,  25  vol. 

ANNADALE,  p.  624.  F.  dept.— 1  str..  1  hand 
c  ex.,   800  ft  hose,  26  voL 

ANOKA,  p.  8,972;  f.  area,  2,660  a.;  mere 
bldgs.,  bk.  k  atn.,  1  to  8  «to<r.;  piriv.,  bk.  &  wd^ 
1  to  2  ator.;  wd.  rfa.  not  perm,  in  f.  area;  fwka.  a 
combt.  ord.;  causes  of  f.  in  v.  F.  dept. — 1  comb,  c 
ft  h.  wag.,  1  h.  ft  1.  trk.,  1  hose  wag.,  4  hrs.;  hose, 
cot,  rob.  lined,  gd.,  4,600  ft;  inf.,  «00  ft;  tot 
hose,  5,100  ft.;  f.  al.,  elec,  20  bx,;  val.  equip., 
$8,000;  ral.  bldgs.,  $10,000;  exp.  dept,  $2,700; 
tot  mem.  26,  pd.  full  time  8,  pd.  part  time  28. 

Water  Supply — Src,  riv.;  srs.,  pump  to  atdp.  ft 
dir.;  stdp.  cap.,  480,000  gals.,  dim.  20  x  116; 
pump,  eng.,  cap.  day  2,600,000  gals.:  mains,  7  m., 
4  to  12  in.  dla.;  67  hyd.;  20  val.;  270  serv.; 
pres..  dom.  80  lbs.,  f.  180  lbs.;  wks.  owned  by 
city. 

APPLETON.  p.  1,221;  f.  area,  800  a.;  mere, 
bldga.,  wd.  ft  bk.,  2  stor.;  priv.,  wd..  2  ator.;  wd. 
rfs.  perm.;  fwks.  ord.;  causes  of  f.  inv.  F.  dept 
— '1  atr.,  1  h.  ft  L  trk.,  4  hose  oar.;  hose,  rub. 
Jined,  gd.,  2,500  ft;  f.  al.,  elec.  bell  ft  wh.; 
val.  equip.,  $8,000;  val.  bldgs.,  $7,600;  exp.  dept, 
$400;   tot  mem.,  SO  vol. 

Watar  Supply — Src,  well  ft  nv.,  1-16  m.  bus. 
cent.;  «y».,  grav.  ft  dir.;  stdp.  cap.,  66,000  gate.; 
mat.,  atl.;  2  pump,  eng.,  claas  dup.,  cap.  day  670.- 
000  gals,;  mains,  c.  i.,  6  m.,  4  to  8  in.  dia.;  27 
hyd.;  8  v.;  met,  180.;  180  serv.;  pipe,  galv.  i.; 
pre*.,  dom.  50  lbs.,  f.  120  lb«.;  cons,  day,  8o,000 
galfl.;    cost,  $18,000;  wks.  owned  by  city. 

ARGYLE,  p.  944;  f.  area,  100  a.  F.  dept— 
2  gras.  eng.,  1  c.  eng.,  2  comb.  c.  ft  h.  cart,  8  c. 
hand  ex.;  hose,  cot,  rub.  lined,  gd.,  2,800  ft; 
inf..  800  ft;  tot.  hose,  2,600  ft;  f.  aL,  bell  ft  wh.; 
^al.    equip..    $5,500;   val.    bldgs.,    $3,000;   vol. 

ASHBY,   p.    884;    f.    area,    10    a.      F.    dept.— 1 
hand    eng.   ft  h.  ft  1.   trk.;  val.   bldgs.,   $600;   val. 
equip..  $2,000;  tot  mem.,  24  vol. 
Water    Supply — 8    cisterns. 

ATWATER,  p.  600;  f.  area.  80  a.;  mere,  bldgs., 
bk.,  1  ft  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm, 
in  f.  area;  causes  of  f.  mv.  F.  dept— 1  str.,  2 
b  &  1-  trk.,  2  hose  wag.,  2  hose  car.;  hose,  cot., 
nib.  lined,  id.,  2,000  ft;  inf.,  500  ft,;  tot.  hose, 
2:600  ft.;  f.  il.,  bell  ft  wh.;  val.  equip.,  $4,600; 
val.   bldg^,  $800;  exp.  dept.  $400;  tot  mem.,  25 

^^VVater  Supply — Src,  cisterns  ft  railroad  tk.;  sys., 
grav.;  cap.  cisterns,  4,500  gals. 

AUDUBON,  p.  800.  F.  dept. — 1  str.,  150  ft. 
hoac,    26  vol. 

AURORA,  p.  1.919.  F.  dept — 1  c.  eng.,  2 
hose    carts,    1   h.   ft   I.    trk.;   hose.    2,200   ft;   tot 

'"^Watef  slwly— Src.  wells;  stdp.  cap..  60.000 
jralW.;  8  pump'  eng.;  cap.  day,  »00.000  gals  ; 
Saini,  2  m.,  6  in.  dia.;  20  hyd.;  pres.,  dom.  45  lbs., 
/.    lOO    lbs.  .,, 

AUSTIN,  p.  6,960;  f.  area,  18  m.;  mere  bldgs., 
.blc'^  AT  wd.  1  ti  8  stor.;  priv  wd.,  2  stor.;  wd 
rfB  not  perm.;  fwks.  ft  combt.  ord,;  causes  of 
f  in "  /  dept— 1  h.  ft  1.  trk.,  1  bose  wag.,  4 
hos^^rta,  2  bre.;  hose,  cot,  rub.  lined,  gd..  4^00 
ft^-  f  al..  Oamewell.  18  bx.;  val.  equip.,  $6,700; 
val     bldgs..  $17,000;  exp.  dcpt.  $8,046;  tot  mem., 

Waiter  Supply— Src,  spring,  wella  ft  ^^-I    ^^^i 
biMT    cent;    sys.,  pump ^ dir.;    res.    cap.,    1JOO,000 


lbs.;  cons,  day,  800.000  gals.;  cost,  $87,000;  coat 
mtce.,  $3,500;  wks.  owned  by  city. 

AVOCA,  p.  212.  F.  dept — 1  h.  ft  1.  trk.,  1  c 
eng.,  750  ft.  hose,  12  pd.  men. 

BADGER,  p.  895.  F.  dept — 1  h.  ft  1.  trk., 
1,500  ft.  hose,  24  voL,  bell  aL 

BALATON,  p.  864.  F.  dept— 1  h.  ft  L  trk.. 
1,600  ft  hose,  bell  al.,  16  vol 

BARNESVILLE,  p.  1,868;  f.  area,  80  a.;  mere 
bldga.,  wd.  ft  bk.,  1  ft  2  stor.;  priv.,  wd.,  1  ator.; 
wd.  rfs.  not  perm.;  fwka.  ft  combt  ord.  F.  dept-^ 
1  str..  1  hand  eng.,  2  c  hand  ex..  1  h.  ft  L 
trk.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,200 
ft.;  rub.,  gd.,  860  ft;  inf..  800  ft;  tot  hose, 
1,850  ft;  f.  aL,  bell  ft  wh.;  vaL  eqtrip.,  $6,000;  vaL 
bldga.,   $1,800;    tot   mem.,   85   voL 

Water  Supply — Src,  str.;  sya.,  pump  to  atdp.; 
stdp.  cap..  600  bbls. 

BATTLE  LAKE,  p.  667.  F.  dept— 1  h.  ft  L 
trk..    2   hose  carts,    1,600   ft  hose,   80   voL 

BEARDSLEY,  p.  481.  F.  dept— 1  h.  ft  L  trk., 
600  ft.  hose,  bell  al,  20  voL 

eGAUOETTE,  p.  il,600;  f.  area,  160  a.  F.  dept 
— 1,300  ft.  hose,  2  hose  carts,  2  c  hand  ex.;  i«L 
eouip.,  $2,000;  exp.  dept,  $100;  tot  mem.,  24, 
pd.   part   time. 

Warier  Supply-^Sa-c,  (Rainy  Aiver;  «ya.,  pump  to 
stdp.;  atdp.  oap.,  4^2,000  gals.;  1-8  hyd.;  7  v.;  76 
serv.;  mains,  1%  m.;  pres.,  dom.  ft  f.,  66  lbs.; 
wks.   owned  by   city. 

eCAIVlEiR  OREBK,  p.  195;  f.  ar«a,  40  a.  'P. 
dept. — 1  c.  eng.,  c  hand  ex.,  1  comb,  c  ft  h.  wag.. 
1  h.  ift  1.  trk.,  1  hose  wag.,  hoee  reels;  f.  al.,  bell; 
val.  equip.,  $2,000;  vaL  bldgs.,  $>800;  exp.  dept, 
$500;   voh 

-BEOKGR,  p.  350;  f.  area,  40  a.  F.  dept — 1  gaa. 
eng.,  c.  hand  ex.;  vaL  equip.,  $1,000;  val.  bldgs., 
$-200;   tot    mem.,   20,  vol. 

Water  Supply— Src,  spring;  sys.,  pump  dir.; 
wks.  owned  by  city. 

BELGRADE,  p.  448;  f.  area,  160  a.  F.  dept — 
1  hoae  cart  ft  ladder.;  exp.  dept,  $100;  tot  mem., 
16  voL,  pd.  part  time. 

'Wartar  Supply — jStc,  well,  2  blocks  bus.  cent; 
sya.,  grav.;  stdp.  cap.,  40,000  gals.;  mains,  c  L, 
IV^  m.,  4  to  8  in.  dia.;  8  hyd.;  pres.,  f.,  50  lbs.; 
wks.   owned  by  city. 

BELLE  PLAINE,  p.  1,204:  f.  area,  6H  a.;  mere 
bldgs.,  bk.,  2  ator.;  priv.,  wd.,  IH  ft  2 ator.:  wd.  rfa. 
perm.;  no  fwks.  ft  combt  ord.;  cauaea  of  f.  inv. 
F.  dept. — 1  str.,  1  h.  ft  1.  trk.,  2  hose  car.;  hoae, 
cot.,  rub.  lined,  gd.,  1,200  ft;  f.  al.,  bell,  >1  bx.; 
val.  equip.,  $4,000;  val.  bldgs..  $8,000;  tot.  mem., 
81  vol.;  undrs.  rating,  third  class. 

Water  Supply — Src,  6  large  cisterns;  stdp.  cap., 
60.000    gals.;    mains,    8H    m.,    4    to    8    in.    dia.; 

0  Hyd.;  pres.,  dom.  50  to  55  Iba.,  f.  90  to  110 
Iba. 

BELLINGHAM,  p.  859;  f.  area.  60  a.;  mere, 
bldgs..  bk.  ft  wd..  1  ft  2  stor.;  priv.,  wd.,  IH 
stor.;  wd.  rfs.  perm.  In  f.  area;  fwks.  ft  combt. 
ord.;   causes  of  f.   inv.     F.   dept. — 1    h.   ft  L   trk., 

1  aer.  trk.,  8  hose  car.;  hose,  cot.,  rub.  lined, 
gd.,  600  ft;  inf.,  800  ft;  tot  hose,  900  ft;  f. 
aL,  bell;  vaL  equip.,  $1,000;  vaL  bldgs.,  $6,000; 
exp.   dept,   $100;   tot.   mem.,    80   vol. 

Water  Supply — Src,  wells,  \i  m.  bus.  cent; 
sys.,  grav.,  pump  to  res.;  res.  cap.,  2,000  bbls.; 
maina,  1  m.,  4  in.  dia.;  8  hyd.;  pres.,  f.  60  lbs.; 
cost,  $6,000;  cost  mtce.,  $800;  wks.  owned  by 
city. 

BELVIEW,  p.  290;  f.  area,  80  a.  F.  dept. — 1  atr., 
1  c  eng.,  h.  ft  1.  trk.,  1  hose  cart,  1  c  ex.;  hose, 
1,000  ft;  tot  mem.,  20,  pd.  part  time;  val. 
equip.,  $1,200;  val.  bldgs.,  $800;  exp.  dept., 
$200. 

Water  Supply — ^Src,  deep  wells,  4  cisterns;  cap., 
500  to   700  bbls.,  with  stationary  pump  at  wells 

BEMIDJI,  p.  5,099;  f.  area,  820  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd., 
1  ft  2  stor.;  wd.  ris.  not  perm,  in  f.  area; 
fwks.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept— 
1  str.,  1  h.  ft  I.  trk.,  1  aer.  trk.,  2  hose  wag.,  1 
hose  cart,  2  hrs.;  hose,  cot,  rub.  lined,  gd.,  3,000 
ft;  f.  aL,  bell  ft  wh.;  val.  equip.,  $11,000;  val. 
bldgs.,   $5,000;   tot.   mem.,    88   voL 

Water  Supply — Src,  2  artesian  wells,  M  m. 
bus.  cent;  ays.,  pump  to  atdp.;  stdp.  cap.,  100,000 
bbls.;   1  pump,  cap.  min.   500  gall.;  maina,   c  L, 


c-176 


FIRE  DEPARTMENTS  AND  WATER  SUPPLY— MINNESOTA 


7H  ni.»  4  to  10  in.  dia.;  89  hyd.;  pres.,  dom. 
t5  lbs.,  f.  100  lbs.;  cx)st,  $60,000;  cost  mtce., 
$1,100. 

•BENSON,  p.  1,677;  f.  area,  200  a.;  mere,  bldga., 
bk.,  2  stor.;  priv.,  wd.,  1^  jc  2  stor.;  wd.  rfs. 
not  perm.;  no  fwks.  &  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  str.,  1  band  eng.,  1  h.  Je  1. 
trk.,  2  hrs.,  S  hose  wag.  with  chemicals;  hose, 
cot,  rub.  lined,  gd.,  8,500  ft;  f.  al.,  bell  &  wh.; 
val.  equip.,  $5,000;  val.  bldgs.,  $2,000;  exp.  dept. 
$1,600;  tot  mem.,  60  vol.;  undrs.  rating,  third 
dass. 

Water  Supply — Src,  2  wells,  in  bus.  cent; 
sys.,  pump  &  dir.;  res.  cap.,  72,000  gals.;  stdp. 
cap.,  75,000  gals.;  2  pump,  eng.,  class  dup.  ft 
trip.;  mains,  2V6  m.;  20  hyd.;  cost,  $21,000;  wka. 
owned  by  city. 

BERTHA,  p.  2-06:  f.  area,  4  a.  F.  dept — ^1 
gasoline  eng.,  h.  ft  1.,  hose  carts,  ftc;  tot  mem., 
20,  pd.  part  time;  val.  equip.,  $1,650;  val.  bidgs., 
$1,000. 

Water  Supply — Src.,  cisterns;  1  pump;  dom. 
pres.,    100   lbs. 

SrOELOW,  p.  200;  f.  area,  40  a.     F.  dept— ^ 
eng.  with  hose;  vol. 
Water  Supply — Src,  cistern. 

BIG  FALLS,  p.  325.  F.  dept. — 1  str.,  1  h.  ft 
L  trk.,   1,000  ft  hose,  bell  al. 

•BIG  LAKE,  p.  SOO.  F.  dept. — 2  c.  eng.,  ladders; 
vaL  equip.,  $500;  val.  bldgs.,   $800;  vol. 

BINGHAM  LAKE,  p.  285.  F.  dept— 1  str.,  1 
hose  cart,  1,050  ft  hose,  bell  al.,  18  vol. 

BIRD  ISLAND,  p.  031;  f.  area,  60  a.;  mere, 
bldgs.,  wd.  ft  bk.,  2  stor.;  priv.,  wd.,  IH  ft  2 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  hand  eng.,  2  c.  hand  ex., 
1  h.  ft  1.  trk.,  1  hose  car.;  hose,  cot.,  rub.  lined, 
gd.,  1,500  ft;  f.  al.,  bell;  val.  equip.,  $500;  tot 
mem.,  40  vol. 

Water  Supply — Src,  well,  1  block  bus.  cent; 
■ye.,  pump  to  res.  ft  mains;  stdp.  dim.  8  z  80, 
mat  iron;  1  pump,  eng.,  cap.  day  60,000  gals.; 
mains,  iron,  1  m.;  8  hyd.;  4  v.;  6  serv.;  pipe, 
iron;  pres.«  dom.  45  lbs.  f.  45  lbs.;  cost,  $8,000; 
wks.  owned  by  village. 

BIWABIK,  p.  1,690;  f.  area,  120  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  1  stor.; 
wd.  rfs.  perm,  in  dwelling  district;  causes  of  f. 
inv.  F.  dept. — 1  comb.  c.  «  h.  wasf.  2  c.  hand  ex., 
8  hose  car.;  2  hra.;  hose,  cot,  rub.  lined,  gd.,  2,500 
ft;  rub.  gd.  2,000  ft;  inf.  2,700  ft;  tot  hose 
7,200  ft;  f.  al.,  14  bx.,  wh.;  bell  ft  elec;  vtal.  equip., 
$8,150;  val.  bldgs.,  $1,000;  exp.  dept,  $500; 
tot  mem.,  80  vol. 

Water  Supply — Src,  well,  in  bus.  cent;  sys., 
pump  to  res.;  res.  cap.,  68,000  gals.;  pump,  eng., 
cap.  day  600  bbla.;  mains,  rod  L,  2  m.,  4  to  8 
in.  dia.;  18  hyd.;  140  serv.;  pipe,  lead  ft  c  i.; 
pres.,  dom.  60  lbs.,  f.  120  lbs.;  cost,  $15,000; 
cost  mtce.,  $1,200;  wks.  owned  by  village. 

BLACKDUCK,  p.  042.  F.  dept — 1  h.  ft  1.  trk., 
1,000  ft  hose,  bell  al.,  82  vol. 

BLOOMING  PRAIRIE,  p.  854.  F.  dept— 1  h. 
ft  1.  trk.,  bell  al.,   46  voL 

BLUE  EARTH,  p.  2,819:  f.  area,  S  «.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  oand.; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  60  c. 
hand  ex.,  8  hose  car.;  hoee,  cot,  rub.  lined,  gd., 
2,400  ft.:  nib.,  gd.,  1^0  ft;  tot.  hose,  2,550  ft; 
f.  al.,  bell,  wh.  ft  telp;  val.  equip.,  $4,400;  exp. 
dept,  $500;  tot.  mem.,  25  vol. 

Water  Supply — Src,  wells,  in  bus.  cent;  qrs., 
pump  to  stdp.;  res.  cap.,  60,000  gals.;  8  pump, 
eng.,  class  dup.,  cap.  day  1,000,000  gals.;  mains, 
c.  i.,  6  m.,  4  to  8  in.  dia.;  61  hyd.;  80  v.;  met, 
148;  275  serv.;  pipe,  iron  ft  lead;  pres.,  dom.  40 
lbs.,  f.  100  lbs.;  cost,  $40,000;  cost  mtce.,  $2,000; 
wks.  owned  by  city. 

•BOYD,  p.  48.1.  F.  dept — 2  hose  wag.,  1,000 
ft  hose;  bell  al.;  exp.  dept,  $50;  20  vol. 

BRAHAM,  p.  406.  F.  dept.— 2  c  ex.,  200  ft 
hose,    24   vol. 

BRAINERD,  p.  8,526;  f.  area,  60  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk., 
1  hose  wag.,  8  hose  car.,  2  hrs.;  hose,  cot,  rub. 
lined,  gd.,  2,700  ft;  inf.,  260  ft;  f.  al.,  telp.; 
vaL    equip.,    $10,000;    vaL    bldgs.,    $4,000;    exp. 


dept,  $1,040;  tot  mem.,  06,  pd.  full  time  2,  pd. 
part  time   1,  vol.    92. 

Water  Supply — Src,  riv.,  %  m.  bus.  cent;  qu, 
pump  dir.;  2  pump,  eng.,  size  16  x  10  x  12, 
cap.  day  1,500,000  gala.;  maina,  kaltmefa,  If 
m.,  4  to  12  in.  dia.;  98  hyd.;  28  v.;  1,240 
serv.;  pipe,  wrt  i.;  pres.,  dom.  S6  lbs.,  f.  80 
lbs.;  cons,  day,  1,110,000  gala.;  wka.  owned  by  Co. 

BRANDON,  p.  276;  f.  area,  40  a.;  bldgs.,  wd., 
2  stor.;  wd.  rfs.  perm.;  no  fwka.  ft  combt  ord. 
F.  dept — 1  str.,  1  h.  ft  1.  trk..  1  c  eng.,  2  hom 
car.;  f.  al.,  bell;  val.  equip.,  $8,500;  vaL  bldgk, 
$800;  exp.  dept,  $160;   tot  mem.,  46  vol. 

Water  Supply — Src,  well,  in  bus.  cent;  sya, 
pump  to  dstem;  res.  cap.,  140,000  gala.;  vaap, 
eng.,  cap.  day  5,000  gals.;  mains,  c  L,  10  m.,  4 
to  16  in.  dia.;  42  hyd.;  860  serv.;  prea.,  dom.  40 
lbs.,  f.  46  to  65  Iba.;  cost,  $8,000;  cost  mtee., 
$400;  wks.  owned  by  city. 

BRECKENRIDGE,    p.    1.840;    f.     area,    70   a.; 

mere,  bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  combt  ord.: 
causes  of  f.  inv.  F.  dept. — 1  c  eng.  1  h.  ft  L 
trk.,  2  hose  oar.;  hose,  cot,  rub.  lined,  fit 
2.000  ft:  f.  al.,  bell  ft  wh.;  val.  equip.,  $8,000;  viL 
bldgs.,  $2,500;  tot  mem.,  48  vol. 

Water  Supply — Src,  riv.,  1.860  ft  bus.  cent; 
sys.,  pump  dir.  to  mains;  res.  cap.,  90,000  gsla.; 
pump,  eng.,  cap.  day  450,000  gals.;  mains,  c  i.. 
8^  m.,  4  to  8  in.  dia.;  46  hyd.;  17  v.;  SOO  serv.; 
pipe,  c  ft  galv.  L;  pres.,  dom.  25  to  85  lbs.,  t 
90  lbs.;  cost,  $85,000;  cost  mtce.,  $5,000;  wka 
owned  by  city. 

BROOTEN,  p.  562.  F.  dept — 800  ft  hose,  15 
voL 

BROWERVILLE,  p.  688;  f.  axva,  800  l;  mcit. 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept — 1  hose 
wag.,  1  hose  car.,  8  ladders;  hose,  cot,  rtd). 
lined,  gd.,  800  ft;  f.  aL,  bell;  vaL  equip.,  $8,000; 
vaL  bldgs.,  $1,000;  exp.  dept,  $600;  tot  meni., 
15   voL 

Water  Supply — Src,  stdp.,  1  block  bos.  cent; 
sys.,  pump  to  stdp.;  mat,  iron;  1  pump,  eng.: 
mains,  hi  m.,  6  in.  dia.;  6  hvd.;  10  v.;  pipe, 
iron;  cost,  $8,000;  cost  mtce,  $600;  wks.  owned 
by   city. 

BROWNS  VALLEY,  p.  1.058;  f.  area,  160  s. 
F.  dept. — 1  h.  ft  1.  trk.,  8  hose  carta;  hose,  2.600 
ft;  val.  equip.,  $2,600;  val.  bldga.,  $1,200;  exp. 
dept,    $160. 

Water  Supply — Src,  springs;  ^ya.,  grav.;  1 
pump;  cap.  day,  240.000  gals.;  16  hyd;  4  v.; 
mains,  2%  m.;  pres.,  dom.  -65  Bm.,  f.  86  Ibi.; 
cost,  $15,000;  cost  mtce,  $200;  unders.  rstin^ 
fourth   dass. 

BROWNSDALE,  p.  264.  F.  dept. — SOO  ft  hose, 
vol. 

BROWNTON,  p.  509.  F.  dept — 1  str.,  1  h.  ft 
L  trk.,  1.000  ft  hose,  bell  al.,   20  voL 

BRYCELYN,  p.  886.  F.  dept — 1  str..  800  It 
hose,  bell  al.,  27  voL 

BUFFALO,  p.  1,227;  f.  area.  S6  blocks;  ncce. 
bldgs.,  bk.  ft  wd.,  2  itor.;  priv.,  wd.,  IH  *  > 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.  f> 
dept. — 1  c  eng.,  1  h.  ft  L  trk.,  1  hose  car.;  horn, 
cot,  gd.,  600  ft;  val.  equip.,  $996;  tot  mem.,  M 
vol.;  undrs.  rating,  fifth  dasa. 

Water  Supply — Src,  wells  ft  lake. 

BUFFALO  LAKE,  p.  871.  F.  dept— 2  hose 
carts,   1,000  ft.  hose,  26  voL,  bell  ft  wh.  aL 

iBilHt^  p.  1,400;  f.  area,  20  a.  F.  dept— 4 
hose  carte,  1  h.  ft  L  trie,  8,600  ft  boee:  tal. 
equip.,  $5,000;  val.  bidga.,  $8,000;  expL  dept, 
$1,500;  tot.   mem.,  >82,  pd.   $1.00  per  fire. 

Water  Supply— Src,  well;  ays.,  panp  to  stdp.: 
8  pump,  eng.,  cap.  day  100,000  eaXe.:  27  hyd.: 
mains,  4  to  8  in.  dia.;  pres.,  dom.  80  Iba,  L  176 
Iba.;  coat,  $86,000;  wka.  owned  by  city. 

BURTURM,  p.  217;  f.  area,  40  l  P.  dept<- 
1  c  eng.,  1  h.  ft  1.  trk.;  vaL  equip.,  fSSO;  ei^ 
dept,    $26;   tot    mem.,    22    vola. 

Water  Supply — ^Not  reported. 

BUTTERFIELD,  p.  877.  P.  dept — 1  str.,  I 
hand  ex.,  760  ft  hose,  24  voL 

CALEDONIA,  p.  1,872;  f.  area,  41  a.:  men. 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd. 
ft  bk.,   S   stor.;  wd.  rfi.  perm,  in  t 
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ft  combt  ord.  F.  dept — 1  h.  k  1.  trie,  2  c.  hand 
ex.,  2  hoae  car.:  iKwe,  oot..  tvb.  lined,  gd., 
1,600  ft;  f.  al.,  bell  ft  wh.;  rtL  equip.,  $1,800; 
vol.  bldffB.,  $20,000i  exp.  dept.,  $250;  tot  mem., 
40  vol. 

Water  Supply — Src,  well:  ^ye.,  pump  to  etdp. 
ft  dir.;  stdp.  cap.,  2,000  bbla.;  pump,  eng.,  cap. 
day  70,800  rala.;  maina,  c  1.,  1  m.,  4  to  8  in. 
dia.;  12  hyd.;  met..  26;  pres.,  dom.  66  Iba.,  f. 
05  Ibai;  cona.  day,  81,000  gala.;  cost,  $8,000;  ooit 
mtce.,  $2,500;  wka.  owned  by  town. 

CALUMET,  p.  800;  f.  area,  40  a.  F.  dept — 
1  c.  eng.,  2  boee  carU,  1,000  ft  boee;  viaL  equip., 
$5,000;  val.  bldaa.,  $7,000;  ezp.  dept,  $2,000; 
tot  mem.,  16,  pd.  part  time. 

Water  Supply— Src,  well;  ays.,  grav.;  1  pump, 
eng.,  C9.p.  day  1,440,000  gala.;  5  byd.;  8  ▼.;  maina, 
2,100  ft.;  cost,  $17,000;  coat  mtce.,  $2,100;  wka. 
owned  by  city. 

CAMBRIDGE,  p.  000.  F.  dept — 1,000  ft  hoae, 
beU  aL.  20  voL 

CAMPBELL,  p.  808.  F.  dept — 1  c.  eng.,  1,000 
ft  boae,  bell  al.,  22  voL 

CANBY,  p.  1,628;  f.  area,  10  bloeica;  mere, 
bldga.,  bk.,  1  ft  2  ator.;  priv.,  wd.,  1%  ator^ 
wd.  rfa.  perm,  in  f.  area;  oombt  ord.;  cauaes  of 
f.  iny.  F.  dept — 1  c.  eng.,  1  h.  ft  L  triK,.  2  c. 
band  ex.,  8  hose  car.:  hoae,  cot,  rub.  lined,  gd., 
2,000  ft;  f.  al.,  bell;  vaL  equip.,  $1,200;  val. 
bldgs.,   $500;   tot   mem.,   40   vol. 

Water  Supply — Src,  wella,  2  blocka  bua.  cent.; 
ays.,  pump  to  res.;  res.  cap.,  61,000  gala,;  2  pump, 
eng.,  cap.  day,  22,000  gals.;  maina,  2%  m.,  4  to  3 
in.  dia.;  S2  hjd.;  7  v.;  met,  106;  prea.,  f.  46  lbs.; 
cona.  day,  15,000  gala.;  cost,  $20,000;  cost  mtce., 
$400:  wks.  owned  oy  city. 

CANNON  FALLS,  p.  1,886;  f.  area,  8  a.;  mere 
bldgs.,  atn.  ft  bk.,  1%  to  8  stor.  F.  dept— 1 
h.  ft  L  trk.,  8  hose  car.;  hose,  cot,  rub.  lined, 
gd.,  2,600  ft;  inf.,  600  ft:  tot  hose,  8,000 
ft.;  t  al.,  beU;  val.  equip.,  $8,000;  vaL  bldga., 
$2,000;  cxp.  dept..  $100;  tot  mem.,  46  voL 

Water  Supply — Src,  well;  ays.,  pump  to  rea.; 
res.  cap..  8,000  bbls.;  2  pumps;  mains,  c.  L.  4 
m.,  6  to  8  in.  dia,;  17  hvd.;  pres.,  f.  76  lbs.; 
cost.   $20,100;  coat  mtce.,  $100. 

CANTON,  p.  846.  F.  dept — 1  hand  eng.,  200 
ft.   hose. 

CARLOS,  p.  167.  P.  dept — 1  hand  eng.,  1 
c   eng.,   1,000  ft  hose,  40  vol. 

CARLTON,  p.  697;  f.  area.  160  a.;  mere  bldga., 
bk.  A  wd.,  8  stor.;  priv.,  bk.  ft  wd.,  2  ator.;  wd. 
rfs.  perm,  in  f.  area;  combt  ord.;  cauaes  of  f. 
inv.  F.  dept — 1  atr.,  1  hand  eng.,  1  c  eng.,  12 
c  hand  ex.,  2  hose  wag.,  2  hose  car.,  400  ft 
hose;  f.  al.,  bell  ft  wh.;  val.  equip.,  $8,000;  vaL 
bldgs.,  $6,000;  ezp.  dept,  $106;  tot  mem.,  40 
vol. 

Water    Supply — Src,   wella   ft    creek   in   village. 

CARVER,  p.  671;  f.  area,  80  a.;  bldgs.,  wd..  1 
ft  2  ator.;  wd.  rfa.  perm.  F.  dept. — 1  nand  eng., 
2  c  ex.,  1  h.  ft  L  trk.,  2  hose  car.:  hose,  cot., 
ffd.,  1.200  ft;  f.  al..  bell;  val.  equip.,  $1,600; 
tot.  xneuL,  42  voL;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  6  cisterns,  cap.  800  bbla. 
each. 

CASS  LAKE,  p.  2,011.  F.  dept.— 1  h.  ft  1. 
trk.,  8  hose  carts;  hose,  8,000  ft;  f.  aL,  wh.; 
val.     equip.,    $2,000;    26   vol. 

Water  Supply — Src,  wells,  pumped  into  high 
tk..  100  ft  high;  cap.,  50,000  gals.;  ntains,  8% 
m.,  4  to  8  in.  dia.,  21  hyd.;  dom.  pres.,  46  Iba., 
I.   pres.,  100  Iba. 

CEYLON,  p.  880.  F.  dept. — 600  ft  hose,  wh. 
si.,    22   vol. 

CHASKA,  p.  2,060;  mere,  bldgs.,  bk.,  2  ator.; 
priv.,  bk.  ft  frame,  1  ft  2  stor.;  wd.  rfs.  not 
perxn.;  no  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept — 1  str.,  1  h.  ft  L  trk..  8  hoae  car.; 
hose,  cot,  rub.  lined,  gd..  2,100  ft;  f.  aL,  bell; 
▼al.  equip.,  $6,000;  val.  bldgs..  $2,600;  exp.  dept. 
$800;    tot    menu,    68    voL;    undrs.    rating,    third 


Water  Supply — Src,  ciatems  ft  wella. 

C HATFIELD,  p.  1,228;  f.  area,  whole  town; 
mere  bldga.,  bk.,  2  ator.;  priv.,  bk.  ft  wd.,  1% 
A  2  ator.;  wd.  rfa.  not  perm,  in  f.  area;  fwka. 
ord.;  cauaea  of  f.  inv.  F.  dept — 1  h.  ft  L  trk., 
1  c.  eng.,  4  c  hand  ex.,  1  hoae  wag.,  1  boae 
car.;    hoae,   cot,   rub.  lined,  gd.,   900   ft;  1  aL, 


bell;  vaL  equip.,  $2,760;  val.  bldga.,  $1,000;  tot 
mem.,    24   vol. 

Water  Supply — Src,  well,  1-8  m.  bua.  cent; 
aya.,  pump  to  atdp.;  stdp.  dim.,  14  x  60;  res. 
cap.,   278,000  gala.;  pump,  eng.,  cap.   day  80,000 

Sals.;  mains,  c  i.,  8^  m.,  4  to  8  in.  dia.;  86 
yd.;  10  v.;  naet,  1;  200  eerv.;  pipe,  galv.  1.; 
pres.,  dom.  60  lbs.,  f.  60  lbs.;  cona.  day,  24,000 
gala.;  coat,  $18,000;  cost  mtce.,  $800;  wka.  owned 
by  city. 

OHISHOLM,  p.  7,684.  F.  dept— -1  h.  ft  L 
trk.,  1  comb,  c  ft  h.  wag.;  hoae,  •8,760  ft;  f.  aL, 
Gamewell,    21   bx.;   tot   mem.,    10,  pd.    full  time. 

Water  Supply — Src,  Monroe  Mine;  sys.,  pump 
to  stdp.;  stdp.  cap.,  800,000  gala.;  1  pump.  eng.. 
claaa  dup.,  cap.  day  864,000  gala.;  maina,  7 
m.,  4  to  10  in.  dia.;  66  hyd.;  prea.,  f.  100  lbs. 

OHOKiO,  p.  828.  P.  dept — 1  c  ex.,  1  c  eng., 
1  h.  ft  L  trik.,  1  hoae  wag.,  1  hoae  reel;  f.  aL,  b^: 
val.  equip.,  $200;  vaL  bldga..  $800;  exp.  dept. 
$50;  tot  mem.,  16  voL 

.  OLARA   CITY,  p.    687.     F.  dept — 1  str.,   1   c 
eng.,  2  hand  ex..  1,160  ft  hoae,  bell  aL,  15  voL 

-.5'-^'*?**^'*''''»  P-   2^*-     ^-   dept— 1   hoae  cart, 
750  ft  hoae,  bell  al.,  28  voL 

CLARKFIELO,  p.  608.  F.  dept— 1  hoae  cart 
650  ft  hose,  22  voL 

CLIMAX,  p.  269.  F.  dept — 1,400  ft  hoae,  bell 
al.,   16  vol. 

CLINTON,  p.  884.  F.  dept — 1  hoae  cart,  800 
ft.  hose,   20  voL 

..  CLITHERALL,  p.   187.     F.  dept— 1  atr.,   1,100 
ft   hose,   24   vols. 

CLOQUET,  p.  7,081;  f.  area.  8,600  a.;  mere 
bldgs.,  wd.,  bk.  ft  cone,  1  to  8  stor.;  priv.,  wd., 
bk.  ft  cone,  1  to  8  ator.;  wd.  rfa.  perm.;  fwka.  ft 
combt.  ord.;  causes  of  f.  inv.  P.  dept — 2  c 
eng.,  1  h.  ft  L  trk.,  2  hose  wag..  4  hose  carta,  4 
hra.;  hose,  cot,  gd.,  4,400  ft;  f.  al.,  bell,  wh.  ft 
i*iP«k«^®  bx.;  vaL  equip.,  $7,000;  val.  bldga., 
$8,000;  exp.  dept.  $7,000;  tot  mem.,  28,  pd. 
full   time   8,  voL    21. 

Water  Supply-^Src,  springs,  1%  m.  bus.  cent; 
sya.,  pump  to  atdp.  ft  dir.;  stdp.  cap.,  125,000 
gals.,  dim.  24  x  28,  mat  stl.,  res.  cap.,  600,000 
gala.;  2  pump,  eng.,  claaa  centrif.,  cap.  day,  2,000,- 
000  gala.;  mains,  c  i.,  13.2  m.,  4  to  12  in.  dia.; 
112  v.;  770  met.;  770  acrv.;  105  hyd.;  pres.,  dom. 
ft  f.  70  to  105  lbs.;  cons,  day,  100,000  gals.;  coat, 
$150,000;  cost  mtce.,  $5,000;  wka.  owned  by  city. 

COKATO,  p.  718.  F.  dept. — 1  str.,  1  hose  cart. 
000  ft  hose,  bell  al. 

COLD  SPRING,  p.  504;  f.  area,  640  a.;  bldgs., 
wd.,  bk.  ft  stn.,  2  stor.;  wd.  rfs.  perm.     F.  dept — 

^i.^^**.*'*'  ^  c-  «*•'  1  h.  &  1.  trk..  1  aer. 
trk.,  1  hose  car.;  hose.  rub.,  gd..  200  ft.;  cot, 
gd.,  400  ft;  tot  hose.  600  ft;  f.  al.,  bell;  val. 
equip.,  $1,000;  val.  bldgs..  $800;  tot  mem.,  88 
voL;  undrs.  rating,  fourth  daas. 
Water  Supply — Src,  wella  ft  riv. 

COLERAINE,  p.  1.618.  P.  dept— 1  h.  ft  L 
trk.,  2  hoae  carts,  4  hand  c  ex.;  hoae.  2,100  ft; 
f.  al.,  bell  ft  wh.;  tot  mem..  80  voL 

Water  Supply — Src,  wells;  stdp.  cap..  2,000 
bbls.;  2  pump,  eng.;  cap.  day,  1,440,000  gala.; 
mains,  2,300  ft,  4  to  8  in.  dia.;  39  hvd.;  pres., 
dom.   60  lbs.,  f.   00  lbs. 

COLOGNE,  p.  800.  P.  dept — 1  h.  ft  L  trk.,  1 
hand  eng.,   1,500  ft.  hose,  bell  al. 

OOLUM0IIA  tlEIOHTS,  p.  1,600:  f.  area,  1,690 
a.  F.  dept— 1  hoee  wag.,  800  ft.  nose,  8  bucketa; 
val.  equip.,  $726;  val.  bldgs.,  $250;  exp.  dept, 
$100;  tot  mem.,  17,  pd.  $2.00  per  fire. 

Water  Supply--«rc,  spr.;  aya.,  grav.;  mains,  4t^ 
m.,  4  to  8  in.  dia.;  46  hyd.;  pres.,  dom.  ft  f.,  40  lbs.; 
wka.   owned  by  city. 

COMFREY,  p.  288.  P.  dept. — 1  hose  cart,  600 
ft  hoae,  bell  aL,  12  pd.  men. 

COPATT,  p.  1.000;  f.  area,  160  a.  P.  dept — 
hand  pump,  2  ladders,  2  small  chemicala,  hoae 
cart;  hose.  700  ft;  vaL  equip..  $1,066;  val.  bldga., 
$8,600;  exp.  dept,  $100;  tot  mem.,  20  vol..  pd. 
part  time. 

Water  Supply — Src,  wella;  ays.,  lOO-ft  tower 
pump:  1  hyd.;  2  maina,  200  ft.;  pres.,  dom.  68 
lbs.,  X.  60  lbs.;  cost,  $6,000;  coat  mtce.,  $100. 

COTTONWOOD,  p.  770.  P.  dept— 1  h.  ft  L 
trk.,  1  c  eng.,  2,000  ft  hose,  bell  aL,  88  voL 
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OOURTLANiD,  p.  250;  f.  area,  160  a.  F.  dept. 
— 1  pump,  cnc.;  val.  equip.,  $3,000;  val.  bldge., 
$2,600;  ezp.  dept.,  #75;  tot.  mem.,  26,  pd.  part 
time. 

Water  &ipply-~6rc.,  well;  «y«.,  pump  dir.;  1 
pump,  eog.,  7  hyd.;  mains,  2,000  ft.;  prea.,  f.,  180 
lbs.;  oofit,  $3,000;  cost  mtce.,  $75;  wka.  owned  by 
village. 

CROOKSTON,  p.  7,559;  mere,  bldgs.,  wd.  &  bk., 
2  &  3  stor.;  priv.,  wd..  2  stor.;  wd.  rfs.  not  perm. 
F.  dept. — 1  h.  &  1.  trk.,  1  hose  wag.,  1  comb.  c. 
&  1.  wag..  6  c.  ex.  in  reserve,  8  hose  carts,  1 
h.  &  1.  trk.,  1  c.  eng.,  2  hose  sleighs;  hose,  cot, 
rub.  lined,  gd.,  4,500  ft.;  f.  al.,  bell  k  Oamewell,  5 
bx.;  val.  equip.,  $11,500;  val.  bldgs..  $20,000; 
exp.  dept.,  $3,946;  tot.  mem.,  25,  pd.  full  time  2, 
vol.  23;  undrs.  rating,  fourth  class. 

Water  Supply — Src.,  riv.;  sys.,  pump  to  stdp.; 
stdp.  cap.,  50,000  gals.;  pump,  eng.,  cap.  day 
3,000,000  gals.;  mains,  c.  i.,  8  m.,  4  to  8  in.  dia.; 
70  hyd.;  49  met.;  pres.,  dom.  60  lbs.,  f.  90  to  110 
lbs.;  cons,  day,  800,000  gals.;  cost,  $150,000; 
wks.  owned  by  Co. 

CROSBY.     F.  dept.  not  reported. 

Water  Supply — Src,  wells,  %  m.  bus.  cent.; 
sys.,  pump  to  stdp.;  stdp.  cap.,  100,000  gals., 
mat.,  stl.;  2  pump,  eng.,  class  centrif.,  cap.  min. 
600  gals.;  ma.ns,  8  m.,  4  to  10  in.  dia.;  24  hyd.; 
63  v.:  pres.,  dom.  45  lbs.,  f.  80  lbs.;  wks.  owned 
by  priv.  Co. 

CURRIE,  p.  829.  F.  dept.— 1  str.,  1,250  ft 
hose,  24   vol.,  bell  al. 

IXAMUBE,  p.  -225;  f.  area,  10  a.  (F.  dept.— 1 
hose  cart,  600  ft.  hose;  val.  equip.,  $1,000;  val. 
bldffs.,  $800;  tot.  mem.,  16  vol. 

Water  Supply— Ore,  well;  «ys.,  pump  to  stdp.; 
1  pump,  eng.,  cap.  2,500  bbls.  day;  6  hyd.; 
mains,  1  m.;  pres.,  dom.,  82  lbs.;  cost,  $1,800; 
cost   mice.,   $800;   wks.   owned  by   city. 

OANVERS,  p.  2.15.  'F.  dept — 2  c.  eng.,  500  ft. 
hose;  f.  al.,  bell;  val.  equip.,  $700;  val.  bldgs., 
$500;  tot.   mem.,   25  vol. 

DARFUR,   p.    110;    f.   area,    25    a.      F.    dept. — 

1  gas.  eng.,  12  buckets,  ladders,  etc.;  hose,  1,000 
ft;  val.  equip.,  $300;  val.  bldgs.,  $500;  exp.  dept, 
$65'  tot  mem.,  18  vol. 

Water  Supply — Src.,  well,  in  bus.  cent;  sys., 
grav.;  1  pump,  eng.,  cap.  day  100,000  gals.;  wks. 
owned  by  C.  &  N.   W.  IRy.   Co.  &  village. 

DASSEL,  p.  648;  f.  area,  640  a.;  mere,  bldgs., 
bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd,  rfs,  perm.; 
no  fwks.  &  combt.  ord.  F.  dept. — 2  c.  hand  ex.,  2 
h.  &  1.  trk.,  1  hose  w^^ag.;  hose,  cot.,  rub.  lined,  gd., 
2,600  ft;  f.  al.,  bell;  val.  equip.,  $2,500;  val. 
bldgs.,  $13,500;  exp.  dept,  $300;  tot  mem.,  25 
vol. 

Water  Supply — Src,  2  wells,  1  block  bus.  cent; 
sys.,  pump  to  res.;  res.  cap.,  16,000  bbls.;  2  pump, 
eng.,  cap.  day  50,000  firal'S.;  mains,  c  i.,  1  m., 
4  to  8  in.  dia.;  20  hyd.;  pres.,  dom.  &  f.,  40  lbs.; 
cost,  $9,000;  cost  mtce.,  $720;  wks.  owned  by  city. 

DAWSON,  p.    1,818.      F.   dept— 1   b.   &  1.   trk., 

2  hose  carts,  2  c  eng.;  hose,  1,000  ft;  f.  aL, 
bell;  tot  mem.,   80  vol. 

Water  Supply — Src,  wells;  stdp.  cap.,  60.000 
gals.;  mains,  9,000  ft,  4  to  8  in.  dia.;  16  hyd.; 
pres.,  dom.   55  lbs.,  f.  90  lbs. 

DEERiWOOD,  p.   850;  f.  area,  80  a.     F.  dept — 

1  h.  &  1.  trk.,  1  hose  cart.  2  c.  eng.,  750  ft.  hose; 
val.  equip.,  $2,000;  val.  bldgs.,  $1,500;  exp.  dept, 
$1,000;  tot.  mem.,   26  vol. 

Water  Supply — Src,  wells,  sys.,  dir.  pres.,  1 
pump,  eng.,  cap.  300,000  gals,  day;  9  h>'d.;  8  v.; 
mains,  1^  m.;  pres.,  dom.  60  lbs.,  f.  100  lbs.; 
cost,  $15,000;  cost  mtce.,  $500;  wks.  owned  by 
village. 

DE  GRAFF,  p.  215.  F.  dept. — 1  str.,  1,000 
ft.  hose,  bell  al.,  15  vol. 

DELANO,  p.  1,031;  f.  area,  18  blocks;  mere 
bldgs.,  wd.   &  bk.,   2  stor.;  priv.,  wd.   A  bk.,   1   & 

2  stor.;  wd.  rfs.  perm.;  fwks.  k  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 2  h.  &  1.  trk.,  2  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  1,200  ft;  f.  al., 
bell;  val.  equip.,  $2,500;  val.  bldgs.,  $4,500;  exp. 
dept,  $500;  tot  mem.,  24  vol.;  undrs.  rating, 
third  class. 

Water  Supply — Src,  wells,  4  blocks  bus.  cent.; 
sys.,  pump  to  res.;  res.  cap.,  50,000  gale.;  1  pump, 
eng.,  class  dup.,  cap.  day  240.000  gals.;  mains, 
c  i.,  2  m.,  4  to  <8  in.  dia.;  25  hyd.;  8  v.;  108 
met;  120  serv.;  pipe,  galv.  L;  pres.,  dom.  45  lbs.,   I 


f,  100  lbs.;  cons,  day,  .30.000  gala.;  coat,  $12,000; 
cost  mtce.,  $600;  wke.  owned  by  dty. 

DELAVAN,  p.  284.  P.  dept. — 1  h.  &  L  tik..  1 
hand  eng.,   1,000   ft  hose,  bell  aL,   18  vol 

DENT.  p.  244.  F.  dept— 1  c  eng.,  beU  iL; 
vol.  f.  dept 

DETROIT,  p  2,200;  f.  ana,  320  a.;  mac 
bldgs.,  wd.  &  bk.,  2  stor.;  priv.,  wd.,  1%  stor.; 
wd.  rxs.  perm.;  fwka.  ft  combt  ord.;  causes  of 
f.  inv.  P.  dept— 1  c  eng.,  1  h.  ft  L  tik..  2  hose 
car.;  hose,  cot,  pub.  lined,  gd.,  2,600  ft;  t  iL, 
bell  ft  wh.;  vaL  equip.,  $2,689;  val.  bldgs.,  $8,000; 
^^\^^P^»  $200;  tot  mem.,  40  voL;  undrs.  ratiof, 
third  dass. 

Water  Supply— Src,  lake;  tjn.,  pump  to  stdp.; 
stdp.  cap.,  100,000  gals.,  90  ft  high,  mat  vd.; 
pump,  eng.,  cap.  day  720.000  gala.;  mains,  SU 
m.,  4  to  10  in.  dia.;  42  hyd.;  18  v.;  met,  6;  10 
serv.;  pipe,  wrt  L;  pres.,  dom.  45  lbs.,  f.  100 
lbs.;  cost,  $25,000;  cost  mtce.,  $200;  wka.  owned 
by  city. 

DODGE  CENTER,  p.  967.  P.  dept— 1  h.  ft  L 
trk.,  1  c  eng.,  1,000  ft  hose,  beU  al.,  voL 

DONALDSON,  p.  182.  P.  dept— 1  h.  ft  L  trt., 
1  gasolme  eng.,   100  ft  hose,  bell  «L,  voL 

.  .PULUTH,  p.  78.466;  f.  area,  14  aq.  m.;  mere, 
bldgs.,  bk.,  1  to  16  stor.;  priv.,  bk,  ft  wd.,  8 
stor.;  fwks.  ft  combt  ord.;  causes  of  f.  Inv.  F. 
dept — i  str.,  8  chiefs  auto.,  2  auto.  str.  equipped 
with  c.  Unk  ft  hose,  1  c  eng.,  8  h.  ft  L  tifc,  27 
c  hand  ex.,  1  aer.  trk.,  8  hose  wag.,  1  comb,  c  k 
h.  wag.,  2  auto.  comb,  c  ft  hose  w«g.,  2  hose 
reets,  82  hrs.;  hose,  cot,  rub.  lined,  gd..  28,500 
ft;  f.  al.,  Gamewell,  159  bx.;  val.  equ^.,  $118,865; 
exp.  dept..  $144,802;  tot  mem.,  112,  pd.  fuU  time. 
Water  Supply— Src,  lake,  9  m.  bus.  cent;  ays.. 

P?°JP  ?*»"*  ^  *  '*■•»  «»P-  28,600,000  gala.,  loc 
at  Eaat  Fourth  at.  ft  Thirty-fourth  avc;  8  pump, 
eng.,  class  trip,  ft  centrif..  cap.  day  26,000.000 
gals.;  mains,  c  L,  14-5.81  m.,  8  to  36  in.  dia.; 
990  hyd.;  9.88  v.;  met,,  4,967;  9,«14  serv.;  pipe, 
lead  ft  c  1.;  pres.,  dom.  120  lbs.,  f.  120  K.; 
cons,  day,  9,500,000  gals.;  cost.  $2,868,000;  cort 
mtce..  $80,000;  wks.  owned  1^  city. 

DUMONT,  p.  188.  P.  dept— 1  hoae  cart,  500 
ft.  hose,  vol. 

EAQLE    BEND,    p.    661.      P.    dept — 1    gasoliae 

v"fi'  }  ^««®^;'  1  h.  ft  L  tek.,  1,200  ft  hose, 
bell  al..   20  vol. 

EAST  GRAND  FORKS,  p.  2,638;  L  area.  1,000 
a.;  mere,  bldgs.,  stn.,  bk.  ft  wd.,  1  ft  2  star.; 
pnv.,  wd.,  1%  stor.;  wd.  rfs.  perm.;  no  fwka.  k 
combt.  ord.;  causes  of  f.  Inv.  P.  dept — 1  str.. 
1  ^  enff-.  2  c.  hand  ex.,  1  hose  wag.,  1  hose 
reel,  4  hrs.;  hose,  cot,  rub.  lined,  gd.,  4.000  ft: 
inf      200    ft;    tot    hose.    4,200   ft;    f.    aL,    Gsbw- 

rfUuoi  ***••  ^/^-  wjaiP..  $12,000;  vaL  bidgi., 
$12,000;   exp.   dept,    $800;   tot   mem.,   voL 

Water  Supply— Src.  riv.;  eys.,  pump  to  stdp.; 
stdp.  cap.,  100,000  gala.;  1  pump,  can.  1.000 
gals.;   maina.   8   m.,   6   to   10   in.   dia.;   69  hyd. 

ECHO,  p.  480;  f.  area,  6  a.  F.  dept — ^2  bote 
carts;  hose,  1,200  ft;  vaL  equip..  $1,200;  vti 
bldgs..  $200;  exp.  dept,  $75;  tot  mem..  22  vols. 

Water  Supply — Src,  stdp..  cap.  160.000  gala; 
5  hyd.;  mams,  8,000  ft;  cost  mtce.,  $500;  wka 
owned    by    city. 

EDEN  VALLEY,  p.  740;  f.  area,  70  a.;  mere. 
bldgs.,  wd.  ft  bk..  2  stor.;  priv.,  wd.  ft  bk.,  « 
stor.;  wd.  rts.  perm.  F.  dept — 1  h.  ft  L  tik^ 
1  hose  car.;  hose.  cot.  gd.,  400  ft;  inf.,  500 
ft;  tot  hose,  900  ft;  bell  al,;  vaL  equipi,  $4,500: 
exp.  dept,  $125;  tot  mem..  9  vol. 

Water  Supply — Src,  wells;  stdp.  cap.,  2,000 
bbls.;   mains.    %    m.;    4   hyd. 

EDGERTON,  p.  881.  P.  dept — 1  hose  cart  750 
ft.  hose,  vol. 

ELBA.  p.  151;  f.  srea,  80  a.  P.  dept — 2  beer 
wag.,  2  hose  reels;  hose,  cot,  rab.  lined,  gd^  500 
ft;  rub.,  gd.,  100  ft;  inf.,  50  ft;  tot  lioee.  650 
ft;  tot  mem.,  10  vol. 

Water  Supply— Src,  wells,  M  m.  boa.  etat. 
sys.,  dir.  ft  grav.;  elevated  dstera  cap.,  1.600 
bbls.;  1  pump,  eng.,  cap,  8,000  bbls.;  naains,  xrost. 
1  m.,  4  to  6  in.  dia.;  11  hyd.;  prw.,  don.  7& 
lbs,,  f.  95  lbs.;  cost  mtce.,  $100;  wks.  owned  ^ 
dty. 

ELBOW  LAKE.  p.  776.  F.  dept— 1  h.  ft  L 
trie.,  1  c  eng.,  1,060  ft  boae.  beU  ft  wfa.  aL.  SO 
voL 
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ELGIN,  p.  824.  F.  dept. — 1  hose  cart,  700  ft 
hose,  bell  al.,  12  vol. 

ELIZABETH,  p.  200;  f.  area,  12  blocks.  F. 
dept — 1  hand  pump,  500  ft  hose;  val.  equip., 
$500;  ezp.  dept.,  $100;  tot  mem.  20,  pd.  part 
time. 

iWaiar  Supply— nSre.,  cisterns;  ays.,  dir.  pres.;  1 
pomp;  mains,  500  ft;  cost  mtce.,  $100;  wks. 
owned  by  city. 

ELK  RIVER,  p.  869.  F.  dept.— 1  atr.,  1  h.  A  1. 
trk.,  6  c.  ex.,  1.000  ft  hose,  telp.  ft  beU  al.,  1 
pd.  man. 

ELLEN  DALE,  p.  261.  F.  dept — 1  hose  cart 
500  ft  hose,  16  vol. 

ELLSWORTH,  p.  586;  mere,  bidgs.,  bk.  k  wd., 

1  ft  2  ator.;  priv.,  atn.  ft  wd..  1  ator.;  wd.  rfa. 
perm,  in  f.  area;  fwka.  ft  combt  ord.;  cauaea  of 
f.   iwr.      F.    dept. — 1    c.   hand   ex.,    1   h.   ft   L   trk., 

3  hose  car.;  hose,  cot,  rob.  lined,  gd.,  1,8150  ft; 
f.  al.,  bell  ft  wh.;  vaL  equip.,  $8,000;  tot  mem.', 
17  vol. 

Water  Supply— Sra,  well,  %  m.  bus.  cent; 
sys.,  compressed  air;  res.  cap.,  60,000  ^la.;  pump, 
ene.,  cap.  day  144,000  gala.;  mains,  c  i.  4,000  ft, 

4  to  6  in.  dia.;  9  hyd.;  6  v.;  11  serv.;  pipe,  galv. 
i.:  prea.,  dom.  ft  f..  75  to  100  Iba.;  cost,  $7,*00; 
was.  owned  by  city. 

ELMORE,  p.  796.  F.  dept — 1,600  ft.  hose, 
bell  aL,   25  voL 

ELY,  p.  8,572;  f.  area.  400  a.;  mere,  bldgs.,  bk. 
ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  penn. 
in  f.  area;  fwka.  ft  combt  ord.;  cauaes  of  t 
inv.  F.  dept — 1  h.  ft  L  trk.,  4  c-^"}^^^^'.^ 
hoae  car.,  1  c  eng.;  hose,  cot,  rub.  lined,  gd., 
3,000  ft;  f.  aL.  wh.  ft  elec.,  14  bx.;  val.  eonip., 
$3,600;  exp.  dept,  $1,600;  tot  mem.,  80  voL 

Watar  Supply — Src,  Uke,  8,000  ft  bus.  cent; 
ays.,  pump  to  Btdp,;  atdp.  cap.,  06,000  gals., 
dim.    18  z  80,  mat  atl.;  rea.  cap..  500.000  gals.; 

2  pump  eng.;  maina,  c  L,  11,080  ft.,  4  to  10 
in.  dla.;  18  hyd.;  7  v.;  120  aerv.;  pipe,  ^^-U 
pre*.,  dom.  76  lbs.,  f.  120  lbs.;  cons,  day,  75,000 
gala.;  cost.  $85,000;  wks.  owned  by  dty. 

EMMONS,  p.  228.  P.  dept— 2  c.  eng.,  1  ^J-  & 
L  trk.,  8  hoae  reels;  hoae,  cot,  rub.  lined,  gd.,  1,- 
400  ft;  inf.,  200  ft;  tot  hose.  1,600  ft;  f.  aL, 
bell;  vaL  equip.,  $1,200;  val.  bldgs.,  $800;  tot 
mem.,   26  voL 

EMMONS,  p.  228.  F.  dept— 2  c  eng.,  1,000 
ft.  hose,  bell  aL,  22  vol. 

CRSKINE,  p.  824.  F.  dept. — 2  h.  ft  L  trt„ 
1,600  ft  hose;  bell  aL;  26  voL 

EVANSVILLE,  p.  889;  f.  area,  8  a.;  bldgs..  bk. 
A    wd.,    H4   to   2  ator.      F.   dept— 1   h.   *   »•   trj-. 

3  hose  car,;  ho«e,  cot,  rub.  lined,  gd.,  900  ft: 
rub.,  gd..  600  ft;  inf.,  200  ft;  .tot  hose.  1,700 
ft.:  f.  al..  bell  ft  telp.;  vaL  equip..  $l,tOO;  val. 
bldg8.,  $150;  exp.  dept,  $50;  tot  mem.,  80  vol. 

Water  Supply — Src,  wells  ft  cisterns;  sys.,  pump 
to   stdp.  ft  maina;  mains,  1  m. 

EVELETH,  p.  7,086;  f.  area,  5  blocks  each 
way;  height  of  mere,  bldga..  1  to  2  stor.;  wd. 
rfsT  perm,  in  f.  area;  fwka.  ft  combt  ord.;  cauaea 
of  f.  inv,  F,  dept. — 1  comb,  c,  ft  h.  wag.,  1 
c.  eng..  4  c  hand  ex.,  2  h.  ft  L  trk.,  4  hose 
car..  I  hrs.;  hose,  rub.  lined,  gd..  4.000  ft;  inf., 
2.000  ft;  tot  hoae,^6,000  ft.;  f.  al.,  0*mewell, 
13  bx.;  Aal.  equip.,  $4,000;  val.  bldgs..  $20,000; 
exp.  dept,  $6,000;  tot  mem.,  50,  pd.  part  tmie 
25,    voL  25. 

EXCELSIOR,  p,  1.015;  f.  area,  160  a.;  bldgs.. 
bk.  ft  wd..  2  stor.;  wd.  rfs.  perm.;  fwks.  ord.;  f. 
inv.  F.  dept — 1  c.  eng..  1  h.  ft  L  trk..  1  hose 
waf..  1  hose  reel;  hose.  1.600  ft;  f.  aL,  bell  ft 
8  bx.;  vaL  equip..  $2,700;  vaL  bldgs.,  $1,500;  exp. 
dept.,  $100;  tot.  mem.,  15  vol, 

Watar  Supply — Src,  Lake  Minnetonka. 

EVOTA,  p.  4i2'3.  F.  dept — 2  hose  carts;  hoae, 
cot.,  rub.  lined,  gd.,  90O  ft;  inf.,  100  ft;  tot 
hose,  1.000  ft.;  f.  aL  bell;  26  vol. 

FARIBAULT,  p.  9,001;  f.  area,  1.920  a.;  mere. 
bldKS.,  stn.,  bk.  ft  wd.,  2  ft  8  stor.;  pny..  atn.,  bk. 
&  wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwkfl.  ft  combt  ord.;  cauaes  of  f.  inv.  F.  dept — 
1  c.  eng.,  8  c.  hand  ex.,  1  h.  ft  L  trk.,  1  hoae 
waff--,  3  hose  car.,  3  hrs.;  hose,  cot.,  rub.  lined, 
trd.,  4.700  ft;  f.  -al..  telp.;  vaL  equip.,  $2r>,000: 
val.  bldgs.,  $10,000;  exp.  dept,  $8,600;  tot  mem., 
66,    pd.  full  time  1,  pd.  part  time   12,   48  vol. 


Watar  Supply — Src,  wells;  ays.,  pump  to  rea.; 
res.  cap..  800,000  gals.;  pump.  eng..  cap.  day 
2,600,000  gals.;  mains,  c  f.,  17  m.,  4  to  14  in. 
dia.;  106  hyd.;  140  v.;  met,  700;  650  aerv.; 
pipe,  lead;  prea.,  dom.  90  to  95  lbs.,  f.  125  lbs.: 
cost,  $180,000;  cost  mtce.,  $11,720;  wks.  ownetl 
by  city. 

FAIRFAX,  p.  815.  F.  dept. — 1  atr.,  2  hoae 
carta,  1,800  ft.  hose,  bell  al.,  24  vol. 

FAIRMONT,  p.  2,958;  f.  area,  640  a.;  mere, 
bldgs.,  stn.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  stn., 
bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwka.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept. — 1 
comb,  c  ft  h.  wag.,  1  h  ft  L  trk.,  2  c.  hand  ex., 
8  hose  carts,  2  hra.;  hoae,  cot,  rub.  lined,  gd.,  2,400 
ft.;  rub.,  gd.,  600  ft;  tot  hoae,  i8,000  ft.;  f.  aL, 
wh.;  vaL  equip.,  $5,800;  exp.  dept,  $500;  tot. 
mem.,  40  vol. 

Watar  Supply — Src,  lake,  1  m.  bua.  cent;  aya., 
pump.  dir.  ft  grav.;  atdp.  cap.,  100,000  gals.;  mat 
8tL;  res.  cap.,  40,000  gala.;  2  pump,  eng.,  cap.  day. 
2^800,000  gala.;  maina,  c  L,  8  m.,  4  to  10  in. 
dia.;   60   hvd.;   22   v.;  met,   800;   87^  aerv.;  pipe 

Kilv.  L  ft  lead;  prea.,  dom.  60  lbs.,  f.  80  to  200 
s.;    cons,    day,    400,000    gala.;    coat    $40,000; 
wka.  owned  by  city. 

FARMINQTON,  p.  1,024;  f.  area,  '20  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  to  8  ator.;  priv.,  bk.  ft  wd., 
2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  atr.,  1  c.  eng.,  6 
c.  hand  ex.,  1  h.  ft  L  trk.,  2  hoae  car.;  hose,  cot, 
rub.  lined,  gd.,  1,100  ft;  inf..  400  ft;  tot  bose» 
1.600  ft.;  f.  aL,  bell;  val.  equip.,  $8,600;  vaL 
bldgs..  $7,600;  exp.  dept.,  $200;  tot  mem.,  80  voL 

Watar  Supply — Src,  wella,  in  bua.  cent;  sya,, 
pump  to  atdp.;  stdp.  cap.,  56,000  gala.;  1  pump, 
eng.,  cap.  day  800,000  g^,;  maina,  iron,  1  m., 
4  to  8  in.  dia.;  22  hyd.;  6  v.;  pres.,  dom.  46  Iba., 
f.  75  lbs.;  cons,  day,  40,000  sala.;  cost  $11,300; 
cost  mtce.,  $400;  wka.  owned  oy  town. 

FERGUS  FALLS,  p.  0,887;  f.  area,  86  blocka; 
mere  bldga.,  bk.  ft  wd..  1  to  8  ator.;  priv.,  wd.. 
IH  ator.;  wd.  rfa.  perm.;  combt  ord.;  cauaea  ox 
f.  inv.  F.  dept. — 1  atr.,  1  h.  ft  1.  trk.,  4  hoaa 
reels;  hose,  cot.  rub.  lined,  gd.,  2,000  ft:  inf., 
800  ft.;  tot  hoae,  2,800  ft;  f.  al..  bell  ft  dec.; 
val.  bldga.,  $5,000;  exp.  dept,  $780;  tot  mem., 
27  vol.;  undra.  rating,  third  cUiaa. 

Watar  Supply — «rc,  riv.,  2  m.  bus.  cent;  aya., 
pump  dir.;  stdp.  cap..  760,000  gals.;  dim. 
75  X  22;  nNtt  cone;  4  pump,  eng.,  cap.  day, 
6,250,000  gala.;  mains,  c.  i.,  il2  m.,  4  to<16  in.  dia.; 
80  hyd.;  60  v.;  900  aerV.;  pipe,  galv.  i.;  prea.» 
flom.  60  lbs.;  f.  100  lbs.;  cons,  day,  1,000,000  gals.; 
cost.    $147,000;   wka.   owned  by   city. 

FERTILE,  p.  614;  f.  area,  80  a.;  mere,  bldga., 
bk.  ft  wd..  2  ator.;  priv.,  vrd.,  2  ator.;  wd.  rfa.  not 
perm,  in  f.  area;  fwka.  ord.;  teuaea  of  f.  inv.  F. 
dept — 1  h.  ft  1.  trk..  2  hoae  car.;  hoae,  cot,  rub. 
lined,  gd..  500  ft.;  inf.,  600  ft.;  tot  hoae.  1,000 
ft;  f.  aL,  bell;  exp.  dept,  $68;  tot  mem.,  25  voL 

Watar  Supply — Src,  well,  8  blocka  bua.  cent.; 
ays.,  pump  to  rea.;  atdp.  cap.,  150,000  gala.;  mat, 
iron;  rea.  cap.,  80,000  gala.,  loc.  8  blocka  bua. 
cent;  2  pump,  eng.,  cap.  day  482,000  gida;  maina. 
iron,  1^  m.,  4  to  8  in.  dia.;  15  hyd.;  9  v.;  72 
serv.;  prea.,  dom.  47  Iba.,  f.  110  Iba.;  coat, 
$8,600;  coat  mtce.,  $600;  wka.  owned  by  dty. 

FISHER,  p.  828;  f.  area,  80  a.  F.  dept — 1 
str.;  hose,  1,800  ft;  val.  equip.,  $2,000;  vaL 
bldga..  $1,000;  exp.  dept,  $100;  tot.  mem.,  20 
vol. 

Watar  Supply — Src,  Red  Lake  riv.  ft  arc 

FOLEY,  p.  710;  f.  area,  110  a.;  mere,  bldgs.. 
bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of  f.  hiv.  F.  dept — 1  h.  ft  L  trk.,  1  c  eng.,  1 
comb,  c  ft  h.  wag.,  2  hose  wag.;  hose.  cot.  rub. 
lined,  gd.,  900  ft;  inf..  800  ft;  tot.  hose,  1,200 
ft;  f.  aL,  bell;  val.  equip.,  $4,000;  val.  bldgs., 
$2,000;  exp.  dept,  $400;  tot  mem.,  30  voL 

FOREST  LAKE,  p.  640.  F.  dept. — 1  atr.,  2 
hoae  carta,  1,000  ft  hoae;  f.  al.,  telp.  ft  bell;  25 
vol. 

FORT  SNELLINQ,  p.  700;  f.  area,  160  a.; 
bldga.,  bk.  ft  wd.,  2  ator.;  wd.  rfs.  perm.;  fwka. 
ord.  F.  dept — 1  gaa  eng.,  2  c  ex.,  1  h.  ft  L 
trk..  5  hose  car.,  10  ex.  laddera:  hoae,  cot,  gd., 
1,885  ft.;  f.  al.,  telp.;  val.  equip.,  $2,000;  ezp. 
dept,   $500. 

Watar   Supply — Src,   arteaian   well,   cap.    1,000 
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nls.  min.;  ty.,  pmnp  to  itdp.  k  dir.;  stdp.  cap., 
800,000  gals.;  pump,  eng.,  cap.  day  2,160,000 
galB.;  maina,  c.  i.,  8%  m.,  2  to  8  in.  dia.;  44 
nyd.;  26  y.:  06  aerr.;  pres.,  doxxu  46  lbs.,  f.  160 
lbs.;  coat,   $80,000;   coat  mtce.,  $4,600. 

fOSSTON,  p.  1,075;  f.  area,  160  a.;  bldgs., 
wd.,  2  stor;  wa.  rfs.  perm.;  no  fwks.  k  oombt.  ord. 
P.  dept. — 2  c.  hand  ex.,  1  b.  &  1.  trk.,  2  hose 
car.;  nose,  cot.,  mb.  lined,  gd..  1,400  ft.;  f.  al., 
bell  ft  wh.,  8  bx.;  yal.  equip.,  $1,760;  val.  bldgs.. 
$800;    tot.    mem.,    26    voL;    undis.    rating,    third 


Watar  Supply — Src.,  wells;  sys.,  grav.,  pnmp.to 
stdp.;  stdp.  cap.,  80,000  gals.;  pump,  eng.,  cap. 
day  400,000  gals.;  mains,  c.  i.,  H  m.,  4  to  6  in. 
dia.;  14  hyd.;  60  aerr.;  pres.,  dom.  60  lbs.;  cost, 
$16,000;  cost  mtce.,  $1,200;  wks.  owned  by 
town. 

FOUNTAIN,  p.  821.  F.  dcpt.~BeU  Ac  wh.  aL; 
28  vol. 

rOXHOME,  p.  206;  f.  area,  80  a.  F.  dept.—! 
h.  ft  L  wag.,  1  c  eng.;  hoae,  1,000  ft.;  vaL  equip., 
$800;  val.  bldga.,  $800;  czp.  depL,  $20;  tot. 
mem.,  26  vol. 

Water  Supply — ^Not  reported. 

FRANKLIN,  p.  480.  F.  dept.^760  ft.  hose; 
f.  al.,  bell;  18  yoL 

f  RAZEE,  p.  1,646:  mere  bldga.,  wd.  F.  dept 
— 1  gas.  enff.,  2  oomb.  c  ft  h.  wag.,  1  hand  eng., 
1  h.  ft  1.  tra.,  2  hose  oar.;  hose,  oot.,  nib.  lined. 
gd.,  Ir600  ft.;  rub.,  gd.,  200  ft;  tot  hose,  1.700 
ft;  f.  al.,  bell;  val.  equip.,  $4^600;  tsL  bldgs., 
$1,000;  exp.  dept.,  $200;  tot  mem.,  .60  vol. 

No  Water  Worka. 

FREEPORT,  p.  450;  f.  area,  200  a.     F.  dept — 

1  h.  ft'l.  trk.,  2  str.,  1  c.  eng.,  1  comb.  c.  ft  h. 
waff.;  hose,  cot,  rub.  lined,  gd.,  500  ft;  f.  al., 
bell;  val.  equip.,  $400;  vaL  bldga.,  $600;  exp. 
dept,  $20;  tot  menu,  17  vol. 

FULDA,  p.  748;  f.  area,  6  a.;  mere,  bldgs.,  bk. 
ft  wd,,  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rf«. 
perm,  in  f.  area;  no  fwks.  ft  oombt  ord.;  causes 
of  f.  inv.  F.  dept — 1  str.,  1  h.  ft  1.  trk.;  2  hose 
wag.;  hoae,  cot,  rub.  lined,  gd.,  1,000  ft.;  inf., 
600  ft:  tot  hose,  1.600  ft.;  f.  al.,  bell;  val. 
equip.,  $2,000;  vaL  bldgs.,  $5,000;  tot  mem.  20, 
pd.  $1.00  per  hour. 

QAiRY,  p.  261.  F.  dept — ^1  str.,  1  hose  cart, 
hooks  ft  ladders,  750  ft  cot.,  rub.  lined  hose;  f. 
aL,  bell;  val.  equip.,  $1,500;  val.  bldgs.;  $700; 
exp.  dept,  $100;  tot  mem.,  12  vol. 

GAYLORD,  p.  610;  f.  area,  21  blocks;  mere. 
bldga.,  bk.   ft  wd.,  1  to  6  ator.;  priv.,  wd.,   1  ft 

2  ator.;  wd.  rfa.  not  perm,  in  f.  area;  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  str.,  1  h.  ft  1.  trk.; 
hose,  cot,  rub.  lined,  gd.,  1^600  ft;  f.  al.,  bell; 
val.  equip.,  $3,000;  val.  bldgs.,  $10,000;  exp.  dept, 
$60;  tot  mem.,  84  voL 

Watar  Supply — Src.,  wells,  datems,  cap.  1,400 
bbls. 

OHENT,  p.  210;  f.  area,  40  a.  F.  dept — 1  str., 
b.  ft  1.,  hose  carts:  val.  equip.,  $1,600;  val.  bldga., 
$200;  exp.  dept,  $20;  tot  mem.,  28  vol. 

Water  Supply — Src,  2  wella;  cost,  $800. 

GIBBON,  p.  688;  f.  area,  80  a.;  mere,  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv..  wd.,  2  stor.;  wd. 
rfto.  not  perm,  in  f.  area;  fwka.  ft  oombt  ord.; 
eauaes  of  f.  inv.  F.  dept — 1  hand  eng.,  1  c 
eng.,  6  c  hand  ex.,  1  h.  ft  1.  trk.,  8  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  1,600  ft;  inf.,  1,000 
ft.;  tot  hose,  2,600  ft;  f.  al.,  bell;  val.  equip., 
$16,000;  val.  bldga.,  $6,600;  exp.  dept.,  $160; 
tot  mem.,  20  vol. 

Watar  Supply — Src,  well  ft  8  datems,  cap. 
2,100  bbla.,  in  bua.  cent;  lya.,  pump  dir.  to  mains; 
res.  cap.,  88,000  gals.;  1  pump,  eng.,  cap.  144,000 
gals,  dav;  mains,  c  i.,  8,600  ft.,  4  to  8  in.  dU.; 
10  hyd.;  4  v.;  pree.,  f.;  45  Iba.;  cost  $9,000;  cost 
mtce,  $250;  wfcs.  owned  by  ci^. 

QLENCOE,  p.  1,788:  f.  area,  820  a.;  mere 
bldga.,  bk.  ft  wd.,  1  ft  2  ator.;  oriv..  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft  combt.  ord., 
cauaca  of  f.  inv.  F.  dept — 1  h.  ft  L  trk.,  1  c 
sng..  1  hose  wag.,  2  hoae  car.;  hoae,  rub.,  gd., 
2^00  ft;  f.  aL,  beU,  wh.  ft  elec,  7  bx.;  vaL 
equip.,  $6,600;  vaL  bldgs.,  $11,600;  exp.  dept, 
$600;  tot  mem.,  60  voL 

Water  Supply — Src,  well,  6  blocka  bos.  cent.; 
aya.,  grav.,  pump  to  rea.  ft  dir.;  rca.  cap.,  100,000 


fila.;  pump,  eng.,  cap.  day  1,200,000  gala.;  naiH, 
H  m.,  4  to  12  in.  dia.;  80  hyd.;  met,  126;  60 
serv.;  pres.,  dom.  66  lbs.,  f.  126  lbs.;  cens.  diy, 
100,000  gala.;  cost,  $40,000;  cost  mtec,  $1,246; 
wks.  owned  by  town. 

GLEN  WOOD,  p.  2,161;  L  ar«a,  1  aq.  m.;  mere, 
bldga.,  bk.  ft  wa.,   1  to  8  stor.;  priv.,  stn.  ft  wd., 

1  to  8  stor.;  wd.  rfs.  perm,  in  f.  area;  fvfcs.  ft 
combt  ord.;  causes  f.  inv.  F.  dept —  1  c  eng.,  2 
c  hand  ex.;  1  h.  ft  L  trk.,  2  hose  reels,  2  bra.;  boM, 
cot,  rub.  lined,  gd.,  1,600  ft;  t  al.,  bdl  ft  elee., 
8  bx.;  vaL  equip.,  $2,900;  val  bldgs.,  $11,000; 
exp.  dept.,  $200;  tot  mem.,  25  voL 

Water  Supply--Src,  apr..  1  m.  bua.  cent;  vs., 

riv.;  rea.  cap.,  160,000  gala.;  maina,  c  L;  plpi^ 
m.,  6  to  8  in.  dia.;  40  hyd.;  206  aerv.;  pres., 
dom.  70  lbs.;  cost,  $81,000;  coat  mtce.,  $1,400; 
wka.  owned  by  dty. 

GOODHUE,  p.  408.  F.  dept— -2  c  eng.,  1,600 
ft  hose;  f.  al.,  bell;  24  voL 

GOOD  THUNDER,  p.  419.  P.  dept.— 1  h.  ft  L 
trk.,  1,000  ft  hoae;  26  voL 

GRACEVILLE,  p.  087;  f.  area,  ISO  a.;  mac. 
bldga.,  bk.  ft  wd..  2  ator.;  priv.,  wd.,  2  ator.;  wl 
rfa.  perm.;  no  fwfca.  ft  combt  ord.  F.  dept — 2  e. 
hand  ex.,  2  hose  carta.  1  h.  ft  L  wag.;  hose,  nbi, 
gd.,  1,400  ft;  f.  aL,  bell  ft  wh.;  exp.  dept,  $70; 
tot.  mem.,  10  vol.;  undra.  rating,  third  cfaaa. 

Water  Supply — Src,  well,  in  bua.  cent;  «a^ 
pump  to  atdp.;  atdp.  cap.,  60,000  gaU.;  mat,  «i 
ft  iron;  2  pump,  eng.,  cap.  day  140,000  gak.; 
maina,  c  L,  8  m..  4  to  8  in.  dia.;  80  hyd.;  met, 
160;  150  aerv.;  pipe,  galv.  L;  prea.,  dom.  45  lbs.. 
f.  80  Iba.;  cost  $16,000;  cost  mtce,  $2,600; 
wka.  owned  by  village. 

GRAND    MEADOW,    p.    662;    t   area,    820  a.; 

mere  bldga..  bk.,  atn.  ft  wd.,  1  ft  2  stor.;  priv., 
bk.,  atn.  ft  wd.,  1  ft  2  ator.;  wd.  rfa.  not  penn.  ia 
f.  area;  fwka.  ft  combt  ord.;  cauaea  of  f.  inv.  P. 
dept. — 1  h.  ft  1.  trk.,  2  hose  car.,  2  aer.  txk.;  boM^ 
cot.  rub.  Imed,  gd.,  1,600  ft.;  f.  aL,  bell;  vaL 
equip.,  $1,000;  vaL  bldga.,  $600;  toC  mem..  If 
voL 

GRAND  RAPIDS,  p.  2.280;  f.  area,  8  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  8  ator.;  priv.,  bk.  ft  vd^ 

2  stor.;  wd.  rfa.  not  perm.;  no  fwks.  ft  oombt  otd,; 
cauaea  of  f.  inv.  F.  dept — 1  c  en^.,  1  h.  ft  L 
trk.,  2  hose  car.;  hoae,  oot,  rub.  linedi,  gd^  2,600 
ft;  rub.,  gd.,  800  ft;  inf.,  800  ft:  tot  hose. 
8,100  ft.;  f.  al.,  telp.;  val.  equip.,  $6,000;  vsL 
bldn.,  $4,000;  tot  mem.,  42  voL 

Water  Supply — Src,  ipr.  ft  lake,  1-8  m.  bat. 
cent.;  aya.,  pump  to  atdp.  ft  maina;  atdp.  ctp., 
100,000  gals.;  mat,  atL;  rea.  cap..  100,000  gak.; 
2  pump,  eng.,  cap.  day  600,000  gala.;  mafaia,  c  U 
4  m.,  6  to  8  in.  dia.;  26  hyd.;  216  aerv.;  pip^ 
nlv.  L;  prea.,  dom.  46  Iba.,  f.  100  Iba.;  eos^ 
$66,000;  cost  mtce,  $10,000;  wkau  owned  bf 
dty. 

GRANITE  FALLS,   p.    1,464;    L   area,    160  a.; 

mere  bldgs.,  stn.,  bk.  ft  wd.,  1  ft  S  stor.;  priv., 
wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm.;  fvHo.  ft 
combt  ord.;  cauaea  of  f.  inv.  F.  dept — 1  hand 
eng.,  2  c  hand  ex.,  1  h.  ft  L  trk.,  2  hoae  ctr.; 
hoee,  cot.,  rub.  lined,  gd.,  750  ft.;  mb.,  gd.,  400 
ft;  tot  hose,  1,160  ft:  f.  aL,  bell  ft  wh.;  vbL 
equip.,  $4,600;  val.  bldga.,  $2,000;  cap.  dept, 
$800;  tot  mem.,  26  voL 

Water  Supply — Src,  riv.,  in  bua.  ecnt;  ty^ 
grav.  ft  pump  dir.;  rea.  cap..  60,000  gida.;  1 
pump,  eng.,  class  teip.,  cap.  hour  20,000  gale.; 
maina,  c  L,  8  m.,  6  to  10  in.  dia.;  21  hyd.;  II 
v.;  met,  08;  prea.,  dom.  86  lbs.,  f.  86  Iba.;  eona 
day,  60,000  i^.;  cost,  $68,000;  wks.  owned  by 
dty. 

GREENBUSH.  p.  8^0;  f.  area,  23  a.  F.  dept— 
hose  carta,  2,000  ft  hose;  vaL  equip.«  $8,000; 
val.  bldgs..  $400;  tot  mem.,  18  vol. 

Water  9upply~-Src.,  well;  qra.,  pomp  to  atdp.: 
1  pump;  7  hyd.;  2  v.;  mains,  2,000  ft;  coat, 
$7,500;   wks.  owned  by  village 

GREEN  ISLE.  p.  266;  f.  area,  SO  a.;  vaL  mip^ 

$1,700;  vaL  bldga.,  $6,000;  tot  mem.,  tO  vat 

Water  Supply---Src,  datema;  aya.,  pomp.;  wka. 
owned  by  dty. 

GREY  EAGLE,  p.  878.  F.  dspL— 1  hairf  cag^ 
400  ft  hoae;  t  aL,  beU;  80  voL 

GROVE  CITY,  p.  861;  f.  area.  18  a.  F.  d^t.— 
1  h.  ft  L,  1  hoae  cart;  vaL  aquipi,  $1,000:  «aL 
bldga.,  $6,000;  exp.  d?pt,  $100;  tot  meoi.,  28  loL 
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Wctor  >8upply^-^c.,  deep  well,  In  bus.  cent.; 
•;«.,  pump  to  fltdp.;  «tdp.  cap.,  82,000  gpala.;  pump, 
cap.  day  «2,000  g>als.;  11  hyd.;  6  v.;  40  met.:  40 
•err.;  maim,  1  m.;  prea.,  dom.  75  lbe.»  f.  80  lbs.; 
cons,  day,  10,000  eala.;  coat,  $10,000;  coat  mtce., 
1600;  wka.  owned  by  city. 

HALLOCK,  p.  910;  1  area,  40  a.;  mere,  bldga., 
bk.  k  wd.,  1  to  8  ator.;  priv.,  wd.,  1%  ator.; 
wd.  rfa.  perm,  in  f.  area.  F.  dept. — 1  atr.,  1  c 
•Dg.,  1  h.  ft  1.  tpk.,  2  hose  reels;  hose,  cot.,  rub. 
lined,  gd.,  1,600  ft.;  rub.,  gd.,  160  ft;  inf.,  500  ft.; 
tot  hose,  2,150  ft;  f.  al.,  bell;  val.  equip.,  $8,000; 
val.  bldgs.,  $1,500;  tot  mem.,  82  vol. 

Waiter  Supply — Src,  riv.,  %  m.  bus.  cent.;  sys., 
pump  to  rea.;  res.  cap.,  66,000  gala.;  pump.  eng.. 
cap.  day  432,000  gals.;  mains,  iron,  2  m.,  4  to  8 
in.  dia.;  19  hyd.;  10  v.;  8  met;  pres,,  dom.  60 
lbs.,  f.  100  lbs.;  cons.  day.  75,000  gals.;  coat,  $16,- 
000;  cost  mtce.,  $800;  wka.  owned  by  city. 

•HALSTEAID,  p.  494;  f.  area,  100  a.  P.  dept.— 
2  c.  hand  ex..  1  h.  &  1.  trk.,  2  hose  carta;  hose,  cot., 
rab.  lined,  gd..  1,200  ft;  f.  al..  bell;  val.  equip.. 
$1,600;  val.  bldga..  $1,000;  exp.  dept,  $75;  tot 
mem..   25   vol.  ,,  ,      ^   . 

Watar  Supply — Src.,  flowing  well;  ays.,  elevated 
tk.;  10  hyd.;  8  v.;  maina,  6,000  ft;  prea.,  f.  46 
Iba.;  coat,  $8,000;  coat  mtce.,  $250;  wka.  owned 
by  city* 

HAMMOND,  p.  241.  F.  dept.— 1  atr.,  1,000  ft 
hoee;  20  voL 

HANCOCK,  p.  524.  P.  dept— 1  b.  &  L  trk., 
1,200  ft.  hose;  f.  al.,  bell;  26  voL 

•HANLEY  FALLS,  p.  276.  F.  dept— 1  atr..  900 
ft  hoae;  f.  al.,  bell;  20  voL 

HARDWICK,  p.  292.  P.  dept— 1  atr.,  1  h.  * 
L  trk.,  600  ft.  hoae;  f.  al.,  bell;  84  voL 

HARMONY,  p.  666.  F.  dept— 1  b.  k  1.  trk., 
1,000  ft  hoae;  f.  aL,  bell  ft  wh.;  86  vol. 

HARTLAND,  p.  227;  f.  area,  90  a.  F.  dept.— 
8  hose  carte,  h.  ft  L;  hoae,  cot,  rub.  lined,  gd., 
860  ft;  f.  aL,  bcU;  val.  equip.,  $1,000;  val.  bldga., 
$4,600;  exp.  dept,  $76;  tot  mem..  26  vol. 

Watar  Supply— Src,  well,  1  m.  bua.  cent;  aya., 
pump  to  atdp.;  1  pump,  eng.;  maina,  8,000  ft;  8 
hyd.;  4  v.;  coat,  $6,000;  coat  mtce.,  $800;  wka. 
owned  by  city. 

HASTINGS,  p.  8.988;  f.  area.  «00  a.;  mete 
bldgs.,  bk.,  2  ft  8  ator.;  prlv.,  bk.  ft  wd.,  2  ator., 
wd.  m,  not  perm,  in  f.  area;  fwka.  ft  combt  ord.; 
eaoaes  of  f.  Inv.  P.  dept. — 2  atr.,  4  c.  hand  ex., 
8  h.  ft  L  trk.,  1  hoae  wag.,  4  hoae  car..  1  comb, 
c.  ft  h.  wag.,  2  bra.;  hoae,  cot,  gd.,  8»000  ft.; 
f.  al..  bell;  val.  equip.,  $8,600;  vaL  bldga^ 
$2,600;  exp.  dept,  $100;  tot  mem.  21,  pd.  part 

time. 

Water  Supply — Src,  well,  in  bua.  cent;  jva., 
pump  to  atdp.;  atdp.  cap.,  164,000  gals.;  dim., 
20  X  70;  mat  iron.;  1  pump,  eng.;  cap.  day. 
550.000  gals.;  maina,  c.  1.;  4  m.;  6  to  12  in.  dia.; 
.&3  hyd.;  2«  v.;  171  serv.;  pipe,  galv.  i.;  prea. 
dom.  ft  f.  85  to  75  lbs.;  cons,  day  80,000  gala.; 
wka.   owned  by   dty. 

iHAYFIELD,  p.  686.  P.  dept — 650  ft  hoae; 
20  vol. 

HECTOR,  p.  866.  P.  dept — 1,800  ft.  hoae; 
t,  aL.  ben  ft  telp.;  24  voL 

HENDERSON,  p.  768;  1.  area,  800  a.;  mere, 
bldga.,  bk.,  8  ator.;  priv.,  ^ft  \«*or-;  wd.  rfa. 
perm.;  fwka.  ord.  P.  dept— 1  h.  ft  1-  trk.,  2  hose 
Stf.;  hoae,  rub.,  gd.,  1,000  ft.;  f.  «1»  ^«";  !»?• 
equip.,  $2,600;  val.  bldgs.,  $1,500;  exp.  dept,  $75; 
tot    mem.,   88   vol.  , 

WaUr  Supply— Src  rea.,  aip.  600,000  gala..  1 
pump,  daaa  dup.,  cap.  400  gala.;  maina,  4  to  B  in. 
dia-;    16  hyd. 

HCMDRIOKS.  p.  4.50;  f.  area.  10  a.  P.  dept— 
2  hoae  carta.  2  c  eng.,  1,000  ft.  hoae;  val.  equip., 
$18,000;   voL 

Watar  8upply^-«rc.,  well;  t^s.,  dv.  pres.;  18 
hyd.;  maina,  2,280  ft;  prea.,  dom.,  60  lbs.;  wks. 
owned   by  city. 

HENDRUM,  p.  866.  P.  dept— 1  atr.,  1,000  It 
lioae:    16  VOL 

HERMAN,  p.  604;  f.  arwi,  60  a.;  5«c.J>ldg8., 
bk.  ft  wd.,  1  to  8  ator.;  priv.,  wd.,  1%  ator.;  wd. 
it^  perm,  in  f.  area;^fwka.  ft  combt  ord.;  ot^tB 
of  f.  inv.  P.  dept— 7  c  band  ex.,  1  *»•  *  jb^*!;- 
tiimm  car.;  hoae,  cot,  rob.  lined,  gd.,  1,800  ft; 


f.  al..  bell;  val.  equip..  $8,000;  vaL  bldga.,  $600; 
exp.  dept.  $100;  tot  mem.  20.  pd.  part  time. 

Water  Supply — Src.,  2  wella.  8  blocka  bua.  cent; 
aya.,  pump  to  atdp.;  atdp.  cap.,  64,000  nla.;  dim., 
20  X  22;  mat,  wd.;  pump,  eng.,  cap.  day  80,000 
gala.;  maina,  c.  L,  H  m.,  6  to  8  in.  dia.;  6  hyd.; 
8  v.;  prea.,  dom.  60  Iba.,  f.  60  Iba.;  cona.  day, 
10,000  gala.;  coat.  $8,600;  coat  mtce.,  $700;  wka. 
owned  by  city. 

HERON  LAKE.  p.  808;  f.  area.  820  a.;  mere, 
bldga..  bk..  2  ator.;  priv..  wd.,  1%  to  2  ator.;  wd. 
rfa.  perm.;  no  fwka.  ft  combt  ord.  P.  dept — 1 
atr.,  6  c  hand  ex..  1  h.  ft  L  trk..  8  hoae  car.; 
hoae.  cot.  rub.  lined,  gd..  1,600  ft;  inf..  400  ft; 
tot  hose.  1,900  ft.;  f.  al..  bell;  vaL  equip.,  $2,000; 
vaL  bldga..  $700;  exp.  dept,  $200;  tot  mem..  40 
vol.;  undra.  rating,  fourth  daaa. 

Water  Supply — Src.  wella,  in  bua.  cent;  aya., 
pump  to  rea.;  rea.  cap..  26,000  gala.;  pump,  eng., 
cap.  day  26,000  gala.;  coat,  $8,000;  coat  mtce.. 
$500;  wka.  owned  by  town. 

HtBDINQ.  p.  8.882;  f.  area.  .1%  m.;  mere, 
bldgs..  bk..  cone,  ft  wd..  1  to  8  ator.;  priv..  bk., 
cone,  ft  wd..  1  to  8  stor.;  wd.  rfs.  perm.;  fwka.  ft 
combt  ord.;  cauaes  of  f.  inv.  P.  dept — 1  auto, 
comb.  h.  ft  c.  wag.,  1  comb.  h.  ft  c.  wag.,  1  h.  ft 
1.  trk.,  1  hose  wag.,  1  hand  c.  eng.,  8  c.  band  ex., 

1  hand  hose  reel,  7  bra.;  hose,  cot,  rub.  lined,  4,000 
ft;  fair,  1,750  ft;  tot  hose.  5,750  ft;  f.  al., 
Oamewell,  55  bx.;  val.  equip..  $28,500;  vaL  bldgs., 
$68,000;  exp.  dept,  $38,000;  tot  mem.,  26,  pd. 
full  time. 

Water  Supply — Src,  2  underground  rea.,  comb, 
cap.  8,480,000  gals.;  7  m.  maina.  4  to  10  in. 
dia.;   77  hyd.;    8   atdp.,  comb.  cap.  100,000  gala. 

naJL  CI-TY,  p.  1,000;  f.  area,  1  m.     F,  dept — 

2  c.  eng.,  2  hose  carts,  5  ladders,  5  nozzles,  1,000 
ft.  hoae;  val.  equip..  $1,000;  tot  mem.,  86  voL 

Water  Supply— ^rc,  well;  aya.,  dir.  prea.;  1 
pump,  eng.;  9  hyd.;  mains,  4,000  ft;  prea.,  dom. 
ft  f..   65  lbs.;   cost,  $15,000;   wks.  owned  by  city. 

HINCKLEY,  p.  678;  f.  area,  200  a.;  mere, 
bldga.,  bk.  ft  wd..  1  ft  2  ator.;  priv.,  bk.  ft  wd.. 
1%  ft  2  ator.;  wd.  rfa.  perm,  in  f.  area;  cauaea  ol 
f.  inv.  F.  dept. — 1  str..  1  gas  eng.,  8  c  hand  ex.. 
2  hose  car.;  nose,  cot,  rub.  lined,  gd..  1,200  ft; 
inf.,  900  ft.;  tot  hoae.  2.100  ft;  f.  al..  bell;  vaL 
equip.,  $3,000;  vaL  bldgs.,  $8,500;  exp.  dept, 
$276;  tot   mem.,   10  vol. 

Water  Supply — Src.  wella  ft  datema;  1  pomp, 
14  hp.;  hyd.  ft  maina. 

HOFlFMiAN,  p.  891.  P.  dept. — 1  atr..  2  hoae 
reels.  1.100  ft  hose;  f.  al..  bell;  val.  equip..  $2,000; 
vaL  bldga.,  $900;   25  voL 

HOKAH,  p.  400;  f.  area.  200  a.;  mere,  bldga., 
bk.  ft  wd..  1  ft  2  ator.;  priv.,  wd.,  1  ft  8  ator.; 
wd.  rfa.  perm.  F.  dept — 8  hand  eng.,  100  paila; 
hoae,  cot,  gd..  1,000  ft.;  val.  equip..  $800;  vaL 
bldga.,  $8,000;  undra.  rating,  third  daaa. 

Water  Supply — Src.  wella. 

HOPKINS,  p.  2,600;  mere  bldga..  bk.  ft  wd.  F. 
dept. — 2  c  eng.,  1  h.  ft  L  trk.,  8  hoae  oar.;  hoae, 
1.600  ft;  f.  al.  bell;  tot  mem.,  80  voL 

Watar  Supply-^rc.  well.  ^  m.  bus.  cent;  aya., 
pump  to  stdp.;  etdp.  cap.,  80,000  gala.;  res.  cap., 
6«,000  gate.;  maim,  2^  m.,  4  to  8  in.  dia.:  80 
hyd.;  14  v.;  205  met;  prea.,  dom.  ft  f.,  60  Iba.; 
eons,  day,  18,000  gals.;  cost,  $15,000;  cost  mtce., 
$160;  wks.  owned  by  city. 

HOUSTON,  p.  700.  F.  dept. — 1  h.  ft  L  trk., 
1,000  ft.  hoae;  26  voL 

HOWARD  LAKE,  p.  626;  t  area,  100  a.;  mere, 
bldga.,  wd.,  2  ator.;  priv.,  wd.,  1%  ator.;  wd.  rfa. 
perm,  in  f.  area.  F.  dept — 1  h.  ft  L  trk..  2  hoae 
car.;  hoae,  cot,  rub.  lined,  gd.,  1,000  ft;  inf., 
800  ft:  tot  hoae,  1,800  ft;  f.  aL,  wh.;  vaL 
equip.,  $6,000;  exp.  dept,  $104;  tot  mem.,  86 
vol. 

Watar  Supply — Src,  lake;  aya.,  grav..  pump  to 
atdp.;  atdp.  cap..  1,800  bbla.;  12  hyd.;  60  aerv.; 
prea..  dom.  60  Iba..  f.  66  to  70  Iba.;  cona.  day, 
1,600  gala.;  coat.  $11,000;  wka.  owned  by  town. 

HUTCHINSON,  p.  2.868;  f.  area,  820  a.;  mcrc^ 
bldga..  bk..  1  to  8  ator.;  priv.,  bk.  ft  wd.,  1  ft  8 
ator.;  wd.  rfa.  perm,  in  f.  area;  cauaea  of  f.  inv.  F. 
dept — 1  h.  ft  L  trk.,  1  c  eng.  2  hoae  wag..  8 
aleigha,  hoae.  cot,  rub.  lined,  gd..  1.200  ft;  rub., 
gd..  800  ft:.:  inf.,  500  ft.;  tot.  hoae.  2,500  ft;  t 
al..   bell;    wh.    ft   telp.;    vaL    equip.,    $8,^400;    vaL 
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bldfiTSM  $800;  exp.  dept.,  $200;  tot.  mem.  48,  pd. 
part   time   1,  vol.   47. 

Watar  Supply — Src.,  well;  lyB.,  pump  to  stdp.; 
■tdp.  cap.,  100,000  gala.;  pump,  eng.,  cap.  day 
1,252,000  gala.;  maina,  4  m.,  4  to  10  in.  dia.;  84 
fayd.;  met.,  4;  70  aerv.;  prea.,  dom.  68  Iba.,  f. 
126  Iba.;  coat,  #22,900;  coat  mtce.,  $1,000;  wka. 
owned  by  city. 

INTERNATIONAL  FALLS,  p.  1.487.     P.  dept.— 

1  atr.,  2,000  ft.  hoae;  20  voL 

ION  A,  p.  400;  f.  area.  80  a.;  mere,  bldfifs., 
bk.  k  wd.,  1  Je  2  stor.;  priv.,  bk.,  atn.  k  wd.,  1  k 

2  ator.;  wd.  rfa.  perm,  in  f.  area;  fwka.  k  combt. 
ord.;  cauaea  of  f.  inv.  F.  dept. — 1  atr.,  2  h.  ft  1. 
trk.,  2  hoae  wag.;  hoae,  coL,  rub.  lined,  gd.,  1,000 
ft.;  f.  al.,  belf;  val.  equip.,  $1,000;  vaL  bldga., 
$8,000;  exp.  dept.,  $25;  tot.  mem.,  15  vol. 

Water  Supply — Src,  deep  well,  in  bua.  cent.; 
ays.,  pump  to  atdp.;  mat.,  wd.  k  iron;  1  pump, 
eng.,  cap.  day  23,040  gala.;  4  hyd.;  2  v.;  prea., 
dom.  38  Iba.,  f.  38  Iba.;  cons,  day,  5.760  gala.; 
coat,  $6,000;  wka.  owned  by  city. 

ISANTI,  p.  316.  F.  dept.— 1  atr..  1.100  ft. 
hoae;  f.  al..  bell;  26  vol. 

IVANHOE,  p.  484.  F.  dept. — 2  hoae  wag.,  900 
ft.  hoae;  f.  al..  bell;  SO  toI. 

JADKSON.  p.  1,907;  f.  area,  100  a.;  mere, 
bldga.,  bk.  k  wd.,  1  to  8  ator.;  priv.,  wd.,  2  ator.; 
wd.  rfs.  not  perm,  in  f.  area;  cauaea  of  f.  inv. 
F.  dept. — 1  h.  k  I.  trk.,  3  hoae  car.,  6  c  ex.; 
hoae,  cot.,  rub.  lined,  gd.,  2,000  ft.;  f.  al..  bell 
k  wh.;  vaL  equip.,  $1,700;  val.  bldga.,  $1,500;  exp. 
dept.,  $400;  tot.  mem..   52  vol. 

Water  Supply — Src.  well  k  riv.,  1,000  fL  bua. 
cent.;  sya.,  pump  to  atdp.;  atdp.  cap.,  100,000 
gale.;    mat.,    stL;    pump,    eng.,    cap*   day    250,000 

Eals.;  maina,  c.  1...  1^  m.,  4  to  8  in.  dia.;  31 
yd.;  15  v.;  met.,  5;  125  aerv.;  pipe,  iron;  prea.. 
dom.  75  Iba.,  f.  75  Iba.;  cona.  day,  1,200  bbla.; 
cost.  $27,000;  coat  mtce..  $500;  wka.  owned  by 
city. 

JANESVILLE,  p.  1.178;  f.  area,  80  a.;  mere, 
bldga.,  bk.,  1  k  2  ator.:  priv.,  wd.,  2  stor.;  wd.  rfa. 
not  perm,  in  f.  area;  fwlca.  k  combt.  ord.;  cauaea 
of  f.  inv.  F.  dept. — 86  c.  hand  ex.,  1  h.  A;  1.  trk., 
8  hoae  car.;  hoae,  cot,  rub.  lined,  gd..  800  ft.; 
rub.,  gd.,  200  ft.;  tot.  hoae,  1,000  fL;  f.  al.,  wh.; 
val.  equip.,  $2,000;  vaL  bldga.,  $100;  ezp.  dept., 
$125;  tot.  mem.,  40  voL 

Water  Supply — Src,  wella;  lya.,  pump  to  atdp.; 
atdp.  cap.,  65,000  gala.;  maina,  %  m.,  4  in.  dia.; 
6  fyd.;  4  v.;  prea.,  dom.  45  Iba.,  f.  50  Iba.;  coat, 
$2j[00;  wka.  owned  by  village. 

JASPER,  p.  704;  f.  area,  80  a.  F.  dept. — t 
hoae  carta;  hoae,  1,600  ft.;  val.  equip.,  $1,000; 
val.  bldga.,  $200;  exp.  dept.,  $100;  tot  mem., 
21  voL 

Water  Supply — Src.,  apr.;  aya.,  tk.  on  elevation; 
4  pumpa,  cap.  250  gala,  min.;  16  hvd.;  82  v.; 
maina,  4  m.;  prea.,  dom.  150  Iba.,  x.  180  Iba.; 
coat,  $4,000;  wka.  owned  by  dfy. 

JORDAN,  Scott  Co.,  p.  1,151;  mere,  bldga.,  bk., 
8  Btor.;  priv.,  wd.,  8  ator.;  wd.  rfa.  not  perm.; 
fwka.  k  oombt.  ord.;  cauaea  of  f.  inv.  F.  depL — 
1  atr.,  1  h.  ft  1.  trk.,  2  hoae  car.;  hoae,  cot.,  rub. 
lined,  gd.,  1,000  fL;  f.  aL,  bell  ft  wh.;  val,  equip., 
$5,500;  val.  bldga.,  $8,000;  ezp.  dept,  $180;  toL 
mem.,  40  vol. 

Water  Supply — Src,  creek,  cistema,  pond  ft  well, 
1,000  fL  bus.  cenL;  aya.,  pump  to  res.;  rea.  cap., 
76,000  gals.;  2  pump,  eng.,  cap.  day  252,000  eala.; 
maina,  c.  i.,  1%  ni.,  6  to  8  in.  dia.;  15  hyd.; 
pres.,  dom.  ft  f..  66  Iba.;  coat,  $10,000;  wka. 
owned   by   city. 

KASSON,  p.  982;  L  area,  6  a.;  mere.  bldgL. 
bk.,  2  ator.;  priv.,  wd.,  2  ator.:  wd.  rfa.  not  perm, 
in  f.  area;  fwka.  ft  combt.  ord.;  cauaea  of  L  inv. 
F.  dept — 1  h.  ft  1.  trk.,  8  c.  hand  ex.,  8  hoaa 
car.;  hoae,  cot.,  rub.  lined,  gd.,  1,600  ft;  f.  aL, 
bell  ft  wh.;  vaL  equip.,  $2,000;  val.  bldga.,  $S,500; 
ezp.  dept.,  $100;  tot  mem.,  28  voL 

Water  Supply — ^Src,  well;  aya.,  pump  to  atdp.; 
atdp.  cap.,  2,500  bbla.;  2  pump,  eng.,  claaa  comp. 
dup.,  cap.  day  172,800  gala.;  maina,  c  L,  2^  m., 
6  to  10  in.  dia.;  29  hyd.;  40  aerv.;  pipe,  gflr, 
L;  prea.,  dom.  60  Iba.,  L  60  to  80  Iba.;  C08t» 
$8,000;  wka.  owned  by  city. 

KELLOGG,  p.  400;  f.  area,  240  a.  F.  dept — 
1  gaa  eng.  ft  pump;  f.  al.,  bell;  val.  equip.,  $2^000; 
vaL   bldgs.,   $300;   exp.    dept,$75;   voL 


Water  Supply — Src,  datem;  1  m.  but.  cent: 
ays.  dir.,  prea.;  1  pump,  eng.,  coat  $2,000;  cost 
mtce.,  $75;  wka.  owned  by  aty. 

KENNEDY,  p.  232;  f.  area,  40  a.  F.  dept— 
I  gaaoline  eng.,  1  c  eng.,  1  h.  ft  L;  boie,  1,000 
ft.;  val.  equip.,  $8,000;  vaL  bldga.,  $800;  exp. 
dept.,  $100;  tot  mem.  24,  pd.  part  time  1,  voL  S3. 

Water  Supply — Src,  arteaian  wella;  ayi-»  na. 

KENSINGTON,  p.  244.  F.  dept — ^1  atr.,  1,600 
ft  hose;  f.  al.,  bell;   10  pd.  men. 

KENYON,  p.  1,287;  f.  area,  40  a.;  mere.  bUgs.. 
bk.,  2  ator.;  priv.,  wd.,  2  stor.;  wd.  rfa.  pena.;  do 
fwka.  ft  combt.  ord.  F.  dept. — 1  h.  ft  L  trk.,  S 
hoae  car.;  hoae,  cot,  rub.  lined,  gd.,  800  ft;  hiL. 
300  ft;  tot  hoae,  1.100  ft;  f.  aL,  bell;  HL 
equip.,  $2,600;  val.  bldn.,  $5,000;  tot  aiein.,  80 
vol.;  undrs.  rating,  third  daaa. 

Water  Supply---Src,  well,  600  ft  boa.  ccaL; 
sys.,  pump  to  atdp.;  atdp.  cap.,  60,000  gala.;  res. 
cap.,  1,800  bbla.;  pump,  eng.,  cap.  day  168,000 
gala.;  maina,  c  L,  1  m.,  4  to  6  in.  dia.;  26  hyd.; 
47  aerv.;  prea.,  dom.  40  Iba.,  f.  40  Iba.;  cost, 
$4,500;  cost  mtce.,  $600;  wka.  owned  by  village. 

KERKHOVEN.  p.  432.  F.  dept — 1  etr.,  500 
ft  hoae;  f.  al.,  bell;  16  voL 

KIESTER,  p.  268.  F.  dept. — 1  h.  ft  L  tzk.,  000 
ft.  hoae;  f.  al.,  bell;  16  voL 

KILKENNY,  p.  208.  F.  dept— 1  hose  cart,  8?-^ 
ft.  hose;  vaL  equip.,  $2,000;  val.  bldgs.,  $4,000; 
20    vol. 


LAFAYETTE,  p.  250.  F.  dept — 1  gaa.  eng.,  1 
hose  cart,  1,100  ft.  hose;  vaL  equip..  fl,800;  rC 
bldc<s.,  $400;  exp.  dept,  ^35;  tot.  mem.,  19  toL 

Water  Supply— iSrc,  ci8tem& 

LAKE  BENTON,  p.  844;  mere  bldga.,  bk.,  i 
Btor.;  priv.,  wd.,  1  ft  2  ator;  wd,  rfa.  not  pern. 
F.  dept — 1  h.  ft  1.  trk.,  2  hoae  car.;  hose,  cotn 
rub.  lined,  gd.,  1,000  ft.;  inf.,  600  ft;  tot  hose, 
1,500  ft;  f.  al.,  bell;  tot  mem.,.  81  voL;  uadiB. 
rating,   third   claaa. 

Water  Supply — Src,  well,  %  m.  bua.  ocot;  bvl, 
pump  to  rea.;  rea.  cap.,  81,000  gala.;  pump,  of., 
claaa  dup.,  cap.  day  250,000  gala.;  maJna,  iroo,  1 
m.,  4  to  8  in.  dia.;  11  hyd.;  met,  45;  45  aerv.; 
pipe,  iron;  prea..  dom.  98  Iba.,  f.  186  Iba.;  cost, 
$18,000;  coat  mtce.,  $600;  wka.  owned  by  village. 

lAKE  CITY,   p.    8,148;    f.   area,    80  a.;   mere 

bldga.,  bk.,  1  to  8  ator.;  priv.,  wd.,  8  ator.;  wd. 
rfa.  not  perm,  in  f.  area;  fwka.  ord.;  cansca  of  f. 
inv.  F.  dept. — 1  h.  ft  1.  trk.,  8  hoae  car.;  hose, 
cot,  rub.  lined,  gd.,  8,000  ft;  f.  al.,  bell  ft  «)l; 
vaL  equip.,  $2,600;  val.  bldga.,  $7,600;  ezpi.  dcpL, 
$200;  tot.  mem.,  82  voL 

Water  Supply — Src,  well,  4  bloda  boa.  ecnt; 
sys.,  pump  to  rea.,  rea.  cap.,  600,000  gala.;  mat. 
cem.;  2  pump,  eng.,  cap.  day  1.250,000  gak.: 
mains,  c  i.,  25  m.,  4  to  18  in.  dia.;  65  hyd.;  S5 
v.;  met,  310;  825  aerv.;  pipe,  c  L;  prea.,  dom. 
60  to  SO  Ifoa.,  f.  ISO  Iba.;  cona:  day,  100,000  gala; 
cost  $75,000;  coat  mtce.,  $2,600;  wka.  owned  by 
city. 

LAKE  CRYSTAL,  p.  1,065;  f.  area,  160  a: 
mere  bldga.,  wd.  ft  bk.,  1  ft  8  ator.;  wd.  iCs;  not 
perm.;  fwka.  ft  combt  ord.  F.  dept — 1  h.  ft  L 
trk.,  2  hoae  car.;  hoae,  cot,  nib.  lined,  gd.,  1,800 
ft.;  inf.,  200  ft;  tot  hoaa,  8,000  ft;  f.  aL, 
elec;  val.  equip.,  $8,000;  vaL  bldga.,  $600;  op. 
dept,  $100;  tot  mem.,  86  voL 

Water  Supply — Src,  well,  in  boa.  cent;  atdp. 
cap.,  60,000  i^la.;  pump,  eng.,  cap.  day  60,000 
irals.;  maina,  c.  L,  3,700  ft,  3  to  8  in.  dia.:  t 
hyd.;  prea.,  dom.  60  Iba.,  t  800  Iba.;  ooat,  $19,- 
000;  wks.  owned  by  city. 

LAKEFIELD,  p.  924.  P.  dept.— 1  h.  ft  L  tA. 
1,000  ft  hoae;  f.  aL,  wh.;  40  voL 

LAKEVILLE,  p.  886.  F.  dept — ^1  atr..  Ik* 
L  trk.,  600  ft  hoae;  f.  aL,  ball;  80  voL 

LAMBERTON,  p.  662;  f.  area,  880  a.;  ncrc 
bldga.,  bk.  ft  wd.,  1  to  8  ator.;  priv.,  wd.,  1  ft  2 
ator.;  wd.  rfa.  perm,  in  f.  area;  fwka.  ft  eodbt 
ord.;  cauaea  of  f.  inv.  F.  dept — 1  hand  eng..  I  L 
ft  1.  trk.,  8  hoae  car.;  hoae,  cot,  rah.  Unail  gd, 
1,600  ft;  inf.,  600  ft;  tot  hoae,  8,000  ft;  L  sL. 
bell;  val.   equip.,   $1,600;  val.  bldga.,    $500; 


dept,  $100;  tot.  mem.,  86  voL 

Water   Supply — Src,   w«lL   in   bos. 
pump   dir.;    atdp.    cap.,    2,100   bMa.; 
cap.  day  8,840  bbla.;  maina,  c  L,  fi   ■.,  9  ia. 
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dia.;    12    hyd.;    prw.,    f.    76   lbs.;    coet,    |11»000; 
cost  mtce.,  fSOO;  wks.  owned  by  vilUflre. 

LANOASrreR,  p.  300;  f.  area.  40  a.  F.  dcpt. — 
2  c.  eng.,  ladders,  buckets;  val.  equip.,  $1,800,  val. 
bld«s.,  $300;  exp.  dept.,  $150;  tot.  mem.,   21   vol. 

Water  Supply^—^rc,  well. 

lANESBORO,  p.  987;  f.  area,  40  a.;  mere, 
bldga.,  bk.;  priv.,  bk.  &  wd.,  2  etor.;  wd.  rfs.  not 
perm.  F.  dept, — 1  b.  Je  1.  Irk.,  2  hose  car.;  hoae, 
cot.,  rub.  lined,  gd..  1,200  ft.;  Inf.,  800  ft.;  tot. 
hose,  1,500  ft.;  f.  al.,  bell;  val.  equip.,  $7,000; 
val.  bldga.,  $8,000;  exp.  dept.,  $160;  tot.  mem., 
32   vol. 

Water  Supply — Src,  apr.;  aye.,  pump  to  res.; 
stdp.  cap.,  80,000  gala.;  mat.,  stn.;  res.  cap.,  8,000 
bbla.,  loc.  160  ft.  above  village;  pump,  eng.,  cap. 
day  850,000  gale.;  mains,  iron,  2%  m.,  4  to  8 
in.  dia.;  IS  hyd.;  4  v.;  pres.,  dom.  06  Iba.,  f.  68 
lbs.;  coat,  $25,000;  cost  mtce.,  $100;  wks.  owned 
by  city. 

LE  ROY,  p.  702;  f.  area,  410  a.  F.  dept. — 2 
hose  CM-U;  hose,  1.300  tt.;  val.  equip.,  5fi,"00; 
\al.    bMsr^.,    ^900;   tot.    meni.,    22    vol. 

Water  Supply — Src,  tower  k  tk.,  well;  1  pump, 
mp-,  4O.000  gals..  10  hours;  17  hyd.;  .">  \.;  4t) 
scrv.;  ir.aiiis.  1  i;  m.;  pres..  dom.  30  Ih-.,  f.  4  0 
lbs.;  cost,  $8,000;  cost  mtce.,  $300;  wka.  owned 
by  city. 

LE  SUEUR,  p.  1,766;  f.  area,  20  a.;  mere, 
bldga.,  bk.  &  wd.,  1  to  8  stor.;  priv.,  bk.  &  wd., 
1  &  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
&  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  c. 
eng.,  c.  hand  ex.,  1  h.  &  1.  trk.,  2  hose  Teels, 
hose,  cot,  rub.  lined,  gd.,  1.-650  ft.;  inf.,  '350  ft.; 
tot.  hose,  2,000  ft.;  f.  al.,  bell  &;  wh.;  ^al.  eqmp., 
$1,500;  val.  bldgs,,  $4,000;  exp.  dept,  $200;  tot 
mem.,   34  vol.  ' 

Water  Supply  —  Src.  wells,  2H  blocks  bus. 
cent.;  sys.,  pump  to  stdp.  &  dir.;  stdp.  cap.,  160,- 

000  gals.;  dim.,  18  x  76,  loc.  on  hill;  mat.,  stL; 

1  pump,  eng.,  class  trip.,  cap.  day  600,000  gals.; 
mains,  c.  i.,  4  m.,  4  to  10  in.  dia.;  *0  hyd.;  11 
T.:  met,  175;  800  serv.;  pipe,  galv.  i.;  pres.,  dom. 
30  to  68  lbs.,  f.  70  lbs.;  cons,  day,  100,000  gals.; 
cost,  $82,000;  cost  mtce.,  $2,000;  wks.  owned  by 
city. 

LE  SUEUR  CENTER,  p.  741;  1.  area,  161  a. 
P.  dept. — 1  h.  k  1.  trk.,  2  boae  carts;  hose,  000 
It.;  vaL  equip.,  $800;  val.  bldgs.,  $1,000;  exp. 
dept.,  $120;  tot  mem.,  20  vol. 

Water  Supply — Src,  tk.;  1  pump,  cap.  day  20,- 
000  gala.;  7  hyd.;  mains,  8,000  ft.;  prca.,  dom. 
42    lbs.,  f.  42  lbs.;  coat,  $6,000;  wka.  owned  by 

LESTER  PRAIRIE,  p.  420.  F.  dept.— 1.000  ft. 
hoae;  f.  al.,  bell;   40  vol. 

LEWISTON,  p.  478.  F.  dept. — 1  h.  k  1.  trk.; 
f.    aO.,  bell;  26  vol. 

LiNDSTROM,  p.  622.  F.  dept — 1  b.  &  L  trk., 
l,OO0  ft  hoae;  f.  al.,  bell;  16  voL 

LISMORE,  p.  268.  F.  dept — 1  etr.,  2  hoae 
cart«,  1,100  ft  hose;  f.  al.,  bell;  88  voL 

LITCHFIELD,  p.  2,888;  f.  area.  640  a.;  mere 
bldtfs.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm.;  fwks.  ii  combt.  ord.  F.  dept. — 1  c.  eng.,  2 
boee  wag.,  2  boae  car.;  hoee,  cot,  rub.  lined,  gd., 
2.8O0  ft;  n*.,  gd.,  750  ft.;  inf.,  500  ft;  tot. 
hose,  4,060  ft;  f.  al.,  bell  k  wh.;  val.  equip., 
$10,000;  vaL  bldgs.,  $4,000;  exp.  dept.  $286; 
tot.    mem.,  60  voL;  undrs.  rating,  third  claaa. 

^fater  Supply — Src,  wells,  in  bua.  cent;  ays., 
Tmznp  to  stdp.;  atdp.  cap.,  67,000  mOa.;  dim.,  18 
X  20;  mat,  wd.;  2  pump.  eng..  claaa  dup.,  cap. 
dAT  160,000  gals.;  maina,  c  i.,  8%  m..  4  to  8 
in.  aia.;  29  hyd.;  8  v.;  met,  110;  180  aerv.;  pipe, 
ira.lv.  i.:  pres-.  dom.  48  lbs.,  f.  100  lbs.;  cons. 
Say,  60,000  gals.;  cost.  $80,000;  cost  mtce., 
9  2, 600;  wks.  owned  by  city. 

LITTLE  FALLS,  p.  6,078;  f.  area,  640  a.;  mere 
bldsS"  ^^*  1  to  8  Btor.;  priv.,  wd.,  2  atpr.;  wd. 
rf».  not  perm,  in  f.  area;  cauaea  of  f.  "»▼•  F. 
c]ei>t. — 2  c  eng.,  6  c.  hand  ex.,  1  h.  is  1.  trk.,  4 
lioee  car.;  hoae,  cot,  rub.  lined,  gd..  8,600  ft; 
nat>.,  gd..  2,600  ft.:  tot  hoae,  6,100  ft;  f.  al., 
bSu  A  wh.;  val.  bldga.,  $16,000;  tot  mem.  128, 
na.    *«11  time  2.  vol.  126. 

*^VV«ter  Supply — Src,  riv..  In  bus.  cent;  sya., 
nixmp  dir.;  2  pump,  eng.,  cap.,  day  2.260,000 
m1^;  maiiw,  c  i.,  10  m.,  6  to  8  m.  dia.;  66  hyd.; 
30  ▼-:  294  aerv.;  prea.,  dom.  60  Iba.,  f.  100  lbs.; 
owned  by  Co. 


LONG  PRAIRIE,  p.  1,260.  F.  dept— 1  h.  k  1. 
trk.,  2  hose  carts,  1  c  eng.;  f.  al.,  telp.;  hoae. 
1,600  ft;  tot.  mem.,  25  voL 

Water  Supply — Src,  wella;  sya.,  grav.,  pump  to 
res.  k  dir.;  res.  cap.,  2,000  bbla.;  pump,  eng.,  cap. 
day  500,000  gala.;  maina,  1%  m.,  4  to  8  in.  dia.; 
19  hyd.;  28  aerv.;  pres..  dom.  60  to  66  Iba.,  f.  100 
lbs.;  cost,  $11,000;  cost  mtce.,  $600;  wka.  owned 
by  village. 

LONSDALE,  p.  271.  F.  dept — 1  hoee  cart,  600 
ft  hoee;  f.  al.,  bell;  vol. 

LOWRY,  p.  262;  f.  area,  10  a.  F.  dept— 1 
str.,  2  hose  oarts;  hose,  1,500  ft;  f.  al.,  bell;  val. 
equip.,  $3,000;  val.  bldgs.  $5,000;  exp.  dept, 
$200;  tot.   mem.,  15  vol..  pd.  part  time. 

Water  Supply — Src,  ciatema  k  tk.;  wka.  owned 
by  city. 

LUC  AN,  p.  110;  f.  area,  6  a.  F.  dept. — 1  gaa. 
eng.,  1  hose  cart,  600  ft  hose,  ladders;  val. 
equip.,  $4,000;  val.  bldgs.,  $500;  exp.  dept.  $110; 
tot.   mem.,  23   vol. 

Water  Supply — Src,  cistern;  sys.,  dir.  pres. 

LUVERNE,  p.  2,540;  f.  area,  640  a.;  mere 
bldgs.,  bk.  k  stn.,  1  to  3  stor.;  priv.,  wd.  k  stn., 
2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  k 
combt  ord.  F.  dept. — 1  band  eng.,  1  c  eng.,  6  c 
hand  ex.,  1  h.  &  1.  trk.,  4  hose  car.;  hoae,  cot., 
rub.  lined,  gd.,  1,700  ft;  inf.,  1,000  ft.;  tot 
hoee,  2,700  ft;  f.  al.,  bell  k  wh.;  val.  equip., 
$7,000;  val.  bldga.,  $9,600;  exp.  dept,  $500; 
tot  mem.,  49  vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  atdp.; 
stdp.  cap.,  128,000  gala.:  2  pump,  eng.,  cap.  day 
150,000  gals.;  maina,  c  i.,  6  m.,  4  to  10  in.  dia.; 
85  hyd.;  14  v.;  met,  250;  250  aerv.;  pipe,  galv. 
i.;  prea.,  dom.  60  Iba..  f.  120  Iba.;  cost,  $35,000; 
cost  mtce.,  $1,700;  was.  owned  by  city. 

LYLe',  p.  662.  F.  dept — 1  h.  k  1.  trk.,  2  hose 
carta;  hose,  1,100  ft.;  tot.  mem.,  26  vol. 

Water  Supply — Maina,  2,200  ft;  coat,  $8,000; 
wka.  owned  by  city. 

MABEL,  p.  549.  F.  dept — 1  c.  hand  ex.,  1  aer. 
trk.,  1  hose  wag.,  800  ft  hose;  f.  al.,  bell;  vid. 
equip.,   $1,000;   val.  bldgs.,   $300;   vol. 

MclNTOSH,  p.  684;  f  area,  40  a.  F.  dept — 
1  stnr.,  1  h.  &  1.  trk.,  1  c  eng.,  2  hose  wag.;  hoae, 
cot.,  rub.  lined,  gd..  1.500  ft;  val.  equip..  $3,000; 
val.  bldgs.,  $1,500;  f.  al.,  bell;  tot.  mem.,  80  vol. 

MADELIA,  p.  1,878;  f.  area.  600  a.;  mere 
bldgs.,  bk.  k  wd.,  2  ator.;  priv.,  bk.  k  wd.,  2  stor.; 
wd.  TfB.  not  perm,  in  f.  area;  fwka.  k  combt  ord.; 
cauaea  of  f.  inv.  F.  dept. — 2  c  hand  ex.,  1  b.  Je 
1.  trk.,  2  hoae  wag.,  2  hose  car.;  hoae,  cot.,  rub. 
lined,  gd.,  1,500  ft;  f.  al.,  wh.,  1  bx.;  vaL  equip., 
$1,000;  exp.  dq)t.,  $150;  tot  mem.  80,  voL  80. 

Water  Supply — Src,  wells,  ^  m.  bua.  cent; 
ays.,  pump  dir.  to  maina;  atdp.  cap.,  <S9,000 
nla.;  dim.,  18  x  28;  2  pump,  eng.,  cap.  day  180,- 
000  gala.;  maina,  c  !.,  2H  m.,  4  to  8  in.  dia.; 
22  hyd.;  met,  24:  80  aerv.;  pipe,  c  i.;  pres..  dom. 
48  Iba..  f.  100  Iba.;  cost,  $17,600;  coat  mtce., 
$660;  wka.  owned  by  city. 

MADISON,  p.  1,811;  f.  area.  160  a.;  mere 
bldga.,  bk.  k  wd.,  2  stor.;  wd.  rfa.  perm.;  fwka. 
Sc  combt.  ord.  F.  dept. — 1  str.,  2  c.  eng.,  1  h.  & 
L  trk.,  2  hoee  car.,  8  c  ex.;  hoee,  cot.  rub.  lined, 
gd.,  1,860 'ft.;  f.  al.,  bell;  v^  equip.,  $6,600; 
val.  bldga.,  $1,000;  tot  mem.,  24  vol. 

Water  Supply — Src,  well;  2  blocks  bus.  cent; 
eys.,  pump  to  stdp.;  stdp.  cap.,  100.000  gals.;  1 
pump,  eng.;  cap.  day,  1,152,000  gals.;  mains,  c 
i.;  5  m. ;  4  to  8  in.  dia.;  80  met.;  pres.  dom.,  43 
lbs.;  f.  80  lbs.;  coet,  $2>1,000;  wks.  owned  by  city. 

MADISON  LAKE,  p.  886.  F.  dept — 1  eng.,  800 
ft.  hose;  f.  al.,  bell;  20  voL 

MAHNOMEN,  p.  796.  F.  dept— 2  hoae  carta; 
hose,  1,500  ft;  f.  al.,  wh.;  val.  equip.,  $1,200; 
val.  bldgs.,  $900;  exp.  dept,  $60;  tot.  mem.,  24 
vol. 

Water  Supply — Src,  well;  atdp.  cap.,  1.100 
bbls.;  mains,  750  ft,  6  in.  dia.;  8  hyd.;  2  v.; 
pres.,  dom.,  55  Iba.:  cons,  day,  200  gala.;  coat, 
$5,000:  cost  mtce.,  $160;  wks.  owned  by  city. 

MANCHESTER,  p.  100.  F.  dept— 1  c  eng.; 
val.  equip.,  $400;  val.  bldgs..  $200;  exp.  dept, 
$150. 

Water  Supply-— Src,  wells;  sys.,  dir.  pres. 

MANKATO.  p.  10,8>65;  f.  area,  35  a;  mere 
bldgs.,  bk.,   1  to  5  stor.;  priv.,  bk.  k  wd.,   1   to  3 
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star.;  wd.  rfs.  not  perm.;  fwlu.  &;  combt.  ord.: 
oausea  of  f.  inv.  F.  dept. — 1  c  eng.,  10  c.  hand 
ex.,  8  h.  ft  L  trk.,  8  hose  vng,f  1  auto.  comb, 
pump,  eng.,  7  hra.;  hoae,  cot.,  rub.  lined,  gd., 
6,000  ft;  inf.,  1,000  ft.;  tot.  hoie,  7.000  ft.;  f.  aL, 
Oamewell,  20  bx.;  val.  equip.,  $34,000;  val.  bldgs., 
$25,000;  exp.  dept.,  $8,8liS;  tot.  mem.  ^6,  pd. 
full  time  7,  pd.  part  time  8,  75  vol. 

Water  Supply — Src,  wella,  ^  m.  bus.  cent.; 
aya.,  pump  to  res.  ft  dir.;  atdp.  cap.,  60,000  gals.; 
tea.  cap.,  870,000  gals.,  loc.  on  hill:  $  pump,  eng., 
cap.  day  8,860,000  gala.;  maina,  iron,  19  m,,  8 
to  16  in.  dia.;  182  hyd.;  188  v.;  met.,  1,406; 
1,820  aerv.;  pipe,  lead;  prea.,  dom.  90  Iba.,  f.  90 
Dm.;  cons,  dc^,  900,000  gala.;  coat,  $208,780; 
coat  mtce.,  $18,806;  wka.  owned  by  city. 

JIIAPLETON,  p.  809;  f.  area,  150  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  ator.;  wd.  rfa.  not  perm.;  no 
fwks.  ft  combt.  ord.  F.  dept. — 1  h.  ft  1.  trk., 
2  hoee  car.;  hose,  cot.,  rub.  lined,  gd.,  1,600 
ft;  inf.,  600  ft.;  tot.  hoae,  2,100  ft.;  £  al.,  bell; 
▼al.  equip.,  $2,000;  val.  bldgs.,  $400;  exp.  dept., 
$100;  tot  mem.,  28  vol. 

Water  Supply — Src.,  well;  sya.,  pump  to  atdp.; 
atdp.  cap.,  98,600  gala.;  pump,  eng.,  cap.  day 
8,600  bbia.;  mains,  c.  L,  2  m.,  6  to  10  in.  dia.;  8 
hyd.;  8  v.;  80  aerv.;  pres.,  dom.  48  Iba.,  f.  48 
lbs.;  cost,  $21,000;  cost  mtce.,  $1,000;  wka. 
owned  by  town. 

MARIETTA,  p.  888;  f.  area,  80  a.  F.  dept. — 
1  gasoline  eng.,  1  hose  cart;  hose,  1,600  ft;  vaL 
equip.,  $8,000;  val.  bldgs.,  $1,000;  exp.  dept., 
$100;  tot  mem.,  25  vol. 

Water  Supply — Src,  atorage  tk. 

MARINE  MILLS,  p.  491.  F.  dept^l  hand 
ang.,  1,000  ft  hose;  f.  al.,  bell;  20  vol. 

MARSHALL,  p.  2,162;  f.  area,  24  a.;  mere, 
bldgs.,  bk.,  2  ator.;  priv.,  wd.,  2  stor.;  wd.  rfa. 
not  perm.;  fwka.  ft  combt.  ord.;  cauara  of  f.  inv. 
F.  dept. — 1  c.  eng.,  2  c.  hand  ex.,  I  aer.  trk., 
1  hose  wag.,  2  hose  car.;  hose,  cot,  rub.  lined, 
gd.,  1.860  ft;  f.  al.,  telp.;  val.  equip.,  $6,800; 
val.  bldgs.,  $4,000;  tot  mem.,  62  voL;  undrs. 
rating,  uird  class. 

Water  Supply — Src,  wella,  H  m.  bus.  cent; 
ays.,  pump  to  res.  ft  dir.  to  mains;  res.  cap.,  110,> 
000  gala.;  2  pump,  eng.,  cap.  day  1,684,000  gala.: 
maina,  c.  1.,  198,000  ft.,  6  to  12  in.  dia.;  86 
hyd.;  met..  125;  126  serv.;  pipe,  lead;  pres.,  dom. 
40  lbs.,  f.  120  lbs.;  cost,  $80,000;  cost  mtce., 
$1,000;  wks.  owned  by  dty. 

MAYER,  p.  161;  f.  area,  2  a.  F.  dept.— 1 
gas.  eng.,  1  h.  ft  1.  trk.,  1  hose  cart;  2  c.  hand 
ex.:  hose,  cot,  rub.  lined,  gd.,  1,860  ft;  f.  al., 
bell;  val.  equip.,  $2,500;  val.  bldgs.,  $2,600;  exp. 
dept,  $200;  tot  mem.,  80  voL 

MAYNA1RD,  p.  886.  F.  dent— <1  c.  ensr.,  2  c 
hand  ex.,  2  hoae  wag.,  1.200  ft  hoae;  f.  al.,  bell; 
val.  equip.,  $8,000;  val.  bldgs.,  $2,600;  tot  mem., 
16  vol. 

MAZEPPA,  p.  471.     F.  dept— Not  raportcd. 

Water  Supply— Src,  well;  ays.,  grtv.;  mains, 
1,600  ft;  6  hyd.;  prea.,  dom.  40  to  46  Iba.,  f. 
00  Iba. 

MELROSE,  p.  2,691;  f.  area,  6  a.;  mere  bldga., 
bk.,  8  ator.;  priv.,  wd.,  2  ator.;  wd.  rfa.  not  perm, 
in  f.  area;  oombt  ord.;  cauaea  of  f.  inv.  F.  dept. 
— 1  c.  eng.,  1  aer.  trk.,  2  hoae  wag.;  hose,  cot, 
rob.  lined,  gd.,  1,600  ft.;  int,  260  ft;  tot  hoee, 
•1,760  ft;  f.  ai,  beU;  vaL  equip.,  $8,000;  exp. 
dept,  $650;  tot  mem.  81,  pd.  part  time 

Water  Supply — Src,  mill  pond;  800  ft.,  bua. 
cent;  sya.,  grav.  ft  dir.;  atdp.  cap.,  75,000  gals.; 
dim.,  20  X  25;  mat  stl.;  2  pump,  eng.;  osp.  day, 
1,000,000  gals.;  mains,  c  i.,  2H  m.;  4  to  .10  in. 
dia.;  25  hyd.;  8  v.;  40  met;  pfi>e,  galv.  L;  pres., 
dom.  DO  lbs.;  f.  150  lbs.;  cons,  day,  2*60,000  gala.; 
cost,  $51,000;  cost  mtce.,  $126;  wka.  owned  by 
city. 

MENAGHA,  p.  846.  F.  dept. — 1  c  eng.,  1,600 
ft.  hose;  f.  al.,  bell;  80  voL 

MILACA,  p.  1,102;  f.  area,  640  a.;  mere  bldga., 

bk.,  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
&  combt.  0T(1.;  causes  of  f.  inv.  F.  dept. — 1  h. 
ft  1.  trk.,  3  hose  wag.;  hose,  cot,  rub.  lined,  gd., 
1,300  ft.;  inf.  500  ft.;  tot  hose,  1,800  ft;  f.  al., 
wh.,  1  bx.;  tot.  mem.,  30  vol.;  undfs,  rating, 
first  class. 
Watar   Supply — Src,   running   riv.,    %    m.   faui. 


cent;  sys.,  dir.  pres.;  2  pump,  eng.,  cap.  day 
60,000  gala.;  maina,  6  blocka;  hyd..  6;  pres.,  t 
80  lbs.,  dom.  66  lbs.;  cost,  $60,000;  cost  mtea, 
$8,600;  wks.  owned  by  village 

MILAN,  p.  468.  F.  dept— 600  ft  hose;  t  aU 
bell;  25  vol. 

MINNEAPOLIS,  p.  801.408;  f.  area,  66  eq.  bl; 
mere  bldga.,  cone,  stn.,  bk.  ft  wd.,  1  to  12  ator.; 
priv.,  cone,  stn.,  bk.  ft  wd.,  1  to  4  stor.;  fwka. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept — 22  itr., 
(2  in  reserve),  1  gasoline  tri-comb.  pump,  h.  ft 
c,  1  auto,  aquad  wag.,  6  auto.  comb,  e  ft  k  wag., 
18  comb,  e  ft  h.  wag.,  18  hoae  wag.,  11  hoae  car., 
4  aer.  h.  ft  1.  trk.,  7  h.  ft  L  trk.,  1  water  tower, 
62  c  hand  ex.,  199  hrs.  (9  in  reaenre);  hose,  cot, 
rub.  lined,  64,876  ft;  f.  al.,  Gamewell,  886  bx.; 
Star,  25  bx.;  tot.,  411  bx.;  vaL  equip.,  $678,08S; 
val.  bldgs.  ft  grounds,  $586,711;  exp.  dept,  $686,* 
067;  tot.  mem.  406,  pd.  full  time;  undn.  ntinf, 
first  class. 

Watar  Supply — Src.  rir.,  6  m.  bus.  cent;  ays., 
pump  dir.  ft  res.,  2  stdp.;  stdp.  No  1.,  cap.  250,000 
gals.;  stdp..  No  2.,  caip.  150,000  gale:  dim.,  Ko 
1,  22.7  X  50;  No  2,  2«  x  68;  mat,  bk.,  cona  ft 
iron;  ree  cap.,  96,000  gals.;  9 pump,  eng.,  clasi eonp. 
dup.,  cap.  day,  94,000,000  gals.;  mains,  elk 
stl.;  620  m.,  6  to  ^4  in.  die;  5,200  l^d.;  4,506 
v.;  met,  44,142;  52,000  serv.;  pipe  e  L  ft  stl.; 
pres.,  dom.  ft  f.  75  Ibe;  ooaa.  day,  80.000,000 
gale;  cost  $^,520,000;  coat  mtce,  $209,061;  wfca 
owned  by  city. 

MINNEOTA,  p.  819;  f.  area,  10  a.;  mere  Udga., 
bk.  ft  wd.,  1  ft  2  ator.;  priv.,  wd.,  1%  stor.;  wd. 
rfa.  not  perm,  in  f.  area;  causes  of  t  Inv.  F. 
dept — 2  e  eng..  ri!2  c  hand  ex.,  1  h.  ft  L  triL. 
2  hoae  reels,  hooka,  ladders  ft  budtets;  hose,  cot, 
rub.  lined,  gd.,  1,100  ft;  rub.,  gd.,  100  ft;  tot 
hose,  1,200  ft;  f.  al.,  bell;  vaL  equip.,  $2,086; 
val.  bldgs.,  $7,000;  tot  mem.,  40  toL 

Watar  Supply — Src,  wella.  600  ft  Irae  eeat; 
vya.,  pump  to  atdp.  ft  dir.;  atop,  cap.,  61,000  aala.; 
dim.,  20  X  24;  1  pump,  eng.,  capu  day  40,800 
gale;  maina,  iron,  9.668  ft,  6  to  8  in.  die:  20 
nyd.;  9  v.;  met,  20;  82  aerr.;  ptoe,  galT.  L;  prea., 
dom.  40  lbs.,  f.  160  lbs.;  cons,  day,  10,000  gala.; 
cost,  $18,000;  cost  mtce,  $1,000;  wke  owned 
by  city. 

MINNESOTA  LAKE.  p.  446.  F.  dept— 1  h.  ft 
L  trk.,  1,200  ft  hoae;  f.  aL,  beU;  16  nd. 

MONTEVIDEO,  p.  8,066;  f.  area,  16  e;  nwre 
bldga.,  wd.  ft  bk.,  1  to  8  atcnr.;  prlT.,  wd.,  IH 
ator.;  wd.  rfa.  not  perm.;  no  fwka.  ft  oombt  crL; 
cauaea  of  f.  not  inv.  F.  dept — 2  c  band  ex.,  1  h.  ft 
].  trk.,  8  hoae  car.;  hose,  rub.,  gd.,  2,000  ft;  inl, 
500  ft.;  tot  hoee,  2,500  ft;  f.  aL.  bdl  ft  wh.; 
val.  equip.,  $8,000;  val.  bldga.,  $17,000;  tot 
mem.,  44  vol.;  undre  rating,  aeoond  daae 

Water  Supply — Src,  apr.,  2  m.  bne  eent;  me, 
grav.,  pump  to  rea.  ft  atdp.;  ree  cap.,  100,000 
gala.;  mat,  oem.;  atdp.  cap.,  100,000  ga]&: 
mat,  stL;  2  pump,  eng.;  class  trip.,  cap.  day, 
788,000  ffals.;  mains,  c  L,  7Vji  m.,  4  to  10  ie 
die;  92  hyd.;  18  v.;  met..  400;  145  serv.;  nipe 
galv.  i.;  pres.,  dom.  80  lbs.,  f.  70  to  75  Iba; 
cons,  day,  100,000  gale;  oost,  $76,000; 
owned  by  dty. 

MONTGOMERY,  p.  1,267;  f.  area,  640  e; 

bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  prir.,  bk.  ft  wd* 
2  ator.;  wd.  rfe  not  perm,  in  f.  area;  condit  ori; 
causes  of  f.  not  inv.  F.  dept — 2  c  hand  ex.,  1  h.  t 
trk.,  8  hoee  car.;  hoae,  oot,  rub.  lined,  gd.,  750 
ft;  rub.,  gd.,  800  ft;  tot  hoae,  1,050  ft:  t  aL, 
bell;  vaL  equip.,  $1,000;  val.  bldge,  $6,000;  aipw 
dept,  $180;  tot.  mem.  80,  pd.  full  time 

Water  Supply — Src,  well,  in  bne  cent;  me, 
pump  to  ree  ft  dir.;  stdp.  cap.,  47,260  gale;  res. 
cap.,  45,000  gale;  pump,  eng.,  cap.  day  126,000 
gala.;  nudna,  c  L,  1%  m.,  4  to  8  la.  die;  16 
hyd.;  met,  1;  81  aerv.;  pree,  dom.  88  Ibe,  t 
88  ibe;  cons,  day,  20,000  gale;  eoat,  $86,000; 
coat  mtce,  $579;  wka.  owned  by  dty. 


MONTICELLO,  p.  868;  f.  area,  100  e; 
bldgs.,  bk.  ft  wd.,  1  ft  t  stor.;  priv^^  wd.,  1 
stor.;  wd.  rfe  not  pcna.;  no  fwke  ^  eonbt  a 
F.  dept — 1  h.  ft  1.  trk.,  2  hose  car.;  hose  c^L. 
rub.  lined,  gd.,  1,200  ft;  i.  al..  bell;  vaL  sqripi» 
$760;  tot  mem.,  86  voL;  unme  ratJuig,  Ibbib 
dase 

WaUr    Supply — Src,    vaDa;    «fa.»    psBp   dit.; 


FIRE  DEPARTMENTS  AND  WATER  SUPPLY— MINNESOTA. 


C-185 


ftdp.  cap.,  600  bblB.;  met.,  40;  prct.,  dom.  60  Ibt.* 
f.  66  lbs.;  co0t,  |10,000;  wki.  owned  by  town. 

MOORHEAD,  p.  4,840;  f.  area,  1,500  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  8  ator.;  priy.,  wd.,  1  ft  t 
■tor.;  wd.  rfa.  perm.;  no  fwlok  ft  oombC  ord.; 
causes  of  f.  not  inv.  F.  dept — 6  c.  hand  ex.,  1 
h.  ft  L  trk.,  1  hose  waff.t  4  hra.;  hose,  cot.,  mb. 
lined,  gd.,  4,000  ft;  mf.,  1,500  ft.;  tot.  hose, 
5.500  It;  f.  al..  elec,  16  bx.;  vaL  equip.,  #8,600; 
val.  bldgs.,  92,500;  exp.  dept.,  94,500;  tot.  mem. 
24,  pd.  roll  time  2,  pd.  part  time  22;  undrs.  rating, 
third   class. 

Water  Supply — Src,  wells  ft  river,  1  m.  bus. 
cent.;  sys.,  pump  dir.;  pump,  en^.,  cap.  day, 
2,000,000  gals.;  mains,  c.  i.,  1*1  m.,  4  to  12 
In.  dia.;  184  hyd.:  81  v.;  met.,  468;  pres.,  dom. 
40  lbs.,  f.  100  lbs.;  cons,  day,  427,000  gals.: 
cost,  $70,000;  cost  mtce.,  $8,795;  wks.  owned 
by    city. 

MORA.  p.  892.  F.  dept.— 1  hose  cart,  600  ft 
hose;  voL 

MORGAN,  p.  558;  f.  area,  80  a.;  bldgs.,  wd., 
IH  to  2  stor.;  wd.  rgs.  perm.;  fwks.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  str.,  150  f.  ex.,  1  h.  ft  1. 
trk.  with  equip.,  2  hose  car.;  hose,  cot,  gd.,  1.400 
ft;  inf.,  200  ft;  tot  hose.  1,600  ft;  f.  al.,  bell; 
vaL  equip.,  $2,500;  vaL  bldgs.,  $500;  exp.  dept., 
$100;    tot    mem.,    15    voL;    undn.    rating,    tlidrd 


Watsr  Supply — Src.,  well,  in  bus.  cent.;  ays., 
pump  to  stdp.;  stdp.  cap.,  60,000  gals.;  1  pump, 
en^.;  mains,  e.  i.,  1%  m.;  4  to  8  in.  dia.; 
20  fayd.;  pres.,  dom.  40  lbs.,  f.  50  lbs.;  cost^ 
$16,000;  wks.  owned  by  city. 

MORRIS,  p.  1,685;  f.  area,  800  a.;  mere,  bldgs., 
bk.  ft  wd.,  2  stor.;  priv.,  wd..  S  stor.;  wd.  rfs. 
perm.;  no  fwks.  ft  oombt  ora.  F.  dept — 2  c. 
hand  ex.,  1  str.,  1  h.  ft  1.  trk.,  2  hose  oar.;  hoae, 
oot,  rub.  lined,  gd.,  2,200  ft:  inf.,  800  ft;  tot. 
hose,  2,500  ft;  f.  aL,  bell  ft  wh.;  val.  equip., 
$3,000;  vaL  bldgs.,  $8,500;  exp.  dept,  $600;  tot 
mem.,  25  vol.;  undrs.  rating,  third  class. 

Water  Supply — Src,  wella,  1  m.  bus.  cent;  ays., 
pump  to  res.;  res.  cap.,  80,000  gala.;  2  pump. 
«ng.»  cap.  day  600,000  gals.;  mains,  c  1.,  6^ 
m.,  4  to  10  in.  dia.:  48  hyd.;  met,  20;  275  serv.; 
pipe.  Iron;  pres.,  dom.  50  lbs.,  f.  00  lbs.;  cost, 
940,000;  coat  mtce.,  $1,800:  wks.  owned  by  dty. 

MORTON,  p.  761;  mere,  bldgs.,  bk.  ft  wd.,  1  ft 
2  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm, 
in  f.  area;  combt  ord.;  cauaes  of  f.  Inv.  F.  dept 
— 1  h.  ft  I.  trk.,  1  hand  eng.,  8  hoae  car.;  hose, 
cot.,  rub.  lined,  gd.,  2,000  ft.;  inf.,  500  ft;  tot. 
hose,  2,500  ft;  f.  al.,  bell;  val.  equip.,  $1,000; 
▼al.   bldgs..  $1,000;  tot.  mem.,  40  vol. 

Water  Supply— Src,  apr.;  aya.,  pump  to  res.; 
pump,  eng.,  cap.  hour  1,000  gals.;  mains,  c  i.,  1^ 
nu,  6  in.  dia.;  prea.,  f.  60  Iba.;  coat,  $9,000; 
wks.  owned  by  village. 

MOUNTAIN  LAKE,  p.  1,081;  f.  area,  640  a.  F. 
dept — 1  c  eng.,  1  h.  ft  1.  trk.,  2  hose  wag.:  hose, 
cot.,  rub.  lined,  gd.,  1,000  ft:  f.  al.,  bell;  val. 
equip.,  $2,000;  vaL  bldgs.,  $500;  exp.  dept., 
9200;    24    vol. 

NASHWAUK,  p.  2,080;  f.  area,  120  a.    F.  dept 

1    c.  hand  ex.,  1  c.  eng.,  2  aer.  trk.;  hose,  cot, 

rub.  lined,  gd.,  1,500  ft;  inf.,  700  ft.;  tot.  hose, 
2, 2 GO  ft;  f.  al.,  wh.;  val.  equip.,  $3,000;  val. 
bJdflTS.,   $4,000;   tot   mem.,   25  vol. 

Water  Supply — Src,  2  wells,  1  block  bua.  cent; 
sys.,  grav.;  stdp.  cap.,  60,000  gals.;  res.  cap., 
15  0,000  gals.;  8  pump,  eng.,  cap.  day  1,656,000 
irals.;  m^ns,  c  L,  2V&  m.,  4  to  8  in.  dia.;  27 
favd.;  82  v.;  pres.,  dom.  45  Iba.,  f.  100  lbs.;  cons. 
day*   100,000  gals.;  wks.  owned  by  city. 

MEW  OERMANY,  p.  210.  F.  dept. — 1  str.,  600 
ft.   boss;  f.  al.,  bell;  16  voL 

NEW  LONDON,  p.  418.  F.  dept— 1  str.,  1,000 
ft.   boae;  f.  aL,  bell;  82  voL 

NEW  PRAOUE,  p.  1,554;  f.  area,  84  l;  mere 
bldfir><i  ^^  A  ^d.,  1  to  6  stor.;  priv.,  bk.  ft  wd., 
2  stor.;  wd.  rfs.  not  perm,  in  z.  area;  fwka.  ft 
combt  ord.;  cauaes  of  f.  inv.  F.  dept — 1  hand 
eng.,  1  h.  ft  1.  trk..  2  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  1,600  ft;  inf.,  100  ft;  tot  hoae, 
1,700  ft.;  f.  aL,  bell  ft  wh.;  vaL  equip.,  $2,500; 
v-al.  bldga.,  $2,500;  ezp.  dept,  $200;  tot  menu, 
4  O    voL 

Waitar  Supply-— Src,  well,  ^  m.  bua.  cent; 
^ys.*    pump   dir.    ft    to    atdp.;    atdp.    cap.,    65,000 


gala.;  pump,  eng.,  cap.  da^  125,000  gals.;  mains, 
c  L,  5  m.,  6  to  10  in.  dia.;  80  hyd.;  8  v.;  116 
met;  115  senr.;  pipe,  lead  ft  iron;  pres.,  dom.  40 
lbs.,  f.  70  lbs.;  cons,  day,  85,000  gals.;  cost, 
$26,000;  cost  mtce.,  $500;  wks.  owned  by  city. 

NEW  RICHLAND,  p.  685;  f.  area.  180  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd., 
2  stor.;  wd.  rfs.  not  perm,  in  x.  area;  fwka.  ft 
combt  ord.;  causes  of  f. .inv.  F.  dept — 1  hand 
eng..  1  h.  ft  L  trk..  2  hose  car.;  hose,  cot,  rub. 
lined,  -gd.,  1,200  ft:  inf.,  400  ft;  tot  hose, 
1,600  ft.;  f.  al.,  bell.  wh.  ft  elec;  vaL  equip., 
$20,000;  vaL  bldgs.,  $4,000;  tot  mem.,  85,  pd. 
part  time  1,  voL  84. 

Water  Supply— Src,  well,  800  ft  boa.  cent; 
ays.,  pump  to  stdp.;  stdp.  cap.,  65,000  gals.;  dim. 
20  X  24,  mat  stl.;  1  pump,  eng.,  cap.  day  90,000 

fals.;  mains,  c  L,  8  1-5  m.,  4  to  8  in.  dia.; 
8  hyd.;  10  v.;  met,  1;  70  aerv.;  pipe,  galv.  L; 
Srea.,  dom.  45  to  50  lbs.,  f.  45  to  50  lbs.;  cons, 
ay,  9,000  gals.;  cost,  $14,872;  cost  mtce.,  $220; 
wks.  owned  oy  city. 

NEW  ULM,  p.  5.648;  f.  area,  4,500  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  bk.,  1%  ft 
2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  auto,  atr.,  8 
aer.  trk.,  2  hose  wag.,  1  hose  reel,  10  hrs.;  hosa, 
cot,  rub.  lined,  gd.,  2,500  ft;  rub.,  fair,  500  ft; 
tot  hose.  8,000  ft;  f.  al.,  Oamewell.  28  bx., 
wh.  ft  bell;  val.  equip.,  $12,500;  vaL  bldgs.,  $8,- 
000;  exp.  dept,  $5,000;  tot.  mem.,  48  voL 

Water  Supply — Src,  wella,  1-6  m.  bua.  cent: 
sys.,  pump,  to  res.  ft  stdp.;  res.  cap.,  1,000,000 
gals.;  stop,  cap.,  20,000  gala.;  dim.,  11  x  86: 
mat,  bk.  ft  iron;  6  pump,  eng.;  mains,  iron,  10.80 
m.,  6  to  14  in.  dia.;  108  hyd.:  105  v.;  met,  510; 
510  serv.;  pipe,  lead;  prea.,  dom.  45  to  80  Iba., 
f.  120  Iba.;  cons,  day,  78,876  gala.;  cost,  $89,- 
060;  wks.  owned  by  city. 

NEW  YORK  MILLS,  p.  474;  f.  area,  160  a.     P. 

dept — 1  c  eng.,  2  c  hand  ex.,  2  hose  reek,  1  h. 
ft  1.  trie.,  1  gss.  eng.;  hose,  cot,  rub.  lined,  gd., 
900  ft;  inf.,  1,000  ft;  tot  hose.  1,900  ft.;  L 
aL,  bell;  val.  equip.,  $8,000;  val.  bldga.,  $2,600; 
exp.   dept,   $150;  tot.  mem.,   25  voL 

NICOLLET,  p.  888.  F.  dept — 950  ft  hoae; 
22  voL 

NORTH  BRANCH,  p.  642:  bldgs.,  wd.  F.  dept 
— 1  str..  1  h.  ft  L  trk.,  2  hose  car.;  hoae,  1,800 
ft;  f.  al.,  bell;  tot  mem.,  25  vol. 

Water  Supply — Src,  cisterns;  sya.,  pump.;  cap. 
rea.,   800   bbls. 

NORT<H  ST.  PAUL,  p.  1,404;  f.  area,  200  a.; 
mere,  bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  IH 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  c  eng.,  1 
h.  ft  1.  trk.,   2  hose  carts;  hose,  cot,  rub.  lined, 

fd.,    1,900    ft;    f.    al.,    bell    ft    wh.;    val.    equip., 
8,000;  val.  bldga.,  $8,000;  exp.  dept,  $140;  tot 
mem.,  12,  pd.  part  time 

Water  Supply — Src,  lake  ft  wells;  aya.,  pump  to 
res.;  res.  cap.,  56,000  gals.;  pump,  eng.,  cap.  day 
1.100,000  gals.;  mains,  8  m.,  6  to  10  in.  dia.; 
20  hyd.;  met,  4;  prea.,  dom.  25  Iba..  f.  60  to  80 
lbs.;  cona.  day  10,000  gals.;  cost,  $80,000;  cost 
mtce.,  $1,000;  wks.  owned  by  town. 

NORTHFIELD.  p.  8,265;  f.  area,  600  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd., 
2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft  L 
trk.,  4  c  hand  ex.,  2  hose  wag.,  2  hoie  car.,  6 
hrs.;  hose,  rub.,  gd.,  1,500  ft;  inf.,  700  ft; 
tot  hose,  2,200  ft;  f.  al.,  bell  ft  wh.;  vaL  equip., 
$5,000;  val.  bldgs.,  $6,000;  exp.  dept,  $1,000; 
tot.   mem.,   18,  pd.   part  time   1,  vol.   17. 

Water  Supply — Src,  well,  4  blocks  bus.  cent: 
sys.,  pump  to  stdp.  ft  res.;  stdp.  cap.,  240,000 
gals.,  dim.  85  x  iS5,  mat  stl.;  2  pump,  en^., 
class  comp.,  dup.  ft  trip;  cap.  day,  1,720,000  gals.; 
mains,  e.  L,  9  m.,  4  to  12  in.  dia.;  91  hyd.;  met, 
480;  488  aerv.;  pipe,  lead;  pres.,  dom.  75  to  90 
lbs.,  f.  75  to  90  lbs.;  cons,  day,  200,000  gals.; 
cost,  $55,000;  cost  mtce.,  $2,600;  wks.  owned  by 
city. 

NORTHOME,  p.  206.  F.  dept— 1,500  ft  hose; 
bell  aL;  16  vol. 

OLIV-IA,  p.  960;  f.  area,  160  a.;  mere  bldga.,  bk. 
ft  wd.,  IH  to  8  stor.;  priv.,  wd.,  1%  stor.; 
wd.  rfs.  perm.;  no  fwks.  ft  combt  ord.  F.  dept— > 
1   str.,   1  h.   ft  L   trk.,   8   hoae  carta;  hoae,  oot* 
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rub.  lined,  srd..  1,500  ft.;  f.  al.,  bell;  val.  equlp.» 
$4,500;  val.  bld;:s.,  $2,000;  tot.  mem.,  SO  vol.; 
undrs.    rating:,    third    class. 

Water  Supply — Src,  well,  1-3  m.  bus.  cent.; 
sys.,  pump  dir.  to  mains;  stdp.  cap.,  75,000  gals., 
dim.  20  z  26,  mat.  wd.  &  stl. ;  res.  cap.,  75.000 
gals.;    1    pump,    eng.,    class   dup.,    cap.    day    5,000 

gals.;  mains,  c.  i.,  3  m..  4  to  8  in.  dia.;  17 
yd.;  10'  v.;  met.,  25;  23  serv.;  pipe,  galv.  i. ; 
pres.,  dom.  50  lbs.,  f.  100  lbs.;  cons,  day,  5,000 
gala.;  cost,  $8,000;  cost  mtce.,  $250;  wks.  owned 
by  village. 

ORTONVILLE,  p.  1.774;  f.  area,  160  a.;  mere, 
bldgs.,  stn.,  bk.  &,  wd.,  1  to  8  stor. ;  priv.,  stn., 
bk.  &  wd.,  1%  Btor. ;  wd.  rfs.  not  perm,  in  f.  area; 
fwks:  &  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1 
c.  eng.,  1  li.  &  1.  trk.,  '3  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  1,800  ft.;  inf.,  1,000  ft.;  tot,  hose, 
2,800  ft.;  f.  al.,  bell  &  wh.;  vaL  equip.,  $5,000; 
val.   bldgs.,   $1,200;   tot.   mem.,    42  vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  100,000  gals.;  1  pump,  eng.;  mains, 
1%  m.;  19  hyd.;  125  serv.;  pret.,  dom.  70  lbs., 
f.  90  lbs.;  cons,  day,  45,000  gals.;  cost,  $24,000; 
cost   mtce.,   $3,500;   wks.   owned  by  city. 

OSAKIS,  p.  1,018;  f.  area,  15  a.;  mere,  bldgs., 
bk.  4e  wd.,  1  ft  2  stor.;  priv.,  wd.,  1%  stor.;  wd. 
rfs.  not  perm,  in  f.  area ;  f wka.  ord. ;  causes  of 
f.  inv.  F.  dept. — 1  str.,  1  h.  ft  1.  trk.,  3  c.  hand 
ex.,  6  hand  pumps,  1  supply  wag.,  8  hose  car.;  hoee. 
cot.,  rub.  Imed,  gd.,  2,400  ft.;  f.  al.,  wli.,  bell 
ft  elec,  val.  equip.,  $3,200;  val.  bldgs.,  $200;  exp, 
dept.,  $560;  tot.   mem.,   135  vol. 

Water  Supply — Src,  lake,  wells;  sye.r  pump  to 
atdp.;  stdp.  cap.,  100,000  gals.;  pump,  eng.,  clase 
dup.;  8  hyd.;  pres.,  f.  160  lbs.;  cost,  $12,000; 
cost  mtce.,  $400;  wks.  owned  by  city. 

OWATONNA,  p.  6,685;  f.  area,  140  a.;  mere, 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  1 
ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area.  F.  dept. 
— 1  h.  ft  1.  trk.,  1  comb.  c.  ft  h.  wag.,  8  hose 
car.;  tot.  hose,  2,600  ft.;  f.  al.,  Gamewell,  18  bx.; 
val.  equip.,  $10,000;  val.  bldgs.,  $4,500;  ezp.  dept., 
$2,500;  tot.  mem.  20,  pd.  full  time  1,  pd.  part 
time  6,  18  vol. 

Water  Supply — Src,  well,  %  m.  bus.  cent.; 
sys.,  pump  dir.  to  mains;  stdp.  cap.,  182,000  gals.; 
dim.,  16  X  100;  mat.,  boiler  i.;  2  pump,  eng.,  cap. 
day  2,000,000  gals.;  mains,  c  i.,  13  m.,  4  to 
10  in.  dia.;  113  hyd.;  84  v.;  met.,  ^5;  ^50  serv.; 
pipe,  galv.  i. ;  pres.,  dom.  i65  lbs.;  f.  75  lbs.; 
cons,  day,  410,000  gals.;  cost,  $90,000;  cost  mtce., 
$5,231;  wks.  owned  by  city. 

PARK  RAPIDS,  p.  1,801;  f.  area,  4  blocks; 
mere  bldgs.,  1  to  3  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 4  hose  car.,  1  h.  ft  1 
trk.;  hose,  rub.  lined,  gd.,  3,000  ft.;  f.  al.,  bell; 
val.   equip.,   $2,000;   exp.   dept.,   $350;   30  vol. 

Water  Supply — Src,  xiv.,  %  m.  bus.  cent.;  sys., 
dir.  pres.;  1  pump,  eng.,  cap.  day  150,000  gals.; 
mains,  c.  i.,  5  blocks,  4  to  6  in.  dia.;  5  hyd.;  4 
v.;  pipe,  galv.  i.;  pres.,  dom.  40  lbs.,  f.  150  lbs.; 
cost,  $10,000;  cost  mtce.,  $1,000;  wks.  owned  by 
village. 

PARKER'S  PRAIRIE,  p.  383;  f.  area,  820  a.  F. 
dept. — 1  c  eng.,  c.  hand  ex.,  2  hose  wag.;  hose, 
cot.,  rub.  lined,  gd.,  1,500  ft.;  f.  al.,  bell  ft  wh. ; 
val.  equip.,  $2,000;  val.  bldgs.,  $2,000;  exp.  dept, 
$300. 

PAYNESVILLE,  p.  1,200;  f.  area.  200  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  3  stor.;  priv.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  2  c 
hand  ex.,  1  hose  wag.,  2  hose  car.;  hose,  cot., 
rub.  lined,  gd.,  1,200  ft.;  f.  al.,  bell  ft  wh.;  val. 
equip.,  $2,000;  val.  bldgs.,  $200;  exp.  dept.,  $26; 
tot.  mem.,  40  vol. 

Water  Supply — Src,  wells,  800  ft.  bus.  cent.; 
87S.,  pump  to  stdp.  ft  mains;  stdp.  cap.,  1,000 
bbls.;  dim.,  16  x  20;  pump,  eng.,  cap.  day  2,000 
bbls.;  mains,  c  i.,  %  m.,  6  to  8  in.  dia.;  12  hyd.; 
4  v.;  49  met.;  49  serv.;  pipe,  galv.  1.;  pres.,  dom. 
42  lbs.,  f.  100  lbs.;  cons,  day,  6,000  gals.;  cost, 
$10,000;  cost  mtce.,  $2,200;  wka.  owned  by  city. 

PELICAN  RAPIDS,  p.  1,019;  mere  bldgs.,  bk. 
ft  wd.:  wd.  rfs.  perm.  F.  dent. — 1  str.,  1  c  eng., 
1  h.  s  1.  trk.,  2  hose  car.;  nose,  cot.,  rub.  lined, 
gd.,  1,500  ft.;  f.  aL,  bell  ft  wh.;  tot  mem.,  86 
vol. 

Water  Supply — Src,  riv.;  lya.,  pump  to  stdp.; 
stdp.  cap.,  600  bbls. 


PEQUOT.  p.  260.  F.  dept— 1  c.  hand  ex.,  1 
str.,  2«  hose  wag.,  1,500  ft  hose;  f.  aL,  telp.; 
%-aL  equip.,  $2,000;  val.  bldgs.,  $600;  exp.  dept, 
$120;    tot.   mem.,    10   voL 

PERHAM,  p.  1,876;  f.  area,  640  a.;  mere  bldga., 
bk.  ft  wd.,  1  to  3  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  c.  eng.,  1  h.  ft  L  trt. 
1  aer.  trk,,  2  hose  car.;  hose,  rub.,  gd.,  3,000  ft; 
f.  aL,  bell  ft  wh.;  vaL  equip.,  $8,500;  val.  bldgs., 
^*f?,°?»    S*P-    ^®P*-»    ^*00;    tot   mem.,    32  voL 

Water  Supply — ^Src,  well;  sys.,  pump  dir.;  pmnp. 
eng.,  cap.  day  360,000  gals.;  maioa,  1  m.,  6  ia 
dia.;  8  hyd.;  pres.,  f.  90  lb«.;  cost,  $6,000;  east 
mtce.,  $300;  wks.  owned  by  city. 

PIERZ,  p.  545.  P.  dept—1  h.  ft  L  txk.,  600 
ft.  hose;    81   voL 

PINE  CITY,  p.  1,258.  F.  dept—1  etr.,  1  k  * 
L  trk.,  2,000  ft  hose;  80  voL 

*,''"!!^.«L®t'^'!°'  P-.  ®5*-  ^-  dept—1  h.  ft  L 
trk.,  1,000  ft  hose;  bell  ft  wh.  aL;  86  voL 

PINE  «IVER,  p.  829.  P.  dept— l.«tr..  600  ft 
hose;  bell  aL;   30  voL 

.PIPESTONE,   p.    2,475;    t    area.    64   a.;  mac 

bldgs.,  stn.,  bk.,  cem.  ft  wd.,  1  to  5  ator.;  priv., 
stn.,  bk.,  cem.  ft  wd.,  1  to  2  stor.;  wd.  rfs.  pemL 
m  f.  area;  fwks.  ft  combt  ord.;  causes  of  f.  in?. 
F.  dept.— 2  c  eng.,  2  c  hand  ex.,  1  h.  ft  L  tik., 
3  hose  oar.;  hose,  cot,  lined,  gd.,  1,500  ft;  1  aL. 
telp.  ft  wh.;  vaL  equip.,  $3.3iS3;  vaL  bldgs.,  $4,- 
000;  exp.  dept,  $450;  tot  mem.,  60,  pd.  pait 
time  5,  vol.   55;  imdrs.  rating,  second  dan. 

Water  Supply — Src,  wells,  in  bua.  cent:  ■yt. 
PuniP  to  sldp.;  stdp.  cap.,  96,000  gals.;  dim.,  12 
X  100,  loc.  3  blocks  post  office;  mat,  stl;  r«. 
cap.,  175,000  gals.,  loc.  two  blocks  post  office; 
1  pump,  eng.,  oap.  day,  1,000,000  g&;  mains, 
^/A*  ?-!?•»  *  to  ^  in.  dia.;  51  hyd.;  44  v.;  met, 
462;  462  serv.;  pipe,  galv.  L;  pres.,  dom.  40  to 
42  lbs.,  f.  6o  to  150  lbs.;  cona.  day,  60.000 
gals.;  cost,  $60,000;  cost  mtce.,  $4,500;  wks. 
owned  by  citj'. 

Ki^^'-'^'li'.^'l^'.P-  ^»^^5J  ^  ■«»»  1.280  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  2  stor.;  priv.,  bk.  ft  wd.,  1 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  h.  ft  L  trk.,  S 
hose  car.;   hose,  cot,  rub.  lined,  gd.,   1,200  ft;  L 

t\'c  ««!?  *  ^**v  ^*^-  ^^P-»  tl»«90;  vaL  bldgs., 
$15,000;   exp.  dept,   $200:  tot  mem.,   31  v<rt. 

Water  Supply — Src,  wells,  in  bus.  cent;  ijs- 
pump  to  res.;  res.  cap.,  63,000  gala.;  pumpL  eag- 
cap.  day  280,000  gals.;  mains,  6  1-6  m.7  4  to  8  m. 
dia.;   34  hyd.;   met.  72;   172  serv.;  pipe,  galv.  L; 

£n®^A.*lP™-  ^®  *®  *2  ^*»»"  '•  38  to  42  lbs.;  cost 
$21,000;  cost  mtce.,  $1,200;  wka.  owned  by  village 

PLATO,  p.   238;  f.   area,  40  a.     F.   dept—1  t 

???••  °*^'*?  *••  1  ^^^  ^^'  ^"^  eqnfp.,  $2,600;  val 
h'A'rs.,  $1,0U0;  exp.  dept.,  $2,:>00;  tot  meni.,  f» 
vol. 

Water  Supply — Src,  8  cisterns  of  200  bbls.  eadi. 

PLUMMER.  p.  250;  f.  area,  600  a.  F.  dept 
7::h^-  ^,"*t,.*  buckets;  f.  al..  bell;  vaL  equip.. 
$700;  val.  bides.,   $2,000;  tot.   mem.,   16  vol. 

Water    Supply — ^Not   rc«ported. 

PORTER,  p.  800;  f.  area,  40  a.  F.  dept—1  e. 
!n^A  ^  band  en«.;  val.  equip.,  $1,204;  val  bldgs.. 
$200;  exp.  dept,  $60;  tot  mem.,    16  voL 

Water   Supply — Src,   wells;   sys.,   pump   dir. 

bldgs.,  bk.  ft  wd.,  1  to  2  stor.;  priv.,  bk.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  ares;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept — 1  h.  ft  L 
trk.,  2  hose  car.;  hose,  rub.,  gd.,  1,200  ft;  inf.. 
200  ft;  tot  hose.  1,400  ft.:  f.  aL.  beU;  vaL 
equip.,  $2,500;  vjA.  bldgs.,  $1,400;  cxpi  dept. 
$75:  tot  mem.,  16  voL  ^^ 

Water  Supply--Src,  spr.;  ty.,  grav.  to  i«.; 
res.  cap.,  190,000  gals.;  pump,  eog;,  csol  day 
750.000  gals.;  mains,  3H  m.,  4  to  S  bT  dia.; 
31  hyd.;  156  serv.;  pres.,  dom.  65  to  »6  Ibsi.  t 
65  to  06  lbs.;  cost,  $24,000;  wks.  owned  by 
village. 

bk.  ft  wd.,  2  stor.;  wd-  rfs,  pern.;  no  fwka.  ft 
combt  ord.  P.  dept— 1  c.  eng.»  1  II  4  L  tiL, 
2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,800  ft; 
f.  aL,  wh.;  vaL  equip.,  $4,500;  vaL  bldCL,  M.OOO; 
tot  mem.,  80  vol. 

WlBier  Supply— Src,   well,   in   bnsi    cent:  s*il. 
pump   to   stop,;    stdp.    cap.,   76,000  gaJs.;   tnap. 
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eng.,  cap.  (Jay,  403,000  gals.;  mains,  1%  m., 
4  to  8  in.  dia.;  16  hyd.;  «  v.;  93  met.;  9^3  serv.; 
pipe,  c.  i.;  pres.,  dom.  45  lbs.,  f.  100  lbs.; 
cons,  day,  60,000  gals.;  cost,  $21,600;  cost  mtcc, 
$575;   wks.  owned  by  city. 

RANDALL,  p.  400.     F.  dcpt. — 1  c.  cng.,  1  hand 
eng.,  1  hose  cart,  700  ft.  hose;  f.  aL,  bell;  vol. 
Water  Supply — Src,  riv. 

RAYMOND,  p.  884.  F.  dept— 1  atr..  1,000  ft 
hose;    18  vol. 

RED  LAKE  FALLS,  p.  1,757;  mere,  bldgs.,  bk. 
&  wd.,  1  &  2  Btor.;  priv.,  wd.,  1  &  2  ator.;  wd. 
rfs.  perm,  in  f.  area;  fwka.  &  combt.  ord.  F. 
dept. — 1  str.,  1  c.  eng.,  6  c.  hand  ex.,  1  «.  &  1. 
trk.,  3  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  2,000 
ft.;  f.  aL,  bell;  val.  equip.,  $2,000;  val.  bldgs., 
|2,000;    exp.    dept.,    $150;    tot.    mem.,    85    vol. 

Water  Supply — Stc,  wells,  V4  m.  bus.  cent;  ays., 
pump  to  stdp.;  stdp.  cap.  75,000  gals.;  dim.,  85 
X  15;  mat.  stl.;  1  pump,  cng.;  cap.  day,  252,000 
gals.;  mains,  c.  i.,  3  m.;  6  to  8  in.  dia.;  16  hyd.; 
16  v.;  25  serv.;  pipe,  iron.;  pres.,  dom.  s  l.  CO 
lbs.;  cons,  day  8,000  gals.;  cost,  $26,000;  coat 
mice.,  $480;  wks.  owned  by  city. 

RED  WINQ,  p.  9,048;  f.  area.  4,480  a.;  mere, 
bldga.,  bk.,  1  to  4  stor.;  wd.  rfs.  not  perm.  F. 
(]ept. — 2  atr.,  1  comb,  hose  JE  h.  &  1.  wag.,  1  h. 
A  I.  trk.,  2  hose  wag.,  9  hrs.;  hose,  cot.,  rub. 
lined,  gd.,  7,800  ft.;  nib.,  gi,  800  ft;  tot  hose, 
8.100  ft;  f.  al.,  Oamewell,  82  bx.;  val.  equip., 
$23,621;  vaL  bldgs.,  $40,400;  exp.  dept,  $10,195; 
tot  mem.  39,  pd.  full  time  9,  pd.  part  time  SO; 
undrs.    rating,    third  tjlaas. 

Water  Supply — Src,  riv.,  1-3  m.  bus.  cent; 
aye.,  pump  to  res.;  stdp.  dim.,  27  x  80;  res.  cap.,  1.- 
000,000  gals.;  8  pump  cng.,  clasa  vert  comp.,  cap. 
day  3,000,000  gals.;  mains,  c.  i.,  12  m.,  4  to  14 
in.  dia.;  126  hyd.;  126  v.;  met,  479;  772  serv.; 
pipe,  ga!v.  i.;  pres.,  f.  110  lbs.;  cost,  $180,000; 
cost    mtce.,    $5,800;   wks.   owned  by  city. 

REDWOOD  FALLS,  p.  1,666;  f.  area,  10  a.; 
mere,  bldgs.,  bk.,  1  to  3  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  no  fwks.  &  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  h.  &  1.  trk.,  2  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  1.600  ft;  f.  al.,  bell; 
val.  equip.,  $200;  val.  bldgs.,  $160;  exp.  dept, 
$22  5;  tot  mem.,  30  vol. 

Water  Supply — Src,  «pr.,  1  m.  bus  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  100,000  gals.;  mat., 
stl.;  2  pump,  eng.,  class  hor.  dup.,  oap.  day 
a, 500,000  gals.;  mains,  c.  i.,  20  m.,  4  to  10  m. 
dia-;  48  hyd.;  20  v.;  met,  280;  280  serv.;  pipe, 
lead,  iron;  pres.,  dom.  .50  Iba.,  f.  125  lbs.;  cons. 
day.  2«0,000  gals.;  cost,  $40,000;  cost  mtce., 
$1,500;  wks.  owned  by  city. 

RENVILLE,  p.  1,182;  mere,  bldgs.,  bk.  &  wd., 
2  etor.;  wd.  rfs.  not  perm.  F.  dept — 1  h.  «  1. 
trk.,  2  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  850 
ft,:  f.  al.,  bell;  val.  equip.,  $800;  val.  bldgs.,  $1,- 
OOO;  tot  mem.,  24  vol.;  undrs.  rating,  third  class. 
Water  Supply — Src,  well,  2  blocks  bus.  cent; 
pys.,  pump  to  stdp.  &  dir.;  stdp.  cap.,  20,000  bbls.; 
mat.,  wd.;  res.  cap.,  800,000  gals.;  pump,  eng., 
cap.  day  82,000  gals.;  mains,  c.  i.,  2  m.,  4  to  8 
in.  dia-;  25  hyd.;  80  serv.;  pipe,  galv.  i.;  pres.,  dom. 
4  5  lbs.,  f.  150  lbs.;  cons,  day,  90,000  gals.;  coat, 
S1^»<^00;  wks.  owned  by  city. 

REVERE,  p.  134.  F.  dept. — 1  atr.,  1,200  ft 
hose;  bell  al.;  21  vol. 

RICE,  p.  800;  f.  area,  10  a.  F.  dept — 2  c. 
eng-.;  val.  equip..  $800;  exp.  dept,  $26;  tot  mem., 
1 6    vol. 

Water  Supply — ^Not  reported. 

RICHMOND,    p.    668;    f.    area,    160    a.;    mere. 
bld^s.,  bk.,  1  A;  2  stor.;  priv.,  bk.  A  wd.,  2  stor.; 
wU,    rfs.  not  perm,  in  f.  area;  fwks.  &  combt  ord.; 
rrauses    of    f.    inv.     F.    dept. — 1    hand    eng.,    4    c. 
band    ex.,  1  h.  &  1.  trk.,  1  hose  wag.,  1  hose  car.; 
hoae.    cot,  rub.  lined,  gd.,  1,600  ft;  inf.,  260  ft; 
tot.    hose,  1,750  ft;  f.  al.,  bell;  val.  equip.,  $2,000; 
val      bldgs.,  $1,600;  tot  mem.,  81  vol. 
WAter   Supply — ^Not  reported. 
RlOHVILLE,    p.    256.     F.    dept— 1    atr.,    1.200 
/t-    lioae;  bell  al.;  16  voL 

'  ROBBINSDALE.  p.  1,000;  t  area.  2  ^q,  nu     T. 

dept. i  c.  eng.,  1  h.  &  1.  trk.;  val.  equip.,  $>8,000; 

tot-    mem.,  87  vol. 
^o    waterworka. 

ROCHESTER,  p.  7,844;  f.  wea.  1,000  a.;  mere. 
1.,  bk.,  1  to  4  ator.;  priv.,  wd.,   1  &  2  ator.; 


wd.  rfs.  not  perm,  in  f.  area;  fwks.  k  combt  ord.; 
causes  of  f.  inv.  F.  dept — 6  c  hand  ex..  1  auto, 
triple  comb,  pump  &  c  eng.,  1  h.  ft  L  trk.,  2  hoae 
wag.,  6  hra.;  hose,  cot.  rub.  lined,  gd.,  4,000  ft; 
f.  al.,  Gamewell,  19  bx.;  val.  equip.,  $14,000; 
val.  bldgs.,  $18,760;  exp.  dept,  $4,000;  tot 
mem.  27,  pd.  full  time  4,  pd.  part  time  28. 

Water  Supply — <Src.,  wells,  creek,  in  bus.  cent; 
sys.,  dir.;  grav.  &  pump  to  stdp.;  stdp.  cap.,  240,- 
000  gals.;  mat.,  stl.;  3  pump,  eng.,  cap.  day  2,600,* 

000  gals.;  mains,  c.  i.,  16  m.,  4  to  14  in.  dia.; 
210  hyd.;  6  v.;  met,  1,000;  1,400  serv.;  pipe,  galv. 
i.;  pres.,  dom.  86  lbs.,  f.  100  lbs.;  cons,  day, 
500,000  gals.;  cost,  $200,000;  cost  mtce.  $12,- 
000;  wks.  owned  by  priv.  Go. 

ROLLINQ  STONE,  p.  205.  F.  dept— 1  h.  &  1. 
trk.,  460  ft.  hoae;  15  vol. 

ROSEAN,   p.    644;   f.   area,   200    a.     F.   dept — 

1  str.,  h.  ft  I.,  2  hose  carta;  hoae,  1,500  ft;  vaL 
equip.,  $2,500;  val.  bldg.,  $1,000;  exp.  dept, 
$400;    tot.    mem.,    25   vol. 

Water  Supply — Src,  riv.;  1  pump,  cap.  day  60,- 

000  gals.;  prea.,  dom.  160  Iba.;  wka.  owned  by 
city. 

ROSE  CREEK,  p.  202.  F.  dept — 800  ft  hoae; 
wh.  ft  telp.  aL;   14  vol. 

ROSEMOUNT,  p.  288;  f.  area,  28  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1^  ator.; 
wd.  rfs.  perm,  in  f.  area;  combt  ord.;  oausea  of  f. 
inv.  F.  dept. — 2  c.  eng.,  10  c.  hand  ex.,  400  ft 
hose;  f.  al.,  bell;  val.  equip.,  $800;  tot.  mem., 
16   vol. 

Water  Supply — Src,  wells  ft  cisterns. 

ROUND  LAKE,  p.  287.  F.  dept. — 600  ft  hoae; 
20   voL 

ROYALTON,  p.  676;  f.  area,  800  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  ator.;  priv.,  wd.,  2  ator.;  wd. 
rfs.  perm.;  fwks.  ft  comb.  ord.  F.  dept — 1  atr., 
4  c  hand  ex.,  1  aer.  trk.,  2  hoae  car.;  hoae,  cot. 
rub.  lined,  gd.,  1,500  ft;  f.  al.,  bell;  vaL  equip.. 
$5,000;  val.  bldgs.,  $750;  exp.  dept,  $500;  tot 
mem.,   40   vol.;   undrs.  rating,  third  daas. 

Water  Supply — Src,  well,  riv.  ft  cistern;  1  hyd. 

RUSH  CITY,  p.  964;  f.  area,  160  a.;  mere 
bldgs.,  bk.  ft  wd.,   1  to  8  ator.;  priv.,  bk.  ft  wd., 

1  &  2  stor.;  wd.  rfs.  perm,  in  f.  area';  cauaea  of  f. 
inv.  F.  dept. — 1  str.,  1  h.  ft  1.  trk.,  2  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  1,700  ft;  rub.,  gd., 
300  ft;  inf.,  100  ft;  tot  hose,  2,100  ft.;  f.  aL, 
wh.;  vaL  equip.,  $2,800;  val.  bldgs.,  $850;  exp. 
dept,  $76;  tot.  mem.,  25  vol. 

Water  Supply — Src,  creek;  sya.,  pump  to  stdp.; 
pump,  eng.,  cap.  day  16,000  gals.;  mains,  iron, 
%   m.,  6  in.  dia.;   3  hyd.;   cost  mtce.,  $120. 

RUSHFORD,  p.  1,011;  f.  area,  860  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  3  stor.;  wd.  rfs.  perm.; 
no  fwks.  ft  combt.  ord..  F.  dept. — 1  h.  ft  l.  trk., 
4  hose  car.;  hose,  cot,  rub.  lined,  gd.,  2,600  ft; 
f.  al.,  bell  ft  telp.;  val.  equip.,  $19,000;  val.  bldga., 
$3,000;  exp.  dept,  $700;  tot  mem.,  48  voL 

Water  Supply — Src,  wella;  ays.,  pump  to  rea.; 
res.  cap.,  66,000  bbls.;  pump,  eng.,  cap.  day 
360,000  gals.;  maina,  iron,  2Vi  m.,  4  to  8  in. 
dia.;  24  hyd.;  35  serv.;  pipe,  galv.  L;  pres.,  f.  65  to 
72  lbs.;  cost,  $15,000;  cost  mtce.,  $200;  wka. 
owned  by  city. 

ST.  BOINFACUS,  p.  800.  F.  dcpt. — 1  c  eng., 
1  gas.  eng.,  1  b.  ft  L  trk.,  1  hose  cart;  val.  equip., 
$2,500;  val.  bldgs.,  $1,000;  exp.  dept,  $26;  tot. 
mem.,    40   vol. 

Water  Supply — Src,  cisterns. 

ST.  CHARLES,  p.  1,169;  f.  area,  800  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  bk.  ft  wd.,  2  ator.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  3  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  1,200  ft;  inf., 
300  ft;  tot  hose,  1,500  ft.;  f.  al.,  bell  ft  wh.; 
val.  equip.,  $2,100;  val.  bldgs.,  $800;  exp.  dept, 
$78;  tot.  mem.,  28  voL 

Water  Supply — Src,  well,  1,000  ft.  bus.  cent; 
ays.,  pump  to  rea.  ft  mains;  atdp.  cap.,  245,000 
gals.;  res.  cap.,  120,000  gals.;  1  pump,  eng.,  cap. 
day  150,000  gals.;  mains,  e  L,  8  m.,  2  to  10  in. 
dia.;  28  hyd.;  8  v.;  met,  60;  180  serv.;  pipe, 
galv.  i.;  pres..  dom.  60  lbs.,  f.  60  Iba.;  cons,  day, 
100,000  gala.;  cost,  $18,000;  cost  mtce.,  $760; 
wka.  owned  by  city. 

ST.  CLOUD,  p.  10,600;  f.  area,  8,840  a.;  prtv.. 
wd.,  stn.  ft  bk..  1^  ft  2  ator.;  wd.  rfa.  not  perm.; 
fwka.  ft  combt  ord.  F.  dept — 2  e  hand  ex.,  1  h.  ft 
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1.  trk.,  1  supply  wag.,  1  hose  c&rt.,  2  hrs.;  hoae,  cot., 
rub.  lined,  600  ft.;  rub.,  gd.,  2,000  ft.;  inf.,  1,000 
ft;  tot.  hose,  8,600  ft;  f.  al.,  Gamewell,  18  bx.; 
val.  equip.,  $6,000;  vaL  bldg«.,  $5,000;  exp.  dept, 
$8,000;  tot  mem.  21,  pd.  full  time  4,  pd.  part 
time   18;   undra.  rating,  first  daas. 

Water  Supply — Src,  riv.;  ays.,  pump  to  stdp.  it 
dir.;  6tdp.  cap.,  867,000  gala.;  mat,  stl.;  8  pump, 
eng.,  cap.  day  3,600,000  gals.;  mains,  20  m.,  4  to 
14  in.  clia.;  176  hyd. ;  62  v.:  met,  600;  600  serv.; 
pres.,  dom.  66  lbs.,  f.  130  lbs.;  cons,  day,  760,000 
gala.;  cost,  $160,000;  cost  mtce.,  $10,000;  wks. 
owned  by  city. 

ST.  fllLAIRE,  p.  468.  F.  dept — 1  hand  eng., 
600  ft  hose;  bell  al.;  85  toI. 

ST.  JAMES,  p.  2,102;  f.  area,  600  a.;  mere 
bldgs..  wd.  JE  bk.,  1  to  4  stor.:  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  combt  ord.;  causes  of  f.  inv. 
F.  dept — 1  b.  ft  1.  trk.,  2  hose  carta;  hose,  cot, 
rub.  lined,  gd.,  1,600  ft;  inf.,  600  ft;  tot  hose, 
2,000  ft;  1.  al.,  bell  ft  wh.;  val.  equip.,  $2,600; 
vaL  bldgs.,  $600;  exp.  dept,  $500;  tot  mem., 
40  Tol. 

Water  Supply — Src,  wells;   sys.,  pump  to  stdp. 

ft  dir.;   stdp.   cap.,   200,000   gals.;    2   pump,   eng.; 

mains,  c.  i.,  2%   m.,  4  to  12  in.  dia.;  42  byd.;  6 

*     v.;    met,    10;    100   serv.;    pres.,    dom.    40    ws.,    f. 

120  lbs.;  cost,  $26,000;  wks.  owned  by  city. 

ST.  PAUL,  p.  214,744:  f.  area,  64  sq.  m.;  mere, 
bldgs.,  bk.  ft  stn.,  2  to  16  stor.;  priv.,  stn.,  bk.  ft 
wd.,  1  to  3  stor.;  wd.  rfs.  not  perm.;  fwks.  ft 
combt.  ord.;  oau<se8  of  f.  inv.  F.  dept. — '1  auto.  str. 
with  hose,  20  str.  (1  in  reserve),  1  comb.  c.  ft  h. 
wag.,  1  auto.  comb.  c.  ft  h.  wag.  (1  c.  eng.  in 
reserve),  89  c.  band  ex.,  6  h.  ft  1.  trk.,  4  aer.  trk., 

I  water  tower,  10  hose  wag.  (2  in  reserve),  1  hose 
reel  (1  in  reserve),  2  lauto.  squad  wag.,  9  chiefs 
auto.,  22  fuel  ft  exercise  wag.,  (186  hrs.  (14  in 
reserve) ;  hose,  cot,  rub.  lined,  gd.,  60,400  ft 
(^y800  ft  in  reserve);  f.  al.,  Gamewell,  242  bx.; 
val.  equip.,  $^76,000;  val.  bldgs.,  $416,000;  exp. 
dept,  $400,000;  tot  mem.,  3^2,  pd.  full  time; 
undrs.  rating,   first  class. 

Water  Supply — Src.,  wells  ft  lakes,  26  m.  bus. 
eeot;  sys.,  grav.  ft  pump  to  res.:  mat,  clay  ft 
cone;  res.  cap.,  18,000.000  gals.,  loc.  8  m.  dty; 

II  pump,  eng.,  class  comp.  cond.  triple  exp.,  trip, 
air  ft  centrit,  cap.  day  60,000,000  gals.;  mains, 
c.  L,  882%  m.,  4  to  36  in.  dia.;  8,427  hyd.;  8,142 
v.;  met,  29,281;  86,200  serv.;  pipe,  lead  ft  iron; 
pres.,  dom.  ft  f.,  10  to  100  lbs.;  cons,  day,  18,182,- 
060  gals.;  cost,  $6,74^,068;  cost  mtce.,  $109,766; 
wks.  owned  by  city. 

ST.  PETER,  p.  4,176;  mere,  bldgs.,  wd.,  stn.  ft 
bk.,  2  ft  8  stor.;  priv.,  wd.,  bk.  ft  stn.,  1%  ft  2 
•tor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.  F. 
dept — 12  c.  hand  ex.,  1  h.  ft  1.  trk.,  8  hose  ear.; 
hose,  cot,  rub.  lined,  gd.,  2,000  ft;  rub.,  gd.,  600 
ft;  inf.,  200  ft;  tot  hose,  2,700  ft;  f.  aL  bell; 
val.  equip.,  $8,600;  val.  bldgs.,  $5,000;  exp.  dept, 
$700;  tot  mem.,  86  vol.;  undrs.  rating,  third  class. 

Water  Supply — Src.,  well,  1  block  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  160,000  gals.; 
mat,  stl.;  2  pump,  eng.,  cap.  day  860,000  gals.; 
mains,  c.  L,  e^A  m.,  4  to  12  in.  dia.;  48  hyd.;  25 
v.;  met,  260;  250  serv.;  pipe,  galv.  i.;  pres.,  dom. 
100  lbs.,  f.  100  io  125  lbs.;  cons,  day,  60,000 
gals.;  cost,  $48,000;  wks.  owned  by  city. 

SANBORN,  p.  462.  F.  dept. — 1  str.,  1  h.  ft  1. 
trk.,  1,800  ft  hose;  bell  al.;   24  vol. 

•SANDSTONE,  p.  1,818;  f.  area,  100  a.;  bldgs., 
wd.,  1  ft  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  coxnbt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  2 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,600  ft;  f. 
al.,  bell;   val.   equip.,   $2,600;   tot  mem.,   26  voL 

Water  Supply — ^Src,  spr.,  %  m.  bus.  cent;  sys., 
grav.,  stdp.,  cap.,  •60,000  gals.;  dim.  24  x  22;  mat 
wd.,  res.  cap.,126,000  gals.;  2  pump,  eng.,  cap.  day, 
6.000,000  gals.;  mains,  iron,  4  m.,  6  to  8  in. 
dia.:  86  v.;  6  met.;  29  hyd.;  248  serv.;  pres.,  dom. 
60  lbs.,  f.  80  to  12^  lbs.;  cost,  $40,000;  cost  mtce., 
$900;  wks.  owned  by  Co. 

SAUK  CENTRE,  p.  2,154;  f.  area,  820  a.;  mere, 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  bk.  ft  wd..  1  ft  2 
stor.;  wd.  rfs.  not  perm,  m  f.  area;  combt  ord.; 
causes  of  f.  inv.  ¥.  dept — 1  c  eng.,  1  h.  ft  1. 
trk.,  2  hose  wag.;  hose,  cot,  rub.  lined,  gd.,  2,000 
ft;  inf.,  600  ft.;  tot  hose,  2,600  ft;  f.  al.,  bell 
ft  telp.,  val.  equiip.,  $8,000;  val.  bldgs.,  $2,000; 
ezp.  dept,  $600;  tot  mem.,  68  vol. 


Water  Supply — ^Src.,  lake,  2%  blocks  bos.  out; 
sys.,  pump  dir.  to  mains;  res.  csf>.,  1,400,000  gals.; 
2  pump,  eng.,  cap.  day  1,400,000  gala.;  mtim, 
c.  L,  4^  m.,  4  in.  dia.;  44  hyd.;  22  v.;  met,  1; 
176  serv.;  pipe,  galv.  L;  prea.,  dom.  40  lbs.,  f. 
80  to  125  lbs.;  cost,  $22,000;  cost  mtce.,  $2,400; 
wks.  owned  by  city. 

SAUK  RAPIDS,  p.  1,746;  f.  area,  600  a.;  bldn., 
bk.  ft  wd.;  wd.  rfs.  perm.  F.  dept — 1  gtsouse 
eng.,  1  h.  ft  L  trk.,  2  hose  carts,  8  c  ex.:  hose, 
cot.,  rvb.  lined,  gd.,  1,000  ft;  f,  al.,  bell;  ej|i. 
dept,  $26;  tot  mem.,  20  voL;  undxB.  rating,  tliird 
dass. 

Water  Supply — Src,  wells  ft  dstems. 

SEAFORTH,  p.  672.  F.  dept — ^1  str..  1,000 
ft  hose;  16  vol. 

SEBEKA.  p.  428.  F.  dept — 1  str.,  600  (L 
hose;   15  vol. 

SHAKOPEE,  p.  2,802;  f.  area,  15  a.;  mere, 
bldgs..  bk.  ft  stn.,  2  ft  8  stor.;  priv.,  bk.,  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.  F.  dept— 
1  hand  eng.,  1  h.  ft  L  trk.,  2  hose  car.;  dok^ 
cot,  rub.  lined,  gd.,  2,600  ft;  vaL  equip.,  $6,000; 
val.  bldgs.,  $4,000;  exp.  dept,  $200;  tot  mcOL, 
60  vol. 

Water  Supply — ^Sre.,  rlv.,  1  blodc  bus.  eeot; 
sys.,  pump  dir.  to  mains;  1  pomp,  eng.,  csp.  dty 
1,000,000  gals.;  mains,  8,000  ft,  2  in.  dia.;  «U 
owned  by  city. 

SHEBURNE.  p.  814.  F  dept — 1  h.  ft  L  trie, 
1,800  ft  hose;  bell  al.;  26  vol 

SILVER  LAKE,  p.  882.  F.  dept. — 1  h.  ft  L  tt, 
1,000  ft  hose;  bell  aL;  20  voL 

SITEKA,  p.  660.  F.  d^t — 1  gasoline  csg, 
hose  cart  ft  ladder;  hose,  600  ft;  vaL  equto.,  $V 
200;  vaL  bldgs.,  $1,000;  tot  mem.,  20  voL 

Water  Supply — Sr&,  rlv.,  B.  E.  tk.  ft  8  luge 
city  wells. 

SLAYTON.  p.  860.  F.  dept— 1  h.  ft  L  tik.,  1 
c.  eng.,  2  hose  carta;  hose,  1,200  ft;  tot  aea., 
26  VOL 

Water  Supply — Src.,  wells;  stdp.  cap.,  1,800 
bbls.;  res.  can.,  2,000  bbls.;  mains,  2  m.,  4  to  I 
in.  dia.;    28  hyd.;  prea.,  dom.   40  lbs.,  L  90  Ilia 

SLEEPY  EYE,  p.  2,247;  t  area,  1,820  a.;  men. 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  IH  stor.;  wd.  xtM, 
not  perm.;  fwks.  ft  combt  ord.  F.  d^ft, — ^1  k. 
ft  L  trk.,  1  hose  wag.;  hose,  cot,  rtsb.  lined,  fd, 
1,800  ft.;  f.  aL,  elec.,  26  bx.;  val.  equip.,  $2,000; 
val.  bldgs.,  $2,000;  exp.  dept,  $225;  tot  dol, 
80  vol. 

Water  Supply — Src.,  well,  800  ft  bus.  eesL; 
sys.,  pump  to  stdp.;  stdp.  cap.,  86,000  gals.;  mat, 
wd.;  res.  cap.,  700,000  gals.;  2  pomp,  eng.;  met, 
68;  21  serv.;  18  hyd.;  pres.,  dom.  45  Iba.,  f.  100 
lbs.;  cons,  day,  150,000  gals.;  coat,  $5,000;  cart 
mtce.,  $600;  was.  owned  by  dtj. 

SOUTH  ST.  PAUL,  p.  4,510;  f.  area.  0  a.;  mm, 

bldgs..  bk.  ft  wd.,  2  ft  4  stor.;  prir.,  wd.,  2  stor.; 
wd.  rfs.  perm.  F.  dept. —  4  c  band  ex.,  1  hose 
wag.;  5  nose,  car.;  1  deigh,  2  hrs.;  hose,  cot, 
rub.  lined,  gd.,  4,200  ft;  inf.,  800  ft;  tot  boec^ 
6,000  ft;  f.  aL.  elec,  -9  bx.;  val.  equip.,  $5,200; 
val.  bldgs.,  $10,000;  exp.  dept,  $1,600;  tot  men., 
25.  pd.  full  time  2.  vol  23. 

Watar  Supply — Src.,  wells,  800  ft  boa.  ceat; 
sys.,  pump  to  stdp.;  stdp.  cap.  150,000  gals.,  dim. 
16  X  100,  mAt  stL;  maine,  c  L,  10  1-7  m.,  6  to 

8  in.  dia.;  108  hyd.;  84  v.;  476  met;  600  aov.; 
pipe,  c.  L;  pres.,  dom.  ft  f.  26  to  100  lbs.;  cssa 
day,  100,000  gals.;  cost,  $80,000;  wka.  owned  br 
city. 

SPARTA,  p.    900;   f.  area,   40   a.     F.  dept— 1 

h.  ft  1.  trk.,  2  hose  carts;  hose^  1«S00  ft;  viL 
equip.,  $2,000:  tot  mem..  20  voL 

Water  Supply — Src.,  lake;  sya.,  dhr.  mi., 

9  hyd.;  pres.,   dom.   00  lbs.,  L    200   ib&; 
H  m.jWk8.  owned  by  dty. 

SPIGER,  p..    400:   f.  area,   20  a.     F. 
gas    eng.,   hook   ft   ladders   etc,    t   al., 
equip.,  $1,800;  val.  bldg.,  $500;  tot 

Waiter  Supply — Src,  ijJce. 


SPRINGFIELD,  p.  1,482:  f.  area*  80  a.; 

bldgs.,  2  stor.;  priv.,  wd.,  1%  ft  2  stor.;  wd.  A 
not  perm.  F.  dept — 1  hand  eng.,  6  c  liaad  ea, 
1  h.  ft  L  trk.,  2  hose  car.;  hoae,  oot.,  mbu  Uasi 
ed..  800  ft:  inf.,  700  ft;  tot  hose,  1.500  ft:  t 
al.,  bell;  val.  equip.,  $6,000;  vaL  bld^i.,  |6,0M; 
exp.  dept.  $60;  tot  mem.,  26  toL 
Water  Supply — Src,  wdla;  ays.,  pomp  to  st4P4 
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ft<^.  ctp.,  75,000  ffals.;  res.  cap.,  1,800  bbla.; 
pump,  eag.,  cap.  day  1,000,000  gala.;  znaina,  8 
m.,  4  to  8  in.  dia.;  86  hyd.;  prea.,  dom.  53  to  58 
lbs.,  f.  75  Iba.;  coat,  $6,000;  wka.  owned  by  city. 

SPRING  GROVE,  p.  620;  f.  area,  25  a.;  mere, 
bldga.,  wd.,  2  ator.;  priv.,  bk.  ft  wd.,  1  &  2  stor.; 
wd.  rfa.  perm,  in  f.  area;  fwka.  ft  oombt  ord.; 
causes  of  f.  inr.  F.  dept — 2  hand  eng.,  12  c. 
hand  ex.,  1  h.  ft  1.  irk.,  2  hoae  reels  ft  carta;  hose, 
cot.  rob.  lined,  gd.,  600  ft;  f.  al..  bell;  vaL  equip., 
1400;  val.  bldga.,  $600;  exp.  dept,  $100;  tot. 
mem.,  25  vol. 

Water  Supply — Src,  well,  1  block  bos.  cent.; 
Sjw.,  pomp  to  stdp.;  stdp.  cap.,  64,400  gala.;  mat., 
iron;  1  pump,  eng.,  cap.  day  15,000  gala.;  maina, 
c.  i,  1  m.,  4  to  8  in.  dia.;  11  hyd.;  11  v.;  met, 
11;  40  serv.;  pipe,  galv.  i,;  pres.,  dom.  85  lbs.,  f. 
40  lbs.;  cost,  $6,000;  wka.  owned  by  city  ft  Co. 

SPRING  VALLEY,  p.  1,817;  f.  area,  640  a.; 
mere,  bldgs.,  bk.  ft  wd.,   1  ft   2  stor.;  priv.,  wd., 

1  ft  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt 
ord.;   causes  o<  f.  inv.     F.  dept — 1   h.   ft  L  trk., 

2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,500  ft; 
inf.,  600  ft;  tot  hose,  2,000  ft;  f.  al.,  elec.;  val. 
equip.,  $2,500;  Tal.  bldgs.,  $4,000;  ezp.  dept. 
$200;  tot  mem.,  45  toL;  undrs.  rating,  third 
dass. 

Water  Supply — Src,  spr.,  ^  m.  bus.  cent;  ays., 
pomp  dir.  ft  pump  to  stdp.;  stdp.  cap.,  60,000 
gala.;  res.  cap.,  8,000,000  gals.;  2  pimip.  eng., 
daaa  dup.,  cap.  day  1,000,000  gals.;  maina,  e.  L, 
6  m.,  4  to  «  in.  dia.;  80  hyd.;  26  ▼.;  100  serv.; 
pipe,  iron;  pres.,  dom.  60  lbs.,  f.  100  lbs.;  cons, 
day,  250,000  gala.;  coat,  $15,000;  cost  mtce., 
$1,800;  wks.  owned  by  dty. 

STAPLES,   p.    2,558;    f.   area,    1,000    a.;   mere 

bldga.,   bk.,  stn.  ft  wd.,   1   to  8  stor.;   priv.,   wd.. 
1  ft  2  stor.;  wd.  rfs.  perm.     F.  dept — 2  c  hand 

ex.,    1   fa.  ft  1.  trk.,   2  hose  car.;  hose,  cot,  rub. 

lined,   1,000  ft;  f.  al.,  bell  ft  wh.;  tot  mem.,  28 

voL 

Wfttar   Supply — Src,   well;    in  bus.    cent;   sys., 

grar.;  etdp.  cap.,  75,000  gala.;  dim..  »6  x  25;  mat 

atl.;    «e.   cap.,    50,000  gala.;    2   pump,   eng.;    cap. 

day,  60,000  gala.;  mains,  c  i.;  2%  m.;  4  to  10  m. 

dia.;    82  hyd.;    9  v.;    150   met;    140   serv.;  pres., 

dom.  45  lbs.;  f.  105  lbs.;  cons,  day,  50,000  gals.; 

cost,   $80,000;  wks  owned  by  city. 

STEPHEN,    p.    618;    f.    area,    4,000    ft;    mere 

bldga.,    bk.,    2  ator.;   priv.,   wd.,   2   stor,;   wd.  rfa. 

rm.:  fwks.  ord.;  cauaes  of  f.  Inv.  P.  dept — 1 
&  L  trk.,  1  aer.  trk.,  2  hose  wag.,  2  hrs,;  hose, 
cot..  Tub.  lined,  gd.,  1,700  ft;  f.  al.,  elec,  4  bx.; 
val.  equip.,  $1,600;  val.  bldgs.,  $6,000;  exp.  dept, 
$75;    tot  mem.,  20  voL 

Water  Supply— Src,  riv.;  ays.,  pump  dir.;  mains, 
c  L,  H  m.,  6  in.  dia.;  8  hyd.;  pres.,  f.  150  lbs.; 
coat,    $17,000;  exp.  dept.,  $1,800. 

STEWART,  p.  412.  F.  dept — 1  h.  ft  L  trk., 
1,000  ft  hose;  bell  aL;  82  voL 

STEWARTVILLE,  p.  794.  F.  dept— 1  \  ^  ]r 
trk.,  2  hoae  carU;  hose,  1,250  ft;  f.  al.,  beU  ft 
si^.;    tot  mem.,  25  voL 

Water  Supply^-Src,  welle;  stdp.  cap.,  2,000 
bbls.;  7  hyd.;  prea.,  dom.  45  to  60  Iba.,  f.  00  to 
110   lbs. 

arr»LA-WATER,  p.  10,198;  f.  sjrea,  2,870  a.; 
mere,  bldgs.,  bk.  ft  stn.,  1  to  8  stor.;  priv.,  wd., 
2  atin^.l  wd.  rfs.  not  penn.;  fwks.  ft  combt  ord.; 
causee  of  f.  inv.  F.  dept.— 1  atr.;  1  gaa  eng., 
4  c  hand  ex.,  1  h,  ft  1.  trk.,  1  hose  wa«.  1  hose 
Jeel.  7  brs.;  hose,  rub.,  «i.,  5,120  ft.;  inf.  580  ft.; 
tof  Iioae,  5,700  ft;  f.  al.,  elec,  29  bx.;  v«l. 
e^aip.,  $21,000;  val.  bldgs.,  /JMOO;  exp.  dept^ 
Sl»  OOO;  tot  mem.  10,  pd.  full  time  8,  pd.  part 
time    2;    undrs.   rating,  second   claas. 

VVater  Supply — Src,  lake  for  lower  sya.  ft  creek, 
1  m.  btis.  cent;  sys.,  pump  to  stdp.;  stdp.  cap., 
286.000  gals.,  loc  on  top  of  hflla;  P«mp  f or  upper 
*****'-  pump.  eng..  cap.  day  8,000,000  Mle.; 
/i,  16  m.,  4  to  16  in.  dU.;  186  hyd.; 
1.155  aerv.;  pipe,  galv.  L  ft  'tl.  ;!>'«■•» 
0  lbs.,  f.  100  lbs.;  cons,  day,  1.410,000 
gnlB.Z     cost^   $180,000;    cost   mtce.,    $5,500;   wks. 


lomT'ioO'lbs.,   f.   100 


Swned    by  Co.  ,     ^     ,  v    * 

AVVANVIU-E,  p.  897.  F.  dept — 1  str.,  1  n.  ft 
1  S*.7^  c:^S..^.00O  ft  hose;  bell  d.;  25  voL 
*•  ^ViYUORS  FALLS,  p.  464;  f.  area,  80  a.;  mere 
».i<«0^  bk.,  2  ft  8  ator.;  priv.,  wd.,  1%  stor.;  wd. 
rfi^^irm.  in  t  area;  fWia.  ft  combt  ord.;  eauaes 


of  f.  inv.     F.  dent. — 1  h.  ft  1.  trk.,  6  c  hand  ex., 
2  hose  car.;    2   hose  wag.;   hose,   cot,  rub.   lined, 

fd.,  1,'100  ft:  f.  al.,  bell  ft  telp.;  val.  equip., 
1,200;  val.  bldgs.,  $700;  axp.  dept,  $450;  lot 
mem.,   25  voL 

Water  Supply — Src,  spr.,  H  m.  bus.  cent;  sja., 
pump  dir.;  res.  cap.,  100,000  gals.:  2  pump,  eng., 
cap.  day  50,000  gala.;  mains,  c  i.,  1%  m.;  14 
hyd.;  24  v.;  22  met;  pres.,  dom.  ft  f.,  110  lbs.; 
cons,  day,  7,000  gals.;  cost^  $22,000;  cost  mtce., 
$55;  wks.  owned  by  city. 

TENSTRIKE,  p.  250.  F.  dept. — 1  atr.,  S  c  ex., 
1,000   ft   hose;   bell  al.;   21   voL 

THIEF  RIVER  FALLS,  p.  8,714;  f.  area,  160  a.; 
mere  bldgs.,  bk.,  stn.  ft  wd.,  1  to  2  stor.;  priv., 
1  to  2  stor.;  wd.  rfa.  perm.  In  f.  area;  fwka.  ft 
combt.  ord.;  cauaea  of  f.  inv.  F.  dept. — 1  atm. 
eng.,  6  c  hand  ex.,  1  h.  ft  1.  trk.,  1  aer.  trk.,  8 
hose  car.,  2  hra.;  hose,  rub.  lined,  gd.,  2,000  ft; 
f.  al.,  bell;  val.  equip.,  $8,000;  val.  bldga.,  $5,000; 
exp.  dept,   $2,400;   tot.  mem.,  181  vol. 

Water  Supply — ^Src,  deep  welJa  ft  riv.,  situated 
1  block  bua.  cent;  sya.,  pump  to  atdp.;  stdp.  cap., 
75,000  gals.;  dim.,  24  x  20  ft  x  120  ft;  mat, 
stL;  2  pump,  eng.,  cap.  dav  1,000,000  gala.; 
mams,  c  i.,  2  m.,  4  to  10  in.  dia.;  150  met;  pipe, 
l^alv.  1.;  pres.,  dom.  55  lbs.,  f.  100  lbs.;  cons, 
day,  75,000  gals.;  cost,  $87,500;  wka.  owned  by 
d^. 

TINTAH,  p.  317;  f.  area,  820  a.  F.  dept — 1  c 
eng.,  1  h.  ft  I.  trk.;  val.  equip.,  $900;  val.  bldgs., 
$600;  tot  mem.,  10  vol. 

Water  Supply — iSrc,  wells;  sys.,  pump  dir.;  8 
pump,  eng.;  cost  mtce.,  $100;  wks.  owned  by 
village. 

TORAH,  p.  600.  F.  dept — 1  h.  ft  L  trk.,  1 
hand  eng.,  1,000  ft  hose;  bell  aL;  28  part  pd. 
men. 

TRACY,  p.  1.876;  f.  area,  4  blocka;  mere  bldgs., 
stn.  ft  bk.,  1  ft  2  stor.;  priv.,  wd..  1  ft  2  stor.; 
wd.  rfs.  perm,  in  f.  area:  fwks.  ora.;  cauaea  of  L 
inv.  F.  dept — 1  h.  ft  1.  trk.,  2  c  hand  ex.,  1 
hose  wag.,  1  hoae  car.;  hoae,  cot,  rub.  lined,  gd., 
1,800  ft;  inf.,  200  ft;  tot  hose,  2,000  ft;  f. 
al.,  bell;  vaL  equip.,  $6,000;  val.  bldga.,  $8,500; 
exp.  dept,  $150;  tot  mem.  24,  pd.  part  time. 

Watsr  Supply — Src.  well,  1,200  ft  bua.  cent; 
sya.,  grav.  ft  pump  dir.;  rea.  cap.,  150,000  gala.; 
1  pump,  eng.,  cap.  day,  1,000,000  gala.;  maina, 
c  i.,  4  m.,  4  to  8  in.  dia.;  86  hyd.;  825  serv.; 
pres.,  dom.  40  lbs.,  f.  110  lbs.;  cons,  day,  50,000 
gals.;  cost,  $40,000;  cost  mtce.,  $3,000;  wka. 
owned  by  city. 

TRIUMPH,  p.  248.  F.  dept— 1  str.,  1  h.  ft  L 
trk.,  1,000  ft  hose;  bell  aL;  26  voL 

TRUMAN,  p.   451.     F.   dept. — 2  hose  carU,   1,- 

000  ft  hose. 

TWIN  VALLEY,  p.  548.  F.  dept— 1  str.,  2  c 
band  ex.,  2  hose  carts;  hose,  cot.,  rub.  lined,  gd., 
1,300  ft;  f.  aL,  bell;  >^1.  equip.,  $2,000;  val. 
bldgs.,  $500;  tot.  mem.,   20  voL 

TWO  HARBORS,  p.  4,990;  f.  area,  800  a.;  mere 
bldgs.,  bk.  ft  wd..  1  to  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept. — 1  h.  ft  L  trk.,  2  hose  car.;  hoae, 
cot,  rub.  lined,  gd.,  3,000  ft;  f.  aL,  bell  ft  wh., 
7  bx.;  vaL  equip.,  $3,500;  val.  bldgs.,  $800;  exp. 
dept,  $800;  tot  mem.,   10  voL 

Watsr  Supply — Src,  lake,  ^  m.  bus.  cent;  sys., 
pump  dir.;  stdp.  cap.,  4,000,000  gals.;  mat,  bk. 
ft  cone;  2  pump,  eng.,  cap.  day  6,000,000  gala.; 
mains,  c  L,  6  m.,  4  to  12  in.  dia.;  81  hyd.;  500 
serv.;  pipe,  iron;  pres.,  dom.  80  lbs.,  f.  150  lbs.; 
cons,  day,  1,300,000  gals.;  cost  $80,000;  cost 
mtce.,  $22,000;  wks.  owned  by  village. 

TYLER,  p.  614.  F.  dept. — 500  ft  hose;  16 
vol. 

ULEN.  p.  488.  F.  dept — 1  h.  ft  L  trk.,  900  ft 
hose;  bell  al.;  18  voL 

VCRNDALE,  p.   600;  f.  area,  80  a.     F.  dept — 

1  c  eng.,  1  h.  ft  L  trk.,   1  hose  cart;  vid.  equip., 
$1,800;   vaL   bldga.,   $1,500;   tot   mem.,   25   vol. 

Water  Supply — iSrc,  wells;  sys.,  pump  to  stdp.; 
wfcs.   owned  by  city. 

VERQAS,  p.  237.  F.  dept. — 1  atr.,  1  e  eng., 
1,000  ft  hose;  bell  al.;  15  voL 

VERNON  CENTER,  p.  289.  F.  dept— 1  h.  ft  L 
trk.,  1  c  eng.,  500  ft  hose;  bell  id.;  voL 

VESTA,  p.  248.  F.  dept— '1  atr.,  700  ft  hose; 
bell  aL;  24  voL 
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VILLARD,  p.  260.  P.  dept.— 1,000  ft.  ho«e; 
bell  al.;  vol. 

VIRGINIA,  p.  10,473;  f.  area,  1,040  a.;  mere, 
bldgs..  bk.,  1  to  8  Btor.;  priv..  wd.,  1  to  8  stor.; 
wd.  TIB,  not  perm,  in  f.  area;  iwka.  Ac  combt.  ord.; 
causes  of  f.  inv.  P.  dept. — I  str.,  1  auto.  comb.  h.  8c 
c.  wag..  1  h.  &  1.  trk.,  1  hose  wag.,  1  hose  sled,  1 
b.  ft  1.  sled.  1  hose  cart,  1  chief's  buggy,  2  hrs. ;  hose, 
cot.,  rub.  lined,  gd.,  7,000  ft.;  f.  al.,  Gamewell,  42 
bx.;  val.  equip.,  |S2,000;  val.  bldgs.,  $14,476;  exp. 
dept,  $19,945;  tot.  mem.  14,  pd.  full  time. 

Water  Supply — Src,  8  wells;  eys.,  pump  to  res.; 
pump  cap.,  8,000  gals,  min.;  110  nyd.;  18  m. 
mains,  4  to  16  in.  dia.;  cost,  $825,000;  wka.  owned 
by   Virginia  Electric   Power  ft   Water   Co. 

WABASHA,  p.  2,622;  f.  area,  10  a.;  mere,  bldgs., 
bk.,  1  to  8  stor.;  priv.,  stn.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord. 
P.  dept. — 1  str.,  1  c.  eng.,  2  c  hand  ex.,  1  h.  ft 
1.  trk.,  4  hose  car.,  1  hoa^  wag.;  hose,  cot,  rub. 
lined,  gd.,  2,200  ft;  inf.,  800  ft;  tot  hose,  2,600 
ft;  f.  al.,  bell  ft  wh.;  val.  equip.,  $9,000;  vaL 
bldgs.,  $6,000:  exp.  dept,  $76;  tot  mem.,  40  vol. 

Water  Supply — Src,  riv.;  sys.,  pump  dir.;  pump 
cap.  day.  680,000  gals.;  cost,  $6,000;  cost  mtce., 
$200;   wks.   owned  oy  Go. 

WABASSO,  p.  848.  P.  dept— 1  str.,  1  h.  ft 
1.  trk.,   1,000  ft  hose;  bell  al.;   24  voL 

WACONIA,  p.  817;  f.  area,  120  a.;  mere,  bldgs., 
wd.,  1  ft  2  stor.;  priv.,  wd.,  1%  stor.;  causes  of 
f.  inv.  P.  dept — 1  gas.  eng.,  2  comb.  c.  ft  h. 
wag.,  1  c.  hand  ex.,  1  aer.  trk.,  1  hose  wag.;  hose, 
cot,  rub.  lined,  gd.,  2,200  ft.;  f.  al.,  bell;  vzl 
equip.,  $5,400;  val.  bldgs.,  $15,000;  exp.  dept, 
$75:  tot  mem.,  70  vol. 

Water  Supply — Src,  cisterns.     No  waterwks. 

WADENA,  p.  1,820;  bldgs.,  wd.  ft  bk.,  1  ft  2 
stor.;  wd.  rfs.  not  perm,;  no  fwks.  ft  combt  ord. 
P.  dept — 1  h.  ft  1.  trk.,  2  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  1,200  ft;  rub.,  gd.,  50  ft;  inf.. 
400  ft;  tot  hose,  l,i660  ft;  f.  al.,  bell  ft  wh.;  val. 
equip.,  $1,500;  val.  bldgs.,  $6,000;  exp.  dept, 
$100;  tot.  mem.,  26  vol.;  undrs.  rating,  third  claj?s. 

Water  Supply — Src,  wells,  1-6  m.  bus.  cent; 
sys.,  pump  to  res.  ft  dir.  to  mains;  stdp.  cap., 
100,000  gals.;  mat,  sti.;  res.  cap.,  100,000  gals.; 
1  pump,  eng.,  class  trip.,  cap.  day  720,000  gals.; 
mains,  c  i.,  2  m.,  4  to  10  in.  dia.:  24  hyd.;  met, 
60;  pipe,  galv.  i.;  pres.,  dom.  46  lbs.,  f.  120  lbs.; 
cost,  $12,000;  cost  mtce.,  $1,000;  wks.  owned  by 
city. 

WALKER,  p.  917.  P.  dept— 1.000  ft  hose; 
ben  *L;  9  vol. 

WALNUT  GROVE,  p.  866.  P.  dept — 800  ft 
hose;  bell  al.;  24  voL 

WANDA,  p.    129;    f.    area,    10    a.     P.    dept— 1 

rs.  eng.,  1  aer.  trk..  1  hose  wag.,  1,200  ft.  hose; 
al.,  bell;  val.  equip.,  $1,600;  exp.  dept,  $100; 
tot.  mem.,  14  vol. 

Water  Supply — ^Src,  wells,  in  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  40,000  gals.;  2  pump, 
eng.,  cap.  day  860,000  gal*.;  mains,  c.  i.,  2,200 
ft,  6  in.  dia.;  5  hyd.;  1  v.;  16  met;  pres.,  dom. 
75  lbs.,  f.  126  lbs.;  cone,  day,  8,000  gals.;  cost, 
$7,000;  cost  mtce.,  $500;  wks.  owned  by  city. 

WARREN,  p.  1,618:  priv.  bldgs.,  bk.  ft  wd.,  2 
stoT.;  wd.  rfs.  perm;  iwks.  ft  combt  ord.:  causes 
of  f.  inv.  P.  dept — 1  c.  eng.,  9  c  hand  ex.,  1 
b.  ft  1.  trk.,  2  hose  car.:  hose,  cot,  rub.  lined,  gd., 
1,750  ft;  inf.,  1>200  ft;  tot  hose,  2,950  ft;  f. 
al.,  bell  ft  wh.;  val.  equip.,  $3,250;  val.  bldgs.. 
$2,500;  exp.  dept,  $300;  tot  mem.,  22  vol.; 
undrs.    rating,   third    class.  .^,    ,      ^ 

Water  Supply — Src,  well;  4  blocks  bus.  cent; 
sys.,  purap  to  stdp.;  stdp.  cap.,  60,000  gals.;  dim., 
18  X  20;   mat,  stl.;    1  pump,   eng.,   cap.  day,   80,- 

000  gals.;  mains,  c.  i.,  2  m.,  4  to  8  in.  dia.; 
27  hyd.;  11  v.;  met.,  200;  230  scrv.;  pipe,  galv. 
i.;  pres.,  dom.  46  lbs.,  f.  45  lbs.;  cost  $88,000; 
cost  mtce.,  $500;  wks.  owned  by  city. 

WARROAO,  p.  927.  P.  dcpi.— 1  str.,  1,750 
ft  hose;  f.  al.,  elec.   wh.;   30  vol. 

WASECA,  p.  8.064:  f.  area,  900  a.;  bldgs.,  bk. 
ft  stn.,  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt. 
oo-d.    P.  dept — 1  h.  ft  1.  trk.,  1  comb.  c.  A  h.  wa^., 

1  hose  wag.;  hose,  cot.,  rub.  lined,  gd.,  $1,600  ft.; 
f.  al.,  bell  ft  wh.;  val.  equip.,  $2,900;  val.  bldgs., 
$12,000;  exp.  dept,  $404;   tot  mem..  33  vol. 

Water  Supply — Src,  wells,  1,200  ft  bus.  cent; 
ays.,  pump  to  stdp.;   stdp.   cap.,   100,000  gals.;    1 


pump.  eng..  dase  dup.,  cap.  day  1,600,000  sals.; 
mains,  c  L,  5^  m.,  4  to  12  in.  dia.;  42  oyd.; 
200  serv.;  pipe,  galv.  i.;  pres.,  dom.  45  lbs.,  t 
75  lbs.;  Qost,  $86,000;  wks.  owned  by  city. 

WATERTOWN,  p.  465;  f.  area,  80  a.;  bldp.. 
wd.,  1%  stor.;  wd.  rfs.  perm.  P.  dept — 1  sir., 
1  h.  ft  1.  trk.,  2  hose  car.;  hoee,  cot,  rub.  lined, 
gd.,  800  ft:  inf.,  850  ft;  tot  hose,  1,150  ft;  L 
al.,  bell;  val.  equip.,  $4,000;  vaL  bldgs.,  $4,000; 
exp.  dept,  $1,600;  tot  mem.  82,  pd.  full  time  1. 
vol.   81;   undrs.  rating,  third  dasa. 

Water  Supply — Src,  riv.;  sys.,  pump  dir.;  maini, 
c  i.,  %  m..  4  in.  dia.;  6  hyd.;  pres.,  L  150  lbs.; 
cost,  $2,600;  cost  mtce.,  $500;  wks.  owned  by 
town. 

WATERVILLE,  p.  1,278;  f.  area,  1,200  a.;  xoerc 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  IVfc  ft  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt  ord.:  causes  of  L 
inv.  P.  dept. — 1  hand  eng.,  1  h.  ft  L  tik.,  S  hose 
car.;  hoee,  cot,  rub.  lined,  gd..  1.400  ft;  t  «i. 
bell;  val.  equip.,  $1,000;  vaL  bld|^,  $4,000;  tot 
mem.,   80  vol. 

Water  Supply — ^Src,  wells,  riv.  ft  lake. 

WATKINS,  p.  866.  P.  dept — ^1  str.,  1,S00  ft 
hose;  bell  at 

WAVERLY,  p.  460.  P.  dept — 1  b.  ft  L  trt. 
800  ft  hose;  telp.  aL;  25  voL 

WAYZATA;  p.  492.  P.  dept— 1  h.  ft  L  trk..  I 
str.,  1,000  ft  hose;  bell  aL;   20  voL 

WELCOME,  p.  543.  P.  dept — c.  hand  ex.,  i 
hose  wag.,  2,100  ft  hose;  f.  aL,  wh.;  vaL  equip., 
$5,000;  val.  bldgs.,  $1,600;  tot  mem.,  SO  vol. 

WELLS,  p.  1,766;  f.  area,  480  a.;  mere  bldp^ 
bk.  ft  stn.,  2  stor.;  priv.,  wd.,  1)4  ft  2  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt.  ord.  P.  dept — %  c 
hand  ex.,  1  h.  ft  I.  trk.,  4  hoee  car.;  hose,  eot. 
rub.  lined,  gd.,  2.000  ft.;  f.  aL,  bell  ft  wh.;  nL 
equip.,  $4,000;  exp.  dept,  $300;  tot  mem.,.  SO 
voL 

Water  Supply — Src.  wells.  6  blocks  bus.  oeat; 
eye.,  grav.,  pump  dir.;  stdp.  cap.,  75,000  gab.; 
mat,  stL  ft  wd.;  res.  cap.,  75,000  gala.;  2  pvmp. 
eng.,  cap.  day  1,000,000  gals.;  mains,  c  i,  2\i 
m.,  4  to  10  in.  dia.;  26  hyd.;  13  r.;  145  met;  125 
serv.;  pipe,  galv.  L;  prea..  dom.  46  Ibe.,  f.  ISS 
lbs.;  con^  day,  90,000  gals.;  coet,  $25,000;  wka. 
owned  by  city. 

WESTBROOK.  p.  429.  P.  depL — 1,000  ft  hose; 
24   voL 

WEST  CONCORD,  p.  684;  f.  area.  20  a.  P. 
dept — 2  hose  carta;  hose,  1,000  ft;  vaL  equipi. 
$6,000;  vaL  bldgs..   $2,000;  tot   mem.,   20  voL 

water  Supply — Src,  wells;  2  pnmpa;  gas  cof.; 
mains,   %   m.;  10  hyd.;  coet  $2,600. 

WEST  UNION,  p.  168:  f.  area,  40  a.  F.  dept— 
1  gas.  eng.,  1  c  eng.;  vaL  equip.,  $850;  val.  bldg«, 
$200;  exp.  dept,  $8.00;  tot  mem.,   17  vol. 

Water  Supply— Src,  well;  sj's.,  pump  dir.;  l 
pump,  eng.,  cap.  day  141,120  gals.;  pres..  i09 
lbs.;   cost,   $850;   wks.  owned  by   village. 

WHEATON,  p.  1,800;  f.  area,  10  a.;  bides.,  wi 
ft  bk.,  2  stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt  ord. 
P.  dept — 1  c  hand  ex.,  1  h.  ft  1.  trk..  3  fca« 
wag.;  hose,  cot.  rub.  lined,  gd.,  2,000  ft;  rub., 
gd.,  600  ft;  tot  hose,  2,500  ft;  f.  aL,  beU  k 
telp.;  val.  equip.,  $4,000;  vaL  bldgs.,  $500;  tot 
mem.,  80  voL 

Water  Supply — ^Src,  wells;  ays.,  pump  to  res.  ft 
dir.;  res.  cap.,  2.000  bbls.;  met,  70;  pres.,  doca. 
45  lbs.;  cons,  day,  6.000  gals.;  cost  $12,004; 
cost  mtce.,  $900;  wka.  owned  by  tovi-n. 

WHITE  BEAR,  p.  1,505;  f.  area,  300  a.;  men. 
bldgs.,   bk.   ft  wd.,   1   ft  2  stor.;   priv.,   bk.  A  wd. 

1  V&  stor. ;  wd.  rfs.  perm,  in  f.  area ;  cao»e«  of  I 
inv.     F.  dept — 1  str.,  4  c  hand  ex.,  1  h.  ft  L  trk., 

2  hose  car.,  4  hrs.;  nose,  cot,  rub.  lined,  gd..  1,- 
800  ft;  inf.,  400  ft;  tot  hose,  2,200  fi.;  £.  *-, 
bell  ft  elcc;  val.  equip.,  $4,000;  val.  bldgs..  $1.5.0. 
exp.  dept.,  $700;  tot  mem.,  30  vol. 

Water  Supply — Src,  well;  sya.,  pmnp  to  rea  ft 
dir.;  res.  cap..  2,000  bbls.;  52  hyd.;  pres.,  f.  Uh 
Iba.;  cons,  day,  12.000  gala.;  cost,  $5,500;  ei»i 
mtce.,  $500;  wks.  owned  oy  town. 

WILLMAR,  p.  4,135;  f.  area,  1.500  a.;  ncrc 
bldgs..  stn.,  bk.  ft  wd.,  1  to  S  stor.;  priv..  wd.,  i 
stor.;    wd.   rfs.  not  perm,  in  1  area;   esvses  of  1 

inv.      F.   dept. — 1    str.,    1    aer.   trk.,  1    b.  Jk   L  tri 

3  hone  car.;  hose,  cot,  rub.  lined,  giL,  l,SOO  i*.. 
rub.,  gd..  500;  tot  hoso,  2,000  ft;  f.  sL.  aotoaur 
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&  wh.;  val.  equip.,  $8,000;  val.  bldgs.,  $10,000; 
exp.  dcpt.,  $150;  tot.  mem.,  50  vol.,  pd.  50  cents 
per  hour. 

Water  Supply — Src.,  wells;  ^s.,  pump  to  stdp.; 
stdp.  cap.,  60,000  gals.;  dim.,  20  z  20;  mat.,  stl.; 
2  pump,  eng.,  cap.  day  1.000,000  gala.;  mains,  4V& 
m.,  2  to  8  in.  dia.;  37  hyd.;  12  y.;  met,  8;  300 
aenr.;  pipe,  iron;  pres.,  dom.  40  lbs.,  f.  76  lbs.; 
cons,  day,  100,000  gals.;  cost,  $35,000;  wks. 
owned  by  city. 

WILMOT,  p.  258.  F.  dept — 750  ft  hose;  bell 
al.;  20  vol. 

•WiNDOM,  Cottonwood  Co.,  p.  1,749;  f.  area, 
480  a.;  mere,  bidgs.,  bk.  jfe  wd.,  1  &  2  stor.;  priv., 
wd.,  1^  stor.;  wd.  rfs.  perm.;  no  fwks.  &  combt. 
ord".;  causes  of  f.  not  inv.  F.  dept. — 1  h.  k  1.  trk., 
2  hose  wag.;  hose,  cot.,  rub.  lined,  gd.,  900  ft.; 
inf.,  100  ft.;  tot.  hose,  1,000  ft.;  f.  al.,  wh.:  val. 
equip.,  $1,200;  val.  bldgs.,  $500;  exp.  dept.,  $300; 
tot.  mem.  25,  pd.  part  time;  undrs.  rating,  third 
class. 

Water  Supply — Src,  wells,  2  blocks  bus.  cent.; 
sys.,  grav.  &  pump  to  stdp.;  stdp.  cap.,  130,000 
gals.;  dim.,  25  z  85;  mat.,  stl.;  2  pump,  eng., 
class  trip.,  cap.  day  500,000  gals.;  mains,  d.m.,  4 
to  10  in.  dia.;  30  hyd.;  17  v.;  met.,  180;  180 
serv.;  piye,  c.  L;  pres.,  dom.  &  f.,  60  lbs.;  cons, 
day,  25,000  gals.;  cost,  $25,000;  cost  mtce.,  $4,» 
000;  wks.  owned  by  city. 

WINNEBAGO  CITY,  p.  1,664;  f.  area,  820  a.; 
mere,  bldgs.,  bk.,  stn.  ft' wd.,  1  ft  2  stor.;  priv., 
wd.,  1  ft  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combu 
ord.;  causes  of  f.  inv.  F.  dept. — 1  c  eng.,  1  h. 
ft  I.  trk.,  1  hose  sleigh,  2  hose  car.;  hose,  cot., 
mb.  lined,  gd.,  1,700  ft.;  inf.,  100  ft.;  tot.  hose, 
l.SOO  ft.;  f.  al.,  bell  ft  wh.;  val.  equip.,  $1,800;  val 
bldgs.,  $2,000;  tot.  mem.,  25  voL 

Water  Supply — Src,  wells;  sys.,  (ump  to  mains; 
res.  cap.,  800,000  gals.;  2  pump,  eng.,  cap.  day 
1,000,000  gals.;  mams,  8^  m.,  4  to  8  in.  dia.; 
45  hyd.;  4  v.;  met,  6:  293  serv.;  pipe,  iron;  pres., 
dom.  40  lbs.,  f.  110  lbs.;  cons,  day,  75,000  gals.; 
cost,  $15,000;  cost  mtce.,  $1,500;  wks.  owned  by 
city. 

WINONA,  p.  18,588;  f.  srea,  26,000  a.;  mere, 
bldgs.,  iron,  bk.,  wd.,  1  to  5  stor.;  priv.,  bk.  ft 
wd.,  1  to  6  stor.;  wd.  rfs.  not  perm.;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept — 2  str.,  1 
auto.  comb.  h.  ft  c.  trk.,  1  c.  eng.,  5  c.  hand 
ex.,  2  h.  ft  1.  trk.,  1  aer.  trk.,  4  hose  wag.,  4  hose 
reeU,  14  hrs.;  hose,  cot.,  rub.  lined,  gd.,  8,400 
ft.;  inf..  1,000  ft;  tot  hose.  9,400  ft;  f.  aL, 
Qamewell,  60  bz.;  vaL  equip.,  $80,000;  vaL  bldgs., 
f48,000;  ezp.  dept,  $26,000;  tot  mem.  81»  pd. 
full  time. 

Wstsr  Supply — Src..  wells;  sys.,  pump  to  stdp.; 
«tdp.  cap.,  20,000  gab.:  mat,  stl.;  8  pump.  eng.. 
caip.  day  11,000,000  gals.;  mains,  c.  1..  36  m..  6 
to  30  in.  dia.;  865  hyd.;  221  v.;  met,  1,776;  2,683 
aerv.;    pipe,    galv.    i.;    pres.,   dom.    60    lbs.,    f.    90 


lbs.;  cons,  day,  2,195,826  gals.;  cost,  $384,961.73; 
cost  mtce.,  $10,862.64;  wks.  owned  by  city. 

WINTHROP,  p.  1,043.  F.  dept— -1  h.  ft  L 
trk.,  2  hose  carts;  hose,  2,500  ft;  ezp.  dept,  $126; 
tot.  mem.,  24  vol. 

Water  Supply — Src,  wells  ft  tk.;  1  pump;  17 
hyd.;  5  v.;  mains,  6  to  8  in.  dia.;  pres.,  dom.  45 
lbs.,  f.   45  lbs.;   wks.   owned  by  city. 

WOLVERTON,  p.  200.  F.  dept— 1  c  eng., 
1  h.  ft  1.  trk.;  val.  equip.,  $500;  val.  bldgs.,  $400; 
>tot.  mem.,  20  vol. 

Water  Supply — ^Not  reported. 

WOODLAKE,  p.  292.  F.  dept— 1,000  ft  hose; 
vol. 

WORTH INGTON,  p.  2,885;  f.  area,  820  a.;  mere, 
bldgs.,  bk,,  3  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
not  perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept — 1  c.  eng.,  1  h.  ft  1.  trk.,  3  hose  wag., 
1  hose  car.;  hose,  cot,  rub.  lined,  gd.,  2.250  ft; 
f.  al.,  bell  ft  wh.;  val.  equip.,  $2,100;  vaL  bldgs., 
$300;  tot  mem..  38  vol.;  undrs.  rating,  third  class. 

Water  Supply — Src,  wells,  2  blocks  bus.  cent; 
sys.,  pump  dir.;  8  pump,  eng.,  cap.  day  750,000 
gals.;  mams,  c.  i,  3^  m.,  4  to  8  in.  dia.;  83 
hyd.;  15  v.;  met.,  66:  319  serv.;  pres.,  dom.  65 
lbs.,  f.  110  lbs.;  cost,  $80,000;  cost  mtce.,  $1,692; 
wks.  owned  by  city. 

WYCKOFF,  p.  456.  F.  dept— 1  h.  ft  1.  trk,,  2 
hose  reels;  hose,  cot,  rub.  lined,  gd.,  1,200  ft; 
inf.,  500  ft;  tot  hose,  1,700  ft;  f.  al.,  wh.;  80  vd. 

YOUNG  AMERICA,  p.  303;  f.  area,  640  a.  F. 
dept — 1  erasoline  eng.,  1  hand  pump,  1  h.  ft  L 
trk.,  2  hose  reels;  hose,  1,800  ft.;  f.  aL,  beU;  val. 
eqmp.,  $2,500;  val.  bldgs.,  $8,000;  tot  mem.,  84 
vol. 

Water  Supply — Src,  cisterns. 

ZUMBRO  FALLS,  p.  208;  f.  area.  6  a.  F.  dept 
— 1  h.  ft  1.  trk.,  2  hose  wag.;  hose,  cot,  rub. 
lined,  gd.,  1,000  ft;  vaL  equip.,  $1,000;  vaL 
bldgs.,   $1,000:   tot.   mem.,  '25  voL 

Water  Supply — Src,  res.;  sys.,  grav.;  res.  cap., 
60,000    gals.;    1    pump,    eng.,    cap.    day    216.000 

rs.;   4  Ayd.;   3  v.;  mains,   2,000  ft;  prea.,  dom. 
f.,    70    lbs.;    cost,    $10,000;    cost   mtce.,    $200>; 
wks.  owned  by  city. 

ZUMBROTA,  p.  1,138;  f.  area,  20  a.;  mere 
bldgs.,  fik.  ft  wd.,  1  ft  2  stor.:  priv.,  bk.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of  f. 
inv.  F.  dept — 1  h.  ft  L  trk.,  8  hose  car.;  hose, 
cot,  mb.  lined,  gd.,  1,600  ft;  f.  al..  bell  ft  28 
bz.;  val.  equip.,  $2,500;  val.  bldgs.,  $6,000;  ezp. 
dept,   $800;  tot   mem.,   90  vol. 

Water  Supply — Src,  wells,  in  bus.  cent.;  sys., 
pump  to  res.;  res.  cap.,  160,000  gals.;  pump,  eng., 
cap.  day  50,000  gals.;  mains,  c  L,  6  m.,  6  to  8 
in.  dia.;  83  hyd.;  15  v.;  50  serv.;  pres.,  dom.,  68 
lbs.;  cons,  day,  25,000  gals.;  cost,  $12,000;  cost 
mtce.,  $1,000;  wks.  owned  by  city. 

Places  with  a  population  of  1,000  or  more  not 
reported — ^Arlington,  CrystaL 


MISSISSIPPI 


ABERDEEN,  p.  8,708;  f.  area,  200  a.;  mere 
bldss.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd..  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  causes  of  f. 
ijiv.  F.  dept. — 1  sta-.,  c.  hand  ex.,  1  h,  ft  1.  trk., 
1  Yit^se  waj?..  5  hose  car.,  2  hrs.;  hose,  cot,  rub. 
linc-tl.  «<\.,  2,000  ft;  inf.,  600  ft:  tot.  hose, 
*>  3  0  0  ft.;  f.  aL,  wh.;  vaJ.  equip.,  $7,600;  exp. 
Htf-F't.,     SsI.'jO;    tot    mem.,    60    vol.;    undrs.    rating, 

Water  Supply — Src,  wells  (4);  res.  cap.,  750,- 
OOO     fcals. 

AMORY,  p.  2,122;  mere  bldgs.,  bk.  ft  wd.,  2 
stc»r  ;  priv.,  wd.,  1  stor.;  wd.  rfs.  not  perm.;  fwks. 
&     oomot   ord.:   causes  of  f.   inv.     No  org.  f.  dept. 

VVater  Supply — Src,  3  wells,  in  bus.  cent;  sys., 
r  iiniTi  <o  ^tdp.;  Btdp.  cap.,  100,000  gals.;  dim., 
%4  X  S.-j:  mat..  stL;  res.  cap.,  100,000  gals.;  2 
~uTTiT>-     **^-'    *^^*"»    comp.  dup.;   cap.   day,    250,000 


r  i  ?^ 


Tt.n-is,  c.  L,  7  m..  4  to  10  in.  dia.;  58  hyd.; 
^'  ;     ?2rj    met.;    225   serv.;   pres.,  dom.    65   lbs., 


J  ob'   l^p  ;  cons,  day,  50,000  gals.;  cost,  $68,000; 
^-LrjLt,     ♦I'VTif'fi  by  city. 
'qA>^    ST.  LOUIS,  p.  8,888;  bldgs,,  wd.,  1  stor.; 
d       z-f**-   perm.;  no  fwks.  ft  combt.  ord.     F.  dept — 


1  hand  eng.,  6  c  hand  ez.,  1  h.  ft  1.  ti^:  hose, 
cot,  rub.  lined,  gd.,  350  ft;  f.  al.,  bell;  vaL 
equip..  $1,000;  ezp.  dept,  $100;  tot  mem.,  76  voL 
Water  Supply — Src,  wells,  in  bus.  cent;  sys., 
grav.;  mains,  iron,  10  m.,  2  to  4  in.  dia.;  38  hyd.; 
360  serv.;  pipe,  iron;  pres.,  dom.  ft  f.  25  lbs.;  cost, 
$30,000;  wks.  owned  by  priv.  Co. 

BGLZONI,  p.  1,059;  f.  area,  300  a.  F.  dept — 
1  hand  h.  ft  1.  trk.,  3  hand  hose  wag.;  hose,  cot, 
rub.  lined,  gd.,  2,000  ft;  f.  al.,  wh.;  vaL  equip., 
$4,500;  vaL  bldgs.,  $300;  voL 

Water  Supply — Src,  wells,  %  m.  bus.  cent; 
."VS.,  pump  to  stdp.;  stdp.  cap.,  75,000  gals.;  res. 
rap.,  110,000  gals.;  1  pump,  eng.,  class  dup.,  cap. 
day  720,000  gals.;  mains,  c.  i.,  5  m.,  4  to  8  in. 
dia.;  30  hyd.;  15  v.;  20  met;  115  sen.;  pres., 
dom.  65  lbs.,  f.  125  lbs.;  cost,  $30,000;  cost 
mtce..    $18,000;    wks.    owned    by    citv. 

BILOXI,  p.  8,049;  f.  area,  2,660  a.;  bldn.,  bk. 
ft  wd.,  1  to  8  stor.;  wd.  rfs.  not  perm.;  fwks.  ft 
combt  ord.  F.  dept — 2  str.,  2  c  eng.,  1  hand 
eng.,  4  c  hand  ez.,  1  h.  ft  1.  trk.,  4  hose  wag.  ft 
buckets:  hose,  cot.,  rub.  linwl,  ijd.,  2.800  ft.; 
inf..    1.000   ft;   tot   hose,    8,800   ft;   f.   al..  elec; 
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Tal.  equip..  $15,000;  r^L  Wdg«.,  $6,000:  esp.  dept, 
$6,600;  tot  mtm,  160,  pd.  Ml  time  7,  vol.  148; 
undrs.  rating,  second  class. 

Water  Supply — Src,  wells,  in  bus.  cent.;  ays., 
pump  to  stdp.;  stdp.  cap.,  240.000  gals.;  mat, 
8tl.:  8  pump,  eng.,  cap.  day  8,600,000  gals.;  n»infl, 
c.  i..  27  m.,  4  to  10  in.  dia.;  800  hyd.;  260  v.; 
20  met;  1,400  serv.;  pipe,  galv.  i-;  pres.,  dom.  |6 
lbs.,  f.  125  lbs.;  cons,  day,  6,000  gals.;  cost,  $188,- 
000;  cost  mtce.,  $2,400;  wks.  owned  by  city. 

BROOKHAVEN,  p.  6,298;  f.  area,  2,600  «.; 
mere,  bldga.,  bk.  ft  iron,  1  &  2  ator.;  priv.,  wd., 
1  ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  causes 
of  f.  Inv.  F.  dept— 1  «omb.  ladder  ft  bp««  wag., 
4  hose  carts;  hose,  cot,  rub.  Unj^i*  JR?.,  *.000  ft, 
f.  aL,  bell  ft  wh.;  val.  equip.,  $8,000;  exp.  dept, 
$1,600;  tot  mem.,  80  vol. 

'  Water  Supply— Src,  4  wells,  1,000  It  bufc 
cent;  eys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  90,- 
000  gals.,  loc.  150  ft  station;  mat,  stl.;  res.  cap., 
400,000  gals.;  8  pump.  eng..  dass  comp..  cap.  day 
750,000  gals.;  1  pump,  cap.  1.000  gals,  min., 
nutins,  c.  I,  7  m.,  4  to  10  in.  dia.;  »0  byd.?  met; 
PiSl,  dom.  46  Ibi,  f.  140  lbs.;  cons  day.  160,000 
gals.;  cost  $100,000;  wks.  owned  by  city. 

CANTON,  p.  8,920;  f.  area,  640  a.;  mttc.  bldgs.. 

stn.,  bk.  ft  wd.,  1  to  8  "toj-l  P^l"  Ji{,.^  *^? 
stor.;  wd.  rfs.  not  perm.;  'wks.  ft  combt  ord., 
causes  of  f.  inv.  F.  dept— l^hand  eng.,  1  •W-t^l 
h.  ft  L  trk.,  8  hose  car.,  2  hrs.;  ^<^**^^'/^  t^y 
«;500  ft;  (nf.,  600  ft;  tot  hose,  8.000  /t;  f. 
ai.,  elec;  val.  equip..  $8,250;  exp.  dept.  $460; 
tot  mem.,  76  vol.;  undrs.  rating,  third  dass. 

Water  Supply— Arc,  wells,  \  »:,^™»:  ^\ 
ays.,  pump  to  stdp.;  atdp.  cap.,  ^".OOO  g^. 
dim!.  16  X  140;  mat,  iron;  res.  cap.,  «JM00 
gttls.;  8  pump,  eng.,  class  dup.,  cap.  djy,  «»»00»; 
Boo  gals.;  mSins,  c.  1..  14  m..  4  to  10  to.  dia. 
97  hyd.;  60  v.;  met.  4;  600  m^-]  PlP«»  S^^U-V 
pws^dom.  60  lbs.,  *.  60  to  100  ibf.;  cons.  *g^, 
150,600  galB.;  cost  $41,000;  co«t  mtce..  $10,000; 
wks.  owned  by  city. 

CLARKSDALE,  p.    4,079;  bM««-.  5lLif5  1^'  F 
ft  2  stor.;  wd.  rfs.  not  perm.;  f wks.  ft  «>™*>i- ?^*- 
dept— 2 'c  eng.,  1  h.  ft  L  trk^  *  f  *»•, '*iS^*'?S: 
cot,  rub.   lined,   gd.,    1,000.  ft.;   f.    aL,  beU;  tot 
mem.,  60;  undrs.  rating,  third  dass.      

Water  Supply— Src^well,^  m.  *««-„«««Vft"ooo 
dir.;  stdp.  cap.,  66,000  gals.;  »«•  ««>-  »gg'2SS 
gals.;  2  pump,  en^.,  claw  dap.,  cap.  day,  5»,"0/),000 
Sos.  mkins.  cnf..  16  na.,  4  to  8  in.  dia.;  170 
Kd.;  185  v.:  226  met;  700  sery^  pres.,  dom.  50 
lbs.,  f.  120  lbs.;  wks.  owned  by  city. 

COLLINS,  p.  2,681;  f.  area,  1  ■Q'  ™-J  JJ«'«' 
Mdpu;  bk.,  sta.  ft  wd.,  1  ft  2  stor.;  Vri^i'^'J 
to  Sitor.  F.  dept- 2  hose  car. ;  hose.  rub.  Itaed, 
1^600  ft;  f.  aL,  wh,;  tot  mem.  12,  pd.  part  time. 

COLUMBIA,  p.    2,029.     F.  deptT-Not  reported. 

Water  Supply--Src,  art^ian  well  in  dj;  gf; 
pump  to  stdp.;  stdp.  cap..  76.000  «»1»-J^*-'  *Ji» 
feT%.,  lOV.OOO  gals. ;  i  pump.  eng^.  das.  comp 
cap.  day,  1,080,000  gals.;  maina,  «  m.,  *  *o/JJJ^- 
Si_-  mat  c  i:  62  hyd.;  88  v.;  26  met;  pres., 
dom  ?0  lbs..' f  120  lbs  ;  cons,  day,  260,000  gals.; 
SSst  $56,000;  cost  mtce.,  $2,000;  wks.  owned  by 
dty. 

COLUMBUS,  p.  8,988;  f.  area.  l.OOp  »^  » JJ 
hldm.  bk..  1  to  4  stor.;  priv.,  wd.,  2%  ator.,  wa. 
rfs^^it  peri.;  fwks.  ft  combt  ord.:  ^^,%^^' 
inv  F  deot— 2  str.,  1  hand  eng.,  1  h.  ft  L  tra., 
i"hose'^-waTr2  hose'car.,  4  bra,;  hoje  «JL,^b. 
lined,  gd.,  2,000  ft;  rub.,  gd.,  500  «;;  *ot  .*»^?» 
9Rah  ^t  •  f  al  bell;  val.  equip.,  $10,000;  vaL 
hid«  84  000-  'expf  dept.  $4,097.25;  tot  mem. 
61.*l>d.  fiil  tiie  6,  voir  66;* undrs.  ratinif,  second 

**witer  Supply— Src,  cr«<*»  «  "jno'^^u^Voiflt 
grav.,  pump  dir.;  res.  cap..  l|j>'<^5®oo*o  000  \Sds  • 
S:tion;_  2.  P^nip.   eng.    cap.   day    2  000  000   gal... 


CORINTH,    p.    6.020;    f.    area.    600    M    tt«J 
bldgs..  bk,.  1  to  4  ator.;  ^\*  ^^"^^^J^^'^J/: 

i:^\rr-in^  V"di^.-8-b?se"s?.  •  sSi; 

SS^'^rub.   liiiedrgd.:  l.oSo   ft;   f.    d.,  wh.;   tot 

"  Wat.\^  sSpply— Src,    wells.    %    m.    bu*    cent; 
sy^  pSiip  tS  itd^  itdp.  cap..  60.000  gala.;  mat. 


stL;  res.  cap.,  200.000  gals.;  8  pump.  cog.,  dm 
air  comp..  cap.  day  2,275.000  gds.;  mains,  c  L, 
6  2-8  m..  4  to  12  in.  dia.;  120  hyd.;  met.  27; 
460  serv.;  pipe.  gdv.  L;  prea.,  dom.  48  lbs.,  L 
48  to  100  Iba.;  coat  $57,700;  cost  mtce.,  $6,000; 
wks.  owned  by  city. 

CRYSTAL  SPRINQS,  p.  1,848;  f.  area,  16  a.; 
mere  bldgs.,  wd.  ft  bk.,  1  ft  2  stor.;  wd.  rfs. 
not  penn.;  fwks.  ft  combt  ord.;  causes  of  1 
not  inv.  F.  dept — 5  c  hand  ex..  1  h.  ft  L  tn.. 
2  hose  carta;  hose,  cot,  rub.  lined,  gd.,  1,000  XL; 
f.  al.,  wh.j  vaL  equip.,  $1,000;  tot  mem.,  80  voL; 
undrs.  rating,  third  dasa. 

Watar  Supply — Src.,  wells,  in  bos.  cent;  ayi^t 
pump  to  res.;  res.  cap.,  118,000  gala.:  2  piling 
eng.,  cao.  day  590.400  gals.;  mains,  8%  m..  4 
to  8  in.  dia.;  80  hyd.;  prea..  dom.  65  Iba..  L  180 
lbs.;    coat    $82,000;    coat  mtce..    $4,000. 

ELLISVILLE.  p.  2,446.     F.  dept— Not  reported. 

Water  Supply — Src.,  artesian  wdl,  %  m.  bna 
cent;  ays.,  pump  to  atdp.;  atdp.  cap.,  60.000  gala.; 
dim..  23  z  24;  mat,  atL;  res.  cap.,  65,000  gtJi.; 
2  pump,  eng.,  cap.  day  500,000  gala.:  maina.  4  m.. 
4  to  8  in.  dia.;  mat,  c.  L;  81  hyd.;  180  swr.; 
100  met;  pipe,  galv.  i;  prea.,  dom.  50  to  56  Iba, 
f.  120  lbs.;  cons,  day,  80.000  ga^;  cort,  $20,000; 
wk..  owned  by  dty;  leased  to  Ben.  P.  Oowen. 

ENTERPRISE,  p.  «77;  bldgs.,  bk.  ft  wA,  1  * 
2  stor.;  wd.  rfk  not  perm.;  no  fwks.  ft  combt  oro.; 
oauaes  of  f.  inv.     P.  dept — ^Not  reported. 

Water  Supply— Src,  wella;  cap.,  100,000  gals.; 
cost  $1,600. 

FAYETTE,  p.  776;  f.  area,  1  m.;  mere  bldgi.. 
iron,  bk.  ft  wd.,  1  ft  2  stor.;  wd.  rfa.  not  pm 
in  f.  area;  fwka.  ft  combt  <mL;  causes  of  L  inr. 
F.  dept — 10  c  hand  ex.,  2  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  1,600  ft:  inf.,  200  ft;  tot  hoK. 
1,700  ft;  f.  aL,  bell  ft  vA-:  tot  mem.,  26  voL 

Water  Supply-— Src,  well;  •ya.,  pump  to  rea: 
res.  cap.,  100.000  gals.;  1  pump.  enj-J  1«  J^j! 
pres.,  dom.  45  lbs.,  L  145  lbs.;  cost  $12,260;  vks. 
owned  by  town. 

FORREST,  p.  1,100:  f.  area,  150  a.^  F.  dept,— 
2  hose  reels;  vaL  equip.,  $400;  val.  bUgsL,  $50; 

vd.  „  ..      , 

Water  Supply — Src,  2  welts;  ays.,  pomp.  d».;  1 

pump.  eng..  cap.  day  200.000  gala.;  mains,  3  ^ 

cost,  $10,000;   cost  mtce.  ^1.500;  wks.  owned  tf! 

city. 
•QLOSTER.   p.    1.486;    f.   area,    2   blocks;  ■«» 

bldgs.,  bk..   1   to  8  stor.;  priv.,  wd.,  2  etor.;  w*. 

rfs.  not  perm,  in  f.  area;  fwks.  ord.;  eauaca  «  L 

not  inv.     F.    d^rt. — 2   h.  ft  L    tik.,    t  hose  esr.; 

hose,  rub.,  gd.,   500  ft:  inf..   SOD  ft;   tot  ^ose. 

1,800  ft.;  f.  al.,  beU;  vaL  equip.,  $800;  vaL  bMfS.. 

$500;  tot  mem.,  40  voL 
Water  Supply— «rc,  wdl,  hi  m.  boa.  cent;  sr»^ 

grav..  pump   to  res.,  to  stdp.   ft   dir.;   stdp.  c»p^ 

86,000   gaK;    dim..   16   x   25,  loc    in   cent  tojj; 

mat,  StL;  2  pump,  eng.,  dass  dup.,  cap.  day  leo,- 

000  gals.;  mains,  c  L,  5  m.,  4  to  8  ii^  da.;  «- 
hyd.;  12  v.;  6  met;  120  serv.;  prea..  <io»^.*J^^' 
55  lbs.;  cons,  day,  70,000  gals.;  cost  $28,500; 
wks.  owned  by  city. 

QREENVLLE,  p.  9,«10;  mere  bldgft,  atn.  *  bt. 

1  to  4  stor.;  priv..  stn.,  bk,  ft  wd.,  1  *  *  "S* 
wd-  rfs.  not  perm,  in  f.  area;  fwka.  ft  oomDt  ore.; 
causes  of  t  inv.  F.  dept — 8  comb,  c  ft  h.  wsSj. 
1  comb.  h.  ft  L  trk,  (1  hose  wag.  in  w««7«)»  J; 
hrs.;  hose,  cot,  nA.  lined,  gd.,  «.600  ft;  ip. 
1,400  ft;  c  hose,  1,750  ft:  tot  boat.  7. WO  ft; 
f.  al..  Oamewell,  22  bx.;  vaL  eqmp.,  $8,000;  vil. 
bldga.,  $18,000;  exp.  dept,  $12,000;  tot  mem.  W. 
pd,  full  time.  .       ,  ^        . . 

Water  Supply— Src,  wdls,  %  m.  bsa.  cBi. 
ays.,  pump  to  res.;  res.  cap.,  280,000  fd^»  »£ 
near  station;  2  pump.  eng..  cap.  day  l.sWj-J*' 
gals.;  mains,  c  L;  180  hyd.;  1,100  serr.;  PJ*. 
galv.  L;  prea..  dom.  85  Iba..  f.  90  Ibfc;  oo«fc  djT. 
700,000  gala.;  cost  $70,000;  cost  mtec,  $8.0f«. 
wks.  owned  by  dty. 

GREENWOOD,  Leflore  Co.,  p.  5.880;  mercbWci. 
bk.  ft  wd.;  wd.  rfs.  perm.  F.  dept—l  comtL^ 
ft  h.  wag..  1  auto.  comb,  c  ft  h.  wa|r.  «  kwj,  4  im 
reela;  hoae,  cot.  rub.  Imed,  gd.,  «.«00  ^t;  W- 
600  ft;  tot  hose,  4.000  ft;  L  ,«L.  ^to.  «  «*" 
tot  mem.  82,  pd.  full  time  6,  voL  t7. 

Water  Supply — Src,  weBs,  %  m.  J»;-f!Ji 
aya..  pump  to  atdp.  ft  dir.;  rtjpt  c^^  IW^ 
gals.;  mat,  uO.;  res,  csp..  276,000  gala.,  loc.  ^ 
pump.  sUtlon;  4  pump,  eng.,  oiasa  di^.  comp.  • 
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triple  expansion,  cap.  day  4,600,000  gala.;  maina, 
c.  L,  7  m.,  4  to  10  in.  dia.;  100  hyd.;  42  t.;  800 
senr.;  pipe,  galv.  L;  prea.,  dom.  46  Hmu,  t.  100  Iba.; 
cona.  day,  1,500,000  gala.;  ooat,  $60,000;  wka. 
owned  by  city. 

GRENADA,  p.  2,814;  f.  area,  1  aq.  m.;  mere, 
bidga.,  bk.,  2  ator.;  prlv.,  wd.,  1  A  2  ator.;  wd. 
rfa.   not  perm.;    fwka.   ft   combt.   ord.     F.    d«pt — 

1  h.  ft  L  trk.,  8  hoae  CKta;  hoae.  1,600  ft;  i.  aL, 
bell  ft  wb.;  tot.  mem.,  66  toL;  midra.  rating, 
third  daaa. 

Water  Supply — Src..  wella,  %  m.  bua.  cent; 
•ya.,  punp  to  atdp.  k  dir.;  atdp.  cap.,  176,000 
gala.;  dim.,  86  z  89,  loc  on  bill,  120  ft  high; 
mat,  atL;  rea.  cap.,  77,000  gala.,  loc.  at  atatlon; 

2  pmnp.  eng.,  daaa  comp.  dup.,  cap.  day  760,000 
galB.;  maina,  c.  L,  6  m.,  6  to  10  in.  dia.;  49  hyd.; 
met,  100;  80  aenr.;  pipe,  galr.  i.;  prea.,  dom.  70 
Ibfl.,-  f.  70  Iba.;  cona.  day,  160,000  gala.;  coat, 
$60,000;  coat  mtce.,  $1,800;  wka.  owned  by  city. 

QULFPORT.  p.  6,886.  F.  dept— 1  h.  ft  L  trk., 
1  comb,  c  ft  h.  wag.,  8  hoae  carta;  hoae,  8,500  ft; 
f.  al.,  telp.  ft  wh.;  voL  co. 

Water  Supply^---Src.,  not  reported;  aya.,  pump 
to  Tea,  ft  dir.;  rea.  cap.,  1,200,000  gala.;  1  pmnp, 
cap.  min.  1,100  gala.;  maina,  4  m.,  6  to  10  In. 
dia.;  60  hyd.;  wka.  owned  by  city. 

HATT»ESBURQ,  p.  11,778;  mere,  bldea.,  bk.  ft 
wd.,  1  to  6  ator.;  priv.,  wd.,  2  ator.;  wd.  rfa.  not 
perm,  in  f.  area;  fwka.  ord.;  cauaea  of  f.  inv.  F. 
dept — 1  h.  ft  L  trk.,  1  c  eng.  on  wla.,  76  c. 
hand  ex.,  1  comb.  c.  ft  h.  wag.,  2  hoae  carta,  2 
hrs.;  hoae,  cot,  rub.  lined,  gd.,  4,000  ft;  rub.,  gd., 
400  ft;  tot  hoae,  4,400  ft;  f.  aL,  Gamewell,  18 
bz.;  vaL  equip.,  $6,000;  val.  bldga.,  $29,600;  ezp. 
dept.,  $8,000;  tot  mem.  44,  pd.  full  time  12, 
ToL    82. 

Water  Supply — Src.,  wells,  in  bua.  cent.;  ays., 
pump  to  atdp.  ft  dir.;  atdp.  cap.,  90,000  gala., 
dim.    14   z   80;   rea.    cap.,    160,000   gala.,   loc.    60 

ft.  plant;  8  pump,  eng.,  daaa  comp.  dup.,  cap.  day 
1,000,000  gala.;  maina,  c.  i.,   15  m.,   4  to   12  in. 

dia.;   186  l^d.;  116  y.;  met,  6;  1,260  aerv.;  pipe, 

^Iv.    i.;  prea.,  dom.   86  Iba.,  f.   100  to   120  Iba.; 

cost,    $51,000;  coat  mtce.,  $4,500;  wka.  owned  by 

city. 

HAZLEHURST,  p.  2,066;  f.  area,  200  a.;  mere. 
bldgn.,  bk.  ft  wd.,  2  ator.;  priv.,  wd.,  1  ft  2  ator.; 
wcL  rfa.  pernu;  fwka.  ft  combt.  ord.  F.  dept — 2 
hoae  cnr.,  1  h.  ft  1.  trk.;  hoae,  cot  rub.  lined,  gd., 
1,600  ft;  f.  aL,  wh.;  tot  mem.,  40  toL;  undra. 
rating,    third  daaa. 

Water  Supply — Src.,  wella,  in  bua.  cent;  aya., 
pump  to  rea.,  atdp.  ft  dir.;  atdp.  cap.,  75,000 
gals.,  diuL  20  z  85,  mat  stl.;  rea.  cap.,  100,000 
gals.,  loc.  at  power  house;  1  pump,  eng.,  cap. 
day  720,000  gala.;  maina,  c.  L,  4  m.,  4  to  10 
inw  dia.;  "27  hyd.;  20  v.;  met,  126;  176  eerv.;  pipe, 
ff9lv.  i. ;  prea.,  dom.  60  Iba.,  f.  126  Iba.;  cona. 
day,  100,000  gal«.;  cost,  $40,000;  coat  mtce., 
$6,000;   wks.  owned  by  city. 

HOLLY  SPRINGS,  p.  2,102;  mere,  bldga.,  bk. 
A  wd.,  1  ft  8  stor.;  prir.,  bk.  ft  wd.,  1  ft  2 
ator.;  wd.  rfa.  perm.  F.  dept — 4  hoae  carta; 
hose,  cot,  rub.  lined,  gd.,  1,200  ft;  inf.,  600  ft; 
tot.  lioae,  1,800  ft;  f.  aL,  wh.;  val.  equip., 
^1.600;  vaL  bldga.,  $800;  tot  mem.,  11,  pd.  part 
time    1,   voL    10. 

^fater  Supply — Src.,  wella,  600  ft  bua.  cent; 
syfs.,  pump  to  atdp.;  atdp.  cap.,  108,000  gala., 
dim.     20  z  50.  mat   atL;  rea.   cap.,  270,000  gala., 

loc.     2 GO   ft   from   tower;    2   pump,   eng.,   cap.   day 
850,000    gala.;   maina,   c.    L,   7    m.,    6   to   10    in. 

dia-:     67   hyd.;    47  v.;   met,   14:   800  eerv.;  pipe, 

K-alv.     i. ;    prea.,   dom.    60   lbs.,   f.    120    Iba.;    cona. 

day,    GO, 000  gala.;  coat,  $66,000;  coat  mtce.,  $6,- 

500;    vrliiB.  owned  by  dty. 

JACKSON,  p.   21,262;  f.   area,   8,000   a.;  mere. 

bld^s.,    bk.,  1   to  6  ator.;  priv.,  wd.,   1  ft  2  ator.; 

vy^f}.     rfa.    not    perm,    in    f.    area;    fwka.    ft    combt 

ori ;     causes  of  f.  inv.      F.   dept. — 2  etr.,    1    auto. 

comb.   c.  ft  hose  wag.,  2  comb,  c  ft  h.  wag.,  1  comb. 

auto.     aer.   trk.,    1   h.   ft  L   trk.,    1   aupply   wag.,    1 

chief's    auto.,   14   c  hand  ez.,   1>1   hrs.;   hose,   cot, 

rub     lined,  gd.,  7,250  ft;  f.  aL,  Oamewell,  82  bz.; 

val       e<iuip.,    $22,450;    val.    bldga.,    $60,000;    ezp. 

det>t.      ^S 6,000;  tot  mem.,  34,  pd.  full  time. 

Vvater   Supply-~Sre.,  riv.,  8  m.  bus.  cent;  aya., 

mimD     ^o   atdp.   ft  dir.;   atdp.   cap.,   285,000  gala.; 

fim^     «5    z  70,  loc.  on  hill  60  ft  high,  mat  atL; 

"    oizmp-    «?•»    «!*«■    tf'P-    «*P-    «ond-.    cap.    day 

7  OOO  OOO  gala.;  maina,  58  m.;   510  hyd.;   423  v.; 


1,685  met;  4,500  aerv.;  cona.  day,  8,408,000  gala.; 
coat,  $550,000;  coat  mtce.,  $17,000;  wka.  owned 
by  city. 

KOSCIUSKO,  p.   2,886;  bldga..  bk.  ft  wd.,  1  ft 

2  ator.  F.  dept — 1  h.  ft  L  trk.,  2  hoae  carta; 
hoae,  cot,  rub.  lined,  gd.,  800  ft;  f.  aL,  bell; 
tot  mem.,  20  voL;  undra.  rating,  fourth  daaa. 

Water  Supply — Src,  wella;  aya.,  pump  to  atdp.; 
atdp.  cap.,  22,000  gala.;  pump,  eng.;  maina,  % 
m.,  4  to  10  in.  dia.;  18  hyd.;  prea.,  dom.  49 
Iba.,  f.  80  Iba.;  wka.  owned  by  A.  M.  Hanna. 

LAUREL,  n.  8.465.  F.  dept— 5  hoae  carta; 
hoae,  cot,  nib.  lined,  gd.,  1,100  ft;  f.  al.,  tdp.; 
tot  mem.,  52  voL 

Watar  Supply — Src.,  pond  ft  well;  aya.,  pump 
to  rea.;  rea.  cap.,  625,000  gals.;  2  pump,  eng., 
class  comp.;  maina,  871  ft,  6  to  12  in.  diiu;  106 
hyd.;  prea.,  dom.   50  Iba.,  f.   126  Iba. 

LEXINGTON,  p.  2,428;  mere,  bldga.,  bk. 
ft  wd.,  1  to  8  ator.;  priv.,  bk.  ft  wd.,  1  ft  2  ator.; 
wd.  rfa  perm,  in  f.  area;  fwka.  ft  combt  ord.; 
cauaea  of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  3  hoae 
rede;  hose,  cot,  n*.  lined,  gd.,  1,600  ft;  f.  al.» 
wh.:  tot  mem.,  18  voL;  undra.  rating,  third  daaa. 

Water  Supply — Src.,  well,  %.m.  bua.  cent;  aya., 
pump  to  atdp.;  atdp.  cap.,  100,000  gale.;  mat,  stL; 
rea.  cap.,  250,000  gala.;  2  pump,  eng.;  cap.  day, 
1,440,000  gala.;  mains,  c.  L.  0  m.,  6  to  10  in.  dia.; 
80  hyd.:  pipe,  c  L;  prea.,  dom.  60  lbs.,  f.  125  lbs.; 
cona.  day,  150,000  gals.;  ooet,  $60,000;  oovt 
mtce.,  $3,000;  wks.  owned  by  dty. 

LUMBERTON,  p.  2,122;  f.  area.  800  a.;  mere 
bldga..  bk.,  1  ft  2  ator.;  prlv.,  wd.,  1  ft  2  ator.; 
wd.  rfa.  perm,  in  f.  area.  F.  dept. — 8  hoae  car.; 
hose,  rub.  lined,  gd.,  1,600  ft;  f.  aL,  dec.  ft  telp., 

3  bz.;  tot.  mem.,  85. 

Water  Supply — ^Not  reported. 

McCOMB,  p.  6,287;  mere  bldga.,  bk.  ft  atn.,  1 
ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  fwka.  ft  comb,  ord.;  causes  of 
f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  1  hand  eng.,  1 
c  eng.  on  wis.,  80  c.  hand  ez.,  1  hose  wag.,  4 
hose  car..  3  bra.;  hoae,  cot,  rub.  lined,  gd.,  8,260 
ft.;  f.  aL,  bell  ft  wh.;  val.  equip.,  $1,160;  ezp. 
dept,   $800;  tot   mem.,  60  voL 

Water  Supply — Src,  wdla;  aya.,  pump  to  atdp.; 
stdp.  cap.,  100,000  gala.;  2  pump,  eng.,  cap.  cky 
1,600,000  gala.;  mains,  c.  L,  8%  m,,  4  to  10 
in.  dia.;  81  hyd.;  prea.,  dom.  66  Iba.,  t  120  Iba. 

MACON,  p.  2,024;  f.  area,  6  blocka;  mere 
bldga.,  bk.,  1  ft  2  ator.;  priv.,  wd.,  1  ft  2  ator.; 
wd.  rfa.  not  perm.;  fwka.  ft  combt  ord.;  cauaea 
of  f.  inv.  P.  dept. — 2  hoae  carts,  1  h.  ft  L  trk,; 
hoae,  2.400  ft;  f.  al.,  telp.;  vaL  equip.,  $2,760; 
c.xp.  dept,  $500;  tot  mem.  10,  pd.  full  time; 
undra.   rating,   fourth   dasa. 

(Water  Supply— ^Src.,  riv.,  1  m,  bus.  cent;  sys. 
pump  to  stdp.;  atdp.  cap.,  •! 00,000  gals.;  res.  cap., 
100,000  g!al«.;  2  pump,  eng.,  cap.  day  288,000 
gals.;  mains,  c.  L,  3%  m.,  6  to  8  in.  dia.;  70  hyd.; 
16  v.-  125  met.;  200  eerv.;  pipe,  galv.  i.;  prea., 
dom.  70  Iba,  f.  70  to  125  lbs.;  cons,  day,  200,000 
gals.;  cost,  $70,000;  coat  mtce.,  $7,200;  wka. 
owned   by   city. 

MAGNOUA,  p.  1,828;  bldga.,  bk.  F.  dept. — 8 
e  hand  ez.,  8  hoae  car.;  hose,  gd.,  1,600  ft;  f.  al., 
telp.  ft  wh.;  tot  mem.,  26  voL 

Water  Supply — Creek  ft  well;  ays.,  grav.  ft 
pump  to  atdp.;  atdp.  cap.,  100,000  gala.;  2 
pumpa,  cap.  day  1,628,000  gala.;  cap.  rea.,  80,000 
gala.;  maina,  6  m.;   80  hyd. 

MERIDIAN,  p.  28,286;  f.  area,  4  aq.  m.;  mere, 
bldgs.,  bk.,  1  to  6  ator.;  priv.,  wd.,  1  to  8 
ator.;  wd.  rfa.  not  perm,  in  f.  area;  fwks.  ft 
combt  ord.;  causea  of  f.  inv.  F.  dept. — 3  str. 
(in  resen'e),  2  auto.  comb.  c.  ft  hose  wag.,  1  h.  ft  L 
trk.,  1  aer.  trk.,  18  c.  hand  ez.,  2  comb.  c.  ft  h. 
waig.,  3  hoae  wag.,  10  hrs.;  hose,  cot,  rub.  lined, 
gd.,  10,400  ft;  f.  «L,  wh.,  S3  Oamewell  bz.;  val. 
equip.,  $40,000;  vaL  bldga.,  $22,500;  ezp.  dept, 
$81,600;  tot  mem.,  80,  pd.  full  time;  undra.  rating, 
first  daaa. 

Water  Supply — Src.  spr.  ft  waterahed,  8,000  to 
16,000  ft.  pump,  atation;  pump,  atation  loe  with- 
in 5  blocka  bus.  cent;  ays.,  pump  dir.;  res.  cap. 
at  atation  2,500,000  gals.,  at  spr.  500,000,000 
gals.;  8  pump,  eng.,  cap.  10,600,000  gala,  day; 
two  c.  L  condurta,  one  16  in.,  one  20  in.,  bring 
water  by  grav.  from  atorage  rea.;  maina,  c.  i..  88 
m.,  4  to  '16  in.  dia.;  800  v.;  401  hyd.;  met,  2,700; 
wks.  owned  by  city. 
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MOSS  POINT,  p.  8,064;  f.  area,  1,920  a.; 
bidn.,  wd.,  1  stor. ;  wd.  rfs.  perm.;  fwks.  & 
conobt.  ord.  F.  dept. — 1  str.,  1  hose  car.;  bo8€, 
cot.,  rub.  lined,  gd.,  500  ft.;  f.  al.,  bell  ft  wh.; 
Tal.  equip.,  $1,800;  tot.  mem.,  48  vol.;  ondrs. 
rating,   fourth   class. 

Water  Supply — Src.,  riv.,  lake,  wella,  cap.  179 
gals,  min.;   1  pump.  eng. 

NATCHEZ,  p.  11,791;  f.  area,  21  blocks;  mere 
bidgs.,  stn.  &  bk.,  1  to  4  stor;  priv.,  stn.,  bk.  k 
wd.,  2  stor.;  wd.  rfs.  not  perm,  m  f.  area;  fwks. 
&  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2 
atr.,  4  c.  hand  ex.,  1  c.  enr.,  1  h.  &  1.  trk.,  2 
hose  wag.,  9  hose  carts,  10  nrs.;  hose,  6,500  ft.; 
f.  al.,  Dell;  val.  equip.,  $14,000;  vaL  bldgs., 
$80,000;  exp.  dept.  $6,^00;  tot.  mem.,  800,  pd. 
full   time   6;   vol.    296;  und.   rating,   second  class. 

Water  Supply — Src,  wells,  H  m.  bus.  cent.; 
sys.,  pump  to  res.,  to  stdp.  ft  dir.;  std.  cap.,  127,- 
000  gals.,  dim.  12  z  160,  loc.  comer  Monroe  ft 
Union  sts.,  mat.  Iron;  res.  cap.,  820,000  gals., 
loc.  at  station;  2  pump,  eng.,  cap.  day  8,500,000 
ffals.;  mains,  iron,  24  m.,  4  to  14  in.  dia.;  188 
nyd.;  126  v.;  met.,  1.082;  1,148  serv.;  pipe, 
galv.  i.;  pree.,  dom.  66  Ibe..  i.  76  Iba.;  cons, 
day,  647,200  gals«;  wks.  owned  by  city. 

NEW  ALBANY,  p.  2,082.  F.  dept.— 8  hose 
carta;  boee,  2,000  ft.;  f.  al.,  wh. 

Water  Supply — Src,  2  artesian  wells,  cap.  120,- 
000  gale,  day;  ays.,  pump  to  atdp.;  etdp.  cap., 
80,000  gala.;  res.  cap.,  48,500  {^Is.;  2  pump, 
eng.,  claaa  dup.,  cap.  day  260,000  gala.;  maina, 
2  m.,  6  to  8  in.  dia.;  19  hyd.;  prea.,  dom.  60 
Iba.,  f.  100  Iba. 

OCEAN  SPRINGS,  p.  1,472;  f.  area,  8,200  a.; 
mere  bldga.,  wd.,  1  ft  2  ator.;  priv.,  wd.,  1  ator.; 
wd.  rfa.  perm.;  no  fwks.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 1  hand  eng.,  1  c  eng.,  1  h.  ft 
L  trk.,  1  hose  car.,  2  hrs.;  hose,  cot.,  rub.  lined, 
gd.,  800  ft.;  rub.,  gd.,  600  ft.;  tot.  hose.  800 
n.;  f.  al.,  bell;  val.  bldgs.,  $2,600;  tot.  mem., 
40  vol.;  undra.  rating,  fourth  daas. 

Water  Supply — Src.,  well,  H  m.  bus.  cent; 
ays.,  pump  to  rea.;  res.  cap.,  7,000  gals.;  mains, 
wrt.  {.,  6  m.,  1  to  2%  In.  dia.:  110  hyd.;  60 
aerv.;  pipe,  iron;  prea.,  dom.  26  Iba.,  f.  60  Iba.; 
cost  $5,200;  coat  mice.,  $76;  wka.  owned  by  Co. 

OKALONA,  p.  2,684;  mere  bldga.,  bk.,  2  ator.; 
priv.,  wd.,  1  ator.;  wd.  rfa.  not  perm.;  no  fwka. 
ft  combt  ord.:  cauaes  of  f.  inv.  F.  dept — 1  hoee 
cart:  hoee,  rub.,  gd.,  800  ft;  tot  mem.,  26  voL; 
undbra.  rating,  aecond  daaa. 

Water  Supply — ^Src,  wella,  H  m.  bus.  cent; 
sys.,  pump  dir.;  res.  cap.,  100,000  gals.;  2  pump, 
eng.;  maius,  5  ul,  6  to  8  in.  dia.;  66  hyd.;  met, 
8;  prea..  f.  80  to  100  lbs. 

OSYKA,  p.  824;  f.  area,  8  a.;  mere,  bldgs.,  bk. 
ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfk.  not  perm,  in  f.  area;  no  fwks.  ft  combt  ord.; 
causes  of  f.  not  inv.  F.  dept. — 4  c.  hand  ex.; 
f.  al.,  bell;  town  vol.  In  case  of  f. 

OXFORD,  p.  2,014;  mere,  bldn.,  bk.,  1  to  8 
stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfa.  not  perm. 
F.  dept — 8  hose  carte,  8  hose  car.;  hose,  cot, 
mb.  lined,  gd.,  2,800  ft.;  inf.,  100  ft;  tot  hose, 
2,400  ft;  f.  al.,  telp.;  val.  equip..  $2,600;  vaL 
bldgs.,  $2,600;  tot  mem.,  28  vol.;  undrs.  rating, 
fourth  claas. 

Water  Supply — Src,  wells;  sys.,  pump  to  res.  ft 
dir.;  stdp.  cap.,  66,000  gals.;  dim.,  41  z  18;  res. 
cap.,   76,000  gals.;   1   pump,  eng.,  cap.  day  200,- 

000  gala.;  maina,  c  1.,  6  m.,  4  to  8  in.  dia.;  90 
hyd.;  880  aerv.;  prea.,  dom.  40  Iba.,  f.  66  to  90 
lbs.;  coat  $20,000;  coat  mtcc,  $8,600;  wka. 
owned  by  town. 

PASCAQOULA,  p.  6,067;  f.  area,  640  a.:  mere 
bldga.,  bk.  ft  wd.,  1  to  8  ator.;  priv.,  wd.,  1% 
ator.;  wd.  rfa.  perm.;  no  fwks.  ft  combt.  ord.; 
cauaea  of  f.  not  inv.  F.  dept. — 2  h.  ft  1.  trk.,  8 
hoee  wag.,  2  hoee  carte;  hose,  cot,  rub.  lined, 
gd.,  8,600  ft;  f.  al.,  bell  ft  wh.;  val.  equip., 
$4,000;  val.  bldgs.,  $2,000;  exp.  dept,  $200; 
tot.  mem.,  40  vol. 

Water  Supply — Src,  artesian  wella;  aye.,  pump 
to  stdp.  ft  dir.;  stdp.  cap.,  76,000  gala.,  120  ft 
high;  mains.  10  m.,  2  to  8  in.  dia.;  48  hyd.;  wks. 
owned  by  Pascagoula  St.  Ry.  ft  Power  Ca 

PASS  CHRISTIAN,  p.  2,468;  mere  bldga.,  wd., 

1  ft  2  stor.;  priv.,  wd.,  1  ft  2  ator.;  wd.  rfa.  perm, 
in  f.  area;  fwka.  ft  combt.  ord.;  causes  of  f.  inv. 


F.  dept — 2  h.  ft  L  trie,  L  budcete;  vd.  equi(>., 
$200;  VOL 

PICKENS,  p.  619.  F.  dept.— 8  boae  Tedi; 
hoee,  1,000  ft.;  f.  aL,  bell;  tot  mem.,  20  toL 

Water  Supply — Src,  wella;  stdp.  cap.,  SS,000 
gals.;  rea.  cap.,  86,000  gals.;  1  pump,  eng.,  ctp^ 
day  604,000  gals.;  mains,  1  m.,  6  to  8  m.  dia.; 
18  hyd.;  prea.,  dom.  60  lbs.,  f.  90  Iba. 

PORT  GIBSON,  p.  2,262;  f.  area,  62  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  bk.  ft  wd.,  I 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  oombt 
ord.;  cauaes  of  x.  inv.  F.  dept. — 1  h.  ft  1.  tik.,  I 
hoee  wag.;  hoee,  rub.,  gd.,  1,600  ft;  inf..  200 
ft;  tot  hose,  1,700  ft.;  L  al.,  wh.;  vaL  equip., 
$5,000;  exp.  dept,  $500;  tot  mem.,  40,  pd.  fan 
time. 

Water  Supply — Src,  wells,  H  m-  bua.  cent; 
aya.,  pump  to  res.  ft  stdp.;  stdp.  cap.,  85,000 
gals.;  dim.,  82  x  182;   mat,  stL;  rea.  cap.,  100,- 

000  gala.;  1  pump,  eng.,  daaa  dup.  comp.,  op. 
min.  760  gals.;  mains,  e  1.,  6  m.,  4  to  8  in.  dia; 
46  hyd.;  pipe.  galv.  i.;  prea.,  dom.  50  Iba..  I  IIS 
Iba.;  cona.  day,  110,000  gala.;  cost,  $62,000; 
wks.  owned  by  city. 

ROSEDALE,  p.  1,108.  F.  dept. — 8  hoee  reeb; 
hoee.  1,200  ft;  f.  al.,  telp.;  tot  mem.,  17  vol 

Water  Supply — Src,  wells;  ays.,  pump  to  stdp.; 
stdp.  cap.,  21.000  gals.;  1  pump,  eng.,  dass  dsp., 
cap.  day  6,000,000  gals.;  mains,  4  to  6  hu  dia. 

SARDIS,  p.  1,406;  f.  area,  10  a.;  mere  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  star.;  wd. 
rfa.  perm.;  fwka.  ft  comot  ord.  F.  dept — 1  itr.. 
2  hose  reels;  hose,  cot,  nib.  lined,  gd.,  500  ft.; 
dept.  not  org.;  undra.  rating,  fourth  daaa. 

Water  Supply — Src,  well;  ays.,  pump  to  stdp. 
ft  dir.;  atdp.  cap.,  60,000  gala.;  ooos.  day,  60,000 
gals.;  16  hyd.;  cost,  $16,000;  wks.  owned  hj 
town. 

SENATOBIA,  p.  1,276;  f.  area,  10  a.;  bldgk.  bk. 
ft  wd.,  1  ft  4  stor.;  wd.  rfs.  not  perm.;  fwka.  k 
combt.  ord.  F.  dept — 2  hose  csr.;  hose,  cot.,  rob. 
lined,  gd.,  600  ft;  inf.,  60  ft.;  tot.  hose,  550  ft; 
f.  al.,  bdl  ft  wh.,  9  bx.;  undrs.  rating,  toarth  das. 

Water  Supply— Src,  wells,  SCO  ft  b«.  cat; 
aya.,  pump  to  stdp.;  stdp.  cap.,  46,000  gala^  kc 
near  atatlon;  mat,  iron;  2  pvmp.  eng.,  capi  di; 
15,000  gala.;  mains,  wrt,  c  ft  galv.  i..  SH  m.,  S 
to  8  In.  dia.;  7  hyd.;  140  serv.;  pipe,  gah.  i; 
pres.,  dom.  60  lbs.,  f.  76  to  90  lbs.;  oona.  dar, 
60,000  gals.;  cost,  $18,600;  cost  mtcc,  $1,»«6; 
wks.  owned  by  dtgr. 

8HAW,  p.  886;  f.  area,  820  a.  F.  dept— t 
hose  reels,  8  hrs.,  1,600  ft  hose;  voL 

Water  Supply — Src,  artesian  well,  1  m.  boa 
cent;  sya.,  pump  to  atdp.;  2  pvmp.  eng..  cap.  dir 
40,000,000  gals.;  mains,  26  m.;  26  k^d.;  10  v.; 
160  serv.;  pres.,  dom.  40  lbs.,  t  60  Ibe.;  eoit. 
$80,000;  wks.  owned  by  dty. 

STARKVU.LE,  p.  2,698;  f.  area,  1,200  a.;  mm. 
bldgs.,  bk.,  1  to  8  ator.;  priv..  wd.,  2  stor.;  «d. 
rfs.  not  perm.;  fwks.  ord.  F.  dept — 1  hose  vac.. 
2  hrs.;  hose,  cot,  rub.  lined,  gd.,  1,500  ft;  (.  v. 
wh.;  vad.  eauip.,  $1,600;  val.  bldga.,  $800;  ioL 
mem.,  14  vol.;  undra.  rating,  third  chwB. 

Water  Supply — Src,  wells,  M  m.  bos.  eesL: 
aya.,  gnv.,  pump  to  rea.,  to  stdp.  ft  dir.;  stdp. 
cap.,  60,000  gala.;  dim.,  80  x  28,  loc  cent  tova: 
mat,  atl.;  res.  cap.,  100,000  gals.,  loc  at  scatioa; 

1  Dump,  eng.,  dassoomp.  dup.,  cap.  day  750,001 
gali.;  mains,  c  L,  6  m.,  1  to  8  in.  dia.;  88  \^: 
8  v.:  met,  1;  166  serv.;  pipe,  galv.  L;  pfea.,  dem. 
46  Iba.,  f.  90  to  126  lbs.;  cons,  day,  40,000  fda; 
cost,  $81,000;  cost  mtoe.,  $2,000;  wks.  owned  ^ 
city. 

SUMMIT,  p.  1,471;  f.  area,  40  a.;  mere  bldp. 
bk.  ft  stn.,  1  ft  2  stor.;  priv..  wd.,  1  star.;  «4. 
rib.  not  pernu;  fwka.  ft  combt  ord.  F.  dept— 4 
c  hand  ex.,  1  h.  ft  1.  trie,  8  hose  car.;  hose,  eaU 
rub.  lined,  gd.,  1,000  ft;  f.  aL,  bell;  vaL  eqaip^ 
$860;  val.  bldga.,  $250;  tot  mem..  SO  vol. 

Water  Supply-— Src,  well,  in  bus.  cent;  i^a, 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  86,000  gala; 
dim.,  100  X  12;  res.  cap.,  60,000  gals.;  2  pasfk 
eng.,  cap.  day  600,000  gala.;  mains,  4H  m.,  4  (• 
8  m.  dia.;  82  hyd.;  pres.,  dom.  44  lbs.,  £  125  Bs.; 
cost,  $18,876;  wks.  owned  by  d^. 

TUPELO,  p.  8,881;  mere  bldgs.,  wd.,  I  *  : 
stor.;  wd.  rfs.  not  perm.;  fwka.  ft  combt.  otd.;  baa 
places  compelled  to  have  ladders  ft  bnckets;  ^ 
rating,  third  daaa. 
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Wat«r  Supply — Src,  wells,  1,000  ft.  bus.  cent.; 
ays.,  pump  to  stdp.;  stdp.  cap.,  100,000  gals.; 
dim.,  22  x  80;  mat.,  stl.;  2  pump,  eng.,  daaa  dnp., 
cap.  day  2,000,000  gala.;  mains,  c  i.,  OH  m.,  0, 
8  As  10  in.  dia.;  68  hyd.;  40  ▼.;  pres.,  dom.  70 
lbs.,  f.  126  lbs.;  wks.  owned  by  city. 

VICKSBURQ,  p.  20,814;  mere,  bldgs.,  bk..  1 
to  7  stor.;  priv.,  wd.,  1  to  8  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  fwks.  &  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 2  str.,  10  c.  hand  ex.,  1  h.  A;  1. 
trie.,  8  comb.  c.  &  h.  wag.,  1  hose  wag.,  1  hose 
cart,  14  fa».;  hose,  cot.,  rub.  lined,  gd.,  6,000  ft; 
rub.,  gd.,  400  ft.;  tot  hose,  6,400  ft.;  f.  al.,  bell, 
28  bx.;  ral.  equip.,  $26,000;  Tal.  bldgs.,  $60,000; 
exp.  dept,  $85,000;  tot  mem.   20,  pd.  full  time. 

Watsr  Supply — Sre.,  riv.,  2  m.  bus.  cent;  sys., 
grav.,  pump  to  res.,  to  stdp.  Bi  dir.;  stdp.  cap., 
880,000  gals.;  dim.,  140  x  22;  mat,  iron;  res. 
cap.,  2,150,000  gnia.;  6  pump,  eng.,  dass  dup., 
cap.  day  11,250,000  gals.;  mams,  17  m.,  4  to  16 
in.  dia.;  ISO  hyd.;  76  ▼.:  met,  800;  1,500  serv.; 
pipe,  lead;  pres.,  dom.  k  t.  SO  lbs.;  cons,  day, 
1,600,000  gals.;  cost,  $264,000;  wks.  owned  by 
Co. 

WATER  VALLEY,  p.  4.275;  L  area,  480  a.; 
mere  bldgs.,  bk.,  1  A  2  stor.;  priv.,  wd.,  1  stor.; 
wd.  rfs.  not  perm.;  fwks.  A  combt  ord.;  causes  of 
f.  inv.  F.  dept. — 2  c.  hand  ex.,  1  h.  A  L  trk.,  1 
hose  wag.,  8  hose  car.,  2  hrs.;  hose,  oot,  rub. 
lined,  gd.,  1,600  ft;  f.  al.,  wh.;  val.  equip.,  $600; 
▼al.  bldgs.,  $6,000;  exp.  dept,  $1,000;  tot  mem., 
14   vol.;  undn.  rating,  fourth  dass. 

Water  Supply — Src,  wells,  %  m.  bus.  cent; 
sjs.,  pump  to  stdp.  k  dir.;  stdp.  cap.,  126,000 
gals.;  dim.,  16  x  80;  mat,  otl.  &  cone;  2  pump, 
eng.,  class  comp.  A  oentrif.,  cap.  day,  8,600,000 
gals.;  mains,  c.  i.,  20  m.,  4  to  8  in.  dia.;  55  hyd.; 
met.,  800:  550  serv.;  pipe,  lead  k  wrt.  i.;  pres., 
dom.  80  Ids.,  f.  80  to  00  lbs.;  cost,  $85,000;  cost 
mtce.,  $7,500;  wks.  owned  by  city. 

WESSON,  p.  2,024;  mere  bldgs.,  bk.,  1  to  6 
stor.;  priv.,  wd.,  1  to  2  stor.;  wd.  rfs.  not  perm. 
F.  dept — 1  h.  &  1.  trk.,  8  hose  carts,  8  hrs.;  hose, 
oot.,  rub.  lined,  gd«,  1,700  ft.;  f.  al.,  wh.;  tot 
mem.  18,  pd.  full  time;  undrs.  rating,  fourth  dass. 

Water  Supply — Src.,  creek;  sys.,  pump  to  res. 
ic  dir.;  stdp.  cap.,  110,000  gals.;  res.  cap.,  150,- 
000  gals.;  2  pump,  eng.,  cap.  day  1,000,000  gids.; 


mains,  e.  L,  2  m.,  4  to  6  in.  dia.;  22  hyd.;   48 
v.;  wks.  owned  by  Textile  Mills  Corp. 

WEST  POINT,  p.  4,864;  wd.  rfs.  not  perm.; 
fwks.  k  combt.  ord.;  causes  of  f.  Inv.  F.  dept — 
1  comb,  c  &  h.  wag.,  1  wag.  ft  ladders,  2  hose 
oarts.  2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,000 
ft:  I.  al.,  telp.;  tot.  mem.,  15. 

Water  Supply — Src.,  wells,  H  m.  bus.  cent; 
sys.,  pump  to  res.;  res.  cap.,  450,000  gals.;  2 
pump,  eng.,  cap.  day  1,500,000  gals.;  mains, 
c  L,  6^  m.,  6  to  10  in.  dia.;  54  hyd.:  met.,  7; 
150  serv.;  pres.,  dom.  60  lbs.,  f.  160  lbs.;  cost, 
$45,000;  cost  mtce.,  $6,000;  wks.  owned  by  town. 

WINONA,  p.  2,612;  mere.  bl(|gs.,  bk.  ft  stn.  F. 
dept — 2  c.  eng.,  8  hose  car.;  hose,  rub.,  gd.,  1,600 
ft.:  .f.  al.,  wh.:  tot  mem.,  40  vol. 

Water  Supply — Src.,  wdls;  sys.,  pump  to  res.; 
res.  cap.,  182,000  gals.;  pump.  cap.  day,  760,000 
gals.;  pres.,  dom.  60  lbs.,  f.  100  lbs.;  66  hyd. 

WOODVILLE,  p.   1,288.     F.  dept  not  reported. 

'Water  Supply— €rc.,  well,  %  m.  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  60,000  gals.;  dim.,  18  x 
25;  mat,  stL;  res.  cap.,  60,000  gals.;  1  pump, 
eng.,  dass  comp.  dup.,  cap.  day  1,000,000  gals.; 
mains,  c.  i.,  1^  m.,  4  to  8  in.  dia.;  20  hyd.;  29 
v.;  met,  100;  110  serv.;  pipe,  galv.  i.;  pres.,  dom. 
60  lbs.;  f.  125  lbs.;  cons,  day,  20,000  gals.;  cost, 
$39,000;   cost  mtce.,  $4,000;   wks.   owned  by  city. 

YAZOO  CITY,  p.  6,706;  f.  area,  1,800  a.;  mere 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  str.,  1  c.  eng.,  6  o. 
hand  ex.,  1  h.  ft  L  trie.,  2  hose  wag.,  2  hose  car., 
7  hrs.;  hose,  cot,  rub.  lined,  gd.,  4,800  ft.;  f.  aL, 
dec.,  20  bx.;  val.  equip.,  $19,000;  val.  bldgs., 
$10,000;  tot  mem.  10,  pd.  full  time. 

Water  Supply — ^Src.,  wells,  1,000  ft  bus.  cent; 
sys.,  pump  to  res.;  res.  cap.,  2,200,000  gals.,  loc. 
H  m.  bus.  cent;  2  pump,  eng.,  class  horisontal 
dup.,  cap.  day  8,000,000  gals.;  mains,  c  i.,  16  m., 
6  to  12  in.  dia.;  166  hyd.;  104  v.;  met,  700; 
1,260  serv.;  pipe,  galv.  L;  pres.,  dom.  100  to  120 
lbs.,  f.  100  to  120  lbs.;  cons,  day,  600,000  gala.; 
cost,  $225,000;  cost  mtce.,  $18,000;  wks.  owned 
by  city. 

Places  with  a  population  of  1,000  or  more  hav- 
ing  no  organized  fire  dept — Boneville.  Oomo, 
Durant,  'Fostoria,  Herando,  Itta  Bena,  luka,  'Mar* 
quette,  Pontotoc,  PoplarviUe,  Shelby,  Virden. 
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ADRIAN,  p.  020;  f.  area,  210  a.;  mere,  bldgs., 
bk.  ft;  wd.,  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.;  wd. 
rf8.  perm.;  no  fwks.  ft  combt  ord.;  causes  of  L  inv. 
f.  dept — 11  c.  hand  ex.,  1  h.  ft  L  trk.;  f.  al.,  bell; 
val.  equip.,  $500;  tot  mem.,  18  vol.;  undrs.  rating, 
ionrth  class. 

Watsr  Supply — Src.,  wells  ft  dstenis. 

ALBANY,  p.  1,022;  mere,  bldgs.,  bk.  F.  dept. — 
1  bo«e  trk.;  hose,  1,600  ft.;  f.  aL,  wh.  ft  bell;  tot. 
mem.,  16  vol. 

Watsr  Supply — Src,  res.;  syi.*  pump. 

AURORA,  p.  4,148;  f.  area,  40  a.;  mere,  bldgs., 
b1c«,  1  to  8  stor.;  piiv.,  wd.,  1%  stor.;  wd.  rfk  not 
perm,  in  f.  area;  combt.  ord.;  causes  of  f.  inv.  F. 
<iept. — 1  h.  ft  L  trk.,  4  c.  hand  ex.,  8  hose  car.; 
hoee,  cot,  rub.  lined,  gd.,  1,000  ft;  f.  al.,  bell; 
val.  equip.,  $2,000;  val.  bldgs.,  $400;  exp.  dept, 
^lOO;  tot  mem.  27,  pd.  full  time  1,  pd.  part  time 
13.   woL  10. 

Water  Supply — Src,  spr.,  6  m.  bus.  cent;  sys., 
crav'.  to  res.;  stdp.  cap.,  600,000  gals.;  dim..  16  x 
lOO;  mat,  stL;  res.  cap.,  1,000,000  gals.,  loc  at 
rfv.  ;  2  pump,  eng.,  cap.  day  2,000,000  gals.;  mains, 
c-    i-.    14  m.,  6  to  10  in.  dia.;  80  hyd.;  20  v.;  met, 


200:  1,800  serv.;  pipe,  galv.  L;  pres.,  dom.  60  lbs., 
f  ISC  lbs.;  cons,  day,  860,000  gals.;  cost,  $150,- 
OOOw    cost  mtce,  $8,600;  wks.  owned  by  Oo. 

.B£LTON,  p.  1,107;  f.  area,  160  a.  F.  dept — 1 
c-  en«.;  f.  al.,  bell;  vafl.  equip.,  $400;  tot  mem., 
J  4    vol. 

>«o    water  works. 

BETHANY,  p.  1,081;  f.  area,  80  a.;  mere  bldgs., 
I>lt.,  2  stor.;  priv.,  wd.,  IH  ft  2  stor.;  wd.  rfs.  not 
ty^rwn.  ;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
U^nt^ 26  c  hand  ex.,  1  h.  ft  L  trie.,  1  hose  wag.,  2 


hose  car.;  hose,  oot,  rub.  lined,  gd.,  6,000  ft.;  f. 
al.,  bell  ft  wh.;  vaL  equip.,  $700;  vaL  bldgs., 
$2,600;  exp.  dept,  $100;  tot  mem.,  16  voL 

Water  Supply— Src,  riv..  H  m.  bus.  cent;  sys., 
pump  to  stdp.:  stdp.  cap.,  84,600  gals.;  dim.,  12  x 
100;  mat,  »U.;  res.  oap.,  165,000  gals.;  2  pump, 
eng.,  class  centrif.,  cap.  day,  720,000  gals.;  mains, 
c.  i.,  7  m.,  3  to  8  in.  dia.;  SO  hyd.;  12  v.;  met, 
228;  228  serv.;  pipe.  gaJv.  i.;  pres.,  dom.  60  to 
105  lbs.,  f.  125  lbs.;  cost,  $85,000;  wks.  owned 
by  city. 

BEVIER,  p.  1,000;  mere  bldgs.,  bk.  ft  wd.;  wd. 
rfs.  perm.;  no  fwks.  ft  combt  ora.;  causes  of  f.  not 
inv.  F.  dept — 1  str.,  1  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  600  ft.;  f.  al.,  bell;  tot  mem.,  18  voL; 
undrs.  rating,  fifth  class. 

Water  Supply — Src,  wdls. 

BOLIVAR,  p.  1,976;  f.  area,  800  a.;  mere  bldgs., 
bk.,  1  ft  2  stor.;  priv,,  wd.,  1%  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  h.  ft  1.  trk.,  1  aer.  trk.,  2  hose 
wag.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  500 
ft;  rub.,  gd.,  200  ft;  inf.,  800  ft.;  tot  hose,  1,000 
ft;  f.  al.,  bell  ft  wh.;  val.  equip.,  $800;  vaL  bldgs.. 
$1,000;  tot  mem.,  14  voL 

Water  Supply — Src,  spr.  ft  well,  %  m.  bus.  cent; 
sys.,  grav.,  pump  to  res.,  to  stdp.  ft  dir;  stdp.  cap., 
68.762  gals.;  dim.,  10  x  100,  loc.  2  blocks  west 
public  sq.;  mat,  stl.;  res.  cap.,  40,000  gals.;  2 
pump,  eng.,  class  dup.,  cap.  min.  600  gals.;  mains, 
c  i.,  6  m.,  4  to  8  in.  dia.;  48  hyd.;  12  v.;  met, 
8;  260  serv.;  pipe,  galv.  i.;  pres.,  dom.  50  lbs.,  f. 
120  lbs.;  cons,  day,  85,000  gals.;  cost  $20,000; 
cost  mtce.,  $800;  wks.  owned  by  city. 

BONNETERRE,  p.  4,262;  mere  bldgs..  bk.  ft  wd.. 
,   1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  ris.  perm.; 
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fwka.  &  oombt.  ord.;  causes  of  f.  Iot.  No  org.  f. 
dept.-^l  hose  car.;  imdrs.  rating,  fourth  dass. 

Watar  Supply — Src,  riv.;  sra.,  pump  dir.;  pomp. 
eug.y  cap.  day,  1,600,000  gals.;  roaim,  10  m.,  4 
to  10  in.  dia.;  67  v.;  860  serv.;  84  hyd.;  118  met. 

BOONVILLE,  p.  4,262;  f.  area,  820  a.;  bldgi., 
blc,  2  JE  8  stor.;  wd.  rfs.  perm.;  no  fwka.  *  combt. 
ord.  F.  dept. — 1  c.  hand  ex..  1  h.  *  L  trk.,  8  hose 
car.;  hoae.  cot,  rub.  lined,  fifd-,  1.800  ft.:  f.  aL, 
bell;  val.  equip.,  $2,000;  ral.  bldgi.,  $1,200;  earn. 
dept,  $288;  tot  mem.,  22  voL;  undrs.  rating,  fourth 

<das8.  

Water  Supply— Src,  riv.,  %  m.  bus.  cent;  ip., 
pump  to  res.;  stdp.  cap.,  70,000  gals.;  dun.,  1«  x 
24,  loc  at  sUtlon;  mat.,  atL;  res.  cap.,  6,018,000 
gals.,  loc  K  m.  town;  2  pmnp.  eng..  dass  double 
acting,  cap.  day  8,000,000  gals.;  mams,  c.  i.,  6H 
m.,  4  to  10  in.  dia.;  80  hyd. ;^  66  v;  met.  22; 
860  •erv,;  pipe,  galv.  i.;  pres.,  dom.  «7  Iba..  f.  60 
to  80  Iba.;  cons,  day,  267,090  gala.;  cost,  $87,600; 
cost  mtce.,  $6,644;  wks.  owned  by  dty. 

BOWLINQ  GREEN,  p.  1,586;  J.  area,  600  a.; 
mere,  bldgs.,  bk.,  1  to  8  stor.:  priv.,  wd.  ft  bk..  1 
ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  causes  of 
t  inv.    No  f.  dept;  undrs.  rating,  third  dasa. 

Water  Supply — Src,  wells  ft  spr.,  %  m.  bua. 
cent;  sys.,  pump  to  tank;  cap.,  10,000  gals.;  2 
pump,  eng.,  cap.  day  20,000  gals.;  mams,  c  1., 
5  m.,  %  to  6  in.  dia.;  2  met;  50  serw;  pipe,  wrt. 
i.;  pres.,  dom.,  16  lbs.;  cons,  day,  18,000  gals.; 
cost,  $20,000;  cost  mtce.,  $100;  wka.  owned  by 
priv.  individual. 

BROOKFIELD,  p.  6,740;  f.  area.  1,»20  a.;  mere, 
bldga.,  bk.,  1  to  8  stor.;  priv.,  wd.,  1%  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept— 2  c  hand  ex.,  1  IwBe.'wag-*,! Jiose 
carts,  2  hrs.;  hose,  cot.,  rub.  lined,  gd.,  IffiOO  ft, 
f.  al.,  telp.  ft  dec;  val.  equip.,  $2,600;  val.  bldjs.. 
$1,600;  exp.  dept,  $1,000;  tot  mem.  14,  pd.  full 
time  2,  vol.  12;  undrs.  rating,  third  class. 

Water  Supply— Src,  weUs.  %  m.  bus.  cent;  ^s., 
pump  to  stdp.;  stdp.  cap.,  ©6.000  gals.;  dim.,  ;0  x 
12;  mat.,  iron;  4  pump,  eng.,  dass  dec  ft  dup.,  cap. 
day  826,000  gals,;  mains,  c  i.,  8  m.,  4  to  10  in. 
dia.;  54  hyd.;  16  v.;  met.  800;  400  awr.;  pipe, 
lead  ft  iron;  pres,,  dom.  60  lbs.,  f.  60  lbs.;  cons, 
day,  120.000  gals.;  cost,  $87,000;  cost  mtce., 
$1,760;  wks.  owned  by  city. 

BRUNSWICK,  p.  1.606;  f.  •!«»»„ *«  ^JlS?**  «J- 
dept — 2  hose  car.;  hoae.  cot.  rub.  lined,  gd..  1,000 
ft;  inf.*  800  ft;  tot  hose,   1,'300  ft;   f.  al.,  wh.; 

tot    mem..    18    vol.  „      ,    vi    »    v 

Water  Supply — Src.  riv.  ft  wells,  1  block  bus. 
cent;  sys..  pximp  to  stdp.  ft  dir.;  stdp.  cap.,  30,- 
000  gals.;  dim.,  10  x  60;  mat,  wrt.  i.;  2  pump, 
eng..  dass  dup.  ft  trip.,  cap.  day  800,000  gals.; 
mains.  1%  m.,  4  to  8  in.  dia.;  13  hyd.;  4  v.;  10 
met:  95  serv.;  cons.  day.  60,000  gals;  pipe,  wrt. 
i.;  pres.,  dom.  80  lbs.,  f.  SO  to  12j5  lbs.;  cost. 
$19,000;  cost  mtce.,  $600;  wks.  owned  by  Co. 

BURLINGTON  JUNCTION,  p.  942;  f.  »'<».  20  a. ; 
mere  bldgs.,  bk.,  1  to  3  stor.;  pnv..  bk..  sto.  ft 
wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm,  m  f.  area,  fwKa. 
ft  combt  ord.:  causes  of  f.  inv.  F.  dept — 1  h.  ft 
1.  trk.;  f.  al.,  bell;  voL;  no  waterwka. 

BUTLER,  p.  2.894;  f.  area.  840  a.;  mere  bldgs., 
stn.  ft  bk.,  1  to  8  stor.;  priv.,  wd.  ft  bk..  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt.  ord.. 
causes  of  f.  inv.  F.  dept—l  h.  ft  1.  trk.. J  c  hand 
ex..  8  hoae  car.;  hose.  cot.  rub.  lined,  gd.,  1,600 
ft;  f.  al.,  bell  &  wh.;  vaL  equip.,  $3,500;  val.  bldgs., 
$8,000;  exp.  dept.  $500;  tot  mem.,  86  vol. 

Water  Supply— Src,  riv.,  4  m.  ™.  cent,  sys., 
erav.  to  res.,  to  stdp.;  stdp.  cap..  115,000  gals., 
dim..  14  X  100.  loc  in  town;  mat,  stl.;  res.  cap., 
1.000,000  gals.,  loc  at  riv.;  2  P«mp-  «»'  «?: 
day  1,500,000  gals.;  mains,  c  I.,  4  to  12  to-  f^-j 
met,  260;  400  serv.;  pipe,  iron;  pres.,  dom.  40  li>s., 
cons,  day,  260,000  gals,;  wks.  owned  by  Co. 

CALIFORNIA,  p.  2,154;  f.  area,  200  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  «5<»"- ?  J'*- -"■• 
perm.;  fwks.  ft  combt  ord.  No  org.  f.  dept— Ih. 
ft  Ltrk.;  hose,  cot.,  rub.  lined,  gd.,  160  ft;  undrs. 
rating,  fourth  class. 

Water  Supply — Src,  wells. 

CAMERON,  p.  2.979;  bldgs..  ^^  *  JJ*-»  ^  *<*™* 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.  F. 
dept— 2  hose  car.;  hose,  cot.  Tub  lined,  gd.,  1,600 
ft.;  inf.,  600  ft.;  tot  hose,  2.200  ft;  ^jd.  equip., 
$8,000:  val.  bldgs..  $260;  exp.  dept,  $200;  tot 
mem..  86  vol. 


Water  Supply — ^Src,  res..  IH  ui.  bus.  cot;  qrt., 
pump  to  tk.;  stdp.  cap.,  70,000  gala.;  rea.  cay., 
186,000,000  gals.,  loc  northwest  dty;  2  pmnp. 
eng.;  mains,  c.  i.,  5%  m..  0  to  12  in.  dia.;  48 
hyd.;  18  v.;  200  met.;  200  serv.;  pres.,  dom.  50 
lbs.,  f.  125  lbs.;  cost.  $69,000;  cost  mtce.,  $800; 
wks.  owned  by  city. 

CAMPBELL,  p.  1.781;  f.  area,  1  a.;  mere.  bMp* 
bk.  ft  wd..  1  ft  2  stor.;  priv.,  wd..  1  ft  2  stor.;  vd. 
ris.  not  perm,  in  f.  area;  fwks.  ft  oombt.  ord.;  caoacs 
of  f.  not  inv.  F.  dept — 2  hose  carta,  1,000  ft 
hose;  f.  aL,  wh.;  vol. 

CANTON,  p.  2,894;  f.  area,  000  a.;  mere  bldga., 
stn.,  bk.  ft  wd..  2  stor.;  priv.,  wd.,  1  star.;  wd.  xfa. 
not  penn.;  no  fwks.  ft  combt  ord.;  cansea  of  f.  not 
inv.  F.  dept — 1  h.  ft  L  trk.,  8  hose  car.;  hose. 
3,500  ft;  f.  aL,  bell  ft  wh.;  vaL  equip.,  $10,000; 
val.  bldgs.,  $4,000;  tot  mem.,  81  vd.;  undn. 
rating,  fourth  dass. 

Water  Supply — Src,  well.  %  m.  bus.  cent;  qm^ 
pump  to  res.;  res.  cap.,  268,000  gals.;  mains,  c  U 
2%  m.,  6  in.  dia.;  42  hyd.;  8  r.;  pres,,  dom.  70 
lbs.,  f.  70  lbs.;  cost,  $12,000;  cost  mtoc.  $860; 
wks.  owned  by  dty. 

CAPE  GIRARDEAU,  p.  8,475;  f.  area,  12  blocks; 
mere  bldgs.,  bk.,  1  ft  2  stor.;  priv.,  stn.,  bk.  ft 
wd.,  1  to  8  stor.  F.  dept — 1  hoee  wag.,  8  hose 
carts,  8  hrs.;  hose,  cot,  rub.  lined,  gd.,  2,000  ft; 
inf.,  400  ft.:  tot  hose,  2,400  ft;  f.  aL,  Gamewell; 
val.  equip.,  $6,000;  vaL  bldgs.,  $8,000;  exp.  dept, 
$3,000;  tot  mem.,  16  voL 

Water  Supply-~Src.,  riv.,  1  m.  bus.  cent;  syt., 
pump  to  res.;  res.  cap.,  1.000,000  gala.;  8  pump, 
eng.,  dass  dup.,  cap.  day  4,000,000  gals.;  maina, 
c.  i.,  12  m..  6  to  10  in.  dia.;  128  nyd.;  S5  v.; 
met.  600;  800  serv.;  pipe,  lead  ft  galv.  L;  prea.. 
dom.  60  lbs.,  f.  60  to  110  lbs.;  cons.  day.  900,000 
gals.;  cost  $150,000;  cost  mtee.,  $8,800;  wb. 
owned  by  Oo. 

CARROLLTON,  p.  8,462;  f.  area,  600  a.;  mexc 
bldgs.,  bk..  2  stor.;  priv..  wd..  1  ft  2  stor.;  wd.  rfs. 
not  perm.;  fwks.  ft  oombt  md.  F,  dept — 2  c 
hand  ex..  1  h.  ft  1.  trk.;  hose,  cot.,  rah.  uned,  gd, 
960  ft;  rub.,  gd..  060  ft;  tot  boee.  1,900  ft; 
f.  aL.  telp.;  vaL  equip,,  $8,600;  val.  bldga..  $4,000; 
exp.  dept.  $800;  tot  mem.,  12  voL;  undia.  ratiag, 
fourth  dass. 

Water  Supply — Src,  wdls;  sys.,  pump  to  stdp,  k 
dir.;  stdp.  cap.,  101,600  gala.;  dim.,  12  x  110;  2 
pump.  eng..  dass  hor.  dup.,  cap.  day  2,000,000 
gals.;  mams,  c  i.,  8  m.,  4  to  12  m.  dia.;  74 
hyd.;  44  v.;  met,  180;  560  serv.;  pipe^  galv.  I: 
pres..  dom.  86  lbs.,  f.  140  lbs.;  cost,  $60,000;  wfcs. 
owned  by  Co. 

CARTERVILLE,  p.  4,689;  L  ar«a,  S20  a.;  meft. 
bldgs.,  inm,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd.,  bk. 
ft  stn.,  1  ft  2  stor.;  wd.  ris.  perm.;  no  fwka.  ft 
combt  ord.  F.  dept — 1  h.  ft  L  trk.,  8  hoee  car.; 
hose,  cot,  rub.  lined,  gd.,  1,600  ft;  f.  aL,  bdl; 
val.  equip.,  $1,200;  vaL  bldgs..  $4,500;  exp.  dept, 
$160;  tot.  mem..  88  vol.;  undrs.  rating,  foartih  daaa. 
'  Water  Supply — Src,  spr.  ft  creek,  2H  m.  boi. 
cent;  sys.,  grav.  ft  pump  to  stdp.;  stdp.  cap.,  125.- 
000  gala.;  mat,  stl.;  2  pomp,  eng.,  cap.  dsy  2,000.- 
000  gals.;  maina,  c  L,  4%  m.,  4  to  10  in.  dia.;  54 
hyd.;  9  v.;  816  aerv.;  pres.,  dom.  40  lbs.,  L  70  Iba.; 
wks.  owned  by  Co. 

CARTHAGE,  p.  9,488;  f.  area,  1,400  sq.  ft; 
mere,  bldgs.,  bk.  ft  stn.,  2  ft  8  stor.;  priv.,  wd.,  t 
stor.;  wd.  rfs.  not  perm,;  fwks.  ft  combt  orl: 
causes  of  f.  inv.  F»  dept.— 4  c  hand  ex.,  I  h.  ft  I 
trk.,  1  hose  wag.,  1  hose  car..  7  his.;  hose.  oot. 
rub.  lined,  gd..  8,000  ft;  f.  al.,  tdp.;  val.  equip., 
$4,000;  vaL  bldara.,  $8,500;  exp.  dept,  $4,500; 
tot  mem,  6,  pd.  full  time. 

Water  Supply — Src,  weUs,  %  m.  bus.  c«ct: 
sys.,  dir.* pres.;  res.  cap..  1,500,000  gals.;  2  pump, 
eng.,  cap.  da>',  6,000,000  gals.;  mains,  c  i.,  80  m.. 
4  to  16  in.  dia.;  239  hyd.:  met,  2,004;  S,OP* 
serv.;  157  v.;  pres.,  dom.  65  lbs.,  f.  120  lbs.;  «ws. 
day,  500,000  gals.;  cost  $220,000;  cost  mtix^ 
$8,150;  wks.  owned  by  city. 


CARUTHERSVILLE,  p.  3.655;  f.  ana.  40  a. 
F.  dept. — Laddera  ft  hose  wag..  2  hrs.;  hose.  S,*69 
ft;  f.  aL.  telp..  bell  ft  wh.;  val.  equipw,  $S.0e«>: 
vaL  bldgs.,  $600;  exp.  dept,  $700;  tot  mem..  11 
vol. 

Water  Supply — Src,  wells:  2  pumps,  dsss  dup.. 
cap.  day  500,000  gala.;  hyd.,  86;  v.,  17:  sctt^  150; 
mains,  8%  m.;  pres.,  dom.  60  lbs.,  f.  120  lbs.;  cost 
$26,000;  cost  mtce,  $1,600;  wks.  owned  by  dty. 
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CENTRALIA,  p.  2,11<I;  f.  area,  9  blocks;  mere. 
bIdgB.,  bk.,  1  ft  2  stor.;  prlT..  wd.,  1  ft  S  itor.; 
wd.  rfs.  not  perm,  io  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  t  mv.  F.  dept. — S  booe  car.;  bose,  eot., 
rub.  lined,  gd.,  1.500  it.;  f.  «1.,  wh.;  val.  equip., 
$50;  exp.  dept.,  fl50;  tot.  mem.,  6  vol. 

Water  Supply — Src,  deep  wells,  S  blocks  bos. 
cent;  sys.,  grav.  ft  pump  to  stdp.;  stdp.  cap., 
70,000  gals.;  dim.,  25  z  80  x  126  ft;  mat.,  stL; 
res.  cap.,  70,000  gala.;  2  pump,  eng.,  class  dup. 
ft  trip.,  cap.  day  1,162,000  gals.:  mains,  7  m.,  i 
to  10  In.  oia.;  mat^  e.  1.;  62  hyd.;  pres..  dom.  66 
to  60  lbs.,  f.  126  lbs.;  cost,  |48,000;  wka.  owned 
by  dty. 

CHARLESTON,  p.  8,144;  t  area,  700  a.;  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm.;  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  d^. — 1  hand 
eng.,  1  h.  ft  1.  trk.,  1  hose  cart,  leather  buckets; 
hose,  cot.,  rub.  lined,  gd..  850  ft.;  inf.,  160  ft.;  tot. 
hose,  600  ft.;  f.  al.,  bell;  val.  equip.,  $1,000;  val. 
bldgs.,  $2,000;  tot.  mem.,  88  voL;  undrs.  rating, 
fourth  class. 

Water  Supply — Src,  wells,  in  bus.  cent.;  sys., 
pomp  dir.;  Btdp.  cap.,  30,000  gials.;  res.  cap.,  80,- 
000  gals.;  2  pump,  eng.;  cap.  day,  900,000  gals.; 
mains,  c.  L,  7  m.,  4  to  6  in.  dia.;  80  v.;  1  nyd.; 
pres.,  dom.  ft  f.  40  lbs.;  cons,  day,  100,000  gals.; 
cost,  $22,000;  wks.  owned  by  city. 

CHILLICOTHE,  p.  0,206;  f.  area,  IH  m.;  mere, 
bldga.,  bk.,  1  to  4  stor.;  priv.,  wd.,  1  to  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  oombt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  L  trk.,  4  c 
hand  ex.,  1  hose  wag.,  2  bra.;  hose,  cot.,  rub. 
lined,  gd.,  2,600  ft;  f.  aL,  telp.;  vaL  equip., 
$6,000;  vaL  bldgs.,  $16,000;  exp.  dept.,  $2,500; 
tot  mem.  11,  pd.  full  time  2,  vol.  0. 

Water  Supply-— Src.,  wells  ft  riv.,  8  m.  bus.  cent; 
sys.,  dir.  pres.;  res.  cap.,  1,000,000  gala.,  loc.  at 
sution;  2  pump,  eng.,  cap.  day  8.000,000  gals.; 
mains,  e.  L,  12  m.,  4  to  12  in.  dia.;  184  i|yd.; 
met.,  600;  780  serv.;  pipe,  lead  ft  iron;  pres.,  dom. 
50  to  70  lbs.,  f.  100  lbs.;  cods,  day,  640,000  gals.; 
cost,  $186,000;  cost  mtce.,  $7,000;  wks.  owned 
t^  Co. 

CLARKSVILLE,  p.  918;  f.  area,  100  a.:  mere, 
bldgs..  bk.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  8  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ord.;  causes  of  f. 
ioT.  F.  dept. — 1  hand  eng.,  1  c.  eng.,  1  h.  ft  L 
trie,  1  hose  car.;  hose,  cot,  rub.  lined,  gd..  450  ft; 
inf.,  600  ft;  tot  hose,  1,060  ft;  vaL  equip., 
$1,800;  vaL  bldgs.,  $100;  exp.  dept,  $60;  tot 
mem.,  16  voL 

Water  Supply — Src.,  weUs  ft  dstems. 

CLINTON,  p.  4,908;  f.  area,  1,200  a.;  mere. 
bldiSB.,  bk.  ft  stn.,  1  to  8  stor.;  priv.,  wd.  ft  bk.,  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  oombt  ord.; 
causes  of  f.  inv.  F.  aept —  2  c.  hand  ex.,  1  comb, 
hose  Ae  ladder,  1  hose  cart  1  hose  wag.,  2  hrs.; 
hose,  cot,  rab.  lined,  gd.,  2,000  ft;  inf.,  600  ft; 
tot.  hose,  2,500  ft;  f.  aL,  bell;  vaL  equip.,  $4,000; 
val.  bldgs.,  $6,000:  exp.  dept,  $1,300;  tot  mem., 
12,  pd.  full  time  -2,  vol.  10;  undrs.  mting,  second 
class. 

Water  Supply — Src,  weUs,  1  m.  bus.  cent;  sys., 
grmv.  to  res.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  87,- 
000  galM.;  mat,  iron;  res.  cap.,  8,000,000  gals.; 
mnnp.  eng.,  cap.  day  8,800,000  gals.;  mains,  e.  L, 
9  m.,  4  to  10  in.  dia.;  78  hyd.;  met,  100;  746 
serv.;  ijfpe,  galv.  L  ft  lead;  pres.,  dom.  40  lbs.,  f. 
110  lbs.;  cons,  day,  600,000  gals.;  cost,  $100,000; 
coat  mtce.,  $2,100;  wks.  owned  by  Go. 

COLUMBIA,  p.  9,002;  f.  area,  200  a.;  mere. 
bldirs.,  bk.,  2  ft  8  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfa.  not  perm,  in  f.  limits;  fwks.  ord.;  causes 
of  f.  inT.  F.  dept — 8  c  ex.,  2  hose  car.,  1  hose 
wa«r.  (University  has  2  hose  car.);  hose,  cot,  gd., 
1,2 OO  ft.;  tot  mem.,  10  voL;  f.  aL,  telp.;  undrs. 
rntJTtg,   fourth  clsss. 

Water  Supply — Src.,  wells;  sya«,  pnmp  dir.;  8 
Tnimp.  eng.,  cap.  2,000,000  gals.;  180  hyd.;  mains, 
25  ni.,  8  to  12  in.  dia.;  1,000  met;  pres.,  f.  125 
Iba.;   cost,  $800,000;  cost  mtce.,  $25,000. 

CONCORDIA,  p.  981;  f.  area,  120  a.;  mere. 
bldss.*  *>^M  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd      rf*.    perm.;   no  fwks.   ord.;   causes  of  f.   inv. 

P    deut* 1  h.  ft  L  trk.,  1  hose  car.;  hose,  cot.,  gd., 

1  "OOO     ft-;  vaL   equip.,   $2,500;   val.  bldgs,,   $260; 
€xp.  dept-,  $150;  tot  mem.  22,  pd.  part  time;  f.  aL, 

*  Water  Supply^-Src,  weD,  1  block  bus.  cent; 
evfl  pomp  to  tk.;  stdp.  cap.,  40,000  gals.;  dim., 
18    X    so;    mat,  stL  ft  wd.;  pump,  eng.,  cap.  day 


144,000  gals.;  mains,  c  L,  4,600  ft .  4  to  0  in. 

i^J^^a  °^^'*  ^*  ^1*  "«*•»  *J  P«^»  aom.  88  lbs., 
f.  88  lbs.;  cost,  $7,000;  oost  mtce.,  $800;  wks. 
owned  by  dty. 

CRYSTAL  OITY,  p.  1,104;  f.  area,  250  a.;  mere, 
bldgs.,  bk.,  2  stor.;  priv.,  bk.,  wd.  ft  cone,  1  ft 
2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  P.  dept — 27  c.  hand  ex., 
1   c.   eng.,   1  h.   ft  L   trk.,   1   comb.   c.   ft  h.  wag., 

1  hose  wag.,  16  hose  reels;  hose,  cot.,  rub.  lined, 
gd.,  6,600  ft.;  f.  al.,  elec.  7  bx.;  vaL  equip.,  $8,- 
000;  vaL  bldgs.,  $1,000;  tot  mem.,  86,  pd.  full 
time  2,  vol.   84. 

Wetsr  Supply— Src.  wells,  %  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  500,000  gals.;  mat, 
sil;  res.  cap.,  2,038,000  gals.;  2  pump,  eng.,  class 
trip.;  cap.  day,  2,000,000  gate.;  mains,  c.  i.,  7  m., 
4  to  8  in.  dia.;  27  hyd.;  80  v.;  80  met.;  pipe,  c.  L; 
pres.,  dom.  40  lbs.,  f.  120  lbs.;  cons,  day,  1,000,- 
000  gala.;  wks.  owned  by  Pittsburg^  Plate  Glass 
Co. 

DEEPWATER,  p.  1,898;  f.  area,  240  a.;  mei«. 
bldjp.,  bk.  ft  stn..  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept — 1  str.,  1 
auto,  str.,  1  e.  eng.,  1  h.  ft  L  trk..  1  hose  car.; 
hose,  cot.,  rub.  lined,  gd.,  400  ft;  linen,  600  ft; 
tot  hose,  900  ft.;  f.  al.,  bell;  vaL  equip.,  $2,800: 
val.  bldgs..  $100;  tot  mem.,  80  voL 

Water  Supply — Src.,  wells  ft  cisterns,  io  bus. 
cent,  cap.  17,000  gals.  each. 

DE  SOTO,  p.  7,000;  f.  area,  900  a.;  mere,  bldgs., 
bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F.  dept 
— 1  h.  ft  L  trk.,  1  hose  car.,  1  hose  wag.,  2  hrs.; 
hose,  cot,  rub.  lined,  gd.,  2,000  ft;  f.  al.,  wh.| 
vaL  equip.,  $1,500;  exp.  dept,  $800;  tot  mem.  %$, 
pd.  part  time. 

Water  Supply — Src.,  creek  ft  artesian  wells;  sya.. 
pump  to  res.  ft  dir.;  2  pumps,  cap.  day  2,000,00# 
gals.;  76  hyd.;  86  v.;  150  serv.;  mabs,  10  m.} 
grav.  pres.,  100  lbs.;  cost,  $70,000;  wks.  owned  bf 
city. 

DONIPHAN,  p.  1,225;  f.  area,  16  a.;  mere. 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.;  cansea 
of  f.  inv.  F.  dent — 1  h.  ft  L  trk.,.  2  hose  car.; 
hose,  rub.,  gd..  760  ft;  tot.  mem.,  20  voL 

Water  Supply — Src,  riv.,  ^  m.  bus.  cent;  sya.f 
pump  to  stdp.;  stdp.  cap.,  44,000  gals.;  dim.,  12  s 
60;  mat,  stL;  res.  cap.,  44,000  gals.;  2  pump, 
eng.,  cap.  day  1,440,000  gals.;  mains,  8  m.,  4  to 
6  in.  dia.;  pres.,  dom.  90  lbs.,  f.  120  lbs.;  oost 
mtce.,  $1,000;  wks.  owned  by  cdty. 

DUENWEQ.    F.  dept  not  reported. 

Water  Supply — Src,  wells,  near  bus.  cent;  sys., 
priv.;  res.  cap.,  100  bbls.;  1  pump,  eng.,  elass 
gasoline,  cap.  day  200  bbls.;  mains,  o.  L,   %  m., 

2  to  0  in.  d.a.;  10  hyd.;  pres.,  dom.  60  lbs.;  cons, 
day,  1,000  gals.;  cost,  $1,500. 

EDINA,  p.  1,602;  bldgs.,  wd.,  1  to  8  stor.;  wd. 
rfft.  not  perm.;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept. — 1  hand  eng.,  1  c  eng.,  15  c.  hand 
ex.,  1  hose  cart,  1  hose  oar.;  hose,  cot,  rob.  lined, 
gd.,  800  ft.;  n«>.,  gd.,  800  ft;  tot  hose,  000  ft; 
f.  al.,  bcAl;  vaL  equip.,  $1,450;  val.  bldga.,  $150; 
exp.  dept,  $00;  tot.  mem..  30  voL 

Water  Supply — Src,  wells;  sjrs.,  pump  to  res.; 
res.  cap.,  76,000  gals.;  mains,  4  m.;  8  hyd.;  cost, 
$6,000;  wks.  owned  by  city. 

ELDORADO  SPRINGS,  p.  2.503;  f.  area,  25  a.; 
mere,  bldgs.,  bk.  ft  stn.,  2  stor.;  inlv.,  wd.,  1  ft  1 
stor.;  wd.  ris.  not  perm.;  fwks.  ft  combt  ord.: 
causes  of  f.  inv.  F.  dept — 1  hand  hose  cart,  1  hand 
eng.,  1  c  eng.,  1  h.  ft  1.  trk.;  hose,  cot.,  rub. 
lined,  gd.,  800  ft;  inf.,  60  ft.;  tot  hose,  850  ft; 
f.  al.,  bell;  val.  equip.,  $8,000;  val.  bldgs.,  $75; 
tot  mem.  11,  pd.  full  time;  undrs.  rating,  fourth 
dass. 

Water  Supply — Src,  wells,  in  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  70,000  gals.;  dim.,  22  x 
80;  mat,  stl.;  1  pump,  eng.,  cap.  hour  7,500  gals.; 
mains,  c.  L,  1%  m.,  6  to  10  in.  dia,;  20  nyd.; 
6  v.;  met.,  130;  200  serv.;  pipe,  galv.  L;  pres.. 
dom.  00  lbs.,  f.  00  to  120  lbs.;  cons,  dsy,  40,000 
gals.;  cost.  $14,000;  cost  mtce.,  $1,200;  wks. 
owned  by  city. 

EXCELSIOR  SPRINGS,  p.  8.900;  f.  area,  040  a.; 
mere  bldgs.,  wd.  ft  bk.,  2  stor.;  priv.,  wd.,  2  stor.; 
wd.  ris.  perm.;  no  fwks.  ft  combt  ord.;  causes  of 
f.  inv.    F.  dept. — 1  c.  eng.,  12  c  hand  ex.,  1  h.  A 


FIRE  DEPARTMENTS  AND  WATER   SUPPLY— UISSOURT. 


1.  ti 

1  h 

I.   ■!.,  bril; 


^  tnc.  i  hOM  WM-,  1  nipplr  wu., 
e.  coL,  rub.  lined,  gd.,  l.SDO  K.; 

- equip.,   ISOO;    TiL  bidg*.,   IIOOJ 

UH.  mem.,  18  voL 

WaUr  Supply — Sn..  Uo.  Riv.  Slnda.  T  m.  biB. 
centi  iji.,  pump  to  atdp.;  ICdp.  cap.,  BO.OOO  giM.; 
Tf.  flap,.  £,000.000  cali.i  loc.  on  hill;  2  pump, 
«■(..  op.  dar,  i.000.000  gala,:  maim,  c  i..  1 
m..  4  to  10  in.  Ait.;  OS  hyd.;  ^  ''-i  met..  ttZ; 
Its  lerv.;  pipf,  «e1v.  1.;  prn.,  dam.  A  (,  SO  lb*.: 
cuiM.  da/.  40n.0Q0  gala,:  cost,  (tSO.OOO;  nut 
mt».,  t^fl.OOO:  »k>.  owned  by  Co. 

FARMINOTON,  p.  l,eiS;  t.  area,  100  a.;  mere. 
bidga..  bk.,  1  &  2  ator.i  wd.  rfa.  not  penn.  In  f. 
area.  F.  dept.— 1  hand  eng-.  i  hOM  ear. ;  boae, 
eot.,  ™b.  lined,  gd..  l.JOO  ft.;  inf.,  OOO  ft;  tot. 
hoH.  1,800  ft.:  t  al..  beU  «  vh.;  nl.  eqolp., 
•  2.0001  tip.  dept,  •1G0;  tot  mem..  Si. 

Water  Supply — Src.,  velli;  ■/■.,  pump  to  atdp.; 
atdp.  cap.,  70,000  gala.;  1  pump,  nig.i  malna,  1% 
m.,  *  In.  dla.;  Si  byd.;  pre*.,  dam.  TO  Iba.,  I. 
IGO  Iba.;  coat,  •18,000;  wka.  owned  bj  dtj. 

FAYETTE,  p.  2,B8B,  F.  depL— 1  h.  fc  1.  trk.,  G 
hoae  reela.  1.000  H.  hoae;  tbI.  equip.,  •l.SOO;  eip. 
dept.,  tiOO;  tot  mem.  80,  pd,  part  tln- 

Walar    Supply— Src,   artificial   lake. 


>  pump,  eng.,  cap.  dar  120,000 
B*..   dom.    IS   Iba.,   f.   12G   lba.1 


FESTUS,  p.  i,EE8; 


perm.;  no  Iwka.  ft  i 
1  band  eng..  1  boai 
500  ft;  f.  al..  bell; 

Watar  Supply — 3re.,  wella  *  clrti 

FULTON,  p.  G.SSS;  I. 


area,  100  a,;  mere,  bldga., 

['.  ord.     F.  dept — I  c.  tug., 
;  hoae,  oot..  ndi.  lined.  Id., 


itn.  ft'wd.,'2  ator.;  priv..  bk.  A  wd.,  1;  it.ir.: 
wd.'  rfa.  not  perm.;  Iwka.  H  combl.  onL;  a\i-:^  ,.f 
L  tin.  F.  dept — 1  atr..  5  t  hand  ex.,  1  I,.  \  1 
trii.,  IP  I,  pluga,  3  hoae  car.;  hoie,  cot.,  rat.  ii;i-<1, 
gd.,  1,4G0  ft;  rub.,  gd.,  «fiO  It;  int.,  GfiO  fi.;  fi. 
hoae,  2.460  ft.;  f.  al.,  wh.  A  bell;  val.  c^ujj-., 
H.OOO:  lal.  bldga.,  Ifi.OOO;  eip.  dept,,  »*00;  tot 
mem.  14,  pd.  part  time. 

Water  Supply — Src,  wella,  northeaat  bua.  cent; 

pump  •    —  "-  °°  ■""  — '-  ■ 


dim. 


I  17; 


.,  cap.  day  880,000 
■       ■■-      -!  hyd.; 


182.00 
!2E;  60 


L  1.,  8 


»3,000;  wka.  owned  by  citj. 

GALLATIN,    p.     1.S2S;    t.    arti,    il 

bldgi,,  bk.  ft  wd.;  cauaea  oF  f.  not  inv. 

I   h.  a   I.   trk..   2   hose  car.;  hose,  col. 

f,,   J, 200  (t.l  inf..   BOO  ft.;   tot  hoai 

al.,  beU;  tot  mem.  12,  pd.  fuU  lini. 

Watar  Supply— Src,  well,  1  m.  bua 

bk.  ft  iron;  2  pump,  eng,,  cap.  day  8C 
malna,  &   I.,   *  to  8  in.  dm.;   60  hyd. 

owned  by  dty. 

QLASQOW,  p.  1,807:  t,  area.  80  a.; 
bk.,  1  to  8  ator.;  prlv.,  bk.  ft  wd.,  S  D 
not  pann.  in  f.  area;  (wka.  ft  combt. 


day,   80,000 
mere,  bldga.. 


'."■j.»  . 


•10,000;  GO 
g.  t  dept 


GRANBY,  p.   2,442. 

Watar  Suoply— 3rc.,  well,  1  m.  but. 
gra».;  1  pump,  eng.;  cap.  ^»J;,-.  *^0j 
wka.  owned'by  city. 

QRANT  CITY,  p.  1,207;  hldga.,  wi 
ator.;  wd.  tla.  not  perm.;  fwka.  ft  c 
P.  dept— 1  h.  ft  1.  trk.,  2  hose  car.; 
nib.    Uoed,    gd.,    1,060    tt.i    TBI.    equip 


tot  mem.,  Z6,  pd.  part  tlma  Z,  nL  tl;  gadn. 
rating,   third   dan. 

WaUr  Supply— Brt.  well  ft  rea.,  «  m.  bin. 
cent;  ara,  pump  to  atdp.;  atdp.  cap.,  tt.DOO 
gala.,  dim.  IS  i  £1,  loc.  in  City  HaU  aq.,  mat 
wd.   ft  atl.;    I   pump,  ang.,  eap.  day  20,000  gala; 

I  aerr.  1  pipe,  c  1,;  prta,,  dom.'  48  ibm..  t  ti 
Ibe.;  cons.  day.  8,000  gala.;  coat  |lO,0QD;  eoal 
mtct.,  tl80;  wka.  ownetTby  dty. 

OREENFIELD,  p.  1,484;  f.  ana.  10  a.;  Ben, 
bldgi.,  bk.,  I  to  J  ator.;  prf*.,  bk.,  atn.  ft  wd.,  1 
ft  1  ator.;  wd.  rfa.  not  perm,  in  L  ana;  twti. 
ft  combt  ord.:  eanea  of  f.  In*.  P.  den. — 
c  band 
ToL      N( 

MILTON, 


;    wd. 


t.OOO;  mere  bldga.,  *d.,  t 
t  penn.;  fwka.  ft  eombt  aid.; 
f.  dept—'   ■■— '  —     ■  -   — 


1  comb.  c.  ft  h.  wag.,  I  h.  4  1.  tr*.,  2  hoae  h 
hoae,  cot,  rtifa.  lined,  gd.,  800  ft;  f.  aL,  bell 
._,_      _._,     •„  .^^     ^,_  bld^i.,  »6,OO0;  ■ 


,   86   > 


aupply. 


18,841;  f.  araa,  1,080  a.;  dhc. 

rfi.  perm.;  (wka.  ft  combt  ord.  F.  dept — 10  c. 
Hand  ei.,  1  comb.  h.  ft  L  tit.,  1  comb.  Voat  nr.. 
2  hoae  reela  (1  in  reBcrre),  8  bra.;  hoae,  cot.  nib. 
lined,  gd.,  1,860  ft  (1,400  ft  in  reaerrt);  t.  al, 
■--'■■  ■      equip..     114,000;    »aL    bldgi.. 


full  timi 


;    eip.    dept,. 


.    •410 


iwn-d   by  Ci 
HARR1S0KVILLE. 

nerc.   bldga.,   bk.,   1 


,047;    t.    ana.    040   a: 

■lor.;  wa.  TIM.  not  peim.;  combt  oril.:  cawrt 
(,  inv.  F.  dept. — 1  c.  eng.,  2  bow  ear..  7 
a.;  hoae.  rot.,  rub.  lined,  gd.,  1.400  (t;  ial-, 
0  ft;  101.  hoae,  1,800  ft;  (.  al.,  bell;  lal.  eqoif.. 
,800;     eip.    dept,    tlOD;    tot     mem..    II    ml; 

Walar  Supply— Src,  lake.  1  m.  bua.  cent:  i^. 
mp   to    atdp.;    atdp.    tap.,    80.000    gala,:    dim-.    17 


>  10 


'.  day. 


ma.  day,  40.000  gala.;'eoat' 140,000;  »l 
V2.000;  wka.  owned  by  pritate  Corp. 
HAHN,  p.  1,602;  (.  area,  881. Go  a.:  men. 
a..  Itn.,  bi.  ft  wd.,  1  to  4  ator.;  prii..  bk. 
'd.,  I  alor.;  wd.  rfa.  penn.  in  (.  am;  fwtL 
tiinbt  ord.;  cauaei  of  t.  im.  F.  dept— 1 
2  hand  eng.,  1  h.  ft  1.  tik..  2  hoK  au: 
,  eot,  rub.  lined,  gd.,  200  ft;  rub.,  gd..  *<"• 
Inf.,  800  «.;   tot.  Tioae.   1,800  ft.:   (.  al ,  1«1I 


HERMANSVILLE,   p.    1,100.      T.    dept— 2  how 
;    eip.    dept.    •ISO;   i^l 


Water  Supply— Si 


0;  wka  owned  by  city. 
HQGIIdSVILLE,  p.  1,828; 
;a..    wd.  .  ft    bk..    2    ator. 


lined,    gd.,    l.SOO    ( 


HIQHBEE  P 

2   0.   eng.:  I'o* 
bldp...    14.000; 


1B8    am.;     pipe,   t    L: 
!6   Iba;  eoDa.  d»^  16.00 > 

',  ana.  180  a.     f.  dtpt— 
1  val.  equiiL,  fl.KO:  nl. 

it„    1100;    tot    1MB..  tK 
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Water  Supply — Src.,  w«]l;  cys.,  mimp.  dir.;  S 
pumps;  cap.  day,  884,000  gals.;  wks.  owned  by 
town. 

HOLDEN,  p.  2,007;  f.  area,  840  a.;  mere, 
bldgs.,  Btn.,  bk.  k  wd.,  1  Jc  2  etor.;  priv.,  atn.,  bk. 
k  wd.,  1  ft  2  Btor.;  wd.  rfa.  perm,  in  f.  area; 
fwkfl.  ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft  L 
trk.,  2  c.  hand  ex.,  2  hose  car.;  faoee,  2,000  ft.; 
f.  tal.,  bell,  wh.  ft  elec.;  ral.  equip.,  $2,500;  v«l. 
bldgs.,  $8,000;  exp.  dept.,  $100;  tot.  mem.,  40  vol. 

Water  Supply— ^rc.,  lake,  2  m.  bus.  cent.;  ays., 
pump  to  stdp.;  stdp.  cap.,  100,000  gals.;  dim.,  10 
X  127;  res.  cap.,  800,000  gals.;  8  pump,  eng., 
clasB,  dup.  ft  trip.;  cap.  day,  1,080,000  gala.; 
mains,  7  m.,  4  to  6  in.  dia.;  65  hyd.;  24  v.;  met, 
IS;  176  serv.;  pipe,  iron;  pres.,  dom.  ft  f.  60  to 
66  lbs.;  couB.  day,  75,000  gala.;  cost,  $30,000; 
cost  mtce.,  $2,000;  wks.  owned  by  city. 

HUMANSVILLE.  p.  1,200;  f.  area,  860  a.  F. 
dept. — 1  gas.  eng.,  2  hose  reels;  hose,  cot.,  rub. 
lined,  gd.,  1,000  ft.;  f.  al.,  bell:  waL  equip.,  $1,200; 
▼al.  bldgs.,  $150;  exp.  dept.,  $120;  tot.  mem.,  18, 
pd.  part  time. 

Water  Supply— Src.,  spring,  1  m.  bus.  cent.; 
ejB.,  pump,  dir.;  1  pump,  eng.;  cap.  day,  15.000 
§^8.;  32  hyd.;  pres.,  oom.  50  lbs.,  f.  65  lbs.; 
cost,  $12,000;  wks.  owned  by  city. 

HUNTSVILLE,  p.  2,247;  f.  area.  040  a.;  mere 
bldgs.,  bk.  ft  iron,  2  ft  8  stor.;  priv.,  wd.,  1  ft  2 
Btor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  hand  eng.,  8  c. 
hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wag.,  1  hose 
car.,  2  bra.,  hired;  hose,,  cot.,  rub.  lined,  gd.,  260 
ft.;  rub.,  gd.,  45  ft.;  tot.  hose,  295  ft;  f.  al., 
bell;  vaL  equip.,  $1,500;  val.  bldgs.,  $65;  exp. 
dept,  $45;  tot  mem.,  26  vol.;  undrs.  rating,  fourth 
class. 

Water  Supply — Src.,  wells,  8  blocks  bus.  cent.; 
sye.,  pump  to  stdp.;  stdp.  cap.,  75,000  gals.;  dim., 
20  x  33;  mat,  stl.;  1  pump,  eng.;  cap.  day,  144,- 
000  gals.;  mains,  c.  i.,  4  m.,  4  to  8  in.  dia.; 
30  hyd.;  41  met;  pres.,  dom.  40  to  80  lbs.,  f. 
70  lbs.;  cons,  day,  2,000  gals.;  cost,  $30,000;  cost 
mtce.,   $1,500;  wks.  owned  by  city. 

INDEPENDENCE,  p.  9,859;  f.  area,  640  a.; 
mere,  bldgs.,  bk.,  2  ft  4  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  P.  dept. — 4  c.  hand  ex.,  1  comb.  c.  ft 
h.  wag.,  1  hose  wag.,  1  h.  ft  1.  trk.,  4  hrs.;  hose, 
cot,  rub.  lined,  gd.,  2,000  ft;  f.  al.,  telp.;  val. 
equip.,  $4,000;  val.  bldgs.,  $3,500;  exp.  dept, 
$7,8£>2;  tot  mem.,  9,  pd.  full  time  8,  pd.  part 
time   6;  undrs.  rating,  third  class. 

Water  Supply — Src.,  riv.,  3  m.  bus.  cent;  sys., 
pump  to  res.  ft  stdp.;  stdp.  cap.,  250,000  gals., 
dim.  18  X  120,  mat  stl.;  res.  cap.,  5,000,000 
gals.;  7  pump,  eng.;  cap.  day,  7,000,000  gals.; 
mains,  c.  {.,  25  ra.,  4  to  1«  in.  dia.;  137  hjd.;  125 
v.;  met,  1,500;  2,000  serv.:  pipe,  iron  ft  lead; 
pires.,  dom.  60  lbs.,  f.  120  lbs.;  cons,  day,  900,- 
000    gals.;  cost,  $375,000;  wks.  owned  by  Go. 

JACKSON,  p.  2,105;  f.  area,  20  a.  F.  dept — 1 
h.  <Sc  L  trk.,  2  nose  car.;  hose.  1,300  ft;  wd. 
equip.,   $1,200;  tot   mem.,   17  vol. 

Water  Supply — Src.  deep  wells;  ays.,  2  pumps, 
<>ap.  day  75,000  gals.;  res.  cap.,  75,000  gals,; 
TTiains,  c.  i.,  4  m.,  4  to  10  in.  dia.;  40  hyd.; 
c-ost,  $30,000;  cost  mtce.,  $6,000;  wks.  owned  by 
city. 

JAMESPORT,  p.  611;  f.  area,  10%  a.;  mere. 
bldf^fi.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  1^ 
•stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.  F. 
dept. — 2  c.  eng.,  1  h.  A  1.  trk.,  200  ft  hose;  f. 
al^  bell;  val.  equip.,  $800;  exp.  dept,  $60;  tot. 
mem.,   16  vol. 

^^ater  Supply — Src,  wells. 
JEFFERSON  CITY,  p.  11,850;  f.  area,  960  «.; 
mere,  bldgs.,  bk.,  2  ft  4  stor.;  priv.,  bk,,  2  stor.; 
wd-  n».  perm.;  fwks.  ft  combt  ord.  F.  dept-- 
1  auto.  comb.  h.  ft  1.  trk.  ft  c  eng.,  1  h.  ft  L 
trie.,  1  hose  wag.,  4  hose  car.,  2  hrs.;  hose, 
rub*  gd.,  4,600  ft;  f.  al.,  telp.;  vaL  equip.,  $8,- 
OOO:  ▼al.  bldgs.,  $8,000;  exp.  dept,  $4,000;  tot 
znem.,  45,  pd.  full  time  6,  voL  40;  undrs.  rating, 
/ourtli    class. 

VVatsr  Supply — Src,  riv.,  %  m.  bus.  cent; 
^v».  pump  to  res.,  stdp.  ft  dir.;  stdp.  cap.,  300,000 
nisi.  dim.  20  x  125,  mat  stl.;  4  pump,  eng.,  class 
^nip.  dup.,  cap.  day  5,000.000  gals.;  mains,  c  i.. 
So  ni—  4  to  14  in.  dia.;  150  hyd.:  84  v.;  met., 
304-     «05  serv.;  pipe,  lead  ft  galv.  i.;  pres.,  dom. 


66  to  76  lbs.,  1  106  to  150  lbs.;  cons,  day, 
1,000,000  gals.;  cost,  $290,000;  wks.  owned  by 
Co. 

JOPLIN,  p.  82,078;  f.  area,  19  sq.  m.;  mere 
bldgs.,  bk.,  1  to  4  ator.;  priv.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  auto,  etr.,  12 
c  hand  ex.,  1  h.  ft  1.  trk.,  2  auto,  hose  wag.  (1 
in  reserve),  1  aer.  trk.,  1  comb.  c.  ft  h.  wag.,  1 
c  eng.,  1  chief's  wag.,  8  hrs.:  hose,  cot,  rob. 
lined,  gd.,  9.286  ft;  f.  aL,  elec,  46  bx.;  val. 
equip,  ft  bldgs.,  $60,000;  exp.  dept,  $23,598; 
tot  mem.,  18,  pd.  full  time. 

Water  Supply — Src,  creek,  8H  m.  bus.  cent; 
ays.,  pump  to  res.;  res.  cap.,  8,000,000  gals.; 
stdp.  cap.,  112,000  gals.;  10  pump,  eng.,  class 
comp.  dim.,  cap.  day  27,500,000  gala.;  mains, 
c  i.,  49.89  m.,  4  to  16  in.  dia.;  826  hyd.;  824 
v.;  met,  690;  8,947  serv.:  pipe,  lead  ft  wrt  i.; 
ptes.,  dom.  80  to  60  lbs.,  f.  90  to  100  lbs.;  cost 
$124,000;  cost  mtce.,  $18,690.59;  wks.  owned 
by  Co. 

KANAKA,  p.  1,768;  1  area,  100  a.;  bldgs., 
bk.   ft  wd.,   1   ft   2   stor.     F.   dept — 1  hand  eng., 

1  h.  ft  1.  trk.,  2  hose  wag.;  hose,  rub.,  gd.,  1,200 
ft;  f.  al.,  elec;  val.  equip.,  $10,000;  vaL  bldgs., 
$60;  tot  mem.,  12  vol.;  undrs.  rating,  fourth 
daas. 

Water  Supply — Src,  well,  ^  blodc  bua.  cent.; 
sys.,  pump  to  res.  ft  dir.;  stdp.  cap.,  75,000  gals., 
mat  bk.  ft  cem.;  pump,  eng.,  cap.  day  750,000 
gals.;  mains,  c  L,  4  m.,  4  to  8  in.  dia.;  26  hyd.; 
met,  20;  60  serv.;  pipe,  galv.  L;  pres..  dom.  20 
to  40  lbs.,  f.  65  to  90  lbs.;  cons,  day,  6,000 
gala.;  cost,  $28,000;  cost  mtce.,  $1,000;  wks. 
owned  by  city. 

KANSAS  CITY,  p.  248,881;  f.  area,  60  sq.  m.; 
mere  bldgs.,  bk.  ft  stn.,  2  to  16  stor.;  priv.,  bk., 
stn.  ft  wd.,  1  to  8  stor.;  wd.  rfs.  perm,  in  f. 
area;  fwka.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept — 12  str.,  1  c  eng.,  5  h.  ft  1.  trk.,  94  c 
hand  ex.,  2  water  towers,  4  aer.  trk.,  3  supply 
wag.,  18  hoae  wag.,  6  hose  car.,  8  comb,  c  ft  h. 
wag.,  1  turret  wag.,  1  fuel  wag.,  1  trip.  auto,  trk., 
pump.,  c  ft  h.  wag.,  1  comb.  auto,  c  ft  h.  trk., 

2  chief's  auto.,  1  supt  f.  al.  auto.,  7  asst. 
chiefs  buggies,  120  hrs.;  hose,  cot,  rub.  lined, 
Kd„  63,300  ft.;  inf.,  2,800  ft:  tot  hose,  56,100 
ft;  f.  al.,  200  bx.;  val.  equip.,  $185,000;  val. 
bldgs.,  $527,366;  exp.  dept,  $426,000;  tot  mem., 
856,  pd.  full  time. 

Water  Supply — Src,  Missouri  riv.,  4  m.  bus. 
cent.;  sya.,  pump  dir.;  res.  cap.,  115.000,000 
gals.;  13  pump,  eng.,  cap.  day,  250,000,000  gids.; 
class  centrif.  ft  txip.  expansion;  maihs,  c  i.,  479% 
m.,  4  to  48  in.  dia.;  6,080  hyd.;  5,302  v.;  met., 
22,346;  47,975  serv.;  pipe,  galv.  i.;  pres.,  dom. 
ft  f.  145  lbs.;  cons,  day,  32,888,000  gals.;  cost, 
$8,974,648;  cost  mtce,  $619,650;  wks.  owned  by 
dty. 

KING  CITY,  p.  966;  f.  area,  10  a.;  mere  bldgs., 
bk.,  1  ft  2  stor.;  priv.,  wd.,  1  to  2  stor.;  wd. 
rfa.  not  perm,  in  f.  area;  fwks.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  hand  eng.,  12  c  hand  ex.,  1 
h.  ft  1.  trk.,  1  hose  wag.;  hose,  cot.,  rub.  lined, 
ffd.,  600  ft;  inf.,  600  ft;  tot  hose.  1,200  ft.; 
f.  al.,  bell;  val.  equip.,  $750;  val.  bldgs.,  $800; 
exp.   dept,   $50;   tot   mem.,    12,  pd.   part  time. 

Water  Supply — Src,  wells  ft  cisterns. 

KIRKSyiLLE,  p.  6,847;  f.  area,  1  m.;  mere 
bldgs.,  bk.,  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  1  hose  wag.,  3 
hose  car.,  2  hrs.;  hose,  cot,  rub.  lined,  gd..  1,000 
ft;  inf.,  300  ft;  tot  hose,  1.300  ft;  f.  al.,  wh.; 
val.  equip.,  $3,500;  exp.  dept,  $700;  tot  mem., 
9  vol. 

Water  Supply — Src,  riv.,  7  m.  bus.  cent;  sys., 
pump  dir.;  res.  cap.,  11,000,000  gals.;  3  pump, 
eng.,  claas  dup.,  cap.  day  1,75^0.000  gals.;  mains, 
stl.,    16    m.,    4    to    7    in.    dia.;    72    hyd.;    100    v.; 

°l?*^  ^^®i  ^^^  *®^»  PiP««  aralv.  stl.;  pres.,  dom. 
40  lbs.,  f.  120  lbs.;  cons,  day,  350,000  gals.; 
cost,  $60,000;  cost  mtce,  $16,000;  wks.  owned  by 
city. 

KIRKWOOp,  p.  4,171;  f.  area,  1,070  a.;  mere 
Dldgs.,  bk.  ft  wd.,  3  to  5  stor.;  priv.,  wd.,  2 
Btor.;  wd.  rfs.  perm,  in  f.  area.  F.  dept. — 1  h.  ft 
1.  trk..  1  hose  wag.,  2  hrs.:  hose,  cot,  rub.  lined, 
gd.,  2,000  ft;  f.  al.,  bell  ft  telp.;  val.  equip., 
$1,700;   exp.  dept,   $1,000;  tot  mem.,  21  vol. 

Water  Supply — Src,  riv.,  6  m.  bua.  cent.;   sye. 
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pump  to  Btdp.;  stdp.  cap.,  268,000  gala.;  maiiw, 
6^  m.;  76  hyd.;  6d6  serv.;  pres.,  dom.  A  f.,  ^ 
Vm.;  cons,  day,  160,000  gals.;  wks.  owned  by 
Co. 

LA  GRANGE,  p.  1,S80;  f.  area,  600  a.;  mere, 
bldga..  bk.  As  wd.,  2  stor.;  priv.,  wd.,  2  stor.; 
wd.  riB.  perm.;  fwks.  Bt  combt.  ord.:  causes  of  f. 
inv.  F.  dept — 6  c.  hand  ex.,  1  n.  A;  L  trk.; 
f.  al.,  bell;  val.  equip.,  $500;  vaL  bldgs.,  $1,000; 
tot.  mem.,  10  voL 

Water  Supply — Src.,  riv.  k  wells. 

LAMAR,  p.  2,810;  f.  area,  800  a.;  mere,  bldgs., 
stn.  &  bk.,  1  to  8  stor.;  priv.,  wd.  JE  bk.,  1  ft  2 
ator.;  wd.  rfs.  not  perm.;  fwks.  &  combt.  ord.; 
causes  of  f.  inv.  F.  dept —  1  comb.  c.  ft  h.  wag., 
2  c.  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  wag.,  2  hose 
csor.;  hose,  cot.,  rub.  Uned,  gd..  1,200  ft;  rub., 
gd.,  400  ft;  inf.,  500  ft;  tot  hose,  2,100  ft;  f. 
aL,  bell  ft  telp.;  val.  equip.,  $8,000;  vaL  bldgs., 
$800;  tot  mem.,  16  vol. 

Water  Supply--^rc.,  spring  ft  riv.,  2^  m.  bus. 
cent;  sys.,  pump  to  etdp.  ft  dir.;  stdp.  cap.,  150,- 

000  gals.;  dim.,  14  x  126;  mat,  stl.;  res.  cap., 
600,000  ^e.;   4  pump,  eng.,  cap.  day,   4,000,000 

fals.;  mams,  c.  i.,  8  m.,  4  to  8  in.  dia. ;  66  hyd.; 
4  v.;  met,  176;  260  serv.*  pipe,  gialv.  L;  pres., 
dom.  40  lbs.,  f.  70  to  110  lbs.;  cone,  day,  80,000 
gals.;  cost,  $70,000;  wka.  owned  by  city. 

LATHROP,  p.  1,088;  f.  area,  20  a.;  mere, 
bldgs.,  bk.,  1  ft  8  stor.;  priv.,  wd.,  IVi  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ord.;  causes 
of  f.  inv.  F.  dept — 2  c  eng.,  1  h.  ft  L  trk.; 
f.  al.,  bell;  val.  equip.,  $250;  val.  bldgs.,  $100; 
exp.  dept,  $125;  tot  mem.,  16  vol. 

Water  Supply-— Src.,  wells. 

LEBANON,  p.  2,480;  f.  area,  12  a.;  mere, 
bldgs.,  stn.  ft  bk.,  1  to  8  stor.;  priv.,  stn.,  bk.  ft 
wd.,  1  to  2  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  ft  combt  ord.;  causes  of  f.  inv.     F.  dept — 

1  h.  ft  L  trk.,  1  hose  wag.,  1  hose  car.:  nose, 
cot,  rub.'  lined,  gd.,  1,400  ft;  f.  al.,  bell  ft 
wh.;  vaL  equip.,  $1,000;  val.  bldgs.»  $2,126;  exp. 
dept,  $260;  tot  mem.,  18  voL 

Water  Supply— Src,  wells;  sys.,  pump  to  stdp. 
ft  dir.;  stdp.  cap.,  86,000  gals.,  dim.  12  x  110; 
pump,  eng.,  cap.  day  200,000  gals.;  mains,  %  m., 
8  in.  dia.;  19  hyd.;  4  v.;  met,  86;  pres.,  dom. 
40  to  46  lbs.,  f.  46  lbs.:  oons.  day  05,000  gals.; 
cost,  $26,000;  wks.  owned  by  city. 

LEES  SUMMIT,  p.  1,465;  f.  area,  800  a.;  mere 
bldgs.,  bk.,  1  ft  2  stor.;  priv..  wd.,  26  to  80  ft 
high;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ord.; 
eauses  of  f.  inv.  F.  d«)t — 1  gasoline  str.,  1  hose 
car.;  hose,  cot.,  rub.  lined,  gd.,  600  ft:  f.  al., 
bell;  vaL  equip.,  $1,860;  val.  bldgs,,  $200;  exp. 
dept,  $200;  tot  mem.,  16  voL 

Water  Supply — Src.,  wells  ft  dstem,  in  bus. 
cent.;  gasoline  pump,  eng.;  wks.  owned  by  dty. 

LEXINGTON,  p.  5,242;  f.  area,  8  m.;  mere, 
bldgs.,  stn.,  bk.  ft  wd.,  4  stor.;  priv.,  stn.,  bk.  ft 
wd., '2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft 
L  trk.,  1  hose  wag.,  2  hrs.;  hose,  cot,  rub.  lined, 
gd.,  600  ft;  rub.,  gd.,  1,800  ft.;  inf.,  800  ft.;  tot 
hose,  2,600  ft;  f.  al.,  bell  ft  telp.;  val.  equip., 
$8,000;  vaL  bldgs.,  tl,600;  exp.  dept,  $6,000; 
tot  mem.,   10.  pd.  full  time  2,  pd.  part  time  8. 

Water  Supply — Src,  riv.,  2  m.  bus.  cent;  sys., 
pump  to  res.  ft  stdp.;  stdp.  cap.,  860,000  gals.; 
mat,  iron;  res.  cap.,  6,000,000  gals.,  loc.  H  m* 
town;  2  pump,  eng.,  cap.  day  8,000,000  gain.: 
mains,  c  i.,  26  m.,  4  to  14  in.  dia.;  79  hyd.; 
98  v.;  met.,  82;  1,050  serv.;  pipe,  galv.  i.;  pres., 
dom.  65  lbs.,  f.  120  lbs.;  cons,  day,  900,000 
gals.;  cost,  $200,000;  cost  mtce.,  $17,600;  wks. 
owned  by  Go. 

LIBERTY,  p.  2,980;  f.  area,  810  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  hose  waff,  ft  ladden,  1  hand  reel,  2  hrs.; 
hose,  cot,  rub.  lined,  gd.,  1,000  ft;  rub.,  gd., 
260  ft;  tot  hose,  1,250  ft;  f.  si.,  telp.  ft  wh.; 
val.  equip.,  $1,600;  exp.  dept.,  $381;  tot  mem.,  16 
vol. 

Water  Supply — Src,  riv.,  8^  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  60,000  gala.;  mat, 
stl.;  res.  cap.,  60,000  gals.;  4  pump,  eng.;  class, 
comp.  dup.;  cap.  day,  2,880,000  gals.;  mains, 
c.  i.,  9H  m.,  4  to  8  in.  dia.;  78  hyd.;  630  met; 
680  serv.;  pres.,  dom.  85  lbs.,  f.  90  to  ISO  lbs.; 
cons,  day,  250,000  gals.;  cost  $75,000;  cost  mtce., 
$6,000;  wks.  owned  by  city. 


LOUISIANA,  p.  4,464;  L  area,  88  a.;  odcr. 
bldgs.,  bk.  ft  stn.,  2  ft  4  stor.;  priv.,  wd.  ft  bk., 
2  stor.;  wd.  rfo.  perm.;  fwks.  ft  coi^bt  ord. 
F.  dept — 4  c  hand  ex..  1  h.  ft  L  trk.,  1  hoie 
car.,  8  hrs.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft; 
inf.,  400  ft;  tot  hose,  1,400  ft;  f.  aL.  elec,  S 
bx.;  vaL  equip.,  $6,000;  vaL  bldgs.,  $3,000;  exp. 
dept,  $1,800;  tot  mem.,  10,  pd.  part  time; 
undrs.  rating,  third  daas. 

Water  Supply — Src,  riv.,  H  m-  bos.  cent;  vya, 
pump  dir.;  8  pump,  eng.,  cap.  dsy  8.250,000 
gals.;  mains,  c  i.,  6  m.,  4  to  18  in.  dia.;  66 
hyd.;  met,  60;  676  serv.;  pres.,  dom.  120  Bw., 
f.  120  lbs.;  wks.  owned  by  Co. 

MACON,  p.  8,684;  1  area,  17  a.;  mere  bUgk, 
bk.  ft  wd.,  1  to  8  stor.;  priv..  wd.,  1  ft  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  combt  ord.  F.  dept — 
1  str.,  16  c  hand  ex.,  1  h.  ft  L  trk.,  1  hose  wsg^ 
1  hose  car.;  hose,  cot,  rub.  Uned,  gd.,  1.800  ft; 
inf.,  400  ft:  tot  hose,  1,700  ft;  f.  aL,  bdl  ft 
wh.;  vaL  equip.,  $10,000;  vaL  bldgs.,  $2,600;  en. 
dept,  $265;  tot  mem.,  0,  pd.  full  time  8,  voL  7. 

Water  Supply— 6rc.,  East  Fork,  2  m.  bus.  cent; 
sys.,  pump  dir.  ft  pump  to  stdp.;  stdp.  oap.,  100,- 

000  gals.;  res.  cap.,  150,000  gals.;  2  pump,  eng-. 
class  dup.,  oap.  day  1,500.000  gaK;  mains,  c  L. 
7  m.,  2  to  10  in.  dia.;  45  hyd.;  16  v.;  met,  SOO; 
462  serv.;  pipe,  c  L;  pres.,  dom.  50  lbs.,  f.  100 
lbs.;  cons,  day  860,000  gals.;  cost,  $50,000;  cost 
mtce.,  $600;  wks.  owned  by  city. 

MALDEN,  p.  8,600;  f.  area,  100  a.     F.  dept— 

1  hose  wag.,  1  hrs.;  hose,  cot,  rub.  lined,  gtl.: 
1,000  ft;  1.  aL,  bell  ft  wh.;  vaL  equip.,  $1,250; 
exp.  dept,  $100;  tot  mem.,  14  vol. 

Water  Supply— Src,  wells,  1  m.  bus.  eat; 
sys.,  pump;  2  pump,  eng.,  cap.  boor  80,000  gals.; 
mains,  6  m.;  64  hyd.;  pres.,  £.  70  ttw.;  east, 
$26,000;  wks.  owned  by  dty. 

MARCELINE,  p.  8,980;  f.  area,  860  a.;  bldss^ 
bk.  ft  wd.,  8  stor.;  wd.  rfs.  not  perm.;  fwks.  ft 
combt  ord.  F.  dept — 1  hand  eng.,  1  c  eng.,  1 
hose  reel;  hose,  cot,  rub.  lined,  gd.,  1,000  ft;  f. 
al.,  telp.  ft  wh.;  vaL  equ4>.t  $2,000;  vaL  bldgs., 
$500;   exp.   dept,   $400;  tot   mem.,    26voL 

Watar  Supply — Src,  laige  res.,  IH  ">-  ^w- 
cent.;  sys.,  pump  to  stdp.;  29  hyd. 

IMMRIONVfLUE,  p.  1,400.  F.  dept— ^1  h.  ft  L 
trk.,  1  hose  wag.;  hose,  cot,  lub.  lined,  gd.,  1,000 
ft;  f.  al.,  bell;  vaL  equip.,  $1,400;  vaL  bldgs.. 
$200;  exp.  dept,  $60;  tot  mem.,  12,  pd.  foil 
time  1,  voL  11. 

Water  Supply — Src,  well  ft  apr.,  1  m.  boa 
cent;  sys.,  pump;  4  pump,  eng.,  capt  hoar  60,000 
gals.;  mains,  8%  m.;  12  hrd.;  prea^  doHL  45 
Ids.,  f.  100  lbs.;  wks.  owned  by  imtit.  Co. 

MARSHALL,  p.  4,869;  t  area.  1,120  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv^  wd^  8  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft  coinbt  ord. 
F.  dept — 1  h.  ft  L  trk.,  1  conab.  c  ft  h.  wu.. 
1  hose  wag.,  8  hrs.;  hose,  cot.,  rub.  lined,  gn., 
1,500  ft;  inf.,  800  ft;  tot  hose,  1,700  ft:  t 
aL,  elec,  bell;  vaL  equip.,  $6,000;  vaL  bldgs^ 
$4,000;  exp.  dept,  $1,000;  tot.  mem.,  i.  pd. 
part  time. 

Water  Supply — Src,  well,  %  m.  bw.  ecat: 
sys.,  pump  to  res.  ft  to  mains;  res.  cap.,  640,000 
ipds.;  8  pump,  eng.,  class  comp.,  capL  day  S.* 
000,000  gals.;  mams,  c  L,  16  m..  0  to  18  ia. 
dia.;  140  hyd.;  16  v.:  met,  18;  760  serv.;  pipe, 
wrt  L;  pres.,  dom.  76  Ibe.,  f.  140  Iba.;  cobs. 
day,  800,000  gals.;  cost,  $65,000;  eost  ntec 
$8,600;  wks.  owned  by  city. 

MARSHFIELD,  p.  1,198;  f.  area,  SOO  a.;  SMre. 
bldgs.,  bk.  ft  stn.,  1  ft  8  stor.;  priv.,  bk.  ft  wd., 
1  ft  2  stor.;  wd.  rfs.  perm,  in  L  arsa;  fwks.  ft 
combt  ord.;  causes  of  f.  not  inv.  F.  dept — 
Ladders  ft  buckets;  L  aL,  wh.;  tot  mem.,  60  vol 
No  waterwks. 


MARYVILLE,  p.  4,768;  f.  area.  8,500  a.;  awre. 
bldgs.,  bk.,  8  ft  8  stor.;  priv.,  wd.,  8  stor.;  wd- 
rfs.  not  perm.;  fwks.  ft  combt  ord.;  caoees  of  L 
inv.  F.  dept — 4  c  hand  ex.,  8  hose  wag.,  1  bote 
reel,  8  hrs.;  hose,  rub.,  gd..  8,400  ft;  inf..  700 
ft;  tot  hose,  8,100  ft;  f.  aL,  telp.;  vmL  equip.. 
$6,000;  val.  bldgs..  $8,000;  exp.  dept,  $8,000: 
tot  mem..  8,  pd.  full  time  1,  pd.  part  time  T; 
undrs.   rating,   fourth  dass. 

Water  Supply — Src,  riv.,  8^  m.  bna.  ccaL;  tn- 
grav.  ft  pump  to  stdp.  dir.;  stdp.  cap.,  180,966 
gals.,  dim.  18 H  X  60,  mat  stl.;  reau  cap.,  f0,> 
000,000   gals.;    8  pump,   eng.,  cap.   day   I.606.000 
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gill.;  mains,  c.  i.,  9%  m,,  4  to  10  in.  dia.; 
66  hyd.;  met.,  622;  700  aenr.;  pipe,  lead  k  galv. 
L;  prea.,  dom.  60  Iba.,  f.  120  Iba.;  oona.  day, 
287,671  ga]a.;  coat,  $140,000;  coat  mtee.,  $8,000; 
wka.  owned  Iqr  Go. 

MAYSVILLE.  p.  1,061;  mere,  bldgs.,  bk.,  2 
■tor.;  priv.,  wo.,  2  Btor.:  wd.  rfa.  perm.;  fwka.  it 
combt.  ord.;  canaea  of  f.  inv.  F.  dept. — 1  hand 
eng.,  1  c.  eng.,  80  c.  hand  ex.,  1  h.  A  L  trk., 
1  hoae  car.;  900  ft  hoae;  f.  al.,  bell;  tot.  mem., 
voL 

Watar  Supply — Src,  tank;  qra.,  gaaoUne  eng.; 
4  hyd.;  maina,  4  to  6  in.  dia. 

MEMPHIS,  p.  1,084;  mere,  bldga.,  bk.,  2  *  8 
ator.;  prlv.,  wd.,  1  &  2  ator.;  wd.  rfa.  perm.;  fwkn 
h  oomot.  ord.;  caosea  of  f.  inv.  F.  dept —  2  h. 
Jt  1.  Irka.,  2  hoae  ceela,  2  hose  w«g.,  bucaeta;  hoae, 
cot,  rub.  lined,  gd.,  1,600  ft:  inf.,  500  ft;  tot 
hoae,  2,000  ft;  f.  al.,  bell  a  wh.;  val.  equip., 
$1,500;  val.  bldga.,  $1,500;  tot  mem.,  20  tol 

Water  Supply— -Src.,  wells  k  creek,  %  m.  bua 
cent;  sya.,  grav.  k  pnmp  dlr.;  atdp.  cap.,  58,000 
gala.,  dim.  20  z  24,  mat  iron  k  wd.:  1  pump. 
tug,,  daaa  dup.,  cap.  day  482,000  gala.;  maina, 
c  i.,  1%  m.,  4  to  -S  in.  dia.;  28  hyd.;  75  eerv.; 
pipe,  lead;  pres.,  dom.  40  Iba.,  f.  140  lbs.;  oonsi 
day,  18,000  gals.;  cost,  $17,000;  cost  mtce.,  $600; 
wks.  owned  by  city  k  Co. 

MERAMEC  HIGHLANDS,  p.  110;  f.  area,  ISO 
a.;  mere,  bldga.,  atn.  k  wd.,  2  stor.  F.  dept — 2 
hose  car.;  hoae,  cot,  rub.  lined,  gd.,  800  ft;  toL 

Watar  Supply — Src,  riv.;  ays.,  pump  to  atdp.; 
atdp.  cap.,  80,000  gala.,  mat  wd.;  pump,  eng., 
cap.  dsy  600,000  gals.;  mains,  8  m.,  4  to  12 
in.  dia.;  8  hyd.;  8  t.;  pipe,  galv.  L;  prea.,  dom. 
80   Iba.,  f.   175  Iba. 

MEXICO,  p.  6,080;  f.  area,  1,250  a.;  bldga., 
bk.  k  wd.,  1  to  4  stor.;  wd.  rfa.  not  perm,  in  1 
area;  fwka.  k  combt  ord.  F.  dept— 1  comb.  c. 
&  h.  wag.,  4  c.  hand  ex.;  hoae,  cot.,  rub.  lined, 
gd.,  1,700  ft;  inf.,  500  ft;  tot  hoae,  2.200  ft; 
f.  al.,  bell  k  wh.;  vaL  equip.,  $8,500;  yal.  bldga., 
$7,000;  exp.  dept,  $1,500;  tot  mem.,  8,  pd. 
part  time  1,  7  vol. 

Watar  Supply — Src.,  lake,  1  m.  bua.  cent;  sys., 
pump  dir.;  res.  cap.,  60,000,000  gals.,  loe.  1 
m.  south;  2  pump,  eng.,  cap.  dsy  2,000,000  gals.; 
mains,  c.  i.,  11  m.,  6  to  10  in.  dia.;  78  hyd.;  100 
▼.;  met,  80;  400  serv.;  pipe,  lead  k  iron;  prea., 
dom.  60  lbs.,  f.  100  lbs.;  cons,  dsy,  250,000 
gsls.;  cost,  $60,000;  cost  mtce.,  $4,600;  wks. 
owned  by  Co. 

MILAN,  p.  2,101;  f.  area,  640  a.;  mere  bldgs., 
bic.,  1^2  stor.;  priv.,  wd.,  1  II  2  stor.;  wd. 
rfa.  not  perm,  in  f.  area;  f<Pks.  k  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  hose  car.;  hoee,  cot, 
rub.  lined,  gd.,  500  ft;  inf.,  250  ft;  tot  hoae, 
750  ft;  f.  al.,  bell;  val.  equip.,  $600;  exp.  dept, 
$200;  tot.  mem.,  12  vol. 

Water  Suppiy-~^Src,  wells,  1  m.  bus.  cent;  aya., 
pump  to  res.;  res.  cap.,  200,000  gals.;  1  pump. 
eng.;  oap.  dsy,  200,000  gala.;  mains,  iron,  S^b  m., 
4  to  8  !n.  dia.;  27  hyd.;  100  met.;  pres.,  dom.  45 
to  05  Iba.,  f.  06  lbs.;  cons,  day,  80,000  gals.; 
$25,000;  wks.  owned  by  dty. 


MOBERLY,  p.  10,028;  f.  area,  640  a.;  mere, 
bldgs.,  wd.  k  bk.,  2  ft  8  stor.;  priv.,  wd.,  1  ft  2 
etor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 2  c.  ex.,  1  hose  wag., 
laddera,  ftc.,  2  hrs.;  hose,  rub.,  gd.,  2,250  ft; 
f.  aL,  bell;  vaL  equip.,  $2,000;  val.  bldga.,  $5,- 
000;  exp.  dept,  $1,000;  tot  mem.,  8  voL;  undrs. 
rating,  third  class. 

Water  Supply — Src,  wells  ft  res.,  1^  m.  bus. 
cent:  ays.,  pump  dir.:  res.  cap.,  100,000,000  gala., 
loc  1^  m.  city;  2  pump,  eng.,  cap.  day  8,000,000 

Sala.;  maina,  c.  L,  18  1-8  m.,  4  to  14  in.  dia.; 
3  hyd.;  107  v.;  met.  1,180;  1,285  serv.;  pipe, 
lead  ft  galv.  i.;  prea.,  dom.  50  loa.:  f.  120  lbs.; 
cons,  day,  200,000  gals.;  cost  $86,000;  cost 
mtce.,  $6,000;  wks.  owned  by  city. 

MONETT,   p.    4,177;   bldgs.,   bk.,    cone,    ft   wd., 

1  to  8  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt. 
ord.     F.   dept — 2   hand  hose  csrts.   1   hose  wag., 

2  bra.;  hoae,  cot.,  rub.  lined,  gd.,  1,000  ft:  rub., 
ird.,  600  ft.;  tot  hoae,  1,600  ft:  f.  aL,  bell  ft 
telp.;  vaL  enuip.,  $1,600;  val.  bldga.,  $6,000; 
exp.  dept,  $2,000;  tot  mem.,  12,  pd.  full  time 
1-    vol.  11;  undrs.  rating,  fourth  dass. 

Watar  Supply — Src.,  wells,  %  m.  bus.  cent; 
ays.,  pump  to  stdp.;  stdp.  cap.,  68,000  gals.,  dim. 


20  X  60,  mat.  maaoniy  ft  atl.;  rea.  cap.,  68,000 
gala.;  8  pump,  eng.,  cap.  day  6,000,000  gala.; 
maina,  c.  L,  5  8-5  m.,  2  to  10  in.  dia.;  40  hyd.; 
met,  810;  760  serv.;  prea.,  dom.  65  Iba.,  f.  66 
lbs.;  cost,  $22,250;  cost  mtee.,  $4,000;  wks.  owned 
by  city. 

MONROE    CITY,    p.    1,040;    f.    area,    640    a.; 

mere,  bldga.,  atn.  ft  bk.,  1  to  8  stor.;  priv.,  wd., 
1  ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  eauaea 
of  f.  inv.  F.  dept — 1  gaaoline  str.,  1  h.  ft  1. 
trk.,  1  hoae  car.;  hoae.  cot,  rub.  lined,  gd.,  700 
ft;  inf.,  400  ft;  tot  hoae.  1,100  ft;  f.  al.,  bell 
ft  wh.;  vaL  equip.,  $1,600;  vaL  bldgs.,  $1,000;  exp. 
dept,  $60;  tot  mem.,  18  vol. 
Watar  Supply — ^Wells  ft  cisterns. 

MONTGOMERY  CITY,  p.  1,789;  f.  area,  800  a.; 
mere  bldga^  bk.,  1  to  8  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  not_perm.;  fwks.  ft  combt  ord.; 
eauaea  of  f.  inv.  F.  dept — 2  hoae  reels;  hoae, 
cot,  rub.  lined,  gd.,  800  ft;  f.  al.,  bell;  vaL 
equip.,  $200;  mem.  pd.  part  time;  undra.  rating, 
fourth  dass. 

Watar  Supply — Src.,  wella,  H  m.  bua.  cent;  sys.* 
pump  to  stdp.  ft  dir. ;  stdp.  cap.,  116,000  gals. ;  dinL, 
14  X  100,  loc.  in  public  sq.;  mat,  iron;  2  pump, 
eng.;  oap.  day,  72,000  gals.;  mains,  c.  i.,  8  m.,  4 
to  6  in.  dia.;  86  hyd.;  -8  v.*  met,  70;  12  serv.; 
pipe,  wrt  i.;  pres.,  dom.  46  lbs.,  f.  45  lbs.;  cons, 
day.  80.000  gals.;  coat  $20,000;  cost  mtce., 
$1,200;  wks.  owned  by  ci^. 

MOREHOUSE,  p.  1,686;  f.  area,  40  «.;  mere, 
bldgs.,  bk.,  Btn.  ft  wd.,  1  ft  2  ator.;  priv.,  wd., 
1  ft  8  stor.;  wd.  rfs.  perm.  In  f.  area;  fwka.  ft 
combt  ord.;  causes  of  f.  not  inv.  F.  dept — 2 
hose  carts,  1,000  ft.  hose;  wh.  alarm;  voL 

Water  Supply — Priv.  wka.,  owned  by  Himmel- 
berger  Harriaon  Lumber  Co. 

MOUND  CITY,  p.  1,575;  f.  area.  40  a.;  mere, 
bldgs..  bk.  ft  wd.,  1  to-  8  stor.;  priv.,  bk.  ft  wd., 
1  ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka. 
ft  combt.  ord.;  caueee  of  f.  inv.  F.  dept. — 8  hoae 
car.;  hose,  cot,  nib.  lined,  gd.,  1,200  ft;  f.  al., 
bell  ft  wh.;  vaL  equip.,  $1,000;  val.  bldgs.,  $1,000; 
exp.  dept,  $25;  tot  mem.,  15  voL 

Water  Supply — Src,  w»lbi,  1-5  m.  bus.  cent;  sys., 
grav.;  stdp.  cap.,  126,000  gals.;  dim.,  82  x  24;  2 
pump,  eng.;  cap.  da}',  850,000  gals.;  mains,  5  m., 
4  to  8  in.  dia.;  20  hyd.;  16  v.:  met,  12;  pres., 
dom.  ft  f.  40  to  05  Iba.;  cons,  day,  50,000  gals.; 
cost  $22,600;  wks.  owned  by  dty. 

MT.  VERNON,  Lawrence  Co.,  p.  1,161;  mere 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  causes  of  f.  inv.  F.  dept. — 2  c. 
hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wag.,  1  hose  cart; 
hoae,  cot.,  rub.  lined,  gd.  1,200  ft;  inf.,  600 
ft.;  tot  hoae,  1,800  ft;  f.  al.,  bell  ft  elec;  raL 
equip.,  $1,500;  vaL  bldgs.,  $1,200;  exp.  dept, 
$25;  tot  mem.,  82  vol. 

Watar  Supply — Src,  spr.,  %  m.  bus.  cent; 
sys.,  grav.;  stdp.  No.  1  cap.,  75,000  gals.,  dim. 
12  X  25,  mat  wd.;  stdp.  No.  2  cap.,  53,000  gals., 
mat  stl.;  2  pump,  eng.,  dass  dup.,  cap.  day 
800,000  gals.;  mains,  c.  i.,  4  to  8  in.  dia.;  260 
hyd.;  pres.,  dom.  75  lbs.,  f.  100  lbs.;  cost,  $16,- 
000;  wks.  owned  by  dty. 

NEOSHO,  p.  8,661;  f.  area,  1.800  a.;  mere 
bldgs.,  bk.,  1  to  4  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 1  h.  ft  1.  tjrk.,  2  c  hand 
ex.,  2  hose  reels,  1  hose  wag.,  2  hrs.;  hose,  cot, 
rub.  lined,  gd.,  1,600  ft;  inf.,  400  ft;  tot  hose, 
«,000  ft;  f.  al.,  bell;  val.  equip.,  $2,500;  val. 
bldfipB.,  $400;  exp.  dept.,  $6^00;  tot  mem.,  90,  pd. 
full  time  1,  vol.  10.  »        .  »- 

Watar  Supply — Src,  spr.,  7  m.  bus.  cent;  ^ys., 
grav.;  res.  cap.,  2,000,000  gala.;  1  pump,  eng.,  cap. 
day  6,760,000  gals.;  mains,  8  m.,  4  to  10  in. 
dia.;  85  hyd.;  40  v.;  met,  15;  400  serv.;  pipe, 
galv.  i.;  pres.,  dom.  50  lbs.,  f.  00  to  100  lbs.; 
cost  $50,000;  cost  mtce.,  $500;  wks.  owned  by 
city. 

NEVADA,  p.  7,176;  f.  area,  1,200  a.;  mere 
bldgs,,  bk.,  stn.,  iron  ft  wd.,  1  to  8  stor.;  priv., 
wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dent — 1  comb.  c. 
ft  h.  wae.,  2  hand  ex.,  1  h.  ft  1.  trk.,  1  boss  cart 
3  hrs.;  hose,  co<.,  ffub.  lined,  gd.,  8,000  ft.;  inf., 
500  ft.:  tot  hose,  3^00  ft;  f.  al.,  bell;  val.  equip.. 
$5,000;  val.  bldga.,  $4,000;  exp.  dept,  $5,000; 
tot  mem.,  6,  pd.  full  time  4,  pd.  part  time  2; 
undra.   rating,  third   daas. 
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WaUr  Supply — Src,  wells;  syB.,  pump  ft  dir.; 
res.  cap.,  2,225,000  gals.;  4  pump,  eng.,  cap. 
day  4,600,000  gals.;  maina,  28  m.,  4  to  10  in. 
dia.;  96  fayd.;  met.  100;  878  serv.;  pipe,  lead; 
pres.,  dom.  80  Iba.,  f.  180  Ibt.;  oona.  day,  700,000 
gals.;  cost,  $276,000;  wks.  owned  by  Cfo. 

MGW  'FRAMdCLIN,  p.  794;  f.  area,  80  a.;  mere, 
bldgs.,  bk.,  1  A  2  stor.;  prlv.,  wd.,  1  star.;  wd. 
rfs.  perm,  in  f.  area;  no  fwks.  ft  combt.  ord. ; 
causes  of  f.  in  v.  F.  dept. — 2  c.  hand  ex.,  2  hose 
carts,  600  ft.  hose;  bell  al.;  val.  equip.,  $800;  val. 
bldgs.,  $600;  tot.  mem.,  20  vol. 

(Water  Supply— iSrc,  well,  in  bus.  cent.;  sys., 
pump  dir.;  1  pump,  eng.,  cap.  day  60,000  gala.; 
mains,  iron,  2  m.,  4  to  6  in.  dia.;  15  hyd.;  12  v.; 
68  met.;  70  serv.;  pres.,  dom.  ft  f.,  45  lbs.;  cons, 
day,  "20,000  gals.;  cost,  $14,000;  cost  mtce., 
$1,500;   wks.   owned  by   city. 

riBW  MiADRID,  p.  1,882.  F.  dept. — 4  hand  hose 
carts;   hose,   2.000   ft. 

Water  Supply — Src,  wells;  atdp.  cap.,  60,000 
gals.;  2  pump.  eng..  cap.  day,  180,000  gals.; 
mains,  3  m.,  4  to  8  in.  dia.:  3'3  hyd.;  pres.,  dom. 
ft   f.,    55    lbs.,    wks.    owned   by    city. 

ODESSA,  p.  11,681;  f.  area,  4  blocks;  mere, 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  1  ft  2  stor.: 
wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept — 1  str.,  1  h.  ft  1.  trk.,  1 
hose  car.,  2  hrs.;  hoae,  cot,  rub.  lined,  gd.,  600 
ft;  fair,  600  ft;  tot  hose.  1,100  ft;  f.  aL,  wh.; 
vaL  equip.,  $1,600;  val.  bldgs.,  $600;  ezp.  dept., 
$226;  tot  mem.,  18  vol.;  undra.  rating,  fifth 
ciass. 

Water  Supply — Src.  wells  ft  cisterns,  in  bus. 
cent;  sys.,  pump  to  res.;  rea.  cap.,  9,400  gala.: 
6  hyd. 

OREGON,  p.  1,002;  mere,  bldga.,  stn.,  bk.  ft  wd. 
F.  dept — 1  h.  ft  1.  trk.,  2  hose  car.;  hose,  900 
ft:  f.  al.,  bell;  tot  mem.,   20  voL 

Watar  Supply — Src.,  wells;  sys.,  grav.  ft  pump.; 
res.  cap.,  686,000  gala. 

ORONOQO.    F.  dept  not  reported. 

Watar  Supply — Src,  deep  well,  H  m*  bua.  cent; 
ays.,  grav.;  stdp.  cap.,  50,000  gals.,  dim.  18  x  26, 
mat  stL;  2  pump,  eng.,  cap.  day  125,000  gals.; 
maina,  iron,  4  m.,  4  to  8  in.  dia.;  12  hyd.;  18 
▼.;  met,  20;  pipe,  wrt  L;  pres.,  dom.  ft  f.  66 
lbs.;  cons,  day,  120,000  gals.;  cost,  $19,000;  cost 
mtce.,  $1,500;  wks.  owned  by  city. 

OSCEOLA,  p.  1,114;  mere,  bldgs.,  atn.,  bk.  ft 
wd.,  1  ft  2  stor.;  priv.,  wd.,  1^  stor.;  wd.  rfs. 
perm.;  combt  ord.  F.  dept. — 1  hose  car.;  hose, 
cot.,  rub.  lined,  sfd.,  400  ft;  tot  menu,  voL; 
midrs.  rating,  fourth  class. 

Water  Supply— -Src,  well,  %  m.  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  63,000  gals.;  2  pump, 
eng.,  cap.  day  480,000  gale.;  mains,  2^  m-*  ^  to 
8  in.  dia.;  7  hyd.;  102  serv.;  cost,  $-10,000;  cost 
mtce.,   $250;   wks.   owned  by  Co. 

PACIFIC  p.  1,418;  f.  area,  2  m.j  mere  bldgs., 
stn.,  bk.  ft  wd.;  wd.  rfs.  perm.;  no  fwks.  ft  combt 
ord.  F.  dept — 1  hand  eng.,  1  h.  ft  L  trk.,  1 
hose  car.:  f.  al..  elec;  tot  mem.,  vol.;  undrs. 
rating,  third  claas. 

Water  Supply— ^Src,  riv.;  sys.,  dir.  pres.;  res. 
cap.,  160,000  gals.;  mains,  c.  i.,  4  m.,  4  to  8  in. 
dia.;  23  hyd.;  12  v.;  60  met;  2.8  serv.;  prea., 
dom.  ft  f.,   75   lbs.;   wks.  owned  by  city. 

•PALMYRA,  Marion  Co.,  p.  2,168;  mere,  bldgs., 
bk.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ord.;  causes  of 
f.  inv.  F.  dept. — 1  c.  hand  ex.,  1  h.  ft  1.  trk., 
2  hose  wag.:  hose,  cot,  rub.  lined,  gd.,  1,800  ft; 
inf.,  500  ft;  tot  hose,  '2,-800  ft;  f.  al.,  bell; 
val.  bldgs.,  $8,000;  tot  mem.,  20  vol. 

Water  Supply — Src,  spr.  ft  riv.;  sya.,  grav., 
pump  to  stdp.;  stdp.  cap.,  110,000  gals.;  «■•  cap., 
2,000,000    gals.;    pump,    eng.,    cap.    day    750,000 

Tils.;  mains,  c  i.,  9  m.,  4  to  10  in.  dia.;  62  hyd.; 
2  v.;  met.,  8;  pipe,  gal  v.  i.;  pres,,  dom.  J  J  lbs., 
f.  200  lbs.;  cost  $55,000;  cost  mtce.,  $8,000: 
wks.   owned  by   Co. 

PARIS,  p.  1,474;  f.  area.  176  a.;  mere  bldgs., 
bk.,  2  ft  8  stor.;  priv.,  wd.,  SO  to  40  ft  high; 
wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft  combt  ord. 
F.  dept— 1  hand  eng.,  1  h.  ft  1.  trk.,  2  hose 
wag.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  2,000 
ft;  f.  al..  bell;  val.  equip.,  $2,600;  val.  bldgs,, 
$6,000;  exp.  dept,  $100;  tot  mem.,  26  vol. 

Water  Supply — Src,  riv.;  sys.,  pump  to  stdp. 
ft   dir.;   stdp.    cap.,    60,000    gals.;    1    pump,    eng.; 


mains,  6  m.;  19  hyd.;  176  aerr.;  pret.,  dom.  47 
lbs.,  f.  126  lbs.;  cona.  day,  126,000  gals.;  eost, 
$26,000;  cost  mtce.,  $6,000;  wks,  owned  bj  city. 

PARKVILLE,  p.  766;  f.  area,  12  a.;  mere 
bldgs.,  bk.,  stn.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.,  stn. 
ft  wd.,  1  ft  2  stor.;  wd.  rfa.  perm,  in  f.  area; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept— 
1  comb,  c  ft  h.  wag.,  1  hose  car.;  hose,  eot, 
rub.  lined,  gd.,  1,000  ft;  1  al.,  bell;  vaL  equip., 
$260;   vaL   bldgs.,   $26;  tot   mem.,  SO  voL 

PERRYVILLE,  p.  1,708;  f.  area,  100  a.;  men. 
bldga.,  bk.,  2  stor.;  priv.,  wd.  ft  bk.,  2  stor.;  inL 
rfs.  perm.;  fwks.  ft  combt  ord.  F.  dept — 1  band 
eng.,  1  c.  eng.,  6  c  hand  ex.,  2  h.  ft  1.  trks.,  S 
hoee  wag.,  2  nose  reels;  hose,  cot,  rub.  lined,  gd., 
2.600  ft;  inf.,  100  ft;  tot  hose,  2.600  it.;  f.  al. 
bell  ft  vih.;  val.  equip.,  $5,000;  val.  bldgs.,  $3,000; 
exp.  dept,   $160;   tot  mem.,  80  vol. 

No  Water  Supply. 

PIERCE  CITY,  p.  2,048;  f.  area,  1,200  a.;  mere 
bldgs.,  atn.,  bk.  ft  wd.,  2  ft  S  stor.;  priv.,  bk.  k 
wd.,  2  stor.;  wd.  rfs.  not  perm,  in  1  area;  fwks. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 1  b.  k 
1.  trk.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd., 
1,000  ft;  inf..  500  ft;  tot  hoae.  1,600  ft.;  1 
al.,  bell  ft  wh.;  val.  equip.,  $2,200;  val.  bldtga. 
$8,000;   exp.  dept,  $60;  tot.  mem.,  86  voL 

Water  Supply — Src,  spr.,  %  m.  bua.  cent;  syi., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  100,000  gali.. 
dim.  15  z  76,  mat.  stl.;  2  pump,  eng.,  dtm 
dup.  comp.,  cap.  day  1,000,000  gals.;  mams,  c  i., 
6^  m.,  4  to  8  in.  dia.;  82  hyd.;  20  v.;  met,  52: 
226  serv.;  pipe,  lead  ft  iron;  pres..  dom.  56  to  70 
lbs.,  f.  70  lbs.;  cona.  day,  76,000  gals.;  cost, 
$82,000;  cost  mtce.,  $1,600;  wka.  owned  by  dty. 

PLATTSBURQ,  p.  1,660;  f.  area,  640  a.;  mere, 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  1%  stor.;  wd.  rfa 
not  perm,  in  f.  area;  fwka.  ft  combt  ord.;  camet 
of  f.  inv.  F.  dept — 1  str.,  1  hand  eng.,  1  c  tog.. 
1  hose  wag.;  hoae,  gd.,  600  ft.;  f.  al,  beU;  exp. 
dept,  $100;  tot  mem.,  12  voL 

Water  Supply — Src,  datema,  in  bua.  cent;  qn.. 
pump. 

PLEASANT  HILL,  p.  2,065;  f.  area,  200  a.; 
mere,  bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  vd. 
rfs.  not  perm.;  fwka.  ft  combt  ord.;  eaosca  of 
f.  inv.  F.  dept — 1  comb.  c.  ft  h.  wag.,  1  b.  ft  L 
trk.,  2  hoae  car. ;  (hose,  oot.,  rub.  lined,  gd.,  1.000  ft; 
rub.,  gd.,  600  ft:  tot.  hose,  1,600  ft;  f.  aL,  beU: 
val.  equip.,  $1,600;  inaL  bldgs.,  $800;  exp.  dcpc. 
$400;  tot  mem.,  12,  pd.  part  time. 

Water  Supply-— Src,  lake  ft  creek,  4  blocks  from 
bus.  cent;  aya.,  pump  dir.;  rea.  cap.,  100,000.000 
gals.,  loc  at  edge  of  city;  2  pump,  eng.,  dafl 
comp.  dup.,  cap.  day  2,000,000  gala.;  mains,  c  i., 
1  m.,  6  in.  dia.;  met,  1;  prea.,  dom.  100  Iba. 
f.  126  Iba.;  coat,  $80,000;  wks.  owned  by  priv.  Ca 

POPLAR  BLUFF,  p.  6,016;  f.  area,  756  a.; 
mere  bldga.,  bk.,  2  stor.;  priv..  wd.,  1  ft  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  comot  ord.  P.  dept— 
1  hose  wag.,  2  hra.;  hose,  cot,  nib.  lined,  fd.. 
2.500  ft.;  inf.,  600  ft;  tot  hoae,  S.IOO  ft:  t 
aL,  telp.;  vaL  equip.,  $8,000;  vaL  bldga.,  $1,500; 
exp.  dept,  $1,500;  tot  mem.,  10  toL;  imdrt. 
rating,  third  class. 

Water  Supply — Src,  riv.,  %  m.  bus.  ecat; 
ays.,  pump  to  stdp.  ft  dir.;  atdp.  cap.,  160.000 
gala.,  dim.  16  x  120,  mat  iron;  2  pmnp.  e«>g-, 
class  comp.,  cap.  day  1,600,000  vala.;  mains,  iron, 
8%  m.,  2  to  10  in.  dia.;  75  hyd.;  4S  v.;  met. 
40;  857  serv.;  pres.,  dom.  60  lbs.,  f.  100  lbs.: 
cost  $35,650;  coat  mtce.,  $6,600;  wka.  owned  hf 
city. 

PRINCETON,  p.  1.386;  f.  area,  640  a.;  mere, 
bldgs..  bk.,  1  to  3  stor.;  priv.,  wd.,  2  stor.;  «d. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
oausea  of  f.  inv.  F.  dept. — 60  c  hand  ex.,  1  boar 
car.;    hose,    cot,    rub.    lined,    gd.,    500    ft:   n^. 

?rd.,    600    ft;    inf.,   800    ft;   tot    hoae.    1,800  ft; 
.    al.,   wh.;   val.    equip.,    $660;   exp.    dept,   flOO: 
tot  mem.,  10,  pd.  part  time. 

Water  Supply — Src,  well,  H  m.  boa.  eat. 
ays.,  pump  to  stdp.;  stdp.  cap.,  60,000  gsJa.,  dim> 
12  z  60;  pump.  eng..  can.  da^  845.280  ieal&: 
mains,  2  m.,  4  to  6  in.  dia.;  19  hyd.;  80  t«rr.: 
prea.,  dom.  80  lbs.,  f.  70  lbs.;  coat,  $13,00#. 
cost  mtce.,  $1,200;  wka.  owned  by  city. 

RICH  HILL,  p.  2.755;  f.  area.  «  blodcs:  men 
bldgs.,  bk..  1  to  8  stor.;  priv.,  wd.,  1  stor.;  wt 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.: 
causes  of  f.  inv.     F.  dept — 1  comb,  c,  laddir  k 
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hose  waigr*;  bose,  cot,  rub.  lined,  gd..  1,400  ft; 
inf.,  100  ft;  tot  boae,  1,500  ft:  f.  al.,  bell,  wh., 
telp.  ft  elec.;  val.  equip.,  f 2,700;  val.  bldfifs., 
93.000;  exp.  dept,  9800;  tot  mem.,  10,  pd.  part 
time  9,  pd.  full  time   1. 

Water  Supply — Src.,  wella;  ays.,  air  compresaor; 
atdp.  cap.,  76,000  gala.,  loc.  at  park,  mat  atl.; 
2  pump.  eng..  cap.  day  1,000,000  gala.;  maina, 
c  i..  11  m.;  60  hyd.;  26  v.;  met.,  2;  600  acnr.; 
pipe.  wrt.  i.;  prea.,  dom.  45  Iba..  f.  100  Iba.; 
coiia.  day,  200,000  gala.;  coat,  990,000;  wka. 
owned  by  city. 

RICHMOND,  p.  8,664;  f.  area,  640  a.;  mere, 
bidga.,  bk.,  1  &  2  ator.;  priv.,  wd.,  1*2  ator.; 
wd.  rfa.  perm.;  fwks.  k  combt.  ord.;  causes  of 
f.  inv.  P.  dept. — 2  h.  ft  1.  trk.,  2  hose  wag.,  2 
hose  car.;  hose,  cot,  rub.  lined,  gd..  2,000  ft; 
f.   al.,  telp.;  tot   mem.,    12   vol. 

Wctar  Supply — Src,  wella,  2%  m.  bua.  cent; 
aya.,  pump  to  atdp.;  atdp.  cap.,  118,000  gals., 
dim.  15  z  00,  mat  atl.;  res.  cap.,  80.000  gals.; 
S  pump,  eng.,  cap.  day  1,000,000  gals.;  mains, 
iron,  10  m.,  4  to  10  in.  d!a.;  60  hyd.;  met,  4; 
225  senr.;  pipe,  galv.  i.;  pres.,  dom.  40  lbs.,  f. 
60  Iba.;  coat,  946,000;  coat  mtce.,  91|200;  wka. 
owned  by  city.    . 

ROCKPORT,  p.  1,058;  f.  area,  40  a.;  mere 
bldga.,  bk.,  8  stor.;  priv.,  wd.  ft  bk.,  2  ator.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ord.;  causes  of 
f.  inv.  F.  dept — 1  c.  eng.,  6  c.  hand  ex.,  2 
hose  wag.,  2  hose  car.;  hose,  cot.  rub.  lined,  gd., 
1,000  ft;  f.  al.,  wh.;  val.  equip.,  9800;  tot.  mem., 
13  vol. 

Water  Supply — Src.,  wells,  in  bus.  cent;  sya., 
pump  to  stdp.;  stdp.  cap.,  45,000  gala.,  dim.  15  x 
80,  loc.  200  ft  aoove  town,  mat.  atl.;  1  pump. 
«n^.,  cap.  day  670,000  gals.;  maina,  c.  i.,  8H 
m.,    4   to  8   in.   dia.;   IS  hyd.;  met,   6;   36  aerv.; 

$ip«,  iron;  pres.,  dom.  60  lbs.,  f.  60  lbs.;  cost, 
9,000;  wka.  owned  by  city. 

ROLLA,  p.  2,261;  f.  area,  400  a.;  mere,  bldga., 
bk.,  2  ator.;  pnv.,  wd.,  2  stor.;  wd.  rfa.  not  penn. 
in  f.  area;  fwka.  ft  combt  ord.;  cauaea  of  f.  inv. 
F.  dept. — 1  gasoline  str.,  1  hand  eng.,  1  c  eng.,  1 
h.  &  1.  trk.,  2  hoae  car.;  hose,  cot.,  rub.  lined, 
gd.,  900  ft.;  inf.,  500  ft;  tot  hose,  1,400  ft;  f. 
al.,  bell  (ft  wh.;  val.  equip.,  $2,500;  val.  bldgs., 
$600;   tot  mem.,  25  vol. 

Water  Supply — Src,  wella  ft  cisterns,  1  m.  bus. 
<!ent.;  cyv.,  dir.  pres.,  res.  cap.,  60,000  gaH.;  2 
pump,  eng.,  cap.  day,  150,000  gals.;  maina,  c.  i.; 
34  hyd.;  9  met.;  275  aeorv.;  pres.,  dom.  45  to  60 
ttn..   f.   60  to  160  Iba.;  wka.  owned  by  city. 

ST.  CHARLES,  p.  0,437;  f.  area,  2,000  a.; 
mere,  bldga.,  bk.,  2  to  4  ator.;  priv.,  bk.  ft  wd., 
2  stor. ;  wd.  rfa.  perm. ;  no  fwka.  ft  combt.  ord. 
P.  dept. — 2  comb,  hoae  wag.,  4  nra.;  hoae,  cot, 
nd>.  lined,  gd.,  8,000  ft:  f.  al.,  Qamewell,  14  bx.; 
ral.  equip.,  $4,100;  val.  bldga.,  $4,000;  exp.  dept, 
94,000;  tot  mem.   87,  pd.  lull  time  4,  vol.   88. 

Water  Supply — Sra,  riv.,  1  m.  bua.  cent;  aya., 
Krmv.,  pump  to  rea.;  atdp.  cap.,  260,000  gida., 
dim.  25  X  70,  mat.  atl.;  rea.  cap.,  2,000,000  gala.; 
6  pump,  eng.,  cap.  day  2,000,000  gals.;  maina, 
c.  1.,  18  m.,  4  to  12  in.  dia.;  180  hyd.;  75  v.; 
550  aerv.;  pipe,  lead;  prea.,  dom.  80  Iba.,  f.  130 
lbs.;  cons,  day,  1.250,000  gals.;  coat,  9186,000; 
cost    rotce.,  910,000;  wks.  owned  by  city. 

STC.  GENEVIERE,  p.  1,967.  F.  dept — 1  comb. 
c.  eng.,  1  h.  ft  1.  trk..  2  hand  hose  carta;  hose, 
1,200  ft;  tot   mem.,   26  vol. 

Water  Supply — Src,  wells,  1  m.  bus.  cent: 
sys.,  pump  to  stdp.;  stdp.  cap.,  55,000  gala.;  2 
pump,  eng.,  class  dup.  ft  trip.;  maina,  3  m.,  4  to  8 
In.  dia;  41  hyd.;  prea.,  dom.  40  lbs.,  f.  6«5  lbs.; 
vi'kw-     owne**  by  priv.   Co. 

ST.  JOSEPH,  p.  77,408;  f.  area,  8,480  a.;  mere. 
bldgs-,  bk.  ft  stn.,  1  to  12  stor.;  priv.,  wd.  ft 
bk  1  to  3  stor.;  wd.  rfs.  not  perm.;  fwks.  ft 
c^ombt.  ord.;  causes  of  f.  inv.  F.  dept — 2  chiefs 
auto.,  2  str.,  2  comb.  c.  ft  h.  wag.,  1  c.  eng.,  28  c. 
hand  ex..  1  h.  ft  1.  trk.,  1  aer.  trk.,  1  supply  wag., 
I    vra^ter  tower,  14  hose  wag.,  5  hose  reels,  40  hrs.; 

ho.se,     cot,  rub.  lined,  gd.,   28,000  ft;   f.  al.,  telp. 

A    si^naphone,    68    bx.;    val.    equip.,    $76,000;    val. 

Mdi^..  $144,700;   exp.   dept,   997,600;   tot   mem., 

92»    Im].  full  time. 

VVater  Supply — Src,  Missouri  riv.,  2^4    m.  bua. 

^^nt« :    »y»M   grav.,   pump   to   rea..   to  stdp.   ft   dir.; 

Jfdp.     cap.,  786.000  gahi.,  dim.   60  z  60,  loc.   810 

ft-     above    city,    mat    iron;    res.    cap.,    22,000,000 


gala,,  loc  810  ft.  above  city;  11  pump,  eng.,  cap. 
day,  60,500,000  gals.;  maina,  c  i.,  124 '/4  m.,  4 
to  24  in.  dia.:  1,087  hyd.;  880  v.;  met.,  606; 
8.500  aerv.;  pipe,  lead;  pros.,  dom.  12,"»  lb«.,  f. 
125  lbs.;  cons,  day,  6,590,000  gals.;  wks.  owned 
by  Co. 

ST.  LOUIS,  p.  687,029;  f.  area,  89.520  a.; 
mere  bldga.,  atn.,  bk.  ft  wd.,  1  to  17  ator.;  priv., 
8ta.,  bk.  ft  wd.,  1  to  8  ator.;  wd.  rfa.  not  perm. 
In  f.  area;  fi^'ks.  ft  combt  ord.;  causea  of  i.  inv. 
F.  dept. — 56  str.,  2  gas  pumps  ft  hose  wag.  comb., 
12  h.  ft  1.  trk.,  11  aer.  trks..  61  comb,  c  ft  h. 
wag.,  2  water  towers,  6  hose  wag.,  886  bra.; 
hose,  cot,  rub.  lined,  gd.,  117,000  ft;  f.  al., 
Oamewell.  1,600  bx.;  val.  equip.,  9600,000;  val. 
bldga.,  $146,200;  exp.  dept,  $1,096,013;  tot 
mem.,  806,  pd.  full  time. 

Water  Supply — Src,  Mississippi  riv.,  10  m. 
above  bus.  cent.;  sya.,  pump  to  settling  res.;  after 
purification,  pumped  to  res.  ft  distribution  maina; 
S  stdp.,  sheet  atl.;  purification,  sedimentation  aided 
S^^^^r^^P^^^^^P'^^^^P^t^tion;  cap.  aettUng  rea.,  250,- 
000.000  gals.;  clear  water  storage,  100,000,000 
gals.;  djstr  buting  res.,  50,000,000  gals.;  17  pump, 
eng.  cap.  865,000,000  gals,  day;  mains,  c  i..  916 
^'aA  ^°,i?  'I?-  ^'*'  1M04  hvd.;  13.452  v.;  met, 
7,849;  106,671  senr.;  lead  pipe;  pres.,  25  to  90 
lbs  ;  cons,  day,  88,641,000  gals.;  cost  $22,600,- 
000;  cost  mtce.,  $918,889  year;  wka.  owned  by 
viiy. 

SALISBURY,  p.  1,834.  P.  dept— 1  h.  ft  1. 
trk.,  2  hose  carta;  hose,  jacket  rub.  lined.  1,000 
It;  tot  mem.,   10  vol. 

Water  Supply— Src,  wells;  stdp.  cap..  80.000 
gala.;    1    pump,    eiwr.,    cap.    day    400,000    gala.; 

loa.,  f.   126  lbs. 

SARCOXIE,  p.  1,311;  f.  area,  640  a.    F.  dept-- 

dept,  $420;  tot  mem.,  20  vol. 
Water    Supply— Src,    spr.    ft    well,    1    m.    bua. 

an  V  Sr-'J^^ty^  f^P-  ®P-  ^^»^^^  «*J«-.  dim. 
Ann   -ir*  ""^^  ■**•!  ^  P"™P-  ^^«"  cap-  day  360,- 

000  gals.;  mains,   2   4-5  m.,   4   to  6  In.  dk;   22 

^^'.'  IL'^'iA^Llt^^''*  P""-  <^o«-  ««  lbs.,  f.  160 
by  (Sit         '1*'0^0;  «>at  »tce.,  $420;  wks.  owned 

1  5^JfA1!'*'^"'_P-  ^•*®^»  ™«™.  Wdgs.,  bk.  ft  wd„ 
Li,^*«*7-'  P^^-J'd.,  1  ft  2  stor.;  wd.  rfs.  not 
f  iS;     F  Ho^*'o*i'*'"-   *,«>™*>t.   ord.;   cauaea  of 

!?•*  K  ?i®  i^V  !"'•»  *?^  ^*»  *ot-  l^os^'  1.000  ft;  f 
al..  bell  ft  telp.;  val.  equip.,  $650;  tot  mem.,  16 
vol. 

in'^**"'  *5P'y— Src,  wells.  200,000  gals,  every 
10   hours;   storage  supply,    200,000   gals. 

Kv^^o^f^'^'  ?'  I^'y2;  f.  area,  40  a.;  mere  bldga., 
bk.  2  to  6  stor.;  priv.,  wd.,  2  stor.;  wd.  rfa.  p^ 
J?  h  »J«*;  rwka.  ft  combt  ord.;  cauaea  of  f.  Inv. 
F.  dept.— 2  str.,  4  c  hand  ex.,  1  h.  ft  1.  trk..  8 
hose  wag.,  1  hose  reel,  7  hrs.;  hoae,  cot.  rob 
nS?*'  ^^'kI:.®^®  ?f;v'-  »^"  trip.;'vaL  equip. '$16;: 

mpm^  Y^'nS^^'riV  *?^*»®®®»  *^-  ^*P*"  ti.299;  tot. 
mem.  9,  pd.  full  time. 

Water  Supply—Src,  riv.  ft  wells,   8H    m.  bua. 
cent;  aya..  pump  dir.;  rea.  cap.,  460,000,000  gals.; 
mains,   c   i..   36   m.,   4   to  20  in.   dia,;    284  hyd 
280  v.;  met..   700;   2.400  aerv.;  pipe,  lead!  wi 

tTn'AV  *i^  ^^»-  ^'  I«  *o  10o'^fba\;Xs.^d15: 
MOO.OOO   gals.;    coat   $660,000;   wka.    owned   6y 

Kv®"o^*:^'?^»  P-  2.174;  f.  area.  8  a.;  mere  bldga.. 
bfc  2  to  8  stor.;  priv.,  wd.,  I  ft  2  stor.;  wd.  Hs 
not  perm.;  fwks.  ft  combt.  ord.  F.  dept. — 1  hand 
H^"4  \^^  f!^*  J^^i?*^  *^*-5  ^^'  l>°ed,  gd.,  700 
mAJ'  ao'nn^i***  *  bell;  val.  equip.,  $2,600;  val. 
bldga.,  $2,000;  exp.  dept,  $100;  tot  mem  14 
VOL;  undrs.  rating,  first  claaa.  * 

Water  Supply— Src.  riv.,   %   m.  bus.  cent;  sya., 

140,000  gals^  2  pump,   eng.,  class  dup.,   cap.   600 
gate.  mm.  eadi;  mains,  c  i.,  6  m..  4  to  10  in.  dia.: 
6o  hyd.;  80  v.;  140  met;   140  serv.;  pipe,  galv    i  '. 
pres..  dom.   40  lbs.,  f.   140  lbs,;   cons,  dav,  80.000 

gals.;  cost,  $85,000;  cost  mtce,  $7,200;  wks.  owned 
y  city. 

SIKESTON,  p.  8,827;  f.  area,  640  a,     P.  dept— 
1  hose  wag.,   2  ladders.   1.900  ft  hoee;  f.  al.,  wh 
ft  telp.;   val.  equip.,   $900;  exp.  dept.,  $600;   tot. 
mem.,  12  voL 
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Water  Supply — Src,  welk,  H  m.  bus.  cent;  m., 
dir.  A  pomp  to  itdp.;  ttdp.  cap.,  60,000  gala.;  dim., 
100  ft  to  oalcony;  mat.,  «tl.  &  cone;  2  pump,  ena., 
eUas  trip.,  cap.  day,  1,648,000  gals.;  mains,  c  1., 
8  1-8  m.,  4  to  8  in.,  dia.;  65  hyd.;  60  v.;  167 
wteL;  170  serv.;  pipe,  c  i.;  pres.,  dom.  40  Ibe.; 
f.  100  )bs.;  cons,  day,  90,000  gals.;  coat,  f 4 5.000; 
wka  owned  by  city. 

SLATER  CITY,  p.  8,288;  f.  area,  80  a.;  mere, 
bldga.,  bk.,  1  to  8  etor.;  prlv.,  wd.,  1  k  t  ator.;  wd. 
rfi.  perm.;  fwka.  k  oombt.  ord.;  caneca  of  f.  inv. 
F.  dept. — 1  h.  Ii  I.  trie,  2  boae  car.;  hoae,  oot.,  nib. 
lined,  gd.,  1,000  ft.;  f.  aL,  wh.;  tot.  mem.,  16  toL; 
nndra.  rating,  foortb  elaaa. 

Water  Supply — Src,  well  k  datema;  eye.,  pmnp 
to  rea.  k  dir.:  atdp.  cap.,  76,000  gala.;  pmnp. 
eng.,  cap.  day  126,000  gala.;  maina,  48.8  m.,  4  to 
6  fin.  dia.:  27  hyd.;  met.,  16;  176  aerv.;  pres., 
dom.  80  Iba.,  f.  160  Iba.;  coat,  $18,000:  wka. 
owned  by  dty. 

SPICKARD.    F.  dept.  not  reported. 

Water  Supply — Src,  well,  400  ft.  bna.  cent.; 
aya.,  pump  to  atdp.;  etdp.  dlnu,  16  i  60;  mat., 
iron;  1  pump,  eng.;  maina,  1  m.,  2  to  6  in.  dla.; 
mat,  iron;  6  byd.;  4  v.;  coat,  $6,000;  coat  mtoe., 
$100;  wka.  owned  by  eitj, 

SPRINGFIELD,  p.  86,201;  f.  area,  7.81  aq.  m.; 
mere,  bldga..  bk.,  1  to  10  ator.;  prlv.,  wd.,  1  to  4 
ator.;  wd.  ru.  not  perm.;  combt  ord.;  caneea  of  f. 
not  inv.  F.  dept — 2  atr.,  1  auto,  c  eng.,  1  auto, 
pumper,  8  auto.  comb.  c.  Ii  h.  wag.,  1  diief  a  auto., 
2  hoae  wag.,  14  c  hand  ex.,  1  h.  ft  L  trk.,  1  aer. 
trk.,  2  hoae  reela,  17  hza.;  boae,  cot,  nib.  lined, 
18,000  ft;  f.  al.,  Oamewell,  66  bx.;  ral.  equip., 
$60,000;  val.  bldga.,  $80,000;  exp.  dept.,  $88,000: 
tot  mem.  40,  pd.  full  time;  undra.  rating,  second 
cla!<6. 

Water  Supply — 6rc.,  spr.,  S  m.  bus.  cent;  ays., 
pump  to  stdp. ;  stdp.  cap.,  756,000  gals.;  dim.,  85  x 
105;  mat,  stl.;  rea.  cap.,  tl25,000,00O  gala.;  8 
pump,  eng.,  cap.  day  14,500,000  gals.;  maina,  c  i., 

05  m.,  4  to  18  in.  dia.;  352  hyd.;  570  v.;  met, 
1,211;  7,602  serv.;  pipe,  wrt.  i.;  prea.,  dom.  46  Iba., 
1  76  Iba.;  oona.  day,  8,604,000  gala.;  wka.  owned 
by  Co. 

STANBERRY,  p.  2,121;  f.  area,  66  a.;  mere, 
bldga.,  bk.,  2  ator.;  priv.,  wd.,  IH  ator.;  wd.  rfa. 
not  perm.;  fwka.  4c  combt  ord.;  cauaea  of  f.  inv.  F. 
dept — 1  h.  4c  L  trk.,  1  hoae  car.,  2  hra.;  hoae.  oot, 
rub.  lined,  gd.,  1,000  ft;  f.  aL,  bell  k  wh.;  val. 
equip.,  $1,000;  val.  bidgts.,  $2,000;  tot.  mem.  8, 
pd.    full  time;    undrs.   rating,    fourth   class. 

Water  Supply — Src,  wells,  in  bua.  cent;  are., 
pump  to  rea.  A  atdp.;  stdp.  cap.,  65,000  gals.; 
dim.,  6x4,  loc.  in  cent,  town;  mat,  wd.  k  iron; 
rea.  cap.,  66,000  gala.,  loc.  in  dty;  8  pump,  eng., 
daaa  comp.,  cap.  day  288,000  gala.;  maina,  e.  L, 
•S  m.;  29  nyd.;  12  v.;  met,  4;  125  aerv.;  pipe. 
Iron  k  lead;  prea.,  dom.  70  lbs.,  f.  140  Iba.;  oona. 
day,  80,000  gala.;  cost,  $20,000;  coat  mtce., 
$1,625;    wks.    owned   by   city. 

STEWARTSVILLE,  p.  648;  f.  area,  40  a.;  mere, 
bldga.,  bk.  k  wd.,  1^2  ator.;  priv.,  wd.,  1  4e  2 
ator.;  wd.  rfs.  not  perm,  in  f.  area;  no  fwka.  k 
convbt.  ord.;  cauaea  of  f.  not  inv.  F.  dept. — 1  hoae 
car.,  3  c.  hand  ex.;  hoae,  cot,  rub.  lined,  gd.,  200 
ft;  inf.,  300  ft;  tot.  hose,  .>00  ft;  f.  al.,  bell; 
val.  equip.,  $1,200;  val.  bldga.,  $2,500;  tot.  mem., 
20  vol. 

SWEET  SPRINGS,  p.  1,122;  bldga.,  bk.;  wd.  rU. 
not  perm.  No  org.  f.  dept.;  undrs.  rating,  third 
class. 

Water  Supply — Src.,  well:  aya.,  grav.  k  pump  to 
stdp.;  stdp.  cap.,  40,000  gals.;  mat,  stl.;  1  pump, 
eng.,  size  10  x  36;  mains,  %  m.;  9  hyd.;  prea., 
f.  40   lbs.;  cost,   $6,000;   wks.  owned  by  city. 

TARKIO,  p.  1,966;  f.  area,  820  a.;  mere,  bldga., 

bk.  k  wd.,  2  stor.;  priv.,  wd.,  1  &  2  stor.;  wd.  rfs. 
not  perm.;  fwks.  k  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — !l  hose  car.;  hose  cot.  rub.  lined,  gd., 
1,250  ft.;  f.  al.,  wh.;  val.  equip.,  $2,000;  tot  mem., 
18   vol. 

Water  Supply — Src.,  wella,  2  blocka  boa.  cent; 
avs.,  pump  to  stdp.  &  dir.;  stdp.  cap.,  500,000 
gals.;  dim.,  12  x  50;  mat,  iron;  res.  cap.,  750,000 
gals.,  loc.  at  station;  2  pump,  eng.,  claas  comp., 
cap.  day  1,000,000   gala.;   maina,  c.  i.,   8  m.,   4  to 

6  in.  dia.;  22  hyd.;  0  v.;  met,  8;  150  serv.;  pipe, 
lead  k  iron;  pres.,  dom.  70  lbs.,  f.  125  lbs.;  coat, 
$28,000;  coat  mtce.,  $850;  wks.  owned  by  Co. 


THAYER,  p.  1,700.  F.  dept — 1  hoae  red;  boae. 
cot,  rub.  lined,  gd.,  960  ft;  r.  aL,  bell;  vil.  eqaipi, 
$150;  val.  bldga.,  $260;  exp.  dept,  $70;  tot  nwm., 
14  voL 

Water  Supply— €rc.,  riv.,  1  m.  boa.  cent;  era, 
pump,  dir.;  1  pump,  eng.,  cap.  day,  100,000  gui.; 
600  ft  maina;  11  hyd.:  6  v.;  prea.,  donu  60  ttw., 
f.  85  Iba.;  wka.  owned  by  private  Co. 

TIPTOM,  p.  1,278;  mere,  bldga.,  bk.,  1  to  S 
ator.;  priv.,  wd.  k  l>k.,  1  ft  2  ator.;  wo.  rfa.  not 
perm.;  fwka.  k  oombt.  ord.;  caoaea  of  f.  inv.  P. 
dept — 1  hand  eng.,  1  h.  ft  L  trie.  1  hoae  car.;  boae, 
cot,  mb.  lined,  go.,  600  ft;  f.  al.,  bell;  vaL  efaipi, 
$1,600;  vaL  bldga.,  $600:  tot  mem.,  40  toL 

Waiar  Supply — Src,  wdla. 


TRENTON,  p.   6,666;   f.  area,   1.000  a.; 
bldga.,  atn.  ft  bk.,  1  to  S  ator.;  priv.,  eta.,  bk.  k 
wd.,   1  ft  2  ator.;  wd.  rfa.  not  perm,  in  i  ana; 
fwka.  ft  oombt  ord.;  cauaea  of  f.  inv.    F.  dept — 5 

e.  hand  ex.,  1  boae  wag.,  1  boae  re^  2  hra.;  hoae, 
cot.,  rub.  lined,  gd.,  2,000  ft;  int.  700  ft;  tot 
hoae,  2,700  ft;  f.  aL,  beU;  vaL  equip.,  $2,060; 
▼al.  bldga.,  $10,000;  exp.  dept,  $1,200;  tot 
16,  pd.  full  time  1,  voL  14. 

Water  Supply^ — Src,  riv.,  1)4  m.  bua.  cent; 
pump  to  atdp.  ft  dir.;  atdp.  cap.,  176,000 
mat,  etl.;  8  pump,  eng.,  cap.  day  2,600,000  gala.; 
maJna,  11  m.,  4  to  10  in.  dia.;  86  hyd.;  met.,  S2t; 
660  aerv. ;  pipe,  lead  ft  wrt  L ;  prea.,  dom.  60  Iba.,  L 
160  Iba.;  ooat  mtoe.,  $4,000;  wka.  owned  by  city. 

UNION,  p.  984;  f.  area.  40  a.;  bldga.,  wd.,  t 
ator.:  wd.  rfa.  perm.;  fwka.  ft  combt  onL  F. 
dept — 1  h.  ft  L  trk.,  2  boae  ear.;  lioae,  eat,  nb. 
lined,  gd.,  800  ft;  tot  mem.,  IS  toL 

Wator  Supply— -Src.,  riv.,  IH  m.  boa.  oent;  ^a, 
pump  to  rea.;  atdp.  cap.,  176,000  gala.;  rea.  eapb, 
167,000  gala.;  pump,  eng.,  daaa  dnp.,  cap.  day 
600,000  ^la.;  maina,  cL,  2)4  m^4to8iB.  dia.; 
19  hyd.;  6  t.;  met,  8;  pipe,  galv.  L;  prea.,  don. 
66  to  76    Iba.,  f.  66  to  76  Iba.;  eona.  day,  66,004 

gala.;  coat,  $10,000;  coat  mtce.,  $900;  wka.  o«oc4 
y  city. 

UNIONVILLE,  p.  2.000;  f.  area,  SOO  a.;  men. 
bldga.,  bk.  ft  wd.,  2  ator.;  priv.,  wd.,  1  ft  2  aux.; 
wd.  rfa.  not  perm.;  fwka.  ft  oombt  ord.;  caoaei  of 

f.  inv.  F.  dept — 1  hand  emt.,  28  c.  band  ex.,  1 
hoae  car.;  hoae,  cot,  rub.  fined,  gd.,  1,000  ft: 
f.  al.,  wh.;  vaL  equip.,  $800;  exp.  dept,  $li&; 
tot   mem.,   16  voL;   undra.  rating,   fourth  daaa. 

Water  Supply— ^rc.,  rea.,  1\4  m.  bus.  cmt;  «;«., 
pump  to  Tea.;  rea.  cap.,  100,000  gals.;  2  pamp- 
eng.;  daaa,  dup.:  maina,  lead  ft  wrt  L.  2  m.,  S  to 
8  in.  dia.:  80  hyd.;  met,  200;  260  aerr.;  prea. 
dom.  60  Iba.,  f.  110  Ibe.;  cona.  day,  16,000  ga^; 
cost,  $30,000;  coat  mtce.,  $350;  wka.  owned  b; 
city. 

VANDALIA,  p.  1,695;  f.  area,  6  a.;  mere  bldfs, 
atn.  ft  bk.,  1  ft  2  ator.;  priv.,  wd.,  IH  ator.; 
wd.  rfa.  not  perm,  in  f.  area;  fwka.  ft  condit  ofd.: 
cauees  of  f.  inv.  F.  dept — 1  h.  ft  L  trk.,  2  how 
wag.,  2  hoae  reels;  hoae,  cot,  rub.  lined,  gd.,  1,500 
ft;  f.  aL,  bell;  val.  equip.,  $1,600;  vaL  bldfL, 
$150;  exp.  dept,  $300;  tot  mem.,  60  toL 

Water  Supply — Src.,  deep  well,  1  m.  boa  oest: 
aya.,  grav.;  atdp.  cap.,  40,000  gala.;  rea.  cap..  4(.V 

000  gala.:  1  pump,  en^.;  cap.  day,  3,000  gaU-; 
maina,  c.  (.,  4  to  8  in.  dia.;  25  hyd.;  115  met.  11^ 
serv.;  pipe,  c.  L;  pres.,  dom.  ft  f.  48  IkM.:  coos.  6m!, 
2,000  gals.;  cost  $16,000;  wka.  owned  Iqr  dty. 

WARRENSBURG,  p.  4,689;  f.  area,  1,200  t.; 
mere  bldga.,  bk.,  1  to  8  ator.;  priv.,  wd.,  2  star.: 
wd.  rfa.  not  perm.;  fwka.  ord.;  cauaea  of  f.  ibt. 
F.  dept. — 6  c.  hand  ex.,  2  h.  ft  L  trk.,  1  boae  waf.. 
2  hra.;  hoae,  cot,  rub.  lined,  gd.,  1,000  ft;  inf^ 
2,000  ft;  tot  hoae,  3,000  ft;  L  aL.  wh.:  ml 
equip.,  $8,000;  tot  mem.,  12  vol.;  undrs.  ratiac 
third  claas. 

Water  Supply — Src,  apr.  ft  lakea;  aya,  pmp  ta 
atdp.;  atdp.  dim.,  14  x  110;  2  pump,  eng.,  eap. 
day  1,000,000  gala.;  maina,  c.  L,  7%  bl.  4  to 
10  in.  dia.;  76  hyd.;  prea.,  dom.  46  Iba..  L  2e« 
Iba. 

WARRENTON.  p.  796;  mere  bldga..  bk.  ft  «d.. 

1  to  8  ator.;  priv..  bk.,  atn.  ft  wdL,  1  ft  2  stor.: 
wd.  rfft.  perm,  in  f.  area;  no  fwka.  ft  combt  orl; 
cauaea  of  f.  not  inv.  F.  dept — 1  boae  car.;  bote, 
cot.  lined,  gd.,  800  ft;  vaL  equip.,  $300;  roL 

Water  Supply — Complete  aya.  of  watawka.  ta  bt 
inatalled. 

WASHINGTON,  p.  3,670;  f.  area.  2,500  a.; 
mere,  bldga.,  bk.,  2  to  6  ator.;  priv.,  vd..  S  ftar.; 
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wd.  rfs.  not  peim.  in  f.  area;  no  fwke.  k  combt. 
ord.  F.  dept. — 1  hand  ezig.,  1  h.  ft  1.  trk.,  5  hose 
car.;  hoee,  cot.,  nd).  lined,  gd.,  1,200  ft.;  rub., 
gd.,  1,500  it,;  inf.,  300  ft.;  tot.  hose.  '3,000  ft.; 
f.  al.,  telp.;  vaL  eqtdp.,  |<8,000;  val.  bldgs.,  $4,000; 
exp.  dept.,  9 100;  tot.  mem.,  100  vol.;  undrs.  rat- 
ing, third  claas. 

Water  Supply — Src.,  wells  &  river,  in  bus.  cent; 
478.,  pump  to  res.  4c  stdp.;  stdp.  oap.,  110,000  gals.; 
dim.  12  X  125,  mat.  stL;  res.  cap.,  1,000,000 
gals.;  6  pump,  eng.;  dass,  oomp.  i&  centrif.;  cap. 
day,  8,000,000  gals.;  mains,  c.  i.,  5%  m.,  4  to  10 
in.  dia.;  64  hvd.;  65  v.;  met.,  176;  400  serv.;  pipe, 
galv.  i.  ft  lead;  pres.,  dom.  80  lbs.,  f.  125  lbs.;  cons, 
day,  350,000  gals.;  cost,  $80,000;  coat  mtoe., 
$4,000;  wkB.  owned  by  private  Co. 

WEBB  CITY,  p.  11,817;  f.  area,  12,000  a.; 
mere  bldgs.,  bk.  ft  stn.,  2  ft  8  stor.;  priv.,  wd., 
1  ft  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 2  auto.  comb, 
c  ft  ta.  trk.,  4  c.  band  ex.,  1  hose  cart,  1  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  2,000  ft;  inf., 
500  ft;  tot  hose,  2.500  ft:  f.  al.,  telp.;  vaL 
equip.,  $9,000;  val.  bldgs.,  M>600;  ezp.  dept, 
$3,000;  tot  mem.,  26,  pd.  full  time  5,  voL  20; 
undrs.    rating,    thiid    class. 

Water  Supply — Src,  5  wells,  2%  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  150,000  gals., 
dim.  12  z  145,  loc.  in  town,  mat  stl.;  2  pump, 
eng.,  class  comp.  dup.,  cap.  day  2.600,000  nla.; 
mains,  c.  i.,  22  m.,  4  to  10  in.  dia.;  140  hyd.; 
47  v.;  met.  180;  1,312  serv.;  pipe,  lead  ft  wrt 
i.;  pres.,  dom,  80  lbs.,  f.  00  lbs.;  cons,  day, 
691,000  gals.;  cost,  $134,319;  cost  mtce.,  $18,- 
730;  wks.  owned  by  Co. 

WEBSTER  QROVES,  p.  7,080;  mere,  bldgs.,  bk. 
ft  wd.,  1  to  3  stor.;  priv.,  bk.,  stn.  ft  wd.,  1  ft 
2  stor.;  wd.  rfs.  perm,  in  f.  irea;  fwks.  ft 
combt  ord.;  causes  of  f.  not  inv.  F.  dept — 2 
hose  ft  ladder  wag.,  6  c.  band  ex.,  1  hose  reel,  4 
bTB.;  hose,  cot.,  lub.  lined,  gd.,  4,000  ft;  rub., 
gd.,  100  ft;  tot  hose,  4,100  ft;  f.  al.,  telp.  ft 
bell;  val.  equip.,  $7,200;  tot  mem.,  80  vol. 

Water  Supply — ^Src.,  Missouri  riv.,  through  St 
Louie  Co.;  sys.,  pump.;  mains,  4  to  8  in.  dia.; 
300  hyd.;  pres.,  t  90  to  95  lbs. 

WELL8V1LLE,  p.  1,194;  f.  area.  76  a.  F. 
dept. — 2  c  eng.,  1  h.  ft  L  trk.;  vaL  equip.,  $1,200; 
▼al.  bldgs.,  $500;  tot  mem.,  26  voL 
Water  Supply — Src.,  cisterns. 
WESTON  CITY.  p.  1,019:  f.  area,  640  a.;  mere 
Mdgra.,  bk.,  2  ft  8  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfsL  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
cauaes  of  f.  inv.     F.  dept — 1  hand  eng.,  1  c.  eng.. 


6  c.  hand  ex.,  1  h.  ft  L  trk.,  1  hose  car.;  hose, 
cot.,  rub.  lined,  gd.,  1,000  ft;  f.  al.,  bell;  val. 
uip.,  $2,600;  vaL  bldgs.,  $1,000;  tot 


em 
vol. 


tot  mem.,  22 


Water  Supply — Src.,  wells  ft  cisterns. 

WEST  PLAINS,  p.  2,914;  f.  area,  1,280  a.; 
mere,  bldgs.,  bk.,  2  stor.;  priv..  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept — 1  hand  eng.,  1  c  eng,,  1  h.  ft  L 
trk.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  600 
ft;  rub.,  gd.,  400  ft;  inf.,  200  ft;  tot  hose,  1,200 
ft:  val.  equip.,  $400;  val.  bldgs..  $200;  exp.  dept, 
$800;  tot.  nem.,  16  vol;>;  undrs.  rating,  fourth 
dasa. 

Water  Supply — Src.,  well,  ^  m.  bus.  cent; 
eys.,  grav.;  stdp.  cap.,  60,000  gals.;  dim.,  15  x  60; 
mat,  stl.;  res.  cap.,  86,000  gals.;  1  pump,  enc., 
cap.  day,  72,000  gals.;  mains,  c  i.,  5  m.,  4  to  8  in. 
dia.;  28  hyd.;  11  v.;  met,  85;  120  serv.;  pipe, 
galv.  i.;  pores.,  dom.  ft  f.  76  Ibe.;  cons,  day,  60,000 
gals.;  cost  $18,000;  cost  mtce.,  $1,500;  wks. 
owned  by  city. 

WILLOW  SPRINGS,  p.  1,401;  f.  area,  9  blocks; 
mere  bldgs..  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  1  ft 
2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  L  trk..  1  hose 
wag.,  1  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,000 
ft;  f.  al.,  bell;  vaL  equip.,  $2,500;  val.  bldga., 
$250;  exp.  dept,  $28.50;  tot  mem.,  26  vol. 

Water  Supply — Src.,  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  66,000  gals.,  dim.  24  x  20,  mat  wd.; 
pump,  eng.,  cap.  day  50,000  gals.;  mains,  wrt.  i.,  6 
m.,  ^  to  4  in.  aia.;  7  hyd.;  8  v.;  met,  8;  120  serv.; 
pipe,  galv.  L;  pres.,  dom.  80  lbs.,  f.  50  lbs.;  cost, 
$10,000;  cost  mtce.,  $1,800;  wks.  owned  by  city. 

WINDSOR,  p.  8,241;  f.  area,  1,200  a.;  mere 
bldgs..  bk.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  combt.  ord.;  causes 
of  f.  inv.  F.  dept — 2  c.  hand  ex.,  4  noasles,  1 
hose  wag.;  hose,  cot,  rub.  lined,  gd.,  1,050  ft; 
val.  equip.,  $1,260;  val.  bldgs.,  $2,000;  exp.  dept, 
$50;  tot.  mem.,  6,  pd.  full  time. 

Water  Supply — 43rc.,  large  dstems. 

Places  with  a  population  of  1,000  or  more  hav- 
ing no  organised  lire  dept — Appleton  City,  Ash 
Grove,  Bloomfleld,  Bonneterre,  Bowling  Green,  Bredc- 
enridge,  Olarence,  Dexter,  Flat  Rivier,  Fredericktows. 
Granby,  Kennett,  Keytesville,  Mountain  Grove,  Nor- 
bome,  Pattonsburg,  St  Genevieve,  Salem,  Salis- 
buiy,  Seneca,   Wellston. 

Places  with  a  population  of  1,000  or  more  not 
reported — Carl  Junction,  Ferguson,  Grenvill^  La 
Plata,  Linneua,  Oronogo,  Troy,  Versadlles. 
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ANACONDA,  p.  10,184;  f.  area,  24  sq.  blodts; 
mere,  bldgs.,  bk.,  stn.  ft  wd.,  2  to  6  stor.;  priv.,  bk. 
Jfc  wd-,  1  to  4  stor.;  wd.  rfs.  not  perm.;  fwks.  ft 
ooini>t.  ord.;  causes  of  f.  inv.  F.  dept — 1  etr.,  1 
auto.  comb,  c  h.  ft  h.  ft  I.  trk.,  2  e  hand  ex.,  1 
h.  *  1-  trk.,  1  hoee  wag.,  4  hose  oar.,  2  hrs.;  hose. 
cot-,  rub,  lined,  gd..  3^00  «t;  f  fti  Q«»«^«'li^i« 
bx.1  vaL  equip..  $25,000;  vaL  bldgs^  jy.??©; 
exp!    dept,   $20,000;   tot  mem.  96,  pd.  full  Ume 

6,   vol-    29.  ^  ,  *.       ^    X      » 

Wat«r  Supply— Src.,  strm.  ft  lake,  t^to  7  m. 
bus.  cent;  aya.,  grav.;  res.  No.  1.,  cap.  70,000,000 
mla.:  No.  2..  cap.  8,260,000  gals.;  mains,  kal.,  27 
S.,  4  to  14  in.  dia.;  64  hyd.;  275  v.;  2,356  swv.; 
pJl^,  iron;  pres.,  dom.  80  lbs.,  f.  80  to  107  lbs.; 
cons!    day,  8,000,000  gals.;  wks.  owned  by  Oo. 

BEAR  CREEK,  p.  802.  P.  dept—l  hoee  cart, 
eoo    ft-    hose;  f.  aL,  bell;  tot  mem.,  26  yoL 

V^ater  Supply — Src.,  mountain  strm.,  S^  vcl  bus. 
cent.:  «y8.,  «rzv,;  res.  cap.,  10,000  gala.;  mains, 
Z^  4  m.,  4  to  6  in.  dia,;  8  hyd.;  pres.,  dom.  ft 
f_^  ilO  lbs.;  wks.  owned  by  priv.  Co. 
"  BELORADE,  p.  681.  F.  dept—l  b.  ft  L  trk., 
lOO  ft-   bose;  f.  aL,  bell;  tot  mem.,  28  v<rt. 

VVater  Supply— €lrc.,  mountain  strm.,  7  m.  bus. 
^•**nt  ;  i^ys-.  ffrav.;  res.  cap.,  240,000  gala.;  mains, 
?  m  8  to  10  in.  dia.;  18  hvd.;  38  v.;  2  met; 
TOO  serv.;  cons,  day,  60,000  gals.;  pres..  dom.  ft  f., 
^5  n>s-;  cost,  $50,000;  cost  mtce.,  $126;  wks, 
owned    by  Priv.  Oo. 

BELT,  p.   1,168.     F.   dept — 2  hose  car.;  hoee, 
-  ,  600  ft;  tot  mem.,  28  vot 


Water  Supply — Sys.,  pump  to  res.;  res.  cap.,  10,- 

000  gals.;  10  l^d. 

BIG   TIMBER,   p.    1,022.     F.  dept — 1    c.   eng., 

1  h.  ft  1.  trk.,  2  hose  carts;  hose,  1,200  ft;  f.  u., 
bell;  tot  mem.,  38  voL 

Water  Supply — Src,  riv.:  res.  cap.,  600,000  gals.; 
maina,  12  m.,  4  to  8  in.  dia.;  26  hyd.;  pres.,  dom. 
26  lbs.,  f.  100  lbs. 

BILLINQS,  p.  10,031;  f.  area,  85  blocks;  mere, 
bldgs.,  «tn.  (ft  bk.,  1  to  7  etor.;  priv.,  stn..  bk.  ft 
wd.,  1  to  3  stor.;  wd.  rfs.  not  perm.  In  x.  area; 
fwks.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept. — 
1  auto.  comb,  c  ft  h.  wag.,  1  auto,  str.,  1  h.  ft  1. 
trk.,  8  c.  hand  ex.,  1  hose  wag.,  1  hose  cart.  6  hrs.; 
hose,  cot.,  rub.  lined,  gd.,  4.600  ft;  rub.,  gd., 
500  ft;  inf.,  600  ft;  tot  hose,  5,500  ft;  f.  al., 
Gamewell,  12  bx.;  val.  equip.,  $18,000;  val.  bldgs., 
$35,000;  tot  mem.,  36,  pd.  full  time  12,  voL  24; 
undrs.  rating,  third  cteas. 

Water  Supply — Src.,  riv.,  1%  m.  bus.  cent;  m, 
pump  dir.;  4  pump,  eng.,  cap.  day  6,600,000  gals.; 
mains,  c.  L  ft  wd.,  28  m.,  0  to  10  in.  dia.;  181 
hyd.;  180  v.;  met,  160;  1,800  aerv.;  pipe,  galv. 
i.;  prea.,  dom.  60  lbs.,  f.  110  lbs.;  cons,  day,  8,- 
000.000  gals.;  wks.  owned  by  Oo. 

BOULDER,  p.  022:  mere,  bldgs..  bk.,  2  stor.; 
priv.,  wd.,  1  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 2  c.  ex.,  1  hand 
eng.,  1  hose  wag.,  1  hose  car.,  rub.  buckets,  hooks, 

Eoies;  hose,  cot,  rub.  lined,  gd..  1,000  ft;  f.  aL, 
ell;   val.   equip.,    $1,800;   vaL   bldgs..    $800;   tot 
mem.,   26  vol.;  undrs.  rating,  thira  dass. 
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Water  Supply — Src,  wella  A  eisterna. 

60ZEMAN,  p.  5,107;  f.  area,  0  a.;  mera  bldga., 
bk.  Si  wd.,  1  to  4  Btor.;  priv.,  bk.,  wd.  A  cem..  2 
•tor.;  wd.  rft.  not  perm,  in  f.  area;  combt.  ord.; 
causes  of  f.  iar,  F.  dept. — 1  auto.  comb.  c.  &  h. 
wag.,  1  str.,  1  h.  dE  1.  trk..  4  hand  ex.,  2  c.  hand 
ex.,  1  comb.  c.  ft  h.  wag.  (in  reserve),  1  hose  cart; 
hose,  cot,  rub.  lined,  gd.,  8.200  ft;  f.  al.,  Qamewell. 
20  bx.;  TaL  equip.,  $18,000;  val.  bldgs.,  |40,000; 
ezp.  dept,  $4,500;  tot.  mem.  64,  pd.  full  time  8, 
pd.  part  time  8,  vol.  48. 

Watar  Supply— -Src.,  mountain  strm.,  8%  m. 
bus.  cent:  ays.,  grav.;  res.  cap.,  1,250,000  gals.; 
mains,  c.  i.,  15  m.,  4  to  10  in.  dia.;  108  hyd.;  60 
T.;  met,  2;  1,016  serv.;  pres.,  dom.  40  lbs.,  f. 
100  lbs.;  cost  mtcew,  $2,000;  wks.  owned  by  city. 

SR^DQER,  p.  614.  F.  dept — 2  hand  hose  carts, 
1,100  ft  hose;  f.  al.,  bell:  tot  mem.,   10  voL 

Water  Suppfy — Src,  wells;  sya.,  gav.;  res.  cap., 
500,000  gals.;  mains,  4  in.  dia.;  7  hyd.;  pres.,  f. 
126  lbs. 

BUTTE,  p.  80,166;  f.  area,  6  sq.  m.;  mere, 
bldgs.,  bk.,  2  to  8  stor.;  priv.,  wd.,  1  to  8  stor.; 
wd.  rfs.  not  penn«  in  f.  area;  fwks.  Jl  combt  ord.: 
causes  of  f.  in  v.  F.  dept — 1  c.  eng.,  10  c.  hand 
ex.,  2  h.  ft  1.  trk.,  1  aer.  trk.,  2  comb.  c.  ft  b. 
wag.,  4  hose  wag.,  1  hose  car.,  1  auto,  squad  wag., 
1   auto.   aer.   trk.,    17   hrs.;   hose,   cot,  rub.   lined, 

fd.,  11,400  ft;  f.  al.,  Oamewell,  09  bx.;  vaL  equip., 
68,827;  Tal.   bldgs.,   $110,000;   exp.   dept,    $48,- 
661;  tot  mem.  62,  pd.  full  time. 

water  Supply^— Src,  mountain  strm.,  8  to  80  m. 
bus.  cent;  sys.,  grav.  ft  pump  to  res.;  res.  cap., 
628,000,000  gals.;  4  pump,  eng.,  dass  elec.  ft 
stm.,  cap.  day  12,000,000  gals.;  mains,  redwood, 
kalamein,  146V&  m.,  4  to  26  in.  dia.;  646  hyd.; 
met,  674;  0,441  serv.;  662  ▼.;  pipe,  lead  ft  iron; 
pres.,  dom.  60  lbs.,  f.  160  lbs.;  cons,  day,  0,000,- 

000  gals.;  wks.  owned  by  Go. 

CASTLE,  p.  882;  f.  area,  40  a.;  nterc.  bldgs., 
wd.  ft  stn.,  1  ft  2  stor.;  priv.,  wd.,  2  stor;  wd. 
rfs.  perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept. — 2  hooks,  4  ladders,  60  buckets:  f.  al., 
bell;  vaL  equip.,  $250;  tot  mem.,  26  voL;  town 
almost  deserted. 

No    waterwks.    ays. 

COLUMBIA  FALLS,  i>.  «01.  F.  dept— 1  hose 
cart,  800  ft  hose;  vol. 

Water  Supply — Src.,  wells;  ^ys.,  grav.;  maina,  6 
in.  dia.;  4  hyd.;  pres.,  -40  lbs. 

COLUMBUS,  p.  700;  f.  area,  20  a.     P.  dept— 

1  h.  ft  1.  trk..  1  c.  hand  ex.,  1  hose  cart,  760  ft 
hose;  val.  equip.,  $1,700;  val.  bldgs.,  $27,600;  exp. 
dept,  $50;  tot.  mem.,  40  vol. 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  sys., 
dir.  pres.;  1  pump,  eng.,  cap.  day  2,600  gala.;  pres., 
dom.  40  lbs.,  f.  40  lbs.;  wks.  owned  by  priv.  Co. 

CONRAD,  p.  1,100;  f.  area,  820  a.     F.  dept-— 

2  hose  carts,  1  n.  ft  1.  trk.,  1,600  ft.  hone;  vaL 
equip.,  $2,800;  val.  bldgs.,  $200;  tot.  mem.,  pd. 
part  time,  28;  undrs.  rating,  first  class. 

Water  Supply — Src.  spr.  ft  creek,  1  m.  bus. 
cent;  aya.,  grav.;  26  hyd.;  pres.,  dom.  90  lbs.,  f. 
60  lbs.;  cost,  $95,000;  wks.  ovrned  by  private  Go. 

DEER  LODGE,  p.  2,670;  f.  area,  320  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  2  to  4  stor.;  priv.,  wd.,  1% 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  str.,  1  hand  eng.,  1 
h.  ft  I.  trk.,  8  hose  car.;  hose,  cot,  rub.  lined,  gd., 
1,800  ft;  rub.,  gd.,  800  ft;  tot  hose,  1,600  ft; 
f.  al.,  bell;  val.  equip.,  $1,600;  val.  bldgs.,  $700; 
exp.  dept,  $200;  tot  mem.  21,  pd.  part  time  1, 
vol.   20. 

Water  Supply — Src,  spr.,  4  m.  bus.  cent;  sys., 
gnav.;  res.  cap.,  500,000  gals.;  loc.  1%  m.  city; 
mains,  kalamein  ft  wd.,  11  m.,  8  to  12  in.  dia.; 
82  hyd.;  520  serv.;  pres.,  dom.  ft  f.  75  to  90  lbs.; 
cost  mtoe.,  $8,<500;  wks.  owned  by  priv.  Co. 

DILLON,  p.  1,885;  f.  area,  850  a.:  mere  bldgs., 
bk.,  stn.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.,  stn.  ft  wd., 
1  ft  2  stor. ;  wd.  rfs.  not  perm,  in  f .  area.  F.  dept. 
— 1  c  eng.,  1  h.  ft  1.  trk.,  2  hose  carts,  1,900  ft 
hose;  f.  d.,  bell  ft  Oamewell,  1  bx.;  val.  equip., 
$8,000;   exp.   dept.,   $250;  tot   mem.,   35   vol. 

Water  Supply — Src,  strm..  8  m.  bus.  cent;  sya*. 
grav.;  res.  cap.,  500,000  gals.,  loc.  8  m.  town; 
mains,  wd.,  16  m.,  4  to  10  in.  dia.;  87  hyd.;  26  v.; 
met.,  12;  866  aerv.;  pipe,  wd.  ft  iron;  pres.,  dom. 
106  lbs.,  f.  105  lbs.;  cons,  day,  125,000  gals.; 
cost  $100,000;  cost  mtcc,  $1,750;  wks.  owned 
by  city. 


eUREKA,  p.   1,000;  f.  area,  600  a.     F.  dept.— 

1  hose  cart;  hose,  cot,  rub.  lined,  gd.,  500  ft; 
f.  ai,  bell;  val.  equip.,  $600;  vaL  bldgs.*  f^OO; 
tot  mem.,  18  vol. 

Watar  Supply — Src,  well,  1  m.  bus.  ceat;  wn., 
0nav.;  1  pump,  eng.;  25  hyd.;  90  serv.;  pres.,  !. 
90   lbs.;    cost,   $18,000;    wks.   owned  by  dty. 

FORSYTH,  p.   1,»98.     F.  dept — ^1  h.  ft  L  trt., 

2  hose  carts,  1,000  ft  hose;  tot  mem.,  40  voL 
Water  Supply — Src,  riv.,   1   m.  bus.  cent;  sys., 

grav.;  stdp.  cap.,  800,000  gals.;  res.  cap.,  900,000 
gals.;  1  pump,  eng.,  cap.  day  1,080.000  gals.; 
mains,  6^  m.,  4  to  8  in.  dia.;  87  hyd.;  86  v.; 
5  met;  258  serv.;  pipe,  gal  v.  i.;  pres.,  dom.  *  f., 
56  lbs.;  cons,  day,  200,000  gals.;  cost,  $47,000; 
cost  mtcc,  $3,000;  wks.  owned  by  city. 

FT.  BENTON,  p.  1,004;  f.  area,  60  a.;  mere, 
bldgs.,  bk.  ft  wd..  1  ft  2  stor.;  priv.,  bk.  ft  vd.,  1 
ft  2  stor.:  wd.  rfs.  not  perm.;  combt  ord.;  cauMt 
of  f,  not  inv.  F.  dept — 1  fa.  ft  L  trk.,  2  hoae  c».; 
hose,  cot,  rub.  lined,  gd.,  1,000  ft;  f.  aL,  bcU  k 
wh.;  val.  equip.,  $600;  val.  bldgs.,  $2,000. 

Watar  Supply — Src,  riv.,  %  m.  bus.  cent; 
sya..  pump  dk.;  stdp.  cap.,  250,000  gaU.:  mat, 
stl.;  pump,  eng.,  class  dup.,  cap.  day.  1,000,000 
gaJs.;  mains,  c  i.,  12  m.,  4  to  6  in.  dia.;  88  hyd.; 
12  v.;  280  serv.;  pipe,  iron;  pres.,  dom.  40  IK. 
f.  85  lbs.;  cost  mtce.,  $2,600;  wks.  owned  bv  city. 

FT.  KEOGH,  p.  291;  f.  area,  800  a.;  mere  bldga.. 
wd.,  1  stor.;  priv.,  wd..  2  stor.;  wd.  rfs.  perm. 
in  f.  area;  fwka.  ft  oombt  ord.;  oauses  of  1  Ivr. 
F.  dept — 1  h.  ft  L  trk.,  2  hoae  car.;  hoae,  mb., 
gd.,   800  ft;   f.  aL,  bell;  tot  mem.,  100  vol 

Watar  Supply — Src,  riv.,  1  m.  bua.  cent;  S9«.. 
pump  to  rea.  ft  dir.:  rea.  cap.,  88,000  gala.;  pump, 
esg.,  cap.  day  600,000  gala.;  mains,  c  L,  2H  »-, 
4  to  6  in.  dia.;  10  hyd.;  6  v.;  60  aerv.;  prca.,  don. 
40  Iba.,  f.  160  Iba.;  oona.  day,  176.000  gala.;  eoft, 
$9,000;  cost  mtcc,  $4,000;  wks.  owned  by  U.  S. 
Government 

€ILASGOW,  p.  2,000;  f.  ares.  300  a.  F.  dept 
— 2  hand  hose  carts;  hose.  cot.  rub.  lined  gl, 
2,000  it;  f.  aL,  bell;  v«L  equip.,  $8,000;  vaL  bids*., 
$260;   voL 

Watar  Supply — Src,  wells;  1  m.  bus.  cent;  tft. 
pump  dir.;  2  pump,  eng.;  cap.  day,  1,000,000  fiJs; 
mains,  6  m.;  33  hyd.;  48  v.;  160  serv.;  pres^ 
dom.  ft  f.  80  lbs.;  wks.  owned  by  city. 

QLENDIVE,  p.  2.428;  f.  area,  S,800  a.;  mere, 
bldga.,  bk.  ft  wd..  1  to  8  stor.;  priv.,  bk.  ft  «^. 
1  ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  k 
combt  Old.;  causes  of  f,  inv.  F.  depc — I  c. 
hand  ex.,  1  h.  ft  1.  trk.;  3  hose  reels;  hose,  oou 
rub.  lined,  gd.,  3,000  ft.;  inf..  500  ft;  tot  hose, 
8,600  ft:  f.  aL,  wh.;  val.  equip..  $4,125;  ttL 
bldgs.,  $500;  pxp.  dept,  $300;  tot.  mem..  25. 
pd.  part  time  20,  vol.  6. 

Watar  Supply — Src,  riv.,  aituated  H  b.  boa 
cent;  ays.,  dir.;  res.  cap.,  800,000  gals.;  2  pmspL 
eng.,  cap.  day  2,620,000  gala.;  mains,  5  m.,  4  ta 
10  in.  dia.;  galv.  pipe,  hyd.,  40;  v.,  50;  met..  1«; 
serv.,  500;  pres.,  70  to  96  Hm.;  cons,  day,  250,000 
gals.;    cost,    $60,000;    cost   mtcc,    $800. 

QRANITE,  p.  200;  t  area,  10  a.;  mere  bMfa, 
wd.,  2  ator.;  priv.,  wd.,  1  stor.;  wd.  Hb.  perm.; 
fwks.  ft  oombt.  ord.:  cauaes  of  t  inr.  F.  dept— 1 
hose  wag.,  hooka,  laddera,  budgets,  1  hose  esr.; 
hose,  cot,  rub.  lined,  gd.,  800  ft;  f.  aL,  bell;  vtL 
equip.,  $600;  val.  bldgs.,  $100;  town  nearly  de 
serted. 

Water  Supply--erc.,  lakes;  wa.,  gnw.;  tk.  csm 
200,000  gala.;  maina,  wrt  L,  8  to  0  in.  dia.;  11 
hyd.;  pres.,  f.  160  Iba.;  coat,  $80,000;  wka.  owned 
by  Co. 

GREAT  FALLS,  p.  18.948;  f.  area.  1,800  ■.; 
mere  bldga.,  stn.,  bk.  ft  wd.,  1  to  S  stor.;  priv.. 


wd.,  2  stor.;  wd.  rfs.  not  perm.;  combt  onL;  ekvmm 
of  f.  inv.  F.  dept — 1  comb,  c  ft  h.  wag.,  1  aato. 
comb,  hose  wag.,  6  c  hand  ex.,  5  hose  wtf..  i 
hose  car.,  5  hrs.;  hose,  cot,  rub.  lined,  gd.,  5,80$ 
ft;  f.  al.,  Gamewell,  18  bx.;  vaL  equipu,  $10,000; 
val.  bldgs..  $10,000;  exp.  dept,  $14,609:  rot 
mem.  30,  pd.  full  time  10,  pd.  piart  time  80;  vdn. 
rating,  third  class. 

Water  Supply — Src,  riv.,  1  m.  bus.  cest;  afa. 
pump  dir.;  atdp.  cap.,  660,000  gals.;  dim.,  40  x  60; 
mat.,  atl.;  5  pump,  eng.,  clan  ccntrif.,  csp.  di7 
15,000,000  gala.;  maina,  c  L,  84%  m.,  6  to  U 
in.  dia.;  366  hyd.;  208  v.;  met,  138;  2.755  «rf.; 
pipe,  galv.  i    ft  lead;  prea.,  dom.  80  to  90  Ihs.,  t 
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116  Ibc;  COM.  diy,  1»O48,60O  gala.;  coat,  $460,- 
000;  coat  mtoe.,  $28,000;  wka.  owned  by  city. 

HAMILTON.   BaTalli  Oo.,  p.   2.240.     F.  dapt— 
8  hose  carta;  hoae,  1,860  ft;  f.  at,  telg. 
Watar  Supply — Strc,  creek,  7  m.  bua.  cent.;  ays., 

riv.f  res.   cap.,   7,000,000  gals.;  mains,  c   i.,  stl. 
wd..  16  H  m.;  4  to  10  In.  dla.;  02  fayd.;  pres., 
dom.  ft  f.  00  to  80  Iba.;  ^Iob.  owned  by  priv.  Co. 

HARLOMTON,  p.  1.200.  F.  dept— 1  c  eng.,  2 
hose  wag.:  f.  al.,  bell;  val.  equip.,  $1,200;  val. 
bldss..  $800;  tot.  mem.,  80  vol. 

Watar  Supply — 8rc.,  well,  1  m.  bua.  cent.;  aya., 
pump;  1  pump,  eng.;  16  byd.;  eoat,  $16,000;  wka. 
owned  by  city. 

HAVRE  p.  8,«24.  F.  dept. — 2  hose  carta.  1  h. 
k  1.  trk.,  c  hand  ex.;  hose,  coL,  rub.  lined,  gd., 
1,500  ft  inf.,  600  ft;  tot  hose,  2.000  ft;  vaL 
equip..  $2,600;  ezp.  dept.,  $400;  tot.  mem.,  25  voL 

Watar  Supply — Src.,  driven  wella,  %  m.  bua. 
cent;  sya.,  pump  to  atdp.  Ji  rea.;  atdp.  cap.,  520,- 

000  gak.;  dim.,  86  z  68;  mat  cone;  rea..  dim., 
15  z  76  in.  dia.;  nmt,  cone;  cap.,  600,000  gals.;  2 
pump,  eng.,  class  trip.,  cap.  day,  1,000,000  gala, 
each;  maina,  c.  L,  6  m.,  6  to  10  in.  dia.;  70  hyd.; 
62  ▼.;  met,  •40>;  507  aerv.;  pipe,  galv.  i.;  pres., 
doRU  ft  f.  90  lbs.;  cons,  day,  825,000  gala.; 
co0t,  $100,000;  rK»t  mtce.,  $6,000;  wks.  owned  by 
dty. 

HELENA,  p.  12,166;  f.  area,  400  a.;  mere  bldga., 
atn.  ft  bk.,  1  to  0  stor.;  priv.,  wd.,  atn.  ft  bk.,  1  to 

4  stor.;  wd.  rfs.  not  perm.;  combt  ord.;  causea  of 
f.  inv.  F.  dept — 1  atr.,  1  comb.  c.  ft  h.  wag.,  0 
e.  band  ei.,  2  h.  ft  1.  trk.,  1  aer.  trk.,  8  hose  was., 

1  hoae  reel,  10  hra.;  hoae.  cot,  rub.  lined,  gd., 
4,600  ft;  f.  al.,  Qamewell,  80  bz.;  vaL  equip., 
$20,060;  vaL  bldgs..  $81,000;  ezp.  dept,  $12,000; 
tot  mem.  11,  pd.  full  time  11;  pd.  part  time  4; 
undra.  rating,  flrat  claaa. 

Watar  Supply — fire,  riv.  ft  wella,  4  to  20  m. 
bua.  cent;  aya.,  grav.,  pump  to  rea.  ft  stdp.;  rea. 
cap.,  8,260,000  gala.;  2  pump,  eng.,  daaa  oomp., 
cap.  day  8,000,000  gala.;  mains,  kalamein  ft  c.  L, 

05  m.,  4  to  16  in.  dia.;  288  hyd.;  802  v.;  met, 
216;  8,076  aerv.;  880  v.;  pipe,  galv.  L  ft  lead; 
pres.,  dom.  80  Iba.,  f.  140  Iba.;  cona.  day,  4,600,- 
000    gala.;  eoat,  $1,600,000;  wka.  owned  by  dty. 

JOLIET,  p.  889.  F.  dept — 2  hoae  carta,  600  ft 
hoae:  f.  al.,  bell;  tot  mem.,  20  voL 

Watar  Supply — Src.,  creek,  1  m.  bua.  eent; 
agra.,   grav.;  maina,  6  in.  dia.;  14  hyd. 

KALISPEL,  p.  6,640;  I.  area,  400  a.;  mere, 
bldffs.,  atn.,  bk.  ft  wd.,  2  ator.;  priv.,  wd.,  1  ft  2 
ator.;  wd.  rfa.  not  perm.;  fwka.  ft  combt  ord.; 
cauaea  uf  f.  Inv.  F.  dept — 1  c.  eng.,  1  lu  ft  1. 
trk.,  2  hoae  ear.:  hoae.  cot,  rub.  lined,  gd.,  1,760 
ft.,  2  hra.;  f.  al.,  bell;  val.  equip.,  $7,600;  val. 
bldKS->  $1*400;  ezp.  dept,  $7,600;  tot  mem.  41, 
pd.  full  time  8,  88  voL 

Watar  Supply — Sre,  riv.  ft  wella,  2  m.  bus.  cent; 
aya.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  180,000  gals.; 
dim.,  26  z  60;  mat,  iron;  0  pump,  eng.,  dasa 
comp.  dup.  centrif.  ft  turbine,  cap.  day  18,472,000 
irals. ;  maina,  kalamein,  wd.  ft  c  i.,  21.6  m.,  4  to 
IS  in.  dia.;  226  hyd.;  170  v.:  1J66  aerv.;  nipe, 
galv,  i.  ft  lead;  prea.,  dom.  40  Iba.,  f.  70  Iba.; 
cons,  day,  1,800,000  gals.;  cost,  $276,000;  coat 
mtce.,  $18,000;  wka.  owned  by  Co. 

4.EWIST0N,  p.  2,992;  f.  area,  160  a.;  mere, 
bldffs.,  atn.,  bk.  ft  cone.  1  to  5  ator.;  pnv.,  bk., 
stn.  A  wd.,  1  ft  2  stor.;  wd.  rfa.  not  perm.  In  f. 
area;  fwks.  ft  combt.  ord.;  causea  of  f.  inv.  F. 
dept. — 1  auto,  comb.,  c.  ft  h.  wag.;  6  c.  hand  ez., 
1  h-  ft  1.  trk.,  1  hoae  wag.,  2  hose  car.,  2  hrs.; 
hose,  cot.,  rub.  lined,  gd.,  3,600  ft;  f,  al..  Game- 
well.  7  bz.;  val.  equip.,  $14,692;  val.  bldga., 
SS.OOO;  ezp.  dept,  $6,222;  tot  mem.,  20,  4  pd. 
full    time,  16  vol.  . 

Watar  Supply — Sre,  spring  ft  creek,  6  m.  bua. 
cent.;  aya.,  grav.,  pump  to  res.  ft  dir.,  rea.  cap., 
350.000  gals,;  1  pump.  cap.  day,  93<,000  flrala.; 
vnAina,  c.  i.,  15.8  m.,  4  to  12  m.  dto.;  189  Jhyd.; 
190  ▼.;  1.010  serv.;  pres.,  dom.  92  lbs.,  J  9? 
iba.;  «>ns.  day,  750,000  gals.;  coat,  $260,000; 
^^ks.    owned  by  dty. 

4.1  BBY.  p.  1.600;  f.  area,  160  a.  F.  dept— - 
1  tol  A  L  tA.,  1  a  hand  ez..  2  hoae  carta.  1,000  ft 
hose;  taL  equip.,  $8,000;  val.  bldga.,  $800;  exp. 
dei>t.»   $60;  tot  mem.,  46  vol. 

Vvitar  Supply— Src.,  atrm.,  1  m.  bua.  cent :  ty,, 
--aV.;  maina,  1  m.;  16  hyd.,  prea.,  dom.  80  Iba.,  f. 
f^fo   !!».;  coat  $76,000;  wka.  owned  by  priv.  Co. 


LIVINGSTON,  p.  6,869:  f.  area,  6  aq.  blocka; 
mere,  bldga.,  atn.  ft  bk..  1  to  4  ator.;  orlv.,  atn., 
bk.  ft  wd..  m  ator.;  wo.  rfs.  not  perm,  in  f.  area; 
fwka.  ft  combt  ord.;  cauaea  of  f.  inv.  F.  dept— 1 
h.  ft  1.  trk.,  8  c.  hand  ex.,  1  hoae  wag..  8  hoae  ear., 
2  hra.;  hoae,  cot,  nib.  lined,  gd.,  4,000  ft;  inf., 
200  ft;  tot  hoae,  4,200  ft;  f.  aL.  bell;  vaL  equip., 
$6,000;  vaL  bldga..  '$26,000;  ezp.  dept,  $8,600; 
tot  mem.  86,  8  pd.  full  time.  pd.  part  tima  4, 
88  voL 

Watar  Supply — Src,  riv.,  H  m.  bua.  cent;  qra., 
pump  to  rea.;  rea.  cap.,  800,000  gala.;  4  pump, 
eng.,  daaa  elac.  ft  atm.,  cap.  dsy  6,600,000  gala.; 
maina,  e.  L,  14  m.,  4  to  12  in.  dia.;  Ill  hydT;  62 
v.;  met,  86;  1,286  aerv.;  pipe,  galv.  L;  mu,, 
dom.  80  Iba..  f.  110  Iba.;  cona.  day,  1,600.000 
gala.;  coat  #86.000;  coat  mtce.,  $6,000;  wka. 
owned  by  i>o. 

MANHATTAN,    F.  dept  not  reported. 

Watar  Supply — Src.,  apr.,  8H  m.  bua.  cent; 
aya.,  grav.  ft  pump  to  rea.;  rea.  cap.,  '200,000  gala.; 
dim.,  62  x  62;  mat,  cone.;  2  pump,  eng.,  daaa 
centrif.,  cap.  min.  760  gala.;  maina,  wd.,  6.7  m., 
6  to  10  in.  dia.;  26  hyd.;  2  v.:  80  aerv.:  pipe, 
galv.  L:  prea.,  dom.  26  to  80  loa.,  f.  100  iba.; 
coat  $80,000;  eoat  mtce.,  $400;  wka.  owned  by 
dty. 

MARYSVILLE,  p.  700.     F.  dept— Not  reported. 

Watar  Supply--^e.,  mountain  apr.;  aya.,  pump 
to  rea.;  maina,  4  is.  dJa.;  hyd. 

Mll.ES  CITY,  p.  4,697;  f.  area,  12  a.;  mere, 
bldgs..  bk.  ft  wd.,  2  ator.;  priv.,  wd.,  1  ft  2  ator.: 
wd.  rfa.  not  pema.;  fwka.  ft  combt  ord.;  cauaea  of 
f.  inv.  F.  dept. — 8  c  hand  ex.,  2  hoae  car.;  S 
hrs.;  hoae.  cot.  rub.  lined,  gd..  2,200  ft.  n^.  gd., 
400  ft;  tot.  hose,  2.i)00  ft;  f.  al..  dec.  ft  wh., 
16  bx.;  vfJ.  equip.,  $8,991;  exp.  dept,  $4,497; 
tot  mem.,  SO.  pd.  full  time  2,  vol.  28;  undrs. 
rating,  third  class. 

Watar  Supply — Sre,  riv.;  1  m.  bus.  cent;  aya., 
pvanp  dir.;  stdp.  cap.,  200,000  gals.;  2  pump, 
eng..  cap.  day.  4,000,000  gala.;  mains,  e  L.  17.2 
m..  4  to  14  in.  dia.;  106  nrd.;  116  v.;  680  met; 
780  serv.;  pres..  dom.  50  lbs.,  f.  126  Ib^.,  coim., 
day,  500,000  gala.;  ooat,  $180,000;  coat  mtce., 
$15,000;   wka.   owned   by   dty. 

MISSOULA,  p.  12,869;  f.  area,  8,080  a.;  marc 
bldga.,  bk.  ft  atn.,  1  to  6  ator.;  priv.,  bk.  ft  wd.,  2 
ator.;  wd.  rfa.  not  perm,  in  f.  area;  combt  ord.; 
cauaea  of  f.  inv.  F.  dept — 1  auto.  oomb.  c.  hoaa 
ft  ladder  trk.,  2  str.,  2  h.  ft  1.  trk.,  4  c.  hand  ex., 
1  comb,  e  ft  h.  ft  1.  trk.,  1  hose  wag..  4  hra.;  hose, 
cot.  rub.  lined,  gd.,  4.000  ft,  in  reserve  4,000  ft; 
f.  al.,  Gamewell,  17  bx.:  val.  equip,,  $80,800;  vat 
bldgs.,  $12,000;  exp.  dept,  $i4,000;  tot.  mem. 
89.  pd.  full  time  9,  vol.  80. 

Watar  Supply — Src..  wella;  ^ya.,  pump  dir.;  rea. 
cap.,  1,000,000  gala.;  pump.  eng..  cap.  day  1,440,* 
000  gala.;  maina,  wrt  i.,  4%  m..  4  to  S  in.  dia.; 
147  met.:  118  hyd.;  2,978  aerv.;  pipe,  iron;  prea., 
dom.  40  Iba.,  f.  90  to  106  Iba.;  oona.  day,  6,968,- 

000  gala.;  coat,  $18,000;  wka.  owned  by  dty. 
NEIHART,  p.  268;  f.  area,  1,000  a.;  mere,  bldga., 

wd.,  1  ft  2  ator.;  priv.,  wd.,  1  ft  2  ator.;  wd.  rfa. 

Serm.;  fwka.  ft  combt.  oid.;  cauaea  of  f.  inv.  F. 
ept — 2  hoae  car.;  hoae,  rub.,  gd..  1,000  ft:  f.  al., 
bell;  vai.  equip.,  $1,600;  val.  bldga.,  $800;  ei^. 
dept,  $100;  tot  mem..  42  voL 

Water  Supply — Sre,  ereek;  aya.,  grav.;  rea.  oap.« 
8,000,000  gida.;  maina,  e.  i.,  2  m.,  12  in.  dia.;  26 
hyd.;  6  v.;  100  aerv.;  pipe,  galv.  L;  prea.,  f.  100 
to  146  Iba.:  ooat,  $46,000;  coat  mtce.,  $1,000; 
wka.  owned  by  Oo. 

PHKULUPSBURQ,  p.  I.IOO;  f.  area,  12  blocks; 
mere,  bldga.,  bk.  ft  wd.,  1  ft  2  ator.;  priv.,  wd^,  1 
ft  2  ator.;  wd.  rfa.  perm.;  fwks.  ft  conobt  ord.  F. 
dept — 1  c.  eng.,  1  h.  ft  I.  trk.,  5  hoae  carts;  hose, 
cot,  rub.  lined,  gd.,  1,800  ft.;  inf..  1,200  ft;  tot. 
hose.  8,000  ft;  f.  al..  bell;  val.  equip.,  $8,000; 
val.    bldgs.,    $500;    tot    mem.,    85    vol. 

Watar  Supply — Src.,  atrm..  6  m.  bua.  cent;  aya., 

E-av.;    rea.    cap.,    160,000    gala.,    loc.    1    m.    north 
ain  street;  maina,  kalamein  ft  wd.,  5^A  m.,  4  to 
6  in.   dia.;   26  hyd.;  pres.,  f.   152   lbs.;   cost,   $86, 
000;  ooat  mtce.,  $1,200;  wka.  owned  by  d^. 
iPOLSON.  p.    1,500;   f.   area,   80  a.      F.   dept — 

1  h.  ft  I.  trk.,  1  hose  wag.,  600  ft.  hose;  bell  al.; 
tot  mem.,  28  vol. 

Water  Supply — Src,  lake;  ays.,  dir.  pres.;  1 
pump,  eng.;  wk».  owned  by  priv.  Co. 

flED  LODGE,  p.  4.860;  mere,  bdga.,  bk.  ft  stn.: 
priv.,  wd.     F.  dept— 1   c.  eng.,  1  h.  ft  1.  trk.,  8 
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comb.  c.  hose  wag.;  hoie»  rub.,  gd.,  S,800  ft.;  f. 
ftL.  bell;  vol. 

Wator  Supply — Src,  atrm.;  aya.,  gray.;  mains, 
pres.,  dom.  110  Iba.;  f.  140  lbs. 

ROUNDUP,  p.  1,518:  f.  area,  160  a.  F.  dept. — 
2  hose  carts,  1  c.  eng.,  1,500  ft.  hooe;  f.  al., 
bell;  val.  equip.,  f2,500;  val.  bldgs.,  $400;  exp. 
dept,  1300;  tot.  mem.,  ^0  vol. 

Water  Supply— Sr&,  riv.;  aja.,  grav.  k  dir.  prea.; 
rea.  cap.,  110,000  gala.:  1  pump,  eng.,  cap.  day 
1,400,000  gals.;  mains,  8  in.  dia.;  17  hyd. 

SHERIDAN,  p.  800.  F.  dept— 1  hand  h.  ft  L 
trk.,  1  hand  e.  eng.,  1  hose  cart;  f.  aL,  bell;  tot 
mem.,  20  voL 

Wstar  Supply — Src,  mountain  apr.;  STS.,  grav.; 
rea.  cap.,  00,000  gala.;  maina,  8  to  0  in.  dia.; 
7  hyd.;  prea.,   40  loa. 

STEVENSVi4.L£.  p.  788.  F.  dept— 1  h.  ft  I 
trk.,  2  hoae  carts;  hose,  1,000  ft;  L  aL,  bell;  tot 
meuL,  26  voL 

Water  Supply — Src.,  creek,  rea.;  mains,  4  to  8 
in.  dia.;  26  hyd. 

THOMPSON,  p.  826.  F.  dept— 8  hose  carta, 
600  ft  hoae;  voL 

Water  Supply — Src..  mountain  atrm.;  ays.,  grav.; 
maina,  4  in.  dia.;  10  nyd.;  pres.,  60  lbs. 

VIRGINIA  CITY,  p.  487.  F.  dept— 2  e.  eng., 
6  c  lumd  ex.,  1  hose  reel,  -200  ft.  hose;  f.  al., 
bell;  vvlL  equip.,   |1,500;   tot.   mem..   28   vol. 

Water  Supply-— Src.,  spr.;  ^ys.,  grav.;  mains,  4 
in.  dia.;  14  hyd. 

WALKERVILLE,  p.  ^,401;  f.  area,  840  a.;  mere. 


r 


bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priT.,  vd.,  1  atsr.; 

wd.    rfa.    perm.;    combt    ard.     r.    dept — ^2   boae 

car.;  hose,  cot,  nib.  lined,  gd.,  2,000  ft;  L  iL, 

bell  ft  wh.;  vaL  e<niip.,  $2,000;  val.  bldga.,  |1,000; 

tot  mem.,  100  vol 

Water  Supply^— Src.,  ror..  9  m.  bua.  cent;  aya, 
v.:  res.   cap..  16,000,000  gala.;  maina,  4  to  • 

»..  dia.:  11  urd.;  1,000  serv.;  pres.,  dom.  41  Iba., 

f.  190  Ids.;  was.  owned  by  Co. 

(VMKNTCF^SH,  p.  1,479.  F.  dept. — 8  c  hand  ex., 
3  hoee  reels,  8,000  ft  cot.,  rub.  lined  hoae;  I.  al, 
bell;  exp.  dept,  $860;  tot.  mem.,  25,  pd.  part 
time   1.  vol.    24. 

Water  Supply — Src,  lake;  ija.,  grav.;  stdp.  op., 
50,000  gala.;  2  pump,  eng.,  cap.  day  <1.440.000 
gals.;  nmins,  4  m.,  4  to  8  in.  dia.;  26  hyd.;  40 
met;  400  serv.;  pres.,  dom.  68  lbs.,  f.  85  Hm.; 
cons,  (kiy,  144,000  gala.;  coat  $25,000;  OMt 
mtce.,  $4,000;  wks.  owned  by  city. 

WHITEHALL,  p.  417.  F.  dept— 1  hand  e.  eaf.; 
tot  mem.,  28  vol 

WHITE  SULPHUR  SPRINGS,  p.  417  F.  dept— 
2  c.  eng.,  2  hoae  carta;  hoae,  900  ft;  f.  aL,  bell; 
val.   equip.,   $1,800;   tot.   mem..   20   vol. 

Water  Supply — Src.,  creek,  5  m.  bos.  cent;  ifs., 
grav.;  mains,  iron,  7  m.,  4  to  10  in.  dia.;  21  hyd.; 
19  v.;  prea.,  dom.  80  Iba.;  f.  125  lbs.;  cost,  $30,- 
000;  cost  mtce.,  $500;  wks.  owned  by  dty. 

Places  with  a  population  of  1,000  or  mon  haviiv 
no  organised  fire  dept — Cinrad,  KendalL 

Placea  with  a  population  of  1,000  or  moie  act 
reported — f.liinook,  Gunderson,  8and  Coulee,  Sto^Ht 
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AINSWORTH,  p.  1,046;  mere,  bldgs.,  wd.,  1  ft 
2  ator.;  priv.,  wd.,  2  ator.;  wd.  rfa.  perm.;  fwka. 
ord.     F.  dept — ^Hoae,  1,000  ft;  18  vol 

Water  Supply — Src,  wella;  aya.,  pump  to  atdp. 
ft  dir.;  atdp.  cap.,  41,000  gala.;  pump,  eng.,  cap. 
day  482,000  gala.;  28  hyd.;  pipe,  12  m.,  4  to  8 
in.  dia.,  c.  i.;  96  tape;  serv.  pipe,  %,  in.,  wrt  i.; 
prea.,  dom.  60  Iba.,  f.  80  Iba.:  coat,  $88,000;  cost 
mtce.,  $600;  wka.  owned  by  city. 

ALBION,  p.  1,684;  f.  area,  480  a.;  mere,  bldga., 
bk.  ft  wd.,  2  ator.;  priv.,  wd.,  4  stor.;  wd.  rfa. 
perm.;  fwka.  ft  combt  ord.  F.  dept — 2  c.  hand 
ex.,  1  h.  ft  1.  trk.,  2  hose  car.;  hoae.  cot,  rub. 
lined,  gd.,  1,660  ft;  f.  aL,  bell:  val. .equip.,  $8,600; 
val.  bldga.,  $160;  exp.  dept.,  $400;  tot.  mem.,  88 
vol.;  undra.  rating,  flrat  daaa. 

Water  Supply — Src,  wella,  S  blocka  boa.  cent; 
aya.,  pump  to  atdp.  ft  dir.;  atdp.  cap.,  80,000  gala., 
mat  atL;  rea.  cap.,  80,000  gala.;  1  pump,  eng., 
daaa  trip.;  maina,  c  L,  6  m.;  84  hyd.;  12  v.; 
met,  120;  212  aerv.;  pipe,  galv.  L;  pres.,  dom. 
70  Iba.,  f.  100  Iba.;  cona.  day>  60,000  gala.;  coat, 
$20,000;   coat  mtce.,    $700;   wka.   owned  by  dty. 

ALEXANDRIA,  p.  «00;  f.  area,  8  blocks.  F. 
dept — 1  hoae  cart,  600  ft  hoae;  f.  al.,  bell;  vaL 
eqiuip..   $600;   voL 

Water  Supply— (3rc,  wella,  500  ft  bua.  cent; 
ays.,  grav.;  stdp.  cap.,  60,000  gals.;  2  pump, 
ens.,  cap.  day  874,400  gale.;  maina,  1  1-5  m.; 
4  hyd.;  pres.,  dom.  ft  f.,  40  Iba.;  cons,  day,  10,000 
gala.;  cost,  $17,000;  cost  mtce.,  $800;  wka.  owned 
by  priv.  Co. 

ALLIANCE,  p.  8,106;  f.  area,  840  a.;  mere 
bldga.,  bk.  ft  wd.,  1  to  8  ator.;  priv.,  bk.  ft  wd., 
1^  ator.;  fwka.  ft  combt  ord.;  cauaea  of  f.  inv. 
F.  dept — 6  c  hand  ex.,  1  b.  ft  1.  trk..  S  hose 
wag..  2  hoae  car.;  hoae,  rub.  lined,  gd.,  2,600 
ft;  inf.,  2,600  ft;  tot  hoae,  6,000  ft;  f.  al.,  wh. 
ft  bell;  vaL  equip.,  $4,000;  vaL  bldga.,  $8,000; 
tot  mem.,  76  voL 

Water  Supply — Src,  wella,  ^  m.  bua.  cent; 
aya.,  pump  to  atdp.;  atdp.  cap.,  98,200  gala.,  dim. 
12  X  100,  mat  stl.,  4  pump,  eng.,  cap.  day, 
1,000,000  gals.;  mains,  c  L,  11  m.,  4  to  10  in. 
dia.;  90  hyd.;  850  met;  680  serv.;  pipe,  galv.  L 
ft  lead;  prea.,  dom.  42  lbs.;  cona.  day,  100,000 
gals.:  cost,  $80,000;  coat  mtce.,  $1,600;  wks. 
owned  by   dty. 

ALMA,  p.  1,088;  f.  area,  840  a.  F.  dept. — 
8  hand  hose  carts;  hose,  cot,  rub.  lined,  gd.,  1,000 
ft;  f.  al.,  bell;  vaL  equip.,  $1,000;  vaL  bldgs., 
$850;  tot  mem.,  25  vol.;  undra.  rating,  first  dasa. 


Wktsr  Supply— Src,  well,  1  m.  bos.  cent;  aya. 
pump  dir.;  1  pump.  eng..  cap.  day,  880,000  gmk.; 
maina,  7  m.;  80  hyd.;  154  serv.;  prea..  dom.  k  f. 
69  Iba.:  coat  $14,000;  cost  mtce,  $200;  wi& 
owned   by    dty. 

ANSELMO.  p.  400:  f.  area,  20  a.  F.  dept— 
1  hoae  oart,  kddexs,  etc;  hose,  cot,  mb.  lined,  fd., 
800  ft;  f.  al.,  bell;  exp.  dept,  $50;  tot  mem.,  U 
voL 

Water  Supply— Src,  wells,  H  block  bi».  cent 
ays.,  dir.  pres.;   stdp.  cap.,   18,000  gala.;  2  pnoip 
erg.,  cap.  day  40,000  gala.;  mains    1  m.;  12  Lyd.. 
8   v.;    60    aerv.;    pres..   dom.    ft   f.,    60   Iba.;   cost, 
$7,400;  wks.  owned  by  dty. 

,^,  ASHLAND,  p.  1,879;  f.  area,  1,280  a.;  mere, 
bldga.,  bk.  ft  wd.,  8  ator.;  priv..  wd.,  1  ft  2  ator.; 
wd.  rfa.  perm.;  fwka.  ft  combt  ord.  F.  dept— 12 
c  hand  ex.,  1  h.  ft  L  trk.,  8  hose  car.;  hose,  eot. 

$2,000;  tot  mem.,  80  voL:  undra.  ratii«.  tovstk 
daaa. 

Water  Supply — Src,  wells;  sys.,  pimq>  to  rea; 
res.  cap.,  86,000  gals.;  S  pomp,  eng.,  cap.  daf 
860,000  gala.;  maina,  4H  m.,  4  to  8  in.  d&.;  27 
hyd.;  16  v.;  200  aerv.;  pipe,  lead  ft  iron;  prea. 
dom.  66  Iba.,  f.  100  lbs.;  cona  dsy,  54.000  sala.: 
coat.  $20,000;  coat  mtce.,  $1,600;  wka.  owned  bj 
dty. 

ASHTON,  p.  404;  bldga.,  mostly  bk.,  1  stor.;  ao 
f.  dept. 

Water  Supply — Src,  wdls;  4  public  dsteriH. 

ATKINWJN,  p.  810;  f.  sres,  80  a.;  mat.  bM^. 
stn.  ft  wd.,  2  stor.;  priv.,  wd.,  1^  atsr.;  wd. 
rfa.  perm.;  fwks.  ft  combt  ord.;  causes  of  L  tot. 
F.  dept — 1  c  eng.,  1  comb,  c  ft  h.  wsg..  Ik* 

\\?7''  i  •!**•  <*^-J  '*<*^»  <»L,  Tob.  lined,  fd, 
600  ft;  f.  aL,  bell;  val.  equip.,  $1,600;  vaL  bUga, 
$800;   tot   mem.,   80  voL 

Water  Supply — Src,  wells;  sys.,  pasop  to  stdp: 
stdp.  cap.,  88,000  gaJa.;  1  pump.  ow..  cap.  day 
500,000  gala.;  maina,  8Hm.,  4to8in.dia.;20 
hyd.;  5  v.;  40  aerv.;  prea.,  f.  100  Iba.;  cona  day. 
40,000  gala;  coat  $10,000;  cost  mtce.,  $500: 
wks.  owned  by  village. 

AUBURN,  p.  8,729;  f.  area,  T  bloda;  mat. 
bldga.,  bk.,  atn.  ft  wd.,  2  ator.;  wd.  rfa.  no4  pcrsL 
in  f.  area;  fwka.  ft  combt  ord.;  cauacs  of  1  isr. 
F.  dept. — 2  hose  carta,  laddwa,  etc;  boae^  eot« 
rub.  lined,  gd..  1,600  ft;  int.,  100  ft;  tot  boae. 
1,600  ft;  vaL  bldga.,  $500;  tot  mem.,  60  vbL 

Water   Supply — Src,   weUa,    %    m.    boa   ceat: 
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tyt,,  pump  to  stdp.;  itdp.  eap.»  150,000  nl&,  dim. 
16  z  100  ft,  mmt.  ttl.;  2  pump,  eng.,  daas  dup., 
cap.  day,  140,000  g«]0.;  main*,  11  m.,  4  to  10 
in.  dia.;  84  hyd.;  78  v.;  pres.,  dom.  100  Uw.,  f. 
120  Ib«.;  coat,  $58,000;  cost  mtce.,  $4,500;  wks. 
owned  by   city. 

AURORA,  p.  2,680;  mere  bldgt.,  wd.  k  bk.,  8 
k  8  stor.;  priv.,  wd.,  1  4c  8  ator.;  wd.  rts.  not 
perm.;  fwka.  k  oombt.  ord.  F.  dept — 1  h.  Il  L 
trk.,  2  hoae  oar.;  hoae,  double  JacKet,  1,400  ft; 
inf.,  800  ft;  tot  hoae,  1,700  It;  f.  aL,  wb.  4fc 
telp.;  val.  equip.,  $1,800;  tot  mem.,  15  vol. 

Watar  8upply---Src.,  wella.  2  blocka  bus.  cent; 
a^s.,  pump  to  rea.,  atdp.  k  dir.;  atdp.  cap.,  60,000 
gala.,  dim.  10  z  105,  mat  atl.;  rea.  cap.,  00,000 
ffala.,  loc  80  ft  atation;  4  pump,  enff.,  daas  oomp. 
k  dup.,  cap.  day  624,000  f^ua.;  malna,  c  k  wrt  1., 
5  m.,  4  to  10  in.  dia.;  89  hyd.;  10  t.;  met.,  46; 
450  aerr.;  pipe,  wrt  L;  prea.,  dom.  28  to  45  Iba., 
f.  80  to  100  iba.;  cona.  day,  50,000  gala.;  coat, 
$88,000;  wka.  owned  by  city. 

AXTCLL,  p.  400;  f.  area,  80  a.  F.  dept — 1  fas 
eng.,  1  h.  ft  L  trk.,  1  hoae  cart,  ladders,  etc.;  hose, 
cot,  nib.  lined,  gdL,  1,000  ft.;  f.  al.,  beU;  vaL 
equip.,  $2,600;  val.  bldgs.,  $1,000;  ezp.  dept, 
$100;  tot  mem.,  82  voL 

Water  Supply — Sic,  dstems,  1  m.  bus.  cent; 
sya.,  pump  dir.;  1  pump,  eng.,  cap.  day,  6,000 
giBla.;  pres.,  f.  125  Iba.;  cost,  $1,000;  ooat  mtoe., 
$250;   wka.   owned  by  city. 

BANCROFT,  p.  742,  P.  dept— 1  h.  &  1.  tok., 
2  hose  carts;  hose,  1,000  ft;  f.  aL,  bell  ft  telp.; 
tot  mem.,  28  voL  .  ^«. 

Watar  Supply— Src,  wdls;  stdp.  cap.,  45,000 
gals.;  1  pump,  eng.,  daas  trip.,  cap.  day  100,000 
gala.:  maina,  IH  m.,  4  to  8  in.  dia.;  14  hyd.; 
presL.  dom.  85  to  65  lbs.,  f.  65  to  110  lbs. 

BATTLE  CREEK,  p.  607;  f.  area,  70  a.;  mere, 
bldga.,  wd.  ft  bk.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  8 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
Old.;  causes  of  1  inv.  P.  dept. — 1  c  eng.,  1 
h.  ft  1.  trk.;  hose,  cot,  rub.  lined,  gd.,  900  ft; 
f.  aL,  wh.;  val.  equip.,  $2,000;  val.  bldga.,  $2,000; 
ezp.   dept,  $25;  tot  mem.,  SO  vol. 

Watar  Supply— Src,  4  wella,  in  bua.  cent;  sya., 
«omp  air;  res.  cap.,  18,000  gala.;  1  pump,  en^^., 
claaa  trip.,  cap.  day  280,400  gala.;  maina.  c.  i., 
2H  no..  4  to  6  in.  dia.;  17  hyd.;  7  v.;  met,  12; 
pres.,  dom.  60  lbs.,  f.  100  lbs.;  coat,  $11,000;  wks. 
owned  by  city. 

BEATRICE,  p.  9,856;  L  area,  8,500  a.;  mere. 
hldga,,  bk.,  8  ft  4  stor.;  priv.,  bk.  ft  wd.,  8  ft  8 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  t  inv.  F.  dent — 1  h.  ft  1.  trk.,  4 
hose  carta,  1  hose  wag..  8  nrs.;  hose,  cot,  nib. 
lined,  gd.,  5,000  ft;  f.  aL,  wh.  ft  telp.;  vaL  equip., 
$12,000;  TSL  bldga.,  $18,000;  ezp.  dept,  $5,000; 
tot.  mem.,  150,  pd.  full  time  4,  vol.  146. 

fWVatar  Supply— Src.,  well,  2  m.  bua.  cent;  sya., 
pump  dir.;  res.  cap.,  .1,000,000  gala.;  8  pump, 
eng.,  cap.  day  2,750,000  gals.;  maina,  c.  i.,  21  m., 
2  to  16  in.  dia.;  140  hyd.;  100  v.;  1,300  met; 
1,350  senr.;  pipe,  galv.  L;  pres.,  dom.  55  lbs., 
f.  120  lbs.;  cons,  day,  1,000,000  gala.;  cost, 
9160,000;  cost  mtce.,  $80,000;  wka.  owned  by  city. 

BEIAVCR  CITY,  p.  1,000;  f.  area,  1«0  a.  F. 
dept. — 2  hose  carts,  1  h.  ft  L  trk.;  hoae,  cot, 
rub.  lined,  gd.,  1,000  ft;  f.  aL,  bell;  vaL  eguip., 
$3,600;  vaL  bldga.,  $800;  ezp.  dept.,  $50;  tot 
menn.,    21    vol. 

'Water  Supply — Src.,  wells,  1  m.  bus.  cent;  sya., 
dir.  pres.;  2  pump,  eng.,  cap.  day,  57,600  gals.; 
mains,  S^^  m.;  26  hyd.;  200  serv.;  pres.,  dom.  80 
to  125  lbs.,  f.  125  lbs.;  cost,  $80,000;  cost  mtce., 
#S,000;  wks.  owned  by  dty. 

BEiL.QRAOE,  p.  450;  f.  area,  80  a.  F.  dept — 
2  faoae  dsits;  hose,  oot,  rub.  lined,  gd.,  1,000  ft; 
f.  al.,  bell;  vaL  equip.,  $1,200;  exp.  dept,  $50; 
tot.    mem.,  25  vol. 

(Watar  Supply — Src.,  6  wells,  8  blocks  bus.  cent; 
sya.,  pump  to  atdp.;  1  pump,  eng.,  cap.  day 
2*30,400  gals.;  maina,  c.  L,  4  m.;  IS  hyd.;  4  v.; 
lOO  met;  100  aerv.;  pres.,  dom.  ft  f.,  75  lbs.; 
cost,    $14,000;  wks.  owned  by  city. 

BENNETT,  p.  457.     F.  dept — 1  c.  eng.,  6  lad- 
ders;  VOL 

BENSON,  p.  8,170;  f.  area,  1.000  a.;  mere. 
bldiga.,  bk.  ft  wd..  1  to  2  ator.;  priv.,  moatly  wd., 
1  to  2  ator.;  iron  rfa.  in  f.  area;  fwka.  ft  combt 
ord.  P-  dept — 1  comb.  c.  ft  hose  wag.,  6  a  hand 
.     1    h.  ft  L  trk.,  1  hose  wag.,  2  hose  reels,  2 


fars.;  hose,  cot,  lub.  lined,  gd.,  1,800  ft;  rub., 
gd.,  800  ft;  inf.,  260  ft;  tot.  hose,  2,350  ft; 
f.  al.,  bell  ft  automatic;  val.  equip.,  $1,000;  val. 
bldga.,  $800;  exp.  dept.,  $1,500;  tot  mem.,  28, 
pd.  full  time  1,  pd.  part  time  2,  25  toU. 

W&tar  Supply--Src,  8  wella,  2  blocka  bus.  cent; 
ays.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  66,000  gals.; 
dim.,  10  X  100;  mat,  stl.;  res.  cap.,  85,000  gale.; 
8  pump,  eng.,  dass  elec,  cap.  600  gals,  min.; 
mains,  e.  L  ,50,000  ft,  4  to  8  in.  dia.;  50  hyd.; 
25  v.;  met.,  500;  pipe,  galv.  L;  pres.,  dom.  40 
lbs.,  1  100  to  800  Ids.;  cost,  $58,000;  wks.  owned 
by  dty. 

BERTRAND,  p.  648;  t  area,  840  a.;  mere, 
bldga.,  bk.  ft  wd.,  1  ft  8  ator.;  wd.  rfa.  not  perm,  in 
f.  area;  no  fwks.  ft  combt  ord.;  causes  of  1  inv. 
F.  dept — 8  hose  carts,  8  hrs.;  hoae,  cot,  rub.  lined, 

fd.,  1,800  ft:  f.  aL,  elec,  bell  ft  tdp.;  val.  equip., 
1,700;  vaL  bldga.,  $1,800;  ezp.  dept,  $278;  tot 
mem.,   82  voL 

Watar  Supply — 6rc.,  2  wella,  4  blocka  bus.  cent; 
ST*.,  pump  to  tk.;  tk.  cap.,  50,000  gals.;  2  pump, 
eng.,  cap.  day  200,000  gals.;  maina,  2  m.,  4  to  8 
in.  dia.;  18  hyd.;  10  v.;  21  met;  pres.,  dom. 
40  Iba.,  f.  60  lbs.;  cons,  day,  15,000  gals.; 
cost,  $80,000;  cost  mtoe.,  $2,100;  wka.  owned  by 
town. 

BLAIR,  p.  2,584;  f.  area,  240  a.;  mere,  bldga., 
stn.,  bk.  ft  wd.,  1  to  8  ator.;  priv.,  bk.  ft  wd.,  1 
ft  2  ator.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord. 
F.  dept. — 1  h.  ft  1.  trie.,  1  c.  eng.,  4  hose  car.; 
hose,  cot,  <rub.  lined,  gd.,  2,000  u.;  f.  al.,  telp.; 
val.  equip.,  $4,000;  val.  bldgs.,  $2,000;  ezp.  dept, 
$500;  tot.  mem.,  60  vol.;  undia.  rating,  flist  class. 

Watar  Supply-— Src.,  wells;  sys.,  pump  to  res.; 
res.  cap.,  4,000,000  gala;  2  pump,  eng.,  cap.  day 
2.800,000  gala.;  maina,  c.  L,  4  m.,  6  to  8  in. 
dia.;  48  hyd.;  9  v.;  met,  825;  881  aerv.;  pipe, 
wrt  L;  prea.,  dom.  100  lbs.,  f.  100  lbs.;  cost, 
$20,000;  cost  mtce.,  $2,500;  wks.  ovmed  by  city. 

BLOOMFIELD,  p.  1,264.  F.  dept— 4  hose 
carts;  hose,  2,000  ft;  f.  al.,  bell  ft  telp.;  tot 
menL,  80  voL 

Watar   Supply — Src,   wells;    atdp.    cap.,    80,000 

?tls.;  8  pump,  enc.,  cap.  day  720.000  gals.;  mains. 
^   m.,  4  to  8  in.  dia.;  28  hyd.;  pres.,  dom.  60 
lbs.,  f.  90  lbs. 

BLUE  'HILL,  p.  761;  1  area,  260  a.;  mere 
bldgs.,  bk.,  1  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfa  not  perm,  in  f.  limits;  fwks.  ord.;  f.  inv.  F. 
dept — 1  h.  ft  L  trk.,  2  hose  car.;  hose,  rub.,  gd., 
1,200  ft;  val.  equip.,  $1,800;  val.  bldgs.,  $600; 
mem.,  25  vol.:  f.  aL,  bell. 

Water  Supply — Src,  2  wells:  ays.,  pump  to  rea.  ft 
to  atdp.;  atdp.  cap.,  98.000  gala;  pump,  eng.,  cap. 
day  75,000  gala.:  27  nyd.;  maina,  2  m.,  8  to  4 
in.  dia.;  12  v.;  75  met;  87  tape;  prea.,  48  Iba.; 
coat,  $16,500  coat  mtce,  $1,000;  wka.  owned  by 
city. 

BLUE  SPRINGS,  p.  712;  t  area,  160  a.;  mere 
bldga.,  wd.,  1  ft  2  ator.;  wd.  rfs.  perm.  No  oig. 
f.  dept — 1  hose  car.;  hoae,  cot,  rub.  lined,  go., 
450  ft 

Watar  Supply — Src,  well,  600  ft  bua.  cent; 
aya.,  pump  to  atdp.;  atdp.  cap.,  820,000  gala.,  dim. 
6  z  86;  1  pump,  eng.,  cap.  day  500.000  gala.; 
maina,  8,500  ft,  4  to  6  in.  dia.;  15  hyd.;  prea., 
dom.  85  Iba.,  f.  80  Iba;  coat,  $8,500;  cost  mtce., 
$600;  wks.  owned  by  dty. 

BROKEN  eOW,  p.  2,260;  f.  area,  744  a.;  mere 
bldgs.,  bk.,  cenL  ft  wd.,  1  ft  2  ator.;  priv.,  wd.,  1  ft 
2  stor.;  wd.  rfa.  perm,  in  f.  area;  fwks.  ord.; 
causes  of  f.  inv.  F.  dept — 1  comb,  c  ft  h.  wag., 
8  c  hand  ez.,  1  h.  ft  1.  trk.,  2  hose  oarts;  hoae, 
cot,  rub.  lined,  gd.,  1,200  ft;  rub.,  gd.,  800  ft; 
tot  hose,  1,600  ft;  f.  al.,  bell,  wh.  ft  telp.;  val. 
equip.,  $8,500;  val.  bldga.,  $15,000;  ezp.  dept, 
$200;  tot  mem.,  80  voL;  undra.  rating,  4H 
dass. 

Water  Supply — Src,  wella,  %  m.  bus.  cent; 
sys.,  pump  to  rea.  dir.;  rea.  cap.,  250,000  gala.;  1 
pump,  eng.,  cap.  day  250.000  gala.;  maina,  c  i.. 
4  m.,  2  to  10  in.  dia.;  62  hyd.;  met,  200;  442 
aerv.;  pipe,  galv.  L;  prea.,  dom.  ft  f.  60  lbs.;  cona. 
day,  75,000  gals.;  cost  $80,000;  cost  mtce,  $4,- 
500;  wks.  owned  by  dty. 

BRUNO,  p.  250;  f.  area,  20  a.  F.  dept — 1  c 
eng.,  hooka,  laddera,  buckets,  etc;  100  ft.  c.  hose; 
f.  al.,  bell;  val.  equip.,  $480;  val.  bldgs.,  $2,800; 
vol. 

No 
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CALLAWAY,  p.  1,000;  f.  afea,  200  ft.  V.  dept 
— 1  c.  eng.,  2  band  hose  carte,;  bote,  cot,  rub. 
lined,  gd.,  1,000  ft;  f.  al.,  bell;  val.  equip., 
$1,000;  val.  bldgB.,  $1,600;  exp.  d«pt,  $100;  tot. 
mem.,    28    vol. 

Water  Supply— Src,  wells,  1-16  m.  bus.  cent; 
ays.,  dir.  pres.;  atdp.  cap.,  14,000  gals.;  2  pump, 
eng. ;  mains,  2  m.;  16  byd.;  >16  v.;  00  met.; 
pree.,  dom.  60  lbs.,  f.  80  lbs.;  coet,  $8,000; 
cost  mtce.,   $1,000;   wks.  owned  by  city. 

CARROLL,  p.  400;  f.  area,  80  a.  F.  dept. — 
1  hose  cart  1  h.  i8E  1.  trk.,  axes,  rope,  paila,  etc.; 
hose.,  cot,  rub.  lined,  gd.,  700  ft;  f.  al.,  beU; 
▼al.  equip.,  $55'6;  val.  bldgs.,  $40;  tot  mem.,  24 
vol. 

Water  Supply — Src.,  well,  80  rdt.  bus.  cent: 
<y«.,    pump    to    Btdp.;    stdp.    cap.,    65,000    gals.; 

1  pump,  eng.,  cap.  day  '20,000  gals.;  mains,  8  m.; 
11  hyd.;  8  v.;  2  met;  pres.,  dom.  &  f.,  65  lbs.; 
cost,  $10,000;  cost  mtce.,  $600;  wks.  owned  by 
city. 

CEDAR  BLUFFS,  p.  600<  f.  area,  12  blocki; 
bldgs.,  mostly  frame.     F.  dept — 2  65-gal.  c.  eng., 

2  air  press  tk.,  cap.  24,000  inds.;  hose,  cot, 
rub.  lined,  gd.,  1,260  ft;  f.  aL,  Dell,  wh.  k  telp.; 
tot  mem.,  60  vol.;  vaL  equip.,  $2,000. 

Water  -Supply — Src.,  wells  in  bus.  cent;  vys., 
pump  to  ret.  ft  stdp.;  stdp.  cap.,  24,000  gals., 
dim.  8  X  40,  mat  stl.;  pump,  eng.,  cap.  day  176,- 

000  gals.;  mains,  c  i.,  2  m.,  4  to  6  in.  dia.;  19 
hyd.;  18  v.;  90  serv.;  pipe,  galv.  i.;  pres.,  dom. 
46  to  66  lbs.,  f.  66  to  100  lbs.;  cost  $18,600; 
coet  mtce.,  $626;  wka  owned  by  city. 

CEDAR  RAPIDS,  p.  676;  f.  area,  200  a.;  mere, 
bldgs.,  bk.  6i  wd.,  1  to  8  stor.;  priv.,  wd..  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area:  combt  oro.;  causee 
of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  4  c.  hand  ex., 
2  hose  oar.;  hose,  oot,  rub.  lined,  gd.,  1,160 
ft;  f.  aL,  bell  ft  telp.;  val.  equip.,  $2,400;  vaL 
bldgs.,  $1,100;  exp.  dept,  $60;  tot.  mem.,  24  vol. 

Water  Supply — -iSrc.,  wells,  1  block  bus.  cent; 
sys.,  pump  to  res.  ft  air.;  stdp.  cap.,  76,600  gals., 
dim.  10  X  88,  mat  bk.  ft  cem.;  1  pump,  eng.,  class 
trip.,  cap.  min.  800  gals.;  mains,  c  L,  12,000 
ft.  4,  6  ft  8  in.  dia.;  20  hyd.:  7  ▼.:  70  serv.;  pipe, 
galv.  L;  pres.,  dom.  46  lbs.,  f.  90  lbs.;  cost,  $12,* 
OUO;  cost  mtce.,  $600;  wks.  owned  by  city. 

CENTRAL  CITY,  p.  2,428;  mere,  bldas.,  wd.  ft 
bk.,  8  ft  4  stor.;  priv.,  wd.,  1  stor.;  wd.  rfs.  not 
perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept — 1  e.  eng.,  2  c.  hand  ex.,  1  h.  ft  I.  trk.,  2 
hoee  carts;  hose,  cot,  rub.  lined,  gd.,  1,600  ft; 
rub.,  gd.,  200  ft;  inf.,  100  ft.;  tot  nose,  1,800  ft; 
f.  al.,  wh.;  vaL  equip.,  $2,000;  val.  bldgs.,  $1,500; 
tot.  mem.,  46  vol. 

Water  Supply — Src.,  wells,  %  m.  bus.  cent; 
eys.,  pump  to  stdp.  ft  dir.;  stop,  cap.,  90,000  gals., 
dim.  12  X  110,  mat  stl.;  1  pump,  eng.,  class  dup., 
cap.  day  1,000,000  gals.;  mains,  c.  i.,  5  m.,  4, 
6  ft  8  in.  dia.;  44  hyd.;  15  v.;  met,  800;  800 
serv.;  pipe,  galv.  i.;  pres.,  dom.  45  Ib«i.,  f.  90  lb«.; 
cons,  day  40,000  gals.;  cost  $126,800;  costmtce., 
$1,800;  wks.  owned  by  city. 

CHADRON,  p.  2,687;  f.  area,  800  a.;  mere, 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  perm,  in  f.  area.;  causes  of  f. 
inv.  F.  dept. — 1  h.  ft  1.  trk.,  2  hose  carts,  1  hose 
wag.;  hose,  cot,  rub.  lined,  gd.,  2,000  ft;  f.  aL, 
bell  ft  wh.;  vaL  equip.,  $6,000;  exp.  dept.,  $800; 
tot.   mem.,  80  vol. 

Water  Supply — Src.,  str.,  8  m.  bus.  cent;  nrs., 
grav.,  pump  to  res.;  res.   cap.,  660,000  gals.,  loc. 

1  m.  south  bus.  cent;  pump,  eng.,  cap.  day  6 00,- 
000  gals.;  mains,  c.  L,  IS  m.,  8  in.  dia.;  48  hyd.; 
41  v.;  607  serv.;  pipe,  galv.  L;  pres.,  for  all  pur^ 
poses,  116  lbs.;  cona  day,  480,000  gala.;  cost 
mtce.,  $1,400;  wks.  owned  by  city. 

CLARK8,  p.  606;  f.  area,  4  blocks;  mere,  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  combt.  ord.;  causes  of 
f.   inv.     F.   dept — 1   h.   ft  1.   trie.,   6   c.  hand  ex., 

2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  900  ft;  f. 
al..  bell;  tot  mem.,  28  vol. 

Water  Supply — Src,  wells,  1  to  2  blocks  bus. 
cent;  sys.,  pump  dir.;  pump,  eng.;  mains,  1  m., 
4  in.  dia.;  8  hycl.;  pres.,  f.  60  lbs.;  cost,  $2,600; 
wks.  owned  by  town. 

CLARKSON,  p.  760;  f.  area,  80  a.  F.  dept — 1 
c  eng.,  2  hoae  carte,  1  h.  ft  1.  trk. ;  hose,  cot,  rub. 
lined,  gd.,  1,060  ft;  f.  al.,  bell  ft  wh.;  val.  equip., 
$1,850;   vaL  bldgs.,  $800;  tot  mem.,  28  vol. 


Water  Supply^^re.,  well,  1  m.  bus.  cent;  ^jv.. 
pump  dir.;  1  pump,  eng.,  cap.  day,  86,400  gala; 
mains,  1  8*6  m.;  20  hyd.;  8  v.;  128  serv.;  pres., 
dom.  ft  f.  60  lbs.;  ooat  $10,000;  cost  mtce.,  $500; 
wks.  ovraed  by  city. 

CLAY  CENTER,  p.  1,066.  F.  dept—Hand  boM 
oarts;  hose,  1,000  ft;  tot  mem.,  80  voL 

Water  Supply— ^rc.,  wells,  in  bua  cent;  qri., 
dk*.  pres.;  stdp.  cap.,  60,000  gals.;  rea.  cap.,  57,- 
000  gale.;  2  pump,  eng.,  class  trip.,  cap.  dij 
400,000  gals.;  mains,  6H  »•>  2  to  8  in.  dia;  4i 
hyd.;  168  met;  pres.,  dom.  46  Iba,  f.  ISO  lbs.; 
CODS,  day,  100,000  gals.;  cost,  $26,689;  cost  mtce, 
$1,102;   wks.  owned  by  city. 

CODY,  p.  276;  f.  area,  200  a.  F.  dept— t  c 
eng.  I  vol. 

Water  Supply — Src,  welk,  1  m.  bus.  eent;  ifs., 
pump  dk. 

COLUMBUS,  p.  6,014;  L  ai«a,  720  a;  neit. 
bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  wd.,  1^ 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  auta  comb, 
c  ft  h.  Jrag.,  2  c.  ex.,  1  h.  ft  L  trk.,  8  hose  carti; 
hose,  cot,  rub.  lined,  gd..  2,800  ft;  inf.,  500  ft; 
tot  hose,  2,800  ft;  f.  aL,  bell,  wh.  ft  telp.;  vsL 
equip.,  $8,000;  val.  bldgs.,  $1,000;  tot  men.,  74 
VOL 

Water  Supply — Src,  wells,  8  blodu  boa  cot; 
«ys.,  pump  to  stdp.  ft  dir.;  stdp.  100  ft  high, 
cap.  100,000  gala.,  dim.  12  x  100,  loc  at  stetioo, 
mat  stl.;  2  pump,  eng.,  class  trip.,  caa  700  gait, 
min.;  mains,  c  L,  9  m.,  4  to  10  ut  dia;  62 
hyd.;  met.  600;  600  serv.;  pipe,  galv.  L;  prea, 
dom.  40  iba.  f.  100  Ibe.;  cone,  day,  200,000  gak; 
wks.  owned  by  city. 

OOZAD,  p.  1,000;  f.  area,  160  a.  F.  dept— 
2  hose  carte,  1  h.  ft  1.  trk..  f.  al.,  bell;  val.  eqaip., 
$600;  exp.  dept,  $100;  vol. 

Water  Supply — ^Src,  8  wells,  H  m.  bus.  cent: 
sys.,  pump  to  stdp.;  stdp.  cap.,  60.000  gala.;  t 
pump,  eng.,  cap.  day  504,000  gala.;  mains,  c.  L. 
^  m.,  2  to  8  in.  dU.;  42  hyd.;  10  v.;  148  met: 
148  serv.;  pres.,  dom.  40  lbs.,  f.  ISO  Iba;  cost. 
$85,000;   cost   mtce.,   $850;   wka   owned  by  cit). 

CRAiFTON.  p.  600;  f.  area,  100  a.  F.  d«pL— 
1  c  eng.,  1  hoee  cart;  f.  al.,  bell;  tot  men., 
20    vol. 

Water  Supply— Src,  wells,  1  m.  bos.  cent;  <}a, 
pump  dir.;  1  pump,  eng.;  9  hyd.;  wka.  owned  by 
city. 

CRAWFORD,  p.  1,828;  f.  area.  820  a.;  bUga. 
wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm.;  fvka  ft 
oombt  ord.;  causes  of  f.  inv.  F.  dept — 1  h.  ft  1- 
trk.,  2  hose  car.,  hoee,  cot.  mb.  lined,  gd.,  M^ 
ft;  f.  aL,  bell  ft  wh.;  vaL  equip.,  $2,600;  vaL 
bldgs.,  $800;  tot  mem.,  80  toL 

Water  Supply — Src,  spr.;  eye.,  graT.;  rca.  csp.. 
800,000  gals.;  mains,  8H  m.,  8  In.  dia;  112 
byd.;  100  serv.;  pres.,  dom.  76  Iba,  f.  7S  Iba; 
cost  $20,000;  coet  mtce,  $60;  wka.  owned  by 
town. 

CREIQHTON,  p.  1,878;  f.  area,  80  a;  mot. 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  bk.,  2  stor.;  vd. 
rfs.  perm.;  causes  of  f.  inv.  F.  dept — 1  h.  ft  L 
trk.,  2  hose  reels;  hose,  cot,  rab.  lined,  gd.,  S.OOO 
ft.;  f.  aL,  bell;  val.  equip.,  $2,060;  vaL  bldga. 
$800;  tot  mem.,  87  voL 

Water  Supply — Src,  wells  ft  datems;  9f^  P«bp 
to  stdp.;  stdp.  cap.,  100,000  gala;  1  pump,  t^* 
class  aup.;  mains,  8  m.,  4  to  6  in.  dia.;  14  hyd.; 
40  serv.;  pres.,  dom.  64  lbs.,  1  96  Iba;  ooit 
$9,000;  cost  mtce,  $600;  wks.  owned  by  viBage. 

CRETE,  p.  2,404;  1  area,  6.40  a.;  mere  Udga, 
bk.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  1%  stor.;  w4 
rfa  not  perm,  in  f.  area;  combt  oid.     F.  de|)t-* 

1  h.  ft  L  trk.,  2  hose  wag.;  hoee,  rab.,  gd.,  l.OM 
ft;  f.  aL,  bell  ft  wh.;  tot  mem.,  40  voL 

Waiter  Supply — Src,  weUs,  \4  m.  boa  orat; 
ays.,    pump    to    res.;    rea    cap.,    1,000,000   geu.; 

2  pump,  eng.,  oap,  day,  1,000,000  ga^l 
mains,  7H  nt,  4  to  10  in.  dia.;  65  hyd.;  SO  v.: 
460  met.;  450  serv.;  pipe,  galv.  L;  prea,  dom.  M 
Iba,  f.  60  to  126  Ibc:  cona  day,  200,000  gala: 
ooflt,  $86,000;  cost  mtoe.,  $1,600;  wks.  owwd  b7 
city.  _, 

CULBERSON,  p.  680:  mere  bldgs..  bk.  ft  ««. 
1  ft  2  stor. ;  priv.,  wd.,  2  stor. ;  wd.  rfa  peim. 
no  fwka  ft  comot  ord. ;  causes  of  f.  inv.  F.  dfl>t-- 
1  h.  ft  1.  trk.,  2  hose  car.;  hoee,  cot,  rrt.  iiwa* 
gd.,  1,000  ft;  f.  al.,  bell;  tot  mem.,  16  voL 
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Watar  Supply — Brc.  weU;  ers.,  pump  to  ttdp.; 
■tdp.  cap.,  06,000  ffftla.;  mains,  1  m.,  4  to  C  id. 
dia.;  8  hycL;  coat,  98,000;  wka.  owned  by  Tillage. 

DAKOTA  CITY,  p.  000;  f.  area,  100  a.  F.  d«pt. 
— 1  hose  wag.,  buckets,  etc.;  f.  al.,  bell;  val.  equip., 
$200;  vaL  bldgs.,  f400;  voL 

No  waiter  worka. 

DANNEBROG,  p.  880;  mere,  bldgs.,  bk.,  8  stor.; 
priv.,  wd.,  2  stor.;  wd.  rfa.  not  perm,  in  f.  area; 
causes  of  f.  inv.  F.  dept. — 1  hand  eng.,  1  gasoline 
eng.,  2  hose  car.;  hose,  cot.,  rub.  lined,  700  ft.; 
rub.,  gd.,  400  ft;  tot  hose,  1,100  ft;  f.  al.,  bell; 
val.  equip.,  $1,800;  val.  bldga.,  $250;  tot  mem., 
18  ToL 

Watar  Supply — Src.,  riv. 

DAVENPORT,  pb  484;  f.  area,  80  a.;  mere, 
bldgs.,  bk.  ft  wd..  1  ft  2  stor.;  priv.,  wd.,  1  to  2 
stor.;  wd.  rfs.  perm,  in  f.  area:  causes  of  f.  inv. 
F.  dept. — 1  c  eng.,  10  c.  hand  ex.,  1  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  400  ft;  rub.,  gd.,  100 
ft;  inf.,  200  ft.:  tot  hose,  700  ft;  f.  al.,  beU; 
vaL  equip.,  $976;  vaL  bldgs.,  $160;  exp.  dept., 
$36;  tot.  mem.,  12  vol. 

Walar  Supply — Src,  wells;  10  public  cisterns. 

DAVID  OITY,  p.  2,177;  f.  area,  640  a.;  mere, 
bldgs.,  bk.,  1  to  8  ator.;  priv.,  wd.,  1^  stor.;  wd. 
rfs.  not  perm.;  combt  ord.;  causes  of  f.  inv.  F. 
dept. — 1  h.  ft  L  trk.,  2  hose  oar.;  hose,  cot,  rub. 
lined,  gd.,  1,800  ft;  f.  aL,  bell  ft  wh.;  val.  equip., 
$1,760;  val.  bldga.,  $1,000;  exp.  dept,  $860;  tot 
tot  mem.,  50  voL 

Watar  Supply — Src.,  well;  sya.,  pump  to  atdp. 
ft  dir.;  stdp.  cap.,  86,000  gals.,  dim.  12  z  100, 
mat  iron;  1  pump,  eng.,  cap.  day  46,000  gala.; 
mains,  c.  i.,  4  m.,  4  to  10  in.  dia.:  85  hyd.;  25 
v.;  met,  60;  160  serv.;  pipe,  galv.  i.;  pres.,  dom. 
40  Iba.,  f.  100  lbs.;  cost  $26,000;  coat  mtce., 
$2,000:  wks.  owned  by  city. 

DECATUR,  p.  800;  f.  area,  100  a.  F.  d«)t — 
2  hoae  carts,  ladders,  eta;  hose,  cot,  rab.  lined, 
gd.,  1,000  ft;  f.  aL,  bell;  val.  equip.,  $1,000;  val. 
bldss..  $1,600;   tot   mem.,   46  vol. 

watar  Supply^-Src,  wells,  1  m.  bua.  cent;  sya., 
pump  dir.;  1  pump.  eng.  class  trip.,  cap.  day,  146,- 
000  gEals.;  mains,  2%  m.;  17  hyd.;  pres.,  dom.  ft 
f.    86  lbs.;   cost,  $16,000;  wka.  owned  by  city. 

DESHLER,  p.  700;  f.  area,  160  a.  F.  d^t — 
2  hose  carts;  hoae,  oot,  cub.  lined,  gd.,  1,000  ft; 
f.  al.,  bell;  val.  equip.,  $1,000;  exp.  dept,  $76; 
tot.   mem.,  86  voL 

iWatar  Supply — Src.,  well,  in  bus.  cent.;  eys., 
pump  dir.;  stdp.  cap.,  60,000  gals.;  1  pump,  eng., 
cap.  day  180,600  gals.;  mains,  1  4-5  m.,  4  to 
6  in.  dia.;  *25  hyd.;  17  v.;  pres.,  dom.  45  lbs.,  f. 
75  lbs.;  cons,  day,  20,000  gals.;  cost,  $18,500; 
co0t   mtce.,  $650;   wks.   owned  by  city. 

OE  WITT,  p.  675;  f.  area,  86  a.;  mere  bldga., 
bk.,  1  ator.;  priv.,  wd.,  2  stor.;  wd.  ris.  perm,  in 
f.  area;  fwka.  ft  oombt.  ord.;  causes  of  f.  inv.  F. 
dept — 1  h.  ft  1.  trk.,  2  hose  reels,  ladders,  hooks, 
etc.;  hoae,  oot,  rub.  dined,  gd.,  1,000  ft;  f.  al., 
bell;  val.  equip.,  $1,125;  val.  bldgs.,  $400;  exp. 
dept,  $26;  tot  menu,  86  vol.;  undia.  rating,  third 


Water  Supply — Src.,  wells,  %  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  40.000  gale.;  1  pump. 
eng.,  class  trip.,  cap.  day  432,000  gals.;  mains, 
c.  i.,  8  m-,  4  to  8  in.  dia,;  88  hyd.;  48  met;  44 
Ber>'.;  pres.,  f.,  40  Iba.;  cost,  $21,500;  cost  mtce.. 
$400;  wks.  owned  by  city. 

DONIPHAN,  p.  600;  f.  area,  80  a.  F.  dept — 1 
hose  cart;  hose,  cot,  rub.  lined,  gd.,  750  ft;  f.  al., 
bell;  val.  equip.,  $1,000;  vaL  bldgs.,  $1,250;  vol. 

Water  Supply— fire,  well,  1  m.  bus.  cent;  sys., 
irrav.;  1  pump,  eng.,  cap.  day,  45,000  gala.;  mains, 
8  m.;  80  hyd.;  pres.  dom.  55  lbs.,  f.  100  lbs.;  coat, 
918,000;  wks.  owned  by  city. 

EDGAR,  p.  1.080;  mere  bldga.,  bk.,  1  ft  2  stor.; 
priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  perm.;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept — 1  h.  ft  1. 
trk.,  1  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,000 
ft.;   f.  al.,  bell;  val.  equip.,  $2,000;  tot  mem..  21 

Watar  Supply — Src.,  wells,  in  bus.  cent;  sys., 
nismp  to  stdp.  ft  res.;  stdp.  cap.,  95,660  gals., 
Sim.  12  X  120;  res.  cap.,  95,660  gals.;  1  pump. 
ens.,  class  gaa.  cap.  day  8.840,000  gals.;  maina. 
iron,  1%  m-,  4  to  8  in.  dia.;  27  hyd.;  met.  80; 
120  serv.;  pipe,  iron;  pres.,  dom.  60  lbs.;  f.  60 
lbs.;  cons,  day,  19,130  gals.;  cost,  $13,000;  wks. 
o'vmed   by   dty. 


EILUWOOO,  p.  464;  f.  area,  160  a.  P.  dept. — 
2  hose  carta,  ladders,  axes,  picks,  etc.;  700  ft 
hoae;  f.  al.,  bell;  val.  equip.,  $500;  val.  bldgs., 
$150;    exp.    dept,    $60;    tot    mem.,    20    vol. 

Water  Supply— «rc,  wells,  1  m.  bus.  cent.;  aye., 
pump  to  stdp.;  2  pump,  eng.;  pres.,  dom.  ft  f.,  42 
lbs.;  cost,  $12,000;  cost  mtce.,  $3,000;  wks.  owned 
by  city. 

ELM  CREEK,  p.  600;  f.  area,  10  a.  F.  dept — 
2  hoae  carts,  1  h.  ft  1.  trk.;  hose,  cot,  rub.  lined, 
gd.,  800  ft;  f.  al..  bell;  val.  equip.,  $1,600;  val. 
Udga.,  $2,000;  exp.  dept,  $100;  tot  mem.,  81 
voL 

Watar  Supply--Src.,  well,  1  m.  bus.  cent;  ays., 
pump,  dir.;  1  pump,  eng.,  cap.  day,  6,000  ga!k.; 
mains,  1,200  ft;  19  hyd.;  pres.,  dom.  10  lbs.,  f. 
60  to  80  lbs.;  cost,  $12,000;  cost  mtce.,  $600; 
wks.  owned  by  village. 

ELMWpOD,  p.  686;  f.  area,  6  sq.  blocks:  mere, 
bldgs.,  bk.  ft  wd..  1  ft  2  stor.;  priv.,  wd.,  1^ 
rtor.;  wd.  rfs,  perm,  in  f.  area;  causes  of  f.  inv. 
F.  dept. — 1  h.  ft  L  trk.,  1  c  eng.,  12  c  hand 
ex.,  1  comb.  c.  ft  h.  wag.,  2  hoae  car.;  hose,  oot. 
rub.  lined,  gd.,  900  ft;  rub.,  gd.,  SOO  ft;  inf., 
260  ft;  tot  hoae,  1.860  ft;  f.  aL,  bell;  vaL 
equip.,  $2,600;  val.  bldgs.,  $160;  exp.  dept,  $60; 
sot  mem.,  18  voL 

Water  Supply— Src,  wells,   in  bus.   cent:   aya., 

&?%«^*'-S****P;.  **"»•  1*  «  16,  mat  8tL;  res!  cap., 
26.000  nls.;  2  pump,  eng.,  cap.  day  1,000.000 
rala.;  mains,  1  m.,  4,  6  ft  6  in.  dia.;  8  hyd.;  2  v.; 

?*A®'T*J  P*P*»  «f**^-  ^'i  P"**'  ^Jo™-  «0  to  60  lbs., 
f.  80  lbs.;  eons,  day,  2.000  gala.:  cost  $6,000; 
cost  mtce.,  $200;  wks.  owned  by  village. 

EUSTIS,  p.  640;  f.  area,  200  a.  F.  dept— 
not  reported. 

Water  Supply-^Src,  well,  in  bus.  cent;  sys., 
pump  dir.;  1  pump,  eng.,  cap.  day  60,000  gate.; 
mains,  c  i.,  3%  m.;  22  hyd.;  16  v.;  pres.,  dom., 
GO  lbs.;  cons,  day,  20,000  gala.;  cost,  $20,000; 
wks.  owned  by  city. 

Ki/^'^'Sy'^T'  P-^M»*;  '.  •reti*  $00  a.;  mere, 
bldgs..  bk.,  1  to  8  stor.;  priv.,  stn.,  bk.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ord.; 
oauses  of  f.  inv.     F.  dept— 1  comb.  c.  ft  h.  wag., 

1  h.  ft  L  trk.,  1  hose  wag.,  1  hose  oar.,  2  hi«.; 
hoae,  cot,  rub.  lined,  gd.,  2,000  ft;  inf.,  600  ft: 

$8,000;  val.  bldga.,  $4,000;  exp.  dept,  $3,000; 
tot  mem.,  80,  pd.  full  time  2,  pd.  part  time  28. 

Water  SuppI^-«tc.,  i2  wells  ft  spr.,  1%  m.  bus. 
cent;  sys..  pump  to  stdp.;  stdp.  cap.,  84,500  gals.; 

2  pump,  eng.,  cap.  day  2,000,000  gals.;  mains,  c.  i., 
14%  m..  4  to  12  in.  dia.;  127  hyd.;  20  v.;  900 
met.;  pres.,  dom.  60  to  85  lbs.,  f.  115  lbs.;  cona. 
day,  240,000  gals.;  cost,  $49,200;  cost  mtce.,  $5,- 
904;  wks.  owned  by  city. 

FAIRFIELD,  p.  1,064;  t  area,  4  blocka:  mere 
bldga..  bk.  ft  wd..  1  ft  2  stor.;  priv.,  wd..  1^ 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  cauaea  of  x. 
inr.  F.  dept— 1  h.  ft  1.  trk..  10  c.  hand  ex..  2 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,200  ft;  f. 
aL,  bell;  vaL  equip.,  $1,600;  val.  bldgs.,  $1,000; 
exp.  dept,  $200;  tot  mem.,  80  voL 

Water  Supply — Src,   cisterns  ft  well. 

FAIRMONT,  p.  921;  f.  area.  100  a.;  mere 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  wd.,  1^4  stor.:  fwks. 
ord.;  causes  of  f.  inv.  F.  dept — 1  h.  ft  1.  trk., 
2  hose  car.;  hoae,  cot,  rub.  lined,  gd.,  1,200  ft; 
inf.,  800  ft;  tot  hose.  1,500  ft.;  f.  al.,  bell  ft 
wh.;  val.  eouip.,  $1,500;  vaL  bldgs.,  $200;  tot 
mem..  27  vol. 

Watar  Supply — Src,  well,  1  block  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  85,000  gals.,  dim. 
12  X  100;  1  pump,  cap.  day  600.000  gals.;  mams, 
c.  ft  wrt.  L,  4  m..  e  to  8  in.  dia.;  17  hvd.;  18  v.; 
met.  98;  235  serv.;  pipe,  wrt.  L;  prea.,  dom.  26  to 
46  lbs.,  f.  80  to  100  lbs.;  cons,  day,  60,000  gals.; 
cost,  $23,000;  cost  mtce.,  $1,000;  wks.  owned  by 
priv.   Co. 

^,/ALL8  CITY,  p.  8,256;  f.  area,  8  a.;  mere, 
bldgs.,  bk.  ft  stn.,  1  to  8  stor.;  priv.,  wd.  ft  bk., 
1  ft  2  stor.;  wd.  rfs.  not  perm.;  fwka.  ft  combt 
ord.  F.  dept. — 1  h.  ft  1.  trk.,  1  supply  cart  * 
hose  car.;  hose,  cot,  rub.  Imed,  gd.,  1,400  ft; 
f.  al.,  bell,  wh.  ft  telp.;  val.  equip.,  $2,100;  vaL 
bldgs.,  $700;  tot  mem.,  80  vol.;  undrs.  rating, 
first  class. 

Watar  Supply — Src,  wella;  ays.,  pump  to  ree., 
to  stdp.  ft  d.'r.;  stdp.  cap.,  860.000  gals.;  res. 
cap.,  287.000  gala.;  pump,  eng.,  cap.  day  690,000 
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nls.;  maiD8»  c.  !.,  0  m.,  4  to  18  in.  dla.;  41 
hyd.;  11  v.;  met.,  22;  179  serv.;  pipe,  c.  i,  A 
lead;  pres.,  dom.  86  Ibe.,  f.  100  lbs.:  coet,  $82,- 
000;  const  mtce.,  $6,600;  wks.  owned  by  dty. 

FLORENCE,  p.   1,626.     F.  dept— Not  reported. 

Water  Supply — Src,  MiBaouri  riv.;  site  of  pump, 
station  k  bftsins  of  Omaha  Water  Co.,  it  ia  sup- 
plied by  that  company. 

FRANKLIN,  p.  949.  F.  depL — c  hand  ex.,  2 
h.  k  I.  trk.;  hose,  >1,260  ft.;  f.  al.,  wh.;  vaL  equip., 
$1,000  val.  bldgs.,  $'800;  tot  mem.,  26  vol. 

Water  Supply — Src,  wells;  stdp.  cap.,  860,000 
crals.;  1  pump,  eng.,  cap.  day  226,000  gals.; 
mains,  8  m..,  4  to  6  in.  dku;  21  hyd.;  pres.,  dom. 
48  lbs.,  f.  76  lbs. 

FREMONT,  p.  8,718;  f.  area,  1,000  a.;  mere, 
bldgs.,  bk.,  2  A;  8  stor.;  priv.,  wd.,  1  to  8  stor.; 
wd.  rfs.  not  perm.;  fwks.  9c  combt.  ord.  F.  dept — 
1  c  eng.,  1  h.  4c  1.  trk.,  1  hose  wag.,  4  hose  car., 
hrs.  hired;  hose,  rub.,  gd..  8,700  ft.:  f.  al.,  elec, 
10  bx.;  val.  equip.,  $12,000;  wL  bldgs.,  $16,000; 
tot.  mem.,  210  vol. 

Watar  Supply— Src.,  wells,  in  bus.  cent;  qys., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  180,000  gals., 
dim.  14  z  104,  mat  stl.;  pump,  eng.,  cap.  dsy 
8,000,000  gals.;  msins,  c  i,  86 H  m.,  4  to  12 
in.  dia.;  186  hyd.;  100  ▼.;  met.,  826;  2,000  §eT7.\' 
pipe,  galv.  i.  ft  lead;  pres.,  dom.  48  lbs.,  f.  80 
to  140  lbs.;  cons,  day,  1,000,000  gals.;  cost, 
$110,000;  cost  mtce.,  $26,000;  wks.  owned  by  city. 

FRIEND,  p.  1,261;  f.  area,  880  a.;  mere  bldgs., 
bk.,  2  stor.;  priv.,  wd.,  2  stor.:  wd.  rfs.  not  perm.; 
fwks.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept— 
1  h.  ft  1.  trk.,  1  c.  eng.,  2  hose  wag.,  8  hose 
reels;  hose,  rub.,  gd.,  1,000  ft.;  t  al.,  bell;  vaL 
equip.,  $1,600;  val.  bldgs.,  $1,000;  ezp.  dept,  $26; 
tot   mem.,  42  vol. 

Water  Supply— 49rc,  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  100,000  gals.;  2  pump,  eng.,  cap.  day 
400,000  gals.;  mains,  6  m.,  4  to  8  in.  dia.; 
819  met;  840  serv.;  29  v.;  61  hyd.;  pres.,  dom. 
40  lbs.,  f.  48  Ibsw;  oost,  $19,600;  cost  mtoe., 
$2,100;  wk&  owned  by  ci4y. 

FULLERTON,  p.  1,688;  f.  area,  600  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 2  c  hand  ex.,  1  h.  ft  L 
trk.,  1  hose  vrag.,  8  hose  osrts;  hose,  cot,  rub. 
lined,  gd.,  1,460  ft;  f.  al.,  bell;  tot  mem.,  41  voL 

Water  Supply — Src.,  well,  M  m.  bus.  cent;  sys., 
pump  to  res.;  res.  cap.,  96,000  gals.,  loc.  on  hiU; 
pump,  eng.,  class  trip.;  cap.  day,  648.000  gals.; 
mains,  iron,  4%  m.,  4  to  8  in.  dia.;  66  hyd.;  met, 
188;  pres.,  dom.  66  lbs.;  cost,  $81,600;  cost  mtoe., 
$760;  wka.  owned  by  city. 

OEiNCVIA,  p..  1,741;  f.  area,  12  a.;  mere,  bldgs., 
bk.  ft  wd.,  2  ft  8  stor.;  priv.,  bk.  ft  wd.,  1.  8  ft  8 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  combt  ord.; 
causes  of  f.  inv.  P.  dept — 1  h.  ft  L  trk.,  2  hose 
carts;  boee,  rub.,  gd.,  1,800  ft;  inf.,  600  ft;  tot 
hose,  1,800  ft;  f.  al.,  bell  ft  wh.;  val.  equip., 
$2,800;  vaL  bldgs.,  $600;  ezp.  dept,  $60;  tot 
mem.,  21  vol. 

Water  Supply — Src.,  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  94,000  gala.;  pump,  eng.,  cap.  day  260,- 
000  gals.;  mains,  c  i.,  7H  m.,  4  to  8  in.  dia.; 
84  hyd.;  260  serv.;  pipe,  galv.  L;  pres.,  dom.  40 
lbs.,  f.  60  lbs.;  cost,  $27,000;  oost  mtce.,  $2,200; 
wks.  owned  by  city. 

GENOA,  p.  1,876;  mere,  bldgs.,  bk.  ft  wd.,  1 
ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  perm, 
in  f.  area;  causes  of  f.  inv.  F.  dept — 1  hose 
cart;  hose,  cot,  rub.  lined,  gd.,  760  ft;  L  al., 
bell;   val.   of   bldgs.,    $4,000;    tot    mem.,    16   vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  res.; 
res.  cap.,  100,000  gals.;  mains.  8  m.,  4  to  10  in. 
dia,;  17  hyd.;  pres.,  dom.  46  lbs.,  f.  76  lbs.;  cost, 
$9,000;  cost  mtce.,  $1,600;  wks.  owned  by  town. 

GIBBON,  p.  718;  f.  sies,  160  a.;  mere,  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1%  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  2  hose  carts; 
hose,  rub.,  gd.,  800  ft;  f.  al.,  bell  ft  telp.;  vaL 
equip.,  $1,800;  val.  bldgs.,  $600;  tot  mem.,  41  voL 

Water  Supply — Src.,  wells;  sys.,  pump  to  stdp.: 
stdp.  cap.,  60,000  gals.;  8^  m.  mains,  4  ft  6 
in.  dia.;  22  hyd.;  1  pump,  eng.;  pres.,  dom.  66 
lbs.,  f.   60  lbs.;   cost.  $16,000;   cost  mtce..   $600. 

GORDON,  p.  920;  f.  area,  640  a.;  bldgs.,  wd. 
F.  dept. — 1  h.  ft  L  trie.,  8  hose  car.;  hose,  cot. 


rub.  lined,  gd.,  1,000  ft;  1  aL.  bdl  ft  tel^;  tot 
menu,  26  vol. 

Water  Supply— Src,  well,  8H  blodM  bos.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap..  48,000  gals.,  din. 
I?**  "?»  ""'•  *'°"J  ^  pump,  eng.,  cap.  dsy  IM.. 

000  gals.;  mams,  iron,  %  m.,  6  In.  dia.-?  hid.: 
pres.,  dom.  46  lbs.,  f.  160  lbs.;  cost,  $6,000;  cost 
mtce.,  $600;  wks.  owned  by  dty. 

GRAND  ISLAND,  p.  10,826;  f.  siea,  1,000  t.; 
^^S^'J*****"..  bk.  ft  wd.,  1  to  4  stor.;  priv.,  wd..  1 
ft  2  stor.;  wd.  ris.  not  perm.  F.  dept — 1  oomb. 
c.  ft  hose  war.,  2  h.  ft  L  tries.,  4  hose  csr.,  I  hn.; 
hose,  rub.,  gd..  8,000  ft;  f.  al.  telp.,  80  bz.;  vaL 
S?"fcA  ♦^i.OOO;  vaL  bldgs.,  $1,000;  ezp.  kept. 
$4  400;  tot  mem.,  80,  pd.  fuD  time  6,  voL  76: 

Water  Supply— Src.  wells,  in  bus.  cent;  ^ya, 
dir.  pres.;  res.  cap.,  260,000  gals.;  8  pump,  ens., 
cap.  dsy,  7,000,000  gals.;  mains,  c.  i..  20  m.,  4  to 
10  in.  dia.i  99  hyd.;  68  v.;  met.   9H;  pipe,  leid 

i.^fX'^}''  P'®^'  <*<»*•  **  »■•»  »•  IW  Iba.;  cost, 
$116,000;  oost  mtce.,  $10,000;  wks.  owned  by  dty. 

GRANT,  p.  868;  f.  area.  820  ».;  mere,  bldn., 
wd.,  1  ft  1%  stor.:  priv..  wd.,  2  stor.;  wd.  rh. 
perm.;  fwks.  ft  combt  ord.;  causes  of  L  fav.  F. 
dept-— 1  hose  cart;  hose,  cot,  rab.  lined,  gd.,  800 

l^;,lJ'  ■^•'  i**"'  ^*^-  eqwJP..  $1,000;  vaL  bldgs., 
$800;  exp    dept;  $100;  tot  mem.,  26  voL 

Water  Supply— Src,  wells,  in  bus.  cent;  m.. 
pump  to  res.  ft  stdp.;  stdp.  cap.,  96,000  pk. 
dim.   14  z  76,  mat  iron;  res.  cap.,  65,000  gila: 

1  pump,  eng.,  cap.  day  860,000  gals.;  mains,  c  i, 
8  m,,  4  in.  ^a.;   16  hyd.;  76  v.;  pies.,  dom.  74 

Kfj;»«L  ^^  ^**"-»  *^»*  *V,  16,000  gals.:  coit. 
$20,000;   cost  mtce,   $1,800;  wks.   oiroed  \xy  Ca 

HARDY,  p.  600;  f.  area,  800  a.  F.  dept— 
hose  cart;  hose,  cot.,  rub.  linedi,  gd.,  600  fu; 
f.  al.,  wh.  ft  telp.;  val.  equip.,  $600;  vaL  bldp.. 
$600;  ezp.  dept,  $40;  tot  mem.,  80  voL 

Water  Supply — Src.  2  wella;    1    m.  bus.  cent: 

E,  pump,  dir.;  1  pump,  eng.,  cap.  day,  125,000 
.;    mains,    2    m.;    80    hyd.;    65    serv.;    pra.. 
t.  60  lbs.,  f.  80  lbs.;  cost,  $16,000;  oost  mtce., 
$8,200;  wks.  owned  by  city. 

HARTINQTON,   p..    1,600;   f.    area,    100   i.    F. 

dept. — 2  hand  c  ez..  2  hose  csrta,  1  k  ft  L  tiL; 
hose,  cot,  rub.  lined,  gd.,  1,200  ft;  f.  sL,  bdl; 
val.  eauip..  $1,500;  tot  mem.,  80  voL 

Water  Supply— fire,  wells,  1  m.  boa.  oeat;  t^ 
pump  to  stdp.;  stdp.  cap.,  80,000  gals.;  2  poiap. 
eng.;  osp.  day,  800,640  gala.;  mains,  8  8-5  m.,  2 
to  8  in.  dia.;  28  hyd.;  17  v.;  presL,  dom.  ft  L  80 
lbs.:  wks.  owned  by  dty. 

HARVARD,  p.  1,102;  f.  area,  8  «.;  mere  bUgL. 
bk.,  2  ft  8  stor.;  priv.,  wd.,  1  ft  t  stor.;  wd.  rtk 
perm.;  fwks.  ft  combt  ord.  F.  dept — 1  h.  ft  L 
trk.,  2  hose  car.;  hose,  rub.,  gd.,  1,500  ft:  int. 
100  ft:  tot  hose,  1,600  ft;  f.  «L,  beD;  viL 
equip..  $2,500;  vaL  bldgs..  $500;  tot  mem.,  88  vol 

Water  Supply — Src,  wella,  1  blo^  boa.  cent; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  98.000  gds. 
dim.  12  z  110,  mat  stL;  8  pump.  eng.»  espi  dv 
280.000  gals.;  mains,  iron,  8  m.,  4  to  8  in.  dia: 
88  hyd.;  met,  120;  120  serv.;  presu.  dom.  §0  Iba, 
f.  60  lbs.;  cost,  $16,000;  cost  mtec.  $966;  " 
owned  by  village. 

^    HASTINGS,    p.    9,888;    f.    area,    80    a.; 
bldgs.,  •-•-•-   -^       -    .     -     . 

1    stor. 
combt 

trk.,     2    V.    u«uu    CA.,     A    iiusv    wax.,     X    now    Kmtim   ' 

hrs.;  hose,  cot,  rub.  Ihied,  gd.,  1,000  ft;  ndn,  gL, 
1,600  ft;  inf..  600  ft;  tot  hose.  S.OOO  ft:  f.  sL, 
bell  ft  wh.;  val.  equip.,  $6,600;  vaL  bldgs..  $8,000; 
ezp.  dept,  $4,000;  tot  mem.,  24,  pd.  ftaH  tine  4, 
pd.  part  time  20. 

Water  Supply — Src,  wells;  ays.,  air  lift  to  na, 
pump  to  stdp.;  stdp.  cap.,  860.000  galsL,  dlBL  tO 
z  126;  res.  cap.,  800,000  gala.;  8  pomp.  ««.. 
cap.  day  6.000.000  gala.;  oftains,  88  nu,  4  to  14 
in.  dia.:  148  hyd.;  100  v.;  met.  8,600;  2.U0 
serv.;  pipe,  lead  ft  galv.  L;  prea.,  dons.  40  Ibc.  t 
80  lbs.;  cona.  day.  700.000  gals.;  cost,  $184,000; 
cost  mtce..  $8,000;  wks.  owned  l^  dty. 

HAVELOCK,  p.  2,680;  f.  area,  800  a.;  Bier& 
bldgs..  bk.  ft  wd..  1  ft  2  stor.:  priv..  bk.  ft  wd,  1 
ft  2  stor.:  wd.  rfs.  perm,  in  i.  area;  caiaca  of  1 
inv.  F.  dept — 1  h.  ft  L  trit.  8  c  eng.,  8  !*•* 
carts;  hose,  cot,  rob.  lined,  gd.,  8,400  It;  1  si- 
bell;  val.  equip..  $2,500;  val.  bldgs..  $1,800;  op. 
dept,  $100;  tot.  mem.,  40  voL 

Water  Supply — Src,  a,  B.  ft  Q.  B.  S.  Ca; 
mains,  1  m. 
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HAY  SPRINGS,  p.  408;  f.  «rea.  40  «.;  mere. 
bIdgB.,  bk.  ft  wd.,  2  8tor.:  priv.,  wd.,  1  stor.;  wd. 
rft.  penn.  in  1  area;  combt.  ord.;  cauaes  of  f.  isT. 
F.  dept. — 1  h.  ft  1.  trie,  1  boae  car.;  hoae,  cot., 
rub.  fined,  fl;d.,  260  ft.;  inf.,  660  ft.;  tot  hose, 
900  ft.;  f.  al.,  bell;  val.  equip.,  $1,760;  val.  bidga., 
f 2,500;  exp.  dept.,  f46;  tot.  mem.,  20  vol. 

Watar  Supply — Src,  wella;  aya.,  grav.,  pump  to 
rea.;  rea.  cap.,  502,000  gala.;  pmnp.  eng.,  cap.  day 
12,000  gala.;  maina,  %  m.,  4  to  0  In.  duu;  6 
byd.;  21  senr.;  pipe,  ^^ut.  i.;  prea.,  dom.  00  lbs., 
f.  46  to  90  Iba.;  coat,  $5,000;  coat  mtce.,  $100; 
wka.  owned  by  village. 

HEBRON,  p.  1,778;  f.  area,  15  a.;  mere  bldga., 
bk.  ft  Btn.,  2  ft  8  ator.;  priv..  wd.,  2  stor.;  wd. 
rfa.  not  perm,  in  f.  area;  fwka.  ft  combt.  ord.; 
cauaea  of  f.  inv.  F.  dept. — 1  b.  ft  1.  trk.,  2  boae 
wag.;  hoae,  gd.,  1,100  ft.;  f.  aL,  bell  ft  wb.;  raL 
equip.,  $2,000;  ezp.  dept.,  $12«6;  tot.  mem.,  42  vol. 

Water  Supply — Src.,  wella,  %  m.  bua.  cent.;  aya., 
pump  to  atdp.;  atdp.  cap.,  85,000  gala.,  dim  12  z 
100;  mat.,  iron;  2  pump,  eng.,  daaa  dup.,  cap.  day, 
^50,000  gala.;  maina,  c  i.,  4  m.,  4  to  8  in.  dia.; 
42  byd.:  met.,  200;'  210  serv.;  prea.,  dom.  70  Iba., 
f.  100  lba.;coat,  $80,000;  cost  mice.,  $1,600;  wka. 
owned  by  city. 

HOLDREDGE,  p.  8,080;  f.  area,  160  a.;  mere, 
bldga.,  bk.,  2  ator.;  priv.,  wd.,  1  ft  2  ator.;  wd. 
Tfa.  perm.;  fwka.  ft  combt  ord.;  cauaea  of  f.  inv. 
F.  dept. — 1  c.  eng.,  1  fa.  ft  L  trk.,  8  hoae  car.; 
vaL  equip.,  $2,000;  val.  bldga.,  $1,500;  ezp.  dept, 
$4,000;  vaL  bld^.,  $4,000;  ezp.  dept.,  $150; 
tot   mem.,   29  vol. 

Water  Supply — Src,  wells,  600  ft  bua.  cent; 
aye.,  pump  to  rea.,  atdp.  ft  dir.;  atdp.  cap.,  148,000 
fnJlM.,  dim.  15  z  110;  pump,  eng.,  cap.  day  600,- 

000  gala.;  maina,  c.  L,  5  m..  4  to  12  in.  dia.; 
64  byd.;  met.,  280;  500  serv.;  pipe,  gaiv.  i.; 
prea.,  dom.  50  Iba.,  f.  100  lbs.;  cost,  $75,000; 
coat  mtce.,  $5,000;  wka.  owned  by  city. 

MOMER,  p.  600;  f.  area,  40  a.  F.  dept— 1 
hand  eng.;  f.  «L,  bell;  vaL  equip.,  $1,500;  val. 
bldga.,  $500;  tot  mem.,  22  voL 

Water  Supply— -Src.,  spring,  1  m.  bus.  cent; 
ays.,  dir.  prea.;  2  pump,  eng.,  cap.  day,  80,000 
arala.;  maina,  8,000  ft;  18  hyd.;  pres.,  dom.  57 
lbs.,  f.  100  lbs.;  cost,  $9,500;  wka.  owned  by 
city. 

HOOPER,  p.  741;  mere  bldga.,  bk.,  2  ator.; 
priv.,  wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  ft  combt  ord.;  causes  of  f.  inv.     F.  dept. — 

1  h.  ft  1.  trk..  2  hose  car.;  hose,  rub.,  gd.,  1,000 
ft.;  f.  al.,  bdl;  val.  equip.,  $1,000;  vaL  bldga., 
$1,600;   ezp.  dept,  $125;  tot  mem.,   80  voL 

Water  Supply — Src,  wells,  4  blocka  bua.  cent; 
aya.,  pump  to  atdp.;  stdp.  cap.,  80,000  gals., 
dim.  12  z  85,  mat  stl.;  pump,  eng.,  cap.  day 
100,000  gals.;  mains,  c.  i.,  2%  m.,  4  to  6  in. 
dia.;  18  hyd.;  7  v.;  met,  20;  420  serv.;  pipe, 
«dv.  L;  pres.,  dom.  45  to  60  lbs.,  f.  100  lbs.; 
cons,  day,  20,000  gals.;  cost,  $11,500;  coat  mtce., 
9250;  wka.  owned  by  city. 

HOWELL,  p.  1,000;  f.  area.  100  a.     F.  dept— 

2  hoae  carta,  h.  ft  1.  trie.,  azee,  bucketa,  etc.;  hose, 
cot,  rub.  lined,  gd.,  950  ft;  f.  al.,  bell  ft  wh.; 
vaL  equip.,  $5,000;  val.  bldgs.,  $5,000;  ezp.  dept, 
$150;  tot.  mem.,  80  voL 

Water  Supply — Src.  wella,  1  m.  boa.  cent;  wrs.. 
pump  dir.;  1  pump,  eng.;  cap.  day,  500  gala.; 
maina,  1  1-5  m.;  12  hyd.;  8  v.;  prea.,  dom.  66 
Ibe.,  f.  85  lbs.;  cost  $0,000;  coat  mtce.,  $8,000; 
wka.  owned  by  village 

■HUMBOLDT,  p.  1,176;  f.  area.  820  a.;  mere. 
bldga.,  bk.  ft  wd.,  1  to  8  ator.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft  combt.  ord. 
F.  dept — 1  h.  ft  L  trk.,  8  hoae  wag.;  hose,  nib. 
lined,  1,200  ft;  f.  aL,  bell;  ezp.  dept,  $50; 
tot  mem.,  80  voL 

Water  Supply — Src,  creek.  80  rods  bus.  cent; 
sya.,  pump  to  rea.,  stdp.  ft  dir.;  stdp.  cap.,  94,000 
nls.,  dim.  20  z  40.  mat  sa;  rea.  cap.,  1,000,000 
i;al8.,  loc  near  creek;  1  pump,  eng.,  daas  stm., 
cap.  day  500,000  gala.;  mains,  iron,  5  m.,  4,  6 
&  8  in,  dia.;  86  hyd.;  81  v.;  met,  8;  162  serv.; 
pipe,  galv.  ft  wrt.  i;  pres.,  dom.  50  lbs.,  f.  126 
Iba.;  cona.  day,  80,000  gala.:  coat.  $19,000;  cost 
zntce.,    $1,000;   wka.   owned   by   dty. 

HUMPHREY,  p.  1,000;  '•  »r^  «<>  *•  f-  ^^^"i; 
1  c  eng.,  2  hoae  carta,  1  h.  ft  L  trk.;  f.  aL,  bell 
-vaL  equip..  $1,800;  v«l.  bldga.,  $10,000;  ezp.  dept, 
S75:  tot  mem.,  60  voL 

Water  Supply— Src,  2   wdla,   1   m.   bua.   cent; 


sya.,  pump  dir.;  2  pump,  eng.,  cap.  day,  210,500 
gsda;  maina,  2  m.;  4  to  8  in.  dia.;  2a  nyd.,  «  ▼.; 
prea..  dom.  ft  f.  45  Iba.;  cost,  $12,000;  cost  mtce., 
$700;  wks.  owned  by  city. 

KEARNEY,  p.  6.202;  f.  area,  8,250  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  5  stor.;  priv.,  bk.  ft  wd., 
1  ft  2  ator.;  wd.  rfa.  not  perm,  in  f.  area;  fwks. 
ft  combt  ord.;  cauaes  of  f.  inv.  F.  dept — 1  aut6. 
comb,  c  ft  h.  wag.,  2  h.  ft  L  trk.,  6  c  hand  ez.,  5 
hoae  carta;  hose,  rub.,  gd.,  2,750  ft.;  vaL  equip., 
$10,000;  vaL  bldga.,  $25,000;  ezp.  dept,  $1,500; 
tot  mem.,  125  voL 

Water  Supply — Src.  wella;  aya..  pump  dir.;  rea. 
cap.,  150,000  gala.;  2  pump,  eng.,  dasa  dup.,  cap. 
dsy  7,700,000  gals.;  maina,  18  m.,  6  to  14  in. 
dia.;  160  hyd.;  28  v.;  met,  82;  pres.,  dom.  85 
lbs.,  t  80  to  100  lbs.;  cons,  day,  800.000  gala.; 
wka.  owned  by  Oo. 

LEXINGTON,  Dawson  Co^  p.  2,059;  bldgs.,  wd. 
ft  bk.;  wd.  rfs.  perm.  F.  dept. — 2  hose  car.; 
hose,  gd.,  1,000  ft.;  inf.,  1,000  ft;  tot  hose.  2,000 
ft;  f.  aL,  bell  ft  telp.;  ezp.  dept,  $400;  tot 
mem..  50  vol. 

Water  Supply — Src,  wells,  2  blocks  bua.  cent; 
eys.,  pump  to  atdp.  ft  dir.;  stdp.  cap.,  98,807  gals.; 
dim.,  110  z  12;  mat.  atL;  2  pump,  eng.,  cap.  day, 
1,000,000  gale.;  mams,  2%  m.;  56  hvd.;  met, 
105;  60  serv.;  cons,  day,  50.000  gala.;  prea.. 
dom.  48  Iba.,  f.  85  lbs.;  coat,  $25,000;  wka.  ownea 
by  city. 

LINCOLN,  Lancaster  Co.,  p.  48,978;  mere 
bldga.,  stn.  ft  bk.,  2  to  8  stor.;  priv.,  wd..  1  to  8 
ator.;  wd.  rfa.  not  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  auto.  comb, 
c.  ft  h.  wag.,  1  auto,  pumper  ft  hose  wag.,  1 
str..  1  c  eng.  in  reserve,  10  c.  hand  ez.,  1  aer. 
trk.,  8  h.  ft  1.  trk.,  4  hose  wag.,  20  bra.;  hose, 
cot,  rub.  lined,  9,960  ft.;  f.  al.,  elec.  40  bz.; 
vaL  equip.,  $52,842;  val.  bldgs.,  $85,500;  ezp. 
dept,  $54,609;  tot  mem.,  45,  pd.  full  time. 

water  Supply — Src,  wella,  1%  m.  bus.  cent; 
sys.,  pump  to  res.;  rea.  cap.,  8,750,000  gala.; 
mat  cone;  pump,  eng.,  cap.  day  8,600,000  gals.; 
mains,  c.  L,  81%  m.,  4  to  20  in.  dia.;  680  hyd.; 
492  v.;  met.  8.291;  8.878  serv.;  pipe,  lead;  prea.. 
dom.  60  lbs.,  f.  125  lbs.;  cons.  day.  8,086.000 
gals.;  cost,  $842,221;  cost  mtce.,  $44,832;  wks. 
owned  by   city. 

LINWOOD,  p.  820;  f.  area,  60  a.  F.  dept. — 
1    c   eng..   1   n.  ft  L   trk.;   hoae.   cot.  rub.  lined, 

fd..  800  ft.;  f.  aL,  bell;  vaL  equip..  $1,200;  ezp. 
ept,  $100;  tot.  mem..  SO  voL 
Water  Supply — Src.  wells. 

LONG  PINE,  p.  781;  f.  area,  160  a.;  bldga., 
bk.  ft  wd..  1  ft  2  stor.;  wd.  rfs.  perm.;  fwks.  ft 
combt  ord.  F.  dept — 2  c.  hand  ez.i  2  h.  ft  1. 
trie..  8  hose  car.;  hoae,  cot,  rub.  lined,  gd.,  1,600 
ft;  f.  al.,  bell;  val.  equip.,  $2,500;  vaL  bldgs.. 
$260;   tot.  mem.,   15  vol. 

Water  Supply---Src,  spr.;  sys..  pump  to  stdp.; 
stdp.  cap.,  50,000  gals.;  pump,  eng.,  cap.  day  250,- 

000  gals.;  mains,  8  m.,  4  to  6  in.  dia.;  21  hyd.; 
77  serv.;  cost,  $10,000;  cost  mtce.,  $1,000;  wka. 
o\vned  by  city. 

LOUP,  p.  1,128;  f.  area,  40  a.;  mere  bldga., 
bk.  ft  wd.,  2  stor.;  priv.,  wd.,  1%  ft  2  stor.;  wd. 
rfs.  perm.  F.  dept — 1  h.  ft  L  trk.,  1  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  800  ft;  inf.,  200  ft.: 
tot.  hose,  l.ono  ft;  f.  aL,  bell;  vaL  equip.,  $1,600; 
val.  bldgs.,  8600;   tot  mem.,   25  vol. 

Water  Supply— -Src,  wells;  sys.,  pump  to  res.  ft 
dir.;  ren.  cap.,  100,000  gals.;  pump,  eng.,  class 
dup.,  cap.  day  215.000  gals.;  mains,  2  m.,  4  to 
6  in.  dia.;  14  hyd.;  17  serv.;  pres.,  dom.  40  lbs., 
f.  100  lbs.;  cost,  $15,000;  coat  mtce.,  $850;  wka. 
owned  by  town. 

LUSHTON,  p.   200;   f.   area.    60  a.     F.   dept. — 

1  c  eng.;  f.  al..  bell;  val.  equip..  $400;  val.  bldga.. 
$200;   exp.  dept.  $'26;  voL 

Water  Supply — iSrc,  wella. 

LYNCH,  p.  583;  f.  area,  60  a.  F.  dept. — 2  hoae 
carts..  1  h.  ft  L  trk.;  hoee.  cot,  rub.  lined,  gd., 
900  ft;  f.  al.,  bell;  val.  equip..  $1,600;  val.  bldga., 
$1,000;  exp.  dept,  $282;  tot  mem.,  22  voL 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  eya., 
pump  dir.;  2  pump,  eng.;  cap.  day,  86,400  gala.; 
maina,  1%  m.;  8  hyd.;  88  serv.;  prea.,  dom.  ft  f. 
66  lbs.;   cost,  $10,600;  wks.  owned  by  d^. 

LYONS,  p.  865;  bldga.,  mostly  wood.  F.  dept — 
1  h.  ft  I.  trk..  1  hose  wag.;  hoae,  cot,  rub.  lined, 
gd.,   1,800  ft;  tot  mem.,  30  vol. 
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Water  Supply — Src,  wells;  ays.,  pump  to  itdp.; 
8tdp.  cap.,  58.000  gHa,,  dim.  100  i  10»  mat. 
8tl.;  pump,  eng.,  cap.  day  600,000  gala.;  mains, 
4  to  8  in.  dia.;  24  hyd.;  met,  80;  200  serv.;  pipe, 

falv.    i.;    pres.,    dom.    50    lbs.,   f.    125    Iba.;    cost, 
12,000;  wks.  owned  by  town. 

McCOOK,  p.  3,766;  f.  area,  375  a.;  mere,  bldga., 
8tn.  &  bk.,  2  &  3  stor.;  priv.,  stn.,  bk.  &  wd.,  2 
&  3  stor.;  wd.  rfs.  perm.;  fwks.  k  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  k  1.  trk.,  2  hose 
wag.:  hose,  cot.,  rub.  lined,  gd.,  1,000  ft.;  inf., 
350  ft;  tot.  hose,  1,350  ft.;  f.  al.,  elec;  val. 
equip..  $1,800:  exp.  dept,  $450;  tot  mem.,  26  vol. 

Water  supply — Src,  wells,  1  m.  bus.  cent.;  sys., 
pump  to  stdp.  A  dir.;  stdp.  cap.,  235,000  gals.; 
2  pump,  eng.,  class  dup.,  cap.  day  2,500,000  gals.; 
mains,  13  m.,  3  to  12  in.  dia.;  51  hyd.;  47  v.; 
850  met;  850  serv.;  pres.,  dom.  45  lbs.,  f.  80 
lbs.;  cons,  day,  350,000  gals.;  cost,  $80,000;  cost 
mtce.,  $8,500;  wks.  owned  by  city. 

MADISON,  p.  1,708;  f.  area,  200  a.;  mere, 
bldgs.,  bk.,  1  &  2  stor.;  priv.,  wd.,  1  stor.;  wd. 
rfs.  not  perm.;  no  fwks.  k  combt.  ord.:  causes  of 
f.  inv.  F.  dept. — 1  h.  &  1.  trk..  2  hose  carts; 
hose,  cot,  rub.  lined,  gd.,  1,000  ft;  f.  al.,  bell 
A  wh.;  val.  equip.,  $1,800;  exp.  dept,  $45;  tot 
mem.,  48  vol. 

Water  Supply — Src.,  wells,  3  blocks  bus.  cent; 
ays.,    pump   to   stdp.   k   dir.;    stdp.    cap.,    106,750 

Sals.,  dim.  20  z  45,  mat  stl.;  2  pump,  eng.,  cap. 
ay  1,376,000  gals-;  mains,  c.  !.,  6  m.,  2  to  8 
in.  dia.:  83  hyd.;  pipe,  c.  i.;  pres.,  dom.  70  lbs., 
f.  100  lbs.;  wks.  owned  by  city. 

MASON  CITY,  p.  480;  f.  area,  60  a.;  mere, 
bldga.,  bk.,  stn.  &  wd.,  1  ft  2  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfa.  perm.;  fwks.  A  combt  ord.;  causes 
of  f.  inv.  F.  dept — 2  c  hand  ex.,  1  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  1,000  ft;  f.  al.,  bell; 
tot.  mem.,  16  vol. 

Water  Supply — Src.,  wells;  ays.,  pump  to  atdp. 
ft  dir.;  sldp.  cap.,  60,000  gala.,  dim.  17  x  30; 
pump,  eng.;  mabis,  4  m.,  4  to  6  in.  dia.;  10 
hyd.;  60  senr.;  pipe,  galv.  I;  cost,  $5,000;  cost 
mtce.,  $150;  wka.  owned  by  village. 

MILFORD,  p.  716;  mere,  bldgs.,  bk.  ft  wd.,  1 
ft  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  2  stOr.;  wd.  rfa. 
not  perm,  in  f.  area;  canaea  of  f.  iny.     F.  dent. — 

1  h.  ft  1.  trk.,  2  c.  hand  ex.,  1  hose  car.;  hose, 
€0t,  rub.  lined,  gd.,  1,100  ft;  f.  al.,  bell;  val. 
«quip..  $1,600;  val.  bldgs.,  $160;  tot  mem.,  29  vol. 

Water  Supply — Src,  pump,  by  force,  pump  at 
mill;  atdp.  cap.,  50,000  gals.;  1  trip.  pump,  eng., 
cap.  280  gals,  min.;  pump,  eng.,  cap.  day  980,000 

fals.;  mama.  3^  m.,  8  to  6  in.  dia.;  24  hyd.; 
serv.;  pres.,   70  lbs. 

MINDEN,  p.  1,559;  f.  area,  4  blocks;  mere, 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  combt.  ord.;  causes 
of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  2  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  1,700  ft;  f.  al.,  wh.; 
tot  mem.,   48  vol. 

Water  Supply — Src,  well;  sys.,  pump  to  res.,  to 
stdp.  ft  dir.;  stdp.  cap.,  98,000  gala.,  dim.  12  x 
110;  res.  cap.,  50,000  gals.;  4  pump,  eng.,  cap. 
day,  480,000  gals.;  mains,  c  i.,  4%  m.,  4  to  8  in. 
dia.;  53  hyd.;  28  v.;  met,  260;  860  serv.;  pipe, 
galv.  i.;  pres.,  dom.  50  lbs.,  f.  120  lbs.;  cost  $25,- 
000;  cost  mtce.,  $4,000;  wks.  owned  by  city. 

NEBRASKA  CITY,  p.  6,488;  f.  area,  2,000  a.; 
mere,  bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  wd.,  1 
to  6  stor.;  wd.  rfs.  not  perm.;  combt  ord.;  causes 
of  f.  inv.     F.  dept. — 1  str.,  1  comb.  c.  ft  h.  wag., 

2  c  hand  ex.,  1  h.  ft  1.  trk,,  1  hose  wag.,  4  hose 
car.,  2  hrs.;  hose,  cot,  rub.  lined,  gd..  600  ft; 
rub.,  gd.,  3,000  ft;  tot  hose,  3,600  ft.;^f.  al., 
bell;  val.  equip.,  $16,000;  val.  bldgs.,  $8,600; 
exp.  dept,  $2,500;  tot  mem.,  61,  pd.  full  time  8. 
vol.   58;  undrs.  rating,  fourth  claas. 

Water  Supply — Src,  riv.,  1  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  100,000  gals.,  mat 
stl.;  res.  cap.,  2,000,000  gals.;  6  pump,  eng.,  daaa 


000;  cost  mtce.,  $3,500;  wks.  owned  by  Co. 

NELIQH,  p.  1,666;  f.  area,  400  a.;  mere,  bldgs., 
bk.,    2    stor.;    priv.,    wd.,    2    stor.;    wd.    rfs.    not 

perm.;  fwks.  ft  combt  ord.     F.  dept-T"^  ^VvJfl?*^*;^ 
hose  wag.;   hose,   oot,  rub.   lined,   gd.,   1,000    ft; 
f.  al.,  bSl  ft  wh.;  val.  equip.,  $1,500;  val.  bldgs., 
$2,000;  exp.  dept.,  $260;  tot  mem.,  36  vol. 


Water  Supply — Src,  riv.  ft  4  wdls,  900  ft 
bus.  cent;  ays.,  pump  to  atdp.;  atdp.  cap.,  52,000 
gals.,  mat  stl.;  2  pump,  eng.,  cap.  day  400,000 
gals.;  mains,  4  8-44  m.,  3  to  6  in.  dia.;  38  fard.; 
13  v.;  305  serv.;  91  met;  pipe,  iron;  pres.,  dom.  75 
lbs.,  f.  75  lbs.;  cost,  $26,000;  cost  mice.,  $1,500; 
wks.  owned  by  city. 

NEWCASTLE,  p.  700;  f.  area,  40  a.  F.  dept- 
hose  cart;  hose,  oot.  rub.  lined,  gd.,  600  ft;  f.  tL, 
bell;  val.  equip.,  $500;  val.  bldgs.,  $200;  eip. 
dent;  $100;  tot  mem.,  25  vol. 

Water  Supply — Src,  wells,  1  m.  boa.  cent;  ivi., 
pump  dir.;  1  pump,  eng.;  cap.  day,  388,800  gtl*.; 
mams,  4,000  ft;  12  hyd.;  pres,,  dom.  ft  f.  60 
lbs.;  cost  $8,000;  cost  mtce.,  $600;  wks.  owned 
by  city. 

ItlOBRARA,  p.  800;  f.  area,  40  a.  P.  dept— 2 
hose  cMts;  hose,  cot,  rub.  lined,  gd.,  800  ft; 
f.  al.,  bell;  vol. 

Water  Supply — Src,  well,  1  m.  bus.  cent;  ijri, 
dir.  pres.;  5  hyd.;  wks.  owned  by  city. 

NORFOLK,  p.  6,026;  f.  area,  3,000  t.;  mere, 
bldgs.,  bk.  ft  stn.,  1  to  3  stor. ;  priv.,  bk.  ft  wd. 
1  to  2  stor. ;  wd.  rfs.  not  perm,  in  f.  area;  eamn 
of  f.  inv.  F.  dept — 1  comb,  c  ft  h.  wag.,  1  h. 
ft  1.  trk.,  2  c  band  ex.,  4  hoae  car.;  hoie,  cot, 
IJ'^^i*"/^'  fd.,  1,000  ft.;  int.  1.000  ft;  tot  bote, 
2,000  ft;  f.  aL,  bell  ft  wh,;  vaL  equip.,  $2,800; 
vaL   bldgs.,  $4,600;  exp.  dept,   $148;  tot  torn., 

50    vol. 

Water  Supply— «rc,  wells,  2H  blodn  bn.  cent; 
sye.,  pump  to  stdp.;  stdp.  cap.  1.000,000  gil«., 
dim.  12  X  110;  2  pump,  eng.,  cap.  day  2,300,000 
gals.;  mains,  7  m.,  4  to  10  in.  dia.;  90  hyd.; 
^*.M*F**"  ^^^»'  500  serv.;  pres.,  f,  80  Ibi; 
cost  $76,000;  cost  mtce..  $8,200;  wka,  owned  1^ 
city. 

NORTH  BEND,  p.  1,106;  mere  bldga.,  bk.  ft 
wd.,  1  ft  2  ator.;  priv.,  bk.  ft  wd.,  1ft  2  stor.; 
wd.  rfs.  not  perm.  In  f.  area;  fwka.  ft  combt  orl: 
causes  of  f.  inv.  F,  dept—1  h.  ft  1,  trl.  1  e. 
eng.,  2  hose  carta;  hose,  cot,  rub.  Uned.  gd.,  1,400 
ft;  mf.,  100  ft;  tot  hose,  1,600  ft;  f-  aL,  befl; 
val.  equip.    $4,000;  tot  mem.,   66  voL 

Water  Supply— Src.,  wdls,  1  block  boa.  cent; 
^ys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  41,000  gik. 
?'ir«^ly  *  '0»  ™»*'  *ron;  2  pump,  eng.,  cap.  d«v 
1,000.000  gals,;  mains,  2%  m.,  4  to  6  in.  dia.:  1« 

i^iX  i9  ■*"^!  P*P«»  «*J^-  t-J  P»^.  ^om,  30  Ibt., 
f.  80  lbs.;  cons,  day,  40,000  gala.;  coat  $lt,««0: 
wks.  owned  by  city. 

u^I^^'  PMTTE,  p.  4,708;  f.  «r«a,  640  a.;  mere, 
bldga.,  bk.,  2  ft  8  stor.;  priv,,  wd.,  1  ator.;  wd. 
rfs.  not  perm.;  fwka.  ord.;  ceuses  of  f.  inv.  F. 
dept—l  c.  enar.,  l  auto.  comb,  c  ft  h.  wag.,  2 
c.  hand  ex.,  1  h.  ft  L  trk.,  2  hoae  car.;  hose,  cot, 
!?'.ki*1®'^'  !^^'\  *»000  ft;  inf.,  1,600  ft;  tot  hose. 
4,600  ft;  f.  al.,  beU  ft  wh.:  tot.  mem.,  48  voL 

Water  Supply— Src,  wella,  ^  m.  bm.  cent: 
sys.,  pump  dir.;  8  pump,  eng.,  cap.  day,  5,500,000 
gals.;  mains,  c.  i.,  16 H  m.,  4  to  12  in.  dia.;  45  t.; 
530  met.;  74  hyd.;  1,100  eerv,;  prea,,  dom.  60  lbs, 

I:,«2L^®  ?2^  ^^'»  «»*»  $180,000;  cost  mtce, 
$10,000;   wks.   owned  by   city. 

u.  OAKLAND,  p.  1,073;  f.  area,  10  blocks;  Wdp, 
bk  ft  wd.,  -2  stor.  F.  dept. — 1  hose  wag.,  i  h. 
ft  1.  trk.,  2  hose  wag.,  a  c  eng.;  hoae,  cot.  nib. 

}i^fi*  ^^V  h^^^  ''•»  '•  "^^  ^W  *  wh.;  vaL  equip. 
$«?0'.^^'-  Wdsfs.,  $450;  tot  mem.,  26  voL 

Water  Supply — Src.,  wells;  sya.,  pump  to  rea.  ft 
stdp.;  stdp.  cap.,  48,000  gals.,  dim.  12  x  50,  mat 
iron;  rea.  cap.,  28,000  gals.;  pump,  eng,,  cap.  di? 
3,000.000  gala.;  maina,  8  m.;  IS  hyd.;  155  aerr.: 
pipe,  galv.  I;  prea..  dom.  65  Iba.,  f.  90  to  10« 
lbs.;  cons,  day,  46.000  gals.;  cost,  $12,000;  coat 
mtce.,  $1,700;  wks.  owned  by  city. 

OHIOWA.  p.  400;  f.  area.  20  a,  F.  dept— 2  c 
eng.,  1  h.  ft  1.  trk.;  f.  al.,  bell;  vaL  equipi,  *J50; 
vol. 

Water  Supply — Src,  well,  in  bus.  cent.;  *j«. 
pump  dir.;  2  pump,  eng.;  cap.  day,  6,000  gak; 
wks.   owned  by  city. 

OMAHA,  p.  124,006;  f.  area,  24  H  sq.  m.:  nerc 
bldgs,,  stn,,  bk.  ft  wd,,  1  to  18  ator.;  priv.,  c£a. 
bk.  ft  wd..  1  to  8  stor.;  wd.  rfa.  not  perm,  io  f 
area;  combt.  ord.;  causes  of  f.  inv.  F.  dept— 
4  str.  (1  in  reserve),  4  h.  ft  L  trk.  (2  in  re«ne). 
1  comb.  h.  ft  1.  trk.  ft  c,  22  c  hand  ex..  11  bo« 
wag.  (2  in  reserve),  1  comb,  c  ft  h.  wm..  J  aaw 
comb.  c.  ft  h.  wag.,  2  cfaiers  biqgpe*  0  ^ 
reserve),  1  chiers  auto.,  2  c  eng.  fa  resefve,  t  fad 
wag.,   60   hrs.;   hose,   cot,   nib.    lined,  gd.,  27.0^ 
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ft,  7,000  ft,  in  reserre;  f.  al.,  Gamewell,  111  bx.; 
yL  bidn.,  $200,000;  exp.  dept,  $248,000;  tot. 
mem.,  208,  pd..  full  time. 

Water  supply— Src.,  riT.,  7  m.  bos.  cent.;  tj*,, 
pamp  to  res.;  res.  cap.,  129,000,000  gals.,  loc.  at 
Walnut  Hill;  18  pomp,  eng.,  cap.  day  128,000,000 
gals.;  mains,  c.  i.,  250  m.,  6'  to  48  in.  dla.; 
1,587  hyd.;  1.500  v.;  met.,  18,883;  pipe,  lead; 
pres.,  dom.  00  to  110  lbs.,  f.  00  to  110  lbs.;  cons, 
day,   14,000,000  gals.;   was.  owned  by  city. 

O'NEIL,  p.  2,089;  f.  area,  820  a.;  mere,  bldgs.. 
bk.,  stn.  k  wd.,  1  to  8  stor.;  priv.,  wd.,  1  &  2 
stor.;  wd.  rfs.  penn.;  fwks.  &  combt.  ord.;  causes 
of  f.  Inv.  F.  dept. — 1  c.  eng.,  1  h.  &  1.  trk.,  2 
hose  wag.;  hose,  cot.,  rub.  lined,  gd.,  1,100  ft.; 
inf.,  200  ft.;  tot.  hose,  1,300  ft.;  f.  al.,  bell  A 
wh.;  val.  equip.,  $2,000;  val.  bldgs.,  $1,500;  exp. 
dept.,  $150;  tot.  mem.,  21  vol. 

Water  Supply — Src,  wells;  ays.,  pump  to  stdp.; 
stdp.  cap.,  50,000  gals.,  dim.  10  x  100.  mat.  sU.; 
pump,  eng.,  cap.  day  600,000  gals.;  mains,  iron,  5 
m.,  4  to  8  in.  dia.;  22  hyd..  15  v.;  85  serv.;  pipe, 
iron;  pres.,  dom.  65  lbs.,  f.  140  lbs.;  cons,  day, 
200,000  gals.;  cost,  $25,000;  cost  mtce.,  $1,000; 
wks.  owned  by  city. 

ORD,  p.  1,060;  f.  area,  640  a.;  mere  bldgs.,  bk. 
k  wd.,  1  to  3  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  not  penn.;  fwks.  4c  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  h.  k  1.  trk.,  2  hose  car.;  hose, 
cot.,  rub.  lined,  gd.,  1,800  ft;  f.  aL,  bell  k  wh.; 
val.  equip.,  $8,000;  val.  bldgs.,  $500;  tot.  mem., 
67  vol;  ucdrs.  rating,  first  claas. 

Water  Supply — Src,  spr.,  %  m.  bus.  cent;  ays., 
pump  to  res.;  res.  cap.,  8,500  bbls.,  loc.  7,764  ft. 
from  station;  1  pump,  eng.,  dass  comp.,  cap.  day 
185,000  gals.;  mains,  c.  L,  4^  m.,  4  to  8  in. 
dim.;  80  hyd.;  17  ▼.;  met,  105;  250  serv.;  pipe, 
wrt  i.;  pres.,  dom.  60  lbs.,  f.  65  lbs.;  cons,  day, 
80,000  gals.;  cost,  $26,500;  cost  mtce.,  $1,600; 
wks.  owned  by  city. 

ORMOND,  p.  700;  f.  area,  160  a.  F.  dept — 1 
h.  k.  1.  trk.,  2  hose  carts,  2  c.  eng.,  12  hand  c. 
ex.;  hose,  cot,  rub.  lined,  gd.,  800  ft;  rub.,  gd., 
200  ft.;  inf.,  400  ft;  tot.  hose,  1,400  ft;  f. 
«L,  bell;  val.  equip.,  $2,800;  val.  bldgs.,  $8,000; 
exp.  dept,  $850;  tot  mem.,  29  vol. 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  svs., 
pump  dir.;  8  pump,  eng.;  cap.  day,  864,000  gals.; 
mains,  2  m.;  85  hyd.;  86  serv.;  pres.,  dom.  68  Ibe., 
f.  80  lbs.;  cost  $16,000;  cost  mtce.,  $400;  wks. 
owned  by  city. 

PAWNEE  CITY,  p.  1,610;  f.  area,  820  a.;  mere 
bldsa.,  bk.  k  stn.,  2  stor.;  priv.,  wd.,  1%  k  2 
ator.;  wd.  rfs.  perm.;  fwks.  k  combt  ord.;  causes 
of  f.  inv.  F.  dept — 1  h.  &  1.  trk.,  2  hose  car.; 
faoae,  rub.,  gd.,  1,500  ft;  f.  al.,  bell  k  wh.;  val. 
equip.,  $1,800;  val.  bldgs.,  $1,250;  tot  mem.,  40 
▼ol. 

Water  Supply — Src,  wells,  1  block  bus.  cent.; 
mym.,  pump  to  res.,  stdp.  k  dir.;  stdp.  cap.,  80,000 
onUa..  dim.  12  x  100,  mat.  stl.;  1  pump,  eng.,  class 
dup.»  cap.  day  1,000,000  gals.;  maina,  iron,  4% 
nu,  4  to  10  in.  dia.;  85  hyd.;  80  v.;  175  serv.; 
pipe,  iron;  pres.,  dom.  60  to  70  lbs.,  f.  60  to  80 
fba.;  cons,  dsy,  25,000  gals.;  cost  $85,000;  cost 
mtce.,  $1,600;  wks.  owned  by  city. 

PENDER,  p.  804;  bldgs.,  wd.,  I  k  2  stor.;  wd. 
rfa,  not  perm.;  fwks.  k  combt  ord.  F.  dept. — 1 
hand  eng.,  1  h.  &  1.  trk.,  8  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  2,000  ft;  f.  aL.  bell;  tot  mem., 
40    vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp.; 
atdp.  cap.,  58,500  gala.,  dim.  10  x  100,  mat  stl.; 
pump,  eng.,  class  dup.,  cap.  day  780.000  gals.; 
mains,  iron,  2%  m.,  4  to  10  in.  dia.;  21  hyd.;  80 
v.;  160  serv.;  pipe,  galv.  i.;  pres.,  dom.  50  lbs., 
f.  lOO  to  150  lbs.;  cost,  $29,000;  cost  mtce., 
91.000;  wks.  owned  by  town. 

PERU,  p.  1,060;  f.  area.  240  a.  F.  dept — 2 
hose  reel?;  hose,  cot,  rub.  lined,  gd.,  600  ft;  f.  al.. 
bell;  val.  equip.,  $600;  val.  bldgrs.,  $100;  exp. 
dept.,    $50;   tot.   mem.,   20   vol. 

Waiter  Supply — Src,  wells,  1  m.  bus.  cent.;  sys., 
rmmp  dir.;  stdp.  cap.,  -OO.OOO  gate.;  3  pump,  en^.; 
^ttp.  day,  432,000  gals.;  mains,  4  m.,  2  to  6  in. 
dia  :  42  hvd.;  9  v.;  pres.,  dom.  80  to  140  lbs.,  f. 
140    lbs.;  cost  $20,000;  wks.  owned  by  city. 

PIERCE,  p.  1,200;  f.  area.  40  a.  F.  dept— 1  c 
ena>..  2  hose  carts,  1  h.  &  1.  trk.:  hose,  cot,  rub. 
li^ed-  gd.,  1.800  ft;  f.  al.,  bell :  val.  equip..  $2,600; 
i4»l.  bldgrs..  $700;  exp.  dept,  $200;  tot  mem.,  40 
vol* ;    wna«'  rating,  second  class. 


Wader  Supply — Src,  2  wells,  1  m.  bus.  cent; 
sys.,  pump  to  stdp.;  2  pump,  eng.;  cap.  day,  482,000 
gala.;  mains  2H  m.,  28  hyd.;  pres.,  dom.  50  lbs., 
f.  125  lbs.;  cost,  $18,000;  cost  mtce.,  $800;  wks. 
owned  by  city. 

PLATTSMOUTH,  p.  4,287;  f.  area.  40  a.;  mere 
bldgs.,  bk.  k  wd.,  1  to  3  stor.;  priv.,  wd.,  1  to  3 
stor.;  wd.  rfs.  not  perm.;  fwks.  k  combt.  ord. 
F.  dept. — 1  h.  k  1.  trk.,  4  hose  carta;  hose,  cot., 
rub.  lined,  gd..  2,300  ft;  f.  al.,  wh.;  val.  equip., 
$4,000;  val.  bldgs.,  $2,000;  exp.  dept,  $460;  tot 
mem.,  30  vol. 

Water  Supply — Src,  wells.  1  m.  bus.  cent;  sye.* 
pump  to  stdp.;  cap.,  295,000  gala.;  dim.,  25  x  80; 
mat,  stl.;  res.  cap.,  1,000,000  gals.;  loc  at  station; 
2  pump,  eng.,  class  comp.;  cap.  day,  2,000,000  gals.; 
mains,  c  i.,  7  m.,  4  to  12  in.  dia.;  54  v.;  86  nyd.; 
met,  208;  515  serv.;  pipe,  galv.  i.;  pres.,  dom.  70 
lbs.,  f.  85  lbs.;  cons,  day,  240,000  gals.;  wks. 
owned  by  Co. 

PLYMOUTH,  p.  500;  f.  area,  20  a.;     F.  dept — 

1  hose  csot;  hose,  cot,  rub.  lined,  gd..  1,200  ft;  f. 
al.,  bell;  val.  equip.,  $1,200;  vaL  bldgs.,  $10,000; 
tot  mem.,  18  vol.;  undn.  rating,  first  claas. 

Water  Supply— Src,  well,  1  m.  bus.  cent;  sya., 
pump  dir.;  1  pump,  eng.;  cap.  day,  15,000  gals.; 
mains,  1,500  ft;  16  hyd.;  pres.,  dom.  48  lbs.,  f. 
60  lbs.;  cost,  $3,900;  cost  mtce.,  $250;  wke.  owned 
by  city. 

PONCA,  p.  1,000;  f.  area,  80  a.;  mere,  bldgs., 
bk.  k  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perrn.;  no  fwks.  k  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  hose  wag.;  hose,  cot.,  rub.  lined,  gd., 
1,300  ft;  f.  al.,  bell;  val.  equip.,  $2,200;  val. 
bldsrs.,  $800;  exp.  dept,  $300;  tot.  mem.,  20  vol. 

Water  Supply — Src,  wells,  2  blocks  bus.  cent; 
sys.,  grav.,  pump  dir.;  res.  cap.,  120,000  gals.;  1 
pump,  eng.,  cap.  day  576,000  gals.;  mains,  c.  i., 
8  m.,  4  to  8  in.  dia.;  2B  hyd.:  12  v.;  152  serv.; 
pres.,  dom.  60  lbs.,  f.  60  to  70  lbs.;  cost,  $16,000; 
cost  mtce.,  $1,000;  wks.  owned  by  city. 

RANDOLPH,  p.  1,187;  f.  area,  160  a.;  mere 
bldgs.,  bk.,  iron  k  wd.,  1  to  8  stor.;  priv..  bk.  k 
wd.,  1  k  2  stor.;  wd.  rfs.  not  perm,  in  x.  area; 
fwks.  k  combt  ord.;  canaea  of  f.  inv.     F.  dept — 

2  hose  wag.,  2  hose  oar.;  hose,  cot,  rub.  lined, 
gd.,  1,500  ft:  inf.,  250  ft.;  tot  hoee,  1,750  ft; 
f.  al.,  bell;  vaJ.  equip.,  $1,800;  val.  bldga.,  $1,500; 
exp.  dept,  $76;  tot.  mem.,  18  vol. 

Water  Supply — Src,  well;  ays.,  pump  to  atdp.; 
stdp.  cap.,  1,600  bbls.;  1  pump,  eng.,  cap.  day 
360,000  gals.;  mains,  6  m.;  17  hyd.;  84  serv.; 
ores.,  dom.  10  to  50  lbs.,  f.  40  to  110  lbs.;  cost, 
$5,000;  cost  mtce.,  $1,400;  wks.  owned  by  city. 

RAVENNA,  p.  1,850;  f.  area,  20  a.;  mere  bldgs., 
wd.,  1^2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  ord.;  causes  of  f.  inv. 
F.  dept — 2  hose  wag.,  2  hose  carts;  hose,  cot, 
rub.  Imed,  gd.,  1,200  ft;  f.  al.,  wh.,  15  bx.:  val. 
equip.,  $480;  val.  bldgs.,  fTlOO;  exp.  dept,  $110; 
tot  mem.,  24  vol. 

Water  Supply — Src,  wells,  %  m.  bus.  cent;  ^s.,- 
pump  to  res.;  res.  cap.,  256,000  gals.;  1  pump, 
eng.,  class  trip.,  cap.  day  250,000  gals.;  mains, 
c  i..  5^  m.,  3  to  8  in.  dia.;  61  hyd.;  21  v.; 
809  sen'.;  309  met;  pres.,  dom.  43  lbs.,  f.  60  lbs.; 
cons,  day,  50,000  gals.;  cost,  $22,000;  cost  mtce., 
$2,400;  wks.  owned  by  city. 

RED  CLOUD,  p.  1.686;  f.  area,  480  a.;  mere 
bldgs.,  bk.  k  wd.,  2  stor.;  priv.,  wd.,  1  k  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  k  combt  ord.  F.  dept-~ 
2  c  hand  ex..  1  h.  4c  1.  trk.,  3  hoae  car.;  hose, 
rub.,  gd.,  1,600  ft;  f.  al.,  bell;  val.  equip.,  $2,600; 
val.  bldgs.,  $2,000;  exp.  dept,  $2,000;  tot.  mem., 
49  vol.;  undrs.  rating,  third  class. 

Water  Supply — Src,  wells  k  spr.,  %  m.  bus. 
cent;  sys.,  pump  to  stdp.  k  dir.  stdp.  cap.,  70,000 
gals.;  re.H.  cap.,  &.>,000  gtils.;  pump,  eng.,  class 
dup.,  cap.  day  1,000.000  gals.;  mains,  c.  i.,  6  m.,  4 
to  8  in.  <lia.;  40  hyd.:  10  v.;  met.,  800;  310  serv.; 
pres.,  dom.  58  lbs.,  f.  58  to  100  lbs.;  cons,  day, 
100.000  gals.;   cost,  $40,000;  wks.  owned  by  city. 

RIVERTON,  p.  869;  f.  area,  6  a.;  bldgs.,  wd. 
ft  bk.,  1  ft  2  stor.;  wd.  rfs.  perm.;  fwka  ft  combt. 
ord.  F.  dept. — 1  hose  car.;  hose,  cot,  rub.  lined, 
gd.,  600  ft;  inf..  200  ft;  tot  hose,  800  ft;  f. 
al..  bell;  vaL  equip.,  $200;  val.  bldgs.,  $75;  exp. 
dept,  $150;   tot.  mem..   60  vol. 

Water  Supply — Src,  creek;  sys.,  pump  to  res.; 
res.  cap.,  30,000  gals.;  pump,  eng.,  cap.  day  144,- 
000    gals.;    mains,    2Vi    m.,    2    to    6    in.    dia.;    8 
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hyd.;  2  ▼.;  inrec.,  dom.  60  Ibt.,  f.  7ft  Iba.;  ooit, 
f6,000;  ooflt  mtce.,  $160;  wks.  owned  bj  villAge. 

ST.  PAUL,  p.  1,S86;  f.  area,  O40  a.;  mere, 
bldga..  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  ator.; 
wd.  rfa.  not  perm.;  fwka.  ft  combt.  ord.     F.  dept. — 

1  h.  ft  L  trk.,  2  hose  car.;  boae,  cot.,  rob.  lined, 
gd.,  1,000  ft.;  f.  al.,  bell  ft  wh.;  val.  eauip.,  %%,• 
600:  vaL  bldgpB.,  $800;  tot  menu,  48  toL 

Water  Supply-— Src,  wells;  ays.,  pump  to  stdp.  ft 
dir.;  stdp.  cap.,  76,000  nls.,  dim.  60  z  12,  loc 
near  cent,  town,  mat.  boiler  I.;  2  pump.  »eng., 
class  dup.,  cap.  day  1,760,000  sals.;  mains,  iron, 
4  m.,  4  to  8  in.  dia.;  26  byd.;  met,  42;  147 
serv.;  pipe,  ffalv.  L;  prea.,  dom.  46  lbs.,  f.  100  to 
140  lbs.;  cons,  day,  60,000  gals.;  coat,  $21,000; 
cost  mtce.,  $1,800;  wks.  owned  by  city. 

SCHUYLER,  p.  2,162;  f.  area,  640  a.;  mere, 
bldgs.,  bk.,  1  ft  2  stor.;  prlv.,  wd.,  2  stor.;  wd.  rfa. 
not  perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inf, 
F.  dept — 1  c.  eng.,  1  h.  ft  L  trie.,  2  boae  carta.; 
hose,  cot,  rub.  nned,  gd.,  1,400  ft;  rub.,  gd., 
260  ft;  tot  hwe,  1650  ft;  f.  aL,  bell  ft  wfa.;  vaL 
equip.,  |8J)00;  exp.  dept,  $150;  tot  mem.,  66  toL 

Water  Supply — Src,  wella,  1-10  m.  bus.  cent; 
aya.,  pump  to  atdp.;  stdp.  cap.,  85,000  8<ala.;  dim., 
12  z  100;  mat,  iron;  2  pump,  eng.,  cap.  day,  600,* 

000  gals.;  mains,  idx>n,  7  m.,  4  to  10  in.  dia.;  46 
byd.;  30  v.;  met,  225;  260  aenr.;  pipe,  galv.  L; 
prea.,  dom.  42  lbs.,  f.  80  Iba.;  cona.  day,  60,000 
giala.;  cost  $25,000;  cost  mtce.,  $4,600;  wka. 
owned  by  city. 

SEWARD,  p.  2,106;  f.  area,  800  a.;  mere,  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  fwka.  ord.  F.  dept — 1 
c.  eng.,  6  c.  hand  ex.,  2  boae  car.,  1  b.  ft  L  trie; 
hose,  cot,  rub.  lined,  gd..  1,100  ft;  f.  aL,  bell  ft 
wh.;  vaL  equip.,  $S300;  vaL  bldga.,  $18,000; 
tot  mem.,  60  vol.;  undrs.  rating,  thira  class. 

Water  Supply— -Src.,  well;  sys.,  pump  to  stdp.; 
atdp.  cap.,  96,000  gala.;  2  pump,  eng.,  dasa  dup., 
cap.  day  800,000  g»lB.;  maina,  6  m.,  4  to  8  m. 
dia.;  65  hvd.;  18  v.;  met,  260;  220  serv.;  prea., 
dom.  45  lbs.,  f.  86  lbs.;  cons,  day,  40,000  gala.; 
cost,  $84,000;  cost  mtce.,  $1,468;  wks.  owned  by 
city. 

SIDNEY,  p.  1,185;  f.  area,  80  a.;  mere,  bldga., 
etn.  ft  wd.,  1  ft  2  stor.;  priv..  stn.  ft  wd.,  1  ft  2 
stor.;  wd.  rfa.  not  perm,  in  i.  area;  causes  of  f. 
inv.  F.  dept — 1  h.  ft  L  trk.,  2  hoae  car.;  boae, 
cot,  rub.  lined,  gd.,  2,700  ft;  f.  aL,  wh.;  vaL 
bldgs..  $600;  tot  mem.,  80  voL 

Water  Supply — Src.,  wella;  sys.,  pump  to  stdp.; 

2  pump,  eng.,  cap.  day  1,600,000  gals.:  mains,  4 
m.,  2  to  8  in.  dia.;  82  byd.;  pres.,  z.  70  lbs.; 
wks.  owned  by  railroad. 

SONAPAH,  p.  6,000;  f.  area,  1^  m.;  mere, 
bldgs.,  stn.  ft  wd.,  1  ft  2  stor.;  priv.,  stn.  ft  wd., 

1  ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  z.  inv.  F.  dept — 1  coznb. 
c.  ft  h.  wag.,  160  c.  hand  ex.,  1  h.  ft  1.  tifc.,  1 
hose  waff.,  4  hose  car.,  2  hrs.;  hose,  cot,  rub. 
lined,  gd.,  8,700  ft;  inf.,  1,000  ft:  tot  hose, 
4,700  ft.;  f.  al.,  telp.;  vaL  equip.,  $5,600;  val. 
bldgs.,  $6,000;  exp.  dept,  $7,060;  tot  mem.,  264, 
pd.  full  time  4,  voL  250. 

Water  Supply — ^Not  reported. 

SOUTH  OMAHA,  p.  26,259;  f.  area,  11  blocks; 
mere  bldgrs.,  bk.  ft  wd.,  1  to  11  stor.;  priv.,  wd., 
ft  bk.,  2  ator.:  wd.  rfs.  not  perm.;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept — 1  str.,  1  comb,  c 
ft  h.  wag.,  9  c.  hand  ex.,  1  chiefs  auto..  1  chiefs 
buggy,  5  hoae  wag.,  1  h.  ft  1.  trk.,  14  nrs.;  hose, 
cot,  rub.  lined,  gd.,  2,500  ft;  f.  aL,  telp.  ft  Game- 
well,  13  bx.;  v«L  equip.,  $80,000;  val.  bldga.,  $20,- 
000;  exp.  dept,  $d5,000;  tot  mem.,  88,  pd.  full 
time.  Priv.  f.  sys.  maintained  by  Packera  ft  W.  S. 
Yard  Co.,  in  care  of  A.  D.  T.:  889  bx. 

Water  Supply — Src,  supplied  by  Omaha;  870 
water  byd. 

SOUTH  SIOUX  CITY,  p.  1,106;  f.  area,  600  a.; 
mere,  bldgs.,  bk.,  stn.  ft  wd.,  1  ft  2  stor.;  priv., 
bk.,  stn.  ft  wd.,  1  to  8  stor.;  no  fwks.  or  combt. 
ord.;  causes  of  f.  inv.  F.  dept — c.  hand  ex.,  1 
hoae  wag.;  hose,  rub.,  500  ft;  f.  aL,  bell;  vaL 
equip..  $800;  tot.  mem.,  36  vol. 

Water  Supply — Src.,  wella. 

STANTON,  p.  1,842.     F.  dept— 1  h.  ft  L  wag., 

2  boae  carta;  2,000  ft  hose;  f.  aL,  b.  ft  wh.;  81 
vol. 

Water  Supply — Src.,  eng.  ft  pump,  near  bua. 
cent;  sys.,  grav.;  stdp.  cap.,  80,000  gals.,  dim. 
10  X  60  ft,  mat.  iron;  2  pump,  eng.;  maizia,  c  L, 
2  nu,  4  to  6  in.  dia.;  2<3  hyd.;  20  v.;  met.,  190; 


pipe,  iron;  prea.,  dom.  50  Iba.,  f.  80  to  100  Iba: 
cona.  day,  16,000  gals.;  coat  $7,000;  wks.  owned 
by  city. 

STEELE  CITY,  p.  826;  1  ar«a,  40  a.    F.  dcpL— 

e.  hand  ex.;  f.  aL,  bell;  ^.  equip.,  $8,400;  voL 
Water  Supply — Src,  welL  1  m.  bua.  cent;  tgv, 

pump  dir.;  2  pump,  eng.;  wka.  owned  by  dtj. 

8TR0MSBURQ,  p.  1,865;  f.  aica,  40  a.;  mere, 
bldga.,  bk.  ft  wd.;  wd.  rfs.  perm.;  fate,  ft  oombt 
ord.  F.  dept — 12  c  hand  ex.,  1  h.  ft  L  tik..  2 
hoae   car.;   hose,   cot.   rub.   lined,   gd.,  1,000  ft; 

f.  aL,  bell  ft  wn.;  vaL  equip.,  $1,880;  vaL  bU|«.> 
$600;  tot  mem.,  50  voL 

Water  Supply-— Src,  wella,  600  ft  bus.  oat; 
qra.,  pump  to  res.,  to  atdp.  ft  dir.;  stdp.  op., 
22,622  gala.,  dim.  12  z  100,  mat  stL  ft  hk.; 
rea.  cap.,  27,000  gala.;  4  pump,  eng.,  claas  dap., 
cap.  day  160,000  gala.;  maina.  c  L  ft  ttL,  8 
m.,  2,  4  ft  6  in.  dia.;  21  hyd.;  met,  90;  175 
aerv.;  pipe,  galv.  L;  pres.,  dom.  86  lbs.,  f.  90  to 
120  lbs.;  cons,  day,  80,000  gala.;  cost  $15,000; 
coat  mtce.,  $1,800;  wks.  owned  by  city. 

SUPERIOR,  p.  2,106;  t  area,  640  a.;  mere, 
bldgs.,  bk.,   2   stor.;  priv.,  wd.,   2   ator.:  wd.  rb. 

Senn.;  fwka.  ft  combt  ord.;  cauaea  of  £  inv.  T. 
ept — 8  c  hand  ex.,  2  hose  car.;  boae,  nb.,  gdL, 
1,800  ft;  f.  aL,  bell;  vaL  equip.,  $1,600;  vaL 
bldga.,  $200;  tot  mem.,  40  voL 

Water  Supply— 6rc,  wella,  H  m.  boa.  cent;  ws^ 
dir.  prea.;  rea.  cap.,  140,000  sala.;  2  pnmc  cag:; 
cap.  day,  1,600,000  gala.;  maina,  c  L,  6H  >>•.  < 
to  10  in.  duu;  46  hyd.;  7  v.;  445  met;  400  serr.; 
prea.,  dona.  45  Hw.,  f.  100  to  120  Iba.;  cost  $41>- 
000;  cost  mtce.,  $6,000;  wka.  owned  by  city. 

SUTTON,  p.  1,702;  1  area,  240  a.;  mere 
bldga.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wl, 
1%  ator.;  wd.  rfa.  perm,  in  f.  area;  fwka.  ft  eooibt 
ord.;  cauaes  of  f.  inv.  F.  dept — 1  c  ei^,  1  L  ft 
L  trk.,  2  c  band  ex..  8  hoae  wag.;  hoae,  cot,  tab. 
lined,  gd.,  750  ft;  inf.,  760  ft;  tot  hoae,  1^00 
ft:  f.  al.,  beU  ft  wh.;  vaL  equip.,  $1,850;  viL 
bldgs.,  $160;  exp.  dept,  $200;  tot  mem.,  46  toL 

Water  Supply — Src,  wells,  H  m.  boa.  oesl; 
qra.,  pump  to  stdp.;  stdp.  cap.,  68,000  gab.,  diat 
12  z  75;  2  pump,  eng.,  cap.  day  150,000  gib.; 
maina,  c  L,  4  m.,  4  to  8  in.  dia.;  89  hyd.;  U 
v.;  met,  210;  140  aerv.;  pipe,  galv.  L;  prea..  dora. 
40  lbs.,  f.  60  lbs.;  cona.  day,  60,000  gals.;  cost. 
$18,000;  cost  mtce.,  $1,200;   wka.   owned  bf  atJ- 

SYRACUSE,  p.  842;  f.  area,  8  blocks;  mere 
bldgs.,  bk.,  1  ft  2  stor.;  wd.  rfs.  perm.     F.  d^.— 

1  c.  eng.,  12  c  hand  ex..  1  h.  ft  L  tik.,  S  bow 
car.;  hoae,  cot,  rub.  lined,  gd.,  1,200  ft;  f.  tU 
bell  ft  wh.;  vaL  equip.,  $2,000;  val.  bldga,  $800; 
exp.  dept,  $250;  tot  mem.,  40  voL 

Water  Supply— Src,  wells,  2  blo^a  bus.  eent: 
sys.,  grav.,  pump  to  stdp.;  stdp.  cap.,  50.800  fik. 
dim.  12  z  60,  loc  %  m.  stati<m,  mat  stl;  1 
pump,  eng.,  cap.  day  600,000  gala.;  maina,  c  i 
ft  atl.,  11,600  ft,  2  to  8  in.  dia.;  28  brd.;  S 
v.;  met,  IS;  88  serv.;  pipe,  galv.  L  ft  sa;  pna^ 
dom.  74  lbs.,  f.  100  lbs.;  cons,  day,  8,000  gila: 
cost,  $18,481;  cost  mtce.,  $700;  wka.  owned  b; 
village. 

TALMAQE,  p.  611;  f.  area,  86  blo<Aa.    F.  dept— 

2  hand  hose  carts;  hoae,  rub.  lined,  gd.,  750  ft.; 
f.  al.,  bell;  vaL  equip.,  $700;  vaL  bidas.,  fJl*'; 
exp.  dept.,  $150;  tot  mem.,  28  voL;  undrs.  ratinf. 
third  class. 

Water  Supply— ^Src,  2  wella,  1  m.  boa.  cent: 
^ys.,  pump  to  stdp.;  1  pump,  eng.;  cap.  day,  1^0.- 
000  gals.;  15  hyd.;  2  v.;  pres.,  dom.  60  Iha:  i- 
60  lbs.;  coat  $11,500;  coat  mtce..  $600;  vi& 
owned  by  city. 

TECUMSEH,  p.  1,748;  f.  are*,  160  a.;  mac 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  wdL.  2  stor.;  ad. 
rfs.  not  perm.;  no  fwks.  ft  oombt  ord.;  caaMt  of 
f.  inv.  ft  record  kept  F.  d«>t — 1  h.  ft  L  trk..  S 
hose  car.;  hoae,  cot,  rub.  lined,  gd.,  1,359  ft; 
inf..  960  ft;  tot  hoae,  2,800  ft;  L  aL.  M;  nL 
equip..  $1,000;  vaL  bldga.,  $800;  tot  mem.,  M 
VOL 

Water  Supply — Src,  wella,  H  m.  bos.  est: 
aya.,  pump  to  rea.,  atdp.  ft  dir.;  atdp.  cap.,  1 50,009 

rl^;  rea.  cap.,  160,000  gala.,  loc  at  pomp.  slaQ<»: 
pump,  eng.;  oap.  day,  1,260,000  gala.;  maina,  i\ 
m.,  4  to  10  in.  dia.;  40  hyd.;  tl  v.;  SOO  B3«t. 
810  serv.;  pres.,  dom.  60  to  70  Iba..  t  110  Tbt. 
cona.  day,  86,000  gala.;  cost  $60,000;  cost  mUs- 
$2,600;  wka.  owned  by  city. 

TEKAMAH,   p.    1,624;    f.    areft,    640   a.;   oat. 

bldgs.,  bk.  ft  wd.,  2  stor.;  pifv.,  vdL,  2  alar:  «<■ 
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rfi.  penn.;  fwks.  k  combt.  ord.;  causes  of  f.  inv. 
F.  dept — 1  h.  Ib  L  trk..  S  hose  car.;  hose,  cot, 
rob.  lined,  gd.,  2,600  ft;  rub.,  gd.,  1,200  ft; 
tot  hose,  8,700  ft;  f.  at.  bell;  tot  mem.,  60  voL 
Water  Supply — Src,  wells,  H  m*  bus.  cent:  sys., 
pump  to  res.  &  dir.;  res.  cap.,  600,000  gals.;  2 
pump,  enff.,  oap.  day,  120,000  gals.;  mains,  a  t, 
2H  m.,  4  to  8  in.  dia.;  26  hyd.;  16  v.;  280  senr.; 
110  met:  pipe,  galv.  i.;  pres.  dom.  00  lbs.,  f.  80 
to  120  Ids.;  cost,  $10,000;  cost  mtce.,  $1,600; 
wks.  owned  by  city. 

TILDEN,  p.  1.000;  f.  area.  180  a.  F.  deot — 
2  hose  carts,  1  n.  ^  1.  trie;  hose,  cot,  rub.  lined, 
gd.,  1,000  ft;  f.  al.,  bell:  val.  equip.,  $1,625;  vaL 
oldgs.,  $600;  exp.  dept,  $800:  tot  mem.,  46  vol.; 
\mms.  rating,  four  and  one-half  class. 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  sys., 
pump  to  stdp.;  1  pump,  eng.;  cap.  day,  100,000 
gals.;  mains,  2Vi  m.;  28  ^yd.;  4  v.;  74  serv.; 
pres.,  dom.  k  f.  60  lbs.;  cost  $22,000;  cost  mtce., 
$800;  wks.  owned  by  aty. 

UEHLINQ,  p.  800;  f.  area,  80  a.  F.  dept — 
2  hose  oairts,  ladder^  etc.;  hose,  cot,  rub.  lined, 
gd.,  1,000  ft;  f.  al.,  beU;  val.  equip.,  $1,175; 
val.  bldgs.,  $500;  tot  mem.,  21  vol. 

Water  Supply — 9rc.,  wells,  1  m.  bus.  cent;  inrs., 
pump  to  stdp.;  2  pomp,  eng.;  cap.  day,  800,000 
gals.;  mains,  3.800  ft;  11  hyd.;  4  v.;  pres.,  dom. 
60  lbs.,  f.  145  lbs.;  cost,  $10,600;  cost  mtce.,  $200; 
wks.  owned  by  dty. 

UNIVERSITY  PUkCE,  p.  8,200;  f.  area,  400  a.; 
mere,  bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv..  wd.,  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  causes  ox  f.  uv. 
F.  dept — 1  c.  eng.,  1  h.  ft  L  trk.,  1  hose  wag.,  2 
hose  oar.;  hose,  cot,  rub.  lined,  gd.,  1,600  ft;  inf., 
800  ft;  tot  hose.  1,900  ft;  f.  al.,  bell,  wh.  ft 
Celp.;  val.  equip.,  $2,900;  val.  bldgs.,  $8,000;  exp. 
dept,  $200;  tot  mem.,  50  vol. 

Water  Supply — Src.,  well,  8  blocks  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  84,000  gals.;  dim., 
12  X  100;  mat,  stl.;  res.  cap.,  80,000  gals.;  4  pump. 
eng.;  cap.  day,  180,000  gals.;  mains,  c.  L,  8  m., 
4  to  6  in.  dia.;  68  hyd.;  50  ▼.;  met,  800;  800 
seirv.;  pres.,  dom.  50  to  66  lbs.,  f.  76  to  80  lbs.; 
ooDO,  day,  180,000  sals.;  cost,  $76,000;  cost  mtce., 
$4,500;  wks.  ownecT  by  city. 

UTICA,  p.  620;  f.  area,  800  a.;  mere,  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  wd.  rfs.  perm.;  fwks.  ft 
oombt.  ord.  F.  dept — 1  c.  hand  ex.;  hose,  cot, 
Tiib.  lined,  gd.,  1,000  ft;  f.  al.,  bell;  vaL  equip., 
^1,000;  val.  bldgs.,  $1,600;  exp.  dept,  $100;  tot. 
mem.,  84  vol. 

^^atar  Supply— -Src,  welk,  in  bus.  cent;  sys., 
<lir.  pres.;  stdp.  cap..  86^0-00  gals.;  1  pump,  eng., 
cap.  day  108,000  ipala.;  mains,  c  1.,  2  m.,  4  to  6 
in.  dia.;  24  hyd.;  18  v.;  70  met;  70  serv.;  pres., 
dom.  60  to  90  lbs.,  f.  90  lbs.;  cost,  $17,000;  wksw 
owned  by  city. 

VALPARAISO,  p.  660;  f.  area,  40  a.;  mere 
bldgn.t  wd.  ft  bk.,  1  ft  2  stor.;  priv.,  wd..  1  ft  2 
•tor.;  wd.  rfs.  perm.  F.  dept — 1  hose  car.;  hose, 
cot.,  rub.  lined,  gd.,  1.100  ft.;  f.  al.,  bell;  val. 
eqmp.,  $760;  tot  mem.,  12  voL 

Water  Supply— Src,  wells,  %  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  oap.,  86,000  gals.;  2  pump. 
«nsr.;  mains,  c  L,  2^  m.,  4  to  6  in.  dia.;  24  hyd.; 
8  v.;  56  met;  56  serv.;  pres.,  dom.  ft  f.  76  lbs.; 
coart,  $15,000;  cost  mtce.,  $800;  wks.  owned  by 
toiivn. 

VURQINIA,  p.  175;  f.  srea,  40  a.  F.  dept— 
buckets  ft  c.  hand  ex.,  1  h.  ft  1  trk.;  val.  equip., 
^75;    vaL  bldgs.,  $li26;  vol. 

Water  Supply — Src,  wells. 

WAHOO,  p.  2,168;  f.  area,  1,200  a.;  mere 
UdflTB-f  ^^'  A  ^^M  1  to  8  stor.;  priv.,  bk.  ft  wd.,  2 
atoir.;  wd.  rfs.  perm.;  no  fwks.  ft  oombt  ord.; 
causes  of  f.  inv.  F.  dept — 2  c  eng..  c  hand  ex.,  1 
h.  &  1.  trk.,  1  hose  wag.,  8  hose  carts;  hose, 
rulf.9  gd.,  8,000  ft;  inf.,  800  ft;  tot  hose,  8,800 
ft-  ;  f-  «L,  bell,  wh.  ft  elec;  val.  equip.,  $2,500;  vaL 
bldflTS.,  $6,000:  exp.  dept,  $500;  tot  mem.,  60  vol. 

Wetter  Supply — Src,  wells,  8  blocks  bus.  cent.; 
avs.,  dir.  ft  pump  to  stdp.;  stdp.  cap.,  100,000 
crals. ;  2  pump,  eng.;  cap.  day,  500,000  gals.;  mains, 
c-  i-r  10  m.,  4  to  12  in.  dia.;  65  hyd.;  80  v.;  886 
me^;  462  serv.;  pres.,  dom.  76  lbs.,  f.  126  lbs.; 
cost,    $48,000;  wks.  owned  by  dty. 

^^ATERLOO.  p.  426;  f.  area,  160  a.  F.  dept— 
2  bose  oarts;  nose,  cot,  rub.  lined,  gd.,  1,000  ft; 
/.  a1..  bell;  val.  equip.,  $1,000;  val.  bldgs.,  $1,600; 
l^^ye.    sxiem.,  20  voL 

VVatar  Supply— 4irc,  welk,  1  m.  bus.  cent;  sya.. 


dir.  pres.;  1  pump,  ens.;  esp.  day»  450,000  gals.; 
mains,  1  8-6  m.;  19  nyd.;  10  v.;  8  serv.;  pres., 
dom.  65  lbs.,  f.  100  lbs.;  cost,  $14,000;  wks. 
owned  by  city. 

WAYNE,  p.  2,140;  f.  area,  8  blocka;  mere, 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  etor.;  wd.  rfc.  not 
perm.;  fwks.  ft  oombt  ord.;  causes  of  f.  inv.  F. 
dept. — 1  c  eng.,    1   c   hand  ex..    1   h.  ft  1.   trk., 

1  aer.  trk.,  1  hose  wag.;  hose,  rub.,  gd.,  1,600  ft; 
inf.,  800  ft;  tot  hose,  1,800  ft;  f.  s3.,  bell  ft  wh.; 
val.  equip.,  $3,500;  val.  bldgs.,  $10,000;  tot 
mem.,  45  vol.;  undra.  rating,  third  cUms. 

Water  Supply — Src,  wells,  2  blocka  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  66,000  gals.,  dim. 
12  X  75;  mains,  iron,  4  m.,  4  to  8  in.  dia.:  46 
hyd.;  14  v.;  met,  200;  220  serv.;  pipe,  iron; 
pres.,  dom.  40  lbs.,  f.  62  to  80  lbs.;  cost  $22,400; 
cost  mtce,  $800;  wks.  owned  by  city. 

WEEPING  WATER,  p.   1.067;  f.   area,   640  a.; 

mere  bldgs.,  bk.,  1  ft  2  stor.;  priv.,  wd.,  1  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept. — 1  h.  ft  1.  trie,  1  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  760  ft;  1  al.,  bell;  val. 
equip.,  $1,600;  vaL  bldgs.,  $800;  tot  mem.,  18  vol. 
(Water  Supply — Src,  wells  ft  crk.,  1  block  bus. 
cent;  sys.,  pump  to  res.;  res.  cap.,  720,489  gala.; 

2  pump,  eng.,  cap.  day  200,000  gals.;  mains,  c  i.. 
2^  m.,  4  to  8  in.  dia.;  18  hyd.;  5  v.;  met.  111; 
111  serv.;  pres.,  dom.  65  lbs.,  f.  100  lbs.;  cons, 
day,  25,000  gals.;  cost  $18,000;  cost  mtce.,  $1,- 
000;  wks.  owned  by  city. 

WEST  POINT,  p.  1,776;  f.  area,  860  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  1,  2  ft  8  stor.;  priv.,  wd., 
2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord. 
F.  dept — 1  h.  ft  1.  trk.,  4  hose  car.;  hose,  oot., 
rub.  lined,  gd.,  2,400  ft;  f.  al.,  bell;  val.  equip., 
$7,000;  cost  mtce,  $500;  tot  mem.,  100  voL 

Water  Supply — Src,  wells,  M.  m.  bus.  cent; 
sys.,  pump  to  res.;  res.  cap.,  17,000  gals.;  2  pump, 
eng.,  cap.  day  100,000  gals.;  mains,  6  m.,  4  to  8  in. 
dis.;  408  hyd.;  10  v.;  met.,  860;  850  serv.;  pipe, 
galv.  i.;  pres.,  dom.  ft  f.,  85  lbs.;  cons,  day,  8,000 
gals.;  cost,  $16,000;  cost  mtce.,  $2,500;  wks. 
ovmed  by  city. 

WILBER,  p.  1,219;  f.  area,  200  a.;  mere  bldgs., 
bk.,  wd.  ft  iron,  1  to  8  stor.;  priv., 'wd.  ft  bk.,  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 4  c  hand  ex.,  1  h.  ft 
1.  trk.,  2  hose  carts;  hose,  cot,  rub.  lined,  gd., 
1,200  ft;  f.  al.,  bell  ft  wh.;  val.  equip.,  $8,000; 
val.  bldgs.,  $1,500;  exp.  dept,  $50;  tot  mem.,  SO 
vol.:  undrs.  rsting,  third  class. 

Water  Supply— Src,  well,  600  ft.  bus.  cent; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  84,000  gals.; 
1  pump,  eng.,  cap.  day  760,000  gala.;  mains,  8 
m.,  4  to  8  in.  dis.;  40  hvd.;  870  met;  880  serv.; 
pres.,  dom.  50  lbs.,  f.  62^  lbs.;  cons,  day,  85,000 
gals.;  cost  $26,000;  cost  mtce.,  $1,500;  wks. 
owned  by  city. 

WISNER,  p.  1,081;  f.  area,  160  a.;  mere  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept — 1  h.  ft  I.  trk.,  2  hose  car.;  hose, 
cot,  rub.  hned,  gd.,  1,600  ft.;  inf.,  400  ft.;  tot 
hose,  1,900  ft;  f.  al.,  bell;  val.  equip.,  $3,000; 
vaL  bldgs.,  $6,000;  exp.  dept,  $100;  tot.  mem., 
26,  pd.  part  time  1,  vol.   24. 

Water  Supply — Src,  wells;  sys.,  grav.;  res.  cap., 
100,000  gab.;  mains,  8%  m.,  4  to  6  in.  dis.; 
stdp.,  16  X  66;  84  hyd.;  10  v.;  pres.,  dom.  80 
lbs.,  f.  75  lbs.;  cost,  $9,600;  cost  mtce.,  $700; 
wks.  owned  by  tovm. 

WOOD  RIVER,  p.  1,000;  f.  area,  820  a.  F. 
dept — hose  cart;  1  h.  ft  1.  trk.;  f.  al.,  bell;  vaL 
equip.,  $1,500;  exp.  d«pt,  $56;  tot  mem.,  26  vol.; 
undrs.  rating,  third  class. 

Water  Supply-^rc,  wells,  1  m.  bus.  cent;  sya., 
dir.  pres.;  1  pump,  eng.,  oap.  day,  86,000  gals.; 
mains,  2  m.;  2!5  hyd.;  2  v.;  50  serv.;  pres..  dom. 
55  lbs.,  f.  100  lbs.;  cost,  $12,000;  cost  mtce., 
$2,400;  wks.  owned  by  city. 

WYMORE,  p.  2,618;  f.  area,  640  a.;  mere 
bldgs.,  bk.,  stn.  ft  wd.,  1  to  8  stor.;  priv..  wd.,  1 
ft  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  2  hose 
wag.;  hose,  cot,  rub.  hned,  gd.,  1,500  ft.;  f.  al., 
bell  ft  wh.;  val.  equip.,  $3,000;  val.  bldgs.,  $2,000; 
exp.  dept,  $200;  tot.  mem.,  82  vol. 

Water  Supply— Src,  wells  ft  riv.;  sys.,  pump  to 
stdp.;  stdp.  cap.,  98,000  gals.;  pump,  eng.,  cap. 
day   1,000,000   gals.;   mains,   el.,    6H    m.,   4  to 
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10  in.  dia.;  (8  hyd.;  120  terv.;  pipe,  mIt.  L; 
pres.,  dom.  00  lbs.,  f.  140  lt».;  oott,  M 0,000; 
cost  mtce.,  $2,600;  wkf.  owned  bj  citj. 

WYNOT,  p.  460;  f.  area,  80  m.  F.  dept— 
base    cart,    laddera,    etc.;    hose,    cot.,    rub.    lined, 

gd.,    800   ft;    f.   al.,   bell;   val.   equip.,   $600;   val. 
Idgs.,  $126;  tot.  mem.,  i21  toI. 

Watar  Supply — Src,  welle,  1  m.  bua.  cent.;  m., 
pump  dir.;  1  pump,  eng.,  cap.  day,  216,000  (raJa.; 
maina,  1  m.;  11  hyd.;  6  v.;  11  eerv.;  pres.,  dom. 
A  f.  72  Iba.;  ooet,  $9,000;  coat  mtce.,  $500;  wka. 
owned   by    city. 

YORK,  York  Co.,  p.  0,286;  mere,  bldn.,  bk.  ft 
•tn.,  1  to  4  stor.;  priv.,  wd.,  2  ator.;  wa.  rte.  not 
penn.;  fwka.  ft  combt.  ord.;  eauaea  of  f.  inv.     F. 


dept — 1   comb,  t   ft  h,  wajf.,   1   h.  ft  L  trk.,  8 

boae  car.;  how,  rub.,  gd.,  S.100  ft;  inf.,  800  It; 

tot  hose,  2,400  ft;  1  aL,  beU  ft  wh.;  tot  ncm.. 
64    Tol. 

Watar  Supply— fire,  wrila,  %  m.  boi.  cent; 
B.V8.,  pump  to  res.,  stdp.  ft  tower;  atdp.  cap.  85,- 
000  gala.,  tower  cap.  160,000  gala.,  res.  cap.  200,- 
000  gala.,  loc.  near  plant;  8  pump,  eng.,  cap.  day 
2,000,000  gala.;  maina,  c.  1.,  6^  m.,  2  to  12  in. 
dia.;  08  hyd.;  81  v.;  met,  800;  925  aerr.;  pipe, 
c.  L;  prea.,  dom.  66  Iba.,  f.  110  Iba.;  cona.  dav, 
260,000  gala.;  coat,  $95,000;  wka.  owned  by  York 
Water  Co. 

Places  with  a  population  of  1,000  or  more  hav- 
ing  no  organiaed  iire  dept — ^Loniairille. 
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AUSTIN,  p.  702;  f.  area,  860  a.;  mere  bldga., 
wd.,  stn.  ft  bk.,  1  stor.;  priv.,  adobe,  1  ator.; 
wd.  rfs.  perm.;  fwks.  ord.  F.  dept — 1  h.  ft  1. 
trk.,  2  hose  car.,  2  hrs.;  hose,  rub.,  gd.,  1,500  ft; 
inf.,  800  ft;  tot  hoae.  1,800  ft;  f.  al.,  beU;  Tal. 
equip.,  $1,600;  val.  bldga.,  $1,000;  ezp.  dept, 
$126;  tot  mem.,  45  vol. 

Watar  Supply — Src.,  tunnel,  driven  into  moun- 
tains; ays.,  grav.;  res.  cap.,  60,000  nls.;  28  hyd.; 
pipe,  6  m.,  8  to  6  in.  dia.;  4  v.;  260  aerv.;  prea., 
97  lbs.;  coat,  $20,000;  cost  mtce.,  $2,600;  wka. 
owned  by  Go. 

CARSON  CITY,  p.  2,460;  f.  area,  1,000  a.; 
mere,  bldga.,  stn.  ft  bk.,  2  stor.;  priv.,  wd.,  1  stor.; 
wd.  rfs.  perm,  in  f.  area;  combt  ord.;  eauaea  of 
f.  inv.  F.  dept — 2  str.,  2  hand  eng.,  1  hose  wag., 
6  hose  car.,  1  hose  cart;  hose,  cot,  rub.  lined, 
gd.,  8,000  ft;  rub.,  gd.,  8,000  ft:  tot  hose.  6,000 
ft;  f.  al.,  bell  ft  wh.;  val.  equip.,  $0,500;  val. 
bldga.,  $4,300;  ezp.  dept,  $1,000;  tot  mem.,  62, 
pd.  part  time  2,  vol.  60. 

Water  Supply — Src,  spr.,  8  to  7  m.  from  bus. 
cent;  sys.,  grav.;  rea.  cap.,  1.400,000  gals.,  loc. 
2  m.  west  city;  mains,  iron,  15  m.,  2  to  12  in. 
dia.;  24  hyd.;  46  v.;  prea.,  dom.  40  Iba..  f.  00 
lbs.;  cons,  day,  1,000.000  gala.;  coat,  $125,000; 
coat  mtce.,  $6,400;  wka.  owned  by  Co. 

ELKO,  p.  2,500.  F.  dept — 4  hose  wag.,  c.  hand 
ex.,  1  comb.  c.  ft  h.  wag.,  2,000  ft.  hose;  f.  al., 
hell;  val.  eouip.,  $5,000;  ezp.  dept,  $250;  tot. 
mem.,   40   vol. 

Water  Supply— ^rc.  springs  ft  wells.  7  m.  bua. 
cent;  sys.,  grav.;  stdp.,  cap..  1,000.000  gals.; 
res.  cap.,  1,000,000  gals.;  1  pump,  eng.,  cap.  day, 
1<60,000  gals.;  maina,  2  m.,  4  to  8  in.  dia.;  64 
hyd.;  160  met,  425  serv.;  pres.,  dom.  85  to  80 
lbs.;  f.  80  lbs.;  cons.  day.  850,000  gals.;  cost, 
$120,000;  cost  mtce.,  $9,000;  wks.  owned  by  priv. 
Co. 

ELY,  p.  2,055.  F.  dept — 20  c  hand  ex..  1  h. 
ft  1.  trk.,  1  c.  cart.,  6  hose  reeir.;  hose,  cot.,  rub. 
lined,  gd..  2,500  ft;  inf.,  900  ft;  tot  hoae,  8,400 
ft:   f.  al.,  bell;  tot.  mem..  60  vol. 

Water  Supply — Src,  spr.,  1  m.  bus.  cent;  sys.. 
dir.  pres.;  res.  cap.,  75,000  gals.;  mains,  4  to  16 
in.  dia.;  24  hyd.;  4  met.;  pres.,  dom.  ft  f.  73  Iba. 

EUREKA,  p.  1,000;  f.  area,  460  a.;  mere  bldga., 
stn.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  story; 
wd.  rfs.  perm.  F.  dept — 4  c  ex.,  1  h.  ft  L, 
trk.,  4  hoae  car.;  hoae.  rub.,  2,000  ft.;  f.  al.,  bell 
ft  wh.;  val.  equip.,  $2,000;  val.  bldga.,  $2,000; 
ezp.  dept,  $1,250;  tot  mem.,  60  vol.;  undra.  rat- 
ing, fourth  class. 

Water  Supply — Src,  springs;  sys.,  grav.;  6  tk., 
cap.  250.000  gals.;  4  res.,  cap.  130,000  gals.; 
pump,  eng.,  cap.  day  200,000  gals.;  18  hyd.;  maina, 
86  m.,  8  to  6  in.  dia.;  pipe,  iron;  10  v.;  pres.. 
dom.  46  to  90  lbs.,  f.  180  lbs.;  cons,  day,  28,800 
gals.;  cost  $260,000;  ezp.  dept,  $6,000;  wks. 
owned  by  Co. 

FALLON,  p.  741.  P.  dept— 1  h.  ft  1.  trk.,  2  c 
eng.;  f.  al.,  bell;  tot  mem.,  50  voL 

Water  Supply — fire,  wells,  1  m.  bus.  cent;  sys., 
pump  to  atdp.;  stdp.  cap.,  200,000  gals.;  1  pump, 
eng.,  cap.  day  500,000  gals.;  mains,  6%  m.,  4  to 
10  in.  dia.;  60  hyd.;  38  v.;  200  met;  200  aerv.; 
pres.,  dom.  30  to  40  lbs.,  f.  108  lbs.;  cona.  day. 
50,000  gals.;  cost,  $35,000;  cost  mtce.,  $325; 
wks.  owne<l  by  city. 

QOLDFIELD,    p.    4.000.      F.    dept — 1    c.    eng.. 


60  c.  hand  ex.,  1  hoae  wag.,  2  hose  carta,  5  hn.: 
hose,  cot,  rub.  lined,  gd.,  2,400  ft;  inf.,  l.OCO 
ft;  tot  hose,  8,400  ft;  f.  al.,  Gamewell,  27  bz.; 
vaL  equip.,  $14,000;  vaL  bldga,  $10,860:  ezp. 
dept.,  $16,200;  tot  mem.,  17;  pd.  full  time  5, 
vol.   12. 

Watar  Supply—^Src,  aprings,  25  m.  bos.  cent, 
sys.,  grav.  ft  pump;  rea.  cap.,  710,000  gals.;  3 
pump,  eng.,  dass  trip.,  cap.  day,  450,000  gals.: 
mains,  4i3  m.,  4  to  0  in.  dia.;  44  hyd.;  500  met.; 
500  aerv.;  pres.,  dom.  60  lbs.;  f.  120  lbs.;  cons, 
day,  300,000  gals.;  coat  $860,000;  viks.  owned 
by  Goldfleld  Consolidated  Water  Co. 

QOLD  HILL,  p.  876;  f.  area,  1,600  a.;  mere, 
bldga.,  stn.,  bk.  ft  wd.,  1  ft  2  ator.;  priv..  wd.,  1 
ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft  conibL 
ord.;  eauaea  of  f.  inv.  F.  dept — 1  atr.,  2  band 
eng.,  160  c  hand  ex.,  2  hoae  wag.,  8  hose  car.; 
hoae,  cot.  rub.  lined,  gd.,  600  ft;  nib.,  gd.,  1,250 
ft;  tot  hoae.  1,760  ft:  f.  al.,  bell  ft  wh.;  vaL 
equip.,  $6,000;  val.  bldga.,  $5,600;  ezp.  dept, 
$2,840;  tot  mem.,  120  vol. 

Water  Supply — tire,  lake,  88  m.  boa.  cent;  sja., 
grav.;  mains,  20  m..  1  to  12  in.  dia.;  92  hyd.: 
92  v.;  800  serv.;  pipe,  iron;  prea..  dom.  SO  lbs., 
f.  180  lbs.;  cons,  day,  750,000  gala.;  wka.  ovned 
by  Co. 

HAWTHORNE,  p.  260;  f.  area.  160  a.;  mere 
bldgs.,  wd.  ft  bk.,  1  ft  2  stor.;  prir.,  wd..  1  stmy: 
wd.  rfs.  perm.;  no  fwka.  ft  combt  ord.;  causes  of 
f.  inv.  F.  dept — 2  c  hand  ex.,  1  hose  car.,  i 
f.  hooks;  hose,  cot,  rub.  lined,  gd..  460  ft;  mb.. 
560  ft.;  tot  hose,  1.000  ft;  f.  al.,  bell;  vaL  cqnip., 
$700;  tot  mem.,  82  voL 

Watar  Supply — Src,  mountain  stnos.;  ay>-.  grav.; 
rea.  cap.,  600,000  gala.;  maina,  8  m.,  8H  to  6  in. 
dia.;  8  hyd.;  8  v.;  pres.,  f.  160  Iba.;  coat,  $45,000: 
coat  mtce..   $600;   wka.  owned  by  Co. 

LAS  VEGAS,  p.  8,600;  f.  area,  40  blocks.  F. 
dept. — 2  hose  carta,  ez.  ladder  ft  hooka.  500  ft 
hose;  val.  equip.,  $2,600;  val.  bldgs.,  $3,600;  ezp. 
dent,  $1,200;  tot.  mem.  20,  pd.  part  time. 

Watar  Supply — Src.  spr.,  1  m.  boa.  cent:  sya.. 
grav.;  40  hyd.;  prea.,  dom.  85  Iba.;  cost  mtce.. 
$1,500;  wks.  owned  by  Co. 

LOVELOCKS,  p.  600;  f.  area,  40  a.  F.  dept— 
1  hand  hoae  cart,  800  ft.  hose;  vol. 

Watar  Supply — Src,  well,  1  m.  boa.  cent;  fy«.. 
pump;  2  pump,  eng.;  26  hyd.;  coat,  $18,000:  «ts. 
owned  by  city. 

McQILL,  p.  1.200;  f.  area,  100  a.  F.  dept— 
c  hand  ez.,  1  hose  wagon,  hose,  ladders,  hrs.,  etc; 
f.  al..  bell;  val.   equip.,  $8,000;  vol. 

Watar  Supply — Src,  creek,  1  m.  bus.  cent;  sy«^ 
grav.;  78  hyd.;  prea.,  f.  110  to  180  Iba.:  wLi. 
owned  by  Co. 

PIOCHE,  p.  125;  f.  area,  1  sq.  m.;  mere  bldjts- 
stn.,  cem.  ft  wd.,  2  stor.;  wd.  xfs.  perm.  F.  dept. — 
3  hose  oar.,  1  c  eng.;  hose,  cot,  rub.  lined,  pi- 
1,500  ft.;  f.  al.,  bell  ft  wh.;  val.  equip.,  tS.50.\ 
val.  bldgs.,  $1,000;  ezp.  dept.,  $1,200;  tot  nir», 
160   vol. 

Watar  Supply — Src.  apr.;  sys.,  grav.;  res.  cap-. 
200,000  gala.;  maimi,  12  m.;  23  hvdL:  200  serr.. 
pipe,  wrt   L;   coat.   $161,000;  wks-'osmed  by  Co 

RENO,  p.  10,867;  mere,  bldga..  bk.,  1  to  4  seer; 
priv.,  wd.,  1  ft  2  ator.;  wd.  rfa  not  penu  ia  f 
area;  fwka.  ft  combt.  ord.;  causes  of  f.  inv.  F 
dept — 2  str.,  1  c  enc.,  6  c.  hand  ex..  1  h.  t  1 
trk.,   1   hose  wag.,   1  hoae  car.,   1    corah,  c  ft  k 
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wag.,  11  hn.;  hose,  cot,  rub.  lined,  gd.,  4,800 
ft;  f.  al.,  Gamewell,  elec.,  52  bz.;  vaL  equip., 
$42,000;  vaL  bldga.,  $60,000;  tot.  mem.,  21,  pd. 
full  time. 

WiUr  Supply — Qrc.,  riv.  k  crk.,  14  m.  bus, 
cent.;  sys.,  grav.;  3  res.,  cap.  70,850,000  gals.;  1 
pump,  eng.;  mains,  c.  i.  &  sti.,  58  m.,  2  to  80  in. 
dia.;  68  hyd.;  2,800  serv.;  pres.,  dom.  k  f.,  40  to 
70  lbs.;  cons,  day,  10,000,000  gals.;  cost,  $1,045,- 
000;  cost  mtce.,  $27,000;  wks.  owned  by  priv.  Co. 

RHYOLITE,  p.  1,500;  f.  area,  80  a.  F.  dept. — 
1  hose  cart,  2,000  ft.  hose;  val.  equip.,  $8,000; 
val.  bidgs.,  $1,200;  ezp.  dept,  $1,500;  tot  mem., 
26  vol. 

Water  Supply — Src.,  spr.,  1  m.  bus.  cent;  sys., 
grav.  ft  pump  to  stdp.;  2  pump,  eng.,  cap.  day 
1,000.000  gals.;  mains,  0  m.:  81  hyd.;  pres.,  dom. 
125  lbs.,  f.  125  lbs.;  cost,  $150,000;  wks.  owned 
by  priv.  OOb 

SEAROHLIQHT,  p.  887.  F.  dept— 2  hand  hose 
carts,  1,000  ft.  hose. 

Water  Supply — Src.,  well;  ays.,  pump  to  stdp.; 
stdp.,  oap.,  50,000  gala.;  mat,  stL;  mains,  0  in. 
dia.;  6  hyd. 

SILVER  CITY,  Lyon  Co.,  p.  887;  bldgs.,  bk.  k 
stn.,  2  stor.;  wd.  rfs.  perm.;  fwks.  ord.  F.  dept. — 
1  h.  ft  1.  trk.,  8  hose  car.;  hose,  rub.,  gd.,  1.500 
ft;  inf.,  500  ft;  tot.  hose,  2,000  ft.;  f.  al.,  bell; 
tot  mem.,  80  vol. 

Water  Supply — Src.,  wells. 

SPA'RKS,  p.  2,500.  F.  dept — 6  hose  carts; 
hose,  3,000  ft;  val.  equip.,  $3,000;  val.  bldga., 
$1,000;  tot   mem.,   43   vol. 

Water  Supply — Src.,  res.:  mains,  2  to  8  in.  dia.; 
31   hyd.;  pres.,  dom.  60  lbs.,  f.   116  lbs. 

TONOPAH,  p.  3,500.  F.  dept — 200  c.  hand  ex., 
1  comb.  c.  eng.  tft  hose  vmg.^  1  h.  ft  1.  trk., 
5  hose  carts,  15  hose  reels,  2  hrs.;  hose,  4,150 
ft.;  f.  al.,  bell  ft  telp.;  val.  equip.,  $5,100;  vial, 
bldgs..  $5,000;  exp.  dept.  $8,000;  tot  mem.,  864; 
pd.    full  time  4,  vol.   850. 

Water  Supply — Src,  spr.;  res.  cap.,  878,000 
gfalH.;  3  pump,  eng.,  class  trip.,  cap.  day  540,000 
gals.;  mams,  18%  m.  2  to  10  ir.  dia.;  81  hyd.; 
pres.,  dom.,  65  lbs.;  wks.  owned  by  priv.   Co. 


TUSCARORA,  p.  400:  mere,  bldgs.,  bk.  ft  wd., 
1  stor.;  priv.,  bk.  ft  wd.,  1  stor.;  wd.  rfs.  perm, 
in  f.  area;  causes  of  f.  inv.  F.  dept. — 2  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  1,200  ft;  val.  equip., 
$1,500;  val.  bldgs.,  $1,000;  tot  mem.,  20  vol. 

Water  Supply — Src.,  spr.,  12  m.  bus.  cent.;  eys.» 
grav.;  res.  cap.,  7,500  gala.;  mains,  H  m.,  8  in. 
dia.;  9  hyd.;  pres.,  dom.  120  lbs.,  f.  120  lbs.; 
cost,  $110,000;  cost  mtce.,  $800;  wks.  owned  by 
Tuscarora,  Nev.,  Mines  Co. 

VIRGINIA  CITY,  p.  2,605:  mere,  bldn,  wd.  k 
bk.,  2%  stor.;  priv.,  wd.,  2^  >tor.;  wd.  rfs.  not 
perm.  F.  dept. — 10  stationary  reels  of  hose,  5  hose 
car.,  4  hrs.;  hose,  cot,  rub.  lined,  gd.,  1,400  ft; 
rub.,  gd.,  6,400  ft;  tot  hose,  7,800  ft.;  f.  aL, 
bell  ft  wh.;  vaL  equip.,  $28,000;  vaL  bldgs.,  $4,> 
000;  exp.  dept,  $12,000;  tot  mem.,  6,  pd.  full 
time. 

Water  Supply — Src.,  lake,  88  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  1,600,000,000  gala.,  loc.  east  aide 
of  Lake  Tahoe;  mains,  20  m.,  1  to  12  in.  dia.; 
92  hyd.;  92  v.;  800  serv.;  pipe,  iron;  pres.,  dom. 
80  lbs.,  f.  1*80  lbs.;  cons,  day,  750,000  gals.;  cost, 
$2,800,000;  cost  mtce.,  $88,000;  wks.  owned  by  Co. 

WADSWORTH,  p.  1,809;  mere,  bldga.,  wd.,  1  to 
7  stor.;  priv.,  wd.,  1  ttor.;  wd.  rfs.  perm.  F. 
dept — 3  hose  car.;  hose,  cot,  rub.  Ihied,  gd.,  1,500 
ft:  f.  al.,  bell. 

Water  Supply — ^Not  reported. 

WINNEMUCCA,  p.  1,500;  f.  area,  820  a.;  mere, 
bldgs.,  stn.,  bk.  ft  wd.,  1  ft  2  stor.;  priv..  bk.  ft 
wd.,  1  ft  2  stor.;  wd.  rfs.  perm,  in  f.  area; 
oombt  ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft 
1.  trk.,  12  c.  hand  ex.,  8  hose  car.;  hose,  cot,  rub. 
lined,  gd.  1,600  ft.;  f.  al.,  bell;  val.  equip.,  $8,- 
000;  val.  bldgs.,  $4,000;  exp.  dept,  $800;  tot. 
mem.,  40  vol. 

Water  Supply — Src,  spr.;  ay*.,  grav.;  res.  cap., 
6,200,000  gals.;  pump,  eng.,  cap.  day  875,000 
gals.;  mains,  17^  m.,  4  to  10  in.  dia.;  10  hyd.; 
150  serv.;  pres.,  f.  65  to  06  lbs.;  cons,  day, 
700,000  gals.;  cost,  $80,000;  cost  mtce.,  $2,500; 
wks.   owned   by  Co. 

YERINGTON.  p.  682.     F.  dept— 1  c  eng.,  vol. 
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ALLENSTOWN,  p.  1,457;  mere,  bldgs.,  bk.,  2 
stor.;  priv.,  wd.,  2  stor.:  wd.  rfs.  perm.;  no  fwks. 
&  ccmbt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  hose 
car.:  hose,  cot,  rub.  lined,  gd.,  500  ft;  exp.  dept, 
$129;  tot  mem.,  6  vol. 

Water  Supply — Src.,  ponds,  6  m.  bus.  cent,  sup- 
ply from  Suncook;  sys.,  grav.;  mains,  c.  i.,  7  m., 
6   to  12  in.  dia.;  48  hyd.;  pres.,  f.  50  lbs. 

ALSTEAD,  p.  711.  F.  dept — 1  c.  eng.,  6  hand 
ex..  1  hand  eng.,  1  h.  ft  1.  trk.,  1  hose  cart;  f. 
al..    bell;    vol. 

ALTON,  p.  1,848:  f.  area,  1.280  a.;  mere,  bldgs., 
wd.,  2  stor.;  priv.,  1  ft  2  stor.;  wd.  rfs.  perm.;  no 
fwks.  &  combt  ord.  F.  dept. — 2  hose  car.,  8  c. 
ex.;  hose,  cot,  rub.  lined,  gd.,  1,500  ft.;  inf.,  50 
ft;  tot.  hose.  1,550  ft;  f.  al.,  wh.  ft  bell:  val. 
equip..  $2,500;  val.  bldgs.,  $500;  exp.  dept,  $150; 
tot-     mem.,    80  vol. 

Water  Supply — Src,  spr.,  1%  m.  bus.  cent; 
«vs.,  gm^.,  pump  to  res.;  res.  cap.,  150,000  gals., 
ioc-  on  bill;  1  pump,  eng.,  cap.  day  50,000  gals.; 
mH^ns.  c.  i.,  4  m.,  4  to  8  in.  dia.;  26  hyd.;  10  v.; 
2  0  met;  125  serv.;  pipe,  galv.  i.;  pres.,  dom.  100 
Ilw.,  f.  100  to  120  lbs.;  cons,  day,  80,000  gals.; 
o<F^t,  $32,500;  cost  mtce.,  $300;  wks.  owned  by 
f.i-iv.     Co. 

AMHERST,  p.  1,060;  mere  bldgs.,  wd.,  1  ft  1^ 
9toT.i  priv.,  wd.,  1V4  stor.;  wd.  rfs.  perm,  m  f. 
area;  causes  of  f.  inv.  F.  dept — 2  hand  eng.,  1 
c.  enff.,  4  c.  hand  ex.,  2  hose  car.;  hose,  cot, 
rxib.  lined,  gd..  1.600  ft;  f.  al.,  bell;  val.  equip., 
S3.000;  val.  bldgs..  $1,000;  exp.  dept,  $250;  tot 
mem.,    60  vol. 

^^ater  Supply — Src,  spr.,  6  cisterns,  5  large  res. 
AN  DOVER,  p.    400;   f.   area.   80   a.     F.   dept. — 
hof^e     car.;    1    h.    ft   1.    trk.,    c    hand    ex.,   ladders, 
a.xes.    hose,  etc.;   f.  al.,  bell;  mem.,  24   vol. 

Water  Supply — Src.  pond,  1  m.  bus.  cent.;  sys., 
crrav, ;  mains.  3  m.;  '32  hyd.;  pres.,  f.  73  lbs.;  cost, 
$  3  2  ,  O  O  O  ;    wks.    owned    by    village. 

ANTRIM,  p.  1,286;  f.  area,  640  a.;  mere  bldgs.. 


wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept — 1 
hand  eng.,  1  h.  ft  1.  trk.,  1  hose  car.;  hose,  cot., 
rub.  lined,  1.450  ft;  f.  aL,  bell:  val.  equip.,  $2,- 
000;  val.  bldgs.,  $500;  exp.  dept.,  $190;  tot 
mem.,  80,  pd.  part  time;  undrs.  rating,  first  class. 
Water  Supply — Src,  ponds.;  sys.,  grav.;  mains, 
6  m.,  8  to  9  in.  dia.;  30  hyd.;  5  v.;  115  serv.; 
pres.,  dom.  95  lbs.,  f.  95  lbs.;  cost,  $25,000;  cost 
mtce.,  $1,000;  wks.  owned  by  village. 

ASHLAND,  p.  1,412;  f.  area,  1.500  a.;  mere 
bldgs.,  cone  &  wd.,  1  to  8  stor. ;  priv.,  wd.  ft  bk.,  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv. 
F.  dept. — 6  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  wag.; 
hose,  cot,  rub.  lined,  gd.,  1,500  ft;  f.  al.,  bell  ft 
wh.,  14  bx.;  val.  equip.,  $2,200;  vaL  bldgs.,  $8,- 
000;  exp.  dept,  $500;  tot  mem.,  88  voL 

Water  Supply — Src,  pond,  2%  m.  bus.  cent; 
Bys-i  grav.  from  pond  to  res.,  loc.  H  m.  below 
pond;  supply  from  res.;  res.  cap.,  1,000.000  gals.; 
mama,  c  L,  5  m.,  6  to  10  in.  dia.;  40  hyd.;  2 
v.:  met,  6;  280  serv.;  pipe,  galv.  L;  pres.,  dom. 
100  lbs.,  f.  100  lbs.;  cost  $85,000;  cost  mtce., 
$400;  wks.  owned  by  town. 

BARNSTEAD,  p.  1,000.     F.  dept— 1  ladder  trk., 
65  c.  hand  ex.;  f.  al.,  bell;  tot  mem.,  25  voL 
No  waterwks. 

BARTLETT,  p.  1,197;  bldgs.,  wd.,  1  ft  2  stor. 
F.  dept. — 1  hose  car.,  1  ladder  wag.,  1  pump  at 
mill;  hose,  linen,  gd.,  1,200  ft;  f.  aL,  wh.  ft  elec, 
3   bx. ;   tot.   mem.,   23  vol. 

Water  Supply — Src,  brook,  4  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  1,000,000  gals.,  loc.  1  m.  village; 
mains,  5  m.,  6  to  10  in.  dia.;  120  serv.;  24  hvd.; 
pipe,  galv.  i.;  pres.,  dom.  52  lbs.;  cost,  $20,000; 
wks.  owned  by  village. 

BATH,  p.  800;  f.  area,  100  a,;  mere  bldgs.,  bk. 

ft  wd..  1  to  2  stor.;  priv.  dwellings,  bk.,  stn.  ft  wd., 

1   to  3  stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of 

f.    inv.     F.    dept — 1       hand    e    eng.;    f.    al.,   gong; 

val.    equip.,    $'228;    tot.    mem.,    12    voL 
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Water  Supply — Src,  spr.,  1  m.  bus.  cent.;  sye., 

frav.;  mains,  7,000  ft.;  iS  v.;  26  serv.;  pipe,  gal>. 
;    pres.,   dom.    62   to    86   lbs.,    f.    100    lbs.;    cost, 
$5,000;    wks.   owned   by   priv.   Co. 

BELMONT,  p.  1,890;  f.  area,  1,000  a.;  priT. 
bldss..  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  eaoscs 
of  f.  inv.  F.  dept. — 1  h.  ft  L  trk.,  1  hose  wag.,  1 
hose  car.;  hose,  cot.,  rub.  lined,  sd.,  760  ft.;  f.  aL, 
bell;  val.  equip.,  $600;  vaL  bldgs.,  $1,000;  ezp. 
dept,  $126;  tot.  mem.,  20  vol. 

Watar  Supply — Src,  res.,  1  m.  bus.  cent.;  sys., 
pump  dir.;  res.  e^.,  100,000  gals.,  loe.  on  hill; 
1  pump,  eng.,  size  9  x  6  z  12,  cap.  day  260,000 
gals.;  mains,  wd.,  4  m.;  28  hyd.;  120  serv.;  pipe, 

falv.  i.;  pres.,  dom.  86  lbs.,  f.  85  lbs.;  cons,  dsy, 
0,000  gals.;  cost,  $14,000;  cost  mtce.,  |800;  wks. 
owned  by  town. 

BENNINGTON,  p.  690.  F.  dept. — 2  c.  hand  ex., 
1  hose  wag.;  hose,  600  ft.;  f.  al.,  bell;  exp.  dept., 
flOO;  tot.  mem.,  45  vol. 

BERLIN,  p.  11,780;  f.  area,  50  a.;  mere,  bldgs., 
wd.  ft  bk.,  2  ft  8  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  not  perm.  F.  dept. — 1  str.,  1  comb,  c  ft  h. 
wag.,  1  D.  ft  1.  trk.,  8  hose  car.;  hose,  rub.,  gd., 
6,000  ft;  f.  al.,  Oamewell.  27  bx.;  vaL  equip., 
$20,116;  vaL  bldgs.,  $24,600;  tot  mem.,  41,  pd. 
full  time  8,  pd.  part  time  88;  undrs.  rating,  first 
class. 

Watar  Supply — Src,  brooks,  2^  m.  bus.  cent.; 
oys.,  grav.;  res.  cap.,  10,000,000  gals.;  cap.  day, 
1.400,000  gals.;  mains,  c.  i.,  12  m.,  6  to  12  in. 
dia.;  92  hyd.;  76  v.;  met,  82;  1.286  serv.;  nipe, 
galv.  i.;  pres.,  dom.  60  lbs.,  f.  70  to  180  lbs.: 
cost,  $220,000;  cost  mtce.,  $8,000;  wks.  owned 
by  Co. 

BETHLEHEM,  p.  1,201;  mere,  bldgs.,  wd.,  1  to 
8  stor.;  priv.,  wd.,  IH  to  8  stor.;  wd.  rfs.  perm.; 
fwks.  ft  combt  on!.;  causes  of  f.  inv.  F.  dept— 
1  c.  eng.,  1  h.  ft  L  trk.,  1  hose  ear.;  hose,  Unen, 
gd.,  1.200  ft;  f.  al.,  bell;  tot  mem.,  28  vol 

Water  Supply^— Src.,  tor.  ft  riv.;  sys.,  grav.;  res. 
cap.,  260,000  gala.;  nuuns,  12^  m.,  4  to  6  In. 
dia.;  87  hyd.;  6  v.;  126  serv.:  prea.,  dom.  80  lbs., 
f.  120  lbs.;  cost,  $70,000;  wks.  owned  by  villaga. 

BOSCAWEN,  p.  1.240;  mere,  bldgs.,  bk.  ft  wd.. 
1  to  8  stor.;  priv.,  bk.  ft  wd.  F.  dept. — 4  a  hand 
ex.,  2  hose  wag.,  1  hrs.;  hose,  cot,  rub.  lined,  gd., 
1,200  ft;  f.  aL,  bell  ft  wh.;  vaL  equip.,  $8,000; 
tot  meoL,  24  vol. 

Watar  Supply— Src,  pond,  7  m.  but.  cent;  sya., 
grav.  to  rea.;  res.  cap.,  400,000  gals.;  mains,  wd., 
14  m.,  4  to  12  in.  dia.;  62  hyd.;  200  serv.;  pres., 
f.  66  to  00  Iba.;  cost,  $76,000;  cost  mtce.,  $200; 
wks.  owned  by  town. 

BRISTOL,  p.  1,478;  mere  bldgs.,  bk.  ft  wd.,  2 
to  4  stor.;  priv.,  wd.,  1%  stor.;  wd.  rfs.  perm.; 
no  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept 
— 1  hand  eng.,  12  c.  ex.,  1  h.  ft  1.  trk.,  1  aer.  trK., 
3  hose  car.;  hose,  cot,  rub.  lined,  gd.,  2,000  ft.; 
Tub.,  gd.,  1,500  ft;  tot.  hose,  S,500  ft;  f.  al.. 
Oamewell,  8  bx.;  val.  equip.,  $2,000;  val.  bldgs., 
$1,600;  tot  mem.,  65  voL;  undrs.  rating,  first  class. 

Water  Supply— Src,  lake,  2%  m.  but.  cent; 
sys..  grav.;  mains,  cem.  ft  c  L  ft  wd.,  7  m.,  4  to 
20  In.  dia.;  88  hyd.;  pipe,  iron;  prea.,  dom.  56  lbs., 
f.  126  lbs.;  wks.  owned  by  Co. 

BROOKLINE,  p.  601;  bldgs.,  wd.  F.  dept. — 1 
hand  eng.,  8  c  band  ex.,  1  hose  ear.;  hose,  1,000 
ft;  t  al.,  bell  ft  wh.;  tot  mem.,  86  vol. 

Water  Supply — ^Not  reported. 

CAMPTON,  p.  846;  bldgs.,  wd.,  2  ft  3  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.;  no  f.  dept 

Water  Supply — Src.  wells. 

CANAAN,  Orafton  Co.,  p.  1,408;  f.  area,  640  a.; 
mere  bldgs.,  wd.,  1  ft  2  stor.;  priv..  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of  1  inv. 
F.  dept. — 1  h.  ft  L  trk.,  1  hose  car.;  hose,  cot, 
rub.  lined,  1,460  ft;  vaL  equip.,  $800;  vaL  bldgs., 
$600;  tot  mem.,  20  vol. 

Watar  Supply — Src,  lake,  2  m.  bus.  cent;  ays., 
grav.;  mains,  iron,  8%  m.;  18  hyd.;  10  v.;  55 
serv.;  pipe,  g^v.  L;  pres.,  dom.  86  lbs.,  f.  90  lbs.; 
cost,  $12,000;  wks.  owned  by  Co. 

CHAra.ESTOWn,  p.  1,400;  f.  area,  100  a.  F. 
dept — 1  hose  wag.;  2  hose  reels,  ladders,  nozzlea, 
etc.;  hose,  cot,  rub.  lined,  gd.,  1,800  ft;  f.  aL; 
bell;  tot.  mem.,  21.  voL 

Water  Supply— -Src,  brook  ft  spr.,  '2  m.  bus. 
cent;  sys.,  grav.;  mains,  c  i.,  1,906  ft,  6  to  12 
in.    dia.;    46    hyd.;    24    v.;    85    met;    280    serv.; 


pres.,  dom.   ft   f.   80   to  100  Iba.;   eost,  $5<5,000; 
wks.  owned  by  town. 

CLAREMONT,  p.  7,529;  f.  area,  100  a.;  mat. 
bldgs.,  bk.  ft  wd.,  2  to  4  stor.;  priv.,  wd.,  3^ 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  eonbt  oid.; 
causes  of  t  inv.  F.  dept — 1  str.,  1  h.  ft  L  tik., 
7  c  hand  ex.,  1  hose  wag.,  4  hose  csr.,  6  hn.; 
hose,  cot,  rub.  lined,  gd.,  8,800  ft;  rab.,  gd.,  too 
ft;  inf.,  200  ft;  tot  hose.  4,200  ft;  f.  iL,  bdl 
ft  wh.,  81  bx.;  val.  equip.,  $7,800;  exp.  dept, 
$6,000;  tot  mem.,  51  vol 

Water  Supply — Src,  brooks,  1%  m.  boa  eat; 
sys.,  grav.  ft  pump  dir. ;  res.  cap.,  82,000.000  gils.. 
loc  ureen  Mt;  1  pump,  eng.,  cap.  day  1.000,000 
gals.;  mains,  c  L  ft  cem.,  21 H  m.,  2  to  It  ia 
dia.;  116  hyd.;  262  v.;  met.,  604;  1,104  serr.; 
pipe,  cem.  ft  galv.  L;  pres.,  dom.  60  to  120  Iba, 
f.  60  to  120  lbs.;  wks.  owned  by  city. 

COLEBROOK,  p.  1,905;  f.  area,  1,000  a.;  mere, 
bldgs.,  wd.,  2  ft  8  stor.;  priv.,  wd.,  1  ft  t  itor.; 
wd.  rfs.  perm.  F.  dept — 1  hand  oig.,  1  L  k  L 
trk.,  2  hose  car.;  hose,  cot,  nib.  lined,  gd.,  1,800 
ft;  inf.,  800  ft:  tot.  hose,  2,100  ft;  L  «L,  beU 
ft  wh.;  val.  equip.,  $1,800;  val.  bldgs.,  $1,000; 
exp.  dept,  $200;  tot  mem.,  21,  pd. 

Water  supply-— Src,  brook,  2  m.  bos.  cent;  tju, 
grav.;  rea.  cap.,  1,500,000  gals.;  mains,  iron  k 
galv.  L,  10  m.,  6  to  8  in.  dia.;  82  fayd.;  150 
serv.;  pipe,  galv.  iron;  prea.,  dom.  76  Im..  t  75 
lbs.;  cost.  $66,000;  cost  mtce.,  $60;  wks.  ovned 
by  priv.  party. 

CONCORD,  p.  21,497;  f.  area,  8H  so.  m.;  mete, 
bldgs.,  bk.,  2  to  5  stor.;  priv..  wd.,  2%  itor.;  nd. 
rfs.  not  perm,  in  1  area;  combt  ord.;  causes  of  t 
inv.  F.  dept — 2  h.  ft  L  trk.,  4  atr.,  2  band  eng.,  1 
c.  eng.,  21  c  hand  ex.,  7  hose  wag.,  1  hoie  csr.. 
14  hrs.;  hose,  cot,  rub.  lined,  gd.,  14,800  ft;  f. 
al.,  elec,  60  bx.;  vaL  equip.,  $45,000;  val.  bldgi., 

?  164,000;  exp.  dept,  $28,920;  tot  mem.,  200,  pd. 
ull  time  9,  pd.  part  time  191. 

Watar  Supply— -Src,  lake,  8\&  m.  bus.  cest; 
Bys.,  grav.  ft  pump  to  rea.;  ret.  cap.,  2.000.000 
gals.;  2  pump.  eng..  daat  trip,  ft  hor.,cap.  day  4.- 
000.000  gala.;  maina,  c  L  ft  cem.,  67.28  dl,  4 
to  80  in.  dU.;  480  hyd.;  1,011  v.;  met,  2441; 
8,776  serv.;  pipe,  e.  L  k  lined;  pret.,  dom.  48  Iba, 
f.  88  lbs.;  cost.  $1,027,487;  coat  mtce,  $2S,7tS; 
wks.  owned  by  city. 

CONTOOCOOK.  p.  1,652.  P.  dept— 1  hose  cut, 
1  h.  ft  L  tik.:  hose,  2,000  ft.;  lot  mem.,  85  foL 

Watar  Supply — Src,  pond.  5  m.  boa.  cent;  tr%^ 
grav.;  ret.  cap.,  176,000,000  gala.;  maina,  6  m..  S 
to  4  in.  dia.;  26  hyd.;  50  serv.;  prea.,  1  160  Iba; 
cost,  $25,000;  wks.  owned  by  Go. 

CONWAY,  p.  8,418;  mere,  bldgt.,  bk.  ft  wdL.  I 
ft  2  stor.;  priv.,  bk.  ft  wd.,  1  to  2^  star.;  wl 


rfs.  perm.;  fwks.  ft  combt  ord.;  causes  of  L  iiv. 
F.  dept. — 2  hose  car.;  bote,  oot..  rob.  lined,  fi. 
2,000  ft;  rub.,  gd.,  600  ft;  tot.  bote,  2,600  ft 

Watar  Supply— 6rc,  brooka,  S  m.  bus.  cat; 
sys.,  grav.;  res.  cap.,  100,000  gala.,  ft  new  m. 
cap.  200,000  gals.;  mains,  c  L,  6  m.,  4  to  10  to. 
dia.;  28  hyd.;  9  v.;  180  serr.;  pipe,  gslv.  i-; 
pres.,  dom.  ft  f.,  60  to  76  lbs.;  cost,  $16,000;  eoit 
mtce.,  $^00;  wks.  owned  by  Oo. 

DERRY,  p.  6,128;  bldgs..  wd.;  wd.  rfa  pcno. 
F.  dent — 2  hose  wag.,  2  note  car.;  bote,  eat, 
rub.  lined,  gd.,  2,000  ft:  rub.,  gd.,  1,000  ft;  tot 
hose.  8,000  ft;  1  aL,  bell,  16  bx.;  vaL  eqv^ 
$3,600;  tot  mem.,  80,  pd.  full  time  1,  voL  29. 

Watar  Supply — Src,  wells,  H  m.  bus.  eot; 
tys.,   pump   to   stdp.   ft   dir.;    stdp.    cap.,   180,001 

Sals.,  dim.  80  x  86,  mat  stl.;  2  pmnp.  eng.,  des 
up.  comp.,  cap.  day  1,600,000  gala.;  mains,  c  i^ 
8  m.,  2  to  10  in.  dia.;  64  hyd.;  48  v.;  270  vet: 
698  serv.;  pipe,  galv.  i.;  prea.,  dom.  65  lbs.,  1  *' 
Iba.;  cons,  day,  286,800  gals.;  wka.  owned  by  Ca 

DOVER,  p.  18,247:  f.  area,  2.000  a.;  mat. 
bldgs.,  stn.,  bk.  ft  wd.,  2  to  6  ttor.;  priv.,  vd. 
2^  stor.;  wd.  rfs.  perm.;  no  fwka.  ft  combt  ori: 
causes  of  f.  inv.  F.  dept — 8  str.,  1  comb,  c  t  h. 
wag.,  1  c.  eng.,  12  c  hand  ex.,  1  h.  ft  L  txk.,  4  \m 
wag.,  S  hrs.;  hose,  nib.  lined,  gd.,  8,000  ft;  f.  ^ 
Oamewell,  40  bx.;  exp.  dept,  $14,000;  tot  mtm. 
73,  pd.  full  time  6,  pd.  part  time  68;  undn.  ntifff 
third  data. 

Watar  Supply^-— Src,  wells,  epr.  ft  poadi.  S  ^ 
bus.  cent.;  gym.,  pump  to  res.;  res.  cap.,  2,000.004 
gala.;  loc.  tnp  Ganrison  hill;  S  pomp,  m^ 
olass  dup.  eoni|>.  ft  centrif.,  oap.  dsy  7.800.004 
^alfl.;  mains,  c  L,  28%  m..  4  to  16  in.  dia.;  *-* 
hyd.;     281    v.;    met.     1,612;     1.962    am.;    fspe. 
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cem.  lined;  fvesw,  dom.  <fc  f.  68  to  114  Umi;  cons, 
day,  609,722  gal&;  oomt,  9486,011;  cost  mtce., 
114,865;  wkiBb   owned  by   city. 

ENFIGUD,  p.  1,448;  f.  area,  640  a.;  mere.  bldg«., 
vd.,  1  to  8  stor.;  priv.,  wd.,  1  to  8  ator.;  wd.  rfs. 
perm,  in  f.  area.  F.  dept — •!  hand  eng.,  8  hoee 
car.;  bose,  oot.,  rub.  lined,  gd.,  1,000  ft;  rob.,  gd., 
8,000  ft;  inf.,  600  ft.;  tot:  hose,  4,500  ft;  f.  al., 
bdl;  val.  equip.,  $700;  val.  bldga.,  $2,000;  exp. 
dept,  $2S0;  tot  mem.,  28  vol. 

Wttar  Supply — Src,  riv.;  ayi.,  pump  to  rea.; 
res.  cap.,  60.000.000  gala.;  mains,  4H  m.;  20 
hyd.;  pies.,  dom.  60  to  80  lbs.,  f.  50  to  80  lbs.; 
cost,  $45,000;  wks.  owned  by  f.  district 

EPPtNQ,  p.   1,640;   mere,  bldgs.,  wd.,   2   ator.; 

})riT.,  wd.,  2   stor.;  wd.  rfs.  perm.;  fwka.  ord.;   f. 
nv.     F.  dept — c.  hand   ex.,   2  hand  eng..   1  h.   ft 
L   trk.,  2   hose    car.;    hose,    cot,   nib.  lined,    gd., 
800  ft.;  inf.,   800  ft;  tot  hose,   1.100  ft;  f.  al., 
bell  ft  wh.;  val.  equip.,  $1,000;  tot  mem.,  45  vol. 
Wat«r  Supply — Src.,  1  large  dstera  ft  wella. 

EXETER,  p.  4,807;  f.  area,  640  a.;  mere,  bldgs., 
bk.,  1  to  4  stor.;  priv.,  wd.,  2  ator.;  wd.  rfs.  perm, 
in  t  area;  causes  of  f.  inv.  F.  dept — 1  str.,  1 
band  eng.,  12  c.  hand  ex.,  1  h.  ft  L  trk.,  8  hoae 
wag.,  1  hose  car..  2  hrs.;  hose,  cot,  rub.  lined, 
gd.,  6,600  ft;  inf.,  600  ft;  tot  hose,  7,000  ft; 
I  aL,  elec.  19  bx.;  vaL  equip.,  $12,605;  val. 
bldgs.,  $8,000;  exp.  dept.,  $5,000;  tot  memu,  71, 
pd.  full  time  1,  pd.  part  time  70. 

Water  Supply— -Src.,  riv.  ft  wella;  «ya.,  pump  to 
Btdp.;  Btdp.  cap.,  211,000  gals.,  dim.  25  x  60;  2 
pumping  eng.,  cap.  day  2.000,000  gals.;  mains, 
c  i.,  14  m.,  4  to  10  in.  dia.;  60  hyd.;  met,  12; 
049  serv.;  pipe,  galv.  L;  prea..  dom.  50  lbs.,  f.  60 
lbs.:  cona.  day,  179,404  gala.;  cost,  $140,000; 
wks.  owned  by  Co. 

FARMINQTON,  p.  2.621;  bldgs.,  wd.,  2  ft  8 
ittor.;  wd.  rfs.  perm.  F.  dept — 6  c  hand  ex.,  1 
h.  ft  1.  trk.,  5  hose  car.;  hose,  cot,  rub.  lined,  gd., 
4.600  ft.;  f.  al..  wh.;  val.  equip.,  f 4,000;  val. 
bldgs.,  $l,-500;  exp.  dept,  $1,500;  tot  mem.,  55 
vol. 

Water  Supply — Src,  spr.;  %  m.  bus.  cent.; 
ays.,  pump  to  rea.;  rea.  cap..  1,000,000  gala.;  2 
pnmp.  eng.;  cap.  day,  125,000  gals.;  mains,  4  m., 
4  to  10  In.  dia.;  66  hytt.;  85  v.;  140  met.;  800 
aerv.;  pres,,  dom.  ft  f.  70  lbs.;  cona.  day,  60,000 
gala.;  wks.  owned  by  dtyv 

FITZWILLIAM,  p.  1,148;  f.  area,  1,600  a.;  mere, 
bldgs.,  wd.,  2  stor.;  priv.,  wd.,  2  ator.;  wd.  ria. 
not  perm,  in  f.  area;  combt  ord.;  cauaea  of  f. 
inv.  F.  dept. — 1  hand  eng.,  1  c.  eng.,  1  hose 
car.;  bose,  cot,  rub.  lined,  gd.,  1.100  ft;  f.  al., 
bell  ft  wh.;  exp.  dept,  $200;  tot  mem.,  60  vol. 

Water  Supply — Src,  spr.;  ays.,  grav.;  res.  cap., 
160,000  gala.;  mains,  lead,  ^  m.,  2  in.  dia.;  8 
aerv.;  cons,  day,  85,000  gals.;  cost,  $450;  cost 
mtce.,   $40;  wks.  owned  by  town. 

FRANCESTOWN,    p.    602.      F.    dept. — 1    hand 
eng.,    20   c  hand  ex.,   1  hose  cart;  hoae,  800  ft; 
tot.   mem.,  25,  pd.  part  time  20,  vol.  5. 
Water  Supply — ^Not  reported. 
FRANKLIN,  p.   6,182;   f.   area,   2,660  a.;   mere 
bidga.,  atn.  ft  bk.,  1  to  8  stor.;  priv.,  wd.  ft  bk.,  1 
&    2   ator.;  wd.  rfs.  perm.;  no  fwks.  ft  combt  ord. 
F.    dept — 1   str.,   1   hand  eng.,   2  h.  ft  1.  trk.,   1 
auto,    hoae  trk.,   2  hoae  wag.,   5  hose  reela;  hose. 
cot.,   rub.   lined.   9,000   ft;   f.   al.,  beU  ft  wh.,   19 
bx.;    exp.    dept,   $5,000;   tot  mem.,   48,  pd.   part 
time. 

Water  Supply — Src,  spr.;  sys.,  pump  to  res.; 
res.  cap.,  500,000  gals.;  2  pump,  eng.,  cap.  day 
400,000  ffals.;  mains,  iron,  10  m.,  4  to  12  in.  dia.; 
103  hyd.;  94  v.;  met,  708;  515  serv.;  prea.,  dom. 
lOO  Iba.,  f.  100  Iba.;  cons,  day,  178.000  gala.: 
coat,  $116,564.75;  cost  mtce.,  $1,924;  wka.  owned 
by    city. 

GILMANTON,  p.  968;  f.  area,  600  a.;  mere 
bldgra.,  wd.,  1  to  2  stor.;  priv.,  bk.  ft  wd.,  1  to  8 
stor.;  wd.  rfa.  perm,  in  f.  area;  causes  of  f.  inv. 
F-  dept. — 1  c  eng..  6  hand  ex.;  hose,  100  ft; 
f.  al.,  bell;  tot  mem.,  24  vol. 
>^ater  Supply — ^Not  reported. 
OOFFSTOWN,  p.  2.579;  f.  area,  1,280  a.;  mere. 
bldgra.,  wd.,  2  ft  8  ator.;  priv.,  wd.,  2%  ator.;  wd. 
rfa.  perm.;  no  fwks.  ft  combt  ord.;  cauaes  of  f. 
inv-  F-  dept— 1  hand  eng..  1  h.  ft  1.  trk..  2  hose 
car.;  hoae,  cot,  rub.  lined,  gd.,  2,850  ft:  inf., 
5 GO    ft.;  tot.  hose,  2,850  ft;  f.  al.,  Gamewell;  val. 


equip.,  $1,740;  val.  bldgs.,  $1,000;  exp.  dept,  $1,- 
182.81;   tot.    mem.,    40   vol. 

Water  Supply — Src,  brook,  IH  m.  bus.  cent; 
sys.,  grav.;  rea.  cap.,  2,250,000  gals.;  mains,  c  L, 
5  m.,  4  to  12  in.  dia.;  44  hyd.;  28  v.;  met,  88; 
260  serv.;  pipe,  galv.  i.;  pres.,  f.  102  lbs.;  cost, 
$50,100;  cost  mtce.,  $800;  wks.  owned  by  village. 

QORHAM,  p.  2,155;  f.  area,  50  a.:  mere  bldgs., 
bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  2^  stor.;  fwka. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 2  hand 
eng.,  2  h.  ft  1.  trk.,  2  hose  wag.,  2  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  8,000  ft;  f.  aL,  wh.; 
exp.  dept,  $400;  tot  mem.,   140  vol. 

Water  Supply— --Src,  brook,  4  m.  bua.  cent;  ays., 

f-av.;  res.  cap.,  1,250,000  gals.;  mains,  c  i.; 
%  m.,  4  to  12  in.  dia.;  46  h>'d.;  40  v.;  1  met; 
800  eerv.;  pipe,  galv,  L;  pres.,  dom.  ft  f.  85  to 
180  lbs.;  cost,  t&8,000;  wks.  owned  by  town. 

GREENVILLE,  p.  1,874;  mere  bldga.,  bk.  ft  wd., 
4  stor.;  priv..  wd.,  2  stor.;  wd.  rfs.  perm.;  fwks. 
ft  combt  ord.;  causes  of  x.  inv.  F.  dept — 1  c 
eng.,  6  c.  hand  ex..  1  h.  ft  1.  trk.,  2  hose  car.,  2 
hrs.;  hose,  cot.  rub.  lined,  gd.,  2,600  ft;  f.  al., 
elec,  1  bx.;  val.  equip.,  $2,500;  exp.  dept,  $400; 
tot  mem.,  28  voL 

Water  Supply — Src.  riv.;  sya.,  pump  to  res.; 
rea.  cap.,  850,000  gals.;  mainia,  2  na.;  25  hyd.; 
met,   14;  prea.,  dom.  60  lbs.;  wks.  owned  by  Co. 

QROVETON,  p.  1,200;  mere  bldga.,  wd.,  8  ator.; 
priv.,  wd.,  1%  stor.;  wd.  rfs.  perm.:  no  fwks.  ord.; 
z.  inv.  F.  dept — 1  h.  ft  L  trk.,  1  nose  car.;  hose, 
cot.  gd.,  1,500  ft.;  tot  mem.,  20  voL 

Water  Supply — Src,  spr.  ft  brooks,  2  m.  bus. 
cent:  sys.,  grav.;  rea.  cap.,  500,000  gals.,  loc  170 
ft  above  village;  mains,  c  L,  9  m.,  4  to  10  in. 
dia.;  45  hyd.:  221  serv.;  pipe,  galv.  L;  prea., 
dom.  75  lbs.,  f.  75  lbs.;  cost,  $45,000;  cost  mtce., 
$1,000;  wks.  owned  by  city. 

HAMPTON,  p.  1,500;  f.  area,  4,000  a.  F. 
dept — 1  c  wag.,  25  c  hand  ex.,  ladders,  etc.;  vaL 
equip.,  $1,000;  exp.  dept,  $500;  lot.  mem.,  20, 
pd.  part  time. 

Water  Supply— -Src,  wella,  in  bus.  cent;  sys., 
pump  to  «tdp.;  4  pump,  eng.,  cap.  day  500,000 
gals.;  50  hyd.;  mains,  5  m.;  pres.,  dom.  40  lbs., 
f.  i60  lbs.;  cost,  $125,000;  wks.  owned  by  priv.  Co. 

•HANOVER,  p.  2,075;  f.  area,  700  a.;  mere 
bldgs.,  bk.,  2  ft  8  ator.:  priv.,  wd..  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwka.  ft  combt  ord.;  cauaes 
of  f.  inv.  F.  dept. — 1  c  eng.,  1  h.  ft  1.  trk.,  1 
hoae  wag.,  8  hose  car.;  hoae,  cot.,  nib.  lined,  gd., 
1,000  ft;  inf..  1.600  ft;  tot  hose,  2,600  ft; 
f.  al.,  elec,  10  ox.;  val.  equip.,  $1,800;  exp. 
dept,  $750;  tot.  mem.,  25  voL 

Water  Supply — ^Sre,  spr.,  8  m.  bua.  cent;  sys., 

frav.;  mains,  12  m.,  6  to  14  in.  dia.;  60  hyd.; 
5  v.:  met.,  8;  200  serv.;  pipe,  galv.  L;  pres., 
dom.  70  lbs.,  f.  7t>  to  100  lbs.;  cons,  day,  7o,000 
gals.;  cost,  $100,000;  cost  mtce,  $600;  wks. 
owned  by  Co. 

HAVERHILL,  p.  8,498;  f.  area,  250  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  to  4  stor.;  priv..  bk.  ft  wd., 
1%  to  2  stor.;  wd.  ris.  perm.;  no  fwks.  ft  combt. 
ord.;  cauaes  of  f.  inv.  F.  dept — 6  c  hand  ex.,  1 
h.  ft  L  trk.,  2  hose  wag.,  2  hose  reela;  hose,  cot, 
rub.  lined,  8,600  ft;  f.  al.,  wh.;  val.  equip.,  $2,- 
000;  exp.  dept,  $500;  tot  mem.,  81,  pd.  part 
time;   undrs.   rating,   second  class. 

Water  Supply — Src,  riv.,  situated  in  town;  nra., 
pump;  1  pump,  cap.  day  1,500,000  gala.;  mains, 
iron,  4  m.,  4  to  10  in.  dia.;  24  hyd.;  pres.,  dom. 
80  lbs.,  f.  125  lbs.;  cons,  day,  600,000  gals.;  wka. 
owned  by  Co. 

HENNIKER,  p.  1,895;  mere  bldgs.,  wd.,  1  to  8 
stor.;  priv.,  wd.,  1%  stor.;  wd.  rfs.  perm.;  fwks. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept. — 1  hand 
eng.,  50  e  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  car.; 
hose,  cot,  rub.  lined,  gd..  1,200  ft;  f.  al.,  bell; 
vaL  equip.,  $1,000;  val.  bldgs.,  $8,000;  tot  mem., 
50,  pd.  part  time. 

Water  Supply — Src,  spr.,  1  m.  bua.  cent;  eye, 
grav.;  mains,  galv.  L,  8  m.,  8  in.  dia.;  8  hyd.; 
8  met.;  pipe,  galv.  i.;  pree,  dom.  119  Ibe,  f.  119 
lbs.;  cost.  $10,000;  wks.  owned  by  Co. 

fHIXSeORO  BRIDGE,  p.  2;254;  f.  area,  640  a.; 
mere  bldgs.,  wd.  ft  bk.,  2  ft  8  stor.;  priv.,  wd.,  1^ 
ft  2  stor.;  wd.  ris.  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 6  c  hand  ex.,  1  h.  ft  1. 
trk.,  1  hose  wag.,  2  hose  car.;  hoae,  cot,  rub. 
lined,  gd.,  2,100  ft;  inf.,  200  t*.;  tot.  hose, 
2,-300    ft;    f.   aL,    Gamewell,    10   bx.;   val.    equip.. 
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$2,000;  val.  bldgs.,  $6,000;  exp.  dept.,  $419; 
tot.  mem.,  80  vol. 

Water  Supply — Src,  pond,  4  m.  bus.  c«nt.;  sys; 
ffrav.;  res.  cap.,  500,000  gals.;  mains,  8  m.;  40 
hyd.;  415  serv.;  pipe,  iron  &  cera.  lined;  pres., 
dom.  &;  f.  70  lbs.;  cost,  $6i>,000;  cost  mtce.; 
$500;  wks.  owned  by  precinct. 

HINSDALE,  p.  1,078;  f.  area,  200  a.;  mere 
bldgs..  bk.  jc  wd.,  2  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  perm.;  no  Iwks.  ft  combL  ord.  F.  dept. — 
1  hand  eng.,  1  h.  ft  1.  trk.,  4  hose  car.;  hose,  cot., 
rub.  lined.  2,000  ft;  linen.  1,000  ft.;  inf.,  1,000 
ft;  tot  hose,  4,000  ft;  f.  al.,  bell;  val.  equip.. 
$17,500;  vaL  bldgs.,  $4,600;  exp.  dept.  $750;  tot 
mem.,  76  vol. 

Water  Supply — (For  f.  purposes  only.) — Src., 
riv.  ft  canal;  sys..  pump  dir.;  5  pump,  eng.,  cap. 
day  1,440,000  gals.;  mains,  c.  L,  2%  m.,  0  to  12 
in.  dia.;  80  hyd.;  pres.,  f.  90  to  120  lbs.;  cost, 
$16,000;   wks.   owned  by  Co. 

MOLLIS,  p.  986;  mere  bldgs.,  wd.,  1  ft  2  ator.; 
priv.,  wd.,  2  stor.;  wd.  rfs,  perm,  in  f.  area.  F. 
dept — 1  str.,  2  hand  eng.,  88  hand  ex.,  1  c.  eng.. 
1  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1.500  ft.; 
f.  al.,  telp.  ft  bell;  val.  equip.,  $1,900;  val.  bldgs., 
$500;  exp.  dept,  $200;  tot  mem.,  84,  pd.  part 
time. 

Water  Supply — Src,  well  ft  cisterns. 

HOOKSETT.     F.  dept  not  reported. 
Water  Supply — Src,  pond,  ^  m.  bus.  cent.;  sys., 
pump.,  dim.  10  x  10  ft.,  mat,  bk.;  res.  cap.,  10,- 

000  gals.;  1  pump,  eng.,  cap.  day  20,000  gals.; 
mains,  iron,  8  m.,  IVi  to  2  in.  dia.;  40  aerv.; 
pipe,  iron;  cons,  day,  4,000  gals.;  wka.  owned  by 
private  Co, 

HOPKINTON,  p.  1,678.     F.  dept — 1  hand  eng., 

1  c.  ex.,  20  hand  ex.;  80  voL 

Water  Supply — Src,  wells,  H  ni.  bus.  cent; 
ays.,  pump;  1  pump,  eng.;  mains,  c  i.,  1^  to  2 
in.  dia.;   cost,  $8,000. 

HUDSON,  p.  1,844;  mere  bldgs.,  wd.,  2  stor.; 
priv.,  wd.,  2  stor.;  wd.  rfs.  perm.  F.  dept-— 1 
hose  wag.,  6  c.  hand  ex.;  hose,  cot,  rub.  lined, 
gd.,  2.000  ft;  f.  aL,  bell;  val.  equip.,  $1,000; 
val.  bldgs.,  $400;  exp.  dept,  $400;  tot  mem.,  45 
voL 

Water  Supply — Src,  spr.;  sys..  pump  to  stdp.; 
stdp.  cap.,  75,000  gals.,  dim.  12  x  60,  mat  iron; 
pump,  eng.,  cap.  day  1,000,000  gals.;  mains,  4 
m.,  2  to  6  in.  dia.;  11  hyd.;  88  serv.;  pres.,  dom. 
45  lbs.,  f.  126  lbs.;  cost,  $50,000;  wks.  owned 
by  Co. 

JAFFREY,  p.  1,895;  mere  bldgs.,  bk.  ft  wd.,  2 
to  4  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm,  in 
f.  area;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept — 1  hand  eng.,  2  c  eng.,  6  c  hand  ex.,  1 
h.  ft  I.  trk.,  1  hose  car.;  hose,  cot,  rub.  lined,  gd., 
2,000  ft.;  f.  al.,  bell;  val.  equip.,  $8,000;  val. 
bldgs,,  $1,000;  exp.  dept,  $500;  tot  mem.,  85,  pd. 
part  time. 

Water  Supply — Src,  pond;  sys.,  grav.;  mains, 
9H  m.,  12  in,  dia.;  62  hyd.;  218  serv.;  pres.,  dom. 
75  lbs.,  f.  75  lbs.;  cost,  $60,000;  wka.  owned  by 
town. 

KEENE,  p.  10,068:  mere  bldgs..  bk.,  4  stor.; 
priv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt. 
ord.     F.  dept — 2  str.,  1  hand  eng.,  8  e  hand  ex., 

2  h.  ft  1.  trk,,  2  hose  car..  8  hrs.;  hose,  cot.,  rub. 
lined,  gd.,  7,000  ft;  inf..  500  ft;  tot  hose.  7,600 
ft;  f.  al.,  elec,  28  bx.:  vaL  equip.,  $12,000; 
val.  bldgs.,  $10,000;  exp.  dept,  $5,000;  tot  mem., 
69,  pd.  full  time  4,  vol.  05;  undrs.  rating,  first 
dass. 

Water  Supply — Src,  lakes,  8  to  7  m.  bus.  cent.; 
sys.,  grav.;  res.  cap..  2,000,000  gals.;  mains,  c  i., 
44%  m.,  4  to  24  in.  dia.;  282  hyd.;  448  v.; 
190  met;  2,260  serv.;  pipe,  galv.  i.;  pres.,  donu 
00  lbs.,  f.  08  lbs.;  cons,  day,  1,600,000  gals.; 
cost,  $380,088;  cost  mtce.,  $3,000;  wks.  owned  by 
city. 

KINGSTON,  p.  1,015;  mere  bldgs.,  wd.,  2  ft  8 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  no  fwks. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept. — 1  hand 
eng.,  1  h.  ft  1.  trk.,  1  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  500  ft;  f.  al-,  bell;  val.  equip.,  $1,000; 
val.  bldgs.,  $600;  tot  mem.,  20  voL 

Water  Supply — Src,  wells. 

LACONIA,  p.  10.188;  f.  area.  1,000  a.:  bldgs., 
bk.  ft  wd..  2  ft  4  stor.;  wd.  rfs.  not  perm.;  no 
fwks.  ft  combt.  ord.  F.  dept — 1  str..  2  comb, 
c  ft  h.  wag.,   18  Iiand  ex.,   2  h.   ft  L  trk.,   1  sup- 


ply wag.,  1  hose  wag..  6  hose  car.,  8  hn.;  hose, 
cot.  rub.  lined,  gd.,  16,000  ft:  f.  aL,  OsmewcU. 
82  bx.;  vaL  equip.,  $12,000;  vaL  bldgs.,  $19,000; 
exp.  dept,  $12,860;  tot  mem.,  116,  pd.  fall  time 
4,  vol.   Ill;  undrs.  rating,  first  dass. 

Water  Supply — Src.  lake,  H  m.  bos.  cent; 
sys..  pump  to  res.;  res.  cap.,  2,750.000  gak.;  I 
pump.  eng..  cap.  day  8,000.000  gals.;  malos,  e.  L 
ft  cem.,  26  m.,  4  to  12  in.  dia.;  100  hyd.;  net, 
1,446;  1.696  serv.;  pipe,  wrt  i.;  pres.,  dom.  85 
lbs.,  f.  86  lbs.;  cons,  day,  600.000  gils.:  cost, 
$180,000;  cost  mtce.,  $7,244;  wks.  owned  by  Co. 

LANCASTER,  p.  8,064;  f.  area,  1,200  a.;  mm. 
bldgs.,  wd.  ft  bk..  2  to  4  stor.;  priv.,  wd.,  1  4  S 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  canei 
of  f.  inv.     F.  dept — 2  hand  eng.,  8  e  hand  ex., 

1  h.  ft  L  trk.,  8  hose  wag.,  1  nose  car.,  2  hrL; 
hose,  cot,  rub.  lined,  gd.,  8,600  ft;  f.  al.  Guat- 
well,  11  bx.;  val.  equip.,  $2,000;  exp.  dept. 
$1,000;  tot  mem.,  86  voL;  undrs.  rating,  second 
dass. 

Water  Supply — Src.  brook,  6  m.  bus.  cent; 
sys.,  grav.;  res.  cap..  2.000.000  gala.;  mains,  c  U 
12  m..  6  to  12  in.  dia.:  70  hyd.;  56  v.;  met.  1; 
600  serv.;  pipe.  galv.  i;  pres..  dom.  76  lbs.,  f. 
75  to  85  lbs.;  cost  $80,000;  cost  mtee,  $1,000; 
wks.  owned  by  city. 

^.LEBANON,  p.  6,718;  f.  area,  2.000  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  priv..  wd.,  2  itor.; 
wd.  rfs.  perm.;  fwks.  ft  combt.  ord.;  causa  of  L 
inv.  F.  dept — 1  hand  eng.,  1  e  eng.,  2  c  hnd 
ex.,  1  h.  ft  1.  trk..  1  hoee  wag.,  8  hose  ear.;  boM. 
cot,  rub.  Lned,  gd..  2,800  ft;  inf.,  600  ft;  tot 
hose,  8.800  ft;  f.  al..  Oamewell.  12  bx.;  vil 
equip.  $6,000;  vaL  bldgs.,  $8,500;  exp^  dept. 
$2,000;  tot  mem.,  65  voL 

Water  Supply — Src,  riv.,  1  m.  east  bus.  cent; 
res.  cap.,  1.000.000  gals.;  2  pump.  eng..  cap.  di^ 
2,000,000  gals.;  mains,  iron,  4  to  10  in.  dii.;  T2 
hyd.;  96  v.;  met,  200;  676  serv.;  pipe,  gilv.  L; 
pres.,  dom.  90  to  147  lbs,,  f.  90  to  147  lbs.;  eort. 
$100,000;  wks.  owned  by  ci^. 

LISBON,  p.  2,460;  f.  area,  640  a,;  mere  bldgi. 
bk.,  1  to  8  stor.;  wd.  rfs.  perm.  F.  dept— 18  c 
hand  ex.,  1  hand  wag.;  1.  h.  ft  L  trk.,  2  hose  car.; 
hose  cot,  rub.  lined,  gd.,  8,000  ft;  int.  500  fL; 
tot.  hoee,  8,600  ft;  7.  aL,  wh.;  vaL  equip..  «»,- 
000;  exp.  dept,  $2,000;  voL 

Water  Supply— Src,  lake.  1  m.  bus.  cent;  ^yi. 
grav.;  res.  cap.,  1,000.000  gala.;  mains,  wrt  L  ft 
cem.,  7  m.;  42  hyd.;  100  serv.;  pipe,  iron;  prei, 
dom.    110   lbs.,    f.    110   Iba.;    oona.    day,   4OO.O09 

gals.;  cost,  $40,000;  cost  mtce,  $500;  wks.  oviied 
y   Co. 

LITTLETON,  p.  4,069;  f.  area,  1.400  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  to  6  stor.;  priv.,  bk.  ft  wd. 
2^  stor.;  wd.  rfs.  perm,  in  f.  ar«a;  fwka.  ft  eosibt 
ord.;  causes  of  f.  inv.  F.  dept — '1  e  eng.,  1  htfxi 
c  cart.;  9  c  hand  ex.,  1  h.  ft  1.  trk.,  Ihose  «|f„ 

2  hose  reels,  8  hrs.;  hoee,  cot.,  rub.  lined,  li. 
5,000  ft;  1  al.,  elec,  20  bx.;  %«L  equipu.  $5,000; 
vaJ.  bldgs.,  $100;  exp.  dept,  $4,800;  tot  mea. 
18  vol. 

Water  Supply — Src,  spr.,  10  m.  bus.  cent:  tn^- 
grav.;  res.  cap.,  1,550.000  gala.;  mains,  e  t,  15 
in..  4  to  12  in.  dia.;  70  hyd.;  met,  10:  880  scr»: 
pipe.  wrt.  L  ft  lead;  pres..  dom.  110  iba.,  L  U« 
lbs.;  cons.  day.  850,000  gale;  coat,  $200,000;  ooit 
mtce.,   $2,000;  wke   owned  by  city. 

MANCHESTER,  p.  70.068;  mere  bldgs..  UL.  1 
to  6  stor.;  priv.,  wd.,  8  ft  8^  atop.;  wd.  Ha  p«» 
h.  dept. — 7  str..  2  comb,  c  ft  h.  wag.,  1  e  enr. 
1  auto.  comb,  hose,  "Fljring  Squad.**  S  k.  &  i 
trk.,  1  aer.  trk.,  8  hose  wag.,  2  hose  ear.,  61  fan.: 
hose,  cot,  rub.  lined,  gd.,  80.000  ft;  t  al.,  GiaH- 
well.  92  bx.;  val.  equip.,  $82,000;  vaL  bidp. 
$82,852;  tot  mem.,  181,  pd.  full  tine  <•.  pi 
part  time   121. 

Water  Supply — Src,  Maaaabeaic  Lake,  4  m.  b» 
cent;  sye,  pump  to  res.;  rea.  capL,  15,000.eo^ 
gals.;  4  pump,  eng.,  cap.  day  27.000.000  nl»: 
mains,  c  L,  184  m.,  4  to  24  in.  dia,;  942  hyd: 
1.275  v.;  met,  5,681;  7,492  serv.;  pipe,  lesd  ^^ 
iron;  pres.*  dom.  60  lbs.,  f.  90  to  180  Bml;  cflw 
day.  4.796,400  gals.;  cost,  $2,000»000;  eost  dim. 
$35,000;  wks.  owned  by  city. 

MARLBORO,  p.  1,478;  bldgs.,  wd.,  2  stor.:  «d 
rfs.  perm.;  no  fwks.  ft  combt  oid.  F.  ieft—l 
str.,  1  hand  eng.,  1  h.  ft  L  trk.,  2  hoee  car.:  bose. 
cot,  rub.  lined,  gd..  2.000  ft;  inf.,  1.000  ft:  tat 
hose.  3.000  ft;  f.  al.,  bell  ft  wh.;  exp.  dept.  U9i; 
lot  mem.,  60  voL 
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Water  Supply — Src,  spr.  k  riv. 

MEREDITH,  p.  1»6S8;  f.  area*  820  a.;  bldgs., 
wd.,  1  &  2  ator.;  wd.  rfs.  perm.  F,  dept — 1  hand 
eoff.,  1  h.  ft  1.  trk.,  2  hose  car.,  4  h.  ex.;  hose, 
cot,  rub.  lined,  gd.,  1,500  ft;  leather,  gd.,  460 
ft;  linen,  gd.,  200  ft.;  tot.  hose,  2.160  ft.;  f. 
al.,  wh.  &  telp.,  8  bz.;  val.  equip.,  f  2,600;  val. 
bldgi,  $1,000;  exp.  dept.,  $480;  tot.  c»  in.,  80 
vol.;  undra.    rating,    aecond    class. 

Witer  Supply— ^rc.,  spr.  ft  brooks;  ays.,  grav.; 
res.  cap.,  10,000.000  gala.;  mains,  iron,  6  m.,  4 
to  10  in.  dia.;  45  hyd.;  met.,  27;  220  serv.;  pipe, 
iron;  prea..  f.  00  lbs.;  coat,  $48,000;  wka.  owned 
by  f.  district. 

MERIDEN,  p.  260;  f.  area,  200  a.;  mere,  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  prlv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  no  fwka.  ft  combt.  ord.     No  f.  dept. 

Water  Supply-^Src,  brook,  2  m.  bus.  cent; 
eys.,  grav.;  res.  cap.,  48,000  gals.;  mains,  iron, 
1^  m.,  4  in.  dia.;  2  hyd.;  4  v.;  met,  7;  82 
sen'.;  pipe,  iron;  pres.,  dom.  150  to  800  Iba.,  f. 
75  to  160  lbs.;  cons,  day;  4,000  gala.;  cost, 
$6,000;  wks.  owned  by  Co. 

MILFORD,  p.  8,980;  f.  area,  2.660  a.;  bldgs., 
wd.,  2  ft  8  stor.;  wd.  rfs.  perm.  F.  dept. — 1  hand 
eng.,  1  h.  ft  1.  trk.,  2  hose  car.,  2  hra.;  hose, 
cot,  nib.  lined,  gd.,  8,700  ft.;  f.  al.,  elec,  20  bx.; 
taI.  equip.,  $11,000;  exp.  dept,  $1,841;  vol. 

Water  Supply — Src.  wells,  %  m.  bus.  cent; 
ays.,  pump  to  atdp.;  stdp.  cap.,  275,000  gals.,  dim. 
25  X  70,  mat  boiler  i.;  2  pump,  eng.,  cap.  day 
1,000,000  gala.;  maina,  c.  i.,  7  m..  4  to  10  in. 
dia.;  69  hyd.;  90  v.;  met,  255;  '578  aerv.;  pipe, 
cem.  lined;  prea.,  dom.  85  Iba.,  f.  85  lbs.;  cona. 
day,  125,725  gals.;  cost,  $62,562;  coat  mtce.,  $6,- 
283;  wka.  owned  by  city. 

MILTON,  p.  1,642;  mere,  bldgs.,  wd.     F.  dept. — 
6  c.  hand  ex.,  1  hose  car.;  hose,   1,200  ft;  f.  al., 
beU  ft  wh.;    val.  bldgs.,   $500;    exp.   dept,    $200; 
tot  mem.,  30  vol. 
No  water  supply. 

NASHUA,  p.  26,006;  f.  area,  8^  so.  m.;  mere 
bldgs..  bk.,  8  to  6  stor.;  priv.,  wd.,  2  ator.;  wd. 
rfa.  perm,  in  f.  area;  fwka.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept. — 4  str.,  1  c.  eng.,  1  comb, 
h.  ft  1.  trk.,  20  c  hand  ex.,  2  h.  ft  1.  trk.,  4  hose 
wagr.f  28  hra.;  hose,  cot,  rub.  lined.  14.000  ft; 
f.  al.,  Gamewell,  69  bx.;  val.  equip..  $48,985;  val. 
bldga..  $91,000;  exp.  dept,  $81,600;  tot  mem.,  80, 
pd.  full  time  24,  pd.  part  time  66. 

Water  Supply — Src,  wella  ft  spr.,  8  m.  bus. 
cent.;  ey.,  pump  to  res.  ft  dir.;  res.  cap.,  4.000.* 

000  gals.;  6  pump,  eng.,  cap.  day,  22.000,000 
gmlB.;  mains,  c.  i.,  56  m.,  4  to  24  in.  dia.;  327 
hyd-;  700  v.;  met.,  1,100;  4,000  aerv.;  pipe,  galv. 
L;  prea.,  dom.  60  Iba.,  f.  90  lbs.;  cons,  day, 
2,700,000  gala.;  wks.  owned  by  Co. 

NEW  BOSTON,  p.  082;  f.  area,  600  a.;  mere, 
bldgs.,  wd.,  2  stor.;  priv.,  wd.,  2  ator.;  wd.  rfs. 
perm.;  fwks.  ord.;  f.  inv.     F.  dept — 1  hand  eng., 

1  c.  eag.t  12  hand  ex.,  2  hose  car.,  extenaion  lad- 
der; hoae,  cot,  gd..  1,260  ft.;  linen,  gd.,  200  ft; 
leather,  gd.,  400  ft;  inf.,  400  ft;  tot  hose,  2,250 
ft.;  f.  al.,  wh.;  val.  equip.,  $1,000;  val.  bldgs., 
91,500;  exp.  dept,  $160;  tot  mem.,  60,  pd.  part 
time. 

Water  Supply— Src,  wells  ft  riv.;  in  bus.  cent; 

pvs.,    dir.   pres.;   1  pump,   eng.;  mains,  i.,   1%   m., 

3   to  8  in.  dia.;  10  hyd.;  wks.  owned  by  Co.  ft  city. 

NEW  IPSWICH,  p.  927.     F.  dept — 8  hand  eng., 

6   c.  hand  ex.;  tot  mem.,  75  vol. 

Waiter    Supply — Src.,well»  ft   riv.    in   bus.    cent.; 

f*y».,   dir.  pres.;  1  pump,  eng.;  mains,  iron,  1%  m., 

3   to  8  in.  dia.;  10  hyd.;  wks.  owned  by  Co.  ft  city. 

NEWMARKET,   p.    8,848;    f.    area.    8    a;    mere. 

bld^s.,  atn.,  bk.,  wd.,  1  to  8%  ator.;  priv.,  wd.,  2% 

stor.;     wd.    rfs.    perm.;    no    fwka.    ft    combt.    ord.; 

causes  of  f.  inv.     P.  dept. — 1  hand  eng.,  8  c.  hand 

ex.,    1    h.    ft  1.  trk.,   1   hose  wag.,   2  hose  reels,   2 

hra.;     hoae,    cot,    rub.    lined,    gd.,    2,450    ft;    mf., 

l.OOO    ft.;   tot    hose,    8.460    ft;    f.    «!..    el«S*vA* 

bx.;     val.    equip.,    $5,258.61;    val.    bldgs.,    $2,000; 

exp.  dept.,  $2,660;  tot  mem.,  63;  pd.  part  time  48, 

15    subatitutes;  undrs.  rating,  second  class. 

^atar  Supply — Src,  spr.,  1  m.  bus.  cent;  sys., 
puxnp.  to  stdp.;  atdp.  cap.,  212,000  gals.,  dim. 
38  X  26.  loc.  on  hill,  mat  iron;  1  pump,  eng.,  cap. 
day  2.500,000  gals.;  mains,  c.  i.,  7  m.,  4  to  12 
in,  dia.;  68  hyd.;  met.,  58;  pipe,  galv.  i.;  pres., 
«1om.  70  to  95  lbs.,  f.  70  to  95  lbs.;  cons,  day, 
163,000    jfals.;  wks.   owned  by  town. 


NEWPORT,  p.  8,765;  mere,  bldga..  bk.,  2  ft  8 
stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfa.  perm.  F. 
dept — 1  str.,  1  h.  ft  1.  trk.,  8  hose  car.,  0  hired 
hra.;  hose,  rub.,  ad.,  8,000  ft.;  f.  al.,  elec,  12 
bx.;  val.  equip.,  $7,000;  val.  bldgs.,  $15,000;  exp. 
dept,   $2,475,   tot.   mem.,   35  vol. 

Water  Supply — Src,  pond,  6^  m.  bua.  cent.; 
ays.,  grav.;  res.  cap.,  700,000  gala.,  loc.  1  m. 
bus.  cent;  nvains,  c.  i.,  19  8-5  m.,  4  to  12  In. 
dia.;  88  hyd.;  88  v.;  618  aerv.;  3  met,  pipe,  cem. 
lined;  pres.,  dom.  80  to  1<80  lbs.,  f.  80  to  130 
lbs.;  coat,  $118,000;  coat  mtce.,  $1,400;  wks. 
owned  by  town. 

NEWTON,  p.  902;  mere,  bldgs.,  wd.,  t  stor.; 
priv.,  wd.,  2  stor.;  wd.  ris.  perm,  in  f.  area:  fwka. 
ord.;  causes  of  f.'  inv.  F.  dept. — 1  str.,  1  L  ft  1. 
trie.,  1  c.  hand  ex.,  1  hose  car.:  hoae,  cot,  rub. 
lined,  gd.,  1,000  ft.;  f.  al.,  bell;  vaL  equip., 
$2,500;  exp.  dept,  $176;  tot.  mem.,  0,  pd.  part 
time. 

Watsr  Supply — Src,  ponda  ft  rea.;  1  hyd. 

NORTH  CONWAY,  p.  900;  mere  bldga.,  wd.,  8 
to  6  stor.;  priv.,  wd.,  1  to  8  stor.;  wd.  ris.  perm, 
in  f.  area;  cauaea  of  f.  inv.  F.  dept — 1  hand  eng., 
2  hoae  wag.;  hoae,  cot.,  rub.  lined,  gd.,  1,000  ft.; 
vol. 

Water  Supply — Src,  Artiata'  Brook,  Kearaage 
Brook  ft  Mountain  Brook;  ^ya.,  arav.;  res.  cap., 
2,000,000  gala.;  pipe,  14  m.;  86  hyd.;  200  serv.; 
prea.,  100  lbs.;  cost  $76,000;  coat  mtce.,  $400; 
wka.   owned  by  precinct. 

NORTHUMBERLAND,  p.  2,184.  F.  dept— 1 
hand  hoae  reel,  1  wag.;  hoae,  1,600  ft;  f.  al., 
elec;  vol.  Co. 

Water  Supply — Src,  brooka,  8  m.  bna.  cent; 
res.,  cap.,  600,000  gals.;  maina,  c  1.,  8m.,  4  to 
10  in.  dia.;  35  hyd.;  800  serv.;  pipe,  gsJv.  i.; 
pres.,  dom.  78  lbs.,  f.  80  lbs.;  coat,  $40,000; 
cost  mtce.,  $760;  wks.  owned  by  town. 

PEMBROKE,  p.  8,062;  mere  bldga.,  bk.  F. 
dept. — 1  c  eng.,  1  h.  ft  1.  trk.,  2  hoae  car.;  hose, 
1,500  ft;  f.  al.,  bell;  voL 

Water  Supply — Src,  pond,  6  m.  bua.  cent;  ay  a., 
grav.;  mains,  c  L.  2^  m.,  6  to  12  in.  dia.;  61 
hyd.;  400  aerv.;  pipe,  galv.  i.;  prea.,  00  Iba.;  coat, 
870,000;  wks.  owned  by  Co. 

PENNACOOK,  p.  1,800;  mere  bldga.,  bk.  ft  wd., 
2  ft  8  ator.;  pnv.,  wd.,  2  ator.;  wd.  ris.  perm.;  no 
fwka.  ft  combt  ord.  F.  dept. — 1  atr.,  hooka  ft 
laddera,  8  hose  wag.,  4  hra.;  hoae,  cot,  rub.  lined, 
gd.,  8,000  ft;  f.  aL,  bell,  wh.  ft  Gamewell;  vaL 
equip.,  $7,500;  val.  bldgs.,  $10,500;  exp.  dept, 
$1,500;  tot.  mem.,  42. 

Water  Supply — Src,  pond,  7  m.  bus.  cent;  aya., 
grav.;  maina,  wd.,  IS  m.,  4  to  12  in.  dia.;  62 
liyd.;  226  aerv.;  pipe,  galv.  i.:  prea.,  dom.  00  to 
95  lbs.;  f.  60  to  96  lbs.;  cost,  $74,000;  cost  mtce., 
$200;  wks.  owned  by  town. 

PETERBORO,  p.  2,277;  f.  area.  28,040  a.; 
mere  bldgs.,  stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv., 
bk.  ft  wd.,  2  ft  8  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwka.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept. — 
2  hand  eng.,  10  c  hand  ex.,  2  hose  car.;  linen 
hose,  8,600  ft;  f.  al.,  bell  ft  wh.;  val.  equip.,  $4,- 
000;  val.  bldgs.,  $800;  exp.  dept,  $879;  tot  mem., 
68  vol. 

Watsr  Supply — Src,  brook  ft  pond,  8  m.  bua. 
cent;  sys.',  grav.;  res.  cap.,  1,000,000  gala.,  loc. 
%  m.  east  of  village;  maina,  iron,  7%  m.,  4  to 
12  in.  dia.:  72  hyd.;  09  v.;  met,  76;  840  aerv.j 
pipe,  wrt.  !.,  cem.  lined;  prea.,  dom.  60  to  126 
lbs.;  cost,  $62,186;  cost  mtce.,  $300;  wks.  owned 
by  city. 

PITTSFIELD,  p.  2,222;  f.  area,  700  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  6  stor.;  priv.,  bk.  ft  wd.,  2 
stor.;  wd.  ria.  perm.;  no  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  hand  eng.,  1  e 
eng.,  8  e  hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wag.,  2 
hose  reels;  hose,  cot,  rub.  lined,  gd.,  4,000  ft; 
inf.,  1,000  ft;  tot  hose,  5,000  ft;  f.  al.,  bell  ft 
wh.,  11  bx.;  val.  equip.,  $5,000;  val.  bldga.,  $2,- 
000;  exp.  dept,  $2,780;  tot  mem.,  40  vol. 

Water  Supply — Src,  pond;  sys.,  grav.;  rea.  cap., 
Ij600,000  gala.;  maina,  hron,  6 H  m.,  4  to  10  in. 
dia.;  38  hyd.;  met,  5;  pres.,  dom.  60  lbs.,  f.  80 
lbs.;  cost,  $40,000;  cost  mtce.,  $600;  wks.  owned 
by  Co. 

PLAISTOW,  p.  1,173;  mere  bldgs.,  wd-,  2  stor.; 
priv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  no  fwks.  ord.; 
f.  inv.  P.  dept. — 1  hand  eng.,  1  hose  car.;  8 
hand  ex.;  hose,  linen,  gd.,  1,000  ft;  tot.  mem., 
85  vol. 
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Water  Supply — Src,  wells  ft  ret. 

PLYMOUTH,  p.  2,200;  f.  area,  040  a.;  bldga., 
bk.  &  wd.,  2  8tor.;  wd.  rfa.  perm.;  no  fwks.  ic 
combt.  ord.  F.  dept. — 12  c.  hand  ex.,  -1  h.  ft  L 
trk.,  1  hoee  car.  ft  2  hose  reels;  hose,  cot,  nib. 
lined,  ffd.,  1,600  ft;  inf.,  500  ft.;  tot  hose, 
2,100  ft;  f.  «1.,  Qamewell,  12  bx.;  Tal.  equip., 
$2,700;  yaL  bldgs.,  $1,200;  exp.  dept,  |2,100;  tot 
mem.,   28   vol.;   undrs.   rating,   second  class. 

Watar  Supply — Src,  spr.;  sys.,  ffrav.  ft  pump  to 
res.;  res.  cap.,  8,500,000  gals.;  1  pump,  eng.; 
mains,  c  L,  8  m.,  4  to  8  in.  dia.;  46  hyd.;  met, 
285;  800  serv.;  pres.,  dom.  70  lbs.,  f.  70  lbs.; 
eons,  day,  00,000  gals.;  cost,  $48,000;  cost  mtce., 
$5,000;  wks.  own^  by  town. 

PORTSMOUTH,  p.  11,209;  f.  area,  2%  so.  m.; 
mere,  bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  bk.  ft 
wd.,  1  to  3  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 4  str., 
1  comb.  c.  ft  h.  wag.,  1>2  c.  hand  ex.,  1  h.  ft  1.  trk., 
4  hose  wag.,  5  hrs.;  hose,  cot,  rub.,  lined,  gd., 
10,000  ft;  inf.,  200  ft;  tot  hose,  10.200  ft; 
f.  al..  bell,  wh.  ft  Gamewell,  40  bx.;  vaL  equip., 
$46,000;  exp.  dept,  $18,000;  tot  mem.,  88,  pd. 
full  time  7,  pd.  part  time  76. 

Water  Supply-— Src,  wells  ft  res.,  2  ft  8  m. 
bus.  cent;  sys.,  gray.,  pump  to  res.  ft  stdp.;  std. 
cap.,  500,000  gals.,  dim.  80  x  100,  mat  iron;  res. 
cap.,  25,000,000  gals.;  8  pump,  eng.,  dass  comp.. 
cap.  day  5,000,000  gals.;  mains,  c.  i.,  85  m.,  4 
to  16  in.  dia,;  190  hyd.;  860  v.;  met,  247;  2,847 
serv.;  pipe,  galv.  i.;  pres.,  dom.  50  lbs.,  f.  60 
lbs.;  cons,  day,  1,800.000  gals.;  cost,  $876,000: 
cost  mtce.,  $40,000;  wks.  owned  by  city. 

RAYMOND,  p.  1,208;  mere  bldgs..  wd.,  2  to  4 
stor.;  priv.,  wd.,  1%  stor.;  wd.  rfs.  perm.;  no 
fwks.  ft  combt  ord.;  causes  of  f.  inv.  P.  dept — 
1  h.  ft  L  trk.;  hose,  cot,  rub.  lined,  gd.,  2,500 
ft;  val.  equip.,  $800;  tot  mem.,  22  voL;  undrs. 
rating,  second  class. 

Water  Supply — Src,  wells,  900  ft.  bus.  cent; 
nrs.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  118,000 
gals.,  dim.  15  x  90;  pump,  eng.,  cap.  day  750,000 
gals.;  mains,  c  L,  8  m.,  6  to  10  in.  dU.;  29  hyd.; 
116  serv.;  pipe,  galv.  i.;  pres..  dom.  68  lbs.,  f. 
75  lbs.;  cons,  day,  70,000  gals.;  cost,  $20,098; 
cost  mtce.,  $800;  wks.  owned  by  town. 

ROCHESTER,  p.  8,868;  mere,  bldgs..  bk.  ft  wd., 
8  ft  4  stor.;  priv.,  wd.  ft  bk.,  1  ft  2  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt  ord.  F.  dept — 2  comb, 
c.  ft  h.  wag.,  12  c.  hand  ex.,  1  hand  eng.,  1  h.  ft  1. 
trk.,  8  hose  wag.,  3  hose  car.,  4  hrs.;  hoee,  cot, 
rub.  lined,  gd.,  9,000  ft;  inf.,  600  ft;  tot  hose, 
9,600  ft.;  f.  al.,  Gamewell,  18  bx.;  val.  equip., 
$9,000;  val.  bldgs.,  $82,000;  exp.  dept,  $6,000; 
tot   mem.,   76,   pd.   part  time. 

Water  Supply — Src,  pond  ft  res.,  4  m.  bus.  cent; 
sys.,  grav.,  pond  ft  res.,  cap.  8,000,000  gals.; 
stdp.  cap.,  276.000  gals.;  mains,  c.  i.,  80  m.,  4  to 
16  in.  dia.;  182  hyd.;  470  met;  1»550  serv.;  pipe, 
galv.  i.:  pres.,  f.  60  lbs.;  cost,  $200,000;  cost 
mtce.,    $3,000;   wks.   owned  by   city. 

ROLLINSFORD,  p.  1.886.  F.  dept— -2  hand 
eng..  hand  ex.,  2  hose  carte;  f.  al.,  bell;  40  vol. 

Water  Supply — 9  hyd.;  pres.,  85  lbs. 

RUMNEY.   p.    860.      F.    dept— 12    c.   hand   ex., 

1  h.  ft  L  trk.,  2  hose  carts;  hose,  600  ft;  f.  al., 
Gamewell;  tot  mem..  20.  pd.  full  time  1,  vol.  19. 

Water  Supply — Src.  ft  sys.,  not  reported;  pres., 
86  lbs.;  85  hyd. 

SALEM,  p.  2,117.  F.  dept— 2  hose  car.,  2 
5-gal.  chemicals;  hose,  2,000  ft;  f.  aL,  bell;  tot 

mem.,  20  vol.  ...... 

Water  Supply— Src.  lake.  2  m.  bus.  cent. ;  sys.. 
gmv.;  mains,  c  i..  8  m.,  2  to  12  in.  dia.;  62  hyd.; 
10  v.;  265  serv.;  pres.,  dom.  ft  f.,  45  lbs.;  cost 
$60,000;  wks.  owned  by  town. 

SALMON  FALLS  (town  of  RoUinsford),  p.  1,- 
800;  f.  area,  200  a.;  mere,  bldgs..  bk.  ft  wd..  2V4 
ft  8  stor.;  priv..  bk.  ft  wd.,  1%  to  8  stor.;  wd. 
rfs.  perm,  in  f.  area;  causes  of  f.  inv.     F.  dept— 

2  hand  eng..  8  c.  hand  ex.,  2  hose  car.;  hose, 
cot,  rub.  Imed,  1,660  ft;  f.  al..  bell  ft  wh.;  vaL 
equip.,  $1,000;  val.  bldgs.,  $12,000;  exp.  dept. 
$484;  tot.   mem.,  40  vol. 

Water  Supply — Src,  wells. 

SOMERSWORTH.  p.  6.704;  mere  bldgs.,  wd.  ft 
bk.,  1  to  4  stor.;  priv.,  wd-.  2  stor.;  wd.  rfs.  perm.; 
causes  of  f.  inv.  F.  dept — 1  h.  ft  1.  trk..  2  hose 
wag.,  2  hose  reels;  hose,  cot.  rub.  lined,  gd.,  4.000 


ft;  inf.,  800  ft;  tot  hose,  4,800  ft:  t  sL,  bdl; 
val  eouip.,  $14,600;  val.  bldgs.,  $6,100;  op. 
dept,  $4,600;  tot  mem.,  88,  pd.  fall  time. 

Water  Supply — Src,  rlv.,  2  m.  bus.  cent;  «ra, 
pump  to  stdp.;  stdp.  cap.,  1,000.000  giU,  dim. 
45  X  96,  mat  iron;  2  pump,  eng.,  cap.  dij  t,- 
000.000  gals.;  mains,  iron,  4  to  18  in.  dia.;  9& 
hyd.;  120  v.;  met,  297;  957  serv.;  pipe,  gslv.  L; 
pres.,  dom.  80  lbs.,  f.  90  lbs.;  oons.  day,  465,00^ 
gals.;  cost  mtce..  $14,000;  wks.  owned  by  city. 

STEWARTSTOWN,  p.  1,128;  f.  area,  150  a.; 
mere  bldgs.,  wd.,  2  stor.;  priv.,  wd.,  1%  k  i 
stor.;  wd.  rfs.  perm.;  no  fwks.  ord.  F.  dept— 
2  hose  car.,  600  ft  cot  hose;  val.  equip.,  $1,600; 
exp.  dept,  $200. 

Water  Supply — Src,  spr.,  2  m.  bus.  cent;  ^a. 
grav.;  mains,  iron,  2^  m.,  8  in.  dia.;  pres.,  don. 
22  lbs.;  cost,  $10,000;  wks.  owned  by  Cc 

SUNAPEE,  p.  1.071;  f.  area,  200  a.;  mere 
bldgs.,  wd.,  IH  to  4  stor.;  priv.,  wd..  2  itor.; 
wd.  rifs.  perm,  in  f.  area;  fwks.  ft  oombt  ord.; 
causes  of  f.  inv.  F.  dept. — 2  c  eng.,  6  c  hind  ex., 
2  h.  ft  1.  trk.,  8  hose  wag.,  1  hose  reel;  hose,  cot, 
rab.  lined,  gd..  1,000  ft;  inf.,  1,000  ft;  tot  hoM. 
2,000  ft;  f.  al.,  elec,  7  bx.;  vaL  bldgs.,  $2,000; 
exp.   d^t,   $200;   tot   mem.,   60,  pd.  purt  time. 

Water  Supply^— Src,  lake,  H  m.  boa  ocm.; 
sys.,  pump  to  res.;  res.  cap.,  800,000  gala.,  loc 
200  ft  above  lake;  2  pump,  eng.,  cap.  day  260,000 
gals.;  mains,  c  i.,  2H  m.,  4  to  8  in.  dia.;  80 
hyd.;  met,  0;  100  serv.;  pipe,  galv.  L;  prea.,  (knn. 
90  to  170  lbs.;  f.  90  to  170  lbs.;  cons,  day,  SO.OOO 
sals.;  cost,  $80,000;  cost  mtce,  $500;  wka  ovned 
Oy  town. 

SUNCOOK,  p.  •2,600;  f.  area,  2,500  a.;  nerr. 
bldgs.,  wd.  ft  bk.,  2H  ft  8  stor.:  priv.,  wd..  1H>  > 
ft  2^  stor.;  wd.  rfs.  perm.;  fwks.  ft  oombt  ord.; 
causes  of  f.  inv.  F.  dept — 1  c  eng.,  1  h.  &  L 
trk.,  2  hose  waff.;  hose.  rub.  lined,  gd.,  2,000  ft: 
f.  al.,  Gamewell,  6  bx.;  vaL  equip.,  $2,500;  exp. 
dept,  $400;  tot  mem.,  18  voL 

Watar  Supply — Src,  pond,  6  m.  bus.  cent;  v*» 

rv.;  res.  cap.,  125,000  gals.,  loc  2%  m.  ton: 
pump,  eng.,  cap.  day,  988.i600  gals.;  maioi. 
c  L,  8  m.,  6  to  12  in.  dia.;  62  hyd.;  400  aerr.; 
88  met.;  pipe,  galv.  L;  |wes.,  f.  60  lbs.;  eoit 
$70,000;  wks.  owned  by  Co. 

TILTON,  p.  1,866;  f.  area,  600  a.;  mere  bldgi^, 
bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  ft  2%  stor.;  vd. 
rfs.  penn.;  fwks.  ft  oombt  ord.;  causes  of  f. 
inv.  F.  dept — 2  hand  eng.,  8  c  hand  ex.,  I  k 
ft  L  trk..  8  hose  car.;  hose,  oot.,  rub.  lioedL  gd.. 
2.100  ft;  inf..  1.000  ft;  tot  hose,  8.100  ft;  t  9l. 
Gamewell;  val.  equip..  $2,800;  val.  bldgs.,  $1,000: 
exp.  dept,  81.000;  tot  mem.,  20,  pd. 

Water  Supply— ^c,  pond,  8  m.  bus.  cent;  s?i-« 
grav.;  res.  cap.,  8,000,000  gals.;  mains,  6  m..  0  to 
12  in.  dia.;  87  hyd.;  600  serv.;  pipe,  iroii:  w**-' 
dom.  ft  f.  100  to  115  lbs.:  cost,  $87,400;  cost 
mtce.,  $8,000;  wks.  owned  by  priv.  Co. 

TROY,  p.  1,881;  mere  bldgs.,  bk.  ft  wd.,  2  &  S 
stor.;  priv.,  bk.  ft  wd.,  1%  ft  2  stor.;  wt  rfs. 
perm.;   no  fwks.  ft  combt   ord.      F.   dept — 1  "tr- 

1  hand  ei^.,  1  hose  car.,  f.  hooks  ft  ropea;  bcwe. 
cot,  rub.  lined,  gd.,  8.000  ft;  inf.,  400  ft;  rot 
hose,  8,400  ft;  f.  aL,  beU  ft  wh.;  val.  equm^  M'* 
600;  vaL  bldgs.,  $400;  tot  mem.,  20,  po.  put 
time  15. 

Water  Supply — Src.  6  cisterns  ft  riv..  in  boa 
cent;  2  pump,  eng.,  cap.  day  864.000  gala;  naisi 
iron.  8,210  ft,  8  in.  dia.;  8  hyd. 

WALPOLE,  p.  2.668;  bldga.,  wd.  F.  dept—l 
hand  eng.,  1  h.  ft  L  trk.,  S  hose  csr.,  1,800  ft 
hose;  f.  al.,  bell;  voL 

Water  Supply — ^Wka.  owned  by  Go.;  ays.,  gn*- 

WARNER,  p.  1,226;  f.  area.  75  a.;  mere  Udfi, 
wd..  2  stor.;  priv.,  wd.,  2  stor.;  wd.  ifs._pcna.;  ■• 
fwks.  ft  eombt  ord.;  causes  of  L  inv.     F.  dept— 

2  hand  eng.,  1  h.  ft  L  trk.,  8  hose  reela.  15  band 
c  ex.;  hose,  oot.  rub.  lined,  gd..  1,500  ft:  1  >L 
bell;  vaL  equip.,  $1,000:  val.  bldgs..  $500;  tsL 
mem.,  20  voL;  undrs.  rating,  second  cusa. 

Water  Supply — Src,  lake  ft  well;  ay«-.  «"*••  **• 
cap.,    8,000,000    gale.;    mains,    2H    n-.*   ^^  ^^^' 

?res.,  dom.   66   to   87   lbs.,   f.   87   lbs.:  coei^  ^^ 
6.000  gals.;  cost  $28,000;  wks.  owned  by  Wenff 
Village  Fire   District 

WHITEFIELD,  p.  1,685;  f.  area,  400  a.;  wk. 
bldgs..  wd.,  2  ft  8  stor.;  priv.,  wd..  1%  ttor-^ 
wd.  rfs.  perm.;  no  fwks.  ft  combt  ord.;  esasei  w 
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f.  inv.  F.  dept.— 40  c.  hand  ex.,  1  h.  ft  L  trie,  2 
hoM  wag.,  2  hose  car.;  hose,  cot.,  rub.  lined,  gd., 
2,000  ft;  f.  al.,  wh.;  vaL  equip.,  91,500;  exp. 
dept.,  9260;  tot  mem.,  20  voL 

Witer  Supply — Src,  brooks;  ays,,  gray.;  t«s. 
cap.,  600,000  gait.;  mains,  c.  i.,  10  m.,  6  to  10 
in.  dia.;  4«  hyd.;  214  serv.;  pipe,  galv.  i.;  pres., 
dom.  80  to  110  lbs.;  f.  80  to  110  lbs.;  cost, 
164,000;  cost  mtce.,  $1,000;  wks.  owned  by  village. 

WILTON,  p.  1,490;  f.  area,  1,000  a.;  mere, 
bldgs.,  bk.,  1  k  2  stor.;  priv.,  wd.,  1%  "tor.: 
wd.  rfi.  perm,  in  f.  area;  combt.  ord.;  causes  of 
f.  inT.  F.  dept — 2  hand  eng.,  0  c  hand  ex.,  1 
h.  ft  L  trk.,  8  hose  car.;  hose,  cot,  rub.  lined, 
gd.,  1,000  ft;  inf.,  800  ft;  tot  hose,  1,800  ft; 
f.  aL,  wh.;  vaL  eauip..  $1,400;  val.  bldgs.,  $1,600; 
tot  mem.,  86,  pa.  part  time. 

•Water  Supply — 6rc..  brooks.  IV^  m.  bus.  cent; 
lys.,  grav.;  res.  cap.,  2,100,000  nls.;  mains,  c.  L, 
52  rods.  4  to  12  in.  dia.;  56  hyd.;  met,  2;  25 
serr.;  pipe,  galT.  i.;  pres.,  dom.  80  to  180  lbs., 
1  80  to  180  lbs.;  cost,  $44,858,  wks.  owned  by 
town. 

WINCHESTER,  p.  2,282;  mere,  bldgs.,  wd.,  2 
ft  2H  >tor.;  priT.,  bk.  ft  wd.,  IH  to  2  stor.;  wd. 
rfs.  penn.  in  f.  area;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept — 1  str.,  1  c.  eng.;  4  hand 
eng..  60  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wag., 
8  hoBe  car.;  hose,  cot,  rub.  lined,  gd.,  8,400  ft; 
f.  al.,  bell  ft  wh.;  val.  equip.,  $7,000;  val.  bldgs.. 
$3,000;  exp.  dept,  $959;  tot  mem.,  150;  75 
pd.   part  time,  75  vol. 

Water  Supply — Src,  riv.  ft  cisterns;  hyd.;  2 
stm.  pumps;  1  nump  operated  by  water  power. 

WOLFEBORO,  p.  2,224;  f.  area,  1,900  a.;  mere. 


bldgt.,  bk.  ft  wd.,  2  to  8  itor.;  priv.,  wd..  2^ 
stor.;  wd.  rfs.  perm,  in  f.  area;  eaoscs  of  x.  inv. 
F.  dept.-^5  c.  hand  ex.,  1  h.  ft  1.  trk.,  4  hose  waff., 
4  hrs.;  hose,  cot.,  nib.  Uned,  rd.,  2,600  ft;  f.  u., 
elec,  14  bx.;  vaL  equip.,  $5,000;  vaL  bldgs., 
$2,000;  exp.  dept,  $2,000;  tot  mem.,  69  voL 
Watar  Supply— -Src,  pond;  ipra.,  grav.;  res.  cap.. 


800,000  gals.;  mains,  c  i,  22  m.,  2  to  10  in. 
dia.;  00  nyd.;  49  v.;  met.  2;  475  scrv.;  pipe, 
galv.  L;  pres.,  f.  00  to  100  lbs.;  cost,  $75,000; 
ooft  mtcc,  $1,200;  wks.  owned  by  town. 

WOODSTOCK,  p.  1,088;  f.  area,  100  a.  F. 
dept — 2  c  hand  ex.,  2  hose  carts,  3,000  ft  hose; 
f.  al.,  beU;  val.  bldgs.,  $1,500;  80  vol. 

Watar  Supply — ^26  hyd.;  prea.,  94  lbs. 

W00DSV1LLE,  p.  800:  bldars.,  bk.  ft  wd.,  1^  to 
4  stor.;  wd.  rfs.  penn.  F.  dept — 1  h.  ft  1.  trk., 
3  hose  car.;  hose,  cot,  rub.  lined,  gd.,  2.700  ft.; 
f.  aL,  bell  ft  wh.;  vaL  equip.,  $2,000;  val.  bldgs., 
$2,000;  exp.  dept,  $500;  tot  mem.,  16,  pd.  part 
time;    undrs.    rating,   second    class. 

Watar  Supply — Src,  riv.,  H  m.  bus.  cent;  ays., 
dir.;  2  pump,  eng,,  cap.  day  2,040,000  ffaHs.; 
mains,  c  L,  5  m.,  4  to  8  in.  dia.;   80  hyd.;   12 


v.;  216  serv.;  pipe,  wrt  ft  galv.  i;  pres.,  dom.  75 
lbs.,  f.  115  lbs.;  cost,  $62,219; 
wks.  owned  by  Oo. 


cost  mtcc,  $8,000; 


Places  of  1,000  or  more  population  havinc  no 
KHvanized  flore  dept — (Bsrrinffton,  Oondia,  I>eer> 
field,  Lyme,  MerrimadL,  Milan,  N<vthwood,  Plain* 
field,  Sandwich,  Seabrook,  fiwanzey,  Tamwoith, 
Weare,   Wilmot 

Places  of  1,000  or  more  population  not  reported 
— ^Bedford,  Jefferson,  Londonderry.  Ossipee,  fiye, 
Strafford,    Wakefield. 
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ALLENTOWN,  p.  684.     F.  dept— Not  reported. 

Watar  Supply— Src.  lake,  1-8  m.  bus.  cent; 
sys..  pump  to  stdp.;  stdp.  cap.,  70,000  gals.;  dim., 
12  X  80;  mat,  wrt  i:  res.  cap.,  8,000,000  gals.; 
2  pump,  enff.,  dass  trip.,  cap.  day  850,000  gals.; 
m^,  c  L,  2H  m.,  4  to  6  in.  dia.;  28  hyd.;  10 
v.;  met,  1;  148  serv.;  pipe,  galv.  ij  pres..  dom^ 
85  to  55  lbs.,  f.  100  lbs.;  cost,  $15,000;  cost 
mtce.,  $1,000;  wks.  owned  by  city. 

ALMONESSON.  F.  dept— 6  c  hand  ex.,  buck- 
eta,  ftc;  tot  mem.,  80  voL 

ASBURY  PARK,  p.  10,160:  f.  area,  8  vi.  m.; 
mere  bldgs.,  bk.  ft  wd.,  1  to  7  stor.;  priv..  wd.,  1 
to  5;  wd.  rfs.  not  perm,  in  f.  srea;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — ^8  str.,  1 
acr.  trk.,  16  c  hand  ex.,  2  h.  ft  1.  trk.,  1  c  eng.' 


in  reserve,  1  auto,  hose  wag.,  7  hose  wag.,  24  hrs. ; 
hose,  cot,  rub.  lined,  gd.,  18,000  ft;  Jair,  1,000 
ft-;  tot  hose,  14,000  ft;  f.  al.,  elec,  bell  ft  wh.. 


82  bx.;  val.  equip.,  $24,000;  vaL  bldgs.,  $60,000; 
exp.    dept.  $24,000;  tot  mem.,  284. 

Watar    Supply— Src.   weUs,    %    "•    ^""-    ««°*-* 

■vs.,  pump  to  stdp.;  stdp.  cap.,  100,000 jpals.,  dim. 

l'2    X    126,  mat  wrt   L;  res.   cap.,   204.500   gala.. 

loc.    at   pump,  station;   2  pump,   eng.,  class  comp. 

dup.    ft   trip,   expansion,  cap.  day  4,000,000  gals.; 

maiiia.   c   U  16  m.,  4  to  12   in.  dia.;   188  hyd.; 

147    ▼.;    met.    1,650;    1,650  serv  ;   pipe,   galv.   L; 

pres.,  dom.  58  lbs.;  cons,  day,  648,000  gals.;  cost, 

S255,000;  cost  mtcc,  $27,000;  wks.  owned  by  city. 

ATLANTIC  CITY,  p.  46,150;  f.  area,  4%  so.  m. ; 

mere,  bldgs.,  bk.  ft  wd.,  1  to  10  stor.;  priv.,  bk.  ft 

wd..   8  *tor.;  wd.  rfs.  not  perm,  in  f.  area;  combt 

cTTxl.:    causes  of  f.   inv.     F.   dept— 8   diiefs   auto., 

11    str.,   1  h,  ft  L  trk.,  18  c  hand  ex.,  8  aer.  trk., 

3    hoec   wag.,  1  c  eng.,  8  comb.  c.   ft  li-  ^*%'  JJ 

hrs..  7  in  rewerve;  hose,  cot.  rub.  lined,  gd.,  22,000 

ft.:    f.    aL,  Gamewell,   114  bx.;  val.   eq^P-.  I^^*'* 

OOO;    vaL    bldM.,   $882,000;   exp.  dept,   $188,000; 

tot.    mem..  138.  pd.  full  time    ^        „      .,  . 

Water  Supply— Src,  creeks  ft  wells,  7  JJ.  bus. 
cent.;  eys.,  pump  to  stdp.;  stdp.  cap..  625,000 
^als.,  dim.  15  X  140  ft  25  x  182,  mat  iron;  8 
pump,  eng.;  cap.  day.  30,500,000  gals.;  mains, 
o  i.  &  atlT,  82  m.,  1  to  6  in.  dia.;  854  hyd.;  met, 
4.'410:  4.420  serv.;  pipe,  tin  ^J^ed  t^lv.  U  pres., 
dam.  4  6  lbs.,  f.  45  lbs.;  cons.  ^V,  7.862,000  gals.; 
coift.  $1,450,266;  cost  mtcc,  $86,480.81;  wks. 
5wrned    by   city. 

ATLANTIC  HIGHLANDS,  p.   1,645;  f.  srea,  1,- 
DOO   a-:   mere  bldga.,  bk.,  stn.  ft  wd.,  1  to  8  stor.; 


priv.,  bk.,   cone,  ft  wd..   1   to  8%    star.;   wd.  rfa. 

rrm.  in  f.  area;  fwks.  ft  combt  ord.;  causes  of 
inv.  F.  dept — 1  h.  ft  L  trk.,  2  hose  car.,  1  auto, 
hose  wag.;  hose,  cot,  nib.  lined,  gd.,  2,000  ft; 
inf.,  600  ft.;  tot  hose,  2,600  ft;  f.  al.,  beU  ft 
wh.;  viaL  equip.,  $8,850;  tot.  mem.,  60  voL 

Watar  Supply — Src,  wella,  H  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  800,000  gals.,  dim. 
86  X  45,  mat  iron;  2  pump.  eng..  daas  comp.  dup., 
cap.  day  2,000,000  gala.;  maina,  c  L,  10  m.,  4  to 
10  in.  dia.;  76  hyd.;  100  v.;  met.  980;  860  serv.; 
pipe,  galv.  1.;  prea.,  dom.  120  Iba..  f.  140  lbs.; 
cona.  dsy,  800,000  jpils.;  cost,  $76,000;  cost  mtoc, 
$8,000;  wks.  owned  by  dty. 

BAYONliE,  p.  56,545;  t  area,  4U  sq.  ra.;  mere 
bldgs.,  bk.  ft  wd.,  2  to  4  stor.;  priv.,  wd.,  2  ft  8 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept — 1  auto.  str.  with  hose,  4  str. 
(2  in  reserve),  25  c  hand  ex.,  1  auto.  comb,  c  ft 
hose  wag.,  8  comb,  c  ft  hose  wag.,  1  h.  ft  L  txic. 
(1  in  reserve),  1  aer.  trk..  1  supply  wag.,  1  driefs 
wag..  1  chiefs  auto.,  1  hose  reel,  23  hrs.;  hose, 
cot,  rub.  lined,  gd.,  0,500  ft  ('2,150  ft  in  re- 
serve); f.  al.,  Gamewell,  76  bx.;  vaL  equip.. 
$64,000;  vaL  bldgs.,  $750,000;  exp.  dept,  $70,- 
000;  tot  mem.  66,  all  pd.;  undrs.  rating,  first 
class. 

Watar  Supply — Src,  riv.,  9  m.  bus.  cent;  sya., 
grav.;  stdp.  cap..  75,000  gala.;  mains,  c  L,  61% 
m.,  6  to  80  in.  dia.;  608  hyd.;  598  v.;  met, 
7.500;  8,740  serv.;  pipe,  c  L;  pres.,  dom.  85  lbs., 
f.  50  to  60  lbs.;  cons.  day.  8,000,000  gala.;  coat, 
$532,000;  cost  mtce.,  $10,000;  wks.  owned  by 
N.  Y.  ft  N.  J.  Water  Co. 

BELLEVILLE,  p.  9,891;  1  area,  8,000  a.:  mere 
bldgs.  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd.,  2^  stor.; 
wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F. 
dept — 1  auto.  comb.  pump,  ft  c  eng.,  1  comb.  c. 
ft  h.  wag.,  1  h.  ft  1.  trk.,  1  c.  eng.,  5  hose  wag., 
2  hose  car.;  hose,  rub.  lined,  gd.,  4,600  ft.:  inf., 
300  ft;  tot  hose,  4,800  ft:  f.  aL,  Gamewell,  23 
bx.;  val.  equip.,  $11,000;  val.  bldgs.,  $5,000;  exp. 
dept,  $6,000;  tot.  mem.,  68,  pd.  full  time  8, 
pd.  part  time  1,  vol.   64. 

BELMAR,  p.  1,488.  F.  dept — 2  atr.,  1  h.  ft  L 
trk.,  2  hose  car.;  hose,  8,600  ft;  f.  al..  Game- 
well:  tot  mem..  64,  pd.  8  drivers,  vol.  61. 

'Water  Supply — Src.  wells,  %  m.  bua.  cent 
sys.,  pump  to  itdp.;  stdp.  cap.,  288,000  gala.; 
res.    cap.,    18,000    gals.;   2    pump,    eng.,    cap.    day 
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4,812,000    gala.;    maina,    c.  i.,    17    m.,    4    to    12 

in.    dia.;    140   hyd.;    75    v.;  86S    met.;    961    serv.; 

pipe,    galv.    i. ;    pres.,    dom.  46    lbs.,    f.    60    lbs.; 

cons,     day,     200,000     ffab.;  cost,     $80,000;    vrka. 
owned  by  city. 

BELVIDERE,  p.  1,764;  f.  area,  600  a.;  mere 
bldga..  wd.,  8  to  6  ator.;  priv.,  wd.,  8  Jb  4  stor.: 
wd.  rfs,  perm.  P.  dept. — 1  h.  k  1.  trk.,  7  hand 
ex.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,800 
ft;  inf.,  200  ft;  tot  hose,  2,000  ft;  f.  al., 
Oamewell,  6  bx.;  val.  equip.,  $2,500;  val.  bldga., 
15,000;  ezp.  dept,  $700;  tot  mem.,  40  vol. 

Watar  Supply — Src.,  riv.;  aya,,  pump  to  atdp.  k 
dir.;  atdp.  cap.,  88,840  gala.;  pump,  eng.,  cap. 
day  1,000,000  gala.;  maina,  8V&  m.,  4  to  8  in. 
dia.;  16  bjd.;  40  v.;  met,  4;  86  aerv.;  prea.,  dom. 
80  Iba.,  T.  00  to  100  Iba.;  coat,  $28,600;  cost 
mtce.,  $5,600;  wka.  owned  by  Co. 

BERNARDSVILLE,    p.    4,608;    f.    area,    2%    aq. 

m.;  mere,  bldge.,  cone.  &  wd.,  1  4c  2  stor.;  priv., 
bk.,  wd.  &  stn.,  2  to  8  ator.;  wd.  rfs.  perm,  in  f. 
area;  no  fwka.  ic  combt  ord.;  causea  of  f.  inv.  F. 
dept — 1  auto,  c  eng.,  8  c.  hand  ex.,  1  h.  4b  1. 
trk.,  1  boee  wag.,  hose  reel,  3  hra.;  hose,  cot., 
nib.  lined,  gd.,  950  ft;  inf.,  200  ft;  tot  hose, 
1,160  ft;  f.  al.,  wh.  jc  telp.;  val.  equip.,  $8,000; 
vaL  bldga.,  $9,000;  exp.  dept,  $800;  tot  mem., 
49  mi. 

Watar  Supply — Src,  Paaaaic  River,  2  m.  bua. 
cent.;  sya.,  pump  to  atdp.;  stdp.  oap.,  800,000 
gals.;   dim.,  85  x  88;   mat,  cone;  res.  cap.,   120,- 

000  gals.;  8  pump,  eng.;  cap.  day,  400,000  gala.; 
mains,  iron,  10  ni.,  4  to  8  in.  dia.;  40  hyd.;  800 
met.;  810  aerv.;  pres.,  dom.  100  lbs.,  f.  110  lbs.: 
cons,  day,  46,800  gals.;  cost,  $86,000;  wks.  owned 
by  private  Go. 

BEVERLY  CITY,  p.  2,140;  f.  area,  2  m.;  mere, 
bldga.,  bk.,  wd.  k  terra  cotta,  2  ft  8  stor.;  priv., 
wd.,  i^  ator.;  wd.  rfa.  perm,  in  f.  area;  fwka.  9t 
combt.  ord.;  caoaea  of  f.  inv.  F.  dept— 4  hand 
ex.,  1  h.  ft  1.  trk.,  1  c.  eng.,  8  hose  car.;  hoae,  cot, 
rub.  lined,  gd.,  2,000  ft;  inf.,  600  ft;  tot  hoae, 
2,000  ft;  f.  aL,  bell;  val.  equip.,  $4,000;  val. 
bldga.,  $8,600;   exp.   dept,  $400;  tot.  mem.,    100 

Watar  Supply— Src.,  artesian  wella;  aya.,  pump 
to  atdp.;  atdp.  cap.,  160,000  gala.,  dim.  12  x  120, 
loc.  in  town,  mat.  iron;  2  pump,  eng.,  daas  comp. 
cond.,  cap.  day  1,600,000  sala.;  maina,  c  i.,  80 
m.,  4  to  12  in.  dia.;  125  hyd.;  72  v.;  met,  10; 
1,400  aerv.;  pipe,  lead  ft  L;  prea.,  dom.  85  to  60 
Iba.,  f.  80  to  120  Iba.;  cona.  day,  500,000  gala.; 
wka.  owned  by  priv.  Co. 

BLAIRSTOWN,  p.  718;  f.  area,  26  a.;  bldga.. 
wd.,  2  ator.;  wd.  rfa.  perm.;  no  fwka.  ft  conibt. 
ord.  F.  dept — 2  c.  hand  ex.,  1  h.  ft  I.  trk..  1  hoae 
csor..  24  buckets,  6  ladders;  hose,  cot,  rub.  lined, 
gd.,  1,800  ft;  inf..  200  ft;  tot  hose,  2,000  ft;  f. 
•L,  bell;  val.  equip.,  $1,800;  val.  bldga..  $1,200; 
exp.  dept,  $100;  tot  mem.,  25  vol. 

Watar  Supply — Src.,  atrm.  ft  arteaian  well;  aya.. 
pump,  to  atdp.;  atdp.  cap.,  112,000  gals.;  pump, 
eng.,  cap.  day  180,000  gala.;  maina,  c.  i.,  2  m., 
16  to  20  in.  dia.;  20  h/d.;  1  v.;  86  aenr.;  prea., 
dom.  67  lbs.,  f.  100  lbs.;  cost,  $26,000;  wka. 
owned  by  Truateea  Blair  Academy. 

BLOOMFIELD,  p.  15,070;  f.  area,  6  m.;  mere, 
bidgs.,  stn.  ft  bk.,  8  stor.;  priv.,  stn.  ft  wd.,  2 
ator.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.;  cauaea 
of  f.  inv.     F.  dept — 14  c.  hand  ex.,  1  h.  ft  1.  trk.. 

1  comb.  e.  ft  hoae  waf.,  8  hose  wag.,  1  jumper,  6 
hra.;  hose,  cot,  rub.  lined,  4,600  ft;  f.  aL,  Game- 
well,  80  ox.;  exp.  dept,  $6,000;  tot.  mem.,  122, 
pd.  full  time  6,  vol.   116. 

Watar  Supply — Town  has  bought  the  Eaat  Jer- 
aey  Water  Co.'a  plant 

BOGOTA,  p.  1,126;  f.  area,  600  a.;  mere  bldga., 
wd.,  2  to  8  ator.;  priv.,  wd..  IH  to  8  ator.;  wd. 
rfa.  perm.;  no  fwka.  or  combt  ord.;  causea  of  f. 
inv.  F.  dept. — 1  auto.  comb.  c.  ft  h.  wag.,  1  comb, 
c.  ft  h.  wag.,  1  hose  reel;  hose,  cot.,  rub.  lined, 
2,400  ft;  inf.,  300  ft;  tot  hose.  2,700  ft;  f.  al., 
wh.  ft  elec,  8  bx.;  val.  equip.,  $4,700;  val.  bidgs.. 
$8,600;  exp.  dept,  $500;  tot  mem.,  90  vol; 
undis.  rating,  fifth  class. 

Watar  Supply — ^Not  reported. 

BOONTON,  p.  4,980;  f.  area,  600  a.;  mere 
bldga..  bk.  ft  wd.,  2  to  4  ator.;  priv.,  bk.  ft  wd..  2 
ator.;  wd.  rfs.  not  perm.;  combt.  ord.;  cauaea  of  f. 
inv.  F.  dept. — 8  hand  eng..  6  c.  hand  ex..  1  h.  ft 
1.  trk..  1  hoae  wag..  8  hoae  car.;  hoae,  cot,  rub. 
lined,   gd.,    2.600    ft.;    rub.,    gd.,    1.000    ft;    inf., 


1,000   ft;   tot   hoae»   4,600   ft;  1  aL,  bdl;  tat 
mem.,  162  vol. 

Watar  Supply — Src.,  mountain  atm.,  4  m.  boi. 
cent;  ajra.,  grav.;  rea.  cap.,  8,000,000  gala.;  maios, 
c  i.,  12  m.,  2  to  14  in.  dia.;  68  hyd.;  100  v.; 
met..  80;  400  aerv.;  pipe,  galv.  L;  prea.,  dom.  U 
to  104  Iba.:  1  16  to  104  Iba.;  coat  $185,000; 
coat  mtce.,  $1,000;  wka.  owned  by  Co. 

BORDENTOWN,  p.  4,260;  mere.  bldn..  bk.  4 
wd.,  2  ft  8  ator.;  priv.,  bk.  ft  wd^  2  ft  8  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt.  orl; 
cauaea  of  f.  inv.  F.  dept — 1  str.,  1  h.  ft  L  triL, 
1  hand  eng..  1  c.  eng.,  1  hoae  w^.,  8  Ik^k  cir.; 
hoae.  cot.  rub.  lined,  gd.,  t,400  ft;  f.  aL,  bdl; 
vaL  equip.,  $8,000;  val.  bldga.,  $10,600;  ca|i.  dept, 
$1,000;  tot  mem.,  220  voL 

Watar  Supply — Src,  creek,  8  m.  bua.  cent;  tjt., 
pump  to  elevated  tk.  through  10-in.  pipe  ft  dir.; 
res.  cap.,  1,000,000  gals.,  loc.  2V4  m.  station;  i 
pump,  en^.,  claaa  dup.  comp.,  cap.  daj  1.500,000 

fala.;  maina.  c  L,  7  m..  6  to  10  in.  dia.;  64  hfd.; 
0  v.;  met,  80;  768  aerv.;  pipe,  lead;  prea.,  doiiL 
66  to  70  Iba.;  cona.  day.  800,000  gala.;  cost, 
$113,000;  wka.  owned  by  city. 

BOUND  BROOK,  p.  8,070;  f.  area,  76  a.;  mere, 
bldga.,  atn.,  bk.  ft  wd.,  2  ft  8  ator.;  priv..  wd.  k 
bk.,  2  ator.;  combt  ord.;  causes  of  f.  mv.  P. 
dept. — 1  comb,  c  ft  h.  wag..  1  h.  ft  L  tik..  6  t. 
hand  ex.,  8  hose  wag.,  4  bra. ;  hoae.  cot,  rub.  lined, 
2,200  ft;  f.  al.,  Gamewell,  18  bx.;  vaL  eqnipi. 
$4,000;  val.  bidgs..   $7,500;  tot   mem.,  75  voL 

Watar  Supply — Src,  mountain  apr.,  8  m.  bos. 
cent.j  sys.,  grav.,  pump  to  res.,  to  atdp.  or  dir.; 
stdp.  cap.,  117.000  gals.,  dim.  20  x  89,  mat  vit 
L;  res.  cap.,  15,000,000  gala.;  2  pump,  eng.,  dta 
dup.  comp.. .cap.  day  1,000,000  gala.;  mains,  c  u 
15  m..  4  to  11  in.  dia.;  58  hyd..  187  v.;  440 
aerv.;  pipe,  galv.  L;  prea.,  dom.  60  lbs.,  1  50  lbs.; 
cost,  $57,600;  coat  mtce..  $1,100;  wka.  owned  br 
Co. 

BRADLEY  BEACH,  p.  1,807.  F.  dept— 1  itr.. 
1  gasoline  eng.,  1  c  eng.,  2  hose  wag.,  1  h.  It  L 
trk.;  hose,  cot,  rub.  lined,  gd..  1,500  ft;  e.  bow, 
500  ft.;  tot  hoae,  2,000  ft;  f.  aL,  bell;  vaL  eaaip., 
$1,000;  exp.  dept,  $1,500;  tot  mem.,  86  vol 

Watar  Supply— Src,  Eaat  Jeney  Water  Co. 

BRIDQETON,  p.  14,200;  mere  bldga..  bk.  k 
wd.,  8  ator.;  priv.,  wd.,  1^  ft  2  stor.;  wd.  if*> 
not  perm.;  fwka.  ft  combt  ord.  F.  dept — 2  str^ 
1  c  eng.,  4  c  hand  ex.,  1  h.  ft  L  trk.,  1  hose  cir.: 
hoae,  cot.,  rub.  lined,  gd.,  8,600  ft;  f.  aL,  Gaaw> 
well,  26  bx.;  exp.  dept,  $6,000;  tot  mem.,  25,  pd. 
full  time  2,  pd.  part  time  28;  imdis.  rating,  sec* 
ond  dasa. 

Wttar  Supply — Src,  wells,  %  m.  bua.  cent; 
aya.,  pump  to  atdp.;  atdp.  cap.,  2,800,000  gala, 
dim.  100  X  44.  mat  atL,  8  pump,  eng.,  cap.  daj 
4.000.000  gala.;  maina,  c  L,  82  m.,  4  to  16  in. 
dia.;  286  hyd.;  466  v.;  met,  10;  2.600  serr.; 
pipe.  galv.  \.i  prea..  dom.  60  lbs.,  f.  70  lbs.;  eooa 
day,  1.100,000  gals.:  coat  $250,000;  cost  artce^ 
$7,600;  wka.  owned  by  city- 

BURLINGTON,  p.  8,886;  f.  ares,  400  a.:  mere, 
bldga..  bk.  ft  wd..  1  to  6  ator.;  priv..  bk.  ft  wd.  I 
to  8  ator.;  wd.  rfa.  perm,  in  f.  area;  fwka.  k 
combt.  ord.;  cauaea  of  f.  inv.  F.  dept — 2  str.,  1 
c.  eng..  1  h.  ft  1.  trk.,  8  c  hand  ex.,  1  aer.  trk..  4 
hoae  car.,  8  hra.;  hoae,  cot,  rub.  lined,  gd.,  S.054 
ft;  rub.,  gd.,  260  ft;  inf..  2,900  ft;  tot  bose. 
5,960  ft;  f.  aL.  Oamewell,  IS  bz.:  vaL  eqaip.. 
$22,000;  vaL  bldga.,  $20,000;  exp.  dept.  $S,$1«; 
tot.  mem..  892  voL 

Watar  Supply — ^rc.  riv.:  %  m.  boa.  eent;  a^< 
pump  to  atdp.  ft  dir.;  atop,  cap.,  282,000  gals- 
dim.  20  X  120,  mat  Iron;  8  pump,  en^,  capi  Uj 
8,000,000  gals.;  mains,  iron,  18 H  m.,  4  to  16 
in.  dia.;  152  hyd.;  1,800  aerv.;  pipe,  lead  ft  if<n: 
prea.,  dom.  56  lbs.,  f.  56  Iba.;  cons,  day,  S,000.<H^9 
gala.;  cost,  $150,000;  coat  mtce.,  $6,000;  wka 
owned  by  city. 

BUTLER,  p.  2,265;  f.  area.  800  a.;  mere.  bUr- 
bk.  ft  wd.,  1  to  4  stor.;  priv.,  bk.  A  wd..  1  to  t 
ator.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft  cedbl 
ord.;  causea  of  f.  inv.  F.  dept — 1  h.  ft  L  trk..  It 
c.  hand  ex.,  4  hose  w«g..  2  hra.;  hose.  2,8M  It: 
f.  al.,  bell;  vaL  equip.,  $7,500;  vmL  bldg&»  $1*^' 
000;    tot.    mam..    180   voL 

Watar    Supply — Src,    mountain    stivL,    IH 


bua.  cent;  aya.,  grav.;  rea.  cap.,  8,000,000  atk.: 
maina,  c  L.  7%  m..  4  to  10  in.  dia.;  60  tji-- 
82  v.:  400  serv.;  pipe,  galv.  L;  prea.,  dom.  M  t» 
140  lbs.,  f.  90  to  140  lbs.;  cost,  $80,000;  «ks. 
owned  by  private  Co. 
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CALDWELL,  p.  2.286;  f.  we*,  860  t.;  bldgs., 
ftn.,  bk.  jc  wd^  2  stor.;  wd.  rfs.  penn.;  no  fwkt.  k 
combt.  ord.  F,  dept — 1  c.  eng.,  5  c  hand  ex., 
1  h.  It  L  trk.,  1  hose  car.;  hose,  cot.,  rub.  lined, 
ffd.,  2,000  ft.;  f.  aL,  bell  k  Oamewell;  tot.  mem.» 
SO  ToL 

Water  Supply — Src,  Eases  Falls  Lisht  &  Water 
Co.;  qri.,  pump  to  res.;  res.  cap.,  1,200,000  gals.; 
3  pump,  eng.;  mains,  8  m.:  100  byd.;  met.,  886; 
885  lerv.;  pres.,  dom.  60  lbs.,  f.  26  to  80  lbs.: 
cons,  day,  56,000  gals.;  cost,  921,000;  wks.  owned 
by  town. 

CAMDEN,  p.  94,688;  f.  area,  9%  m.;  mere, 
bldgi.,  bk.,  1  to  7  stor.;  priv.,  bk.  k  wd.,  2  s^r.: 
wd.  rfs.  not  perm.;  fwks.  9t  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 1  auto.  str.  with  hose  k  c.  tk.,  6 
str.  (1  in  xeserve),  1  c.  eng.,  'S5  c  hand  ex.,  1 
h.  &  L  trk.,  1  aer.  trk.,  1  auto.  aer.  trk.,  2  auto, 
comb.  c.  k  b.  wag.,  7  comb,  wag.,  2  fuel  k  supply 
wag.,  4  chiefs  auto.,  28  hrs.  (1  m  reserve);  hose, 
cot,  nib.  lined,  gd.,  20,650  ft.;  f.  al.,  Oamewell,  167 
bx.;  Tal.  bidgs.,  985,000;  exp.  dept,  9140,810; 
tot.  mem.,   114,  pd.   lull  time. 

Water  Supply— -Src,  wella,  6  m.  bus.  cent;  sys., 
grav.,  pump  dir.;  stdp.  cap.,  47,000  gals.,  dim.  80 
X  110,  loc.  south  end  town,  mat.  sti.;  4  pump, 
eng.,  class  comp.  dup.,  cap.  day  85,000,000  gals.; 
mains,  c.  i.,  110.4  m.,  8  to  36  in.  dia.;  924  nyd.; 
1,450  ▼.;  1,196  met.;  8,500  serv.;  pipe,  lead  k 
galT.  i.;  pres.,  dom.  86  lbs.,  f.  60  lbs.;  cons,  day, 
10,875,000  gals.;  cost,  91,260,000;  cost  mtce., 
985,000;  wka.  owned  by  city. 

CAPE  MAY,  p.  2,471;  f.  area,  6,000  a.;  mere, 
bldgs..  wd.,  8  k  A  stor.;  priv.,  wd.,  2  Ib  8  stor.; 
wd.  ris.  perm,  in  f.  area;  fwks.  ord.;  cauaes  of  f. 
inv.  F.  dept — 8  str.,  1  c.  eng.,  1  comb.  c.  k  h. 
wag.,  8  c.  hand  ex.,  1  aer.  trk.,  2  hose  reels  k 
csr.,  9  hrs.;  hose,  cot,  rub.  lined,  gd.,  8,000  ft; 
f.  al..  Gamewell,  18  bx.;  val.  equip.,  926,550; 
val.  bldgs..  98,000;  exp.  dept,  90,120;  tot.  mem., 
40,  pd.  full  time  7,  vol.  88. 

Water  Supply — Src.,  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  270,000  gals.,  mat  stl.;  pump,  eng., 
cap.  day,  4,600,000  gals.;  mains,  c  i.,  24  m.,  4 
to  16  in.  dia.;  12^5  hyd. ;  75  v.;  1,100  serv.;  pres., 
dom.  k  f.  68  lbs.;  cons,  day,  1,280,000  gals.: 
cost,  960,000;  cost  mtce.,  94,000;  wks.  owned 
by  city. 

CARLSTADT,  p.  8,807;  f.  area,  1,400  a.;  mere 
bldgs..  bk.  k  wd.,  2  to  8  stor.;  priv.,  wd^  2  stor.; 
wd.  rfs.  perm.;  no  fwks.  k  combt.  ord.  F.  dept — 
1  hand  eng.,  8  c.  hand  ex.,  1  h.  ft  1.  trk.,  2  hose 
reels,  2  hose  wag.;  hoee,  cot,  rub.  lined,  gd., 
4,000  ft;  inf.,  500  ft;  tot  hose,  4,500  ft.;  f. 
aL,  bell;  val.  equip.,  94,f800;  val.  bldgs.,  914,000; 
«xp.    dept.,   92,300;   tot.   mem.,   120   vol. 

water  Supply— Src,  supplied  from  Hackensack; 
mains,  8%  m.,  4  to  12  in.  dia.;  20  hyd.;  44  v.; 
pres.,  dom.  20  lbs.,  f.  60  lbs.;  wks.  owned  by  Co. 

CARTARET.  p.  5,000.  F.  dept. — 4  c.  band  ex., 
1  h.  jc  1.  trk.,  2  hose  carts.  1  auto,  str.,  2  hn.; 
3,500  ft.  hose;  f.  al.,  wh.;  tot  mem..  50  voL 

Water  Supply — 82  hyd.;  pres.,  90  lbs. 

CEOARVILLE,  p.  1,067;  mere,  bldgs.,  wd.,   1% 

to   3   stor.;  priv.,  wd.,  2H  stor.;  wd.  rfs.  perm,  in 

f.   area.      F.  dept — 2  h.  ft  L  trk.,  buckets  ft  lad- 

<Ier8;  f.  al.,  bell;  val.  equip.,  9170;  val.  bldgs.,  980. 

Water  Supply — Src.,  wells. 

CHATHAM,  p.  1,874;  mere,  bldgs.,  wd.     F.  dept. 

1    auto,  trk.,  1  h.  ft  1.  trk.,  2  hose  carts,   2  c. 

tk.;  hose,  cot,  rub.  lined,  1.200  ft;  c  hose, 
250  ft.;  tot  hose,  1,460  ft;  f.  aL,  wh.;  tot  mem., 
40   vol. 

Water  Supply — Sys.,  grav.;  pres.,  100  to  140 
lbs.;  wka.  owned  by  dty. 

CINNAMINSON,  p.  1,266.  F.  dept— 1  hose 
eart;  hose,  600  ft;  val.  equip.,  9660;  val.  bldgs., 
9100;  tot  mem.,  26  voL 

Water  Supply — Tk. 

CLAYTON,  p.  1,926;  bldgs.,  wd.,  2  stor.;  wd. 
•rfa.  perm.  F.  dept. — 1  hand  eng.,  8  hose  car.; 
fiose,  cot.,  rub.  lined,  gd.,  1,360  ft;  f.  al.,  bell; 
vskI.    equip..  91.100:  tot  mem.,  24  vol. 

^fater  Supply — Src.,  wells,  in  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  101,000  gals.,  100  ft. 
iiifrfi;  2  pump,  eng.,  cap.  day  800,000  gals.;  mains, 
'wrt.  L,  7  m.,  4  to  8  in.  dia.;  42  hyd.:  met,  29; 
A  7  aerr. ;  pipe.  galv.  i;  pres.,  dom.  60  lbs.,  f.  100 
lt>«.;    coat,  960,000;  cost  mtce.,  91.000. 

CLIFFSIDE,  p.  8.894.     F.  dept. — ^VoL,  76  men. 
^fatar  Supply — ^Pres.,  90  lbs. 


CUfTON,  p.  9,000;  f.  area,  11 H  •^'  m.;  mere 
bldgs.,  bk.  ft  wd.,  2  to  4  stor.;  priv.,  bk.,  stn.  ft 
wd.,  2  to  8  ator.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
ft  combt.  <Hx).;  causes  of  f.  inv.  F.  dept. — 2  autos. 
to  pull  apparatus,  1  c  en^.,  26  c.  hand  ex.,  3  h.  ft 
L  trie;  hose,  cot,  rub.  lined,  gd.,  7,000  ft;  inf., 
450  ft;  tot  hoee,  7,460  ft;  1  al..  elea,  wh.  ft 
telp.,  41  bx.;  val.  equip.,  98,000;  vaL  bldgs.,  980,- 
000;  exp.  dept,  92,300;  tot.  mem.,  228  vol 

Water  Supply— Src.,  Pequannock  rlv.,  16  m. 
bua.  cent;  sys.,  pump,  ft  grav.;  1  pmnp.  eng.; 
mains,  26  m.,  6  to  80  in.  dia.,  mat.  c.  L  ft  wrt 
Ftl.;  200  hvd.;  pipe,  c.  i.;  prea.,  dom.  70  Iba.*  f. 
70   lbs.;   wks.   owned  by  priv.    Co. 

CLINTON,  p.  886;  f.  area,  200  a.;  mere,  bldgs., 
bk.  ft  wd.,  2  ft  8  stor.;  priv.,  bk.  ft  wd.,  8  to  8^ 
stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv. 
F.  dept — 1  str.,  2  hose  car.;  hose,  rub.,  gd.,  1,800 
ft;  f.  al.,  bell;  val.  equip.,  96,000;  exp.  dept, 
9100;  tot  mem.,  80  voL 

Water  Supply — Src.,  spr.  ft  strm.  on  mountain  4 
m.  distant;  sya.,  grav.;  cap.  rea.,  600,000  gala.; 
mains,  7^  m.,  4  to  6  in.  dia.;  39  hyd.;  20  v.; 
8  met;  pres.,  dom.  142  lbs.,  f.  180  lbs.;  wks. 
owned  by  priv  Co. 

COLLINGSWOOD,    p.    4,796;    f.    area,    8    m.; 

bldgs.,  bk.  ft  wd.,  2%  stor.;  wd.  rfs.  perm.;  no 
fwks.  ord.  F.  dept. — 6  c.  ex.,  1  hand  wag.,  1  & 
wag.,  1  h.  ft  L  trk.,  1  hose  reel;  hose,  cot,  gd., 
1,500  ft;  bell  al.;  tot.  mem.,  125  voL 

Water  Supply — Src,  artesian  wells;  sys.,  grav.; 
stdp.  cap.,  500,000  gals.;  pipe.  8  m.,  4  to  12  in. 
dia.;  76  hyd.;  2,000  met;  2.200  serv.;  cost,  960,« 
000;  wks.  owned  by  private  Co. 

CRANBURY,  p.  1,424;  f.  area,  200  a.:  mere, 
bldgs..  wd.,  2  to  8  stor.;  priv.,  wd.,  2  to  8  star.; 
wd.  rfs.  perm,  in  f.  area;  no  fwks.  ft  oombt  ord.; 
causes  of  f.  inv.  F.  dept — 8  c.  hand  ex.,  1  h.  ft 
1.  trk.,  2  hose  reels,  1  hand  pump;  hose,  cot.,  rub. 
lined,  gd.,  700  ft;  rub.,  sd.,  250  ft;  to^  hose, 
950  ft;  f.  al.,  gong;  val.  equip.,  91*800;  val. 
bldgs.,  9600;  exp.  dept,  9100;  tot  mem.,  88  voL 

CRANFORD,  p.  8,641;  f.  area,  660  a.;  mere, 
bldgs.,  bk.  ft  wd.,  8  stor.;  priv.,  wd.,  2V&  stor.; 
wd.  ITS.  perm,  in  f.  area;  causes  of  f.  inv.  F. 
dept. — 4  c.  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  wag..  1 
hose  car.;  hoae,  cot.,  rub.  lined,  gd.,  2,700  ft.; 
rub.,  gd..  600  ft;  Inf.,  660  ft;  tot.  hose,  8,460 
ft:  f.  al.,  bell,  9  bx.;  val.  equip.,  911,600;  val. 
bldgs.,  91.600;  exp.  dept.,  91*100;  tot.  mem.,  28, 
pd.  part  time. 

Water  Supply — Src.  Plainfleld  Union  Water  Co. 
For  description  of  wka.  see  Plainfleld;  46  byd.; 
pres.,  85  lbs. 

CROSSWICKS.  Bldgs.,  wd.  F.  dept— 2  hand 
eng.,  1  hose  car.;  hose,  660  ft;  f.  al.,  bell;  tot 
uiem.,  26  voL 

Water  Supply — Src,  spr.;  sys.,  pump  to  stdp.; 
1  pump,  eng.,  class  trip.;  29  hyd. 

DECKERTON. 

Water  Supply — Src,  lake;  ays.,  grav.;  res.  cap., 
2,500,000  gals.;  lake  cap.,  170,000,000  gala.; 
pumps,  cap.  day  600,000  gals.;  maina,  c  i.,  11 
ffl.,  4  to  8  in.  dia.;  60  hyd.;  80  v.;  met,  6;  pres., 
dom.  50  lbs.,  f.  190  lbs.;  cons,  dsy,  150,000  gals.; 
cost.  960,000;  cost  mtce,  9600;  wks.  ownM  by 
town. 

DELFORD,  n.  1,006;  mere,  bldgs..  wd.  ft  bk.,  2 
stor.;  priv.,  wd.;  wd.  rfs.  perm,  in  f.  area;  causes 
of  f.  inv.  F.  dept — 1  h.  ft  1.  ft  1  hose  car.,  2 
hrs.;  hose,  solid  rub.  ft  cot,  rub.  lined,  gd.,  1,600 
ft.;  f.  al.,  bells;  vaL  equip.,  92,600;  vaL  bldgs., 
98.500;  tot.  mem.,  50  vol. 

Water  Supply — Hackensack  Water  Co.;  ays., 
pump  to  stdp.;  pump,  eng.,  daily  cap.  20,000,000 
gals.;  89  hyd.;  pres.,  ifo  lbs.;  mains,  6  m.,  4 
to  8  in.  dia. 

DOVER,  p.  7,468;  f.  area,  city  limita;  mere 
bldgs.,  bk.  ft  wd.,  2  to  4  stor.;  priv.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt.  oM.j 
causes  of  f.  inv.  F.  dept — 2  str.,  1  hand  eng.,  1 
c  eng.,  5  c.  hand  ex.,  1  h.  ft  1.  trk..  6  hose  carts 
ft  car.;  hose,  cot,  rub.  lined,  gd.,  8,100  ft;  f.  al., 
Oamewell,  10  bx.;  val.  equip.,  911,022;  val.  bldgs., 
912.000;  exp.  dept,  91,277;  tot  mem.,  104  voL 

Water  Supply— Src,  wells  ft  spr.,  1  m.  bus. 
cent;  sys.,  grav.  ft  pump  to  res.;  res.  cap.,  7,000,- 
000  gals.,  loc  in  mountains;  1  pump,  eng.,  cap. 
day  1.000,000  gals.;  mains,  c  1.,  28  m.,  4  to  10 
in.   dia.;    176   hyd.;    met,    600;    660   serv.;    pipe. 
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falv.    i.    t   lead;    preo..    f.    70    to   140   lbs.;    coat, 
200,000;  cost  mtce.,  $2,000;  wks.  owned  by  town. 

DUNELLEN,  p.  1,990;  f.  area,  640  a.;  mere, 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F.  dept. — 
1  comb.  c.  ft  h.  wag.  with  ladder,  1  hand  eng., 
8  c.  hand  ex.,  1  h.  &  1.  trk.;  hose,  cot.,  rub.  lined, 
gd.,  1,000  ft.;  f.  al.,  bell;  val.  equip.,  $1,200; 
exp.  dept.,  $60;  tot.  mem.,  26  vol. 

Water  Supply — Src,  Watcuing  Water  Co.;  sys., 
pump  to  res.;  102  h}*d.;  pres.,  dom.  60  to  76  lbs.; 
wks.  owned  by  Co. 

EAST  COLLINGSWOOD,  p.  4,000;  f.  area,  9  m.; 
mere,  bldgs.,  bk.  &  wd..  2%  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  perm,  in  i.  area:  no  fwks.  k  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  c.  en«.,  1 
str.,  1  auto.  comb.  str.  A  c.  eng.,  6  c.  hand  ex., 
1  hose  wag.,  1  hose  reel,  3  hrs.;  hose,  cot.,  rub. 
lined,  gd.,  2,000  ft;  f.  al.,  elec,  22  bx.;  val. 
bldgs.,   $11,000;  tot   mem.,   76  vol. 

Water  Supply — Same  as  Collingswood. 

EAST  NEWARK,  p.  8,163;  f.  area,  76  a.  F. 
dept. — 1  h.  &  1.  trk..  1  hose  wag.,  1  hose  co.; 
f.  al.,  elec;  val.  equip.,  $4,600;  val.  bldgs.,  $4,- 
000;  exp.  dept.  $1,000;  tot.  mem.,  40,  pd.  part 
time. 

Water  Supply — Src,  Rockaway  riv.;  sys.,  grav. 
k  pump;  mains,  2  m.,  6  to  10  in.  dia.;  29  hyd.; 
22  v.;  pres.,  86  lbs.;  cost,  $16,000;  cost  mtce., 
$300;   yrks.   owned  by  city. 

EAST  ORANGE,  p.  84.871;  f.  area,  4  sq.  m.; 
mere  bldgs.,  stn..  bk.  k  wd.,  1  to  3  stor.;  priv., 
stn.,  bk.  k  wd..  1  to  4  stor.;  wd.  rfs.  not  perm, 
in  f.  area:  fwks.  k  combt.  ord.;  causes  of  f.  inv. 
F.  dept — 5   comb.   c.  k  hose  wag.,  1   h.  ft  1.  trk., 

1  aer.  trk.,  19  hand  ex.,  1  chiefs  wa^.,  2  supply 
wag.,  5  exercise  wag.,  20  hrs.  (2  in  reserve); 
hose,  cot,  rub.  lined,  gd.,  8,150  ft.;  f.  al..  Game- 
well,  91  bx.;  val.  equip.,  $55,430;  vaL  bldgs., 
$60,697;  exp.  dept,  $47,786;  tot  mem.  45,  pd. 
full   time. 

Water  Supply — Src,  wells,  9  m.  bus.  cent; 
sys.,  grav.,  pump  to  res.;  rea.  cap.,  6.000.000  gals.; 

2  pump,  eng.,  class  cross  comp.,  cap.  day  4,000,- 
000  gals,  eadi;  mains,  c  i..  89  m..  4  to  24  iru 
dia.;  738  hyd.;  1,103  v.;  met,  4.112;  7,680  serv.; 
pipe,  gaTv.  i.  ft  lead;  pres..  66  to  126  lbs.;  cons, 
day,  2,990,006  gals.;  cost  $1,260,000;  wks.  owned 
by   city. 

EAST  RUTHERFORD,  p.  4,276;  f.  area.  8,128 
a.;  bldgs.,  v/d.,  2  stor.;  causes  of  f.  not  inv.  F. 
dept — 1  h.  ft  1.  trk.,  4  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  2,960  ft;  f.  al.,  Gamewell,  17  bx.;  exp. 
dept.  $760;  tot  mem.,  87  vol. 

Water  Supply — Src,  supplied  by  Hackensack 
Water  Co.;  mains,  6%  m.;  48  hyd.;  91  v. 

EATONTOWN,  p.  2,076;  f.  aj«u  12  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  ft  S  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs,  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causee  of  f.  inv.  F.  dept. — '1  auto  hose  wag.,  1 
h.  ft  1.  trk.,  12  c.  hand  ex..  2  c  eng..  2  hose 
wag.;  hose,  oot,  lined,  gd.,  8,500  ft.;  rub.,  gd., 
200  ft.;  tot  hose,  8,700  ft;  f.  al.,  bell;  val. 
equip.,  $10,000;  wal.  bldgs.,  $2,000;  exp.  dept, 
$1,500;  tot  mem..   144  vol. 

Water  Supply — Src,  spr.,  wells  ft  brooks;  sys., 
pump,  dir.;  res.  cap.,  1,000,000  gals.,  loc.  at  Lin- 
croft;  wks.  owned  by  Co. 

EQQ  HARBOR  CITY,  p.  2,181;  f.  area,  1,280 
a.;  mere  bldgs..  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk. 
ft  wd..  1  to  8  stor.;  wd.  rfs.  perm,  in  f.  area; 
causes  of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  100  c 
hand  ex..  6  hose  wag.,  water  tower,  2  gasoline 
eng.;  hose,  cot,  rub.  lined,  gd.,  4.600  ft;  f.  al., 
bell;  val.  equip.,  $6,000;  val.  bldgs.,  $6,000;  exp. 
dept,   $2,000;  tot   mem.,   42  vol. 

Water  Supply — Src,  artesian  wells,  1  m.  bus, 
cent;  svs.,  pump  to  stdp.;  stdp.  cap.,  60,000  gals.; 
dim,  lO"  x  100;  mat,  wrt  iron;  2  pump,  eng.;  cap. 
day,  1,750,000  gate.;  mains,  c  i.,  7%  m.,  4  to  12 
in.  dia.;  41  hyd.:  pres.,  dom.  40  Ibe.,  f.  90  lbs.; 
cost   $44,900;    wks.   owned  by  Co. 

ELIZABETH,  p.  73.409;  f.  area,  9^  sq.  m.; 
mere  bldgs.,  bk.  ft  wd..  1  to  7  stor.;  priv.,  bk.  ft 
wd.,  2%  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 8  str..  26  e 
hand  ex.,  3  h.  ft  1.  trk..  2  f.  boats.  8  hose  waff.. 

3  hose  car..  38  hrs.;  hose,  cot.  rub.  lined,  gd., 
7.460  ft;  rub.,  gd..  6.000  ft;  inf.,  798  ft;  tot 
hose,   12,243   ft;   f.   al..   Gamewell,   110   bx.;   exp. 


dept,  $100,648;  tot  mem.,  106,  pd.  full  time  75, 
pd.  part  time  80. 

Water  Supply — Src,  wells,  6  m.  bus.  cent;  sys., 
pump  to  res.  ft  stdp.;  res.  cap.,  200,000,000 
gals.;  pump,  eng.,  cap.  day  18,000,000  nit.; 
mains,  e  i.,  80  m.,  4  to  16  in.  dia.;  144  nyd.; 
60  v.;  met.,  60;  1.800  serv.;  pipe.  galv.  L;  pm., 
dom.  85  Ibe.,  f.  80  lbs.;  cona.  day,  1,000,000 
gals.;  wks.  owned  by  Co. 

ELMER,  p.  1.140;  mere  bldgs.,  wd.  F.  dept— 1 
h.  eng.,  1  n.  ft  1.  trie;  f.  al.,  bell;  tot  mem..  40 
vol. 

Water  Supply — ^Waterwks.  to  be  installed. 

ENQLEWOOD,  p.  9,024;  f.  area,  2.560  a.; 
bldgs.,  bk.,  stn.  ft  wd.,  8  stor.;  wd.  rfs.  not  perm.; 
no  fwks.  perm.  F.  dept — 1  auto.  comb.  eng.  k 
hose  wag..  1  c  eng.,  8  e  hand  ex.,  2  h.  ft  L  tik., 
2  hose  wag.,  2  hose  reels,  6  hrs.;  hose,  cot.  nib. 
lined,  6,000  ft;  f.  al.,  Gamewell,  20  bx.;  toL 
mem..  88,  pd.  full  time  8,  pd.  part  time  S5. 

Water  Supply — Src,  from  the  Hackensack  riv.  tt 
New  Milford;  4  pump,  eng.,  class  comp.  dup.  verti- 
cal trip,  expansion,  cap.  day  60,000,000  nls.; 
mains,  c  i.,  82.37  m..  4  to  24  in.  dia.;  160  hyd-: 
411  v.;  met,  400;  pres..  dom.  SO  to  70  Ibe.;  f. 
60  to  180  lbs.;  wks.  ovmed  by  Hackensack  Wa- 
ter Co. 

FAIRVIEW,  p.  2.441;  f.  area.  1.920  a.;  mere, 
bldgs.,  bk.  ft  wd.;  wd.  rfs.  perm.  F.  dept — i  b. 
ft  I.  trk.,  2  hose  car.,  1  hose  wag.;  hoae,  cot,  nib. 
lined,  gd.,  4,200  ft;  f.  aL,  bell  ft  wh.;  tot  mem.. 
116  vol. 

No  water  supply. 

FLEMINGTON.  p.  2,698;  f.  area.  150  a.;  mere 
bldgs.,  bk.  ft  wd.,  8  stor.;  priv.,  bk.  ft  wd..  I 
stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of  L  inv. 
F.  dept — 2  str.,  1  h.  ft  1.  trk..  6  e  bend  ex..  1 
hose  wag,  2  hose  car.;  hoee.  cot,  rub.  lined,  gd., 
2,600  ft;  f.  al.,  elec,  bell  ft  wh.,  80  bx.;  raL 
equip.,  $5,000;  val.  bldgs..  $>S,000;  exp.  dept, 
$800;  tot  mem.,  120  vol. 

Water  Supply-— Src,  riv.  ft  spr.;  eye.,  gnr.  k 
pump  to  res.;  res.  cap.,  650,000  gala.;  pump,  eof . 
cap  day  760,000  gals.;  mains,  iron.  18^  m.,  4  to 
8  in.  dia.;  26  hyd.j  200  serv.;  pipe.  galv.  L;  pre*., 
dom.  86  lbs.,  f.  86  lbs.;  cost,  $67,000;  wks.  ows«d 
by  Co. 

FLORENCE,  p.  8.000.     F.  dept  not  repoHed. 

Water  Supply — Src,  Delaware  Riv.,  1  m.  boL 
cent;  sys.,  pump  to  stdp.;  2  pump,  eng.,  cap.  day 
2,376.000  gals.;  46  hyd.;  pres.,  dom.  26  lbs.,  L 
125  lbs.;  wks.  owned  by  pnv.  Co. 

FORT  LEE.  p.  4,472;  f.  area.  2,600  a.;  mere 
bldgs.,  wd.,  1  to  8H  stor.;  priv.,  wd..  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F. 
dept — 1  e  eng.,  2  h.  ft  L  trk..  6  c.  hand  ex.,  1 
hose  wag.,  2  hose  car.;  hoee,  cot.  rub.  lined,  gti.. 
2.750  ft;  f.  al.,  bell;  val.  equip..  $5,000;  taL 
bldgs.,  $1,200;  exp.  dept,  $1,000;  tot  mem.,  100 
vol. 

No  water  supply. 

FREEHOLD,  p.  8,288;  f.  area.  700  a.;  mere, 
bldgs..  bk.  ft  wd..  8  to  4  stor.;  priv..  wd.,  2  stor; 
wd.  rfs.  perm.;  no  fwks.  ft  combt  ord.     F.  dept— 

2  str..  1  h.  ft  1.  trk..  8  hose  car.;  hoee.  rub.  lined, 
gd..  2,000  ft.;  f.  al..  bell;  val,  equip.,  $12,000;  tiL 
bldgs.,  $6,000;  exp.  dept,  $1,000;  tot  mem..  lH 
vol. 

Water  Supply — Src.  wells.  IH  m.  bus.  erst: 
sys.,  pump  to  stdp.  ft  grav.;  stdp.  cap..  235.^00 
gals.,  dim.  20  x  100.  mat  stL;  8  pump.  eng..  cits* 
comp.,  cap.  day  1.800,000  gala.;  mains,  inm,  10 
m.,  4  to  10  in.  dia.;  76  hyd.;  80  v.;  met.  50: 
680  serv.;  pipe,  galv.  {.;  pres.,  dom.  40  to  50  1^«^ 
f.  40  to  60  lbs.;  cons.  day.  260.000  gais.;  coft. 
$60,000;  cost  mtce.,  $80,000;  wks.  owned  bytovo. 

FRENCHTOWN.  p.  984 ;  mere,  bldgs..  bk.  ft  «t) . 

3  stor.;    priv..    wd.    ft   bk..    2   ft    S    stor.;   wd.  rfi. 

Kerm.;  fwks.  ft  combt  ord.  F.  dept — 1  str..  ! 
ose  car.;  hose,  cot.,  rub.  lined,  gd.,  1.S50  ft: 
f.  al.,  bell;  vaL  equip.,  $8,000;  val.  bldgs.,  $2,0i><l: 
exp.  dept,  $200;  tot  mem.,  42  voL 

Water  Supply— Src,  creek,  ^  to.  bos.  cent; 
sy«.,  pump  to  res.;  res.  cap.,  240,000  gals..  k>c 
1,700  ft  cent  of  town;  2  pump,  eng.,  cap.  day 
20,000  gals.;  mains,  cem..  2H  m..  4  to  S  is. 
dia.:  20  hyd.;  pipe.  galv.  i.;  pres.,  dom.  60  lbs..  1 
60  lbs.;  wks.  owned  by  Co. 

GARFIELD,  p.  10.218;  mere  bldgi..  vd..  f 
stor.;  priv..  wd..  2  stor.;  wd.  tfa.  pens,  in  1  ••: 
cauf>es  of  f.  inv.     F.   dept — 1  e    eng.,  1  k.  t  L 
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trk.,  i  hose  car.;  hoM»  oot.,  rub.  lined,  gd.,  8,000 
ft:  f.  al.,  wh.  k  telp.;'  val.  equip.,  $6,000;  vaL 
bldgs.,  $14,000;  ezp.  dept,  $2,000;  tot.  mem., 
158  vol. 

Water  Supply — Src.,  wells,  ^  m.  bus.  cent.; 
8}'B.,  pump  to  stdp.  k  dir.;  2  stdp.,  cap.  400,000 
gals.;  2  pump,  eng.,  class  dup.  &  comp.,  cap.  day 
1,600,000  gals;  mains,  16  m.,  2  to  12  in.  dia.; 
160  hyd.;  met.,  826;  1,868  serv.;  pipe,  galv.  1.; 
ores.,  dom.  82  Iba.,  f.  100  lbs.;  was.  owned  by 
Doroiigh. 

OLASSBORO,  p.  2,821;  mere  bldgs.,  wd.  &  stn., 
2%  stor.;  priv.,  wd.,  2%  stor.;  wd.  rfs.  perm.; 
fwks.  ord.;  causes  of  f.  inv.  F.  dept. — 6  c  ex.,  1 
h.  A  1.  trk.,  8  hoee  wag.;  hose,  cot.,  rub.  lined, 
gd.,  1,400  ft.;  rub.,  gd.,  400  ft.;  tot.  hose,  1.800 
ft;  f.  al.,  wh.;  vaL  equip.,  $2,800;  val  bldgs.. 
$6,000;  tot.  mem.,  31  vol.;  undrs.  rating,  second 
class. 

Watar  Supply — Src.,  from  Clayton  Water  Co.; 
stdp.  cap.,  156,000  gals.;  68  hyd.;  pipe,  9 hi  m.; 
pre«.,  dom.  60  lbs.,  f.  100  lbs. 

GLEN  RIDGE,  p.  8,260;  bldgs.,  wd.  P.  dept. — 
1  c.  eng.,  1  h.  s  1.  trk.,  1  hose  wag.,  8  hrs.;  hose, 
cot,  rub.  lined,  gd.,  8,081  ft.;  inf.,  200  ft.;  tot. 
hose,  3,281  ft.:  f.  al.,  Oamewell,  15  bx.;  val.  equip., 
$8,227;  val.  bldn.,  $681;  exp.  dept,  $4,586;  tot. 
mem.,  45,  pd.  full  time  1,  pd.  part  time  2,  42 
vol. 

Water  Supply — Src,  East  Jeraey  Water  Co's 
plant  at   Little  Falls,   N.   J.;   sys.,   grav. 

GLOUCESTER,  p.  9,462;  f.  area,  640  a.;  mere, 
bldgs.,  wdL  k  bk.,  3  stor.;  priv.,  wd.,  80  ft.  high; 
wd.  rfs.  perm,  in  f.  area;  fwks.  k  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  L  trk.,  24  e. 
hand  ex.,  1  hose  car.,  2  hose  wag.,  1  hrs.;  hose, 
2,500  ft;  f.  al.,  bell,  18  bx.;  val.  equip.,  $6,500; 
vaL  bldgs.,  $7,000;  exp.  dept.,  $024;  tot.  mem., 
27    voL 

Watar  Supply — Src.,  spr.  k  creek;  sys.,  pump  to 
res.  k  stdp.;  stdp.  cap.,  145,000  gals.;  res.  cap., 
2,000,000   gala.;   pump,   eng.,   cap.    day   2,000,000 

fala.;  mains.  12  m.;  67  hyd.;  pres.,  dom.  45  lbs., 
80  to  90  lbs.;  cost,  $82,000;  cost  mtce.,  $1,908; 
wks.  owned  by  city. 

GUTTENBERG,  p.  6,647;  f.  area,  117  a.;  mere, 
bldgs.,  wd.,  1  to  4  stor.;  priv.,  bk.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwka.  k  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 2  str.,  1  hand  eng.,  14 
<c.  hand  ex.,  1  h.  ft  L  trk.,  4  hose  wag.,  1  hrs.; 
hose,  coL,  rub.  lined,  gd.,  8,000  ft.;  rub.,  gd., 
1,000  ft;  tot.  hose,  4,000  ft.;  f.  al.,  bell  ft  wh.; 
Tal.  equip.,  $18,000;  val.  bldgs.,  $15,000;  exp. 
dept.,   $1,000;  tot.   mem.,   150  vol. 

Water  Supply — Src,  Hackensack  Riv.j  mains,  c 
i.,  5  m,,  4  to  86  in.  dia.;  50  l^d.;  78  v.;  prea., 
45  to  70  lbs.;  wks.  ovmed  by  Hackensack  water 
Co. 

HACKENSACK,  p.  14,050;  f.  area,  8  m.;  mere 
bldgs.,  wd.,  8  ft  4  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 2  str.,  1  hand  eng.,  1  comb,  c  s  b. 
wsflT.,  1  c  eng.,  22  c  hand  ex.,  2  h.  ft  L  trk.,  18 
lirs. ;  hose,  cot,  rub.  lined,  gd.,  7,500  ft.;  f.  al., 
Gacnewell,  89  bx.;  vaL  equip.,  $16,500;  val.  bldgs., 

^15,000;  exp.  dept.,  $10,000;  tot.  mem.,  201,  pd. 

full   time  10,  voL  91. 

Watar  Supply — Src,  Hackensack  Riv.;  sya.,  pump 

to   res.;   res.  cap.,  250,000  gals.;  pump,  eng.,  cap. 

43ay   600,000  gals.;  mains,  c.  i.,  81  m..  4  to  20  in. 

<3la. ;    213    hyd.;    482    v.;    pres.,    65    to    100    lbs.; 

vriLB.   owned  by  Hackensadc  Water  Co. 

HACKETTSTOWN,  p.    2,716;   mere  bldgs,,  wd., 

2^3   stor.;  priv.,  wd.,  2  ft  8  stor.;  wd.  rfs.  pemu 

F,    dept. — 1   c.   wag.,   1   h.  ft  1.   trk.,   8  hose  car.; 

faoee.    cot.,   rub.   lined,   gd.,   2,800   ft.;   f.   al.,  bell; 

-tot.    mem.,  65  vol. 

\V«t«r  Supply — Src,  spr.  ft  strm.,  IH  m.  bus. 
cent.;  sys.,  grav.;  res.  cap.,  1,000,000  gals.;  cap. 
msiin  res.,  7,000,000  gals.;  mains,  c.  L,  12  m.,  4 
to  12  in.  dia.;  64  hyd.;  met.,  14;  pres.,  dom.  100 
to  110  lbs.,  f.  100  to  110  lbs.;  cost,  $80,000; 
cost   mtce.,  $1,000;  wks.  owned  by  city. 

HADDONFIELD,  p.  4,142;  f.  area,  640  a.; 
l>lclg's.,  wd.,  8  stor.;  wd.  rfs.  not  perm.;  no  fwks. 
A  combt.  ord.  F.  dept. — 1  hand  eng.,  1  c.  eng., 
2  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  supply  wag.,  2 
liose  carts,  1  hose  car.,  4  hrs.;  hose,  cot,  rub.  lined, 
f^d.,  2.600  ft;  f.  al.,  bell;  val.  equip.,  $5,800; 
•val.  bldgrs.,  $3,000;  exp.  dept,  $500;  tot.  mem., 
-5  0    vol. 

Watar  Supply — Src,  spr.,  1  m.  bus.  cent.;    sys.. 


5H?1^  *^  "^*^Pv  ■^^'P-  <^*P'»  160,000  gals.;  res.  cap., 
2,000,000   gals.;    pump,    eng.,    cap.    day    1,600,000 

Sis.;  mains,  kalamein  ft  c  i.,  4  m.,  4  to  10  in. 
.  'v.*L^y^-J  ^^  ^'*  ^^t-  «00;  876  serv.;  pres., 
f.  86  lbs.;  cost.  $110,000;  cost  mtce.,  $8,000; 
wks.  owned  by  Co. 

HAMMONDTON,  p.  6,088;  mere  bldgs.,  bk.  ft 
wd.,  2  ft  3  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm, 
m  f.  area;  causes  of  f.  inv.  F.  dept — 1  hand 
eng.,  2  c  eng.,  4  c  hand  ex.,  2  h.  ft  1.  trk..  1 
hose  wag.,  1  hose  car.;  hose,  cot,  rub.  lined,  gd., 
1,100  ft.;  rub.,  gd.,  660  ft:  tot.  hose.  1,760  it.; 
f.  al.,  bell,  elec.  ft  telp.;  val.  equip.,  $1,860;  vaL 
bldgs.,  $1,800;  exp.  dept,  $800;  tot.  mem.,  42 
VOL 

Water  Supply — Src,  6  deep  wells,  raised  by 
compressed  air,  ft  Ci'stems. 

w,/*'^'^'!!®^'!!  Pv^*»*»8j  '•  *«».  1.280  a.:  mere 
bldgs.,  stn.  ft  bk.,  2  to  6  stor.;  priv.,  wd.,  2% 
stor. ;  wd.  rfs.  perm. ;  fwks.  ft  combt  ord. ;  causes 
of  f.  inv.  F.  dept. — 1  comb,  c  ft  h.  wag.,  12  & 
hand  ex.,  1  h.  ft  1.  trk.,  2  hose  wag.,  2  hose  carts: 
hose,  «)t,  rub.  lined,  gd.,  6,100  ft;  f.  al..  Gams- 

?f^tAA^*  ***•*•.  ^*^-  «<1"*P»  •18,800;  vaL  bldgs., 
$4,600;  exp.  dept,  $6,977;  tot  mem.,  118  vol! 

Water  Supply — Src,  New  Jersey  Suburban  Water 
Co.;   mains,   11   m.,   6   to   20   in.   dia.;    Ill   hyd.; 

J?i^i-vA»'^^®»  ^'^'^^  »®"^J  P«»»  '•  80  lbs.;  cost 
$42,600;  coat  mtce.,  $8,600;  wks.  owned  by  Co. 

HASBROUCK  HEIGHTS,  p.  2,166;  f.  area,  2  m. 
long,  1  m.  wide;  mere  bldgs.,  bk.  ft  stn..  2^ 
stor.;  priv.,  wd..  2%  stor.;  wd.  rfs.  perm.;  fwks. 
u  V  1  •^J"^-^  /•  ^®P*- — *  ^'  «*•.  *  on  trk,,  2 
r  I'^'i??;'  ^^^^  ^^''*  ^^f:*  «>*•«  ^'*  2.760  ft; 
ai  9A*ix        *    ^*^   *    Oamewell,    8   bx.;    exp.    dept, 

Water  Supply — ^Fumished  by  Hackensack  Water 
Co. 

HELMETTA,  p.  661;  f.  area,  86  a.;  mere  bldgs., 
bk..   6   stor.;   priv..   wd.,    8   stor.;   wd.   rfs.   perm, 
fwks.   ord. ;   f    inv.      F.   dept— 2   hose   car.:   hose 

^t'rStysw  '•  "■•  '"••  "'^  •^'^''-  *'•'">'' 

Water  Supply— Src,  pond.  %  m.  bus.  cent; 
sys.,  pump  to  stdp.;  sldp.  cap.,  80,000  gaU.;  dim., 
10  X  186;  mat,  wrt  I.;  8  pump,  eng.,  class  dup.. 
cap.  day,  2,880,000  gals.;  mains,  c,  galv.  ft  wrti 
1.,  3  m.,  4  to  8  in.  dia.;  80  hyd.;  23  v.;  pipe, 
galv.  ft  wrt.  i.;  pres.,  dom.  40  lbs.,  f.  60  lbs.: 
cons,  day,   16,000  gals.;  wks.   owned  by  Co. 

HI  BERN  I  A,  p.   2,000.     F.  dept  not  reported. 

Water  Supply— Src,  well.  1  m.  bus.  cent;  sys., 
pump  to  stdp.;  8  pump,  eng.,  cap.  day  432,000 
gals.;  24  hyd.;  wks.  owned  by  Co. 

1  K'^^^S'P^^'A^'t**^-  ^'  dept.— 2  hose  car., 
1  h.  ft  1.  ft  hose  trk.;  hose,  2,000  ft;tal.,wh.  ft 
elec;  tot  mem.,  60  voL  i     •• ,    «.  • 

1  ft^«*«!l^^"PP'y — ®"»  '^•J  »y«»  K»v-;  'es.  cap.. 
1,000,000  gale.;  pres..  dom.  110  to  126  lbs 

Kii^'^'lPP^'*'  P-  ^'»^»J  '•  *«*»  600  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  bk.  ft  wd..  2% 

?o?faL'^f*'^  °*»tP?™-;  '^ks.  ft  combt  ord?; 
SfJ?^i°L'-  Tu  ?-,^*PV— 1  *"*o.  comb,  c  ft  h 
wag..  1  str.,  1  h.  ft  L  trk.,  1  hose  wae..  i  a    ex.- 

???**». ^^-'o"^^-  '?>ed    «d..  2,000  ft:  iSf,  600  ft| 

t!i'miA''itr'  ^*'''''  *^-  '^*-'  ♦^'^^^^ 

Water   Supply — Src,   wells,   in  bus.    cent*   svs 
pimip   to  stdp    ft   dir.;    stdp.'  cap.,  "ibo^oSo   gSf:,' 
SiS-Jn  *,^®^»  "».•*•  **^-5  2  pump.  eng.  cap.  da^ 
Ir^'^^a^^^I*  T^hi^'  «  ™-»  *  *<>  12  in.  dia^ 
1.   100  to  160  lbs.;  cons,  day,  40,000  sals  •  coat 
$22,600;  cost  mtce.  $1.2001^  wks.'  ownfd  by  dty 

HOBOKEN.p  70,824;  f.  area.  2,700  a.;  mere 
bldgs..  stone  ft  bk.,  2  to  6  stor.;  pnV,  stn.  ft  bk^ 
8  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt    ord.;    causes   of   f.    Inv.      F.   dept — 5    str 

i^  TaTn^""'"^'  ^*'•o*  ^-  ^^^  ^-  ^"^-20  c  hand 
ex.    (6  in  reserve).  2   aer.  trk.,   4   comb,  c  ft  hose 

wag.,  1  hose  wag.,  1  hose  wag.  in  reserve,  2  water 

towers,  1  chief's  auto.,  1  chief's  wag..  1  fuel  was 

Jfi^^^Pf?  •''**^-  ^  s*'";'  ^08e  rub.,  ^i.  10,060  ft.'; 
(550  ft.  in  reserve):  f.  al.,  Gamewell.  65  fcx.:  val 
equip..  $64,445;  vaL  bldg^..  $91,129;  exp.  dept 
$80,000;  tot  mem.  00,  pd.  full  time.  ^  ^  * 
Water  Supply— Src,  Hackensack  Riv.;  sys.,  pump 
to  res.;  2  res.,  cap.  80,000,000  gals.;  10  pump, 
eng.,    cap.    day    172,000,000    gals.;    mains,    82.77 

?"«•«,  o  *°,:  IL'"-  **'*■•  ^^^  ^y^'  •'^26  v.;  met., 
13,619;    6,500    serv.;    pres.,    35    to    60    lbs.;    cona. 
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day,  6,600,000  gala.;  wlu.  owned  by  Hackentack 
Water  Co. 

HOHOKUS,  p.  1,000.  F.  dept. — 1  auto.  f.  enff., 
2  hoae  carts;  val.  equip.,  $2,600;  tot  mem.,  60 
vol. 

IWatar  Supply— ^rc,  we11«  in  bus.  cent;  ays., 
dlr.  pres.;  pre*.,  f.,  60  to  ilOO  lbs.;  wks.  owned 
by    priv.    Co. 

HOPEWELL,  p.  1,078;  f.  area,  200  a.;  wd.  rfs. 
perm.  P.  dept — 1  c.  eng.,  1  hand  eng.,  1  h.  & 
L  trk.,  2  hose  car.,  1  hose  wag.  &,  bucket  com- 
pany; bell  alarm;  val.  equip.,  $2,460;  tot.  mem., 
116  voL 

Water  Supply^-Src.,  2  wells,  H  m.  bus.  cent; 
ays.,  pump  to  rea.;  res.  cap.,  220,000  gala.,  loc 
1  m.  town;  1  pump,  eng.,  cap.  day  10,000  gala.; 
maina,  c  L,  4  m.,  8  to  8  in.  dia.;  16  hyd.;  18 
v.;  met,  160;  160  aerv.;  pipe,  iron;  prea.,  dom. 
120  Iba,.  f.  120  lbs.;  cona.  day,  12,000  gala.;  cost, 
$27,000;  cost  mtce;,  $1,200;  wka.  owned  by  bor- 
ough. 

IRVINQTON,  p.  11,877;  bldga.,  bk.  k  wd.  F. 
dept — 1  auto.  comb,  c  jc  h.  wag.,  1  h.  ft  L  trk., 

1  hose  wag.;  hoae,  8,700  ft;  tot.  mem.,  88,  8 
pd.  full  time.  26  vol. 

Water  Supply — Src,  Commonwealth  Water  & 
Light  Co.,  of  Summit.  N.  J. 

JAMESBURG,  p.  2,075;  f.  area,  128  a.;  mere, 
bldga..  wd.,  2  k  2%  ator.;  priv.,  wd.,  80  ft  high; 
wd.  rfa.  perm.  In  f.  area;  fwks.  ord.  F.  dept — 2 
hoae  carts.  1  comb.  h.  k  1.  trk.,  1  c.  eng.  k  hose, 

2  c  hand  ex.;  hoae,  rub.,  gd.,  1.600  ft.;  f.  aL, 
bell;  vaL  equip.,  $2,600;  val.  bldga.,  $400;  exp. 
dept,  $800;  tot  mem.,  45  vol. 

Water  Supply — Src,  wells,  %  m.  bus.  cent.; 
«ya.,  grav.  k  pump  to  stdp.;  atdp.  cap.,  90,000 
gala.,  dim.  66  x  16  ft,  mat  iron;  2  pump,  eng., 
cap.  min.  200  gala.;  mains,  iron,  4  to  6  in.  dia.; 
pres.,   40  lbs.;  wks.   owned  by  Co. 

JERSEY  CITY,  p.  267,779;  f.  area,  12  so.  m.; 
mere,  bldga.,  bk.  k  wd.,  2  to  0  ator.;  priv..  bk.  k 
wd.,  2  to  4  ator.;  wd.  rfa.  not  perm,  in  f.  area; 
fwka.  k  combt  ord.;  cauaea  of  f.  inv.  F.  dept — 
16  atr.  (1  in  reserve),  2  c.  eng.,  7  h.  &  1.  trk.  (I 
in  reserve),  43  c  hand  ex.  (2  in  reserve),  6  aer. 
trk.,  16  hose  wag.,  6  hose  car.,  8  chiefs  wag.,  1 
chiefs  auto.,  106  hrs.  (4  in  reserve);  hose,  cot, 
rub.  lined,  gd.,  28.998  ft;  rub.,  gd.,  6.000  ft; 
c.  2,260  ft;  tot  hose.  81.248  ft;  f.  al.,  elec,  269 
bx.;  val.  equip.,  $200,000;  val.  bldgs.,  $260,000; 
exp.  dept,  $369,829;  tot  mem.,  266,  pd.  full  time. 

Water  Supply-— Src,  riv.,  25  m.  bus.  cent;  aya., 
grav.;  res.  cap.,  129.200,000  gals.;  8  pump.  eng.. 
cap.  day  105.000.000  gals.;  mains,  c.  i.,  215.12 
m.,  4  to  86  in.  dia.;  2.274  hyd.;  2.602  v.;  met. 
1,600;  26,000  serv.;  pipe,  lead;  pres.,  dom.  25  to 
46  lbs.,  f.  50  lbs.;  cons.  day.  83,000.000  gals.; 
cost  $5,200,000;  coat  mtce.,  $445,000;  wks.  owned 
by  city. 

KEARNY,  p.  18,669;  f.  area,  1,160  a.;  mere 
bldga.,  wd.  k  bk.,  <3  to  6  stor.;  priv.,  wd.  k  bk., 
1  to  4  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  k 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  comb.  c. 
k  h.  wag.,  1  chiefs  auto.,  c.  car,  14  c.  hand  ex., 
1  c  eng.,  2  h.  &  1.  trk.,  3  hose  wag.,  12  hrs.; 
hose,  cot,  rub.  lined,  gd.,  8.700  ft;  inf.,  300  ft; 
tot  hose,  9,000  ft;  f.  al..  Oamewell,  84  bx.; 
val.  equip.,  $17,000;  val.  bldpfs..  $69,000;  exp. 
dept,   $9,500;  tot.  mem.,   150  vol. 

Water  Supply — Src,  Jersey  City  Water  Wks.,  18 
m.  bus.  cent.;  sys.,  pump.,  grav.  from  Great  Notch 
res.  dir.;  mains.  82  m.,  6  to  80  in.  dia.:  826  hyd.; 
660  V,;  met,  1.900;  2.290  serv.;  pipe,  lead;  prea., 
dom.  65  to  190  lbs.,  f.  65  to  190  lbs.;  cona.  day, 
817,200   gals.;   wka.   owned  by  town. 

KEYPORT.  p.  8,564;  f.  area,  1,280  a.;  mere 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  2%  stor.;  wd. 
rfs.  perm.:  combt.  ord.;  causes  of  f.  inv.  F.  dept. 
— 1  c.  eng.,  2  h.  A  1.  trk.,  4  hose  car.,  2  hrs.; 
hoee,  cot.,  rub.  lined,  gd.,  2,060  ft;  rub.,  gd., 
400  ft;  inf.,  500  ft.;  tot  hose,  2.950  ft;  f.  al.. 
bell,  8  bx.;  vaL  equip.,  $8,000;  val.  bldge.,  $16,- 
500;  exp.  dept,  $2,500;  tot  mem..  140  vol. 

Water  Supply — Src,  weils.  in  bus.  cent.;  aya., 
pump  to  stdp.;  stdp.  cap.,  293.760  gala.,  dim.  20 
X  125,  nat.  iron;  2  pump,  eng.,  class  dup.  comp., 
cap.  day  760,000  gals.;  mains,  c  i..  8%  m.,  4 
to  12  in.  dia.:  102  hyd.;  180  v.;  met,  240;  760 
serv.;  pipe,  galv.  i.;  pres.,  dom.  40  lbs.,  f.  60  lbs.; 
cons.  day.  176.000  gals.;  cost.  $62,000;  cost  mtce., 
$2,600;  wks.  owned  by  city. 


LAKEWOOD,  p.  6,149;  f.  area,  2,600  a.;  mere 
bldga.,  bk.  k  wd.,  2  k  S  stor.;  priv.,  bk.  k  wd.,  i 
k  8  ator.;  wd.  rfa.  perm,  in  t  area;  cauaea  of  t. 
inv.  F.  dept — 2  c.  hand  ex.,  1  h.  ft  L  trk.,  4 
hoae  car.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft; 
rub.,  gd.,  1,000  ft;  tot.  hoae,  2,000  ft;  f.  aL, 
wh.  k  elec,  11  bx.;  vaL  equip.,  $8,600;  vaL  bldgi., 
$8,000;  exp.  dept,  $8,000;  tot  mem.,  65  voL 

Water  Supply — Src,  8  arteaian  wella;  aya.,  nomp 
to  atdp.;  stdp.  cap.,  144,000  gals.,  mat  stL;  1 
pump,  eng.,  cap.  day  2,000,000  gals.;  mains.  It 
m.,  4  to  8  in.  dia.;  108  hyd.;  met,  225;  6Sl 
serv.;  prea.,  dooL  46  Iba.,  f.  80  Iba.;  wks.  owned 
by  Co. 

LAMBERTVILLE,  p.  4,667;  f.  area.  SOO  a; 
mere  bldgs.,  bk.,  1  to  8  stor.;  priv.,  bk.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  k  combt  ord.; 
cauaea  of  f.  inv.  F.  dept — 1  auto.  trip.  comb, 
wagw,  1  comb,  ladder  trk.  k  c  auto.,  1  comb, 
tractor  auto.,  1  str.,  1  c  eng.,  20  c  hand  ex.,  I 
comb.  c.  k  h.  wag.,  1  h.  ft  L  trk..  2  hose  wag.,  1 
hoee  car.,  1  hrs.;  hose,  cot,  rub.  lined,  gd..  S,000 
ft.;  inf.,  800  ft;  tot  hose,  8.800  ft;  t  sL,  b«U 
ft  wh.;  val.  equip.,  $26,000;  val.  bldgs.,  $15,000; 
exp.  dept,  $4,000;  tot  mem.,  190  vol. 

Water  Supply— Src,  spr.,  1^  m.  bus.  cent; 
sye.,  grav.-  res.  cap.,  88.000,000  gala.;  1  pomp, 
eng.,  cap.  720,000  gala.;  mains,  c  i.,  8  m..  4  to  8 
in.  dia.;  50  hyd.;  28  v.;  met,  12;  250  aerv.;  pipe, 
galv.  i.;  pres.,  dom.  ft  f.  70  lbs.;  cons.  day.  300,- 

000  gals.;  cost,  $72,000;  cost  mtce.,  $1,500;  vka. 
owned  by  Co. 

LEONIA,  p.   1,486.     P.  dept— Vol. 
Water  Supply — Src,  Hackensack  Water  Co. 

LINDEN,  p.  600;  f.  area.  H  in<;  mere  bldga. 
bk.  ft  wd.,  2  to  8  ator.;  priv..  wd.,  M  to  thi 
stor.;  wd.  rfs.  perm.;  causes  of  f.  inv.  F.  dept— 
2  hose  reels,  1  h.  ft  1.  trk.;  hose,  1.000  ft;  vaL 
bldgft..  $1,000;  tot.  mem.,  86  vol. 

Water  Supply — From  Elizabethtown  Water  Co. 

LITTLE    SILVER,    p.    750;    f.    area,    4    sq.   m.; 

mere  bldgs.,  bk.,  stn.  ft  wd..  1  to  8  stor.;  prit.. 
wd..  1  to  8  stor.;  wd.  rfs.  perm,  in  f.  area:  no 
fwks.  ft  combt  ord.;  cauaea  of  f.  inv.     F.  dept — 

1  gasoline  eng.,  2  hrs.;  hose.  1,600  ft;  f.  si., 
bell;  val.  equip..  $8,000;  vaL  bldgs.,  $1,600;  exp. 
dept..  $26;  tot.  mem.,  45  voL 

Water  Supply — From  Long  Branch. 

LONQ  BRANCH,  p.  13.208;  f.  area,  8.600  a.; 
mere  bldgs.,  stn.,  bk.  ft  wd.,  2H  to  6  ator.;  prir. 
stn.,  bk.  ft  wd.,  2^  stor.;  wd.  rfs.  pom.  in  f.  area; 
fwks.  ft  combt  ord.;  causes  of  f.   mv.     F.  dept — 

1  auto.  comb,  c  ft  h.  wag.,  8  atr.,  2  c  eng.,  14 
c  hand  ex.,  6  hose  wag.,  1  hose  car..  1  comb,  c 
ft  h.  wag.,  16  hrs.;  hose,  rub.,  gd.,  5,270  ft:  inf.. 
750  ft.;  tot  hose,  6.000  ft;  f.  al..  bell.  40  bx.; 
vaL  equip..  $40,000;  vaL  bldgs..  $32,000;  exp. 
dept,  $13,000;  tot  mem.,  500,  pd.  full  time  li. 
rol.   488. 

Water  Supply — Src,  spr.,  7  m.  bus.  cent:  »▼»-. 
pump  dir.;  5  pump,  eng.,  cap.  day  21.000.009 
gals.;  mains,  c  i.,  100  m.,  4  to  SO  in.  dia.:  110 
nyd.;  250  v.;  met.,  400:  prea.,  dom.  60  lbs.,  t 
70  lbs.:  wks.  owned  by  Co. 

LUMBERTON.  p.  200.  F.  dept — 1  hose  car.; 
hose,  1,800  ft.;  f.  al.,  bell;  val.  equip.,  12.000; 
val.  bldgs.,   $3,500;  tot  mem.,  50   voL 

Water  Supply — Src,  creek,  %  ra.  bus.  cnt  . 
sys.,  pump  to  stdp.;  stdp.  cap.,  58,000  gal*.;  } 
pump,    eng.,   cap.   day  264,000   gals.;    mains,  c.  U 

2  m.,  4  to  8  in.  dia.;  20  hyd.;  14  v.;  pres.,  do» 
65  lbs.,  f.  100  lbs.;  cons,  day,  17.000  gil*^; 
cost,  $14,000;  cost  mtce.,  $498;  wk*.  owned  by 
priv.   Co. 

MADISON,  p.  4,668;  f.  area,  2.060  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  3  ator.;  priv.,  bk.  ft  wd.. 
2H  stor.;  wd.  rfa.  perm,  in  f.  area;  fwks.  a 
combt.  ord.;  causes  of  f.  inv.  F.  dept — 1  snto. 
pump,  enjf.,  16  c  hand  ex.,  1  h.  ft  1.  trk..  1  b^* 
wag.,  1  noee  reel,  7  hrs.;  hose,  cot,  mb,  liQ«^i. 
3,000  ft;  f.  al.,  elec.  bell  ft  wh.:  vaL  eqoiP^. 
$10,000;  val.  bldgs.,  $11,000;  exp.  dept,  |S.>00; 
tot   mem.,   80   vol. 

Water  Supply — Src,  wells;  ays.,  pomp  to  rtdp.; 
stdp.  cap.,  292.526  gals.;  2  pump.  eng..  cap.  dir 
2.000  000  gsls. :  mains.  21  m.,  4  to  10  in.  ^^ 
152  hyd.;  44  v.;  met,  550;  775  eerv.;  prw-,  f 
95  lbs.;  cons,  day,  350.000  gals,;  cost.  $100,00*; 
ccst  mtce..  $8,000;  wks.  owned  by  town. 


MANASQUAN,  p.   1,682;  f.  area,   268  a.; 

bldgs.,  bk.  ft  wd.,  2  to  4  ator.;  priv..  wd..  S  stw: 
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wd.  rfs.  pcnn.  In  f.  area;  fwk*.  k  combt.  ord.; 
caiuei  of  1  inv.  F.  dept. — 1  hand  «ng.,  1  c. 
eDg.t  1  e.  hand  ex.,  1  h.  &  1.  trk.,  5  boee  car.; 
bote,  eot.  mb.  lined,  sd.,  2,800  ft;  prea.,  160  lbs.; 
f.  il.,  bell  ft  wh.;  vaL  equip.,  $5,400;  traL  bldgs., 
18,000;  ezp.  dept.,  $500;  tot.  mem.,   100  vol. 

Wtttr  Supply — Src.,  artesiaa  wella  ft  ciatema  to 
•tdp.;  cap.»  162,000  gala. 

MATAWAN,  p.  1,646;  f.  area,  100  a.;  mere, 
bldge.,  bk.  ft  wd.,  2  ft  S  stor.;  wd.  rfa.  penn.;  no 
fwki.  ft  combt  ord.  F.  dept — 1  band  eng.,  4 
e.  hand  ex.,  1  b.  ft  1.  trk.,  4  hoae  car.;  hoee,  cot, 
nib.  lined,  gd.,  2,000  ft;  inf.,  600  ft;  tot  hoae, 
2,500  ft;  f.  aL,  bell;  val.  eouip.,  |6,000;  yal. 
bldga.,  12,000;  exp.  dept,  $l,OuO;  tot  mem.,  110 
▼oL 

Water  Supply — Src.  wella.  ^  m.  bua.  cent; 
qra.,  pomp  to  stdp.  ft  air.;  atdp.  cap.,  07,600  gala.; 
dim.,  12  X  116;  mat,  atl.;  2  pump,  eng.,  dasa 
comp.  dup.,  cap.  day  500,000  gala.;  maina,  e.  L,  4 
to  10  in.  dia.;  68  hyd.;  met,  886;  pipe,  lead; 
coos,  day,  120,000  gala.;  coat,  $40,000;  wka. 
owned  by  town. 

MAY'S  LANDINQ,  p.  1,850;  t  area,  1,280  a.; 
mere,  bldga.,  wd.,  2  ator.;  priv.,  wd.,  2  stor.;  wd. 
tfs.  perm.;  no  fwks.  ft  combt.  ord.;  cauaea  of  f. 
inv.  P.  dept — 1  auto.  comb,  c  ft  h.  trk.,  10  e. 
band  ex.,  1  h.  ft  1.  trk.,  1  hoae  car.;  boae,  cot, 
mb.  lined,  gd.,  960  ft;  f.  aL, bell  ft  wh.;  Tal.  equip., 
12,500;  vah  bldga.,  $2,600;  exp.  dept,  $600;  tot 
mem.,    86    vol. 

Water  Supply^— 6rc.,  2  wella,  ^  m.  bua.  cent; 
lya.,  pump  to  stdp.;  atdp.  cap.,  101,000  gala.;  1 
pump,  eng.,  cap.  day  60,000  gala.;  maina,  c  i., 
4%  m.,  4  to  10  in.  dia.;  62  hyd.;  88  v.;  174 
aenr.;  prea.,  dom.  ft  f.,  66  lbs.;  cona.  day,  60,000 
gala.;  coat,  $80,000;  coat  mtce.,  $060;  wka. 
owned  by  town. 

MEDFORD,  p.  1,008;  f.  area,  16  a.;  mere, 
bldga.,  atn.  ft  wd.,  2  ft  8  ator.;  prlv.,  wd.,  2% 
ator.;  wd.  rfa.  perm.  F.  dept — 1  hand  eng.,  1 
h.  ft  1.  trk..  2  hoae  car.;  hose,  cot,  rub.  lined,  gd., 
1,600  ft;  f.  aL.  bell:  val.  equip.,  $626;  val.  bldga., 
$2,000;  exp.  dept,  $425;  tot  mem.,  60  voL 

Water  Supply— -Src.,  creek,  %  m.  bua.  cent; 
aya.,  pump  to  atdp.;  atdp.  cap.,  86,000  gala., 
dim.  12  X  100,  mat  iron;  1  pump,  eng.,  cap.  day 
860,000  gala.;  maina,  iron,  4  m.,  4  to  6  in.  dia.; 
24  hyd.;  80  v.;  260  serv.;  pipe,  galv.  i.;  prea., 
dom.  40  Iba.,  f.  40  to  60  Iba.;  coat,  $16,000;  coat 
mtce..   $800;  wka.  owned  by  Co. 

MENDHAM.  p.  1,129;  bldga.,  wd.  F.  dept— 1 
auto,  trk.,  1  h.  ft  L  trk.,  1  hose  cart,  7  c.  hand  ex.; 
boae,  1,000  ft;  tot  mem.,  46  voL 

Water  Supply — Src.,  apr.;  ays.,  grav.;  maina,  8 
to  6  in.;  hyd.,  800  to  400  ft  apart;  prea.,  90  Iba. 
MERCHANTVILLE,  p.  1,996;  f.  area,  1,280  a.; 
bldga.,  bk.  ft  wd.,  1  to  8  stor.;  wd.  rfa.  perm.; 
fwka.  ft  combt  ord.  P.  dept. — 8  c.  hand  ex.,  1  h. 
ft  L  trk.,  8  hose  car.,  2  hra.;  hose,  cot,  rub.  lined, 
^d.,  2,000  ft;  f.  ah,  bell;  vaL  equip.,  $8,100; 
TaL  bldga.,  $2,600;  exp.  dept,  $800;  tot  mem.,  68 
vol.:  undra.  rating,  third  class. 

Waiar  Supply — Src,  wella,  2  m.  bus  cent; 
ays.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  440,000 
nls.;  rea.  cap.,  400,000  gals.;  2  pump,  eng.;  cap. 
day,  8,000.000  gals.;  mains,  iron,  82 H  m.,  4  to 
12  in.  dia.;  122  hyd.;  met,  500;  1,467  serv.; 
pipe,  iron;  pres.,  dom.  88  lbs.,  f.  100  lbs.;  cona. 
day.  850,000  gals.;  cost,  $800,000;  cost  mtce., 
$2ro,000;  wks.  owned  by  private  Co. 

METUCHEN,  p.  2,188;  f.  area,  1.600  a.;  mere. 
bldgrs.,  bk.  ft  wd.,  1  to  8  stor.;  priv..  wd.,  2  ft  8 
stor.;  wdL  rfs.  perm,  in  f.  area;  fwka.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  hand  eng.,  4 
c*  hand  ex.,  1  h.  ft  L  trk.,  1  hose  wag.,  6  hoae 
car.,  2  hrs.;  hose,  cot,  rub.  lined,  gd.,  8,200  ft.; 
inf.,  160  ft;  tot  hose,  8,850  ft:  f.  al.,  wh.; 
Tal.  eouip.,  $8,000;  val.  bldgs.,  $16,000;  exp. 
dept..   $200;  tot.  mem.,  140  voL 

Water  Supply — Src,  wella,  7  m.  bua.  cent; 
ays.,  pump  to  atdp.  ft  dir.;  stdp.  cap.,  1,500.000 
g^la.;    mat,   iron;   2  pump,   eng.,  cap.  day  8,000,- 

000  £ral8.;  mains,  iron,  44  m.,  4  to  12  in.  dia.; 
95  hyd.;  1,085  serv.;  pipe,  iron;  pres.,  dom.  70 
lbs.,  f.  70  lbs.;  cons,  day,  950,000  gals.;  wks. 
owned   hy  Co. 

MIDLAND  PARK,  p.  2,001;  f.  area,  400  a.  F. 
dept. — 1  h.  ft  1.  trk.,  4  c.  hand  ex.,  2  hoae  reela, 
l,0O0    ft.    hoae;    vaL    equip.,    $2,000;    exp.    dept., 

01  SO  I  tot  mem.,  56  vol. 


Water  Supply--Src.,  arteaian  wells,  1^  m.  bus. 
cent.;  aya.,  pump  to  atdp.;  atdp.  oap.,  890,000 
gala.;  dim.,  80  x  32;  mat,  iron;  2  pump,  eng.; 
cap.  day,  4,000,000  gaJa.;  nuilns,  c.  L,  8  ul,  6  to 
12  in.  dia.;  81  hyd.;  4  met;  177  aerv.;  pres., 
dom.  ft  f.  85  to  100  lbs.;  wk»,  owned  by  Bergen 
Water  Co. 

MILBURN,  p.  4,000;  f.  area,  4  aq.  m.  F.  dept 
— 1  c  auto.,  1  b.  ft  L  trk.,  12  hand  ex.,  2  boaa 
wag.,  1  hoae  reel;  f.  aL,  bell;  val.  equip.,  $16,- 
000;  exp.  dept,  $8,000;  tot  mem.,  40,  pd.  part 
time. 

Watar  Supply — Src.,  stdp.,  1  m.  bus.  cent;  aya., 
grav.;  80  hyd.;  prea.,  dom.  60  to  172  Iba.,  f.  60 
to  172  Iba.;  wka.  owned  by  prlv.  Co. 

MILLVILLE,  p.  12.451;  f.  area,  1,280  a.;  mere 
bldga.,  bk.,  2  ft  8  ator.;  priv.,  wd.,  2  stor.;  wd. 
rfa.  not  perm.;  fwka.  ft  combt  ord.  F.  dept — 1 
hand  eng..  12  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  hoaa 
wag.,  4  hose  car.,  2  hrs.;  hose,  cot,  rub.,  gd., 
4,600  ft:  inf.,  600  ft.;  tot  hose,  5,000  ft;  f. 
aL,  bell  ft  telp.;  vaL  equip.,  $10,000;  exp.  dept, 
$8,000;  tot  mem.,  41. 

Water  Supply — Src,  riv.,  l  m.  bua.  cent;  aya., 
pump  to  atdp.,  dim.  12  x  128,  loc  near  sUtion, 
mat  iron;  8  pump,  eng.,  cap.  day  8,760,000  gals.; 
maina,  20  m.,  8  to  12  In.  dU.;  66  hyd.;  pipe, 
lead,  galv.  i.;  prea.,  dom.  40  Iba.,  f.  60  Iba.;  wka. 
owned  by  Co. 

MONTCLAIR,  p.  21,660;  f.  area,  10  aq.  m.; 
""•w.  bldga.,  atn.,  bk.  ft  wd.,  1  to  4  ator.;  priv., 
atn.,  bk.  ft  wd.,  1  to  8  stor.;  wd.  rfs.  perm,  in  f. 
area;  cauaea  of  f.  inv.  F.  dept.— 18  c.  hand  ex., 
1  auto.  h.  ft  1.  trk.,  1  h.  ft  L  trk.,  2  comb.  e.  ft 
h.  wag.,  1  auto.  trip.  comb.  c.  ft  h.  wag.,  14 
hra.;  hoae,  cot,  rub.  lined,  gd.,  6,000  ft.;  f.  aL, 
bells  ft^wh..  86  bx.;  vaL  eouip.,  $60,000;  ->aL 
bldgs.,  $80,000;  exp.  dept,  $85,000;  tot  mem.. 
58,  pd.   full  time  20,  pd.  part  time  2,  voL   86. 

Water    Supply— Src,    riv.    ft    wells,    7    m.    bua. 

^}'i^^*''  F*^:»  P^'^P  *^  **^P-  *  dJf-J  "WP*  cap-. 
500.000  gala.,  loc  on  First  Mountain,  mat  iron; 
6  ?ump.  eng.,  cap.  day  9,000,000  gals.;  maina, 
c.  1.,  78  m.,  4  to  20  in.  dia.;  596  hyd.;  4,250 
met;  4,260  serv.;  pipe,  lead  ft  galv.  L;  prea., 
dom.  90  Iba.,  f.  125  Iba.;  cona.  day,  1,260,000 
gala.;  wks.  owned  by  Co. 

MOORESTOWN,  p.  4,860;  f.  area,  4  aq.  m.; 
mere,  bldgs.,  bk.,  2  &  3  stor.;  priv.,  wd.,  2H 
ft  8  stor.;  wd.  rfa.  perm.;  fwks.  ft  combt.  ord.; 
oiuee  of  f.  inv.  P.  dept — 40  c  hand  ex..  2  h. 
ft  1.  trk.,  1  auto.  comb.  c.  ft  h.  wag..  1  hose  wag.. 
4  hose  car.;  hose,  cot,  rub.  lined,  gd..  2,450  ft: 
rub.,  gd.,  200  ft;  tot  hose,  2,650  ft;  f.  aL. 
Gamewell,  26  bx.;  val.  equip.,  $7,000;  val.  bldgs.. 
$8,000;  exp.  dept.  $2,600;  tot  mem.,   150  voL 

Water  Supply — Src,  pond  ft  creek;  aya.,  pump  to 
atdp.;  atdp.  cap.,  160,000  gals.;  res.  cap.,  8,000,- 
000  gals.;  pump,  eng.,  cap.  day  1,000,000  gala.; 
mains,  cem.  ft  iron,  12  m.,  4  to  8  in.  dia.;  80 
i»yd.;  86  v.;  590  serv.;  pipe,  lead;  pres.,  dom.  45 
lbs.,  f.  76  lbs.;  cost,  $78,000;  cost  mtce,  $7,000; 
wks.  owned  by  Co. 

MORRISTOWN,  p.  12.607;  f.  area,  2,560  a.; 
mere  bldgs.,  bk.  ft  wd..  2^  to  5  stor.;  priv..  stn., 
bk.  ft  wd.,  2%  stor.;  frame  bldgs.  nor  perm, 
m  f.  area;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept — 2  str.,  1  auto,  c  eng.,  1  auto.  h.  ft  L 
trk.,  16  c  hand  ex.,  1  hose  wag.,  2  hose  car.,  11 
hrs.;  hose,  cot.  rub.  lined.  6,000  ft;  f.  aL,  bell, 
wh.  ft  Gamewell,  28  bx.;  val.  equip..  $85,000;  val. 
bldga.,  $46,000;  exp.  dept,  $16,000;  tot  mem.. 
250  vol. 

Water  Supply — Src.  spr.,  1  to  8  m.  bus.  cent; 
sys.,  grav.  ft  pump  to  res.;  res.  cap..  40.000,000 
gals.;  1  pump,  eng.,  class  comp.,  cap.  day  1,500,- 
000  gals.;  mains,  c  L,  60  m.,  4  to  12  in.  dia.; 
150  hyd.;  650  v.;  met,  1,400;  1,600  aerv.;  pipe, 
lead  ft  galv.  i.;  pres..  dom.  80  lbs.,  f.  60  lbs.;  cost, 
$450,000;  cost  mtce.,  $600;  wka.  owned  by  Co. 

..,/*''"•  t^OLLY,  p.  6.500:  f.  area,  1.500  a.;  mere 
bldgs.,  bk.,  2%  ft  3  stor.;  priv.,  wd.,  2%  ft  8 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  cauaea 
of  f.  inv.  P.  dept— 2  atr.,  4  c  hand  ex.,  1  h.  ft 
L  trk.,  1  c.  eng.,  4  hose  car.;  hose,  cot.,  rub.  lined, 
gd.,  4,600  ft;  inf..  2.000  ft.;  tot  hose,  6.600  ft; 
f.  aL.  bell  ft  wh.;  vaL  equip.,  $24,000;  vaL  bldga., 
$20,000;  tot  mem..  876  voL;  undrs.  rating,  second 
class. 

Water    Supply — Src,    creek,    %    m.    hue.    cent; 
I    sys.,    pump    to    res.;    rea.    cap.,    1,500,000    gals.; 
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;ump.  eng.,  cap.  hour  00,000  gals.;  mains,  c  {., 
8  m.,  3  to  12  in.  dia.;  70  hyd.;  160  v.;  22  met; 
990  senr.;  pipe,  lead;  pres.,  dom.  40  Iba.,  t.  4S 
lbs.;  cost,  $98,441;  cost  mtce.,  $8,000;  wks. 
owned  bj  Co. 

NEJPTUNE  CITY,  p.  488;  mere,  bldgs.,  blc,  4 
stor.;  priv.,  wd.,  2H  Ator.;  wd.  rfs.  perm,  in  f. 
area;  fwks.  k  combt  onL;  causes  of  f.  inv.  F. 
dept. — Gasoline  eng.,  1  hose  cart;  hose,  rub.  lined, 

fd.,    1,600    ft:    f.   al.,   gong  A  bell;    val.   equip., 
5,000;  val.  bldgs.,   $1,000;  ezp.  dept,  $60;  tot 
mem.,  20  vol. 

NEWARK,  p.  847,469;  f.  area,  28 ^  sq.  m.; 
mere,  bldgs.,  stn.,  bk.  A  wd.,  2  to  16  stor.;  priv., 
stn.,  bk.  Je  wd.,  2  to  5  stor.;  wd.  rfs.  not  perm.; 
fwks.  A  combt  ord.;  causes  of  f.  inv.  F.  dept. — 
24  sftr.,  2  auto,  str.,  1  auto.  comb.  c.  &  h.  w«g., 
1  auto.  aer.  trk.,  6  hose  wag.,  21  comb.  c.  ft  n. 
wag.,  26  exercise  wag.,  80  c.  hand  ex.,  7  h.  ft  1. 
trk.,   8   aer.   trk.,   1   water  tower,    8   chiefa  auto., 

1  diief's  auto,  in  reserve,  1  repair  dept.  auto.,  1 
telg.  dept  auto.,  1  supply  wag.,  1  auto,  supply 
wag.,  1  searchlight  car.,  z5  exercise  wag.,  7  chiefs 
buggies,  160  hrs.;  hose,  cot,  rub.  lined,  61,160 
ft.;  c,  6,660  ft;  tot  hose,  66,700  ft;  f.  al., 
Qamewell,  518  bx.;  val.  equip..  $488,861;  val. 
bldgs.,  $666,266;  exp.  dept,  $659,866;  tot  mem., 
412,  pd.  full  time. 

Water  Supply — Src,  riv.,  26  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  10,000,000  gals.:  mains,  c.  i.  ft 
Btl.,  880  m.,  4  to  60  in.  dia.;  3,067  hyd.;  6,686  v.; 
met,  28,000;  60,000  eerv.;  pipe,  lead;  pres.,  dom. 
86  to  76  lbs.,  f.  86  to  160  H>s.;  cons,  day,  88,000,- 

000  gals.;  cost,  $8,969,790;  cost  mtce.,  $250,000; 
wks.  owned  by  ciij. 

NEW  BRUNSWICK,  p.  28,888;  f.  area,  2,880 
a.;  mere,  bldgs.,  bk.,  stn.  ft  wd.,  2  ft  8  stor.;  priv., 
bk.,  stn.  ft  wd.,  2  ft  8  stor.:  wd.  rfs.  perm.; 
fwks.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept. — 
6  str.,  1  auto.  trip.  comb.  c.  ft  h.  wag.,  20  e. 
hand  ex.,  2  fa.  ft  L  trie,  1  auto.  h.  ft  L  trk.,  1 
supply  waff.,  1  hose  wag.,  8  comb,  c  wag.,  8  hose 
car..  21  nrs.;  hose,  cot,  rub.  lined,  6,800  ft.; 
f.  at,  Gamewell,  60  bx.:  val.  equip.,  $60,000;  val. 
bldgs.,  $50,000;  exp.  dept,  $16,000;  tot  mem., 
297,  pd.  full  time  1,  pd.  part  time  1,  vol.  296. 

Water  Supply — Src,  brooks,  2  m.  bus.  cent.; 
ays.,  pump  to  res.;  res.  cap.,  15,000,000  gals.;  8 
pump,  eng.,  cap.  day  18,000,000  gals.:  mains,  iron, 
50  m.,  4  to  20  in.  dia.;  281  hyd.;  789  v.;  met, 
588:  8,528  serv.;  pipe,  galv.  i.;  pres.,  dom.  12  to 
54  lbs.,  f.  12  to  54  lbs.;  cons,  day,  2,886,400 
gals.;  cost,  $606,876;  cost  mtce.,  $14,566.40;  wks. 
owned  by   dty. 

NEWTON,  Sussex  Co.,  p.  4,467;  mere,  bldgs., 
stn.,  bk.  ft  wd.,  2  to  4  stor.:  priv.,  stn.,  bk.  ft  wd.,  2 
ft  8  stor.:  wd.  rfs.  perm,  in  f.  area;  causes  of  f. 
inv.  F.  dept — 1  str.,  1  hand  ens..  8  c.  eng.,  6 
c.  hand  ex.,  1  h.  ft  1.  trk..  1  comS.  c.  ft  h.  wag., 
4  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft.; 
inf.,  2,000  ft;  tot.  hose,  8,000  ft;  f.  al.,  wh.,  18 
bx.;  val.  equip.,  $9,600;  val.  bldgs.,  $12,000;  exp. 
dept,  $1,000;  tot  mem.,  165  vol. 

Water  Supply— Src.,  lake,  9.8  m.  bus.  cent; 
sys.,  grav.;  mains,  c.  L,  26  m.,  2  to  12  in.  dia.; 
182  hyd.;  874  met;  1,004  serv.;  pipe,  galv.  i.; 
pres.,  dom.  126  lbs.,  f.  126  lbs.;  cost.  $210,000; 
cost  mtce.,  $8,000;  wks.   owned  by  town. 

NORTH  BERGEN  (includes  New  Durham),  p. 
9,218;  f.  area,  8,960  a.;  mere,  bldgs.,  bk.  ft  wd., 

2  ft  8  stor.:  shingle  ft  tin  rfs.  perm,  in  f.  limits; 
dwellings,  bk.  ft  wd.,  2  stor.;  no  fwks.  ord.  F. 
dept — 1  hand  eng.,  2  h.  ft  1.  trk..  8  e.  ex.,  6 
hose  car.,  1  hose  wag.;  hose,  cot,  gd.,  5,800  ft.; 
bell  al.;  val.  equip.,  $6,600;  vaL  bldgs.,  $7,000; 
exp.,  $2,486;  tot.  mem.,  260  vol. 

Water  Supply — Src,  Hackensack  Riv.;  sys.,  dir. 
pres.;  mains,  c.  L,  84  m.,  3  to  86  in.  dia.;  188 
hyd.;  479  v.;  pres.,  40  to  70  lbs.;  wks.  owned  by 
Hackensack  Water  Co. 

NORTH  PLAINFICLD,  p.  6,117;  mere  bldgs.. 
bk.  ft  wd.  F.  dept. — 1  str.,  4  c  hand  eng.,  1 
h.  ft  1.  trk.,  2  hose  car.,  2  hrs.;  hose.  2,400  ft; 
f.  al.,  elec,  bell;  tot.  mem.,  16,  pd.  full  time  2, 
vol.    IS. 

Water  Supply — Src,  wells;  sys.,  pump.;  pres., 
dom.  66  lbs.;  cost,  $16,000. 

NORWOOD,  p.  664;  f.  area,  1,600  a.;  mere, 
bldgs.,  wd..  2  to  8  stor.;  priv.,  stn.  ft  wd.,  1  to  8 
stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwks.  ft  combt. 
ord.;   causes   or  f.   inv.      F.   dept. — 2    c.   hand   ex., 

1  h.  ft  I.  trk.,  1  hose  wag.,  1  hose  car.;  hose,  cot. 


rub.  lined,  gd.,   1,026   ft;  f.  al..  bell;  vsL  equip.. 
$1,250;  exp.  dept..  $400;  tot  mem.,  88  voL 

Water  Supply — ^Prom  Hackensack  Water  Co. 

NUTLEY,  p.  6,009;  f.  area,  640  a.;  mere  bldsii, 
wd.,  1  to  4  stor.;  priv.,  wd.,  2  stor.;  wd.  rfa.  perm.; 
no  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept 
2  comb,  c  ft  h.  wag..  6  c  hand  ex.,  2  hose  wm.. 
4  hrs.;  hose,  cot,  nib.  lined,  gd-,  8,000  ft:  W.. 
600  ft;  tot  hose.  8,600  ft;  fT  lO.,  Gamewdl,  26 
bx.;  val.  equip.,  $16,000;  val.  bldgs.,  $10,000;  exp. 
dept,  $4,600;  tot  mem.,  52  vol. 

Water  Supply — Src,  East  Jersey  Water  Co.,  8 
ra.  bus.  cent;  sys.,  grav.;  mains,  c  i..  15  m.,  4 
to  8  in.  dia.;  186  hyd.;  met,  1,200;  780  serv.; 
pipe,  lead  ft  galv.  i.;  pres.,  dom.  ft  f.  95  lbs.;  con. 
day,  270,000  gals.;  cost  $77,000;  wksw  owned  hy 
town. 

OCEAN  CITY.  p.  1,950;  f.  area,  550  a.:  in«rt 
bldgs.,  bk.  stn.  ft  wd.,  1  to  6  stor.;  priv.,  bk.,  stn. 
ft  wd.,  1  to  2  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
causes  of  f.  inv.  F.  dept — 2  str.  witli  ante  tract- 
OTB,  2  auto.  comb.  c.  ft  h.  wag.,  l  chiefs  auto.,  S 
comb,  c  ft  h.  wag.,  2  hand  c.  eng.,  26  c  hand 
ex.,  1  auto.  aer.  trk.,  8  hose  car.;  hose,  cot,  rub, 
lined,  gd.,  6,000  ft;  inf.,  8,000  ft.;  tot  hose. 
8,000  ft;  f.  «1.,  Gamewell,  elec,  21  bx.;  viL 
equip..  $40,000;  vaL  bldgs.,  $10,000;  exp.  dept. 
$7,000;  tot  mem.,  145,  pd.  full  time  6,  voL  140. 

/Water  Supply-^Src,  wells,  in  bus.  cent;  »y4., 
pump  to  stdp.  ft  dir.;  atdp.  cap.,  188,000  gala.; 
res.  cap.,  55.000  gals.;  3  pump,  eng.,  cap.  day 
6,600,000  gals.;  mains,  wrt  ft  c  i.,  29  m.,  4  to 
12  in.  dia.;  95  hyd.;  876  v.;  met,  1,500;  2,800 
•erv.;  pipe,  galv.  ft  wrt  i.;  pres.,  dom.  40  to  55 
lbs.,  f.  100  lbs.;  wks.  owned  by  Cb. 

OCEAN  GROVE,  p.  2,754;  t  area,  1,940  •.; 
mere,  bldgs.,  stn.,  bk.  ft  wd.,  8  stor.;  priv.,  ito., 
bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  eombt 
ord.;  causes  of  f.  inv.  F.  dept — 1  str..  1  auto, 
str.,  1  auto,  c  eng.,  1  auto.  aer.  h.  ft  L  tzk..  1 
hose  wag.,  1  hose  car.;  hose,  cot,  mb.  lined,  fd., 
8,000  ft;  rub.,  gd.,  800  ft;  tot  hose,  8,800  ft; 
f.  al.,  Gamewell,  14  bx.;  vaL  equip.,  $26,000; 
vaL  bldgs.,  $22,000;  exp.  dept,  $5,000;  tot  bub., 
90  voL 

Water  Supply — Src,  wells;  sy».,  pump  to  stdp.: 
stdp.  cap.,  480,000  gals.;  pump,  eng.,  cap.  omt 
1,600,000  gals.;  mains,  18 %  m..  4  to  12  in.  dia.; 
60  hyd.;  15  v.;  1,500  serv.;  met.,  1.400;  pres.. 
dom.  25  lbs.;  cons,  day,  200,000  gals,  la  winter, 
1.000,000  gals,  in  summer;  cost,  $95,000;  eost 
mtce.,  84,500;  wks.  owned  by  Co. 

ORADELL,  n.  1,500;  mere  bldgs..  bk.  ft  wd.,  S 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm,  in  t  axes; 
fwks.  ft  combt  ord.;  causes  of  1  inr.  F.  dept — 
8  c  band  ex.,  1  h.  ft  1.  trk.,  1  ho«e  wag.;  Msc, 
cot,  rub.  lined,  gd.,  500  ft.;  rub.,  gd.,  600  ft; 
inf..  100  ft;  tot  hose.  1,200  ft;  f.  sL.  bdl;  vaL 
equip.,  $5,000;  val.  bldgs.,  $4,000;  exp.  dept, 
$250;  tot  meoL,  50  vol. 

ORANGE,  p.  29,680;  f.  area,  100  a.;  mere, 
bldgs.,  bk.,  8  stor.;  priv.,  wd..  2  ft  S  star.;  «d. 
tH,  perm.;  fwks.  ft  combt  ord.;  causes  of  L  inv. 
F.  dept — 1  str.,  1  auto.  comb,  c  ft  h.  wsg..  1 
comb.  h.  ft  L  trk.  with  2-35  gaL  c  tanks,  1  dbxer§ 
gigi  2  comb.  c.  ft  h.  wag.,  16  c  hand  ex.,  1  b.  ft  L 
trk.,  3  exercise  wag.,  14  hrs.;  hose,  eot^  vah. 
lined,  gd.,  6,850  ft.;  inf.,  «50  ft;  tot  bose. 
6,600  ft;  f.  al.,  Gamewell.  50  bx.;  val.  equip.. 
$47,000;  val.  bldgs.,  $'86,000;  exp.  dept,  $45,94«: 
tot.  mem.  34,  pd.  full  time. 

Water  Supply — Src,  riv.,  7  m.  bus.  cent;  sn- 
grav.,  pump  dir.;  res.  No.  1  cap..  280.000.000 
gals..  No.  2  cap.  6,000,000  gala.,  loc  near  North- 
field  Ave.,  W.  O.;  8  pump.  eng..  class  compL  &a^ 
cap.  day  3,260,000  gals.;  mauis,  c  L.  52  b..  4 
to  24  in.  dia.;  380  hyd.;  met.  4,912;  4,9SS 
serv.;  364  v.;  pipe,  galv.  i.;  pres..  dom.  SO  to 
80  lbs.,  f.  00  lbs.;  cons,  day,  2,500.000  fsk.; 
cost,  $600,000;  cost  mtce.,  $10,000;  wks.  ovwd 
by   dty. 

PALMYRA,  p.  2,801;  f.  area,  040  a.;  ■sc 
bldgs.,  wd.,  1  to  8  stor.;  priv.,  wd.,  S  star.;  «d 
rfs.  perm,  in  f.  area;  causes  of  f.  inr.  P.  d«t — 
2  e.  hand  ex..  1  h.  ft  1.  trk.,  2  hose  ear.;  aess, 
cot,  rub.  lined,  gd.,  1,500  ft;  f.  al.,  bdl  ft  «^ 
20  bx.;  val.  equip.,  02,000;  val.  bldgs.,  $S,500: 
exp.  dept.  $860;  tot  mem.,  28  voL 

Water  Supply---Src,  spr.  ft  welis;  ays.,  pasp  tt 
stdp.;  stdp.  cap.,  76,000  gals.:  pump,  sag.,  csp. 
day  2,000.000  ffals.;  mains,  10  m.,  4  to  8  is 
dia.;  60  hyd.;  51  v.;  430  serv.;  pres..  1  SO  Ibii 
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PASSAIC,  PMsaic  Co.,  p.  54,778;  mere,  bldlgi., 
bk.,  wd.  k  ttn.,  1  to  6  stor.;  priv.,  wd.,  2H  stor.; 
wd.  rf>.  not  perm,  in  f.  area;  fwks.  A;  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 5  auto,  ttr.,  6  auto, 
comb.  e.  ft  h.  was.,  1  auto.  comb.  pump,  eng  & 
hose  wag.,  2  auto,  n.  ft  1.  trk.,  1  auto,  supply  wag. ; 
hose,  cot.,  rub.  lined,  gd.,  fi,600  ft.;  f.  aL,  Game> 
well,  97  bz.;  raL  equip.,  $60,000;  vaL  bldgs., 
$126,000;  ezp.  dept.,  $48,000;  tot.  mem.  48,  pd. 
full  time. 

Water  Supply — Src.,  Paterson  sys.,  8  m.  bus. 
cent;  ays.,  pump  dir.;  pump,  eng.,  cap.  day  16,- 
000,000  nis.;  mains,  iron  ft  cem.,  41.7  m.,  4  to 
20  in.  dia.;  600  byd.;  met.,  2,68S;  4,962  serv.; 
498  T.;  pipe,  lead  ft  iron;  pres.,  dom.  26  to  80 
lbs.,  f.  120  lbs.;  oons.  day,  4,600,000  gals.:  cost, 
$760,000;  cost  mtce.,  $10,000;  wks.  owned  by  Go. 

PATERSON,  p.  126,600;  f.  area,  6,600  a.;  mere 
bldgs.,  8tn.,  bk.  ft  wd,  2  to  8  stor.;  prir.,  stn., 
bk.  ft  wd.,  8  stor.;  wd.  rfs.  not  perm.;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept. — 10  sir., 
2  auto,  eng.,  1  &  eng,,  1  auto.  c.  eng.,  8  auto, 
comb.  c.  ft  h.  wag.,  2  comb.  c.  ft  b.  wag.,  1  auto, 
aer.  trk.,  1  comb.  b.  ft  1.  trk.,  80  c.  hand  ex.,  1 
aer.  trk.,  6  hose  wag.,  3  chiefs  auto.,  2  diiefs 
wag.,  1  fuel  wag.,  1  auto,  simply  wag.,  1  suppkr 
wag.,  7  exercise  wag.,  42  bra.:  hose,  cot,  rub.  lined, 
gd.,  22,600  ft;  inf.,  700  ft.;  tot  hose,  28,200 
ft;  f.  al.,  Oamewell,  186  bx.;  val.  equip.,  $16 6, • 
000;  val.  bldgs.,  $161,000;  exp.  dept,  $188,000; 
tot.  mem.,  146,  pd.  full  time. 

Water  Supply---Src.,  riv.,  5  m.  bus.  cent.;  srs.. 
pump  to  res.  ft  dir.;  res.  cap..  160,000,000  gals.; 
4  pump,  eng.,  cap.  day  60,000,000  gala.;  nudns, 
c.  i.  ft  sti.,  146%  m.,  6  to  86  in.  dia.;  1,446  hyd.; 
14.000    taps;  8,407  v.;  met,  8,060;  15,000  serv.' 

£»res.,  dom.  80  to  60  lbs.,  f.  96  lbs.;  wks.  owneo 
y  Co. 

PAULSBORO,  p.  2,121;  f.  area,  720  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.,  stn.  ft 
wd.,  1  to  8  stor.;  wd.  rfs.  perm,  in  f.  fltrea;  causes 
of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  6  c.  hand  ex., 
1  hose  wag.,  2  liose  reels,  8  hrs.;  hose,  cot,  rub. 
lined,  gd.,  2,800  ft;  f.  al.,  bell,  12  bx.;  val.  equip., 
$3,000;  val.  bldgs.,  $5,000;  exp.  dept,  $260;  tot 
mem.,  100  vol. 

Water  Supply — Src,  weUs,  in  bus.  cent;  sys., 
pump  to  stdp.  ft  dir.  to  mains;  stdp.  cap.,  87,000 
gals.,  dim.  12  x  100,  mat.  stl.;  2  pump,  eng.,  class 
trip.,  cap.  day  900,000  gals.;  mains,  c.  i.,  6  m.,  4 
to  8  in.  dia.;  58  hyd.;  28  v.;  2  met;  450 
serv.;  pipe,  galv.  1.;  pres.,  dom.  40  lbs.,  f.  40  to 
140  lbs.;  cons,  day,  125,000  nls.;  cost,  $45,000; 
cost   mtce.,   $200;   wks.   owned  by   Co. 

PENGROVE,  p.  2,118.  F.  dept. — 1  comb,  c 
eng.,  2  hand  ex.,  1  hose  car.;  hose,  950  ft;  tot. 
mem.,  85  toL 

Water  Supply — Wells  ft  lake,  4  m.  bus.  cent; 
^s.,  pump  to  stdp.;  stdp.  cap.,  100,000  gals., 
dim.  12  X  110,  mat.  stl.;  3  pump,  eng.,  cap.  day 
1,000,000  gala.;  mains,  c.  i.,  11  m.,  4  to  8  in. 
dia.;    83   hyd.;    40   v.;    met.,   450;    240   serv.;   pipe. 

Sir.    i. ;    pres.,    dom.    66    lbs.,    f.    180   lbs.;    cons. 
V,  100,000  gak.;  cost,  $185,000;  wks.  owned  by 
priv.    Co. 

PENNINGTON,  p.  722;  f.  area,  1,600  a.;  mere. 
bldgs.,  bk.  ft  wd.,  2  to  8  stor.;  priv.,  bk.,  stn.  ft 
wd.,  2  to  8  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
&.  combt.  ord.;  causes  of  f.  inv.  F.  dept — 1  auto, 
comb.  c.  ft  h.  wag.,  1  gas.  eng.,  12  c.  hand  ex.,  1 
c  eng.,  1  hose  car.;  hose,  gd.,  2,000  ft;  fair, 
100  ft.;  inf.,  100  ft.;  tot  hose,  2,200  ft;  f.  al., 
telp.,  bell;  val.  equip.,  $7,000;  exp.  dept,  $200; 
tot.    mem.,    100   vol. 

Water  Supply— Src.,  spr.  ft  wells,  2^  m.  bus. 
cent.;     sys.,    dir.    pres.;    res.    cap.,    450,000    gals.; 

2  pump,  eng.;  mains,  wd.  ft  iron,  4  m.,  2  to  4  in. 
dia.;  100  met;  pres.,  dom.,  20  lbs.;  wks.  owned 
by    priv.    Co. 

PERTH  AMBOY,  p.  32,121;  f.  area,  H  m.; 
mere  bldgs.,  stn.  ft  bk.,  1  to  4  stor.;  priv.,  stn. 
6c  bk.,  2%  stor.;  wd.  rfs.  perm,  in  f.  area;  causes 
of  f.  inv.  F.  dept. — 8  str.,  3  c.  hand  ex.,  1  h. 
St    1.    trk.,   1   aer.   trk.,   1   hose  wag.,  .1    hose  reel, 

3  comb.  c.  ft  h.  wag.,  1  diief's  wag.,  19  hrs.;  hose. 
cot.,  rub.  lined,  gd.,  7,800  ft;  f.  al.,  Oamewell,  37 
bx. ;  val.  equip.,  $70,000;  val.  bldgs.,  $22,500;  exp. 
dcpt.»  $2,500;  tot.  mem.  239,  pd.  full  time  13, 
▼ol.    226. 

Water    Supply — Src,    wells,    10    m.    bus.    cent; 
■ys.,     pomp    to   stdp.   'ft    dir.;    stdp.    cap.,    760,000 


gals.,  dim.  40  x  80,  loc.  on  high  elevation,  mat. 
iron;  3  pump,  eng.,  class  dup.,  comp.  dup.,  triple 
expansion  ft  cross  comp.;  cap.  day,  24,000,000 
gsls.;  mains,  c.  i.,  60  m.,  2  to  80  in.  dia.;  335 
hyd.;  440  v.;  4,777  serv.:  met,  2,500;  pipe,  galv. 
i.;  pres.,  dom.  40  lbs.,  f.  70  lbs.;  cons,  day,  6,987,- 

000  gals.;  cost,  $1,134,025;  cost  mtce.,  $88,783; 
wks.    owned    by    city. 

PHILLIPSBURQ,  p.  18,908;  1  area,  1,600  a.; 
mere,  bldgs.,  bk.  ft  wd.,  S  stor.;  priv.,  wd.,  8% 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept — 1  str.,  1  c.  eog.,  1  Jumper,  18 
c.  hand  ex.,  1  h.  ft  1.  t^.,  4  hose  car.;  hose, 
pot,  rub.  Uned,  gd.,  4.400  ft;  fair,  400  ft;  tot 
hose,  4,800  ft;  f.  aL,  Oamewell,  24  bx.;  vaL 
eouip..  $7,600;  val.  bldga.,  $80,000;  exp.  dept, 
$1,800;  tot  mem.,  180  vol. 

Water  Supply — Src,  riv.;  sys.,  Mtered,  pump  to 
res.;  res.  cap.,  2,000,000  gals.;  8  pump,  eng.,  cap. 
day  6,600,000  gals.;  mains,  c.  L,  20  m.,  4  to  16 
in.  dia.;  102  hyd.;  160  v.;  met,  40;  1,600  serv.; 

?!.P?»,if*^^-  ^J  P**»»  <'<>™-  86  to  110  lbs.,  f.  86  to 
110  lbs.;  wks.  owned  by  Co. 

PLAINFIELD,  p.  20,660;  f.  area,  8,840  a.; 
mere,  bldgs.,  stn..  bk.  ft  wd.,  2  to  6  stor.;  priv., 
bk.  ft  wd.,  2^  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  ord.;  causes  of  f.  inv.  F.  dept — 1  auto, 
str.  with  hose,  1  str.,  2  comb.  c.  ft  h.  wag.,  1 
auto.  comb.  c.  ft  h.  wag.,  12  c.  hand  ex.,  1  aer. 
trk.,  1  chief's  auto.,  1  hose  wag.,  10  hrs.;  hose, 
cot,  rub.  lined,  gd.,  8,660  ft.;  f.  al.,  Oamewell, 
55  bx.;  vaL  equip.,  $26,805;  val.  bldgs.,  $28,417; 
exp.  dept.,  $44,000;  tot.  mem.  49,  pd.  full  time 
24,   vol.    25;    undrs.    rating,   first   class. 

Water  Supply — Src,  wells,  1%  m.  bus.  cent; 
sys.,  pump,  to  stdp.  ft  dir.;  stdp.  cap.,  1,850,000 
gals.;  pump,  eng.,  cap.  day  11,000,000  gals.;  mains, 
c.  i.,  61.29  m.,  4  to  16  in.  dia.;  631  hyd.;  met. 
500;  436  v.-  5,600  serv.;  pipe,  lead  ft  galv.  i.; 
pres.,  f.,  72  lbs.;  wks.  owned  by  Co. 

PLEASANTVILLE,  p.  4,890;  f.  area,  2,500  a.; 
mere,  bldgs.,  wd.,  2  stor.;  priv.,  wd..  2  stor.;  wd. 
rfs.  perm.;  fwks.  ord.;  causes  of  f.  bv.  F.  dept 
-—1  hand  eng.,  1  c.  eng.,  2  c.  hand  ex.,  1  h.  ft 
L  trk.,  1  hose  car.;  hose,  cot,  rub.  lined,  gd.,  2,100 

?;•««'•  ^"  ¥^*  T?^-  «<J^P"  12,000;  vaL  bldgs., 
$600;  exp.  dept,  $75;  tot  mem.,  86  vol.;  undrs. 
rating,  fourth  class. 

POINT  PLEASANT,  p.  1,008:  f.  area,  8,000  a.; 
mere,  bldgs.,  wd.,  2%  stor.;  priv.,  wd.,  2^  stor.; 
wd.  rfs.  perm.;  fwks.  ord.;  f.  inv.  F.  dept. — 1  c. 
!"fx'«-^>^-  ?  ^-  *'*^'  2  hose  wag.,  2  auto,  hose  trk., 
l*A^^J^'  ^°^K  val.  equip.,  $4,000;  val.  bldgs., 
$11,000;   exp.   dept,   $150;   tot.   mem.,   100  vol. 

Water  Supply — Src,  driven  wells,  H  m.  bus. 
cent;  sys.,  pump  to  stdp.;  stdp.  .cap.,  260,000 
gals.,  dim.  17  x  120,  mat  wd.;  8  pump,  eng., 
cap.  day  76,000  gals.;  mains,  iron,  7  m.,  8  to  4 

60  lbs.;  cost,  $12,000;  cost  mtce.,  $260;  wks. 
owned  by  Co. 

POMPTON  "LAKES,  p.  1,060;  f.  area,  400  s.; 
mere,  bldgs.,  wd.  ft  stn.,  1  ft  2  stor.;  priv.,  stn. 
ft  wd.,  1  to  3  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.     F.  dept. — 

1  gas.  pump,  eng.,  1  c.  eng.,  8  c.  hand  ex.,  1  h. 
ft  1.  trk.,  1  hose  wag.,  1  hose  reel,  2  hrs.;  hose, 
cot,  rub.  lined,  gd.,  1,460  ft;  f.  al.,  elec,  12 
bx.;  val.  equip.,  $8,500;  val.  bldgs.,  $4,000;  exp. 
dept,  $3,000;  tot  mem.  80,  pd.  full  time  2. 
voL    78. 

Water  Supply-^rc,  2  wells,  2  m.  bus.  cent.; 
sys.,  pump  dir.;  res.  cap.,  6,000,000  gals.;  8 
pump,  eng.,  cap.  day  900,000  gals.;  mains,  c.  i., 
9  m.,  6  to  12  in.  dia.;  90  hyd.;  160  v.;  200  met; 
200  serv.;  pipe,  c.  i.;  pres.,  dom.  80  lbs.,  f.  90 
lbs.;  cons,  day,  100,000  gals.;  cost,  $86,000; 
cost   mtce.,    $5,000;    wks.    owned   by   city. 

PRINCETON,  p.  6,136;  mere,  bldgs.,  wd.  ft  bk., 

2  to  6  stor.;  priv.,  stn.,  bk.  ft  wd.,  8  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  oombt  ord.  F.  dept— ^ 
1  str.,  1  c.  eng.,  1  auto.  h.  ft  L  trk.,  1  h.  ft  L 
trk.,  12  c  hand  ex.,  1  aer.  trk.,  6  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  4,000  ft.;  f.  al.,  bell  ft 
21  bx.;  val.  bldgs.,  $18,000;  exp.  dept,  $2,000; 
tot  mem.,  160  vol. 

Water  Supply— Src.,  wells,  1%  m.  bus.  cent; 
sys.,  pump  to  res.;  stdp.  cap.,  142,000  gals.,  dim. 
20  X  60,  loc.  within  borough  limits,  mat  Iron; 
8  pump,  eng.,  dass  dup.,  cap.  day  2,260,000  gals.; 
mams,  c.  i.,  10  m.,  4  to  10  in.  dia.;  76  hyd.;  76 
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RED  BANK,  p.  7,898;  1  urea,  1,000  t.;  mere. 
^.,  Btn.  h  bk.,  2  to  8  itor.;  prir.,  wd.,  2 
r.;   wd.   rfs.   perm,   in  f.   area;   fwka.   k  combt. 


▼.;  met.,  1,008;  884  aenr.;  pipe,  nlT.  L;  prea., 
dom.  46  to  70  Iba.,  f.  85  to  70  lot.;  cona.  day, 
286,000  gala.;  wka.  owned  by  Co. 

RAHWAY,  p.  9,887;  f.  area,  2,100  a.;  mere, 
bldca.,  bk.  &  wd.,  2  to  8  ator.;  priv.,  bk.  JE  wd., 
2Vr  ttor.;  wd.  rfa.  not  perm,  in  f.  area;  fwka. 
k  combt.  ord.;  cauaea  of  i.  inv.  F.  dept — 1  atr., 
1  c.  eng.,  12  c.  hand  ex.,  2  h.  ft  L  trk.,  1  Jumper, 
8  hoae  wag.,  8  hoae  car.,  10  hrs.;  hose,  cot.,  nib. 
lined,  gd.,  6,000  ft;  f.  «!.,  wh.,  11  bz.;  yal. 
equip..  812,000;  vaL  bldga.,  $20,000;  exp.  dept., 
$8,000. 

Water  Supply — Src,  riT.,  1%  m.  bua.  cent.; 
aya.,  pump  dir.  to  atdp.  or  maina;  stdp.  cap.,  460,- 

000  gala.;  4  pump,  eng.,  cap.  day  9,000.000  gala.; 
maina,  cem.  k  iron,  19.2  m.,  4  to  12  in.  dia.; 
190  hyd.;  222  ▼.;  met..  180;  1,789  aerv.;  pipe, 
lead;  pres.,  dom.  46  Iba..  f.  60  Iba.;  cona.  day, 
2,000,000  gala.;  coat,  $260,000;  ooat  mtce.,  $28,- 
000;  wka.  owned  by  city. 

RAMSEY,  p.  1,667.  F.  dept — 2  c  eng.,  1  h. 
4c  1.  trk.;   tot.   mem.,   45   vol. 

Water  Supply— Waterwka.  to  be  inataUed. 

RARITAN,  p.  8,672;  f.  area,  1%  aq.  m.;  mere, 
bldga.,  wd.  &  bk,,  2  JE  8  ator.;  wd.  rfa.  perm.; 
fwltt.  &  combt.  ord.;  cauaea  of  f.  inv.     F.  dept — 

1  comb,  hoae,  c.  h.  ft  1.  wag.,  1  hoae  wag.,  1 
hoae  reel;  hoae.  cot,  rub.  lined,  gd.,  2.000  ft; 
f.  al.,  Gamewell,  6  bx.;  val.  equip.,  $4,500;  vaL 
bldga.,  $8,000;  tot  mem.,  50  rol. 

Water  Supply — Src.,  riv.,  8  m.  bua.  cent.;  aya.. 
pump  to  atdp.;  atdp.  cap.,  520,000  gala.,  dim.  26 
z  165,  loc.  in  town,  mat.  iron;  2  pump,  eng., 
cap.  day  8,000,000  gala.;  maina,  iron;  75  hyd.; 
met.,  15;  950  aenr.;  pipe,  iron;  prea.,  dom.  60 
lbs.;  cona.  day,  1,000,000  gala.;  coat,  $162,000; 
wka.  owned  by  Co. 

RED 

bldga. 

ator.; 

ord.;  cauaea  of  f.  inv.     P.  dept. — 6  c.  hand  ex.,  1 

h.  k  1.  trk.,  1  hoae  wag.,  8  hoa^  carta  k  car.,   2 

hra.;   hoae,    cot.   rub.   lined,   gd.,   2,600   ft;   rub., 

fd.,  600  ft;  inf.,  1,000  ft;  tot  hoae,  4,000  ft; 
al.,  Gamewell,  10  bx.;  val.  equip.,  $7,500;  val. 
bldga.,  $1,200;  exp.  dept,  $2,160;  tot.  mem.,  180 
vol. 

Water  Supply — Src,  wella,  H  m*  bus.  cent; 
aya.,  pump  to  rea.;  rea.  cap.,  820,000  gala.;  pump, 
eng.,  cap.  day  1,200,000  fipda.;  maina,  c.  i.,  18  m., 
4  to  10  in.  dia.;  168  hyd.;  46  v.;  met,  1,840; 
848  aerv.;  pipe,  gal  v.  i.;  prea.,  dom.  45  Iba.,  f. 
45  Iba.:  cost,  $140,000;  coat  mtce.,  $4,125;  wka. 
owned  by   city. 

RIDGEFIELD  iPARK,  p.  966.     F.  dept.— Vol. 

Water  Supply — Src.,  Hackenaack  Riv.;  m,  dir. 
prea.;  maina,  c.  {.,  16  m.,  6  to  80  in.  dia.;  77 
hyd.;  262  v.;  prea.,  65  to  70  Iba.;  wka.  owned  by 
Hadcenaack  Water  Co. 

RIDQEWOOD,  p.  5,416;  f.  area,  4,800  m.:  mere 
bldga.,  wd.  k,  bk.,  2^  ft  8  ator.;  priv.,  wd.,  2^ 
ator.;  wd.  rfa.  perm.;  no  fwka.  k  combt  ord.; 
cauaea  of  f.  inv.  F.  dept — 1  auto.  comb.  e.  ft  h. 
wag.,  1  c.  eng.,  12  c.  hand  ex.,  1  h.  &  1.  trk..  2 
hoae  wag.;  hoae,  oot,  rub.  lined,  gd.,  5,000  ft.; 
f.  al.,  elec  81  bx.;  vaL  equip.,  $17,000;  val. 
bldga.,  $20,000;  tot   mem.,  86  vol 

Water  Supply— Src,  wella,  1  m.  bua.  cent.;  aya., 
pump  to  atdp.;  atdp.  -cap.,  450,000  gala.,  dim.  50 
X  SO,  mat  iron,  k  1  atdp.,  dim.  60  x  SO;  S  pump, 
eng.,  daaa  comp.,  cap.  day  4,500,000  gala.;  maina, 
c.  i.,  40  m.,  4  to  12  in.  dia.;  125  hyd.;  46  v.; 
met,  85;  1,626  aerv.;  pipe,  iron;  prea.,  dom.  90 
Iba.,  f.  90  Iba.;  cost,  $86,000;  wka.  owned  by  Co. 

RIVERSIDE,    p.    7S6;    f.    area,    600    a.;    mere, 
bldgs.,  «tn.,   bk.   k  wd.,    2   to   6    stor.;    priv..   atn., 
bk.  k  wd.,  2  to  2V^  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwka.  k  combt  ord.;   causes  of  f.  inv.    F.   dept. — 

1  auto,  hose  wag.,   4   c  band  ex.,   1  h.  &  L  trk., 

2  hose  car.;  hose,  oot,  rub.  lined,  gd.,  1.500  ft; 
inf.,  300  ft;  tot.  hose,  1,800  ft;  f.  al.,  Gamewell; 
val.  equip.,  $7,000;  val.  bldga.,  $8,000;  exp.  dept, 
$900;  tot.  mem.,   4<6  vol. 

Water  Supply — Src,  wella;  atdp. 

RIVERTON,  p.  1.788;  f.  area,  480  a.;  mere 
bldgs.,  bk.  k  wd.,  2  &  2%  ator.;  priv.,  wd..  2  ator.: 
wd.  rfs.  perm.;  no  fwks.  k  combt  ord.;  cauaea  of 
f.  inv.  F.  dept. — 1  c  eng..  2  c.  hand  ex.,  2 
hose  car.;  hose,  cot,  rub.  lined,  ird.,  1,200  ft; 
f.  al.,  elec,  9  bx.;  val.  equip.,  $1,200;  val.  bldga., 
$2,400:  tot.   mem..  60  vol. 

Watar    Supply — Src,    wella,    %    m.    bus.    cent; 


^ya.,  pump  to  atdp.;  atdp.  cap»  897,608  nla.,  din. 
80  X  75;  1  atdp.,  cap.  176,715  gala.,  dim.  20  i 
75^  8  pump,  eng.,  cap.  day  4,600,000  gala.; 
mains,  cem.  k  iron,  22  1-8  m.,  4  to  16  in.  dta.; 
189  hyd.;  9  met;  1,050  aerv.;  pipe,  iron  k  lead; 
prea.,  dom.  40  to  50  Iba.,  f.  75  Iba.;  ami.  day, 
400,000  gala. 

ROCKAWAY,  p.  1,902;  mere,  bldgc,  bk.  ft  wd. 
F.  dept. — 1  como.  auto,  c  A;  h.  trie  combined,  t 
hoae  oar.,  6  c  band  ex.,  1  h.  ft  L  trk.,  1  antoi 
hoae  wag.;  hoae^  oot,  rub.  lined,  gd.,  1,700  tt; 
f.  al.,  telp.  k  wh.;  tot  mem.,  42  voL 

Watar  Supply — Src,  rea.,  2  m.  bua.  cent;  «fL, 
grav.;  rea.  cap.,  500,000  gala.;  maina,  6,000  ft, 
4  in.  dia.;  16  hyd.;  prea.,  f.  110  Iba.;  cona.  daj, 
4,000  gala.;  coat,  $85,000;  wka.  owned  by  dty. 

ROOSEVELT,  p.  5,786;  t  area,  2.880  a.  F. 
dept — 1  h.  k  1.  trk.,  2  hoae  car.,  1,900  ft  hose; 
vaL  equip.,  $8,500;  val.  bldga.,  $1,500;  exp.  dept, 
$500;  tot  mem.,  50  voL 

Watar  Supply — 80  hyd.;  prea.,  dom.  85  Hm^,  L 
85  Iba. 

ROSELLE,  p.  2,725;  f.  area,  1  aq.  m.;  mere, 
bldga..  bk.,  stn.  k  wd.,  1  to  8  stor.:  priv.,  wd.,  1 
k  2  stor.;  wd.  rfa.  perm,  in  f.  area;  fwu.  k  eombt 
ord.;  causes  of  f.  inv.  F.  dept— 6  c  hand  ex.,  1 
h.  k  1.  trk.,  2  hoae  car.,  1  auto.  comb.  pomp,  ew.; 
hoae,  cot,  rub.  lined,  gd.,  1,400  ft;  rub.,  gd.,  800 
ft;  tot.  hose,  2,200  ft:  f.  aL,  telp.  k  bell,  12  bx.; 
val.  equip.,  $12,500;  val.  bldga.,  $1,000;  exp.  dept, 
$2,800;  tot  mem.,  80,  pd.  full  time  2,  vol  28. 

Watar  Supply — Src,  Plainfleld  Water  Co.;  ar*^ 
grav.;  42  hyd.;  prea.,  dom.  70  to  90  Iba.,  L  70  to 
90  Iba.;  wka.  owned  by  Co. 

RUTHERFORD,  p.  7,045;  t  area,  690  a.;  mere, 
bldga.,  bk.  k  wd.,  8  ator.;  priv.,  wd.,  bk.  k  stn., 
2H  ator.;  wd.  rfa.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.  F.  dept. — 8  c  hand  ex.,  1  b.  ft  L 
trk.,  8  hoae  wag.,  1  hoae  car.,  6  bra.;  hoae,  cot, 
rub.  lined,  gd.,  6,000  ft:  f.  aL,  OamewelL  14 
bx.;  val.  eauTp.,  $6,000;  val.  bldga.,  $24,000;  eip. 
dept,  $4,800;  tot  mem.,  86  voL 

Watar  Supply — Src,  Hackenaack  Riv. ;  aya,  pomp 
to  rea.;  rea.  cap.,  250,000  gala.;  pomp,  eng.,  cap. 
day  500,000  gala.;  maina,  c  L,  22  m.,  2  to  If 
in.  dia.;  83  hyd.;  288  v.;  prea.,  85  to  65  Iba; 
wka.  owned  by  Hackenaack  Water  Co. 

SALEM,  p.  6,614;  t  area,  800  a.;  mere,  bklga, 
wd.  k  bk.,  2  to  4  ator.;  priv.,  wdL,  8  ator.;  «i 
rfa.  perm.;  fwka.  k  combt.  ord.  F.  dept — ^1  itr., 
1  c  eng.,  6  c  hand  ex.,  1  h.  It  L  m^  4  horn 
carta,  8  hra'.;  hoae,  cot.,  nd>.  lined,  gd..  6,000  ft.; 
f.  al.,  bell,  wh.  k  telp.;  val.  eqvdp.,  $18,000;  viL 
bldga.,  $20,000;  exp.  dept,  $487;  tot  meBou,  200 
voL;  undra.  rating,  flrat  daaa. 

Water  Supply— Src,  pond,  8  na.  boa.  cent;  on. 
pump  dir.;  1  pump,  eng.,  cap.  day  1,000,000  gus.: 
maina,  iron,  12  m.,  4  to  12  in.  dia.;  86  hyd.;  4f 
v.;  8  met;  800  aerv.;  prea.,  dom.  40  Iba.,  L  IM 
Iba.;  cona.  day,  650.000  gala.;  ooat.  $100,000; 
coat  mtce.,  $6,800;  wka.  owned  by  d^. 

SCOTCH  PLAINS,  p.  516;  bldga.,  bk.  ft  ti^ 
2H  ator.;  wd.  rfa.  perm.  F.  dept — 1  band  cas^ 
1  c  eng.,  4  c  ex.,  1  h.  ft  L  trk.,  2  hoae  ear.,  1 
hoae  wag.;  hoae,  rub.,  250  ft;  cot,  1,450  ft;  tot 
hose,  1,700  ft.;  f.  al.,  bell:  vaL  eqvdpw.  $6,000; 
val..  bldga.,  $6,000;  exp.,  flOO;  tot  mem.,  109 
vol. 

Watar  Supply — Supplied  by  Plainfleld  Watsr  Co.; 
14  hyd.;  prea.,  65  Iba. 

SEABRIQHT,  p.  1,220;  L  area,  9,000  a.;  mem 

bldga.,  bk.,  2  to  8  ator.;  priv.,  wd.,  2  ator.;  wd. 
rfs.  perm,  in  f.  area;  combt  ord.;  cauaea  of  1 
inv.  F.  dept — 1  atr.,  1  h.  ft  L  trk.,  8  hand  ex..  1 
hoae  wag.,  1  hoae  car.,  6  hra.;  boae,  rab.,  gd^ 
1,800  tt;  f.  aL,  beU;  vaL  equip.,  $6,000;  wl 
bldga.,  $1,800;  exp.  dept,  $760;  tot  mem.,  <» 
vol. 

Watar  Supply — Src,  Long  Brandi  Water  Cq>: 
sya.,  pump  to  atdp.;  atdp.  cap.,  1,700  gala.;  psB^ 
eng.,  cap.  day  1,000.000  gala.;  maina,  8  a.;  eo«t 
$18,500;  wka.  owned  by  Co. 

8ECAUCUS,  p.  4,740;  bldga.,  wd.  F.  dq>t-;l 
h.  ft  1.  trk.,  2  hoae  car.;  hoae.  2,000  ft;  t  iL 
bell;  tot.  mem.,  50. 

Watar  Supply — From  Hadcenaack  Water  Cc 

SOMERVILLE,  Someraet  Co..  p.  6.060;  ncr& 
bldfire.*  bk.  ft  wd..  1  to  4  ator.;  priv.,  wd^  I 
stor.;  wd.  rfs.  perm.;  combt  oid.;  caoaes  of  t 
inv.     F.  dept — 1  atr.,  1  autc  comb,  c  ft  h.  «ag> 
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1  h.  &  1.  trie,  1  hose  wag.,  1  hose  car.,  8  hn. ;  hose, 
cot,  rub.  lined,  gd.,  0,000  ft.;  f.  al.,  Oamewell, 
18  bz.;  vaL  bldgs.,  $18,000;  tot.  mem.,  140,  pd. 
full  time  10,  pd.  part  time  90;  undrs.  rating,  fint 
dtM. 

Water  Supply — Src,  rlv.;  aya.,  pump  to  atdp.; 
ttdp.  cap.,  860,000  gals.;  pump,  eng.,  cap.  daj 
3,000,000  galsi.;  mains,  c.  i.,  25  m.,  8  to  36  in. 
dia.;  123  hyd.;  met.,  82;  1,450  serv.;  pipe,  lead 
k  iron;  pree.,  dom.  60  lbs.,  f.  100  lbs.;  cons,  day, 
1,500.000  gal«.;  coat,  $328,875;  coat  mtce.,  $17,- 
089;  wks.  owned  by  Co. 

SOUTH  AMBOY,  p.  7,007;  f.  area,  1,280  a.; 
mere,  bldgs.,  wd.  k  bk.,  1  to  3  stor.;  prir.,  wd. 
A  bk.,  2  stor.;  wd.  rfs.  perm.;  fwks.  A  combt.  ord.; 
cauaes  of  f.  inv.  F.  dent. — 1  str.,  2  c.  eng.,  12 
c  hand  ex.,  2  h.  &  I.  trk.,  2  f.  boats,  4  hose  car., 
2  bra.;  hose,  cot,  rub.  lined,  gd.,  1,660  ft.;  rub., 
gd.,  900  ft.;  inf.,  100  ft.;  tot.  hose,  2.650  ft.; 
f.  al.,  Gamewell,  9  bx.;  val.  equip.,  $12,000;  val. 
bldga.,  $8,000;   tot.   mem.,   160  vot 

Watar  Supply — Src.,  from  Perth  Amboy,  4  m. 
bus.  cent.;  sys.,  pump  to  stdp.;  stdp.  dap.,  180,- 
000  gala.;  pump,  eng.,  cap.  aay  1,000.000  gals.; 
mains,  c.  i.,  9  m.,  4  to  12  in.  dia.;  94  nyd.;  met., 
85;  600  serv.;  ores.,  dom.  10  lbs.,  f.  60  lbs.; 
cost,  $40,000;  wks.  owned  by  borough. 

SOUTH  ORANGE,  p.  6,014;  f.  area,  2,660  a.; 
mere  bldgs.,  wd.,  bk.  ft  stn.,  2  ft  8  ator.;  prir., 
wd.,  2  ft  8  stor.;  wd.  rfs.  perm.;  no  fwks.  ft 
combt.  ord.  F.  dept. — 4  c  hand  ex.,  1  h.  ft  1. 
trk.,  1  hose  wag.,  2  hoae  car.;  hose,  linen,  rub. 
lined,  gd..  2.600  ft;  inf.,  200  ft;  tot.  hose,  2,800 
ft.;  f.  al.,  bell;  val.  equip.,  $4,500;  vaL  bldgs., 
$2,000;  tot    mem.,   86    vol. 

Water    Supply^-— Src.,    wella,    7    m.    bus.    cent; 

8rs.,  pump  to  stdp.;  water  purchased  from  Essex 
nion  Water  ft  Light  Co.;  mains,  iron,  20  m.,  4 
to  10  in.  dia.;  118  hyd.;  160  v.;  met.  692;  764 
•erv.;  pipe,  lead;  pres.,  dom.  120  lbs.,  i.  120  lbs.; 
cons,  day,  288,512  gals.;  cost,  $61,800;  cost  mtce., 
$2,962;  wks.  owned  by  village 

SOUTH  RIVER,  p.  4,772;  f.  area,  660  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  to  8  stor.;  priv..  bk.  ft  wd., 
8  ator.;  wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv. 
F.  dept. — 1  c  eng..  8  c.  hand  ex.,  1  comb.  c.  ft  h. 
wag.,  2  h.  ft  1.  trk.,   2  hrs.;  hoae,  rub.,  gd.,   660 
ft;    inf.,   100   ft;   tot   hose,   660   ft;   f.   al.,  beU 
ft   wh.,    18    bx.;   val.    equip.,    $1,600;    val.    bldgs., 
$2,400;  exp.  dept,  $165;  tot  mem.,  60  voL 
Water  Supply — Src.,  riv..  wells,  cisterns. 
SPRING    LAKE,    p.    868;    f.    area,    760    a.      F. 
dept. — 1  str.,  1  auto,  hose  wag.,   1  c.  eng.,   1  h. 
ft   L   trk.,    1    hose   wag.,    2   hoae   reels,    1,200    ft 
hoae;    val.    equip.,    $12,000;    vaL    bldga.,    $6,000; 
tot  mem.,  66  vol. 

Water  Supply— Src.,  lake  ft  arteaian  wells;  sya., 
pump.;   8  pumps;  wks.  owned  by  city. 

SUMMIT,  p.  7,500;  f.  area,  1,280  a.;  mere, 
bldgs..  atn.  ft  bk.,  2  ft  8  stor.;  pnv.,  stn.  ft  wd., 
2  stor.;  wd.  rfa.  not  perm.;  fwks.  ft  combt  ord.; 
eausea  of  f.  inv.  F.  cent. — 1  auto.  comb,  c  ft  h. 
wag.,  1  auta  comb.  c.  nose  wag.  ft  pump,  1  auto. 
comb,  hose  wag.,  1  h.  ft  1.  trk.,  1  hoae  wag.,  1 
hose  reel,  4  bra.;  hose,  cot,  rub.  lined,  gd.,  6,000 
ft.;  inf.,  600  ft;  tot.  hose,  6,600  ft.;  f.  al..  Game* 
well,  30  bx.,  12  auxiliary  bx.;  val.  equip.,  $22,- 
OOO;  val.  bldga.,  $40,000;  exp.  dept.,  $7,500;  tot. 
mem.,   110  vol. 

Water  Supply— Src,  wella,  2  m.  bus.  cent;  sys., 
pump  to  res.  ft  stdp.;  2  stdp.;  stdp.  No.  1,  cap. 
2  40,000  gals.,  dim.  25  x  6.>,  mat.  stl.;  etdp.  No. 
2,  cap.  05,000  gals.,  dim.  12  x  75;  2  res.;  res.  No. 
1,  cap.  1,000,000  gals.,  loc.  near  stdp.;  res.  No.  2, 
cap.  250,000  gal«.;  5  pump.  eng..  class  trip,  ft  comp., 
cap.  day  6,000,000  gals.;  maine.  c.  i.,  87.87  m., 
4  to  20  in.  di-a.;  416  hyd.;  1,000  v.;  2,900  met.; 
3,200  serv.;  pipe,  lead  ft  galv.  i.;  pres.,  dom.  ft  f., 
4  0  to  160  lbs.;  wks.  owned  by  Commonwealth  W. 
A   I-..  Co. 

SUSSEX,  p.  1,212;  f.  area,  640  a.;  mere  bldgs., 
wd. ;  wd.  rfs.  perm.  F.  dept. — 1  h.  ft  1.  trk.,  2 
hose  car.;  hose,  cot,  rub.  lined,  gd..  1.000  ft; 
inf.,  200  ft;  tot.  hose,  1,200  ft.;  f.  al.,  etm.  wh.; 
exp.    dept..  $125;  tot.  mem.,  80  vol. 

Water  Supply— Src.,  lake,  7  m.  bus.  cent.;  sys., 
jETav.  ft  pump  to  res.;  res.  cap.,  2,500,000  gals.; 
vnaina,  iron,  11  m.,  4  to  8  in.  dia.;  60  hyd.;  30 
v.;  met.,  6;  360  serv.;  pipe,  galv.  i.;  pre«s.,  dom. 
150  lbs.,  f.  190  lbs.;  cons.  day.  100,000  gals.; 
cost,  $60,000;  cost  mtcj.,  $750;  wks.  owned  by 
city. 

S^^EDESBORO,  p.   1,477;   mere,  bldga.,  wd.,   1 


to  8  ator.;  nriv.,  wd.,  8  ator.:  wd.  rfs.  perm.;  no 
fwka.  ft  combt  ord.;  cauaes  of  f.  inv.  F.  dept— 
4  c  hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wag.,  2  hoae 
carts:  hose,  cot,  rub.  lined,  gd.,  1,260  ft;  inf., 
600  ft;  tot.  hose,  1,760  ft.;  f.  al.,  bell;  vaL  eonip., 
$2,000;  val.  bldgs.,  $1,000;  tot  mem.,  86  vol. 

Water  Supply^--Sr&,  wells;  aya..  pump  to  stdp.; 
pump,  eng.,  cap.  day  800,000  gala.;  maina,  c  i., 

4  m.,  4  to  8  in.  dia.;  48  hyd. 

TENAFLY,  p.  2,766;  f.  area,  8,000  a.;  mere, 
bldgs.,  wd.,  1  to  8  stor.;  priv.,  wd.,  2  ator.;  wd. 
rfs.  perm.;  no  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept. — ^1  c.  band  ex.,  1  h.  ft  1.  trk.,  1  hose 
wag.;  hoae,  cot,  rub.  lined,  gd.,  2,500  ft;  f.  al., 
bell;  val.  equip.,  $2,000;  val.  bldgs.,  $11,000;  exp. 
dept,   $400;    tot.   mem.,   82   vol. 

Water  Supply — Src,  Hackenaack  Water  Go.; 
maina,  6^  m.;  85  hyd.;  44  v.;  prea.,  dom.  46  lbs., 
f.  80  lbs.;  wks.  owned  by  Oo. 

TOMS  RIVER,  p.  2,760;  f.  area,  640  a.;  mere, 
bldga.,  bk.,  wd.  ft  oona,  2  to  4  stor.;  priv.,  bk., 
atn.  ft  wd.,  2  to  4  ator.;  wd.  rils.  perm,  in  f.  ac«a; 
no  fwks.  ft  combt.  ord.;  cai^sea  of  f.  not  inv.  F. 
dept. — I  h.  ft  1.  trk.,  4  hose  reels;  hose,  cot,  rub. 
lined,  gd.,  2,000  ft;  f.  al.,  telp.;  val.  equip.,  $8,- 
800;  val.  bldgs.,  $5,000;  tot  mem.,  80  vol. 

Water  Supply— Src.,  wells,  %  m.  hue.  cent; 
sys.,  pump  dir.  to  main;  stdp.  cap.,  60,000  gala., 
dim.  25  x  20,  mat.  iron;  4  pump,  eng.,  daae  trip., 
cap.  day  760,000  gals.;  mains,  e.  i.,  6  m.,  8  to  8 
in.  dia.;  42  hyd.;  88  v.;  met,  8;  266  serv.;  pipe, 
galv.  1.;  pres.,  donu  60  lbs.,  f.  90  Iba.;  cons,  day, 
40,000  gala.;  cost,  $28,600;  cost  mtce.,  $1,200; 
wks.  owned  by  priv.  Co. 

TRENTON,  p.  96,816;  f.  area,  9  m.;  mere 
bldgs.,  bk.  ft  wd.,  2  to  8  stor.:  priv.,  bk.  ft  wd.,  2 
to  4  stor.;  wd.  rfa.  not  perm,  in  f.  area;  cauaea  of 
•f.  inv.  F.  dept — 8  auto.  str.  with  hose,  6  str.,  (1 
in  reserve),  1  auto.  c.  eng.,  S3  c.  hand  ex.,  2 
chiefa  auto.,  1  comb.  aer.  trk.,  1  aer.  trk.,  1  auto, 
comb,  aer  trk.,  1  h.  ft  1.  trk.  (in  reserve),  1  water 
tower  (in  reserve),  1  supply  wag.,  8  fuel  ft  exer- 
cise wag.,  2  auto.  comb.  c.  ft  hose  wag.,  4  comb, 
c.  ft  h.  wag.  (1  in  reserve)^  27  hrs.;  hose,  cot, 
rub.  lined,  gd.,  25,550  ft.  (1,450  ft.  in  reserve); 
f.  al.,  elec,  11>8  bx.;  val.  equip.,  $70,626;  v«L 
bldga.,  $87,000;  exp.  dept,  $ri7,8«8.54;  tot 
mem.,  117,  pd.  fuH  time. 

Water  Supply — Src.,  riv.,  IH  »•  bua.  cent; 
ays.,   pump  to   res.;   rea.   cap.,   120,000,000  gals.; 

5  pump,  eng.,  cap.  day  47,000,000  gals.;  maina, 
c.  i.,  150 V&  m.,  3  to  86  in.  dia.:  1,200  hyd.;  l,7^8'l 
v.;  000  met;  26,681  aerv.;  pipe,  galv.  L;  prea., 
dom.  ft  f.,  SO  lbs.;  cons,  day,  91.084,000  -gala.: 
cost,  $1,927,849;  cost  mtce.,  $67,690;  wks.  owned 
by   city. 

TUCKERTON,  p.  1,268;  mere,  bldgs.,  bk.  ft  wd., 
8  stor.;  priv.,  wd.,  8  stor.:  wd.  rfs.  perm.;  fwka. 
ft  combt  ord.;  cauaes  of  i.  inv.  F.  dept — 1  e. 
eng.,  2  hose  car.,  hook  ft  ladder  equip.;  hose,  rub., 

gd.,  1,200  ft.;  f.  al.,  bell;  val.  equip.,  $1,500;  vaL 
Idas.,    $1,800;   tot    mem.,    100   vol. 
Water  Supply — Src.,  spr.,  %  m.  bua.  cent;  ars., 
pump  to  stdp.;  stdp.  cap.,  66,000  gals.,  dim.  20  > 
28,  loc.   in   cent   town,   mat   i.   ft  atl.;    1   pump. 


eng.,  claaa  trip.,  size  6^    x  8,  cap.  day  260,000 

rals.; 

lyd.;  _ 
by  (3o. 


fais.;  mains,  cem.,   8^    m.,   4  to  6  in.  dia.;    16 
yd.;  pres.,  dom.   88  Iba.,  f.  80  lbs.;  wka.  owned 


UNION,  p.  21,028;  f.  area,  480  a.;  mere,  bldgs., 
wd.,  2  ft  8  stor.;  priv.,  wd.,  2  ft  8  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept. — 10  c.  hand  ex.  (6  in  reserve),  1  str.,  1 
h.  ft  1.  trk.,  1  aer.  trk.,  1  auto.  a<»r.  trk.,  1  comb, 
c.  ft  hose  wag.,  2  hose  wag.,  1  hose  reel,  1  exercise 
wag.,  9  hrs.;  hose,  cot,  rub.  lined,  gd.,  6,800  ft; 
f.  al.,  Gamewell,  20  bx.;  val.  equip.,  $15,000;  val. 
bldgs.,  $40,000;  exp.  dept.,  $1,600;  tot.  mem.,  160 
vol. 

Water  Supply — Src,  Hackensack  Water  Ck>.; 
maina,   16  m.;    125  hyd.;    17>6  v. 

VENTNOR  CITY,  p.  491;  f.  area,  800  a.;  mere, 
bldga.,  bk.  ft  wd.,  2  to  4  stor.;  priv.,  bk.,  stn.  ft 
wd.,  1  to  4  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 
1  auto.  comb.  c.  ft  h.  wag.,  10  c  hand  ax.,  1  h.  ft 
1.  trk.,  1  auto.  f.  eng,;  hoae.  cot,  rub.  lined,  gd., 
2.500  ft.;  f.  al.,  telp.,  15  bx.;  val.  equip.,  $40,000; 
val.  bldgs.,  $15,000;  exp.  dept,  $7,500;  tot  mem., 
140,  pd.  full  time  6,  134  vol. 

VINELAND,  p.  6,282;  f.  area,  1,000  a.;  mere, 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  wd.,  2  ft  8  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt  ord.     F.  dept — 1 
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h  A  1.  trk.,  1  c  eng.,  8  hotc  car.;  hoae,  cot.,  rob. 
lined,  gd.,  8,000  ft.;  inf..  500  t- ;*<>*•. ^oi;«'*»^^® 
ft.n.  al..  elec  80  bi.;  val.  equip..  $8,000;  val. 
bldgs,.  $8,000;  exp.  dept..  $2,600:  tot.  m«ii..  81  Tol. 

Water  Supply — Src,  welle,  %  >»•  bus.  cent.; 
sys..  pump  to  stdp.;  etdp.  cap..  180,000  gala,; 
mat.,  iron;  2  pump,  enff.,  class  eomp.  dup.,  cap. 
day  2,000.000  gala.;  maina.  c  L.  184  tn.,  4  to  lu 
in.^dii.;  70  hySTs8  t.;  met,  180;  l.«00  -m.; 
pipe,  galT.  i.;  pres.,  dom.  60  Iba..  f.  100  lbs., 
SS  ?ay.  650,000  gals.;  cost.  $120,721;  cost 
mtce..  $7,618;  wks.  owned  by  city.       ,      „     .    ^ 

WALLINQTON.  p.  8.448;  bldgs..  ^,<*- „J•,^^fP^ 
— 1  h.  &  1.  trk.,  2  hoae  car.;  hose,  1,400  ft;  f. 
aL.  bell;  tot  mem.,  46.  , 

Water  Supply— Src..  spr.  ft  2  wella;  •TJ.,  «»▼•. 
stdp.  cap..  172.000  gala.;  2  pumps,  cap.  260  gala, 
mln.;  52  hyd. 

WASHINGTON.  Warren  Co..  p.  «»f«li.  ^^dgs., 
bk.  &  wd.,  2  to  4  stor.  F.  dept— 1  atr.,  8  c 
band  ex..  1  h.  &  1.  trk.,  2  hoae  <»r-I  »>oje,  c^.. 
rub.  lined,  gd..  2,000  ft;  inf..  1.000  , ft.;  tot 
hSsi.  8,000  iS.;  Tk  equip..  $9,000;  val.  bldga., 
$7!6b0;   exp.   dipt.    $d00;   f.    aL.   Oamewell;   tot 

mem.,  40  vol.         ^  ^  ,      ^         ««/    •«  kim 

Watar  Supply — Src.,  mounUin  atrm.,  2%  m.  Dua. 
cent!  ly...  graV.;  res.  cap..  1.000.000  «^».  I  ?»*]>«• 
iron.  4  to  10  in.  dia.;  40  hyd.;  met.  13;  460 
»erv.;  pipe,  iron;  pres..  dom.  80  lbs,;  cost,  $60,- 
000;  wks.  owned  by  Co. 

WE8TFIELD,  p.  8.420;  f.  area,  6,000  a.;  inerc 
bldga.,  atn.,  bk.  A  wd..  1  to  8  stor.;  i^ijr.,  sto., 
bk.  &  wd..  1  to  8  ator.;  wd.  rfa.  perm,  outaide  bua. 
section;  no  fwks.  A  combt  ord.;  caw^s.  <>'  *•  >°^' 
P  dept— 1  c.  eng..  1  h.  &  1.  trk..  2  hoae  wa«., 
6  h?s.;  hose,  cot.  rob.  lined,  gd  J.OOO  ft ;  f.^.. 
Oamewell,  12  bx.;  val.  «<!««?•.  ^^.000;  val.  bldgs^ 
$8,000;  exp.  dept,  $6,600;  tot  mem.,  60.  pd.  part 

Water  Supply— Src,  aupplied  by  Union  Water 
Wks.  Co.,  Elisabeth;  aya.,  grav.;  rea.  cap.,  1,; 
000,000  gala.;  maina,  7  m.,  4  to  10  »»»•/»»;•• 
84  Lyd.;  86  v.;  met,  1;  pip«,  iron;  ?«■••  '•  ^^ 
lbs.;  cost.  $40,000;  wka.  owned  by  Co. 

WEST  HOBOKEN.  p.  86.408;  f.  *«»»  ^V?*Lv* 
mere,  bldgs.,  stn..  bk  &  wd..  1  *<>  «  ■^^'i-  Pjjy;' 
wd.  k  bk..  2  stor.;  wd.  rfs.  perm.;  fwks.  A  combt 
ord.;  causes  of  f.  inv.  F.  dept— 1  auto  comb,  c, 
ft  h.  wag.,  1  «tr..  8  c.  hand  ex.,  1  comb.  c.  ft  h 
wag.  (1  h.  ft  1.  trk.  in  reserve),  1  ^^^-^f.-J 
jumpeps,  1  hose  wag.,  7  hrs.;  hose,  cot,  nib.  lined, 
id.,  5.650  ft;  f.  al.,  Gam.-vi-ell,  29  bx.;  val-  c<l"j;P- 
|s6,000;  val.  bldgs..  $48,000;  exp.  dept,  $27,500; 
tot  mem.,  26,  pd.  full  time. 

Water  Supply— Src,  Hackensack  R  v. ;  ays.,  dir. 
pres.;  mains,  c  i..  26  m..  4  to  24  in.  <!»»;  210 
hyd.;  407  v.;  pres.,  85  to  65  lbs.;  wks.  owned  by 
Hackensack  Water  Co.  ..,^        vu 

WEST  NEW  YORK,  p.  18,660;  mere  bWgs,,  bk., 
ft  wd.,  2  stor.;  priv..  wd.,  2  stor.;  wd.  rte.  perm, 
in  f.  area.;  no  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept. — 1  auto,  hose  trk.,  6  c  hand  ex., 
1  h,  ft  1.  trk.,  1  hose  wag..  4  hrs.;  hose.  cot.  rob. 
lined.  ^..  1.600  ft. ;^  inf..  1,000  ^\J^^i.^^^: 
2,600  ft;  f.  aJ..  wh.  ft  gong.;  ^-  •?"?;•  •^'O^' 
\«al.   bldgs.,    $4,000;   exp.   dept,   $500;   tot   mem.. 

Water  Supply — Src,  Hackensack  Rlv.;  ays., 
pump. 

WEST  ORANGE,  p.  10,980;  f.  are».  1  •*>•  ^' 
mere  bldga..  atn.,  bk  ft  wd.,  2%  to  8  stor.;  priv^ 
wd..  2V4stor.;  wd.  rfa.  perm,  in  f.  area:  causea 
of  f.  inv.  F.  dept.— 1  auto.  comb,  c  ft  h.  wag., 
1  h.  ft  1.  trk..  1  hose  wag.,  1  c.  enff.,  2  cojnb.  c.  * 
h.  wa«.,  6  hrs.;  hoae,  cot,  rob.  lined,  gd..  6,800 
ft;  rob.,  gd..  800  ft;  tot  hose.  6.600  ft;  J-  al.. 
(Lmewell,  47  bx.;  val.  equip..  $17,600;  val.  bldg^, 
$40,000;  exp.  dept.  $16,000;  tot  mem..  20.  pd. 
full  time  10,  pd.  part  time  10.  ^  ^      «       ,« 

Watar  Supply— Src.  East  Jeraey  Water  Co.,  10 
m.  bua.  cent;  aya..  pump  dir.  to  atdp.  ft  "jaina, 
■tdp.  cap.,  246.000  pals.;  maina.  c  i.,  81  m..  4 
to  8  in.  dfa.;  260  hyl.;  246  v.;  met.  1»«70J J.fSJ 
serv.;  pipe,  lead  ft  galv.  i.;  prea..  dona.  60  to  186 
lbs.;  consT  year,  800.000.000  gals.;  wka.  owned  by 
Commonwealth  Water  ft  Light  Co. 

WESTWOOD,  p.  1,870;  mere,  bldgs.,  wd.,  2 
stor.;  priv..  wd.;  wd.  rfs.  perm,  in  f.  area;  cauaes 
of  f.  inv.  F.  dept.— 1  h.  ft  1.  trk..  1  hose  car..  2 
hrs.;  hose,  cot,  rob.  lined,  ,ffd-.  1.000  Jt.;f.  al.. 
wh.;  val.  equip.,  $1,000;  val.  bldga..  $2,000;  tot 
mem..  29  vol. 


Watar  Supply — Src,  Hackenaack  Riv.;  «ys.,  dir. 
pres.;  mains,  c  L,  9  m.,  4  to  12  in.  ^;  S4 
hyd.;  142  v.;  prea.,  76  Iba.;  wka.  owned  by  Hackcs- 
sack  Water  Co. 

WHARTON,  p.  2.088;  f.  area,  100  a.;  mere 
bldga..  wd..  2  to  8  ator.;  priv..  wd..  2  to  8  star.; 
wd.  rfs.  perm,  in  f.  area;  fwka.  s  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  comb,  c  ft  h.  ft  L 
trk..  6  c  hand  ex..  1  h.  ft  1.  trk.,  8  hoae  reek;  hose, 


cot,    rub.    lined,    gd.,    1,260    ft;    f.    al.,   wh.;  tiL 
equip..   $8,400;   vaL  bldga.,  $6,000; 


vol. 


tot  mem.,  70 


Watar  Supply — Src.  apr.;  aya.,  grav.;  cap.  rea, 
60.000  gals.;  wks.  owned  by  priv.  Co. 

WILLIAMSTOWN,  p.  2,000;  f.  area.  400  t.  F. 
dept — 2  hoae  reels,  1  h.  ft  L  trie;  f.  aL.  bell;  vaL 
equip..  $1,000;    vaL  bldgs.,  8200;    tot  mem.,  81  ?oL 

Water  Supply — Src,  arteaian  wella,  1  m.  bos. 
cent.;  ays.,  d.r.  prea.;  4  pomp.  ens.,  cap.  day  4.- 
200.000  gala.;  maina.  6  m.;  65  hyoL;  64  v.;  pres., 
dom.  24  to  40  Iba.,  f.  70  to  160  Iba.;  wks.  owned 
by  priv.  Co. 

WOODBINE,  p.  2.899;  f.  area.  186  a.  F.  dept 
— 1  auto.  atr.  ft  pump,  eng.,  1  auto,  trk.,  2  str., 
1  c  eng.,  1  hoae  cart;  hoae,  cot,  rob.  lined,  gd^ 
800  ft:  rob.,  400  ft;  tot.  hoae,  1,200  ft;  nL 
equip.,  $8,000;  tot.  mem.,  80  voL 

Watar  Supply — Src..  wells,  in  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap..  5o,000  gals.;  res.  cap., 
100,000  gals.;  2  pumpe,  class  trip.,  cap.  daj 
300,000  gals.;  50  hyd.;.  300  serv.;  pres..  dom.  t 
f.,  35  lbs.;  cons.  day.  '120.000  gals.:  mains,  vd. 
ft  c.  i.,  5  m..  3  to  6  in.  dia.;  cost,  $25,000;  vU. 
owned   by   Co. 

WOODBRIDGE,  p.  1,048;  bldga..  wd..  2  to  I 
stor.;  wd.  rfs.  perm.;  fwka.  ord.;  causea  of  f.  inv. 
F.  dept^-4  hand  c  ex..  1  hand  h.  ft  L  trk.,  1 
hose  wag.,  1  hoae  car.;  nose,  rob.,  gd.,  2.600  ft; 
fair.  800  ft;  tot  hoae.  2,900  ft;  vaL  equip..  $9.- 
600;  tot  mem.,  66. 

Watar  Supply— (Src,  wells,  in  bus.  cent;  cy^. 
pump  to  stdp.;  stdp.  cap.,  55.000  gala.;  rea.  cip., 
100,000  gals.;  2  pumps,  class  trip.,  cap.  day  300.- 
000  gak. ;  maina.  wd.  ft  c  L.  5  m..  S  to  6  in.  dit.; 
50  hyd.;  300  serv.;  pres..  donu  ft  f.,  85  lbs.;  coos, 
day.   120,000  gals.;  wka.   owned  by  Co. 

WOODBURY,  p.  4,642;  f.  area,  1,500  a.;  nerc 
bldga..  wd.  ft  bk..  1  to  8  ator.;  priv..  wd.  ft  bL, 
2\i  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  onL: 
causes  of  f.  inv.  F.  dept — 1  str.,  2  comb,  c  k 
h.  wag..  4  c.  hand  ex..  1  h.  ft  1.  trk.,  2  hoae  car., 
6  hrs.;  hoae,  cot.  rob.  lined,  gd.,  3,000  ft;  f.  aL. 
Gamewell,  26  bx. ;  val.  equip.,  $12,000;  vaL  bldp^ 
$12,000;  exp.  dept,  $8,600;  tot  mem.,  72  vtL 

Watar  Supply — Src,  creek.  6  m.  bus.  cent; 
ays.,  pump  to  rea.;  2  rea.,  cap.,  1,250,000  gala,  k 
1.600.000  gala.;  2  pump,  eng.;  ca|>.  day.  3.850,- 
000  gals.;  maina,  c.  l,  20  m..  4  to  12  in.  dia.;  131 
hyd.;  Ill  v.;  met,  2;  1,188  aerr.;  pipe,  wrt  I; 
prea..  dom.  40  lbs.,  f.  66  lbs.;  cona.  day,  788,000 
gals.;  cost.  $82,000;  cost  mtce.,  $8,188;  wka.  owned 
by  city. 

WOODRIDGE,  p.  1.048;  f.  area,  2,000  a.;  mere, 
bldga..  bk.  ft  wd.,  8  ator.;  priv..  wd..  2^  stor.: 
wd.  rfs.  perm.;  no  fwka.  ft  combt  ord.;  canaes  of 
f.  inv.  F.  dept — 2  c  hand  ex.,  1  h.  ft  L  txk.. 
2  hoae  car.;  hoae  cot,  rob.  lined,  gd.,  2.200  ft; 
f.  aL,  beU;  val.  equip.,  $8,600;  vaL  bldga..  $8,000: 
exp.  dept.  $1,800;  tot  mem.,  SO  voL 

Watar  Supply — Src,  Hackenaack  Water  Co.; 
ays.,  pump  dir.;  mains.  8^  m.;  20  hyd.;  84  v.: 
met,  80;  wks.  owned  by  Co. 

WOODTOWN,  p.  1,618;  f.  area.  SCO  a.;  acre 
bldga.,  stn..  bk.  ft  wd.,  1  to  4  ator.;  priv.,  sta^ 
bk.  ft  wd.,  20  ft  high;  wd.  rfs.  perm,  in  f.  area; 
causes  of  f.  inv.  F.  dept — 1  h.  ft  1.  trt,  I  laAJer 
wag..  2  hoae  car.;  hoae,  cot,  rob.  lined,  gd..  1.400 
ft;  f.  aL.  elec;  vaL  equip.,  $1,000;  vaL  bldp., 
$6,000;   exp.  dept,  $26;  tot  mem.,   84  voL 

Watar  Supply — Src,  wella;  aya.,  pump  to  stda; 
stdp.  cap.,  87,000  gala.,  dim.  12  z  100,  mat  itL; 
rea.  cap.,  66,000  gala.;  pump,  eng.,  cap.  day  750.- 
000  gals.;  mains,  iron,  6  m.,  4  to  8  in.  dia.:  83 
hyd.;  80  v.;  260  serv.;  pipe,  galv.  L;  prcau.  doa. 
68  lbs.,  f.  120  lbs.;  cost,  $36,000;  cost  mtce.. 
$1,000;  wks.  owned  by  town. 

Places  with  a  population  of  1,000  or  more  kar- 
ing  no  organised  lire  dept — Oxford,  Penna  G^o«c 
Verona. 

Places  with  a  population  of  1.000  or  mote  vt 
reported — Hawthorne,  Highlanda,  Lakeview,  Little 
Fen?'.  Lodi,  Totowa,  Vailaburg. 
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ALAMOGORDO.  p.  2,600;  f.  area,  600  a.;  mere, 
bldgs.,  bk.,  2'  8tor.;  priv.,  wd.,  1  stor.;  wd.  rfa. 
not  perm,  in  f.  «rea;  fwka.  A;  combt.  ord.;  caiues 
of  f.  inv.  F.  dept. — 4  c.  band  ex.,  1  auto.  comb, 
c  &  b.  wag.,  1  comb.  c.  A  h.  wa^.,  1  hose  car., 
1  h.  A:  1.  trk.;  hoae,  cot.,  rub.  lined,  gd.,  900  ft.; 
rub.,  gd.,  100  ft.;  tot  hose,  1,000  ft.;  x.  al.,  bell 
&  wii.;  Val.  equip.,  $4,000;  val.  bidgs.,  $500;  exp. 
dept,  $300;  tot.  mem.,  24  vol. 

Water  Supply — Src,  spr.,  12  m.  bus.  cent;  qrs., 
grav.,  res.  cap.,  1,000,000  gala.;  mains,  c.  1.,  85 
m.;  80  hyd.;  met,  576;  500  seir.;  pres.,  dom.  100 
Ibfl.,  f.  100  lbs.;  cons,  day*  400,000  gals.:  cost, 
$180,000;  cost  mice.,  $0,000;  was.  owned  hy  Oo. 

ALBUQUERQUE,  p.  11,020;  f.  area,  600  a.; 
mere,  bidgs.,  stn.,  bk.  JE  wd.,  1  to  4  stor.;  priv., 
stn.,  bk.  £  wd.,  1  Ac  2  stor.;  wd.  rfs.  not  perm,  in 
f.  area;  fwks.  A;  combt  ord.;  causes  of  f.  inv. 
F.  dept. — 1  trip.  auto,  eng.,  2  comb.  c.  k  h.  wag., 
1  h.  &  1.  trk..  4  c.  hand  ex.,  1  hose  wag.,  4  hrs.; 
bose.  cot,  rub.  lined,  gd.,  4,200  ft;  f  al.,  elec 
A  wh.,  42  bx.;  val.  equip.,  $15,000;  vaL  oldgs., 
$2,500;  exp.  dept,  $18,000;  tot  mem.,  10,  pd. 
full  time. 

Water  Supply — Sra,  wells,  %  m.  bus.  cent; 
sys.,  pump  to  res.;  res.  cap.,  8,500,000  gals.,  loc. 
210  ft  above  plant;  4  pump,  eng.,  cap.  day  7,440,- 

000  gals.;   mains,  kal.,   80   m.,    5   to   14   in.  dia. ; 
218  hyd.;   Ill  v.;  met,   1,500;   2,521  serv.;  pipe, 

falv.  1.;  pres..  dom.  80  lbs.,  f.  80  lbs.;  cons,  day, 
,000,000  gals.;   cost,   $864,000;   cost  mtce.,   $1,- 
200;  wks.  owned  by  Co. 

CARLSBAD,  p.  1,786;  f.  area,  100  a.;  mere, 
bldga.,  bk.  ft  stn.,   1  ft  2  stor.;  priv.,  bk.  ft  wd., 

1  ft  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 2  c.  eng.,  2  hose 
car..  2  hrs.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft.; 
f.  al.,  bell;  val.  equip.,  $4,600;  exp.  dept,  $875; 
tot  mem.,  42  voL 

Water  Supply— Src,  weUs,  1  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  105,000  gals.;  res.  cap., 
250,000  gals.;  2  pump,  eng.,  class  vertical-centrif., 
cap.  day.  288,000  gals.;  mains,  c.  i.;  8H  m.,  2  to 
12  in.  dia.;  28  hyd.;  15  v.:  826  met,  i875  serv.; 
pres.,  dom.  87  lbs.,  f.  120  ws.;  cost,  $51,600;  cost 
mtce.,  $4,000;  wks.  owned  by  Public  Utilities  Co. 

CLAYTON,  p.  970;  bldgs.,  stn.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm.;  no  fwks.  ord.    Ko  org.  f.  dept. 

Water  Supply — Src,  spr.;  sys.,  pump  to  tic; 
cap.,  75,000  gals.;  pump,  eng.,  cap.  day  150,000 
gM.;  pipe,  8  m.,  8  to  8  in.  dia.;  200  hyd.; 
serr.  pipe,  iron;  pres.,  84  lbs.;  cost,  $66,000;  cost 
mtce.,  $900;  wks.  owned  by  Clayton  Municipal 
Light  ft  Water  Plant  Co. 

DEMINQ,  p.  1,864;  mere,  bldgs.,  bk.  ft  adobe,  2 
stor.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.;  wd.  rfs.  not 
perm,  m  bus.  part  of  town;  no  fwks.  ord.     F.  dept. 

1    c.  ene.,  1  h.  ft  1.  trie.,  buckets;  hose,  700  ft; 

f.  al..  bell;  vaL  equip.,  $700;  val.  bldgs.,  $250; 
tot.    mem.,  25  vol. 

Water  Supply— -Src..  underground  rlv.,  %  m. 
bus.  cent;  sys.,  dlr.  ft  pump  to  stdp.;  stdp.  cap., 
174,000  gals.;  2  pump,  eng.,  cap.  dhsy,  2,880,000 
Igals.;  mains,  5  in.,  8  to  8  in.  dia.;  75  v.;  250  met; 
500  serv.;  80  hyd.;  pres.,  dom.  80  lbs.,  f.  55  lbs.; 
cons,  day,  169,000  gus,  cost  $50,000;  wks. 
owned  by  Corpn. 

EAST  LAS  VEGAS,  p.  8,179;  f.  area,  700  a.; 
mere  bldgs.,  stn.,  bk.  ft  wdL,  1  ft  2  stor.;  priv.,  wd. 
Sc  bk.,  1  ft  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt 
ord.  F.  dept — 1  comb.  c.  ft  h.  wag.,  1  hose  reel, 
4  hrs.;  hose,  cot,  rub.  lined,  gd..  1,100  ft.:  f. 
al.,  bell,  wh.  ft  elec.;  val.  equip.,  $4,d00;  v>aL  bldgs., 
$2,500;  exp.  dept,  $2,000;  tot.  mem.,  15  vol.; 
undrs.    rating,  third  class. 

Water  Supply — Src.,  riv.;  «ys.,  grav.;  res.  cap., 
20,000,000  gals.;  mains,  c.  i,  15  m.,  4  to  12 
in.  dia.;  61  hyd.;  met,  1;  pres.,  dom.  110  lbs., 
f.    60  to  100  lbs.;  wks.  owned  by  Co. 

GAU-UP,  p.  2,204;  f.  area,  500  a.;  mere,  bldgs., 
blc.  dc  stn.,  2  stor.;  priv.,  stn.,  bk.  ft  wd.,  2  stor.; 
•wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  causes  of  f. 
ijiv.  F.  dept. — 1  c.  eng.,  1  h.  ft  1.  trk.,  2  hose 
car.;    hose,  cot,  rub.   lined,  gd.,   1,000   ft;   f  al.. 


wh.;  val.  equip.,  $2,500;  val.  bldgs.,  $500;  exp. 
dept,  $500;  tot  mem.,  25  voL 

Water  Supply — Src,  well;  sys.,  pump  to  stdp.; 
stdp.  cap.,  50,000  gals.;  res.  cap.,  162,000  gals.; 
pump,  eng.;  cap.  day,  100,000  gals.;  mains,  2% 
m.,  6  in.  dia.;  26  hyd.;  250  serv.;  150  met;  pres., 
dom.,  70  lbs.,  f.  70  lbs.;  cost  $16,000;  cost 
mtce.,   $1,600;  wks.  owned  by  city. 

LAS  CRUCES,  p.  8,886;  f.  srea,  1  sq  m.  F. 
dept — I  c.  eng.,  c  hand  ex.,  1  hose  reel;  1  hose 
cart;  hose,  cot.,  rub.  lined,  gd.,  1,000  ft.;  f.  aL, 
wh,;  val.  equip.,  $2,000;  tot  mem.,  24  voL 

Water  Supply — Src,  wells;  1  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  80,000  gala.;  dim.,  26  x 
24;  mat,  sti.;  res.  cap.,  90,000  gals.;  2  pump,  eng., 
cap.  day,  -432,000  gals.;  mains,  c.  i.;  8  m.;  4  to 
8  in.  dia;  52  hyd.;  26  v.;  50  met.;  pipe,  c.  i.; 
pres.,  dom.  40  lbs.;  f.  60  lbs.;  cons,  day,  100.000 
gals.;  cost  $45,000;  cost  mtce.,  $8,600;  wks. 
owned  by  city. 

LAS  V£QAS,  p.  8,755.  F.  dept. —  2  comb.  c. 
ft  bose  wag.,  1  hose  wag.,  2  c.  ex.;  4  bra.;  bose, 
2,550  ft.;  tot.  mem.,  50  vol. 

Water  Supply — Src,  Oallinas  River;  ret.  cap., 
68,000,000  ffals.;  mains,  c.  L,  21  m.,  2  to  12  in. 
dia.;   64   hyd.;   cons,  day,   1,000,000  gals. 

MAQDALENA,  p.  800;  mere  bldgs.,  stn.,  bk.  ft 
wd.,  1  ft  2  stor.;  priv.,  wd.  ft  adobe,  1  ft  2  stor.; 
wd.  rfs.  perm.;  no  fwks.  ord.;  f.  inv.  F.  dept — 15 
c.  hand  ex.,  a  few  hand  grenades;  hose,  800  ft; 
t  al.,  wh. 

Water  Supply — Src,  well,  1%  m.  south  of  town; 
sys.,  grav.  ft  pump  to  stdp.;  stdp.  cap.,  50.000 
gals.;  mat,  galv.  i.;  res.  cap.,  50,000  gals.;  1 
pump,  eng.;  mains,  2  m.,  8  to  5  in.  dia.;  5  hyd.; 
wks.  owned  by  priv.  Co. 

MAXWELL,  p.  150;  mere  bldgs.,  bk.,  2  stor.; 
priv.,  wd.,  2  stor.;  tin  rfs.  perm.;  no  fwks.  ord.; 
causes  of  f.  inv.     No  f.  dept 

•Water  Supply — Src,  spr.,  8  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  53,000  gals.;  mains,  wrt.  L,  1  m., 
IH  to  8  in.  dia.;  1  hyd.;  '9  v.;  66  s^rv.;  pres., 
dom.  ft  f.,  10  to  30  lbs.;  cons,  day,  80.000  gals.; 
cost,  $14,000;  cost  mtce.,  $500;  wks.  owned  by  Co. 

•RATON,  p.  4,639;  f.  area,  680  a.;  mere  bldgs., 
bk.  ft  stn.,  2  ft  3  stor.;  priv.,  bk.  ft  wd.,  1  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept. — 1  comb.  c.  ft  h.  wag.,  1  c  eng., 
4  c.  hand  ex.,  2  hose  car.;  1  hose  wag.;  2  hn.; 
hose,  cot,  rub.  lined,  gd.,  4.000  ft;  fT  al.,  telp. 
ft  wh.;  val.  equip.,  $7,000;  val.  bldgs.,  $12,000: 
exp.  dept,  $2,600;  tot.  mem.,  22,  2  pd.  mem.,  80 
part  pd.   men. 

Water  Supply — Src,  mountain  strm.,  8  m.  bus. 
cent;  sys.,  grav.;  res.  cap.,  144,000,000  gals.; 
mains,  c.  i.  ft  wd.,  20  to  25  m.,  12  in.  dis.;  46 
hyd.;  76  v.;  met,  264;  925  serv.;  pipe,  galv.  L; 
pres.,  dom.  100  lbs.,  f.  125  lbs.;  cons,  day,  1,000,- 

000  gals.;  cost  $800,000;  cost  mtce.,  $10,500; 
wks.  owned  by  Co. 

ROSWELL,  p.  6,172;  f.  area,  2,000  a.;  bldgs., 
stn.,  bk.  ft  cem.;   wd.  rfs.  not  perm.     F.  dept — 

1  str.,  1  h.  ft  1.  trk.,  1  comb.  e.  ft  h.  wag..  1  hose 
car.,  1  chiefs  buggr,  7  hrs.;  hose,  cot,  rub.  lined, 
gd.,  8.400  ft;  f.  al.,  bell  ft  wh.;  tot  mem.,  9,  6 
pd.  men,  8  part  pd.  men;  undra.  rating,  third  elaaa. 

Water  Supply — ^No  waterwks.  sys. 

SANTA  FE,  p.  6,072;  f.  area,  160  a,:  mere, 
bldgs.,  wd.,  adobe  ft  bk.,  1  ft  2  stor.;  priv..  wd. 
ft  bk.,  1  ft  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft 
combt  ord.  F.  dept — 1  c.  eng.,  2  c  hand  ex.,  1 
h.  ft  L  trk.,  2  hose  car.;  hose,  cot.,  rub.  lined,  gd.. 
1.760  ft;  f.  al.,  bell  ft  telg..  20  bx.;  vaL  equip.. 
$8,800;  val.  bldgs.,  $700;  exp.  dept,  $500;  tot 
mem.,  40  vol. 

Water  Supply — Src,  strm..  8  m.  bus.  cent;  sys., 
grav,;  res.  cap.,  450.000,000  gals.;  maina,  c  ft 
wrt.  i.,  24  m.,  4  to  16  in.  dia.;  44  hyd.;  14  ▼.; 
met.  80:  600  serv.;  pipe,  kalamein;  pres.,  dom. 
80  lbs.,  f.  80  lbs.;  cons.  day.  2,000,000  gals.; 
cost,  $500,000;  cost  mtce.,  $6,000;  wks.  owned  by 
Co. 

SILVER  CITY,  p.  8.217;  f.  area.  640  a.;  mere, 
bldgs.,  bk.  ft  stn..  1  to  8  stor.;  priv.,  bk.,  1  ft  2 
stor.;   wd.   rfs.    perm,    in   f.    area;   fwks.   ft   combt 
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ord.;  causes  of  f.  Idt.  F.  dept — 1  h.  A;  1.  trk.,  1 
e.  eng.,  12  c  hand  ex.,  8  hose  car.;  hose,  cot.,  rub. 
lioed,  gd.t  1,200  ft;  f.  aL,  elec;  tot  mem.,  82 
voL 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  STa., 
frar.  St  pump  to  res.;  res.  cap.,  260,000  gala.; 
pump,  enar.,  class  dup.  k  comp.,  cap.  day  1,000,000 
cals.;  mains,  kaL,  7  m.,  2  to  12  in.  dia.:  26  hyd.; 
14  ▼.:  met,  60;  eerv.,  800;  pres.,  dom.  70  lbs.,  f. 
160  lbs.;  cons,  day,  116,000  gals.;  cost,  $96,000; 
cost  mtce.,  $4,000;  wks.  owned  by  Go. 

SOCORRO,  p.  1,660;  f.  area,  260  a.;  mere, 
bldgs..  bk.,  wd.  k  adobe,  1  JE  2  stor.;  priv..  bk. 
ft  adobe,  1  to  8  stor.;  wd.  rfe.  perm.;  no  fwks.  k 
combt  ord.  F.  dept. — 2  c.  eng.,  1  hose  cart; 
boae,  eot.,  rub.  lined,  gd..  1,000  ft;  f.  a1.,  bell; 
val.  equip.,  $1,800;  val.  bidgSk,  $2,500;  exp.  dept, 
$800;  tot  mem.,  25  rol. 

Water  Supply — Src  ipr.;  ers.,  gray.;  res.  eu>^ 
600,000  gals.;  maina,  8  m.,  2  to  10  in.  dia.;  26 
byd.;  14  v.;  pres.,  f.  40  lbs.;  cost,  $40,000;  cost 
mtce.,  $1,200;  wits,  owned  by  city. 

SPRINGER,  p.  660;  f.  area,  100  a.:  mere,  bldgi., 
bk.,  stn.  k  wd.,  1  k  %  stor.;  priv.,  adobei,  1  stor.; 


wd.  rfs.  pemu;  no  fwks.  k  combt  ord.;  csuks  of 
f.  inv.  F.  dept — 1  c  eng.,  4  hose  wag.,  1  boit 
re^l;  hose,  cot,  rub.  lined,  gd..  1.000  ft;  f.  «L, 
bell;  ?al.  equip.,  $1,000;  raL  Dldga.,  $800;  tip. 
dept,  860;  tot  mem.,  16  rol. 

Water  Supply — Src.,  ditch  k  rec,  H  m.  b«. 
cent:  «ys.,  pump  dir.:  pump,  eng.;  maina.  &  L.  1% 
m..  4  to  6  in.  dia.;  7  byd.:  cost,  $10,000;  «ka 
owned  hr  Co. 

TUSCUMEARE.  p.  4,000.  F.  dept— 1  hm 
cart;  hose,  600  ft;  f.  aL,  firearms;  tot  mcBL,  St 
ToL 

Watar  Supply — Src  welk;  4  blodn  bos.  cent; 
tyn,,  pump  to  stdp.;  stdp.  cap.,  100,000  gala.;  dim., 
27  z  22;  mat,  stl.;  res.  cap..  100,000  gals.;  4 
pump,  eng.,  cap.  day.  1.000,000  gala.;  maim,  10 
m.,  8  to  10  in.  dia.;  49  hyd.:  276  met;  600  serr.; 
pres.,  dom.  441  lbs.,  f.  70  lbs.;  cona.  day,  100,- 
000  gals,;  cost,  $78,000;  cost  mtce.,  $10,000; 
wks.  owned  by  city. 

Places  with  a  populatloD  of  1,000  or  more  bat- 
ing no  organised  fire  dept — ^LincolD.  Finos  Alto*. 
Taos. 

Placea  with  a  population  of  1,000  or  move  not 
reported — Mora. 


NEW  YORK 


ADAMS,  p.  1,468;  mere,  bldga.,  bk.  k  wd.,  1  to 
8  stor.;  priv.,  bk.  k  wd.,  2  stor.:  wd.  rfs.  perm.; 
no  fwks.  k  combt.  ord.;  causes  of  f.  inr.    P.  dept — 

1  band  eng.,  1  h.  ft  L  trk.,  2  hoae  -wag. :  hoae,  oot., 
rob.  Ifaied,  gd.,  2,000  ft;  rub.,  gd.,  400  ft;  inf., 
400  ft;  tot  hoae,  2,800  ft.;  f.  aL,  bell;  TaL  equip., 
$1,200;  vaL  bldgs.,  $8,000;  exp.  dept,  $800;  tot 
mem.,  86  toL 

Water  Supply— -Src.,  spr..  H  m.  bus.  cent.;  sys., 
grav.  k  pump  to  stdp.  dir.;  stdp.  cap.,  116,000 
gals.,  dim.  60  x  20  dia.,  loc.  on  hill  in  village; 
mat,  etL;  res.  cap.,  225,000  gals.,  loc.  at  spr.;  2 
pump,  eng.,  cap.  day,  2,000,000  gals.;  mains,  c  i., 
4H  m.,  4  to  8  in.  dia.;  88  hyd.;  met,  880;  880 
serv.;  pres.,  dom.  60  lbs.,  f.  150  lbs.;  cons,  day, 
100,000  gals,  cost,  $50,000;  cost  mtce.,  $2,000; 
wks.  owned  by  ▼illage. 

ADDISON,  p.  2,004;  t  area,  800  a.;  mere,  bldga., 
bk.,  2  k  S  star.;  priv.,  wd.  k  bk.,  2  ft  8  stor.;  wd. 
rfs.  perm.;  fwks.  k  oombt  ord.  F.  dR»t— •!  b. 
k  1.  trk.,  hose  can;  hose,  oot,  rub.  lined,  gd., 
1,800  ft;  inf.,  200  ft.:  tot  hoae,  2,000  ft;  f.  al., 
bell,  telp.  k  Gamewell;  val.  equip.,  $2,000;  TaL 
bldgs.,  $1,000;   exp.  dept.    $160;   tot   mem,    100 

TOL 

WaUr  Supply — Sre.,  wells  k  str.,  1  m.  bvs. 
eent;  ays.,  grar.  k  pump  to  res.  dfr.;  rea.  eap., 
1,600,000  gala.;  pump,  eng.,  eap.  day  760,000 
g^;  maina,  9^  m.,  4  to  16  in.  dia.;  64  hrd.; 
met,  8;  260  aenr.;  prea.,  dom.  86  Iba.,  t  86  loa.; 
cons,  day,  600,000  gala.;  cost,  $60,000;  cost  mtce., 
$1,000;  wks.  owned  by  Oc 

AKRON,  p.  1,677;  mere,  bldss.,  bk.  k  wd.,  2  ft 
8  stor.;  priv.,  wd.,  2  stor.:  wd.  rfs.  perm.;  fwks. 
ft  combt.  ord.;  causes  of  f.  inr.  F.  dept— 1  h. 
ft  L  trk.,  8  hose  carta;  hoae,  eot,  rub.  lined,  «L, 
2,000  ft;  t  aL,  bell  ft  wh.;  val.  eauip.,  $2,600; 
?aL  bldga.,  $1,000;  exp.  dept,  $200;  tot  mem., 
126  voL 

Water  Supply — Src,  spr.,  1,000  ft  bos.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  100,000  gala.,  dim. 
15  X  75;  rea.  cap.,  60,000  gala.;  2  pump,  eng.,  eap. 
day  600,000  gab.;  mains,  c.  L,  6  m.,  4  to  10  in. 
dia.;  54  hyd.:  425  serv.;  pipe,  galv.  i.;  pres.,  dom. 
90  to  100  Iba.,  f.  120  Iba.;  cons,  dsy,  200,000 
gala.;  coat,  $80,000;  coat  mtce.,  $700;  wks.  owned 
by  city. 

ALBANY,  p.  100,268;  f.  area,  9,600  a.;  mere, 
bldga.,  bk.  ft  wd.,  8  to  10  stor.;  prir.,  bk.  ft  wd., 

2  to  4  stor.;  wd.  rffe.  not  perm,  m  f.  area;  fwka. 
ft  combt  ord.;  cauaea  of  f.  inv.  F.  dept — 6  h.  ft 
L  trie,  11  str.,  10  comb.  e.  ft  h.  wag.,  60  c.  hand 
ex.,  4  aer.  trk.,  1  in  reserve,  2  hose  wag.,  1  chiefs 
auto.,  8  chief  a  wag.,  1  in  reserve,  1  fuel  wag.,  18 
supply  ft  exercise  wag..  67  bra.,  8  in  reserve; 
hose,  cot,  rub.  lined,  gd.,  27,200  ft;  f.  al.,  bell, 
286  bx.;  vaL  equip.,  $296,998;  val.  bldga.,  $186.- 
600;  exp.  dept.,  $191,767;  tot  mem.  196,  pd. 
full  time  165,  pd.  part  time  81. 

Water  Supply — Src,  riv.,  1%  m.  bua.  cent; 
sys.,  grav.  ft  pump  to  rea.;  res.  cap.,  889,879,864 


ria.,  loc  6  m.  dtj;  7  panp.  eng.,  daas  trip,  cl 
comp.  vertical,  eap.  day  70,000^00  gala.;  naim, 
c  L,  188.9  m.,  8  to  42fai.  dia.;  1,108  hyd.;  1.653 
v.;  met.,  4,788:  17,862  serv.;  pipe,  lead;  pna, 
dom.  66  lbs.,  f.  66  lbs.;  cons,  day,  20,814,000 
gala.;  cost,  $2,788,400;  cost  mtce.,  $891,670; 
wks.  owned  by  city. 

AlBION,  p.  5,016;  f.  area,  7.200  a.:  mere, 
bldga.,  stn.  ft  bk.,  2  to  4  stor.;  prir.,  wd.  ft  ceaL, 
1  to  8  stor.;  wd.  rfs.  not  perm.;  fwka.  ft  oooabL 
ord.  F.  dept. — 2  auto.  comb,  c  ft  Au  wsg.,  1 
comb.  c.  ft  h.  wag.,  1  str.,  1  chiefs  ante,  6  c 
hand  ex.,  1  h.  ft  1.  trk.,  2  hose  car.,  6  his.;  hose, 
oot,  rub.  lined,  gd.,  4,100  ft;  inf.,  400  ft;  tot 
hose,  4,500  ft;  f.  aL,  bell,  wh.  ft  telp.;  vaL  eqmpL, 
tl'ZfiSO;  val.  bldgs.,  $16,000;  exp.  dept,  $4,000; 
tot  mem.,  226,  pd.  full  time  '2,  pd.  part  time  S, 
vol.  220;  undra.  rating,  second  claas. 

Watsr  Supply— Src,  wells,  %  m.  bos.  emt; 
ns.,  pump,  to  stdp.;  stdp.  cap.,  260,000  gals, 
dim.  26  X  76,  loc  south  part  of  (own;  oiat,  stL; 
4  pump,  eng.,  eap.  day  760,000  gala.;  maina,  ins, 
10  m.,  6  to  10  In.  dia.;  100  Ig^d.:  40  v.;  wt. 
400;  860  serv.;  pipe,  galv.  L;  pres.,  dom.  60  Iba. 
f.  60  lbs.;  cons,  oay,  260.000  gala.;  eost,  $140,- 
000;  cost  mtce,  $1,400;  wks.  owned  1^  Oo. 

ALDEN,  p.  828.  F.  d«»t— 1  h.  ft  1.  tifc.,  2  how 
carta,  1,000  ft  hoae;  f.  aL.  bcQ;  tot.  mesa.,  76  nL 


Watsr  Supply — Src,  spr.,  1  m. 

rvf,i  atdp.  cap.,  84,828  gals.,  dfm.  12  x  100; 
pump,  eng.,  cap.  day  650.000  gala.;  maina,  c  U 
6  m.,  4  to  12  in.  dia.;  4'8  hyd.;  S9  ▼.;  met.  207; 
207  serv.;  pipe,  c  L;  pres.,  dom.  80  to  45  Iba, 
f.  85  lbs.;  cons,  day,  42,000  gals.;  cost,  $10,000; 
cost  mtce.,  $450;  wks.  owned  by  city. 

ALEXANDRIA  BAY,  p.  1.899:  L  area,  1  sq.  &; 
mere  bldgs.,  stn.,  bk.  ft  wd.,  IH  to  4  star.;  priv* 
wd.,  IH  stor.;  wd.  rfa.  perm,  in  f.  area;  fvA  * 
combt  ord. ;  cauacs  of  f .  Inv.  F.  dept — 2  str.,  1  k 
ft  L  trk.,  4  hose  wag.;  hose,  eot..  rah.  lined,  fi, 
8.000  ft;  f.  al.,  bella;  vaL  equip.,  $9,600:  vsL 
bldga.,  $2,600;  exp.  dept,  $160;  tot.  smb.,  100 
voL 

WaUr  Supply— Src,  St  Uwienco  fir.:  «a, 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  1S8,000  vdi>:  * 
trip,  pumpa;  prea..  dom.  46  Iba.,  f.  115  lbs.;  mete^ 
8%  UL,  4  to  10  in.  dia.;  60  hyd. 

ALFRED,  p.  1,690.  F.  dept — 1  b.  ft  L  tik^  > 
hoae  carta.  1  c  eng.,  1  hand  eng.,  6  hand  ex.,  1.M0 
ft  hose;  f.  si.,  beu;  tot  mem.,  71  voL 

Water  Supply — Src,  wells,  1  m.  bos.  ccaL; 
ays.,  grav.;  rea.  cap..  156,000  gala.;  4  pomp,  ear* 
cap.  aay,  50,000  gals.;  mains,  c  L,  i  m^  t  ta  ^ 
fn.  dia.;  SO  hyd.;  160  met.:  1«0  acrr.;  pi?e. 
galv.  L;  pres.,  dom.  ft  f.  100  lbs.;  coos.  i*r. 
60,000  gals.;  cost,  $14,000;  «ost  mtoc,  90«4. 
wks.  owned  by  village. 

ALLEOANY,  p.  1,286;  f.  area,  200  a.:  fort 
bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  wd.,  1  k  f 
stor.;  wd.  rfa.  perm.;  no  fwks  ft  eombt  OfdL; 
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of  f.  Iny.  (V*.  dept. — 1  h.  «b  1.  trk.,  2  hose  ctrtB, 
1,600  ft  rub.  bote;  f.  «1.,  bell;  v«l.  equip.,  $2,000; 
taL  bldgs.,  $8,000;  tot.  mem.,  85  vol. 

Wattr  Supply — Src..  wells;  wy.,  pump  to  ttdp.; 
•tdp.  ctp.,  240,000  sals.;  pre*.,  100  lbs. 

ALTAMONT.  p.  674;  bldgi.,  wd.  F.  dept— 1 
h.  kh  tik»,  4  MM  cur.;  hoee,  2,100  ft;  tot  mem., 
••  TOL 

Water  Supply— 6rc.,  ret.,  ctp.  76,000,000  «lt.; 
wj9.t  gm?.;  m«ixM,  7^  m.,  S  to  6  !&  dia.;  2-7  bjrd.; 
iHu.  owned  by  city. 

ALTON,  p.  too.  r.  dept— 1  ttr.,  1  h.  ft  L  trie., 
1  boot  waff..  4  bote  car.,  6  hand  ex.,  2,800  ft 
bote;  f.  aL,  bell;  toL 

Wator  Supply — ^Not  reported. 

AMENIA,  p.  060;  mere  bldga.,  wd.,  1  to  8 
ator.;  wd.  rfik  perm,  in  f.  area;  cautea  of  f.  inv.  F. 
dept — 1  b.  ft  L  trie,  2  booe  carta  ft  1  red;  boae, 
cot,  rab.  lined,  gd.,  1,100  ft;  inf.,  000  ft;  tot 
bote,  1,700  fl.:  f.  aL,  bell;  TaL  eoulp.,  $2,000; 
vaL  bldiga.,  $2,600;  ezp.  dept»  $260;  tot  mem., 
46  ToL 

Water  Supply— Src,  mountain  etrm.,  1  m.  bua. 
cent;  ajra.,  nav.,  pump  to  rea.  ft  atdp.;  atdp.  cap., 
100,000  gala.;  rea.  cap.,  400,000  gala.;  pump, 
eng.,  data  trip.,  cap.  nun.  210  gala.;  maJno,  c.  ft 
wit.  L,  1%  m.,  0  in.  dia.;  14  byd.;  4  ▼.;  80  senr.; 
pipe,  galT.  L;  prea.,  dom.  06  lbs.,  f.  66  Iba.;  oona. 
day,  80,000  gala.;  coat,  $16,000;  ooat  mtce.,  $200; 
wkt.  owned  py  Go. 

AMITYVILLE,  p.  2,617;  f.  area,  6  m.;  mere 
bldga.,  wd.,  2  ator.;  priv.,  wd.,  2  ator.;  wd.  rffe. 
penn.;  cauaet  of  f.  inv.  F.  dept. — 1  auto,  hose 
w«g.,  1  h.  ft  1.  trk.,  8  hose  car.*  boee,  cot.,  rub. 
lined,  gd.,  8,000  ft;  f.  al.,  bell,  wh.  ft  telp.; 
nd.  equip.,  $8,600;  val.  bldga.,  $i6,000;,'  tot. 
mem.,   120   toI. 

Water  Supply— Src,  wdla,  M  m.  but.  cent; 
aya.,  grav.  ft  pump,  dir.;  atdp.  cap.,  800,000  gala., 
dim.  20  >  126;  mat,  iron;  2  pump,  eng.,  data 
trip.,  cap.  day,  1,000,000  gala.;  mains,  c.  i.,  11  m., 
•4  to  10  in.  dia.;  "84  hyd.;  80  ▼.;  408  serv.;  pipe, 
wrt.  L;  prea.,  dom.  60  lbs.,  f.  60  lbs.;  cons,  day, 
160,000  gala.;  coat,  $76,000;  coat  mtce.,  ^00; 
wka.  owned  hf  Oo. 

AMSTERDAM,  p.  81,267;  f.  area,  2,600  a.; 
mere,  bldga.,  bk.,  8  ft  4  ator.;  priT.,  wd.,  2  ator.; 
wd.  bldga.  not  perm,  in  f.  area;  cauaea  of  f.  inv. 
F.  dept — 1  atr.,  4  comb.  c.  ft  h.  w«g.,  1  auto, 
oomb.  c  ft  h.  wag.,  1  h.  ft  1.  trk.,  1-2  c.  hand  ex., 
4  Ikmc  carta,  10  bra.;  hose,  oot.,  nib.  lined,  gd., 
8,000  ft;  Qamewell  f.  al.,  bell,  66  bx.;  val.  equp., 
#29,1800;  val.  bldgs.,  $46,000;  exp.  dept,  $81.- 
000;  tot  mem.   28. 

Water  Supply-HSre.,  creek,  21  m.  boa.  cent; 
ajm.,  grav.;  rea.  cap.,  1,600,000,000  gala.;  maina, 
40  m.;  800  met;  646  hyd.:  640  t.;  4,260  aenr.; 

Slpe,  Iron;  prea.,  dom.  90  lot.,  f.   120  Iba.;  oona. 
ay,   8,000,000  gala.;   coat,  $969,288;  ooat  mtce., 
$11,928;  wka.  owned  by  dty. 

ANDOVER,  p.  1,186;  bldga.,  wd.,  bk.  ft  etn.,  1 
to  8  ator.;  prir.,  bk.  ft  wd.,  1  ft  2  ator.;  wd.  rfa. 
perm.;  no  fwka.  ft  combt.  ord.     F.  dept — 1  comb. 

e.  ft  h.  wag.,  1  b.  ft  L  trk.,  1  bote  wag.,  1  boae 
reel;  bote,  cot.,  nib.  lined,  gd.,  1,000  ft;  inf., 
1,000  ft.:  tot  boae,  2,000  ft;  TaL  equip.,  $1,000; 

f.  al.,  beu;  tot  mem.,  60  tqI. 

Water  Supply — Src,  apr.,  1  m.  bua.  cent;  aya., 
frav.;  rea.  cap.,  800,000  gala.;  maina,  c  L,  .6  m.; 
60  hyd.;  prea.,  dom.  86  Iba.,  f.  86  Iba.;  coat,  $26,- 
000;  ooat  mtce.,  $100;  wka.  owned  by  dty. 

ANGELICA,  p.  1,066;  f.  area,  426  a.;  bldga., 
•tn.,  bk.  ft  wd.,  1  to  2  ator.;  wd.  rfik  perm.;  no 
fwks.  ft  combt  ord.  F.  dept — 1  h.  ft  L  trk.,  2 
ho«e  ear.;  bote,  rub.,  gd..  1,600  ft.;  f.  aL.  bell 
A    wb.;   tot  mem.,   86   ▼oi.;  undra.  rating,  fourth 


Water  Supply — Src,  apr.,  6  m.  bua.  cent;  nra., 
grm.-^,  ft  pump  to  atdp.;  rea.  cap.,  1,000,000  gala.; 
pump,  eng.,  cap.  day  800,000  gala.;  maina,  c  L, 
9  m.,  4  to  8  in.  dia.;  40  hyd.;  86  t.;  met,  76; 
250  aerv.;  pipe,  gal  v.  i.;  pree.,  dom.  ift  f.,  00  lbs.; 
cons,  day,  60,000  gals.;  cost,  $88,000;  coet  mtce., 
$000;   wka.  owned  by  city. 

'AMQOliA,  p.  808;  f.  area,  640  a.;  mere,  bldgs., 
wd.,  1  to  2  ator.;  priv.,  wd.,  1  to  2  etor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept — 2  h.  ft  1.  trk.,  1  c.  eng.,  2 
c.     band    ex.,    2    hand    eng.,    2    hose    reels;    hose. 


rub.  lined,  gd.,  1,800  ft;  inf.,  200  ft;  tot  bote, 
1,600  ft;  f.  al.,  wh.  ft  telp.,  2  bx.;  ral.  equips, 
$2,200;  val.  bldga.,  $8,000;   tot   mem.,   60  voL 

Water  Supply— fire,  (Lake  Erie,  8  m.  bua.  cent.; 
ays.,  pump  to  stdp.;  stdp.  cap.,  286,000  gale.;  2 
pomp,  eng.,  cap.  day  200,000  gala.;  mains,  iron,  6 
m.,  4  to  10  in.  dia.;  50  hyd.;  40  v.;  826  met; 
826  serv.;  pres.,  dom.  66  Ibe.;  f.  100  lbs.;  oona. 
day,  200,000  gals.;  cost,  $58,000;  cost  mtce.,  $2,- 
000;  wks.  owned  bv  city. 

ANTWERP,  p.  974;  t  area,  800  a.;  mere  bldga., 
bk.,  2  ator.;  priv.,  wd.,  2%  ator.;  wd.  rfa.  perm.; 
fwka.  ft  combt.  ord.;  cauaea  of  f.  inv.     F.  dept— 

^  ^  Jf  h  ^»  ^  *•  «"?•»  *  ''oae  car.;  boae,  cot, 
rub.  lined,  gd.j  1,000  ft.;  inf.,  260  ft;  tot.  ' 


1,260  ft;  1  ^  bdl;  tot  mem.,  88  voL 

Water  Supply — Src,  riv.,  in  boa.  cent;  nra., 
pump  to  atdp.  ft  dir.;  atdp.  cap..  117,000  gala.; 
pump,  eng.,  cap.  day  864,000  gala.;  maina,  iron, 
8^  m.,  4  to  8  in.  dia.;  46  hyd.;  160  met;  266 
aerv.;  prea.,  dom.  60  Iba.,  f.  146  Iba.;  coat,  $18,- 
600;  wka.  owned  by  dty. 

ARCADE,  p.  2,181.  F.  dept— 1  b.  ft  L  trk.,  1 
boae  Mrt  1  Jumper,  1  c  eng.,  1,400  It  boae; 
f.  al.,  bell;  tot  mem.,  72  voL 

Water  Supply-^rc,  spring,  4  m.  bus.  cent; 
sys.,  grav.;  mains,  c.  i.,  6  m.,  8  to  6  in.  dia.;  84 
hyd.;  |)res.,  dom.  ft  f.  85  lbs.;  cost,  $40,000;  coat 
mtce.,   $75;   wks.   owned   by  city. 

ATHENS,  p.  1,966:  bldga.,  bk.  ft  wd.,  2  ft  • 
ator.;  wd.  rfa.  perm.;  fwka.  ft  oombt  ord.  F.  dept 
— 1  atr..  1  hand  eng.,  1  gas  eng.,  2  c.  hand  ex., 
1  II  ft  1.  trie.,  •2  hose  car.;  hose,  cot.,  rub.  lined, 
gd..  1,160  ft;  rub.,  gd.,  700  ft;  tot  hose,  1,860 
ft;  f.  al.,  bell;  val.  bldgs.,  $7,000;  tot  mem.,  160 
vol. 

Water  Supply — Src,  apr.,  riv..  wdla. 

ATTICA,  p.  1,869;  f.  area,  409  a.;  marc  bldga., 
bk.,  1  to  8  ator.;  priv.,  wd.,  2  ator.:  wd.  rfik  perm.; 
fwka.  ft  combt  ord.;  cauaea  of  f.  inv.  F.  dept— - 
1  hand  en|^.,  1  b.  ft  1.  trk.,  2  bote  car.;  boae,  cot, 
rub.  lined,  gd.,  1,700  ft;  other  kind,  gd.,  600  ft; 
tot  boae,  2,200  ft;  f.  al.,  bell:  val.  equip.,  $8,000; 
exp.  dept,  $800;  tot  mem.,  126  vol. 

Water  8upply--fiqnc,  epr.,  6  m.  bua.  cent;  ara., 
grav.;  rea.  cap.,  14,000,000  gals.;  maina,  c  L,  7H 
m.,  4  to  10  in.  dia.;  40  hyd.;  81  v.:  met,  1;  820 
•erv.;  pipe,  wrt  i;  pree.,  dom.  80  lbs.,  f.  86  Ibc; 
cons,  day,  200,000  gals.;  coat,  $90,000;  coat  mte^.. 
$8,000;  wke.  owned  by  Co. 

AUBURN,  p.  84.668;  I.  area,  9  aq.  m.:  men. 
bldga.,  bk.  ft  atn..  2  to  9  ator.i  priv.,  wd.,  2  ator.: 
wd.  rfa.  perm.;  fwka.  ft  combt  ord.;  cauaea  of  1 
inv.     F.  dept — 2  atr.,  10  c  hand  ex.,  1  aer.  trk., 

1  dty  aerv.  trk.,  2  boae  wag.,  8  comb,  c  ft  b. 
wag..  2  comb,  c  ft  h.  wug.  trk.,  16  bra.;  boae^  cot, 
rub.  lined,  fd.,  8,760  ft;  inf.,  600  ft;  tot  boae. 
i'l^iJ^'*  V  J?-»  OameweU,  67  bx.;  vaL  equip., 
$60,260;  val.  bldga.,  $61,600;  exp.  dept.  $61,178; 
tot  mem.  67,  pd.  full  time  47,  pd.  part  time  10. 

Water  Supply>-Src,  lake,  2  m.  biM.  cent;  nra., 
pump  dir.;  4  pump,  eng.,  cap.  day  40,000.000  gala.; 
maina,  c  L,  66  m.,  4  to  24  in.  dia.;  627  l^d.;  666 
v.;  met,,  400;  6,000  aerv.;  pipe.  mIv.  £;  prea.. 
dom.  60  Iba.,  f.  116  Iba.;  cone,  day,  6,000,000 
gala.;  coat,  $600,000;  coat  mtce.,  $40,000;  wka. 
owned  by  dty. 

AUSABLE  FORKS^-F.  dept  not  reported. 

Water  Supply— Src,  brook  ft  rea.,  %  m.  bua. 
cent;  maina,  c.  L,  8  m.,  6  to  4  in.  dia.;  pipe,  iron; 
prea.,  60  Iba. 

AVOCA.  p.  1,067;  t  area.  100  a.;  mere  bldga., 
pk.  ft  wd.,  1  to  8  ator.;  priv.,  bk.  ft  wd.,  2  ator.; 
wd.  rf$.  peim.  in  f.  area.    F.  dept — 1  b.  ft  L  trk., 

2  hoee  carta;  hose,  cot,  rub.  lined,  gd.,  1,000  ft; 
inf.,  460  ft;  tot  Woae,  1,460  ft;  f.  al.,  bell;  val. 
equ4>.,  $1,600;  vaL  bldga.,  ^1,600;  tot  mem.,  80 

Water  Supply — Src,  apr.  ft  atrm.,  1  m.  bua. 
cent.;  aya.,  grav.;  rea.  cap.,  600.000  gala.;  maina, 
c  L.  7  m.,  6  to  8  in.  dia.;  40  hyd.;  8  v.;  200 
aerv.;  pipe,  wrt  L;  prea.,  dom.  76  Iba.,  f.  76  Iba.; 
coat,  $22,000;  coat  mtce,  $60;  wka.  owned  by 
Corp. 

AVON,  p.  2,068;  t  area,  1,400  a.;  mere  bldga., 
bk.  ft  wd..  1  to  4  ator.;  priv.,  atn.,  bk.  ft  wd., 
2  alor.;  wd.  rfa.  not  perm,  in  f.  area;  fwka.  ft 
combt  ord.;  cauaea  of  f.  inv.  F.  dept — 1  h. 
ft    1.    trk.,    1    c.    eng.,    2    c.    hand    ex.,    8    boae 


c-240 


FIRE  DEPARTMENTS  AND  WATER  SUPPLY— NEW  YORK. 


carte,  4  fan.;  hose,  cot,  nib.  lined,  gd.,  2,d40  ft.: 
rub.,  g6..  150  ft.;  inf..  700  ft.:  tot.  hoee,  3,940 
ft.;  f.  al.,  bell,  wh.  ft  elec.»  4  bz.;  taL  equip., 
$6,000;  val.  hld^.,  $5,000;  exp.  dept.,  $600; 
tot.  mem.,  190  vol. 

Water  Supply^— Src,  lake,  9  m.  boa.  cent.;  afa., 
grav.;  res.  cap,  600,000  g^ls.,  loc.  2  m.  village; 
mains,  iron  k  wd.,  40  m.,  4  to  12  in.  dia.;  47 
hyd. ;  35  v.;  met.,  480;  480  serv.;  pipe,  gfalv.  i.; 
prea.t  dom.  60  lbs.,  f.  7i5  lbs.;  cost.  $101,000;  cost 
mtce..    $2,000;   wks.   owned   by   city. 

BABYLON,  p.  2,600;  f.  area,  4%  a.;  mere, 
bldga.,  bk.  ft  wd.,  1  to  8  ator.;  priv.,  wd.,  2  ator.; 
wd.  lia.  perm,  in  f.  area;  catiaes  of  f.  Inv.  F. 
dept. — 1  h.  ft  1.  trk.,  1  hand  eng.,  2  c.  hand  ex., 
2  ooae  wag.,  2  hoee  carta:  hoae,  cot.,  rub.  lined, 
ffd.,  1.500  ft.:  inf.,  1,000  ft;  tot  hoee,  2,500  ft; 
I.  al.,  bell;  val.  equip.,  $2,000;  val.  bldga.,  $8,000; 
ezp.  dept,  $600;  tot.  mem.,  130  voL 

Water  Supply — Src,  wella,  IVi  m.  bua.  cent; 
aya.,  pump  to  atdp.;  atdp.  cap.,  100,000  gala.; 
pump,  eng.,  cap.  day  1,500,000  gala.;  maina,  c.  L, 
8  m.,  4  to  8  in.  dia.;  68  hyd.;  prea.,  dom.  40  Iba., 
f.  100  Iba.;  coal,  $75,000;  coat  mtce.,  $2,500; 
wka.  owned  by  Sumpawana  W.  W.  Co. 

8AINBRIDGE,  p.  1.159;  f.  area,  10  a.;  mere 
bldga.,  bk.  ft  wd.,  IH  to  8  ator.;  priv.,  bk.,  8 
ator.;  wd.  rfa.  perm,  in  f.  area;  cauaea  of  f.  Inv. 
P.  dept. — 1  h.  ft  1.  trk.  with  4  ex.,  8  hoae  carta; 
hoae,  cot.,  rub.  lined,  gd.,  2,000  ft;  f.  aL,  beU; 
ezp.  dept,  $400;  tot  mem.,  60  voL 

Water  Supply— Src.,  creek  ft  apr.,  2Vi  m.  bua. 
cent;  aya.,  grav.  ft  pump  to  rea.;  rea.  cap.,  120,000 
gala.;  maina,  c.  i.,  8  m.,  6  to  8  in.  dia.;  28  hyd.; 
prea.,  dom.  40  Iba.,  f.  80  Iba.;  coat,  $89,000;  coat 
mtce.,  $200;  wka.  owned  by  city. 

eALDWIfJ,  p.  1,200;  f.  area,  4,000  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2V4  stor.;  priv.,  wd.,  2^  stor.; 
wd.  rf«.  perm,  in  f.  area;  fwks.  ft  combt.  ord. ; 
causes  of  f.  inv.  iF.  dept. — 6  c.  hand  ex.,  1  h. 
ft  1.  trk.,  2  hose  war.;  hose,  cot.,  rub.  lined,  gd., 
1,000  ft;  f.  al.,  wh.  ft  telp. ;  ^-al.  equip.,  $5,- 
000;  val.  bldg«.,  $5,500;  exp.  dept,  $1,000;  tot 
mem.,  150  vol. 

Water  Supply — Hand  pump. 

BALDWINSVILLE,  Onondaga  Oa,  p.  8,899; 
mere,  bldga.,  bk.,  8  ft  8  ator;  priv.,  wd.,  IVi  ft  2 
ator.:  wd.  rte.  not  perm.  F.  dept. — 1  atr.,  1  h.  ft 
L  trk.,  1  hoae  wag.,  5  hoee  car.;  hoae,  cot,  rub. 
lined,  gd.,  1,600  ft;  linen,  gd.,  600  ft;  rub.,  sd., 
800  ft.;  tot.  hoae,  2,800  ft;  f.  al.,  bell;  vaL  eqmp., 
$6,000;  val.  bldga.,  $1,600;  ezp.  dept,  $660;  tot 
mem.  11,  pd.  part  time. 

Water  Supply — Src,  wella,  %  m.  bua.  cent;  aya., 
pump  to  atdp.;  atdp.  cap.,  117,000  gala.,  dim.  20  x 
50;  mat,  stl.;  4  pump,  eng.,  cap.  day,  1,584,000 
gals.;  mains,  c.  i.,  11  m.,  4  to  1^  in.  dia.;  81  hyd.; 
30  v.;  met.,  100:  792  serv.;  pipe,  ff>lv.  i.;  pres., 
dom.  86  Iba.,  f.  86  Iba.;  coat,  $60,000;  coat  mtce., 
$6,060;  wka.  owned  by  city. 

8ALLST0N    SPA,    p.    4,188;    f.    area,    640    a.; 

mere,  bldgs.,  bk.  ft  wd.,  1  to  3  stor.;  priv.,  bk.  ft 
wd.,  1  to  3  stor.;  wd.  rfs.  perm.;  fwka.  ft  combt. 
ord.  F.  dept. — 2  c.  hand  ex.,  1  hoee  wag.,  1  h.  ft 
1.  trk.,  4  hose  car.;  hoee,  rub.  lined,  gd.,  2,800  ft.; 
f.  al..  bell  ft  wh.;  val.  equip.,  $5,200;  val.  bldgs., 
$5,000;  exp.   dept.,  $100;  tot.   mem.,   100   vol. 

Water  Supply — Src.,  apr.;  aya.,  grav.;  rea.  cap., 
150,000  gala.;  maina,  16  m.,  8  to  12  in.  dia.; 
140  hrd.;  80  v.;  1  met;  prea.,  f.  80  to  120  Iba.; 
coat,  $160,000;  coat  mtce.,  $600;  wka.  owned  by 
village. 

BATAVIA,  p.  11,618;  mere  bldga.,  bk.,  8  ator.; 
priv.,  wd..  2  ator.;  wd.  rfa.  not  perm.;  fwka.  ft 
combt.  ord.  F.  dept — 6  c.  hand  ex.,  6  hoae  carta; 
hoee,  cot,  rub.  lined,  gd.,  6,800  ft.;  inf.,  800  ft.; 
tot  hoae,  6,100  ft;  f.  aL,  Gaynor,  29  bz.;  vaU 
equip.,  $160,000;  tot  mem.,  160  voL;  undra.  rat- 
ing,  second  claaa. 

Water  Supply — Src.,  creek,  in  bua.  cent;  aya., 
pump  dir.;  2  pump,  eng.,  cap.  day  4,000,000  gala.; 
maina,  wd.  ft  iron,  16  m.,  4  to  12  in.  dia.;  180 
hyd.;  60  v.;  met,  46;  400  aerv.;  pipe,  iron;  cona. 
day,  1,597,012  gala.;  coat,  $188,444.22;  coat 
mtce.,  $5,000;  wka.  owned  by  city. 

BATH,  p.  8,884;  f.  area,  820  a.;  mere,  bldga., 
bk.;  wd.  rfa.  perm.;  no  fwka.  ft  combt  ord.;  cauaea 
of  f.  not  inv.  F.  dept. — 1  h.  ft  L  trk.,  4  hoee  car.; 
hoae,  gd.,  2,600  ft.;  f.  al.,  bell;  vaL  equip.,  $4,000; 


vaL  bldga.,  $4,700;  ezp.  dept,  $776.97;  tot 
120  vol. 

Water  Supply  flrc,  well,  1^  m.  bus.  cent;  lyL, 
pump  to  res.;  res.  cap..  300.000  gals.;  2  pomp, 
eng.,  cap.  day  1,700,000  gals.;  maina,  8\^  m.,  4 
to  10  in.  dia.;  90  hyd.;  SO  v.;  met,  400;  671 
ser\'.;  pres.,  dom.  80  lbs.,  f.  90  to  100  lbs.;  cona. 
day,  200,000  gala.;  coat,  $100,000;  wka.  owned 
by  priv.  Co. 

BAYPORT,  p.  760.  F.  dept.— 1  h.  ft  L  trk..  f 
hoae  carta,  1,400  ft  hoae;  t  aL,  bell;  tot  mem.. 
60  ToL 

Water  Supply — ^Not  reported. 

BAY  SHORE,  p.  8,600;  L  area.  1,600  a.;  Udp^ 
wd.,  1  to  8  stor. ;  wd.  rfs.  perm.  F.  dept.— <4  c  hand 
ex.,  1  h.  ft  1.  trk.,  2  hoae  wag.,  2  hoae  carts;  hose, 
cot.,  rub.  lined,  gd.,  4,000  ft.;  rub.,  gd.,  800  ft.; 
tot  hoee,  4,800  ft;  f.  al.,  bells  ft  wh.;  vaL  equip.. 
$6,000;  val.  bldga.,  $4,000;  exp.  dept,  $700;  tot 
mem.,  90  vol. 

Water  Supply — Src,  wella;  aya.,  pump  to  abto.; 
atdp.  cap.,  862,000  gala.;  2  pump,  eng.,  eap.  day 
2,000,000  gala.;  maina,  26  m.,  4  to  10  in.  dia.; 
228  hyd.;  ISO  v.;  prea.,  f.  66  Iba.;  coi«,  $800,000; 
wka.  owned  by  Oo. 

BAY  SIDE,  p.  8,600;  f.  area,  5  aq.  m.;  bmk. 
bldga.,  bk.,  atn.  ft  wd.,  2  to  8  ator.:  pnv.,  bk.,  ita. 
ft  wd.,  1  to  8  ator.;  wd.  rfa.  peim.  m  f.  area;  fwka 
ft  combt.  ord.;  cauaea  of  f.  inv.  F.  dept — 1  atr.,  1 
b.  ft  1.  trk.,  4  c.  hand  ex.,  1  hoae  wag.,  1  hoae  oar., 
2  bra.;  hoee,  cot.,  rub.  l^ed,  gd.,  8,500  ft;  L  aL, 
telg.  ft  bell,  12  bx.;  vaL  equip..  $1,600;  vaL  bklp., 
$2,500;  tot  mem.,  72  voL 

BELFAST,  p.  2,000.  F.  dept — 1  band  cof..  1 
hoae  cart,  800  ft  hoee. 

Watar  Supply — ^Not  reported. 

BELMONT,  p.  1,094;  f.  area,  640  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  ator.;  wd.  rte. 
perm.;  fwks.  ft  combt  ord.;  cauaea  of  L  inv. 
F.  dept — 2  band  eng.,  2  hoae  carta;  hoee,  cot. 
rub.  lined,  gd.,  2,100  ft;  inf.,  600  ft;  tot 
hose,  2,600  ft;  f.  al.,  telp.  ft  wh.;  val.  equip., 
$1,200;  vaL  bldgs.,  $2,200;  exp.  dept,  $100;  tot 
mem.,    60    vol. 

Water  Supply — Src,  spr.,  4  m.  bua.  cent;  vu 

Trav.;  res.  cap.,  600,000  gals.;  maina.  9  m.,  4  to 
0  in.  dia.;   50  hyd.;   100  aerv.;  prea.,  f.  75  lbs.; 
coat.  $82,000;  wks.  owned  by  village. 

BERQEN,  p.  1,631.  F.  dept — 2  hand  c.  CBf.,  1 
hose  cart.  1  hose  wag.,  1  hand  eng.,  1,000  ft 
hoae;  f.  aL,  bell;  tot  mem.,  50  voL 

Watar    Supply — Src,    wella,    H    m.    bus.    cent 
sya..  grav.;  si  dp.  cap..  63,450  gala.;  dim.,  12  z  75 
mat,  8tL;   2  pump,  eng.,  cap.  day,   720,000  gals, 
maina,  c  L,  S%   m.,  4  to  8  in.  dia.;  29  hyd.;  U 
v.;    1    met;    100   serv.;   pipe,  galv.   L;   prea.,  doai. 
50   Ibe.,   f.    80   lbs.;   cons.   day.   26.000  gals.;  oast, 
$22,000;     coat,     mtce.,     $2,«55;     wka.     owned    by 
village. 

BERLIN,  p.  700;  f.  area.  ^  eq.  m.;  wd.  rfi. 
perm,  in  t  area;  fwks.  ft  combt.  ord.;  eauaes  of 
f.  inv.  F.  dept. — 2  hoae  carta,  ladders,  etc;  bocc. 
cot.  rub.  lined,  gd.,  950  ft;  inf.,  60  ft;  tot  bote, 
1,000  ft.;  f.  aL,  bell;  val.  equip.,  $800;  exp.  dept.. 
$100;   tot.   mem.,   30   voL 

Watar  Supply — Src,  pond.  1  m.  boa.  ceat; 
8>'B..  gnv.;  18  hyd.;  prea..  f.  98  Iba.;  wki. 
owned  by  priv.  Co. 

BINGHAMTON,  p.  48,448;  f.  az«a.  9^  SQ- 
m.:  mere  bldgs.,  stn.,  cem.  ft  bk..  8  to  12  stor.; 
priv..  cem.,  bk.  ft  wd.,  2  stor.;  wd.  rfs.  penn.  is 
f.  area.  F.  dept. — 3  str.,  14  hand  ex.,  2  eoeib. 
c  ft  h.  wag.,  8  auto.  comb,  c  ft  h.  wag^  1 
aer.  trk.,  1  hoae  wag.,  1  dty  aerv.  trk..  18  us.; 
hose,  cot,  rub.  lined,  gd.,  8.000  ft.;  fair,  4.<H>0 
ft;  tot  hoae.  12,000  ft.;  f.  aL,  beH.  113  bx: 
exp.  dept,  $66,567;  tot  mem.,  54,  pd.  fall  tisK 
51.  pd.  part  time  8. 

Water  Supply — Src,  riv.,  1  m.  bua.  cent;  v%^ 
pump  dIr.;  8  pump,  eng.,  cap.  daj  86.000.000 
gals.;  mains,  c.  L.  93  m..  4  to  SO  in.  dia.;  8i^ 
hyd.;  1.432  v.;  8.681  met;  10,417  aerv.;  pipe 
galv.  L;  prea.,  65  to  75  lbs.;  cona.  daj,  7.000.0M 
gals.;  cost  $1,041,000;  coat  mtce,  $66,000;  wki. 
owned  by  dty. 

BLACK  RIVER,  p.  916;  f.  area,  175  a.;  arert 
bldgs..  bk.  ft  wd.;  wd.  rfa.  perm.;  fwks.  ft  eamhL 
ord.;  eauaes  of  f.  inv.  F.  dept — 2  hoae  wag.,  hoae 
cot,  rub.  lined,  gd..  1,200  ft;  inf.,  500  ft;  tot 
hoee,  1,700  ft;  f.  al.,  telp.  ft  elec,  5  bx.;  nl 
equip.,  $800;  val.  bldga.,  $500;  tot  meaa.,  80  voL 
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Water  Supply — Src,  spr.;  qn.,  pump  dir.;  6 
pump,  eog.,  cap.  day  2,160,000  gala.;  mains,  iron, 
4  nu,  4  to  10  in.  dia.;  28  hyd.;  pres.,  f.  180  to 
200  lbs.;  cost,  $27,800;  cost  mtce.,  |100;  wka. 
owned  by  Tillage. 

BOLIVAR,  p.  1,S18;  f.  area,  160  a.;  bldgs., 
wd.,  1^  ft  2  stor.;  wd.  rfs.  perm.;  fwka.  JE 
combt  ord.  F.  dept. — 4  hose  car.;  hose,  cot.. 
rub.  lined,  gd.,  1,750  ft.;  inf.,  600  ft.;  tot  hose, 
2,260  ft.;  f.  al.,  bell;  vaL  equip.,  $1,500;  val. 
bld^,  $2,600;  exp.  dept.,  $200;  tot.  mem.,  100 
?oL 

Water  Supply — Src.,  tpr.  it  artesian  wells;  ^ys., 
grav.;  res.  cap.,  254,000  gals.;  mains,  &  L,  6 
m.,  4  to  8  in.  dia.;  9S  hyd.;  pres.,  f.,  85  libs.;  cona. 
day,  10,000  gals.;  cost.  $18,000;  cost  mtee., 
$1,500;  wks.  own<id  by  Co. 

BOONVILLE,  p.  1,794;  mere,  bldgs.,  bk.  k  wd., 
1%  to  3H  stor.;  priv.,  bk.  A  wd.,  2  stor.;  wd. 
rfs.  perm.;  causes  of  f.  inv.  F.  dept. — •!  c.  eng., 
1  hsnd  eng.,  2  c.  hand  ex.,  2  h.  ft  1.  trk.,  2  hose 
carts,  1  sleigh;  hose,  cot.,  rub.  lined,  gdL,  2,000 
ft.;  f.  al.,  bell;  exp.  dept.,  $200;  tot.  mem.,  100 
vol. 

Water  Supply — Src,  brook;  sys.,  grar.;  ret.  cap., 
7,000,000  gals.;  mains,  8  m.,  4  to  12  in.  dia.; 
57  hyd.;  8  v.;  met.,  200;  470  senr.;  pres.,  dom. 
ft  f.  65  to  100  lbs.;  oons.  day,  200,000  gala.; 
cost,  $58,000;  wks.  owned  by  city. 

BREWSTER,  p.  1,296;  f.  area,  \  sq.  m.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  prir.,  stn.,  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 2  c  hand  ex., 
1  h.  ft  1.  trk.,  8  hose  reels;  hose,  cot.,  rub.  lined, 
gd.,  1,800  ft;  inf.,  150  ft;  tot.  hose,  1,960  ft; 
f.  al.,  bell  ft  wh.;  val.  equip.,  $6,000;  vsil.  bldgs., 
$1,500;  exp.  dept,  $4^50;  tot.  mem.,  80  vol.; 
undre.   rating,   flfrst   class. 

Water  Supply — Src,  spr.;  eys.,  grav.;  res.  cap., 
815,000  gals.,  loc.  200  ft.  above  village;  2  pumps, 
cap.  14,600  gals,  hour;  64  hyd.;  mains,  4  m.,  6 
to  8  in.  dia.;  wka.  owned  by  vulage. 

SROADALSm,  p.  1,000;  f.  area,  500  a.  F. 
dept. — 2  c.  eng.,  4  c.  hand  ex.;  val.  equip.,  $1,000; 
val.  bldgs.,  $000;  exp.  dept,  $260;  tot  mem.,  3S 
vol. 

Water  Supply— (Not  reported. 

BROCKPORT,  p.  8,679;  f.  area,  100  a.:  mere 
bldgs.,  bk.;  priv.,  wd.;  wd.  rfs.  perm.;  no  fwks.  ft 
combt  ord.;  causes  of  f,  not  inv.     F.  dept — 1  str., 

1  hand  eng.,  1  c.  eng.,  il  h.  ft  1.  trk.,  1  comb,  c 
ft  h.  wag.,  6  hose  car.;  hose,  cot,  rub.  lined,  gd., 
3,000  ft:  inf.,  1,000  ft;  tot  hose,  4,000  ft;  f. 
al.,  bell  ft  wh.;  tot  mem.,  500,  pd.  full  time  5, 
voL    495. 

Water  Supply— Src,  Lake  Ontario,  10  m.  bus. 
cent;* sys.,  pump  to  stdp.;  stdp.  cap.,  250,000  gals., 
dim.  24  x  75,  mat  iron;  res.  cap.,  •1,500,000  gala.; 

2  pump,  eng.,  oap.  day  1,500,000  gal«.;  mains, 
c.  i.,  17  m.,  4  to  14  in.  dia.;  86  hyd.;  met,  775; 
1,187  aerv.;  pipe,  c.  1.;  pres.,  dom.  ft  f.,  80  lbs.; 
cons,  day,  400,000  gals.;  cost  $287,000;  wks. 
owned   by  town. 

BROCKTON,  p.  1,181;  f.  area,  2  sq.  m.;  mere, 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  causes  of  f.  inv.  F.  dept — 24 
c.  hand  ex..  2  hose  wag.;  hose,  cot.,  rub.  lined, 
gd,,  2,000  ft;  f.  al.,  elec.,  11  bx.;  tot  mem.,  48 
▼oL 

Water  Supply — Sre..  spr.;  sys.,  grav.;  cap.  res., 
18,000,000  gals.;  66  hyd.;  8  met;  pipe,  9  m.,  4, 
4}  &  12  in.  dia.;  pres.,  100  lbs.;  cost,  $82,000; 
cost   mtce.,  $800. 

BROOKFIELD,  p.  850;  f.  area,  60  a.;  wd.  rfs. 
perna.  in  f.  area;  fwks.  ft  combt.  ord.;  causes  of 
f.  inT.  F.  dept. — 1  hand  eng.,  1  c  eng.,  4  c. 
hand  ex..  1  h.  ft  1.  trk.,  2  hrs.;  f.  al.,  elec:  val. 
equip.,  $1,000;  val.  bldgs.,  $300;  exp.  dept,  $200; 
tot.    mem.,    30   vol. 

V^ater  Supply — Src  cisterns. 

BROOKLYN  (Greater  New  York),  p.  1,696,990; 
f.  area,  60,000  a.;  mere,  bldgs.,  iron,  stn.  ft  bk., 
3  to  16  stor.;  priv.,  bk.  ft  wd.,  av.  8  stor.;  wd. 
rfa.  perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept — 104  str.,  5  c  eng.,  1  gas 
eng:.,  1  arch,  eng.,  19  comb.  c.  ft  h.  wag.,  8.16 
c.  hand  ex.,  63  h.  ft  1.  trk.,  28  aer.  trk.,  2 
water  towers,  2  f.  boats,  lO'O  hose  wag.,  598 
hrs.;  hose,  cot,  rub.  lined,  gd.,  78,000  ft;  rub., 
^.,      100,000     ft;     inf.,     68,000     ft.;    tot.     hose. 


24*6,000    ft;    f.    al.,    Gamewell,    1,621    bx.;    tot. 
mem.,  2,053,  pd.  full  time. 

Water  Supply — Src,  strm.  ft  driven  wells.  6  to 
27  m.  bus.  cent;  sys.,  pump  to  res.,  stdp.  ft  dir.; 
stdp.  cap.,  111,500  gals.,  dim.  16  x  75,  mat  stl. 
ft  stn.;  res.  cap.,  840,000,000  gala.,  loc  at  Mt 
Prospect  ft  Ridgewood;  86  pump,  eng.,  cap.  dsy 
800,000,000  gals.;  mains,  c  i.,  986  m..  4  to  48 
in.  dia.;  16,700  hyd.;  19,600  v.;  21,700  met.; 
161,200  serv.;  pipe,  lead  ft  wrt.  i.;  pres.,  dom.  35 
lbs.,  f.  85  lbs.;  cons,  day,  140,000,000  gals.;  cost 
$87,000,000;  cost  mtce.,  $2,600,000;  wka.  owned 
by  city. 

BUFFALO,  p.  428,716;  f.  area,  42  sq.  m.; 
mere  bldgs.,  stn.,  bk.,  wd.  ft  iron,  8  to  12  stor.; 
priv.,  Btn.,  bk.  ft  wd.,  1%  to  4  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept — 82  str.,  7  c  eng.,  2  water  towers, 
68  hand  ex.,  12  h.  ft  1.  tik.,  8  aer.  trk.,  8  f.  boats, 
80  hose  wag.,  4  comb.  c.  ft  h.  wag.,  265  hra.; 
hose,  cot,  rub.  lined,  gd.,  101,000  ft;  f.  aL, 
Gamewell,  750  bx.;  vaL  equip.,  $709,718;  vaL 
bldgs.,  $808,862;  exp.  dept,  $1,108,279;  tot 
mem.,  680,  pd.  full  time. 

Water  Supply — Src,  Lake  Erie;  sys.,  pump  dir.; 
res.  cap.,  116,213,827  gals.,  loc.  in  city;  10  pump, 
eng.,  cap.  day  212,000,000  gals.;  mains,  c.  L. 
664%  m.,  4  to  48  in.  dia.;  5,826  hyd.;  10,066 
v.;  8,702  met;  79,809  serv.;  pipe,  lead  ft  c  L; 
prea.,  dom.  80  Iba..  f.  80  lbs.;  cons,  day,  189,- 
581,015  gals.;  cost  $14,882,802;  cost  mtce.,  $486,- 
705;  wks.  owned  by  dty. 

CAIRO,  p.  500;  f.  area,  600  a.;  mere,  bldgs., 
wd.,  1  ft  2  stoc.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  no  fwks.  ft  combt.  ord.; 
causes  of  f.  iuv.  F.  dept — 1  hand  enflr-,  4  hose 
carts,  1  b.  ft  1.  trk.;  hose,  cot,  rub.  lined,  gd., 
1,250  ft;  inf.,  450  ft;  tot  hose,  1,700  ft;  f.  al., 
bell  ft  telp.;  vaL  equip.,  $1,100;  vaL  bldgs., 
$1,000;   exp.   dept,   $200;  tot   mem.,   46  voL 

Water  Supply— 6rc.,  res.;  sy«.,  grav.;  25  hyd.; 
18  v.;  pres.,  dom.  46  lbs.,  f.  40  to  60  lbs.;  cost, 
$84,000;  cost  mtce.,  $26  to  $50;  wka.  owned 
by  Co. 

CALEDONIA,  Livingston  Co.,  p.  1,290;  mere, 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
not  perm.;  no  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept — 2  c  hand  ex.,  1  h.  ft  L  trk.,  86 
buckets,  2  hose  car.;  hose,  cot,  rub.  lined,  gd., 
2,000  ft;  f.  al.,  bell;  val.  equip.,  $2,500;  exp. 
dept,  $500;  tot  mem.,  60  voL 

Water  Supply — Src,  well,  %  m.  bus.  cent;  sys., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  110,000  gals., 
dim.  12  X  125;  pump,  eng.,  cap.  day  600,000  gals.; 
mains,  3^  m.,  4  to  10  in.  dia.;  40  hyd.;  80  v.; 
197  serv.;  pres.,  dom.  60  lbs.,  f.  100  lbs.;  cost, 
$22,000;  wks.  owned  by  town. 

CAMBRIDQE,  p.  1,528;  mere  bldgs.,  bk.  ft  wd., 
2  ft  3  stor.;  priv.,  wd.,  2  stor.;  wd.  rifs.  perm,  in 
f.  area;  combt  ord.;  causes  of  f.  inv.  F.  dept. — 
1  h.  ft  1.  trk.,  1  hand  eng.,  2  c.  hand  ex.,  3  hose 
carta;  hose,  rub.  lined,  gd.,  2,000  ft;  inf.,  600 
ft;  tot  hose,  2,500  ft;  f.  al.,  bell;  val.  equip., 
$2,500;  vaL  bldgs.,  $2,000;  exp.  dept,  $700;  tot 
mem..  80  vol. 

Water  Supply — Src,  spr.;  sys.,  grav.  ft  pump 
to  res.;  res.  cap.,  8,000,000  gals.;  pump,  eng., 
cap.  day  500,000  gals.;  mains,  6^  m.,  6  to  8 
in.  dia.;  44  hyd.;  met,  170;  pres.,  dom.  86  lbs., 
f.  86  lbs.;  cost,  $48,000;  cost  mtce.,  $600;  wks. 
owned  by  Co. 

CAMDEN,  p.  2,153;  f.  area,  40  a.;  mere,  bldgs., 
bk.,  2  ft  8  stor.;  priv.,  wd.  ft  bk.,  2H  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ord.;  causes  of 
f.  inv.  F.  dept — 1  h.  ft  L  trk.,  1  aer.  trk.,  2 
hose  car.;  hose,  rub.  lined,  g^M  950  ft;  rub.,  gd., 
400  ft;  inf.,  460  ft;  tot.  hose,  1,800  ft;  f.  aL, 
bell;  vaL  equip.,  $3,600;  val.  bldgs.,  $10,000; 
exp.  dept,  $500;  tot.  mem.,  76  vol. 

Water  Supply — Src,  spr.  ft  brook,  8%  miles  bus. 
cent;  sys.,  grav.;  res.  cap.,  160,000  gala.,  loc 
3Vi  m.  northeast  town;  mains,  c  i.,  10  m.,  4  to 
12  in.  dia.;  50  hyd.;  400  serv.;  pipe,  iron;  pres., 
dom.  76  lbs.,  f.  75  lbs.;  cost,  $53,032;  wks.  owned 
by  village. 

CANAJOHARIE,  p.  2,273;  mere  bldgs.,  stn.,  bk. 
ft  wd.,  2  ft  3  stor.;  priv.,  wd.,  2  ft  8  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept — ^1  str.,  3  c  hard  ex.,  1  h.  ft  I.  trk., 
4  hose  carts;  hose,  cot,  rub.  lined,  gd.,  5,000  ft.; 
f.  al.,  elec.  wh.,  14  bx.;  tot.  mem.  100  vol. 
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Wlator  Supply — Src,  spr.,  18  m.  but.  cent.; 
ays.,  gnv.;  res.  cap.,  2,600,000  ffftls.,  loc.  8,800 
ft.  back  ptunping  station;  ^  pump,  eng.,  (daas  trip., 
cap.  day,  2,000,000  gals.;  mains,  w<L,  stave  k  c 
L,  16V^  m.,  4  to  12  in.  dia.;  68  nyd.;  88  r.;  met., 
0;  afiO  serv.;  pipe,  galv.  i.;  prea.,  dom.  60  to  120 
lbs.,  f.  75  to  160  lbs.;  cona.  day,  886,000  gals.; 
coat,  ^260,000;  cost  mtce.,  $8,000;  wka.  owned  by 
city. 

CANANDAIGUA,  p.  7,217;  f.  area,  2,600  a.; 
in«e.  bldga.,  bk.,  2  to  4  ator.;  priv.,  wd.,  2  stor.: 
wd.  rfa.  not  perm.;  fwka.  k  combt  ord.;  cauaea  or 
f.  inr.  F.  dept. — 1  atr.,  2  hand  eng.»  1  comb, 
c  A  b.  wag.,  2  h.  ft  1.  trie.,  6  hose  carta,  6  bra.; 
hose,  cot.,  rub.  lined,  gd.,  8,000  ft.;  1  aL,  Oame- 
well,  27  bx.;  val.  equip.,  $10,000;  vaL  bldgs., 
$7,000;  cxp.  dept.,  $1,700;  tot.  mem.,  260  vol.; 
ondra.  rating,  third  daas. 

Wattr  Supply — Src.,  lake,  8  m.  bus.  cent.;  ays., 
pump  to  rea.;  2  pump,  eng.,  cap.  day  2.000,000 
gals.;  mains,  c.  i.,  24 H  m.,  4  to  16  in.  ala.;  198 
hyd.;  288  v.;  1,676  met.;  1,666  aerv.;  pipe,  galr. 
L;  pres.,  dom.  ft  f.,  60  to  120  Iba.;  cona.  day, 
826,000  gala.;  coat,  $166,680;  coat  mtce.,  $14,- 
840;  wka.  owned  by  city. 

CANA8ERAGA,  f.  area,  764  a.  F.  dent—l  h. 
ft  1.  trk.,  2  hose  carta;  hose,  1,800  ft.;  Tal.  equip., 
$1,800;  TaL  bldgs.,  $1,600;  ezp.  dept.,  $100;  tot. 
mem.,  80  toL;  undra.  rating,  third  daaa. 

Watar  Supply — Src.,  apr.;  sys.,  mr,;  29  hyd.; 
65  v.;  mains,  5H  m.;  prea.,  dom.  100  lbs.,  f.  100 
lbs.;  coat,  $14,000;  coat  mtce.,  $600;  wka.  owned 
by  ci^. 

CANASTOTA,  p.  8,247;  f.  area,  640  a.;  mere, 
bldga.,  bk.  ft  wd.,  2  ft  8  stor.;  prir.,  wd.,  2  ator.; 
wd.  rfa.  not  perm.  In  f.  area;  causes  of  f.  inr. 
F.  dept — 1  atr.,  1  h.  ft  L  trk.,  8  c.  hand  ex.,  4 
hose  car.,  2  hrs.;  hoae,  cot.,  rub.  lined,  gd.,  8,000 
ft;  inf.,  1,000  ft;  tot  hose,  4.000  ft;  f.  al., 
bell  ft  wh.;  val.  equip.,  $5,600;  val.  bldga.,  $4,000; 
eip.  dept.,  $1,000;  tot  mem.,  76  vol. 

Watar  Supply — Src,  creek,  apr.;  ays.,  grav.;  rea. 
cap.,  7,000,000  gala.;  1  pump,  eng.,  cap.  day, 
850,000  gala.;  mams,  12  m.,  4  to  16  in.  dia.;  88 
hyd.;  42  v.;  700  serv.;  pres.,  dom.  100  Iba.,  f.  110 
lbs.;  cons,  day,  400,000  gala.;  wka.  owned  by  city. 

CANDOR,  p.  787;  f.  area,  1.000  a.;  mere,  bldga., 
wd.  ft  bk.,  1,  2  ft  8  stor.;  priv.,  wd.,  2  ator.;  wd. 
rfa.  perm.;  fwks.  ft  combt.  ord.  F.  dept — 1  hand 
eng.,  2  hose  car.;  hoae,  cot,  rub.  lined,  gd.,  800 
ft;  rub.,  gd.,  200  ft;  tot  hose.  1,000  ft.;  f.  aL, 
bell;  val.  eouip.,  $1,200;  val.  bldgs.,  $800;  tot 
mem.,  66  vol. 

Water  Supply — Src,  spr.,  IVi  m.  bus.  cent; 
ays.,  grav.;  res.  cap.,  600,000  gala.;  maina.  iron, 
4  m.;  44  hyd.;  20  v.;  prea.,  dom.  87)4  loa..  f. 
87 V4  lbs.;  cona.  day,  10,000  gals.;  cost,  $28,000; 
wks.  owned  by  city. 

CANiSTEO,  p.  2,269;  f.  area,  H  Ta.;  mere 
bldga.,  bk.  ft  wd.,  2  ft  8  stor.^  priv.,  bk.  ft  wd., 
2  ator.;  wd.  rfa.  not  perm,  in  f.  area;  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  atr.,  1  h.  ft  L  trk., 
6  hose  car.;  hose,  cot,  rub.  lined,  gd.,  2,000  ft; 
inf.,  800  ft.;  tot  hose,  2.800  ft;  f.  aL,  bell  ft 
wh.;  val.  equip.,  $60,000;  vaL  bldga.,  $6,000;  ezp. 
dept,  $600;  tot  mem.,  160  voL 

Water  Supply — Src,  spr.,  2  m.  bus.  cent;  ays., 
grav.;  res.  cap.,  2,000,000  gala.,  loc.  on  hill; 
mains,  c  1.,  8  m.,  4  to  10  in.  dia.;  60  hyd.;  86 
v.;  met,  270:  '680  serv.;  pipe,  galv.  L  ft  lead; 
prea.,  dom  ft  i.  71 H  lbs.;  wks.  owned  by  Co. 

CANTON,  p.  2,701;  mere  bldgs.,  bk.  ft  wd.,  2 
ft  8  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt.  ord.;  cauaea  of  f.  not  inv. 
F.  dept. — 1  atr.,  2  c.  hand  ex.,  1  hose  wag.,  2 
hose  car.,  2  hra.;  hose,  cot,  rub.  lined,  gd.,  2,400 
ft;  inf.,  600  ft;  tot  hose.  8,000  ft;  f.  al.,  bell 
ft  wh.;  vaL  equip.,  $7,600;  val.  bldga.,  $8,000; 
exp.  dept,  $400;  tot  mem.,  88  vol. 

Watar  Supply-~Src.,  riv.,  1  m.  bus.  cent;  ay«.» 
pump  to  atdp.;  ctdp.  cap.,  170,000  gals.:  2  pump, 
eng.,  cap.  day  2,000,000  gals.;  maina,  8^  m.,  4 
to  8  in.  dia.;  81  hyd.;  62  v.;  750  serv.;  prea., 
dom.  50  lbs.,  f.  80  lbs.;  cons,  day,  850,000  gals.; 
cost,  $54,000;  coat  mtce.,  $4,000;  wka.  owned  by 
city. 

CAPE  VINCENT,  p.  1,155;  f.  area.  800  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  wd.  rfs.  perm.; 
fwks.  ft  combt.  ord.  F.  dept — 1  hp.  eng.,  1  c 
eng.,  1  h.  ft  1.  trk..  8  hose  car..  8  hrs.;  hoae,  cot, 
rub.  lined,  gd.,  1.500  ft;  inf.,  1,200  ft;  tot  hoae. 


2,700  ft;  f.  al.,  bell,  wh.  ft  elec;  v«L  cqal^, 
$8,000;  val.  bldga..  $6,000;  tot  Bsem.,  125  vol 

Wattr  Supply — Src,  riv.,  %  m.  bw.  cent;  sjn. 
pump  to  atdp.,  dim.  20  x  40,  loc  %  m.  town. 
mat  atl.;  2  pump.  eng..  cap.  day  1,802,000  gaU.; 
maina,  iron,  7  m.;  68  hyd.;  160  serv.;  ]ripe,  pd?. 
1.:  pres.,  dom.  46  Iba.,  f.  60  Iba.;  cost  $85,000; 
wka.  owned  by  city. 

CARTHAGE,  p.  8,668;  mere  bldga.,  bk.,  8  stor.; 
priv.,  wd.,  2  ator.;  wd.  rfa.  peim.;  fwka.  ft  conAt 
ord.;  cauaea  of  t  Inv.  F.  dept — 1  str.,  1  comb. 
h.  ft  c  wag.,  1  h.  ft  L  trk.,  1  hoae  wsg.,  2  htm 

^l;*J^^*  ^*"  ™*»-  *^«d»  ^'  8,000  ft;  f.  sL, 
bell  ft  wh.;  vaL  equip.,  $8,000;  vaL  bldga.,  $6,000; 
tot  mem.,  80  voL 

W»t«r  Supply-~Src,  apr.,  16  2-8  m.  bw.  cent.; 
sys.,  grav.;  atdp.  cap.,  260,000  gala.,  dia. 
26  X  76,  loc  bank  of  Black  Riv.,  mat  stL;  ics. 
cap.,  6.000,000  gala.;  2  pump,  eng.,  cap.  daj. 
8,000,000  gala.;  maina.  c  i.,  16  «-8  m.,  4  to  U 
in.  dia.;  80  hyd.;  70  v.;  met,  825;  700  sm.; 
pipe,  galv.  L;  pres.,  dom.  ft  f.  96  Iba.;  cons,  diy, 
600.000  gak.;  ooet  mtce..  $2,600;  wka.  ouncd  br 
city. 

bldgs.,  bk.  ft  wd.,  2  ator.;  wd.  rfa.  perm.;  fwka 
«  combt  ord.;  cauaea  of  f.  inv.  F.  dept — 1  auto, 
comb,  c  ft  h.  wag.,  1  h.  ft  L  trie,  4  hoae  tax.; 
^oBe,  cot.  nA.  lined,  gd-,  8,000  ft;  mb.,  gd., 
«00  ft;  tot  hoae,  8,200  ft;  f.  al.,  beD;  vsL 
eqmp.,  $2,600;  val.  bldga.,  $2,000;  exp.  dept, 
$8i60;   tot  mem-.   60  voL  .        •    — r    -.'-. 

Watar  Supply — Src,  spr.,  2  m.  village;  v^ 
grav.;  atdp.,  dim.  60  x  11,  mat  atL;  mains.  It 
m.,  4  to  10  In.  dia-;  40  hyd.:  20  v.;  pipe,  wd.; 
ira.,  dom.  ft  t,  60  to  120  Iba.;  coat,  $40,000; 
WXB.    owned   by   dty. 

CASTLETON,  Renaaelaer  Co.,  p.  1,460;  mere, 
bldga.,  bk.  ft  wd..  2  ft  8  ator.;  mir.,  bk.  ft  vd.. 
2  ft  8  ator.;  wd.  rfa.  perm.;  fwka.  ft  oombt  ocd.  F. 
dept — 1  str.,  8  hoae  car.;  hoae,  linen,  gd.,  1,800 
ft;  inf.,  500  ft;  tot  hose,  2.800  ft;  L  aL,  bell: 
vaL  equip.,  $6,000;  raL  bldga.,  $2,500;  tot  men., 
80  voL 

Watar  Supply — Src,  spr.,  S  m.  boa.  cent;  ^ya, 
grav.;  maina,  iron,  6  m.,  8  to  12  In.  dia.;  42  hf6.; 
26  v.;  120  aerv.;  pipe,  galv.  L;  prea.,  don.  96 
Iba.,  f.  06  lbs.;  coat,  $66,000;  wks.  owned  by 
village. 

CASTLETON  and  NORTHFIELD  (Greater  Kc» 
York),  f.  area,  8,180  a.;  mere  bldga.,  stn.,  vd. 
ft  bk.,  2  to  4  stor.;  priv.,  bk.  ft  wd.,  £  ft  8  stor.: 
wd.  ns.  perm.;  fwka.  ft  oombt  ord.;  caoaea  of  L 
inv.  F.  dept — 4  str.,  1  hand  eng.,  1  patrol  wag.. 
10  c  hand  ex.,  7  h.  ft  L  trk..  It  hoae  wig.,  4 
hose  car.,  44  hra.;  hoae,  cot,  rub.  lined,  gd..  2,000 
ft;  nib.,  gd..  6,000  ft;  inf.,  4,600  ft;  tot  hoie, 
12,600  ft;  f.  al.,  wh.  ft  tdp.;  val.  equip..  |70.- 
000;  vaL  bldga.,  $89,000;  exp.  dept,  $26,000: 
tot  mem.,  950  vol. 

Watar  Supply — Src,  from  Statcn  Ulaad  Water 
Supply  Co.,  Weat  New  Brighton. 


CATSKILL,  p.  6,206:  f.  area,  S,000  a.; 
bldgs.,  bk..  8  ator.;  priv.,  wd.,  2  ator.;  wd.  rik 
perm.;  fwka.  ft  oombt  ord.;  F.  dept — 1  atr.,  7  e. 
hand  ex.,  2  h.  ft  L  trk.,  2  hoae  wag.,  4  hoae  eir.; 
hose,  cot,  gd.,  2,000  ft:  f.  aL,  dec,  28  bx.;  vtL 
equip.,  $10,000;  vaL  bldgs.,  $14,000;  exp.  dept. 
$1,600;  tot  mem..  200  voL 

Watar  Supply — Src.  riv.,  %  m.  boa.  cent;  v*^ 
pump  to  rea.;  rea.  cap.,  4,600,000  gala.,  loc  oa 
biffh  ground;  2  pump,  eng.,  cap.  day  1.000.000 
gals.;  mains,  c  L,  14  m.,  4  to  10  in.  dia.;  180 
hyd.;  116  v.;  166  met;  1,160  serv.;  pipe,  lead: 
pree,  dom.  90  Iba.,  L  90  Iba.;  cona.  day.  684,594 
gala.;  cost  mtce.,  $700;  wka.  owned  by  viUsge. 

CATTARAUQU8,  p.  1,166;  mere  bldga..  bk.  ft 
wd.,  2  ft  8  ator.;  wd.  rfe  not  perm.;  fwks.  ft  conbt 
ord.  F.  dept — 1  h.  ft  L  tik.,  2  hose  car.:  boss, 
cot,  rub.  lined,  gd.,  1,200  ft;  vaL  equipc,  $1.500; 
val.  bldga.,  $2,500;  tot  mem.,  60  voL 

Water  Supply— -Src.  apr.,  4H  m.  bos.  ceat; 
•7S*>  grav.;  rea.  ci4>.,  500,000  nla.;  mains,  c  i^ 
9^  m.(  8  to  8  in.  dia.;  82  >yd.:  IS  v.;  150 
aerv.;  pipe,  wrt  L;  prea..  dom.  100  to  120  Ibs.^ 
f.  100  to  126  lbs.;  cost  $80,688.60;  wk&  cmaed 
by  village. 


CA2EN0VIA.  p.    1,861;   1   ares,  040  a.; 

bldgs.,  bk.,  stn.  ft  wd..  2  ft  8  ator.;  priv.,  wd.,  f 
stor.;    wd.    rfs.   perm.;    combt   ord-;    caoaes  ef  t 
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luT.  P.  dept — 1  h.  &  1.  trk.,  8  hose  carti;  bote, 
cot,  nib.  lined,  jd,.  1,700  ft.;  f.  al.,  beU  k  telp., 
S  bx.;  TaL  bldgi.,  $1,000;  tot  mem.,  76  vol. 

Waltr  Supply — Src,  spr.  k  wells.  8  m.  bus, 
cent;  sys.,  gnv.  ft  pump  dir.;  res.  cap.,  8,000,000 
nit.,  loc  2  m.  east  village;  1  pump,  eng.,  cUss 
trip.,  cap.  day  860,000  gus.;  mains,  c.  i.,  7  m., 
4  to  10  in.  dia.;  44  hyd.;  84  v.;  met.,  880;  468 
ten.;  pipe,  lead;  pres.,  dom.  62  lbs.,  f.  68  lbs.; 
cost,  147,200;  cost  mtce.,  $1,000;  wks.  owned  by 

dty. 

CENTRAL  BRIDGE,  p.  1,000;  t.  area.  20  a. 
F.  dept — 1  hose  wag.,  1  hose  cart,  1,200  ft  bose, 
and  ladders;  f.  al.,  gong;  tot  mem.,  86  vol. 

CENTRAL  VALLEY,  p.  700.  F.  dept— 1  h.  A 
1.  trk.,  1  hose  cart,  1,200  ft  hose;  f.  al.,  bell; 
tot  mem.,  60  voL 

Watar  Supply — Sys.,  grav.;  86  hyd. 

CHAMPLAIN,  p.  1,280;  f.  area,  640  a.;  mere, 
bldgs.,  bk.,  1^  to  8  stor.;  priv.,  bk.  k  wd.,  8 
stor.;  wd.  rfs.  perm.;  causes  of  f.  inv.     P.  dept. — 

1  hud  eng.,  6  hose  car.;  hose,  cot.,  rub.  lined, 
fd.,  500  ft.;  inf.,  460  ft.;  tot.  hose,  960  ft;  val. 
equip.,  $2,000;  tot.  mem.,  60  vol.;  undrs.  rating, 
first  class. 

Watar  Supply — Src.,  riv.,  1%  m.  boa.  cent; 
sys.,  pump  dir.:  1  pump,  eng.,  cap.  day  1,000,000 
nde.;  malna,  lion,  6  m.,  4  to  8  in.  dia.;  48 
hyd.;  800  serv.;  pipe,  iron  k  lead;  pres.,  dom.  80 
lbs.,  f.  100  lbs.;  cons,  day,  70,000  gals.;  cost, 
$20,000;  cost  mtce.,  $2,000;  wks.  owned  by  city. 

CHARLOTTE,  p.  1,988.  F.  dept.— 1  h.  ft  L 
trie.,  1  c.  eng.,  4  hose  wag.;  vaL  equip.,  $7,000; 
tot.  mem..  110  vol. 

Watar  supply — Src.,  Lake  Ontario;  1  pump,  eng., 
cap.  day  100,000  gals.;  hyd..  106;  pres.,  dom.  100 
Iba.,  f.  126  lbs.;  wks.  owned  by  city. 

CHATEAUQAY,  p.  1,046;  f.  area,  640  a.;  mere, 
bldgs.,  wd.  bk.  k  stn.,  2  ft  8  stor.;  priv.,  wd.,  1 
ft  8  stor.;  wd.  rfs.  pen*  ^ks.  ft  combt.  ord.; 
causes  of  f.  inv.     F.  dept. — 1  comb.  c.  ft  h.  wag., 

2  h.  ft  1.  trk..  1  aer.  trk.,  2  hose  wag.,  2  hose 
reels,  2  hrs.;  nose,  cot.,  rub.  lined,  gd.,  960  ft; 
rub.,  gd.,  100  ft;  tot.  hose.  1,060  ft.;  f.  aL,  bella; 
val.  equip.,  $1,000;  val.  bldgs.,  $1,000;  exp.  dept., 
$200;   tot.   mem.,  20  vol. 

Watar  Supply — Src.,  spr.;  sys.,  grav.;  mains,  8 
m.,  4  to  16  in.  dia.;  16  hyd.;  160  v.;  pres.,  dom. 
66  lbs.,  f.  46  lbs.;  coat,  $10,000;  cost  mtce.,  $600; 
wka.  owned  by  Co. 

CHATHAM,  p.  1,261;  f.  area.  852  a.;  mere, 
bldgs.,  bk.,  8  stor.;  priv.,  wd.,  z  stor.;  wd.  rfs. 
not  perm.;  fwks.  ft  combt.  ord.  F.  dept.— 1  b.  ft 
I.  tnc,  4  hose  car.;  hose,  cot.  rub.  lined,  gd., 
1,000  ft.;  linen,  gd.,  1,260  ft;  inf.,  100  ft;  tot. 
hose,  2,850  ft;  f.  aL,  bell  ft  wh.;  vaL  equip.,  $8,- 
000;  val.  bldgs.,  $4,000;  ezp.  dept.,  $700;  tot. 
mem.,    62  voL 

Watar  Supply — Src,  wella;  sys.,  pump  to  res.; 
res.  cap.,  1,600,000  gals.;  pump,  eng.,  cap.  day 
1,260,000  gals.;  mains,  c  i.,  20  m.,  4  to  12  in. 
dia.;    49  hyd.;  80   v.;    met,    54;    810   serv.;   pipe, 

falT.    t;    pres.,    dom.    76    lbs.,    f.    90    lbs.:    cost, 
126,000;  cost  mtce.,  $2,200;  wka.  owned  by  Co. 

CHAUTAUQUA,  p.  800.  F.  dept— 1  c.  eng., 
6  c  hand  ex.,  1  h.  ft  1.  trk.,  6  hose  car.;  hose, 
oot.,  rub.  lined,  gd.,  1,500  ft.;  inf.,  760  ft.;  tot 
hose,  2,250  ft;  f.  al.,  elec,  17  bx.;  val.  equip., 
$2,600;  val.  bldgs.,  $2,000;  exp.  dept,  $850; 
tot.   mem.,  84»  vol. 

Watar  Supply — Src,  lake,  %  m.  bus.  cent;  res. 
csp.,  10,000,000  gals.;  2  pump,  eng.,  class  trip. 
ic  turbine,  cap.  day  1,614.000  gals.;  mains,  c.  i.. 
4  m..  4  to  12  in.  dia.;  600  serv.;  pipe,  galv.  ft 
wrt.  1.;  prea.,  dom.  60  lbs.,  f.  90  lbs. 

OneRRY  CREEK,  p.  674;  f.  area,  700  a.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept — 2  hose  carts;  hose,  cot,  rub. 
lined,  gd.,  1,000  ft;  f.  al.,  bell;  val.  equip., 
$1,200;  exp.  dept.,  $25;  tot.  mem.,  40  voL; 
undrs.   rating,  second  class. 

iWatar  Supply— Src,  spr.,  2  m.  bus.  cent;  sys., 
frrav.;  Tea.  cap.,  400,000  gals.;  mains,  4  to  8  in. 
dia.;  40  hyd.;  pres.,  dom.  &8  lbs.,  f.  87  lbs.;  cost, 
$80,000;  cost  mtce.,  $800;  wks.  owned  by  city. 

CHERRY  VALLEY,  p.  1,706.  P.  dept— 1  h,  ft 
1.  trk.,  2  hand  eng.,  8  hose  carts,  800  ft  hose; 
f.   al..  bell:  tot  mem.,  60  vol. 

Watar  Supply — ^Not  reported. 

OH  ESTER,  p.  1.210;  mere  bldgs.,  bk.  ft  wd.,  8 
St  S  ator.;  priv.,  wd.,  8  stor.;  wd.  rfs.  perm.;  fwks. 


ft  combt  ord.;  cauaea  of  f.  inv.  F.  dept — 8  c 
hand  ex.,  1  h.  ft  L  trk.,  4  hose  car.;  hoae,  cot, 
rub.  lined,  gd..  1,800  ft.;  f.  aL,  wh.;  vaL  equip., 
$8,500;  val.  bldgs.,  $6,000;  exp.  dept,  $160;  tot 
mem.,  66  vol. 

Watar  Supply — Src,  lake,  6  m.  bus.  cent;  ays., 
grav.;  res.  cap.,  800,000,000  gals.,  loc  264  ft 
above  village;  mains,  c  L,  8  m.,  4  to  12  in.  dia.; 
40  hyd.;  16  v.;  1  met;  pipe,  lead;  pres.,  dom. 
100  lbs.,  f.  100  lbs.;  cost,  $65,000;  coat  mtce., 
$100;  wks.  owned  by  village. 

CHITTENANQO,    p.    678.      P.    dept— 1    str.,    1 
hand  eng.;  f.  aL,  bell;  tot  mem.,  20  vol. 
Watar  Supply — ^Not  reported. 

CHURCH VILLE,  p.  666;  f.  area,  860  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  2  stor.;  priv.,  bk.  ft  wd., 
1  to  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  no  fwks. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 1  comb, 
hand  c  ft  water  eng.,  1  h.  ft  I.  trk.;  hose,  cot. 
rub.  lined,  gd.,  1,200  ft;  inf.,  800  ft.;  tot  hose. 
1,600  ft;  f.  al.,  bell;  val.  equip.,  $1,260;  vaL 
bldga.,  $2,800;  exp.  dept,  $100;  tot  mem.,  68  voL 

Watar  Supply — Not  reported. 

CINCINNATU8,  p.  966.  F.  dept— 1  hose  cart, 
1,600  ft.  hose;  f.  aL,  bell  ft  wh.;  tot  man.,  40  vol. 

Watar  Supply — Src,  spr.,  2  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  175,000  gals.;  maina,  4  to  8  in. 
dia.:  18  hyd.;  80  met,;  90  serv.;  pres.,  dom.  ft 
f.,  70  lbs.;  cost,  $14,000;  wks.  owned  by  water 
district. 

CLARENCE,   p.   400;   f.   area.  "200   a.;    wd.   rfs. 

rrm.   in   f.   area;   fwks.  ft   combt.   ord.;  causes   of 
inv.      F.   dept. — c    hand    ex.,   hooks   ft   ladders, 
etc.;    f.    al.,    bell;    val.    equip.,    $800;    val.    bldgs., 
$6,000;  exp.  dept,  $100;  tot.  mem.,  26  vol. 
No  water  works. 

CLAYTON,  p.  1,941;  f.  area,  640  a.;  mere 
bldgs.,  wd.  ft  bk.,  8  ft  8  stor.;  priv.,  wd.,  IH  ft 
8  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  ord. 
P.  dept. — 2  str.,  1  b.  ft  L  trk..  2  hose  wag.,  2 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  8,100  ft; 
rub.,  gd.,  800  ft;  inf.,  1,000  ft;  tot  hose,  4,400 
ft.:  f.  al.,  wh.  ft  bell;  val.  equip.,  $7,000;  val. 
bldgs..  $8,000 ;   exp.  dept,  $100;   tot  mem.,  110  vol. 

Watar  Supply — Src,  riv.;  sys.,  pump  to  stdp.  ft 
dir.;  mains,  iron,  7  m..  4  to  10  in.  dia.;  66  hyd.; 
pres.,  f.  60  lbs.;  cost,  $30,000;  cost  mtce.,  $1,200; 
wks.  owned  by  village. 

CLEVELAND,  p.  687;  f.  area,  10  a.;  mere, 
bldgs.,  wd.,  1  to  2  stor.;  priv.,  wd.,  1  to  8 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept — 1  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  860  ft;  inf.,  600  ft; 
tot  hose,  1,860  ft;  f.  al.,  bell,  wh.;  tot  mem.^ 
80  vol. 

Watar  Supply — Src,  apr.  ft  brook,  8  m.  bus. 
cent;  sys.,  grav.;  res.  cap.,  1,000,000  gals.;  mains, 
c  L,  8  m.,  4  to  12  in.  dia.;  48  hyd.;  41  v.;  96 
serv.;  pipe,  lead;  prea.,  f.  64  lbs.;  cost  $62,000; 
cost  mtce.,  $500;  wks.  owned  by  priv.  Go. 

CLIFTON,  p.  1,800;  f.  area,  860  a.;  mere 
bldgs..  bk.  ft  wd.,  1  to  4  stor.;  priv.,  wd.,  2  stor.; 
wd.  rn.  perm.  F.  dept — 1  str.,  150  glass  bottles, 
60  glass  pails  containing  chemicals,  54  c  hand  ex., 
1  h.  ft  1.  trk.,  2  hose  car.,  ladders  ft  buckets;  hose, 
cot,  rub.  lined,  gd.,  1,000  ft;  leather,  gd.,  800 
ft;  rubber,  yd.,  860  ft;  inf.,  1.000  ft;  tot 
hose,  2,650  ft:  f.  aL,  wh.  ft  bell;  val.  equip., 
$2,000;  vaL  bldgs.,  $1,700;  tot.   mem.,  75,  pd. 

Water  Supply — Supplied  by  Crystal  Water  Co. 
(see  Stapleton);  sys.,  pump  to  stdp. 

CLIFTON  SPRINGS,  p.  1,600;  f.  area,  676  a.; 
mere  bldgs.,  bk.  ft  wd.,  1  to  6  stor.;  priv.,  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.; 
causea  of  f.  inv.  F.  dept — 4  c  hand  ex.,  1  h.  ft 
L  trk..  8  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  2.- 
860  ft;  rub.,  gd.,  600  ft;  inf.,  100  ft;  tot 
hose,  2,950  ft;  f.  al.,  bell  ft  wh.;  vaL  equip., 
$8,000;  val.  bldgs.,  $8,000;  exp.  dept,  $200;  tot 
mem.,   126  vol. 

Water  Supply — Src,  apr.;  sye,  grav.;  rea.  cap., 
8,000.000  gals.;  mains,  10  m.;  59  hyd.;  met,  160; 
860  serv.;  pres.,  f.  100  Ib^.;  cost,  $60,000. 

CLINTON,  p.  1,286;  f.  area,  476  e;  mere 
bldgs.,  bk..  8  stor.;  priv.,  wd.  ft  bk.,  2  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt.  ord.  F.  d^t. — 1  hand 
eng.,  6  c  hand  er.,  1  h.  ft  1.  trk.,  1  hose  cart.  2 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,600  ft.; 
f.  al.,  bell;  val.  equip.,  $5,000;  exp.  dept,  $241; 
tot.  mem..  66  vol. 

Water  Supply — Src,  spr.,  2  m.  bus.  cent.;  sys.. 
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grav.;  res.  cap.,  6,000,000  gUg.;  mains,  c.  i.,  6 
m.,  4  to  18  in.  dia.;  41  hyd.;  20  v.;  300  eerr.; 
pipe,  Mlv.  i.;  prea.  dom.  70  lbs.,  f.  110  lbs.; 
cost,  f40,0(H);  cost  mtce.,  ^800;  wka.  owned  by 
yilltige. 

CLYDE,  p.  2,696;  f.  area,  %  m.;  mere,  bldga., 
bk.,  2  ft  3  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.; 
fwks.  ft  combt.  ord.;  eauaes  of  f.  inv.  F.  dept. — 
1  c  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  car.;  nose, 
rub.  lined,  id.,  2,700  ft;  inf.,  600  ft.;  tot.  hoee, 
3,<200  ft.;  f.  al.,  bell;  val.  equ^..  $6,000;  eip. 
dept.,  600;   tot.   metn.,   80  vol. 

Water  Supply — Src,  spr.,  1  m.  bus.  cent.;  gya., 
pump  to  stdp.;  stdp.  cap.,  200,000  gals.,  dim.  24 
X  60,  loc.  on  top  hill,  mat.  stl.;  2  pump,  eng.,  cap. 
day  2,000,000  grals.;  mains,  iron,  6  1-8  m.,  4  to 
10  in.  dia.;  69  hyd.;  26  v.;  met,  280;  877  ser?.; 
pipe,  galv.  i.;  pres.,  dom.  70  to  80  lbs.,  f.  80  to 
1*26  lbs.;  oona.  day,  90,000  gials.;  wks.  owned  by 
Go. 

COBLESKILL,  p.  2,088;  f.  area,  1  m.;  mere, 
bldgs..  bk.  ft  wd.,  2  ft  8  stor.;  prir.,  wd.,  2  stor.; 
wd.  rfs.  perm.;  no  fwks.  ft  combt  ord.  F.  dept — 
1  fa.  ft  1.  trk.,  2  hoee  car.;  hose,  cot.,  rub.  lined, 
gd.,  2,000  ft;  f.  al.,  bell;  val.  equip.,  $3,000; 
val.  bldgs.,  $1,500;  exp.  dept.,  $100;  tot  mem., 
100  vol. 

Water  Supply — Src,  apr.;  sys.,  grav.;  res.  cap., 
12,000,000  gals,;  mains,  c.  i.,  6  m.,  4  to  20  in. 
dia.;  66  hyd.;  88  v.;  800  serv.;  pipe,  lead;  pres., 
dom.  85  lbs.,  f.  86  lbs.;  cost,  $66,000;  cost  mtce., 
$150;  wks.  owned  by  city. 

COEYMANS,  p.  1,000.  F.  dept — 3  hose  cftrts, 
1.460  ft.  hose. 

Water  Supply — 21  hyd.;  pres.,  112  lbs.;  tot 
mem.,  76  vol. 

COHOCTON,  p.  879;  f.  area,  640  a.;  bldgs.,  bk. 
ft  wd.,  2  ft  8  stor.;  wd.  rfs.  not  perm.;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept — 1  h.  ft  L 
trk.,  2  hoee  car.;  hose,  cot.,  rub.  lined,  gd.,  1,000 
ft;  f.  al.,  bell;  val.  equip.,  $2,600;  val.  bldgs., 
$1,800;  tot.  mem.,  78  vol.;  undrs.  rating,  third 
daas. 

Water  Supply — Src,  spr.;  res.  cap.,  226,000 
gals.;  mains,  6.8  m.;  40  hyd. 

COHOES,  p.  24,709;  f.  area,  1,280  a.;  mere 
bldgs.,  bk.  ft  wd..  1  to  9  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  .F.  dept. — 4  str.,  1  gas. 
eng.,  8  c  hand  ex.,  4  comb.  c.  ft  h.  wag.,  1  aer. 
trk.,  2  hose  wag.,  2  hose  carta,  18  hrs.;  hose, 
cot,  rub.  lined,  gd.,  9.000  ft.;  inf.,  1,000  ft;  tot. 
hose,  10,000  ft.;  f.  al.,  elec,  48  bx.;  val.  equip., 
$64,316;  vaL  bldgs.,  $51,600;  exp.  dept,  $29,000; 
tot.  mem.,  200,  pd.  full  time  18,  vol.  182. 

Water  Supply — Src,  riv.,  %  m.  bus,  cent;  fys., 
pump  to  res.;  res.  cap.,  64,500,000  gals.;  4  pump, 
eng.,  cap.  day  10.000,000  gals.;  mains,  c  1.,  60 
m.,  4  to  80  in.  dia.;  450  hyd.;  476  v.;  met,  11; 
3,600  serv.;  pipe,  iron  ft  lead;  pres.,  dom.  66  lbs., 
f.  72  lbs.;  cons,  day,  6,500,000  gals.;  cost,  $600,- 
000;  cost  mtce.,  $18,000;  wks.  owned  by  ci^. 

COLD  SPRING,  Putnam  Co.,  p.  2,649;  bldgs., 
wd.  ft  bk.,  1  to  8  stor.;  wd.  rfs.  perm.;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept — 1  h.  ft  L 
trk.,  1  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,600 
ft;  f.  aL,  bell;  tot  mem.,  43  vol.;  undrs.  rating, 
second  class. 

Water  Supply — Src,  mountain  spr.;  sys.,  grav.; 
res.  cap.,  15.000,000  gals.;  mains,  c  L,  5  m.,  4 
to  10  in.  dia.;  69  hvd.;  met,  216;  496  serv.; 
prea.,  dom.  100  lbs.,  f.  100  lbs.;  cons,  day,  60,- 
000  gals.;  cost,  $60,000;  cost  mtce.,  $860;  wka. 
owned  by  village. 

COLD  SPRING  HARBOR,  p.  700.  F.  dept— 1 
h.  ft  1.  trk.,  1  band  eng.,  64  c  hand  ex.;  hose,  cot, 
rub.  lined,  gd.,  500  ft.;  f.  al.,  telp.  ft  bell;  tot 
mem.,    80   vol. 

COLLEGE  POINT  (under  supervision  of  N.  T. 
f.  dept),  p.  10,000.  F.  dept. — 1  h.  ft  1.  trk.,  hose 
trk.,  1  jumper;  hose,  cot,  rub.  lined,  gd..  4,000 
ft;  f.  aL,  bell  ft  wh.,  26  bx.;  mem.  pd.  full  time. 

Water  Supply — Src,  spr.,  4  m.  bus.  cent;  sys., 
pump  to  etdp.;  stdp.  cap^,  828,900  gals.;  2  pump, 
eng.,  cap.  day  4,000,000  gals.;  mains,  c.  L,  16 
m..  6  to  16  in.  dia.;  ISO  hyd.;  86  v.;  met.  600; 
1,200  serv.;  pres.,  dom.  60  to  70  lbs.,  f.  76  lbs.; 
cost.  $260,000;  cost  mtce.,  $7,000;  wks.  owned 
by  borough. 

CONSTABLEVILLE.  n.  407.  F.  dept — 1  hand 
eng.,  2  hoBc  carts,  1,200  ft.  hose;  f.  aL,  bell; 
tot  mem.,  84  vol. 


Water  Supply — ^Not  reported. 

COOPERSTOWN,  Otsego  Co..  p.  2,484;  mere, 
bldgs.,  bk.,  8  stor.;  priv.,  wd.,  2  stor.;  wd,  rii. 
?T°V  T-  'JfPt— 1  "tr.,   1  c  eng.,  12  c  hand  ex., 

1  h.  ft  1.  trk.,  3  hose  car.,  4  hra.;  hoee,  cot,  mb. 
lined,  gd.,  2,200  ft.;  Inf.,  700  ft;  tot  hose,  2,900 

Sv  '•  A*  °®^^  *  ^*>-»  ^^  «<loip.»  $8,600;  viL 
bite.,  $20,000;  tot  mem.,   110  voL 

Water  Supply--Source,  lake,    M   m.  hn.  eent; 

«yB.,  pump  dir.;  res.  cep.,  166,000  gals.;  3  pwm. 

eng.,   class  comp.   dup.,   cap.  day,   3,000,000  gals.: 

mama,   c.   L,    8   m.,   4,   6   ft   8   in.  dia.;  58  W; 

96  v.;  met,   16;   600  serv.;  pipe.  galv.  L  ft  lead; 

pres.,  dom.   70  lbs.,   f.    100  lbs.;  oons.  day.  500,- 

000  gals.;  wks.  owned  by  Cooperstown  Aqueduct 
Assn. 

Ki^^^^lt^^i   P;   *»i«*»   '•   "«•.   «*<>  «•;  »«• 

bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  combt  ord.;  caucf 
of  f.  my,    F.  dept— 2  c  hand  ex.,  4  comb,  c  ft  h. 

7!t^'*M^  ^^!^  **^»  *»<>•«»  «>*•»  "«b.  Uned,  ad.,  2,- 
200  jt.;  val.  equip.,  $1,500;  vaL  bldga..  fl,O00; 
«XP-  dept,  $220;  tot.  mem.,  60  toL 

Water  Supply— Src,  str.  ft  brooks,  2  ft  3  n. 
bus.  cent.;  sys.,  grav.,  pump  to  res.,  to  stdp.  k 
dir.;  stdp.  cap.,  10,000  gals.;  res.  cap.,  2,600,000 
PJ«;    roains,    iron,    7    m.,    4    to    10    in.   dia.;  40 

!?^°vi.^Ii?  ■*"^-»  P^P«'  «^^-  ^-i  P^e*-.  dom-  90  Iba, 
f.  126  lbs.;  cost,  $48,000;  wka.  owned  by  Co. 

Ki^^^'"i!'*^JL  P-  18.780;  f.  area,  6,000  a.;  mere, 
bldgs.,  bk.  ft  wd.,   1   to  6  stor.;  iwfv.,  bk.  ft  wd, 

2  ft  3  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fuki. 
ft  combt  ord. ;  causes  of  L  inv.  F.  dept — I  b.  k 
1.  trk.,  6  c  hand  ex.,  1  comb,  c  eng.  ft  hoee  iwg., 

1  hose  wag.,  6  hose  reels,  4  hr8.7Tose,  cot,  rSi. 

6,060  rt;  f.  aL.  bell.  82  bx.;  vaL  equip.,  $18,000; 
val  bldn,  $3,000;  exp.  dept,  $8.000rtot  meni.. 
122,  pd.   full  time   7,  voL    116. 

Water  Supply— f  re,  spr.,  H  m.  boa.  eent;  lya.. 
pump    to    mains    dir.;    res.    cap.,    4.600,000  giOfi,; 

*  P"°iR:  «*°*-  ^P-  ^»y  4.000.000  gals.;  WMiuL, 
c  L.  27.8  m.,  4  to  16  in,  dia.;  268  hyd.;  wk». 
owned  by  city. 

CORNWALU  p.  2,658;  bldga.,  wd.  ft  bt,  2  4 
8  stor.;  wd.  rfs.  perm.;  no  fwka.  ft  combt  onl; 
causes  of  f.  not  inv.  F.  dept — 1  hand  eog.,  1 
hose  car.,   1   auto.  trip.  oomb.  pump,  hose  wag-  k 

*•  V^V  ,?**^',  «>*••  "*^  li»««l.  Kd.,  $1,700  ft: 
f.  aL,  bell;  val.  equip.,  $10,000;  vaL  bldgs.,  $«,- 
000:  exp.  dept.,  $300;  tot  mem.,   60  voL 

W«ar       Supply — Src,       mountain       stnns.      k 

55?i?«X  K^'  ^^'  **"^;  «y»-.  S^ir.;  S  res.,  cap. 
100,000,000  gals.;  mains,  iron,  8  m..  4  to  10  ia. 
dia.;  82  hyd.;  met,  260;  160  serr.;  pipe.  c.  i; 
ppee.,  dom.  120  lbs.,  f.  1«0  lbs.;  coat,  $102,000; 
cost    mtce.,    $5,000;    wka.    owned    by    dty. 

CORONA  (p.  included  in  New  York  City);  t 
area,  640  a.;  mere  bldgs..  wd.,  2  ator.;  priv..  wA^ 
2  stor.;  wd.  rfs.  perm.;  tvtjLM,  ft  oombt  oid.  F. 
dept— 1  str.,  1  h.  ft  L  trk.,  1  hose  wag..  1  hia.: 
hose,  cot,  rub.  lined,  gd.,  860  ft;  rub.,  gd.,  fM 
ft.;  tot.  hose,  600  ft;  f.  aL,  Oamewell  ft  bdL  t 
bx.,-  val.  eqmp.,  $1,000;  val.  bldgs.,  $1,800;  expi 
dent,  $200;  tot  mem.,  64  voL 

Water  Supply — Src,  wells;  aya..  pinap  to  stdp.; 
stdp.  cap.,  196,000  gals.;  pump,  enf^.,  cap.  da^ 
760,000  gals.:  mains.  4  m.,  4  to  12  in.  dia.;  lOS 
hyd.;  met,  126;  prea.,  dom.  55  Iba.,  t  66  Iba.: 
cost,  $100,000;  cost  mtce.,  $3,000:  iHcs.  owned 
by  Co. 

CORTLAND,  p.  11,504;  f.  az«a.  256  a.;  men. 
bldgs.,  bk.  ft  wd..  2  to  4  stor.;  priv.,  stn..  bk.  k 
wd.,  2  stor. ;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  k 
combt.  ord.;  causes  of  f.  inv.  F.  dept — 1  str.,  1 
comb,  c  ft  h.  wag.,  1  h.  ft  L  trk.,  7  c  hand  ex^ 
1  hose  wag.,  1  supply  ft  exercise  waff..  4  hem 
carts,  6  hrs.;  hose,  cot,  rub.  lined,  gd.,  8,000  It: 
f.  aL.  bell,  42  bx.;  vaL  equip.,  $18,000;  vaL  bh^a. 
$35,000;  exp.  dept,  $6,000;  tot  mem..  166,  pd. 
full  time  4.  voL  162. 

Water  Supply — Src,  spr.,  1  m.  boa.  oent;  «yu 
pump  to  etdp.  ft  dir.;  stdp.  cap.,  1,875,000  gak, 
dim.  40  X  40  ft  60  X  60,  mat  iroo;  lesi  cip. 
3,000.000  gals.,  loc  at  pump,  statioii;  2  panp. 
eng.,  cap.  day  4,000,000  gals.;  mains,  c  L.  25  bl. 
4  to  18  in.  dia.;  218  hyd.;  176  v.;  1,526  met; 
2,110  serv.;  pipe.  galv.  L;  prea.,  dona.  75  IbsL.  I 
110  lbs.;  cons,  day,  1.100.000  gala.;  cost  $S<L* 
000;  cost  mtce.,  $8,000;  wka.  owned  bj  city. 

COXSACKIE,  p.  2,404;  f.  area.  600  a.;  BMft. 
bldgs.,  bk.,   8   ator.;   priv.,   wd.,   2   ator.;  wd.  Hk 


FIRE  DEPARTMENTS  AND  WATER   SUPPLY— NEW   YORK. 


c-245 


perm.;  fwks.  ft  combt.  ord.  P.  dept. — 1  rtP.,  1 
band  eng.,  2  c  hand  ex.,  1  h.  ft  1.  trie.,  6  hose 
car.;  hose,  cot,  rub.  lined,  gd.,.  4,000  ft.;  f.  al., 
Qamewell;  vaL  equip.,  $6,600;  val.  bldgs.,  $8,600; 
ezp.  dept,  $860;  tot.  mem.,  180  vol. 

Water  Supply — Src,  apr.,  4  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  6,000,000  gala.;  mains,  10  m..  6 
to  10  in.  di*.;  72  hyd.:  met,  19;  812  •err.;  pipe, 
lead;  prea.,  dom.  100  loa.,  f.  120  lbs.;  cost,  $74,- 
ODD;  cost  mtce.,  $1,006;  wks.  owned  by  city. 

CROTON-ON-THE-HUDSON.  p.  1,806;  f.  area,  1 
sq.  m.  F.  dept. — 1  h.  ft  1.  trk.,  e.  hand  eng.; 
▼al  equip.,  $1,200;  exp.  dept,  $500;  tot  mem., 
100  roL 

Watar  Supply — ^Not  reported. 

CROWN  POINT,  p.  1,978;  f.  area,  aU  the  town; 
mere,  bldgs.,  wd.,  2  stor.;  prir.,  wd.,  1%  ft  2 
■tor.;  wd-  rfs.  perm.;  no  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept — 2  c  eng.,  2  c  hand  ex.,  1 
comb.  h.  ft  L  trk.  ft  c.  wsk.;  200  ft  cot  nib. 
Uned  hose;  tot  mem.,  88  vol. 

Water  Supply — Src,  spr.,  60  rods  bus.  cent; 
ays.,  grar. ;  res.  cap.,  28,000  gals. ;  mains,  c.  1., 
8H  m.,  8  to  4  in.  dia.;  1  hyd.;  60  aerr.;  pipe, 
iron;  pres.,  dom.  86  lbs.,  f.  80  lbs.;  cost,  $4,000; 
cost  mtce.,  $76;  wks.  owned  by  Co. 

CUBA,  p.  1,556;  f.  area,  640  a.;  mere,  bldgs., 
bk..  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.; 
fwks.  ft  combt  ord.;  causes  of  f.  inv.  P.  dept — 
2  hand  eng.,  1  h.  ft  L  trk.,  f.  boats,  supply  wag., 
0  hose  car.;  hose.  rub.,  gd.,  2,000  ft;  f.  al.,  bell; 
val.  equip..  $4,000;  val.  bldgs.,  $8,000;  exp.  dept, 
$260;  tot  mem.,  106  vol. 

Water  Supply — Src.,  spr.,  2  ft  8  m.  bus.  cent.; 
^rs.,  grav.;  res.  cap.,  900,000  gals.,  loc  south- 
west of  town;  mains,  c  i.,  10  m,,  4  to  8  in.  dia.; 
43  hyd.;  42  v.;  860  serv.;  pres.,  dom.  00  lbs.,  f. 
88  lbs.;  cost,  $46,000;  cost  mtce.,  $700;  wks. 
owned  by  village. 

DANNEMORA,  p.  750;  f.  area,  100  a.;  wd.  rte. 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept — ^Hose  cart  ladders,  etc;  hose, 
cot,  rub.  lined,  gd.,  1,000  ft;  f.  al.,  bell;  vaL 
equip.,  $«00;  vaL  bldgs.,  $1,000;  exp.  dept, 
$100;   tot    mem..    80   vol. 

Water  Supply — Src.  spirs..  1  m.  bus.  cent; 
sys..  grav.;  mains,  2%  m.;  19  hyd.;  6  ▼.;  90  serv.; 
pres..  dom,  40  lbs.,  f.  100  lbs.;  cost,  $16,000; 
cost   mtce.,   $200;   wks.  owned  by  town. 

DANSVILLE,  p.  8,988;  mere  bldgs.,  bk.,  2  to  4 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  fwks.  ft 
combt  ord.  F.  dept — 4  c.  hand  ex.,  1^  »»•  »^|- 
trk.,  4  hose  car.;  hoae,  cot,  rub.  lined,  gd.,  8,000 
ft;  f.  al.,  telp.  ays.;  val.  equip.,  $8,700;  val. 
bldn.,  $6,000;  exp.  dept,  $600;  tot  mem.,  126  voL 

Water  Supply— Src.  spr.,  2%  ,m.  bus.  cent; 
sys..  grav.;  res.  cap.,  8,600,000  »ls.,  loc  260  ft 
above  village:  mains,  c  i.,  16%  m.,  4  to  Ix 
in.  dia.;  125  hyd.;  146  v.;  950  ser.;  Pn>e,  g«l^.  i-J 
pres.,  dom.  45  to  90  lbs.,  f.  48 ^to  105  lbs.; 
cons,  day,  650,000  gals.;  cost.  $88,000;  cost 
mtce.,    $8,500;   wks.   owned  by   city. 

DEANSBORO,  p.  ^SO;  f.  area,  H  m.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 2  hose  carts,  ladders  ft  cart.  2 
hand  ex.,  etc;  hose,  cot,  rub.  lined,  gd.,  1,000 
ft.;   f.  al.,  bell;  vaL  bldgs.,  $2,000;  tot.  mem.,  80 

vol. 

Water  Supply— Src,  res.,  1  m.  bus.  cent; 
•ys.,  grav.;  20  hyd.;  pres.,  f.  68  lbs.;  cost.  $7,000; 
cost   mtce,   $400;   wks.   owned  by  priv.  Oo. 

DELEVAN.  p.  766.  F.  dept— 1  hose  cart,  760 
ft.   hose;  f.  al.,  dec,  6  bx.;  tot  mem.,  30  vol. 

Water  Supply— Sys.,  grav.;  22  hyd.;  60  lbs. 
pres. 

DELHI,  p.  1,786;  f.  area,  640  a.;  mere  bldgs., 
bk.  ft  wd.,  1  to  4  stor.;  priv.,  wd.,  2  stor.;  wd. 
rtm.  perm.;  no  fwks.  ft  combt  ord.:  causes  of  f. 
inv.  F.  dept— 2  hand  eng.,  2  h.  &  l-  trk.,  6  hose 
carta;   hose,  cot,  rub.   lined,  gd.,   2,000  ft.:  rob.. 

gd..      500     ft;     tot     hose,     2,500     jt.;     t     al.. 
ell;   val.   equip.,  $2,500;  val,  bldgs.,  $8,000;  exp. 
dept..    $700;    tot   mem.,    100   vol.;   undrs.   rating. 

first    class.  ,       ..     ,  w  — * 

WsAer    Supply — ^c,    brook,    1    m.    bus.    cent; 

myu.,    grav.;   res.   cap.,    8.000,000   gals.;    mains.    10 

m.,    8    to   12   in.   dia.;   Ill   hyd.;    90  v.;   met.   6; 

4-16   serv.;  pres.  dom.  ft  f.  83  lbs.;  cost,  $60,000; 

cost  mtce,  $800;  wks.  owned  by  town. 

DEPEW,    p.    8,921;    f.    area,    2.600    a.;    mere 

bldffs.,  stn.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  wd.,  2% 


stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.:  causes 
of  f.  inv.  F.  dept. — 6  c  hand  ex.,  1  h.  ft  1. 
trie.,  1  hose  wag.,  8  hose  reels;  hose,  cot,  rub. 
lined,  gd.,  6,600  ft;  inf..  8,000  ft;  tot.  hose, 
9,600  ft;  f.  al..  Gamewell,  18  bx.;  val.  equip., 
$18,455;  val.  bldgs.,  $14,000;  cost  mtce.,  $1,000; 
tot.   mem.,    125   vol. 

Watsr  Supply — Not  reported. 

DEPOSIT,  p.  1,864;  mere  bldgs.,  wd.  ft  bk.,  2 
stor.;  priv..  wd.,  2  stor.;  wd.  rfs.  pom.  in  f.  area; 
fwks.  ft  combt.  ord.  F.  dept — 1  h.  ft  1.  trk.,  2 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,600  ft.; 
inf.,  200  ft;  tot  hose,  1,700  ft.;  t.  al.,  wh.;  val. 
equip.,  $1,600;  val.  bldgs.,  $9,000;  exp.  dept, 
$600;  tot  mem..  76  vol. 

Water  Supply— Src,  spr.,  brook  ft  res.,  2  m. 
bus.  cent;  sys.,  grav.;  res.  cap.,  25,000,000  gals.; 
mains,  c  i.,  7  m.,  4  to  10  in.  dia.;  60  hyd.;  20 
v.;  7  met.;  450  serv.;  pipe,  lead;  pres.,  dom.  ft  f., 
75  lbs.;  cons,  day,  250,000  gals.;  cost,  $95,000; 
cost  mtce,   $8,000;   wks.  owned  by  priv.   Co. 

DERUYTER,  p.  1,196.  F.  dept — 1,600  ft 
hose;   f.   aL,   beU;   66  vol. 

Watsr  Supply — Not  reported. 

DISPATCH,  p.  1,000.  F.  dept— 1  h.  ft  1.  trie., 
2  e  hand  ex.,  8  hoae  carts.  1,500  ft  hose;  tot 
menu,  140  vol. 

DOBBS  FERRY,  p.  8,456;  f.  area,  1,000  a.; 
mere  bldga.,  bk.  &  wd.,  2  to  4  stor.;  priv.,  wd., 
2  to  4  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept— 6  c  hand  ex.,  2  auto., 
2  comb,  c  ft  h.  wag.,  1  h.  dr  L  trk.,  1  aer. 
trk.,  1  water  tower,  8  hose  car.,  2  hose  wag.; 
hose,  cot.,  rub.  lined,  gd..  4,000  ft;  f.  al.,  Oame- 
well,  12  bx.;  val.  equip.,  $2,400;  val.  bldgs.. 
$8,000;  exp.  dept.  $2,500;  tot  mem.,  140  vol.; 
undrs.    rating,    first    claas. 

Water  Supply — Src,  see  Tanytown. 

DOLQEVILLE,  p.  2,685;  f.  area,  600  e;  mere 
bldga.,  wd.  ft  bk.,  2  ft  8  stor.;  priv.,  wd..  2  stor.; 
wd.  rfe  not  perm.;  fwka.  ft  comot  ord.;  causes  of 
f.  inv.  V.  dept. — 1  c.  eng.,  6  c.  hand  ex.,  1 
h.  ft  1.  trk.,  2  hose  wag.,  '2  nose  reels;  hose,  cot, 
rub.  lined,  gd.,  1,500  ft;  inf.,  800  ft;  tot  hose, 
2,300  ft.;  f.  al.,  Gamewell,  16  bx.;  val.  equip., 
$4,000;  val.  bldgs.,  $3,000;  exp.  dept,  $1,500; 
tot.   mem.,   100  vol. 

Water  Supply — Src,  creek,  4%  m.  bus.  cent; 
ays.,  grav.;  res.  cap.,  8.000,000  gale,  loc.  on  Gold 
Credc,  Salisbury;  mains,  iron.  14  m.,  4  to  12  in. 
die;  64  hyd.;  680  serv.;  pipe,  galv.  i.  ft  lead;  pres.» 
dom.  120  to  150  lbs.,  f.  130  to  160  lbs.;  cost, 
$70,000;  cost  mtce.  $509.78;  wks.  owned  by  city. 

DOVER  PLAINS,  p.  750.  F.  dept— 2  hose 
carts,  760  ft.  hose;  f.  al..  bell;  vol. 

Water  Supply — Sye,  grav.;  16  hyd.;  85  Ibe 
pres. 

DRYDEN,  p.  709;  f.  area.  440  a.  F.  dept— 4 
hose  carts.  1  h.  ft  L  trk.;  hose,  cot,  nib.  lined, 
gd.,  1,200  ft;  inf.,  800  ft;  tot  hose,  1,500  ft; 
f.  al..  bell,  1  bx.;  val.  equip.,  $8,000;  vaL  bldgs.^ 
$2,500;  exp.  dept,  $75;  tot.  mem.,  60. 

Water  Supply — Src,  spr.;  sya.,  grav.;  pres.,  86 
lbs.;  cost  $28,000;  wks.  owned  by  village 

DUNDEE,  p.  1.228;  f.  area.  125  e;  mere  bldga., 
bk..  2  ft  8  ator.;  priv..  wd.,  2  stor.;  wd.  rfs.  perm, 
in  f.  area;  causes  of  f.  inv.  F.  dept— 8  c  eng.^ 
1  h.  ft  L  trk.,  1  hand  eng.,  5  c  hand  ex.:  hose, 
cot,  rub.  lined,  gd.,  200  ft.;  f.  aL,  bell;  val.  equip., 
$2,600;  val.  bldgs.,  $1,200;  tot  mem.,  60  vol. 

Water  Supply— Src,  welle 

DUNKIRK,  p.  17.221;  f.  area,  1,280  e;  mere 
bldgs.,  bk.,  cone  ft  wd.,  2  to  4  stor.;  priv..  bk.,. 
cone  ft  wd.,  2  ft  8  stor.;  wd.  rfs.  perm,  in  f.  area; 
causes  of  f.  inv.  F.  dept — 1  comb,  c  ft  h.  wag.,  1 
h.  ft  1.  trk..  10  c  hand  ex.,  8  hose  wag.,  1 
auto.  comb,  c  ft  h.  wag..  6  bra.;  hose,  cot,  rub. 
lined,  gd.,  9,600  ft;  f.  al.,  telp.  ft  wh.;  vaL 
equip..  $85,000;  val.  bldgs.,  $50,000;  exp.  dept, 
$12,000;  tot  mem.,  860,  pd.  full  time  10,  840  vol. 

Watsr  Supply — Src,  lake,  1%  m.  bus.  cent; 
sye,  pump  dir.;  2  pump,  eng.,  cap.  day  12,000,000 
gals.;  mains,  c  L,  46  m..  8  to  20  in.  dia.;  160 
hyd.;  222  v.;  8,600  met;  8,600  serv.;  pipe,  lead 
ft  galv.  i.;  pres.,  dom.  70  lbs.,  f.  100  to  140  lbs.; 
cons,  day,  4.000,000  gale;  cost,  $200,000;  wke 
owned   by   city. 

EAST  AURORA,  p.  2,781;  f.  area,  640  e;  mere 

bldgs.,  wd.,  2  ft  8  stor.;  priv..  wd.,  2  stor.;  wd. 

I   rfe    perm.;   fwks.   ft   combt   ord.      F.    dept. — 1    c 

'    eng.,   2   h.   ft  1.   trk.,    8   hose   car.,   2   hre;   bose» 
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oot,  rub.  lined,  gd.,  1,200  ft;  Inf.,  100  ft;  tot 
hoM,  1.800  ft;  f.  al.,  eltc;  val.  equip.,  $2,500; 
▼al.  b]dg8.,  $6,000;  exp.  dept,  $800;  tot  mem., 
125  ToL 

Water  Supply — Src.,  spr.  k  wells;  sya.,  pump 
dir.  ft  grav.;  res.  cap.,  826,000  gala.;  pump,  eng., 
cap.  day  720,000  gala.;  maina,  c.  L  ft  wd.,  20  m.^ 
4  to  10  in.  dia.;  96  hyd.;  42  v.;  met.,  470;  962 
aerv.;  pipe,  lead;  pres.,  dom.  70  lbs.,  f.  120  lbs.; 
cost,  $84,000;  cost  mtce.,  $4,800;  wks.  owned  by 
Tillage. 

EAST  HAMPTON,  p.  1,000.  F.  dept— 2  hose 
carta,  1  h.  ft  1.  trk.,  2,000  ft  hose;  tot  mem.,  62 
voL 

EAST  MORICHES,  p.  000.     P.  dept— 1  h.  ft  1. 
trk..  buckets;  f.  al.,  bell;  vol. 
Water   Supply — Not  reported. 

EAST  ROCHESTER,  p.  2,898;  f.  area,  860  a.; 
P.  dept. — 2  c.  eng.,  d  c.  hand  ex.,  1  h.  ft  1.  trk., 
8  hose  carts;  hose,  cot.,  rub.  lined,  gd.,  2,500  ft: 
inf.,  600  ft;  tot.  hose,  8,000  ft;  f.  al.,  elec,  14 
bx.;  Tal.  equip.,  $4,000;  val.  bldgs.,  $12,000;  exp. 
dept,  $1,000;  tot   mem.,   176  vol. 

Water  Supply — Src.,  Lake  Ontario  Water  Co.; 
67  hvd.;  maina,  6H  m.;  pres.,  dom.  80  lbs.,  f. 
100  lbs.;   coat,   $102,600;   wks.   owned  bj  village. 

EAST  SYRACUSE,  p.  8,274;  f.  area,  820  a.; 
bldgs.,  wd..  2  stor.;  wd.  rfs.  perm.;  fwka.  ft  combt 
ord.  F.  dept. — 2  c.  hand  ex.,  1  h.  ft  L  trk.,  1 
hose  wag.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd., 
1,600  ft;  f.  al.,  bell  ft  wh.,  10  bx.;  val.  equip., 
$2,000;   val.   bldgs.,    $2,600;   tot   mem.,    110   vol. 

Water  Supply — Src,  spr.;  ays.,  grav.  to  res.; 
rea.  cap.,  8,600.000  gala.;  maina,  18  m.,  4  to 
1-2  in.  dia.;  60  hyd.;  69  v.;  200  met;  400  aerv.; 
pres..  f.  120  lbs.;  coat,  $75,000;  wka.  owned  by 
Tillage. 

EBENEZER.     F.  dept  not  reported. 

Water  Supply— Src.,  Lake  Erie,  situated  8  ra. 
bus.  cent;  sya.,  grav.;  mains,  iron  pipe;  hyd.,  15; 
prea.,  dom.  40  to  66  Iba.,  f.  06  lbs.;  wks.  owned 
by  prlv.  Co. 

EDEN,  p.  2,626.  F.  dept — 1  hand  eng.,  1  h. 
ft  1.  trk.,  20  hand  ex.;  t.  al.,  bell;  tot  mem.,  20 

TOl. 

Watar  Supply — ^Not  reported. 

ELBRIDGE,   p.    2,980.     P.  dept — 1   hand  eng., 
8,000   ft   hoae;   f.   al.,  bell;  vol. 
Watar  Supply — ^Not  reported. 

ELLENVILLE,  p.  8,114;  f.  area,  700  a.;  mere, 
bldgs.,  atn.  ft  wd.,  2  stor.;  priv.,  wd.,  2  ator.; 
wd.  rfs.  perm.;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  h.  ft  L  trk.,  8  hose  wag.;  hoae, 
cot,  rub.  lined,  gd.,  8.000  ft;  f.  al.,  bell;  val. 
aquip.,  $6,600;  val.  bldgs.,  $0,000;  exp.  dept, 
$700;  tot  mem.,  185  vol. 

Watar  Supply — Src,  brook,  1  m.  bua.  cent;  ays., 
grav.;  rea.  cap.,  2,000,000  gala.;  loc.  on  mountain; 
mains,  iron,  10  m.,  4  to  10  in.  dia.;  91  hyd.;  dl 
v.;  18  met:  600  aerv.;  pipe,  wrt  i. ;  pres.,  dom. 
86  lbs.,  f.  87  to  106  lbs.;  cost  mtce.,  $1,860;  wka. 
owned  by  village. 

ELIZABETHTOWN.  p.  1,108.  F.  dept— 1  hose 
cart.  1  h.  ft  L  trk.,  2  hand  ex.,  1,000  ft  hose; 
1  al.,  bell;  tot  mem.,  60  voL 

Watar  'Supply — Src,  spr.,  2  m.  bus.  cent;  aye., 
mv.;  rea.  cap.,  126,000  gals.;  mains,  c.  1.,  1,888 
ft,  8  to  6  in.  dia.;  24  hyd.;  pres.,  dom.  ft  f.,  120 
lbs.;  wks.  owned  by  Corpn. 

ELLICOTTVILLE,  p.  2,067.  F.  dept. — 2  hoae 
carta,  960  ft  hose;  f.  al.,  bell;  tot  mem.,  80  vol. 

Watar  Supply — Src,  apr.  ft  wells,  2  m.  bus. 
cent;  sys.,  grav.;  atdp.  <oap.,  200,000  gals.;  2 
pump,  eng.,  cap.  day,  100,800  gala.;  prea.,  f.  76 
lbs.;   cost,   $18,000;   wks.    owned  by   priv   Co. 

ELMIRA,  p.  87,176;  f.  area,  4,800  a.;  mere 
bldga.,  bk.  ft  stn.,  2  to  6  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  P.  dept. — 1  auto.  comb,  c 
ft  h.  wsg.,  6  comb,  c  ft  h.  wag.,  6  str.,  2  h.  ft  L 
trk.,  4  c  hand  ex.,  1  aer.  trk.,  1  hoae  wag.,  28 
hra.;  hose,  cot,  rub.  lined,  gd.,  9.260  ft;  f.  aL, 
bell,  77  bx.;  val.  equip.,  $00,089;  vaL  bldgs., 
$91,000;  exp.  dept,  $89,600;  tot  mem.,  44,  pd. 
full  time  48;  pd.  part  time  1. 

Watar  Supply — Src,  riv.  ft  creek.  1^  ft  8  m. 
bua.  cent:  sys.,  grav.  ft  pump  to  res.;  res.  cap., 
96,000,000  gals.,  loc  at  Carrs  Creek;  4  pump, 
ang.,  cap.  dsy  89.000,000  gals.:  mains,  c  i.,  78 
m.,  6  to  20  in.  dia.;  618  hyd.;  '660  v.;  8,726 
met;    7,670    serv.;    pipe,    lead    ft    galv.    i.;   i)re8.. 


dom.  86  Iba.,  f.  86  Iba.;  cona.  day,  7,600,000  ftk; 
cost.  $1,000,000;  wka.  owned  by  Co. 

ELMIRA  HEIGHTS,  p.  2,782;  t  ares,  600  t.; 
mere  bldga.,  bk.,  1  to  f  ator. ;  pHv.,  mostly  mL,  2 
stor.;  wd.  rfs.  perm,  in  1  area;  fwka.  ft  combt  onL; 
cauaca  of  f.  Iut.  F.  dept — 1  c  eng.,  1  b.  ft  L  ttL, 
hoae  wag.,  4  hoae  car.;  hoae,  cot,  rub.  lined,  gd., 
2,600  ft.;  f.  aL.  bell  in  town  hall;  vaL  equip.. 
$8,600;  val.  bldga.,  $1,500;  exp.  dept,  1400; 
mem.,  80  vol. 

Watar  Supply — Src,  Chemung  fiiver  ft  res..  S 
m.  bua.  cent;  sys..  dir.  pres.;  res.  cap.,  1,5M,- 
000  gala.;  2  pump^.  eng.,  daaa  «omf».  dup.,  capi 
day,  1,800,000  gals.;  pres,,  dom.  ft  f.  110  to  IM 
lbs.;  wks.  owned  by  Elmira  Water,  Light  ft  Railiotd 
Co. 

ENDICOTT,  p.  2.408.  P.  dept — 1  comb.  waj.. 
2  hoae  carts.  1  h.  ft  L  trk.;  hose,  1,100  ft;  i.OOO 
ft  of  hose  available  at  ahoe  factoiy;  tot  mem.,  ISO 
vol. 

Water  Supply — Sys.,  grav.;  rea.  cut.,  2,000.000 
gala.;  stm.  pump;  maina,  4^  m.;  82  hyd.;  pcea, 
dom.  66  Iba.,  f.  180  Iba.  -*       •- 

FAIRPORT,  p.  8,112;  f.  area.  640  a.;  nun. 
bldgs.,  Ktn..  bk.  ft  wd.,  2  to  8  ator.;  priv..  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  are*;  combt  ori; 
causes  of  f.  inv.  F.  dept — 4  c  eng..  1  h.  ft  L 
trk.,  1  hose  wag.,  4  hoae  car.;  hoae,  cot,  rob. 
bned,  gd.,  3.000  ft.;  f.  al.,  wb.;  vaL  eqaipi. 
$5,000;    exp.    dept.    $1,100;    tot    mem..    140  vol 

Watar  Supply — Src,  wella,  hk  m.  bus.  cent; 
sya.,  pump  to  stdp.;  stdp.  cap..  800.000  gala, 
mat,  iron;  '2  pump,  eng.,  class  trip,  ft  comp.  dopu 
cap.  day.  98^,000  gala.;  mains,  c.  L,  8  m.,  4  to 
10  in.  dia.;  77  hvd.:  64  v.;  met.  621;  780  atn.; 
pipe,  galv.  1.  ft  lead;  pres.,  dom.  ft  f.  80  to  90 
lbs.;  cona.  day,  200.000  gala.:  coat  $42,000; 
coat  mtce.,  $2,200;   wka.   owned  by  villsge. 

FALCONER,  p.  2,141;  1  area,  640  a.;  mar. 
bldgs.,  bk.  ft  wd.,  1  to  4  ator.;  priv.,  bL  ft  wd.,  t 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft  oosibt 
ord.;  cauaes  of  f.  inv.  P.  dcHpt — 8  c  hand  «..  1 
hoae  wag.,  1  hose  cart  2  hra.;  hoae,  cot,  rabi 
lined,  gd.,  1,100  ft;  f.  aL,  beU;  val.  equip.,  IV 
100;  vaL  bldgs.,  $8,600;  exp.  dept,  $800;  tot 
mem.,  SO  voL 

Watar  Supply — Src,  wells,  1^  nu  bus.  ccat; 
aya.,  pump  dir.;  8  pump,  eng.,  cap.  day  6,000.000 
gala.;  maina,  c.  L,  6  m.,  6  to  16  in.  dia.;  SO 
hyd.;  12  t.;  200  met;  610  aerr.;  pipe,  nlv.  L; 
prea.,  dom.  66  lbs.,  f.  126  Iba.;  wka.  owned  oy  dtr 


FARMINQDALE,  p.  1,567;  L  aicft,  640  a.; 

bldga.,  bk.  ft  wd.,  1  to  8  stor.;  piiT.,  wd.,  t 
stor.;  wd.  rfa.  perm,  in  f.  area;  canaea  of  f.  isr. 
P.  dept — 1  h.  ft  L  tik.,  1  hand  eiMe.,  1  bosf 
wag.;  hoae,  cot,  rub.  lined,  gd.,  1,000  ft;  laL. 
1,000  ft;  tot  hose,  2.000  ft;  f.  aL,  bcO;  vaL 
equip.,  $2,600;  vaL  bldga..  $4,600;  exp^  dcpC 
$260:  tot  mem.,  110  voL 

Watar  Supply — Src,  wella;  igra.,  pump  to  tea; 
res.    cap.,    24,000   gals.;    2    pump,    eng^   csp.  8iO 

Kils.  min.;  maina,  7  m.;  71  hyd.;  prea.,  dom.  70 
8.,  f.  106  Iba.;  coat,  $68,000;  coat  mtee.,  $8,600; 
wka.  owned  by  Co. 

FAR  ROCKAWAY  (Oraater  New  York),  t  am, 
900  a.;  bldgs.,  wd.,  2  ft  8  ator.;  wd.  rfa.  pcm.; 
fwka.  ft  combt  ord.  P.  dept — 1  atr.,  1  h.  ft  L 
trk.,  1  Jumper.  2  hoae  car.;  hoae,  cot,  nib.  Bned. 
gd.,  1,000  ft;  rub.,  gdL  460  ft;  inf.,  860  ft: 
tot  hoae.  2,800  ft;  f.  aL,  Oamewell.  16  bx.;  vaL 
equip.,  $8,000;  val.  bldga.,  $8,600;  exp.  itfC, 
$2,000;  tot  mem.,  86  vol. 

Watar  Supply — Src.  wella,  6  m.  bna.  cent;  ar*- 
pump  to  stdp.  ft  dir.;  stdp.  dim..  It  x  120  ft  20  i 
100.  mat  wrt  i.;  8  pump,  eng.,  claaa  high  ft  k* 
serv.,  cap.  day  8.000,000  gala.;  maina,  c  L.  90 
m.,  8  to  20  in.  dia.;  400  hyd.;  met.  1,457: 
8,800  aerv.;  pipe,  wrt.  i.  ft  lead;  prea.,  doiL  10 
to  90  Iba.;  cona.  day,  1,900,000  gala.;  wka.  owaed 
by  Co. 

FAYETTEVILLE,    p.     1.481;    f.    area,    400   a.; 

bldga.,  bk.  ft  wdL,  2  ft  8  ator.;  wd.  ifa.  perm., 
fwks.  ft  combt  ord.  P.  dept — 1  b.  ft  L  tik..  i 
hoae  car.;  hoae.  linen,  gd..  1,800  ft;  t.  aL.  bcU: 
val.  equip.,  $1,790;  vaL  bldgii.,  $700;  exp.  dept 
fl50;  tot  mem..  20  toL 

Watar  Supply — Src.  spr.,  2  m.  bna.  cent;  v^ 
grav.;  2  res.,  cap.,  10,000,000  gala.;  nmiaa,  c;  i. 
6%  m..  4  to  10  in.  dia.;  60  hyd.;  86  v.;  met, 
425;  445  aerv.;  pipe,  galv.  i;  prea.,  Aom.  ft  U 
60  to  125  lbs.;  coat  $50,000;  cost  mtc«..  $2,*&0: 
wks.  owned  by  village. 
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FI8HKILL  LANDING,  p.  S.OOS;  f.  atm.  900  ft.; 

mere  bldgi.,  stn.,  bk.  ft  wd.,  1  to  6  itor.;  prir., 
wd.,  S  itor;  wd.  rfs.  penn.;  fwks.  ft  oombt.  ord.; 
ctoMt  of  f.  inT.  F.  dept. — 4  c.  hand  ex.,  1 
h.  ft  L  trk.,  1  hoee  wag.,  1  hose  cftrt,  1  hn.; 
hoM,  cot.,  rub.  lined,  gd.,  2,000  ft;  f.  aL,  bdl; 
«xp.  dept.,  1800. 

Wtttr  Supply — Src.,  mountain  strma.,  1 H  »•  ^v. 
cent;  qra.,  grar.;  44  hvd.;  41  r.;  met,  447;  440 
•erv.;  prea.,  dom.  106  Iba.,  f.  140  Iba.;  wka.  owned 
bj  dty. 

FLORAL  PARK,  p.  1,226.  F.  dept— 1  h.  ft  L 
trk.,  2  hose  carts;  hose,  cot,  rub.  lined,  sd.,  1,100 
ft;  rub.,  gd.,  160  ft;  tot.  hose,  1,260  it;  f.  aL, 
beU;  ral.  bldga.,  $1,600;  exp.  dept,  $1,200;  tot 
mem.,  05   voL 

Water  Supply — ^Not  reported. 

FLUSHINQ  (Greater  New  York),  f.  area,  2,600 
jl;  mere,  bldgs.,  atn.,  bk.  ft  wo.,  8  ft  4  ator.; 
priT.,  wd..  2  ft  8  ator.;  wd.  rfa.  perm.;  fwks.  ft 
combt  ord.  F.  dept — 2  h.  ft  L  trk.,  6  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  4,000  ft;  f.  aL,  Oame- 
well,  29  bx.;  ral.  equip.,  $4,000;  ral.  bldga.,  $16,- 
000:  exp.  dept,  $6,000;  tot  mem.,  286  toL 

Watar  Supply — Src.,  wells,  8  m.  bus.  cent;  aye., 
pump  to  stdp.;  stdp.  cap.,  090,000  gals.;  pump, 
eng.,  cap.  day  8,000,000  gala.;  mains,  c.  L,  80 
m.,  4  to  10  in.  dia.;  206  hyd.;  met,  1,900;  2.200 
aerr.;  prea.,  dom.  40  Iba.,  f.  90  lbs.;  coat  $270,- 
000;  cost  mtce.,  $20,000;  wks.  owned  by  town. 

FONDA,  p.  1,100;  f.  area,  040  a.;  mere,  bldga., 
bk.,  2  ft  8  ator.;  prir.,  bk.  ft  wd.,  2  ator.;  wd. 
rfa.  perm,  in  f.  area;  causes  of  f.  inT.  F.  dept^ 
1  h.  ft  1.  trk.,  0  c.  band  ex.,  1  c  eng..  8  hoee 
car.;  hose,  cot,  rub.  lined,  gd.,  750  ft;  rub., 
gd.;  700  ft;  inf.,  260  ft;  tot  hoee.  1,700  ft; 
f.  aL,  bell  ft  wh.,  7  bx.;  ?aL  equip.,  $2,000;  val. 
Udgs.,  $8,000;  exp.  dept,  $860;  tot.  mem.,  90  toL 

Water  Supply— -Src.,  apr.,  4  m.  bua.  cent:  eys., 
gray.;  res.  cap.,  50,000  gala.,  loc.  west  nllage; 
mains,  L,  0^  m.,  4  to  12  in.  dia.;  86  hyd.; 
f2  T.;  met,  1;  226  aerr.;  pipe,  lead;  prea.,  dom. 
70  lbs.,  f.  80  lbs.;  cost,  $82,000;  cost  mtce., 
-$600;  wks.  owned  by  village. 

FORESTVILLE,  p.  721.  F.  dept— 1  h.  ft  L 
trk.,  2  hoae  carta,  900  ft  hose;  f.  aL,  bell;  tot 
mem.,   16  toL 

Watar  Supply — Sya.,  graT.;  26  hyd.;  prea.,  90 
Iba. 

FT.  EDWARD,  p.  8,708;  f.  area,  70  a.;  mere, 
bldgs.,  bk.,  1  to  4  stor.;  priT.,  bk.  ft  wd.,  8  ator.; 
wd.  rfa.  perm.;  eombt  ord.  F.  dept~-l  etr.,  8 
c:  hand  ex.,  8  hoae  reela;  hoae,  cot,  rub.  lined,  gd., 
4.860  ft;  L  aL,  bell  ft  wh.;  val.  equip.,  $10,000; 
▼aL  bldga.,  $6,000;  exp.  dept.,  $076;  tot  mem., 
89.  pd.  full  time  8,  vol.  87. 

Watar   Supply^— Src,    apr.,    2H    m-    bua.    cent; 

•ya.,  ipraT.;  maina,  c.  L,  10  m.,  4  to  20  In.  dia.; 

100    hyd.;    90   t.;   met,    2;   pipe,   galT.    L:   pres., 

^om.  80  to  60  lbs.,  f.  80  to  60  Iba.;  cost,  $0,600; 

wka.  owned  by  corp. 

FORT  PLAIN,  p.  2.702;  f.  area,  800  a.;  mere, 
bldga.,  atn.,  bk.  ft  wd.,  1  to  4  ator.;  priv.,  atn., 
bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  ord.  F.  dept — 1  h.  ft  1.  trk.,  2  hand  eng., 
^  hoee  car.;  hoae,  cot.  rub.  lined,  gd.,  3,000  ft.; 
f.  al.,  €ameweU;  vaL  equip.,  $0,000;  vaL  bldgs., 
#450;    exp.   dept,   $600;   tot.    mem.,    150   vol. 

Water  Supply — Src.,  spr.,  8  m.  bus.  cent;  ays., 
g;raT.;  res.  cap.,  25,000,000  gals.;  maina,  c.  L,  15 
in.,  4  to  12  in.  dia.;  72  hyd.;  41  v.;  met..  50; 
700  aenr.;  pipe,  gal?,  i.;  pres..  dom.  00  lbs.,  f. 
90  Iba.;  cons.  day.  500,000  gals.:  cost.  $08,500; 
coat   mtce.,   $2,500;   wks.   owned  by   Tillage. 

FRANKFORT,  p.  8,808;  f.  area,  400  a.;  mere. 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priT..  wd.,  2  ator.; 
wd.  rfa.  perm,  in  f.  area;  causes  of  f.  inv.  F. 
dept. — 2  atr.,  1  h.  ft  1.  trk.,  4  c.  hand  ex..  8  hoae 
waflT.;  hoae.  cot,  mb.  lined,  gd.,  8,000  ft.;  inf.,  600 
ft;  tot  hose,  8.600  ft;  f.  aL,  wh.;  Tal.  equip., 
96,600;  Tal.  bldga.,  $8,600;  exp.  dept,  $800;  tot 
mem.,    80  voL 

Wstsr  Supply — Src.,  spr.;  aya.,  grar.;  res.  cap., 
10,000,000  gala.;  mains,  0%  m.;  71  hyd.;  pres., 
dom.  <ft  f.  05  to  100  lbs.;  cost,  $60,000;  wks. 
owned  by  city. 

FRANKLIN,  p.  2,408.  F.  dept— 1  h.  ft  L  trk., 
2  hoae  carts,  2  hand  ex.,  1  hand  eng.,  1,000  ft. 
bose:    f.   aL,  bell. 

Vvstsr  Supply — <3re.,  spr.,  1^  m.  bus.  cent; 
myu.,   Srar.;  22  hyd.;  maina,  iron,  4  to  8  in.  dia.; 


prea.,  IQO  Iba.;  cost,  $25,000;  wka.  owned  by  vil- 
lage. 

FRANKLINVILLE,  Cattaraugua  Co.,  p.  1,608; 
bldga.,  atn..  bk.  ft  wd.,  2  ft  8  ator.;  wd.  rfa. 
perm.  F.  dept — 1  c.  eng.,  2  h.  ft  L  trk..  8  hoae 
oar.,  1  hoae  tower,  2  hra.;  hose,  cot,  rub.  lined, 
gd.,  2,000  ft.;  f.  aL,  bell;  vaL  equip.,  $8,000; 
vaL  bldgs.,  $112;  exp.  dept,  $200;  tot  mem.,  100 
vol.;   undrs.   rating,   aecond   class. 

Water  Supply— ^rc,  spr.,  7  m.  bus.  cent;  sya., 
grav.  to  res.  ft  dir.;  res.  cap.,  750,000  gala.;  t 
pump,  eng.,  cap.  day  1,200,000  gals.;  mains,  iron, 
12  ni.,  4  to  8  in.  dia.;  05  hyd.;  80  v.:  40  met: 
826  serv.;  pipe,  iron;  pres.,  dom.  76  lbs.,  f.  90 
Iba.;  cons,  day,  875,000  gals.;  cost,  $44,000;  cost 
mtce.,  $1,500;   wks.   owned  by  village. 

FREDONIA,  p.  6,286;  mere,  bldgs.,  bk.  ft  wd., 
IH  to  8  ator.;  priv..  bk.  ft  wd.,  2  stor.;  wd.  rfa. 
not  perm.;  combt  ord.;  causes  of  f.  Inv.  F.  dept 
— 1  h.  ft  L  trk.,  2  comb.  c.  ft  b.  wag.,  2  hoae 
wag.;  hoae,  cot,  rub.  lined,  gd.,  8,000  ft;  inf., 
1,000  ft.;  tot  hose,  4.000  ft;  f.  al.,  elec,  0  bx.: 
vaL  equip.,  $2,000;  vaL  bldgs.,  $20,000;  tot  mem., 
110   voL 

Watar  Supply — Src.,  creek.  2%  m.  bua.  cent; 
ays.,  grav.;  res.  cap.,  99.000.000  gala.;  maina,  iron, 

10  m.,  2  to  12  in.  dia.;  104  hvd.;  20  v.;  1,400 
aerv.;  pipe,  iron;  pres.,  dom.  90  lbs.,  f.  90  to  106 
lbs.;  cost,  $100,000;  cost  mtce.,  $600;  wks.  owned 
by  town. 

FRECPORT,  p.  4,880;  f.  area,  4H  i^*  »•; 
mere  bldga.,  bk.  ft  wd.,  1  to  8%  ator.;  priv.,  bk., 
2H  ator.;  wd.  rfa.  perm.;  cauaea  of  f.  inv.  F. 
dept. — 1  atr..  10  c.  hand  ex.,  1  c.  eng.,  2  h.  ft  L 
trk.,  4  hose  wag.,  1  hose  car.,  1  extra  trk.  ft  hose 
wag.;  hoae,  cot,  rub.  lined,  gd.,  4,000  ft;  inf., 
600  ft;  tot.  hoee,  4,000  ft;  f.  al.,  bell  ft  wh.; 
vaL  eouip.,  $12,000;  vaL  bldgs.,  $9,000;  exp. 
dept,   $4,600;   tot.   mem.,   297   vol. 

Water  Supply — Src,  wella;  aya.,  pump  to  atdp.; 
atdp.  cap.,  298,700  gala.,  dim.  20  x  126;  2  pump, 
eng.  cap.  day,  1,000,000  gals.;  maina,  c  L,  26 
m.,    4   to   12   in.   dia.;   268  hyd.;   514  serv.;   pipe, 

falv.    L;    prea.,    dom.    00    Iba.,    f.    00    Iba.;    coat 
68,600;  coat  mtce.,  $0,000;  wka.  owned  by  city. 

rmENOSHUP,  p.  1,218;  f.  area,  I  a.;  mere, 
bldga..  bk.  ft  wd.,  2  ft  8  ator.;  priv.,  wd.,  2  ator.: 
wd.  rfa.  perm,  in  f.  area;  combt.  ord.;  cauaea  of 
f.  inv.  i*.  dept — 1  str.,  1  h.  ft  1.  trk.,  4  c.  hand 
ex.,  4  hose  wag.;  hoae,  cot,  rub.  lined,  gd.,  2,000 
ft.;  inf.,  200  ft;  tot  hose,  2,200  ft;  f.  aL, 
bell  ft  wh.,  8  bx.;  v«L  equip.,  $8,000;  val.  bldgn, 
$6,000;  exp.  dept.,  $1,800;  tot.  mem.,  126  voL 

Water  Supply — Src,  apr.  ft  wella,  2  m.  bua. 
cent;  *ya.,  grav.,  pump  to  rea.;  rea.  cap..  600,000 
gala.,  loc.  %  m.  village;  pump,  eng.,  daaa  trip., 
cap  day  80,000  gala.;  maina,  c  L,  10  1-6  m.,  4 
to  10  in.  dia.;  68  hyd.;  40  v.;  met,  200;  226 
aerv.;  pipe,  galv.  L;  prea.,  dom.  86  Iba.,  f.  8o  Iba.; 
coat,  $88,600;  coat  mtce.,  $600;  wka.  owned  by 
Coxpn. 

FULTON,  p.  10,480;  f.  area,  8,600  a.;  mere 
bldga..  bk.  ft  wd.,  4  ator.;  priv.  bk.  ft  wd.,  2  ator.; 
wd.  rfa.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.     F.  dept. — 2  str.,  8  c  hand  ex., 

11  h.  ft  1.  trk.,  2  hose  wag.,  1  exercise  wag.,  4 
his.;  hose,  cot,  rub.  lined,  gd.,  5.800  ft;  1.  al., 
Gamewell,  28  bx.;  val.  equip.,  $12,600;  val.  bldgs., 
$5,000;  exp.  dept,  ^8,500;  tot.  mem.,  26,  pd. 
full  time  0,  pd.  part  time   10. 

Water  Supply — Src,  spr.;  sys.,  pmnp  to  atdp.  ft 
dir.;  atdp.  cap.,  188,000  gals.,  dim.  20  x  80;  2 
pump,  eng.,  cap.  day  4,600,000  gala.;  maina,  c.  i., 
24  m.,  4  to  12  in.  dia.;  179  hyd.;  2,109  serv.; 
cost,  $200,000;  cost  mtce.,  $4,800;  wks.  owned  by 
dty. 

FULTONVILLE,  p.  812;  f.  area,  040  a.;  mere 
bldga.,  wd.  ft  bk.,  2  ft  8  stor.;  priv.,  wd.,  2  ator.; 
wd.  rfa.  perm.;  fwks.  ft  combt.  ord.  F.  dept — 1 
hand  eng.,  8  c.  hand  ex.,  2  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  1,000  ft;  inf..  200  ft;  tot 
hose,  1,200  ft.;  f.  aL,  bell;  exp.  dept,  $00;  tot. 
mem.,   40  voL 

Water  Supply — Src,  wella;  sys.,  pump  to  rea.; 
res.  cap.,  600,000  gala.;  pump,  eng.;  mains,  7 
m.,  4  to  6  in.  dia.;  88  hyd.;  prea.,  dom.  80  Iba., 
f.  85  lbs.;  wks.  owned  by  Co. 

GARDEN  CITY,  p.  681.  F.  dept— 1  h.  ft  L 
trk.,  2  hose  carts.  2  hose  car..  1,500  ft  hose;  f. 
al.,   bell   ft   wh.;   tot.    mem.,    88   vol. 
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Vimif  Supply — Syi.,  grtv.;  140  lijd.;  pret.>  80 
to   100   lbs. 

GARDINER,  p.  300;  f.  are«,  500  a.     F.  dept. — 

1  hand  eng.;  val.  equip.,  9500;  val.  bldgs.,  (1,500; 
tot    mem.,   80  vol. 

Water  Supply — ^Not  reported. 

QEDDES,  p.  884;  f.  area,  2,000  a.;  mere  bldga., 
wd.,  1  to  8  Btor.;  priv.,  wd.,  2  ator.;  wd.  rfa. 
not  perm,  in  t.  area;  fwks.  &  oombt.  ord.;  oauaea  of  f. 
inv.  F.  dept. — 5  c.  hand  ex.,  1  h.  4e  1.  trk.,  8 
hoae  reels,  1  cupply  cart;  hose,  rub.  lined,  gd., 
8,000  ft;  inf.,  800  ft.;  tot.  hose,  8,800  ft;  f. 
ah,  wh.,  19  bx.;  val.  equip.,  $8,000;  val.  bldfi., 
912.000;  exp.  dept,  $2,000;  tot  mem.,  90  vol. 

Waiar  Supply---iSrc.,  apr.  4i  Otiaco  Lake,  16  m. 
bua.  cent.;  ays.,  pump  to  rea.;  rea.  cap.,  6,600,000 
gala.;  2  pump,  eng.,  cap.  day  1,800,000  gala.; 
maina,  c.  i.,  13  m.,  4  to  12  in.  dia.;  151  hyd.; 
120  v.;  950  met;  050  «erv.;  pres.,  dom.  ft  f.,  05 
to  125  Hm.;  cona.  day,  400.000  gala.;  coat,  $126,- 
000;  cost  mtce.,  $8,000;  was.  owned  by  city. 

QENESEO,  p.  2,007:  f.  area,  000  a.;  mere, 
bldga..  bk.,  2  ator.;  pnv.,  wd.,  2  ator.;  wd.  rfa. 
perm.;  fwka.  4e  combt  ord.  F.  dept— 4  c.  hand 
ex.,  1  h.  ft  I.  trk.,  5  hoae  wag.:  hoae.  cot.,  rub. 
lined,  gd.,  8,500  ft;  f.  al.,  wh.,  7  bx.;  val.  equip., 
$8,000;  val.  bldgs.,  $25,000;  exp.  dept,  $1,000; 
tot    mem.,   160   vol.;   undra.   rating,   fint  claaa. 

Water  Supply — Src,  lake,  6  m.  bua.  cent;  ara., 
pump    to   res.;    2    res.,    cap.    2,450,000    gaU.,    loc 

2  m.  east  village;  2  pump,  en^.,  claaa  comp.  dup., 
cap.  day,  1,700,000  gals.;  mama,  c.  i.,  12. 7-2  m., 
4  to  1^  in.  dia.;  01  hyd.;  78  v.;  met,  28«;  668 
aer\%;  pipe,  iron  ft  lead;  prea.,  dom.  40  to  1<60  lbs., 
f.  40  to  160  Iba.;  cona.  day,  810,818  gals.;  coat, 
$108,828;  cost  mtce.,  $5,520;  wka.  owned  by 
village. 

GENEVA,  p.  12,440;  f.  area,  1,280  a.;  mere, 
bldga.,  bk.,  2  to  0  ator.;  priv.,  bk.  ft  wd.,  2 
ator.;  wd.  rfa.  not  perm.;  fwka.  ft  combt  ord.; 
cauaea  of  f.  inv.  F.  dept^2  atr.,  1  comb.  c.  ft 
h.  wag.,  1  c.  eng.,  8  c.  hand  ex.,  2  h.  ft  I.  trk.,  1 
aer.  trk.,  1  hose  wag.,  8  hoae  car.,  8  hn.;  hoae, 
cot,  rub.  lined,  gd.,  11,000  ft;  rub.,  gd.,  600 
ft;  inf.,  8.400  ft.;  tot  hose,  16,000  ft;  f.  al., 
Gamewell,  87  bz.;  val.  equip.,  $86,000;  vaL  bldga., 
820,000;  exp.  dept,  $8,500;  tot  mem.,  226,  pd. 
full  time  8,  pd.  part  time  14,  vol.  208. 

Water  Supply — Src,  lake,  2%  m.  bua.  cent; 
lya.,  grav.,  piunp  to  rea.;  8  pump,  eng.,  cap.  day 
7,800,000  gala.:  maina,  c.  i.,  86.84  m.,  4  to  20 
in.  dia.;  287  hyd.;  419  ▼.;  met,  8,000;  8.884  aenr.; 
pipe,  lead  ft  iron;  prea.,  dom.  06  Iba..  i.  86  Iba.; 
cons,  day,  1,000,000  gals.;  cost,  $200,828;  coat 
mtce.,  $2,166;  wka.  owned  by  city. 

GERMANTOWN,  p.  1,800;  f.  area,  1  m.;  wd. 
rfa.  perm,  in  f.  area;  fwka.  ft  combt  ord.;  cauaea 
of  f.  inv,  IF.  dept. — 1  c.  eng.,  1  h.  ft  I.  trk.;  f. 
al.,  bell;  val.  equip.,  $500;  exp.  dept,  $100;  tot 
mem.,   26   vol. 

No  water  worka. 

QLASCO;  bldn.,  wd.    F.  dept — 1  c.  eng.;  hoae, 
260  ft.;  f.  al.,  Dell;  tot.  mem.,  66  voL 
Water  Supply — ^Not  reported. 

GLEN  COVE,  p.  6,600;  f.  area,  2,000  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  ft  8  ator.;  priv.,  wd.,  2  ator.; 
wd.  rfa.  perm,  in  f.  area.  F.  dept. — 1  c.  enjN,  1 
hand  eng.,  21c.  hand  ex.,  1  h.  ft  1.  trk.,  1  noae 
wag.,  1  hoae  car.;  hoae,  cot.,  rub.  lined,  gd.,  2,000 
ft;  f.  al.,  bell  ft  wh.;  val.  equip.,  $4,500;  val. 
bldga.,  $6,000;  exp.  dept,  $1,200;  tot  mem.,  100 
vol. 

Water  Supply — Src,  wells,  1  m.  bua.  cent; 
ays.,  pump  to  atdp.;  atdp.  cap.,  206,000  gala., 
dim.  20  X  120,  mat.  stl.;  2  pump,  eng.,  cap.  day 
1.000,000  gals.;  maina,  c.  i.,  11  m.,  4  to  10  in. 
dia.;  40  v.;  mH.,  25;  37  aerv.;  pipe,  galv.  L; 
prea.,  dom.  60  to  70  Iba.,  f.  00  to  100  lbs.;  coat, 
$96,000;  cost  mtce.,  $6,000:  wka.  owned  by  Co. 

QLENS  FALLS,  Warren  Co.,  p.  12.248;  bldga., 
bk.,  atn.  ft  wd.,  1%  to  4  ator.;  wd.  rfa.  not 
perm.;  fwka.  ft  combt  ord.  F.  dept. — 1  atr.,  1 
comb,  hoae  wag.,  6  c.  hand  ex.,  1  aer.  trk.,  ex. 
lad.,  1  aupply  wag.,  1  hose  wag.,  1  in  reserve,  2 
hose  ft  ladder  sleighs,  6  hrs.;  hose,  cot,  rub. 
lined,  gd.,  6,750  ft.;  in  reaerve,  1,800  ft;  f. 
aL.  Gamewell,  48  bx.;  val.  equip.,  $20,000;  vaL 
bldgs.,  $12,000;  exp.  dept,  $15,708;  tot  mem., 
82,  pd.  full  time  14,  pd.  part  time  18;  undrs. 
rating,  third  daas. 


Water  Supply — Src,  apr.  ft  nm  off,  6  to  8  m. 
boa.  cent;  aya.,  grav.;  rea.  cap.,  420,000,000  gals.; 
maina,  86.28  m.,  4  to  16  in.  dia.;  407  v.;  Sit 
hyd.;  8,800  aenr.;  14  met;  cona.,  8,880.000  pi*- 
day;  prea.,  dom.  80  Iba.,  f.  86  to  100  Iba.;  cost, 
$460,000;  coat  mtce.,  $2,000;  wka.  owned  by  citr. 

QLOVERSVILLE,  p.  80,642;  f.  area,  8,200  i.; 
mere  bldga.,  bk.  ft  wd.,  1  to  4  ator.;  priv.,  bk. 
ft  wd.,  2  ator.;  wd.  rfs.  perm,  in  f.  area;  combt 
ord.  F.  dept — 1  auto,  with  c  triL,  2  oomb. 
c  ft  h.  wag.,  1  h.  ft  L  trk.,  8  c  hand  ex.,  1 
aer.  trie,  1  hoae  wag.,  1  buggy,  0  hrs.;  hose. 
cot,  rub.  lined,  gd.,  6,000  ft;  inf.,  600  ft;  tot 
hoae,  6,600  ft;  f.  aL,  bell  ft  wh.,  48  bx.;  vtL 
equip.,  $20,000;  vaL  bldga.,  $87,600;  exp.  dept. 
$18,000;  tot  mem.,  86,  pd.  full  time  15,  pd.  pirt 
time  20. 

Water  Supply — Src,  apr.  ft  mountain  stnn.,  S  to 

7  m.  cent  city;  m.,  grav.;  rea.  cap.,  168,500,000 
gala.;  maina,  c  L,  88.74  m.,  4  to  18  in.  dia; 
846  hyd.;  462  v.;  8,680  met;  8,877  serv.;  pipe, 
galv.  i  ft  lead;  prea.,  dom.  40  to  85  Iba.,  t 
86  to  186  lbs.;  cona.  day,  2,000,000  gak.;  cost 
$612,121;  wka.  owned  by  city. 

GOSHEN,  p.  8,081;  mere  bldga.,  atn.,  bk.  k 
wd.,  1  to  8  ator.;  priv.,  atn.,  bk.  ft  wd.,  2  stor.; 
wd.  rfa.  penn.  in  f.  area.  F.  dept — 1  c  enc.,  1 
hand  eng.,  4  c  hand  ex.,  1  auto.  h.  ft  L  tn.,  1 
comb,  c  ft  h.  wag.,  4  hoae  carta;  hoae,  cot.,  rub. 
lined,  gd.,  4,200  ft.;  f.  al.,  Gamewell,  11  bx.,  k 
wh.;  val.  equip.,  $8,500;  val.  bldga.,  $8,000;  exp. 
dept.,   $600;    tot.    mem.,    125   voL 

Water  Supply — Src,  waterahed  ft  dam,  1  m.  bos. 
cent;  aya.,  grav.;  rea.  cap.,  240,000,000  gals.,  loc 
in  valley;  mains,  cem.  ft  iron,  4  to  20  in.  dia.; 
76  hyd.;  24  v.-  700  aenr.;  pipe,  lead;  pres^ 
dom.  ft  f.  62  Iba.;  cona.  day,  880,000  gals.; 
wka.  owned  by  village. 

QOUVERNEUR.  p.  4,128;  t  area,  600  a.;  men. 
bldga.,  atn.  ft  bk.,  2  to  4  ator.;  priv.,  wcL,  IVi 
to  2  stor.;  wd.  rfs.  not  perm;  fwka.  ft  combt 
ord.     F.  dept — 1  atr.,  1  h.  ft  L  trk.,  2  hose  carts, 

8  ex.;  hoae,  cot.  rub.  lined,  gd.,  2,800  ft;  f.  al, 
elec,  16  bx.;  val.  equip.,  $8,000;  vaL  bldgs.,  $5,- 
000;  exp.  dept,  $500;  tot  mem.,  60  voL 

Water  Supply— Src,  riv.,  H  m.  bua.  oeat; 
ays.,  pump  to  stdpa.;  8  atdpa.,  cap.,  804,000  gals., 
dim.  80  X  40,  mat  atL;  8  pump,  eng.,  cap.  day 
4,600,000  gala.;  maina,  c  L,  16  m.,  4  to  10 
in.  dia.;  104  hyd.:  100  v.;  850  aerv.;  pipe.  gah. 
i.;  pres.,  dom.  85  Iba.,  f.  100  Iba.;  oona.  day.  500,- 

000  gals.;  coat,  $70,000;  coat  mtce.,  $6,000;  vks. 
owned  by  city. 

QOWANDA,  p.  2,012;  f.  area,  640  a.;  mere 
bldga.,  bk.  ft  wd.,  2  ft  8  ator.;  priv.,  bk.  ft  vd., 
2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft  coabt 
ord.  F.  dept — 1  str.,  1  h.  ft  L  trk..  1  bote 
wag.,  6  hose  carta;  hoae.  oot,  mb.  Uned,  gd.,  5,000 
ft;  inf.,  200  ft;  tot  hoae,  6,200  ft;  t  al..  bell 
ft  elec,  16  bx.;  vaL  equip.,  $9,000;  vaL  bldga. 
$2,600;  exp.  dept,  $400;  tot  mem.,  140  vol 

Water  Supply — Src,  apr.,  1%  m.  bua.  cent: 
aya.,  grav.;  rea.  cap.,  8,000,000  gala.,  loc  ca 
hill;  mains,  iron,  6^^  m.,  2  to  8  in.  dia.;  24  hyd.; 
60  v.;  met,  20;  475  aerr.;  pipe,  iron;  prea.,  dom. 
ft  f.,  74  lt>a.;  cost,  $30,000;  co^t  mtce.,  $500; 
wka.    owned    by    Co. 

GRANVILLE,  p.  8,920;  f.  area,  1  aq.  m.;  mere 
bldga.,  wd.  ft  ok.,  4  ator.;  priv.,  bk..  atn.  k  vl, 
2  to  4  ator.;  wd.  rfa.  not  perm.;  fwka.  ft  coobt. 
oord.  F.  dept — 1  c  encr.,  25  c  hand  ex.,  1  h.  k 
1.  trk.,  2  hose  wag.,  2  noee  reela;  hoae.  cot.  rob. 
lined,  gd.,  8,000  ft;  hit.,  1,000  ft.;  tot  bo«<. 
4,000  ft.;  f.  al.,  elec,  17  bx.;  vaL  equip.,  $2,000: 
val.  bldga.,  $6,500;  tot  mem.,  70  vol. 

Water  Supply — Src,  riv.,  %  m-  bua.  cent:  Vt^ 
pump  to  rea.  ft  dir.;  pump,  eng.,  cap.  day  2,000,000 
gala.;  maina,  c  L,  16  m.,  4  to  8  in.  dia.;  44 
hyd.;  pipe,  wrt  i.;  prea.,  dom.  70  Iba.,  f.  100  Iba: 
coat,  $81,000;  coat  mtce.,  $1,200;  wka.  owned  by 
village. 

GRASSY  POINT,  p.  900.     No.  f.  dept 
Watar    Supply — 6rc,    aupplied    by    Bavcrstrav; 

maina,   iron,    1^    m..   4   to   8   in.    dia.;    12  byd.; 

prea.,  dom.  70  Iba.,  x.  180  Iba. 

GREAT  NECK,  p.  8,000.     F.  dept— 1  hoae  reel 

1  hoae  wag..  1  h.  ft  L  trie;  vaL  equip.,  $8.I0«: 
vaL  bldga.,  $16,000;  ezp.  dept,  $800;  tot  bmb.* 
66  vol. 

Water  Supply — Src,  weUa,  1  m.  boa.  eent:  fva. 
pomp   dir.;    16   pump,   eng.,   cap.    day,    27,000. 0#* 
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guld.;  Rttins,  c  i..  188  m.,  4  to  36  in.  dia.; 
15,000  met.;  15,000  serv.;  pres.,  f.  80  to  80  Itw.; 
wks.  owned   by   priv.   Go. 

GREEN  ISLAND,  p.  4.787.  F.  dept. — 2  hoie 
wax.,  c.  ex.,  Uddera,  1  str.,  2  bn.;  vol. 

wtttr  Supply — Sre.,  well,  island  in  Hudson  Riv.; 
478.,  pump.;  res.  cap.,  500,000  gals.;  8  pump, 
eog.,  cap.  day  7,600,000  gaL;  mains,  c  L,  4  in. 
dia.;  met.,  800;  serr.,  800;  pres.,  dom.  70  lbs.; 
cons,  day,  1,000,000  gals.;  wks.  owned  by  Go. 

GREENE,  p.  1,275;  t  area,  800  a.;  mere,  bldgs., 
bk.,  2  &  8  stor.;  priT.,  wd.,  2  stor.;  wd.  rfs.  not 
perm.;  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 
1  hand  eng.,  1  c.  eng.,  1  h.  &  1.  trk.,  4  c  hand 
ex.,  4  hose  oar.;  hose,  cot.,  rub.  lined,  gd.,  •1,700 
ft.;  f.  al.,  bell;  vaL  equip.,  f 3,200;  viX.  bldgv., 
$10,000;  tot.  mem.,  95  vol. 

Water  Supply — Src,  spr.,  4  m.  bus.  cent.;  sys.. 
grav.;  res.  cap.,  400,000  gals.,  loc.  %  m.  cent, 
town;  1  pump;  mains,  iron,  10  m.,  4  to  10 
in.  dia.;  88  hyd.;  pipe,  iron;  pres.,  f.  80  lbs.;  cost, 
$40,000;  wks.  owned  by  village. 

GREEN  PORT,  SulTolk  Go.,  p.  8,089;  mere, 
bldgs.,  wd.,  2^3  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 2  h.  ft  1.  trk.,  2  str.,  1  hand 
eng.,  4  c.  band  ex.,  1  c.  eng.,  1  hose  wag.,  5 
hose  car.;  hose,  rub.,  gd.,  8,000  ft.;  inf.,  600  ft.; 
tot.  hose,  8,500  ft;  f.  al.,  bell  ft  wh.;  val.  equip.. 
$12,500;  val.  bldsfs..  $8,000;  exp.  dept.,  $960: 
tot.  mem.,  247  vol. 

Water  Supply — Src.,  wells,  ^  m.  bus.  cent.; 
sys.,  pump  to  stdp.;  stdp.  cap.,  286,000  gals., 
dim.  20  X  100.  mat.  stl.;  2  pump,  eng.,  class  dup., 
cap.  day,  1,000,000  gals.;  mains,  c.  i.,  7  1-6  m.,  4 
to  12  in.  dia.;  64  hyd.;  pres.,  dom.  40  lbs.,  f.  40 
lbs.;  cons,  day,  70,600  gals.;  cost,  $40,000;  wks. 
owned  by  city. 

GREENWICH,  p.  2.814;  bldgs.,  bk.  ft  wd.,  2 
stor.  F.  dept. — 2  hand  eng.,  1  h.  ft  1.  tik.,  1 
aer.  trk.,  4  hose  car.;  hose,  cot.,  rub.  lined,  gd., 
800  ft.;  linen,  gd.,  1,000  ft.;  rubber,  gd.,  600  ft.; 
inf.,  1,000  ft.;  tot.  hose.  8,400  ft.;  f.  al.,  bell; 
▼al.  equip.,  $4,600;  val.  bldgs.,  $8,000;  exp.  dept., 
$500;  tot.  meoL,  120  vol. 

Water  Supply — Src,  spr.  ft  creek,  8H  m*  bus. 
cent.;  ays.,  grav.;  res.  cap.,  2.850,000  gals.;  mains, 
e.  i.,  11  m.,  4  to  8  in.  dia.;  60  ^d.;  20  v.; 
met.,  12;  pipe,  galv.  i.;  pres.,  dom.  00  lbs.,  f. 
126  lbs.;  cost,  $66,000;  cost  mtce.,  $1,600;  wks. 
owned  by  Co. 

GROTON,  p.  1,200;  f.  area,  400  a.:  mere  bldgs., 
bk.  ft  wd.,  IH  to  8  stor.;  priv.,  bk.  ft  wd.,  2 
■tor.;  wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv. 
F.  dept. — 1  h.  ft  1.  trk.,  sev.  c.  hand  ex..  4  hose 
waif.,  2  hose  carts;  hose,  cot.,  rub.  lined,  gd.,  2,000 
ft.;  inf.,  400  ft;  tot  hose.  2,400  ft;  f.  at,  wh.; 
tot  mem.,  90  vol. 

Water  Supply — Src.,  spr.,  2  m.  bus.  cent;  sys., 

Srav. ;    mains,    iron.    10    in.    dia.;    48    hyd.;    pres., 
om.  80  lbs.,  f.  90  lbs.;  cost.  $82,806;  cost  mtce.. 
$1,000;  wks.  owned  by  village. 

HAMBURG,  p.  2.184;  f.  area,  060  a.;  mere 
bldgra.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  cem.,  bk. 
A  wd.,  2  stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 2  h.  ft  1.  trk.,  1 
supply   wag.,    8   hose  carts;   hose,   cot,  rub.   lined, 

fd.,  2.300  ft;  f.  al.,  elec,  20  bx.;  val.  equip., 
3,000;  val.  bldgs.,  $4,800;  tot.  mem.,  60. 
Water  Supply — Src,  wells;  sys..  pump  to  stdp.; 
stdp.  cap.,  192,000  gals.,  dim.  16  x  125,  loc. 
south  on  Main  st.,  mat  mal.  i.;  res.  cap.,  1,- 
500,000  gals.;  2  pump,  eng.,  cap.  day  1,500,000 
e^als. ;  mains,  c  i.,  6^  m.,  6  to  12  in.  dia.;  41 
hyd.;  met,  8;  895  serv.;  pipe,  lead;  pres.,  dom. 
60  Ihs.,  f.  100  lbs.;  cost,  $65,000;  cost  mtce., 
S 4,600;  wks.  owned  by  Go. 

HAMILTON,  p.  1,089;  f.  area,  900  a.;  mere 
bldcrs..  bk.  ft  stn.,  2  ft  8  stor.;  priv.,  wd.,  bk., 
stn.,  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt. 
ord. ;  causes  of  f.  inv.  F.  dept. — 1  hand  eng.,  2  c 
hand  ex.,  1  h.  ft  1.  trk.,  4  hose  car.;  hose,  cot, 
mh.  lined,  gd.,  1,500  ft;  inf.,  800  ft;  tot.  hose, 
1.800  ft;  f.  al.,  bell  ft  wh.;  val.  equip.,  $3,500; 
val.  bld^.,  $6,000;  exp.  dept,  $200;  tot  mem., 
80  vol. 

Water  Supply — Src,  spr.  ft  lake,  1%  m.  bus. 
cent.;  sys..  pump  to  stdp.;  stdp.  cap.,  200,000 
guls.,  dim.  80  x  40,  loc.  on  hill.  mat.  rock;  2 
pxnnp.  eng.,  cap.  day  1.600,000  gals.;  mains,  c.  i., 
7M    m.,    4   to   10   in.  dia.;   76  hyd.;   64   v.;   met. 


180;  288  serv.;  pipe,  galv.  i.;  pres.,  dom.  100 
lbs.,  f.  100  lbs.;  cons.  day.  175,000  gals.;  cost, 
$68,000;  cost  mtce.,  $2,000;  wks.  owned  by  city. 

HAMMONDSPORT,   p.    1,254;    f.    area,    600    a.; 

mere,  bldgs..  stn.,  bk.  ft  wd.,  2  to  4  stor.;  priv., 
stn.,  bk.  ft  wd.,  2  stor.;  wd.  rfa.  perm,  in  f.  area; 
fwks.  ft  combt  ord.;  causes  of  f.  inv.     F.  dept. — 

1  h.  ft  1.  trk.,  2  c  hand  ex.,  2  hose  wag.;  hose, 
cot,  rub.  lined,  gd.,  1.600  ft;  Inf.,  400  ft;  tot 
hose,  2,000  ft;  f.  al..  bell  ft  wh.;  tot.  mem.,  100 
vol. 

Water  Supply — Src,  lake,  H  m.  bus.  cent;  sys., 
grav..  pump  to  stdp.  ft  dir.;  stdp.  cap.,  680.000 
gals.,  dim.  00  x  26,  loc.  northwest  village,  mat 
stl.;  2  pump,  eng.;  mains,  iron,  4H  m.,  4  to  8 
in.  dia.;  46  hyd.;  44  v.:  800  met;  260  serv.;  pipe, 
iron;  pres.,  dom.  126  lbs.,  t  126  lbs.;  cost,  $25,- 
000;  wks.  owned  by  city. 

HANCOCK,  p.  1,829;  f.  area,  600  a.;  mere 
bldgs.,  wd.  ft  bk.,  1  to  8  stor.;  priv.,  wd.  ft  bk., 

2  stor.;  wd.  rfs.  perm.;  combt  ord.;  causes  of  f. 
inv.  V.  d««pt — 1  c  eng.,  1  h.  ft  L  trk.,  2  hose 
wag.;  hose,  cot,  rub.  lined,  gd.,  1.860  ft;  inf., 
600  ft;  tot  hose,  2,360  ft;  f.  al.,  bell  ft  wh.,  11 
bx.;  ybX.  bldgs.,  $2,700;  exp.  dept.  $1,200;  tot 
mem.,    120    vol. 

Water  Supply — Src,  spr.,  2  m.  bus.  cent;  ays., 
grav.;  res.  cap.,  7,000,000  gals.;  1  pump.  «ng.; 
mains,  c  i.,  7%  m.,  4  to  8  in.  dia.;  43  hyd.;  24 
v.;  pipe.  galv.  i.;  pres.,  dom.  ft  f.,  00  to  90  lbs.; 
cost,  $56,000;  wks.  owned  by  priv.  Go. 

HARRISON,  p.  2,500;  f.  area,  2,000  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area.  F.  dept — 
1  c  eng.,  1  h.  ft  1.  trk.,  1  hand  eng.,  4  c  hand 
ex.,  1  nose  wag.,  1  hose  cart;  hose,  cot,  rub. 
lined,  gd.,  1,100  ft;  inf.,  250  ft;  tot.  hose,  1.850 
ft.;  f.  aL,  bell;  vsJ.  equip.,  $8,050;  val.  bldgs., 
$0,500;  exp.  dept,  $610;  tot  mem.,  60  vol. 

Water  Supply — Src,  wella,  8  m.  bus.  cent;  sys., 
pump  to  res.;  res.  cap.,  6,000  gals.,  loc  40  ft. 
above  level;  2  pump,  eng.,  cap.  day  2,500,000 
gals.;  mains,  wit.  i.  ft  c  L,  8  m.,  6  to  12  in. 
dia.;  84  hyd.;  0  v.;  met,  6;  80  serv.;  pres.,  dom. 
116  lbs.,  f.  116  lbs.;  cons,  day,  26,000  gals.;  cost, 
$11,000;  cost  mtce..  $1,000;  wks.  owned  by  Go.; 
water  supplied  by  the  Inter^Urban  Water  Co. 

HAIRTIWIOK,  p.  600;  f.  area,  600  a.  F.  dept— 
1  hose  cart,  ladders,  hooka,  axes,  1,200  ft  nose; 
nd.  equip.,  $100;  tot  mem..  85  vol. 

Water  Supply— fire,  spr.;  sys.,  grav.;  2 
pump,  eng.;  20  hyd.;  1  m.  mains;  pres.,  dom.  ft  f., 
110  lbs.;  wks.  owned  by  priv.  €k>. 

HASTINGS>0N-HUD80N,  p.  4.662;  f.  area,  % 
m. ;  mere  bldgs.,  stn.,  bk.  ft  wd.,  2  ft  8  stor.; 
priv..  stn.  ft  wd..  8  stor.;  wd.  rfs.  perm,  in  f. 
area;  combt  ord.;  causes  of  f.  inv.  F.  dept— 
1  auto,  hose  trk.,  5  hose  carts;  hoee,  cot.,  rub.  lined, 
gd.,  6,000  ft.;  f.  al.,  bell  ft  wh.;  val.  equip..  $8.- 
600;  val.  bldgs.,  $8,000;  exp.  dept.,  $800;  tot 
mem.,    126   vol. 

Water  Supply— Supplied  firom  North  Tarrytown 
by  Consolidated  iWater  Ca 

HAVERSTRAW,  p.  6,669;  f.  area,  1,600  a.; 
mere,  bldgs.,  stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv., 
stn.  ft  wd.,  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  1 
aer.  trk.,  8  hose  car.,  2  hrs.;  nose,  cot,  rub.  lined, 

?:d.,  1,000  ft;  rub.,  gd.,  2,000  ft;  tot  hose,  8,000 
t;  f.  al.,  wh.;  val.  equip.,  $10,000;  val.  bldgs., 
$15,000;  exp.  dept,  $1,000;  tot  mem..  216  vol.; 
undrs.  rating,  second  class. 

Water  Supply — Src.  spr.  ft  brooks,  6  m.  bus. 
cent;  sys.,  grav.  ft  pump.;  res.  cap.,  7,500,000 
gals.;  2  pump,  eng.,  class  comp.,  cap.  day  1,500,- 
000  gals.;  mains,  c.  i.,  16  m.,  4  to  10  In.  dia.;  140 
hyd.;  met,  100;  985  serv.;  pipe,  galv.  i.;  pres., 
dom.  75  to  125  lbs.,  f.  75  to  125  lbs.;  cons,  day, 
1.000,000  gals.;  cost  mtce.,  $20,000;  wks.  owned 
by  Go. 

HEMPSTEAD,  p.  4,904;  f.  area,  1%  m.;  mere 
bldgs.,  bk.  &  wd.,  2  to  8  stor.;  priv.,  bk.  ft  wd., 
1^  to  4  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft 
combt  ord.;  causea  of  f.  inv.  F.  dept. — 1  str., 
9  c.  hand  ex.,  1  h.  ft  I.  trk.,  4  hose  wag.,  1  hose 
reel,  3  hrs.;  hose,  cot,  rub.  lined,  gd.,  600  ft; 
inf.,  2.000  ft;  tot.  hose,  2,500  ft;  f.  al..  Game- 
well,  16  bx.;  val.  equip.,  $12,000;  val.  bldgs., 
$34,000;  exp.  dept,  $3,500;  tot  mem.,  250  vol.; 
undrs.  rating,  ftr^t  class. 
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Water  Supply — Src,  wells,  M  m.  bos.  cent; 
•ys.,   pump   to   stdp.    k   dir.;    stdp.    cftp.»    294,626 

fals.,  dim.  20  z  126,  loc.  at  Preeport,  mat.  stl.; 
pump,  eng.,  claas  dup.,  cap.  day  1,000,000  eals.; 
mains,  c.  i.,  15  m.,  4  to  12  in.  dia.;  182  nyd.; 
46  v.;  met.,  46;  468  tenr.;  pipe,  galv.  i.;  prea., 
dom.  64  lbs.,  f.  64  lbs.;  cost,  $68,600;  cost  mtce., 
$6,800;   wks.  owned  by  villa^. 

HERKIMER,  p.  7,620;  f.  area,  1,280  a.;  mere, 
bldgs.,  bk.,  1  to  6  stor.;  priv.,  bk.  k  wd.,  2  stor.; 
wd.  rfa.  perm,  in  f.  area;  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 1  str.,  1  h.  &  1.  trie.,  1  comb, 
auto.  c.  &  h.  trk.,  2  c.  band  ex.,  4  hose  car.; 
hose,  cot.,  rub.  lined,  gd.,  8.000  ft;  f.  aL,  bell, 
16  bz.;  tot  mem.,  126,  pd.  full  time  2,  vol.  128. 

Water  Supply — Src.,  wells,  1  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  680,000  gals.,  dim. 
26  z  00,  mat  stl.;  2  pump,  eng.,  class  comp.  dup., 
cap.  day  2,000,000  gals.;  mains,  c.  1.,  14 ^  m.,  4 
to  8  in.  dia.;  118  hy<3-:  84  t.;  met,  71;  1,284 
serv.;  pipe,  galv.  i.;  pres.,  dom.  86  lbs.,  f.  86  lbs.; 
cost,  $82,969;  cost  mtce.,  $0,007;  wks.  owned  by 
city. 

HICKSVILLE,  p.  2,000;  f.  area,  040  a.;  mere, 
bldgs.,  wd,.  1  to  8  stor.;  prir.,  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F.  dept — 
1  c.  eng.,  1  str.,  1  hand  eng.,  1  h.  A(  1.  trk.,  1 
hose- wag.,  2  hose  car.;  hose,  cot,  rub.  lined,  1,460 
ft;  f.  al.,  bell;  ?al.  equip.,  $2,000;  val.  bldgs., 
$6,000;  ezp.  dept,  $660;  tot  mem.,  80  toL 

Water  Supply — Nassau  County  Water  Go. 

HIGHLAND,  p.  1,670;  f.  area,  900  a.;  mere, 
bldgs.,  bk.,  2^8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  no  fwks.  k  combt  ord.;  causes  of  f. 
inv.  F.  dept — 4  c  hand  ez.,  1  h.  ft  1.  trk.,  2 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft.; 
f.  al.,  bells;  tot  mem.,   S6  vol. 

Water  Supply — Src,  spr.,  1%  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  10,000,000  gals.,  loc.  on  mounUin; 
mains,  c  i.,  6  m.,  4  to  8  in.  dia.;  41  hyd.;  20 
v.;  met,  75;  120  serv.;  pipe,  galv.  i.;  pres.,  dom. 
100  lbs.,  f.  100  lbs.;  cost,  $89,000;  cost  mtce., 
$160;  wks.  owned  by  Co. 

HIGHLAND  FALLS,  p.  2,470;  f.  area,  1.200  a.; 
mere,  bldgs.,  wd.,  2  stor.;  priv.,  wd.,  2%  stor.; 
wd.  rfs.  perm.;  no  fwks.  k  combt  ord.  F.  dept — 
1  h.  ft  1.  trk.,  8  hose  car.;  hose,  cot,  nib.  lined, 
gd.,  1,600  ft;  f.  al.,  bell;  val.  equip.,  $1,200; 
val.  bldgs.,  $400;  ezp.  dept,  $200;  tot  mem.,  86 
vol. 

Water  Supply — Src,  lake,  4  m.  bus.  cent;  sys.* 
grav.;  res.  cap.,  5,000,000  gals.;  mains,  c  i.,  8 
m.,   4  to   10  in.  dia.;   48  hyd.;   10   v.:   220  serv.; 

Sipe,  galv.  i.;  pres.,  dom.  60  lbs.,  f.  107  lbs.;  cons, 
ay,  70,000  gals.;  cost,  $76,000;  wks.  owned  by  Co. 

HIGHLAND  MILLS,  p.  600.  F.  dept— 1  hose 
cart,  1,000  ft  hose;  SO  vol. 

Water  Supply — Sys.,  grav.;  18  hyd.;  pres.,  110 
lbs. 

HIUTON,  p.  627.  F.  dept — 1  gas.  eng.,  2  hand 
«ng.,  1  h.  ft  1.  trk.,  2  hose  wag.;  hose,  cot.,  rub. 
lined,  gd.,  900  ft.;  f.  al.,  bell  ft  wh.;  val.  equip., 
$2,800;   tot.    mem.,   66   vol. 

Water  Sut>ply — ^Not  reported. 

HOLLAND,  p.  800;  f.  area,  100  a.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — ^hose  cart,  ladder  trk.;  hose,  cot, 
rub.  lined,  id.,  1,000  ft.;  f.  al.,  bell;  val.  equip., 
$600;    val.    oldgs.,    $2,000;    tot.    mem,,    40    voL 

Water  Supply — Src,  wells,  1  m.  bus.  cent.;  sys., 
grav.;  1  pump,  eng.,  cap.  38,400  gals.;  mains,  t 
m.,  4  to  10  in.  dia.;  18  hyd.;  100  serv.;  pres., 
dom.  00  lbs.,  f.  60  to  80  lbs.;  cost,  $10,000; 
cost  mtce.,   $500;   wks.   owned  by  priv.  Co. 

HOLLEY,  p.  1,679;  f.  area,  600  a.;  mere  bldgs., 
bk.,  1  ft  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.; 
no  fwks.  ft  combt  ord.  F.  dept. — 12  c.  hand 
ez.,  1  h.  ft  1.  trk.,  2  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  2,000  ft;  fair,  350  ft;  tot  hose,  2,850 
ft.:  f.  al.,  wh.:  tot  mem.,  70  vol. 

Water  Supply — Src,  wells,  1^  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  260,000  gals., 
dim.  20  z  76,  mat  iron;  8  pump,  eng.,  cap.  day 
2.000,000  gals.;  mains,  c  i.,  6  m.,  4  to  8  in. 
dia.;  88  hyd.;  met..  184;  880  serv.;  pipe,  galv.  i.; 
pres.,  mazimum  60  lbs.;  cons,  day,  60,000  to 
100,000  gals.;  wks.  owned  by  Co. 

HOMER,  p.  2,696;  f.  area,  2,000  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  ft  3  stor.;  priv.,  bk.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of  f. 
inv.     F.   dept. — 2   c   hand  ez.,    1   h.   ft  1.   trk.,   4 


hose  carts:  hose,  cot,  rub.  lined,  gd.,  1,000  ft; 
rub.,  gd.,  600  ft;  inf.,  1,000  ft;  tot  boee,  S,600 
ft:  f.  aL,  Oamewell:  vaL  equip.,  $4,000;  vaL 
bldgs.,  $2,000;  ezp.  dept,  $400;  tot  mem.^  16^ 
VOL 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  sri-» 
pump  to  stdp.;  stdp.  csp.,  164,490  gmlsL,  dim. 
24  z  40,  mat  iron;  8  pump,  eng.,  cap.  day  1,000,- 
000  gals.;  mains,  iron,  8  m.,  4  to  8  In.  dia.;  B^ 
hyd.;  80  v.;  met,  70;  860  serv.;  pipe,  iron; 
pres.,  dom.  90  lbs.,  t  110  lbs.;  oons.  digr,  150»000 
gals.;  cost  $50,000;  wks.  owned  by  village 

HONEOYE  FALLS,  p.  1,109;  f.  area.  1,500  a.; 

bldRB..  bk.  ft  wd.,  2  stor.;  wd.  rfs.  penn.;  causes 
of  I.  inv.  F.  dept — 1  str.,  8  c  hand  ez.,  1  h.  ft 
L  trk.,  8  hosrt  wag.;  hose,  cot,  mb.  lined,  gd.,. 
1,000  ft;  inf..  400  ft;  tot  hose,  2.000  ft:  f.  «l.» 
bell  ft  wh.;  vnl.  equip.,  $6,000;  vaL  bldgs.,  98,000; 
ezp.  dept.  $2^0;  tot  mem.,  116  voL 

Water  Supply — Src,  wells,  1,000  ft.  bus.  cent: 
sye.,  pump  to  res.;  res.  cap.,  126.000  gaU.;  2 
pump,  eng.,  cap.  day  48,000  gals.;  mains,  0  m., 
4  to  8  in.  dia.;  65  hyd.;  83  v.;  82  met.;  82  serr.; 
pres.,  dom.  ft  f.,  58  lbs.;  cons,  day,  8,000  gnla.; 
cost,   $40,000;  wks.  owned  by  city. 

HOOSICK  FALLS,  p.  6,582;  mere  bldgs^  lik^  8 
to  5  stor.:  priv.,  wd.,  2  stor.;  wd.  rfs.  penn.  in 
t  area.  F.  dept — 1  str.,  1  h.  ft  L  trk.,  4  boee 
car.;  hose,  cot,  rub.  lined,  gd.,  2,600  ft;  f.  al., 
bell:  vaL  equip.,  $1,000;  ezp.  dept.  $2,000;  toe 
mem.,  180  voL 

Water  Supply — Src,  wells,  1  m.  bos.  cent.;  «ym^ 
pump  to  stdp.;  stdp.  cap.,  828,000  gal>.»  dinn.  40 
z  8^6,  loc  on  hill  east  village,  mat  iron;  S  paB^ 
eng.,  cap.  day  8,744,000  gals.;  mains,  ceoL  &  e. 
8  m.,  4  to  12  in.  dia.;  98  fa/d.;  941  serr.; 
galv.  i.;  pres.,  dom.  100  lbs.,  t  100  Ibe. 

HORNELL,  p.  14,000;  f.  area,  1,075  a.; 
bldgs.,  bk.,  8  ft  4  stor.;  priv.,  bk.  ft  wd.,  2% 
stor.;  wd.  rfs.  not  perm,  in  z.  area;  fwka.  ft  oombt 
ord.;  causes  of  f.  inv.  F.  dept — 1  str.»  1  acr. 
trk.,  0  c.  hand  ez.,  1  comb,  c  ft  h.  wag.p  1  boee 
wag.,  1  hose  ft  turret  wag.,  0  hn.;  boiae,  eot, 
rub.  lined,  6,000  ft;  f.  al.,  Oamewell  Is  Utica, 
84  bz.;  vaL  equip.,  $20,000;  val.  bldgs.,  $86,000; 
ezp.  dept,  $10,000;  tot  mem.,  142,  pd.  fall 
7,  pd.  part  time   15,  vol.   120. 

Witter  Supply— «rc,  wells,  1,000  ft  bus. 
■ys.,  pump  to  res.;  res.  cap.,  126,000  sals.;  2 
pump,  eng.,  cap.  day  48,000  gals.;  naains,  0  as.,  4 
to  8  in.  dia.;  56  hyd.;  88  v.;  82  met;  OS  «crr.; 
pres.,  dom.  ft  f.,  -58  lbs.;  cons,  day,  8,000  gals.; 
cost  $40,000;  wks.  owned  by  city. 


HORSEHEADS,  p.  1,778;  f.  area,  640  a.; 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  of  1 
inv.  F.  dept. — 1  str.,  1  c  eng.,  2  c  hand  ez.,  1 
h.  ft  1.  trk..  1  hose  wag.,  4  hose  car.,  2  his.;  bose. 
cot.  rub.  lined,  gd.,  1,000  ft;  f.  aL,  beU;  vaL 
equip.,  $10,000;  val.  bldgs.,  $10,000;  ezp.  dept, 
$600;  tot  mem.,  100  voL 

Water  Supply — Src,  wella  ft  datenuL 


HUDSON,  p.  11,417;  f.  area,  1,000  a.; 
bldgs.,  bk.,  wd.  ft  marble,  2  ft  8  stor.;  priv.,  bk. 
ft  wd.,  2  ft  8  stor.;  wd.  rfs.  perm,  in  f.  area;  iwka. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept — 1  eoesb. 
c.  ft  h.  wag.,  1  h.  ft  1.  trk.,  8  c  hand  ex.,  1  boNW 
wag.,  5  hose  car.;  hose,  cot,  rob.  lined,  gd.,  0.500 
ft;  inf.,  150  ft;  tot  hose,  0.050  ft;  f.  al.,  bcH 
ft  wh.,  34  bz.;  vaL  equip.,  $9,950;  vaL  bU^pa^ 
$30,800;   ezp.   dept,   $8,500;   tot   mem.,  2S8  veL 

Water  Supply — Src,  creek,  18  m.  boa.  cent; 
sys.,  srav.,  pump  to  res.;  res.  cap.,  85,000,000 
gals.,  loc  near  Churchtown.  N.  T.;  2  pumpc  eng, 
cap.  day  1,500,000  gala.;  mains,  c  i..  20.42  m..  i 
to  18  in.  dia.;  200  hyd.;  156  v.;  175  met;  1.660 
aerv.;  pipe,  lead  ft  iron;  pres.,  dom.  75  to  90 
lbs.,  f.  75  to  130  Iba.;  cons,  day,  2,000,000  gala.; 
cost,  $270,000;  cost  mtce.,  $2,000;  wka.  owned  b? 
dty. 

HUDSON  FALLS,  p.  0,000.  F.  dept. — ^1  etr.,  1 
comb,  c  ft  h.  wag.,  4  hand  ez.,  4  boee  casts,  t 
hrs..  8,000  ft  hose;  f.  aL,  bell;  vaL  eqvip..  $25.- 
000;  val.  bldgs.,  $4,000;  ezp.  dept^  •4,000: 
tot  mem.,  80  vol. 

Water  Supply — Src,  well.  1  m.  bvs.  cent;  sva., 
pump;  maina,  10  in.  dia.;  96  byd.;  pm.,  dom.  70 
lbs.;  wks.  owned  by  priv.  Co. 

HUME,  p.  400;  f.  sirea,  60  a.;  wd.  fte.  pcfm.  la  f. 
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area;  fwks.  it  combt.  ord.;  oauset  of  f.  inv.  F.  dept. 
— 2  hand  eni^.;  hose,  cot.,  rub.  Hned,  gd.,  800  ft.; 
f.  al.,  bell;  vol. 
Water  Supply — Src»  wella,  cisterns  k  creek. 

HUNTER,  p.  2.699.  F.  dept — 2  hose  carta,  1 
hose  car.,  1,000  ft.  hose;  f.  al.,  bell;  tot  mem., 
42  ToL 

Wtter  Supply — Sys.,  grmv.;  28  hyd. 

HUNTINGTON,  p.  8,600;  f.  area.  600  a.;  mera 
bldgs.,  bk.  k  wd.,  IH  to  8  stor.;  priT.,  bk.  k  wd., 
2^  Iter.;  wd.  rfs.  perm,  in  f.  area;  causes  of  f. 
inv.  F.  dept. — 1  auto.  b.  k  1.  trie,  1  auto,  hose 
waff.,  1  gasoline  eng..  1  h.  ft  L  trk..  4  c.  hand 
ex..  2  hose  wag.,  f  hose  reels;  hose,  cot,  rub. 
lined,  gd.,  8.000  ft;  rub.,  gd..  800  ft;  inf.,  800 
ft;  tot  nose,  8.000  ft;  f.  al.,  bell;  vaL  equip., 
112.000;  vaL  bldgs.,  f  12.600;  exp.  dept,  1720; 
tot  mem.,  106  voL 

Water  Supply — Src.,  wells,  ^  m.  bus.  cent; 
sys.,  pump  to  res.  k  stdp.;  stdp.  cap.,  60,000  gals.; 
res.  cap..  250,000  gale.;  8  pump,  eng.,  cap.  day 
2.000.000  gals.;  mains,  c.  i..  26  m..  4  to  8  in. 
dia.;  102  hyd.;  100  v.;  998  met;  998  aerr.;  pipe, 
galv.  L;  pres.,  dom.  k  f.  26  to  76  lbs.;  cons,  dur, 
400.000  gals.;  cost  $168,024;  cost  mtce.,  |1V 
329;  wks.  owned  by  Co. 

HYDE  PARK,  p.  2,900;  f.  area.  760  a.;  mere, 
bldgs.,  stn..  bk.  k  wd..  IH  to  4  stor.;  priv.,  stn., 
bk.  k  wd.,  2  ft  8  stor.;  wd.  rfs.  perm,  in  f.  area; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  I.  trk.,  1 
str.,  1  hand  eng..  4  c.  hand  ex.,  1  hoae  wag.;  hose, 
rub.,  all  kinds.  2,000  ft;  f.  al.,  bell;  val.  equip., 
$8,000;  val.  bldgs.,  $600;  exp.  dept,  $2,600;  tot 
mem.,  120  vol. 

Water  Supply — 10  dstems. 

ILiON,  p.  6,688;  f.  area,  1,920  a.;  mere,  bldga., 
bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F.  dept — 2 
•tr.,  1  h.  ft  1.  trie,  2  c.  band  ex.,  6  hose  wag..  6 
hose  carts;  hose,  cot,  rub.  lined,  gd.,  8.000  ft.; 
inf.,  600  ft;  tot.  hose,  8.600  ft.;  f.  al.,  wh.;  val. 
equip..  $6,000;  val.  bldgs.,  $16,000;  exp.  dept. 
$1,000;  tot.  mem.,  100  voL 

Water  Supply — ^Src.  creek.  2%  m.  bus.  cent; 
sys.,  grav.;  res.  cap.,  81,000,000  gals.,  loc.  1^  k 
2%  m.  town;  mains,  18  m.,  4  to  16  in.  dia.;  1J2 
byd.;  226  v.;  met,  41;  2.092  eerv.;  pipe,  lead; 
pres.,  dom.  ft  f.,  100  lbs.;  cons,  day,  760.000 
^1s. ;  cost,  $284,780;  cost  mtce.,  $8,000;  wks. 
owned   by   city. 

INWOOD,  p.  2.600;  f.  srea,  1.280  a.;  mere, 
bldgs..  wd..  2  ft  8  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  perm.;  no  fwka.  ft  combt.  ord.;  causes  of 
f.  inv.  P.  dept. — 6  c.  hand  ex.,  1  h.  ft  1.  trk.,  1 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  960  ft;  f. 
al..  bell;  val.  equip.,  $1,800;  val.  bldgs.,  $1,600; 
•zp.  dept,  $76;  tot  mem.,  90  vol. 

Water  Supply — Deep  wells.  (See  Far  Rocka* 
way.) 

IRVINGTON.  p.  2,819;  f.  area,  900  a.;  mere 
bldgs..  bk.  ft  wd..  2  ft  8  stor.;  priv.,  wd.,  2H 
•tor.;  wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv. 
K.  dept — 1  auto.  comb.  c.  ft  h.  wag.,  1  h.  ft  L 
trk.,  10  c  hand  ex.,  2  hose  car.;  hose.  cot.,  rub. 
lined,  cd.,  2,600  ft.;  inf..  1.000  ft;  tot.  hose. 
8,600  ft;  f.  al..  wh.;  val.  equip.,  $9,000;  exp. 
dept.,  $1,000;  tot.  mem.,  76  vol. 

Water  Supply — Src.,  spr.  ft  strm.,  1  m.  bus. 
cent.;  sys.,  pump  to  res.;  res.  cap.,  61,600,000 
grals.;  pump,  eng.,  cap.  day  1.000,000  gals.;  maina, 
c.  i.,  9  m.,  4  to  12  in,  dia.;  70  hyd.;  40  v.; 
met.,  400;  400  serv.;  pipe,  lead  ft  galv.  I.;  pres., 
dom.  120  to  160  lbs.,  f.  160  lbs.;  cost,  $160,000; 
cost    ratce.,   $3,000;   wks.   owned   by  city. 

ISLIP,  p.  1,800;  f.  area,  2,600  a.;  mere,  bldgs., 
wd.,  1  to  8  stor.;  priv.,  wd..  2  stor.:  wd.  rfs. 
perm.  F.  dept — 1  c.  eng.,  2  n.  ft  1.  trk..  2  hose 
car.,  1  hose  cart;  hose,  gd.,  8,600  ft;  f.  al.,  bell; 
exp.    dept,   $800;  tot.  mem.,   80  vol. 

Water  Supply — Src..  driven  wells;  sys.,  pump  to 
fitdp.;  stdp.  cap.,  86,200  gals.;  2  pump,  eng.; 
mains.  7  m.;  62  hyd.;  cons.  day.  1.600,000  gals.; 
wks.  owned  by  Co. 

ITHACA,  p.  14,802;  f.  area.  2.800  a.;  mere. 
bldsT*'.  bk..  2  to  6  stor.;  priv..  wd..  bk.  ft  cem.. 
2  H  to  8  stor.;  wd.  rfs.  not  perm,  in  f.  area;  combt. 
ord.  F.  dept — 2  str..  1  ser.  trk.,  1  h.  ft  I.  trk.,  4 
comb,  c  ft  h.  wag.,  1  auto.  h.  wag..  8  c.  hand  ex.. 
1  hose  wag..  12  hrs.;  hose.  cot.  rub.  lined,  gd., 
41.250  ft;  rub.,  gd..  400  ft.;  inf.,  700  ft;  tot 
boee,    9,150  ft.;  f.  al.,  bell,  wh.  ft  elec,   86  bx.; 


vaL  equip.,  $40,000;  val.  bldgs.,  $86,000;  exp. 
dept,  $10,188.94;  tot  mem.,  486,  pd.  full  time  8, 
pd.  part  time  7,  471  voL 

Water  Supply^-— Src.,  artesian  deep  weUa  ft  shal- 
low wells,  spr.,  1  m.  bus.  cent:  ays.,  pump  to  res. 
ft  dir.;  stdp.  cap.,  600,000  gals.,  mat  iron;  res. 
cap.,  2,400,000  gals.;  6  pump,  eng.,  cap.  day 
10,600,000  gals.;  mains,  48.19  m.,  4  to  20  in., 
c.  ft  wrt  i.;  268  hyd.;  619  v.;  met,  1,006;  8.681 
serv.;  pipe,  lead,  galv.  L;  fwes.,  dom.  60  to  140 
lbs.,  f.  140  to  200  lbs.;  cons,  day,  1,800.000  gals.; 
cost  $846,169;  wks.  owned  by  dty. 

JAMAICA  (Greater  New  York),  p.  12.860;  L 
area,  8,400  a.:  mere  bldgs.,  stn.,  bk.  ft  wd.,  i\k 
to  6  stor.;  priv.,  stn.,  bk.  ft  wd.,  i%  stor.;  wo. 
rfs.  not  perm,  in  f.  area;  fwka.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  str.,  8  h.  ft  L 
trk.,  16  c.  hand  ex.,  6  hose  wag..  28  hrs.;  hose, 
cot,  rub.  lined,  gd.,  4,000  ft;  ruo..  gd.,  600  ft; 
inf.,  600  ft.;  tot  hose,  6,000  ft;  f.  aL,  bdL  wh. 
ft  elec,  44  bx.;  val.  equip.,  $10,000;  val.  bldgs., 
$88,000;  exp.  dept..  $20,000;  tot  mem.,  802  voL 

Water  Supply---8rc,  wells;  ays.,  pump  to  stdp.; 
stdp.  cap.,  600,000  gals.;  pump,  eng.,  cap.  day 
6,600.000  gals.;  mains,  76  m.,  4  to  12  in.  dia.; 
668  hyd.;  70  v.;  met,  10;  pres.,  dom.  66  lbs.,  t 
66  lbs.;  cost,  $660,000;  wks.  owned  by  Co. 

JAMESTOWN,  p.  81,297;  f.  area,  10  sq.  m.; 
mere,  bldgs.,  bk.,  8  to  6  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area.  F.  dept — 2  str.,  8 
comb,  c  ft  h.  wag.,  1  auto.  comb,  c  ft  h.  wag..  18 
c.  band  ex.,  1  aer.  trk.,  2  h.  ft  1.  trk.,  2  hose 
wag..  1  hose  reel,  20  hrs.;  hose,  cot,  rub.  lined, 
gd.,  9,000  ft;  f.  aL.  bell,  60  bx.;  val.  equip.,  $41,- 
460;  vaL  bldgs.,  $66,000;  exp.  dept,  $42,000; 
tot  mem.,  57.  pd.  full  time  87,  voL  20. 

Water  Supply — Src,  wells,  4  m.  bus.  cent;  aya.» 
pump,  dir.;  res.  cap.,  600.000  gals.;  6  pump,  eng., 
dass  comp.  dup.,  cap.  day  20.422.000  gals.;  mains, 
c  L,  81  m.,  2  to  18  in.  dia.;  482  hyd.;  890  v.; 
6.800  met;  7.200  serv.;  pipe,  galv.  L;  pres.,  dom. 
60  to  112  lbs.,  f.  160  lbs.;  cons,  day,  8,062,000 
gals.;  cost  mtce..  $27,000;  wks.  owned  Iqr  city. 

JEFFERSONVILLE,  p.  670.  F.  dept— 1  h.  ft  L 
trk..  1  hand  eng.,  8  hose  car.,  1,260  ft  hose; 
f.  aL,  bell;  tot.  mem.,  60  vol. 

Water  Supply — Sys..  grav.;  90  lbs.  pree. 

JOHNSTOWN,  p.  10,447;  f.  area.  2,206  a.; 
mere  bldgs.,  bk.  ft  wd..  2  to  6  stor.;  priv.,  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  combt 
ordL;   causes  of  f.  inv.     F.   dept. — 1   h.   ft  L   trk.. 

7  c  hand  ex.,  1  bcse  wag.,  4  hose  carts,  4  hrs.; 
hose,  cot.,  rub.  lined,  gd.,  6,000  ft;  f.  aL,  bell  ft 
wh.,  82  bx.;  vaL  equip.,  $12,000;  val.  bldgs., 
$11,000;   tot.  mem.,   98,  pd.  full  time  8.  voL   90.* 

Water  Supply — Src.  spr.  ft  strm.,  4  m.  bus. 
cent;  sys.,  grav.;  res.  cap.,  18,260,000  gals.; 
mains,  c  L,  86  m..  4  to  16  in.  dia.;  188  hyd.; 
824  v.;  met,  221;  2,186  serv.;  pipe,  iron;  pres., 
dom.  86  to  160  lbs.,  f.  86  to  160  lbs.;  cons, 
day,  1,600,000  gals.;  cost  $205,000;  cost  mtce., 
$8,000;  wks.  owned  by  city. 

JORDAN,  p.  978;  f.  area,  640  a.;  mere  bldgs., 
bk.,  8  stor.;  priv.,  wd.  ft  bk.,  2  stor.;  wd.  rfs.  not 
perm.;  no  fwks.  ft  combt  ord.     F.  dept. — 1   str., 

8  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,800  ft; 
f.  aL.  bell;  val.  equip.,  $4,000;  vaL  bldgs.,  $7,000; 
exp.  dept,  $1,200;  tot.  mem.,  46  voL 

Water  Supply — Src,  spr.,  2  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  1,600,000  gals.;  mains,  c.  L,  cem., 
4  m..  4  to  8  in.  dia.;  86  nyd.;  16  v.;  106  serv.; 
pipe.  galv.  i.;  pres.,  dom.  60  lbs.,  f.  60  lbs.; 
cost.  $22,000;  wks.  owned  by  Co. 

KATONAH.  p.  1,000.  F.  dept— 1  h.  ft  L  trk., 
8  hose  carts,  2  hand  ex.,  1  hand  eng..  1,600  ft 
hose;   f.  aL.  bell;  tot  mem.,   80  vol. 

Water  Supply— ^rc,  well,  %  m.  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  50,000  gals.;  2  pump, 
eng.;  mains,  c  1,  2  to  4  in.  dia.;  18  hyd.;  180 
serv.;  wks.  owned  by  priv.  Co. 

KEESV4LLE,  p.  1.886;  f.  area,  640  a.;  bidffs.. 
wd.,  hk.  ft  stn.,  2  ft  8  stor.;  wd.  rfs.  perm.:  fwks. 
ft  combt.  ord.  F.  dept. — 3  c.  hand  ex.,  1  h.  ft  1. 
trk.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  8,000 
ft.;  f.  rL,  bell;  val.  equip.,  $1,650;  vaL  bldga., 
$2,000;  exp.   dept.,  $800;   tot.   mem.,   64   vol. 

Water  Supply — Src,  well,  in  bus.  cent;  sys., 
pump  dir.;  2  pump,  eng.,  cap.  day,  210,000  gals.; 
mains,  c.  i.,  6  m.,  2  to  10  in.  dia.;  61  hyd.;  80  v.; 
176  serv.;  86  met.;  pipe,  galv.  i.;  pres..  dom.  80 
lbs.,  f.  100  lbs.;  cost  $60,000;  cost  mtce., 
$1,800;    wks.    owned   ny   city. 
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KINDERHOOK,  jp.  698;  f.  ucft,  800  s.;  mere, 
bldgi..  bk.  k  wd.,  2  etor.;  priv.,  bk.  ft  wd.,  S  etor.; 
wd.  ra.  penn.  in  f.  mrea;  fwki.  ord.;  cauMt  of  L 
inr.  F.  dept — 1  b.  ft  L  trie.,  1  ftr.,  1  band  enc., 
2  e.  band  ex.,  8  carta;  boae,  cot.»  nib.  lined,  gcL, 
1,700  ft.;  f.  aL,  bell;  ral.  equip.,  $8,000;  Tal. 
bldn.,  $8,000;  exp.  dept.,  $876;  tot.  mem.,  60  voL 

Water  Supply — Sre.,  ciatena,  weUa,  rea.  ft  atdp. 

KINGSTON,  p.  26,908;  f.  area,  9,000  a.;  mere, 
bldga.,  bk.,  2  to  6  etor.;  prlT.,  wd.  ft  bk.,  1  to  8 
ator.;  wd.  rfa.  perm.;  fwka.  ft  oombt.  ord.;  cauaea  of 
f.  inv.  F.  dept. — 1  atr.,  1  band  en^.,  2  h.  ft  L 
trie,  10  boae  car.,  4  boae  wag.,  10  bra.;  boae,  oot., 
mb.  lined,  gd.,  8,000  ft.;  inf.,  1,000  ft;  tot.  boae, 
9.000  ft;  f.  aL,  Gamewcll,  66  bz.;  val.  equip.,  $27,- 
000;  vaL  bldga.,  $40,000;  tot  mem.  801,  pd.  full 
time  14,  Tol.  287. 

Water  Supply — Src.,  momitain  atnn.,  7  m.  bua. 
cent;  aya.,  grar.;  maina,  c.  i.,  78  m.,  4  to  20  in. 
dla.;  479  byd.;  124  met;  6,264  aerr.;  pipe,  lead; 
prea.,  dom.  80  to  126  Iba..  f.  80  to  126  Iba.;  cona. 
day,  4.126,000  gala.;  ooat,  $872,706;  coat  mtoe., 
$19,000;  wka.  owned  by  d^. 

UVOKA WANNA  CITY,  p.  14,649;  f.  area,  2,400 
a.;  mere,  bldga.,  bk.  ft  wd.,  1  to  4  ator.;  priv.,  bk., 
atn.  ft  wd.,  1  to  8  ator.;  wd.  rfa.  perm,  in  f.  area; 
fwka.  ft  oombt.  ord.;  cauaea  of  f.  mr.  F.  dept — 1 
aer.  trk.,  1  comb.  c.  ft  b.  wag.,  6  a  band  ex.,  1  b. 
ft  L  trie.,  2  boae  wag.,  2  boae  car.,  8  bra.;  boae. 
cot,  rub.  lined,  gd.,  6,400  ft;  f.  aL,  Oamewell,  88 
bz.;  val.  equip.,  $11,600;  Tal.  bldga.,  820,600:  ezp. 
dept,  $16,600;  tot  mem.  98,  pd.  full  time  8,  pd. 
part  time  90;  8  toL  Ooa.,  receiring  $800  a  year 
eacb. 

LAKE  Pl-ACIO,  p.  1,682.  F.  dept— -1  b.  ft  L 
trk.,  4  boae  carU,  6  band  ex.,  6,000  ft  boae;  f.  aL, 
bell;  tot.  mem.,  106  toL 

Water  Supply — Src.,  Lake  Placid,  1  m.  bua. 
cent;  ays.,  dir.  pees.:  rea.  cap.,  6,260,000  gals.; 
2  pimip.  eng.,  cap.  day,  2,804,000  gala.;  mains, 
2  m.,  2  to  12  in.  dia.;  40  hyd.;  prea.,  dom.  ft  f. 
60  to  150  Ibe.;  cona.  day,  676,000  gala.;  coat 
$127,000;  wka.  owned  by  ▼illage. 

LANCASTER,  p.  4,864;  f.  area,  1,200  a.:  mere, 
bldgs.,  bk.,  stn.  ft  wd.,  2  to  8  stor.;  pri?.,  bk.,  atn. 
ft  wd.,  2  to  2%  stor.;  wd.  rfa.  perm,  in  f.  area; 
combt  ord.;  causes  of  f.  inv.  F.  dept. — 1  comb, 
c  ft  h.  wag.,  800  c.  band  ex.,  1  b.  ft  1.  trk.,  1 
aer.  trk.,  4  boae  wag.,  1  boae  reel,  8  bra.,  l.boae 
eleigb  in  reserve;  boae,  rub.  lined,  gd.,  10,000  ft; 
inf.,  800  ft;  tot.  '<iose.  10,800  ft:  f.  al.,  bell,  wh. 
ft  telp.,  13  bx.:  raL  equip.,  $20,000;  val.  bldgs., 
$70,000;  exp.  dept.  $1,400;  tot  mem.,  108,  pd. 
part  time  80,  28  voL 

Water  Supply — Src,  lake,  10  m.  bua.  cent;  aya.. 
pump  to  rea.  ft  dir.;  rea.  cap.,  600,000  gala.;  pump, 
eng.,  cap.  day,  1,000.000  gals.;  mains,  18  m.,  4 
to  12  in.  dla.;  106  byd.;  2-50  v.;  met.,  906;  700 
aerv.;  prea..  dom.  100  lbs.,  f.  110  Ibe.;  cona.  day, 
800.000  gals.;  cost,  $80,000;  coat  mtce.,  $3,000: 
wka.  owned  by  village. 

•LARCHMONT,  p.  1,968;  f.  area.  20  a.;  mere 
bldga.,  atn.,  bk.  ft  wd.,  1  to  4  ator.;  prir.,  atn..  bk. 
ft  wd.,  3  stor.;  wd.  rls.  not  perm,  in  f.  area;  iwks. 
ft  combt.  ord,;  causes  of  f.  mv.  F.  d^. — 2  str., 
1  h.  ft  1.  trk.,  2  comb.  c.  ft  b.  wag.,  1  auto, 
comb,  c  ft  h.  wag.,  2  boae  wag.,  8  boae  reels, 
9  brs.;  boee,  cot,  rub.  lined,  gd.,  <3.600  ft;  rub., 
gd.,  600  ft:  inf.,  1,000  ft;  tot  boae,  6,200  ft.; 
f.  al.,  Gamewell;  vaL  equip.,  $26,000;  val.  bldgs., 
$15,000;  exp.  dept,  $6,600;  tot.  mem.,  800,  pd. 
full  time  6,  pd.  part  time  1,  298  voL 

Water  Supply>---Src.,  riv.,  IH  m.  bua.  eent;  aya-t 
grav.;  rea.  cap.,  110,000,000  gala.;  maJna,  e.  L, 
10 H  m.,  4  to  12  in.  dia.;  66  byd.;  86  v.;  met, 
280;  128  aerv.;  prea.,  f.  26  to  47  Iba.;  ooat,  $160,- 
000;  coat  mtce.,  $1,400;  wka.  owned  by  Oo. 

LAWRENCE,  p.  5,000;  f.  area,  900  a.  F.  dept 
— 1  etr.,  hose,  books  ft  ladders;  vaL  equip.,  $10,- 
000;  tot  mem.,  120  vol. 

Water  Supply — Src.,  Queena  Co.  Water  Co. 

LEROY,  p.  8,771;  f.  area,  1.060  a.;  mere,  bldga., 
bk.,  2  ft  8  ator.;  piiv.,  wd.  ft  bk.,  2  ator.;  wd.  rfa. 
not  perm.;  fwka.  ft  combt  ord.;  cauaea  of  f.  Inr. 
F.  dept. — 2  c.  hand  ex.,  1  c.  eng.,  1  h.  ft  I.  trk.,  8 
hose  wag.,  1  hose  reel;  hose,  cot.,  rub.  lined,  gd., 
2.200  ft;  inf.,  -250  ft;  tot.  hose,  2,450  ft;  f. 
aL,  bell  ft  wh..  12  bx.;  val.  equip.,  $12,000;  val. 
bldga.,  $7,000;  exp.  dept.,  $2,000;  tot  mem., 
90  vol. 

Water  Supply — Src,  apr.  ft  wella,  IH  m.  bua. 
cent.;  aya.,  pump  to  atdp.  ft  dir.;  atdp.  cap.,  286,- 


000  gala.,  dim.  20  x  100;  8  pomp,  cag.,  cap.  igf 
2,000,000  gala.;  maina,  e.  L,  It^  m.,  4  to  10  la. 
dia.;  Ill  byd.;  met,  210;  476  aanr.;  pipe.  gilT.  L; 
prea.,  dom.  60  to  80  Iba..  f.  60  to  80  las.;  eort, 
$66,000;  wka.  owned  by  dty. 

LESTERSHpIRE,    p.    8.775;    f.    area,   1  eq.  m.; 

mere  bldgs.,  bk.,  sen.  ft  wd.,  1  to  4  stor.;  prif., 
bk.,  stn.  ft  wd.,  1  to  2  stor.;  wd.  rfs.  perm,  in  (. 
area;  fwks.  ft  combt  ord.;  cansce  of  i.  inv.  F. 
d^t. — 1  h.  ft  L  trk.,  1  str.,  1  c<Mnb.  c  k  h.  vax.. 
4  c.  band  ex.,  1  hose  wag.;  boae,  rub.  lined,  gd., 
2,200  ft.:  inf.,  600  ft.;  tot  boae,  2.700  ft.;  L  aL. 
Gamewell,  10  bx.;  val.  equip.,  $16,000;  xtL  bldp., 
$30,000;  exp.  dept,  $300;  tot  mem.,  l&S,  pd. 
full  time  2,  pd.  part  time  1,  150  vol. 

Water  Supply — Src,  wella.  600  ft.  bus.  cent; 
aya.,  pump  dir.;  rea.  cap.,  1,000,000  gik.,  loc. 
north  village;  3  pump.  eng..  daas  trip,  ft  dup.;  a?. 
day.  1,500.000  gala.;  mams,  c  L,  10  m.,  4  to  1* 
in.  dla.;  68  byd.;  met,  850;  860  aerv.;  pipe,  gaJr. 
ft  wrt.  L;  pres.,  dom.  80  lbs.,  f.  80  lbs.;  cons,  dar, 
760,000  gals.;  cost  mtoe.,  $12,000;  wka.  ovdm 
by  village. 

LIBERTY,  p.  8,078;  1  area,  600  a.;  iMre.  bUm 
atn.,  bk.  ft  wd^  8  ft  8  ator. ;  prlv.,  ata^  bk.  k  vi, 
2  ator.;  wd.  rfa.  perm,  in  t  area;  fwtak  ft  eonbt 
ord.;  caujies  of  f.  inv.  F.  dept, — 1  auto,  coa.h. 
c.  ft  hose  wag.,  3  auto,  hose  trk.,  1  h.  k  1.  th.., 
8  boee  sleighs,  4  hose  carts;  hose,  cot,  rub.  Ikcd, 
fd.,  3,000  ft;  inf.,  500  ft;  tot  hose.  3,500  ft.; 
r.  al.,  wh.;  vaL  equip.,  $8,600;  val.  bldgs.,  16.00): 
exp.  dept,  $1,000;  tot  mem.,  12<5  vol. 

Water  Supply— ^8t«..  lake  ft  atrm..  2  m.  bai 
cent.;  sys.,  pump  to  rea.;  rea.  oap..  6.000.000  |ali; 
pump,  eng.,  cap.  day,  600,000  gals.;  mains,  o  a., 
4  to  8  in.  dia.;  40  hyd.;  876  met.;  560  sm.; 
prea..  f.   126  Iba.;  wka.  owned  by  village. 

LIMA,  p.  866;  1  area,  640  a.;  mere.  bUga,  bk. 
2  ft  8  ator.;  priv.,  wd.,  2  stor.;  wd.  tia.  pen.; 
combt  ord.;  cauaea  of  f.  Inv.  r.  dept— 1  e.  «•.• 
6  e.  band  ex.,  1  h.  ft  L  trit,  8  boaa  carts;  bosc^ 
oot.  nib.  lined,  gd.,  1,800  ft;  L  aL,  bell;  fiL 
equip,  ft  bldga.,  $4,000;  tot  mem.,  80  voL 

Water  Supply — are.,  apr.,  1  m.  boa.  eat;  m., 
pump  to  res.  ft  dir.;  rea.  cap.,  268,500  gali.,  foe. 
800  ft  apr.;  1  pump,  cag.,  cap.  day  190,000  gda; 
maina,  iron,  7  m.,  4  to  8  in.  dia.;  46  hyd*!  ^^  *•• 
86  met.;  2il0  serv.;  pipe,  gaW.  L;  pres.,  doia.  40 
H>a.,  f.  60  to  80  Iba.;  cona.  day,  86,000  gda.;  eoit. 
$28,000;  wka.  owned  by  dty. 

LINDENHURST.   p.    1,840;   L  area,  4  aq.  ■.: 

mere,  bldgs.,  bk.  ft  wd.,  2  to  3  ator.;  priv.,  bk  i 
wd.,  2  to  -3  ator.;  cauaea  of  f.  inv.  F.  dept—l 
gasoline  eng.,  1  band  eng.,  4  c  hand  ex.,  2  h.  k  I 
trk.,  1  comb.  c.  ft  h.  wag.  wiUi  2  c  tk,  1 
supply  waf.;  hose,  cot,  rub.  lined,  gd.,  2,100  ft; 
f.  aL,  8  Delia  ft  boma;  vaL  equip.,  $6,500;  nL 
bldgs.,  $3,000;  exp.  dept.  $600;  tot  nieai..  170 
vol. 
Water  Supply — Sre.,  artaaiaa  wdla. 

LITTLE  FALLS,  n.  18,878;  f.  ana.  8,011^: 
mere,  bldga.,  atn.,  bk.  ft  wd^  8  to  4  ator.;  |Bt^ 
wd.,  8  ator.;  wd.  rfa,  penn.;  oombt.  oid.;  cauMi of  t 
inv.  F.  dept — 6  c.  band  ex.,  I  h.  ft  L  tik.,  i  ban 
wag.,  6  bra.;  boae,  oot,  rub.  Uaad,  gd.,  6,066  ft-; 
f.  aL,  GamewelL  80  bz.;  azpu  dc|it,  $8,600;  M. 
mem.  81,  pd.  fall  time  6,  pd.  part  tina  16. 

Water  Supply — Src,  creeka,  11  m.  bos.  ccat; 
sys.,  grav.;  rea.  cap.,  26,000,000  gala.;  maias,  c  u 
20  m.,  4  to  14  in.  dia.;  166  byd.;  610  v.;  SS4 
met.;  2,102  serr.;  pipe,  lead;  prea.,  40  lbs.  to 
136  lbs.;  cons,  day,  8,000,000  iptls^;  cost,  |444,- 
000;  cost  mtce..  $20,000;  wka.  owned  br  citf. 

LITTLE  VALLEY,  p.  1,868;  mare,  bldgm  bk  k 
wd.,  1  to  8  ator.;  priv.,  wd..  8  ator.;  vd.  ifi' 
not  perm.;  fwka.  ord.;  cauaea  of  f.  inv.    F.  dtft.— 

2  c.  hand  ex.,  1  b.  ft  L  trie.  2  boae  ear.;  aoee, 
coc,  rub.  lined,  gd.,  2,000  ft;  Inf.,  1,000  ft:  tct. 
hose,   8,000  ft;  f.  al.,  bell;  tot   mem.,  70  vol 

Water  Supply — Src,  spr.,  2  m.  bua.  ccat;  «a^ 
grav.;  res.  cap.,  106,000  gala.;  maina,  iroa,  4 
m.,  4  to  6  bi.  dia.;  19  byd.;  810  aerv.;  pipe,  piv- 
i.;  pres..  f.  90  lbs.;  cost  $16,600;  cost  wtce. 
$200;  wks.  owned  by  Co. 

LIVERPOOL,  p.   1.888;  mere  bldga.,  bL  8  «d. 

3  stor.;  wd.  rfs.  perm.;  no  fwka.  ft  oombt  oid  f 
dept — 40  buckets,  120  c  band  ex.,  S  a  eaf..  1 
auto,  c  eng.,  1  b.  ft  L  trk.;  250  ft  boic;  1  ^ 
Oamewell,  6  bx.;  val.  equip.,  $2,600;  vaL  bMp^ 
$2,500;  exp.  dept.,  $200;   tot    mem.,  38  vaL 

Water  Supply--Src,  wella  ft 
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LOCKPORT,  p.  20.000;  f.  arem,  S,200  a.;  mere, 
bldgs.,  bk.,  8tD.  A  wd.,  2  to  6  stor.;  priv.,  bk.  k 
wd.,  2  stor.;  wd.  rfi.  not  penn.;  fwks.  &  combt. 
onL;  causes  of  f.  Iht.  F.  drat. — 1  comb.  e.  Sc  h. 
wag.,  8  c  hand  ex.,  1  h.  dE  1.  trk.,  1  aer.  trk.,  5 
boee  wag.,  5  hose  car.,  11  hrs.;  hose,  cot.,  rub. 
lined,  gd.,  6,000  ft;  inf.,  1,000  ft;  tot  hose, 
6,000  ft,  f.  al.,  Gamewell,  51  bz.;  vaL  equip., 
$50,000;  ?aL  bldgs.,  $80,000;  ezp.  dept,  $20,000; 
tot  mem.,  175,  pd.  full  time  14,  vol.  161. 

Water  Supply — Src,  Niagara  Riv.;  sys.,  pump 
dir.;  8  pump,  eng.,  class  centrif.,  cap.  day  21,- 
000,000  gals.;  m&ine,  c  i.,  36  m.,  6  to  24  in. 
dia.;  468  byd.;  885  v.;  met.,  800;  8,200  serv.; 
pipe,  wrt  i.;  pres.,  dom.  65  lbs.,  f.  100  lbs.; 
cons,  day,  5,000,000  gals.;  cost  $700,000;  cost 
mtce.,  $25,000;  wka.  owned  by  city. 

LONQ  ISLAND  CITY  (Greater  New  York),  f. 
area,  5,120  a.;  mere,  bldgs.,  iron,  bk.  k  wd.,  8  k 
4  Btor.;  priv.,  stn.,  bk.  k  wd.,  8^4  stor.;  wd. 
rfs.  perm.;  fwks.  k  combt  ord.;  causes  of  f.  inv. 
F.  dept. — 6  str.,  24  c.  band  ex.,  1  h.  &  1.  trk., 
2  aer.  trk.,  1  f.  boat,  6  hose  car.,  85  hrs.;  hose, 
rub.,  gd.,  7,000  ft;  f.  al.,  Gamewell,  48  bx.;  vaL 
equip.,  $76,000;  val.  bldgs.,  $100,000;  exp.  dept, 
$205,000;  tot  mem.,  128,  pd.  full  time. 

Water  Supply — Src,  wells;  sys.,  pump  dir.;  4 
pump,  eng.,  cap.  day  9,000,000  gals.;  mains,  c.  i., 
80  m..  6  to  80  in.  dia.;  1,220  byd,;  7,200  met; 
16,000  serv.;  pres.,  dom.  60  lbs.,  f.  80  lbs.;  cost, 
$700,000;  cost  mtce.,  $40,000;  wks.  owned  by 
N.  Y.  City. 

LOWVILLE,  p.  2,940;  mere,  bldgs.,  bk.,  2  to  4 
stor.;  priv.,  bk.  &  wd.,  2  stor.;  wd.  rfs.  not  perm, 
in  f.  area;  causes  of  f.  Inv.  F.  dept — 1  h.  ft  1. 
trk..  10  c  hand  ex.,  1  c.  tk.,  4  hose  car.,  1  hose 
wag.;  hose,  cot,  rub.  lined,  gd.,  3,250  ft;  in 
reserve,  1,000  ft.;  tot  hose,  4,250  ft;  f.  al..  bell 
&  telp.;  val.  equip.,  $6,206;  val.  bldgs.,  $6,000; 
exp.  dept.  $500;  tot  mem.,  62  voL 

>A^ater  Supply — Src.,  spr.,  10  m.  bus.  cent;  sy«., 
grav.;  res.  cap.,  2,090,000  gals.,  loc.  %  m.  north 
village;  mains,  c.  i,  23  m..  4  to  16  in.  dia.;  110 
hyd.;  1'62  v.;  met,  805;  897  serv.;  pipe,  galv.  i.: 
cost,  $111,885;  cost  mtce.,  $2,000;  wks.  owned 
by  city. 

LYNBROOK,  p.  1,800;  f.  area,  1  sq.  m.  P. 
dept^^  c.  hand  ex.,  1  h.  &  1.  trk.,  2  hose  wag.; 
hose,  cot.,  rub.  lined,  gd.,  2,'400  ft;  f.  al.,  wh.; 
exp.  dept,  $2,600;  tot  mem.,  210  vol. 

LYONS,  p.  4,460;  f.  area,  640  a.;  mere,  bldgs., 
bk.  &  wd.,  2  &  8  stor.;  priv..  wd.  &  bk.,  1  &  2 
■tor.;  wd.  rfs.  perm.;  no  fwks.  &  combt.  ord.  F. 
dept — 2  str.,  2  c.  eng.,  8  c  hand  ex.,  2  h.  JB  1. 
trk.,  1  hose  wag.,  7  hose  car.;  hose,  cot.,  rub.  lined, 

fd.,  6,000  ft;  inf.,  1,000  ft.;  tot  hose.  7,000  ft; 
aL,  beU;  val.  equip.,  $15,000;  vaL  bldgs.,  $10,- 
000;  exp.  dept,  $2,500;  tot  mem.  228,  pd.  full 
time  8,  pd.  part  time  14,  voL  211;  undrs.  rating, 
first  class. 

Water  Supply — Src,  wells,  1%  m.  bus.  cent; 
eys.,  pump,  to  stdp.;  stdp.  cap.,  117,600  gals.,  dim. 
20  z  50;  2  pump,  eng.,  cap.  day  2,000,000  gals.; 
mains,  c  L,  9%  m.,  2  to  10  in.  dia.;  69  hyd.; 
68  v.;  met.  20;  560  serv.;  pipe,  galv.  i.;  pres., 
dom.  80  lbs.,  f.  100  lbs.;  cons,  day,  181,000  gals.; 
wks.  owned  by  Co. 

MACHIAS,  p.  200;  f.  area,  400  a.  No  org.  f. 
deT>f. 

Water  Supply — Sjrc,  spr.,  1  m.  bus.  cent;  sys., 
grav.;  mains,  5  m.;  22  hyd-;  Pws.,  dom.  A  f.  70 
lbs.;   cost  $18,000;  wks..  owned  by  priv.  Co. 

M ALONE,  p.  6,467;  f.  area,  750  a.;  mere  bldgs., 
bk.,  2  to  4  stor.;  priv.,  wd.,  1  &  2  stor.;  wd.  rfs. 
not  perm.;  fwks.  &  combt  ord.;  causes  of  f.  inv. 
F.  dept. — 2  str.,  1  sleigh,  1  c  eng..  4  c  hand  ex., 
1  h.  &  1.  trk..  2  hose  wag.,  1  hose  car.,  6  hrs.; 
hose,  rub.,  gd.,  4,500  ft.;  f.  al.,  Gamewell,  27 
bx.;  val.  equip.,  $7,600;  val.  bldgs.,  $4,000;  exp. 
dept..  $1,500;  tot  mem.,  60. 

Water  Supply — Src,  spr.,  8  m.  bus.  cent.;  sys., 
in-av.  to  res.;  res.  cap.,  2.000,000  gals.,  loc.  1  m. 
?ent.  dtv;  mains,  c  l,  83%  m.,  4  to  12  in.  dia.; 
100  hyd.;  898  v.;  met,  2;  1,886  serv.;  pipe,  iron 
&  lead;  pres..  dom.  98  lbs.,  f.  98  lbs.;  cost,  $150,- 
OOO;  wks.  owned  by  Co. 

MAMARONECK.  p.  6,699;  mere  bldgs.,  bk.  k 
wd.,  4  stor.;  priv.,  wd.,  2%  stor.;  wd.  rfs.  perm.; 
fnvka.  k  combt.  oVd.  F.  dept — 1  hand  eng.,  1  str., 
4  c.  hand  ex.,  1  h.  &  1.  trk.,  1  hose  car.;  hose, 
cot.,  rub.  lined,  gd.,  6,000  ft;  f.  al..  wh.,  12  bx.; 
tot.    mem.,  176  vol. 


Water  Supply — Src,  riv.;  lys.,  pump  to  res.; 
res.  cap.,  1,000.000  gals.;  2  pump,  eng.,  cap.  day 
4,500,000  gala.;  mains,  40  m.,  4  to  16  in.  dia.; 
106  hyd.;  15  v.;  800  met;  pres.,  dom.  A;  t.  60  to 
150  lbs.;  cost,  $66,000;  cost  mtce.,  $2,600;  wks. 
owned  by  Co. 

MANLIUS,  p.  1,3.14;  f.  area,  500  a.;  mere, 
bldgs.,  wd.  k  bk.,  2  k  3  stor.;  priv.,  wd.  k  bk.^ 
2  stor.;  wd.  rfb.  perm.;  fwks.  k  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  c  eng.,  1  c  hand  ex.,  lb. 
k  1.  trk.,  8  hose  wag.;  hose,  cot.  rub.  lined,  gd., 
1,600  ft;  rub.,  gd.,  150  ft;  tot  hose,  1,650  ft; 
f.  al.,  bell;  vaL  equip.,  $1,700;  val.  bldgs.,  $2,000; 
exp.  dept,  $500;  tot.  mem.,  45  vol. 

Water  Supply — Src.  spr.,  2  m.  bus.  cent;  sys., 
grav.;  mains,  c  i.,  6  m.,  4  to  12  in.  dia.;  24 
hyd.;  27  v.;  met.,  101;  100  serv.;  pres.,  dom. 
k  t.  100  lbs.;  cost,  ^5,000;  wks.  owned  by  dty. 

MARATHON,  p.  1,079;  f.  area.  640  a.;  mere 
bldgs..  bk.  k  wd..  1  to  3  stor.;  priv.,  bk.  k  wd.,  1 
k  2  stor.;  wd.  rfs.  not  perm,  in  f.  area.  F.  dept. — 
2  str.,  4  c  eng.,  1  hand  eng.,  8  hose  carts;  nose» 
cot,  rub.  lined,  gd.,  1,400  ft;  f.  aL,  bell;  val. 
equip.,  $5,000;  vaL  bldgs.,  $4,000;  tot  mem.» 
55   vol. 

Water  Supply — Src,  spr.,  4H  m.  bus.  cent; 
sys.,  grav.;  res.  cap.,  600,000  gals.,  loc.  at  East 
Hill;  mains,  c  L,  7  m.,  4  to  10  in.  dia.;  55  hyd.; 
met,  55;  280  serv.;  prea.,  dom.  85  lbs.,  f.  85 
lbs.;  cost,  $85,000;  cost  mtce.,  $860;  wks.  owned 
by  village. 

MARCELLUS,  p.  2,826.  F.  dept— 1  h.  ft  L 
trk.,  1  hose  cart,  2  hand  ex.,  1  c  eng.,  1,200  ft 
hose;  f.  al.,  bell;  tot  mem.,  40  vol. 

Water  Supply — Src,  pond,  "3  m.  bus.  cent;  sys.^ 

riv.;  mains,  iron,  6  m.,  4  to  10  in.  dia.;  32  hyd.; 
v.;  pipe.  galv.  i.;  pres.,  dom.  00  lbs.,  f.  140 
lbs.;  cost.  $32,000;  cost  mtce.,  $200;  wks.  owned 
by  city. 

MARQARETVILLE,  p.  669.  F.  dent — 1  h.  ft  L 
trk..  2  hose  carts,  1,200  ft.  hose;  f.  al.,  bell;  tot. 
mem.,  44  vol. 

Water  Supply — Sys.,  grav.;  pres.,  70  lbs. 

MARLBOROUGH,  p.  920;  f.  area,  100  a.  F. 
dept — 1  hose  cart,  1  h.  ft  L  trk.,  1,000  ft  hose; 
val.  equip..  $2,000;  exp.  dept,  $225;  tot  mem.,  40 
vol. 

Water  Supply — Src,  res.;  56  hyd.;  mains,  5  m.; 
pres.,  dom.  190  lbs.,  f.  190  lbs.;  cost  $46.00O; 
wks.   owned   by   village. 

MASSENA.  p.  2,051;  f.  area,  26  a.:  mere  bldgs., 
stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  1^ 
stor.;  wd.  rts.  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  2 
hand  eng.,  1  priv.  eng.,  2  hose  car.;  hose.  cot.  rub. 
lined,  ird.,  1,000  ft;  f.  al..  bell;  val.  bldgs.,  $500: 
exp.  dept,  $100;  tot  mem.,  40  vol. 

Water  Supply — Src,  riv.,  1  m.  bus.  cent;  qrs., 
pump  dir.;  stdp.  cap..  200,000  gals.;  2  pump,  eng., 
class  trip.,  cap.  day  1,422,400  gals.;  mains,  c  i., 
10  m.,  4  to  8  in^dia.;  74  hyd.;  40  v.;  met,  10; 
500  serv.;  pipe,  galv.  L;  pres.,  dom.  60  lbs.,  f. 
100  lbs.;  cost,  $30,000;  cost  mtce.,  $2,700;  wks. 
owned  by  Co. 

MATTEAWAN,  p.  6,727;  f.  area,  2,560  a.;  mere, 
bldgs..  bk.  ft  wd.,  2  to  4  stor.;  priv.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  perm,  in  t  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  comb,  c  eng. 
ft  h.  wag..  1  auto.  comb,  c  ft  h.  wag.,  18  c 
hand  ex..  1  h.  ft  1.  trk.,  2  hrs.;  hose,  cot,  rub. 
lined,  gd.,  1,400  ft.;  f.  aL.  wh.;  val.  equip..  $12,' 
000;  val.  bldgs.,  $25,000;  exp.  dept,  $2,000;  tot 
mem.,  200  vol. 

Water  Supply — Src,  mountain  strm.,  2  m.  bus. 
cent;  sys.,  grav.;  res.  cap.,  126,000,000  gals.;  loc 
at  Melzingale  creek.  Beacon  hill;  pump,  eng.,  cap. 
day,  750,000  gals.;  mains,  c  i.,  30  m.,  4  to  13 
in.  dia.;  150  hyd.;  100  v.;  met.,  1,400;  600  serv.; 
pipe,  galv.  i.;  pres.,  dom.  00  to  110  lbs.,  f.  90  to 
128  lbs.;  cost,  $100,000;  cost  mtce.,  $1,500;  wks. 
owned  by  village. 

MATTITUCK,  p.  870.  F.  dept. — 1  h.  ft  I.  trk., 
1  hose  cart  4  hand  ex.,  1  hand  eng.,  700  ft.  hose; 
f.  al.,  bell;  tot.  mem.,  65  vol. 

Water  Supply — Not  reported. 

MAYVILLE.  p.  1,122;  f.  area,  640  a.;  mere, 
bldgs.,  wd..  2  stor.;  priv..  wd.,  2  stor.;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept — 6  c  hand 
ex.,  1  h.  ft  1.  trk.,  400  buckets,  2  hose  car.;  hose, 
cot,  rub.  lined,  gd.,  1,400  ft;  f.  al.  telp.  ft  wh.;  val. 
equip.,  $2,160;  val.  bldgs.,  $8,600;  exp.  dept, 
$500;  tot.  mem..  60  vol. 
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Wattr  Supply — Src,  wells;  tyB.,  pump  to  stdp.; 
stdp.  dim.;  60  z  12;  pmnp.  eng,,  cap.  day  1»000,000 
ffals.;  mams,  4  m.,  4  to  8  in.  dia.;  27  hyd.;  It 
v.;  200  serr.;  pres.,  dom.  00  Ibe.,  f.  120  lbs.; 
cost,  121,000;  cost  mtce.,  $1,800;  wks.  owned  by 
city. 

McQRAWViLLE,  p.  081.  F.  dept.— 2  hoM  carts, 
2  hand  en|^.,  4  hand  ex.,  500  ft.  nose;  L  al.,  bell; 
tot.   mem.,  00  vol. 

Water  Supply — Sys.,  grav.;  41  hyd.;  118  lbs. 
pres. 

MECHANICSVILIX,  p.  0,684;  1  area,  000  a.; 
mere,  bldgs.,  bk.  k  wd.,  1  to  5  stor.;  priv.,  bk.  k 
wd.,  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept.^1  str.,  12  c  hand  ex., 
1  h.  ft  1.  trk.,  1  auto.  h.  ft  1.  trk.,  8  hose  wag.,  8 
hrs.;  hose,  cot.,  rub.  lined,  gd.,  6,000  ft.;  f.  aL, 
Oamewell  ft  siren  wh.;  vaL  equip.,  $8,000;  vaL 
bldgs.,  $11,000;  tot.  mem.,  180  vol. 

Water  Supply— Src.,  brooks,  4  m.  bus.  cent.; 
ays.,  grav.  ft  pump  to  stdp.;  stdp.  cap.,  200,000 
gals.;  dim.,  .28  x  82;  mat  c.  i.;  res.  cap.,  90,000,000 
gals.;  pump,  eng.,  cap.  day,  800,000  gals.;  mains, 
c.  i.,  22  m.,  4  to  10  in.  dia.;  04  hyd.;  115  v.; 
met.,  1,001;  1,001  serv.;  pipe,  galv.  i.;  pres.,  dom. 
ft  f.  55  lbs.;  cons,  day,  2,000,000  gals.;  cost, 
$1&S,000;  cost  mtce.,  $7,000;  wks.  owned  by  city. 

MEDINA,  p.  6,088;  f.  area,  1,204  a.;  mere, 
bldgs.,  stn.,  bk.  ft  wd..  8  stor.:  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  xwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F,  dept. — 1  h.  ft  1.  trk.,  1  hose 
cart,  1  hand  hose  cart,  2  hrs.;  hose,  cot.,  rub. 
lined,  gd.,  1.850  ft.;  inf.,  860  ft.:  tot.  hose.  2,800 
ft.;  f.  al.,  Gamewell,  14  bx.;  val.  equip.,  $7,000; 
val.  bldn.,  $40,000;  exp.  dept.,  $6,000;  tot.  mem. 
24.  pd.  lull  time  4,  pd.  part  time  6,  vol.  14. 

Water  Supply — Src,  driven  wells;  sys.,  pump  to 
res.,  to  stdp.  ft  dir.;  stdp.  cap.,  258,600  gals.;  res. 
cap.,  689,487  gals.;  2  pump,  eng.,  cap.  day  1,000,- 
000  gals.;  mains,  c  L,  14^  m.,  4  to  12  :n. 
dia.;  186  hyd.;  pres.,  dom.  SO  to  60  lbs.,  f.  76 
to  125  lbs.;  cons,  day,  400,000  gals.;  cost,  $110,> 
000;  wks.  owned  by  town. 

MEXICO,  p.  1.283;  f.  area,  25  a.;  bldgs.,  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  str.,  1  hand 
eng..  1  h.  ft  1.  trk.,  2  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  1.000  ft;  inf.,  600  ft.;  tot.  hose,  1,500 
ft.;  f.  al.,  bell;  val.  equip.,  $5,500;  val.  bldgs., 
$500;  tot  mem.,  28  vol.;  undrs.  rating,  second 
class. 

Water  Supply — Src,  creek;  sys.,  pump  dir.;  2 
pump,  eng.,  cap.  day  676,000  fl^s.;  mains,  iron, 
9  m.,  4  to  10  in.  dia.;  76  hyd.:  8  serv.;  cost,  $66,- 
000;   wks.  owned  by  municipality. 

MIDDLEBURQ,  p.  1,114;  mere  bldgs.,  bk.  ft 
wd.,  2  ft  8  stor.;  priv.,  bk.  ft  wd.,  2  stor.  F. 
dept. — 1  str.,  1  h.  ft  1.  trk.,  1  hand  eng.,  4  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  1,750  ft.;  f.  aL, 
bell;  val.  equip.,  $5,500;  val.  bldgs.,  $1,600;  exp. 
dept,  $250;  tot  mem.,  70  vol. 

Water  Supply — Src,  brooks,  2^  m.  bus.  cent; 

Ss.,  grav.;  res.  cap.,  140,000  gals.;  1  pump,  eng., 
tss  dup.,  cap.  day  800,000  gals.;  mams,  c  i.,  6 
m.,  4  to  10  in.  dia.;  87  hyd.;  20  v.;  160  serv.; 
pipe,  iron;  pres.,  dom.  72  lbs.,  f.  72  lbs.;  eona. 
day,  160,000  gals.;  cost  mtce.,  $860;  wks.  owned 
by  Co. 

MIDDLE  GRANVILLE,  p.  886.  F.  dept— 1 
hand  eng.,  1  hose  cart,  800  ft  hose;  t.  aL,  bell; 
tot  mem..  40  vol. 

Water  Supply — ^Not  reported. 

MIDDLCPORT,  p.  1,680;  1  area,  200  a.;  bldn., 
stn.,  bk.  ft  wd.,  2  stor.;  wd.  rfs.  not  perm.;  fwks. 
ft  combt  ord.  F.  dept — 1  str.,  1  eng.,  8  c 
hand  ex.,  1  h.  ft  L  trk.,  1  hose  wag.,  2  hose  car.: 
hose,  cot,  rub.  lined,  gd.,  1.500  ft;  f.  aL,  bell,  1 
bx.;  val.  equip.,  $4,000;  vat  bldgs.,  $6,500;  exp. 
dept,  $826;   tot   mem.,  60  voL 

Water  Supply-^Src,  canals,  creeks  ft  ponds. 

MIODLETOWN,  p.  18.000;  f.  area,  2,880  a.; 
mere  bldgs.,  bk.  ft  wd.,  2  to  5  stor.;  priv.,  bk. 
ft  wd.,  8  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 1 
hand  eng.,  12  c  hand  ex.,  8  h.  ft  L  trk.,  1  hose 
wag.,  6  nose  car.,  1  comb,  c  ft  h.  wag.,  2  auto, 
hofie  wag.,  6  hrs.;  hose,  cot.,  rub.  lined,  gd.,  6,- 
500  ft;  inf..  2,700  ft;  tot  hose,  8.200  ft:  f.  aL, 
bella  ft  wh.,  52  Oamewell  bx.;  val.  equip.,  $25,000; 
vaL  bldgs.,  $40,000;  exp.  dept,  $12,000;  tot 
mem.  844,  pd.  full  time  5,  pd.  part  time  9,  voL 
280. 


Water  Supply-^Src,  spr.,  2  to  6  m.  bv.  em.; 
sys.,  grav;  rea.  cap.,  1,246,881,999  gtls.;  malM. 
c  L,  45  m.,  4  to  24  in.  dia.;  ^06  hyd.;  Ui  *.; 
169  met;  8,227  serv.;  pipe,  galv.  L  ft  lad;  pies., 
dom.  80  to  80  Iba.,  f.  40  to  90  lbs.;  oou.  dij, 
2,600,000  gals.;  coat,  $690,600;  cost  ntce.,  |S,- 
600;  wks.  owned  by  dty. 

MIODLEVILLE,  p.  626.     F.  dept— 1  hose  eat. 
660  ft  hose;  1  aL,  bell;  tot  mem^  SO  foL 
Water  Supply— (Irav.  qrs.;  25  hydL;  165  lbs.  pra. 

MILLBROOK,  p.  1,200;  f.  area,  2,000  t.  F. 
dept. — 1  c.  eng.,  1  h.  ft  L  tit.;  vaL  equip.,  |l,- 
500:  val.  bldgs.,  $5,000;  tot  mem.,  40  toL 

Water  Supply — fire,  wells  ft  cistenis. 

MILFORD,  p.  1,825.  F.  dept— 1  hose  cart, 
600  ft  hose;  f.  al.,  bell;  tot  mem.,  26  voL 

Water  Supply — Orav.  sys.;  pres.,  80  lbs. 

MINEOLA,  p.  1,081.     F.  dept — Not  reported. 

Water  Supply — Src,  arteaian  well,  8  blocks  bv. 
cent.;  sys.,  pump  to  atdp.;  stdp.  capi,  100,OM 
gala.;  dun.,  20  x  28;  mat.  stL;  2  gasolise  pomp. 
eng.,  cap.  day  864,000  gmls.;  m^na,  c  L,  8  bl, 
4  to  10  in.  dia.:  42  hyd.;  met,  26;  pipe,  galv.  i; 
pres.,  dom.  70  iba.,  f.  70  Iba.;  oona.  day,  SO,0»l 
gals.;  wks.  owned  by  city. 

MINETTO,  p.  600.     F.  dept — 1  hose  cvt  tM 
ft  hose;  f.  aL,  bell  ft  wfa.;  tot  mem.,  80  voL 
Water  Supply — Orav.  sys.;  17  hyd.;  pres.,  60  lU. 

MOHAWK,  p.  8,079;  1  area,  800  s.;  am. 
bldga.,  bk.,  2  to  4  stor.;  priv.,  wd.,  8  stor.;  wd. 
rfs.  perm.;  no  fwks.  ft  combt  ord.;  caoscs  of  t 
inv.  F.  dept. — 6  c  hand  ex.,  1  str.,  1  hose  slei^ 
8  hose  car. ;  hose,  cot,  nA>.  lined,  gd.,  2.00A  ft ; 
inf.,  400  ft.;  tot  hose.  2^400  ft;  f.  aL,  bell:  nl 
equip.,  $4,000;  val.  bldgs.,  $1,600;  exp.  dept. 
$800;  tot.  mem.,  50  vol. 

Watar  Supply — Src,  apr.,  %  m.  bua.  cent;  fjn, 
pump  to  atdp.;  stdp.  cap.,  76,000  gals.;  8  poop. 
eng.,  cap.  day  1,100,000  gala.;  maina,  iron,  0  m., 
4  to  8  in.  dia.;  50  hyd.:  86  v.;  met^  82;  2^0 
serv.;  pipe,  iron;  pres.,  f.  86  to  08  lbs.;  eoit. 
$84,000;  cost  mtoc,  $6,000;  wka.  owned  by 
village. 

MONROE,  p.  2.286.  F.  dept>-^  c  hiad  rv, 
1  )i.  ft  1.  trk.,  2  liose  carts;  hose,  cot,  rub.  lii^i, 
gd..  2.200  ft.;  inf.,  100  ft;  tot  hose,  2,S00  ft: 
f.  al.,  bell;  vaL  bldga.,  $8,500;  exp.  dept,  |!00; 
tot  mem.,  80  voL 

Water  Supply — Src,  wella,  2%  m.  baa  Mst; 
sys.,  grav.;  mains,  c.  L,  1,894  ft,  4  to  18  in.  dii.; 
prea.,  dom.  ft  f.  106  Iba.;  coat  $44,000;  cost  mtce., 
$800;   wka.   owned  by  dty. 

MONTGOMERY,  p.  941;  f.  area,  1,000  s.;  bldga. 
wd.,  2  stor.;  wd.  rfa.  penn.;  fwka.  ft  eonbt  ori; 
cauaea  of  f.  inv.  F.  dept — 2  hand  eng.,  1  h.  8 
L  trk.,  2  hose  car.;  hoae,  cot,  rah.  Ifaed.  c^ 
1.200  ft;  inf.,  600  ft;  tot  hoae,  1,700  ft;  1 
aL,  bell;  vaL  equip.,  $8,000;  vaLbldga.,  $2«M<^; 
exp.  dept,  $126;  tot  mem.,   78  voL 

Water  Supply — Src.  veU%  H  n.  boa  cot: 
aya.,  pump  to  atdp.  ft  dir.;  Mp.  cap.,  150,004 
gala.;  dim.,  16  x  100;  mat,  stL;  8  ponpi  ca^ 
daaa  oomp.,  cap.  day  760,000  gala.;  mains,  e.  L 
4  m.,  4  to  8  in.  dia.;  84  hyd.;  met,  60;  175  mi*; 

i>ipe,   lead  ft  galv.   L;  prea.,  dom.   60  Iba..  L  4i 
bs.;  cons,  day,  46,000  gala.;  eoat,  $25,000;  coit 
mtce.,  $1,000;  wka.  owned  h^  village. 
MONTICELLO,    Sullivan    Co..    pi    1,941; 


fi 


bldga.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  bk.  ft  «dL 
2  ft  8  ator.;  wd.  rfa.  not  perm.     F.  dept— 1  bisd 


eng.,  8  c  hand  ex.,  1  h.  ft  L  trk.,  8  hose  car. 
hose,  cot.  rub.  lined,  gd.,  860  ft;  nib.,  gd.,  501 
ft;  tot  hose,  1,850  ft;  f.  aL,  bell;  vaL  «|vl^. 
$4,000;  vaL  bldga.,  $8,800;  tot  men.,  150  voL 
Watar  Supply — Src,  lake,  IH  m.  boa  cot; 
ays.,  pump  to  atdp.;  stdpw  cap.,  800,000  gsk; 
pump,  eng.,  cap.  day  760,000  gala.;  mains,  e.  L 
6  m.,  4  to  8  in.  dia.:  60  hyd.;  400  serv.;  pipi; 
c  L;  prea.,  dom.  62  Iba.,  f.  110  Iba.:  cost,  M^.* 
000;  cost  mtce,  $8,611;  wka.  owned  oy  Oc 

MONTOUR  FALLS,  p.  1,208;  f.  aiea,  480  a: 
mere  bldga..  bk.  ft  wd.,  8  ft  8  ator.;  priv.,  «!.  ^ 
ator.;  wd.  rfa.  penn.  in  f.  area;  fwfca.  ord;  esoMi 
of  f.  inv.     F.  dept — 1  c  eng:,  8  e.  hand  a.,  1  k 


ft  L  trk.,  2  hoae  car.;  hoae,  eot.«  rob.  Unci  r^ 
1,200  ft;  f.  aL,  bell  ft  wh.;  vaL  equip.,  IS.O0C; 
val.  bldga.,  $8,500;  exp.  dept.  $600;  tot  iscau 
80   voL 

Watar  Supply— Src,  wells  *  ei«ek,  i%  v.  b«. 
cent;    sys.,   grav.    to  rea.;   rca.    cap.,   10,SO9,M0 
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gala.;  mains,  c.  i.,  7  m.,  4  to  8  In.  dia.;  00  lijd.; 
pres.,  dom.  00  to  70  Ibe.,  f.  00  lbs.;  eoat,  |86»- 
000. 

MORAVIA,  p.  1,824;  bldgs..  bk.,  8  stor.;  wd. 
rfs.  perm.;  fwia.  ft  combt.  ora.;  causes  of  f.  Inv. 
F.  dept — 2  c.  hand  ex.,  1  h.  ft  1.  trk.,  4  hose  car.; 
hose,  cot,  rub.  lined,  gd..  1,800  ft.;  inf.,  100 
ft;  tot  hose,  1,000  ft;  f.  al.,  bell;  val.  eqtdp., 
14,600;  Tal.  bldgs.,  $8,500;  ezp.  dept,  I860; 
tot  mem.,  76  voL 

Water  Supply— Src,  spr.,  4  m.  bos.  cent;  tj9,, 
era?.;  mains,  c.  1.,  11  m.,  4  to  10  in.  dia.;  87 
hyd.;  10  v.;  800  senr.;  pipe,  galv.  i.;  pres.,  dom. 
76  to  85  lbs.,  f.  76  to  85  lbs.;  cost,  $60,000; 
co»t  mtce.,  1600;  wks.  owned  by  Tillage. 

MORIAH,  p.  1,400;  bldgs.,  bk.  ft  wd..  8  stor. 
F.  dept — 1  hand  eng.;  hose,  cot,  rob.  lined,  gd., 
800  ft;   vaL  equip.,  $260;  tot  mem.,   25  toL 

Water  Supply — Sre.,  large  well  in  cent  Tillage; 
287  ft  8  in.  galT.  L  pipe. 

MORRIS,  p.  1,484.     F.  dept — ^1  hose  cart,  600 
ft  hose;  f.  ai.,  bell;  tot  meuL,  20  toL 
Water  Supply — GraT.  qrs.;  28  hjd, 

MORRISTOWN,  p.  560;  f.  area,  640  a.  F.  dept 
— 1  h.  ft  1.  trk.,  2  c.  hand  ex.,  1  hose  cart,  1,000 
ft  hose,  ladders,  axes,  buckets,  etc.;  Tal.  eouip., 
82.068;   exp.   dept,   8260;   tot.   mem.,   88   toL 

Water  Supply^— ^c,  iSt  Lawrence  "RiTer;  sys., 
pmnp  dir.;  1  pump,  eng.,  cap.  day  648,000  gals.; 
26  hyd.;  2  v.;  46  serv.;  mains,  7,800  ft;  pres., 
dom.  60  lbs.,  f.  100  lbs.;  cost,  818,000;  cost 
mtce.,  8700;  wks.  owned  by  Tillage. 

MORRISVILLE,  p.  600.  F.  dept — 1  h.  ft  I. 
trk.,  1  hose  wag.,  1  sleigh,  1,500  ft  hose;  f.  sL, 
beU;  tot  mem.,  ^8  toL 

Water  Supply— nSrc,  spr.  ft  res.,  1  m.  bus.  cent; 
sys.,  grav.;  mains,  iron,  4  m.,  4  to  8  in.  dia.:  80 
hyd.;  pres.,  dom.  ft  f.,  '80  to  05  lbs.;  cost,  8l6,- 
000;  wks.  owned  by  Tillage. 

MOUNT  KISCO,  p.  2,802;  f.  area,  1,280  a.; 
mere,  bldgs.,  wd.  ft  bk.,  8  ft  4  stor.;  priT.,  wd., 

2  auto.  comb.  c.  ft  h.  wag.,  1  auto.  c.  eng.,  1  hand 
eng.,  1  h.  ft  I.  trk.,  5  hose  reels;  hose,  cot,  rub. 
lined,  gd.,  4,000  ft;  inf.,  600  ft;  tot.  hose,  4,600 
ft;  f.  al.,  bell;  val.  equip.,  f 6,260;  tot  mem., 
140  vol. 

Water  Supply---8rc.,  res.,  8  m.  bus.  cent;  sys., 
pump  dir.;  res.  cap.,  1,600,000  gals.;  2  pump. 
«Dg.»  cap.  day  297,000  gals.;  mains,  c.  i.,  10  m., 
4  to  10  in.  dia.;  88  hyd.;  486  met;  460  serr.; 
pres.,  dom.  100  lbs.,  f.  110  lbs.;  wks.  owned  by 
municipality. 

MOUNT  MORRIS,  p.  2,782;  f.  area,  400  a.; 
nerc.  bldgs.,  bk.,  2  stor.;  priT.,  wd.  ft  bk.,  2  stor.; 
wd.  rfs.  perm.;  no  fwks.  ft  combt  ord.  F.  dept 
— 6  c.  hand  ex.,  1  h.  ft  L  trk.,  2  hose  carta,  8 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  8,000  ft;  f. 
al.,  4  bx.  bell;  val.  equip.,  $2,000;  val.  bldga., 
-$5,000;  exp.  dept,  fSOO;  tot.  mem.,  80  vol. 

Water  Supply — Src,  spr.;  sys.,  grsT.;  res.  cap., 
1,025,000  gals.;  mains,  5  m.,  4  to  10  in.  dia.; 
87  hyd.;  21  t.;  met,  15;  58*6  serT.;  pres.,  f.  46 
to  60  lbs.;  cost,  160,000;  cost  mtce.,  $750;  wks. 
owned  by  Oo. 

MOUNT  VERNON,  p.  80,010;  f.  area,  6  sq.  m.; 
mere,  bldgs.,  bk.  ft  wd.,  8  ft  4  stor.;  prlT.,  wd., 
2^  ft  8  stor.;  wd.  rfs.  perm,  outside  f.  limit; 
fwks.  ft  combt  ord.;  causes  of  f.  inT.     F.  dept — 

3  str.  equip,  with  c.  tenders,  8  auto.  comb.  c. 
^  h.  wag.,  2  auto,  tractors,  1  aer.  trk.,  4  comb. 
wag.,  2  n.  ft  1.  trk.,  8  hose  wag..  80  his.;  hose, 
cot.,  mb.  lined,  gd.,  6,500  ft;  f.  al.,  57  trana- 
mitter  signal  calls,  8  bells,  1  wh.,  Gamewell,  40 
bx.;  exp.  dept,  $40,000;  Tal.  equip.,  $110,000: 
Tal.  bldgs.,  $125,000;  tot  mem.  602,  pd.  full 
time    22,  toI.   480. 

Water  Supply — Src,  rlT.,  brook,  5  m.  bus. 
cent.;  sys.,  pump  to  stdp.;  stdp.  cap.,  476,000 
gals.;  res.  cap.,  118,000,000  gals.;  pump,  eng., 
cap.    day    12,600.000    gals.;    mains,   c    i,   76    m., 

4  to  16  in.  dia.;  678  hyd.;  met.,  6,000;  9,000  senr.: 
pipe,  lead  ft  iron;  pres.,  dom.  100  lbs.,  f.  100 
lbs.;   wks.  owned  by  Go. 

NAPLES,  p.  1,098;  f.  srea,  400  a.;  mere,  bldgs., 
stn.,  bk.  ft  wd.,  2  stor.;  priT.,  wd.,  2  stor.;  wd.  rfs. 
jMraa.;  fwks.  ft  comot.  ord.  F.  dept — 1  hand 
en^.,  1  h.  ft  1.  trk..  8  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  1,200  ft:  inf.,  500  ft;  tot  hose, 
1,700  ft;  f.  aL,  bell;  Tal.  equip.,  $1,000;  Tal. 
l>ldgs.>    $600;  tot  mem.,  20  toL 


Water  Supply— ^Sr&,  spr.,  8  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  1,000,000  gals.,  loc  8  ul  city; 
mains,  iron,  6  1-8  m.,  4  to  8  in.  dia.;  65  hyd.; 
86  aerv.;  pipe,  iron;  pres.,  dom.  60  lbs.,  f.  100 
lbs.;  cost,  $24,600;  cost  mtce.,  $150;  wks.  owned 
by  village. 

NASSAU,  p.  2,115.  F.  dept. — 1  hose  cart, 
1.000  ft.  hose;  f.  al.,  wh.;  vol. 

Water  Supply — Src.,  spr.,  1%  m.  bus.  cent: 
sys.,  grav.;  mains,  iron,  2%  m.,  4  to  8  in.  dia.; 
26  hyd.;  12  v.;  76  senr.;  pres.,  dom.  ft  f.  66  lbs.; 
cost,  $18,000;  wks.  owned  by  village. 

NEWARK,  p.  6,227;  f.  area,  1,760  a.;  mere, 
bldgs.,  bk.,  1  to  5  stor.;  priv..  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inT.  F.  dept — 1  hand  eng.,  2  c. 
eng.,  1  c.  hand  ex.,  1  h.  ft  1.  trk.,  2  comb.  c.  ft  h. 
wag.,  2  hose  car.,  2  hrs. :  hose,  cot,  rub.  lined,  gd., 
8,000  ft.;  rub.,  ffd..  900  ft.;  inf.,  400  ft;  tot 
hose,  4,800  ft;  f.  al.,  elec.,  16  bx.;  val.  equip., 
$9,000;  val.  bldgs.,  $26,000;  exp.  dept.,  $1,600; 
tot  mem.  150,  pd.  full  time  1,  toL  149. 

Water  Supply—^Src.,  spr.  ft  wells.  1%  m.  bus. 
cent;  sys.,  pump,  to  stdp.;  stdp.  cap.,  260,000  gals.; 
res.  cap.,  1,000,000  gals.;  2  pump,  eng.,  caip. 
day,  2,000,000  gals.;  mams,  c.  i.,  16  m.,  4  to  12 
in.  dia.:  160  hvd.:  01  v.;  met,  900;  1^200  serv.; 
pipe,  galv.  L;  pres.,  dom.  ft  f.  61  lbs.;  cons,  day, 
88i6.000  gals.:  wks.   owned  by  village. 

MEWARK  VALLEY,  p.  2,102.  F.  dept— 1  b.  ft 
1.  tik.,  2  hose  carts.  1  hose  reel,  2  hand  ex.,  1,- 
850  ft.  hMc:  f.  al.,  elec;  tot  mem.,  90  toL 

Water  Supply — Sra,  spr.  ft  well,  8  m.  bus.  cent.; 
sys..  grav.  A  pump  to  res.;  res.  cap.,  400,000  gals.; 
2  pump.  eng..  class  trip.;  cap.  da>',  221,760  gals.; 
mains,  c  i.,  6%  m.,  4  to  8  in.  dia.;  62  hyd.;  US 
v.:  7  met:  204  serv.;  pipe,  wrt.  i.;  pres.,  dom. 
76  lbs.,  f.  8.^  lbs.;  cons,  day,  7-2,000  gals.;  cost, 
$29,500;   cost  mtce.,    $460;    wks.   owned  by   city. 

NEW  BALTIMORE,  p.  1,986;  f.  area,  640  a.; 
mere,  bldn.,  wd.,  2  to  8  stor.;  priv.,  wd.,  2  to 
8  stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 6  c.  hand  ex.,  1  h. 
ft  1.  trk.,  1  hose  wag.,  1  hose  reel,  2  pumps;  hose, 
rub.  lined,  gd.,  850  ft;  inf.,  160  ft;  tot  hose, 
1.000  ft;  f.  «1.,  gong;  val.  equip.,  $1,000;  val. 
bldgs.,  $7,600;  exp.  dept.,  $200;  tot.  mem..  70  vol. 

Watar  Supply — ^Not  reported. 

NEW  BERLIN,  p.  1,114;  mere,  bldgs..  bk.  ft 
wd.,  1  to  8  stor.;  priv.,  wd.,  8  stor.;  wd.  rfs.  perm, 
in  f.  area;  causes  of  f.  Inv.  F.  dept — 8  c  hand 
ex.,  1  h.  ft  1.  trk.,  2  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  2,000  ft:  inf.,  6,000  ft:  tot  hose, 
8,000  ft;  f.  sL,  bell;  val.  equip.,  $8,000;  val. 
bldgs.,    $1,000;    exp.   dept,    $400;    tot   mem.,    76 

TOL 

Water  Supply — Src.,  spr.  ft  brooks,  %  ul  bus. 
cent;  sys.,  grsT.;  res.  cap.,  14,000,000  gals.; 
mains,  iron,  5  ul,  4  to  12  in.  dia.;  40  hyd.;  24 
v.;  met,  6;  200  serv.;  pipe,  galv.  L;  pres.,  f. 
110  to  185  lbs.;  cons,  day,  100,000  gals.;  cost, 
$40,000;  cost  mtce.,  $800;  wks.  owned  by  Tillage. 

NEW  BRIGHTON  and  STAPLETON  (Greater  New 
York).  F.  dept. — City  of  New  York  covers  entire 
borough  of  Richmond;  f.  area,  65^  m.;  mere, 
bldgs.,  bk.,  stn.  ft  wd.,  2  to  4  stor.;  priT.,  bk.  ft 
wd..  2  ft  8  stor.;  wd.  rfs.  pemu;  fwks.  ft  combt 
ord.  F.  d^t — 8  str.,  5  h.  ft  L  trk.,  2  auto, 
comb.  c.  ft  h.  wag.,  1  auto,  eng.,  8  hose  wag.; 
hose,  cot,  rub.  lined,  gd.,  2,600  ft;  rub.,  gd., 
6.400  ft;  tot  hose,  8,900  ft.;  f.  al.,  telp.  ft  st 
bx..  240  bx.,  41  special  bidg.  bx.;  exp.  dept, 
$892,000;  tot  mem.,  722,  186  pd.  full  time,  586 

TOl. 

Water  Supply^— Src.,  driven  wells;  sys.,  pump  to 
res.  ft  stdp.;  cap.  No.  1,  900,000  gals.;  No.  2,  2,- 
800,000  gals.;  No.  8,  200,000  gals.;  mains,  c.  L, 
240  m.;  pump,  eng.,  cap.  day  12,000,000  gals.; 
cons,  day,  11,000.000  gals.;  the  borough  la  divided 
into  three  sones  of  supply,  low,  middle  ft  high  serv. 
zones;  the  altitudes  supplied  range  from  tidewater 
elevation  to  400  ft  above  tide;  cost,  $8,700,000; 
wk".    ownprt   b\    civ, 

NEWBURQH,  p.  27,806;  f.  area,  4  sq.  m.; 
mere  bldgs.,  stn.,  bk.  ft  wd.,  1  to  7  stor.;  priv., 
stn.,  bk.  ft  wd.,  8  stor.;  wd.  rfs.  perm,  in  f.  area; 
causes  of  f.  inv.  F.  dept. — 1  auto.  comb.  c.  ft  h. 
wag..  4  str.,  1  c.  eng..  2  comb.  c.  ft  h.  wag..  18  c 
iiand  ex..  1  aer.  trk.,  1  f.  boat.  8  h.  ft  1.  trk..  ft 
hose  wag.,  11  hrs.;  4iose,  cot,  rub.  lined,  gd.,  9,600 
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ft.;  inf.,  260  ft.;  tot.  hose,  9,850  ft;  f.  al.,  Qame- 
well,  42  bx.;  val.  equip.,  f 86, 000;  val.  bldn., 
fft6,000;  exp.  dept.,  $12,916.60;  tot.  mem.,  675, 
pd.  full  time  11,  vol.   664. 

Water  Supply — Sre.  lake,  8  m.  bus.  cent;  nra., 
grvr.,  pump  to  res.;  res.  cap.,  1,600,000  ffals.,  loe. 
northwestern  part  city;  2  piunp.  eng.,  dass  oomp., 
cap.  day  8,400,000  gals.:  mams,  c  L,  47.12  dl. 
4  to  80  in.  dia.;  406  hyd.;  609  v.;  8  met;  4,007 
senr.;  pipe,  lead;  pres.,  20  to  100  lbs.;  cons, 
day,  4,000,000  to  5,000,000  gals.;  wks.  owned 
by  city. 

NEW  DORP  (Greater  New  York),  1  area,  4,480 
a.;  mere,  bldgs.,  wd.,  2  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  k  combt  ord.;  causes  of 
f.  inv.  F.  dept — 8  &  hand  ex.,  1  h.  ft  1.  trk.,  1 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  650  ft:  rub., 
gd.,  100  ft;  tot  hose,  750  ft;  f.  aL,  bell;  val. 
equip..  $1,000:  vaL  bldgs.,  $2,600;  ezp.  dept, 
$850;  tot  mem.,  25  voL 

Water  Supply — fire,  wells,  M  m.  bus.  cent: 
sys.,  pump  to  stdp.;  stdp.  cap.,  800,000  gals.;  2 
pump,  eng.,  cap.  day  700,000  gals.;  mains,  8  m., 
4  to  8  in.  dia.;  10  hyd.;  5  met;  157  senr.;  pres., 
dom.  60  lbs.,  f.  60  lbs.:  cost,  $28,000;  cost 
mtce.,  $1,800;  wks.  owned  by  Co. 

NEW   HARTFORD,   p.    1,1»5;    f.    area.   800   a.; 

mere,  bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  bk.  ft  wd., 

2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
crd.;  cause  of  f.  inv.  F.  dept — 1  h.  ft  L  trk., 
1  hose  wag..  1  hose  car.;  hose,  cot,  rub.  lined, 
gd.,  1,800  ft;  f.  al.,  bell;  vaL  equip.,  $2,000; 
val.  bldgs.,  $5,000;  exp.  dept,  $600;  tot  mem., 
40  vol. 

Water  Supply — Src,  creeks  ft  spr.,  2  m.  bus. 
cent;  sys.,  grav.;  res.  cap.,  5,500,000  gala.; 
mains,  c.  i.,  14  m.,  4  to  20  in.  dia.;  52  nyd.; 
93  v.;  750  met.;  pipe,  lead;  pres.,  dom.  ft  f.,  55 
lbs.;  cons,  day,  750,000  gals.;  wks.  owned  by  prlv. 
Co. 

NEW  PALTZ,  p.  1,280;  f.  area,  640  a.;  mere, 
bldgfl.,  bk.  ft  wd.,  2  &  8  stor.;  priv.  stn.,  bk.  ft 
wd.,  2  ft  8  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 2  c 
hand  ex.,  1  h.  ft  L  trk.,  1  hose  wag.,  1  hose  ear.; 
hose,  cot,  rub.  lined,  gd.,  1,000  ft;  f.  aL,  bell; 
val.  equip.,  $2,000;  exp.  dept,  $125;  tot  mem., 
50  vol. 

Water  Supply — Src.,  spr.;  sys.,  grav.;  res.  cap., 
9.000,000  gsJs.;  mains,  c  L,  5  m.,  4  to  10  in. 
dia.;  47  hyd.;  28  v.;  200  serv.;  prea.,  dom.  120 
lbs.,  f.  165  to  245  lbs.;  cost,  $50,000;  wks.  owned 
by  private  Co. 

NEW    ROCHELLE,   p.    28,867;    f.    area,    10    aq. 

m.;  mere,  bldgs.,  bk.,  1  to  6  stor.;  priv.,  wd.,  8 
stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv. 
K.  dept. — 2  str.,  6  comb,  c  wag.,  1  auto.  comb, 
c.  ft  li.  wag.,  1  aer.  trk.,  1  h.  ft  1.  trk.,  1  hose  wag., 
1  auto,  squad  wag.,  1  auto.  trip.  comb.  c.  eng., 
hose  ft  pump,  eng.,  1  comb.  c.  eng.  ft  hose  red, 
16  &  hand  ex.,  20  hra.;  hose,  cot,  rub.  lined,  gd., 
6,200  ft;  inf.,  800  ft;  tot  hose,  7,000  ft;  f. 
aL,  wh.  ft  bell,  68  bx.;  vaL  equip.,  $76,868;  val. 
bldgs.,  $112,825;  exp.  dept,  $40,000;  tot  mem. 
400.  pd.  full  time  26,  voL  874. 

Water  Supply — Src.,  riv.,  8H  m.  bus.  cent; 
sys.,  pump,  to  stdp.;  stdp.  cap.,  1,086,700  gals.; 
dim.,  84  X  44,  140  x  25,  60  x  60,  loc.  one  at 
station,  one  in  town,  one  at  Tuckahoe;  mat,  atl.; 

3  res.,  cap.  486,785,700  gals.,  loc.  at  city  line;  2 
pump,  eng.,  class  comp.  hor.  dup.,  cap.  day  8,- 
500,000  gals.;  mains,  c.  L,  140  m.,  4  to  24  in. 
dia.;  787  hyd.;  met,  5,068;  5,406  aerv.;  pipe, 
lead;  pres.,  dom.  80  to  98  lbs.,  f.  80  to  90  lbs.; 
cons,  dsy,  780,000  gals.;  cost,  $2,000,000;  cost 
mtce.,  $62,000;  wks.  owned  by  Co. 

NEWTOWN  (Qreater  New  York),  f.  area,  15,- 
860  a.;  mere,  bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv., 
wd.,  2  ft  8  stor.;  wd.  rfs.  perm.  F.  dept — 6  str., 
1  c  eng.,  6  c.  hand  ex.,  7  h.  ft  L  tfk.,  2  hose 
wag.,   1  hoae  car.,  42  hra.;  hose,  cot,  rub.  lined, 

Sd.,  2,000  ft;  rub.,  gd.,  6,000  ft;  tot  hose. 
,000  ft;  f.  al.,  Oamewell,  78  bx.;  exp.  dept, 
$5,000;  tot  mem.,  578  voL;  undrs.  rating,  second 
class. 

Water  Supply — Src.,  wells;  ays.,  pump  dir.c 
stdp.  cap.,  192,000  gals.;  21  pump,  eng.,  class 
comp.  triple  expansion  dup.  ft  comp.  dup.,  cap.  day 
35,000,000  gals.;  mains,  c.  i.,  190  m.,  4  to  36  in. 
dia.;  1,54«  hyd.;  1,613  v.;  met,  45,880;  16,000 
serv.;   piire,  galv.   i. ;   pres.,  dom.  ft  f.,    26  to    106 


lbs.;  cons,  day,  10,000,000  gala.;  cost  $200,000; 
cost  mtce.,  $88,000;  wks.  owned  by  Citizeoa 
Water  Supply  Co  of  Newtown. 

NEW  YORK  CITY  (Borou|^  of  Manhattan  ft 
Bronx),  p.  4,766,888;  f.  area,  40,000  a.;  mera 
bldgs.,  bk.,  stn.  ft  iron,  8  to  48  stor.;  office  bldgs., 
bk.,  stn.  ft  iron,  8  to  20  stor.;  priv.,  bk.,  stn.  ft 
wd.  inside,  8  to  12  stor.:  no  wd.  or  frame  bldfa. 
allowed  or  permitted  below  155th  street;  fwks. 
State  law;  r.  inv.  by  f.  marahaL  F.  d^t, — bt 
BUto.  str.,  5  auto,  water  towers,  2  auto.  pump, 
eng.,  1  auto,  boat  tender,  24  auto,  high  pres. 
hose  wag.,  8  auto,  hose  wag.,  88  auto.  comb.  c. 
ft  h.  wag.,  43  auto.  h.  ft  1.  trk.,  80  auto.  nmabuuU 
ft  touring  cars,  20  auto,  delivery  trk.,  28  seconJ 
■ice  str.  propelled  by  tractors,  172  atr.,  4  comb, 
c.  ft  h.  wag.,  98  hose  wsg.,  IS  hose  reels,  20  aer. 
trk.,    78    h.    ft   L    trk.,    7    c.    eng..    8    sTch. 


4  water  towera,  48  chiefa  wag.,  88  fuel  wag.,  11 
f.  boats,  208  c.  hand  ex.,  840  hrs.;  boM;  cot. 
rub.  lined,  1  to  6  in.,  812,485  ft;  f.  aL,  Oamewell. 
1,880  atreet  bx.,  of  which  900  are  connected  uidcr 
ground,  special  signala  of  all  kinds,  Indoding  the 
pneumatic  ft  automatic,  8,008;  dept  in  cbarge  of 
commissioner;   tot   mem.   4,850,  pd.  full  tinoe. 

Water  Supply— ^c.,  riv.,  82  m.  bus.  cent.;  i^*^ 
grav.,  pump  to  rea  ft  to  4  stdp.;  dim.,  6  z  184. 

0  X  170,  6  X  185  ft  1  of  47,000  gala.  capL;  res. 
cap.,  2,000,000,000  gals.:  15  pump,  en^.,  eaa 
day  122,000,000  gala.;  maina,  c  L,  1,208  bl.,  6  to 
48  in.  dia.;  15,600  hyd.;  11,600  t.;  met,  ST.Ooo; 
pres.,  dom.  15  Iba.,  f.  100  U>s.;  cost  mtee.,  $!.• 
000,000;  wks.  owned  by  city. 

NEW  YORK  MJLLS,  p.  2,552;  mere  hldgm^  bk.; 
priv.,  wd^  2  stor.;  wd.  rfs.  perm:  no  fwks.  oro.; 
f.  inv.  F.  dept — 80  c.  ex.,  8  nose  car.;  hoae, 
5,000  ft;  8  X.  pumpa.  The  above  appftrmtos  is 
the  property  of  the  New  York  MlUa,  a  mazmfactor- 
ing  corporation.  In  addition  to  the  above  la  ta» 
Yoikville  Fire  ft  Hoae  Co.,  loc.  at  lower  New  Yora 
Mills,  1  tumd  eng.,  1  hose  cart,  800  ft.  of  c^ 
hoee;   40  meoL 

Water  Supply— Src.,  res.,  8  m.  bus.  cent.;  sya^ 
grav.;    res.    cap.,    120,000,000    gals.;   mains,    c   I. 

5  m.,  4  to  12  in.  dia.;  35  hyd.;  34  v.;  500  met; 
pres.,  dom.  ft  f.,  90  lbs.;  wks.  owned  by  priT  Co. 

NIAGARA  FALLS,  p.  80,445;  f.  area,  1,«00  a.; 

mere  bldgs.,  wd.,  bk.  ft  stn.,  8  ft  6  stor.;  pctr.. 
wd.,  bk.  ft  stn.,  2  stor.;  wd.  rfs.  perm.;  fwu.  ft 
combt  ord.  F.  dept — 1  auto.  comb,  cl  ft  h. 
wag.,  1  auto.  comb.  pump.  eng.  ft  hose  wa^^  i 
str.,  second  size;  5  comb,  c  ft  h.  wag.»  19  c 
hand  ex.,  8  h.  ft  L  trk.,  1  chieTs  autOL,  6  raridst 
wag.,  1  chiefs  sleiri),  2  hoae  car.,  24  hra.;  bose, 
cot,  rub.  lined,  9,400  ft;  f.  aL,  Oamewell.  S6  bz.: 
vaL  eouip.,  $58,000;  vaL  bldga.,  M6,0OO;  eip. 
dept,  $64,780;  tot  mem.  60,  pid.  foil  time;  nndia. 
rating,    aeoond    dasa. 

Water  Supply— Central  ft  north  part  city,  wc 
riv.,  1  m.  bua.  cent;  sya.,  pump,  eng.,  cap.  d^  2o.- 
000,000  gala.;  maina,  c.  L,  86  m.,  4  to  24  la. 
dia.;  885  hyd.;  met,  950;  8,400  serv.;  pipe,  lead: 
prea.,  f.  100  to  180  Iba.;  cost,  $800,000;  cost 
mtce.,  $20,000;  wks.  owned  by  city. 

Water  Supply— Of  south  pert  of  cfty,  are.,  nv.. 

1  m.  bus.  cent;  sya.,  pump  dir.;  atdpu  eaik.,  7iv 
984  gala.;  pump,  eng.,  cap.  day  6,500,000  aals.: 
maina,  c.  L,  17^  m.,  4  to  16  in.  d^;  81  bj±i 
met,  27;  pres.,  dom.  60  lbs.,  f.  ISO  lb«L:  coat 
$200,000;  cost  mtce.,  $6,000;  wks.  owned  oy  Ca. 

•NORTH  OOLUHS,  p.   950;  1  area,  800   a.     F. 

dept. — 1  pump,  eng.;  val.  equip.,  $200;  tot.  bwsb^ 
50  vol. 

Water  Supply — Src.,   wells. 

NORTHPORT,  p.  2,096;  t  area,  040  a.;  men. 
bldgs.,  bk.  ft  wd.,  8  stor.;  priv.,  wd.,  2H  snr-* 
wd.  rfs.  perm.;  no  fwks.  ft  combt  ord.     P.  dept— 

6  c.  hand  ex..  2  h.  ft  L  trk.,  8  hose  wag.;  hMc. 
cot.,  rub.  lined,  gd.,  2.200  ft;  f.  «1.,  stm.  wk; 
vaL  equip.,  $8,000;  val.  bldga.,  $10,000;  exp.  defU 
$500;   tot.  mem.,  40  voL 

Water  Supply — Src,  wells;  ays.,  pmap  to  rca.; 
rea.  cap.,  850,000  gala.;  pump,  eng.,  eapL  dsy 
150,000  gals.;  maina,  stl.  ft  c  L,  6  m..  S  to  10 
in.  dia.;  58  hyd.;  pres.,  dom.  50  lbs.,  f.  90  lbs.; 
cost,  $85,000;  wks.  owned  by  Co. 

NORTHVILLE,    p.    1,200;    f.    area.    82S    a.    P. 

dept— Hoae,  h.  ft  1.  txk.;  vaL  equip.,  $1,200;  cip- 
debt,  $125;  tot  mem.,  19  voL 

Water  Supply — Src.,  creek  ft  apr.«  1  as.  baa 
cent;    vya.,    grav.;    mains,    10,000    ft;    85   kyd.; 
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prei.,  dom.   85  lbs.,  f.  &5  to  110  lbs.;  co«t,  $40,- 
000;  C06t  mtce.«  |375;  wks.  owned  by  village. 

NORTH  TARRYTOWN,  p.  5,421 ;  mere,  bldgs.. 
bk.  jE  wd.,  4  itor.;  priv.,  bk.  ft  wd.,  8  stor.;  wd. 
rfa.  not  perm,  in  f.  area;  causes  of  f.  inv.  F. 
dept — 1  auto.  comb,  c  &  b.  wag.,  1  f.  patrol,  2 
c.  band  ex.,  1  b.  ft  1.  trk.,  1  hose  wag.,  3  hos» 
car.,  2  brs.:  hose,  8,000  ft;  t.  al.,  bell  ft  wn.; 
val.  equip.,  $5,000;  val.  bldgs.,  $6,000;  exp.  dept., 
$4,000;  tot.  mem.,  150  vol. 

Water  "Supply— Src,  riv.;  8  m.  bus.  cent.;  sys., 
pump  to  res.;  «tdp.  cap.,  16,000,000  gals.;  res. 
cap.,  125,000,000  gals.;  2  pump,  eng.,  cap.  day 
7.000,000  gals.;  mains,  80  m.,  4  to  16  in.  dia.; 
350  hyd.;  125  v.;  met.,  2,000;  2,200  serv. ;  pres., 
dom.  100  lbs.,  f.  150  lbs.;  cons,  day,  1,800,000 
gals.;  owned  by  priv.  Co. 

NORT>H  TONAWANDA,  p.  11,955;  f.  area,  8.- 
840  a.;  mere,  bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv., 
wd.,  2  ft  8  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  str.,  1  h.  ft  1. 
trk.,  6  hose  wag.,  8  hrs.;  hose,  cot.,  rub.  lined, 
12,800  ft.;  f.  al.,  Gamewell.  29  bx.,  Amer.  Dist. 
telg.  22  bx.;  val.  equip.,  $15,000;  val.  bldgs., 
$1,705.85;  exp.  dept.,  $10,000;  tot.  mem.  800,  pd. 
full  time  6,  pd.  part  time  50,  vol.  249;  undrs. 
rating,  first  class. 

Wat«r  Supply — Src,  Niagara  riv.,  %  m.  bus. 
cent;  sys.,  pump  dir.  to  mains;  8  pump,  eng., 
cap.  day  10,000,000  gals.;  mains,  wd.  ft  iron,  50 
m.,  4  to  24  in.  dia.;  860  hyd.;  80  met;  2,516 
serv.;  pipe,  lead;  pres.,  dom.  40  lbs.,  f.  80  lbs.; 
cons,  day,  5,830,000  gals.;  cost,  $450,000;  wks. 
owned  by  city. 

NORWICH,  p.  7,422;  f.  area,  1.500  a.;  mere, 
bldgs.,  Btn.,  bk.  ft  wd.,  2  to  5  stor.;  priv.,  bk.  ft 
wd..  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept. — 2  str.,  1 
hand  eng.,  8  h.  ft  1.  trk.,  5  c.  hand  ex.,  1  aer. 
trk.,  1  auto.  comb.  e.  ft  h.  wag.,  1  hose  wag.,  4 
hose  car.,  5  hrs.;  hose,  rub.,  gd.,  4,000  ft;  f.  al., 
Oamewell,  18  bx.;  val.  equip.,  $22,000;  val.  bldgs., 
$40,000;  exp.  dept,  $1,800;  tot  mem.  155,  pd. 
full  time  1,  pd.  part  time  4,  voL  160. 

WatM*  Supply — Src.,  lake  ft  res.,  6  m.  bus. 
cent;  sys.,  grav.;  res.  cap.,  800,000,000  gals., 
loc  2  m.  east  town;  mains,  iron,  20  m.,  4  to  16 
in.  dia.;  50  hyd.;  met,  4;  1,400  serr.;  pipe,  galv. 
i.;  pres.,  dom.  65  lbs.,  f.  70  lbs.;  cons,  day,  2,- 
000,000  gals.;  cost,  $400,000;  wks.  owned  by  Co. 

NORWOOD,  p.  1,998;  f.  area,  640  a.;  mere, 
bldgs.,  bk.,  2  stor.:  priv.,  wd.,  1%  ft  2  stor.;  wd. 
rfa.  not  perm.;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept.— -^  c.  hand  ex.,  1  c.  eng.,  1  h.  ft  1. 
trk.,  2  hose  wag.;  hose,  cot.,  rub.  lined,  gd.,  1,400 
ft.;  inf.,  600  ft.;  tot  hose,  2,000  ft;  f.  al..  bell 
ft  wh.;  val.  equip.,  $2,000;  val.  bldgs.,  $1,500; 
ejcp.  dept,  $85;  tot.  mem.,  56  vol. 

Water  Supply — Src,  riv.,  %  m.  bus.  cent;  qrs., 
pump  to  stdp.;  stdp.  cap.,  800,000  gals.;  dim.,  20 
X  75,  Ice.  southwest  riv.;  mat,  sti.;  Z  pump,  eng., 
class  trip.,  cap.  day  500,000  gals.;  mains,  c.  1., 
9^  m.,  4  to  10  in.  dia.;  40  hyd.;  42  v.;  200 
serv.;  pipe,  galv.  1.;  pres.,  dom.  80  lbs.,  f.  80 
lbs.;  cons,  day,  125,000  gals.;  cost,  $36,500;  cost 
mtce.,  $1,500;  wks.  owned  by  city. 

NUN  DA,  p.  1,043;  f.  area,  640  a.;  bldgs.,  bk.  ft 
wd.,  2  ft  8  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt 
ord.  F.  d«pt. — 1  hand  eng.,  1  c.  eng.,  2  c.  hana  ex., 
1  h.  ft  I.  trk.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd., 
1,800  ft;  inf.,  200  ft;  tot  hose,  -2,000  ft;  f.  al., 
bell;  val.  equip.,  $1,500;  val.  bldgs.,  $5,000;  exp. 
dept.,    $150;  tot  mem.,  6*8  vol. 

Water  Supply — Src,  spr.,  8  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  880,000  gals.;  mains,  6^  m.; 
26  hyd.;  10  v.;  met,  8:  100  serv.;  pipe,  galv.  t; 
pres..  dom.  75  lbs.,  f.  75  lbs.;  cost,  $2,500;  wks. 
owned  by  Co. 

NYACK,  p.  4,619;  f.  area,  2,560  a,;  mere 
bldtfB.,  bk.,  8  ft  4  stor.;  priv.,  wd.  ft  bk.,  8  stor.; 
wd.  rfs.  perm.;  no  fwks.  ft  combt  ord.;  causes  of 
f.  not  Inv.  P.  dept  (includes  Upper,  South  ft 
West  Nyack) — 2  str.,  1  c  ft  h.  wsk.,  1  hand  eng., 
1  cs.  eng.,  4  c  hand  ex.,  2  h.  ft  L  trk.,  1  hose  wag., 
5  hose  car.;  hose,  cot,  rub.  lined,  gd.,  6,000  ft.; 
f  al.,  bell;  val.  equip.,  $20,000;  val.  bldgs.,  $lfc.- 
800;    exp.  dept,  $^6,000;  tot  mem.,  825  vol. 

Watar  Supply — Src,  riv.;  sys.,  grav.  ft  pump 
dir.:  res.  cap.,  1,000,000  gals.;  2  pump,  eng., 
cao  day  760,000  gals.;  mains,  c  i.,  26  m.,  2  ta 
12    in.    dia.;    112   hyd.;    48   v.;    met,    100;    pres.. 


dom.  75  lbs.,  f.   100  to  166  lbs.;  cost  $260,000: 
cost   mtce.,   $16,000;  wks.    owned  by  city. 

OAKFIELD,  p.  2,115.  F.  dept. — 1  hand  eng.,  10 
c.  hand  ex.,  1  o.  wag.,  1,000  ft.  hose;  f.  al.,  bell; 
tot.   mem.,   52   vol. 

Water  Supply — Src,  cisterns. 

OOEANUS,  p.  8,000;  f.  area,  2,660  a.;  mere 
bldgs.,  wd.  ft  bk.,  2  ft  8  stor.;  priv.,  bk.  ft  wd.,  2 
ft  8  stor.;  wd.  rfs.  not  perm.  F.  dept. — 8  str.,  1 
c.  eng.,  2  h.  ft  1.  trk..  4  hose  carts,  4  hose  car., 
4  brs.:  hose,  cot,  rub.  lined,  gd.,  6,000  ft;  f. 
al.,  bell;  val.  equip.,  $26,000;  vaL  bldgs.,  $26,- 
000;  tot  mem.,   178. 

Watsr  Supply — Src,  supply  from  Par  Rockaway. 

OQDENSBURG,  p.  17,000;  f.  area,  6  sq.  m.; 
mere  bldgs.,  bk.,  2  to  5  stor.;  priv.,  wd.,  IH  ft 
3  stor.;  wd.  rfs.  not  perm,  in  f.  area;  comot  ord.; 
causes  of  f.  inv.  F.  dept — 2  str.,  1  h.  ft  L  trk., 
6  c  hand  ex..  1  hose  wag.,  2  comb,  c  ft  h.  wag., 
3  hose  ft  ladder  sleighs  in  reserve,  5  hrs.,  1  in  re- 
serve; hose,  cot,  rub.  lined,  gd.,  8,000  ft,  2,500  ft 
in  reserve;  f.  al.,  elec  bell,  88  bx.;  val.  equip.,  $14,- 
000;  val.  bldgs.,  $8,000;  exp.  dept,  $10,900; 
tot  mem.  28,  pd.  full  time  9,  pd.  part  time  19. 

Watsr  Supply — Src,  riv.,  1%  m.  bus.  cent;  sys., 
pump  dir.  to  mains;  8  pump,  eng.,  cap.  day  80,- 
000,000  gals.:  mains,  iron,  31  m.,  4  to  20  in. 
dia.;  176  hyd.;  400  v.;  met,  20;  8,200  serv.; 
pipe,  galv.  L  ft  lead;  pres.,  dom.  66  lbs.,  f.  80 
lbs.;  cons,  day,  800,000  gals.;  cost,  $650,000; 
cost  mtce.,  $12,000;  wks.  owned  by  dty. 

OLEAN,  p.  14,748;  f.  area,  6  sq.  ul;  mere 
bldgs.,  bk.,  1  to  4  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  no  fwks.  ft  combt  ord.;  causes  of 
f.  inv.  F.  dept — 1  auto,  str.,  2  comb,  c  ft  h. 
wag.,  2  c  eng.,  4  c  ex.,  1  h.  ft  1.  trk.,  2  hose 
wag.;  hose,  cot,  rub.  lined,  7,400  ft;  f.  al., 
Oamewell,  80  bx.;  val.  equip.,  $82,000;  val. 
bldgs.,  $18,000;  exp.  dept,  $14,000;  tot  mem. 
17,  pd.  full  time  5,  pd.  part  time  12. 

Water  Supply — Src,  driven  wells,  %  m.  bus. 
cent;    sys.,    pump    to   res.;    res.    cap.,    10.600,000 

fals.,  loc.  %  m.  south  city;  2  pump,  eng.,  cap. 
ay  5,000.000  gals.;  mains,  c  i.,  37  m.,  4  to  24 
in.  dia.;  814  hyd.;  826  v.;  2,900  met;  pipe,  lead 
ft  iron;  pres.,  dom.  90  lbs.,  f.  90  lbs.;  cons,  day, 
1,746,124  gals.;  cost  $418,000;  cost  mtce.,  $18,- 
i>00;  wks.  owned  by  city. 

ON£tOA,  p.  8,317;  f.  area,  8,000  a.;  mere, 
bldgs.,  bk.,  2  to  6  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept — 1  str.,  1  comb,  c  ft  b.  wag., 
6  c  hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wag.,  8  hose 
ear.,  2  hose  sleighs,  5  hrs.;  hose,  linen,  gd.,  2,800 
ft;  inf.,  500  ft;  tot.  hose,  8,800  ft;  f.  aL,  Oame- 
well, 18  bx.;  val.  equip.,  $9,000;  val.  bldgs., 
$11,800;  exp.  dept,  f 6,500;  tot  mem.  76,  pd. 
full  time  6,  pd.  part  time  86,  86  vol.;  undrs.  rat- 
ing, first  class. 

Waiar  Supply— Src,  spr.,  8  m.  bus.  eent.;  sya., 
grav.;  2  res.,  cap.  80,000,000  gals.,  loc  8  m. 
south  city;  mains,  c  i.,  15  m.,  4  to  '18  in.  dia.; 
185  hyd.;  228  v.;  met.,  1,200;  1,800  serv.;  pipe, 
lead;  pres.,  dom.  ft  f.,  90  lbs.;  cons,  day,  800,000 
gals.;  cost,  $210,000;  cost  mtce.,  $2,200;  wks. 
owned  by  city. 

ONEONTA,  p.  9,491;  f.  area,  25  a.;  mere  bldgs., 
bk.,  2  to  5  stor.;  priv.,  wd.,  2  to  3  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept. — 2  str.,  8  c.  hand  ex.,  1  h.  ft  1. 
trk.,  1  hose  wag.,  1  auto.  trip.  comb,  pump,  e  ft 
hose  wag.,  1  comb.  c.  ft  h.  wag.,  1  hose  reel;  hose, 
cot,  rub.  lined,  gd.,  5,800  ft.;  inf.,  300  ft;  tot. 
hose,  6.100  ft;  f.  al.,  Gamewell,  bell  ft  wh.,  27 
bx.;  val.  equip.,  $33,775;  val.  bldgs.,  $60,000; 
exp.  dept,  $10,000;  tot  mem.,  50,  pd.  full  time  6, 
pd.  part  time, 4  4. 

Water    Supply — Src,    creek    ft    spr.,    6    m.   bus. 
cent.;    sys.,    grav.;    res.    cap.,    600,000,000    gals, 
mains,   c   i.,   21   m.,   4   to   20   in.   dia.;    140  hyd. 
pres.,    dom.    76   lbs.,   f.    76    lbs.;    cost,    $460,000 
wks.  owned  by  Co. 

ORISKANY  FALLS,  p.  892;  mere  bldgs.,  bk. 
ft  wd.  F.  dept. — 2  hose  car.;  hose,  1,000  ft;  t 
al.,  wh.;   tot  mem.,   46  vol. 

Water  Supply — Src,  not  reported;  ays.,  grav. 

OSSININQ,  p.  11,480;  f.  area,  560  a.;  mere 
bldgs.,  bk.,  8  ft  4  stor.;  priv.,  wd.  ft  bk.,  2  ft  8 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.     F.  dept — 1  str.,  2  h.  ft  L  trk.,  1  hose 
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wag.,  6  hose  car.»  9  hn.;  hoie,  cot.  rub.  lined, 
gd.,  8,500  ft.;  rub.,  gd.,  1,000  ft.;  inf.,  1,500  ft; 
tot  hoee,'  0,000  ft;  f.  aL,  bell  A  wh.;  val.  equip., 
$16,000;  val.  bldga.,  f 6,000;  ezp.  d«>t,  91,000; 
tot  mem.  800,  pd.  full  time  8,  vol.  297. 

Water  Supply — Src.,  brook,  2  m.  bus.  cent; 
sya.,  pump  to  ree.;  res.  cap.,  147,000,000  gals.; 
2  pump,  eng.,  cap.  day  3,000,000  gals.;  mains,  c 
L,  20  m.,  4  to  16  in.  dia.;  187  hyd.;  150  v.;  1,800 
met;  1,600  serv.:  pipe,  lead  &  iron;  pres.,  dom. 
85  lbs.,  f.  120  lbs.:  cost,  $190,000;  cost  mtce., 
111,941;  wks.  owned  by  city. 

OSWEOO,  p.  28,868;  f.  area,  5,120  a.;  mere, 
bldgs.,  stn.,  bk.  &  wd.,  2  to  5  stor.;  priv.,  stn., 
bk.  Ac  wd.,  2  &  8  stor.;  wd.  rfs.  perm,  m  f.  area; 
fwks.  k  combt  ord.;  causes  of  f.  inv.  F.  dept — 
8  str.,  2  c.  eng.,  2  h.  ft  L  trk.,  12  c.  hand  ex., 
1  aer.  trk.,  8  hose  wag.,  2  hose  car.,  15  hrs.;  hose, 
cot,  rub.  lined,  gd.,  7,800  ft;  inf.,  1,050  ft; 
tot  hose,  8,850  ft;  f.  al.,  elec.,  50  bx.;  val. 
equip.,  188,000;  val.  bldgs.,  $80,000;  exp.  dept, 
$24,619;  tot  mem.  86,  pd.  full  time  17,  pd. 
part  time  19. 

Watar  Supply — Src.,  riv.,  2\^  m.  bus.  cent; 
sys.,  grav.,  pump  to  res.  ft  dir.;  res.  cap.,  20,000,- 
000  gals.,  loc.  2  m.  city;  2  pump,  eng.,  cap.  day 
12,500,000  gals.;  mains,  c.  i.,  45.77  m..  4  to  20 
in.  dia.;  824  hyd.;  198  v.;  met,  210;  2,848  serv.; 
pipe,  lead  ft  iron;  pres.,  dom.  50  lbs.,  f.  100  lbs.; 
cons,  day,  2,800,000  gals.;  cost,  $548,108;  cost 
mtce.,   $12,000;   wks.   owned  by  city. 

OTEGO,  p.  076;  f.  area,  200  a.;  mere,  bldgs., 
wd.,  2  stor.;  priv.,  wd.,  2  stor.:  wd.  rfs.  perm.; 
no  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept 
— 2  c.  band  ex.,  1  h.  ft  1.  trk.,  2  hose  car.;  hose, 
cot,  rub.  lined,  gd.,  800  ft;  f.  al.,  bell;  vaL 
equip.,  $1,000;  val.  bldgs.,  $1,000;  exp.  dept, 
$150;  tot  meuL,  60  voL 

Water  Supply — Src.,  spr.  ft  creek;  ays.,  grav.; 
water,  gd.;  res.  cap.,  60,000  gals.;  mains,  c  L, 
6  m.,  4  to  6  in.  dia.;  19  hyd.;  150  aerv.;  pres., 
dom.  65  lbs.,  f.  65  lbs.;  cost,  $18,000;  wks. 
owned  by  city. 

OWEQO,  p.  4,638;  f.  area,  1,600  a.;  mere, 
bldgs.,  blc  ft  wd.,  2  ft  8  stor.;  priv.,  bk.  ft  wd.,  8 
Btor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 1  str.,  1  c.  eng.,  4 
c.  hand  ex.,  1  h.  ft  1.  trk.,  4  hose  carts,  2  hrs.; 
hose,  cot,  rub.  lined,  gd.,  4,000  ft;  inf.,  200  ft; 
tot  hose,  4,200  ft;  f.  al.,  Oamewell;  val.  equip., 
$9,700;  val.  bldgs.,  $10,000;  exp.  dept,  $8,800; 
tot  mem.,  280  vol. 

Water  Supply — Sxc,  creek  ft  wells.  ^  ft  2H  m. 
bus.  cent.;  ays.,  grav.  ft  pump  to  impounding  dam, 
cap.,  '30,000,000  gals.;  res.  cap.,  1,600,000  gals.: 
loc.  on  hill;  1  pump,  eng.,  cap.  day,  2,000,000  gals.; 
mains,  c  ft  wrt.  i.,  15  m.,  1  to  12  in.  dia.;  77  nyd.; 
70  v.;  met,  &89;  1,084  serv.;  pipe,  wrt.  i.;  pres., 
dom.  80  to  90  lbs.,  f.  120  Iba.;  cons,  day,  1,000,- 
000  gals.;  coat,  $145,000;  wks.  owned  by  priv.  Co. 

OXFORD,  p.  1,664;  f.  area,  640  a.;  mere,  bldgs., 
stn.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.  F. 
dept — ^1  str.,  1  h.  ft  1.  trk..  4  hose  car.;  hose, 
cot,  rub.  lined,  gd.,  2,600  ft;  f.  al.,  wh.;  vaL 
equip.,  $4,000;  val.  bldgs.,  $2,000;  exp.  dept, 
$700;  tot  mem.   100,  pd.  part  time  1,  vol.  99. 

Water  Supply — Src.,  «pr.;  ays.,  grav.  ft  pump, 
dir.;  res.  cap.,  212,000  gals.;  pump,  eng.,  cap. 
day  504,000  gals.;  mains,  c.  i.,  9  m.,  4  to  10 
in.  dia.;  47  nyd.;  met,  288;  288  serv.;  cost. 
$26,500;  cost  mtce.,  $100;  wks.  owned  by  village. 

OYSTER  BAY,  p.  8,500;  f.  area,  640  a.;  bldgs., 
bk.  ft  wd.,  2  ft  8  stor.;  wd.  rfs.  perm.;  no  fwks. 
ft  combt  ord.  F.  dept. — 1  str.,  2  hand  eng.,  1 
hose  wag.,  4  c  hand  ex.,  1  h.  ft  L  trk.,  50  nib. 
buckets,  2  hose  car.;  hose,  cot,  rub.  lined,  gd., 
1,900  ft;  f.  aL,  bell;  val.  equip.,  $7,000;  val. 
bldgs.,  $4,700: 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  2&5.000  gals.;  2  pump,  eng.,  class 
comp.  dup.;  mains,  8%  m.;  79  hyd.;  pres.,  dom. 
70  lbs.,  f.  90  lbs.;  cons,  day,  125,000  ffals.;  cost, 
$78,000;  cost  mtce.,  $4,500;  wks.  owned  by  Oo. 

PALMYRA,  p.  2,268;  mere  bldgs.,  bk.,  8  stor.; 
priv.,  wd..  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept. — 1  str.,  4 
c.  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  wag.,  1  hose 
cart;  hose,  cot.  rub.  lined,  gd.,  1,800  ft;  inf., 
800  ft;  tot  hose,  2,100  ft;  f.  al.,  bell  ft  wh.; 
tot.  mem.,  88  voL 

Watar  Supply — Src,  wella;  sy«*»  pump  to  stdp.; 


stdp.  cap.,  176,000  gals.;  mains,  4 H  n.,  4  to  10 
in.  dia.;  40  hyd.;  met,  82;  pres.,  dom.  7S  lbs., 
f.  76  to  100  lbs.;  cost,  $60,000;  wks.  owned  by 
Co. 

PARISH,  p.  490.  F.  dept — 1  c  eng.,  1  haad 
eng.,  1  h.  ft  L  trk.;  tot  mem.,  20  voL  ^ 

PATCHOQUE,  p.  8,824;  f.  area,  640  s.;  mcM. 
bldgs.,  stn.,  bk.  ft  wd.;  wd.  rfs.  not  perm.;  no 
fwks.  ft  combt  ord.;  causes  of  f.  not  inv.  F.  dept 
— 2  c.  eng.,  1  hand  eng.,  2  h.  ft  L  trie,  8  hose 
car.,    1   hose  cart;   hose,   cot,  rub.  lined,  gd,  S.* 

000  ft;  f.  aL,  Oamewell;  val.  equip.,  $5,950;  ral 
bldgs.,  $15,000;  exp.  dept,  $450;  tot  mem.,  150 
voL 

Watar  Supply — Src,  wells:  sys.,  pomp  to  stdp.; 
stdp.  cap.,  268,000  gals.;  dun.,  20  x  115;  pump, 
eng.,  cap.  day  4,600,000  gals.;  mains,  0  m.,  4  to 
10  in.  dia.;  76  hyd.;  pres.,  dom.  50  lbs.,  t  li 
to  100  lbs.;  cost  $60,000;  wks.  owned  by  Ga 

PAVIUON,  p.  500;  f.  area,  350  a.;  mere  bldfk. 
wd.,  2  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd.  rls. 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causei  of 
f.  inv.  F.  dept. — 1  hand  eng.,  1  hose  cart  1  h.  4 
L  trk.;  hose,  cot,  rub.  lined,  gd.,  500  ft;  f.  aL, 
bell;  val.  equip.,  $900;  exp.  dept,  $100;  tot  oieiiL, 
3S    NX)!.;    undrs.   rating,    third   clasa. 

Water  Supply — Sire,  sprs.,  1  m.  bua.  cent;  sys^ 
grav.;  8  hyd.;  wlca.  owned  by  priv.  Co. 

PAWLING,   p.    1,927.     F.    dept — 3   hose  cuts, 

1  h.  ft  I.  trk.;  hose,  cot.  rub.  lined,  gd.,  1.500  ft.; 
f.  al.,  bell;  vaL  equip.,  $2,000;  exp.  dept,  $300; 
tot.  me<m.,   40  vol. 

Watar  Supply — Orav.  sys.;  pres.,  100  Hm. 

PEEKSKIU.,  p.  15,245;  f.  area,  2.560  a.;  mere, 
bldgs.,  bk.,  3  stor.;  priv.,  bk.  ft  wd.,  8  star.;  vd. 
rfs.  perm.;  no  fwks.  ft  combt.  ord.;  canses  of  L 
inv.  F.  dept — 3  comb.  c.  ft  h.  wag.,  14  c  hasd 
ex.,  1  h.  ft  1.  trk.,  4  hre.;  hose,  cot,  rob.  lined, 
gd.,  4,000  ft;  c,  750  ft-  tot  hose,  4,750  <L, 
f.  aL,  Gamewell,  28  bx.;  val.  equip..  $32,600;  tiI. 
bldgs.,  $28,000;  exp.  dept,  $7,500;  tot  mera 
400,  pd.  full  time  5,  895  voL 

Water  Supply— Src,  PeekskiU  Honow  Oredk,  IH 
m.  bus.  cent;  sys.,  grav.  ft  pump  to  res.;  rea  csp. 
86,000,000  gals.;  2  pump,  eng.,  elass  elec,  eqx 
day  4,000,000  gals.;  mains,  c  L,  20  m.,  4  to  tO 
in.  dia.;  188  hyd.;  150  v.;  met,  1,600;  2.000 
serv.;  pipe,  c  L;  pres.,  dom.  60  to  100  lbs.,  t  100 
to  148  lbs.;  cons,  day,  8,000,000  gals.;  ooft, 
$600,000;  cost  mtce.,  $15,000;  wks.  owned  by  dty. 

PENN    YAN.   p.    4,697;    f.    ax«a,    40    a.;  mere 

bldgs..  stn.  ft  ok.,  2  to  4  star.;  priv.,  wd^  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  combt  ord.:  eaoiM 
of  f.  inv,  F.  dept — 1  str.,  1  comb.  c.  ft  b.  waf., 
1  h.  ft  1.  trk.,  7  hose  wag.;  hose,  cot,  rob.  lined, 
gd.,  6,500  ft;  f.  al..  bell  ft  telp.;  vaL  eqTIi^, 
$11,000;  val.  bldirs.,  $8,000;  exp.  d^t,  $1,500; 
tot.  mem.,   185  vol. 

Water  Supply — Src,  lake,  2  m.  but.  cent;  sfL. 
pump  to  res.  ft  dir.  to  mains;  res.  cap.,  1,000,000 
gals.;  2  pump,  eng.,  dass  comp.,  cai».  day  1,500,* 
000  gala.;  maina,  c  L,  16%  m.,  4  to  12  in.  dia.; 


116  "hyd.;  118  v.;  met,  71;  1,085  serv.;  p^. 
galv.  L;  pres.,  dom.  40  to  80  Iba.,  f.  150  iba; 
cons,  day,  875,000  gals.:  cost,  $10,000;  co« 
mtce.,  $6,100;  wks.  owned  by  dty. 

PERRY,  p.  4,388;  t  area,  1,200  a.;  moe. 
bldga.,  bk.,  1  to  3  stor.;  priv.,  wd.,  2  stor.;  vd. 
rfs.  p«rm.;  fwfai.  ft  combt  ord.;  caoaas  of  L  J*** 
F.  dept — 1  c.  eng.,  4  c  hand  ex.,  I  b.  ft  L  tnu 
3  hose  carts;  hose,  cot,  rub.  lined,  gd.,  2,200  ft: 
inf.,  500  ft;  tot.  hose,  2,700  ft;  f.  aL,  bell  ft  »t. 
13  bx.;  vaL  equip..  $>1 0,000;  vaL  bldga.,  $41,000; 
exp.   dept.,   $600;   tot.   mem.,    140   vol. 

Watar  Supply^---Src,  lake,  1  m.  bos.  eeat;  tf^ 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  100,009  ffsU.: 
pump,  eng.,  cap.  day,  2,000,000  gals.;  mains,  iror. 
11  m.,  4  to  12  in.  dia.;  143  hyd.:  met.  SO;  1.100 
serv.;  pipe,  lead;  pres.,  dom.  60  Ibc,  f.  96  As.: 
cost,  $43,000;  cost  mtce.,  $3,-500;  wks.  owned  b? 
city. 

PtHELPS,  p.  1,864;  mere,  bldgs.,  bk.  ft  wd.,  1  » 
3  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  pom.  bj- 
area;  fwks.  ft  eombt  ord.;  eauaes  of  f.  far.  r. 
dept — 1  h.  ft  1.  trk.,  4  c  hand  ex.,  1  base  «■!•< 
2  nose  car.;  hose,  cot,  mb.  lined,  gd.,  1,300  ft; 
f.  al.,  bell;  tot  mem.,  86  voL 

Watar  Supply — Src,  apr.;  aya.,  gnv.;  fsste. 
3%  m.,  4  to  8  in.  dia.;  44  hyd.;  met,  3M:  M* 
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s«nr.;  pres.,  f.  80  lbs.;  cost,  180,000;  wks.  owned 
by  city. 

PHILMONT,  p.  1.818;  f.  area,  060  a.;  mere, 
bldgs.,  wd.,  2,  8  ft  4  itor.;  priv.,  wd.,  2  ft  8  stor.; 
wd.  rfe.  pem.  in  f.  area;  fwka.  ft  combt  ord.; 
causea  of  f.  inv.  F.  dept. — 2  c.  kand  ex.,  8  hoee 
car.;  hoee,  eot.,  rub.  lined,  gd.,  1,700  ft.;  f.  aL, 
bell;  vaL  equip.,  f 2,000;  ral.  bldgs.,  $8,500;  eip. 
dept.,  $200;  tot  mem.,  60  vol. 

Water  Supply — Src,  lake,  4  m.  bua.  cent;  eya., 
^av.  to  rea.;  res.  eap.,  400,000  gala.,  loc.  Hifb 
Hill;  maina,  c.  i.,  9  m.,  4  to  12  in.  dia.;  89 
hyd.;  28  v.;  met,  210;  210  aerv.;  pipe,  galT.  L; 
pres.  dom.  40  to  160  lbs.,  f.  40  to  150  lbs.;  cona. 
•day,  80,000  gala.;  eost,  140,000;  coat  mtce.,  f200; 
wks.  owned  by  city. 

PHOENIX,  p.  1,642;  f.  area,  40  a.;  mere,  bldga., 
bk.,  1  to  8  etor.;  priT.,  bk.,  2  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  fwka.  ft  combt  ord.;  cauaea  of  1 
inv.  F.  dept. — 1  hand  eng.,  8  hose  car.;  hoae, 
cot,  rub.  lined,  gd.,  1,660  ft;  inf.,  400  ft.;  tot 
hoae,  1,060  ft;  f.  al.,  bell  ft  wh.,  2  bx.;  vaL 
equip.,  $600;  val.  bldga.,  $1,600;  ezp.  dept, 
$140;  tot  mem.,  86  toI. 

Water  Supply — Sr&,  riT.;  ays.,  pump  to  atdp.; 
atdp.  cap.,  200,000  gala.;  pump,  eng.,  cap.  day 
2,000,000  gala.;  maina,  7  m.,  4  to  8  in.  dia.; 
38  hyd.;  60  v.;  pres.,  dom.  76  Iba.,  f.  180  Iba.; 
coat,  $68,000;  coat  mtce.,  $8,000;  wka.  owned  by 
Co. 

PIERMONT,  p.  1,880;  f.  area,  10  a.;  mere, 
bldgs.,  wd.,  2  ft  3  ator.;  prir.,  wd.,  2  ft  8  ator.; 
wd.  rfs.  perm.;  fwka.  ft  combt.  ord.  F.  dept.^-1 
auto,  hose  wag.,  1  str.,  1  hoee  wag.,  1  hose  oaf.; 
hose,  cot,  rub.  lined,  gd.,  500  ft.;  rub.,  gd.,  700 
ft;  tot.  hose,  •1,200  ft;  f.  al.,  bell;  val.  equip., 
$^2,500;  val.  bldgs.,  $2,000;  exp.  dept,  $200;  tot. 
mem.,  50  voL 

Water  Supply — Src.,  artesian  wella;  waterwks. 
to  be  inatalled. 

PINE  HILL,  p.  417;  f.  area,  1  aq.  m.;  mere 
bldga.,  bk.  ft  wd.,  2  to  8  ator.;  priv.,  wd.,  2  to  8 
ator.;  wd.  rfa.  perm,  in  f.  area;  fwka.  ft  combt 
ord.;  cauaea  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk., 
1  hoae  car.;  hoae,  cot,  rub.  lined,  gd.,  1,600  ft; 
inf.,  800  ft;  tot  hoae.  1,800  ft;  f.  al.,  bell; 
vaL  equip.,  $5,000;  vaL  bldga.,  $8,000;  tot  mem., 
40  voL 

PINE  PLAINS,  p.  660.     F.  dept— Not  reported. 

Water  Supply^--arc,  apr.  ft  wella,  2  m.  bua. 
•cent;  aya.,  pump  to  atdp.  ft  grav.;  atdp.  cap., 
78,000  gala.;  dim.,  20  x  24;  mat,  cypreaa;  rea. 
cap.,    200,000  gala.;   1  pump,   eng.,   cap.   day  80,- 

000  gala.;  mains,  c.  L,  8%  m.,  4  to  6  in.  dia.; 
82    hyd.;    16    v.;    met,    64:    pipe,   galv.    i.;    prea., 

dom.  00  to  70  Iba.,  f.  96  Iba.;  cona.  day,  60,000 
gals.;  cost,  $10,000;  coat  mtce.,  $475;  wka. 
owned  by  private  Co. 

'PITTSFORD,  p.  1,206;  bldn.,  wd.  ft  bk.,  2 
ator.;  wd.  rfa.  not  perm.;  fwka.  ft  combt  ord. 
F.  dept — 1  h.  ft  1.  trk.,  2  hoae  car.;  hoae,  cot. 
Tub.  lined,  gd.,  1,250  ft;  f.  al.,  elec;  val.  equip., 
$1,650;  exp.  dept.  $160;  tot  mem.,  60  vol; 
iindrs.   rating,  fourtn  clasa. 

Water  Supply — Src,  Lake  Ontario  Water  Co.  of 
Rocfaeater,  N.  T.;  aya.,  pump  to  rea.;  rea.  cap., 
650,000  gals.;  maina,  c.  i.,  4  m.,  4  to  8  in.  dia.: 
46  hvd.;  28  v.;  845  met;  845  aerv.;  pipe,  lead 
■ft  ffalv.  L;  prea.,  dom.  65  Iba.,  f.  60  Iba.;  coat, 
$20,000;  coat  mtce.,  $400;  wka.  owned  by  village. 

PLATTSBURG,  p.  11,188;  f.  area,  1,280  a.; 
mere,  bldga.,  bk.,  8  ator.;  priv.,  wd.  ft  bk.,  2  ator.; 
wd.  rfa.  not  perm.;  fwka.  ft  combt  ord.;  cauaea 
of  f.  inv.     F.  dept — 1  comb.  c.  eng.  ft  hoae  wag., 

1  ho«e  wag.,  6  hoae  carta,  1  h.  ft  L  trk..  8  bra.; 
Ikose,  cot,  rub.  lined,  gd.,  4,450  ft:  f.  at.  Game- 
well,  15  bx.;  vaL  equip.,  $6,000;  val.  bldga.,  $57,- 
000;  exp.  dept,  $6,500;  tot  mem.  186,  pd.  full 
time  4,  pd.  part  time  6,  vol.  126;  undra.  rating, 
second  claas. 

Water  Supply — Src,  apr.  ft  brooks,  6  m.  bua. 
cent.;  aye.,  grav.;  rea.  No.  1,  cap.  2,000,000  gala., 
loc  «  to  7  m.  city:  rea.  No.  2,  cap.  8,600,000 
rats.,  loc  2H  m.  city;  maina,  cem.  ft  c  i,  86 
m.,  4  to  12  in.  dia.;  220  hyd.;  65  met.,  2,400 
Merr.i  pipe,  wrt  L;  prea.,  dom.  66  to  80  Iba.,  f. 
05  to  100  lbs.;  cona.  day,  2,000,000  gala.;  cost, 
$882,101;  coat  mtce.,  $7,000;  wks.  owned  by  city. 

f»L.EASANTVlLLE,  p.  2,207;  mere  bldga.,  wd. 
T.  dept — 1  hand  eng.,  1  h.  ft  L  trk.,  2  hoae  car., 
1  ho»e  wag.;  hoae,  2,600  ft;  f.  aL,  bell;  tot  mem., 
^00    voL 


PORT  BYRON,  p.  1,086-  mere  bldgi.,  atn.,  bk. 
ft  wd.,  1  to  8  ator.;  priv.,  bk.  ft  wd.,  2  ator.;  wd. 
rfa.  perm,  in  f.  area;  fwka.  ft  eombt  ord.;  cauaea 
of  f.  inv.  F.  dept — 1  b.  ft  L  trk.,  2  c  hand  ex., 
8  hose  oar.;  hose,  rub.  lined,  gd.,  2,000  ft.;  inf., 
1,000  ft;  tot  hose,  3,000  ft;  f.  aL,  beU;  vaL 
equip.,  $2,000;  val.  bldgs.,  $4,000;  txp.  dept, 
$200;   tot.    mem.,   35   voL 

Water  Supply — Src,  lake;  aya.,  pump  to  rea.; 
rea.  cap.,  400,000  gala.;  pump,  eng.,  cap.  day 
100,000  gala.;  maina,  iron,  4  m.,  4  to  6  in.  dia.; 
87  bvd.;  7  v.;  76  aerv.;  prea.,  dom.  66  Iba.,  f. 
100  lbs.;  cost,  $12,000;  coat  mtce.,  $260;  wka. 
owned   by   city. 

PORT  CHESTER,  p.  12,809;  mere  bldga..  wd. 
ft  bk.,  2V^  ft  8  ator.;  wd.  rta.  perm.:  fwka.  ft 
combt   ord.;    cauaea   of   f.   inv.     F.    dept— 2    atr., 

1  c  eng.,  2  h.  ft  L  trk.,  1  aer.  trk.,  2  hoae  wag., 
6  hose  car.;  hose,  cot,  rub.  lined,  gd..  8,600  ft; 
inf.,  600  ft;  tot  hose,  9,000  ft;  f.  aL,  elec,  26 
bx.;  vaL  equip.,  $16,000;  vaL  bldga..  $126,000; 
exp.  dept,  $8,600;  tot  mem.,  800  vol. 

Water  Supply— Src,  lakea;  aya.,  grav.;  atdp. 
can.,  1,260,000  gala.;  rea.  cap.,  1,082,000,000 
gala.;  maina,  20  m.,  4  to  16  in.  dia.;  181  hyd.; 
met,  2,076;  prea.,  dom.  95  lba.»  f.  06  Iba.;  wka. 
owned  by  Co. 

iPORT  EWEN,  p.  1,800;  f.  area,  060  a.;  bldca., 
bk.,  2  ator.;  wd.  rfa.  not  perm.;  no  fwka.  ft  combt 
ord.  F.  dept — 4  c  hand  ex.,  1  c  eng.,  1  h.  ft  1. 
trk.,  bucketa,  2  bra.;  f.  aL,  elec;  tot  mem.,  66 
vol. 

Water  Supply — Src,  wella;  no  waterwka. 

PORT  HENRY,  p.  2,266;  f.  area,  960  a.;  mere, 
bldga.,  bk.,  2  ft  3  ator.:  priv.,  bk.,  cone  ft  wd., 
IH  to  2%  ator.;  wd.  rfa.  perm,  in  f.  area;  fwka. 
ft  eombt.  onL;  cauaea  of  f.  inv.  F.  dept. — 2  e 
eng.,  1  h.  ft  L  trk.,  8  hoae  car.*  hoae,  rub.,  gd., 
1,250  ft;  f.  al.,  bell;  vaL  equip.,  $8,000;  vaL 
bldgs.,  $7,000:  tot  mem.,  90  vol. 

Water  Supply — Src,  apr.  ft  brook,  2^  m.  bua. 
cent;  aya.,  grav.;  rea.  cap.,  700,000  gala.;  maina, 
c.  L,  0  m.,  4  to  0  in.  dia.;  57  hyd.;  S5  v.;  met, 
2;  402  sen*.;  pipe,  iron;  pres.,  dom.  40  lbs.,  f.  105 
lbs.;  cost,  $60,000;  wks.  owned  by  village 

PORT  JEFFERSON,  p.  2,026:  f.  area,  826  a.; 
bldga.,  bk.  ft  wd.,  2  ator.;  wd.  rfa.  perm.;  no  fwka. 
ft  combt  ord.  F.  dept — 2  c.  hand  ex.,  1  h.  ft 
1.  trk.,  pumpa,  paila,  rope,  chaina,  hooka,  2  hoae 
ear.,  hra.  hired;  hoae,  cot,  rub.  lined,  2,100  ft; 
f.  al.,  bell;  vaL  equip.,  $2,000;  val.  bldga.,  $1,000; 
exp.  dept,   $860;  tot  menu,  90  vol. 

Water  Supply — Src,  wella,  %  m.  bua.  cent; 
ays.,  pump  dir.;  atdp.  cap..  182,000  gala.;  rea. 
cap.,  882,000  gale,  loe  ^  m.  bua.  cent;  2 
pump,  eng.,  cap.  day  288,000  gala.;  maina,  e  L, 
4  m.,  4  to  10  in.  dia.;  62  hyd.;  22  v.;  20  met; 
800  aerv.;  pipe.  galv.  L;  prea.,  dom.  97  Iba.,  f. 
97  Iba.;  cona.  day,  126,000  gala.;  coat,  $32,286; 
cost  mtce.,  $200;  wke  owned  by  Co. 

PORT  JERVIS,  p.  9,664;  mere  bldga.,  bk.,  8  ft 
4  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  fwka. 
ft  combt  ord.  F.  dept — 1  atr.,  4  e  hand  ex.,  1 
h.  ft  1.  trk.,  1  patrol  wag.,  6  hoee  ca^.,  6  bra.; 
hoae,  rub.,  gd.,  6,000  ft;  inf.,  600  ft;  tot  hoae, 
5.500  ft;  f.  al.,  wh.;  vaL  equip.,  $16,000;  vaL 
bldgs.,  $18,000;  exp.  dept,  $6,000;  tot  mem.  280, 
pd.  full  time  2,  pd.  part  time  8,  voL  276. 

Water  Supply---Src,  spr.  ft  brooks,  1  to  8  m. 
bua.  cent;  aya.,  grav.;  rea.  cap.,  783,000,000  gala.; 
mains,  c  L,  22  m.,  4  to  24  in.  dia.;  166  nyd.; 
81  v.;  met.,  60;  1,708  serv.;  pipe,  lead  ft  galv. 
L;  pree,  dom.  60  Ibe,  f.  60  Iba.:  coat  $286,000; 
coat  mtce,   $14,000;   wks.   owned  by  Co. 

PORTVILLE,    p.    758.     F.    dept — ^Not    reported. 

Water  8upply---Src,  spr.,  3  m.  bus.  cent;  aye, 
gny.;  ree  cap.,  180,000  gals.;  mains,  c  L,  4  to 
6  in.  die;  82  hyd.;  met,  126;  pipe,  c  L;  pres., 
dom.  86  Ibe,  x.  85  Iba.;  coat,  $12,000;  coat 
mtce,  $200;  wka.  owned  by  city. 

PORT  WASHINGTON,  p.  4,600;  f.  area,  8,000 
e;  bldge,  wd.,  2  ft  8  ator.;  wd.  rfe  perm.  F. 
dept — 1  hand  eng.,  6  c.  hand  ex.,  1  h.  ft  L  trk., 

2  hose  wag.,  8  hose  car.,  6  bra.;  hose,  cot,  rub. 
lined,  gd.,  2,000  ft;  f.  aL,  bell  ft  wh.;  vaL  equip., 
$2,500;  vaL  bldgs.,  $7,000:  tot  mem.,  226  voL 

Water  Supply — Src,  wells;  ays.,  pump  to  atdp. 

POTSDAM,  p.  4,036;  f.  area,  20  a.;  mere  bldga., 
bk.  ft  wd.,  2  to  4  ator.;  priv.,  bk.  ft  wd.,  1  to  8 
ator.;  wd.  rfe  not  perm,  in  f.  area;  fwke  ft  combt 
ord.;  cauaea  of  f.  inv.     F.  dept — 1  atr.,  1  e  eng.. 
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1  h.  ft  L  trk.,  2  c.  hand  ».,  1  hoie  wag.,  2  hose 
ear.,  2  comb.  c.  ft  h.  wag.,  2  hrt.;  hose,  cot.,  mb. 
lined,  gd.,  2.000  ft;  inf.,  600  ft:  tot  hoae,  2,600 
ft:  f.  al.,  elec,  10  bx.;  val.  equip.,  $10,000;  vaL 
bldgi.,  17,400;  exp.  dept,  f  1,4 50;  tot  mem.  40, 
pd.  full  time  2,  vol.  88. 

Watar  Supply — Src,  riv.;  ays.,  pump,  dir.;  4 
pump,  eng.,  cap.  day,  4,000,000  gals.;  mains,  wd., 
iron,  cem.,  17  ra.,  4  to  12  in.  dia. ;  104  hyd.;  160 
v.;  met,  3;  1,200  serv.;  pipe,  galv.  i.;  pres.,  dom. 
00  lbs.,  f.  85  lbs.;  cons,  day,  800,000  gals.;  cost, 
$80,000;  cost  mtce.,  $4,000;  wks.  owned  by  city. 

POUGHKECPSIE,  p.  27,986;  f.  area,  14,000  a.; 
mere  bldgs.,  bk.,  3  to  4  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  iuT.  F.  dept — 1  auto.  comb,  c  ft  h. 
wag.,  1  auto.  pump,  eng.,  8  str.,  2  h.  ft  1.  trk., 
12  c.  hand  ex.,  2  aer.  trk.,  4  hose  wag.,  4  comb, 
c.  ft  h.  wag.,  2  hose  car.,  16  hrs.;  hose,  cot, 
rub.  lined,  gd.,  10,160  ft;  c,  900  ft:  tot  hose, 
11,060  ft;  f.  al.,  Gamewell,  bell  ft  wh.,  66  bx.; 
▼al.  equip.,  $40,000;  val.  bldgs.,  $100,000;  exp. 
dept,  $12,000;  tot  mem.,  786  vol. 

Water  Supply — Src,  riv.,  1^  m.  bus.  cent; 
sys.,  pump  to  res.;  res.  cap.,  12,000,000  gals.; 
4  pump,  eng.,  cap.  day  20,000,000  gals.;  mains, 
c  L,  86.624  m.,  6  to  18  in.  dia.;  626  hyd.;  met., 
4,516;  8,097  serv.;  pipe,  lead;  pres.,  dom.  80 
lbs.,  f.  110  lbs.;  cons,  day,  2,600,000  gala.;  cost, 
$808,771;  cost  mtce.,  $40,000;  wks.  owned  by 
city. 

PULASKI,  p.  1,788;  f.  area,  460  a.;  mere, 
bldgs.,  bk.,  2  ft  S  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  not  perm  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 2  band  eng.,  8  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  2,500  ft;  inf., 
600  ft;  tot  hose,  8,000  ft;  f.  al.,  bell  ft  wh.; 
val.  equip.,  $2,500;  vaL  bldgs.,  $2,600;  tot.  mem., 
29  vol. 

Water  Supply— fire,  spr.,  brook;  sys.,  pump  dir.; 
res.  cap.,  2,000,000  gsls.;  pump,  eng.,  cap.  day 
1.000,000  gals.;  mains,  c.  L,  6  m.,  4  to  8  in. 
dia.;  42  hyd.;  8  v.;  802  serv.;  pipe,  galv.  i.;  pres., 
dom.  80  lbs.,  f.  150  lbs.;  cost,  $88,000;  cost 
mtce.,  $250;  wks.  owned  by  village. 

RANDOLPH,  p.  1,298;  f.  area,  80  a.;  mera 
bldgs.,  bk.,  2  ft  3  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  no  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept. — 6  c.  hand  ex.,  1  h.  ft  1.  trk.,  S 
hose  car.;  hose,  cot,  rub.  lined.,  gd.,  8,000  ft.;  f. 
aL,  stm.  wh.;  val.  equip.,  $4,000;  vaL  bldgs., 
$6,000;  exp.  dept,  $250;  tot  mem.,  106  vol. 

Water  Supply — Src,  spr.,  2^  m.  bus.  cent; 
gyt.,  grav.;  res.  cap.,  1.400,000  gals.;  mains,  c 
L,  6%  m.,  4  to  8  in.  dia.;  84  hyd.:  21  v.;  380 
serv.;  pipe,  black  ft  galv.  i.;  pres.,  aom.  70  lbs., 
f.  100  lbs.;  cost,  $30,000;  wks.  owned  by  city. 

RAVENA,  p.  607;  f.  area,  300  a.;  mere,  bldgs., 
bk.  ft  wd.,  2  ft  3  stor.;  priv.,  bk.  ft  wd.,  2  ft  8  stor.; 
wd.  rfs.  perm,  in  f.  area;  no  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 2  hose  reels,  ladders, 
etc.;  hose,  cot,  rub.  lined,  gd..  1,500  ft.;  f.  al., 
w4i.;  val.  equip..  $2,200;  val.  bldgs.,  $5,000;  exp. 
dept,  $200;  tot.  mem.,  40  vol. 

Water  Supply — Src,  creeks,  3  m.  bus.  cent; 
ays.,  grav.,  pump  to  res.;  res.  cap.,  3,600,000  gals., 
loc  ^  m.  bus.  cent;  1  pump,  eng.,  cap.  day  420,- 
000  gals.;  mains,  c  i.,  7%  m.,  4  to  12  in.  dia.;  58 
hyd.;  26  v.;  met,  4;  165  serv.;  pipe,  galv.  i.; 
pres.,  dom.  65  lbs.,  f.  60  to  100  lbs.;  cons,  day, 
200,000  gals.;  cost,  $56,000;  cost  mtce.,  $800; 
wks.  owned  by  Co. 

RED  HOOK,  p.  960;  f.  are«i,  1  sq.  m.;  mere 
bldgs.,  bk.,  2  to  3  stor.:  priv.,  bk.  ft  wd.,  2  to  8 
stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft  L  trk.,  2 
c.  hand  ex.,  2  hOv<(e  wag.;  hose,  cot,  rub.  lined, 
gd.,  1,000  ft.;  f.  al.,  Gamewell,  8  bx.;  val.  equip., 
$2,000;  vaL  bldgs.,  $1,600;  exp.  dept,  $400;  tot 
mem.,    52    vol. 

RENSSELAER,  p.  10,711;  f.  area,  800  a.;  bldgs., 
bk.,  cone  ft  wd.,  2  ft  8  stor.;  wd.  rfs.  perm.;  fwks. 
ft   combt   ord.     F.   dept — 4    comb.    c.   ft   h.   wag., 

2  h.  ft  1.  trk.,  2  hand  jumpers,  10  hrs.;  hose,  cot, 
rub.  lined,  gd.,  6.000  ft;  f.  al.,  elee,  18  bx.; 
val.  equip.,  $22,000;  val.  bldgs.,  $14,000;  exp. 
dept,  2.600;  tot.  mem.  356,  pd.  full  time  6, 
vol.    850. 

Water  Supply — ^Sre,  riv.,  %  m.  bus.  cent; 
sys.,  pump  to  res.:  res.  cap.,  6,000,000  gals.;  8 
pump,   eng.,   cap.  day   6,000,000   gals.;  mains,   18 


m.,  4  to  16  in.  dia.;  182  hyd.;  met,  S8;  1,800 
serv.;  pipe,  galv.  L;  pres.,  dom.  60  lbs.,  I  110 
lbs.;  cost  $260,000;  cost  mtce.,  |20,000;  vki. 
owned  by  Co. 

RHINEBECK,  p.  1,548;  f.  area,  640  a.;  ncrc 
bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd.,  2  itw.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  str.,  1  hand  eng^ 
6  e  hand  ex.,  1  h.  ft  L  trk.,  1  hose  wag.,  I  hoie 
csr.;  hose,  cot,  rub.  lined,  gd.,  1,500  ft;  int, 
450  ft;  tot  hose,  1.950  ft;  f.  aL,  beU;  nl 
equip.,  $9,250;  vaL  bldgs.,  $6,150;  exp.  dept, 
$1,200;  tot  menu  116,  pd.  part  time  2,  vol  114. 

Water  Supply — Src,  wells,  1^  m.  bos.  ceat; 
sys.,  pump  dir.;  res.  cap.,  600,000  gals.,  loe  2,000 
ft.  station;  2  pump,  eng.,  class  trip.,  csp.  daj 
400,000  gals.;  2  deep  well  pumps,  cap.  125  gila 
each  min. ;  mains,  c.  i.,  b  m.,  4  to  8  in.  dia.;  40 
hyd.;  15  v.;  3S6  met;  365  serv.;  pres.,  dom.  6. 
f.  85  lbs.;  cons,  daj',  175,000  gals.;  wks.  owned  bj 
Co. 

RICHFIELD  SPRINGS,  p.  1,608;  1  area,  00  a; 
mere  bldgs.,  bk.  ft  wd.,  IH  to  6  stor.;  priv.,  bt 
ft  wd.,  2vb  stor.;  wd.  rfs.  perm,  in  f.  ares;  fwka 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept. — 1  hind 
c.  eng.,  2  h.  ft  1.  trk.,  17  c.  hand  ex.,  5  hose  reels, 
1  hose  sleigh;  hose,  cot.,  rub.  lined,  gd..  2,500  ft; 
f.  al.,  elec.  ft  compressed  air,  12  bx.;  vaL  equip.. 
$4,625;  val.  bldgs.,  $2,500;  exp.  dept,  $500;  tot 
mem.,    115    vol. 

Water  Supply — Src,  spr.  ft  lake,  S  m.  boa 
cent;  svs.,  grav.  ft  pump  to  res.;  res.  cap.,  13,000,- 
000  gals.;  pump,  eng.,  cap.  dmy  1,000,000  gik; 
mains,  e  L,  8  m.,  4  to  10  in.  dia.;  60  hyd.;  19 
v.;  met,  140;  460  serv.;  pipe,  wrt  L;  pres.,  dom. 
70  lbs.,  f.  80  lbs.;  cost  $80,000;  cost  mtce, 
$1,500;  wks.  owned  by  city. 

RICHMOND  filLL,  p.  900.  F.  dept-4  h.  *  L 
trk.,  2  hose  carts;  f.  aL,  telp.  ft  belL 

RtCHMONDVILLE,    p.     699;    f.    area,    640   a; 

mere  bldgs.,  wd.,  2  to  8  stor.;  priv.,  wd.,  1  to  t 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  oooubt 
ord.;  causes  of  f.  inv.  F.  dept — 1  h.  ft  L  trk.. 
e  hand  ex.,  1  hose  wag.,  1  hose  ear.;  hose,  col, 
rub.  lined,  gd.,  800  ft;  rub.,  gd.,  200  ft;  inf.. 
200  ft;  tot  hose,  1.200  ft;  f.  aL,  bell;  ynl 
equip.,  $760;  val.  bldgs.,  $1,600;  exp.  dept, 
$50;  tot  mem.,  30  voL 

Water  Supply— Src,  spr.,  8  m.  bus.  cent;  «ra. 
grav.;  rea.  cap.,  4,000,000  gals.;  mains,  5  S-& 
DL,  4  to  12  in.  dia.;  84  hyd.;  pipe,  iron;  pres., 
dom.,  80  Iba.,  f.  80  lbs.;  eons,  day,  25,000  gala; 
cost  $28,000;  cost  mtce.,  $100;  wks.  owQed  by 
village  of  Richmondville. 

RtVERHEAD,  p.  2,017;  f.  area,  1.600  a.;  mm. 
bldgs^  stn.,  bk.,  8  stor.;  prtv.,  wd.,  2%  stor.; 
wd.  rfs.  perm.;  no  fwks.  ft  combt  ord.;  csusei  of 
f.  not  inv.  F.  dept — 2  str..  2  hand  eng.,  1  h.  *  L 
trk.,  1  aer.  trk.,  5  hose  car.;  hose,  cot.,  rub.  lined. 
gd.,  5,500  ft;  f.  al..  bell  ft  wh.;  vaL  equip.,  $7.00J; 
vaL  bldgs.,  $3,200;  exp.  dept,  $2,000;  tot  mem.. 
130   voL 

Water  Supply — Sre,  wells,  600  ft  bus.  ceot: 
sys.,  pump  to  tk.;  std.  cap.,  76,000  gals.;  rea 
cap.,  76.000  gals.;  2  pump,  eng.,  cap.  day,  SJO.O'^fl 
gals.;  mains,  iron,  2H  m..  4  to  8  in.  dii.;  -J 
hyd.;  20  v.;  125  serv.;  pipe,  galv.  L;  pres..  dotn.  S3 
lbs.,  f,  76  His.;  cons,  day,  60,000  gaJs.;  ct*t. 
$15,000;  cosrt  mtce.,  $1,500;  wks.  owned  by  Cv. 

ROCHESTER,  p.  218,149;  1  area.  11.685  a; 
mere  bidffs.,  stn.  ft  bk.,  2  to  12  stor.;  priv.,  wd. 
ft  bk.,  2  ft  3  stor.;  wd.  rfs.  perm,  tn  f.  sres;  fvks. 
ft  combt.  wd. ;  causes  of  f.  mv.  F.  depi. — 2  saw. 
comb.  c.  ft  h.  wag.,  16  str.,  6  h.  ft  1.  trk-.  70  c. 
hand  ex.,  8  aer.  trk.,  5  hose  wag.  (2  in  re«errei. 
14  comb.  c.  ft  h.  wag.,  1  water  tower,  1  cah«rr 
wag.,  2  supply  wag.,  19  exercise  wag.,  7  chitt* 
auto.,  120  hrs.  (14  in  reserve);  hose,  cot.,  n*. 
lined,  gd.,  66.500  ft  (14,000  ft  in  reseneU  I 
al.,  Gamewell,  366  bx.;  val.  equipi,  f26>,^s»4: 
val.  bldgs.,  $704,630;  exp.  dept,  $443,960;  lot 
mem.    327,   pd.    full   time. 

Water  Supply — Sre,  lake,  29  m.  bos.  ont; 
sys.,  grav.;  res.  cap.,  226,000,000  gals.;  S  pmap- 
eng.  for  additional  separate  f.  protc<iioB  t!^\ 
cap.  day,  12,000,000  gala.;  malna,  e  L,  384  a-. 
4  to  S»  In.  dia.;  4.60U  hyd.;  7,344  v.;  met,  4i- 
122;  43,051  sen.;  pipe,  lead  ft  irtm;  pres..  d.v 
60  lbs.,  f.  126  lbs.;  cona.  day,  10,000,000  fsla: 
cost,  $9,028,000;  cost  mtce,  $200,000;  «**^ 
owned  uy  city. 
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ROCKAWAY  BEACH  (Greater  New  York),  p. 
2,S00;  mere,  bldgs.,  bk.  ft  wd.,  2  ft  3  stor.;  priv., 
wd.  ft  bk.,  2  ft  8  ttor.;  wd.  rfi.  perm.;  no  fwki. 
ft  combt.  ord.  F.  dept. — 2  str.,  1  h.  ft  L  trk.,  1 
hoee  cart,  6  hoae  car.;  hose,  rub.,  gd.,  5,200  ft.; 
f.  al.,  bell;  val.  equip.,  $15,476;  Tal.  bldgs.,  |10,- 
000;  tot  mem.,  187. 

Water  Supply— Src,  rapplled  by  Far  Rockaway. 

ROCKLAND  LAKE,  p.  1,200;  f.  area,  640  a.; 
mere  bldga.,  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2 
fltor.;  wd.  rfa.  perm,  in  f.  area;  fwka.  ft  combt. 
ord.;  causes  of  f.  inv.  P.  dept. — 1  str.,  1  hand 
eng.,  1  stm.  pump,  2  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  1,500  ft;  inf.,  200  ft.;  tot  hose,  1,- 
700  ft;  t  al.,  bell  ft  wh.;  vaL  equip.,  f 2,500; 
exp.  dept,  $200;  tot  mem.,  82  toL 

ROCKVILLE  CENTER,  p.   8,667;   f.  area,   1,280 

a.;  mere,  bldgs.,  bk.,  2^  to  4  stor.;  priv.,  wd.,  2 
ft  8  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 16  c.  hand  ex.,  2  h.  ft 
].  trk.,  5  hoee  wag.;  hose,  cot,  rub.  lined,  gd., 
3,000  ft;  rub.,  gd.,  1,000  ft;  tot.  hose,  4,000  ft; 
f.  al.,  wh.;  val.  equip.,  $10,000;  val.  bldgs.,  $6,- 
500;   tot.   mem.,    207    vol. 

Water  Supply — Src,  wells,  ^  m.  bus.  cent: 
sya.,  pump  to  stdp.  ft  dir.;  atdp.  cap.,  285,000 
gals.;  dim.,  20  x  100;  mat,  wrt.  i.;  3  pump, 
eng.,  cap.  day.  2^200,000  gals.;  mains,  c.  i.,  7  m., 
4  to  10  in.  dia. ;  115  hyd.;  55  v.;  1,262  serv.;  65 
met;  pipe,  gal  v.  i. ;  pre.s.,  dom.  ft  f.  43  H  lbs.; 
cons,  day,  420,000  gals.;  cost,  $50,000;  cost 
mtce.,    $1,000;   wks.   owned  by   village. 

ROME,  p.  20,407;  mere,  bldgs.,  bk.,  4  stor.; 
priv.,  wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
causes  of  f.  inv.  F.  dept — 2  comb,  wag.,  1  aer. 
h.  ft  1.  trk.,  0  c.  hand  ex.,  1  hose  wag.,  0  hnu; 
hose,  cot.  rub.  lined,  gd.,  9,400  ft;  f.  aL,  Game- 
well,  46  bz.;  exp.  dept,  $20,000;  tot  mem.  120, 
pd.  full  time  14,  pd.  part  time  6,  voL  100. 

Water  Supply — Src.,  Fish  Creek,  18  m.  bus. 
cent;  qrs.,  grav.;  res.  cap.,  15,000,000  gals.; 
mains,  c.  i.  ft  cem.,  50  m..  4  to  80  in.  dia.;  826 
hyd.;  880  v.;  195  met;  8.988  servo  pipe,  lead; 
pros.,  dom.  70  to  00  lbs.,  z.  70  to  90  lbs.;  cons, 
day,  5.000,000  gsls.;  cost  $1,000,000;  cost  mtce., 
$10,000;  wks.  owned  by  city. 

ROSENDALE,  p.  1,126;  bldgs.,  wd.  ft  bk.,  1  to 
2  stor.     F.  dept — ^Hose  company;  85  voL 

Water  Supply^— Src,  spr.;  ays.,  grav.;  res.  cap., 
8,650,000  gala.;  86  hyd.;  91  serv.;  pres.,  f.  180 
lbs.;    wks.   owned   by  village. 

ROSLYN,  p.  1,800;  f.  area,  640  a.;  mere,  bldgs., 
wd.,  2H  ator.;  priv.,  wd.,  2H  fltor.;  wd.  rfs. 
perm.;  no  fwks.  ft  combt  ord.;  causes  of  f.  inv.; 
F.  dept — 1  str.,  1  auto,  hose  trk.,  1  c.  eng.,  1  h. 
ft  L  trie;  hose,  cot,  rub.  lined,  gd.,  2,000  ft;  f. 
Al.,  bell;  vaL  equip.,  $10,000;  vaL  bldgi.,  $8,000; 
tot  mem.,  125  vol. 

Water  Supply — Src.,  artesian  wells,  sys.,  dir. 
pres.;  stdp.  cap.,  150,000  gals.;  mains,  iron,  14 
m.,  6  in. -dia.;  185  hyd.;  pres.,  dom.  80  lbs.,  f. 
75   to   135  lbs.;   wks.   owned   by   municipality. 

ROUSE'S  POINT,  p.  1,688;  f.  area,  1.880  a.; 
mere,  bldgs.,  stn.,  ok.  ft  wd.,  4  stor.;  priv.,  stn., 
bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 1  h. 
A  1.  trk.,  4  hose  car.;  hose,  cot,  rub.  lined,  gd., 
2,000  ft.;  inf.,  1,500  ft.;  tot  hose,  8,500  ft;  f. 
aL,  wh.;  vaL  equip.,  $8,000;  vat  bldgs.,  $8,000; 
tot.  mem.,  50  vol. 

Water  Supply — Src,  lake,  in  bus.  cent;  sys., 
pxnnp  to  stdp.;  stdp.  cap.,  148,000  gals.;  dim., 
15  X  112,  loc.  south  side  Liberty  street;  mat, 
iron;  2  pump,  eng.,  cap.  day  1,000,000  gals.; 
mains,  iron,  7  m.,  4  to  10  in.  dia.;  67  hyd.;  44 
T.;  met,  48;  882  serv.;  pipe,  galv.  L;  pres.,  dom. 
35  lbs.,  f.  150  lbs.;  cons,  day,  155,982  gals.; 
cost,  $42,000;  cost  mtce.,  $4,000;  wks.  owned  by 
city. 

RYE,  p.  8,964;  f.  area,  2,000  a.;  mere  bldgs., 
bk.  ft  wd.,  8  stor.;  priv..  bk.  ft  wd.,  8  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.;  cauaes 
of  f.  inv.  F.  dept — 1  str.,  1  hand  eng.,  1  h.  ft  1. 
trk..  0  c  hand  ex.,  1  aer.  trk.,  2  hose  wag.,  1  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  1,600  ft;  f.  al., 
bell;  vaL  equip.,  $6,000;  vaL  bldgs.,  $4,500;  exp. 
dept*    $800;  tot   mem.,  90  vol. 

Water  Supply — Supplied  by  N.  Y.  Inter-Urban 
Water  Co.;  mains,  c.  i.,  14^  m.,  4  to  12  in.  dia.; 
84   hyd.;  pres.,  60  to  100  lbs. 

SACKETTS  MARBOR,  p.  868;  f.  area,  400  a.; 
mere,    bldga.,  wd.  ft  bk.,  2  ator.;  priv.,  wd.  ft  bk.. 


IH  to  2  ator.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept. — 1  str.,  1 
band  eng.,  6  c  hand  ex.,  1  h.  ft  I.  trk.,  3  hose 
car.;  hose,  cot.,  rub.  lined,  gd.,  1,500  ft;  inf., 
400  ft;  tot  hose,  1,900  ft.;  f.  al.,  bell;  val. 
equip.,  $4,000;  vaL  bldgs.,  $2,-500;  exp.  dept, 
$800;  tot  mem.  86,  pd.  full  time  2,  voL  84. 

Water  Supply — Src,  lakes,  wells  ft  res.,  600  ft 
bus.  cent;  sys.,  pump  dir.  to  mains;  6  pump, 
eng.;  cost,  $3,000;  wks.  owned  by  village. 

SAG  HARBOR,  p.  8,408;  f.  area,  1,920  a.;  mere 
bldgs.,  bic  ft  wd.,  1  to  4  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.  F.  dept 
— 1  hand  eng.,  1  h.  ft  L  trk.,  4  hose  car.;  hoae, 
cot,  rub.  lined,  gd..  5,000  ft;  f.  aL,  wh.;  vaL 
equip.,  $10,500;  vaL  bldgs.,  $5,000;  exp.  dept, 
$1,500;  tot.  mem.,  150  vol. 

Water  Supply — Src,  wells;  ays.,  pmnp  to  res.; 
res.  cap.,  240,000  gals.;  pump,  eng.,  cap.  day 
500,000  gals.;  mains,  4%  m.,  4  to  10  in.  dia.; 
4^  hyd.;  pres.,  dom.  50  lbs.,  f.  50  lbs.;  wks. 
owned  by  Co. 

ST.  JOHNSVILLE,  p.  2,586;  f.  area,  640  a.; 
bldgs.,  wd.  ft  bk.,  2  ft  8  stor.;  wd.  rfs.  perm.  F. 
dept. — 6  c  hand  ex.,  1  h.  ft  L  trk.,  8  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  1,500  ft;  rub.,  gd., 
1,000  ft;  inf.,  500  ft;  tot  hose,  8,000  ft;  f. 
al.,  elec,  8  bx.;  vaL  equip.,  $2,500;  val.  bldigs., 
$1,000;  exp.  dept,  $100;  tot  mem.,  120  voL; 
undrff.  rating,   first  class. 

Water  Supply — Src,  spr.,  7  m.  bus.  cent;  sys., 
grav.;  2  res.  cap.,  2,000,000  gals.;  mains.  12  m., 
4  to  10  in.  dia.;  67  hyd.;  600  serv.;  126  met; 
preo.,  dom.  ft  f.,  110  lbs.;  cost,  $86,000;  cost 
mtce.,  $1,200;  wks.  owned  by  city. 

SALAMANCA,  p.  5,792;  f.  area,  800  a.;  mere, 
bldgs.,  bk.,  3  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes  of 
f.  inv.  F.  dept. — 2  str.,  1  c  eng.,  1  h.  ft  L  trk., 
1  hose  wag.,  8  hose  car.,  1  comb,  c  ft  h.  wag.,  2 
hrs.;  hose,  cot,  rub.  lined,  gd.,  2,400  ft;  inf., 
600  ft;  tot  hose,  8,000  ft;  f.  aL,  wh.,  22  bz.; 
vaL  equip.,  $8,000;  vaL  bldgs.,  $8,000;  exp. 
dept,  $1,000;  tot.  mem.,  150  voL 

Wster  Supply — Src,  spr.,  IVi  to  2  m.  bus. 
cent;  sys.,  grav.,  pump  to  wells;  res.  cap.,  7,600,- 
000  gals.;  pump,  eng.,  cap.  day  8,000,000  gals.; 
mains,^iron,  12  m.,  2  to  12  in.  dia.;  89  hyd.;  96 
v.;  1,800  serv.;  pipe,  galv.  L;  pres.,  dom.  65  lbs.,  f. 
110  lbs.;  cost.  $129,000;  cost  mtce.,  $2,000;  wks. 
owned  by  municipality. 

SALEM,  p.  1,250;  f.  area,  500  a.;  bldgs.,  stn., 
bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt 
ord,;  causes  of  f.  Inv.  F.  dept. — 1  str.,  1  hand 
eng.,  1  h.  ft  L  trk.,  8  hose  car.;  hose,  cot,  rub. 
Itoed,  gd.,  2,500  ft;  inf.,  1,000  ft:  tot  hose, 
8,500  ft;  f.  al.,  wh.;  vaL  equip.,  $1,000;  vaL 
bldgs.,  $8,500;  exp.  dept,  $677.18;  tot  mem.  186, 
pd.  part  time  8,  vol.  138;  undrs.  rating,  second 
class. 

Water  Supply — Src,  cisterns,  creek  ft  wells. 

SANDY  HILL,  p.  5,500;  f.  area,  85  a.;  mere 
bldgs.,  bk.,  2  to  4  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept — 1  str.,  8  hose  car.,  1  comb,  wag.,  4 
hand  ex.,  2  hrs.;  hose,  cot,  nib.  lined,  gd.,  8,700 
ft;  exp.  dept,  $1,000;  tot  mem.,  105  voL 

Wstar  Supply — Src,  spr.,  ^  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  280,000  gals.;  dim., 
18  X  120;  mat.,  stL;  res.  cap.,  4,000,000  gala.; 
4  pump,  eng.,  cap.  day  4,780,000  gals.;  maina, 
c.  I.,  18  m.,  4  to  12  in.  dia.;  110  hyd.;  116  v.: 
met,  500;  950  serv.;  pres.,  dom.  50  lbs.;  f.  50 
lbs.;  cons,  day,  600,000  gals.;  cost,  $204,799; 
coet  mtce.,  $9,800;  wks.  owned  by  priv.  Co. 

SARANAC  LAKE,  p.  4,898.  F.  dept — 1  comb, 
e.  ft  h.  wag.,  1  h.  ft  L  trk.,  2  hose  carts,  4  hrs., 
8,000  ft  hose;  tot.  mem.  77,  pd.  full  time  2,  vol.  75. 

SARATOGA  SPRINGS,  p.  12,698;  f.  area,  800 
a.;  mere  bldgs.,  bk.,  8  to  6  stor.;  priv.,  wd.,  2% 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  auto.  comb,  c 
ft  h.  wag.,  1  h.  ft  1.  trk.,  7  c  hand  ex.,  I  aer.  trk., 
8  hose  wag.,  1  hose  car.,  4  hrs.;  hose,  cot,  rub. 
lined,  gd.,  4,200  ft;  inf..  8,500  ft;  tot  hose, 
7,700  ft;  f.  aL,  bell  ft  telp.,  48  bx.;  val.  bldgs., 
$18,000;  exp.  dept,  $12,900;  tot  mem.  28,  pd. 
full  time  10,  pd.  part  time  18. 

Water  Supply — Src,  lake,  1  m.  bus.  cent.;  sys., 
pump  dir.;  8  pump,  eng.,  cap.  day  12,000,000  gals.; 
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mains,  c.  i.,  26  m.,  4  to  20  in.  dia.;  240  hyd.; 
600  v.;  met.,  2,66S:  2,660  tenr.;  pipe,  galv.  L; 
pres.,  dom.  00  lbs.,  f.  110  Ibe.;  eona.  day,  2,200,- 
000  gala.;  ooat  mtce.,  $20,000;  wka.  owned  by 
dty. 

8AUGERTIE8,  p.  8,020;  mere,  bldga.,  bk.  k  wd., 
2  Btor.;  priT.,  bk.  ft  wd..  2  ator.;  wd.  lii.  perm.; 
fwka.  k  eombt.  ord.  F.  dept.-— 1  etr.,  1  hand  eng., 
2  c.  band  ex.,  1  b.  ft  L  trk.,  4  boae  wac.,  2  bote 
car.;  boae,  oot.,  rnb.  lined,  gd.,  J,000  ft.;  t  aL, 
beU  ft  wb.;  tot.  mem.,  180  toI. 

Watar  Supply — 8rc»  epr.  ft  creek,  6  m.  boa.  cent.; 
eyi.,  graT.;  rea.  cap.,  7,600,000  gala.,  loc  at  Fawna; 
mains,  c.  L,  15  m.,  4  to  16  in.  dia.;  88  byd.;  100 
T.;  met.,  166;  768  senr.;  pipe,  guv.  L  ft  lead; 
prea.,  dom.  76  to  140  lbs.,  f.  76  to  140  lbs.;  eost, 
1112,000;  cost  mtce.,  92,000;  wks.  owned  by  dty. 

8AYVILL£,  p.  2,800;  f.  area,  1,020  a.;  mere, 
bldga.,  wd.  ft  bk.,  2  ft  8  stor.;  priv.,  bk.  ft  wd.,  2H 


stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt.  ord.;  cat 

of  f.  inv.  V  dept. — 1  c.  hand  ex.,  1  h.  ft  1.  trk.,  8 
hose  wag.,  1  hose  reel;  hose,  cot.,  rub.  lined,  gd., 
2.000  ft.;  f.  al.,  bell;  val.  equip.,  $1,500;  val. 
bldflrs.,  $25,000;  tot.   mem..   120  vol. 

Water  Supply — Src,  wella  ft  Great  Sooth  Bay 
Water  Co. 

SCHAGHTICOKE,  p.  766;  f.  area,  800  a.;  bldga.. 
bk.  ft  wd.,  2  ft  8  stor.  F.  dept. — 1  band  enff.,  1 
bose  wag.,  1  hose  cart;  bose,  600  ft.;  f.  aL,  bell; 
val.  equip.,  $700;  exp.  dept.,  $160;  tot  mem.,  86 
vol. 

Watsr  Supply — Src,  Ht.,  daterns,  wells. 

SCHENECTADY,  p.  72.S26;  f.  area,  8H  sq.  m.; 
mere  bldga.,  stn.,  bk.  ft  wd.,  2  to  8  stor.;  priv.,  wd., 
2  to  8  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combu 
ard.;  causes  of  f.  inv.  F.  dept. — 3  auto.  comb.  c.  ft 
h.  wag.,  1  auto,  tractor  trk.,  2  str.,  0  comb.  c.  ft 
h.  wag.,  50  c.  hand  ex.,  2  h.  ft  1.  trk.,  2  water 
towers,  2  aer.  trk.,  2  hose  wag.,  86  hrs.;  bose, 
20,000  ft.;  f.  al.,  Gamewell  ft  Star,  100  bx.; 
val.  equip.,  $150,000;  val.  bldgs.,  $275,000;  exp. 
dept.,  $220,000;  tot  mem.,  416,  pd.  full  time  90, 
pd.   part  time   2,   vol.   324. 

Watar   Supply  — Src.,    8   midergrovnd   collecting 

Salleries,  8  m.  bua.  cent.;  sys.,  pump  to  stdp.  ft 
Ir.  to  maina;  stdp.  cap.,  8.000,000  gala.,  dim.  82  i 
100,  00  z  60;  mat.,  atL;  8  pump,  eng.,  claas 
centrif.,  cap.  day  27,000,000  gala.;  mains,  stL  ft 

e.  i.,  07  m..  4  to  86  in.  dia.;  1,400  byd.;  2.208  ▼.; 
187  met;  12,000  serv.;  pipe,  galv.  L  ft  lead;  pres., 
dom.  86  lbs.,  f.  86  lbs.;  eons,  dsy,  10,800,000 
gala.;  cost,  $080,000;  cost  mtce.,  $86,000;  wks. 
owned  by  city. 

SCHOHARIE,  p.  066;  f.  area,  2,600  a.;  mere 
bldgs.,  bk.,  8  stor.;  priv.,  bk.  ft  wd.,  2  ft  8  stor.; 
wd.  rfs.  penn.;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept — 1  band  eng.,  2  bose  car.;  boae,  cot., 
mb.  lined,  gd.,  1,200  ft:  leather,  gd.,  700  ft;  tot 
boae,  1,000  ft.;  f.  aL.  bell;  vaL  equip.,  $2,700;  vaL 
bldgs.,  $2,000;  exp.  dept,  $100;  tot.  mem.,  46  voL 

Water  Supply — Src.,  spr.,  2  m.  bus.  cent;  sys., 

riT.;  res.  cap.,  850,000  gala.;  maina,  6  m.,  4  to 
in.  dia.;  61  byd.;   26  v.;  70  senr.;  pres.,  f.  76 
to  00  lbs.;  cost,  $20,000;  wks.  owned  by  dty. 

SCHUYLERVILLE,  Saratoga  Co.,  p.  1,614;  mere, 
bldgs.,  bk.  ft  wd.,  2  to  8  stor.;  pnv.,  bk.  ft  wd.,  S 
stor.;  wd.  rfs.  penn.  in  f.  area;  fwka.  ord.;  caoaea 
of  f.  inv.  F.  dept. — 1  str.,  1  band  eng..  1  h.  ft  L 
tik.,  8  bose  csr.;  bose,  cot,  rub.  lined,  gd.,  800 
ft.;  rub.,  gd.,  800  ft;  tot  hose,  1,600  ft.;  f.  al., 
bell  ft  wh.;  val.  equip.,  $6,480;  vaL  bldgs.,  $4,000; 
exp.  dept,  $60;  tot  mem.,  90  vol. 

Water  Supply— Src,  wella  ft  canal,  wella  for 
dom.  uae,  canal  for  f.;  waterwka.  tn  coutm  of  con- 
struction. 

SEACLIFF,  p.  1,790;  f.  area,  1  sq.  m.;  mere, 
bldgs.,  wd.  2  stor.;  priv.,  bk.,  wd.  ft  cem. ;  2  stor.; 
wdfl.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 2  etr.,  1  h.  ft  1.  trk., 
2  comb,  a  ft  h.  wag.,  1  auto,  bose  ft  tractor,  2 
bose      car.;   hose,   cot,   rub.   lined,   gd.,    2,000   ft; 

f.  al.;  bell;  val.  equip.,  $12,000;  val.  bldgs.,  $5,- 
000;  exp.  dept,  $1,000;  tot.  mem.,  120  vol. 

Watar  Supply— Src,  wella,  %  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  235,000  gals.;  mat, 
iron;  2  pump,  eng.,  class  comp.  dup.,  cap.  day, 
1,500,000  gals.;  mains,  c.  i.,  8  m.,  4  to  8  in.  dia.; 
66  hyd.;  3b  v.;  met.,  S;  pres.,  dom.  50  lbs.,  f.  100 
lbs.;  wks.  owned  by  Co. 

SENECA  FALLS,  p.  6,688;  mere,  bldgs.,  bk.,  2  tu 
4  stor.;  priv.,  wd.  ft  bk.,  S  stor.;  wd.  rfs.  perm.; 


no  fwka.  ft  combt  ord.  F.  dept — 2  str.,  1  c 
6  c  bsnd  ex.,  2  h.  ft  L  trie,  1  hose  weg.,  8  hoee 
carta,  4  hre.;  bose,  linen,  gd.,  4,600  ft;  inf.,  400 
ft;  tot  bose,  4,000  ft;  ^  aL,  beU,  12  bx.;  viL 
eonip.,  $0,600;  val.  bldga.,  $6,000;  expb  dept, 
$0,500;  tot  mem.  62,  pd.  fiUl  time  2,  voL  80. 

Watar  Supply— Src,  lake;  «ya.,  pomp  to  etdp.; 
stdp.  cap.,  600,000  ^la.;  mat,  stL;  pamp.  cag., 
cap.  day  8,000.000  gala;  mains,  iron.  18  m.,  4  to 
14  in.  dia.;  116  byd.;  128  ▼.;  1,400  aerv.;  pipe, 
galv.  i.;  prea.,  dom.  60  lbs.,  L  80  lbs.;  cons.  day. 
000,000  gal.;  wka.  owned  by  Co. 

SHERBURflE,  p.  060;  f.  area,  15  a.;  mere 
bldga.,  bk.,  atn.  ft  wd.,  1  to  8  stor.;  piiv.,  bk.,  tta. 
ft  wd.,  1  to  8  stor.;  wd.  rfs.  penn.  fai  1  area;  fwkk 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept— c  hand 
ex.,  3  ho«tf  car.,  1  h.  ft  L  trk.;  hose,  cot.,  nib. 
lined,  gd.,  1,500  ft;  inf.,  1,000  ft;  tot  bose, 
2,500  ft.;  f.  al.,  bell  ft  wh.;  v«l.  equip.,  $3,500; 
val.  bldgs.,  $3,000;  tot  mem.,  70  vol. 

Watar  Supply — Src,  spr.  ft  brodka,  2H  m.  bm. 
cent;  sys.,  grav.;  2  rea.,  comb.  cap.  80,000,000 
gala.;  maina,  c  L,  4  1-6  m.,  4  to  10  in.  dis.;  SI 
hyd.;  18  v.:  pipe,  c  L;  prea.,  dom.  60  lbs.,  1  105 
lbs.;  coat,  $46,000;  ooat  mtoc,  $200;  wka.  otmed 
by  dty. 

SHORTSVILLE,  p.   1.112;   f.   area,  200  a.    P. 

dept — 1  h.  ft  L  trie,  1  boae  cart;  TaL  eadpn  1500. 
Watar  Supply — Src,  spr.  ft  wells,  v4  ni.  bos. 
cent;  sys.  pump  to  stdp.;  stdp.  cap.,  75.000  sab., 
dim.  '20  X  25;  mat,  stl. ;  res.  cap.,  25,000  etU.; 
2  pump,  eng.,  cap.  (Hiy  340,000  gals,  each;  maiDS. 
c.  i.,  4V&  m.,  4  to  10  in.  dia.;  41  hyd.;  48  v.; 
met.,  208;  208  sen,*.;  pipe,  lead  ft  ifon;  pres.,  dom. 
ft  f.,  56  to  72  lbs.;  cons,  day,  20,000  gals.:  cost, 
$32,500;  wke.  owned  by  city. 

SIDNEY,  p.  2,607;  f.  area,  460  a.;  bldgi.,  bt 
ft  wd.,  2  ft  3  stor.:  wd.  rfs.  perm.  F.  dept— 4  c 
hand  ex.,  1  h.  ft  1.  trk.,  1  hose  cax.;  hose,  coc, 
rub.  lined,  1,400  ft;  rub.,  sd.,  -50  ft;  Inf.,  400  ft.; 
tot.  hose.  1,850  ft;  f.  aL.  bell;  val.  equip.,  $1.SOO; 
exp.  dept.,  $500;  tot  mem.,  75  vol. 

Water  Suiipiy — Src,  spr.  ft  creeka,  2^  u.  but. 
cent;  sys.,  grav.;  res.  cap.,  112.000.000  gtls.; 
mainH,  c.  i.,  14  m.,  4  to  12  in.  dia.;  54  hyd.;  84 
v.;  540  «erv.;  pipe,  c.  L,  pres.,  dom.  ft  f.,  90  lbs.; 
cost,  $189,000;  cost  mtce.,  $3,600;  wka.  ovred 
by  priv.  Co. 

SILVER  CREEK,  p.  2,612;  f.  area,  600  a.;  mere, 
bldga.,  bk.  ft  wd.,  2H  stor.;  priv.,  wd.,  2%  ft  S 
ator.;  wd.  rfs.  perm.;  no  fwks.  ft  eombt  ord.  P. 
dept. — 1  h.  ft  1.  trk.,  2  hose  car.;  bose.  cot,  nibi 
lined,  gd.,  2,200  ft;  f.  al.,  telp.;  val.  equip.. 
$4,500;  vaL  bldgs.,  $2,000;  exp.  dept,  $500;  tot. 
mem.,    100   vol. 

Watar  Supply — ^Src,  spr.,  8  m.  boa.  ecnt;  v*- 
grav.;  2  rea.,  No.  1  cap.  66,000,000  gala.,  9a.  t 
cap.  8,000,000  gala.;  oooa.  day.  600,000  to  l.OOO,- 

000  gala.;  maina,  20  m.,  4  to  20  in.  dia.;  06  M; 
660  aerv.;  prea.,  dom.  ISO  lbs.,  t  180  to  170  lbs.; 
cost,  $100,000;  oost  mtoe.,  $1,600;  wks.  ovaed 
by  city. 

SKANEATELES,  p.  1,616;  L  area,  040  a.;  bmic. 
bldgs.,  bk.,   8   ator.;   priv.,   wd.,  8    ator.;  wd.  rfk 

Eerm.  F.  dept — 2  c  band  ex.,  1  h.  ft  L  trk..  S 
ose  car.;  bose,  oot,  rob.  lined,  gd.,  2,200  it; 
fair,  1,600  ft;  tot  boae,  8,700  ft.;  f.  aL,  bdl  8 
wb.;  vaL  equip.,  $8,800;  vaL  bldca.,  $8,000;  tat 
mem..  50  vol. 

Watar  Supply — Src,  lake.  4,000  ft  boa  emt: 
sys.,  pump  to  res.;  dim.,  112  z  10;  mat,  cane  k 
stn.;  res.  cap.,  660,000  gala.,  loc   IH  bi.  village; 

1  pump,  eng.,  eap.  day  760,000  gala.;  saaina.  iNS. 
6^  m.,  4  to  8  in.  dia.;  72  hyd.;  SO  v.;  met.  14; 
817  aerv.;  pipe,  galv.  L;  prea.,  dom.  70  IbiL,  t  70 
Iba.;  coat  $44,000;  ooat  mtoc,  $2,600;  whi.  owatd 
by  village 

SODUS,  p.  1.100;  bldga.,  wd.  F.  dept— 1  k. 
ft  L  trk.,  1  oomb.  enf.,  1  boaa  oar.;  boae^  600  It: 
tot  mem.,  60  voL 

Watar  Supply — Src,  apr.,  H  n.  boc  ecnt;  na 
cap.,  200,000  gala.;  1  pomp.  eng..  cap.  day  15MfO 
gala.;  maina,  cL,  4)i  ol,  6to8fa».  dia.;  60  ^l 
prea.,  dom.  86  Ibc:  ooat  $26,000;  wka.  owned  by 
Co. 


SOLVAY,  p.  6.180;  f.  area,  640  a.;  mere 
stn.,  bk.,  iron  ft  wd.,  2  stor.;  priv.,  wd.,  2  iM^; 
wd.  rfs.  perm.;  fwks.  ft  eombt  ord.;  caass  m  L 
inv.  F.  dept— 1  h.  ft  1.  tifc,,  1  aopply  wee,  I 
boae  car.;  boas,  oot,  rub.  lined,  gd.,  6,000  b.;  >• 
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aL,  bdl  k  wh.,  16  bz.;  yaI.  equip.,  $10,000;  iwiL 
bldgB.,  96,000;  tot.  menu,  00  voL 

Water  Supply  —  Src.,  epr.  ft  tap  to  Sidmibaii 
Water  Oo.;  tjt,,  pump  dir.  k  to  rea.;  Tca.  eap^ 
6,000,000  fala.;  t  pmnp.  enff.,  dan  trip,  k  centnf., 
cap.  8,800  gala,  min.;  maina,  e.  i.,  IS  m.,  4  to  18 
in.  dia.;  18o  hyd.;  000  met.;  000  aerv.;  pipe,  lead 
k  calT.  L;  prea.,  60  to  140  Iba.;  cooa.  day,  400,- 
000  fala.;  coat,  $76,000;  ooat  mtoe.,  910,000; 
wka.  owned  bj  monidpallty. 

SOUTHAMPTON,  p.  8,600;  f.  area,  6,000  a.; 
mere,  bldga.,  bk.  k  wd.,  1  to  8  ator.;  prir.,  wd., 
8%  ator.;  wd.  rfi.  perm,  in  1  area;  fwka.  ord.; 
cauaea  of  f.  Inr.  F.  dept. — 8  hand  eng.,  4  &  hand 
ex.,  1  h.  ft  L  trk.,  1  hoae  wag.,  6  hoae  car.;  hoac, 
oot.,  rab.  lined,  gd.,  8,000  ft;  rub.,  gd..  146  ft; 
inf.,  660  ft;  tot  hoae,  8,606  ft;  f.  aL,  bell  ft 
wh.;  vaL  equip.,  94,000;  val.  bldga.,  9^*000;  ezp. 
dept,  9800;  tot  mem.,  100  toL 

Water  Supply — Src,  wella,  1  m.  bni.  cent;  m., 
2  pump,  eng.,  cap.  day  1.600,000  gala.;  maina, 
iron,  16H  m.,  4  to  8  in.  dia.;  101  hyd.;  106  ▼.; 
628  aerr.;  pipe,  galr.  L;  prea.,  dom.  66  Iba.,  f. 
100  Iba.;  oona.  di^,  867,186  gaJa.;  ooat,  988,686; 
coat  mtee.,  96,000;  wka.  owned  by  Oo. 

80.  GLENS  fALL^  p.  2,247;  f.  area,  640  a.; 
mere,  bldga.,  2  ator.;  wd.  rfa.  perm.;  fwka.  ft  oombt 
ord.  F.  dept — 2  hoae  car.;  noac,  cot,  ndl>.  lined, 
gd.,  6,000  ft:  f.  aL,  telp.;  vaL  equip.,  98,600; 
eip.  dept,  91,000;  tot  mem.,  60  toL 

Water  Supply — Src.,  apr.;  aya..  pomp  to  atdp.; 
rea.  cap.,  800,000  gala.;  maina.  5^  m.,  4  to  14  in. 
dia.;  60  hyd.;  prea.,  dom.  60  Iba.,  f.  120  Iba.;  ooat, 
964,000;  coat  mtce.,  92,400. 

8OUTH0LD,  p.  1,600;  f.  area,  1,280  a.;  mere, 
bldga.,  wd..  1  to  8  ator.;  priv.,  wd.,  2  ator.;  wd. 
rfa.  perm,  in  f.  area.  F.  dept— 2  hand  eng.,  2  e. 
hand  ex.,  1  h.  ft  L  trie,  1  hoac  car.;  hoae,  cot,  rub. 
lined,  «L.  700  ft;  inf.,  200  ft;  tot  hoac,  000  ft; 
f.  aL,  beli;  vaL  equip.,  91*600;  vaL  bldga.,  98,000; 
ezp.  dept,  9^00;  tot  mem.,  40  toL 

Water  Supply — Src,  wella  ft  daterna. 

SPENCER,  p.  660;  f.  area,  1  aq.  m.;  mere  bldga., 
bk.  ft  wd.,  2  to  <3  8tor.;  priv.,  wd.,  1  to  2  stor.; 
wd.  rfSb  perm,  in  f.  area;  fwka.  ft  combt.  ord.; 
cauaes  of  f.  inv.  F.  dept. — 1  c  eng.,  6  c.  hand 
ex.;  f.  al.,  bell;  vaL  equip.,  $850;  exp.  dept.,  960 
to  $100;  tot.  mem.,  80  vol. 

Water  Supply — Src,  ciatema. 

SPRINGFIELD,  p.  8,000;  f.  area,  76  a.;  mere 
bldga.,  bk.  ft  wd.,  2  ft  8  ator.;  priv.,  wd.  ft  bk.,  2 
ator.;  wd.  rfa.  perm.  F.  dept. — 1  atr.,  2  c  eng., 
2  hoae  car.;  hoae,  cot,  rub.  lined,  gd.,  1,600  ft.; 
f.  aL,  wh.;  vaL  equip.,  91,600;  vaL  bldga.,  92,000; 
ezp.  dept,  9400;  tot  mem.,  26  voL 

Water  Supply— <Src.,  pond;  «y8.,  pump  dir.;  2 
pump,  eng.;  9  hyd.;  coat,  Oli^OO;  wks.  owned  by 
village. 

SPRING  WVLLEY,  p.  2.353;  f.  area,  1,200  a.; 
mere,  bldgs.,  bk.  ft  wd.,  1  to  3  ator.;  priv.,  bk., 
etn.  ft  wd.,  1  to  3  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwka.  &  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1 
atr.,  1  hand  eng.,  1  auto.  pump,  eng.,  4  c.  hand  ex., 
1  h.  ft  1.  trk.,  1  hoae  wag.,  2  hoae  car.;  hose,  cot., 
rub.  linei,  gd.,  1,000  ft.;  rub.,  gd.,  1,900  ft; 
tot.  hose,  2.900  ft;  f.  aL,  gong;  val.  equip.,  916,- 
000 :  val.  oldga.,  920,000;  exp.  dept.  91,600; 
tot   mem.,  120  vol. 

Water  Supply — Src,  atrm.,  %  m.  hue.  cent; 
07B.9  pump  to  atdp.;  atdp.  cap.,  286,000  gala.,  dim. 
20  X  100,  loc.  ^  m.  village;  mat.,  iron;  res.  cap., 
3,000,000  gals.;  2  pump,  eng.,  class  centrif.,  cap. 
day,  2,160,000  gals.;  maina,  c.  i.,  40  m.,  6  to  20 
in.  dia.;  250  hyd.;  70  v.;  500  serv.;  pipe,  lead  ft 
galv.  i.;  pres.,  uocn.  ft  f.  60  to  175  lbs.;  cons,  day, 
200.000  gals.;  wks.  owned  by  priv.  Co. 

8PR1NGVILLE,  p.  2,246.  F.  dept— 1  h.  ft  L 
trk.,  8  hoae  carte,  1  siq>ply  wag.,  i,600  ft.  hoae; 
tot.  mem.,  44  voL 

Water  Supply — Src,  apr.,  1  m.  bus.  cent;  ays., 
pump  to  res.;  res.  cap.,  675,000  gals.;  1  pump. 
eng.w  cap.  day,  300,000  gala.;  mains,  8  m.,  4  to  12 
in.  dia.;  58  hyd.;  20  v.;  17  met.;  oOO  serv.;  pipe, 
wd. ;  prea.,  dom.  50  lbs.,  f.  80  lbs.;  cons,  day, 
SOO,000  gala.;  cost,  952,000;  coat  mtce.,  92,000; 
wks.    owned  by  village. 

STAIUIFORD.  p.  078;  mere  bldga..  wd.,  2  to  4 
;  priv.,  wd.,  2  to  4  ator.;  wd.  rn.  penn.  in  f. 
;  fwka.  ft  eombt.   ord.;   cauaea  of  f.  inv.     F. 


dept — 1  hand  eng.,  2  c  hand  ex.,  1  h.  ft  L  tik.,  S 
hoae  wag.,  2  hoae  car.;  hoae,  eot,  rub.  lined,  gd., 
1,200  ft;  inf.,  400  ft;  tot  hoae,  1,600  ft;  f.  aL, 
bell;  val.  equip.,  91.000;  vaL  bldga.,  98,000;  exp. 
dept,  9260;  tot  mem.,  60  voL 

water  Supply — Src,  spr.,  8  m.  bua.  cent; 
sys.,  grar.;  mains,  c.  i.,  6  m.,  4  to  8  in.  dia.; 
86  hyd.;  190  serv.;  pipe,  lead;  pres.,  dom.  ft  f., 
110  lbs.;  cost,  960,000;  cost  mtce.,  9400;  wka. 
owned  by  priv.   Co. 

STAPLETON  (Greater  New  Tork)— See  New 
Brighton. 

STILLWATER,  p.  1,004;  bldga.,  bk.  ft  wd.,  2  ft  8 
ator.;  wd.  rfa.  penn.;  no  fwka.  ft  oombt  onL;  cauaea 
of  f.  not  inv.  F.  dept — 1  atr.,  1  hoae  ear.;  hoae 
cot.  rub.  lined,  gd.,  1.600  ft;  1  aL,  bell;  vaL 
equip.,  97,000;  vaL  bldga.,  94,000;  ezp.  dept. 
9*00;  tot  menu,  86  vol. 

Water  Supply — Src,  riv.,  canal;  aya.,  pump  to 
rea.,  to  atdp.  ft  dir. 

ST.  J0HN8VILLE,  p.  2,686;  f.  area,  6  a.;  mere 
bldga.,  bk.  ft  atn.,  1  to  4  ator.;  priv.,  wd.,  1  ft  8 
ator.;  wd.  rfa.  not  perm,  in  f.  area;  fwka.  ft  combt 
ord.;  cauaea  of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  7 
hoae  car.;  hoae,  oot,  rub.  lined,  gd.,  1,600  ft;  inf., 
600  ft;  tot  hoae,  2,000  ft;  f.  aL,  wh.;  vaL  equip., 
92,000;  vaL  bldipk,  96,000;  exp.  dept,  9200;  tot 
mem.,  112  vol. 

SUFFERN,  p.  2,668;  f.  area,  100  a.;  mere 
bldga.,  bk.  ft  wd.,  1  ft  2  ator.;  priv.,  bk.  ft  wd.,  1  ft 
2  stor. ;  wd.  rfs.  not  perm,  in  f .  area ;  fwks.  ft  combt 
ord.;   cauaes  of   f.   inv.      F.   dept. — 4    c.   hand   ex., 

I  h.  ft  1.  trk..  1  hoae  wag.,  4  hose  reels;  hose, 
cot.,   rub.   lined,  gd.,    3.000    ft;   f.   al.,   Gamewell, 

II  bx.;  vaL  equip.,  98,760;  vaL  bldga.,  97,250;  exp. 
dept.,  9600;  tot.  mem.,  78  vol. 

Water  Supply — Src,  apr.,  H  m.  bua.  cent;  aya., 
pump  to  rea.;  rea.  cap.,  670,000  gala.;  2  pump, 
eng.,  cap.  day,  850.000  gals.;  mains,  8  m.,  4  to  8 
in.  dia.;  87  hyd.;  100  v.;  600  serv.;  pipe,  c.  i.; 
pres.,  dam.  76  Iba.,  f.  90  Iba.;  cons,  day,  140,000 
gala.;  coat,  966,000;  cost  mtce.,  92,500;  wka. 
owned  by  municipality. 

SYRACUSE,  p.  187,849;  f.  area,  16H   aq.  m.; 

mere  bldga.,  atn.  ft  be.,  1  to  12  ator.;  priv.,  atn., 
bk.  ft  wd.,  1  to  4  ator.;  wd.  rf^  not  penn.  in  f. 
area;  combt  ord.;  cauaea  of  f.  inv.  F.  dept — 10 
str.,  4  h.  ft  1.  trk.,  88  c.  hand  ex.,  4  aer.  trk. 
(1  in  reserve),  9  hose  wag.  (1  in  reserve),  4  comb, 
c.  ft  h.  wag.,  1  water  tower,  2  chiefs  auto.,  8  chiefa 
wag.  (8  in  reserve),  1  supplv  wag.  (2  in  reserve), 
14    exercise   wag.,   83   hrs.;   hose,   cot,   rub.    lined, 

SL,  24,850  ft  (1,050  ft  in  reserve);  f.  aL, 
amewell,  186  bx.;  val.  equip.,  9200,000;  ml. 
bldgs.,  9300,000;  exp.  dept,  9235,620;  tot  mem., 
164,    pd.    full    time. 

Water  Supply — Src,  lake  20  m.  bua.  cent;  aye, 
grav.;  ree  cap.,  121,000,000  gala.,  loc  1  m.  hue 
cent;  mains,  c.  i.,  210  m.,  4  to  36  in.  dia.;  8,186 
hyd.;  2,952  v.;  2-3,112  met;  26,600  aerv.;  pipe, 
lead;  prea.,  dom.  ft  f.  00  to  100  Iba.;  cone  day, 
16,000,000  gale;  eoat  96,000,000;  ooat  mtce, 
9100,000;  wka.  owned  bf  dty. 

TARRYTOWN,  p.  6,600;  f.  area,  8,900  e;  mere 
bldge,  atn.,  bk.  ft  wd..  8  ft  8  ator.;  priv.,  atn.,  bk. 
ft  wd.,  8  ator.;  wd.  rfe  penn.  in  f.  area;  fwlu.  ft 
eombt  ord.;  cauaea  of  f.  inv.  F.  dept — 1  h.  ft  L 
trk.,  10  e  hand  ex.,  1  auto.  comb,  e  ft  h.  wag., 

1  auto.  h.  ft  L  trk.,  1  aer.  trk.,  8  hoae  wag.,  7 
hoae  car.,  8  comb,  e  ft  h.  wag.,  11  hra.;  hoae, 
8,000  ft.;  f.  al.,  bell  ft  wh.,  20  bz.;  vaL  equip., 
918,000;  val.  bldge,  914,000;  ezp.  dept,  98,200; 
tot.  mem.,  800  voL 

Water  Supply— Src,  brooka,  1%  m.  bue  cent; 
aye,  pump  to  ree.  loe  on  Buttenpilk  Hill;  ree 
cap.,  1,385,000  gala,  ft  1,000,000  gals.;  4  pump, 
eng.,  class  comp.  ft  trip.,  cap.  day,  6,500,000  gals.; 
maina,  c.  i.,  24.8  m.,  4  to  24  in.  dia.;  231  nyd.; 
862  v.;  met,  966;  956  serv.;  pipe,  galv.  i.;  pres., 
dom.  ft  f.  40  to  220  lbs.;  cons,  day,  780,000  gala.: 
cost  $540,000;  cost  mtce.,  $14,000;  wks.  owned 
by  village. 

THERESA,  p.  982;  mere  bldge,  atn.,  bk.  ft  wd., 

2  ft  8  ator.;  priv.,  wd.,  8  ator.;  wd.  ne  perm,  in 
t  area;  cauaea  of  f.  inv.  F.  dept — 8  c  hand  ex., 
1  h.  ft  L  trk.,  2  hoae  ear.;  hoae,  oot,  rub.  lined, 
ad.,  2,000  ft.:  1  aL,  bell;  vaL  equip.,  91.700;  vaL 
bldge,  91,000;  ezp.  dept,  9266;  tot  mem.,  46  voL 

Water  Supply — Src,  riv.,  ^  m.  bue  cent;  ere, 
pump  to  atdp.;  atdp.  cap.,  17,600  gala.,  dim.  80  z 
60;  mat,   iron;    1  pump,  eng.,   cap.   diay  864,000 
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gals.;  mains,  iron,  3V^  tn.,  4  to  8  in.  cli«. ;  37  hyd.; 
16  v.;  206  met.;  213  «erv. ;  pipe,  galv,  i.;  pres., 
dom.  68  lbs.,  f.  125  lbs.*  cost,  ^20,500;  cost 
mtce.,   $1,400;  wks.  owned  by  city. 

TICONDEiROOA,  p.  2,476;  f.  area,  100  a;  mere, 
bldgi.,  bk.,  2  to  4  stor.;  prlv.,  wd.,  1%  ft  2  itor.; 
wd.  rfs.  not  perm.;  no  fwka.  ft  combt.  ord.  F.  dept. 
— 1  b.  ft  I.  trk.,  i  hoae  car.:  hose,  cot.,  rub.  lined, 

Ed.,   750   ft:  linen,   1,400  ft.;   inf.,   600  ft.;   tot. 
oee,  2,760  ft.;  f.  al.,  bell;  val.  equip.,  98,760;  val. 
bldga.,  $8,000;  tot.  mem.,  76  vol. 

Water  Supply — Src.,  lake;  ay*,,  grav.;  rea.  cap.. 
2,000,000  gala.;  maina,  6  m.,  4  to  12  in.  dlA.;  86 
byd.;  14  v.;  pres.,  f.  200  lbs.;  cost,  $76,000;  cost 
mtce.,  $8,818;  wka.  owned  by  dtj. 

TIVOLI,  p.  1,084;  1  area,  860  a.;  bldgs.,  bk., 
stn.  ft  wd.,  2  Btor.;  wd.  rfii.  perm.  F.  dept — 1  str., 
1  h.  ft  L  trk.,  1  hoae  wag.,  1  hose  car.,  1  hose  reel; 
hoae,  cot,  nib.  lined,  gd.,  1,600  ft;  inl,  800  ft.; 
tot  hose,  2,800  ft.;  £.  al.,  bell;  ral.  equip.,  $6,000; 
mL  bldgs.,  $12,000;  exp.  dept,  $500;  tot  mem., 
100  VOL 

Water  Supply — Src,  riv.,  cisterns,  creek  ft  wells. 

TONAWANDA,  p.  8,290;  f.  area,  100  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv. 
F.  dept. — 1  str.,  1  h.  ft  L  trk.,  2  c.  hand  ex.,  1  aer. 
trie,  8  hose  wag.,  2  hose  car.,  8  bra.;  hose,  cot, 
rub.  lined,  gd.,  4,800  ft;  inf.,  600  ft;  tot  hose, 
4,800  ft.;  f.  al.,  wh.,  20  bz.;  ral.  equip.,  $10,660; 
▼al.  bldgs.,  $11,000;  exp.  dept.,  $4,600;  tot  mem., 
276  vol. 

Water  Supply — Src,  rlT.;  sys.,  pump  dir.;  8  pump, 
eng.,  cap.  day  16,000,000  gil»»',  mains,  wd.  ft  iron, 
21  m.,  4  to  12  in.  dia.;  270  hyd.;  met.,  12;  1,060 
senr.;  pipe,  lead;  pres.,  dom.  60  lbs.,  f.  76  lbs.; 
cost,  $247,000;  cost  mtce.,  $7,000;  wks.  owned  by 
dty. 

TOTTENVILLE  (Greater  Kew  York),  p.  not 
given;  f.  area,  1,200  a.;  mere,  bldgs.,  bk.,  2  ft  8 
stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm.;  fwks. 
ft  combt  ord.  F.  dept — 1  str.,  1  hand  eng.,  4  e. 
hand  ex.,  1  h.  ft  L  trk.,  1  hose  wag.,  2  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  700  ft;  mien,  gd.,  800 
ft.;  rub.,  gd.,  6,400  ft.;  inf.,  600  ft;  tot  hose, 
7,000  ft.;  f.  al..  bell  ft  wh.,  d  bx.;  vaL  equip^, 
$18,600;  val.  bldgs.,  $26,000;  exp.  dept,  $4,000; 
tot  mem.,  107  voL 

Water  Supply — Src.,  wells,  %  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  140,000  gals.;  pump, 
eng.,  cap.  day  400,000  gals.;  mains,  6  m.,  4  to  8  in. 
dia.;  62  hyd.;  met,  12;  74  serv.;  pres.,  f.  78  lbs.; 
cost,  $28,871;  cost  mtce.,  $8,660. 

TROY,  p.  76,818;  f.  area,  9.82  sq.  m.;  mere, 
bldgs..  bk.,  4  to  7  stor.;  priv.,  bk.,  2  to  4  stor.; 
wd.  rfs.  not  penn.;  fwks.  ft  combt  ord.;  causes  of 
f.  inv.  F.  dept — 11  str.,  10  comb.  c.  ft  h.  wag., 
80  c.  hand  ex.,  4  h.  ft  1.  trk.,  8  aer.  trk.,  8  hose 
wag.,  2  in  reserve,  1  hose  reel,  1  in  reserve,  18 
fuel  ft  exercise  wag.,  2  f .  al.  wax.,  60  hrs.,  2  in 
reserve;  hose,  cot,  rub.  lined,  go..  27,100  ft,  in 
reserve  8,700  ft;  f.  aL,  Oamewell,  112  bx.;  vaL 
equip.,  $160,000;  val.  bldgs.,  $810,000;  exp.  dept, 
$109,000;  tot  mem.  1,186,  pd.  full  time  71,  pd. 
part  time  7,  voL  1,108. 

Water  Supply — Src.,  strm.,  4  to  14  m.  bus.  cent.; 
sys.,  grav.;  res.  cap.,  12,400,000,000  gals..  Iqc  east 
dty;  mains,  c.  L,  116  m.,  4  to  88  in.  dia.;  1,600 
hyd.;  2,000  v.;  met,  498;  11,750  serv.;  pipe,  lead  ft 
c.  i.;  pres.,  dom.  42  to  60  lbs.,  f.  42  to  60  lbs.;  cons, 
day,  17,760,000  gals.;  cost  $8,800,000;  cost  mtce., 
$50,000;  wks.  owned  by  dty. 

TRUMANSBURQ,  p.  1,188;  f.  area.  900  a.; 
mere,  bldgs.,  bk.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm.;  no  fwks.  ft  combt  ord.;  causes  of 
f.  inv.  F.  dept. — 1  str.,  1  hand  eng.,  1  c  eng.,  8 
c  hand  ex.,  8  hose  car.;  hose,  cot.,  rub.  lined,  gd., 
1,500  ft.;  f.  sL,  bell;  val.  equip.,  $8,600;  tot 
mem.,  100  vol. 

Water  Supply — Src.,  creek,  8  res.,  cap.  10,000 
gals.  each. 

TUCKAHOE,  p.  2,722;  f.  area,  4,480  a.;  mere, 
bldgs.,  bk.  ft  wd.,  4  ft  5  stor.;  priv.,  wd.,  2% 
Btor.;  wd.  rfs.  perm,  in  f.  area;  no  fwks.  ft 
combt.  ord.  F.  dept. — 1  str.,  I  comb.  c.  ft  h. 
wag.,  1  h.  ft  1.  trk.,  1  auto.  trip.  comb,  wag., 
8  nose  wag.,  6  hose  reels,  4,000  ft.  hose;  f.  al., 
Garoewell,  10  bx.;  val.  equip.,  $30,000;  exp.  dept., 
$6,000;   tot.   mem.,    260   vol. 

Water  Supply — Pres.,  dom.  26  lbs.,  f.  90  lbs. 


TUPPER  LAKE,  p.  8.067;  f.  area,  1  m.;  mere 
bldgs.,  stn.  ft  wd.,  1  to  8  stor.;  priv.,  stn.  ft  wd., 
1  ft  2  stor.;  wd.  rfs.  perm,  in  1  siea;  fwkL  ft 
oombt.  ord.;  causes  of  f.  inv.  F.  dept — ^1  h.  ft  L 
trk.,  4  hoee  car.;  hose,  cot.,  rub.  lined,  gd.,  2,600 
ft;  inf.,  2,000  ft.;  tot  hoee,  4,600  ft;  f.  aL,  tdp.; 
val.  equip.,  $4,500;  exp.  dept,  $500;  tot  mem..  90 
vol. 

Water  Supply — Src,  spr.  ft  brook,  8)&  sl  boa 
cent;  sys.,  grav.;  stdp.  cap.,  680,000  gala.,  dim. 
44  X  60;  mat,  stl.;  2  pump,  eng.,  esp.  di^  860.000 
gals.;  mains,  c.  i^  9%  m.,  4  to  10  hu  dia.;  54 
hyd.;  61  v.;  met,  26:  862  serv.;  pipe,  galv.  L;  ptei., 
dom.  60  to  80  lbs.,  f.  60  to  80  lbs.;  cods,  di^,  80,- 

000  arals.;  cost,  $80,000;  cost  mtce.,  $5,000;  wka. 
owned  by  priv.  Co. 

TUXEDO,  p.  2,277;  f.  area,  6,000  a.;  mere, 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  3  stor.;  priv.,  bk.,  gut. 
ft  wd.,  1  to  3  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
ft  combt.  ord.;  causes  of  f.  not  inv.  F.  dept — 1 
str.,   1  c.  wag..   14   c.  band  ex.,   1  c.  eng.,  2  \l.  k 

1  trk.,  2  hose  wag.;  hoae,  cot.  rub.  lined,  gd..  S.OOO 
ft;  f.  al.,  bell  ft  wh.;  val.  equip.,  $7,500;  tot. 
mem.,  S5  vol. 

Water  Supply — Src,  lake,  1%  m.  bus.  cent;  lyi., 
grav.,  pump  to  res.  ft  dir.;  res.  cap.,  780,000  gals., 
IOC.  on  hill  288  ft.  above  lake;  2  pump,  eng.,  dan 
comp.  ft  trip.,  cap.  day  8.000,000  gals.;  raaine,  c.  i^ 
16  m..  4  to  12  in.  dia.;  82  hyd.;  311  serr.;  pipe. 
galv.  1.;  pres.,  dom.  140  lbs.,  L  140  lbs.;  ooss. 
day,  duo, 000  gals.;  coi.:  mtce.,  $6,0OG.  wiia.  o«i}«d 

by  Co. 

UNADILLA,  p.  1,009;  t  area,  1,600  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt  ord.  F.  dept — ^1  h. 
ft  L  trk.,  1  patrol  wag.,  1  hose  wag.,  4  hose  cu.; 
hoee,  cot,  rub.  lined,  gd.,  1,600  ft;  f.  sL,  beU; 
val.  equip.,  $2,600;  val.  bldgs.,  $8,600;  eipi  dept., 
$800;  tot  mem.,  60  vol. 

Water  Supply — Src,  spr.,  8  wells,  brooks;  syi., 
grav.;  the  Martin  Brook  res.  supplied  from  brook 
ft  spr..  cap.  6,000,000  gals.;  pres.,  dom.  65  Iba., 
f.  86  lbs.;  mains,  4^  m.;  46  hyd.;  S90  senr. 

UNION,  p..  1,644;  f.  area,  660  a.;  mere  bldga.. 
wd.,  1  to  8  stor.;  priv.,  wd.,  1  ft  S  stor.;  wd.  it». 
penn.  in  f.  area;  fwks.  ft  oombt  ord.;  causes  of  t 
inv.  F.  dept. — 1  hsnd  eng.,  8  c  hand  ex.,  2  h. 
ft  1.  trie,  8  hoee  ear.;  hose,  oot.  rub.  Uncd,  gd, 
1,100  ft;  rub.,  gd.,  60  ft;  bif.,  850  ft;  tot  boat, 
1.600  ft;  f.  aL,  bell;  vaL  equlp^  $8,600;  vaL 
bldgs.,  $12,000;  exp.  dept,  $000;  tot  men.,  71 
voL 

Water  Supply — Src,  spr.,  1%  m.  bos.  cent;  v^ 
dir.  to  nudns;  res.  csp.,  600,000  gals.,  ^^^  ^»^^ 
ft  cent  village:  2  pump,  eng.,  cap.  day  807.000 
gals.;  mains,  cL,  6%m.,  4to8iii.  dia.;  88  hjd.; 
14  ▼.;  met.,  826;  800  senr.;  pipe,  galv.  L;  prei^ 
dom.  66  lbs.,  f.  66  lbs.;  cost,  $88,000;  cost  ratee^ 
$800;  wks.  owned  by  dtj. 

UNION  SPRINGS,  p.  798;  bldga..  bk.  ft  wl.  S 
ft  8  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.    F. 

dept. — 1  str.,  1  c.  eng.,  6  c.  hand  ex..  1  h.  ft  L  trk.. 

2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,600  ft;  I- 
al.,  bell;  tot.  mem.,  35  vol. 

Water  Supply — Src,  lake,  ponds,  dstcns:  res. 
cap.,  6,000  gals.;  wks.  owned  by  village. 

UTICA.  p.  74.419;  f.  srea,  6,471  a.;  mere  bidp., 
bk.  ft  wd.,  1  to  10  stor.;  priv.,  bk.  A  wd.,  2  ft  S 
stor.;  wd.  rfik  perm,  in  f.  area;  coaabt.  ord.;  eaasei 
of  f.  inv.  1''.  dept. — 6  sir.,  1  auto,  ooaub.  c  «  h- 
wag.,  1  c.  <^ng.,  15  c.  hand  ex.,  2  aer.  trk..  5  lw«e 
wag.,  1  serv.  trk..  4  comb.  c.  ft  h.  wag..  1  chieFs 
auto.,  3  chief's  wag..  10  exercise  ft  supply  va$.. 
44  hrs.;  hose,  cot.,  rub.  lined,  gd..  17.900  ft:  t. 
al..  elec.  134  bx.;  val.  equip.,  $143,267;  ^«1- 
bldjITs.,  $140,700;  exp.  dept,  $161,743;  tot.  mem.. 
112.  pd.  full  time. 

Water  Supply — Src,  creek  ft  spr,,  22  ra.  bos. 
cent;  sys.,  grav.;  11  res.,  cap.  1.803,415,000  gals.; 
mains,  c.  ft  wrt.  i..  16S.6  m..  4  to  24  in.  do.; 
1,200  hyd.;  1.694  v.;  met,  12,914;  14.S21  serr.; 
pipe,  lead;  pres.,  dom.  SO  to  90  lbs.,  f.  ISO  Ibi.: 
cons.  day.  7,750,000  gals.;  wks.  owned  by  priv.  Ca 

VALLEY  STREAM,  p.  2,000;  f.  area,  1  sq.  a.; 
mere  bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  pri^.,  bk^  sta. 
ft  wd.,  1  to  8  stor.;  wd.  rfs.  penn.  m  f.  srea;  a» 
fwks.  ft  combt  ord.;  causes  of  f.  inT.     F.  d^" 

1  h.  ft  I.  trk.,  1  bose  wag.,  1  hose  reel.  2  on.: 
hose,  cot.,  rub.  lined,  gd.,  1.150  ft.;  f.  aL,  bell, 
wh.  ft  telp.;  val.  equip.,  $2,500;  val.  bldgs.,  $4,000; 
exp.  dept.,  $8,000:  tot.  mem..  90  voL 
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VALATIE,  p.  1.219;  mere  bldgs..  wd.,  2  ft  S 
■tor.;  priY.,  wd.,  2%  itor.;  wd.  rfi.  perm,  in  t 
area;  nrke.  ft  eombt.  ord.;  CftUMe  of  t  inv.  F. 
dept. — 1  hand  eng.,  2  hose  car.;  hose,  cot.,  nib. 
lined,  gd.,  1,200  ft.;  f.  al..  bell;  val.  equip., 
$5,000;  val.  bldgs.,  $4,000;  tot.  mem.,   100  vol. 

Water  Supply — Src,  lake;  aye.,  pump  to  stdp.; 
■tdp.  cap.,  160,000  gala.:  pomp,  eng.,  cap.  day 
2,000,000  gala.;  maina,  c.  L,  6  m.,  4  to  10  in.  dla.; 
67  fajd.;  110  aerv.;  pipe,  galT.  L;  prea.,  dom.  60 
Iba.,  f.  90  Iba.;  coat,  927,000;  wka.  owned  by  city. 

WADDINGTON,  p.  7S1;  t  area,  600  a.;  mere, 
bldga.,  atn.,  bk.  ft  wd.,  8  ator.;  priT..  atn.,  bk.  ft 
wd.,  1  ft  2^  stor.;  vrd.  rfa.  perm,  in  x.  area;  fwka. 
ft  combt.  ord.;  canaea  of  1  inv.  F.  dept. — 1  hand 
eng.,  16  e.  hand  ex.,  1  hoae  ear.;  faoae,  oot.,  rub. 
lined,  gd.,  260  ft.:  nib.,  gd..  400  ft;  tot  hoae,  560 
ft;  £  aL,  bell;  val  bldga.,  |600;  tot  mem.,  40  vol. 

Water  Supply — Src,  riv.;  qra..  pump  dir.:  pump, 
eng**  cap.  day  720,000  gala.;  maina,  iron,  4  in.  dia.; 
6  hyd.;  prea.,  f.  160  Iba. 

WALDEN,  p.  4,004;  f.  area,  1,066  a.;  mere, 
bldga.,  bk.  ft  wd.,  8  ator.;  priv.,  bk.  ft  wd.,  2)6  ft 
3  ator.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ord.;  causea 
of  f.  inv.  F.  dept — 1  atr.,  1  h.  ft  L  trk.,  6  c.  hand 
ex.,  2  hose  wag.,  2  hose  car.,  2  hose  reels,  2  hrs.; 
hoae,  8,000  ft.:  f.  al.,  elec.,  16  bx.;  vaL  equip., 
99,000;  val.  bldga.,  99,000;  ezp.  dept,  $4,000; 
tot  mem.,  160  vol 

(Water  Supply— Src,  wells,  %  m.  bus.  cent.; 
aye.,  pump  to  stdp.  ft  dir.;  2  stdp.,  cap  76,000 
gals,  each;  dim.  10  x  50,  loc.  in  village;  mat., 
iron;  2  pump,  eng.,  ckies  dup.  comp.,  cap.  day 
1,440,000  gals.;  mains,  iron,  10  m.,  4  to  8  in. 
dia.;  75  hyd.;  40  v.;  met,  800;  800  serv.;  pipe, 
l^lv.  i.;  pres.,  dom.  60  lbs.,  f.  90  lbs.;  cone, 
day,  80,000  gals.;  cost,  $60,000;  cost  mtce., 
$2,000;    wks.    owned    by    city. 

WALTON,  p.  8,108;  f.  area,  1  aq.  m.;  mere, 
bldga.,  bk.  ft  wd.,  2  ft  8  ator.;  priv.,  wd.,  2  ator.; 
wd.  rfa.  perm,  in  f.  area;  fwka.  ft  oombt.  ord.; 
eauaea  of  f.  inv.  F.  dept — 1  hand  eng.,  1  aer.  trk., 
1  h.  ft  1.  trk.,  8  hoae  car.;  hoae,  cot,  rub.  lined, 
gd.,  2.000  ft.;  inf.,  800  ft.;  tot  hoae,  2,800  ft; 
f.  al.,  bell;  val.  equip.,  $4,600;  vaL  bldga.,  $10,000; 
ezp.  dept,  $600;  tot.  mem.,  104  voL 

Water  Supply — Src,  atrm.;  aya.,  grav.;  rea.  eap., 
4,000,000  gala.;  maina,  iron,  18  m.,  4  to  10  fau 
dia.;  76  hyd.;  626  aerv.;  prea.,  dom.  70  Iba.,  f.  70 
Iba.;  coat  $180,000;  coat  mtce.,  $600;  wka.  owned 
by  Co. 

WAPPINGER  FALLS,  p.  8,196;  f.  area,  960  a.; 
mere  bldgs.,  bk.  ft  wd.,  2  to  4  stor.;  priv.,  wd.,  2 
to  4  ator.:  wd.  rfa.  perm.;  fwka.  ft  combt  ord.; 
causes  of  i.  inv.     F.  dept. — 2  str.,  4  c.  hand  ex., 

1  hose  wag.,  2  hose  car.;  hose,  cot,  rub.  lined, 
gd.,  400  ft;  rub.,  gd.,  1,400  ft;  tot  hoae,  1,800 
ft:  f.  al.,  bell;  val.  equip.,  $10,000;  val.  bldga.. 
$8,000;  tot  mem.  120,  pd.  full  time  4,  pd.  part 
time  8,  vol.  118. 

Water  Supply — Src.,  creek,  ^  m.  bua.  cent;  aya.. 

Sump   to  rea.;  rea.  cap.,   142,000  gala.,  loc  near 
[ain  at;  maina,  iron,  2\k  m.;  80  hyd.;  10  v.;  wka. 
owned  by  Oo. 

WARRENSBURG,  p.  2,500;  bldga.,  wd.,  2  ft  8 
ator.;  priv.,  wd.,  2  ator.;  wd.  rfik  perm.;  no  fwka. 
ft  oombt  ord.;  eauaea  of  f.  inv.  F.  dept. — 8  hoae 
car.;  hose,  cot,  rub.  lined,  gd.,  2,200  ft.;  t  aL,  bell 
ft  wh. 

Water  Supply — Src.,  brooka,  2  m.  bua.  cent;  aya., 

riv.;  maina,  iron,  4  m.,  4  to  6  in.  dia.;  19  hyd.; 
▼.;    100  aerv.;  prea.,  dom.  100  Iba.,  f.  100  Iba.; 
cost,  $10,000;  wka.  owned  by  Oo. 

WARSAW,  p.  8,206;  f.  area,  400  a.;  mere,  bldga., 
bk.,  2  ft  8  ator.;  priv.,  wd.,  2  ator.;  wd.  rfa.  not 
perm,  in  f.  area;  fwka.  ft  combt.  ord.;  eauaea  of  t 
inv,     F.  dept — 2  h.  ft  L  trk.,  1  comb.  c.  ft  h.  wag., 

2  c  band  ex.,  1  hoae  wag.,  2  hoae  car.;  hoae,  cot, 
rub.  lined,  gd.,  2,600  ft;  inf.,  800  ft;  tot  hoae, 
2.800  ft;  f.  al.,  elec.,  12  bx.;  vaL  eauip.,  $6,000; 
ral.  bldga.,  $6,000;  tot  mem.,  110  voL 

Water  Supply — Src.,  apr.,  6  m.  bua.  cent;  m., 
sraT.;  rea.  cap.,  12,000,000  gala.,  loc.  Bock;  maina, 
Itoti,  22  m.,  4  to  1?  in.  dia.;  100  hyd.;  met,  9; 
700  aerv.;  pipe,  galv.  L  ft  lead;  prea.,  dom.  160 
lbs-,  «.  160  Iba.;  cona.  day,  260,000  gala.;  coat, 
$76,000;  coat  mtce.,  $600;  wka.  owned  by  city. 

WARWICK,  p.  2,818;  f.  area.  600  a.;  mera 
bldas.,  bk.  ft  wd..  2  to  4  ator.;  priv..  wd.,  2%  ator.; 
wd.    rf$.  perm.;  fwka.  ft  combt  ord.;  eauaea  of  I. 


inv.  F.  dept. — 2  e.  hand  ex.,  1  h.  ft  L  trk.,  8 
hoae  car.;  hoae,  cot,  rub.  lined,  gd.,  2,760  ft;  f.  aL, 

telp.,  17  bx,;  val.  equip.,  03,000;  vaL  bldga., 
$5,000;  tot.  mem.,  120  vol. 

Water  Supply— <Src.,  mountain  strm.,  IH  m. 
bus.  cent;  sys..  grav.;  3  Tea.,  cap.  60,000,000  gala.; 
maina,  9  m.,  4  to  14  in.  dia.;  73  hyd.;  101  v.; 
372  serv.;  prea.,  dom.  ft  f.  50  to  72  Iba.;  coat, 
$105,000;    wka.   owned  by  village. 

WASHINGTONVILLE,  p.  8,246;  f.  area,  2,000  a.; 
bldga.,  bk.  ft  wd.,  1  to  8  ator.;  iniv.,  atn.  ft  wd.,  1 
to  8  ator.;  wd.  rfa.  perm,  in  f.  area;  fwka.  ft  oombt 
ord.:  eauaea  of  f.  inv.  F.  dept — 1  h.  ft  L  trk.,  1 
hand  eng.  with  pump,  1  hose  wag.,  1  hose  car.: 
hose,  cot.,  rub.  lined,  ad.,  1,500  ft;  f.  al.,  bell  ft 
telp.;  val.  equip.,  $1,400;  tot  mem.,  50  voL 

Water  Supply-— Src..  mountain  atrm.,  2  m.  bua. 
cent;  aya.,  graT.;  maina,  6  m.,  4  to  10  in.  dla.; 
met,  26:  prea.,  dom.  76  Iba.,  f.  76  Iba.;  coat  mtoe., 
$100;  wka.  owned  by  village. 

WATERFORD,  p.  8,246;  f.  area,  2,000  a.;  mere, 
bldga..  bk.,  2  to  4  ator.;  priv.,  wd.,  2  ft  8  ator.: 
wd.  rfa.  perm.;  fwka.  ft  oombt  ord.  F.  dept — 1 
atr.,  4  c  hand  ex.,  1  h«  ft  L  trk..  1  hoae  wag.,  8 
hoae  carta,  2  hra.;  hoae,  cot.,  rub.  lined,  gd.,  8,600 
ft;  f.  al.,  bell;  vaL  equip.,  $16,000;  vaL  bldga.. 
$7,000;  exp.  d^t,  $8,000;  tot  mem.  160,  pd.  full 
time  1,  VOL  169. 

Water  Supply — Src,  riv..  %  m.  bus.  cent;  eye., 
pump  to  atdp.  ft  dir.;stdp.  cap.,  581,000  gals.;  dim., 
80  X  62.  24  X  86;  mat.  atL  ft  Iron;  2  pump,  eng., 
daaa  dup.  oomp.,  cap.  omj  2,600,000  gala.;  maina, 
c.  i.,  11.26  m.,  4  to  12  m.  dia.;  107  hyd.;  89  v.; 
700  met.;  915  aerv.;  pipe,  lead,  galv.  ft  c.  i.;  prea., 
dom.  80  lbs.,  f.  110  lbs.;  cona.  dfay,  350.000  gals.; 
wks.  owned  by  town. 

WATERLOO,  p.  3,931;  f.  area,  1  sq.  m.;  mere, 
bldgs.,  bk.,  stn.  ft  wd.,  1  to  3  stor.;  priv.,  bk.  ft 
wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  no 
fwks.  ft  combt.  ord.;  causea  of  f.  inv.     F.  dept, — 

1  stx.,  2  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  patrol  wag., 
7  hose  car.;  hose,  cot,  rub.  lined,  gd.,  8,800  ft; 
inf.,  1,000  ft;  tot  hose.  4,800  ft;  fT  al.,  bell;  vaL 
equip.,  $10,000;  val.  bldgs.,  $10,000;  exp.  dept, 
$2,600;  tot  mem.,  210  voL 

Water  Supply — Src.,  riv.;  eya.,  pump  dir.;  res. 
cap.,  1,000,000  gals.;  pump,  eng.,  cap.  day  2,000,- 
000  gala.;  maina,  c.  i,  10  m.,  4  to  14  in.  dia.; 
67  hyd.;  86  v.;  640  aerv.;  prea.,  dom.  60  Iba.,  f. 
100  Iba.;  cost,  $180,000;  coat  mtce.,  $2,600;  wka. 
owned  by  Co. 

WATERTOWN,  p.  26,780:  f.  area,  8%  aq.  m.; 
mere,  bldga.,  atn.,  bk.  ft  wd.,  1  to  8  ator.;  priv., 
atn.,  bk.  ft  wd.,  8  ator.;  wd.  rfa.  not  perm,  in  f. 
area;  combt.  ord.;  eauaea  of  f.  inv.  F.  dept — 4 
atr.,  1  aer.  trk..  1  hoae  wag.,  1  auto.  comb.  pump, 
ft  c.  eng.,  8  comb.  c.  ft  h.  wag.,  22  hrs.;  hoae,  cot, 
rub.  lined,  gd.,  11,000  ft;  inf.,  1,600  ft;  tot  hoae, 
12,600  ft;  f.  aL,  Gamewell.  84  bx.;  val.  equip., 
$28,000;  vaL  bldga..  $61,000;  exp.  dept.,  $88,000; 
tot.  mem.  86,  pd.  full  time. 

Water  Supply — Src,  riv.,  2%  m.  bua.  cent;  aya., 
pump  to  res.  ft  dir.;  rea.  cap.,  800,000  gala.;  2 
pump,  eng.,  cap.  day  6.000,000  gala.;  maina,  c.  L, 
69  m.,  4  to  80  in.  dia.;  484  hyd.;  206  v.;  708 
met.;  6,100  aerv.;  pipe,  galv.  L;  prea.,  dom.  40  to 
90  Iba.,  f.  40  to  90  Iba.;  cona.  day,  4,000,000  gala.; 
coat  $800,000;  coat  mtce.,  $20,000;  wka.  owned  by 
city. 

WATERVILLE,  p.  1,410;  f.  area,  640  a.;  bldga., 
bk.  ft  wd.,  1  to  4  ator.;  wd.  rfs.  perm.     F.  dept.— -> 

2  e.  hand  ex.,  1  h.  ft  1.  trk.,  2  hoee  wag.,  2  hoae 
car.;  hoae.  cot,  rub.  lined,  gd.,  1,860  ft.;  inf.,  260 
ft.;  tot  hoae,  1,600  ft.;  f.  al.,  wfa.;  val.  equip., 
$8,000;  val.  bldga.,  $8,000;  exp.  dept,  $800;  tot 
mem.  68,  pd.  part  time  2,  voL  66. 

Water  Siuppfy^— Src,  brook;  aya.,  grav.;  rea.  eap., 
46,000,000  ffala.;  maina,  c  L,  8^  m.,  6  to  16 
in.  dia.;  68  nyd.;  87  v.:  60  met;  440  aerv.;  pipe, 
galv.  L;  prea.,  f.  90  Iba.;  coat  $120,000;  coat 
mtce.,  $476;  wka.  owned  by  city. 

WATERVLIET.  p.  16,074;  f.  area,  860  a.;  mere 
bldga.,  bk.  ft  wd.,  1  to  8  ator.;  priv.,  bk.  ft  wd., 
2  ator.;  wd.  rfa.  perm.;  fwka.  ft  oombt  ord.  F. 
dept. — 1  atr.,  10  c  hand  ex.,  1  h.  ft  L  trie,  4  hoae 
wag.,  1  hoae  car.,  6  hra.;  hoae,  cot,  rub.  lined,  gd., 
6,600  ft;  f.  al.,  OameweU,  24  bx.;  vaL  eqmp., 
$20,260;  vaL  bldga.,  $28,600;  exp.  dept,  $11,000; 
tot  mem.  269,  pd.  fiill  time  8,  pd.  part  time  2, 
VOL  249. 

Water  Supply— Src,  Mohawk  riv.,  6  m.  bua.  cent; 
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ayB.,  pump  to  rca.;  ret.  cap.,  80,000,000  gala.;  4 
pump,  cng.;  122  l^d.;  met,  200;  8,000  ler?.; 
pree.,  dom.  ft  f.  70  Idb.;  oona.  day,  2,600,000  gala.; 
coat  mtce.,  $12,600;  wka.  owned  by  Oo. 

WATKINS,  p.  2,817;  Udga.,  bk.  ft  wd.,  1  ft  2 
ator.;  wd.  rfa.  penn.;  fwka.  ft  oombt.  ord.  F.  dept. 
— 1  atr.,  1  c.  eng,,  1  h.  ft  L  trk.,  8  boae  car.;  hoae, 
cot.,  rub.  lined,  gd.,  2,600  ft.;  f.  al.,  bell;  tot.  mem., 
100  TOl. 

Water  Supply — Src.,  lake,  1  m.  bua.  cent.;  aye., 
pump  to  rea.;  rea.  cap.,  600,000  gala.,  loc.  west 
Tillage;  2  pump,  eng.,  claaa  dup.,  cap.  day  1,000,- 
000  gala.;  maina,  c.  L,  0  m.,  4  to  10  in.  dia.; 
78  hyd.;  87  ▼.;  met.,  407:  104  aerv.;  prea.,  dom. 
95  lbs.,  f.  100  Iba.;  cona.  day,  164,000  gals.;  coat, 
$06,000;  cost  mtce.,  $8,600;  wka.  owned  by  city. 

WAVERLY.  p.  4,866;  f.  area,  640  a.;  mere. 
bldga.,  bk.,  2  ft  8  ator.;  priv.,  wd.  ft  bk.,  2  ator. 
F.  dept. — 1  h.  ft  L  trk.,  5  bose  car.;  boae,  cot., 
rub.  lined,  gd.,  4,600  ft;  inf.,  1,600  ft:  tot  hoae, 
6,000  ft.;  I.  al.,  dec;  val.  equip.,  $18,600;  val. 
bldga.,  $26,000;  exp.  dept,  $1,600;  tot  menu,  186 
▼ol. 

Water  Supply— Src.,  strm.,  1  m.  bus  cent.; 
sys.,  grav.;  res.  cap.,  130,000,000  gals.;  mains, 
c.  i.,  14%  m.,  4  to  12  in.  dia.;  68  hyd.;  91  v.; 
met.,  400;  1,300  serv.;  pipe,  c.  i. ;  pres.,  dom.  ft  f. 
85  to  96  lbs.;  cost,  $221,130;  coat  mtce.,  $4,000; 
wks.  owned  by  village. 

WAYLAND,  p.  1,802;  f.  area,  800  a.;  mere 
bldga.,  bk.  ft  wd.,  1  ft  2  ator.;  priv.,  wd.,  2  ator.: 
wd.  rfa.  not  perm.;  fwka.  ft  oombt  ord.;  cauaea  of 

f.    inv.       F.    d«pt. — 10    c.    hand    ex.,    1    c.    eng..    2 

b.  ft  I.  trk.,  2  hoee  wag.;  hose,  cot.,  rub.  lined, 
gd.,  1,500  ft.;  f.  al.,  bell;  ml,  equip.,  $8,000; 
tot.    mem.,    80    vol. 

Water  Supply — Src.,  well,  IVi  m.  bus.  cent; 
sys.,  pump  to  rea.;  res.  cap.,  250,000  gals.,  loc 
%  m.  village;  2  pump,  eng.,  class  trip.,  cap. 
day  1,000,000  gala.;  mains,  c  i.,  6H  m-t  *  to 
8  in.  dia.;  08  hyd.;  40  v.;  325  serv.;  200  met.; 
pipe,  galv.  i.  ft  lead;  prea.,  dom.  63  lbs.,  f.  90 
lbs.;  cost,  $35,000;  cost  mtce.,  $2,000;  wka. 
owned    by    city. 

WEED8P0RT,  p.  1,844;  f.  area,  640  a.;  mere, 
bldga.,  bk.  ft  wd.,  8  ft  8  ator.:  priv.,  bk.  ft  wd.,  8 
ator.;  wd.  rfe.  not  perm,  in  t  area;  oauaea  of  L 
inv.  F.  dept — 1  atr.,  1  c  eng.,  1  hand  eng.,  2  e. 
hand  ex.,  1  h.  ft  I.  trk.,  4  hose  oar.,  1  auto 
comb,  trk.;  hose,  cot,  'rub.  lined,  gd.,  2,000  ft; 
inf.,  800  ft;  tot  hoae,  '2,800  ft;  f.  al.,  bell 
ft  telp.;  val.  equip.,  $10,000;  val.  bldga.,  $6,000; 
tot.    mem.,    65,    pd.    part    time    2,    vol.    68. 

Watar  Supply---Sre.,  apr.,  8  m.  bua.  cent;  aya., 
grav.;  res.  cap.,  1,000,000  gals.;  2  pnmp.  eng.. 
cap.  day  860,000  gal«.;  mains,  c  i.,  5  m.,  4 
to  8  in.  dia.;  28  hyd.;  250  serv.;  cons,  day, 
216,000  gals.;  pres.,  f.  65  Iba.;  wks.  owned  by 
priv.    Co. 

WEtLSVrtJLE,  p.  4,882;  f.  area,  640  a.;  mere, 
bldga.,  etn.  ft  bk.,  1  to  8  stor.;  priv.,  wd.,  8  ator.; 
cauaea  of  f.  inv.  F.  dept-— 1  atr.,  1  c  eng.,  2  c 
hand  ex.,  2  h.  ft  1.  trk.,  6  hoae  ear.,  2  hra.;  hoae, 
cot,  rub.  lined,  gd.,  6,000  ft.;  f.  al..  bell  ft  elec, 
11  bx.;  val.  eqidp.,  $8,800;  val.  bldga.,  $18,600; 
exp.  dept,  $2,000;  tot  mem.,  166  voL 

Water  Supply — Sire,  riv.,  wells,  %  m.  bus.  cent.; 
sya.,  pump  dir.;  2  pump,  eng.,  cap.  day,  8,000,000 
gals.;  mains,  c.  i.,  18  m.,  4  to  12  in.  dia.;  77  hyd.; 
met,  470;  970  serv.;  prea.,  dom.  85  lbs.,  t  135 
Iba.:  wks.  owned  by  Co. 

WESTFIELD,  p.  2,086;  f.  area,  600  a.;  bldn., 
wd.,  2  ft  8  ator.;  wd.  rf$.  not  perm.;  fwka.  ft  combt 
ord.;  causes  of  f.  inv.    F.  dept. — 1  c.  eng.,  1  comb. 

c.  &  h.  wag..  4  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  hoee 
wag.,  3  hose  ear.;  hose,  cot.,  rub.  lined,  gd.,  3,500 
ft;  f.  al.,  bell  &  wh.;  val.  equip.,  $5,000;  val. 
bldgs.,  $4,500;  exp.  dept,  $200;  tot  mem.,  90 
vol.:    undrs.    rating,    third    class. 

Water  Supply-~Src,  creek;  aya.,  grav.;  maina, 
c.  i.,  13  m.:  120  hyd.;  pres..  dom.  80  lbs.,  f.  126 
Iba.;  coat,  $100,000;  wka.  owned  by  village. 

WEST  NEW  BRIGHTON,  p.  4,607  (Greater  New 
Tork).    F.  dept. — ^Not  reported. 

Watar  Supply — Same  aa  New  Brighton. 

WEST  POINT,  p.  2,200;  bldga.,  bk.,  atn.  ft  wd.,  2 

to  4  stor.;  wd.  rfa.  pe.rm.:  fwks.  ft  combt.  ord,; 
causes  of  f.  inv.  F.  dept. — 3  c  eng.,  1  bose  wag., 
4  hoae  car.,  fl  hra.;  hose,  cot.,  rub.  lined,  gd., 
4,050  ft;  f.  al..  elec,  17  bx.;  tot  mem.,  all  U.  S. 
employeea  or  oorpa  of  cadeta  voL 


Watar  Supply — Sre.,  BBoantaSn  atna.,  I  m.  tea. 
cent;  sya.,  grav.;  res.  cap.,  18-7,000,000  gala: 
mains,  c  i.,  6  m.,  2  to  12  in.  dia.;  47  hyd.;  26  v.; 
pipe,  lead;  pres.,  dom.  60  lbs.,  f.  60  Ibe.;  cods,  daj, 
1,200.000  gals.;  cost  $650,000;  cost  mtce.,  $4,000; 
wka.  owned  by  U.  S.  Oovenunent 

WHITEHALL,  p.  4,917;  1  area,  8,072  a.;  ncre. 
bldga.,  bk.  ft  wd.,  2  to  5  ator.;  priv.,  wd.,  bk.  k 
cone,  IVi  to  3  stor.;  wd.  rfa.  perm.;  no  fwka.  k 
oombt.  ord.;  causes  of  f.  inv.  F  dept — 2  atr., 
1  auto.  comb,  c  ft  h.  with  pmnp,  4  c  hand  ex.,  1 
h.  ft  1.  trk.,  1  hand  eng.,  7  hoae  car.;  boae.  cot., 
rub.  lined,  gd.,  4,000  ft.;  f.  aL,  telp.  ft  Gamewell; 
vaL  equip.,  $15,000;  vaL  bldga.,  $10,000;  exp. 
dept,  $3,500;  tot  mem.,  84,  pd.  full  time  2,  pd. 
part  time  7,  voL  25. 

Water  Supply — Src,  apr.  ft  creeka;  aye.,  poaip  1o 
rea.;  rea.  cap.,  6,600,000  gala.;  pump,  eag.,  capi 
day  8,000.000  gala.;  maina,  iron,  10%  m.,  4  to 
12  in.  dia,;  72  nyd.;  75  v.:  met.,  650;  570  aerr.; 
pipe,  galv.  L;  prea.,  dom.  115  Iba.,  L  115  to  ISO 
Ibe.;  cons,  day,  600,000  gals.;  cost  $86,000;  cost 
mtce.,    $5,500;    wks.    owned    by   village 

WHITE  PLAINS,  p.  15,040;  f.  area,  1.020  a; 
mere  bldga.,  atn.,  bk.  ft  wd..  1  to  7  ator.;  jpriv., 
bk.,  atn.  ft  wd.,  4  ator.;  wd.  bldga.  not  perm,  in  t 
area;  cauaea  of  f.  inv.  F.  dept — 2  avto.  comb.  c. 
eng.  ft  hoae  wag.,  1  auto,  aquad  wag.,  2  comb,  tag., 
1  aer.  trk.,  1  h.  ft  1.  trk.,  8  hoae  wag.,  1  hoaa 
reel;  hoae,  cot,  rub.  lined,  gd.,  7,600  ft;  nibL, 
2,600  ft.;  tot  hoae.  10.000  ft;  f.  aL.  beU  ft  vIl, 
46  bx.;  vaL  bldga.,  $125,000;  tot  mem.,  860  wolL 

Watar  Supply — Src,  dug  weDa,  driven  wcQa  k 
rea.;  aya-*  pump  to  atdp.  ft  dir.;  atdp.  capu,  400,000 
gala.;  maina,  40  m.,  4  to  14  in.  dia.;  860  byd.; 
260  v.;  met,  8,000;  8,100  aenr.;  prea.,  dom.  8a 
to  00  Iba.,  f.  120  Iba.:  eoat.  $850,000;  coit  mtee., 
$60,000;  wka.  owned  by  vUlagCL 

WHITESBORO,  p.  2^76;  f.  area,  1,020  a.;  aim. 
bldga^  bk.  ft  wd.,  8  ator.;  priv.,  wd.,  2  alor.;  wd. 
rfb.  perm.  F.  dept — 1  atr.,  4  e.  hand  ex.,  1  h.  k 
L  trk.,  2  hoae  car.;  hoae,  oot,  rob.  lined,  gd.,  800 
ft;  Unan,  gd.,  600  ft;  mb.,  gd.,  400  ft:  &f.,  TOO 
ft;  tot  hoae,  8,600  ft.:  L  al.,  baU  ft  wh.;,  i«L 
equip..  $5,600;  vaL  bldga.,  $2,000;  exp.  dept. 
$400;  tot  mem.,  40  toL 

Water  Supply— Src,  creek,  %  m.  bua.  cent;  «y»., 
grav.  ft  pump  to  rea.;  res.  cap.,  6,000,000  gal*.; 
1  pump,  eng.;  mains,  c  L,  6  m.,  4  to  12  in.  dia.; 
57  v.;  389  met;  500  serv.;  pipe,  lead;  prea.,  dom. 
20  to  70  lbs.,  f.  80  lbs.;  wks.   owned  by  priv.  Co. 

WHITESTONE,  p.  8,600;  f.  area,  1,200  a.;  wtn. 
bldga..  bk,  ft  wd.,  8  ator.;  priv.,  wd.,  1  ft  8  ajr.; 
wd.  rfi.  perm.;  fwka.  ft  oombt  ord.  F.  dept — ^2^. 
ft  L  trk.,  8  hoae  car.;  hoae,  oot,  rub.  Used,  gc, 
2,800  ft;  f.  al.,  bell  ft  elec,  11  bx.;  v«L  aq[«p^ 
$8,000;  val.  bldga.,  $6,000;  expw  dapt,  $100;  tot 
mem.,  188  voL  .._ 

Waiar  Supply — Src,  weDa;  ija.,  ranp  to  ■»; 
pump,  eng.,  cap.  day.  1,000,000  gala.;  mama,  u 
m.,  4  to  12  in.  dia.;  160  hyd.;  met,  711;  776  b«^ 

Srea.,  f.  60  lbs.;  cost,  $100,000;  wka.  owned  by 
f.  Y.  City. 
WHITNEY'S  POINT,  p.  744;  t  azci,  646  •.: 
mere  bldga.,  bk.,  2  to  8  ator.;  priv.,  wd.,  1  ta  « 
ator.;  wd.  rfa.  not  perm,  in  f.  area;  fwfcau  ft  «f"5 
ord.;  cauaea  of  f.  Inv.  F.  dept — 1  atr.,  6c.  hani 
ex.,  1  hand  eng..  8  hoae  car.;  boaa,  oot-  r«h.  iinw. 

Sd.,  1,600  ft.;  1  aL,  bell;  val.  cqu4»..  M.OOO;  lal. 
Idge.,  $7,600;  exp.  dept.,  $160;  tot  mmi^  40  wi 

Water  Supply — Src,  apr..  8  m.  bna.  oot;  Vi^ 
grav.;  rea.  cap.,  76,000  gala.;  nmlna,  e.  L.  4  ft-» 
m.,  4  to  6  in.  dia.;  21  hyd.;  2  v.;  met,  6;  pxp*. 
c  L;  pres.,  dom,  03  lbs.;  f.  75  Iba.  coat,  $30,- 
000;    wkfl.    owned   by   priv.    Co. 

WILLI AMSVILLE,  p.  1,106;  f.  araa,  SOO  a.;  mtit. 
bldga.,  atn.,  bk.  ft  wd.,  1  to  8  ator.;  priv.,  Kn^g- 
ft  wd.,  2%  ator.;  wd.  riSfc  penn.  In  L  area;  frta. 
ft  combt  ord.;  cauaea  of  f.  inv,  P.  dept — ^1  V, • 
1.  trk,,  8  hoae  wag.;  hoee,  cot.  rvb.  Xine<L  fj-. 
1,500  ft;  f.  al.,  bell  ft  wh.;  vaL  equip.,  $1,500; 
val.  bldga.,  $22,000;  exp.  dept,  $150;  tot.  ntML, 
30    vol.  

Watar  Supply— Src,  apr.;  ija.,  gmv.  ft  pmapJfc. 
Btdp.  cap.,  26,600  gala.,  100  ft  high;  2  paa^ 
eng.,  cap.  day  1,600,000  galai:  malaa,  btm,  t% 
mlT  4  to  10  in.  dia.;  41  hyd.;  120  oerv.;  P««fc.  *»» 
40  Iba.,  f.  120  Iba,;  coat  $26,000;  ooat  mtce, 
$400;  wka.  owned  by  vfllaga. 

WINFIELD  JUNCTION,  pw  1.600.  F-  ^^^--^ 
air.,  c  eng.,  6  h.  ft  L  tik..  4^ hoee  carta;  hoee.  cot. 
rub.  lined,  gd.,  1,200  ft;  t  aL,  tdpw  ft  bdL 
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WOLCOTT,  p.  1,216;  f.  area,  640  a.;  mere. 
bldgB.,  Btn.  k  bk.,  1  to  8  stor.;  priv.,  w«L,  t  stor.; 
wcL  ns.  not  penn.  in  t  area;  fwlta.  k  oombt.  ord.; 
causes  of  f.  in  v.  F.  dept. — 1  c.  eng.,  8  c.  hand 
ex.,  1  h.  ^  1.  trk.,  1  comb.  c.  &  h.  wag.,  4  hose 
car.;  hose,  cot.,  rub.  lined,  gd.,  1,750  ft.;  rub., 
gd.,  200  ft.;  tot.  hose,  1,950  ft.;  f.  al.,  bell; 
val.  eouip.,  $3,500;  val.  bldgs.,  $6,500;  ezp. 
dept.,    $275;    tot.    mem.,    75    vol. 

<VVWer  Supply— Src,  sprg.,  2  m.  bus.  eent; 
ST%.,  grav.;  fltdp.  oep.,  120,000  gals.;  res.  cap., 
300,000  gals.;  2  pump,  eng.,  cap.  day  1,080,- 
000  gala.;  mains,  c.  i.,  6  m.,  6  to  10  in.  dia.; 
57  hyd.;  65  v.;  270  met.;  pres.,  dom.  60  lbs.; 
cons,  day,  50,000'  gals.;  cost,  $60,000;  cost  mtce., 
$500;    wks.    owned    by    city. 

WOODHAVEN  (Greater  New  Tork);  f.  area,  8,800 
a.;  mere  bldgs.,  ok.  k  wd.,  8  to  4  ator.;  prlT..  bk. 
k  wd.,  2  ft  8  ator.;  wd.  rfa.  perm,  in  f.  area;  fwka. 
k  combt.  ord.;  causea  of  I.  tnT.  F.  dept.— 1  etr.,  4 
h.  &  1.  trk.,  12  c.  hand  ex..  5  hose  wag.,  1  chiers 
car.,  21  hra.;  hose,  cot.,  rub.  lined,  gd.,  8,000  ft.; 
f.  aL,  Gamewell,  42  bx.;  val.  bldgs.,  $45,000;  tot. 
mem.,  887  vol. 

Water  Supply — Src,  wella;  aya.,  pump  to  rea.  k 
dir.;  rea.  cap.,  4,500,000  gala.;  pump.  enc«;  maina, 
64  m.,  4  to  20  in.  dla.;  906  hya. 

WORCESTER,  p.  1,800;  f.  area,  800  a.;  mere, 
bidga.,  bk.  k  wd.,  2  ft  8  ator.;  priv.,  bk.  ft  wd.,  8 
ator.;  wd.  rf$.  perm,  in  f.  area;  cauaea  of  t  inv. 
F.  dept. — 1  hoae  wag.,  1  hoee  ear.;  hoae,  cot.,  rub. 
lined,  gd.,  1,850  ft.:  inf.,  100  ft;  tot.  hoae,  1.450 
ft.;  1  aL,  bell;  val.  equip.,  $2,000;  val.  bldga., 
$1,500;  czp.  dept,  $700;  tot  mem.,  80  vol. 

water  Supply — «rc.,  lake;  aya.,  grav.;  maina,  8 
m.,  4  to  12  in.  dia.;  17  byd.;  8  v.;  120  aerv.;  prea., 
dom.  100  Iba.,  f.  100  Iba.;  coat,  $80,000;  ooat 
mtce.,  $400;  wka.  owned  by  Ca 


YONKERS,  p.  "70,808;  f.  area,  81  aq.  m.;  marc 
bldgs.,  bk.  ft  atn.,  1  to  7  ator.;  priv.,  bk.  ft  wd., 
8  ator.;  wd.  rfk  not  perm,  in  1  area;  fwka.  ft  combt 
ord.;  cauaea  of  f.  inv.    F.  dept — 8  do<d>le-tk.  comb. 

e.  ft  h.  wag.,  8  aingle-tk.  oomb.  e.  ft  h.  wag.,  1 
auto,  pump,  8  anta  oomb.  e.  ft  h.  wag.,  1  auto, 
aer.  h.  ft  L  trie,  75  ft,  8  dtleTa  auto.,  1  hoae  wag., 
1  aer.  h.  ft  L  trk.,  65  ft,  8  dty  h.  ft  L  trk.,  1  teL 
wag.,  80  hra.,  82  c.  ex.,  8  gala.,  8  water  towera,  8 
deluge  sets  on  wag.,  hand  <vawn,  1  c  eng.,  2  hoae 
car.,  4  hoae  carts;  hose,  cot,  rub.  lined,  gd.,  17,- 
000  ft;  &,  2,500  ft.;  tot  hoae,  19,500  ft;  1  aL, 
elec,  Oamewell,  156  bz.;  vaL  equip.,  $165,650; 
val.  bldgs.,  $760,000;  ezp.  dept,  $155,258;  tot 
mem.  177,  pd.  tall  time  08,  in  lictive  serv.  05. 

Water  Supply — Src.,  brooka,  4  m.  bus.  cent;  «ya., 
pump  to  rea.,  atdp.  ft  dir.;  atdp^  cap.,  815,000  gala., 
dim.  20  z  100;  mat,  atl.;  rea.  cap..  000,000,000 
gala.;  8  pump,  eng.,  class  comp.  ft  nor.,  cap.  dsy 
89,000,000  gala.;  maina,  e.  L,  148.68  m.,  4  to  80 
in.  dia.,  1,5&4  hyd.;  l.OS'S  v.;  8,886  met.;  8,697 
aerv.;  pipe,  iead  ft  c.  i.;  urea.,  dom.  60  to  180  IDa., 

f.  50  to  130  K>8.,  cons.  day.  8,446,228  gala.;  cost, 
$8,002,186;  coat  mtce.,  $160,177;  wka.  owned  t^ 
city. 

Placea  of  1,000  or  more  population  having  no 

organized  Are  dept. — Kelley  Island,  Millbrook,  Tioga 
Center,    Verplandc. 

Placea  ol  1,000  or  more  population  not  reported 
— (Auaable  Forks,  Bedford,  'Bridgehampton,  Byron, 
CalHcoon,  Camillus,  Campbell,  Oarmel,  Centre 
Jioriches,  Clymer,  Dexter,  Dunellen,  Ebeneaer, 
Fabius  Porks,  Gainesville,  Gardiner,  Gamersville, 
Hannibal,  Hartford,  Hurley,  Livonia,  (Lodi, 
Long  Lake,  Luzerne,  Madrid,  (Marion,  Milton, 
Newfane,  Newport,  iNichols,  Ohio,  Ovid,  Pattaraon, 
'Bockton,   Roasler,    (West   Haverstraw. 


NORTH  CAROLINA 


A8HEVILLE,  p.  18,762;  f.  area.  62  a.;  mere, 
bldgs.,  bk.,  iron,  cone  ft  wd^,  2  to  6  stor.;  priv., 
bk.  Ac  wd.,  2  stor.;  wd.  rfs.  not  perm.;  fwka.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept — 10  c. 
band  ex.,  2  auto.  trk.  equipped  with  ezt  ladders, 
45  ^L  e.  tk.  ft  8,000  ft  hose  each,  1  hose  wag., 
1  b.  ft  1.  trk.,  2  hose  car.,  7  hra.;  hoae,  cot,  rub. 
lined,  gd.,  6,000  ft;  f.  aL,  Oamewell.  20  bz.;  vaL 
equip.,  $26,000;  val.  bldgs.,  $80,000;  ezp.  dept, 
$8,600;  tot  mem.  86,  pd.  full  time  4,  pd.  part 
time    82;  undra.  rating,  second  dass. 

Water  Supply— ^rc.,  riv.,  17  m.  stdp.;  eys.,  graT. 
ft  dir.  to  stdp.  ft  res.;  stdp.  cap.,  450,000  gala., 
mat  iron;  res.  cap.,  5,000,000  gals.,  mat  cone, 
loc.  150  ft.  above  sq.;  pump,  eng.,  cap.  day  8,- 
500,000  gals.;  maina,  c  {.,  60  m.,  4  to  16  in. 
dia.;  820  hvd.;  272  vaL;  2,100  met;  8,600  serv.; 
pipe,  galv.  L;  pres.,  dom.  ft  f.  150  lbs.;  cona.  day, 
2.0OO.000  gals.;  coat,  $(|50,000;  cost  mtce.,  $15,- 
000:  wks.  owned  by  city. 

BEAUFORT,  Carteret  Co.,  p.  8,488;  mere,  bldgs., 
bk.  ft  wd.,  8  stor.;  priv.,  wd.,  1  ft  2  ator.;  wd. 
rfa.  perm.;  fwks.  ft  combt.  ord.  F.  dept.^1  c 
eng.,  1  hose  car.;  hose,  cot,  rub.  lined,  gd.,  500 
ft.;  inf.,  500  ft;  tot.  hose.  1,000  ft.;  f.  aL,  bell; 
val.  equip.,  $1,300;  val.  bldgs.,  $800;  ezp.  dept, 
$250;  tot.  mem..  150  vol. 

Water  Supply — Src,  wells  ft  ocean  water  forced 
by  means  of  pumps  over  entire  business  portion 
and  residence;  sys.,  pump,  dir.;  2  pump,  eng., 
cap.  dsy  120,000  gals.;  1  hand  eng.,  cap  day 
100,000  gals,  pres.,  f.  125  lbs.;  cost  mtce  $150; 
wka.    owned    by    city. 

BREVARD,   p.    919.      F.    dept — 1    h.    ft  L   trk., 

6    c-    hand    ex.,    1    'Mimb.    o.    k    Kopp    wag.,    1    ho^e 

wa^..   1  hose  reel;  hose,  cot,  rub.  lined,  gd.,  2.000 

ft.;  f.  al.,  bell;  val.  eqmp.,  $1,500;  vaL  oldga.,  $50; 

tot.    mem.,    14   vol. 

Water  Supply — Src,  mountain  strm.;  aye.,  grav.; 
ren.  cap.,  60,000  gals.;  mains,  1  1-5  m.,  2  to  6 
in.    dia.;   17  hyd.;  pres.,   50  lbs. 

BURLINGTON,  p.  4.808;  f.  area,  5  a.;  mere. 
bIdgB.,  bk.,  1  to  5  stor.;  priv.,  wd.,  1  .stor.;  wd.  rfs. 

not    perm.;   fwks.   ft   combt.   ord.;    pausses   of   f.    inv.  . 

p.    dept — 8   hose  wag.,   2   hose  car.,    2   hrs.;   hose,  I 

cot.,     rub.    lined,    gd.,     2,400    ft.:     inf.,     800    ft.;  I 

tot.     hoae,    3,200     ft;    f.    al.,    bell;    val.    equip.,  ' 


$2,000;    val.    bldgs.,    $1,000;    ezp.    dept,    $600; 
tot.    mem.,    22    vol. 

CHAPEL  HILL,  p.  1,140;  bldgs.,  bk.  ft  wd.,  8  ft 
8  stor.  F.  dept — 1  h.  ft  1.  trk.,  4  hose  carta; 
hose  cot,  rub.  lined,  gd.,  900  ft;  tot  meoL,  21, 
pd.  full  time  1,  20  voL 

Water  Supply — Src,  creek,  IH  nu  bua.  cent; 
sys.,  pump  to  res.;  stdp.  cap.,  80.000  gals.,  dim. 
12  z  80,  mat.  sti.;  rea.  cap.,  400,000  gala.;  8 
pump,  eng.,  class  dup.  ft  elec,  cap.  day  950,000 
gals.;  mains,  c.  i.,  5^  m.,  4  to  6  in.  dia.;  15  hyd.; 
prea.,  dom.  35  lbs.;  cons,  day,  150,000  gala.; 
cost,    $20,000;   wki.   owned  by   Oa 

CHARLOTTE,  p.  84,014;  f.  area,  1,408  a.;  mere, 
bldgs.,  bk.,  1  to  12  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 2  auto.  comb,  a  ft  h. 
wag.,  2  str.,  1  h.  ft  1.  trk.,  1  hose  wag.,  8  comb. 
c  ft  h.  wag..  1  chief's  buggy,  10  hrs.;  hose,  cot, 
rub.  lined,  gd.,  6,000  ft;  inf.,  500  ft;  tot  hose, 
6,500  ft.;  I.  al.,  elec,  52  bz.;  vaL  equip.,  $40,- 
000;  val.  bldgs.,  $25,000;  ezp.  dept,  $80,000; 
tot.  mem.,  21,  pd.  full  time. 

Water  Supply — Src,  Catawba  Riv.;  sya.,  grav., 
pump  to  res.  ft  to  stdp.;  stdp.  cap.,  715,000  gala., 
dim.  80  z  185;  res.  cap.,  60,000.000  gals.,  loc 
at  station;  7  pump,  eng.,  cap.  day  18.500,000 
gals.;  mains,  c.  i..  40  m.,  4  to  20  in.  dia.;  286 
hyd.;  230  v.;  4,175  met.;  4,190  serv.;  pipe,  lead 
ft  galv.  i.;  pres.,  dom.  40  to  85  lbs.,  f.  85  to  125 
lbs.;  cons,  day,  1.500,000  gals.;  cost,  $786,000; 
cost  mtce.,   $44,600;  wks.  owned  by  city. 

CLINTON,  p.  1,101;  f.  area,  600  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm,  in  f.  limits;  fwks.  ord. 
F.  dept — 1  gasoline  eng.,  1  hose  reel;  hose,  cot, 
gd.,  500  ft;  f.  aL,  bell;  val.  equip.,  $3,000; 
val.  bldgs.,  $300;  ezp.  dept,  $350;  voL;  undrs. 
rating,    fourth    clasa. 

Water  Supply — Src,  wells,  Mi  m.  bus.  cent; 
sys.,  dir.  pres.  ft  pump  to  stdp.;  stdp.  cap., 
75,000  gals.;  res.  cap.,  200,000  gals.;  8  pump, 
eng.,  cap.  day  175,000  gals.;  mains,  c  i.,  3H  m., 
6  to  10  in.  dia.;  45  hyd.;  30  v.;  pres.,  dom.  40 
to  50  Iba.,  f.  50  to  125  Iba.;  cost  $80,000; 
owned  by  city. 
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CONCORD,  p.  8,716;  f.  area,  460  a.;  mere, 
bldgfi.,  bk.,  1  to  4  Btor.;  priv.,  wd.,  2  ttor.;  wd. 
rfs.  not  pema.;  fwks.  Je  combt.  ord.;  caiuea  of  t 
inv.  F.  dept. — 1  comb,  c  &  h.  wag.,  1  c.  eng., 
2  c.  hand  ex.,  1  h.  ft  I.  trk.,  1  aer.  trk..  1  hose 
wag.,  1  hose  car.,  2  hrs.;  hose,  cot,  rub.  lined, 
gd.,  1.800  ft.:  inf.,  200  ft.;  tot.  boee,  2,000  ft; 
f.  al.,  bell;  vaL  equip.,  $4,000;  vaL  bldga.,  $2,000; 
tot  mem.,  46  voL 

Water  Supply — Src,  creek,  2  m.  city;  ays.,  grav. 
A  pmnp  to  8tdp.;  cona.  day,  600,000  gals.;  2 
elec.  pumpa. 

DAVIDSON,  p.   1,066.     No  f.  dept 

Water  Supply — Src.,  wella;  ays.,  pump  to  atdp.; 
Btdp.  cap.,  60,000  gala. 

DUNN,  p.  1,828;  f.  area,  1,400  ft  x  1,200  ft.; 
mere,  bldga.,  bk.  ft  wd.,  1  to  2  ator.;  priv.,  wd.,  1 
to  2  stor.;  wd.  rfs,  perm,  in  f.  area;  fwka.  « 
combt.  ord.;  causes  of  f.  inv.  P.  dept. — 8  hoae 
car.;  hose,  cot,  rob.  lined,  gd.,  2,000  ft;  inf.,  600 
ft;  tot  hose,  2,600  ft;  f.  al.,  bell;  val.  equip., 
$2,000;  tot  mem.,  24  vol.;  undra.  rating,  third 
class. 

Water  Supply — Src,  well,  1  m.  boa.  cent;  aya., 
pump  to  atdp.;  stdp.  cap.,  50,000  gala.;  res. 
cap.,  100,000  gals.;  78  hyd.;  pres.,  f.  60  Iba.; 
cost  $30,000;  wka.  owned  by  dty. 

DURHAM,  p.  18,241;  f.  area,  68  a.;  mere,  bldga.. 
bk.  k  stn.,  2  to  6  stor.;  priv.,  wd.,  bk.  ft  stn.,  2 
ft  8  stor.;  wd.  rfs.  not  perm,  in  f.  area:  fwka.  ft 
combt  ord.  F.  dept. — 2  str.,  1  h.  ft  1.  trk.,  2 
comb.  c.  ft  h.  wag.,   1  auto.  comb.  c.  ft  h.  wag., 

1  supply  wag.,  1  chiefs  buggy,  8  bra.;  hose,  cot, 
rob.  lined,  ird.,  6,600  ft;  f,  al.,  Gamewell,  88 
bx.;  val.  equip.,  $86,600;  val.  bldga.,  $80,000; 
exp.  dept,  $18,000;  tot  mem.,  26,  pd.  full  time.; 
undrs.  rating,  second  daas. 

Water  Supply — Src.,  riv.,  7%  m.  bua.  cent; 
aye.,  grav.  ft  dir.;  rea.  cap.,  3,600,000  gals.; 
loc.  6  m.  city;  1  aux.  res.  for  f.  service,  cap. 
210,000  gala.;  1  aux.  pump,  cap.  8,600,000  gala, 
day;  8  pump,  eng.,  cap.  day,  7,260,000  gala.; 
mains,  c.  i.,  40  m.,  4  to  20  in  dia.;  260  v.; 
220  hyd.;  met,  1,476;  8,860  serv.;  pipe.  galv. 
i.;  pres.,  dom.  65  to  76  lbs.,  f.  90  to  120  lbs.; 
cons,  day,  1,600,000  gals.;  wks.  owned  by  priv. 
Co. 

EAST  DURHAM,  p.  6,679;  mere  bldga..  bk.  ft 
wd.     F.  dept. — Hose,   1,700  ft;  f.  al.,  bell  ft  wh. 

Water  Supply — Src,  res.;  sys.,  pump. 

EDENTON,  p.  2,789;  f.  area,  100  a.;  mere, 
bidgs.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  8  hose  car.; 
hose,  cot,  rob.  lined,  gd.,  2,000  ft;  f.  al.,  bell 
ft  wh.;  tot  mem.,  00,  pd.  part  time  20,  vol.  70. 

Water  Supply — Src,  wella  ft  strm.,  Albemarle 
Boxmd;  sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  60,- 
000  gals.;  1  pump,  eng.,  class  comp.,  cap.  day, 
100,000.  gals.;  mains,  c.  i.,  7  m.,  4  to  8  in.  dia.; 
42  hyd.;  26  met.;  250  scrv.;  pipe,  c  i.;  pres., 
dom.  40  lbs.,  f.  110  lbs.;  cons,  day,  126,000  gala.; 
cost,  $20,000;  wks.  owned  by  city;  the  use  of  the 
Norfolk  ft  Southern  <R.  R.  Co.  water  aya.  is 
granted  for  emergency. 

ELIZABETH  CITY,  p.  8,412;  f.  area,  1,800  a.; 
mere  bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  combt.  ord.; 
causes  of  f.  inv.     F.  dept. — 2  str.,   1  h.  ft  1.  trk., 

2  hose  wag.,  2  hoae  car.,  8  hrs.;  hose,  cot,  rob. 
lined,  gd.,  8.200  ft;  f.  al.,  Oamewell,  14  bx.; 
val.  equip.,  $12,600;  val.  bldfrs.,  $10,000;  exp. 
dept,  $1,000;  tot.  mem.,  41,  pd.  full  time  1,  pd. 
part  time  4,  vol.  86. 

Water   Supply — Src,   riv.,    canals   ft  wells;    sys., 

?ump  to  stdp.;  stdp.  cap.,  276,000  gala.,  dim.  20  x 
6,  loc.  at  station,  mat.  stl.;  res.  cap.,  100,000 
gals.,  loc  1%  m.  city;  2  pump,  eng.,  class  dup., 
cap.  day  120,000  gals.;  mains,  c  i.,  14  m.,  4  to  10 
in.  dia.;  91  hyd.;  47  v.;  76  serv.;  pipe,  gal  v.  1.; 
pres.,  dom.  40  lbs.,  f.  100  lbs.;  wks.  owned  by  Co. 

ELM  CITY,  p.  660.  F.  dept — 1  hose  cart.  1 
hand  eng.,  200  ft  hose. 

ENFIELD,  p.  1,167;  f.  area,  640  a.;  mere  bldga., 
bk.  ft  wd.,  1  ft  2  Btor.;  priv.,  wd.,  1  ft  2  ator.; 
wd.  rfa.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
cauaea  of  f.  inv.  by  State  law.  F.  dept — 1  h.  ft 
I.  trk.,  2  hose  reela;  hoae,  cot.,  rob.  lined,  gd., 
400  ft;  f.  al.,  bell;  val.  equip.,  $1,600;  vaL 
bldgs.,  $8,000;  exp.  dept,  $1,190;  tot  mem., 
20   VOL 


IWat«r  Suppiy-^rc.,  large  wdla;  1  gaa.  og., 
1   hand   eng. 

FAYETTEVILLE,  p.  7,045;  f.  area,  160  a.;  mm. 
bldga.,  stn.  ft  bk.,  2  to  4  ator.;  piv.,  atn,  bk.  k 
wd.,  2  ator.;  wd.  rfa.  not  perm,  in  L  atea;  fwks. 
ft  combt  ord.;  cauaea  of  f.  inv.     F.  dept — 1  str., 

1  h.  ft  1.  trk.,  2  hoae  carta,  2  hoae  was..  2  fare.; 
hoae,  cot,  rub.  lined,  gd.,  2,600  ft;  uii.,  1,000 
ft;  tot  hose,  8,600  ft;  f.  al.,  bell;  vaL  eq«i]»., 
$10,000;  vaL  bldga.,  $7,600;  exp.  dept,  $1,400; 
tot  mem.,  40,  pd.  full  time  1,  pd.  part  time  SO, 
voL  0. 

Water  Supply — Src.  creek  ft  pond,  1  n.  bv. 
cent;  ays.,  pump  to  atop,  and  dir.;  stdp.  cap.,  105,- 

000  fl'ala.,  dim.  18  x  106,  mat  atL;  2  pomp.  eng.. 
cap.  day  1,760,000  gala.;  maina,  c  L,  7  dl,  4 
to  10  in.  dia.;  60  hyd.;  81  v.;  met,  60;  258  serv.; 
pipe,  galv.  L;  pres.,  dom.  86  Iba.,  f.  86  Iba.;  oott, 
$60,000;  cost  mtce.,  $1,600;  wka.  owned  by  Co. 

FOREST  CITY,  p.  1,800;  f.  area,  8  a.;  mere, 
bldga.,   bk.   ft  wd.,    1   ft    2   ator. ;.  priv.,  wd.,  1  & 

2  stor.;  wd.  rfa.  perm,  in  f.  area;  fwka.  ft  coxabt. 
ord.;    cauaea   of   x.    inv.      F.    dept. — 2   hose  reels. 

1  h.  ft  L  trk.;  f.  aL,  bell;  val.  equip.,  12.000; 
exp.  dept,  $80;  tot  mem.,  10,  pd.  part  time;  oodn. 
rating,    third    daas. 

Water  Supply— Src,  creek,  1  m.  bua.  cent;  lyi. 
pump,    dir.;    2    pump,    eng.,    cap.    day,    8,640,000 

KlIs.;   maina,   7,000   ft;    28  hyd.;   prea.,  dom.  &0 
a.,    f.     125     Iba.;     coat     $25,000;     coat    mtce.. 
$8,000;   wka.  owned  by  city. 

GASTON lA,  p.  6,760;  bldgs.,  bk.  ft  wd..  2  stor; 
wd.  rfa.  not  perm.;  no  fwlu.  ft  combt  ord.  F. 
dept — 2  hose  carta,  1  comb,  wag.,  1  c  eng.;  ho^t. 
cot,  rub.  lined,  gd.,  2,000  ft;  tot.  mem.,  18  vol; 
undra.  rating,  third  claaa. 

Water  Supply — Src,  creek,  2  m.  bua.  cent;  ttt^ 
pump  dir.;  rea.  cap.,  760,000  gala.,  loc  at  station; 
9  pump,  eng.,  cap.  day  6,820,000  gala.;  mains,  e. 
L,  8^  m.,  4  to  10  in.  dia.;  74  hyd.;  22  v.;  met, 
861;  706  serv.;  pipe,  wrt.  ft  galv.  L;  prea^  don. 
40  lbs.,  f.  80  Iba.;  cona.  day,  200,000  gaU.;  cost, 
$50,000:  wks.  owned  by  dty. 

GOLDSBORO,  p.  6,107;  f.  area,  850  a.;  mm. 
bldga.,  bk.,  1  to  5  ator.;  priv.,  wd.,  2  ator.:  vd. 
car.;  1  hra.;  hoae,  cot,  rob.  lined,  gd.,  1.000  ft; 
rob.,  gd.,  1,000  ft;  tot  hoae,  2,000  ft;  val  equip., 
$1,600;  tot.  mem.,  20  voL 

Water  Supply-— Sys.,  pump  to  atdp.  ft  dir.;  itdpi 
rfs.  not  perm,  in  f.  area;  fwka.  ft  eonbt  ord.: 
cauaes  of  f.  inv.  F.  dept — 1  atr.,  1  c  eng.,  14  e. 
hand  ex..  1  h.  ft  L  trk.,  4  hoae  wag.,  8  hose  car., 
5  hra.;  hoae,  cot,  rub.  lined,  gd.,  2,600  ft;  int. 
2.000  ft;  tot  hose,  4,500  ft;  f.  aL,  GameweU.  IS 
bx.;  val.  equip.,  $9,000;  vaL  bldga.,  $9,000;  exp. 
dept,  $1,600;  tot  mem.,  80,  pd.  fuU  time  7. 
voL  78. 

Water  Supply — Src,  riv.,  1^  m.  bua.  cent;  sr*-* 
pump  to  stdp. ;  stdp.  cap.  209.000  gala.,  dim.  18  x 
110,  mat.  iron;  res.  cap.,  86,000  gala.;  2  pomp, 
eng.,  cap.  day  2,000,000  gala.;  maina,  IS  m.,  0 
to  10  in.  dia.;  87  hyd.;  45  v.;  met,  600;  pres.. 
dom.  60  lbs.,  f.  80  to  200  Iba.;  cona.  day,  800,000 
gals.;  cost.  $80,000;  wks.  owned  by  city. 

GRAHAM,  p.  2,604;  f.  area,  00  a.;  mere  bldgs-. 
atn.,  bk.  ft  wd.,  1  to  8  ator.;  priv.,  wd.,  1^  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft  combt  ord: 
cauaes  of  f.  inv.  F.  dept. — 1  hand  eng.,  S  c 
hand  ex.,  2  hoae  carta;  boee,  cot,  rub.  lined,  gi^ 
2,000  ft;  f.  aL,  beU;  val.  equip.,  $25,800;  tot 
mem.,  80  voL 

W«tar  Supply — Src,  wella;  %  m.  bw.  eeat.: 
aya.,  pump  to  atdp.;  atdp.  cap.,  75.000  gal«.:  res. 
cap.,  100,000  gala.;  1  pump,  eng.,  cap.  daj\  750,000 
gala.;  maina.  7  m.;  4  to  8  in.  dia.;  41  h^'- 
100  met;  110  eerv.;  prea.,  dom.  70  Ibe..  t  S^ 
Iba.;  cona.  day,  75,000  gala.;  wks.  owned  by  priv. 
Co. 

GREENSBORO,  p.  15,805;  f.  area,  1.100  t.: 
mere  bldga.,  atn.  ft  bk.,  2  to  5  ator.;  priv.,  bk.  k 
wd.,  2  ator.;  wd.  rfa.  not  perm,  in  f.  area;  tvkt.  & 
combt  ord.;  cauaea  of  f.  inv.  F.  dept — 2  str..  1 
hand  eng.,  1  c  eng.,  12  c  hand  ex.,  1  aer.  trk.,  4 
hoae  wag.,  8  hoae  car.,  1  comb,  c  ft  h.  wag.,  1? 
hra.;  hoae,  cot,  rob.  lined,  gd.,  6,000  ft;  lat.  500 
ft.:  tot  hose.  6,600  ft:  f.  al..  bell.  24  bx.:  nl 
equip.,  $16,000:  val.  bldgs.,  $12,000;  exp.  dept. 
$6,000:  tot  mem.,  46,  pd.  full  tjne  8,  pd.  put 
time  2.  vol.   85. 

Water  Supply — Src,  creek  ft  apr.;  qra.,  pamp  to 
stdp.;  atdp.  cap.,  200,000  gala.;  res.  cap^.  2,000.- 
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000  ffala.;  pump,  en?.,  cap.  day  8,600,000  gala.; 
mains,  iron,  20  m.,  4  to  12  in.  dia.;  180  nyd.; 
70  v.;  600  serv.;  pres.,  dom.  66  lbs.,  f.  90  lbs.: 
cost,  $140,000;  coat  mtce.,  $12,000;  wka.  owned 
by  city. 

GREENVILLE,  p.  4,101;  f.  area,  IH  aq.  m.; 
mere,  bidga.,  bk.  &  wd.,  1  to  4  at  or.;  priv., 
bk.  &  wd.,  1  ft  2  ator.;  wd.  rfa.  not  perm,  in  f. 
area;  caosea  of  f.  inv.  P.  dept. — 1  etr.,  1  band 
cDg.,  2  c.  band  ex.,  1  comb,  c  ft  h.  wag.,  1  h.  ft 

1.  trk.,  1  bose  wag.,  6  bose  car..  3  bra.;  hoaa, 
cot.,  cub.  lined,  gd.,  8,000  ft.;  inf.,  600  ft;  tot. 
bose,  8,600  ft;  f.  al.,  bell,  2  bz.;  val.  equip., 
$10,000;  vaL  bidgs..  $6,000;  ezp.  dept.,  $600; 
tot.  mem.,  40;  pd.  full  time  1,  pd.  part  time  1, 
ToL   88. 

Watar  Supply — Src,  riv.,  %  m.  bus.  cent.; 
aya.,  dir.  pres.;  res.  cap.,  850,000  gals.;  2  pump, 
eng.,  class  dup.;  cap.  day,  750,000  gala.;  mains,  c 
L,  10  m.,  6  to  14  in.  dia.;  69  byd.;  87  t.;  prea., 
dom.  60  Iba.,  f.  80  to  120  lbs.;  wka.  owned  by 
city. 

HENDERSON,  p.  4,608;  f.  area,  80  a.;  bldga., 
bk.  ft  wd.,  1  to  8  ator.;  wd.  rfa.  perm.;  fwks.  ft 
combt.  ord.  F.  dept. — 1  b.  ft  1.  trk.,  2  boae  wag., 
3  hra.;  bose,  cot,  rub.  lined,  gd.,  2,600  ft.;  f. 
aL,  telp;  val.  equip.,  $6,000;  vaL  bldgs.,  $10,000; 
ezp.    depL,    $2,500;    tot.   mem.    42,   pd.    full   time 

2,  vol.    40. 

Watar  Supply — Src,  lake,  2  m.  bua.  cent;  aya., 
pump  to  stdp.;  stdp.  cap.,  172,000  gals.,  dim. 
15  z  180;  2  pump,  eng.,  claaa  comp.  dup.,  cap. 
day  1,000,000  gals.;  mains,  c.  i,  9  m.,  4  to  12 
in.  dia.;  100  byd.;  60  v.;  met,  400;  600  aerv.; 
pipe,  galv.  j.  ft  lead;  pres.,  dom.  60  lbs.,  f.  160 
lbs.;  cons,  day,  800,000  gals.;  coat,  $120,000; 
wka.    owned   by   Co. 

HENDERSONVILLE,  p.  2,818:  mere,  bldgs.,  bk. 
2  ator.;  priv.,  wd.,  1  ft  2  stor.;  fwks.  ft  combt.  ord. 
P.  dept — 1  h.  ft  L  trk.,  2  hose  reels;  bose,  cot, 
rub.  lined,  gd.,  8,000  ft;  f.  aL,  wb.;  tot  mem.,  10 

vol.  ^  . 

Water  Supply — Src.,  mountam  str.,  2  m.  bua. 
cent.;  sya.,  grav.;  res.  cap.,  4,000,000  gala.;  1 
pump,  eng.;  cap.  day,  512,000  gala.;  maina,  c. 
L,  «  m.,  2  to  8  in.  dia.;  -65  byd.;  '8  v.;  850 
met.;  550  serv.;  pres..  dom.  ft  f.  160  lbs.;  cost, 
$40,000;  wks.  owfled  oy  city. 

HERTFORD,  p.  1,841;  f.  area.  140  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  ft  2  ator.;  priv.,  wd.,  2  ator.; 
wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  b.  ft  1.  trk.;  f.  al., 
bell  ft  wh.;  vaL  equip.,  $7,600;  val.  bldga.,  $150; 
tot.  mem.,  20  voL 

Water  Supply — Src,  wella. 

HICKORY,  p.  8,716;  f.  area,  6  a.;  mere,  bldga., 
bk.,  2  to  4  ator.;  priv.,  stn.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  combt  ord.  F. 
<]ept. — 2  hose  wag.  with  ladders  ft  c  ex.,  6  hand 
ex.,  1  h.  ft  L  trk.,  8  hose  reels;  hose,  cot,  rub. 
lined,  gd.,  2,000  ft;  f.  aL,  belL 

Water  Supply — Src,  riv.,  3  m.  bua.  cent;  aya., 
pump  to  stdp.;  stdp.  cap.,  286,000  gala.,  dim.  20 
X  lOO  ft.  mat  stl.;  rea.  cap.,  90,000  gala.;  2 
pumps,  class  trip.;  maina,  c  L,  10  m.,  6  to  10 
in.  dia.;  100  byd.;  49  v.;  met.,  500;  pres.,  50 
Ube. ;  cons,  day,  76,000  gals.;  cost,  $105,000; 
wks.     owned    by    city. 

HIGH  POINT,  p,  9,625;  f.  area,  640  a.;  mere 
bldirs.,  atn.,  bk.  ft  wd..  1  to  8  stor.;  priv.,  wd.,  2 
ator.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 8  hose  wag.;  hoae,  cot, 
rob.  lined,  gd.,  8,000  ft;  f.  al.,  Gamewell;  tot 
mem.,  66  vol. 

Water  Supply — Src,  spr.  ft  riv.,  4H  «>•  5!"- 
cent.;  aya.,  pump  to  stdp.;  stdp.  cap.,  150.000 
Ksla.,  dim.  46  z  26;  2  pump,  eng.;  mains,  19  m., 
4  to  12  in.  dia.;  220  hyd.;  prea.,  dom.  60  Iba.,  f. 
90  lbs. 

MBRNCRSVIULE,  p.  1,1 2i8.  F.  dept— 1  c 
cnir.,  1  comb,  c  ft  h.  wag.,  c  hand  ex.,  1  hose 
wag  ;  ^«1.  equip..  $500;  val.  bldgs,,  $500;  tot 
mem.,    6   vol.      No  standard  water  supply. 

KINQS  MOUNTAIN,  p.  2,218;  f.  area,  %  «}•  m.; 
mere  bldgs.,  bk,  ft  wd.,  1  to  8  stor.;  priv.  bk.  ft 
wd.,  1  ft  2  Btor.;  wd.  rfs.  not  perm.  in.  f.  area; 
fwks.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept. — 
2  hose  wag.,  2  hose  reels,  8  laddera;  hose,  cot., 
rob.  lined,  gd.,  2,000  ft.;  f.  aL,  bell;  vaL  equip.. 
Sl.OOO;  val.  bldga.,  $500;  tot  menu,  14  voL; 
undrs.  rating,  third  daas. 


Water  Supply — Src,  wella,  2  m.  bua.  cent;  ays., 
pump  to  atdp.;  stdp.  cap.,  76,000  gala.,  dim.  22 
z  86  ft.,  matatL;  rea.  cap.,  50,000  gala.;  2  pumpa, 
class  centrif.,  cap.  day  600,000  gals.;  maina,  c  L, 
7  m.,  4  to  8  in.  dia.;  90  hyd.;  26  v.;  met.,  60; 
100  aerv.;  pipe,  galv.  i.;  pres.,  dom.  100  Iba.,  f. 
140  lbs.;  cost,  $60,000;  wks.  owned  by  city. 

KINGSTON,  p.  6,996;  f.  area,  20  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  8  ator.;  priv.,  bk.  ft  wd., 
2  stor.;  wd.  rfs.  not  perm,  in  i.  area;  fwka.  ft 
combt.  ord.;  causes  of  f,  inv.  F.  dept — 1  str., 
4  c  haztd  ez.,  1  h.  ft  L  trk.,  2  hoae  wag.,  1  hoae 
reel,  1  hirs.;  boae,  cot,  rub.  lined,  gd.,  2,'600  ft; 
inf.,  1,000  ft;  tot.  hoae,  8,500  ft.;  f.  aL,  Cteme- 
well,  18  bx.;  vaL  equip.,  $9,500;  valv  bldgs., 
$1,000;  ezp.  dept,  $1,200;  tot  mem.  49,  pd.  full 
time  3,  vol.  46. 

Watar  Supply — Src,  arteaian  wella,  1  m.  bua. 
cent;  sys.,  era  v.  ft  pump  to  stdp.;  stdp.  cap.,  150,* 

000  gals.,  dim.  16  z  110  ft,  mat.  iron;  rea.  cap., 
850,000  gala.;  2  pumpa,  cap.  day  2,000,000  gals.; 
maina,  c.  L,  18  m.,  4  to  10  in.  dia.;  92  hyd.;  60 
v.;  600  met.;  175  serv.;  pipe,  galv.  L;  pres.,  dom. 
55  lbs.,  f.  100  lbs.;  cons,  day,  80,000  gala.;  coat, 
$75,000;  wks.  owned  by  city. 

LAGRANGE,  p.  883.  F.  dept — 1  gaaolina  eng., 
1,000  ft.  hose,  voL 

LAURINBURQ,  p.  2,822;  f.  area,  600  a.;  mere 
bldflps.,  bk..  2  ft  8  ator.;  priv.,  pine,  1  ft  2  ator.; 
wd.  rfa.  perm.;  fwks.  ord.;  f.  inv.  F.  dept — 1 
comb,  c  ft  h.  eng.,  1  hose  car.;  boae,  cot,  gd., 
1,500  ft;  vaL  equip.,  $600;  vaL  bldga.,  $200; 
tot.  mem.,  40. 

Water  Supply — Src,  wells;  ^a.,  pump  to  stdp.; 
stdp.  cap.,  100,000  gals.;  2  dup.  pumps,  cap.  day 
144,000  gals.;  mains.  8  m.,  4  to  12  In.  dia.;  46 
hyd,;  prea.,  dom.  80  Iba.,  f.  126  lbs. 

LENOIR,  p.  3,864;  f.  area,  15  a.;  mere  bldga,, 
bk.,  1  to  8  ator.;  priv.,  bk.  ft  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt.  ord.;  cauaea  of  f. 
inv.  F.  dept. — 2  hand  eng.,  1  hoae  wag.,  1  hoae 
car.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft;  f.  aL, 
wb.;  val.  equip.,  $600;  val.  bldga.,  $200;  ezp. 
dept,  $40;  tot  mem.,  16  vol.;  undre.  rating,  third 
class. 

Watar  Supply — Src.  inpounding  dam.,  cap.  15,* 
000,000  gals.,  1  m.  bua.  cent.;  sys.,  grav.;  stdp. 
cap.,  50,000  gals.;  dim.,  24  x  60;  mat,  oonc  ft 
iron;  res.  cap.,  50,000  gals.;  mains,  13  m.,  4 
to  12  in.  dia.;  110  hyd.;  50  met;  350  serv.; 
pres.,  dom.  78  lbs.,  f.  185  lbs.;  cons,  day,  20,000 
gals.;   cost,   $80,000;   wks.   owned  by  city. 

LEXINGTON,  p.  6,000;  f.  area,  50  a.  F. 
dept. — 1  h.  ft  1.  trk..  2  hose  wag.;  val.  equip., 
$3,500;  exp.  d^t,  $1,820;  tot  mem.  32,  pd. 
full    time    2,    vol.    30. 

Water  Supply^-JSrc,  well,  1  m.  bus.  cent; 
sys.,  pump  to  stdp.;  2  pump,  eng.,  cap.  day 
864,000    gals.;    69    hyd.;    wka.    owned    by   city. 

LINCOLNTON,  p.  2,418;  f.  area,  1,000  a.; 
bidsfs..  bk.  ft  wd.,  8  stor.;  wd.  rfs.  not  perm.; 
fwks.  ord.  F.  dept — 1  hand  eng.,  4  hoae  reels; 
hose,  cot  lined,  gd.,  1,800  ft.;  f.  al.,  bell  ft  wh.; 
vaL   equip.,   $2,300;   tot.   mem.,    16   voL 

Water  Supply — Src,  wells,  1  m.  bus,  cent;  ays., 
pump  to  stdp.;  stdp.  cap.,  75,000  gals.,  dim.  20  x 
40  ft.  mat.  stl.;  res.  cap.,  884,000  gals.;  2  pumps, 
cap.  min.  1.000  gals.;  maina.  c.  L.  6  m.,  4  to  8 
in.  dia.;  50  hj'd.;  89  v.;  met,  50;  pres.,  dom. 
90  lbs.,  f.  150  lbs.;  cons,  day,  26.000  gala.;  coat, 
$35,000;  cost  mtce.,  $1,200;  wka.  owned  by  city. 

LITTLETON,  p.  1,162;  mere,  bldga.,  bk.  ft  wd. 
F.  dept. — 1  ladder  trk.,  1  c.  eng.,  bucketa  ft  lad- 
dera; f.  aL,  bell. 

Water  Supply — Src,  wella. 

LOUISBURG,  p.  1,775;  f.  area,  800  a.  F.  dept 
— 1  hose  wag.,  1  hose  reel;  vaL  equip.,  $3,000; 
val.  bldgs.,  $400;  ezp.  dept,  $900;  tot  mem.,  22 
vol.,   pd.   part  time   1. 

Water  Supply^^rc,  riv.,  %  m.  bus.  cent; 
sys.,  grav.;  stdp.  oap.,  800,000  gala.;  tcb.  cap., 
700,000  gals.;  1  pump,  eng.,  cap.  day  750,000 
gals.;  42  hyd.;  25  v.;  4  m.  mains;  pres.,  dom. 
48  lbs.,  f.  98  lbs.;  cons,  day,  100,000  gala.;  cost, 
$65,000;   cost  mtce.,  $1,800;  wks.  owned  by  city. 

LUiMeGRTON,  p.  2.230;  f.  area,  15,000  a.; 
mere,   bldgs.,  bk.  ft  wd.,   1  to  3  stor.;  priv.,  wdL, 

1  ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept— 1 
auto.   comb.  c.  ft  h.  wag.,  c  hand  ex.,   1  h.  ft  L 
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trie,  4  Hose  oarts,  2  hrs.,  2,500  ft.  hose;  f.  al., 
G«mewell,  12  bx.;  val.  equip.,  $10,000;  val.  bldgs., 
$1,000;  exp.  dept.,  $76;  tot.  mem.  20,  pd. 
full  time   2,  vol.    18. 

Water  Supply — Riv.  Lumber;  sya.,  tk.;  cap.,  66,- 
666  gals.;  2  pumps,  dup.,  cap.  144,000  gals,  day; 
mains,  2  m.,  6  to  8  in.  dia.;  80  hyd.;  pres.,  68  Iba. 

MARION,  p.  1,619;  f.  area,  40  a.  F.  dept— 2 
hose  reels,  1  hose  wag.,  1,000  ft.  bose;  val.  equip., 
$2,000;  val.  bldgs.,  ^650;  exp.  dept.,  $240;  tot. 
mem.,   14  vol. 

Water  Supply — Src,  riv.;  sys.,  grav.;  pump  cap. 
day,  600,000  gals.;  64  hyd.;  40  v.;  pres.,  dom.  76 
lbs.,  f.  76  lbs.;  cost,  $65,000;  cost  mtce.,  $800; 
wks.  owned  by  city. 

MAXTON,  p.  1,821.  F.  dept — 2  hose  carts, 
1,000  ft.   hose,  vol. 

MILTON,  p.  419;  bldgs.,  bk.  A  wd.,  1  ft  2  stor.j 
wd.  rfs.  perm.;  no  fwlu.  ord.  F.  dept— 1  hand 
eng.,  1  hose  car.;  hose,  linen,  gd.,  800  ft;  tot 
mem.,  80  vol. 

Water  Supply — Src,  2  large  dstens,  cap.  74,000 
gals.,  18  priv.  cisterns. 

MONROE,  p.  4,082;  f.  area,  660  a.;  mere, 
bldgs.,  bk.  k  wd.,  1  to  3  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  str.,  4  c  hand 
ex.,  1  h.  ft  I.  trk.,  1  hose  wag.,  4  hose  car.,  2 
hrs.;  hoee,  cot,  rub.  lined,  gd..  1,800  ft;  f.  al., 
wh.,  2  bx.;  val.  equip.,  $76,000;  val.  bldgs., 
$4,000;   tot.    mem.,    50   vol. 

Water  Supply — Src.  wells,  ^  m.  bus.  cent.; 
sys.,  dir.  pres.;  res.  cap.,  110.000  gals.;  3  pump, 
eng.,  cap.  day,  8.000,000  gals.;  mains,  c.  i.,  8 
m.,  4  to  8  in.  dia.;  56  hyd.;  met,  554;  654 
serv.;  33  v.;  pipe,  galv.  i.;  pres.,  dom.  60  lbs.,  f.  140 
lbs.;  cons,  day,  50,000  gals.;  cost,  $56,000;  cost 
mtce.,   $4,000;  wks.  owned  by  city. 

MOORESVItLE,  p.  8,400;  f.  area,  10  a.  F.  dept 
— 2  hose  reels,  2.750  ft.  hose,  2  cut-off  nozzles; 
val.  equip.,  $2,500;  tot  mem.,  21  vol.;  undrs.  rat- 
ing, third  clafis. 

Water  Supply — Src,  well,  1  m.  bus.  cent;  sys., 
compressed  air;  2  pump,  eng.,  cap.  day  100,000 
gals.;  roain^,  5,280  ft;  18  hyd.;  11  v.;  60  serv.; 
pres.,  dom.  60  lbs.,  f.  150  lbs.;  cost,  $15,000; 
wks,   owned  by  city. 

MOREHEAD,  p.  2,039;  f.  area,  300  a.;  mere 
bldgs.,  bk.  ft  cone,  1  to  3  stor.;  priv.,  wd.,  1  to 
8  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt  ord.:  causes  of  f.  inv.  F.  dept— '1  hand 
eng.,  1  45-np.  gasoline  eng.,  2  c.  hand  ex.,  1  h. 
ft  1.  trk.,  1  hose  wag.,  2  hose  reels,  1  hrs. ;  hose,  cot., 
rub.  lined,  gd.,  1,300  ft;  inf.,  350  ft;  tot  hose, 
1,650  ft;  f.  al.,  bell;  val.  equip.,  $5,215;  val.  bldgs., 
$3,000;  exp.  dept,  $1,200;  tot.  mem.,  80  vol.; 
undrs.  rating,  third  class. 

Water  Supply — Src,  wells;  sys.,  pump,  ft  gaso- 
line eng. 

MORQANTON,  p.  2,712;  combt  ord.  F.  dept. — 
1  h.  ft  1.  trk.,  8  hose  carts,  850  ft.  hose;  mem.,  20. 

Water  Supply — Src,  6  artesian  wells  ft  1  well 
res.,   cap.   250,000  gals.;  stdp.   cap.,  96,000  gals  ; 

1  pump;  mains,  4Vk   m.;   42  hyd. 

MT.  AIRY,  p.  3,844.  F.  dept. — 3  hose  carts,  1 
c  eng.,   18,000  ft.  hose;  members,   14,  part  pd. 

Witter  Supply — Src,  strm.,  2  m.  bus.  cent.: 
sys.,  pump  to  stdp.;  stdp.  cap.,  150,000  gals.; 
dim.,  24  x  45;  mat^  stl. ;  res.  cap.,  150,000  gals.; 

2  pump,  eng.,  class  trip.,  cap.  day,  575,000  gals.: 
mains,  6  m..  4  to  10  in.  dia.;  62  hyd.;  pres., 
dom.  45  to  do  lbs.,  f.  60  to  100  lbs.;  wks.  owned 
by  city. 

MURPHY,  p.  1,600:  f.  area,  1  m.  F.  dept— 4 
bose  reels,  1  n.  ft  1.  trk.,  1  hose  wag.;  f.  al.,  bell; 
vaL  equip.,  $2,150;  val.  bldgs.,  $600;  exp.  dept. 
$82;  tot  mem.,  18  vol. 

Water  Supply — Src,  dam,  1  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  190,000  pals.;  60  hyd.:  20  v.; 
pres.,  dom.  100  lbs.,  f.  150  lbs.:  cost,  $80,000; 
cost  mtce.,   $1,000;   wks.  owned  by  city. 

NEWBERN,  p.  9.061;  f.  area,  800  a.;  mere 
bldgs..  stn.,  bk.  ft  wd.,  1  to  3  stor.;  priv.,  stn.,  bk. 
ft  wd.,  1  ft  2  stor.;  wd.  rfs.  perm,  in  f.  area; 
combt  ord.:  causes  of  f.  inv.  F.  dept. — 2  str., 
hand  eng.,  2  h.  ft  1.  trk.,  8  hose  wag.,  6  hose  car., 
6  hrs.;  hose,  cot,  rub.  lined,  gd.,  4,000  ft;  inf., 
2.000  ft.:  tot.  hose.  6.000  ft;  f.  al..  Gamewell,  80 
bx.;  val.  enuin.,  $25,000:  val.  bldgs.,  $6,000; 
exp.  dept,  $5,000;  tot  mem.,  800  vol. 


Water  Supply — Src,  wells,  1  m.  but.  cent;  ^s., 
pump  to  stdp.  ft  dir.;  stdp.  o^..  180,000  f^, 
dim.  120  X  16;  2  pump,  eng.,  clase  comp.  dupi, 
cap.  day  2,000,000  gala.;  mains,  iron,  8  m.,  6  to 
12  in.  dia.;  76  hyd.;  met,  2;  885  serv.;  pres., 
dom.  60  lbs.,  f.  100  lbs.;  coat,  $75,000;  eost 
mtce.,  $3,500;  wks.  owned  by  city. 

NEWTON,  p.  2,816;  f.  area,  10  a.;  mere,  bldgs., 
bk.,  1,  2  ft  8  stor.;  priv.,  bk.  ft  wd.,  1  ft  8  stor.; 
wd.  rfs.  not  perm.;  fwks.  ord.  strictly  enforced. 
F.  dept. — 1  h.  ft  1.  trk.;  f.  aL,  bell;  val.  equip., 
$500;  val.  bldgs.,  $800;  exp.  dept,  $126;  tot. 
mem.,  26  vol. 

Water  Supply — Src,  wella  ft  elec  pumpe. 

NORTH  WILKESBORO,  p.  1,902.  F.  dept— 8 
hose  carta,  h.  ft  1.  wag.;  vol. 

Water  Supply — Src,  riv.;  «ya.,  pmnp  to  stdpi.: 
stdp.  cap.,   117,000  gala. 

OXFORD,  p.  8,018;  t  area,  420  m.;  mere,  bldgs., 
bk.,  1  to  8  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs. 
not  perm.;  fwks.  ft  combt  ord.;  causes  of  L  inv. 
F.  dept. — 1  comb,  c  ft  h.  wag.,  2  c  hand  ex.,  1 
hose  wag.,  1  h.  ft  L  trk.,  2  hoee  reels,  S  hn.; 
hose,  cot,  rub.  lined,  gd.,  2,500  ft;  f.  sL,  Game- 
well;  val.  equip.,  $6,000;  val.  bldgs.,  $7,000;  expi 
dept.,  $1,200;  tot  mem.,  27  vol.;  undrs.  rating; 
third  class. 

Water  Supply — Src,  wells,  %  m.  bus.  cent; 
sys.,  pump  to  res.  ft  to  tk.;  stdp.  cap.,  100,000 
gals.,  dim.  23  x  89,  mat  stl.:   2  rea.,  cap.  130.- 

000  gals.,  loc.  at  pump,  station;  8  pump,  eso^^ 
class  trip.,  cap.  day,  860,000  gals.;  mains,  c  l. 
88,000  ft.,  4  to  10  in.  dia.;  64  hyd.;  21  v.; 
875  met.;  414  serv.;  pres.,  dom.  ft  f.  60  lbs.;  eoK>. 
dAv,  80,000  gals.;  cost,  f 72, 000;  wka.  owned  by 
pnv.  Oo. 

PLYMOUTH,  p.  2,165;  f.  area,  1,800  a.;  mm. 
bldgs.,  bk.,  3  stor.;  priv.,  wd.,  2  stor.;  wd.  tit. 
not  perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept. — 1  auto,  str.,  2  hoee  wig.; 
hose,  cot.,  rub.  lined,  gd.,  1,000  ft;  f.  aL.  beTI 
ft  wh.;  >■&!.  eoulp.,  $2,200;  val.  bld^s.,   $150;  tcL 

Water  Supply — Src,  Roanoke  Rit.  ft  wells. 

RALEIGH,  p.  19,218;  f.  area,  1.400  a.;  mere 
bldgs.,  bk.,  2  to  5  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.;  caves 
of  f.  inv.  F.  dept — 2  auto,  wag.,  2  str.,  2  c 
hand  ex.,  1  h.  ft  1.  trk.,  3  hose  wag.,  8  hrs.;  hose, 
cot,  rub.  lined,  gd.,  4.000  ft;  f.  aL.  bell,  J* 
bx.;  val.  equip.,  $19,500;  vaL  bldgs..  $900;  txv 
dept,  $10,000;  tot  mem.,  100,  pd.  toll  time  24, 
pd.  part  time  12,  vol.  64. 

Water  Supply-^Src,  ^'Alnot  Orvek,  SH  d- 
bus.  cent;  sys.,  grav.,  pump  to  res.  to  stdp. 
ft  dir.;  stdp.  cap.,  100,000  gals.,  dim.  24  x  SO, 
loc  near  cent  of  city.  mat.  rock  ft  bk.;  im- 
pounding res.  cap.,  200,000,000  gala.:  ciistributing 
res.  cap.,  2,000,000  gals.;  3  pump,  eng.,  cltsi 
comp.  dup.,  cap.  day  8,000,000  gals.;  maisi. 
c  L,  86  ra.,  4  to  16  in.  dia.;  240  ib'd.;  340  t.; 
met,  1,050;  3,700  serv.;  pipe,  galv.  L;  pres.. 
dom.  50  lbs.,  f.  60  to  100  lbs.;  cons.  daj. 
1,800,000  gals.;  coet,  $475,000;  wks.  owned  Iff 
city. 

REIDSVILLE,  p.  4,828;  f.  area,  25  a.;  sere, 
bldga.,  bk.,  1  to  4  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  conri»t  «d.: 
causes  of  f.  inv.  F.  dept — 1  str.,  10  c  head 
ex.,  1  h.  ft  1.  trk.,  1  hose  wag..  2  hoee  ear..  I 
hrs.;  hose,  cot,  rub.  lined,  gd..  1,200  ft;  inf.,  500 
ft;  tot  hose,  1,700  ft;  f.  al.,  bell;  vaL  equip-. 
$10,000;  vaL  bldgs.,  $600;  exp.  dept,  $250;  tot. 
mem.,    9,   pd.    full  time. 

Water  Supply — Src.  wells,  2%  n.  baa.  ceet; 
sya.,  pump  to  stdp.;  atdp.  cap.,  75,000  gals.,  laat- 
stl.;  pump,  eng.,  class  comp.,  cap.  day  1,000,0^ 
gals.;  ma.ns,  c  L,  8  m.,  4  to  8  in.  dia.;  79  hy<L; 
68  v.;  met,  270;  826  aerv.;  pipe.  galv.  i;  r***^' 
dom.  51  lbs.,  f.  100  lbs.;  cons,  day,  66,000  gal*-: 
cost,  $80,000;  cost  mtce.,  $8,500;  wks.  owned  bf 
city. 

ROCKY  MOUNT,  p.  8,051;  f.  area,  50  a.:  men. 
bldgs..  bk.,  1  to  3  stor.;  priv.,  bk.  ft  wd..  8  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.     F.  dept — 1  str..  1  auto,  comfa.  c  ft  h.  wag., 

1  h.  ft  L  trk.,  2  hose  wag.,  2  hose  reels,  2  h».: 
hose,  cot.  rub  lined,  gd.,  3,500  ft.;  mb..  gi. 
300  ft;  inf.,  1,000  ft;  tot  hoee,  4.800  ft;  J- 
al.,  Gamewell.  32  bx.;  val.  equipc.  $20,000;  nl 
bldgs.,  $3,000;  exp.  dept,  $1,800:  tot  meoL.  5t 
pd.  full  time  2,  vol.  50;  undrs.  rating,  second  dan- 
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Water  Supply — Src.,  rir.,  7,700  ft.  bus.  cent; 
ays.,  pump  to  itdp.;  stdp.  cap.,  145,000  gals.,  dim. 
16  z  110,  mat.  iron;  8  pump,  eng.,  class  comp. 
dup.,  cap.  day  2,860,000  gala.;  mains,  c  i.,  16 
m.,  4  to  14  in.  dia.;  118  hyd.;  92  ▼.;  6S6  met; 
1,266  serv.;  pipe,  galv.  {.;  pres.,  dom.  85  to  45 
lbs.,  f.  100  lbs.;  cons,  day,  460,000  gals.;  wks. 
owned  by  city. 

ROXBORO,  p.    1,425;   mere,   bldgs.,  bk.   k  wd., 

1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm.;  causes  of  f.  inv.  F.  dept — 2  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  1,000  ft.;  f.  al.,  bell; 
tot   mem.,    20   vol.;   undrs.   rating,  third   class. 

Water  Supply — ^Src,  wells,  1^  m.  bus.  cent; 
sye.,  pump  to  stdp.;  stdp.  cap.,  75,000  gals.; 
res.  cap.,  88,000  gals.;  2  pump,  eng.,  cap.  day 
43,000  gals.;  mains,  c.  i.,  3^  m.,  4  to  10  in. 
dia.;  28  hyd.;  pree.,  dom.  67  lbs.,  f.  100  lbs.; 
CODS,    day,    20,000    gals. 

SALEM,  p.  5,533;  Winston-Salem  consolidated 
as   one   city. 

SALISBURY,  p.  7,158;  f.  area,  1,000  a.;  mere, 
bldga.,  wd.,  stn.  k  bk.,  2  to  8  Btt)r.;  priv.,  wd.,  1 
A  2  stor.;  wd.  rfs.  not  perm.;  fwks.  k  combt  ord. 
F.  dept — 1  auto.  comb.  c.  k  h.  trk.,  1  h.  ft  1.  trk., 

2  hose  wag.,  4  hrs.;  hose,  cot,  rub.  lined,  gd., 
8,000  ft.;  f.  al.,  bell;  val.  equip.,  $20,850;  val. 
bldgs.,  $7,000;  exp.  dept.,  $2,700;  tot  mem.,  20, 
pd.  full  time  2,  pd.  part  time  18;  undrs.  rating, 
second   class. 

Water  Supply — Src,  creek,  1%  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  240,000  gals.,  dim. 
20  X  100,  loc.  cent  city,  mat  wrt.  i.;  res.  cap., 
3,150,000  gals.;  8  pump,  eng.,  cap.  day  2,000,000 
gals.;  mains,  c.  i.,  12^  m.,  4  to  12  in.  dia.; 
100  hyd.;  65  v.;  met.,  729;  1,200  serv.;  pipe, 
iron;  pres.,  dom.  48  lbs.,  f.  85  lbs.;  cons.  day. 
860,000  gals.;  cost,  $90,000;  wks.  owned  by  city. 

SANFORO,  p^  2.282;  mere,  bldgs.,  wd.  k  bk.,  1 
St  2  stor.;  priv.,  wd.,  1  stor.;  wd.  rfs.  perm,  in 
f.  area;  fwka.  k  combt  ord.;  causes  of  f.  inv.  P. 
dept. — 2  c.  hand  ex.,  1  hose  wag.,  2  hose  ear.; 
hose,  cot,  rub.  lined,  gd.,  8,000  ft;  rub.,  gd.,  200 
ft;  tot  hose,  8,200  ft;  f.  aL,  bell;  vaL  equip., 
$2,500;  vaL  bldgs.,  $750;  ezp.  dept,  $226;  tot 
mem.,  20  vol. 

Water  Supply — Sre.,  creek,  8  m.  bus.  eent;  ays., 
pump  to  res.  k  stdp.;  stdp.  cap.  66,000  gals.,  dim. 
16  X  86,  mat  stl.;  res.  cap.,  200,000  gals.;  2 
pump,  enf-,  cap.  day  100,000  gals.;  malna,  c.  !., 
4  m.,  8  in.  dia.;  21  hyd.;  120  v.;  met,  60;  800 
■erv.;  pipe,  galv.  L;  pres.,  dom.  65  lbs.,  f.  76  lbs.; 
cons,  day,  75,000  gals.;  cost,  $80,000;  cost  mtce., 
$2,500;  wks.  owned  by  city. 

SCOTLAND  NECK,  p.  1,726;  f.  area,  4  blocks; 
mere,  bldgs.,  stn.,  bk.  k  wd.,  1  to  8  stor.;  priv., 
stn.,  bk.  k  wd.,  2  stor.;  wd.  rfs.  not  penn.  in  f. 
area;  fwks.  ord.;  causes  of  f.  inv.  P.  dept — 2  h. 
k  L  trk.,  1  rope  ladder;  f.  al.,  bell;  val.  equip., 
$200;  val.  bldgs.,  $400;  tot.  mem.,  16  voL;  undrs. 
rating,   fourth   dass. 

water  Supply — Src,  wells. 

SHELBY,  p.  8,127;  causes  of  f.  not  Inv.  F. 
dept — 12  c.  hand  ex.,  1  h.  ft  1.  trk.  with  ex.  lad- 
ders;  tot.  mem.,   20  vol. 

Water  Supply — ^Not  reported. 

8MITHFIELD,  p.  1,486;  f.  area,  12  a.  F.  dept 
— 1  c.  eng.,  1  hand  pump;  val.  equip.,  $800;  ezp. 
dept.,  $20;  tot.  mem.,  50  vol. 

Water  Supply — ^Waterwks.  to  be  installed. 

SOUTHERN  PINES,  p.  642.  F.  dept— 1  hand 
eng.^  1  h.  jc  1.  trk.,  8  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  1,000  ft;  f.  al.,  bell;  tot.  mem.,  18  vol. 

Water  Supply — Src,  spr.,  1%  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  80,000  gals.,  dim. 
30  X  22;  res.  cap.,  12K),000  gals.;  2  pump. 
en^.,  cap.  day  140,000  gals.;  mains,  c  i.,  6  m., 
4  to  8  in.  dia.;  48  hyd.;  12  v.;  268  serv.; 
fxres.,  dom.  k  f..  90  lbs.;  cons,  day,  60,000  gals.; 
cost   mtce.,    $2,500;    wks.    owned   by    city. 

STATESVILLE,  p.  4,599.  P.  dept—1  h.  k  I. 
trk.,  4  hose  wag.,  1  c  eng.,  8  hrs.;  hose,  cot, 
rub.  lined,  gd.,  8,500  ft;  tot.  mem.  82,  pd.  part 
time  2,  vol.   80;  undrs.  rating,  second  class. 

Water  Supply — Src,  spr.;  sys.,  pump  to  stdp.; 
stdp.  cap.,  150.000  gals.,  115  ft  nigh;  res.  cap., 
100,000,000  gals.;  2  pump,  eng.,  dass  dup.;  mains, 
12  m.,  4  to  10  in.  dia.;  74  hyd.;  pres.,  dom.  52  lbs. 

TARBORO,  p.  4,129;  f.  area,  46  a.;  mere  bldgs., 
bk.    k  wd.,   8   stor.;   priv.,  wd.,    2   stor.;   wd.   rfs. 


perm.;  fwks.  k  combt  ord.;  causes  of  f.  inv.  P. 
dept — 1  h.  k  I.  trk.,   1  hose  wag.,   8  hose  reels, 

1  hrs.;  hose,  cot,  rub.  lined,  gd.,  700  ft;  rub., 
gd.,  500  ft;  tot  hose,  1,200  ft;  f.  aL,  bell  k 
wh.;  val.  equip.,  $1,000;  val.  bldgs.,  $2,000;  exp. 
dept,  $700;  tot  mem.,  62  voL 

Water  Supply — Src,  wells,  ^  m.  bus.  cent; 
ays.,  grav.,  pump  to  res.  k  stdp.;  stdp.  cap.,  110,- 

000  gals.,  dim.  25  x  25,  mat  stl.;  2  pump,  eng., 
class  trip.,  cap.  day  720,000  gals.;  mains,  iron, 
4  m.,  4  to  8  in.  dia.;  48  hyd.;  met.,  202;  246 
serv.;  pipe,  galv.  i.;  pres.,  dom.  50  lbs.,  f.  60 
lbs.;  cost,  $84,000;  wks.  owned  by  city. 

WADESBORO.   p.    2,376.      F.    dept. — 1    c   eng., 

2  hose  wag.;  nose,  cot,  rub.  lined,  gd.,  1,200 
ft;   f.   al.,   telp.;   tot.   mem.,   20  vol. 

Water  Supply— Src,  wells,  %  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  75,000  gals.,  dim., 
125  X  20;  mat.,  stl.;  res.  cap.,  125,000  gals.;  2 
ptunp.  eng.,  cap.  day,  2,190,000  gals.;  mains,  c. 
i.;  4  m.,  4  to  8  in.  dku:  20  hyd.;  158  met.; 
400  serv.;  pres.,  dom.  65  lbs.,  f.  65  to  150  lbs.; 
cons,  day,  50,000,000  gala.;  wks.  owned  by  city. 

WARRENTOWN,  p.  807;  f.  area,  28  a.;  mere 
bldga..  bk.  k  wd.,  2  stor.;  priv.,  bk.  4c  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  k  combt.  ord.  P. 
dept. — 1  hand  eng.,  1  c.  hand  ex.,  1  h.  &  1.  trk.,  1 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  600  ft;  inf., 
500  ft;  tot  hose,  1,100  ft.;  f.  aL,  bell;  val. 
equip.,  $2,000;  val.  bldgs.,  $600;  exp.  dept,  $185; 
tot.  mem.,  50  vol. 

Water   Supply — Src,   cistern,   cap.    12,000   gala. 

WASHINGTON,  p.  6,211;  f.  area,  800  a.;  mere 
bldgs.,  bk.,  1  to  8  stor.;  priv..  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  k  combt.  ord.; 
causea  of  f.  inv.  P.  dept. — 1  str.,  1  h.  ft  L  trk., 
8  hose  wag.,  8  hose  car.,  8  hrs.;  hose,  cot,  rub. 
lined,  gd.,  3,800  ft;  f.  aL,  bell,  wh.  k  telp.;  val. 
equip.,  $10,500;  val.  bldgs.,  $7,600;  exp.  dept, 
$2,000;  tot.  mem.,  214,  pd.  full  time  8,  pd.  part 
time  6,  vol.  205. 

Water  Supply — Src,  wells,  %  m.  bus.  cent.; 
sys.,  pump  to  stdp.  k  dir.  to  mains;  stdp.  cap., 
100,000  gals.,  dim.  140  x  40,  mat  iron;  2  pump, 
eng.,  class  trip.,  cap.  day  600,000  gals.;  mains, 
c  i.,  9  m.,  4  to  14  in.  dia.j  70  hyd.;  62  v.;  240 
met;  600  serv.;  pipe,  galv.  i.;  pres.,  dom.  60  lbs., 
f.  125  lbs.;  cons,  day,  200,000  gals.;  cost,  $260,- 
000;  cost  mtce.,  $2,500;  wks.  owned  by  Co. 

WAYNESVILLE,  p.  2,008;  f.  area,  200  a.;  mere, 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 2  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  1,000  ft.;  f.  al.,  wh.;  vaL  equip., 
$1,000;  exp.  dept,  $75;  tot  mem.,  15  voL 

Water  Supply — Src,  spr.;  ays.,  grav.;  stdp.  cap., 
700,000  gals.,  dim.  75  x  100,  mat  stn.  ft  dirt;  res. 
cap.,  700,000  gals.;  mains,  iron,  2  m.,  0  in.  dia.; 
24  hyd.;  12  v.;  pres.,  dom.  80  lbs.,  f.  80  lbs.;  cost. 
$20,000;  cost  mtce.,  $900;  wks.  owned  by  ci^. 

WHITEVILLE,  p.  1,868;  f.  area.  200  a.  P.  dept 
— 1  comb,  eng.,  1,550  ft  hose;  vaL  equip.,  $1,100; 
exp.   dept.   $200. 

Water  Supply — Src,  wells  ft  datem;  aya.,  pump; 

1  pump;  cost,  $850;  wks.  owned  by  d^. 

WILMINGTON,  p.  25,748;  f.  area,  460  a.;  mere 
bldga.,  atn.,  bk.  ft  wd.,  1  to  10  ator.;  priv..  bk.  ft 
wd.,  1  to  3  ator.;  wd.  rfa.  not  perm,  in  f.  area; 
fwka.  ft  combt.  ord.;  causes  of  f.  inv.     F.  dept. — 

2  auto.  comb,  trk.,  8  str.,  1  e  eng.,  12  c  hand 
ex.,  2  h.  ft  1.  trk.,  4  hose  wag.,  16  hrs.;  hose, 
cot,  rub.  lined,  gd.,  5,000  ft;  rub.,  ffd.,  400  ft; 
inf.,  1.000  ft;  tot  hose,  6,400  ft;  f.  al.,  Game- 
well,  55  bx.;  vaL  equip.,  $46,000;  val.  bldgs., 
$50,000;  exp.  dept,  $35,000;  tot.  mem.,  37,  pd. 
full  time 

Water  Supply — Src,  riv.,  1%  m.  bus.  cent; 
aya.,  pump  to  atdp.  ft  dir.;  atdp.  cap.,  146,000 
gala.,  dim.  20  x  90,  loc  at  northern  end  of  city, 
mat.  stl.;  rea.  cap.,  1,150,000  gala.;  4  pump,  eng., 
cap.  day  8,750,000  gals.;  mains,  c  i.,  81%  m.,  4 
to  24  in.  dia.;  226  hyd.;  847  v.;  met,  1,800 
8,800  serv.;  pipe,  wrt  ft  galv.  i.;  pres.,  dom.  62 
lbs.,  f.  120  lbs.;  cons.  dav.  1,600,000  gals.;  coat 
$386,000;  cost  mtce,  $26,000;  wke  owned  by 
city. 

WILSON,  p.  6,717:  f.  area,  12  a.;  mere  bldga., 
bk.,  1  to  3  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt.  ord.;  cauaes  of  f.  inv. 
F.  dept. — 1  rtr.,  1  h.  ft  1.  trk.,  1  hose  wag..  8 
hose  reela,  2  hrs.;  hose,  cot,  rub.  lined,  gd.,  2,500 
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ft;  f.  aL,  Gamewell,  16  bx.;  Tal.  equip.,  $6,500; 
vaL  bldgs.,  $5,000;  ezp.  dept.,  $S,500;  tot.  mem., 
50  vol.;  undrs.  rating,  second  class. 

Water  Supply — Src,  strm.,  2  m.  bus.  cent.;  ays., 
pump  to  stdp.;  stdp.  cap.,  146,000  grals.,  dim.  15  x 
110,  loc  cent,  town,  mat.  iron;  4  pump,  eng.,  class 
stm.  it  trip.,  cap.  day  8,500,000  gals.;  maina,  c  L, 
14  m.,  6  to  12  in.  dia.;  100  hyd.;  660  met.;  660 
serv.;  pipe,  lead  Sc  galv.  L;  pres.,  dom.  44  lbs.,  f. 
150  lbs.;  cons,  day,  581,000  gala.;  cost,  $65,000; 
cost  mtce.«  $7,000;  wka.  owned  by  city. 

WINSTON-SlALEMpp.  17,167.  f.  area,  170  a.;  mere, 
btdgs..  bk..  1  to  5  stor.:  priv..  bk.  k  wd.«  1  to  4 
Btor.;  wd.  rfa.  not  perm,  in  f.  area;  fwka.  k  combt. 
ord.;  causes  of  f.  inv.  F.  dept, — 1  auto.  comb, 
pump,  eng.,  c.  &  h.  wag.,  4  str.,  6  c.  hand  ex., 
2  h.  dE  1.  trk.,  1  aer.  trk.,  6  hose  wag.,  2  hose 
reels.  16  hn.;  hose,  cot.,  rub.  lined,  gd.,  6,100 
ft.;  f.  al.,  Qamewell,  27  bx.;  val.  equip.,  $40,000; 


val.  bldp.,  $87,500;  exp.  dept.,  $18,000;  tot. 
mem.,  171,  pd.  full  time  9,  pd.  part  time  7,  vol 
155. 

Water  Supply — Src,  creeks,  2%  m.  bos.  ceat; 
sye.,  grav.  ^  pump  to  stdp.;  2  stdp.,  cap.  2,500,- 
000  gals,  k  1,500,000  gals.;  res.  cap.,  180,000,- 
000  gals.;  6  pump,  eng.,  cap  day,  0,750,000  nis.: 
mains,  c.  i.,  27  m.,  8  to  12  in.  dia.;  820  oyd.; 
8,500  serv.;  480  v.;  met.,  1.100;  pipe,  lead;  pres.. 
dom.  40  lbs.,  f.  100  to  150  lbs.;  cons,  day,  1,500,- 
000    gals.;    cost,    $800,000;    wks.    owned  by  dty. 

Places  with  a  population  of  1,000  or  more  hav- 
ing no  organized  iire  dept. — Bessemer.  BiysonCity, 
Oaroleen,  Chenrville,  Clayton,  iMayadan,  Btondlemia, 
Rockingham,  iRutherfordton,  SouChport,  'Wake  For 
est,    Weldon. 

Places  with  a  population  of  1.000  or  more  oot 
reported — ^Albemarle,  Hawnver,  Henrietta,  McArdco- 
viUe. 
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ABERCROMBie,  p.  850;  f.  area,  80  a.;  mere, 
bldgs.,  bk.  k  wd.,  1  to  3  stor.;  prIv.,  bk.  k  wd., 
1  £  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  k 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  c  eng., 
10  c.  hand  ex.,  1  hose  wag.,  1  hose  reel,  2  hrs.; 
hose,  cot.,  rub.  lined,  gd.,  800  ft.;  inf.,  200  ft.; 
tot.  hose,  500  ft.;  f.  al.,  bell;  val.  equip.,  $1,300; 
val.  bldgs.,  $900;  tot.  mem.,   21  vol. 

Water  Supply---Src,  well,  1  block  bua.  cent; 
ays.,  cistern,  cap.  10,000  gals.;  res.  cap.,  7,000 
gals.;  mains,  4,000  ft.,  2  in.  dia.;  pres.,  dom.  15 
lbs.,  f.  150  Iba.;  wka.  owned  by  priv.  Co. 

ARDOCH,  p.  271;  f.  area,  10  a.;  mere,  bldgs., 
wd.,  1  k  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.; 
no  fwks.  ord.  F.  dept. — 1  hand  eng.,  1  boae  car., 
1  hose  wag.:  hose,  gd.,  000  ft.;  val.  equip.,  $1,000; 
val.  bldga.,  $200;  undrs.  rating,  fourth  claaa. 

Watar  Supply---Src.,  large  arteaian  wells  in  bus. 
cent. 

BARTON,    p.    202.      F,    dept. — 2    c.    eng.;    val. 
equip.,  $1,500;  exp.  dept.,  $55;  tot.  mem.,  19  voL 
No  waterwka. 

BATHGATE,  p.  828;  f.  area,  20  a.;  mere,  bldgs., 
bk.  k  wd.,  2  ator.;  priv.,  wd.,  1%  stor.;  wd.  rfs. 
perm.;  fwka.  ord.;  f.  inv.  F.  dept. — 1  hand  eng., 
4  c.   ex.,   1  h.  &  1.  trk.,   1  liose  car.;  hose,  rub., 

gd.,  800  ft.;  f.  al.,  bell;  val.  equip.,   $1,000;  val. 
Idgs.,  $600;  exp.  dept.,  $160;  tot.  mem.,  40  vol.; 
undrs.  rating,  fourth  dasa. 

Water  Supply — Src,  Tongue  Riv. 

BIN  FORD,  p.  275;  mere  bldgs.,  bk.,  stn.  k  wd., 
1  4C  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  perm, 
in  f.  area;  fwks.  k  combt.  ord.;  causes  of  f.  inv. 
F.  d^t — 2  c.  eng.,  4  c.  hand  ex.,  1  auto,  trk.; 
hose,  cot.,  rub.  lined,  gd.,  100  ft.;  rub.,  gd.,  50  ft.; 
tot.  hose,  150  ft.;  f.  al.,  bell;  val.  equip.,  $900; 
val.  bldgs.,  $500;  tot  mem.,  16  vol.;  undrs.  rating, 
fifth  dasa. 

No  waterwka. 

BISMARCK,  p.  5,443;  f.  area.  3,000  a.;  bldgs., 
bk.  k  wd..  1  to  8  stor.;  wd.  rfa.  perm.;  fwks.  k 
combt   ord.     F.   dept — 1   c.   eng.,    2   c.   hand   ex., 

1  h.  ft  1.  trk.,  1  aupply  wag..  8  hose  car.,  hrs. 
hired;  hose,  cot,  rub.  lined,  go.,  2,000  ft;  linen, 
gd.,  800  ft:  inf.,  600  ft;  tot  hose,  8,400  ft.;  f. 
al.,  bell;  val.  equip.,  $5,000;  val.  bldgs.,  $2,500; 
exp.  dept,  $6,500;  tot  mem.,  85,  pd.  full  time  1, 
vol.  84;  undrs.  rating,  third  class. 

Watar  Supply— €rc,  Mo.  riv.,  2H  m-  bus.  cent; 
sys.,  grav.;  res.  cap.,  8.500,000  gals.;  2  pump,  eng., 
eap.  day  8,000,000  gfals.;  mains,  c.  i.,  25  m.. 
4  to  12  in.  dia.;  90  hyd.;  140  v.;  met,  600;  950 
serv.;  pres.,  dom.  ft  f.,  70  lbs.;  cons,  day,  700,000 
gals.;  cost,  $300,000;  cost  mtce.,  $24,000;  wks. 
owned  by  priv.  Co. 

BOTTINEAU,  p.  1,881.     F.  dept.— 1  b.  ft  L  trk., 

2  hose  reels,  2  c.  hand  ex.,  1  gasoline  eng.;  hose, 
c,  150  ft;  cot  jacket,  1,250  ft.;  tot.  hose,  1,400 
ft:  f.   al.,  telp.  ft  bell;  tot.  mem.,  26  vol. 

Water  Supply— Src.,  ciatem,  cap.  600  bbls. 

CANDO,  p.  1,882;  f.  area,  200  a.;  mere,  bldga., 
wd.,  3  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm,  in 
f.  area;  causes  of  t  inv.  F.  dept. — 1  str.,  20  c. 
hand  ex.,  8  hoae  carta;  hose,  cot,  rub.  lined,  gd.. 


2.000  ft;  f.  al.,  bell;  val.  equip.,  $85,000;  viL 
bldgs.,  $8,000;  tot  mem.,   45  voL 

Water  Supply — Src,  8  wells,  V&  m.  boa.  cent; 
sye.,  pump  to  res.;  res.  cap.,  44,800  gala.;  1  pump, 
eng.,  cap.  day  172,800  gals.;  mains,  c  L,  3  no..  4 
to  8  in.  dia.;  22  hyd.;  10  v.;  •150  serv.;  150  met; 
pres.,  dom.  ft  f.,  45  lbs.;  cons,  day,  20,000  gala-; 
cost,  $14,000;  cost  mtce.,  $1,000;  wksL  owned 
by  city. 

CARRINQTON,  p.  1.217;  bldgs.,  frame  ft  bk. 
F.  dept — 1  h.  ft  1.  trk.,  1  hose  cart,  1  gasoline 
eng.,  2  c  eng.;  hose,  1,000  ft;  f.  aL,  bdl;  tot 
mem.,  85  voL 

Water  Supply — Src,  well,  4  m.  hos.  cent:  sys.. 
pump  to  stdp.;  stdp.  cap.,  175,000  gala.;  to. 
cap.,    64,600   gals.;    1   pump,   eng.,    cap.   day   105.- 

000  gals.;  mains,  8H  m.,  4  to  8  in.  dia.;  55 
hyd.:  <S0  v.;  110  met;  pnsa.,  dom.  40  lbs.,  t 
90  lbs.;  cons,  day,  40,000  gala.;  oost,  $90,000; 
cost  mtce..   $2,000.;  wks.  owned   bj   ci^. 

CASSELTON,  p.  1.568;  f.  .are*,  500  a.;  mert. 
bldgs..  bk.  ft  wd.,  1  ft  2  stw.;  priv.,  wd.,  IH  ^  - 
star.;  wd.  rfa.  not  perm,  in  f.  area;  causes  of  L  inv. 
F.  dept — 2  ffasoline  eng.,  1  c  enar.,  4  c  hsuKl  ex., 

1  h.  ft  1.  trk.,  1  hose  wag.,  2  nose  carts;  hose, 
cot,  rub.  lined,  gd..  2,500  ft;  rub.,  gd.,  150  ft; 
inf.,  500  ft;  tot  hose,  8,160  ft;  f.  aL.  beD  ft 
wfa.;  vad.  equip.,  $8,500;  val.  bldgs.,  $4,000;  ezp. 
dept.  $300;  tot  mem.,  57  voL;  undis.  rating, 
fourth  dasa. 

Water  Supply — Src,  wells. 

CAVALIER,  p.  652;  f.  area,  180  s.;  mere  bMga, 
bk.  ft  wd.,  1  ft  2  ator.;  priv.,  wd.,  1%  stor.;  wtL 
rfa.  perm,  in  f.  area.  F.  dept — 1  nsoline  eac., 
1  c.  eng.,  2  hose  car.;  hose,  gd.,  2,800  ft;  L  al- 
bell;  val.  equip.,  $5,000;  val.  bldcs.»  $2,000;  op. 
dept,  $750;  tot  mem.,  26  voL 

Water  Supply— Src,  riv.,  400  ft.  bva.  cent;  res. 
cap.,  1,050  bbls.;  pump,  eng.,  cap.  SO  gala,  bib.; 
cost,    $3,500. 

COOPERSTOWN,  p.  1.010;  f.  area,  40  a.;  sktc 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  piiv.,  wd.,  2  stor.: 
wd.  rfs.  perm,  in  f.  area;  fwka.  ord.;  caoses  of 
f.  inv.  F.  dept — 2  str.,  2  c  eng.,  6  c  band  «.. 
1  h.  ft  1.  trk.,  3  hose  car.;  hose,  oot,  nib.  lised. 
gd.,  2,500  ft;  inf.,  2,600  ft;  tot  hose.  5,000  ft: 
f.  al.,  bell;  v«l.  equip.,  $10,000;  vaL  bldga.,  $3,000; 
exp.   dept.   $500;   tot  mem.,  S5   vol. 

Water  supply — Src,  5  large  dstema,  cap.  1,500 
bbls.  each;  coat,  $4,000, 

CROSBY,  p.  600;  f.  area,  60  «.;  mere  bMgu 
bk.  ft  wd.,  1  ft  2  ator.;  priv.,  bk.,  atn.  ft  wd..  1 
ft  2  stor.;  wd.  rfa.  perm,  in  1  area;  fwka^  ft  coobt 
ord.;  cauaes  of  f.  Uiv.  F.  dept — 1  str.,  2  kose 
reels,  1  h.  ft  1.  trk.;  hose,  cot,  rtib.  lined,  fi* 
1.500  ft;  f.  al.,  bell;  val.  equip.,  $2,500;  vtl 
bldffs..  $1,500;  tot  mem.,  80  vt^ 

Water  Supply — ^Not  reported. 

CRYSTAL,  p.  876;  f.  area,  160  a.;  mere.  Udgv, 
bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  xfR- 
perm.;  fwks.  ord.  F.  dept — 1  gmsolinc  CBg..  1 
hose  car.  ft  laddera;  hose,  linen,  gd.,  1,400  ft: 
poor,  200  ft;  tot  hose.  1.600  ft.;  f.  aL,  bcC: 
val.  equip.,  $4,000:  val.  bldca.,  8700:  exp.  d<f%-. 
$100;  tot  mem.,  40  voL;  undrs.  nting,  third  das*. 
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W«Ur  Supply — Src.,  Park  Riv.,  800  ft.  but. 
cent.;  ayt..  pump,  to  tank,  cap.  800  bbls.;  coat, 
1 4,000;  wiEs.  owned  by  city. 

DEVIL'S  LAKE,  p.  6,157;  f.  area,  560  a.;  mere, 
bldgs.,  bk.,  1  to  4  ator.;  priv.,  wd.,  2  itor.;  wd. 
rfs.  not  perm.;  combt.  ord.;  eaueea  of  f.  inw.  F. 
dept — 1  str.,  1  c.  eng.,  1  h.  &  1.  trk.,  1  bose  wag., 
2  hra.;  hoae,  cot,  rub.  lined,  gd.,  2,000  ft;  f.  al., 
beU  &  wh.;  vaL  equip.,  $7,600;  val.  bldgs.,  fl6,- 
000;  exp.  dept.,  $8,000;  tot.  mem..  28  vol. 

Water  Supply — Src,  artesian  well;  sys.,  pump  to 
stdp.;  stdp.  cap.,  50,000  gala.;  2  res.,  cap.  192,000 
gals.;  2  pump,  eng.;  mains,  6  m.,  4  to  10  in.  dia.; 
71  hyd.;  wks.  owned  by  Western  Utilities  Corpn. 

DICKINSON,  p.  8,678;  mere,  bldgs.,  wd.,  1  &  2 
ator.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not  perm.;  fwks. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  str.,  4  c.  hand 
ex.,  1  h.  ft  1.  trk.,  2  faose  carts;  hose.  coL,  rub. 
lined,  gd.,  1,400  ft.;  inf.,  800  ft;  tot  hose,  1,700 
ft:  f.  al.,  wh.;  val.  equip.,  $4,000;  tot  mem.,  82 

Water  Supply — Src.,  wells,  1  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  oap.,  100,000  gak.;  well 
cap.,  50,000  gals.;  res.  cap.,  94,000  fals.;  2 
pumps,  class  trip.;  cap.  day,  1,880,000  gals.; 
mains,  6  m.,  6  to  8  in.  dia.;  80  hyd.;  88  t.;  804 
met;  308  aerv.;  pres.,  dom.  74  lbs.,  f.  86  lbs.; 
cona^  day,  120,000  gUM.;  cost,  $76,000;  cost  mtce., 
$4,800;  wka.  owned  by  city. 

DOUGLAS,  p.  200;  f.  area,  15  a.;  mere,  bldgs., 
bk.,  atn.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.;  causea 
of  f.  inv.  F.  dept. — 2  c.  eng.,  12  c.  hand  ex.,  I 
h.  ft  1.  trk.;  hose,  rub.  lined,  gd.,  150  ft;  f.  al., 
bell;  val.  equip.,  $850;  tot  mem.,  82  vol.;  undxs. 
rating,  flftn  class. 

No  waterwks. 

DRAYTON,  p.  687;  f.  area,  40  a.;  mere,  bldgs., 
bk.  ft  wd.,  2  stor.;  priv.,  wd.,  1%  ft  2  stor.;  no 
fwks.  ft  combt  ord.;  cauaes  of  f.  inv.  F.  dept.— 1 
atr.,  ^  c.  eng.',  1  h.  ft  I.  trk.,  2  hoee  car.;  hoae, 
cot.,  rub.  lined,  gd.,  1,200  ft.;  rub.,  gd.,  800  ft; 
tot  hoae,  2,000  ft;  f.  ol.,  bell;  val.  equip.,  $8,650; 
val.  bldgs.,  $-1,200;  exp.  dept,  $400;  tot  mem., 
25    vol.;    undra.    rating,    third    daaa. 

EDOEL£Y,  p.  7'49;  f.  area,  100  a.;  mere,  bldga., 
wd.  ft  bk.,  1  ft  2  abor.;  pdv.,  wd.,  1  ft  2  stor.; 
wd.  rfa.  not  pt;rm.  in  f.  area;  fwka.  ft  combt.  ord.; 
causea  of  f.  inv.  F.  dept — 1  h.  ft  I.  trk.,  1  c 
en^.,  2  hose  carta;  hoae,  cot.  1,500  ft;  f.  al., 
bell;  val.  equip.,  $2,500;  val.  bldga.,  $1,200;  tot 
mem.,  25  vol.;  undra.  rating,  thxrd  claaa. 

Water  Supply — Src.,  artesian  wells;  mains,  ^ 
m.;  1  pump,  eng.;  4  hyd.;  pres.,  40  lbs.;  cost 
$6,000;  wka.  owned  by  dty. 

ELLEN  DALE,  p.  1,889;  mere,  bldga.,  bk.  ft  wd., 
1  ft;  2  ator.;  priv.,  wd.,  2  ator.;  wd.  rfa.  perm.; 
no  fwka.  ord.;  org.  f.  co.,  25  vol.;  undra.  rating, 
third  claaa. 

Water  Supply — Src,  artesian  wells;  ays.,  grav.; 
pipe,  %  m.,  4  to  6  in.  dia.;  18  hyd.;  26  trapa; 
pres.,  110  Iba.;  coat,  $8,000;  wka.  owned  by  town. 

ENDERLIN,  p.  1,540.  F.  dept. — 1  c.  eng.,  2 
hose  casts,  2,000  ft  hoae;  f.  aL,  bell;  tot  mem., 
20  vol. 

Water  Supply— Src,  welle,  %  m.  bua.  cent.; 
sjM.*  pump  to  «tdp.;  stdp.  cap.,  120,000  gal«.; 
mains,  c  i.,  8^6  m.;  49  hyd.;  20  v.;  .125  met; 
pres..  dom.  45  to  50  lbs.,  f.  1'50  Iba.;  cona.  day, 
12»O00  gala.;  wka.  owned  by  city. 

FARGO,  p.  14,881;  f.  area,  28,000  a.;  mere, 
bldgra.,  bk.,  cem.,  atn.,  cone,  ft  iron,  2  to  5  ator.; 
priv.,  wd.,  bk.  ft  cem.,  2  stor.;  wd.  rfs.  not 
perm.;  fwka.  ft  combt.  ord.  F.  dept. — 1  atr.,  10  c 
hand  ex.,  1  h.  ft  I.  trk.,  1  aer.  trk.,  1  hoae  wag., 
1  hoae  wag.  in  reserve,  12  hra.;  hoae,  cot,  rub. 
lined,  gd.,  6,000  ft.:  f.  al.,  Gamewell,  82  bx.;  val. 
equip.,  $28,400;  val.  bldgs.,  $29,000;  exp.  dept, 
#20,000;  tot  mem.,  19,  pd.  full  time;  undra.  rat- 
ine, second  daas. 

VVater  Supply — Src,  riv.,  1  m.  bus.  cent;  sys.» 
pump  dir.;  2  pump,  eng.,  class  comp.  dup.  ft  quad., 
oap.  day,  7,000,000  gals.;  maina,  c  L,  85  m.,  4 
to  18  in.  dia.;  425  hyd.;  125  v.;  met,  180;  2,850 
serv.;  pipe,  lead  ft  iron;  pres.,  dom.  45  Iba.,  f.  75 
to  100  Iba.;  cona.  day,  2,600,000  gala.:  cost  $225,* 
000;   cost  mtce.,   $58,000;   wka.  owned  by  city. 

FLAXTON,  p.  801;  f.  area,  40  a.;  mere  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd..  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwka.  ft  combt 
ord.;  causes  of  f.  inv.     F.  dept — 1  str.,  1  h.  ft  I. 


trk.,  c.  hand  ex.,  hose  reels;  hose,  cot,  rub.  lined, 

§d.,  1,300  ft;  f.  al..  bell;  val.  equip.,  $2,600;  vaL 
Idgs.,  $400;  tot.  mem.,  85  vol. 
Water  Supply-— 9rc.,   ciatern,    1   block  bua.   cent. 

GACKLE,  p.  800.  F.  dept — 12  c  hand  ex.,  1 
h.  ft  1.  trk.;  val.  equip.,  $600;  val.  bldgs.,  $160; 
tot.  mem.,  81  vol. 

No  waterwks. 

GLEN  ULLIN,  p.  971;  f.  area,  820  a.;  mere 
bldgs.,  bk.  ft  wd.,  1%  ft  2  stor.;  priv.,  wd.,  1^  ft 
2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  cauaes  of  f.  inv.  F.  dept — 1  str.,  1  c 
eng.,  12  c.  hand  ex.,  1  h.  ft  L  trk.,  2  hose  reels; 
hose,  cot,  rub.  lined,  gd.,  1,800  ft;  inf.,  300  ft; 
tot  hoae,  2,100  ft.:  f.  al.,  bell;  vaL  equip.,  $8,- 
500;  val.  bldga.,  $1,000;  exp.  dept,  $50;  tot 
mem.,  72  vol.;  undn.  rating,  fourth  class. 

Water  Supply — ^Not  reported. 

QRAFTON,  p.  2,289;  f.  area,  460  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1 
ft  1%  stor.;  wd.  rfs.  not  perm,  in  f.  krea;  fwka. 
ft  combt.  ord.;  cauaea  of  f.  inv.  F.  dept — 1  h.  ft 
L  trk.,  8  hoae  car.;  hoae,  cot,  rub.  lined,  gd., 
1,850  ft;  inf.,  1,200  ft;  tot  hoae,  8,050  ^t; 
f.  al.,  bell  ft  wh.;  val.  eauip.,  $4,000;  val.  bldga., 
$1,500;  tot.  mem.,  60  vol. 

Water  Supply — Src,  wells,  600  ft.  bus.  cent.; 
sys.,  pump  dir.;  pump.  eng..  cap.  day  37,200  gals.; 
maina,  2  m.,  4  to  8  in.  dia.;  86  hyd.;  18  v.;  84 
serv.;  pres.,  dom.  10  Iba.,  f.  180  Iba.;  coat,  $27,- 
000;  coat  mtce.,  $8,000;  wka.  o^ed  by  city. 

GRAND  rORKS,  p.  12,478;  f.  area,  89^  a.; 
mere,  bldga.,  bk.,  2  to  5  stor.;  priv.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft  combt 
ord.;  cauaes  of  f.  inv.  F.  dept. — 1  str.,  1  h.  ft  1. 
trk.,  6  c  hand  ex.,  2  hose  waff.,  1  h.  ft  c  wag., 
6  hra.;  hoae,  cot,  rub.  lined,  gd.,  5,500  ft;  f.  al., 
Oamewell,  81  bx.;  val.  equip..  $20,000;  vaL  bldg^., 
$80,000;  exp.  dept,  $18,000;  tot  mem.,  18,  pd. 
fuU  time  9,  pd.  part  time  9. 

Water  Supply — Src,  Red  Lake  Riv.,  1  m.  bus. 
cent;  ays.,  pump  to  res.;  res.  cap.,  2,500,000  gals.; 
8  pump,  eng.,  daaa  trip.,  creas  comp.  ft  comp. 
dup.,  cap.  day  7,000,000  gals.;  mains,  iron,  24  m., 
6  to  16  in.  dia.;  285  hyd.;  1,800  met;  2,200  serv.; 
pipe,  galv.  i.  ft  lead;  pres.,  dom.  40  lbs.,  f.  110 
Iba.;  cona.  day,  1,000,000  gala.;  cost,  $871,787; 
wka.  owned  by  city. 

HAMILTON,  p.  260;  f.  area,  16  a.;  mere  bldga., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  2 
ator.;  wd.  rfs.  perm,  in  f.  area;  no  fwka.  ft  combt 
ord.;  causea  of  f.  inv.  F.  dept — 1  hand  eng.,  1 
hoae  reel;  hoae,  cot.,  rub.  lined,  gd.,  600  ft;  f. 
aL,  bell;  val.  equip.,  $1,600;  val.  bldga.,  $200; 
exp.  dept,  $16;  tot.  mem.,  80  vol. 

Water  Supply — ^Not  reported. 

IHANKIN30N,  p.  1,508.  F.  dept.^1  c  eng.,  2 
hose   carte,   1   h.  ft  1.   trk.;   hose,   cot,   rub.   lined, 

?:d.,  «1,260  ft;   inf.,   600   ft;  tot  hoae,   1.750   ft; 
.  al.,  bell,   4   bx.;  val.  bldga.,  $6,000;   tot.   mem., 
80  vol. 

HARVEY,  p.  1,448.  F.  dept— 1  h.  ft  1.  trk., 
2  c.  eng.,  1  hoae  cart.  1  hoae  wag.;  hoae,  cot 
Jacket,  gd.,  1,000  ft;  f.  al.,  bell;  tot  mem.,  40  vol. 

Water  Supply — Src,  Sheyenne  Riv.;  aya.,  pump 
to  atdp.;  stdp.  cap.,  60,000  gala.;  1  pump,  eng.; 
maina,  4  to  6  in  dia.;  41  hyd. 

HATTON,  p.  800;  f.  area,  200  a.;  mere,  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  to  8 
ator.;  wd.  rfs.  are  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept — 1  comb, 
c  ft  h.  wag..  4  c  hand  ex.,  1  c.  eng.,  1  hoae  wag., 

1  h.  ft  I.  trk.;  hose,  cot,  rub.  lined,  gd.,  800  ft; 
f.  al.,  bell;  val.  equip.,  $2,000;  val.  bldgs.,  $5,000; 
exp.  dept,  $100;  tot.  mem.,  80  vol.;  undra.  rating, 
fifth  daas. 

Water  Supply — ^Not  reported. 

HETTINGER,  p.  900;  f.  area.  160  a.     F.  dept — 

2  c  eng.,  50  c  hand  ex.;  hoae,  rub.  lined,  gd., 
100  ft;  inf.,  60  ft;  tot  hoae.  160  ft;  f.  ah. 
bell;  val.  equip.,  $500;  val.  bldga.,  $1,000;  tot 
mem.,  86  vol.;  undra.  rating,  fifth  daaa. 

No  waterwka. 

HILLSBORO,  p.  1,237;  f.  area.  250  a.;  mere 
bldga.,  bk.,  2  ator.;  priv..  wd.,  1^  ator.;  wd.  rfa. 
perm,  in  f.  area;  fwka.  ft  combt.  ord.;  cauaes  of 
f.  Inv.  F.  dept. — 1  str.,  86  c  hand  ex.,  1  h.  ft 
1.  trk.,  2  hoae  carts;  hose,  cot,  rub.  lined,  gd., 
1,600  ft;  inf.,  400  ft.;  tot  hose,  2.000  ft;  f.  aL. 


c-274 


FIRE  DEPARTMENTS  AND  WATER  SUPPLY— NORTH  DAKOTA. 


bell  ft  wh.;  vtL  equip.,  $6,000;  val.  bldgs.,  92,600; 
exp.  dept.,  $500;  tot.  mem.,  60  vol. 

Water  Supply — Src,  wells  ft  cisterns,  large  tk. 
100   ft.  high  with  water  mains  all  over  town. 

IHOORLE,  p.  175;  f.  «rea.  5  a.;  mere,  bldgs., 
bk.,  II  stor.;  priv.,  wd.,  2  stor. ;  wd.  rfe.  perm,  in 
f.  arcs;  no  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — '1  comb.  c.  ft  h.  wag.,  1  hose  wag.;  hose, 
cot.,  Tub.  lined,  gd.,  600  ft.;  f.  al.,  bell;  ral. 
equip.,  $'1,500;  exp.  dept.,  $50;  tot.  mem.,  15  vol. 

Watar  Supply — Src,  cisterns  ft  riv.,  in  c«it.  bus. 
dist. ;  Bvs.,  pump;  2  cisterns,  cap.  700  gals.;  cost 
mtce.,  $200;  wks.  owned  by  city. 

HOPE,  p.  009;  f.  area,  10  a.;  mere,  bldgs.,  bk., 
stn.  ft  wd.,  1  ft  2  stor.;  prIv.,  bk.,  stn.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  c. 
eng.,  1  h.  ft  1.  trk.,  8  hose  reels;  hose,  cot.,  rub. 
lined,  gd.,  2,000  ft.;  f.  al.,  bell;  val.  equip.,  $8,- 
600;  val.  bldgs.,  $1,000;  exp.  dept.,  $100;  tot. 
mem.,   48;  pd.  full  time  2,   46  vol. 

No  waterwks. 

JAMESTOWN,  p.  4,868;  f.  area,  640  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  stn., 
bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 6  c.  hand  ex.,  1 
h.  ft  1.  trk..  1  hose  wiag.,  2  hose  car.,  2  hrs.;  hose, 
cot,  rub.  lined,  gd.,  2,200  ft.:  f.  aL,  bell  ft  wfa.; 
val.  eouip.,  $8,000;  val.  bldgs.,  $10,000;  exp. 
dept.,  $1,800;  tot.  mem.,  66  vol. 

Water  Supply— Src.,  4  wells,  in  bus.  cent.:  ays., 
grav.  ft  pump  dir.;  etdp.  cap.,  180,000  gals.:  2 
pump,  eng.;  clasa,  oentrix.  ft  trip.;  cap.  day,  1,872,> 

000  gals.;  mains,  c  i,  15  m.,  4  to  10  in.  dia.: 
66  hvd.;  72  v.;  1-90  serv.;  416  met.;  pipe,  lead 
ft  galv.  i.;  pres.,  dom.  60  lbs.,  f.  125  loa.;  coos, 
day,  816,000  gals.;  coat  mtce.,  $1,800;  wka. 
owned  by  city. 

KENMARE,  p.  1,487;  f.  area,  -20  a.;  mere, 
bldgs.,  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  1  hose  wag.,  2 
hose  carts;  hose,  cot.,  rub.  lined,  gd.,  1,000  ft.; 
inf.,  800  ft.;  tot.  hose,  1,800  ft.;  f.  al.,  wh.;  val. 
equip.,  $2,000;  tot.  mem.,  56  vol. 

Watar  Supply — Src.,  wells;  pump  to  stdp.;  stdp. 
cap.,  1,500  bbls.;  res.  cap.,  6,000  bbls.;  1  pump, 
eng.,  class  trip.,  cap.  day  720,000  gals.;  mains,  8 
m.,  4  to  8  in.  dia.;  26  hyd.;  pres.,  dom.  75  lbs., 
f.  150  lbs. 

LAKOTA,  p.  1,028.  F.  dept. — 1  h.  ft  1.  trk.,  2 
hose  carts;  hose,  cot.  Jacketed,  gd.,  1,600  ft.;  f. 
al..  bell;  tot.   mem.,   42   vol. 

Water  Supply — Src,  well,    cistern,   1,000   bbls.; 

1  pump,  eng.,  daas  dup. 

LA  MOURE,  p.  1,000;  f.  area,  120  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  P.  dept. — 1  h.  ft  1.  tik.,  1 
hose  wag.,  2  hose  reels;  hose,  cot.,  rub.  lined,  gd., 
1,600  tt.;  inf.,  200  ft.;  tot.  hose.  1,700  ft.;  f. 
al.,  bell;  val.  equip.,  $2,200;  val.  bldgs.,  $2,000; 
tot.  mem.,  28  vol. 

Watar  Supply— -Src,  artesian  well  within  city; 
sys.,  grav.;  mains,  8^  m.,  6  in.  dia.;  22  hyd.; 
pres.,  dom.  46  lbs.,  f.  200  lbs.;  cost,  $26,000; 
wks.  owned  by  dty. 

tiANGDON,  p.  1,214;  f.  area,  24  a.;  mere, 
bldgs..  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  IVi  ft  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept.— 1  str.,  1  gas.  eng.,  1  c  eng.,  c. 
band  ex.,  4  hose  wag.;  hose,  cot.,  rub.  lined,  gd., 
2,250  ft;  f.  al.,  bell  ft  wh.;  val.  equip.,  $5,000; 
val.  bldgs.,  $2,000;  exp.  dept.,  $400;  tot.  mem., 
26   voL;  undrs.  rating  third   class. 

Watar  Supply — Src,  wells,  in  bus.  cent.;  aya.. 
with  force  pumps  ft  600  ft  1^  hose  to  each 
pump;  kept  in  gd.  repair. 

LANSFORD,  p.  600;  f.  area,  60  a.;  mere,  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  I.  trk.;  hose, 
cot.,  rub.  lined,  gd.,  1.200  ft.;  inf.,  1,900  ft.; 
tot.  hose.  3,100  ft;  f.  al.,  bell;  val.  equip.,  $3,000; 
tot.  mem.,   26  vol. 

Watar  Supply — ^Not  reported. 

LARIMORE,  p.  1,224;  bldgs.,  wd.,  2  stor.;  wd. 
rfs.  perm.  F.  dept. — 1  str.,  1  h.  ft  1.  trk.,  2  hose 
car.,  1  50-gal.  c;  hose,  cot,  rub.  lined,  gd.,  2,000 
ft;   f.   al.,   bell;   val.    equip.,   $8,600;    val.   bldgs.. 


$1,000;  exp.  dept,  $862.66;  tot  mem.,  40,  p<L 
full  time  8,  pd.  part  time  1,  voL  86;  ondiB.  rstiiig, 
third  daas. 

Water  Supply — Src,  dstema  ft  tk.;  no  waterwkc 

LEMMON,  Perkins  Co.,  p.  1,200.  P.  dept— i  c 
eng.,  2  hoee  carts,  •!  h.  ft  1.  trk.,  1,600  ft  bote; 
f.  al.,  bell;  tot  mem.,  46  vol. 

Water  Supply — Src,  well;  ciatcm  cap.,  20.000 
gala.;  1  pump,  eng.;  maina,  2,600  ft,  4  to  8  in. 
dia.;  7  hyd. 

LIDGERWOOD,  p.  1,010.  F.  dept~l  h.  ft  L 
trk.,  2  c  eng.,  2  hose  carts;  hoee,  cot  Jaeket  gd., 
1,000  ft;  t  a!.,  bell  ft  wh.;  tot  mem.,  60  vol. 

(Water  Supply— -Src,  u^U,  in  bus.  cent;  st«., 
pump  dir.;  res.  cap.,  '1,600  bbls.;  2  pomp,  eog., 
oap.  day  550,000  gala.;  mains,  6,650  ft,  4  to  6 
in.  dia.;   15  hyd.;  ponea.,  dom.  60  Ibs^,  f.  150  Ib& 

LISBON,  p.  1,768;  f.  area,  400  a.;  mere  bldgs., 
stn.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  vd. 
rfs.  perm.;  fwks.  ft  combt  ord.  F.  dept — 2  e. 
eng.,  1  h.  ft  L  trk.,  2  hose  car.;  hose,  cot,  nb. 
lined,  gd.,  1,600  ft;  f.  al.,  bell;  raL  equip..  IS.- 
600;  val.  bldgB.,  $8,000;  exp.  dept,  $1,200;  tot 
mem.,  60  vol. 

IWater  Supply— Src,  well.  %,  m.  bus.  cent; 
aye.,  pump  to  stdp.;  rea.  cap.,  285,000  gak.;  loc 
6  blocks  west  Main  at;  1  pump,  eng.,  dass  gii, 
cap.  day  100,000  gals.;  mains,  c  i.,  5  m.,  4  to  S 
in.  dia.;  56  hyd.;  met,  12;  pipe,  galv.  i.;  pm.. 
dom.  40  lbs.,  f.  60  lbs.;  cost,  mtce.,  $900;  vki. 
owned  by  city. 

LITCHVILLE,  p.  600;  f.  aresi.  80  a.;  wm. 
bldgs.,  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  t  stor.: 
wd.  rfs.  penn.  in  f.  area;  fvHu.  ft  combt  onL; 
causes  of  f.  inv.  F.  dept. — 1  c  eng.,  1  gas.  <!og.. 
1  h.  ft  L  trk.,  2  hoee  reels;  hose,  cot.  rub.  lired, 
gd.,  1,000  ft;  f.  al.,  bell;  val.  equip.,  $3,500: 
tot  mem.,  24  vol. 

Water  Supply^— iSrc,  well,  in  boa.  cent.;  sv&. 
pump  dir.;  1  pump,  eng.,  cap.  day  252,000  gals.: 
mains,  1  m.,  2  to  6  in.  dia.;  7  hyd.;  2  v.;  pre*.. 
dom.  20  lbs.,  f.  50  lbs.;  cons,  day,  2,000  gaU; 
coat,  $8,800;  cost  mtce.,  $275;  wks.  owned  b; 
cky. 

McVILLE,  p.  810;  f.  area,  80  a.;  mere  bldjss., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor: 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  suto.  str.,  2  c  eoiE-. 
8  c  hand  ex.;  hose,  cot,  mb.  lined,  gd.,  1.000  a; 
f.  al.,  bell;  vaL  equip.,  $8,412;  vaL  bldgSL.  $675: 
tot.  mem.,  86  vol.;  undrs.  rating,  fifth  daaa. 

Water  Supply — Src,  datema  *  weOa,  1  ft  t 
blocka  bua.  cent;  aya.,  grav.;  r«a.  capb,  1,000 
bbla.;  1  pump,  eng.,  cap.  min.  826  gals.:  naios, 
1,000  ft,   2^    in-  die.;  wka.  owned  by  village. 

MAiNDiAM,  p.  4,878;  f.  area,  800  a.;  mere  bldgs.. 
bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  2  rtor.:  »>i- 
rfis.  not  perm,  in  f.  area;  fwks.  ft  combt.  onL: 
causes  of  f.  inv.  F.  dept — 1  h.  ft  1.  trk,,  4 
hose  carts;  hose,  cot,  rub.  lined,  gd.,  8.000  ft: 
inf.,  200  ft.;  tot  hose.  3.200  ft;  f.  al..  wh.: 
val.  equip.,  $4,000;  val.  bldgs.,  9S,000;  exp.  dept. 
$300;    tot     mem.,    80    vol. 

Water  Supply-^Src,  Miaaouri  Riv.,  2%  m.  bei- 
cent;  sya.,  grav.;  ree.  cap.,  685,000  gals.;  - 
pump,  eng.;  cap.  day,  600,000  gBla^;  mains,  c  U 
6  m.,  4  to  12  in.  dk.;  67  hyd.;  48  v.;  274  atet: 
274  eerv.;  pipe,  c  L;  nres.,  dom.  ft  f.  7J  Iba; 
cons,  day,  120,000  gala.;  coat,  $80,000;  cost 
mtce.,  $150;  wks.  owned  l^  town. 

M ARMARTH,  p.  700 ;  t  area,  800  a. ;  mete  bUlgiL 
bk.  ft  wd.,  1  ft  2  ator.;  priv..  bk.  ft  wd..  1  ctor.: 
wd.  rfs.  perm,  in  f.  area;  twkaL  ft  combt  «^' 
eauaea  of  f.  inv.  F.  dept — 1  h.  ft  L  trie,  c  koNV 
ex.,  1  hose  car.;  hose,  cot,  rab.  lined,  gd.,  ^99 
ft.;  f.  al.,  wh.;  vaL  eouip.,  $1,000;  exp.  d^t. 
$800;  tot  mem.,   16  vol. 

Water  Supply — Src,  deep  wdl,  H  m-  boa.  cent: 
sys.,  pump.;  2  pump,  eng.,  cap.  day  250.000  gal*-: 
mains,  c  L,  1  m.,  1  to  6  in.  dim.;  6  hyd.;  !  ^-^ 
pres.,  f.  100  Iba.;  cost,  $2,600;  cost  mtce,  $S00: 
wks.  owned  by  town. 

MAYVILLE,  p.  1,070;  f.  area,  60  a.:  aieit. 
bldgs.,  bk.  ft  wd..  1  ft  2  stor.;  pr>.,  wd^  2  stor.: 
wd.  rfa.  perm.;  fwks.  ft  ocmbt  ord.;  ceases  ofj- 
inv.  F.  dept — 1  hand  eng.,  1  c  eng.,  25  c  hoc 
ex.,  1  h.  ft  1.  trk.,  8  hose  car.;  hose.  nb„  t^ 
1.600  ft;  inf.,  800  ft:  tot  hoee.  1.800  ft:  t 
al.,  bell;  val.  equip.,  $3,000:  vat  bldga..  $S,ftO«; 
exp.  dept,  $260;  tot  mem.,  81  r6L 


FIRE  DEPARTMENTS  AND  WATER  SUPPLY— NORTH  DAKOTA. 


c-275 


WaUr  Supply— Src  riv.,  1  tk.,  cap.  2.600  bbU.; 
sys.,  grav.;  2  pomps,  cap.  800,000  gala,  day;  mania. 
2V  m..  4  to  6  in.  dia.;  18  hyd.;  coat,  $10,600; 
wks.  owned  by  dty. 

MILNOR,  p.  641;  f.  area,  200  a.;  mere,  bldg^, 
bk.  ft  wd.,  2  itor.;  priv.,  wd..  1  ft  2  ator.;  wd. 
rfa.  not  perm.;  no  fwka.  ord.;  t  inv.  I^  dept-— 
2  c  eng.,  2  comb,  c  ft  h.  wag.,  1  b.  ft  1.  trk.; 
hoae,  cot,  gd.,  250  ft;  inf.,  60  ft;  tot.  hose,  800 
ft;  f.  al.,  bell;  val.  equip.,  |1,600;  vaL  bldga., 
f  1,000;  exp.  dcpt,  $66;  tot  mem.,  27  vol. 

Water  Supply— Src,  arteaian  wella  with  street 
pmnpa. 

MILTON,  p.  660;  f.  area,  16  a.;  mere,  bldga., 
cem.  ft  bk.,  2  ator.;  priv.,  wd..  1  to  1%  ator.; 
wd.  rfa.  perm,  in  f.  area;  fwka.  ft  combt  ord,; 
cauaea  of  f.  inv.  F.  dept — 1  atr.,  8  hoae  reela; 
hoae,  cot,  rub.  lined,  gd.,  1.600  ft;  inf.,  800  ft; 
tot.  hose,  2,400  ft.;  f.  aL,  bell  ft  wh.;  vaL  equip., 
$44,000;  val.  bldga.,  |2,600;  exp.  dept,  ?200; 
tot   mem.,    16   vol. 

Water  Supply — ^Not  reported. 

MINNEWAUKAN,  p.  600;  f.  area,  40  a.;  mere, 
bldga..  bk.  ft  wd.,  1  ft  2  ator.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfa.  are  not  perm,  in  f.  area;  fwka.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept— 2  c.  eng., 
12  c.  hand  ex.,  1  h.  ft  1.  trk.;  hose,  -rub.  lined,  gd., 
180  ft;  val.  equip.,  $1,000;  val.  bldgs.,  $4,000; 
«rp.   dept,   $1100;   tot.   mem.,   88   vol. 

Watar  Supply — ^Not  reported. 

MINOT,  p.  6.188;  f.  area,  160  a.;  mere  bldgs.. 
bk.,  1  to  6  ator.;  priv.,  bk.  ft  wd.,  2  stor.;  wd. 
rfa.  not  perm.;  fwka.  ft  combt.  ord.;  causes  of  1. 
inv.  F.  dept — 4  c.  eng.,  1  h.  ft  1.  trk..  2  hose 
car.,  1  hose  wag.;  hoae,  cot,  rub.  lined,  gd..  2,600 
ft.;  inf.,  600  ft;  tot  hose,  8,000  ft;  f.  al.,  wh.; 
tot.  mem.,  80  vol. 

Water  Supply — Src,  well,  8  blocks  bus.  cent; 
ays.,  pump  dir,;  stdp.  cap.,  8,600  bbls.;  P«mp. 
eng.;  mains,  iron,  2  m..  8  in.  dia.;  8  hyd.:  60 
serv.;  prea.,  dom.  60  lbs.,  f.  100  Iba.;  coat,  fll,- 
000;  cost  mtce.,  $1,200;  wks.  owned  by  city. 

MINTO,  p.  701;  f.  area,  60  a.;  mere  bldga,,  wd. 
ft  bk.,  2  ator.;  priv.,  wd.y  2  stor.;  wd.  rfs.  perm.; 
fwks.  ord.;  f.  inv.  F,  dept — 1  hand  eng.,  2  c  ex., 
2  hose  car.,  2  hoae  wag.;  hose,  n*..  fd..  1,000 
ft;  cot.  gd..  1,800  ft;  linen,  gd..  200  ft;  tot 
Dose,  2,600  ft.;  f.  al..  bell;  val.  equip..  $4,000; 
val.  bldga..  $6,000;  exp.  dept.  $100;  tot  mem.. 
40  vol.;  undra.  rating,  fourth  claaa. 

Wattr  Supply— «rc.  wella,  4  large  rea. 

MOHALL,  p.  700;  f.  area,  800  a.;  mere  bldgs., 
bk..  stn.  ft  wd..  1  to  8  stor.;  Priv^  ,vd.,  1  ft  2 
Btor.;  wd.  rfs.  perm,  in  f.  area;  no  fwka.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  gasolme  eng., 
1  h.  ft  1.  trk..  4  c  hand  ex.,  2  hose  carta;  hose, 
cot,  rub.  lined,  gd.,  2.200  ft;  f.  al.,  bell;  val. 
«quip.,  $4,000;  val.  bldga..  $1,600;  tot  mem.,  22 
▼ol. 

Water  Supply — Src,  deep  well  in  bua,  cent.;  sys., 
pump  to  stdp.;  res.  cap..  120  bbls.;  1  pump,  eng,, 
cap.  day  25.000  gals.;  wks.  owned  by  city. 

NEW  SALEM,  p.  860;  f.  area,  8  a.;  mwc  Wdgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  A;,vd.,  1  ft  2 
BtoT.;  wd.  rfa.  not  perm,  in  f,  area;  fwka.  ft  combt 
ord.;  cauaes  of  f.  inv.  F.  dept — 1  gasoline  eng., 
6  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  reels;  hose,  cot. 
rub.  lined,  gd.,  1,600  ft.;  inf.,  800  ft.;  tot  hose, 
1,800  ft;  f.  al.,  bell;  val.  eou.p..  $6,000;  val. 
bldRS..  $2,600;  tot  mem..  46  vol. 

Watar  Supply— Src.  well,  in  bus.  cent;  sya., 
pump  to  stdp.;  stdp.  cap.,  1,200  bbls.;  1  pump, 
eng..  cap.  day   20.000   gals. 

NOME,  p.  800;  f.  area,  40  a.;  mere  bldg^.  bk.. 
1  ft  2  stor.;  priv.,  wd.,  1  to  8  stor.;  wd.  rfs, 
perm.  In  f.  area;  no  fwka.  ft  combt  ord.;  causes 
bf  f.  inv.  F.  dept— 1  h.  ft  1.  trk..  1  hose  reel; 
bose,  cot.  rub.  lined,  gd..  600  ft.;  f.  al..  bell; 
val.  equip..  $886;  val.  bldga..  $1,000;  tot  mem.. 
16  vol.  .,    -    . 

Watar  Supply — Src,  artesian  well.  1  block  bus. 
cent;  sys.,  gniv.;  mains,  2%  m.,  4  to  6  in.  dia.; 
62  hyd.;  pres.,  f.  70  lbs.;  coat,  $1,500;  wks. 
owned  by  village 

OAKES,  p.  1,499;  f.  area,  480  a.;  mere  bldga., 
^d..  2  stor.;  priv.,  wd..  2  stor.;  wd.  rfs.  perm.; 
fwka.  ft  comb,  ord.;  causes  of  f.  inv.  F.  dept— 1 
rtr..  1  h.  ft  1.  trk..  1  hose  cart;  hose,  cot.  nib. 
lin^id.  gd..  4.600  ft;  f.  al.,^bell;  val.  eg^lPM  $6.- 
000 ;  tot  mem.,  62  vol.;  undra.  rating,  third  dasa. 


IWatar  Supply^— iSrc,  4  artesian  wells,  in  bua. 
cent;  sys.,  dir.  pres.;  1  pump,  eng.,  cap.  400  gala, 
min.;  mains,  c  i,  2%  m..  4  to  6  in.  dia.;  62 
hyd.;  85  v.;  prea.,  dom.  85  Iba.,  f.  85  lbs.;  cons, 
day,  300.000  gals.;  cost,  $9,000;  coat  mtce,  $800; 
wks.    owned   by    city. 

PAGE.  p.  550;  f.  area,  80  a.;  mere  bldga..  bk. 
ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1%  ft  2  stor.; 
wd,  rfs.  perm,  in  f.  area;  fwka,  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 2  c  eng.,  1  h.  ft  1. 
trk.;  f.  al.,  bell;  vaL  equip.,  $1,000;  vaL  bldga., 
$600;  tot  mem.,  21  vol.;  undrs.  rating,  fourth 
ckuM. 

Watar  Supply — ^Not  reported. 

PARK  RI^VCR,  p.  1,008;  f.  area,  600  a.;  mere 
bldgs.,  bk.  ft  wd.,  1ft  2  stor.;  priv.,  wd.,  2  stor.; 
wd.  irfs.  not  perm,  in  f.  area;  causes  of  f.  inv.  F. 
dept. — 1  «tr.,  1  h.  ft  1.  trk.,  3  hose  wag.;  hoae, 
cot,  Tub.  lined,  gd.,  1,800  ft;  f.  al.,  belL  elee  ft 
telp.;  vaL  equip.,  $8,'500;  vaL  bldga.,  $6,000;  exp. 
dept.,   $100;   tot   mem.,   86   voL 

Watar  Supply — Sre,  wella  ft  pump,  plant  tk.  on 
tower*  hyd.    11. 

PEMBINA,  p.*  717;  f.  area,  800  a.;  mere  bldga., 
wd.,  bk.  ft  cem.,  1  ft  2  stor,^  priv.,  bk.  ft  wd„  1, 
1^  ft  2  stor.;  wd.  rfs.  not  perm,  in  f,  area;  cauaes 
of  f.  inv.  F.  dept — 1  e  eng.,  1  gaaoline  eng.,  1 
aer.  trk.,  1  hose  cart  1  hoae  wag.;  hose,  cot,  rub. 
lined,  gd.,  800  ft;  inf.,  800  ft;  tot  hoae.  1,100 
ft;  f.  aL,  bell;  tot  mem.,  20,  pd.  full  time  1. 
voL  19. 

Water  Supply — Sre,  Red  Riv.;  ays.,  pump  to 
res.;  cap.  res..  60.000  gals.;  wks,  owned  by  city, 

PISEK,  p.  325;  mere  bldgs..  bk.  ft  wd.,  1  ft  2 
stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  perm,  in 
f.  area;  no  fwks.  ft  combt  ord.;  cauaea  of  f.  inv. 
F.  dept. — 1  c  eng.,  10  e  hand  ex.,  1  h.  ft  L 
trk.;  hose,  cot,  rub.  lined,  gd.,  200  ft;  f.  aL,  bell; 
val,  equip.,  $700;  val.  bldgs.,  $800;  exp.  dept, 
$100;  tot.  mem.,  86  vol. 

No  waterwka. 

PORTLAND,  p.  661;  f.  area,  160  a.;  mere 
bldgs.,  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  ator.; 
wd.  rfa,  are  not  perm,  in  f.  area;  fwka.  ft  combt 
ord. ;  causes  of  f.  inv.  F.  dept — 1  gas.  eng.,  1  hand 
eng.,  4  c.  hand  ex.,  1  h.  ft  1.  trk.,  8  hoae  car.; 
hose,  cot,  rub.  lined,  gd.,  2,700  ft;  f.  aL,  bell; 
vaL  equip.,  $3,768:  val.  bldgs.,  $2,600;  tot  mem., 
80  vol.;  undrs.  rating,  third  claaa. 

Watar  Supply — ^Not  reported. 

ROLLA,  p.  800;  f.  area,  40  a.;  mere  bldga., 
bk.,  stn.  ft  wd.,  1  ft  2  stor.;  priv..  bk.  ft  wd..  1 
ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept — 1  str..  1  e  eng.. 
20  e  hand  ex..  1  h.  ft  1.  trk.,  2  hoae  reels;  hose, 
cot  lined,  gd.,  1,600  ft;  rub.  lined.  60  ft;  tot. 
hose.  1,560  ft;  f.  al.,  bell;  vaL  equip.,  $2,000; 
val.  bldgs.,  $600;  tot  mem.,  80  voL 

Watw  Supply — ^Not  reported. 

RUGBY.  Pierce  Co..  p.  1.680.  F.  dept— 4  e 
hand  ex..  1  hose  wag.,  1  h.  ft  L  trk.,  2  hose  carta; 
hose,  cot.,  rub.  lined,  gd.,  1,000  ft;  f.  al.,  wh.; 
tot   mem.,  26  voL 

Water  Supply — Sre,  wells;  ays.,  pump  to  stdp.; 
stdp.  cap.,  52,000  gals.;  2  pump,  eng.;  cap.  day, 
269,200  gals.;  maina,  2  m.,  6  to  10  in.  dia,;  28 
hyd.;  SO  v.;  70  met.;  70  aerv.;  pipe,  e  L;  prea., 
dom.  ft  f.  66  Iba.;  cons,  day,  18,000  gala.;  cost 
$23,000;  cost  mtce.,  $1,400;  wks.  owned  by  city. 

ST.  THOMAS,  p.  618;  f.  area.  80  a.;  mere 
bldga..  wd.,  2  stor.;  priv.,  wd..  2  stor.;  wd.  rts. 
not  perm,  in  f.  limits;  fwks.  ord.;  f.  inv.  F.  dept 
— 1  gas.  eng..  1  h.  ft  1.  trk..  15  c.  ex..  2  hose 
car.;  nose,  cot,  gd..  2,000  ft.;  inf.,  200  ft.;  tot 
hose,  2,200  ft;  f.  al.,  bell;  val.  equip.,  $3,000; 
tot  mem.,  46  vol.;  undrs.  rating,  third  claaa. 

Watar  Supply — Sre,  artesian  well,  in  bus.  part 
town,  8  under  ground;  sys.,  grav.;  res.  cap.,  6,000 
gals.;  pipe,  300  ft,  iron;  cost,  $2,500. 

SCRANTON,  p.  297;  f,  area,  160  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
caustw  of  f.  inv.  F.  dept. — 1  gasoline  eng.,  ladders, 
c.  hand  ex.,  l  bose  wag.,  1  hose  car.;  hose,  cot, 
rub.  lined,  gd..  a, 700  ft;  f.  aL,  bell;  vaL  equip., 
$3,500;  vaL  bldgs.,  $2,000;  exp,  dept,  $300;  tot. 
mem.,  24  vol. 

Watar  Supply — (Src,  res. 

SHELDON,  p.  888;  f.  area,  40  a.;  mere  bldga., 
bk.,    1    ft    2   stor.;   priv.,   wd.,    1   ft    2   ator,;    wd. 
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rfs.  not  perm,  in  f.  area;  fwks.  k  combt.  ord.; 
causes  of  f.  inv.  P.  dept. — 1  h.  &  1.  trk.,  2 
hose  waff.;  hose,  cot.,  rub.  lined,  gd.,  1,£00  ft.; 
f.  al.,  bell;  raL  equip.,  $1,600;  vol.;  undrs.  rattng, 
third  class. 

Water  Supply — Src,  artesian  well,  1  block  bus. 
cent;  ^s.,  grav.;  mains,  1  m.,  8  in.  dia.;  12  hyd.; 
4  v.;  pipe,  iron;  pres.,  dom.  76  lbs.,  f.  126  lbs.; 
cost,  $6,000;  cost  mtce.,  $60;  wks.  owned  bj  city. 

TOLNA,  p.  260;  f.  area,  80  a.;  mere  bldgs.,  wd., 

1  &  2  stor.;  prir.,  wd.,  1  ft  2  stor.;  wd.  rfs.  perm, 
in  f.  area;  fwks.  k  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 2  c.  eng.;  f.  al.,  bell;  vaL  equip.,  $700; 
vol. 

No  waterwks. 

TOWER  CITY,  p.  462;  f.  area,  100  a.;  mere, 
bldgs.,  bk.  k  wd.,  1  to  2  stor.;  priv.,  wd.,  1  to  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwks.  k  combt. 
ord.;  causes  of  f.  inv.     F.  dept. — 20  c  hand  ex., 

2  c.  eng.,  1  h.  ft  L  trk.;  hose,  cot.,  rub.  lined, 
gd.,  200  ft.;  f.  aL,  bell;  val.  equip.,  $2,000;  val. 
bldgs.,  $300;  ezp.  dept.,  $140;  tot.  mem.,  28  voL 

Water  Supply — Src,  artesian  wells. 

TOWNER,  p.  800;  f.  area,  100  a.;  mere,  bldgs., 
bk.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 2  c.  eng.,  60  c.  hand  ex.,  1 
h.  ft  1.  trk.,  2  hose  reels;  hose,  cot.,  rub.  lined, 
gd.,  1,000  ft;  f.  al.,  bell;  val.  equip.,  $1,600; 
val.  bldgs.,  $1,000;  ezp.  dept,  $72;  tot  mem.,  28 
vol. 

Water  Supply — ^Not  reported. 

UNDERWOOD,  p.  860;  f.  area,  160  a.;  mere, 
bldgs.,  wd.,  1  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept — 2  comb.  c.  ft  h.  wsg.,  2  c. 
eng.,  1  h.  ft  1.  trk.,  1  hose  reel;  hose,  cot,  rub. 
lined,  gd..  800  ft;  rub.,  gd.,  200  ft;  tot  hose, 
600  ft;  X.  al.,  bell;  vaL  equip.,  $860;  tot  mem., 
SO  vol. 

Water  Supply — ^Not  reported. 

VALLEY  CITY,  p.  4,606;  f.  area,  6  blodn; 
bldgs.,  bk.  ft  wd.,  1^  to  8  stor.;  wd.  rfs.  not 
perm.;  no  fwks.  ord.;  L  inv.  F.  dept — 1  h.  ft  L 
trk.,  4  c.  ex.,  2  hose  carts,  1  hose  wag.;  hose, 
rub.,  ffd.,  8,000  ft;  f.  sL,  wh.;  v«l.  equip.,  $6,000; 
exp.  dept,  $1,600;  tot  mem.,  60  voL 

Water  Supply — 43rc,  Sheynne  Riv.,  U  m.'  dis- 
tant;  sys.,  pump  dir.;  res.  cap.,  2,000  bbls.:  pump, 
eng.,  cap.  day  70.000  gals.;  pipe,  iron,  2H  m-»  4 
to  6  in.  dia.;  86  nyd.;  100  serv.;  pipe,  lead;  pres., 
f.  260  lbs.:  cost  $14,000;  cost  mtce.,  $900;  wks. 
owned  by  city. 

VELVA,  p.  887.  F.  dept — 2  hose  carts;  hose, 
cot.  jacket,  gd.,  1,000  ft;  f.  al.,  bell;  tot  mem., 
80  vol. 

Water  Supply — Src,  spr.,  ^  m.  bus.  cent.;  sys., 
gntv.;  res.  cap.,  85,000  gals.;  2  pump,  eng.,  cap. 
day  860,000  gals.;  mains,  c.  i.,  8  m.,  4  to  8  in. 
dia.;    29   hyd.;  ISO  met;  wks.  own«!d  by  city. 

VERONA,  p.  800;  f.  area,  80  a.;  mere  bldgs., 
wd.,  1  ft  2  stor.;  priv..  wd.,  1  ft  2  stor.:  wd.  rfs. 
perm,  in  f.  area;  no  fwks.  ift  combt  ord.;  causes 
of  f.  inv.  F.  dept. — 2  c  eng.,  1  h.  ft  1.  trk.;  f. 
aL,  belt;  val.  equip.,  $760;  val.  bldgs.,  $250;  exp. 
dept,  $75:  tot  mem.,  82  voL 

Water  Supply — ^Not  reported. 

WAHPETON,  p.  2,467;  f.  area,  480  a.;  mere, 
bldgs.,  stn.  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept — 4  c  hand  ex.,  1  h.  ft  L  trk.,  4 
hose  car.;  hose,  cot.  rub.  lined,  gd.,  2,000  ft;  f. 
al.,  bell  ft  wh.;  val.  equip.,  $5,000;  val.  bldgs.. 
$1,500;  tot  mem.,  00  vol.;  undrs.  rating,  third 
class. 


Water  Supply— Src,  riv.,  1  m.  bus.  oat;  wyt., 
grav.,  pump  dir.;  res.  cap.,  1,000,000  gils.;  dip. 
cap.,  8,000,000  gals.;  mains,  kalamein,  10  dl,  I 
to  12  in.  dia.;  80  hyd.;  20  v.;  2  met;  400  serr.; 
pres.,  dom.  45  to  65  lbs.,  f.  80  lbs.;  ooos.  dtj, 
800,000  gsls.;  cost  $140,000;  cost  mtce.,  $S,500; 
wks.  owned  by  city. 

WALCOTT,  p.  800;  1  area,  60  a.;  mere,  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.:  priv.,  1  ft  2  stor.;  wd.  rfa 
perm,  in  f.  area;  no  fwlcs.  ft  combt  ord.;  casMt 
of  f.  inv.  F.  dept — 1  c  eng.,  c  hand  ex.,  1  h. 
ft  1.  trk.:  hose,  rub.  lined,  gdL,  200  ft;  f.  sL,  bcH; 
vaL  equip.,  $800;  vaL  bldgs.,  $126;  exp.  dept, 
$50;  tot  mem.,  20  voL 

Water  Supply — Src,  well  in  tnis.  cent;  171., 
grav.;  res.  cap.,  80  bbls.;  cost,  $100;  cost  mtcc^ 
$16;  wks.  owned  by  city. 

IWA^LHAIULA,  p.  602.  F.  dept— 1  c  enff.,  i 
hose  carts,  1  h.  ft  1.  trk.,  1,000  ft  hose;  f.  «L. 
bell;    tot    mem.,    55   voL 

Water  Supply — Src,  well,  2  blodu  bos.  eeot; 
sys.,  pump  dir.;  1  pump,  eng.,  cap.  day  792,000 
gals.;  mains,  iron,  4  to  6  in.  dia.;  5  hyd.;  pipe, 
wrt.  L;  pres.,  f.  120  lbs.;  cost,  $8,000;  cost  mtce.. 
$800;  wks.  owned  by  priv.  Co.  and  city. 

WASHBURN,  p.  900;  f.  area,  160  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  pviv.,  wd.,  I  k  i 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  eombt. 
ord.;  causes  of  f.  not  inv.  F.  dept — ^1  c  eng.. 
12  c  hand  ex.,  1  h.  ft  L  trk.,  2  hose  reels;  bote, 
cot,  rub.  lined,  gd.,  1,000  ft;  f.  sL,  bell  ft  wii.; 
val.  equip.,  $2,000;  vaL  bldgs.,  $1,500;  tot  mem., 
26  vol.;  undrs.  rating,  fourui  daaa. 

Watar  Supply — Src,  riv.,  V&  m.  bna.  cent;  tj*^ 
grav.;  stdp.  cap.,  50,000  gids.,  dino.  24  x  16,  bisl 
stL;  res.  cap.,  100,000  gals.;  2  pomp,  eng.,  cap. 
day  210.000  gals.;  mains,  c  L,  1  m.,  6  to  8  in. 
dia.;  8  nyd.;  4  v.;  met,  80;  pipe,  galv.  L;  pres.. 
dom.  70  lbs.,  f.  70  lbs.;  cons,  day,  5,000  gala; 
cost,  $21,000;  wka.  owned  by  city. 

WILLISTON,  p.  8,124;  mere  bldgs.,  bk.  ft  vd.. 
1  to  8  stor.;  priv.,  bk.  ft  wd.,  1  to  8  stor.;  vd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  eombt  oni.; 
causes  of  f.  inv.  F.  dept — 1  h.  ft  L  txk.,  1  oomb. 
c.  ft  h.  wag.,  2  hose  carta,  12  c  hand  ex.,  2  bra; 
hose,  cot,  rub.  lined,  gd.,  2,200  ft:  f.  aL,  vfa.; 
vaL  equip.,  $4,680;  vaL  bldgs.,  $900;  exp.  dcpc. 
$2,200;  tot  mem.,  21,  pd.  full  time  1,  pdL  put 
time  2,  vol.  18. 

Water  Supply — Src,  Hiaaouri  Riv.;  911,  pvap 
to  stdp.;  stdp.  cap.,  98,000  gala.;  mains,  1  m.,  4 
to  8  in.  dia.;  21  hyd.;  prea.,  dom.  45  lbs.,  L  lOi 
lbs. 

WILTON,  p.  600;  f.  srea,  80  a.;  mere,  bldga, 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  S 
stor.;  wd.  rfs.  not  pnrm.  in  f.  area;  fwks.  ft  eonbt 
ord.;  causes  of  f.  inv.  F.  dept — ^1  ess.  og.,  1  c 
dng.,  1  hose  wag.;  hose,  cot,  rub.  lined,  fl, 
1,800  ft;  f.  al.,  bell,  1  bx.;  val.  equip.,  $8,090; 
vaL  bldgs.,  $1,000;  exp.  dept,  $200;  tot  dcbl. 
25  vol. 

Water  Supply^-€rc,  cisterns,  aya.,  punp  di?.; 
res.  ci^.,  75,600  gala.;  1  pump,  eng.;  wka.  ovsed 
by  city. 

WIMBLEDON,  p.  671;  1  area,  40  a.;  noc 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.:  priv.,  wd..  Its 
stor.;  wd.  rfs.  perm,  tn  1  area;  fwn.  ft  oomot  ord.: 
causes  of  f.  inv.  F.  dept — 1  c  eng.,  8  hose 
wag.,  ladders;  hose,  cot,  mb.  lined,  gd.,  1.700 
ft;  f.  aL,  bell;  val.  eqcdp.,  $S«500;  vaL  bldgs., 
$200;    tot.    mem.,   28   voL 

Waller  Supply-^Src,  res.,  in  bus.  cent;  en. 
dir.  pres.;  res.  oa|>.,  1,600  bbla.;  mains,  800  (l. 
6  in.  dia.;  Z  hyd.;  pres.,  dom.  4kB  Iba.;  wka.  ovsfd 
hj  dty. 
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ADA,  p.  2,466;  f.  «rea,  640  a.;  mere,  bldg^, 
wd.  ft  bk.,  1  to  8  stor.;  priv.,  wd.,  2  »tor.;  wd. 
rfa.  perm.;  causes  of  f.  inv.  F.  dept. — 1  comb, 
c  k  ladder  wa«.,  <1  c  cng.,  4  c.  hand  ex.,  1  h. 
ft  1.  trk.,  2  hoee  wag.;  hose,  cot.,  rub.  lined,  go., 
1,800  ft.;  f.  aL,  etec,  16  bx.;  vaL  equip.,  |10,- 
000;  val.  bldga.,  $8,000;  exp.  dept.,  f450;  tot. 
mem.,    16   vol.:  rating,   fourth   class. 

WaUr  Supply— Src,  wells.  800  ft  bw^^c«Bt.; 
STS..  pump  dir.;  8  pump,  eng.,  cap.  day  liMO.OOO 
gals.;  maW  iron,  4  m.,  4  to  10  m.  dla.;  18  hyd.; 
16  v.;  met,  1122;  850  senr.;  pice,  galv.  L:  pres., 
dom.  40  lbs.,  f.  100  Iba.;  cons,  day,  200,000  gals.; 
cost  $76,000;  wks.  owned  by  Co. 

ADDYSTON.  p.  1,648.  F.  dept— 2  c.  eng.;  1 
h.  ft  L  trk.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd., 
1,300  ft.;  inf..  200  ft;  tot  hose,  1,600  ft;  tot 
mem.,   60  vol. 

Water  Supply— ^rc.,  riv. ;  sys.,  P«mp  to  res. ; 
res.  cap.,  160,000  gals.;  pres.,  dom.  60  lbs.,  f.  60 
lbs.;  cons,  day,  60,000  gals,;  wks.  owned  by  Co. 

AKRON,  p.  69,067;  f.  area,  6,600  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  pnv.,  stn.,  bk.  ft 
wd.,  2  rtor.;  wd.  rfs.  not  perm,  in  f.  area;  causes 

01  f.  inv.  F.  dept— 8  str..  4  trip.  comb.  auto, 
f.  eng.,  4  comb.  c.  ft  h.  wag.,  1  trip.  comb.  c. 
ladder  ft  hose  trk,,   26   c  hand   ex.,   8   gaL   each, 

2  aer.  trk.,  1  76-ft.  ladder,  1  66-ft  ladder,  1  hose 
reel  ft  1  comb.  wag.  In  reserve,  1  chieTs  auto., 
7  exercise  wag.,  23  hrs.,  8  in  reserve;  bojft  <»*•• 
rub.  Uned,  gd.,  16,760  ft;  in  reserve,  1,860  ft,; 
f.  al.,  elec,  146  bx.;  vaL  equip..  $68,180;  vaL 
bldgs.,  $84,000;  exp.  dept,  $100,916;  tot  mem., 
80,  pd.  full  time. 

Water  Supply— Src.  lake  ft  wells,  1%  ™-  J"*- 
cent;  sya.,  grav.  ft  pump  to  res.;  res.  cap.,  6,000,- 

000  gals.;  4  pump,  eng.,  cap.  day  80,000,000 
gals.;  mains,  iron,  110  m.,  8  to  30  in.  dla.;  660 
hyd.:  660  v.;  4,300  met;  14,600  serv.;  pipe,  lead 
ft  iron;  pres.,  dom.  SO  lbs.,  f.  80  lbs.;  cons,  day, 
12.000.000   gals.;  wks.   owned  by  city. 

ALEXANDRIA,  p.  414.  F.  dept— 1  h.  ft  1. 
trk.,  1  hand  eng.,  1  hose  cart,  280  ft.  hose:  vol. 

ALLIANCE,  p.  16,088;  f.  area,  2,400  a.;  mere, 
bldgs..  bk.  ft  wd.,  1  to  4  stor.;  priv.,  bk.  ft  wd^ 
2%  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept. — 1  comb.  c. 
h.  ft  1.  trk.,  auto..  1  chief's  auto.,  1  tnp.  comb.  c.  h. 
ft  eng.  auto.,  7  hand  ex.,  1  comb.  c.  hose  ft  lad- 
der trk.,  1  hose  wag.  in  reserve,  8  hrs.;  hose, 
rub.  lined,  gd.,  8,100  ft;  f.  al.,  elec..  71  bx.; 
val.  equip.,  $20,000;  vaL  bldgs.,  $21,000;  exp. 
dept,  $18,000;  tot  mem.,  26,  pd.  full  time  15, 
pd.  part  time  10;  rating,  fourth  class. 

Water  Supply — Src,  riv.,  1  m.  bus.  cent;  sys., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  226.000  gals., 
dim.  20  X  96,  mat  stl.;  8  pump,  eng.,  class  comp.. 
cap.  day  11,000,000  gals.;  mains,  c  i.,  30  m.,  4 
to  16  in.  dla.;  300  hyd.;  240  v.;  met,  186;  2,900 
serv.;  pipe,  lead;  pres.,  dom.  80  to  180  lbs.,  i. 
SO  to  130  lbs.;  cons,  day,  3,800,000  gals.;  cost 
$260,000;    cost    mtce.,    $21,000;    wks.    owned    by 

city. 

AWHERST,  p.  2,^00;  f.  wea,  «40  aj  mere, 
bldgs.,  bk.  ft  stn.,  2  stor.;  priv.,  wd.,  IH  rtor., 
wd.     Tfs.     perm.;  .  fwks.    ord.      F.     dept. — ^1     str., 

1  hand  enfif.,  1  h.  &  1.  trk  ,2  hose  carte;  hose, 
rub.,  gd.,  2.600  ft;  f.  al..  beU;  exp.  dept-^JOO: 
tot.  mem.,  80  voL,  pd.  for  gervice:  marriial  ft  diief 
empowered  to  compel  serv.  at  x.;  undra,  rating, 
fifth  class. 

Watar  Supply— Src,  ipr..  8  ctotenaa;  «yj,  gi»v.; 
mains,  c  i.,  7  m.,  4  to  10  m.  dia.;  61  t»>d.. 
38  v.;  802  met;  302  serv.;  pares.,  dom.  70  lbs., 
f.  120  lbs.;  cost,  $6-4,000;  wks.  owned  by  priv.  Co. 

AN  DOVER,  p.  902;  f.  area,  640  a.;  mere  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd,,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  comb,  c  ft  h.  wag.,  i 
str.,  1  h.  ft  L  trk.,  1  c.  eng.,  1  hose  wag.,  1  hose 
reel;  hose,  cot,  rub.  lined,  gd..  1,^*1? „"v!  "j/" 
500  ft;  tot  hose,  1.600  ft;  f.  al.,  bell  ft  wh.; 
val.  equip.,  $6,000;  vaL  bldgs.,  $2,000;  exp.  dept, 
$200;  tot.  mem.,  80  vol.;  trating,  fifth  cmss. 

Water  Supply — Src.  wells  ft  cisterns;  res.  cap., 
270,000  gala.;  pres.,  f.  60  to  80  lbs. 


ANTWERP,  p.  1,187;  f.  area,  166  a.;  mere 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept — 2  hand  eng.,  8  c.  hand  ex.,  1  h.  ft  1. 
trk.,  2  hose  wag.,  2  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  600  ft;  inf.,  400  ft.;  tot  hose,  1,000 
ft.;  f.  al.,  bell;  vaL  equip.,  $1,600;  val.  bldgs., 
$9,000;  exp.  dept.,  $160;  tot  mem.,  40  voL;  rat* 
ing,  fifth  class. 

Watar  Supply — Src,  14  dsteras,  cap.  66,000 
bbls. 

ARCADIA,  p.  880.  F.  dept — 1  Cs  eng.,  hand 
ex.,  100  ft  hose;  82  voL 

ARCANUM,  p.  1,861;  f.  area,  260  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  perm,  in  f^  area;  causea  of  f.  inv. 
F.  dept. — 1  h.  ft  L  trk.,  1  str.,  1  c  eng.,  4  c 
hand  ex.,  trk.,  2  hose  carts;  hose,  cot,  rub.  lined, 
gd.,  1,600  ft;  vaL  equip.,  $10,000;  exp.,  dept, 
$200;  tot  mem.,  28,  pd.  full  time  1,  pd.  part  time 
1,  26  voL;  rating,  fifth  class. 

Watar  Supply — Src,  6  wells,  %  m.  bus.  cent; 
ays.,  pump  dir.;  2  pump,  eng.,  dass  comp.  dup., 
cap.  day  760,000  gals,  each;  mains,  iron,  4  m.,  4 
to  10  in.  dia.;  43  hyd.;  28  v.;  361  serv.;  pres.. 
dom.  60  lbs.,  f,  50  to  100  lbs.;  cons,  day,  70,000 
gals.;   coat,   $40,000;  wks.   owned  by  city. 

(ARCHBOlJD.  p.  1,082;  f.  area,  640  a.;  mere 
bdge.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwka.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — c.  hand  ex.,  il  hose  reel,  1  hose 
wag.,  1  h.  ft  1.  trk.,  1  water  tower;  hose,  1,600  ft; 
f.  al.,  bell;  val.  equip.,  $8,000;  val.  bldgs.,  $2,000; 
exp.   dept,   $76;   vol.,   25   men;   rating,  fifth   class. 

Water  Supply — 6rc,  2  wells,  1  m.  bus.  cent; 
ays.,  pump  to  stdp.;  stdp.  cap.,  60,000  gals.;  2 
pump,  eng.,  cap.  day  144,000  gals.;  mains,  e  i., 
2%  m.,  4  to  6  in.  dia.;  26^  hyd.;  10  v.;  pres., 
dom.    40  lbs.,  f.   60   lbs.;   wks.  owned  by  city. 

ARLINGTON,  p.  468.  F.  dept — 1  e  band  eng.; 
t  al.,  bell;  part  pd.  men. 

ASHLAND,  p.  6,769;  mere  bldgs.,  bk.,  8  stor.; 
priv..  bk.  ft  wd.,  2  rtor.;  wd.  rfs.  not  perm.;  fwks. 
ft  combt.  ord.  F.  dept — 1  rtr.,  1  hand  eng..  1 
c.  eng.,  1  h.  ft  1.  trk.,  4  hose  car.,  1  hose  wag.; 
hose,  rub.,  gd..  2,600  ft;  f.  aL,  telp.;  vaL  equip., 
$6,000;  val.  bldgs.,  $2,000;  tot  mem.,  60,  pd. 
full  time  2,  vol.  48;  undrs.  rating,  fourth  claas. 

Watar  Supply — Src,  wells,  1  m.  bus.  cent;  qrs.» 
pump  to  stdp.;  stdp.  cap.,  176,200  gals.,  dim.  20 
X  76,  mat  stl.;  res.  cap.,  221,650  gals.,  loc.  at 
pump,   station;    2  pump,   eng.,   cap.   day   8,000.000 

gals.;  mains,  c.  L,  22  m..  4  to  12  in.  dia.;  167 
yd.;  1,626  met;  1,862  serv.;  pipe,  galv.  ft  wrt.  L; 
gres.,  46  to  140  lbs.;  cost,  $97,800;  wks.  owned 
y  dty. 

ASHLEY,  p.  706.  F.  dept— 1  str.,  1  h.  ft  1. 
trk..  1  hand  eng..  1  hose  cart,  1,200  ft  hose; 
f.  al,  beU;  80  voL 

ASHTABULA,  p.  20,000;  f.  area,  8.200  a.; 
mere  bldgs.,  bk.  ft  wd.,  1  to  4  rtor.;  priv.,  bk.,  1 
to  4  rtor.;  wd.  rfs.  perm.;  combt  ord.;  cauaes  of 
f.  inv.  F.  dept — 2  str.,  1  hand  eng.,  2  auto, 
comb,  e  eng.  ft  hose  carts,  1  h.  ft  1.  trk.,  4  hose 
wag.,  2  hose  reels;  hose,  cot,  rub.  lined,  gd.,  6,000 
ft.;  f.  aL,  Oamewell  ft  telp.;  tot  mem.,  48,  pd. 
fuU  time  12,  pd.  part  time  86;  rating,  fourth  class. 

Water  Supply — ^Src,  Lake  Erie;  nrs.,  pump  to 
res.  ft  stdp.;  stdp.  cap.,  286,000  gals.;  res.  cap., 
2,260,000  gals.;  pump,  eng.,  cap.  day  11,000,000 
gals.;  mains,  42  m.,  2  to  16  in.  dia.;  286  hyd.; 
met.,  8,210;  pres.,  dom.  40  to  60  lbs.,  f.  60  to 
85  lbs.;  cost  $788,180;  cost  mtce.,  $28,600;  wks. 
ovraed  by  Co. 

ASHEVILLE,  p.  972.  F.  dept — 12  e  hand  ex., 
1  h.  ft  L  trk.;  hose,  450  ft;  f.  al.,  bell;  voL; 
rating,  fifth  dass. 

Water  Supply — Src,  0  cisterns;  cap.  250  bbls. 
each. 

ATHENS,  p.  6,468;  f.  area,  2  m.  sq.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd., 
IVi  ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept — 1  h.  ft 
I.   trk.,   4  c.  hand  ex.,  2  hose  wag.,   1  hoae  cart; 
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hose,  cot.,  rub.  lined,  gd.,  2,000  ft.;  f.  al.,  bell 
A  wh.;  ezp.  dept.,  $60;  tot  mem.,  16,  pd.  part 
time;  rating,  fourth  claas. 

Water  Supply — Src.,  wells,  %  m.  bus.  cent.; 
ays.,  pump  to  Btdp.  &  dir.;  stdp.  cap.,  90,000 
ffals.;  pump,  eng.,  cap.  day  1,600,000  gals.;  mains, 
iron,  0%  m.,  4  to  10  in.  dia.;  68  hyd.;  858  serv.; 

{»!pe,  galT.  L;   pres.,  dom.   40  to  120   lbs.,  f.   120 
bs.;    cost,    $40,910.94;    cost   mtce.,    $1,660;    wka. 
owned  by  city. 

ATTICA,  p.  719.  F.  dept.-— 1  h.  Ac  1.  trk.,  2 
c  hand  ex.,  760  ft.  hose;  automatic  f.  al.,  40  voL 

BAIN  BRIDGE,  p.  888;  f.  area,  100  a.;  bldgs., 
wd.,  2  stor.;  wd.  rfs.  perm.;  fwks.  ord.;  causes 
of  f.  inv.  F.  dept — 12  c.  ex.,  1  h.  &  1.  trk.,  1 
hose  car.,  1  hose  wag.;  hose,  cot.  gd.,  900  ft.; 
f.  al.,  wb.  A  telp.;  tot.  mem.,  18  vol.;  rating, 
fourth  class. 

Water  Supply — Src,  wells;  ays.,  pump  to  stdp. 
it  dir.;  stdp.  dim.,  14  x  22  ft,  elevated  90  ft, 
cap.  20,000  gaL;  1  pump,  class  comp.  dup.,  cap. 
day  1,000,000  gals.;  mains,  c.  i.,  2  m.,  4  to  8 
in.  dia.;  21  hyd.;  9  t.;  dom.  pres.,  60  lbs.;  f. 
pres.,  90  to  120  lbs. 

BALTIC,  p.  377.  P.  dept — 1  comb.  c.  eng., 
600  ft.  hose;  f.  al.,  bell;  10  vol. 

BALTIMORE,  p.  661.  F.  dept — 1  hand  eng.,  1 
h.  ft  1.  trk.;  hose,  250  ft;  vol.;  rating,  fifth  daaa. 

Water  Supply — Src.,  canal,  riv.,  5  cisterns;  cap. 
cisterns,   20,000  gals.   each. 

BARBERTON,  p.  9,410;  f.  area,  8,040  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  penn.;  no  fwks.  ft  combt.  ord.;  cauaea  of 
f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  7  hose  car.;  hose, 
cot,  rub.  lined,  gd.,  2,000  ft;  rub.,  gd.,  1,260 
ft;  tot  hose.  8,250  ft;  f.  aL,  wh.  ft  bell;  vaL 
equip.,  $6,000;  val.  bldga.,  $2,000;  exp.  dept,' 
$800;  tot  mem.,  20,  pd.  part  time. 

Water  Supply — Src,  wella,  2  m.  bua.  cent;  aya., 
grav.,  pump  to  rea.  ft  dir.;  res.  cap.,  1,000,000 
gala.,  loc.  adjoining  pump,  atation;  2  pump,  eng., 
class  trip,  expansion,  cap.  day  6,000,000  gals.; 
mains,  c  L,  11%  m.,  4  to  14  in.  dia.;  04  hyd.; 
40  v.;  met,  6;  613  serv.;  pipe,  lead  ft  galv.  1.; 
pres.,  dom.  60  lbs.,  f.  120  lbs.;  cona.  day,  1.000,> 

000  gals.;  cost  $116,000;  coat  mtce.,  $9,000; 
wka.  owned  by  city. 

BARNESVILLE,  p.  4,288;  f.  area,  640  a.;  mere, 
bldga.,  stn.  ft  bk.,  1  to  8  stor.;  priv.,  bk.  ft  wd., 
2  stor.;  wd.  rfs.  not  perm,  in  x.  area;  fwks.  ft 
combt   ord.;    cauaea  of   f.    inv.      F.   dept. — 1   atr., 

1  h.  ft  1.  trk.,  8  c.  hand  ex.,  4  hoae  wag.;  hoae, 
cot,  rub.  lined,  gd.,  2,100  ft.;  f.  al.,  telp.  ft  wh.; 
vaL  equip.,  $6,600;  val.  bldga.,  $8,000;  exp.  dept, 
$1,200;  tot  mem.,  26,  pd.  full  time  1,  24  vol.; 
rating,   fifth  daaa. 

Water  Supply — Src,  rea.;  cap.  rea.,  120,000,000 
gala.;  2  m.  bua.  cent;  aya.,  pump  dir.;  1  pump, 
Clara  dup.,  cap.  day  1,000,000  gals.;  maina,  c.  1., 
9  m.;  .80  hyd.;  176  met;  aerv.  pipe,  lead;  prea., 
dom.  40  to  60  Iba.,  f.  80  to  90  Iba.;  cost,  $90,000; 
wka.  owned  by  village 

BATAVIA,  p.  1.084;  f.  area,  100  a.;  mere 
bldga.,  bk.  ft  wd.,  1  ft  2  ator.;  priv.,  bk.  ft  wd., 
1  ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  combt 
ord.;  cauaea  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk., 
1  hoae  wag.,  1  hose  cart;  hose,  cot,  rub.  lined, 
gd.,  1,000  ft:  inf.,  200  ft.;  tot  hose,  1.200  ft.; 
val.  equip.,  $2,000;  val.  bldgs.,  -$1,000;  exp. 
dept,  $50;  tot  mem.,  25  vol.;  rating,  fourth  dass. 

Water  Supply — Src,  creek.  ^  m.  bus.  cent; 
aya.,  pump  to  res.;  rea.  cap.,  100,000  gala.,  loc  on 
a  hill;  2  pump,  eng.,  claas  dup.,  cap.  day  1.600,- 
000  gala.;  maina,  c  i.,  3H  m.,  4  to  8  in.  dia.; 
37  hyd.;  86  v.;  met.  1;  140  aerv.;  pipe,  iron  ft 
lead:  pres..  dom.  90  lbs.,  f.  90  Iba.;  cona.  day, 
40.000  gala.;  cont  $36,000;  coat  mtce.,  $3,800; 
wks.  owned  by  city. 

BEACH  CITY,  p.  671.  F.  dept. — 1  c  eng.; 
hose,  cot.  rub.  lined,  800  ft.;  vol.;  rating,  fifth 
dass. 

Water  Supply — Src,  8  wells  ft  cisterns. 

BEAVER  DAM,  p.  465.  F.  dept— 1  h.  ft  L 
trk.,  1  hose  cart,  600  ft  hose;  f.  al..  bell;  vol. 

BEDFORD,  p.  1,788;  f.  area,  10  a.;  mere  bldgs., 
bk.  ft  wd.,  1  to  3  stor.;  priv.,  bk.  ft  wd..  1  to  2 
stor.;  wd.  rfs.  perm.;  no  fwks.  or  combt.  ord.; 
causes  of  f.  'nv.  F.  dent. — 1  comb,  c  ft  h. 
waff.;  hose,  cot,  rub.  lined,  800  ft;  val.  equip., 
$800;  exp.  dept,  $50;  vol. 


Water  Supply — Src,  daterea. 

BELLAIRE,  p.  12,946;  f.  area,  2,600  a.;  BMCt. 
bldgs..  bk.,  2  ft  8  stor.;  priv.,  bk.  ft  wd.,  t  ttor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
cauies  of  f.  inv.  F.  dept. — 2  h.  ft  L  trk.,  2  c 
eng.,  10  c  hand  ex.,  1  comb,  c  ft  h.  waa.,  6  bow 
car.,  1  chiefs  buggy*  8  hn.;  hoee,  rub.  lined,  fdL. 
6,000  ft;  f.  al.,  bell  ft  wh.,  25  bx.;  vaL  eqmp., 
$16,000;  vsL  bldga.,  $17,000;  exp.  dept,  $6,000; 
tot  mem.,  76,  pd.  full  time  1,  pid.  part  time  74. 

Water  Supply — Src,  riv.,  ^  m.  bua.  cent;  tft-t 
pump  to  res.;  res.  cap.,  2,000.000  gala.,  k)C  at 
edge  dty;  8  pump,  eng.,  daaa  dupi,  cap.  day 
5,000,000  gala.;  maina,  c   I.  ft  wd.,  15  m.,  S  to 

20  in.  dia.;  189  hyd.;  64  v.;  met,  8;  2,300  Benr.; 
pipe,  lead;  prea.,  dom.  50  Iba.,  f.  60  Iba.;  cona 
day,  2,000,000  gala.;  coat  $200,000;  coat  mtoe., 
$18,000;  wka.  owned  by  dtjr. 

BELLE  CENTER,  p.  889;  f.  area,  100  a.;  mere, 
bldga.,  bk.,  1  ft  2  ator.;  priv.,  wd.,  1  ft  2  ator.; 
wd.  rfa.  perm,  in  f.  area;  cauaea  of  f.  inv.  F. 
dept. — 1  auto,  atr.,  1  c  eng.,  1  h.  ft  1.  tik.,  1 
hoae  car.;  hose,  cot,  rub.  lined,  gd.,  800  ft;  rab^ 
gd.,  200  ft.;  tot  hoae.  1,000  ft.;  1  aL,  beU  A 
wh.;  tot.  mem.,  25  voL;  rating,  fifth  daaa. 

Water  Supply — ^Eight  public  ciatcma,  cap.  7,009 
gala,  each,  and  8  wella. 

BELLEFONTAINE.  p.  8,288;  f.  area.  2,500  a.; 
mere  bldga.,  bk.,  1  to  8  ator.;  priv.,  wd.,  2  ator.; 
wd.  rfa.  perm,  in  f.  area;  fwka.  ord.;  cauaea  of  f. 
inv.  F.  dept — 1  fa.  ft  L  trk.,  6  c  hand  ex.,  I 
hoae  wag.,  7  bra.;  hoae,  cot,  rub.  lined,  gd.,  2,800 
ft;  f.  al.,  dec,  13  bx.;  val.  equm.,  $5,000;  val 
bldn.,  $8,100;  tot  mem.,  15,  pd.  fau  time  7,  voL  8. 

water  Supply — Src,  wella.  1  m.  bua.  eeat;  «va, 
pump  to  rea.;  rea.  cap.,  2,000,000  gala.;  pomp, 
eng.,  cap.  day  1,600,000  gala.;  maina,  16 H  bl,  4 
to  16  in.  dia.;  164  hyd.;  98  v.;  met,  80:  1,053 
serv.;  pres.,  f.  65  to  80  lbs.;  coat,  $160,000;  ooat 
mtce.,  $5,000;  wka.  owned  by  town. 

BELLEVILLE,  p.  1,066;  f.  area,  120  a.;  mere, 
bldgs.,  wd.  F.  dept — 1  hand  eng.,  1  hoae  esr.; 
hose,  cot,  rub.  lined,  gd.,  800  ft;  f.  aL,  bdl; 
exp.  dept,  $80;  tot.  mem.,  82,  voL;  fating.  IfU 
daaa. 

Water  Supply — Src,  9  dstenis,  oa^  260  bbU 
each. 

BELLEVUE,  p.  5,209;  L  area,  1.500  a.;  mac 
bldga.,  bk.,  stn.  ft  wd.,  2  ft  8  ator.;  priv.,  bk.  t 
wd.,  2H  ator.;  wd.  rfa.  not  perm.;  fwka.  ft  combt 
ord.;  cauaea  of  f.  inv.  F.  dept. — 1  atr.,  1  ban! 
eng.,  1  h.  ft  1.  trie.,  2  hoee  car.,  2  hn.;  lioee,  eot, 
rub.  lined,  gd.,  1,800  ft.;  inL,  400  ft;  tot  hoae, 
2,200  ft;  f.  aL,  bdl;  vaL  equip.,  $8,000;  vaL 
bldga.,  $7,000;  exp.  dept,  $800;  tot.  men.,  16 
vol.;  rating,  fourth  daae. 

WaterSuPPly— Src,  brook  *  wdl.  8  m.  boi. 
cent;  aya.,  pump  to  atdp.  ft  dir.;  stdp.  ca^  215,* 
000  gala.,  dim.  20  x  100.  mat  atL;  rea.  cap.,  ISO.- 
000,000  gala.,  loc.  %  m.  ^tj;  pump,  cnc.,  €a^ 
day,  2,500,000  nla.;  nudna,  c  i.,  14  m.,  4  to  IS 
in.  dia.;  106  hyd.;  60  v.;  met,  8;  660  aerr.;  pipe, 

Jalv.    L;    prea..    dom.    40    Iba.,    L    90    Iba.;   coaa 
ay,    640.000    gala.;    cost,    $185,000;    eost   nite«M 
$4,200:   wka.   owned   by   dty. 

BELLMORE,  p.  298.  F.  dept — 1  hand  cue,  1 
hose  reel,  2  c  hand  ex.,  600  ft  hoae;  f.  aL,  bcQ; 
vol. 

BELMONT,  p.  672.  F.  dept — 1  hand  ««.,  100 
ft.  hoae;  f.  at,  bdl;  voL 

BELPRE.  p.  1,249.  F.  dept-»-l  hand  cl.  150 
ft.  hose;  6  vol. 

BEREA,  Cinrahoga  Co.,  p.  2,009;  mere  bldgt-. 
stn.,  bk.  ft  wd.,  1  to  8  ator.;  inrtv.,  ato.  ft  bL,  2 
ator.;  wd.  rfa.  not  perm,  bi  f.  area;  fwka.  k 
combt.  ord.;  cauaea  of  f.  inv.  F.  dept — ^1  haed 
eng.,  1  h.  ft  L  trk..  1  hoae  wag.,  1  hoee  cart; 
hose,  cot,  rub.  lined,  gd.,  1.850  ft;  L  aL.  vh.: 
val.   equip..   $2,000;   exp.  dept,   $176;  tot  acn^ 

21  vol. 

Water  Supply^— Src,  qnany  ft  riv.,  in  bna.  cent: 
aya.,  pump  dir.;  2  pump,  eng.;  cap.  day.  I00,0«0 
gala.;  maina,  iron,  8  m.;  98  hyd.;  met,  SO;  401 
serv.;  prea.,  dom.  60  Ibe..  f.  150  Ibai;  cona.  day. 
87,000  gala.;  coet.  $49,000;  coat  mtoe..  $4,100; 
wka.   owned  by  village. 

BERLIN  HEIGHTS,  p.  664.  F.  dept— 1  haad 
eng.,  1  hand  ex.,  1  c.  eng.,  1  hoae  wag.;  boac 
cot.,  rub.  lined,  gd..  900  ft;  c,  100  ft;  tot  boat. 
1,000   ft;    f.  aL,   bell;   voL;   rating,   fifth 

Water   Supply — Src,  ciatcma  ft  vreOa. 
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BETHEL,  Clermont  Ga,  p.  1,S01;  mera  bldgs., 
bk.,  1  to  8  stor.;  priv.  bk.  A  wd.»  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  cauaea 
of  f.  inv.  F.  dept. — 1  hand  eng.,  hn.,  band  ei.; 
f.  al.,  bell;  val.  equip..  $500;  val.  bldgs..  $600; 
tot.  mem.,  60  voL 

BLANCHESTER,  p.  1.818;  f.  area,  200  a.;  mere, 
bldgi..  bk..  1  &  2  stor.;  priv..  bk.  &  wd..  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 2  c.  hand  ex..  1  b.  ft  1.  trk.,  8  hose 
reels;  bose.  oot..  rub.  lined,  gd..  1.000  ft.;  rub., 
gd.,  600  ft.;  tot.  hose.  1,500  ft.;  f.  al.,  bell;  val. 
equip.,  $1,400;  ral.  bldgs.,  $8,000;  exp.  dept, 
$225;  tot.  mem..  16,  pd.  part  time;  rating,  fourth 
daas. 

Water  Supply — Src.,  res.,  ^  m.  bus.  cent;  sys., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  60,000  gals.; 
res.  cap.,  7,000,000  gals.;  2  pump.  eng..  cap.  day 
1,600.000  gals.;  main,  4%  m..  4  to  8  in.  dia.; 
35  hyd.;  82  met;  pres..  dom.  45  lbs.,  f.  125  lbs.; 
cons,   day,   60,000   gc^.;   wka.   owned  by  city. 

BLOOMDALE,  p.  602.  F.  dept — 1  hand  eng., 
1  hose  reel,  750  ft  hose;  f.  al.,  bell  ft  wh.;  vol. 

BLOOMVILLE,  p.  754.  F.  dept— 1  comb.  c. 
ft  pump,  eng.,  1  hose  wag.,  1  hose  reel.  800  ft 
hose;  f.  al.,  elec..  wh.;  16  vol. 

BLUrFTON.  p.  1,053;  f.  area,  500  a.:  mere, 
bldgs.,  Btn..  bk.  ft  wd.,  1  to  8  stor.;  priv..  ntn.. 
bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  a.;  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  b.  ft  L  trk.« 
1  hose  wag..  2  hose  carts;  hose,  cot,  rub.  lined, 
gd.,  1,400  ft;  f.  «L,  bell  ft  wh.;  val.  equip.,  $1,500; 
val.  bldgs.,  $20,000;  exp.  dept,  $175;  tot  mem.. 
13,  pd.  full  time  1.  pd.  piut  time  12;  rating, 
fourth  class. 

Water  Supply — Src,  wells;  sys..  grav.  ft  pump 
dir.;  pump.  eng..  cap.  day  1,000,000  gala.;  mains, 
6  m.,  8  to  8  in.  dui.;  47  hyd.;  250  serv.;  prea., 
dom.  40  lbs.,  f.  100  lbs.;  cost,  $20,000;  cost 
mtce.,   81,200;   wks.  owned  by  village. 

BOLIVAR,  p.  667;  f.  area,  800  a.;  mere,  bldgs., 
wd.,  2  'Stor.;  priv.,  wd..  2  stor.;  wd.  rfs.  perm,  in 
f.  area.  F.  dept — 2  hand  eng.,  4  h.  ex.,  1  hose 
wag.;  hose,  cot,  rub.  lined,  gd.,  400  ft.;  f.  aL, 
bell;  tot  mem.,  20  vol. 

Watar  Supply — Src,  canal,  riv.  ft  cistema. 

BOTKINS,  p.  57$.  F.  dept — 1  hand  eng..  1 
gasoline  eng..  1  hose  reel,  2,000  ft.  bose;  bell 
aL;  tot  mem.,  82,  pd.  full  time  2,  80  voL 

BOWLINQ  GREEN,  p.  6,222;  mere  bldgi.,  bk. 
ft  wd.,  1  to  4  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  causes  of  f.  inv.  F. 
dept — 1  h.  ft  1.  trk.,  8  c  hand  ex.,  1  hose  waff., 

1  hose  car.,  2  hrs.;  hose,  cot,  rub.  lined,  gd.,  1,800 
ft;  inf.,  700  ft;  tot  hose,  2,500  ft;  t  al.,  bell 
ft  wh. ;  exp.  dept.,  $176;  tot.  mem.,  8,  pd.  lull 
time  1,  7  vol.;  rating,  fourth  class. 

Water  Supply — Src,  wells  ft  cisterns;  sys.,  grav. 
ft  pump  to  stdp.  and  dir.;  stdp.  cap.,  06,000  gals.; 
res.  cap.,  1,000,000  gals.;  pump.  eng..  cap.  day 
1,500,000  gals.;  mains,  8^  m.,  4  to  12  in. 
dia.;  07  hyd.;  00  v.;  met.,  1;  600  serv.;  prea., 
f.  96  to  110  lbs.;  cost,  $70,000;  cost  mtce., 
$4,000;  wks.  owned  by  city. 

BRADFORD,  p.  2,000;  L  area,  640  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  ft  3  etor.;  priv.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  perm,  in  f.  srea;  fwk«.  ft  combt 
ord.  F.  dept. — 2  c.  eng.,  1  h.  ft  1.  trk.,  1  hose 
wag..  2  hose  reels;  hose,  cot,  rub.  lined,  gd., 
1,200  ft;  f.  al.,  bell;  val.  equip.,  $1,500;  val. 
bldgs.,  $2,000;  exp.  dept,  $200;  tot.  mem.,  12 
vol.;   rating,  fifth  crass. 

Watar  Supply — Src,  2  wells  ft  65,000-gaI.  eia- 
tem,  ^  m.  bus.  cent.;  sys.,  pump  to  stdp.  ft  dir. 
pres.;  stdp.  cap.,  105,000  gals.;  res.  cap,  67,000 
gals.;  1  pump,  eng.;  cap.  di^r,  74,444  gals.;  mains, 
c  L,  4  m.,  4  to  8  in.  dia.;  50  hyd.;  17  v.;  188 
met;  184  serv.;  pipe,  c.  i.;  pres.,  dom.  60  lbs.,  f. 
120  lbs.;  cons,  day,  15,000  gals.;  cost,  $31,000; 
coat  mtce.,  $1,200;  wks.  owned  by  city. 

BRADNER,  p.  800;  mere,  bldgs.,  bk.     F.  dept-^ 

2  c  hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wag.,  1  hose 
car.;  bose,  cot,  rub.  Uned,  gd.,  1,000  ft.;  f.  al., 
wh.  ft  bell:  tot.  mem.,  86  vol.;  rating,  fifth  daas. 

Watar  Supply — Src,  wells;  sys.,  pump  dir.;  8 
pumps,  class  dup.,  cap.  800,000  gals,  day;  mains. 
4  m.;  24  hyd.;  dom.  pres.,  40  to  60  lbs.,  f.  80 
to  00  lbs. 

BRIDGEPORT,  p.  8,974;  f.  area,  2  m.;  mere 
bldga.,  bk.  ft  wd..  1  to  4  stor.,  priv.,  bk.  ft  wd., 
1   to   8  stor.;  wd.   rfs.   perm,   in  z.   area;   fwka.   ft 


combt.  ord.;  causes  of  f.  inv.  F.  dept — 1  hose 
wag.,  1  hose  cart;  hose,  cot.,  rub.  lined,  gd.,  1,860 
ft;  Inf.,  800  ft.;  tot  nose,  1,660  ft;  f.  al.,  wh.; 
vaL  equip.,  $1,600;  tot.  mem.,  60  vol.;  rating, 
fourth  class. 

Water  Supply — Sys.,  grav.;  prea.,  110  lbs.;  48 
hyd.;  mains.  6  m. 

BRILLIANT,  p.  646.  F.  dept— 1  h.  ft  L  trk., 
15  hand  ex. 

BROOKVILLE,  p.  1,187;  f.  area.  100  a.  F. 
dept — 1  h.  ft  L  trk.,  8  hose  reela;  hose,  1.500 
ft:   vaL  equip.,  $2,000;  exp.  dept.  $160;   10  voL 

Water  Supply— Src,  wells,  situated  M  m.  bus. 
cent;  sys.,  air  pres.;  stdp.  cap.,  27,072  gals.;  2 
pump,  en^.,  daaa  gasoline,  cap.  day  460,000  gals, 
each;  mains,  c.  i.,  3  1-7  m.,  4  to  10  in.  dia.;  42 
hyd.;  40  v.;  met,  206;  serv.,  206:  pipe,  wrt  L 
g«lv.;  pres.,  dom.  65  Ibe..  f.  110  Ids.;  cons,  day, 
85,000  gals.;  cost,  $25,000;  coat  mtce,  $1,100; 
wks.  owned  by  city. 

BRYAN,  p.  8,641;  f.  area,  680  a.;  mere  bldgs., 
stn.  ft  bk.,  2  to  4  stor.;  priv.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  str.,  1  comb, 
c.  ft  h.  wag.,  6  c  hand  ex.,  1  chief's  auto.,  1  sup« 
ply  wag.,  1  aer.  trk.,  2  boee  wag.,  6  hra.;  hose, 
cot,  ruD.  lined,  gd.,  2,710  ft;  c  hose.  150  ft; 
inf.,  350  ft;  tot.  hooe,  8,210  ft;  f.  al.,  telp.;  vaL 
equip.,  $17,600;  val.  bldgs.,  $1^,600;  exp.  dept, 
$2,500;  tot  mem..  16.  pd.  full  time  8,  pd.  part 
time  13;  rating,  fourth  dase. 

Water  Supply — Src,  wella,  H  n.  bus.  cent; 
sys.,  pump  dir.;  2  pump,  eng.,  daas  comp.,  cap. 
day  2,000,000  gala.;  mains,  c  i.,  7  1-3  m.,  4  to 
12  iQ.  dia.;  08  nyd.;  88  v.;  met,  4^50;  650  serv.; 
pipe,  lead  ft  iron;  pres.,  dom.  46  lbs.,  f.  90  lbs.; 
cons,  day,  800,000  gals.;  cost  mtce.,  $2,000;  wks. 
owned  by  dty. 

BUCYRUS,  p.  8,122;  f.  area,  2.240  a.;  mere 
bldgs.,  bk.,  1  to  4  stor.;  priv.,  wd.  ft  bk.,  2  stor.; 
wd.  rfs.  not  perm.;  causes  of  f.  inv.  F.  dept — 
1  str..  4  c  hand  ex..  1  h.  ft  L  trk..  1  auto.  oomb. 
trk.,  1  hose  wag.,  2  hoae  car.,  4  hrs.;  hose,  cot, 
rub.  lined,  gd.,  8,000  ft.;  f.  al.,  Gamewell,  16 
bx.;  val.  equip.,  $18,000;  vaL  bldgs.,  $15,000;  exp. 
dept.  $5,600;  tot.  mem.,  19,  pd.  full  time  4, 
vol.  15;  rating,  fourth  class. 

Watar  Supply — Src,  watershed,  8  m.  bus.  cent; 
sys.,  grav.  ft  pump  dir.;  res.  cap.,  176,000,000 
aals.,  IOC  8  m.  bus.  cent:  2  pump,  eng.,  daaa 
dup.,  cap.  day  3,000,000  gals.;  mains,  wd.  ft  iron, 
21  m.,  4  to  14  in.  dia.;  200  hyd.;  68  v.;  met, 
607;  1.200  serv.;  pipe,  lead;  prea.,  dom.  40  Iba., 
f.  80  lbs.;  cons,  day,  874,000  gals.;  cort.  $250,- 
000;  cost  mtce.,  $7,000;  wks.  owned  by  Co. 

BURTON,  p.  650.  F.  dept. — 1  hand  eng.,  1 
h.  ft  L  trk.;  hose,  450  ft;  f.  al.,  bell  ft  wh.;  voL; 
rating,    fifth   class. 

Water  Supply — Src,  cisterns. 

BUTLER,  p.  780;  mere,  bldgs.,  bk.  ft  wd.;  priv., 
bk.  ft  '^vd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area; 
comb,  ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft  L 
trk.,  1  comb,  c  ft  hand  eng.,  1  c  hand  ex.,  1 
hose  cart:  hose,  cot,  rub.  Uned,  inf.,  1,000  ft.; 
f.  al.,  bell;  vaL  equip..  $800;  tot.  mem.,  80  voL; 
rating,   fifth   class. 

(Water  Supply  flrc,  spr.,  in  bus.  cent.;  ays., 
dir.  pres.,  2  res.,  cap.  7,000  gals.;  mains,  1  m., 
1  to  8  in.  dia.;  2  hyd.;  met;  cons,  day,  2,000 
gals.;   cost,   $500;  wks.  owned  by  priv.  Co. 

BYiBSVIULE,  p.  3.156;  f.  area,  200  a.  F.  dept 
^1  fitr.,  1  h.  ft  1.  trk.,  1  hose  wag,,  1  hand  eng.; 
f.  aL,  bell;  vaL  equip.,  $4,000;  val.  bldgs.,  $8,000; 
exp.   dept.,   $200;  tot.    mem.,   40   voL 

No   waterwks. 

CADIZ,  p.  1,971;  f.  area,  600  a.;  mere  bldga.. 
bk..  8  stor.;  priv..  bk.  ft  wd.,  2  ft  8  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ord.;  causes  of  f.  inv. 
F.  dept — 1  str.,  1  h.  ft  I.  trk.,  2  hose  wag.;  hoae, 
cot.,  rub.  lined,  gd.,  1,000  ft;  Inf.,  800  ft;  tot 
hose,  1.300  ft:  f.  aL,  bell;  val.  equip.,  $7,000; 
vaL  bldg^.  $3,000;  exp.  dept.,  $700;  tot.  mem.,  26 
vol.;  rating,  fourth  class. 

Water  Supply — Src,  wells,  1,650  ft  bus.  cent; 
ays.,  grav.,  pump  to  res.  ft  dir.;  res.  cap.,  300,000 
gals.,  loc  near  pump,  station;  2  pump,  eng.,  cap. 
day  750,000  cralfi.;  mains,  c  L,  6^^  m.,  4  to  12 
in.  dia.;  75  hyd.;  44  v.;  met.,  318;  494  serv.; 
pipe,  oralv.  L;  pros.,  dom.  80  lbs.,  f.  100  lbs.;  cons, 
day,  50,000  gals.;  cost.  $40,000;  coat  mtce.,  $4,- 
371;  wks.  owned  by  city. 
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CALDWELL,  p.  1,480;  f.  are«,  126  a.;  mere 
bldgs.,  bk.  k  weL,  2  &  8  stor.;  priv.,  bk.  k  wd., 
1  ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  cauaea 
of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  2  c.  hand 
ex.,  8  hose  car.;  hose,  cot,  rub.  lined,  gd.,  900 
ft.;  inf.,  400  ft.;  tot.  hose,  1,800  ft;  f.  aL,  beU; 
val.  equip.,  $1,200;  tot  mem.,  26  toL;  ratingf 
fomth  daas. 

Water  Supply — Src,  well  ft  creek,  H  m.  bus. 
cent;  ays.,  grav.  ft  pump  dir.;  rea.  cap.,  200,000 
gala.,  loc.  on  hill;  pump,  eng.,  cap.   day  500,000 

fals.;  mains,  c  i.,  4  m.,  4  to  8  in.  dia.;  44  hyd.; 
50  serv.;  pres.,  dom.  120  lbs.,  f.  160  Iba.;  coat, 
$17,000;  cost  mtce.,  $1,000  to  $1,200;  wka. 
owned  by  city. 

CALEDONIA,  p.  662;  f.  area,  16  a.;  mere,  bldga., 
bk.,  2  stor.;  prir.,  wd.,  2  stor.;  wd.  rfs.  perm,  in 
1.  area;  fwka.  ord.;  causes  of  f.  inv.  P.  dept — 
1  hand  eng.,  2  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  hoae 
cart;  hose,  cot,  rub.  lined,  inf.,  1,000  ft;  f.  aL, 
bell;  exp.  dept,  $820;  tot  mem.,  80,  pd.  full 
time  1,  vol.  20;  rating,  fourth  class. 

Water  Supply — Src,  riv.  ft  0  cisterns,  cap.  150 
bbls.  each. 

CAMBRIDGE,  p.  11,827;  f.  area,  900  a.;  mere, 
bldgs.,  bk.  ft  stn.,  1  to  4  ator.;  priv.,  wd.  ft  bk., 
1  ft  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  str.,  1  comb, 
c.  ft  h.  wag.,  1  c.  eng.,  0  c  hand  ex.,  2  h.  ft  L 
tA.,  6  hose  car.;  hose,  cot,  rub.  lined,  gd.,  8.000 
ft;  inf.,  600  ft:  tot  hose,  8,600  ft;  f.  al.,  beU; 
val.  equip.,  $12,000;  exp.  dept,  $1,000;  tot  mem., 
76  vol.;  rating,  fourth  class. 

Water  Supply — Src,  wells  ft  creek,  1  m.  bus. 
cent;  sys.,  pump  to  stdp.;  stdp.  cap.,  220,820 
gals.;  res.  cap.,  1,100,000  gals.;  2  pump,  eng., 
cap.  day  2,500,000  gals.;  mains,  c.  i.,  9%  m.,  4 
to  14  in.  dia.;  118  hyd.;  met.,  265;  1,200  serv.; 

?ipe,  lead  ft  galv.  i.;  pres.,  dom.  80  to  86  lbs., 
80  to  140  lbs.;  cost,  $08,000;  cost  mtce.,  $2,- 
600. 

CAMDEN,  p.  809;  mere  bldga.,  bk.  ft  wd.,  2  ft 
8  stor.;  priv.,  bk.  ft  wd..  2  ft  8  stor.;  wd. 
rfs.  perm,  in  x.  area;  causes  of  f.  inv.  F.  dept 
— 1  str.,  1  h.  ft  L  trk.,  7  c.  hand  ex.,  2  hose 
reels;  hose,  cot,  rub.  lined,  gd.,  1,700  ft;  f.  aL, 
bell;  tot  mem.,  20,  pd.  part  time;  rating,  fifth 
daas. 

Watar  Supply — Cistern. 

CANAL  DOVER,  p.  6,621;  f.  area,  1,200  a.; 
mere,  bldgs.,  bk.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.  F.  dept 
— 2  str..  2  c.  hand  ex.,  1  h.  ft  1.  trk.,  2  hose 
car.,  6  hrs.;  hose,  cot,  rub.  lined,  gd.,  2,600  ft; 
f.  al.,  bell;  vaL  equip..  $10,000;  vaL  bldgs.,  $18,- 
000;  exp.  dept,  $1,500;  tot  mem.,  21,  pd.  full 
time  1,  pd.  part  time  20;  undra.  rating,  fourth  class. 

Watar  Supply— Src,  19  wells,  H  m.  bus.  cent; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  160,000 
gals.,  -dim.  16  x  100,  mat.  stl.;  2  pump,  eng., 
class  comp.,  cap.  day  2,760,000  gala.;  maina,  c. 
ft  wrt.  i.,  15  1-5  m..  2  to  12  in.  dia.;  188  hyd.; 
120  v.;  met,  12;  1,400  serv.;  pipe,  iron;  prea., 
dom.  60  lbs.,  f.  110  lbs.;  cons,  day,  600,000  gals.; 
cost,  $66,000;  cost  mtce.,  $5,000;  wks.  owned  by 
city. 

CANAL  FULTON,  p.  978;  f.  area,  640  a.;  mere 
bldgs.,  bk.,  2  ft  8  ator.;  priv.,  wd..  2  ator.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  str.,  6  c  hand  ex.,  2  h6se  carta,  2 
hrs.;  hose,  cot,  rub.  lined,  gd.,  1.800  ft;  f.  al., 
bell;  exp.  dept,  $600;  tot  mem.,  16,  pd.  full  time; 
rating,  four  ft  one-half  dasa. 

Water  Supply — iSrc.,  wells,  1  m.  bus.  cent; 
sys.,  grav.,  pump  to  res.;  res.  cap.,  200,000  gals.; 
1  pump,  eng.;  cap.  day,  90,000  gals.;  mains,  wrt. 
L,  6  m..  2  to  12  in.  dia.;  16  hyd.:  met,  70;  70 
•erv.;  pipe,  galv.  ft  wrt  L;  pres.,  dom.  60  to  76 
Iba.,  f.  86  lbs.;  cost  $26,000;  wks.  owned  by  Co. 

CANAL  WINCHESTER,  p.  740;  f.  area,  820  a. 
F.  dept. — 1  hand  eng.,  2  hose  reels,  1  h.  ft  L 
trk.,  4  c.  hand  ex.;  hose,  cot,  rub.  lined,  gd.,  600 
ft;  f.  aL,  bell;  val.  equip.,  $1,000;  vaL  bldgs., 
$800;  voL 

Watar  Supply — Src,  wella,  1  m.  bua.  cent;  sva., 
dir.  pres.;  1  pump,  eng.,  cap.  hour  6,800  gala.; 
mains,  1,000  ft.;  4  hyd.;  pres.,  dom.  80  lbs.,  f. 
100  lbs.;  cost,  $2,600  cost  mtce.,  $200;  wks. 
owned  by  ci^. 

CANTON,  p.  60,217;  f.  area,  2,240  a.;  mere, 
bldga.,  stn.,  bk.  ft  wd.,  2  to  7   stor.;  priv.,  stn.. 


bk.  ft  wd.,  8  ft  8  ator.;  wd.  rfs.  not  penn.  In  i. 
area;  combt.  ord.;  causes  of  f.  inv.  P.  dept — 8 
str.,  2  c  eng.,  10  c  hand  ex.,  2  comb.  e.  ft  h. 
wag.,  1  aer.  trk.,  6  hose  carta,  17  bra.;  hoae,  rub., 
gd.,  8,000  ft;  inf.,  6,000  ft;  tot  hose,  14.000 
ft;  f.  aL,  bell,  66  bx.;  vaL  equip,  ft  bldga.,  $800,- 
000;  exp.  dept,  $70,000;  tot  meoL,  68,  pd.  full 
time;   rating,   second   daaa. 

Watar  Supply — Src,  wella,  1  m.  bos.  cent; 
■ya.,  pump  d^.;  6  pump,  eng.,  cap.  day  85.000,000 
gala.;  maina,  c  L,  76  m.,  4  to  20  in.  dia.;  490 
hyd.;  met,  442;  7.926  serv.;  pipe,  galv.  ft  wrt.  L; 
pres.,  dom.  100  Iba.,  f.  140  lbs.;  cons,  day,  6,658,- 

000  gala.;  cost  mtce.,  $86,000;  wks.  owned  by  dty. 

CARDINGTON,  p.  1,849;  f.  area.  175  a.;  mere 
bldgs.,  wd.,  bk.  ft  con.,  2  ft  8  stor.;  pviv.,  wd^ 
IH  stor.;  wd.  rfs.  perm.;  no  fwka.  ord.     F.  dept — 

1  atr.,  1  h.  ft  1.  trk.,  2  c  eng.,  c  hand  «z.,  S 
hose  wag.;  hose,  rub.,  gd.,  1,800  ft;  inf.,  1,000 
ft;  tot  hose,  2,800  ft;  f.  al.,  bell;  vaL  equip., 
$6,000;  val.  bldga.,  $1,000;  exp.  dept,  $200; 
tot.  mem.,  28  voL;  mting.  fifth  daaa. 

Watar  Supply— Src,  wella  ft  datena. 

CAREY,  p.  2,226;  f.  area,  640  a.;  mere  bldga., 
bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  2  ator.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt.  aid.; 
cauaes  of  f.  inv.  F.  dept — 1  h.  ft  L  trk.,  S  hoae 
wag.,  2  hose  carts:  hose,  cot,  rub.  lined,  gd., 
2,760  ft;  f.  aL,  bell  ft  wh.;  vaL  equip.,  $4,000; 
val.  bldgs.,  $8,600;  exp.  dept,  $400;  tot.  mcas., 
46  voL;  rating,  fourth  daaa. 

Watar  Supply — Src,  wella,  H  m.  boa.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  176,000  gala., 
dim.  16  X  116,  loc.  in  dty  park,  mat.  atL;  2 
pump,  eng.,  class  comp.,  cap.  day  1,000,000  gids.; 
mains,  c  L,  6  6-7  m.,  4  to  12  in.  dia.;  65  nyd.; 
10  v.;  met.,  16:  800  serv.;  pipe,  galv.  L;  prea., 
dom.  60  Iba..  f.  100  Ibe;  cons.  day.  S00,000 
gala.;  cost,  $28,000;  cost  mtce,  $6,000; 
owned  by  dty. 

CARROLLTON,  CarroU  Co.,  p.  1,780; 
bldga.,  bk.  ft  stn.,  2  ft  8  stor.;  priv.,  wd.  ft  bk.,  2 
stor.;  wd.  rfe  perm.;  fwks.  ft  combt  ord.;  eaosea 
of  f.  inv.  F.  dept. — 1  c  eng.,  6  hoae  xeela:  boae. 
cot,  rub.  lined,  gd.,  1,700  ft;  f.  aL,  bdl;  vaL 
equip.,  $4,000;  vaL  bldgs.,  $2,000;  exp.  dept. 
$1,000;  tot  mem.,  82,  pd.  part  time  10,  toL  22; 
rating,  fourth  daae 

Water  Supply — Src,  wella,  1  m.  f»ua.  cent.;  qra.^ 
pump  to  Btdp.  ft  dir.;  atdp.  cap..  105,000  gale^ 
dim.  70  X  16;  8  pump,  eng.,  daaa  oonpu  dap.. 
cap.  day  1.800,000  gala.;  muiia,  e  L,  4H  m..  4 
to  12  in.  dia.;  46  hyd.;  860  serv.;  prea.,  dom.  50 
lbs.,  f.  126  lbs.;  cost,  $60,000;  wka.  owned  bgr  dty. 

CARTHAQE,  Hamilton  Co.,  p.  8,018;  wmcxcd 
to  CincinnatL 

CEDARVILLE,  Greene  Co.,  p.  1,069;  bldga..  bk.. 

2  stor.;  priv.,  wd.  ft  bk.,  2  stor.;  wd.  ifa.  perm.; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.     F.  ocpt — 

1  str.,  1  hand  eng.,  4  c  hand  ex.,  1   h.  ft  L  trk.. 

2  hose  reels;  hose,  cot.  rub.  lined,  gdL,  1,200 
ft;  rub.,  gd.,  600  it;  tot  hoae  1,700  ft;  L  aL. 
bell;  exp.  dept,  $600;  tot  mem.,  85  vol.;  rating, 
fifth   daas. 

Watar  Supply — Src,  wella,  8  m.  busL  cent;  era., 
pump  dir.;  res.  cap.,  4,000,000  gala.;  S  pomp- 
eng.,  cap.  dar  100,000  gals.;  mains.  Iron,  9  a^ 
4  to  10  in.  dia.;  80  hyd.;  10  v.;  prea.,  f.  150  lb*.; 
cone  day,  160,000  gale;  coat,  $S5,000;  wka. 
owned  by  Co. 

CELINA,  p.  8,498;  f.  area,  900  e;  mcrxsL 
bk.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfa. 
in  f.  area;  fwke  ft  combt  ord.;  causes  of  fL  isiv. 
F.  dept — 1  b.  ft  L  Irk.,  4  e  hand  ex.,  1  boas 
wag.,  1  hose  cart  2  hra«;  hoae.  cot.,  rob.  linedL 
ed.,  2,000  ft;  inf.,  200  ft;  tot  hose,  S,S00  ft.; 
I.  al.,  bell  ft  wh.;  val.  equip.,  $8,600;  vaL  Mdnu 
84,000;  exp.  dept,  $2,600;  tot  mem.,  9,  pd.  ndl 
time  4,  vol.  6. 

Watar  Supply — Sre,  wdla,  H  m.  bue  eent: 
aye,  pump  to  ree  ft  atdp.;  atdp.  cap.,  Itp.ooo 
gale,  dim.  16  x  126,  loc  00  ft  statios,  mat 
stl.;  ree  cap.,  60,000  gale,  loe  10  ft.  statlos: 
2  pump,  eng.,  daaa  comp.  dup.,  cajx  day  1,000,000 
gale;  mains,  c  L,  9  m.,  4  to  12  in.  dia.;  1ST 
hyd.;  80  v.;  met,  400;  660  serv.;  pipe,  lead; 
prea.,  dom.  70  Ibe,  f.  70  the;  cone  dax,  100,000 
gale;  cost  $66,000;  coat  mtce.,  $t,00O;  wke 
own«d  by  dty. 

CENTERBURQ,  p.  728.  F.  dept — I  e  ev^ 
2   c  hand  ex.,   2  hoae  wag.,  2   hoae  reds; 
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<ot.,  nib.  lined,  gd.,  1.100  ft.;  f.  «1.,  bell;  yaL 
equip.,  $990;  tot.  mem.,  18,  pd.  part  time;  ntios, 
fifth  clftse. 

Water  Supply — CieternB.  Waterwka.  plant  in 
eoune  of  conatruction. 

CHAGRIN  FALLS,  p.  l.OSl;  bldra.,  stn.,  bk.  k 
wd.,  1  to  8  etor.;  wd.  rfs.  perm.;  fwka.  &  combt. 
ord.  F.  dept. — 1  c.  k  h.  A  1.  trk.,  1  hoae  wag.,  1 
hose  reel;  noee,  rub.,  gd.,  1,400  ft.;  Inf.,  600  ft; 
tot.  hose,  2,000  ft.;  27  men,  pd.  part  time. 

Water  Supply — Src,  apr.;  aya.,  pump  to  rea.$ 
res.  cap.,  216,000  gala.;  pomp,  eng.,  cap.  day 
750,000  gals.;  mains,  c.  1.,  7  m.,  4  to  10  in.  dia.; 
^0  hyd.;  600  met.;  pres.,  dom.  66  Iba.,  f.  118 
lbs.;  cost,  988,000;  coat  mtce.,  $2,000. 

CHARDON,  p.  1,542;  f.  area,  640  a.;  mere, 
bldgs.,  bk.,  8  ator.;  priv.,  wd.,  2  ator.;  wd.  rfa. 
perm,  in  f.  area;  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  c.  eng.,  1  hand  eng.,  20  c.  hand 
ex.,  1  h.  A  1.  trk.,  2  hoae  carta;  hoae,  coL,  rub. 
lined,  gd.,  1,000  ft.;  f.  al.,  bell;  tot.  mem.,  80 
vol.;  rating,  fifth  daaa. 

Water  Supply — Src,  wella  k  ciatema. 
CHICAGO  JUNCTION,  p.  2,060;  f.  area,  600  a.; 
bldgs.,  wd.,  2  A:  8  ator.;  wd.  rfa.  perm.  F.  dept. — 
1  Btr.,  1  band  eng.,  1  h.  ft  1.  trk.,  2  hoae  car.; 
hose,  cot.,  rub.  lined,  gd.,  1,900  ft.;  inf.,  400 
ft;  tot.  hoae,  2,800  ft.;  f.  al.,  bell;  val.  equip., 
$3,000;  trI.  bldga.,  $500;  ezp.  dept,  $260:  tot. 
mem.,  48,  pd.  full  time  1,  toI.   47;  rating,  fourth 

class. 

Water   Supply — Src,    wella,    %    m.    bus.    cent.; 

gyn.,  pump  to  atdp.;  stdp.  cap.,  85,000  gala.,  dim. 

22   X  24,  loc.    2  blocks  bus.   cent,  mat.  atl.;  rea. 

■cap.,    170,000    gals.,    loc    near    atatlon;    2    pump. 

eng.,    cap.    day    1,750,000    gala.;    maina*    c    L,    6 

m.,    4   to   12   in.   dia.;   70  hyd.;    40   v.;   met,    10; 

390    serr.;   pipe,    galv.    i.;   pres.,   dom.    60   Iba.,    t. 

100  lbs.;  cons,  day,   170,000  gala.;  coat,  $55,000; 

coat  mtce.,  $6,500;  wka.  owned  by  city. 

CHILLICOTHE,  p.  14,508;  f.  area,  1,900  a.; 
mere,  bldgs.,  bk.,  1  to  8  ator.;  priv..  bk.,  1  k  2 
ator.;  wd.  na.  perm,  in  f.  area;  fwks.  k  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  atr.,  1  c  eng., 
2  c.  hand  ex.,  1  b.  ft  1.  trk..  1  comb,  c  ft  n. 
wag.,  2  hose  wag.,  6  bra.;  hoae,  cot,  rub.  lined, 
fd.,  8,750  ft;  inf.,  1,000  ft;  tot  hoae,  4,750  ft; 
f.  al.,  bell,  85  bx.;  vaL  equip.,  $6,000;  val.  bldga., 
$10,000;  exp.  dept.  $12,000;  tot  mem.,  ll,  pd. 
full   time;  rating,  third  daaa. 

Water  Supply — Src,  wella,  M  m.  bua.  cent; 
wya.,  pump  to  res.;  res.  cap.,  8,500,000  gala.,  loc 
^  m.  bus.  cent;  2  pump,  enff.;  cAaaa,  comp.,  dup. 
A  condenaing;  cap.  day,  4,600.000  gala.;  malna, 
iron.  26  m.,  4  to  16  in.  dia.;  175  hyd.;  200  met; 
S.OOO  aerv.;  prea.,  dom.  95  iba.,  f.  95  Iba.;  cons, 
day,  1,250,000  gala.;  cost,  $800,000;  wka.  owned 
by    private  Co. 

CINCINNATI,  p.  868,591;  f.  area,  66.04  aq.  m.; 
mere,  bldgs.,  bk.,  stn.  ft  iron,  1  to  86  ator.; 
f>riv.,  bk.,  atn.  ft  wd.,  2  ator.:  wd.  rfs.  not  perm.; 
Pwks.  ft  combt.  ord.;  cauaea  of  f.  inv.  F.  dept. — 1 
luto.  pump,  eng.,  10  auto.  comb.  c.  ft  h.  wag.,  1 
iuto.  fuel  wag..  9  chiefa  auto.,  86  atr.,  1  c. 
>n^.,  56  c  hand  ex.,  16  h.  ft  1.  trk.,  4  aer.  trk., 
i  vrater  towers,  50  hoae  wag.,  8  fuel  wag.,  220 
)rs. ;  hose,  cot,  rub.  lined,  gd.,  90,000  ft.;  f.  al., 
^amewell,  683  bx. ;  val.  equip.,  $1,900,000;  vaL 
tldflra.,  $669,000;  exp.  dept,  $854,105;  tot  mem., 
»55.    pd.  full  time;  rating,  flrat  daaa. 

Water  Supply — Src,  riv.,  6  m.  bua.  cent;  riv. 
rtation,  4  pumpa,  tot.  120,000,000  gala,  cap.;  Bet- 
liner*  coagulating  ft  clear  rea.,  880,000,000  gala, 
rap.,  grav.  tunnel  to  main  pump,  atatlon;  8  low- 
erv.  pumpa,  tot  75,000,000  gals,  cap.;  4  high-serv. 
uxnps,  tot  58,000,000  gals,  cap.;  Weatem  Hills 
tation,  pumps,  7,000,000  gala.  cap. ;  Eden  Park  rea., 
00,000,000  gala,  cap.,  aupplying  low  aerv.;  2  Mt. 
.ubizm  tk.,  750,000  g«l-«  balandng  high  serv. ;  4  tk., 
ap.  1,888,000  gala..  Western  Hills;  maina,  c.  i., 
60  n.*  4  to  60  m.  dia.;  52,000  aerv.;  28.000  met; 
ei-r.  pipea.  lead  ft  c  i.;  prea.,  10  to  200  lbs.;  cons. 
ly,  48,059,000  gala.;  coat,  $18,604,040;  coat  mtce. 
1911),  $1,642,888;  wks.  owned  by  city. 

OIRCLEVILLE,  p.  6.744;  f.  area,  1,500  a.;  mere 
fd^s.,  atn.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  atn., 
c-  &  wd.,  1%  stor.;  wd.  rfs,  perm,  in  f.  area; 
pics,  ft  combt.  ord.;  causes  of  f,  inv.  P.  dept — 
auto.  comb.  pump.  eng.  ft  hose  wag.,  2  str.,  2 
lYAnd  ex..  1  comb.  h.  ft  1.  ft  hose  trk.,  4  bra.; 
>»«,  nib.  lined,  gd.,  2,750  ft;  f.  al.,  Oamewdl, 
eo.,     24    bx.;    val.    equip.,    $10,000;    vrL    bldga., 


$7,500;  exp.  dept,  $8,900;  tot.  mem.,  6,  pd.  full 
time. 

Water  Supply — Src,  wella,  1%  m.  bua.  cent; 
aya.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  426,000 
gala.,  dim.  22  x  160;  pump,  eng.,  cap.  day,  4,- 
000,000  gals.;  maina,  iron,  17  m.,  6  to  16  in. 
dia.;  154  hyd.;  400  met;  1,220  aerv.;  pipe,  galv. 
i.;  prea.,  dom.  60  Ibe.,  f.  140  Iba.;  cost,  $176,- 
000;  cost  mtce.,  $11,000;  wka.  owned  by  Co. 

CLARINQTON,  p.   784.     F.  dept.— 1  h.  eng.,   1 
h.  ft  L  trk.,  100  ft.  hoae;  rating,  fifth  daaa. 
Water  Supply— Src,  wella  ft  riv. 

CLARKSVILLE,  p.  475;  f.  area,  200  a.     F.  dept 
— 1  auto,  atr.,  1,600  ft  hoae;  val.  equip.,  $2,500. 
Water  Supply — Src,  creeka. 

CLEVELAND,  p.  560,668;  f.  area,  48  aq.  m.; 
mere,  bldgs.,  bk.  ft  stn.,  1  to  17  stor.;  priv.,  bk. 
ft  cem.,  1  to  4  stor.;  wd.  rfa.  perm,  in  f.  area; 
fwks.  ft  combt  ord.;  cauaea  of  f.  inv.  F.  dept 
— 82  atr.,  2  c  eng.,  40  c  hand  ex.,  7  h.  ft  1. 
trk.,  0  aer.  h.  ft  1.  trk.,  8  comb.  c.  ft  h.  wag.,  87 
hose  wag.,  1  water  tower,  4  chiefs  auto.,  11  fuel 
wag.,  4  aupply  wag.,  81  exerdse  wag.,  2  f.  boata, 
218  hrs.;  hose,  60,000  ft;  f.  al..  Star.  519  bx.; 
exp.  dept,  $620,000;  coat  mtce.,  $811,809;  tot 
mem.,  575,  pd.  full  time.  • 

Water  Supply — Src,  lake;  aya.,  pump  to  rea.  ft 
dir.;  rea.  cap.,  114,000,000  gals.;  11  pump,  eng., 
cap.  day,  179,000,000  gala.;  maina,  c  i.,  788  m., 
8  to  48  in.  dia.;  9,816  hyd.;  17,460  v.;  81,281 
met;  101,688  aerv.;  pipe,  lead  ft  galv.  i.;  prea., 
dom.  20  lbs.,  f.  ISO  lbs.;  cons,  day,  65,600.049 
gala.;  cost,  $16,742,000;  coat  operation,  $234,884; 
cost  mtce.,  $114,822;  wks.  owned  by  city.  There 
are  alao  44  f.  ciatema  distributed  uiroughout  the 
dty,  capadty  1,000  to  10,000  gala. 

CLEVES,  p.  1,428:  f.  area,  600  a.;  mere  bldga., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfa.  perm,  in  x.  area;  fwka.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 2  comb,  c  ft  h. 
wag.,  1  h.  ft  1.  trk.;  hose,  cot,  rub.  lined,  gd., 
800  ft;  inf.,  800  ft;  tot  hoae,  600  ft;  f.  al.,  bell; 
val.  equip.,  $1,800;  vaL  bldga.,  $1,500;  exp.  dept, 
$100;   tot.   mem.,   50  vol. 

Water  Supply — Src,  wella  ft  ciatema. 

CLYDE,  p.  2,816;  f.  area,  960  a.;  mere  bldga., 
bk.,  2  ft  8  ator.;  priv.,  bk.  ft  wd.,  2  stor.;  wd. 
ria.  not  perm.;  fwka.  ft  combt.  ord.;  cauaea  of  f. 
inv.  F.  dept — 1  c.  hand  ex.,  1  c  eng.,  1  h.  ft  1. 
trk.,  8  hoae  wag..  1  c  eng.;  hoae,  cot,  rub.  lined, 
gd.,  2,000  ft;  f.  al.,  teip.;  val.  equip.,  $2,000; 
val.  bldgs.,  $5,000;  exp.  dept,  $600;  tot  mem., 
4C  vol.;  rating,  fourth  class. 

Water  Supply — ^Src,  wella;  aya.,  pump  dir.; 
pump,  eng.,  cap.  day  2,000.000  gaJa.;  maina,  8 
m.;  49  hyd.;  26  v.;  met,  826;  prea.,  dom.  25  to 
40  lbs.,  f.  100  lbs.;  coat,  $88,000;  coat  mtce., 
$1,750;  wka.  owned  by  dty. 

COLDWATER,  p.  869.  F.  dept— 1  aaaoline 
eng.,  1  hose  reel.  500  ft.  hose;  bell  ft  telp.  al.; 
tot  mem.,  26,  pd.  full  time  2,  vol.  24. 

COLLEGE  CORNER,  p.  879.  F.  dept— 1  atr., 

1  h.  ft  1.  trk.,  8  c  hand  ex.,  200  ft  hoae;  f.  aL, 
bdl;  1  pd.  man. 

COLLEGE  HILL,  p.  1,979.  F.  dept  not  re- 
ported. 

Water  Supply — Src,  Ohio  Riv.,  aituated  8  m. 
bua.  cent;  sys.,  pumpa  to  stdp.;  atdp.  cap.,  10,000 
gals.;  mat,  iron;  res.  cap.,  10,000  gala.;  1  pump, 
eng.,  cap.  min.  800  gala.;  maina,  iron,  8.6  m.,  4 
to  8  in.  dia.;  h.vd.,  54;  v.,  00;  met.  172;  prea., 
dom.  56  to  88  lbs.;  cons,  day,  80,000  gala.;  cost, 
$50,858;  cost  mtce.,  $2,800;  wks.  owned  by  vil- 
lage. 

COLLINWOOD,  p.   3,630;   annexed  to  Cleveland. 

COLUMBIANA,  p.  1,582;  f.  area,  400  a.;  mere 
bldgs.,  bk.  ft  wd.,   1   to   3  ator.;  priv.,  bk.  ft  wd., 

2  ator.;  wd.  ris.  perm.:  fwka.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dent — 2  c  hand  ex.,  1  h.  ft  L  trk., 
2   hose   car.;    1    nose  wag.;   hoae,   cot.  rub.   lined, 

d.,   1,500  ft;   inf.,   400   ft;  tot  hoae.   1,900   ft; 

.  al.,  bell  ft  wh.;  tot  mem.,  30  vol;  rating,  fourth 
class. 

Water  Supply — Src,  wells,  %  m.  bua.  cent; 
aya.,  pump  dir.;  2  pump,  eng.,  cap.  day  1,500,000 
gals.;  maina,  c  i.,  7  m.,  4  to  12  in.  dia.;  48 
hyd.;  25  v.;  met.,  245;  250  aerv.;  prea.,  dom.  80 
lbs.,  f.  100  lbs.;  cons.  day.  250,000  gala.;  coat, 
$30,000;   cost  mtce.,  $2,000;  wka.  owned  by  dty. 
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COLUMBUS,  p.  181.511;  f.  aret.  09.000  a.; 
mere  bldgi.,  atn.,  bk.  k  wd.,  1  to  Id  stor.;  priT., 
•tn.,  bk.  &  wd.,  2  to  4  stor.;  wd.  rfs.  perm,  in  f. 
area;  fwks.  &  combt  ord.;  causes  of  f.  inv.  F. 
dept. — 10  str.  (2  in  reserve),  6  auto.  comb.  c. 
eng.  ft  h.  wag.,  6  auto,  tractors,  1  auto.  pump, 
enff.,  1  water  tower,  44  c  hand  ex.,  11  comb,  c 
&  n.  wag.,  4  aer.  h.  ft  L  t^,  6  comb.  h.  ft  L  ft  c.  eng., 
4  hose  wsg.,  116  hrs.;  hose,  cot,  rub.  lined,  gd., 
85,600  ft.  (8,000  ft.  in  reserve);  tot.  hose,  88,* 
000  ft.;  f.  al.,  elec,  236  bz.;  val.  equip.,  1847,- 
734;  val.  bldgs.,  $270,381;  ezp.  dept.,  $880,000; 
tot.  mem.,  277,  pd.  full  time;  rating,  second  class. 

Water  Supply — Src,  surface  water,  riv..  4  m. 
bus.  cent.;  storage  dam  cap.,  1,627,000,000  gals.; 
sys.,  pump  dir.;  9  pump,  eng.,  cap.  day   139,000,- 

000  gals.;  mains,  c.  i.,  802.52  m.,  4  to  24  in. 
dia.;  2.101  hyd.;  8,048  v.;  26,769  met.;  81.870 
serv.;  pipe,  galv.  i.;  pres.,  dom.  80  lbs.,  f.  16  to 
85  lbs.;  cons,  day,  16.086,000  gals.;  cost,  $2.781,- 
600;  cost  mtce.,  $260,000;  wks.  owned  by  city. 

COLUMBUS  GROVE,  p.  1.802;  f.  area,  800  a.; 
bldgs.,  bk.,  Btn.  ft  wd.,  1,  2  ft  8  stor.;  wd.  rfs. 
perm.  F.  dept. — 1  hand  eng.,  1  c.  eng.,  1  h.  ft  1. 
trk.,  1  hose  car.,  1  hose  wag.;  hose,  rub.,  gd., 
600  ft.;  cot.,  gd.,  1,200  ft.;  inf.,  600  ft.;  tot. 
hose,  2.200  ft;  f.  aL.  bell;  vaL  equip.,  $2,700; 
val.  bldgs..*  $12,600;  tot.  mem.,  80  vol.;  rating, 
fourth  class. 

Wator  Supply — Src.,  driven  wells;  sys.,  pump  to 
stdp.  ft  dir.;  stp.  cap.,  60.000  gals.,  mat.  iron; 
2  pump,  eng.,  cap.  day  600.000  gals.;  mains,  6 
m.,  4  to  10  in.  dia.;  86  hyd.;  20  v.;  met.,  70; 
70  serv.;  pipe,  lead;  pres.,  dom.  60  lbs.,  f.  100 
lbs.;  cost,  $80,000;  cost  mtce.,  $100;  wks.  owned 
by  city. 

OONNEAUT,  p.  8,819;  f.  area,  2  m.  sq.;  mere, 
bldgs.,  bk.,  2  to  4  stor.;  priv.,  bk.  ft  wd..  2 
to  8  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  ft  combt.  ord.;  oauses  of  f.  inv.  F.  dept. 
— 4    c.    hand    ex.,    1    auto.    comb.    c.    ft    h.    wag., 

1  aer.  trk.,  1  hose  wag..  2  hose  car.;  hose,  cot., 
rub.  lined,  4.000  ft.;  f.  al.,  Oamewell.  41  bx.;  val. 
equip.,  $20,000;  v«l.  bldgs..  $^6,000;  exp.  dept, 
$6,000;  tot.  mem.,  11.  pd.  full  time  5,  pd.  part 
time  6;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  lake,  1  m.  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.  800,000  Kals.,  dim. 
16  x  120;  8  pump,  eng.*  cap.  day.  4.600.000  gals.; 
mains,  c  i..  20  m.;  197  hyd.;  162  v.;  met,  990; 
2,000  serv.;  pipe.  galv.  L;  pres..  dom.  45  lbs.,  f. 
200  lbs.;  cons,  day,  1,200,000  gals.;  cost.  $266,- 
000;  cost  mtce.,   $12,500;  wks.   owned  by  Co. 

CONTINENTAL,  p.  1.074;  f.  area.  160  a.;  mere, 
bldgs..  bk.  ft  wd..  2  stor.;  priv..  wd..  2  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  hose  wag..  1  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  1,000  ft:  f.  al.,  wh.;  val.  bldgs.,  $600; 
tot   mem..   17   vol.;  rating,  fourth  class. 

Water  Supply — Src,  wells,  in  bus.  cent;  sys., 
pump  to  stdp..  dim.  10  x  100.  mat.  iron;  1  pump, 
eng..  cap.  day  201.600  gals.;  mains.  2^  m.,  4 
to   6   in.   dia.;   67  hyd.;   met,   48;   94   serv.;   pipe, 

falv.    i.;    pres.,    dom.    40    lbs.,    f.    100    lbs.;    cost, 
9.00);  wks.  owned  by  city. 

CONVOY,  p.  741.  F.  dept— 1  h.  ft  1.  trk.,  1 
hand  eng..  1  gas.  eng.,  1  c.  hand  ex.,  2  hose  reels, 
1,600  ft  hose;  f.  al.,  bell;  val.  «!quip.,  $2,000;  vol. 

CORNING,  p.  1,560;  f.  area,  300  a.;  mere, 
bldgs..  0tn.  ft  bk..  2  ft  8  stor.;  pr!v.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  8  hose  reels; 
hose,  cot,  rub.  lined,  gd..  1,500  ft.;  f.  al.,  bell; 
val.  equip.,  $2,000;  val.  bldgs.,  $2,000;  exp.  dept, 
$1,000;  rating,   fourth  class. 

Water  Supply — Src,  res.;  sys.,  pump  dir.;  res. 
cap.,  2.600  bbls.;  pump.  eng..  cap.  day  129.600 
gals.;  mains,  c  i..  2^  m.,  4  in.  dia.;  28  hyd.; 
9  serv.;  pres..  dom.  110  lbs.,  f.  110  lbs.;  cost, 
$25,000;  cost  mtce..  $800;  wks.  owned  by  village. 

CORTLAND,  p.  612.  F.  dept.— 1  h.  ft  1.  trk., 
1  hand  eng.,  1  hose  cart,  1.000  ft  hose;  f.  al., 
bell;    42   vol. 

COSHOCTON,  p.  9.608;  f.  area,  1,850  a.;  mere 
bldgs..  bk..  2  ft  8  stor.;  priv.,  wd.,  IH  &  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  causes  of  f.  inv.  F. 
dept — 1  comb,  wag.,  1  h.  ft  1.  trk.,  4  hose  carts, 
8  hrs.;  hose.  cot.,  rub.  lined,  gd.,  2,600  ft;  rub., 
gd.,  1,000  ft;  inf.,  400  ft.;  tot  hose,  4.000  ft; 
f.  al.,  Gamewell,  81  bx.;  val.  equip.,  $27,000; 
val.  bldffs.,  $20,250;  tot.  mem.,  45  vol.,  4  reg.; 
rating,    fourth   class. 


Water  Supply — Src,  well,  6  sq.  bus.  ccDt;  tft^ 
pump  to  res.  ft  dir.;  res.  cap.,  826,000  gsis.,  loc 
1%  m.  station;  8  pump,  eng.,  class  comp.  dnp.. 
cap.  day  6.000,000  gals.;  mains,  c  L,  16  dl.  4 
to  12  in.  dia.;  159  hyd.;  70  v.;  met.  18;  1.800 
serv.;  pipe,  galv.  i.;  pres.,  dom.  100  lbs.,  f.  IS) 
lbs.;  cons,  day,  1,000,000  gals.;  cost,  $185,000; 
cost  mtce.,  $6,000;  wks.  owned  by  city. 

COVINGTON,  p.  1,848;  f.  area,  640  a.;  merr. 
bldgs.,  stn..  bk.  ft  wd..  1  to  3  stor.;  priv.,  stit. 
bk.  ft  wd.,  1  ft  2  stor.;  wd.  rfs.  perm,  in  1.  area; 
fwks.  ord.;  causes  of  f.  inv.  F.  dept — S  str..  1 
h.  ft  L  trk.,  4  c  band  ex..  8  booe  carts;  hose, 
cot.  rub.  lined,  gd.,  1,800  ft;  inf..  600  ft;  tot 
hose,  2.800  ft;  f.  aL,  telp.;  val.  equip..  $7,500; 
vaL  bldips.,  $6,000;  tot  mem.,  88  voL;  mdrk 
rating,  fifth  class. 

Water  Supply— Src,  wells,  %  m.  bos.  mxt; 
sys.,  pump  to  stdp.;  stdp.  cap.,  50.000  gals.,  miL 
galv.  stl.;  2  pump,  eng.;  cap.  day,  750,000  gsli.; 
mains,  c  i.,  5H  m.,  4  to  10  in.  dia.;  60  hyd.;  17 
v.;  met.  864;  864  serv.;  pipe,  galv.  L  ft  lesd; 
pres.,  dom.  ft  f.  68  to  72  lbs.;  coos.  day.  40,000 
gals.;  cost,  $85,000;  cost  mtce.,  $1,559;  vkjL 
owned  by  city. 

CRESTLINE,  p.  8,807;  f.  area,  640  a.;  men. 
bldgs.,  bk.  ft  wd.,  2  ft  S  stor.;  priv..  bk.  ft  vd., 
2  ft  8  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  onL: 
causes  of  f.  inv.;  f.  loss  for  1907.  $5,278.  Y. 
dept. — 1  hand  eng.,  5  c  hand  ex.,   1  h.  ft  L  trk., 

5  hose  car.;  hose,  cot,  rub.  lined,  gd.,  2.300  ft. 
f.  al.,  bell;  val.  equip.,  $5,000;  vad.  bldgs.,  12. 
000;  exp.  dept,  $600;  tot  mem.,  70,  pd.  put 
time  30.  voL  40;  undrs.  rating,  fourth  dass. 

Water  Supply — Src,  spr.,  4  m.  bus.  cent;  vt- 
grav.;  res.  cap.,  1,000,000  gals.;  1  punqt.  esf-. 
cap.  day  750,000  gals.;  mains,  wd..  4  m.,  8  in 
dia.;  44  hyd.;  116  v.;  met,  68;  445  serv.;  mpe, 
galv.  i.  ft  lead:  pres.,  dom.  50  lbs.,  f.  50  Ihi-. 
cons,  day,  200.000  gals.;  coat,  $225,000;  cod 
mtce.,  $3,500;  wks.  owned  by  city. 

CRESTON,  p.  970.  F.  dept. — 1  hand  c  cog. 
400  ft.  hose;  f.  aL,  bell;  80  voL;  rating,  thk 
dass. 

Water  Supply — Gistema. 

CRIDERSVILLE,  p.  526.  F.  dei>t— 1  hand  eof-. 
2  hose  reels,  1.000  ft.  hose;  f.  al.,  belL 

CUMBERLAND,  p.  609.  F.  dept — 1  hand  eng, 
1  hand  reel.  350  ft.  hose;  f.  aL,  belL 

CUSTAR,  p.  345.  F.  dept. — 1  hand  tog^  1 
hand  hose  reel.  4  c  hand  ex.,  400  ft  hoae;  i.  si- 
bell. 

CUYAHOGA  FALLS,  p.  4,020;  f.  area.  640  l: 
bldgs.,  bk..  2  stor.;  wd.  rfs.  pom.;  causes  of  L 
inv.  F.  dept — 14  c  haiKS  ex..  1  comb,  c  ft  k. 
wag.,  1  h.  ft  L  trk.,  8  hoae  car.,  2  hi*.;  hose,  eoc 
rub.  lined,  gd.,  2,100  ft;  rob.,  gd..  600  ft;  ivL, 
250  ft;  tot  hose,  2,860  ft;  f.  al.,  wh.'  ft  beQ; 
val.  equip.,  $2,500;  vaL  bldgs.,  $5,000;  exp.  depc 
$1,100;  tot  mem.,  27,  pd.  part  Ume;  undrs.  nXisf, 
fourtli   class. 

Water  Supply — Src.  wells.  H  m.  bua.  ccot; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  llO.OvP 
gals.,  mat.  stl.;  pump,  eng.,  cap.  day  750,000 
gals.;  mains,  c  i.,  8  m..  4  to  12  in.  dis.:  €» 
hyd.;  100  v.;  met.  40;  800  serv.;  pipe.  galT.  i. 
ft  lead;  pres.,  dom.  60  lbs.,  f.  90  lbs.;  cost.  I»0. 
000;  cost  mtce..  $2,500;  wks.  owned  by  city- 

DALTON.  p.  699;  f.  area,  20  a.;  mere  bldp.. 
bk.  ft  wd.,  1  ft  2  stor.;  priv..  bk.  ft  wd..  1  i  * 
stor.;  wd.  rfs.  perm,  on  small  buildings;  oo  tmix 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 10  c. 
hand  ex..  2  hose  reels,  1  hand  eng.;  hose,  cot- 
rub,  lined,  8.600  ft;  f.  al.,  bell;  vaL  equip..  $300: 
tot  mem.,  40;  undrs.  rating,  fovnth  daaa. 

Water  Supply — Src,  well,  H  m-  bos.  eeni- 
sys.,  grav.,  pump  dir.;  res.  eap.,  150.000  p^ 
loc  70  ft  above  bus.  part  of  town:  mains.  !  ■•• 
4  to  8  in.  dia.;  22  hyd.;  met.  16;  86  scrr.;  prer. 
dom.  80  to  80  Iba.;  CMMt,  $7,000;  coct  mtee..  S125. 
wks.  owned  by  city. 

DAYTON,  p.  116.677;  mere  bldgs..  cone.  «tl. 
bk.  ft  wd.,  8  to   14   stor.;  priv.,   cooc.  bk.  ft  v^- 

6  stor.;  wd.  rfs.  perm,  in  f.  aresi;  fwka.  ft  eonlA. 
ord.;  causes  of  f.  inv.  F.  dept — S  auto,  eoew- 
c  eng.  ft  hose  wag.,  9  str.,  1  c  eng..  88  c  bssd 
ex.,  3  h.  ft  L  trk«..  2  aer.  trks..  18  conb.  e.  t  ^ 
wag..  1  water  tower.  1  fuel  wag.,  2  how  ««. 
4  chief's  wag.,  58  hrs.;  hoae,  cot.,  rub.  lined,  i^- 
28,200  ft.;  f.  al.,  Oamewell,  «7«  bx.;  ^.  «9^ 
ft    bldgs.,    $475,000;    exp.    dept.,     $175,000;    tiiC. 
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mem.,    142,    pd.    full    time;    undrs.    rating,    second 
class. 

Wat«r  Supply — Src,  wells,  1%  m.  but.  cent.; 
syc,  pnmp  dir.;  7  pump,  eng.,  class  dup.,  cap. 
daj  40,880,000  gals.;  maine,  c.  1.,  201.67  m.,  4 
to  20  in.  dia.;  >1,9>65  hyd.;  24,357  met.;  30,696 
«erv.;  2,401  v.;  pipe,  lead;  pres.,  dom.  60  lbs.,  f. 
100  lbs.;  cons,  day,  12,749,000  gab.;  cost,  1 2,000,* 
000;  cost  mice.,  $87,560;  wk«.  owned  by  city. 

DEFIANCE,  p.  7,327;  f.  area,  2,720  a.;  mere, 
bldgs.,  bk.  ft  stn.,  2  Jk  Z  stor.;  prlv.,  bk.  k  wd., 
1  &  2  stor.;  wd.  rfs.  perm,  in  x.  area;  twk%.  k 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  ftr., 
1  c  eng.  ft  h.  ft  1.  trk.,  2  c.  hand  ex.,  1  h.  ft  L 
trk.,  1  hose  wag.,  4  hrs.;  hose,  cot.,  rub.  lined,  gd., 
2,500  ft.;  rub.,  gd.,  1,000  ft.;  Inf.,  500  ft.;  tot. 
hose,  4,000  ft.;  f.  al.,  Oamewell,  20  bz.;  val. 
equip.,  f6,000;  Tal.  bldgs.,  $46,000;  ezp.  dept., 
$3,000;  tot.  mem.,  76,  pd.  full  time  8,  pd.  part 
time  10,  Tol.   62. 

Watar  Supply — Src,  riv.,  IH  rn.  bus.  cent.; 
f>'s.,  pump  to  stdp.;  stdp.  cap.,  826,000  gals.,  dim. 
20  z  140,  loc  near  station;  2  pump,  eng.,  class 
hor.  dup.  com.,  cap.  day  4,000,000  gala.;  mains, 
c.  i.,  17  m.;  170  hyd.;  67  v.;  met.,  40;  875  serv.; 
pipe,  galv.  i.;  pres.,  dom.  60  lbs.,  f.,  100  lbs.; 
cons,  day,  1,260,000  gals.;  cost,  1200,000;  wks. 
owned  by  Ck>. 

DE  QRAFF,  p.  1,082;  f.  area,  100  a.;  mere 
bldgs.,  bk.  ft  wd.,   1  to  8  stor.;  priv.,  bk.   ft  wd.. 

1  ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of 
f.  inv.  F.  dept. — 1  str.,  1  h.  ft  1.  trk.,  2  c.  eng., 
4  c  hand  ex.,  2  hose  carta;  hose,  cot.,  rub.  lin«l, 
gd.,  2,160  ft;  f.  al.,  bell  ft  wh.;  val.  equip., 
14,000;  val.  bldsa.,  $6,000;  tot.  mem.,  40  voL; 
nndrs.  rating,  flftn  class. 

Watar  Supply — Src,  wells,  cistern,  creek. 

DELAWARE,  p.  0,076;  mere,  bldgs.,  bk.  ft  wd., 

2  ft  8  Htor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  str.,  2  comb.  wag..  1  auto,  trk.,  1  c. 
eng.,  6  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  aer.  trk.,  1 
hose  wag.,  7  hrs.;  hose,  cot.,  rub.  lined,  gd„  4,000 
ft.;  f.  al.,  telp.;  vaL  equip.,  $6,000;  exp.  dept., 
$5,238;  tot.  mem.,  16,  pd.  full  time  6,  pd.  part 
time   10;  undra.  rating,  fourth  class. 

Water  Supply — Src,  wells,  8  m.  bus.  cent.;  sys., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  286,000  gals., 
dim.  20  X  100,  mat.  stl.;  8  pump,  eng.,  class  dup., 
cap.  day  6.000,000  gals.;  mains,  c  i.,  22  m.,  4 
to  16  in.  dia.;  262  hyd.;  127  v.;  860  met;  1,826 
fterr.;  pipe,  galv.  i.;  pres.,  dom.  60  to  70  lbs.,  f. 
100  lbs.;  cons,  day,  960,000  gals.;  wks.  owned 
by   Co. 

DELPHOS,  p.  6,088;  f.  area,  066  a.;  mere. 
bldf^a.,  bk.  ft  wJ.,  2  ft  8  stor.;  priv.,  wd.  ft  bk.,  1 
&  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 2  str.,  1  oomb.  e.  ft  h. 
wa^.,  6  c.  hand  ex.,  1  h.  ft  1.  Irk.,  2  hose  wag., 
1  nose  ear.,  4  hrs.;  hose,  cot,  rub.  lined,  gd., 
3,600  ft;  rub.,  gd.,  000  ft;  inf.,  2,000  ft;  tot 
hone,  6,400  ft;  f.  al.,  bell;  vaL  equip.,  $28,000; 
vaL  bldgs.,  $20,000;  exp.  dept.,  $2,009;  tot  mem., 
43,  pd.  full  time  8,  pd.  part  time  26,  voL  15; 
undrs.  rating,  fourth  class. 

Watar  Supply — Src,  wells,  ^  m.  bus.  cent: 
sys.,  grav.,  pump,  to  res.,  to  stdp.  ft  dir.;  stdp. 
cap.,  305,480  gals.,  dim.  20  x  180,  loc.  in  town, 
mat.  bk.  ft  iron;  res.  cap.,  285,000  gala.,  loc.  on 
South  Washington  st;  2  pump,  eng.,  cap.  day 
2,000,000  gals.;  mains,  iron,  16%  m.,  >|4  to  12 
in.  dia.;  96  hyd.;  117  v.;  met,  416;  1,168  serv.; 
pipe,  lead;  pres.,  dom.  65  lbs.,  f.  125  lbs.;  cons, 
day,  450,000  gals.;  cost  $86,000;  coat  mtce., 
$6,500;  wks.  owned  by  city. 

DELTA,  p.  1,680;  f.  area,  80  a.;  mere  bldgs., 
bk.,  2  stor.;  wd.  rfs.  perm.  F.  dept — 1  hand 
en^.,  4  c  hand  ex.,  1  h.  ft  L  trk.,  1  hose  wag.; 
hose,  cot,  rub.  lined,  gd.,  1,700  ft;  exp.  dept, 
•  500:  tot  mem.,  50  vol;  undra.  rating,  fifth  class. 

Water  Supply — Src,  3  welh,  %  m.  bus.  cent; 
9ya.*  pump  to  stdp.;  stdp.  cap..  60,000  gals.;  dim., 
20  X  22;  mat,  stl.;  res.  cap.,  120,000  gals.;  1  pump. 
enfr. ;  cap.  day.  300.000  jrals.;  mains,  c  i..  1.7  m.. 
4  to  10  in.  dia.;  20  hyd.;  pres..  donL  44  lbs.,  f. 
lOO  lbs.;  cons,  day,  20,000  gals.;  cost,  $80,000; 
^vics.    owned  by  city. 

DENNISON,  p.  4,008;  mere,  bldgs.,  bk.  ft  wd., 
2  &  8  stor.:  priv.,  wd.,  2  stor.  F.  dept — 1  c. 
enff.»  19  e.  hand  ex.,  1  h.  ft  1.  trk.,  8  hose  car.; 
bose,   cot,  rub.  Uned,  gd.,  8,500  ft.;  f.  al..  Game- 


well,  6  bx.;  val.  equip.,  $8,000;  vaL  bldgs.,  $2,- 
600;  tot  mem.,  80  voL;  rating,  fourth  daaa. 

Water  Supply — Src,  creek,  IH  m.  bus.  cent; 
nrs.,  pump  to  res.;  res.  cap.,  8,000,000  gala., 
loc  H  m.  south  town;  pump,  eng.,  class  comp., 
cap.  day  4,000,000  gals.:  maina,  c  i.,  16  m.,  4 
to  12  in.  dia.:  160  hyd.;  160  v.;  met,  1,700: 
2,100  serv.;  pipe,  lead;  pres.,  dom.  100  lbs.,  f. 
110  lbs.;  cons,  day,  1,700,000  gala.;  cost,  $844,- 
010;  wks.  owned  by  Co. 

DESHLER,  p.  1,516;  f.  area,  1,400  a.;  mere 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept—l  str.,  10  c  hand  ex.,  1  h.  ft  L  trk.,  2 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  2,000  ft; 
f.  al.,  beU;  val.  equip.,  $8,800;  val.  bldgs.,  $4,000; 
exp.  dept,  $860;  tot  mem.,  87,  pd.  full  time  1, 
pd.  part  time  86;  undrs.  rating,  fifth  dass. 

Watar  Supply — Src,  cisterns  ft  wells. 

DRESDEN,    p.    1,640.      F.    dept.— 1    str.,    1,600 
ft  hose;  1  pd.  man.  vol.;  rating,- fifth  class. 
Water  Supply — Src,  Wells  ft  ciatems. 

DUNKIRK,  p.  1,100:  bldgs.,  wd.,  1  ft  2  stor.; 
wd.  rf 8.  not  perm.     F.  dept — 1  hand  eng.,  8  c  ex., 

1  h.  ft  1.   trk.,   1  hose  car.;  hoae,   cot,  gd.,  000 

J*-.Li"';'  2®^  '*-J  ™*>-»  ^*v  «00  ft.;  tot  hose, 
1,400  ft;  val.  bldgs.,  $8,000;  exp.  dept,  $25; 
tot  mem.,  80  voL;  rating,  fifth  class. 

Watar  Supply— Src,  wells;  sys.,  grav.  ft  dir. 
pres.;  stdp.  cap.,  50,000  gala.;  1  pump,  eng.,  cap. 
160  gals,  min.:  mains,  4%  m.,  4  to  8  in.  dia.; 
prea.,  dom.  68  Iba.,  f.  125  Iba.;  wks.  owned  by  town. 

EAST  CLEVELAND,  p.  0,170;  f.  area,  1,600  a.; 
mere  bldga.,  stn..  bk.,  wd..  1  to  4  stor.;  priv., 
wd.  ft  bk.,  2  stor.;  wd.  rfs.  penn.;  no  fwks.  ft 
combt  ord.;  causes  of  f.  inv,  F.  dept — 1  auto, 
h.  ft  1.  trk.,  1  auto.  str.  ft  c,  4  c  hand  ex.; 
hose,  cot,  rub.  lined,  sd.,  2,000  ft;  f.  al.,  wh. 
ft  telp..  80  bx.;  >al.  eqmp.,  $18,000;  tot  mem.,  0, 
pd.  full  tune. 

Water  Supply — Src,  aupplied  by  Cleveland,  8 
m.  bus.  cent;  sys.,  pump  to  res.  ft  dir.:  mains,  20 
m.,  4  to  20  in.  dia.;  820  hyd.;  prea.,  f.  70  to  86 
lbs. 

^®Ji.*-'^^?^^*-  P-  20,887;  f.  area,   676  a.; 

mere,  bldgs.,  bk.  ft  wd.,  2  to  5  stor.;  priv.,  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  auto, 
trip.  comb,  c  eng.  ft  h.  wag.,  1  auto.  aer.  trk., 
8  auto.  comb.  c.  ft  h.  wag.,  1  chiefs  auto,,  1  str., 
12  c  hand  ex.,  1  aer.  trk.,  1  hose  wag.,  8  comb, 
f;  *.  "•  T^'Z  ^  ^®*«  ^^^^*  12  hra.;  hose,  cot,  rub. 
o<^A  J!^-*'*f^®.  {,^»  ^'-  ^»200  ft;  tot  hose, 
^•?®^..ft'  '•  "i?-  *'«"•  '0  *>^J  ▼»!•  equip.,  $80,000; 
val.  bldgs.,  $28,000;  exp.  dept,  $21,000;  tot 
mem.,  26,  pd.  full  time  16,  voL  10;  undra.  rating, 
third  class. 

Water  Supply— Src,  riv.,  %  m.  bus.  cent;  aye., 

rav.  ft  pump  to  res.;  res.  cap.,  8,000,000  gala.; 
pump,  eng.,  claas  hor.  comp.  dup.,  cap.  day 
6,000,000  gals.;  maina,  c  i.,  88 H  m.,  4  to  20 
in.  dia.;  200  hyd.;  455  v.;  met,  76;  2,860  aerv.; 
pipe,  lead;  pres.,  dom.  40  to  120  lbs.,  f.  40  lbs.; 
cons,  day,  8,261,008  gals.;  cost  $860,080;  coat 
mtce.,  $21,000;  wks.  owned  by  city. 

EAST  PALESTINE,  p.  8,687;  f.  area.  1  m.; 
mere,   bldgs.,  bk.  ft  wd.,   2  ft   8   stor.;   priv.,  wd., 

2  stor.;  wd.  rfs.  perm,  in  f.  area;  combt  ord.; 
causes  of  f  inv.  F.  dept— 2  c  eng.,  1  h.  ft  1. 
trit.,  4  c.  hand  ex.,  8  hose  car.;  hose,  cot,  rub. 
lined,    «d.,    1000    ft;    rub.,    gd.,    1,000    ft;    tot 

ll?*S^n^'®®?  1\'J  '•  -?^'  ^^  *  ^»»-J  ^1-  eq"iP» 
$4,000;  val.  bldgs.,  $2,000;  exp.  dept,  $100;  tot 

mem.,    50   vol.;   undra.  rating,   fourth   dass. 

Water  Supply — Src,   well,   600  yds.  bus.    cent; 

sys.,  pump  to  res.;  res.  cap.,  760,000  gala.;  pump. 

«nr.   cap.  day.   800,000  gala.;  mains,  6  m.,  4  to 

10  in.  dia.;  50  hyd.;  86  v.;  860  serv.;  pipe,  galv. 

i.;  pres.,  dom.  85  lbs.,  f.  110  lbs.;  cost  $20,000: 

cost  mtce.,  $1,800;  wks.  owned  by  city. 

w..^^^®'!!»  P^  8.187;  f.  area,  600  a.;  mere  bldgs., 
bk.  ft  wd.,  2  ft  8  stor.;  priv.,  bk.  ft  wd..  2  ft  8 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  causes 

2.'/*T^-,  I-  ^«Pt---l  «tr.,  4  c  hand  ex.,  1  h. 
ft  1.  trk..  1  hose  wag.,  1  hose  reel;  hoae,  cot,  rub. 
!!J?^'  K<Jm  8  000  ft;  f.  al..  beU;  val.  equip.  $6.- 
000:  val.  bldgs.  $10,000;  exp.  dept,  $2,000;  tot 
mem.,  22,  pd.  full  time  2;  undrs.  rating,  fourth 
dasa. 

Water  Supply — Src,  spr.  ft  wells,  %  m.  bus. 
cent;  sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  100,- 
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000  gala.»  dim.  20  z  86,  mat.  itn.  9t  stl.;  res. 
cap.,  650,000  gala.;  2  pump,  eng.,  cap.  day  !,• 
600,000  eala.;  mains,  c.  L,  11^  m.,  4  to  12  in. 
dia.;  80  hyd.;  59  v.;  met.,  540;  811  aenr.;  pipe, 
lead;  prea.,  dom.  00  lbs.,  f.  120  to  140  lbs.;  cons, 
day.  160,000  gala.;  coat,  908,000;  coat  mtce., 
98,688;  ^ka.  owiied  by  city. 

EDGERTON,  p.  1,072;  f.  area,  160  a.;  mere, 
bldga.,  bk.,  2  ator.;  priv.,  wd.,  2  ator.;  wd.  rfs. 
not  perm.;  fwka.  k  combt.  ord.  F.  dept. — 1  band 
eng.,  1  c.  eng.,  1  h.  &  I.  trk.,  1  boae  car.;  boee, 
cot.,  rub.  lined,  gd.,  600  ft.;  inf.,  200  ft.;  tot. 
hose,  800  ft.;  f.  ai.,  bell;  tot.  mem.,  20  voL; 
undrs.   rating,  fifth  claaa. 

Water  Supply — Src,  wells  &  cistema. 

EDISON,  p.  387.  F.  dept. — 1  c.  eng.,  1  hand 
boae  trk.,  600  ft.  hose;  f.  al.,  bell;  0  part  pd.  men. 

EDON,    p.    678.      F.    dept. — 1    comb,    hand   eng. 

6  hose  reel,  2  c.  band  ex.,  360  ft.  hose;  f.  al.,  bell; 
S5  vol. 

ELMORE,  p.  937;  f.  area,  200  a.;  mere,  bldga., 
bk.,   2  stor.;  priv.,  wd.  A  bk.,   l^'^tor.;   wd.  rfa. 

?erm.  in  f.  area;  fwka.  A  combt.  ord.;  cauaea  of 
inv.  F.  dept. — 1  str.,  1  hand  eng.,  h.  &  1. 
trk.,  2  hoae  car.;  bote,  cot.,  rub.  lined,  gd.,  1,600 
ft.;  f.  al.,  bell,  telp.;  val.  equip.,  $3,000;  val. 
bldga.,  94,000;  ezp.  dept.,  9800;  tot.  mem.,  10, 
pd.  part  time;  undra.  rating,  fourth  daaa. 

Water  Supply — Src,  deep  well;  aya.,  pump  to 
atdp.;  atdp.  cap..  40,000  gala.,  mat.  stl.;  1  pump. 
«ng.,  compreaaed  air;  maina,  4  to  10  in.  dia.; 
20  hyd.;  prea.,  60  Iba. 

ELMWOOD  PLACE,  p.  8,428;  f.  area,  4,160  a.; 
mere,  bldgs.,  bk.  &;  wd.,  2  ator.;  priv.,  wd.,  2  ator.; 
wd.  rfa.  perm.;  no  fwka.  k  combt.  ord.;  cauaea  of 
f.  inv.  F.  dept. — 1  hand  eng.,  1  b.  Jl  I.  trk.,  1 
boi^e  wag.,  1  hose  car.;  hoae,  cot,  rub.  lined,  gd., 
1,200  ft.;  f.  al.,  bell;  val.  equip.,  91.600;  val. 
bldgs.,  93,000;  tot.  mem.,  16  voL;  undra.  rating, 
aecond  class. 

Water  Supply — Src.,  wella,  IH  m.  bua.  cent.; 
aya.,  grav.;  maina,  c.  i.,  14  m.,  4  to  8  in.  dia.; 
62  hyd.;  met.,  6;  266  aenr.;  prea.,  f.  66  to  100 
iba.;  cost,  916,000;  coat  mtce.,  91|400. 

ELYRIA,  p.  14,826;  f.  area,  8,670  a.;  mere, 
bldga.,  bk.,  atn.  A  wd.,  2  to  6  ator.;  priv.,  atn., 
bk.  &  wd.,  1  to  8  ator.;  wd.  rfa.  not  perm,  in 
f.  area;  fwka.  k  combt.  ord.;  cauaea  of  f.  inv. 
F.  dept. — 1  atr.,  1  aer.  h.  k  1.  trk.,  2  auto.  comb, 
c.  &  h.  wag.  with  1,000  ft.  each  of  c  hoae,  22 
c  hand  ex.,  1  comb,  c  ft  h.  wag.,  2  supply  wag., 

7  bra.;  in  reaerve,  1  comb.  c.  ft  h.  wag.,  1  atr.; 
hoae,  cot.,  rub.  lined,  gd.,  6,600  ft.;  c  460  ft; 
tot.  hose,  6,060  ft;  f.  al.,  auto.  aya.  with  16  bx. 
ft  telp.;  val.  equip.,  $80,000;  val.  bldga.,  920,000; 
exp.  dept,  922,000;  tot  mem.,  21,  pd.  full  time. 

Watar  Supply — Src.,  Lake  Erie,  8%  m.  bua. 
cent;  i^a.,  pump  dir.;  rea.  cap.,  200,000,000  gala.; 
pump,  eng.,  daaa  hor.  cross  comp.,  cap.  day  8,- 
000,000  gala.;  maina,  c.  L.  60  m.,  4  to  20  in. 
dia.;  400  hyd.;  410  ▼.;  8,416  met;  8,043  aerv.; 
pipe,  lead  ft  wrt.  i. :  pres.,  dom.  86  to  40  Iba.: 
cons,  day,  2,000,000  gals.;  coat,  9800,000;  cost 
mtce.,   916,000;  wks.  owned  by  dty. 

FAIRPORT,  p.  2,268;  mere  bides.,  bk.  ft  wd., 
2  stor.;  priv.,  wd.,  2  ator.;  wd.  rfs.  perm,  in  f. 
area;   cauaea  of  f.   inv.     F.   dept. — 2  h.   ft  1.   trk., 

1  hoae  wag.,  1  hose  cart,  1  hrs.;  hose,  cot,  rub. 
lined,  gd.,  1,600  ft.;  inf.,  600  ft;  tot  hose,  2,000 
ft;  f.  al.,  bell;  tot  mem.,  10  vol.;  rating,  fourth 
class. 

Watar  Supply — Src,  lake;  sys.,  pump  to  res.; 
mains,  3  m. ;  16  hyd.;  pres.,  dom.  60  Iba.,  f.  76 
to  90  lbs.;  wka.  owned  by  Co.,  connected  with 
Painesville   plant. 

FAYETTE,  p.  916.  F.  dept. — 1  h.  eng.,  16  c 
ex.,  2  h.  ft  1.  trk.;  1,900  ft.  hose;  tot  mem.,  lt>, 
pd.  part  time;  f.  al.,  bell;  rating,  fifth  class. 

Watar  Supply — Twenty  resen'oire;   1  hand  eng. 

FINDLAY,  p.  14,858;  f.  area.  4,700  a.;  mere 
bldgs.,  wd.,  bk.  ft  stn.,  2  to  6  stor.;  priv.,  wd.,  2 
ft  8  stor.;  wd.  rfa.  perm.  F.  dept. — 1  str.,  1  auto, 
c.  eng.,  1  hand  eng.,  1  c  eng.,  4  c  hand  ex.,  1  h. 
ft  L  trk.,  2  hose  wag.,  4  hose  car.,  18  hrs.;  hoae, 
oot,  rub.  lined,  gd.,  7,500  ft;  c,  gd.,  700  ft.; 
tot.  hoae,  8,200  ft;  f.  al.,  Oamewell,  35  bx.;  val. 
equip.,  923,676;  val.  bldga.,  96*000;  exp.  dept, 
914,968;  tot  mem.,  14,  pd.  full  time;  undra. 
rating,   third   claaa. 

Water    Supply — Src,    wells,    10    m.    bua.    cent.; 


aya.,  pump  dir.;  rea.  cap.,  17,000,000  gala.,  loc 
at  station;  8  pump,  eng.,  claaa  croaa  comp.  k 
comp.  dup.,  cap.  day  8,000,000  gala.;  maina,  e. 
L,  37%  m.,  4  to  20  in.  dia.;  258  hyd.;  204  v.; 
met,  2,775;  8,800  aerv.;  pipe,  galv.  L  ft  lead; 
pres.,  dom.  66  lbs.,  f.  120  lbs.;  eons,  day,  l,- 
100,000  gala.;  cost,  9576,000;  cost  mtce.,  911.- 
000;  wka.  owned  by  city. 

FLETCHER,  p.   876.     F.  dept — 1  h.  ft  L  trk.. 

1  hand  eng.,  1  hoae  reel,  460  ft  hoae;  f.  aL,  bdl; 
vol. 

iPLUSHINO,  p.  1,000;  f.  area,  500  a.  F.  dept 
—2  c.  hand  ex.,  1  h.  ft  L  trk.,  500  ft  hose;  (. 
al.,  bell;  val.  equip.,  91»000;  val.  bldgs.,  9500; 
exp.  dept.,  9^0;  vol. 

Watar  Supply — Src,  dstems. 

FOREST,  p.  1,500:  f.  area,  600  a.;  mere  bldgt.. 
bk.,  2  ator.;  priv.,  bk.  ft  wd.,  2  stor.;  wd.  rfs. 
perm,  in  f.  area:  fwka.  ord.;  cauaea  of  f.  inv. 
F.  dept. — 1  hand  eng.,  10  e.  hand  ex.,  1  h.  &  L 
trk.,  2  hoae  car.;  hose,  cot,  rub.  lined,  gd.,  1.300 
ft;  f.  aL,  bell;  vaL  equip.,  92,500;  vaL  bldi^ 
93,500;  exp.  dept,  9150;  tot  mem.,  60  voL; 
undra.   rating,   fifth  claaa. 

Water  Supply — Src,  wella  ft  datema. 

FT.  RECOVERY,  p.  1,198;  f.  area,  600  a.;  mere. 
bldga.,  wd.,  2  ator.;  priv.,  wd.,  2  ator.;  wd.  rift, 
not  perm.;  no  fwka.  ft  combt  ord.;  causes  of  1 
inv.  F.  dept. — 1  band  eng.,  28  c  hand  ex..  1 
h.  ft  L  trk.,  2  hoae  car.;  hoae,  cot,  rub.  lined. 
gd.,  600  ft;  rub.,  gd.,  600  ft.;  inL,  1.500  ft: 
cot.  hose,  8,000  ft;  f.  aL,  bell  ft  wh.;  val.  eqmp^ 
92,700;  vaL  bldga.,  96,000;  exp.  dept,  9865;  tot 
mem.,  24  vol.;  rating,  fifth  daaa. 

Watar  Supply — Src,  wells;  aya.,  pump  to  stdp. 
ft  dir.;  atdp.  cap.,  60.000  gals.;  maina,  1  to  S 
in.  dia.;  pres.,  dom.  50  lbs.,  f.  00  to  110  Bw.; 
cost,  980,000;  coat  mtce.,  94,000;  wka.  owned  bf 
town. 

FOSTORIA,  p.  0,697;  f.  area,  S.200  a.:  mere, 
bldga.,  bk.,  stn.  ft  wd.,  2  to  6  ator.;  priv.,  bk.,  eta. 
ft  wd.,  2  ft  8  ator.;  wd.  rfa.  not  perm.;  fwka.  t 
combt.  ord.;  cauaea  of  f.  inv.  F.  dept — 1  str.,  6 
c  hand  ex.,  1  h.  ft  L  trk.,  2  aupply  wag^  • 
hoae  car..  4  bra.;  hoae,  cot,  rub.  lined,  gd.,  4.000 
ft;  f.  ai.  tdp.;  vaL  equip.,  99,000;  vaL  bldgs., 
918,000;  exp.  dept,  98,500;  tot  mem.,  15,  pd. 
full  time  6,  pd.  part  time  0. 

Watar  Supply — Src,  creek,  1  m.  boa.  oeot; 
aya.,  pump  to  atdp.;  atdp.  cap.,  875,000  gala.; 
diuL,  25  X  100;  loc  on  Fremont  at;  mat.  «l; 
rea.    cap.,    115,000,000    gala.;    loe.    weat   of  dtji 

2  pump,  eng.;  cap.  day,  3,000,000  gala.;  naiaa. 
iron,  28  m.,  4  to  14  in.  dia.;  166  hyd.;  225  v.; 
1,600  met;  1,800  aerv.;  pipe,  lead  ft  iroa;  prea, 
dom.  50  to  60  Iba.,  f.  100  Iba.;  oooa.  day,  900.- 
000  gal<.;  coat.  9260,000;  cost  mtce.,  97fS6i; 
wka.  owned  by  dty. 

FRANKFORT,  p.  784.  F.  dept— 10  c  haad 
ex.,  1  hoae  reel,  1  ladder  trk.,  400  ft  boae;  U 
vol. 

FRANKLIN,  p.  2,659;  mere  bldga.,  bk.  ft  wd. 
2  ator.;  priv.,  bk.  ft  wdL,  2  stor.;  wd.  ifa.  peno.: 
no  fwka.  ft  combt  ord.  F.  dept — 1  atr.,  1  h.  ft 
L  trk.,  1  hoae  wag.,  2  hoae  car.,  2  bra.;  bcee, 
cot,  rub.  lined,  gd.,  2,000  ft.;  f.  aL,  wh.;  tot. 
mem.  12,  pd.  full  time  1,  pd.  part  time  11;  aadn. 
rating,    fourth   claaa. 

Watar  Supply— ^rc,  wella.  In  bua.  cent;  9a, 
pump,  dir.;  2  pump,  eng.;  cap.  day,  1,500.000 
gala.;  mains,  c  L,  7  m.,  4  to  12  in.  dia.;  50  kyi; 
25  v.:  met,  60;  600  aerv.;  prea.,  dom.  60  Ibc,  I 
100  Iba.;  cona.  day,  100,000  gala.;  coat,  960,000; 
coat  mtce.,  98,500;  wka.  owned  by  dty. 

FREDERICKTOWN,  p.  1,021;  f.  area,  150  l 
F.  dept — 1  hand  eng.,  1  b.  ft  1.  trk.,  4  boee  caiti: 
hose,  1,000  ft.;  tot  mem.,  IS,  pd.  foil  time;  t 
al.,    belL 

Watar  Supply — Src.  wdia;  aya.,  pomp  to  rtdj^: 
atdp.  cap.,  85,000  gala.;  2  pump,  cag.;  87  hjt; 
wka.  owned  by  town. 

FREEPORT.  Harriaon  Co.,  p.  624.  F.  dept— 
2  hose  reels,  1,000  ft  boae;  14  rol. 

FREMONT,  p.  9,030;  f.  area,  2,650  a.;  mere, 
bldgs.,  bk.,  2  ft  3  stor.;  priv.,  wd.,  2  ator.;  ad. 
rfa.  perm.  F.  dept. — 2  atr.,  1  hand  enir.,  Ik.* 
1.  trk.,  1  hoae  wag.,  2  comb,  c  ft  b.  wag.,  1 
supply  wag.,  1  hose  car.,  2  bra.;  hoae,  coc  t«K 
lined,  gd.,  2,000  ft.;  inf.,  400  ft.:  tot  hoae.  14^ 
ft.;   f.   aL,  bell  ft  telp.;  vaL  equip.*   96.000;  nL 
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bldgs.,  $8,000;  ezp.  dept.,  f  2,778;  tot.  mem.,  10, 
pd.  full  time  S,  pd.  part  time  7. 

Water  Supply — Src,  riv.;  sys.,  grav.,  pmnp  to 
stdp.  A  dir.;  stdp.  cap.,  866,000  gulu.;  2  pmnp. 
eng.,  cap.  day  6,000,000  gals.;  mains,  c.  i.,  88 
m.,  4  to  16  iiL  dia.;  220  hyd.:  260  ▼.;  1,900 
met:   2,086   serv.:  pipe,  lead  A  iron;   pres.,   dom. 

59  lbs.,  f.    100  lbs.:   cost,  $800,000;   cost  mtce., 
$9,000;  wks.  owned  by  city. 

GALION,  p.  7,214;  f.  area,  1,200  a.;  mere, 
bldgs.,  bk.  k  wd.,  2  stor.;  priv.,  vd.,  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 1  str.,  1  comb,  c  ft  h.  ft  L 
trk.,  4  c.  hand  ei.,  2  hose  wag.,  1  auto,  wag.,  8 
hose  car.,  4  brs.;  hose,  cot.,  rub.  lined,  gd.,  8,500 
ft.;  inf.,  500  ft.;  tot  hose,  4,000  ft;  f.  al., 
Gamewell,  28  bx.;  vaL  equip.,  $20,000;  val.  bldgs., 
125,000;  ezp.  dept.,  $8,600;  tot.  mem.,  16,  pd. 
full   time   6,  toI.    10. 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  sys., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  156,500  gals., 
dim.  26  z  49,  mat  stl.:  2  pump,  eng.,  class 
comp.  dup.,  cap.  day,  2,500,000  gals.;  1  auxiliary 
trip,  pump.;  cap.  day,  800,000  gals.;  maina,  c. 
i.,  19  m.,  4  to  12  in.  dia.;  169  hyd.;  106  v.;  met, 
500;   1,500  serv.;  pipe,  galv.  i.;  pres.,  dom.  86  to 

60  lbs.,    f.    85    to    126    lbs.;    cons,    day,    500,000 
gals.;  wks.  owned  by  Co. 

GALLIPOLiS,  p.  6,660;  f.  area,  1,600  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  stn., 
bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area; 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  str., 
1  h.  ft  1.  trk.,  2  c.  hand  ex.,  2  hose  wag.,  4 
hose  car.,  3  hrs.;  hose,  cot,  gd.,  2,000  ft;  inf., 
1,000  ft;  tot.  hose,  8,000  ft;  f.  al.,  wh,;  val. 
equip.,  $8,000;  val.  bldgs.,  $8,000;  tot  mem.,  22, 
pd.  full  time  1,  vol.  21. 

Water  Supply — Src,  riv.,  1%  m.  bus.  cent; 
eys.  pump  to  res.;  res.  cap.,  2,500,000  gals., 
loc.  on  hill;  2  pump,  eng.,  class  comp.,  cap.  day 
700,000  gals.;  mains,  c.  i.,  14  m.,  4  to  16  in. 
dia.;  87  hyd.;  87  v.;  585  met;  961  serv.;  pipe, 
galv.  I.;  pres.,  dom.  110%  lbs.,  f.  120  to  180 
lbs.;  cons,  day,  500,000  gals.;  cost  $125,000; 
cost  mtce.,  $6,890;  wks.  owned  by  city. 

QARRETT8VILLE,  p.  1,100;  f.  area,  1,280  a.; 
mere,  bldgs.,  bk.,  2  ft  8  stor.;  priv.,  bk.,  2  ft  8 
stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv. 
F.  dept — 1  h.  ft  L  trk,,  1  c.  eng.,  6  c.  hand  ex., 
1  hose  wag.,  1  hose  reel;  hose,  cot,  rub.  lined, 
gd.,  1,760  ft;  f.  al.,  bell  ft  telp.;  val.  equip., 
$5,500;  val.  bldgs.,  $20,000;  ezp.  dept,  $600;  tot 
mem.,  60,  pd.  full  time  1,  vol.  49;  rating,  fifth 
class. 

Water  Supply — Src,  18  wells;  sys.,  pump  to  2 
res.;  cap.  res.,  600,000  gals.;  stm.  pump,  loc 
165  ft.  above  city;  50  hyd.;  pres.,  f.  86  lbs.;  cost, 
$60,000;  wks.  owned  by  city. 

GENEVA,  p.  2,496;  mere,  bldgs.,  bk.  ft  wd.,  2 
ft  S  stor.;  priv.,  bk.  ft  wd.,  1%  ft  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  str.,  1  c.  eng.,  5  c  hand 
ex,,  1  h.  ft  1.  trk..  1  hose  wag.,  2  hrs.;  hose, 
cot.,  rub.  lined,  gd.,  1,400  ft;  inf.,  400  ft.; 
tot.  hose,  1,800  ft;  f.  al.,  bell  ft  wh.,  400  telp. 
bx.:  tot  mem.,  16,  pd.  full  time  1,  vol.  16. 

Water  Supply — Src,  riv.,  8%  m.  bus.  cent; 
sys.,  0rav.;  res.  cap.,  2,800,000  gals.;  2  pump, 
eng.;  cap.  day,  750,000  gals.;  mains,  13  m.,  6  to 
12  in.  dia.;  92  hyd.;  170  v.;  691  met;  782  serv.; 
pres.,  dom.  ft  f.  80  lbs.;  cona.  day,  800,000  gals.; 
cost,  $05,000;  cost  mtce.,  $4,000;  wks.  owned  by 
town. 

GENOA,  p.  817;  mere  bldgs.,  frame,  1  ft  2 
gtor.  F.  dept — 1  h.  eng.,  1  c  eng.,  2  hoae  carts; 
hose,   1,200  ft.;  tot  mem.,  21  vol. 

Watsr  Supply — Src,  5  dstema,  cap.  600  bbls. 
etidb,   in  middle  bus.  dist 

GEORGETOWN,  p.  1,680;  f.  area,  400  a.;  mere 
bldgs.,  stn.  ft  bk.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.j 
wd.  pfs.  perm.;  no  fwks.  ord.  F.  dept — 1  hand 
enir.,  1  str.,  4  c  ex.,  1  h.  ft  1.  trk.,  1  hose  car.; 
h<we.  cot.,  gd.,  1,260  ft.;  inf.,  600  ft;  tot  hose, 
1,860  ft;  1  al.,  bell;  val.  equip.,  $4,000;  vaL 
bidss.,  $2,600;  tot  mem.  12,  pd.  part  time;  undrs. 
TBtuig,  fifth  class. 

Water  Supply — Src,  22  wells  ft  cisterns:  sys., 
pump,   to  9  cisterns;  pmnp.  eng.,  cap.  day  84,000 

QERMANTOWN.  p.  1,778;  f.  area,  1,800  a.; 
mere  bldgs.,  bk.  ft  wd..  2  ft  8  stor.;  prij-.  wd.,  2 
stor.;    wd.  rn.  perm.;  causes  of  f.  inv,     F.  dept — 


1  str.,  1  c  eng.,  2  hose  car.;  hoae,  oot,  rob.  lined, 
gd.,  1,500  ft;  rub.,  gd.,  '500  ft;  inf.,  200  ft.; 
tot  hose,  2,200  ft;  f.  al.,  bell;  val.  equip.,  $3,000; 
val.  bldgs.,  $1,800;  exp.  dept,  $900;  tot  mem. 
17.  pd.  full  time;  unchrs.  mting,  fifth  class. 

Watar  Supply  —  Src,  wells  ft  dstems;  sys., 
pump,  to  9  cisterns;  pump,  eng.,  cap.  min.  86 
gals.;  hand  eng.,  60  gals. 

GIBSONBURG,  p.  1,864:  f.  area,  60  a.:  mere 
bldgs^  bk.,  2  ft  8  stor.;  priv.,  wd.,  1^  ft  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  combt  ord.;  causes  of  f. 
inv.  F.  dept — 1  h.  ft  1.  trk.,  c  hand  ex.,  8  hose 
carts;  hose,  cot,  rub.  lined,  gd.,  2,000  ft;  int^ 
500  ft;  tot.  hose,  2,600  ft;  f.  al.,  wh.,  200  bx.; 
tot.  menL,  44  vol.;  undrs.  rating,  four  and  one> 
half  class. 

Water  Supply — Src,  2  wells,  %  m.  bus.  cent; 
sye.,  pump  to  stdp.-  atdp.  cap.,  I<10,0a0  gals.; 
dim.,  13  X  110;  nw*t.»  stl.;  res.  cap.,  85,000  gals.; 

2  pump,  eng.,  cap.  hour  80,000  gialB.;  mains, 
c.  i.,  5  m.,  4  to  8  in.  dia.;  61  hyd.;  met,  24'5; 
392  serv.;  pipe,  galv.  1.;  pres.,  dom.  48  lbs.,  f. 
90  to  110  lbs.;  cost,  $30,000;  wks.  owned  by  city. 

GIRARD,  p.  8.786;  f.  area,  100  a.;  mere  bldgs., 
bk.  ft  wd..   2   stor.;  priv.,   wd.,   2  stor.;   wd.  rf$. 

Serm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
ept. — 1  hand  eng.,  60  c  hand  ex.,  1  h.  ft  1.  trk., 
1  hose  car.;  hose,  rub.,  gd.,  100  ft.;  f.  al.,  bell; 
tot.  mem.,  70  vol.;  undrs.  rating,  fifth  class. 

Watar  Supply — ^Src,  wells,  1  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  212,000  gals.,  dim. 
80  X  40;  mat,  stL;  res.  cap.,  60,000  gals.;  2 
pump,  eng.,  cap.  day  600,000  gals.;  mains,  8 
m.,  4  to  12  in.  dia.;  78  hyd.:  85  v.;  met.,  820; 
447  serv.;  pipe.  Iron;  pres..  dom.  88  lbs.,  f.  8S 
lbs.;  cons,  day,  660,000  gals.;  wki.  owned  by  priv. 
Go. 

GLANDORF,  p.  668.  F.  dept— 1  comb.  L  c 
ft  hand  pump,  eng.,  1  hose  reel,  1,000  ft  hose; 
80  vol. 

GLENDALE,  p.  1,741;  f.  area,  960  a.;  mere 
bldgs.,  bk.,  8  stor.;  priv..  bk.  ft  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ft  oombt  ord.;  causes 
of  f.  inv.     F.  dept. — 1  h.  ft  L  trk.,  1  hose  reel, 

1  hrs.;  hose,  cot,  rub.  lined,  gd.,  1,800  ft;  rub., 
gd.,  200  ft;  tot  hose,  1,600  ft.;  f.  al.,  bell  ft 
wh.;  tot  mem.,  86  vol. 

Water  Supply — Src,  wells,  2  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  oap..  60,000  gate.;  2  pump, 
eng.;  cap.  day,  1,250,000  gals.;  mains,  8^  m., 
IH  to  10  in.  dia.;  27  hyd.:  met,  220;  220  aerv.; 
pres.,  dom.  40  lbs.,  f.  126  lbs;  cons,  day,  800,000 
gals.;  cost  $50,000;  cost  mtce.,  $3,000;  wks. 
owned  by  city. 

GLOUSTER,  p.  2,627;  f.  area,  600  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft*  wd., 

2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  hand  eng.,  1  h.  ft 
I.  trk.,  2  hose  reels;  hose,  cot,  rub.  lined,  gd., 
•1,000  ft;  f.  al.,  bell;  val.  equip.,  $il,000;  tot 
mem.,   12   vol.;  undre.  rating,  third  class. 

iWatar  Supply-^rc,  wells,  1  m,  bus.  cent.;  sya., 
dir.  pres.;  stdp.  cap.,  100,000  gals.;  1  pump,  eng.; 
mains,  c.  i.,  4  m..  4  to  6  in.  dia.;  50  hyd.;  11  v.; 
80  met;  pres.,  dom.  ft  f.,  90  lbs.;  cons,  day, 
95,000  gals.;  wks.  owned  by  village. 

GRAFTON,  p.  966;  mere  bldgs.,  wd.  F.  dept 
— 2  hand  eng.,  1  c.  eng.;  hose,  rub.,  gd.,  600  ft; 
f.  al.,  bell;  tot.  mem.,  12  vol.;  undrs.  rating,  fifth 
class. 

Water  Supoly — Src,  9  cisterns,  10  x  10,  cap. 
100  bbls.  each. 

GRAND  RAPIDS,  p.  674.  F.  dept.— 1  hand 
eng.,  6  c  hand  ex.,  1,500  ft  hose;  f.  aL,  ball  ft 
wh.;  27  vol. 

GRANVILLE,  p.  1,894;  bldgs.,  bk.  ft  wd..  1  ft 
2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.  F. 
dept. — 1  hose  car.;  hose,  cot,  rub.  lined,  gd., 
1,000  ft;  tot  mem.,  18  voL;  undrs.  rating,  fourth 
dass. 

Water  Supply — Src,  wells,  %  m.  bus.  cent.; 
sys.,  grav.  ft  pump  to  stdp.;  stdp.  cap.,  103,000 
gals.;  2  pump,  eng.,  cap.  day  860,000  gals.;  mainc, 
c  i.,  6  m.,  4  to  6  in.  dia.;  38  hyd.;  20  v.;  met. 
130:  450  ««?TV. ;  pipe,  galv.  i.;  pres.,  dom.  ft  f., 
95  lbs.;  con«.  day,  100,000  gals.;  cost,  $80,500; 
cost  mtce..   $3,000;   wks.   owned  by  city. 

GREENFIELD,  p.  4,228;  f.  area,  800  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  stn., 
bk.  ft  wd.,  2  stor.;  wd.  rfe  perm.;  no  fwks.  ft 
combt  ord.;  causes  of  f.  inv.    F.  dept. — 1  comb,  e 
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ft  h.  waip.,  1  c.  hand  ex,,  1  h.  &  1.  trie,  1  hoM 
car.,  3  hn.;  home,  coL,  rob.  lined.  gd.»  1,000  ft.; 
inf..    800    ft;    tot   boae,    1,800    ft;    f.    al.,   beU; 


Tal.  equip.t.  $8,800;  val.  bldgs.,  $5,000;  tot  mem. 
daas. 


L.  equip.. 
,  pd.  M 


1  time  2,  ToL  20;  undrs.  rating,  fourth 


Water  Supply — Src,  veUa,  S  blocka  bus.  eent; 
sya.,  pimp  to  stdp.;  stdp.  cap.,  84,500  gala.,  dim. 
14  z  75,  loc  near  station;  mat,  stL:  8  pump, 
eng.,  daas  dup.,  cap.  day  1,500,000  gala.;  mains, 
c.  i.,  17  m.,  4  to  10  in.  dia.;  80  hyd.;  52  v.; 
410  serr.;  pipe,  galv.  i.;  pres.,  dom.  45  lbs.,  f. 
150  Ibe.;  oons.  day,  500,000  gus.;  cost,  $40,000; 
cost  mtce.,  $8,000;  wka.  owned  by  city. 

GREENSPRINQ,  p.  8S8.  F.  dept. — 1  hand  eng., 
a  c.  band  ex.,  1  h.  &  L  trk.,  1  hose  ear.;  hose, 
oot,  rub.  lined,  gd.,  900  ft;  f.  al.,  bell;  tot  mem. 
20.  pd.  part  ttme. 

Water  Supply-~-Src,  10  cisterns,  cap.  100  to 
200  bbls.  each. 

GREENVILLE,  p.  6,287;  f.  area.  500  a.;  mere, 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  wa.,  2  stor.;  wd. 
rfs.  perm.;  fwka.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 2  str.,  2  c.  hand  ex.,  1  h.  ft  1.  trk.,  2 
hose  car.,  4  hrs.;  hose,  oot,  rub.  lined,  gd.,  2,500 
ft;  inf.,  500  ft.;  tot  hose,  8,000  ft.;  f.  al.. 
Gamewell,  21  bz.;  ezp.  dept,  $8,000;  tot  mem. 
15,  pd.  fuU  time  4,  pd.  part  time  11;  undrs.  ra^ 
ing,  fourth  class. 

Water  Supply — Src.,  wells,  %  m.  bus.  cent; 
•ys.,  pump  to  stdp.;  stdp.  cap.,  141,000  gals., 
dim.  20  z  60,  loc  in  dty;  mat,  bk.  ft  stl.;  2 
pump,  eng.,  daas  oomp.  dup.,  cap.  day  8,000,000 
gals.;  mains,  e.  L,  18  m.,  8  to  14  in.  dia.;  145 
hyd.;  100  ▼.;  1.148  met;  1,666  serv.;  pipe,  lead; 
pres.,  dom.  60  lbs.;  wks.  owned  by  dty. 

GREENWICH,  p.  876;  f.  area,  120  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  perm.;  no  fwks.  ft  eombt  ord.  F.  dept — 
2  hand  eng.,  1  c.  eng.,  1  h.  ft  L  trk.,  1  hose  car.; 
hose,  oot,  rub.  lined,  gd.,  1,000  ft;  inf.,  600  ft; 
tot.  nose.  1,600  ft;  vol.;  undrs.  rating,  fourth  class. 

Water  Supply— Src,  well;  ays.,  pump  to  stdp.; 
stdp.  cap.,  71,087  gala.,  dim.  11  z  100;  mat,  stL; 
res.  cap.,  15,000,000  gala.;  1  pump,  eng.,  class 
comp.  dup.,  cap.  day  750,000  gala.;  mains,  c  L, 
29i  m.,  4  to  8  in.  dia.;  28  hyd.;  80  met;  pipe, 
lead;  pres.,  dom.  50  lbs.,  f.  80  lbs.;  cons,  day, 
60,000  gala.;  cost,  $12,000;  cost  mtce.,  $900; 
wks.  owned  by  town. 

GROVERPORT,  p.  648.  F.  dept.— 1  hand  c. 
eng.  ft  c.  hand  ez. 

GROVER  HILL,  p.  700;  f.  area,  115  a.;  marc 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv..  wd.,  1  ft  2 
stor.;  wd.  rfk  perm,  in  f.  area;  fwka.  ft  combt 
ord.;  causes  of  i.  inv.  F.  dept. — 1  gaa  eng.,  1  c 
eng.,  8  c.  hand  ex.,  1  h.  ft  L  trk.;  hose,  cot.,  rub. 
lined,  gd.,  1,000  ft.:  inf.,  400  ft:  tot  hose, 
1,400  ft;  f.  aL,  bell;  vaL  equip.,  $2,000;  Tal. 
bldgs.,  $1,400;  ezp.  dept,  $800;  tot  mem.,  86 
vol. 

Water  Supply— Src,  dstern. 

HAMDEN,  p.   1,019.  F.  dept. — 1  h.  ft  L  trk., 

50  buckets;  val.  equip.,  $200;  val.  bldgs.,  $300; 
ezp.    dept,    $50;    vol. 

No  waterwka. 

HAMILTON,  BuUer  Co.,  p.  86,279;  mere  bldgs., 
bk.,  stn.  ft  iron,  3  ft  4  stor.;  priv.,  bk.  ft  wd.,  2 
ft  8  stor.;  wd.  ris.  perm.;  no  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 2  auto,  hose  wag.,  1 
str.,  10  c  hand  ez.,  1  h.  ft  L  trk.,  5  comb,  c  ft 
h.  wag.,  1  aer.  trk.,  4  hose  ear.,  16  hrs.;  hose, 
cot.  rub.  lined,  gd.,  12,500  ft:  x.  al.,  OameweU, 
42  DZ.;  vaL  equip.,  $80,980;  vaL  bldgs.,  $56,000; 
ezp.  dept.  $25,000;  tot.  mem.  89,  pd.  full  time; 
undrs.  rating,  third  daas. 

Water  Supply — Src,  wells,  12  sq.  bus.  cent; 
sys.,  pump  to  res.  ft  dir.;  res.  cap.,  7,000,000 
gala.;  2  pump,  eng.,  daas  comp.  dup.,  ci^.  day 
9,000,000  gals.;  maina,  c.  L,  62  m.,  4  to  20  in. 
dia.;  448  hyd.;  550  v.;  met,  2,618;  4,684  serv.; 
pipe,  lead;  pres.,  dom.  95  lbs.,  f.  100  lbs.;  cons, 
day,  2,500,000  gala.;  cost,  $880,000;  cost  mtce, 
$20,000;  wks.  owned  by  dty. 

HAMLER,  p.  596.  F.  dept — 1  pump,  eng.,  2 
hose  reels,  1  ladder,  1,200  ft.  hose.;  f.  aL,  Dell; 
24  vol. 

■HARRISON,  p.  1,868;  f.  area,  100  a.;  mere 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  bk.  ft  wd.,  1  ft  2 
stor.;   wd.  rfs.  perm,   in  f.   area;  fwka.  ft  c(mibt 


ord.;  causes  of  f.  inv.  F.  dept — 1  str.,  1  h.  ft  L 
trk.,  6  c  hand  ex.,  2  hose  reds;  hoae,  oot,  rub. 
lined,  gd.,  1,450  ft.:  f.  al.,  bell;  vaL  equip., 
$5,000;  val.  bldgs.,  $17,000;  ezp.  dept,  9200;  tot 
mem.,  30  vol. 

Water  Supply — Src,  riv.  ft  wdla.  ^  m.  boa. 
cent;  era.,  pump  to  atdp.  ft  dir.;  stop,  cap.,  110,- 
000  gala.,  dim.  12  z  110;  mat,  atL;  rca.  cap.. 
110,000  gala.;  2  pump,  eng.,  cap.  day  1,000,000 
fala.;    maina,    6    m.;    82    hyd.;    10   ▼.;    aaet,   28; 

,   dom.  45 


200 


•5: 


800  aerv.;  pipe,  lead  ft  galv.  L;  pi 
Ibc,  f.  120  Iba.;  oona.  day,  75,00< 
$66,000;  cost  mtoc,  $8,000;  iHta.  ownedfbgr  Cc 

HARROD,  n.  474. 
ft  hoae;  f.  al.,  beO. 

HARTWELL,   p.   2,823;  annexed  to  CiacinnatL 

HARVEYSBURQ,  p.  859.  F.  dept — 1  hand 
eng.,  4  c  hand  ez.,  850  ft  hoae;  voL 

HAYESVILLE,  p.  888.     F.  dept — 1  hand 
800  ft.  hoae;  voL 

HICKSVILLE,  p.  2,896;  f.  area,  640  a.; 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept. — 4  c.  hand  ez.,  1  b.  ft  L  tik.,  t 
hose  car.;  hose,  cot,  rub.  hned,  gd.,  800  ft; 
rub.,  gd.,  700  ft;  inf.,  400  ft;  tot  hoae,  1,900 
ft.;  f.  al.,  bell  ft  telp.;  vaL  equip.,  $2,000;  val. 
bldgs.,  $2,000;  ezp.  dent,  $200;  tot  mem.,  36 
vol.;  undrs.  rating,  fourtn  class. 

Water  Supply— Src,  wdla,  40  roda  bus.  cent; 
sys.,  pump  dir.;  2  pump,  eng.,  cap.  day  600.000 
gala.;  maina,  c  L,  8  m.,  4  to  10  in.  dia.;  86 
hyd.;  309  aerv.;  pipe,  galv.  L  ft  lead;  pica.,  dom. 
85  Iba.,  f.  80  Iba.;  cona.  day,  90,000  gala.;  cost, 
$25,000;  cost  mtce.,  $2,800;  wks.  owned  by  city. 

HIGGINSPORT,  p.  417.     F.  dept — 1  hand 
1   hose  reel,    1   ladder  cart,   600   ft   hose;   £. 
bell:  16  part  pd.  men. 

HILLSBORO,  p.  4,296;  f.  area,  1,800  a.; 

bldga.,  bk.,  2  stor.;  priv.,  bk.  ft  wd.,  S  stor.; 
fwks.  ord.;  causes  of  t  inv.  F.  dept — ^1  atr.,  1  h. 
ft  L  trk.,  1  hoae  wag.,  2  bra.;  hose,  cot.,  robe  lined. 
gd.,  1,500  ft.;  inf.,  1.000  ft;  tot  hose,  S.SOO  ft; 
f.  aL,  bell,  16  bz.;  vaL  equip.,  $10,000;  tsL  bldgs^ 
$20,000;  ezp.  dept,  $1,700;  tot  mem.  18,  pd. 
full  time  2,  pd.  pait  time  11;  undrs.  latlns.  fovatk 
daaa. 

Water  Supply — Src,  wdla,  2H  nu  \mm.  eent; 
ays.,  pump  to  stdp.;  atdp.  cap.,  178,000  gala.; 
pump,  eng.,  cap.  day  1,000,000  gals.;  BtaJns,  xros. 
10%  m.,  8  to  10  in.  dia.;  72  hydL;  met,  275: 
700  serv.;  pipe,  galv.  L;  cost,  $87,500;  cost  astec^ 
$5,000;  wka.  owned  by  dty. 

HIRAM,  p.  422;  f.  area,  320  a.  F.  dept. — 4  r. 
hand  ex.,  1  h.  ft  1.  trk.,  2  hand  hoae  carts.  l.OvO 
ft.   hofte;    f.   al.,   bdl;    20   vol. 

HOLGATE,   p.    1,095;    f.    area.    000    a.;    mere 

bldge,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wiL,  1^ 
stor.;  wd.  rf^  perm,  in  f.  area;  eansea  of  t.  iair. 
F.  dept. — 1  h.  ft  1.  trk.,  3  boae  carta;  hc»se.  coc>. 
rub.  lined,  gd.,  1,700  ft;  f.  aL,  bell;  vaL  equip.. 
$1,500;  val.  bldgs.,  $4,000;  ezp.  dept^  0400;  tct 
mem.,    18   vol. 

Water  Supply — Src,  weDa;  aya.,  ponp  to  tea.  ft 
dir.;  maina,  1^  m.;  12  hyd.;  prca.,  dom.  40  T^l. 
f.  120  Iba.;  coat  $20,000;  ooat  mtoe,  98.00»; 
wka.  owned  by  town. 

HUBBARD,  p.  1,699.  F.  dept — 1  str..  1  band 
eng.,  1  h.  ft  L  trk.,  1  hose  cart  l.SOO  ft  hose; 
80  voL;  f.  al.,  bdl;  undra.  rating,  fifth  rlaaa 

Water  Supply — Src,  datena,  wdls  ft  creek. 

HUDSON,  p.  1,021;  bldgs..  bk.  ft  wd.«  g  ator.; 
wd.  rfiB.  perm.;  fwka.  ft  combt  ord.  P.  dept — 1 
hand  eng..  6  c  hand  ez.,  1  h.  ft  L  tik.,  1 
car.;  hose,  rub.,  gd..  500  ft;  tot 
undrs.  rating,  fifth  daaa. 

Water  Supply— Src,  ciBtenM. 

HURON,  p.  1,756;  f.  area,  640  a.; 
bk.  ft  wd.,  1  to  8  ator.:  priv.,  wd.,  8  mw., 
rfe  perm,  in  f.  area;  fwka.  ft  eombt  ord.;  es 
of  f.  inv.  F.  dept — 1  c  eng.,  1  band  ov.,  1 
h.  ft  1.  trk.,  1  hose  wag.,  1  boae  eaxt;  hose.  est. 
rub.  Ihied.  gd.,  1,500  ft;  rub.,  gd.,  800  ft;  tet 
hose,  1,800  ft;  f.  aL.  wh.;  vaL  eqidp.,  $800;  vaL 
bldgs.,  $250;  ezp.  dept.  $800;  tot  msss^  80 
vol.;  undrs.  rating,  fifth  daae 

Water   Supply — Src,   wdla,   datems,   Wba,  rfv.; 
sys.,  dir.   pres.;   atdp.   cap.,   100,000   gi 
dom.  42  lbs.,  f.  75  Ibe;  was.  owned  hf 
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IRONDALE,  p.    1»186.     F.   dept — 1   h.  eng.,  1 
luwe  reel,  800  ft.  hose;  toL;  f.  iL,  beU. 
Water  Supply — Src,  creek. 

mONTON,  p.  18,147;  mere,  bldgs.,  wd.,  1  to 
4  stor.:  priv.,  wd.,  2  ator.;  wd.  rfa.  perm.;  fwks. 
k  combt.  ord.;  cauaes  of  f.  inv.  F.  dept. — 1 
comb.  c.  A;  h.  wag.,  2  e.  eng.,  4  c.  hand  ex.,  2  h. 
&  L  trk.,  0  aer.  trk.,  2  hoae  wag.,  0  hoae  car.,  7 
hzB.;  hose,  cot.,  mb.  lined,  gd.,  2,200  ft.;  rub.,  gd.» 
1,800  ft;  tot.  hoee,  4,000  ft.;  f.  al.,  Oamewell, 
S9  bx.;  val.  equip.,  f  14,776;  vaL  bldga.,  $6,500; 
ezp.  dept,  $8,600;  tot  mem.  61,  pd.  full  time  8, 
vol.  48;  undra.  rating,  fourth  daaa. 

Water  Supply — Src.,rlv.;  sya.,  pump  dir.;  8  pump, 
eng.,  cap.  day  7^00,000  gala.;  mains,  c  L,  80 
m.,  4  to  16  in.  dia.;  826  fayd.;  225  v.;  met,  80; 
2,200  aenr.;  pipe,  galv.  L;  pres.,  dom.  60  Iba., 
/.  100  Iba.;  cons,  day,  1,760,000  gals.;  cost.  $260,> 
000;  cost  mtce.,  $12,000;  wks.  owned  by  city. 

JACKSON,  p.  5,468;  f.  area,  7,000  a.;  mere, 
bldga.,  2  to  6  stor.;  priv.,  bk.  &  wd.,  2  ator.;  wd. 
rfa.  perm.;  no  fwka.  ft  combt.  ord.  F.  dept — 1 
str.,  1  h.  ft  1.  trie,  4  hrs.;  hose,  cot,  rub.  lined, 

?d..  9,000  ft.;  f.  al.,  bell  ft  telp.;  val.  equip., 
15,000;  val.  bldgs.,  $1,600;  ezp.  dept,  $160; 
tot  mem.  20,  pd.  full  time  4,  pd.  part  time  6; 
undrs.  rating,   fourth   daas. 

Water  Supply — Src,  wells,  7  m.  bus.  cent;  sys., 
pump  to  atdp.  ft  dir.;  stdp.  cap.,  260,000  gals., 
dim.  80  X  50;  mat,  iron;  2  pump,  eng.,  daas  dup., 
oap.  day  1,000,000  apals.;  mains,  c.  i.,  15  m.,  4  to 
10  In.  dia.;  84  hyd.;  met,  42;  416  serv.;  nipe, 
le«d  ft  galv.  i.;  pres.,  dom.  05  lbs.,  f.  95  lbs.; 
cons,  day,  200,000  gals.;  cost,  $160,000;  wks. 
owned  by  Co. 

JACKSON  CENTRE,  p.  800;  f.  ares,  160  a.; 
mere  bldgs.,  bk.,  stn.  ft  wd.,  1  to  8  stor.;  priv., 
bk.,  stn.  ft  wd.,  1  ft  2  stor.;  wd.  rfa.  perm,  in  f. 
area.;  fwks.  ft  combt  ord.;  cauaes  of  f.  inv.  F^ 
dept. — 1  gas  eng.,  1  h.  ft  1.  trk.,  1  c.  trk.,  1  hose 
wag.,  1  hp.  water  eng.;  hose,  cot,  rub.  lined,  gd., 
1,000  ft.;  rub.,  gd.,  160  ft;  c  100  ft;  tot 
hose,  1,250  ft;  f.  al.,  telp.  ft  beU;  tot  mem.,  26 
-vol.;  vaL  equip.,  $8,000;  vaL  bldgs.,  $2,000. 

JAMESTOWN,  p.  1,188;  f.  area,  60  a.;  mere, 
bldgs.,  bk.,  stn.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  hand  eng.,  f  e. 
hand  ex.,  1  h.  ft  1.  trk.,  1  hose  car.;  hose,  oot, 
mb.  lined,  gd.,  960  ft;  inf.,  60  ft;  tot  hose, 
1,000  ft.;  f.  aL,  bell;  vaL  equip.,  $1,700;  vaL 
bldgs.,  $16,000;  tot.  mem.  15,  pd.  part  time; 
UQC&s.  rating,  fifth  dass. 

^Vater  Supply — Src.,  wella  ft  dstems. 

JEFFERSON,  p.  1,461;  f.  area.  MO  a.;  mere. 
t>ldgB.,  bk.  ft  wd.,  1  to  8  stor.;  priv..  wd.,  2  stor.; 
ivd.  rfs.  not  perm,  in  f.  area;  fwice.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  comb.  c.  ft  h.  wag., 
Z  c.  eng.,  12  c  hand  ex.,  1  h.  ft  1.  trk..  1  hose 
:ar. ;  hose,  cot,  rub.  lined,  gd.,  1,000  ft.;  rub., 
j^.,  300  ft;  tot  hose,  1,800  ft;  f.  al.,  telp.;  vaL 
>quip.,  $4,000;  vaL  bldga.,  $4,000;  ezp.  dgpt., 
t200i  tot  mem.,  88,  pd.  part  time;  undra.  xatlng, 
tftli    class. 

Waiar  Supply — Src,  wella,  cisterns  ft  creek;  41 
lyd.;    t  m.  mains;  120  lbs.  1  pres. 

JCFFERSONVILLE.  p.  716.    F.  d<n>t.— 1  c.  wag., 
ladder  wag.,  600  ft  hose;  f.  aL,  bell;  25  voL 
JERSEY  CITY,  p.  666.     F.  dept — 1  hand  eng., 

OO    ft.  hose;  voL 
KAfLIDA,  p.  770.    F.  dept. — 1  hand  eng.,  1  hose 

art,    ladders,   800   ft   hose;   f.  aL,  bell;    26   part 

d.  .  men. 

KENT,  p.   4,488;  mere,  bldgs.,  bk.  ft  wd..  2  ft 

stor.;  priv.,  bk.  ft  wd.,  2  ft  8  stor.;  wd.  rta. 
ot  p«rm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
'.  dept. — 1  h.  ft  L  trk.,  8  hose  car.;  hose,  cot, 
]l>.  lined,  gd..  2,000  ft;  f.  al..  Union,  9  bz.; 
ndrs.    rating,   fourth   daas;   vol. 

Waier   Supply — Src.,   wells;   m.,   pump  to  res. 

stdp.:  atdp.  cap.,  116,600  gals.;  res.  cap.,  20,- 
JO  S>l0**  pump,  eng.,  cap.  day  8,000,000  gala.; 
aizB0»   15  m.,   4  to  12  in.  dia.;  88  hyd.;   66  v.; 


et.,  168;  691  serv.;  pipe,  galv.  L;  pres.,  dom. 
>0  lbs.,  f.  150  lbs.:  cost,  $76,000;  cost  mtce., 
L  0,800;  wks.  owned  by  Co. 

KENTON,  p.  7,186;  f.  area,  1,200  a.;  mere. 
d^s.*  bk.,  2  to  8  stor.;  priv.,  bk.  ft  wd..  2  ator.; 
1.    r/0.  not  perm.:  fwks.  i  combt  ord.    F.  dept-— > 

e.    band  ex.,  1  n.  ft  1.  tik.,  2  hose  car.,  6  his.; 


hoae,  rub.,  gd.,  8,200  ft.;  f.  al.,  Oamewell,  22 
bx.;  val.  equip.,  $9,600;  vaL  bldgs.,  $7,000;  exp. 
dept.,  $4,070;  tot.  mem.  18,  pd.  full  time  4,  vol. 
14;  undrs.  rating,  fourth  dass. 

Water  Supply — Src.,  wells,  IH  m.  bus.  cent; 
■ys.,  pump  dir.;  res.  cap.,  2,000,000  gals.;  1  pump, 
eng.,  cap.  min.  800  gala.;  mains,  c.  L,  21  m.,  2 
to   16   m.   dia.;    140   hyd.;   met,   10;    900   serv.; 

Sipe,  lead;  pres.,  dom.  60  lbs.,  f.  110  lbs.;  cons. 
ay,    700,000    gals.;    cost,    $180,000;    cost    mtce., 
$8,000;  wks.  owned  by  dty. 

KINOSTOM,  p.  818.  F.  dept. — '1  comb.  c.  ft  h. 
wag.,  1  hose  wag.,  400  ft  cot,  mb.  lined  hose; 
val.  equip.,  $1,000;  val.  bldgs.,  $100;  ezp.  dept, 
$25;    voL 

LAKEVIEW,  p.  628.  F.  dept — 1  hand  pump. 
1,000  ft.  hose;  voL 

LAKEWOOD,  p.  16,181.  F.  dept— 1  auto.  h. 
ft  1.  trk.,  1  diiers  auto.,  2  auto.  comb.  str.  ft  hose 
wag.,  1  hose  waff.;  f.  al.,  Oamewell,  81  bx.;  tot 
mem.  18,  pd.  full  time  9,  vol.  4. 

Water  Supply  —  Src.,  from  Cleveland;  stdp.; 
taken  from  mains;  mains,  c  L,  78  m.,  4  to  16 
in.  dia.;  718  hyd.;  met,  8,277;  1,600  serv.;  pipe, 
lead  ft  galv.  L;  pres.,  dom.  40  to  70  lbs.,  t  40 
to  70  lbs.;  cons,  day,  719,780  gals. 

LANCASTER,  p.  14,000;  f.  area,  8,000  a.;  mere, 
bldgs.,  bk.,  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
not  perm.;  fwks.  ft  combt.  ord.;  eauses  of  f.  inv. 
F.  dept — 8  str.,  1  c.  eng.,  8  c.  hand  ex.,  1  h. 
ft  1.  trk.,  1  hose  wag..  2  comb.  c.  ft  h.  wag.,  4 
hrs.;  hose,  cot.  rub.  lined,  gd.,  4,600  ft;  f.  aL, 
bell  ft  wh.,  81  Dx.;  vaL  equip.,  $9,000;  val.  bldgs.. 
$7,000;  exp.  dept,  $7,000;  tot  mem.  7,  pd.  full 
time;  undra.  rating,  fourth  dass. 

Water  Supply — Src,  wells,  ^  m.  bus.  cent; 
«ys.,  pump  to  rea.;  res.  cap.,  2,500,000  gals.;  4 
pump,  eng.,  cap.  day  7,000,000  gals.;  mains,  c  L, 
27  m.,  4  to  16  in.  dia.;  188  hyd.;  202  v.;  met, 
1,009;  1,784  aerv.;  pipe,  lead  ft  galv.  L;  pres., 
dom.  92  lbs.,  f.  120  lbs.;  cons,  day,  800,000 
gala.;  cost,  $176,000;  cost  mtce.,  $6,000;  wks. 
owned  by  dty. 

LA  RUE,  p.  772;  f.  area,  760  a.;  mere,  bldgs., 
bk.,  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F.  dept — 
Oasoline  eng.,  1  h.  eng.,  1  h.  ft  L  trk.,  1  hoae 
car.;  hose,  cot,  rub.  lined,  gd.,  1,200  ft;  inf., 
800  ft.;  tot  hose,  1,600  ft.;  f.  aL,  bell  ft  wh.; 
pres..  dom.  120  lbs.,  t  180  lbs.:  vaL  equip.,  $800; 
vaL  bldgs.,  $1,600:  exp.  dept,  $280;  voL 

Water  Supply — Src,  cisterns  ft  weUs. 

■LAURBLVfLljE.  p.  457.  F.  dept.— 1  gas.  eng., 
1  hose  wag.,  1  hre.;  hose,  cot,  rub.  lined,  gd.,  500 
ft;  inf.,  200  ft;  tot  hos^,  700  ft;  f.  aL,  bell; 
val.  equip.,  $1,500;  tot.  mem.,  7  vol. 

LEBANON,  p.  2,698;  f.  area,  60  a.;  mere  bldga., 
bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F. 
dept.-:-2  hrs.,  1  band  eng.,  2  c.  band  ex.,  1  h.  ft  L 
trk.,  2  hose  wag.,  1  hose  cart;  hose,  rub.,  gd., 
8,800  ft;  f.  al.,  bell;  val.  equip.,  $4,978;  vaL 
bldga.,  $5,000;  exp.  dept,  $700:  tot  mem.,  16, 
pd.  part  time;  undra.  rating,  fourth  class. 

Water  Supply — Src,  wells,  %  m.  bus.  cent; 
sys.,  grav.  ft  pump  to  stdp.;  stdp.  cap.,  800,000 
gala.;  pump,  eng.,  cap.  day  1^00,000  gala.;  mains, 
c  L.  12  m.,  4  to  1^  in.  dia.;  79  hyd.;  pres.,  dom. 
70  lbs.,  f.  125  lbs.;  cost,  $52,000. 

LEESBURQ,  p.  828;  f.  area,  800  a.;  mere  bldgs., 
bk.,  stn.  ft  wd.,  1  to  2  stor.;  priv.,  bk.,  stn.  ft 
wd.,  1  to  2  ator.  ;•  wd.  ria.  not  perm,  in  f.  area; 
fwks.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept— r 
comb,  c  ft  hose  wag.;  hose.  rub.  lined,  gd.,  700  ft; 
f.  aL,  bell;  vbI.  equip.,  $1,000;  val.  bldga.,  $1,000; 
exp.  dept,  $50;  tot.  mem.,  16;  undra.  rating,  fourth 
claaa. 

Water  Supply — Src,  wella,  1  m.  bus.  cent;  aye., 
grav.;  atdp.  cap.,  100,000  gals.;  1  pump,  eng.; 
cap.  day.  40,000  gals.;  mains,  B%  m.;  27  hyd.; 
16  v.;  86  serv.;  85  met;  pres.,  dom.  ft  f.,  68  lbs.; 
cost,  $20,000;  cost  mtce.,  $600;  wks.  owned  by 
dty. 

LEETONIA,  p.  2,665;  f.  area.  1,000  a.;  bldgs., 
bk.  ft  wd.,  2  ft  8  ator.;  wd.  rfs.  perm.;  fwks.  ft 
combt  ord.  F.  dept — 2  c  hand  ex.,  1  h.  ft  L 
trk.,  2  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1,660 
ft;  inf.,  80  ft;  tot  hose.  1,860  ft;  f.  aL,  auto- 
matic;   vaL    equip.,    $1,926;    vaL    bldgs.,    $1,000; 
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ezp.  dept.»  |75;  tot  mem.,  66  vol.;  undn.  rmting, 
fourth  class. 

Water  Supply — Src.,  spr.*  1  m.  bus.  cent.;  ijra., 
pump  to  res.;  res.  cap.,  600,000  gala.,  loc  H  m. 
north  town;  2  pump,  eog.,  cap.  day  2,000,000  gals.; 
malxia,  c.  1.,  9%  m.,  4  to  12  in.  dia.;  78  ojd.; 
04  v.;  622  met.;  688  senr.;  pipe,  lead  ft  iron: 
pres.,  dom.  80  lbs.,  f.  120  lbs.;  cons,  day,  70,000 
gala.;  cost,  $50,000;  cost  mtce.,  $4,200;  wks. 
owned  by  city. 

LEIPSIC,  p.  1.778;  bldgs^  bk.,  stn.  k  wd.,  1  to  S 
Btor.;  wd.  rfs.  not  perm.  F.  dept. — 1  str.,  2  hose 
car.;  hose,  gd.,  2,000  ft.:  inf.,  400  ft.;  tot.  hose, 
2,400  ft.;  f.  al.,  elec  bell  ft  wh.;  vaL  equip., 
$5,000;  val.  bldgs..  $6,000;  ezp.  dept.,  $260;  tot. 
mem.,  20  vol.;  undrs.  rating,  fourth  daas. 

WATBR  SUPPiLY — Src,  8  wells,  %  m.  bus. 
cent.;  eys.,  pump  to  etdp.  ft   dir.;   stdp.    cap.,    55,- 

000  gals.,  dim.  18  x  25;  mat.,  sti.;  res.  cap., 
150,000  galfi.;  cisterns,  cap.  250,000  gals.;  1 
pump,    eng.,   cap.   day   200,000   gals.;   mains,   c.   i., 

7  m.,  4  to  10  in.  dia.;  58  hyd.;  16  v.;  met.,  425; 
500  serv.;  pres.,  dom.  45  lbs.,  f.  85  to  120  lbs.; 
cons,  day,  195,000  gals.;  cost,  $25,000;  cost  mtce., 
$6,000;  wks.  owned  by  city. 

LEXINGTON,  p.  664;  f.  area,  22  a.     F.  dept.— 

1  comb.  G.  ft  h.  wag.,  100  ft.  hose;  val.  equip., 
$500;    tot   mt!m.,    9   vol. 

Water  Supply — Src,  deep  well;  ays.,  t  pumps, 
cap.  day  700,000  gals.;  62  hyd.;  pres.,  dom.  60 
lbs.,  f.  125  lbs.;  cost,  $60,000;  wka.  owned  by 
city. 

LIBERTY  CENTER,  p.  647.     P.  dept — 1  hand  ft 

rioline  eng.,    1    hand  hose  reel,    1,000   ft   hose; 
al.,  bell;  81  voL 

LIMA,  p.  80,508;  f.  area,  1,600  a.;  bldgs.,  stn., 
bk.,  cone,  iron  ft  wd.,  2  to  7  stor.;  wd.  rfs.  perm.; 
fwks.  ft  combt  ord.  F.  dept. — 2  str.,  12  e.  hand 
ex.,  1  aer.  trk.,  1  h.  ft  1.  trk.,  2  comb.  c.  ft  h.  wag., 

8  hose  wag.,  1  chiefs  wag.,  17  hrs.,  2  in  reserve; 
hose,  cot,  rub.  lined,  gd.,  8,900  ft.;  f.  aL,  Game- 
well,  68  bz.;  val.  equip.,  $88,862;  vaL  bldgs., 
$86,650;  ezp.  dept,  $32,781;  tot  mem.  84,  pd. 
full  time. 

Water  Supply — Src,  lake,  creek,  wells  ft  Ottawa 
riv.,  2H  ni.  bus.  cent;  sya.,  pump  dir.;  8  rea., 
cap.  728,000,000  gala.;  pump,  eng.,  cap.  day, 
6,000,000  gals.;  mains,  c.  i.,  64.88  m.,  4  to  20 
in.  dia.;  280  hyd.;  870  v.;  met.,  1,480;  6,610 
serv.;  pipe,  lead;  pres.,  dom.  60  lbs.,  f.  60  to  80 
lbs.;  coat,  $480,000;  cost  mtce.,  $28,000;  wks. 
owned  by  city. 

LINDSEY,  p.  601.  P.  dept— 1  c.  eng.,  160  ft 
hose;  f.  al.,  bell  ft  wh.;  vol. 

LISBON,  Columbiana  Co.,  p.  8,880;  mere,  bldgi., 
wd.,  stn.  ft  bk.,  2  ft  8  stor.;  priv.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  onL  F. 
dept. — 8  c.  hand  ez.,  1  h.  ft  1.  trk.,  4  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  1,400  ft;  f.  al.,  bell; 
val.  equip.,  $8,600;  val.  bldgs.,  $700;  ezp..  dept., 
$150;  tot  mem.,  16  vol.;  undrs.  rating,  fourth 
daas. 

Water  Supply — Src.,  wella,  creek,  \i  m.  bus. 
cent;  sys.,  pump  to  stdp.  ft  dir.;  res.  cap.,  887,600 
gals.,  loc.  ^  m.  aouth  town;  2  pump,  eng.,  daas 
comp.  dup.,  cap.  day  2,000,000  gala.;  mains,  c.  1., 
6  m.;  65  hyd.;  80  v.;  800  serv.;  pres.,  dom.  100 
lbs.,  f.  100  lbs.;  cons,  day,' 200,000  gals.;  cost 
$100,000;  coat  mtce.,  $6,000;  wks.  owned  by  dtj, 

LOCKLAND,  p.  8,480;  f.  area,  900  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F.  dept — 
1  h.  ft  1.  trk.,  2  hose  carts;  hose,  cot,  rub.  lined, 
gd.,  1,600  ft;  val.  equip.,  $8,000;  vaL  bldgs., 
$1,800;  tot.  mem.,  76  vol. 

Water  Supply — Src.,  wells,  %  m.  bus.  cent;  svs., 
pump  to  res.  ft  dir.;  stdp.  cap.,  60,000  gals.; 
mains,  c.  i.,  16^  m.,  4  to  8  in.  dia.:  74  nyd.; 
met,  547;  647  serv.;  pres.,  dom.  ft  z.  90  Iba.; 
cost,  $70,000;  wks.  owned  by  village. 

LOQAN,  p.  4,850;  f.  area,  576  a.;  mere,  bldgs., 
wd.  ft  bk.,  2  ft  8  stor.;  priv.,  wd.  ft  bk.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept — 1  str.,  1  h.  ft  L  trk.,  1  hose 
wag.,  2  hose  car.,  2  hrs.;  hose,  cot,  rub.  lined, 
gd.,  1,000  ft;  rub.,  gd.,  500  ft;  tot.  hose,  1,500 
ft;  f.  al.,  bell  ft  tdp.;  val.  equip.,  $10,000;  val. 
bldgs.,  $2,000;  ezp.  dept,  $700;  tot  mem.  22,  pd. 
full  time  1,  vol.  21;  undrs.  rating,  fourth  class. 


Water  Supply — Src,  wells,  ^  m.  bos.  eeat;  91., 
pump  dir.;  2  pump,  eng.,  cap.  day  1,000,000  nk; 
mains,  c.  i.,  9  m.,  4  to  12  in.  dii.;  87  hjd.-, 
46  v.*  met,  89;  900  serv.;  pipe,  g^v.  L:  prea, 
dom.  70  lbs.,  f.  100  lbs.;  oons.  day,  602,187  gal&; 
cost,  $89,781;  cost  mtce.,  $6,000;  wks.  owned  by 
city. 

LONDON,  p.  S,6S0;  1  area,  1,440  a.;  mere: 
bldgs.,  bk.,  8  ft  4  stor.;  priv.,  y^,  2  ft  S  itor.; 
wd.  rfs.  perm,  in  f.  area;  causes  of  L  inv.  F. 
dept. — 1  sir.,  1  h.  ft  L  trk.,  2  c  hand  ex.,  1  hose 
wag.,  1  hose  cart,  8  hrs.;  hose,  cot,  rub.  lined,  gd., 
2,600  ft;  inf.,  400  ft;  tot  hose,  2,900  ft;  tiL 
equip.,  $9,600;  tot  mem.  26,  pd.  fuD  time  4,  pd. 
part  time  21;  undrs.  rating,  xourth  dasB. 

Water  Supply — Src,  wells,  H  m.  bua  eent; 
sy«..  grav.,  pump  to  res.  ft  dir.;  stdp.  cip.,  i95,i.m 
gals.,  dim.  20  z  125;  res.  cap.,  800,000  gik;  t 
pump,  eng.,  cap.  day  8.000,000  gals.;  mains,  e.  I, 
12 9i  m.,  4  to  14  in.  dia.;  122  hyd.;  81  v.;  met, 
200;  800  serv.;  pipe,  gal  v.  i.;  pres.,  dom.  85  to 
50  lbs.,  f.  80  to  100  lbs.;  cons,  day,  700,000 
gals.;  cost,  $115,000;  cost  mtce.,  $9,000;  wks.; 
owned  by  Co. 

LORAIN,  p.  28,888;  f.  area,  10.6  sq.  m.;  mere. 
bldgs.,  bk.,  8  stor.;  priv.,  wd.,  2  stor.;  wd.  ih. 
perm.;  fwks.  ft  combt  ord.;  causes  of  1  inv.  F. 
dept — 2  str.,  18  c  hand  ez.,  1  h.  ft  L  tifc.,  1  sota 
trk.,  2  hose  wag.,  6  comb,  c  ft  h.  wag.,  1  lAa 
comb,  c  ft  h.  wag.,  19  hrs.;  hooe,  cot.,  mb.  lined, 
gd.,  12,000  ft;  rub.,  gd..  600  ft;  tot  hose,  lS,e00 
ft.:  f.  aL,  bell  ft  wh.;  vaL  equip.,  $60,000;  tiL 
bldgs.,  $60,000;  ezp.  dept,  $80,000;  tot  nflo. 
90,  pd.  full  time  26,  voL  66;  undrs.  latiag,  foanfa 
daas. 

Water  Supply — Src,  lake,  H  m.  biM.  cent;  v*^ 
grav.;  8  pump,  eng.,  class  hor.,   cap.  day  11,000,- 

000  gals.;  maina,  iron,  62  dl,  4  to  24  ht  dia.; 
660  hyd,;  1,028  v.;  8,600  met;  7,000  serv.;  pipe, 
lead  ft  iron;  pres.,  dom.  60  lbs.,  f.  86  to  110  Uw.; 
cons,  day,  8,600,000  gala.;  coot  $500,000;  ooit 
mtce.,  $18,707;  wka.  owned  by  dty. 

LOUDONVILLE,  p.  1,804;  f.  area,  166  a.;  mere. 

bldga.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  k  vd., 
2  stor.;  wd.  rfs.  perm,  in  f.  area;  combt  ori: 
causes  of  f.  inv.  F.  dept — 2  c  hand  ex.,  1  h.  A 
1.  trk.,  8  hose  carts;  hose,  cot.,  rub.  lined,  fi, 
1,600  ft;  rub.,  gd.,  800  ft;  tot  hose,  1,900  ft.: 
f.  al.,  bell;  val.  equip.,  $85,000;  tot  mem.,  Z6 
vol.;  undre.  rating,  fourth  dass. 

Water  Supply — ^Src,  wells;  sya.,  pump  to  rea; 
rea.  cap..  270,000  gala.;  1  pump,  eng.;  raalat,  7 
m.;  52  h}'d.;  pres.,  85  lbs.;  co«t  $28,000;  wfa. 
owned  by  Co. 

LOUISVILLE,  p.  1.800;  f.  area,  700  a.;  mm. 
bldga.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  bk.  ft  wi. 
2  stor.;  wd.  ris.  perm,  in  f.  area;  cobM.  ai.; 
cauaes  of  f.  inv.     P.  dept — 1  hand  eag.,  1  e.  eng.. 

1  h.  ft  1.  trk.,  2  hose  carta;  hose,  cot,  rob.  lin^i. 
gd.,  1,600  ft.;  f.  al.,  bell;  vaL  equip.,  $8,000: 
ezp.  dept.,  $160;  tot  mem.,  15  vol;  uudia.  nt- 
ing,  fourth  daas. 

Water  Supply — Src,  wdls,  %  m.  bos.  eeat; 
aya.,  pump  to  stdp.;  stdp.  cap.,  60,000  gala; 
pump,  eng.,  cap.  day  1,000,000  gaJs.;  mains,  e.  U 
6%  m.,  4  to  10  in.  dia.;  87  hyd.;  66  aov.;  pipe. 

Kdv.  i.;  prea.,  dom.  80  to  60  Iba.,  f.  80  to  IM 
8.;  cost  $18,000;  cost  mtce..  $950. 

LOVELAND,  p.  1,421;  f.  area,  450  a.;  mew. 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  1  ft  t  star.;  *d. 
rfs.  perm,  in  f.  area;  cauaes  of  t  inv.  F.  d^" 
1  str.,  1  h.  ft  L  trk.,~6  c  hand  ez.,  1  hose  red; 
hose,  cot.  rub.  lined,  gd.,  1,660  ft;  rub.,  |d^  25* 
ft;  tot  hose,  1,800  ft.;  f.  aL.  beU;  val.  eqdpw 
$6,000;  val.  bldga.,  $15,000;  ezp.  dept,  |40«: 
tot.  mem..  85  vol.;  undrs.  rating,  fifth  daaa 

Water  Supply — Src,  wella,  riv.  ft  datcras;  tju 
dir.  pres.;  8  m.  mains;  26  hyd.;  pres.,  186  Ifaa; 
wks.  owned  by  dty. 

LOWELL,  p.  669.  F.  dept — 1  head  csf.  ! 
hose  carts;  f.  al.,  bell;  val.  equip.,  $200;  a?. 
dept,  $20;  tot  mem.,  10  voL 

Water  Supply — Src,  dsteina. 

LOWELLVILLE,  p.  1,692;  f.  area.  600  a.:  mat. 
bldgs.,  bk.  ft  wd.,  2  to  S  stor.;  priv.,  aaostly  «d^ 
IH  to  2  stor.;  wd.  rfa.  perm,  in  f.  area;  f«kk  ft 
combt.  ord.;  causes  of  f.  taiv.  F.  dcpt^l  & 
eng.,  1  hose  car.,  1  Howe  hand  cm.,  c  attached; 
hose,  cot,  rub.  lined,  gd.,  1,400  ft;  inf..  409  til 
tot  hose,  1,800  ft;  f.  aL,  wh.;  vaL  equip.,  $U««; 
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vaL  Mdgs.,  $1,600;  ezp.  dept,  $250;  tot  mem., 
25;  imdn.  rating,  fifth  data. 

LYNCHBURG,  p.  928;  bldgs.,  wd.,  1  JB  2  stor.; 
wd.  rfa.  perm.  F.  dept. — 24  c.  hand  ex.,  1  h.  & 
1.  trie,  2  hose  car.;  hose,  cot.,  rub.  lined,  gd., 
800  ft.;  Tub..  gd.,  400  ft.;  tot.  hoae,  1,200  ft; 
f.  al.,  bell;  eip.  dept,  $100;  tot  mem.,  20  voL; 
undrs.  rating,  fourth  daaa. 

Water  Supply — Stc,  «pr.,  1%  m.  bus.  cent; 
SV8.,  grav.,  pump  to  res.  k  dir. ;  stdp.  cap.,  50,000 
gals.;  dim.  28  x  16;  mat,  stl.;  rea.  oap.,  60,000 
gals.;  1  pump,  eng.,  dafle  dup.,  cap.  day  500,000 
gala.;  mains,  8^6  m.,  2  to  8  in.  dia.;  22  hyd.;  19 
v.;  36  met;  210  aerv.;  prea.,  dom.  40  lbs.,  f.  125 
Ibe.;  cone,  day,  60,000  gala.;  coat  $0,000;  cost 
mtce.,   $12,000;    wks.    owned   by   city. 

LYONS,  p.  403.  F.  dept— 1  h.  k  1.  trk..  1 
comb.  e.  k  hand  eng.,  700  ft  hose;  f.  aL,  bell; 
25  part  pd.  men. 

McARTHUR,  p.  1,107.  P.  dept — 1  hand  h.  k 
1.  trk.:  f.  al.,  bell  k  wh.;  vol. 

McCOMB,  p.  1,088;  mere  bldgs.,  bk.  &  wd.,  1 
to    3   stor.;   priv.,   wd.,   2   alor.;    causes  of   f.   inv. 

F.  dept. — 1  gas.  eng.,  1  hand  eng.,  1  h.  &  1.  trk., 
1  hose  car.,  2  c.  ex.;  hose,  cot,  rub.  lined,  gd., 
1,400  ft.;  inf.,  300  ft.;  tot  hose,  1,700  ft.;  f.  al., 
bell;  val.  equip.,  $4,000;  tot.  mem.,  26  vol.;  undrs. 
ratitig,    fifth    clas«. 

Water  Supply — Src.,  dstems,  6  wells,  1  res. 

McCONNELSVILLE,  p.  1,881;  f.  area,  100  a.; 
mere,  bldgs.,  bk.,  1  to  4  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  k  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  h.  k  1.  trk.,  2  hose  car.;  hoee, 
cot.,  rub.  lined,  gd.,  1,200  ft.;  inf.,  800  ft.;  tot 
ho-se,  2,000  ft.;  f.  al.,  bell;  tot  mem.,  30  vol.; 
undr«t.   rating,   fourth  class. 

Water  Supply — Src,  wells,  M,  m.  bus.  cent; 
sys.,  grav.;  res.  cap.,  250,000  gals.,  loc.  on  hill; 
pump,  class  comp.,  cap.  min.  450  gals.;  mains, 
5  m. ;  ^0  hvd.;  met.,  60;  200  serv.;  pres..  dom. 
100  lbs.,  f.  75  to  100  lbs.;  cons,  day,  80.000  gals.; 
cost  mtce.,  $1,200;  wks.  owned  by  city. 

MADISON,  p.  803;  f.  area.  25  a.;  mere,  bldgs., 
bk.  k  metal  cov.,  1  to  2  stor.;  priv.,  bk.  k  wd., 
1  to  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
k  combt  ord.;  causes  of  f.  inv.  F.  dept. — 1  hose 
car.,  24  hp.  gasoline  k  hand  eng.;  hose,  cot.,  rub. 
lined,  gd.,  2,600  ft;  f.  sL,  bell;  val.  equip., 
$2,500;  val.  bldgs.,  $500;  tot.  mem.  15,  pd.  part 
time. 

Water  Supply — 1  tk.,  50-ft  elevation,  cap.  22,- 
000  gals.,  k  8  large  cisterns. 

MADISON VILLE,  p.  5,108;  f.  area,  2,000  a.; 
mere,  bldgs.,  bk.  k  wd.,  1  to  8  stor.;  priv.,  bk.  k 
wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of 
f.  inv.  P.  dept. — 2  h.  k  1.  trk.,  2  hose  reels;  hose, 
cot.,  rub.  lined,  gd.,  1,250  ft;  f.  al.,  bell;  vaL 
equip.,  $1,800:  vaL  bldgs.,  $1,500;  exp.  dept., 
$200;  tot  mem.  18,  pd.  part  time  3,  voL  15. 

Water  Supply  —  Src,  supplied  from  Cincinnati 
Waicrwks. 

MALINTA,  p.  845.  F.  dept — 1  comb.  c.  k  hand 
eng.,  1  ladder,  1,200  ft  hose;  f.  al.,  bell;  21  voL 

MANSFIELD,  p.  20.768;  f.  area,  2,500  a.;  mere 
bldgs.,  wd.,  stn.  k  bk.,  IH  to  4  stor.;  priv.,  wd., 
etn.  k  bk.,  2  stor.;  wd.  rfs.  not  perm.;  combt.  ord.; 
causea  of  f.  inv.  F.  dept — 2  auto.  comb.  c.  k  h. 
wag.,  1  Btr.,  1  comb.  c.  k  h.  wag..  8  c  hand  ex., 
J  h.  k  h  trk.,  2  hose  wag.,  10  hra.;  hose,  cot, 
rub.  lined,  gd.,  8,000  ft;  f.  al.,  aamewell,  70  bx.; 
vaL  equip.,  $20,000;  val.  bldgs.,  $20,000;  exp. 
dept,  $20,000;  tot.  mem.,  21,  pd.  full  time; 
undrs.  rating,  third  daas. 

Water  Supply— Stc,  wells  k  spr.,  2  m.  bus. 
cent.;  sys.,  pump  dir.;  res.  cap.,  5,000,000  gals., 
ioc.  at  station;  2  pump,  eng.,  cap.  day  3,000,000 
gala.;  mains,  c  i.,  60  ni,,  3  to  14  in.  dia.;  818 
hyd.;  800  v.;  met,  2,300;  5,100  serv.;  pipe,  galv. 
i.;  pres.,  dom.  80  Iba.,  f.  150  Ihs.';  cons,  day, 
2,300,000  gals.;  cost.  $700,000;  cost  mice.,  $51,- 
4  76;  wks.  owned  by  city. 

MARIETTA,  p.  14,000;  f.  area.  4  m.;  mere 
bldgs.,  bk.,  1  to  4  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  k  combt  ord.; 
cflwes  of  f.  inv.  F.  dept — 1  auto,  triple  pump. 
Jc  comb,  eng.,  2  str.,  8  c  hand  ex.,  1  aer.  h.  k  1. 
trk.,  1  hose  wag.  in  reserve,  4  hm.;  hose,  cot, 
rub.  lined,  gd.,  4,000  ft;  f.  al.,  Oamewell,  24 
t>z.;  vaL  eqSp.,  $8,000;  val.  bldgs.,  $6,600;  ezp. 


dept,  $6,407;  tot  mem.  12,  pd.  full  time;  imdn» 
rating,   fourth    dass. 

Water  Supply — Src,  riv.,  1  m.  bus.  cent;  qys.^ 
grav.,  pump  to  res.;  res.  cap.,  1,500,000  gals., 
Ioc  on  hill  northwest  dty;  2  pump,  eng.,  das*- 
cent,  cap.  day  8,000,000  gals.;  mains,  c  L,  2S 
m.,  4  to  20  in.  dia.;  250  hyd.;  280  v.;  600  met.; 
8,175  serv.;  pipe,  lead;  pres.,  dom.  85  ttw.,  t  86- 
lbs.;  cons,  day,  2,600,000  gals.;  cost,  $267,146;. 
cost  mtce.,  $16,000;  wks.  owned  by  dty. 

MARION,  p.  18,282;  f.  area,  2,200  a.;  mere- 
bldgs.,  stn.,  bk.  k  wd.,  2  to  5  stor.;  priv.,  bk.  k: 
wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  auto,  comb.^ 
c  ft  h.  wag.,  1  str.,  1  h.  ft  1.  trk.,  8  c  hand  ex.^ 
1  hose  cart;  8  hra.;  hose,  cot,  rub.  lined,  gd., 
4,500  ft;  inf.,  800  ft;  tot  hoee.  5,300  ft.;  f. 
al.,  GameweU,  43  bx.;  val.  equip.,  $32,000;  val. 
bldgs.,  $87,500;  exp.  dept.  $12,000;  tot.  mem., 
22,  pd.  full  time  18,  pd.  part  time  1,  vol.  8; 
undrs.  rating,  fourth  class. 

Water  Supply — Src,  wdla,  8  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  830,000  gals., 
dim.  80  X  00,  mat.  stL;  res.  cap.,  2,000,000  gals.; 
mat.,  cone;  2  pump,  eng.,  dass  dup.  comp.,  cap. 
day  8,000,000  gals.;  mains,  c  L,  85  7-30  m.,  4  to 
16  in.  dia.;  416  hyd.;  406  v.;  2,170  met.;  2,664 
serv.;  pipe,  galv.,  c  L  ft  lead;  pres.,  dom.  40  to 
45  lbs.,  f.  60  to  110  lbs.;  cons,  day,  1,590,028 
gals.;  wks.  owned  by  Co. 

•MARSHALVILLE,  p.  294.  F.  dept. — 1  gas. 
eng.,  10  c.  Kand  ex.,  '1  hose  wag.,  700  ft.  hose;  f. 
aL,  bell;  val.  equip.,  $2,000;  val.  bldgs.,  $600; 
exp.    dept,  $100;    tot.    mem.,    15    vol. 

MARTIN3  FERRY,  p.  9,183;  f.  area,  860  a.; 
mere  bldgs..  bk.,  2  ft  8  stor.;  priv.,  bk.  ft  wd.,  2 
stor.;  wd.  rfii.  perm.;  fwks.  ft  combt  ord.  F.  dept 
— 1  h.  ft  L  trk.,  2  auto,  hose  trk..  1  hose  wag.; 
hose,  cot.  rub.  lined,  gd.,  8.600  ft.;  int,  1,000 
ft;  tot.  hose,  4,600  ft;  f.  aL,  GamewelL  26  bx.; 
vaL  equip.,  $7,000;  val.  bldgs.,  $15,000;  ezp. 
dept,  $1,000;  tot.  mem.,  90  voL;  undrs.  rating, 
fourth  class. 

Water  Supply — Src,  riv.,  1  m.  bus.  cent;  sys., 
pump  to  res.  ft  dir.;  res.  cap.,  2,500,000  gals.;  2 
pump,  eng.,  class  comp.  ft  trip.,  cap.  day  6.500.000 
gals.;  mains,  c  L,  17  m.,  4  to  20  in.  dia.;  107 
nyd.;  282  v.;  met,  80;  1.804  serv.;  pipe,  lead; 
pres.,  dom.  66  lbs.,  f.  120  lbs.;  cons.  day.  2,500,- 

000  gals.;    cost,    $250,000;    cost    mtce.,    $32,000;. 
wks.  owned  by  city. 

MARYSVILLE,  p.  3,576;  f.  area,  1,200  a.;  mere.- 
bldga.,  bk.,  2  ft  3  stor.;  priv.,  bk.  ft  wd.,  1  ft  2' 
stor.;  wd.  rfis.  not  perm,  in  f.  area;  fwka.  ft  combt. - 
ord. ;  causes  of  f.  inv.  F.  dept. — 1  c.  eng.,  6  c 
band  ex.,  1  comb,  c  ft  h.  wag.,  1  h.  ft  1.  trk.,  %i 
hose  wag.,  3  hrs.;  hose,  cot,  rub.  lined,  gd.,  2,500-' 
ft;  rub,,  gd.,  500  ft;  inf.,  500  ft;  tot  hose,^ 
3,500  ft;  I.  al.,  telp,  85  bx.;  val.  equip.,  $12,000;. 
vaL  bldgs.,  $5,000:  ezp.  dept,  $2,000;  tot  mtm.j, 
18,  pd.  full  time  2,  vol.  16;  undrs.  rating,  fourtli 
class. 

Water  Supply — Src,  wells,  %  m.  bus.  cent; 
sys.,  pump  dir.;  2  pump,  eng.,  class  comp.,  cap. 
day  1,500,000  gals.;  mains,  c  L,  9  m.,  4  to  12 
in.  dia.;  93  hyd.;  57  v.;  met,  6;  588  serv.;  pipe, 
galv.  L  ft  lead;  pres.,  dom.  60  lbs.,  f.  100  lbs.; 
cons,  day,  870,000  gals.;  cost,  $115,000;  cost 
mtce.,  $6,800;  wks.  owned  by  Co. 

MASSILLON,  p.  18,879;  f.  area,  1,280  a.;  mere 
bldgs.,  bk.  ft  stn.,  2  to  4  stor.;  priv.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  perm.;  no  fwks.  ft  oombt  ora.; 
causes  of  f.   inv.     F.   dept — 1   str.,   1   hand  eng.,. 

1  comb,  c  ft  h.  wag.,  1  c  eng.,  4  c  hand  ex.,. 
1  h.  ft  1.  trk.,  6  hose  car.,  6  hrs.;  hose,  cot,  rub. 
lined,  gd.,  500  ft;  rub.,  gd.,  8,000  ft;  tot  hose,. 
8,500  ft;  f.  aL,  GameweU,  26  bx.;  val.  equip., 
$5,000;  val.  bldgs.,  $15,000;  exp.  dept,  $6,000;. 
tot.  mem.  60,  pd.  fall  time  5,  voL  56;  undrs. 
rating,  fourth  class. 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  sm, 
pump   to  stdp.   ft  dir.;   stdp.   cap.,   660,000  «!•.». 
dim.   25  z  150;   mat,  iron;  res.   cap.,   25,000,000 
gals.,  loc  60  ft.  above  center  dty;  pump,  eng.,  tHarn- 
comp.,  cap.   day  4,500,000  gals.;   mains,  c  L,  80 
m.,  4  to  10  in.  dia.;  810  hyd.;  281  v.;  920  met; 
8,010    serv.;    pipe,   galv.    L;    pres.,    dom.    80    Iba., 
f.  110  lbs.;  cons,  day,  900,165  gals.;  wks.  owned* 
by  Co. 

MAUMEE,  p.  2,807;  f.  area,  700  a.;  bldgi.,  bk« 
ft   wd.,    2    stor.;    wd.    rfs.   penn.;    no   fwks.   ord.;. 
causes    of    f.    inv.       F.    dept. — 1    gasoline    eng.,    1. 
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Iie6e  reel;  hose,  1,400  ft.;  f.  ftl.,  telp.;  v«1.  equip., 
^4.000;  val.  bldgs.,  $1,000;  30  vol.;  undrs.  rating, 
^fth    class. 

Water  Supply — Src,  Mamnee  rlT.,  thiot^  canal, 
clBterna  in  bus.  section  of  town. 

MECHANICSBURG,  p.  1,446;  f.  area,  600  a.; 
mere,  bldgs.,  bk.  ft  cone.,  1  to  8  stor.;  prlv.,  bk. 
ft  wd.,  2  stor.;  wd.  rfs.  not  penm.  in  f.  area;  fwka. 
ft  combt.  ord.;  causes  of  f.  mv.  F.  dept — 1  hand 
eng.,  1  gasoline  eng.,  1  c.  eng.,  16  c.  hand  ex.,  1 
h.  ft  1.  trk.,   2  hose  carts;  hose,  cot.,  rub.  lined, 

fd.,  1,500  ft.;  inf..  400  ft.;  tot  hose,  1,900  ft; 
al.,  bell;  val.  equip.,  $8,500;  val.  bldgs.,  $900; 
tot  mem.  18,  pd.  full  time  1,  pd.  part  time  12; 
undrs.  rating,  fourth  class. 

Water  Supply — Src,  4  cisterns,  daily  cap.  1,900 
bbls. 

iMBDINA,  p.  2,734;  f.  area,  175  a.;  mere,  bldgs., 
bk.,  8  stor.;  priv.,  bk.,  fitn.  ft  wd.,  2  ft  3  etor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwlcs.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — I  eta-.,  1  h.  ft  1.  trk.,  1 
c.  eng.,  6  c.  hand  ex.,  1  hose  wag.,  1  hose  reel,  1 
hxs.;  hose,  cot,  rub.  lined,  gd.,  1,000  Dt. ;  rub.,  gd., 
2O0  ft;  inf.,  400  ft;  tot  hose,  1,600  ft;  f.  al., 
telp.;  \al.  equip.,  $4,000;  val.  bldgs.,  $4,000;  exp. 
dept,  $600;  tot  mem.  26,  pd.  part  time  2,  vol. 
24;  undrs.  rating,  fourth  class. 

Water  Supply — 6rc,  riv.,  2^  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  100,000  gals.; 
dim.,  14  X  90;  2  pump,  eng.;  class,  trip.;  oap. 
day,  250,000  gals.;  mains,  c.  i.,  12  m.,  4  to  8 
in.  dia.;  58  hyd.;  60  v.;  met,  500;  600  serv.; 
pipe,  lead;  pres.,  dom.  ft  f.  40  lbs.;  cons,  day, 
110,000  gal8. ;    wks.   owned   by   city. 

MENDON,  p.  621.  F.  dept— 2  c.  eng.,  1  hand 
eng.,  12  hand  ex.,  1  h.  ft  L  trk.,  1  hose  reel,  660 
ft  hose;  f.  al.,  bell. 

METAMORA,  p.  500.  F.  dept. — 1  e.  eng.,  8  c 
band  ex.,  200  ft  hose;  f.  al.,  bell;  15  iptrt  pd. 
men* 

MIAMISBURQ,  p.  4,271;  f.  area,  960  a.;  mere 
1)ldgB.,  bk.,  2  to  4  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rf$.  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
.causes  of  f.  inT.  F.  dept. — 1  str.,  1  c.  eng.,  2  c. 
fhand  e3ii,  1  b,  ft  1.  trk.,  2  hose  wag.,  2  hrs.;  hose, 
ioU  Mib.  lined,  gd.,  2,000  ft;  inf.,  600  ft;  tot 
hose,  2,600  ft;  f.^al.,  beU  ft  wh.;  v»l,  equip., 
•8.000;  val.  bldgs.,  $2,000;  exp.  dept,  $1,800;  tot 
mem.   28,  pd.  full  time  1,  vol   17;  undrs.  rating, 

£fth  class.  . 

Water  Supply— Src,  wells,  H  m.  bus.  cent ; 
■ys..  pump  dir.;  2  pump,  eng.,  cap.  day  2,000.000 
nls..  class  comp.  dup.;  mains,  Iron,  18  m.,  4  to 
14  in.  dia.;  96  hyd.;  75  v.;  94  met;  97  serv.; 
ilpe,  lead;  pres.,  dom.  70  lbs.,  f.  120  lbs.;  cost, 
77,000;  cost  mtce.,  $2,500;  wks.  owned  by  city. 

MI-DDLEPORT,  p.  8,194;  f.  area,  200  a.;  bldgs., 
bk.  ft  wd.,  1.  2  ft  3  stor.;  wd.  rfs.  perm.;  oombt 
ord.  F.  dept— 1  str.,  1  hand  eng.,  2  hose  wag.; 
hose,  cot,  rub.  lined,  gd..  8,000  ft;  rub.,  gd., 
SJOob  ft.;  tot  hose,  6,000  ft;  f.  aL,  bell;  vaL 
eiuip..  $4,000;  val.  bldgs.,  $2,000;  exp.  dept. 
•100;  tot  mem.  36,  pd.  part  time  1,  vol.  85; 
undrs.  rating,  fourth  class. 

Water  Supply— Src,  riv.;  ays.,  pump  to  im  ft 
dir.;  stdp.  cap..  250,000  gals.;  ^^^v  Wi^^^^'JiP® 
ffsls  •  mains.  4  m.;  28  byd.;  met,  852;  pres., 
Sm.*  m  lbs.,  f.  107  IbZ;  cons,  day,  180,000 
gala.;  cost  $80,000;  cost  mtcc,  $2,500,  wka. 
owned  by  Co. 

MIDDLETOWN,  p.  18,162;  f.  area,  1,700  a.; 
mere  bldgs.,  bk.' ft*^  wd.,  1  to  4  stor.;  priv..  bk. 
ft  wd.,  2  stor.;  wd.  rfs.  perm.;  causes  of  f.  inv. 
F  dent — «  c  hand  ex.,  1  aer.  trk.,  8  hoM  wag., 
7  bSr  hose,  rub.  lined,  fifd.,  5.000  ft;  f.  ai., 
Camewill,  38  bx.;  >*1.  equip.,  $8  000;  '•I-  bWfi^' 
$10,000;  exp.  dept,  $7,000;  tot  mem.  10,  pd. 
Full  time;  undrs.  rating,  fourth  class. 

Water  Supply-Src.  well.  1,000  jt.J)ua.  amt ; 
sya..  pump  dir.;  pump,  eng.,  cap.  day  8,000,000 
23i'.;  mi^,  c.  i:.  2?  m..  4  to  6  in.  dia.;  258 
Cvd  •  70  V.  250  met;  1,600  serv.;  pipe,  lead; 
S?2;:,  d°m.  50  lbs.,  f.  150  lbs.;  cost,  $265,000; 
«ost  mtcc.  $6,000;  wks.  owned  by  city. 

MILAN,  p.  696;  f.  area.  10  a.;  ."^e"-  J^dgs., 
bk.  ft  wd.,  2  stor.;  pnv.,  wd.,  2  stor.;  wd.  rfs. 
pwiT  F.  dept— 1  h.  ft  1.  tA..  !»»<»«  «r.;  hose, 
St.,  rub.  lined,  gd.,  800  ft.;^  inf..  800  ft.;  tot 
boM,  1,100  ft;  f.  ai.,  beU;  val.  bldgs.,  $100;  tot. 
mem.,  6  toI.;  undrs.  rating,  4%  dasa. 


$ 


Water  Supply — Src,  spr.;  sjra.,  pump  dir.;  rea 
cap..  1,500,000  gala.;  pump.  eng..  cap.  day  1,000,- 

000  gala.;  mains,  2%  m.,  4  to  8  in.  dia.;  S6 
hyd.;  13  v.;  70  serv.;  pres..  dom.  40  lbs.,  f.  SO 
to  100  lbs.;  cons,  day,  40,000  gals.;  cost.  925.* 
000;  cost  mtce.,  $2,500;  wka.  owned  1^  town. 

MILFORD,  p.  1,821.    F.  dept — ^Not  reported. 

Water  Supply — Src,  8  wells,  situated  H  m.  bos. 
cent;  ays.,  dir.  pres.;  stdp.  cap.,  100,000  gala, 
dim.  14  z  81;  mat,  cone  ft  stL;  1  pomp,  eng., 
class  dup.;  mains,  c  I.,  8%  m.,  4  to  10  m.  dia.; 
40  hyd.;  40  v.;  met.  4:  170  serr.;  pipe.  galv.  L; 
pres.,  dom.  95  to  100  1m.,  f«  140  lbs.;  cons,  day, 
60  to  1,000  gals.;  ooat,  $26,000;  cost  mtee., 
$1,000;  wki.  owned  by  dty. 

MILFORD  CENTER,  p.  685;  f.  area,  180  a.; 
mere  bldga..  bk.  ft  wd.,  1  ft  2  ator.;  priv.,  bk.  k 
wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  eauaea  d 
f.  inv.  F.  dept — 1  h.  ft  L  trk.,  1  hose  wag.,  1 
hose  car.;  hose,  cot,  mb.  lined,  gd.,  1,000  ft.;  L 
al.,  telp.;  val.  equip.,  $1,000;  vaL  bld^.  $1,S00; 
tot.  mem.,  18  vol;  undn.  rating,  ilftfa  dasa. 

Water  Supply — Src,  spr.,  in  bus.  cent;  aya,  dir. 
pres.;  2  pumps,  cap.  day  4,000,000  gala.,  daaa 
noriaontal  dup.;  mama,  1%  m.,  4  to  8  ia.  dia.; 
14  hyd.;  prea.,  dom.  SO  Iba.,  1  100  lbs.;  coat, 
$18,500;  cost  mtce.,  $8,000;  wka.  owned  t^  eitr. 

MILLERSBURQ,  p.  2.020;  f.  area,  800  a.;  mere, 
bldgs..  bk.  ft  stn..  2  ft  8  stor.;  priv.,  wd.  ft  bk..  1 
ft  2  stor.;  wd.  rfa.  not  perm.;  fwka.  ft  combt.  orl 
F.  dept. — 2  hand  eng..  4  e.  hand  ex.,  1  h.  ft  L 
trie,  2  hoae  car.;  hoae,  cot.  rub.  lined,  gd.,  1.600 
ft.;  rub.,  gd.,  400  ft;  tot  hoae,  2.000  ft;  f.  aL, 
bell;  val.  equip.,  $8.&00;  val.  bldga..  $25,000; 
tot  mem..  88  vol.;  uitdra.  ratings  lovrtb  daas. 

Water  Supply — S<rc,  well,  ^  m.  boa.  cent.;  tyt^ 
pump  to  res.  ft  dir.;  res.  cap..  80,000  gala.;  2 
pump.  eng..  cl«s«  comp.:  cap.  day,  500,000  nis-. 
mains,  c.  L,  4^  in.,  4  to  10  in.  dia.;  it  nyd.; 
26  v.;  met.,  3;  570  serv.;  pipe,  wrt  L  ft  lead; 
pres.,  dom.  ft  f.  80  lbs.;  cons,  day,  500,000  gal«.; 
cost,  $60,000;  cost  mtce.,  $4,500;  wks.  owned  bj 
city. 

MINERAL  CITY,  p.  1,0««.     F.  dept— 1  h.  cag., 

1  h.  ft  1.   trk.,    500   ft.   hose;   mem.    12,  pd.  part 
time;  undrs.  rating.  4H  class. 

Water  Supply — Sys.,  giav.;  2  puaaps;  pies..  S$ 
to  100  lbs.;  hyd.,  30;  mainay  5  wk. 

MINERVA,  p.  1,89«;  f.  acea,  4M  a.;  aaefc 
bldgs.,  wd.  ft  bk..  2  ft  8  stor.;  priv.,  wd.,  2  stor.: 
wd.  rfs.  perm.  F.  dept— 4  c  hand  ex.,  2  h«e 
wag.,  ladders,  ftc.  2  hose  car.;  hoae.  rab.,  gd..  950 
ft;  inf.,  300  ft;  tot  hose.  1,250   ft;  1  al,  bell; 


val.    equip.,    $500;    vaL    bldga..    $•00;    tot 
16  vol.;  undrs.  rating,  fourtE  daaa. 

Water  Supply — Src.  well  ft  creek;  agra., 
to  stdp.;  stdtp.  cap.,  68.00^  gala.;  pwnp.  eng..  caP- 
day  1.850.000  gala.;  maias,  c  i.^  S  m.,  4  to  8  Bk 
dia.;  29  hyd.;  18  v.;  19«8  aetv.;  pres.,  dom.  « 
lbs.,  f.  72  lbs.:  coat  $16,000;  coat  mtce..  $750; 
wks.  owned  by  city. 

MINGO  JUNCTlOlt  p.  4.049;  f.  area,  1.500  a; 
mere  bldga.,  bk.,  2  ft  8  ator.;  priv.,  wd.,  2  itat; 
wd.  rfs.  perm.;  fwks.  ft  combt  ord.  F.  dept.— ^ 
hose  car.;  hose,  eoc,  nab^  Kned,  gd.,  1,850  ft.; 
f.  al..  bell;  val.  bldgs.,  $600;  tot  mem.,  75  voL. 
undrs.  rating,  fourth  dasa. 

Water  Supply — Ste,,  riv.,  %  m.  bus.  cent;  U*. 

?ump  to  res.  ft  dir.;  mat,  bk.  ft  cem.;  res,  cap^ 
50,000  gala.;  pump,  eng.,  cap.  day  1,000,000 
gals.,^  mains,  15  m.,  2  to  8  in.  dia.;  82  hj±l 
met,  80;  60  aerv.;  prea.,  dom.  120  uw..  f.  ISO 
Iba.;  cone,  day,  500,000  nla.;  coat,  $60,000;  cost 
mtce.,  $4,000;  wka.  owned  by  Co. 

MINSTER,  p.  1.588;  f.  areau  960  a.;  »«. 
bldga.,  bk.  ft  wd.,  1  to  8  ator.;  priv.,  bk.  ft  wd-, 
2  ator.;  wd.  rfa.  perm,  in  f.  are*;  eauws  of  L 
inv.  F.  dept. — 2  nand  eng.,  10  c  band  ci^  • 
hose  car.;  hoae,  cot.,  rub.  lined,  gd.,  2,000  ft; 
fair,  1,000  ft;  tot.  hose,  8.000  ft;  f.  aL.  beU* 
telp.;  exp.  dept.  $60;  tot  mem..  97  toL:  uaara 
rating,    fifth    clara. 

Water  Supply — Src,  well.  H  nu  boa.  cent;  sja, 
pump  to  stdp.;  stdp.  cap.,  50.000  gals.;  aiai, 
StL;  res  cap..  275.000  gala.;  2  pnmp.  eng.;  «^ 
da}'.  1.000,000  gala.;  maina.  c  L.  &%  m.,  4  ta  B 
in.  dia.;  96  hyd.:  30  v.;  75  met.;  75  aer%.;  pre*. 
dom.  60  lbs.,  f.  100  lbs.;  oona.  day.  100.000 
gals.;  cost  $48,000;  wka.  owned  by  city. 

MONROEVILLE,  p.  1.162;  f.  area,  I  aq.  ■-: 
mere  bldgs..  bk..  2  ft  8  ator.;  priv.,  wd.,  t  tf»^l 
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wd.  rfs.  perm,  in  I.  area;  cauMs  of  f.  inv.  F. 
dept. — 1  str.,  1  h.  &  L  trie.,  2  c.  baod  ex.,  4  hoea 
wag.;  hose,  cot.,  rub.  lined,  gd.,  1,200  ft;  rub., 
ed.,  1,000  ft.;  inf.,  200  ft.;  tot.  hose,  2,400  ft.; 
f.  al.,  bell  ft  wh.;  val.  equip.,  925,000;  val.  bldga., 
98.000;  exp.  dept.,  $200;  tot.  menu,  16  vol.; 
undra.  rating,  fourth  claaa. 

Water  Supply — Src.,  riv.,  20  ft.  bus.  cent;  sya., 
grav.,  pump  to  atdp.  ft  dir.;  atdp.  cap.,  100,000 
gals.;  maina,  5  m.;  36  hyd.;  prea.,  dom.  60  Iba.,  f. 
85  lbs.;  cona.  day,  150,000  gala.;  coat,  $86,000; 
cost  mtce.,  $2,100;  wka.  owned  by  town. 

MONTPELIER,  p.  2,750;  f.  area,  400  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  1^  ft  2  stor.; 
wd.  rfs.  perm.  F.  dept. — 1  hand  eng.,  12  c.  hand 
ex.,  1  h.  ft  1.  trk.,  1  hoae  car.;  hoae,  cot,  rub. 
lined,  gd.,  1,200  ft;  inf.,  800  ft.;  tot  hoae,  1,600 
ft.;  f.  al.,  bell;  val.  equip.,  $1,200;  val.  bldgs., 
$500;  exp.  dept.  $140;  tot.  mem.  20,  pd.  part 
time;  undrs.  rating,  fourth  clasa. 

Water  Supply — Src.,  well,  ^  m.  bus.  cent: 
sys.,  pump  to  atdp.;  stdp.  cap.,  98,060  gala.,  dim. 
12  X  110,  loc.  at  power  nouae;  mat,  iron;  2  pump. 
cng.,  class  dup.,  cap.  day  1,000,000  gala.;  mains, 
c.  i.,  5%  m.,  4  to  12  in.  dia.;  35  v.;  85  hyd.;  720 
8er\'.;  280  met;  pipe,  galv.  i.;  pree.,  dom.  47  lbs.; 
f.  80  to  100  Ibe.;  cona.  day,  300,000  gala.;  cost, 
$52,000;  wks.  owned  by  city. 

MORROW,  p.  882.  F.  dept — 1  str.,  1  h.  ft  1. 
trk.,  1,600  ft  hose;  vol.;  undrs.  rating,  fifth  claaa. 

Water  Supply — Src,  riv.  ft  cisterns;  R.  R.  water 
cranes  of  C.  ft  M.  Y.  R.  R.  Co.  ft  cranes  of  P.  C. 
C.  ft  St.  L.  Ry.  Co. 

MT.  GILEAD,  p.  1,673;  f.  area,  500  a.;  mere, 
bldgs.,  bk.  ft  stn.,  2  ft  3  stor.;  priv.,  wd.  ft  bk.,  2 
ft  3  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord. 
F.  dept. — 3  laddera  ft  1  dozen  bucketa,  8  c.  hand 
ex.,  1  h.  ft  L  trk.,  2  hoae  car.;  hoae,  cot,  rub. 
lined,  gd.,  1,800  ft.;  f.  aL,  bell;  val.  equip., 
$4,500;  val.  bldgs.,  $2,000;  exp.  dept,  $200;  tot 
mem.  20,  pd.  part  time;  undrs.  rating,  fourth  claaa. 

Water  Supply — Src,  wells.  ^  m.  bus.  cent; 
sys.,  grav.  to  res.,  pump  to  stdp.;  stdp.  cap.,  60,- 

000  gala.,  dim.  25  x  20.  loc.  highest  point  city; 
mat.,  iron;  res.  cap.,  60,000  gals.,  loc  on  low 
ground;  2  pump,  eng.,  cap.  day  750,000  gala.; 
maina,  c.  i.,  5  1-3  m.,  4  to  10  in.  dia.;  60  hyd.; 
met.,  05;  176  serv.;  pipe,  galv.  i.;  prea.,  dom. 
SO  to  85  Ibe.,  f.  80  to  100  Iba.;  cost  $50,000; 
wks.  owned  by  Co. 

MT.  HEALTHY,  p.  1,709;  f.  area,  1  sq.  m.; 
mere,   bldgs.,   bk.   ft  wd.,   1    to   3  stor.;   priv.,  wd., 

1  &  2  stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwks. 
A:  combt.  ord.;  cawes  of  f.  inv.  F.  dept — 2 
hand  eng.,  4  c  eng.,  1  h.  ft  1.  trk.,  4  ex.,  3  hose 
carts.  3  hose  wag.;  hose,  1,150  ft.:  f.  al.,  beil; 
val.  equip.,  $1,600;  vaL  bldgs.,  $1,800;  tot  mem., 
1 8    vol. 

Water  Supply — Src,  cisterns,  wells  ft  Ohio  riv.; 
«7S.t  pump.;  54  hyd.;  8  m.  maina,  4  to  8  in.  dia. 

MT.  ORAB,  p.  689.  F.  dept. — 1  comb,  hand  ft 
gasoline  eng.,  1  ladder  trk.,  1  hose  cart,  2  c 
hand  ex.,  1,600  ft.  hose;  f.  al.,  bell;  22  vol. 

MT.  STERLING,  p.  1,071;  f.  area,  300  a.;  bldgs., 
bk.  A  wd.,  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt. 
ord.  F.  dept — 1  c.  eng.,  1  h.  ft  L  trk.,  1  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  700  ft;  f.  al., 
bell;  vaL  equip.,  $2,400;  tot.  mem.,  20  voL; 
undrs.   rating,  fourth  claaa. 

Water  Supply — Src,  wells,  4  sq.  bus.  cent;  sya., 
pump  to  rea.;  res.  cap..  8,500  bbls.;  2  pump,  eng., 
cap.  day  1,000  000  gala.;  maina,  3  m.,  4  to  8  in. 
dia.;  28  hyd.;  40  aerv.;  prea.,  dom.  60  to  70 
lbs.,    f.  90  to  100  lbs.;  coat  $15,000. 

MT.  VERNON,  p.  0,087;  f.  area,  1,280  a.;  mere. 
blds&t  bk.,  1  to  6  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
\\-ti.  rfs.  not  perm,  in  f.  area;  combt.  ord.;  causea 
of  f-  inv.  T.  dept. — 1  h.  ft  1.  trk.,  2  c.  hand  ex., 
2  hose  wag.,  6  hra.;  hose,  cot,  rub.  lined,  gd., 
3,000  ft;  f.  al.,  telp.,  18  bx.;  val.  equip.,  $6,000; 
val.  bldga.,  $6,000;  exp.  dept,  $6,000;  tot.  mem. 
S,    piS-  full  time;  undrs.  rating,  fourth  dasa. 

*  Water  Supply~-Src.,  wells,  1  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  210,000  gala.;  mat, 
iroxi;  2  pump,  eng.,  claas  comp.,  cap.  day  6,000,- 
OOO  gals.;  maina,  e.  L,  18  m.,  4  to  12  In.  dia.; 
145  &d.;  1,600  serv.;  pipe,  galv.  ft  wrt  L;  prea., 
doxxa*  90  to  100  lbs.,  t.  00  to  100  lbs.;  cons. 
%giY,  1,500,000  gala.;  cost,  $166,200;  oost  mtce., 
^X2»O00;  wks.  owned  by  dty. 


MT.  VICTORY,  p.  740.  F.  dept — 1  gasolins 
eng.,  1  comb,  c  ft  hand  eng.,  12  c.  hand  ex.,  1 
h.  ft  1.  trk.,  1  hose  wag.,  1,000  ft.  hose;  f.  al., 
bell;  voL 

MURRAY,  p.  1,3&6;  bldgs.,  bk.  ft  wd.  F.  dept. 
— 1  c.  eng.,  1  h.  ft  1.  trk.,  3  hose  reels;  hose, 
1,500  ft.;  f.  al.,  bell  ft  wh.;  val.  equip.,  $1,410; 
x-al.  bldgs.,  $200;  exp.  dept.,  $122;  tot  mem.,  12 
vol.;  undra.   rating,  4^  class. 

Water  Supply — Src,  6  wells;  sys.,  pump.;  1 
storage  tk.,  cap.  120,000  gals.;  pres.,  90  to  120 
lbs.;  18  hyd. 

NAPOLEON,  p.  4,007;  f.  area,  750  a.;  mere, 
bldgs.,  bk.,  1  to  3  stor.;  priv.,  bk.,  stn.  ft  wd.,  1  to  3 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F  dept. — 1  str.,  1  comb,  c  ft  h. 
wag.,  1  h.  ft  1.  trk.,  8  c.  hand  ex.,  1  hoae  car.,  2 
hrs.;  hose,  cot.,  rub.  lined,  gd.,  2,400  ft;  inf., 
150  ft;  tot  hose,  2,550  ft;  f.  al.,  telp..  bell  ft  wh.; 
val.  eauip.,  $6,500;  val.  bldgs.,  $7,000;  exp. 
dept,  $1,800;  tot.  mem.,  16,  pd.  full  time  1,  pd. 
part  time  15,  vol.;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  riv.,  %  m.  bus.  cent;  ays., 
pump  to  stdp.;  stdp.  cap.,  992,000  gals.,  dim. 
20  X  120,  loc  at  station;  mat,  stl.;  2  pump,  eng., 
daaa  vertical  dup.,  cap.  day  2,000,000  gala.; 
mains,  c  i.,  11  m.,  4  to  14  in.  dia.;  101  nyd.; 
29  v.;  met,  102;  495  serv.;  pipe,  lead  ft  galv.  i.; 
prea.,  dom.   45   lbs.,   f.   120   lbs.;   cona.   day,   282.* 

000  gals.;  cost,  $108,000;  cost  mtce.,  $14,000; 
wks.  owned  by  city. 

NAVARRE,  p.  1,357;  bldgs.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area.  F.  dept — 2  hand 
eng.,  1  atr.,  1  c  eng.,  20  hand  ex.,  1  h.  ft  L  trk., 

1  nose  car.;  hose,  rub.,  gd.,  900  ft  (in  reserve 
600  ft);  tot,  1,400  ft;  f.  al.,  belL;  val.  equip., 
$4,000;  vaL  bldgs.,  $2,500;  tot  mem.  15,  pd.  part 
time;  undrs.  rating,  fifth  class. 

Water  Supply — ^Not  reported. 

NELSON VILLE,  p.  6,032;  f.  area,  2,500  a.; 
bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  wd.  rfs.  not  perm.; 
fwks.  ft  oombt  ord.  F.  dept — 2  c  hand  ex.,  1 
hose  wag.;  hose,  cot,  rub.  lined,  gd.,  1,500  ft; 
inf.,  500  ft.;  tot  hose,  2,000  ft;  f.  al.,  wh.  ft 
bell;  val.  equip.,  $8,000;  vaL  bldn.,  $6,000;  exp. 
dept,  $108;  tot  mem.  9,  pd.  full  time  8,  pd. 
part  time  6;  undrs.  rating,  fourth  claas. 

Watar  Supply — Src,  weU,  1  nu  bus.  cent;  sys., 
pump  to  rea.  ft  dir.;  res.  cap.,  800,000  gals.;  2 
pump,  eng.,  cap.  day  1,600,000  gala.;  maina,  c  L,  8 
m.,  4  to  12  in.  dia.;  92  hyd.;  met,  18;  320  aerv.; 
pipe,  ealv.  L;  pres.,  dom.  110  lbs.,  f.  160  lbs.; 
cost  $77,287;  cost  mtce.,  $690;  wks.  owned  by 
city 

NEVADA,  p.  889;  f.  area,  300  a.;  mere  bldgs., 
bk.,  1  to  2  stor.;  priv.,  bk.  ft  wd.,  1  to  3  stor.; 
wd.  rfs.  perm,  in  f.  area;  cauaes  of  f.  inv.  F. 
dept. — 2  c  hand  ex.,  1  h.  ft  L  trk.,  1  hose  ear.; 
hose,  rub.,  gd.,  1,000  ft;  f.  al.,  bell;  val.  equip., 
$1,600;  vaL  bldgs.,  $2,500;  voL 

Water  Supply — Src,  priv.  wells  ft  town  cisterns. 

NEWARK,  p.  25,404;  f.  area,  8.200  a.;  mere 
bldgs.,  stn.  ft  bk.,   1   to  4   stor.;  priv.,  bk.  ft  wd., 

2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  oombt  ord.; 
causes  of  f.  inv.  F.  dept. — 8  comb,  c  ft  h.  wag., 
1  comb.  h.  ft  1.  trk.  ft  c  eng.,  8  c  eng.,  1  hose 
reel,  8  c  hand  ex.,  1  chief's  auto.,  10  hrs.;  hose, 
cot,  rub.  lined,  gd.,  6,560  ft,  in  reserve  600  ft; 
f.  al.,  Gamewell,  29  bx.;  val.  equip.,  $27,000;  val. 
bldgs.,  $26,000;  exp.  dept,  $28,857;  tot  mem.  22, 
pd.  full  time;  undrs.  rating,  third  class. 

Watar  Supply — Src,  riv.,  2  m.  bus.  cent;  sys., 
pump  dir.;  res.  cap.,  8,500,000  gala.,  loc  268 
ft.  above  city  grade;  2  pump,  eng.,  dase  comp. 
dup.,  size  16  x  36,  cap.  day  10,000,000  gala.; 
mains,  c  L,  76.6  m.,  4  to  16  in.  dia.;  711  nyd.; 
798  v.;  met,  2,600;  4,258  serv.;  pipe,  galv.  L; 
pres.,  dom.  110  lbs.,  f.  110  lbs.;  cons,  day,  2,600,- 

000  gala.;  cost,  $646,000;  wks.  owned  by  dty, 

NEW  BERLIN,  p.  866.     F.  dapt— 1  h.  ft  L  trk., 

1  hand  eng.,  1  c  eng.,  12  leather  buckets,  400 
ft  hose;  f.  aL,  wh.;  tot  mem.  21,  part  pd.  mem. 

NEW  BREMEN,  p.  1,686;  1  area,  500  a.;  mere, 
bldga.,  bk.  ft  wd.,  1  to  S  stor.;  priv.,  bk.  ft  wd., 
1^  stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2  hand 
eng.,  4  c.  hand  ex.,  1  h.  ft  1.  trk.,  8  hose  car.; 
hose,  cot.  rub.  lined,  gd.,  2,800  ft;  f.  al.,  bell 
ft   wh.;   vaL    equip.,    $8,000;   val.    bldgs.,    $6,000; 
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exp.  dept.,  $102;  tot.  mem.,  100  vol.;  undn.  nt- 
ing,   fourth   claBS. 

Watar  Supply  —  Src.»  artesian  velli,  in  bus. 
cent.;  sys.,  pump  to  stdp.  A  dir.;  stdp.  cap.,  40,- 
000  gals.,  dim.  18  z  17  ft.;  mat.,  sheet  stl.;  res. 
cap.,  250.000  gals.;  2  pumps,  cap.  day  500,000 
gals.;  mains,  c.  i.,  6  m.,  4  to  8  in.  dia.;  43  hyd.: 
met,  72;  170  serv.;  pipe,  galv.  L;  pres.,  dom.  48 
lbs.,  f.  120  lbs.;  cons,  day,  44,182  gals.;  cost, 
$80,000;  cost  mtce.,  $1,400;  wks.  owned  by  Co. 

NEWBURGH,  p.  6,818.  P.  dept. — 1  hose  wag., 
1,200  ft.  hose.;  vaL  equip.,  $100;  voL 

Water  Supply — Src.,  Lake  Erie. 

NEW  CARLISLE,  p.  1.068.  F.  dept.— 1  str.,  1 
h.  ft  1.  trk..  1,600  ft.  hose;  tot.  mem.  20,  pd.  part 
time;  undrs.  rating,  fifth  class. 

Wkitr  Suppty—JSTC,  wells,  %  m.  bus.  cent.; 
sys..  pump  to  stdp.;  2  pump,  eng.,  class  trip.;  pres., 
dom.  60  lbs.,  f.  70  lbs.;  coet,  $26,000;  wks. 
owned  by   city. 

WEWCOMERSTOWN.  p.  2,048;  t  area,  400  a.; 
mere,  bldgs.,  bk.  ft  wd.,  2  stor.;  pHy.,  wd.,  « 
ptoT.;  wd.  rfs.  not  perm.;  fwks.  ft  combL  ord.  F. 
dept.— 1  hand  ft  c.  eng.,  1  h.  *  L  tot,  8  hoM 
car.;  hose,  cot.,  rub.  lined,  gd..  1,200  ft.:  nib., 
Sf.  600  ft;  tit  h«ie,  1.700  ft;  '•  •!. J>dl  * 
wh.;  val.  equip..  $1,700;  tot  mem.  60,  pd.  part 
time  1,  vol.  49;  undrs.  rating,  fourth  class. 

Water  Supply — Sys.,  grav.,  pump  to  res.;  res. 
cap.,  2,600.000  gals.;  2  pump,  stations;  mains,  7 
m.;  58  hyd.;  170  serv.;  pres..  dom.  108  lbs.,  L 
120  lbs.;  cost  $76,000;  wks.  owned  by  Co. 

NEW  HOLLAND,  p.  804;  f.  area,  76  a.;  mere 
bldgs..  bk.,  1  to  2  stor.;  priy..  wd.,  1  to  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord., 
causes  of  f .  inv.  P.  dept.— 1  c.  eng.,  1  ladder 
wag.,  1  hose  wag.;  hose,  rub.,  gd.,  200  ft;  vaL 
equip.,  $2,600;  voL  20. 

NEW  LEXINGTON.  P.  2.660;  f.  area.  200  a.; 
mere,  bldgs.,  cone,  ft  bk.,  2  ft  3  stor.;  pnv.,  «tn., 
wd.  ft  bk,.  2  stor.;  wd.  rfs.  not  perm.;  causes  of 
f.  inv.  F.  dept— .2  c.  eng.,  1  hand  eng.,  15  c. 
band  ex.,  1  h.  ft  L  trk.,  8  hose  reels;  hose,  cot., 
rob.  lined,  gd..  1,400  ft;  f.  aL,  bell;  vaL  equip., 
$3,400;    tot    mem.,    40    vol.;    undrs.    ratmg,    fifth 

clsj^s. 

Water  Supply — Src.  10  large  cisterns  ft  spr. 

NEW  LONDON,  p.  1.667;  mere  bldgs.,  bk.  ft 
wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.; 
no  fwks.  ord.  F.  dept— 1  c.  eng.,  12  c.  hand 
ex.,  2  hose  car.;  hose,  rub.,  gd.,  »00  "•;  »»»•.  J"." 
ft.:  tot  hose  1,200  ft.;  f.  al.,  bell  ft  wh.;  val. 
eqiip.,  $1,500;  val.  bldgs.,  $8,600;  exp.  dept, 
$200;  tot  mem.,  12.  pd.  part  time;  undrs.  rating, 
fifth  class. 

Water  Supply— 8  cisterns. 

NEW  MATAMORAS.  p.  711.  F.  dept— 2  hose 
carts,  900  ft.  hose;  f.  al.,  bell;  88  voL 

NEW  PARIS,  p.  870;  f.  area,  800  a.;  mere, 
bldgs..  mostly  wd.,  2  to  8  stor.;  pnv.,  wd..  1  to 
2  stor.;  wd.  rfs.  perm,  in  f.  "fa;  fwks.  *  «>mbt. 
ord.  F.  dept — 4  c  hand  ex..  1  h.  ft  1.  trk..  vaL 
equip.,  $400;  val.  bldgs.,  $100;  exp.  dept,  $oO; 
tot.   mem.,   15  vol. 

Water  Supply — Src,  wells. 

NEW  PHILADELPHIA,  p.  8,642;  f.  area,  1,000 
a.;  mere  bldgs.,  bk.  ft  stn.,  2  ft  8  stor.;  priv.,  wd., 
1%  ft  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept— 4  ^^J*-*.^ 
h.  ft  L  trk.,  8  hose  car.;  hose,  cot.  rub.  lined,  gd., 
8,100  ft;  rub.,  gd.,  8,000  tt.;  inf..  100  ft.;  tot 
hise.  8,200  ft;  f.  al.,  bell;  v^  f^^^j  ^^'^^' 
vS.  bldis.,  $8,000 ;  exp.  dept,  $1,600;  tot  mem.. 
70  vol.;  undrs.  rating,  fomth  dass. 

Water  Supply— Sre,  wells  ft  riv.;  lyB..  P«nP.  *; 
res.;  res.  cap.,  2,000,000  gala.,  loe  1  m.  city,  8 
pmnp.  eng.,  ckp.  day  4,600,000  gala.;  m*jj»»  " 
^6  to  12  iiu  dia.;  120  hyd.;  60  v.;  met.,  20 
^es.,  dom.  100  lbs.,  t  100  lbs.;  cost,  $100,000; 
wks.  owned  by  Co. 

NEW  RICHMOND,  p.  1.788;  f.  area,  760  a.; 
mere,  bldgs.,  bk.  ft  wd..  1  to  8  stor.;  priv..  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  *re«i  cx)mbt  wL, 
ttuUs  of  f.  inv.  F.  dept-— «,l«»d  «Dg..  2  hOM 
car.;  hose,  cot.  rub.  lined,  gd.,  1,000  ft.;  tol., 
600  ft;  t<;t  hose.  1,500  ft.;  f.  id.,  bell;  «ip.  djjt, 
$886;  tot  mem.,  20  voL;  undrs.  rating,  fourth 
dass. 

Water  Supply — Src,  riv.  ft  dstems;  sys.,  grav. 


ft  pump  to  res.;  res.  cap..  760.000  gsls.;  naioi, 
6  m.,  4  to  10  in.  dia.;  60  hyd.;  pres.,  f.  60  Um. 

NEW  STRAITSViLLE,  p.  S.242;  f.  area,  1,000 
a.;  mere  bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv., 
bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fvki. 
ft  combt  ord.;  causes  of  f.  mv.  P.  dept — 2  hand 
eng..  20  c.  hand  ex.,  2  hose  wag.;  hose,  oot,  rob. 
lined,  gd..  1.600  ft;  f.  al..  bell;  val.  eqidp., 
$4,000;  val.  bldgs.,  $6,000;  exp.  dept,  |1S5; 
tot  mem.,  12  vol.;  undrs.  rating,  fifth  dass. 

NEW  VIENNA,  p.  703.  F.  dept— 1  h.  ft  L  tzk., 
2  hose  reels,  2  e  hand  ex.,  1,000  ft  hose;  I  aL, 
bell;  16  part  pd.  men. 

NEW  WASHINGTON,  p.  889.  F.  dept— 1  gu. 
eng.,  1  e  eng..  1  e  hand  ex.,  2  hose  wag.;  h<>»c. 
cot.,  rub.  lined,  gd.,  800  ft.;  rub.,  gd.,  300  ft; 
tot.  hose,  II, '100  ft;  f.  aL,  bell;  val.  equip.. 
$2,000;   exp.  dept,   $200;   tot.   mem.,   45  voL 

NEWTON  FALLS,  p.  757;  f.  area,  600  a.;  mm 
bldgs.,  wd.  ft  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  vd. 
rfe  perm.;  fwks.  ft  combt  ord.;  causes  of  f.  idt. 
F.  dept — 1  h.  ft  L  trk.,  2  hose  car.;  hose,  eot, 
rub.  lined,  gd.,  1,000  ft;  f.  aL,  bell;  vaL  equip., 
$2,000;  val  bldgs.,  $6,000;  exp.  dept,  $150; 
tot  mem.,  12  voL 

Water  Supply — ^Sre,  riv.,  dstems  ft  well;  SO 
hyd.;  pres.,  60  to  07  lbs. 

NILES,  p.  8,861;  f.  area,  1,000  a.;  mere  bldga., 
bk.  ft  wd.,  1  to  8  stor.;  priv..  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  causes  of  1  inv.  F.  d^— 
1  comb,  e  ft  h.  wag.,  2  e  hand  ex.,  1  hose  vac., 
1  hose  reel,  2  hrs.;  hose  cot,  rub.  lined,  so.. 
1.700  ft;  inf.,  500  ft;  tot  hose,  2,200  ft;  £. 
al.,  bell;  val.  equip.,  $2,600;  val.  bldgs.,  $8,000; 
exp.  dept.  $1,200;  tot  mem.,  IS  voL;  unto,  nir 
Ing,  fourth  class. 

Water  Supply — Src,  Hahomng  riv.,  8  bloeki  Ina. 
cent;  aye,  pump  to  res.  ft  dir.;  res.  c^.,  600,000 
gals.;  2  pump,  eng.,  cap.  day  2,000,000  gala.; 
mains,  iron,  28  m.,  4  to  14  in.  diia.;  180  hyd.;  tO 
v.;  110  met;  1,820  serv.;  pipe,  lead:  pres.,  L  90 
lbs.;  cost,  $160,000;  cost  mtce,  $1,600;  mkt, 
owned  by  dty. 

NORTH  BALTIMORE,  p.  2.508;  L  area.  640 
a.;  mere  bldgs..  bk.  ft  wd..  1  to  8  stor.;  priv.,  bk. 
ft  wd.,  2  stor.;  wd.  rie  perm,  in  f.  area;  fwka. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  aa. 
trk.,  4  e  hand  ex.,  1  h.  ft  L  trk,,  1  hose  wag.,  i 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  2,800  ft; 
inf.,  700  ft;  tot  hose.  8,000  ft;  f.  al.,  bdl  k 
wh.;  val.  equip.,  $8,786;  vaL  bldga.,  $6,000;  ap- 
dept,  $847;  tot  mem.,  27  voL;  mtdra.  ntiaf. 
fourth  class. 

Water  Supply — Sre,  wells,  H  m.  bus.  cent.; 
ays.,  pump  to  stdp.;  stdp.  cap..  166,400  giU.: 
dim.,  16  X  110;  res.  cap.,  1,000,000  gals.;  * 
pump.  eng..  cap.  day,  2,000,000  gals.;  main, 
e  L,  6^  m.,  4  to  12  in.  die;  80  hyd.:  83  met: 
176  serv.;  pree,  dom.  46  ibi.,  i.  00  Ibe;  cooa. 
day,  160,000  flpale;  cost,  $60,000;  wka.  ovned 
by  priv.  Co. 

NORTH  LEWISBURQ,  p.  798;  f.  area.  600  a.; 
mere  bldga.,  bk.  ft  wd.,  2  to  S  stor.;  priv.,  bk 
ft  wd.,  1  to  2  stor.;  wd.  rfe  not  perm,  in  f.  area: 
fwka.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dc|)t-' 
1  6tm.  eng.,  2  comb,  e  ft  h.  was.,  1  h.  ft  L  trk^ 
6  c.  hand  ex.;  hose,  cot.,  nib.  lined,  gd.,  l,0{t' 
ft;  f.  al.,  bell;  vaL  eqmp.,  $2,600;  val.  Udgs.. 
$500;  exp.  dept,  $100;  tot  mem.,  SO  vol 

Water  Supply — Sre,  strm.  ft  8  datcras. 


NORWALK.  p.  7.868;  f.  area,  1,500  e; 
bldge.  bk.,  2  to  6  stor.;  priv.,  wd.  ft  bk.,  1  i» 
8  stor.;  wd.  rfs.  perm.;  fwks.  ft  eoBbt  oed.; 
causes  of  f.  inv.  F.  dept-— 1  avta  str.,  10  c 
hand  ex.,  J  comb,  e  ft  h.  wag.,  1  h.  ft  L  tik.,  1 
hose  wag.,  4  hrs.;  hose,  eot,  mb.  lined,  gd.,  4,000 
ft.;  t  al.,  wh.  ft  bell;  val.  equtp.,  $86,000;  tal 
bldgs.,  $12,500;  exp.  dept,  $7,500;  tot  bbb^ 
28,  pd.  full  time  6,  pd.  part  time  18;  ondis.  nt- 
ing,  fourth  dasa. 

Water   Supply — Sre,   res.   ft  rir.,    1%   ak  b«> 
cent;   qye,  pump  dir.;  stdp.  cap.,   581,000  fili-; 


day  7,600,000 


rea.    cap.,    610,000,000  gals.;   2    pmnp. 
gals.;  maiaa,  e  L,  89^  j 
in.  dia.;  206    fiy<L;  08  t.;  net.,  50;  1,500 


4  to  10 


pipe,  galv.  L  ft  lead;  pres..  dona.  45  Bbsi,  t  100 
Ibe;  eons,  day,  8,000,000  gak.;  oost,  •876,M6: 
cost  mtce,  $6,500;  wu.  owned  Bar  cICj. 
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NORWOOD,  p.  10,185;  f.  area,  700  a.;  mere, 
bidgs.,  bk.,  2  to  5  stor.;  priT.,  bk.  k  wd.,  1  to  8 
stor.;  wd.  rfa.  perm.;  combf.  ord.;  cauMS  of  i. 
inr.  F.  dept. — 1  sir.,  2  hose  wag.,  1  avto.  oomb. 
c  &  h.  wag.,  1  e.  eng.,  i  c  hand  ex.,  1  h.  ft  L 
trk.,  6  hra.;  hose,  cot.,  rub.  lined,  gd.,  8,000  ft.; 
f.  aL,  bell,  81  bz.;  val.  equip.,  |10,840;  Tal.  bldgs., 
$15,000;  exp.  dept,  $8,000;  tot.  mem.  14,  pd. 
full  time;  undrs.  rating,  fourth  class. 

Water  Supply — Artesian  wells;  254  hyd. 

OAK  HARBOR,  p.  1,800;  f.  area,  1  m.;  mere, 
bldgs.,  bk.  ft  stn.,  2  to  3  stor.;  priv.,  bk.,  stn.  ft 
wd.,  1  ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  str., 
4  c  hand  ex.,  1  h.  ft  1.  trk.,  2  cT  eng.,  2  hose  car.; 
hose,  cot.,  lined,  gd.,  1,400  ft.;  f.  al.,  bell;  val. 
equip.,  $6,000;  val.  bldgs.,  $1,000;  exp.  dept., 
$300;  tot.  mem.,  18,  pd.  full  time  2,  pd.  pan 
time  16;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  wells,  in  bus.  cent.;  m,, 
pump  to  stdp.;  stdp.  cap.,  50,000  gals.,  dim.  18  z 
29;  mat.,  stl.;  res.  cap.,  250,000  nla.;  2  pump, 
eng.,  cap.  day  48,200  gaJs.;  mains,  7  m.,  4  to  10 
in.  dia.;  38  hyd.;  48  v.;  met.,  200;  pres.,  dom. 
40  lbs.,  f.  100  lbs.;  cost,  $88,000;  cost  mtce., 
$600;  wks.  owned  by  city. 

OAKWOOD,  p.  358.  F.  dept. — 1  str.,  1  hand 
eng.,  1  h.  ft  1.  trk.,  2  hose  carts,  1,500  ft.  boae; 
f.  al.,  bell;  20  part  pd.  men. 

OBERLIN,  p.  4,865;  f.  area,  2,600  a.;  mere, 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  oombt.  ord.  F.  dept. — 1 
comb.  c.  ft  h.  wag.,  1  h.  ft  1.  trk.,  1  f.  patrol  wag., 
1  hose  reel,  1  hose  wag.,  4  hrs.;  hose,  cot.,  rub. 
lined,  2,700  ft.;  f.  al.,  telp.;  val.  bldgs.,  $1,800; 
exp.  dept.,  $1,200;  tot.  mem.,  25,  pd.  full  time  1, 
vol.,  24;  undrs.  ratiiii?,  fourth  class. 

Water  Supply — Src,  riv.,  6  m.  bus.  cent.;  ays., 
pump  to  stdp.;  stdp.  cap.,  66,000  gals.,  dim.  18 
X  85;  mat.,  stl.  k  stn.;  res.  cap.,  15,000,000  gals., 
loc.   near  station;    2    pump,   eng.,   class   1   dup.   ft 

1  dup.  comp.,  cap.  day  2,000,000  gals.;  mains, 
c.  i.,  11  m.,  4  to  8  in.  dia.;  108  hyd.;  78  v.; 
met.,  806;  1,054  serv.;  pipe,  lead  ft  galv.  L; 
pres.,  dom.  80  lbs.,  f.  75  lbs.;  cons,  day,  284,000 
gala.;  cost,  $126,592;  cost  mtce.,  $7,254;  wks. 
owned  by  town. 

OHIO  CITY,  Van  Wert  Co.,  p.  860;  mere,  bldgs., 
bk.,  2  stor.;  priv.,  wd.,  1  to  2  stor.;  wd.  rfs.  not 
perm,  in  f.  area.  F.  dept. — •I  hand  eng.,  2  hose 
carts,  2  hand  ex.;  hose,  cot.,  rub.  lined,  gd.,  1,100 
ft.;  f.  al.,  bell;  val.  equip.,  $8,000;  val.  bldgs., 
$2,600;  exp.  dept.,  $150;  tot.  mem.,  40  voL 

OLD  FORT,  p.  171.  F.  dept. — 1  c.  eng.,  4  e. 
hand  ex.,  100  ft  hose;  vol. 

QRRVILLE,  p.  8,101;  f.  area,  800  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd., 

2  stor.;  wd.  rfs.  perm,  in  f.  area;  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  str.,  1  c.  eng.,  6  c. 
hand  ex.,  1  h.  ft  1.  trk.,  8  hose  car.;  hose,  oot., 
rub.  lined,  gd.,  8,000  ft.;  f.  al.,  bell  ft  wh.;  val. 
equip.,  $4,500;  exp.  dept.,  $300;  tot.  mem.,  80 
vol.:     undra.     rating.     lourtl'     claa>. 

Water  Supply — Src,  wells,  1  m.  bus.  cent.; 
sys.,  pump  dir.;  pump,  eng.,  cap.  day  1,600,000 
gkla.;  mains,  c  L,  6^  m.,  4  to  10  in.  dia.;  46 
byd.;  88  ▼.;  850  serv.;  pipe,  galv.  i.;  pres.,  donu 
65  lbs.,  f.  100  lbs.;  cost,  $25,000;  cost  mtce., 
91,850;  wks.  ovmed  by  village. 

OSBORN,  p.  866;  bldgs.,  bk.  ft  wd.,  1  ft  2  stor. 
F.  dept. — 1  h.  ft  1.  trk.,  2  hose  reels;  hose,  cot., 
rub.  lined,  gd.,  900  ft;  vol. 

Water  Supply — Src,  wells,  %  m.  bus.  cent.; 
•ye.,  pump  to  stdp.,  dim.  10  x  125;  mat.,  iron; 
2  pump,  eng.;  mains,  8  m.,  8  in.  dia.;  82  hyd.; 
60  met.;  220  serv.;  pipe,  gidv.  i.;  pres.,  dom.  60 
lbs.;  cons,  day,  40,000  gals.;  cost,  $8,000;  wka. 
owned  by  village. 

OTTAWA,  p.  2,182;  f.  area,  468  a.;  mere, 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  wd.  ft  bk.,  1  ft  2 
0tor.;  wd.  rfs.  perm,  in  f.  area;  oombt.  ord.;  causes 
of  f.  inv.  F.  dept. — 2  str.,  1  c  eng.,  1  water 
tower,  4  c  hand  ex.,  1  h.  ft  1.  trk.,  8  hose  car.,  8 
Ixrs.;  hose,  cot.,  rub.  lined,  gd.,  1,200  ft.;  rub., 
ffd.,  500  ft.;  tot.  hose,  1,700  ft.;  f.  aL,  bell  ft 
wh.;  val.  equip.,  $7,000;  val.  bldgs.,  $4,000;  exp. 
dept.,  $800;  tot.  mem.,  50  voL;  undrs.  rating, 
fourth  class. 

Water  Supply — Src,  wells,  H  m.  bus.  cent.; 
ey».,  pump  dlr.;  stdp.  cap.,  80,000  gals.,  dim.  20 


X  85;  mat.,  stl.;  res.  cap.,  100,000  gals.;  2  pump, 
eng.,  cap.  day  75,000  gals.;  mains,  c  i.,  6%  m., 
4  to  10  in.  dia.;  62  hyd.;  40  v.;  met.,  12;  87 
serv.;  pipe,  lead;  pres.,  dom.  60  lbs.,  f.  120  lbs.; 
cons,  day,  70,000  gals.;  cost,  $48,000;  ooet  mtce., 
$2,700;  wks.  owned  by  city. 

OTTOVILLE,  p.  477.     F.  dept. — 1  sasoline  eng., 

1  hand  eng.,  8  c  hand  ex.,  1,600  ft.  hose;  15  vol. 

OXFORD,  p.  8,017;  t  area,  640  a.;  mere  bldgs., 
bk.,  stn.  ft  iron,  2  ft  8  stor.;  priv.,  wd.  ft  bk.,  1  ft 

2  stor.;  wd.  rfs.  perm.  F.  dvpt. — 1  str.,  1  c.  eng., 
1  hand  eng.,  4  c  hand  ex.,  2  h.  ft  1.  trk.,  3  hose 
car.,  2  hrs.;  hose,  gd.,  2,000  ft.:  inf.,  800  ft.; 
tot.  hose,  2,300  ft.;  f.  al.,  bell,  8  bx.;  val.  equip., 
$8,238;  val.  bldgs.,  $10,000;  exp.  dept.,  $1,000; 
tot.  mem.,  22  vol.;  undra.  rating,  fourth  class. 

Water  Supply — Src,  9  wells,  1  m.  bus.  cent.; 
sys.,  pump  dir.;  2  pump,  eng.,  dass  comp.  dup., 
cap.  day  1,600,000  gals.;  nuuns,  c  i.,  8  m.,  4  to 
10  in.  dia.;  72  hyd.;  met,  190;  547  serv.;  pipe, 
lead  ft  iron;  pres.,  dom.  60  lbs.,  f.  90  lbs.;  cons, 
day,  00,700  gals.;  cost,  $42,000;  wks.  owned  by 
city. 

PAINE8VILLE,  p.  6,601;  f.  area,  1,500  a.;  mere 
bldgs.,  bk.,  1  to  4  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
not  perm,  in  f.  anan  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  str.,  2  c  eng.,  1  comb,  c 
ft  h.  wag.,  4  c  hand  ex.,  1  h.  ft  1.  trk..  1  hose 
wag.,  8  hose  car.,  5  hrs.;  hose,  cot.,  rub.  lined, 
gd.,  8.000  ft.;  inf.,  1,000  ft.;  tot.  hose,  4,000  ft.; 
f.  al.,  bell  ft  telp.;  val.  equip.,  $11,000;  val.  bldgs., 
$10,000;  tot.  mem.  25,  pd.  full  time  2,  pd.  part 
time  10,  vol.  18. 

Water  Supply — Src,  lake,  4  m.  bus.  cent.;  ays., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  200,000  gals., 
dim.  20  X  75;  mat.,  boiler  i.;  2  pump,  eng.,  cap. 
day  8,000.000  gala.;  mains,  c  L,  25  m.,  4  to  14 
in.  dia.;  180  hyd.;  157  v.;  1,475  met.;  1.477  serv.; 
pipe,  galv.  i.;  pres.,  dom.  45  lbs.,  f.  76  to  80  lbs.; 
cons,  day,  1,200,000  gals.;  cost,  $175,000;  cost 
mtce.,  $18,500;  wks.  owned  by  city. 

PATASKALA.  p.  800.  F.  dept. — 1  h.  eng.,  1 
c  ex.,  1  h.  ft  1.  trk.,  300  ft.  hose;  tot  mem.  61; 
pd.  1,  vol.  60;  f.  al..  bell;  undrs.  rating,  fifth  class. 

Watsr  Supply — Wells  ft  cisterns. 

PAULDINQ,  p.  2,081;  f.  area,  160  a.;  mere 
bldgs.,  bk.,  1  to  8  stor.;  priv..  wd.,  2  stor.;  wd. 
rfs.  perm.;  fwks.  ord.;  causes  of  f.  inv.     F.  dept. — 

1  str.,  1  hand  eng.,  6  c  hand  ex.,  1  h.  ft  1.  trk., 

2  hose  car.;  hose,  cot,  gd.,  1,000  ft.;  inf.,  200 
ft.;  tot.  hose,  1,200  ft;  f.  al.,  wh.;  vaL  equip., 
$8,000;  val.  bldgs..  $4,000;  tot  mem.  80,  pd.  part 
time;  undrs.  ratmg,  fourth  dass. 

Watsr  Supply — Src,  wells,  4  blocks  bus.  cent; 
sys.,  pump  dir.;  stdp.  cap.,  76,000  gals.;  dim., 
24  X  24;  mat,  stl.;  res.  cap.,  100,000  gals.; 
2    pump,    eng.,    class    comp.;    cap.    day,    1,500,000 

gals.;  mains,  c  -i.  4^  m.,  4  to  12  in.  dia.;  45 
yd.;  22  v.;  met.,  75;  250  serv.;  pipe,  galv.  i: 
pres.,  dom.  60  lbs.,  f.  100  lbs.;  cons,  day,  80,000 
gals.;  cost,  $40,000;  cost  mtce.,  $4,000;  wks. 
owned  by  city. 

PAYNE,  p.  1.207;  f.  area,  200  a.;  mere  bldgs., 
bk.,  2  stor.;  priv.,  wd.,  1%  stor.;  wd.  rfs.  perm.; 
causes  of  f.  inv.  F.  dept. — 1  hand  eng..  20  c 
hand  ex.,  1  h.  ft  1.  trk..  1  hose  car.;  hose,  cot., 
rub.  lined,  gd.,  400  ft;  rub.,  gd.,  600  ft;  int., 
200  ft;  tot  hose,  1,200  ft:  f.  al.,  wh.  ft  bell; 
val.  equip.,  $2,500;  val.  bldgs.,  $160;  exp.  dept, 
$150;  tot  mem.,  18  vol.:  undrs.  rating,  fifth  class. 

Water  Supply — Src,  16  cisterns;  sjrs.,  stdp.,  cap. 
52,000  gals.;  84  hyd. 

PEEBLES,  p.  921.  F.  dept — 1  str.,  8  c  eng., 
1,000  ft  hose;  vol. 

PEMBERVILLE,  p.  1,006;  bldgs.,  wd.  F.  dept 
— 1  hand  eng.,  1  c  eng.,  1  h.  ft  1.  trk.,  4  hand 
ex.,  2  hose  car.;  hose,  1,000  ft;  f.  aL,  bell;  tot 
mem.,  20  voL;  undrs.  rating,  fifth  class. 

Watsr  Supply — Src,  cisterns,  grav.  ft  riv.;  pres., 
90  lbs. 

PERRYSBURQ,  p.  1.918;  f.  area,  640  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept — 1  hand  eng.,  2  c  hand  ex.,  1  h.  ft  1.  trk., 
2  hose  car.;  hose,  oot,  rub.  lined,  gd.,  2,000  ft; 
f.  al.,  elec;  vaL  equip.,  $2,600;  val.  bldgs., 
$2,000;  exp.  dept,  $250;  tot.  mem.,  18  foL; 
undrs.  rating,  fifth  dass. 
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Wattr  Supply — Src,  rW.,  wells  JE  cisteras. 

PERRYSVILLE.  p.  641.  F.  dept.— 700  ft.  hote, 
2  hoce  carts;  imdrs.  ratiog,  4H  class. 

Watsr  Supply — Src,  wells,  600  ft.  bus.  cent.; 
sys.,  pump  to  res.;  res.  cap.,  2,800  bbla.,  loc.  800 
ft.  northeast  village;  pump,  eng.,  cap.  day  1,000 
bbls.;  mains,  iron,  1  4-6  m.,  6  in.  dia.;  21  hyd.; 
0  v.;  met.,  20;  76  serv.;  pipe,  galv.  i.;  pres., 
dom.  ft  f.  70  to  90  lbs.;  cost,  $8,000;  cost  mtce., 
1 800;  wks.  owned  by  village. 

PIK€TON,   p.    668.      F.    dept. — 1    h.    enj?.,    1    c. 
eng..  1   c.  ex.,  500  ft.  hose;   f.  a.].,  bell;   16  vol. 
Water  Supply — ^Src,  riv.  ft  cisterns. 

PIONEER,  p.  660.  F.  dept. — 1  hand  eng.,  8  c. 
hand  ex.,  1  ladder  trk.,  1  hose  trie.,  2,000  ft.  hose: 
f.  al.,  bell;  26  part  pd.  men. 

PIQUA,  p.  18,888;  f.  area,  2,000  a.;  mere 
bldgs.,  stn.  ft  bk.,  1  to  6  stor.;  priv.,  stn.,  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  oombt. 
ord.;  causes  of  f.  inv.  F.  dept. — 2  sir.,  1  h.  ft  L 
trk.,  2  comb.  c.  ft  h.  wag.,  1  c.  eng.,  8  c.  hand 
ex.,  1  aer.  trk.,  2  hose  wag.,  2  hose  car.,  0  hrs.; 
hose,  cot.,  rub.  lined,  gd.,  4,000  ft.;  rub.,  gd.,  400 
ft.;  inf.,  2,400  ft.;  tot.  hose,  6,800  ft.;  f.  al., 
Oamewell,  28  bz.;  vaL  equip.,  $86,000;  vaL  bldgs.. 
$26,600;  exp.  dept.,  $20,000;  tot.  mem.  14,  pd. 
full  time;  undrs.  rating,  third  class. 

Water  Supply — Src,  Erie  oanal,  1  m.  bus.  cent; 
sys.,  pump  dir.;  8  pump,  eng.,  cap.  day  0,600,000 
gals.;  mains,  c.  i.,  28  m.,  4  to  12  in.  dia.;  218 
hyd.;  101  v.;  1.680  serv.;  pipe,  lead  ft  galv.  L; 
pres.,  dom.  40  lbs.,  f.  90  lbs.;  cons,  day,   1,600,- 

000  gals.;  cost,  $181,869;  cost  mtce.,  $6,000; 
wks.  owned  by  dty. 

PI^IN  CITY,  p.  1,407;  f.  area,  640  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  bk.  ft  wd.,  IH  ft  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.  F. 
dept. — 2  c.  eng.,  4  c.  hand  ex.,  1  h.  ft  1.  trk.,  2 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,600  ft; 
rub.,  grd.,  1,000  ft;  tot.  hose.  2,500  ft;  f.  al., 
bell;  val.  equip.,  $4,000;  val.  bldgs.,  $2,600;  exp. 
dept,  $100;  tot.  mem.,  20  vol.;  undrs.  rating, 
fourth  dass. 

Watsr  Supply — Src,  wells,  ^  m.  bus.  cent; 
sys.,  pump  dir.;  2  pump,  eng.,  class  comp.  dup., 
cap.  day  2,000,000  gals.;  mains,  c  i.,  6%  m.,  4  to 
10  in.  dia.;  88  hyd.;  4  met;  800  serv.;  pipe, 
lead;  pres.,  dom.  46  lbs.,  f.  180  lbs.;  cost,  $40r 
000;  cost  mtce.,  $1,800;  wks.  owned  by  d^. 

PLEASANT  HILL,  p.  671.  F.  dept— 1  hand 
eng.,  2  c.  hand  ex.,  1  hose  cart,  1  h.  ft  1.  trie  ft 
bucket  trk.,  600  ft.  hose;  f.  al.,  bell;  81  part  pd. 
men. 

PLEASANT  CITY,  p.  788;  f.  area,  800  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  to  8  stor.;  priv.,  bk.  ft  wd., 

1  to  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  c.  eng., 
10  c.  hand  ex.,  2  ho«e  car.,  S  ladders;  hoee,  cot., 
rub.  lined,  gd..  600  ft;  inf.,  200  ft.;  tot  hose, 
800  ft;  f.  al.,  bell;  val.  equip.,  $10,000;  val.  bldgs., 
$5,000;  tot.   mem.,   8  vol. 

PLYMOUTH,  p.  1,814;  bldgs.,  bk.,  2  stor.;  priv., 
wd.,  2  stor.;  wd.  rfs.  perm.;  fwka.  ft  combt.  ord. 
F.  dept. — 1  c.  eng.,  4  c.  hand  ex.,  1  h.  &  1.  trk. ; 
hose,  cot,  rub.  lined,  gd.,  1,000  ft;  f.  al.,  bell  ft 
telp.;  val.  equip.,  $2,500;  val.  bldgs.,  $1,000;  exp. 
dept.  $200;  tot.  mem.,  20  vol.;  undrs.  rating, 
fourtn  class. 

Water  Supply — Src.,  wells,  %  m.  bus.  cent; 
ays.,  pump  to  stdp.;  stdp.  cap.,  66,000  gals.;  mat, 
stl.;  2  pump,  eng.,  cap.  870,000  gals,  day;  mains, 
4^  m.,  4  to  8  in.  dia.;  45  hyd.;  28  v.;  met, 
185;  21'5  serv.;  pres.,  dom.  75  lbs.;  cons,  day, 
100,000  gals.;  cost,  $24,000;  wks.  owned  by  city. 

POMEROY,  p.  4,028;  f.  area,  2,000  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  bk.  ft  wd., 
1  ft  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord. 
F.  dept. — 1  Btr.,  1  c.  eng.,  2  c.  hand  ex.,  1  h.  ft  L 
trk.,  2  hose  wag.,  4  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  1,800  ft;  inf.,  2,000  ft.;  tot.  hose, 
8,800  ft;  f.  al.,  bell;  vaL  equip.,  $11,000;  vaL 
bldgs.,  $4,600;  exp.  dept,  $1,000;  tot.  mem.  90, 
pd.  fidl  time  6.  vol.  86;  undrs.  rating,  fourth  class. 

Watsr  Suppiy-~8rc.,  riv.,  1^  m.  bus.  cent; 
ays.,  pump  to  res.;  res.  cap.,  800,000  gals.;  2 
pump,  eng.,  cap.  day  1,600,000  gals.;  mains,  e.  L, 
8H  uIm  4  to  8  in.  dia.;  46  hyd.;  86  v.;  met., 
480;  600  serv.;  pres.,  f.  116  lbs.;  oons.  day,  808,- 
000  gals.;  cost,  $87,000;  wks.  owned  by  Co. 


PORT  CLINTON,  p.  8,007;  f.  area,  50  btocks; 
mere  bldgs..  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd.,  t 
stor.;  wd.  rfs.  perm.  F.  dept. — 1  str..  1  hind  c^., 
1  h.  ft  1.  trk.,  3  hose  reels;  hose,  rub.,  gd.,  l.&OO 
f1.;  f.  al.,  bell;  val.  equip.,  $6,000;  vaL  bldo., 
$6,000;  exp.  dept,  $600;  fot  mem.  80,  pd.  M 
time  1,  vol.  29;  undrs.  rating,  fourth  dass. 

Water  Supply — Src,  lake,  %  m.  bus.  cent; 
sys.,  pump  dir.  to  mains;  pump,  eng.,  dais  oomp., 
cap.  day  2.000,000  gals.;  mains,  c.  L,  9H  m.. 
6  to  14  in.  dia.;  67  hyd.;  40  v.;  800  serr.;  pipe, 
iron;  pres.,  dom.  60  lbs.,  f.  116  lbs.;  com.  day, 
600,000  gals.;  cost,  $48,000;  cost  mtce.,  15,500; 
wks.  owned  by  dty. 

PORTSMOUTH,'  p.  28,481;  f.  area,  2,000  a.; 
mere,  bldgs.,  stn.,  wd.  ft  bk.,  1  to  6  stor.;  prir., 
stn.,  bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm.;  fwka.  k 
combt  ord.;  causes  of  f.  Inv.  F.  dept.— 2  atr.,  I 
c.  eng.,  1  h.  ft  L  trk.,  6  hose  ear.,  12  bra.;  htm, 
cot,  rub.  lined,  gd.,  4,000  ft;  inf.,  2,000  fL; 
leather,  1,000  ft;  tot  hose,  7,000  ft;  f.  iL, 
Oamewdl,  88  bx.;  vaL  equip.,  $26,000;  vaL  bldga., 
$80,000;  exp.  dept,  $20,287.80;  tot  mem.  16, 
pd.  full  time  14,  pd.  part  time,  4;  jmdn.  ntiug. 
third  class. 

Water  Supply — Src,  riv.;  ay».,  pomp  dir.;  t 
pump,  eng.,  cap.  day  8,000,000  gads.;  mains,  c.  L, 
87  m.,  4  to  16  in.  dia.;  200  hyd.;  100  v.;  4.000 
serv.;  pipe,  lead;  pres.,  dom.  60  lbs.,  f.  100  Iba.; 
cons,  day,  2,600,000  gals.;  cost,  $480,000;  eoal 
mtce.,  $11,000;  wks.  owned  by  dty. 

PRAIRIE  DEPOT,  p.  816.  F.  dept— 1  tasBd 
eng.,  1  hand  hose  reel;  f.  aL,  telp.  ft  beD;  17  part 
pd.  men. 

PROSPECT,  p.  046.  F.  dept. — 1  b.  eng.,  1  c. 
eng.,  1  h.  ft  L  trk.;  hose,  8,200  ft;  voL;  f.  il, 
bell;  undrs.  rating,  fifth  class. 

Water  Supply — Src,  wells;  pump,  eng.,  basd 
pumps. 

QUINCY.  p.  84  5;  f.  area.  600  a.;  mere  bldgs., 
bk.  ft  wd.,  1  to  2  stor.;  priv.,  wd.  ft  bk.,  1  to  S 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  auto,  sir.,  1 
h.  ft  1.  trk.,  1  hose  wag.,  1  hose  reel;  hose,  col, 
rub.  lined,  gd.,  1,100  ft;  f.  al.,  bell;  tsL  equip., 
$1,500;  vaK  bldgs.,  $1,200;  exp.  dept.,  $75  to 
$100;   tot   mem.,   23,  pd.   full  time  8,  vol  20. 

QUAKER  CITY,  p.  746;  f.  area,  1  sq.  m.;  sicrc. 
bldgs.,  wd.  ft  stn.,  1  to  8  stor.;  priv.,  1  to  8  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.;  caoaea 
of  f.  inv.  F.  dept — 2  c  eng.,  1  h.  ft  L  tik.,  1 
hose  wag.,  1  hose  car.;  f.  at,  bell;  vaL  equip.. 
$500;  val.  bldga..  $200;  tot  mem.,  50. 

Watsr  Supply — Src.,  creek  ft  wells. 

RAVENNA,  p.  6,310;  f.  sr«a,  970  a.;  mac 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  wd.,  8  stor.;  «d. 
rfs.  not  perm.;  causes  of  f.  inv.  F.  dept — 1  d 
hand  ex.,  1  h.  ft  L  trk.,  1  hose  reel,  4  hra.;  hose, 
cot,  rub.  lined,  gd.,  2,600  ft.;  f.  aL,  tdp.;  v>i* 
equip.,  $7,000;  vaL  bldgs.,  $8,000;  exp.  dept, 
$800;  tot  mem.  16,  pd.  part  time;  undxs.  ratifif, 
fourth  class. 

Water  Supply — Src,  lake  ft  weUs,  IH  m-  tiai> 
cent;  sys.,  pump  dir.;  pump,  eng.,  capi  dar 
5  000,000  gals.;  mains,  21  m.,  4  to  16  in.  dia.; 
160    hyd.;    160    v.;    28    met.;    1,589    serv.;   pipe, 

5alv.    L;    pres.,   dom.    46   lbs.,    f.    100  lbs.;  eona. 
ay.   1,260,000   gals.;   cost,   $174,772;  cost  muc^ 
$9,000;    wka.  owned  by  town. 

READING,  p.  8,986;  f.  area,  640  a.;  bldgs.,  suw 
bk.  ft  wd..  1  ft  2  stor.;  wd.  rfs.  perm.  F.  dept — 
1  h.  ft  1.  trk,  2  hose  car.;  hose,  cot,  rah.  lined, 
gd.,  1,000  ft;  inf.,  400  ft;  tot  hose,  1.400  It; 
f.  al.,  bell  ft  wh.;  vaL  equip.,  $1,000;  oafas. 
rating,  first  class. 

Watsr  Supply — Src,  wells,  M  m.  bus.  test; 
sys.,    pump    to    res.    ft    dir.;    res.    csp.,    1,000.00$ 

Sals.,  loc  on  hill  near  city;  8  pomp,  eng.,  ctaaa 
up.,  cap.  day  2,000,000  gals.;  mains,  c  L,  0  a, 
8  to  10  in.  dia.;  69  hyd.;  60  v.;  met,  429;  4^* 
serv.;  pipe,  lead  ft  c.  L;  pres.,  donu  ft  f.  90  lbs.: 
cona.  day,  96,828  gals.;  cost  $85,000;  coat  of 
mtce.,  $3,500;   wks.  owned  by  dty. 

REPUBLIC,  p.  476.  F.  dept — 1  hand  cue.,  1 
hose  reel.  1  h.  ft  L  trk.,  160  ft  hoae;  t  aL.  bell: 
1  pd.  man  ft  vd. 

RICHWOOD,  p.  1,729;  t  area,  66  a.;  sKre. 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd..  1%  itc.: 
wd.  rfs.  not  perm.;  fwks.  ft  cembL  ord.:  easRi 
of  f.  inv.     F.  dept — 1  auto.,  1  str.,  8  c  baod  «a* 
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2  h.  ft  1.  trk.^  2  hose  carts;  hose,  cot.,  rub.  lined, 
«d.,  1,000  fL;  rub.,  gd..  700  ft.;  inf.,  1*00  ft.; 
tot.  hose,  2,500  ft.;  f.  al.,  bell;  val.  equip.,  $13.- 
500;  val.  bld^.,  $10,000;  tot.  mem.,  32,  pd.  full 
time  2,  vol.  30;  umkiB.  rating,  fifth  class. 
Water  Supply-— Src,  wells. 

RIDQEWAY,  p.  427.  F.  dept. — 1  comb.  e.  A 
pump,  eng.,  ladders,  600  ft.  hose;  f.  al.,  bell;  voL 

RIPLEY,  Brown  Co.,  p.  1,840;  mere,  bldgs., 
bk.,  2  stor.;  priv.,  bk.  &  wd.,  25  ft.  high.;  wd. 
rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F.  dept. — 
1  str.,  1  h.  ft  L  trk.,  5  c.  band  ex.,  3  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  1,200  ft.:  Inf.,  800  ft.; 
tot.  hose,  1,500  ft.;  f.  al..  bell;  val.  bldgs.,  $8,000; 
exp.  dept,  $2,600;  tot.  mem.  26,  pd.  part  time; 
nndrs.  rating,  fourth  class. 

Water  Supply — Arc.,  riv.,  wells,  1%  m.  bus. 
cent;  S7S.,  grav.,  pump  to  res.;  res.  cap.,  600,000 
gals.,  loc.  north  of  city;  pump,  eng.,  cap.  day 
600,000  gals.;  mains,  c.  i.,  7  m.,  4  to  10  in.  dia.; 
82  hyd.;  89  v.;  met.,  103;  800  serv.;  pipe,  galv. 
i.  &  lead;  prea.,  dom.  125  lbs.,  f.  145  lbs.;  cona. 
day,  200,000  gals.;  cost,  $26,000;  cost  mtce., 
$2,000;  wks.  owned  by  city. 

RISINQ  SUN,  p.  699.     F.  dept — 1  gasoline  reel, 

1  hose  reel,  1,000  ft.  hose;  f.  al.,  bell;  22  voL 

ROCKFORD,  p.  1,186;  mere,  bldgs.,  wd.,  1%  ft 

2  stor.;  priv.,  wd.,  1^  stor.;  wd.  rfs.  perm.;  no 
fwks.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept— 
1  hand  eng.,  8  c.  hand  ex.,  1  h.  ft  1.  trk.,  4  hose 
car.;  hose,  cot.,  rub.  lined,  gd.,  800  ft;  inf.,  400 
ft.;  tot  hose,  1,200  ft;  f.  al.,  bell;  val.  equip., 
$800;  val.  bldgs.,  $1,000;  tot.  mem.,  86  voL; 
undrs.  rating,  fourth  class. 

Water  Supply — Src,  wells,  %  m.  bus.  cent; 
sys.,  pump  to  res.  ft  stdp. ;  stop,  cap.,  7^3,865  gals.; 
dim.,  11  X  9S;  mat.,  iron;  res.  cap.,  36,300  gals.; 
8  pump,  eng.,  cap.  day  750,000  gals.;  mains,  c.  t, 
2%  m.,  4  to  S  in.  dia.;  26  hyd.;  16  v.;  65  serv.; 
140  met.;  pipe,  galv.  i. ;  pres.,  dom.  48  lbs.,  f.  150 
lbs.;  cons,  day,  12.5,000  gals.;  cost,  $25,000;  cost 
mtce.,   $1,400;   wks.   owned  by   city. 

ROCKY  RIVER,  p.  1,174.     F.  dept  not  reported. 

Water  Supply — Src.,  riv.;  stdp.  cap.,  182,000 
gals.,  dim.  15  x  100;  mat,  stl.;  res.  cap.,  182,000 
gals.;  2  pump,  eng.,  class  comp.  dup.,  cap.  day 
1,000,000  gals.;  mains,  iron,  8  m.:  11  hyd.;  pipe, 
lead;  pres.,  dom.  ft  f.  48  to  86  lbs.;  wks.  owned 
by  Co. 

ROSEVILLE,  Muskingum  Co.,  p.  2,118;  mere, 
bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  comb,  gasoline  eng., 
1  hand  eng.,  18  c.  hand  ex.,  8  ladders,  2  hoae  reels; 
hoee,  cot,  rub.  lined,  gd.,  1,800  ft;  f.  aL,  elec, 
20  bx.;  val.  equip.,  $8,200;  val.  bldga.,  $1,600; 
tot.  mem.,  18  vol.;  undrs.  rating,  fifth  class. 

Water  Supply — Src,  wells  ft  dstema. 

SAiBINA,  p.  1,514;  f.  area,  100  a.;  mere,  bldgs., 
bk.,  2  to  8  stor.;  priv.,  bk.  ft  wd.,  2  to  8  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  1 
comb.  c.  ft  h.  wag.,  2  c.  hand  ex.,  1  hose  wag.,  1 
htrs.;  faose,  cot,  nib.  lined,  ed.,  1,500  ft;  f.  al., 
bell;  vaL  equip.,  $2,000;  val.  bldgs..  $600;  exp. 
dept,  $75;  tot.  mem.,  1'2,  pd.  full  time  1,  vol.  11; 
undrs.   rating,    fourth    class. 

Water  Supply — Src.,  wells;  sys.,  pump  to  stdp. 
ft  dlr.;  stdp.  cap.,  100,000  gala.;  pump,  eng.,  cap. 
day  2,260,000  gala.;  mains,  8  m.,  4  to  8  in. 
dia.;  29  hyd.;  6  serv.;  prea.,  dom.  60  lbs.,  f.  60 
to  90  lbs.;  cons,  day,  60,000  gals.;  cost,  $20,000; 
wka.  owned  1^  town. 

SALEM,  p.  8,948;  f.  area,  1,800  a.;  mere  bldgs., 
stn.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  stn.,  bk.  ft  wd., 
1  to  8  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept — 1  str.. 
1  comb,  c  ft  h.  wag.,  1  hand  eng.,  2  c.  hand 
ex.,  1  h.  ft  1.  trk.,  4  hose  car.,  2  hrs.;  hose,  cot, 
mb.  lined,  gd.,  8,660  ft.;  f.  ad.,  bell  ft  wh.;  vaL 
equip.,  $17,000;  val.  bldga.,  $4,000;  ezp.  dept, 
$2,426;  tot  mem.  100,  pd.  full  time  2,  vol.  98; 
undrs.  rating,  fourth   class. 

Water  Supply — Src,  wells,  2  m.  bus.  cent;  ays., 
pump  to  stdp.;  stdp.  cap.,  816,000  gals.,  dim.  26 
z  86;  mat,  stL;  res.  cap..  800,000  gala.;  8  pump. 
eng.,  claas  comp.  dup.,  cap.  day  8,000,000  gala.; 
mains,  c  L,  24  m.,  4  to  12  in.  dia,;  220  hyd.; 
152    v.;    met,    127;    1,662    serv.;    pipe,    galv.    i.; 


prea.,  dom.   60  lbs.,  f.   160  lbs.;  cona.  day,  600,* 

000  gala.;  cost,  $160,000;  coat  mtce.,  $5,000; 
wks.  owned  l^  Co. 

SALINEVILLE,  p.  2,408;  f.  area,  800  a.;  mere, 
bldga.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd., 
2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt 
ord.;  cauaea  of  f.  inv.  F.  dept — 1  h.  ft  L  trk.,  t 
hoae  reela;  hose,  cot,  rub.  lined,  gd.,  1,600  ft; 
f.  al.,  bell;  vaL  equip.,  $2,000;  val.  bldga.,  $1,000; 
exp.  dept,  $250;  tot  mem.,  30  vol.;  nndra.  rating, 
fourth  daaa. 

Water  Supply — Src,  wells;  grav.  sya.,  pomp  to 
ree.;  ree.  cap.,  46,000  gals.;  pump,  our.,  cap.  day 
1,000,000  gala.;  mains,  7  m.,  4  to  8  in.  dia.;  60 
hyd.;  pres.,  dom.  100  lbs.,  f.  100  to  140  Iba.;  coat, 
$46,000;  cost  mtce.,  $1,000;  wka.  owned  by  dty. 

SANDUSKY,  p.  19,989;  f.  area,  4,689  a.;  mere, 
bldgs.,  stn.  ft  bk.,  4  stor.;  priv.,  wd.,  2  ator.;  wd. 
rfs.  not  perm.;  fwka.  ft  combt  ord.  F.  dept. — t 
str.,  8  c  hand  ex.,  1  h.  ft  L  trk.,  1  aer.  trk.,  2 
comb,  c  ft  h.  wag.,  2  hose  wag.,  4  hoae  car.,  20 
hrs.;  hose,  cot.,  rub.  lined,  gd.,  7.960  ft;  f.  aL, 
Oamewell,  44  bx.;  val.  equip.,  $87,000;  vaL  bldga., 
$50,000;  tot  mem.,  87;  undrs.  rating,  third  daaa. 

Water  Supply — Src,  lake,  %.  m.  bua.  cent; 
sys.,   pump   to   stdp.   ft  dir.;    stdp.   cap.,   606,000 

fala.,  dim.  185  x  25,  loc  at  station;  mat,  Iroll; 
pump,  eng.,  dass  dup.,  cap.  day  17,600,000 
sale.;  mains,  c  L,  46  m.,  8  to  80  in.  dia.;  844 
hyd.;  877  v.;  8,664  met.;  4,985  serv.;  pipe,  lead 
ft  iron;  prea.,  dom.  60  lbs.,  f.  110  lbs.;  cobs,  day, 
4,887.621  gals.;  cost,  $928,000;  coat  mtce.,  $21,- 
000;  wks.  owned  by  dty. 

8CI0,  p.  958;  f.  area,  200  a.;  mere  bldga.,  bk. 
ft  wd..  1  to  8  stor.;  pnv.,  bk.  ft  wd.,  1  ft  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  cauaes  of  C 
inv.  F.  dept — 1  h.  ft  1.  trk.,  4  hose  car.;  hoae, 
cot,  rub.  lined,  1,600  ft;  f.  aL,  bell;  tot  mem., 
40  vol.;  undrs.  rating,  fourth  dass. 

Water  Supply — Src,  wells,  IH  m.  bus.  cent; 
sys.,  pump  to  res.;  res.  cap.,  95,000  gala.,  loc  on 
hill  near  town;  1  pump,  eng.,  cap.  day  1,000,000 
gals.;  maina,  c.  L,  4^  m.,  4  to  8  In.  dia.;  40 
hyd.;  81  v.;  met,  14;  180  serv.;  pipe,  galv.  L  ft 
lead;  prea.,  dom.  100  Iba.,  f.  100  Iba.;  cons,  day, 
181,898  gals.;  cost,  $54,500;  cost  mtce.,  $1,800; 
wks.  owned  by  Co. 

SEBRINQ,  p.  2,104;  mere  bldgs.,  bk.  ft  wd.,  S 
ft  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not  perm, 
in  f.  area;  fwka.  ft  combt.  ord.;  cauaea  of  f.  inv. 
F.  dept — 1  hand  eng.,  1  c  eng.,  14  c  hand  ex., 

1  h.  ft  1.  trk.,  2  hose  car.;  hose,  cot,  rub.  lined, 
gd.,  2,000  ft.;  f.  al.,  bell  ft  wh.;  tot  mem.,  15 
vol.;  undrs.  rating,  fourth  daaa. 

Water  Supply— Prea.,  dir.  80  to  120  Iba.;  41 
hyd.;  maina,  4  m.,  4  to  6  in.  dia. 

SHANESVILLE,  p.  850;  f.  area,  100  a.  F. 
dept — 1  hand  eng.,  800  ft  hose;  f.  al.,  bell;  val. 
equip.,  $400;  val.  bldga.,  $200;  exp.  dept,  $10; 
tot.  mem.,  12  voL 

Water  Supply — Src,  wella  ft  datema. 

SHAWNEE,  Perry  Co.,  p.  2,280;  bUn.,  bk.  ft 
wd.,  2  ator.;  wd.  rfs.  perm.;  fwka.  ord.  F.  dept— 
1  h.  ft  1.  trk.,  6  c  ex.,  8  hose  car.;  hoae,  rub., 
gd.,  1,000  ft;  f.  aL,  bell;  val.  equip.,  $7,500; 
val.  bldga.,  $1,500;  exp.  dept,  $160;  tot  mem.,  40 
vol.;  undrs.  rating,  fifth  dass. 

Water  Supply--firc.,  wella;  sys.,  nump  to  stdp.; 
stdp.  cap.,  160,000  g^;  24  hyd.;  f.  prea.,  90  Iba. 

SHELBY,  t>.  4,908;  t  area,  8,840  a.;  mere 
bldga.,  bk.,  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt  ord.  F.  dept — 1  str.,  6  c 
hand  ex.,  1  h.  ft  1.  trie.,  1  hoae  wag.,  2  hoae  car.: 
hose,  cot,  rub.  lined,  gd.,  2,000  ft.:  t  aL,  bell 
ft  wh.;  vaL  eq^p.,  $7,000;  val.  bldga.,  $2,600; 
exp.  dept,  $700;  tot  mem.  64,  pd.  full  time  24, 
vol.  40;  undrs.  rating,  fowth  daaa. 

Water  Supply — Src,  wells,  H  m.  bua.  eent; 
ays.,  pump  to  stdp.  ft  dir.;  stdp.  dim.,  16  z  144, 
loc  at  station;  mat,  atL;  2  pump,  eng.,  daaa 
oomp.  dup.;  maina.  c  L,  16  m.;  met,  ISO;  060 
serv.;  pipe,  galv.  1.  ft  lead;  prea.,  dom.  60  Iba., 
f.  100  Iba.;  cona.  day,  1,000,000  gala.;,  cost, 
$150,000;  coat  mtce.,  $6,000 1  wka.  owned  by  Oo. 

SHREVE,  p.  1,016;  f.  xrea,  820  a.;  mero.  Udgs., 
bk.  ft  wd.,  1  to  8  ator.;  priv.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ord.;  cavsca 
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of  f.  inv.  F.  dept. — 1  c.  eng.,  S  ho«e  reels;  hose, 
cot,  rub.  lined,  gd.,  700  ft.;  inf.,  400  ft.;  tot. 
hose,  1,100  ft.;  f.  al.,  bell;  val.  equip.,  $1,000; 
val.  bldgB.,  $500;  exp.  dept.,  $35;  tot.  mem.,  15 
vol.;   undrs.   rating,  fourth  class. 

Water  Supply — Src,  wells,  in  bus.  cent.;  My,, 
pump  to  res.;  res.  cap.,  40.000  gala.;  pump,  eng., 
cap.  day  40,000  gala.;  mains,  iron,  2%  m.,  4  to 
6  in.  dia.;  28  hyd.;  met.,  80;  86  senr.;  pipe,  galv. 
L;  pres.,  dom.  80  Iba.,  f.  80  lbs.;  cost,  $9,200; 
cost  mtce.,  $225. 

SHiLOH,  p.  555.  F.  dept. —  1  gas.  eng.,  c.  hand 
ex.,  1  aer.  trk.,  1  hose  wag.;  hose,  cot.,  rub.  lined, 
gd.,  1,400  ft.;  inf.,  200  ft.;  tot.  hose,  1,600  ft.; 
f.  al.,  telp.  A  bell;  val.  equip.,  $2,5*50;  val.  bldgs., 
$400;  exp.  dept.,  $7>5;  tot.  mem.  13,  pd.  part  time 
1,   vol.    12. 

SIDNEY,  p.  6,607;  f.  area,  1,500  a.;  mere, 
bldgs.,  atn.,  bk.  ic  cem.,  2,  8  ft  4  stor.;  priv.,  stn., 
bk.,  cem.  ft  wd.,  2  stor.;  wd.  rfs.  perm,  in  t.  area; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1 
str.,  1  supply  wag.,  6  hand  ex.,  4  pirene  ex..  1  h.  ft 
L  trk.,  1  hose  wag.,  1  hand  hose  reel,  1  chief's  waff.« 
5  hra.;  hose,  cot.,  rub.  lined,  gd.,  4,500  ft.;  f.  aL, 
bell,  29  bx.;  val.  equip.,  $28,078;  vaL  bides., 
$3,600;  exp.  dept.,  $6,000;  tot.  mem.  6,  pd.  full 
iime  5,  pd.  part  time  1;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  wells  ft  riv.  in  case  of  f., 
H  m.  bus.  cent.;  ays.,  pump  to  stdp.  ft  dir.;  stdp. 
cap.,  300,000  gals.,  dim.  26  x  86,  loc.  on  hill; 
mat.,  stl.;  2  pump,  eng.,  class  cross  oomp.,  cap. 
day  3,000,000  gala.;  mains,  c  i.,  14  m.,  4  to  12 
in.  dia.;  130  hyd.;  125  v.;  176  met.;  1,175  senr.; 
pipe,  lead;  pres.,  dom.  60  lbs.,  f.  126  lbs.;  cons, 
•day,  800,000  gala.;  cost,  $100,000;  cost  mtce., 
-$10,000;  wks.  owned  by  ci^. 

SOMERSET,  p.  1,286;  f.  area,  600  a.;  mere. 
l)ldgs.,  bk.,  stn.  ft  wd.,  2  stor.;  wd.  rfs.  perm.  F. 
•dept. — 1  hand  eng.,  1  h.  ft  1.  trk.,  1  hose  wag.,  2 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft.; 
inf.,  100  ft.;  tot.  hose,  1,100  ft.;  f.  aL,  bell;  val. 
.equip.,  $1,800;  val.  bldgs.,  $1,600;  exp.  dept., 
;fl50;  tot.  mem.,  40  vol.;  undrs.  rating,  fifth  class. 

Water  Supply — Src,  16  cisterns,  cap.  160  to 
500  bbU. 

SPENCERVILLE,  p.  1.748;  mere  bldgs.,  bk.  ft 
wd.,  2  stor.;  priv.,  bk.  ft  frame,  1%  ft  2  ator.;  wd. 
.rfs.  perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
T.  dept. — 1  str.,  1  hand  eng.,  8  c  hand  ex.,  2 
tiOBC  car.;  hose,  cot.j  rub.  lined,  gd.,  1,200  ft.; 
inf..  300  ft.;  tot.  hose,  1,600  ft.;  f.  al.,  bell;  tot. 
mem.,  40  vol.;  undrs.  rating,  fifth  class. 

Water  Supply — Src,  wells  ft  cisterns. 

SPRINGFIELD,  p.  46,921;  f.  area,  5,760  a.; 
mere  bldgs.,  bk.  ft  stn.,  2  to  5  ator.;  priv.,  stn., 
bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  comb, 
auto.  pump,  eng.,  2  auto.  comb,  c  ft  h.  wag.,  4 
str.,  10  hand  ex.,  2  h.  ft  1.  trk.,  1  aer.  trk.,  4 
hose  wag.,  2  comb.  c.  ft  h.  wag.,  1  chiefs  buggy, 
1  fuel  wag.,  1  supt.  f.  al.  wag..  81  hrs.;  hose,  cot., 
rub.  lined,  gd.,  12,000  ft.;  rub.  c.  hose,  gd.,  1,000 
ft.;  tot.  hose.  13,000  ft.;  f.  al.,  bell,  telp.  ft 
•Oamewell,  150  bx.;  vaL  equip.,  $06,275;  vaL 
bldgs.,  $80,000;  exp.  dept.,  $69,760.72;  tot.  mem. 
64.  pd.  full  time;  undrs.  rating,  third  class. 

Water  Supply — Src,  subterranean,  3%  m.  bus. 
«ent.;  sys.,  pump  to  stdp.;  stdp.  cap.,  592,218 
gals.;  pump,  eng.,  cap.  day  22.000,000  gala.; 
mains,  c  L,  80  m.,  8  to  24  in.  dia.;  000  nyd.; 
400  v.;  met.,  511;  6,274  senr.;  pipe,  lead;  pres., 
dom.  60  to  70  lbs.,  f.  90  to  100  lbs.;  cost,  $758,- 
660;  cost  mtce.,  $34,459;  wks.  owned  by  city. 

ST.  BERNARD,  p.  5,002;  mere  bldgs.,  stn.,  2 
ft  2%  stor.;  priv.,  bk.  ft  wd.,  IH  ft  2  ator.;  wd. 
rfs.  perm.;  fwks.  ord.;  causes  of  f.  inv.  F.  dept.— 
1  comb.  c.  ft  h.  wag.,  4  hand  ex.,  1  h.  ft  L  trk., 
8  hose  reels;  hose,  cot.,  rub.  lined,  gd.,  3,200  ft.; 
8  hrs.;  f.  al.,  bell,  telp.  ft  Oamewell,  27  bx.;  vaL 
equip.,  $6,000;  exp.  dept.,  $1,980;  tot.  mem.  29, 
pd.  full  time  4,  voL  25. 

Water  Supply — Src,  wella,  in  bus.  cent.;  sys., 
pump  to  res.  ft  stdp.;  stdp.  cap.,  270,000  gals.; 
res.  cap.,  100,000  gals.;  2  pump,  eng.,  cap.  day 
1,000,000  gals.;  mains,  c.  L,  10  m.,  4  to  10  in. 
dia.;  79  hyd.;  62  v.;  met.,  665;  166  serv.;  pipe, 
lead;  cost,  $85,000;  cost  mtce.,  $4,600;  wks. 
owned  by  city. 

ST.  CLAIRSVILLE,'  p.  1,898;  f.  area,  760  a.; 
mere,  bldgs.,  bk.,  2  ft  8  ator.;  priv.,  bk.  ft  wd.,  2 


stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 2  hand  eng..  1 
c  eng.,  40  c  hand  ex.;  f.  aL.  bell  ft  wh.;  toL; 
undrs.  rating,  fifth  claaa. 

Water  Supply — Src.  wells  ft  cisterns. 

ST.  MARYS,  Anglaize  Co.,  p.  5,732;  mere  bldgs.^ 
bk..  1  to  8  stor.;  priv.,  stn.,  bk.  ft  wd..  2  ator.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  Inv.  F.  dept — 1  hand  eng.,  2  c  hand 
ex.,  1  h.  ft  1.  trk.,  1  hose  wag.,  2  hose  csr.,  2  hrt; 
hose,  cot.,  rub.  lined,  gd.,  2.000  ft.;  f.  aL,  beD; 
val.  equip.,  $6,000;  val.  bldgs.,  $6,000;  exp.  dept., 
$1,200;  tot.  mem.  3,  pd.  full  time;  undrs.  rating, 
fourth  claaa. 

Water  Supply — Src,  wells,  ^  m.  bw.  cent.; 
aya.,  pump  dir.;  2  pump,  eng.,  cap.  day  1,000,000 
gals.;  mains,  c.  i.,  14  m.,  2  to  12  in.  dia.;  121 
hyd.;  300  met.;  1.000  serv.;  pipe,  lead;  pres.,  dom. 
60  lbs.,  f.  120  lbs.;  cost.  $67,000;  cost  mtce, 
$1,000. 

ST.  PARIS,  p.  1,261;  f.  area,  1,250  a.;  bldgs^ 
bk.  ft  wd.,  2  ator.  F.  dept, — 1  atr..  1  h.  ft  L  trk., 
2  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1,000  ft.; 
nib.,  gd.,  200  ft.;  tot.  hose,  1,200  ft.;  i.  sL,  beU; 
val.  equip.,  $4,500;  vaL  bldigs.,  $8,000;  exp.  depL, 
$260;  tot.  mem..  60  voL;  undrs.  rating,  fifth  dssa. 

Water  Supply — Src,  wells  ft  ciaterns. 

STEUBENVILLE,    p.    22,391;    f.    area.    700    a.; 

mere  bldp.,  atn.,  bk.  ft  wd.,  2  to  5  stor.;  priv.. 
stn.,  bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area; 
causes  of  f.  inv.  F.  dept. — 1  auto,  triple  comb, 
c  eng.  ft  h.  wag.,  2  atr.,  6  e  hand  ex.,  1  h.  ft 
1.  trk.,  1  hoae  wag.,  2  hoae  car.,  1  comb,  e  ft  h. 
wag.,  8  hrs.;  hose,  cot.,  rub.  lined,  gd.,  8,500  ft; 
f.  al.,  elec,  26  bx.;  vaL  equip.,  $35,000;  raL 
bldgs.,  $30,000;  exp.  dept,  $18,000;  tot  mem. 
15,  pd.  full  time;  undrs.  rating,  third  dsas. 

Water  Supply — Sre,  riv.,  2  m.  bna.  cent;  sys.. 
pump  to  res.;  stdp.  cap..  140.000  gals.;  dim^  20 
X  60;  mat,  stl.;  res.  cap..  13,200,000  gals.;  2 
pump,  eng.,  class  vert,  comp.,  cap.  day  6,000.000 
gaU.;  mains,  e  L,  49  m.,  4  to  20  in.  dia.;  364 
hyd.;  257  v.;  met,  100;  4,000  aerv.;  pipe,  lead; 
pres.,  dom.   45  lbs.,  f.    120  lbs.;  cona.  day,   4,000.- 

000  gals.;  cost,  $295,000;  cost  mtce..  $14,000: 
wks.    owned    by    city. 

STRASBURQ,  p.  a35;  f.  area.  100  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  ft  3  stor.;  priv.,  wd.,  1  ft  2 
stor.;  fwks.  ft  combt  ord.     F.  dept — 1  hsnd  eng.. 

1  h.  ft  L  trk.,  2  hose  car.;  hose,  cot,  nd».  lined, 
500  ft;  inf.,  260  ft;  tot  hose.  750  ft;  t  al.. 
wh.;  vaL  equip.,  $400;  exp.  dept,  $200;  tot 
mem.,  16  voL 

Water  Supply — Sre,  wells,  800  ft  bos.  ceit; 
sys.,  grav.  ft  pump  dir.:  res.  cap.,  S6,400  gnlaL;  1 
pump,  cap.  day  500,000  gals.;  mains,  a  L,  S  m.. 
4  to  8  in.  dia.;  18  hyd.;  10  v.,  100  serv.;  pre*., 
dom.  85  lbs.,  f.  110  lbs.;  cost  $13,000;  cost  mtce.. 
$500;  wka.  owned  by  village. 

STRUTHERS,  p.  3,370;  f.  area,  450  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  vrd. 
rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept. — 1  aer.  trk.,  1  hose  «<ag.,  2 
hose  reels;  hose,  cot.  rub.  lined,  gd.,  l,-&00  ft,; 
rub.,  gd.,  100  ft.;  inf.,  400  ft;  tot  hose,  S.00<j 
ft;  f.  aL,  wh.;  val.  equip.,  $3,000;  ral.  bldgs.. 
$3,500;  exp.  dept,  $75;  tot  mem.  16,  pd.  p«n 
time. 

Water  Supply — Sre,  lake,  1%  m.  bus.  cent; 
■ys-r  grav.;  rea.  cap.,  800,000,000  gsU.;  maiaa. 
c.  L,  12  m.,  4  to  80  in.  dia.;  52  lurd.;  10  t.;  135 
met;  500  serv.;  pres.,  dom.  40  um^  f.  60  Xbc; 
wks.  owned  by  priv.  Co. 

STRYKER,  p.  1,026;  f.  arcs,  S80  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  bk.  ft  vd..  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  cavacs  of  1  iav. 
F.  dept — 1  str.,  1  hand  eng.,  1  h.  ft  L  trk.,  2 
hose  reels;  hose,  cot,  rub.  lined,  gd.,  1,000  ft; 
inf.,  400  ft;  tot  hose.  1,400  ft;  f.  aL.  bcU;  raL 
equip.,  $8,000;  vaL  bldgs.,  $1,000;  tot  mem., 
20   voL 

Water    Supply — Sre,    cisterns. 

SUNBURY,  p.  485.  F.  dept— 1  h.  ei^.  1  c 
eng.,  1  c  ex.,  1  hose  wag.,  600  fu  hose;  f.  tL. 
bell;  val.  equip.,  $1,000;  voL;  undrs.  ratfag,  iftk 
class. 

Water  Supply — Sre,  well;  prea.,  150  Iba.;  k?d, 
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SUQAR  CREEK,  p.  889;  f.  area,  20  a.;  mere, 
bidga.,  wd.,  8  ator.;  priv.,  wd.,  1  to  2  stor.;  wd. 
rfa.  perm,  in  f.  area;  fwka.  k  oombt.  ord.;  catiaea 
of    f.    ioT.     F.    dept — 1    h.    ft   L    trk.;    hose,    cot.. 


rub.   lined,  gd.,   600   ft;   f.    aL,  bell;   val.    equip., 
bldga.,   $50;   ezp.   dept. 
Water    8upply---Src.,     wdla;    aya.,     dir. 


$250;   TaL 


$50;   ezp.   dept,   $25;    15    voL 

prea.; 
prea.,  70  Iba. 

SWANTON,  p.  1,058.  F.  dept. — I  comb,  hand  k 
c.  eng  1  h.  ft  L  trk.;  1,000  ft  hoae;  f.  aL,  telp.  ft 
wh.;  32  ToL 

SYCAMORE,  p.  977;  f.  area,  1  aq.  m.;  eauaea 
of  f.  inv.  F.  dept. — 1  comb.  c.  ft  h.  wag.,  2  c. 
hand  ex.,  1  h.  ft  \.  tnrk.;  hose,  1,600  ft.;  f.  al., 
wh.;  vaj.  equip.,  $1,500;  vol.,  18;  undrn.  rating, 
fourth    class. 

Water  Supply — Src.,  wells,  %  m.  bus.  cent.; 
ays.,  pump  to  res.,  stdp.  ft  dir.;  stdp.  cap.,  50,- 
000  gala.;  mat,  boiler  L;  rea.  cap.,  50,000  gala.; 
2  pump,  eng.;  maina,  c.  i.,  8H  m.,  4  to  10  in. 
dia.;  20  hyd.;  8  v.;  met,  1;  174  aerv.;  prea.,  dom. 
40  Iba.,  f.  100  lbs.;  cost,  $25,000;  coat  nitce., 
$3,000;  wka.  owned  by  city. 

THORNVILLE,  p.  411.  V.  dept. — 1  c.  eng.,  c. 
hand  ex.,  1  ladder  trk.,  1  hose  reel,  630  ft.  hose; 
bell  al.;    1«  vol. 

TIFFIN,  p.  11,804;  f.  area,  4%  m.;  mere, 
bldga.,  atn.,  bk.  ft  wd.,  1  to  4  ator.;  priv.,  atn., 
bk.  ft  wd.,  1  ft  2  ator;  wd.  rfs.  not  perm,  in  f. 
area;  fwka.  ft  oombt  ord.;  eauaea  of  f.  inv.  F. 
dept — 1  str.,  6  c  hand  ex.,  1  h.  ft  1.  trk.,  4  hoae 
carta,  1  hoae  car.,  1  comb.  c.  ft  h.  wag.,  7  hra.; 
hoae,  cot,  rub.  lined,  gd.,  4,500  ft;  f.  al.,  Oame> 
well,  34  bx.;  val.  bldga.,  $18,900;  exp.  dept, 
$11,700;  tot  mem.  25,  pd.  full  time  18,  pd.  part 
time    12;    undra.    rating,    third    clasa. 

Water  Supply-— Src,  wells,  1^  m.  bus.  cent; 
aya.,  pump  dir.;  rea.  cap.,  1,000,000  gala.,  loc. 
near  station;  3  pump  eng.,  cap.  day  8,500,000 
gals.;  mains,  c  i.,  20  m.,  6  to  20  in.  dia.;  201 
hyd.;  163  v.;  met,  1,300;  2,400  aerv.;  pipe, 
lead;  prea.,  dom.  50  lbs.,  f.  75  to  100  Iba.;  oona. 
day,   800,000  gala.;   wka.  owned  by  Co. 

TIPPECANOE,  p.  500.  No  oig.  f.  dept 
Water  Supply — ^Src,  wella,  ^  m.  bua.  cent; 
ays.,  pump  dir.;  2  pump,  eng.,  claaa  dup.,  cap. 
day  400,000  gala.;  maina,  c.  i.,  6  m.,  4  to  12  in. 
dia.;  85  hyd.;  29  v.;  met.,  94;  600  serv.;  pipe, 
galv.  L;  prei.,  dom.  45  Iba.,  f.  90  Iba.:  coat  $18,- 
000;  coat  mtce.,  $1,000;  wka.  owned  by  city. 

TOLEDO,  p.  168,497;  f.  area,  28.57  aq.  m.; 
mere,  bldga.,  bk.  ft  atn.,  1  to  21  ator.;  priT.,  bk. 
ft  wd.,  2  ator.;  wd.  rfa.  not  perm,  in  f.  area;  fwka. 
ft  combt  ord.;  eauaea  of  f.  Inv.  F.  dept. — 14 
Btr.,  8  h.  ft  1.  trk.,  17  comb.  &  ft  h.  wag.,  1  aer. 
trk.,  1  water  tower,  105  hra.;  hoae,  cot,  rub. 
lined,  gd.,  81,500  ft;  f.  aL,  Oamewell,  808  bx.; 
vaL  equip.,  $121,878;  vaL  bldga.,  $819,540;  ezp. 
dept,  $284,789;  tot.  mem.  284,  pd.  full  time; 
undra.  rating,  aecond  daaa. 

Water  Supply — Src.,  Maumee  riy.,  6H  <n.  bus. 
cent;  ays.,  pump  to  fUters,  Altera  to  high  aerv. 
pumps,  2^  m.  by  grav.,  through  6  ft.  cone,  con- 
dait,  high  serv.,  pumps  to  stdp.;  stdp.  cap.,  83,- 
000  gals.:  rea.  cap.,  on  auction  aide  of  high  service 
pumps,  20,000,000  gala.;  9  pump,  eng.;  cap. 
day,  120.000,000  gals.;  mains,  c.  i.,  282  m.,  4  to 
30  in.  dia.:  2.031  hyd.;  2.315  v.;  25,485  met; 
28,710  aerv.;  pipe,  lead;  prea.,  dom.  ft  f.  75  lbs.; 
cone,  day,  19.670,000  gals.:  cost,  $3,700,000, 
including  pumping  stations,  filter  plant  ft  mains; 
coat  rotce.,  including  filter  plant,  $160,000;  wka. 
owned  by  city. 

TORONTO,  Jefferaon  Co.,  p.  4.271;  mere,  bldga., 
bk.  ft  wd.,  2  ft  8  ator.;  priv.,  ok.  ft  wd.,  1  ft  2 
Btor.;  wd.  rfa.  perm,  in  i.  area;  fwka.  ft  combt 
ord.:  causes  of  f.  inv.  F.  dept. — 8  c.  band  ex.,  1 
h.  s  1.  trk..  2  hoae  car.;  hoae,  cot,  rub.  lined, 
fftl.,  2,000  ft;  f.  al.,  bell  ft  wh.;  val.  equip., 
$1,595;  val.  bldga.,  $2,600;  exp.  dept,  $50;  tot. 
nnem.,   21   vol.;   undrs.  rating,   fourth   clasa. 

Water  Supply — Src,  riv.,  ^  m.  bua.  cent;  aya., 

Eump  to  rea.;  rea.  cap.,  8,000,000  sals.,  loc  on 
ill  %  m.  dtj;  2  pump,  eng.,  claaa  nor.,  cap.  day 
1,000,000  gala.;  maina,  c  i.,  18  m.,  2  to  8  in. 
dia.;   96   hyd.;   met,   60;    750   aerv.;   pipe,   lead  ft 

faJv.    i.;    prea.,   dom.    90   Ibe.,    f.    130    Iba.;    cons. 
ay,    400,000    gala.;    coat,    $97,000;    cost    mtce., 
$6,000;  wka.  owned  by  city. 

TRENTON,  p.  564.  F.  dept. — 6  hand  pumpa, 
2  c.  hand  ex.,  1  ladder  trk.,  500  ft.  hose;  bell 
al.;  tot  mem.  81,  pd.  part  time  1,  80  vol. 


TROY,  p.  6,122;  f.  area,  1,000  a.;  mere  bldgs.^ 
atn.,  bk.  ft  wd.,  2  to  6  ator.;  priv.,  wd.,  SH  fltor.; 
wd.  rfa.  perm,  in  f.  area;  fwka.  ft  oombt  ord.i 
eauaea  of  f.  inv.  F.  dept — 1  comb.  auto,  trk.,  2 
str.,  1  comb,  c  ft  h.  wag.,  4  c.  hand  ex..  2  h.  ft  1. 
trk.,  1  hoae  wag.,  2  re^  1  comb,  c  s  h.  wag., 
4  hra.;  hoae,  cot,  rub.  lined,  gd.,  4,000  ft;  f.  lU., 
elec,  22  bx.;  vaL  equip.,  $17,500;  val.  bldga., 
$9,000;  exp.  dept,  $7,000;  tot  mem.,  82,  pd. 
full  time  4.  pd.  part  time  16,  voL  12;  undra. 
rating,  fourth  daaa. 

Watar  Supply — Src,  wella,  ^  m.  bua.  cent; 
aya.,  pump  dir.;  2  pump,  enf.,  cap.  day  8,000,000 
gala.;  maina,  c  L,  18  m.,  3  to  16  in.  dia.;  158 
hyd.;  150  v.:  620  met;  1,508  aerv.;  pipe,  lead  ft 
iron;  prea.,  dom.  60  Iba.,  f.  110  Iba.;  coat,  $161,* 
000;  coat  mtce.,   $6,065;  wka.  owned  by  d^. 

UHRICHSVILLE,  p.  4,751;  f.  area,  640  a.; 
mere  bldga.,  bk.,  2  ft  8  ator.;  priv.,  wd.,  2  ator.; 
wd.  rfa.  perm.;  no  fwka.  ord.  F.  dept — 8  hoa» 
car.;  hoae,  cot^  gd.,  1,500  ft.;  f.  aL,  bell;  vaL 
equip.,  $8,000;  val.  bldga.,  $6,000;  exp.  dept, 
$500;  tot  mem.  16,  pd.  part  time;  undra.  rating, 
fourth  claaa. 

Water    Supply — Src,    aupplied   by    Deuilaon. 

'UNION  OrrV,  p.  1,595.  F.  dept — 1  comb,  c  ft 
h.  wag.,  2  hoae  reels,  1,300  ft.  hose;  f.  aL,  telp.; 
val.  eqjiip.,  $2,000;  val.  bldgs.,  $3,000;  exp.  dept, 
$1,000;  tot  mem.  2S,  pd.  full  time  1,  pd.  part 
time   2;    vol.    20.;   undrs.   rating,   fourth   clasa. 

Water  Supply — Src,  wella,  H  m.  bua.  cent; 
aya.,  dir.  prea.;  rea.  cap.,  364,000  gala.;  2  pump, 
eng.,  class  comp.  dup.;  cap.  day,  3,000,000  gala.; 
mains,  c  i.,  8H  m.,  4  to  8  in.  dia.;  86  hyd.;  50 
v.;  prcs.,  dom.  45  Iba.,  f.  66  to  100  lbs.,  coat, 
$15,000;   wka.   owned  by  city. 

WPER  SANDUSKY,  p.  8,779;  f.  area,  8,200  a.; 
mere  bldga.,  bk.  n  wd.,  2  ator.;  priv.,  wd.,  2  ator.; 
wd.  rfa.  perm.;  fwka.  ft  combt  ord.  F.  dept — 1 
atr.,  1  c  eng.,  1  h.  ft  L  trk.,  2  hoae  car.;  hoae, 
rub.,  gd.,  1,200  ft;  inf.,  500  ft;  tot  hoae,  1,700 
ft;  val.  equip.,  $5,000;  val.  bldga.,  $2,000:  exp. 
dept,  $500;  tot  mem.  30,  pd.  full  time  2,  pd. 
part  time  28;  undra.  rating,  fourth  claaa. 

Water  Supply— Src,  spr.  ft  riv.,  %  m.  bua. 
cent;  aya.,  pump  to  atdp.;  atdp.  cap.,  100,000 
gala.;  dim.,  22  x  89;  mat,  atl.;  rea.  cap.,  1,500,- 
000  gala.;  8  pump,  eng.,  cap.  day  4,000,000  gala.; 
mains,  c.  i.,  13  m.,  4  to  12  in.  dia.;  109  hyd.;  58 
v.;  met.,  40;  800  serv.;  pipe,  c.  i.;  prea.,  dom. 
65  lbs.,  f.  100  lbs.;  cone,  day,  300,000  gals.;  wka. 
owned    by   priv.    Co. 

URBANA,  p.  7,739;  f.  area.  6  blocka;  mere 
bldga.,  bk.  ft  wd.,  1  to  8  ator.;  priv.,  wd.,  1  ft  2 
ator.;  wd.  rfa.  not  perm,  in  f.  area;  eauaea  of  f. 
Inv,  F.  dept — 1  comb,  c  ft  h.  wag.,  8  c  hand 
ex.,    1    hoae   wag.,    6   hra.;    hoae,    cot,   rub.    Ihied, 

fl,  4,500  ft;  f.  aL,  bell  ft  telp.;  vaL  equip., 
6,000;  val.  bldga.,  84,500;  exp.  dept,  $4,890; 
tot  mem.  10,  pd.  full  time  5,  pd.  part  time  5; 
undra.  rating,  fourth  daaa. 

Water  Supply — Src,  11  wells,  %  m.  bus.  cent; 
aya.,  dump  dir.;  2  pump  eng..  class  cross  comp., 
cap.  day  6,000,000  gala.;  mains,  c  L,  22  1-5  m., 
4  to  14  in.  dia.;  161  hyd.;  60  met;  1,450  aerv.; 
pipe,  galv.  L  ft  lead;  prea.,  dom.  80  Iba.,  f.  12i^ 
Iba.;  cona.  day,  800,000  gala.;  wka.  owned  by  Co. 

UTICA,  p.  1,729;  f.  area,  800  a.;  mere  bldga., 
bk.,  cem.  ft  wd.,  1  to  8  ator.;  priv.,  bk.,  cem.  ft 
wd.,  1  to  3  ator.;  wd.  rfa.  perm.;  eauaea  of  f.  inv. 
F.  dept. — 1  hand  eng.,  1  c  eng.,  15  c  hand  ex.; 
hoae,  600  ft;  f.  al.,  bell;  100  vol.;  undra.  rating, 
fifth    claaa.  * 

Water  Supply— fire,  8  wella,  1  m.  bua.  cent.; 
ays.,  ffrav.;  rea.  cap.,  200,000  gvHa.;  2  pump,  eng., 
cap.  day,  187,200  gala.;  maina,  c  i.,  5  m.,  8  to  6 
in.  dia.;  36  hyd.;  16  v.;  100  met;  130  aerv.;  pipe, 
wrt  ft  galv.  i.;  prea.,  dom.  ft  f.  65  lbs.;  ooim.  day, 
40.000  gala.;  coat  $80,000;  coat  mtce.,  $750; 
wka.  owned  by  city. 

VAN  WERT,  p.  7,157;  f.  area,  1,700  a.;  mere, 
bldga.,  atn.  ft  bk.,  1  to  3  ator.;  priv.,  atn.,  bk.  * 
wd.,  2  ator.;  wd.  rfa.  not  perm,  in  I.  area;  fwka» 
ft  combt.  ord.;  eauaea  of  f.  inv.  F.  dept — 2  atr., 
3  c.  hand  ex.,  2  c  eng.,  1  h.  ft  1.  trie..  1  hoae  wag., 
2  hose  car.,  4  hra.:  hoae,  cot.,  rub.  lined,  gd., 
3.700  ft;  inf.,  200  ft;  tot.  hoae,  3,900  ft;  f.  al., 
bell.  13  bx.;  val.  equip.,  $12,000;  vaL  bldga.,  $16,> 
000;  exp.  dept,  $4,200;  tot  mem.,  21,  pd.  fail 
time  5.  pd.  part  time  16;  undra.  rating,  fovtn  daaa. 

Water  Supply — Src,  wella,  %  m.  bua.  cent; 
■ya.,  pump   to   atdp.   ft   dir.;   atdp.    cap.,    126,000 
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ralB.;  mat.,  stl.;  2  pump,  enf.,  class  oomp.  cond., 
cap.  day  3,000.000  gals.;  mauis,  &  i.,  20  m.,  4  to 
16  in.  dia.;  177  hyd.;  122  v.;  met,  402:  1,150 
terv.;  pipe,  galv.  i.  k  lead;  pres.,  dom.  80  lbs., 
f.  120  lbs.;  cons,  day,  350,000  gals.;  cost,  $138,- 
000;    cost   mice.,    $7,500;   wks.   owned  by   city. 

VENEDOSIA,  p.  247.  F.  dept.,  1  hand  eng.,  c. 
tk.,   8  hand  c.   ex.,   500   ft.  hose. 

VERMILION,  p.  1,369;  f.  area,  1,800  a.;  mere 
bidgs.,  wd.,  bk.  k  stn.,  2  ft  3  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  perm.;  fwks.  ord,  F.  depL — 1  str., 
.1  band  en^.,  1  h.  ft  1.  trk.,  1  hose  car.;  hose, 
Oct.,  rub.  lined,  gd.,  1,000  fL;  inf.,  250  ft;  linen, 
aniined,  gd.,  100  ft;  poor,  200  ft:  tot  hose, 
1,560  ft;  f.  al.,  bell;  vaL  equip.,  $1,300;  vaL 
bldgs.,  $2,000;  ezp.  dept,  $800;  tot  mem.,  38 
vol.;  undrs.  rating,  fourth  dass. 

Water  Supply — Src.  lake,  1-6  m.  bus.  cent.; 
tys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  100,000 
gals.;   mat.,   iron;    1   pump,  eng.,   cap.   day   850,000 

Sals.;  mains,  c.  i.,  4  m.,  4  to  10  in.  dia.;  37 
yd.;  40  v.;  met.,  2;  182  serv.;  pipe,  lead  ft  iron; 
pres.,  dom.  50  lbs.,  f.  125  lbs.;  cons,  day,  70,000 
gals.;  cost,  $37,000;  cost  mtce.,  $1,200;  wks. 
owned  by  city. 

VERSAILLES,  p.  1.580;  f.  area,  640  a.;  mere, 
bldgs.,  bk.,  2  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F.  dept^ 
1  str.,  10  c.  hand  ex.,  1  h.  ft  I.  trk.,  2  hose  car.; 
hose,  cot.,  rub.  lined,  gd.,  1,600  ft.;  inf.,  350  ft; 
tot.  hose,  1.950  ft.;  f.  al.,  bell  ft  wh. ;  val.  equip., 
$3,000;  val.  bldgs.,  $1,000;  exp.  dept.,  $300; 
tot.  mem.  16,  pd.  part  time;  undrs.  rating,  fourth 
class. 

Water  Supply— tHrc.,  8  wells,  in  bus.  cent.;  sys., 
pump  dir.;  2  pump,  eng.,  cap.  day  1,000,000  gala.; 
mains,  5  m.,  4  to  10  in.  dia.;  6J  hyd.;  55  v.;  830 
serv.;  pres.,  dom.  60  lbs.,  f.  '120  lbs.;  cons,  day, 
125,000  gale.;  cost,  $16,000;  cost  mtce.,  $4,000; 
wk«:.    owned   by   city. 

WADSWORTH,  p.  8,073;  f.  area,  960  a.;  mere, 
bldgs..  bk.  ft  wd.,  1  to  3  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm,  in  1.  area;  causes  of  f.  inv.  F. 
dept. — Ladders  ft  buckets,  12  c.  hand  ex.,  1  h.  ft 
1.  trk.,  1  hose  wag.,  1  hose  reel;  hose,  cot,  rub. 
lined,  gd.,  1,800  ft.;  f.  al.,  bell;  vaL  equip.,  $2,- 
500;  val.  bldgs.,  $1,800;  exp.  dept,  $221;  tot 
mem.,   45  vol.;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  wells;  sys.,  pump  to  res.; 
res.  cap.,  6,000,000  gals.;  pump,  eng.;  mains, 
iron,  8  ra.,  3  to  8  in.  dia.;  30  hvd.;  30  v.;  500 
serv.;  pipe,  iron;  pres.,  dom.  45  lbs.,  f.  75  lbs.; 
cost,  $15,000;   cost  mtce.,  $200. 

WAiKEWAW,  p.  874.  F.  dept. — 1  c.  hand  ex.,  1 
h.  ft  1.  trk.,  1  hose  wag.,  1,000  ft.  hos^e;  f.  al., 
bell;  val.  equip.,  $800;  val.  bldgs.,  $1,000;  exp. 
dept.,  $200;  tot.  mem.  61,  pd.  full  time  1,  pd. 
part  time   10,  vol.   50. 

WALDO,  p.  319.  F.  dept. — 1  hand  eng.,  9  c. 
hand  ex.,  1  comb.  h.  ft  1.  trk.  ft  hose  wag..  1,000 
ft  hose;  bell  al.;   40  vol. 

WAPAKONETA,  p.  5,349;  f.  area,  700  a.; 
mere,  bldgs.,  bk.  &  wd..  1  to  4  stor.:  T»riv.,  bk. 
ft  wd.,  2  stor.;  wd.  rfs.  perm.  in.  f.  area;  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept — 1 
str.,  1  comb.  c.  ft  h.  wag.,  6  c.  hand  ex.,  1  h.  ft  1. 
trk.,    1    hose    car.,    3    hrs. ;    hose,    cot.,    rub.    lined, 

fd.,  2,600  ft;  inf.,  350  ft;  tot  hose,  2,950  ft; 
al.,  bell;  val.  equip.,  $6,000;  val.  bldgs.,  $30,- 
000;  exp.  dept,  $2,500;  tot.  mem.  4,  pd.  full 
time  3,  pd.  part  time  1 ;  undrs.  rating,  fourth  class. 
Water  Supply — Src,  wells  ft  riv.,  1-5  m.  bus. 
cent;  sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  294,- 
000  gals.;  dim.,  20  x  125,  loc  North  Blackhoof 
street;  mat.,  stl.;  res.  cap.,  102,000  gals.,  loc 
at  station;  2  pump,  eng^.,  class  comp  dup.,  cap. 
day  2,500.000  gals.;  mains,  c.  i.,  12^  m.,  4  to 
10  in.  dia.:  119  hyd.;  130  v.;  600  met;  760 
serv.;  pipe,  lead  ft  iron;  pres.,  dom.  55  to  60  lbs., 
f.  60  to  125  lbs.;  cons,  day,  300,000  gals.;  cost, 
$65,000;   cost  mtce.,   $4,000;   wks.   owned  by  city. 

WARREN,  p.  11,081;  f.  area,  2,500  a.;  mere 
bldgs.,  bk.,  2  to  4  ator.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept — 1  str.,  2  comb,  c  ft  h.  wag,  6  c 
hand  ex.,  1  h.  ft  L  trk.,  1  hose  reel,  8  hrs.;  hot€, 
cot,  rub.  lined,  gd.,  4^150  ft:  f.  al.,  elec,  21  bx.; 
▼al.  equip.,  $80,000;  vaL  bldgs.,  $20,000;  exp. 
dept,  $13,726;  tot.  mem.  10,  pd.  full  time  10; 
mndrs.   rating,  fourth  dass. 


Water  Supply — Src,  riv.,  1  m.  bus.  cent;  sys., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  398,000  nls.; 
dim.,  22  x  140;  mat,  iron;  res.  cap.,  1,500,000 
gals.;   3   pump,   eng.,   class  comp.,   cap.  day  5,000,- 

000  gals.;  mains,  c  i.,  26  m.,  4  to  16  in.  dii.; 
151  hyd.;  152  v.;  1,500  met;  2,009  serv.;  pipe, 
lead;  pres.,  dom.  60  lbs.,  f.  120  lbs.;  cons,  day, 
381,000  gals.;  cost  $311,000;  cost  mtce,  $12,- 
300;    wks.   owned   by   Co. 

WASHINGTON  COURT  HOUSE,  p.  7.277;  f. 
area,  1,260  a.;  mere,  bldg^s.,  bk.  ft  wd.,  1  to  I 
stor.;  pnv.,  stn.,  bk.  ft  wd.,  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept. — 2  c  eng.,  1  supply  wag.,  i  t 
hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wag.,  1  hose  reel, 
4  hrs.;  hose,  cot.,  rub.  lined,  gd.,  1,200  ft;  nib., 
gd.,  400  ft;  tot  hose,  2,600  ft;  f.  aL,  bell; 
val.  equip.,  $14,000;  val.  bldgs.,  S15.00U;  ty^. 
dept,  $5,155;  tot.  mem.  14,  pd.  full  time  2,  rol. 
12;   undrs.  rating,  fourth  class. 

Water  Supply — Src,  wells.  H  m.  bos.  cent; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  300,000 
gals.;  2  pump.  eng..  cap.  day  3,000,000  gala; 
mains,  16  2-3  m.,  4  to  16  in.  dia.;  145  hyd.;  7S 
v.;  met,  428;  1,100  ser^'.;  pres.,  dom.  50  lbs.,  I 
110   lbs.;    cost    $175,000;    cost   mtce.,    $8,707. 

WATERVILLE,  p.  884.  F.  dept.- 1  gasoline 
eng.,  25  c  hand  ex.,  1,500  ft  hose;  bell  aL;  25  roL 

WAUSEON.  p.  2,650;  f.  area,  640  a.;  mere 
bldgs.,  bk.,  stn.  ft  wd.,  2  ft  3  stor.;  priv.,  bk.  k 
wd.,  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  (vd.; 
causes  of  f.  inv.  F.  dept. — 2  hand  eng.,  9  c. 
hand  ex.,  1  h.  ft  1.  trk.,  2  hose  car.;  hose,  ooi, 
rub.  lined,  gd.,  2,000  ft.;  inf.,  500  ft;  tot  hose, 
2.500  ft;  f.  al.,  bell;  val.  equip.,  $5,000;  viL 
bldgs..  $15,000;  exp.  dept,  $125;  tot  mem.,  82 
vol.;    undrs.   rating,   fourth   daas. 

Water  Supply — Src,  wells,  2  m.  bos.  cent; 
sys.,  pump  te  stdp.;  stdp.  cap.  110,000  gala.; 
dim..  13  X  110,  loc.  in  town;  mat,  stl.;  1  pump, 
en;^.,  class  comp.  dup.,  cap.  day  1,500.000  x*U.; 
mains,  c  i.,  10  m.,  4  to  10  in.  dia.;  86  hyd.; 
So  v.;  met,  319;  577  serv.;  pipe,  galv.  i.;  {^es., 
dom.  40  lbs.,  f.  60  lbs.;  cons,  day,  500,000  gals.; 
cost   $68,426;   wks.  owned  by  city. 

WAVERLY,  p.  1,803;  f.  area.  SCO  a.;  bldgs.. 
bk.  ft  wd.,  1  to  3  stor.;  shingle  ft  tin  rfs,:  fvrKs 
ord.  F.  dept.— 3  c.  hand  ex.,  2  h.  ft  1.  trk.,  J 
hose  wag..  2  hose  car.;  hose,  rub.,  gd..  1,300  ft.; 
inf.,  500  ft.;  tot.  hoee,  2,000  ft;  f.  al.,  bell  k  uh.; 
val.  equip.,  $10,000;  val.  bldgs.,  $700;  tot  mem.. 
25   vol.;   undrs.    rating,   fifth   dass. 

Water  Supply — Src,  3  wella;  sya.,  grsv  ft  dir. 
pres.;  stdp.  cap.,  120,000  gals.;  dino.,  16  x  82; 
cons,    day,    880,000    gala. 

WAYNESFIELD,  p.  542.     F.  dept. — I  boM  cart 

1  c.  hand  ex.,  600  ft  hose;  bcU  aL;   26  voL 

WAYNESVILLE,  p.  705.  F.  dept— 1  str..  1 
h.  ft  L  trk.,  2,000  ft  hose;  voL,  24;  f.  sL,  wh.; 
undrs.   rating,   fourth   class. 

Water  Supply — Src,  wells,  U  m.  bus.  cent; 
sys,,  pump  to  stdp.;  2  stdp.,  cap.  ISO,000  gala.; 
dim.,  15  X  20,  14  x  80;  mat,  stL;  pnmp.  eng.. 
class  dup.  comp.,  cap.  day  750,000  gklm.;  maias, 
c  i.,  8H  m.,  4  to  8  in.  dia.;  28  hyd.;  12  t.;  150 
serv.;  pipe,  galv.  L;  pres.,  dom.  120  lbs.,  f.  100 
lbs.;  cons,  day,  40,000  gals.;  cost,  $26,500;  cost 
mtce.,   $2,156;    wks.   owned   by    dtj, 

WELUNQTON,  p.  2.1^1;  f.  area.  25  a.;  Bcrc 
bldgs.,  bk.,  8  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wl 
rfs.  not  perm,  in  f.  area;  fwks.  ft  oombt  onL; 
causes  of  f.  inv.  F.  dept — 1  hand  eng.,  2  c 
hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wa|p.,  1  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  1,000  ft;  inf.,  100 
ft;  tot  hose,  1,100  ft:  f.  aL,  bell  ft  wb.;  vaL 
equip.,  $1,500;  vaL  bldgs.,  $4,000;  exp.  dept. 
$300;  tot  mem.,  20  vol.;  undrs.  rmtbig,  foinik 
class. 

Water  Supply — Src,  riv.;  sys.,  pump  to  stdp.  * 
dir.;  stdp.  cap.,  95,000  gals.;  pump,  eng.,  09- 
day  1,000,000  gala.;  maina.  c  L,  5  m.,  4  to  10 
in.  dia.;  44  hyd.;  40  ▼.;  250  senr.;  pres.^  dom. 
50  lbs.,  f.  150  lbs.:  cost,  $82,000;  cost  Btec 
$1,000;  wks.  owned  by  dty. 

WELLSTON,  p.   6,875;  mere  bldca.,  wd.  ft  bk.. 

2  ft  3  stor.;  priv.,  wd..  IH  Ac  2  stor.;  wd.  rte. 
perm.;  fwks.  ft  oombt  ord.;  causes  of  f.  !■▼.  P. 
dept. — 1  c  eng.,  2  c  hand  ex.,  2  booe  wag.;  boae, 
cot,  rub.  lined,  gd.,  2,000  ft;  inf.,  1.200  ft;  tet 
hose,    3,200   ft;    f.    al.,   bell;   val     equip.,   IS.500; 
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val.  bldgs.,  $1,500;  exp.  dept.,  $500;  tot.  mem., 
20  vol.;  undra.  ratiDf,  fourth  dua. 

Water  Supply — Src,  creek,  2  m.  bua.  cent; 
ays.,  pump  to  rea.,  to  atdp.  A  dir.;  atdp.  cap., 
250,000  gala.;  dim.,  75  x  24,  loc  in  city;  mat., 
sheet  i.;  rea.  cap.,  50,000,000  gala.,  loc  near 
creek;  2  pump,  eng.,  cap.  day  8,000,000  gala.; 
maina,  c.  L,  25  m.,  4  to  16  in.  dia.;  107  hyd.;  36 
r.;  45  met.;  1,700  aerv.;  pipe,  galv.  L;  prea.,  dom. 
70  to  90  Iba.,  f.   90  to  150  Iba.;  cons,  day,   400,- 

000  gala.;  coat,  $80,000;  coat  mtce.,  $5,000;  wka. 
owned  by  dty. 

WELLSViLLE,  p.  7,769:  f.  area,  2,560  a.; 
mere,  bidga.,  atn.,  bk.  ft  wd.,  1  to  8  stor.;  priv., 
atn.,  bk.  ft  wd.,  2  ator.;  wd.  rfs.  perm,  in  t.  area; 
fwka.  ft  combt.  ord.;   cauaea  of  f.  inv.     F.  dept. — 

1  comb.  c.  ft  li.  war.,  6  c.  hand  ex.,  1  h.  ft  L 
trk.,  4  hose  wag.,  3  noae  reels,  1  hra. ;  hose,  cot., 
rub.  lined,  gd.,  5,000  ft;  rub.,  gd.,  1,000  ft; 
tot  hose,  6,000  ft;  f.  al.,  Oamewell,  27  bx.;  vaL 
equip.,  $22,150;  val.  bldga.,  $22,000;  exp.  dept, 
$7,000;  tot.  mem.  62,  pd.  full  time  2,  voL  60; 
undra.   rating,  fourth  claaa. 

Water  Supply — Src,  riv.,  500  yds.  bua.  cent; 
ays.,  pump  to  rea.  ft  mains;  rea.  cap.,  2,500,000 
gala.,  loc.  H  m.  atation;  2  pump,  eng.,  claaa 
comp.,  cap.  day  6,000,000  gala.;  maina,  c  i.,  20 
m.,  4  to  18  in.  dia.;  128  hyd.;  135  v.;  met  30; 
1,400  aen*.;  pipe,  lead;  prea.,  dom.  140  Ibe.,  f. 
140  Iba.;  cona.  day,  2,000,000  gala.;  coat,  $100,- 
000;  cost  mtce.,  $10,000;  wka.  owned  by  city. 

WEST  ALEXANDRIA,  p.  1,080.  F.  dept — 1 
h.  ft  I.  trk.,  2  hose  reela;  hose,  1,500  ft;  undra. 
rating,    fourth    class. 

Water  Supply — Src,  wella,  1-8  m.  bus.  cent; 
sya.,  pump  through  maina  to  atdp.;  atdp.  cap., 
60,000  gaia.;  dim.,  16  x  40;  mat,  atl.;  2  pump, 
eng.,  cap.  day  500,000  gala.;  maina,  c  {.,  8  6-7 
m.;  42  hyd.;  21  v.;  met,  1Q7;  208  serv.;  pipe, 
lead;  pres.,  dom.  47  lbs.,  f.  125  lbs.;  cons,  day, 
45,000  gala.;  cost,  $20,180;  coat  mtce.,  $1,855; 
wka.    owned    by    village. 

WEST  CAIRO,  p.  386.  F.  dept — 1  hand  eng., 
800    tt    hose;    bell    al.;    vol. 

WESTERVILLE,  p.  1,908;  f.  area,  500  a.;  mere 
bldga.,  bk.  ft  atQ.,  8  stor.;  priv.,  bk.  ft  wd.,  2  ator.; 
wd.  rfs.  perm.;  fwka.  ft  combt  ord.;  cauaea  of  f. 
inv.  F.  dept. — 1  c.  eng.,  2  hand  ex.,  1  h.  ft  1. 
trk.,  1  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,000 
ft;  f.  al.,  bell;  val.  equip.,  $900;  val.  bldga., 
$1,500;  exp.  dept,  $125;  tot.  mem.,  25  voL; 
undra.    rating,   fourth   claaa. 

Water  Supply — Src,  deep  wella,  %  m.  bua. 
cent.;  sys.,  comp.  Air  ft  dir.  pres.;  res.  cap.,  40,000 
gala.;  2  pump,  eng.,  cap.  day  500,000  gals.;  mains, 
c.  i.,  4  m.;  26  hyd.;  26  v.;  500  met;  200  serv.; 
pipe,  galv.  i.;  pres.,  dom.  85  lbs.,  f.  50  to  100  lbs.; 
cons,  day,  60,000  galH.;  cost,  $28,000;  wka.  owned 
by  city.' 

WEST  jePFEftSON.  p.  1,048.  F.  dept— 1 
hand  eng.,  1  h.  ft  1.  trk.,  700  ft  hoae;  bell  al.; 
vol. 

WEST  LIBERTY,  Logan  Co.,  p.  1.288;  mere. 
bldgs.,  bk.,  2  ft  8  ator.:  priv..  wd.,  2  ator.;  wd. 
rfs.  perm,  in  f.  area;  fwka.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  atr..  12  c.  hand  ex.,  1  h.  ft  1.  trk., 
1  hoae  wag.,  1  nose  cart;  hose,  rub.,  gd.,  500  ft; 
inf.,  600  ft;  tot  hose,  1,000  ft;  f.  al.,  bell;  val. 
equip.,  $4,800;  val.  bldgs.,  $4,350;  exp.  dept, 
$425;  tot  mem.  20,  pd.  full  time  1,  pd.  part 
time    19;  undra.   rating,  fifth  claaa. 

Water  Supply — Src,  mill  race,  f.  wella  ft  cia- 
terzM. 

WEST  MANSFIELD,  p.  918.  F.  dept— 1  hand 
eng.,    600   ft.  hoae;   bell   al.;   vol. 

WEST  MILTON,  p.  1,207;  f.  area,  400  a.; 
mere,  bldgs.,  cmt.,  bk.  ft  wd.,  1  to  3  ator.;  priv., 
bk.  &  wd.,  1  ft  2  ator,;  wd.  rfs.  p^rrm.  in  f.  area; 
fwk.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept.^ 
1  comb.  c.  ft  h.  wag.,  1  c.  hand  ex.,  1  c.  eng., 
1  h.  ft  I.  trk.,  il  hoae  wag.,  1  hose  oar.;  hose, 
cot.,  rub.  lined,  gd..  1,'7.50  ft;  inf.,  200  ft;  tot. 
ho«e,  1,950  ft;  f.  al..  bell;  val.  equip.,  $1,000;  exp. 
dept.,  $456;  tot.  mem.  29,  pd.  part  time  3,  vol.  26; 
undrB.  mting,  fourth   class. 

Water  Supply — Src,  apr.;  aya.,  pump  to  atdp.; 
•tdp.  cap.,  40,000  gala.;  maina,  c  L,  8%  m.,  6  to 
B   in.  dia.;  coat,  $80,000. 

WESTON,  p.    1,000;    f.    area,    820   a.     F.    dept 


— 1  gas.  eng.,  1  h.  ft  1.  trk.,  1  hose  cart,  1,300 
ft.  hoae;  f.  al.,  elec.  ft  telp.;  val.  equip.,  $2,800; 
val.   bldga.,    $500;    tot.    mem.,   30   vol. 

WEST  SALEM,  p.  642;  f.  area,  800  a.;  mere 
bldga.,  bk.  ft  wd.,  1  to  8  ator.;  priv.,  wd.,  2  atorj 
wd.  rfa.  perm,  in  f.  area;  cauaea  of  f.  inv.  F. 
dept. — 1  hand  eng.,  6  c.  hand  ex.,  1  b.  ft  1.  trk., 
2  hoae  car.;  hoae,  rub.,  gd.,  1,250  ft;  f.  al.,  bell, 
1  bx.;  val.  equip.,  $6,000;  vaL  bldga.,  $v,000; 
exp.  dept,  $150;  tot  mem.,  24  vol. 

Water  Supply — Src,  datema,  in  bua.  cent; 
cap.  ciaterne,  6,400  bblo.,  distributed  over  village; 
hand  eng.,  cap.  hour  200  bbla.;  wka.  owned  oy 
village 

WEST  UNION,  Adama  Co.,  p.  1,080;  mere 
bldga.,  bk.  ft  wd.,  2  ft  8  ator.;  priv.,  bk.  ft  wd.,  2 
ator.;  wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv. 
F.  dept — 1  hand  eng.,  18  c  hand  ex.,  1  h.  ft  L 
trk.,  1  hoae  cart;  hoae,  cot,  rub.  lined,  gd.,  800 
ft;  f.  al.,  bell;  vaL  equip.,  $1,500;  exp.  dept, 
$800;  tot  mem.,  17  vol. 

Water   Supply — ^Src,   wells  ft   cisterns. 

WEST  UNITY,  p.   980.     F.  dept— 1  hand  eng., 

1  h.  ft  L  trk.,  800  ft  hose;  bell  al.;   40   vol. 

WHARTON,  p.  485.  F.  dept. — 1  hand  eng., 
ladders,  1  water  tk.,  50  ft  hoae;  vol. 

WHITEHOUSE,  p.  506.  F.  dept— 1  hand  eng. 
ft  c  tk.,  1  auto,  eng.,  1  hoae  reel,  1,850  ft  hoae; 
bell  al.;  30  vol. 

WILLOUQHBY,  p.  2,072;  bldga.,  wd.  ft  bk.,  2 
ator.;  wd.  rfs.  not  perm.;  fwka.  ft  combt  ord.  F. 
dept — 2  hand  eng.,  6   c  hand  ex.,   1  h.  ft  1.  trk., 

2  hoae  car.  ft  team,  100  bucketa,  hooka,  axea, 
ropea,  ftc;  hoae,  rub.,  gd.,  1,400  ft.;  f.  al.,  bell; 
val.  equip.,  $2,500;  val.  bldga.,  $200;  tot  mem., 
28   vol.;  undrs.   rating,  fourth   daas. 

Water  Supply — Src,  riv.;  ays.,  grav.;  rea.  cap., 
800,000  gala.;  pump,  eng.,  cap.  day  800,000  gala.; 
maina,  c  i.,  7  m.,  4  to  10  in.  dia.;  68  hyd.;  50  v.; 
650  serv.;  pres.,  dom.  70  lbs.,  f.  140  Iba.;  coat, 
$4  4,000;  cost  mtce.,  $2,500;  wks.  owned  by  vil- 
lage. 

WILMINGTON,  p.  4,491;  f.  area,  1,000  a.; 
mere,  bldgs.,  bk.,  2  ator.;  priv.,  wd.,  1%  stor.; 
wd.  rfs.  not  perm.;  fwka.  ft  combt.  ord.;  causes 
of  t.  inv.  F.  dept. — 1  atr.,  6  hand  ex.,  1  hoae 
waff.;  hoae,  cot,  rub.  lined,  gd.,  1,500  ft;  f.  al., 
bell,  telp.;  val.  equip.,  $6,000;  val.  bldga.,  $10,- 
000;  exp.  dept..  $2,000;  tot  mem,  11,  pd.  full 
time   2,  pd.  part  time  9;   undra  rating,  fifth  claas. 

Water  Supply — Src,  wells,  Mt  lo  I  ni.  bus.  cent.; 
ays.,  pump  to  sidp. ;  strip,  cap.,  250,000  gals.;  dim., 
IS  X  125;  mat.,  <l.',  '1  pump,  ciig.,  class  dup. ;  cap. 
day,  1,200.000  gals.;  tnain^.  c.  !..  19  m.,  4  to  10 
in.  dia.;  92  hyd.;  40  v.;  460  met.;  525  serv.;  pipe, 
wrt.  i.;  pres..  dom.  55  U«.,  f.  110  lbs.;  cons,  day, 
175.000  gals.;  wks.  owned  by  priv.  corpn. 

WINCHESTER,  p.  927.  F.  dept— 1  comb,  ft 
c  eng.,  1  h.  ft  1.  trie,  500  ft  hoae;  vol.,  50;  undrs. 
rating,  fifth  claaa. 

Water  Supply — Ciatems  at  every  cross  street 

WOODFIELD,  p.  2.502;  f.  area,  1,000  a.;  mere 
bldgs.,  bk.,  atn.  k  wd.,  2  to  4  stor.;  priv.,  wd.,  2 
to  3  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  c.  hand 
ex.,  i  h.  &  1.  trk.,  2  hoae  reels;  liose,  cot.,  rub. 
lined,  gd.,  1,200  ft.;  f.  al.,  lelp. ;  val.  equip., 
$1,500;  val.  bldgs.,  $600;  tot  mem.,  20  vol.; 
undrs.   rating,   fourth   class. 

Water  Supply — Src,  res.;  sys.,  pump  to  res.; 
pres.,  dom.   45  lbs.,   i.    ISO  lbs. 

WOODVILLE,  p.  840;  f.  area,  500  a.;  mere 
bldgs.,  bk.  ft  wd.,   1   to  8  ator.;  priv.,  bk.  ft  wd., 

2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  str.,  1  hand 
eng.,  1  h.  &  1.  trk..  2  htM*e  car.;  base,  cot.,  rub. 
lined,  gd.,  1,400  ft;  inf.,  200  ft;  tot  hose,  1,600 
ft.;  f.  al.,  bell;  val.  equip.,  $4,500;  val.  bldgs., 
$1,800;  exp.  dept.,  $125;  tot.  mem..  20  vol.; 
undrs.    rating,    fifth    cla.<8. 

Water  Supply — Src,  wella;  no  waterwka. 

WOOSTER,  p.   6,186;   mere   bldga.,   bk.   ft  atn., 

3  ator.;  priv.,  wd.,  2  ator.;  wd.  rfa.  not  perm.  F. 
dept — 1  atr.,  6  c.  hand  ex.,  1  h.  ft  L  trk.,  4  hoae 
wag.,  1  hose  car.,  4  bra.;  hose,  cot,  rub.  lined, 
gd.,  650  ft;  rub.,  sd.,  1.500  ft;  tot  hose,  2,150 
ft;  t  al.,  Oamewell,  16  bx.;  val.  equip.,  $12,000; 
val.  bldga..  $10,000;  tot  mem.  84,  pd.  full  time 
4,  pd.  part  time  30;  undrs.  rating,  fourth  class. 
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Water  Supply — Sro.,  tpr.,  creekt,  wells,  IH  ni. 
bus.  cent;  aye.,  grav.  ft  pump  to  rea.;  res.  cap., 
12.000,000  gals.;  pump,  eng-t  CftP*  d*7  1.750,000 
gals.;  maina,  e.  L,  12H  m.,  4  to  12  in.  dia.;  140 
Eyd.;  met,  180:  614  aerr.;  prea.,  dom.  00  Iba.,  f. 
142  Ibe.;  coat,  $184,500;  coat  mtce.,  $2,700;  wka. 
owned  bgr   dtj. 

WORTHINGTON,  p.  547.  F.  dept.— 1  hand 
eng.,  1  c.  cart,  4  hand  c.  ex.,  800  ft.  hoae;  telp. 
aL;  ToL 

WYOMING,  p.  1,898:  f.  area,  1%  z  %  aq.  m.; 
mero;  bldga.,  ok.  k  wd.,  1  to  8  ator.;  priv.,  atn., 
bk.  JE  wo.,  2H  ator.;  wd.  rfs.  perm,  in  f.  area; 
combt  ord.;  cauaea  of  f.  inv.  F.  dept. — 1  b.  k 
1.  trk.,  I  hose  wag.,  2  hoae  reels;  hose,  cot.,  rub. 
lined,  gd.,  1,900  ft.;  inf.,  500  ft.;  tot.  hose,  2.400 
ft.;  f.  aL,  bell,  20  bz,;  val.  equip.,  $5,000; 
val.  bldga.,  $8,000;  ezp.  dept,  $500;  tot  mem., 
40  vol. 

Water  Supply — Src,  wella  with  air  lift;  ajs., 
pump  to  Tea.  ft  dir.;  rea.  cap.,  4,000,000  gsla.; 
pump,  eng.,  cap.  day  8,000,000  gala.;  mains,  8  m.. 


4  to  10  in.  dia.;  90  hyd.;  866  met;  866 
pipe,  c.  L;  prea.,  dom.  100  Iba.,  f.  200  Iba.;  cost, 
$85,000;  coat  mtce.,  $6,500;  wka.  owned  by  Til- 
lage. 

XENIA.  p.  8,706;  f.  area,  820  a.;  bldga.,  bk. 
ft  wd.,  1  to  8  ator.;  wd.  rfa.  penn.;  fwka.  ft  combt 
ord.  F.  dept — 1  str.,  1  supply  wag.,  1  h.  ft  L 
trk.,  2  hoae  wag.,  1  hoae  reel,  5  hrs.;  hose,  oot, 
rub.  lined,  gd.,  2,000  ft;  rub.,  gd.,  1,000  ft:  inf., 
800  ft;  tot  hose,  8,800  ft;  f.  al.,  Oameweil,  24 
bx.;  val.  equip.,  $10,000;  val.  bldga.,  $10,000; 
ezp.  dept,  $8,000;  tot  mem.  18,  pd.  full  time  4, 
pd.  part  time  0;  undra.  rating,  fourth  class. 

Water  Supply — Src,  spr.  ft  wells,  1%  m.  bua. 
cent;  flra.,  pump  to  atdp.  ft  dir.;  atdp.  cap.,  276,- 
000  gala.;  dim.,  116  x  20,  loc  in  town;  mat, 
wrt  i.;  rea.  cap.,  2,600,000  gals.,  loc  1^  m.  city; 
3  pump,  eng.,  claaa  dup.  comp.,  cap.  day  4,500,- 
000  gala.;  maina,  c  L,  20  m.,  4  to  14  in.  dia.; 
204  nyd.;  100  v.;  90  met;  1,700  serv.;  pipe, 
lead  ft  galv.  i.;  pres.,  dom.  40  to  100  lbs.,  f. 
40  to  100  lbs.;  cons,  day,  625,000  gals.;  wks. 
owned  by  Co. 

YELLOW  SPRINGS,  p.  1,360;  f.  area,  640  a.; 
mere  bldga.,  stn.,  bk.  ft  wd.,  1  to  3  stor.;  priv., 
stn.,  bk.   ft  wd.,   2  stor.;   wd.  rfs.   perm.     No  org. 


f.  dept — 1  hand  eng.,  1  c  eng.,  6  c  band  ex.,  1 
hoae  wag.,  1  hoae  car.;  hose,  oot,  mb.  lined,  gd., 
850  ft;  inf.,  60  ft;  tot  hose,  900  ft;  vaL  equip., 
$1,000;    vaL    bldga.,    $1,500;    ezp.   dept,   $50. 
Water  Supply--Src,  wells,  dstems,  spr.  ft  ret. 

YOUNQSTOWN,  p.   79,066;   f.  area,   11  sq.  m.; 

mere,  bldgs.,  stn.,  bk.  ft  wd.,  1  to  12  stor.;  priv., 
stn.,  bk.  ft  wd.,  2  to  5  stor.;  wd.  rfs.  not  perm,  is 
f.  area;  fwks.  ft  combt  orcL;  causes  of  f.  inv.  F. 
dept — 6  str.,  1  suto.  str.  with  hose,  4  c  eng.,  1 
h.  ft  1.  trk.,  14  c.  hand  ex.,  1  diief'a  auto.,  7  exer- 
ciae  wag.,  1  aer.  trk.,  4  hose  wag..  4  comb,  c 
ft  h.  wae.,  84  hrs.,  4  in  reserve;  hose,  eot,  nxb. 
lined,  go.,  15,650  ft;  f.  aL,  Oameweil,  98  bz.; 
val.  equip.,  $84,500;  vaL  bldgs.,  $140,800;  ezpi 
dept,  $100,900;  tot  mem.  77,  pd.  full  time;  uadn. 
rating,  third  daaa. 

Water  Supply — Src,  riv.;  ays.,  pump  to  stdp.  k 
dir.;  stdp.  cap.,  1,086,000  gala.;  dim.,  80  z  100, 
loc  1^  m.  from  atation;  mat,  atl.;  S  pump,  eog., 
claaa  cross  comp.  ft  comp.  dup.,  cap.  dsy  lO.OOu.- 
000  gala.;  maina,  c  L,  129 H  m>»  4  to  20  in. 
dia.;  1,866  hyd.;  1,823  v.;  met,  3,160;  18,125 
serv.;  pipe,  lead;  prea.,  dom.  105  Iba.,  t  135  lbs.; 
cone,    day,    10,600,000   gala.;    coat,    $1,800,000. 

ZANCSVIIjLE,  p.  28,026;  f.  area,  6  m.;  mert. 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  6  stor.;  priv.,  wd.,  t 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft  coaibt 
ord.;  causes  of  i.  inv.  F.  dept — 1  gias.  eng..  i  c 
hand  ez.,  1  h.  ft  1.  trk.,  1  comb.  auto,  wag.,  S  host 
car.;  hose,  cot.,  rub.  lined,  gd.,  6,300  ft.;  inU 
3,000  ft;  tot.  hose,  8,300  ft.;  f.  aL,  Gamevell 
elec,  84  bx.;  val.  equip.,  $32,000;  val.  bldgi., 
$30,000;  exp.  dept,  $29,000;  tot.  mem.  35,  pd. 
full   time;    undrs.    rating,   third    claas. 

Water  Supply — Src,  riv..  2  m.  bua.  cent;  wyt^ 
grav.  ft  pump  to  rea.;  stop,  cap.,  867,000  gak; 
dim.,    25    x    100;    mat,    stL:    res.    cap.,    4,500,o00 

Sala.,  loc.  on  hill  east  of  city;  3  pump,  eng,,  cap. 
ay  12,500.000  gala.;  mains,  c  L,  02  m.,  3  to 
32  in.  dia.;  352  hyd.;  met,  70;  7,000  aerv.;  npe, 
lead  ft  galv.  L;  prea.,  dom.  65  lbs.,  f.  125  lbs.; 
cona.  day,  6,000,000  gals.:  cost  $860,000;  coit 
mtce.,   $80,000;  wks.  owned  by  city  ft  Cc 

Places  with  a  population  of  1,000  or  more  not 
reported — Beverly,  Crooksville,  Cygnet  Doyle6io*r. 
(ienoa,  Jacksonville,  Madison,  Nevada,  New'Hollar.J. 
South  Charleston.  Struihers,  Sugar  Creek,  ^Ivar.u. 
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ADA,  Pontotoc  Co.,  p.  4,349.  F.  dept — 2  c 
ex.,  1  hose  wag.,  1  auto.  pump,  eng.;  2,000  ft.  cot^ 
rub.  lined  hose;  f.  aL,  telp.  ft  wh.;  tot  mem.,  14,  2 
pd.  full  time,  12  vol. 

Water  Supply — Src,  creek;  eys.,  pump  to  stdp.; 
stdp.  cap.,  83,000  gals.;  8  pump,  eng.,  claaa  dup., 
cap.  1,860,000  gala,  day;  maina,  9  m.,  2  to  8  in. 
dia.;  50  hyd.;  prea.,  dom.  50  lbs.,  f.  100  lbs. 

ALTUS,  p.  4.821.  F.  dept — 1  comb,  c  ft  h. 
wag.,  2  c  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  carU; 
hose,  cot.  rub.  lined,  gd.,  1,900  ft;  inf.,  600  ft; 
tot  hose,  2,600  ft.;  f.  aL,  telp.,  4  bx.;  val.  equip.. 
$6,000;  exp.  dept,  $2,250;  tot  mem.,  8,  pd.  full 
time  1,  pd.  part  time  7. 

Water  Supply — Src,  2  wella;  daily  cona.,  20,000 
gala.;  2  pump,  eng.,  claaa  dup.,  cap.  day  1,000,000 
gala.;  mains,  8  m.,  4  to  8  in.  dia.;  88  hyd.;  prea., 
dom.  80  Iba.,  f.  120  Iba. 

ALVA,  p.  8.688;  mere  bldga.,  bk.  ft  wd.  F. 
dept — 6  c  hand  ex.,  2  hoae  car.;  hoae,  2,600  ft; 
f.  aL.  bell  ft  wh.;  tot  mem.,  16  voL 

Water  Supply — Src,  wells;  rea.  cap.,  400,000 
gals.;  sys.,  pump.;  pump,  eng.,  cap.  day  600,000 
gala.;  mains.  9H  m.,  4  to  10  in.  dia.;  48  hyd.; 
pres..  dom.  76  Iba.,  f.  150  lbs. 

ANADARKO,  p.  8,489.  F  dept — 1  comb,  c  ft 
h.  wag.,  5  c  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  reels, 
3  hrs  ;  hose,  cot,  rub.  lined,  gd.,  2,600  ft;  inf., 
500  ft;  tot  hose,  8,000  ft;  f.  al.,  comb,  automatic 
ft  telp.,  15  bx.;  val.  equip.,  $6,260;  exp.  dept, 
$8,200;  tot  mem..  25,  pd.  full  time  4,  pd.  part 
time  5,  vol.  16;  undra.  rating,  fourth  claaa. 

Water  Supply — Src,  Washiu  riv.,  %  m.  bus. 
cent;  sys.,  pump  to  stdp.,  stdp.  cap.,  100,000 
gals.;  res.  cap.,  500,000  gals.;  4  pump,  eng.,  daaa 


(Inp.  &  trip.,  cap.  day  4,000,000  gals.;  mains,  c.  i. 
12^  m.,  4  to  10  in.  dia.;  86  hyd.;  48  v.;  4(K> 
nriK.;  400  serv.;  pres.,  dom.  60  lbs,,  f.  100  n>< : 
cons.  (lay,  150,000  gals.;  cost  $135,000;  c»t 
mtce.,    $3,600;   wks.    o^ned  by    city. 

APACHE,  p.  860;  f.  area,  1  m.;  mere  bldgs.. 
bk..  stn.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  vd.,  1 
ft  2  stor.;  wd.  rfs.  not  perm.;  no  fwka.  ft  oombc 
ord.;  causea  of  f.  inv.  F.  dept — c  hand  ex.,  ! 
hoae  car.;  hoae,  cot,  rub.  lined,  1.600  ft;  f.  sL 
wh.;  tot  mem.,  26  voL 

Water  Supply — Src,  creek.  1,000  ft  bua.  cent; 
ays.,  pump  to  stdp.;  stdp.  cap.,  60,000  gals.,  dim. 
17  z  19 H  ft;  mat.  atL;  2  pump,  eng.;  maint, 
c  L,  4%  m.,  4  to  8  in.  dia.;  44  hyd.;  14  t.; 
prea.,  f.  60  Iba.;  wka.  owned  by  municipality- 

ARDMORE,  p.  8.618;  f.  area,  70  a.;  mac  Udfs, 
bk.  ft  atn.,  1  to  4  ator.;  priv.,  wd.,  1  ft  2  sur.; 
wd.  rfa.  not  perm,  in  f.  area;  fwka.  ad.;  oasaei  of 
f.  inv.  F.  dept — 1  comb,  c  ft  h.  auto.,  6  c  band 
ex.,  1  hose  wag..  1  hose  ft  ladder  wa^.,  4  hrF.:hofe. 
rub.  lined,  gd.,  6,000  ft;  c,  gd.,  600  ft;  tet. 
hoae,  6,600  ft.;  f.  aL,  telp.;  vaL  equip.,  $12,100; 
vaL  bldga.,  $11,000;  ezp.  dept.,  $7,600;  tot  ■*& 
9,  pd.  full  time. 

Water  Supply — Src,  lake.  S  m.  bua.  cent;  tr*^ 
pump  to  atdp.;  atdp.  cap.,  400,000  gab.,  dim.  25  s 
100,  loc  H  DL  city;  mat,  atL;  rea.  cap.,  l.OOf.* 
000,000  gala.,  loc  8H  m.  west  dty:  2  poop^  cBf.« 
cap.  day  8,000,000  nds.;  mains,  c  L,  80  m.;  tit 
hyd.;  180  v.;  prea.,  dom.  78  Iba.,  t.  160  Iba.;  ceSt. 
$297,600;  coat  mtce.,  $6,000;  wks.  ofwaad  br  eiij- 

ATOKA,  p.  1,968.  F.  dept — 1  h.  ft  L  tit,  I 
hose  reels,  4  hn.,  1,160  ft  hose.;  1  aL,  bcS  t 
telp.;  tot.  mem.  86,  pd.  full  time  I,  voL  25. 
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WaUr  Supply*-3rc.,  riv.,  200  ft.  bns.  cent.;  m., 
pump  to  stdp.;  itdp.  cap.,  50,000  gpals.;  dim.,  18  z 
30;  mat.,  atl.;  res.  eao.,  7,600,000  gala.;  2  pump, 
eng.,  daaa  dup.,  cap  day,  750,000  gala.;  mafna,  c. 
L,  0  m.,  4  to  8  in.  dia.;  40  hyd.;  27  v.;  156  met.; 
157  aerv.;  pipe,  nir.  i.;  prea.,  dom.  66  lbs.,  f.  110 
Iba.;  COD8.  day,  88,200  gala.;  coat,  150,000;  coat 
mtce.,  |2,051;  wka.  owned  by  city. 

BARTLESVILLE,  p.  6,181.  F.  dept.^1  auto, 
trtc,  1  aer.  trie.,  1  atr.,  1  ehiefa  wag.,  1  ladder 
wag.,  7  bra.,  8,000  ft.  rub.  hoae;  f.  aL,  Gamewell; 
tot.  mem.  11,  pd.  full  time  7,  vol.  4. 

Watar  Supply — Src.,  Caney  riv.;  «ya.,  pump  to 
atdp.;  atdp.  cap.,  75,000  gala.;  2  pump,  eng.,  daaa 
comp.  dup.,  dap.  day  1,600,000  gala.;  maina,  4 
m.,  4  to  8  in.  dia.;  48  hyd.;  prea.,  dom.,  60  Iba., 
f.  90  Iba. 

BLACKWELL,  p.  8,266;  f.  area,  36  a.;  mere, 
bldga.,  principally  bk.,  1  to  8  ator.;  priv.,  wd.,  1 
k  2  ator.;  wd.  rfa.  not  perm.  inf.  area;  fwka. 
&  combt.  ord.;  cauaes  of  f.  not  inv.  F.  dept. — 6 
c.  hand  ex.,  1  comb.  c.  &  h.  wag.,  1  hoae  wag., 
1  hose  reel,  2  hra.;  hoae,  cot.,  rub.  lined,  gd.,  2,800 
ft.;*  inf.,  500  ft;  tot.  hoae,  8,300  ft.;  f.  al.,  bell, 
wb.  k  telp.;  val.  equip,  $5,000;  val.  bldga.. 
$9<000;  ezp.  dept.,  $2,000:  tot.  mem.  18,  pd.  full 
time  2,  pd.  part  time  1,  vol.  15;  undra.  rating,  4^^ 
cla«a. 

Watar  Supply — Src,  wella,  %  m.  bua.  cent.; 
atdp.  cap.,  100,000  gala.,  dim.  22  x  60  ft;  mat, 
atl. ;  rea.  cap.,  120,000  gala.;  daaa  comp.,  cap. 
day  200,000  gala.;  maina,  c.  i.,  14  m.,  4  to  8  in. 
dia.;  60  hyd.;  met.,  800;  350  aerv.;  pipe,  galT.  i.; 
prea.,  dom.  66  Iba.,  f.  125  Iba.;  cona.  day,  60,000 
gala.;  coat,  $40,000;  cost  mtce.,  $1,500;  wka. 
owned  by  city. 

BROKEN  ARROW,  p.  1,576.  F.  dept.— 1  h.  it 
I.  trk.,  2  c.  hand  ex.,  2  c.  eng..  2  hose  reela;  hose, 
c-ot.,  rub.  lined,  gd.,  1,500  ft;  f.  al.,  wh.  k  bell;  val. 
equip.,  $2,000;  val.  bldgs.,  $2,000;  exp.  dept., 
$400;   tot.   mem.   8,  pd.   part  time. 

Watar  Supply — Src.,  apr.,  4%  m.  bua.  cent; 
aya.,  pump  to  atdp.;  atdp.  cap.,  60,000  gala.;  rea. 
cap.,  60,000  gala.;  1  pump,  eng.,  daaa  centriL, 
cap.  day  500,000  gala.;  maina,  c.  i.,  10  m.,  4  to 
8   in.  dia.;  wka.  owned  by  city. 

CARMEN,  p.  883.  F.  dept. — 1  hand  ladder  trk., 
1  c  eng.;  hoae,  cot,  rub.  lined,  gd.,  100  ft;  f.  aL, 
telp.  Ac  Dell;  tot.  mem.,  10  voL 

No  waterwks. 

CHANDLER,  p.  2,024;  f.  area,  640  a.;  mere, 
bldga.,  bk.,  1  to  2  ator.;  priv.,  wd.,  1^2  ator.; 
wd.  rfa.  not  perm.;  fwka.  ft  combt.  ord.;  cauaes  of 
f.  inv.  F.  dept — 4  c  hand  ex.,  8  hoae  reela; 
hose,  cot,  rub.  lined,  1,700  ft.;  2  hra.;  f.  al.,  bell 
fr  wh.;  vaL  equip.,  $2,700;  vaL  bldga.,  $8,500; 
tot.  mem.  18,  8  pd.  full  time,  10  toL;  undra.  rat- 
ingy  third  cUum. 

Watar  Supply — Src.,  wella  &  creek,  6  blocka 
bua.  cent;  aya.,  pump  to  rea.;  2  pump,  eng.,  cap. 
day  720.000  gala.;  pipe,  14  m.,  4  to  8  in.  dia.; 
61  hyd.;  224  aerv.;  128  met;  prea.,  170  Iba. 

CHECOTAH.  p.  1,688.     F.  dept. — 2  c  hand  ex., 

1  comb.  c.  k  a.  wag.,  3  hoae  carta;  hoae,  cot,  rub. 
lined,  gd.,  1,500  ft;  f.  al.,  telp.  k  wh.;  val  equin., 
$3,350;  exp.  dept,  $1,200;  tot.  mem.,  12  vol.; 
undra.  rating,   4^   daaa. 

Watar  Supply — Src,  wella;  aya.,  pump  to  atdp.; 
atdp.  cap.,  50,000  gala.;  2  rea.,  aupply  adequate  at 
all  aeaaona;  2  pump,  eng.,  cap.  day  1,162,000 
^als.;  maina,  7  m.,  4  to  8  in.  da.;  30  hyd.;  pres., 
dom.  68  Iba. 

CHELSEA,  p.  1,850.     F.  dept.— 1  h.  k  I.  trk.. 

2  c.  eng.,  200  ft  hoae;  f.  aL,  telp.;  tot.  mem., 
23  vol. 

No  waterwka. 

CHEROKEE,  p.  2,016.  F.  dept. — 1  c.  eng.;  hoaa, 
100  ft.;  f.  aL,  firearms;  tot.  mem.,  16  voL 

Watar  Supply — Src,  Sand  Pointa,  %  m.  bua. 
eent;  aya.,  pump  to  atdp.;  atdp.  cap.,  70,000  gala., 
dim.  126  ft  in  height;  mat.,  atL;  2  pump,  eng., 
cap.  day  1,500,000  gala.;  maina,  c.  L,  4  m.,  4  to 
10  in.  dia.;  4  hyd.;  10  v.;  met,  62;  pipe,  galv.  L; 
pre*.,  dom.  66  Iba.,  f.  125  Iba.;  wka.  owned  by 
city;  new  waterwka.  plant  in  courae  of  construction. 

CHESTER.    F.  dept.  not  reported. 
No  waterworks. 

CHICA8HAW,  p.  14,000;  f.  ana,  S,000  a.; 
mere,  bldga.,  bk.,  atn.  k  cone,  1  to  6  ator.;  prfv.. 


bk.,  atn.  k  wd.,  1  to  3  ator.;  wd.  rfa.  not  perm,  in 
f.  area;  fwka.  k  combt  ord.;  cauaea  of  f.  inv.  F 
dept — 1  h.  &  L  trk.,  6  c.  hand  ex.,  1  hoae  wag.,  i 
comb.  c.  k  hoae  wag,  8  hra.;  hoae,  cot,  rub.  lined, 
gd.,  6,000  ft:  1  al.,  telp.;  vaL  equip.,  $11,800; 
▼aL  bldgs.,  $14,000;  exp.  dept,  $11,704;  tot  mem., 
10.  pd.  full  time;  undra.  rating,  fourth  daaa. 

Water  Supply — Src.,  riv.;  aya..  dir.  prea.;  atdp. 
cap.,  500,000  gala.;  prea.,  66  to  100  Iba.;  300 
hyd. 

CLAREMORE,  Rogers  Go.,  p.  2,866.     F.  depL— 

1  comb.  c.  k  h.  wag.,  2  c.  hand  ex.,  2  hoae  reels, 

2  hre.;  hoae,  cot,  rub.  lined,  gd.,  1,200  ft;  rub., 
yd.,  150  ft;  inf.,  900  ft;  tot  hose,  2,250  ft; 
f.  al.,  telp.;  vaL  equip.,  $3,000;  tot  mem.  4, 
pd.   full   time   2,   vol.    2. 

Watar  Supply— fire.  Verdigris  riv.,  4H  m.  bua. 
cent;  aya..  grav.  k  pump  to  atdp.;    2  atdp.,   cap. 

S)00  gala,  k  60,000  gala.;   2  rea.,   cap.  600,000 
.  k  100,000  gala.;  1  pump,  eng.,  claaa  trip.,  oap. 
720,000  gals.;  mains,  c.  L.  12  m.,  4  to  12  in. 
dia.;   88  hyd.;   60   v.;   200   met.:   400  aerv.;   pipe, 

fklv.  i;  prea.,  dom.  60  lbs.,  f.  l20  lbs.;  cona.  day, 
00,000  gals.;  cost,  $160,000;  wks.  owned  by  city. 

CLEVELAND,  Pawnee  Co..  p.  1,810.     F.  dept — 

1  comb.  h.  k  L  wag.,  2  c.  hand  ex.,  2  hra.;  nose, 
cot.,  rub.  lined,  gd.,  1,500  ft;  f.  al.,  telp.  k  wh.; 
tot.  mem.,  13  vol.,  pd.  full  time  1. 

Water  Supply — Src,  wella;  aya.,  grav.;  atdp. 
cap.,  107,000  gals.;  res.  cap..  625.000  gals.;  2 
pump,  eng.,  cap.  day  576,000  gala,  each;  mains, 
4  m.,  4  to  8  in.  dia.;  19  hyo.;  prea.,  dom.  37 
lbs.,  f.  120  Iba. 

CLINTON,  Ouater  Co..  p.  2,781.  F.  dept.— 1 
comb,  c  &  h.  wag.,  4  c.  hand  ex..  2  hoae  reels,  1  h. 
k  L  trk.;  hose,  cot,  rub.  lined,  gd.,  2.100  ft;  f.  al., 
telp.  &  wh.;  val.  eqiiip.,  $8,671;  vaL  bld^s.,  $6,000; 
exp.  dept.  $1,088;  tot  mem..  12  voL 

Watar  Supply-^rc,  Waskila  riv.  k  well,  %  m. 
bus.  cent;  sys.,  pump  to  stdp.;  stdp.  cap.,  66,000 
gids.;  dim.,  20  x  20;  mat,  stL;  res.  cap.,  180,000 
gala.;  4  pump,  eng.,  cap,  day,  1,000,000  gala.; 
maina,  8  m.,  4  to  8  in.  dia.;  66  hyd.;  95  v.:  826 
met;  325  aerv.;  pipe,  ail.;  prea..  dom.  95  Iba.,  f. 
125  Iba.;  cona.  day,  500,000  0als.;  cost,  $84,605; 
cost  mtce.,  $7,200;  wks.  owned  by  dty. 

OOALQATE,  p.  3,265.  F.  dept — 1  oomb.  c  kh. 
wag.,  2  c.  hand  ex.,  1  hoae  red,  2  hra.;  hoae,  cot, 
rub.  lined,  gd.,  2.300  ft;  int,  400  ft;  tot  hose. 
2.700  ft;  f.  aL.  bell;  vaL  equip.,  $6,405;  vaL  bldgs.. 
$8,000;  exp.  dept.  $2,2fr6;  tot.  mem.,  22,  pd.  full 
time  2.  voL  20. 

Watar  Supply — Src..  lake;  aya.,  pump  to  stdp.; 
well  cap..  20,000  gals.;  atdp.  cap.,  80.000   gals.; 

2  pump.  eng..  class  dup.,  cap.  day  750,000  gala, 
each;  maina,  5  m.,  4  to  8  in.  dia.;  86  hyd.;  prea., 
dom.  50  Iba.,  f.  110  Iba. 

COMANCHE,  p.  1,801.  F.  dept.— 2  hand  hoaa 
reela;  hoae,  cot,  rub.  lined,  gd.,  1.000  ft;  f.  al.. 
flrearma;   tot.   mem..   28  vol. 

Water  Supply — Src,  well;  aya.,  pump  to  atdp.; 
atdp.  cap.,  50,000  gala.;  2  pump.  eng..  claaa  dup.. 
cap.  day  800,000  gala,  each;  maina,  4  m..  4  to  8 
in.  dia.;  24  hyd.;  prea.,  dom.  65  Iba..  f.  110  Iba. 

CORDELL,  p.  1,950.  F.  dept. — 2  hand  hose  reela; 
hose,  cot,  rub.  lined,  gd.,  1,600  ft;  f.  al.,  wh.;  val. 
equip.,  $1,500;  val.  bldgs.,  $500;  exp.  dept.  $800; 
tot  mem.,  6  vol. 

Watar  Supply — Src,  well;  aya.,  pump  to  atdp.; 
atdp.  cap.,  40,000  gala.;  maina,  8  m.,  4  to  8  in. 
dia.:  31  hyd.;  prea.,  dom.  50  Iba.,  f.  75  Iba. 

COWETA,  p.  1,187.  F.  dept— 1  h.  k  L  trk., 
2  c  eng.,  160  ft  hoae;  f.  al.,  flrearma  k  telp.; 
tot  mem.,  88  voL 

No  waterwka. 

CUSHINQ.  p.  1,072;  f.  area,  1,280  a.;  mere 
bldgs..  bk.  k  stn..  3  ator.;  priv..  wd..  2  ator.; 
wd.  rfa.  not  perm,  in  f.  area;  fwka.  k  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 1  comb,  c  dc  h.  wag., 
2  c.  hand  ex..  I  h.  k  1.  trk..  1  hoae  wag..  1  hoae 
red,  2  bra.;  hose,  cot,  rub.  lined,  gd..  3,000  ft; 
f.  aL,  wh.;  val.  equip.,  $5,000;  val.  bldga.,  $1,200; 
exp.  dept,  $8,500;  tot  mem.  12,  pd.  full  time  8, 
pd.  part  time  9. 

Watar  Supply — Src,  deep  well  in  town;  ays., 
dir.;  tower  k  tk.  cap.,  60,000  gala.;  mat,  atL; 
rea.  cap.,  •60,000  gala.;  1  pump,  eng.,  daaa  comp. 
dup..  cap.  day  750,000  gala.;  maina.  c  L,  8  m., 
4  to  8  in.  dia.;  20  hyd.;  16  ▼.;  pipe,  c  L;  prea.. 
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dom.  40  lbs.,  f.  7S  lbs.;  cost,  |28,600;  wka. 
owned  by  city. 

CUSTER  CITY,  p.  1.000;  f.  are«,  200  a.;  mere 
bldgs.,  bk.  k  wd.,  1  &  2  ator.;  priv.,  bk.  k  wd.,  1  k 
2  stor.;  wd  rfs.  perm,  in  f.  area;  fwka.  k  combt. 
ord. ;  causes  of  f.  inv.  F.  dept. — 2  hose  carts;  hose, 
fot.  rub.  lined,  sd.,  1,500  ft.;  f.  aL,  bell;  vol.  equip., 
$1,500;  val.  bldgs.,  $160;  tot.  mem.,  12  vol. 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  nrs., 
pump  dir.;  2  pump,  eng.,  class  trip.,  cap.  day,  860,- 
000  ffals.;  mains,  5^  m.;  22  hyd.;  cost,  |28,000; 
wks.  owned  by  city. 

DAVIS,  p.  2,000;  f.  aj-ea,  500  a.;  mere,  bldgs., 
bk.  k  wd.,  1  k  2  stor.;  priv.,  bk.  k  wd.,  1  &  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwlos.  k  combt.  ord.;  causea 
of  f.  inv.  F.  dept. — 2  hose  reels,  6  ladders;  bote, 
cot.,  rub.  lined,  gd.,  1,000  ft;  f.  al.,  wh.;  vaL  equip., 
$1,000;  val.  bldgs.,  $100;  tot  mem.,  25  vol.;  undrs. 
rating,   fourth   class. 

WaUr  Supply — Src,  well,  1  m.  but.  cent;  lys., 
grav.  k  dir.  pres. ;  stdp.  cap.,  50.000  gals.;  mat,  stl.; 
2   pump,    eng.,    class    comp.    dup.,    cap.    day,    864,- 

000  gals.;  mains,  c.  i.,  4  m.,  4  to  8  in.  dia.;  40 
hyd.;  pres.,  dom.  60  lbs.,  f.  125  lbs.;  cost,  $25,000; 
cost  mtce.p   $2,000;   wks.   owned  by  city. 

DUKE,  p.  500.     F.  dept — 2  c.  eng.;  vol. 
No  waterwks. 

DUNCAN,  p.  2,477;  mere,  bldgs.,  bk.,  itn.  k 
wd.  F.  dept. — 1  h.  &  L  trk.,  1  hose  car.  k  team; 
hose,  rub.,  gd.,  2,000  ft;  tot  mem.,  12  voL 

Water  Supply — Src,  well,  8  blocks  bus.  cent; 
sys.,  pump  to  stdp.  or  dir.;  stdp.  cap.,  181,440 
gals.;  dim.,  14  x  105;  mat.  stl.;  res.  cap.,  02,000 
gals.;  2  pump,  eng.,  class  aup.,  cap.  day,  200,000 
gals.;  mains,  c.  i.,  7  m.,  4  to  8  in.  dia.;  71  hyd.; 
15  v.;  met,  825;  400  serv.;  pipe.  galv.  I.;  pres.. 
dom.  45  lbs.,  f.  125  lbs.;  cons,  day,  80,000  gals.; 
cost,  $67,000;  cost  mtce.,  $4,880;  wks.  owned  by 
city. 

DUiRANT,  p.  5,880;  mere,  bldgs.,  bk.  F.  dept. — 
8  c.  hand  ex.,  1  h.  jc  1.  trk.,  1  comb.  c.  ft  h.  ft  L  trk., 

1  hose  wag.,  6  hrs.j  hose,  rob.,  gd.,  2,000  ft:  f.  aL, 
telp.;  vaL  equip.,  $7,000;  vaL  bldigs..  $7,000:  exp. 
dept,  $4,500;  tot  mem.,  11,  pd.  full  time  4,  pd. 
part  time  7. 

Water  Supply — Src,  riv.,  6  m.  bus.  cent;  eye., 
pump  CO  stdp.  ft  dir.;  stdp.  cap.,  400,000  gala., 
size  25  z  120;  mat,  boiler  1.;  pump,  eng.,  cap. 
day  1,600,000  gala.;  mains,  c  L,  5%  m.,  4  to 
12  in.  dia.;  84  hyd.;  met,  4;  pipe,  galv.  i.;  pres., 
dom.  00  lbs.,  f.  100  lbs.;  coet,  $85,000;  cost  mtce., 
$1,500;  wks.  owned  by  dty. 

EDMOND,  p.  2,090.     F.  dept — 1  e.  hand  eng., 
200  ft.  hose;  f.  al.,  bell;  tot.  mem.,  81  voL 
No  waterwks. 

ELK  CITY,  p.  8,105;  f.  area,  760  tu;  mere 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  mv.     F.  dept. — 1  comb,  c  ft  h.  wag., 

1  c  eng.,  1  hose  wag.,  2  c  hand  ex.,  2  hrs.;  hose, 
cot,  rub.  lined,  gd.,  2,000  ft:  inf.,  1,000  ft;  tot 
hose,  3,000  ft;  f.  al.,  telp.;  val.  eouip.,  $4,000;  vaL 
bldgs.,  $6,000;  exp.  dept,  $3,000;  tot  mem.,  12, 
pd.  full  time  2,  pd.  part  time   10. 

Water  Supply — Src,  well;  sys.,  pump  to  stdp.; 
stdp.    cap.,    60,000    gals.;    res   cap.,    65,000    gals.; 

2  pump,  eng.,  class  dup.,  cap.  day  500,000  gals, 
each;  mains,  i^  m.,  2  to  8  in.  dia.;  24  hyd.; 
pres.,  dom.  60  lbs.,  f.  100  lbs. 

EL  RENO,  p.  7,872;  f.  area,  2%  m.;  mere 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  wd.,  2  ft  8  stor.: 
wd.  rfa.  not  perm.;  fwks.  ft  combt.  ord.;  causea  of 
f.  inv.  F.  dept. — 1  c  eng.,  2  c  hand  ex.,  1  hose 
wag.,  2  hose  carts,  4  hrs.;  tot  hoee,  2,000  ft.; 
f.  al.,  bell  ft  wh.;  val.  equip.,  $4,000;  val.  bldga., 
$4,000;  exp.  dept,  $2,500;  tot  mem.,  18  vol.; 
undrs.  rating,  third  class. 

Water  Supply — Src,  wella,  1%  m.  bua.  cent; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  127,000 
gals.,  dim.  12  x  162,  loc  %  m.  town;  mat,  stl.; 
6  pump,  eng.,  class  trip,  ft  dup.,  cap.  day,  1,800,000 
gak.;  mains,  c  i.,  16^  m.,  4  to  12  in.  dia.:  146 
hyd.;  »0  v.;  met,  900;  1.200  serv.;  pipe,  galv.  i.; 
pres,,  dom.  60  lbs.,  f.  90  lbs.;  cost  $160,000;  cost 
mtce.,  $10,000;  wks.  owned  by  city. 

ENID,  p.  18,799;  f.  area,  040  a.;  mere,  bldga., 
bk.  ft  wd.,  1  to  6  stor.;  priv.,  bk.  ft  wd.,  1  ft  S 
■tor.;  wd.  rfa.  not  perm,  in  f.  area;  fwks.  ft  combt 


ord.;  canaea  of  f.  inv.  F.  dept. — 1  h.  ft  L  trfc.,  1 
comb,  c  ft  h.  wag..  1  auto.  comb,  c  ft  h.  wag.,  1 
■tr.;  hoee,  cot,  mb.  lined,  gd.,  4,600  ft;  f.  aL, 
Oamewell,  20  bx.,  ft  wh.;  tot  mem.  12,  pd.  fall 
time;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  wella;  ays.,  pump  dir.;  2 
res.,  cap.  1,000,000  nls.  each;  2  pump,  eng., 
cap.  day  6,000,000  gala.;  maina,  80  m.,  4  to  14 
in.  dia.:  164  hyd.;  40t0  serv.;  pres.,  dom.  50  Iba., 
f.  100  lbs.;  cons,  day,  400,000  gala.;  ooat,  9116,- 
000;  cost  mtce.,  $12,000;  wka.  owned  bj  dty. 

EUFAULA,  p.  1,807.  F.  dept — 2  band  boae 
carts;  hose,  cot,  rub.  lined,  gd.,  1,000  ft.;  f.  aL, 
telp.  ft  wh.;  tot.  mem.,  15  vol. 

Water  Supply — Src,  creek;  eya.,  pump  to  stdp.; 
stdp.  cap.,  60.000  gals.;  1  pump,  eng.,  daaa  trip., 
cap.  day  500,000  gals.;  maina,  8  m.,  4  to  8  in. 
dia.;  82  hyd.;  prea.,  dom.  76  Iba.,  f.  120  Iba. 

FAIRFAX,  p.  1,000.     F.  dept — Not  reported. 

Water  Supply — Src,  well,  2%  m.  bua.  cent; 
■ys.,  pump  to  res.;  res.  cap.,  240,000  gala.;  2 
pump,  eng.,  class  trip.,  cap.  day  720,000  gala.; 
maina,  c  i.,  7  m.,  4  to  8  in.  dia.;  25  byd.;  17 
v.;  140  met.;  140  sen.;  pipe,  galv.  L;  pres..  dom. 
87  lbs.,  f.  87  lbs.;  coim.  day,  400,000  gal&.;  cost 
$98,000;   cost   mtce.,   $1,800;   wks.   owned  by   city. 

FAIA  VIEW,  p.  2,020.  F.  dept — 1  band  c 
eng.  wag.,  8  hose  reels:  hoae,  cot,  rub.  lined,  gd^ 
1,500  ft;  f.  al.,  wh.;  val.  equip.,  $2,500;  tot  mem., 
20   vol. 

Water  Supply — Src,  wells,  8  m.  bua.  cent;  ays., 
pump  to  stdp.;  stdp.  cap.,  150,000  gala.;  dim^  16 
X  100;  mat,  stl.;  res.  oap.,  200,000  gals.j  2 
pump,  eng.,  cap.  day,  800.000  gals.;  maina,  c  i.  ft 
wd.,  14  m.,  2  to  8  in.  aia.;  88  byd.;  280  met; 
pipe,  c  i.  ft  wd.;  pres.,  f.  80  lbs.;  oona.  dsr,  140.- 
000  gals.';  cost  mtce.,  $1,100;  wks.  owned  by  city. 

FREDERICK,  p.  8,027;  1  area,  040  a.;  mere 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  vrd.,  1  ft  2  stor.;  vd. 
rfs.  not  perm,  in  f.  area;  fwka.  ft  combt  ord.:  causes 
of  f.  inv.  F.  dept. — 1  c  eng.,  1  comb,  c  ft  b.  wag., 
2  c  hand  ex.,  2  hrs.;  hose,  cot^  rub.  lined,  go., 
2.500  ft.;  f.  al.,  telp.;  val  equip.,  $4,288;  vaL 
bldgs.,  $25,000;  exp.  dept,  $2,600;  tot  mem.,  12, 
pd.  full  time  2,  pd.  part  time  10. 

Water  Supply — Src,  well;  sys.,  pomp  to  stdp.; 
stdp.  cap.,  80,000  gals.;  1  pump,  eng.,  daaa  trip., 
cap.  day  144,000  gals.;  maina,  8  m.,  4  to  8  in. 
dia.;   41  hyd. 

QAGE,  p.  924;  f.  area,  820  a.;  mere,  bldga., 
bk.,  Htn.  &  v^d.,  1  ft  2  stor.;  pri\..  wd..  I  &.  i 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt 
ord.;  causea  of  f.  inv.  F.  dept — 20  c  band  ex.^ 
'  2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,500  ft.; 
f.  al.,  telp.  ft  wh.;  vaL  equip.,  $2,000;  vaL  bldga^ 
$100;  tot  mem.,  17  voL 

Water  Supply--4rc,  wella,  in  boa.  cent.;  aya., 
pomp  to  stdp.;  aidp.  cap.,  60,000  gala.;  matl,  aU.; 
rea.  cap.,  60,000  gala.;  2  pomp.  cnc*t  cap.  day 
800,000  gala.;  maina,  e.  L,  3  m.,  4  to  8  in.  dia.; 
6  byd.;  24  serv.;  pipe,  c  L:  prea.,  dom.  44  lbs., 
f.  160  lbs.;  coat,  $80,000;  wka.  owned  by  dty. 

GEARY,  p.  1,452.  F.  dept. — S  c.  band  ex..  1 
hose  reel,  1,500  ft.  hose;  f.  al.,  bell  ft  wh.;  \-a.L 
equip.,  $1,400;  val.  bldgs.,  $250;  exp.  dept,  $100; 
tot.    mem.,    14    vol. 

Water  Supply — Src,  well;  ays.,  pump  to  stdp.; 
stdp.  cap.,  80,000  gals.;  2  pump,  eng.,  daaa  dap., 
cap.  day  600,000  gals,  each;  maina.  0  m.,  4  to  • 
in.  dia.;  20  hyd.;  pres.,  dom.  55  lbs.,  f.  125  lbs. 

GOTEBO,  p.   740;  f.  area,  20  a.;  mere  bldga^ 

bk.,  stn.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwka.  ft  eoeabt 
ord.;  causes  of  f.  not  inv.  F.  dept — S  c  eag., 
2  hose  reels;  hose,  cot,  rub.  lined,  gd..  1,500 
ft:  f.  al..  bell:  tot  mem.,  12  vol. 
Water  Supply — ^Not  reported. 


GUTHRIE,  p.  11,064;  f.  area,  7.980  a.: 
bldga.,  stn.  ft  bk.,  1  to  4  ator.;  priv.,  wd.,  1  to 
8  stor.;  wd.  rfa.  not  nerm.  in  f.  area;  fwks.  ft 
combt.  ord.;  cauaes  of  f.  inv.  F.  dept — 9  c  band 
ex.,  1  atr.,  1  h.  ft  L  trk.,  1  anta  trie.  2  hose  wag., 
7  hn.;  hoee,  cot,  rub.  lined,  gd.,  10,000  ft.; 
f.  aL,  bell  ft  wh.:  vaL  equip.,  $80,000;  vaL  bldga., 
$12,000;  exp.  dept,  $9,874;  tot  mesa.  18,  pd. 
full  time  12,  pd.  part  time  1. 

Water  Supply — Src,  wella,  conduit  ft  creek.  % 
m.  bua.  cent;  «ya.,  pump  to  stdpw;  stdp.  capu, 
160,000  gait.,  dim.  16  x  100,  loc  eaat  part  of  dty; 
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nut.,  stL;  2  pump,  eng.,  class  comp.  dup.,  cap. 
day  8,000,000  gals.;  mains,  c.  i.,  16 H  m.,  4  to  12 
in.  dia.;  120  l^d.;  00  v.;  875  met.;  1,858  serv.; 
pipe,  galv.  i.  &  lead;  pres.,  dom.  80  lbs.,  f.  140 
lbs.;  cons,  day  600,000  gals.;  cost,  $170,000; 
cost  mtce.,  $9,212;  wks.  owned  by  city. 

QUYMON,  p.  1,842.  F.  dept. — 1  comb.  c.  & 
h.  wag.,  1  h.  ft  1.  trk.,  2  c  hand  ex.,  4  hrs..  1,000 
ft.  hose;  f.  aJ.,  telp.  &  wh.;  tot.  mem.  85,  pd. 
full  time  1,  vol.   84. 

Water  Supply — Src.,  wells;  cons,  day,  48,000 
gals.;  mains,  6  to  8  in.  dia.;  18  hyd. 

HAILEYVILLE,  p.  2,000;  f.  area,  800  a.;  mere 
bldgs.,  bk.,  stn.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft 
wd.,  1  ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
ft  combt.  ord.;  causes  of  i.  inv.  F.  dept. — 1  c. 
eng.,  100  c.  band  ex.,  2  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  500  ft;  rub.,  gd.,  500  ft.;  inf.,  200 
ft.;  tot.  hose.  1,200  ft;  f.  al.,  bell;  val.  equip., 
$1,500;  val.  bldgs.,  $5,000;  exp.  dept,  $81;  tot 
mem.,  27  vol.;  undrs.  rating,  fifth  class. 

Water  Supply — Src,  lake,  2  m.  bus.  cent;  sys., 
grav. ;  stdp.  cap.,  85,000  gals.;  mains,  c.  i.,  8  m., 
4  to  8  in.  dia.;  59  hyd.;  23  v.;  215  met.;  215 
serv.;  pres.,  dom.  ft  f.,  45  to  115  lbs.;  cons,  day, 
180,000  gals.;  cost,  $60,000;  cost  mtce.,  $200; 
wks.   owned  by  city. 

HARTSHORNE,  p.  3,500;  f.  area,  640  a.  F. 
dept. — 3  hose  carts;  val.  equip.,  $1,800;  tot  mem., 

9      TOl. 

Water  Supply— Src,  lake,  1  m.  bus.  cent.;  sys., 
dir.  pres.;  2  pumps,  cap.  dlay  1,296,000  gals.;  48 
hyd.;  48  v.;  pres.  dom.  65  lbs.,  f.  65  to  100  lbs.; 
cost,  $80,000;  cost  mtce.,  $4,000;  wks.  owned  by 
city. 

HEAVENER,  p.  8,500;  f.  area,  340  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd., 
1  ft  2  stor.;  wd.  rfs.  perm,  in  i.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 3  hose 
carts;  hose,  cot,  rub.  lined,  gd.,  1,500  ft.;  f.  al., 
bell;  val.  equip.,  $2,000;  val.  bldgs.,  $400;  exp. 
dept,  $800:  tot  mem.,  15,  pd.  full  time;  undrs. 
rating,  fourth  class. 

Water  Supply — Src,  riv.,  1  m.  bus.  cent;  svs., 
pump  dir.;  2  pump,  eng.,  cap.  day,  400,000  gals.; 
niaiii«,  7  ni. ;  40  hvd. ;  00  v.;  250  sen.;  pres.,  dom. 
&•  f.  103  lbs.;  cost,  $50,000;  cost  mtce.,  $2,300; 
wks.  owned  hy  city. 

HENNESSY,  p.  1,665;  i.  area,  160  a.;  mere. 
bMg«.,  vkd.  v<:  bk..  1  iV  2  hlor. ;  priv,,  bk.  ^V-  wd.,  1 
stor.;  wd.  rfs.  not  perm.;  fwks.  ord.;  causes  of  f. 
inv.  F.  dept. — 40  c.  ex.,  1  h.  ft  1.  t^rk.,  1  auto, 
hose  wag.;  hose,  2,000  ft.;  f.  al.,  bell;  val.  equip., 
$8,500;  tot.  mem.,  16  vol.;  undrs.  rating,  fourth 
cIass. 

Water  Supply — Src,  wells,  2  m.  bus.  cent;  sys., 
pnmp  to  stdp.  ft  dir.;  stdp.  cap.,  50.000  gals.; 
mat.,  stL;  pomp,  eng.,  dass  dup.;  81  hyd.;  pres., 
dom.  47  lbs.,  f.  76  lbs.;  cost,  $18,000;  wks. 
owned  by  city  ft  Co. 

MENRVETTA,  p.  1,671;  f.  area,  860  a;  mere 
bldgs.,  bk.,  stn.  ft  wd.,  1  to  8  stor.;  priv.,  bk.,  stn. 
ft  wd.,  1  ft  2  stor.;  wd.  rfs.  pern*,  in  f.  area  on  2 
stor.  bldgs.  only;  fwks.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 4  c  hand  ex.,  1  ante  comb. 
c.  ft  h.  wag.,  1  h.  ft  1.  trk.,  2  hose  reels;  hose, 
cot,  rub.  lined,  gd.,  1,750  ft.:  inf..  250  ft.;  tot 
hose,  2,000  ft;  f.  al.,  wh.;  val.  equip.,  $3,000; 
val.  bldgs.,  $1,200;  exp.  dept.,  $1,900;  tot.  mem. 
85.  pd.   full  time  1.  pd.   part   rime   2.   vol.   32. 

Water  Supply — Src,  lake,  IH  m.  bus.  cent; 
sys.,  grav.  ft  pump  to  stdp.;  stdp.  cap.,  142,000 
gals.,  dim.  22  x  52;  2  centrif.  pump,  eng.,  cap. 
day  1,440,000  gals.;  wks.  owned  by  city. 

HINTON,  p.  1,000;  f.  area,  200  a.;  mere  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd,  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 2  c  eng..  equipped  with 
hose  ft  buckets;  f.  al.,  bell;  val.  equip..  $1,000; 
val.  bldgs..  $100;  vol.;  undrs.  ratine,  fifth  class. 

Water  Supply — Rrc,  well,  %  ni.  bus.  cent.;  sys., 
pump  dir.;  «tdp.  cap.,  60,000  gals.;  2  pump,  eng., 
cap.  day  115,200  gals.;  mains,  5  m.,  2  to  6  in. 
dia.;  27  hyd.;  28  v.;  50  ser\.:  pre?.,  dom.  ft  f., 
55  lbs.;  cons,  day,  25,000  gale.;  cost,  $35,000; 
wks.    own^d    by    city. 

HOBART,  p.  8,845.  F.  dept.— 1  hose  wag.,  2 
brs.;  hose,  cot.  rub.  lined,  gd.,  1,750  ft;  inf., 
760  ft;  tot  hose.  2.600  ft;  f.  al..  telp.  ft  bell; 
tot  mem.,  14,  pd.  full  time  2,  pd.  part  time  2, 
vol.    10. 


Water  Supply — Src,  creek;  sys.,  pump  to  stdp.; 
stdp.  cap.,  100,000  gals.;  res.  cap.,  800,000  gals.; 
2  pump,  eng.,  class  dup.,  cap.  day  8,000,000  gak.; 
mains,  4  to  8  in.  dia.;  180  hyd.;  pres.,  dom.  6t 
lbs.,  f.  100  lbs. 

iHOLDENVILLE,  p.  2,296.  F.  dept. — 1  hose 
w«g.,  1,200  ft.  hose;  f.  al.,  wh.;  v<al.  equip., 
$1,500;  v^al.  bldg».,  $12,000;  exp.  dept,  $200; 
tot   mem.,    9   vol. 

Water  Supply-^-Src,  res.  ft  riv.,  3  ft  6  m.  bus* 
cent;  sys.,  pump  to  stdp.;  stdp.  cap.,  75,000  gals.; 
res.  cap.,  65.000,000  gals.;  2  pump,  eng.,  clasa 
dup.,  cap.  day,  8,000,00()  gala.;  mains,  c  I,  6  m., 
2  to  8  in.  dia.;  75  hvd.;  80  v.;  200  met;  450 
serv.:  pres..  dom.  90  lbs.,  f.  125  lbs.;  cone,  day, 
300,000  gals.;  cost,  $125,000;  cost  mtce.,  $5,000; 
wks.  owned  by  city. 

KINGFISHER,  p.  2,588;  f.  area.  640  a.;  mere 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ord.;  causes 
of  f.  inv.  F.  dept — 2  c  hand  ex.,  1  comb,  ladder 
ft  hose  wag.,  1  hose  car.,  2  hrs. ;  hose,  cot,  rub. 
lined,  gd..  2,000  ft;  inf.,  500  ft;  tot  hose.  2,500 
ft;  f.  al..  telp.  ft  bell;  val.  equip.,  $2,640;  vaL 
bldgs.,  $100;  exp.  dept,  $1,314;  tot.  mem.,  12, 
pd.  full  time  1,  pd.  part  time  11;  undrs.  rating, 
A%  class. 

Water  Supply — Src,  wells,  %  m.  bus.  cent; 
sys.,  pump  to  stdp.  ft  dir.;  Rtdp.  cap.,  100,000 
gals.;  mat,  stl. ;  res.  cap.,  15,000.000  gals.;  2 
pump,  eng.,  class  comp.  trip.,   cap.   dav,   1,000,000 

fals.;  mains,  c  i.,  6  m.,  4  to  10  in.  dia.;  40  lurd.; 
8  v.:  met,  250;  265  serv.:  pres.,  dom.  70  lbs., 
f.  120  lbs.;  cons,  day,  75,000  gals.;  cost,  $100,- 
000;  cost  mtce.,  $2,000;  wks.  owned  by  city. 

KREBS,  p.  8.000;  f.  area,  150  a.  F.  dept. — 
c  hand  ex.,  1.600  ft.  hose;  val.  equip.,  $2,000; 
val.  bldgs.,   $100;   vol. 

Water  Supply — Src,  res.;  sys.,  dir.  pres.;  50 
hyd.;  pres.,  dom.  ft  f.  50  lbs.;  cost,  $65,000;  wks. 
owned  by  city. 

LAWTON,  p.  7,788;  f.  area,  960  acres;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  3  stor.;  priv.,  stn., 
bk.  ft  wd.,  1  to  3  stor.;  wd.  rfs.  not  perm,  in  f. 
area;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  auto.  comb.  ho-»e,  c.  A  lad<ler  wag.,  8,  c 
hand  ex.,  2  c.  eng.,  3  hirs. ;  hose,  cot,  rub.  lined, 
gd.,  4,500  ft;  f.  al.,  bell;  val.  equip.,  $14,000; 
val.  bldgs.,  $28,000;  exp.  dept,  $8,500;  tot  mem., 
7,  pd.  full  time 

Water  Supply — Src,  artificial  lake  covering  100 
a.,  11  m.  Lawton  in  Wichita  Mountains,  cap* 
5,000,000,000  gals.;  sys.  grav.;  pres..  85  lbs.;  1.730 
taps;  cost,  $476,410;  wks.  owned  by  municipality.. 

McALESTER,  p.  12,954.  F.  dept — 1  comb.  h. 
ft  L  trk.,  2  hoae  wag.,  1  chief's  buggy,  4  hand  c. 
ex.,  8  hrs.;  hose,  cot  jacket,  gd..  4,000  ft;  f.  al., 
Oamewell  ft  telp.;  tot  mem.  15,  pd.  full  time  5, 
vol.  10. 

Water  Supply — Src,  2  artificial  lakes  ft  creek, 
8  m.  bus.  cent;  sys.,  pump  to  stdp.;  stdp.  oap., 
450,000  gaK;  res.  cap.,  2.000,000  gals.;  3  piimp. 
eng.,  class  dup.,  cap  day,  4.000,000  gals.;  mains, 
c.  i.,  25  m.,  4  to  16  in.  dia.;  220  hyd.;  120  v.; 
1.750  met;  2.187  serv.;  pipe,  galv.  i.;  pres..  dom. 
80  lbs.,  f.  120  lbs.;  cons,  day,  600,000  gals.;  cost, 
$750,<I00;  cost  mtce.,  $76,000;  wks.  owned  by 
citv. 

MADILL,  p.  1,564.  F.  dept. — 2  hand  hose  carts; 
hose,  cot,  rub.  lined,  gd.,  1,000  ft;  f.  al.,  firearms; 
tot.  mem.,  20  vol. 

Water  Supply — Src,  well;  sys.,  pump  to  stdp.; 
stdp.  cap.,  50,000  ffsls. ;  1  pump,  eng.,  class  dup., 
cap.  day  450,000  gals.;  mains,  2  m.,  4  to  8  is. 
dia.;  50  hyd.;  pres.,  dom.  40  lbs.,  f.  96  lbs. 

MANQUM,  p  3,067;  f.  area,  640  a.;  mere  bldgs., 
stn.  ft  bk.,  1  to  4  stor.;  priv.,  bk.,  stn.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  i.  inv.  F.  dept. — 1  comb,  c 
ft  h.  wag..  2  c.  hand  ex..  1  hose  reel.  2  hrs.;  hose, 
cot.  rub.  lined,  gd.,  2,500  ft;  inf.,  800  ft.;  tot 
hose,  3,300  ft;  f.  al.,  bell;  val.  equip.,  $5,000;  vi^ 
bldgs.,  $12,500;  exp.  dept,  $2,800;  tot  mem.,  10, 

f»d.    full    time    4,   pd.    part   time   6;    undrs.    rating, 
ourth  class. 
Water  Supply — Src,  wells.  1  m.  bus.  cent;  sys^. 

Sump  to  stdp.;  stdp.  cap.,  85,000  gals.;  mat,  c  L 
;  stl.;  8  pump,  eng.,  cap.  day.  960,000  gals.: 
mains,  c  i.,  12  m..  4  to  8  in  dia.:  81  hyd.;  25 
v.;  200  met;  600  serv.;  pres.,  dom.  85  lbs.,  f*  110 
lbs.;  cons,  day,  900,000  gals.;  cost  $85,000;  cost 
mtce,  $10,000;  wks.  owned  by  city. 
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MARIETTA,  p.   1,646.      F.  dept — 1   comb,  c  k 

b.  wag.,  2  c.  hand  ex.,  2  hand  nose  carts,  2  hra.; 
liose,  cot.,  rub.  lined,  gd.,  1,600  ft.;  f.  aL,  wh.; 
▼al.  equip.,  $2,900:  val.  bldoa.,  $6,000;  exp.  dept., 
^860;  tot.  mem.,  11,  pd.  fim  time  1,  toL  10. 

Water  Supply— <Src,  wells,  1  m.  bus.  cent.:  ays., 
CpPST.;  stdp.  oap.,  100,000  gals.;  res.  cap.,  60,000 
gate.;  pump,  en^.,  class  dup.,  cap.  day,  600,000 
gals.;  mains,  c.  i.,  6  m.,  4  to  8  in.  dia.;  64  nyd.; 
pres.,  dom.  50  lbs.,  f.  100  to  126  lbs.;  cons,  day, 
70,000  gals.;  wks.  owned  by  city. 

MARLON,  p.  2,000;  f.  area,  280  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  2  stor.:  priv.,  1  to  8  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  iwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 26  c.  band  ex.,  2  hoee 
car.;  hoee,  cot.,  rub.  lined,  gd.,  1,000  ft.;  f.  aL, 
telp.;  vaL  equip.,  $1,250;  tot.  mem.  86,  IS  active, 
12  associate,  12  vol. 

MARLOW,  p.  1,066.  F.  dept. — 2  hand  hose 
carts;  hose,  rub.  lined,  gd.,  1,000  ft.;  f.  al.,  firearms 
ft  telp.;  tot.  mem.,  12  voL 

Water  Supply — Src,  oreek  ft  wells;  sys.,  grav.; 
res.  cap.,  70,000  gals.;  2  pump,  eng.,  class  dup., 
•cap.  da>',  500,000  gals.;  mains.  2^  m.,  4  to  8  m. 
•dia.;  20  hyd.;  pres.,  dom.  50  lbs.,  f.  160  lbs. 

MEDFORD,  p.  1,110;  f.  area,  6  a.;  mere  bldgs., 
8>k..  stn.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  8 
etor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt. 
•ord.;   causes  of  f.  inv.     F.  dept. — 1  h.  ft  L  trk., 

c.  hand  ex.,  1  hose  car.;  hose,  cot,  rub.  lined,  gd., 
2,500  ft;  f.  al.,  bell  ft  wh.;  val.  equip.,  $1,500; 
tot  mem.  25,  pd.  $2  for  attending  eac»  f. 

Water  Supply — Src.,  well,  1%  m.  bus.  cent.; 
sys.,  dir.  ft  grav.;  stdp.  ft  res.  combined  cap.,  100,- 

000  gals.;  mat.,  iron;  2'  pump,  eng.,  class  complex, 
«ap.  day  1,000,000  gals.;  pres.,  dom.  48  Ibe.,  f. 
76  lbs.;  cons,  day,  72,000  gals.;  cost,  $87,000; 
•coet  mtce.,  $1,200;  wks.  owned  by  city. 

MIAIM4,    p.    2,907.      F.    dept. — 2    c.    band    ex., 

1  h.  ft  1.  trk.,  1  hoee  wag.,  4  hrs.;  hose,  cot., 
jrub.  lined,  gd.,  1,450  ft.;  inf.,  600  ft.;  tot  hose, 
^,060  ft;  f.  sL,  telp.;  v«l.  equip.,  $3,282;  val. 
■bldgs.,  $5,000;  exp.  dept,  $3,000;  tot  mem.  Id, 
pd.   full  time  8,  vol.   12. 

Water  Supply — Src,  artesian  well,  8%  blocks 
»bu8.  cent;  sys.,  pump  to  res.;  res.  cap.,  100,000 
.gals.;  mains,  cone.,  12  to  40  ft;  2  pump,  eng., 
•cap.  760,000  gals,  day;  mains,  iron,  8H  m.,  4  to 
10  in.  dik.;  86  hyd.;  pres.,  dom.  40  lbs.,  f.  80  lbs. 

MUSKOQEE,  p.  86,278;  f.  area,  16,000  a.;  mere. 
^Idgs.,  stn.  ft  bk.,  1  to  10  stor.;  priv.,  wd.,  bk.  ft 
stn.,  2  stor.;  wd.  rfs.  not  perm.  In  f.  area;  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 3  str.,  1  c.  eny., 
1  dilefs  auto.,  8  auto.,  1  h.  ft  L  trk.,  1  aer.  trk., 
8  comb.  c.  ft  h.  wag.,  18  c.  hand  ex.,  2  hoee  wag., 
16  hrs.;  hose,  cot.,  rub.  lined,  gd.,  8,600  ft;  f. 
aL,  Oamewell,  46  bx.;  vaL  equip.,  $48,000;  vaL 
bldgs.,  $88,000;  tot.  mem.  84,  pd.  fuU  time. 

Water  Supply — Src.,  Grand  rlv.,  6  m.  bus.  cent; 
flfv.,  pump  to  res.  ft  stdp.  ft  dir.,  %  m.  bus.  cent; 
res.  cap.,  6,000,000  gals.,  loc  160  ft  above  ft  8 
•n.  bus.  cent;  6  pump,  eng.,  cap.  day  18,000,000 
gals.;  mains,  c.  i.,  72  m.,  6  ft  84  in.  dia.;  622 
nyd.;  485  v.;  pres.,  dom.  65  lbs.,  f.  100  Ibe.; 
•cost,  $087,278;  wks.  owned  by  dty. 

NEWKIRK,  p.  1.992;  f.  area,  880  a.;  mere, 
bldgs.,   wd.,   2   stor.;   priv.,  wd.,   1   stor.;  wd.   rfs. 

r-m.;  fwks.  ord.;  causes  of  f.  inv.  F.  dept — 1 
ft  1.  trk.,  8  hose  car.;  hoee,  cot,  gd.,  1,800  ft.;  f. 
al.,  telp.  ft  bell,  street  bx.;  vaL  equip.,  $1,600; 
:tot.  mem.,  84  voL;  undrs.  rating,  fifth  dass. 

Water  Supply — iSrc,  wells,  %  m.  bus.  cent; 
ays.,  gnav.;  stdp.  cap.,  100,000  gals.;  re-j.  cap., 
100,000  gals.;  4  pump,  eng.,  cap.  day  10,000,000 
•gals.;  mams,  c.  i.,  ^  m.,  4  to  8  in.  die.;  82  hyd.; 
'.9  v.;  8  met;  8  serv.;  pres.,  dom.  67  lbs.,  f. 
:riO  lbs.;  cons,  day,  200,000  gals.;  cost  $•1,880; 
•cost   mtce.,    $100;    wks.   owned   by   city. 

NORMAN,  p.  8,784;  f.  area,  640  a.:  bldgs.,  bk. 
.ft  stn.,  8  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt 
ord.  F.  dept. — 1  comb.  c.  ft  h.  wag.,  8  c.  hand 
•ex.,  1  h.  ft  1.  trk.,  8  hose  car.,  8  hrs.;  hose,  cot, 
«ub.  lined,  gd.,  1,000  ft;  linen,  gd.,  500  ft;  inf., 
ft 00  ft;  tot  hose,  8,000  ft.;  f.  al.,  telp.;  tot 
<inem.,  18  vol.;  undrs.  rating,  second  dass. 

Water  Supply — Src,  wells,  8  blodcs  bus.  eent; 

.ays.,  pump  to  stdp.;  stdp.  cap.,  86,000  gals.,  dim. 

18  z  100,  loc.  4  blocks  bus.  cent;  res.  cap.,  181,- 

•000  gals.;  1  pump,  eng.,  cap.  day  180,000  gals.; 

imains,  c  1.,  8  m.,  4  to  8  in.  dia.;  SO  hyd.;  18  v.; 


met,  879;  277  serv.;  pipe,  galv.  L;  pres..  dooL  40 
lbs.,  f.  110  to  126  lbs.;  cons,  day,  80,000  gals.: 
cost  $28,500;  coat  mtce.,  $8,000;  wks.  owned 
by  dty. 

NOWATA,  p.  8,672.  F.  dept — 2  c  hsad  et, 
1  hose  wag.,  8  hrs.;  hose,  cot,  rub.  lined,  gd.. 
8.400  ft:  f.  aL,  telp.;  val  equip.,  $8,669;  vaL 
bldgs.,  $8,000;  en>.  dept..  $8,400;  tot  mem.,  9, 
pd.  full  time  8,  voL  7;  nnars.  rating,  6)^  dsss. 

Water  Supply— (Src,  Verdegris  riv.,  5  m.  bni, 
cent;  sys.,  pump  to  stdp.;  stdp.  cap.,  50,000 
gala.;  res.  oap.,  1,800,000  gala.;  8  pump,  eng., 
class  trip.,  cap.  day  2,112,000  gals.;  mains,  2  to 
8  in.  dia.;  72  nyd.;  pres.,  dom.  65  lbs.,  f.  100  lbs.; 
cost   $155,000;    cost   mtce,    $10,000. 

OKEENE,  p.  920;  mere,  bldga.,  bk.,  1  ft  8  stor.; 
priv.,  wd.,  1  ft  8  stor.;.  wd.  rfs.  perm,  in  t  srea; 
fwks.  ft  combt  ord.;  caoBea  of  1  not  inv.  F. 
dept. — 2  comb,  c  ft  h.  wag.,  1  c  eng.,  2  hose 
wag.;  hose,  cot,  rub.  lined,  gd.,  1,600  ft;  f.  &!.. 
wh.;  val.  equip.,  $8,000;  vaL  bldgs.,  $1,000;  exp. 
dept.,  $100;  tot   mem.,  12  voL 

Water  Supply— 6rc,  stdp.;  eye.,  pump,  dir.;  stdp. 
cap.,  25,000  |als.;  8  pump,  eng*,  cap.  daj*  2,000.- 
000  gals.;  maus,  8  m.,  6  to  10  in.  dia.;  26  hyd.; 
cost,   $35,000;  wks.  owned  by  city. 

OKEMAfI,  p.  1.889.     F.  dept — 8  e.  eng.;  hose. 
800  ft.;  f.  al.,  tdp.  ft  firearms;  tot  mem.,  16  vd. 
No  waterwks. 


OKLAHOMA  CITY,  p.  64,805;  f.  airea,  17  sq.  m.; 
mere  bldgs.,  cone,  cem.,  bk.  ft  stn.,  1  to  18  stor.; 
priv.,  bk.,  stn.  ft  wd.,  1  to  5  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes  of  t 
inv.  F.  dept — 7  str.,  8  comb,  c  ft  h.  wag.,  40  c 
hand  ex.,  2  auto.  comb,  c  ft  b.  wag.,  2  diiefi 
auto.,  1  aer.  trk.,  8  h.  ft  1.  trk.,  1  water  tower,  42 
hrs.;  hose,  cot.,  rub.  lined,  gd.,  29,000  ft;  c. 
3,000  ft;  tot  hose,  32,000  ft;  f.  al..  Gamewell. 
186  bx.;  val.  equip,  ft  bldgs.,  $200,000;  exp.  dept.. 
$90,000;  tot.  mem.,  75,  pd.  full  time. 

Water  Supply — Src,  riv.,  1^  m.  bus.  cent; 
sys..  pump  dir.;  8  pump,  eng.,  cap.  day  50.600,000 
gals.;  mains,  c  i.,  148  4-5  m.,  4  to  24  in.  dia.; 
796  hyd.;  769  v.;  2,206  serv.;  7,S7S  met;  pipe, 
galv.  L  ft  lead;  pres.,  dom.  60  Iba.,  f.  120  Ibi.; 
cons,  day,  10,000,000  gala.;  cost,  $188,000;  cost 
mtce,  $12,000;  wks.  owned  by  dty. 

OKMULQEE,  p.  4,176.  F.  dept — ^1  boae  wsg.; 
hoee,  1,000  ft.;  f.  aL,  tdp.  ft  wh.;  tot  mem.,  10 
vol. 

Water  Supply — Src.  wells;  sys.,  pump  to  stdp.; 
stdp.  cap..  70,000  gala.;  rea.  cap..  700,000  gals.; 
2  pump,  eng.,  cap.  day  2,000,000  gala.;  mains. 
4  m.,  6  to  12  in.  dia.;  48  hyd.;  prea.,  dom.  60 
lbs.,  f.   126  lbs. 

OLUSTEE,  p.  1,000;  f.  area,  160  a.     F.  dept— 

2  hose  carts,  1,000  ft  boae;  f.  aL,  bell;  vaL  cqulp^ 
$1,250;  tot.  mem.  17,  pd.  part  time;  vndia.  rat- 
ing,  fifth  class. 

Water  Supply — Src,  wdl;  «ya.,  pump.;  pnnpi 
eng.,  cap.  201,600  gals,  day;  18  hyd..  mains,  41 
blocks;  pres.,  dom.  44  lbs.,  L  100  Iba.;  coat  $80.* 
000;  cost  mtce,  $460;  wks.  owned  by  clt7* 

PAULS  VALLEY,  p.  2.689;  f.  area.  800  s.; 
mere  bldgs.,  bk.  ft  stn.,  1  to  8  stor.;  pfiv.,  wd, 

1  to  2  stor.;  wd.  rfe  perm,  in  f.  area.     F.  dept — 

2  c  hand  ex.,  1  hose  wag.;  boae,  eot.,  mb.  lined, 
gd.,  2.000  ft;  mem.  28,  full  time  8,  voL  80. 

Water  Supply— Src,  wdl,  %  m.  boa.  cettt;  9** 
grav.  ft  pump  dir.;  stdp.  cap..  80,000  gala.,  din. 
81  X  84;  mat,  stL  ft  iron;  rea.  cap.,  80,000  gsli., 
loc.  in  cent  dty;  2  pump.  eng..  dasa  dup.  oompL. 
cap.  day  2,000,000  gala.;  ma&a,  atL,  6  m.,  4  to 
8  in.;  40  hyd.;  18  v.;  met.,  14;  SO  aerv.;  pipe, 
iron;  prea.,  dom.  66  Iba.,  f.  186  Iba.;  coat  M^** 
000;  cost  mtce,  $780;  wka.  owned  Vf  city. 

PAWHUSKA.  p.  2,776;  f.  area,  l.SOO  a.;  mtn. 
bldgs.,  bk.  ft  wd.,  1  to  8  «txM*.;  priv..  bk.  ft  wd..  2  to 
8 etor.;  wd.  rfa.  perm.  in.  f.  area;  fwks.  ft  combt  onL: 
csoses  of  f.  inv.  F.  dept — 1  comb,  e  ft  b.  wag^  2 
c  hand  ex.,  8  hose  reels,  8  hrs.;  booe.  cot,  nh. 
Ifaied.  gd.,  1,600  ft;  f.  sL,  telp.;  vaL  equip.,  $8,460; 
vaL  bldgs.,  $8,000;  exp.  dept,  $1,800;  tot  mcnH» 
6,  pd.  full  time  8,  voL  8;  undrs.  sating,  4%  ciasa 

Water  Suppli^— Sre..  creek,  situated  Z  a.  bss. 
cent;  sys.,  dir.  pres.;  res.  cim.,  60,000,000  gili.: 
2  pump,  eng.,  cap.  day,  600,000  gals.;  nuuBs.  e  i« 
8  m.,  4  to  8  bi.  dia.;  40  hyd.;  40  v.; 
60  lbs.,  f.  100  lbs.;  cost  $07,000. 
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PAWNEE,  p.  2,101;  f.  area,  100  a.;  bldga.,  atn., 
bk.  Jc  wd.;  wd.  rfs.  not  perm.  F.  dept. — 1  hose 
wag.,  2  hose  reels;  hoee,  sd.,  2,000  ft;  f.  al.,  bell; 
TaL  equip.,  $2,600;  vat  oldga.,  $400;  tot.  mem., 
16,  pd.  part  time  1,  vol.  16. 

Water  Supply — Src,  crec^;  sjra.,  pvmp  to  atdp.; 
■tdp.  dim.,  27  ft.  dia.;  2  pump,  eng.;  maina,  2  m.; 
14  hyd.;  met.,  6;  76  aerv.;  prea.,  dom.  75  lbs., 
f.  80  lbs.;  ooet,  $20,000;  cost  mtoe.,  $2,000; 
wks.  owned  by  city. 

PERKINS,  p.  800;  f.  area,  160  a.:  mere,  bldgs., 
bk.  &  wd.,  1  &  2  stor.;  priv.,  bk.  ft  wd.,  1  &  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwka.  k  combt.  ord.:  causes 
of  f.  inv.  F.  dept — 2  hose  carts,  1  c  cart;  hose, 
cot.,  rub.  lined,  ffd.,  1,000  ft.;  f.  al..  bell:  val. 
equip.,  $1,600;  val.  bldgs.,  $100;  ezp.  dept,  $600; 
tot.  mem.,  16  vol.;  undre.  rating,  4^  class. 

Water  Supply— Src,  well,  1  m.  bus.  cent;  sts., 
pump  dir.;  1  pump,  eng.,  cap.  day,  60,000  gals.; 
mains,  3  m. ;  26  hyd.;  50  v.:  pres.,  dom.  46  lbs., 
f.   100  lbs.;  cost,  $20,000;  wks.  owned  by  city. 

PERRY,  p.  3,188;  f.  area,  600  a.;  mere,  bldgs., 
wd.,  stn.  ft  bk.,  2  stor.;  priv..  wd.,  2  stor.;  wd. 
rfs.  perm.;  fwks.  ord.;  causes  ox  f.  inv.  F.  dept — 
6  c.  ex.,  1  h.  ft  1.  trk..  2  hrs.;  hose,  cot,  gd.,  2,000 
ft.;  elec.  wh.  al.;  val.  equip.,  $1,800;  ezp.  dept, 
$1,450;  tot.  mem.  15,  pd.  full  time;  undrs.  rating, 
third  class. 

Water  Supply — Src,  res.,  1  m.  bus.  cent;  sys., 
pump  to  res.;  res.  cap.,  166,000,000  gala.;  2  pump, 
eng.,  class  dup.,  cap.  day,  4,000,000  gals.:  mains, 
6  m.,  4  to  10  in.  dia.;  40  hyd.;  80  met;  160  serv.: 
pres.,  dom.  60  lbs.,  f.  130  lbs.;  cons,  day,  160,000 
gals.;  wks.  owned  by  city. 

PONCA,  p.  2,521;  f.  area,  80  blocks;  mere, 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  not  perm.  In  f.  area;  combt 
ord.;  causes  of  f.  inv.  F.  dept — 21  o.  hand  ex., 
2  aer.  trk.,  2  hose  carts;  hose,  cot,  mb.  lined, 
gd.,  2,000  ft,  inf.,  800  ft;  tot  hose,  2.800  ft.; 
f.  al.,  bell;  val.  equip.,  $1,600;  vaL  bldgs.,  $10,000; 
exp.  dept.  $000;  tot  mem.,  17,  pd.  full  time  1, 
pd.  part  time  16;  undrs.  rating,  fifth  class. 

Water  Supply — Src,  well,  1^  m.  bus.  cent; 
sj's.,  pump  to  stdp.;  stop,  cap.,  100,000  gals.;  dim., 
10  s  27,  loc.  cent  of  town;  mat,  stl.;  res.  cap., 
100,000  gals.;  8  pump,  eng.,  cap.  day,  860,000 
gals.;  mams,  c  i.,  6  m.,  4  to  8  in.  dia.;  57  hvd.; 
100  v.;  600  met;  600  serv.;  pres.,  dom.  60  lbs., 
f.  140  lbs.;  cons,  day,  290,000  gals.;  cost,  $105,- 
000;  wks.  owned  by  dty. 

POND  CREBK,  p.  1,113;  f.  area,  ^  m.;  mere 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  wd.  rfs.  perm,  in  f. 
area;  fwks.  ft  6ombt  ord.;  causes  of  f.  inv.  F. 
dept. — 1  c.  h.  ex.,  2  hose  wag.;  hose,  cot,  rub. 
lined,  gd.,  2,000  ft;  f.  al.,  bell;  val.  equip., 
$2,500;  tot  mem.,  ItO  vol.;  undrs.  c«ting,  second 
class. 

Water  Supply — Src,  weD;  sys*,  pvmp  to  stdp.; 
stdp.  cap.,  60,000  gals.;  2  pump,  eng.,  class  dup., 
cap.  day  1,400,000  gals.:  mains,  4  to  8  in.  dia.; 
27  hyd.;  pres.,  dom.  46  lbs.,  t  100  lbs. 

POTEAU,  p.  1,880;  f.  area^  800  a.;  mere,  bldgs., 
bk.  ft  stn.,  1  to  2  stor.;  priv.,  wd.,  1  to  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept — hoee,  1,000  ft;  undrs.  rating,  fifth 
class. 

Water  Supply — Src,  lake;  sys.,  pump  to  stdp.; 
stdp.  cap.,  100,000  gals.;  2  pump,  eng.,  class 
comp.  dup.,  cap.  day  2,000,000  gals.;  rea.  can., 
166,000  gals.;  mains,  8  to  6  in.  dis.;  S2  hyd.; 
pres.,  dom.  80  lbs.,  t  110  lbs. 

fPRAQUE,  p.  1,025.  F.  dept. — 1  str..  1  comb, 
c  ft  h.  wag.,  8  hose  wag.,  8  hose  reels;  hose, 
cot,  rub.  lined,  gd.,  *1,800  ft;  f.  al.,  wh.;  val. 
equ^.,  $80,000;  val.  bldgs.,  $5,000;  tot  mem. 
85.  pd.  pert  time   15,  voL   20. 

Water  Supply — Src,  wells,  ^  m.  bus.  cent; 
ays.,  grav.,;  stdp.  cap.,  70,000  gals.;  mat,  stl.; 
res.  cap.,  75,000  gals.;  2  pump,  eng.,  class  comp. 
dup.,  cap.  day  1,000,000  gals.;  main«,  c  i.,  10  m., 
2  to  8  in.  dia.;  20.  hyd.;  105  met;  109  serv.;  pipe, 
galv.  i.;  pres.,  dom.  60  lbs.,  f.  100  lbs.;  cons,  day, 
80,000  gals.;  cost,  $25,000;  wks.  owned  by  city. 

PURCELL,  p.  2,740.  F.  dept^l  comb.  h.  ft 
I.  wag.,  2  hand  c.  ex..  1  hose  wag..  1  hose  reel,  1 
hrs.;  hose,  cot,  rub.  Imed,  gd.,  2,700  ft.;  inf.,  800 
ft;  tot  hose,  8,000  ft;  t  al.,  telp.  ft  wh.;  val, 
eouip.,  $5,000;  val.  bldgs.,  $8,000;  exp.  dept, 
$2,500;  tot  mem.,  12,  pd.  full  time  1,  pd.  pert  time 
1,  VOL  10. 


Water  Supply— Src,  well;  sys.,  pump  to  stdp.; 
stdp.  cap.,  100,000  gals.;  res.  cap.,  520,000  gals.: 
2  pump,  eng.,  dass  comp.  dup.,  cap.  dae,  1,000,000 

?ais.  each;  mains,  8^  m.,  4  to  8  in.  dia.;  68  hyd.; 
00  met;  260  serv.;  ores.,  dom.  60  Ib^.,  f.  12o  lbs.: 
cons,  day,  76,000  gau.;  cost,  $75,000;  wks.  owneo 
by   city. 

RALSTON,  p.  597.     F.  dept — ^Not  reported. 

Water  Supply — Src,  well,  H  m.  bus.  cent, 
sys.,  pump  to  stdp.;  stdp.  cap.,  50,000  gals.;  mat., 
stL;  res.  cap.,  60,000  gals.;  1  pump,  eng.,  cap. 
day  600,000  gals.;  mains,  1  m.,  6  to  10  in.  dia.; 
20  hyd.;  met,  10;  pipe,  iron;  cons,  day,  8,000 
gala.;  cost,  $1,900;  cost  mtce.,  $1,000;  wks. 
owned  by  city. 

RAMONA,  p.  725;  L  area,  2  blocks;  mere  bldgs., 
bk.,  stn.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  not  perm.  In  f.  area:  no  fwks. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept— 1  c 
eng.,  1  c  hand  ex.,  8  hose  reels;  hose.  nib.  lined, 
gd.,  1,600  ft;  f.  aL,  bell;  vaL.equq>.,  $1,800; 
voL;  undrs.  rating,  fifth  class. 

Watsr  Supply — Not  reported. 

RYAN.  p.  2,000;  f.  area,  400  a.;  mere  bldgs.. 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 8  complete  hose  reels 
and  equipment;  f.  al.,  bell:  vaL  equip.,  $1,500;  val. 
bldgs.,  $500;  exp.  dept,  $150;  tot  mem..  30  vol. 

Water  Supply — Src,  riv.,  1  m.  bus.  cent;  sys., 
pump  dir.;  2  pump,  eng.,  cap.  day,  100,000  gals.; 
36  hyd.;  pres.,  dom.  90  Ibe.,  f.  120  lbs.;  c-ost, 
$50,000:   wks.  owned  by  city. 

SALLI8AW,  p.  2,479;  f.  area,  10  sq.  blocks;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  3  stor.;  priv.,  bk.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  mv.  F.  dept. — 1  comb.  h. 
ft  1.  ft  hose  wag.,  2  c  hand  ex.,  1  hose  wag.,  1  hose 
reel,  2  hrs.;  hose,  cot,  rub.  lined,  gd.,  1,750  ft;  f. 
aL,  telp..  bell  ft  wh.:  val.  equip.,  $5,000;  val.  bldss.. 
$600;  exp.  dept,  $1,400;  tot  mem.,  14,  pd.  full 
time  1,  vol.  13. 

Water  Supply — Src,  creek;  sys.,  pump  to  stdp.; 
stdp.  cap.,  50,000  gals.;  1  pump,  eng.,  class  dup.; 
mains,  4  2-5  m.,  2  to  8  in.  dia.;  48  nyd. 

SAPULPA,  p.  8,888;  f.  area,  160  a.;  wd.  Hs. 
not  perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dep«. — 1  auto.  comb,  pump  ft  hose 
wag.,  6  c  hand  ex.,  1  h.  ft  L  trk.,  1  hose  wag.,  2 
hrs.;  hose,  cot.  rub.  lined,  gd.,  6,000  ft.;  ml).. 
gd.,  200  ft;  tot  hose,  6,200  ft;  f.  al.,  OameweU, 
20  bx.;  vaL  equip.,  $28,660;  vaL  bldgs.,  $16,000; 
tot  mem.  18,  pd.  fuU  time  8,  voL  10. 

Water  Sunoiy — Src,  wells  ft  creek,  1  %  m.  bus. 
cent;  sys.,  dir.  pres.;  res.  cap.,  860,000,000  gals.; 
8  pump.  eng.i  cap.  day  6,000,000  gals.;  mains, 
40  m.,  4  to  80  in.  dia.;  346  hyd.;  187  v.;  met, 
200;  2,000  serv.;  pipe,  c  i.;  pres.,  dom.  70  lbs., 
f.  160  lbs.;  cons,  day,  2,000,000  gals.;  cost  mtce., 
$10,000;  wks.  owned  by  dty. 

SAYRE,  p.  1,881.  F.  dept — 2  hand  hose  reels; 
hose,  cot,  rub.  lined,  gd.,  1,960  ft.;  inf.,  60  ft;  tot 
hose,  2,000  ft;  f.  al.,  telp.  ft  wh.;  tot  mem.,  15  vol. 

Water  Supply — Src,  well;  sys.,  pump  to  stdp.; 
stdp.  cap.,  50,000  gala.;  1  pump,  eng.,  class  dup., 
cap.  day  720,000  gals.;  mains,  2  m.,  4  to  8  m. 
dia.;  28  hyd.;  pres.,  dom.  66  to  70  lbs.,  f.  126  lbs. 

SHAWNEE,  p.  12,474;  f.  area.  8,000  a.;  mere 
bldgs.,  stn.  ft  bk.,  1  to  5  stor.;  priv.,  stn.,  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  not  perm.  In  f.  area;  fwks. 
ft  combt.  ord.;  causes  of  i.  inv.  F.  dept. — 1  h. 
ft  L  trk.,  10  c  hand  ex.,  1  comb.  e.  ft  h.  wag.,  1 
comb,  c  ft  h.  auto,  trk.,  2  hose  wag.,  7  hrs.:  hose, 
cot,  rub.  lined,  gd.,  6,500  ft.;  f.  al.,  bell;  val. 
equip.,  $12,995;  vaL  bldgs.,  $6,000;  tot  mem 
10,  pd.  full  time. 

Watsr  Supply— Src,  North  Canadian  riv.,  1  m. 
bus.  cent;  sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap., 
100,000  gals.,  dim.  22  x  48;  mat,  stl.;  4  pump, 
eng.,  class  comp.  dun.,  cap.  day  2,000,000  gals, 
each;  mains,  c  L,  27  m.,  4  to  14  in.  dia.;  178 
hyd.;  met,  1,860;  1,900  serv.;  pipe,  galv.  L; 
pres.,  dom.  00  lbs.,  f.  126  lbs.;  cons.  day.  1,000,- 
000  gals.;  cost,  $206,000;  cost  mtce.,  $14,000; 
wks.  owned  by  city. 

SNYDER,  p.  1,122.  F.  dept— 2  hand  hose 
reels;  hose,  1,000  ft;  t  al.,  telp.  ft  wh.;  tot 
mem.,  26  voL 

Water  Supply — Src,  well;  «ys.,  pump  to  stdp.; 
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8tdp.  cap.,  60,000  galB.;  1  pump,  eng.,  daas  dup., 
cap.  day  760,000  gala.;  malna,  1%  m.,  4  to  8  in. 
dia.;  18  byd.;  pres.,  dom.  46  Iba.,  f.  100  Iba.; 
cona.  day,  26,000  gala. 

SOUTH  MoA'LESTCR;  f.  area,  4,000  a.;  mere, 
bldgs.,  bk.,  2  tA:  3  «tor. ;  priv.,  wd.,  1  &  2  stor.; 
wd.  rfs.  perm,  in  f.  axea;  fwks.  A  combt. 
ord. ;  cauaes  of  f.  inv.  F.  dept. — 1  c  eng., 
1  comb.  c.  &  h.  wag.,  c.  band  ex.,  2  hose  wag., 
chief's  buggy;  hose,  cot.,  rub.  lined,  gd.,  3,500 
ft.;  inf.,  1,000  ft.;  tot.  hose.  4,500  ft.;  f.  al., 
Gamewell,  18  bx. ;  \-«l.  equip.,  $17,140;  val.  bldgs., 
$13,>900;  exp.  dept..  $13,407;  tot.  mem.  12,  pd. 
full   time    11,  pd.   part  time   1. 

Water  Supply — Src.,  vaterahed,  8^  m.  bua. 
cent.;  sys.,  pump  to  stdp. ;  stdp.  cap.,  450,000 
gala.,  dim.  80  z  86;  mat.,  atL;  2  pump,  eng.,  cap. 
day  1,000,000  gals.;  malna,  c.  L,  11  m.,  6  to  16 
In.  dia.;  117  hyd.;  met.,  800;  800  aenr.;  pipe, 
lead  k  galv.  i.;  prea.,  dom.  SO  Iba.,  f.  126  Iba.; 
cost,  $200,000;  wka.  owned  by  city. 

STIGLER,  p.  2,000;  f.  area,  600  a.;  mere,  bldga., 
bk.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  ator.;  wd.  rfe. 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — c.  eng.,  c.  hand  ex.,  3  hose  carts; 
hose,  cot.,  rub.  lined,  gd.,  1,600  ft.;  f.  aL,  wh.; 
tot.  mem.,  20  vol. 

Water  Supply — Src,  dam  across  ravine,  1^  m. 
bua.  cent.;  sys.,  pump  to  stdp.;  res.  cap.,  70,000,- 

000  gala.;  mains,  c  L,  2  to  8  in.  dia.;  60  hyd.; 
26  v.;  pipe,  galv.  L;  cost,  $76,000;  wks.  owned  by 
city. 

STILLWATER,  p.  8,444;  f.  area,  120  a.;  mere, 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  stn.,  bk. 
ft  wd.,  1  to  8  stor.;  wd.  rfs.  not  perm,  in  t  area; 
fwka.  ft  combt.  ord.;  cauaea  of  f.  inv.     F.  dept. — 

1  comb,  c.  ft  h.  wag.,  2  c.  hand  ex.,   1  hose  wag., 

2  hrs.;  hose,  cot,  rub.  lined,  gd.,  2,000  ft.;  inf., 
400  ft.;  tot  hose,  2.400  ft.;  f.  al.,  wh.  ft  telp.:  val. 
equip.,  $8,000;  val.  bldgs.,  $2,600;  ezp.  dept, 
$2,400;  tot  mem.,  16,  pd.  full  time  8,  pd.  part 
time  0,  vol.  6. 

Water  Supply — Src,  wells  ft  strm.,  1  m.  bus. 
cent;  sye*!  grav.  ft  pump  dir.;  stdp.  cap.,  100,000 
gala.,  dim.  22  z  89;  mat.,  iron;  2  pump,  eng., 
class  comp.  dup.,  cap.  day  098,000  gala.;  maina, 
iron,  8  m.,  4  to  8  in.  dia.;  32  hyd.;  18  v.;  412 
serv.;  pipe,  galv.  i.;  pres.,  dom.  66  Iba.,  f.  180  lbs.; 
cona  day,  200,000  gals.;  cost,  $104,000;  wks. 
owned  by  city. 

STILLWELL,  p.  2,000;  f.  area,  820  a.;  mere, 
bldgs.,  bk.  ft  stn.,  1  ft  2  stor.;  priv..  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept — 1  h.  ft  L  trk., 
2  hose  wag.,  2  hoae  car.;  hose,  cot.,  rub.  lined, 
gd.,  1,600  ft.;  f.  aL,  bell;  val.  equip.,  $1,600; 
tot.  mem.,   24   voL 

Water  Supply — Src,  spr.,  3  m.  bus.  cent.;  sys., 
piunp  to  stdp.;  stdp.  cap..  60,000  gala.;  mat, 
iron;  res.  cap.,  300,000  gals.;  maina,  mat,  iron, 
4  to  6  in.  dia.;  pipe,  iron;  prea.,  dom.  46  lbs.,  f. 
60  lbs.;  wks.  owned  by  city. 

STROUD,  p.  1,220.  F.  dept. — 2  hand  hose 
carts,  1,600  ft  hose;  t  al.,  telp.,  wh.  ft  bell;  tot. 
mem.,  16  vol. 

Water  Supply — Src,  well;  sya.,  grav.;  2  pump, 
eng.,  claaa  comp.  dup.,  cap.  day  600,000  gals, 
each;  1  pump,  cap.  86,000  gala,  day,  loc  in  aub- 
station  at  creek;  mains,  8  m.,  4  to  8  in.  dia.; 
20  hyd.;  pres.,  dom.  40  lbs.,  f.  80  lbs. 

SULPHUR,  p.  8,684.  F.  dept. — 1  comb,  c  ft 
hose  wag.,  3  c.  hand  ex.,  2  hnnd  reels,  2  lurs. ;  h'>«e, 
cot.,  rub.  lined,  gd.,  2,200  ft;  inf.,  600  ft.;  tot. 
hose,  2,800  ft;  f.  al.,  telp.  ft  wh.;  val.  equip., 
$4,575;  val.  bldgs.,  f  1,200;  exp.  dept,  $1,200;  tot 
mem.,   14,  pd.  full  time   1,  pd.  part  time  4.  val.   9, 

Water  Supply— Src,  spr.  &  wells,  1  ni.  bus.  cent.; 
sy8.,  pump  to  stdp.;  stdp.  cap.  day,  100,000  gals.; 
2  pump,  eng.,  class  dup.,  cap.  day  1,500,000  gals.; 
mains,  c.  i.,  9  m.,  4  to  12  in.  dia.;  51  hyd.;  21  v.; 
.500  serv.;  pres.,  dom.  ft  f.,  110  lbs.;  cons,  day, 
50.000  gals.;  cost,  $65,000;  cost  mtce.,  $6,000; 
wks.  owned  by  city. 

TAHLEQUAH,  p.  2,891;  mere  bldgs..  bk.  ft 
stn.,  2  to  8  stor.;  wd.  rfs.  not  perm,  in  bus.  seo> 
tion;  fwks.  ft  combt  ord.  F.  dept. — Comb,  c  ft 
h.  wag.,  c  hand  ez.,  h.  ft  1.  trk.,  2  hrs.;  hoae, 
cot.,  rub.  lined,  gd.,  1,000  ft.;   tot.  mem.,  21. 

Water  Supply — Src,  spr.,  ^  m.  bus.  cent;  STi.* 
pump  to  res.;  res.  cap.,  400,000  gals.;  2  pump,  eng., 
class  comp.,  csp.  day,  1,000,000  gals.;  maina,  c  1., 


10  m.,  4  to  10  in.  dia.;  80  hyd.;  50  v.;  115  met; 
860  serv.;  pipe,  c  L;  pres.,  dom.  ft  f.  80  lbs.;  cons, 
day,  180,000  gala.;  cost,  $76,000;  wks.  owned  by 

TECUMSCH,  p.  1,626;  f.  area.  100  a;  mere 
bldgs.,  bk..  stn.,  oonc  ft  wd.,  1  to  8  stor.;  priv.,  bk. 
ft  wd.,  1  a  2  stor.;  wd.  rfs.  perm,  in  t  area;  firkt. 
ft  oombt  onL ;  catsea  of  f .  inv.  F.  dept — 1  h.  ft  L 
wag.,  2  hose  reels;  hose,  cot,  rub.  lined,  fd.,  1.100 
ft;  f.  al.,  telp.;  val.  equip..  $2,600;  vaL  bldg*,. 
$600;  tot  mem.,  12  vol.;  undrs.  rating,  third  dass. 

Water  Supply-— Src,  wella;  aya.,  pump  to  stdp.; 
stdp.  cap.,  60,000  gala.;  res.  cap.,  80,000  gib.; 
1  pump,  eng.,  dass  comp.  dup.,  cap.  day  720,000 
gals.;  maina,  4%  m.,  6  to  10  in.  dia.;  40  hyd.; 
prea.,  dom.  45  lbs.,  f.  180  Iba. 

TEMPLE,  p.  862.  F.  dept. — 1  hand  hose  icd; 
hose,  cot,  rub.  lined,  gd.,  1,100  ft;  f.  sL,  bell; 
tot  mem.,  20  vol. 

Water  Supply — Src,  lake;  sys.,  pump  to  stdp.; 
stdp.  cap.,  60,000  gals.;  maina,  2H  n^t  6  in.  dia.; 
6  hyd. 

THOMAS,  p.  1,371.  F.  dept— 2  hand  boM 
carts,  1  c  eng.,  2  hrs.;  hose,  rub.  lined,  gd.,  1,000 
ft;  f.  al.,  tdp.  ft  wh.;  tot  mem.,  14  voL 

Water  Supply — Src,  wella;  sys.,  pump  to  stdp. 
stdp.  cap.,  56,000  gala.;  res.  cap..  40.000  n^- 
1  pump,  eng.,  class  comp.  dup.,  cap.  day  1,000, 
000  gals.;  mains,  2  m.,  4  to  8  in.  dia.;  26  hyi 
prea.,  dom.  70  lbs.,  f.  100  lbs.;  cons,  day,  20,000 
gals. 

TISHOMINGO,  p.  1,408.  F.  dept.— 1  h.  k  I 
trk.,  2  hand  hoae  reela,  2  hand  c  ez.;  hose,  rvb. 
lined,  gd.,  1,000  ft;  f.  aL,  telp.,  bell  ft  wh.;  toL 
f.  dept 

Water  Supply — Src,  creek;  aya.,  pump  to  stdp.; 
stdp.  cap.,  80,000  gala.;  1  pump,  eng.,  class  trip., 
cap.  day  800,000  gals.;  midna,  S  m.,  4  to  8  la. 
dia.;  28  hyd.;  pres.,  dom.  56  Iba.,  f.  120  lbs. 

TULSA,  p.  18,182;  bldgs.,  bk.,  stn.  ft  cooc  is 
f.  area.  F.  dept. — 2  auto.  comb,  c  ft  h.  eoff.,  1 
auto  aer.  trk.,  1  comb,  c  ft  h.  wag.,  1  str.,  6  e. 
hand  ex.,  1  hose  wag.,  1  ch  efs  auto..  1  bugzy,  9 
hrs.;  hose,  cot,  rub.  lined,  gd.,  18,000  ft;  fTiL, 
Oamewell,  62  bz.;  tot   mem.  32,  pd.  part  tiaie. 

Water  Supply  —  Src,  Arkanaaa  riv.;  sya.,  gxav.  k 
pump.;  stdp.  cap.,  117,000  gala.;  4  pump,  eog^ 
class  comp..  cap.  day  20,000,000  gala.;  mains.  4 
to  20  in.  dia. 

VINITA,  p.  4,082;  mere  bldgs.,  mostly  bk.  F. 
dept. — 1  h.  k  1.  trk.;  hose,  cot.,  rub.,  p'l . 
1,700  ft;  f.  al.,  tdp.;  tot  mem.  21.  8  pd.  fnll 
time.  Id  vol. 

Water  Supply — Src,  artesian  well;  sya..  pv"P 
to  stdp.;  stdp.  cap.,  70,000  gala.;  res.  oap^  900.- 
000  gala.;  2  pump,  eng.,  dass  comp.  dup..  cap. 
day  2.000,000  gals.;  maina,  14  m.,  6  to  11  is. 
dia.;   104  hyd.:  prea.,  donu  48  lbs.,  f.  140  lbs. 

WAGONER,  p.  4,018;  f.  area,  9  blocks;  mere, 
bldgs.,  atn.  ft  bk.,  1  to  8  stor.;  priv.,  wd.,  1  k  2 
stor.;  wd.  rfa  not  perm.:  fwka.  ft  combt  ord.;  caoses 
of  f.  inv.  F.  dept — 1  nose  wag.,  2  hoae  reels.  (>  c. 
hand  ex.,  8  hrs.;  hose,  cot,  mb.  lined,  gd.,  1.^0.' 
ft;  inf.,  600  ft;  tot  hose,  2,400  ft,:  f.  si-,  elec.  k 
telp.;  val.  equip.,  $8,800;  vaL  bldgs..  $15,000; 
exp.  dept,  $4,000;  tot  mem.,  11,  p<L  full  time  3, 
vol.   8;  undrs.  rating,  fourth  daaa. 

Water  Supply — Src,  riv.;  aya.,  pomp  to  rtdp.; 
stdp.  cap.,  100,000  gala.;  1  pomp,  cog.,  dsss  oooip- 
dup.,  cap.  day  1,000,000  gala.;  mains,  B  m^  f 
to  10  in.  dia.;  67  hyd.;  pres..  dom.  62  Iba,  f^ 
00  lbs. 

WALTERS,  p.  2,000;  f.  area,  820  a.;  not. 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  wd^  1  ft  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  no  fwka.  ft  coiabt. 
ord.;  causes  of  f.  inv.  F.  dept — 8  hose  car.  k 
ladders;  hose,  cot,  rub.  lined,  gd.,  t,000  ft;  iaf-. 
600  ft;  tot.  hose,  2,600  ft;  f.  mL,  wh.;  tot 
mem.,  26  voL 

Water  Supply — ^Not  reported. 


WAPANUCKA,  p.  1,200;  f.  area.  5  blocka; 
bldgs.,  bk.  ft  stn.,  1  ft  2  star.;  priv.,  wd.,  1  k  t 
stor.;  wd.  rfs.  not  perm,  in  t  area;  fwka.  k 
combt.  ord.;  causes  of  f.  inv.  F.  dept — i  c 
eng..  c  hand  ex.,  8  hose  wag.;  hoae,  cot.  nA- 
lined,  gd.,  1,400  ft.;  inf.,  100  ft.;  tot  h<»*«f 
1,600  ft;  f.  al.,  bell  ft  wh.;  vsL  equip..  12,504; 
tot  mem.,  16  vol. 
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Water  Supply — Src.,  well  k  ree.,  1%  m.  bua. 
cent.;  qn.,  pump  to  stdp.;  stdp.  cap.*  76,000  gals.; 
mat.»  iron;  res.  cap.,  2£,000»000  gals.;  i  pump. 
eng.;  mains,  i  m.;  coat,  $46,000;  wks.  owned  by 

WATONGA,  p.  1,728.  F.  dcpt.—  2  hand  hose 
carts,  2  c  hand  ex.;  hose,  cot,  rub.  lined,  gd.,  1,500 
ft:  I.  al.,  telp.  k  wh.;  vaL  equip.,  |1,200;  val. 
bldgs.,  1250;  exp.  dept,  |100;  tot  mem.,  10  vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  40,000  gals.;  £  pump,  eng.,  class  comp. 
dup.,  cap.  day  600,000  gals,  each;  mains,  2  m.,  4 
to  0  in.  dla.;  24  hyd.;  pres.,  dom.  50  lbs.,  I.  100 
lbs.;  cons,  day,  80,000  gals. 

WAURIKA,   p.    2,028.  F.   dept. — 1    hand   h.    k 

L  trk.,  2  hand  nose  carts,  4  hand  c.  ei.:  hose,  cot, 

rub.  lined,   gd.,   700  ft;  f.   aL,  telp.  k  wh.;   tot. 
mem.,  24  vol. 

Water  Supply — Src.,  well;  sys.,  pump  to  stdp.; 
stdp.  cap.,  60,000  gals.;  2  pump,  eng.,  class  trip., 
cap.  day  500,000  gals,  each;  mains.  Z%  m.,  4  to 
8  in.  dia.;  86  hyd.;  pres.,  dom.  65  lbs.,  f.  110  lbs. 

WEATHERFORD.  p.  2.118;  f.  area,  100  a.;  mere, 
bldgs.,  bk.,  stn.  k  wd.,  1  ft  2  stor.;  priv.,  bk.,  stn. 
k  wd.,'  1  ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  ft  oombt  ord.;  causes  of  f.  Inv.  F.  dept — 
4  c.  hand  ex.,  1  hose  wag.,  2  hose  oar.,  2  hrs.; 
hosei  cot,  nib.  lined,  gd.,  2,000  ft:  inf.,  600  ft; 
tot.  nose,  2,600  ft;  f.  aL,  telp.  ft  wn.:  vaL  equip., 
$4,600;  exp.  dept,  |500;  tot  mem.,  12  voL 

Watar  Supply — Src.,  wells;  8  deep  well  pumps, 
combined  cap.  874,000  gals,  dsy;  srs.,  grav.;  res. 
cap.,  98,000  gala.;  1  pump,  eng.,  dasi  dup.,  eap. 
day  500,000  gals.;  mains,  %%  m.,  4  to  8  in. 
dia.;  28  hyd.;  pres.,  dom.  45  to  68  lbs.,  f.  126  lbs. 

WETUMKA,  p.  1,100.  F.  dept— 1  h.  ft  L  trk., 
2  c.  eng.,  100  ft  hose;  f.  al..  Sell;  tot  mem.,  20 

No  waterwks. 


WEWOKA,  p.  1,022.  F.  dept— 1  o^  eng.,  100 
ft  hose;  f.  al.,  telp.  ft  firearms;  tot  mem.,  18  vol. 

No  waterwka. 

WILBURTON,  p.  2,277;  f.  area,  10  a.;  mere, 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  2  stor.;  priv.,  wd.,  1 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft  oombt 
ord.;  causes  of  f.  inv.  F.  dept. — 2  hose  carts; 
hose,  cot,  rub.  lined,  gd.,  1,000  ft;  f.  al.,  bell; 
val.  equip.,  1 1,000;  tot  mem.,  21  voL 

Water  Supply — Src.,  2  creeks,  1  m.  bus.  cent; 
sys.,  pump  to  res.;  stdp.  cap.,  157.000  gals.;  2 
pump,  en^.,  class  comp.  dup.,  cap.  day  2,000,000 

Sals.;  mains,  2  m.,  4  to  8  in.  dia.;  20  hyd.;  pres., 
om.  75  lbs.,  f.  140  lbs.;  cons,  day,  126,000  gala.; 
wka.  owned  by  Oo. 

WOODWARD,  p.  2,606.  F.  dept.— 1  comb.  c.  ft 
hose  wag.,  6  c.  hand  ex.,  1  hose  wag.,  1  hose  reel; 
ho«e,  cot,  rub.  lined,  gd.,  2,700  ft:  f.  aL,  telp.; 
vaL  equip..  |7.142;  val.  bldgs.,  |4,000;  tot  mem., 
15,  pd.  full  time  2,  voL  18. 

Water  Supply — Src,  spr.;  i^s.,  grav.;  res.  cap., 
150,000  gals.;  2  pump,  eng.,  class  comp.  dup.,  eap. 
day  600,000  gals,  eadi;  maina,  0  m.,  4  to  8  in. 
dia.;  67  hyd.;  pres.,  dom.  60  lbs.,  f.  140  lbs.; 
oons.  day,  60,000  gals. 

WYNNEWOOD,  p.  2,002.  F.  dept— 1  c.  hand 
ex.,  2  hose  wag.,  2  hose  reels;  hose,  cot.,  rub. 
lined,  gd.,  2,000  ft;  f.  al.,  wh.;  tot  mem.  16, 
pd.  full  time  1,  vol.  15. 

Water  Supply — Src.,  well;  i^,  grav.;  2  pump, 
eng.,  class  comp.  dup.,  cap.  day  1,000,000  gals, 
each;  mains,  8  m.,  4  to  8  In.  dia.;  80  hyd.;  pres., 
dom.  40  to  50  lbs.,  f.  80  to  100  lbs.;  cons,  dsy, 
40,000  gals. 

Places  with  a  population  of  1,000  or  more  hav- 
ing no  organized  nre  dept— iLehigh,  Rocky,  Sulphw 
Springs. 

Places  with  a  population  of  1,000  or  more  not 

reported — ^Antlers,   Woodford. 
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ADAMS,  p.  206.     F.  dept. — ^YoL 
Water  Supply— Src.,  wells;   sys.,  res.;  pres.,  f. 
76  lbs. 

MjBAHY,  p.  4,27>5;  f.  area,  500  a.;  mere,  bldgs., 
bk.,  1  to  6  stor.;  priv.,  wd.,  2  stor,;  wd.  rfs.  not 
perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes  of 
f.  inv.     F.  dept. — 2  str.,  1  c  eng.,  10  c.  hand  ex., 

1  h.  &  L  trk.,  6  hose  car.,  2  hrs.;  hose,  cot.,  rub, 
lined,  gd.,  2,300  ft;  inf.,  700  ft;  tot  hose,  3,000 
ft;  f.  al.,  Gamewell,  12  bx.;  vaL  equip.,  $10,000; 
val.  bldgs.,  $1,000;  exp.  dept,  $5,800;  tot  mem. 
16,  pd.  full  time  3,  pd.  part  time  S,  vol  5. 

Water  Supply — Src.,  riv.,  14  m.  bua.  cent;  sys., 
dir.  pres.;  res.  cap.,  850,000  gals.;  2  pump,  eng., 
cap.  day,  3,500,000  gals.;  mains,  c.  ft  wrt  i.,  14  m., 

2  to  12  in.  dia.:  56  hyd.:  1,400  sorv.;  pipe,  galv.  L; 
prea.,  dom.  60  lbs.,  f.  100  lbs.;  wks.  owned  by  Co. 

ANTELOPE,  p.  175.    F.  dept— VoL 
Water    Supply — Sra,    wells;    ays.,    grav.;    prea., 
f.  76  lbs. 

ARLINGTON,  p.  817;  f.  area,  20  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  combt  ord.;  causes  of  f. 
inv.  F.  dept. — 10  c.  hand  ex.,  1  h.  ft  1.  trk.,  8 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft;  inf., 
600  ft:  tot  hose,  1,500  ft:  f.  al..  bell;  val. 
equip.,  $1,000;  vaL  bldgs.,  $600;  exp.  dept,  $260; 
tot.  mem.,  20  voL 

Water  Supply — Src,  riv.,  H  m.  bua.  cent;  sys., 
pump  to  res.;  res.  cap.,  75,000  gals.;  pump,  eng., 
cap.  day,  560,000  gals.;  mains,  wd.  ft  iron,  1,000 
ft,  6  to  8  in.  dia.;  12  hyd.;  160  serv.;  pipe,  galv. 
i.;  cost,  $8,000;  cost  mtce.,  $1,600;  wks.  owned 
by  city. 

ASHLAND,  p.  6,020;  f.  area,  800  a.;  mere, 
bldgs.,  stn.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd.,  1 
ft  IH  stor.;  wd.  ris.  perm.;  fwks.  ft  combt  ord. 
F.  dept. — 1  auto.  comb.  e.  ft  h.  wag.,  6  e.  band 
ex.,  40  buckets,  2  hose  car.;  hose,  maltese  ft  rub. 
lined,  gd.,  1,400  ft;  f.  al.,  dec,  7  bi.;  exp.  dept, 
9200;  tot  mem.,  60  voL;  undrs.  rating,  third  dass. 


Water  Supply — Src,  creek,  8  m.  bus.  cent;  ays., 

riv.;  mains,  stL,  82  m.,  2  to  18  in.  dia.;  65  hyd.; 
v.;  1,200  serv.;  pipe,  galv.  L;  prea.,  dom.  120 
lbs.,  f.  120  lbs.;  cost,  $78,000;  cost  mtce.,  $800; 
wks.  owned  by  city. 

ASTORIA,  p.  0,590;  f.  area,  200  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd.,  1  to  8 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  ord. 
F.  dept — 2  str.,  1  c  eng.,  18  c  hand  ex.,  1  aer. 
trk.,  8  auto.  comb,  c  ft  h.  wag.,  1  hose  wag.,  6 
hose  car.,  7  hrs.;  hose,  cot.,  rub.  lined,  gd.,  8,400 
ft.;  f.  al.,  Oamewell,  20  bx.;  vaL  equip.,  $85,000; 
vaL  bldgs.,  $40,000;  exp.  dept.,  $26,000;  tot 
mem.  80,  pd.  full  time  11,  pd.  part  time  10;  undn. 
rating,  third  class. 

Water  Supply — Src,  mountain  strm.,  11%  m. 
bus.  cent;  sys.,  grav.;  res.  cap.,  6,750,000  gals., 
loc  on  hill  back  of  dty;  maina,  c  L  ft  wrt  L,  14 
m.,  4  to  16  in.  dia.;  116  hyd.;  met.,  84;  1,870 
serv.;  pipe,  galv.  L;  pres.,  dom.  66  lbs.,  f.  112 
lbs.;  cons,  day,  2,500,000  gals.;  cost,  $206,278; 
cost  mtce.,  $7,000;  wks.  owned  by  dty. 

ATHENA,  p.  586.  F.  dept — 1  h.  ft  L  trk.,  2 
hose  carta;  tot  mem.,  20  vol. 

Water  Supply — Src,  wella  ft  spr.,  8  m.  bus. 
cent;  sys.,  grav.,  pump.  dir.  to  tk.,  cap,  50,000 
gals.;  res.  cap.,  260,000  gals.;  maina,  2%  m., 
4  to  10  in.  dia.;  cap.  pump  day,  450,000  gals.; 
27  hyd.;  prea.,  dom.  86  lbs.,  f.  100  to  120  lbs. 

BAKER  CITY,  p.  6,742;  f.  area,  1,200  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  stn.,  bk. 
ft  wd.,  1  and  2  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
eombt  ord.;  causes  of  f.  inv.  F.  dept. — 1  auto, 
comb,  c  ft  h.  trk.,  1  h.  ft  L  trk.,  1  comb.  c.  ft  h. 
wag.,  2  hand  ex.,  6  hose  reels;  hose,  cot,  rub. 
lined,  gd.,  6,660  ft;  f.  al.,  bell  ft  telp.;  val.  equip., 
$8,687;  val.  bldga.,  $1,000;  exp.  dept,  $10,247; 
tot  mem.  26,  pd.  full  time  4,  pd.  part  time  2, 
voL  20. 

Water  Supply— Src,  creek  ft  mountain  strm., 
21   m.   bua.   cent;   sys.,  grav.;   8   res.,   cone,   cap. 
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4,749,000  gals.,  loc.  1  m.  city;  maiiM,  wit.  i., 
80  m.,  4  to  12  in.  dla.;  160  hyd.;  1,S50  met.; 
1,085  serv.;  pipe,  galv.  i.;  pres.,  dom.  85  lbs.,  f. 
125  lbs.;  COM.  day,  1,600,000  gals.;  coat,  f825«* 
200;  wks.  owned  by  city. 

BAN  DON,  p.  1,80S.  F.  dept — 2  hand  hoae 
carta,  1  hand  c.  ex.,  1  h.  A  L  trk.,  1  str.,  700  ft. 
hoae;  f.  al.,  bell;  vol. 

Water  Supply — «?rc..  <«pr.,  2  m.  biw.  cent.;  sys., 
grav.;  2  res.,  cap.  7,000,000  gals,  k  250,000  gala.; 
maina.  wd.,  10  m.,  2  to  12  in.  dla.;  16  hyd.;  16 
met:  560  aerv.;  pipe,  galv.  i;  prea.,  dom.  85  lbs.,  f. 
55  lbs.;  cons,  day,  200,000  gala.;  cost,  |50,000; 
cost  mtce.,  $4, SOD;  wks.  owned  by  priv.  Co. 

SEND,  p.  586.  F.  dept. — 1  c.  eng.,  8  hose 
carts,  1,500  ft.  hose;  f.  al.,  bell;  val.  equip., 
12.275. 

Water  Supply — Src,  wella;  ays.,  grav.;  8  pmnp. 
eng.,  cap.  day  860,000  gals.;  mains,  6  to  8  in. 
dia.;   11  hyd.;  pres.,   f.   55  lbs. 

BROWNSVILLE,  p.  1.500.  F.  dept.— 1  hoae 
cart,  500  ft.  hose.  25  vol. 

Water  Supply — Src,  wella;  sys.,  grav.;  res.  cap., 
50,000  gals.;  mama,  6  in.  dla.;  5  hyd.;  pres.,  t 
80  lbs. 

CANBY,  p.  587.  F.  dept. — 6  e.  ex.,  1  b.  Ik  L 
trk.;  voL 

Water  Supply — ^Src,  well,  in  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  20,000  gal'.;  res.  cap., 
20,000  gals.;  2  pump,  eng.,  cap.  day  160,000 
gal«.;  mains,  iron,  5  m..  1  to  4^  in.  dia.;  200 
serv.;  pipe,  iron;  pres.»  dom.,  20  lbs.;  cons.  day. 
2^,000  gals.;  wks.  o\%'ned  by  M.  J.  Lee. 

CARLTON,  p.  500.  F.  dept. — 1  hose  cart,  250 
ft.  hose;  f.   al..  bell:  vol. 

Watar  Supply  —  Src,  wella;  mjb,,  dlr.  pres.; 
duplicate  pumps;  maina,  8  in.  dla.;  6  hyd. 

CLATSKANIE,  p.  747.  F.  dept.— 1  h.  k  1.  trk., 
2  hose  cartis,  1  c.  cart;  hose,  cot.,  rub.  lined,  gd., 
1,200  ft.;  inf.,  500  ft.;  tot.  hose,  1,700  ft.;  f. 
al.,  bell;  vol. 

Water  Supply — Src,  mounUin  oreek,  8  m.  bus. 
cent.;  sys.,  grav.;  res.  oap.,  3*50,000  gals.;  mains, 
stl.,  3  m.,  8  in.  dia.;  30  hyd.;  pres.,  dom.  100  to 
125  lbs.,  f.  125  lbs.;  cost,  $80,000;  wks.  owned 
by   city. 

CONDON,  p.  1,000;  f.  area,  100  a.  F.  dept— 
2  hoae  carts,  1  h.  &  1.  trk.,  1,100  ft.  hose;  val. 
equip.,  $1,500;  exp.  dept.,  $350;  tot.  mem.,  30 
vol. 

Water  Supply — Src,  wells,  in  bus.  cent.;  sys., 
pump  dir.;  2  pump,  eng.,  cap.  day  168,400  gals.; 
4i5  hyd.,  25  v.;  mains,  9  m.;  pres.,  dom.  k  f.,  75 
lbs.;  wks.  owned  by  city. 

COQUILLE,  p.  1,808;  f.  area,  10  a.;  mere, 
bldga.,  wd..  1  Jk  2  ator.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F.  dept. — 
1  c.  hand  ex.,  1  h.  &  1.  trk.,  2  hose  w«g.;  hose, 
cot.,  rub.  lined,  gd..  1.200  ft;  f.  al.,  bell;  val. 
equip.,  $1,500;  val.  bidgs.,  $1,000;  tot  mem., 
30   vol. 

Water  Supply — Src,  spr.,  4  m.  bos.  cent;  sys., 
grav.;  res.  cap.,  600,000  gals.,  loc.  on  mountaina; 
mains,  wd.,  4  m.,  6  to  8  in.  dia.;  IS  hyd.;  pipe, 
iron;  pres..  dom.  80  lbs.,  f.  80  lbs.;  cost,  $20,000; 
wks.  owned  by  city. 

CORVALLIS,  p.  4.652;  f.  area.  2  1-5  aq.  m.; 
mere  bldgs.,  bk.,  stn.  k  wd.,  1  to  6  stor.;  priv., 
bk.,  stn.  k  wd.,  1  to  8  stor.;  wd.  rfs.  not  perm, 
in  f.  area;  fwks.  k  combt  ora.;  cauaes  of  f.  inv. 
F.  dept. — 1  comb,  c  k  h.  wag.,  4  c.  hand  ex.,  2  h. 
k  1.  trk.,  5  hose  car.;  hose,  cot.,  rub.  lined,  gd., 
2,500  ft.;  rub.,  gd.,  400  ft:  inf.,  300  ft;  tot  hose, 
8.200  ft;  f.  al.,  te!p.;  val.  equip.,  $12,588;  vaL 
bldga.,  $16,000;  exp.  dept^  $3,074;  tot.  mem.,  65, 
pd.  full  time  1.  pd.  part  time  1,  vol.  68. 

Water  Supply — Src,  mountain  strm.,  18^  m. 
bus.  cent;  sys.,  grav.;  res.  cap.,  800.000  gala.; 
mains,  wd..  45  m.,  4  to  12  in.  dia.;  87  hyd.;  156 
v.;  1,000  met:  1,400  serv.;  pipe,  galv.  k  wrt  L; 
pres.,  dom.  60  lbs.,  f.  80  Iba.;  coat,  $140,000;  cost 
mtce.,  $2,300;  wks.  owned  by  city. 

COTTAGE   GROVE,  p.   1,884;  L  area,   600  a.; 

bldgs.,  wd.,  1  k  2  stor.;  wd.  rfs.  not  perm.  In  f. 
limits;  fwks.  ord.  F.  dept — 1  c  eng.,  8  hose  car.; 
hose,  cot.,  gd..  1,600  ft;  t  aL,  bell;  vaL  equip., 
$8,500;  val.  bldgs.,  $2,600;  exp.  dept,  $1,500; 
tot.  mem.,  35  vol. 

Water  Supply — Src,  mountain  strm.,  20  m.  bus. 
cent:  sx-s.,  grav.;  res.   cap.,  584,000  gals.;  mains. 


wd.,  20  m.,  4  to  12  in.  dia.;  82  hyd.;  40  taps; 
pres.,  dom.  k  f.,  85  lbs.;  cona.  day,  500,000 
gals.;    cost,    $185,000;    wks.    owned   by   dty. 

COWALLIS,  p.  6.000;  t  area,  •  bloda;  nurc. 
bldgs.,  bk.,  stn.,  wo.  k  cone,  1  H  8  stor.;  priv., 
wd.,  1  to  8  stor.;  wd.  rfs.  not  perm,  in  t  area; 
fwks.  k  combt.  ord.;  canaes  of  f.  inv.  F.  dept— 
1  comb,  c  ft  h.  wag.,  1  e.  eng.,  4  c  band  ex..  2 
h.  k  1.  trk.,  1  hose  wag.,  4  hose  car.,  i  bia.;  hose, 
cot,  rub.  lined,  gd.,  2,200  ft;  mb.,  ad.,  800  ft.; 
inf.,  200  ft.;  tot  hoae,  8,200  ft;  f.  aL,  telp.;  vaL 
eomp.,  $7,000;  exp.  dept.  $1,490;  tot  mem.  IIS, 
pd.  full  time  1,  vol.  117;  midrs.  rating,  aecood 
di 


Water  Supply — Src,  momtaina.  15  m.  hue.  eent.; 
wjB.t  grav.:  atdp.  cap.,  76,000  gals.;  mat,  oane.; 
maina,  6yi  m.,  10  to  12  in.  ola.;  80  hyd.:  ISO 
v.;  met.,  860;  pipe,  wd.  k  stL;  pres.,  dom.  75  Iba, 
f.  75  lbs.;  cost,  $75,000;  wks.  owned  by  dty. 

DALLAS,  p.  2,124;  mere,  bldn.,  bk.,  2  A  8 
stor.;  priv.,  wd.,  1  ft  2  stor.;  wa7  rfs.  penn.;  no 
fwks.  ord.  F.  dept — 2  c  ex.,  1  h.  ft  L  tik.,  4 
hose  car.;  hose,  rub.,  gd.,  1,200  ft;  f.  sL,  bdl; 
vaL  bldga.,  $2,500;  tot  mem.,  120  voL 

Water  Supply — Src,  mountain  creek,  7  m.  boa. 
cent;  sys.,  grav.;  2  rea.,  cap.  080,000  gsls.,  loc  1 
m.  west  bus.  cent;  mains,  iron,  stL  ft  wd.,  18  4-S 
m.,  1  to  12  in.  dia.;  57  hyd.:  08  ▼.;  865  met; 
615  serv.;  pres.,  dom.  ft  f.  85  lbs.;  cost,  $76,000; 
cost  mtce.,  $7,000;  wks.  owned  by  city.  Leased  to 
H.  V.  Gates. 

DAYTON,  p.  458.  F.  dept. — 1  boM  cart,  600 
ft  hose;  f.  al.,  bell;  voL 

Water  Supply — Src,  wells;  «ya.,  graT.;  re^  et^, 
500.000  gals.;  maina,  4  in.  dia.;  18  hyd.;  prea.,  f. 
110  lbs. 

DRAIN,  p.  885.  F.  dept — 2  hose  carta,  1.000 
ft.  hose;  f.  al.  bell;  no  org.  f.  dept 

Water  Supply — Src,  weUa;  m.,  grsT.;  ree.  cap., 
210,000  gala.;  16  hyd.;  prea.,  f.  86  lbs. 

ELGIN,  p.  1,120.     F.  dept — 2  hand  bose  carts. 

1  h.  ft  L  trk.,  1,200  ft  hose;  L  aL,  beU;  80  voL 
Water   Supply — Src.   creek;   qrs.,   grmv.;  Buina, 

4  to  6  in.  dia.;  25  hyo.;  prea.,  L  80  lbs. 

ENTERPRISE,  p.  1,842.  F.  dept. — ^t  hand  host 
carts,  1  h.  ft  L  trie,  1  c  eng.,  000  ft.  hose;  L  aL, 
bell;  voL 

Water  Supply — Src,  wells:  qrs.,  gimT.;  res.  can.. 
600,000  gals.;  maina,  4  to  8  in.  dla.;  17  hyd.; 
pres.,  f.  68  to  120  lbs. 

ESTACADA,  p.  405.  F.  dept — t  hand  hose 
carta,  600  ft  hose;  f.  aL,  bell;  toL 

Water  Supply — Src,  wella;  ays.,  graT.;  res.  cap.. 
140,000  gals.;  maina,  4  to  6  in.  dla.;  4  hyd.; 
pres.,  f.  80  lbs. 

EUGENE,  p.  9,000;  f.  area,  tft%  a.;  mere, 
bldgs.,  cone  ft  bk.,  1  to  5  stor.;  priT.,  wd.,  1  ft 

2  stor.;  wd.  rfs.  not  perm.;  fwfca.  ft  oombL  oid.; 
causes  of  f.  Inv.  F.  dept — ^1  antou  pnnp.  cog^ 
1  pump,  eng.,  1  c  ft  h.  wag.,  1  h.  ft  L  tifc.,  8 
hoae  carta:  hose,  rub.,  gd.,  6.000  ft;  c.  1,800  ft; 
tot.  hoae,  7,200  ft;  L  aL,  bell;  vaL  eqo^  $8,000; 
val.  bldga.,  $8,500:  ezp.  dept,  $8,560;  tot  men. 
150,  pd.  fnU  time  7,  voL  liS;  ante,  ntfng,  thM 
daaa. 

Water  Supply— Src,  Ht.,  %  m.  boa.  cent;  i^Bm 
pump  dir.;  res.  cap.,  2,000,000  gala.,  loc  on  top 
of  hill  on  north  aide  dty;  5  pomp,  eng.,  eap.  day 
6,500,000  gala.;  maina,  wrt  L,  85  m.,  4  to  12 
in.  dla.;  65  hyd.;  60  ▼.;  5.000  met;  1.900  aerv.: 

f»ipe,  galv.  L;  nrea.,  dom.   75  to  8ft  Dm.,  t  276 
ba.;  win.  owned  by  dty. 

FOREST  OROVE,  p.  1,772;  f.  aren.  175  a.: 
mere,  bldgs.,  bk.,  1  to  8  stor.  F.  dept— 1  h.  * 
1.  trk.,  1  hose  wag.,  4  hrs.;  hoae.  1.500  ft.;  f. 
n1..  bell  ft  wh. ;  val.  equip.,  $3,500;  vaL  bIdfL, 
$1,200;  exp.  dept,  $850;  tot  mem..   20  voL 

Water  Supply — Src,  creek.  9  m.  boa.  cent;  aya.« 
grav.;  res.  cap.,  640,000  j;aja.;  mains,  wd..  16  nu 


4  to  12  in.  dia.;  60  mrd.;  160  met;  450 
dom.    ft    f.    65    to    85    Iba.;    oost,    $60,000; 
owned  by  city. 

FOSSIL,  p.  481.    P.  dept— 1  ham  cait.  <00  ft 

hoae;  f.  aL,  bell;  voL 

Water  8upply---Src,  wdls;  qra.,  gimT.;  rea.  cap* 
15,000  gala.:  maina,  6  to  7  In.  din.;  It  hyd-: 
prea.,  f.  66  Iba. 

GLADSTONE,  p.  1.000.    Ho  t  dept. 
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Watar  Supply  — Sre.,  OUckamu  riv.,  at  boa. 
cent.;  tjB.,  pmnp;  rea.  cap.,  tOO,000  gala.;  1  pump, 
eng.,  clasjt  trip.,  cap.  day  500,000  gala.;  maiiiS.  2 
ID.;  pres.,  dom.  85  lbs.,  f.  86  Ibe.;  cost,  1^5,000; 
cost  mtce.,  $1,200;  wks.  owned  by  city. 

QRANT8    PASS,   p.    8,897;   t   area,    £   aq.    m.; 

mere  bldga.,  bk.  ft  wd.,  IH  ft  S  ator.;  priv.,  wd., 
1^  ft  2  ator.;  wd.  rfa.  perm.;  fwka.  ft  combu 
ord.  F.  dept — 2  c.  hand  ex.,  1  auto.  comb.  c.  ft  h. 
wag.,  8  hose  car.:  hose;  cot.,  rub.  lined,  gd.,  2,400 
ft.;  c.,  200  ft.;  inf.,  600  ft;  tot  hose,  1,200  ftj 
f.  al.,  telp.  ft  bell;  val.  equip.,  $8,000;  val.  bides., 
$10,000;  ezp.  dept,  $2,660:  tot  mem.,  18,  pd.  fuU 
time  2,  pd.  part  time  1,  toL  16. 

Water  Supply — Src,  riv.,  1  m.  bus.  cent.;  sys., 
pump  to  rea.;  res.  cap.,  800,000  gals.,  loc.  1  m. 
north  of  riv.;  2  pump,  eng.,  cap.  day,  288,000  gals.; 
maizM,  atL,  26  m.,  2  to  12  in.  dia.;  47  hvd.;  met, 
600;  800  aerr.;  pres.,  dom.  50  to  76  Iba.,  f.  76  lbs.; 
cost,  $160,000;  coat  mtce.,  $8,000;  wks.  owned  by 
priv.  Co. 

HEPPNER,  p.  880;  f.  area,  600  a.;  bidgs..  stn., 
bk.  ft  wd..  1  ft  2  ator.:  wd.  rfa.  perm.;  fwka.  ft 
combt  ord.;  cauaea  of  f.  Inv.  F.  dept — 1  h,  ft 
L  trk.,  6  hoae  car.;  hoee,  cot,  rub.  lined,  gd.,  2,000 
ft;  inf.,  760  ft.;  tot  hoae.  2,750  ft;  f.  al.,  beU; 
TaL  equip.,  $2,600:  val.  bidga.,  $1,000;  ezp.  dept, 
$240;  tot  mem.,  76  vol. 

Water  Supply — Src,  weUa;  sys.,  pump  to  rea.; 
rea.  cap.,  226,000  gala.;  pump,  eng.,  cap.  day  172,- 
800  gala.;  28  hyd.;  prea.,  dom.  85  to  46  Iba.,  f. 
85  to  05  Iba.;  cona.  day,  180,000  gala.;  wka. 
owned  by  Go. 

HILLSBORO,  p.  2,016;  f.  area,  840  a.:  mere 
bldga.,  bk.,  2  to  8  ator.;  priv..  wd.,  2  to  2%  ator.; 
wd.  rfs.  perm,  in  f.  area:  fwks,  ft  combt.  ord.; 
cauaea  of  f.  inv.  F.  dept — 2  c.  eng.,  1  comb.  c.  ft  h. 
wag.,  1  h.  ft  1.  trie.,  8  hose  wag.,  2  hose  reels;  hose, 
cot,  rub.  lined,  gd.,  1,600  ft;  inf.,  600  ft;  tot 
hose,  2,100  ft;  f.  al.,  bell  ft  elec;  val.  equip., 
$6,500;  val.  bldgs.,  $5,000;  exp.  dept,  $1,600;  tot 
mem.,  20.  pd.  full  time. 

Water  Supply — Src.,  creek,  18  m.  bus.  cent;  sya., 
grav.;  atdp.  cap.,  60,000  gala.;  dim.,  20  x  12;  mat, 
stl.  ft  wd.;  rea.  cap.,  1,000,000  gals.:  mains,  wdj. 
30  m.,  2  to  12  in.  dia.;  62  hyd.;  6ol  met ;  679 
aerv.;  pipe,  wd.  ft  stl.;  pres.,  dom.  ft  f.  80  lbs.; 
cona.  day,  160,000  gala.;  wks.  owned  by  pnv.  Co. 

HOOD  RIVER,  p.  2,881;  mere,  bldga..  atn.,  bk. 
ft  wd.,  1  to  8  stor.;  priv.,  wd.,  2  ator.;  wd.  rfa. 
perm,  in  f.  area;  combt  ord.;  causes  of  f.  inv.  F. 
dept. — 1  c  eng.,  2  c.  ex.,  1  h.  ft  1.  trk.,  1  hose 
cart,  760  ft.  hoae;  val.  equip.,  $8,600;  val.  bldga., 
$500;  tot  mem.,  22  voL 

Water  Supply—Src.,  spa:..  7  m.  bus.  cent;  sys., 
erav.;  res.  cap.,  760,000  gala.,  loc.  on  hill  near 
town;  mains,  wd.  ft  iron,  14  m.,  4  to  12  in.  dia.; 
47  hyd.;  126  v.:  4  met;  675  serv.;  Pres.,  dom.  ft  f. 
100  lbs.;  cost,  $100,000;  cost  mtce.,  $3,000;  wks, 
owned  by  city. 

HUNTINGTON,  p.  680.  F.  dept.—l  hose  cart, 
500  ft.  hoae;  f.  al.,  beU;  vol. 

Water  Supply—Src,  wella;  aya.,  grav.;  rw.  cap., 
150,000  gala.;  maina,  4  to  6  m.  dia.;  16  hyd.; 
prea.,  f.  79  Iba. 

INDEPENDENCE,  p.  1,160;  mere,  bldga.,  bk. 
ft  wd.,  1  ft  2  ator.;  priv.,  wd..  1  ft  2  stor.;  wd. 
rfa.  perm,  in  f.  area;  fwka.  ft  combt  ord.;  cauaea 
of  f.  inv.  F.  dept— 1  h.  ft  1.  trk.,  1  hose  wag.,  1 
hose  car.;  hoae,  rub.,  gd.,  1,800  ft;  f.  al-.^ bell  ft 
elec  1  bk.;  val.  equip.,  $1,000;  val.  bldgs.,  $2,000; 
exp.  dept,  $200;  tot  mem..  8,  pd.  full  time. 

\V8ter  Supply— Src^driven  wells,  1.200  't  bus. 
cent;  sys.,  pump  to  atdp.,  atdp.  caP.  JJ.^O  gjlfi-. 
mat,  wS.;  i^pump.  en^.,  cap.  day»  1»824,800  gals, 
mains.  6^  m..  2  to  6 In.  dia.;  24  hyd.;  27  v  ;  12o 
met.;  890  serv.;  pipe,  galv.  i.;  pres.,  dom.  20  lbs., 
"96  lbs.;   cost,   $30,000;   coat  mtce.,   $200;  wks. 

owned  by  Co.  ^,^  a      o 

JACKSONVILLE,  p.  786;  mere,  bldgs.,  wd^  2 
ator.;  priv.,  wd.,  2  ator.;  wd.  rfa.  perm.;  fwks. 
ord.  F.  dept— 1  hand  eng.,  1  c  eng.,  1  h.  ft  l. 
trk.,  1  hoae  cart;  hoae.  "b..  gd..  260  't.;  linen, 
gd..  600  ft;  tot  hoae,  760  ft;  f.  »!•»  b«"i J*i- 
eqi^p.,  $1,000;  tot  menu,  86  voL;  undra.  rating. 

Water  Supply — Src,  creek,  2  m.  bus.  cent; 
sya..  grav.;  res.  cap.,  40,000,000  gals.;  wtthng 
res.,  cap.  20,000  gala.;  n»in8»  8tl.»  6  m.,  4  to  8 
in.  dia.;  84  hyd.;  cons,  day,  100,000  gals.;  cost, 
$65,000;  coat  mtce.,  $600;  wka.  owned  by  city. 

JEFFERSON,  p.  416.  F.  dept— 1  hoae  cart. 
600  ft  hoae;  f.  aL,  beU;  80  vol. 


Water  Supply — Src.  riv.,  2  m.  bua.  cent;  sya., 
grav.  ft  pump  dir.;  res.  cap.,  90,000  gals.;  1  pump, 
eng.,  claas  trip.,  oap.  day  250,000  gals.;  nMuns,  wd., 
3  m.,  3  to  6  in.  dia.;  18  hyd.;  pres.,  dom.  63  Iba., 
f.  80  lbs.;  cona.  day,  70,000  gala.;  coat,  $10,000; 
wka.    owned   by    city. 

JOSEPH,  p.  725;  f.  area.  40  a.;  mere  bldga., 
bk.  ft  wd.,  2  ator.;  priv.,  wd..  1^  ator.;  wd.  rfa. 
perm,  in  f.  area;  cauaea  of  f.  inv.  *F.  dept — 2  hoae 
car.;  hoae.  cot.,  rub.  lined,  gd.,  1.200  ft;  f.  al., 
bell;  val.  equip.,  $180;  exp.  dept,  $260;  tot 
mem.,  16  voL 

•  Wattr  Supply — Src.  Wallowa  lake,  1  m.  bua. 
cent;  sya.,  grav.;  mains,  wd.,  5  m.,  4  to  12  in. 
dia.;  80  hyd.;  2  v.;  prea.,  dom.  80  lbs.,  f.  125 
lbs.;  cost,  $28,000;  cost  mtce.,  $350;  wka.  owned 
by  city. 

JUNCTION  CITY,  p.  759.  F.  dept.—l  c  hand 
ex.,  1  str.,  1  h.  ft  1.  trk.,  1  hose  wag.,  2  hose 
reels,  1  ln«.,  dySdO  ft.  hoae;  f.  al.,  bell;  val. 
equip.,  $2,500;  val.  bldgs.,  $1,500;  exp.  dept., 
$226;    tot.    mem.,    30   vol. 

Water  Supply — Src,  well;  sys.,  pump  to  atdp.; 
2  stdp.,  combined  cap.  14,000  gala.;  1  pump,  eng., 
cap.  day  144,000  gala.;  maina.  4  in.  dia.;  8  hyd. 

KLAMATH  FALLS,  p.  2,758;  f.  area,  10  a.:  mere 
bldga.,  bk.  ft  wd.,  2  to  4  stor.;  priv.,  bk.  ft  wd.,  1  to 
8  stor.;  wd.  rfa.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  auto.  comb,  trk., 
5  hose  reels,  1  hand  ladder  wag.;  hose,  cot,  rub. 
lined,  gd.,  2,600  ft;  inf.,  600  ft:  tot.  hoae,  8,100 
ft;  f.  al.,  bell;  exp.  dept.  $1,000;  tot  mem.,  86, 
pd.  full  time  3,  pd.  part  time  10,  vol.  23. 

Water  Supply — Src,  8  wells,  %  m.  bus.  cent; 
svs.,  pump  dir.;  rea.  cap.,  200,000  gals.;  2  pump, 
eng.,  class  centrif.  ft  trip.,  cap.  day,  1,872,000  gala.; 
maina,  stl.,  25  m.,  2  to  8  in  dia.;  110  hyd.;  pres., 
dom.  20  lbs.,  f.  100  lbs.;  cons,  day,  800,000  gala.; 
wks.  owned  by  Co. 

LAFAYETTE,  p.  412.  F.  dept.— 2  c  ex.,  1  h. 
ft  1.  trk.,  8  hoae  wag.,  2,700  ft  hoae;  vol. 

Water  Supply — Src,  wella;  aya.,  pump  to  rea.; 
rea.  cap..  1,000,000  gala.;  prea.,  f.  86  Iba. 

LA  GRANDE,  p.  4,843;  f.  area,  26^  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  5  stor.;  priv..  l)k.  ft  wd., 
1  to  3  stor.;  wd.  rfs.  not  perm.;  fwka.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 2  c  hand  ex.,  1  auto, 
comb.  c.  ft  h.  wag.,  1  h.  ft  1.  trk.,  8  hoae  reels; 
hose,  cot.,  rub.  lined,  gd.,  5,000  ft:  inf.,  450  ft.; 
tot  hoae,  5,460  ft;  f.  at,  Gamewell,  22  bx.;  val. 
equip.,  $14,900;  val.  bldgs..  $8,000;  exp.  dept, 
$3,500;  tot  mem.,  33,  pd.  full  time  3,  voL  30. 

Water  Supply—Src,  wella.  1  m.  bua.  cent;  sya., 
grav.;  res.  cap.,  1,000,000  gals.;  1  pump,  eng., 
class  comp.  dup.,  cap.  day,  18,000,000  gals.;  mama., 
stl.  ft  wd.,  27  m.,  2  to  18  in.  dia.;  128  hyd.;  76  v.; 
1,732  met;  1,786  serv.;  pipe,  galv.  i.;  prea.,  dom. 
ft  f.  96  lbs.:  cost,  $300,000;  cost  mtce.,  $10,000; 
wks.  owned  by  city. 

LEXINGTON,  p.  185..  F.  dept. — 2  hoae  carta; 
vol. 

McMINNVILLE,  Yomhill  Co..  p.  2,400;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  ator.;  wd.  rfa.  not 
perm.;  fwks.  ft  comot  ord.  F.  dept. — 1  h.  ft  1. 
trk..  4  hose  car.;  hose,  cot,  rub.  lined,  gd.,  2,000 
ft;  rub.,  gd.,  500  ft.;  tot  hose,  2,600  ft;  f.  aL. 
bell  ft  wh.;  vaL  equip.,  $2,893;  vaL  bldga.,  $2,800; 
tot.  mem.,  66  vol.;  undrs.  rating,  fourth  claaa. 

Water  Supply — Src,  spr.,  8  m.  bus.  cent;  sys., 
pump  dir.;  res.  cap.,  1,040,000  gals.;  2  pump,  eng., 
class  comp.  dup.,  cap.  day,  1,400,000  gals.;  mains, 
stl.  ft  wd.,  24%  m.,  4  to  14  in.  dia.;  54  hyd.;  57  v.; 
230  met;  850  serv.;  jiive.  {falv.  i.;  jkrw.,  dom.  50 
Iba.,  f.  100  lbs.;  cost,  $90,000;  wks.  owned  by  city. 

MARSHFIELD,  p.  2,980;  f.  area,  66  a.;  mere 
bldga.,  bk.  ft  wd..  2  ft  8  ator.;  wd.  rfs.  perm.; 
fwka.  ft  combt.  ord.  F.  dept. — 1  str.,  1  c  eng.,  1 
h.  ft  1.  trk.,  3  hose  car.;  hose,  cot,  rub.  lined,  gd., 
500  ft;  inf.,  800  ft.;  tot  hose,  800  ft;  f.  al., 
bell;  val.  equip.,  $6,000;  vaL  bldga.,  $2,160;  exp. 
dept,  $60;  tot.  mem.,  60  vol. 

Water  Supply — Src,  apr.  ft  creeka,  2  m.  bua. 
cent.;  sya..  grav.  ft  pump  to  res.;  res.  cap.,  4,000,- 
000  gals.;  2  pump,  eng.,  claas  comp.  dup.,  cap. 
day  2,160,000  gals.;  maina,  wd.,  atL  ft  c.  L,  25 
m.,  2  to  14  in.  dia.;  80  hvd.;  18  v.;  met,  600; 
1,800  serv.;  pres.,  dom.  ft  f.,  76  to  80  lbs.;  cons, 
day,  900,000  gals.;  cost,  $160,000;  cost  mtce., 
$1*6,000;   wks.   owned  by   Co. 

MEDFORD,  p.  8,840;  f.  area,  10  blocka;  bldga., 
bk.   ft  wd.,   2  ft  8  ator.;  wd.   rfs.   not  perm.;  no 
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fwks.  &;  combt.  ord.  F.  dept. — 8  hand  c.  ex.,  1 
auto.  comb.  c.  &  h.  wag.,  1  ho«e  cart,  1  comb.  c.  ft  h. 
wag.;  hose,  rub.,  gd.,  8,850  ft.;  c,  050  ft.;  tot. 
hose,  4,800  ft.;  f.  al.  bell;  val.  equip.,  $10,000;  val. 
bldgs.,  $400;  tot.  mem.  28,  pd.  full  time  6,  vol. 
22;  undrs.  rating,  second  clasi. 

Wattr  Supply — Src,  Fiah  lake;  ays.,  grav.  ft 
pump  to  rea.;  res.  cap.,  2,000,000  gali.;  pamp. 
eng.;  maina,  28  m.;  279  hyd.;  26  ▼.:  160  aenr.; 
pipe,  galT.  i.;  prea.,  dom.  86  lbs.,  x.  160  Iba.; 
cons,  day,  4,000.000  gals.;  cost,  $26,000;  cost 
mtce.,   $1,500;  wka.   owned  by  city. 

MILTON,  p.  1,280;  bldgs.,  wd..  1  ator.;  wd. 
rfs.  not  perm.;  fwka.  ft  combt.  ord.;  cauaea  of  t 
Inv.  F.  dept. — 1  c.  eng.,  1  hose  car.;  hose,  oot., 
rub.  lined,  gd.,  850  ft.;  f.  al.,  bell;  val.  equip., 
$1,000:  val.  bldgs.,  $260;  tot.  mem.,  16  voL 

Water  Supply — Src,  riv.;  ays.,  grav.;  mains.  6 
m.,  4  to  12  in.  dia.;  80  hyd.;  prea.,  f.  40  lbs.; 
cost,  $11,000;  wks.  owned  by  city. 

MORO,  p.  886.  F.  dept. — 1  hose  cart,  260  ft. 
hose,  h.  ft  1.;  tot.  mem.,  85  vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  res.; 
res.  cap.,  60,000  gala.;  prea.,  76  lbs. 

MOUNT  ANQEl-  p.  646.  F.  dept. — c  ex.,  600 
ft.  hose;  f.  al.,  bell;  vol. 

Water  Supply — Src,  wells;  aya.,  pump  to  stdp.; 
stdp.  cap.,  80,000  gals.;  maina,  4  to  6  in.  dia.; 
t  hyd.;  prea.,  f.  46  Iba. 

MOUNT  TABOR,  p.  8,000;  annexed  to  Portland. 

MYRTLE  CREEK,  p.  886.  F.  dept— 2  hose 
carta,  600  ft.  hoae;  f.  aL,  bell;  voL 

Water  Supply— Src.  spr.,  1  m.  bus.  cent.;  sys., 
grav.;  res.  cap.,  100,000  gals.;  maina,  5  m.,  l^^ 
to  4  in.  dia.;  16  hyd.;  10  v.;  12  met.;  pres., 
dom.  100  Iba.,  f.  125  Ibe.;  cons,  day,  50,000 
gala.;  cost,  $14,000;  cost  mtce.,  $300;  wks. 
owibed  by  city. 

MYRTLE  POINT,  p.  1,260;  f.  area.  190  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  ft  2  ator.;  priv.,  bk.  ft  wd.,  1  ft 

2  stor.;  wd.  rfs.  perm,  in  t  area;  fwka.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 2  hose  carta,  10 
ladders;  hose,  cot.,  rub.  lined,  gd.,  1,000  ft.;  f.  aL, 
bell;   tot.   mem.,  85  vol. 

Water  Supply— Src,  spr..  1  m.  bus.  cent.;  S3^, 
grav.;  1  pump,  eng.;  48  nyd.;  wka.  owned  by  town. 

NEWBERQ,  p.  2,260.     F.  dept- 1  h.  ft  L  trk., 

3  hose  carts:  hose,  2,000  ft.;  tot.  mem.,  60  voL; 
val.  equip.,  $2,500;  val.  bldga.,  $1,000;  tot.  menu, 
50  vol. 

Watar  Supply — Sys..  grav.;  pres.,  96  Ibf.;  cost, 
$26,000;  wks.  owned  by  dty. 

NORTH  GEtID,  p.  8,<500;  f.  area,  1  sq.  m.  F. 
dept. — 5  hand  hose  carts.  1  h.  k  1.  trk.,  2  c.  hand 
ex.,  a  c  cart;  exp.  dept.,  $150;  tot.  mem.,  80 
vol. 

Water  Supply — ^Src,  well,  in  bus.  cent.;  sys., 
pump  dir.;  1  pump,  eng.;  12  hyd.;  2  v.;  pres., 
dom.,  80  lbs.;   wks.   owned  V  P"v.  Co. 

NORT^H  POWDER,  p.  466.  F.  dept.— c  eng.; 
vol. 

No  water  supply. 

ONTARIO,  p.  1,248.  F.  dept. — 1  c  enc.,  1  hose 
wag.,  1,000  ft.  hose;  voL 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  80,000  gala.;  maina,  4  to  10  in.  dia.; 
16  hyd.;  pres.,  f.  46  lbs. 

OREGON  CITY,  p.  4,287;  f.  area,  1,600  a.; 
mere  bldgs.,  stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv., 
wd.,  1  ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwka. 
ft  combt.  ord.  F.  dept. — 2  h.  ft  L  trk.,  4  c.  hand 
ex.,  2  hose  carts,  6  hose  car.;  hose,  rub.,  gd.,  8,400 
ft.;  f.  al.,  bell:  vaL  equip.,  $6,000;  vaL  bldga., 
$25,000;   exp.  dept.,  $6,000;  tot.  mem.,  190  voL 

Water  Supply — Src,  riv.,  in  bus.  cent;  sya., 
pump  to  rea.;  rea.  cap.,  1,000,600  gals.,  loc  H 
m.  city;  8  pump,  enc-t  cap.  dsy,  8,000,000  gala.; 
mains,  c  L,  18  m.,  4  in.  dia.:  76  hyd.:  700  senr.; 
pipe,  ralv.  L:  prea.,  dom.  76  lbs.,  f.  186  lbs.;  cons, 
dsj,  100,000  gals.;  cost,  $100,000;  cost  mtce., 
$4,600;  wka.  owned  by  dty. 

•PENDLETON,  p.  4,4«0;  f.  area,  18  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd., 
1  ift  2  ator.;  wd.  ria.  not  perm,  in  f.  area; 
fwka.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 
1  c.  hand  ex..  1  comb,  c  ft  h.  w«ff.,  4  hand 
reel*;  hose,  cot.,  rub.  lined,  gd.,  2,«"50  ft.;  inf., 
2,600  ft.;  tot.  hose,  5.260  ft.;  f.  al.,  Gamewell, 
21    bx.;    val.   equip.,   $14,000;    vaL    bldgs.,    $2,500: 


exp.    dept.,    $4,500;    tot.    mem.    41,  pd.   fall  time 
3,   pd.    part   time   38. 

Water  Supply— Src,  wells,  1  m.  boa.  cent;  sji., 
grav.,  pump  to  rea.  ft  dir.;  rea.  cap.,  6,000,000 
gala.,  loc  on  hill  226  ft  deration;  2  pomp,  wig., 
dasa  oomp.  dup.^  cap.  day,  2,160,000  gals.;  msins, 
c  L,  18  m.,  2  to  20  in.  dia.;  87  hyd.;  110  v.; 
met,  1,015;  1,046  serv.;  pipe,  galv.  L;  pres.,  dom. 
ft  f .  110  lbs.;  cons,  day,  860,000  gala.;  cost,  $336,- 
000;  cost  mtce.,  $7,000;  wks.  owned  by  dty. 

PORTLAND,  p.  207,214;  f.  area,  60%  sq.  m.; 
mere  bldgs.,  stn.,  bk.  ft  wd..  1  to  12  stor.;  priv., 
bk.  ft  wd.,  1  to  4  stor.;  wd.  rfs.  not  pcnn.  in  L 
area;  fwka.  ft  combt  ord.;  cauaea  of  f.  inv.  F. 
dept. — 1  f.  boat,  17  eng.,  19  hose  wair**  6  eoaib. 
c  ft  h.  wag.,  4  hose  car.,  8  hose  csirts,  8  hose 
reels,  6  h.  ft  1.  trk.  (1  in  reserve),  4  c  eng.,  120 
hrs.;  hose,  cot,  mb.  lined,  gd..  44,478  ft;  t  sL. 
bell,  wh.,  dec  ft  Oamewdl,  199  bx.;  tot  aiem. 
2^8,  pd.  full  time 

Water  Supply — Src,  mountain  stnn.,  80  nu  boi. 
cent;  ays.,  flrrav.;  res.  cap.,  198.000,000  gals.;  flow 
by  0rav.  conduit;  cap.,  07,000,000  gals,  day;  mains, 
c.  1.,  506  m.,  4  to  80  in.  dia.;  4,558  hyd.:  6.172 
v.;  18,898  met:  55,901  aerr.;  prea.,  dom.  ft  L  10  to 
80  lbs.;  coat,  $10,976,820;  cost  mtce,  $281,114; 
wka.  owned  by  dty. 

PRIMEVILLE,  p.  1,042.  F.  dept — 2  hand  hose 
carta,  1  hand  eng.,  1  h.  ft  L  txk.,  1,600  ft  hose; 
f.  aL,  bdl;  70  voL 

Water  Supply — ^9rc.,  wella,  in  bus.  cent;  cja., 
dir.  pre«s.;  res.  cap.,  96,000  gala.;  2  pump.  eng.. 
cap.  day  158,400  gals.;  mains,  stl.,  5  m..  4  to  6 
in.  dia.;  44  hyd.;  800  serv.;  pres.,  dom.  40  lbs., 
f.  100  lbs.;  oona.  day,  6,000  gals.;  wka.  owned 
by    priv.    Co. 

RAINIER,  p.  1,859.  F.  dept — 8  hose  carts,  1 
hand  c  ex.,  1,000  ft  hose;  f.  al.,  bell;  voL 

Water  Supply — Src,  wdla,  1  m.  bna.  cent;  sys., 
grav.;.  rea.  cap.,  1,260,000  gals.;  maina,  6  in.  dia.; 
26  hyd.;  prea.,  f.  90  Iba. 

ROSEBURQ,  p.  4,788;  t  area,  400  a.;  mere. 
bldffs.,  bk.,  1  to  4  ator.;  priv.,  wd.,  1  to  2Vi 
ator.;  wd.  rfa.  not  perm.;  fwka.  ft  eombt  ord.    F. 

dept. — 1    h.    ft    1.    trk.,    6   hose    carta;    ha^,   rub.. 

d.,  4,000  ft.;  f.  al.,  wh.;  \*al.  equip.,  $3,000;  \il. 

Idgs.,   $10,000;    exp.   dept,   $500;    tot    mem..  fS 
vol. 
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Water  Supply — Src.  riv.,  5  m.  bis.  cent;  sys., 
pump  to  res.  ft  dir.;  res.  csp.,  1,260,000  gals.;  I 
pump,  eng.,  cap.  day,  1,080,000  gsla.;  mabia,  85  bl, 
2  to  12  in.  dia.;  69  hyd.;  180  v.:  met,  800:  1,100 
aerv.;  prea.,  dom.  ft  f.  80  to  116  Iba.;  coat,  $76,000; 
•cost  mtce.,  $4,000;  wks.  owned  by  pvir.  Go. 

SALEM,  p.  14,094;  f.  area,  60  a.;  mere  bldgs., 
bk.,  2  to  7  ator.;  priv.,  wd.,  1  ft  2  stor.;  wd.  lia 
not  perm.;  fwka.  ft  combt  ord.;  cauaea  of  L  iav. 
F.  dept — 2  atr.,  2  comb,  e  ft  h.  wac*,  1  ftnte 
comb,  c  ft  h.  wag.,  1  hand  eng..  8  hand  ex.,  2 
hoae  reela,  6  hrs. ;  nose,  cot,  rob.  lined,  gd..  4.0(H) 
ft;  fair,  1,600  ft;  tot  hoae,  6,600  ft;  vaL  eqdp., 
$1^,600;  vaL  bldga.,  $60,000;  exp.  dept.  $6,000: 
tot.  mem.  18,  pd.  full  time  4,  pd.  part  time  9; 
undra.  rating,  first  daae 

Water  Supply— Src,  riv.;  aya..  pomp  to  res.  * 


dir.;  res.  cap.,  2.600,000  gala.;  pump,  enf.,  esp. 
day  6,000,000  gsle;  maina,  e  ft  wit.  L,  S6%  at, 
2  to  22  in.  aU.;  106  hyd.;  86  r.;  met,  100; 
1,600  aenr.;  pipe,  galv.  L;  pres.,  doDL  80  Ibe,  f. 
80  Iba.;  coat,  $804,660;  cost  mtce,  $5,000;  wka 
owned  by  Co. 

SCIO,  p.  296.  F.  dept — 2  hoae  earts,  600  tt. 
hose;  f.  al.,  bell;  voL 

Water  Supply — Src,  wella;  aya.,  dir.  pree  ft 
pump  to  atdp.;  ree  cap.,  6,000  gala.;  14  hyd.; 
pree,  f.  80  Ibe 

SANIKO,  p.  496.  F.  dept — S  hose  earte  1  «- 
enf.,  1,500  ft  hoae;  f.  aL,  odl;  toL 

Water    Supply  — Sre,    wdla;    ayn.,    dir. 
maine  4  to  8  in.  dia.;  8  hyd. 

SEASIDE,  p.  1,400;  f.  area,  800  a.  F. 
1  h.  ft  1.  trk..  hoae;  f.  aL,  bdl;  vaL  eqvlp.,  $3.0««: 
vaL  bldge,  $200.;  exp.  dept,  $600;  tot  bbcbl. 
60  vol. 

Watar  Supply — Sre,  weOa;  qre,  gra^.;  1 
prea.,  dom.  ft  f.  00  Ibe;  oost,  $20,000;  ooat 
$1,600;  wke  owned  by  dty. 

SHERIDAN,  p.  1,021;  f.  area,  20  a.     F.  dsft— 
8  hose  carts,  1  h.  ft  L  trie;  hoae,  1,S00  ft;  vaL 
p..  $1,600;  tot  mem.,  20. 
ratar  Supply — Src,  spr.;  sye,  passp  to 
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cap.,  800,000  gals.;  pump,  eng.,  cap.  day  26,000 
gals.;  mains,  1^  m.;  pr«s.,  180  lbs.;  cost,  $11,500; 
wks.  owned  by  city. 

81LVERT0N,  p.  1,688.  F.  dept.— 1  h.  k  ^  ttk,, 
2  hose  carts,  1,800  ft.  hose;  f.  aJ.,  bell;  tot.  mem., 
25  voL 

Watar  Supply — Src,  riv.,  4Vji  m.  bus.  cent.;  ays., 
gray.;  res.  cap.,  800,000  gals.;  1  pump,  eng.,  dass 
trip.,  cap.  day,  720,000  gaU.;  mains,  wd.,  stl.  & 
c  L,  8  m.,  4  to  10  in.  dia.;  39  hyd.;  0  met.;  860 
serv.;  pres.,  dom.  70  lbs.,  f.  100  lbs.;  cost,  $60,000} 
cost  mtoe.,  $1,600;  wks.  owned  by  city. 

SPiRINQFIELD,  p.  1,838.  F.  dept. — 2  hose 
carts,  1,000  ft.  hose;  f.  al.,  bell;  tot  mem.,  20  vol. 

Water  Supply — Src,  wells;  res.  cap..  2,000,000 
gala.;  2  pump,  eng.;  mains,  4  to  10  in.  dia.;  10 
tayd.;  pres.,  dom.  76  lbs.,  f.  100  lbs. 

SUMPTER,  p.  643;  f.  area,  100  a.  P.  dept. — 8 
hose  carta,  1  c.  eng.,  1  h.  ft  L  trk.;  vaL  equip., 
f  6,000;  vaL  bldgs.,  $600;  ezp.  dept.,  $600;  tot. 
mem.  46,  pd.  part  time. 

Water  Supply-^Src,  mountain  str.,  6  m.  bus. 
cent.;  svs.,  grav.;  res.  cap.,  1,000,000  gals.;  mains, 
iron,  22  m.,  2  to  10  in.  dia.;  26  hyd.;  wks.  owned 
by    priv.   Co. 

THE  DALLES,  p.  4,880;  f.  area,  10  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd.,  1  to  8 
Btor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  oombt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  str.,  1  hand 
eng.,  1  c  eng.,  2  c.  hand  ex.,  6  hose  car.;  hose, 
rub.,  gd.,  2,800  ft.;  L  al.,  Qamewell,  7  bz.;  vaL 
«quip.,  $18,000;  vaL  bidn.,  $6,000;  ezp.  dept., 
$2,000;  tot.  meoL,  160  toL 

Water  Supply — Src.,  creek,  80  m.  bus.  cent.: 
sys.,  grav.;  8  res.,  cap.  4,100,000  gals.,  loc.  on  hill 
200  ft.  above  city;  mains,  wd..  iron  ft  stl.,  81  m.,  4 
to  14  in.  dia.;  100  hyd.;  100  ▼.;  met,  40;  1,400 
aerv.;  pipe,  c.  L  ft  stL:  pres.,  dom.  76  lbs.,  f.  106 
lbs.;  cons,  day,  900,000  gals.;  cost,  $898,000;  cost 
mtce.,   $6,000;   wks.  owned  by  ci^. 

TILLAMOOK,  p.  1,862.  F.  dept.— 1  h.  ft  L 
trk.,  2  c.  hand  ex..  2  hand  boss  carts;  hose,  cot., 
gd.,  1,000  ft.;  f.  al.,  bell;  tot.  mem.,  26  voL 

Water  Supply— ^Src,  creek,  6  m.,  bus.  cent.; 
sys..  grav.;  mains,  stl.,  i  m.,  4  to  10  in.  dia.; 
30  hyd.;  pres.,  dom.  85  to  95  lbs.;  cost,  $45,000; 
coat  mtce.,   $1,200;  wks.   owned  by   city. 

UNION,  p.  1,488;  f.  area,  12  a.  F.  dept. — 1  h. 
ft  I.  trk.,  1  aer.  trk.,  2  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  1.000  ft.;  rub.,  gd.,  100  ft.;  tot.  hose, 
1,100  ft.;  f.  aL,  bell;  vaL  equip.,  $2,870;  vaL 
bldgs.,  $6,060;  ezp.  depL,  $26;  tot.  mem.,  86  toL 

Water  Supply — Src,  creek;  sys.,  grav.;  mains,  8 
m.;  25  hyd.;  9  valves;  164  serv.;  pres,,  dom.  46 
lbs,   f.  45  lbs.;  cost,  $20,000;  wks.  owned  by  city. 

VALE,  p.  900.  F.  dept — 1  h.  ft  L  trk.,  4  hose 
carts,  1  c  tk.,  2,000  ft.  hose;  f.  al.,  bell;  vaL 
equip.,  $2,700;  vaL  bldgs.,  $1,900;  tot,  mem., 
60    vol. 

Water  Supply — Src,  well;  sys.,  grav.;  26  hyd.; 
mains.  16  m.;  pres.,  dom.  ft  f.  66  lbs.;  cost,  $126,- 
000;  cost  mtce.,  $1,095;  wks.  owned  by  city. 


WALLOWA,  p.  798.  F.  dept. — 2  hose  carts,  1 
h.  ft  1.  trk.,  1,200  ft.  hose;  f.  al.,  bell;  80  voL 

Wattr  Supply — Src,  creek;  sya.,  grav.;  mains, 
6  to  8  in.  dia. 

WASCO,  p.  3S-6.  F.  dept. — 1  comb.  c.  ft  h. 
wag.,  2  hose  carts;  hose,  1,000  ft.;  val.  equip., 
$1,800;  val.  bldgs.,  $500;  tot.   mem.,   50  vol. 

Water  Supply — Src,  cisterns;  sys.,  pump.,  cap. 
day  240,000  gals.;  res.  cap.,  2,000,000  gals.;  18 
hyd.;  nvains,  1^6  m.,  6  to  12  in.  dia.;  pres.,  88  lbs.; 
cost,  $16,000;  cost  mtce.,  $112;  wks.  owned  by 
city. 

WESTON,  p.  499;  f.  area,  100  a.;  mere,  bldgs., 
bk.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  L  trk.,  2  c 
hand  ez.,  2  hose  car.;  hose,  cot.,  rub.  lined,  gd., 
600  ft.;  rub.,  gd.,  200  ft.;  tot.  hose.  800  it.;  f. 
al.,  bell;  vaL  equip.,  $2,000;  val.  bldgs.,  $1,000; 
tot.  mem.,  86  voL 

Water  Supply — Src,  spr.  (8)  ft  wells,  %  m. 
bus.  cent.;  sys.,  grav.;  res.  cap.,  126.000  g9^.;  1 

Sump,  eng.;  mains,  4  m.,  2  to  8  in.  dia.;  16  hyd.; 
v.;  met.;  pipe,  wd.;  prea.,  dom.  84  lbs.,  f.  90 
lbs.;  cost,  $26,000;  cost  mtce.,  $200;  wks.  owned 
by  dty. 

WOODBURN,  p.  1,616;  f.  area,  16  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  2  stor.; 
wd.  rtB,  perm.;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  c  eng.,  8  hose  carts,  1  h.  ft  1.  trk., 
1  c  ex.,  1,600  ft.  hose;  val.  equip.,  $2,000;  tot 
mem.,  24  voL 

Water  Supply  —  Src,  wells;  ays.,  pump  dir.; 
pump,  eng.,  cap.  day  2 o 0.000  gals.;  mains,  wd.,  2 
m.,  4  to  6  in.  dia.;  8  hyd.;  met,  26;  pres.,  f. 
80  lbs. 

WOODSTOCK,  p.  1,000.  F.  dept. — 1  hose  cart, 
ladders,  buckets,  700  ft.  hose;  z.  al.,  bell;  val. 
equip.,  $260;  vaL  bldgs.,  $160;  ezp.  dept,  $60; 
tut.    mom.,   iO   \ol. 

Water  Supply — Src,  Bull  Run,  1  m.  bus.  cent.: 
«ys.,  pump.;  12  hyd.;  pres.,  f.  64  lbs.;  wks.  owned 
Iqr  city. 

WOODVILLE,  p.  400.     No  org.  f.  dept 

Water  Supply — Src,  well,  %  m.  bus.  cent;  sys., 
grav.;  stdp.  dim.,  32  x  40  z  10;  mat,  ceiu.;  pipe, 
iron;  cost  $10,000;  wka.  owned  by  city. 

YAM  HILL,  p.  700;  f.  aroa,  25  a.;  mere 
bldgs.,  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  no  fwks.  ft  combt.  ord.;  oauses 
of  f.  not  inv.  F.  dept. — 1  h.  ft  I.  trk.,  1  hose  reel, 
c  hand  ex.,  500  ft.  hose;  f.  al.,  bell;  val.  equip., 
$500;   vaL   bldgs.,   $1,000;   tot    mem.,    2*5   voL 

Water  Suppry^-^Src,  creek,  4  m.  bus.  cent; 
sys.f  grav.;  mains,  wd.,  4  m.,  6  to  8  in.  dia.; 
14  hyd.:  5  met;  100  serv.;  pres.,  dom.  80  lbs., 
f.  120  lbs.;  cost,  $700,000;  wks.  owned  by  priv. 
Co. 

Places  with  a  population  of  1.000  or  more  hav> 
ing  no  organized  fire  dept — Olaostone. 

Tovms  with  a  population  of  LOOO  or  more  not 
reported. — Bums,  Central  Point,  Coburg,  Falls  City, 
Olendale,  Lebanon,  Lents,  Milwaukee,  Oswego,  St. 
Jo)tn>i. 
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ALBION,  p.  1,684.     F.  dept— 2  c  eng.,  1  h.  ft   ^ 
1.  trk.,  1  comb,  c  ft  h.  wag.,  6  c  hand  ex.,  2  hrs.; 
hose,  cot.,  rub.  lined,  gd.,  1,000  ft;  bell  al.;  voL 

Water  Supply — Src,  mains,  10  m.,  4  to  8  in. 
dia.;    34   hyd.;   60  lbs.  pres.;   wks.   owned  by  city. 

ALIQUIPPA,  p.  1,748.     No  org.  f.  dept 

Water  Supply — Stdp.  cap.,  200,000  gals.;  mains. 

%    m.,   10  in.  dia.;  pres.,  f.   96   lbs.;   wks.  owned 

by    city. 

ALLEGHENY  CITY,  p.  166,000,  now  a  part  of 
Pittsburgh;  f.  area,  5,120  a.;  mere,  bldgs.,  bk., 
1  to  6  stor.;  priv.,  bk.,  stn.  ft  wd.,  8  stor.;  wd.  ruk 
perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept — 12  str.,  2  comb,  c  ft  h.  wag.,  82 
c  band  ez.,  2  h.  ft  L  trk.,  8  aer.  trk.,  1  hose  wag., 
15  hose  car.,  76  hrs.;  hose,  cot.,  rub.  lined,  gd., 
S6.000  ft;  f.  al.,  Qamewell,  288  bz.;  vaL  eqvdp., 
$127,000;  vaL  bldgs.,  $286,000;  ezp.  dept,  $180,- 
642;  tot  mem.,   116,  pd.  full  time. 


Water  Supply — See  Pittsburgh. 

ALLENTOWN,  p.  61,918;  f.  area,  6  sq.  m.; 
mere  bldgs.,  bk.,  iron  ft  stn.,  8  to  11  stor.;  priv., 
bk.,  2  to  6  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt. 
ord.  F.  dept. — 1  chief's  auto.,  1  auto.  str.  ft  hose 
wag.,  6  str.,  1  in  reserve,  7  comb,  c  ft  h.  wag.,  2 
c  eng.,  22  c  hand  ez.,  2  h.  ft  1.  trk.,  1  supply 
wag.,  2  hose  car.,  1  in  reserve,  87  hrs.;  hose,  cot., 
rub.  lined,  gd.,  16,700  ft;  inf.,  400  ft,  c,  2,860 
ft;  in  reserve,  772  ft;  tot  hose,  19,222  ft;  f.  al., 
Qamewell,  84  bz.;  val.  equip.,  $125,000;  val.  bldgs., 
$108,000;  ezp.  dept,  $36,000;  tot  mem.  1,060, 
pd.  full  time  82,  voL  1,018;  undrs.  rating,  first 
dass. 

Water  Supply — Src,  spr.,  %  ft  6  m.  bus.  cent; 
sys.,   pump   to   res.    ft    stdp.;    stdp.    cap.,    226,000 

fals.;  dim.,  16  z  160;  mat,  wrt  L;  res.  cap., 
00,000  gals.;  4  pump,  eng.,  cap.  day  80,000,000 
gals.;  mains,  c  L,  74.1  m.,  2  to  80  in.  dia.;  687 
hyd.;  1,678  v.;  met,  89;  18,179  serv.;  pipe,  lead; 
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pres.,  dom.  60  lbs.,  f.  60  lb«.;  eons.  d«y,  7,874»200 
irali.;  cost,  |l,08t,888;  cost  mtce.,  |42»849;  wks. 
owned  by  city. 

ALLEN  TOWNSHIP,  p.  1,200.  F.  dept.--Not 
reported.  ' 

Watsr  Supply — Mains,  8.6  m.;  10  v.:  110  serr.; 
pipe,  galv.  i.  ft  lead;  pres.,  dom.  70  lbs.,  f.  125 
lbs.;  cons,  day,  40,000  gals.;  cost,  $80,000;  wks. 
owned  by  Co. 

ALLIANCE  BOROUGH,  p.  5,500.  F.  dept— 
Not  reported. 

Wsttr  Supply — Src.,  spr.  k  water  shed,  IH  m- 
bus.  cent.;  sys.,  grav.,  pump  to  res.;  res.  cap., 
3,000,000  gals.;  pump,  eng.,  class  comp.  dup.,  cap. 
day  1,000,000  gals.;  mains,  12.95  m.;  9  hyd.;  92 
v.;  met,  10;  545  serr.;  pres.,  dom.  100  lbs.,  f. 
185  lbs.;  cons,  day,  250,000  gals.;  cost,  1160,000; 
wks.  owned  by  Co. 

ALTOONA,  p.  52,127;  t.  area,  2,102.6  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  to  5  stor.;  priv.,  bk.  ft  wd., 
2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ord.; 
causes  of  f.  inv.  F.  dept. — 6  str.,  1  h.  ft  1.  trk., 
2  comb.  c.  ft  h.  wag.,  22  c.  hand  ex.,  1  aer.  trk., 
7  hose  wag.,  1  hose  cart,  80  hrs.;  hose,  cot,  mb. 
lined,  gd.,  15,200  ft.;  f.  sL.  Osmewell,  85  bz.; 
val.  equip:,  156,000;  vaL  bldgs.,  |68,500;  exp. 
dept,  161,050;  tot  meoL  70,  pd.  full  time  56, 
pd.  part  time  14. 

Watsr  Supply— Src.,  mountain  strm.,  5H  m- 
bus.  cent;  sys..  grav.;  res.  cap.,  480,000,000  gals., 
loc.  at  Kittanning  Point  Pa.;  mains,  c.  L,  84  m., 
2  to  24  in.  dia.;  774  hyd.;  1,760  v.;  616  met; 
12,998  serv.;  pipe,  galv.  L;  pres.,  dom.  25  lbs.,  f. 
125  lbs.;  cost,  $1,189,811.62;  cost  mtce.,  $89,952; 
wks.  owned  by  city. 

AMBLER,  p.  2,649;  f.  area,  800  a.;  mere  bldgs., 
stn.,  bk.  ft  wd.,  8  stor.;  priv.,  wd.,  2^  &  8  stor.; 
wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F. 
dept. — 1    str.,   1    comb,    c    eng.,    1   h.    ft   1.   trk., 

1  hose  wag.,  2  hrs.;  hose,  cot,  rub.  lined,  gd.. 
1,700  ft;  f.  al.,  dec,  bell  ft  wh.;  val.  equip., 
$8,250;  vaL  bldgs.,  $2,600;  ezp.  dept,  $1,125; 
tot.  mem.,  215  vol. 

Water  Supply — Src,  natural  spr.,  1  m.  bus. 
cent;  sys.,  grav.  ft  pump;  6  tk.,  cap.  100,000  gala.; 
res.  cap.,  67,616,000  gals.;  8  pump,  eng.,  class  dup. 
&  trip.,  cap.  1,200  gals,  min.;  mains,  c.  i.  ft  lead, 
5  m.,  4  to  12  in.  dia.;  42  hyd.;  met,  8;  250  serv.; 
pipe,  lead;  pres.,  dom.  40  lbs.,  f.  75  lbs.;  wks. 
owned  by  Co. 

ANNVILLE,  p.  2,506;  f.  area,  1  sq.  m.;  mere 
bldgs.,  bk.,  2  ft  3  stor.;  priv.,  wd.,  2^  stor.;  wd. 
rfs.  perm.     F.  dept. — 1  str.,  1  comb,  c  ft  h.  wsg., 

2  c  hand  ex.,  1  hose  wag.,  1  hose  reel:  hose, 
cot,  rub.  lined,  ed.,  2,000  ft;  val.  equip.,  $2,000; 
val.  bldgs.,  $2,500;  exp.  dept,  $500;  tot.  mem.,  25o 
vol. 

Wstsr  Supply — Src,  spr.,  1%  m.  bus.  cent; 
sys.,  grav.;  res.  cap.,  200,000  gals.;  mains,  iron, 
2  m.,  4  to  8  in.  dia.;  100  hyd.:  met,  6;  100  serv.; 
pipe,  galv.  i.;  pres.,  dom.  52  lbs.,  f.  65  lbs.;  cost, 
$21,000;   cost  mtce.,  $100;   wks.   owned  by  Co. 

APOLLO,  p.  8,006;  f.  area,  800  a.;  mere 
bldgs.,  wd.  ft  bk.,  2  ft  8  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.  F. 
dept. — 1  h.  ft  1.  trk.,  8  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  1,850  ft;  f.  al.,  elec,  9  bx.;  vaL  equip., 
$2,500;    tot   mem.,    150    vol. 

Water  Supply — Src,  Beaver  Run,  1  m.  bus. 
cent;  sys.,  pump  to  res.;  res.  cap.,  10,000,000 
gals.;  2  pump,  eng.,  cap.  day  2,500,000  gals.; 
mains,  c.  i.,  4  m.,  4  to  12  in.  dia.;  43  hyd.;  72 
v.;  met.,  660;  660  serv.;  pipe,  lead;  pres.,  dom. 
130  lbs.,  f.  160  lbs.;  cost,  $800,000;  wks.  owned 
by    Co. 

ARCHIBALD,  p.  7,194;  f.  area,  8,160  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt  ord.  F.  dept. — 
4  hose  car.;  hose,  cot,  rub.  lined,  gd.,  8,600  ft; 
fair,  400  ft;  tot  hose,  4,000  ft;  new  Gamewell 
al.  sys.  installed;  val.  equip.,  $8,650;  val.  bldgs., 
$3,100;   exp.   dept,   $465;  tot  mem.,   169  vol. 

Watsr  Supply — Src,  creeks  ft  lake,  1  m.  bus. 
cent;  sys.,  grav.;  res.  cap.,  500,000  gals.;  mains, 
c.  i.,  20  m.,  2  to  16  in.  -dia.;  60  hyd.;  20  v.; 
met,  8;  800  serv.;  pipe,  galv.  i.;  pres.,  dom.  100 
lbs.,  f.  145  lbs.:  cost,  $800,000;  cost  mtce.,  $1,- 
000;  wks.  ownea  by  Co. 

ARDMORE,  p.  8,000;  f.  area,  1,800  a.;  mere 
bldgs.,  bk..   2  to  4  stor.;  priv.,  stn.,  bk.  ft  wd.,  2 


to  4  stor.;  wd.  rfs.  perm,  in  t  area:  causes  of  f. 
inv.  F.  dept — 1  auto.  comb,  e  ft  n.  wag.,  1  c 
eng.,  1  h.  ft  L  trk.,  6  e  hand  ex.,  2  hia.;  hose, 
cot,  rub.  lined,  gd.,  1,500  ft;  rub.,  gd.,  2,200  ft; 
tot  hose,  8,700  ft:  f.  aL,  telp.;  val.  equip., 
$6,000;  vaL  bldgs.,  $16,000;  exp.  dept,  $2,970; 
tot  mem.,  226  voL 

Water  Supply — Src,  wells  ft  spr.;  sys.,  grar.; 
res.  cap.,  5,000,000  gals.;  60  hyd.;  200  serr.; 
pres.,  dom.  80  lbs.,  f.  120  lbs.;  cost  mtce.,  $1,500; 
wks.  owned  by  Co. 

ASHLAND,  p.  6,855;  f.  area,  10  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  to  4  stor.;  priv.,  wd.  ft  bk., 
2  ft  8  stor.:  wd.  rfs.  perm.;  fwks.  ft  combt  otn 
F.  dept — 1  hand,  eng.,  1  h.  ft  L  trie.  4  hose  car.; 
hose,  rub.,  gd.,  8,500  ft;  inf.,  800  it;  tot  host, 
8.800  ft;  x.  aL,  bell;  val.  equip.,  $7,50u;  vaL 
bldgs.,  $8,000;  exp.  dept,  $1,450;  tot  menu,  220 
voL 

Watsr  Supply — Src,  spr.,  6  m.  bus.  cent;  ifs.. 

rtv.;  res.  csp.,  11,000,000  gals.;  maina,  c  .., 
to  .12  in.  dia.;  67  hyd.;  met,  19;  1,176  serr.; 
pipe,  iron  ft  lead:  pres.,  dom.  160  lbs.;  cost,  $100,- 
000;  wks.  owned  by  city. 

ASHLEY,  p.  5,601;  f.  srea,  450  a.:  mere  bldgs.. 
bk.  ft  wd.,  IH  to  8H  stor.;  priv.,  wd.,  1^  to  2^ 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  comhL 
ord.;  causes  of  f.  inv.  F.  dept — 1  str.,  S  hose 
carts;  hose,  cot,  rub.  lined,  gd.,  1,500  ft;  t.  aL. 
wh.;  vaL  equip.,  $7,000;  val.  oldgs.,  $82,000;  op. 
dept,  $200;  tot  mem.,  80  voL 

Water  Supply — Src,  supplied  by  Spring  Brook 
Water  Siqiply  Co.,  Wilkesbsrre,  Pa.;  mains,  3  m^ 
4  to  14  in.  dia.;  19  hyd.;  pres.,  f.  110  lbs.;  vfci. 
owned  by  Co. 

ASPINWALL,  p.  2.592;  f.  area,  170  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  to  4  stor.;  priv.,  bk.  ft  wd., 
£Vi  stor.;  wd.  rfs.  not  perm,  in  f.  area;  eaosci 
of  f.  inv.  F.  dept — 2  h.  ft  L  trk.,  2  hose  or.; 
hose,  cot.  rub.  lined,  gd.,  1,500  ft;  f.  al..  Game- 
well  ft  wo.;  vaL  equip.,  $4,700;  val.  bldgs.,  |S.- 
500:  exp.  dept,  $200;  tot  mem.,   130  voL 

Water  Supply — ^Sre,  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  40,000  gals.;  pump,  eag.,  cap.  day 
80,000  gals.;  mains,  3%  m.;  22  hyd.;  160  serv.; 
pres.,  f.  108  lbs.;  cost,  $25,000;  wks.  owned  b; 
Co. 

ATOLEN,  p.  646;  f.  area,  100  a.;  mere  bldgs., 
bk.  ft  wd.,  1  to  3  stor.;  priv.,  bk.  ft  wd..  1  to  3 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  e  eng.,  1  h.  ft  L 
trk.,  6  c  hand  ex.,  1  hose  reel;  hose,  oot.,  rub.  lined, 
gd.,  1,000  ft;  f.  al.,  beU;  vaL  equip.,  $800;  vaL 
bldss.,  $8,000;  tot.  mem.,40  voL 

Water  Supply — Src,  spr.,  1^^  m.  bus.  <^ot.  . 
sys.,  grav.;  mains,  c  i.;  15  hyd.;  wks.  owne^  \\ 
priv.    Co. 

ATHENS,  p.  8,796:  mere  bldgs.,  bk.  ft  wd., 
I  ft  3  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd.  ifa. 
perm.;  fwks.  ft  combt  ord.;  csuses  of  f.  inv.  F. 
dept. — 5  hose  car.;  hose,  cot,  rub.  lined,  gd.,  2,500 
ft.;  f.  ah,  bell;  vaL  bldgs.,  $6,000;  tot.  mem.. 
160  voL 

Water  Supply — Src,  supplied  by  Sayre  Water 
Co.;  sys.,  Rrav.;  mains,  10  m.;  21  hyd.;  pres.,  1 
90   lbs.;   wks.   owned  by  Co. 

AUSTIN,  p.  2,941;  f.  srea,  75  a.;  mere,  bldgs.. 
wd.  ft  bk.,  2  ft  8  stor.;  priv.,  wd.,  2  ctor.;  wi. 
rfs.  perm,  in  f.  area;  fwka.  ft  combt.  ord.  F. 
dept. — 1  h.  ft  L  trk.,  8  hose  car.;  hose,  cot.,  rsh. 
lined,  gd.,  8,000  ft;  f.  al.,  wh.;  exp.  depL,  $400: 
tot.  mem.,  60  vol. 

Water  Suppiy — Src,  spr.  ft  wells,  8  m.  boa. 
cent;  sys.,  grav.,  pump  to  res.;  res.  eap.,  600.090 

fsls.,  loc  3  m.  north  dty;  pump,  eng.,  cap.  daj 
50,000  gals.;  msins,  c  i.,  7%  m.,  4  to  6  ia. 
dia.;  21  hyd.;  800  serv.;  pipe,  gslv.  L;  pres.,  doao. 
80  lbs.,  f.  120  to  140  lbs.;  cons,  day,  800.000 
gals.;  cost,  $55,000;  cost  mtce.,  $8,000;  wks. 
owned  by  Co. 

AVALON,  p.  4,817;  f.  area,  690  a.;  ittrc  bldgs.. 
bk.  ft  wd.,  2  to  8  stor.;  priv.,  bk.  9l  w^  2  stor.; 
fwks.  ft  combt  ord.;  causes  of  L  inv.  \  dept. — 
1  comb,  c  ft  1.  trk.,  12  e  hsnd  ex.,  S  Ife  esr.; 
hose,  2,000  ft;  f.  al.,  wh.  ft  bell;  ▼«!.  equr  ^<«' 
000;  vaL  bldgs.,  $21,000;  exp.  dept.,  $So'iA^^ 
mem.,  65  vol. 

AVIS,  p.    1.000;   f.   sres.   250   a.;    mere,    bid    , 
bk.  ft  wd..  2  to  8  stor.;  priv.,  bk.      St  wd.     1    ft^ 
stor.;  wd.  rfs.  not  perm,  in  f.  ares;   fwks.   i  comb* 
ord.;  csuses  of  L  inv.     F.  dept — 1  hose  cart*  hoae 
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cot.,  rub.  lined,  gd.,  700  ft;  f.  al.,  telp.;  val. 
equip.,  1800;  val.  bldgs.,  $800;  tot.  mein.»  28  vol. 
Water  Supply-nSrc,  riv.,  6  m.  bus.  cent.;  ays., 
grav.;  mains,  iron,  4i  m.,  6  to  12  in.  dia.;  14  h>'d.; 
pres.,  dom.,  140  H>8. ;  con,  $97,000;  coat  mice., 
91,000;   wka.   owned  by  priv.  Co. 

AVOCA,  p.  4,634;  f.  area,  900  a.;  mere,  bldga., 
bk.  k  wd.,  2  ft  8  ator.;  priv.,  bk.  k  wd.,  1  ft  2 
stor.;  wd.  rfa.  perm,  in  f.  area.;  fwka.  ord.;  causes 
of  f.  inv.  F.  dept — 1  hoae  wag.,  1  hose  cart; 
hose,  cot,  rub.  lined,  gd..  1,800  ft;  f.  al.,  wh.; 
vaL  equip.»  $1,500;  vaL  bldgs.,  $8,000;  ezp.  dept, 
$250;  tot  mem.,  44  vol. 

WaUr  Supply-— Src.  apt;  ays.,  grav.;  24  byd.; 
prea.,  dom.  80  lbs.,  x.  90  lbs.  cost,  $2,000,000; 
cost  mtce.,  $480;  wks.  owned  by  Co. 

AVON  DALE,  p.  688;  f.  area,  400  a.;  mere, 
bldgs.,  atn.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  stn., 
bk.  ft  wd.,  2H  stor.;  wd.  rfa.  perm,  in  f.  area; 
fwka.  ft  combt  ord.;  causea  of  f.  inv.  F.  dept — 
1  str.,  1  hand  eng.,  7  c.  hand  ex.,  1  h.  ft  1.  trk., 
1  hose  wag.,  2  hose  reels;  hose,  cot.,  rub.  lined,  gd., 
800  ft:  rub.,  gd.,  200  ft;  tot  hose,  1,000  ft;  f. 
al.,  bell  ft  wh.;  val.  equip.,  $1,100;  exp.  dept, 
$150;  tot  mem.,  47  vol. 

Water  Supply — Src,  spr.;  «ys..  grav.;  res.  cap., 
400,000  gala.;  pump,  eng.,  cap.  day  216,000  gala.; 
mains,  c.  i.,  2  m.,  6  in.  dia.;  11  hyd.;  pres.,  dom. 
50   lbs.,   f.    100   lbs.;    wks.   owned   by  priv.   corpn. 

BALA  AND  CYNWYD,  p.  8,000;  f.  area,  4  aq. 
m.;  mere,  bldga.,  bk.,  2  to  2%  ator.;  priv.,  stn.  ft 
wd.,  2%  to  8  ator.;  wd.  rfa.  perm,  in  f.  area:  fwka. 
ft  combt  ord.;  cauaes  of  f.  inv.  F.  di^pt — 1  auto, 
eng.,  1  comb.  c.  ft  h.  wag.,  4  e.  hand  ex.,  90-hp. 
trk.  with  500-gal.  pump;  hoae,  cot,  rub.  lined, 
ipd.,  1,400  ft;  c,  150  ft;  inf.,  150  ft;  tot  hoae, 
1.700  ft;  f.  aL,  elec;  vaL  equip.,  $9,000;  val. 
bldga.,  $12,500;  ezp.  dept,  $1,50G;  tot  mem., 
812  voL;  undra.  ratine,  first  daaa. 

Water  Supply — Unumited  aupply;  ays.,  grav.; 
maina,  4  to  10  in.  dia.;  17  hyd.;  pres.,  50  Iba.; 
wks.  owned  by  priv.  oorp. 

BANGOR,  p.  5,869;  f.  area,  1,280  a.;  mere, 
bldga.,  bk.  ft  wd.,  2  ft  6  ator.;  priv.,  wd.,  2  ator.; 
wd.  rfa.  not  perm.;  fwks.  ft  comot  ord.;  cauaea  of 
f.  inv.  F.  dept. — 1  h.  ft  L  trk.,  8  hoee  wag.,  1  auto, 
triple  comb.  pump,  eng.,  c.  eng.  ft  hose  car.;  hose, 
cot,  rub.  lined,  gd.,  5,000  ft;  f.  aL,  Gamewell,  11 
bx.,  bell  ft  wh.;  val.  equip.,  $5,000;  val.  bldga., 
$3,000;  exp.  dept,  $200;  tot  mem.,  110  vol.; 
undrs.   rating,   second  class. 

Water  Supply — Src,  supplied  by  Spring  Brook 
Water  Supply  Co.,  Wilkeabarre,  Pa.;  mains,  8  m., 

3  to  12  in.  dia.;  85  hyd.;  prea.,  f.  125  lbs.;  wka. 
owned  by  Co. 

BARNESBORO,  p.  3,535;  bldgs.,  wd.  F.  dept 
— 1  str.,  1  h.  ft  1.  trk.,  8  hoae  car.;  hose,  2,000 
ft.;  f.  al.,  wh.,  telp.  ft  bdl;  vaL  equip.,  $8,000;  vaL 
bldgs.,  $4,500;  tot  mem.,  125  vol. 

Water  Supply — Maina,  4  to  6  in.  dia.;  24  hyd; 
res. 

BEAVER,  p.  8,456;  mere  bldgs.,  bk.  ft  wd.,  2 
ft;  3  stor.;  priv.,  wd..  2  ft  8  stor.;  wd.  rfs.  perm.; 
fwks.  ft  combt.  ord.  F.  dept — 1  comb,  c  ft  h.  wag., 
1  hand  eng.,  1  h.  ft  1.  trk.,  1  hoae  car.;  hose,  cot, 
rub.  lined,  gd.,  2,000  ft;  f.  al.,  telp.;  vaL  equip., 
$7,500;  val.  bldga.,  $25,000;  tot  mem.,  85  vol. 

Water  Supply — Src,  10  wella,  \k,  ni.  bus.  cent; 
ays.,  grav.,  pump  dir.,  aurplua  to  rea.  ft  dir.;  rea. 
cap.,  1.000,000  gala.,  loc  at  Brighton:  2  pump, 
eng.,  claas,  trip.,  cap  day  8,000,000  gala.;  maina, 
c.  L,  18  m.,  2  to  10  in.  dia.;  68  hyd.;  150  v.; 
350  aerv.;  pipe,  lead;  prea.,  dom.  110  lbs.,  f.  110 
lbs.;  cons,  day,  850.000  nla.;  coat,  $60,000;  coat 
mtce..  $3,500;  wka.  owned  by  city. 

BEAVER  FALLS,  p.  12,191;  f.  area,  500  a.; 
mere,  bldgs..  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  penn.;  fwka.  *  combt.  ord.  F.  dept. — 1 
con;b.  c.  ft  h.  wag.,  1  str.,  11  c  hand  ex.,  1  h.  ft  1. 
trk.,  1  hose  wag.,  4  hose  car.,  8  hrs.;  hose,  cot,  rub. 
lined,  gd..  6,500  ft.;  f.  al.,  Qamewcll,  29  bx.;  val. 
equip.,  $30,000;  val.  bldga.,  $45,000;  exp.  dept, 
$4,500;  tot  mem.,  42  vol.,  6  pd.  full  time,  voL  86. 

Water  Supply — Src,  riv.,  1  m.  bua.  cent;  aya., 
pump  to  rea.,  to  stdp.  ft  dir.;  stdp.  cap.,  68,000 
gala.;  rea.  cap.,  4,000,000  gals.;  8  pump,  eng., 
cap.    day    14,000,000    gala.;    mains,    c    L,    85    m., 

4  to  16  in.  dia.;  145  hyd.;  met,  421;  2,295  aerv.; 
pipe,  lead;  prea.,  dom.  45  Iba.,  f.   185  Iba. 

BEAVER  WTEADOW.  p.  1,580;  bldga,  wd.,  1  to 
2%    ator.     F.   dept — Not  reported. 


Water  Supply — Src,  apr.;  aya.,  grav.;  rea.  cap., 
1,000,000  gals.;  maina,  c  L,  2  m.,  1  to  4  in. 
dia.;  9  hyd.;  200  aerv.;  pres.,  dom.  90  lbs.,  f. 
90  lbs.;  cost,  $8,000;  cost  mtce.,  $200;  wks. 
owned  by  Co. 

BEAVER  SPRINGS,  p.  600;  f.  area,  20  a.;  mere 
bldga.,  bk.,  stn.  ft  wd.,  2  to  8  ator.;  priv.,  bk.  ft  wd., 
2  to  8  stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwks. 
ft  combt.  ord.;  cauaes  of  f.  inv.  F.  dept. — 500  ft. 
cot.,  rub.  lined,  hose. 

Water  Supply — ^Src,  spr.,  3  m.  bua.  cent.;  ays., 
grav.;  stdp.  cap.,  37,000  gak.;  mains,  3  m.,  4  to 
16  in.  dia.;  11  hyd.;  11  v.;  pipe,  c.  i.;  prea., 
dom.  72  lbs.,  f.,  72  lbs.;  cons,  day,  24,000  gals.; 
cost,  $20,000;  cost  mtce.,  $365;  wks.  owned  by 
priv.  Co. 

BEDFORD,  p.  2.285;  mere  bldga.,  stn.,  bk.  ft 
wd.,  3  ator.;  priv.,  bk.,  8  ator.;  wd.  rfs.  not  perm.; 
fwks.  ft  combt.  ord.  F.  dept — 1  str.,  1  b.  ft  1. 
trk.,  8  hose  car.;  hoee,  cot,  rub.  lined,  gd.,  1,800 
ft.;  f.  al.,  bell  ft  wh.;  tot.  mem.,  32  vol.;  undrs. 
rating,  first  class. 

Water  Supply — Src,  res.,  1  ft  2  m.  bua.  cent; 
aya.,  grav.  ft  pump  to  rea.;  res.  cap.,  30,000,000 
^a.;  pump,  eng.,  cau  day  860,000  gala.;  maina, 
c.  L,  10  m.,  4  to  8  m.  dia.;  45  hyd.;  47  v.;  400 
aerv.;  pipe,  iron;  pres.,  dom.  65  lbs.,  f.  140  lbs.; 
cona.  day,  300,000  gala.;  cost  mtce.,  $3,200;  wks. 
owned  by  city. 

BELLEFONTE,  p.  4,145;  f.  area,  160  a.;  mere 
bldga.,  bk.  ft  stn.,  2)^  to  4  stor.;  priv.,  bk.,  stn. 
ft  wd.,  2  ft  8  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 
2  str.,  1  h.  ft  1.  trk.,  5  c  hand  ex.,  1  hose  wag., 
2  hose  car.,  8  hoae  carta,  8  hra.;  hoee,  oot.,  mb. 
lined,  gd.,  3,200  ft;  f.  aL,  bell  ft  wh.;  vaL  equip., 
$12,000;  vaL  bldgs.,  $12,000;  exp.  dept,  $1,000; 
tot.  mem.,  180  vol. 

Water  Supply — Src,  spr.,  %  m.  bua.  cent.;  ays., 
pump  to  rea.;  res.  cap.,  500,000  gala.;  4  pump,  eng., 
cap.  day,  4,000,000  gala.;  mains,  10  m.,  4  to  12  m. 
dia.;  66  met;  71  hyd.;  pres.,  dom.  85  lbs.,  f.  105 
lbs.;  cost,  $100,000;  cost  mtce.,  $6,000;  wks.  owned 
by  city. 

BELLEVERNON,  p.  2,372;  f.  area,  260  a.;  mere 
bldxs.,  wd.  ft  bk.,  2  ft  3  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt.  ord.  F.  dept — 
4  c  hand  ex.,  2  hose  car.;  hose,  cot,  rub.  lined, 
gd..  900  ft:  inf.,  300  ft.;  tot  hoae.  1,200  ft;  f. 
aL,  wh.;  vaL  equip.,  $400;  vaL  bldgs.,  $2,500; 
exp.  dept,   $200;  tot.  mem.,  70  voL 

Water  Supply — Src,  riv.;  sya.,  pump  to  rea.; 
rea.  cap.,  1,000,000  gala.;  pump,  eng.,  cap.  day 
750.000  gala.;  maina,  iron,  5  m.,  4  to  8  in.  dia.; 

34  hyd.;  met,  20;  pipe,  lead;  prea.,  dom.  SO  Iba., 
f.  160  Iba.;  coat,  $85,000;  coat  mtce.,  $8,000;  wka. 
owned  by  dty. 

BELLEVUE,  p.  6,828;  f.  area,  1  aq.  m.;  mere 
bldga.,  bk.,  atn.  ft  wd.,  1  to  4  ator.;  priv.,  atn.  ft 
bk.,  2  ator.;  wd.  rfa.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  cauaea  of  f.  mv.  F.  dept. — 1  h.  ft  1. 
trk.,  1  c  eng.,  8  c  hand  ex.,  £  hoae  carta,  4  hrs.; 
hose,  cot,  rub.  lined,  gd.,  8,000  ft;  f.  aL,  bell; 
vaL   bldga.,   $2,000;   exp.   dept,   $500;   tot   mem., 

35  voL 

Water  Supply— Src,  well;  aya.,  dir.;  atdp.  cap., 
500,000  gala.;  dim.,  80  x  100;  mat,  iron;  2  res., 
cap.  7,000,000  gala.;  8  pump,  eng.,  daaa  h. 
d.,  cap.  day  10,000,000  gala.:  maina,  c.  L,  85 
m.,  4  to  20  in.  dia.;  350  hyd.;  8,000  met;  5,> 
600  aerv.;  pipe,  lead;  pree.,  dom.  90  lbs.,  f.  90 
Iba.;  cona.  day,  8,700,000  gala.;  wka.  owned  by 
priv.   Co. 

BELLWOOD,  p.  2,277;  f.  area,  570  a.;  mere 
bldgs.,  wd.,  bk.  ft  stn.,  2  .«tor.;  priv..  wd..  2  stor.; 
wd.  rfa.  perm.;  fwka.  ft  combt.  ord.  F.  dept. — 4  c 
hand  ex.,  1  h.  ft  I.  trk.,  1  hose  wag.,  1  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  2,000  ft;  inf.,  700  ft; 
tot  hose,  2,700  ft;  f.  aL,  wh.  ft  telp.;  vaL,  equip., 
$3,500;  vaL  bldgs.,  $8,500;  exp.  dept,  $800;  tot 
mem.,  52  voL 

Water  Supply — Src,  Laurel  riv.,  8  m.  bua.  cent; 
ays.,  grav.  ft  dir.;  maina,  7  m.,  8  to  10  in.  dia.; 
82  hyd.;  59  v.;  860  aerv.;  pipe,  galv.  L;  pres.,  dom. 
75  lbs.,  f.  100  lbs.;  cost  $24,000;  wka.  owned  by 
town. 

BEN  AVON,  p.  2,200;  f.  area,  400  a.;  mere 
bldga..  bk.,  1  ft  2  ator.;  priv.,  wd.,  1  ft  2  ator.; 
wd.  rfa.  not  perm,  in  f.  area;  fwka.  ft  combt  ord.; 
cauaea  of  f.  inv.     F.  dept. — I  comb.  c.  ft  h.  wag.. 
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8  c.  hand  ex.,  1  b.  4e  I.  trk.,  2  hose  car.;  how. 
cot.,  rub.  lined,  gd.,  1,500  ft.:  f.  al.,  elec.,  16 
bx.;  vaL  equip.,  93,500;  val.  oldgt.,  |500;  exp. 
dept,  $600;  tot  mem.,  42  vol. 

Watar  Supply — Src,  wells,  8  m.  bus.  cent.;  sya., 
dir.  pump  to  stdp.;  atdp.  cap.,  150,000  gala.;  dim., 
20  X  100;  mat.,  wrt.  i.;  rea.  cap.,  7,800,000  gala.; 
8  pump,  eng.,  comb.  cap.  day,  10,000,000  gala.; 
mains,  c.  i.,  90  m..  2  to  20  In.  dia.;  4,528  met.; 
prea.,  f.  100  Iba.;  wka.  owned  bj  priv.  Co. 

BERLIN,  p.  1,866;  f.  area,  150  a.;  mera  bldgs., 
fitn.,  bk.  h  wd.,  1  to  8  ator.;  prir.,  atn.,  bk.  k  wd., 
2  ator.;  wd.  rfa.  perm,  in  f.  area;  fwka.  ord.;  cauaea 
of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  10  c.  hand  ex., 
2  hoae  carta;  hoae,  cot,  nd>.  lined,  gd.,  1,000  ft; 
tot  mem.,  76  vol. 

Watar  Supply — Src,  aand  apr.;  aya.,  grav.  to 
rea.;  rea.  cap.,  500,000  gala.;  mains,  7  m.;  26 
hyd.;  250  serv.;  prea.,  f.  100  lbs.;  coat,  $50,000; 
wks.  owned  by  Co. 

BERWICK,  Columbia  Co.,  p.  5,867;  f.  area,  640 
a.:  mere  bidga.,  wd.,  1  to  8  ator.;  priv.,  bk.  & 
wd.,  2  ator.;  wd.  rfa.  not  perm,  in  f.  area.  F. 
dept. — 1  comb,  c  ft  h.  wag.,  1  c.  eng.,  1  c.  hand 
ex.,  8  hoae  wag..  8  hose  carta,  1  hrs.;  hose,  cot, 
rub.  lined,  gd.,  2,900  ft;  inf.,  800  ft;  tot  hoae, 
8,700  ft;  f.  al.,  wh.;  tot.  mem.,  850  vol. 

Watar  Supply — Src,  apr.,  5  m.  bua.  cent;  sys., 
grav.;  res.  cap.,  65,000,000  gala.;  pump,  eng., 
cap.  day  4,500,000  gala.;  mains,  iron,  16  m.,  2  to 
16  In.  dia.;  61  hyd.;  60  v.;  2,700  aerv.;  pipe, 
iron  ft  lead;  prea.,  dom.  72  lbs.,  f.  85  Iba.;  coat, 
$87,150;  coat  mtce.,  $2,000;  wka.  owned  by  city. 

BERWYN,  p.  1,000;  f.  area,  110  a.;  mere 
bldga.,  atn.,  bk.  ft  wd.,  1  to  8  ator.;  priv.,  stn., 
bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  causes 
of  f.  inv.  F.  dept — 1  auto,  str.,  1  h.  ft  1.  trk.,  8 
c  hand  ex.,  1  nose  cart;  hose,  cot,  rub.  lined, 
d.,  700  ft;  f.  al.,  bell;  val.  equip.,  $8,700;  vaL 
Idgs.,  $15,000;  tot.  mem.,  175  vol. 
Watar  Supply — Src,   creek;   sya.,  pump   to  rea.: 

Sump,  eng.,  cap.  day  2,000,000  gala.;  wka.  owned 
y  Co. 

BETHLEHEM,  p.  12,837;  f.  area,  6,500  a.;  mere 
bldgs.,  bk.  ft  wd.,  IV^  to  5  stor.;  priv.,  stn.,  bk. 
ft  wd.,  2\^  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 
2  str.,  8  comb,  c  eng.,  2  c  hand  ex.,  1  aer.  trk., 
2  hose  carts,  6  hrs.;  hose,  cot.,  rub.  lined,  gd., 
6,700  ft;  f.  al..  bell  ft  wh.,  28  bx.;  val.  equip., 
$85,000;  val.  bldga.,  $40,000;  exp.  dept,  $8,500; 
tot  mem.  236,  pd.  full  time  8,  pd.  part  time  18, 
vol.   220. 

Water  Supply — Src,  spr.  ft  wells;  sys.,  pump 
to  stdp.  ft  dir.;  stdp.  cap.,  1,050,000  gals.;  dim., 
25  X  25,  50  X  50,  loc  in  borough;  mat,  iron;  3 
pump.  eng..  cap.  day  3,000,000  gals.;  mains,  c 
i.,  15  m.,  4  to  20  in.  dia.:  98  hyd.;  2,000  serv.; 
pres.,  dom.  80  lbs.,  f.  70  Iba.;  cona.  day,  1,500,- 
000  gals.;  coat  $104,000;  cost  mtce.,  $10,000; 
wks.  owned  by  borough;  Bethlehem  City  Water 
Co.,    So.    Bethlehem. 

BIG  RUN,  p.  1,000;  f.  area,  66  a.  F.  dept. — 
2  hose  carts,  1,000  ft.  hose;  val.  equip.,  $1,000; 
vol. 

Water  Supply — Src,  res.;  sys.,  grav.;  2  pump, 
eng.;  20  hyd.;  mains,  4  m.;  pres.,  f.,  80  lbs.;  wks. 
owned  by  priv.  Co. 

BIR08B0R0,  p.  2,980;  f.  area,  640  a.;  bldgs., 
bk.  ft  atn..  2  to  8^^  ator.;  fwka.  ft  combt  ord.  F. 
dept. — 1  nose  wag.,  1  hose  car.:  hoae,  cot,  rub. 
lined,  gd.,  1,000  ft;  val.  equip.,  $5,000;  val. 
bldga.,  $6,200;  exp.  dept,  $600;  tot  mem.,  86  vol. 

Watar  Supply — Src,  spr.  ft  strm.,  2V^  m.  bua. 
cent;  aya.,  grav.  to  rea.;  rea.  cap.,  28,000,000  gals., 
loc.  in  hilla;  maina,  iron,  12  m.,  4  to  16  in.  dia.;  88 
hyd.;  100  v.;  prea.,  dom.  80  lbs.,  f.  80  lbs.;  cost, 
$65,000;   wks.   owned   by  Co. 

BLAIRSVILLE,  p.  8,572;  f.  area,  100  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  ator.;  wd.  rfs. 
perm.;  fwks.  ft  combt  ord.  F.  dept. — 1  h.  ft  1. 
trk.,  4  hose  wag.;  hose,  cot,  rub.  lined,  gd.,  1.700 
ft;  inf.,  100  ft;  tot  hoae,  1,800  ft;  f.  al.,  bell; 
val.  equip.,  $2,200;  tot  mem.,  50  voL 

Water  Supply — Src,  riv.;  ays.,  pump  to  rea.; 
res.  cap.,  169,190  gals;  pump,  eng.,  cap.  day 
1,000,000  gals.;  mains,  S  m..  3  to  12  in.  dia.; 
60  hyd.;  pres..  dom.  60  lbs.,  f.  80  lbs.;  cost  $85,- 
000;   cost  mtce.,   $2,500;   wks.  owned  by  town. 

BLAKELY,  p.  5,845;  bldgs.,  wd.  F.  dept — 2 
hose  car.,  4  hrs.;  hose,  oot,  rub.  lined,  gd.,   4,000 


ft;  inf.,  60  ft;  tot  hoae,  4,050  ft:  f.  aL,  dec,  16 
bx.;  vaL  equip.,  $6,000;  exp.  dept,  $600;  tot  mem., 
60   voL 

Watar  Supply — Syi.,  grav.;  prea.,  125  lbs. 

BL0OM8BURO,  p.  7,418;  f.  area,  960  a.;  mere 
bldga.,  bk.,  3  ft  4  ator.;  priv.,  bk.  ft  wd.,  2  ttor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.  F.  depu 
*-~l  atr.,  1  h.  ft  L  trie.,  5  aupply  wag..  4  hos«  car.; 
hoae,  cot,  rub.  lined,  4,000  ft;  inf.,  1,000  ft.; 
tot  hoae,  6.000  ft;  f.  al.,  telg.,  12  bx.;  tiL 
equip.,  $9,800;  val.  bldga.,  $21,600;  exp.  dept, 
$1,000;   tot   mem.,   400   vol. 

Watar  Supply — Src,  Fiahing  Creek,  %  m.  bus. 
cent;  aya.,  pump  to  rea.  dir.;  rea.  cap.,  4,500,000 
gala.,  loc  at  pump,  atation;  2  pump,  eng.,  cip. 
day  9,000,000  gala.;  maina,  c  L,  17  m.,  4  to 
12  in.  dia.;  76  hyd.;  60  v.;  met,  66;  1,100  wrr.; 
pipe,  galv.  i.;  prea.,  dom.  50  Iba.,  f.  60  lbs.; 
cona.  day,  900,000  gala.;  coat  $150,000;  cost 
mtce.,   $3,500;    wka.   owned  by   Co. 

BLOSSBURG,   p.    2,808;   f.  area,   640  a.;  mere 

bldgs.,  stn.,  bk.  ft  wd.,  1  to  8  ator.;  priv.,  bk. 
ft  wd.,  2  ator.;  wd.  rfs.  perm,  in  f.  area;  ftrks. 
ft  combt  ord.;  cauaea  of  f.  inv.  F.  dept — 1  ttr, 
4  hoae  carta,  1  hoae  car.;  hoae,  cot,  rub.  lined,  gi., 
800  ft;  rub.,  gd.,  700  ft;  inf.,  SCO  ft;  tot  hose, 
1,800  ft;  f.  al.,  bell  ft  wh.;  val.  equip.,  $6,000; 
val.  bldgs.,  $8,000;  exp.  dept,  $500;  tot  mem.. 
84   VOL 

Watar  Supply — Src,  atrm.;  ays.,  grav  ;  rea.  cap., 
6,000,000  gala.;  maina,  8  m.,  4  to  is:  In.  dit.; 
42  hyd.;  275  aerv.;  pres.,  dom.  100  Iba..  f.  H>0 
Iba.;  coat,  $40,000;  cost  mtce.,  $1,000;  vkt. 
owned  by  Co. 

BOLIVAR,  p.  518.  F.  dept — 1  hoae  reel;  hose, 
cot,  rub.  lined,  gd.,   1,000  ft;   f.    al.,  bell;  vol. 

Water  Supply — Src,  well;  aya.,  grav.;  «dp. 
cap.,  2,000,000  gala.;  maina,  6  m.,  6  to  10  la 
dia.;   26  hyd.;  prea.,   75  Iba.;   wka.  owned  by  dtj. 

BOYERTOWN,  p.  2,488;  f.  area,  250  a,;  mcrt. 
bldga.,  bk.,  2  to  4  ator.;  priv.,  bk.,  2%  stor.; 
wd.  rfa.  perm,  in  f.  area.  F.  dept — 1  sir.,  2  h. 
ft  L  trk.,  4  c  hand  ex.,  2  hoae  carts;  hose,  cot, 
rub.  lined,  gd.,  1,600  ft;  f.  al.,  bell;  val.  equip.. 
$10,000;    exp.    dept,    $600;    tot    mem.,    250  vol 

Watar  Supply — -Src,  spr.;  aya.,  grav.;  res.  cap.. 
660,000  gals.;  maina,  5%  dl,  4  to  12  in.  dia.; 
160  hyd.;  800  aerv.;  prea.,  f.  76  Iba.;  cost  mice., 
$1,600;   wks.   owned  by   borou^. 

BRACKENfirOGE,  p.  3,134;  f.  area,  80  a.  F. 
dept — 6  c  hand  ex.,  1  hose  reel,  1  h.  ft  1.  trk., 
1,500  ft.  hose;  f.  aL,  wh. ;  val.  equip.,  $S,350; 
val.  bldgs.,  $4,000;  tot  mem.,  50  vol. 

Watar  Supply — Stdp.  cap.,  1,600,000  gals.;  ijt-. 

Kav.;   mains,   4Vi    m.,   4   to  20  in.   dia.;  pres.,  90 
s.;  wks.  owned  by  city. 

BRADDOCK,  p.  19,857;  f.  area,  5,000  a.;  merr. 
bldga.,  bk.  ft  stn.,   1   to  4  ator.;   priv.,  bk.  ft  vd., 

1  to  8  ator.;  wd.  rfa.  perm.;  fwka.  ft  combt  ord. 
F.  dept. — 1  auto.  comb.  h.  ft  L  trk.,  1  auta  boce 
trk.,  4  c  hand  ex.,  1  h.  ft  L  trk.,  1  hoae  recL  1 
comb,  c  ft  h.  wag.,  1  hoae  car.;  ho^e.  oot,  rub. 
lined,  gd.,  4,000  ft;  f.  al.,  Gamewell,  29  bx.; 
val.  equip.,  $12,000;  vaL  bldga.,  $40,000;  exp. 
dept,    $11,000;    tot.   mem.    10,   pd.    full   time. 

Watar  Supply — Src,  MonongabeU  riv.,  H  m. 
bua.  cent,  ft  wells;  sya.,  grav.,  pump  to  res.;  res. 
cap.,  12,600,000  gala.;  8  pump,  eng.,  cap.  dv 
10,000,000  gals.;  maina,  c  L,  20  m.,  4  to  U 
in.  dia.;  109  hyd.;  met,  484;  prea.,  dom.  SO  to 
126  Iba.,  f.  80  to  125  Iba.;  cona.  day,  S,250,0«« 
gala.;  coat  $281,000;  cost  mtce.,  fl8,000;  vks. 
owned   by    city. 

BRADFORD,  p.  14,554;  f.  area,  1.460  a.;  mere 
bldga.,  bk.  ft  wd.,   1   to  4   stor.:   piiv.,  bk.  ft  vd.. 

2  stor.;  wd.  rfa.  not  perm.;  fwka.  ft  combt  ord.; 
cauaea  of  f.  inv.  F.  dept. — 1  ^ieFa  aute  wiik 
c.  equip.,  2  comb,  e  ft  h.  wag.,  8  e  band  ex.,  1 
atr.,  1  h.  ft  1.  trk.,  1  hoae  wag.,  8  hoae  rccla;  kose. 
cot.  rub.  lined,  gd.,  5,800  ft;  f.  al.,  Gamewell, 
66  bx.;  vaL  eouip.,  $88,208;  vaL  bldga.,  $25,161; 
exp.  dept,  $18,860;  tot  mem.  18,  pd.  fall  time 
17,  pd.  part  time  1. 

Watar  Supply — Src,  spr.  ft  wella,  6  m.  bua 
cent.;  sys.,  grav.  ft  pump;  rea.  cap.,  820.000.MO 
gala.,  loc.  5  m.  weat  city;  mains,  e  L,  SS  m..  4 
to  24  in.  dia.;  282  hyd.;  610  v.;  met,  U'; 
3,860  aerv.;  pipe,  lead  ft  galv.  L;  prea..  don.  fi 
Iba..  f.  85  lbs.;  cons,  day,  2,000,000  gala.;  cost, 
$520,000;  cost  mtce.,  $12,000;  wka.  owned  by 
city. 
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BRIDGEPORT,  p.  8,8«0;  f.  are*.  100  «.;  blg^. 
bk.,  •tn.  ft  wd.,  2*6  rtor.  F.  dept. — 1  auto.  comb, 
c  »  h.  wag.,  1  boM  oar.;  hoae,  cot.,  rub.  im«a,  gd., 
1,400  ft.;  i.  al.,  telp.;  vaL  equip.,  |2,600;  vaL 
bldgs.,  $6,000;  tot.  mem.,  86  vol.;  undra.  rating, 
first  class 

Water  Supply — Src,  Sehuylkfll  riv.,  %  m.  bua. 
cent.;  «>•».,  pump  to  res.  &  dir.;  rea.  cap.,  8.000,- 
000  gala.;  pump,  eng.,  cap.  day,  1,000.000  gals.; 
maina,  c  i.,  8  m.,  4  to  10  in.  dia.;  47  hyd.;  27 
v.;  met.,  41;  670  serv.;  pipe,  c.  i.;  pres.,  dom.  &  I. 
86  to  80  lbs.;  cons,  day,  SOO.OOO  gals.;  coat,  |40,- 
000;  coat  mtce.,  $2,000;  wka.  owned  by  Co. 

BRISTOL,  p.  9,256;  f.  area,  680  a.;  mere, 
bldgs.,  wd.,  stn.  ft  bk.,  2  to  4  stor.;  priv.,  stn., 
bk.  ft  wd.,  2V4  to  8  stor.;  wd.  rfs.  perm.;  fwks. 
ft  combt.  ord.;  cauaea  of  f.  Inv.  F.  dept. — 1 
chief  a  auto.,  1  atr.,  2  comb,  c  ft  h.  wag.,  4  c. 
hand  ex.,  1  h.  ft  I.  trk.,  1  hose  wag.,  2  hose  reels; 
hose,  cot,  rub.  lined,  gd.,  600  ft;  c,  600  ft; 
tot  hose,  1,100  ft;  f.  aL.  Gamewcll,  14  bx.; 
val.  equip.,  $12,000;  val.  bldgs.,  $25,000;  tot 
mem.,   600  vol.;   undrs.   rating,   lirst   class. 

Water  Supply — Src,  riv.;  ays.,  pump  to  tk.  ft 
dir.;  tk.  cap.,  150,000  gala.;  8  pump,  eng.,  cap. 
day  8,000,000  gals.;  mama,  c.  1.,  10  m.,  4  to  8 
in.  dia.;  100  hyd.;  80  v.;  met,  2;  MOO  aerv.; 
pipe,  lead  ft  iron;  pres.,  dom.  70  lbs.,  f.  160  lbs.; 
cons,  daj*,  1,000,000  gals.;  cost,  $73,000;  coat 
mtce..    $4,600;    wka.    owned   by   Co. 

BROCKWAYVILLE,  p.  1,898;  f.  area,  600  a.; 
bldgs.,  wd.  ft  bk.  F.  dept — 1  hose  car.;  hose, 
cot,  rub.  lined,  gd.,  1,000  ft;  inf.,  200  ft;  tot. 
hose,  1,200  ft;  val.  equip.,  $1,000;  tot  mem.,  26 
vol. 

Water  Supply — Src,  apr.;  sys.,  grav.;  rea.  cap., 
200,000  gala.:  maina,  6  m.;  prea.,  dom.  66  lbs., 
f.    65.  lbs.;   wks.  owned  by   Co. 

BROOKVILLE,  p.  8,008;  f.  area,  860  a.;  mere, 
bldga.,  bk.,  8  ator.;  priv.,  bk.  ft  wd.,  2  ator.;  wd. 
rfs.  perm.;  no  fwks.  ft  combt.  ord.  F.  dept. — • 
4  c.  hand  ex.,  1  h.  ft  1.  trk.,  6  hose  car.,  2  hrs,; 
hose,  cot,  rub.  lined,  gd.,  2,000  ft;  priv.  boae  can 
be  used  if  necessary;  f.  al.,  bell  ft  wh.;  val.  equip., 
$1,500;  vaL  bldgs.,  $1,200;  exp.  dept,  $400;  tot 

mem..  40  vol.  .       .,         ,. 

Water  Supply — Src,  oreek,  1%  m.  bus.  cent;  sya., 
pump  to  atdp.:  stdp.  cap.,  860,000  gala.;  rea.  cap., 
16,980,000  gals.;  2  pump,  eng.,  cap.  day,  1.000,000 
ala.;  maina,  c  i.,  9%  m..  8  to  8  m.  dia.;  27  lyd.; 
^0  met.;  400  aerv.;  pipe,  lead  ft  galv.  L;  Pros-i  aom. 
50  lbs.,  f.  76  lbs.;  cons,  day,  815,000  gals.;  cost, 
$124,000;  cost  mtce.,  $8,000;  wks.  owned  by  Co. 

BROWNSVILLE,  p.  2,324;  mere  bldgs.,  bk.  ft 
wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.; 
fwks.  ft  combt  ord-;  cauaea  of  f.  inv.  F.  dept — 10 
c.  band  ex.,  1  h.  ft  1.  trk.,  8  hoae  car.;  hose,  cot, 
rub.  lined,  gd.,  1,460  ft;  cub.,  gd.,  800  ft;  inf.,  800 
ft;  tot  hose,  2,050  ft;  f.  al.,  automatic  wh.,  11 
bx.;  val.  equip.,  $2,880;  val.  bldgs.,  $7,500:  exp. 
dept.  $250;  tot  mem.,  80  vol.;  undra.  rating, 
•econd  class. 

Water  Supply — Src,  riv.,  1  m.  bus.  cent;  sys., 
pump  to  rea,;  rea.  cap.,  1,000,000  gals.;  pump. 
eng.,  cap.  day  1,000,000  gals.;  mains,  11  m.,  4 
to  8  in.  dia.;  26  hyd.;  18  v.;  pipe,  lead;  prea., 
f.    120  Iba.;   cost,   $25,000;   wks.   owned   by   Co. 

BRYN  MAWR,  p.  5,500;  mere  bldgs.,  bk.  ft 
stn.,  2  ft  8  stor.;  priv..  stn.,  2H  stor.;  wd.  rfs. 
perm,  in  f.  area;  cauaea  of  f.  inv.  F.  dept. — 1 
str.,  1  comb.  c.  ft  h.  wag.,  2  c.  hand  ex.,  1  hoae 
wag.,  1  hose  cart;  hoae,  cot.  rub.  lined,  gd., 
2.000  ft;  inf.,  600  ft;  tot  hoae,  2.600  ft;  f. 
al.,  gong,  600  bx.;  val.  equip.,  $8,500;  val.  bldga., 
$27,000;  exp.  dept,  $1,000;  tot  mem.  240,  pd. 
full   time  1,  pd.  part  time   1,  vol.    238. 

Water  Supply — Src,  creek;  ays.,  grav.  ft  pump 
to  stdp.;  atdp.  cap.,  940,000  gals.;  pump,  eng., 
cap.  day  595,000  gala.;  mains,  cem.,  50  m.,  2  to  8 
in.  dia.;  60  hyd.;  met.  384;  1,788  aerv.;  pipe, 
wrt.  i.;  prea.,  dom.  86  lbs.,  f.  50  lbs.;  wka. 
owned  by  Co. 

BUTLER,  p.  20,728;  f.  area,  8  aq.  m.;  mere 
bldga.,  atn.,  bk.  ft  wd.,  2  to  6  ator.;  priv..  atn., 
bk.  ft  wd.,  2  ft  3  ator.;  wd.  rfs.  not  perm,  in  f. 
area;  fwka.  ft  combt  ord.;  cauaea  of  f.  inv.  F. 
dept. — 1  h.  ft  1.  trk.,  1  comb,  c  ft  h.  wag.,  2  auto. 

comb,  c  ft  h.  wag.,  1  chief  a  auto.,  12  c  buid  ex., 

6  hoae  car.,  2  hoae  reele.  4  hra.;  hoae,  cot,  rub. 
lined,  gd.,  6,100  ft;  f.  al.,  wh.;  vaL  «!«iP»  »1*.- 

000;   exp.  dept,   $14,000;   tot   mem.   86,  pd.   full 

time  12,  pd.  part  time  10,  vol.  18. 


I 


Water  Supply — Src,  2  Impounding  re».,  8  ft  6 
m.  bus.  cent;  aya.,  pump  to  rea.  ft  dfr.;  impounding 
rea.,  cap.  206.416,000  gak  ft  94,860,000  g^;  higE 
aervice  rea.,  cap.,  2,000,000  gala.;  7  pump,  eng.,  cap. 
day,  14,000.000  gala.;  mains,  wrt  ft  c  L,  6^6  m.,  2 
to  18  in.  dia.:  214  hyd.;  2.665  met;  8,166  aerv.; 
prea.,  dom.  ft  f.  96  to  100  Iba.;  wka.  owned  by  priv. 
Co. 

CALIFORNIA,  p.  2,230;  bldgs.,  bk.  ft  wd..  2 
to  8  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord. 
F.  dept. — 4  hose  car.,  15  c.  hand  ex.;  hoae,  cot, 
rub.  lined,  gd.,  4,000  ft;  f.  aL,  bell;  vaL  equip., 
$8,000;  val.  bldgs.,  $8,000;  exp.  dept,  $100;  tot 
mem.,  86  vol. 

Water  Supply — Src,  wells;  prea.,  dom.  100 
Iba.,   f.    ISO    Iba.;    30   hyd. 

CAMBRIDGE  SPRINGS,  p.  1,514;  f.  area,  500 
a.;   bldgs.,   wd.;   wd.  houses  not  perm.     F.   dept — 

1  h.  ft  L  trk..  2  hoae  car. ;  hoae,  cot,  rub.  lined,  gd., 
1,900  ft;  inf.,  100  ft;  tot  hose.  2,000  ft;  f.  aL, 
wh.  ft  telp.;  exp.  dept,  $1,600;  tot  mem.,  60  voL 

Water  Supply — Src,  creek,  %  m.  bus.  cent; 
sys.,  pump  to  stdii.;  tcdi).  cai>.,  118,000  gals.; 
dim.,  20  X.  50;  mat,,  sil.;  puni|J8,  cap.  day  20,000 
gals.;  mains,  6  1-19  m.,  4  to  10  in.  dia.;  56  hyd.: 
met,  884;  247  serv.;  pipe,  lead;  prea.,  dom.  90 
lbs.,  f.  120  lbs.;  cons.  day.  100,000  gals.;  cost 
$30,000;   cost  mice,   $4,800;   wks.  owned  by   city. 

CANNELTON,  p.  108;  f.  area,  100  a.;  mere, 
bldga.,  atn.   ft   bk.,    2   stor.;   priv.,  wd.   ft   bk.,    1   ft 

2  stor.;  wd.  rfs.  not  perm.;  no  fwks.  ord.  F. 
dept. — 2  str.,  3  hose  car.:  hose,  cot.,  rub.  lined, 
gd.,  1,000  ft;  f.  aL,  bell;  vaL  equip.,  $2,500; 
tot.  mem.,   80  voL 

Water  Supply — ^Src,  riv.,  ^  m.  bua.  cent;  sya,, 
pump  dir.;  rea.  cap.,  800,000  gala.{  pump,  eng., 
cap.  day  2,000,000  srala.;  mains,  c  i.,  8  m.,  4  to 
16  in.  dia.;  62  hyd.;  prea.,  dom.  ft  f.  90  lbs.; 
cost,  $20,000;  coat  mtce.,  $1,500;  wka.  owned  by 
city. 

CANONSBURO,  p.  3,391;  f.  area,  700  a.;  mere 
bldga.,  bk.  ft  atn.,  1  to  4  stor.;  priv..  bk.  ft  wd., 
2  stor.;  wd.  rfa.  not  perm,  in  f.  area;  fwka.  ft 
combt  ord.  F.  dept. — 1  e  eng.,  2  e  hand  ex.,  1  h. 
ft  L  trk.,  8  hoae  carta;  hoae,  cot,  rub.  lined,  gd., 
1,600  ft;  f.  aL,  wh.;  val.  equip.,  $4,000;  val.  bldgs., 
$3,500;  exp.  dept,   $800;   tot  mem.,   100  voL 

Water  Supply — Src,  creek,  3%  m.  bus.  cent; 
ays.,  pump  to  res;  res.  cap.,  8,000,000  gals.,  loe 
IH  m.  eaat  town;  1  pump,  eng.,  cap.  dajr  2,000,- 
000  gals.;  mains,  c.  i.,  6  m.,  4  to  8  in.  dia.; 
68  hyd.;  61  v.;  met,  1,000;  1,200  serv.;  pipe, 
iron  ft  lead;  pres.,  dom.  ft  f.,  140  lbs.;  cons,  day, 
800,000  gala.;   wk6.  owned  by  Co. 

CANTON,  p.  1,637;  f.  area,  640  a.;  mere  bldga., 
bk.  ft  wd.,  2  ft  8  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft  combt  ord.; 
cauaea  of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  50  e 
hand  ex.,  1  hose  wag.,  8  hose  carts;  hose,  cot, 
rub.  lined,  gd.,  8,100  ft;  inf.,  600  ft;  tot  hoae^ 
8,600  ft.;  f.  alarm,  elee;  val.  equip.,  $2,600; 
vaL  bldga.,  $5,000;  exp.  dept,  $600;  tot  mem., 
100   VOL 

Water  Supply — Src,  lake,  2  m.  bua.  cent.;  aya.. 
grav.;  rea.  cap.,  6,000  bbla.;  mains.  10  m.,  6  to  10 
in.  dia.;  82  hyd.:  pres.,  dom.  80  lbs.,  f.  110  lbs.; 
cost  $60,000;  wka.  owned  by  Co. 

CARBONDALE,  p.  17,040;  f.  area,  2,880  a.; 
mere  bldga.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  perm.;  no  fwka.  ft  combt 
ord.  F.  dept — 1  hand  eng.,  2  hand  ex.,  2  hoae 
wag.,  1  hoae  car.,  1  ex.  ladder,  5  hra.;  hose, 
cot,  rub.  lined,  gd.,  8,600  ft;  f.  aL,  Gamewell,  28 
bx.;  vaL  equip.,  $10,600;  val.  bldss.,  $17,500;  exp. 
dei^%  $8,000;  tot  mem.,  860  vol. 

Water  Supply — Sre,  apr.  ft  wella.  8  m.  bua. 
cent;  aya.,  grav.;  res.  cap.,  1,260.000,000  gala.; 
mains,  e  i.,  66  m.,  4  to  24  in.  dia.;  160  hyd.; 
met.,  75;  5,000  serv.;  pipe,  galv.  L;  pres.,  dom. 
50  to  90  Iba..  f.  110  to  150  lbs.;  cons,  day,  6,- 
500,000  gals.;  wks.  owned  by  Co. 

CARLISLE,  p.  10,808;  f.  area.  6,000  a.;  mere 
bldga..  stn.  ft  bk.,  8  stor.;  priv.,  bk.,  2  ator.; 
wd.  rfa.  perm.;  fwka.  ft  combt  ord.  P.  dept — 8  str., 
1  e  eng.,  4  e  hand  ex.,  1  h.  ft  1.  trk.,  1  aer. 
trk.,  f.  patrol  ft  salvage  corpa,  20  men,  6  hoae 
car.,  2  hra.;  hoae,  cot,  rub.  lined,  gd.,  6,000  ft; 
f.  al.,  QamewelL  20  bx.;  val.  equip.,  $16,000; 
vnl.  bldgs.,  $26,000;  exp.  dept,  $2,000;  tot  mem., 
900  voL 
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Water  Supply — Src,  creek,  1  m.  bus.  cent;  sya., 
pump  to  res.;  res.  cap.,  8,000,000  gals.;  pump, 
eng.,  cap.  day  2,000,000  gala.;  mains,  c.  i.,  81  m., 
4  to  16  in.  dia.;  126  hyd.;  497  met.:  1,660  aerv.; 
pipe,  iron;  prea.,  dom.  86  lbs.,  f.  85  lbs.;  cons,  day, 
1,000,000   gala.;   wka.   owned   by  Co. 

CARNEGIE,  p.  10,009;  f.  area,  1,600  a.;  mere, 
bidgs.,  bk.  &  wd.,  2  to  4  stor.;  priv.,  wd.  ft  bk.,  S 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  oM.; 
causes  of  f.  inr.  F.  dept. — 20  c  hand  ex.,  2 
h.  ft  1.  trie.,  4  hose  car.;  hose,  cot,  rub.  lined, 
gd.,  6,000  ft;  f.  al.,  beU  ft  wh.;  val.  equip.,  |7,- 
000;  Tal.  bldgs.,  110,000;  exp.  dept,  $100;  tot 
mem.,  100  vol.;  undrs.  rating,  third  class. 

Watar  Supply — Src,  riv.,  9  m.  bus.  cent;  sys,, 
pump  to  res.;  res.  cap.,  4,620,000  gals.;  2  pump, 
eng.,  cap.  day  6,000,000  gals.;  mains,  c.  L,  126 
m.,  4  to  12  in.  dia.;  62  hyd.;  met,  126;  800 
senr.;  pipe,  lead;  pres.,  f.  90  lbs.;  wks.  owned  by 
Co. 

CATASAUQUA.  p.  6,250;  f.  area,  826  a.;  bldgs., 
bk.  ft  wd.,  2  ft  8  stor.;  wd.  rfs.  perm.;  fwks.  ft 
combt.  ord.  F.  dept. — 2  str.,  1  h.  ft  1.  trk.,  all 
factories  have  priv.  hose,  2  priv.  hose  carts,  5  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft.;  leather, 
gd.,  200  ft;  rub.,  gd.,  2,400  ft;  tot  hose,  8.600 
ft.;  f.  al.,  wh.;  val.  equip.,  $20,000;  vaL  bldga., 
118,000;  exp.  dept,  $1,600;  tot  mem.,  260,  pd. 
full  time  6,  vol.  254. 

Water  Supply — Src,  riv.,  %  m.  bus.  cent.;  sys., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  600,000  gals., 
dim.  86  X  76;  2  pumps,  cap.  day  4,000,000  gala.; 
mains,  6.96  m.,  4  to  12  in.  dia.;  110  hyd.;  60 
v.;  met,  100;  660  serv.;  pres.,  dom.  28  lbs.,  f. 
70  lbs.;  cons,  day,  400,000  gals.;  wks.  owned  by 
Clear  Springs  Water  Co. 

CATAWISSA,  p.  1,930;  f.  area,  800  a.;  mere, 
bldgs.,  stn.  ft  wd.,  2  ft  3  stor.;  pri.,  stn.  ft  wd., 
2  ft  3  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord. 
F.  dept. — 2  hose  wag.,  axes,  laddens,  etc.;  hose, 
cot,  rub.  lined,  gd.,  1,500  ft.;  inf.,  800  ft;  tot 
hose,  1,800  ft;  f.  al.,  bell;  val.  equip.,  $3,000; 
exp.  dept,  $6,000;  tot.  mem.,  78  vol. 

Water  Supply — Src,  mountain  spr.;  sys.,  grav.  ft 
pump  to  res.;  res.  cap.,  800,000  gala.;  pump,  eng., 
cap.  day  48,000  gals.;  mains,  c.  i.,  6  m.,  4  to  6 
in.  dia.;  26  hyd.;  pipe,  galv.  i.;  pres.,  dom.  120 
lbs.,  f.  120  lbs. 

CENTER  HALL,  p.  600;  mere  bldgs.,  wd.,  2 
stor.;  priv.,  wd.,  IH  &  2  stor.;  wd.  rfs.  perm.; 
fwks.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 
2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  700  ft; 
tot.  mem.,   28  voL 

Water  Supply — Src,  spr.,  H  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  441,000  gals.;  mains,  c  L,  1^ 
m.,  4  to  12  in.  dia.;  22  hyd.;  pres.,  dom.  76  to 
125  lbs.,  f.  125  lbs.;  cost,  $8,000;  wks.  owned 
by  city. 

CENTRALIA,  p.  2,429;  f.  area,  860  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt.  ord.  F.  dept — 8  hose  car., 
1  c  eng.;  hose,  cot,  rub.  lined,  gd.,  2,000  ft; 
inf.,  400  ft.;  tot  hose,  2,400  ft;  f.  al.,  wh.;  val. 
equip.,  $2,500;  exp.  dept,  $100;  tot.  mem.,  90 
VOL 

Water  Supply — Src,  spr.;  sys.,  grav.;  rea.  cap., 
5,000,000  gals.;  mains,  4  m.,  2  to  4  in.  dia.; 
12  hyd.;  met,  10;  cost,  $16,000;  wks.  owned  by 

CHAMBERSBURQ,  p.  11,800;  f.  area,  1,280  a.: 
mere  bldgs.,  bk.,  2  to  4  stor.;  priv.,  bk.,  2  ft  8 
stor.;  wd.  rfs.  perm.;  fwks.  ft  comot  ord.  F.  dept. 
— 2  str.,  8  c.  hand  ex.,  1  h.  ft  1.  trk.,  2  comb, 
c.  ft  h.  wag.,  6  hose  car.,  8  hrs.;  hose,  rub.,  gd., 
3,600  ft.;  f.  aL.  Gamewell;  val.  equip.,  $12,D00; 
val.  bldgs.,  $25,000;  exp.  dept,  $2,800;  tot  mem., 
450  VOL 

Watar  Supply — Src,  creek,  2  m.  bus.  cent;  ays., 
grav.;  11  m.  State  reaervation  Birch  Run;  pump  to 
res.  ft  dir.;  new  rea.,  cap.,  2,000,000  gals.;  old 
res.  cap.,  8,600,000  gals.;  stdp.  cap..  5,000  gals.; 
pump,  eng.,  cap.  day  4,000,000  gals.;  mains,  c 
L,  80  m.,  4  to  16  in.  dia.;  180  hrd.;  60  ▼.;  met» 
400;  2,467  serv.;  pipe,  galv.  L  ft  lead;  pres.,  dom. 
87  to  46  lbs.,  f.  40  to  70  lbs.;  cost,  $800,000; 
cost  mtce.,  $900;  wka.  owned  by  town. 

CHARLEROI,  p.  9,616;  mere  bldgs.,  bk.  F. 
dept. — 1  h.  ft  I.  trk.,  1  comb,  e  ft  h.  wag.,  6  hose 
car.;  hose,  4,000  ft;  f.  al.,  elee,  24  bx.;  tot. 
mem.,  78  vol. 


Watar  Supply — Sre,  Konongahela  Riv.,  re^;  m. 
cap.,  6,000,000  gala.;  pump,  eng.,  cap.  day  7,000,- 
000  gals.:  61  hyd. 

CHESTER,  p.  88,687;  f.  area,  8.000  a.;  mere 
bldgs.,  bk.  ft  stn.,  2  to  4  stor.;  priv.,  bk.,  Z  itor.; 
wd.  rfs.  perm.;  fwks.  ord.;  causea  of  f.  inv.  F. 
dept. — 5  str.,  3  comb,  c  ft  h.  wag.,  8  c  hand  ex.. 
2  aer.  trk.,  1  hose  wag.,  1  cfaiers  wag.,  5  fuel 
ft  exercise  wag.,  19  bra.;  hose,  cot,  rub.  lined,  gd., 
7,000  ft.;  f.  aL,  telp.  ft  Gamewell,  52  bx.;  tiL 
equip.,  $46,500;  ^-aL  bldgs.,  $40,700;  exp.  dept, 
$19,950;  tot  mem.,  624,  pd.  full  time  10,  614 
vol.;    undrs.    rating,   third   class. 

Water  Supply — Sre,  Delaware  Riv.,  in  bus.  cent; 
ays.,  pump  to  res.;  res.  cap.,  19,000,000  gali., 
loe  Harrison's  Hill,  4  m.  city;  8  pump.  eng.. 
cap.  day  18,000,000  gals.;  mains,  e  L,  90  m..  4 
to  42  in.  dia.;  280  hyd.;  677  v.;  met,  1,890; 
0,408  serv.;  pipe,  galv.  L;  pres.,  dom.  75  lbs.,  (. 
75  lbs.;  eons,  day,  8,694,000  gals.;  cost,  $2,300,- 
000;  cost  mtce.,  $80,000;  wks.  owned  by  Co. 

CHELTENHAM,  p.  2,000;  f.  area,  1,000  a.  F. 
dept. — 1  c.  eng.,  2  e  band  ex.,  1  h.  ft  L  tik.,  1  hose 
reel;  hose,  cot,  rub.  lined,  gd.,  700  ft;  f.  al,  bell; 
val.  equip.,  $2,416;  vaL  bldga.,  $2,400;  exp.  dept, 
$500;  tot  mem.,  180  voL;  undn.  rating,  fourtb 
class. 

Water  Supply — ^Not  reported. 

CHICORA,  p.  1,200;  f.  area,  176  a.;  mere, 
bldga.,  bk.  ft  wd.,  2  to  8  stor.;  priv.,  bk.  ft  wd., 
2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ori; 
causes  of  f.  inv.  F.  dept — 1  h.  ft  1.  tik.,  2  bote 
carts,  1  reel;  hose,  cot,  rub.  lined,  400  ft; 
rub.,  400  ft;  inf.,  600  ft;  tot  hose,  1,800  ft; 
vaL  equip.,  $1,200;  vaL  bldga.,  $1,000;  tot  mem., 
86  VOL 

Water  Supply — Sre,  wells,  in  bos.  cent;  wy,, 
grav.  ft  pump  to  res.;  res.  cap.,  100,000  gals.; 
pump,  eng.,  cap.  day  80,000  gala.;  maina,  wit  L 
6  4-6  m.,  H  to  6  in.  dia.;  25  hyd.;  125  sen.: 
Pip«t  giilv.  L;  pres.,  dom.  25  to  75  Ibs^;  fL  75  to 
100  lbs.;  cost  mtce.,  $1,000;  wks.  owned  by  pnr. 
Co. 

CHRISTIANA,  p.  984;  f.  area,  640  a.;  mere: 
bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd.  ft  bL,  S 
ft  8  stor.;  wd.  rfs.  perm.;  fwkB.  ft  combt  ord.; 
cauaes  of  f.  inv.  F.  dept — 1  hud  eng.,  8  & 
hand  ex.,  1  hose  car.;  hose,  cot,  rtrik.  lined,  gd., 
1,000  ft;  f.  aL,  bell;  val.  equip.,  $1,200;  vaL 
bldgs.,  $1,800;  exp.  dept,  $860;  tot  mesD.,  50 
voL 

Water  Supply — Sre,  spr.,  2^  m.  bos.  cent; 
s>'s.,  grav.;  2  res.,  cap.  160,000  gals.;  mainj,  c. 
i.,  4^  m.,  4  to  8  in.  dia.;  22  hyd.;  6  v.;  184 
serv.;  pipe,  c  L  ft  lead;  pres.,  dom.  ft  f.,  70  to  ^0 
lbs.;  cons,  day,  180,000  gals.;  cost,  $86,000;  con 
mtce.,   $850;   wks.   owned   by   priv.    Cow 

CLAIRTON,  p.  8,286.  F.  dept. — 1  e  eng^  S 
hose  reels,  2,000  ft  hose;  f.  aL,  bell;  voL 

Water  Supply — Sre,  stdp.;  cap.  stdpL,  500.000 
gala.;  mains,  4  m.,  4  to  12  in.  dia.;  28  hyl; 
pres.,  50  lbs.;  wks.  owned  by  priv.  ooxpn. 

CLARENDON,  p.  986;  f.  area,  640  a.;  mere 
bldga.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  1  stor.;  vd. 
rfs.  perm.;  fwks.  ft  combt  ord.;  causes  of  L  isv. 
F.  dept — 1  h.  ft  L  trk.,  2  hose  car.;  hose,  cou 
rub.  lined,  gd.,  800  ft.;  rub.,  gd.,  500  ft;  int. 
1,200  ^t;  tot  hose,  2,500  ft;  f.  aL,  bell  &  vh.; 
vaL  equip.,  $8,000;  vaL  bldga.,  $1,200;  exp.  dept. 
$126;  tot   mem.,   180  vol. 

Water  8upply---Sre,  weOs;  aya.,  grav.  ft  posBf^ 
dir.;  res.  cap.,  100,000  gals.;  mainft,  2  hl,  2  ts 
4  in.  dia.;  18  hyd.;  99  aerv.;  prea.,  dom.  20  H».. 
f.  90  Iba.;  eona.  day,  60,000  gala.;  coat,  $5,500: 
cost  mtC2.,  $1,800. 

CLARION,  p.  8,612;  L  area,  250  a.;  mcrt. 
bldga.,  stn.,  bk.  ft  wd.,  2  ft  8  ator.;  piiv..  «dp 
2  ft  3  stor.;  wd.  rfs.  penn.;  fwks.  ft  oonrix.  <xd. 
F.  dept — 1  h.  ft  1.  trk.,  t  hose  ear.;  hose,  cou 
rub.  lined,  gd.,  1,600  ft;  hit,  800  ft;  tot  hose. 
1,800  ft;  f.  aL,  bell  ft  wh.;  vaL  eqidpw,  $2.0#«; 
val.  bldgs.,  $8,000;  exp.  dept,  $t75;  tot  bms^ 
48  VOL 

Water  Supply — Sre,  riv.  ft  weUs;  aya.,  pomp  ^ 
Btdp.  ft  dir.;  atdp.  cap.,  800,000  gmlsL;  pa^ 
eng.,  cap.  day  1,440,000  gala.;  maina,  e  L,  S^ 
m.,  4  to  6  in.  dia.;  89  hyd;  18  v.;  sMt.  12;  IM 
serv.;  pipe,  galv.  L;  prea.,  I.  42  to  57  IbiL: 
$33,000;  wks.  owned  by  Co. 
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CLAYSVILLE,  p.  1,045;  f.  area,  £0  to  210  a.; 
mere  bldgt.,  bk.  h  inme,  2  to  6  stor.;  priv., 
bk.  ft  fnme,  2  stor.;  wd.  rfs.  perm.;  Iwks.  ord.; 
f.  iDv.  F.  dept — 1  hand  eng.;  hose,  gd.,  800 
ft;  f.  aL,  bell;  vaL  equip.,  |900;  tot.  mem.,  40 
▼oL 

Water  Supply — Src.,  spr.,  %  m.  bus.  cent;  sys., 
pump  to  atdp.;  2  stop.,  cap.  110,000  gals.,  dim. 
25  X  30,  mat  stl.,  and  210,000  gals.,-  dim.  85  x 
SO,  mat  stl.;  xcb.  cap.,  75,000  gals.;  1  pump,  cap. 
day,  16,000  gals.;  mains,  c.  L,  2%  m.,  4  to  10  in. 
dia.;  80  hyd.;  met.,  88;  87  serv.;  pipe,  galv.  i.; 
pres.,  f.  110  lbs.;  cons,  day,  6.000  gals.;  cost, 
112,600;  cost  mice.,  |600;  wks.  owned  by  borough. 

CLEARFIELD,  p.  6,851;  f.  area,  1,600  a.; 
mere,  bldgs.,  bk.  Ac  wd.,  1  to  6  stor.;  priv.,  bk. 
k  wd.,  2  stor.;  wd.  rfs.  perm.;  fwks.  &  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 1  str.,  2  c  hand  ex., 
1  h.  ft  1.  trk.,  7  hose  oar.,  2  hn.;  hose,  cot,  rob. 
lined,  gd.,  8,600  ft;  inf.,  600  ft;  tot  hose,  4,000 
ft;  f.  al.,  wh.  ft  telp.;  vaL  equip.,  |9,000;  vaL 
bldgs.,  |8,000;  exp.  dept.  |1,000;  tot  mem.,  860 
vol.;  undrs.  rating,  first  class. 

Watar  Supply — Src.,  mountain  strms.,  4  m.  bus. 
cent;    sys.,    grav.    to    res.;    res.    cap.,    70,000,000 

fals..  loc.  4  m.  town;  mains,  c.  1.,  82  m.,  2  to 
0  in.  dia.;  90  hyd.;  118  ▼.;  met,  40;  serv., 
1,600;  pipe,  lead  ft  iron;  pres.,  dom.  70  lbs.,  f. 
70  lbs.;  cons,  day,  2,600,000  gals.;  cost,  |260,- 
000;  coat  mtce..  |8,200;  wks.  owned  by  Co. 

CLIFTON  HEIGHTS,  p.  8,165;  f.  area,  640  a.; 
mere  bldga.,  stn.,  4  ft  6  stor.;  priv.,  bk.  ft  wd., 
8  stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt  ord. 
F.  dept — 1  c  eng.,  2  h.  ft  L  trk.,  2  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  2,000  ft;  val.  bldgs., 
$4,000;  tot.  mem.,  200  vol. 
Water  Supply — ^Not  reported. 

CLYMER,  p.  1,768.     F.  dept  not  reported. 

Water  Supply-— Src.,  spr.,  ^  m.  bus.  cent;  eye., 
grav.;  res.  cap.,  6,000  bbls.;  mains,  1^  m.,  4  to 
6  in.  dia.;  6  hyd.;  8  v.;  met,  65;  pres.,  dom.  90 
Iba.,  f.  00  Iba.;  wks.  owned  by  priv.  Co. 

COALPORT,  p.  876;  f.  area,  100  a.;  mere, 
bldge.,  bk.  ft  wd.,  1  to  8^  stor.;  priv.,  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  1  hose 
reel;  hose,  cot,  rob.  lined,  gd.,  900  ft;  inf.,  100 
ft;  tot  hose,  1,000  ft;  f.  aL,  wh.;  vaL  equip., 
$1,400;   tot- mem.,   66  voL 

Water  Supply — Src.,  2  wells  ft  pumps;  pump.  cap. 
day,  244,000  gals.;  82  hyd.;  waterwks.  just  com- 
pleted. 

COATESVILLE,  p.  11,084;  f.  area,  1,800  a.; 
mere,  bldgs.,  bk.,  1  to  4  stor.;  priv.,  wd.  ft  bk., 
2H  ator.;  wd.  rfs.  perm.;  fwks.  ord.;  causes  of  f. 
inv.  F.  dept — 2  str.,  10  c  hand  ex.,  1  h.  ft  1. 
trk.,  2  comb,  c  ft  h.  wag.,  1  hose  wag.,  8  hose 
car.,  8  hrs.;  hose,  cot,  rub.  lined,  gd.,  2,500  ft; 
f.  al.,  bell,  wh.  ft  Gamewell,  17  bx.;  vaL  equip., 
$20,000;  val.  bldgs.,  $60,000;  exp.  dept,  $1,000; 
tot.   mem.,  600  voL 

Water  Supply — Src,  creek,  %  m.  bus.  cent.;  sys., 
grav.  ft  pump  to  res.;  res.  cap.,  2,000,000  gals.; 
3  pump,  eng.,  cap.  day  1,130,000  gals.;  mains,  c.  i., 
12  m.,  4  to  16  in.  dia.;  153  hyd.;  240  v.;  met.,  38; 
1,700  ser\'. ;  pipe,  c.  i.  ft  lead;  pres.,  dom.  45  lbs.,  f. 
50  lbs.;  cons,  day,  130,000  gals.;  cost,  $165,000; 
cost  mtce.,  $15,000;  wks.  owned  by  city. 

COCHR ANTON.  F.  dept — 2  hose  reels,  600  ft 
hose,  bell  al.,  160  voL 

water  Supply — Src.,  spr.,  1%  m.  bus.  cent; 
ayB.9  pump  to  stdp.;  stop,  cap.,  400,000  gals.; 
res.  cap.,  420,000  gals.;  1  pump.  eng..  cap.  day 
25,000  gala.;  mains,  iron,  4  m.,  4  to  6  in.  dia.; 
20  liyd.;  pres.,  dom.  100  lbs.,  f.  100  lbs.;  cons. 
day,  12.000  gals.;  cost,  $80,000;  cost  mtce.,  $800; 
wks.   owned  by  city. 

COLLEQEVILLE,  p.  621;  f.  area,  900  a.;  mere. 
bldffs.*  bk.,  stn.  ft  wd.,  1  to  8  stor.;  priv.,  bk., 
atxi.  ft  wd.,'  1  to  2^  stor.;  wd.  rfs.  perm,  in  f. 
area;  no  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept. — 1  str.,  1  h.  ft  1.  trk.,  1  hose  wag.,  1 
toose  cart;  hose,  cot,  rub  lined,  gd,  760  ft.;  inf., 
50  ft.;  tot.  hose,  800  ft;  f.  al.,  bell  ft  wh.;  val. 
equip.,  $8,000;  vaL  bldga.,   $2,400;  tot  mem.,   60 

vol. 

Water  Supply — ^Not  reported. 

COLLINQDALE,  p.  1.800.  F.  dept.— 1  comb. 
c.  enff.  ft  h.  wag.;  f.  aL,  bell;  val.  equip.,  $1,900; 
▼al.    bldga.,  $6,500;  tot  mem.,  87  voL 

Water  Supply — Src,  Springfield  Water  Co. 


COLUMBIA,  Lancaster  Co.,  p.  11,454;  bldgs., 
bk.  ft  stn.,  2  ft  4  stor.;  wd.  rfs.  not  perm.;  no  fv^s. 
ft  combt.  ord.  F.  dept. — 4  str.,  1  c.  eng.,  16  e. 
hand  ex.,  1  aer.  trk.,  8  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  6,000  ft;  f.  al.,  wh.  ft  bell;  4  shifting 
eng.  on  railroad  equip.,  have  100  ft.  of  hose  each; 
val.  bldgs.,  $72,600;  exp.  dept,  $4,000;  tot  mem., 
100,  12  pd.  lull  time. 

Water  Supply — Src.,  riv.,  1-6  m.  bus.  cent;  aya., 
pump  to  rea.  ft  dir.;  rea.  cap.,  6,000,000  gals., 
loc.  1%  m.  station;  2  pump,  eng.,  dass  comp., 
cap.  day  4,600,000  gals.;  mains,  c  L,  19  m.,  6 
to  16  in.  dia.;  106  hyd.;  met,  40;  2,650  serv.; 
p.pe,  lead  ft  iron;  pres.,  dom.  20  lbs.,  f.  70  Iba.; 
cons,  day,  1,OUO,000  gala.;  wks.  owned  by  Co. 

COLWYN,  p.  1,684;  mere,  bldga.,  stn.,  bk.  ft 
wd.  F.  dept — 1  comb.  wag.  equipped  with  2 
36-gaL  c.  tk.,  ladders,  1  hose  car.,  1  h.  ft  L  trk., 
126  ft  ladders,  4  hand  ex.,  1,600  ft  hoae,  200 
ft  c.  hose;  tot  hose,  1,800  fi.;  f.  al.,  beU;  tot 
mem.,  176  vol. 

Water  Supply — Src,  hyd. 

CONFLUENCE,  p.  800;  f.  area,  150  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwlca.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  h.  ft  L  trk., 
2  hoee  reels,  950  ft.  hose;  f.  aL,  wh.,  1  bx.;  val. 
equip.,  $2,000;  vaL  bldgs.,  $1,600;  tot  mem.,  20 
voL 

Water  Supply— ^rc,  Drake  Bun,  S%  m.  bua. 
cent;  sys.,  grav.;  res.  cap.,  1,600,000  «us.;  mains, 
c.  L,  5  m.,  4  to  6  in.  dia.;  17  hyd:  31  met; 
164  aerv;  pipe,  c.  i.;  pres.,  dom.  60  Iba.,  f.  180 
lbs.;  cons,  day,  850,000  gala.;  cost,  $21,600;  cost 
mtce,  $600;  wks.  owned  by  Citizena  Water  Co. 

CONEMAUQH,  p.  8.100;  bldgs.,  wd.,  2  stor.; 
wd.  rfs.  perm.  F.  dept — 1  h.  ft  1.  trk.,  1  hose 
car.;  hose,  rub.,  gd.,  600  ft;  f.  al.,  bell;  tot  mem., 
50  vol. 

Water  Supply — Src,  mountain  strm.,  2  m.  bus. 
cent;  sys.,  grav.;  res.  cap.,  2,600,000  gals.;  mains, 
c  i.,  6>^  m.,  4  w  10  in.  dia.:  80  hyd.;  met,  600; 
600  serv.;  pipe,  lead;  pres.,  dom.  180  lbs.,  f.  160 
lbs.;  cost  $46,000;  cost  mtce.,  $1,800;  wks.  owned 
by  Co. 

CONNEAUT  LAKE,  p.   700;   f.   area,   1  aq.   m.; 

mere  bldgs.,  bk.  ft  wd.,  1  ft  2  stor.:  priv.,  bk.  ft 
wd.,  1  ft  2  stor.;  wd.  rfs.  penn.  in  f.  area;  fwka. 
ft  combt  ord.;  cauaes  of  f.  inv.  F.  dept — 1  h.  ft 
L  trk.,  2  hose  cans,  6  hand  ex.,  1  c.  eng.;  hose, 
cot,  rub.  lined,  gd.,  700  ft.;  f.  al.,  bell;  val. 
equip.,  $1,000;  vaL  bldgs.,  $1,000;  exp.  dept, 
$10u;    tot.    mem.,    52    vol. 

Water  Supply — Src,  well,  1  m.  bua.  cent;  ays., 
pump  to  stdp.;  1  pump,  eng.,  cap.  day,  860.U0U 
gals.;  17  hyd.;  pres.,  dom.  48  lbs.,  f.  80  lbs.; 
cost  $7,000;  cost  mtce.,  $800;  wks.  owned  by 
city. 

CONNEAUTVILLE,  p.  920;  bldgs.,  bk.  ft  wd.,  2 
ft  3  stor.;  wd.  rfs.  perm.  F.  dept — 8  c  hand 
ex.,  1  1l  ft  1.  trk.,  2  hose  car.;  bose,  cot,  rub. 
lined,  gd.,  1,000  ft;  inf.,  600  ft;  tot  hose,  1,600 
ft;  f.  aL,  bell  ft  wh.;  vtsI.  equip.,  $4,000;  val. 
bldgs.,  $600;  exp.  dept,  $25;  tot.  mem.,   100  voL 

Water  Supply — Src,  spr.,  1%  m.  bus.  cent; 
sys.,  grav.;  res.  cap.,  160,000  gals.;  maina,  c  L, 
5  m.,  4  to  6  in.  dia.;  36  hyd.;  36  v.;  96  met; 
250  serv.:  pres.,  dom.  A  L,  45  lbs.;  eons,  day, 
40,000  gals.;  cost,  $21,000;  cost  mtce.,  $400;  wks. 
owned  by  borough. 

CONNELLSVILLE,  p.  12,845;  f.  area,  900  a.; 
mere,  bldgs.,  wd.  ft  bk.,  2  stor.;  priv.,  wd.  ft  bk., 
2  stor.;  wd.  rfs.  not  perm,  in*  f.  area;  fwks.  ft 
combt.  ord.  F.  dept — 4  c  hand  ex.,  1  auto.  comb, 
c  ft  h.  trk.,  1  h.  ft  1.  trk..  1  comb,  c  ft  h.  wag., 
4  hose  carts;  hose,  rub.,  gd..  8,000  ft;  f.  aL,  bell 
ft  wh.;  val.  equip.,  $12,500;  val.  bldgs.,  $7,000, 
exp.  dept.,  $6,710;  tot  mem.,  46,  pd.  part  time 
20,  vol.  20;  undrs.  rating,  first  class. 

Water  Supply — Src,  Youghiogheny  Riv.  ft  res.; 
sys.,    grav.    ft    pump    dir.;    res.    cap.,    20,000,000 

fals.,  loc.  1-8  m.  town;  8  pump,  eng.,  cap.  day 
,000,000  gals.;  mains,  c.  L,  26  m.,  4  to  16  in, 
dia.;  180  hyd.;  met,  260;  8,000  serv.;  pres.,  f. 
120  lbs.;  cost,  $120,000;  wks.  owned  by  Co. 

CONSHOHOCKEN,  p.  7.480;  f.  area,  640  a.; 
mere  bldga.,  bk.,  2H  ft  S  ator.;  priv.,  bk.,  2% 
ft  8  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.  F. 
dept. — 1  str.,  2  comb.  c.  ft  h.  wag.,  6  c  hand  ex., 
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2  hose  car.,  6  hrs. ;  hose,  cot.,  rub.  lined,  gd., 
8,000  ft;  f.  al.,  bell;  val.  eouip.,  f  12,000;  vai. 
bldgs.,  110,000;  exp.  dept.,  |l,700:  tot.  mem., 
800,  pd.  full  time  2.  pd.  part  time  6.  vol.   293. 

Water  Supply — Src,  watershed  of  Pickening 
Creek,  12  m.  bus.  cent.;  sys.,  pump  to  stdp. ;  stdp. 
cap..  2.000,000  gals.;  2  pump,  eng.,  cap.  day 
2,000,000  gals.;  mains,  c.  i.,  9^  m.,-  3  to  10  in. 
dia.;  55  hyd. ;  60  v.;  met.,  55;  568  aerv.;  pipe, 
lead;  pres.,  dom.  20  to  90  lbs.,  f.  55  to  90  Iba.; 
cost,  $110,000;  wks.  owned  by  Springtield  Con- 
solidated Water  Co. 

COOPERSBURG,  p.  683;  f.  area.  4  50  a.;  mere, 
bldgs.,  bk.  &  wd.,  1  to  3  stor.;  priv.,  bk.  A  wd., 
1  to  3  stor.;  wd.  rfs.  not  perm,  in  f.  area;  no 
fwks.  &  combt.  ord.;  causes  of  f.  iuv.  F.  dept — 
1  h.  dc  1.  trk.,  2  hose  reels;  hose,  cot.,  rub.  lined, 

fd.,   900   ft.;    f.   al.,   magneto,    10   bx.;   val.   equip., 
1,400;   exp.   dept.,   1 150;   tot.    mem.,   62   vol. 
Water  Supply — Stdp.  cap.,  800,000  gals.;  mains, 
8  m.,   6  to  8   in.   dia.;   24  hyd.;   pres.,   40   Iba. 

COPLAY,  p.  2,670;  f.  area,  625  a.;  bldgs.,  priv., 
bk.  ft  wd.,  2  to  4  stor.;  wd.  rfs.  perm.;  fwka.  i 
combt.  ord.  F.  dept. — 1  c.  eng.,  1  hose  wag.; 
hoae,  cot.,  rub.  lined,  700  ft.;  f.  al.,  bell;  val. 
equip.,  $2,200;  val.  bldgs.,  $200;  exp.  dept,  $50; 
tot.   mem.,   160   vol. 

Water  Supply — Src,  apr.  A  watershed,  8H  m. 
hue.  cent;  ays.,  grav.,  pump  to  res.;  res.  cap., 
8,000,000  gals.;  pump,  eng.,  class  comp.  dup.,  cap. 
day  1,000,000  gals.;  mains,  c.  1.,  8^  m.,  4  to 
10  in.  dia.;  28  hyd.;  41  v.;  met,  6;  108  eerv'.; 
pipe,  galv.  i.  ft  lead;  pres.,  dom.  70  lbs.,  f.  125 
lbs.;  cons,  day,  37,000  gals.;  cost,  $80,000;  wks. 
owned  by  priv.  Co. 

CORAOPOLIS,  p.  5,262;  bldgs.,  wd.,  1  to  8 
stor.;  wd.  rfs.  not  i>erm.  in  f.  area;  fwks.  ft 
combt.  ord.  F.  dept. — 2  hose  car.,  2  hose  carts, 
1  h.  ft  1.  wag.;  hose,  cot,  rub.  lined,  gd.,  2,500 
ft;  rub.,  100  ft;  tot  hose,  2,600  ft;  tot  mem., 
12  vol. 

Water  Supply — Src,  w«lls,  in  bus.  cent;  sya., 
pump  to  atpd.;  stdp.  cap.,  160,000  gals.;  8  pump, 
eng..  cap.  day,  8,600,000  gals.;  mams,  20  m.,  i 
to  10  in.  dia.;  80  hyd.;  met,  160;  1,000  aenr.: 
pres.,  donu  96  lbs.,  f.  140  lbs.;  cons,  day,  760,000 

fals.;  cost,  $60,000;  cost  mice.,  $6,000;  wks.  owned 
y  borough. 

CORRY,  p.  6,991;  f.  area,  640  a.;  mere  bldgs., 
bk.,  stn.  ft  cem.,  1  to  4  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord. 
F.  dept. — 4  c  hand  ex.,  2  hose  wag.,  4  hrs.;  hose, 
cot,  rub.  lined,  gd.,  4,000  ft;  f.  al.,  Gamewell, 
15  bx.;  val.  equip.,  $15,000;  val.  bldgs.,  $20,000; 
exp.  dept,  $2,600;  tot  mem.,  91,  pd.  full  time 
2,  vol.  89. 

Water  Supply — Src,  wells,  1%  m.  bus.  cent; 
S}'s.,  pump  to  res.;  rea.  cap.,  4,600,000  gals.;  2 
pump,  eng.,  cap.  day  2,000,000  gals.;  mains,  c  i., 
36  m.,  8  to  12  in.  dia.;  85  hyd.;  160  v.;  met, 
1,200:  1.400  serv.;  pipe,  galv.  i.;  pres.,  dom.  126 
lbs.,  f.  126  lbs.;  cons,  day,  860,000  gals.;  cost, 
$275,000;  wks.  owned  by  Co. 

COUDERSPORT,  p.  8,100;  f.  area,  300  a.: 
mere  bldgs.,  bk.,  2  ator. ;  priv.,  wd.,  2  stor.;  wd 
rfs.  not  perm.;  fwks.  ft  combt  ord.  F.  dept — 1  h, 
ft  1.  trk.,  8  hose  car.,  buckets;  hose,  nib.,  gd. 
2.000  ft;  inf.,  500  ft;  tot  hose,  2,600  ft;  f.  al.. 
bell;  val.  equip.,  $2,000;  val.  bldgs.,  $3,000;  exp 
dept,  $600;  tot  mem.,  80  vol.;  undrs.  rating 
third  dasa. 

Water  Supply — Src,  spr.,  8  m.  bus.  cent;  sys.. 
grav.;  res.  cap.,  7,500,000  gals.;  mains,  c  i.,  10 
m.,  3  to  S  in.  dia.;  o8  hyd.;  65  v.;  met,  5;  700 
serv.;  pipe,  lead  ft  iron;  pres.,  dom.  60  lbs.,  f. 
100  lbs.;  cost,  $100,000;  cost  mtce.,  $1,100;  wks. 
owned   by   Co. 

CRAFTON,  p.  4,688  J.  dept. — 1  h.  ft  I.  trk,, 
6  hose  car.,  1  hoee  wag.;  hose,  cot,  rub.  lined,  gd., 
2,400  ft;  rub.,  gd.,  1,200  ft;  tot  hoae,  8.600 
ft.;  tot.  mem.,  60  vol. 

Water  Supply — Src,  Monongahela  Riv.;  sys., 
pump   to   res.    ft   dir.;    res.   cap.,    8,600,000    gals.; 

3  pump,  eng.,  cap.  day  15,000,000  gals.;  mains, 
c.  i.,  12  m.,  4  to  12  in.  dia.;  61  hyd.;  met,  6; 
290  serv.;  pipe,  lead;  pres.,  dom.  60  lbs.,  f.  128 
lbs.;  wks.  owned  by  Co. 

CRESSON,  Cambria  Co.,  p.  1.470;  f.  area,  260 
a.  F.  dept — 2  c.  eng.,  2  hose  reels,  laddem, 
buckets    ftc;  hose,  cot,  rub.  lined,  gd.,  1,000  ft; 


f.  al.,  bell;  val.  equip.,  $8,000;  exp.  dept,  $1,000; 
tot.  mem.,   60  vol. 

Water  Supply — ^Not  reported. 

CRESSON  A,  Schuiylk:il  Co.,  p.  1,887;  f.  irea,  2 
m. ;  mere  bldgs.,  bk.  ft  wd.,  2  ft  3  stor.;  prir., 
bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  ft  combt  ord.;  causes  of  f.  Inv.  F.  dept,— 
2  c.  eng.,  6  c  hand  ex.,  2  comb,  c  ft  h.  wag.,  1 
h.  ft  1.  trk.;  hose,  cot,  rub.  lined,  gd.,  200  ft.; 
rub.,  gd.,  100  ft;  tot  hose,  800  ft;  vaL  eqnip^ 
$2,800;  val.  bldgs.,  $8,600;  exp.  dept,  $150;  tot 
mem.,  176  voL 

Water  Supply — Src,  spr.,  4  m.  bus.  cent;  8t&, 
grav.  ft  pump  dir.;  pump,  eng.,  cap.  day  500,000 
gals.;  mains,  12  m.,  2  to  8  in.  dia.;  SO  hyd.;  600 
serv.;  pres.,  f.  130  lbs.;  cost,  $400,000;  cost 
mtce.,  $8,000;  wks.  owned  by  city. 

CURWENSVILLE.  p.  2,649;  f.  area.  1,280  a.; 
mere  bldgs.,  stn.,  bk.  ft  wd.,  1  to  4  stor.;  pnv., 
stn.,  bk.  ft  wd.,  2^  stor.;  wd.  rfs.  perm,  in  f. 
area;  fwks.  ft  combt  ord.  F.  dept — 1  h.  ft  L 
trk.,  1  c  eng.,  25  c  hand  ex.,  8  hose  carts;  hose. 
cot,  rub.  lined,  gd.,  1,200  ft;  inf.,  800  ft.;  tot 
hose,  1,500  ft;  f.  aL,  bell,  wh.  ft  telp.;  vaL  equip.. 
$8,600;  val.  bldgs.,   $4,000;  tot  mem.,  60  toI. 

Water  Supply — Src,  spr.,  8  m.  bus.  cent;  sti.. 
grav.,  pump  to  res.;  res.  cap.,  2,000,000  gaJi.;  ! 
pump,  en^.,  class  compound,  cap.  day  1,500.000 
gals.;  mams,  c  i.,  10  m.,  4  to  10  in.  dia.;  44 
iiyd.;  50  v.;  met,  15;  320  serv.;  pipe,  lead  t 
iron;  pres.,  dom.  90  lbs.,  f.  180  lbs.;  cons,  iij, 
400.000  gals.;  cost,  $53,000;  cost  mtce.,  |1,200: 
wks.  owned  by  Co. 

DALLAS.     F.  dept  not  reported. 

Water  Supply — Src.  spr.,  1%  m.  bus.  cent; 
sys.,  grav.;  1  pump,  eng.;  cap.  day,  20,000.000 
gals.;  mains,  c.  i.,  3  m..  3  to  0  in.  dia.;  cost. 
$20,000;  cost  mtce.,  $800;  wks.  owned  by  priv.  Co. 

DALLASTOWN,  p.  1,884;  f.  area.  400  a.;  mere. 
bidga.,  bk.  ft  stn.,  8  stor.;  priv.,  bk.,  stn.  ft  vd., 
2  to  8  stor.;  wd.  ris.  perm.;  fwks.  ft  combt  ord.: 
causes  of  f.  iuv.  F.  dept. — 1  str.,  4  c  hand  ex.. 
2  hose  wag.,  1  hose  car.,  1  hand  f.  eng.;  boae. 
cot.  rub.  lined,  gd.,  2,000  ft;  f.  al.,  bells;  val. 
equp.,  $7,000;  val.  bldgs.,  $2,500;  exp.  dept. 
$200;  tot.  mem.,  150  vol. 

DALTON,  p.  767;  mere  bIdga.,  wd.,  1  to  8  stor.; 
priv.,  wd.,  1  to  2Vi  stor.;  wd.  rfs.  perm,  in  L 
area;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F- 
dept. — 1  hose  reel;  hose,  cot,  rub.  lined,  gd.,  "SO 
ft.;  f.  al.,  bell;  val.  equip.,  $400;  tot.  mem.,  20  voL 

Water  Supply — Src,  res.,  %  m.  bos.  cent;  ays., 
grav.;  res.  cap.,  200,000  gala.;  mains,  c  L.  S^ 
m.,  4  to  10  in.  dia.;  18  oyd.;  pres.,  dom.  SO  to 
100  lbs.,  f.  100  lbs.;  cost,  $30,000;  cost  mtce.. 
$500;   wks.  owned  by  pri^-.  Co. 

DANVILLE,  p.  7,617;  f.  area,  1,400  a.;  mere 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  bk.  ft  wd.,  2  &  9 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  <vd 
F.  dept. — 1  auto.  comb.  c.  hose  ft  ladder  trk..  1 
str.,  1  hand  eng.,  1  hose  wag.,  4  hoae  car.;  base. 
linen,  gd.,  4,000  ft;  f.  al.,  wh.;  val.  equip.,  SIS.- 
000;  val.  bldgs.,  $19,000;  exp.  dept,  $1,100;  tst 
mem.,  800  voL 

Water  Supply — Src,  riv,,  ^  m.  bus«  cent;  sya^ 
pump  dir.;  res.  cap.,  98,000  gals.;  2  iramp.  esf., 
cap.  day  3.000,000  gals.;  mains,  c  !.,  18  m..  i 
to  12  in.  dia.;  100  hyd.;  met,  15;  1,200  serv.; 
p  pe,  galv.  i.;  pres.,  dom.  80  lbs.,  f.  100  lbs.: 
cons,  day,  1.000,000  gals.;  cost  $200,000;  coA 
mtce.,  $10,000;  wks.  owned  by  city. 

DARBY,  p.  6,805;  mere,  bldgs.,  bk.,  8  ftdr.; 
priv.,  bk.  ft  wd.,  2  ft  8  stor.;  wd.  rfa.  perm.  F. 
dept. — 1  comb,  c  ft  h.  ws^.,  1  h.  ft  I.  trk.,  2  hose 
reels;  hose,  cot,  rub.  lined,  gd.,  8,000  ft;  mdzB. 
rating,   second    dass. 

Water  Supply — Src,  creek;  supplied  by  Spr:Br 
field   Consolidated   Water  Co.;  pres.,   00  IbsL 

DAWSON.  F.  dept— 1  hose  i««l.  1  h.  ft  L  triu 
1,200  ft.  hose,  voL 

Water  Supply — Src,  2  artesian  wells,  1  sl  bea. 
cent;  sys.,  pump  to  res.;  res.  cap..  600,000  fsht: 

2  pump,  eng.,  cap.  day  46,000  gials.;  EDaxai,  c  U 

3  m.,  4  to  10  in.  dia.;  20  hyd.;  10  r.;  pres..  (ka*- 
200  lbs.;  cons,  day,  6,000  gala.;  eost»  $16,00<f; 
wks.  owned  by  borough. 

DELANO,  p.  1,100;  mere  bldgs.,  bk.  ft  wd,  1 
to  2H  stor.;  priv.,  bk.  ft  wd.,  1  to  2H  scot; 
wd.    rfs.   perm,   in   f.   area;   causes   of  t  lav.    F. 
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dept — 2    ho«e    carts;    hose,    cot,    mb.    lined,    gd., 
700  ft.;  f.  al.,  wh.;  vol. 

Water  Supply — Src,  spr.;  sys.,  grav.;  res.  cap., 
31,000,000  gals.;  mains,  1%  m.;  71  hyd.;  146 
serv.;  pres.,  f.  42  lbs.;  cost,  $31,700;  wks.  owned 
by  Co. 

DELTA,  p.  881;  f.  area,  70  a.  F.  dept. — 2  c 
hand  ex.,  1  hose  reel,  1  h.  ft  1.  trk.;  hose,  cot., 
rub.  lined,  gd.,  600  ft.;  f.  aL,  elec,  10  bx.;  val. 
•equip.,  $1,000;  val.  bidgs.,  $6,000;  tot.  mem.,  30 
vol. 

Water  Supply — Src,  wells,  1  m.  bus.  cent.;  sys., 
grav.;  stdp.  cap.,  5,000  gals.;  mains,  2  m.,  4  to 
6   in.   dia.;   20  hyd.;  wks.  owned  by   city. 

DERRY  STATION,  p.  2.954;  f.  area,  850  a.; 
mere,  bldgs.,  wd.  &  bk.,  2  ft  8  stor. ;  wd.  rfs.  perm.: 
iwks.  ft  combt.  ord.  F.  dept. — 1  hose  wag.,  1 
h.  ft  1.  trk.,  8  hose  reels,  laddersy  hired  hn.;  nose, 
rub.,  gd.,  1,800  ft.:  inf.,  500  ft.;  tot  faoae,  2,800 
ft;  val.  equip.,  $2,500;  vaL  bldgs.,  $50;  tot  mem.* 
40   voL 

Water  Supply — Src,  spr.,  1  m.  bus.  cent;  sys., 
grav.  ft  pump  to  res.;  4  res.,  cap.  161,000,000 
g^Is. ;  3  pump,  eng.,  cap.  day  900,000  gals.;  mains, 
c.  i.  ft  cem.,  9  m.,  4  to  10  in.  dia.;  29  hyd.;  80  v.; 
12  met.;  395  serv.;  pipe,  lead;  pres.,  dom.  90 
lbs.,  f.  145  lbs.;  cons,  day,  1,000,000  gals.;  cost, 
$245,000;  cost  mtce.,  $3,000;  wks.  owned  by  priv. 
Co. 

DICKSON  CITY,  p.  9,881;  f.  area,  1,020  a.; 
mere,  bldgs.,  stn.,  bk.  ft  wd.,  2H  &  8  stor.;  priv., 
bk.,  2H  ft  8  stor.;  wd.  rfs.  perm.;  fwks.  ft  comb, 
ord.  P.  dept. — 1  str.,  8  c.  hand  ex.,  1  h.  ft  L 
trk.,  1  Jumper,  hooks  ft  ladder,  1  hose  wag.,  1 
hose  car.,  2  hired  hrs.;  hose,  cot.,  rub.  lined,  gd., 
2,500  ft.;  f.  al.,  bell;  val.  equip.,  $6,000;  val. 
bldgs.,  $8,000;  tot  mem.,  85  vol. 

Water  Supply — Src.  spr.,  2^  m.  bus.  cent; 
sys.,  grav.;  res.  cap.,  2,250,000  gals.;  mains,  c  L, 
8^  m.,  4  to  10  in.  dia.;  17  hyd.;  33  v.;  485 
serv.;  pipe,  galv.  i.  ft  lead;  pres.,  f.  35  to  45  lbs.; 
cost,  $36,000;  cost  mtce.,  $800;  wks.  owned  by 
•city. 

DILLSBURG.     F.   dept   not  reported. 

Water  Supply — Src,  mountain  spr..  5  m.  bus. 
cent;  sys.,  grav.;  res.  cap.,  500,000  gals.;  mains, 
c.  i.,  6  m.,  4  to  8  in.  dia.;  30  hyd.;  40  v.;  pres., 
dom.  75  to  100  lbs.,  f.  75  to  100  lbs.;  cost, 
$36,000;  cost  mtce.,  $200;  wks.  owned  by  cor- 
poration. 

DOWNINQTON,  p.  2,900;  f.  area,  200  a.;  mere, 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  stn., 
bk.  ft  wd.,  2  ft  8  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  ord.;  causes  of  f.  inv.  F.  dept — 1  str.,  1 
c  eng.,  1  h.  ft  L  trie,  2  hose  w«g.,  2  hose  carts, 
4  hrs.;  hose,  oot,  rob.  lined,  gd..  1,500  ft;  f.  sL, 
bell;  val.  equip..  $7,000;  vsL  Dldn.,  $14,600;  sip. 
dept,   $2,500;  tot  mem.,  600  toL 

Water  Supply — Src,  spr.;  sys.,  grav.  ft  pump  to 
res.;  res.  cap.,  2,500.000  gals.;  mains,  10  m.;  450 
M*rv. ;  pipe,  lead  ft  iron;  pres.,  dom.  40  lbs.;  cost, 
$125,000;  wks.  owned  by  city. 

DOYLESTOWN,  p.  3.304;  f.  area,  640  a.;  mere 
bldgs.,  bk.  ft  stn.,  2  to  4  stor.;  priv.,  bk.,  stn. 
4t  wd.,  2  ft  3  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  ord.;  causes  of  f.  mv.  F.  dept. — 1  h.  ft  1. 
trk..  10  c  hand  ex.,  3  hose  carts;  hose,  cot,  rub. 
lined,  gd.,  1,500  ft;  leather,  gd.,  1,000  ft.;  tot 
hose,  2,500  ft;  f.  al.,  bell;  val.  equip.,  $2,500; 
val.  bldgs..  $6,500;  exp.  dept,  $500;  tot.  mem., 
76   active  vol. 

Water  Supply — ^Src,  spr.,  1  m.  bus.  cent;  sys., 
pump  to  res.  ft  dir.;  res.  cap.,  350,000  gals.; 
pump,  eng.,  cap.  day  3,000,000  gals.;  mains,  7% 
m.,  3  to  12  in.  dia.;  66  hyd.;  07  v.;  500  serv.; 
pipe,  lead  ft  galv.  i.;  pres.,  dom.  70  lbs.,  f.  180 
lbs.;  cost,  $61,000;  cost  mtce.,  $8,000;  wks.  owned 
by  borough. 

DROVOSBURG,  p.  2,000;  mere,  bldgs.,  wd.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  d^ — 1  hose  wag.,  8  hose  reels,  6 
•c  hand  ex.;  hose,  oot,  rub.  lined,  gd.,  1,600  ft;  inf., 
600  ft;  tot  hose,  2,000  ft;  f.  aL,  bell;  vaL  equip., 
$2,000;  TSL  bldgs.,  $800;  exp.  dept,  $800;  tot 
mem.,  26  voL 

Water  Supply — Src,  Monongahela  Valley  Water 
Co.,  7  m.  bus.  cent;  sys.,  dir.  pres.;  mains,  c  L; 
21  hyd.;  wks.  owned  by  priv,  Co. 

DU  BOiS,  p.  12,628;  f.  area,  1,000  a,;  mere, 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  5  stor.;  priv.,  bk. 
.ft  wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 


ft  combt.  ord.;  causes  of  f.   inv.     F.  dept — 8  str., 

1  h.  ft  1.  trk.,  2  hose  wag.,  7  hose  carts,  8  hrs.; 
hose,  cot,  rub.  lined,  gd.,  9.200  ft;  f.  aL,  wh.,  6 
bx.;  val.  equip.,  $81,000:  val.  bldgs.,  $10,000; 
exp.  dept,   $3,000:  tot.   mem..  800  vol. 

Water  Supply — Src,  creek,  8  m.  bu«.  cent.;  sys., 
grav.;  re».  cap.,  85,500,000  gal«. ;  mains,  iron  ft 
wd.,  85  m.,  4  to  30  in.  dia.;  187  hyd.;  200  v.; 
met,  2,500;  2,500  serv.;  pipe,,  lead;  pre.,  dom. 
95  lbs.,  f.  95  lbs.;  cons,  day,  1,000,000  gals.; 
cost,  $260,000;  cost,  mtce.,  $15,000;  wks.  owned 
by  dty. 

DUKE  CENTER,  p.  500;  f.  area,  25  a.;  mere 
bldgs.,  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  causes  of  f.  inv.  F.  dept. — 1 
h.  ft  1.  trk.,  2  hose  carts;  hose,  cot,  rub.  lined, 
gd.,  750  ft.;  inf.,  750  ft;  tot.  hose,  1  500  ft; 
f.  al,,  bell,  10  bx.;  val.  equip.,  $1,000;  val.  bldgs., 
$500:  tot  mem.,  35  voL 

Water  Supply — Src,  creek;  sys.,  pump  to  tk,; 
tk.  cap.,  40,000  <rals.;  1  force  pump;  mains,  1^1 
m.,  2  ft  8  in.  dia.;  13  hyd.;  cost  mtce.,  $100; 
wks.  owned  t»y   lown. 

DUNCAN NON,  p.  1,474;  mere  bldgs.,  bk.  ft  wd., 

2  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm,; 
fwks.  ft  combt  ord.  F.  dept. — 2  hand  eng.,  2 
hose  wag.,  2  hose  car.;  hose,  cot.,  rub,  lined,  gd., 
600  ft.;  leather,  gd.,  500  ft;  inf.,  500  ft;  tot 
hose,   1,600   ft;  f.   al.,   wh. 

Water  Supply — Src,  strm.,  1^  ft  4  m,  bus. 
cent;  sys.,  grav.;  res.  cap,,  550.000  gals.;  mains, 
c  i.,  6  m.,  2  to  8  in.  dia.;  22  hyd.;  met.,  50; 
400  serv.;  pipe,  iron;  pres.,  dom.  50  lbs.,  f.  60 
lbs.;  cost,  $45,201;  wks.  owned  by  Co, 

DUNCANSVILLE,  p.  1,263;  f.  area.  600  a.; 
mere,  bldgs.,  wd.  ft  bk.,  2  ft  8  stor,;  priv..  wd.  ft 
bk.,  2  stor.;  wd.  rfs.  perm.  F.  dept — 1  h.  ft  I. 
trk.,  2  hose  car.;  hose,  rub.,  gd.,  1,000  ft.;  f.  al., 
bell;  val.  equip.,  $2,000;  tot.  mem.,  90  vol. 

Water  Supply— Src,  HoUidaysburg  waterwks.; 
sys.,  gny.;  mains,  6  m.,  12  in.  dia.;  13  hyd.; 
pres.,   f.    115  lbs.;  wks.  owned  by  city. 

OUNMORE,  p.  17,615;  f.  ares,  800  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  rriv.,  wd.,  2 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.  F. 
dept. — 1  auto,  comb,  c  ft  h.  trk.,  4  hose  wag., 
2  hose  car.,  8  hrs.;  hose,  cot,  rub.  lined,  gd., 
8,000  ft;  rub.,  gd.,  4.000  ft;  tot  hose,  12  000 
ft;  f.  ah,  Gamewell.  29  bx.;  val.  equip.,  $19,000; 
val,  bldgs.,  $28,000;  exp.  dept..  $11,000;  tot 
mem.,  806.  pd.  full  time  6.  vol.  800. 

Water  Supply — Src,  surface  water;  sys.,  grav.; 
res.  cap.,  65.000,000  gals.;  mains,  c  i.,  15  m,,  2 
to  14  in.  dia.;  108  hyd.;  met,  1,300;  1,500  serv.; 
pipe,  wrt  i. ;  pres.,  dom.  IdO  lbs.,  f.  180  lbs.; 
wks.  owned  by  Co. 

DUQUESNE,  p.  15.727;  f.  area,  1.000  a.;  mere 
bldgs.,  bk.  &  wd.,  2  to  4  stor.;  priv.,  wd.  ft  bk., 
2  ft  3  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord. 
F.  dept. — 3  c  hand  ex.,  1  comb,  h,  ft  1,  trk.,  8 
hose  car,,  8  hrs.;  hose,  cot,  rub.  lined,  gd.,  4,000 
ft;  inf.,  2,000  ft;  tot  hose,  6,000  ft:  f.  al., 
wh.;  val.  equip.,  $3,500;  val.  bldgs..  $40,000; 
exp.  dept,   $3,000;   tot  mem.,  6,  pd.  full  time. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  500,000  gals.,  mat.  iron;  2  pump, 
eng.,  cap.  day  1,500,000  gals,;  mains,  22  m.,  4 
to  14  in.  dia.;  114  hyd.;  met,  1,661;  1,650  serv.; 
pipe,  lead;  pres.,  dom.  100  lbs.,  f.  180  lbs.;  wks, 
owned  by  borough, 

DUSHORE,  p,  818.  F,  dept. — 2  hose  reels,  2 
h.  ft  1.  trk.,   1.200  ft  hose,  50  vol. 

Water  Supply — Src,  Paine  Run.  2%  m.  bus.- 
cent;  sys.,  grav.;  res.  cap.,  1,500,000  gals.;  1 
pump,  eng.,  cap.  day  1,000,000  gals.;  mains,  c  i,, 
7  m.,  4  to  12  in.  dia.;  20  hyd.,  18  v.;  met,  6; 
pipe,  lead;  pres.,  dom.  110  lbs.,  f.  180  lbs.;  cons, 
day,  75.000  gals.:  cost,  $82,800;  cost  mtce.,  $250; 
wks.  owned  by  priv.  Co. 

EAST  BRADY,  p.  1,493;  bldgs.,  wd.  ft  bk..  2 
ft  3  stor.;  fwk.^*.  ft  combt.  ord.;  causes  of  f.  inv, 
F.  dept. — 2  c  eng.,  4  c  hand  ex.,  1  h.  ft  1.  trk., 
1  hose  cart;  hose.  500  ft;  f.  al.,  bell;  val.  equip., 
$8,200;  val.   bldgs..   $250. 

Water  Supply — Src,  epr.,  %  m.  bos;  cent.;  sys,, 

grav.  ft  pump  to  res.;  res.  cap,,  146,000  gals.;  pump, 

eng.,  cap.  day,  80,000  gals.;  mains,  2  m.,  4  to  0 

in.  diam.;  17  hyd.;  pres.,  dom.  ft  f.  65  lbs.;  cost, 

I    $80,000;  cost  mtce.,  $600;  wks.  owned  by  Co. 
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EAST  McKEESPORT,  p.  2,118;  f.  area,  800  a.; 
mere  bidgs.,  bk.  k  wd.,  2  k  i  stor.;  priv.,  bk.  ft 
wd.,  2  ft  3  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka. 
ft  combt.  ord.;  cauaes  of  f.  inv.  F.  dept. — 2  hoae 
reels,  2  c  hand  ex.,  laddera»  hooka  ft  axea;  hoae, 
cot.,  rub.  lined,  gd.,  1,500  ft.;  f.  al.,  beU;  ezp. 
dept.,  $100;  tot.  mem.,  60  vol. 

Water  Supply — Not  reported. 

EAST  MAUCH  CHUNK,  p.  8,468;  f.  area,  400 
a.;  mere,  bldgs.,  stn.,  bk.  ft  wd.,  8  stor.;  priv., 
atn.,  bk.  ft  wd.,  2^  ator. ;  wd.  rfa.  perm.;  no  fwka. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  h. 
ft  1.  trk.,  1  c.  eng.,  2  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  1,000  ft.;  f.  al.,  wh.;  val.  equip.,  |1,800; 
tot.  mem.,  120  vol. 

Water  Supply — Src,  wells,  supplied  by  Mauch 
Chunk;  rea.  cap.,  1,686,220  gals.;  mains,  c.  i.,  8 
m..  2  to  8  in.  dia.;  82  hyd.;  887  serv.;  pipe, 
lead;  pres.,  dom.  65  lbs.,  f.  66  lbs.;  wka.  owned 
by  Co. 

EA8T0N,  p.  28,528;  f.  area,  1.800  a.;  mere, 
bldgs.,  stn.  ft  bk..  8  to  0  stor.;  priv.,  bk.  ft  wd., 
2%  stor.;  wd.  rfs.  not  perm,  in  f.  area;  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 4  str.,  1  auto, 
comb.  c.  ft  h.  wag.,  1  c.  eng.,  24  c.  hand  ex.,  2 
h.  ft  1.  trk.,  1  aer.  trk.,  4  comb.  c.  ft  h.  wag.,  1 
hose  wag.,  3  hose  carta,  28  hrs.;  hose,  cot.,  rub. 
line,  gd.,  11,000  ft;  f.  al.,  elec,  57  bz.;  val.  equip., 
155,000;  val.  bldga.,  $46,000;  ezp.  depL,  $26,000; 
tot.  mem.,  52,  pd.  full  time  20,  pd.  part  time  82. 

Water  Supply — Src.,  riv.,  ^  m.  bus.  cent.;  sys., 
pump  to  stdp.  ft  res.;  stdp.  cap.  500,000  gala., 
dim.  25  z  120,  mat.  iron;  rea.  cap.,  8,000,000 
gals.,  loc.  on  Chestnut  hill;  2  pumps  ft  2  pump, 
eng.,  cap.  day  4,000,000  gals.;  mains,  c.  i.,  8 
m.,  4  to  24  in.  dla.;  160  nyd.;  met,  00;  2,000 
serv.;  pipe,  lead;  prea.,  dom.  20  to  120  lbs.,  f. 
120  lbs.;  wks.  owned  by  Co. 

EAST  PITTSBURGH,  p.  6,615;  f.  area,  1,280  a.; 
mere,  bldga.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft 
wd.,  8  to  6  stor.;  wd.  rfs.  perm,  in  f.  area;  combt. 
ord.;  causes  of  f.  inv.  F.  dept — 2  h.  ft  1.  trk.,  2 
c.  hand  ez.,  8  hoae  carts;  hose,  cot,  rub.  lined, 
gd.,  2.000  ft;  f.  al.,  wh.,  8  bz.;  val.  equip.,  $2,200; 
val.  bldga.,  $4,000;  ezp.  dept,  $250;  tot.  mem.,  40 
vol. 

Water  Supply — Src,  riv.,  sya.,  pump  to  res.;  4 
res.,  cap.  32,000,000  gals.;  3  pimfip.  eng.,  cap.  day 
26,000,000  gals.;  mains,  c.  i.,  156  m.,  4  to  42  in. 
dia.;  700  hyd.;  15,000  met;  13,500  serv.;  pres., 
dom.  ft  f.,  10  to  210  lbs.;  wks.  owned  by  priv.  Go. 

EAST  STROUDSBURQ,  p.  3,330;  f.  area,  500 
a.;  mere,  bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv., 
wd.,  2  ft  8  stor.;  wd.  rfs.  perm.;  no  fwka.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept — 2  c.  hand  ez.,  1 
comb.  c.  ft  h.  wag.,  1  h.  ft  1.  trk.,  1  hose  wag.;  hose, 
cot,  rub.  lined,  gd.,  1,700  ft;  inf.,  800  ft;  tot. 
hoee,  2,000  ft;  f.  al.,  wh.;  val.  equip.,  $5,000; 
val.  bldgs.,  $8,000;  ezp.  dept,  1909,  $100;  tot 
mem.,  60  vol. 

Water  Supply — Src,  creek,  8  m.  bua.  cent; 
sys.,  grav.;  res.  cap.,  500,000  gals.;  mains,  c.  i., 
8  m.,  4  to  12  in.  dia.;  86  hyd.;  24  v.;  650  serv.; 
pipe,  iron;  pres.,  dom.  60  to  80  lbs.;  cost,  $47,' 
000;  cost  mtce.,  $1,260;  wka.  owned  by  borough. 

EBENSBURQ,  p.  1,078;  f.  area,  900  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  causes  of  f. 
inv.  F.  dept — 1  h.  ft  1.  trk.,  1  gaaoline  eng.,  4 
c.  hand  ez.,  4  hose  wag.;  hose,  oot,  rub.  lined,  gd., 
1,800  ft;  inf.,  400  ft;  tot  hoae.  2.200  ft.;  pipe, 
iron;  pres.,  f.  120  lbs.;  f.  aL,  oell;  val.  equip., 
$5,170;  val.  bldga.,  $16,000;  tot  mem.,  200  voL 
,  Water  Supply — Src,  pond  ft  2  wells,  1%  m.  bus. 
rent;  gys.,  pump  to  res;  2  res.,  cap.  627,460  gals.; 
2  pump,  eng.,  cap.  day  360,000  gals.;  mains,  c  i., 
5^  m.,  4  to  8  in.  dia.;  52  hyd.;  45  v.;  met,  34; 
2.52  serv.;  pres.,  dom.,  20  to  50  lbs.;  coii^.  day, 
180,000  gals.;  cost  $20,000;  co^t  mtce.,  $1,000; 
wks.  owned  by  borough. 

EDGEWOOD.  p.  1,000;  f.  area,  160  a.  F. 
dept — 1  h.  ft  1.  trk.,  1  hoae  cart;  f.  aL.  bell; 
val.  equip.,  $5,000;  ezp.  dept,  $1,500;  mem.  pd. 
part  time. 

Water  Supply — Src,  Penna.  Water  Co.;  sya.,  dir. 
pres.;  mains.  7   m.;  wks.  owned  by  priv.  Co. 

EDINBORO,  p.  666;  I.  area,  50  a.;  mere,  bldga., 
bk.,  1  to  8  ator.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  no  fwka.  ft  combt  ord.; 
causes    of    f.    inv.      F.    dept — 8    hoae    car.,    2    e. 


hand  ex.,  ladders;  hoae,  cot.,  rub.  lined,  gd.,  1,100 
ft;  inf.,   400  ft;  tot  hose,   1,500  ft:  f.  al,  bell; 
vaL  equip.,  $1,200;  vaL  bldga.,  $2,500;  ezp.  depc, 
$100;   tot.   mem.,    65   vol. 
Watar  Supply-— Stdp.  cap.,  60,000  gala.;  mains, 

1  m.,  4  to  8  in.  dia.;  85  hyd.;  prea.,  78  lbs.;  wks. 
owned  by  city. 

EOWARDSVILLE,  p.  8,407;  f.  area,  1,920  a.; 
mere  bldga.,  bk.  ft  wd.,  2  ft  8  ator.;  priv.,  wd.,  2 
ator.;  wd.  rfa.  perm.;  no  fwka.  ft  combt  ord.  F. 
dept — 2  aer.  trk.,  1  hose  car.;  hose,  cot,  ni>. 
lined,  gd.,  1,900  ft;  f.  al.,  bell;  vaL  equip.,  $3.- 
000;  val.  bldga.,  $22,000;  ezp.  dept,  $1,200;  toL 
mem.,  22  vol. 

Water  Supply — Src.  Spring  Brook  Water  Supply 
Co. 

ELDRED,  p.  1,236;  f.  area,  800  a.;  mere  bldgs.. 
wd.  ft  bk.,  2  ator.;  priv.,  wd.,  2  stor.;  wd.  rts^ 
perm.;  fwks.  ft  combt.  ord.  F.  dept — 1  h.  ft  L 
trk.,  8  hose  carta;  hose,  cot,  rub.  lined,  gd..  1,0^)0 
ft;  f.  al.,  bell  ft  wh.;  val.  equip.,  $1,500;  val. 
bldgs..  $600;  ezp.  dept,  $450;  tot  mem.,  25  toL 

Water  Supply — Src,  3  spr.;  sys.,  grav.;  2  res., 
cap.,  12,000  bbla.;  maina,  6  m.,  3  ft  6  in.  dia.;  35 
hyd.;  prea.,  f.  85  lbs.;  cost,  $40,000;  coat  mtee^ 
$600;  wks.  owned  by  priv.  Co. 

ELIZABETH,  p.  2,311;  mere,  bldgs..  bk.  ft  wd.. 

2  ft  3  stor.;  priv.,  wd.,  2  ft  3  stor.;  wd.  rfs.  pena.; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — I 
hose  car.;  hose,  cot.  rub.  lined,  gd.,  2,500  ft: 
val.  eouip..  $1,000;  vol. 

Water  Supply — Src,  riv.,  %  m.  bus.  cent:  sys.. 
pump  to  rea.  ft  dir.;  rea.  cap.,  1, 800,000  fak.;  t 
pump,  eng.,  daaa  trip,  ft  comp.,  cap.  day,  8,250,000 
gala.;  maina,  c  L,  57  m.,  2  to  24  in.  dia.;  138 
hyd.;  met,  1,800;  2,684  aerv.;  pipe,  lead;  prea. 
dom.  ft  f.  165  Iba.;  coat,  $87,000;  wka.  owned  by 
city. 

ELIZABETHTOWN,  p.  2,687;  f.  aiea,  640  a.;  mere 
bldgs.,  bk.,  8  ator.;  priv.,  bk.  ft  wd..  2  stor.; 
wd.  rfs.  perm.;  fwka.  ft  combt.  ord.  P.  dept — 
1  str.,  1  band  eng.,  2  hoae  carta,  1  hoae  car.: 
hose,  cot,  rub.  lined,  gd.,  2,300  ft:  f.  aL.  bell: 
val.  equip.,  $6,000;  val.  bldgs.,  $4,000;  ezp.  dept, 
$204;  tot.  mem.,  06  vol. 

Water  Supply — Src,  wells,  spr.  ft  creek,  H  m. 
bus.  cent;  sya.,  pump  to  res.;  rea.  capL,  600.000 
gala.,  loc  1  m.  cent,  town;  2  pump,  eng.,  cap. 
day  250,000  gals.;  mains,  c  i.,  6  m.,  4  to  8  in. 
dia.;  37  hyd.;  16  v.;  met,  290;  250  aerv.;  prea.. 
duni.  75  lbs.,  f.  80  lbs.;  cons,  day,  120,000  gal«- 
cost  $25,000;  cost  mtce.,  $2,500;  wka.  owned  b) 
Co. 

EUZABETHVILLE,  p.  1,089;  f.  area,  50  t.: 
mere  bldgs.,  wd..  2  to  8  stor.;  priv.,  wd.,  2  to  S 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  hoae  wag..  1 
hose  reel;  hose,  cot.,  rub.  lined,  gd.,  600  ft;  f. 
al.,  bell;  val.  equip.,  $900;  vaL  oldga..  $2,500. 
ezp.  dept,   $160;  tot   mem.,  26  voL 

Water  Supply — Src,  mountain  apr.,  4  m.  bas. 
cent;  sys.,  grav.;  res.  cap.,  400,000  gala.;  maios. 
c  i.,  2  m.,  4  to  8  in.  dia.;  28  hyd.;  pipe,  c  I: 
pres.,  dom.  80  to  120  lbs.,  f.  80  to  120  lbs.: 
cost,  $29,760;  coat  mtce.,  $400;  wka.  owned  bv 
priv.  Co. 

ELKLAND,  p.  1,176;  f.  area,  150  a.;  mere, 
bldga.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  ator.;  «d 
rfs.  perm,  in  f.  area;  fwks.  ord.;  causca  of  L  isv. 
F.  dept — 1  atr.,  2  hoae  carts;  hose,  cot,  n^ 
lined,  gd.,  1,700  ft;  inf.,  200  ft;  tot.  hoae.  h90t 
ft;  f.  al.,  bell  ft  wh.;  val.  equip.,  $5,500;  vil 
bldga.,  $8,000;  ezp.  dept,  $600;  tot.  mem^  *5 
voL 

Water  Supply — Src,  apr.,  3  m.  boa.  cent;  v*^ 
grav.;  res.  cap.,  240,000  gals.,  loc  nbore  villsct; 
pump,  eng.,  cap.  day  264.900  gala.;  maina,  c.  u 
5%  m.,  8  to  10  in.  dia.;  36  hyd.;  16  ▼.;  50  met. 
200  serv.:  prea.,  dom.  ft  f.,  110  Iba^;  wka.  o^v-i 
by  borough. 

ELLWOOD  CITY,  p.  8,902.  F.  dcpL— 1  astc^ 
eomb.  c  ft  b.  trk.,  10  c  hand  ex.,  S  hoae  csrta 
1  h.  ft  L  trk.;  hose,  2,000  ft;  f.  aL,  wh.;  vaL  eqaip-. 
$6,500;  val.  bldgs.,  $9,000;  tot  mem.,  50  voL 

Water  Supply— Src,  creek.  IH  m.  boa.  ceat: 
sys.,  pump  dir.,  with  smrplua.  to  rea.;  rea.  car-. 
6,000,000  gala.;  pump.  eng..  cmp.  day  3,000.0^0 
gala.;  nudna,  10  m.,  4  to  If  in.  dia.;  52  M: 
met,  186;  prea.,  dom.  80  Iba.,  f.  80  to  IdO  ll&; 
wka.  owned  by  priv.  Gol 
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EMAU8,  p.  8,501;  f.  area,  640  a.;  mere,  bidgs., 
wd.  &  bk.,  1  to  8  ator.;  priv.,  bk.  &  wd.,  1  &  2 
ator.;  wd.  rfa.  perm,  in  f.  area;  cauaes  of  f.  inv. 
F.  dept. — 1  b.  k  1.  trk..  2  comb.  c.  eng.,  6  c.  hand 
ex.,  1  hoae  cart:  hose,  cot,  rob.  lined,  gd.,  1,800  ft; 
rub.,  gd.,  400  ft;  inf.,  400  ft;  toL  hose,  2,600  ft; 
f.  al.,  bell  ft  wh.,  1  bz.;  vaL  equip.,  $4,000; 
val.  bidga.,  |2,600;  exp.  dept,  9250;  tot  mem., 
240  VOL 

Water  Supply — Src.,  apr.  ft  2  arteaian  wella,  ^ 
m.  bua.  cent;  ays,,  0nv.;  rea.  cap.,  400,000  gals.; 
maina,  7  m..  8  to  1 0  ixu  dia.;  85  oyd.;  850  aerv.; 
prea.,  dom.  60  Iba..  f.  100  Iba.;  cons.  day.  100,000 
sals.;  coat.  |82,000;  coat  mtoe.,  |1,700;  Wka.  owned 
By  borough. 

EMLENTON,  p.  1,110;  mere,  bldga..  bk.,  1  to  8 
ator.;  priv.,  bk.  ft  wd.,  2  ator.;  wo.  rfa.  perm, 
in  f.  area;  fwka.  ft  combt  ord.;  cauaea  of  f.  inv. 
F.  dept — 2  h.  ft  1.  trk.,  2  c.  hand  ex.,  1  hoae 
wag..  8  hose  carta,  1  hra.;  hoae,  cot,  rub.  lined, 
gd.,  1,600  ft.;  inf.,  400  ft.;  tot  hose,  2.000  ft; 
f.  al.,  bell  ft  wh.;  val.  equip.,  $2,500;  val.  bldga., 
$8,000;  exp.  dept,  $100;  tot.  mem.,  50  vol. 

Water  Supply — Sire,  riv.,  %  m.  bua.  cent;  aya., 
grav.  ft  pump  to  rea.;  rea.  cap.,  800,000  gals.; 
pump,  eng.,  cap.  day,  432,000  gals.;  mains,  c.  i., 
8  m.,  8  to  8  in.  dia.;  25  hyd.;  272  aerv.;  25  v.: 
prea.,  dom.  ft  f.  25  to  150  Iba.;  cona.  day,  180,000 
nla.;  cost,  $26,000;  coat  mtce.,  $50;  wka.  owned 
by  Co. 

EMPORIUM,  p.  2,016;  f.  area,  200  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  ft  8  ator.;  priv.,  bk.  ft  wd., 
2  stor.;  wd.  rfs.  perm.;  no  fwka.  ft  combt  ord.; 
cauaea  of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  8  hoae 
car.,  1  c.  eng.;  boas,  cot,  rub.  lined,  gd.,  8,500 
ft;  f.  al.,  bell  ft  wh.;  val.  equip.,  $2,000;  vaL 
bldgs.,  $8,000;  tot.  mem.,  240  vol. 

Water  Supply — Src,  apr.;  aya.,  grav.;  8  rea., 
cap.  42.000,000  gals.;  2  pump,  eng.,  cap.  day  216,- 
000  gals.;  maina,  c.  i.,  15  m.,  4  to  12  in.  dia.; 
40  hyd.;  40  v.;  556  serv.;  prea.,  dom.  60  Iba.,  f. 
110  lbs.;  cons,  day,  200,000  gals.;  coat,  $100,000; 
wks.   owned  by  priv.  Co. 

EPHRATA,  p.  8,192;  f.  area.  500  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  ft  3  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt.  ord.  F.  dept. — 1 
str.,  2  c  eng.,  25  c.  hand  ex.,  1  h.  ft  1.  trk.,  1 
hose  car.;  hoae,  cot,  rub.  lined,  gd.,  2,000  ft; 
rub.,  gd..  400  ft;  inf.,  500  ft;  tot.  hose,  2,900 
ft;  f.  al..  elec,  18  bx.;  val.  equip.,  $4,800;  val. 
bldgs.,  $1,500;  exp.  dept,  $200;  tot  mem.,  120 
vol. 

Water  Supply — Src,  spr.,  1%  m.  bua.  cent; 
ays.,  grav.;  res.  cap.,  850.000  gala.;  mains,  9H 
m.,  4  to  6  in.  dia.;  50  hyd.;  18  v.;  met,  28; 
250  aerv.;  pres.,  dom.  50  lbs.,  f.  50  lbs.;  cost, 
$50,000;  wks.  owned  by  borough. 

ERIE,  p.  66,525;  f.  area,  4,160  a.;  mere  bldga., 
bk.,  2  to  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes  of 
f-  inv.  F.  dept — 9  str.,  2  h.  ft  I.  trk.,  c  eng., 
22  c.  hand  ex.,  1  comb.  c.  ft  h.  wag.,  9  hoae 
wsg.,  65  hrs.;  hose,  cot,  rub.  lined,  gd.,  10,000 
ft.:  rub.,  gd.,  600  ft;  inf..  13,650  ft.;  tot.  hose, 
25,040  ft;  f.  al.,  Gamewell,  169  bx.;  val.  equip., 
$114,046;  val.  bldga.,  $120,864;  exp.  dept,  $80,- 
OOO;  tot  mem.,  100,  pd.  full  time  78,  pd.  part 
time  22. 

Water  Supply — Src,  Lake  Erie,  4  m.  bua.  cent.; 
eya.,  pump  to  rea.  ft  dir.;  res.  cap.,  36,000,000 
grals.,  loc  2  m.  atation;  3  pump,  eng.,  cap.  day 
25,000,000  gala.;  mains,  c.  i.,  148  m.,  1  to  42 
in.  dia.;  926  hyd.;  2,052  v.;  416  met;  18,091 
serv.;  pipe,  galv.  i.;  pres.,  35  to  95  lbs.;  cons. 
day,  16,807,324  gala.;  cost,  $3,035,000;  wka. 
owned  by  city. 

ESPLEN.     Conaolidated  with  Pittsburgh. 

ETNA,  p.  5,830;  f.  area,  150  a.;  mere  bldgs., 
bk.,    1    to    8    stor.;    priv.,    wd.,    2    ator.;    wd.    rfa. 

5enn.;  fwka.  ft  combt.  ord.;  cauaea  of  f.  inv. 
'.  dept — 16  c  hand  ex.,  2  h.  ft  L  trk.,  8  hose 
reels,  1  hrs.;  hose,  cot,  rub.  lined,  gd.,  4,000  ft.; 
f.  al.,  Gamewell,  15  bx.;  val.  equip.,  $10,000;  ral 
bldga.,  $10,000;  exp.  dept,  $1,800;  tot  mem.,  90 
vol. 

Water  Supply — Src,  Allegheny  Riv.,  %  m,  bua. 
cent.;  sya.,  grav.,  pump,  to  stdp.  ft  dir.;  stdp.  cap.^ 
566,000  gals.,  dim.  SO  x  40,  mat.  stl.;  1  pump. 
eng.,  cap.  day  5,000.000  gala.;  maina,  c  I.,  12  m., 
4  to  14  in.  dia.;  56  hyd.;  72  v.;  120  met;  760 
serv.;  pipe,  lead;  prea.,  dom.  120  Iba.,  f.  120  Iba.;  I 
owned  by  Etna  borough.  ' 


EVANS  CITY,  p.  1,500;  f.  area,  600  a.;  mere 
bldgs.,  bk.  ft  stn.,  1  to  8  ator.;  priv.,  bk.,  stn.  ft 
wd.,  1  to  3  ator.;  wd.  rfa.  perm.;  cauaea  of  f. 
inv.  F.  dept. — 18  c.  hand  ex.,  8  hoae  car.,  1 
h.  ft  1.  trk.;  hoae,  cot,  rub.  lined,  gd.,  2.400  ft^ 
f.  ai.,  bell  ft  wh.;  val.  equip.,  $3,000;  vaL  bldga.,. 
$5,000;  exp.  dept,  $500;   50  vol. 

Water  Supply — Src,  rea.,  cap.  25,000  bbla. 

EVERETT,  p.  1,725;  f.  srea,  200  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.  ft  bk.,  2: 
ator.  F.  dept. — 1  atr.,  8  hoae  car.;  hoae,  cot,  rub.. 
lined,  gd.,  1,200  ft;  f.  al.,  bell;  val.  equip.,  $5,- 
400;  exp.  dept,  $850;  tot.  mem.,  30  vol. 

Water  Supply— Src,  apr.  ft  well;  ays.,  pump  to 
rea.  ft  dir.;  rea.  cap.,  700,000  gals.;  pump,  eng., 
cona.  day,  1,500,000  gals.;  coat,  $125,000;  wka. 
claaa  comp.;  maina,  2^  m.;  85  hyd.;  prea.,  dom. 
90  Iba.,  f.  90  lbs.;  wka.  owned  by  Co. 

EXETER,  p.  4,000.  F.  dept — 2  hose  carts, 
2,500  ft  hoae;  f.  al.,  bell;  val.  equip.,  $2,500; 
val.  bldga.,  $1,200;  tot.  mem.,  130  vol. 
-  Water  Supply — Src,  apr.  ft  brook,  1  m.  bus. 
cent.;  sys.,  dir.  prea.;  24  hyd.;  wks.  owned  by 
priv.  Co. 

FACTORYVILLE.      F.    dept   not   reported. 

Water  Supply — Src,  Lake  Sheridan,  4  m.  bua. 
cent;  sys.,  grav.;  maina,  c  i.,  12  m.,  4  to  10  in. 
dia.;  pipe,  c  i.;  pres.,  dom.  67  lbs.;  coat  $20,000; 
coat  mtce.,  $350;  wka.  owned  by  priv.  Co. 

FAIRCHANCE,  p.  1,760;  f.  area,  300  a.;  mere 
bldga.,  wd.,  2  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd. 
ria.  perm,  in  f.  area;  fwka.  ft  combt.  ord.;  cauaes 
of  f.  inv.  F.  dept. — 2  c  eng.,  30  c  hand  ex., 
2  comb.  c.  ft  h.  war.;  hose,  rub.,  gd..  1,000  ft; 
f.  al.,  bells;  val.  equip.,  $2,200;  val.  bldga.,  $300; 
tot.  mem.,   20  vol. 

Water  Supply — Src,  Gough  Riv.,  supplied  by 
Trotter  Water  Co. 

FALLS  CREEK,  p.  1,204.  F.  dept — 1  c  eng., 
1  hose  reel,  1  h.  ft  L  trk.;  hose,  cot,  rub.  lined, 
gd.,  1,260  ft;  f.  al.,  bell;  tot  mem.,  35  vol. 

Water  Supply — Stdp.  cap.,  125,000  gala.;  mains, 
5  m..  4  to  12  in.  dia.;  30  hyd.;  pres.,  80  Iba.; 
wka.  owned  by  city. 

FAYETTE  CITY.  p.  2.005;  bldgs.,  wd.  F.  dept.. 
— 2  hoae  car.,  1  h.  ft  I.  trk.;  hose,  1,500  ft;  f.- 
al.,  bell;   tot.   mem.,   22   vol. 

Water  Supply— Src,  wells,  H  in<  bua.  cent;  ^ys.,. 
pump  to  rea.;  rea.  cap.,  1,000,000  gala.:  mat,  cone;. 
1  pump,  eng.,  cap.  day,  200,000  gals.;  mains,  5 
m.,  4  to  8  in.  dia.:  24  hyd.;  220  met;  287  aerv.^ 
pipe,  c.  L:  prea.,  aom.  95  Iba.,  f.  180  Iba.;  cona. 
day,  80,000  gals.;  cost,  $48,291;  cost  mtce.,  $2,150£. 
wks.  owned  oy  priv.  Co. 

FINLEYVILLE,  p.  644;  f.  area,  25  a.:  mere, 
bldga.,  bk.  ft  wd.,  1  to  8  ator.;  priv.,  bit.,  stn.- 
ft  wd..  1  to  8  ator.;  wd.  rfs.  perm,  in  f.  ares; 
no  fwka.  ft  combt.  ord. ;  causes  of  f .  inv.  F. 
dept. — 1  comb,  c  ft  h.  wag.,  c  hand  ex.;  hose, 
rub.  lined,  gd.,  200  ft;  f.  aL,  bell;  val.  equip., 
$700;   val.   bldga.,  $200;   exp.   dept,  $25;  vol. 

FLEETWOOD,  p.  1,394;  f.  'area.  75  a.;  mere 
bldga.,  bk.,  2  ft  8  stor.;  priv.,  bk.  ft  stn.,  2  stor.; 
wd.  rfa.  perm.;  no  fwks.  ft  combt.  ord.;  causes  of 
f.  inv.  No  org.  f.  dept. — 3  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  1,500  ft;  f.  al.,  belL 

Watsr  Supply — Src,  spr.;  ays.,  grav.;  res.  cap., 
1.000,000  gals.;  mains,  4  m.,  4  to  10  in.  dia.;  4 
hyd.;  30  v.;  prea.,  dom.  75  lbs.,  f.  75  lbs.;  coat, 
$20,000:  cost  mtce.,   $300;  wka.   owned  by  Co. 

FOREST  CITY,  p.  5,749;  f.  area,  1,280  a.; 
mere  bldgs.,  wd.,  2  ft  3  stor.;  priv.,  wd.,  2  stor.; 
wd.  ria.  not  perm.;  no  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept. — 2  c  hand  ex.,  1  h.  ft  1. 
trk.,  1  hose  wag.,  2  hose  car.,  1  hrs.;  hose,  cot., 
mb.  lined,  gd.,  1,700  ft.;  inf.,  800  ft;  tot.  hose, 
2,000  ft;  f.  al.,  elec,  5  bx.;  val.  equip.,  $6,000; 
val.  bldga.,  $2,000;  tot.  mem.,  51,  pd.  part  time 
16,  vol.  85;  undrs.  rating,  second  claaa. 

Water  Supply — Src,  Lackawanna  Riv.;  aya., 
grav.  ft  pump  d.'r.,  aurplua  to  res.;  res.  cap.,  5,- 
000,000  gals.;  pump,  eng.,  cap.  day  1,250,000- 
gals.;  mains,  9^  m.,  4  to  12  in.  dia.;  87  hyd.; 
24  v.;  met,  24;  300  serv.;  pres.,  dom.  50  lbs., 
f.  75  lbs.;  cost  $60,000;  coat  mtce.,  $2,000;  wka. 
owned  by  Co. 

FORTY    FORT,    p.    2.858;    f.    area,    1,200    a.; 
mere  bldgs.,  wd.,   1   to  8  ator.;  priv.,  bk.,  atn.  ft. 
wd.,    1    to   8    ator.;    wd.    rfa.   perm.;    cauaea   of   L. 
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Inv.     F.  dept. — 1  luto.  trk.,  5  c.  hind  ex.,  1  hose 

wag.;  hose,   cot.,  rub.   lined,  grd.,    1.000  ft.;   f.   al., 

telg.,    23    bz.;    val.    equip.,  $9,000;    vml.    bldga., 
$10,000;  vol.,  95. 

FOUNTAIN  H1LU  p.  1,000.  F.  dept.— 1  str.,  1 
hose  wag.;  f.  al.,  bell;  vaL  equip.,  $4,000;  val. 
bldn.,  $6,000;  tot.  mem..  60  voL 

Water  Supply — Src,  wella,  1  m.  bua.  cent.;  ays., 
pump  dir.;  1  pump,  eng.;  14  hyd.;  wks.  owned  by 
priv.  Co. 

PRACKVILLE,  p.  8,118;  bldss.,  wd.,  8  stor.;  wd. 
rfs.  perm.;  fwks.  &,  corobt.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  c.  eng.  1  h.  &  1.  trk.,  2  hoae  reels; 
hose,  1,000  ft.;  f.  al.  Gamewell,  12  bx.;  val.  equip., 
$8,000;  val.  bldgs.,  $10,000;  exp.  dept.,  $500; 
tot.  mem.,   290  vol. 

Water  Supply — Src,  wells;  sys.,  grav.  k  pump 
to  res.;  res.  cap.,  600,000  gals.;  pump,  eng.,  class 
dup.;  mains,  c.  i.,  4  m.,  4  in.  dia.;  37  hyd.;  54 
v.;  met.,  26;  150  serv.;  pipe,  galv.  i.;  pres.,  53 
to  85  lbs.;  cost,  $27,000;  cost  mtce.,  $1UU;  wks. 
owned   by   Co. 

FRANKLIN,  Venango  Co..  p.  9,767;  f.  area,  700 
a.;  mere,  bldgs.,  bk.  &  wd.,  2  to  6  stor.;  priv., 
bk.  Si  wd.,  2  stor.;  wd.  rfs.  not  penn.  in  f.  area; 
fwks.  ord.;  causes  of  f.  inv.  F.  dept. — 1  str.,  1 
h.  &;  1.  trk.,  8  c.  hand  ex.,  2  hose  wag.,  2  hose 
carts,  4  hrs.;  nose,  cot.,  rub.  lined,  gd.,  4,700  ft.; 
f.  al.,  bell,  12  bx.;  val.  equip.,  $19,265;  val. 
bldgs.,  $20,000;  exp.  dept.,  $6,000;  tot.  mem.,  14, 
pd.  full  time  2,  pd.  part  time  12. 

Water' Supply — Src,  spr.,  wells  &,  creeks,  1  Vi 
m.  bus.  cent.;  sys.,  grav.  A  pump  dir.;  res.  cap., 
17.000,000  gals.;  pump,  eng.,  cap.  day  7,0U0,UUu 
gals.;  mains,  c  i.,  24.34  m.,  4  to  14  in.  dia.;  92 
hyd.;  2,800  serv.;  pipe,  galv.  i.;  pres.,  dom.  60 
lbs.,  f.  110  lbs.;  cons.  day.  1,500,000  gals.;  cost, 
$286,000;  cost  mtce.,  $18,000;  wks.  owned  by  city. 

FREEDOM,  p.  8,600;  f.  area,  800  a.  F.  dept. 
— 1  auto.  h.  4i  L  tark.,  1  hose  wag.,  8  hose  reels; 
f.  al.,  bell;  val.  equip.,  $6,500;  val.  bldgs.,  $6,- 
00 0;  tot.  mem.,  60  vol. 

Water  Supply — Src,  Beaver  Valley;  39  hyd.; 
pres.,   110  lbs.;  wks.   owned  by  Co. 

FREELAND,  p.  6,197;  f.  area,  300  a.;  mere 
ibldgs.,  bk.  k  wd.,  2  &  8  stor.;  priv.,  wd.,  1  &  2 
-stor.;  wd.  rfa.  perm,  in  f.  area;  combt.  ord.; 
^causes  of  f.  inv.  F.  dept. — 1  str.,  1  h.  &  1.  trk., 
6  hose  carts;  hose,  cot.,  rub.  lined,  gd.,  1,700  ft.; 
tf.  al.,  Gamewell,  10  bx.;  val.  equip.,  $4,000;  val. 
bldgs.,  $11,000;  exp.  dept.,  $1,000;  tot.  mem.,  150 
vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  res. 
&  dir.;  res.  cap.,  1,200,000  gals.;  5  pump,  eng., 
cap.  day  800,000  gals.;  mains,  c  i.,  614  m.,  4 
to  10  in.  dia.;  34  hyd.;  718  serv.;  pres.,  dom.  66 
lbs.,  f.  80  lbs.;  cost,  $58,000;  cost  mtce.,  $5,856; 
wks.   owned  by  Co. 

FREEPORT,  p.  2,248;  mere,  bldgs.,  bk.  k  wd., 
2  &  3  stor.;  priv.,  bk.  k  wd.,  2  stor.;  wd.  rfs. 
perm.;  fwks.  ord.  F.  dept. — 2  hose  car.;  hose, 
cot.,  rub.  lined,  gd.,  1.500  ft.;  val.  equip.,  $1,500; 
val.  bldgs.,  $4,000;  exp.  dept.,  $826;  tot.  mem., 
76  vol. 

Water  Supply — Src,  riv.,  1  m.  bus.  cent.;  sys., 
pump  to  res.;  res.  cap.,  260.000  gals.;  2  pump, 
eng.,  No.  1  cap.  day  1.600,000  gals..  No.  2  cap. 
1,000.000  gals,  day;  mains,  c  i.,  10  m..  2  to  8 
In.  dia.;  80  hyd.:  met.,  60;  600  serv.;  pipe,  galv. 
1;  pres.,  dom.  86  lbs.,  f.  96  lbs.;  cost,  $96,000| 
«ost  mtce.,  $8,000;  wks.  owned  by  Co. 

GALETON,  p.  4,027;  mere  bldgs.,  bk.  k  wd.. 
Ski  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.; 
•no  fwks.  k  combt.  ord.  F.  dept. — 1  h.  &  1.  trk., 
.3  hose  ear.:  hose,  cot,  rub.  lined,  gd.,  2.800  ft; 
tannery  mills  have  2,600  ft  of  hose  which  can 
^be  wed  by  dept.  in  emergencr;  f.  al.,  bell.  wfa.  k 
telp.;  val.  equip.,  $1,200;  val  bldgs.,  $1,000;  tot 
4nem.,  64  vol. 

Water  Supply — Src,  brook,  2H  m.  bus.  cent; 
sys.,  grav.  k  pump  dir.;  res.  cap.,  1,600,000  gals., 
loc  1%  to  2%  m.  town;  2  pump,  eng.,  cap.  day 
1,440,000  gals.;  mains,  c.  i.,  12  m.,  4  to  6  in.  dia.; 
67  hyd.;  40  v.;  met.,  10;  525  serv.;  pipe,  galv.  i.; 
pres..  dom.  75  lb«.,  f.  85  to  90  lbs.;  rons.  dav, 
100,000  gals.;  cost,  $98,000;  wks.  owned  by  priv. 

dALLITZIN,  p.  8,604;  f.  area,  1  sq.  m.;  bldgs.. 
mostly  wd.,  2  stor.;  wd.  rfs.  perm.;  fwks.  k  combt 
Kjid.;  causes  of  f.  inv.     F.  dept. — 1  h.  k  1.  trk.,  2 


hose  reels;  hose,  cot,  ni>.  lined,  gd.,  1.000  ft; 
rub.,  gd.,  500  ft;  tot  hose,  1,500  ft;  f.  aL,  bell; 
val.   equip.,   82,000;   val.   bldgs.,  $800;  vol. 

Water  Supply— Src,  Gun  Tree  Run.  2  m.  bus. 
cent.;  sys.,  grav.  k  pump  to  dislributing  res.,  tip. 
1,000,000  gals.;  storage  res.  cap..  22.000.000  ^ils.; 
2  pump,  eng.,  cap.  day  500,000  gaU.;  mains,  c 
i.,  5  m.,  2  to  '8  in.  dia.;  80  hyd.;  8  v.;  met,  600; 
8)19  iserv.;  pipe,  galv.  i;  pres.,  dom.  100  lbs.,  i. 
40  to  185  lbs.;  cons,  day,  100,000  gals.;  cost. 
$75,000;    cost  mtce.,   $1^00;    wks.   owned  by  Co. 

GETTYSBURG,  p.  4,080;  f.  ares,  480  a.;  mere. 
bldgs.,  wd.  k  bk.,  2  Ic  8  stor.;  priv.,  wd.  k  bk..  2 
k  8  stor.;  wd.  rfs.  perm.;  fwks.  k  combt  ord.: 
causes  of  f.  inv.  F.  dept — 1  str.,  2  c  hand 
ex.,  1  h.  &;  1.  trk.,  2  hose  car.;  hose,  cot,  rob. 
lined,  gd..  2.000  ft.;  f.  aL,  bell;  val.  equip.,  $5.- 
000;  val.  bldgs.,  $4,000;  exp.  dept,  $100;  lOL 
mem.,  75  vol. 

Water  Supply— fire,  strm..  4  m.  bus.  cent; 
sys.,  pump  dir.;  res.  cap.,  1,000,000  gals.;  2  pump, 
eng.,  cap.  day  1,000,000  gals.;  mains,  c.  L,  15  m., 
8  to  12  in.  dia.;  60  hyd.;  met,  75;  800  wtv.: 
cons,  day,  400,000  gals.;  cost,  $160,000;  wks. 
owned  by  Co. 

GILBERTON,  p.  6,401;  f.  area,  1,600  a.;  bldgs., 
wd.,  1  to  IH  stor.;  wd.  rfs.  perm.  F.  dept — 1 
str.,  5  hose  car.;  hose,  cot,  rub.  lined,  gd.,  2,000  ft; 
inf.,  1,000  ft;  tot  hose,  3,000  ft;  1.  sL.  bell  * 
wh.;  val.  equip.,  $6,600;  vaL  bldgs.,  $6,000;  tot 
mem.,  250  vol. 

Water  Supply — Src,  res.;  sys..  grav.;  lea.  cap.. 
1,000,000  gals.;  mains,  10  m.;  600  hyd.;  500 
serv.;  pres.,  dom.  70  lbs.,  f.  90  lbs.;  cost  $150.- 
000;  cost  mtce.,  $1,000;  wks.  owne^  by  Co. 

GIRARD,  p.  1,166;  f.  area,  650  a.;  mere  bldgr, 
bk.,  stn.  k  wd.,  2  to  4  stor.;  priv.,  bk.  k  wd..  2  to  4 
stoor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  k  oombt  xd.; 
causes  of  f.  »nv.  F.  dept. — I  h.  &  1.  irk.,  i  bo« 
wag.;  hose,  cot,  rub.  lined,  gd.,  800  ft;  inf..  800 
ft;  tot.  hose.  1,600  ft;  f.  al.,  bell;  vaL  equip.. 
$2,150;  val.  bldgs.,  $8,000;  exp.  dept.  $300;  tot 
mem.,   60   vol. 

Water   Supply — Src,   creek  k  1   cistern. 

GIRARDVILLE,  p.  4,396;  mere  bldgs..  bk.  ft 
wd.,  2  to  4  stor.;  priv.,  stn.,  bk.  k  wd..  2H  stor.; 
causes  of  f.  inv.  F.  depi. — 1  h.  k  1.  trk..  2 
hose  car.;  hose.  cot.,  rub.  lined,  ed..  1,000  ft; 
rub.,  gd.,  700  ft.;  tot  hose,  1,700  ft;  L  aL,  bell: 
val.  equip.,  $4,500;  val.  bldgs..  $8,500;  exp.  dept, 
$90;  tot.   mem.,  85  voL 

Water  Supply — Src.  res.,  3  m.  bus.  cent;  nju, 
grav.;  res.  cap.,  180,000,000  gals.;  mains,  c  L.  4 
m.,  4  to  6  .n.  dia.;  60  hyd.;  20  v.;  met,  2;  S&O 
serv.;  pipe.  galv.  i.  k  lead;  pres..  f.  145  Ibc; 
cost,  $16,000;  cost  mtce.,  $900;  wks.  owned  by 
borough. 

GLASSPORT,  p.  6,640.  F.  dept^-4  hobe  reels, 
1  h.  &  1.  trk.,  8,000  ft.  hose;  f.  al.,  bell;  roL 

Water  Supply — Stdp.  cap.,  500,000  gala.;  mains. 
6  m.,  4  to  12  in.  dia.;  81  hyd.;  pres.,  f.  160  lbs.; 
wks.  owned  by  city. 

GLEN  CAMPBELL,  p.  1,099;  bldgs..  wd.  F. 
dept — 1  hose  cart;  hose,  1,000  ft;  f.  sL,  beO: 
tot   mem.,   25. 

Watsr  Supply — Sys.,  grav.;  res.  cap..  160,006 
gals.;  cap.  pumps,  200  gals.  min. 

GLEN  ROCK,  p.  1.268;  f.  area.  SO  m.;  bbctc 
bldgs.,  bk.,  stn.  k  wd.,  2  to  6  stor.;  priv..  bk., 
stn.  k  wd.,  1  to  8  stor.;  wd.  rfs.  perm.;  fwks.  k 
combt  ord.;  causes  of  f.  inv.  F.  dept — 1  hand 
eng.,  1  hose  wag.,  1  hose  reel;  hoee,  cot,  rabL 
lined,  1,800  ft.;  f.  al.,  bell;  val.  equJp..  $9,000; 
exp.  dept.,  $860;  tot  mem.,  162. 

Water  Supply — Src,  spr.  k  artesian  well.  8  m. 
bus.    cent;    sye.>    grav.;    res.    cap..    800,000   gals.; 

1  pump,  eng.,  cap.  140.000  gala.;  mains,  c  L.  4 
m.,  4  to  8  in.  dia.;  82  hyd.;  pres.,  100  lbs.;  cost, 
$80,000;  cost  mtce.,   $60;  wks.  owned  by  dty. 

GLENLYON,  p.   8,200;  mere,  bldgs.,  bk.  *  wd.. 

2  ft  8  stor.;  priv.,  wd.,  2  k  Z  stor.;  wd.  rfs.  pens.; 
fwks.  k  combt.  ord.:  causes  of  f.  inv.  F.  dept — 
2  c  hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wag..  S  Kose  ear.; 
hose,  2,000  ft.;  f.  al.,  wh.;  vaL  equip..  $1,200;  vaL 
bldgs..  $5/)00;  exp.  dept,  $800;  tot  mtacu,  60  voL 

WaUr  Supply — Src,  creek;  sys..  pomp  to  res.. 
1  pump,  eng.,  class  dup..  cap.  day  R64.000  eals.; 
mains,  c  L,  6  m.,  4  to  8  in.  dia.;  Zt  byd.; 
pres.,  dom.  110  lbs.,  t  160  lbs.;  wks.  ovncd  brCa 

GLENOLDEN,  p.  1,157;  f.  area.  625  a.:  mtn. 
bldgs.,   bk.,   stn.   ft  wd.,    1   to  S   stor.;   priv..  kk. 
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ft  wd.,  1  to  8  stor.;  wd.  rfs.  penn.  in  f.  mrea; 
fwks.  k  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 
2  c.  hacd  ex.,  1  hose  wag.,  1  hose  car.;  hose, 
cot.,  rub.  lined,  pd.,  700  ft;  f.  al.,  bell;  vaL 
equip.,  1600;  val.  bldgs..  $5,000;  exp.  dept.,  $600; 
vol.  26. 

Watar  Supply — Not  reported. 

GLEN8I-DE,  p.  900;  f.  area,  1,500  a.;  mere, 
bldj^.,  bk.  ft  atn.,  2  &  3  stor.;  priv.  dwellings,  wd. 
ft  atn.,  2  to  S  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 
1  auto.  comb.  c.  ft  h.  wag.,  1  hose  car.;  hose,  cot., 
rub.  lined,  gd.,  400  ft;  rub.,  gd,,  1.300  ft;  inf., 
700  ft;  tot  hose,  2,400  ft;  f.  al.,  elec;  val. 
equip.,  15,000;  val.  bldgs.,  $2,000;  exp.  dept, 
$400;  tot  mem.,  250  vol.;  undrs.  rating,  third  class. 

No  waterwks. 

QORDON.  p.  1.185;  f.  area,  360  a.;  mere,  bldgs., 
bk..  2H  atoT.;  priv.,  wd.,  2  stor.  F.  dept — 1  c.  eng., 
1  hose  wag.;  hose,  rub.,  600  ft;  f.  al.,  bell;  vaL 
equip.,  $1,200;  vaL  bldga.,  $2,300;  vol. 

Water  Supply — Src,  spr.,  1^  m.  bus.  cent; 
ays.,  grav.;  res.  cap.,  400,000  gals.,  loc  base  of 
Broad  Mountain;  mains,  c.  {.,  2hi  m.,  4  to  6  in. 
dia.;  2  v.;  125  serv.;  pipe,  galv.  i.;  pres.,  dom. 
40  lbs.,  f.  40  lbs.;  cost,  $10,000;  cost  mtce.,  $100; 
wks.  owned  by  Co. 

QREENBURG,  p.  1,000.  F.  dept. — 1  hose  cart; 
hose,  500  ft;  80  vol. 

Water  Supply — Src,  mountain  strm.,  13  m.  bus. 
cent.;  oys.,  grav.  ft  pump  dir.;  mains,  c.  i.  ft  cem., 
25  m.,  4  to  24  in.  dia.;  wks.  owned  by  Co. 

GREENCASTLE,  p.  1,919.  P.  dept— 1  atr.,  1 
hand  eng.,  8  hose  car.;  hose,  nib.,  gd.,  1,600  ft; 
t.  al.,  bell;  vaL  equip.,  $2,500;  vaL  bldgs.,  $4,500; 
tot.  mem.,  80  vol.;  undra.  rating,  first  class. 

Water  Supply — Src,  spr.,  2  m.  bus.  cent.;  sys., 
grav.;  2  xes.,  cap.  15,000,000  gals.;  mains,  iron, 
0  m.,  4  to  8  in.  dia.;  81  hyd.;  pres.,  dom.  ft  f., 
72  lbs.;  cons,  day,  155,000  gals.;  cost  $66,000; 
cost   mtce.,   $400;   wks.   owned  by   city. 

GREENSBURG.  p.  18,012;  f.  area,  2,560  a.; 
mere  bldgs.,  bk.,  2  ft  8  stor.;  causes  of  f.  inv. 
F.  dept. — 2  hand  eng.,  20  c  hand  ex.,  2  h.  ft 
L  trk.,  6  hose  car.;  hose,  cot,  rub.  lined,  gd., 
3,800  ft;  rub.,  gd.,  500  ft;  inf.,  150  ft;  tot 
hose.  3,950  ft;  f.  al.,  Gamewell,  11  bx.;  vaL 
equip.,  $6,000;  vsl.  bldgs.,  $6,000;  exp.  dept, 
$600;  tot  mem.,  120. 

Water  Supply — Src,  strm.,  18  m.  bus.  cent; 
ays.,  grav.  k  pump  to  res.;  res.  cap.,  757.000,000 
gttla.,  loc  4  m.  town;  8  pump,  eng.,  daaa  dup., 
cap.  day,  6,744,000  gala.;  maina,  c  L,  wrt  L  ft 
cem.,  117^  m..  4  to  18  in.  dia.;  266  hyd.;  840  v.: 
6,933  met.;  5,688  serv.:  pipe,  lead;  pres.,  dom.  40 
to  140  lbs.,  f.  60  to  160  lbs.;  cons.  day.  2,000,000 
g»Ia.;  coat,  $1,221,918;  Wka.  owned  by  Co. 

GREENVILLE,  p.  5,909;  f.  area,  1,600  a.;  mere 
bldga.,  bk.,  2  ft  8  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.  P.  dept. 
—  1  str.,  8  c  hand  ex.,  1  h.  ft  1.  trk..  aupply 
wag.,  5  hose  car.,  1  hrs.;  hose,  rub.,  gd.,  2,000 
ft;  inf.,  100  ft;  tot  hose,  2,100  ft;  f,  aL,  wh.. 
25  bx.;  vaL  equip.,  $8,817;  vaL  bldgs.,  $12,000; 
exp.  dept.,  $3,000;  tot  mem.,  20  pd.  men;  undrs. 
rating,  first  class. 

Water  Supply — Src.  spr.  ft  riv.;  sys.,  grav.  ft 
pump  to  rea.;  res.  cap.,  8,000,000  gals.;  pump, 
en^.,  cap.  day  1.500.000  gals.;  mains,  12  ni..  4 
to  12  in.  dia.;  66  hyd.;  pres.,  dom.  90  lbs.;  cost, 
$146,000;  wks.  owned  by  Greenville  W.   Co. 

GROVE  CITY,  p.  8,674;  bldgs.,  bk.  ft  wd.  F. 
dept — 1  h.  ft  1.  trk.,  2  hose  car.,  2  c  hand  ex.; 
hose.   2,000  ft;  f.  al.,  bell;  tot  mem.,  80  voL 

Water  Supply — Src,  artesian  wells;  sys.,  pump.; 
pump,  cap.  day  75,000  gals. 

HALLSTEAD,  p.  1,588;  f.  area.  800  a.;  mere 
bldga.,  wd.  ft  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept — 1  atr.,  1  c  eng.,  1  h.  ft  L  trk.,  2 
boae  car.;  hose,  cot,  rub.  lined,  gd.,  900  ft; 
inf.,  800  ft;  tot  hose,  1,200  ft;  f.  al.,  wh.  ft  bell; 
vaL  equip.,  $6,600;  vaL  bldga.,  $2,000;  tot  mem., 
50   VOL 

Water  Supply — Src,  lake  ft  res.;  waterwks., 
pres.,  87  lbs.;  10  hyd. 

HAMBURG,  p.  2,801;  f.  area,  160  a.;  mere 
bldga.,  bk.,  atn.  ft  wd.,  2  to  3  stor.;  priv.,  bk. 
ft  wd.,  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt 
ord.  F.  dept. — 1  str.,  1  h.  ft  L  trk.,  4  hose  car.; 
hoae,  gd.,  1,800  ft;  f.  al.,  bell;  val.  equip.,  $6,000; 


val.  bldga..  $1,800;  exp.  dept,  $600:  totmem.,  voL 
Water  Supply — Src,  creek,  8  m.  bus.  cent;  vys., 
grav.  ft  pump  to  rea.;  res.  cap.,  1,600,000  gals., 
loc  8  m.  town;  mains,  c  L,  8  m.,  4  to  8  in. 
dia.;  28  hyd.;  49  v.;  96  met.;  612  serv.;  pipe,  galv. 
L;  pres.,  dom.  140  lbs.,  f.  140  lbs.;  cost,  $76,000; 
cost  mtce.,  $2,000;  wks.  owned  by  Co. 

HANOVER,  p.  7,057;  mere  bldga.,  bk.,  2  ft  8 
stor.;  priv.,  wd.,  2  ft  8  stor.;  wd.  rfs.  perm,  in  f. 
area.  F.  dept. — 1  str.,  1  c  hose  wag.,  1  c  hose 
reel,  1  aer.  trk.,  6  hra.;  hose,  rub.  lined,  gd.,  8,600 
ft;  f.  aL,  Gamewell,  20  bx.;  val.  equip.,  $18,000; 
val.  bldga.,  $8,000;  exp.  dept,  $8,000;  tot  mem., 
260  vol. 

Water  Supply — Src,  spr.,  strm.  ft  8  artesian 
wells;  ays.,  8  rea.  N.  E.  of  town  with  cap.  of 
16,000,000  gala,  ft  1  rea.  S.  E.  of  town  with  cap. 
of  7,600,000  gals.,  tot  28,600,000  gals.;  pump, 
cap.  1,500,000  gals,  day;  maina,  88  m.,  4  to  12 
in.  dia.;  128  hyd.;  125  v.;  met,  90;  2,547  serv.; 
pipe,  galv.  L;  pres.,  80  lbs.;  cons,  day,  860,000 
gals.;  wka.  owned  by  Hanover  ft  McSherrystown 
Water  Co. 

HARR4SBURG,  p.  64.186;  f.  area.  5,888  so.  m.; 
mere 'bldgs.,  bk.  ft  wd.,  2  to  8  stor.;  priv.,  bk.  ft 
wd.,  2H  to  4  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  ord.;  causes  of  t  inv.;  f.  dept,  1  chiera 
auto..  1  chief's  wag.,  2  h.  ft  L  trk.,  7  atr.,  9  comb, 
c  ft  h.  wag.,  28  c  nand  ex.,  1  aer.  trk.,  8  hose  wag., 
8  supply  wag.,  1  hose  reel,  48  hra.;  hoae,  cot.,  rub. 
lined,  gd.,  9,660  ft;  rub.,  fair,  5,000  ft;  tot  hoae, 
14,650  ft;  f.  aL,  Gamewell,  69  bx.;  val.  equip., 
$87,289;  vaL  bldaa.,  $96,610;  exp.  dept,  $88,816; 
tot  mem.,  900  voL 

Water  Supply — Src,  Suaquefaanna  Riv.,  in  cent 
city;  sya.,  pump  to  res.;  res.  cap.,  20,000,000 
gala.;  pump,  station  at  riv.;  hign  serv.  pinnp. 
station  in  Reservoir  Park  with  2  pump,  eng.,  daaa 
elec  ft  gasoline;  high  serv.  res.,  cap.  1,000,000 
gals.;  7  pump,  eng.,  oap.  day,  40,000.000  gala.; 
mains,  c  L,  88  m.,  4  to  42  in.  dia.;  1,081  nyd.; 
2,021  v.;  met,  11,102;  17,152  serv.;  pipe,  lead  ft 
iron;  prea.,  dom.  ft  f.  40  to  S4  lbs.;  cons,  day, 
9,000,000  gals.;  cost,  $1,729,476;  cost  nxtce., 
$61,900;  win.  owned  by  dty. 

HASTINGS,  p.  2,126;  mere  bldaa.,  wd.,  2  stor.; 
priv.,  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  P.  dept — 2  hose 
car.;  hoae,  cot,  rub.,  gd.,  700  ft;  f.  aL,  wh.;  val. 
equip..  $500;  val.  bldgs.,  $76;  tot  mem.,  75  vol. 

Water  Supply — Src,  impounding  res.;  sys.,  grav.; 
res.  cap.,  92,000  gals.;  maina,  8%  m.,  4  to  8 
In.  dia.;  22  hyd.;  prea.,  f.  97  lbs.;  cost,  $9,000; 
coat  mtce.,  $660;  wks.  owned  by  ci^. 

HATFIELD,  p.  705;' f.  area,  75  a.;  mere  bldgs., 
bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  1  to  8 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.: 
causes  of  f.  inv.  F.  dept. — 1  c  eng.,  2  c  hano 
ex.;  f.  al.,  gong,  I  bx.;  val.  equip.,  $1,200;  exp. 
dept,  $100;  tot  mem.,  80  vol. 

water  Supply — Not  reported. 

HAWLEY,  p.  2,018;  f.  area,  100  a.;  mere 
bldgs.,  2  to  8  stor.;  priv.,  1  ft  2  stor.;  wd.  rfa. 
perm.;  no  fwks.  or  combt  ord.;  cauaes  of  f.  inv. 
F.  dept. — 2  c  hand  eng.,  1  h.  ft  1.  trk.,  2  hose 
wag.;  hose,  cot,  rub.  lined,  2,000  ft;  f.  aL,  wh.; 
tot   mem.,   60   vol. 

Water  Supply— >Src.,  spr.,  2^  m.  bus.  cent; 
sys.,  grav.;  res.  cap.,  2,000,000  galB.;  1  pump,  eng., 
cap.  day.  26,000  gus.:  maina,  c  ft  galv.  L,  6  m., 
IVk  to  8  in.  dia.;  25  hyd.;  16  v.;  800  aerv.;  pipe, 
galv.  L  ft  wrt.  L;  prea.,  dom.  20  to  60  lbs.,  f.  60 
lbs.;  cost,  $40,000;  coat  mtce.,  $1,000;  wks. 
owned  by  priv.  Co. 

HAZLETON,  p.  25,452;  f.  area,  12,000  a.;  mere 
bldgs.,  bk.  ft  wd.,  2H  ft  3  stor.;  priv.,  wd.,  8 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord,  P. 
dept. — 8  str.,  1  c.  eng.,  15  c  hand  ex.,  2  h.  ft 
1.  trk.,  4  hose  carts,  1  hose  car.,  1  hose  wag.,  8 
hrs.;  hose,  cot,  rub.  lined,  gd.,  6,960  ft;  f.  aL, 
Gamewell;  vaL  equip.,  $14,000;  tot  mem.,  400 
vol.;  undra.  rating,  second  claaa. 

Water  Supply — Src,  creek  ft  spr.,  8  m.  bus. 
cent;  sys.,  grav.,  pump  to  rea.;  res.  cap.,  90,000,* 
000  gals.;  2  pump,  eng.,  cap.  day  8,100,000  gals.; 
mains,  c.  L,  84  m..  8  to  12  ui.  dia.;  86  hyd.; 
prea.,  dom.  66  lbs.,  f.  80  lbs.;  cons,  day,  2,400,000 
gala.;  cost,  $270,000;  cost  mtce,  $18,000;  wks. 
owned  by  Co. 

HOLLIDAYSBURG.  p.  8,784;  f.  area,  1,200  a.; 
mere  bldgs.,  stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv., 
stn.,    bk.    ft   wd.,    2    stor.;   wd.   rfe   penn.    m   f. 
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area;  fwka.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  str.,  1  auto.  comb.  c.  k  hose  wag.,  5  c 
hand  ex.,  1  hose  cart;  hose,  cot.,  rub.  lined,  gd., 
2,100  ft.;  f.  al.,  wh.;  val.  equip.,  $8,500;  ezp. 
dept.,    $600;   tot.   mem.,    126   vol. 

Water  Supply — Src,  riv.  ft  Blair's  Gap  run,  7 
m.  bus.  cent.;  sys.,  grav.;  mains,  c  t,  21  m.,  6 
to  12  in.  dia.;  60  nyd.;  1,250  serv.;  pipe,  galv. 
i.;  pres.,  dom.  50  lbs.,  f.  140  lbs.;  cost,  160,000; 
cost  mtce.,  |2,600;  wks.  owned  by  borough. 

HOMESTEAD,  p.  18,718;  f.  area,  600  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm.;  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 8  c  hand  ex.,  2  h.  ft  1.  trk.,  1  hose  wag., 
2  hose  car.,  6  hrs.,  1  comb.  c.  ft  h.  wag.;  hose, 
cot.,  rub.  lined,  gd.,  6,000  ft;  inf.,  600  ft.;  tot 
hose,  6,600  ft;  f.  ai.,  Oamewell,  28  bx.;  TaL 
equip,  ft  bldgs.,  $86,000;  exp.  dept,  $4,000;  tot 
mem.,  24,  pd.  full  time;  undrs.  rating,  second 
class. 

Water  Supply — Src.,  riv.,  ^  m.  bus.  cent;  sys., 
graT.  ft  pump  to  res.;  res.  cap.,  2,600,000  gals., 
loc.  18th  ave.;  2  pump,  eng.,  cap.  day  7,000,000 
gals.;  mains,  c.  i.,  14%  m.,  4  to  14  in.  dia.; 
186  hyd.;  met,  661;  2,600  serv.;  pipe,  leail:  pres., 
dom.  128  lbs.,  t  128  lbs.;  cons,  day,  8,000,000 
gals.;  cost,  $147,786;  cost  mtce..  $12,000:  wka. 
owned  by  city. 

HONESDALE,  p.  2,046;  f.  area.  600  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  to  4  stor.;  priv.,  bk.  ft  wd., 
2  stor.;  wd.  rfs.  perm,  in  f.  area.  F.  dept — 2 
str.,  6  hose  carts,  1  c.  cart;  hose,  cot,  rub.  lined, 

gd.,  4,600  ft;  f.  al.,  wh.;  vaL  equip.,  $5,000;  vaL 
Idgs.,    $17,000;    exp.    dept,    $1,000:    tot.    mem., 
too,  pd.  part  time  6,  vol.  04.    ^ 

Water  Supply — Src.,  lakes  ft  spr.,  5  m.  bus. 
cent;  sys.,  grav.;  res.  cap.,  1,600.000  gals.,  loc. 
in  town;  mains,  iron,  15  m.,  1^  to  20  in.  dia.; 
50  hyd.:  200  v.;  pipe,  iron;  pres.,  dom.  60  lbs., 
f.  100  lbs.;  cost,  $160,000;  cost  mtce.,  $8,000; 
wka.  owned  by  Co. 

HOUTZDALE,  p.  1,490;  f.  area,  1,280  ft.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd., 
2  stor.;  wd.  rfs.  penn.  in  f.  area;  fwka.  ord.  F. 
dept — 1  h.  ft  1.  tik.,  2  hose  carts;  hose,  eot,  rub. 
lined,  gd.,  1,600  ft;  f.  aL,  bell  ft  wh.;  val.  equip., 
$8,000;  exp.  dept,  $760;  tot  mem.,  60  toL 

Water  Supply — Src,  wells;  sys.,  grav.;  res.  No. 
1,  cap.  760,000  gala.;  res.  No.  2,  cap.  160,000 
gals.;  res.  No.  8,  cap.  140,000  gala.;  pump,  eng., 
cap.  day  160,000  gals.;  mains,  4  m.,  4  to  8  in. 
dia.:  82  hyd.;  260  aerv.;  pres.,  dom.  70  lbs.,  f. 
06  lbs.;  cost,  $61,000;  cost  mtce.,  $802.84;  wks. 
owned  by  Co. 

HUGHESTOWN,  p.  4,000;  f.  area,  860  a.  F. 
dept — 1  hose  wag.,  1  hose  cart,  2  hrs.;  hose,  cot, 
rub.  lined,  gd.,  8,000  ft.;  f.  al.,  bell;  val.  equip., 
$2,000;  val.  bldgs.,  $12,000;  exp.  dept,  $700;  tot 
mem.,  100  vol.;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  well,  1  m.  bus.  cent;  sys., 
grav.;  1  pump,  eng.;  15  hyd.;  pres.,  dom.  85  lbs.,  f. 
86  lbs.;  wks.  owned  by  priv.  Co. 

HUQHESVILLE,  p.  1,484;  f.  area,  100  a.;  mere 
bldgs.,  wd.,  bk.  ft  stl.,  2  ft  8  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt 
ord.  P.  dept. — 1  comb,  c  ft  hose  wag.,  2  c.  hand 
ex.,  1  h.  ft  1.  trk.;  hose,  cot,  rub.  lined,  gd.,  1,500 
ft;  inf.,  600  ft.;  tot  hose,  2,000  ft;  f.  al.,  wh.; 
val.  equip.,  $8,514;  tot  mem.,  60  vol. 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  sys., 
pump  to  res.  ft  dir.;  res.  cap.,  600,000  gals.,  loc 
on  hill;  1  pump,  eng.,  class  dup.,  cap.  day  160,000 
gals.;  mains,  iron,  6  m.,  4  to  8  in.  dia.;  87  hyd.; 
26  v.;  860  serv.;  pipe,  lead  ft  iron;  pres.,  dom.  80 
lbs.,  f.  80  lbs.;  cons,  day,  280,400  gals.;  wks. 
owned  by  Co. 

HUMMELSTOWN.  p.  2,128;  f.  area,  800  a.; 
mere  bldgs.,  bk.  ft  stn.,  8  stor.;  priv.,  wd.  ft  bk., 
2H  stor.;  wd.  rfs.  perm.  F.  dept. — 8  hand  hose 
reels,  1  hose  reel,  1  c  eng.;  hose,  rub.,  gd..  1,600  ft; 
c  hose,  600  ft;  tot  hose,  2,000  ft;  t  al.,  bell; 
val.  equip.,  $2,600;  val.  bldgs.,  $8,000;  exp.  dept, 
$800;  tot.  mem.,  181  vol. 

Watar  Supply — Src,  creek;  ays.,  pump  to  atdp. 
ft  dir.;  mains,  8  m.,  2  to  8  in.  dia.;  22  hyd.; 
prea.,  dom.  76  Iba.,  f.  160  lbs.;  cost  $80,000;  cost 
mtce.,  $1,700;  wks.  owned  by  Co. 

HUNTINQDON,  p.  6,861;  f.  area,  12,800  a.; 
mere  bldga.,  atn.,  bk.  ft  wd.,  1^  to  8  stor.;  priv., 
stn.,  bk.  ft  wd.,  2  to  4  stor.;  wd.  rfa.  perm,  in  f. 


area;  fwka.  ord.;  causes  of  f.  inv.  F.  dept — 1 
c  eng.,  2  str.,  1  hand  eng.,  4  e  hand  ex.,  1  b. 
ft  L  trk.,  1  hose  wag.,  4  hose  carta,  4  hrs.:  hoae, 
cot,  rub.  lined,  gd.,  8,600  ft;  inf.,  2,000  ft;  tot 
hose,  6,500  ft.;  f.  aL,  bell  ft  elec,  7  bx.;  vaL 
equip.,  $10,000;  ral.  bldgs..  $10,500;  exp.  dept., 
$1,650;  tot  mem.,  800,  pd.  part  time  S,  voL  297. 
Watar  Supply — Src,  creek,  1  m.  bus.  cent;  sys.. 
pump  to  res.  ft  dir.;  res.  cap.,  4,000,000  gals.,  loc 
Vi  m.  town;  2  pump,  eng.,  cap.  day  2,500.000 
gals.;  maina,  c  1.,  15  m.,  4  to  12  in.  dia.;  47 
hyd.;  66  t.;  met,  6;  700  aerr.;  pipe,  galv.  L; 
prea.,  dom.  05  Iba.,  f.  96  lbs.;  cons,  day,  900.000 
gals.;  cost,  $60,000;  cost  mtce,  $6,000;  wka. 
owned  by  Co. 

HYNDMAN,  p.  1,164;  f.  area,  600  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  bk.  ft  wd.,  2  ft  S 
stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt  ord.;  cftoica 
of  f.  inv.  P.  dept — 1  hose  car.;  hoae,  cot.,  rob. 
lined,  gd.,  760  ft.;  val.  equip.,  $300;  vaL  bldgs.. 
$1,000;  tot.  mem.,  25  vol. 

Watar  Supply — Src,  mountain  strm..  1%  ra. 
bua.  cent;  sys.,  grav.;  rea.  cap.,  850,000  gals.; 
mains,  e  L,  6  m.,  2  to  10  in.  dia.;  29  hyd.;  14 
v.;  276  aerv.;  pipe,  galv.  i.  ft  lead;  prea.,  dom.  100 
lbs.,  f.  100  lbs.;  cost,  $26,000;  cost  mtoe,  $900; 
wks.  owned  by  Co. 

INDIANA,  p.  6,749;  f.  area,  900  a.;  mere  bldgs^ 
stn.,  bk.  ft  wd.,  1  to  4  ator.;  priv.,  atn..  bk.  ft  wd.,  S 
stor.;  metal  ft  cone  rfs.  perm,  in  f.  aireft;  fwks.  ft 
combt  ord. ;  causea  of  f.  inT.  F.  dept — 200  e  hand 
ex.,  8  1l  ft  L  trk.,  2  hose  wag.,  4  hose  carts;  hose. 
cot,  rub.  lined,  gd.,  2,600  ft;  f.  aL,  wh.;  vaL 
equip.,  $10,000;  vaL  bldga.,  $1,600;  tot  mem..  150 
vol. 

Watar  Supply — Src,  creek;  sys.,  pomp  to  rea.; 
rea.  cap.,  8,600,000  gals.;  pump,  eng.,  cap.  day 
600,000  gals.;  maina.  c  i.,  IS V^  m..  4  to  8  in. 
die;  81  nyd.;  650  met;  600  serv.;  pree,  dom. 
66  lbs.,  f.  186  Ibe;  cost,  $216,000;  coat  mtce. 
$12,000;  wke  owned  by  Co. 

INGRAM,  p.  2,037;  f.  area,  210  e;  mere  bldgs., 
bk.  ft  wd.,  1  to  3  stor.;  priv.,  bk.  ft  wd.,  1  ft  S 
stor.;  wd.  ris.  perm,  in  i.  area;  fwka.  ft  oombt 
ord.;  causes  of  f.  inv.  F.  dept — 10  c.  hand  ex., 
4  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,500  ft; 
inf.,  500  ft;  tot  hoae,  2.000  ft;  f.  aL.  bell  ft 
teL;  val.  equip.,  $2,500;  val.  bldga.,  $160;  exp. 
dept,  $300;  tot  mem.,  66  toL 

Water  Supply^— Supplied  by  the  Sonth  Pittsboigh 
Water  Co.  of  Pittsburgh. 

IRWIN,  p.  2,886;  f.  area,  100  a.;  mere  bldgs.. 
bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfa. 
perm.;  fwke  ft  combt  ord.  F.  dept — 1  hand  eng.. 
2  c  hand  ex.,  8  hose  car.;  hose,  cot,  mb.  lin^ 
gd.,  1,500  ft;  f.  aL,  bell  ft  wh.;  vaL  cqidp.,  92.- 
000;  val.  bldgs.,  $16,000;  ezp.  dept.,  $200;  tot 
mem.,  60  vol. 

Water  Supply — Src,  atrms.,  26  m.  boa.  cem.; 
83^,  grav.;  rea.  cap..  1.000.000  gala.;  maina,  e  U 
8  m.,  4  to  10  in.  die;  20  hyd.;  met,  S70:  576 
aerv.;  pipe,  lead;  pree,  40  to  180  lbs.;  ooat,  $91,> 
286;  cost  mtce,  $9,000;  wke  owned  bj  Oo. 

JEANNETTE,  p.  8,077;  f.  area,  640  a.;  mere 
bldge,  bk.  ft  wd.,  2  ft  8  stor.;  priv..  wd..  2  ft 
2V&  stor.;  wd.  He  not  perm.;  no  fwke  &  combt 
ord.  F.  dept. — 8  c  hand  ex.,  1  h.  ft  L  trk..  S 
hose  car.,  2  hrs.;  hose,  cot,  rub.  lined,  gd..  3.000 
ft;  inf.,  200  ft;  tot  hose.  8.200  ft.;  f.  al.,  wh.; 
val.  equip..  $6,000;  vaL  bldge,  $10,500;  eaqp.  dept. 
$2,200;  tot  mem.,  80  voL 

Water  Supply — Src,  from  Oreenabnrg. 

JEDDO,  p.  877;  f.  area,  20  e;  mere  bldca., 
2H    stor.;    priv.,    wd..    2H    stor.;   wd.    rfa. 
in  f.  area;  canaea  of  f.  inv.     F.  dept — 6  2.  pl^p^. 

1  hoae  cart;  hose,  cot,  rub.  lined,  gd.,  1,600  ft: 
f.  al.,  wh. 

Watar  Supply — Src,  wella;  aye,  grav.,  pump  to 
stdp.;  res.  cap.,  60,000  gale;  mains,  e  C,  1  bw. 
8  in.  dia.;  17  hyd.;  4  v.;  pipe  e  L;  pc«e,  dctm. 
40  lbs.,  f.  160  Ibe;  wke  owned  by  Oe 

JENKINTOWN,    p.    2,968;    f.    area,     2.400    e; 

bldgs.,  atn.,  bk.  ft  wd..  2^  to  4  ator.;  wd.  rfk 
perm.;  fwke  ft  combt  oid.;  canaea  of  L  iav. 
F.  dept — 1  c  eng.,  2  c  hand  ex.,  S  h.  ft  L  trit. 

2  aer.  trk.,  4  hose  wag.,  2  hose  car.;  boae^  eot.. 
rub.  lined,  gd.,  8,600  ft.;  f.  al.,  wb.  ft  bdl;  vaL 
equip.,  $6,000;  vaL  bldge.  $2,500;  cap.  dcfvc^ 
$1,600;  tot  mem.,  800  voL;  mdre  tatuv,  tat 
dase 
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Water  Supply— Src,  wells  ft  oreek,  4  m.  bus. 
cent.;  sys.,  pump  to  stdp.  6t  res.;  stdp.  csp.»  l,2i60,- 
000  gaU.;  mat.,  stl.  &  wd.;  6  pump,  eng.,  cap.  day, 
2,100,000  gala.;  mains,  c.  i.,  20  m.,  4  to  16  in. 
dia.;  104  l^d^;  268  v.;  met.,  1,248;  1,839  serv.; 
prea.,  dom.  k  f.  60  to  180  lbs.;  oona.  day,  460,000 
gala.;  cost  mtce.,  $10,000;  wks.  owned  by  priv.  Co. 

JERMYN,  p.  8,168;  f.  area,  6  a.;  bldgs.,  stn., 
bk.  &  wd.,  2  Btor.;  wd.  rfs.  perm.;  no  fwks.  k 
combt.  ord.;  causes  of  f.  inv.  F.  dept.— 1  h.  k 
I.  trk.,  8  hose  car.;  hose,'  cot.,  rub.  lined,  gd.,  1,600 
ft.;  f.  al.,  telp.  ays.,  10  bz.;  val.  equip.,  $8,000; 
val.  bldgs.,   $8,000;  tot   mem.,   86   toL 

Water  Supply — Src.,  res.;  rea.  cap.,  700,000,000 
gals.;  maina,  16  m.,  2  to  18  in.  dia.;  16  hyd.;  88 
T.;  660  senr.;  pres.,  dom.  00  lbs.,  f.  70  lbs.;  cost, 
$186,000;  cost  mtce.,  $2,000;  wks.  owned  by  Co. 

JERSEY  SHORE,  p.  6,881;  f.  area,  2,000  a.; 
mere,  bldgs.,  bk.  k  wd.,  2  ft  8  stor.;  priv.,  bk.  ft 
wd.,  2  ft  8  stor.;  fwks.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  h.  ft  1.  trk.,  2  c  hand  ex.,  6  hose 
carts,   1   hose  wag.,   8  hrs.;  hose,   cot.,  rub.  lined, 

fd.,    3,000    ft.;    f.    al.,    bell    ft    wh.;    val.    equip., 
3,500;  vaL  bldgs.,  $8,000;  ezp.  dept.,  $100;  tot. 
mem.,  80  vol. 

Water  Supply — Src,  mountain  strms.,  10  m.  bua. 
cent.;  sys.,  grav.;  res.  cap.,  4,800,000  gals.;  1 
pump,  eng.,  class  (K>mp.,  cap.  day  2,000,000  gala.; 
maina,  c.  i.,  31  m.,  4  to  16  in.  dia.;  66  hyd.;  08 
▼.;  met,  8;  800  serv.;  pipe,  galv.  ft  wrt.  i.;  prea., 
dom.  60  lbs.,  f.  120  lbs.;  cost,  $560,000;  cost 
mtce.,  $8,000;  wks.  owned  by  Co. 

JESSUP,  p.  4,600;  f.  area,  1,500  a.;  mere,  bldgs., 
wd.,  2^  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  peim.; 
no  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept — 2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  8,000 
ft;  f.  al.,  dec,  16  bx.;  val.  equip.,  $2,000;  vaL 
bldgs.,  $4,600;  tot.  mem.,  76  vol.,  2  pd.  men. 

Water  Supply — Src.  spr.,  1  ^  m.  bus.  cent; 
sys.,  grav.;  res.  cap.,  600,000  gsls.;  mains,  c  i.,  4 
m.,  6  to  12  in.  dia.;  22  hyd.;  met,  2;  100  serv.; 
pres.,  dom.  200  lbs.,  f.   400  lbs. 

JOHNSONBURQ,  p.  4,884;  f.  area,  160  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  3  stor.;  priv.,  bk.  ft  wd..  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  causea  of  f.  inv. 
F.  dept. — 2  hose  caits;  hose,  cot,  rub.  lined,  gd., 
1,600  ft;  f.  al.,  wh.;  val.  equip.,  $1,000;  vaL 
bldgs.,    $500;    tot    mem.,    100    vol. 

Water  Supply — Src,  creek,  1  m.  bus.  cent; 
siys.,  pump  to  res.;  res.  cap.,  1,000,000  gala.;  8 
pump,  eng.,  cap.  day  800,000  gals.;  mains,  4  m., 
4  to  8  in.  dia.;  60  hvd.;  260  aerv.;  pipe,  iron; 
pres.,  dom.  60  lbs.,  t  80  Ids.;  wks.  owned  by  Co. 

JOHNSTOWN,  p.  66,482;  f.  area,  3,400  a.; 
mere,  bldgs.,  stn.,  bk.  ft  wd.,  1  to  10  stor.;  priv., 
•tn.,  bk.  ft  wd.,  1  to  3  stor.;  wd.  rfs.  not  perm. 
in  f.  area;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  auto.  trip.  pump,  eng.,  7  str.,  2  h.  ft 
1.  trk.,  20  c.  hand  ex.,  1  acr.  trk.  (1  in  reserve), 
2  hose  wag.  (4  in  rieserve),  6  comb,  c  ft  hose 
wag.,  1  auto.  comb,  c  ft  hose  wag.,   1   auto.  c.  ft 

liose  trk.,  1  chiefs  auto.,  2  chief's  wag.,  1  fuel  wag.. 
2  supply  ft  exercise  wag.,  27  hrs.,  1  deluge  set; 
hose,  cot,  rub.  lined,  gd.,  14,700  ft.;  f.  al..  Game- 
well,  08  bx.;  vaL  equip.,  $101,560;  val.  bldgs., 
9»8,000;  exp.  dept,  $64,124;  tot.  mem.  166,  pd. 
full  time  66,  100  vol. 

Water  Supply — Src,  mountain  strm.,  8  to  0  m. 

bus.  cent;  sys.,  grav.:  res.  cap.,  1.174,000,000  gals.; 

mains,  c  L,  94  m..  8  to  86  in.  dia.;  246  hyd.;  68ft 

▼.;  2,780  met;  7,200  serv.;  pipe,  galv.  i.,  wrt  L  ft 

lead:  pres.,  dom.  60  to  80  lbs.,  1.  60  to  80  lbs.;  cost, 

$1,760,000;  wks.  owned  by  priv.  Co. 

JUNIATA,  p.  6,284;  f.  area,  74  a.;  mere,  bldgs., 

blc..   stn.   ft  wd.,   8   to   6   stor.;   priv.,  bk.,   stn.   ft 

wd.,    2    ft    8    stor.:    wd.    rfs.    are   not   perm,    in   f. 

area;    fwks.   ft   combt.   ord.;   causes   of  f.    inv.      F. 

dept — 1  comb,  c  ft  h.  wag.,  6  c  hand  ex.,  1  aer. 

trk.,   1  hose  wag.,  1  hose  reel,  6  hrs.;  hose,  cot, 

rub.   lined,  gd.,   2,600  ft.;   inf.,   400  ft;  tot  hose, 

»,000  ft;  f.  al.,  elec,  72  bx.;  val.  equip.,  $6,000; 

val.  bldgs.,  $22,000;  ezp.  dept.,  $1,600;  tot  mem., 

1,128  vol. 

Water  Supply — Src,   Homer  Gap   Stream,   4   m. 

bus.   cent;   sys.,  grav.;   res.   cap.,   8,000,000  gals.; 

mains,  c  i.,  8H   m..  4  to  8  in.  dia.;  82  hyd.;  40 

v.;  met,  4;  pipe,  galv.  i.;  pres.,  dom.  26  lbs.,  f. 

90  lbs.;  cons,  dsy,  800,000  gals.;  cost,  $76,000; 

cost  mtce.,  $8,600;  wks.  owned  by  city. 

KANE,  p.  6,626;  f.  area,  8,000  a.;  mere  bldga.. 


bk.  ft  atn.,  2  ft  8  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 1  comb,  c  ft  h.  wag.,  1  h.  ft  1. 
OT.,  2  hose  wag.,  8  hose  car.;  hoae,  cot,  rub. 
lined,  gd.,  8,600  ft;  inf.,  200  ft;  tot  hose,  8,700 
,'  J:,^*^-»  %™*J'®"»  ^^  *>*•;  ▼*!•  equip.,  $5,500; 
260  vil^""'  ^^'^^^*  ^'P-  ^•^P**  ^2.e00;  tot  mem.,- 

Waler  Supply— -Src,  spr.  ft  wells,  1%  m.  bus. 
cent;  w.  pump  to  stdp.;  stdp.  cap.,  160,000  gals., 
dim.  16  x  100,  loc  inside  of  borough  line,  mat 
stl.;   pump,   eng.,   cap.    day    2,600,000  gals.,    class 

aS^;  ^  *?!:A  n»^^c-  j-  18  «-.  «  to  10  iiL  dis!- 
68  hyd.;  160  v.;  met,  800;  1,870  serv.;  pipe,  galv 
L^  pres..  dom.  ft  f.  40  to  120  lbs.;  wki.  oWied  by 

combt    ord.     P.  dept.--l  str.,   1  hand  eng..   1   c 
f^^  i^®-  iS?^-  **••  1  ^<«e  CM"-;  hoae,  cot ,  rub. 
iofu^"  ^^^IK"^  «»"*P-  I8»000;'viarbld™ 
^^bP?^'J'^'   ^*P*-»   ^1.200;   tot   mem.,   276   wL 
„  W***"  SuppljH-45r&,  creek,  %  m.  bus.  cent;  sys. 

76.000  gals.:  matos.  c  L,  7  m..  8  to  6  in.  dia.;  89 
S?^J-L'7*^'A"-  *  t  !«  to  46  ibs.;  cons,  di^,  3^40;. 

000  gals.;  cost  mtce.  $400;  wks.  o^ed  by  borough. 

bld«'*^J^jI''  5-  Y*?'  '•  •."^•'  1»200  a.;  mere 
bldga.,  bk.  ft  wd.,  4  stor.;  priv.,  wd.,  2  stor.;  wd. 

1  h.  ft  1.   trk.,   1   aer.   trk.,   2  hose  wag.,  8  hose 
oVm'pwSf ' -r^K'   '"^l»"«<^;   8d.,    1.600   ft;   f.   al., 
98.000;  tot  mem.,  60  vol, 
T»jf^5**^^J'PP'if~^/^»   strms.,   supplied  by  Spring 

KITTAWNIN<3,  p.  4.311;  f,  area.  100  a.;  bldgs., 

fiy-^'i  *  *'k:'  *'  «  *  *  ^to'-I  wd.  rfs.  not  perm 
fwks.   ft  combt.   ord.      F.   dept — 1  h    ft  1    trk     8 

f".;i     hL*n*i,*'T   <^«'':J   hose,   rub.,   gd..    8,000  "ft.; 

75^ol  ^  ,L*r.''r  •;•  ^**-  Wdgs..  $26,000;  tot  mem. 

xl,:*  undrs.  ratmg,  second  class. 

Water  Supply — Src,  riv.;  sys..  pump  to  res.- 
res.  cap..  8.600  000  gals.;  ^aSis.*  15^f.  4  to ^6 
1^  dia.;  86  hyd.;  pres.,  f.  86  lbs.;  wks.  owned  by 

mJl'*^My'*-*-lv'^*°«^*5'®'  P-  '840;  f.  area.  160  a.; 
3f  nof^'*?'  ^^v   \^^^'^  priv..  wd..   2  stor.;  wd 

«Jl??  1?'  '•  *"!•  \  dept— 2  h.  ft  1.  trk.,  2  hos^ 
carts;  hose,  cot,  rub.  lined,  gd.,  2.000  ft:   f.  al 

^-JJ^'**'  S"PP'y--«fc..  spr.  ft  wells,  %  m.  bus. 
cent,  sys.,  grav.  to  res.;  res.  cap.,  600,000  nls.: 

2  pump,   eng.;    cap.   day,    100,000  gals.;   maiM,    4 

pres.,  dom.  ft  f  lOO  lbs.;  cost,  $14,000;  00^ 
mtce.,  $1,000;  wks.  owned  l>y  boiSugh. 

a.,  mere  bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  wd..  2 
stor.;    wd.    rfs.    perm.;    no    fwks.    ft    Jombt    ok,: 
^uses  of  f.  inv.     F.  dept— 2  e  hand  ex.,  1  h,  ft  L 
trK.,    1    hose   wag..    1    hose   car.;    hose,    cot.    rub 
med    gd     2.000  ft;  inf.,  600  ft';  tot 'hoser2.6{ro 

"V  t,f**'  °f"'  ^"-  *  t«'P-5  ^»1-   equip..  $25,000- 

val    bldgs.,   $10,000;  exp.  dept,   $900rtot    mem.; 

190  vol.;  undrs.  rating,  third  class.  ' 

Water    Supply— Src,    spr..    8%    m,    bus.    cent.; 

Sn*  fSnVi    KM   "S-   *®,?'^°®  ^»'«'  »»»<»   2   wells 
cap.    8,000    bbls      loc    %    m.    north    of   boroueh- 

mains,   «•   »•.   4%    m.,   4   to  10  in.   dia.;    86  hyd. 

100  lbs.,  f,  100  lbs.;  cons,  day,  600,000  ffals  • 
««t.    $16,000;    cost   mtce.   $looV  wks.'  owned   b^ 

•KUTZTOWN.   p.    2.8i60-   f.    area.   6U    «  •    «-,« 

or  f    inv.     F.  dept.— 1  auto.  comb,  c  ft  h.  wag.,  l 
^^^-.^^h  1    hose    carts;    hose,    cot,    rub.    lined 
Sd-,  'MOO   ft.;   f.   al.,  bell-    val    equ/p..    $10  OOO- 

100  vil.^'"  ^^^'**^®'  *^-  ^*^*"  WO;  tot  mem.: 

.Ji^"^  ^"PP'y-lSre.,  wells  ft  spr.;  sre,  pump  to 
res.;    res.    cap.,    600,000    gale;    pump,    ai      can 

2o\'a??  ^^d*'  P'*"-  d<*"'  80  Ibe,  f.  100  Ibe;  coS 
$36,000;  cost  mtce,  $2,200;  wksl  owned  by  Co. 
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LACEYViLLE,  p.  479;  f.  wea.  100  a.;  mere 
bidgt.,  wd.,  1  &;  2  stor.;  priv.,  bk.  k  wd.,  1  ft  2 
•tor.;  wd.  rfs.  perm,  in  f.  arem;  no  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  c.  cart,  c. 
band  ex.,  1  hose  reel;  hose,  cot.,  rub.  lined,  gd., 
1,600  ft;  f.  al.,  bell;  val.  bldgs.,  $4,000;  tot.  mem., 
40  vol. 

(Water  Supply — Src,  spr.,  crk.  ft  well,  %  m. 
bus.  cent.;  ^s.,  dir.  pres.;  res.  cap.,  1,400  bbls.; 
pump,  eng.,  cap.  day  64,800  gals.;  mains,  iron,  \% 
m.,  3  to  8  in.  dia.;  21  byd.:  11  v.;  met.,  7; 
pipe,  iron;  pre«.,  dom.  ft  f.,  80  lbs.;  cost,  $50,000; 
cost  mtce.,  $600;  wks.  owned  by  borough. 

LANCASTER,  p.  47,227;  f.  area,  2,500  a.;  mere, 
bldgs.,  bk.,  3  to  6  stor.;  priv.,  bk.  ft  wd.,  2  ft  8 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 7  str.,  1  supply  wag., 
6  c.  eng.,  4  c.  hand  ex.,  1  aer.  trk.,  8  hose  wag., 
8  hose  car.,  28  hrs.;  hose,  cot.,  rub.  lined,  go., 
6.000  ft.;  f.  al.,  Oamewell,  64  bx.;  val.  equip., 
$90,000;  exp.  dept.,  $18,500;  tot.  mem.,  66,  pd. 
full  time  21,  pd.  part  time  86. 

Watar  Supply-— Src..  creek,  IH  m.  bus.  cent.; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  dim.,  26  x  110 
ft.,  cap.  400,000  gals.,  mat  stL;  4  pump,  eng., 
cap.  day  40,000,000  gals.;  res.  cap.,  6,000,000 
gals.;  mains,  iron,  71  m.,  4  to  86  in.  dia.;  670 
hyd.;  1,400  v.;  4,000  met.;  1,800  serv.;  prea.,  dom. 
ft  f.  27  to  76  lbs.;  cons,  day,  7,000,000  gals.;  cost 
$1,000,000;  cost  mtce.,  $40,000;  wks.  owned  by 
city. 

LANGHORNE,  p.  806;  f.  area,  829  a.;  bldgs., 
stn.  ft  wd.,  2  ft  2H  stor.;  wd.  rfs.  perm.;  fwks.  ft 
combt  ord.  F.  dept — 1  c.  eng.,  1  hand  eng.,  1 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  800  ft.;  inf., 
60  ft;  tot.  hose,  860  ft;  tot  mem.,  60  vol. 

Water  Supply — Src,  spr.,  hi  m.  bus.  cent;  sys.. 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  40,000  gals.,  mat. 
wd.;  res.  cap.,  500,000  gals.;  1  wd.  tk.,  cap.  76,- 
000  gals.;  pump,  eng.,  class  comp.,  cap.  day  1,* 
000,000  gals.;  mains,  c  ft  galv.  i.,  6  m..  1^  to 
6  in.  dia.;  12  hyd.;  67  v.;  met,  1;  164  serv.;  pipe, 
lead  ft  galv.  i.;  pres.,  dom.  80  lbs.,  f.  100  lbs.; 
cost,  $44,687;  cost  mtce.,  $2,867;  wks.  owned  by 
Co. 

LANSDALE,  p.  3.661;  f.  area,  460  a.;  mere, 
bldgs.,  bk.  ft  stn.,  2  ft  3  stor.;  priv.,  bk.,  3  stor.; 
wd.  rfs.  not  perm.  F.  dept — 2  str.,  2  c.  eng.,  2 
c.  hand  ex..  2  h.  ft  1.  trk.,  2  hose  car.,  hrs,  hired, 
bucket  brigade;  liose.  rub.,  gd.,  1.500  ft;  f.  al., 
wh.;  val.  equip.,  $f,500;  val.  bldgs.,  $5,000;  exp. 
dept.  $2,000;  tot  mem.,  200  vol. 

Water  Supply — Src,  wells;  sys.,  sir  lift  from 
wells  to  surface,  pump  to  stdp.  ft  cistern;  stdp. 
cap.,  40.000  gals.;  cistern  cap.,  200,000  gals.,  mst 
cem.,  loc.  below  ground;  pump,  eng.,  cap.  day  180.- 

000  gals.;  niain«,  5  m.,  1%  to  8  in.  da.;  26 
hyd.;  23  v.;  met.,  96;  700  serv.;  pres.,  f.  4  6  lbs.; 
cost,  $80,000;  cost  mtce.,  $8,000. 

LANSDOWNE,  p.  4,066;  f.  area,  1  sq.  m.;  mere, 
bldgs.,  cone,  stn.  ft  bk.,  1  to  8  stor.;  priv.,  stn.,  bk. 
ft  wd.,  3  stor.;  wd.  rfs.  not  perm,  in  f.  area;  causes 
of  f.  inv.  F.  dept. — 1  comb.  c.  eng.,  1  auto.  pump, 
eng.,  c.  ft  h.  comb.,  1  h.  ft  1.  trk.,  10  c.  hand  ex., 

1  hose  wag..  2  hose  carts;  hose,  cot.,  rub.  lined, 
gd.,  1,950  ft;  c,  300  ft;  tot  hose.  2,260  ft; 
f.  al.,  bell  ft  telp.;  val.  equip.,  $6,950;  val.  bldgs.. 
$12,600;   exp.   dept,   $700;  tot  mem.,   210   vol. 

Water  Supply — Src.  wells;  sys.,  pump  to  res.; 
res.  cap.,  2,000,000  gals.;  mains,  iron  ft  cem.,  12 
m.,  4  to  12  in.  dia.;  27  hyd.;  met..  6;  400  serw; 
pipe,  galv.  i.;  pres.,  f.  45  lbs.;  cost,  $40,000;  cost 
mtce.,  $8,700;  wks.  owned  by  Co. 

LANSFORD,  p.  8,821;  bldgs..  wd..  2  ft  2% 
stor.;  wd.  rfs.  perm.  F.  dept — 1  str.,  2  hose 
car.,  1  h.  ft  1.  trk.;  hose,  rub.,  gd.,  2.000  ft; 
val.  equip.,  $6,000;  val.  bldgs.,  $2,000;  exp.  dept, 
$500;  tot  mem.,   60  vol. 

Water  Supply — Src.  strms.;  sys.,  grav.;  res. 
cap.,  7,000,000  gals.;  mains,  c  i..  18  m.,  4  to 
12  in.  dia.;  24  hyd.;  16  v.;  400  serv.;  p  pe,  lead 
ft  iron;  pres.,  f.  106  lbs.;  cost,  $60,000;  cost 
mtce.,  $6,000;  wks.  owned  by  Co. 

LATROBE,  p.  8,777;  f.  area,  700  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  7  stor.;  priv.,  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept — 1  h.  ft  1. 
trk.,  4  c.  hand  ex.,  6  hose  carts;  hose,  cot,  rub. 
lined,  gd.,  8,600  ft;  f.  al.,  bell  ft  wh.;  val.  equip., 
$8,000;  val.  bldgs..  $6,000;  tot  mem.,  120  voL 


Watttr  Supply — Src,  creek,  3  m.  bus.  cent;  sys.. 
pump  to  res.;  res.  cap..  10.000,000  gals.;  pump, 
eng.,  cap.  day  7,000,000  gals.;  mains,  c  L.  22 
m..  4  to  24  in.  dia.;  61  hyd.;  1,000  serv.;  pres.. 
dom.  60  lbs.,  f.  76  lbs.;  cost,  $298,000;  cost  mtce, 
$6,600;  wks.  owned  by  Co. 

LAWRENCEVILLE,  p.  760;  mere  bldgs.,  bk.,  stn. 
ft  wd..  1  ft  2  stor.;  priv..  bk.  ft  wd..  1  ft  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  hand  eng.,  8  c. 
hand  ex.,  2  hose  reels,  ladders;  hose,  cot,  rub. 
lined,  gd.,  650  ft;  leather,  gd..  350  ft;  tot  hose 
900  ft;  f.  al.,  bell;  vaL  equip.,  $1,560;  val.  bldgs.. 
$800;  tot  mem.,  38;  voL 

Water  Supply — Src,  wells. 

LEBANON,  p.  19,240;  f.  area.  1,280  a.;  mere 
bldgs.,  stn..  bk.  ft  wd.,  2  to  6  stor.;  priv.,  stn.,  bk.  ft 
wd.,  2H  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept — 1  comb, 
auto.  pump.  eng.  ft  h.  wag.,  1  h.  ft  L  trk.,  4 
str.,  1  c  eng.,  6  c  hand  ex.,  1  aer.  trie.,  8  comb, 
e  ft  h.  wag.,  1  hose  wag.,  4  hose  carts,  20  hrs.; 
hose,  cot,  rub.  lined,  gd.,  6,000  ft;  inf..  2.000  ft; 
tot  hose.  7,000  ft;  f.  al.,  Oamewell.  SO  bx.;  vaL 
equip.,  $60,000;  val.  bldgs..  $60,000;  exp.  dept, 
$14,000;  tot  mem.,  800  voL 

Water  Supply — Src,  spr.;  sya.,  grav.,  pump  to 
res.  ft  dir.;  rea.  cap.,  90,000,000  gals.;  2  pump, 
eng.,  cap.  day  5,000,000  gals.;  maina,  c  i..  SO  m.. 
4  to  16  in.  dia.;  205  hyd.;  807  v.;  met.  126; 
4,700  serv.;  pipe,  galv.  i.;  pres.,  dom.  60  lbs.,  f. 
40  lbs.;  cost,  $486,000;  cost  mtce.,  $5,000;  wks. 
owned  by  dty. 

LEECHBURQ.  p.  8.624;  f.  area.  100  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  causes  of  t 
inv.  F.  dept — 6  c  hand  ex.,  2  h.  ft  L  trk.,  2 
hose  wag.;  hose,  cot.,  rub.  lined,  gd.,  1,650  ft; 
f.  al.,  wh. ;  val.  equ  p.,  $1,600;  vaL  bldgs..  $8,000; 
exp.  dept,  $500;   tot.   mem.,   75  vol. 

Water  Supply — Src,  creek,  6  m.  ous.  c«ni.;  s-ys., 
grav.,  pump  to  res.;  res.  cap.,  10.000,000  gal*.; 
2  pump.  eng..  cap.  day  2.500,000  gals.;  mains,  c. 
i.,  8  m.,  4  to  10  in.  dia.;  34  hyd.;  52  v.;  met., 
538;  538  serv.;  pipe,  lead;  pres.,  dom.  110  lbs., 
f.  110  to  160  lbs.;  cost  mtce..  $4,000;  wk<^  ovn^ 
by    Co. 

LEHIGHTON.  p.  5,316;  f.  area,  2.660  a.;  bldgv. 
wd.,  2  ft  8  stor.;  wd.  rfs.  perm.  F.  dept — 1  str., 
1  comb,  c  ft  h.  wag.,  1  c  eng..  1  h.  ft  L  trk.,  3 
hose  carts.  2  hrs.;  hose.  4.000  ft.;  vaL  equip., 
$10,800;  tot  mem..  403  vol. 

Water  Supply — Src,  str..  8  m.  bus.  cent;  »t8.. 
grav.;  res.  cap.,  6,000,000  gals,;  mains,  e  L.  16 
m.,  4  to  12  in.  dia.;  57  hyd.;  24  v.;  met,  7; 
1,062  serv.;  pipe,  lead;  pres.,  dom.  40  Ibe..  f.  60 
lbs.;  cost  $50,000;  cost  mtce..  $1,250;  wks.  owned 
by  Co. 

LEWISBURa  p.  8,081;  f.  area,  500  a.;  mere 
bldgs.,  bk..  2  ft  3  stor.;  priv.,  bk.  ft  wd..  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.;  cAiwes  d  t 
inv.  F.  dept — 2  c  hand  ex.,  1  etr.,  1  band  ««.,  S 
hose  carts;  hoae,  cot,  rub.  lined,  gd.,  2.S0O  ft;  ri^ 
gd.,  600  ft;  tot  hoee,  2,900  ft:  f.  aL,  OameveU  ft 
telp.;  vaL  equip.,  $26,000;  val.  bldgs.,  $9,000;  exp. 
dept,  $600;  tot  mem.,  48  voL 

Water  Supply — Src,  creek,  18 H  n.  bis.  cent; 
sys..  grav..  pump  to  stdp.;  stdp.  cap.,  SOO.OOO 
gals.,  mat  stl.;  pump.  eng..  cap.  daj  1.000.000 
gals.;  mains,  c  L.  67  m.,  8  to  12  in.  dia.;  46 
hyd.;  24  v.;  met.  6;  600  aerr.;  pipe,  gaJv.  i.; 
pres.,  dom.  60  lbs.,  f.  76  lbs.;  cona.  daj.  2M.900 
gals.;  cost  $89,360;  cost  mtce,  $2,850;  wks. 
owned  by  Co. 

LEWISTON,  p.  8.166;  mere  bld«a..  bk..  8  stor.; 
priv.,  bk.  ft  wd..  2^  stor.;  wd.  rfs.  perm.;  fwks. 
ft  combt  ord.  F.  dept — 1  auto,  boee  wag., 
equipped  with  800  ft  hose  ft  e  tk.,  2  str..  1  h. 
ft  1.  trk..  5  hoae  car.;  hose,  cot,  rob.  lined,  gl, 
8.600  ft;  f.  aL,  bell  ft  wh.;  vaL  equip.,  $10  000; 
val.  bldgs.  $10,000;  exp.  dept..  $1,200;  tot  mem, 
860  vol.;  undra.  rating,  first  class. 

Water  Supply — Src,  mounUin  stnna^:  «ya.,  grav.. 
res.  cap..  16.000,000  gals.;  mains,  62  m^  4  to 
16  in.  dia.;  170  hyd.;  met.,  26;  8,600  aerv.;  pm.. 
f.  125  lbs.;  cost,  $1,025,000;  cost  mtea.,  $8,775; 
wks.   owned  by  Co. 

LIQONIER.   p.    1,676.      F.    dept~2    boee   reeift. 
J    1,200  ft  hoee;  voL,  60. 
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Water  Supply — Src,  moimUin  ttnn.,  8^  m.  but. 
cent;  sys.,  gnv.;  res.  cap.,  500»000  gals.;  maois, 
c.  L,  10  m.,  4  to  8  in.  dia.;  26  hyd.;  80  v.;  met, 
20;  pipe,  lead;  pres.,  dom.  66  lbs.,  f.  86  lbs.; 
cons,  day,  60,000  gals.;  cost,  $80,000;  cost  mtce., 
1600;  wks.  owned  oy  city. 

LILLY,  p.  1.688;  bldga.,  bk.  A  wd.  F.  dept — 
8  c.  eng.,  1  h.  JE  L  trk.,  1  hose  car.;  hose,  600  ft.; 
f.  al.,  wb.;  tot  mem.,  7. 

Watar  Supply — Res.  cap.,  300,000  gals.;  maiim, 
4  to  12  in.  dia.;  21  hyd.;  pres.,  175  lbs. 

LINESVILLE,  p,  888.  F.  dept— 1  sir.,  2  ho»e 
reels,  1,200  ft  nose;  vol. 

Waterwka.  owned  by  priv.  corporation. 

LITITZ,  p.  2,082;  f.  area,  400  a.;  mere  bldgs., 
bk.,  2  to  8^  Btor.;  pnv.,  stn.,  bk.  A  wU.,  2  ator.; 
wd.  rfs.  perm,  in  t.  area;  fwk«.  &  combt.  ord.; 
causes  of  f.  mv.  F.  dept. — 1  c.  eng.,  2  hand 
eng.,  2  hose  carts,  1  b.  a  1.  trk.;  boae,  cot,  rub. 
lined,  gd.,  1,800  ft;  inf.,  200  ft;  tot  hose,  1,600 
ft;  I.  al.,  dec,  8  bx.;  exp.  dept,  $600;  tot  mem., 
200  VOL 

Water  Supply — Src,  apr.,  ^  m.  bus.  cent;  sya., 
pump  to  stdp.;  stdp.  cap.  160,000  gals.;  pump, 
enff.,  cap.  day  1,080,000  gals.;  mains,  c.  L,  4!ik 
m.,  4  to  12  In.  dia.;  86  hyd.;  26  v.;  met,  2; 
lid  aerv.;  pipe,  lead;  pres.,  dom.  66  lbs.,  f.  66 
Iba.;  cost,  $26,000;  cost  mtce.,  $760;  wks.  owned 
by  Co. 

LITTLESTOWN.  p.  1,847;  f.  area,  640  a.;  bldgs., 
bk.  AC  wd.,  1  to  8  stor.;  wd.  rfs.  perm.;  fwks.  & 
combt.  ord.  h\  dept — 1  c  eng..  1  h.  JE  1.  trk., 
2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft; 
rub.,  gd.,  2O0  ft;  tot  hose,  1,200  ft;  f.  al.,  bell; 
vai.  eMU.p.,  #8,800;  val.  bldgs.,  $4,000;  exp.  dept, 
$100;  toi.  mem.,  66  voL 

.Water  Supply— «rc.,  wells,  ^  m.  bus  cent; 
sys.,  pump  to  stdp.;  atdp.  cap.,  107,000  gals.;  2 
pump,  eng.,  cap.  day  800,000  gala.;  mains,  c  i., 
4  to  8  in.  dia.;  52  hyd.;  pipe,  galv.  i.;  pres.,  f.,  45 
lbs.;  cost  $13,800. 

LOCK  HAVEN,  p.  7,772;  f.  area,  600  a.;  mere 
bldgs.,  bk.  k  wd.,  8  stor.;  pnv.,  bk.  it  wd.,  2  stor.; 
wd.  rfs.  perm,  m  f.  area;  fwks.  &  combt  ord.; 
causes  of  f.  inv.  b.  dept — 1  auto.  comb.  c.  &  hose 
wag.,  c  hand  ex.,  2  str.,  2  comb.  c.  &  hose  wag., 

1  h.  A  1.  trie.,  2  hose  wag.,  6  hose  car,;  hose, 
cot,  rub.  lined,  gd.,  8,000  It.;  f.  al.,  bell  &  telp.; 
val.  equip.,  $16,000;  val.  bldgs.,  $6,000;  exp.  dept, 
^,700;  tot  mem.  176,  pd.  full  time  4,  pd.  part 
time    2,   vol.    169. 

Water  Supply — Src.,  strms.,  2  to  6  m.  bus.  cent; 
■ys.,  grav.;  res.  cap.,  800,000  gals.;  dam  cap., 
82,000  gals.;  mains,  c.  i.,  88  m.,  4  to  18  in.  dia.; 
80  hyd.;  pipe,  iron;  pres.,  dom.  76  lbs.,  f.  76  lbs.; 
coat,  $66,000;  cost  mtce.,  $8,000;  wks.  owned  by 
city. 

LOCUST  GAP,  p.  1,697;  f.  area,  1  sq.  m.;  mere, 
bldgs..  wd.,  2  A;  8  ator.;  priv.,  wd.,  2  &  3  stor.; 
wd.  rfs.  perm,  in  f.  area;  no  fwks.  &  combt.  ord.; 
causes  of  f.  inv.  P.  dept — 1  hose  wag.,  2,000  ft 
boae;  f.  al.,  wh.;  val.  equip.,  $750;  val.  bldgs., 
$8,000;  tot  mem.,  86  vol. 

Water  Supply — Src.,  creek;  sya.,  pump  to  rea.; 
T«a.  cap.,  1.260,000  gals.;  2  pump,  eng.,  cap.  day 
2,880,000  gala.;  mains,  10  m.,  4  to  10  m-  f**-? 
80  v.;  met.,  18;  pres.,  dom.  160  lbs.;  cost,  $285,- 
000;  cost  mtce.,  $16,000;  wks.  owned  by  Co. 

LUZERNE,  p.  6,426;  1.  area,  400  a.;  mere, 
bldgs.,  wd.  A  bk.,  2  ator.;  priv.,  wd..  2  stor.;  wd. 
rfa.  perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
P.  dept. — 2  c.  hand  ex.,  1  h.  &  1.  trk.,  1  hoae 
car.:  hose,  cot,  rub.  lined,  gd.,  1,600  ft;  f.  at, 
elee.;  val.  equip.,  $1,860;  yaL  bldgs.,  $4,000;  exp. 
dept,  $1,400;  tot.  mem.,  76  vol. 

Watar  Supply— Src,  rea.;  ays.,  grav.;  res.  covers 
200  a.;  mains,  2H  m.,  88  in.  dia.;  18  hyd.;  prea., 
dom.  89  Iba.,  f.  06  lbs.;  wks.  owned  by  Co. 

LYKENS,  p.  2,948;  1.  area,  140  a.;  mere  bldga., 
•tn.,  bk.  ft  wd..  2  ft  8  stor.;  priv.,  atiL,  bk.  ft  wd., 

2  ator.;  wd.  rfa.  perm,  in  1.  area;  fwks.  ft  combt 
ord.;  cauaea  of  f.  inv.  F.  dept---2  boae  reela  ft 
carte,  1  hose  car.;  hose,  cot,  rub.  lined,  gd.,  If860 
ft;  inf.,  860  ft;  tot  hose.  2,200  ft;  f.  al..  bell; 
vaL  equip.,  $8,200;  vaL  bldgs.,  $2,600;  ezp.  dept, 
$1,000;  tot  mem.,  50  toL 

Water  Supply — Src,  creek,  1%  m.  bus.  c«»t; 
•ys.,  grav.;  ma.Da,  iron,  2%  m.,  3  to  10  in.  dia.; 
28  hyd.;  12  v.;  prea.,  f.  40  lbs.;  wka.  owned  by  Ca 


McADOO,  p.  8,880;  f.  area,  600  a.;  mere  bldgs., 
bk.  ft  wd.,  2  to  8  ator.;  priv.,  bk.  ft  wd.,  2  to  S  ator.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
cauaes  of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  2  hose 
car.  on  reels;  boae.  cot,  rub.  lined,  gd.,  1,000  ft; 
f.  al.,  atm.  wh.;  val.  equip.,  $1,200;  voL  60. 

Water  Supply — ^Not  reported. 

McCONNELLSBURa  p.  679;  f.  area,  46  a.;  mere 
bldgs.,  bk.  ft  stn.,  2  stor.;  priv.,  wd.,  bk.  ft  stn., 
2  stor.;  wd.  rfs.  perm.  F.  dept — 1  hose  car.; 
hose,  rub.,  gd.,  600  ft;  inf.,  100  ft;  tot  hose, 
600  ft;  val.  bldga.,  $200;  tot  mem.,  76  vol. 

Water  Supply — Src,  wells  ft  8  large  spr.;  res. 
cap.,  2,000,000  gala.;  mains,  4  ft  6  in.  dia.;  12 
hyd.;   prea.,   00  Iba. 

Mcdonald,  p.  2,543;  f.  area,  100  a.;  bldgs.* 
wd.,  2  stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt 
ord.  F.  dept. — 76  c.  hand  ex,  1  h.  ft  1.  trk..  2 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  2,400  ft; 
inf..  100  ft;  tot.  hoae,  2,600  ft:  f.  aL,  Oamewdl, 
bell  ft  wh.,  6  bx.;  vaL  equiip.,  $2,500;  val.  bldga., 
$1,000;  tot  mem.,  78  voL 

Water  Supply — Src,  riv.,  7%  m.  bus.  cent;  sys., 
pump  to  res.;  stdp.  cap.,  684,447  gals.,  dim.  60  x 
80.  mat.  stL;  res.  cap.,  90,000,000  gals.;  2  pump, 
eng.,  class  comp.  cond.,  cap.  day  2,600,000  gals.; 
mains,  c  i.,  6  m.,  4  to  10  in.  dia.;  48  hyd.;  70 
v.:  met,  610;  264  serv.;  pipe,  lead;  prea.,  dom. 
100  Ibc,  f.  100  lbs.;  coat,  $181,460;  ooet  mtce., 
$8,600;  wka.  owned  by  Co. 

McKEESPORT,  p.  42,604;  f.  area,  842  a.;  mere 
bldgs.,  bk.,  2  to  8  stor.;  priv.,  wd.,  8  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ord.;  causes  of  f.  inv. 
F.  dept — 1  h.  ft  L  trk.,  1  e  eng.,  14  e  hand 
ex.,  1  aer.  trk.,  4  hose  wag.,  14  bra.;  hose,  cot, 
rub.  lined,  gd.,  8,960  ft;  f.  al.,  Oamewell,  78 
bx.;  vaL  equip.,  $20,000;  val.  bldga.,  $40,000; 
exp.  dept,  $88,000;  tot  mem.,  86,  pd.  full  time 

Water  Supply — Src,  riv.,  1%  m.  bus.  cent; 
sys.,  pump  dir.  ft  grav.;  res.  cap.,  6,000,000  gals.; 
6  pump,  eng.,  class  horizontal-comp.  dup.,  cap.  day 
16,000.000  gals.;  mains,  66  m.,  4  to  24  in.  dia.; 
470  hyd.;  842  v.;  8,687  met;  6,276  serv.;  pipe, 
leaa;  pres.,  dom.  at  t.  «D  to  126  lbs.;  cone  day, 
8,667,870  gale;  coat,  $978,900;  cost  mtce,  $71,- 
902;  wks.  owned  by  dty. 

McSHERRYSTOWN.  p.  1,724;  f.  area,  276  e; 
mere  bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk. 
ft  wd..  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwke 
ft  combt  ord.;  cauaea  of  f.  inv.  F.  dept-^2  e  hand 
ex.,  1  h.  ft  1.  trk.,  2  hoae  wag.,  2  hoae  reela;  hoae, 
cot,  rub.  lined,  gd.,  1,000  ft;  rub.,  gd.,  1,200  ft; 
tot  hose,  2,200  ft;  f.  al.,  bell;  val  equip.,  $1,. 
600;  val.  bldge,  $1,000;  exp.  dept,  $200;  tot 
mem.,  68  voL 

Water  Supply — Sre,  spr.,  200  yds.  hue  cent; 
sya.,  pump  to  stdp.;  stdp.  cap..  106,000  gale; 
pump,  eng.,  cap.  day  288,000  gals.;  mains,  c.  i., 
2  1-3  m.,  4  to  6  in.  dia.;  28  hyd.;  100  serv.; 
pipe,  c  i.;  pree,  dom.  40  to  60  lbs.,  f.  40  to 
60  Ibe;  cost,  $16,000;  cost  mtce,  $460;  wka. 
owned  by  ci^. 

MAHANOY   CITY,   p.    16,936;    f.   area,    176   e; 

mere  bldge,  bk.  ft  wd.,  2  to  4  stor.;  priv.,  bk. 
ft  wd.,  2  stor.;  wd.  rfs.  perm.;  fwke  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 8  str.,  1  e  eng., 
4  c  hand  ex.,  1  h.  ft  1.  trk.,  2  comb,  e  ft  h. 
wag.,  1  hose  wag.,  8  hose  car.,  12  bra.;  hose, 
cot,  rub.  lined,  gd.,  4,800  ft;  c,  760  ft;  tot 
boae,  6,660  ft;  f.  al.,  Oamewell,  16  bx.;  val. 
equip.,  $80,000;  val.  bldgs.,  $30,000;  exp.  dept, 
$3,800;  tot  mem.,  685,  6  pd.  full  time,  680  vol.; 
undrs.  rating,  third  dase 

Water  Supply — Src,  arteaian  wells  ft  spr.,  2^ 
m.  bus.  cent;  aye,  grav.  ft  pump  to  ree;  res. 
cap.,  160,000,000  gale;  pump,  eng.,  cap.  day  4,- 
750,000  gals.;  mains,  c  L,  18  m.,  6  to  14  in. 
dia.;  70  hyd.;  116  v.;  met.,  164;  pipe,  lead; 
pree,  dom.  65  lbs.,  f.  100  Ibe;  cons,  day,  1,800,- 
000  gala.;  wke  owned  by  Co. 

MAHANOY  PLANE,  p.  2,800;  f.  area,  1,280  e; 
bldge,   wd.,    2H    stor.;    wd.    rfs.    perm.;    fwke    ft 
combt  ord.    F.  dept — 1  atr.,  8  h.  ft  1.  trk.,  8  hoae 
caj-.;    hose,    cot,    rub.    lined,    gd.,   •2,600    ft;   val.. 
equip.,   $8,000;   val.  bldga.,  $500. 

Water  Supply — Sre,  Mud  Run;  sye,  grav.;  ree 
cap.,  202,000,000  gale;  maine  8  m.,  6  in.  dia.;. 
8  hyd.;  8  v.;  wka.  owned  by  Co. 

MALVERN,  p.  1,125;  f.  area,  640  e;  mere, 
bldgs.,  bk.,  stn.  ft  wd.,  2  to  4  ator.;  priv.,  bk.,  stn.. 
ft  wd.,   2   to   4   ator.;  wd.  rfe  perm,   in  f.   area; 
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fwks.  k  combt.  ord.;  ^cauiet  of  f.  inv.  F.  dept. — 
1  auto.  comb.  wag.  A  pump.,  1  gas.  eng.,  1 
liand  eng.,  8  c.  hand  ex.,  1  h.  &  1.  trk..  1  hoae 
«art,  1  c.  Ic  hose  wag.;  hose,  cot.,  rub.  lined, 
gd.,  2,000  ft.;  inf.,  680  ft.;  tot.  hose,  2,660  ft; 
T.  al.,  telp.  k  bell;  val.  equip.,  $7,600;  val.  bldgs., 
^4,000;  exp.  dept.,  $400;  tot  mem.,  160  vol.; 
vndrs.    rating,    second    class. 

Water  Supply — Src,  «pr.,  H  m.  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  200,000  gals.,  dim.  80 
X  16;  1  pump,  eng.,  cap.  day  230,400  gals.;  mains, 
4  to  8  in.  dia. ;  1  v.;  1  met.;  pipe,  iron;  pres.,  dom.« 
85  lbs.;  cons,  day,  60,000  gals.;  wks.  owned  by 
city. 

MANHEIM.  p.  2,202;  f.  area,  168  a.;  mere, 
bldgs.,  bk.,  2  &  8  stor.;  priv.,  bk.  k  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwki.  A  combt  ord.  F.  dept — 2  e. 
hand  ex.,  1  h.  ft  1.  trie,  1  hand  tuf.,  8  hose  reels; 
hose,  cot,  lined,  gd.,  1,800  ft.;  t.  aL.  bell:  val. 
«quip.,  $1,600;  val.  bldgs.,  $8,000;  exp.  dept,  $100; 
tot.  mem.,  140  vol. 

Water  Supply — Src.,  creek,  M  m.  bus.  cent; 
sys.,  pump  to  res.;  res.  cap..  800.000  gals.;  pump, 
eng.,  cap.  day  360,000  gals.;  mains,  c.  {.,  8% 
m.,  4  to  8  in.  dia.;  66  hyd.;  83  v.;  met,  6;  407 
serv.;  pipe,  galv.  i.;  pres.,  dom.  60  lbs.,  f.  60  lbs.; 
cost,  $27,000;  cost  mtce.,  $800;  wks.  owned  by  Co. 

MANOR,  p.  1,039;  f.  area,  150  a.  F.  dept. — 
1  c.  cart,  2  hose  reels,  3  hand  c.  ex.;  val.  equip., 
$1,200;   val.   bldgs.,  $800;  tot  mem.,  40  vol. 

Water  Supply— -Src,  res.;  sys.,  grav.;  0  hyd.; 
pres.,   f.,   90   lbs.;    wks.   owned   by   priv.   Co. 

MANSFIELD,  p.  1,646;  f.  area.  1,216  a.;  mere, 
rbldgs.,  bk.  k  wd.,  2  ft  8  stor.;  priv.,  wd.,  1  to  8 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.  F. 
-dept. — 1  hand  eng..  1  c.  eng.,  1  h.  ft  1.  trk.,  2 
hose  car.:  hose,  cot,  rub.  Imed,  gd.,  1,200  ft; 
f.  al.,  elec.  sys.  being  installed;  val.  equip.,  $2,600; 
val.  bldgs.,  $8,600;  exp.  dept,  $100;  tot  mem., 
100  vol. 

Water  Supply — Src.  spr.;  sys..  grav.  ft  pump  to 
res.;  res.  cap.,  11,000,000  gals.;  2  pump,  eng.; 
mains.  8  m.;  46  hyd.;  800  serv.;  pres.,  dom.  100 
lbs.,   f.   100  lbs.;   wks.  owned  by  Co. 

MARIENVILtE.  p.  800;  f.  area.  160  a.:  mere. 
1>Idg^.,  bk.,  1  &  2  «tor. ;  priv.,  bk.  ft  wd.,  3  stor.; 
wd.  rfs.  perm,  in  f.  area;  no  fwks.  ft  combt.  ord.; 
■causes  of  i.  inv.  F.  dept. — 1  o.  eng.,  lo  c.  hand 
■ex.,  1  h.  ft  1.  trk.;  hose,  cot,  rub.  lined,  gd.,  75 
ft;  f.  al.,  bell;  val.  equip.,  $1,200;  val.  bldgrs., 
^700;   exp.   dept,   $26;   vol. 

No  waterwks. 

MARIETTA,  p.  2,079;  f.  area,  2,000  a.;  mere 
bldgs.,  bk.,  3  stor.;  priv.,  wd..  2  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt.  ord.  P.  dept. — 1  str.,  1 
hand  eng.,  1  h.  ft  I.  trk.,  3  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  1,000  ft;  leather,  gd.,  300  ft: 
inf.,  100  ft.;  tot  hose,  1,400  ft;  f.  al.,  bell;  val. 
•equip.,  $8,000;  val.  bldgs.,  $7,000;  tot  mem.,  86 
vol. 

Water  Supply — Src.,  mountain  strms.;  sys.,  grav. 
ft  pump  dir.;  res.  cap.,  1,500,000  gals.;  pump. 
«ng.,  cap.  day  600.000  gals.:  mains,  c.  i.,  9  m., 
4  to  12  in.  dia.;  43  hyd.;  33  v.;  .500  serv.;  pipe, 
kalv.  i.;  pres.,  f.,  75  lbs.;  cost,  $76,4  27;  cost  mtce., 
$1,600;    wks.    owned   by    Co. 

MARS,  p.  1,300;  f.  area,  160  a.;  mere  bldgs.,  bk. 
ft  wd.,  1  ft  2  istor. :  priv.,  bk.  ft  wd.,  1  ft  2  star.; 
wd.  rfs.  perm.  in.  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept.— '1  c.  eng.,  2  hose 
cartB;  hose,  cot.,  rub.  lined,  gd.,  800  ft:  f. 
al.,  bell;  val.  equip.,  $1,000;  val.  bldgs.,  $1,000; 
tot  mem.,  70  vol. 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  sys., 
pump  dir.;  2  pump,  eng.,  cap.  day,  100,000  gaJs.; 
mains,  4  m.;  29  hyd.;  68  v.:  pres.,  dom.  ft  f.  90  lb«.; 
cost,  $16,225;  wks.  owned  by  city. 

MARYSVILLE,  p.  1,693;  priv.  bldgs..  wd.,  1 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ord.  F. 
dept — 1  hose  wag.,  1  hose  cart;  hose,  cot,  rub. 
lined,  gd.,  1,000  ft.;  val.  equip.,  $1,000;  tot  mem., 
76   vol. 

Water  Supply — Src,  spr.,  1  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  266,000  gals.;  1  pump,  eng.,  cap. 
day,  700,000  gtHs,;  mains,  c.  {.,  8  m.,  4  to  8  in. 
dia.;   24   hyd.;    21    v.;    150   met;   315   serv.;   pipe, 

?alv.    i.;    pre«.,    dom,    ft    f.    40    to    80    W>s.;    cost 
60,000;     cost     mtce.,     $8,000;     wks.     ovmed    by 
priv.  Co. 

MASONTOWN,   p.    800;   f.   area,   200   a.;   mere 


bldgs..  bk.  ft  wd..   2  ft  8  stor.;   pr>.,  bk.  ft  wd., 

1  ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept — 1  c. 
eng..  1  h.  ft  1.  ^k..  c.  hand  ex.,  1  hose  reel;  hose, 
rub.  lined,  gd.,  1,000  ft;  f.  aL,  elec.  gong;  vaL 
equip.,    $2,000;    tot.    mem..    20   voL 

Water  Supply — Src.  riv.,  1  %  m.  bus.  cent; 
sj's.,  grav.;  res.  cap.,  100,000  gala.;  1  pump,  eng., 
cap.  day  145,000  gals.;  maim,  c.  i.,  4  m.,  4  to  6 
in.  dia.;  12  hyd.;  15  v.;  261  met;  pres.,  dom.  ft 
f.,  85  lbs.;  cons,  day,  35,000  gals.;  wks.  owned 
by  city. 

MATAMORAS,  p.  1888;  f.  area.  1  sq.  m.;  mere, 
bldgs..  bk.,  stn.  ft  wd.,  2  to  3  stor.;  priv.,  wd.,  2 
to  3  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept — 2  c. 
hand  ex.,  2  hose  reels.;  hose.  rub.  lined,  gd.,  1,000 
ft;  f.  al..  gong;  tot  mem..  63  vol. 

Water  Supply — Not  reported. 

MAUCH  CHUNK,  p.  4,081;  f.  area.  2,000  s.; 
mere,  bldgs.,  stn.,  bk.  ft  wd.,  8  ft  4  stor.;  priT^ 
bk.  ft  wd.,  8  stor.;  wd.  rfs.  perm,  in  f.  area: 
fwks.  ft  combt  ord.;  causes  of  f.  jnv.  F.  dept,—* 
str.,   1   hand  eng.,   1   c.  hand  e-x..   2  h.  ft  L  trk     ^ 

gd.,  2,860  ft;  rub.,  gd..  800  ft;  inf..  850  ft- 
tot.  hose,   8,600  ft;   f.   al,  wh.;  val.   equip.,   $20.' 

»•«'  ""Skn^^^f-  ^1^»<>00;  exp.  dept,  $300;  tol 
mem.,   200  vol. 

Water  Supply— Src.  spr.  ft  wells,    2%    m.   bus. 

vrTi'J??'**?*^^  '^  ^^\  2»*72,400  Mis.,  loc 
^\FT^-^  f-  Mauch  Chunk;  mains,  c.  iTl*  m.. 

5  to  10  m.  duL:  54  hyd.;  110  v.;  860  eerv.-  65 
?o*i-A?iP*»  l«ad  «  i-;  pres.,  dom.  ft  f.  60  Iba.-  *o(mL 
$86,048;  cost  mtce..  |4,oil;  wks.  owned ^cST* 

^/^^o^}^^^*   P;   y®*»    '•    »>**•    «*0    a.;    bldgs., 

1.000    ft;   mf..    600    ft.;    tot    hose,    1.500   ft    ^ 

mVm.r200"'"vS?   ^'^''''^    ^^    ''''^"   '^•^*>^^   '^ 
Water  Supply— Sre,  wells  ft  cisterns.   5  m.  bun 

?5   •  f^'  *I*^-»  ™"n».  c-  I-,  4  to  8  in.  dia.:  17 
M.;  40  v.;  6  met;  400  serv.;  pipe,  gmlv^  L^ii 
dom.  ft  f.   100  Ibji.;  cons,  day,' fo 0.000  i^tj^s! 
ownel  by  priv.   Co.  "^     *       *^ 

^^K^y"-^^    P-     12.780;    f.    af«a.    II.OOO    a.; 

6  wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  c^oms 
of  f.  mv  F.  dept— 1  auto.  comb.  trie,  i  iTft 
-•  rV  ^  ■*''•'  l.corab.  c  ft  wag.,  8  c  hand 
ex..   1  hose  wag.,  8  hose  carU,   6  hrs.:   hose,  col 

$26,600;  vaL  bldgs.,  $10,000:  exp.  dept . ~  11^ 
766;  tot  mem  sfo,  pd.  fuU  tW  11,  ^  « «.  ' 
WtUr  SuDPly— Src.,  wells,  2  m.  bn^  ctit :  srs. 
pump  to  res.;  res.  cap.,  6.000,000  gala.;  pamp! 
eng.,  cap.  day,  7,000,000  gak.;  mains,  e  L  8841 
m.,  2  to  20  in.  dia.;  161  1yd.  me^l.Otj!  Jmt 
serv. !  ore..,  dom.  ft  f.  60  to  122  ttifc-   SiU  'aJt 

2  006,(r00  gal..:  cort,  Wl,i99;oSt''n^  ^1^1 
000;  wks.  owned  by  dty.  ™»«^  fis, 

••ECHANICSBURQ,   p.    4,469;   t    aiem.    400   a.- 
mere  bldgs.,  bk      2   to   4   stor.;  privrTbk.   ft  wt 

F.  dept— 2  str.,  1  e  eng.,  4  e  hand  ex.,   l  h.  A 

Water  Supply— Src,  spr.,  2  m.  bv.  oeaL-  wn. 
pump  to  res.  ft  dir.;  res.  cap.,  1.850.000  •gSI"- 
pump,  eng.,  cap.  d^y  172.800  gaU;  nuSl  Vt 
10  m.,  4  to  12  in.  dia.;  60  hyfT760  iS?*-  ^ 

S«  «aJ  '®*i?'  P««-.  <iora-  80  lbs.,  t  SO  Vb^'  ^ 
$6,600;  wks.  owned  by  Oo.  *  ^ 

bk.  ft  stn..  8  stor.;  priv.,  bk.  ft  staTs  rtS? 
wd.  rfs.  perm. ;  no  fwks.  ft  combt  onL :  caosM^ 
f.  mv.  F.  dept— 1  str.,  1  comb,  e  ft  h.  «?  4 
e  hand  ex..  1  h.  ft  1.  trie,  2  hose  car  •  k#iZ^2.# 
"»»>:  "°?»;,8Jl:x  «'000  ft;'f.M,^te~*ft**SS'.% 
ejjiip.,  $10,000;  exp.  dept.  $700;  tot   nwi:  So 

Water  Supply— Sre,  Bidley  Crtek.  f4  «.  baa 
c«t.;  ^a..  pump  to  res.  ft  .tdp.;  »tdn.^Mri5r 

1,250,000  gals.,  loe  in  borough;  3  pampl  w  «£ 
day,  2,000.000  «Ua  ;  maine.  e  L,  14lt,7to  It 
In.  dia.;  70  hyd.:  100  v.:  met.  18-  1  600  ^  • 
pipe,  lead;  pres.,  iom.  80  fba..  t  80  lU.-^^' 
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487,000  g&Ui.;  cost,  S162,000;  cost  mtce.,  $6,000; 
wkfl.  owned  by  borough. 

MERCER,  p.  2,020;  bldgs.,  wd.  &  bk.,  2  &  8 
stor.;  wd.  rfs.  not  penn.;  fwka.  ft  combt.  ord. 
F.  dept. — 1  h.  ft  I.  trk.,  2  hose  carts;  hose,  rub., 
gd.,  1,600  ft;  inf.,  60  ft.;  tot.  hose,  1,660  ft; 
tot  mem.,  60  vol. 

Water  Supply — Src,  creek,  %  m.  bus.  cent.; 
sys.,  pump  to  stdp.;  cap.,  76,000  gals.,  mat.  stl.; 
2  pump,  eng.,  class  trip,  ft  dup.,  cap.  day  160,000 

gafs.;  mains,  e.  i.,  4  m.,  4  to  6  in.  dia.;  88 
yd.;  12  v.;  800  serv.;  prcs.,  dom.  40  lbs.,  f.,  160 
lbs.;  cost,  $24,600;  cost  mtce.,  $3,000;  wks.  owned 
by  Co. 

MERCERSBURG,  p.  1,410;  f.  area,  130  a.; 
bidgs.,  bk.  ft  stn.,  2  ft  8  stor.;  priy.,  bk.  ft  stn., 
2  stor.;  wd.  rfs.  perm.;  fwks.  ord.;  cause  of  f.  inv. 
F.  dept. — 1  stm.  eng.,  2  hose  car.;  hose,  cot,  gd., 
2,000  ft;  f.  al.,  bell  ft  wh.;  val.  equip.,  $6,600; 
val.  bldgs.,  $6,000;  exp.  dept,  $100;  tot  mem.,  40 
▼ol. 

IWater  Supply — Src,  mountain  str.,  6  m.  bus. 
cent;  ^s.,  grav.;  res.  cap.,  4,000,000  gals,  day; 
mains,  c  i.,  8  m.,  4  to  12  in.  dia.;  26  hyd.;  6 
met;  pres.,  dom.  ft  f.,  80  lbs.;  cons,  day,  200,000 
gale.;  cost,  $80,000;  cost  mtce.,  $1,000;  wks. 
owned  by  Co. 

MESHOPPEN,  p.  680;  f.  area,  16  a.;  mere, 
bldgs.,  wd.  ft  bk..  2  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  oombt  ord.  F.  dept — 1 
h.  ft  I.  trk.,  1  hose  car.;  hose,  cot,  rub.  lined, 
gd.,  1,000  ft;  f.  al.,  bell;  vaL  equip.,  $1,200;  tot 
mem.,   80  voL 

Water  Supply — Src,  brook,  spr.  ft  dam,  IH  m* 
bus.  cent;  sys.,  dir.  pres.  ft  grav.;  res.  cap.,  260,- 

000  gals.;  mains,  c  i.,  8^  m.,  4  to  6  In.  dia.;  17 
hyd.;  100  serv.;  pipe,  galv.  i.;  f.  pres.,  66  lbs.; 
coat,  $18,000;  wks.  owned  by  Co. 

MEYERSDALE,  p.  8,741;  f.  area,  2,660  a.; 
mere,  bldgs.,  bk.,  4  stor.;  priv.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwkg.  ft  combt 
o(rd.;    causes   of  f.    inv.     F.   dept. — 2    c.  hand   ex., 

1  h.  ft  1.  trk.,  1  hose  wag.,  3  hose  car.;  hose,  oot, 
rub.  lined,  gd.,  2,000  ft;  f.  al.,  bell  ft  wh.;  val. 
equip.,  $4,000;  val.  bldgs.,  $6,000;  tot  mem.,  60 
vol. 

Watar  Supply — Src,  spr.,  3  m.  bus.  cent; 
aya.,  grav.*  res.  cap.,  6,000,000  gals.;  8  pump,  eng., 
cap.  day,  220,000  gals.;  mains,  c  i.,  14  m.,  2  to  8 
in.  dia.;  82  hyd.;  20  v.;  800  aerr,-,  16  met;  pipe, 

falv.    i.;   pres.,   dom.    ft   f.    50   to    126    lbs.;    coat, 
90,000;  cost  mtce.,  $2,000;  wks.  owned  by  Co. 

MIDDLEBURG,  p.  1,000;  f.  area,  820  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft 
combt.  on.;  causes  of  f.  inv.  F.  dept. — 1  hoae 
car.;  hoee  cot,  rdb.  lined*  gd.,  800  ft.;  f.  al., 
bell;  vaL  equip.,  $1,000;  tot  mem.,  20  vol. 

Watar  Supply — Mountain  strm.,  8,000  ft.  bus. 
cent;  sy*.*  grav.;  res.  cap.,  860.000  gals.;  mains, 
c  L,  8  m.,  4  to  8  in.  dia.;  20  hyd.;  14  v.;  pipe, 
galv.  ft  wrt  i.;  pres.,  dom.  86  to  106  lbs.;  f.  86 
to  106  lbs.;  cons,  day,  00,000  gals.;  cost  mtce., 
$76;  wks.  owned  by  priv.  Co. 

MIDDLETOWN.  p.  6,874;  f.  area,  640  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  bk.  ft  wd., 

2  ft  8  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
ft  combt  ord.  F.  dept. — 1  c  eng.,  8  hose  car.;  tot 
hose,  2,000  ft.;  f.  aL,  bell;  vaL  equip.,  $4,000; 
val.  bldgs.,  $8,000;  exp.  dept,  $600;  tot  mem., 
276  vol. 

Watar  Supply — Src,  spr..  Iron  Mine  Run,  8^ 
m.  bus.  cent.;  sys.,  grav.,  pump  to  stdp.  ft  dir.; 
atdp.  cap.,  260,000  gals.,  loc  cent,  of  town,  mat 
iron;  solid  masonry  dam,  cap.  48,000,000  gals., 
loc  in  ravine  8  m.  town;  1  pump,  eng.,  dass 
trip.,  cap.  day  1,000,000  gals.;  mains,  c.  i.,  10 
m.,  4  to  12  in.  dia.;  39  hyd.;  20  v.;  600  serv.; 
pres.,  dom.  60  lbs.,  f.  00  lbs.;  cost,  $200,000; 
wks.  owned  by  Co. 

MIDLAND,  p.  •6,000;  f.  area,  1,200  a.;  mere 
bldga.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd., 
1  ft  i2  stor.;  wd.  rfs.  perm,  in  f.  area.;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept — 2  hose 
reels,  1  h.  ft  1.  trk.;  hose,  cot,  nib.  lined,  gd., 
600  ft;  f.  aL,  bell;  val.  equip.,  $600;  val.  bldgs., 
$16,000;    exp.   dept,   $86;   tot.   mem.,    82   vol. 

Water  Supply — Src,  wells,  1  m.  bus.  cent; 
ays.,  pump  dir.;  6  pump,  eng.;  cap.  day,  60,000,- 
000  gals.;  26  hyd.;  prea.,  dom.  ft  f.  100  lbs.; 
wks.  owned  by  Co. 


MIDWAY,  p.   941.     F.  dept. — 1   c   eng.,   2  hose 

^"'•L*^?***\.*^  .*  ^-  ,7*«'  ^®*«»  <»*•»  "*•  lined* 
gd.,  860  ft;  f.  al.,  beU;  voL 

Watar  Supply — ^Not  reported. 

J^^^S^^i^^^^O,   p.    1,669;   mere   bldgs.,  bk.   ft 

rlnn^  **P**TV^  ?  ^  **-  2  hose  car.;  hose,. 
1»«£0  ft;  f.  al.,  beU;  tot  mem.,  60  voL 

Watar  8tippl)HHSrc.,  mounUin  strm.;  sys.,  grav.; 
res.    cap.,    94,276   gals.;    49   hyd.  »  "^    »  »       - 

Kii*"'^^J'*P^'*»  P-  ^^**  '•  ««*»  «*0  ».;  mere 
bldgs.,  bk.  ft  wd.,  2ft  8  stor.;  priv.,  wd.  ft  stn.,  2 

ord.;  causes  of  f.  inv.     F.  dept— 1  str.,  1  h.  ft  L 
trk.,   1  hose  wag.,   1  hose  car.,  2  hrs.;  hose,  cot. 

$8,000;   val.    bldgs.,    $600;    exp.    dept,    $60;    t?t 
mem.,  46  vol. 

Water  Supply— Src,  Macedonia  Run,  4%  m. 
bus.  cent;  sys.,  grav.;  res.  cap.,  400,000  gala.; 
"***"/a«^  Im  7  m,,  4  to  8  in.  dia.;  12  hyd.;  26 
VI  it^®  eery.;  pipe,  iron;  pres.,  dom.  76  lbs.,  f. 
76Jb8.;  cost,  $40,000;  wks.  owned  by  Co. 

MILFORD,   p    872.      F.   dept— 8   hose  reels,    1 

60;  vil        '     '         ^       ■*•  '•  *^*  *"*"•  *^*-  "**"»•' 

Water  Supply— Stdp.  cap.,  90,000  gals.;  mains, 

8  m.,  8  to  8  m.  dia.;  64  hyd.;  wks.  owned  by  city! 

Ki^^^'^K^^i^"?®'-  t    2»»84;    f.    area,    100    a.; 

^i3*^'i=?*^:i  * '^d.,  2  ft  8  stor.;  wd.  rfs.  perm.;  fwks. 

K    .F' ^^"P^-—^  hose^carts,  1  c  eng.;  hose,  oot., 

rub.  Imed    gd.,  1,600  ft;  f.  al.,  bell  ft  telp.;  ^?a£ 

SoTol.  '  '       '    '''^*    ^^^'    ^^'^®^'    tot^iem., 

Water  Supply—Src,  apr.  ft  wella,  2  m.  bua. 
cent;  ays.,  pump  to  res.;  res.  cap.,  600,000  gals.: 
3  pump,  eng.,  class  trip.,  cap.  day,  600,000  gals.: 
mains,  c  i.,  12  m.,  4  to  10  in.  dia.;  86  hyd.: 
15  met;  700  aerv.;  pipc,  galv.  i.;  pres.,  dom.  65 
lbs.,  f.  6o  to  70  lbs.;  cons,  day,  176.000  gals.: 
wks.  owned  by  priv.  Co.  »  6    ».. 

MILLERSTOWN,  p.  998;  f.  area,  480  a.;  mere 
bldgs.,  wd.,  2  stor. ;  priv  bk.  ft  wd..  2  stor. ;  wd. 
MS.   perm.;   fwks.  ft  combt.  ord.;   causes  of  f.   inv. 

1.000  ft.;  f.  al..  bell;  val.  equip..  $1,200;  exp, 
dept,  $100;  tot  mem.,  41  vol/  "^  *  '  '  '  '*»'• 
Water  Supply—Src,  spr.,  IH  m.  bus.  cent: 
ys.,  grav.  ft  pump;  res.  cap.,  226,000  gals.;  mains! 
2  m.,  8  to  6  in.  dia.;  14  hyd.;  90  serv.;  pipe,  c  i 
pres.,  f.  100  lbs.;  cost,  $8,000;  cost  mtce:,  $176; 
wks.  owned  by  city. 

MILLHAU.,    p.    1,043;    f.    area,    700    a.;    mere 
Ndgs..   bk.,    2    stor.:   priv.,   wd.,    2   stor.;    wd.   rfs. 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes  of  f.' 
V    •     ^-..l^P^VT"^  "*'^»  1  h.  ft  1.  trk.,  2  hose  car.: 

val.  bldgs.,  $1,000;  exp.  dept,  $75;  tot.  mem.,  U 
vol. 

Watar  Supply—Src.  strms.;  f.  pres.,  180  lbs. 

MILLVALE,  p.  7,861;  f.  area,  6,120  a.;  bldgs.. 
wd.  ft  bk.,  2H  ft  8  stor.;  wd.  rfs.  perm.;  fwksT  ft 
combt.  ord. ;  causes  of  f.  inv,  F.  dept.— 1  h.  ft  1. 
trk.,  HaUpway  f.  ex.  ft  hose  wag.,  8  reels,  1  hose 

f'^f^V.JcA^S^   ^■'•%  2   hrs.;   hose,   cot,   rub.   lined, 
J^'aaA*^®  ^'Jlvi*^'  0«»«wen,  10  bx.;  vaL  equip.^ 
6,000;    val.    bldgs.,    $16,000;    exp.    dept,    ^200; 
tot  mem,,  40  voL  «-  ,    ▼        , 

Water  Supply—Src,  riv.,  %  m.  bus.  cent;  sys., 
pump  to  res.;  res.  cap..  460,000  gals.,  loc  o» 
hiUslde;  2  pump.  eng..  cap.  day  4,000,000  gals.: 
mams,   c   i-.   7%    m     4   to   12  in.   dia.;   87  Tjyd.J 

IS/iL*  *V*^».n^'?^°  ■*^'  PlP«»  ^«»^J  P"»-»  dom! 
100  lbs.,  f.    180  lbs.;   cons,  day,   1,000,200  gals.; 

cost,  $160,000;  cost  mtce.,  $12,000;  wks.  owned 
by  borough. 

MILTON,  p.  7,460;  mere  bldgs.,  bk.,  2  ft  a 
stor.;  priv.,  wd.  ft  stn.,  2  ft  8  stor.;  wd.  rfs.  not 
perm.;   fwks.   ft   combt   ord.      F.   dept — 1   str.,    1 

e.  eng.,  26  c  hand  ex.,  4  hoae  wag.,  6  hose  car.,  » 
5ln'A"®*!®»  «>*•'"*•  lined,  gd.,  4,000  ft;  rub.,  gd., 
2.600   ft:   leather,   800   ft;   tot   hose,   6.800  It- 

f.  al.,  bell;  vaL  equip.,  $8,000;  val.  blrfga.,  $8,^ 
600;  exp.  dept,  $660:  tot  mem.,  80,  pd.  put 
time;  undrs.  rating,  third  dass. 

Watar  Supply—Src,  creek,  9  m.  bos.  cent;  aya.,. 
grav.,  pmnp  to  rea.;  res.  cap.,  2,000,000  gala.,  loc 
northeast  of  town;  2  pump,  eng.,  cap.  day  600.000 
gals.;  maina,  c  i.,  26  m.,  4  to  12  in.  dia.:  175 
hyd.;  100  v.;  met,  10;  1.200  serv.;  pipe,  gaJv.  1.; 
pres.,  dom.  60  lbs.,  f.  76  lbs.;  cons,  day,  1,000,000 
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SaIb.;  cost,  106,000;  cost  mice.,  |2,600;  wks. 
owned  by  Co. 

MINERS  MILLS,  p.  8,169;  f.  area.  1  sq.  m.; 
mere.  bldgB.,  wd.,  2  «tor.;  priv.,  wd.,  2  stor.;  wd. 
xfs.  not  perm,  in  f.  area;  fwks.  Acombt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  h.  &  1.  trk.,  1  hose  car..  1 
hose  wag.;  hose,  gd.,  2,000  ft.;  ini.,  600  ft.;  tot. 
hose,  2,600  ft.;  f.  al.,  telp.  ft  elec;  val.  equip.. 
^2,500;   val.   bldgs.,  $5,000;   tot.   mem.,   70  vol. 

MiNERSVILLE,  p.  7,240;  f.  area,  660  a.;  bldgs., 
wd.  ft  bk..  2  &  8  stor.;  wd.  rfs.  perm.;  no  fwks.  ft 
combt.  ord.  F.  dept. — 1  str.,  1  c.  eng.,  1  h.  ft  L 
trie,  8  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1,168 
ft.;  rub.,  gd.,  600  ft.;  inf.,  200  ft;  tot.  hose, 
1.068  ft.;  f.  al.,  wh.;  val.  equip.,  $6,800;  val. 
bldgs.,  $8,700;  ezp.  depL,  $700;  tot  mem.,  860 
▼oL 

Wattr  Supply — Src,  spr.,  4  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  100,000,000  gals.;  mains,  c.  i., 
16  m.,  4  to  14  in.  dia.;  40  byd.;  met,  86;  1,826 
•erv.;  pipe,  lead;  pres.,  dom.  120  to  140  lbs.,  f. 
166  lbs.;  cost,  $107,000;  cost  mtce.,  $8,000;  wks. 
owned  by  Co. 

MONACA,  p.   8,876;  mere,  bldgs.,  wd.     F.  dept 

1  hose  car.;  hose,  2,000  ft.;  f.  al.,  elec;  tot 
mem.,   20  vol. 

Water  Supply — Sys.,  pump.;  res.  cap.,  700,000 
gals.;  pump,  eng.,  cap.  day  2,000,000  gals.;  pres., 
dom.  142  lbs.;  wks.  owned  by  city. 

MONONQAHELA  CITY,  p.  7,608;  f.  area,  200 
a.;  mere,  bldgs.,  bk.,  1  to  6  stor.;  priv.,  stn..  bk. 
ft  wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
ord.;  causes  of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  1 
hose  wag.,  2  hose  cart,  2  nrs.;  hose,  cot.,  rub. 
lined,  gd.,  2,500  ft;  f.  al.,  wh.,  10  bz.;  val. 
equip.,  $2,000;  val.  bldgs.,  $5,000;  exp.  dept, 
$000;  tot  mem.,  45  vol. 

Watar  Supply — Src.  riv.,  94  m.  bus.  cent;  sys., 
pump  to  res.  ft  dir.;  res.  cap.,  2,000,000  gals,  loc.  1 
-m.  south  of  city;  5  pump,  eng.,  class  comp.  dup., 
oap.  day  6,000,000  gals.;  mains,  c.  i.,  18  m.,  8 
to  12  in.  dia.;  50  hyd. ;  pres.,  dom.  120  lbs.,  f. 
120  lbs.;  cons,  day,  2,000,000  gals.;  cost,  $266,* 
■000;   cost  mtce.,   $8,000;   wks.   owned  by  Co. 

MONESSEN,  p.  11,776;  f.  area,  860  a.;  mere 
hldgs.,  stn.,  bk.  ft  wd.,  1  to  4  stor.;  pr.v.,  wd.,  2^ 
■•tor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 6  c.  hand  ex.,  4 
hose  carts;  hose,  cot,  rub.  lined,  gd.,  6.000  ft.; 
inf..  200  ft;  tot  hose,  6,200  ft.;  f.  al.,  wh.;  val. 
equip.,  $6,000;  val.  bldg?.,  $7,000;  exp.  dept, 
$140;  tot   mem.,  60  vol. 

Water  Supply — Src,  riv.,  2  m.  bus.  cent;  sys., 
pump  to  stdp. ;  stdp.  cap.,  1,500,000  gals.;  reit. 
cap.,  5.000,000  gals.;  6  pump,  eng.;  cap.  day, 
0,000,000  gals.;  mains,  20  m.,  4  to  20  in.  dia.; 
87  hyd.;  met,  550;  2.200  serv.;  pipe,  lead;  pres., 
dom.  ft  f.  115  lbs.;  cons,  day,  2,000,000  gals.; 
wks.   owned  by  Co. 

MONTGOMERY,  p.  1,400;  f.  area,  886  a.;  bldgs., 
bk.,  stn.  ft  wd. ;  wd.  rfs.   perm.     F.  dept. — 1   str., 

2  hose  car.;  hose,  gd.,  1,200  ft;  inf.,  200  ft; 
tot.  hose,  1,400  ft;  f.  al.,  bell;  tot.  mem.,  47 
vol.;  exp.  dept,  $450.  • 

Water  Supply — Src,  wells;  sys.,  pump  to  res.; 
res.  cap.,  1,000,000  gals.;  pump,  eng.;  mains,  6 
m. ;  26  hyd.;  cons,  day,  120,000  gals.;  pres.,  dom. 
ft  f.  07  lbs.;  cost  mtce..  $1,175;  wks.  owned  by  Co. 

MONTOURSVILLE.  p.  1,004;  f.  area,  700  a.; 
mere  bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  bk.  ft  wd..  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;   causes   of  f.    inv.      F.   dept. — 1   h.   ft  1.   trk., 

3  hose  carts;  hose,  cot.,  rub.  lined,  gd.,  1,360  ft; 
f.  al.,  bell  ft  wh.;  val.  equip.,  $8,000;  tot.  mem., 
48  vol. 

Water  Supply — Src,  spr.,  IH  m.  bus.  cent;  ays., 
grav.,  pump  dir.;  res.  cap.,  750,000  gals.;  pump, 
eng.,  clausB  dup.;  mairus,  c.  i.,  6  m.,  4  to  10  in. 
dia.;  60  hyd.;  40  v.;  457  sen-. ;  nres.,  dom.  ft  f.,  54 
lbs.;  cost,  $50,262;  cost  mtce.,  $1,200;  wks.  owned 
by   borough. 

MONTROSE,  p.  1,014;  f.  area,  820  a.;  mere, 
bldgs.,  wd.  ft  bk.,  2  stor.;  priv.,  wd.,  '2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt.  ord.  F.  dept — 2 
hand  eng.,  2  c  eng.,  1  h.  ft  1.  trk.,  2  bote  car.; 
hose,  rub.,  gd.,  1,800  ft;  f.  al.,  bell;  val.  equip., 
$6,600;  val.  bldgs.,  $4,000;  tot  mem.,  160  vol. 

Water  Supply — Src,  lake,  1  m.  bus.  cent;  sys.. 
pump  to  res.;  res.  cap.,  8,000,000  gals.;  2  pump, 
eng.,  cap.  day,  800,000  gals.;  maina,  iron.  7^  m.. 


4  to  8  in.  dia.;  24  hyd.;  82  v.;  met,  8;  250 
serv.;  pres..  dom.  100  lbs.,  f.  116  lbs.;  cons,  day, 
800,000  gala  ;  cost,  $400,000;  cost  mtce.,  $2,500; 
wka.  owned  by  Co. 

MOOSIC,  p.  3,064;  f.  area,  2.560  a.;  bldgs., 
wd.,  2  stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt 
ord.;    oauses    of    f.    inv.      F.    dept — ^2    hose   car., 

1  comb,  c  ft  h.  wag.,  8  c  hand  ex.,  2  hose  wag., 

2  hrs.;  hose,  cot.,  rub.  lined,  gd..  1,600  ft;  f.  al.. 
bell.;  val.  equip.,  $1,600;  val.  bldgs.,  $700;  exp. 
dept,    $464;    tot    mem.,    80    vol. 

Water  Supply — Src,  spr.  ft  brook;  ays.,  pump  to 
res.;  res.  cap.,  1,250,000  gala.;  pump.  eng..  can. 
day  1,000.000  gals.;  mains,  12  m.,  4  to  12  in. 
dia.;  21  hyd.;  pres.,  dom.  70  lbs.,  f.  140  lbs.; 
cost,  $64,000;  wks,  owned  by  Co. 

MOORES,  p.  2,000:  f.  area,  1  aq.  m.  F.  dept.— 
c  hand  ex.,  1  comb,  hoee  ft  c  wag.,  1  hose  reel,  1 
hoee  car.,  1.300  ft  hose;  val.  equip.,  $600;  vaL 
bldgs.,  $13,600;  exp.  dept,  $1,200;  tot.  mem..  155 
vol. 

Water  Supply— Src.  Springfield  Water  Co.;  sys,. 
grav.;  20  hyd.;  2  v.;  pres.,  dom.,  60  to  80  Ibi; 
wks.   owned   by   priv.  Co. 

MORRISVI-LLE,  p.  2,002.  F,  dept — 4  c  hand 
ex..  1  h.  ft  1.  trk.,  1  auto,  hose  wag.,  1  hose 
car.;  hose,  cot.,  rub.  lined,  gd.,  1,200  ft;  viL 
equip.,  $2,000;  val.  bldga..  $1,000;  tot  mem., 
7o  vol.;  undrs.  rating,  second  dasa. 

Water  Supplyu.-Src,  Delaware  Rir.;  tyu.,  stdp.; 
2  pump.;  prea.,  dom.  60  lbs.;  coat.  $41,224;  wks. 
owued  by  town. 

MORTON,  p.  1,000;  f.  area,  50  a,;  mcra  Udn., 
bk.,  3  stor.;  priv.,  wd.,  2H  stor.;  wd.  rfs.  permTra 
f.   area;    fwks.   ft  combt   ord.;   causes  off.   inv.    F. 

ft  1.  tik.,  1  hose  wag..  1  ho«e  car.;  hoac,  cot,  reb. 
Itased,  gd.,  1.000  ft;  inf.,  300  ft;  tot  hOM,  1.100 
Itvik  »l:»^o«U;  val.  equip.,  $2,500;  val.  bldgs.. 
$8,000;  tot  mem.,  80  voL;  ondra.  imtii^,  third 
olaaa. 

Walar  Supply — Src,  Springfield  Water  Oa 
MT.  CARMEL.  p.  17,632;  f.  area,  2%  sq.  m.; 
mere,  bldm.,  stn..  bk.  ft  vrd..  1  to  4  etor.;  priv., 
bk.  ft  wd.,  2%  stor.;  wd.  rfa.  not  peim.  in  f. 
area;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  K 
dept — 1  auto.  comb,  c  ft  h.  trk.,  2  str.,  2  c 
*°?*  ,f  ^i  ^^  **•'  ^  ^^^  *=»'••  •  *>"•;  bose,  cot., 
ri^.- «l!^®**'  f^'  *'^^®  '*••  '•  *»•.  «-*>•;  vaJ  equip., 
$26,000;  val  bldga.,  $26,000;  exp.  dept.,  $2,500; 
tot  mem.,  380,  3  pd.  full  tme,  377   toL 

Water  Supply — Src,  spr.  ft  weUs.  1%  m.  bos. 
cent;  ays.,  gray.;  res.  cap.,  0,000.000  gals.:  1 
pump,  eng.,  cap.  day  326.000  gals.;  mains,  c  L. 
16  m.,  2  to  10  in.  dia.;  70  hyd.;  140  v.;  met, 
850;  4,000  aerv.;  pipe,  galv.  i.;  pres,,  dom.  60 
lbs.;  cons,  day,  600,000  gala.;  wks.  owned  by 
priv.   Co. 

MT.  HOLLY  SPRINGS,  p.  1,272;  t  area.  400 
a.;  mere  bldgs.,  stn.,  bk.  ft  wd..  1  to  S  stor.;  priv, 
stn.,  bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm.;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept — 1  h.  ft 
1.   trk.,   1   hose  wag.,   1  hoae  car.;  hoee,  cot,  n*u 

600;  val.  bldgs.,  $8,000;  exp.  depL,  $82;  toL 
mem.,  70  vol. 

Water  Supply — Src,  apr.,  8  m.  bus.  cent;  ays.. 
grav.;  rea.  cap.,  600,000  gala.;  naeiiia,  c  L,  I 
m..  4  to  10  in.  dia,;  26  hyd.;  5  ▼.;  80  aerv.; 
pipe,  galv.  i.;  prea.,  dom.  66  Iba.,  £.  70  Iba.;  wks. 
owned  by  Co. 

MT.  JEWETT.  p.  1,771;  mere  bldgs..  bk.  ft  wL 
F.  dept. — 2  hose  car.;  hoae,  1,600  ft;  L  sL,  dec; 
tot.  mem.,  102  toL 

Water  Supply — Src,  apr.,  8  wells;  sars.,  pimp.; 
rea.  cap.,  16,000  bbla.;  pump,  eng.,  csp.  800  g^ 
min. 

MT.  JOY.  p.  2,166;  f.  area,  50  a.;  bldg&,  bL 
ft  wd.,  2  ft  3  etor.;  wd.  rfa.  perm.  F.  dept — 6  c 
hand  ex.,  1  comb,  c  ft  hose  trk.,  1  gssoline  a^^ 
8  hose  car.;  hose,  cot,  rub.  lined,  gdL,  2.000  fi.: 
inf.,  600  ft;  tot  hose.  2,600  ft.;  f.  aL.  bell:  «aL 
equip.,  $6,600;  val.  bldffs.,  $4,000;  cxpi  dept. 
$126;   tot.  mem.,  60  vol. 

Water  Supply — Src,  creek,  1  an.  bm.  east; 
ays.,  pump  to  res.;  rea.  cap..  750.000  gala.;  pomp, 
eng.,  dasa  comp.  non-cond.,  cap.  day  1.000,000 
gala.;  maina,  c  i..  4  m.,  4  to  12  in.  dU.;  82  kyd.; 
87  v.;  met,  1;  400  serr.;  pipe,  galT.  L:  prai.,  deis. 
46  lbs.,  f.  46  Iba.;  cost  $50,000:  cost  Bstee., 
$2,800;  wka.  owned  by  city. 
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MT.  OLIVER,  p.  4,241.  F.  dept.— 1  h.  ft  L 
trk.,  1  c.  eng.,  1  hose  reel;  hose,  700  ft.;  tot. 
mem.,  80  %ol. 

Water  Supply — Src.,  riv.,  4  m.  bus.  cent.;  syt., 
pump  to  res.;  res.  cap.,  5,700,000  gala.;  2  pump, 
eng.,  cap.  day  8,000,000  gals.;  mains,  c.  i.,  11 
m.,  4  to  80  in.  dia.;  20  hyd.;  met.,  5;  890  serv.; 
pipe,  lead;  pres.,  dom.  86  lbs.,  f.  86  lbs.;  wks. 
owned  by  Co. 

MT.  PLEASANT,  p.  6,812;  f.  area,  200  a.; 
mere,  bidgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd.,  2 
•tor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  auto  c.  eng.,  1  <»mb.  c.  ft 
hose  wag.,  6  c.  hand  ex.,  2  hand  eng.,  1  h.  ft  1.  trk., 
1  aer.  trk..  1  hose  wag.,  8  hose  car.;  hose,  cot., 
rub.  lined,  gd..  2,000  ft.;  inf.,  800  ft.;  tot.  hose, 
2,800  ft.;  f.  aL,  elec,  15  bx.;  val.  equip.,  $8,000; 
vaL  bldgs.,  |1,600;  exp.  dept.,  $1,080;  tot.  mem., 
55,  pd.  full  time  1,  pd.  part  time  8,  vol.  51. 

Water  Supply — Src,  creek;  sys.,  pump  to  res. 
ft  stdp.;  stdp.  cap.,  800,000  gals.;  res.  cap.,  8,000,- 

000  gals.;  pump,  eng.,  cap.  day  4,600,000  gals.; 
mains,  8  m.,  4  to  16  in.  dia.;  00  hyd.;  20  v.; 
1,200  serv.;  pres.,  dom.  46  lbs.,  f.  100  lbs.;  wks. 
owned  by  Co. 

MT.  UNION,  p.  8,888.  F.  dept. — 1  c.  eng.,  1 
h.   ft  1.  trk.,   1,200  ft.  hose,  mem.,  62  vol. 

Watar  Supply — Src,  Jack's  Spring,  2  m.  bus. 
cent.;  sys.,  grav.  ft  pump;  Jack  Spring  Bun  res. 
cap.,  60,000  gals.;  Dark  Hollow  Rim  res.,  1%  m. 
bus.  cent.,  cap.  1,000,000  gals.;  Lucy  Funeace 
Run  res.,  1%  m.  bus.  cent.,  cap.  80,000  gals; 
atrm.,  1%  m.  bus.  cent.,  res.  cap.  180,000  gals.; 
Singer  Gap  Creek,  6  m.,  intake  cap.  40,000  gala., 
rea.  cap.  60,000  gals.;  mains,  c.  1.;  16  m., 
12  to  4  in.  dia.;  67  hyd.;  80  met.;  860  serv.; 
pipe,  galv.  i.;  pres.,  dom.  ft  f.  60  to  120  lbs.; 
cons,  day,  200,000  gals;  cost,  $100,000;  wks. 
owned  by  priv.  Co. 

MUNCY,  p.  1,904;  f.  area,  400  a.;  mere  bldgs., 
bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  peim.;  fwks.  ord.;  causes  of  f.  inv.  F. 
<)ept. — 1  str.,  1  hand  eng.,  1  h.  ft  1.  trk.,  8  hose 
car.;  hose,  rub.,  gd.,  1.500  ft.;  f.  al.,  wh.;  val. 
«qu.p.,  $4,600;  tot.  mem.,  130  vol. 

Watar  Supply — Src,  strm.,  8%  m.  bus.  cent.; 
«ys..  grav.  ft  pump  dir.;  rea.  cap.,  2,000,000  gals.; 
pump,  eng.,  cap.  day  600,000  gals.;  mains,  11 
m.,  4  to  12  in.  dia.;  84  hyd.;  85  v.;  met..  10; 
190  serv.;  pres.,  f.  75  lbs.;  cost,  $148,516;  cost 
mtce.,   $600;   wks.   owned  by   Co. 

MUNHALL,  p.  6,186.  Has  f.  dept.  ft  auto, 
senr.,  8  f.  companies,  ft  gd.  water  sj's. 

NANTICOKE,  p.  18,877;  f.  area,  8,000  a.; 
mere,  bldgs.,  6tn.,  bk.  ft  wd.,  1  to  8  stor.;  priv., 
■tn.,  bk.  ft  wd.,  2  to  2^  stor.;  wd.  rfs.  not  perm, 
in  f.  area;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  auto.  comb.  c.  ft  h.  trk.,  1  h.  ft  1. 
trk.,  2  c  hand  ex.,  1  comb,  c  ft  h.  wag..  8  hose 
carU,  4  hrs.;  hose,  cot,  rub.  lined,  gd.,  8,000  ft.; 
inf..  10,000  ft.;  tot.  hose.  18,000  ft.;  f.  al.,  wh., 
Gamewell  ft  telp.,  18  bx.;  val.  equip.,  $18,690; 
val.  bldgs.,  $86,421;  exp.  dept.,  $2,000;  tot.  mem., 
180,  pd.  part  time. 

Water  Supply — Src,  creek,  supplying  also  Alden, 
West  Nanticoke,  Avondale,  Stems  ft  Glenlyon,  5 
nn.  bus.  cent.;  ays.,  grav.  ft  pump  to  res.;  rea.  No. 

1  cap.,  8.000,000  gals.;  res.  No.  2  cap.,  20.000.000 
^s.,  loc  8  m.  pump.;  4  pump,  eng.,  class  dup., 
cap.  day  4,708,800  gals.;  mains,  c  i.,  90  m..  8 
to  20  in.  dia.;  185  hyd.;  850  v.;  met.,  200; 
4,800  serv.;  pipe,  galv.  i.;  pres.,  dom.  42  lbs.. 
f.  126  lbs.;  cons,  day,  4,000.000  gals.;  wks.  owned 
by  Co. 

NARBERTH,  p.  1,790;  f.  area,  600  a.;  mere 
bldgs.,   bk.,    2    to   8   stor.;   priv.,    bk,.   stn.   ft   wd., 

2  to  8  stor.;  wd.  rfs.  perm,  .'n  f.  area;  no  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  c. 
«ng..  6  c  hand  ex..  1  h.  ft  1.  trk.,  1  hose  cart; 
hose,  cot.,  rub.  lined,  gd.,  1,100  ft.;  inf..  850  ft.; 
tot.  hose,  1,450  ft.;  f.  al.,  bell;  val.  equip..  $2,- 
300;  val.  bldgs.,  $10,000;  exp.  dept..  $200;  mem., 
vol.,  pd.  part  time  1;  undrs.  rating,  second  class. 

Water  Supply — Src,  wells.  %  m.  bus.  cent.; 
ays.,  grav.;  stdp.  cap.,  260,000  gals.,  mat.  stl.; 
res.  cap.,  8,000,000  gals.;  mains,  6  m.,  6  to  8 
In.  dia.;  74  hyd.;  pipe,  iron;  pres.,  dom.  40  lbs., 
f.  40  lbs.;  wka.  owned  by  priv.  Co. 

NATRONA,  p.  8,460;  f.  area,  260  a.;  mere 
bldga.,  bk.  ft  wd.,  2  ft  8  stor. ;  priv.,  bk.  ft  wd.,  2  ft  8 
«tor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.;  causes 


of  f.  inv.  F.  dept. — 12  c.  hand  ex.,  1  h.  ft  1. 
trk.,  8  hoae  car.;  hoae,  cot.,  rub.  lined,  gd.,  2,600 
ft.;  inf.,  200  ft.;  tot.  hoae,  2,700  ft.;  f.  al., 
Oamewell  elec,  21  bx.;  val.  equip,  ft  bldgs.,  $17,- 
000;  tot.  mem.,  100  voL 

Watar  Supply — ^Src,  apr..  ^  m.  bua.  oent.;  aya., 
grav.;  rea.  cap.,  80,000  gala.;  maina,  c  ft  wrt  i., 
4  m.,  2  to  4  in.  dia.;  16  hyd.;  met.,  2;  214 
aerv.;  pipe,  galv.  ft  wrt.  L;  prea.,  dom.  60  lbs., 
f.  100  Iba.;  coat,  $20,000;  wka.  owned  by  Co. 

NAZARETH,  p.  8,078;  f.  area,  640  a.;  bldga., 
bk.,  stn.  ft  wd.;  wd.  rfa.  not  perm.  F.  dept. — 2 
hand  eng.,  1  c  eng.,  1  h.  ft  1.  trie.,  8  hoae  car.; 
hose,  gd.,  2,260  ft.;  f.  al.,  Gamewell,  7  bx.;  exp. 
dept.,  $11,000;  tot.  mem.,  110,  pd.  part  time  2, 
vol.  108. 

Water  Supply — Src,  apr.  ft  wells,  5  ft  18  m. 
bus.  cent.;  sys.,  grav.;  rea.  cap.,  1,250,000  gala.; 
7  pump,  eng.;  cap.  day,  8,888,000  gals.;  maln.s, 
iron,  29  m.,  4  to  10  in.  dia.;  82  hyd.;  70  met.; 
1,860  serv.;  pipe,  iron;  pres.,  dom.  ft  f.  60  to  100 
lbs.;  cons,  day,  800,000  gala.;  cost,  $800,000; 
cost  mtce.,  $8,000;  wka.  owned  by  priv.  Co. 

NESOOPEOK,  p.  2,000;  f.  area,  60  a.     F.  dept 

1  comb.  c.  ft  h.  wag.,  1  h.  ft  1.  trk.,  buckets,  hooka, 
chains  ft  ropes,  etc;  f.  al.,  bell;  val.  equip., 
$1,500;  val.  bldgs.,  $2,000;  exp.  dept..  $150;  tot. 
mem.,  62  vol. 

Water  Supply — Src,  well;  sys.,  pump.;  100  hyd. 

NESQUEHONINQ,  p.  4.600;  f.  area,  100  a.      F. 

dept. — 1  hose  cart,  1  h.  ft  1.  trk..  1,200  ft.  hoae; 
f.  al.,  bell;  val.  equip.,  $2,025;  val.  bldgs.,  $8,000; 
tot.  mem.,    106  vol. 

Watar  Supply — Src,  rea. 

NEW  .ALBANY,  p.  418;  mere  bldga.,  atn.  ft  wd., 

2  ft  8  ator. ;  priv.,  wd..  2  ator. ;  wd.  rfs.  perm,  in 
f.  area;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 2  hose  reels;  hoae,  cot.,  rub.  lined,  gd., 
700  ft.;   f.   al.,  bell;   val.   equip.,   $1,000;   26   vol. 

Water  Supply — Stdp.  cap.,  400.000  gala.;  aya., 
grav.;  prea.,  80  lbs.;  maina.  4  to  6  In.  dia.;  10 
hyd.;  wks.  owned  by  city. 

NEW  BETHLEHEM,  p.  1.626;  f.  area,  100  a.; 
mere  bldgs..  bk.  ft  wd.,  2  ft  8  ator.;  priv.,  wd. 
ft  bk.,  2  8tor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 2  c  eng.,  1  h.  ft  1. 
trk.,  2  hose  carts;  hose,  cot.,  rub.  lined,  gd.,  1,700 
ft.;  inf..  800  ft.;  tot.  hose,  2,000  ft.;  f.  al..  wh.; 
val.  equip.,  $4,600;  exp.  dept.,  $860;  tot.  mem.,. 
60  vol. 

Water  Supply — Src,  creek,  250  ft.  bua.  cent.; 
aya.,  pump  to  rea.  ft  grav.;  res.  cap.,  226,000  gala.; 
1  pump.  eng..  class  ir  p.,  cap.  day  702,720  gals.; 
mains,  c  i.,  14  m.;  27  hyd.;  26  v.;  met.,  80;  250 
serv.;  pipe,  galv.  i.  ft  lead;  pres..  dom.  86  lbs.,  f. 
86  lbs.;  cons,  day,  100,000  gals.;  cost,  $20,000; 
cost  mtce.,  $1,800;  wks.  owned  by  Co. 

NEW  BLOOMFIELO,  p.  1,000.  F.  dept— Not 
reported. 

Water  Supply — Src,  apr.,  1^  m.  bus.  cent.; 
sya.,  grav.;  rea.  cap.,  60,000  ^a.;  maina,  1^ 
m.;  18  hyd.;  4  v.;  pipe,  iron;  prea.,  dom.  40  lbs., 
f.   40  Iba.;  cost,  $16,000;  wka.  owned  by  Co. 

NEW    BRIGHTON,    p.    8,829;    f.    area.    670    a.; 

mere  bldgs..  bk.  ft  wd.,  2  to  6  stor.;  priv.,  bk.  ft 
wd.,  2  htor. ;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 8  c 
hand  ex.,  1  auto.  comb,  c  ft  h.  trk.,  1  h.  ft  L 
trk.,  2  hose  wag.,  3  hose  car.,  5  hrs.;  hose,  cot., 
rub.  lined,  gd.,  4,200  ft.;  f.  al..  bell  ft  telp.;  val. 
equip..  $14,000;  val.  bldgs.,  $20,000;  exp.  dept., 
$3,000;  tot.  mem.,  60  vol.;  undrs.  rating,  first  class. 
Water  Supply — Src.  riv..  8  m.  bus.  cent.;  sya., 
pump  to  res.  ft  dir.;  res.  cap.,  2,000,000  gala.; 
8  pump,  eng.,  cap.  day  19,000.000  gale.;  mains, 
c  i.,  20  m.,  2  to  16  in.  dia.;  89  hyd.;  150  v.;  met, 
76'8;  750  serv.;  pipe,  lead;  pres.,  dom.  ft  f..  140 
lbs.;  cong.  day,  2.000,000  gals.;  cost,  $2-85,000; 
cost  mtce.,  $20,000;  wks.  owned  by  B.  V.  W.  Co. 

NEW  CASTLE,  p.  86,280;  f.  area,  4,860  a.; 
mere  bldgs.,  bk.  ft  stn.,  2  ft  7  stor.;  priv.,  bk. 
ft  wd.,  2  ator.;  wd.  rfa.  not  perm.;  fwka.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  chiera  auto.,  2 
auto.  comb,  c  ft  hose  wag.,  1  trip.  comb.  auto, 
equipped  with  1.000  ft.  2^  in.  hoee,  laddera,  1  c. 
tk..  160  ft.  c.  hose.  1  c  eng..  19  c.  hand  ex.,  1 
deluge  set,  1  h.  ft  1.  trie.,  1  aer.  trk.,  1  hoae  wac., 
4  comb,  c  ft  hose  wag.,  14  hrs.;  hose,  cot.,  rub. 
lined,    gd.,    10,000   ft.;    f.    al.,   Gamewell,   68   bs.; 
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.▼al.  equip.»  $66,000;  val.  bldgs.,  $60,000;  exp. 
dept.,  $28,660;  tot.  mem.  215,  pd.  full  time  23, 
192  Tol. 

Water  Supply — Src.,  Shenmngo  Riv.,  IH  m-  bus. 
cent.;  sys.,  pump  to  stdp.;  stdp.  cap.,  225,000 
gaU.;  dtai.,  40  x  60;  mat.,  stL;  res.  cap.,  8,000.- 
000  gale.,  loc  %  m.  station;  8  pump,  eng.,  cap. 
day  81,000,000  gals.;  mains,  c.  i.,  62  m.,  4  to 
20  in.  dia.;  869  nyd.;  478  v.;  met.,  6,205;  8,186 
serv.;  pipe,  lead,  iron;  pres.,  dom.  116  lbs.;  cons, 
day,   655,000  gals.;  wks.   owned  by  Co. 

NEW  CUMBERLAND,  p.  1,472;  bldgs.,  1  to  8 
■tor.,  mostly  wood.  F.  dept. — 1  hose  car.,  1  hose 
reel;  hose,  cot.,  rub.  lined,  gd.,  760  ft.;  f.  al.,  bell. 

Water  Supply — Src.,  spr.,  8  m.  bus.  cent.;  sys., 
grav.;  res.  cap.,  4,000,000  gals.;  mains,  c.  L,  2^ 
m.;  20  hyd.;  150  serv.;  pres.,  f.  90  lbs.;  cost, 
$86,000;  wks.  owned  by  Co. 

NEW  HAVEN,  p.  2,000.  Consolidated  with  Con- 
nellsville. 

NEW  HOLLAND,  p.  1,106;  f.  area,  100  a.;  mere 
bldgs^,  blc  A  wd.,  2  ft  8  stor.;  priv.,  bk.  &  wd.,  2 
stor.;  no  fwks.  St  combt.  ord.  F.  dept. — 19  c 
hand  ex.,  1  h.  ft  1.  trk.,  1  hose  cart;  %'al.  equip., 
$480;  val.  bldgs.,  $150;  tot.  mem.,  76  toL 

Water  8upply---Src.,  spr.,  8  m.  bus.  cent.;  sys., 
grav.;  res.  cap.,  900,000  gals.;  mains,  c.  i.,  7 
m.,  4  to  10  in.  dia.;  met,  25;  250  serv.;  pipe, 
galv.  L;  pres.,  dom.  56  lbs.,  f.  60  lbs.;  cost, 
$25,000;   wks.   owned  by   Co. 

NEW  HOPE,  p.  I,0v't8;  f.  area.  1  m.  so.;  mere, 
bldgs.,  stXL  A  bk.,  2%  stor.;  priv.,  wd.  ft  bk.,  2>/^ 
stor.;  wd.  rfs.  perm.;  no  fwks.  ord.  F.  dept. — 1 
str.,  2  hose  car.;  hose,  gd.,  1,100  ft;  bell  al.; 
vaL  equip.,  $5,000;  val.  bldgs.,  $4,500;  ezp.  dept, 
$450;  tot.  mem.,  60  voL 

Water  Supply---Src.,  canal,  riv.  ft  mili-dam. 

NEW  KENSINGTON,  p.  7,707;  f.  area,  1,200  a.; 
mere  bldgs.,  btn.,  bk.  ft  wd.,  1  to  4  stor.;  priv., 
bk.  ft  wd.,  2  stor.;  fwks.  ft  combt.  ord.;  causes 
f.  fnv.  F.  dept. — 4  c.  hand  ex.,  1  h.  ft  1.  trk., 
8  hose  wag.,  1  hose  cart;  hose,  cot,  rub.  lined, 
gd.,  8,900  ft;  f.  al.,  bell  ft  wh.;  vaL  equip.,  $6.- 
500;  vaL  bldgs.,  $16,000;  exp.  dept,  $400;  tot 
meoL,  16  voL 

Water  Supply — Src,  Allegheny  Riv.,  12  m.  bus. 
cent;  sys..  grav.;  res.  cap.,  10,000,000  gals.,  loc 
800  ft.  above  bus.  cent;  pump,  eng.,  cap.  day 
7,000,000  gals.;  mains,  c  i.,  22  m.,  4  to  20  in. 
dia.;  55  hyd.;  100  v.;  pipe,  lead;  pres.,  dom.  60 
lbs.,  f.  126  lbs.;  cost,  $226,000;  cost  mtce., 
$2,400;  wks.  owned  by  Co. 

NEW  MILFORD,  p.  654.  F.  dept — 1  hose  reeL  1 
h.  ft  1.  trk.;  hose,  cot,  rub.  lined,  gd.,  800  ft; 
inf.,  200  ft;  tot  hose,  1,000  ft;  f.  al.,  bell;  vaL 
equip.,  $1,000;  val.  bldgs.,  $2,000;  exp.  dept, 
$100;  tot.  mem.,  80  vol. 

Water  Supply — Sys.,  grav.;  stdp.  cap.,  85,000 
gals.;  mains,  8  m.,  4  to  8  in.  dia.;  26  hyd.;  pres., 
68  lbs.;  wks.  owned  by  city. 

NEW  OXFORD,  p.  889;  f.  area,  ^00  a.;  bldgs., 
bk.,  2  ft  8  stor.;  shingle  rfs.;  fwks.  ord.;  f.  iuv. 
F.  dept — 1  hose  car.,  2,000  ft.  hose;  f.  al.,  bell; 
vaL  equip..  $1,000;  vaL  bldgs.,  $1,000;  tot  mem., 
60  voL 

Water  Supply — Src,  creek,  H  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  120,000  gals.,  dim. 
16  X  18,  mat.  iron;  1  pump,  eng.,  cap.  day  180,- 
000  gak.;  mains,  iron,  8^  m.,  1  to  8  in.  dia.;  80 
hyd.;  21  v.;  132  serv.;  pres.,  dom.  42  lbs.,  f.  46 
lbs.;  cons,  day,  80,000  gals.;  coat  $82,000;  cost 
mtce.,  $1,200;   wks.   owned  by  borough. 

NEW  PHILADELPHIA,  p.  2,600.  F.  dept.—2 
hose  reels,  1  h.  ft  1.  trk.,  800  ft  hose;  f.  al., 
bell;  vaL  equip.,  $1,000;  vaL  bldgs.,  $4,000;  tot 
mem.,   40   voL 

Water  Supply — Mains,  1  m.,  8  in.  dia.;  8  hyd.; 
wks.   owned  by  priv.  Co. 

NEWPORT,  p.  2,009;  f.  area,  126  a.;  mere, 
bldgs.,  bk..  2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.  F.  dept. — 1  h.  ft  1.  trk.,  1  hose  car.; 
hose.  cot.  rub.  Imed,  gd.,  1.200  ft;  vaL  equip., 
$1,800;  vaL  bldgs.,  $8,000;  tot  mem.,  60  voL; 
undrs.  rating,  third  class. 

Water  Supply — Src,  mounUin  spr.,  8H  m.  bus. 
cent;  sys.,  grav.;  res.  cap..  1.200,000  gals.;  mains, 
c  L,  7  m.,  4  to  10  in.  dia.;  26  hyd.;  827  serv.; 
pipe,  galv.  L;  pres..  dom.  95  lbs.,  f.  124  lbs.:  cost, 
$40,000;  cost  mtce.,  $400;  wks.  owned  by  Co. 


NEWTOWN,  p.  1,676;  f.  area.  800  a.;  mere, 
bldgs.,  wd.,  2%  ttor.;  priv.,  wd..  2%  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt  ord.;  causes  of  f.  not 
inv.  F.  dept — 1  str..  1  hand  eng.,  4  c.  ei..  1 
h.  ft  L  trk..  2  hose  reels;  hose,  cot,  nib.  lined, 
gd.,  2,000  ft;  rub.,  gd.,  400  ft;  inf.,  300  ft; 
tot.  hose,  2,700  ft;  f.  al.,  bell  ft  wh.;  exp.  dept. 
$500;  tot.  mem.,  50  vol. 

Water  Supply-— Src,  wells;  sys,,  pump  to  r«,; 
res.  cap.,  650,000  g^s.;  pump,  eng.,  ctp.  day 
800,000  gals.;  mains,  c  L,  6  m.,  8  to  S  in.  dia.; 
48  hyd.;  16  v.;  200  serv.;  pipe,  lead;  pres.,  dom. 
86  lbs.,  f.  60  lbs.;  cost  $80,000;  cost  mice., 
$1,200;  wks.  owned  by  Co. 

NEWVILLE,  p.  1,449;  mere  bldga.,  bk.  k  wd, 
2  ft  8  stor.;  fwks.  ft  combt  ord.  F.  dept.— I  c 
ex.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  950 
ft:  tot  menu,  60  voL 

Water  Supply — Src,  spr.;  sys.,  pump  to  re*.; 
res.  cap.,  860,000  gals.;  pump,  eng.,  cap.  day 
1,000.000  gals.;  mams,  8H  m.;  25  hyd.;  cosi, 
$40,000;  wka.  owned  by  city. 

NEW  WILMINGTON,  p.  768.  F.  dept— 1  bow 
reel,  1  h.  ft  L  trk..  1.000  ft  hose,  bell  aL;  tot 
mem..  64  vol. 

Watar  Supply — Stdp.  cap.,  880.000  gala.;  msizis, 
8H  m..  2  to  8  in.  dia.;  22  hyd.;  pres.^  45  lbs.; 
wka.  owned  by  city. 

NICHOLSON,  p.  852.  F.  dept. — 1  str..  S  toe 
reels.  1,600  ft  hoee;  bell  aL;  vaL  equip..  $6,000; 
vaL   bldgs.,   $8,000;   tot.   mem..   60    voL 

Water  Supply — Src.  Borton  Brook,  2  bl  buL 
cent;  sys..  grav.;  mains,  c.  L,  4  m..  4  to  8  in. 
dia.;  16  hyd.;  pipe,  c  L;  prea.,  dom.  48  Ami,  I 
48  lbs.;  wks.  owned  by  priv.  Co. 

NORRISTOWN.  p.  27.875;  f.  area,  8,200  a.: 
mere  bldga.,  bk.  ft  stn.,  1  to  5  stor.;  priv.. 
stn.,  bk.  ft  wd.,  8  stor.;  wd.  rfs.  perm.;  fvk!».  t 
combt  ord.  F.  dept — 1  auto.  comb,  c  ft  h.  wag., 
8  c  hand  ex.,  8  str.,  2  comb,  c  ft  h.  wag.,  t  c 
eng.,  1  h.  ft  L  trk.,  1  aer.  trk..  1  hose  wag..  IS 
hrs.;  hose,  cot,  rub.  lined,  gd.,  10,000  ft;  f.  aU 
Oamewell,  82  bx;  vaL  equip.,  $84,600;  vaL  bides., 
$100,000;  exp.  dept.  $9,700;  tot  mem.,  1,200, 
pd.  part  time  9,  1.191  voL 

Water  Supply — Src.  riv.;  sya.,  pump  to  res.; 
res.  cap.,  14.000,000  gals.;  2  pump,  eng.,  cap. 
day  10.000.000  gals.;  mains,  c.  L.  7  m.,  4  to  S 
in.  dia.;  810  hyd.;  22  v.;  met.  275;  700  sen.; 
pipe,  lead;  pres.,  dom.  85  to  70  lbs.,  f.  35  to 
80  lbs.;  cost,  $600,000;  wks.  owned  by  Co. 

NORTHAMPTON,  p.  6,400.  F.  dept— Not  re- 
ported. 

Water  Supply — Src,  spr.  ft  riv.,  2H  m.  boi. 
cent;  sys..  pump  to  re&;  8  res.,  cap.  Kc  1, 
100,000.000  gals.;  No.  2,  3,000,000  gala.;  No.  8. 
500,000  gals.;  dim.  No.  1,  200  x  200  x  18;  Kc  2, 
2.500  X  200  X  26;  No.  8.  76  z  86;  mat.  ceou. 
stn.  ft  StL;  res.  cap..  8.000.000  gala.;  2  pom^ 
eng.,  class  comp..  cap.  day  8,000,000  giila.;  mains, 
c.  L,  48  m.,  4  to  16  in.  dia.;  202  hyd.;  692  v.; 
met..  160;  4.000  serv.;  pipe,  c  L;  pres.,  dom. 
100  to  140  lbs.,  f.  100  to  140  lbs.;  cons.  dtf. 
50,000  gals.;  cost.  $760,000;  cost  mtce.,  $30,000: 
wks.  owned  by  priv.  Co. 

NORTH  EAST,  p.  2,672;  1  ar«a,  640  a.;  mtrc. 
bldgs.,  bk..  1  ft  2  stor.;  priv..  wd.,  2  stor.;  vd. 
rfs.  perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inr. 
F  dept — 1  h.  ft  1.  trk..  2  auto,  hose  wag..  I  bote 
car..  1  hrs.;  hoee.  cot,  rub.  lined,  gd.,  2,400  fL; 
inf..  400  ft;  tot  hose,  2,800  ft;  f.  aL.  bell; 
vaL  equip..  $8,000;  vaL  bldga.,  $4,000;  exp.  dept, 
$700;    tot    mem.,   36   voL 

Water  Supply — Src,  spr.,  2H  ni-  bus.  ccat; 
ays.,  grav.;  res.  cap.  60,000,000  gala.;  mains,  e. 
L,  12  m..  4  to  8  in.  dia.;  68  hyd.;  60  v.;  65  met; 
750  serv.;  pipe,  galv.  L;  pres.,  dom.  100  lbs.,  I 
100  lbs.;  cost,  $80,000;  cost  mtee.,  $1,000;  «U 
owned  by  city. 

NORTHUMBERLAND,  p.  8,517;  f.  area,  200  a.; 
bldga.,  bk.  ft  wd.,  2  ft  8  stor.;  wd.  rfs.  perm.;  no 
fwks.  ft  combt  ord.  F.  dept — 1  hand  csg..  9 
c  hand  ex.,  1  h.  ft  1.  trk.,  2  hoae  car.;  hose,  eot, 
rub.  lined,  gd.,  2,600  ft;  vaL  eqnipu,  $5,000;  vaL 
bldgs.,  $2,000;  exp.  dept,  $85;  tot  mem..  100 
voL;  undrs.  rating,  fourth  elasa. 

Water  Supply — Src,  mountain  stxxa.  ft  spr.,  4 
to  6V&  m.  bus.  cent;  sya.,  grav.;  rea.  cap..  4,500,- 
000  gals.;  mains,  c  L,  18  m.,  4  to  10  in.  dia.: 
84  hyd.;  400  serv.;  prea.,  dom.  70  Iba.,  1  90  Bml: 
wka.  owned  by  Oo^ 
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NORTH  WALES,  p.  1,800;  f.  ant,  400  «.; 
mere   bldgs.,  bk.,   2  &  8  stor.;  priv.,  wd.  &  bk., 

2  to  4  stor.;  wd.  rlt.  perm.;  fwka.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  &  L  trk.,  4  e, 
hand  ex.,  1  c.  eng.,  2  hose  car.,  2  hrs.;  hose,  cot., 
rub.  lined,  gd.,  1,806  ft;  rub.,  gd.,  200  ft.;  tot 
hose,  1,565  ft;  f.  al.,  bell  k  wh.;  val.  equip., 
$4,000;  val.  bldgs.,  $8,500;  tot  mem.,  20  vol. 

Water  Supply — Src,  wella;  sys.,  grav.,  pump 
dir.;  res.  cap.,  56,000  gals.;  pump,  eng.,  cap.  day 
250,000  gals.;  ma.ns,  4  m.,  2  to  8  in.  dia.;  25 
hyd.;  82  v.;  pres.,  dom.  40  lbs.,  f.  60  lbs.;  cost, 
118,724.80;  cost  mtce.,  $000;  wks.  owned  by  Co. 

OAKDALE,  p.  1,358;  mere,  bldgs.,  wd.  ft  bk. 
F.  dept. — 1  hose  car.;  hose,  1,500  ft;  f.  al.,  wh.; 
tot   mem.,   50  vol. 

Water  Supply — Src  wells;  sys.,  pump. 

OAKMONT,  p.  8,486.     F.  dept.— 8  hose  carte. 

Water  Supply — Src,  riv.;  ays.,  pump  to  res.;  8 
pump,  eng.;  mains,  8  m.;  met.,  80;  pres.,  dom. 
65  to  160  lbs.;  wks.  owned  by  Co. 

OIL  CITY,  p.   15.657;  mere,  bldgs.,  bk.   ft  stn., 

3  ft  4  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not  perm.; 
fwks.  ft  combt  ord.  F.  dept — 1  str.,  4  c.  hand 
ex.,  1  h.  ft  1.  trk.,  8  hose  car.,  7  hrs.;  hose,  cot, 
rub.  lined,  gd.,  6.800  ft;  f.  al.,  Gamewell.  32  bx.; 
vaL  eouip.,  $10,000;  val.  bldgs.,  $20,000;  exp. 
dept,  $5,000;  tot  mem.,  22,  pd.  full  time  5,  pd. 
part  time  17. 

Water  Supply — Src,  wells,  2  m.  bus.  cent.;  sys., 
grav.  ft  pump  to  res.;  res.  cap.,  4.000,000  gals.; 
8  pump,  eng.,  cap.  day  7,500  000  gals.;  mains,  c.  i., 
Zihtt  m.,  4  to  12  in.  da.;  267  hyd.;  207  v.;  8,600 
met.;  2,976  serv.;  pipe,  lead;  pres.,  dom.  110  lbs., 
f.  90  lbs.;  cons,  day,  8,000,000  gals.;  cost  $432,- 
978;   cost  mtce.,   $20,000;  wks.  owned  by  dty. 

OLDFORQE,  p.  11,824.     F.  dept. — 8  hose  wag.; 

TOL  ^ 

Water  Supply — Src,  Spring  Brook  Water  Co.; 
ays.,  grav. 

OLYPHANT,  p.  8,605;  1.  area,  800  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  6  stor.;  priv.,  stn.  ft 
wd.,  2%  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept — 1  comb.  c.  ft  h. 
wag.,  1  c  eng.,  1  h.  ft  1.  trk.,  1  acr.  trk.,  8  hose 
wag..  4  hrs.;  hose,  cot,  rub.  lined,  Kd.,  2,000 
ft.;  inf.,  1,600  ft;  tot  hose,  8,500  ft;  f.  aL, 
dec,  12  bx.;  val.  equip.,  $2,500;'  val.  bldgs., 
$5,000;  exp.  dept,  $2,800;  tot  mem.,  160  voL; 
undrs.  rating,  second  dass. 

Water  Supply — Src,  mountain  strm.;  ays.,  grav.; 
rea.  cap.,  8,600,000  gals.;  mains,  10  m.,  6  to 
12  in.  dia.;  80  hyd.;  prea.,  dom.  140  lbs.,  f.  176 
lbs.;  wks.  owned  by  Co. 

ORBISONIA,  p.  618.  F.  dept. — 1  h.  ft  1.  trk.; 
f.  al.,  wh.;  vol.  ^  ^  ^ 

Water  Supply — 2  m.  mains,  6  in.  dia.;  6  hyd. 

ORWIGSBURG,  p.  1,801;  f.  area,  640  a.;  mere 
bldgs.,  bk.  ft  wd.,  2,  8  ft  4  stor.;  priv.,  wd.  ft 
bk..  2  ft  8  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  atr.,  2  hand 
eng.,  1  c.  eng.,  1  hoae  car.;  hose,  cot.,  rub.  lined, 
gd.,  1,000  ft;  rub.,  gd.,  600  ft;  inf.,  800  ft;  tot 
hose,  1.800  ft;  f.  al.,  bell;  val.  equip.,  $6,000; 
vaL  bldgs.,  $2,500;  exp.  dept.,  $150;  tot  mem., 
160   voL 

Water  Supply — Src,  spr.,  8  m.  bus.  cent;  aya., 
srav.;  res.  cap.,  4.000,000  gals.;  mains,  c.  i..  4 
m.,  4  to  12  in.  dia.;  28  hyd.;  met,  8;  860  serv.; 
pipe,  lead;  pres..  dom.  75  lbs.,  f.  76  lbs.;  wks. 
owned  by  dty. 

OSCEOLA  MILLS,  p.  2.487;  f.  area.  12  a.; 
bldgs.,  bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm.;  no  fwks. 
ft  combt  ord.  F.  dept — 1  h.  ft  L  trk.,  2  hose 
car.;  hose,  cot,  rub.  lined,  gd..  1,200  ft.;  inf., 
800  ft;  tot  hose,  1,600  ft;  f.  al.,  elec,  9  bx.; 
▼al.  equip.,  $1,000;  vaL  bldgs.,  $3,000;  exp.  dept, 
$250;  tot.  mem.,  44  voL 

Water  Supply — Src,  spr.  ft  strm.,  4  m.  bus. 
cent.;  sys.,  grav.;  res.  cap.,  2,000,000  gals.;  mains, 
c.  i.,  6%  m.,  4  to  10  in.  dia.;  27  hyd.;  80  v.; 
anet,  6;  508  serv.;  pipe,  galv.  ft  wrt.  i.;  pres., 
dom.  6  to  200  lbs.,  f.  15  to  200  lbs.;  cost,  $88,- 
fiOO;  cost  mtce.,  $1,100;  wks.  owned  by  Co. 

OXFX)RD,  p.  2,890;  f.  area,  1,280  a.;  mere 
t>ldga.,  wd.,  stn.  ft  bk.,  1  to  4  stor.;  priv.,  bk.,  2 
A  8  ator.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.; 
eauaes  of  f.  inv.  F.  dept. — 1  atr.,  2  c  hand  ex., 
1  hose  wag.,  1  hoae  car.;  hoae,  cot,  rub.  lined, 
^,    1,860    ft;    1    al.,   bell   ft   wh.;    raL    equip.. 


$5,000;  vaL  bldgs.,  $8,000;  exp.  dept.,  $600;  tot 
mem.,  160  voL;  undrs.  rating,  aecond  daas. 

Watar  Supply— Src,  2  drilled  8-in.  weUs,  %  m. 
bus.  cent;  sys.,  pump  to  res.;  res.  cap.,  480,000 
gals.,  loc  ai  station;  2  pump,  eng.,  cap.  day 
77,000  gals.;  ma.ns,  c  i.,  6  m.,  8  to  6  in.  dia.; 
89  hyd.;  met,  12;  806  serv.;  pipe,  lead;  pres., 
dom.  10  to  12  lbs.,  f.  10  to  12  lbs.;  cons,  day, 
40,000  gala.;  cost  $58,411;  cost  mtce.,  $1,600 
to  $1,900;  wks.  owned  by  city. 

PALMYRA,  p.  1,000;  f.  area,  9  a.;  mere,  bldgs., 
bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm,  in 
f.  area;  no  fwks.  ft  combt  ord.;  causes  of  f.  not  inv. 
F.  dept — 2  c.  eng.,  2  hrs.,  600  ft  hose;  f.  al.,  wh.; 
vaL  equip.,  $2,000;  val.  bldgs.,  $2,000;  exp.  dept, 
$800;  tot  mem.,  100  vol. 

Water  Supply— Src,  wells  ft  spr,,  1  m.  bus. 
cent;  ays.,  grav.;  res.  cap.,  5,000,000  gals.;  1 
pump,  eng.,  cap.  day  200,000  gals.;  mains,  c  i., 
12  m.,  4  to  8  in.  dia.;  12  hyd.;  25  met;  pres., 
dom.  25  lbs.;  cons,  day,  100,000  gals.;  wks.  owned 
by  priv.  Co. 

PALO  ALTO,   p.   1,887;    f.   area,   20  a.;   bldgs., 

*  wd.,    2   ft    2H    stor.;    wd.   rfs.    perm.;  fwks.    ord.; 

causes  of  f.  inv.     F.  dept. — 1  comb,  c  ft  h.  wag., 

2  hose  car.;  hose,  cot,  gd.,  1.600  ft;  f.  al.,  bell 
ft  wh.;  val.  equip.,  $3,600;  val.  bldgs.,  $600;  tot. 
mem..  80  vol. 

Water   Supply — Src,   from   Pottsville  Water  Co. 

PARKESBURQ,  p.  2,522;  mere  bldgs.,  bk.  ft 
wd..  2M  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  penn.; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept — 
2  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1,200  ft.; 
tot  mem.,  120  vol. 

Watar  Supply — Src,  spr.  ft  wella;  sys.,  pump  to 
res.;  res.  cap.,  1,200,000  gals.;  2  pump,  eng.,  cap. 
day  710,000  gals.;  mains,  12  m.,  4  to  10  in.  dia.; 
26  hyd.;  600  serv.:  cost,  $66,000;  cost  mtce., 
$4,500;  wks.  owned  by  Co. 

PARKERS  LANDING,  p.  1,244.  F.  dept— 1 
hose  reels,  1,600  ft  hose;  f.  aL,  bell;  tot  mem., 
48.  pd.  full  time  8,  46  voL 

water  Supply — Src,  stdp.;  stdp.  cap.,  260,000 
gals.;  maina,  8  m.,  4  in.  dia.;  85  hyd.;  wks. 
owned  by  dty. 

PARSONS,  p.  2,629;  mere  bldgs.,  wd.,  2H 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  P.  dept — 2  c  hand 
ex.,  1  h.  ft  L  trk.,  4  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  2.900  ft;  f.  aL,  bell  ft  wh.;  val.  equip., 
$2,500;  vaL  bldgs.,  $2,000;  exp.  dept,  $300;  tot 
mem.,   80  vol. 

Water  Supply — Src,  Spring  Brook  Water  Supply 
Co.;  sys.,  grav.;  mains,  4  8-6  m.;  18  hyd.;  prea., 
f.  60  lbs.;  wks.  owned  by  Co. 

PATTON,  p.  8,907.  F.  dept. — ^Hose,  1,600  ft; 
tot.   mem.,   95   vol. 

Water  Supply-^rc,  Chest  Crk.,  in  bus.  cent; 
sys.,  pump  to  res.;  res.  cap.,  1,000,000  gals.;  8 
pump,  en^.,  cla<9»  dup.  comp.,  cap.  day  2,000,000 
gals.;  mams,  c  i.  ft  wd.,  10  m.,  1  to  8  in.  dia.; 
30  hyd.;  met,  28;  500  serv.;  pipe,  galv.  i.;  pres., 
dom.  ft  f.,  80  to  100  lbs.;  cons,  day,  700,000  gals.; 
wks.   owned  by  priv.   Co. 

PECKVILLE,  p.  8,000;  f.  area,  1,000  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept — 2  c  hand  ex.,  2  hose  wag.,  1  hose 
reel,  4  hrs.;  hose,  cot,  rub.  lined,  gd.,  8,500  ft; 
f.  aL,  elec,  17  bx.;  val.  equip.,  $6,500;  val.  bldga., 
$1,000;    exp.    dept,   $2,800;   tot.   mem.,    45   voL 

Watar  Supply — Src,  res.;  sys.,  grav.;  res.  cap., 
21,000.000  gals.;  maina.  c  ft  gslv.  L,  9  m.,  2 
to  10  in.  dia.;  19  hyd.;  20  v.;  met,  1;  400  serv.; 
pipe,  galv.  i.;  pres.,  dom.  110  lbs.,  f.  185  lbs.; 
cost,  $50,000;  cost  mtce.,  $600;  wks.  owned  by  Co. 

PEN  ARGYL,  p.  8,967;  mere  bldgs.,  wd.,  8 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not  perm.;  fwks. 
ord.  F.  dept — 1  h.  ft  1.  trk..  3  hose  car.;  hose, 
cot,  gd.,  950  ft.;  inf.,  60  ft;  tot  hose,  1,000 
ft;  f.  aL,  wh.  ft  bell,  7  bx.;  vaL  equip.,  $1,000; 
val.  bldgs.,  $800;  tot  mem.,  47  voL;  undrs.  rating, 
second  daas. 

Water  Supply — ^Src,  spr.;  qts.,  grav.  to  rea.; 
cap.  res.,  12,000,000  gals.;  2  pumps;  10  m.  12- 
in.  pipe;  81  hyd. 

PENN8BURG,  p.  1.600;  mere  bldgs.,  bk.,  2  to 
8  stor.;  priv.,  bk.  ft  wd.,  1  to  8  stor.;  wd.  rfs.  perm.; 
fwks.  ft  oombt.  ord.;  causes  of  f.  inv.  F.  dept— S 
c  hand  ex.,  1  h.  ft  L  trk.,  1  hoae  wag.,  1  hoae  oar.; 
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hose,  cot.»  rub.  lined,  gd.,  1,000  ft;  f.  al.,  wh.;  60 
vol. 

WaUr  Supply — fire,  «pr.,  1  in.  but.  cent; 
sys.,  grav.  &  dir.;  ree.  cap.,  1,000,000  gals.; 
mains,  4  to  12  in.  dia.;  S5  hyd.;  16  v.;  pres., 
f.  97  lbs.;  wks.  owned  by  Go. 

PERKASIE,  p.  2,779;  f.  area,  800  a.i  mere, 
bldgs.,  bk.,  2  to  4  stor.;  priv.,  bk.,  2  to  3  ator.; 
fwks.  k  combt.  ord.;  causes  of  f.  inv.  P.  dept — 1 
aer.  trk.,  S  hose  car.;  hose,  cot,  rub.  lined,  gd., 
2,100  ft;  f.  al.,  wh.  k  gong;  val.  bldgs.,  $b.OOO; 
exp.  dept,  $400;  tot  xnem.,  75  vol. 

Water  Supply — Src,  spr.,  2H  m.  bus.  cent; 
sys.,  grav.,  with  pump,  auxiliary;  res.  cap.,  100,000 
gals.,  mat  cone  &  bk.;  1  pump,  eng.,  cap.  day 
12,000  gals.;  mains,  c.  i.,  7  m.,  4  to  8  in.  dia.; 
46  byd.;  pipe,  c  i.;  prea.,  dom.  60  iba.,  f.  66 
lbs.;  cost,  167,000;  cost  mtce.,  $8,000;  wkfc  owned 
by  priv.  Ck). 

PHILADELPHIA,  p.  1,649,008;  f.  area,  82,880 
a.;  mere  bldgs.,  bk.  k  stn.,  2  to  20  ator.;  pri?;, 
bk.,  8  A  4  stor.;  wd.  rfs.  not  pcnn.;  fwks.  k 
combt.  ord.;  causes  of  f.  inv.  F.  dept — 57  «tr. 
(14  in  reserve),  60  comb.  c.  k  hose  wag.  (6  in  re- 
aerve),  6  c.  eng.,  86  c.  hand  ex..  17  h.  k  1.  tn^ 
(6  in  reserve),  2  comb.  aer.  trk.,  18  aer.  trk.  (6 
in  reserve),  6  water  towers,  2  turret  wag.,  4  f. 
boats,  9  hoae  carta,  6  hose  car.,  468  hrs.  (80  m 
reserve);  hose,  cot,  rub.  lined,  gd.,  146,000  ft; 
(841,650  ft  in  reserve);  inf.,  87,000  ft;  tot  hose, 
216.660  ft;  f.  al..  Oamewell,  2.072  bx.;  val. 
equip.,  $624,874;   tot  mem.    1,208,  pd.   full  time. 

Water  Supply — Src,  riv.,  8  to  7  m.  bus.  cent; 
sys.,  pump  to  res.,  stdp.,  k  68  per  cent  dir.  into  dis- 
tribution; stdp.  cap.,  818,000  gals.,  dia.  11  ft, 
height  160  ft,  mat  stl.;  res.  cap.,  1,427.262.000 
gals.;  pump,  eng.,  66,  dass  comp..  cap.  d«y  ••f." 
600.000  gala.;  maina,  c.  i.  k  stl..  8  to  60  In. 
d:a..  1.729  m.;  hyd.,  16.942;  v.,  88,805;  met, 
4,860;  850,000  serv.;  lead  pipe;  prea.,  10  to  160 
lbs.;  ions,  day,  819,000,000  gals.;  cost,^  867,250,- 
000;  cost  mtce.,  $2,271,667;  wki.  owned  by  dty. 

PHILUP8BURQ,  p.  8,686;  f.  area,  200  a.;  mere, 
bldgs..  stn.,  bk.  k  wd..  1  to  8  stor.;  priv.,  atn., 
bk.  k  wd.,  2  stor.;  wd.  rfs.  not  perm.;  fwka.  k 
eombt  ord.;  causes  of  f.  inv.  F.  dept — «  c  tanks 
on  wheels.  8  str.,  1  h.  &  1.  trk.,  6  hoae  oar.;  hose, 
gd.,  2,000  ft;  cot,  rub.  lined,  gd.,  2.500  ft;  inf., 
900  ft;  tot  hose,  8,400  ft;  f.  aL,  bell  k  wli.; 
val.  equip.,  $10,000;  val.  bldga.,  $10,000;  exp. 
dept,  $500;  tot  -mem.,  200  voL 

Water  Supply — Src,  atrm.,  4  m.  bua.  cent.;  aya., 
giav.;  res.  cap.,  4,000,000  gals.;  1  pump,  eng., 
daaa  hor.  dup.,  cap.  day  1,000,000  gals.;  mams, 
c  i.,  12  m.,  2  to  6  in.  dia.;  64  Jjyd.;  26  v.;  met, 
6;  1,000  serv.;  pres.,  dom.  66  lbs.,  f.  «5  to  80 
lbs.;  cons,  day,  1,000.000  gals.;  cost,  $168,000; 
cost  mtce.,  $2,500;   wks.  owned  by  Ck). 

PHOENIXVILLE,  p.  10,748;  f.  area,  1,760  a.; 
mere  bldgs.,  bk.  A  wd.,  4  to  6  stor.;  pnv.,  bk. 
k  wd.,  2  &  8  stor.;  wd.  rfs.  perm.;  fwks.  k  combt. 
ord.  F.  dept — 1  str.,  1  hand  eng.,  4  c.  hand  ex., 
1  comb.  c.  k  h.  wag.,  1  auto.  comb.  c.  k  h.  wag., 
1  h.  A  1.  trk.,  2  hose  car.;  hose,  cot,  rub.  lined, 
gd.,  4,600  ft;  f.  al.,  Gamewell,  19  bx.;  val.  equip., 
$12,000;  val.  bldga.,  $12,000;  tot  mem.,  900  vol. 

Water  Supply — Src,  riv.,  1  m.  bua.  cent;  aya., 
pump  to  res.;  res.  cap.,  8,600,000  gala.,  loc  on 
hill  north  of  borough;  8  pump,  eng.,  dasa  comp., 
cap.  day  7,500.000  gals.;  mains,  c  i.,  18  m..  4 
to  16  in.  dia.;  177  hyd.;  met,  6;  1,766  serv.; 
pipe,  lead;  prea.,  dom.  60  lbs.,  f.  65  lbs.;  cons, 
day,  1,000,000  gals.;  cost  $290,000;  cost  mtce, 
$7,500;  wks.  owned  by  borough. 

PICTURE  ROCKS.     F.  dept  not  reported. 

Water  Supply — Src,  spr.,  %.  m.  bus.  cent;  i^s., 
dir.  pres.;  mains,  galv.  L,  2  m.;  2  in.  dia.;  pipe, 
galv.  i.;  pres.,  dom.  150  lbs.,  f.  160  lbs.;  cost, 
$4,000;  cost  mtce.,  $25;  wka.  owned  by  pnv.  Co. 

PINE  GROVE,  p.  1,852;  mere,  bldgs.,  stn..  bk. 
k  wd.,  2  &  8  stor.;  priv.,  stn.,  bk.  k  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  h.  &  L  trk.,  1  hose  J^^K-.  1 
hose  car.;  hoae,  rub.,  gd.,  1.000  ft;  f.  al.,  bell; 
val.  equip.,  $1,200;  exp.  dept,  $100;  tot  mem.,  40 

Water  Supply — Src,  strm.,  8H  m.  bus.  cent; 
ays.,  grav.;  res.  cap.,  1,500,000  gala.;  mains,  6 
m.,  4  to  8  in.  dia.;  260  hyd.;  20  v.;  250  serv.; 
pipe,  galv.  i.;  prea.,  dom.  70  Iba.,  f.  80  Iba.;  cost, 
$26,000;  wka.  owned  by  borough. 


PITCAIRN,  p.   4.976.     F.  dept  not  reported. 

Water  Supply — Src,  wells;  sys.,  grav.;  maiiif. 
4  to  12  in.;  pres.,  dom.  40  lbs.,  f.  100  lbs.;  wks. 
owned  by  Co. 

PITTSBURGH,  p.  588,906;  f.  area,  19.700  a.; 
mere  bldgs.,  stn.,  bk.,  wd.  k  iron.  1  to  22  stor.; 
priv.,  stn.,  bk.  k  wd.,  2  stor.;  wd.  rfs.  perm.;  fvka. 
k  combt.  ord.;  cauaea  of  f.  inv.  P.  dept— 45  str.. 
18  comb,  c  k  h.  wag.,  9  auto.  comb,  c  k  h. 
wag.,  2  c  eng.,  120  e  band  ex.,  12  b.  ft  L  trk., 
9  aer.  trk.,  1  water  tower,  2  hose  wag.,  80  host 
car.  k  reda,  800  hra.;  hose,  cot,  rub.  lined,  gd, 
108,890  ft;  inf.,  8,000  ft;  tot  hoae,  106.fc90 
ft;  f.  al.,  Gamewell,  527  bx.;  exp.  deptJ,  $l,Zb5.- 
000;  tot  mem..  429,  pd.  full  time 

Water  Supply — Src,  riv.  intakes,  6  &  8  m. 
above  bus.  cent;  ays.,  pump  to  rea.;  res^  cap.. 
267,800.000  gals.;  pumps,  low  lift,  4  centrit,  cap. 
day  140,000,000  gals.;  high  lift  16  pumps,  ctp. 
day  192,000,000  gala.;  comb.  cap.  pumps  it  sutv- 
sUtions,  54,000,000  gala,  day;  maina,  c  i.,  693 
m.,  4  to  66  in.  dia.;  6,888  hyd.;  12.461  v.;  9,::70 
met;  88,006  aerv.;  pipe,  lead;  prea.,  average  dom. 
76  CO  90  lbs.;  cons,  day,  110,000,000  gals.;  ooic, 
$26,000,000;  cost  mtce.,  $1,045,000;  wks.  owned 
by  city. 

PITTSTON,  p.  16.267;  t  area,  1,920  a.;  mot. 
bldgs.,  bk.,  wd.  k  stn.,  8  stor.;  priv.,  wd.,  t 
stor.;  wd.  rfs.  perm.;  fwks.  k  combt  ord.  F. 
dept — 8  str.,  2  e  hand  ex.,  1  h.  ^  L  tik.,  1  hose 
wag.,  6  hose  car..  6  hrs.;  hose,  cot,  rub.  lined. 
gd..  6,000  ft;  f.  al.,  Gamewell,  16  bx.;  itL 
equip.,  $82,000;  val.  bldga.,  $20,000;  exp.  dept. 
$4,000;  tot  mem.,  800,  pd.  full  time  2,  vol.  298. 

Water  Supply — From  the  Spring  Brook  Water 
Supply  Co. 

PLYMOUTH,  p.  16.996;  mere  bldga..  bk.  k  vd., 
2  &  8  stor.;  priv..  wd.  k  bk..  2  k  2  stor.;  «d. 
rfs.  perm.;  fwks.  k  combt.  ord.;  cftuaea  of  f.  iav. 
P.  dept — 8  e  hand  ex.,  1  h.  A  1.  trk..  1  bote 
wag.,  1  comb,  c  enir.  k  h.  wag.,  1  hoae  car.,  0 
hrs.;  hose,  cot,  rub.  Uned,  gd.,  4,000  ft;  inL,  600 
ft;  tot  hose,  4,600  ft;  f.  aL,  Gamewell,  20  bx.; 
val.  equip.,  $11,000;  val.  bldga.,  $8,000;  eip. 
dept.  $2,000;  tot  mem.,  125  voL 

Water  Supply — From  the  Sprbg  Brook  Wtter 
Supply  Co. 

«POINT  MARION,  p.  1,889.  F.  dept — 1  h,  *  L 
trk.,  2  hoae  reels;  hoae,  cot.,  rub.  lined,  gd.,  609 
ft;  rub.,  gd.,  300  ft;  inf.,  400  ft;  tot  bosc, 
1.200  ft.;  f.  al.,  wh.;  tot  mem..  80  voL 

Water  Supply — Src,  rea..  1  m.  bua.  cent;  ^s., 
grav.;  rea.  cap.,  600,000  gale;  2  pump,  cngn 
comb.  cap.  day  88.400  gale;  maina.  c  ft  wrt.  >., 
1  to  8  in.  dia.;  16  hyd.;  met,  200;  200  serv.; 
pipe,  c  k  wrt  L;  prea.,  dom.  180  Iba.,  f.  110  lbs.; 
cone  day,  76,000  gale;  cost  $26,000;  coat  ntee., 
$1,500;  wke  owned  by  dty. 

PORT  ALLEGHENY,  p.  1,972;  t  ansa,  H  x  % 
m.;  mere  bldgs.,  bk.  k  wd.,  2  ft  8  ator.;  i^t., 
wd.,  2  ator.;  vrd.  rfe  perm.;  no  fvke  k  combt 
ord.  F.  dept — 1  h,  k  L  trk.,  8  h<we  wag.,  1  c 
wag.;  hose,  cot.  rub.  lined,  gd.,  2.660  ft;  f.  sL. 
wh.;  val.  equ.p.,  $2,500;  val.  bldga.,  $8,000;  txp. 
dept,  $100;  tot  mem.,  54  voL 

Water  Supply — Src,  strm..  2  m.  bue  cent;  «r>-. 
grav.;  8  ree,  cap.  26.000  bble,  loc  1,  1^  k  i 
m.  town;  mains,  c  i.,  7  m.,  8  to  8  in.  die;  54 
hyd.;  60  v.;  met,  6;  850  aerv.;  pipe,  galv.  L; 
prea.,  dom.  90  Ibe,  f.  100  Ibe;  coat  $100,000; 
cost  mtce,  $2,600;  wks.  owned  by  Co. 

PORT  CARBON,  p.  2,678;  f.  area.  20  e;  Bwc. 
bidge,  wd.,  2  stor.;  priv..  wdL,  2  ator.;  wd.  rfs. 
perm.;  fwks.  k  combt  ord.;  cauaea  of  f.  tnv.  F. 
dept. — 8  ladders,  8  hoae  car.;  hoae,  cot.  rub. 
lined,  gd.,  2,000  ft;  f.  aL,  wh.;  vaL  equip.,  $1- 
000;  val.  bldge,  $9,000;  exp.  dept,  $400;  tot 
mem..  60  voL 

Water  Supply — Src,  aupplied  by  PottsviUc  Wata 
Co. 

PORT  ROYAL,  p.  685;  f.  area,  40  e;  aierc. 
bldgs.,  bk.  k  wd.,  2  dc  8  stor.;  priv^  bk.  *  wd.. 
1  &  2  ator.;  wd.  rfe  perm,  in  L  artft;  fvke  k 
combt  ord.;  cauaea  of  f.  inv.  F.  dcf»t — 1  bcae 
reel,  c  hand  ex.;  hoae.  cot.,  rub.  lined,  gd.,  400 
ft;  f.  al.,  bell;  vaL  equip.,  $600;  vaL  bldge,  $50; 
tot  mem.,  60  toL 

Water  Supply — Src,  Tuacaiora  MoimteiB.  8H  ■> 
bue  cent;  aye,  dir.  pree;  ree  cap.,  77^600  gale; 
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mains,  wrt  i,  8^  m.,  6  in.  dia.;  pipe,  wrt  i.;  pres., 
dom.  115  lbs.;  cons,  day*  20,000  gals.;  cost,  |20,- 
000;  wks.  owned  by  priv.  Co. 

PORT  VUE,  p.  1.978;  f.  area,  200  a.;  priT. 
dwellings,  bk.  A  wd.,  1  to  3  stor.;  causes  of  f. 
inv.  F.  dept. — 2  hose  car.,  4  c.  hand  ex.;  hoee, 
cot,  Tub.  lined,  gd.,  1,400  ft;  f.  al.,  mill  wh.; 
val.  equip.,  |1.800;  val.  bldgs.,  $1,600;  exp.  dept., 
$650;  tot.  mem..  48  vol. 

Water  Supply — Src,  wells,  in  bus.  cent.;  ays., 
pump  to  stdp.;  stdp.  cap..  50.000  frals.;  pump, 
eng.,  cap.  day  250,000  gals.;  mains,  c  i.,  4  m.,  4  to 
6  in.  dU.;  36  hyd.;  8  v.;  met,  100;  pipe,  lead; 
pres.,  20  to  150  lbs.;  cons,  day,  15.000  gals.;  cost, 
140.000;  cost  mtce.,  $1,000;  wks.  owned  by  priv. 
Co. 

POTTSTOWN,  p.  16,509;  f.  area,  2,880  a.; 
mere,  bldgs.,  bk.  jc  stn.,  8  stor.;  priv.,  bk.,  2 
stor.;  wd.  rfs,  perm.;  fwks.  ft  combt.  ord.  F. 
dept — 8  str.,  2  c.  eng.,  2  c.  hand  ex.,  1  h.  &  1. 
trk.,  1  hose  wag.,  16  hrs.;  hose,  cot.,  rub.  lined, 
gd.,  4,000  ft;  inf.,  500  ft;  tot  hose,  5  000  ft; 
f.  al..  elec.  31  bx.;  val.  equip..  $26,000;  val.  bldgs., 
$50,000;  exp.  dept.  $6,000;  tot  mem.,  653,  pd. 
full  time   3,   vol.    650. 

Water  Supply — Src,  Schuylkill  Riv.,  500  ft  bus. 
cent.;  ays.,  pump  to  res.;  res.  cap.,  9,600,000 
gals.:  2  pump,  eng.;  cap.  day,  3,000,000  gals.; 
mains,  81  m.,  4  to  24  in.  dia.;  120  hyd.;  met, 
150;  '8,500  serv.;  pres.,  dom.  ft  f.  40  to  60  lbs.; 
cons,  day,  1,500,000  gals.;  cost,  $400,000;  wks. 
owned  by  Co. 

POTTSVILLE,  p.  20,286;  f.  area,  4  sq.  m.; 
mere,  bldgs.,  bk.  ft  wd.,  2  to  5  stor.;  priv..  bk. 
ft  wd..  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord. 
F.  dept — 1  auto.  comb.  c.  ft  h.  trk.,  4  str.,  2 
comb,  c  ft  h.  wftjr..  1  aer.  trk.,  1  c  eng.,  10  c. 
hand  ex.,  2  hose  wajj.,  2  hand  hose  car.,  2  auto., 
c.  eng.  ft  hose  wag.,  28  hrs.;  hose,  cot.,  rub.  lined, 
gd.,  8,850  ft;  f.  al.,  Gamewell,  34  bx.;  val.  equip., 
^65.000;  val.  bldgs.,  $86,000;  exp.  dept,  $6,000; 
tot.  mem.,  700,  pd.  full  time  13,  vol.  687;  undrs. 
rating,  third  class. 

Water  Supply — Src,  strm.,  9  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  800,000.000  gals.;  mafns,  c.  .., 
40  m.,  8  to  20  in.  dia.;  148  hyd.;  met,  75;  pres., 
dom.  20  to  60  lbs.,  f.  185  lbs.;  wks.  owned  by  Co. 

PUNXSUTAWNEY,  p.  12,000;  f.  area,  500  a.; 
mere  bldgs..  stn.  ft  bk.,  2  to  7  stor.;  priv.,  atn., 
bk.  ft  wd.,  2  ft  8  sior  ;  wd.  rfs.  not  perm,  in  f. 
area;  fwks.  ft  combt.  ord.  F,  dept — 2  h.  ft  L 
trk.,  1  c  eng.,  6  c  hand  ex.,  4  hose  car.,  2  hra.; 
hose,  cot,  rub.  lined,  gd.,  1,900  ft:  Inf.,  700  ft; 
tot  hose,  2,600  ft.;  f.  al.,  beU  ft  wh.;  vaL  equip., 
$2,880;  val.  bldgs.,  $8,000;  exp.  dept,  $885;  tot 
mem.,  50  voL 

Watar  Supply — Src,  wells,  %  m.  bus.  cent; 
sys.,  pump  to  res.;  res.  cap.,  80,000  gals.;  2  pump. 
ciig.,  class  dir.  acting  ft  dup.,  cap.  day  1,000.000 
gals.;  mains,  5%  m.,  2  to  6  in.  dia.;  21  hyd.; 
40  v.;  met,  2;  250  serv.;  pipe,  load;  pres.,  dom. 
50  lbs.,  f.  75  lb8.;  cost,  $28,000;  cost  mtce.,  $2,- 
8O0:  wk».  owned  by  Co. 

QUAKERTOWN,  p.  8,801;  f.  area.  15  m.;  mere 
bldgs.,  bk.  ft  wd.,  2%  stor.;  priv.,  wd.,  2%  stor.; 
fwks.  ft  combt.  ord.  F.  dept. — 3  c.  hand  ex.,  1 
hand  eng.,  1  h.  ft  1.  trk.,  3  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  4,000  ft;  inf.,  500  ft.;  tot  hose. 
4,600  ft:  f.  al.,  wh.;  val.  equip.,  $4,700;  val. 
bldge.,  $10,000;  exp.  dept,  $650;  tot  mem., 
60    vol.,    250    reserve;    undrs.    rating,    second    class. 

Water  Supply — Src,  wells  ft  spr.,  2  m.  bus. 
cent;  sys.,  pump  to  res.;  res.  cap.,  1,488,000 
gals.,  loc  2%  m.  town;  2  pump,  eng.,  cap.  day, 
1,000,000  gals.;  mains,  iron.  8%  m..  4  to  10  to. 
dia.;  67  hyd.;  met,  1;  400  serv.;  pipe,  m.  i.  ft 
lead;  pres.,  dom.  45  lbs.,  f.  45  lbs.;  cost,  $70,000; 
cost  mtce,  $2,200;  wks.  owned  by  Co. 

RADNOR,  p.  7,000;  f.  area,  14  sq.  m.;  mere 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd^, 
1  ft  i2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept — 1  auto, 
pump,  eng.,  1  auto.  comb,  wag.,  1  h.  ft  1.  trk.; 
f.  al.,  bell;  val.  equip..  $12,000;  exp.  dept,  $2,600; 
tot  mem.,  810,  pd.  full  time  1.  pd.  part  time  1, 
\'ol.  308;  undrs.  rating  second  daas. 

Water   Supply — Src,   res.;    125   hyd. 

RANKIN,  p.  6.042;  t  area,  500  a.;  bldgs.,  stn., 
bk.  ft  wd.,  1  to  4  stor.;  wd.  rfs.  perm.     F.  dept — 


8  hose  car.,  1  comb.  wag..  2  hrs.;  hose,  cot,  rub. 
lined.  3,800  ft.;  f.  al.,  wh.;  exp.  dept,  $1,756; 
tot  mem..  80  vol. 

Water  Supply — Src,  Pennsylvania  Water  Co.,  8  ^ 
m.   bus.   cent:   sys.,   pump  dir.;   mains,   c.   i.,   7H 
m.,   4  to  10   in.  dia.;   43  hyd.;   180  v.;  710  met; 
660  serv.;  pipe,  lead;  pres.,  dom.   110  lbs.,  f.  15(^ 
to  175  lbs.;  cons,   day,  850,000  gals.;   cost,  $88,r 
000;   cost  mtce.,  $5,000;  wks.  owned  by  borough.- 

READING,  p.  96.071;  f.  area,  8,965  a.;  mere 
bldgs.,  stn.,  bk.  ft  iron,  8  to  18  stor.;  priv.,  stn... 
bk.  ft  wd.,  2  to  4  stor.:  wd.  rfs.  not  perm.;  fwka.^ 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept. — 4  auto., 
comb,  c  ft  h.  wag.,  1  auto.  aer.  trk.,  2  auto.  str. 
with  hoee  ft  c  tank,  1  chief's  auto.,  7  comb,  c 
ft  h.  wag.,  2  in  reserve,  4  hose  wag.  in  reserve. 
12  str.,  2  c.  eng.,  28  c  band  ex.,  2  h.  ft  I.  trk.,  8 
in  reserve,  1  aer.  trk.,  2  chief's  wag.,  11  fuel 
ft  exercise  wag.,  35  hrs.  (18  in  reserve);  hose,  oot, 
rub.  lined,  gd.,  18,200  ft  (2.000  ft  in  reserve); 
f.  aL,  Gamewell,  96  bx.;  val.  equip.,  $115,000;- 
val.  bldgs.,  $120,000;  exp.  dept,  $65,000;  tot 
mem.  5,606,  pd.  full  time  28,  vol.  5,578. 

Water  Supply — Src,  creek  ft  spr.,  2  ft  6^  m. 
bus.  cent;  sys.,  grav.  ft  pump  to  res.;  res.  cap., 
185,748,000  gals.,  loc.  H  to  8  m.  bus.  cent;  8 
pump,  eng.,  cap.  day  80,000,000  gals.;  mains,  c 
l,  114.5  m.,  2  to  36  in.  dia.;  997  hyd.;  2,966  ▼.; 
4,447  met.;  2^,WS  serv.;  pipe,  lead,  wrt.  ft  c.  {.; 
pres.,  dom.  10  to  188  lbs.,  f.  10  to  188  lbs.;  cons, 
day,  18,428.925  gals.;  cost  $8,949,558;  cost  mtce., 
$65,184;  wks.  owned  by  city. 

RED  LION,  p.  2,800;  f.  area,  26  a.;  mere  bldgs., 
bk.  ft  wd.,  2  to  8  stor.;  priv.,  bk.  ft  wd.,  2  to  8 
stor.;  wd.  rfs.  perm,  in  i.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  not  inv.  F.  dept. — 1  str.,  9 
comb,  c  ft  h.  wag.,  4  c  hand  ex.,  1  h.  ft  1.  trk., 
1  hose  wag.,  1  c  eng.;  hose,  cot,  rub.  lined,  gd., 
1,200  ft;  f.  al.,  bell;  val.  equip.,  $6,000;  val. 
bldgs.,  $5,000;  exp.  dept,  $800;  tot.  mem.,  100  voL 

Water  Supply — Not  reported. 

RENOVO,  p.  4,621;  f.  area,  1  x  V&  m.;  bldga., 
atn.,  bk.  ft  wd.;  wd.  rfs.  perm.  F.  dept. — 2  auto, 
comb.  c.  ft  hose  trk.,  2  conih.  c  ft  h.  wag.,  6  c 
hand  ex.,  1  sir.,  1  h.  ft  1.  trk.,  4  car.,  reels,  ftc; 
hose.  gd..  4,500  ft.;  f.  al.,  wh.;  val.  equip.,  $12,- 
500;  exp.  dept,  $1.}0;  tot.  mem.,  100  vol.;  undrs. 
rating,   first  c1af<s. 

Water  Supply — Src,  creek,  8  m.  bus.  cent;  sva., 
grav.  &  pump  to  res.;  res.  cap.,  1,750.000  gals.; 
pump,  eng.,  cap.  day  500,000  gals.;  mains,  c  i.,. 
9  m.,  6  to  14  in.  dia.;  45  hyd.;  60  v.;  1,00(^ 
serv.;  pipe,  gal  v.  i.;  pres.,  f.  80  to  90  lbs.;  cost^ 
$86,000;  cost  mtce.,  $300;  wks.  owned  by  town. 

REYNOLDSVILLE,  p.  4,276;  f.  area,  150  a.;: 
mere  bldgs.,  stn..  bk.  ft  wd.,  1  to  8  stor.;  priv.,. 
stn.,  bk.  ft  wd.,  2  stor.;  wd.  rfs.  not  perm,  in  t- 
area;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.. 
dept — 1  h.  ft  1.  trk..  1  hose  wag.,  5  hose  car..  2 
hrs.;  hose,  cot,  rub.  lined,  gd.,  2,500  ft;  inf., 
600  ft;  tot.  hose,  8,000  ft;  f.  al.,  bell;  val. 
equip.,  $4,000;  val.  bldgs.,  $1,000;  exp.  dept,  $26; 
tot.  mem.,  125  vol. 

Water  Supply — Src,  spr.  ft  wells,  2  m.  bus. 
cent.;  sys.,  pump  to  res.  ft  tk.;  res.  cap.,  800,000 
gals.,  loc.  ^  m.  esst  city;  4  pump,  eng.,  class 
dup.,  cap.  day  1,600,000  gals.;  ma.'ns,  c.  i..  8  m., 
4  to  6  in.  dia.;  48  hyd.;  45  v.;  met,  26;  400 
serv.;  pipe,  iron  ft  lead;  pres.,  dom.  90  lbs.,  f. 
100  lbs.;  cons,  day,  500,000  gals.;  cost  $48,000; 
coat  mtce.,  $8,000;  wks.  ovmed  by  Co. 

RIDQWAY,  p.  5.408;  f.  area,  450  a.;  mere, 
bldgs..  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  stn.,  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of 
f.  inv.  F.  dept. — 1  pstrol  wag.,  4  c  hand  ex..  2 
h.  ft  1.  trk.,  4  hose  car.;  hose,  cot,  rub.  lined,  gd., 
4,000  ft;  f.  al.,  bell.  telp.  ft  wh.;  val.  equip.,  $5,- 
000;  val.  bldgs.,  $5,500;  tot.  mem..  206  vol. 

Water  Supply — Src,  strm.  ft  wells,  1^  m.  bus. 
cent;  sys.,  grav.  ft  pump  dir.;  res.  cap.,  800,000 
gals.;  2  pump,  eng.,  cap.  day  600,000  gals.;  mains, 
c  i.,  11  m.,  4  to  6  in.  dia.;  45  hvd.;  86  v.;  420 
serv.;  pres.,  dom.  100  lbs.,  f.  100  lbs.;  cost,  $80,' 
000;  cost  mtce.,  $3,000;  wks.  owned  by  city. 

RIDLEY  PARK,  p.  1,761;  bldgs.,  bk.  ft  wd.,  8 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  ord. 
F.  dept. — 1  c  eng.,  1  h.  ft  L  trk.,  2  hose  oar.: 
hose,  cot,  rub.  lined,  gd.,  1.200  ft;  f.  al.,  beu 
ft  automatic  wh.,  11  bx.;  val.  equip.,  $8,000;  vaL- 
bldgs.,  $8,000;  tot.  mem.,   149  toL 
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Water  Supply — Src,  res.;  sye.,  pump  to  re«.;  res. 
cap.,  2,000.000  gals.;  pump,  eng.,  cap.  day  1,- 
000.000  gals.;  21  hyd.;  pres.,  dom.  65  to  75  lbs., 
f.  65  to  75  lbs.;  cost,  $500,000;  wka.  owned  by  Co. 

ROARINQ  SPRING,  p.  1,808;  f.  area,  400  a. 
F.  dept. — 1  h.  &;  1.  trk.;  2  hose  carta;  hose,  cot., 
rub.  lined,  gd.,  1,500  ft.;  inf.,  500  ft.;  tot. 
hose,  2,000  ft.;  val.  equip.,  $1,800;  viL  bldga., 
$8,000;  tot.  mem.,  58  voL 

Water  Supply — Src,  mountain  pump,  1;  89  byd.; 
pres.,  dom.  80  lbs.,  f.  160  lbs.;  cost,  $10,000; 
wks.  owned  by  city. 

ROCHESTER,  p.  5,903;  f.  area,  1  sq.  m.;  mere, 
bldgs.,  bk.,  1  to  4  Btor. ;  priv.,  bk.  k  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F. 
dept. — 4  c.  hand  ex..  1  h.  Jc  1.  trk.,  1  hose  wag., 
8  hose  car.,  4  hrs. ;  hose,  cot.,  rub.  lined,  gd.,  5,000 
ft.;  f.  al.,  Gamewell,  bell  k  telp.;  val.  equip., 
$7,000;  val.  bldgs.,  $20,000;  exp.  dept.,  $500;  tot. 
mem.,  84.  pd.  full  time  2,  82  vol. 

Water  Supply — Src,  Beaver  Riv.;  sys.,  pump  to 
res.  A  dir.;  pump,  eng.,  cap.  day  11.000,000  gala.; 
mains.  30  m.,  4  to  16  in.  dia.;  00  hyd.;  1,200 
serv.;  pres.,  dom.  185  lbs.;  wks.  owned  by  Beaver 
Valley  Water  Co. 

ROCKLEDGE,  p.  879;  f.  area.  500  a.;  mere, 
bldgs.,  wd.,  1  to  3  stor.;  priv.,  bk.,  stn.  &  wd.,  1 
to  8  stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwka.  k 
<X)mbt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  k 
1.  trk.,  2  ho«e  reel<s,  18  c  hand  ex.;  hose,  cot..  rub« 
lined,  gd..  1.300  ft.;  f.  al.,  telp.  k  bell;  val.  equip.. 
$3,000;    val.    bldgs.,    $5,500;    tot.    mem.,    110    vol. 

ROCKWOOD.   p.    1,800.     F.   dept   not   reported. 

Water  Supply — Src,  strm.  k  spr..  3  m.  bus. 
cent.;  sys..  grav. ;  res.  cap.,  2,000.000  gals.;  1 
pump,  eng.,  cap.  day  300.000  gala.;  mains,  7  m., 
4  to  16  in.  dia.;  30  hyd.;  12  v.;  met.,  8;  pres.. 
dom.  100  lbs.,  f.  100  lbs.;  cons,  day,  800,000 
.^s.;  cost,  $61,000;  wks.  owned  by  priv.  Co. 

ROYERSFORO,  p.  8.078;  f.  area,  40  a.;  mere 
<>ldg8.,  bk.,  2  to  6  stor.;  priv.,  bk.,  2  to  4  stor.; 
^d.  rfs.  perm.;  fwka.  k  combt.  ord.  F.  dept. — 1 
str.,  1  h.  Ic  1.  trk.,  1  hose  wag.,  2  hose  car.,  3 
tirs.;  hose,  cot.,  rub.  lined,  gd.,  600  ft.;  inf..  400 
ft.;  tot.  hose,  1.000  ft.;  f.  al..  bell;  val.  equip.. 
•$6,500;  val.  bldgs..  $1,000;  exp.  dept,  $500;  tot 
■mem.,  175  vol.;  undrs.  rating,  first  class. 

Water  Supply — Src,  riv.;  sys.,  pump  to  basin; 
t>a8in  cap.,  3,000,000  gals.;  pump.  eng..  cap.  day 
1.000.000  gals.;  mains,  10  m.,  4  to  16  in.  dia.; 
-42  hyd.;  75  v.;  met,  50;  500  serv.;  pres.,  dom. 
70  lbs.,  f.  110  lbs.;  cost  $188,000;  cost  mtce., 
#2.500;  wks.  owned  by  Home  Water  Co. 

RURAL  VALLEY,  p.  768;  mere  bldgs.,  wd.,  2 
ator.;  priv.,  bk.  k  wd.,  2  stor.;  wd.  rfs.  perm,  in 
f.  area;  fwks.  k  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 2  h.  dtl.  trk.,  2  hose  reels;  hose,  cot.,  rub. 
lined,  gd.,  600  ft;  f.  al.,  bell;  val.  equip.,  $900; 
exp.  dept,  $25;  vol. 

Water  Supply— Src,  well,  %  m.  bus.  cent;  sys., 
pump,  to  stdp.;  stdp.  cap.  24,000  gals.,  dim.  16 
X  16,  mat.  wd.;  1  pump,  eng.,  cap.  day  48,000 
gals.;  mains,  c.  i.,  2  m.,  4  to  6  in.  dia.;  16  hyd.; 
10  v.;  130  met:  pres.,  dom.  k  f.,  70  lbs.;  cona. 
day,  12,000  gals.;  coat,  $12,000;  cost  mtce., 
$1,100;  wka.  owned  by  borough. 

RUTLEOGE,  p.  523;  f.  area,  25  a.;  mere,  bldgs., 
«rd.,  1  to  8  stor.;  priv..  bk..  stn.  k  wd.,  2  As  8 
«tor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  k  combt. 
•ord.;  cauaes  of  f.  inv.  F.  dept. — 1  h.  k  1.  trie., 
-2  hose  reela,  6  c  hand  ex. ;  hose,  cot.,  rub.  lined,  gd., 
'DOO  ft;  f.  al.,  bell;  val.  equip.,  $2,000;  val.  bldga., 
-$9,000;  tot  mem.,  200  vol.;  undra.  rating,  second 
•class. 

Water  Supply — Src,  well,  1  m.  bus.  cent;  ore., 
grav.;  stdp.  cap.,  imlimited;  mains,  2  m.;  prea.,  60 
lbs.;  wks.  owned  by  city. 

ST.  CLAIR,  Schuylkill  Co.,  p.  6,455;  f.  area,  1 
aq.  m.;  mere  bldgs.,  stn.,  bk.  k  wd..  1  to  4 
ator.;  priv.,  stn..  bk.  k  wd..  2  stor.;  wd.  rfs.  perm, 
in  f.  area;  fwks.  k  combt  ord.;  cause  of  f.  inv. 
T.  dept. — 1  str.,  2  c  eng.,  8  c  hand  ex.,  1  h.  &  1. 
-trk.,  5  hose  carts;  hose.  rub.  lined,  gd.,  1,000  ft; 
-cot  lined,  gd.,  1,500  ft.;  inf.,  800  ft:  tot.  hose, 
2,800  ft;  f.  al.,  wh.;  val.  equip..  $7,125;  val. 
'bldgs.,  $20,200;  exp.  dept,  $2,086;  tot  mem.,  860 
-vol. 

Water  Supply — Supplied  by  Pottsville;  pipe,  4 
an.,  8  to  20  in.  dia.;  42  byd.;  pres.,  100  lbs. 


ST.  DAVIDS,  f.  area.  17  sq.  m.  P.  dept— J 
auto.  comb,  c  k  hose  wag.  equipped  with  hose,  I  h. 
k  1.  trk..  2  hose  reels.  2,200  ft  hose;  f.  aL.  lelp.; 
val.  equip..  $12,000;  exp.  dept,  $1,800;  tot  mem.. 
840  VOL 

Water  Supply — ^Unlimited;  ays.,  grav.;  pres.,  76 
lbs.;  mains,  4  to  10  in.  dia.;  40  hyd.;  wka.  owned 
by  priv.  corporation. 

ST.  MARY'S,  p.  6,846;  mere  bldga.,  sta.,  bk. 
k  wd.,  2  to  4  stor.;  priv..  stn.,  bk.  k  wd..  2  k 
2^  stor.;  wd.  rfs.  perm,  m  f.  area;  cauaes  of  f. 
inv.  F.  dept.— 2  c  hand  ex.,  1  h.  *  L  tit.  2,700 
ft.  hose;  f.  al.,  bell;  tot  mem.,  100  voL 

Water  Supply — Src,  spc.  k  strm.,  2  to  6  m. 
bus.  cent;  sys.,  pump.;  res.  cap.,  2,000.000  gals.; 
4  pumps,  cap.  day,  2,000,000  gala.;  mains,  c  i.. 
26  m.,  2  to  8  in.  dia.;  100  hyd.;  met,  70;  1,057 
serv.;  40  v.-  pipe,  c  k  wrt  L;  pres.,  dom.  &  f. 
40  to  85  lbs.;  cona.  day,  1,200.000  gals.;  cost 
$200,000;  wka.  owned  by  Co. 

ST.  PETERSBURG,  p.  458;  f.  area,  50  a.; 
bldgs.,  wd.,  2  stor.;  wd.  rfs.  perm.;  fwka.  ord.     F. 

*^®?h — ^  ^**®«  ^^'>  ^^^*  t^f  ^56  ft;  vol.,  not  org. 
Water  Supply — Src.  2  apr.  ft  8  artesian  wella, 
%  m.  btB.  cent;  sya.,  grav.;  res.  cap.,  67.000  gal^; 
1  pump,  ewr.,  pipe.  8  «-6  m..  S  ft  4in.  dia.;  30 
hyd.;  pres..  f..  100  lbs.;  cost,  $10,000;  cost  mtce., 
$250;  wks.  owned  by  borough. 

SALTSBURG.  p.  1.044.  F.  dept—l  h.  ft  L 
trk.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd-.  600 
ft;  val.  bldgs,.  $875. 

Water  Supply — Src,  riv..  %  m.  bus.  cent;  sr%.. 
pump  to  res.  ft  dir.;  res.  cap.,  1,000.000  gals., 
loc  %  m.  bus.  cent;  2  pump,  eng.,  cap.  day 
750,000  gals.;  mains,  c.  i..  3^,  m..  4  to  8  in. 
dia.;  23  hyd.;  met.  168;  226  serv.;  pipe,  lead  k 
galv.  i.;  pres.,  dom.  80  to  120  lbs.,  f.  80  to  120 
lbs.;  cost.  $15,000;  cost  mtce.,  $1,400;  wka.  owned 
by  borough. 

SAYRE,  p.  6.426;  f.  area,  2.000  a.;  mere  bldgs.. 
bk.  k  stn.,  4  stor.;  priv..  wd.,  2  stor.;  wd.  rf*. 
not  perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept — 10  c  hand  ex..  2  h.  ft  L 
trk.,  6  hose  carts,  1  comb,  c  ft  h.  wag.;  ho«e, 
cot.,  rub.  lined,  3,200  ft;  inf..  500  ft;  tot.  hose. 
3.700  ft;  f.  al..  wh..  5  street  bx.  ft  1  in  eacfa  hose 
house;  val.  equip.,  $6,000;  val.  bldga.,  $6,150;  exp. 
dept.  $1,000;  tot  mem.,  150  vol. 

Water  Supply — Src,  riv.,  2-8  m.  bus.  cent; 
sys.,  pump  to  res.  ft  dir.;  res.  cap..  8.000,000  ^s.; 
pump,  eng.,  class  comp.,  cap.  day  8.000.000  gal#.: 
mains,  c  i.,  30  m.,  8  to  16  in-  dia.;  83  hyd-: 
met,  1.000;  2,800  serv.;  pipe.  galv.  i.;  presL,  dom. 
90  lbs.,  f.  92  lbs.;  cons,  day,  2.000.000  gala.;  wka. 
owned  by  Co. 

SCHUYLKILL  HAVEN,  p.  4,747;  f.  am,  2.000 
a.;  mere  bldgs..  bk.  ft  wd.,  2  to  4  stor.;  priv..  bk. 
ft  wd..  2H  stor.;  wd.  rfs.  perm,  in  f.  area.  F. 
dept-— 4  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,000 
ft.;  inf..  500  ft;  tot  hose.  1,600  ft;  f.  aL,  bell; 
I^^«!3"*P-  *2.000;  val.  bldga.,  $7,000;  exp.  dept, 
$1,000;  tot  mem.,  200  vol.  ,     -*..       r-. 

Water  Supply — Src.  spr.,  4  m.  bna.  cent;  syt-. 
grav.  ft  pump  to  res.;  res.  cap..  7.000,000  gals.: 
pump.   eng..   cap.  day   400.000  gals.;  mains^  t  i.. 

^*.*"*i«t  *SL  ®  '"•  <*^*-J  **  ^y^i  Vree.,  L  135  lbs.: 
cost  $85,000;  coat  mtce.,  $6,000;  wka.  owned  by 

Ki^^^lP^^^'  P-  ^**^^*  '.  •«^  800  a.;  mere, 
bldgs.,  bk.,  stn.  ft  wd.,  2  to  4  stor.;  priv.,  hk.  k 
wd.,  2  stor.;  wd.  rfs.  perm.;  fwka.  ft  oombt  oid.; 
causes  of  f.  inv.  F.  dept— 2  c  eng..  1  K  ft  L 
1-^  ^^^^^^^^^  ^.  ^^  ^^'*  ^0^  «»L.  n*. 
$5,000;  vaL  bldga.,  $8,000;  tot  mem.,  90  vol 

Water  Supply — Src.  strm..  6  m.  him.  ceat:  sFfc. 
grav.;  res.  cap..  176,000,000  gala.;  maina.  c.  L.  3S 
m.,  4  to  20  in.  dia.;  91  hyd.;  60  ▼.;  65  met: 
2,186  serv.;  pipe,  lead;  pres.,  dom.  60  Iba..  t  IW 
lbs.;  coat,  $294,847;  cost  mtce..  tS.OOO:  wka 
owned   by  Co.  t    ▼  .       . 

SCRANTON  p.  129.867;  f.  are.,  12,888  a.; 
mere,  bldgs.,  bk.  ft  stn.,  8  to  10  ator.;  priv..  bk.  k 
wd.,  2  to  4  stor.;  wd.  rfs.  not  perm.;  oonbt  ord.; 
cauaes  of  f.  inv.  F.  dept—l  <Aiefa  auto..  3  a«(x 
comb,  c  ft  h.  wag.,  7  str.,  8  comb,  c  ft  h.  ««., 
Ic  eng.  m  reserve,  26  c  band  ex..  l  aer.  h.  *  L 
trk.,  8  hoae  wag.,  1  cfaiers  wi«.,  54  bm;  hose, 
cot,  rub.   lined,  gd.,   21.000   ft;  f.   aL.   QaBevcO. 
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1»5  bx.;  val.  equip..  $260,000;  val.  bldgs.,  $175,- 
000;  exp.  dept.,  1160,000;  tot.  mem.,  140,  pd.  full 
time. 

Watsr  Supply — Src.,  strm.;  syg.,  grvf.;  tf,  caj*., 
6.000,000,000  gals.;  mains,  197  m.,  4  to  86  in. 
dia.:  781  hyd.;  2,108  v.;  19,000  aerv.;  pa-es.,  70 
to  95  lbs.;  cons,  day,  25,000,000  gals.;  wks.  owned 
by  Co. 

SELINSOROVE,  p.  1,478;  f.  area,  600  a.;  mere, 
bldgs.,  bk.,  3  stor.;  priv.,  bk.  A  wd.,  2%  to  8  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  Iwks.  &  combt.  ord.; 
caw^es  of  i.  inv.  F.  dept. — c.  hand  ex.,  1  h.  &  1. 
trie.,  2  hose  oar.;  hose,  cot.,  rub.  lined,  gd.,  800  ft.; 
inf.,  500  ft.;  tot.  hose,  1,800  ft.;  f.  al.  bell;  val. 
equip.,  112,000;  val.  bldga.,  $3,000;  exp.  dept.. 
$100;    tot.    mem.,    35    vol. 

Water  Supply— «rc.,  creek,  %  m»  bus.  cent.; 
s>is.,  pump  to  basin  k  basin  to  re*.;  res.  cap., 
2",000.000  gals.;  3  pump,  eng.,  cap.  day  6,400,000 
gaVs.;  mains,  5%  m.,  4  to  12  in.  dia.;  40  hyd.; 
met.,  1;  2-60  serv.;  pre«.,  dom.  57  lbs.,  f.  100  lbs.; 
confl*.  day.  125,000  gals.;  cost,  |46,000;  wks.  owned 
by  priv  Co. 

SELLERSVILLE,  p.  1,572;  mere,  bldgs.,  bk.  k 
wd.  F.  dept. — 1  h.  &  1.  trk.,  3  hose  car.;  hose, 
2,600  ft.;  f.  al.,  bell  &  wh.;  tot.  mem.,  90  vol. 

Water  Supply — Src,  apr.  ft  wella,  8  m.  bu».  cent.; 
sys..  grav.;  ree.  cap.,  5.000,000  gals.;  85  hyd., 
pres.,  f.  65  to  100  lbs.;  cons,  day,  150,000  gals.; 
wks-   owned  by   Borough. 

SEWICKLEY.  p.  4,479;  f.  area,  640  a.;  bldgs.. 
bk.  &,  wd..  2  stor.;  wd.  rfs.  perm.  F.  dept. — 1 
comb.  c.  &  h.  wag.,  1  h.  &  1.  trk.,  .1  hose  car.; 
hose,  cot.,  rub.  lined,  Kd..  1,600  ft.;  mf..  600  ft.; 
tot.  hose,  2,100  ft.;  val.  equip.,  $5,600;  val.  bldgs., 
$25,000;  tot.  mem.,   10  vol. 

Water  Supply — Src,  riv.,  %  m.  bus.  cent;  sys., 
pump^  to  res.;  stdp.  cap.,  212,000  gals.,  dim. 
20  X  110,  mat.  stl.;  res.  cap.,  8.000,000  gals., 
loc.  %  m.  east  of  town;  8  pump.  eng..  class 
trip,  duu,  cap.  day  2,000,000  gals,;  mains,  c.  1., 
24  m.,  3  to  12  in.  dia.;  115  hyd.;  892  v.; 
70  met.;  1,116  serv.;  pipe,  lead;  pres.,  dom.  60  lbs., 
f.  115  lbs.;  cons,  day,  800.000  gals.;  cost,  $228,- 
000;  coat  mtce.,  $4,500;  wks.  owned  by  city. 

SHAMOKIN,  p.  19,588;  mere  bldgs..  bk..  4  stor.; 
priv..  wd.,  2%  &  3  stor.;  wd.  rfs.  not  perm.;  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  str., 
3  comb,  c  ft  h.  wag.,  10  c  hand  ex.,  1  hose  wag., 
1  hose  car.,  14  hra.;  hose,  rub.,  gd.,  2,800  ft;  inf., 
1.600  ft;  tot  hose,  4,400  ft;  1.  aL,  elec,  Oame- 
weU  sys..  27  bx.;  val.  bldgs..  $60,000;  exp.  dept, 
$7,000;  tot  mem..  800  vol.;  undra.  rating,  second 

Watar  Supply— Src.  spr.  ft  mountain  strm..  9% 
m.  bus.  cent;  sys..  grav.;  res.  cap.,  JJO.OOO.OOO 
«alB.,  loc  9.6  m.  city;  mains,  c  L,  66.92  m.,  8 
to  24  in.  dia.;  lOS  hyd.;  807  v.;  met.  64; 
ores.,  dom.  ft  f.  76  to  85  lbs.;  wks.  owned  by  Co. 

SHARON,  p.  16.270;  f.  area.  1,800  a.;  mere 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
-dept. — 6  c  hand  ex.,  1  auto.  pump,  eng.,  1  aer. 
trk..  2  hose  wag.,  2  hrs.;  hose,  cot,  rub.  lined,  gd., 
8.500  ft.;  f.  al.,  Oamewell,  6  bx.;  val.  equip.,  $11,- 
000;  val.  bldgs.,  $8,000;  exp.  dept,  $6,000;  tot 
tnem.,  34,  pd.  full  time  6,  vol.  28. 

Water  Supply— Src,  riv.;  sys.,  pmnp  to  main;  2 
pump,  eng.,  class  comp.  cond.,  cap.  day  lliOOO.O?*' 
gals.;  mains,  85  m..  4  to  16  In.  Ji/-;  214  hyd.; 
-met.  987;  8,600  serv.;  pres.,  dom.  150  lbs,,  f.  160 
lbs.;  cons,  capita,  75  gals.;  wks.  ovraed  by  Co. 

dHAfK>N  HILL.  p.  1,400;  f.  area.  450  a.;  mere, 
bldgs..  bk.  ft  wd..  1  to  8  stor.;  pnv..  bk.  ft  wd.,  1 
to  8  stor.;  wd.  rfs.  perm,  in  1.  area;  no  rwks.  ft 
«>mbt.  ord.;  causes^of  f .  inv.  F.  dept.— 1  auto, 
comb,  wag.,  1  comb,  c  ft  h<)«e  vrag.;  hoee,  cot., 
Tub.  lined,  gd.,  1,000  ft;  f.  al..  JjU  «  telp..  2  bx., 
val.  equip.,  $1,500;  exp.  dept,  $1,000;  tot  mem., 
160  vol.;  undra.  rating,  class  B. 

Water  Supply— Hot  reported. 


SHARPSBURQ.    p.    8,168;    t    utt^    1    tq.    «•; 
mere,  bldgs.,  bk.,  8  ft   4  stor.;  priv..  wd.,   S 


ft  8 


mere,  uiubb.,  u».,  w  «  ^  V  u  '  t\Ju«i»  V»«i  V 
stor.;  wd.  rfs.  perm.;  no  fwks.  ft  comb.  ord.  »\ 
^ept.— 1  comb,  c  ft  h.  wag..  7  c  hand  ex^  1  h.  * 
1  trk.,  8  hoee  car..  4  hrs.;  hose,  cot,  rub.  lined, 
id..  4.500  ft;  f.  al..  Oamewell,  25  bx.;  val.  equip., 
$16,000;  val.  bldgs.,  $16,000;  exp.  dept..  $2^00, 
tot   mem..   182,  pd.  full  time  4,  vol.   128;  undra. 

"  w5te?*s2p?l^rc.  artesian  well,  ft  Allegheny 


Riv.,  1  m.  bus.  cent;  sys..  pump  dir.;  2  pump,  eng., 
class  dup.,  cap.  day  2,000,000  gals.;  maina.  c  i.,  26 
m.,  4  to  14  in.  dia.;  71  hyd.;  met.  22;  800  serv.; 
pipe,  lead;  pres.,  dom.  85  lbs.,  f.  120  lbs.;  wka. 
owned  by  city. 

SHARPSVILLE,  p.  8,684;  f.  area,  700  a.;  mere 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  wd.  ft  bk.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.  F. 
dept. — 1  comb.  h.  ft  1.  ft  hose  wag.,  2  hose  carts; 
hose,  cot,  rub.  lined,  gd.,  1,900  ft;  Inf.,  200  ft;  tot 
hose,  2,100  ft.;  f.  al..  bell  ft  wh.;  val.  equip.. 
$2,000;  val.  bldgs..  $12,000;  exp.  dept,  $200; 
vol. 

Water  Supply — Src,  well,  %  m.  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  94,800  gals.,  dm.  20  x 
80,  mat.  iron;  2  pump,  eng.,  class  dup.,  cap.  day 
800,000  gals.;  mains,  iron,  7^  m..  4  to  10  in. 
dia.;  90  hyd.;  met.  4;  375  serv.;  pipe,  lead;  pres.. 
dom.  76  lbs.,  f.  112  lbs.;  cost,  $82,600;  cost  mtce., 
$3,000;  wks.  owned  by  city. 

SHEFFIELD,  p.  2.600;  mere  bldgs.,  bk.  ft  wd.. 
1  to  8  stor.;  wil.  rfs.  perm,  in  f.  area.  F.  dept. — 1 
str.,  1  h.  &  I.  trk.,  1  hose  wag.,  2  hose  car.;  hose, 
cot,  rub.  lined,  gd.,  8,500  ft. 

Water  Supply — Src,  Deer  Lick  Run;  sys., 
grav.;  res.  cap.,  4,600,000  gals.;  mains,  c  1., 
6  m..  4  to  8  in.  dia.;  40  hyd.;  pres.,  f.  76  lbs. 

SHENANDOAH,  p.  26,774;  f.  area.  1,200  a.; 
mere  bldgs.,  bk.  ft  wd..  2^  stor.;  priv.,  wd.,  2% 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept. — 2  str.,  8  c  eng.,  8  c  hand 
ex.,  1  h.  ft  1.  trk.,  2  hose  wag.,  11  hrs.;  hose,  cot., 
rub.  lined,  gd.,  4,000  ft.;  inf.,  800  ft;  tot  hose, 
4,300  ft.;  f.  al.,  Gamewell,  29  bx.;  val.  equip., 
$40,000;  val.  bldgs.,  $60,000;  exp.  dept,  $5,500; 
tot.  mem.,   875;   pd.  full  time,   8,  vol  872. 

Water  Supply— Src,  strm.,  spr.  ft  artesian  well, 
5  m.  bus.  cent.;  sys.,  pump  to  res.;  res.  cap., 
6,000,000  gals.;  2  pump,  eng.,  cap.  day  8,600,000 
gals.;  mains,  stL  ft  c  i.,  26  m.,  4  to  14  in.  dia.; 
116  hyd.;  109  v.;  met,  8;  86.026  serv.;  pipe, 
iron;  pres.,  dom.  90  lbs.,  f.  110  lbs.;  cons.  day.  1,- 
750,000  gals.;  cost,  $237,000;  cost  mtce.,  $42,- 
400;  wks.  owned  by  city. 

SHERIDANVILLE.  F.  dept— 1  h.  ft  1.  trk.,  4 
hose  reels,  2.950  ft.  hose;  tot.  mem.,  120  vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  760,000  gals.;  mains,  8  m.,  6  to  8  in. 
dia.;  42  hyd.;  pres.,  dom.  86  lbs.,  f.  186  lbs.;  wks. 
owned  by  priv.  Co. 

SHICKSHINNY,  p.  1,917;  f.  area,  10  a.;  bldgs., 
bk.  ft  wd.,  3  stor.;  wd.  rfs.  not  perm.  F.  dept — 2 
c  hand  ex.,  1  h.  ft  1.  trk.;  hose,  1,600  ft;  inf., 
200  ft;  tot.  hose.  1,800  ft;  f.  al.,  Gamewell  ft 
telg.,  7  bx.;  vaL  equip.,  $3,000;  val.  bldgs.,  $1,400; 
exp.   dept,   $200;   tot.   mem.,   49  voL 

Water  Supply — Src,  creek,  %  m.  bus.  cent.; 
sys.,  grav.;  mains,  c  i..  6  m.,  2  to  16  in.  dia.;  160 
hyd.;  12  v.;  160  serv.;  pipe,  galv.  i.;  pres.,  f..  46 
lbs.;  cost,  $12,000;  coat  mtce.,  $200;  wks.  owned 
by  Co. 

SHIPPENSBURQ.  p.  8,457;  f.  area,  800  a.; 
mere  bldgs.,  bk.,  1  to  4  stor.;  priv.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 2  c  hand  ex.,  1  h.  ft  1.  trk., 
4  hose  car.;  hose,  cot,  rub.  lined,  gd.,  300  ft.;  rub., 
gd.,  900  ft;  inf.,  600  ft;  tot  hose,  1,700  ft.;  f. 
al..  bell:  val.  equip.,  $1,500;  val.  bldgs.,  $3,000; 
tot.  mem.,  100. 

Water  Supply — Src,  spr.,  6  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  8,000,000  gals.,  loc.  1  m.  south 
of  town;  mains,  c  i.,  17  m.,  4  to  12  in.  dia.; 
70  hyd.;  60  v.;  met.,  20;  1,000  serv.;  pipe,  galv. 
i.;  pres.,  dom.  60  lbs.,  f.  66  lbs.;  cons,  day,  600,- 

000  gals.;  cost,  $76,000;  cost  mice.,  $560;  wks. 
owned  by  city. 

SINKING  SPRING,  p.  1,000;  f.  area,  600  a.; 
mere  bldgs.,  bk.,  <stn.  ft  wd.,  2  to  3  stor.;  priv., 
wd.,  2  ft  3  stor.;  wd.  rfs.  perm,  in  f.  area;  no 
fwks.  ft  combt.  ord.;   causes  of  f.   inv.    F.  dept. — 

1  c  eng.,  2  c  hand  ex.,  1  comb,  hose  wag.;  hose, 
cot,  nib.  lined,  gfd.,  600  ft;  f.  al.,  bell;  vaL  equip., 
$2,500;  val.  bldgs.,  $8,000;  exp.  dept,  $200;  tot 
mem.,  150  vol. 

Water  Supply — ^Not  reported. 

SLATINGTON,  p.   4,454;  f.  area.  260  a.;  mere 

bldgs.,   stn..  bk.   ft  wd.,   2   to   6   stor.;   priv.,  stn., 

bk.  ft  wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f.  area; 

I    fwks.  ft  combt.  ord.;  causes  of  f.  inv.     F.  dept. — 1 
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str.,  26  e.  hand  ex.,  1  h.  ft  1.  trie,  2  ho>e  car.,  1 
c.  comb,  wag.,  2  bra.;  bote,  cot.,  rub.  lined,  g6., 
600  ft.;  rub.,  gd.,  1,500  ft;  inf.,  400  ft.;  tot.  hose, 
2,400  ft.;  f.  al.,  bell;  vaL  equip.,  $10,000;  vaL 
bldgs.,  $12,000;  ezp.  dept.,  $900;  tot.  mem.,  186, 
pd.  full  time  1,  pd.  part  time  10,  174  vol. 

Water  Supply — Src.,  spr.  k  artesian  wells;  ays., 
grav.;  mains,  11  m.,  4  to  8  in.  dia.;  45  hyd.;  58 
T.;  750  serv.;  prea.,  dom.  80  lbs.,  f.  140  lbs.;  cost, 
$45,000;  wka.  owned  by  borough. 

SLIPPERY  ROCK,  p.  870;  f.  area,  40  a.;  mere 
bldgs.,  bk.  k  wd..  1  to  3  stor.;  priv.,  bk.  k  wd.,  1 
k  t  stor.;  wd.  ris.  not  perm,  in  f.  area;  no  fwks. 
k  combt.  ord.;  causes  of  f.  inv.  F.  dept.— -1  c. 
eng.,  60  c.  hand  ex.,  2  hose  reels,  ladders;  hose, 
cot.,  rub.  lined,  gd.,  1,000;  f.  aL,  bell;  vaL  equip., 
$700;  tot.  mem.,  40  vol. 

Water  Supply— fire.,  cisterns;  sys.,  grav.;  stdp. 
cap.,  48,000  gsJa.;  res.  cap.,  25,000  gals.;  1  pump, 
eng.,  cap.  day  108,000  gi^s.;  mains,  6  m.,  S  to  6 
in.  dia.;  8S  hyd.;  15  v.;  204  met;  185  serv.; 
pipe,  c.  i.;  pres.,  dom.  40  lbs.,  f.  60  lbs.;  cons, 
day,  12,800  gala.;  cost,  $25,000;  wks.  owned  by 
city. 

SMETHPORT,  p.  1.817;  f.  area,  476  a.;  mere, 
bldgs.,  cem.,  wd.  k  bk.,  b  k  i  stor.;  priv.,  wd.  k 
bk.,  2  ft  -8  Btor.;  wd.  rfs.  perm.;  fwks.  ft  combt. 
ord.  F.  dept. — 1  sir.,  8  c.  eng.,  5  c.  hand  ex., 
1  h.  ft  L  trk.,  4  hose  car.;  hose,  cot.,  rub.  lined, 
gd.,  3,000  ft;  f.  al.,  bell  ft  wh.;  val.  equip.,  $10,- 
000;  vaL  bldgs.,  $8,000;  exp.  dept,  $500;  tot 
mem.,  200  vol. 

*Watar  Supply — Src.,  3  wells,  spr.  ft  strm.,  8  m. 
bus.  cent;  res.  cap.,  1,000,000  gals.;  mains,  iron, 
10  m.,  4  to  6  in.  dia.;  82  hyd.;  600  serv.;  pipe, 
lead;  pres.,  dom.  46  lbs.,  f.  86  lbs.;  cost,  $80,000; 
cost  mtce.,  $600;  wks.  owned  by  city  ft  Co. 

SOMERSET,  p.  2,612;  f.  area,  600  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  stn.,  bk. 
ft  wd.,  2  to  8  stor.;  wd.  rIs.  perm,  in  f.  area;  fwks. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 4  c. 
hand  ex.,  1  comb.  c.  ft  hose  wag.,  1  h.  ft  1.  trk..  2 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,800  ft; 
f.  al.,  wh.;  val.  equip.,  $8,000;  tot  mem.,  76  voL 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  sys., 
pump  to  res.;  res.  cap.,  750,000  gals.;  1  pump, 
eng.;  cap.  day.  720.000  gals.;  mains,  7  m.,  4  to 
10  in.  dia.;  70  hyd.;  250  met;  700  serv.;  pres.. 
dom.  ft  f.  70  to  110  lbs.;  cons,  day,  200,000  gals.j 
cost  $50,000;  cost  mtce.,  $8,000;  wks.  owned  by 
city. 

SOUNDERTON,  p.  1,876;  f.  area,  250  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  2 
to  8  stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2  c.  hand 
ex.,  2  hose  reels,  1  h.  ft  1.  trk.;  hose,  cot,  rub. 
lined,  gd.,  1,200  ft;  f.  aL,  elec.,  2  bx.;  vaL  equip., 
$1,600;  exp.  dept,  $100;  tot  meuL,  48  voL;undrs. 
rating,  second  class. 

Water  Supply — ^Not  reported. 

SOUTH  BETHLEHEM,  Northampton  Co.,  p.  10,- 
973;  f.  area,  646  a.;  mere,  bldgs.,  bk.,  2^  to  4 
stor.;  priv.,  bk.  ft  wd.,  2^  stor.;  wd.  rfs.  not  perm, 
in  f.  area;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  Btr.,  1  h.  ft  L  trk.,  1  comb.  e.  wag.,  4 
c.  hand  ex.,  1  aer.  trk.,  2  hose  wag.,  1  hose  car.,  7 
hrs.;  hose,  cot,  rub.  lined,  gd.,  7,000  ft;  inf.,  1,- 
800  ft.;  tot  hose,  8,800  ft;  f.  al.,  Oamewell,  6 
bx.;  val.  equip.,  $17,548;  vaL  bldgs.,  $20,000;  exp. 
dept.,  $4,000;  tot.  mem.,  215;  pd.  part  time  11, 
204  voL 

Water  Supply — Src,  riv.;  lys.,  pump  to  res.;  res. 
cap.,  15,000,000  gals.;  cap.  day,  5,000,000  gals.; 
mains,  16  m.,  8  to  20  in.  dia.;  76  hyd.;  176  v.; 
met,  8:  pres.,  dom.  80  lbs.,  f.  100  lbs.;  cost,  $260,- 
000;  wks.  owned  by  Co. 

SOUTH  FORK,  p.  4,592;  f.  area,  125  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  ft  4  stor.;  pr.v..  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  combt  ord.;  causes  of  f. 
inv.  F.  dept. — 10  c  hand  ex.,  1  hose  wag..  1  hose 
cart.;  hose,  cot,  rub.  lined,  gd.,  2,000  ft;  inf., 
800  ft;  tot  hose,  2,800  ft;  f.  aL,  bell  ft  wh.;  vaL 
equip.,  $8,800;  val.  bldgs.,  $9,000;  tot  mem.,  110 
vol. 

Watsr  Supply — Src.  riv.,  4H  m.  bus.  cent;  sys.. 
grav.;  res.  cap.,  20.000,000  gals.;  mains,  c  L,  6 
m.,  10  in.  dia.;  98  hyd.;  46  v.;  met,  6;  60  serv.; 
pipe,  galv.  L;  pres.,  dom.  90  lbs.,  f.  90  lbs.;  cost, 
$72,000;  cost  mtce.,  $400;  wks.  owned  by  Co. 


SOUTH  SHARON,  p.  10,190;  f.  axea,  600  a.; 
mere,  bldgs.,  bk.,  atn.  ft  wd.,  1  to  4  stor.;  priv.. 
bk.  ft  wd.,  1  to  8  stor.;  wd.  rfs.  are  not  penn.  io 
f.  area;  fwks.  ft  eombt  ord.;  causes  of  f.  inv.  F. 
dept — 1  comb,  c  ft  h.  wag.,  4  c  hand  ex.;  1  h. 
ft  L  trk.,  2  bra.;  hose,  cot,  rub.  lined,  gd., 
4,500  ft;  rub.,  gd.,  160  ft;  tot  hose,  4,660  tu; 
f.  aL,  telp.  ft  bell;  val.  equip.,  $9,000;  vaL  bldga, 
$10,000;  exp.  dept,  $8,000;  tot  mem.,  SO;  pdHsOJ 
time  8,  voL  77. 

Watar  Supply — ^To  be  installed. 

SOUTH  WAVERLY,  p.  1,084.  F.  dept— Not  re- 
ported. 

Water  Supply — Src,  Waverly  Water  Co.;  vs., 
grav.;  2  res.,  cap.  180,000,000  gals.;  mains,  c.  i., 
4  2-8  m.,  4  to  8  in.  dia.;  7  hyd.;  40  v.;  26  met.; 
108   serv.;    pipe,   galv.   L;   pres.,   dom.   ft  f.,  80  to 

00  lbs.;  cons,  day,  100,000  gals.;  wks.  owned  by 
priv.    Co. 

SPANGLER,  p.  8.000:  f.  area,  100  a.;  mere 
bldgs.,   bk.   ft  wd.,   1   ft   2   stor.;   priv..   bk.  ft  wd. 

1  ft  2  stor.;  wd.  ris.  perm,  in  f.  area;  fwks.  & 
combt  ord.;  csuses  of  f.  inv.  F.  dept. — 1  h.  ft  L 
trk.,  1  hose  car.,  ladders,  kc;  hose,  cot.,  rub. 
lined,  gd.,  500  ft;  f.  aL,  bell;  vaL  equip.,  $500: 
voL;    undrs.    rating,    fifth   class. 

Water  Supply— Src,  res.,  1  m.  bfus.  cent;  svt., 
grav.;  12  hyd.;  pres.,  dom.  20  lbs.;  cost,  $35.00<): 
wks.  owned  by  priv.  Co. 

SPRING  CITY,  p.  2,880;  f.  area,  l)i  sq.  m.; 
bldgs.,  bk.  ft  stn.,  2  ft  8  stor.;  wd.  rfs.  perm.; 
fwks.  ord.  F.  dept. — 1  stm.  eng.,  2  hose  car.,  1  bo» 
w'ag.,  ladders,  ftc;  hose,  cot,  gd.,  1,600  ft;  bell 
aL;  val.  equip.,  $6,000;  vaL  bldgs.,  $6,600;  exp. 
dept,  $480;  tot.  mem.,  101  voL 

Water  Supply — Src,  cistern,  cap.  600  hhdt.,  k 
canal;  17  hyd.;  18  v.;  2  met  (Supply  froiQ  Roy- 
ersford. ) 

SPRING  GROVE,  p.  1,162;  f.  area.  60  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  to  8  stor.;  wd.  rfs.  pern.; 
causes  of  f.  inv.  P.  dept — 1  c.  eng..  2  hose  esr.; 
hose,  800  ft,  linen,  cot,  rub.  lined,  gd.,  1,600  ft; 
f.  aL,  bell;  vaL  equip.,  $2,500;  exp.  dept,  $100; 
86  vol. 

Watsr  Supply — Src,  res.,  %  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  500,000  gals.;  2  pump,  eng.;  maxns, 
c.  L.  4  to  12  .n.  dia.;  16  hyd.;  pipe,  wrt  L;  wes^ 
dom.  80  lbs.,  f.  160  lbs.;  wks.  owned  by  priv.  Cc 

STATE  COLLEGE,  p.  1.425;  f.  ares.  1.000  a- 
F.  dept. — 1  c  eng.,  2  comb,  c  ft  hose  wag.,  c.  hai»i 
ex..  2  hose  wsg.,  1  h.  ft  1.  trk.;  f.  aL,  elec;  v&I. 
equip.,  $4,000;  val.  bldgs..  $4,000;  voL 

Water  Supply — Src.  Sbmgletown  Gap  Riv^  4  at 
bua.  cent;  ays.,  grav;  res.  cap.,  800,000  gals.; 
mains,  10  m.,  6  to  12  in.  dia.;  85  hyd.;  met,  S; 
pipe,  iron;  pres.,  dom.  60  lbs.,  f.  60  lbs.;  coom,  day. 
260,000  gals.;  wks.  owned  by  priv.  Co. 

STEELTON,  p.  14,246;  f.  area,  800  a.;  mere 
bldgs.,  wd.  ft  bk.,  2  ft  8  stor.;  priv.,  wd..  2  stor.: 
wd.  rfs.  perm.;  fwks.  ft  combt  ord.  F.  dept — 1 
str.,  2  comb.  h.  ft  c  wmg.,  14  c  hand  ex..  2  k. 
ft  L  trie.,  1  hose  wag.,  2  hose  car.,  10  hrs.;  hose. 
cot,  rub.  lined,  gd.,  8,000  ft;  rub.,  gd.,  600  ft; 
inf.,  600  ft;  tot  hose,  4,000  ft;  f.  aL,  Garaevril, 
21  bx.;  vaL  equip.,  $12,000;  vaL  bldgs.,  $27,000; 
exp.  dept.  $10,000;  tot.  mem.,  654,  pd.  full  time 
4,  voL  650. 

Water  Supply — Src,  Susquehanna  Biv.,  H  m. 
bus.  cent;  sys.,  pump  to  res.  ft  dir.;  res.  cap., 
7,000,000  gals.;  8  pump,  eng.,  class  comp.  coad.. 
cap.  day  6,000,000  gals.;  mains.  14 H  m.,  4  to  24 
in.  dia.;  127  hyd.;  160  v.;  1.500  met;  1,700  ecrr.; 
pipe,  galv.  i.;  pres.,  dom.  40  lbs.,  f.  100  lbs.;  coca, 
day,  9.000,000  gaJs.;  cost  mtce.,  $14,000;  wks. 
ovmed  by  borough. 

STONEBORO,  p.  1,074;  bldgs.,  wd.  F.  dept--l 
c  eng.,  1  h.  ft  L  trk.,  1  hose  car.;  hose,  1,000  ft: 
f.  aL.  bell;  tot  mem.,  24  voL 

Watsr  Supply — Src,  res.;  sys.,  grav.;  re&  esp.. 
226,000  gals.;    12  hyd.;  eng.  ft  wiodmlOa. 

STRASBURG,  p.  886;  f.  area.  400  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  ft  3  stor;  priv.,  bk.  ft  wd.,  2 
ft  2Vi  ator.;  wd.  rfs.  perm,  in  f.  area;  fwka  ^ 
combt  ord.;  causes  of  f.  inv.  F.  dept— 3  host 
car.;  hose,  cot,  rub.  lined,  gd..  900  ft;  rsb..  (rd^ 
900  ft;  tot  hose,  1,800  ft;  f.  al.,  bell;  vaL  cqm^. 
$1,000;   vaL  bldgs.,   $100. 

Watar  Supply — Src,  spr..  6  m,  bus.  cent;  lya. 
grav.;  rea.  cap.,  100,000  gals.;  mains,  c  i.  7  m,  4 
to  8  in.  dia.;  88  hyd.;  20  v.;  mat,  «:  190  mn.i 
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pipe,  galv.  i.;  pre«.,  dorti.  8c  t.  60  to  70  lbs.;  cost, 
|i21,000;  cost  mice.,  $5,000;  wks.  owned  by  city. 

STR0UD8BURQ,  p.  4,879;  f.  ares,  040  a.; 
bldn.,  bk.  A  wd.,  2  ft  8  stor.;  wd.  rfs.  not  perm.; 
fwks.  ft  combt.  ord.  F.  dept. — 1  str.,  2  hose  car.; 
hose,  cot.,  rub.  lined,  gd..  1,800  ft.;  inf.,  1.000  ft.; 
tot  hose,  2.800  ft.;  val.  equip.,  $12,000;  val. 
bldgs.,   $8,600;  tot.  mem.,  48  vol. 

Water  Supply — Src,  spr.,  2  m.  bus.  cent.;  sys., 
grav.  ft  pump  to  res.;  2  small  pumps  for  emergency; 
res.  cap.,  4,000,000  gals.;  mains,  c.  i.,  16  m.,  4 
to  10  in.  dia.;  40  hyd.;  86  v.4  met..  18;  prps., 
doni.  40  lbs.,  f.  40  lbs.;  cons,  dsy,  800,000  gals.; 
cost  mtcc.,  $2,600;  wks.  owned  by  Co. 

SUGAR  NOTCH,  p.  2,489;  mere  bldgs.,  wd.  ft 
bk.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm, 
in  f.  ar«a;  fwks.  ft  combt.  ord.;  causes  of  f.  mv. 
F.  dept. — 1  hose  wag.,  1  hrs.;  hose,  cot,  rub.  lined, 
gd.,  1.000  ft;  f.  aL,  beU;  Tal.  equip.,  $1,600;  val. 
bldgs.,  $4,000;  exp.  dept,  $100;  tot  mem.,  60voL 

Wstsr  Supply — Src.,  from  Spring  Brook  Water 
Supply  Co.,  Wilkesbarre. 

SUMMERVILLE,  p.  609.  F.  dept--5  c.  hand 
ex.,  1  hose  wsg.,  1  hose  reel;  hose,  cot.  rub.  Itned, 
gd.,  600  ft;  inf.,  260  ft;  tot  hose,  760  ft;  f. 
aL,  bell;  val.  equip..  $800;  voL 

Watsr  Supply — Src,  spr.  ft  well,  %  m.  bus. 
cent.;  sys.,  pump  to  stdp.;  stdp.  cap.,  1,700  bbls.; 

1  pump,  eng.;  mains,  c.  i.,  -2%  m.;  6  hyd.;  10  v.; 
pipe,  c.  i.;  pres.,  dom.,  6i6  lbs.;  cost,  $7,000;  cost 
mtce.,  $800;  wksj  owned  by  priv.  Co. 

SUMMIT  HILL,  p.  2,986;  f.  area.  400  s.;  mere, 
bldgs.,  wd.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.:  causes  of 
f.  inv.  F.  dept — 1  str.,  1  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  600  ft;  inf..  900  ft;  tot  hose, 
1.400  ft;  vaL  equip..  $8,000;  val.  bldgs.,  $8,000; 
exp.  dept,  $160;  tot  mem.,  60  voL 

IWater  Supply— Src,  crk.,  spr.  ft  well,  1  m.  bus. 
cent;  «y3.,  pump  to  res.;  res.  cap.,  800,000  gal^; 

2  pump,  eng.,  cap.  day  <3 00,000  gals.;  mains,  c.  i., 
«  m.,  4  to  8  in.  dia.;  21  hyd.;  60  v.;  20  met.; 
600  serv.;  pipe,  galv.  i.;  pres.,  dom.  ft  f.,  26  lbs.; 
COM.  day,  800,000  sale*;  cost,  $16,000;  cost  mtce., 
$1,600;  wks.  owned  by  Co. 

SUNBURY,  p.  18,770;  f.  area,  1,920  a.;  mere, 
bldgs.,  stn.  ft  bk.,  2  to  4  stor.;  priv.,  bk.  ft  wd.. 
2  ft  8  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2  str.,  2 
c.  eng.,  4  c  hand  ex.,  1  h.  ft  1.  trie,  10  hose  car., 
6  hrs.;  hose,  cot,  rub.  lined,  gd.,  8,000  ft;  f.  al., 
bell;  val.  equip.,  $17,000;  val.  bldgs.,  $80,000; 
exp.  dept,  $4,600;  tot  mem.,  800  voL 

Water  Supply — Src,  spr.  ft  surface  water;  sys., 
pump  dlr.;  res.  cap.,  28,489.000  gals.;  2  pump, 
eng.,  cap.  day  7,000,000  gals.;  mains,  90  m..  6  to 
16  in.  dia.;  42  hyd.;  80  v.;  pres.,  f.  lOQ  lbs.;  cost, 
$110,000;  cost  mtce.,  $3,000;  wks.  owned  by  Co. 

SUSQUEHANNA,  p.  8,478;  f.  area.  8  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  to  4  stor.;  priv.  bldgs.,  wd.,  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.: 
causes  of  f.  inv.  F.  dept. — 1  c.  eng.,  20  c.  hand 
ex.,  1  h.  ft  1.  trk.,  8  hose  car.;  hose,  cot,  rub.  lined, 

fd..  800  ft;  rub.,  gd.,  1,200  ft;  linen,  gd.,  1,600 
t;  inf.,  900  ft;  tot  hose,  4.600  ft;  f.  al..  Game- 
well,  18  bx.;  val.  equip.,  $2,000;  val.  bldgs.,  $1,- 
500;  tot  mem..  07  vol.;  undrs.  rating,  second  class. 
Watsr  Supply — Src,  lake  ft  spr.,  2  m.  bus. 
cent.;  sys..  grav.;  res.  cap.,  50,000,000  gals.,  ft 
8  dams,  cap.,  200,000,000  gals.;  mains,  c.  i.,  21 
m.,  2  to  14  in.  dia.;  42  hyd*.;  61  v.;  met,  26; 
912  serv.;  pipe,  c  i.;  pres..  dom.  80  lbs.,  f.  185 
lbs.;  cost,  $212,000;  cost  mtce.,  $2,8^0;  wks. 
owned  by  Co. 

SWARTMORE,  p.  2,000;  f.  area,  640  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  ft 
2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  P.  dept — '1  c  eng.,  1  auto, 
comb.  pump,  eng.,  1  h.  ft  1.  trk.,  1  hose  wag.;  hose, 
Ttib.  lined,  gd.,  2,060  ft.;  f.  al.,  bell;  val. 
equip.,  $18,000;  val.  bldgs.,  $16,000;  exp.  dept., 
$800;  tot  mem.,  60,  pd.  part  time;  undrs.  rating, 
second  class. 

Water  Supply — Src,  creek,  1  m.  bus.  cent;  sys.. 

riv.;  1  rea.,  loc  at  Secane;  csp.,  4,000,000  gsls.; 
res.,  loc.   at   Marple;    cap.,    2,000,000   gals.;   81 
byd.;    wks.   owned  by   Springfield  Water  Co. 

SWISSVALC,  p.  7,881;  f.  area,   1%.   m.;  mere. 


bldgs..  bk.,  1  to  4  stor.;  priv.,  bk.,  1  to  4  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  mv.  F.  dept — 1  h.  ft  1.  trk.,  1  auto, 
comb,  c  ft  h.  wag.,  1  hose  wag.,  2  hose  car.,  4 
hrs.;  hose,  cot,  rub.  lined,  gd.,  3,000  ft;  inf.. 
600  ft;  tot  hose,  8,500  ft;  f.  al.,  Oamewell,  28 
bx.;  val.  eouip..  $18,667;  vaL  bldgs..  886,412; 
exp.  dept,  $10,000;  tot  mem.,  102,  pd.  full  time 
2.  vol.    100. 

Water  Supply — Src.  Penn  Water  Co.;  88  byd. 

TAMAQUA,  p.  9,462;  f.  area,  1,600  a.;  mere 
bldgs.,  bk.  ft  wd.,  2^  to  4  stor.;  priv.,  bk.  ft  wd., 
2^  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  str.,  1  c.  eng., 
2  comb.  c.  ft  h.  wag.,  6  c.  hand  ex.,  1  h.  ft  1.  trk., 
8  hose  car.,  8  hrs.;  hose,  cot,  nib.  lined,  gd., 
6,000  ft;  f.  al.,  elcc,  10  bx.;  val.  equip.,  $14,- 
000;  val.  bldgs.,  $18,000;  exp.  dept,  $2,000;  tot 
mem.,  860  vol. 

Water  Supply — Src,  spr.,  SVi  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  68,000.000  gals.;  mains,  20  m., 
4  to  16  In.  dia.;  98  hyd.;  160  v.;  met,  10;  8,000 
serv.:  pipe,  iron  ft  lead;  pres.,  dom.  70  lbs.,  f. 
108  lbs.;  cost,  $200,000;  cost  mtce.,  $2,000;  wks. 
owned  by  city. 

TARENTUM,  p.  7,414;  f.  area,  960  a.;  mere 
bldgs.,  bk.  ft  wd.,  8  stor.;  priv.,  wd.,  2H  stor.; 
wd.  rfs,  perm.;  fwKs.  ft  combt.  ord.  F.  dept. — 1 
str.,  1  h.  ft  1.  trk.,  1  hose  wag.,  6  hose  car.,  2 
hrs.;  hose,  cot,  rub.  lined,  gd.,  2,000  ft;  rub.,  gd., 
600  ft;  inf.,  1,000  ft;  tot  hose,  8.600  ft;  f. 
al.,  bell  ft  wh.;  val.  equip.,  $9,000;  val.  bldgs., 
$16,000;  exp.  dept,  $600;  tot  mem.,  400  vol. 
Undrs.  rating,  third  class. 

Water  Supply — Src,  riv.  ft  spr.;  sys.,  grav.,  pump 
to  res.;  res.  cap.,  2,000.000  gals.;  pump,  eng.,  cap. 
day,  2,000,000  gals.;  mains,  15  m.,  8  to  12  in. 
dia.;  00  hyd.;  met,  11;  970  serv.;  pres.,  dom.  86 
lbs.,  f.  86  lbs.:  cost,  $210,977;  cost  mtce.,  $6,866; 
wks.  owned  by  Co. 

TAYLOR,  p.  9,060:  f.  area.  1,880  a.;  mere, 
bldgs.,  wd.,  2  ft  4  stor.;  priv.,  wd.,  1  to  8  stor.; 
wd.  rfs.  perm.;  no  fwks.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 4  c.  hand  ex.,  2  hose  wag.,  2 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,900  ft; 
rub.,  gd.,  600  ft;  inf.,  300  ft.;  tot  hose.  2,700 
ft;  f.  al.,  Gamewell,  9  bx.;  val.  equip.,  $3,500; 
val.  bldgs.,  $6,000;-  exp.  dept,  $260;  tot.  mem., 
125  vol. 

Water  Supply — Src,  wells  ft  spr.,  6  m.  bus. 
cent;  sys.,  grav.  ft  pump  d  r.;-  26  byd.;  2  res.;  wks. 
owned  by  Co. 

TELFORD,  p.  1,207.  F.  dept — 2  c  ex.,  2  hose 
carts,  1  hand  eng.;  hose,  cot,  gd.,  1,600  ft;  f.  si., 
bell;  \al.  bldgs.,  $2,000;  tot  mem.,  47  vol. 

Watsr  Supply — Src,  wells  ft  cisterns. 

THOMPSONTOWN,  p.  298;  f.  area,  60  a.;  mere 
bldgs.,  bk.  ft  wd..  2^  ft  3  stor.;  priv.,  bk.  ft  wd., 
2  ft  2V^  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — C.  hand 
ex.,  hose  reels,  buckets,  &c;  hose,  cot.  rub.  lined, 

Sd.,   860   ft;   f.   al.,   bell;   vol.   equip.,   $600;   exp. 
ept,  $100;  tot.  mem.,  86  vol. 
Water   Supply— 6rc.,   wells,    IH    m.    bus.    cent; 
eya,  grav.;  res.  cap.,   60,0&0  gals.;   mains,  wd..   2 
m..  4  to  6  in.  dia.;  12  hyd.:  6  v.;  54  serv.;  pipe, 
wrt  1.;  pres..  dom.  ft  f.,  80  Ihs.;  cons,  day,  10,000 

gals.;  cost,  $8,000;  cost  mtce.,  $150;  wks.  owned 
y  iMiv.   Co. 

THROOP,  p.  8,000.  F.  dept — 1  hose  wag.,  1 
hose  cart;  hose,  cot,  rub.  lined,  gd.,  250  ft;  f. 
al.,  bell;  val.  equip.,  $1,600;  val.  bldgs.,  $2,600; 
tot  mem.,   60  voL 

Water  Supply — Src,  Olyphant  Water  Co.;  sys., 
dir.  pres.;  80  hyd.;  pres.,  dom.  60  lbs.;  wks.  owned 
by  Co. 

TIDIOUTE,  p.  1,824;  bldgs.,  wd.,  2  stor.;  wd. 
rfs.  perm.  F.  dept — 1  hand  eng.,  6  hose  car.;  hose, 
cot,  rub.  lined,  gd.,  1,400  ft;  linen,  gd.,  1,400  ft; 
rub.,  gd.,  500  ft;  tot  hose.  8,800  ft;  val.  equip., 
$2,000;  val.  bldgs..  $800;  tot  mem.,  60  vol. 

Water  Supply — Src,  mountain  strm.,  4^  m.  bus. 
cent;  sys.,  grav.;  res.  cap.,  627,000  gals.;  mains, 
c  1.,  6  m.,  4  to  10  in.  dia.;  87  hyd.;  24  v.;  met, 
4;  201  serv.;  pipe,  galv.  L;  pres.,  dom.  60  lbs.,  f. 
66  lbs.;  cost  mtcc,  $800;  wks.  owned  by  Co. 

TIOQA,  p.  688;  f.  area,  800  a.;  mere  bldgs.,  bk., 
2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not  perm.; 
fwks.  ft   combt.   ord.     F.  dept. — 1   h.   ft  1.  trk.,   1 
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hose  CAT.;  hose,  cot.,  rub.  lined,  gd.,  1,000  ft;  tot 
mem.,  100  toI. 

Water  Supply — Src,  spr.,  1%  m.  bus.  cent; 
sys.,  grav.,  pump  to  res.;  res.  cap.,  1,000,000  gals., 
loc.  near  village;  1  pump,  eng.,  class  dup.,  cap.  day 
1.000,000  gals.;  mains,  c.  i.,  8%  m.,  4  to  6  in. 
dia.;  18  hyd.;  81  v.;  pipe,  galv.  i.;  pres.,  dom,  65 
lbs,,  f.   90   Ibfi.;   cost,   $15,000;   wks.   owned  by  Co. 

TITUSVILLE,  p.  8,658;  f.  area,  1,600  a.;  bldgs., 
bk.  &  wd.,  3  stor.;  wd.  rfs.  not  perm.;  fwks.  k 
combt.  ord. ;  causes  of  f.  inv.  F.  dept — 2  str.,  1 
h.  &,  1.  trk.,  2  hose  wag.,  2  hose  car.,  6  hrs. ;  hose, 
cot,  rub.  lined,  gd.,  3,000  ft;  inf.,  1,700  ft;  tot 
hose,  4,700  ft;  f.  al.,  bell;  val.  equip..  $18,700;  val. 
bldgs..  $12,000;  exp.  dept,  $4,600;  tot  mem.,  24, 
pd.  full  time  8,  pd.  part  time  21;  undra.  rating, 
second  class. 

Water  Supply — Src,  wells;  sys.,  pump  k  dir.; 
pump,  eng.,  cap.  day,  7.500,000  gzU.-,  mains,  25 
m.,  2  to  16  in.  dia.;  125  hyd.;  met,  76;  2,600 
serv.;  pres.,  dom.  70  lbs.,  f.  100  lbs.;  cons,  day, 
1.700,000  gals.;  cost  $238,000;  cost  mtce.,  $12,- 
000;  wks.  owned  by  city. 

TOWANDA,  p.  4,281;  f.  area,  2  sq.  m,;  mere, 
bldgs.,  bk.,  3  to  5  stor.;  priv.,  bk.  k  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ord.  F.  dept. — 1  str., 
1  c.  eng.,  2  c.  hand  ex.,  1  h.  k  1.  trk.,  6  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  8,300  ft.;  inf.,  500  ft; 
tot.  hose.  8,800  ft;  i.  al.,  Gamewell,  2  bx.;  val. 
equip.,  $8,000;  exp.  dept,  $600;  tot  mem.,  427 
vol. 

Water  Supply — Src,  spr.;  sys.,  grav.  to  rea.;  res. 
cap.,  760,000  gals.;  mains,  c.  k  wrt  1.,  80  m.,  4 
to  12  in.  dia.;  68  hyd.;  met,  8;  1,021  senr.;  pre*., 
dom.  110  lbs.,  f.  110  lbs.;  cost,  $195,000;  wks. 
owned  by  Co. 

TOWER  CITY,  p.  2.325;  f.  area,  800  a.;  mere, 
bldgs.,  bk.  k  wd.,  2  &  3  stor.;  pr.v.,  wd.,  2Vi  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  k  combt  ord. 
F.  dept. — 1  c.  eng.,  2  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  1,150  ft;  f.  al.,  wh.;  val.  equip.,  $1,000; 
exp.   dept,   $500;   tot.   mem.,   125   vol. 

Water  Supply — Src,  mountain  spr.,  1%  m.  bus. 
eent;  sys.,  grav.  k  pump  to  res.;  res.  cap.,  16,- 
000,000  gals.,  loc.  on  mountain;  1  pump,  eng.,  class 
comp.,  cap.  day  600,000  gals.;  mains,  c  i.,  9 
m.,  4  to  8  in.  dia.;  6  hyd.;  met,  6;  pres.,  dom. 
70  lbs.,  f.  70  lbs.;  cost  $66,000;  cost  mtce.,  $800; 
wks.  owned  by  priv.  Co. 

TREMONT,  p.  2,067;  f.  area,  400  a.;  mere, 
bldgs.,  wd.  k  bk.,  2  to  4  stor.;  prIv.,  wd.  k  bk.,  8 
stor.;  wd.  rfs.  perm.;  fwks.  k  combt  ord.;  causes  of 
f.  inv.  F.  dept. — 1  str.,  1  h.  &  1.  trk.,  1  hose  wag., 
1  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft; 
rub.,  gd.,  160  ft;  inf.,  100  ft;  tot  hose,  1,800  ft; 
f.  al.,  wh.;  \al.  equip.,  $5,000;  val.  bldgs.,  $8,000; 
exp.  dept,  $100;  tot.  mem.,  86  vol. 

Water  Supply — Src,  strm.  k  spr.;  sys.,  grav.; 
res.  cap.,  1,000,000  gals.;  mains,  8^  m.,  4  to  6 
in.  dia.;  27  hyd.;  pres.,  dom.  66  lbs.,  f.  76  lbs.; 
cost,  $82,000;  cost  mtce.,  $200;  wks.  owned  by  Co. 

TREVORTON.  F.  dept. — 1  c  eng.,  1  comb,  hose 
wag.,  1  h.  &  L  trk.,  1,000  ft.  hose;  f.  al.,  bell; 
val.    equip.,    $5,000;    exp.    dept,    $200;    vol. 

Water  Supply— Src,  spr.;  sys.,  pump  dir.;  stdp. 
cap.,  450,000  g&ls.;  2  pump,  eng.,  cap.  day  250,- 
000  gals.;  3  m.  mains.  4  to  6  in.  dia.;  130  hyd.; 
8  v.;  60  lbs.  pres.;  cost,  $35,000;  cost  mice., 
"$1,567;    wks.    owned  by   priv.   Co. 

TROY,  p.  1,288;  f.  area,  200  a.;  mere,  bldgs., 
bk.  k  wd.,  1  to  3  stor.;  priv.,  bk.  k  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  str.,  1  h.  &  1.  trk.,  2  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  2,000  ft;  f.  al.,  bell; 
val.  equip.,  $6,000;  val.  bldgs.,  $2,000;  exp.  dept, 
$800;  tot.  mem.,  50  vol. 

Water  Supply — Src,  spr.  k  wells,  8  m.  bus. 
cent.;  sys.,  grav.  k  pump  to  res.;  res.  cap.,  160,000 
gals.;  1  pump,  eng.,  cap.  day  180,000  gals.;  mains, 
iron,  6  m.,  4  to  6  in.  dia.;  40  hyd.;  16  v.;  800 
serv.;  pres.,  dom.  70  lbs.,  f.  70  lbs.;  cons,  d^, 
100,000  gals.;  cost,  $45,000;  cost  mtce.,  $600; 
wks.  owned  by  city. 

TUNKHANNOCK,  p.  1,598;  t  area,  600  a.;  mere, 
bldgs.,  bk.  k  wd.,  2  &  3  stor.;  priv.,  bk.  k  wd.,  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  k  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 1  h.  *  1.  trk.,  8  hose 
carts;  hose,  cot,  rub.  lined,  gd.,  2,600  ft;  f.  al., 
bell;  val.  equip.,  $8,000;  val.  bldgs.,  $17,000;  exp. 
<iept.,  $260;  tot  mem.,  100  vol. 


Water  Supply — Src,  spr.,  riv.;  sys.,  grav.;  res. 
cap.,  800,000  gals.;  mains,  6^  m.;  60  hyd.;  402 
serv.;  pres.,  f.  60  lbs.;  cost,  $48,000;  wks.  owned 
by  Co. 

TURTLE  CREEK,  p.  4.996;  f.  area,  1.200  a.; 
mere  bldgs.,  bk.,  stn.  k  wd.,  1  to  4  stor.;  priv., 
bk.,  stn.  k  wd.,  1  to  4  stor.;  wd.  rfs.  perm,  in  f. 
area;  no  fwks.  k  combt  ord.;  causes  of  f.  inv. 
F.  dept. — 1  h.  k  1.  trk.,  1  hose  wag.,  8  hose  reels, 
6  c.  hand  ex.,  1  hrs.;  hose,  cot,  rub.  lined,  gd., 
1,000  ft;  inf..  1,400  ft;  tot  hose,  2,400  ft;  L 
al.,  bell;  vaL  equip.,  $4,000;  vaL  bldgs.,  $6,000; 
exp.  dept,  $800;  tot  mem.,  82  vol. 

Water  Supply — Src,  Allegheny  Riv.,  7  m.  bos. 
cent;  sys.,  pump  to  res.,  thence  by  grav.  to  8  other 
distributing  res.;  res.  cap..  No.  1,  9.000.000  gals.; 
No.  2,  11,600.000  gals.;  No.  8,  5.000,000  gali.; 
No.  4,  6,200,000  gala.;  8  pump,  eng.,  comb.  cap. 
day,  26,000,000  gals.;  mains,  c  i..  150  m.,  4  to  4« 
in.  dia.;  686  hyd.;  over  2.200  v.;  met,  18,100; 
18,250  serv.;  pipe,  lead;  pres.,  dom.  20  to  210 
lbs.,  i.  85  to  210  lbs.;  con&  day.  9.000,000  gals.; 
wks.  owned  by  Pennsylvania  W«ter  Go. 
^^TYRONE,  p.  7,176;  f.  area,  1,800  a.;  mere, 
bldgs.,  bk.  k  wd.,  2  k  S  stor.;  prir.,  wd.,  1 
stor.;  wd.  rfs.  perm.;  fwks.  k  combt.  oid.  F. 
dept. — 2  str.,  6  c  hand  ex.,  1  h.  &  1.  trk.,  1  t 
patrol  trk.,  2  hose  wag.,  6  hose  car.,  8  hrs.;  bo«, 
cot,  rub.  lined,  gd.,  4,600  ft;  Inf.,   1,100  ft,  tot 

.®V.?'®®®  ^''  '•  »*•»  ^**-I  v*l-  equip..  $12,000: 
val.  bldgs.,  $11,000;  exp.  dept,  $1,450;  tot  mem., 
200  vol. 

Water  Supply — Src.  S.nk  Run  k  Decker  Hollow 

?J?!?^^^  ^'  **"■•  <^^^J  8y*»  K™^-»*  "»-  cap..  80.- 
000,000  gals.;  mains,  c  i.,  20  m.,  2  to  20  in.  dia.; 
60  hyd.;  23  v.;  met,  6;  660  senr.;  pipe,  wrt  L  k 
lead;  pres.,  dom.  120  lbs.,  f.  120  Iba.;  cost  ISO.- 
000;  cost  mtce.,  $1,000;  wks.  owned  by  Co. 

UNION  CITY,  p.  8,864;  f.  area,  1,000  a.;  mere, 
bldgs.,  bk.  k  wd.,  2  ft  8  stor.;  prlT.,  wd.,  IH  * 
2  stor. ;  wd.  rfs.  not  perm. ;  fwks.  k  combt.  ord.  F. 
«ept- — ®  c.  hand  ex..  1  h.  &  1.  trk.,  2  hoM  wag..  6 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  4,050  ft.:  vaL 
equip.,  $26,000;  val.  bldgs.,  $7,860;  exp.  dept. 
$460;  tot  mem.,   287  vol.  -t-        i-  . 

Water  Supply — Src,  spr.,  2  m.  bus.  cent;  svs., 
gray,  k  pump  dT.;  2  pump,  eng.,  cap.  day  1,080,- 
000  gals.;  mains,  iron,  6  m.,  6  to  12  in.  dia.;  40 
hyd.;  600  serv.;  pres.,  dom.  48  lbs.,  L  120  lbs.: 
cost,  $76,000;  cost  mtce.,  $600;  wks.  owned  l^ 
city. 

UNIONTOWN,    Fayette   Co.,   p.    18,844;    f.   area, 

1.8  sq.  m.;  mere  bldgs.,  stn.,  bk.,  cone,  wd.,  1 
to  11  stor.;  priv.  bldgs.,  stn.,  bk.,  cone  k  wd.,  2 
k  8  stor.;  wd.  rfs.  perm.;  fwks.  k  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  str.,  2  comb,  c  k  h. 
wag.,  8  hand  ex.,  1  h.  &  1.  trie,  1  hose  wag.,  1 
hose  reel,  8  hrs.;  hose,  cot,  rub.  lined,  «L,  8,800 
ft;  inf.,  500  ft;  tot  hose,  8,800  ft;  f.  sL,  Game 
well,  84  bx.;  val.  equip.,  $26,000;  exp.  dept,  $«.- 
500;  tot  mem.,  110,  pd.  full  time  6,  toL  104; 
undrs.  rating,  second  class. 

Water  Supply — Src,  spr.,  8  m.  bos.  cent;  wn^ 
grav.;  res.  cap.,  164,000,000  gals.;  matna.  c  L. 
40  m..  4  to  12  in.  dia.;  127  hyd.;  met,  275;  eerr., 
8.000;  pipe,  lead;  pres.,  dom.  100  Iba.,  L  100  Iba.; 
wks.  owned  by  Co. 

UPLAND,  p.  2.221.  No  t  dept;  protection  Inm 
Chester. 

Water  Supply — Src  (see  Chester). 

VANDERQRIFT.  p.  8,876;  f.  area.  400  a.;  mere 
bldgs.,  bk.  k  wd.,  2  to  4  stor.;  wd.  rfa.  not  perm.: 
no  fwks.  k  combt  ord.  F.  dept — 4  c  baind  ex.,  8 
hose  car,  2  c  eng.,  1  h.  &  1.  tit.;  hose,  2.600  ft: 
f.  al.,  wh.;  val.  equip.,  $4,600;  vaL  bldgs..  $5,000; 
exp.  dept,  $600;  60  vol.  -»    .  -r  . 

VANDERQRIFT  HEIGHTS,  p.  8,488;  f.  arva.  40 
a.;  mere  bldgs.,  wd.,  2  to  8  stor.;  priv,.  bk.  ft  wd.. 
1  to  2  stor.;  fwks.  k  combt  ord.  F.  dept. — ^2  boss 
car.;  hose,  1,800  ft;  f.  al.,  bells;  vmL  MvtaL. 
$1,600;  exp.  dept,  $60;  42  voL  '^-^- 

Water  Supply — Not  reported. 

VERONA,  p.  2,849;  f.  area,  850  a.;  mere.  bIdgB.. 
bk.  k  wd.,  2  ft  8  stor.;  priv.,  wd.  k  bk.,  t  k  i 
stor.;  wd.  rfs.  perm.;  fwks.  k  combt  onL;  cnnses  of 
f.  inv.  F.  dept. — 8  c  hand  ex.,  1  b.  ft  L  trk,  2 
hose  car.;  hose,  cot.  rub.  lined,  gd.,  500  ft.:  rah., 
gd.,  800  ft;  tot  hose,  1,800  ft;  f.  aL.  elec.  8 
bx.;  val.  equip.,  $1,800;  vaL  bldg*..  $600:  cdl 
dept.  $800;  tot  mem.,  48  yoL;  nndn.  rmtinK. 
ond  clr—  ^^ 
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Water  Supply — Src.,  riv.;  qri.,  pump  to  ree.;  res. 
cap.,  8,000,000  gals.;  loc.  400  ft.  above  pmnp;  8 
pump,  eng.,  daaa  comp.  dap.,  cap.  day  850,000 
gala.;  maiDs,  22  m.,  1  to  16  in.  dia.;  82  hyd.; 
met.,  410;  pres.,  60  to  150  Iba.;  cons,  day,  1,- 
200,000  gals.;  coat,  $800,000;  wka.  owned  by  Co. 

VI>LLANOVA,  p.  226;  f.  area,  14%  a.  F.  dept.— 
1  auto.  pump,  eng.,  1  auto.  comb.  c.  &  bose  wag., 

1  h.   &  1.   trk.,   1   hose   car.;   val.   equip.,   $12,500; 
cxp.  dept,  $1,500;  tot  mem.   34,  pd.   full  time  3, 

vol.    81. 

Water  Supply — ^Unlimited;  ays.,  grav.;  maina,  4 
to  10  in.  dia.;  9  hyd.;  55  Iba.  prcs.;  wka.  owned  by 
priv.  corporation. 

WARREN,  p.  11,080;  f.  area,  800  a.;  mere 
bldga.,  bk.,  2  to  6  stor.;  prlv.,  stn.,  bk.  k  wd.,  2 
ft  8  ator.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  s 
combt  ord.;  causes  of  f.  inv.  F.  dept — 1  str.,  1 
comb.  c.  ft  h.  wag.,  8  c.  hand  ex.,  1  auto.  h.  ft  1. 
trk.,  1  h.  ft  1.  trk.,  3  hose  wag.,  1  police  trk.,  1 
hoae  cart,  8  hrs.;  hose,  cot,  rub.  lined,  gd.,  5,000 
ft;  inf.,  750  ft;  tot  hose,  6,750  ft;  f.  al., 
Gamewell  elec,  22  bx.;  val.  equip.,  $16,000;  val. 
bldgs.,  $25,000;  exp.  dept,  $6,500;  tot  mem., 
181,  pd.   part  time   17,    164   vol.  • 

Water  supply — Src,  Morrison  'Run  ft  Allegheny 
(River,  il  ft  4  m.  bus.  cent.;  sys..  grav.  ft  dir.; 
res.  No.  1  cap.,  1,000,000  gals.;  res.  No.  2  cap., 
3,000,000'  gals.;  3  pump,  eng.,  cap.  day  7,000,000 

gals.;  mains,  c.  L,  80%  m.,  4  to  14  in.  dia.;  162 
yd.;  15<5  v.;  met,  1,715;  2,7 7«  serv.;  pipe,  lead 
ft  galv.  i.;  pres.,  dom.  60  to  70  lbs.,  f.  110  to 
180  Ibg.;  cona.  day,  1,150,000  gal^.;  cost,  $32i5,- 
000;  wks.  owned  by  American  Water  Works  ft 
Guarantee  Co.  of  Pittsburgh. 

WASHINGTON,  Waahington  Co.,  p.  18,778;  f. 
area,  1.500  a.;  mere,  bldgs.,  bk.  ft  stn.,  8  stor.; 
priv.,  bk.  ft  stn.,  2  stor.;  wd.  rfs.  perm.;  fwka.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept — 1  atr.,  1 
hoae  wag.,  1  hand  eng.,  1  h.  ft  I.  trk.,  5  hose  car., 

2  hrs.;  hoae,  cot,  nib.  lined  gd.,  7,000  ft;  f.  aL, 
Gamewell,  81  bx.;  vaL  equip.,  $18,000;  vaL  bldg^, 
$5,000;  exp.  dept,  $1,000;  tot  mem.,  20,  5  pd. 
full  time,  15  voL;  undra.  rating,  second  claas. 

Water  Supply — Not  reported. 

WATERFORD,  p.  724.  F.  dept— 1  hand  eng.,  2 
hose  carta.  2,000  ft  hose;  f.  al.,  bell;  tot  mem.,  40 
vol. 

Water  Supply— Src,  ^r.,  1  m.  bus.  cent;  9jm., 
prav.;  res.  cap.,  150,000  gals.;  mains,  c.  ft  wrt  i., 
6V4  m.,  1%  to  6  in.  dia.;  13  hyd.;  4  v.;  80  met; 
206  serv.;  cons,  day,  20,000  gals.;  wks.  owned 
by  priv.  Co. 

WATSONTOWN,  p.  1,950;  f.  area,  120  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt.  ord.  F.  dept. — 2 
c  hand  ex.,  1  str.,  1  h.  ft  1.  trk.,  2  hose  car.; 
hoae,  cot,  rub.  lined,  gd.,  2,000  ft;  rub.,  gd.. 
100  ft;  inf.,  400  ft;  tot  hose,  2.500  ft;  f.  al., 
bell,  wh.  ft  telp.;  val.  equip.,  $8,000;  val.  bldga., 
910,000;  exp.  dept,  $600;  tot  mem.,  60  vol.; 
imdrs.  rating,  first  class. 

Water  Supply — Src,  spr.;  sys.,  grav.;  res.  cap., 
1,000.000  gals.;  mains,  c  i.,  7  m.,  4  to  10  in. 
dia.;  42  nyd.;  15  v.;  met,  8;  400  serv.;  pipe, 
galv.:  pres.,  dom.  70  lbs.,  f.  70  lbs.;  cons,  day, 
200,000  gals.;  wks.  owned  by  Co. 

WAYNE,  p.  8,000.  F.  dept. — 1  auto.  comb,  c  ft 
b.  wag.,  1  auto.  pump,  eng.,  noazlea,  axes,  hooks, 
ftc;  f.  al.,  bell;  val.  equip.,  $11,000;  tot  mem.. 
260,  25  active,  all  vol. 

Water  Supply — Src,  Springfield  Water  Co.;  ays., 
grav.;  unlimited  supply;  maina,  4  to  10  in.  dia.; 
29  hyd.;  60  Iba.  pres. 

WAYNESBORO,  p.  7,199;  mere  bldga.,  bk.  ft 
wd.,  2  ft  8  ator.;  priv.,  bk.  ft  wd.,  2  ft  8  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 2  str.,  2  h.  ft  1.  trk., 
2  c.  eng.,  2  c  hand  ex..  2  hose  wag.,  2  hose  car., 
6  hrs.;  hose,  cot,  rub.  lined,  gd.,  8,100  ft;  f.  al., 
elec;  val.  equip.,  $15,000;  val.  bldgs.,  $10,000; 
exp.  dept,  $2,000;  tot  mem.,  160,  pd.  full  time  2, 

1*8  vol.  ^  ^    „,, 

Water  Supply — Src,  apr.  ft  creek,  7H   m.  bus. 

cent;  sys.,  grav.;  rea.  cap.,  1,500,000  gals.;  mains, 

c  U  26  m.,  4  to  16  in.  dia.;  49  hyd.;  175  v.;  8 

met.;  2,000  serv.;  pres.,  dom.  68  lbs.,  f.  65  lbs.; 

coat,  $200,000;  cost  mtce.,  $1,500;  wks.  owned  by 

Oo. 

WAYNESBURQ,  p.  8.546;  f.  area,  100  a.;  mere 

bldgs.,    wd.    ft    bk.»    1    to    4    stor.;    priv.,    wd.,    2 


stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  cauaes 
of  f.  inv.  F.  dept. — 2  c  eng.,  2  c  hand  ex.,  1 
h  ft  1.  trk.,  4  hose  car.;  hose,  rub.,  gd.,  1,500  ft; 
val.  equip.,  $2,000;  val.  bldga.,  $5,000;  mem.,  voL 
Water  Supply — Src,  stms.,  1^  m.  bus.  cent; 
sys.,  grav.  ft  pump  to  res.;  res.  cap.,  1,250,000 
gals.;  2  pump,  eng.;  cap.  day,  3,000,000  gals.; 
mains,  c  i.,  11^  m.,  4  to  10  in.  dia.;  64  nyd.; 
120  v.;  met.  S06;  1,200  serv.;  pipe,  lead;  pres., 
dom.  140  lbs.,  f.  105  lbs.;  cons.  da>',  100,000 
gals.;  cost,  $165,000;  cost  mtce.,  $13,822;  wka. 
owned  by   Co. 

WEATHERLY,  p.  2,501;  f.  area,  1,200  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd., 
1  %  to  2\k  stor. ;  wd.  ris.  perm,  in  f .  a. ;  fwka.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept — 1  c.  hand 
ex.,  1  comb,  c  ft  hoae  wag.,  1  hose  wag.;  hose^ 
cot.,  rub,  lined,  gd.,  2,500  ft.;  f.  al.,  wh.;  val. 
equip.,  $5,000;  val.  bldgs.,  $2,500;  exp.  dept, 
$2^0;   tot  mem.,  60  vol 

Water  Supply-^rc,  creek  ft  spr.,  2  m.  bus. 
cent.;  sys.,  grav.;  res.  cap.,  700,000  gala.;  maina, 
c.  L,  7  m.,  4  to  8  in.  dia.;  45  hyd.;  met,  4;  400 
serv.;  pres.,  f.,  90  lbs.;  cost,  $60,000;  wks.  owned 
by    priv.    Co. 

WELLSBORO,  p.  8.183;  f.  area,  10  a.;  mere 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  wd.  ft  bk.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F.  dept. 
— 4  c  hand  ex.,  2  h.  ft  1.  trk.,  6  hose  wag.;  hose, 
cot,  rub.  lined,  gd..  2,500  ft.;  f.  al.,  wh.,  bell  ft 
telp.;  vaL  equip.,  $5,000;  val.  bldgs.,  $12,000; 
exp.  dept.,  $600;  tot.  mem.,  150  vol. 

Water  Supply — ^Spr.,  7  to  15  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  17,000,000  gala.;  maina,  c.  1.,  9 
m.,  4  to  12  in.  dia.;  76  hyd.;  60  v.;  met,  40; 
650  serv.;  pipe,  galv.  i.;  pres.,  dom.  80  lbs.,  f.  80 
lbs.;  coiM.  day,  250,000  gaU.;  oost,  $101,000; 
wks.   owned  by  priv.   Co. 

WEST  BETHLEHEM.  Consolidated  with  the  Boi^ 
ough  of  Bethlehem. 

Water  Supply — From  the  wks.  of  South  Bethle- 
hem; 82  hyd.;  2  m.  pipea.  4  to  8  in.  dia.;  pres.,  80 
lbs. 

WEST  CHESTER,  p.  11,767;  f.  area,  860  a.; 
mere  bldgs.,  bk..  1  to  4  stor.;  priv.,  bk.,  8  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwka.  ord.;  cauaes  of  f. 
inv.  F.  dept. — 2  str.,  1  c  eng..  10  e  hand  ex.,  1 
h.  ft  1.  trk.,  2  comb,  c  ft  h.  wag., .  8  hose  reels; 
hose,  cot,  rub.  lined,  gd.,  6,500  ft;  f.  al.,  elec, 
27  bx.;  val.  equip.,  $14,500;  val.  bldgs.,  $25,000; 
exp.  dept,  $1,500;  tot.  mem.,   1,250  vol. 

Water  Supply — Src,  creek,  2  m.  bua.  cent;  ays., 
pump  to  res.  ft  dir.;  res.  cap.,  2,000,000  gals.,  loc 
1^  m.  town;  3  pump,  eng.,  class  comp.  cond.,  cap. 
day  4,800,000  gals.;  mains,  c.  i.,  20  m.,  4  to  14 
in.  dia.;  235  hyd.;  180  v.;  met,  21;  2,100  serv.; 
p^pe,  lead;  pres.,  dom.  25  lbs.,  f.  25  lbs.;  cona.  day, 
928,000  gals.;  cost,  $240,000;  coat  mtce.,  $4,500; 
wks.  owned  by  borough. 

WEST  CONSHOHOCKEN,  p.  2,202.  F.  dept— S 
hose  wag.,  8  c  ex.;  hose,  cot,  rub.  linea,  gd., 
1,150  ft;  f.  al.,  bell;  tot  mem.,  146  vol. 

Water  Supply — Src,  spr.,  %  m.  bus.  cent;  sys., 
pump  to  res.;  res.  cap.,  500,000  gals.,  loc  260  ft 
above  town;  2  pump,  eng.;  mains,  c.  i.,  4  to  8  in. 
dia.;  23  hyd.;  800  serv.;  pres.,  dom.  50  to  125 
lbs.,  f.  50  to  125  lbs.;  wks.  owned  by  Co. 

WEST  ELIZABETH.  F.  dept— 2  hose  reels,  1 
h.  ft  L  trk.,  500  ft  hose;  f.  al.,  bell;  vol. 

Water  Supply — Stdp.  cap.,  1,000,000  gala.;  sys., 
grav.;  10  hyd.;  maina.  1  m.,  8  in.  dia.;  prea.,  f. 
165   lbs.;   wks.   owned   by  priv.   corporation. 

WEST  FAIRVIEW.  F.  dept— 1  str.,  1  c  eng., 
1  h.  ft  1.  trk.;  f.  al.,  bell;  val.  equip.,  $800;  tot. 
mem.,  60  voL 

No   waterwka. 

WESTFIELD,  p.  1,207;  f.  area,  500  a.;  mere 
bldga.,  bk.,  2  ft  8  stor.;  pr.v.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
■  F.  dept. — 2  c.  hand  ex.,  3  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  800  ft;  inf.,  800  ft;  tot  hose,  1.600 
ft;  f.  al.,  wh.;  val.  equip.,  $1,000;  val,  bldgs., 
$2,000;  exp.  dept,  $50;  tot  mem.,  87  vot 

Water  Supply — Src,  spr.,  2  m.  bus.  cent;  sya., 
grav.;  rea.  cap.,  625,000  gals.;  maina,  e  1.,  5H 
m.,  8  to  8  in.  dia.;  80  hyd.;  88  v.;  met,  96^;  276 
serv.;  pipe,  galv.  f.;  pres.,  dom.  80  lbs.,  f.  80  Iba.; 
cost,  $27,500;  coat  mtce.,  $100;  wks.  owned  by 
city. 
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WEST  GROVE,  p.  1,261.  F.  dept.— 1  comb, 
hoae  wag.,  1  hoae  reel,  40  ft.  bote;  f.  aL,  bell,  20 
ox.;  vol. 

WaUr  Supply — Stdp.  cap.,  125,000  gala.;  ays., 
grav.;  mains,  4  m.,  4  to  6  In.  dia.;  20  hyd.;  wks. 
owned   by    city. 

WEST  HOMESTEAD,  p.  8,200;  f.  area,  1  m. 
F.  dept. — 1  c.  eng.,  1  auto.  comb,  c,  hose  k 
ladder  trk.,  14  c  hand  ex.,  2  hose  carta;  hose, 
cot.,  rub.  lined,  gd.,  2,500  ft.;  f.  al.,  Gamewell,  12 
bx.;  val.  equip.,  $8,000;  val.  bldgs.,  $16,000:  tot. 
mem.,  94  vol. 

Water  Supply — Src,  riv.,  1  m.  bus.  cent;  ays., 
pump;  8  pump,  eng.,  cap.  day  70,000,000  gala.; 
mains,  c.  £,  8  m.,  S  to  6  in.  dia.;  16  hyd.;  16  v.; 
pres.,  dom.  110  lbs.,  f.  110  to  120  lbs.;  wks. 
owned  by  borough. 

WEST  LEESPORT.  p.  486;  bldgs.,  stn.,  bk.  ft 
wd.  F.  dept. — 1  hand  eng.,  1  h.  &  1.  trk.,  1  hose 
car.;  hose,  2,000  ft.;  f.  al.,  bell;  tot.  mem.,  100  vol. 

Water  Supply — Src,  riv.  &  wells;  sya.,  pump. 

WEST  MIDDLESEX,  p.  1,167;  f.  area,  1  aq.  m.; 
mere,  bldgs.,  bk.,  stn.  &  wd.,  2  to  8  stor.;  priv.,  bk., 
stn.  A  wd.,  2  to  8  stor.;  wd.  rfs.  not  perm,  in  f. 
area;  fwks.  k  combt.  ord.;  causes  of  f.  inv.  F. 
dent — 1  comb.  c.  &  h.  wag.,  8  c.  hand  ex.,  1  h. 
ft  1.  trk.,  1  hose  wag.,  1  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  1,000  ft.;  rub.,  gd.,  100  ft.;  inf.,  600 
ft.;  tot.  hose,  1,600  ft;  val.  equip.,  $2,000;  tot 
mem.,  40  vol. 

Water  Supply — ^Src.,  wells;  sys.,  grav.;  1  pump, 
eng.;  met,  100;  pres.,  dom.  ft  f.,  180  lbs.;  cost, 
$16,000;    cost   mtce.,    $250;    wka.    owned   by  city. 

WEST  NEWTON,  p.  2.880;  mere,  bldgs.,  stn.  ft 
bk..  2  ft  8  stor.;  priv.,  stn.,  bk.  ft  wd.,  2  ator.; 
wd.  rfs.  not  perm,  in  f.  area.     F.  dept. — 1  c.  eng., 

1  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,000  ft; 
f.  al.,  wh. 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  «ys., 
pump  to  res.;  res.  cap..  1,000,000  gals.;  8  pump, 
eng.;  cap.  day,  240,000  gals.;  mains,  iron,  2  to  10 
in.  dia.;  62  hyd.;  met.  226;  400  serv.;  prea.,  dom. 
60  to  125  lbs.,  f.  125  lbs.;  cons,  day,  126,000 
gals.;   coat,  $60,000;  wks.  owned  by  Go. 

WHITE  HAVEN,  p.  1.488;  f.  area,  200  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  atn.,  bk. 
ft  wd.,  2^  ator.;  wd.  rfs.  not  perm,  in  t  area; 
fwka.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept — 1 
str.,  2  ex.  ladders,  1  h.  ft  1.  trk.,  8  hose  wag.,  8 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  2,600  ft;  f. 
al..  wh.;  val.  equip.,  $6,000;  val.  bldgs.,  $2,000; 
exp.  dept,  $150;  tot  mem.,  80  voL 

Water  Supply — Src,  mountain  atrm.,  spr.,  riv.  ft 
wells;  sys.,  pump  to  res.;  res.  cap.,  4,000,000  gids.; 
250  hyd.;  pres.,  f.  80  lbs.;  cost,  $21,574;  cost 
mtce.,  $1,081;  wks.  owned  by  city. 

WICONISCO,  p.  2,000;  f.  area  not  given;  mere 
bldgs.,  bk.,  8  stor.;  priv.,  wd.,  8  stor.;  wd.  rfs. 
perm.;   fwks.  ord.;   f.   inv.     P.   dept — 2   hose  car., 

2  hose  wag.;  hose,  rub.,  gd.,  200  ft;  cot,  gd.,  400 
ft.;  inf.,  100  ft.;  tot  hose,  700  ft;  tot  mem.,  110. 

Water  Supply — Not  reported. 

WILCOX;   mere,   bldgs.,  wd.     F.    dept — 2   hose 
carta,  1  hose  car.;  hose,  1,000  ft;  f.  aL,  wh. 
Water  Supply — Src,  hyd.;  eys.,  pump;   17  hyd. 

WILKESBARRE,  p.  67,106;  f.  area,  4  sq.  m.; 
mere,  bldgs.,  bk.,  8  to  12  stor.;  priv.,  wd.,  2  to  7 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 6  str.,  1  c  eng., 
16  c.  hand  ex.,  h.  ft  1.  trk.,  1  auto.  comb.  h. 
ft  c.  wag.,  2  aer.  trk.,  1  hose  wag.,  1  hose  car.,  6 
comb.  c.  ft  h.  wag.,  81  hrs.;  hose,  cot,  rub.  lined, 
ffd.,  17,500  ft;  inf.,  1,000  ft;  tot  hose,  18.500 
It;  f.  al.,  Oamewell,  112  bx.;  vaL  equip.,  $72,000; 
val.  bldgs.,  $155,000;  exp.  dept,  $65,000;  tot 
mem.,  118,  pd.  full  time  42,  pd.  part  time  76. 

Watar  Supply — Spring  Brook  Water  Supply  Co. 

WILKINSBURQ,  p.  18,024;  f.  area,  1,000  a.; 
bldgs.,  bk.,  stn.,  wd.,  1  to  6  stor.;  wd.  rfs.  perm.; 
fwks.  ft  combt.  ord.  F.  dept — 2  auto.  comb,  c  ft 
h.  wag.,  1  comb,  c  ft  h.  wag.,  2  h.  ft  L  trk.,  2 
reels,  2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  7,700 
ft;  f.  aL,  Oamewell,  29  bx.;  vaL  equip.,  $18,000; 
vaL  bldgs.,  $20,000;  exp.  dept,  $11,600;  tot  mem., 
14  pd.  men. 

Water  Supply — Src,  riv.,  2%  m.  boa.  cent; 
sys.,  pump  to  res.  ft  dir.;  res.  cap.,  81,000,000 
gals.;  8  pump,  eng.,  cap.  day  26,000,000  gala.: 
mains,  c  i..  150  m.,  4  to  42  in.  dia.;  500  hyd.. 
2,250   v.;    12,800   met;    12,800   serv.;   pipe,   lead; 


pres.,  dom.  25  to  210  lbs.;  coat,  $8,860,000:  wka. 
owned  by  Co. 

WILLIAMSBURG,  p.  1,528.  F.  dept— 1  hoae 
reel,  1,000  ft.  hoae;  f.  aL,  dec,  8  bx.;  tot  mem.. 
40  voL 

Walar  Supply — Stdp.  cap.,  1.000,000  gala.:  n., 
grav.;  mains.  12  m.,  4  to  12  in.  dia.;  20  kf±; 
wks.  owned  by  city. 

WILLIAMSPORT,  p.  81,860;  mere  bldgs.,  bk.  & 
wd.,  2  to  7  stor.;  priv.,  bk.  ft  wd.,  SH  "tor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwka.  ft  combt  ord.; 
causes  of  f.  mv.  F.  dept — 5  str..  1  auto.  comb,  c 
ft  hose  wag.,  2  comb,  c  ft  hose  wag.,  10  c  hand  ex. 
1  aer.  trk.,  4  hose  reels.  1  chiefe  wag.,  6  fuel  ft 
?5*a^*S® J'*^;^  ^,*  *^'?»  **<««»  ^^*  "*.  lined,  gd.. 
bldgs      $49,200;    exp.    dept,    $28,000;    tot    men. 

•®;«P?-  '2^^  **"^*  ^^»  ^'  P*rt  time  88. 

,    Water  Supply--Src,  strm.;  eya,,  grav.,  pnmp  dir. 

iSi  nS?.  i5^***  ,***^P-  **P-  276,000  gals.;  r«s.  cap.. 
26,000.000  gala.;  8  pump,  eng.,  cap.  day  18,000,- 
000  gals.;  mams,  86  m.,  8  to  24  in.  dia.;  120 
!?-^°*i  ^'^2^,^^^-'  ^^^  ^'»  "e^i  100;  pres..  dom.. 
i?^^««L-^*^;»  *^™-  ^^y*  6,000,000  gala.;  co«t 
$1,000,000;  wks.  owned  by  Co. 

WILLIAMSTOWN.  p.  2,904;  bldga..  wd..  2  ft  I 
stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt  Old.  F. 
dept— 2  hose  car.;  hoae,  cot.  rub.  Uned.  gd.,  1,000 
ft;  f.  aL,  bell;  exp.  dept,  $2,000;  tot  mem..  85 
VOL 

Water  Supply— Src,  creek,  2  m.  bua.  cent:  sys., 
grav.;  res.  cap.,  210.000  gals.;  mains,  c  L,  10  m.. 
4  to  12  in.  dia.;  88  hyd.;  86  v.;  met,  1;  450 
Berv.;  pipe,  galv.  L;  pres.,  dom.  100  Iba.,  f.  115 
lb«.;  wka.  owned  by  priv.  Oo. 

WILLOW  GROVE,  p.  897.  F.  dept— 4  c  hand 
ex.,   1  hoae  reeL    1   h.  ft  L   trk.;   hose,  cot.  rnb. 

$8,000;  val.  bldgs.,  $4,000;  exp.  dept,  $400; 
tot  mem.,  80  vol. 

WILMERDINQ,  p.  6,188;  f.  area,  800  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  8  ator.;  priv..  bk.  ft  wd.. 
2^  stor.;  wd.  ris.  penn.  In  f.  area;  fwka.  ft  combt. 
ord.:  cauaea  of  f.  inv.  F.  dept — S  c  eng.,  60  c. 
hand  ex.,  1  h.  ft  L  trk.,  4  hoae  reels  ft  carts;  hose, 
cot,  rub.  lined,  gd.,  8,600  ft;  inl,  600  ft;  tot 
hose,  4,000  ft;  f.  al.,  bell  ft  wh.,  16  be;  vaL 
equip.,  $6,000;  vaL  bldgs.,  $4,000;  ezpi  dept.  $2,- 
000;  tot  mem.,  46,  pd.  part  time. 

Water  Supply— ^rc,  riv.,  %  m.  boa.  eent;  sys.. 
{/ump  to  stdp.,  dim.  80  x  86,  mat  iron;  1  pomp^ 
eng.,  daas  trip.,  cap.  day  600,000  gala.;  aaiai, 
c  L;  28  hyd.;  40  v.;  met,  140;  140  aerv.;  pipe; 
lead;  prea.,  dom.  140  lbs.,  f.  140  Iba.;  cost.  $50,- 
000;  wks.  owned  by  Co. 

WINDBER,  p.  9,000.  F.  dept — 1  auto.  comb,  c 
ft  h.  tik.,  1  atr.,  1  h.  ft  L  trk.,  1  hose  wag.,  4 
c  hand  ex.;  hose,  cot,  rub.  lined,  gdU  8,000  ft: 
f.  al.,  elec,  12  bx.;  val.  equip.,  $16,110;  vaL 
bldn.,  $10,000;  tot  mem.,  60  voL 

Water  Supply — Src,  creek,  1  m.  boa.  cent;  ^s.. 
grav.;  stdp.  cap.,  40,000  gals.;  mains,  20  m.,  6 
to  24  in.  dia.;  40  hyd.;  prea.,  f.  86  lbs.;  wks. 
owned  by  priv.  Co. 

WOMELSDORF,  p.  1,801;  mere  bldgs.,  bk..  2  ft 
8  stor.;  priv.,  bk.,  2  ft  8  stor.;  wd.  ris.  not  perm.; 
fwks.  ft  combt  ord.;  cauaes  of  f.  inv.  F.  dept — 1 
hand  eng.,  1  comb,  c  ft  h.  wag.,  4  c  hand  ex.,  1 
h.  ft  1.  tik.,  1  hose  car.,  2  hra.;  hoae.  oot^  rub. 
li'ned,  gd.,  1,000  ft;  f.  aL,  bell;  vaL  equip.,  $S,- 
000;  val.  bldgs.,  $7,600;  exp.  dept.  $850;  toi. 
mem.,   150  vol. 

Water  Supply— -6rc.  strm.,  2  m.  boa.  cent;  syi^. 
grav.;  res.  cap..  800,000  gals.;  mains,  c  L,  8  si.. 
4  to  8  in.  dia.;  83  hyd.;  80  v.;  25  met:  540  serr.; 
pres.,  dom.  45  lbs.,  f.  110  lbs.;  cons,  day,  lOO.OOO 
gals.;  cost  $80,000;  cost  mtce.,  $400;  wks.  owned 
by  priv.   Co. 

WOODLAWN,  p.  8.000;  f.  area.  600  a.  F.  dn>t 
— ^1  hose  cart,  1  hand  hose  reel,  2  hand  c.  ex.:  wl. 
equip.,  $6,000;  exp.  dept,  $1,200;  tot  men,  SI 
vol. 

Water  Supply-— Src,  wells,  in  boa.  cent:  «7«-. 
grav.  ft  dir.  prea.;  4  pimip.  eng.,  cap.  day  1,600,060 

fls.;  114  hyd.;  vOO  serv.;  malna.  7  m.;  pres.,  dosL 
f.,  166  lbs.;  wks.  owned  by  priv.  Co. 

WRIQHTSVILLE,  p.  2,061;  f.  area,  16  a.;  vierc. 
bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  wd.,  t^ 
stor.;  wd.  ris.  perm.;  fwks.  ft  combt  ord.;  caam 
of  f.  Inv.     F.  dept — 1  atr.,  1  c  eng.,  28  c  hnd 
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ex..  8  hose  car.;  hose*  cot.,  rub.  lined,  gd.,  1,900 
ft-;  1.  »L.  beU;  val.  equip.,  $2,600;  Tal.  bldgs., 
f6,000;  ezp.  dept,  $100;  tot.  mem.,  197  voL 

Water  Supply — Src,  spr.;  sya.,  grav.;  maina,  10 
m.;  26  hyd.;  116  aeiw.;  wk«.  owned  by  Co. 

WYALUSING,  p.  680.  F.  dept. — 2  hose  reels,  1 
comb.  c.  ft  h.  wag.,  1  h.  ft  L  trk.,  1,000  ft  hose; 
f.  al.,  bell,  8  bz.;  tot.  mem.,  11  voL 

Water  8upply---Src.,  well,  1  m.  bus.  cent;  sys., 
grsT.;  mains,  8  m.,  4  to  8  in.  dia.;  10  hyd.;  pres., 
«0  lbs.;  wks.  owned  by  priv.  corporation. 

WYNNEWOOD.    No  org.  f.  dept 

Water  Supply — Src.,  well,  1  m.  bus.  cent;  aya.. 

Smv.;  mains,   4  to  10  in.  dia.;  8  hyd.;  pres.,   45 
a.;  wks.  owned  by  priv.  corporation. 

WYOMING,  p.  8,010;  f.  area,  28  a.;  mere,  bldgs.. 
bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept — 4  hose  car.;  hose,  cot,  rub.  lined,  gd.,  8,000 
ft;  f.  aL,  elec..  14  bx.;  val.  equip.,  $8,000;  vaL 
bldgs.,  $6,000;  tot  mem.,  126  vol. 

Water  Supply — Src,  spr.,  brooks;  17  hyd. 

WYOMISSING,  p.  985;  f.  area,  640  a.;  mere 
bldgs.,  bk.,  8  to  6  stor.;  priv.,  bk.  ft  cem.,  8  to  8 
stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwka.  ft  combt 
ord.;  causes  of  f.  are  not  inv.  F.  dept — 1  comb. 
c.  ft  h.  wag.,  2  c  hand  ex.,  2  hrs.;  hose,  rub.  lined, 
gd..  600  ft.;  f.  aL,  wh.;  val.  equip.,  $2,600;  tot 
mem.,  180  vol. 

Water  Supply — Not  reported. 

YORK,  p.  44,760;  mere,  bldgs.,  bk..  1  to  6  stor.; 
priv.,  stn.,  bk.  ft  wd.,  8  stor.;  wd.  rfs.  perm,  in  f. 
Area;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept. — 8  str.,  1  c.  eng.,  14  c.  hand  ex.,  1  aer.  trk., 
1  nose  wag.,  6  comb.  c.  ft  h.  wag.,  88  hrs.;  hose, 
cot  rub.  lined,  gd..  14,600  ft.;  rub.,  gd..  2,200  ft; 
tot  hose.  10,800  ft;  f.  aL,  elec,  49  bx.;  vaL 
equip.,   $42,600;  val.  bldgs.,   $76,000;  exp.  dept, 


$10,760;  tot  mem.,  1,682,  pd.  full  time  14,  voL 
1,618. 

Water  Supply — Src,  riv.,  4  m.  bus.  cent;  «ys., 
impounding  basin,  cap.  910.000,000  gals.,  pump  to 
fountain  ft  res.;  res.  cap.,  85,000,000  gals.,  filtered 
water;  res.  cap.,  28.000,000  gals.:  2  pump,  eng., 
class  trip.,  cap.  day  10,000,000  gals.;  mains,  c  1., 
88  m.,  4  to  80  in.  dia.;  860  hyd.;  14,041  serv.; 
498  met.;  1,186  v.;  pipe.  galv.  i.  ft  lead;  pres., 
dom.  ft  f.  70  to  90  lbs.;  cons,  day,  8.378,967  gala.; 
oost,  $2,000,000;  wks.  owned  by  Co. 

YOUNGSVILLE,  p.  1,406.     F.  dept.— 1  str.,  1  h. 
ft  1.  trk.,  1,600  ft.  hose:  tot  mem.,  60  voL 
Water  Supply— ^rc,  creek,  unlimited  supply. 

YOUNOWOOD,  p.  1,881.  F.  dept— -8  c  hand 
ex.,  1  h.  ft  1.  trk.,  2  hose  wag.;  hose,  cot.,  rub. 
lined,  gd.,  1.200  ft.:  inf.,  400  ft.;  tot  hose,  1,600 
ft;  f.  al.,  Dell;  val.  equip.,  $8,000;  val.  bldgs., 
$7,000;  exp.  dept,  $400;  tot  mem.,  100  vol. 

Water  Supply-— Src,  Cheatnut  Ridge,  16  m.  bus. 
cent;  sys.,  grav.;  res.  cap.,  8,000,000  gals.;  mains, 
116  m.,  4  to  24  in.  dia.;  16  hyd.;  40  v.;  met., 
475;  prea.,  dom.  140  lbs.,  f.  140  lbs.;  cons,  day, 
60,000  gala.;  wks.  owned  by  priv.  Co. 

Places  witii  a  population  of  1,000  or  more  having 
no  organized  fire  dept — ^Burgettstown,  Polk,  Straf- 
ford. 

Places  with  a  population  of  1.000  or  more  not 
reported:  Ambridge,  Arnold,  Audenried.  Avalon, 
Avonmore.  Bath,  Bartville,  Bentlevville,  Bridgeville, 
Bridgewater,  Cecil,  CliiTord,  Ooaldale,  Donora.  Dor- 
mont,  Dorrance.  Dorranceton,  Dunbar,  Duryea,  E. 
Oonemauffh,  E.  Washington,  Elliott,  Ford  City, 
Haverford.  Hegins,  Lark^ille,  Leetsdale,  Lemoyne. 
McKees  Rocks,  Marcus  Hook,  Munhall,  Newberry, 
North  Braddock.  Roscoe,  iRoyalton,  Saxton,  Shingle- 
house,  Sheridan,  Springdale,  Sugar  Orove,  Upland, 
West  Haxleton,  West  Pittston,  Zelienople. 
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ARCTIC,  p.  6,000;  t  area,  800  a.;  mere  bldgs., 
wd..  1  to  6  stor.;  priv.,  wd.,  1  to  8  stor.;  wd.  rfa. 
perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
4lept. — 4  c  hand  ex.,  2  h.  ft  L  trk.,  6  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  2,800  ft;  f.  aL,  bell, 
27  bx.;  val.  equip.,  $1,600;  vaL  bldgs.,  $4,000;  tot 
mem.,  89,  pd.  tuJl  time 

Water  Supply — Src,  pond;  ays.,  grav.;  stdp.  cap., 
470,000  gals.;  res.  cap.  860.000,000  gals.;  mains, 
18  m.,  4  to  18  in.  dia.;  200  hyd.;  pres..  f.  96 
lbs.;  wks.  owned  by  Co. 

BARRINGTON.  p.  1,186;  mere  bldgs..  wd.;  priv 
wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  cauaes  of  f. 
inv. 

Water  Supply — Src,  from  Warren  waterwks; 
sys.,  pump.;  10  m.  pipe,  4  to  10  in.  dia.;  met, 
90;  pres.,  40  to  60  lbs.;  wks.  owned  by  Co. 

BLOCK  ISLAND,  p.  1,400;  mere,  bldgs.,  wd., 
2%  stor.;  priv.,  wd.,  1%  stor.  F.  dept — 1  hand 
«ng.,  1  hose  car.;  hose,  cot,  rub.  lined,  gd..  1,000 
ft;  rub.,  gd..  2.600  ft;  tot  hose,  8.600  ft;  f. 
aL,  bell;  vaL  equip.,  $1,600;  vaL  bldgs.,  $1,000; 
«xp.   dept,  $200;  tot  mem.,  60  voL 

Water  Supply — Src,  pond;  sys.,  grav.;  mains, 
wrt  i,  IH  m.,  6  in.  dia.;  12  hyd.;  6  v.;  40  serv.; 
pipe,  galv.  L;  coat  $18,000;  cost  mtce.,  $600; 
wks.  owned  by  city. 

BRISTOL,  p.  8,565;  f.  area.  8,240  a.;  mere 
bldgs..  stn..  bk.  ft  wd.,  1  to  8  stor.;  priv.,  stn., 
bk.  ft  wd.,  1  to  8  stor.;  wd.  rfe  perm  In  f.  area; 
fwks.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 1 
str.,  2  hand  eng.,  14  c.  hand  ex..  1  h.  ft  1.  trk.,  1 
comb,  c  ft  h.  wag.,  4  hose  reels;  hose,  owned  by 
town.  cot.  rub.  lined,  gd.,  8,500  ft;  inf.,  850  ft,  tot 
hoee.  4.850  ft.;  by  priv.  corporation.  7,000  ft;  f. 
al.,  wh.;  vaL  equip.,  $10,000;  vaL  bldgs.,  $14,000; 
«xp.  dept.  $2,000;  tot.  mem.,  190  voL 

Water  Supply — Src,  riv.;  sys.,  pump  to  rea.  ft 
to  stdp.;  stdp.  cap.,  470,000  gals.;  2  pump,  eng., 
cap.  day  4,000,000  gala.;  maina,  24  m.,  4  to  16 
in.  dia.;  105  hyd.;  45  met;  pres.,  dom.  60  to  70 
lbs.,  f.  76  lbs.;  cost  $290,000;  wks.  owned  by  Co. 

CENTERVILLE,  mere  bldgs.,  wd.  F.  dept — 1 
b.  ft  L  trk.,  2  hose  car.;  hose,  1,600  ft;  f.  al., 
«le&;  exp.  dept.,  $90;  tot  mem.  24.  pd.  fuB  time 
19,  voL  6 


Water  Supply — Src,  pond.  5  m.  bua.  cent;  sys., 
grav. 

CENTRAL  FALJ.8,  p.  22.754;  f.  area,  1,200  a.; 
mere  bldgs.,  bk.  ft  wd.,  2  to  4  stor.;  priv.,  wd., 

2  to  4  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
&  combt.  ord.;  causes  of  f.  inv.  F.  dept — 2  comb, 
c.  ft  h.  wag.,  1  str.,  1  hand  eng.,  14  c,  hand  ex., 
1  h.  ft  L  trk.,  8  hose  wasr.,  8  ma.;  hose,  oot..  rub. 
lined,  gd..  0.150  ft;  f.  si.,  Oamewell,  42  bx.;  val. 
equip.,  $85,000;  val.  bldgs.,  $20,000;  exp.  dept, 
$15,500;  tot  mem.,  82,  pd.  full  time  10,  pd.'  part 
time  22. 

Water  Supply-^upplied  by  Pawtucket;  sya., 
grav.;  mains,  iron,  17  m.,  4  to  12  hi.  dia.;  109 
hyd.;  pres.,  f.    100-108  lbs.;  wks.   owned  by  city. 

CRANSTON,  p.  21,107;  f.  area,  about  10  m.; 
bldgs.,  wd.,  2  ft  8  stor.;  wd.  rfs.  perm.;  no  fwks. 
ord.     F.  dept— 1  stm.  eng.,  7  hand  eng.,  10  c  ex., 

3  h.  ft  L  trk.,  10  hoae  car.,  1  aupply  wag.;  hose, 
cot,  gd.,  8.800  ft.;  inf.,  200  ft.;  tot  hose,  9,000 
ft;  val.  equip.,  $8,600;  val.  bldgs.,  $12,000;  exp. 
dept,   $1,200;   tot  mem.,   400  voL 

Water  Supply — Src,  from  city  of  Providence. 

CUMBERLAND,  p.  10,107.  F.  dept— 1  h.  ft 
I.  trk.,  2  hand  ex.,  2  hose  carta;  f.  ij.,  wh.;  tot 
mem.,    85   vol. 

EAST  GREENWICH,  p.  8.420;  f.  area,  1,500 
a.;  mere,  bldgs.,  bk.  ft  wd..  8  ft  4  stor.;  priv., 
wd.,  2*4  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
ord.  F.  dept. — 1  hand  enflr.,  1  h.  ft  1.  trk,  2 
hose  car.;  hose,  rub.,  gd.,  3.000  ft;  f.  aL,  bell; 
exp.  dept,   $150;   tot  mem.,   60  voL 

Water  Supply— Src,  riv.;  sys.,  pump  to  stdj).; 
stdp.  csp.,  129,500  gals.;  pump,  eng.,  cap.  day 
1,000.000  gals.;  mains,  17  m.,  5  to  10  in. 
dia.;  74  hvd.;  75  v.;  met.  60;  671  serv.;  pres., 
dom.  80  lbs.,  f.  200  lbs.;  cost,  $200,000;  cost 
mtce..   $4,000;   wks.   owned  by  Co. 

EAST  PROVIDENCE,  p.  15,808;  f.  area,  2,000 
a.;  mere,  bldgs.,  bk. 'ft  wd.,  1  to  6  stor.;  priv.. 
wd..  2^  stor.;  wd.  ris.  perm,  in  f.  area;  fwks. 
ft  combt.  ord.  F.  dept. — 1  comb.  auto.  f.  trk. 
with  86-gaL  tk.,  250  ft  1-in.  hoae,  1.000  ft  2^- 
in.  hose,  8  ladders,  1  auto,  str.,  7,000  ft  2^* 
in.    hose,    19    c    hand    ex.,    8   hoae   reela,    8    hose 
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carts,  8  h.  ft  L  trk.;  f.  al.,  bell  k  wh.,  11  bz.; 
val.  equip.,  $10,000;  ral.  bidgrs.,  $12,000;  ezp. 
dept.,    $6,000;    tot.    mem.,    860    vol. 

Water  Supply — Src.,  riv.,  4  m.  bua.  cent;  lys., 
f/ump  dir.;  stdp.  cap.,  1,000,000  gals.,  dim.  60  x 
70;  8  pump,  eng.,  cap.  day  8,000,000  gala.;  mains, 
c  L,  18^  m.,  4  to  12  in.  dia.;  128  hyd.;  met., 
900;  pros.,  dom.  100  lbs.,  f.  150  lbs.;  cons,  day, 
1,750,000  gals.;  cost,  $610,000;  wks.  owned  by  Ca 

GREENVILLE,  p.  950;  f.  area,  1,280  a.;  mere 
bldgs.,  wd.,  2  stor.;  priv.,  wd.,  IH  stor.;  shingle 
rfs.  used:  no  fwka.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  hand  eng.,  1  hose  oar.,  1  b.  ft  L  trk.;  hose, 
oot.,  gd.,  850  ft;  rub.,  gd.,  ^50  ft;  tot.  hose,  1,000 
ft;  X.  al.,  bell;  val.  equip.,  $1,200;  tot.  mem., 
60  vol. 

Water  Supply — Src,  wells  ft  cisterns. 

HARRISVILLE,  p.  1,000;  f.  area,  620  a.  F. 
dept — 1  hose  cart,  600  ft  hose;  vaL  equip.,  $600; 
tot  mem.,   20  voL 

Watar  Supply — Src,  wells,  1  m.  bus.  cent; 
sys.,  pump  to  stdp.;  2  pump,  eng.;  mains,  8  m.; 
28  hvd.;  prea.,  dom.  100  lbs.,  f.  100  lbs.;  wks. 
owned  by  priv.   Co. 

JAMESTOWN,  p.  1,887;  f.  area,  1,280  a.;  mere 
bldgo.,  wd.,  1  to  2^  stor.;  priv.,  wd.,  1  to  2^ 
stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  str.,  8  c.  hand  ex.,  1 
h.  ft  1.  trk.,  1  hose  wag.,  2  hose  car.,  2  hrs.;  hoee, 
cot,  rub.  lined,  gd.,  2/800  ft;  rub.,  gd.,  200  ft; 
inf.,  600  ft;  tot  hose,  8i,100  ft;  f.  al.,  elec,  6 
biz.;  val.  equip.,  tl7,600;  val.  bldgs.,  $1,000; 
ezp.  dept,  $2,100;  tot  mem.  52,  pd.  full  time  2, 
vol.   50. 

Water  Supply — Src,  2  res.  ft  wells;  sys.,  pump 
to  stdp.;  stdp.  cap.,  565,000  g^als. ;  mains,  15  m., 
4  to  10  in.  dia.;  84  hyd.;  wks.  owned  by  Co. 

JOHNSTON,  p.  6,985.  F.  dept— 1  str.,  1  hoae 
cart;   tot   mem.,   16   vol. 

MANVILLE,    p.     6,000;    f.     area,     860     a.      F. 

dept. — 3  hose  carts,  1  h.  ft  1.  trk.,  6  c  hand 
ez.;  val.  equip.,  $3,786;  ezp.  dept,  $1,900;  tot 
mem.,    26   vol.;    undrs.   rating,   second   dass. 

Water  Supply — Src,  wells,  1  m.  bus.  cent; 
sys.,  grav.;  mains,  1  m.;  88  hyd.;  66  v.;  6 
serv.;  pres.,  dom.  76  lbs.,  f.  85  lbs.;  cost,  $990; 
wks.   owned   by   village. 

NARRAQANSETT  PIER,  p.  1.200;  f.  area,  1,- 
200  a.;  mere  bldgs.,  wd.,  1  to  8  stor.;  priv., 
wd.  ft  bk.,  8  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 
1  str.,  1  h.  ft  1.  trk.,  1  auto.  comb.  c.  ft  h.  wag.,  6 
c  hand  ex.,  1  hose  wag.,  3  hose  reels,  3  hrs.;  hose, 
rub.  lined,  gd.,  2,500  ft;  f.  al.,  Gamewell,  7  bx.; 
vaL  equip.,  $10,700;  exp.  dept,  $400;  tot  mem., 
48  vol. 

Water  Supply — Src,  brook  ft  spr.,  6  m.  bus. 
cent.;  sys.,  pump  to  stdp.;  stdp.  cap.,  870,000 
gals.,  dim.  80  z  70,  mat  wrt.  i.;  res.  cap.,  40,- 
000,000  gals.;  4  pump,  eng.,  cap.  day  3,500,000 
gals.;  mains,  c.  i.,  18  m.,  4  to  12  in.  dia.;  156 
hyd.;  980  serv.*  161  met;  pipe,  lead;  pres.,  dom. 
85  lbs.,  f.  85  lbs.;  cone,  day,  530,000  gals.;  cost, 
$365,000;  cost  mtce.,  $10,000;  wks.  owned  by  Co. 

NATIOK,  p.  2,826;  bldga.,  wd.  ft  bk.,  1  to  8 
stor.;  no  fwks.  ord.  F.  dept. — 1  hand  eng.,  1 
hose  car.;  hose,  fair,  2,600  ft;  mem.,  vol.;  undrs. 
rating,    first   class. 

Water  Supply — Src,  wells  ft  cisterns. 

NEWPORT,  p.  27,149;  f.  area,  8,840  a.;  mere 
bldgs.,  bk.,  stn.  ft  wd.,  1  to  6  stor.;  priv.,  stn., 
bk.  ft  wd.,  2  ft  8  stor.;  wd.  rfs.  not  perm,  in  f. 
area;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept — 6  str.,  2  comb,  c  ft  h.  wag.,  19  e  hand 
ez.,  2  h.  ft  1.  trk.,  8  hose  wag.,  4  hoae  car.,  22 
hrs.;  hose,  cot,  rub.  lined,  gd.,  12,000  ft;  fair, 
1.000  ft;  inf.,  1,060  ft;  tot  hoae,  14,060  ft.; 
f.  al.,  bells  ft  wh.,  61  bz.;  vaL  equip.,  $70,748; 
val.  bldgs.,  $70,128;  ezp.  dept,  $69,000;  tot 
mem.,  148,  pd.  full  time  24,  pd.  part  time  119. 

Water  Supply — Src.  brooks,  1  to  6  m.  bus. 
cent;  sys.,  grav.  ft  pump  to  res.;  res.  cap.,  8,- 
000,000  gals.;  pump,  eng.,  cap.  day  6,600,000 
gals.;  mslns,  81.82  m.,  4  to  86  in.  dia.;  807 
hyd.;  406  v.;  met.,  110;  6.688  serv.;  pipe,  iron; 
pres.,  dom.  62  lbs.,  f.  62  lbs.;  cost  $1,800,000; 
cost  mtce.,   $20,000;   wks.  owned  by   Co. 

NEW    SHOREHAM;    bldgs.,    wd.       F.    dept — 1 
hand  eng.,   1  hose  car.;  hose.  1,000  ft;  voL 
Water   Supply — Src,   pond;   sys.,   grav. 


NORTH  KINGSTON,  p.  4.408.  F.  dept—l  h. 
ft  L  trk.,  1  hand  eng.,  2  hose  carts;  L  aL,  bell; 
tot  mem.,  100  vol. 

^   NORTH    PROVII>ENCE,   p.    6,407.     F.  dept— 1 
hand  eng.,  1  e  eng.,  1  h.  ft  L  trk.,  1  hose  wsg., 
4  hose  reels,   2,700  ft  hose;  val  eqmp^  $1,500; 
vaL  bldgs.,  $6,000;  tot  mem.,  7  voL 
Water    Supply — Not   reported. 

PASCOAG,  p.  8,000;  mere  hMga.,  stn.  ft  wd., 
2%  to  4%  stor.;  priv..  wd.,  2)^  star.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ft  combt  ord.     F.  dept — 

1  h.  ft  1.  hand  trk.,  8  hand  hose  car.,  6  c  ex.; 
hoae.  cot,  rub.  lined,  gd.,  1,600  ft;  t  aL,  Gsme- 
weU,   6  bz.;  tot  mem..   44  voL 

Water  Supply — Src,  spr.;  ays.,  pump  to  stdp.; 
stdp.  cap.,  250,000  gala.;  stdp.  dim.,  20  x  100; 
pumn.  eng.,  situated  near  congested  district;  cap. 
man.,  800  gals.;  mains,  12  m.,  6  to  14  in.  dia., 
principally  12  ft  14  in.  dia.;  66  hyd.;  pves.,  dom. 
80  Ibe.,  f.  90  to  110  lbs.;  wks.  owned  by  Ca 

PAWTUCKET,  p.  61,622;  f.  area,  6,700  a.; 
mere  bldgs.,  wd.  ft  bk..   2   to  6  stor.;  priv.,  v±, 

2  stor.;  wd.  rfs.  perm.:  fwks.  ft  combt  ord;  caiucs 
of  f.  inv.  F.  dept — 2  str.,  2  hand  eng.,  7  comb. 
e  ft  h.  wag..  80  e  hand  ex.,  8  h.  ft  L  trk.,  1 
aer.  trk.,  1  hose  wag.,  W  hrs.;  hoae,  cot.  rob. 
Imed,  gd.,  12,500  ft;  f.  aL,  GamewelL  13o  bx.; 
vaL  equip.,  $75,000;  val.  bldgs..  $180,000;  eip. 
dept,  $6«,385;  tot  mem.,  58,  pd.  full  time  51, 
pd.  part  time  6;  undrs.  rating,  first  class. 

Water  Supply — Src,  strm.,  8  m.  bus.  cent; 
«ys.,  pump,  to  res.  ft  dir.;  res.  cap..  20,000,000 
gals.;  4  pump,  eng.,  oap.  day,  27.000.000  sals.; 
mains,  c  i.,  189  m..  4  to  86  in.  dia,;  1,143  hyd; 
1,480  v.;  met,  lOylOO;  11,600  serv.;  pipe,  tarred 
L;  pres.,  dom.  ft  f.  66  to  ISO  lbs.;  cons,  day, 
7,000,000  gals.;  coat,  $3,000,000;  cost  mtce,  $55,- 
000;  wks.  owned  by  city. 

PHENIX,  p.  2.194;  f.  area,  1,240  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  to  4  stor.;  priv.,  wd..  1%  ft 
2Vi  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  onL 
F.  dept — 5  c  hand  ez.,  1  hose  wag.,  2  hose  reels, 
hose,  cot,  rub.  lined,  gd.,  2,500  ft;  f.  aL.  elec, 
18  bz.;  val.  equip,,  $2,000;  vaL  bldgs.,  $5,000; 
tot.  mem.,  5^  vol. 

Water  Supply — Src,  brook  ft  spr..  3^  m.  bus. 
eent;  «ys.,  grav.;  res.  cap.,  285,000,000  gala.; 
mains,  iron,  20  m.,  4  to  16  in.  dia.;  176  hyd.; 
met,  100;  700  eorv.;  pipe,  lead;  prea.,  dom.  24 
lbs.,  f.  96  lbs.;  wks.  owned  by  priv.  Co. 

PROVIDENCE,  p.  224,826;  f.  area,  11.705  a.; 
mere  bldga.,  stn.,  bk,  ft  wd..  2  to  12  stor.;  priv., 
stn.,  bk.  ft  wd.,  2%  stor.;  wd.  rfa.  perm,  is  f. 
area;  fwks.  ord.;  causes  of  f.  inv.  P.  dept — 14 
str.  (8  in  reserve),  6  h.  ft  L  trk.  (1  in  leaerve). 
68  c.  hand  ex.,  5  aer.  trk.  (1  in  reserre),  8 
hose  wag.,  14  comb,  e  ft  b.  wag.,  1  diieTa  avte, 
8  chief's  wag.  (2  in  reserve),  1  fuel  wag.,  27 
exercise  wag.,  1  water  tower  in  reserve,  105  hn.; 
hose,  89.600  ft.;  1  al..  elec.  481  bz.:  TaL  equp.. 
$240,604;  val.  bldgs.,  $616,670;  ezp.  dept,  $410,* 
483;   tot   mem.,   811,  pd.   full  time 

Water  Supply — Src,  riv.,  6  m.  bw.  cent.;  qra^ 
pump  to  rea.  ft  dir.;  rea.  cap.,  166,000.000  galsi; 
6  pump,  eng.,  daas  vert  ft  trip.,  oap.  day  49.* 
000,000  gals.;  mains,  e  L,  890.14  m,^  0  to  42 
in.  dia.;  2.867  hyd.;  4,828  v.;  met,  26,264; 
29.261  aerv.;  pipe,  lead  it  c  L;  pres..  don.  64 
to  78  Iba.,  f.  114  lbs.;  cona.  day,  17,000.000  gals.; 
cost,  $6,862,972;  cost  mtce.,  $226,661;  vka. 
owned  by  dty. 

RIVERPOINT,  mere  bldgs.,  stn.  ft  wd.  F. 
dept — 9  e  hand  ex.,  8  hose  wag.:  boae.  5.000 
ft.;  f.  al.,  elec;  tot  mem.,  45,  pd.  $25  year. 

Watar  Supply— Src,  lake;  sysL,  grav.;  res.  capi, 

unlimited 

SMITHRELD.  p.  2,789;  f.  area,  2  a.;  mat. 
bldgs.,  bk.  ft  stn.,  2  to  4  ator.;  priv.,  wd.,  1 
ft  2  stor.;  wd.  rfs.  perm.;  no  fwks.  ord.;  t  iav. 
F.  dept — 1  hose  car.;  hoae,  linen  lined,  gd^  606 
ft;  unlined,  600  ft:  tot  hoae,  1,200  ft;  1.  aL, 
bell;   tot  mem.,   20  voL 

Watar  Supply — Src,  well,  datems  ft  mill  ponda 

TIVERTON,  p.  4.800.     P.  dept— 1  auto,  e  csg.. 
1    c   eng,;   vaL    equip.,   $4,500;   voL 
No  waterwks. 

VALLEY  FALLS,  p.  6,000;  f.  area.  OfO  a; 
mere  bldgs.,  wd.,  2  to  4  stor.;  priv.,  vdL,  SH 
stor.:  wd.  rfa  perm.;  fwks.  ord.  F.  dcpC. — ^2  a 
ez.,  1  h.  ft  L,  1  aer.  trk.,  2  hoee  ear.;  cot  boi^ 
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1.600  ft.;  Inf.,  100  ft;  tot.  hose,  1,700  ft;  f. 
tL,  wh.;  YftL  equip.,  $8,000;  vtl.  bldgi.,  $13,000; 
mem.,  50  toL 

Wat«r  Supply — Src.,  from  city  of  Pawtucket. 

WAKEFIELD,  p.  2.170;  f.  aret,  1,600  a.; 
bidgs.,  wd.,  2  Btor.;  wd.  rfs.  perm.;  do  fwkt.  A 
oombt.  ord.;  oaosee  of  f.  In  v.  F.  dept — 1  fltr., 
16  c.  hand  ex.,  1  hand  eng.,  2  h.  ft  1.  trk.,  1  hoie 
wi^.,  2  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  2,500 
fL;  rub.,  gd.,  100  ft.;  tot.  hose,  2,600  ft.;  f.  al.,  wh. 
k  bell;  val.  equip.,  95,600;  Tal.  bldgv.,  $3,000;  exp. 
dept.,  $1,000;  tot.  mem.,  126  toI. 

Water  Supply— Src.,  brook,  5  m.  bua.  cent.; 
sya.,  pump  to  stdp.;  etdp.  cap.,  870,000  gale.; 
res.  cap.,  40,000,000  gala.;  8  pump,  eng.,  cap. 
day,  8,000,000  gals.;  malna,  17.6  m.,  4  to  12  in. 
dia.;  183  hyd.;  nwt.,  100;  790  aerv.;  pica.,  dom. 
SO  lbs.,  f.  80  lbs.;  wks.  owned  by  Co. 

WARREN,  p.  6,685.  F.  dept. — 1  itr.,  1  hand 
eng.,  8  c.  hand  ex.,  1  h.  ft  1.  trk.,  4  hose  carts; 
f.    al.,   wh.;    80    vol. 

Water  Supply — ^Src,  riv.,  1  m.  bus.  cent.;  sya., 
I^mip  to  stdp.;  stdp.  cap.,  470,000  gals.,  dim. 
40  X  50,  mat.  iron;  res.  cap.,  600,000.000  gala.; 
2  pump,  eng.,  cap.  day  4.000,000  gals.;  maina, 
c.  1.,  20  m.,  4  to  16  in.  aia.;  hyd.,  67;  prea.,  f. 
70    lbs.;   wks.    owned   by   Co. 

WARWICK,  p.  26,629;  f.  area,  800  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  to  4  stor.;  priv.,  wd.,  3 
ator.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ord.  F. 
dept. — 2  h.  ft  L  trk..  4  c.  hand  ex.,  1  hose  was., 
5  nose  car.:  hose,  rub.,  gd.,  2,500  ft;  f.  al.,  bell, 
88  bx.;  val.  equip.,  $2,000;  val.  bldgs.,  $4,000; 
exp.  dept,  $8,000;  tot  mem.,  48,  yd.  part  time. 

Water  Supply-— iSrc.,  apr.  ft  lake,  5  m.  bua. 
cent;  sys.,  grav.;  stdp.  dim.,  40  x  50,  mat  iron; 
res.  cap.,  300,000,000  gals.,  loc.  West  Greenwich; 
maina,  c.  i.,  4  to  18  in.  dia.;  200  hyd.;  1,000 
aerv.;  pipe,  lead  ft  galT.  L;  prea.,  dom.  100  Iba., 
f.    100  Iba.;  wks.   owned  by  Co. 

W.  BARRINQTON,  p.  1,500;  bldga.,  wd.  ft  bk., 
1  ft  2  stor.;  wd.  rfs.  perm.;  no  fwka.  ft  oombt 
ord.      No  org.   f.   dept 

Waiar  Supply— 3rc.,  res.,  5  to  8  m.  bua.  cent; 
sys.,  pump  to  ree.;  rea.  cap.,  450,000,000  gala.; 
mat,  wd.;  2  pump,  eng.,  cap.  day,  4,000,000  gals.; 
mains,  wd.  ft  L,  8^  m.,  4  to  12  in  dia.;  12  v.; 
110  serv.;  110  met.;  pipe,  lead  ft  i.;  prea,  dom.  30 
lbs.;  cost,  $20,000;  coat  mtce.,  $850;  wks.  owned 
by  Co. 


WESTERLY,  p.  8,696;  mert  bldga.,  bk.  ft  wd., 
2  ft  8  ator.;  prlv.,  wd.,  2  ator.;  wd.  rfa.  perm,  in 
f.  area;  fwka.  ft  combt  ord.  F.  dept — 2  atr.,  10 
c.  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  wag.,  4  hose 
reels,  1  c.  tk.;  hose,  cot,  rub.  lined,  gd.,  6,000 
ft;  inf.,  1600  ft;  tot  hose,  6,500;  f.  al.,  bell, 
28  bx.;  val.  equip.,  $25,000;  val.  bldgs.,  $14,000; 
exp.    dept.    $8,000;   tot   mem.,    185   vol. 

Water  Supply— Src.,  wells,  1%  m.  bua.  cent.; 
ays.,  pump  to  stdp.;  2  stdp.,  cap.  350,000  gals.; 
dim.,  70  X  30;  mat,  wrt.  i.  ft  cone;  3  pump,  eng., 
class  vert,  comp.,  cap.  day  4,000,000  gals.;  maina, 
c.  I.,  87.38  m.,  4  to  16  in.  dia.;  194  hyd.;  246 
v.;  1,700  met;  1,034  serv.;  pipe,  lead  ft  Iron; 
pres.,  dom.   75  to  92  lbs.,  f.  75  to  92  lbs.;  cons. 

iVL'J!^*^^?   ^^'*    ^^^*    $376,296;    cost    mtce., 
$23,377;    wks.    owned    by    town. 

WICKFORD,  p.  1,100;  f.  area,  640  a.;  bldga., 
wd.,  ]  to  3  stor.;  wd.  rfa.  perm.;  fwka.  ord. 
F.  dept — 2  hand  eng.,  1  h.  ft  1.  trk.,  2  hose 
car.;  hoae,  cot,  gd.,  2,000  ft;  tot  mem..  90 
ti  inn        •  •  ^•^•*  «^"*^-»   ••lOOO;   val.   bldgs., 

Watar  Supply — Src,  wells  ft  aalt  water. 

WOONSOCKET,  p.  38,125;  f.  area,  5,632  a.; 
mere  bldgs.,  wd.,  bk.  ft  atn.,  4  to  6  stor.;  priv., 
wd.,  4  to  6  stor.;  wd.  rfa.  perm.;  fwk«.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 2  str.,  3  comb, 
c.  ft  hoae  wag.,  18  c.  hand  ex.,  2  h.  ft  1.  trk.,  1  aer, 

*'?•*,  I  A*l?*- ''*?••  ^^  *^"*I  *»<»«•  co^M  rub.  lined, 
Sf;  UiP^^  JHJ:  ^^*  Gamewell,  96  bx.;  val.  equip., 
$44,000;  val.  bldgs.  $26,900;  exp.  dept.  $60,000; 
tot  mem.  80,  pd.  full  time  47,  pd.  part  time  33. 
Watar  Supply— Src,  brook,  5  m.  bus.  cent; 
sya.,  pump  to  stdp.;  stdp.  cap.,  1,978,796  gala.; 
?*^'  Jf^»«'®5-  ~P»  fi2».000,000  gals.,  loc 
Sis?**  P*^  ^^^»  *  P"™P-  «n»i  c*P-  day  0,750.- 
22?  P^'  SIV^'  ®:.i-  «0  m.,  4  to  20  in.  dia.; 
691  hyd.;   721  v.;   3,350  met;   8,800  serv.;   pne. 

!*2lkPi:?-  ^**™-  *  '■  ^^  *o  ^20  lbs.:  cons.  Hav, 
1,600,000  gals.;  coat,  $1,100,000;  coat  mtce.,  $23,- 
000;  wks.  owned  bv  city. 

Placea  of  1,000  or  more  population  hav  ng  no 
organized  Are  dept — ^Anthony,  Aahton,  Burrilhille. 
Coventry,  DrownviUe.  Oloceater,  Hope  Valley.  Hop. 
kinton,  Lincoln,  Little  Compton,  Lonsdale.  Ports- 
mouth, Richmond,  Sdtuate. 

Placea  of  1,000  or  more  population  not  reported 
— Chepacket,  Middletown,  Sayleaville.  ^^"^^ 


SOUTH  CAROLINA 


ABBEVILLE,  p.  4,459;  f.  area,  800  a.;  mere, 
bldga.,  bk.,  8  ator.;  priv.,  wd.,  2  stor.;  wd.  rfa. 
perm.  F.  dept. — 2  c  hand  ex.,  1  h.  ft  L  trk.,  4 
hose  wag.,  2  hoae  car.;  hoae,  cot,  rub.  lined,  gd., 
3,000  ft;  f.  aL,  bell;  val.  bldga.,  $4,000;  tot. 
mem.,   150  voL 

Water  Supply — Src,  wells  ft  rea.;  aya.,  pump  to 
stdp.;  atdp.  cap.,  165,000  gala.;  rea.  cap.,  250,000 
gals.;  54  pump,  eng.,  cap.  day  1,000,000  gals.; 
mains,  7  m.;  55  hyd.;  met,  120:  pres.,  f.  150  lbs.; 
cost.  $80,000;  wka.  owned  by  city. 

AIKEN,  p.  3,911;  f.  area,  1,500  a.;  mere,  bldga., 
wd.  ft  bk.,  1  to  3  ator.;  priv.,  wd.,  2  stor.;  wd. 
rfa.  not  perm.;  fwks.  ft  combt.  ord.  F.  dept— 
1  str.,  1  hand  eng..  1  h.  ft  1.  trk.,  4  hose  car.,  2 
hrs.;  hose,  cot,  rub.  lined,  gd..  5,000  ft.;  f.  al., 
Gamewell,  10  bx.;  val.  equip.,  $4,000;  vaL  bldaa., 
$3,000;  exp.  dept,  $800;  tot  mem.  40,  pd.  full 
time   1,  vol.  89;  undra.  rating,  aecond  claaa. 

Water  Supply — Src,  wella,  %  m.  bua.  cent; 
sys.,  pump  to  res.  ft  atdp.;  atdp.  cap.,  180,000 
gala.,  dim.  120  x  16;  mat,  iron;  rea,  cap.,  100,000 
gala.;   3  pump,  eng.,  claaa  hor.,  cap.  day  648,000 

gala.;  maina,  c  i.,  19  m.,  4  to  10  in.  dia.;  82 
yd.;  met,  260;  200  aerv.;  pipe,  galv.  L;  prea., 
dom.  50  Ibe.,  f.  150  lbs.;  daily  cons.,  190,000 
gals.;  cost,  $90,000;  wks.  owned  by  city. 

ANDERSON,  p.  9,654;  f.  area,  2,560  a.;  mere 
bldgs.,  bk.,  1  to  3  stor.;  priv.,  bk.  ft  wd.,  1  ft  2 
ator.;  wd.  rfa.  not  perm,  in  f.  area;  fwks.  ord.: 
causes  of  f.  Inv.  F.  dept— 1  str.,  1  hand  «■.»  4 
c  hand  ex.,  1  h.  ft  L  trk.,  2  hoae  wag.,  5  noaa 
car.,  6  hrs.;  hosa,  oot,  rob.  lined,  gd.,  3.900  ft; 
f.  al.,  bell  ft  telp.;  val.  equip.,  $8,000;  val.  bldgs.. 


$10,000;  «P.  dept,  $2,000;  tot  mem.  120,  pd. 
full  time  2.  pd.  part  time  118.  *^ 

Water  Supply— Src,  wells,  2  m.  bus.  cent:  sya. 
pump   to  atdp.   ft  dlr.;   atdp.   cap.,   200,000  gi. 

gala.,  loc  6,000  ft.  bua.  cent;  4  pump,  eng.,  aJp. 
day  5,184,000  gala.;  mains,  c  L  18%  mi 
to  10  in.  dia.;  180  hrd.;  »88  mk;  983  "erv.1 
pipe,   galv.   L;    prea.,   dom.    50   Iba.,    f.    100    Iba.: 

SiSTed  by^'Oo*     '^^®    *^'    ""'    f  163,211;    wka! 

*  ^ur  ij*  I,  "V*^*'  '^^'  '^  »ot  perm.;  IRrka.  ft 
combt.  and.  F.  dept— 1  hand  eng.,  2  c  ex.,  1  h. 
ft  1.  trk.,  2  hoae  oar.;  hoae,  cot.  rub.  lined  ad 
1.000  ft,;  inf.,  800  ft;  tot. 'ho«.,' 1.800  ft  ff.  Vl! 
mem.,''30  vo?"**""  *^'®^^'  "^  "^«»"  ^^^^'*  ^t! 
«.^*l!L*"f'''^'^1.5  *^«^  *  artesian  wella; 
cap.,  85,000  gala.;  2  pump,  eng.,  cap.  day  72.000 

fri-An"*^?"'  1,600  ft,  10  in.  dia.;  6  hyd.  ioat. 
$8,000;  wka.  owned  by  city. 

BARNWELL,    p     1,824.      F.    dept— 1    c    hand 

Sfr  tVt^'  ?J-  T^'  ^"'*^'  «^-  ^^^  't-J  '•  *!•.  beU; 
tot  mem.,  15  vol.  ' 

No  waterwks. 

,  A^^"^*!®?"''^»-P-,l'^®*^-    ^'  dept.— 2  hoae  carts. 

^*^1^J^'  "i?"*'  '•  ^'*  ^h-;  tot  m^.,  80  VOL  • 

Watar    Supply— Src,    well;    ays.,    pump    dlr.    ft 

fiST-A'A;®*- ,^P-»   ?®'^V  ««^J    1  pump,  capTdJ 

u^^^HZ^^'^*  J"'  ,^'*®*»  '•  »«»»  120  a.;  mere, 
bldga.,  bk.  ft  wd..  1  to  8  stor.;  p^v..  wd.,  2  storT; 
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wd.  rf«.  perm.;  fwlu.  Jt  combt.  ord.  F.  dept. — 1  c 
eng.,  1  8tr.,  1  h.  &  1.  trk.,  1  hose  wag.,  3  hoee  oar.; 
boee,  cot.  rub.  lined,  gd.,  2,800  ft.;  inf.,  400 
ft;  tot.  hose,  2,700  ft;  f.  al.,  bell;  val.  equip., 
10,200;  val.  bldgs.,  $8,500;  exp.  dept,  $820;  tot 
mem.,  75,  pd.  part  time  1,  vol.  74. 

W»tmr  Supply — Src,  well,  ^  m.  bus.  cent;  sys., 
gniv.;  atdp.  cap.,  120,000  gals.,  dim.  90x15;  mat., 
8tl.;  2  pump,  eng.,  cap.  day,  500,000  gald.;  mains, 
c.  i.,  3  m.,  4  to  8  in.  dia.;  26  byd.;  8  v.;  met,  84; 
pres.,  dom.  40  lbs.,  f.  60  to  100  lbs.;  cona.  day, 
85,000  gala.;  coat,  $16,000;  ooat  mtoe.,  $4,000; 
wks.  owned  by  city. 

BELTON,  p.  1,652;  f.  area,  10  a.;  mere,  bldgs., 
bk.,  1  to  8  ator.;  priv.,  wd.,  1  A  2  ator.;  wd. 
rfa.  not  perm,  in  f.  area;  fwka.  ft  combt  ord.; 
causea  of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  2  hosa 
car.;  1  hoae  wag.,  1  hrs.;  hose,  cot,  mb.  lined,  gd., 
1.800  ft;  nib.,  gd.,  200  ft;  tot.  hose,  2,000  ft.;  f. 
al.,  bell.;  val.  equip.,  $2,100;  val.  bldgs.,  $150;  tot 
mem.,  16  vol.;  undn.  rating,  third  class. 

Water  Supply — Src,  deep  wells,  near  public 
aquare;  ays.,  pump  to  atdp.;  atdp.  cap.,  160,000 
gals.;  mat,  oonc.;  res.  cap.,  160,000  gala.;  2 
pump,  eng.,  claaa  elec.,  cap.  day  80,000  gals.; 
mains,  c.  i.,  IH  m.,  6  to  10  in.  dla.;  pipe,  c  i.; 
pres.,  dom.  66  lbs.,  f.  65  lbs.;  wks.  owned  by  city. 

BENNETTSVILLE,  p.  2,646:  f.  area.  1»000  yds. 
Court  House;  mere,  oldgs.,  bk.  ft  wd.,  2  ft  8 
ator.;  priv.,  wd.,  1,  2  ft  8  stor.;  wd.  rfs.  not 
perm.;  fwka.  ord.  F.  dept. — 1  h.  ft  1.  trk.,  1  comb, 
c.  ft  h.  wag.,  1  hoae  wag.,  1  hose  car.;  1  hrs;  hose, 
cot.,  rub.  lined,  gd.,  1,500  ft.;  nib.,  gd.,  500  ft;  tot 
hose,  2,000  ft;  f.  al.,  wh.  ft  bell;  val.  equip., 
$2,600;  val.  bldgs.,  $200;  tot.  mem.,  24  vol.; 
undra.  rating,  third  class. 

Water  Supply — Src„  8  wells,  %  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  100,000  gals.;  mat., 
stl.  ft  wrt.  i.;  res.  oaf).,  800,000  gals.;  2  pump,  eng., 
cap.  day,  2,160,000  gals.;  mains,  c.  i.,  7  m.,  4  to 
10  in.  dia.;  7i8  hyd.;  800  met.;  pres.,  dom.  75  lbs., 
f.  125  lbs.;  cons,  day,  175,000  gals.;  wka.  owned 
by  city. 

BISHOPVILLE,  p.  1,659.  F.  dept — 1  hrs.,  1 
hose  wag.;  hose,  600  ft;  f.  al.,  bell;  tot  mem., 
24   vol. 

Water  Supply — Src.,  wella;  ays.,  pump  to  stdp.; 
stdp.  cap.,  76,000  gaJs.;  2  pump,  eng.,  cap.  day 
720,000  gala.;  mains,  1  1-5  m.,  6  to  10  in.  dia.; 
84  hyd.;  pres.,  dom.  67  lbs.,  f.   120  lbs. 

BLACKVILLE,  p.  1,278;  f.  area,  1  sq.  m.;  mere, 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  1  ft  2  ator.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt  ord.  F.  dept — 1 
gasoline  eng.,  1  hose  cart,  1  hand  eng.,  2  c.  eng., 
10  c.  ex..  1  h.  ft  1.  trk.,  1  hoae  wag.,  4  hrs., 
buckets,  ftc;  hose,  rub.,  1,100  ft.;  val.  equip., 
$8,000;  val.  bldgs.,  $1,500;  f.  al.,  piatol;  tot 
mem.,  35  vol.;  undra.  rating,  fourth  class. 

Water  Supply — Src.,  wella,  pumpa. 

BRANCHVILLE,  p.  1,471;  mere,  bldgs.,  bk.  ft 
wd.  F.  dept — 1  hand  eng.,  1  h.  ft  1.  trk.,  1  hose 
car.;  hoae,   600  ft 

Water  Supply — Src,  wells. 

CAMDEN,  p.  8,669;  f.  area,  20  a.;  mere,  bldgs^ 
stn.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  perm,  is  f.  area;  fwka.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  hand  eng.,  2 
c.  band  ex.,  1  h.  ft  1.  trk.,  2  hose  waff.,  1  hose 
car.,  2  hrs.;  hose,  cot,  rub.  lined,  gd.,  16,000 
ft;  inf.,  150  ft;  tot  hose,  16,150  ft;  f.  al., 
Gamewell,  12  bz.;  val.  bldgs.,  $4,000;  exp.  dept, 
$2,000;  small,  pd.  company,  1  chief. 

Water  Supply — Src.,  spr.,  IH  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  110,000  gals., 
dim.  20  X  85;  mat.,  wd.  ft  iron;  rea.  cap.,  650,- 
000  gala.;  2  pump,  eng.,  claaa  trip.,  cap.  day  72,- 

000  gals.;  maina,  c.  i.,  10  m..  4  to  10  in.  dia.; 
55  hyd.;  29  v.;  654  aerv.;  pipe,  galv.  i;  prea., 
dom.  70  lbs.,  f.  126  Iba.;  cona.  day,  160,000 
gala.;  coat,  $72,819.48;  wks.  owned  by  Co. 

CHAf^LESTON,  p.  68,888;  f.  area,  4H  sq-  m.; 
mere,  bldgs.,  stn.,  bk.  ft  wd.,  1  to  6  stor.;  pnv., 
stn.,  bk.  ft  wd.,  1  to  8  stor.;  wd.  rfs.  not  perm, 
in  f.  area;  fwka.  ft  combt  ord.;  cauaes  of  f.  inv. 
F.  dept. — 10  str.,  1  auto.  pump,  eng.,  1  auto, 
comb.  c.  ft  h.  wag.  ft  tractor,  1  c.  eng.,  2  h.  ft 
1.   trk.,   24   c.  hand   ex.,   1    aer.   trk.,   7   hose  wag., 

1  comb,  wag.,  8  hose  car.,  24  hrs.;  hose,  cot, 
rub.  lined,  gd.,  14,600  ft;  inf.,  1,400  ft;  tot. 
hose,  16.000  ft;  f.  al.,  Gamewell,  118  bx.;  val. 
equip.,  $102,792;  val.  bldgs.,  $57,000;  exp.  dept, 


$76,000;  tot  mem.  94,  pd.  full  time  66.  pd.  part 
time  20. 

Water  Supply — Src.,  creek,  11  m.  bus.  cent; 
aya.,  pump  dir.;  rea.  cap.,  8,127,820,000  gala., 
loc.  near  pump,  atation;  5  pump,  eng.,  cap.  day 
18.000,000  gals.;  nmins,  c  i.,  60  m.,  4  to  24  in. 
dia.;  630  hyd.:  1,000  v.;  met,  300;  5,000  eerr.; 
pipe,  lead  ft  galv.  i. ;  pres.,  dom.  40  lbs.,  f.  50  lbs.; 
cons,  day,  5,000.000  gals.;  wks.  owned  by  priv.  Co. 

CHESTER,  p.  4,754.  F.  dept. — 1  hand  eng.,  1 
h.  ft  1.  trk.,  4  hoae  reela  ft  hoae  wag.;  hoae,  cot., 
rub.  lined,  gd.,  2,800  ft.;  rub.,  gd.,  500  ft;  tot. 
hoae,  8,800  ft;  tot  mem.,  25,  i^;  undrs.  ratinf. 
second  class. 

Water  Supply — Src,  creek,  2)i  m.  bos.  cent.; 
ays.,  pump  to  stdp.;  stdp.  cap.,  150,UOO  gala.:  rea. 
cap.,  850,000  gals.;  2  pump.  eng..  cap.  day.  100,- 
000,000  gals.;  mains,  7Vi  m.,  4  to  8  in.  dia.;  90 
hyd.;  400  met;  500  serv. ;  pres.,  dom.  60  Ibc^ 
f.  100  lbs.;  cons,  day,  800,000  gaR;  cost,  $70,000; 
wka.  owned  by  city. 

CLIFTON,  p.  1,600;  bldgs.,  bk.  ft  wd..  t  to  4 
stor.;  wd.  rfs.  not  perm.  F.  dept — 2  bose  car.; 
hose,  cot.,  rub.  lined,  gd.,  8,600  ft;  f.  aL,  bell: 
tot.  mem.  18,  pd.  part  time. 

Watar  Supply — Src,  riv.;  aya.,  pump  to  res.  ft 
dir.;  rea.  cap.,  98,000  gala.;  pump.  eng..  cap.  day 
8,150,000  gala.;  mains,  8  in.  dia.;  16  hyd.;  pres.. 
dom.  76  Iba.,  f.  150  Iba.;  coat,  $18,000;  wka. 
owned  by  Co. 

COLUMBIA,  p.  26,819;  f.  area,  1,800  a.;  mere 
bldgs.,  bk.,  1  to  18  stor.;  priv.,  wd.,  2  stor.;  vd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
cauaes  of  f.  inv.  F.  dept — 1  auto.  comb,  pnmp 
ft  hoae  wag.,  1  auto.  comb.  c.  ft  h.  wag.,  1  chiefs 
auto.,  4  atr.,  1  c.  eng.,  8  c  hand  ex.,  1  h.  ft  L 
trk.,  1  comb,  c  ft  h.  wag.,  4  hoae  wag.,  1  hose 
car.,  18  hra.;  hoae,  cot.,  rub.  lined,  gd.,  4,000  ft.; 
rub.,  gd.,  1,000  ft;  inf.,  600  ft;  tot  hoae,  5,600 
ft.;  f.  al.,  elec,  28  bx.;  val.  equip.,  $25,000;  vaL 
bldgs.,  $28,000;  exp.  dept,  $81,000;  tot  mem.  42. 
pd.  full  time. 

Water  Supply — Src,  Congaree  riv..  i  m.  boi. 
cent.;  aya.,  grav.,  pump  stdp.  ft  reserve,  rfs.  ft 
dir.;  res.  cap.,  60,000;000  gala.;  res.  in  reaenre 
(uptown),  cap.  1,250,000  gals.;  6  pump,  eng.,  cap. 
aay  17,000,000  gala.;  maina,  c  i.,  50  m.,  4  tc 
24  in.  dia.;  808  hyd.;  8,600  met;  S.600  aerv.; 
pipe,  galv.  i.;  prea.,  dom.  ft  f.  48  to  115  I^s.: 
cons,  day,  4,600,000  gala.;  coat,  $500,000,  cost 
mtce.,  $85,000;  wka.  owned  by  city. 

CONWAY,  p.  1.228;  vol.  dept,  1  h.  ft  1.  trk., 
1  hand  ens.,  1  hoae  cart 

Water  Supply — Src,  well,  riv.  ft  2   elevated  tk. 

(DARLINGTON,  p.  3.780;  mere  bldgs..  bk.,  t  k 
8  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  r€s.  not 
perm,  in  f.  area;  fwks.  ft  combt.  ord.      F.  depc — 

1  str.,  1  comb,  c  ft  hose  wag.,  1  c  hand  ex.,  1  h. 
ft  1.  trk.,  1  hoae  wag.,  3  hose  car.,  5  hra.;  hose, 
cot,  rub.  lined,  gd.,  2,500  ft:  f.  aL,  Gamewell,  10 
bx.;  vaL  equip.,  $6,000;  vaL  oldga.,  $10,000;  exp. 
dept,  $3,000;  tot  mem.  40,  pd.  full  time  4.  vtxL 
36;   undrs.   rating,  third   class. 

Water  Supply — Src,  well,  in  boa.  cent;  ays., 
pump  to  atdp.  ft  dir.;  atdp.  cap.,  90,000  g^. 
dim.   14  X  40;  mat,  iron;   rea.  cap.,  80.000  gala.; 

2  pump,  eng.,  cap.  day  260,000  gala.:  maina, 
iron,  8H  m-f  4  to  10  in.  dia.;  68  hyd.;  29  v.; 
pipe,  galv.  L;  prea.,  dom.  SO  Iba..  f.  100  Iba.; 
coat  $8,000;  coat  mtce.,  $600;  wka.  owned  by  C<k 

EDGEFIELD,    p.    1,771.      F.    dept — 1    hand   c 
ex.,  1  c.  wag.;  hose,  400  ft;  tot  mem..  7  voL 
Water  Supply — No  waterwka. 


FLORENCE,    p.    7,067;    f.    area,    60    a.; 

bldgs.,  bk.,  1  to  4  ator.;  priv.,  wd..  1  ft  2  ator.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.     F.  dept — 

1  str.,  2  hand  eng.,  2  c  hand  ex.,  1  h.  ft  L  trk., 

2  hoae  car..  8  hrs.;  hose,  cot,  rub.  lined,  gd., 
8,000  ft;  f.  al.,  Gamewell.  10  bx.;  vaL  cqmp., 
$10,600;  tot  mem.  18,  pd.  full  time;  vndn.  rat- 
ing,  third  claaa. 

Water  Supply — Src,  wella,  in  boa.  cent;  aya^ 
pump  to  atdp.  ft  dir.;  atdp.  cap.,  100.000  g^, 
dim.  21  X  100,  loc  at  aUtion;  mat..  atL;  rea. 
cap.,  600,000  gals.,  loc.  at  station;  2  pump.  eag-. 
claaa  comp.  ft  dup.,  cap.  day.  2,000,000  gals.: 
maina,  kron,  16  m.,  4  to  8  in.  dia.;  144  byd.;  95 
v.;  met,  800;  1,056  aerv.;  pipe,  galv.  i;  pres.. 
dom.  50  to  60  lbs.,  f.  80  to  100  Iba.;  cona.  da}. 
800,000  gals.;  cost  $92,000;  coat  mtce..  $15,000: 
wks.  owned  by  city. 
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QAFFNEY.  p.  4»7«7;  f.  area,  60  a.;  mere. 
b]dgB.,  bk.,  1  to  8  eior.;  priY.,  wd.,  2  etor.;  wd. 
rfa.  perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept. — 1  comb.  c.  ft  hoae  wag.,  c.  band  ex.,  1  c. 
trk.,  1  h.  ft  1.  trie.,  1  hose  wag»  2  hose  reela;  ho«e, 
cot.,  rub.  lined,  gd.,  2,500  ft;  f.  al.,  elec;  val. 
equip..  $10,000;  val.  bldgs.,  $500;  exp.  dept., 
$1,000;  tot.  mem.  50,  pd.  full  time  2,  vol.  48; 
undrs.  rating,  third  class. 

Water  Supply— fire,  creek,  \  m.  bus.  cent.; 
sgns.,  pump  to  atdp.;  stdp.  cap.,  500.000  gals.;  dim., 
120  X  25;  res.  cap.,  500.000  gals.;  2  pump,  en^., 
cap.  day,  2,448,000  gals.;  mains,  14  m.,  4  to  12  m. 
dia.;  14  hyd.;  375  met.;  400  serv.;  pre?.,  dom. 
ft  f.  80  lbs.;  cons,  day,  125,000  gaK;  cost,  $75,- 
000;  cost  mtce.,  $3,000;  wks.  owned  by  city. 

GEORGETOWN,  p.  5,680;  f.  area,  640  a.; 
mere,  bldga.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft 
wd.,  2  Btor.;  wd.  rfa.  not  perm,  in  f.  area;  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  atr.,  1  c.  eng., 
42  c.  band  ex.,  1  h.  ft  1.  trk.,  1  hose  wag.,  4  boae 
car.,  4  hra.;  hoae,  cot.,  rub.  lined,  gd.,  8,000  ft.; 
f.  al..  Oamewell,  12  bx.:  val.  equip.,  $10,000; 
val.  bidgs.,  $8,000;  exp.  dept.,  $8,000;  tot.  mem. 
46,  pd.  part  time;  undia.  rating,  aecond  daaa. 

Water  Supply — Src.,  riv.,  4  blocks  bus.  cent.; 
ays.,  grav.,  pump  to  res.,  atdp.  ft  dir.;  atdp.  cap., 
100,000  gals.,  dim.  110  z  16;  mat,  atL;  8  pump, 
eng.,  cap.  day  750,000  gala.;  mains,  9  m.,  iron; 
72  hyd.;  prea.,  dom.  40  Iba.,  f.  80  to  100  lbs.; 
cost,  $100,000  i  wka.  owned  by  city  ft  Co. 

GRANITEVILLE.  p.  2,600;  f.  area.  100  a.;  mere, 
bldga.,  bk.  ft  wd..  1  ft  2  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfa.  perm,  in  f.  area;  causes  of  f.  Inv. 
F.  dept. — 12  c.  hand  ex.,  8  hose  reela.;  hose,  cot, 
rob.  lined,  gd.,  8,000  ft.;  f.  al.,  bell  ft  wh. 

Water  Supply — Src,  creek;  sya.,  pump  to  res.  ft 
dir.;  res.  cap.,  181,478  gals.,  loc.  %  m.  from  town, 
on  hill;  new  res.  cap.,  829.891  gals.;  2  pump,  eng., 
cap.  day,  216,000  gals.;  mains,  2  m.,  4  to  8  in.  dia.; 
50  hyd.;  20  v.;  pres.,  dom.  50  Ibe.,  f.  82  to  90  lbs.; 
wka.  owned  by  Co. 

GREENVILLE,  p.  16.741;  f.  area,  8,142  a.; 
mere,  bidgs.,  bk.,  1  to  7  stor. ;  pr:v.,  bk.  ft  wd.,  1  to 
8  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft 
combt  ord.;  caoaea  of  f.  inv.  fully.  F.  dept — 1 
auto.  comb.  c.  ft  h.  wag.,  1  str.,  1  h.  ft  I.  trk.,  20 
c.  hand  ex.,  8  hose  wag.,  1  hoae  car..  5  hra.;  hoae, 
cot,  rub.  lined,  gd.,  8,600  ft.;  inf.,  1.000  ft;  tot. 
hose,  4,600  ft;  f.  al.,  telp.  ft  bell;  val.  equip.,  $16,- 
700:  val.  bldga.,  $12,000;  exp.  dept,  $18,600;  tot 
mem.   18,  pd.  full  time. 

Water  Supply — Src,  mountain  str..  9  m.  bus. 
cent;  sya.,  grav..  pump  to  atdp.  ft  dir.;  atdp.  cap., 
807,000  gals.,  dim.  25  x  180;  mat,  iron;  4  res., 
cap.  228.000.000  gsls.,  loc.  on  Paris  Mountain:  8 
pump,  eng.,  daas  comp.  cond.  dup.,  cap.  day  8,000,* 

000  gals.;  mains,  iron  ft  cem.,  80  m..  4  to  12 
in.  dia.;  200  hyd.;  660  v.;  2,800  met.;  3,200  serv.; 
pipe,  galv.  i.;  prea.,  dom.  80  lbs.,  f.  110  lbs.;  wks. 
owned  by  Co. 

GREENWOOD,  p.  0,014;  f.  area,  840  a.;  mere 
bldga.,  bk.  ft  wd.,   1  to  8  stor.;  priv.,  bk.  ft  wd., 

1  ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  1  comb, 
c.  eng.  ft  hoae  trk.,  8  hoae  carts;  hose,  cot.,  rub. 
lined,  gd.,  2,200  ft.;  f.  al.,  bell;  val.  equip., 
$8,000;  val.  bldgs.,  $1,000;  exp.  dept.,  $050;  tot. 
mem..  40  vol. 

Water  Supply — Src,  spr.  ft  8  artesian  wella,  cap. 
80,000,000  gala,  month.;  svs.,  pump  to  rea.  ft 
stdp.;  stdp.  cap.,  260,000  sala.;  rea.  cap.,  600,000 
gala.;  2  pump,  eng.,  daaa  dup.,  cap.  day  1,872,000 
gala.;  maina,  iron,  16  m.,  4  to  10  in.  dia.;  61 
hyd.;  00  v.;  met,  160:  240  aerv.;  prea.,  dom. 
40  lbs.,  f.  00  to  800  Iba.;  coat  $46,000;  wka. 
owned  by  city. 

HARTSViLLE,  p.  2,865;  f.  sreo.  fi  a.;  mere. 
bldgs.,  bk.,  1  ft  2  stor.;  wd.  rfs-.not  perm,  in  f.  area: 
fwks.  ft  combt  ord.;  causes  of  f.  Inv  F  dept. — 2  c. 
hand  ex.,  1  hose  wag.,  1  hose  reel,  2  hf.;  hose, 
cot.  n*.  lined,  gd.,  1,800  ft;  inf,.  200  ft;  tot 
hose,  2,000  ft;  f.  al.,  Gamewell,  15  bx.;  val.  equip., 
$6,600;  val.  bldgs.,  $4,500;  tot   mem.,    19  vol. 

Watar  Supply — Src,  artealan  wells,  H  m*  bus. 
cent;  sys.,  pump  to  stdp.;  stdp.  cap.,  76,000 
gals.,  dim.  20  x  80  ft;  mat,  iron;  rea.  cap., 
1.000,000  gals.;  2  pump,  eng.,  csap.  day  60,000 
gals.;  maina.  c  i.,  10  to  6  in.  dia.;  48  hyd.;  20 
v.;  met,  176;  176  aerv.;  pipe,  c  i.;  prea.,  dom. 
56  lbs.,  f.  100  Iba.;  cons,  day,  40,000  gala.;  coat 
$48,000;  wka.  own^  by  dty. 


JOHNSON,    p.    048.  F.    dept. — 1    oomb.    c    ft 

hand  eng.,  600  ft  hose;  f.  aL,  bell;  tot  mem.,  24 
vol. 

No  waterwka. 

KERSHAW,  p.  960;  combt.  ord.  F.  dept — 1 
str.,  1  h.  ft  1.  trk.,  8  hose  carta;  hoae,  2,000  ft.; 
20  vol. 

Water  Supply — Src,  artesian  wella;  rea.  cap., 
50,000  gals.;  stdp.  cap.,  85.000  gals.;  mains,  2 
m.:   20  hyd. 

KIN6STREE,  p.  1,372.  F.  dept. — 1  hand  eng.; 
hose,  600  ft;  f.  aL,  bell;  tot  mem.  81,  pd.  part 
time. 

Watar  Supply — Src,  wells,  8  ciatema,  combined 
cap.  90,000  gals. 

LANCASTER,  p.  2,098;  mere  bldgs.,  bk.,  1  ft 
2  stor.;  priv..  bk.,  2  stor.;  wk.  rfs.  not  perm.; 
fwks.  ord.;  cauaea  of  f.  inv.  F.  dept — 1  h.  ft  L 
trk.;  tot  mem.,  20  vol.;  bucket  brigade;  imdra. 
rating,  fourth  daaa. 

Water  Supply — ^Src,  wella  ft  ciatema. 

LAURENS,  p.  4,818;  f.  area,  640  a.;  mere; 
bldga.,  bk.,  2  ft  8  ator.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt  ord.  F.  dM>t-— 1 
str.,  1  band  eng.,  1  h.  ft  1.  trk.,  1  aer.  trk.,  1  hoae 
red,  8  hra.;  tot  hoae,  1,400  ft;  f.  al..  bell;  val. 
eouip.,  86,400;  val.  bldga..  $6,000;  tot  mem. 
78,  pd.  full  time  1,  pd.  part  time  77;  undra.  rat- 
ing, aecond  clasa. 

Water  Supply — Src,  wells.  M  m.  bua.  cent; 
«ys.,  grav.,  pump  to  res.,  to  stdp.  ft  dir.;  stdp. 
cap.,  125.000  gals.,  dim.  100  x  20,  loc.  87  feet 
above  level  ot  town;  rea.  cap.,  156,000  gala.;  i 
pump,  eng.,  cap.  day  150,000  gala.;  maina,  8  m.» 
4  to  12  in.  dia.;  44  hyd.;  met.,  176;  150  aerv.; 
prea.,  dom.  80  loa.,  f.  125  Iba.;  coat,  $40,000; 
coat  mtce.,  $1,800;  wka.  owned  by  city. 

McCOLL,  p.  1,628;  mere  bldgs.,  bk.  ft  wd.,  1  to 
2  stor.;  priv.,  wd.,  1  to  2  stor.;  fwks.  ft  combt 
ord.;  causes  of  f.  inv. 

Watar  Supply — Not  reported. 

MANNING,  p.  1.854;  bldgs..  wd.,  1  to  8  stor.i 
wd.  rfs.  perm.  F.  dept. — 1  gaa.  eng.,  1  hoae  reel,  2 
hrs.;  hose,  cot.,  nib.  lined,  gd.,  1,800  ft.;  inf.,  400 
ft;  tot.  hose,  2,200  ft.;  f.  al.,  bell  ft  telp.;  vaL 
equiq.,  $1,500;  tot  mem.  20,  pd.  full  time  2,  pd. 
part  time  IS;  undra.  jrating,  fourth  class. 

Watar  Supply — Src,  wella;  prea.,  80  Iba.;  cia- 
tema, cap.  20,000  gala. 

MARION,  p.  8,844;  f.  area,  200  a.;  mere  bldga., 
bk.,  1  to  3  stor.;  priv..  bk.  ft  wd.,  1  ft  2  stor.; 
wd.  rfa.  not  perm,  in  f.  area;  fwka.  ord.;  cauaea 
of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  1  hoae  wag., 
2  hrs.;  hose,  cot.,  rub.  lined,  gd..  1,500  ft;  f. 
al.,  bell;  val.  equip.,  $2,500;  val.  bldgs..  $6,000; 
exp.  dept.,  $1,500;  tot.  mem.,  19,  pd.  full  time  1, 
vol.   IS. 

Water  Supply — Src,  wells.  H  m.  bus.  cent; 
sys.,  pump  to  stdp.  ft  dir.;  stop,  oap.,  90,000  gals.; 
mat.,  stl.;  re«.  cap.,  50,000  gala.;  2  pump,  eng.,  cap. 
day.  1.295,000  gals.;  mains,  c.  i.,  3^  m.,  4  to  8 
in.  dia.;  59  hyd.;  17  v.;  prea.,  dom.  40  lbs.,  f. 
76  Iba.;  cons,  day,  60,000  gala.;  wks.  owned  by  Co. 

MAYESVILLE.  p.   751;   bldga.,  wd..  1  ft  2  ator. 
F.  dept — 1  hand  eng.;  hoae,  500  ft.;   f.  al.,  bell. 
Watar  Supply — Src,  wells. 

MT.  PLEASANT,  p.  1,346;  mere  bldgs..  wd. 
F.  dept. — 1  hand  eng.,  1  c  eng.,  ladders,  ftc;  tot 
hose,  600  ft.;  vol. 

Watar  Supply — Src,  wella;  aya.,  pump. 

NEWBERRY,  p.  5,028;  f.  area.  400  a.;  mere, 
bldga..  bk.  ft  wd.,  1  ft  2  ator.;  priv.,  wd.,  8  stor.; 
wd.  rfa.  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
cauaea  of  f.  inv.  F.  dept. — 1  atr.,  4  c  hand  ex., 
1  h.  ft  1.  trk.,  2  hoae  wag..  6  hoae  car.,  2  hra.; 
hoae,  cot,  rub.  lined,  gd.,  7,000  ft;  inf.,  600  R.; 
tot  hose,  1,200  ft;  f.  al.,  bell  ft  wh.:  val.  equip., 
$3,000;  val.  bldga.,  $8,000;  exp.  dept,  $800; 
tot  mem.  46,  pd.  part  time  1,  vol.  44. 

Water  Supply — Src,  well,  500  yards  bua.  cent.; 
qys.,  pump  to  res.  ft  stdp.;  stdp.  cap.,  288,000 
gala.,  dim.  20  z  100;  mat,  atl.;  res.  cap.,  485,000 
gala.,  loc.  at  power  houae:  1  pump,  eng.,  daaa 
dup.,  cap.  day  760,000  gals.;  maina,  e.  L,  10 H 
m.,  4  to  10  in.  dia.;  100  hyd.;  806  met;  800 
aerv.;  pipe,  galv.  i.;  prea.,  dom.  65  Iba.,  f.  126 
Iba.;  cona.  day,  100.000  gala.;  coat,  $86,000; 
coat  mtce.,  $2,600;  wka.  owned  by  city. 

ORANGEBURG,  p.  6,906;  f.  area,  1.600  a.; 
mere,  bldgs..  bk.,  1  to  4  stor.;  priv.,  bk.  ft  wd.,  2 
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to  5  8tor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka. 
Ac  combi.  ord. ;  causes  of  f.  inv.  F.  dept. — 1  auta 
comb,  c  A  h.  vrtig,,  1  h.  &  I.  trk.  (1  h.  ft  L  trk. 
in  reserve),  2  hose  wag.,  8  hose  reels,  6  hrs.;  hose, 
cot,  rub.  lined,  gd.,  2,700  ft.;  f.  al.,  Oamewell, 
15  bx.;  vaL  equip.,  $12,800;  val.  bldgs.,  f 22,000; 
exp.  dept.,  f  1,981;  tot.  mem.,  112. 

Water  Supply — Src.,  wells,  in  bus.  cent.;  87*>t 
pump  to  res.  k  stdp.;  stdp.  cap.,  87,460  gala.,  lUm. 
12  X  100;  mat.,  stl.;  res.  cap.,  800,000  gals.,  loc. 
at  station;  8  pump,  eng.,  class  comp.,  cap.  daj 
2,400,000  gals.;  mains,  c.  i.,  10 H  m.,  4  to  12 
in.  dia.;  118  hyd.;  65  v.;  met..  156;  286  serr.; 
pipe,  iron;  pres.,  dom.  40  lbs.,  f.  40  to  160  lbs.; 
cons,  day,  100,000  gals.;  cost,  $86,000;  cost 
mtce.,  $8,000;  wks.  owned  by  city. 

PELZER,  p.  4,000;  bidgs.,  wd.  ft  bk.,  4  stor.: 
wd.  rfs.  perm.;  no  fwke.  ft  combt.  ord.  F.  dept. — 1 
h.  ft  1.  trk.,  2  hose  car.,  600  ft  hose;  f.  al.,  bell 
ft  wh.;  tot.  mem.,  50  vol. 

Watsr  Supply — Src,  wells,  ^  to  1  m.  bus. 
cent;  sys.,  pump  dir.;  stdp.  cap.,  800,000  gals.; 
cap.  day,  200,000  gals.;  mains,  c  i.,  8  m.,  %  to 
4  in.  dia.;  86  hyd. 

(PrEDMONT,  p.  3,648;  f.  area,  600  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  wd.,  1  ft  2 
stor.  F.  dept. — 2  hose  wag.;  hose,  cot.,  gd.,  4.000 
ft;  f.  al.,  bell  ft  wh.;  tot  mem.,  25  vol.;  undm. 
rating,  fourth  class. 

Watsr  Supply — Src.,  Saluda  riv.;  sya.,  pump,  to 
stdp.;  stdp.  cap.,  10,000  gals.;  res.  cap.,  171,000 
gals.;  4  pumps,  cap.  day  2,040,000  gals.;  22  hyd.; 
pre«.,  dom.  60  lbs.,  f.  100  lbs.;  wks.  owned  by 
priv.  Co. 

ROCK  HILL,  p.  7,216;  f.  area,  820  a.;  mens, 
bldgs.,  stn.  ft  bk.,  1  to  4  stor.:  priv.,  wd.,  1  to  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft  oombt  ord.; 
causes  of  f.  uv.  F.  dept — 1  str.,  1  comb.  o. 
h.  ft  1.  wag..  1  h.  ft  1.  trk.,  1  hand  eng.,  2  e. 
hand  ex.,  1  aer.  trk.,  2  hose  wag.,  2  hose  reels, 
2  hrs.;  hose,  cot,  rub.  lined,  gd.,  2,000  ft.:  t  al., 
bell;  val.  equip.,  $16,000;  exp.  dept,  $2,000; 
tot.  mem.  12,  pd.  part  time. 

Water  Supply — 9rc.,  riv.,  5%  m.  bus.  cent;  svs., 
pump  to  res.  ft  stdp.;  stdp.  cap.,  850,000  gals.; 
dim.  15  X  110;  nMit.  stl.;  re?,  oap.,  500,000  gals., 
loc  at  sUtion;  2  pump,  eng.,  cap.  dar,  1^000,000 
gals.;  mains,  c.  i.,  8  m.,  4  to  10  in.  dk.;  76  hyd.; 
40  v.;  met,  460;  187  serv.;  pipe,  galv.  i.;  prea.^ 
dom.  60  lbs.,  f.  120  lbs.;  wks.  owned  by  dty. 

ST.  MATHEWS,  p.  1,877.  P.  dept— Not  i^ 
ported. 

Watsr  Supply — Src.,  deep  well,  1-8  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  can.,  76,000  gala.,  18  x 
34  ft;  res.  cap.,  200,000  gals.;  1  m.  e.  L  maiiw, 
6  to  8  in.  dia.;  16  hyd.;  7  v.:  86  met;  prea., 
dom  60  lbs.,  f.  125  lbs.;  cons,  day,  26,000  gals.; 
coat,  $85,000;  cost  mtce.,  $4,000;  wks.  owned  by 
city. 

SENECA,  p.  1,818.  F.  dept. — 1  band  eng..  1 
hose  reel;  hose,  600  ft 

Watar  Supply — Tk.,  cap.  60,000  gals.;  82  hyO. 

SPARTANSBUR<3,  p.  17,617;  f.  area,  1  %  ,a<|* 
m.;  mere,  bldgs.,  bk.,  2  ft  8  stor.;  priv.,  wd.,  1  ft 
2  stor.;  wd.  rfs.  not  perm,  in  f  area;  fwka.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept — 1  auto, 
triple  comb,  trk.,  1  sbr.,  8  c.  hand  ex.,  1  comb.  c. 
ft  h.  wag.,  1  h.  ft  1.  trk.,  2  hose  wag.,  4  hose  reett, 
4  hw.;  hose,  cot,  nib.  lined,  gd.,  6,600  ft:  inf.. 
800  ft;  tot  hose,  6,900  ft;  i.  al.,  Gamewcll,  82 
bx.;  val.  equip.,  $19,000;  val.  bldgs.,  $10,000;  exp. 
dept,  $10,878;  tot  mem.,  29;  pd.  full  time  14,  vol. 
15. 

Watar  Supply— -Src,  creek,  1%  m.  «>«";,cmt; 
ays.,  grav.  ft  pump  to  stdp.;  stdp.  cap.,  21«,000 
mOi,  dim.  92  x  20;  res.  cap.,  8,000,000  «•!•.;; 
pump,  eng.,  cap.  day  2.000.000  K*l^;.m»™»„lS 
mT4  tolb  in.  diaT;  160  hyd.;  mat,  660;  1,860 
^*  PM.,  dom.  46'lbfc,  f.  60  to  200  Ib^;  oona. 
day,  700,000  fl^;  wka.  owned  by  Oc 

mere  bldgs..  bk.  ft  wd.,  1  ft  2  Jtor.;  P^J-.  .^»  ^ 
stor.;  wd.  vfB.  perm.;  causes  of  f.  inT.  F.  dept — 
1  a  engM  1  h.^1.  trk.,  1  hose  car.,  2  »».:  W 

rub..  ^.  800  ft;  f.  ■l-iif»LTS;.*J?*P-'  Ji'^^P,^ 
val.  bldgs.,  $800;  exp.  dept,  $100;  tot  mtm.,  60 
vol.;  undrs.  rating,  fourth  daat. 

Water  Supply — Src.  wells. 

SUMTER,    p.    8,109;    f.    area,    4,600    a.;    mere 
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bldga.,  stn.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  bk.  k 
wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwksi  k 
oombt  ord.;  causes  of  f.  inv.  F.  dept — ^1  str.,  1 
hand  eng.,  4  c.  hand  ex.,  1  h.  ft  L  trk.,  1  best 
wag.,  6  hrs.;  hose,  cot,  rub.  lined,  g^,  2,260 
ft.;  inf.,  800  ft.;  tot  hoee,  2.660  ft.:  t  sL, 
Oamewell,  28  bx.;  vaL  equip.,  $8,200;  vaL  bldsa. 
$10,000;  exp.  dept.  $8,860;  tot  menu  16,  pd. 
full  time  4.  pd.  part  time  8,  18  voL 

Watar  Supply — Src.  well,  1  m.  bus.  cent;  sra.. 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  820.000  gate.; 
2  pump,  eng.,  cap.  day  720,000  gala.;  maina,  can. 
ft  c  L.  8  m.,  4  to  10  in.  dia.;  118  hyd.;  80  v.; 
met.  95;  1,200  serv.;  pipe,  galv.  i.;  pres.,  dom.  k 
f..  62  lbs.;  cons,  day,  400.000  gals.;  cost.  $116.- 
000;  cost  mtce..  $7,000;  wks.  owned  hr  dty. 

TIMMONSViLLE,  p.  1,708.  F.  dept~2  c  hisd 
ex.,  1  h.  ft  1.  trk.,  8  hose  reels,  1  bra.,  2,800  ft 
hose;  f.  al.,  bell;  val.  eouip.,  $4,000;  vaL  bldga.. 
$8,600;  tot  mem.,  14  vol. 

Watar  Supply— Src,  wells,  6  dstetns,  oombbied 
cap.  76,000  gala. 

UNION,  p.  6,628;  f.  area,  %  sq.  m.;  mere, 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  t 
stor.;  wd.  rfs.  not  perm,  in  L  area;  cauaca  of  f. 
inv.  F.  dept — 1  oomb.  c  ft  h.  wag.,  1  c  hsnd 
ex.,  2  hose  vnur.,  2  hrs.;  hose,  oot,  nb,  lined,  cd.. 
2,600  ft.;  f.  aiL,  bell;  tot  mem.  22,  pd.  full  tuM 
1,  vol.  21. 

Watar  Supply — Src,  spr.,  2  m.  boa.  eent;  m^ 
_av.,  pump  to  stdp.;  stdp.  eap^,  186,000  nk, 
im.  20  X  100;  mat,  iron;  tea.  eap.,  1,227,000 
gals.;  2  pump.  eng..  eap.  day  2,000,000  gak.; 
mains,  c  i.,  12  m.,  4  to  10  in.  dia.:  69  faiyd.:  44 
v.;  met,  284:  284  serv.;  pipe,  galv.  L;  prea.,  oobl 
60  Iba.,  f.  100  Iba.;  oona.  day,  196.000  ffik.: 
cost.  $80,000;  coat  mtce.,  $1,200;  wka.  owned 
by  city. 

WALLHALLA,  p.  1.696;  f.  area.  82  a.;  mere, 
bldgs..  bk.,  1  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  oid.;  causes  of  t  inv.  F. 
dept — 1  hand  eng.,  1  hoae  car.;  hoae,  eot,  lub. 
lined,  gd.,  800  ft;  rub.,  gd..  100  ft;  int.  200 
ft.;  tot  hoae,  7U0  ft;  f.  aL,  beU;  vaL  eqaipi, 
$600;  val.  bldgs.,  $600;  ezp.  depC,  $200;  tot 
mem.,  12;  nndii.  rating,  fourth  daaa. 

Watar  Supply — 8rc,  well  ft  dataras;  cap.  ol 
datema,  600,000  gala. 

WALTERBORO,  p.  1,677;  f.  area,  160  a.;  bldgs.. 
wd.,  1  ft  2  stor.;  wd.  rfs.  perm.;  fwka.  ord.  F. 
dept. — 2  hand  h.  ft  L  trk.,  2  hand  hoae  reda,  2  c 
ex.;  hoae,  cot,  rub.  lined,  gd..  400  ft;  fair,  600 
ft.;  tot  hose,  1.000  ft;  f.  aL,  bell;  vaL  eqoln., 
$1,200;  val.  bldga.,  $200;  tot  mem.«  80  voL; 
undrs.  rating,  fourth  daaa. 

Watar  Supply — Src,  arteaian  weOa;  ays**  pwop 
to  stdp.;  stdp.  cap.,  80,000  gala.;  1  pomp,  eng., 
cap.  min.  80  gala. 

WINNSBORO,  p.  1,764;  mere  bldga.,  wd.  ft 
bk.,  1  ft  2  stor.;  priv.,  wd.  ft  bk.,  2  ator.;  wd. 
rfa.  perm.;  fwka.  ord.  F.  dept — 1  atm.  eng..  1 
hand  eng.,  1  h.  ft  L  trie.,  8  hoae  car.,  1  hoae  wag.; 
hose,  rub.,  1,600  ft:  f.  aL,  bell;  vaL  equip., 
$6,000;  2  bldga.  owned  by  town;  ezp.  dept,  $600; 
tot  mem.,  160  vol.;  undn.  rating,  aeoond  daaa. 

Watar  Supply— -Src,  11  dateras,  oap.  tOO.OOO 
gals..  1  connected  with  R.  R.  tk. 

YORKVILLE,  p.  2,826;  L  area,  640  a.;  aaccu 
bldga.,  bk.  ft  iron;  2  ator.;  priv.*  wd.,  l)fc  ft  2 
stor.;  wd.  ris.  not  penn.;  fwka.  ft  eombt  oid.  F. 
dept — 1  h.  ft  L  trk.,  1  reel,  2  brs.;  hose,  eoc, 
rub.  lined,  gd..  1,800  ft;  t  aL.  beU  ft  talpu;  vaL 
equip.,  $2,000;  tot  mem.  48,  pa.  ftill  time  8,  vaL 
40;  undra.  rating,  aecond  daaa;  dec  powcf 
with  stm.  pump  sa  reserve 


Lis.,  aim.  iz  X  7J.,  IOC  oenc  town;  mav^  hj.. 
B.  cap.,  100,000  gala.,  loc  at  atatfoa;  2  pamit 
g.,  eap.  day,  2,000,000  gala.;  mains,  c  i.,  4  5* 
.,    4  to  8   in.  dia.;   84   hyd.;   8  v.;   met,  1*4^: 


Watar  Supply — Src,  creek  ft  spr.,  %  ol  boa. 
eent;  avs.,  pump  to  res.  ft  atdp.;  stdp.  cap.,  66.000 
gala.,  dim.  12  x  71,  loc  cent  town;  B>>^^fi« 
rea.  oap.,  lOO.f"' 
eng. 

m.,    _    _-    _    ,  _     ,  . 

176  aerv.;  pU>e,  galv.  L;  prea.,  dom.  45  Iba.,  f.  6^ 
lbs.;  oons.  dar,  175.000  gala.;  cost  $20,000; 
coat  mtoc.  $1,400;  vHca.  owned  Iqr  dtj, 

Plaoea  of   1.000  or  more  popolatioB  havfag   no 
organised  Ore  dept — Allendala.  Bla^  ~ 
Ounton,  Clover,  Denmark,  INllioD,  Ftet 
ingtoo,  MuUina,  Wllliamstoa,  Woodruff. 
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ABERDEEN,  p.  10,768;  f.  area,  1,000  a.;  mere, 
bidga.,  bk.  ft  wd.p  1  to  6  stor.;  priv.,  wd.,  1  ft  S 
at  or.;  wd.  rfa.  perm.;  fwka.  ft  combt  ord.;  cauaea 
of  f.  inv.  F.  dcpt. — 1  atr.,  2  comb.  c.  ft  h.  wag., 
1  supply  wag.  (id  reaerve),  7  bra.;  hoae,  cot.,  rub. 
lined,  gd.,  4,500  ft.;  c,  800  ft.;  f.  aL,  elec.  ft  telp.; 
Tal.  equip.,  $14,000;  vaL  bldn.,  $14,875;  ezp. 
dept.,  $2,000;  tot.  mem.  18,  pd.  full  time;  undia. 
rating,  fourth  daaa. 

Water  Supply— -Src,  6  arte«ian  well«,  %  m.  bus. 
cent,;  sys.,  dir.  pres.;  rea.  cap.,  1,200,000  gals.; 
41  pump,  eng.,  cap.  day  4,820,000  gals.;  mains,  c 
i.,  26  m.,  4  to  11  in.  dia.;  165  hyd.;  146  v.;  1,000 
met.;  2,000  aerv.;  pres.,  dom.  40  to  60  lb«.,  f.  70 
to  100  lbs.;  COM.  day,  1,400,000  gals.;  cost,  $188,- 
000;  cost  mtce.,  $9,600;  wks.  owned  by  city. 

ALCESTER,  p.  400.     F.  dept.— Not  reported. 

Water  Supply — Src,  well,  in  bua.  cent.;  sya., 
air  prea.  ft  grav.  ciatem,  cap.  110  bbla.;  rea.  cap., 
44,800    gala.;    1    pump,    eng.,    cap.    day    122,400 

fala.;  maina,  c.  L,  1  m.,  4  to  6  in.  dia.;  16  hyd.; 
▼.;  prea.,  dom.  25  to  50  Iba.,  f.  00  Iba.;  oona. 
day,  10.560  gala.;  coat,  $10,000;  coat  mtoe., 
$895;  wica.  owned  by  city. 

ALEXANDRIA,  p.  956;  t  area,  20  blocka;  mere, 
bldga.,  bk.  ft  wd.,  1  ft  2.ator.:  priv.,  wd..  1  ft  t 
ator.;  wd.  rfa.  perm,  in  f.  area;  xwka.  ft  oombt.  ord.; 
cauaea  of  f.  inv.  F.  dept. — 1  c.  eng.,  1  hand  eng., 
10  c.  hand  ex.,  1  h.  ft  1.  trk.,  2  hoae  was,,  1  hoae 
car.;  hoae,  cot.,  rub.  lined,  gd.,  2,800  ft;  f.  aL, 
bell;  val.  equip.,  $1,200;  vaL  bldga.,  $12,600; 
exp.  dept.,  $750;  tot.  mem..  60  toL 

Water  Supply — Src,  well,  in  bua.  cent.;  aya., 
pump  to  rea.;  rea.  cap.,  1,600  bbla.,  loa  near  well; 

1  gaaoline  eng.:  nudna,  iron,  1  m.,  4  to  8  in. 
dia.;  13  hyd.;  met.,  28:  prea.,  dom.  66  Iba.;  coat 
mtce.,  $800;  wka.  owned  by  city. 

ALPENA,  p.  600.  P.  dept.— 1  hoae  cart,  1,600 
ft.  ooL,  rub.  lined,  hoae;  f.  al.,  bell;  tot.  mem.,  16 
vol. 

Water  Supply — Src.,  well,  1  m.  bus.  cent.;  sya., 
dir.  pres.;  maina,  1,500  ft;  6  hyd.;  pres.,  f.  85  Iba.; 
wks.  owned  by  city. 

AN  DOVER,  p.  450;  f.  area.  160  a.;  mere,  bldga., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  ator.; 
wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt.  ord.; 
cauaea  of  f.  inv,  F.  dept. — 1  atr.,  1  c.  eng.,  1  h. 
ft  L  trk.,  2  hoae  wag.,  2  hoae  car.;  hoae,  rub. 
lined,  gd.,  1,000  ft:  inf.,  500  ft;  tot.  hose,  1.600 
ft.;  f.  al.,  bell;  val.  equip.,  $1,000;  val.  bldra., 
$500;  exp.  dept,  $100;  tot  mem.,  24  toL;  undra. 
rating.  4%  claaa.  „       .      v 

Water  Supply— <Src.,  2  artesian  wells,  m  bus. 
cent;  sys.,  dir.  pres.;  res.  cap.,  48,000  gale.;  1 
pump,  eng.;  mains,  iron,  2  m.,  %  to  6  in,  dia.; 
100  hyd.;  50  met;  70  serv.;  pre«.,  dom.  15  lb?., 
f.  60  lbs.;  cons,  day,  1^200  gals.;  cost,  $3,500; 
wks.   owned  by  city. 

ARMOUR,  p.  068;  f.  area,  640  a.;  mere,  bldga., 
bk.  ft  wd.,  2  stor.;  priv..  wd.,  1%  ft  2  ator.;  wd. 
rfa.  perm,;  fwka.  ft  combt.  ord.;  cauaea  of  f.  not 
inv.  F.  dept — 2  h.  ft  1.  trk.,  2  hoae  car.;  hoae. 
cot.,  rub.  lined,  gd.,  1,850  ft.;  f.  al.,  bell  ft  wh.; 
vaL  equip.,  $1,200;  exp.  dept.,  $60;  tot  mem., 
87  voL;  undrs.  rating,  fourth  claaa. 

Water   Supply — Src.,    well;    ays.,   pump  to  rea.; 

2  pump,  eng.;  maina,  iron,  8  m.,  4  to  6  m.  duu; 
24  hyd.;  85  aerv.;  prea.,  dom.  65  lbs.,  f.  150  lbs.; 
coat,  $10,000;  coat,  mtce.,  $1,200;  wka.  owned 
by  city. 

ARTESIAN,  p.  600.  F.  dept.— 1  c.  eng.,  2  hose 
carts,  1  h.  ft  L  trk.;  hose,  cot.,  mb.  lined,  gd., 
1.000  ft;  f.  al.,  bell;  val.  equip.,  $900;  vaL  bldgs.-, 
$400;  tot  mem.,  24  voL 

No  waterwks. 

ASHTON,  p.  480;  f.  area,  80  a.;  bldga.,  wd.,  1  ft 
2  ator.;  wd.  rfa.  perm.;  fwka.  ord.  F.  dept.— 2 
h.  ft  L  trk.,  2  hoae  car.;  hoae,  cot,  700  ft;  undra. 
rating,  third  daaa. 

Water  Supply — Src.,  arteaian  wella;  n^a.,  grav.; 
pipe,  %  m.,  4  in.  dia.;  16  hyd.;  prea.,  80  to  100 
Jba.;  coat,  $6,800;  coat  mtce.,  $200;  wka.  owned 
by  city. 

ATHOL,  p.  250;  f.  area,  40  a.     No  org.  f.  dept. 


t 
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Water  Supply — Src,  4  wella,  in  bus.  cent; 
sye.,  pump  dir.;  0.  pump,   eng.,   cap.   day  345,600 

fals.;  mains.  2  m.;  12  hyd.;  pres.,  dom.  50  lbs.,  f. 
0  to  100  iba.;  wks.  owned  by  priv.  Co. 

AVON,  p.  600;  mere  bldga..  wd.,  1  ft  2  ator.; 
riv.,  wd.,  1  to  8  ator.;  wd.  rfa.  perm,  in  f.  area; 
wka.  ft  combt.  ord.;  cauaea  of  f.  inv.     F.  dept. — 

1  h.  ft  1.  trk.,  2  hoae  wag.,  2  hoae  reda;  hoae, 
cot.,  rub.  lined,  gd.,  1,000  ft;  f.  al.,  bell;  val. 
equip.,  $1,400;  toL  mem.,  40  vol.;  undza.  rating, 
third  claaa. 

Water  Supply — Src,  well,  in  bua.  cent;  «ya.,  dir. 
ft  grav.;  res.  cap..  65,000  gals.;  2  pump,  eng.,  cap. 
day  20,000  gala.;  maina,  c.  L,  1^  m..  6  to  8  in. 
dia.;  15  hyd.;  pres.,  dom.  50  lbs.,  f.  50  Iba.;  cona. 
day,  8.000  gala.;  coat,  $15,000;  coat  mtce.,  $500; 
wka   owned  Dy  city. 

BALTIC,  p.  300;  f.  area,  20  a.  F.  dept. — 12  c. 
hand  ex.,  2  c  eng.,  laddens,  etc.;  f.  al.,  bell;  val. 
equip.,  $600;  val.  bldgs.,  $900;  tot.  mem.,  17  vol. 

No  waterwks. 

BELLE  FOURCHE,  p.  1,352.  F.  dept— 1  h.  ft 
L  trk..  2  hoae  carta;  hose,  cot,  gd.,  1,000  ft; 
f.  al.,  bell;  tot.  mem.,  40  vol. 

Water  Supply — Src,  arteaian  wella;  aya..  pump 
to  Btdp.;  atdp.  cap.,  52,000  gala.;  maina,  8  m..  4 
to  8  in.  dia.;  82  hyd.;  pres.,  dom.  40  to  45  iSa., 
f.  90  to  100  Iba. 

BERESFORD,  p.  1,117;  bldga.,  bk.  ft  wd.  F. 
dept. — 1  c  eng.,  1  h.  ft  1.  trk..  1  hose  car.,  2  hand 
ex.;  hose,  1,100  ft.;  f.  al.,  bell  ft  wh.;  tot.  mem., 
80  voL 

Water  Supply — Src,  wella;  ays.,  pump  to  atdp.; 
atdp.  cap.,  60,000  gala.;  1  pump,  eng.,  cap.  day 
576,000  gala.;  maina,  8,600  ft.,  4  to  8  in.  dia.; 
prea.,  dom.  40  Iba.,  f.  100  to  125  Iba. 

BIG  STONE,  p.  651;  f.  area,  240  a.;  mere 
bldga.,  bk.,  1  ft  2  ator.;  priv.,  bk.  ft  wd.,  2  ator.; 
wd.  lis.  perm,  in  f.  area.  F.  dept. — 1  c.  band 
eng. 

Water  Supply — Src,  wella  ft  ciatema. 

BOWESTE£L,  p.  760;  f.  area,  120  aj    F.  dept— 

2  boae  carta,  2  c.  eng.;  f.  al.,  bell;  val.  equip., 
$2,000;  vaL  bldgs.,  $5,000;  exp.  dept,  $100;  tot. 
mem.,  40  vol. 

Water  Supply — Src,  2  wells,  in  bus.  cent.;  sys., 
grav.  ft  pump  to  stdp. ;  2  stdp.,  cap.  05,000  gals. 
&  55,000  gals.:  res.  cap.,  15,000  gals.;  2  pump, 
eng.;  mains,  1^  m.,  4  to  8  in.  dia.;  11  hyd.;  5  v.; 
pres.,  dom.  45  lbs.  f.  65  lbs.;  cons,  day,  5,000 
gals.;  cost,  $17,000;  cost  mtce.,  $1,000;  wks. 
owned  by  city. 

BOWDLE,  p.  671.     F.  dept. — Not  reported. 

Water  Supply — Src,  well,  near  bua.  cent.;  sys., 
grav.;  stdp.  cap.,  80,000  gala.;  mat.,  atl.;  maina, 
c  i.,  1  1-3  m.;  coat,  $15,000;  wka.  owned  by 
dty. 

BRIDGEWATER,  p.  934;  mere  bldga..  bk.  ft  wd., 
1  ft  2  ator.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm,  in 
f.  area;  cauaea  of  f.  inv.  F.  dept. — 1  c  eng.,  80 
c  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  car.;  hose,  cot., 
rub.  lined,  gd.,  1,500  ft.;  f.  al.,  bell  ft  wh.;  val. 
equip.,  $1,000;  val.  bldgs..  $800;  exp.  dept.,  $50; 
tot.  mem.,   40  vol. 

Water  Supply — Src,  wella  ft  ciatema;  aya.,  1 
trip,  pump,  pump,  into  tk. 

BRISTOL,  p.  580;  f.  area,  640  a.;  mere  bldga., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  ator.; 
wd.  rfa.  perm,  in  f.  area;  fwka.  ft  oombt.  ord.; 
cauaes  of  f.  inv.  F.  dept. — 1  atr.,  1  h.  ft  L  trk.,  2 
hoae  reela;  hoae,  rub.  lined,  gd.,  1,150  ft.;  f.  al., 
bell;  vaL  equip.,  $6,000;  vaL  bldga.,  $1,000;  tot. 
mem.,  32  vol.;  undra.  rating,  third  claaa. 

Water  Supply — ^Not  reported. 

BRITTON,  p.  860;  f.  area,  200  a.;  mere,  bldga., 
bk.  ft  wd.,  1  ft  2  ator.;  priv.,  wd.,  1  ator.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  cauaea  of 
f.  inv.  F.  dept. — 200  c  hand  ex.,  1  hose  cart.  1 
hoae  car.;  hoae,  cot,  rub.  lined,  gd.,  1,000  ft; 
f.  al.,  bell;  val.  equip.,  $1,000;  val.  bldga.,  $800; 
exp.  dept.,  $150;  tot.  mem.,  26  vol. 

Water  Supply — Src,  arteaian  wella,  in  bua.  cent; 
sys..   pump  dir.;   maina,    c    L,    8,600   ft.,   8   to   6 
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in.  dia.;  9  hyd.;  pres.,  dom.  US  Ibi.,  f.  112  lbs.; 
wks.  owned  1^  city. 

BROOKINGS,  p.  2,971;  f.  area,  15  a.;  mere, 
bldga.,  bk.  dc  wd.,  IAS  stor.;  priv.,  wd.,  1)4 
•tor.;  wd.  rfa.  not  perm,  in  f.  area.  P.  dept. — 1 
c.  enff.,  1  b.  Jt  1.  trk..  2  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  1.500  ft.;  f.  al.,  bell  &,  wh.;  val.  equip., 
17.000;    val.    bld^..    925,000;    tot.    mem.,    00    vol. 

Water  Supply — Src,  well,  1  %  m.  bus.  cent.*;  ays., 
pump  to  stdp.;  stdp.  cap.,  132,300  gabs.;  res.  cap., 
125.000  gals.;  pump,  eng.,  cap.  day,  432,00C  gals, 
muins,  c.  i.,  8^  m.,  4  to  10  in.  dia.;  86  hyd.;  41 
v.;  250  met.;  pres.,  dom.  75  lbs,  f.  100  to  160 
lbs.;  cons,  day,  100,000  gals.;  cost,  $500,000;  cost 
TOtce.,  $1,500;   wks.   owned  by   city. 

BRYANT,  p.  645;  f.  area,  160  a.;  mere,  bldga., 
bk.  9l  wd.,  1  &  2  stor.;  priv.,  bk.  k  wd.,  1  ft  8 
stor.;  wd.  rfs.  perm,  in  i.  area;  fwka.  k  combt. 
ord.;  causes  of  f.  mv.  F.  dept. — 1  h.  ft  1.  trk., 
2  c.  hand  ex.,  2  hose  wag.,  2  hoee  reels;  hose,  cot., 
rub.  lined,  gd.,  800  ft.;  f.  al.,  bell  k,  wh.;  val. 
equip.,  $1,000;  val.  bldgs.,  $450;  tot.  mem.,  20 
vol.;   undrs.   rating,    third    class. 

Water  Supply — -Not  reported. 

BURKE,  p.  500;  f.  area,  160  a.;  mera  bldga., 
oem.  it  wd.,  2  stor.;  priv.,  cem.  k  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt. 
ord.;  cauaea  of  f.  inv.  F.  dept. — 1  c.  eng.,  1  hose 
wag.;  hose,  cot,  rub.  lined,  gd.,  700  ft.;  inf.,  100 
ft.;  tot.  hose,  800  ft.;  f.  al.,  bell;  vaL  equip., 
$1,500;  tot.  mem.,  16  vol. 

Water  Supply — Src.,  well,  2  blocks  bus.  cent.; 
B}'s.,  pump  to  Htdp. ;  stdp.  cap.,  40,000  gals.;  dim. 
20  X  20;  mat.,  sti.;  1  pump,  eng.,  cap.  day  12,000 

rls.;  mains,  1  1-3  m.,  4  to  10  in.  dia.;  18  hyd.; 
v.;  9  met.;  45  serv. ;  pipe,  gal  v.  i.;  pres.,  dom. 
ft  f.,  42  lbs.;  cons,  day,  800  gals.;  cost  mtce., 
$500;   wks.   owned   by   city. 

CANI8T0TA,  p.  820.     F.  dept. — Not  reported. 

Water  Supply — Src,  deep  well,  100  ft.  bus. 
cent.;  «ys.,  pump  to  stdp.;  stdp.  cap.,  40,000  gals-, 
dim.  18  z  24;  mat.,  stl.;  1  pump,  eng.,  cap.  day 
4,000  gals.;  mains,  4,000  ft.,  c.  i.,  4  to  8  In.  dia.; 
11  hyd.;  8  v.;  prea.,  dom.  50  lbs.,  f.  60  lbs.;  cons, 
day,  640  gala.;  coat,  $12,000;  cost  mtce.,  $1,000; 
wks.  owned  by  city. 

QANOVA,  p.  800.  F.  dept. — 1  c.  eng.,  1  pump; 
f.  al.,  bell;  val.  equip.,  $5,000;  val.  bldgs.,  $200; 
tot.  mem.,  40  vol. 

Water  Supply — Src,  wells. 

CANTON,  p.  2,108;  f.  area,  820  a.;  mere,  bldga., 
atn.,  bk.  ft  wd.,  2  to  4  stor.;  priv.,  bk.  ft  wd.,  S 
ator.;  wd.  rfa.  not  perm,  in  f.  area;  fwkt.  ft  oombt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  c.  eng.,  4  c. 
hand  ex.,  2  hose  wag.,  1  hose  car.;  hose,  oot.,  rub. 
lined,  gd.,  1.500  ft.;  inf.,  500  ft;  1x>t  hose.  2,000 
ft.:  f.  al..  bell  ft  wh.;  val.  equip.,  $8,000;  val. 
bldgs.,  $8,500;  exp.  dept.,  $800;  tot.  mem.,  68  vol. 

water  Supply — Src,  wella,  4  blocks  bus.  cent: 
sva.,   pump   to   stdp.;    Mdp.    cap.,    86,000    gals.;    2 

?ump.  eng.,  cap.  day,  1,150,000  gals.;  mains,  iron, 
m..  4  to  8  in.  dia.;  51  hyd.;  19  v.;  810  aerv.; 
pipe,  galv.  i.;  pres.,  dom.  ft  f.,  75  lbs.;  cost 
$20,000;   cost   mtce.,   $3,000;   wks.   owned  by  city. 

CARTHAGE,  p.  800:  f.  area,  640  a.;  mere, 
bldgs.,  bk.  ft  cem.,  1  ft  2  stor.;  priv.,  bk.,  wd.  ft 
cem.,  1  to  8  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwka.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept — 
1  c  eng.,  1  hose  reel,  ladders;  hose,  cot,  rub. 
lined,  gd.,  700  ft;  rub.,  ffd.,  200  ft;  inf.,  160 
ft:  tot.  hose,  1,050  ft.;  f.  al.,  wh.;  tot  mem., 
86  vol. 

Water  Supply — Not  reported. 

CASTLEWOOD,  p.  594;  f.  area,  6  a.;  mere 
bldgs.,  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwka.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept — 1  c  eng.,  2  c  wag.,  16  c 
hand  ex.,  1  h.  ft  1.  trk.,  1  hose  car.,  1  bra.;  hose, 
cot,  rub.  lined,  gd.,  600  ft.;  f.  aL,  bell;  val. 
equip.,  $1,250;  val.  bldgs.,  $500;  exp.  dept,  $160; 
tot.  mem.,  87  vol. 

Water  Supply — Src,  wells. 

CAVOUR,  p.  800;  f.  area,  40  a.  F.  dept. — 500 
barrel  cistem,  pump,  12  hp.  eng.,  1  hose  oart; 
hose,  cot.,  rub.  lined,  gd.,  600  ft.;  f.  al.,  bell;  tot 
mem.,  40  vol.;  undrs.  rating,  fifth  class. 

Water  Supply — Src,  well.  1  m.  bus.  cent;  ays., 
pump  dir.;  1  pump,  eng.;  mains,  4,000  ft;  6  hyd.; 
pres.,  dom.  40  lbs.;  f.  85  lbs.;  cost,  $4,000;  wks. 
owned  by  city. 


CENTERVILLE,  p.  971.  F.  dept'2  hose  carts; 
hose,  cot  Jacket,  gd.,  1,600  ft.;  f.  aL,  t»eU;  tot 
mem.,  20  vol. 

Water  Supply — Src,  wella;  ays.,  pomp  to  stdp.; 
mains,  1  2-6  m.,  4  to  8  in.  dia.;  18  hyo. 

CENTRAL  CITY,  p.  296;  f.  area,  200  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  1  ator.;  wd. 
rfs.  perm,  in  f.  area;  combt.  ord.;  eausea  of  f. 
inv.  F.  dept. — 1  h.  ft  L  txk.,  1  hose  rceU  8  hand 
ex..  8  hoae  car.;  hoae,  oot,  rub.  lined,  gd.,  1,100 
ft;  linen,  gd.,  500  ft;  inf.,  100  ft:  tot  hose, 
1,700  ft;  I.  aL,  bell  ft  wh.;  vaL  equip.,  $4,000; 
val.  bldgs.,  $1,100;  exp.  dept.  $260;  tot  meoL, 
60  vol. 

Water  Supply  —  Src,  Whitewood  creek;  ara., 
grav.;  cap.  rea.,  25,000  gala.;  pipe,  V&  m.,  6  in. 
dia.;  5  hyd.:  prea.,  50  to  60  Iba.;  wks.  owned  by 
The  Homestake  Mining  Co.;  coat,  $5,000. 

CHAMBERLAIN,  p.  1,275;  no  f.  Unnits;  mere 
bldga.,  bk.  ft  wd.,  1  ft  2  ator.;  priv.,  bk.  ft  wd,  1 
ft  2  stor.;  wd.  rfs.  perm.;  combt  ord.;  canaes  of 
f.  inv.  F.  dept — 2  c  eng.,  1  h.  ft  L  trk.,  2  hose 
car.:  hoae.  cot,  rub.  lined,  gd.,  1,200  ft;  t  aL, 
bell;  val.  equip..  $8,800;  vaL  bldga.,  $1,000;  toi. 
mem.,   82  vol. 

Water  Supply — Src,  well,  %  m.  bus.  cent;  an-. 
pump  dir.;  mains,  wrt  L,  2%  m.,  8  to  6  in.  dia.; 
16  hyd.;  120  aenr.;  ores.,  f.  80  Iba.;  cost,  $28,000; 
cost  mtce.,  $700;  wks.  owned  by  city. 

CLARK,  p;  1,220;  f.  area,  400  a.;  mere  bldgs., 
bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfa.  pern.; 
fwks.  ord.  F.  dept. — 1  c  eng..  2  hose  wag.,  1  k. 
ft  L  trk.;  hoae,  1.800  ft;  f.  aL,  bell;  vaL  equip., 
$1,200;  vaL  bldga.,  $1,800;* exp.  dept,  $500:  toL 
mem.,  20  voL;  undza.  rating,  fourth  daaa. 

Water  Supply — Src,  arteaian  wella;  sya.,  com- 
preaaed  air  wka.;  1  pump,  eng.,  daas  trip.,  cap. 
day  294,000  gala.;  mains.  2  m.,  4  to  6  in.  dia.; 
21  h>'d.;  prea.,  dom.  46  to  60  Iba.,  f.  80  Iba. 

CLEAR  LAKE,  p.  704.  F.  dept — 1  c  eng.,  2 
comb,  c  ft  hose  wag.,  2  c.  hand  ex..  2  ttose  wa^, 
1  h.  ft  1.  trk..  2  hose  carts;  hose,  cot  jacket,  gd.. 
1,000  ft;  f.  al.,  bell;  tot  mem.,  80  voL 

Water  Supply — Src,  well,  8  blocks  bus.  cent; 
sys.,  pump  dir.;  stdp.  cap.,  6,000  gals.;  1  pump, 
eng.,  class  trip.,  cap.  day  8>60,000  gala.;  mains,  c 
i.,  2  m.,  4  to  6  in.  dia.;  15  hyd.;  6  v.;  875  serv.; 
pres.,  dom.  90  Iba.,  f.  100  lbs.;  coat,  $18,000; 
cost  mtce.,  $200;  wks.  owned  by  dty. 

COLMAN.  p.  286;  f.  area,  180  a.;  mere,  bld^k, 
wd.,  1  ft  2  ator.;  priv.,  wd.,  1  ft  8  ator.;  wd.  xfe. 
perm,  in  f.  area;  fwks.  ft  oombt  ord.;  enoMs  of  t 
inv.  F.  dept — 2  c  eng.,  1  h.  ft  L  trk.,  S  hose 
wag.;  hose,  oot,  rub.  lined,  gd.,  1,200  ft.;  rabL,  gd., 
800  ft;  tot  hose,  1.500  it.;  f.  al..  bell  ft  wh.; 
vaL  equip.,  $2,000;  val.  bldga.,  $1,000;  ei|».  dept., 
$200;  tot.  mem..  46  voL 

Water  Supply — ^Not  reported. 

COLOME,  p.  460:  f.  area,  160  a.;  mere  bldga.. 
wd.,   1  ft  2  stor.;  priv.,  wd.,  1  ft  2  ator.;  wd.  ris. 

f^erm.  In  f.  area;  fwka.  ft  oombt  ord.;  cauMs  (rf  f. 
nv.  F.  dept. — 1  c  eng.,  1  comb.  c.  ft  h.  wag., 
25  c  hand  ex.,  1  li.  ft  I.  trk.,  1  hose  wag.;  hose, 
cot,  rub.  lined,  gd.,  900  ft;  f.  al.,  bell;  val.  equip., 
$1,500:  val.  bldga.,  $1,500;  tot  mem.,  28  vol 

Water  Supply — Src,  well,  H  m.  boa.  cent;  aja., 
dir.  prea.;  atdp.  cap.,  50,000  gals.,  dim.  26  x  18; 
mat.  8tL;  res.  cap.,  60.000  gals.;  1  pamp.  eng.. 
cap.  day  64,000  gals.;  maina,  %  m.,  6  to  dm. 
dia.;  8  hyd.:  4  v.;  pipe,  galv.  L;  prea..  dom.  22 
Iba..  f.  60  lbs.;  cons.  day.  1,000  gala.;  ooat,  810.- 
000;  coat  mtce.,  $600;  wka.  owned  by  eity. 

CONDE,  p.  592.     F.  dept — ^Not  reported. 

Water  Supply — Src,  artesian  welL  in  bis.  cent; 
sys.,  pump:  3  hyd.;  pres.,  dom.  86  Iba.,  f.  86  lbs.; 
wks.  owned  by  city. 

CORSICA,  p.  400;  f.  srea,  160  a.  F.  dept— 
1  hose  oart,  2  Uddeis,  axes,  poles,  etc ;  booe,  cot^ 
rub.  lined,  gd.,  1,000  it;  f.  al.,  beU;  vaL  eqoip^ 
$1,400;  vaL  bldgs.,  $1,400;  exp.  dept.  $40;  tot 
mem.,  25  voL;  undm.  rating,   fifth  class. 

Water  Supply — Src,  well,  1  m.  bua.  cent;  5v«.. 
pump  to  stdp.;  1  pump,  enr.;  maina,  8.900  ft; 
10  hyd.;  8  v.;  pres.,  dom.  ft  f .  45  lbs.;  coot  mtce.. 
t480;     wks.  owned  by  oltj. 

DEADWOOD,  p.  8,668;  f.  area,  1,800  a.;  mere, 
bldga.,  stn.  ft  bk..  1  to  8  stor.;  priv.,  bk.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  not  perm,  in  L  aren;  fwka.  ft 
combt  ord.;  causes  of  1  inv.  F.  dept — 1  c  cv., 
12  c  hand  ex.,  1  h.  ft  L  trk.,  9  hoae 
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cot.,  rub.  lined,  gd.,  6,450  ft.;  f.  al.,  beU  k  wh., 
val.  equip.,  |8,000;  val.  bidgs.,  $15,000;  exp.  dept., 
$640;  tot.  mem.,  170  vol. 

Water  Supply — Src.  >trm.,  8  m.  bua.  cent.;  vya*^ 
gr&v.;  rea.  cap.,  880  000  gala.;  malna,  c.  k  wrt  i., 
8  m.,  4  to  10  in.  dia.;  76  hj-d. ;  75  v.;  55  met.; 
688  aerv.;  pipe,  iax)n;  pres.,  dom.  60  bo  100  Iba.,  f. 
60  to  100  lbs.;  cons,  day,  450,000  gabs.;  cost, 
f  60,000;  coat  mtce.,  $7,500;  wks.  owned  by  city. 

DELL  RAPIDS,  p.  1,367;  f.  area,  26  a.;  mere, 
bldga.,  stn.,  bk.  k  wd.,  1  &  2  stor.;  priv.,  am.,  bk. 
k  «d.,  2  ator.;  wd.  rfa.  not  perm,  in  f.  area;  fwlca. 
k  combt.  ord.;  cauaea  of  f.  inv.  F.  dept. — 1  hoae 
wag.,  1  hoae  car.;  hose,  cot.,  nib.  lined,  gd.,  1,260 
ft.;  f.  a1.,  bell  k  wh.;  val.  equip.,  $1,500;  vaL 
bldgis.,  $1,200;  tot.  mem.,   16  vol. 

Water  Supply — Src,  wella,  900  ft.  bua.  cent.; 
a>'8.,  pump  to  atdp.;  stdp.  cap.,  2,000  bbla.,  dim. 
22  X  20,  loc.  on  hill  north  town;  mat.,  stn.  k  wd.; 
rea.  cap.,  2,000  bbls.;  2  pump,  eng.,  cap.  day 
1.600,000  gala.;  maina,  c.  i.,  8^  m.,  4  to  8  in. 
dia.;  81  hyd.;  14  v.;  800  aerv.;  pipe,  galv.  i.; 
pres..  dom.  60  Iba.,  f.  85  Iba.;  cona.  daj,  83,100 
Srals.;  cost,  $18,000;  cost  mtce.,  $1,800;  wka. 
owned  by  city. 

DE  SMET,  p.  1,100.  F.  dept. — 1  h.  k  1.  trk., 
2  hoae  carts;  hoae,  9O0  ft.;  f.  al.,  bell  k  tclp.;  val. 
equip.,  $1,500;  exp.  dept.,  $200;  tot.  mem.,  12  vol. 

Water  Supply— Src,  wells,  in  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  15,000  gals.;  1  pump. 
eng.,  cap.  day  180,000  gals.;  mains,  2  m.,  4  to  8 
in.  dia.;  21  hyd.;  60  met.;  pres.,  dom.  75  to  80 
lbs.,   f.   100  to   110  lbs.;   wks.   owned  by  city. 

DRAPER,  p.  200;  f.  area,  40  a.;  mere,  bldgs., 
bk.  J(  wd.,  1  k  2  ator.;  priv.,  wd.,  1^8  ator.;  wd. 
rfa.  perm,  in  f.  area;  no  fwks.  k  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  c  eng.,  5  c.  hand 
ex.;  val.  equip.,  $700;  val.  bldga.,  $100;  ezp. 
<iept..  $50;  tot.  mem.,  80  voL 

Water  Supply — Not  reported. 

EDGEMONT,  p.  816;  f.  area,  480  a.;  bldga., 
atn.  k  wd..  1  ft  IH  ator.;  wd.  rfs.  perm.;  no 
fwks.  ord.  F.  dept. — 12  c.  hand  ex.,  1  gasoline  eng. 
k  pmnp,  1  h.  &  I.  trk.,  2  ho«e  car.;  hoae,  cot,  rub. 
lined,  gd.,  1.000  ft.;  inf.,  150  ft.;  tot.  hoae.  1,150 
ft.;  f.  al.,  bell  k  wh.:  val.  equip.,  $5,000;  val. 
bldgs.,  $700;  tot.  mem.,  40  vol.;  undrs.  rating, 
fourth  daaa. 

Water  Supply — Src,  wella;  maina,  500  ft.,  6  in. 
dia.;  8  hyd.;  prea.,  75  Iba. 

CLKPOINT,  p.  1,200;  mere,  bldga.,  atn.  k  bk., 
1  to  8  ator.;  pnv.,  wd.,  1  ft  2  ator.:  wd.  rfa.  perm.; 
fwka.  ft  combt.  ord.;  cauaea  of  f.  inv.  F.  dept. — 
1  c.  eng.,  1  h.  ft  1.  trk.,  2  hoae  wag.,  2  hoae  reela; 
tioae,  cot.,  rub.  lined,  gd.,  1,000  ft.;  f.  al.,  bell; 
vaL  equip.,  $2,000;  val.  bMga.,  $8,600;  tot.  mem., 
35  vol.;  nndra.  rating,  third  daaa. 

Water  Supply — Src,  wella,  IH  blocka  bua.  cent.; 
.9yB.,  pump  to  atdp.  ft  dir.;  atdp.  cap.,  17,000  gals., 
dim.  8Vi  X  86;  mat.,  boiler  1.;  1  pump,  eng.,  cap. 
day,  448,000  gala.;  maina,  e.  L,  1%  m.,  4  to  6 
in.  dia.;  20  hyd.;  4  v.;  20  aenr.;  pipe.  galv.  i.; 
prea.,  dom.  40  to  85  lbs.,  f.  40  to  86  Iba.;  cona. 
4ay,  80,000  gala.;  cost,  $7,600;  wka.  owned  by  city. 

ELKTON,  p.  742;  f.  area,  160  a.;  mere  bldga., 
«rd.,  2  ator.;  priv..  wd.,  1  ator.;  wd.  rfa.  not  perm, 
in  f.  limita;  no  fwka.  ord.;  cauaea  of  f.  inv.  F. 
•dept — 16  c  ex.,  1  h.  ft  1.  trk.,  1  aer.  trk.,  1  hoae 
«ar.;  hoae,  1,000  ft;  f.  al.,  bell;  val.  equip.,  $8,000; 
^al.  bldga.,  $500;  tot.  mem.,  26  vol.;  undra.  rating, 
third  claaa. 

Water  Supply — Src,  wella;  aya.,  pump,  to  rea. 
•with  gaa  en^.;  rea.  cap.,  60,000  gala.;  mains,  1% 
m.,  4  to  8  in.  dia.;  15  hyd.;  4  v.;  pres.,  f.  40  lbs.; 
-coat,  $9,000;  exp.  dept,  $150;  new  waterwka.  ays. 
just  put  in,  with  mains  and  tk.,   cap.   1,600  bbla. 

EMERY,  p.  466;  mere  bldga.,  1  ft  2  ator.  F. 
dept. — 1  gaa.  eng..,  1  comb.  c.  ft  h.  wag.,  6  c  band 
«x.,  1  h.  ft  1.  trk.,  1  hoae  wag.,  1  hoaa  reel:  hoae, 
cot.,  rub.  lined,  gd.,  1.600  ft;  f.  al.,  bell;  vaL 
equip.,  $8,600;  val.  bldga.,  $1,800;  tot  mem., 
27   vol. 

Water  Supply — ^Not  reported. 

E8TELLINE,  p.  700;  f.  area,  80  a.;  mere,  bldga., 
bk.,  stn.  ft  wd.,  1  to  8  ator.;  priv.,  wd.,  1%  to 
2H  ator.;  wd.  rfa.  perm,  in  f.  area;  no  fwka.  ft 
combt.  ord.;  cauaee  of  f.  inv.  F.  dept — c.  band 
-ex.,  2  hoae  reels,  1  h.  ft  L  trie.,  ladders;  hose,  cot., 
rub.  lined,  gd.,  1,000  ft;  f.  al.,  bell:  vaL  equip., 
^8,000;  val.  bldga.,  $8,000;  exp.  dept,  $700;  tot 


mem.  86,  pd.  full  time  1,  pd.  part  time  1,  34  vol. 
Waterwka.  to  be  inatalled. 

ETHAN,  p.  8,000;  f.  area,  00  a.;  mere,  bldga., 
wd.,  1  ft  2  ator.;  priv.,  wd.,  1  ft  2  ator.;  wd.  rf$. 
perm,  in  f.  area;  no  fwka.  ft  combt.  ord.;  cauaea  of 
f.  inv.  F.  dept. — 1  atr..  c.  hand  ex.,  1  hoae  wag., 
1  hose  reel;  hoae,  cot,  rub.  lined,  gd.,  1,000  ft; 
inf.,  500  ft;  tot.  hoae,  1,500  ft;  f.  aL,  bell;  val. 
equip.,  $2,000;  val.  bldga.,  $600;  tot  mem.,  25 
vol. 

Water  Supply — Src,  well,  ^  m.  bus.  cent;  sys., 
pomp  to  atdp.;  atdp.,  cap..  50.000  gals.;  mat,  stl.; 
cost,  $10,000;  wks.  owned  by  city. 

EUREKA,  p.  961.  F.  dept. — 1  h.  ft  1.  trk.,  2 
hoae  carta;  hoae,  cot  jacket  gd..  1,200  ft;  f.  al., 
bell;  tot.  mem.,  27  voL 

Water  Supply — Src,  well;  ays-,  pump  to  atdp.; 
maina.  8-6  of  a  m.,  4  to  6  in.  dia.;  8  hyd.;  prea., 
dom.  38  Iba.,  f.  76  Iba. 

FAULKTON,  p.  80S;  f.  area,  820  a.;  mere,  bldga., 
wd.,  2  ator.;  priv.,  wd.,  8  ator.;  wd.  rfa.  perm.; 
fwka.  ft  combt.  onl.;  cauaea  of  f.  inv.  F.  dept— 6 
c  hand  ex.,   1   li.  &  1.  trk.,  1  hoae  car.;  hoae,  rub., 

Sd.,   600  ft;   f.  aL,  bell;  vaL  equip.,  $1,200;   val. 
Idgs.,    $500;    exp.   dept,    $1,100;    tot   mem.,    48 
vol.;  undrs.  rating,  fourth  daaa. 

Water  Supply— -Src,  well,  1  block  bua.  cent.; 
ays.,  pump  dir.;  atdp.  cap.,  60,000  gala.;  eiatem, 
cap.   60,000  gala.;  maina,  iron,  2   m.,  2  to  8   in. 


dia.;  27  hyd.;  100  aerv.;  pipe,  galv.  L;  prea.,  dom. 

-  "      -   -     ■  t,  $l2,r 

wka.  owned  by  city. 


45  Iba.,  f.  60  Iba.;  coat. 


,600;  coat  mtce.,  $800; 


FLANDREAU,  p.  1,484;  f.  area,  120  a.;  mere 
bldgs.,  bk.  ft  stn.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2 
stor. ;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  c  eng.,  3 
comb.  c.  ft  hose  wag.,  2  hand  ex.,  1  h.  ft  1.  trk., 
8  hose  wag.;  hose,  cot,  rub.  lined,  gd.,  1,600  ft; 
inf.,  400  ft;  tot  hose,  2,000  ft;  f.  aL,  wh.;  vaL 
equip.,  $6,000;  vaL  bldgs.,  $7,500;  tot  mem.,  25 
vol.;  undrs.  rating,  third  daas. 

Water  Supply — Src,  riv.  ft  well,  %  m.  bus.  cent; 
sys.,  grav.  ft  pump  dir.;   res.   cap.,  64,000  gals.;    2 

?ump.  eng.,  cap.  day  2,000.000  gals.;  mains,  c  L, 
m.,  4  to  8  in.  dia.;  57  hyd.;  30  v.;  7  met.;  396 
serv.;  pres.,  dom.  50  lbs.,  f.  100  lbs.;  cons,  day, 
266,000  gals.;  cost,  $30,000;  cost  mtce.,  $2,800; 
wks.  owned  by  city. 

FORT  PIERRE,  p.  1,000;  f.  area,  400  a.;  mere 
bldga.,  bk.,  stn.  ft  wd.,  1  to  8  ator.;  priv.,  bk.,  atn. 
ft  wd.,  1  ft  2  ator.;  wd.  rfa.  perm,  in  f.  area;  fwka. 
ft  combt.  ord.;  cauaea  of  f.  inv.  F.  dept — c.  hand 
ex.,  2  hoae  carta;  hose,  cot,  rub.  lined,  gd.,  1,000 
ft.;  f.  aL,  bell;  vaL  equip.,  $800;  tot  mem.,  60  voL 

Water  Supply— «rc.,  riv.,  1  block  bus.  cent; 
sys.,  grav.;  res.  cap.,  80,000  gals.;  1  pump,  eng., 
cap.  day  374,400  gals.;  mains,  c.  i.,  4  ni.,  6  to 
8  in.  dia.;  200  hyd.;  50  v.;  1  met;  126  serv.; 
cons,  day,  8,000  gals.;  cost  mtce.,  $3,500;  wka. 
owned  by  city. 

FRANKFORT,  p.  600;  f.  area,  4  blocka;  mere, 
bldga.,  bk.  ft  wd.,  1  ft  2  ator.;  priv..  wd.,  1  ft  2 
ator.;  wd.  rfa.  perm,  in  f.  area;  fwka.  ft  combt. 
ord.;  cauaea  of  f.  inv.  F.  dept — 6  c  hand  ex.,  1 
hoae  reel;  hoae,  rub.  lined,  gd.,  1,000  ft;  f.  aL, 
bell;  vaL  equip.,  $560;  vaL  bldga.,  $400:  tot.  mem. 
20.  pd.  part  time;  undra.  rating,  third  claaa. 

Water  Supply — Src,  8  arteaian  wella,  2  blocka 
bua.  cent;  aya.,  grav.;  maina,  c  L,  1^  m.,  4  in. 
dia.;  8  hyd.:  7  v.;  prea.,  dom.  78  Iba.,  f.  78  Iba.; 
wka.  owned  by  city. 

PREDERICK,  p.  450;  f.  area,  100  a,  F.  dept. — 
1  h.  ft  1.  wag.,  2  hoae  carts;  hoae,  oot.,  rub.  lined, 
gd.,  1,200  ft;  f.  aL,  bell;  vaL  equip.,  $1,500; 
val.  bldgs.,  $1,000;  exp.  dept,  $25;  tot.  mem., 
16  vol.;  undrs.  rating,  fourth  claas. 

Water  Supply — Src,  well,  in  bus.  cent;  sys.,  dir. 
prea.;  maina,  4,000  ft;  12  hyd.;  6  v.;  pres.,  dom. 
65  lbs.,  f.  125  Iba.;  coat,  $8,000;  wks.  owned  bv 
city. 

QARRETSON,  p.  668;  f.  area,  17  blocka;  mere, 
bldga.,  atn.  ft  wd.,  1  ft  2  ator.;  priv.,  wd.,  1  ft  2 
ator.;  wd.  rfa.  not  perm,  in  f.  area;  fwka.  ft  combt. 
ord.;  causea  of  f.  inv.  F.  dept. — 1  c  eng..  1  aupply 
wag.,  100  c  hand  ex.,  1  h.  ft  1.  trk.,  2  noae  car.; 
hoae,  cot.,  rub.  lined,  gd.,  600  ft.;  t  aL,  bell; 
vaL  equip.,  $2,000;  val.  bldga.,  $800;  tot.  mem., 
28  voL 

Water  Supply — Src,  weUs  ft  ciatema;  1,100  ft. 
maina,  4  in.  dia.;  2  hyd. 
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QAYVILLE,  p.  800;  f.  area,  40  t.;  mere,  bldgi., 
bk.  ft  wd.»  1  Btor.;  priv.,  bk.  ft  wd.,  IH  A  S  etor.; 
wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 2  c.  eng.,  axes,  lanterns 
ft  paUs,  1  hose  wajr.;  f.  al.,  bell;  tot.  mem.,  20  toL 

Water  Supply — ^Not  reported. 

GEDDES,  p.  710:  t  area.  040  a.;  mere,  bldgs., 
bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  oombt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  2  hose 
reels;  hose,  cot.,  rub.  lined,  gd.,  860  ft.;  f.  aL, 
bell  ft  wh.;  Tal.  equip.,  $026;  val.  bldgs.,  fOOO; 
tot.  mem..  20  toI. 

Water  Supply — ^Not  reported. 

GETTYSBURG,  p.  1,000;  f.  area,  48  a.;  mere, 
bldgs.,  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  8  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 2  c.  eng.,  2  hose  reels; 
hose,  cot.,  rub.  lined,  gd.,  1,400  ft;  f.  al.,  bell; 
vaL    equip..    $2,200;    tot.    mem.,    30    vol. 

Water  Supply — Src,  well,  in  bus.  cent.;  sys., 
dir.  pres.;  res.  cap.,  60,000  gals.;  pump,  eng.,  cap. 
day  18,000  gals.;  mains,  iron,  3  m.,  4  to  6  in. 
dia.;  16  hyd.:  20  v.;  60  met.;  cons,  day,  6,000 
gals.;  cost,  $14,000;  cost  mtce.,  $1,200;  wks. 
owned  by  city. 

GREGORY,  p.  1,400;  f.  area^  380  a.  F.  dept — 
2  hoee  carts;  hose,  cot.,  rub.  lined,  gd.,  600  ft.; 
f.  al.,  bell;  val.  equip.,  $600;  val.  bldgs.,  $60;  exp. 
dept.,  $200;  tot.  mem.,  SO  vol. 

Water  Supply — Src.,  2  wells,  1  m.  bus.  cent.; 
qrs.,  dir.  pres.  ft  grav.;  etdp.  cap.,  100,000  gals.; 
2  pump,  eng.,  cap.  day.,  100,000  gals.;  mains, 
8.000  ft;  80  hyd.;  120  9er%'.;  cost,  $22,000;  cost 
mtce.,  $1,600;  wks.  owned  by  city. 

GROTON,  p.  1,108;  f.  area,  60  a.;  mere  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  'prir.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  fwks.  ord.;  causes  of  f.  inv.  F.  dept — 1 
h.  ft  1.  trk.,  2  hose  car.;  hoee,  600  ft;  f.  aL, 
bell;  vaL  equip.,  $1,800;  val.  bldgs.,  $1,600;  tot 
mem.,  82  vol.;  undrs.  rating,  third  class. 

Water  Supply — Sre.,  well,  8  blocks  bus.  cent; 
mains,  c.  i.,  %  m.,  6  In.  dia.;  17  hyd.;  17  v.; 
pres..  dom.  90  lbs.,  f.  140  lbs.;  cost,  $20,000; 
cost  mtce.,  $200;  wks.  owned  by  city. 

HECLA,  p.  462;  f.  area,  160  a.;  mere,  bldgs., 
bk.,  stn.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.,  stn.  ft  wd., 

1  ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept — 1  c. 
eng.;  hose,  rub.,  gd.,  800  ft.;  f.  al.,  bell;  val. 
equip.,  $1,600;  vaL  bldgs.,  $400;  tot.  mem.,  16 
vol. 

HOT  SPRINGS,  p.  2.140;  f.  area,  120  a.;  mere, 
bldgs.,  stn.,  8  to  5  stor.;  priv.,  wd.,  2  ft  8  stor.: 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  of 
f.  inv.  F.  depi. — 1  h.  ft  1.  trk.,  8  hose  carts;  hose, 
cot,  rub.  lined,  gd.,  1,800  ft.;  f.  al.,  bell,  wh.  ft 
eiec,  24  bx.;  val.  equip.,  $2,800;  val.  bldgs.,  $12,- 
000;  exp.  dept,  $600;  tot  mem.,  60  vol.;  undrs. 
rating,  fourth  class. 

Water  Supply — Src,  spr.  ft  Fall  riv.,  ^  m.  bus. 
cent.;  sys.,  grav.,  pump  to  res.  ft  dir.;  res.  cap., 
600,000  gals.;  1  pump,  eng.;  mains,  c.  i.,  4  m., 
4,  6  ft  8  in.  dia.;  66  hyd.;  met,  26;  800  serv.; 
pipe,  galv.  i.;  pres.,  dom.  100  lbs.,  f.  110  lbs.; 
cons,  day,  800,000  gals.;  cost,  $60,000;  cost  mtce., 
$2,800;  wks.  owned  by  Oo. 

HOVEN,  p.  860;  f.  area,,  10  a.  F.  dept. — 2  c. 
eng.,  16  c.  hand  ex.,  hooks,  ladders,  buckets,  axes, 
etc.,  200  ft  hose;  f.  al.,  bell;  val.  equip.,  $900;  val- 
bldgs.,  $800;  tot.  mem..  22  vol.;  undrs.  rating, 
fifth  class. 

Water  Supply — Src.  well. 

HOWARD,  p.  1,026;  f.  area,  60  a.;  mere,  bldgs., 
bk.  ft  iron,  1^  ator.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
not  perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept — 1   c.  eng.,  27  c.  hand  ex.,   1  h.  ft  1.  trk., 

2  hrs.;  hose,  rub.,  gd.,  960  ft.;  f.  al..  bell:  val. 
equip.,  $2,000;  val.  Dldgs.,  $1,000;  tot.  mem.,  24 
vol.;  undrs.  rating,  second  class. 

Water  Supply— -Src,  well,  600  ft.  bus.  cent; 
■vs.,  pump  dir.;  stdp.  cap.,  600  bbls.,  dim.  8  x  86; 
mat,  iron;  res.  cap.,  1,000  bbls.;  1  pump,  eng., 
cap.  day  100,000  gals.;  mains,  c  L,  2  m.,  4  to  6 
In.  dia.;  21  hyd.;  7  v.;  met,  26;  27  serv.;  pipe, 
iron;  pres.,  dom.  60  lbs.,  f.  100  lbs.;  cost,  $28,000; 
cost  mtce.,  $460;  wks.  owned  by  city. 

•HURON,  p.  6,791;  f.  area,  640  a.;  mere  bldga., 
stn.  ft  bk.,  1  to  4  stor.;  priv.,  wd.,  1  ft  8  stor.; 
wd.  rfs.   not  perm.;   fwln.  ft  combt   ord.;   causes 


of  f.  inv.  F.  dept — 1  c  eng.,  1  comb,  eng.,  1  h. 
ft  1.  trie,  8  hose  ear.,  1  slel^;  hose,  cot,  rah. 
lined,  sd.,  8.000  ft;  f.  aL,  bell;  vaL  equip.,  $4,496; 
val.  bldgs.,  $18,000;  exp.  dept,  $8,000;  tot  mem., 
46  voL;  undrs.  rating,  4  1-8  das*. 

Water  Supply — Src,  wells,  in  boa.  eent;  its., 
grav.  ft  pump  to  res.;  res.  cap.,  760,000  gus.; 
stdp.  cap.,  200,000  gals.;  mat,  stL;  2  pump,  ena., 
cap.  day  8,000,000  gals.;  mains,  18  m.;  84  v.;  61 
hyd.;  1,000  serv.;  pres.,  dom.  46  lbs.,  f.  76  lbs.; 
cost.  $127,410;  wks.  owned  by  city. 

IPSWIOH,  p.  810;  f.  area,  6  blocks;  mere  bldgi., 
bk.,  1  ft  8  stor.;  priv.,  wd.,  1  ft  2  stor.:  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  ft  combt  onL;  csuics 
of  f.  inv.  F.  dept. — 1  c.  eng.,  2  c.  hand  ex.,  I 
hose  reel;  hose,  cot.,  rub.  lined,  gd.,  1,000  ft; 
int.,  400  ft;  tot.  hose,  1.400  ft;  f.  al.,  bell:  val. 
equip..  $1,600;  val.  bldgs..  $1,600;  tot  mem. 
28   vol. 

Water  Supply — Src,  arteaian  wells,  in  bus.  cent.; 
ays.,  pump  to  stdp.;  stdp.  cap.,  80,000  gala.;  maL, 
stl.;  res.  cap.,  68,000  gals.;  1  pump.  eng..  cap. 
day  880,000;  mains.  8%  m..  4  to  12  in.  dia.;  3S 
hyd.;  12  v.;  met,  61;  pipe,  c  i.;  pres.,  dom.  40 
lbs.,  f.  126  lbs.;  cons,  day,  80,000  gals.;  cost, 
$19,800;  cost  mtce..  $800;  wks.  owned  py  city. 

IROQUOIS,  p.  700;  f.  area,  2  blocks;  mere, 
bldgs.,  bk.  ft  stn.,  1  to  8  stor.;  priv.,  bk.  ft  stn.,  1 
to  8  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  k 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — c.  Kanl 
ex.,  1  hose  wag.,  1  hose  reel;  hose,  cot,  rob.  lineal. 
gd.,  1,000  ft;  f.  al.,  bell;  val.  equip.,  $750;  tot. 
mem.,  20  vol. 

Water  Supply— Src,  artesian  well,  in  bu*.  r*nt.; 
ays.,  dir.  pres.;  res.  cap.,  35,000  gals.;  1  punif- 
eng.,  cap.  day  150,000  gals.;  mains,  cast  ft  wrt.  i- 
2  m.,  8  to  6  in.  dia.;  24  hyd.;  6  v.;  ISO  t-err.: 
pipe,  galv.  i. ;  pres.,  dom.  30  to  50  lbs.,  f.  !'>■> 
lbs.;  cons,  day,  30,000  gals.;  cost,  $5,000;  «»t 
mtce.,   $1,200;   wks.  owned  by   city. 

JAVA,  p.  478.  F.  dept.— 2  hoM  carts.  1.600 
ft.  hose;  16  vol. 

Water  Supply — Src,  well,  in  bus.  c«it.;  sys.,  res.; 
wks.  owned  by  city. 

KIMBALL,  p.  718;  f.  area,  80  a.;  bldgs.,  wd., 
1  ft  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  coaibt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  hand  eng.,  IS 
c  hand  ex..  1  hose  car.,  ladders;  hose,  cot,  rub. 
lined,  inf.,  1,200  ft;  f.  al.,  bell;  val.  equip.,  $1,600; 
val.  bldgs.,  $600;  tot.  mem.,  80  vol.;  asdxs.  rat- 
ing, fourth  class. 

Water  Supply — Src.  wells;  sys.,  pump  to  rea, 
ft  tk.;  tk.  cap.,  60,000  gals.;  res.  cap.,  15,000 
gala.;  1  gasoline  pump,  eng.,  cap.  day  62.000 
gala.;  mains,  iron  ft  wd.,  2  to  6  in.  dia.;  6  hvd.; 
met,  28;  88  serv.;  pres.,  dom.  16  lbs.,  L  16  lbs.; 
cost,  $7,000;  wks.  owned  by  dty  ft  Co. 

LAKE  ANDES,  p.  921;  f.  area,  120  a.;  mere 
bldgs.,  bk.,  stn.  ft  wd.,  1  ft  8  stor.;  priv.,  bk.,  stn. 
ft  wd..  1  ft  2  stor.;  wd.  rfs.  perm,  in  L  area;  fwU. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 1  conb. 
c  ft  h.  wag.,  8  hose  car.;  hose,  ooi.,  rnb.  lioed, 
gd.,  1,200  ft;  c,  76  ft.;  tot  hose,  1,276  ft;  I 
al.,  telp.  ft  bell;  vaL  equip.,  $1,860;  val.  bldgi.. 
$600;  tot  mem..  26  vol. 

Waterwks.  to  be  installed. 

LAKE  PRESTON,  p.  1,007;  f.  area,  160  a.: 
mere  bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.  8 
cem.,  1  ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwte. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 1  cos*, 
c  Udder  wag.,  1  h.  ft  L  trk.,  2  hose  carts;  hose. 
cot,  rub.  lined,  gd.,  1,000  ft;  inf.,  100  ft;  tot 
hose,  1,700  ft;  f.  al.,  bell;  vaL  equip.,  $8,000;  vaL 
bldgs..  $8,000:  tot  mem.,  24  voL 

Water  Supply — Src,  wells;  ajra.,  pamp  to  stdp.: 
mains,  1,660  ft.,  4  to  6  in.  dia.;  6  hyd.;  pni>. 
dom.  40  lbs.,  f.  80  lbs. 

LANGFORD,  p.  476;  f.  area,  40  a.;  mere  bldg^, 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks,  ft  oombt  oed.;  csosci 
of  f.  inv.  F.  dept. — 2  c  eng.,  1  h.  ft  1.  trit;  hose, 
cot,  rub.  lined,  gd.,  800  ft;  f.  al.,  wh.  ft  eJ*<- • 
val.  equip.  $800;  val.  bldgs.,  $1,000;  tot.  menu 
80  vol. 

Water  Supply — ^Not  reported. 

LEAD  CITY.  p.  8,892;  f.  area.  700  a.;  mere, 
bldgs.,  bk.,  stn.  ft  pine,  1  to  8  star.;  pny.,  wj. 
1%  stor.;  wd.  rfs.  not  perm,  in  f.  limits;  fwks.  ort 
F.  dept— 1  h.  ft  1.  trk..  9  hose  car.;  hose.  8,800  ft; 
f.  al.,  elec,  16  bx.;  vaL  eouip.,  $9,000;  ^.  W«^8^• 
$24,000;  exp.  dept.,  $1,650;  tot  mem..  87*  vol; 
undrs.  rating,  third  dass. 
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Water  Supply — Src,  sot  itated;  1  res.,  cap. 
I,fi00,000  guls. 

LEMMON,  p.  1,256;  f.  area,  820  a.;  mere,  bldga., 
eem.  k  wd.,  \  k  2  ator.;  pnv..  wd.,  1  ft  2  ttor.; 
wd.  rfa.  penn.  in  f.  area;  fwka.  &  combt.  ord.; 
catues  of  f.  inv.  F.  deut. — 2  c.  eng.,  110  c.  hand 
ex.,  1  h.  ft  1.  trk.,  2  hoae  reela;  nose,  cot.,  rub. 
lined,  gd.,  2,500  ft;  inf.,  700  ft;  tot  hoae,  8,200 
ft.;  f.  aL,  bell  ft  wb.;  val.  eaoip.,  fS.SOO;  val. 
bldga.,  12,000;  tot  mem.,  42  toL 

Water  Supply — ^Not  reported. 

LESTERVHJjE,  p.  800;  f.  area,  40  a.  F.  dept— 
1  hose  cart;  hose,  cot,  nib.  lined,  gd.,  1,500  ft; 
f.  al.,  bell:  val.  equip.,  |1,600;  val.  bldga.,  $250; 
exp.  dept,  f  100;  tot.  mem.,  25,  pd.  part  time;  undra. 
nting,  third   class. 

Water  Supply — Src,  well,  1  m.  bus.  cent;  eys., 
dir.  pres.;  1  pump.  eng.„  cap.  day,  720,000  gala.; 
mains,  4,000  ft.;  17  hyd.;  4  v.:  pres.,  dom.  ft  f.  60 
lbs.;  cost,  $7,000;  cost  mtce.,  9250;  wks.  owned  by 
city. 

LFLY,  p.  165;  f.  area,  820  a.;  mere,  bldgs.,  wd., 
1  ft  2  stor.;  priv.,  wd.,  1  ft  2  «tor.;  wd.  xfa.  perm, 
in  f.  area;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept — 2  c.  eng.;  f.  al.,  bell;  val.  equip.,  $500; 
val.  bldgs.,  $150;  exp.  dept,  $100;  tot.  mem.,  19 
vol.  , 

No  waterwks. 

MADISON,  p.  8,187;  f.  area,  1,000  a.;  mere. 
bldgs..  bk.  ft  wd.,  1  to  8  ator.;  priv.,  wd.,  1% 
stor.;  wd.  rfa.  not  perm,  in  f.  area:  fwka.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 2  c  eng.,  8  c. 
band  ex.,  1  h.  ft  1.  trie,  2  bose  wag.,  2  hose  car.; 
hose,  oot,  rub.  lined,  gd.,  2,100  ft;  f.  all.,  beH; 
▼al.  equip.,  |8,500;  val.  bldgs.,  $4,000;  tot  mem., 

60  vol. 

Water  Supply — f^rc,  wells,  H  m.  bus.  cent; 
sys..  pump  to  stdp.  ft  dir.;  stdp.  cap.,  158,000 
gals.;  2  pump.  eng..  class  comp.  dup.,  cap.  day 
1.250.000  gals.;  mains,  c.  i.,  8  m.,  4  to  10  in.  dia.; 

61  hyd.;  6  met;  420  serv.;  pipe,  gialv.  i;  pres., 
dom.  46  to  66  lbs.,  f.  100  lbs.;  wka.  owned  by 
city. 

MARION,  p.  700;  f.  area,  00  a.;  mere,  bldga., 
bk.  &  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd..  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 2  c.  han«l  ex.,  2 
ho^e  reels;  hose,  cot,  n>b.  lined,  gd.,  760  ft.;  inf., 
250  ft;  tot.  nose.  1.000  ft;  f.  al.,  bell;  val. 
equip.,  $1,000:  val.  bides.,  $500;  tot.  mem.,  25 
vol.;  unm.  rating,  4%  class. 

Wstsr  Supply — Src,  wells,  U  m.  bus.  cent; 
sys.,  grsT.;  stdp.  cap.,  50,000  gab.,  dim.  20  x  20; 
mat,  stl.  tower,  wd.  tk.;  1  pump,  eng.,  cap.  day 
60,000  gals.;  maina.  c.  i.,  1  m.,  4  to  6  in.  dia.; 
12  hyd.;  6  ▼.;  met,  4;  80  aerv.;  pipe,  galv.  t; 
pres.,  dom.  26  lbs.,  f.  46  lbs.;  cons.  day.  200,000 
gals.;  cost  $16,000;  cost  mtce.,  $800;  was.  owned 
by  priv.  Co. 

MENNO,  p.  660;  f.  area.  %  aq.  m.;  mere,  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwka.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  1  hose  reel; 
hose,  cot,  rub.  lined,  gd.,  800  ft.;  inf.,  200  ft; 
tot.  hose,  1,000  ft;  f.  u.,  bell;  val.  equip.,  $1,000; 
lot.  mem.,  28  vol.;  undrs.  rating,  4H   daas. 

Wstsr  Supply — ^Not  reported. 

MILLBANK,  p.  2.016;  mere,  bldgs.,  bk.  ft  wd., 
1  to  8  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  perm.; 
no  fwks.  ft  combt.  ord.  F.  d«pt. — 1  c.  enpr.,  1  h. 
ft  1-  trk.,  3  hose  car.;  hose,  rub.,  gd.,  1,500  ft; 
f.  Al.,  wh.  ft  bell;  val.  equip.,  $1,200;  val.  bldgs., 
$1,600;  tot  mem.,  85  vol.;  undrs.  rating,  second 
class. 

Water  Supply — Src,  2  wells,  1  block  bus.  cent; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  80.000  gals.; 
mat.,  stl.;  1  pump,  eng.,  cap.  day  200,000  Kal«>; 
mains,  c.  I.,  8  m.,  4  to  10  in.  dia.;  44  hyd.;  8 
▼. ;  met,  200;  18  serv.;  pipe.  galv.  i.;  prea.,  dom. 
60  lbs.,  f.  60  lbs.;  cost,  $45,000;  wks.  owned  by 
city. 

MILLER,  p.  1,202;  f.  area,  40  a.;  mere,  bldgs., 
wd.,  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  perm.; 
fwks.  &  combt.  ord.  P.  dept — 1  gas.  eng.,  I  h.  ft 
1.  trk.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  500 
ft-;  inf.  800  ft;  tot  hose,  1,800  ft;  f.  al.,  bell; 
-val.  equip.,  $8,000;  val.  bldga.,  $500;  tot  mem., 
60   vol.;  undra.  rating,  third  daa^. 


Water  Supply — Src,  wells;  sys.,  grav.;  res.  cap.». 
1,440.000  gals.;  mains,  6^  m.,  2  to  6  in.  dia.;. 
17  hyd.;  pres.,  f.  125  lbs.;  cost,  $21,000;  oosi 
mtce.,  $860. 

MITCHELL,  p.  6.515;  f.  area.  160  a.;  mere. 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  stn.,  bk. 
ft  wd.,  1  ft  2  stor.:  wd.  rfs.  not  perm,  in  f.  area;, 
fwks.  ft  combt  ord.  F.  dept — 1  comb.  c.  ft  ^ 
wag.,  1  h.  ft  1.  tik.,  8  bose  earts,  2  hn.,  hose,  oot,. 
rub.  lined,  gd.,  2,600  ft;  inf.,  600  ft:  tot  hoae,. 
8,000  ft;  f.  al.,  wb.  ft  dec;  Tal.  equip.,  $4,876;  taL. 
bldgs.,  $16,000;  exp.  dept,  $4,062;  tot. mem.  46». 
pd.  full  time  2,  44  voL 

Water  Supply — Src,  wells,  V&  m.  bus.  cent; 
ays.,  pump  to  res.  ft  dir.;  res.  cap.,  20,000  bbls.^ 
loc  ^  m.  northeast  bus.  cent;  8  pump,  eng.,  eap. 
day  2,676,000  gals.;  mains,  c  L,  11  m.,  4  to  12 
in.  dia.;  81  hyd.;  650  met;  660  serv.;  pipe,  lead; 
pres.,  dom.  60  lbs.,  f.  125  lbs.;  cost,  $76,000; 
cost  mtce.,  $6,006;  wks.  owned  by  city. 

MORRISTOWN,  p.  222;  f.  area,  2  a.;  mera 
bldgs.,  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  stor.;  wd. 
rfa.  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  c  eng.;  f.  al.,  bell;  vaL 
equip.,  $600;  vol. 

Water  Supply — Src,  well,  in  bua.  eent;  vys., 
pump  to  stdp.;  1  pump.  c»g.,  eap.  day  60,400 
gals.;  cost,  $1,000;  wks.  owned  by  town. 

MX.  VERNON,  p.  614.     F.  dept— Not  reported. 

Water  Supply — Src,  artesian  well.  800  ft  bus. 
cent;  sys.,  compressed  air;  cistern,  cap.  8,600 
gals.,  dim.  8  X  86;  mat,  iron;  rea.  cap.,  45,000 
gals.;  1  pump,  eng.,  cap.  day  48,000  gals.;  mains, 
c  i.,  2  m.,  4  to  6  in.  dia.;  22  hyd.;  7  v.;  80  raH.; 
100  serv.;  pipe,  galv.  i. ;  pres.,  dom.  SO  to  60 
lbs.,  f.  80  to  100  lbs.;  cons,  day,  1^,000  gals.; 
cost,  $11,000;  cost  mtce.,  $1,100;  wks.  owned  by 
city. 

MURDO,  p.  500;  f.  area,  10  a.  F.  dept. — 1  c 
eng.,  1  hoae  cart;  hose,  cot,  rub.  lined,  gd.,  500 
ft;  f.  al.,  bell;  tot.  mem.,  25  vol. 

Water  Supply — Src,  well,  1  m.  bus.  cent;  sys., 
pump  dir.;  1  pump,  eng.,  cap.  day,  43,200  gaW.; 
maina,  400  ft;  cost,  $2,000;  whs,  owned  by  city. 

OLDHAM,  p.  650;  f.  area,  100  a.;  mere  bldgs.^ 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.; 

wd.   rfs.    perm,  in   f.    area;    fwks.   ft   combt.    ord.; 

catnes  of  f.  inv.  F.  dept. — 2  c  en^.,  1  h.  ft  1.  trk.,. 

1   hose  cart;   f.  al.,  bell;   val.  equip.,  $1,500;  val. 

bldgs.,   $2,000;  exp.   dept.,   $150;   tot    mem.,   22,. 
pd.   part   time. 

No  waterwks. 

ORI'ENT,  p.  250;  f.  area,  160  a.  F.  dept. — 1  c 
eng.,  1  h.  ft  1.  trk.,  1  hose  reel,  ladders,  buckets,, 
etc;  hose,  cot,  rub.  lined,  gd.,  600  ft;  f.  aL,  bellp 
vaL  equip.,  $1,900;  val.  bldgs.,  $600;  exp.  dept,. 
$100;  tot  mem.,  80  vol.;  undns.  rating,  fifth  class.. 

Water  Supply — Src,  2  wells,  1  m.  biis.  cent. ;  aye*f. 
pump  dir.;  1  pump,  eng.,  cap.  day,  180,00 J  gala.; 
pres.,  f.  75  lbs.;  wks.  owned  by  city. 

PARKER,  p.  1,224;  f.  area,  320  a.;  mere  bldgs., 
stn.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  stn.,  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area.  F.  dept — 
1  c.  eng..  1  h.  ft  1.  trk.,  1  hose  cart.;  hose,  cot, 
nib.  lined,  gd.,  1,000  ft;  f.  al.,  bell;  val.  equip., 
$2,100;  vaL  bldgs.,  $200;  exp.  dept,  $300;  tot 
mem.,  25  vol. 

Water  Supply-^rc,  8  wells,  near  bus.  cent; 
sys.,  pump  to  res.;  res.  cap.,  1,600  bbls.;  8  pump, 
eng.,  cap.  day  54,000  gals.;  mains,  c  i,  l^  m.; 
35  hyd.;  8  v.;  pres.,  dom.  ft  f.,  46  lbs.;  co'it  $20,- 
000;  coat  mtce.,   $1,200;   wks.   owned  by   city. 

PARKSTON,  p.  070.     F.  dept. — Not  reported. 

Water  Supply — Src,  deep  well,  one-sixth  m.  bus. 
cent;  sys.,  pump  to  stdp.,  dim.  16  x  21;  mat,  stl.; 
res.  cap.,  23,000,000  gals.;  1  pump,  eng.,  cap.  day 
144,000  gals.;  mains,  c  i.,  2  m.,  4  to  10  in. 
dia.;  21  liyd.;  6  v.;  met,  42;  62  serv.;  pipe,  galv. 
L;  pres.,  dom.  47^  lbs.,  f.  47^4  lbs.;  cons,  day, 
48,000  gals.;  cost,  $14,000;   wks.  owned  by  d^. 

PHILIP,  p.  800;  f.  area,  200  a.;  mere  bldgs., 
bk.,  stn.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.,  stn.  ft  wd., 
1  ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  cauaes  of  f.  inv.  F.  dept — 2  c  eng., 
1  h.  ft  1.  trk.,  2  hose  carts;  hose,  cot,  rub.  lined, 
gd.,  1,000  ft;  rub.,  gd.,  100  ft;  tot  hose,  1,100 
ft.;  f.  aL,  bell;  vaL  equip.,  $2,000;  vaL  bldga., 
$1,000;  exp.  dept,  $800;  tot.  mem.,  86  voL;  undra.. 
rating,    4^    class. 
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Water  Supply — Src,  well,  in  bus.  cent.;  sys., 
^av.;  stdp.  cap.,  50,000  gala.;  mat.,  atl.;  1  pump, 
eng.,  cap.  day  216,000  gab.;  mains,  c.  i.,  8  blockb, 
4  to  8  in.  dia.;  8  hyd.;  pres.,  dom.  60  lbs.,  f.  60 
lbs.;  cost,  $12,500;  wks.  owned  by  city. 

PIERRE,  p.  3.656;  f.  area,  8  blocks;  bldgs.,  wd. 
A  bk.,  1  to  3  stor.;  wd.  rfs.  not  perm.;  no  fwks. 
k  combt.  ord.  F.  dept. — 1  h.  k  1.  trk.,  4  hose 
car.;  hose,  cot.,  rub.  lined,  gd.,  2,260  ft.;  f.  aL, 
bell;  val.  equip.,  |2,800;  val.  bldgs.,  |S,400;  ezp. 
dept.,  $700;  tot.  mem.,  47  vol.;  undrs.  rating,  third 
class. 

Water  Supply — Src,  wells;  sys.,  pomp  to  res. 
&  dir.;  res.  cap.,  750,000  gals.;  pump,  eng.,  cap. 
day  1,000,000  gals.;  mains,  10  m.,  4  to  12  iu. 
dia.;  87  hyd.;  22  v.;  met..  800;  500  senr.;  pres., 
f.  90  to  110  lbs.;  cost,  1160,000;  cost  mtce.,  |10,- 
000;  wks.  owned  by  city. 

PLANKINTON,  p.  712.  F.  dept.— 1  c.  eng.,  5 
c.  hand  ex.,  1  h.  &  1.  trk.,  2  hose  carts,  1,600  ft. 
hose;  f.  al.,  bell;  24  vol. 

Water  Supply — Src,  wells,  2  blocks  bos.  cent; 
sys.,  grav.;  stdp.  cap.,  1,800  bbls.;  mat.,  stl.;  res. 
cap.,  1,500  bbls.;  2  pump,  eng.,  cap.  day  1,008,000 

fals.;  mains,  1  m.,  4  to  6  in.  dia.;  18  hyd.;  8  v.; 
10  met.;  cost,  $14,000;  cost  mtce.,  $1,200;  wks. 
owned    by    city. 

PLATTE,  p.  1,115;  f.  area,  640  a.;  mere  bldgs., 
1)k.,  cem.  &  wd.,  1  to  2  stor.;  priv.,  wd.,  1  to  2 
«tor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  k  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  k  1.  trk.,  1 
tiose  car.,  1  hose  reel;  hose,  coL,  rub.  lined,  gd., 
1,200  ft.;  f.  al.,  wh.;  tot.  mem.,  81  vol. 

RAMON  A.  p.  400;  f.  area,  90  a.  F.  dept. — 1  c. 
eng.,  1  h.  v<fe  1.  trk.,  2  hose  carts;  hose,  cot.,  rub. 
lined,  gd.,  1,000  ft.;  f.  al.,  bell;  val.  equip.,  $2,600 : 
val.  bldgs.,  $800;  exp.  dept.,  $150;  tot.  mem.,  34, 
pd.  part  time. 

Water  Supply — Src,  well,  1  m.  bus.  cent.;  svs., 
dir.  pres.;  1  pump,  eng.,  cap.  day,  86,400  gfaU.; 
nnains,  2,200  ft;  11  hyd.;  11  v.;  pres.,  dom.  k  f. 
80  lbs.;  cost,  $10,000;  cost  mtce.,  $400;  wks. 
owned  by  city. 

RAPID  CITY.  p.  8,854;  f.  area,  200  a.;  mere 
bldgs..  stn.,  bk.  k  wd..  1  to  8  stor.;  priv.,  stn.,  bk. 
k  wd.,  1V4  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
k  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  h. 
k  1.  trk.,  4  hose  car.;  hose,  cot.,  rub.  lined,  gd., 
2,000  ft.;  inf.,  1.000  ft.;  tot.  hose,  3,000  ft.; 
f.  al.,  bell;  val.  equip.,  $6,000;  val.  bldgs.,  $500; 
«xp.  dept.,  $1,000;  tot  mem.,  100  voL 

Water  Supply — Src,  spr..  2  m.  bos.  cent;  sys., 
«rav. :  res.  cap.,  225.000  gals.;  mains,  wd.,  c  k  wrt. 
i.,  21%  m.,  4  to  14  in.  dia.;  75  hyd.;  83  v.;  600 
tnet.;  850  serv.;  pres.,  dom.  &  f.  86  lbs.;  cons,  day, 
265.000  gals.;  cost,  $140,000;  wks.  owned  by  city. 

REDFIELD,  p.  8,060;  f.  area,  860  a.;  mere, 
bldgs.,  bk.  k  wd.,  1  to  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  k  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  gas.  eng.,  2  c  hand  ex.,  1  h.  &  1. 
trk.,  1  hose  wag.,  3  hose  carts,  4  hrs.;  hose,  cot., 
rub.  lined,  gd.,  2,100  ft;  inf.,  500  ft;  tx)t  hose, 
2,600  ft.;  f.  al..  bell.  wh.  k  telp.';  val.  equip., 
$4,800;  val.  bldgs.,  $2,500;  exp.  dept,  $750;  tot 
mem.,    28   vol. 

Water  Supply — Artesian  wells;  sys.,  grav.  to 
stdp.  main,  2  »4  m.,  4  to  10  in.  dia.;  30  hyd.; 
pres..  dom.  40  lbs.,  f.  150  lbs.;  cost,  $15,000;  wka. 
owned  by  city. 

RELIANCE,  p.  150;  f.  area,  40  a.  F.  dept— -1 
«.  eng.,  1  h.  *  1.  trk.,  1  hose  cart;  hose,  cot,  rub. 
lined,  gd.,  500  ft;  f.  al.,  bell;  val.  equip.,  $1,000; 
•val.  bldgs.,  $300;  tot  mem.,   25  vol. 

Water  Supply — Src,  well,  1  m.  bus.  cent.;  svs., 
-pump  to  «tdp.;  1  pump,  eng.,  cap.  day.  86,400  gals.; 
mains,  805  ft.;  6  hyd.;  1  v.;  pres..  dom.  30  Iba;  f. 
60  lbs.;  cost,  $5,000;  cost  mtce.,  $100;  wks.  owned 
"by  town. 

REVILLO,  p.  500;  f.  area.  80  a.;  mere  bldgs., 
•bk.  k  wd..  1  &  2  stor.;  priv.,  wd.,  I  kt  stor.; 
wd.  rfs.  perm,  in  f.  area;  no  fwks.  k  combt.  ord.] 
Clauses  of  f.  inv.  F.  dept — 1  hand  enar.,  c.  hand 
■ex.;  hose,  cot.,  rub.  lined,  gd.,  850  ft;  f.  al.,  beU; 
val.  equip.,  $500;  tot.  mem.,  20  vol.;  undrs.  rating, 
fourth  class. 

Water  Supply — Src,  4  cisterns. 

ROMONA.  p.  4.000;  f.  area,  100  a.;  mere  bldgs.. 
tk.,  stn.  k  wd.,  1  &  2  stor.;  priv.,  bk.  k  wd.,  Ik 
«  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  k  combt 
ord.;  cauaes  of  f.  inv.  F.  dept. — 1  c  eng.,  c  hand 
<x.,   1   h.  «  L  trk.,  2  hose  reels;  hose,  cot,  rub. 


lino«i.  gd.,  1,000  ft;  f.  al.,  bell  k  wh.;  vaL  eouip., 
$2  500:  val.  bldga.,  $500;  exp.  dept.  $800;  vol 

Water  Supply — Src,  well,  in  bus.  cent;  lya, 
pump  to  stdp.;  mat.,  stl.;  1  pump,  eng.,  cap.  day 
11,225  gals.;  4  hyd.;  pres.,  dom.  85  lbs.,  L  85  lbs.; 
wks.  owned  by  city. 

SALEM,  p.  1,097;  f.  area,  800  a.;  mere,  bldgi., 
stn.,  bk.  k  wd.,  1  k  2  stor.;  priv.,  bk.  k  wd..  1 
k  2  stor.;  wd.  its.  perm,  in  f.  area;  fwks.  k  oooBbr. 
ord.;  causes  of  f.  inv.  F.  dept — I  e.  eng..  1  h. 
k  L  trk.,  8  hose  car.;  hose,  cot,  rob.  lined,  pi- 
1.600  ft;  inf.,  160  ft;  tot  hose.  1,660  ft;  f.  aL, 
bell  k  wh.;  val.  equip.,  $8,000;  vaL  bldgs.,  $10,000; 
exp.  dept,  $800;  tot  menu,  40  vol. 

Water  Supply-— Src,  wells,  near  boa.  cent;  lys.. 
pump  to  res.  k  stdp.;  res.  cap.,  70,000  gala.;  stdp. 
cap..  50.000  gals.;  cap.  day,  700,000  gus.;  mains. 
8Vi  m.,  4  ft  6  in.  dia.;  88  hyd.;  10  v.;  102  8er%.; 
met,  94;  pipe,  galv.  L;  pres.,  dom.  60  lbs.,  f.  125 
lbs.;  cost,  $10,000;  cost  mtce.,  $950;  wks.  owned 
by  city. 

SCOTLAND,  p.  1,102;  f.  area,  6  blocks;  mere 
bldgs.,  stn.  k  bk.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  1 
stor.;  wd.  rfs.  penn.  in  f.  area;  iwka.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 8  comb,  c  ft  h.  wag., 
25  c  hand  ex.,  1  h.  ft  L  tik.,  2  hoM  car.,  2  his.; 
hose,  cot,  rub.  lined,  int.  1,460  ft;  t  sL,  bell; 
val.  equip.,  $900;  val.  bldgs.,  $1,000;  exp.  dept, 
$65;  tot.  mem.,  46  voL 

Watsr  Supply — Src,  wells;  ays.,  pump  to  stdp.; 
res.  cap.,  1,800  bbls.;  pump,  eng.,  capw  day  2,160 
gals.;  mains,  c  L,  2  m.,  6  in.  dia.;  IS  mrd.;  4 
v.;  22  serv.;  pipe,  wrt  i.;  itcs.,  dom.  85  lbs.,  L 
66  lbs.;  cost,  $826,000;  cost  mtce.,  $200;  wka. 
owned  by  city. 

SELBY,  p.  600;  f.  area,  100  a.  F.  dept— 1  c 
eng.,  1  h.  ft  1.  trk.,  2  hose  reeks;  hose,  cot,  rob. 
lined,  gd..  1.000  ft.;  f.  al.,  bell;  val.  equip..  $2.00 J: 
val.  bldgs..  $1,000;  exp.  dept.,  $200;  tot  mem.,  40. 
pd.  part  time;  undrs.  rating,  4H  class. 

Water  Supply — Src,  well,  1  ni.  bus.  cent.;  sy*, 
dir.  pres.;  2  pump.  eng..  cap.  day,  180.000  gait.: 
mains.  5,300  ft..  4  to  8  in.  dia.;  15  hyd.;  4  r.. 
65  met.;  75  «er\'.;  pres.,  dom.  60  lbs.,  f.  70  lbs.: 
coat,  $15,000;  cost  mtce.,  $600;  wks.  owned  by 
city. 

SIOUX  FALLS,  p.  14.094;  f.  area,  6.000  a.', 
mere  bldgs.,  stn.  ft  bk.,  2  to  6  stor.;  priv.,  wd.. 
2  stor.;  wd.  rfs.  not  perm.;  causes  of  f.  inv.  F. 
dept — 1  str.,  1  c  eng.,  6  c  hand  ex.,  1  h.  k  I 
trk.,  1  aer.  trk..  2  hose  wag.,  1  emergency  cart 
deluge  set,  hooks,  life  lines,  ftc,  2  hose  carta,  10 
hrs.;  hose,  cot.,  rub.  lined,  gd.,  6.500  ft.;  f.  aL. 
Osmewell.  18  bx.;  val.  equip..  $28,000:  vaL  bldgs.. 
$10,000;  exp.  dept,  $12,000;  tot  mem.  26.  11 
pd.  full  time,  15  pd.  part  time;  undrs.  rating,  sec- 
ond class. 

Watsr  Supply — Src,  wells,  1%  m.  boa.  cent; 
sys.,  pump  dir.;  stdp.  cap..  505.000  gals.;  pomp, 
eng..  cap.  day  4,000,000  gals.;  mains.  60.62  m.. 
4  to  20  in.  dia.;  262  hyd.;  85  v.;  2.605  met; 
pres.,  dom.  65  lbs.,  f.  100  to  125  lbs.;  cost,  $47S.- 
585;  wks.  owned  by  Co. 

8IS8ETON.  p.  1.897.  F.  dept — 1  c  CM-,  t 
hose  carts;  hose,  cot  jacket,  gd.,  2,800  ft;  f.  aL. 
bell;  tot.  mem.,  82  vol. 

Waiar  Supply — Src.  spr.;  sys.,  pump  to  std^.• 
stdp.  cap.,  2.800  bbls.;  mains,  4%  m..  4  to  8  ta. 
dia.;  28  hyd. 

SPEARFI8H,  p.  1.180;  f.  area.  80  a.;  mere 
bldgs.,  wd.  ft  bk.,  1  ft  2  stor.;  priv.,  wd.  ft  bk..  I 
ft  2  stor.:  wd.  rfs.  perm.;  fwks.  ft  combt  ord.  F. 
dept — 1  h.  ft  1.  tj-k.,  3  hose  wag.,  hose  reel;  b<*se. 
cot,  rub.  lined,  gd.,  2,000  ft;  inf.,  500  ft.;  tx. 
hose,  2,500  ft;  f.  al..  bell;  vaL  equip..  $3,000; 
v«L  bldgs.,  $8,500;  exp.  dept.  $150;  t»t  meoi^ 
86  vol.;  ondrs.  rating,  fourth  class. 

Watar  Supply — Src,  spr.,  2%  m.  boa.  cent.; 
sys.,  grav.;  res.  cap..  149,600  gal*.;  I  pump.  eng.. 
cap.  day,  2,157.040  gals,;  mains,  galv.  L,  0  m..  4 
to  8  in.  dia.;  23  hyd.:  16  v.;  163  serv.;  1  m«t; 
pipe,  iron;  pres.,  dom.  75  lbs.,  f.  85  lbs.;  coos.  day. 
221,700  gals.;  cost,  $26,550;  cost  mtce.,  $600; 
wks.  own^  by  city. 

SPENCER,  p.  600;  f.  area.  160  a.;  mere,  bldgu 
stn.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  no  fwka.  ft  combt  orl: 
causes  of  f.  Inv.  F.  dept. — c  hsnd  ex.,  1  hoe* 
reel;  hose,  cot,  rub.  lined,  gd..  400  ft;  1.  aU 
bell;  vul.  equip.,  $1,000;  tot  mem.,  16  voL:  inwL-s. 
rating,   fifth  class. 
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Wattr  Supply — ^Not  reported. 

SPRINQFIELD,  p.   675;   f.  area,  200   a.;  mere. 

bldgrs-i  wd.  &  «tn.,  1  •&  2  stor.;  priv.,  wd.,  1  &  2 
stor.;  wd.  rfa.  perm.;  fwks.  k  combL  ord.;  caoaet 
of  f.  inv.  F.  dept. — 1  c.  eng.,  2  hose  car.;  hoje, 
cot.,  rub.  lined,  gd.,  500  ft.;  inf.,  300  ft.;  tot. 
hose,  800  ft.;  f.  al.,  bell;  val.  equip..  $350;  val. 
bldgB.,  $1,800;  tot.  mem.,  30  vol.;  undrs.  rating:, 
thin!  claas. 

Watar  Supply — Src.,  well,  in  bus.  cent.;  ajra., 
grav.;  mains,  wrt.  i.,  1%  m.,  2  to  0  in.  dia.;  11 
byd.;  75  serv.;  pipe,  galv.  !.;  pres.,  f.  80  Iba. 

STURGIS,  p.  1,780;  f.  area,  80  a.;  bldgs.,  bk. 
&  wd.,  1  ft  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combL 
ord.  F.  dept. — 2  c.  band  ex.,  1  h.  ft  1.  trk.,  4  hoae 
car.;  hose,  cot.,  rub.  lined,  gd.,  2,000  ft.:  Inf.,  800 
ft.;  tot.  hose,  2,300  ft.;  f.  al.,  elee.  bell,  wh.,  IS 
bx.;  vaL  equip.,  $6,000;  vaL  bldgs.,  $50,000;  ezp. 
dept.,  $250;  tot.  mem.,  120  vol. 

Water  Supply — Src,  spr.,  4V&  m.  bus.  cent.;  also 
furnish  Ft.  Meade;  sys.,  grav.;  res.  cap.,  28,000,- 
000  gals.;  mains,  c  i.,  9  m.,  4  to  10  in.  dia.; 
50  hyd.;  80  v.;  met.,  2;  800  serv.;  pipe,  galv.  i.; 
pres.,  dom.  70  lbs.,  f.  100  lbs.;  coat,  $190,000; 
cost  mtce.,  $3,000;  wks.  owned  by  Co. 

TABOR,  p.  400;  f.  area,  20  a.  F.  dept. — 2 
hose  carts;  f.  al.,  bell;  vaL  equip.,  $750;  val.  bldn., 
$200;  exp.  dept.,  $50;  tot.  mem.,  26  voL;  undrs. 
rating,  fourth  class. 

Waiar  Supply — Src,  well,  1  m.  bus.  cent;  svs., 
pump  dir.;  1  pump,  eng.,  cap.  day,  10,000  gala.; 
mains,  2,000  ft.;  8  hyd.:  cost,  $7,000;  coat  mtoe., 
$900;   wks.  owned  by  city^ 

TORONTO,  p.  550;  f.  area,  ISO  a.;  mere  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  S  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — S  c  eng.,  c.  hand  ex.,  1  b. 
ft  1.  trk.;  hose,  rub.  lined,  gd.,  SOO  ft.;  f.  al.,  bell; 
val.  equip.,  $1,000;  exp.  dept.,  $50;  tot.  mem.,  86 
vol. 

No  waterwks. 

TYMDALL,  p.  1,107;  f.  area,  1,200  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  S  stor.;  priv.,  stn.,  bk.  ft  wd., 
'2  stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of  t  inv. 
F.  dept. — 1  h.  ft  1.  trk.,  12  c.  hand  ex.,  1  c.  eng., 
2  hose  oar.;  hose,  cot.,  rub.  lined,  gd.,  1,500  ft.; 
rub.,  gd.,  1,8'50  ft.;  tot.  hose,  2,850  ft.;  f.  al., 
bell;  val.  equip.,  $1,200;  val.  bldgs.,  $400;  exp. 
dept.,    $»5;    tot.    mem.,    25    vol. 

Water  Supply — Src,  wells,  near  bus.  cent;  ays., 
pump  dir.,  cap.  day  720,000  gala.;  mains,  iron,  2% 
m.,  4  CO  8  in.  dia.;  48  hyd.;  200  serv.;  pipe,  iron; 
pres.,  dom.  20  lbs.,  f.  70  lbs.;  cost  $14,000;  cost 
mtce.,  $450;  wks.  owned  by  city. 

VALLEY  SPRINGS,  p.  881;  f.  area,  40  a.;  mere 
bldgs.,  wd.,  1  ft  2  stor.;  priv.,  wd..  1  ft  2  stor.;  wd. 
rfs.  perm.;  fwks.  ord.;  causes  of  f.  inv.  F.  dept. — 
1  str.,  1  hand  eng.,  12  c  ex.,  1  h.  ft  1.  trk.,  S  hose 
car.;  hose,  rub.,  800  ft;  inf.,  500  ft;  cot,  800 
ft;  tot  hose,  2,100  ft.;  f.  al.,  bell;  val.  equip., 
$1,700;  val.  bldgs.,  $3,500;  exp.  dept,  $1,050; 
tot.  mem.,  27  vol.;  tmdrs.  rating,  third  claaa. 

Water  Supply — Src,  cisterns  filled  from  branch. 

VEBLEN.  p.  175;  f.  area,  40  a.;  mere.  bld;rs., 
wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept — 1  gas.  eng.,  2  hose  reels;  hose, 
cot,  rub.  lined,  gd.,  800  ft;  inf.,  400  ft;  tot 
hose.  1,200  ft.;  f.  al.,  bell,  1  bx.;  val.  equip., 
$2,000;  val.  bldgs.,  $500;  exp.  dept,  $50;  tot 
mem.,   50  vol. 

Water  Supply — Src,  well,  in  bua.  cent;  ays., 
pump  to  res.;  res.  cap.,  24,000  gaU.;  1  pump. 
eng*.;  prea.,  f.  125  lbs.;  cost,  $2,500;  cost  mtce., 
$25;  wks.  owned  by  city. 

VERDON,  p.  126;  f.  area,  40  a.    No  org.  f.  dept 

Watar  Supply — Src,  well,  1  m.  bus.  cent;  sys., 
dir.  pres.;  mains,  1,000  ft;  4  hyd.;  pres.,  dom.  ft 
f.    160   lbs.;   wks.   owned  by   city. 

VERMILION,  p.  2,187;  f.  area.  800  a.;  mere 
bldiTs*.  bk.,  1  to  3  stor.;  priv.,  wd.,  IH  etor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 10  c  hand  ex.,  1  h.  ft  1.  trk., 
2  hoae  wag.,  2  hose  reels;  hose,  cot,  rub.  lined,  gd., 
1,200  ft;  inf.,  860  ft;  tot  hose,  1,550  ft;  f.  aL, 
wh. :  val.  e<iuip.,  $2,000;  val.  bldg«s.,  $8,000;  esp. 
dept.,  $100;  tot  mem.,  86  voL;  undrs.  rating,  aec* 
ond  class. 

Watar  Supply — Src,  2  wells,,  in  bus.  cent;  ays., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  100,000  gals.; 
mat.,  atL;  rea.  cap.,  186,000  gala.,  loc  at  stotiona; 


2  pump.  eng..  daas  trip.,  cap.  day,  1,296,000  gala.; 
mains,  wd..  7  m.,  4  to  8  in.  dia.;  67  hyd.;  S2  v.; 
met,  29:  296  serv.;  pipe,  iron;  pres.,  dom.  65  lbs., 
f.  125  lbs.:  cost  $85,000;  cost  mtce.,  $2,500; 
wics.  owned  oy  city. 

VOLGA,  p.  568;  f.  area,  4  blocka;  mere  bldga., 
wd.,  1  ft  2  ator.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rf$. 
perm.;  fwka.  ord.;  causes  of  f.  inv.  F.  dept — 1 
h.  ft  L  trk.,  2  hose  car.,  6  force  pumps  on  streets; 
1,500  ft  hose;  f.  at,  bell;  val.  equip.,  $8,000;  val. 
bldgs..  $150;  tot  mem.,  36  vol.;  undrs.  rating, 
fifth  daaa. 

Watar  Supply— Src,  wells,  in  bus.  cent.;  ays., 
pump  dir.;  pump,  eng.,  cap.  day,  860,000  gals. 

WAKONDA,  p.  826.     F.  dept — ^Not  reported. 

Watar  Supply — Src,  well,  in  bua.  cent;  ays., 
pump  to  stdp.;  stdp.  cap.,  40,000  gals.,  mat  stl.; 
res.  cap.,  10,000  gals.;  1  pump,  eng.,  cap.  day 
40,000  gals.;  mains,  c  i.,  IH  m.,  4  to  6  in.  dia.; 
12  hyd.;  7  v.;  20  met;  24  serv.;  cost,  $11,000; 
cost  mtce.,  $800;  wks.  owned  by  city. 

WASTA,  p.  250;  f.  area,  10  a.  F.  dept — ^1  c 
eng.,  80  c  hand  ex.;  f.  al.,  bell;  val.  equip.,  $500; 
val.  bldgs.,  $200;  exp.  dept,  $100;  tot  mem.,  60  vol. 

Watar  Supply-^Src,  wells  ft  cisterns,  %  m. 
bus.  cent;  nrs.,  dir.  pres.;  stdp.  cap.,  0,500  ^Is.; 
wks.  owned  by  priv.  party. 

WATERTOWN,  p.  7,010;  f.  area,  000  a.;  mere 
bldgs.,  stn.  ft  bk.,  2  to  4  stor.;  priv.,  bk.,  wd.  ft  cem., 
2  stor.;  wd.  rfs.  not  i$erm.  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 2  comb,  c  ft 
h.  wag.,  1  h.  ft  L  trk.,  4  hrs.;  hoae,  cot,  rub. 
lined,  gd.,  2,500  ft;  f.  al.,  bell  ft  wh.;  vaL  equip., 
$6,500;  val.  bldgs.,  $80,000;  exp.  dept,  $7,000; 
tot  mem.  16,  6  pd.,  10  voL 

Water  Supply--Src.,  Lake  Kempcaka,  8^  m. 
bus.  cent;  sys.,  pump  to  stdp.;  stdp.  cap.,  211,000 

Sala.;  mat.,  atl.;  2  pump,  eng.,  claaa  comp.,  cap. 
ay  1,000,000  aala.;  maina,  c.  L,  16  m.,  4  to  IS 
in.  dia.;  137  hyd.;  100  v.;  1,850  mat;  1,850 
serv.;  pipe,  lead  ft  galv.  L;  prea.,  dom.  66  Iha.,  f. 
135  lbs.;  cons,  day,  500,000  gals.;  cost,  $150,000; 
cost  mtce.,  $8,500;  wks.  owned  by  Oo. 

WAUBAY,  p.  1,000;  f.  area,  10  a.;  mere  bldga., 
bk.,  stn.  ft  wd.,  1  ft  2  stor.;  priv..  wd.,  1  to  8 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft  combt 
ord.;  cauaea  of  f.  inv.  F.  dept — 1  c  eng.,  10 
c.  hand  ex.,  2  hoae  reela;  hose,  cot,  rub.  lined,  gd., 
1,000  ft;  inf..  500  ft.;  tot  hoae,  1,500  ft;  f.  aL, 
bell;  vaL  equip.,  $2,000;  val.  bldga.,  $1,000;  tot 
mem.,  20  vol. 

Water  Supply — Not  reported. 

WEBSTER,  p.  1,718;  f.  area,  640  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwlcs.  ft  combt.  ord.; 
cauaes  of  f.  inv.  F.  dept. — 1  c  eng.,  86  c  hand 
ex.,  1  h.  ft  1.  trk.,  2  hose  reels;  hose,  cot,  rub. 
lined,  gd.,  1.700  ft;  inf.,  100  ft;  tot  nose,  1,800 
ft;  f.  al.,  bell  ft  wh.;  vaL  equip.,  $2,000;  tot 
mem.,    60    voL. 

Water  Supply — Src,  welU  ft  cistern,  1.600  ft 
bus.  cent.;  sys.,  grav.;  stdp.  cap.,  90,000  gala.; 
dim.,  30  X  18;  mat.,  stl.;  res.  cap.,  20,000  gaU.: 
2  pump,  eng.,  cap.  day,  144.000  gals.;  mains,  c 
i.,  4  m.,  4  to  8  in.  dia.;  22  nyd.;  0  v.;  160  met; 
165  serv.;  pipe,  galv.  L;  pres.,  dom.  ft  f.  60  Iba.; 
cons,  day,  40,000  gals.;  cost  $15,000;  cost  mtce., 
$650;   wks.   owned  by  city. 

WENTWORTH,  p.  329.     F.  dept.— Not  reported. 

Water  Supply — Src,  well,  in  bua.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  220,000  gala.;  mat, 
stl.;  1  pump,  eng.,  cap.  day  220,000  gals.;  maina, 
c  i.,  IH  m..  4  to  6  in.  dia.;  14  hyd.;  2  v.;  pipe, 
galv.  i.;  pres.,  dom.  60  lbs.,  f.  76  Ibe.;  coat 
$7,500;  wks.  owned  by  city. 

WESSINGTON  SPRINGS,  Jerauld  Co.,  p.  1,098. 
F.  dept. — 1  h.  ft  L  trk.,  2  hose  carta,  1  c  hand 
ex.;  hose,  1,200  ft;  f.  aL,  bell;  tot  menu,  84 
vol. 

Watar  Supply — Src,  spr.;  res.  cap.,  8,250  bbla.; 
1  pump,  eng.,  claaa  trip.,  cap.  day  816,000  gala.; 
mains,  8  m.,  4  to  8  in.  dia.;  80  hyd. 

WHITE  ROCK,  p.  400;  f.  area,  1,000  a.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept — 1  str.,  1  comb.  c.  ft  h.  wag.,  1  h. 
ft  1.  trk.,  2  hose  wag.;  hose,  cot,  rub.  lined,  gd., 
1.000  ft;  inf..  860  ft;  tot  hose,  1,850  ft;  f.  sL, 
bcU;  wtX,  equip.,  $1,700;  vaL  bldga.,  $1,000;  exp. 
dept,  $26;  tot  mem.,  25  voL 

Water  Supply — Not  reported. 
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WHITEWOOD.  p.  390;  mere  bldgs.,  bk.,  2  itor.; 
priv.,  wd..  2  &  8  stor.;  wd.  rf».  perm.;  fwki.  ord.; 
causes  of  f.  inv.  F.  dept — 2  bose  car.;  hose,  cot., 
700  ft.;  rub.,  gd..  100  ft.;  tot.  hose,  800  ft.; 
f.  al.,  bell;  tot.  mem.,  80;  undrs.  rating,  third  class. 

Water  Supply — Src,  spr.;  sys.,  grav.;  res.  cap., 
100.000  gals.;  pipe,  2  m.,  •  in.  dia.;  8  hyd.;  8  v.; 
76  Ups;  pres.,  65  lbs.;  cost.  $16,000;  cost  mtce., 
$800;  wks.  owned  by  Co. 

WILMOT.  p.  600;  '•  ««a,  220  a.  F.  dept— 1 
c  eng..  2  hose  carts.  1  h.  &  1.  trk.;  f.  al.,  beU; 
val.  equip.,  $1,500;  val.  bldgs.,  $1,200;  tot.  mem., 
16  vol.;  undrs.  rating.  4%  class. 

Water  Supply— Src,  well,  1  m.  ^^-^^^'Jl*^, 
pump  dir.;  1  pump.  eMf.,  cap.  day.  2*0.000  gala.; 
mains,  1,800  ft.:  6  hy^;  pres..  dom.  60  Iba.,  f.  70 
lbs.;   cost.    $5,000;   wks.   owned  by   city. 

WOONSOCKET,  p.  1,027;  f.  area,  820  ».;  m«r^ 
bldgs.,  stn..  bk.  dt  wd..  1  J6  2  stor.;  prir.,  wd.,  18 
ft.liigh;  wd.  rfs.^perm.  in  f.  »«» 5  ««;«•,?' J' 
inv.  F.  dept. — 8  hose  car.;  hose,  cot.,  rub.  Itoed, 
gd.,  1,600  ft.;  f.  al.,  beU;  val.  equip.,  $8,600; 
val.  bldgs.,  $1,600;  ejp.  dept..  $100;  tot.  mem., 
24  voL 


Water    Supply — Src,    artesian    wells;    lya.,   dir. 

Sres.  from  well;  mains,  blade  iron,  8  m.,  8,  4  ft  4 
a.   dia.;    29   hrd.;    16  v.;    162   serr.;  pipe,  lead; 
pres.,  dom.  80  lbs.,  f.  180  to  168  Qks.;  cost,  $11,- 
600;  cost  mtce..  $460;  wks.  owned  t^  dty. 
W0RTH4NG.  p    idO;  f.  area,  80  a.     F.  depL— 

^  9l,^P^'*J'  *■-»  *^^'»  v*l.  equj).,  $800;  voL 

Water  Supply — Sra.  well.  1  m.  bus.  cent;  wg., 
pump  dir.;  2  pump.  eng. 

YANKTON,  p.  8,787;  f.  area,  1,280  a.;  mere. 
bldgSw  bk.  4  stn.,  2  k  S  stor.;  priv.,  wd.,  2  sior.; 
wd.  rfs.  not  prem.;  fwks.  it  combt.  ord.;  eauKs  of 
f.  inv.  F.  dept. — 1  c.  eng.,  2  h.  ft  L  trk.,  1  aer. 
trk.,  1  hose  wag.,  8  hose  carts;  hoee,  cot.,  lUb. 
lined,  gd.,  4,000  ft.;  inf.,  600  ft.;  tou  hose,  4,50u 
ft.;  f.  aL,  bell  ft  wh.;  vaL  equip.,  $7,000;  vil 
bldgs.,  $16,000;  ezp.  depL.  $1,000;  tot.  mem., 
80  vol. 

Water  Supply — Src..  wells;  agrs.,  pomp  to  U.  s 
dir.;  tk.  cap.,  200,000  gals.;  cap.  day,  216,000 
gals.;  mains,  wd.  ft  c.  L,  12  m.,  4  to  10  in.  dii.; 
53  hyd.;  59  v.;  550  serv.;  pipe.  galv.  L;  pres., 
dom.  35  lbs.,  f.  55  lbs.;  cons.  da>',  300,000  gab.; 
cost,  $75,000;  cost  mtce.,  $2,000;  wks.  owned  bj 
dty. 
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ATHENS,  p.  2.264;  bldgs..  bk.  Awd..J  ft  » 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  okL  F. 
dept.— 1  hose  cart;  hose,  cot.,  rub.  lined,  gd.,  ©00 
ft.;    undrs.    rating,   fifth   dass. 

Water  Supply— Src,  spr.,  1%  m.  hus.  cent; 
sys.,  pump  to  stdp.  ft  res.;  res.  cap..  800.000 
sals.;  stdp.  cap.,  60,000  gaU.,  dim.  18  x  60;  1 
pmnp.  eni..  diss  corny.,  cap.  day  800.000  gals.; 
STm,  c^:,  4  m.,  4  to  8  in.  dia.;  1*  hyd  ;  400 
serv.;  pipe,  wrt.  i.;  pres.,  dom.,  2?  to  80  lbs., 
Tso  to  80  lbs.;  cons,  day,  100,000  gals.;  cost. 
tl7,000;  cost  mtce.,  $1,500;  wks.  owned  by 
piriv.  Oo. 

BELLS,  p.  768.  F.  dept. — 1  hose  reel;  hose, 
800  ft;  f.  «L.  telp.  ft  wh.  . 

Wstsf  Supply^-Src,  wells;  tjs,,  dir.  pump., 
stdpv   cap.,   10,000  gala.,  mat.  wd.;  pres.,  86  lbs. 

BOLIVAR,  p.  1,070.     No  f.  dept.  

Watsr  Supply— Src  wdl;  sys.,  grav.;  stdp.  cap.. 
60,000  gals.;  mains,  %  m.,  4  to  6  in.  dia.,  24 
hyd. 

BRISTOL,  Va..Tenn.,  P-  2M00;  f.  area,  200 
a.;  mere  bldgs..  bk.  ft  wd.,  2  *<>  «.  ■t^J-  M^ 
wi,  2  stor.;  wi  rfs.  not  perm.;  «wks.  ft  combt. 
ord.  F.  deut.— 1  hose  wag.,  1  comb,  c  ft  h.  wag., 
1    auto,    trk.,    1    auto.   pump.    eng..    «   hrs..    nose, 

iot.  rub.  lined,  fd.,  6.000  '*  ?  i^j-  .J^^'VooO- 
hose,  6.500  ft.;  f.  al.,  bell;  vsl.«qnip.,  $20,000. 
val.  bldgs.,  $15,000;  exp.  dept,  ?«.000;  tot.  mCTi. 
26.  pd.%  time  8,  vot  28;  undrs.  ratmg,  fourth 
class.  . 

Watsr  Supply — Src.,  2  spr.,  8%  ft  6  m.  bus. 
cenLrly«.rgravrws.  ip.,  5,000,000  giOs.  «rom  tts 
St.  in  the  8%  m.  line,  average  cap.  day.  1.000.- 
Soo  Mls^  the  6  m.  line  has  1  pipe  dir.  from  spr., 
can  S  i.600,000  to  2,000,000  gmU.;  msins,  c.  L; 
23  mi  to  16  in.  dia,    08  hyd.;  08  v.;  48  met; 

850,SooTais.:  <Sst,  $826,000;  cost  mtce.,  $2,000; 
wks.  owned  by  dty. 

BROWNSVILLE,  p.  2,882;  f.  area,  25  a  ;  m^c- 
bldis-^tn.,  3  sor.;  priv  wd..  2  stor.;  wd  rfs 
not  P^rm.  in  f.  area;  fwks.  &  combt  ord. ,  cause| 
of  f.  inv.  F.  dept.— 3  c.  hand  ex ,  1  h.  ^Vinn  ft  • 
hose  wair  •  hose,  cot,  rub.  lined,  gd.,  1,100  it., 
vaTe^il;.  $T700;  exp.  dept.  J79;0;  tot.  mem. 
15,  pd.  part  time;  undrs.  ™ting,  fifth  dass. 

wStsr  Supply— Src,  weUs,  200  yds.  bns.  owLt 
sys..  grav.,  pump  to  res.  ft  stdp.  dir.;  stdp.  cap., 
60  6o8  gais.,  dim.  18  x  22,  loc.  near  public  sq., 
Siat  wd.  ft  iron;  res.  cap.,  108,000  gals.;  4  pump, 
cnir.  cap.  day  1,916,000  gate.;  mains,  c.  i..  6  m.. 
4  fo  8  in.  diaf;  23  v.;  80  hyd.;  240  met;  280  serv  ; 
JipS. \Vt  i. ;  ires.,  dom.  60  Ibf-.  ;.  120  lbs.;  cons, 
day,  150,000  gals.;  cost;  $42,000;  cost  mtce., 
$5,000;  wks.  owned  by  dty. 

CHATTANOOGA,  p.  44,604;  t  am,  ««•««>: 
m.;  mere,  bldgs.,  stn.  ft  cone.,  2  to  14  stor., 
priv..  bk.  ft  wd.,  1  to  fi^ator^  ^d.  rfs.  not  p«i^ 
In  f.  area;  fwks.  ft  combt  ord,;  causes  of  f.  inv. 
F.    dept. — 1    suto.    comb.    pump,    eng.,    2    diieri 


auto.,  6  str.,  4  comb.  c.  ft  h.  wag.,  2  bote  reds, 
1  c  eng.,  1  aer.  trk.,  86  hrs.;  nose,  cot.  rub. 
lined,  gd.,  16,000  ft.;  c  1,800  ft;  t  sL.  telp.  k 
Qamewdl,  77  bx.;  val.  bldgs.  ft  eqidp.,  $800,000; 
ezp.  dept,  $86,000;  tot  mem.,  77,  pd.  full  time; 
undrs.   rating,   first   dass. 

Watsr  Supply— Src.,  riv..  IH  n-  bus.  cent; 
sys..  pump  dir.;  stdp.  cap.,  176,000  gala.;  dim.. 
76  X  20.  loc  180  ft  above  dty;  res.  cap.,  S.500.- 
000  gals.;  6  pump.  eng..  dass  comp.  trip.  exp.  k 
con.;  cap.  day,  47,000,000  gals.;  mains,  c.  ft  wrt 
i.,  202  m..  2  to  24  in.  dia.;  878  hyd.;  met,  IS,- 
500;  14,408  serv.;  pipe.  galv.  i.;  pres..  dom.  k  t 
70  lbs.;  wks.  owned  by  priv.  Co. 

CLARKSVILLE.  p.  8.458;  f.  ai«a,  200  a.;  bldgs.. 
bk.  ft  stn.,  2  ft  8  stor.;  wd.  rfs.  not  perm.;  fwks.  k 
combt  ord.  F.  dept — 1  str..  1  comb,  c  ft  k- 
wag.,  8  h.  ft  1.  trk..  4  reela.  6  hrs.;  hose,  cot, 
rub.  Lned.  gd..  3,900  ft.;  f.  al.,  bell  ft  tdp.;  ▼•!. 
equip..  $11,000;  val.  bldgs.,  $6,000;  tip.  dept, 
$4,700;  tot.  mem.,  26,  pd.  full  time  6,  voL  20; 
undrs.   rating,  second  class. 

Watsr  Supply — Src.  riv..  1  m.  bus.  eoit;  sys., 
pump  to  stdp.;  stdp.  cap.,  867,000  gala.,  dim. 
100  X  26,  mtL  stL;  6  pump,  eng.,  dass  hor.  k 
vert,  csp.  day  8,760,000  gals.;  mains,  c  L,  14 H 
m.,  8  to  18  in.  dit.;  180  nyd.;  09  t.;  1.000  terr.; 
pipe,  wrt  i.  ft  lead;  pres.,  dom.  66  lbs.,  f.  55 
lbs.;  cons,  day,  1,260,000  gals.:  oosl^  $110,000: 
cost  mtce.,  $16,000;  wks.  owned  by  dty. 

CLEVELAND,  p.  6,649;  mere  bldgs.,  bk.,  I  to 
8  stor.;  priv..  bk.  ft  wd.,  1  ft  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  ft  oondit.  onL;  caoses 
of  f.  inv.  F.  dept — 1  comb.  wag.  with  60  gaL 
c  tk.,  2  c  hand  ex.,  1  comb,  c  ft  h.  wag.,  t 
hose  reels,  2  hrs.;  hose,  cot,  rub.  lined,  gd.,  1,000 
ft:  rub.,  gd.,  400  ft;  inf.,  700  ft;  tot  hose. 
8,100  ft;  f.  aL,  Oamewdl,  18  bz.;  vaL  eqaip.. 
$6,000;  exp.  dept,  $760;  tot  mem.,  16,  pd.  tail 
time  2,  18  vol. 

Water  Supply — Src,  spr.,  2H  n.  bus.  cent: 
sys.,  grav.  ft  dir.;  res.  cap.,  1,600,000  gala.,  aat 
cone,  loc  160  ft  above  dty;  2  prnnp.  eng..  esp. 
min.  1.120  gals.;  mains,  c  i,  14  m.,  4  to  10  is. 
dia.;  64  hyd.;  87  v.;  867  met;  876  serr.;  pipe, 
galv.  i.  ft  lead;  pres.,  dom.  66  lbs.,  f.  90  lbs.  to  100 
lbs.;  wks.  owned  by  dty. 

CUNTON.  p.  1,090;  mere  bldgs.,  bk.,  2  to  S 
stor.;  priv.,  frame,  2  stor.;  wd.  rfs.  not  pern,  ia 
f.  area;  fwks.  ft  combt.  ord.;  causes  of  f.  iav. 
F.  dept — 800  ft  hose:  mem..  voL 

Water  Supply — Well,  1  m.  bus.  cent;  i^s-* 
grav.;  mains,  wrt.  i..  1  nu.  8  to  6  in.  dia.:  6 
hyd.;  cost  $6,000;  wks.  owned  by  priv.  eofporatiA 

COAL  CREEK,  p.  8.000;  f.  area,  1  nu  F.  da«. 
—2  hose  carts.  1.000  ft  hose,  Uddos;  f.  aL,  bdl; 
vaL  equip..  $1,000;  tot  mem.,  26  voL 

Water  Supply— Src.  spr.,  2  m.  bus.  cent;  lyv 
grav.;  res.  cap..  60,000  gals.;  pomp,  eng.,  cap. 
day  40,000  gajs.;  mains.  2  m.;  76  l^d.;  15  met; 
pres.,  dom.  80  lbs.,  f.  100  lbs.;  cost,  $12,000:  vk^^ 
owned  by  priv.  Co. 
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COLLIERVILLE,  p.  802.  F.  dept.— 1  hoM  cart; 
hoae,   300  ft.;    50  voL 

Wstttr   Supply — Src,    welU;    stdp.    cap.,    60,000 

Sils.;   2   i.'ompa,   cap.   7,000   gala,  hour;  prea.,   40 
a. 

COLUMBIA,  p.  5,764;  f.  area,  700  a.;  mere, 
bldgs.,  bk.,  2  Btor.;  priv.,  wd.,  2  ator.;  wd.  rfa. 
not  perm.;  fwka.  A  combt.  ord.  F.  dept. — 1 
comb.  c.  ft  h.  wag.,  1  c  ^ng.,  8  hoae  reels,  8 
hrs.;  hose,  cot,,  rub.  lined,  gd..  3.000  ft.;  f.  al., 
Gamewell,  12  bx.;  val.  equip.,  $4,876;  val.  bldga., 
11,750;  exp.  dept.,  $6,500;  tot.  mem.,.  28,  pd. 
full  time   12,  vol.   16;   undrs.   rating,   fourth  daas. 

Water  Supply — Src,  riv.,  ^  m.  bua.  cent.;  ays., 
grav.;  rea.  cap.,  1,000,000  gala.,  loc  Mt  Pamas- 
sua;  2  pump,  eng.,  cap.  day  1,000,000  gala.; 
mains,  wrt.  ft  c  T.,  8  m.,  4  to  8  in.  dia.;  86 
byd.;  26  t.;  met.,  38;  060  serv.;  pipe,  iron; 
prea.,  dom.  90  lbs.,  f.  00  Iba.;  cona.  day,  600,000 
gals.;  cost,  $50,000;  cost  mtce.,  $6,000;  wka. 
owned   by   Co. 

COOKEVILLE,  p.  1,848.  F.  dept. — 8  hose 
carts,  1,200  ft  hose:  tot.  mem.,  24  vol. 

Water  Supply — Src,  wella;  sys.,  pump  dir.;  res. 
cap.,  80,000  gala.;  2  pumpv,  pres.,  125  lbs.;  maina, 

1  m.,  6  to  8  in.;  20  hyd. 

COVINGTON,  p.  2,090;  f.  area,  262  a.;  mere, 
bldga.,    bk.,    1   to   8    stor.;   priv.,   wd.   ft   bk.,    1   ft 

2  stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of  f. 
inv.  F.  dept. — 1  comb.  c.  ft  h.  wag.,  1  h.  ft  1. 
trk.,   3   hose  carts,   2   hrs.;  hose,   cot,  rub.  lined, 

fd.,    1,600    ft:    f.    al.,    telp.    ft    wh.;    val.    equip., 
2,200;  val.  bldga.,  $2,000;  exp.  dept.  $560;  tot. 
mem.,   18,  1  pd.  full  time. 

Wattr  Supply— <Src.,  wells,  %  m.  bua.  cent.; 
vya.,  pump  dir.;  res.  cap.,  100,000  gals.;  2  pump, 
eng.,  cap.  day  1,000,000  gals.;  mains,  c.  ft  galv. 
i.,  7  m.,  4  to  8  in.  dia.;  52  hyd.;  met,  78;  prea., 
aom.  60  Iba.,  f.  125  lbs.;  cons,  day,  200,000  gala.; 
cost,  $16,000;  cost  mtce.,  $1,800;  wks.  owned  by 
city, 

DAYTON,  p.  1,991;  mere,  bldgs.,  bk.,  2  stor.; 
priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  perm.;  fwks.  ord. 
F.  dept — 1  c.  eng.,  1  hose  car.;  hose,  120  ft; 
f.  al.,  wb.;  val.  equip*.,  $900;  tot  mem.,  85  vol:; 
undrs.   rating,   sixth   class. 

Water  Supply — Src,  spr.,  creeks  ft  wells;  ays., 
pump  to  res..;  pres.,  100  lbs.;  wks.  owned  by  city. 

DICKSON,  p.   3.000.     F.  dept. — 1  h.   ft  1.  wag., 

3  hose  reels,   1,600   ft.   cot.,  rub.  lined,  hoae;  val. 
equip.,  $1,000;  tot.  mem.,  voL 

Water  Supply — Src,  wella.  1  m.  bus.  cent: 
■ys.,  dir.  pres.;  2  (.ump.  eng.;  pres.,  dom.  40  lbs., 
f.  150  lbs.;  wks.  owned  by  city. 

DYER,  p.   1,166.     F.  dept. — 2  h.  ft  1.  trk. 

Water  Supply — 7  wells. 

DYERSBURG,  p.  4,149;  f.  area,  50  a.;  mere 
bldgs..  bk.  ft  stn.,  8  stor.;  priv.,  wd.,  1  stor.;  wd. 
rfa.  not  perm.;  fwks.  ft  combt.  ord.;  cauaea  of  f. 
inv.  F.  dept. — 1  comb,  c  ft  h.  wag.,  1  h.  ft  L  trk., 
a  c.  hand  ex.,  2  hrs.;  hose,  cot,  rub.  lined,  gd.. 
1,150  ft.;  inf.,  260  ft;  tot  hose,  1,400  ft:  f.  aL, 
telp.;  val.  equip.,  $2,600;  val.  bldgs.,  $4,000; 
exp.  dept.,  $1,800;  tot.  mem.,  8,  pd.  full  time; 
vxidrs.  rating,  second  daaa. 

Water  Supply— Src,  riv.  ft  wells;  sys.,  pump 
dir.;  stdp.  cap.,  215,000  gals.;  dim.,  50  x  27  loc. 
160  ft  above  City  Hall  sq.;  2  pump,  eng.;  cap. 
day,  2,000,000  gala.;  mains,  10  m.,  4  to  12  in. 
dia.;  75  hyd.;  met.,  22;  500  serv.;  pres.,  dom.  80 
lbs.,  f.  150  lbs.;  cons,  day,  500,000  gals.;  coat, 
^83,000;  cost  mtce.,  $8,000;   wks.  owned  by  city. 

ELIZABETiHTON,  p.  8,500;  f.  area,  2  m.  F. 
dept. — 8  hose  carta;  hose,  cot.,  rub.  lined,  gd.. 
1,500  ft;  f.  al.,  bell;  val.  equip..  $8,000;  exp. 
dept.,  $500;  tot.  mem.,  31,  pd.  full  time;  undrs. 
rating,   fourth   class. 

Watar  Supply — Src,  spr.,  6  m.  bus.  cent;  aya., 
^rav.;  rea.  cap.,  10.000.000  gala.;  1  pump,  eng., 
oap.  day  8,000,000  gals.;  mains,  c  i.,  9  m.,  4  tc^ 
14  in.  dia.;  60  hyd.;  40  v.;  475  serv.;  pipe,  galv. 
i.;  pres.,  dom.  100  lbs.,  f.  120  lbs.;  cost,  $80,000; 
cost  mtce..  $1,600;  wks.  owned  by  priv.  Co. 

FAYETTEVILLE,  p.  8.489;  f.  area,  1,000  a.; 
xxierc  bldgs.,  bk.,  1  to  8  stor.;  priv.,  bk.  ft  wd., 
2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  cauaea  of  f.  inv.  F.  dept. — 2  c 
eng.,  2  c  band  ex..  1  hose  wag.,  1  hoae  cart,  2 
lirs.;  hose,  cot.,  rub.  lined,  gd..  1,800  ft.;  inf.,  50 
fZ.;   tot   hose,   1,850   ft;   f.   al.,  bell  ft  wh.;   val. 


equip.,  $1,500;  Tal.  bldga.,  $2,000;  tot  mem.,  20, 
pd.  part  time  8,   12  vol. 

Water  Supply— €rc.,  apr.,  6  m.  bua.  cent;  sys., 
grav.;  rea.  cap.,  200,000  gals.,  loc,i  165  ft.  above 
city;  1  pump,  eng.;  cap.  day,  '250,000  gala.; 
mains,  c  L,  12  m.,  4  to  10  in.  dia.;  56  hyd.;  28 
v.;  8>9  met.;  660  serv.;  prea.,  dom.  90  lbs.,  f.  90 
Iba.;  cons,  day,  100,000  gala.;  coat,  $40,000;  coat 
mtce.,   $200;  wka.   owned  by  city. 

FRANKLIN,  p.  2,924;  mere  bldga.,  bk.,  2  ft  8 
ator.;  priv.,  wd.  ft  bk.,  1  to  2^  stor.;  wd.  rfs. 
not  perm,  in  f.  diatrict;  fwka.  ord.;  f.  inv.  F. 
dept. — 1  hand  eng.,  1  h.  ft  L  trie,  2  hose  car.,  1 
hose  wag.,  8  c.  ex.;  hoae,  1,200  ft.;  val.  equip., 
$8,000;   26  voL 

Water  Supply — Src,  spr.,  2  m.  bua.  cent.;  aya., 
grav.;  rea.  cap.,  600,000  gala.,  ft  atdp.,  cap.  108,- 
000  gals.;  yreB.,  27  to  60  Iba. 

GALLATIN,  p.  2,899;  mere  bldga.,  bk.,  2  ator.; 
priv..  bk.  ft  wd..  1  ft  2  stor.;  wd.  rfa.  not  perm, 
in  I.  area;  fwka.  ord.:  cauaea  of  f.  inv.  F. 
dept. — 1  c  eng.,  4  c  hand  ex..  1  hoee  wag.,  1 
comb.  c.  ft  h.  wag.,  1  h.  ft  1.  trk.,  2  hrs.;  hose, 
cot,  rub.  lined,  gd.,  1,260  ft;  f.  al.,  bell,  telp.  ft 
wh.;  val.  equip.,  $3,000;  val.  bldga..  $2,000;  exp. 
dept.,  $700;  tot.  mem.,  16,  pd.  full  time  1,  voL  15. 

Water  Supply — Src,  riv.,  8  m.  bua.  cent.;  sys., 
pump  to  stdp.;  stdp.  ca|A,  166,000  gala.,  dim. 
126  X  15,  loc  25  ft.  above  city;  2  pump,  eng., 
cap.  day  1,500,000  gals.;  mains,  c  i.,  8H  m., 
4  to  8  in.  dia.;  47  hyd.;  met,  76;  prea.,  dom. 
66   lbs.,    f.    86   lbs.;    cost    $40,000. 

GREENFIELD,  p.  1,516;  bldga.,  wd.,  1  to  2)^ 
stor.;  wd.  ris.  perm.  F.  dept. — 1  h.  ft  L  trk.,  8 
17-ft.  ladders;  nose,  cot,  rub.  lined,  gd.,  100  ft.; 
rub.,  gd.,  800  ft.;  tot.  hoae,  400  ft.;  tot.  mem., 
10  vol 

Water  Supply — Src,  wells,  %  m.  bua.  cent.; 
sys.,  pump  to  stdp.  ft  comp.  air.;   stdp.  cap.,   22,- 

000  gals.,  dim.    12   x   25,   mat.   stl.;   mains,  c.   i., 

1  m.,  4  in.  dia.;  7  hyd.;  prea.,  dom.  80  lbs.,  f. 
80  lbs.;  eons,  day,  60,000  gals.;  coat,  $6,000; 
coat  mtce.,  $1,600;  wks.  owned  by  priv.  Co. 

GREENVILLE,  p.  1,920;  f.  area.  640  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  wd.  ft  bk.,  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt.  ord.;  cauaes  of  f. 
inv.  F.  dept. — 1  h.  ft  1.  trk.,  1  hose  wag.,  4  hoae 
reels;  hose,  cot,  rub.  lined,  gd..  1,200  ft;  inf.. 
600  ft;  tot  hose,  1,800  ft.;  f.  al.,  telp.;  val. 
equip.,  $1,600;  vaL  bldgs.,  $200;  exp.  dept, 
$150;  tot  mem.,  36  vol.;  undrs.  rating,  fourlu 
class.     • 

Water  Supply — Src.  spr.,  in  bus.  cent;  sya., 
dir.  pres.;  res.  cap.,  30,000  gals.;  2  pump.  eng.. 
cap.  day  1,600,000  gals.;  mains,  c.  i.  ft  stl.,  5% 
m.,  8  to  8  in.  dia.;  45  hyd.;  met,  20;  400  serv.; 
pipe,  galv.  i.;  pres.,  dom.  90  lbs.,  f.  100  to  140 
lbs.;  cost,  $28,000;  cost  mtce.,  $3,000;  wka.  owned 
by  city. 

HARRIMAN,  p.  8,061;  f.  area,  100  «.;  mere, 
bldga.,  bk.,  2  ft  8  stor.;  priv.,  wd.,  2  ator.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt.  ord.;  cauaea  of  f. 
inv.  F.  dept. — 2  c.  eng.,  1  h.  ft  1.  trlu,  6  hoaa 
carta;  hose,  cot,  rub.  lined,  gd.,  2,000  ft;  f.  aL, 
elec,  14  bx.;  vaL  equip.,  $4,000;  val.  bldga.,  $1.- 
600;  tot  mem.,  75  vol.;  imdrs.  rating,  fourth 
daas. 

Water  Supply — Src,  riv.;  sys.,  pump  dir.;  res. 
cap.,  1,125,000  gals.;  2  pump,  ene.,  claaa  vert, 
comp.,  cap.  day  1,500,000  gals.;  mains,  c  i.,  8V& 
m.,  4  to  16  in.  d!a. ;  51  hyd.;  80  v.;  met.,  8; 
401  serv.;  pipe,  black  i.;  prea.,  dom.  125  lbs., 
f.  90  to  160  Iba.;  cons,  day,  800,000  gals.;  cost, 
$98,000;  cost  mtce.,  $2,000;  wks.  owned  by  city. 

HUMBOLDT,   p.   8,446;    mere    bldga.,   bk.,    1   ft 

2  stor.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.;  wd.  rfs.  not 
perm.;  fwks.  ft  combt.  ord.;  cauaea  of  f.  not  inv. 
F.  dept. — 1  hose  wag.,  2  hose  carta,  1  hra.;  hoae, 
cot,  rub.  lined,  gd.,  800  ft;  val.  eouip.,  $760; 
tot.  mem.,  16  voL;  undra.  rating,  third  class. 

Water  Supply — Src,  wella,  %  m.  bua.  cent; 
sya.,  pump  dir.;  2  pump,  eng.,  claaa  eompi  dup., 
cap.  day  2,000,000  gala.;  muna,  c.  i.,  8  m.,  4  to 
10  in.  dia.;  81  hyd.;  11  v.;  860  serv.;  pipe,  nlv. 
i.;  prea.,  dom.  40  to  60  Iba.,  f.  80  to  100  Iba.; 
cons,  day,  225,000  gala.;  cost,  $22,000;  cost  mtce., 
$3,600;  wks.  owned  by  city. 

HUNTINGDON,  p.  1,112.  F.  dept— 8  hoae 
carts;  hose,  cot.,  rub.  lined,  gd.,  2,000  ft.;  tot 
mem.,  15  vol.;  undrs.  rating,  fifth  claaa. 
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Water  Supply — Src.,  wells,  600  yds.  bus.  cent; 
sys.,  pump  dir.;  2  pump,  eng.;  mains,  c.  9l  wrt.  L, 
8  m.,  8  to  9  in.  dia.;  80  nyd.;  200  serv.;  pipe, 
galv.  iron;  pres.,  dom.  60  lbs.,  f.  126  lbs.;  cons, 
day,  100,000  gals.;  cost,  |16,000;  cost  mtce., 
$2,000;  wks.  owned  by  city. 

JACKSON,  p.  16,779;  f.  area.  2  sq.  m.;  mere, 
bldn^.,  ^^*  2  JE  8  Btor.;  priv.,  bk.  ft  wd.,  IV^  ^ 
2  stor.;  fwks.  k  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  comb.  auto.  str.  ft  h.  wag.,  2  comb.  c. 
ft  h.  ft  1.  trk.,  2  hose  wag.,  4  hrs.;  hose,  8,000 
ft;  f.  al.,  Gamewell,  18  bz.;  val.  equip.,  $9,000; 
val.  bldgs..  $6,000;  exp.  dept,  $8,700;  tot  mem., 
150,  pd.  full  time  20,  vol.   180. 

Water  Supply^ — Src,  wells,  %  m.  bus.  cent.; 
^s.,  [Atmp  dlr.;  res.  cap.,  17,500,000  gala.;  2 
pump,  eng.,  cap.  day  9.000,000  gala.;  mains,  c.  i., 
26  m.,  2  to  16  in.  dia.;  260  hyd.;  met,  40; 
2,800  serv.;  pipe,  galv.  i.;  pres.,  dom.  76  lbs.,  f. 
120  lbs.;  cons,  day,  2,000,000  gals.;  cost  $160,- 
000;  cost  mtce.,  $15,000;  wks.  owned  by  city. 

JELLICO,  p.  1,000.     F.  dept — 8  hose  reels,  X,- 

000  ft  hose;  vol. 

Water  Supply — ^Src.,  wells;  sys.,  pump.;  2  i.«mp. 
eng.;  pres.,  f.  90  lbs.;  cost  $76,000;  wks.  owned 
by  city. 

JOHNSON  CITY,  p.  8,602;  mere,  bldgs.,  bk.  ft 
limestone,  2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm,  only  in  residences;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  comb,  c  ft  h. 
wag.,  2  hrs.;  hose,  cot,  rub.  lined,  gd.,  2,000  ft; 
f.  al.,  Gamewell;  val.  equip.,  $2,500;  val.  bldgs., 
$700;  tot  mem.,  11,  pd.  full  time  2,  vol.  9;  undrs. 
rating,  fourth  class. 

Watar  Supply — Src.,  Big  Blue  Springs,  2  to  6 
m.  bus.  cent;  cap.  apgs.,  2.500,000  gals.;  aya., 
grav.;  new  cone  res.,  cap.  4,000,000  gals.;  pump, 
eng.,  class  dup.,  cap.  day  1,750,000  gals.;  mains, 
c.  i.,  48  m.,  8  to  14  in.  dia.;  87  hyd.;  66  v.; 
8  met;  2,048  serv.;  pipe,  c  i.;  pres.,  dom.  66 
to  86  lbs.,  f.  66  to  96  lbs.;  cost,  $866,000;  cost 
mtce.,  $8,000;  wks.  owned  by  city. 

JONESBORO,  p.  806;  f.  area,  960  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  stor.;  i«iv.,  bk.  ft  wd.,  1  ft 
2  stor.;  few  wd.  rfs.  perm.;  fwks.  ord.;  f.  inv. 
F.  dept — 1  hand  eng.,  1  h.  ft  1.  trk..  1  hose 
car.,  1  hose  wag.,  2  extension  ladders;  hose,  cot., 
500  ft;  f.  al.,  bell;  2  hn».  hired;  <al.  equip.,  $5U0; 
val.  bldgs.,  $60  to  $75;  mem.,  4u  vol.;  undrs.  rat- 
ing,  ftfch  clasd. 

Water  Supply — Src,  strm.,  spr.,  well  ft  cisterns. 

KNOXVILLE,  p.  86,-346;  mere,  bldgs.,  bk.,  8 
to  10  stor.;  priv.,  wd.,  1  ft  2  sior.;  wd.  tfa.  not 
perm.;  fwks.  ft  combt.  ord.  F.  dept— 6  atr.,  4 
comb.    e.    ft  h.   wag.,    18   c.   hanu   ex.,    1    c.    eng., 

1  h.  ft  1.  trk.,  1  aer.  trk.,  1  water  tower,  2  hose 
car.,  2  wag.,  86  hrs.;  hose,  cot,  rub.  lined,  gd.,  11,- 
800  ft;  f.  al.,  Gamewell,  Gaynor,  176  bx.;  val. 
equip.,  $66,000;  val.  bldgs.,  $90,000;  exp.  dept. 
$76,088;  tot.  mem.,  72,  pd.  full  time;  imdrs. 
rating,  flrst  class. 

Water  Supply — Src,  riv.;  sys.,  pump  to  res.  ft 
stdp.;  2  stdp.,  cap.  765,000  gals.,  dim.  86  x  82 
ft  75  X  25;  res.  cap.,  3,760,000  gals.;  5  pump, 
eng.;  cap.  day,  28,000,000  gals.;  mains,  c  ft  wrt. 
i.,  101%  m.,  4  to  20  in.  dia.;  460  hyd.;  1,095  v.; 
met,  4,8-50;  10, MO  serv.;  pipe,  galv.  ft  wrt.  i.; 
pres.,  dom.  40  to  110  lbs.,  f.  75  to  180  lbs.; 
cost,  $1,800,000;  wks.  owned  by  Co. 

LA  FOLLETTE.  p.  8,000;  f.  area,  %  sq.  m. 
F.  dept. — 2  hose  reels,   500  ft.  hose;  vol. 

Watar  Supply — Src.  Philip  Riv.,  1  m.  bua. 
cent;  eys..  pump  to  res.  ft  dir.  pres.;  2  pump, 
eng.,  combined  cap.  day  750,000  gala.;  mains,  c. 
i.,  6  m.;  88  hyd.;  pres.  dom.  60  to  100  lbs,,  f. 
125   to    150   lbs.;   wks.   owned   by  priv.    Co. 

LAWnENCEBUiRG,  p.  1,687;  f.  area,  800  a.  F. 
dept — 1  c  eng.,  4  c  hand  ex.,  1  h.  &  I.  trk.,  4 
hand  hose  reels;  hose,  1,500  ft.;  f.  al.,  telp.,  bell, 
wh.  ft  elec;  val.  equip.,  $2,700;  val.  bldgs.,  $400; 
exp.  dept,  $600;  tot  mem.,  20  vol. 

Watar  Supply — Src,  spr.,  cap.  1,500,000  gals, 
day;   sys.,   grav.  ft  dir.;   res.   cap.,   100.000   gals.; 

2  pump,  eng.,  class  trip.,  cap.  day  504,000  gals.; 
mains,  7  m..  6  to  10  in.  dia.;  70  hj'd.;  120  v.; 
pres..  dom.  ft  f.,  55  lbs.;  cost,  $90,000;  cost  mtce., 
$8,600;   wks.   owned  by  city. 

LEBANON,  p.  8,669;  f.  area,  10  a.;  mere 
bldga.,    bk.,    2    stor.;    priv.,    bk.    ft    wd.,    1    ft    2 


ator.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  ord. 
F.  dept — 1  h.  ft  1.  trk.,  1  c  eng.,  1  hose  car.; 
hoae,  rub.,  gd.,  600  ft.;  f.  aL,  bell;  val.  bldga., 
$1,000;  exp.  dept,  $600;  tot  mem.,  26,  pd.  full 
time  1,  vol.  24;  undrs.  rating,  fourth  daas. 

Watar  Supply — Src,  deep  well;  sys.,  ijurop  to 
stdp.  ft  compressed  air;  stdp.  cap..  75,000  gals., 
dim.  75  x  12%;  2  pump,  eng.,  cap.  daj  260,000 
gals.;  mains,  8  m.,  6  in.  dia.;  36  hyd.;  2  ▼.; 
prea.,  dom.  60  Iba.,  f.  50  lbs.;  cost  mtoe.,  $24.- 
000;   wks.   owned  by   Cedar  City  Milla. 

LENOIR  CITY,  p.  6,000;  f.  area,  1  sq.  m.  F. 
dept — 1  h.  ft  L  trk.,  3  hoee  reels,  1,500  ft  hose: 
vaL  equip.,  $2,000;  val.  bldg^.,  $2,000;  exp.  dept, 
$100;   tot  mem.,   24  vol. 

Water  Supply — Src,  rea.;  sys.,  pump  dir.;  2 
pump  eng.;  pres.,  f.,  98  lbs.;  cost  $60,000;  wks. 
owned  by  ci^. 

LEWISBURQ,  p.  1,&80;  f.  area,  160  a.  F.  dept 
— 2  hoae  reela,  1  h.  ft  1.  trk.,  4  hand  ex.,  l.OOO 
ft  hoae;  val.  equip.,  $1,800;  val.  bldgs.,  $1,300; 
exp.   dept,   $100;   tot.   mem.,   25   vol. 

Water  Supply — Src,  spr.;  sys.,  grav.;  stdp.  cap.. 
100,000  gala.;  1  pump,  eng.,  cap.  day  230,000 
gals.;  9S  hyd.;  10  v.;  375  eer^^;  mains,  7%  m.; 
pres.,  dom.  ft  f.,  75  Ibe.;  cost,  $60,000;  cost  mtce., 
$1,000;   wk«.  owned  by  city. 

LEXINGTON,  p.  2,000.  F.  dept — I  hoee  reds, 
2,000  ft  hose;  f.  al..  bell;  val.  equip.,  $2,000;  voL 

Watar  Supply — ^Src,  wella;  aya.,  grav.  ft  dir. 
pres.;  stdp.  cap.,  80,000  gals.;  r<«.  capL.  44,000 
gals.;  2  pump,  eng.;  cap.  day.  1,080.000  gals.; 
mains,  8^  m.;  40  hyd.;  26  v.;  80  serv.;  pres.. 
dom.  45  lbs.,  f.  126  lbs.;  cost  $65,000;  wks. 
owned  by  city. 

Mckenzie,  p.  1,S22;  f.  area.  5  a.  F.  dept.— 
500  ft.  hose;  vaL  equip.,  $350;  tot  menL,  9   voL 

Watar  Supply — Src,  wells,  in  bus.  cent;  avs.. 
pump  to  stdp.;  stdp.  cap.,  50,000  gals.;  res.  cap.. 
250,000  gals.;  2  pump,  eng.;  mains,  c.  i..  b^  m.. 
4  to  8  in.  dia.;  32  hyd.;  18  met.;  250  serv.;  pip*, 
galv.  i.;  pres.,  dom.  55  lbs.,  f.  110  Iba.;  cans.  dav. 
110,000    gals.;    wks.    owned   by    city. 

McMINNVILLE,  p.  2,299.  F.  dipt— 2  c  hand 
ei^.,  1  h.  ft  1.  trk.,  •2  hoee  carts;  hose,  cot.,  rob. 
lined,  gd.,  1,500  ft.;  f.  al.,  bell.  telp.  ft  wh.;  tot 
mem.,  24  vol.;  undrs.  rating,  fifth  daaa. 

Watar  Supply — Src,  riv.,  H  m.  boa.  cent;  eyn^ 
pump  to  stdp.;  stdp.  cap.,  250,000  gals.,  dim. 
16  X  125,  mat  stl.;  2  pump,  eng.,  claaa  comp. 
dup.,  cap.  day  1.750,000  gals.;  mains,  c  i.,  IS 
m.,  4  to  10  in.  dia.;  43  hyd.;  54  v.;  140  «en.: 
12  met.;  pipe,  galv.  i.;  pres.,  dom.  50  lb©.,  f.  65 
to  100  lbs.;  cons,  dsy,  100,000  gab.;  cost  #4©,- 
000;  cost  mtce.,  $300;  wks.  owned  by  city. 

MARTIN,  p.  2,228;  f.  area,  16  a.;  mere  bldga.. 
bk.  ft  wd.,  1  to  8  stor.;  priv..  wd.,  1  ft  8  star.: 
wd.  rfs.  not  perm,  in  f.  area;  fwka.  ord.  F. 
dept — 1  hose  wag.;  hoae,  cot,  rub.  lined,  gd-, 
1,200  ft;   f.   al.,  wh.;  tot   mem.,   16  voL 

Watar  Supply— Src,  wella;  sys.,  pump  to  res.; 
res.  cap.,  115,000  gala.;  pump,  eng.,  cap.  day 
1,000,000  gals.;  mains,  c  L,  6  m.,  4  to  10  in. 
dia.;  45  hyd.;  500  aerv.;  pipe,  galv.  i.;  prea..  dom. 
SO  lbs.,  f.  90  to  126  Iba.;  oona.  day,  150.000 
gals.;  cost.  $41,000;  coat  mtce.,  $6,000;  wka. 
owned   by   city. 

MEMPHIS,  p.  181,105;  f.  area,  10.8  m.;  mere 
bldgs.,  stn.  ft  bk.,  1  to  2U  stor.;  priv.,  bk.  ft 
wd.,  1,  •£  ft  8  stor.;  wd.  rfs.  not  perm,  in  f. 
area;  fwka.  ft  combt.  ord.;  causea  of  f.  inv.  F. 
dept. — 1  h.  ft  1.  trk.  (1  in  reaerve),  12  atr.  (Sinre- 
i»erve).  1  c.  eng.  (i  in  reaerve).  27  c  hand  «x.,  8 
aer.  trk.,  7  comb,  c  ft  h.  wag.  (1  in  reaerve),  S 
auto,  pumpers,  1  chief's  auto.,  5  hoae  reela  (8  in  re^ 
serve),  1  water  tower,  90  hra.;  hoae,  cot^  nib. 
lined,  gd.,  26,600  ft;  far,  8,000  ft;  Inf.,  2.000 
ft;  tot.  hose,  81,600  ft;  f.  aL,  Gamewell  elec, 
87  bx.;  val.  equit/.,  $388,123;  val.  bldga^  $376.- 
350;  exp.  dept,  $229,586;  tot  mem.,  177;  pd. 
full   time    162.    vol.    15. 

Watar  Supply — Src,  wells,  surrounding  the  city 
on  the  north,  eaat  ft  south,  1  to  6  m.  bus.  cent.': 
8  8ys.,  No.  1,  underground  tunnel  to  deep  weO,  dir. 
to  mains,  cap.  400,000  gala.,  dim.  20  x  160  ft.  osat 
stl.;  8  pump,  eng.,  cap.  80.000,000  gaUona:  Nol 
2,  1  air  lift  sys.,  compresaor,  capi  6.00O.OO0 
gals.;  No.  3,  1  {/ump.  sys.,  comprlaing  12  atgic 
gated  units,  cap.  12,000.000  gala.;  maina,  c  u 
250  m.,   4  to  86  in.  dia.;  hyd..  1,685;  ▼„  2,S55: 
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met.,  12,600;  scrv.,  28,000;  pipe,  lead;  dom. 
pres.,  60  lbs.;  cons,  day,  18,652,348  gals.;  cost, 
13,500,000;  wks.   owned  by   city. 

MILAN,  p.  1,605;  mere,  bldgs.,  bk.,  2  rtor.. 
priv.,  wd.,  1  &  2  Btor.;  wd.  rfs.  not  perm,  in  f. 
area;  causes  of  f.  inv.  F.  dept. — 1  h.  &  '*,  VJ'J 
2  hose  carts;  hose,  coL,  rub.  lined,  gd.,  1,400 
ft.;  f.  al.,  wh.;  tot.  mem..  16  vol. 
dia.;    81   hyd.;    800   serv.;   pres..   dom.    40   lbs.,   f. 

Water  Supply — Src,  wells;  sys.,  pump  to  res. 
&  dir.;  2  pump,  eng.;  mains,  8  m.,  2  to  10  in. 
120  to  150  lbs.;  cost,  $20,000:  wks.  owned  by 
city. 

MORRISTOWN,  p.  4,007;  mere,  bldgs.,  bk.  & 
iron,  2*8  stor.;  priv.,  wd.  A  bk..  2  stor.;  wd.  rfs. 
not  perm.;  no  fwks.  k  combt.  ord.  F.  dept. — -l 
h.  ft  1.  trk.,  8  hose  carts;  hose,  cot.,  rub.  lined, 
gd..  1,500  ft.;  rub.,  gd..  1.600  ft.;  tot.  hose, 
8,000  ft.;  vaL  equip.,  12.800;  vaL  bldgs.,  |260; 
tot.  menu,  66;  undrs.  rating,  second  class. 

Water  Supply— Src,  «pr.,  2  &  %  ]!^:^^^!!r,^^^H 
Pja.,  pump  to  res.  &  dir.;  res.  cap.,  750,000  gals., 
loc.  250  ft.  station;  4  pump,  eng.,  cap.  day  200,- 
000  gals.;  mains,  c.  !.,  14  m.,  4  to  10  m.  dia.; 
101  hvd.;  860  met.;  700  se^^^;  pipe,  galv.  i.; 
pres.,  dom.  60  lbs.,  f.  90  lbs.;  cons,  day  300,000 
gals.;  cost,  |86,000;  co«t  mtce.,  $5,800;  wks. 
owned  by  city. 

MOUNT  PLEASANT,  p.  1,»78.  F.  dept.--2 
hose  carts;  hose,  cot.,  nib.  lined,  gd.,  l,ooo  n.; 
f.  al.,  bell  ft  telp.;  tot.  mem.,  18  vol.;  undra. 
rating,  third  class. 

Water  Supply — Src,  spr.,  9  m.  bus.  cent,;  nyf*.. 
grav..  pump  to  etdp.;  stdp.  cap.,  40,000  jTala.;  res. 
cap.  268,000  gals.;  1  pump,  eng.;  cap.  day,  ISO,- 
000  gals.;  mafos.  15  m.,  4  to  8  m.  dia,;  50  hyd,; 
200  met.;  pres.,  dom.  65  lbs.,  f.  85  lbs.;  cons,  day, 
150,000  gals.;,  cost,  $48,000;  cost  mtce.,  $840. 
wks.  owned  by  city, 

MURFREESBORO,  p.  4,679;  f.  area,  700  a.; 
mere,  bldgs.,  stn.  &  bk.,  2  to  8  stor.;  pnv.  bldgs., 
wd..  bk.,  stn.,  iron,  1  ft  2  stor.;  wd.  rfs.  not 
perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
JP,  dept.— 1  c  eng.,  1  h.  ft  1.  trk.,  2  hose  carts, 
2  hrs.;  hose,  cot.,  rub.  lined,  gd.,  2,000  ft.;  f. 
aL.  bell  ft  telp.;  val.  equip.,  $8,000;  val.  bldM., 
$6,000;  tot.  mem.,  27,  pd.  full  time  6;  undra. 
rating,   third    class. 

Water  Supply — Src.  spr.;  aya.,  pump  dir.;  stdp. 
cap.,  80,000  gals,;  dim..  120  x  10;  «;•  «iP- 
250.000   gals.;    2  pump,   eng.,   cap.   day   l.« 28,000 

fds.;  mains,  5  m..  4  to  6  in.  dia.;  6*  ^7^,; 
6  v.;  met.,  475;  750  serv.;  pres.,  dom.  80  lb«., 
f.  150  lbs.;  cons,  day,  400,000  gals.;  cost,  $110, - 
000;  co«t  mtce.,  $11,700;  wks.  owned  by  Co. 

NASHVILLE,  p.  110.864;  f.  area,  17.40  aq.  m.; 
mere  bldgs.,  stn.  ft  bk.,  4  to  12  stor.;  pnv..  bk. 
ft  wd.,  1  to  8  stor.;  wd.  rfs.  not  perm.  In  i. 
area;  fwks.  ft  combt.  ord.;  causes  of  '•  «▼•  F. 
ijept. — 8  auto.  trip.  comb.  str..  1  h.  ft  l.  tnc^ 
11  str.,  2  c  eng..  12  c  hand  ex.,  2  aer.  trk..  9 
comb,  c  ft  h.  wasf..  6  hose  car..  69  hrs.;  hose, 
cot.,  rub.  lined,  gd.,  18.860  ft.;  rub.,  gd..  1.660 
ft.;  c.  1.960  ft.;  inf..  4,000  ft;  tot.  hose.  20,860 
ft.-,  f.  al.,  elec,  68  bx.;  val.  equip.,  $800,000;  val. 
bldga.,  $161,000;  exp.  depL,  $168,800;  tot  mem.. 
114,  pd.   full  time. 

Water  Supply^— Src,  Cumberland  R|^-.  ^J  .  "1- 
bna.  cent.;  pya.,  P«mp  to  res.;  ree.  cap..  61.000,000 
irals..  loc  808  ft.  above  low  water  In  Cumberland 
Riv.;  4  pump.  eng..  cap.  day  50.000,000  gals.; 
maiiLi.  c  i..  155  m.,  4  to  M  jn.  dia.;  1.886 
hyd.;  1,878  v.;  11.027  met.;  15,816  strv..  pipe, 
lead;  prea..  dom.  20  to  90  Ibe.;  cone,  day,  12,000,. 
000  gala.:  coat,  $2,080,000;  cost  mtce.  $68,o70; 
wka.  owned  t>y  city. 

NEWBERN.  p.  1,602;  f.  area,  20  a.;  bldga.. 
bk.,  2  Btor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt, 
ord-  P.  dept— 4  hose  carts,  2  hand  ««!»;  >»©;«» 
cot.,  rob.  lined,  gd.,  900  ft;  rob.,  gd.,  600  tt.^ 
tot.  hoee,  1,400  ft;  f.  al.,  wh.;  val.  eq^p.,  $1.- 
500;  tot  mem.,  12,  pd.  lull  time  9,  voL  8;  undra. 
rating,  third  daea. 

Water  Supply — Src.  2  wells;  sya..  pump  to 
atdp.;  stdp.  cap.,  80.000  «•!».;  «  P«mP;  «»«?•• 
cap.  day  400.000  gals.;  mains,  4%  m..  *  to  8 
In  dia.;  174  hyd.;  pres..  dom.  76  H)a.,  f.  100 
Iba.;  coat.  $80,000;  cost  mtce..  $2,600;  wks.  owned 
by    Co. 


PARIS,  p.  8.881:  mere  bldgs.,  bk.,  1  ft  8 
Btor.;  priv.,  wd.  ft  bk.,  2  stor.;  wd.  rfs.  not  perm. 
F.  dept — 1  h.  ft  L  trk..  1  hose  wag.,  8  boae 
car.;  hose.  cot.  rob.  lined,  gd.,  2.000  ft;  f.  al., 
wh.;  vaL  equip.,  $2,000;  vaL  bldgs.,  $1,000;  tot 
mem.,   82  vol.;  undra.  rating,   third  class. 

Water  Supply — Src,  wells,  8  blocks  bus.  cent; 
sya.,  pump  to  rea.  ft  stdp.;  stdp.  cap.,  70,000 
gals.,  dim.  20  x  80.  loc.  at  station,  mat.  stL; 
res.  cap.,  70,000  gals.,  loc  at  station;  2  pump, 
eng.,  daaa  dup.  comp.,  cap.  day  2,000,000  gals.; 
maina,  c  i.,  10  m.,  4  to  10  in.  dia.;  64  hyd.;  50 
v.;  met,  60;  700  serv.;  pipe,  galv.  i.;  pres.,  dom. 
40  lbs.,  f.  100  to  150  lbs.;  cons,  day,  400,000 
gals.;  cost,  $60,000;  cost  mtce.,  $8,000;  wks. 
owned  by  city. 

PULASKI,  p.  2,928;  f.  area,  640  a.;  mere 
bldgs.,  bk.,  wd..  stn., -1  ft  2  stor.;  priv.,  wd.  ft 
bk.,  1  ft  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft 
combt.  ord.  F.  dept. — 1  c  eng.,  1  h.  ft  1.  trk., 
8  hose  carts,  1  hand  hoee  reel;  hose,  cot,  rub. 
lined,  gd.,  1,500  ft;  f.  al.,  bell;  vaL  equip.,  $2,- 
000;  vaL  bldgs.,  $8,600;  exp.  dept,  $640.68;  tot 
mem.,  25,  pd.  part  time;  undrs.  rating,  seccmd 
class. 

Water  Supply — Src,  spr.  ft  creek,  1,500  ft.  bus. 
cent;  sya.,  grav.  ft  pump  to  res.;  2  res.,  combined 
cap..  760,000  gala.;  2  pump,  eng.,  class  trip., 
cap.  day.  1,2^50.000  gals.;  mains,  c  i.,  5  m.,  4  to 
6  in.  dia.;  89  hyd.;  26  v.;  met,  100;  800  aerv.; 
pres.,  110  to  140  Iba.;  cons,  day,  600,000  gala.; 
cost.  $55,000;  cost  mtce.  $2,600;  wks.  owned  by 
Co. 

RIPLEY,  p.  2.011.  F.  dept.— 1  h.  ft  L  trk., 
1  hose  wag.;  hose,  cot,  rob.  lined,  gd.,  600  ft; 
f.  al.,  gong;  tot  mem.,  16  vol. 

Water  Supply — Src,  wells;  sys.,  pump  to  atdp. 
ft  dir.;  stdp.  cap.,  80,000  gals.,  dim.  16  z  72, 
loc  72  ft  high.,  mat  atL;  2  pump,  eng.,  cap. 
day  800,000  gals.;  mains,  wrt.  L,  2  m.;  19  hyd.; 
140  serv.;  pipe,  wrt  L;  pres.,  dom.  40  Iba.,  f. 
85  lbs.;  cons,  day,  40,000  gals.;  cost,  $2,000; 
wka.  owned  by  Co. 

ROCKWOOD,  p.  8,660;  mere  bldgs.,  bk.,  2 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept — 4  c 
hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wag.;  hose,  760 
ft;  val.  equip.,  $800;  tot  mem.,  12  vol.;  undra. 
rating,  fourth  class. 

Water  Supply — Src,  spr..  8  m.  bus.  cent;  sya.. 
pump  to  res.;  res.  cap.,  8,000,000  gals.;  2  pump, 
eng.,  cap.  day  1,000,000  gals.;  mains,  c  L,  8H 
m.,  4  to  10  in,  dia,;  40  hyd.;  82  v.;  met,  10; 
812  serv.;  pipe,  galv.  i;  pres.,  dom.  66  lbs.,  f. 
90  lbs.;  cons,  day,  600,000  gals.;  cost,  $21,000; 
cost   mtce.,   $1,800;   wka.   owned   by   city. 

SHELBYVILLE.  p.  2,869;  f.  area,  40  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  bk.  ft  wd.,  2  stor. 
F.  dept. — 2  c  hand  ex..  1  h.  ft  1.  trk.,  2  hose 
wag.,  2  hose  carts,  1  hrs.;  hose,  cot,  rub.  lined, 
gd.,  1,200  ft;  inf.,  800  ft;  tot  hose,  1,500  ft.; 
f.  al.,  elec;  tot  mem.,  8,  pd.  full  time;  undrs. 
rating,  third  class. 

Water  Supply — Src,  riv.,  200  yds.  bus.  cent; 
pys.,  pump  to  stdp.;  stdp.  cap.,  160,000  gals., 
dim.  17%  X  80,  mat.  iron;  2  pump,  eng.,  cap. 
day  600,000  gals.;  mains,  8%  m.,  4  to  8  in. 
dia.;  80  hyd.;  70  met;  240  serv.;  pipe,  galv.  L; 
pres..  dom.  50  Iba.;  f.  80  to  180  lbs.;  cons.  day. 
100,000  gala.;  wks.  owned  by  Co. 

SOMMERVILLE.  p.  1.887.  F.  dept — 2  hoae 
carts;  f.  aL,  bell;  hose,  1,000  ft.;  20  voL 

Water  Supply — Src,  4  wells;  aye.,  pump  dir.; 
tk.  cap.,  60,000  gala.;  1  pump,  cap.  day  280,000 
gala.;  mains,  1%  m.;  26  hyd.;  pres.;  40  to  100 
Iba. 

SOUTH  PITTSBURGH,  p.  2,106;  f.  area,  20» 
a.;  mere  bldga.,  wd..  bk..  iron.  1  ft  2  ator.; 
priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm.;  fwks. 
ft  combt  ord.  F.  dept. — 8  extension  laddera,  1  h. 
ft  1.  trk.,  4  hose  reels;  hose,  cot.  rub.  lined.  gd.» 
1.800  ft;  f.  aL,  bcU,  wh.  ft  telp.;  val.  eqiSp.I 
$2,500;  vaL  bldga..  $600;  tot  mem.,  80  toL; 
undue,  rating,  fifth  daaa. 

Water  Supply — Src,  apr.   ft  riv.;   aya.,  grav.  ie 
lAimp  dir.;  2  pump.  eng..  cap.  day  1,000,000  gala.: 
maina.   6  m.;   26  hyd.;   80  v.;   prea.,  dom.   80  to- 
90  Iba.,  f.  100  to  160  Iba.;  wks.  owned  bj  Oo. 

SPARTA,  p.  1.700.     P.  dept— 2  e  eng.;  t  aL,. 
bell;  vaL   equip.,   $200;  toL 
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Water  Supply — ^Not  reported. 

SPRINQRELD,  p.  2,086.  F.  dept— 1  h,  k  L 
trie.,  8  boee  carts;  hose,  1,600  ft.;  f.  aL,  bell  ft 
^h.;  iral.  eouip.,  $1,600;  ezp.  dept,  $800;  toL 
mem.,  16  vol. 

Water  Supply — Src,  creek,  1  m.  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  76.000  gais.;  dim.,  20 
X  80;  mat,  stl.;  2  pump,  eng.,  class  trip.,  cap. 
day,  1,008,000  gals.;  mains,  c.  i.,  6  m.,  4  to  8  in. 
•dia.;  50  hyd.:  850  serv.;  pipe,  galv.  i.;  pres., 
dom.  40  lbs.,  I.  50  to  60  lbs.;  cons,  day,  260,000 
gals.;  wks.  owned  by  city. 

SWEETWATER,  p.  2,600;  f.  area,  100  a.  F. 
dept — 2  hose  reels;  f.  aL,  bell;  val.  equip.,  |1,- 
600;  vol. 

Watar  Supply — Src,  well,  1  m.  bus.  cent;  ~«yi., 
pump.;  2  pump,  eng.,  cap.  day  76,000  gals.;  40 
hyd.;  pres.,  dom.  70  lbs.,  f.  126  lbs.;  cost,  $88,- 
000;  wks.  owned  by  city. 

TRENTON,  p.  2,402;  f.  area,  800  a.;  mere, 
bldgs.,  bk.,  1  to  3  stor.;  priv..  bk.  k  wd.,  I  k  2 
stor. ;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  k  combt 
ord.  F.  dept — 1  h.  k  I.  trie.,  2  aer.  trie.,  2  hose 
carts;  hose,  cot,  rub.  lined,  gd.,  900  ft.;  inf., 
200  ft;  tot  hose.  1,100  ft;  f.  aL,  wh.  k  telp.; 
val.  equip.,  |1,600;  val.  bldgs.,  |750;  exp.  dept, 
$1,700;  tot  mem.,  16,  pd.  part  time. 

Water  Supply — Src,  wells,  1,000  ft  bus.  cent; 
sys.,  pump  dir.;  res.  cap.,  60,000  gals.;  2  pump, 
eng.,  cap.  day  1,000,000  gals.;  mams,  3Vi  iOm  ^ 
to  8  in.  dia.;  85  hyd.;  176  serv.;  pres.,  dom.  46 
lbs.,  f.  60  lbs.;  cost,  $15,000;  cost  mtce.,  $1,700. 

TULLAHOMA,  p.  8,040;  bldgs.,  bk.,  1  ft  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.  F. 
dept. — 1  h.  ft  1.  trk.,  1  comb.  c.  ft  h.  wag.,  2  c 
hand  ex.;  hose,  cot.,  rub.  lined,  gd.,  1.750  ft;  f. 
al.,  bell;  tot  mem.,  17  vol.;  undrs.  rating,  third 
class. 

Water  Supply — Src,  wells;  sys.,  pump  to  res., 
to    stdp.    ft    dir.;    stdp.    cap.,    75,000    gals.,     120 


ft.  high.  mat.  iron;  res.  cap.,  80.000  gals.;  1 
pump.  eng..  class  trip.,  cap.  day  760,000  gals.; 
mains,  c  i.,  83,150  ft,  4  to  8  In.  dia.;  54  hyd-: 
26  v.;  206  serv.;  pipe,  galv.  L;  pres.,  dom.  55 
lbs.,  f.  150  lbs.;  cons,  day,  60,000  gals.;  cost, 
$800,000;  wks.  owned  by  city. 

UNION,  p.  4,880;  f.  srea,  800  a.;  mere,  bldgs^ 
bk.,  stn.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd..  1 
ft  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  oombL 
ord.  F.  dept — 1  h.  ft  1.  trie.,  1  hose  wag.,  2  hrs.; 
hose,  cot,  rub.  lined,  gd.,  1,000  ft;  f.  al..  elec, 
11  bx.;  vaL  equip.,  $1,250;  exp.  dept,  $400;  tot 
mem.,  20,  pd.  full  time  2,  vol.  18;  undrs.  rsting. 
second   class. 

Water  Supply — Src,  wells,  %  m.  bus.  cent: 
sys.,  pump  to  res.;  res.  cap.,  60,000  gals.;  2 
pump,  eng.,  cap.  day  2,000,000  gals.;  ma.ns,  c 
L,  8  m.,  4  to  10  in.  dia.;  82  hyd.;  505  serr.; 
pipe,  gslv.  i.;  pres.,  dom.  20  lbs.,  f.  70  to  90 
lbs.;  cost.  $70,000;  cost  mtce.,  $6,000;  wka.  owned 
by  city. 

WINCHESTER,  p.  1,351;  mere  bldgs.,  bk.,  2 
stor.;  priv..  wd.,  1  stoiy;  wd.  rfs.  perm.;  fwksL 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept — 1  h. 
ft  1.  trk.,  8  hose  wag.;  hose,  cot.  rub.  lined,  gd.. 
800  ft.;  f.  al.,  bell;  vaL  equip.,  $800;  tot  mem., 
66   vol.;   undrs.    rating,   second    class. 

Watar  Supply — Src,  spr.,  IVi  'm.  bus.  cent.; 
sys.,  pump  to  tk.  ft  dir.;  stdp.  cap.,  65,000  gale, 
dim.  82  x  18;  pump  driven  by  elec  motor,  cap. 
day  1,000,000  gals.;  mains,  c  i.  7  m..  4  to  << 
in.  dia.;  48  hyd.;  28  v.;  pres.,  dom.  60  lbs.,  f. 
50  lbs.;  wks.  owned  by  Co. 

Pisces  with  a  population  of  1.000  or  more 
havmg  no  organized  fire  dept. — Camden,  Cater^ 
ville,  Dechard.  Erin,  Henderson,  Goodlettsville. 
Hartsville,  Hill  City.  Jefferson  City.  Manchester. 
Marysville,  Monterey,  Obion.  Rogersville.  Ruther- 
ford, Savannah,  Sharon,  Soddj*,  Spring  City,  Tracy 
City,  Whitewell. 

Places  with  a  population  of  1,000  or  more  not 
reported — ^Newport 
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ABBOTT  HILL,  p.  660.     No  f.  dept 
Water  Supply — Src,  artesian  well;  sys.,  pump  to 
ves.  ft  mains. 

ABILENE,  p.  9,204;  f.  area,  1,280  a.;  bldgs., 
bk.,  2  ft  8  stor.;  wd.  rfs.  not  perm.  F.  dept. — 1 
auto,  str.,  1  c  eng.,  1  comb,  wag.,  0  c  hand  ex., 
1  h.  ft  1.  trk.,  8  hose  carU,  6  hrs.;  hose,  cot,  rub. 
fined,  gd.,  8,700  ft;  f.  al.,  bell  ft  telp.;  val.  equip., 
$10,500;  vsl.  bldgs.,  $5,000;  exp.  dept,  $8,000; 
tot.  mem.  52.  pd.  full  time  2,  50  vol.;  undrs.  rat- 
ing, second  dsss. 

Water  Supply — Src,  Lsrthe  lake;  sys.,  pump  to 
stdp.;  2  stdp.,  cap.  440.000  gals.,  dim.  85  x  12, 
60  X  32;  res.  cap.,  600,000,000  gals.;  2  pump, 
•eng.,  cap.  day  1.500.000  gals.;  mains,  20  m.,  4  to 
8  in.  dia.;  76  hyd.;  12  v.;  met,  800;  pres.,  dom. 
60  lbs.,  f.  110  lbs.;  cons,  day,  400,000  gals.;  cost, 
$125,000;  cost  mtce.,  $5,000;  wks.  owned  by 
Abilene  Light  ft  Water  Co. 

ALICE,  p.  3.500.  F.  dept. — 2  hose  carts,  600 
ft.  hose;  f.  al.,  bell;  80  vol. 

Water  Supply — Src,  well,  1  m.  bus.  cent;  ays., 

Kump;    1    pump.    eng..    cap.    hour    24,000    gala.;    9 
yd.;  pres.,  dom.   60  lbs.,   f.    100  Iba.;  cost,  $19.« 
000;  wks.  owned  by  city. 

ALVAROO,  p.  1.155.  F.  dept.—l  hose  cart,  1 
h.  ft  1.  trk..  800  ft  hose;  vol. 

Water  Supply — Src,  wells;  sys.,  pump  dir.  ft 
grav.;  stdp.  dim.,  12  x  100  ft;  10  hyd. 

AMARILLO,  p.  9.957;  mere  bldga.,  stn.,  bk.  ft 
wd.  F.  dept — 1  auto.  h.  ft  L  trie..  1  auto,  c  eng., 
6  c  hand  ex.,  2  auto.  comb,  c  ft  h.  wag.:  bote, 
4.100  ft;  f.  aL,  telp.;  val.  equip..  $16,500;  vaL 
bldgs.,    $10,000;    exp.    dept,    $4,800;    tot    mem.. 


29.  pd.  full  time  6,  voL  28.     Key  rate  for 
ance,   44  cents. 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  lys., 
grsv.;  stdp.  cap.,  60,000  gala.,  dim.  20  z  8t, 
mat  atl.;  ret.  cap.,  1,000,000  gala.;  pomp,  eng., 
oap.  day,  800,000  gal>*;  mains,  c  ft  wrt.  L,  40  m., 
2    to    10    in.   dia.;    182    hyd.;    1,600    met;    1,800 


serv.;  pipe,  galv.  L;  pres.,  dom.  SO  Iba.,  f.  100 
lbs.;  cons,  day,  600,000  gala.;  ^Hu.  owumnI  by 
priv.  Co. 

ANSON,  p.  2,600;  f.  area,  820  a.  F.  dept — I 
hose  carts,  1  h.  ft  L  trie.,  1,600  ft  boae;  vaL 
equip.,  $2,000;  vaL  bldgs..  $800;  ezp.  dept,  $125; 
tot.  mem.,  40  voL     Key  rate,  90  cents. 

Waiar  Supply — Src,  wella  ft  lake,  1  m.  bos. 
cent.;  sys.,  pump  to  stdp.;  1  pump,  eng.,  cap.  dsy 
500,000  gals.;  maina,  4  m.,  4  to  8  te.  dia.;  28 
hyd.;  14  v.;  pres.,  dom.  60  lbs.,  1  120  Iba.;  eost 
$28,000;  coat  mtce.,  $1,800;  wks.  owned  by  dty. 

ARLINGTON,  p.  1,794;  f.  area,  4  blocks.  F. 
dept. — 1  h.  ft  L  trk.,  2  hose  reels,  1,000  ft 


f.  al.,  bell  ft  wh.;  vaL  equip.,  $1,000;  toL 
20  voL     Key  rate  for  insvance,  $1.07. 

Water  Supply — Src.  deep  well;  sys.,  2 
10  hyd.;  wks.  owned  by  Co. 

ATHENS,  p.  8,600;  f.  area.  1  m.     F.  dept— 2 

hand  hose  reela,  1  hand  h.  ft  L  trk.;  hose,  eot, 
rub.  lined,  gd.,  1,000  ft;  f.  aL,  bell;  vaL  aqoipL, 
$2,500;   tot  menu,  20  reL 

Watar  Supply — Src,  wdl,  1  m.  bos.  mbL;  i^bl, 
pump  dkr.;  2  pump,  eng.;  86  hyd.;  wks.  owned  by 
city. 

ATLANTA,  p.  2,000.     No  org.  f.  dept 

Water  Supply— €rc,  well;  sys.,  dir.  pres.;  2 
pump,  eng.,  csp.  day  100,000  gals.;  85  hyd.;  40 
v.;  110  serv.:  mains,  3  m.;  pres.,  dom.  80  lbs., 
f.  100  to  150  lbs.;  coat,  $22,000;  cost  mtce.. 
$1,800;  wks.  owned  by  city. 

AUSTIN,  p.  29,860;  f.  area,  20  sq.  m.;  wd.  rfs. 
not  perm,  in  f.  area;  fwka.  ft  combt  ord.:  oaoses 
of  f.  inv.  F.  dept-~l  str.,  2  comb.  efts,  wag., 
20  c  hand  ez.,  1  h.  ft  1.  trie.,  8  hose  wag.,  20  hrs.; 
hose,  cot,  rub.  lined,  gd..  14.000  ft;  f.  aL.  bcQ 
ft  wh.;  vaL  equh>.,  $66,000;  vaL  bldgs..  $76,000: 
ezp.  dept,  $81,800;  tot  mem.  600  voL.  pd.  taH 
time  12.     Key  rate  for  insurance,  82  eests. 

Water  Supply — Src,  riv.;  sya.,  pmnp  dir.;  ras. 
cap.,  10.000,000  gala.;  6  pump.  eng..  dass  hori- 
xontsl-comp.,  dup.*trip.  ft  centrlf.,  cap.  day  86.0O0.- 
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000  gals.;  mains,  50  m.,  4  to  24  in.  dia.;  400 
byd.;  160  v.;  4,867  met;  4,867  serv.;  pres.,  dom. 
120  ]b8.,  f.  160  lbs.;  cons,  day,  8,600.000  gals.; 
wks.  owned  by  city. 

BAIRD,  p.  1.710;  f.  area,  0  sq.  blocks;  mere, 
bldgs.,  sta.  ft  bk.,  1  to  8  stor.;  priv.,  wd.,  1  ft  2 
sior.;  wd.  rfs.  not  perm.  In  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept — 1  auto.  comb, 
c.  ft  h.  wag.,  2  c.  band  ex.,  2  bose  car.;  hose, 
cot,  rob.  lined,  gd.,  1,000  ft;  rub.,  gd.,  600  ft; 
tot  hose,  1.600  ft;  f.  al.,  bell  ft  telp.:  vaL  equip., 
$4,000;  vaL  bldgs.,  $8,000:  exp.  aept,  $600 ;• 
tot  mem.,  26  ▼oL  Key  rate  for  insurance,  91 
cents. 

Water  Supply — Src,  wells,  8V4  m.  bus.  cent; 
sys.,  grav.;  mains,  c.  i.,  0  m.,  6  to  10  in.  dia.; 
820  hyd.;  8  v.;  200  serv.;  met.,  60;  pres.,  dom. 
60  lbs.,  f.  100  lbs.;  cost,  |26,000;  cost  mtce., 
1600;  wks.  owned  by  city. 

BALLINGER,  p.  8,686;  f.  area,  400  a.;  bldgs., 
stn.  ft  wd.,  1  stor.  F.  dept — 1  bose  wag.;  hose, 
cot,  rub.  lined,  gd.,  760  ft;  tot  menu,  14  voL 
Insurance  key  rate,  67  cents. 

Water  Supply — Src,  creek,  ^  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  66,000  gals.,  dim. 
80  X  12;  1  pump,  eng.,  cap.  day  600,000  gala.; 
mains,  c.  i.,  2  m.,  4  to  6  in.  dia.;  22  hyd.;  90 
serv.;  pipe,  black  {.;  pres.,  dom.  65  lbs.,  f.  120 
lbs.;  cost,  120,000. 

BARTLETT,  p.  1,816;  f.  area,  800  a.;  mere. 
bldgs.,  bk.  ft  wd.  F.  dept — 1  h.  ft  1.  trk.,  2  hose 
carts,  hose,  1,000  ft;  f.  al.,  bell;  val.  equip., 
$2,000;  vol.  bldgs.,  $500;  tot  mem.,  26  vol.  jb- 
Burance  key  rate,  66  cents. 

Water  Supply — Src,  wells;  sys.,  grav.,  dir.;  res. 
cap..    110,000   gals.,    86    x   13   ft.   dia.;   pump,    1; 

39  hyd.;  30  v.;  mains,  7  m.,  1  to  6  in.  dia.;  pres., 

40  lbs.;    cost,    $22,600;    cost    mtce.,    $660;    wks. 
owned  by  city. 

BASTROP,  p.  1,707;  f.  area,  10  a.;  mere  bldgs., 
bk.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept. — 1  h.  eng.,  1  h.  ft  L  trk.,  2 
bose  wag.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd., 
2,000  ft.;  f.  al..  bell;  val.  equip.,  $1,600;  vaL 
bldgs.,  $1,000;  tot  mem.,  60  vol.  Insurance  key 
rate.  78  cents. 

Water  Supply — Src,  riv.;  sys.,  pump  to  stdp.; 
stdp.  cap.,  120,000  gals.,  dim.  14  x  110;  pump, 
eng.,  cap.  day  600,000  gals.;  mains,  c  L,  8V&  m., 
4  to  8  in.  dia.;  18  hyd.;  125  serv.;  pipe,  iron; 
pres.,  dom.  80  to  50  lbs.,  f.  76  lbs.;  cost,  $86,000; 
cast  mtce.,  $500;  wks.  owned  by  Go. 

BEAUMONT,  p.  20.640;  f.  area,  80  a.;  bldn., 
bk.  ft  wd.,  2  ft  6  stor.;  wd.  rfs.  not  perm.;  fwks. 
ft  combt  ord.  F.  dept. — 8  str.,  2  comb,  hose  ft  Ud- 
der wag.,  1  c  eng..  1  aer.  trk.,  1  h.  ft  1.  trk.,  8 
bose  wag.,  24  hrs.;  nose,  rub.,  ffd.,  9,800  ft.;  f.  aL, 
aameweU,  89  bx.;  val.  equip.,  $60,000;  val.  bldgs., 
$16,000;  exp.  dept,  $20,000;  tot.  mem.  82,  pd. 
full  time;  undrs.  rating,  second  dass.  Insurance 
key  rate,  22  cents. 

Water  Supply — Src,  riv.,  8  m.  bus.  cent;  sys., 
pump  to  stdp.  dir.;  stdp.  cap.,  110,000  crals.,  dim. 
120  X  12;  8  pump,  eng.,  class,  dup.,  cap.  day  6,600,« 
000  gals.;  mains,  c  i.,  80  m.,  6  to  24  in.  dia.; 
284  hyd.;  226  v.;  600  met;  pipe,  galv.  i.;  pres., 
dom.  46  lbs.,  f.  60  lbs.;  cost,  $460,000. 

BEEVILLE,  p.  8,269;  bldgs.,  bk.  ft  wd.;  vd.  rfs. 
perm.:  no  f.  dept    Insurance  k^  rate,  96  centa. 

Water  Supply  Src,  weUa,  m  bus.  cent;  m., 
pnmp  to  stdp.  ft  dir.;  stdp.  cap,,  60,000  gala.; 
res.  cap.,  75,000  gals.;  2  pump,  eng.,  cap.  day, 
1,600,000  gals*;  mains,  c  1.,  2  m.,  6  in.  dia.; 
7  byd.;  2  v.:  125  met;  140  terv.;  pipe,  galv.  L; 
pres.,  dom.  86  Iba.,  f.  100  lbs.;  cons.  day.  100,- 
000  gals.;  cost,  $60,000;  wks.  owned  by  Co. 

BELLEVUE,  p.  699;  f.  area,  260  a.;  mere  bldgs., 
bk.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  no  fwks. 
ord.  F.  dept — 26  c  ex.,  1  band  eng.,  1  h.  ft  1. 
trk.,  24  buckets;  f.  al.,  bell;  val.  equip.,  $660;  vaL 
bldgs..  $260;  exp.  dept,  $100;  tot  mem.,  81  voL 

Wattr  8upply^--Sr&,  dstems  ft  wells  ft  elevated 
tka. 

BELTON,  p.  4,164;  f.  area,  800  a.:  mere,  bldgs., 
Btn.  ft  bk.,  1  to  8  stor.;  priv.,  stn.,  bk.  ft  wd.,  1  ft 
2  stor.;  wd.  rfs.  not  perm,  in  i.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept — 1  c  band 
ex.,  1  comb,  wag.,  h.  ft  L  trk.,  1  hose  car.,  2  hrs.; 
hose,  cot,  rub.  lined,  gd.,  2,000  ft;  inf.,  800  ft.; 
tot  bose,  2,800  ft;  f.  al.,  bell  ft  wh.;  val.  equip., 


$7,000;  val.  bldgs.,  $4,000;  exp.  dept,  $8,000; 
tot  mem,  42,  piL  full  time  2,  40  voL  Insuranoe 
key  rate,  79  cents. 

Watar  Supply — Src,  wells;  nrs.,  grav.  ft  pmnp 
dir.;  stdp.  cap.,  268,000  g^.,  dim.  84  z  76;  res. 
cap.,  100,000  gals.;  2  pump,  eng.,  cap.  day,  1,- 
260.000  gials.;  mains,  e.  L,  10  m.,  4  to  8  In.  dia.; 
68  hyd.;^0  ▼.;  142  met;  676  senr.;  pipe^  wrt.  i; 
pres.,  dom.  70  lbs.,  f.  126  lbs.;  cost,  $66,000; 
cost  mtce.,  $8,000;  wks.  owned  by  towA. 

BIQ  SPRINQ,  p.  4,102;  f.  area,  76  blo(^;  mere 
bldgs.,  bk.  ft  wd.,  1  stor.;  priv.,  wd.,  1  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept — 1  hose  wag.,  8  hose  reels;  hose,  cot, 
rub.  lined,  ffd.,  760  ft;  f.  al.,  bell;  vaL  equip., 
$460;  val.  bldgs.,  $100;  tot  mem.,  25  voL;  undrs. 
rating,  second  class.     Insurance  key  rate,  92  cents. 

Watsr  Supply — Src,  wells,  2%  m.  bos.  cent; 
sys..  pump  to  res.;  res.  cap.,  1,000,000  gals.;  1 
pump,  eng.;  cap.  day,  90,000  gsls.;  mains,  wrt  i.» 
2  m.,  2  to  6  in.  dia.;  18  hyd.;  met,  850;  080  serv.; 
pipe,  iron;  pres.,  dom.  ft  1  71  lbs.;  oons.  dsy, 
126,000  gals.;  cost,  $60,000;  wks.  owned  by  city. 

BONHAM,  p.  4,844;  f.  area,  26  a.;  bldgs..  sta. 
ft  bk.,  1  ft  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept — 1  c.  eng.» 
1  auto.  oomb.  c  ft  h.  trk.,  1  comb,  c  ft  h.  wsi^., 

1  h.  ft  L  trie,  1  hose  cart,  1  bose  wag.,  8  his.; 
bose,  cot,  mb.  lined,  gd.,  1,800  ft;  infT,  600  ft; 
tot  hose,  2.400  ft.;  f.  al.,  telp.;  vaL  equto.,  $7,* 
600;  val.  bldga.,  $6,000:  exp.  dept,  $1,600;  tot 
mem.,  86,  pd.  full  time  8,  voL  Zi.  bsurancc  kij 
rate,  89  cents. 

Water  Supply — Src,  wells  ft  lake,  2^  m.  bus. 
cent.;  sys.,  grav.  k.  pump  to  stdp.;  stdp.  cap.,  166,- 
000  gals.,  dim.  110  x  16;  res.  cap.,  165,000  gals.; 

2  pump.  eng..  cap.  day  4.000,000  gals.;  mains,  c 
i..  14  m.,  4  tolO  in.  dia.;  97  hyd.;  4.5  v.;  met,  9<10; 
910  serv.;  pipe,  galv.  1.;  pres.,  dom.  60  lbs.,  f.  76 
lbs.;  cons,  day,  100,000  gals.;  cost,  $100,000;  cost 
mtce..  $8,000;  wks.  owned  by  city. 

BOWIE,  p.  2.874;  f.  area,  25  a.;  bldgs.,  bk.  ft 
stn..  1  ft  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft 
combt.  ord.  F.  dept. — 12  c  hand  ex.,  1  h.  ft  L 
trk.,  1  hose  wag.,  2  hrs.;  hose,  cot.,  rub.  lined, 
gd.,  1,500  ft;  f.  al.,  bell,  5  bx.;  val.  equip.,  $8,600; 
val.  bldgs..  $6,000;  exp.  dept,  $1,600;  tot.  mem., 
26.     Insurance  key  rate,  72  cents. 

Water  Supply — Src,  wella;  sys.,  pump  to  stdp.; 
stdp.  cap.,  72,000  gals.,  dim.  85  x  12,  loc  80  ft 
above  town;  1  pump,  eng.,  class  dup.,  cap.  day 
500,000  gals.;  mains,  4^  m.,  4  to  8  in.  dia.:  18 
hyd.;  pres.,  dom.  42  lbs.,  f.  100  lbs.;  cost,  $20,> 
000;  cost  mtce.,  $1,200;  wks.  owned  by  dtj, 

BRENHAM,  p.  4,718;  f.  area,  25  a.;  mere  bldgs., 
bk.,  2  ft  8  stor.;  priv.,  wd.  ft  bk.,  1  ft  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept. — 1  auto.  comb,  c  ft  b.  wag.,  1  str., 
2  c  eng.,  1  h.  ft  1.  trk.,  1  hose  oar.:  hose,  cot, 
rub.  lined,  gd.,  2,500  ft.;  f.  al.,  bell  s  telp.;  vaL 
equip.,  $9,000:  vaL  bldgs.,  $10,000;  tot  mem., 
114,  pd.  full  time  2,  voL  112.  Key  rate  for  insni^ 
ance,  77  cents. 

Wsisr  Supply — Src,  wells,  %  m.  bus.  cent; 
sys.,  grav.,  pump  dir.;  stdp.  cap.,  114,000  gals., 
dim.  14  X  100;  mat,  stL;  res.  cap.,  800,000  gals.; 
2  pump,  eng.,  cap.  day  8,000,000  gals.;  mains, 
c  {.,  10  m.,  8  to  8  in.  dia.;  70  hyd.;  26  v.;  met, 
127;  840  serv.;  pipe,  c  L;  pres.,  dom.  81  to  48 
lbs.,  f.  100  lbs.;  cons,  day,  200,000  gals.;  cost, 
$60,000;  cost  mtce,  $8,000;  wks.  ownedTby  city. 

BROWNSVILLE,  p.  10,617;  f.  area,  640  a.; 
bldgs.,  bk.,  1  ft  2  stor.;  wd.  rfs.  perm.;  fwks.  ft 
combt  ord.  F.  dq>t — 1  hand  eng.,  1  c  eng.,  1  h. 
ft  1.  trk.,  1  bose  car.:  hose,  cot,  rob.  lined,  gd., 
250  ft.;  f.  al.,  bell:  val  equm.,  $1,000;  tot  mem.,. 
20  vol.    Insurance  key  rate,  69  cents. 

Water  Supply — Src,  riv.  ft  dstems. 


, — 1   c    eng.; 


BRIDQEPORT,   p.    2,600.    F.    dept. 
val.  equip.,  $500;  tot.  mem.,  18  vol. 
No   waterwks. 

BROWN  WOOD,  p.  6,967;  f.  arcs.  SO  a.;  mere. 
bldgs.,  stn.,  bk.  ft  wd.,  8  stor.;  priv.,  stn..  bk.  ft 
wd.,  1  ft  2  stor.;  wd.  rfs.  not  peim.  in  f.  area;, 
fwks.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 1 
comb,  c  ft  h.  wag.,  2  c  hand  ex.,  1  h.  ft  L  trk.,. 
8  hrs.;  hose,  oot,  rub.  lined,  gd.,  2,000  ft;  Inf., 
1,800  ft.;  tot  hose,  8.800  ft;  f.  sL,  else.  bcUp 
val.  equip.,  $8,000:  val.  bldfs.,  $600;  tot  mem.,. 
26  vol.     Insurance  key  rate,  42  ecnts. 
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Water  Supply — Src.,  Pecan  Bayou,  ^  m.  boa. 
cent;    sys.,    pump    to    gtdp.;    stdp.    cap.,    250,000 

fls.,  dim.  20  x  100;  rea.  cap.,  6,000,000  gala.; 
pump,  eng.,  dasa  comp.  dup.;  cap.  day,  1,450,- 
000  gala.;  maina,  c.  L,  16  m.,  4  to  10  in.  dia.; 
200   nyd.;    100    v.;    met.,    110;    1,122   aerr.;   pipe, 

falv.  1.;  pres.,  dom.  70  lbs.,  f.  100  lbs.;  cona.  day, 
,000,000   gals.;    coat,    $100,000;    coat   mtce.,    |8,- 
t)00;  wks.  owned  by  city. 

BRYAN,  p.  4,182;  f.  area,  16  a.;  mere,  bldga., 
bk.,  1  to  8  Btor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfa. 
not  perm,  in  f.  area;  combt  ord.;  causes  of  f.  inv. 
F.  dept. — 1  c.  eng.,  4  c.  hand  ex.,  1  comb.  c.  ft 
hose  cart,  1  hose  wag.,  2  hrs.;  hose,  cot.,  rub. 
lined,  gd.,  1,800  ft.;  f.  al.,  bell  &  tclp.;  val.  equip., 
$9,250;  val.  bldgs.,  $S,500;  exp.  dept.,  $1,600;  tot. 
mem.  36,  pd.  full  time  1,  pd.  part  time  8*4. 

Watar  Supply — Src.,  wella;  sya.,  pump  to  res. 
ft  stdp.;  stdp.  cap.,  86,000  gala.,  dim.  100  z  20; 
res.  cap.,  41,256  gals.;  2  pump,  eng.,  dssa  dup., 
cap.  day  1,100,000  gals.;  maina,  wrt.  ft  c.  i.,  4^ 
m.,  4  to  8  in.  dia.;  17  hyd.;  met.,  60;  200  aerv.; 
pres.,  dom.  40  lbs.,  f.  150  lbs.;  cost,  $56,000; 
cost  mtce.,  $7,000;  wks.  owned  by  Co. 

CALDWELL,  p.  1,476;  bldga.,  bk.  ft  wd.,  1  ft  2 
ator.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.  F. 
dept. — 1  h.  ft  I.  trk.,  1  hose  cart;  hose,  cot.,  rub. 
iJned.  gd.,  750  ft.;  f.  al.,  bell  ft  wh.;  vaL  equip., 
$1,000;  exp.  dept.,  $300;  lot.  mem..  86  vol.; 
undrs.  rating,  second  class. 

Water  Supply — Src.  8  wella;  sys.,  pump  to 
atdp.;  stdp.  cap,  150,000  gala.,  dim.  100  x  16;  3 
pump,  eng.,  cap.  day  500,000  gals.;  maina,  4^ 
m.,  2  to  6  in.  dia.;  80  hyd.;  16  v.;  met..  12;  240 
aerv.;  pres.,  dom.  40  to  76  lbs.,  f.  126  lbs.;  coat, 
f  86, 500;  wks.  owned  by  Co. 

CALVERT,  p.  2,570;  f.  area,  260  a.;  mere,  bldga., 
bk.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.;  wd. 
tfs.  not  perm.;  fwka.  ft  combt.  ord.  F.  dept. — 1 
auto.  comb.  c.  ft  b.  wag.,  1  hand  eng.,  6  c.  hand 
«x.,  1  h.  ft  1.  trk..  1  nose  car.;  hose,  cot.,  rub. 
dined,  gd.,  1,250  ft.;  inf.,  1,000  ft:  tot.  hoae, 
.2.260  ft;  f.  al.,  telp.:  val.  equip.,  $6,000;  vaL 
bldgs.,  $12,000;  exp.  dept.,  $760;  tot  mem.,  76 
■vol. 

Water  Supply — Src,  wells,  2,000  ft  bus.  cent; 
sya.,  pump  to  res.  ft  stdp.;  atdp.  cap.,  100,000 
irala.,   dim.    100   x   12;   res.   cap.,   60,000   gals.;   8 

?ump.  eng.;  cap.  day,  2,000.000  gals.;  maina,  iron, 
^  m.,  2  to  8  in.  dia.;  26  hyd.;  66  v.;  met,  829; 
.880  serv.;  prea.,  dom.  40  lbs.,  f.  126  lbs.;  cost, 
.$64,000;  cost  mtce.,  $8,600;  wks.  owned  by  Co. 

CAMERON,  p.  8,268;  f.  area.  9  a.;  mere  bldga., 
bk.,  1  ft  2  fitor.;  priv.,  wd.,  1  ator.;  wd.  rra.  not 
perm.  In  f.  area;  fwka.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept — 1  h.  ft  1.  trk.,  8  c.  hand  ex.,  1 
hoae  wag.,  2  hrs.;  hose,  cot,  rub.  lined,  gd., 
2,800  ft;  f.  al.,  bell  ft  wh.;  val.  equip.,  $2,600; 
vaL  bldgs.,  $8,600;  exp.  dept,  $1,960;  tot  mem., 
^    26,  pd.  full  time  2,  vol.  28. 

Water  Supply — Src,  riv.,  1  m.  bua.  cent;  ays., 
pump  to  stdp.;  stdp.  cap.,  176,000  gala.,  dim. 
116  X  16;  2  pump,  eng.,  cap.  day  1,600,000  gala.; 
mains,  c.  i.,  5  m.,  4  to  8  in.  dia.;  42  hyd.;  20 
v.;  met,  125;  700  serv.;  pipe,  galv.  i.;  prc^s.,  dom. 
60  Iba.,  f.  50  Iba.;  cona.  day,  400,000  gala.;  coat, 
$70,000;  cost  mtce.,  $2,600;  wks.  owned  by  Co. 

CANADIAN,  p.  2,000;  f.  area,  320  a.  F.  dent 
— 2  c.  hand  ex.,  1,000  ft.  hose;  val.  equip.,  $2,000; 
val.  bldg».,   $500;  tot   mem.,   30  vol. 

Water  Supply— <Src.,  well;  sys.,  pump  dir.;  2 
pump,  eng.,  cap.  day  200,000  gals.;  86  hyd.; 
mains,  5  m.;  pres.,  dom.  &  f.,  70  lbs.:  cost,  $81,- 
000;  cost  mtce..  $1,000;  wks.  owned  by  citj'. 

CENTER,  p.  1.684.  F.  dept— 1  h.  ft  1.  trk.,  10 
c.  ex.,  1  hose  cart,  1,400  ft  hose;  f.  al.,  bell  ft 
wh.;  val.  equip.,  $1,500;  ral.  bldgs.,  $600;  tot 
mem.,    16   vol. 

Water  Supply — Src,  1  elevated  tk.,  dim.  18  z  24 
ft.,  cap.  50,000  gals.;  sys.,  pump  dir.;  1  pump, 
eng..  cap.  48,200  gals,  day:  pres.,  47  lbs.;  maina, 
1,840  ft,  4  to  8  in.  dia.;  10  hyd. 

CISCO,  p.  2,410;  f.  area,  600  a.;  mere,  bldga., 
stn.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 4  c.  hand  ex.,  1  h.  ft 
1.  trk..  2  hose  car.;  hose,  cot.  rub.  lined,  gd., 
1,800  ft;  automatic  elec.  f.  al.,  bell,  telp.  sys.,  bx.; 
val.  equip..  $1,500;  val.  bldga.,  $1,000;  exp.  dept, 
$150;  tot.  mem.,  86  vol. 

Water  Supply — Src,  lake,  1  m.  bua.  cent;  aye.. 


pump  to  rea.  ft  atdp.;  atdp.  cap.,  75,000  gala.,  dim. 
60  X  12;  1  pump,  eng.,  daaa  comp.  dap.,  cap.  day 
600.000  gala.;  maina,  c.  i.,  4  m.,  4  to  6  in.  dia.; 
18  hyd.;  6  v.;  met..  12;  500  aerv.;  pipe,  wrt  i.; 
pres.,  dom.  60  Iba.,  f.  90  Iba.;  cona.  day,  100,000 
gala.;  cost,  $24,000;  cost  mtce.,  $1,600;  wks. 
owned  by  city. 

CLAREMDON,  p.  1,946;  f.  area,  10  a.;  mere 
bldgay  bk.,  stn.  ft  wd.,  2  stor.;  priv.,  wd.,  1  stor; 
wd.  rn.  perm.;  no  fwks.  ft  combt  ord.;  canaes  of  f. 
inv.  F.  dept — 1  h.  ft  1.  trk.  wag.,  1  hoae  cart; 
hoae,  700  ft.     Inaurance  key  rate,  92  centa. 

Water  Supply — Src.,  wella,  1%  m.  bus.  cent; 
sya.,  pump  dir.;  res.  cap.,  800,000  gala.;  cap.  day. 
100,000  gals.;  mains,  wrt.  i.,  5  m.,  3  in.  dia.; 
260  hyd.;  16  v.;  840  sen'.;  pipe,  iron;  pres.,  dom. 
46  Iba.,  f.  100  lbs.;  cost,  $17,000;  cost  mtce.. 
$1,000;  wks.  owned  by  Co. 

CLARKSVILLE,  p.  2,065;  f.  area,  4  a.;  mere 
bldga.,  bk.,  2  stor.;  priv..  wd.,  1  ft  2  stor.;  wd. 
rfs.  not  perm,  in  f.  limits;  fwka.  ord.  F.  dept — 
1  comb.  c.  ft  h.  wag.,  2  c  ex.,  1  hose  car.,  1  hoae 
wag.;  hose,  cot.,  gd,,  1,000  ft;  inf.,  600  ft;  tot 
hose,  1,600  ft.;  vaL  bldga.,  $5,000;  vaL  equip.. 
$8,600;  exp.  dept,  $1,200;  tot  meoL,  21,  pd. 
full  time  1,  pd.  part  time  6,  15  vol. 

Water  Supply — Src.,  2  deep  wells;  S  m.  maina; 
16  hyd.;  coat,  $7,000. 

CLAUDE,  p.  1,000;  f.  area,  1,200  a.     F.  dept— 

1  c.  eng.;  i.  al.,  bell;  val.  equip.,  $260;  voL 
Water  Supply — Src,  wella. 

CLEBURNE,  p.  10,864;  f.  area,  8  blocka;  mere 
bldgs..  bk.,  1  to  8  stor.;  priv.,  wd.,  1  ft  2  ator.; 
wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft  combt  ord. 
F.  dept — 1  h.  ft  1.  trk.,  8  c.  hand  ex.,  2  hoae  wa«., 

2  hose  car.,  7  hra.;  hose,  cot,  rub.  lined,  gd.,  8,000 
ft;  f.  al.,  beU  ft  telp.;  vaL  equip.,  $12,000;  vaL 
bldgs.,  $20,000;  exp.  dept,  $2,500;  tot  mem.  £4, 
pd.  full  time  1,  pd.  part  time  8,  voL  20. 

Water  Supply — Src,  wella;  sys..  pump  to  rea..  to 
stdp.  ft  dir.;  2  stdps.,  cap.  878,000  gala.;  rea.  cap.. 
1,860,000  gala.;  pump,  eng.,  cap.  day,  1,000,000 
gala.;  mains,  c.  ft  wrt.  i.,  86  m.,  2  to  12  in.  dia.; 
116  hyd.;  66  ▼.;  met,  660;  8,000  serr.;  pipe, 
wrt  i.;  pres.,  dom.  86  lbs.,  f.  60  to  100  Iba.: 
cost,  $250,000;  cost  mtce.,  $40,000;  wka.  owned 
by  Co. 

CLIFTON,   p.   1,137.     F.   dept— 1   h.   ft   1.   trk., 

3  hoae  carta,  1,600  ft.  hoae.  Inaurance  key  rate, 
80  cents. 

Water  Supply — Src,  wella;  aya.,  grar.;  rea.  cap., 
12,000  gala.;  maina,  2^  m.;  0  hyd.;  pres.,  dom. 
86  Iba.;  cona.  day,  860,000  gala.;  coat,  $10,000; 
cost  mtce.,  $260;  wka.  owned  Iqr  city. 

COLEMAN,  p.  8,046;  bldga.,  wd.,  1  to  S  ator.; 
wd.  rfa.  perm.;  no  fwka.  ft  combt  ord.  F.  dq>t — 
8  hoae  carta;  hoae,  cot,  rub.  lined,  gd.,  8.600  ft; 
tot.  mem.,  80  vol.    Inaurance  key  rate,  80  cents. 

Watar  Supply — Src,  lake  ft  creek,  %  m.  bos. 
cent;  sya.,  pump  to  rea.  ft  dir.;  zea.  ou..  4.000,* 
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000  gals.;  pump,  eng.,  cap.  dar.  1 
nudna,   10%    m.,   2   to  S   in.   dia.;   71'hyd.rS50 
met,    660   sen.;   prea.,   dom.  ft   f.   66   Uml;    ooat, 
$50,000;  cost  mtce,  $4,000;  wka.  owned  by  town. 

COLORADO,  p.  1,840;  f.  area,  600  a.;  mere 
bldga.,  bk.,  wd.  ft  atn.,  1  to  8  ator.;  pilT.,  ata.,  bk. 
ft  wd.,  1  ft  2  stor.;  wd.  rfs.  perm,  in  i.  area;  causes 
of  f.  inv.  F.  dept — 1  h.  ft  L  trk.,  2  farsL.  1  hoae 
wag.;  hose,  cot,  rub.  lined,  gd.,  2,100  ft;  inL, 
200  ft;  tot  hose,  2,800  ft;  f.  aL,  bell  ft  wh.; 
val.  equip.,  $8,800;  vaL  bldga.,  $600;  exp.  dept, 
$1,000;  tot  mem.,  21,  pd.  fml  time  1,  roL  20. 

Water  Supply — Src,  wella,  2  m.  bua.  cent;  ays., 
pump  to  stdp.;  stdp.  cap.,  870,000  gala.;  pomp, 
eng.,  cap.  day  168,000  gala.;  maina,  c  L,  7%  bl, 
4  to  12  in.  dia.;  14  hyd.;  16  r.;  met,  80;  prea., 
dom.  46  lbs.,  f.  90  Iba.;  coat,  $42,000;  coat  mtce., 
$2,000;  wka.  owned  by  Co. 

COLUMBUS,  p.   1,800;  combt  ord.     F.  dept— 

1  h.  ft  1.  trk.,  4  hoae  carta;  hoae,  1,500  ft;  tot 
mem.,  40  vol. 

Watar  Supply — Src,  well;  sya..  pmnp.;  tk.  cap^ 
65,000  gals.;  1  pump,  cap.  day  400,000  gala.; 
maina,  8  m.;  20  hyd.;  dir.  prea.,  76  Iba.;  wka. 
owned  by  ci^. 

COMANCHE,  p.  2,766:  f.  area,  1,200  a.;  mere 
bldga.,  stn.,  bk.,  8  stor.;  priv.,  stn.,  wd.  ft  bk.,  t 
stor.;  wd.  rfa.  perm.;  fwka.  ft  combt  ord.;  caasa 
of  f.  inv.  F.  dept — 1  c  eng..  1  hoae  cart,  1  eomh. 
c   ft  h.  wag.,  2  hra.;  hoae.   cot,  rub.  lined,  gd.. 
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1,400  ft.:  val.  equip.,  $4,000;  vaL  bidga.,  |500; 
tot.  mem.  81,  1  pd.  full  time,  80  vol. 

Water  Supply — Src.  well,  H  m*  bus.  cent.;  qra., 
pump  to  res.;  stdp.  cap.,  250,000  gals.,  dim.  110  x 
40  X  8%;  res.  cap..  250,000  gals.,  loc.  1  m.  city; 

1  pump,  eng.,  cap.  day  250,000  gals.;  mains,  c.  i., 
1!4  m.,  0  to  10  in.  dla.;  10  byd.;  20  ▼.;  met., 
50;  106  senr.:  pipe,  galv.  i.;  pres.,  dom.  68  to  60 
lbs.,  f.  200  lbs.;  cons,  day,  85,000  galp.;  cost, 
120,000;  cost  mtce.,  |2,850;  wks.  owned  by  city. 

COMMERCE,  p.  2.818;  bldgs.,  bk.  k  wd.  F. 
dept. — 1  hand  eng.,  1  comb.  c.  k  h.  wag.,  In.* 
1.  trk.,  1  hose  car.;  hose,  600  ft.;  f.  al.,  wh. 

Water  Supply — Src,  wells. 

CONRAL,  p.  2,600;  f.  area,  60  a.  P.  dept.— 8 
hose  carts,  1  h.  ft  1.  trk.;  f.  al.,  bell;  ral.  equip., 
$2,000;  val.  bldgs.,  $700;  tot.  mem.,  80  vol. 

Water  Supply — Src.,  wells,  1  m.  bus.  cent.;  sya<» 
pump.;  15  hyd.;  pres..  dom.  40  lbs.,  f.  70  to  00 
lbs.;  cost,  $17,000;  wks.  owned  by  dty. 

COOPER,  p.  1,518.  F.  dept. — 1  hand  eng.,  1 
h.  &  I.  trk.,  1  hose  cart;  hose.  600  ft.;  tot.  mem., 
20  vol. 

Water  Supply — Src,  cisterns. 

CORPUS  CHRISTI,  p.  8,222;  f.  area,  66  blocks; 
mere  bldgs.,  bk.  k  wd.,  8  stor.;  priv.,  wd.,  2  stor.: 
wd.  rfs.  perm.;  fwks.  k  combt.  ord.  F.  dept. — 1 
str.,  8  c  hand  ex.,  1  h.  k  1.  trk.,  4  hose  car.;  hose, 
cot.,  rub.  lined,  gd.,  2,000  ft.;  inf.,  1,000  ft,;  tot. 
hose,  8,000  ft.;  f.  al..  bell;  val.  equip.,  $12,000; 
val.  bldgs.,  $2,600;  exp.  dept..  $1,500;  tot.  mem., 
160  vol.    Insurance  key  rate,  08  cents. 

Water  Supply — Src,  riv.,  16  m.  bus.  cent.;  sys., 
pump  to  stdp.  k  dir.;  stdp.  cap.,  150,000  gals., 
dim.  16  X  100,  loc.  46  ft.  above  city;  mat.,  stL; 

2  pump,  eng.,  cap.  day  1,500,000  gals.;  mains.  20 
m.,  4  to  10  in.  dia.;  66  hyd.;  6  v.;  met.,  160;  166 
■erv.;  pipe,  galv.  i.;  pres.,  dom.  66  lbs.,  f.  65  lbs.; 
cost,  $168,000;  cost  mtce.,  $4,000;  wks.  owned  by 
city. 

CORSICANA,  p.  9,749;  f.  area,  8  sq.  m.;  mere 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  bk.  k  wd..  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  k  combt.  ord.; 
causes  ol  f.  Inv.  F.  dept. — 1  str.,  1  comb.  c.  *  h. 
wag.,  8  c  hand  ex.,  1  h.  &  L  trk..  2  hose  wag., 
8  his.;  hose,  cot.,  rub.  Uned,  gd.,  6,000  ft;  in?., 
4,000  ft;  tot  hose.  10,000  ft.;  f.  al.,  bell;  vaL 
equip.,  $20,000;  val.  bldgs.,  $28,000;  exp.  dept, 
^6,120;  tot  mem.,  100,  pd.  full  time  7,  pd.  part 
time  S,  vol.   85. 

WaUf  Supply— Src,  wells,  lake;  sys.,  pump  to 
stdp.  k  dir.;  stdp.  cap.,  280.000  gals.,  dim.  20  x 
100;  res.  cap.,  1,500,000  gals.;  2  pump,  eng.,  class 
dup.,  cap.  day  1,600,000  gals.;  mains,  18  m.,  4 
to  10  in.  dia.;  100  hyd.;  met,  60;  pres.,  dom.  60 
lbs.,  f.  80  lbs.;  coat,  $150,000;  cost  mtce.,  $16,- 
000;  wks.  owned  by  Co. 

CROCKETT,  p.  6,000.  F.  dent— 2  hose  carts, 
2  hra.;  f.  al.,  bell:  val.  equip.,  $2,600;  wO.  bldgs., 
$100;  tot  mem.,  20,  pd.  part  time. 

Water  Supply — Src,  wells,  1  m.  bus.  cent.;  sys., 
pump.;  2  pump,  eng.,  cap.  day  160,000  gals.;  cost, 
$35,000;  wks,  owned  by  city. 

CUERO,  p.  8,109;  f.  area,  640  a.;  bldgs.,  wd. 
k  bk.,  1  &  2  stor.;  wd.  rfs.  not  perm.;  fwks.  k 
combt.  ord.  F.  dept. — 1  hand  eng.,  28  c.  hand 
ex.,  1  h.  &  1.  trk.,  4  hose  carts,  8  hose  car.:  hose, 
cot.,  rub.  lined,  pd.,  1.900  ft.;  f.  *lM^beU;  vaJ. 
equip.,  $8,000;  val.  bldgs.,  $1,800;  exp.  dept,  $76, 
tot.  mem.  91,  pd.  part  time  2.    Insurance  key  rate, 

62  cents. 

Wattr  Supply— Src,  epr.,  in  bus.  cent;  fiya., 
pump  to  stdp.;  stdp.  cap.,  166,000  gals.;  dmi., 
110  X  16;  res.  cap.,  M0,000  fi^;,  2  pump.  eng.. 
cap.  day,  1,000,000  giOs.;  mains,  10  m.,  4  to  8 
in.  dia.;  90  hyd.;  66  v.;  1  met;  700  setv.;  pres» 
dom.  46  lbs.,  1.  120  W:  cost,  $20,000;  cost 
mtce.,  $8,700;  wks.  owned  by  city. 

CUWOY.  p.   1,000.     No  org.  f.  dept 

Water  Supply — Src,  well,  in  bus.  cent;  sys., 
pump  dir.;  1  pump,  eng.,  cap.  day  70,000  gala.; 
cost,   $5,000;  wks.  owned  by  priv.   Co. 

DALHART,  p.  2,680;  f.  area,  1,280  a.  F.  dept— 
1  hose  wag.,  1  h.  &  1.  trk.,  1  comb,  c  k  h.  wag.,  2 
t^ose  reels.  4  hrs.;  hose.  2.800  ft;  v»l.  eqmp.. 
$6,600;  val.  bldgs.,  $5,000;  exp.  dept,  $1,200;  tot 

mem.,  SO  voL  „  ^ 

Water  Supply— Src.  deep  wells;  sys..  grav.;  2 
pump.  eng..  cap.^  500,000  gala,  day;  14  jyd-i  B 
^.;  mains.  6  in.  dia.;  pres.,  dom.  88  lbs.,  f.  90  lbs., 
•vrka.  owned  by  Co. 


DALLAS,  p.  92,104;  f.  area.  17  sq.  m.;  mere, 
bldgs.,  stn.,  bk.  k  iron,  1  to  22  stor.;  priv.,  bk.  k 
wd.,  1  to  8  stor.;  wd.  rfs.  not  perm.;  fwn.  k  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 8  str.,  4  auta 
pump,  eng.,  2  auto,  c  eng.,  2  auto.  comb,  c  ft  h. 
wag.,  4  comb,  a  ft  h.  wag.,  2  c  eng.,  44  c  hand 
ex..  1  auto.  h.  ft  1.  trk.,  4  h.  ft  L  trk.,  1  aer. 
Kaiser  h.  ft  L  trit,  1  chiefs  auto.,  4  hose  wag.,  8 
hose  oar.,  64  fan.;  hose,  cot.  rub.  lined,  gd.,  84,- 
000  ft;  1  al..  Uamewell,  269  bx.;  vaL  equip., 
$170,000;  vmL  bldgs.,  $168,000;  exp.  dept,  $211,- 
000;  tot  mem.,  166.    insuranoe  key  rate,  22  cents. 

Water  Supply — Src,  riv.  ft  spr.;  ays**  pump  to 
res.  ft  dir.;  4  flowing  artesian  wells,  cap.  4,000,- 
000  gals,  day;  17  pump,  artesian  wells,  cap.  8,500,- 
000  gals,  day  when  pumped;  6  res.,  combined  cap. 
7,270,000.000  gals.;  9  pump.  eng..  dass  vertical 
triple,  hor.  comp.  ft  centrlf.,  cap.  day  64,000,000 

gals.;  mains,  c  L,  180  m.,  4  to  86  in.  dia.;  960 
yd.;  876  v.;  met.,  84;  0,600  serv.;  pipe,  galv.  L; 
pres.,  dom.  76  lbs.,  f.  86  lbs.;  cons.  day.  12,000,- 

000  gals.;  cost,  $960,000;  cost  mtce.,  $106,000; 
wks.  owned  by  city. 

DAWSON,  p.  808;  f.  area,  1  sq.  m.;  mere,  bldgs., 
bk.,  1  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes  of 
f.  inv.  F.  dept. — c  hand  ex.:  hose,  cot.,  rub.  lined, 
gd.,  2,000  ft;  f.  al.,  wh.;  vol.  f.  dept. 

Water  Supply — Src,  artesian  wells,  ^  m.  bus. 
cent;  sys.,  pump  to  stdp.;  stdp.  cap.,  60,000  gids.; 
res.  cap.,  8,000,000  gals.;  1  pump,  ens.;  mains, 
c.  i..  2  to  4  in.  dia.;  cost,  $10,000;  wks.  owned 
by  city. 

DECATUR,  p.  1,661;  f.  area,  640  a.;  mere, 
bldgs.,  stn.,  2  stor.;  priv.  bldgs.,  wd.,  1  stor.; 
wd.  rfs.  not  perm. ;  fwks.  ft  combt  ord.     F.  dept— 

1  h.  ft  1.  irk.,  2  hose  wag.;  hose,  cot.,  rub.  lined, 

fd.,    2,000    ft;    f.    al.,    bell   ft   telp.;    vaL    equip., 
8,000;   val.   bldgs.,  $500;   exp.  dept,   $100;    tot 
mem.,  86  vol.;  undrs.  rating,  third  class. 

Water  Supply — Src,  wells;  sys.,  pump  to  res.; 
res.  cap.,  86,000  gals.;  2  pump,  eng.,  cap.  day 
850,000  gals.;  mains,  8^  m.,  4  to  6  in.  dia.;  24 
hyd.;  200  serv.;  pres.,  dom.  20  lbs.,  f.  100  lbs.; 
cost,  $21,766;  cost  mtce.,  $1,200;  wks.  owned  by 
E.  H.  Baumgartner. 

DE  LEON,   p.    1,250.     F.   dept — 2  hoser  carts; 

hose,  cot,  rub.  lined,  gd.,  1,000  ft;  val.  equip., 
$2,000;  tot.  mem.,  80  vol. 

Water  Supply — Src,  wella,  1  m.  bus.  cent;  sys., 

grav.;   2  pump,  eng.;  mains,  8   m.;   7  hyd.;  pres., 

dom.  60  lbs.,  f.  75  lbs.;  cost,  $6,600;  wks.  owned 
by  city. 

DEL  RIO,  p.  1,000.  F.  dept. — 1  h.  ft  1.  trk.,  4 
c  ex.;  tot.  mem.,  20  voL  Insurance  key  rate,  77 
cents. 

Water  Supply — Only  for  domestic  use. 

DENISON,  p.  18,682;  f.  area,  2,600  a.;  mere, 
bldgs.,  stn.  ft  bk.,  1  to  6  stor.;  priv.,  bk.  ft  wd., 

2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept — 1  h.  ft 
1.  trk.,  1  c  eng.,  1  c  hand  ex.,  1  aer.  irk.,  1  hose 
wag.,  2  hose  car.,  8  hrs.;  hose,  cot,  rub.  lined, 
gd.,  2,000  ft;  inf.,  1,000  ft:  tot  hose,  8,000  ft; 
f.  al.,  telp.;  vaL  equip.,  $4,667;  vaL  bldgs.,  $6,000; 
exp.  dept,  $7,000;  tot  mem.  15,  pd.  full  time 
7,  pd.  part  time  8.     Insurance  key  rate,  66  cents. 

Water  Supply — Src,  wells  ft  tunnels,  cap.  200,000 

fls.  day;  1  impounding  res.,  cap.  800,000,000  gals.; 
pump,  eng.,  cap.  4,000,000  gals,  day;  sys.,  pump 
to  stdp.;  mat^  iron;  dim.,  15  x  125;  station  loc. 
2  m.  Post  Office;  Shawnee  station  loc  6  m.  Post 
Office;  1  res.,  cap.  1,880,000,000  gals.;  1  pump, 
eng.,  cap.  2,000,000  gals.;  sys.,  pump  to  stdp.; 
mains,  21  m.,  c  L,  4  to  14  in.  dia.;  158  hyd.;  118 
v.;  2,200  met;  2,200  serv.;  2,527  consumers;  cons, 
day,  1,000,000  gals.;  pres.,  dom.  75  lbs.,  f.  120 
lbs.  in  bus.  district;  cost,  $460,000;  cost  mtce., 
$18,000;  wks.  owned  by  city. 

DENTON,  p.  4,782;  f.  area,  1,600  a.;  mere  bldgs., 
bk.,  2  to  4  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.: 
causes  of  f.  inv.  F.  dept. — 1  str.,  1  c  eng.,  1 
comb,  c  ft  h.  wag.,  2  c  hand  ex.,  1  h.  ft  L  trk., 
2  hose  wag.,  2  hose  reels.  4  hrs.;  hose,  cot,  rub. 
lined,  gd.,  8,260  ft;  rub.,  gd.,  2,000  ft;  Inf., 
600  ft;  tot  hose,  6,760  ft.:  f.  al.,  bell  ft  wh.; 
val.  equip.,  $16,000;  val.  bldgs.,  $8,000;  exp. 
dept.,  $2,500;  tot.  mem.  60,  pd.  full  time  2,  pd. 
part  time  6,  42  vol. 
I       Wattr  Supply — Src,  2  wells,   ^   bl  bus.  cent; 
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eya.,  pump  to  mains;  stdp.  cap.,  84.000  gals.;  dim. 
12  z  100;  mat,  itL;  tm.  <mp.,  80,000  gals.;  S 
pump,  mg.,  cap.  day,   1,260,000  gals.;  maim,  c.  i., 

16  m.,  4  to  10  in.  dla.:  120  l^rd.;  75  ▼.;  met, 
600;  1,000  aerv.;  pipe,  voo:  prea.,  dom.  65  Iba., 
f.  100  Iba.;  Gona.  day,  850,000  gala.:  coat,  |90,- 
000;  coat  mtce.,  $6,000;  wka.  owned  by  city. 

OUBLIN,  p.  2,551;  f.  area,  2,700  a.;  mere,  bldga., 
atn.  ft  bk.,  1  ft  2  ator.;  priv.,  wd.;  wd.  rfa.  not 
perm,  in  f.  area;  fwka.  ft  combt.  ord.;  cauaes  of  f. 
inv.  F.  dept — 1  c.  hand  ex.,  1  fa.  ft  1.  trie,  1 
comb.  c.  ft  h.  wag.,  2  hoae  oar.;  hoae,  cot.,  rub. 
lined,  gd.,  1,000  ft;  inf.,  400  ft;  tot  hoae,  1,400 
ft:  f.  al.,  elec.,  2  bx.;  nd.  equip.,  $4,000;  val. 
bldga.,  $6,000;  exp.  dept,  $400;  tot  mem.,  48 
voL     Insurance  key  mte,   86  cents. 

Water  Supply — drc,  8  wella,  in  bus.  cent;  «ya., 
pump  to  Btdp.;  atdp.  cap.,  60,000  gala.;  res.  cap., 
100,000  gals.;  pump,  eng.,  cap.  day.  60,000  gals.; 
mains,  5  m.,  4  to  8  in.  dia.;  86  hyd.;  met,  200; 
850  aerv.;  prea.,  dom.  40  to  60  lbs.,  f.  150  lbs.; 
cons,  day,  40,000  gala.;  cost,  $60,000;  cost  mtce., 
$6,000;  wka.  ownM  by  city. 

EAGLE  LAKE,  p.  2,000;  f.  area,  1,200  a.  F. 
dept — 4  hoae  carts,  1  b.  ft  L  trk.,  2,000  ft  hose; 
val.  equip.,  $8,000;  tot  mem.,  46  toI. 

Water  Supply — Src,  deep  well,  1  m.  bus.  cent] 
sys.,  pump;  2  pump,  eng.;  80  serv.;  wks.  owned 
by  priv.  Co. 

EAGLE  PASS,  p.  8,586;  f.  area,  2  m.;  mere 
bldga.,  atn.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.,  stn. 
ft  wd.,  1  ft  2  stor.;  wd.  rfa.  perm.;  no  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept — 1  hand 
eng.,  1  h.  ft  I.  Irk.,  1  hoae  reel,  2  c  band  ex.,  2 
tk.,  800  ft.  hoae;  f.  al.,  bell;  val.  equip.,  $600; 
val.  bldga.,  $400;  tot  mem.,  25  vol. 

Watar  Supply-— Src,  riv.,  %  m.  bus.  cent;  aya., 
pump  to  res.;  res.  cap.,  410,000  gala.;  2  pump, 
eng.;  cap.  day,  2,400,000  gals.;  mains,  7H  m., 
4  to  10  in.  dia.;  40  v.;  200  met:  600  serv.:  11 
hyd.;  prea.,  dom.  40  lbs.,  f.  66  lbs.;  cost,  $70,- 
000;  wks.  owned  by  priv.  Co. 

ELGIN,  p.  1,707;  mere,  bldgs.,  bk.,  2  stor.; 
priv.,  wd.,  1  stor.;  wd.  rfa.  perm.;  fwka.  ft  combt 
Offd.;  cauaes  of  f.  inv,  F.  dept — 1  h.  ft  L  trk.,  2 
hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,500  ft; 
f.  al.,  wh.;  val.  equip.,  $2,000;  val.  bldgs.,  $150; 
tot.  mem.,  80  vol.;  undrs.  rating,  third  claaa. 

Watar  Supply — Src,  spr.,  4  m.  bus.  cent;  sys., 

Sump  to  stdp.;  atdp.  cap.,  50,000  gals.;  res.  aip., 
0,000    gals.;    2    pump,    eng.,    cap.    day,    500,000 
gala.;  mains,  wd.,  5  m.,  4  to  6  in.  dia.:  26  fard.; 

17  v.;  209  met;  prea.,  dom.  60  Iba.,  f.  70  lbs.2 
cons,  day,  45,000  gals,;  cost,  $80,000;  wka.  owned 
by  city. 

EL  PASO,  P.  39.279;  f.  area,  9  18-100  aq.  m.; 
mere,  bldga.,  bk.,  1  to  12  ator.;  priv.,  bk.,  1  to  4 
ator.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft  combt 
ord.;   causes  of  f.   inv.     F.  dept. — 1   chiefs  auto., 

1  auto.  comb.  c.  ft  h.  wag.,  1  auto,  triple  comb, 
c.  h.  ft  €.  wag.,  S  str.,  5  comb.  c.  ft  h.  wag.,  14 
c.  hand  ex.,  1  h.  ft  1.  trk.,  1  aer.  trk.,  20  hra;  hoae, 
cot.  rub.  lined,  gd.,  10,600  ft:  f.  al..  elec.  wh., 
77  bx.;  val.  equip..  $60,000;  val.  bldga.,  $76,000; 
exp.  dept.,  $26,000;  tot  mem.  172,  pd.  full  time 
40,  vol.  132.     Insurance  key  rate,  21  centa. 

Water  Supply — Src.,  wella,  6  m.  bus.  cent:  sys., 
pump  to  res.;  res.  cap.,  14,000,000  gals.;  6  pump, 
eng.,  claaa  horiaontal  comp.,  dup.-trip.,  cap.  day 
11,000.000  gala.;  maina,  52  m..  4  to  16  in.  dia.; 
289  hyd.;  862  v.;  met,  5,400;  6,246  serv.;  pres., 
f.  80  lbs.;  cons,  day,  3.260,000  gals.;  cost,  $1,296,- 
000;  cost  mtce.,  $105,000;  wka.  owned  by  Co. 

ENNIS,  p.  5,669;  f.  area,  20  a.;  mere,  bldga., 
atn.  ft  bk.,  1  ft  2  ator.;  priv.,  wd.,  1  ft  2  ator.; 
wd.  rfa.  not  perm,  in  f.  area;  fwka.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  str,.  1  hose  wag.,  1 
hoae  car.,  2  hra.;  hose,  cot,  rub. lined,  gd.,  2,000 
ft;  inf.,  400  ft;  tot  hose,  2,400  ft;  f.  al.,  bell 
ft  wh.;  val.  equip.,  $6,500;  val.  bjdgs.,  $5,000; 
exp.  dept,  $1,000;  tot.  mem.  88,  pd.  full  time  1, 
pd.  part  time  2,  30  vol. 

Water  Supply — Src,  wells,  %  m.  bus.  cent.; 
aya.,  dir.  pres.;  res.  cap.,  800,000  gala.;  2  pump, 
eng..  class  comp.  air,  cap.  day  500,000  gals.;  malne, 
6  m.,  4  to  8  in.  dia.;  50  hyd.;  met,  82;  pipe, 
c  1.;  prea.,  dom.  40  Iba.,  f.  125  lbs.;  cons,  day, 
200.000  gala.;  cost,  $25,000;  wka,  owned  by  city. 

fAfiMERSVILLE,  p.  1,848.  F.  dept— 2  hoae 
carts,  1  comb.  h.  ft  1.  trk.  ft  hose  wag.,  1  c  eng., 

2  c  tk.,  1,000  ft.  hoae;  tot  mem.,  16  vol. 


Watar  Supply — Src,  well;  sys..  grav.;  atdp.  dim., 
12  X  120  ft;  stdp.  cap..  100.000  gals.;  1  pomp, 
pres.  40  lbs.;  mains,  1,000  ft;  4  hyd. 

FERRIS,  p.  1,288.  F.  dept — 1  hose  reel,  1.000 
ft.  hose;  voL 

Watar  Supply — Src,  artesian  well;  ays.,  dir.  ft 
grav.;  12  hyd.;  prea..  40  Iba. 

FLATONIA,  p.   1  800.     P.  dept — 1  c  eng.;  val. 
equip..  $300;   val.  bldgs.,   $50;  tot.   xnem.,    20   vol. 
No  waterwks. 

FLORESVILLE,  p.  1,898.  F.  dept— 1  hose  cart 
800  ft  hose;  vol. 

Water  Supply — Src,  well;  aya..  pump  to  atdp.; 
atdp.  cap..  55,000  gala.;  2  pump,  eog.;  mains, 
8.240  ft,  4  to  6  in.  dia.;  10  hyd.;  prea.,  60  lbs. 

FORNEY,  p,  1,200;  f.  area,  640  a.  F.  dept — 
2  c.  hand  ex.,  2  hose  carts,  1  h.  ft  L  trk.,  buckets, 
ladders,  axes.  1,500  ft  hose;  f.  al.,  bell  ft  wh,; 
val.  equip.,  $2,500;  val.  bldgs.,  $2,500;  tot  mem., 

25    vol. 

Watar  Supply — Src,  artesian  well,  1  m.  bos. 
cent;  aya.,  pump  to  stdp.;  1  pump,  oig.,  cap.  day 
240,000  gals.;  maina,  8  m.;  20  nyd.;  prea.,  dom. 
40  Iba.,  f.  78  lbs.;  cost,  $20,000;  eost  mice., 
$1,500;  wks.  owned  by  Co. 

FORT  WORTH,  p.  78.812;  f.  aica,  4,650  a.; 
mere  bldgs.,  atn.,  bk.  ft  wd.,  1  to  7  star.;  priv., 
stn.,  bk.  ft  wd.,  1  to  8  stor.;  wd.  rfk  perm,  in  1 
area;  fwka.  ft  combt  onL;  causes  of  z.  fair.  F. 
dept. — 8  str.,  2  c  eng.,  1  comb,  c  ft  h.  wac^,  16 
c  hand  ex.,  2  h.  ft  1.  trk.,  1  aer.  tik.,  9  hose  was., 
1  hose  car.,  80  his.;  hose,  cot,  rub.  lined,  gd., 
20,700  ft.;  f.  al.,  elec,  Qamewell,  68  bx.;  raL 
eauip.,  $66,000;  vaL  bldgs.,  $60,000;  em.  dept., 
$40,487;  tot  mem.  84,  pd.  full  time,  usuranee 
key  rate,  81  centa. 

Watar  Supply — Src,  wella;  ays.,  dir.  ft  grav.  ft 
pump  to  stdp.;  stdp.  cap.,  805,000  gala.,  diBL 
180  X  20,  loc  75  ft  above  town;  10  pomp,  eng., 
class  horixontal-vertical,  centrif.-comp.,  dup.-trip., 
cap.  day  20,532,000  gala.;  mains,  c  ft  wrt.  L,  9€ 
m.,  4  to  86  in.  dia.;  1,200  hyd.;  872  v.;  met, 
1,200;  10.240  serv.;  pipe,  lead  ft  wrt  L;  prea.. 
dom.    85    lbs.,    f.    120    lbs.;    cona.   day,    5,000,000 


gals.;  cost,  $1,600,000;  cost  mtce.,  $42,440; 
owned  by  city. 

FORT  STOCKTON,  p.  2.000;  f.  area.  640  a. 
F.  dept. — 8  hand  c.  eng.;  val.  equip.,  $1,000;  exy. 
dept,  $10;  vol. 

No   waterwks. 

FOWLERTON,  p.  1.800;  f.  area,  80  a.  F.  dept. 
— hose  carts;  hoae,  cot,  rob.  lined,  gd.,  600  ft; 
f.   al.,  bell;  val.   equip.,   $500;   tot   mem.,   IS  voL 

Watar  Supply — Src,  well,  1  m.  bus.  cent;  m,, 
pump,    dkr.;    1    pump,    eng.,    cap.    day,    1,440.000 

Sals.;  mains,  2  m.;  10  hyd.;  4  v.;  100  serr.;  prea, 
om.    ft    f.    50    lbs.;    cost    $10,000;    cost    mtce., 
$600;  wka.  owned  by  Co. 

FREDERICKSBURG,  p.  1.682;  bldga.,  stn.  ft  wd.. 
1  ft  2  stor.;  wd.  rfa.  perm.  F.  dept — 1  c  o^., 
1  hand  eng.,  1  atr.,  1  hoae  wag.,  1  hose  oait;  hose, 
cot,  rub.  lined,  gd.,  1,400  ft;  f.  aL,  telp.;  tot 
mem.,  42  voL 

Water  Supply — Src,  wella. 

FROST,  p.  702.  F.  dept. — 1  c  eng.,  1,600  ft 
hoae. 

Water  Supply — Src,  artesian  well;  sys.,  poBp  to 
stdp.;  atdp.  cap.,  92,000  gals.;  mains,  2,000  fL, 
6  in.  dia.;  12  hyd.;  cost,  $12,000;  wks.  owned  by 
Co. 

GAINESVILLE,  p.  7.624;  f.  area,  640  a.;  mere 
bldga.,  bk.,  2  ft  8  stor.;  priv.,  wd.  ft  bk.,  1  ft  2 
stor.;  wd.  rfs.  perm.;  fwks.  ft  oombt  ord.  F. 
dept. — 1  c  eng,,  4  c  hand  ex.,  1  h.  ft  L  ok.,  1 
comb,  c  ft  h.  wag.,  2  hose  wag.,  8  hose  ear.,  8 
hrs.;  hoae,  cot.,  rub.  lined,  gd.,  4,600  ft.;  f.  aL, 
Gamewell;  vaL  equip.,  $12,000;  vaL  bldgs..  $14,* 
000;  exp.  dept,  $8,700;  tot  mem.  104,  pd.  fall 
time  4,  vol.  100;  undis.  rating,  aecond  daas. 

Watar  Supply — Src,  riv.  ft  welL  H  m-  ^«i> 
cent;  aya.,  pump  to  at^.  ft  dk.;  atdn.  cap.,  106,- 
000  gala.;  rea.  cap.,  ll6,000,000  gala.;  8  v^mp, 
eng.,  clasa  dup.,  cap.  day,  6,000,000  gsla.:  waaim, 
c  L,  12^  m.,  4  to  12  in.  dia.;  129  h;y±;  vcL. 
700;  1,500  aerv.j  pres.,  dom.  60  lbs.,  t  ISO  Isa.; 
cons,  day,  500,000  gals.;  cost,  $200,000; 
ovmed  by  city. 

GALVESTON,  p.  86,081;  f.  area,  4,160  a.; 
bldgs.,  bk.  ft  wdL,  1  to  6  stor.;  priv.,  stn.,  bk:  ft 
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wd.,  1  to  2  ttor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  k  combt.  ord.;  CMiues  of  f.  inv.  F.  dept. — 4 
8tr.,  1  c.  eng.,  3  h.  ^  1.  trk.,  16  c.  hand  ex.,  8  comb, 
c.  ft  h.  waff.,  1  aer.  trk.,  6  hose  wag.,  29  brs.;  hose, 
cot.,  rub.  lined,  gd.,  18.000  ft.;  f.  al.,  Gamewell, 
65  bx.;  vaL  equip.,  |86,275;  val.  bldgs.,  |26,000; 
exp.  dept.,  $72,000;  tot.  mem.  63,  pd.  full  time. 

Wattr  Supply — Src,  wella,  18%  m.  bus.  cent; 
ays.,  pmnp  to  res.  A  stdp.;  atdp.  cap.,  660,000 
gaU.,  dim.  26  x  160;  tree,  cap.,  1,275,000  gaU.: 
4  pump,  eng.,  claaa  horizontal-comp.  dup.,  combinea 
cap.  day,  9,000,000  gals.;  mains,  c.  i.,  60  m., 
6  to  80  in.  dia.;  650  byd.;  400  ▼.;  met.,  808; 
7,907  serv.;  pipe,  lead:  pres.,  dom.  06  lbs.,  f.  110 
lbs.;  cons,  day,  8.300,000  gals.:  cost,  $1,680,000; 
coet  mtce.,  $09,000;  wks.  owned  by  dty. 

QATESVILLE,  p.  1,929;  f.  area,  820  a.;  mere, 
bldgs.,  bk.,  1  ft  2  Btor.;  priv.,  wd.,  1  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt.  ord.  F.  dept. — 1 
hand  eng.,  25  c.  hand  ex.,  1  h.  ft  1.  trk.,  2  hose 
car.;  hocie,  cot.,  rub.  lined,  gd.,  1,000  ft.;  f.  al., 
bell;  val.  equip.,  $2,000;  val.  bldgs.,  $1,600;  exp. 
dept.,  $600;  tot.  mem.  51,  pd.  full  time  1,  60  vol. 
Insurance  key  rate,  71  cents. 

Water  Supply — Src.  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  58,718  gals.;  cap.  day,  164,888  mis.; 
mains,  6^  m.,  3  to  6  in.  dia.;  15  hyd.;  18  v.; 
450  serv.;  pres.,  dom.  40  lbs.,  f.  100  lbs.;  cost, 
$45,000;  co8t  mtce.,  $2,000;  wks.  owned  by  Co. 

GEORGETOWN,  p.  3,096;  f.  area,  500  a.;  mere, 
bldgs..  Btit.,  1  to  2  stor.;  priv.,  wd.,  1  to  2  stor.; 
wd.  rn.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 2  auto.  comb,  c,  hose  ft 
h.  ft  1.  trk.,  1  h.  ft  1.  trk.,  3  c.  hand  ex.,  1  hose 
wag.,  1  c.  eng.,  1  hose  car.;  hose,  cot.,  rub.  lined, 

?d.,  2,000   ft.;   inf.,   500   ft.;  tot.   hose,   2.600  ft.; 
al.,  bell  ft  wh.;  vaL  equip.,  $8,760;  Tal.  bldgs^ 
$20,000;  tot  mem.  85,  pd.  part  time. 

Watar  Supply— Src.,  well  ft  cpr.,  1  m.  bia. 
cent;  sys.,  grav.,  pump  to  res.,  to  stdp.,  ft  dir.; 
stdp.  cap.  286,000  gals.,  dim.  20  x  100;  res.  cap., 
135,000  ^Is.;  4  pump,  eng.,  cap.  day  4,000,0v)U 
gals.;  mains,  c.  i.,  5  m.,  4  to  8  in.  dia.;  45  hyd.; 
30  v.;  500  serv.;  pres.,  dom.  40  lbs.,  f.  120  lbs.; 
cons,  day,  400,000  gals.;  cost,  $46,000;  cost 
mtce.,   $1,000;   wks.   owned  by   city. 

GIODINGS,  p.  1,686;  f.  area,  640  t.;  mere, 
bldgs.,  stn.,  bk.,  wd.,  1  ft  2  stor.;  priv.,  wd.,  1 
stor.;  wd.  rfs.  perm.;  no  combt.  ord.  F.  dept. — 1 
str.,  1  hand  eng.,  2  c.  hand  ex.,  1  h.  ft  1.  trk.,  2 
hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1,200  ft.;  inf., 
300  ft.;  tot  hose,  1,600  ft;  f.  al.,  bell;  val.  equip., 
$3,250;  exp.  dept,  $700;  tot  mem.,  76  vol.; 
undrs.  rating,  third  class. 

Water  Supply— iSirc.,  wells  ft  cisterns,  in  bus. 
cent;  sys.,  pump  dir.;  8  hyd.;  stdp.  cap.,  1,200 
gala.,  loc.  60  ft  above  st  leveL 

GIMEH,  p.  1,484.     F.  dept. — Not  reported. 

Water  Supply — Src.,  well;  sys.,  pump  to  stdp.; 
stdp.  cap.,  60,000  gals.;  res.  cap.,  68,000  gals.; 
pres.,  50  to  150  lbs. 

GOLIAD,  p.  1,261.  F.  dept — 1  h.  ft  1.  trk.,  8 
hose  car.;  hose,  cot,  rub.  Imed,  gd.,  900  ft;  f. 
al.,  bell;  tot.  mem.,  23  vol.  Insurance  key  rate, 
95  cents. 

Water  Supply — Src,  riv.;  sys.,  pump  to  stdp.; 
stdp.  cap.,  100,000  gals.,  dim.  12  x  100;  2  pump* 
eng.,  cap.  day  1^300,000  gals.;  mains,  2V4  m.,  4 
to  8  in.  dia.;  30  hyd.;  pres.,  dom.  66  lbs.,  f. 
150  lbs. 

GONZALES,  p.  3,139;  f.  area,  480  a.;  mere 
bldgs.,  bk.,  1  ft  8  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.  F.  dept— 
1  h.  ft  1.  trk.,  2  hose  carts;  hose,  cot,  rub.  lined, 
gd.,  JkOOO  ft.:  f.  al.,  bell;  vaL  equip.,  $2,600; 
val.  bldgs.,  $2,000;  tot  mem.,  86  vol.;  undrs. 
rating,  third  ciass. 

Water  Supply — Src,  riv.,  2  blocks  bus.  cent; 
sys-r  pwnp  to  stdp.  ft  dir.;  stdp.  cap.,  86,000  gals.; 
«iim.,  12  X  100;  mat,  stL;  8  pump.  eng..  esp. 
day,  4,000,000  gals.;  mains,  e.  i.  ft  Icalamein,  16 
m.,  8  to  12  in.  dia.;  40  hyd.;  29  v.:  600  senr.; 
pipe,  galv.  i.;  pres.,  dom.  60  lbs.,  f.  100  lbs.: 
CODM.  day,  750,000  gals.;  cost,  $60,000;  cost 
mtoe.,  $3,000;  wks.  owned  by  priv.  Co. 

GRAHAM,  p.  1,569;  f.  area,  100  a.;  mere  bldgs., 
bk.  ft  wd.,  2  star.;  priv.,  bk.  ft  wd.,  8  stor.;  wd. 
rfa.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
oauses  of  f  inv.  F.  dept. — 1  hose  wag.,  1  hose 
reel,  2  hn.;  hose,  cot.  rub.  lined,  gd..  1,600  ft; 
f.  al.,  bell,  te4>  ft  wh.;  val.  equ^.,  $8,600;  tot 
mem.  19,  pd.  pert  tlnw  1,  voL  18. 


Water  Suppl> — Src,  creek,  ^  m.  bus.  cent; 
sys.,  grav.;  stdp.  cap.,  100,000  gals.,  dim.  20  z 
42,    mat,    iron;    2    pump,    eng.,    cap.    day,    860,- 

000  gals.;  mains,  c  L;  80  hyd.;  20  v.;  250  serv.: 
pres.,  dom.  66  lbs.,  f.  200  lbs.;  cons,  day,  76,000 
gals.;  cost,  $30,000;  cost  mtce.,  $2,000;  wks. 
owned  by  city. 

GRANBURY,  p.  1,886.     F.  dept. — 1  h.  ft  L  trk., 

1  c  «ig.,  1  hand  cart;  bose,  1,000  ft;  f.  sL,  wh.; 
val.  equip.,  $2,760;  tot  mem.,  25.  Insurance  key 
rate,   91   oents. 

Water  Supply — Src,  wells;  sys.,  4  pumps,  cap. 
day  1,600,000  gals.;  hyd.,  126:  mains,  2  to  6  in. 
dia.;  pres.,  dom.  40  lbs.,  f.  90  lbs.;  cost,  $12,000; 
wks.  owned  by  priv.  Co. 

GRAND  SALINE,  p.  1,065;  mere  bldgs.,  bk.,  1 
ft  2  stor.;  priv.,  bk..  stn.  ft  wd.,  1  ft  2  stor.;  wd. 
rfto.  not  perm,  in  t  area;  fwks.  ft  combt  ord.; 
causes  of  f.  not  inv.  F.  dept — 1  hose  wag.,  8 
hrs.,  h.  ft  L;  hose,  rub.  lined,  gd.,  1,000  ft.;  1 
al.,  bell  ft  telp.;  vaL  eauip.,  $2,000;  val.  bldgs., 
$1,000;  tot.  mem.  12,  pd.  part  time  1,  voL  11. 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  185,000  gals.;  1  pump,  eng.;  mains, 
4  to  6  in.  dia.;  18  hyd. 

GRANDVIEW,  p.  1,018.  F.  dept.— 1  c  eng., 
1  h.  ft  1.  trk.,  2  hose  carts;  hose,  1,800  ft; 
buckets  ft  ladders;  tot.  mem.,  24  vol.  Insurance 
key  rate,  89  cents. 

Watsr  Supply— Src,  stdp.,  8  artesian  wells;  2 
m.  mains;  22  hyd. 

GREENVILLE,  p.  8,850;  f.  area.  640  a.;  mere 
bldgs.,  bk.  ft  stn.,  1  ft  2  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  oid.  F.  dept— - 
1  str.,  2  c  eng.,  4  c  band  ex.,  1  h.  ft  L  trk.,  1 
hose  wag.,  3  hose  carts,  1  chiefs  buggy,  11  hrs.; 
hose,  cot.,  rub.  lined,  gd.,  5,000  ft;  f.  al.,  bell; 
val.  equip.,  $60,000;  val.  bldgs.,  $8,600;  exp. 
dept,  $1,600;  tot.  mem.  85,  pd.  full  time  7,  vol. 
28.     Insurance  key  rate,  86  cents. 

Water  Supply — Src,  riv.;  sys.,  pump  to  stdp.  ft 
dir.;  stdp.  cap.,  189,000  gals.,  dim.  138  x  16; 
res.  cap.,  820,000,000  gals.;  8  pump,  eng.,  cap. 
day  9,000,000  gals.;  mains,  10  m.,  4  to  18  in. 
dia.;  76  hyd.;  18  v.;  met,  106;  pres.,  dom.  60 
lbs.,  f.  100  to  120  lbs.;  cost,  $140,000;  cost  mtce., 
$3,660;  wks.  owned  by  Co. 

GROESBECK,  p.  1,454;  f.  area,  4  blocks;  mere 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt  onL;  causes  of  f. 
inv.  F.  dept — 10  c  hand  ex.,  2  hose  carts;  bose, 
cot,  rub.  lined,  gd.,  1,600  ft;  inf.,  250  ft.;  tot 
hose,  1,850  ft;  f.  al.,  bell;  val.  equip.,  $1,100; 
val.  bldgs.,  $600;  tot  mem.,  21  vol.;  undrs.  rat- 
ing, third  class. 

Water  Supply — Src,  spr.;  sys.,  pump  to  stdp.; 
stdp.  cap.,  90,000  gals.;  res.  cap.,  900,000  gals.; 
pump.  eng..  cap.  day  600,000  gals.;  mains,  8  m.,  4 
to  6  in.  dia.;  20  hyd.;  12  v.;  pres.,  dom.  46  lbs., 
f.  125  lbs.;  cost,  $27,000;  cost  mtce.,  $1,000; 
wks.  owned  by  Co. 

HALLETTSVILLE.  p.  1,379;  f.  area,  1,000  a.; 
mere,  bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  1  to  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt 
ord.;   causes  of  f.  inv.     F.   dept. — 1  h.   ft  L   trk., 

1  aer.  trk.,  1  hose  wag..  1  c.  ex.;  hose,  cot.,  rub. 
lined,  gd.,  1,300  ft:  rub.,  gd.,  200  ft;  tot  hose, 
1,500  ft;  f.  al.,  bell  ft  wh.;  val.  equip.,  $2,000; 
val.  bldgs.,  $800;  tot.  mem.,  45  vol.  Insurance 
key  rate,  65  cents. 

Watsr  Supply — Src,  wells;  sys.,  pump  to  stdp. 
ft  dir.;  stdp.  cap.,  85,000  gals.,  dim.  100  x  12; 
res.  cap.,  79,000  gals.;  pump,  eng.,  cap.  day,  100,- 
000  gals.;  mains,  3  m.,  4  to  6  m.  dia.;  46  hyd.; 
9  v.;  300  serv.;  pres.,  dom.  40  Ibe.,  f.  100  lbs.: 
cons,  day,  86,000  gals.;  cost,  $80,000;  cost  mtce., 
$2,500;  wks.  owned  by  city. 

HAMILTON,  p.  2,000;  f.  area,  40  a.     F.  dept — 

2  bose  carts,  1,000  ft  hose;  f.  al.,  bell;  16  voL; 
vaL  equip.,  $1,260. 

Water  upply — Src,  wells,  1  block  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  50,000  gals.;  res. 
cap.,  60,000  gals.;  3  pump,  eng.,  cap.  day  1,000,- 
000  gals.;  mains,  2  m.,  4  to  10  in.  dia.;  15  hyd.; 
12  v.;  160  met;  160  serv.;  pipe,  gahr.  i.;  pres., 
dom.  70  lbs.,  f.  125  lbs.;  cons,  day,  50,000  gals.; 
cost,  $25,000;  cost  mtce.,  $2,500;  wks.  owned  by 
city. 

HASKELL,  p.  2,486.  F.  dept.— 8  bose  reels, 
1,500  ft.  hose. 
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Water  Supply — Src,  well;  sys.,  pump  to  stdp.; 
Btdp.  cap.}  35,000  gals. 

HEARNE,  p.  3,000;  f.  area,  16  a.  P.  dept, — 
2  hose  carts,  1,200  ft.  hoae;  f.  al..  bell;  val.  equip., 
$1,750;  tot.  mem.,  42  vol. 

Water  Supply — Src,  wells,  1  m.  bus.  cent.;  s^s., 
pump;  1  pump,  eng.,  cap.  min.  800  gals.;  mains, 
4  m.;  100  byd.;  16  v.;  pres.,  dom.  58  lbs.,  f.  120 
lbs.;  cost,  130,000;  cost  mtce.,  |125;  wks.  owned 
by  city. 

HEMPSTEAD,  p.  2,614;  f.  area,  250  a.;  mere, 
bldgs.,  bk.  &  wd.,  2  stor.;  priv.,  bk.  ft  wd.,  1  * 
2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  k  combt. 
ord,;  causes  ol  f.  inv.  F.  dept. — 6  c.  hand  ex., 
1  h.  &  1.  trk.,  2  hose  car.;  hose,  cot.,  rub.  lined, 
gd.,  1,000  ft.;  inf.,  200  ft.;  tot.  hoae,  1,200  ft.; 
f.  al.,  bell;  val.  equip.,  $1,000;  vaL  bldgs.,  $1,200; 
tot.  mem.,  80  vol. 

Water  Supply — Src.,  well;  sys.,  pump  to  stdp.; 
stdp.  cap.,  85,000  gala.,  dim.  100  x  18;  res.  cap., 
20,000  gals.;  1  pump,  eng.,  cap.  day  750,000 
gals.:  mains,  c  I.,  4  m.,  2  to  8  in.  dia.;  29  hyd.; 
pres.,  dom.  40  lbs.,  f.  60  lbs.;  cost,  $80,000; 
wks.  owned  by  city. 

HENRIETTA,  p.  2.104;  f.  area,  800  a.;  mere, 
bldgs.,  stn.  k  bk.,  1  to  8  stor.;  priv.,  wd.,  1  k  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  k  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  c,  eng.,  60  c 
hand  ex.,  1  h.  &  L  trk.,  2  hose  carta,  1  hrs.;  hose, 
cot.,  rub.  lined,  gd.,  1,000  ft.;  rub.,  gd.,  200  ft.; 
inf.,  400  ft.;  tot.  hose,  1.600  ft.;  f.  al.,  bell;  val. 
equip.,  $8,000;  val.  bldgs,,  $760;  exp.  dept., 
$1,600;  tot.  mem.  46,  pd.  full  time  2.  pd.  part  time 
1,  42  voL  „  -  . 

Water  Supply — Src,  wells.  1  m.  bus.  cent.; 
sys..  pump  to  rea.  ft  ttdp.;  stdp.  cap.,  100,000 
gals.,  dim.  12  x  100;  res.  cap.,  66,000  gala.;  8 
pump,  eng.,  class  dup.,  cap.  day  464,000  gals.; 
mains,  c.  i.,  12  m..  4  to  12  in.  dia. ;  26  ^yd. ; 
21  v.;  117  met.;  185  scrv.;  pres.,  dom.  «5JJ^'iL« 
90  lb«.;  cons,  day,  76,000  gate.;  cost.  $38,000; 
cost  mtce.,  $3,500;  wka.  owned  by  city. 

HEREFORD,  p.  1,760;  f.  area,  110  blocks;  mere, 
bldgs..  bk..  stn.  ft  wd.,  1  ft  8  stor.;  priv..  wd.,  1 
ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft 
combt  ord.;  causes  of  f.  Inv.  F.  dept.— 1  comb,  c 
ft  h.  wag..  1  c.  eng.,  c  hand  ex.,  1  h.  ft  L  trk.. 
hrs.;  hose,  cot.  lined,  gd.,  1,000  ft.;  «•  al.,  elec,  1 
bx.;  val.  equip.,  $8,000;  exp.  dept..  $1,200;  tot. 
mem.  16,  pd.  full  time  1,  vol.  14. 

Water  Supply — ^Not  reported. 

Mice,  p.  1.437.  F.  dept.— 1  h.  ft  1.  trk.,  2  hose 
carts;  hose,  cot.,  rub.  lined,  gd.,  1,600  ft.;  I.  al., 
elec.  bell;  tot  mem.,  80  vol;  undrs.  rating,  fourth 

class. 

Wattr  Supply — Src..  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  150,000  gals.,  dim.  76  x  12;  2  pump, 
eng.:  mains,  1%  m.,  4  to  6  in.  dia.;  28  hyd.;  pres.. 
60  lbs. 

HILLSBORO,  p.  6,116;  f.  area,  1,280  a.;  mere, 
bldgs.,  stn.,  bk.  ft  wd.;  wd.  rfs.  not  perm.;  fwks. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept.— -1  str.. 
1  h.  ft  1.  trk..  2  hose  reels.  1  hose  car.,  6  hrs, ; 
hose,  cot,  rub.  lined,  gd.,  8,000  ft.;  f.  •!;.  J«"_« 
telp.;  val!  equip..  $10,000;  vid.  bld«i.,$  16,000; 
exp.  dept.  $2,100;  tot  mem.  65,  2  pd.  Ml  time.  1 
pd.  part  time,  62  vol.;  undrs.  ratmg,  third  class. 

Water  Supply— Src,  wells;  sys.,  pump  to  stdp. 
ft  dir.;  stdp.  cap.,  160,000  gate.,  dim.  14  x  115; 
res.  cap.,  200,000  gals.;  2  pump,  eng.,  dass  comp. 
dup.,  cap.  day  350,000  mOs.;  mains,  c.  }-.^24  m., 
4  to  10  in.  dia.;  84  hyd.;  J 2?  met;  l.*00  serv. 
pres.,  dom.  45  lbs.,  f.  136  lbs.;  coat,  $60,000; 
cost  mtce.,  $4,000;  wks.  owned  by  city. 

HONEY  GROVE,  p.  2,800;  f.  area.  10  a.;  bldgs., 
etn.,  bk.  ft  wd.,  1  to  8  stor.:  wd.  rfs.  not  Pem.; 
fwks.  ft  combt  ord.;  causes  of  f.  not  inv.  F.  dept 
—1  str.,  1  comb,  c  ft  h.  wag.,  4  c.  hand  ex.,  1  h. 
ft  1.  trk..  1  hose  cart.  8  hrs,;  hose.  cot.  rub.  lined, 
gd  2.200  ft:  rub.,  gd.,  200  ft.;  tot  W,  2.400 
ft;  f.  al.,  beil;  vaL  equip..  HO^OOO;  val.  bldrs.. 
$6  000;  iJcp.  dept,  $900;  tot  mem..  80.  pd.  fall 
time  1,  29  vol.;  undrs.  rating,  third  dass.         • 

Water  Supply — Src,  welte  ft  lake,  1%  m.  bus. 
cent:  sys.,  pump  to  stdp.;  stdp.  cap.,  160,000  gal*«.. 
dim  25  X  46;*^re9.  cap.,  200,000  gals.;  2  pump, 
cne  cap.  dav  2,000,000  gals.;  mains,  c  i.,  7  m.. 
f\i  lO^in!  dia.^  60  hyd.;  20  v.;  300  met  ;  860 
sprv  •  DiDC.  iralv.  i.;  pres.,  dom.  76  lbs.,  X.  l£V 
IbTrconl!  day,  100,000  gate.;  cost  $116,000;  wks. 
owned  by  priv.  Oo. 


HOUSTON,  p.  78.800;  f.  area,  10,240  a.:  mere 
bldgs.,  bk.,  2  to  8  stor.;  priv.,  wd..  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwka.  ft  combt  ord.; 
cauaes  of  f.  inv.  F.  dept — 9  str..  1  c  eng.,  1  h. 
ft  1.  trk..  24  c  hand  ex.,  2  comb,  c  ft  b.  wag..  1 
aer.  trk..  5  hose  wag.,  1  hose  reel,  62  hrs.;  hose, 
cot,  rub.  lined,  gd..  18.900  ft.;  f.  aL,  elec,  123 
bx.;  val.  equip,.  $69,890;  vaL  bldgs..  $92,000; 
exp.  dept,  $60,000;  tot.  mem.  104,  pd.  fuU  time. 
Insurance  key  rate,  28  ccnte. 

Wattr  Supply — Src,  artesian  welte;  sya-.  pomp 
to  stdp.  ft  dir.;  stdp.  cap.,  795,000  gate.,  dim.  30  x 
160;  6  pump,  eng.,  dass  horizontal  comp.  dap., 
cap.  day  32,200,000  gals.;  mains,  c.  i.,  120  m.. 
4  to  24  in.  dia.;  966  byd.;  1,213  v.;  11,236  met.; 
9,300  sen'.;  pres.,  dom.  60  to  100  lbs.,  f.  80  m 
100  lbs.;  cost.  $1,619,883;  cost  mtce..  $80,000; 
wks.  owned  by  city. 

HUBBARD,  p.  1,848;  mere  bldga.,  bk.,  1  ft  2 
stor.;  priv..  wd..  1  ft  2  stor.;  wd.  rfs.  not  perm,  in 
f.  area;  fwka.  ft  combt.  ord.;  causea  of  t  inv.  F. 
dept — 4  c.  hand  ex.,  2  hoae  carts;  hose.  cot.  rub. 
lined,  gd..  2,000  ft;  f.  aL,  bell  ft  wh.;  tot  mem., 
20  voL 

Watar  Supply— Src,  lake,  2  m.  bus.  cent;  wje., 
pump  to  atdp.;  stdp.  cap.,  84,600  gate.,  dim.  12  x 
100;  2  pump,  eng.;  maina,  8^  m.;  12  l^yd.;  86 
met;  pres.,  dom.  46  Iba.,  f.  60  lbs.;  oona.  day, 
100.000  gate.;  cost,  $46,000;  cost  mtce..  $2,500; 
wka.  ovroed  by  priv.  Co. 

HUNTSVILLE,  p.  2,072;  f.  area,  640  a.;  mere. 
bldga..  bk.,  2  ator.;  priv.,  wd..  1  ft  2  stor.;  vdL 
rfs.  not  perm.;  fwks.  ft  combt.  ord.  F.  dept. — 2 
hose  reels;  hose,  cot,  rub.  lined,  gd..  1,600  ft; 
inf..  700  ft;  tot  hoae.  2,200  ft;  f.  aL,  wh.;  tot. 
mem.,  20  vol.;  undrs.  rating,  aeoond  cteas. 

Water  Supply — Src,  well.  4  blocks  bus.  cent; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  85,000  gate., 
dim.  24  x  60;  mat,  iron;  pump,  eng.,  cap.  day 
100.000  gate.;  mains,  iron.  4  m.,  2  to  8  in.  dia.;  40 
hyd.;  10  v.;  met,  100;  pres..  dom.  60  lbs.,  f.  84 
lbs.;  coat,  $24,000;  wks.  owned  by  city. 

ITALY,  p.  1,149;  f.  area,  1  m.;  mere  bldga.. 
bk.,    1   ft   2   stor.;    priv..   wd.,   1%   stor.;    wd.    rfa. 

)erm.  in  f.  area;  fwka.  ft  combt  ord.;  caoMs  of  f. 

nv.     F.  dept — 1  c.  eng.,  12  c  hand  ex.,  1  h.  ft 

.   trk.,   1   hose  cart,   1  hoae  car.;  hoae,  cot,   mb. 

ined,  gd.,  1.000  ft;  inf.,  600  ft;  tot  hose,  l,5oo 
ft.;  f.  al.,  bell;  val.  equip..  $676;  exp.  dept,  $260; 
tot.   mem.,   33   vol. 

Water  Supply— Src.  welte,  1-8  m.  bua.  ocbL;  qra., 
pump  to  stdp.;  stdp.  cap.,  60,000  gate.,  dim.  18  x 
35;  mat,  atl.;  rea.  cap..  60,000  gate.;  2  pomp, 
eng.,  claaa  comp.;  maina,  c  i.,  7  m.,  4  to  0  in. 
dia.;  7  hyd.;  176  serv.;  pipe,  galv.  i.;  prea.,  dom. 
47  lbs.,  f.  160  lbs.;  cons.  day.  60.000  gate.;  coat 
$21,000;  wks.  owned  by  Ca 

ITASCA,  p.  1,866;  f.  area,  820  a.;  mere  bldga., 
bk.,  1  ft  2  stor.;  priv.,  wd.,  2  ator.;  wd.  rfk.  not 
perm,  in  f.  area;  fwka.  ft  combt  ord.;  canaes  of  f. 
inv.  F.  dept — 1  h.  ft  L  trk.,  2  hoae  car.:  boee. 
cot.,  rub.  lined,  gd.,  1,600  ft.;  f.  aL,  wh.;  vaL 
equip.,  $1,600;  val.  bldgs.,  $8,000;  tot  meas.,  25 
vol. 

Water  Supply — Src,  not  stated;  sya.,  pmnp  to 
stdp.;  stdp.  cap..  100,000  gate.;  pump,  eng.,  capu 
day  286,200  gals.;  maina,  ^  m.,  4  to  6  in.  dia.; 
prea.,  f.  26  lbs. 

JACKSONVILLE,  p.  2,876.  F.  dept— 2  band 
hose  carta.  1,000  ft.  hoae. 

Water  Supply — ^Src,  wella  ft  apr. 

JEFFERSON,  p.  2.616;  f.  area,  820  a.;  mere 
bldga.,  bk.  ft  wd..  1  ft  2  stor.;  priv.,  bk.  ft  wd..  2 
ft  3  stor.;  wd.  rfs.  not  perm.  F.  dept — 1  stra. 
eng.,  1  h.  ft  1.  trk..  2  hoae  car.;  hoae,  rub.,  gd^ 
1.000  ft;  leather,  ffd..  900  ft.;  tot  hoae.  1.900 
ft.;  f.  al..  bell;  val.  eouip..  $6,000;  vaL  bldgs.^ 
$10,000;  exp.  dept,  $160;  tot  mem.,  12  roL: 
undrs.  rating,  third  claaa. 

Water  Supply— Src,  riv.  ft  well,  in  bus.  een:  ; 
sys.,  pump  to  stdp.;  stdp.  cap.,  40,000  gals.;  dim., 
12  x  20;  mat..  stL  &  iron;  res.  cap..  40.000  galaL, 
loo.  at  city  park;  1  pump,  eng.,  cap.  day  264,0<'<^* 
gal». ;  mains,  c  i.,  10  m.,  4  to  8  in.  dia.;  45  h>L: 
12  v.;  90  met;  160  serv.;  cons.  day.  60,000  gat».. 
cost,  $25,000;  cost  mtce.,  $1,200;  wks.  owned  b> 
city. 

KAUFMAN,   p.    1,969;  bldga..  bk.     P.  dept— 1 
hose  cart;  hoae,  1,000  ft;  f.  a).,  elec;  tot 
20  vol.     Inauranoc  key  rate,  74  cents. 

Water  Supply — Src,  lake. 
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KEMP,  p.  1,000.     F.  dept.— 1  hand  c.  eng.;  val. 
equip.,  1460;  tot.  mem.,  22  vol. 
No  waterwks. 

KERRVFLLE,  p.  1,848;  f.  area.  200  a.;  bldgs., 
wd.,  1  &  2  Bior.;  wd.  rfa.  perm.;  fwks.  &  combt. 
ord.;  cauaes  o(  f.  inv.  F.  dept. — 1  h.  &  1.  trk., 
24  buckets,  hooka,  ladders,  axes,  lanterns,  picks, 
8  hose  carts;  hose,  cot,  rub.  lined,  gd.,  1.400  ft.; 
f.  al.,  bell;  val.  bldgs.,  f700;  «cp.  dept,  $40;  tot. 
mem.,  16  voL;  undrs.  rating,  fourth  class.  Insur* 
ance  key  rate,  88  cents. 

Water  Supply — Src,  2  wells,  %  m.  bus.  cent.; 
sys.,  pump  to  res.;  res.  cap.,  460,000  gals.;  2 
pump,  eng.,  cap.  day  600,000  gals.;  mains,  c.  i.,  4^ 
m.,  4  to  6  in.  dia.;  24  hyd.;  pres.,  dom.  80  lbs.,  f. 
80  lbs.;  wks.  owned  by  Co^ 

LADONIA,  p.  1,293;  f.  area,  20  a.;  mere,  bldgs., 
bk.,  1  to  »  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
not  perm,  m  f.  area;  fwks.  A  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  h.  k  1.  trk.,  1  c.  eng.,  4  c 
hand  ex.,  1  hose  wag.,  2  hrs.;  hose,. cot.,  rub.  lined, 
d.,  1,200  ft.;  inf.,  800  ft.;  tot.  hose,  1,600  ft.; 
..  al.,  bell  &  wh.;  val.  equip.,  $3,000;  val.  bldgs., 
$3,000;  exp.  dept.,  $60;  tot.  mem.  35,  pd.  full 
time   1,  pd.   part  time   1,  voL   33. 

Water  Supply — Src,  lakes;  sys.,  pump  to  stdp.; 
stdp.  cap.,  70,000  gals.,  dim.  80  x  20;  1  pump, 
eng.,  class  dup.,  cap.  dav  760,000  gals.;  mains, 
8  m.,  4  to  6  in.  dia.;  20  hyd.;  40  serv.;  pres., 
dom.  40  lbs.,  f.  86  lbs.;  wks.  owned  by  Co. 

LA  6RANQE,  p.  1,860;  f.  area,  12 V&  a.;  mere, 
bldgs.,  stn.  &  bk.,  1  to  8  stor.;  priv.,  wd.,  1  &  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  &  combt.  ord.; 
causes  of  f.  inv.  F.  dept— c  hand  ex.,  2  hose 
wag.:  hose,  cot,  nib.  lined,  gd.,  1,800  ft;  f.  aL, 
elec  bell:  val.  equip.,  $2,400;  val.  bldgs.,  $400; 
exp.  dept,  $200;  tot  mem.,  44  vol.  Insunnoe 
key  rate,  66  cents. 

Water  Supply — Src.,  riv.;  sj's.,  pump  to  stdp.; 
stdp.  cap.,  141,000  gals.,  dim.  60  x  20;  2  pump, 
eng.,  cap.  day  1,500,000  gals.;  mains,  6^  m.,  4  to 
&  in.  dia.;  38  hyd.;  86  v.;  pres.,  dom.  66  lbs.,  f. 
140  lbs.;  cost,  $89,000;  wks.  owned  by  city. 

LAMPASS,  p.  2,119;  f.  area,  160  a.;  mere,  bldgs., 
stn.  A  bk.,  1  &  2  stor.;  priv.,  stn.  ft  bk.,  1  &  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  combt.  ord.;  causes  of  f. 
inv,  F.  dept. — 1  hose  wag.,  1  hose  car.,  2  hrs.; 
hose,  cot,  rub.  lined,  gd.,  1,000  ft;  inf.,  600  ft.; 
tot  hose,  1,600  ft;  f.  al.,  bell;  val.  equip.,  $2,000; 
exp.  dept,  $760;  tot.  mem.  16,  pd.  full  time  1, 
14  vol. 

Water  Supply — Src,  riv.;  sys.,  pump  to  stdp.  ft 
dir.;  stdp.  cap.,  75.000  gals.,  dim.  20  x  60;  2 
pump,  eng.,  class  dup.,  cap.  day  1,600,000  gals.; 
mains,  6%  m.,  4  to  8  in.  dia.;  80  hyd.;  pipe,  wrt. 
i.;  pres.,  dom.  40  to  50  lbs.,  f.  60  lbs.;  cost, 
$40,000;  cost  mice.,  $2,000;  wks.  owned  by  town. 

LANCASTER,  p.  1,116;  f.  area,  800  a.  F.  dept. 
— 1  hose  cart,  1  h.  ft  1.  trk.;  hose,  l,li50  ft.;  f. 
al.,  bell;  val.  equip.,  $1,^«0;  tot  mem.,  86  vol. 

Water  Supply — ^Src,  artesian  well,  %  m.  bus. 
cent;  sys.,  grav.:  res.  cap.,  66,000  gals.;  2  pump, 
eng.,  cap.  day  216,000  gals.;  mains,  c.  i.,  2  m.,  4 
to  6  in.  dia.;  12  hyd.;  200  serv.;  pres.,  dom.  60 
lbs.,  f.  100  lbs.;  cons,  day,  50,000  gals.;  cost, 
$10,000;   co«t  nitce.,   $1,000;   wks.   owned  by   city. 

LAREDO,  p.  14,855;  f.  area,  800  a.;  mere  bldgs., 
bk.  ft  stn.,  1  ft  2  stor.;  priv.,  bk.  ft  adobe,  1  ft  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  str.,  2  c.  hand  ex.,  1 
h.  ft  1.  trk.,  1  aer.  trk.,  1  hose  cart,  8  hose  reels, 
8  hrs.;  hose,  cot,  rub.  lined,  gd.,  900  ft;  rub.,  gd., 
250  ft;  inf.,  160  ft:  tot  hose,  1,800  ft;  f.  al., 
tclp.;  val.  equip.,  $8,000;  val.  bldgs.,  $5,000;  exp. 
dept,  $1,200;  tot  mem.  23,  pd.  full  time  8,  pd. 
part  time  2,  vol.  18;  undrs.  ratmg,  second  class. 

Water  Supply — Src,  riv.,  %  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  90,000  gals.,  dim.  20  x 
40,  loc  at  station;  mat.  stl.;  6  pump,  eng.,  class 
comp.  dup.,  cap.  day  8,000.000  gals.;  mains,  c.  i., 
17  m.,  4  to  16  in.  dia.;  109  hyd.:  100  v.;  met., 
166;  pipe,  galv.  i.;  pres.,  dom.  65  lbs.,  f.  76  lbs.; 
cons,  day,  1,500,000  gals.;  cost  $204,000;  cost 
mtce.,  $16,390;  wks.  owned  by  Co. 

LLANO,  p.  1,687;  bldgs.,  bk.,  stn.  ft  wd.,  1  ft  8 
■tor.  F.  dept. — 1  h.  ft  1.  trk.,  1  hose  reel;  hose, 
1,600  ft;  2  hrs.;  val.  equip.,  $1,000;  exp.  dept, 
$100;   40  vol.;  undrs.  rating,  second  dass. 

Water  Supply — Src,  riv.,  1  block  bus.  cent;  sys., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  80,000  gals.,  dim. 


16  X  100;  mat,  iron;  res.,  cap.  180,000  gals.:  2 
pump,  eng.,  class  trip.,  cap.  day.  1,440,000  gals.: 
mains,  c  i.,  4  m.,  2  to  8  fai.  dia.;  met,  8;  850 
serv.;  pipe,  wrt  i.;  11  hyd.;  pres.,  dom,  76  Iba.; 
cost,  $80,000;  cost  mtce.,  $1,000;  wks.  owned  by- 
Co. 

LOCKHART,  p.  2,946;  f.  area,  1,000  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1 
ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  K 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ftr 
1.  trk.,  4  hose  car.;  hose,  cot,  rub.  lined,  gd.,  2,100* 
ft.;  f.  al.,  bell  ft  wh.;  val.  equip.,  $1,600;  val.- 
bldgs.,  $1,600;  tot.  mem.,  60  voL;  undrs.  rating, 
tbira  dass. 

Water  Supply — Src,  spr.,  2  blocks  bus.  cent; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  100,000 
gals.,  dim.  12  x  100;  2  pump,  eng.;  mains,  c  i., 
10  m.,  4  to  8  in.  dia.;  40  hyd.;  met.,  115;  200 
serv.;  pipe,  wrt.  i.;  pres.,  dom.  45  lbs.,  f.  100  to 
125  Iba.;  cons.  day.  800,000  gale.;  cost,  $200,000; 
cost  mtce.,   $11,000;   wks.   owned  by  Co. 

LONGVIEW,  p.  6,165;  f.  area,  10  a.;  bldgs.,  bk. 
ft  wd.,  1  ft  8  stor.;  wd.  rfs.  not  perm.;  fwks.  ord. 
F.  dept. — 1  h.  ft  1.  trk.,  1  stm.  eng.,  1  c.  eng.,  1 
comb,  c  h.  ft  1.  trk.,  1  hose  car.;  hose,  cot,  gd., 
8,600  ft;  2  hrs.;  f.  aL,  bell;  val.  equip.,  $10,000; 
val.  bldgs.,  $5,000;  exp.  dept,  $2,500;  tot  mem. 
12,  pd.  full  time  2,  pd.  part  time  10.  Insursnce 
key  rate,  60  cents. 

Water  Supply — Src,  2  cisterns,  cap.  100,000 
gals.;  deep  wells,  cap.  460,000  gals,  day;  prea., 
90  lbs. 

LOTT,  p.  1,600;  f.  area,  600  a.;  mere  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — c  hand  ex.,  1  h.  ft  L 
trk.,  hose  reels;  hose,  cot,  rub.  lined,  gd.,  600 
ft;  inf.,  600  ft;  tot  hose,  1,000  ft.;  f.  al.,  bell; 
val.  equip.,  $600;  val.  bldgs.,  $900;  tot  mem., 
20  vol. 

Water  Supply — Not  reported. 

LOUISVILLE,  p.  1,200;  f.  area,  80  a.  No  org.  f, 
dept. 

Water  Supply — Src,  well,  in  bus.  cent;  sys.,. 
pump  dir.;    1  pump,  eng.;  wks.  owned  by  priv.   Co. 

LUFKIN,  p.    2,749;   f.   area.    10   a.;   bldgs.,  bk.^ 
wd.    ft   iron;    wd.    rfs.    not   perm.       F.    depi. — 1    c 
eng.,  1  h.  ft  1.  trk.,  1  comb,  c,  h.  ft  1.  wag.,  2  hose 
roeK   2  hrs.;  hose,  <'ot.,  rub.  lined,  gd.,  2,000  ft;. 
f.    al.,    Oamewell,    elec;    val.    equip.,    $5,000;    val. 
bldgs.,  $2,000;  tot.  mem.  26,  pd.  part  time. 

Water  Supply — Src,  2  lakes.  1^>4  ft  2%  m.  hue. 
cent;  sys.,  lakes  connected  with  each  other  ft  pump- 
to   stdp.   ft   mains;   stdp.    cap.,    86,000   gals.,   dioL 
12  X  100;  mat,  stl.;  8  pump.  eng..  cap.  day  3,000,- 

000  gals.,   class  dup.;   mains,   c   i.,    15   m.,   4  tc 
6    in.   dia;    66   hyd.;    15   v.;    300    met;    300   serv.; 
cons,    day,    200,000    gals.;    pres.,    dom.    42    lbs.,    f. 
80   lbs.;   cost,   $60,000;    cost   mtce..    $4,000;    wksw 
owned  by  city.    Insurance  key  rate,  53  cents.  « 

LULING,  p.  1,404;  f.  area,  502  a.;  mere  bldgs., 
stn.,  bk.  ft  wd.,  1  to  2%  stor.;  priv.,  stn.,  bk.  ft 
wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
ft  combt.  ord.;  causes  of  f.  Inv.  F.  dept. — 8  c 
hand  ex.,  1  h.  ft  1.  trk.,  6  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  2,250  ft;  inf.,  1,000  ft;  tot  hose, 
8.250  ft;  f.  al.,  bell;  val.  eouip.,  $8,000;  vaL 
bldffs.,  $1,000;  tot.  mem.,  42  vol. 

Water  Supply — Src,  riv.;  sys.,  pump  to  stdp. 
ft  dir.;  stdp.  cap.,  180,000  gals.,  dim.  80  x  26, 
100  X  20;  1  pump,  eng.,  dass  dup.,  cap.  day 
750,000  gals.;  mains,  4  m.,  4  to  8  in.  dia.;  16 
hyd.;  12  v.;  226  serv.;  pres.,  dom.  46  lbs.,  f.  100 
lbs.;  cost  $80,000;  cost  mtce.,  $1,600;  wks. 
owned  by  Oo. 

McQREGOR,  p.  1,864.  F.  dept. — 1  hose  car.; 
hose,  1,100  ft;  tot.  mem.,  20  vol.  Insurance  key 
rate.  84  cents. 

Water  Supply — Src,  wells,  ^  m.  bus.  cent.; 
sys.,  pump  to  stdp.;  stdp.  cap.,  100,000  gals.,  dim. 
16  X  24;  mat,  stl.;  res.  cap.,  130,000  gals.;  8 
pump,  eng.,  cap.  day,  290,000  gals.;  mains,  8  m., 

1  to  6  in.  dia.:  6  hyd.;  100  met;  650  serv.;  pres., 
dom.  ft  f.  40  lbs.;  cons,  day,  100,000  gals.;  cost, 
$90,000;  cost  mtce.,  $5,000;  wks.  owned  by  priv. 
Co. 

McKINNEY,  p.  4,714;  f.  area,  20  a.;  mere 
bldgs..  bk.,  2  stor.;  priv.,  wd.,  1%  stor.;  wd.  rfa. 
not  perm.;   fwks.  ft  combt.  ord.     F.   dept. — 1  str., 

2  c  hand  ex.,  2  hose  wag.,  4  hrs.;  hose,  cot,  rub. 
lined,  gd.,  2,000  ft;  inf.,  250  ft;  tot  hose,  2,260' 
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ft;  f.  aI.,  bell  k  wh.;  val.  equip.,  fSO^OOO;  ral. 
bldgs.,  $14,000;  exp.  dept..  $750;  tot.  mem.,  60, 
pd.  full  time  1;  undra.  rating,  third  dmat. 

Water  Supply — Src.,  wella,  %  m.  but.  cent.; 
•ys.,  pump  to  res.,  to  stdp.  &  dir.;  stdp.  cap.,  2S5,* 
000  gala.,  dim.  20  z  100;  res.  cap.,  40.000  gala.;  1 
pump,  eng.,  clasa  dup.,  cap.  day  1,000,000  fcals.; 
mains,  c.  i.,  4%,  m.,  6  to  12  in.  dia.;  61  njd.; 
met.,  14;  180  serv.;  pres.,  dom.  76  lbs.,  f.  126 
Iba.;  cost,  $40,000;  cost  mtce.,  $2,700;  wks.  owned 
by  town. 

MABANK,  p.  412.     No  f.  dept. 

Water  Supply — Src,  artificial  lake;  sys.,  prnnp  to 
stdp. 

MADISONVILLE,  p.  1,200;  f.  area,  6  a.;  mere, 
bldgs.,  bk.  &  wd.,  1  &  2  stor.;  priv.,  wd.,  1  &  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  Ac  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  b.  k  1.  trk.,  7 
c.  hand  ex.,  1  hose  wag.,  1  hose  car.;  hose,  cot., 
rub.  lined,  gd.,  500  ft.;  f.  al.,  bell;  val.  equip., 
$1,600;  val.  bldgs.,  $100;  tot.  mem.,  80  vol. 

Water  Supply — Not  reported. 

MANOR,  p.  672.  F.  dept.— 1  hand  pump,  600 
ft.  hose;  vol. 

Water  Supply — Src,  cistern. 

MANSFIELD,  p.  627.  F.  dept.— 1  hose  cart,  600 
ft  hose;  voL 

Water  Supply — Src,  artesian  wells;  sys.,  pump 
to  stdp.;  stdp.  cap..  11,000  gals.;  res.  cap.,  1,000 
gals.;  mains,  1,200  ft..  2  to  4  in.  dia.;  7  hyd.; 
pres.,  82  to  50  lbs. 

MARBLE  FALLS,  p.  1,061;  f.  area,  600  tu; 
mere  bldgs.,  bk.,  stn.  k  wd.,  1  &  2  stor.;  pnv., 
bk.,  stn.  &  wd.,  1  &  2  stor.;  wd.  rfs.  not  perm,  in 
f.  area;  no  fwks.  k  combt.  ord.;  causes  of  f.  inv. 
F:  dept. — 12  c.  hand  ex.,  ladders  k  f.  hooks;  hose, 
cot,  rub.  lined,  gd..  400  ft;  f.  al..  horn;  voL  f. 
dept 

Water  Supply — ^To  be  installed. 

MARFA,  p.  2,500;  f.  area.  500  a.  F.  dept— 
2  hand  c.  eng.,  1  hand  h.  k  1.  trk.;  val.  equip.. 
$425;  vaL  bldgs.,  $200;  tot  mem.,  80  vol. 

No  waterwks. 

MARKBL,  p.  2,600;  f.  area,  1  sq.  m.;  mere, 
bldgs.,  bk.  k  stn.,  I  k  2  stor.;  priv.,  wd.,  1  k  i 
•tor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  k  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  c.  eng.,  1  h. 
A  1.  trk.,  1  con»b.  c  k  hose  wag.,  1  hose  car.,  2 
hre.;    hose,    cot,    rub.    lined,    gd.,    1,100    ft.;    rub., 

f.,  300  ft;  inf.,  »00  ft;  tot.  ho^e,  2,300  ft; 
aL,  bell;  va].  equip.,  $8.»00;  val.  bldgs.,  $700; 
«xp.  dept,  $400;  tot  mem.  38,  pd.  part  time  1, 
vol.    37. 

Water  Supply — Src,  well,  800  ft  bua.  cent;  sys., 

Sump  to  stdp.;  stdp.  cap.,  60,000  gala.,  dim.  60  i 
0  ft;  mat,  stl.;  res.  cap.,  126,000  gala.;  1  pump, 
eng.,  cap.  day  100,000  gals.;  mains,  c  L,  2  m., 
6  to  8  in.  dia.;  27  hyd.;  26  v.;  pipe,  g»lv.  i.;  prea., 
dom.  50  to  75  lbs.,  f.  160  lbs.;  cost  $26,000; 
cost  mtce.,  $600;  wks.  owned  by  city. 

MARLIN,  p.  8.878;  f.  area,  6  blocks;  mere,  bldgs.. 
bk.,  2  &  4  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm.;  fwks.  k  combt  ord.;  causes  of  '•  iny-  F- 
dept. — 1  hand  eng.,  1  c  eng.,  1  h.  &  L  tojt..  1  h09% 
wag.,  8  hose  carts,  6  hrs.;  hose,  cot,  mb.  lined,  gd., 
2,450  ft;  f.  al.,  bell;  voL  Insorance  key  rata,  60 
£ents. 

Water  Supply — Src,  wells.  1  m.  bus.  cent;  ays., 
pump  to  stdp.  k  res.;  stdp.  cap.,  QO.OOO  gals.,  dim. 
120  X  21,  loc  near  sUtion;  mat.,  atl.;  rea.  cap.. 
^,000,000  gala.,  loc  at  station;  2  pump,  eng.,  cap. 
day  2,000,000  gala.;  mains,  c.  L,  6  m..  4  to  is 
to:  dia.;  62  hyd.;  82  v.;  126  ««v-;  ^i*<*  PjBfJ 
pres.,  dom.  60  lbs.,  f.  76  lbs.;  cons,  day,  300,000 
rgala.;  cost,  $86,000;  wks.  owned  by  Go. 

MARSHALL,  p.  11.462;  f.  •«•.  «  *•;  ««5- 
bldgs,.  bk.,  2  stor.;  priv..  wd.,  1  *  «■*?'•»  ^^ 
rfs.  not  perm.;  fwks.  k  combt  ord.  F.  dept — i 
*tr.,  1  c  eng.,  1  h.  &  1.  trk.,  8  hose  wag.,  10  hn„ 
hose,  4,000  ft;  f.  al..  bell  k  wh.;  vaL  eouip..  $17.- 
OOO;  val.  bldgs..  $2,500;  exp.  dept,  $6,000;  tot 
«nem.  100,  6  pd.  full  time,  94  vol.;  undrs.  rating, 
third  class. 

Watkr  Supply— Src.,  wells,  8  m.  ^!>^.«j;|-JJH-» 
«rav.  k  pump  to  stdp.;  stdp.  cap.,  167,888  gala., 
Sim.  16  X  125;  tower  cap.,  160,000  gala.,  dim.  20 
X  40;  rea.  cap.,  800,000  gala.,  loc.  at  atation;  4 
pump,  eng.,  daaa  comp.,  caP-  aayJ»?00'S<^®-Pl;*' 
^ii»,  26  m.,  4  to  10  in.  dia.;  IJS  hyd.;  60  v.; 
met.,  «60;  760  serv.;  pres.,  dom.  66  lbs.,  f.  76  to 


85  lbs.;  cons,  day,  400,000  gala.;  cost  $185,000; 
cost  mtce.,  $5,000;  wks.  own^  by  d^. 

MART,  p.  8,500;  f.  area,  25  a.  F.  dept — ^Hoae 
carta;  22  vol. 

Water  Supply — Src,  creek,  1  m.  bua.  cent.;  sya., 

Eump.;   1  pump,  eng.;  cost,  $50,000;  wks.  owned 
y  city. 

MASON,  p.  1,200;  f.  area,  S20  a.     F.  dept — I 

e.  eng.;  val.  equip.,  $800;  exp.  dept,  $50;  tot 
mem.,  17  vol. 

Water  Supply — ^Not  reported. 

MEMPHIS,  p.  1,0S6.     F.  depL — S  c  hand  ex.. 

1  hose  wag.,  2  mrs.:  hose,  oot,  rub.  lined,  gd., 
1,600  ft;  inf.,  800  ft;  tot  hoae,  1,800  ft;  exp. 
dept,  $1,200;  tot  mem.,  20,  pd.  foil  time  1, 
vol.    19. 

Water  Supply— Ore.  spr.,  6  m.  bos.  oent;  sya.. 

rv.;  res.  cap.,  800,000  gala.;  mains,  c.  4  galv. 
,  14  m.,  IH  to  8  in.  dia.:  26  hyd.;  86  met;  500 
serv.;  pipe,  gilv,  L;  prea.,  dom.  ft  f.  110  1m.;  cost 
$100,000;  wks.  owned  hj  prlr.  Go. 

MERIOAN,  p.  71'8;  f.  area,  10  a.;  mere  bldgs., 
."•tn.,  2  stor.;  priv.,  wd.,  1  stor.;  wd.  rfs.  jierm.; 
fwks.  ord.;   causes  of  f.  inv,      F.  dept. — 1    c.   en|c,. 

2  hose  reels;  hose,  cot,  rub.  lined,  gd.,  1.000   ft.; 

f.  aL,  bell;  vaL  equip.,  $1,660;  vaL  bldgs.,  $200; 
tot.  mem.,  27  vol. 

Water  Supply — Src.  artesian  well,  in  bus.  cent.: 
^8.,  dir.  pres.;  stdp.  cap.,  30,000  gals,  mat,  stl.; 
res.  cap.,  12,000  gals.;  2  pump,  eng.,  cap.  day 
96,000  gals.;  mains,  iron.  4^  ni.,  2  to  6  in. 
dia.;  6  l^d.;  '200  serv.,  pres.,  dom.,  45  Iba.;  cons. 
day,  20,000  gala.;   wks.  owned  by  priv.   Co. 

MERKEL,  p.  2,600;  f.  area,  640  «.  F.  dept— 
1  hand  c  eng.,  1  h.  ft  L  w«g.,  1  hose  wag.,  2  lira.; 
hoae,  cot,  nib.  lined,  gd..  1,800  ft;  f.  aL  bdl; 
val.  equip.,  $8,200;  val.  bldga.,  $600;  exp.  dept, 
$860;  tot.  mem.,  36  voL 

Water  Supply— fire,  well,  I  dl  bua.  cent;  wjm^ 
pump  dir.;  8  pump,  eng.;  maina,  2  m.;  27  l^d.:  80 
v.;  pres.,  dom.  50  lbs.,  f.  140  lbs.;  coat  $26,000; 
cost  mtce.,  $600;  wks.  owned  by  city. 

MEXIA,  p.  2.694;  f.  area,  640  a.;  mere,  bldgs., 
bk..  2  stor.;  priv..  wd..  ^  k  2  stor.;  wd.  rfs.  not 
perm.;  fwks.  k  combt.  ord.  F.  dept — 2  c.  hand 
ex.,  1  h.  ft  L  trk.,  comb,  c  ft  h.  wag..  2  hoae 
reda,  2  bra.;  hoae,  oot,  rub.  Uned,  gd.,  1,600  ft; 
f.  aL,  bell;  vaL  equip.,  $10,000;  vaL  bldca.,  $400; 
exp.  dept,  $1,000;  tot  mem.,  16  voL;  undra. 
rating,  third  class. 

Water  Supply — Src,  apr.,  6  m.  bua.  cent;  sya., 
pump  to  stdp.;  stdp.  cap.,  96,000  gala.,  dim.  12  x 
100;  mat.,  iron;  2  pump,  eng.,  cap.  diay  750.000 
gals.;  mains,  c  i.,  12  m.,  2  to  8  in.  dia.;  28  hyd.; 
met.  25;  4  25  serv.;  pipe,  black  i.;  prea.,  dom. 
40  lbs.,  f.  60  Iba.;  cona.  day.  75.000  gals.;  ooat 
$60,000;  cost  mtce..  $500;  wks.  owned  by  Co. 

MIDLAND,  p.  2,196.  F.  dept— hose  carta,  1.600 
ft.  hose;  val.  equip..  $2,000;  tot.  mem..  22  voL 

Water  Supply — Src,  wella,  1  m.  bua.  cent;  aya.. 
pump  to  stdp.;  1  pump,  eng.;  28  hyd.;  10  v.;  90 
aenr.;  prea.,  dom.  42  Iba.,  f.  96  Iba.;  coat  $54,000; 
wka.  owned  by  city. 

MIDLOTHIAN,  p.  1,000;  f.  area,  8  a.  F.  dept— 
1  ceng.,  1  h.  ft  1.  trk..  I  hoee  cart;  hose,  cot.. 
rub.  lined,  gd.,  1,200  ft;  f.  al.,  bell;  vaL  equip.. 
$3,000;  val.  bldgs.,  $600;  tot.  mem..  30  voL; 
undrs.   rating,  third   clavs. 

Water  Supply — Src,  deep  well,  1  m.  bus.  cent; 
ays.,  pump  to  stdp.;  maina.  700  ft;  6  hyd.;  12  v.; 
prea.,  f.  40  Iba.;  wks.  owned  by  priv.  Co. 

MINEOLA,  p.  1,706.  F.  dept. — 6  hand  ex.,  1  h. 
ft  1.  trk.,  1,000  ft  hoae;  voL 

MINERAL  WELLS,  p.  8,950;  mere,  bldga.,  bk.  ft 
stn.  F.  dept. — 1  h.  ft  1.  trk.,  2  hoae  carta.  1  combu 
h089  waff.;  noae,  2.000  ft;  f.  al.,  bell;  tot  mem.  S5, 
1  pd.  full  time,  2  pd.  part  time,  82  voL 

Water  Supply — Src,  lake;  aya.,  pump.;  reaL  eapi, 
100,000  gals.;  pump,  eng.,  cap.  hour  08,000  gala. 

MOUNTCALM,  p.  576.     F.  dept — 1  c.  enr.  Sit 

ft.  hoae;  vol. 

MOUNT  PLEASANT,  p.  8,187.  F.  dept— 1  hoM 
cart,  600  ft.  hose;  voL 

Water  Supply— -Src,  lake;  aya..  pump  to  stdpw; 
atdp.  cap.,  100,000  gala.;  maina,  4  to  6  in.  dia.;  If 
hyd.;  pres.,  70  lbs. 

NACOGDOCHES,  p.  8,869;  mere  bldga.,  bk.,  1 
ft  2  slor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm. 
to  f.  area;  fwka.  ft  combt  ord.;  oaoaea  of  1  tov. 
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F.  dept. — 10  c.  hand  ex.,  1  h.  &  L  trk..  1  hoee 
wag.,  2  hose  car.,  2  hn.;  hose,  cot.,  rub.  Imed,  ed., 
1,000  ft.;  f.  al.,  bell;  tot  mem.  31,  pd.  full  tune 
1,  80  vol.    Insurance  key  rate,  69  cents. 

Water  Supply — Src,  lake,  1  m.  bus.  cent.;  »«., 
grav.  A  pump  to  stdp.;  stdp.  cap.,  1S6,000  gala.; 
res.  0^).,  600,000  gals.;  2  pump,  eng.,  aap.  day, 
11,692,000  gala.;  mains,  10  m.,  8  to  10  in.  dia.; 
76  hyd.:  400  met.;  400  senr.:  pres.,  dom.  46  lbs., 
f.  76  lbs.;  cons,  day,  250.000  gals.;  cost,  f76,- 
OOO;  cost  mtce.,  f 6,000;  wn.  owned  by  city. 

NAVA80TA,  p.  8,284;  f.  area,  10  blocks;  mere, 
bldgs.,  stn.  &  wd.,  1  to  8  stor.;  priv.,  wd.,  1  k  2 
slor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord. 
F.  dept. — 1  h.  ft  1.  trk.,  2  hose  wag.,  2  hose  reels; 
hose,  cot.,  rub.  lined,  gd.,  2,000  ft.;  rub.,  gd.,  200 
ft.;  inf.,  600  ft;  tot  boae,  2,700  ft;  f.  aL,  telp.; 
val.  equip.,  $8,600;  val.  bldgs.,  $16,000;  exp. 
dept,  $420;  tot.  mem.,  26  toL 

Water  Supply — Src.,  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  100,000  gals.;  res.  cap.,  100,000  gala.; 
2  pump.  eng..  cap.  day  1,750,000  gals.;  mains,  6H 
m.,  4  to  8  in.  dia.;  40  hyd.;  40  ▼.;  met,  8;  prea., 
dom.  86  to  66  lbs.,  f.  120  to  160  lbs.;  cost,  $28,- 
000;  cost  mtce.,  $1,400;  wks.  owned  by  city. 

NEW  BRAUNFELS,  p.  8,166;  f.  area,  660  a.; 
mere,  bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft 
wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka. 
ord.;  causes  of  f.  inv.  F.  dept — 6  c.  hand  ex.,  1 
auto.  comb,  hose  ft  pump,  trie.,  6  hose  oar.;  hose* 
cot,  rub.  lined,  gd.,  8,600  ft;  f.  aL,  elec.  ft  telp., 
63  bx.;  val.  eqiup.,  $16,000;  raL  bldgs.,  $6,000; 
«xp.  dept,  $1,000;  tot  mem.,  60  voL  Insurance 
key  rate,  60  cents. 

Water  Supply— ^rc,  spr.,  %  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  200,000  gala.,  dim.  26  x 
58;  mat.,  boiler  stl.;  2  pump,  eng.,  class  dup.  ft 
trip.,  cap.  day  1,944,000  gals.;  mains,  c.  i.,  11.6 
m.,  6  to  12  in.  dia.;  122  hyd.;  112  v.;  16  met; 
993  serv.;  pipe,  wrt  i.;  pres.,  dom.  40  lbs.,  f.  110 
1b9.;  COT19.  day,  860,000  gals.;  cost,  $182,487;  coot 
mtce..  $4,300;  wks.  owned  by  city. 

OAK  CLIFF,  p.  8,000.  F.  dept — 1  auto.  pump, 
eng.,  1  h.  ft  L  trk.,  1  comb.  c.  ft  h.  wag.;  val. 
«qulp.,  $12,000;   val.  bldgs.,    $11,000;   tot   mem., 

Water  Supply — Part  of  Dallas,  Tex.,  water  aupply 
sys.;  src,  artesian  well;  sys.,  pumps;  60  hyd.; 
pres.,  dom.  26  lbs.,  f.  100  lbs.;  wks.  owned  by  city. 

ORANQE,  p.  6,627;  bldn.,  bk.  ft  wd.,  1  to  S 
•tor.;  wd.  rfs.  not  perm.;  fwks.  ft  oombt.  ord.  F. 
dept. — 1  e.  eng..  1  hose  irag..  1  hoM  red.,  4  hn.; 


hoac^  oot,  rob.  faned.  gd.,  9,6oO  ft;  L  aL,  bdl  ft 
telp.;  vaL  equip.,  $4,800;  vaL  bldn..  fSoO;  m. 
dept,  $1,200;  tot  mem.,  21,  1  p£  rail  time,  SO 
VOL;  undra.  rating,  thkd  daas. 

Water  8upply--^rc.,  arteaian  wells:  sya.,  pump 


to  atdp.  ft  dir.;  res.  cap.,  26,000  gala.;  4  pump, 
eng..  cap.  day  16,000,000  gala.;  mama,  6  m.,  4  to 
10  in.  dia.;  86  hyd.;  200  met;  850  senr.;  pres., 
dom.  40  lbs.,  f.  100  lbs.;  cons,  day,  600,000  gala.; 
cost,  $26,000;  coat  mtce.,  $1,600;  wks.  owned  by 
Co, 

PALESTINE,  p.  10,482;  f.  area,  600  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  5  ;itor. ;  priv.,  bk.  k 
>Ad.,  1  ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwkj».  ord.;  causes  of  f.  inv.  F.  dept.— 4  c.  hand 
ex.,  1  auto.  c.  eng.,  1  comb.  c.  ft  hose  wag.,  1  h. 
ft  1.  trk..  2  hose  wag.,  2  hrs. ;  hose,  cot.,  nib.  line«i, 
fpd.,  2,500  ft;  rub.,  gd.,  150  ft.;  inf.,  1,000  ft; 
tot.  hose,  3,650  ft.;  f.  al.,  telp.;  val.  equip.,  $16,- 
OOO;  val.  bldgs.,  $15,000;  exp.  dept,  $8,625;  tot 
mem.  7,  pd.  full  time. 

Water  Supply — Src.,  spr.  ft  wateraheds,  IH  m. 
bus.  cent;  nrs.,  pump  to  atdp.;  stdp.  cap.,  70,000 
galB.,  dim.  80  x  100;  mat,  iron;  2  pump,  eng., 
cap.  day  6,500,000  gals.;  malna,  e.  L,  24  m..  4 
to  14  in.  dia.:  180  hyd.;  88  v.;  260  met:  1.200 
•err.;  pipe,  galv.  L;  pres.,  dom.  60  Iba.,  f.  86  Iba.: 
cost,  $260,000;  coat  mtce.,  $12,000;  wka.  owned 
by  Co. 

PARIS,  p.  11,269;  f.  area,  60  a.;  mere,  bldgs., 
•tn.,  bk.  ft  wd.,  1  to  6  stor.;  priv.,  stn.  ft  bk.,  8 
•tor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft  oombt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  auto.  pump, 
eng.,  1  auto.  h.  ft  L  tik.,  1  chiefa  auto..  1  str.,  1 
c.  eng.,  6  c  hand  ex.,  1  h.  ft  L  trk.,  1  hose  wag., 
£  hose  car.,  11  hra.;  hoae,  rub.,  gd.,  8,700  ft; 
f.  aL,  bell;  vaL  eouip.,  $12,000;  val.  bldga.,  $10,- 
OOO;  exp.  dept,  $10,000;  tot.  mem.  28,  pd.  full 
time. 


Water  Supply-^arc,  lake  ft  wella,  7  m.  boa. 
cent;  sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  306,- 
000  gala.,  dim.  180  x  20;  mat  stL:  res.  oap., 
1,600,000   gala.;    4   pump,   eng.,   cap.   day.    4,000,- 

000  gala.;  maina,  38  m.,  4  to  12  in.  ua.;  226 
iiyd.;  76  v.;  met,  1,400:  1,400  serv.;  pipe,  c.  L: 
pres.,  dom.  85  lbs.,  f.  100  lbs.;  cons,  day,  600,000 
gals.;  cost,  $260,000;  cost  mtce.,  $25,000;  wka. 
owned  by  city. 

PEARSALL,  p.  1,799;  mere,  bldgs.,  bk.,  2  stor.; 
priv.,  wd.,  1  stor.;  wd.  rfs.  perm.;  no  fwks.  ord. 
F.  dept. — 1  c.  eng.,  12  c.  ex.,  1  h.  ft  1.  trk.,  1  hose 
car.;  bucket  brigade;  val.  equip.,  $750;  tot.  mem., 
80  vol. 

Water  Supply— <Src.,  welLs.  in  bus.  cent;  ays., 
pump  to  stdp.;  stdp.  cap.,  60,000  gate.;  res.  cap., 
60,000  gals.;  2  pump,  eng.,  class  trip.,  cap.  day 
800,000  gals.;  mains,  c.  i..  5  m.,  2  to  8  in.  dia.; 
12  hyd.;  10  v.;  95  met;  260  eerv.;  cons,  day, 
120,000  gala.;  cost,  $26,000;  wks.  owned  by  priv. 
Co. 

PECOS,  p.  8.000.  F.  dept — 1  atr.,  2  hose  wag., 
2  c.  eng.,  2  h.  ft  L  wag.,  1,600  ft  hose;  f.  £[., 
bell  ft  telp.,  12  bx.;  vaL  equip.,  $6,000;  val.  bldga.. 
$6,000;  exp.  dept,  $600;  tot  mem.,  81,  pd.  full 
time  1,  80  voL 

Water  Supply — Src,  arteaian  well,  1  m.  bua. 
cent;  aya.,  pump.;  f.  prea.,  120  lbs.;  wks.  owned 
by  city. 

PILOT,  p.  1,871.  F.  dept — 2  hoae  carta,  6 
hand  ex.,  ladders,  bucketa,  1,000  ft.  hose. 

Water  Supply — Src,  wella;  sys.,  grav.;  stdp. 
cap.,  60,000  gala.;  4  pump,  eng.;  maina,  4  m.,  S 
in.  dia.;  9  hyd.;  200  serv.;  wrt  i.  pipe;  prea., 
dom.  88  lbs.,  f.  76  lbs.;  cons,  day,  20,000  gala.; 
cost,  $15,000;  cost  mtce.,  $1,200;  wka.  owned 
by  Co. 

PITTSBURG,  p.  1,916.  F.  dept — 2  hoae  caru, 
1,000  ft  hoae;  val.  equip.,  $2,000;  exp.  dept, 
$500;  tot  mem.,  SO  vol.  . 

Water  Supply~>Sre.,  deep  wella;  aye.,  2  pumps; 
wka.  owned  by  Co. 

PLANO,  p.  1,258;  f.  area,  640  a.;  mere,  bidafs., 
bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not  perm.; 
fwks.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept. — 
4    c.    hand    e.x.,    1    comb,    hose    ft    h.    ft    I.    wag., 

1  hose  wag.,  4  hrs.;  hose,  cot,  rub.  lined,  gd., 
1,300  ft.;  f.  al.,  bell  ft  telp.,  2  bx.;  tot  mem.  20, 
pd.  full  time  1,  vol.   19;  undrs.  rating,  third  clatis. 

Water  Supply — Src,  creek  ft  well,  %  m.  bua. 
cent.;  sys.,  pump  to  stdp.;  stdp.  cap.,  90,000  gala., 
dim.  14  x*80;  2  pump,  eng.,  daaa  dup.,  cap.  day 
805,280  gals.;  maina,  8%  m.,  4  to  18  in.  dia.;  82 
hyd. 

PORT  ARTHUR,  p.  7,663.  F.  dept. — 1  str.,  S 
comb.  c.  ft  h.  wag.,  1  h.  ft  I.  trk.,  1  supply  wag., 
1  hose  cart;  hose,  5,600  ft;  f.  al.,  86  bx. 

Water  Supply — Src,  Nechea  riv.;  sys.,  pump  to 
stdp.;  res.  cap.,  18,000,000  gala.;  atdp.  cap.,  100,- 
000  gals.;  dir.  prea.,  100  Iba.;  60  hyd. 

QUANAH,  p.  3,127;  f.  area,  1%  aq.  m.;  mere, 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  3  stor.;  priv.,  wd.,  1 
ft  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ord.;  cauaea  of 
f.  inv.  F.  dept — 1  auto.  comb,  c  ft  h.  trk.,  with 
1,200  ft  hose,  1  c  eng.,  12  c  ex.,  1  h.  ft  L  trk.,  1 
hose  wsg.;  hose,  rub.,  1,400  ft.;  f.  al.,  bell;  S 
hra.;  val.  equip.,  $6,000;  val.  bldga.,  $600;  exp. 
dept..  $500;  tot  mem.,  88  vol.;  undra.  rating, 
fourth  daaa. 

Water  Supply — Src,  wella;  ays.,  pump  to  stdp.; 
stdp.  cap.,  100,000  gala. 

RICHMOND,  p.  1,371.  F.  dept-^2  hoae  carta; 
hose,  cot,  rub.  lined,  gd.,  1,000  ft;  f.  al.,  bell; 
tot  mem.,  25  vol.     Inaurance  key  rate,  91  centa. 

Water  Supply — Src,  wella;  sys.,  pump  to  stdp.; 
stdp.  cap.,  59,000  gals.,  dim.  10  x  100;  2  pump, 
eng.;  mains,  1  m.,  4  to  8  in.  dia.;   18  hyd. 

ROBY,  p.  712.  F.  dept. — 1  hoae  cart,  600  ft 
hoae;  vol. 

Water  Supply — Src,  Cottonwood  crk.;  sys.,  ptimp 
to  stdp.;  maina,  IH  ni.,  2  to  4  in.  dia. 

ROCKDALE,  p.  2,073;  f.  area,  640  a.;  mere, 
bldga.,  bk..  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  perm.;  fwka.  ft  comot  ord.;  cauaea  of  f.  inv. 
F.  dept. — 1  h.  ft  1.  trk.,  2  hose  reela;  hoae,  cot., 
rub.  lined,  gd.,  600  ft;  f.  al.,  bell;  tot  mem.,  60 
voL;  undxv.  rating,  third  daaa. 

Water  Supply — ^rc,  wella,  8  blocka  bua.  cent; 
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uys.,  pump  to  stdp.;  ttdp.  cap.,  98.000  gala.,  dim. 
10  X  110;  pmnp.  eng.,  cap.  day  1,000,000  gala.; 
maina,  c  i.,  2  m.,  2  to  6  ixL  dia.;  20  hyd.;  14  ▼.; 
pipe,  wrt.  i.;  pres.,  dom.  50  lbs.,  f.  110  Iba.;  coat, 
145,000;  wks.  owned  by  Co. 

ROCKPORT,  p.  1,882;  mere,  bldga.,  bk.  ft  wd., 

1  to  3  ator.;  priv.,  wd.,  1  Jc  2  ator.;  wd.  rfa.  perm, 
in  f.  area;  fwka.  k  combt.  ord.  F.  dept. — 1  c 
eng.,  2  c.  hand  ex.,  1  h.  &  L  trk.,  1  comb.  c.  ft  h. 
wag.,  1  boee  car.,  1  bra.;  hoae,  cot,  rub.  lined,  gd., 
800  ft.;  f.  al.,  bell;  val.  equip.,  $2,000;  tot.  mem., 
15  vol.     Inaurance  key  rate,  fl.Ol. 

Water  Supply — Src.,  wella. 

ROCKWELL,  p.  1,186;  mere,  bldga.,  atn.  ft  bk. 
F.  dept. — 1  h.  ft  1.  trk.,  1  hoae  cart;  hoae,  1,000 
ft.;  f.  al.,  bell;  tot.  mem.,  22  voL 

Water  Supply — Src.,  well;  aya.,  grav.  ft  pump.; 
rea.  cap.,  82,000  gala.;  pump,  eng.,  cap.  day  16,000 
gala. 

ROQERS,  p.  1,500;  f.  area,  1,000  a.  F.  dept. 
— 2  hoae  carta,  1,000  ft.  hose;  f.  al.,  bell;  vaL 
equip.,  $1,250;  Tal.  bldga.,  $760;  tot.  mem.  20,  pd. 
part  time. 

Water  Supply — Src.,  lake  ft  riv.,  1  m.  bua.  cent; 
aya.,  grav.;  etdp.  oap.,  60,000  gala.;  rea.  cm>.,  20,- 
000,000  gals.:  2  pump,  eng.,  oap.  day,  900,000 
gals.;  mauia,  von.  10  m.,  2  to  8  in.  dia.;  20  hyd.; 
SSO  met.;  prea.,  dom.  60  lbs.,  f.  76  lbs.;  oona.  day, 
60,000  gttla.;  cost,  $50,000;  ooet  mtoe.,  $2,000; 
wl».  owned  by  priv.  Co. 

•ROSEBUD,  p.  1,472;  f.  area,  12  blocks;  mere, 
bidgs.,  bk.,  2  ft  3  stor.;  priv.,  wd.,  2  ator.;  fwks. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept. — 1  hand 
h.  ft  1.  trk.,  2  hand  hose  reels,  1,300  ft  hoee;  f. 
al.,  bell,  telp.  ft  wh.;  tot  mem.,  42  vol. 

Water  Supply — Src,  lake;  ays.,  pump  dir.  ft 
grav.;  1  pump,  eng.,  cap.  day  720,000  gals.;  etdp. 
cap.,  50,000  gals.;  mains,  8,1<30  ft,  4  to  6  in.  dia.! 
IS  hyd.;  cons,  day,  40,000  gala.;  prea.,  dom.  40 
lbs.,  f.  126  lbs.;  wks.  owned  by  municipality. 

ROUND  ROCK,  p.  1,188;  f.  area,  640  a.;  mere, 
bldga.,  atn.  ft  wd.,  1  ft  2  ator.;  priv.,  wd.,  2  ator.; 
wd.  rfs.  perm.;  fwka.  ft  combt  ord.;  cauaee  of  f. 
not  inv.  F.  dept — 1  h.  eng.,  1  c.  eng.,  1  hoae 
car.;  hose,  cot,  rub.  lined,  gd.,  400  ft;  inf.,  200 
ft.;  tot  hose,  600  ft;  f.  al.,  bell;  tot  mem.,  80 
voL;  undra.  rating,  fourth  daaa. 

No  water  aupply. 

SABINAL,  p.  1,640;  mere  bldga.,  bk.,  1  ft  2 
stor.;  priv.,  wd.,  1  ft  2  ator.;  wd.  rfa.  perm,  in  f. 
area;  fwka.  ft  combt  ord.;  cauaea  of  f.  inv.  F. 
dept. — 2  hoee  reela;  hoee,  cot,  rub.  lined,  gd.,  1,200 
ft;  f.  al.,  bell;  val.  equip.,  $1,200;  val.  bldga., 
$500;  exp.  dept,  $26;  tot.  mem.,  22  vol. 

Water  Supply — Src,  well,  1  m.  bus.  cent;  «ya., 
pump  to  Btdp.;  stdp.  cap.,  60,000  gals.;  1  pump, 
eng.,  daaa  trip.,  cap.  day,  720,000  gala.;  maina, 
8%  m.,  4  to  8  in.  dia.;  coat,  $60,000;  cost  mtce., 
$8,000;  wka.  owned  by  priv.  Co. 

SAN  ANGELO,  p.  10,821;  mere,  bldga.,  bk.,  atn. 
ft  cone,  1  to  8  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 2  hand  ex.,  1  auto,  triple  comb, 
trk.,  1  h.  ft  1.  trk.,  1  hoae  wag.,  1  comb.  c.  ft  h. 
wag.,  2  hose  carta;  hoae,  cot,  rub.  lined,  gd.,  2,700 
ft.:  f.  al.,  telp.;  vaL  equip.,  $6,600;  vaL  bldga., 
$300;  tot.  mem.  20,  pd.  full  time;  undra.  rating, 
third  daas. 

Water  Supply — Src,  riv.,  1  m.  bua.  cent;  aya., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  260,000  gala., 
dim.  20  X  100;  mat,  stl.;  res.  cap.,  800,000  gala.; 

2  pump,  eng.,  cap.  day  5.600,000  gala.;  maina, 
c.  i.,  45  m.,  4«to  10  in.  dia.;  86  hyd.;  76  v.;  1,400 
met:  1.860  serv.;  prcs.,  dom.  60  to  80  lbs.,  f. 
120  lbs.;  cons,  day,  1,000,000  gals.;  cost,  $160,- 
000;  cost  mtce.,  $12,000;  wka.  owned  by  Co. 

SAN  ANTONIO,  p.  96,614;  f.  area,  86  aq.  m.; 
mere,  bldga.,  bk.  ft  atn.,  1  to  10  ator.;  priv.,  atn., 
bk.  ft  wd.,  1  to  8  ator.;  wd.  rfs.  not  perm,  in  f. 
area;  fwka.  ft  combt  ord.;  cauaes  of  f.  inv.  F. 
dept. — 6  str.,  2  auto.  comb.  pump.  eng.  ft  hoae 
wag.,  7  comb.  c.  ft  h.  wag.,  2  auto.  comb.  h.  ft  1. 
ft  c.  trk.,  1  aer.  h.  ft  1.  trk.,  17  c.  hand  ex.,  5  hoae 
wag..  63  hrs.;  hose,  cot,  rub.  lined,  gd.,  26,050 
ft.;  f.  al.,  Gamewell,  121  bx.;  val.  equip.,  $188,886; 
val.  bldga.,  $118,250;  exp.  dept,  $126,000;  tot 
mem.  128,  pd.  full  time. 

Water  Supply — Src,  wella;  aya.,  pump  to  rea.  ft 


dir.;  rea.  cap.,  6,000,000  gala.,  loc  8  m.  north 
cent  city;  16  pump,  eng.,  daaa  boriaontal  comp., 
dup.  trip.,  cap.  day  62,400,000  gala.;  maina,  c  L, 
200  m.,  4  to  30  in.  dia.;  1,700  lyrd.;  1,057  v.: 
met,  6,000;  28,000  serv.;  pipe,  galv.  L  ft  lead; 
prea.,  dom.  80  to  90  lbs.,  f.  90  to  120  lbs.;  c-ons. 
day,  11,400.000  gals.;  cost.  $4,500,000;  cost  mt«.. 
$20,000;  wks.  owned  by  priv.  Co. 

SAN  AUGUSTINE,  p.  1,600;  f.  area,  100  a.  F. 
dept. — 2  hoae  reela,  1.000  ft  hoae;  vaL  eqmp.. 
$2,000;  val.  bldga.,  $100;  tot  mem.,  17  voL 

Watar  Supply--Src,  well,  1  m.  bua.  cent;  sys., 
pump  to  atdp.;  2  pump.  eng. 

SAN  MARCOS,  p.  4,071;  bldga.,  bk.  ft  atn.,  1 
to  8  ator.;  wd.  rfs.  not  perm,  in  f.  area.     F.  dept — 

1  hand  ladder  trie,  2  hoae  wag.,  5  hra.;  hOM,  cot, 
rub.  lined,  gd.,  2,000  ft;  f.  ai,  b«D;  viaL  equip., 
$1,000;  exp.  dept,  $8,600;  tot  mem.,  76,  1  pd. 
man,  76  voL 

Water  Supply — Src,  riv.;  aya.,  grav.  ft  pump  to 
res.;  rea.  cap.,  750,000  gals.;  2  pump,  eng.,  cap. 
day  2,000,000  gals.;  mains,  23  m.,  4  to  10  in. 
dia.;  25  hyd.;  34  v.;  met,  25;  prea.,  dom.  100 
lbs.,  f.  260  lbs.;  cons,  day,  600,000  gals^;  coat, 
$76,000;  cost  mtce.,  $2,750;  wks.  owned  by  Co. 

SAN  SABA,  p.  889;  mere  bldga.,  stn.,  2  ator.; 
priv.,  bk.  ft  wd..  1  ft  2  stor.;  wd.  rfa.  perm.;  no 
fwka.  ord.;  no  org.  f.  dept 

Water  Supply — Src,  spr.;  ^ys.,  pumpL  dir.;  stdp. 
cap.,  100,000  gals.;  pump,  eng.,  cap.  day  96,120 
gals.;  mains,  c  i,  5  8-6  m.,  H  to  6  in.  dia.;  135 
hyd.;  pipe,  4Vi  m.,  8  to  8%  in.  dia.;  175  serr.; 
pipe,  galv.  i.;  pres.,  dom.  50  lbs.,  f.  100  lbs.;  coat 
$27,000;  cost  mtce.,  $500;  wks.  owned  by  Ca 

SCHULENBURG,  p.  1,091 ;  bldgs.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  not  perm,  in  f.  limits.  F.  dept — 1  hand 
eng.,  2  priv.  hand  eng.,  20  c  ex..  1  h.  ft  L  trk.,  5 
hose  carts;  hoae,  rub.,  gd.,  1,900  ft;  aL,  beU;  vaL 
equ.p.,  $800;  val.  bldgs.,  $75;  tot  menu,  40  voL; 
undrs.  rating,  third  daaa. 

Water  Supply — Src,  wells,  in  bus.  cent;  aya, 
pump  dir.;  stdp.  cap.,  115,000  gala.,  dim.  14  x 
XOO,  mat  iron;  pump,  eng.,  cap.  day  5,000  to  10.- 
000  gals.;  mains,  c  i.,  6,181  ft,  6  ft  8  in.  dia.: 
20  hyd.;  wks.  owned  by  city. 

SEALY,  p.  1,870;  f.  area,  1,280  a.;  bldga^  wd. 
ft  bk.,  1  ft  2  stor.;  wd.  rfs.  perm.;  no  fwka.  ord. 
F.  dept — 18  c  ex.,  bucket  brigade;  f.  al.,  bell; 
mem.,  18. 

Water  Supply — Src,  wells  ft  cisterns. 

SEQUIN,  p.  8,116;  f.  area,  850  a.;  mere  bldgs., 
bk.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.; 
wd.  rfa.  not  perm,  in  f.  area;  fwka.  ord.;  causes 
of  f.  inv.  F.  dept — ^1  c  eng.,  «  c  hand  ex.,  1 
h.  ft  L  trk.,  2  hoae  wag,;  hoae^  cot,  rab.  Ijncd,  cd.. 
4,000  ft;  f.  al.,  telp;  vaL  equip.,  $2,600;  vaL 
bides.,  $3,000;  tot  mem.,  85  voL 

water  Supply — Src,  riv.,  1^  m.  bus.  cent.: 
«y8.,  pump  to  stdp.  ft  dir.;  stdp.  No.  1,  cap.  6f>,- 
000  gab.;  No.  2,  cap.  800,000  gala.;  2  pomf*. 
eng..  cap.  day  2,000,000  gals.;  mains,  c  i,  10  nu 

2  to  10  in.  dia.;  44  hyd.;  20  v.;  750  sen-.;  pr««^, 
dom.  45  lbs.,  f.  60  lbs.;  cons,  day,  75.000  gal^: 
cost  $80,000;  cost  mtce.,  $2,000;  wks.  ownt-d  t^ 
city. 

SHERMAN,  p.  12,412;  t  area,  2.600  a.;  men. 
bldgs.,  bk.,  stn.  ft  wd.,  1  to  5  ator.;  priv.,  bk. 
ft  wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm.;  fwks.  Jt 
combt  ord.  F.  dept — 1  str.,  6  c  hand  ex..  1  h.  ft 
1.  trk.  8  hoae  wag.,  1  hoae  reel;  1  diieTa  haai, 
11  hra.;  hoee,  cot,  rub.  lined,  gd.,  6,000  ft.;  SL, 
500  ft;  tot  hoae.  6,600  ft;  f.  aL  tdp.;  vaL 
equip..  $20,860:  vaL  bldga.,  $29,000;  exp.  dcpc, 
$16,000;  tot  niem.,  76,  pd.  full  time  14,  roL  61; 
undrs.  rating,  third  daaa 

Watar  Supply — ^Src,  wells,  1  m.  bus.  cent.;  aya^ 
pump  to  stdp.  ft  dir.;  stdp.  cap..  625,000  gals.; 
res.  cap.,  850,000  nl>-;  2  pump.  eng..  caf^.  dij 
3,000,000  gals.;  mama,  c.  i.,  14 ^  m.,  4  to  10  is. 
dia.;  260  hyd.,  27  v.;  met.  2.000;  2.400  serr.: 
pipe,  wrt.  i.;  pres.,  dom.  60  lbs.,  L  200  lbs.. 
cost.  $145,000;  cost  mtce.,  $10,000;  wk&  owrtc** 
by  dty. 

SHINER,  p.  1,096.  F.  dert — S  hose  carts, 
hose,  900  ft;  tot  mem.,  34  voL 

Watar  Supply— Sya.,  pump  to  atdp.;  leau  eapL. 
60,000  gala.;  mains,  1%   m.;  24  hyd. 

SMITHVILLE,  p.  8,167;  mere  bldgs^,  bk.,   1  to 

3  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  not  pena 
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in  f.  aret;  fwks.  k  combt  ord.;  causes  of  f.  inr. 
F.  dept. — 2  c.  hand  ex.,  1  h.  &  L  trk.,  2  hose 
reds;  hose,  rub.,  gd..  1,000  ft;  f.  al.,  bell;  val. 
equip.,  f  1,500;  val.  bldgs.,  $100;  exp.  dept,  fl25; 
tot.  mem.,  80  vol. 

Water  Supply — Src.,  rlv.,  2,040  ft.  bus.  cent. ;  sys., 
grav.  &  pump  dir.;  2  pump,  eng.;  cap.  day,  1,- 
500.000  gals.;  mains,  c.  i.,  4  m.,  4  to  8  in.  dia.; 
24  byd.;  10  ▼.;  800  senr.;  pipe,  galv.  i.;  pres., 
dom.  60  lbs.,  f.  80  to  126  lbs.;  cons,  day,  200,000 
gals.;  cost,  $26,000. 

SONORA,  p.  1,200.  F.  dept — 2  hose  carts; 
hose,  1,200  ft;  val.  equip.,  $800;  val.  bldgs..  $160; 
exp.  dept,  $160;  tot  mem.,  20,  pd.  part  time. 

Water  Supply — ^Sra,  welle,  %  m.  bus.  cent.; 
sys.,  pump  dir.;  res.  cap.,  386,000  gals.;  2  pump, 
eng.,  cap.  day  85,000  gals.;  mains,  1  m.,  5^6 
in.  dia.;  10  byd.;  2  v.;  50  met;  150  serv.;  pipe, 
wrt  i.;  pres.,  dom.  JE  f.,  45  lbs.;  cons.  da}%  15,000 
gB.]s.;  cost,  $16,000;  cost  mtce.,  $8,000;  wka. 
owned  by  priv.  Co. 

STAMFORD,  p.  S,$02.  F.  dept.— 1  gas  eng., 
1  h.  ft  1.  trk.,  1  hose  wag.,  2  band  hose  reels,  2  hva.; 
hose,  8,000  ft;  val.  e<niip.,  $5,000;  val.  bldgs., 
$2,600;  exp.  dept,  $1,600;  tot  mem.,  ZB  voL, 
1  pd.  man. 

Watar  Supply — Sra,  artifldal  lake,  2  m.  bus. 
cent;  «ys.,  pump  to  stdp.;  stdp.  cap.,  100,000 
g«]s.,  2  pump,  eng.,  cap.  day,  600.000  gals.; 
mains,  c.  £,  11  m.,  4  to  8  in.  dia.;  88  hyd.;  $0  v.; 
460  met;  800  serv.;  pres.,  f.  66  lbs.;  cons,  day, 
200,000  gala.;  wka.  owned  by  Stamford  Water 
Worica  Oo.,  Inc. 

STEPHEN VI LLE,  p.  2.661.  F.  dept — 1  hose 
wag.,  1  hose  cart;  hose,  1,500  ft;  tot  mem.,  25 
vol.;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  2  wells;  stdp.  cap.,  68,000 
frals.;  res.  cap.,  76,600  gals.;  2  pumps;  pres.,  125 
iM.;  wks.  owned  by  city. 

SULPHUR  SPRINGS,  p.  5,161;  f.  area,  100  a.; 
mere,  bldga.,  bk.,  1  ft  2  stor.;  priv.,  wd.,  IH  ator.; 

wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  str.,  1  comb.  c.  ft 
h.  wag.,  2  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  hose 
cart  4  hrs.;  hose,  cot,  rub.  lined,  gd.,  2,100  ft.; 
f.  at,  bell;  vaL  equip.,  $8,600;  val.  bldgs.,  $5,000; 
exp.  dept,  $760;  tot  mem.,  20;  pd.  full  time  1, 
10  vol. 

Water  Supply — Src.,  lake,  1  m.  bus.  cent.:  sys., 
pump  to  stdp.;  stdp.  cap.,  115,000  gals.,  dim.  12 
x  120;  1  pump,  eng.,  cap.  day  1,000.000  gals.; 
mains,  c.  i.,  4  m.,  8  to  8  in.  dia.;  25  hyd.;  66 
serv.;  pipe,  black  ft  galv.  i.;  pres.,  f.  60  lbs.;  cost, 
$60,000;  cost  mtce.,  $8,000;  wks.  owned  by  Co. 

SWEET  WATER,  p.  6,000;  f.  area,  20  a.  F. 
dept — 2  hose  wag.;  f.  aL,  bell;  viaL  equip.,  $1,200; 
val.  bldgs.,  $1,200;  exp.  dept,  $1,600;  tot  mem., 
18  vol. 

Water  Supply-— Src.,  res.,  1  m.  bus.  cent;  qn., 
pump  dir.;  14  hyd.;  wks.  owned  by  dty. 

TAYLOR,  p.  6,814;  f.  area,  276  a.;  bldgs.,  bk., 
stn.  ft  wd.,  1  to  8  stor.;  wd.  rfs.  not  perm.;  fwks. 
A  combt.  ord.  F.  dept. — 1  comb.  c.  ft  h.  wag.,  2 
hose  car.,  6  c.  hand  ex.,  8  hrs.;  hose,  cot,  rub. 
lined,  gd.,  8,800  ft.;  f.  aL,  bell;  vaL  equip.,  $4,500; 
vaL  bldgs..  $8,000;  tot  mem.,  65  voL;  undrs.  rat- 
ing,  third   class. 

water  Supply— Src.,  well,  0  blocks  bus.  cent; 
STS..  grav.  ft  dir.  pres.;  stdp.  cap.,  165,000  gals., 
dim.  16  z  kl04,  loc.  cent  of  city,  mat  stL;  res. 
cap.,  80,000,000  nals.,  loc.  near  dty;  2  pump, 
eng.,  cap.  day,  1,600,000  gals.;  mains,  wrt  ft  c. 
i.,  15  m.,  4  to  10  in.  dia.;  46  hyd.;  46  v.;  860 
met,  1,200  aerv.;  pipe,  wrt  L;  pres.,  dom.  45  lbs., 
f.  80  to  100  lbs.;  cons,  day,  800,000  gals.;  cost, 
$126,000;  cost  mtce.,  $26,000;  wks.  owned  by 
priv.   Co. 

TEAQUE,  p.  8,288.     F.  dept — ^Not  reported. 

Water  Supply— -Src.,  spr.  ft  well,  8  m.  bus. 
cent;  sys.,  pump  to  stdp.;  stdp.  cap.,  75,000  gals., 
mat  sheet  i.;  2  gasoline  pump,  eng.,  cap.  day 
60,000  gals.;  mains,  8  m.,  4  to  10  in.  dia.;  88 
hyd.;  60  v.;  met.,  64;  pipe,  galv.  i.;  pres.,  dom. 
60  lbs.,  f.  60  lbs.;  cons,  day.,  800,000  sraU.;  coBt. 
$50,000;  cost  mtce.,  $2,000;  wks.  owned  by  city. 

TEMPLE,  p.  10,008;  f.  area,  2,150  a.;  mere, 
bldga.,  bk.,  1  to  8  stor.;  priv.,  wd..  1  to  8  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.  F.  dept.— 
1  comb.  &  ft  h.  wag.,  1  e.  eng.,  4  e.  hand  ex.,  2 


hose  waar.,  1  hose  reeL  6  hrs.;  hose,  cot,  rub.  lined, 
gd.,  6,000  ft.:  inf.,  200  ft;  tot  hose,  6,200  ft.; 
f.  aL,  telp;  val  equip.,  $16,000;  vaL  bldga.,  $18.- 
000;  exp.  dept,  $7,000;  tot  mem.,  128,  9  pa. 
full  time,  10  pd.  part  time,  104  voL  Insurance 
key  rate,  40  cents. 

Water  Supply — Src.,  riv.,  6  m.  bus.  cent;  ays., 
grav.  ft  pump  to  res.;  stdp.  cap.,  266,000  giQs., 
illm.  110  X  18;  res.  cap.,  6,000,000  gals.;  8  pump, 
eng.,  cap.  day  6,000.000  gals.;  mams,  80  m.,  4 
to  18  in.  dia.;  124  byd.;  180  v.;  prea.,  dom.  60 
lbs.,  f.  120  lbs.;  cost,  $820,000;  cost  mtce.,  $26,- 
000;  wks.  owned  by  city. 

TERRELL,  p.  7,060;  f.  area,  480  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd., 
1  to  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 1  auto, 
comb.  pump.  eng.  ft  hose  wag.,  2  c.  hand  ex.,  1  h. 
ft  L  txk.,  2  hose  wag.,  1  hose  reel,  4  hrs.;  hose, 
cot,  rub.  lined,  gd.,  2,600  ft.;  inf.,  800  ft;  tot. 
hose,  2,800  ft;  f.  aL,  bell;  vaL  equip.,  $14,000; 
vaL  bldgs..  $2,500;  exp.  dept.,  $2,000;  tot.  mem., 
82;  pd.  full  time  2,  80  voL 

Water  Supply — Src,  wells;  sys.,  pump  to  res.; 
res.  cap.,  160,000  gals.;  8  pump,  eng.,  cap.  day 
600,000  gal8.;  mains,  6  m.;  48  hyd.;  met,  160; 
pres.,  dom.  60  lbs.,  f.  60  lbs.;  cons,  day,  200,000 
gals.;  cost,  $48,000;  wks.  on-ned  by  city. 

TEXARKANA,  p.  0,700;  bldgs.,  bk.,  2.  8  ft  4 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt. 
ord.  F.  dept. — 1  trip.  comb.  auto.  h.  ft  c.  wag. 
equipped  with  small  ladder  ft  pump,  2  auto.  comb, 
h.  ft  c  wag.  with  ladders.  1  h.  ft  1.  trk.,  1  str.,  1 
chiefs  auto,  with  c.  1  comb.  h.  ft  c.  wag..  1  hose 
wag.;  hose,  cot,  rub.  lined,  gd.,  0,000  ft;  f.  aL, 
bell:  vaL  equip.,  $8,600;  vaL  bldgs.,  $1,200;  tot. 
mem..  68  vol.;  undrs.  rating,  second  class. 

Water  Supply — Src,  lake  ft  wells;  sys.,  pump  to 
stdp.  ft  dir.;  stdp.  dim..  110  x  20;  8  pump,  eng., 
class  dup.  comp.,  cap.  aay  4.000.000  gals.;  mains, 
80  m..  4  to  12  in.  d'a.;  110  hyd.;  pres.,  dom.  45 
lbs. 

THURBER,  p.  4.600.  F.  dept — 2  hose  carta, 
ladders,  hooks,  buckets,  ftc;  hose,  cot.,  rub.  lined, 
gd.,  1,000  ft;  f.  al.,  bell;  tot.  mem.  88,  pd.  part 
time. 

Water  Supply — Src,  lake,  1  m.  bus.  cent;  sys., 
pump.;  2  piunp.  eng.,  cap.  min.  1,250  gals.;  mains, 
2,500  ft.,  6  to  10  in.  dia.;  12  hyd.;  24  v.;  pres., 
dom.  60  lbs.,  f.  60  lbs.;  wks.  owned  by  Co. 

TROY,  p.  219.  F.  dept — 1  hose  cart.  800  ft. 
hose,  vol. 

Water  Supply — Src,  well;  pump  to  stdp.;  stdp. 
cap.,   10.000  gals.;  mains,  4  in.  dia.;  8  hyd. 

TYLER,  p.  10,400;  f.  area,  648  a.;  bldgs.,  wd. 
ft  bk.,  1  ft  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  c  eng. 
ft  ladders,  1  hose  wag.  equipped  with  hand  c  ft 
ladders,  1  h.  ft  1.  trk.,  1  hose  wag.,  6  hra.;  hose, 
cot.,  rub.  lined,  gd.,  8,800  ft.;  f.  aL,  telp.  ft  bell; 
vaL  equip.,  $12,500;  vaL  bldgs..  $20,000;  tot 
mem.,  87,  pd.  full  time  12,  vol.  25;  undrs.  rating, 
third   class. 

Water  Supply — Src,  creek  ft  spr.,  6  m.  bus. 
cent;  sys.,  pump  dir.;  res.  cap.,  25,000,000  gals.; 
8  pump,  eng.,  cap.  day  4,250,000  gals.;  maina, 
13  4-5  m.,  4  to  18  in.  dia.;  100  hyd.;  44  v.;  met, 
20;  pres.,  dom.  60  lbs.,  f.  100  lbs.;  cost,  $200,000; 
cost  mtce.,  $5,000;  wks.  owned  by  Co. 

UVALDE,  p.  8,098;  f.  area.  400  a.;  mere  bldgs., 
wd.  ft  bk.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.  F.  dept — 
1  h.  ft  I.  trk.,  1  c.  eng.,  8  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  1,500  ft.;  f.  aL,  bell;  val.  equip., 
$1,200;  vaL  bldgs.,  $125;  exp.  dept,  $160;  tot 
mem.,  45  vol.;  undrs.  rating,  second  daaa. 

Water  Supply — Src,  wells,  800  yds.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  85,000  gals.,  dim. 
100  X  12;  pump,  eng.,  cap.  day  1,162,000  gals.; 
maina,  c.  L,  8  m.,  4  to  6  in.  dia.;  28  hyd.;  500 
serv.;  pipe,  iron;  pres.,  dom.  ft  f.,  160  lbs.;  cost, 
$86,000;  cost  mtce.,  $9,600;  wks.  owned  by  Co. 

VALLEY  MILLS,  p.  708.     No  f.  dept 

Water  Supply — Src,  wella;  sys.,  pump  to  stdp.; 
stdp.   cap.,   12,000  gals. 

VAN  ALSTYNE,  p.  1,441;  fwks.  ft  combt  ord. 
F.  dept. — 1  c  eng.,  1  h.  ft  1.  trk.,  1  hose  cart; 
hose,  cot,  rub.  lined,  gd.,  1,260  ft;  rub.,  1,250 
ft.:  f.  aL.  bell  ft  wh.;  tot.  mem.,  10  voL 

Water  Supply — Src,   well,   2   blocks  bus.   cent; 
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eys.,  pump  to  stdp.,  dim.  12  x  100,  mat.  at!.;  1 
pump,  eog.,  class  dup.,  cap.  day  100,000  gals.; 
mains,  c.  i.,  2H  m.,  4  to  6  in.  dia.;  27  nyd.; 
9  ▼. ;  met,  110;  4  serv. ;  pipe,  galv.  i.;  prea.,  dom. 
86  to  45  lbs.,  f.  126  lbs.;  cost,  $16,626;  coat 
mtce.,  $1,200;  wks.  owned  by  city. 

VICTORIA,  p.  8,673;  f.  area,  640  a.;  bldgs.,  bk. 
ft  wd.,  1  &  2  stor. ;  wd.  rfs.  penn.;  fwks.  &  combt. 
ord.:  causes  of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  1 
oomb.  c.  &  h.  wag.,  8  hose  reels,  4  hra.;  hose,  cot.. 


rab.  lined,  gd.,  3,100  ft.;  f.  al.,  Oamewell,  5  bx.; 
val.  equip.,  $9,000;  val.  bldgs..  tl,O00;  ezp.  dept., 
$6,000;   tot.  mem.,  208,  pd«  fuU  time  6,  pdL  part 


time  2,  vol.  200;  undrs.  ratmg,  second  class. 

Water  Supply — Src,  2  artesian  wells;  sys.,  pump 
to  stdp.  ft  dir.;  stdp.  csp.,  160,000  gals.,  dim.  100 
X  16;  2  pump,  eng.,  cap.  day  8,000,000  gals.; 
mains,  c.  i.,  10 H  m.,  4  to  12  in.  dia.;  187  nyd.; 
22  v.;  420  serv.;  p.pe,  galv.  i.;  prea.,  dom.  46  lbs., 
f.  100  lbs.;  cost,  $92,000:  wks.  owned  by  city. 

WACO,  p.  26,426;  f.  area,  42  blocks;  mere, 
bldgs.,  bk.,  2  to  22  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  &  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 1  suto.  pump,  eng.,  1  chiefs 
auto.,  7  str.,  1  c.  eng.,  20  hand  ex.,  2  h.  ft  1. 
trk.,  1  chieTs  wag.,  8  hose  reels,  36  hrs.;  hose, 
cot.,  rub.  lined,  gd.,  14,000  ft.;  f.  al.,  Qamewell, 
78  Dx.;  val.  equip,  ft  bldgs., '$108,000;  exp.  dept., 
$62,000;  tot.  mem.,  206,  pd.  full  time  84,  pd. 
part  time  24,  vol.  148.  Insurance  key  rate,  19 
cents. 

Water  Supply— Src,  wells,  riv.  ft  rea.,  1  m. 
bus.  cent;  sys.,  grav.,  pump  to  stdp.  ft  dir.;  stdp. 
eap.,  600,000  gala.;  dim.,  60  x  22;  mat.,  iron; 
rea.  cap.,  4^,000,000  gala.;  6  pump,  eng.,  daaa 
horlaontal  comp.  trip.,  cap.  day,  26,000,000 
gals.;  mains,  c  i.,  86  m.,  4  to  24  in.  dia.;  700 
Eyd.;  1,200  v.;  met.,  2,000;  10,600  serv.;  nipe, 
galv.  i.;  pres.,  dom.  76  Iba.,  f.  90  to  100  lbs.; 
cons,  dsy,  6,000,000  gala.;  cost,  $646,479;  cost 
mtce.,   $4,764;   wka.  owned  by  dty. 

WALNUT  SPRINQS.  p.  1.840.  F.  dept — 1  hose 
cart,   300  ft  hose,   76-DbL   tk. 

WAXAHACHIE.  p.  6,206;  f.  area,  8,600  a.;  mere, 
bldgs.,  bk.  ft  stn.,  1  to  8  stor.;  priv.,  wd.,  10  ft 
high;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft  combt 
ora.;  causes  of  f.  inv.  F.  dept — 1  str..  1  oomb. 
0.  ft  h.  wag.,  6  c.  hand  ex.,  1  h.  ft  L  trk.,  2  hose 
wag.,  2  hose  car.,  8  hrs.;  hose,  cot,  rub.  lined,  gd., 
2,000  ft;  inf.,  800  ft.;  tot  hose.  2,300  ft;  f. 
al.,  elec;  val.  equip.,  $9,000;  val.  bldgs.,  $17,000; 
exp.  dept,  $2,800;  tot  mem.,  60,  pd.  full  time 
8,  pd.  part  time  8,  44  vol.  Insurance  key  rate,  60 
centa. 

Water  Supply — Src.,  well,  800  ft  bua.  cent; 
sys.,  pump  to  res.  ft  stdp.;  stdp.  No.  1,  cap.  138.- 

000  gals.,  dim.  15  x  105,  mat.  iron;  stdp.  No.  2, 
cap.  220,260  gals.,  dim.  25  x  60,  mat  iron;  res. 
cap.,  600,968  gals.;  2  pump,  eng.,  class  comp.,  cap. 
dav  2,000,000  gals.;  mains,  c.  i.,  12  m.,  4  to  12 
in.' dia.;  88  hyd.;  82  v.;  met,  1,050;  1,500  ser%'.; 
pipe,  galv.  i.;  pres.,  dom.  50  Ib^.,  f.  60  lbs.;  cons, 
day,  350,000  gaLs.:  cost,  $86,003;  cost  mtce., 
$13,395;  wks.  owned  by  city. 

WEATHERFORD,  p.  6,074;  f.  area,  900  a.;  mere, 
bldgs.,  stn.  ft  bk.,  1  to  6  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  str.,  3  c.  hand 
ex.,  1  h.  ft  1.  trk..  2  hose  wag.,  1  hose  car.,  2 
hra.;  hose,  cot,  rub.  lined,  gd.,  2,600  ft;  f.  al., 
bell;  val.  equip.,  $8,000;  val.  bldga.,  $2,000;  exp. 
dept.,  $365;  tot  mem.,  60,  pd.  full  time  1,  69  vol. 

Water  Supply — Src,  wells,  1,000  yds.  bus.  cent; 
sys.,   pump   to   res.;   res.    cap.,    1,883,000   gals.;    2 

?ump.  eng.,  cap.  day  1,275,000  gals.;  mains,  c.  i., 
m..  4  to  10  in.  dia.;  84  hyd.;  16  v.;  396  met.; 
628  serv.;  pipe,  galv.  i.;  pres.,  dom.  46  lbs.,  f.  80 
lbs.;  cons,  day,  100,000  gals.;  cost,  $120,000;  cost 
mtce.,  $9,000;  wks.  owned  by  Co. 

WEIMAR,  p.  906;  f.  area,  640  a.;  mere,  bldgs., 
stn.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  stn.,  bk.  ft  wd., 

1  ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft 
combt  ord,  F.  dept. — 1  str.,  1  h.  eng.,  1  c. 
eng.,  1  c.  hand  ex..  1  h.  ft  1.  trk.,  4  hose  car.;  hose, 
rub.,  gd.,  1,400  ft.;  inf.,  600  ft.;  tot  hose,  1,900 
ft;  f.  al.,  bell;  val.  equip.,  $7,000;  val.  bldgs., 
$600;  exp.  dept,  $800;  tot  mem.,  46,  pd.  part 
time  1,  44  voL 

Water  Supply — Src,  wells,  in  bus.  cent;  ays., 
pump  to  stdp.;  stdp.  cap.,  100,000  gala.,  dim. 
100  z  18,  mat  iron;  2  pump,  eng.,  daat  dap.,  cap. 


day  80,000  gals.;  mains,  c  L,  3  m.,  4  to  10 
in.  dia.;  19  hyd.;  7  v.;  pres.,  L  40  Iba.;  oost, 
$10,000;  cost  mtce.,  $600;  wks.  owned  bj  cHy. 

WEST,  p.  1,646;  f.  area,  8  a.;  mere  bldga.,  bk.. 
stn.  ft  iron,  1  ft  2  slor.;  priv.,  wd.,  1  ft  1  ator.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  of 
f.  inv.  F.  dept — 1  hose  car.;  hose,  cot,  mb. 
lined,  gd.,  1,000  ft.;  inf.,  800  ft;  tot  hose,  1,800 
ft.;  f.  al.,  bell;  tot  mem.,  20  vol.;  nndra.  ratbig, 
third  class. 

Water  Supply — Src,  wells,  in  bua.  cent;  ^s.. 
grav.,  pump  to  rea.  ft  stdp.;  stdp.  cap.,  116,000 
gals.;  res.  cap.,  76,000  giUa.;  1  pump,  eim.,  cap. 
day,  600,000  gala.;  mains,  galv.  L,  12  m..  2  to  6 
in.  dia.;  20  hyd.;  60  met:  600  serr.;  pfa>e,  gelv. 
i.;  prea.,  f.  60  Ibe.;  oooa.  day,  100,000  gala.;  eoat, 
$88,000;  cost  mtce.,  $1,800;  wka.  owned  bj  Co. 

WHARTON,  p.  1,606.     F.  dept — 4  e.  hand  ex., 

1  h.  ft  1.  trk.,  1  hoae  wag.;  hose,  oot.  rob.  lined, 
gd.,  1,200  ft;  f.  al.,  bell;  vaL  eqaip..  $2,000; 
tot  mem.,  21  voL  Insonmce  key  rate,  74  eenta. 
Water  Supply — Src,  deep  well  pump;  qra.,  pomp.; 
to  stdp.,  1  elevsted  stl.  tk.,  125  ft  high,  capw,  50,- 
000  gals.;  2  pumps,  pres.,  32  lbs.;  maiw,  6,000  ft, 
4  to  6  in.  dia.;  23  hyd. 

WHITESBORO,  p.  1,219;  f.  area,  640  a.;  mere 
bldgs..  bk.,  1  ft  2  stor.;  priv..  wd.,  1  ft  2  ator.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  orl; 
causes  oC  f.  inv.  F.  dept. — 1  h.  ft  L  trk..  3  hose 
carts;  hose,  cot,  rub.  lined,  gd.,  1,000  ft;  inf., 
300  ft.;  tot  hose,  l,rfJ00  ft;  f.  aL,  beU;  val. 
equip.,  $2,250;  val.  bldgs,,  $100;  exp.  dept,  $25; 
tot  mem.,   30  vol. 

Water  Supply — ^Src,  well;  ^ya.,  pomp  to  etdp., 
rea.  cap.,  100,000  gala.;  1  pump,  eng.,  dap.,  capi 
500,000  gala.;  2^  m.  maina,  4  to  8  in.  dim.;  40 
hyd.;  pres.,  40  to  60  lbs. 


WHITEWRIGHT,  p.  1,663;  f.  area,  SO  a.; 

bldga.,  bk.,  1  to  2  ator.;  priv.,  wd.,  1  ator.;  wd. 
rfs.  perm,  in  f.  area;  fwka.  ord.  F.  dept — 1  boee 
wag.,  1  hdee  car.,  2  htra.;  hoee^  cot,  cob.  lincdL  gd., 
1,400  ft;  f.  al.,  bell;  vaL  equip.,  $S,060;  loL 
bldgs.,  $1,600;  exp.  dept,  $020;  tot  meoL^  11, 
pd.   full  time  1,   vol.   10. 

Water  Supply — Src,  wells,  200  yds.  bu*.  cent; 
Rvs.,  pump  to  stdp.;  stdp.  cap.,  80,000  gala.,  dim. 
12  x  80,  mat.  stL;  res.  cap.,  76,000  gals.;  2  pomp, 
eng.,  cap.  day  75,000  gala.;  maina,  c  L,  4  tc  S  in. 
dia.;  SO  hyd.;  2  \'.;  pres..  dom.  ft  f.,  60  Iba.;  cons. 
day,  60,000  gals.;  cost  $26,000;  cost  mtce.. 
$1,800;  wks.  owned  by  city.  Insinvuce  key  zate, 
68  cents. 

WHITNEY,  p.  766:  f.  area,  20  a.;  mere,  bldga^ 
bk.,  2  stor.;  priv.,  wd.,  1  stor.;  wd.  rfs.  not  penn.; 
no  fwka.  ord.  F.  dept — 1  e.  eng.,  7  c,  ex.,  1  h.  ft 
L  trk.,  1  hoae  w«g.;  hoee,  1,000  ft;  t  aL,  beU; 
vaL  equip.,  $1,000;  vaL  bldga.,  $2,000;  tot 
SO   VOL;   undrs.  rating,  thiid  dasa. 

Water  Supply— dm,  artcaian  weUa,  in  tma. 
sys.,  grav.;  etdp.  cap.,  40,000  gala.:  rea.  eap.,  4f,- 

000  ffals.:  pump,  eng.,  eap.  dijf,  7,200.000  ga!&; 
4  hyd.:  186  serv.;  pipe,  4  nu,  2  to  4  in.  dia.; 
prea.,  f.  80  lbs.;  coat,  $16,000;  wka.  owned  bf 
priv,   Oo. 

WICHITA  FALLS,  p.  8,200;  f.  area,  IS  Uecka; 
mere  bldga.,  bk.  ft  atn.,  1  to  6  ator.;  priv.,  wd.  ft 
bk.,  1  ft  2  stor.;  wd.  rfs.  not  perm.  In  t  area; 
fwka.  ft  combt  ord.;  cauaea  of  f.  tnv.     F.  &epL-^ 

1  comb.  c.  ft  h.  wag.,  1  auto.  comb.  e.  ft  h.  wm., 

2  c.  hand  ex.,  2  hrs.;  hoae,  cot,  rob.  Used,  «U 
2,600  ft;  f.  al.,  bell  ft  wh.;  vaL  eqitip.,  $13,860; 
vaL  bldgs.,  $8,000;  exp.  dept,  $2,110;  tot 
18.  pd.  full  time  2,  11  voL 

Water  Supply — Src,  lake;  aye.,  pomp  to 
tower;  tower  cap.,  106,000  gala.;  rea.  cap.,  60,* 
000,000  gals.;  2  pomp,  eng.,  cap.  day  4,000,000 
gals.;  mains,  6  m.,  4  to  10  in.  dia.;  60  hyd.;  600 
met;  prea.,  dom.  46  to  60  lbs.,  f.  160  Iba;  eooa. 
day,  800,000  gals.;  coat,  $66,000;  eoet  mtee.,  $2.- 
260;  wks.  owned  by  Oo. 

WILLS  POINT,  p.  1,S98;  mere.  bldgaL.  bk.  F. 
dept. — 1  gaaoline  eng.,  1  o.  eng.,  1  hoae  car.;  hoae. 
650  ft.;  f.  aL,  belL 

Water  Supply — Src,  weUa  ft  eiatctna;  sua.,  pomp. 

WINTERS,  p.  1,600;  f.  area,  400  a.    F.  dtfL—t 

hand  hose  carta,  1  c  eng.,  1,000  ft  hoae;  SO  voL: 
val.   equip.,   $1,600. 

Water  Supply— -Src,  lake,  1  m.  boa.  ecnt; 

Samp.;  1  pomp  eng.,  eap.  dar  604,000  gala.;  ■ 
in  dia.;  10  hyd.;  pica.,  doiiL  60  lbs„  L  100 
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cost,  120,000;  cost  mtce.»  |1,000;  wka.  owned  by 
city. 

WOLF  CITY,  p.  1,402;  f.  trea,  80  t.;  mere. 
bldgs.,  bk.,  1  ft  2  itor.;  prW.,  wd.,  L  ft  2  stor.; 
wd.  rfa.  perm,  in  f.  areft;  fwks.  ft  combt.  ord.; 
caiiaeB  of  f.  inv.     F.  dept — 1  h.  ft  L  ttk.,  1  hose 

car.;  hose,  cot,  rub.  lined,  gd.,  1,160  ft;  f.  •!., 
elec;  tot.  mem.,  15  voL 

Water  Supply — Src,  surface  tk.,  %  m.  bus.  cent; 
iQrs.,  pump  to  atdp.;  stdp.  cap.,  80,000  gals.,  dim. 
16  z  28,  mat  stL;  res.  cap.,  8,000,000  gsJa.:  1 
gasoline  pump,  eng.,  cap.  day  288,000  gals.;  mains, 
c.  1.,  1  m.,  4  to  6  in.  dia.;  4  hyd.;  owned  by 
city;  pipe,  c.  L;  prea.,  dom.  40  lbs.,  f.  80  lbs.; 
cost,  110,000;  cost  mtce.,  $200;  wks.  owned  by 
city. 

YOAKUM,  p.  4,667;  f.  area,  800  a.;  mere,  bldgs., 
wd.  ft  bk.,  1,  2  ft  8  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept — 2  c  hand  ex.,  1  h.  ft  1.  trk.,  1 
hose  wag.,  8  hrs.;  hose,  cot,  rub.  lined,  gd.,  2,000 
ft;  inf.,  1,000  ft;  tot  hose,  8,000  ft;  f.  aL,  bell 
ft  telp.;  val.  equip.,  f 2,800;  val.  bldgs.,  $8,600; 
ezp.  dept,  $800:  tot  mem.,  42,  pd.  men  2,  40  vol.; 
tmdrs.  rating,  thud  dan. 

Water  Supply — Src.,   wel's,   in   bus.    cent;    ^s.. 


pump  to  stdp.  ft  dir. ;  stdp.  cap.,  100,000  gals.; 
res.  cap.,  76,000  gals.;  2  pump,  eng.,  cap.  day 
2,600,000  gale.;  mains,  c.  L,  8  m.,  4  to  8  in.  dia.; 

79  hyd.;   16  v.;  met,  800;   800  serv. ;  pres.,  dom. 

80  Ids.,  f.  125  lbs.;  cons,  diy,  500,000  gals.; 
cost  $172,000;  cost  mtce.,  $7,000;  wks.  owned  b> 
Y.   P.   L.   k  W.   Co. 

YORKTOWN,  p.  1,180.  F.  dept— 1  hose  csrt, 
2  e.  eng.;  hose,  1,000  ft.;  tot.  mem.,  40  vol.  In- 
surance icey  rate,  79  centa. 

Water  8upply---SrG.,  2  artesian  wells;  sys.,  pump 
to  atdp.  ft  dir.;  atdp.  cap.,  64,000  gals.;  8  hyd. 

Places  with  a  population  of  1,000  or  more  hav- 

Sl  no  organiaed  fire  dept — ^Alba,  Albany,  Alpine, 
vin,  AlTord,  Angleton,  Atlanta,  Beeville,  Blooming 
Grove,  Blossom,  Bracketville,  Burnet,  Burton, 
Carthage,  Celeste,  Clarendon,  Clifton,  Conten,  Co- 
tulla,  Cumby,  Daingerfleld,  Detroit,  Devine,  Edna, 
El  Campo,  Estelline,  Fort  Davis,  Franklin,  Garland, 
(ilenrose,  Ooldthwaite,  Grand  Prairie,  Henderson, 
Higgins,  Hngfaea  Springs,  Jackboro,  Kennedy,  Kil* 
leen,  Kirbyvule,  Laporte,  Louisville,  Livingston,  Lone 
Oak,  Malakoff,  Malone,  Marquez,  Mesqmte,  Mount 
Vernon,  Naples,  Nocona,  Oakwood,  Palmer,  Ranger, 
Rio  Grande,  Rosenberg,  Runge,  Rusk,  San  Dw^o, 
San  Elizaro,  Sanger,  iSeymour,  Timpson,  Troup 
Vernon,  Waelder,  Wallis,  Y-leta. 
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BEAVER,  p.  2,500;  f.  area,  80  a.  F.  dept. — 
1  hose  cart  600  ft.  hose;  vaL  equip.,  $700;  vol. 

Water  Supply — Src,  spr.;  sya.,  ffrav.;  pump, 
eng.,  cap.  day  600,000  gal«.;  mains,  14  V^  m.;  pre^., 
dom.  86  lbs.,  f.  104  lbs.;  cost,  $40,000;  cost  mtce., 
$1,000;   wks.  owned  by  city. 

BINQHAM.  p.  8,200.  F.  dept — 1  e.  eng.,  6 
bose  carts:  f.  al.,  bell;  val.  equip.,  $7,000;  vaL 
bldgs.,  $1,600;  ezp.  dept,  $900;  tot  mem.»  80 
vol.:  undrs.  rating,  third  dass. 

Water  Supply — Src,  res.,  1  m.  bus.  cent;  sys., 
grav.;  mains,  8  m.;  20  hyd.;  6  v.;  pres.,  dom.  60 
lbs.,  f.  00  lbs.;  wks.  owned  by  city. 

BOUNTIFUL,  p.  2,000;  f.  area,  160  a.  F. 
dept — 1  hose  cart  with  hose;  f.  al..  bell:  val. 
equip.,  $2,000;  vaL  bldgs.,  $800;  tot  mem.,  81 
vol.;  undrs.   rating,  third   class. 

Water  Supply---Src.,  mountain  strm.,  1  m.  bus. 
cent.;  ^s.,  pump.;  1  pump,  eng.,  cap.  day  2,000,- 
000  gals.;  mains,  6  to  12  in.  dia.;  0  hyd.;  201 
serv.;  pres.,  dom.  00  lbs.,  f.  90  lbs.;  cost,  $40,» 
000;    wks.    owned   by   city. 

BRINGHAM  CITY,  p.  8,686;  f.  area,  6  blocks; 
mere,  bldgs.,  bk.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka. 
,k  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  auto, 
trie.,  1  h.  ft  1.  trk.,  7  c.  hand  ex.,  1  hose  c-art; 
hose,  cot,  rub.  lined,  gd.,  1,100  ft;  inf.,  150  ft.; 
tot  hose,  1,260  ft;  f.  aL,  bell;  val.  equip.,  $3,000; 
val.  bIdgH.,  $7,000;  exp.  dept,  $650;  tot  mem.,  20 
vol. 

Water  Supply— fire,  spr.,  4  to  7  m.  bus.  cent; 
f^y^'t  grav.;  2  res.,  combined  cap.  410,666  gals.; 
mains,  kalamein,  22  m.,  3  to  12  in.  dia.;  200  hyd.; 
30  v.;  1  met.;  900  serv.;  pipe,  galv.  L;  pre*.,  dom. 
ft  f.,  80  lbs.;  cons,  day,  200,000  gala.;  cost,  $85,- 
000;  cost  mtce.,  $319;  wks.  owned  by  city. 

CEDAR  CITY,  p.  1,706.     No  org.  f.  dept 

Water  Supply — Sys.,  grav.  ft  pump.;  res.  cap.. 
800.000  gals.;  mains,  8  to  8  in.  dia.;  4  hyd.; 
pres.,  80  lbs.;  cost,  $22,000;  coat  mtce.,  $900; 
wks.   owaed  by  dty. 

OOALVIL4.E,  p.  1,100.  F.  dept— 2  hose  carts. 
1.000  ft  hose;  vaL  equip.,  $1,350;  val.  bldgs., 
$106;  VOL 

Water  Supply— Src,  «pr.,  in  bus.  cent;  sys.. 
pump  dir.;  pump  cap.  day,  460,800  mIs. ;  12  hyd.; 
12  v.;  maini),  3  m.;  pres.,  dom.  85  lbs.,  f.  97  lbs.; 
cost,  $17,061;  vpk«.  owned  by  city. 

EPHRAIM,  p.  2,296.  F.  dept — 1  hand  eng.,  1 
hose  car.i  hose,  750  ft;  f.  al.,  bell;  tot  mem.,  12 
vol. 

Water  Supply — ^Src.,  wells,  1  m.  bus.  cent;  lya., 
dir.  pres.;  stdp.  cap.,  75,000  gals.;  res.  cap.,  250,« 
OOO  gala.;  mains,  14  m.,  4  to  10  in.  dia.;  pres., 
dom.  ft  f.  60  to  100  Iba.;  cost  $42,000;  cost 
mtce.,  $400;  wks.  owned  by  city. 

RUREKA,  p.    8,416;   bldgs.,   bk.,   stn.   S   wd.,   1 


ft  2  stor.;  wd.  rfs.  not  perm.;  no  fwks.  ft  combt 
ord.  F.  dept — 1  h.  ft  1.  trk.,  1  hose  wag.,  8 
hose  carts,  2  hrs.;  hose,  cot,  rub.  lined,  gd.,  1,400 
ft;  inf..  800  ft;  tot  hose,  1.700  ft;  f.  al., 
bell;  vaL  equip.,  $1,600;  vaL  bldgs.,  $500;  exp. 
dept..  $800;  tot  mem.,  60  voL;  undrs.  rating, 
fourth  claasi 

Water  Supply — Src,  wells,  8^  m.  bus.  cent; 
ays.,  pump  to  tk.,  tk.  cap.  100,000  gals.,  dim. 
16  z  24,  loc.  on  side  of  mountain,  mat  wd.;  1 
pump,  eng.,  cap.  day  144,000  gala.;  mains,  10 
m.,  2  to  6  in.  dia.;  20  hyd.;  18  v.;  met,  6; 
260  serv.;  pipe,  spiral  riveted;  pres.,  f.  150  lbs.; 
cons,  day,  120,000  gals.;  cost,  $20,000;  cost  mtce., 
$1,000;  wka.  owned  by  city. 

GARLAND,  p.  1,000;  f.  area,  640  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  oomb. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  c.  eng.,  1  hose 
oart,  buckets,  ladders,  etc.;  hose,  cot,  rub.  lined, 
gd.,  500  ft.;  f.  aL,  bell;  vaL  equip.,  $1,500;  vaL 
bldjfs.,  $200;  exp.  dept,  $50;  tot  mem.,  34  vol.; 
ui'drs.  rating;,  third  class. 

Water  Supply — 6rc,  wells,  1  m.  bus.  cent;  sys., 
dir.  pres.;  mains,  2  m.;  6  hyd.;  1  v.;  wks.  owned 
by  Co. 

LOGAN,  p.  7,522;  f.  area,  60  a.;  mere,  bldgs., 
bk.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  combt  ord.;  causes 
of  f.  inv.  F.  dept — 1  auto.  trip.  comb,  hose,  c. 
ft  pump.  eng..  1  hand  eng.,  4  c.  hand  ex.,  2  comb, 
c.  ft  h.  wag.,  1  hose  cart,  2  hrs.;  hose,  cot,  rub. 
lined,  gd.,  3,700  ft;  f.  al.,  bell  ft  telp.;  val. 
eouip.,  $18,776;  exp.  dept,  $765;  tot  mem.,  12, 
pd.  full  time  2,  10  vol. 

Water  Supply — Src.,  riv.,  8  m.  bus.  cent;  sys., 
grav.;  mains  iron  ft  wd..  2<3  m.,  2  to  18  in.  dia.; 
116  hyd.;  20  met;  1^190  serv.;  pipe,  iron  ft  lead; 
pres.,  dom.  60  lbs.,  f.  120  lbs.;  cost,  $152,720; 
cost  mtce.,  $2,000;  wks.  owned  by     dty. 

MANTI,  p.  2,428;  mere,  bldgs.,  wd.  ft  bk.,  1 
to  8  Btor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs. 
perm.;  no  fwks.  ft  combt.  ord.  No  org.  f.  dept. — 
1  h.  ft  L  trk. 

Water  Supply — Src,  spr.,  8  m.  bus.  cent;  sys., 
grav.:  res.  cap.,  816,800  gals.;  mains,  stL  ft  iron, 
14  m..  1  to  8  in.  dia.;  160  hyd.;  54  met;  427 
serv.;  pipe,  galv.  L;  pres.,  dom.  50  lbs.,  f.  50  lbs.; 
cons,  day,  126,720  gals.;  coat,  $58,400;  cost  mtce., 
$600;  wks.  owned  by  dty. 

MERCUR,  p.  1,047;  f.  area,  7  a.;  mere,  bldgs., 
stn.,  1  stoiy;  priv.,  wd.,  1  stoiy;  wd.  rfs.  not 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  1  hose  reel;  hose, 
cot,  rub.  lined,  gd.,  600  ft:  Inf.,  800  ft;  tot 
hose.  900  ft.;  f.  al.,  bell;  val.  equip.,  $800;  vaL 
bldgs..  $1,000;  exp.  dept,  $200;  tot  mem.,  28  voL 
I        Water    Supply — Src.,    Ophir    Creek,    7    m.    bua. 
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cent.;  sys.,  tk.;  Btdp.  cap.,  200,000  gals.,  mat. 
wd.;  8  pump,  eiig^.,  cap.  day,  619,200  g&iB,;  mains, 
8tl.,  25  m.;  8  hyd.;  50  y.;  2  met.;  pipe,  galv.  i.; 
pres.,  dom.  100  lbs.,  f.  100  Iba.;  cons,  day,  50,000 
gals.;  cost,  $115,000;  cost  mtce.,  f 2,000;  wks. 
owned  by  priv.  Co. 

MIDVALE,  p.  1,760.  F.  dept— 1  hose  cart,  500 
ft.  hose;  bell  al.;   28  voL 

Water  Supply^—^Src,  mountain  strm.,  8  m.  bus. 
cent.;  ays.,  dier.  pree.;  mains,  10  m.,  2  to  6  in. 
dia.;  10  met;  pipe,  wd.  A  iron;  pree.,  dom.  Jc  f.  80 
lbs.;  cost,  125,000;  cost  mtce.,  $1,500;  wks.  owned 
by  priv.  Co. 

MILfORD,  p.  1,014.  P.  dept. — 1  hose  cart,  1 
comb.  h.  k  I.  trk.,  800  ft.  hose;  bell  al.;  18  toL 

Water  Supply — ^Src,  2  wells,  in  bus.  cent.;  sys., 
pump  to  res.;  res.  cap.,  150,000  gals.;  2  pump, 
eng.,  cap.  day  216,000  gals.;  mains,  stl.  &  wd., 
2  m.,  6  to  10  in.  dia.;  25  hyd.;  pres.,  dom.  45 
to  50  lbs.,  f.  90  lbs.;  wks.  owned  by  city. 

MURRAY,  p.  4,057;  f.  area,  900  a.;  mere, 
bldgs.,  bk.  &  stn.,  1  to  4  stor.;  priv.,  bk.  ft 
wd.,  1  to  8  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  &  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 
1  c.  eng.,  12  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  hose 
wag.,  2  hose  car.,  1  gasoline  eng.;  hose,  cot.,  rub. 
lined,  gd.,  1,800  ft.;  inf.,  800  ft;  tot  hose.  1,600 
ft;  f,  al.,  telp.  ft  bell,  2  bx.;  val.  equip.,  $6,000; 
val.  bldgs.,  $1,200;  exp.  dept,  $420;  tot  mem., 
81,  pd.  part  time  2,  vol.  81;  undrs.  rating,  first 
class. 

Water  Supply — Src.,  artesian  well,  8H  m.  bus. 
cent;  sys.,  grav.;  res.  cap.,  40,000  gals.;  maina, 
2H  m.,  6  to  12  in.  dia.;  86  hyd.;  12  ▼.;  150 
serv.;  pipe,  galv.  i.;  pres.,  dom.  80  lbs.,  f.  100 
lbs.;  cons,  day,  400,000  gals.;  cost,  $60,000;  cost 
mtce.,  $250;  wks.  owned  by  city. 

MX.  PLEASANT,  p.  2,280;  f.  area,  200  a.; 
mere,  bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk. 
ft  wd.,  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  hand  eng.,  2 
c.  hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wag.,  2  nrs.; 
hose,  cot,  rub.  lined,  gd.,  1,000  ft;  f.  al.,  bell) 
val.  equip.,  $8,000;  exp.  dept,  $200;  tot  mem., 
11,  pd.  part  time;  undrs.  rating,  fourth  daaa. 

Water  Supply— -Src,  moimtain  strm.,  4  m.  bus. 
cent;  sys.,  grav.;  res.  cap.,  250,000  gals.,  loc.  H 
m.  east  town;  88  hyd.;  pres.,  95  lbs.;  cost,  $60,» 
000;  cost  mtce.,  $700;  wks.  owned  by  city. 

OGDEN  CITY,  p.  25,680;  f.  area,  11,280  a.; 
mere  bldgs.,  bk.  ft  stn.,  1  to  6  stor.;  priv.,  bk., 
IVi  to  8  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  ft  combt  ord.;  causes  of  f.  inv.     F.  dept. — 

1  auto.  comb.  c.  ft  h.  wag.,  1  chiefs  auto.,  1 
str.,  1  hand  eng.,  1  c.  eng.,  8  c  hand  «»•»  1 
comb.   c.   ft  h.   wag.,   1   h.  ft  1.  trk.,   1   aer.  trk., 

2  hose  wag.,  1  hose  reel,  7  hrs.;  hose,  cot,  rub. 
lined,  gd.,  6,500  ft.;  f.  al.,  Oamewell,  25  bx.; 
val.  equip.,  $85,000;  val.  bldgs.,  $20,000;  exp. 
dept.,  $28,500;  tot  mem.,  42,  pd.  full  time  19, 
pd.  part  time  28;  undrs.  rating,  third  daaa. 

Water  Supply — Src,  riv.,  8  m.  bus.  cent;  ays., 
grav.;  res.  cap.,  20,000,000  gals.;  maina,  kala- 
mein,  51  m.,  2  to  80  in.  dia.;  144  hyd.;  170 
v.;  290  met;  5,600  serv.;  pipe,  galv.  L;  pree., 
dom.  85  lbs.,  f.  120  lbs.;  wks.  owned  by  city. 

PARK  CITY,  p.  8,489;  f.  area,  850  a.;  mere 
bldgs..  bk,  stn.  ft  wd.,  1  ft  2  stor.;  priv.,  bk., 
stn.  ft  wd.,  1  ft  2  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept. — 
1  h.  ft  1.  trk.,  1  comb,  c  ft  h.  wag.,  1  c.  eng., 
6  hose  carts,  7  hose  reels,  1  c.  hand  ex.;  hose, 
cot,  rub.  lined,  gd.,  5.850  ft;  inf.,  500  ft.;  tot 
hose,  5,850  ft;  f.  al.,  telp.  ft  elec  wh.;  val.  equip., 
$9,000;  val.  bldga.,  $7,500;  exp.  dept,  $1,600; 
tot.  mem.,   80  vol. 

Water  Supply — Src,  mountain  strm.,  1%  m. 
bus.  cent;  sys.,  grav.;  res.  cap.,  6,000,000  gals.; 
mains,  iron,  6  m.,  4  to  12  in.  dia.:  85  hyd.;  pipe, 
iron;  pres.,  dom.  110  lbs.,  f.  150  lbs.;  cost,  $75,- 
000;  cost  mtce.,  $5,000;  wks.  owned  by  city. 

PAY80N,  p.  8,000;  f.  area,  80  a.;  mere,  bldgi., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  comb,  ord.; 
causes  of  f.  inv.  F.  dept. — 1  hose  oart;  boee,  cot, 
nib.  lined,  gd.,  1,000  ft;  f.  aL,  beU;  tot  mem.,  80 
vol. 

Wlater  Supply — Src,  spr.,  1  m.  bus.  cent;  sys., 
dir.   pres.;   stdp.    cap.,    300.000   gals.;    mains,    13% 


m.;  15  hyd.;  108  serv.;  prea.,  dom.  ft  f.  110  lb*.; 
cost,  $52,000;  wks.  owned  by  city. 

PROVO  CITY,  p.  8,925;  f.  area,  820  a.;  mere, 
bldga.,  bk.,  1  to  8  ator.;  priv.,  bk.,  1^  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  of 
f.  inv.  F.  dept — 1  atr.,  1  hose  wag.,  4  hre.; 
hose,  cot,  rub.  lined,  gd.,  1,900  ft;T  aL.  bell; 
val.  equip.,  $2,000;  val.  bldga..  $8,000;  exp.  dept. 
$1,000;   tot    mem.,   24,    pd.   full   time  2,    22  voL 

Water  Supply — Src,  riv.,  8  m.  bua.  cent;  vn., 
grav.;  res.  cap.,  271,126  gals.;  mains,  c  L  ft 
wd.,  28  m.,  4  to  21  in.  dia.;  90  hyd.;  85  v.; 
1,800  serv.;  pipe,  galv.  i;  pres.,  dom.  75  lbs., 
f.  110  lbs.;  cost,  $200,000;  cost  mtce.,  $2,000; 
wks.  owned  by  city. 

RICHFIELD,  p.  2,659;  f.  area,  600  a.;  mere 
bldgs.,  bk.  ft  stn.,  1  to  8  stor.;  priv.,  bk.,  IH 
ft  2  stor.;  no  wd.  rfa.  perm,  in  t  limits;  combt 
^'r-  ,F'  .^•P*' — ^  «•  «"*•»  2  hose  carta;  boae,  cot, 
^"5-*i*°f^»  \*^^^  '*•?  "**>•»  «^»  *®0  't.;  tot  hose. 

i*!^®    'ikV^'-    •*•»    *>«^»    ^*1-   «l"iP-»    tl.200;   vaL 
bldffs..  $200;  tot  mem.,  6  voL 

Water  Supply— Src,  spr.;  ays.,  grav.;  mains,  8 
in.  dia.;  7  hyd. 

SALINA,  p.  1,100;  f.  area,  240  a.  F.  d«pt— 
i,  1?^5*  cart.  Udders;  f.  al.,  bell;  vaL  equip., 
$1,000;  val.   bldgs.,  $260:  voL 

Water  Supply — Src,  wella,  1  m.  bus.  cent;  v*-, 
pump.;  pump,  eng.,  cap.  day  85,000  gala.;  10 
hyd.;  200  serv.;  pres.,  dom.  70  lbs.;  coet,  $21,- 
000;  cost  mtce.,  $800;  wks.  owned  by  city. 

SALT  LAKE  CITY,  p.  92,777;  f.  area.  S2.000 
a.;  mere  bldgs.,  bk..  stn.  ft  cone,  1  to  16  ator.; 
pnv.,  bk.,  stn.  ft  wd.,  1  to  4  stor.;  wd.  rfa.  not 
perm,  in  f.  area;  fwks.  ft  combt  oxxL;  canaes  of 
f.  inv.  F.  dept — 1  auto.  trip.  comb,  pomp,  c 
ft  h.  waar.,  1  auto.  comb,  c  ft  b.  wag.,  1  chiefs 
auto.,  8  h.  ft  L  trk.,  S  atr.,  1  c  eng.,  14  c.  hand 
ex..  1  aer.  trk.,  5  comb,  c  ft  h.  wag.,  1  aupply 
wag.,  1  line  wag.,  1  reeL  26  hrs.;  hose,  cot,  rub. 
lined,  gd..  10,000  ft;  f.  aL,  elec,  79  bx.;  vaL 
equip,  ft  bldga.,  $164,444;  exp.  dept,  $98,868; 
tot.  mem.,  74,  pd.  full  time. 

Water  Supply — Src,  stnn.  ft  apr.,  S  to  10  m. 
bua.  cent;  ays.,  grav.;  res.  cap.,  9,000,000  gala., 
loc  8  m.  bus.  cent;  mains,  c  i.,  220  m.,  Z  to 
86  in.  dia.;  1,788  hyd.;  8,840  ▼.;  788  met;  pipe, 
lead;  prea.,  dom.  126  Iba..  t  200  Uml;  coos,  du; 
22.000.000  gala.;  cost.  $6,000,000;  coat  mtec. 
$102,000;  wks.  owned  by  city. 

SMITHFIELD,  p.  2,000.  F.  dept — 1  hoM  cart; 
vol. 

Water  Supply— Src,  epr.,  1  m.,  bus.  cent.;  ays., 
pump;  8  hyd.;  cost,  $26,000;  cost  mtce.,  $200; 
wks.  owned  by  city. 

SANDY  CITY,  p.  1.087.    F.  dept—Not  reported. 

Water  Supply — Src.  spr.;  ays.,  grav.;  main^ 
iron.  2  m.,  2  to  6  in.  dia.;  50  serv.;  pres.,  L 
50  Iba.;  cost,  $5,000;  wks.  owned  by  Co. 

SPRINQVilLLE,  p.  1,000.  F.  dept. — 2  bose 
carts,  1,000  ft  hose;  vaL  equip.,  $5,000;  exp. 
dept,  $60;  tot  mem.,  28  voL 

Water  Supply — Src,  wells. 

TOOLE,  p.  2.758:  mere  bldgs.,  bk.,  stn.  ft  wd., 
2  stor.;  priv..  bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm. 
F.  dept. — 1  hose  cart;  hose,  cot,  rob.  lined,  gd- 
800   ft 

Water  Supply — Src,  spr.,  2  m.  bus.  cent;  siya., 
grav.;  res.  cap.,  80,000  gals.;  mains,  wd.,  5  vu 
2H  to  4  in.  dia.;  125  hjd.;  6  v.;  186  serv.;  pipe. 

falv.  i.;  pres.,  dom.  80  lbs.,  f.  80  lbs.;  eost 
20,000;  cost  mtce.,  $400;  wks.  owned  by  Co. 
VERNAL,  p.  886.  F.  dept—Not  reported. 
Water  Supply — Src,  canal,  8H  m.  bus.  cent; 
sys.,  grav.;  maina,  7^  m.,  4  to  10  in.  dia.;  50 
hyd.;  22  v.;  pipe,  wd.;  prea.,  dom.,  52  to  72  lbs.: 
f.  52  to  72  Iba.;  cost,  $85,000;  wks.  owned  by 
city. 

Placea  with  a  population  of  1,000  or  more  bkt- 
ing  no  organised  fire  dept — ^American  Foric,  Bsca- 
lante,  Fairview,  Fillmore,  QrataviUe,  Hebcr,  Haatt- 
ville,  Huntington.  Hynim,  Kamaa,  Kaysville.  Ldu 
City,  Hanti,  Mill  Creek,  Monroe,  Moraoi,  Hnhi, 
Pangwitoh.  Parowan,  Pleasant  Grove,  Richmond,  St. 
Oeoxge,  Spanish  Fork. 

Places  with  a  pomdatioa  of  1,000  or  more  not 
reported — Castle  Dale,  Farmington,  Gunnisoa,  Mer- 
cur.  Morgan,  Price.  Spring  C»ty,  Sugar.  TremootiMu 
Wellsville. 
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ARLINGTON,  p.  1,193;  f.  area,  260  a.;  mere, 
bldgs.,  wd.,  2  stor.;  priv.,  wd.,  1%  ttor.;  wd. 
rts.  perm.;  no  fwks.  k  combt.  ord.  P.  «^t.---l 
hand  ens.,  1  hose  car.;  hose,  cot.,  rob.  lined,  gd., 
250  ft.;  linen,  gd.,  200  ft;  inf..  260  ft;  tot 
hose,  700  ft;  f.  al.,  bcU:  val.  equip.,  $276;  vaL 
bldgs.,  1200;  exp.  dept,  $100;  tot  mem.,  60  toL 

Water  Supply — Src,  spr.,  1  m.  bua.  cent.;  sya., 
grav.;  res.  cap.,  1,000  bbls.;  mains,  wrt  i..  8 
m.,  1  to  6  in.  dia.;  pres.,  dom.  70  lbs.,  f.  70  lbs,; 
coat,   16,000;   wks.   owned  by  priv.   Co. 

BARNET,  p.  1,768;  f.  area.  400  a.;  mere  bldgs., 
wd.,  2  &  8  stor.;  priv.,  wd.,  1  &  2  rtor.;  wd. 
rfs.  perm.;  no  fwks.  k  combt.  ord.  F.  dept—- 
1  comb,  c  &  h,  wag.,  1  hose  wag.,  1  hand  eng.,  1 
hose  car.;  hose,  cot.,  rub.  lined,  gd.,  800  ft;  inf., 
150  ft;  tot  hose,  950  ft.;  f.  al.,  bell;  rtd.  equip., 
^1,000;  val.  bldgs.,  |70O;  exp.  dept,  $60;  tot 
mem.,    80   vol. 

Water  Stpply — Src,  spr.;  eye.,  grav.;  res.  cap., 
$36,000;  mains,  galv.  L,  2  m.,  8  m.  dia.;  1 
hyd.;  pres.,  dom.  60  lbs.,  f.  100  lbs.;  cons,  day, 
6,280  gals.;  cost  $5,000;  cost  mtce.,  $100;  wks. 
owned  by  Go. 

BARRE.  p.  10,734;  f.  area,  2,476  a.;  mcra 
bldgs.,  stn.,  bk.  k  wd..  2  to  6  ator.;  priv..  wd.,  2 
stor.;  wd.  rfs.  not  perm.  In  f.  area;  fwks.  &  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  &  1.  trk.,  1 
hand  eng.,  4  c  hand  ex.,  1  comb.  c.  &  ^'  'f**-'  * 
hose  carta;  hose,  cot,  rub.  lined,  gd.,  8.000  ft; 
inf..  1,600  ft.;  tot  hose,  4,600  ft;  f.  aJ..  bell  k 
wh.,  17  bx.;  val.  equip.,  $9,000;  val.  bldg^, 
$80,000;  exp.  dept,  $6,600;  tot  mem..  85,  pd. 
full  time  6,   80  vol. 

Water  Supply — Src,  reservolra,  8  to  6  m.  bus. 
cent;  sys.,  grav.;  res.  cap..  66,000,000  gala. ;  1 
pump,  eng.,  cap.  day.  720,000  gals.;  mains,  c  i.. 
23  m.,  1%  to  24  in.  dia.;  121  hyd.;  1,680  serv.; 
pres.,  dom.  120  lbs.,  f.  130  lbs.;  cona.  day.  1,600,- 

000  gals.;  cost  $824,197;  cost  mtce..  $18,088; 
wks.  owned  by  city. 

BARTON,  p.  8,846;  f.  area.  1,000  a.;  mere 
bldgs..  bk.  k  wd.,  1  to  4  stor.;  pnv..  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  &  combt  ord.;  ^uses  of 
f.    inv.     F.  dept — 10  c  hand  ex.,   1  h.  *  1-  *«;. 

1  supply  wag.,  4  hose  car.;  hose,  cot,  rub.  lined, 
gd..  2.460  ft;  f.  al..  bell  &  wh.;  vaL  equip.,  $4,- 
000;  val.  bldgs..  $2,000;  exp.  dept.  $600;  tot 
mem..  56  vol.;  undrs.  rating,  third  class. 

Water  Supply — Src,  brook  ft  pond.  1%  m.  bua. 
cent;  sys.,  grav.;  res.  cap..  1,600,000  gals.;  mains, 
^i.;  6H  m..  4  to  12  in.  dia.;  84  fiyd.;  12  v.; 
2.770  serv.;  pipe,  galv.  i.;  Pres.,  dom.  125  to  150 
lbs.,  f.  125  to  150  lbs.;  cost  $20,000;  cost  mtce., 
$300;  wks.  owned  by  village. 

BELLOWS  FALLS,  p.  4,888;  f.  *^reA,  1,600  h.; 
mere  bldgs.,  bk.  ft  wd.,  2  to  4  stor.;  priv.,  bk.  ft 
wd.,  8  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwlca. 
&  combt  ord.;  causes  of  f.  inv.  F.  acpt.--i  tt. 
&  1,  trk.,  1  comb,  c  ft  h.  wag.,  1  str.,  16c 
hand  ex..  6  hose  carts,  1  hose  reel,  2 Jirs. ;  hose, 
cot :  rub.*  lined,  gd.,  5,250  ft. ;f.  al..  wh..  striker  ft 
Kong.  18  bx.;  val.  equip..  $18,000;  val.  bldgs., 
$40,000;  exp.  dept.  $4,000;  tot  mem.,  88,  pd, 
part  time. 

Water  Supply— Src,  Ponds.  1  %  m.  ojf ■  cent ; 
sys.,  grav.;  rea.  can.,  800,000  gak.;  "?;{"»»  J  J 
m.  4  to  20  n.  dia.;  79  hyd.;  166  met;  78* 
SVv.r  pipe,  iron  ft  lead;  vres..  100  to  160  lbs.; 
coat,  $50,000;  wks.  owned  by  city. 

BENNINGTON,  p.  8  698;  f.  area,  MpO  a.; 
mere,  bldgs.,  stn..  bk.  ft  wd..  2  ft  3  stor  ;  priv., 
bk.  ft  wd..  2  stor.;  wd.  rfs.  perm,  m  t  JJjea. 
fwks.  ft  combt  ord.;  causes  of  f.  mv.  F.  dept— • 
1  str.,  1  c  eng.,  4  c  hand  ex.,  1  h.  ft  l-  "«;.  ^ 
tiose  waff..  4  hose  carts,  2  hrs.;  hose,  cot,  rub. 
lineS  kT  4;i50  ft.;  f.  aL,  Gamewell,  21  bx.;  vaL 
iquip..*^$i4:000;  Vai.  bldgi.,  $14,500;  exp  dept^ 
58;962;  tot.  mem.,  183,  pd.  full  time  2,  pd.  part 
time   6,   125   vol. 

Water  Supply— Src,  spr.  ft  lake;  sys..  gnr.; 
res.  cap..  1,000,000  gals.;  mains,  21  m-  *  *«  ^f 
S  dia.;  52  hyd.;  met,  18;  pres.,  dom  126  lbs.,  f. 
125   Ibi;  cost,  $200,000;  wks.  owned  by  village. 


BETHEL,  p.  1,611;  f.  area,  100  a.;  bldgs.,  stn., 
bk.  ft  wd..  1V6  ft  2  stor.;  wd.  rfs.  perm.  F.  dept. 
— 2  c  hand  ex.,  8  hose  car.;  hose,  gd.,  1.000  ft; 
inf..  250  ft;  tot  hose,  1.250  ft;  f.  ah.  wh.; 
val.  equip..  $2,600;  tot  mem.,   12  vol. 

Water  Supply — Src,  riv.;  sys.,  pump;  cap.  day. 
1,080,000  gals.;  mains.  %  nu,  8  to  8  in.  dia.; 
10  hyd.;   cost.  $4,000;   wks.  owned  by  city. 

BRADFORD,  p.  614;  f.  area.  800  a.;  bldgs..  bk. 
ft  wd..  2  ft  8  stor.;  wd.  rfs.  perm.  P.  dept. — 1 
hand  eng..  1  h.  ft  1.  trk..  4  hose  car.;  hose,  oot, 
rub.  lined,  gd..  1.800  ft;  f.  al.,  bell;  val.  equip.. 
$1,360;  vaL  bldgs.,  $800;  exp.  dept,  $1,000;  tot 
mem.,  20  voL;  undrs.  rating,  third  (uass. 

Water  Supply — Src,  spr.  ft  brooks;  ^ys.,  grav.; 
res.  cap.,  1,400,000  gals.;  mains,  7  m.,  4  to  10 
in.  d!a.;  88  hyd.;  178  serv.;  pres,,  dom.  115  lbs., 
f.  115  lbs.;  cost  $60,000;  cost  mtce..  $150;  wks. 
owned  by  town. 

BRANDON,  p.  2.712;  f.  area.  1^  m.;  mere, 
bldgs..  bk.,  2.  3  ft  4  stor.;  priv..  wd..  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt.  ord.  F.  dept. — 
1  liand  eng..  1  c  eng.,  8  c  hand  ex..  1  h.  ft  L 
trk..  2  hose  wag.,  2  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  2,000  ft;  inf.,  600  ft;  tot  hose. 
2.600  ft.;  f.  al.,  eiec.  100  bx.;  val.  equip.. 
$3,800;  val.  bldga..   $2,500;  tot.  mem.,  35   vol. 

Water  Supply — Src,  Uke;  sys.,  grav.;  mains,  8 
m.,  4  to  16  m.  dia.;  42  hyd.;  2  v.;  850  serv.; 
pipe.  galv.  iron;  pres.,  dom.  40  lbs.,  f.  50  to 
66  lbs.,  cost,  $50,000;  cost  mtce.,  $1,000;  wks. 
owned  by  fire  district 

BRATTLEBORO,  p.  7,541;  f.  area.  640  a.;  mere 
bldgs..  stn..  bk.  ft  wd..  2  to  4  stor.;  priv..  wd.. 
2H  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord. 
F.  dept. — 3  str..  8  c  eng..  12  c  hand  ex..  1  h. 
ft  1.  trk.,  6  hose  car..  8  hrs.;  hose,  cot.,  rub. 
lined,  gd..  5,400  ft;  inf.,  1,260  ft;  tot.  hose, 
6.650  ft.:  f.  aL,  Gamewell;  bx.,  23;  val.  equip., 
$18,000;  vaL  bldgs.,  $20,000;  exp.  dept,  $7,000; 
tot  mem.,  103,  pd.  part  time  1,  vol.  102;  undrs. 
rating,  second  class. 

Water  Supply — Src.  spr..  6.7  m.  bus.  cent.; 
sys..  grav.  ft  pump  to  res.  aa  a  reserve;  low  pres. 
res.  .  cap..  6.000,000  gals.;  high  pres.  res.  cap., 
100.000,000  gals.;  pump,  eng.;  cap.  day,  600,000 
gals.;  mains,  iron,  25  m..  4  to  16  in.  dia.;  100 
hyd.;  met,  50;  800  serv.;  pipe,  lead  ft  galv.  i.; 
pres..  dom.  50  to  100  lbs.,  f.  76  to  160  lbs.;  cost. 
$400,000;  wks.  owned  by  Co. 

BRIGHTON,  p.  2,000;  f.  area,  600  a.;  mere 
bldgs..  wd;,  1  to  8  Btor.;  priv.,  wd.,  1  to  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  no  fwka.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 1  hose  wag.,  1 
h.  ft  1.  trk.,  8  hose  car.,  c  hand  wag.;  hose,  cot, 
rub.  lined,  gd..  2.000  ft;  f.  al..  wh.;  vaL  equip., 
$2,500;  exp.  dept,  $800;  tot  mem.,   45  voL 

Water  Supply— Src,  mountain  -strm.,  3  m.  bus. 
cent;  sys..  grav.;  res.  cap..  600.000  gals.;  mains, 
0.  i..  10  m..  8  to  10  in.  dia.;  64  hyd.;  48  v.;  8 
met. 

wk^.   owned  by  town. 

BR^TOL,  p.  2,061;  f.  area,  480  a.;  mere 
bldgs.,  wd.  ft  bk.,  2  stor.;  priv..  wd..  IH  stor.; 
wd.  rfs.  perm.;  no  fwks.  ft  combt.  ord.  F.  dept. 
— 1  c  eng.,  16  c  hand  ex..  1  h.  ft  1.  trk.,  4  hoee 
car.;  hoee,  oot.  rub.  lined,  gd.,  2.500  ft.;  f.  al., 
bell;  exp.  dept.,  $200;  tot.  mem.,  45  voL;  undrs. 
rating,  third  class. 

Water  Supply — Src.  spr.,  7  m.  bus.  cent;  sys., 

riv.  dir.;  res.  cap..  700.000  gals.;  mains,  galv. 
wrt.  i.,  11  m.,  4  to  10  in.  dia.;  54  hyd.;  800 
serv.;  pipe.  wrt.  i.;  pres.,  dom.  110  to  160  lbs.; 
cost,  $61,000;  cost  mtce.,  $800;  wks.  owned  by 
town. 

BURLINGTON,  p.  20.468;  f.  area.  6.400  a.; 
mere,  bldgs.,  wd.,  bk.  ft  stn..  2  to  7  stor.;  priv.. 
bk.  ft  wd.,  2  to  4  stor.;  wd.  rfs.  perm.;  fwks.  ft 
combt  ord.  F.  dept. — 1  auto.  comb,  trk.,  1  comb, 
wag..  1  h.  ft  1.  trk..  3  hose  wag..  8  hose  sleighs. 
1  chiefs  wag.  ft  sleigh.  1  exercise  wag..  1  str.. 
12  hrs.;  9.000  ft.  cot,  rub.  lined,  hose.  gd..  800 
ft  poor  hose;  tot.  hose.  9.800  ft;   1  turret  pipe. 


k.;    885    serv.;   pipe.   galv.    i.;   pres.,   dom.    ft   f., 
to   100   lbs.;   cost,   $50,000;   cost  mtce.,   $350; 
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1  life  net,  12  hand  ex.,  61  f.  al.  bx.;  Tal.  eqnip., 
$24,460;  vfl.  bldga.,  $SO,000;  exp.  dept,  $26,000; 
tot.  mem.,  41,  pd.  fiiU  time  26,  16  toL;  imdn.  rat- 
ing, flrat  dass. 

Water  Supply — Src,  lake,  1  m.  bus.  cent.;  its., 
pump  to  res.;  res.  cap.,  7,000,000  gala.;  8  pump, 
eng.,  cap.  day,  4,000,000  gals.;  mains,  c.  L,  wrt. 
i.  &  cem.,  42.20  m.,  4  to  SO  in.  dia.;  233  hyd.; 
714  v.;  met.,  9,660;  4,117  serv.-  pipe,  galv.,  c.  i. 
&  lead;  pres.,  dom.  20  to  120  lbs.,  f.  20  to  128 
lbs.;  cons,  day,  12(M1,64<8  gals.;  cost.  $4«1,1>00; 
cost  mice.,  $66,677;  rpnca.  owned  by  city. 

CABOT,  p.  1,126;  bldgs.,  frame,  1%  k  2  stor.; 
wd.  rfs.  perm.;  fwks.  k  combt  ord.;  causes  of  f. 
inv.  F.  dept. — 1  hand  eng.,  1  h.  Jc  1.  trk.,  1  hose 
car.;  f.  al.,  bell;  val.  equip.,  $1,600;  tot.  mem., 
80  vol. 

Water  Supply — Sre.,  spr.  ft  wells;  new  water 
sys.  installed. 

CAMBRIDGE,  p.  860.  F.  dept— 2  hose  carte, 
1,200  ft  hose;  vat  equip.,  $1,000;  vol. 

Water  Supply— -Src.,  spr.,  6  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  600,000  gals.;  mains,  c.  i.,  5  m., 
4  to  8  in.  dia.;  18  h\'d.;  7  v.;  80  serv.;  pres.,  dom. 
90  lbs.,  f.  00  to  as  lbs.;  cost,  $25,000;  wks.  owned 
by  city. 

CASTLETON,  p.  2,080;  f.  area.  10  a.;  mere 
bldgs.,  wd.  k  bk.,  2  k  9  stor.;  priv.,  wd.,  2  k  Z 
stor.;  wd.  rfs.  perm.;  no  fwks.  k  combt.  ord.  F. 
dept. — 2  hand  eng.,  1  hose  car.;  hose,  cot,  ruA). 
lined,  «!.,  800  ft;  inf.,  150  ft;  tot  hose,  460 
ft;  Tal.  equip.,  $2,500;  ezp.  dept»  $127;  tot 
mem.,  76  vol. 

No  waterwks. 

CAVENDISH,  p.   1,862.     F.  dept— 1   c  eng.,  1 
h.  ft  1.  trk.,  1  hose  cart;  f.  al.,  bell;  vol. 
Water  Supply — ^Not  reported. 

CHELSEA,  p.  1,278;  f.  area,  2  m.;  mere,  bldgs., 
bk.  ft  wd.,  2Vi  stor.;  priv.,  bk.  ft  wd.,  1%  to  2H 
stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt  ord.  F. 
dept — 1  hand  eng.,  16  c.  hand  ex.,  1  h.  ft  1. 
trk.,  1  hose  car.,  1  hose  wag.;  hose,  cot  lined, 
600  ft;  rub.  lined,  2,000  ft;  tot  hose,  2,600  ft.; 
f.  al.,  bell;  val.  equip.,  $1,000;  val.  bldgs.,  $660; 
tot.   mem.,    24   vol.;   undrs.  rating,  third  class. 

Water  Supply — Wells  ft  strms. 

CHESTER,  p.  1,760;  mere,  bldgs.,  wd.,  1  ft  2 
stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  perm,  in 
f.  area;  causes  of  f.  inv.  F.  dept — 1  str.,  1 
hand  eng.,  20  c.  hand  ex.,  1  h.  ft  1.  trk.,  6  hose 
carts;  hose,  cot,  rub.  lined,  gd.,  8,000  ft;  inf., 
600  ft;  tot.  hose,  8,600  ft.;  f.  al.,  bell  ft  wh.; 
val.  equip.,  $8,000;  val.  bldgs.,  $2,600;  exp.  dept, 
$600;  tot.  mem.,  22,  pd.  part  time. 

Water  Supply— Src.,  spr.  ft  brook,  2  m.  bus. 
cent;  sys.,  grav.;  res.  cap.,  1,000,000  gals.;  mains, 
c.  i.,  4  m.,  4  to  10  in.  dia.;  28  hyd.;  226  serv.; 
pipe,  iron;  pres.,  dom.  130  lbs.,  f.  180  lbs.;  cost, 
$80,000;  cost  mtce.,  $260;  wks.  owned  by  village. 

COLCHESTER,  p.  6.460.  F.  dept— 1  str.,  6  c. 
hand  ex.,  1  h.  ft  1.  trie.,  4  hose  carte;  f.  al.,  bell; 
tot  mem.,   46  voL 

Wat*r  Supply — Src,  spr.,  %  m.  bus.  cent;  «ys., 
grav.;  res.  aap.,  12,246,000  gals.;  mains,  c.  L, 
10  m.,  4  to  10  in.  dia.;  86  hyd.;  met,  202; 
266  serv.;  pres.,  f.  68  lbs.;  cost,  $60,000;  wks. 
owned  by  Co. 

CONCORD,  p.  1600;  f.  area,  200  a.;  mere,  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  comb,  ord.; 
causes  of  f.  inv.  F.  dept — 2  c  wag.,  ladders,  pails, 
etc.;  f.  al.,  bell;  vol. 

No  WAterwks. 

DANBY,  p.  064;  bldgs.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  perm.;  no  fwks.  ft  combt  ord.  F.  dept — 
Not  reported. 

Wattr  Supply — Src.,  spr.;  sye.,  grav.;  res.  cap., 
6,000  bbls.;  pres.,  dom.  120  lbs.,  f.  120  lbs.; 
cost,  $6,60t>;  cost  mtce.,  $800;  wks.  owned  by  Co. 

DANVILLE,  p.  1,628;  f.  area,  100  a.;  mere, 
bldgs.,  wd.;  wd.  rfs.  perm.  F.  dept. — 1  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  700  ft;  tot  mem.,  20 
vol. 

Water  Supply — Src,  spr.,  1%  m.  bus.  cent; 
sys.,  grav.;  res.  cap.,  100,000  gals.;  mains,  8H 
m.,  8  to  10  in.  dia.;  20  hyd.:  100  serv.;  pres., 
dom.  90  lbs.,  f.  90  lbs.;  cost,  $10,000;  cost  mtce., 
$100;  wks.  owned  by  village. 


DERBY,  p.  8,680;  mere,  bldgs.,  bk.  ft  wd.,  2 
ft  8Vi  itor.;  priv.,  wd..  2  ft  SH  itor.;  wd.  rfs. 
perm.;  no  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept. — 17  c  hand  ex.,  8  hose  car.;  ho«e,  cot, 
rub.  lined,  gd.,  1,426  ft;  leather,  gd.,  100  ft.; 
tot.  hose,  1,626  ft;  f.  al.,  bell;  tot  mem..  50  vol 

Water  Supply — Src,  spr.;  syfc,  grav.;  res.  cap., 
1,000,000  gals.;  mains,  6 H  m.,  4  to  10  in.  dia.; 
67  hyd.;  16.  v.;  800  serv.;  pres.,  dom.  90  lbs., 
f.  200  lbs.;  cost,  $46,000;  wks.  owned  by  lnte^ 
national  Water  Co. 

DORSET,  p.  1,000;  f.  area,  100  a.;  mere  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  vrd.,  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  Inv.  F.  dept — a,000  ft  cot,  rub. 
lined  hose;  f.  al.,  bell;  vol. 

Yfoter  Supply — 6rc,  spr.,  1  m.  bus.  cent;  sys.. 
grav.;  res.  cap.,  100,000  gals.;  mains,  SH  ni..  4 
to  8  in.  dia.;  14  hyd.;  pres.,  dom.  ft  f.,  115  lb<<: 
cost,  $12,000;  cost  mtce.,  $75;  wks.  owned  by  city. 

EN06BURQ,  p.  2,060;  mere  bldgs.,  bk.  ft  wd.. 
2  ft  8  stor.;  priv.,  wd.,  1^  ft  2  stor.;  wd.  rfs. 
perm.;  no  fwks.  ft  combt  ord.  F.  dept — 22  c 
hand  ex.,  8  hose  car.;  hose,  cot,  nib.  lined,  gd.. 
1,600  ft.;  f.  aL,  bell  ft  wh.;  vaL  equip.,  $1,200; 
tot  mem.,  60  vol 

Water  Supply — Src,  riv.,  H  m*  bus.  cent;  sya., 
pump  dir.;  pump,  eng.,  cap.  day  1,728,000  galsu; 
mains,  c  i,  4  m.,  4  to  8  in.  dia.;  80  hyd.;  25 
v.;  160  serv.;  pipe,  galv.  L;  pres.,  dom.  70  lbs.; 
f.  120  to  140  lbs.;  cost  $18,000;  cost  mtce..  $800; 
wks.  owned  by  village. 

ESSEX,  p.  2,714;  mere,  bldgs.,  wd.  ft  l^  S 
stor.;  priv.,  wd.,  1^  to  2  stor.;  wd.  rfs.  perm.; 
fwks.  ft  combt  ord.;  causes  of  f.  inv.     F.  dept.— 

1  c  eng.,  2  c  hand  ex.,  1  h.  ft  1.  trk..  2  bote 
car.;  hose,  rub.,  gd.,  1,200  ft.;  f.  al..  bell  ft  wh.; 
val.  equip.,  $2,600;  val.  bldgs.,  $2,000;  tot  mem., 
28   vol 

Water  Supply — Src,  spr.  ft  2  artesian  wells,  5 
m.  bus.  cent;  sys.,  gnw;  res.  cap.,  1,500,000  gaU.; 
mains,  c  L,  6%  m.;  80  hyd.;  met.,  30;  220  sov.; 
pres.,  dom.  67  to  74  lbs.,  f.  67  to  76  lbs.;  coos., 
day,  100,000  gals.;  cost,  $46,000;  cost  mtce., 
$200;   wks.   owned  by   city. 

FAIR  HAVEN,  p.  8,095;  mere,  bldgs.,  bk.,  8 
ft  4  stor.;  priv.,  wd.,  2  ft  8  stor.;  wd.  rfsL  not 
perm.;  fwks.  ft  combt  ord.  F.  dept — 1  hose 
wag.,  2  hose  car.;  hose,  cot,  rub.  l.'ned,  gd.,  2.000 
ft.;  inf..  600  ft;  tot  hose,  2,500  ft;  f.  aL,  GaDie> 
well,  8  Dx.;  val.  equip.,  $2,600;  val.  bldgs.,  $4,000: 
tot  mem.,   60  voL 

Water  Supply— -Src,  pond,  8^  m.  bus.  cent: 
sys.,  grav.;  res.   cap.,  80  a.;  mains,  c   L.    16  m.. 

2  to  10  in.  dia.;  85  hyd.;  23  v.;  500  serv.;  pif>«, 
wrt  i.;  pres.,  f.  00  lbs.;  cost  $85,000;  coot  mtce^ 
$400;  wks.  owned  by  village. 

FRANKLIN,  p.  1,146.     F.  dept  not  oig. 

Water  Supply— Src,  spr.,  1  m.  bus.  cent.;  malm, 
wd.,  1  m.,  IH  to  8  in.  dia.;  pres.,  dom.,  150  Ibr^: 
cost  mice.,  $60;  wlra.  owned  by  priv.  Co. 

HARDWICK,  p.  8,201;  mere  bIdgSL,  bk.  ft  wd, 
2  ft  8  stor.;  priv.,  wd.,  1%  ft  S  stor.;  vd.  rb. 
perm.  F.  dept — 60  c  hand  ex.;  1  boae  car.: 
hose,  cot,  rub.  lined,  gd.,  1,000  ft.;  vaL  equips 
$8,000;  exp.  dept,  $400;  tot  mem.,  SO  voL; 
tmdrs.  rating,  third  class. 

Wattr  Supply- — Src,  brook,  %  m.  bus.  cent; 
qys.,  grav.;  mains,  iron,  10  m.,  4  to  10  in.  dia.; 
26  hyd.;  21  v.;  600  serv.;  pres.,  dom.  129  IiiSL« 
f.   126  lbs.;  wks.  owned  by  town. 

HARTFORD,  p.  4,179.  F.  dept—l  str.,  1  h. 
ft  1.  ti^.,  6  hose  reels,  8  c  ex.;  tot  mem.,  SO  vsL 

Water  Supply — Src  ft  sys.,  not  reported;  pra.* 
120  lbs.;  20  hyd. 

HUNTINGTON,  p.  900.  F.  dept — 1  ««.,  SO 
c  hand  ex.,  1  hose  cart;  tot  mem.,  SO  vol 

Water  Supply — Src,  spr.,  ^  m.  bus.  cent;  svs.. 
dir.  pres.;  mains,  1  m.,  2  in.  dia.;  pres.,  dom..  lOf 
lbs.;   wks.  owned  by  priv.  Co. 

HYDE  PARK,  p.  600;  bldgs..  bk.  &wd.,  1  ft  ! 
stor.;  wd.  rfs.  penn.;  fws.  ft  c^Jbt  ord. 
F.  dept — 1  h.  ft  L  trk.,  800  ft  hose;  vbCqaifis. 
$1,600;  exp.  dept,  $800;  tot  mem.,  25  vol^'''^^ 

rating,  third  class. 
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ISLAND  POND.  p.  2.200.  P.  dept. — 1  hand 
en;.,  1  h.  ft  1.  trk..  2  hose  car.,  2  c.  hand  ex.; 
hoae,  2,800  ft;   tot.   mem.,   46  vol. 

Water  Supply — Src,  8  brooks,  2  m.  bua.  cent; 
ayi.,  gray.;  res.  cap.,  500,000  gala.;  maina,  c  1., 
7  DL,  4  to  lO  in.  dia.;  64  hyd.;  75  v.;  2  met; 
410  serr.;  pres.,  dom.  &  f.  80  to  100  Iha.;  cons, 
day,  400,000  gak.;  coat,  $46,000;  wka.  owned  by 
town. 

JAMAICA,  p.  800;  f.  area,  1  m.  aq.;  mere 
bidgs.,  wd.y  2  ator.;  priT.,  wd.,  8  stor.;  wd.  rfa. 
penn.;  no  fwka.  ord.  F.  dept. — 1  hand  eng.,  1 
hose  car.;  hose,  rub.,  gd.,  800  ft.;  leather,  gd., 
460  ft;  tot  hose,  760  ft;  vol.;  al.,  beU. 

Water  Supply— -Src.,  wells,  cisterns  ft  2  res. 

JOHNSON,  p.  1,600;  f.  area.,  240  a.;  mere, 
bldgs.,  wd.,  IVIb  to  8  stor.;  prlv..  bk.  Ac  wd.,  IH 
stor.;  wd.  rfs.  penn.  in  f.  area;  fwks.  ord.;  causea 
of  f.  inv.  F.  dept — 6  c.  hand  ex.,  1  h.  ft  1.  trk., 
1  hose  wag.;  hose,  cot,  rub.  lined,  gd.,  800  ft; 
f.  aL,  bell;  val.  equip.,  $500;  val.  bldgs.,  $800; 
exp.  dept,   $50;   tot.  mem.,  SO  vol. 

Water  Supply — Src.,  brook,  8  m.  bus.  cent;  aya.. 
grav.;  res.  cap..  160,000  gals.;  mains,  c.  i.,  6Vb 
m.,  8  to  10  in.  dia.;  22  hyd.;  21  v.;  100  serv.; 
prea.,  dom.  76  lbs.;  cost  $12,000;  wks.  owned  by 
village. 

LONDONDERRY,    p.    061.       F.  dept — 2    band 

eng*.  8  hoae  carts,  10  c.  hand  ex.;  tot  mem.,  100 
▼oL;  f.  al.,  bell. 

Water  Supply — ^Not  reported. 

LOWELL,  p.  1,100;  f.  area,  26  «.;  mere  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  prir.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  oon^t  ord.; 
causes  of  f.  inv.  F.  dept — hose  reels;  hoae,  cot, 
rub.  lined,  gd.,  1,400  ft;  f.  aL,  bell;  raL  equip., 
$325;  voL 

W«ter  Supply-^rc.,  res.,  1  m.  bus.  cent.;  ays., 
dir.  pres.;  2  hyd.;  S  v.;  pres.,  f.  1$0  lbs.;  wks. 
owned  by  priv.  Co. 

LUDLOW,  p.  8,000;  f.  area,  7.76  a.;  mere, 
bldgs.,  wd.,  1  ft  8  stor.;  prlv.,  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  cauaes 
of  f.  inv.  F.  dept — 1  str.,  8  c.  hand  ex.,  2 
hose  wag.,  8  hose  carta;  hoae,  cot,  rub.  lined, 
gd.,  1,800  ft:  inf.,  100  ft;  tot  hose,  1,900  ft; 
f.  aL,  bell;  val.  equip.,  $8,000;  val.  bldgs.,  $4,000; 
exp.  dept..  $1,000;  tot  mem.,  27  vol. 

Water  Supply — Src,  mountain  spr.,  2^  m.  bus. 
cent.;  sys.,  grav.;  res.  cap.,  900.000  gals.;  maina, 
c.  !.,  8  m.,  4  to  12  in.  dia.;  84  hyd.;  met,  2; 
814  serv.;  pipe,  galv.  L;  prea.,  f.  120  Iba.;  coat, 
$80,432;  wka.  owned  by  dty. 

LYIiDONVIiLLE,  p.  3,204;  f.  area,  200  a.;  mere, 
bldgs.,  wd.,  2ft  3  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.;  fwka.  ft  combt.  ord.;  cauaes  of  f.  inv.  F. 
dept — 26  c.  hand  ex..  1  h.  ft  L  trk.,  1  aer. 
trk.,  4  hose  wag.,  8  nose  car.;  hose,  cot,  rub. 
lined,  gd.,  2.000  ft;  rub.,  gd.,  600  ft;  inf.,  600 
ft.;  tot  hose,  8,100  ft;  f.  al.,  bell;  vaL  equip., 
98.000;  vaL  bldga.,  $1,000;  exp.  dept,  $192.66; 
tot.   mem.,  82  vol. 

Water  Supply — 'Src.  brook,  4  m.  bus.  cent.; 
svs.,  grav.;  res.  cap.,  2,000,000  gals.;  mains,  iron, 
S  8-5  m.,  6  to  10  in.  dia.;  67  hyd.;  2*9  serv.; 
pren.,  dom.  145  lbs.,  f.  145  lbs.;  cons,  day,  200.- 
OOO  ga!«.;  cost  $40,000;  coat  mtce.,  $800;  wks. 
owned   by  village. 

MANCHESTER,  p.  2.000;  f.  area,  1,280  a.; 
mere,  bldgs..  wd.  ft  bk.,  2  stor.;  priv.,  wd.,  2 
stor.:  wd.  rfs.  perm.;  no  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 2  hand  eng.,  1  h.  ft 
1.  trk.,  4  hose  car.;  hose,  cot,  rub.  lined,  gd.,  800 
ft.;  inf.,  1.200  ft;  tot  hose,  2,000  ft;  f.  aL,  bell 
A   wh. 

Water  Supply — Src,  spr.,  2  m.  bus.  cent;  sys., 
ffrav. :  res.  cap.,  3.000,000  gals.;  mains,  o.  i..  14 
m.,  4  to  10  in.  dia.;  47  hyd.;  87  v.;  met,  166; 
410  serv.;  pipe,  galv.  i.;  pres..  dom.  90  to  120  lbs. 
f.    90   to  126  lbs.;  wks.  owned  by  Co. 

MARSHFIELD,  p.  1,032.  F.  dept— 20  c.  hand 
*x.,   1  hose  wag.,  1  hand  eng.;  hose,  cot,  rub.  lined, 

fd.,     700   ft;    f.    al.,  bell;   val.    equip.,   $600;   vaL 
ldtC9,,    $150;   voL 
VN^ater   Supply — Src.,    spr.,    1    m.    distant;    sys., 
KTWLr.;  mains.  stL,  IH  m.,  1%  in.  dia.;  pres.,  140 
lbs.;    cost   $2,200. 

MILTON,  p.  1.804.     No  org.  f.  dept;  pails  used. 

Water    Supply — Src,    rlv.,    20    rods    bus.    cent; 

myn.,    pump  to  res.;  res.  cap.,  26,000  gals.;  mains. 


iron,  IVi  m.,  %  to  3  in.  dia.;  8  hyd.;  pipe,  iron; 
pres.,  f.  140  Iba.;  cost  mtce.,  $100;  wks.  owned  by 
Co. 

MONTPELIER,  p.  7,856;  f.  area,  8,000  a.;  mere, 
bldgs.,  bk.,  8  to  4  stor.;  priv.,  bk.  ft  wd.,  2  ator.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.  F.  dept. 
25  c  hand  ex.,  1  hand  eng.,  2  h.  ft  L  trk.,  8 
hose  wag.,  2  hose  car.,  8  nrs.;  hose,  cot.,  rub. 
lined,  gd.,  3,500  ft;  inf.,  500  ft;  tot  hose,  4,000 
ft;  f.  aL,  Gamewell,  51  bx.;  val.  equip.,  $17,600; 
exp.  dept,  $9,000;  tot  mem.,  30,  pd.  full  time  6, 
pd.  part  time  25. 

watsr  Supply — Src,  pond,  4  m.  bua.  cent;  sys., 
grav.;  res.  cap.,  4,000,000  gals.;  mains,  c.  L,  26.9 
m.,  2  to  20  in.  dia.;  116  hyd.;  249  v.;  1,816 
serv.;  pres.,  dom.  160  lbs.,  f.  150  lbs.;  cons,  day, 
1,000,000  gals.;  cost,  $75,000;  cost  mtce.,  $8,- 
600;  wks.  ovmed  by  city. 

MORRISTOWN,  p.  2,662.  F.  dept— 1  c.  ens., 
1  h.  ft  1.  trk.,  2  hose  carts;  tot  mem.,  24  vol.; 
f.  al.,  bell  ft  wh. 

Water  Supply — Src,  not  reported;  pres.,  1^0 
lbs.;   80  hyd. 

NEWPORT,  p.  8,684;  f.  area,  160  a.;  mere, 
bldgs.,  wd.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt  ord.;  cauaes  of  f.  inv. 
F.  dept. — 1  c.  eng.,  2  c  bund  ex.,  2  h.  ft  1. 
trk.,  4  hose  oar.,  8  hrs.;  hose,  cot.,  rub.  lined,  gd., 
2,800  ft;  inf.,  600  ft;  tot  hose,  3,300  ft;  f.  aL, 
Gamewell,  11  bx.;  vaL  equip.,  $8,800;  vaL  bldgs.. 
$^00;  exp.  dept,  $150  to  $225;  tot  mem.,  42  vol. 

Water  Supply — Src,  pond,  5V4  m.  bus.  cent; 
aya,,  grav.;  res.  cap.,  1,000,000  gals.;  maina,  c  L, 
15  m.,  4  to  16  in.  dia.;  61  hyd.;  2  pump.  eng. 
for  emergency;  500  serv.;  pipe,  galv.  L;  pres.,  dom. 
100  lbs,,  f.  120  lbs.;  cost,  $56,000;  cost  mtce., 
$1,000;  wks.  owned  by  city. 

NORTHFIELD,  p.  8,226;  f.  area,  1,000  a.;  mere 
bldgs.,  wd.,  4  stor.;  priv.,  wd.,  IH  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt.  ord.;  cauaes  of  f.  inv. 
F.  dept. — 2  hand  eng.,  1  h.  ft  L  trk.,  2  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  2,100  ft.:  leather, 
gd.,  350  ft.;  tot  hose,  2.450  ft;  f.  aL,  bell;  vaL 
equip.,  $2,500;  vaL  bldga.,  $1,600;  exp.  dept, 
$500;   tot    mem.,    80   vol. 

Water  Supply — Src,  creek  ft  cisterns  ft  spr.; 
sys.,  grav.,  pump  to  res.,  to  stdp.,  or  dir.;  75  hyd. 

NORTH  TROY,  p.  562;  f.  area,  460  a.;  bldgs., 
wd.,  2  stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt.  onl. ; 
causes  of  f.  inv.  F.  dept — 6  c  hand  ex.,  2  hose 
wag.,  2  hose  car.;  hose,  cot,  nib.  lined,  gd.,  2,000 
ft:  f.  al.,  bell  ft  wh.;  vaL  equip.,  $1,800;  tot 
mem.,   40  vol.;  undra.  rating,  third  class. 

Water  Supply — Src,  brook,  8  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  1,000,000  gals.;  mains,  c  L,  6% 
m.,  8  to  10  in.  dia.;  23  hyd.;  30  v.;  175  serv.; 
pres.,  dom.  90  lbs.,  f.  90  lbs.;  cost,  $20,000;  cost 
mtce..  $360;  wks.  owned  by  city. 

NORWICH,  p.  1,308;  f.  area,  1,000  a.;  bldgs., 
wd.  ft  bk.,  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt. 
ord.  No  f.  dept;  priv.  parties  «re  supplied  with 
hose. 

Water  Supply — Src,  spr.,  %  m.  bus.  cent;  sys., 
grav.;  res.  cap..  28,000  gala.;  maina,  iron,  1  m.,  8 
in.  dia.;  6  hyd.;  26  serv.;  pipe,  iron;  pres.,  dom. 
75  lbs.,  f.  150  lbs.;  cost,  $6,000;  cost  mtce.,  $60; 
wks.  owned  by  Co. 

ORLEANS,  p.  677;  f.  area,  100  a.;  mere  bldgs., 
wd.,  2  ft  8  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept. — 1  c.  eng.,  4  hose  car.;  ho^e.  cot., 
rub.  lined,  gd.,  2,000  ft;  f.  aL,  bell,  automatic 
wh.  &  telp.;  vaL  equip.,  $1,200;  val.  bldgs.,  $300; 
e.\-p.  dept.,  $400;   tot.  mom..   52  vol. 

Water  Supply— ^Src,  riv.,  r>V^  m.  bus.  cent.; 
sys.,  grav.;  res.  cap.,  900,000  gals.,  loc.  on  hill 
1-3  m.  above  village;  mains,  c.  i.,  5  1-12  m.,  4  to 
10  in.  dia.:  40  hyd.;  34  v.;  met,  6;  400  sen-.; 
pres.,  dom.  &  f.,  S5  Ibe.,  cost,  $40,000;  cost  mtce., 
$300;  wka.  owned  by  city. 

PITTSFORD.  p.  2.000  f.  area,  640  «.;  mere 
bldgs.,  bk.  ft  wd..  2  stor.:  priv.,  wd.,  8  stor.;  wd. 
rfs.  perm,  in  f.  area.  F.  dept — 2  hose  wag.;  hose, 
cot,  rub.  lined,  gd.,  1.200  ft.;  f.  aL,  bell;  vaL 
equip..  $2,000;  val.  bldgs.,  $2,000;  vol. 

Water  Supply — Src,  spr.,  6  m.  bus.  cent;  srs., 
grav.;  res.  cap.,  176.000  gala.,  loc  on  hill;  mains, 
tron,  6  m.,  6  in.  dia.;  tS  hyd.;  260  serv.;  216 
met.;  pipe,  galv.  L;  pres.,  dom.  ft  f.  86  lbs.;  cons. 
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day,  15,000  gals.;  cost,  127,000;  cost  mtce.,  f250; 
wks.  owned  by  corporation. 

POULTNEY,  p.  8,644;  f.  area,  170  a.;  mere 
bldga.,  bk.  A  wd.,  2  &  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwka.  Ac  coxnbt.  ord.; 
causes  of  f.  inv.  F.  dept. — 8  c.  hand  ex.,  1  hose 
cart;  hose,  cot,  rub.  Imed,  gd.,  1,500  ft.;  inf.,  200 
ft.;  tot.  hose,  1,700  ft;  f.  aL,  wh.;  val.  equip., 
$1,000;  val.  bldgs.,  f  1,000;  ezp.  dept,  fl40;  tot. 
mem.,  20  vol. 

Water  Supply — Src.,  lake,  8  m.  bus.  cent;  ays., 
grav.;  res.  cap.,  70,000,000  gala.;  mains,  iron,  6 
m.,  4  to  10  in.  dia.;  4«  hyd.;  20  v.;  200  serr.; 
pipe,  nlv.  L;  prea.,  dom.  120  lbs.,  f.  120  Iba.; 
cost,  $80,000;  cost  mtce.,  $500;  wks.  owned  by 
village. 

POWNAL,  p.  1,900.  F.  dept— 1  hose  cart;  20 
vol. 

Water  Supply — Src,  brook,  %  m.  bus.  cent.; 
sys.,  grav.;  res.  cap.,  500,000  gals.;  mains,  2  m., 
2  to  6  in.  dia.;  7  hyd.;  6  t.;  40  aerv.;  pipe,  wrt 
i.;  pres.,  f.  80  lbs.;  coat,  $5,000;  coet  mtce.,  $100; 
wks.  owned  by  priv.  Go. 

PROCTOR,  p.  2,871;  f.  area,  200  a.;  bldga., 
wd.,  2  stor.;  wd.  rfs.  perm.;  no  fwka.  k  combt. 
ord.  F.  dept — 4  c.  hand  ex.,  2  hose  car.;  hoae, 
cot.,  rub.  lined,  gd.,  8,100  ft;  f.  al.,  Gamewell; 
tot.  mem.,  25  vol. 

Water  Supply — Src.,  spr.  k  brook.  8  m.  bua. 
cent;  sya.,  grav.  ft  pump  to  stdp.  k  dir.;  atdp. 
cap.,  850,000  gals.,  dim.  85  z  40,  loc.  cent  of 
village,  mat  stl.;  res.  cap.,  15,000,000  gala.,  loc. 
1^  m.  town;  pump,  eng.,  cap.  day  800,000  gals.; 
mains,  c.  L,  22%  m.,  4  to  10  in.  dia.;  64  hyd.; 
425  serv.;  pipe,  galv.  i.;  pres.,  dom.  50  to  125 
Bts.,  f.  125  to  150  lbs.;  cona.  day,  100,000  gals.; 
cost,  $85,000;  wka.  owned  by  village. 

PUTNEY,  p.  969.  F.  dept — -1  comb.  c.  A  hose 
wag.,  1  hose  wag.,  600  ft  hose;  f.  aL,  wh.;  val. 
equip.,  $1,000;  tot.  mem.,  25  vol. 

Water  Supply — Src.,  not  stated;  4  hyd.;  pres., 
80  lbs. 

RANDOLPH,  p.  8,191;  f.  area,  640  a.;  mere, 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  wd.,  IH  ft  2  ator.; 
wd.  rfs.  perm.;  fwka.  ft  combt  ord.;  cauaea  of  f. 
inv.  F.  dept — 1  hand  eng.,  2  c.  hand  ex.,  1  h. 
ft  1.  trk.,  4  hose  car.;  hose,  cot,  rub.  lined,  gd., 
1.100  ft;  leather,  gd..  600  ft;  inf.,  800  ft;  tot 
hose,  1,900  ft;  f.  al.,  bell  ft  wh.;  val.  equip., 
$8,000;  val.  bldgs.,  $2,000;  exp.  dept,  $400;  tot 
mem.,   45,  pd.  full  time  80,  pd.  part  time  15. 

Water  Supply — Src,  apr.;  aya.,  grav.;  res.  cap., 
1,000,000  gals.;  1  pump,  eng.,  cap.  day,  72,000 
gala.;  mains,  4  to  10  in.  dia.;  54  hyd.;  20  v.; 
440  serv.;  pree.,  dom.  ft  f.  85  to  125  Iba.;  coat, 
$28,000;  cost  mtce.,  $1,000;  wks.  owned  by  vil- 
lage. 

READSBORO,  p.  1,800;  f.  area,  10  a.;  mere, 
bldgs.,  wd.,  1  to  8  stor.;  priv.,  wd.,  1  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept — 2  hose  carta;  hoae,  cot,  rub. 
lined,  gd.,  2,000  ft;  f.  al.,  bell  ft  wh.;  val.  equip., 
$2,500;  val.  bldgs.,  $200;  exp.  dept,  $846;  tot 
mem.,  28,  pd.  full  time. 

Water  Supply — Src,  brook,  8  m.  bus.  cent;  aya., 
grav.  ft  pump  to  res.;  res.  cap.,  675,000  gals.; 
2  pump,  eng.,  cap.  day  500,000  gals.;  mains,  8 
m.,  4  to  8  in.  dia.;  20  hyd.;  11  v.;  110  aerv.; 
pipe,  galv.  i.;  prea.,  dom.  80  to  100  lbs.;  f.  115 
to  160  lbs.;  coat,  14,000;  wks.  owned  by  city. 

RICHFORD,  p.  2,907;  f.  area,  650  a.;  bldn., 
wd.,  2  stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt 
ord.  F.  dept — 1  h.  ft  1.  trk.,  8  hose  car.;  hoae, 
cot,  rub.  lined,  gd,,  8.000  ft;  f.  aL,  wh.;  vaL 
equip..  $2,000;  val.  bldgs.,  $6,000;  exp.  dept,  $90; 
tot   mem.    89   voL 

Water  Supply — Src,  apr.  ft  brooks,  8  m.  bus. 
cent;  sys.,  grav.;  res.  cap.,  2,500,000  gals.;  mains, 
iron,  9  m.,  4  to  10  in.  dia.;  40  hyd.;  18  v.; 
800  serv.;  pipe,  galv.  1.;  prea.,  dom.  110  lbs., 
f.  110  ft  120  lbs.:  cost,  826,000;  cost  mtce.,  $500; 
wka.  owned  by  city. 

RIOHMOND,  p.  1,000.  F.  dept — 2  hoae  carta, 
1  c  eng.;  voL;  val.  equip.,  800. 

Water  Supply — Src,  spr.,  1  m.  bus.  cent;  aya., 
pump;  12  hyd.;  2  v.;  prea.,  f.  100  Iba.;  wks. 
owned  by  dty  ft  Co. 

ROCHESTER,  p.  1,250;  f.  area,  820  a.;  bldga., 
wd.,   2   stor.;   wd.   rfs.   perm.;  no   fwka.   ft  combt. 


ord.  F.  dept — 1  hose  wag.;  hose,  cot.  rub.  lined, 
gd.,  800  ft;  f.  aL,  bell;  tot  mem.,  15  voL 

Water  Supply — Src,  spr.;  sys.,  grav.;  rea.  cap., 
120,000  gals.;  mains,  1%  m.;  18  hyd.;  85  aerv.; 
gd.,  800  ft;  f.  aL,  bell;  vaL  equip.,  $500;  mI 
bldgs.,  $25;  tot.  mem.,  25  vol. 

RUTLAND,  p.  18,546;  f.  area,  5,186  a.;  mere 
bldga.,  atn.,  bk.,  wd.,  2  to  5  stor.;  pciv.,  bk.  ft 
wd.,  2%  ft  8  stor.;  wd.  rfs.  perm.;  fwki.  ft 
combt  ord.  F.  dept — 2  atr.,  1  aer.  trk.,  2  bose 
wag.;  hose,  cot,  rub.  lined,  gd.,  6.200  ft;  f.  aL, 
Gamewell;  bx.,  88;  vaL  equip.,  $20,000;  exp.  dqn., 
$12,000;  tot  mem.,  80,  pd.  full  time  9,  voL  21: 
undrs.  rating,  aeoond  daaa^ 

Water  Supply — Src,  riv.,  4  m.  bua.  cent;  iya., 
grav.;  rea.  cap.,  5,000,000  gala.;  mains,  c  L,  50 
m.,  2  to  16  in.  dia.;  168  hyd.;  2,885  serr.;  pipe, 
galv.  L;  prea.,  dom.  60  lbs.,  f.  50  to  100  Ibc: 
cons,  day,  2,000,000  gals.;  cost,  $200,000;  cost 
mtce.,  $6,000;  wks.  owned  by  city. 

ST.  ALBANS,  p.  6,881;  f.  area,  158  a.;  mere 
bldgs.,  bk.,  2  to  4  stor.;  priv.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  onL; 
cauaea  of  f.  inv.  F.  dept — 11  c  hand  ex.,  1  b. 
ft  L  trk.,  2  reels,  2  hose  wag.,  3  hra.;  hoae,  cot. 
rub.  lined,  gd.,  4,500  ft;  f.  aL,  Gamewell,  29  bx.; 
val.  equip.,  $10,000;  vaL  bldgs..  $8,000;  exp.  dept. 
$4,000;  tot  mem.,  26,  pd.  full  time  8,  pd.  part 
time   28. 

Water  Supply — Src,  apr.  ft  brooka,  4H  m.  bus. 
cent;  ^ya.,  grav.;  rea.  cap.,  258,000,000  gals.,  loc 
at  NorUi  Fairfax;  mains,  c  u  ft  cem.,  37  m.,  8 
to  16  in.  dia.;  112  hyd.;  100  v.;  met,  50;  1.590 
serv.;  pipe,  galv.  L;  pres.,  dom.  120  Iba..  t  ISO 
lbs.;  cost,  $800,000;  cost  mtce.,  $5,000;  wks. 
owned  by  city. 

ST.  JOHNSBURY.  p.  8.098;  f.  area,  1,000  a.: 
mere  bldga.,  wd.  ft  bk.,  1  to  4  stor.;  priv.,  wd., 
2  stor.;  wd.  rfs.  perm.;  fwks.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  auto.  comb,  c  ft  h.  wag.,  equi^>ed 
with  1,000  ft.  hose,  2  c  tk.,  1  hand  eng.,  85  c 
hand  ex.,  1  h.  ft  1.  trk.,  1  aupply  wag.,  5  hose 
wag.;  hoae,  cot,  rub.  lined,  gd.,  5,500  ft;  inf., 
600  ft;  tot.  hoae,  6.100  ft;  f.  al..  Gamewell,  80 
bx.;  vaL  equip.,  $14,000;  vaL  bldgs.,  $8,500;  exp. 
dept,  $5,500;  tot  mem..  78,  pd.  full  time  2,  voL 
71. 

Water  Supply — Src,  riv.;  sys.,  pump  dir.;  maina. 
c  i.,  8  m.,  4  to  12  in.  dia.;  181  hyd.;  85  v.;  1 
met;  800  serv.;  pipe,  galv.  ft  wrt.  L;  pres.,  Ann. 
66  lbs.,  f.  100  lbs.:  cost,  $100,000;  cost  mtce. 
$2,000;  wka.  owned  by  village. 

SHELDON,  p.  1.341.     F.  dept — No  org.  f.  dept 

Water  Supply — Src,  spr.,  %,  m.  bus.  cent.;  eya.. 
grav.;  res.  cap.,  150  bbls.;  mains,  2  m.,  IH  ia- 
dia.;  80  aerv.;  prea.,  dom.  50  Iba.,  f.  50  lbs.: 
cost  $1,500;  wka.  owned  by  priv.  Co. 

SOUTH  ROYALTON.  p.  940;  f.  area.  1  sq.  m.; 
mere  bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd..  2 
stor.;  wd.  rfs.  perm.;  no  fwks.  ord.  F.  dept — 1 
hand  eng.,  1  h.  ft  1.  trk.,  1  hose  car.,  S  hose  wag.. 
25  hand  ex.;  hose,  linen,  gd.,  800  ft;  inl,  20$ 
ft;  tot  hose,  1,000  ft;  f.  aL,  bell;  vaL  equip., 
$800;  vaL  bldga.,  $600;  exp.  dept,  $25;  tot  mem.. 
40  vol. 

Water  Supply — Src,  spr.,  %  m.  bus.  cent;  s^-s.. 
^v.;  res.  cap.,  5,000  gals.;  mains.  1  m..  2  to  <( 
m.  dia.;  8  byd.;  pres.,  dom.  125  lhf«.,  f.  130  lb?.: 
cost,   $5,000;  wks.  owned  by  priv.  Co. 

SPRINGFIELD,  p.  4,784;  f.  area,  2,000  a.;  mere 
bldga.,  wd.  ft  bk.,  2  ft  8  ator.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.;  essscs 
of  f.  inv.  F.  dept — 1  str.,  1  h.  ft  L  trt,  4  bose 
wag.;  hose,  cot.,  rub.  lined,  gd.,  1,500  ft;  int, 
2,600  ft;  tot  hose,  4,000  ft;  f.  al..  wIl,  1  bx.; 
val.  equip.,  $8,000;  vaL  bldgs.,  $6,000;  exp.  depU 
$1,000;  tot  mem.,  27,  pd.  part  time. 

Water  Supply — Src,  spr.,  4%  m.  bos^  ccBt; 
sys.,  grav.;  rea.  cap.,  56,000,000  gala.;  mate,  e  i.. 
4.8  m.,  12  to  20  in.  dia.;  75  hyd.;  88  ▼.;  556 
met;  550  serv.;  pipe,  wrt  L;  pres.,  doim.  65  lbs., 
f.  160  lbs.;  cost,  $165,000;  cost  mtee,  •l.SOO; 
wks.  owned  by  city. 

8T0WE.  p.  2.000;  f.  area.  250  a.;  mere  bldgfu 
wd.,  1  ft  2  stor.;  priv..  bk,  ft  wd.,  1  ft  2  st».: 
wd.  rfs.  perm,  in  f.  area;  fwka.  ord.;  eanses  of 
f.  inv.  F.  dept — 1  h.  ft  1.  trie.,  24  c  hand  ex» 
1  hose  cart;  hose,  gd..  1,200  ft:  1  sL.  bdl  ft 
wh.;  val.  equip.,  $1,100;  vaL  bldgiL,  $500;  tot 
mem.,  85,  pd.  part  time. 

Water  Supply — Src,  spr.,  1  m.  bus.  ent:  tf^ 
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grav.;  re«.  cap.,  84^,000  gals.,  loc  %  m.  ea«t 
of  cent,  of  vilUffe;  mains,  c.  ft  wrt.  L,  4  m.,  1 
to  10  in.  dia.;  S4  hyd.;  21  ▼.;  167  senr.;  pipe, 
galv.  i.  &  lead;  prea.,  dom.  QO  lbs.,  f.  90  Idb.; 
coat,  121,000;  coat  mtce.,  fl60;  wka.  owned  by 
city. 

SWANTON,  p.  8.628;  bldga.,  bk.  *  wd.,  1  to  8 
etor.;  wd.  rfa.  ^«^In.;  fwka.  ft  combt.  ord.  F. 
dcpt. — 1  hand  eng.,  1  h.  ft  1.  trk.,  4  hose  wag.; 
hose,  cot,  rub.  lined,  gd.,  2,000  ft.;  linen,  gd., 
500  ft.;  inf.,  600  ft;  tot  hoae,  8,000  ft;  f.  al., 
bell  ft  wh.;  val.  equip.,  f  2,000;  val.  bldga.,  |1,800; 
tot  mem.   44,  pd.  part  time  22,  vol.  22, 

Water  Supply — Src,  pond,  0  m.  bus.  cent.;  ays., 
grav.;  pump,  eng.,  cap.  day  1,500,000  gala.;  mains, 
wd..  18  m.,  4  to  12  in.  dla,;  35  hyd.;  prea.,  dam., 
60  lbs.;  coat,  $116,000;  coat  mtce.,  |700;  wks. 
owned  by  Co. 

UNDERHILL,  p.  1,140.  P.  dept— 1  c.  eng.,  26 
c.  hand  ex.,  1  ladder  trk;  vol. 

Water  Supply — Src,  apr.,  1%  m.  bua.  cent; 
aya.,  grav.;  res.  cap.,  19,200  gals.;  maina,  iron,  8 
m..  %  to  8  in.  dia.;  16  hyd.;  100  aerv.;  prea., 
dom.  76  lbs.,  f.  76  Ibfc;  cost,  $6,000;  coat  mtce., 
$800;  wka.  owned  by  Co. 

VERQENNES,  p.  1,768;  f.  area,  600  a.;  mere, 
bldga.,  atn.,  bk.  ft  wd.,  8  ft  4  ator.;  priv.,  wd., 
bk.  ft  stn.,  1  to  8  ator.;  wd.  rfs,  perm.;  fwka.  ord. 
P.  dept — 1  h.  ft  1.  trk.,  6  hose  car.;  hose,  cot, 
rub.  Uned,  gd.,  2,160  ft.;  f.  aL,  bell  ft  wh.;  val. 
equip.,  $8,000;  val.  bldga.,  $1,000;  exp.  dept, 
$500;   tot  mem.,  48   vol. 

Water  Supply — Src,  creek,  in  cent,  of  city;  sya., 
pump  dir.;  pump,  eng.,  cap.  day  1,250,000  gals.; 
mains,  c.  i.,  8  m.,  4  to  6  in.  dia.;  87  hyd.;  14 
v.;  480  aerv.;  pipe,  wrt  1.;  prea.,  dom.  80  Iba., 
f.  180  Iba.;  coat,  $86,000;  coat  mtce.,  $800;  wka. 
owned  by  city. 

WALXINQFORD,  p.  1,800;  f.  area,  60  a.;  mere, 
bldga.,  bk.  ft  wd.,  1  ft  2  ator.;  priv.,  bk.  ft  wd.,  1 
ft  2  ator.;  wd.  rfa.  perm,  in  f.  area;  fwka.  ft  combt. 
ord.;  oauaea  of  f.  inv.  F.  dept — 2  hoae  carta,  1  h. 
&  1.  trk..  6  ladders,  paila,  axea,  etc.;  hose,  cot, 
rub.  lined,  gd..  1,000  ft;  f.  al.,  bell;  val.  equip., 
$900;  exp.     dept,  $800;  tot  mem.,  60  voL 

Water  Supply — Src,  res..  1  m.  bus.  cent;  aye-i 
dir.  prea.;  mains,  6  to  8  in.  dia.;  25  hyd.;  prea., 
dom.  80  Iba.,  f.  100  Iba.;  wka.  owned  by  pnv.  Co. 

WATERBURY.  p.  8.278;  f.  area,  1  aq.  m.; 
mere  bldgs.,  bk.  ft  wd.,  1%  to  4  stor.;  priv.,  bk. 
ft  wd.,  2%  stor,;  wd.  rfs.  perm.;  fwks.  ft  combt 
ord.  F.  dept. — 1  hand  eng.,  8  hose  carts;  hose, 
cot,  rub.  lined,  gd.,  2,700  ft;  tot  mem.,  18  vol.; 
val.  equip.,  $8,000;  exp.  dept.  $400;  vol. 

Water  Supply — Src,  apr.,  cisterns,  7  m.  bus. 
cent;  aye.,  grav.;  res.  cap.,  600,000  etls. ;  P«n»p. 
eng.,  cap.  day  260,000  gala.;  mains,  iron,  12  m., 
2  to  12  in.  dia.;  66  hyd.;  176  serv.;  pres.,  dom. 
106  lbs.,  f.  106  lbs.;  cost,  $87,000;  wks.  owned 
by  city. 

WELLS,  p.  760;  mere  bldgs.,  wd.,  1  ft  2  stor.; 
pr:v..  wd.,  1  to  8  ator.;  wd.  rfs.  perm.;  no  fwks. 
ft  combt.  ord,  F.  dept— 1  hand  eng.,  2  hose  car.; 
nose,  cot.  rub.  lined,  gd.,  200  ft.;  nib.,  gd..  200 
ft.;  tot  hose,  400  ft;  val.  equip.,  $1,000;  val. 
bldga..  $800;  tot.  mem.,  9,  pd.  part  time. 

No  waterwka. 

WESTMINSTER,  p.  1,296.     No  org.  f.  dept 
Water  Supply — Src,  apr.,  H  s°-  l>u>-  cent.;  sya., 

grav.;  res.   cap.,   1.000  gala.;  malna.  iron  ft  cem.. 

1   m.,  8  in.  dia.;   80  aerv.;  pres..  f.   80  lbs.;  coat. 

8.000:  cost  mtce..  $100;  wka.  owned  by  Co. 

WEST  RUTLAND,  p.   8,427.     F.   dept— 4  hose 

carts;  hose,  gd.,  1.950  ft;  old,  400  ft;  tot  hoae, 

2,850  ft;  f.  al..  wh.;  vol. 


Water  Supply — ^Uountain  spr.;  rea.  cap.,  8,000,- 
000  gala.;  80  hyd.;  prea.,  140  Iba. 

WHITE  RIVER  JUNCTION,  p.  2,000;  f.  area, 
200  a.;  mere  bldga.,  wd.  ft  ok.,  8  ator.;  priv., 
wd.,  2  ator.;  wd.  rfa.  perm.;  fwka.  ft  combt  ord.; 
F.  dept — 1  atr.,  1  h.  ft  1.  trk.,  6  carta  ft  1  hose 
car.;  hose,  cot,  rub.  lined,  gd..  3,000  ft;  f.  al., 
Gamewell,  14  bx.;  val.  equip..  $2,000;  val.  bldgs., 
$1,500;   exp.   dept,    $3,024;   tot.    mem..    80   vol. 

Water  Supply — Src,  riv.,  2%  m.  bua.  cent; 
ays.,  grav.;  res.  cap.,  80,000.000  gals.;  mains,  c 
L,  0  m.,  4  to  10  in.  dia.;  26  v.;  54  hyd.;  met, 
14;  400  serv.;  pipe,  galv.  i.;  prea..  dom.  140 
lbs.,  f.  70  to  140  Iba.;  cona.  day,  200,000  gala.; 
cost,  $90,000;  coat  mtce.,  $1,000;  wks.  owned  by 
Oo. 

WILMINGTON,  p.  1.250;  f.  area,  160  a.;  mere 
bldgs.,  wd.,  2  ator.;  priv.,  wd.,  IH  ft  2  ator.; 
wd.  rfs.  perm.;  fwka.  ord.;  f.  inv.  F.  dept — 1 
stm.  pump,  1  hand  eng.,  1  h.  ft  1.  trk.,  8  hoae 
car.;  hoae,  rub.,  gd.,  1.500  ft.;  f.  al.,  bell;  vaL 
equip.,  $800;  val.  bMgB..  $500;  exp.  dept,  $150; 
tot  mem.,  10,  pd.  full  time. 

Water  Supply — Src,  mountain  apr.,  6  m.  bua. 
cent;  aya.,  grav.;  rea.  cap.,  1,600,000  gala.,  loc 
within  village  limita;  maina,  iron,  1  m.,  6  to  8  in. 
dia.;  12  hyd.;  10  v.;  pres.,  f.  95  lbs.;  coat,  $20,- 
600;  wks.  owned  by  village. 

WINDSOR,  p.  2,880;  mere  bldgs..  bk.  ft  wd.. 
2^  ator.;  priv.,  wd.,  1%  stor.;  wd.  rfs.  perm.; 
fwka.  ft  combt  ord.  F.  dept. — 2  c  hand  ex.,  1 
h.  ft  1.  trk.,  2  hoae  car.;  hose,  cot,  rub.  lined,  gd., 
2.600  ft;  f.  aL.  bell  ft  wh.;  exp.  dept.  $197.88 1 
tot  mem.,  24  vol. 

Water  Supply — Src,  apr.,  %  m.  bus.  cent;  aya., 
pump  to  stdp.  ft  dir.;  etdp.  cap.,  275,000  gals.; 
rea.  cap.,  6,000,000  gals.;  pump,  eng.,  cap.  day 
676,000  gala.;  maina.  c  L,  6  m.,  2  to  8  In.  dla.; 
54  hyd.;  400  serv.;  20  met;  pipe,  galv.  i.;  prea., 
dom.  80  lbs.,  f.  90  to  100  lbs.;  cona.  day,  228.000* 
gnls.;  cost  $50,000;  coat  mtce.,  $2,iOOO;  wka. 
owned  by  village. 

WIN008KI.  p.  4,620;  mere  bldga.,  wd.  ft  bk..  1 
to  8  stor.;  priv,  bk.  ft  wd.,  1  to  8  stor.;  wd. 
rfa.  perm,  in  f.  area;  fwka.  ft  combt  ord.;  cauaea 
of  f.  inv.  F.  dept — 1  str.,  6  c  hand  ex.,  1  h. 
ft  1.  trk..  4  hose  carta;  hose,  rub.,  gd.,  8.000  ft; 
f.  al.,  bell  ft  wh.;  vaL  equip.,  $8,000;  exp.  dept., 
$1,600;  tot  mem.,  60,  4  pd.  part  time,  46  vol. 

Water  Supply — Src,  apr.,  ^  m.  bus.  cent;  aye.^ 
grav.;  res.  cap.,  12,500,000  gala.;  mains,  c  i., 
61/4  m.,  4  to  8  in.  dia.;  80  hyd.;  8  v.;  met,  621;. 
575  serv.;  pipe,  galv.  i.;  prea..  dom.  65  lbs.,  f.  61^ 
to  150  lbs.;  cona.  day.  60.000  gals.;  cost.  $60,000; 
cost  mtce..  $1,600;  wka.  owned  by  Co. 

WOODSTOCK,  p.  2,646;  bldga.,  wd.,  atn.  ft  bk., 
1  to  4  stor.;  wd.  rfs.  perm.  F.  dept. — 2  c  hand 
ex.,  2  hand  eng..  1  h.  ft  I.  trk.,  2  hose  car.;  hoae, 
cot,  rub.  lined,  gd.,  1,600  ft;  inf.,  600  ft;  tot 
hose.  2,100  ft;  f.  al.,  elec,  10  bx.;  val.  equip., 
$8,000;  vaL  bldga.,  $800;  exp.  dept,  $400;  tot. 
mem.,  44  vol. 

Water  Supply — Src,  spr.  ft  brook.  2H  m.  bus. 
cent;  sys.,  grav.;  rea.  cap.,  20.000,000  gals.,  loc. 
2H  m.  bua.  cent;  mains,  c.  i.,  8%  m.,  4  to  8  in. 
dia.;  86  hyd.;  440  serv.;  pipe,  galv.  i.;  pres.,  dom. 
110  lbs.,  f.  110  lbs.;  cost,  $100,000;  cost  mtce.,. 
$1,500;  wks.  owned  by  Co. 

WOLCOTT.  p.  1.066;  mere  bldgs..  wd.  F. 
dept — 1  hand  eng.,  1  hose  car.;  hoae,  rub.,  gd.^ 
400  ft;  f.  al..  bell  ft  wh.;  tot.  mem.,  vol. 

Water  Supply — Src.  riv. 

Placea  with  a  population  of  1.000  or  more  ha  v. 
ing  no  organised  fire  dept. — Albany.  Alhaugh, 
Bakersfleld.  Bridgeport,  Calais.  Charlotte,  Crafts- 
bury,  Fairfax.  Fairfield.  Ferrisburg,  Georgia.  Grafton, 
Hartland.  Highgate,  Lincoln.  Marshfleld.  Montgom- 
ery, Newbury,  New  Haven,  Orwell,  Pawlet.  fioyatton. 
Ryegate.  Shaftebury.  Shelboume.  Shorebam,  Straf- 
ford, Topsham.  Whitingham,  Welliston. 
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ABIN6D0N,  p.  l.TGT:  t  ud,  4S0  ■.;  mtn. 
UdfL,  bk..  1  rtoc.;  pAi.,  bk.  tc  «d.,  t  (tor.; 
wd.  rfi.  not  penn.:  fwki  k  mnbt.  ord.  F.  deft— 
1  h.  A  L  trk.,  >  hOK  nrti,  1  box  ck.:  hoM, 
cot.,  roll,  lined,  (d.,  I, BOO  k:  I.  aL,  beU;  vtL 
•qoh'.,    ITBO;    tflt    mem.,    S*    toI.;    nndn.    ntint, 

W«ttr  Supply — Src.,  »pr.;  iri.,  pump  to  !••.; 
rei.  c*p.,  1,000.000  nit. ;  S  pump,  eug,,  np. 
di7  dOO.OOO  iilLi  malua,  «  m.,  t  to  8  &l  dU.; 
10  brd.;  tl  •.;  mK.,  i:  IBS  kit.j  pm.,  (.  80 
to  B£  lb*.;  cort.  ISO.OOD;  ion  mm.,  •1,000:  *kL 
owned   by   Co. 

ALEXANDRIA,  p.  Ifi.SiB:  t.  •«.  Seo  i.:  in<?rc. 
bidii..  bk..  t  k  S  (tor.;  prlT.,  od.  ft  bk.,  I  &  S 
■br. ;    wd.   rfB.    not    urm. ;    fwki,    A    combl    frJ.; 

et,  1  h.  *'l  trt.,  i  hoM  eirti,  s''baM  tor..  V 
bn.;  hOK,  cot,  mb.  Kntd,  pi..  B.OOO  ft  ^  inf., 
S,000  (L;  tot,  boat.  11,000  (t,;  f.  «L,  l.-l]..  k 
bell;  viiL  equip.,  tlS.OOO;  i*l.  bldgi.,  (I^.Oh^'): 
eip.  dipt,  18,000;  tot.  mem.,  100.  pd.  Ml  time 
e.  15t  eoi;  UEdn.  rmtlng,  Mcond  elut. 

Wil*r   Supply— Src,   CiinerOD   Eua,    ^    m.  biK 

ODO  giU.:'  ree.  Nol  t,  cep.  800,000,000  g»l«.;  t 
pump.  enc..  cmp.  dij,  !, 304,000  gsli.;  mains,  iron. 
S  m.,  4  to  10  Id.  diL;    l«i  hjd.;  met.,   8;  8.100 


ASHLAND,  p.  1,S14:  t.  arai,  CIO  k. 
bldn.,  bk.  Ji  vd.,  1  ft  3  ator.i  mIt., 
Mor. ;    vd.    rfi.    perm.:    fwki.    ft    combt.    i 


vil. 'bldn..    tiieOO 
riiCins.  third  c1*h. 


pump,   enc.;  prca.,   40 

;  bidg*.,  wd.,  1  to  8 
,  ft  combt,  onL:  eauH 
A  1.   trk.,   t 

,_.,   1,100  JL;  Ini..    . 
-  j,'l,IEO  ft.;  t.  mL,  bell;  TiL  equip.,  fBOO; 
I.  bldgi..  fGOO;  toL 

Witir  Supply— Src,  (pr.;  eye.,  pump  to  i».; 
>.  cap.,  100,000  gth-:  1  pump,  enc-,  cap.  day 
n  nno  ni>..  matoi,  c.  1.,  ihi  m..  8  to  B  iD. 
_  ..;  60  ■er'.;  prea,  doni.  00  Iba., 
L  dajr,  80.000  gale.;  coit,  (S,000; 
""  -■(«.  owned  by  dty. 
_  J  CITY,  p.  1,608;  Wdg«.,  bk.  ft  wd., 
■lor.;  wd.  rte.  not  penn.  F.  dept — £  hoae  car.; 
■K.  cot.,  rub.  lined,  gd..  1,500  It.:  '.  al..  bell; 
1.  equip.,  tl,S0O:  eip.  dept.,  llOOi  tot.  mem., 
I  vol.;  undn.  nttns,  third  claa. 
Water  Supply — Src,  ipr.;  qre.,  graT.;  rea.  cap., 
000,000  gala.;  maina,  c.  L,  T  m.,  4  to  8  In. 
;   GO  tird.;  pipe,  iron;  pre*.,  f.,  100  lb*.;  coat. 


0  hy±;  1 


tOO.OOO; 

BERKLEY,    p.     8, 
bidgi.,  bk.  ft  wd..  1 


;    t. 


ka.   owned  bj   eitr. 


,.„.  „ „.  _  comtt.  ord.;  eauaei  ol 

11.  F.  dept. — 1  >tr.,  1  h.  ft  L  tA..  t  boa* 
I,  8  bra.;  base,  col.,  nib.  lined,  gd.,  1.600  (L; 
L,  beU;  v«L  equip.,  fSO.OOO;  lil  bldm.,  18.- 
;  eip.  depL,  »4D0;  tot  mem.,  41.  pd.  full  time 
o!.  40;  undre.  tmtinf, ■"  "'— 


siia.,'  imn.    18    I 
i;goo,OOD    sala.; 


>  ft  lake,   IH   m.  bM. 

itdp.;    itdp.    cap.,    868,000 
;    I    pump    eng.,    cap.    dar 

jd.;   71  T.';   met.'.   T6;   Sais 
■.,  dom.  BO  Iba.,  f.  00  lbs.; 


BERRYVILLE,  p.  870:  mere  bldga..  bk.,  i 
ft  wd.,  IH  to  8  etocj  ,pri*..  wd.,  i»t«t± 
rfa.  not  pera.:  fwke.  ort.;  t  im.  F,  dept 
h.  ft  I,  trk.,  t  hoae  car.;  hoie,  cot,  I.tOO  ft; 
•I.:  tot  mem..  IS  'ol. 

Water  Supply — Src.,   «pr..  Impounding   reaen 


arm.,  ciaT,:  rea.  cap.,  SO.OOO  gala.;  pipe,  1  n 
la  3  fai.  dia.;  81  hjrd.;  pre*..  SS  to  00  Dm.;  i 

148,000;  wka.  owned  by  Co. 


'^^T~ 


Ejd!':'  1° 


T.;  pfpe.  fJr.  L:  p 
,;  COM.  &j,  lOO.t 
mtcc,   1700;    wka. 


BLACKSTONE,  p.  1,480;  bldn.. 

dept — 1  hoae  leeli.  1  b.  ft  L  tA.; 

lined,    gd,.     1.000     tt.;    int.,    GOO 

l.BOO  ft;  f,  al.  bell;  tot.  mem.,  1 

Water  Supply — Src,  wdla;  wj*.. 


bk.  ft  wd.    r. 


BRISTOL.      (See  Tcm 


!^) 


«  .tor _. 

Water  Suoply~Srt.,  i       .,  ., 

to  etdp,;  Btdp.  cap.,  1B,000  gala.;  pmnp.  eog.,  eap- 
day,  IGO.OOO  gale.;  malna,  IK  m.,  4  to  8  ia. 
dla.;  It  bTd.;  im*..  100  Iba.,  I.  ISO  Oil;  eeat, 
fT,80D;   wka.    owned  br   Oo. 

BUENA  VISTA,  p.  1,I4G;  t.  ana,  1.000  a.;  mnc 
bidgi.,  bk.,  1  ft  t  itoT.;  prJT.,  wd.,  1  itn.;  wd. 
rfa  not  perm,  in  f.  area;  twkm.  ft  oombt  eed.  F. 
dept — 1  hoae  cart  8  bra.;  boat,  cot.  tub.  Used, 
gd..  1.100  ft;  fair,  400  ft;  tot  hoM,  1,000  ft; 
r.  «L.  bell;  caL  eqtdp.,  tLOOO;  nL  bldn.,  tl.DOO: 
eip.  dept,  11,000;  tot  mem.,  SI,  pd.  Inn  tine  t, 
SO   ToL 

Water  Supply — Src,  qir.,  S  m.  boa.  ecnt:  va, 
gni.;  rea.  cap.,  1,000,000  gala.;  inlna,  8  m..  4 
lo  8  iiL  dla.;  80  hyd.;  SG  t.;  prea.,  dom.  80  Iba. 
f,   80  Ibi.:  coat.  110,000;  wka.  owned  by  dty. 

CAPE  CHARLEa  P-  1,048;  t  arM,  IE*  a; 
mere  bidgi.,  bk.  ft  wd..  J  ft  8  ator.;  yrir.,  wd.. 
S  ator.;  wd.  rta.  pelm.  In  f.  area;  fwka.  ft  conM. 
onL;  cauiea  o(  f.  InT.  F.  itpt. — 1  c  eog^  8  e. 
hand  ei..  8  hoae  oar.;  boae.  oot,  rob.  Un«d,  gd., 
1,000  ft;  I.  al.,  beil;nL  equip.,  |l.<00:TaLU^ 
82,000;  eip.  dept,  (400:  tot  mera.,  M  raL 

Water  Supply— 6re.,  wcUe;  ay*.,  ptimp  to  tea.: 
rea  cap.,  GO,O0D  gala;  t  ponip.  cog-,  cap.  daf 
140.000  gala.;  malna.  1  m.;  81  byd.;  wiet,  14; 
prea.,  dom.  40  lbs.,  f.  40  Iba.;  cona.  day,  80,000 
gala.;  cost  (11,000;  wka.  owned  by  dty. 

CHARLOTTESVILLE,  p.  0,788;  L  area,  0,<«( 
a;  mere  bldgi.,  bk.,  1  ft  8  ator.;  priT.,  bk.  ft  wd.. 
S  ft  8  itot;  wd.  rfa.  not  perm.;  fwka.  ft  combL 
ord.;  catae*  or  I.  int.  F.  dept — I  ■ti'.,  I  hand 
eng.,  80  e.  band  ex.,  I  fa.  ft  L  tik..  S  boee  waa^ 
7  bra.;  hoae,  cot,  rub.  lined,  gd.,  G,a00  ft;  t.  u.. 
bell;  vaL  equip.,  810.000;  TaL  bldn.,  (8,800;  sn. 
dept,  (1,600;  tot  mem.,  GO,  pd.  toll  Uma  8,  iW. 
47;  nndra.  rating,  third  elaaa. 

Water  Sunply—^rc,  mountain  atrm.,  4  m.  baa. 
cent.;  ay*.,  gnt,?  etdp.  cap..  38.000  gala.;  mat. 
wit.  !.;  rea.  cap..  800,000,000  gala.;  pwnp.  tng, 
cap.  day,  1,000.000  gala.;  malna.  c  L.  .M  n..  ! 
to  tS  in.  dla.;  SO  h^d.;  181  v.;  met.  T»8:  l.«Ba 
■err.;  pipe,  c  L  ft  wrt  L;  ma.,  dom.  ft  f.  40  to 
Sit  Iba.;  cona.  day,  1,100,000  gata.;  nt.  St«G.O0*; 
coat  mtce.,  (7,600;  wka.  owned  by  dty. 

CHASE  CITY,  p.  1,801;  f.  area,  840  ».;  mm. 
bldga..  bk.  ft  wd.,  1  ft  8  ator.;  prit.,  wd..  1  atoi-: 

I.  inf.  F.  dept — I  e.  eng.,  0  e.  hand  ex..  1  h. 
ft  \.  tik.;  hoM,  cot,  rub.  Uned,  gd.,  100  ft;  tni.. 
100  ft:  tot  hoae,  100  ft;  f.  aL,  bcU;  TaL  eqwil., 
(IIS:  Tal.  bldga.,  (6fG;  cap.  dept,  tlOO:  tot 
mem.,  80  toL 

Water  Supply — Sic,  wdla. 

CHATHAM,  p.  1,118;  t  atM,  •«»  ■.:  «■» 
bidg*.,  bk.,  t  ator.;  prii.,  wd.,  1  Nor.;  wd.  i& 
perm.  F.  dept— 1  e.  eng..  1  b.  ft  L  tik.,  St* 
It.  hoae;  vol.;  undre.  rating,  fonrtb  daaa; 
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Water  Supply — Src,  epr.;  lys.,  grtT.  to  res.; 
res.  cap.,  100,000  gals.;  mains,  8  m.,  2  to  6  in. 
dia.;  2S  hyd.;  60  senr.;  pres.,  dom.  18  lbs.,  f. 
75  lbs.;  cost,  927,000. 

CHRISTIANBURQ.  p.  1,568.  F.  dept.— 12  c. 
ex.,  ladders  ft  buckets,  voL 

Water  Supply — Src,  wells  &  cisterns. 

CLIFTON  FORGE,  p,  5,748;  mere,  bldgs.,  wd. 
&  bk.,  2,  8  &  4  stor.;  priv.,  wd.  &  bk.,  2  stor.; 
wd.  rfs.  not  perm.;  fwl^.  k  combt.  crd.  F,  dept. — 
4  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wag.,  8  hose 
reels,  8  fars.;  hose,  cot.,  rub.  lined,  gd.,  4,500  ft.; 
f.  aL,  telp.  ft  wh.;  val.  equip.,  $7,000;  vaL  bldgs.. 
$1,500;  exp.  dept,  $1,200;  tot.  mem.,  85,  pd.  full 
time  2,  vol.   88. 

Water  Supply — Src,  creek,  4  m.  bus.  cenl.;  sys., 
grav.;  2  dams,  cap.  8,000,000  gals.;  creek,  cap. 
7.000,000  g<ak.;  mains,  c.  i.,  17^  m.,  4  to  16  in. 
dia.;  62  hyd.;  40  v.;  20  met.;  1,200  serv.;  pres., 
dom.  70  lbs.,  f.  125  lbs.;  ooet,  $180,000;  cost 
mtce.,  $2,600;  wks.  owned  by  city. 

COVINQTON,  p.  4,284;  f.  area,  250  a.;  mere, 
bldgs.,  bk.  ft  wa.,  2  stor.;  prJT.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  i.  Inv.  F.  dept. — 1  h.  ft  L  trk.,  25 
c  band  ex.,  6  hose  car.;  hose,  cot,  rub.  lined,  gd., 
2,600  ft.;  f.  al.,  bell;  val.  equip.,  $8,500;  val. 
bldgs.,  $1,600;  exp.  dept,  $750;  tot  mem.,  40  vol. 

Watar  Supply — Src,  spr.,  2  m.  bus.  cent;  sjrs., 
gray.;  res.  cap.,  1,400,000  gals.;  1  pump,  eng., 
cap.  day  500,000  gals.;  mains,  c.  i.,  5  m.,  1  to 
10  in.  dia.;  85  hyd.;  25  v.;  met,  4;  650  serv.; 
pipe,  iron;  pres.,  dom.  90  to  110  lbs.,  f.  110  to 
145  lbs.;  cons,  dsy,  800,000  gals.;  cost,  $58,000; 
cost  mtce.,  $2,000;  wks.  owned  by  city  ft  Co. 

CREWE,  p.  1,802;  bldgs.,  wd.  ft  bk.  F.  dept — 
12  c.  h.  ex..  2  hose  car.;  hose,  cot,  rub.  lined,  gd., 
600  ft;  inf.,  500  ft;  tot  hose,  1,100  ft;  f.  al., 
wfa.;  tot  mem.,  20  vol. 

Water  Supply — Src,  strm.;  sys.,  pump  to  res.; 
res.  cap.,  50,000  gsls.;  1  pump,  eng.,  class  dup., 
cap.  day  200,000  gals.;  16  hyd.;  pres.,  dom.  80 
lbs.,  f.  80  lbs.;  wks.  owned  by  priv.  individual. 

CULPEPER,  p.  1,795;  f.  area,  960  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
not  perm.;  fwks.  ft  combt  ord.  F.  dept — 1  h.  ft  1. 
trk.,  1  hose  car.;  hose,  cot.  rub.  lined,  gd.,  1,000 
ft;  rub.,  gd.,  800  ft;  inf.,  800  ft;  tot.  hose,  1,600 
ft;  f.  al.,  elec,  18  bx. ;  tot  mem.,  20  vol.;  undrs. 
rating,  third  class. 

Water  Supply — Src,  stnn.,  8  m.  bua.  cent;  ayi., 
pump  to  stdp.;  stdp.  cap.,  800,000  gals.,  dim. 
80  X  25;  2  pump,  eng.,  cap.  day.,  1,250,000  gala.; 
mains,  c.  i.  ft  terra  cotta,  7  m.,  4  to  10  in.  dia.;  51 
hyd.;  400  met;  425  serv.;  pres.,  dom.  90  lbs.,  f. 
150  lbs.;  coet,  $40,000;  wke.  owned  by  city. 

DANVILLE,  p.  19,020;  f.  area,  1,000  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  6  stor.;  priv.,  stn., 
bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 
2  str..  1  c  eng.,  1  aer.  trk.,  6  c  hand  ex.,  1 
h.  ft  1.  trk.,  8  hose  wag..  1  comb,  c  ft  h.  wag., 
12  hrs.;  hose,  cot,  rub.  lined,  gd.,  6,850  ft;  c, 
400  ft;  tot.  nose,  6,750  ft;  f.  al.,  Gamewell,  84 
bx.;  val.  equip.,  $15,000;  val.  bldgs.,  $12,000; 
exp.  dept,  $18,000;  tot.  mem.,  84,  pd.  full  time 
12,   pd.  part  time   22. 

Water  Supply — Src,  riv.,  2^  m.  bus.  cent.; 
sys.,  pump  to  res.  ft  dir.;  res.  cap.,  7,000,000  gsls.: 
2  pump,  eng.,  class  cross  comp.,  cap.  day  4,000,000 
ga^B.;  mains,  iron,  81  m.,  1  to  24  in.  dia.;  282 
hyd.;  162  v.;  met,  8,087;  8,191  serv.;  pipe,  lead; 
prea.,  dom.  50  lbs.,  f.  80  to  100  lbs.;  cons,  day, 
859,186  gals.;  wks.  owned  by  city. 

EMPORIA,  p.  2,018.  F.  dept — 2  hose  carts, 
1,500  ft.  faoee;  vol. 

Water  Supply — Src,  riv.,  1^  m.  bus.  cent;  sys., 
grav.;  etdp.  cap.,  65,000  gal».,  dim.  20  x  2-4,  mat 
wd.;  2  pump,  eng.,  cap.  day,  1,200,000  gals.; 
mains,  c  i.,  5  m.,  4  to  8  in.  dia.;  59  hyd.;  80  v.; 
20  met;  250  eerv.;  pipe,  galv.  L;  pres.,  dom.  43 
lbs.,  f.  40  to  50  U)s.;  cons,  day,  800,000  gals.; 
C06t,  $80,000;  wks.  owned  by  town. 

FALLS  CHURCH,  p.  1,100;  f.  area,  640  a.; 
bldgs.,  wd.,  2  stor.;  wd.  rfs.  perm.;  fwks.  ord.;  f. 
inr.  F.  dept — 8  c  eng.,  2  h.  f.  ex.,  1  h.  ft  1. 
trk.,  800  ft  hose;  f.  al.,  bell;  val.  equip.,  $750; 
val.  bldgs.,  $300;  tot  mem.,   45  vol. 

Water  8uppl]^--Src,  wells. 


FARMVILLE,  p.  2,971;  f.  area,  875  a.;  mere 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  cauaes  of  f.  inv.  F.  dept. — 1  c  eng.,  6  c 
band  ex.,  1  h.  ft  1.  trk.,  24  budcets,  5  hose  car., 
3  hrs.;  hose,  cot.,  rub.  lined,  gd.,  8,000  ft;  inf., 
500  ft;  tot.  hose,  8,500  ft;  i.  al.,  bell,  elec  ft 
telp.,  12  bx.;  val.  equip.,  $5,850;  val.  bldgs., 
$3,500;  exp.  dept,  $1,400;  tot  mem.,  2:4,  8  pd. 
full  time,  8  pd.  part  time,  18  voL 

Water  Supply---Src,  riv.,  1  m.  bua.  cent.;  eys., 
grav.,  pump  to  res.,  to  stdp.  or  dir.;  stdp.  cap., 
1S8,000  gals.  dim.  25  x  50,  mat  iron;  8  pump, 
eng.,  cap.  day  864,000  gals.;  mains,  galv.  ft  c.  i, 
7  m.,  4  to  10  in.  dia.;  45  hyd.;  met,  40;  373 
serv.;  pipe,  iron;  pree.,  dom.  60  lbs.,  f.  70  lbs.; 
cons,  diay,  800,000  gals.;  cost,  $40,000;  cost  mtce.» 
$8>000;  wks.  owned  by  town. 

FRANKLIN,  p.  2.271;  f.  area,  700  a.;  mere 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm.;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept — 1  hand  eng.,  1  h.  ft  1.  trk.,  1  hose  car.; 
hose,  cot.,  tub.  Imed,  gd.,  300  ft;  f.  al.,  bell; 
tot.  mem..  10  vol.;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  riv.;  sys.,  pump  to  tk.;  tk. 
cap.,  60,000  gals.;  mains,  wrt.  i.,  %  m.,  2^  in. 
dia.;  6  hyd.:  6  serv.;  pipe,  wrt.  1.;  pres.,  5  lbs.; 
wks.  owned  by  R.  R.  Go. 

FREDERICKSBURQ,  p.  5,874;  f.  area.  960  a.; 
mere  bldgs.,  bk.,  8  stor.;  priv.,  bk.  ft  wd.,  2  ft  8 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  2  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  3,000  ft.;  f.  al.,  bell; 
val.  dept  equip.,  $2,000;  val.  bldgs.,  $2,800; 
exp.  dept,  $1,000;  tot.  mem.,  20  vol.;  undrs.  rat- 
ing, third  class. 

Water  Supply — Src,  riv.;  sys.,  pump  to  res.  dir.; 
res.  cap.,  400,000  gals.,  reserve  res.  9,000,000 
gals.;  2  pump,  eng.,  cap.  day  1,000,000  gals.; 
mains,  20  m.,  2  to  8  in.  dia.;  72  hyd.;  52  v.; 
met,  18;  1,392  sen'.;  pres.,  dom.  56  lbs.,  f.  100 
lbs.;  cons,  day,  700,000  gals.;  cost,  $60,000;  cost 
mtce..  $5,000;  wks.  owned  by  city. 

FRONT  ROYAL,  p.  1,133;  f.  area.  200  a.;  bldgs., 
wd.,  bk.,  2  stor.;  wd.  rfs.  perm.  F.  dept. — 1  b. 
ft  1.  trk.,  3  hose  car.;  hose,  cot,  rub.  lined,  gd., 
1,500  ft;  f.  al..  bell;  val.  equip.,  $1,000;  vaL 
bldgs.,  $2,000;  tot  mem.,  50  vol.;  undrs.  rating, 
third  class. 

Water  Supply — Src.  spr.,  3  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  600,000  K^ls.;  mains,  8  m.,  4 
to  10  In.  dis.;  26  hyd.;  40  v.;  250  serv.;  pres., 
f.  100  to  120  lbs.;  cost,  $36,000;  wks.  owned  by 
town. 

GATE  CITY,  p.  599.  F.  dept. — 1  hose  cart,  600 
ft.  hose;  vol. 

Water  Supply — Src.  spr.;  sys.,  grav.;  res.  cap., 
70,000  gals.;  mains,  2,500  ft,  3  ft  4  in.  dia.;  6 
hyd.;  pres.,  60  lbs. 

GLASGOW,  p.  407.  No  org.  f.  dept. — 1  hose 
car.;  hose,  cot.,  rub.  lined,  gd.,   600  ft 

Water  Supply — Src,  spr.,  V4  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  3,000,000  gals.;  mains,  c  i.,  5^ 
m.,  2  to  6  in.  dia.;  50  hyd.;  12  serv.;  pipe,  galv. 
{.;  pres.,  dom.  80  lbs.,  f.  80  lbs.;  cost,  $15,000. 

GORDONSVILLE,  p.  564;  f.  area,  100  a.;  bldgs., 
wd.  ft  bk.,  1  to  3  stor.;  wd.  frs.  perm.;  fwks.  ft 
combt  ord.  P.  dept — 1  c  hand  ex.,  1  h.  ft  1. 
trk.,  1  aer.  trk.,  1  hose  wag.,  1  hose  car.;  hose, 
cot,  rub.  lined,  gd.,  1,900  ft;  inf.,  300  ft;  tot 
hose,  2,200  ft;  f.  al.,  bell;  val.  equip.,  $800: 
val.  bldgs.,  $800;  tot.  mem.,  25  vol. 

Water  Supply — Src,  spr.;  sys.,  grav.;  res.  cap., 
500,000  gals.;  mains,  iron,  3  m.,  4  to  6  in.  dia.; 
18  hyd.;  pres.,  f.  50  lbs.;  cost,  $12,000;  cost 
mtce.,  $240;  wks.  owned  by  dty. 

GOSHEN,  p.   165.  F.  dept. — Not  reported. 

Water  Supply — Src,  creek;  eys.,  pump  to  stdp.; 
stdp.  cap.,  26,000  gau.;  mains,  %  m.,  4  to  8  in. 
dia.;  1  hyd.;  8  v.;  pres.,  dom.  80  lbs.,  f.  30  lbs.; 
cost,  $6,550;  cost  mtce.,  $500;  wks.  owned  by  Co. 

GRAHAM,  p.  1,917:  bldgs.,  bk.  ft  wd.  P.  dept 
4  hose  car.;  hose,  1,500  ft;  f.  aL,  bell;  val.  equip., 
$1,400;  val.  bldgs.,  $100;  tot  mem.,  IS  vol. 

Water  Supply — Src,  res.;  sys.,  pump.;  res.  cap., 
180,000  gals.;  pump,  eng.,  cap.  day  500,000  gals. 

HAMPTON,  p.  6,505;  f.  area,  1,200  a.;  bldgs., 
bk.  ft  wd.,  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft 
combt.    ord.;    causes   of   f.    not   inv.      F.   dept — 1 
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8tr.,  1  h.  ft  ].  trk.,  3  hose  car.,  1  hose  wag.,  6 
hrs.;  hose,  rub.  lined,  gd.,  8,000  ft.;  f.  al.,  bell; 
val.  equip.,  $5,000;  val.  bldgs.,  $7,000;  ezp.  dept., 
$8,500;  tot.  mem.,  72.  pd.  full  time  2,  vol.  70; 
undrs.  rating,  thrd  class. 

Water  Supply — Src,  riv.  8l  creeks,  wells,  sup- 
plied by  Newport  News  sys.,  26  m.  bus.  cent.; 
sys.,  pump  to  stdp. ;  stdp.  cap.,  160,000  gals.,  dim. 
80  X  80.  mat.  iron;  res.  cap.,  470,000  gals.;  S 
pump,  eng.,  cap.  day  6,000,000  gals.;  mains,  c 
i.,  7  m.,  4  to  12  in.  dia.;  14  hyd.;  met.,  208; 
pipe,  lead;  pres.,  dom.  40  lbs.,  f.  40  lbs.;  wks. 
owned   by   Co. 

HARRISONBURG,  p.  4,879;  mere,  bldgs.,  bk.,  S 
&  8  Btor.;  pr.v..  wd.,  2  stor.;  wd.  rfs.  perm.; 
fwks.  &,  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1 
str.,  1  h.  &  1.  trk.,  6  hose  car.;  hose,  cot.,  rub. 
lined,  gd..  2,000  ft.;  f.  al.,  bell  ft  wh.;  val.  equip., 
$8,000;  val.  bldgrs.,  $5,000;  tot.  mem.,  160  vol.; 
undrs.  rating,  third  class. 

Water  Supply — Src,  mountain  strm.  ft  spr.,  IS 
m.  bus.  cent.;  sys..  grsv. :  res.  cap.,  1,000,000 
gals.;  pump.  eng..  cap.  day  750.000  gals,;  mains,^ 
c.  i.,  20 H  n-.  3  to  10  in.  dia.;  100  hyd.;  07 
v.;  met.,  24;  797  serw;  pipe,  galv.  i. ;  pres.,  doro. 
55  lbs.,  f.  75  to  140  lbs.;  cons,  day,  450,000  gals.; 
cost,  $75,000;  cost  mtce.,  $1,000;  wks.  owned  by 
city. 

LEESBURQ,  p.  1,597;  f.  area,  500  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.  F.  dept. 
— 2  hand  eng.,  2  hose  reels;  hose,  cot.,  rub.  lined, 
gd.,  1,000  ft.;  f.  al.,  bell;  val.  equip.,  $600;  exp. 
dept.,  $420;  tot.  mem.,  48  vol.;  undrs.  rating,  sec- 
ond class. 

Water  Supply — Src,  spr.  ft  wells,  ^  m.  bus. 
cent.;  sys.,  grav. ;  stdn.  cap.  65,000  gals.,  24  x  20 
in.  dia.;  res.  cap.,  75,000  gals.;  1  trip,  gasoline 
eng.,  cap.  day  200,000  gals.;  1  pump,  eng.,  cap. 
86,000  gals,  day;  mains,  2  m.,  c  i.;  pipe,  4  to  8 
in.  dia.;  52  hyd.;  50  v.;  10  met.;  806  serv.;  pres., 
dom.  50  lbs.,  f.  50  lbs.;  cost,  $28,000;  cost 
mtce.,  $250;  wks.  owned  by  town. 

LEXINGTON,  p.  2,081;  f.  area,  060  a.;  mere 
bldgs.,  stn.  ft  bk.,  2  to  4  stor.;  priv.,  stn.,  bk. 
ft  wd.,  2  to  8%  stor.;  wd.  rfs.  not  perm,  in  f. 
area;  fwks.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept. — 1  h.  ft  1.  trk.,  50  c  hand  ex.,  4  hose 
car.;  hose,  cot.,  rub.  lined,  gd.,  060  ft;  rub., 
gd.,  600  ft;  inf.,  1.250  ft.;  tot  hose,  2,800  ft; 
f.  al.,  bell;  val.  equip.,  $1,600;  val.  bldgs.,  $8,* 
500;  exp.  dept,  $876;  tot.  mem.,  60  vol. 

Water  Supply — Src,  spr.,  6  1-3  m.  bus.  cent; 
sys.,  grav.;  res.  cap..  2,500,000  gals.;  mains,  c.  i.. 
28  m.,  8  to  8  in.  dia.;  66  hyd.;  met,  84*5;  840 
serv.;  pipe,  wrt.  1.;  pres.,  dom.  60  lbs.,  f.  66  lbs.; 
cons,  day,  225,000  gals.;  cost,  $65,000;  cosi  mtce., 
$1,500;   wks.   owned  by  city. 

LURAY,  p.  1.218;  mere  bldgs.,  bk.  ft  wd.,  1 
to  3  stor.;  priv.,  wd.,  3  stor.;  wd.  rfs.  perm.,  ex- 
cept on  new  bldgs.;  fwks.  ord.  F.  dept — 2  hose 
car.;  hose,  cot,  1.200  ft;  f.  al.,  wh.;  tot.  mem., 
50  vol.;  undrs.  rating,  second  class. 

Water  Supply — Src,  mountain  strm.;  sys.,  grav.; 

1  res.,  cap.  4,000,000  gals.;  mains,  8  m.,  8  to 
8  in.  dia.;  29  hyd.;  pres.,  1,  106  lbs.;  cost  $11.- 
000;  wks.  owned  by  city. 

LYNCHBURG,  p.  29.494;  f.  area,  3,800  a.; 
mere,   bldgs.,   bk.,   3   to   8   stor.;   priv.,   bk.   ft  wd., 

2  ft  8  stor.;  wd.  rts.  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 8  str.,  3  comb.  c.  ft 
h.  wag.,  20  c.  hand  ex.,  1  h.  ft  1.  trk..  1  aer.  trk., 

3  hose  wag..  29  hrs.;  hose,  cot,  rub.  lined,  gd., 
12,600  ft;  f.  al.,  Gamewell,  74  bx.;  val.  equip, 
ft  bldgs.,  $67,500:  exp.  dept,  $47,600;  tot  mem., 
52,  pd.   full   time;   undrs.   rating,   second   class. 

Water  Supply — Src,  riv.,  22  m.  bus.  cent.;  sys., 
grav.  ft  pump  to  res.;  res.  cap.,  8,000,000  gals.;  5 
pump,  eng.,  cap.  day  7,250,000  gals.;  mains,  c.  i., 
38  m.,  3  to  30  in.  dia.;  351  hyd.;  400  v.;  met, 
275;  4.400  sen*.;  pipe,  galv.  L  ft  lead;  pres.,  dom, 
100  lbs.,  f.  160  lbs.;  cons,  day  4.000,000  gals.; 
cost  $69,758;  cost  mtce.,  $26,503;  wks.  owned 
by  city. 

MANASSAS,  p.  1.217;  f.  area,  6%  a.;  mere, 
bldgs..  bk.  ft  wd..  1  to  8  stor. ;  priv.,  bk.,  stn.  ft 
wd.",  1  to  3  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  ft  combt  ord.:  causes  of  f.  Inv.  F.  dept. — 
1  gasoline  eng.,  1  h.  ft  1.  trk..  2  c  hand  ex.,  1 
hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1,'500  ft;  inf., 


300  ft;  tot.  hose,  1,800  ft;  f.  al.,  bell;  vaL  equip., 
$2,800;  tot.  mem.  20,  pd.  part  time  1,  voL  19. 
Water  Supply — Src,  well,  1  m.  bus.  cent;  sys-. 

?ump  to  stdp.;  stdp.  cap.,  80,000  gals.;  res.  cap., 
8,940  ^als.;  2  pump,  eng.,  cap.  day  129,600  gaU.; 
mains,  iron,  7  m.,  4  to  8  in.  dia.:  52  hyd.;  li 
v.;  86  met;  8>6  serv.;  pres.,  dom.  62  lbs.,  f.  100 
lbs.;  cons,  day,  20,000  gals.;  cost,  $33,000;  cost 
mtce.,  $600;  wks.  owned  by  city. 

MANCHESTER,  part  of  Richmond;  p.  9,715;  f. 
area,  600  a.;  mere,  bldga.,  bk.,  iron,  stn.,  wdL,  2  ft 
8  stor.;  priv.,  wd.  ft  bk.,  2  ft  S  stor.;  wd.  rfs. 
not  perm.;  fwks.  ft  combt  ord.;  L  not  inv.  F. 
dept — 1  h.  ft  1.  trk.,  1  hose  wag.,  3  boae  car,.,  1 
hrs.;  hose,  cot,  rub.  lined,  gd.,  2,600  ft;  f.  al., 
telp.;  vaL  equip.,  $5,000;  vaL  bldga.,  $S,000;  expi 
dept,  $2,100:  tot  mem..  16,  pd.  full  time  2, 
vol.  13. 

Water  Supply — Src,  riv.,  1^  m.  bus.  cent;  ^s.. 
pump  to  stdp.;  stdp.  cap.,  130,000  nla.,  dim.  35 
X  25;  4  pump,  eng.,  class  dup.,  cap.  day,  3,000,000 
gals.;  mains,  c  ft  wrt.  L,  12  m.,  2  to  12  in.  dia.; 
75  hyd.;  met,  100;  1,500  serv.;  pipe,  galv.  L; 
pres.,  dom.  88  lbs.,  f.  115  lbs.;  cons,  daj,  1,500. 
UOO  gals.;  cost,  $142,000;  cost  mtce.,  $6,000 
wks.  owned  by  dty. 

MARION,  p.  2,727;  f.  area,  ISO  a.;  bldga.,  bk. 
ft  wd.,  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  onL; 
causes  of  f.  inv.  F.  dept — il  h.  ft  1.  trk.,  4  hose 
car.,  1  hose  wag.,  12  hand  c  ex.,  1  Eastman  New 
Nozxle  sys.;  hoae,  cot,  rub.  lined,  gd.,  1.200  ft; 
inf.,  600  ft;  tat  hose.  1,800  ft;  f.  aL.  bell;  vaL 
equip.,  $2,050;  vaL  bldgs.,  $100;  ezp.  dept,  $150; 
tot.  mem.,  80  voL 

Water  Supply — Src,  spr.,  4^  m.  bos.  cent; 
sys.,  grav.;  spr.,  cap.  3.000,000  gals,  day,  dim. 
28  X  76  X  2V^,  mat  cone;  mains,  c  i.,  12  m..  2 
to  12  in.  dia.;  85  byd.;  26  v.;  375  serv.;  pipe,  c 
i.;  pres.,  doou  75  lbs.,  f.  40  to  100  lbs.;  cona.  day, 
400,000  gals.;  cost  $40,000;  cost  mtce.,  $100; 
wks.  owned  by  city. 

MARTINSVILLE,  p.  8,868;  f.  area,  664  a.; 
mere  bldgs.,  bk.,  8  stor.;  priv.,  bk.  ft  vd.,  2 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  caoset 
of  f.  inv.  F.  dept — S  hose  reds;  hose,  cot.  gd., 
1,600  ft.;  f.  aL,  bell;  vaL  equip.,  $1,000;  vaL 
bldgs.,  $800;  exp.  dept,  $100;  tot  mcm^  24; 
undrs.  rating,  third  class. 

Water  Supply — Src,  creek,  1  m.  bus.  cent;  tjn^ 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  200,000  gals.,  7S 
ft  high;  4  pump,  eng.,  cap.  day  1.250,000  gals.; 
mains,  c  i.,  6  m.,  6  to  8  in.  dia.;  40  hyd.;  20 
v.;  300  met;  550  eerv.;  pipe,  galv.  i.;  pre*.,  dom. 
70  lbs.,  f.  90  lbs.;  cone,  day,  150,000  gals.:  roe:. 
$45,000;  cost  mtce.,  $1,200;  wks.  owned  by  dty. 

NEWPORT  NEWS.  p.  20,205;  f.  ares,  2,506  a.; 
mere  bides.,  stn.,  bk.  ft  wd.,  2  to  0  stor.;  priv.. 
stn.,  bk.  ft  wd.,  2  ft  8  stor.;  wd.  rfs.  perm,  in  L 
area;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept. — 8  str.,  1  comb,  c  ft  h.  wag:,  10  c  hand 
ex.,  I  h.  ft  1.  trk.,  1  aer.  trk.,  2  hose  wag..,  1 
hose  car.,  17  hrs.;  hose,  cot.,  rub.  lined,  gd.,  8,500 
ft.;  f.  al.,  elec,  21  bx.;  vaL  equip.,  $31,500;  vaL 
bldgs.,  $9,000;  exp.  dept,  $20,620;  tot  mem., 
1S5,  pd.  full  time  15,  170  voL 

Water  Supply — Src.  spr.  ft  strm.,  16  m.  aoftii 
city;  s}'s.,  pump  to  stdp.;  stdp.  cap.,  160.000  gaU., 
dim.  SO  X  84,  mat  iron;  res.-  cap.,  800,000.000 
gals.;  2  pump.  eng..  cap.  day  6,000.000  gala.: 
mains,  89  m.,  1  to  18  In.  dia.;  206  hyd.;  468  v.: 
2,828  met;  4,875  serv.;  pres.,  40  lbs.;  coos.  da?. 
2,700.000  gals.;  wks.  owned  by  Oo. 


NORFOLK,  p.  67,462;  f.  area,  9%  m.; 
bldgs.,  stn.  ft  wd.,  1  to  12  stor.;  ptiT.,  stn-.  bk. 
ft  wd.,  1  to  4  stor.;  wd.  rfs.  not  perm,  fn  f.  srea: 
fwks.  ft  combt  ord.;  causes  of  f.  Inv.  F.  dept — 
8  str.,  1  c.  eng..  2  h.  ft  L  trk.,  18  hand  ext.  8 
aer.  trk.,  1  hose  wag.,  1  supply  wag.,  1  hose 
car.,  1  chiefs  auto;  8  diiefs  wag.,  7  comb,  c  ft 
h.  wag.,  41  hrs.;  hose,  cot,  rub.  Qned,  gd.,  15.790 
ft:  f.  al.,  elec,  188  bx.;  val.  equip.,  $110,S09: 
vaL  bldgs.,  $160,800;  exp.  dept,  $168,462;  tot 
mem.,  107,  pd.  full  time. 

Watar  Supply — Src,  lakes,  6  m.  bus.  eat:  9f» 
pump  or  dir.;  4  pump,  eng.,  cap.  day  22,000.009 
gals.;  mains,  c  L,  92  m.,  4  to  SO  In.  (Ua.;  600 
hyd.;  8.700  met;  11,600  senr.;  pipe,  lead  ft  Im; 
pres.,  dom.  40  lbs.,  f.  46  lbs.;  cons,  day,  6,8IMI,000 
gals.;  cost,  $1,260,000;  wks.  owned  by  dty. 
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ONANCOCK,  p.  1,001.  F.  dept. — 1  hand  hose 
reel,  500  ft.  hose;  vol. 

Water  Supply — Src,  well;  ays.,  pump  to  stdp.; 
8tdp.  cap.,  60,000  gals.;  1  pump,  eog,,  daas  elec, 
cap.  day  432,000  gals. 

PETERSBURG,  p.  24,127;  f.  area,  6,700  a.; 
mere,  bldga.,  bk.,  S  to  6  stor.;  priv.,  wd.  ft  bk., 
8  &  4  stor.;  wd.  rfs.  perm.;  fwka.  &  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 3  str.,  8  comb.  c.  & 
h.  wag.,  1  aer.  trk.,  1  chief's  wag.,  15  hrs.;  hose, 
cot.,  rub.  lined,  gd.,  5,850  ft.;  inf.,  600  ft.;  tot. 
hose,  6,860  ft.;  f.  al..  Gamewell,  48  bx.;  val. 
equip.,  $30,426;  val.  bldgs.,  $85,000;  exp.  dept., 
$81,540;  tot.  mem.,  87,  pd.  full  time;  undn.  rat- 
ing, first  class. 

Water  Supply — Src,  strm.,  1  m.  bus.  cent.;  ays., 
grav.  k  pump  to  res.;  res.  cap.,  28,000,000  gals.; 
2  pump,  eng.,  cap.  daj'  4,000,000  gals.;  mains,  c. 
i.,  26  ra.,  4  to  16  in.  dia.;  242  hyd.;  200  v.; 
3,700  met.;  1,600  serv.;  pipe,  lead;  pres.,  dom.  30 
lbs.,  f.  60  lbs.;  cons,  day,  $1,260,000  gals.;  cost, 
$200,000;  cost  mtce.,  $18,000;  wks.  owned  by  city. 

PHOEBUS,  p.  2,394;  bldgs.,  wd.  F.  dept. — 
4  c.  hand  ex.,  1  h.  &  1.  trk.,  1  hose  wag.,  2  hose 
reels,  5  hrs.;  hose,  cot,  rub.  lined,  gd.,  2,000  ft.; 
inf.,  200  ft.;  tot.  hose,  2,200  ft.;  val.  equip., 
$3,000;  val.  bldgs.,  $1,500;  exp.  dept.,  $8,500;  tot. 
mem.,  120,  pd.  full  time  2,  vol.  118. 

Water  Supply — Src,  same  src.  that  supplies  New- 
port News  &  Hampton,  15  m.  bus.  cent.;  sys.,  pump 
to  res.;  pres.,  60  to  75  lbs. 

PINNERS  POINT,  p.  2,600.  F.  dept— 2  hose 
carts,  2.000  ft.  hose;  vol. 

Water  Supply — Src,  from  Portsmouth;  pres.,  86 
to  66  lbs.;  ma.ns  ft  hyd. 

POCAHONTAS,  p.  2,462;  f.  area,  8  a.;  m«c 
bldgs.,  bk,,  2  sior.;  prlv.,  wd.,  2  stor.;  wd,  rta. 
not  perm.;  Iwks.  ft  combt  ord.;  cauaea  of  L  inv. 
F.  dept. — 1  h.  ft  1.  trk.,  4  reels;  hose,  cot,  rub. 
lined,  gd.,  1,600  It:  f.  al.,  bell;  vaL  equip.,  $8,- 
000;  val.  bldgs.,  $1,000;  exp.  dept.,  $260;  tot 
mem.,  86  vol. 

Water  Supply — Src,  strm,  ft  spr.;  sys.,  pump  to 
atdp.;  stdp.  cap.,  260,000  gals.,  dim.  86  x  86; 
2  pump,  eng.,  cap.  day  2,000,000  gala.;  48  hyd.; 
prea.,  dom.  ft  f.,  180  lbs. 

PORTSMOUTH,  p.  8S.190;  f.  area,  2%  aq.  m.; 
mere,  bldga.,  atn.  ft  bk.,  8  to  6  stor.;  pnv.,  stn., 
bk.  ft  wd.,  2  ft  8  stor.;  wd.  rfa.  not  perm.;  Iwks. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept — 8  ate., 
6  comb,  c  ft  h.  wag.,  14  c.  hand  ex.,  1  aer.  trk., 
18  hrs.;  hose,  cot,  rub.  Uned,  gd.,  6,000  ft.;  f. 
al.,  Gamewell.  84  bx.;  vaL  equip.,  $60,000;  val. 
bldga.,  $30,000;  tot  mem.,  422,  pd.  ftill  time 
22,  400  VOL 

Water  Supply — Src,  lake,  20  m.  bus.  cent.;  aya., 
ffrav.,  pump  to  rea.,  to  atdp.  or  dir.;  atdp.  cap., 
680,000  gala.,  dim.  80  x  100,  mat  "tl.;  rea.  cap.. 
700,000  gala.;  4  pump,  eng.,  cap.  day,  12.000,000 
«ral8.;  mains,  c  L,  52  m.,  4  to  20  in.  dia.;  859  hj^.; 
520  v.;  met,  965;  11,171  aerv.;  pipe,  galv.  i.; 
pres.,  dom.  80  U)e.,  f.  30  Iba.;  cons,  day,  4.000,000 
gals.;  wka.  owned  by  Co. 

PULASKI,  p,  4,807;  f.  area.  960  a.;  mere 
bldga..  atn.  ft  bk.,  8  ator.;  priv.,  bk.  ft  wd.,  J  ft  8 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.  F. 
<lept. — 2  reels;  hose,  cot.,  rub.  lined,  gd.,  1,600 
ft.;  f.  aL,  bell;  vaL  equip.,  $1,200;  val.  bldgs., 
$300;  exp.  dept,  $50;  lot.  mem.,  23  voL;  undrs. 
rating,   third   class. 

Water  Supply — Src,  storage  dam,  cap.  44,000 
gala.,  loc  8  m.  north  of  city;  aye.,  grav.;  rea.  cap., 
€0.000,000  gala.;  mains,  c  L,  14  m.,  4  to  12  in. 
dia.;  65  hyd.;  80  v.;  500  serv.;  pipe.  I^lv.  L;  pres., 
dom.  100  lbs.,  f.  115  lbs.;  cona.  day,  80,000  gala.; 
cost,  $76,000;  cost  mtcc,  $3,000;  wka.  owned  by 
city. 

RADFORD,  p.  4,202;  f.  area,  600  a.;  mere, 
bldga..  bk.,  2  ft  8  ator.;  priv.,  wd.,  2„«tor^  wd. 
rfa.  not  perm.;  Iwka.  ft  combt  ord*  *^;. <*•!"'•";• 
reels,  1  h.  ft  1.  trk.;  hose,  cot,  rob.  Uned.  gd., 
1.500  ft;  val.  equip.,  $1,960;  tot  mem.,  60  voL; 
undra.  rating,  third  daaa. 

Water  Supply — Src,  spr.,  1  m.  bus.  crat;  aya., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  184,000  gals.; 
res.  cap.,  8,000,000  gals.;  2  pump.  «»g.,  cap.  day 
1.500.000  gala.;  mains,  c  L,  10  m.,  4  to  12  in. 
dia.:  76  hyd.;  met,  80;  226  serv.;  pres.,  dom. 
Ss  lbs.,  f.  80  lbs.;  cons,  day,  226,000  gala.;  coat, 
^60,000;  wka.  owned  by  Co. 


RICHLANDS,  p.  748;  f.  area,  260  a.;  mere 
bldga.,  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfa. 
perm.;  no  fwka.  ft  combt  ord.;  cauaea  of  f.  inv. 
F.  dept. — 1  hoae  car.,  axes,  bucketa,  ftc;  hoae, 
cot,  rub.  lined,  gd.,  400  ft.:  val.  equip..  $800;  v«i. 
bldffB..   $60;   exp.  dept.,  $60;  tot  mem.,   SO  ?oL 

Watar  Supply — Src,  riv.;  sys.,  pump,  to  stdp.; 
stdp.  cap.,  2*80,000  gala.;  1  pump,  eng.,  cap.  day 
1,000,000  gala.;  mains,  8H  m.,  4  to  16  In.  dia.; 
86  tqrd.;  20  v.;  106  aerv.;  prea.,  dom.  80  Iba..  f. 
126  Iba.;  coat,  $46,000;  cost  mtce.,  $1,000;  wka. 
owned  by  Oo. 

RICHMOND,  p.  127,628;  f.  area.  4.676  a.;  mere 
mere  bldga.,  bk.,  atl.,  cone  ft  atn.,  2  to  10  ator.; 
priv.,  bk.  ft  wd.,  4  stor.;  wd.  rfa.  not  perm.; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2 
auto.  comb.  pump,  ens.,  c  ft  h.  wiag.,  8  diiefa 
auto.,  12  atr.,  10  comb.  c.  ft  h.  wag.,  78  c  hand 
ex..  12  in  reserve,  4  aer.  trk.,  2  h.  ft  1.  trk.,  4  hoae 
wag.,  11  fuel  ft  supply  wag.,  68  fan.,  6  in 
reserve;  hoae,  cot.,  rob.  lined,  gd.,  27,760  ft;  inf., 
1,150  ft.;  tot.  hoae.  28,900  ft.;  f.  al.,  Gamewell, 
248  bx.;  val.  equip.,  $184,665;  val.  bldgs.,  $286,- 
000;  exp.  dert,  $179,760;  tot.  mem.,  178,  pd.  fu.l 
time  146,  pd.  part  time  82. 

Water  Supply — Src,  riv.,  4  m.  bus.  cent;  sjra.. 
pump  to  res.  ft  stdp.;  stdp.  cap..  160.000  gida.. 
dim.  80  X  80.  mat  stL;  res.  cap.,  60,000,000 
gala.;  16  pump,  eng.,  cap.  day  82,000,000  gala.; 
maina,  c  i..  176.78  m.,  8  to  80  in.  dia.;  1,289 
hyd.;  17,748  met;  26,100  aerv.;  pipe,  lead;  pres., 
dom.  66  to  86  Iba.,  f.  86  lbs.;  cons,  day,  14,638,- 
642  gala.;  cost,  $4,000,000;  cost  mtce.,  $106,047; 
wks.  owned  by  city. 

ROANOKE,  p.  84.874;  f.  area.  6  a.;  mere 
bldga..  wd..  bk..  1  to  4  ator.;  priv..  wd.  ft  bk., 
1  ft  2  stor.;  wa.  rfs.  perm,  in  residential  section; 
fwks.  ft  combt.  ord.;  cauaea  of  f.  inv.  F.  dept. — 
8  auto.  comb,  c  ft  h.  wag.,  3  atr.,  14  c  hand 
ex.,  1  h.  ft  1.  trk.,  3  hose  wag.,  21  hra.;  hoae, 
cot.,  rub.  lined,  gd.,  10.860  ft.:  f.  al..  Gamewell. 
77  bx.;  vaL  equip..  $78,778;  vaL  bldgs.,  $90,869; 
exp.  dept,  $54,000;  tot.  mem.,  50.  (>d.  full  time 
56.  pd.  pajrt  time  4;  undra.  rating,  ffrst  class. 

Water  Supply — Src,  apr.,  1^  m.  hue.  cent; 
aya.,  pump  to  rea.  ft  dir.;  stdp.  cap.,  183,500  gals.. 
26  X  60  in.  da.;  res.  cap..  6.000.000  gals.;  8 
pump.  eng..  class  dup.,  cap.  day  9,000,000  gala.; 
maina.  c  L,  86  m.,  3  to  16  in.  dia.;  290  nyd.; 
300  v.;  3,600  met;  6,800  serv.;  pipe,  galv.  L; 
pres.,  dom.  45  Iba.,  f.  90  Iba.;  cons,  day,  4,076,- 
830  gals.;  cost,  $526,000;  cost  mtce.,  $18,000; 
wks.  owned  by  Co. 

SALEM,  p.  8.849;  mere  bldgs..  bk.,  2  stor.; 
priv.,  wd.,  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft 
combt  ord.  F.  dept. — 2  hose  wag.;  hose,  cot. 
Jacket,  gd.,  3.000  ft;  t.  al.,  bell  ft  elee;  val.  equip., 
$700;  val.  bldgs..  $1,200;  tot  mem..  16,  pd.  full 
time  ft  vol. 

Water  Supply — Src,  lake  ft  spr.;  ays.,  pump  to 
res.  ft  d.'r.;  res.  cap.,  600,000  gala.;  stdp.  cap., 
160,000  gala.;  £  pump,  eng.,  cap.  day  1,440,000 
gala.;  mains,  16  m.,  2  to  8  in.  dia.;  70  hyd.; 
met,  6;  prea.^  dom.  60  Iba.;  cost,  $42,000;  cost 
mtce.,  $1,000;  wks.  owned  by  city. 

SHENANDOAH,  p.  1,481.  F.  dept.— 2  hose 
carts,  1,000  ft  hose;  vol. 

Water  Supply — Src,  pumpa;  aya.,  pump  dir. 

SMITHFIELD,  p.  1,278.  P.  dept— 1  h.  ft  I. 
trk.,  8  hoae  carta;  hoae,  cot,  rub.  lined,  gd.,  950 
ft;  tot.  mem.,  40  voL 

Water  Supply — Src,  lakea;  aya.,  pump  to  stdp.; 
atdp.  cap.,  80,000  gala.;  2  pump,  eng.,  cap.  day 
7,500.000  gala.;  maina.  2  m..  4  to  8  in.  dia.;  20 
hyd.;  prea..  dom.  40  to  80  Iba.;  wka.  owned  by  Co. 

SOUTH  BOSTON,  p.  8,616;  f.  area,  160  a.;  mere 
bldga.,  bk.,  2  ft  8  stor.;  priv..  wd.  ft  bk.,  2  stor.; 
wd.  ris.  not  perm.;  fwks.  ft  combt.  ord.  F.  dept — 
4  hose  reels;  hoae,  cot,  rub.  lined,  gd.,  1,800  ft; 
inf..  700  ft;  tot  hoae,  2,500  ft;  f.  al.,  bell;  val. 
equip.,  $2,200;  val.  bldgs.,  $«,000;  exp.  dept, 
$860;  tot  mem.,  12  voL;  undrs.  rating,  third  dasa 

Watar  Supply — Src,  riv.;  aya.,  pmnp  to  atdp.; 
atdp.  cap.,  76,000  gals.,  dim.  76  x  12;  1  pump, 
eng.,  cap.  day  800.000  gala.;  maina.  iron.  2  m., 
6  ft  8  in.  dia.;  80  hyd.;  8  v.;  pres.,  dom.  40  lbs., 
f.  95  lbs.;  cost,  $12,000;  wka.  owned  by  city. 

STAUNTON,  p.  10,604;  f.  area.  1,000  a.;  mere 
bldga..  bk.,  1  to  5  ator.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft  combt.  ord.; 
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causes  of  f.  Iny.  F.  dept. — 1  auto,  str.,  6  c.  haod 
ex.,  1  hose  wag.,  1  hose  wag.  ft  c.  comb.,  1  hose 
cart,  2  hrs.;  hose,  cot.,  rub.  lined,  gd.,  1.760  ft.; 
f.  al.,  elec.  bell,  81  bz.;  val.  equip.,  $16,000;  val. 
bldgs.,  $7,000;  ezp.  dept.,  $6,000;  tot  mem.,  80, 
pd.  full  time  2,  pd.  part  time  10,  18  vol. 

Water  Supply---Src.,  spr.,  ^  m.  bus.  cent.;  sys., 
pump  to  res.,  to  stdp.  ft  dir.;  res.  cap.,  2,600,000 
gals.;  2  pump,  eng.,  class  dup.,  cap.  day  2,600,000 
gals.;  mains,  c.  i.,  8  m.,  4  to  12  in.  dia.;  70  hyd.; 
100  v.;  met.,  60;  2,000  senr.;  pipe.  galv.  L,  lead; 
pres.,  dom.  60  lbs.,  f.  76  lbs.;  cost,  $260,000; 
cost  mtce.,  $12,000;  owned  by  city. 

3TRA8BURG,  p.  702.  F.  dept. — 2  hose  carts, 
800  ft.  hose;  vol. 

Water  Supply— -Src.,  well;  qrs.,  grav.;  res.  cap., 
1,078,600  gals.;  mains,  4  m.,  4  to  0  in.  dia.; 
10  hyd. 

SUFFOLK,  p.  7,008;  f.  area,  800  a.;  mere, 
bldgs..  bk.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  ris.  perm.;  fwks.  ft  combt.  ord.  F.  dept. — 1 
str.,  1  c.  eng.,  1  h.  ft  1.  trk.,  1  hose  wag.,  8 
hrs.;  hose,  cot.,  rub.  lined,  gd.,  8,000  ft.;  f.  al., 
Stevens,  0  bz.;  vaL  equip.,  $8,000;  val.  bldgs., 
$8,600;  tot.  mem.,  41,  pd.  full  time  2,  pd.  part 
time  8,  vol.  86;  undrs.  rating,  third  class. 

Water  Supply— Src.  lake;  qys.,  pump  to  stdp.; 
stdp.  cap.,  62,700  gals.,  dim.  8  z  140;  8  pump, 
eng.,  cap.  day  10,000,000  gals.;  mains,  iron,  4.0 
m.,  0  to  16  in.  dia.;  42  hyd.;  met,,  84;  876 
serv.;  pres.,  dom.  60  lbs.,  f.  60  lbs.;  cons,  day, 
200,000  gals.;  wks.  owned  by  Co. 

TAZEWELL,  p.  1,280;  bldfre.,  wd.;  wd.  rfs. 
perm.;  fwks.  ft  combt.  ord.  F.  dept. — 8  hose  carts; 
hose,  cot.,  rub.  lined,  gd.,  1,800  ft.;  tot.  mem., 
80  voL 

Water  Supply — Src,  spr.;  sjs.,  grav.  to  stdp.; 
stdp.  cap.,  160,000  gals.;  res.  cap..  60,000  gals.; 
mains,  2  m.,  4  to  8  in.  dia.;  40  nyd.;  pres.,  dom. 
100  lbs. 

VINTON,  p.  1,028;  mere  bldgs.,  bk.,  2  stor.; 
priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  perm.;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.    F.  dept. — c.  hand  ex.t 

1  hose  reel,  1  hrs.;  hose,  cot.,  nib.  lined,  gd.,  1,200 
ft.;  f.  aL  bell;  val.  equip.,  $1,800;  val.  bldgs., 
$1,000;  tot.  mem.,  21  vol. 

Water  Supply — Src,  spr.;  qys.,  gr.  ft  pump  to 
stdp.;  stdp.  cap.,  200,000  gals.;  pump,  eng.,  cap. 
dsy  600,000  gals.;  mains.  11  m.,  2  to  10  in.  dia.; 
pres.,  dom.  90  lbs.,  f.  800  lbs.;  cost,  $100,000; 
wks.  owned  by  Co. 

WARRENTON,  p.  1,427;  f.  area,  600  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  bk.  ft  vrd., 

2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  c.  eng.,  1  h.  k  1.  trk., 
2  hose  reels;  hose,  cot.,  rub.  lined,  gd..  1,000  ft.; 
rub.,  gd.,  200  ft.;  tot  hose,  1,200  ft.;  f.  al.,  bell; 
val.  equip.,  $1,000;  val.  bldge.,  $3,000;  tot.  mem., 
25  vol. 

Water  Supply-^rc,  spr.  ft  well,  8  m.  bus.  cent; 
sys.,  grav.;  2  res.;  res.  No.  1,  cap.  750,000  gals.; 
res.  No.  2,  cap.  1,260,000  gals.;  1  pump,  eng., 
cap.  day  72,000  gals.;  mains,  iron,  6  m.,  4  to  8 
in.  dia.;  SO  hyd.;  met,  800;  pres.,  dom.  ft  f.,  70 
lbs.;  wks.   owned  by  city. 

WAYNESBORO,  p.  1.889;  bldgs.,  bk.,  cone  ft 
wd.  F.  dept — 1  h.  ft  1.  trk.,  2  nose  reels;  hose, 
700  ft;  tot.  mem.,  80  vol. 

Watar   Supply— -Src,    riv.;    ^ys.,    pomp.;    pump. 


cap.,  50,000  gils. 


eng.,  cap.  min.  600  gals.; 
700  ft;  tot  mem.,  SO  voL 

WEST  fPOINT,  p.  1,991;  f.  area,  523  a.;  men, 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd..  1  ft  2 
stor.;  wd.  rfs.  not  penn.  in  f.  area;  fwks.  ft  combt 
ord.:  causes  of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  1 
comb,  c  ft  hose  wag.,  4  c.  hand  ex.,  1  hose  wag., 

8  hose  car.;  hose,  cot.  rub.  lined,  gd.,  1,400  ft.; 
inf.,  2,00a  ft;  tot  hose.  8,400  ft.;  f.  al..  bell 
ft  wh.;  val.  equip.,  $5,000;  val.  bldgs.,  $300;  exp. 
dept,  $250;  tot  mem.,  30  vol. 

water  Supply — Src,  8  wells,  in  bus.  cent.;  sys., 
grav.  ft  pump  dir.;  stdp.  cap.,  68.000  gaU.;  pun.p. 
eng.,  cap.  min.  250  gals.;  mains,  3  m.;  50  byd.; 
wks,  owned  by  city. 

WILLIAMSBURG,  p.  2,714.  F.  dept — 2  c  eng.; 
vol. 

No  water  supply. 

WINCHESTER,  p.  6,864;  f.  area,  600  a.;  mere 
bldgs.,  bk.;  wd.  rfs.  not  perm.;  fwka.  ft  combt. 
ord.  F.  dept — 8  str.,  2  hand  eng.,  1  c.  eng.. 
1  h.  ft  1.  trk.,  7  hose  car.;  hose,  cot,  rub.  lined, 
gd.,  5,000  ft;  inf.,  2,000  ft;  tot  hose.  7.000  ft; 
f.  al.,  bell;  vaL  equip.,  $12,000;  vaL  bldgs.,  $e£.- 
000;  exp.  dept,  $1,490;  tot  mem.,  975  voL 

Water  Supply — Src,  spr.,  %  m.  bus.  cent;  lya, 
grav.  ft  pump.;  res.  cap.,  275,000  gals.,  loc  %  ol 
city;  2  pump,  eng.,  dass  dup.,  cap.  day  1,440,000 
gals.;  mains,  c  i.,  19V6  m.,  2  to  10  in.  dia.; 
108  hyd.;  met,  45;  1,448  serv.;  pipe,  galv.  iron; 
pres.,  dom.  65  lbs.,  f.  65  lbs.;  cons.  dav.  457.000 
gals.;  cost,  $185,000;  cost  mtce.,  $2,500;  vka 
owned  by  city. 

WOODSTOCK,  p.  1,814;  f.  area,  150  a.;  roccc 
bldgs.,   bk.  ft  wd.,   2  ft  3   stor.;  priv.,  bk.  ft  wd., 

9  ft.  high;  wd.  rfs.  not  perm,  in  f.  area;  fwkv 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 1  hand 
eng.,  10  c  hand  ex.,  6  hose  car.;  hose,  cot,  nA. 
lined,  gd.,  2,100  ft;  rub.,  gd.,  1,200  ft.;  inf., 
800  ft;  tot  hose,  8.600  ft;  f.  ah.  bell;  \sL 
equip.,  $2,000;  val.  bldgs.,  $600;  tot.  mem..  55 
vol. 

Watar  Supply — Src,  mountain  spr.,  8%  m.  bui. 
cent;  sys.,  grav.;  res.  No.  1,  cap.  860,000  gals.; 
No.  2.  600,000  gals.,  loc  near  spr.;  mains,  c  i, 
6M  m.,  4  to  8  in.  dia.;  81  hyd.;  280  serv.;  pipe, 
galv.  i.;  pres.,  f.  172  lbs.;  cons,  day,  100,000  gds.; 
cost,  $25,000;  wks.  owned  by  city. 

WYTHEVILLE,  p.  8,054;  f.  area,  IH  bloeks: 
mere,  bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  2  stor; 
wd.  rfs.  perm,  m  f.  area.  F.  dept — 1  h.  ft  L 
trk.,  2  hose  car.;  hose,  cot,  rub.  lined,  gdL,  600 
ft.;  inf.,  800  ft;  tot  hose,  1,400  ft;  t  aL,  dec; 
val.  equip.,  $1,600;  tot  mem.,  20  voL 

Watar  Supply — Src,  spr.,  6  m.  bus.  cent;  ^ys., 
grav.  ft  pump  to  res.;  res.  cap.,  1,800,000  gsk; 
1  pump,  eng.,  cap.  day  400,000  gals.;  mains,  c  i.. 
9 H  m.,  4  to  6  in:  dia.;  48  hyd.;  11  v.;  met..  4; 
600  serv.;  pipe,  galv.  L;  pres..  dom.  60  Ibsi.  L 
76  lbs.;  cons,  day,  400,000  gals.;  cost,  $40,000; 
cost  mtce.,  $800;  wks.  owned  by  town. 

Places  with  a  population  of  1,000  or  more  hav- 
ing no  organised  fire  dept — Chinooteagne  IsUnd, 
James  River,  Kcysville.  LawrenoeviUe,  Rocky  Mouot 
Rural  Retreat,  Saltville,  Scottsvillc 

Places  with  a  population  of  1,000  or  more  not 
reported — South  Norfolk. 


WASHINGTON 


ABERDEEN,  p.  18,660;  f.  area,  1,200  a.;  mere 
bldgs.,  stn.,  bk.  ft  cone,  2  ft  8  stor.;  priv.,  wd., 
2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept — 1  str., 
1  auto.  comb,  hose  ft  pump,  eng.,  1  auto.  comb, 
c.  ft  h.  ft  1.  trk.,  1  h.  ft  1.  trk.,  2  comb,  c  ft  h.  wag., 
10  hrs.:  hose,  cot.,  rub.  lined,  gd.,  6,500  ft;  f.  u., 
Gamewell.  88  bz.;  val.  equip.,  $14,000;  val.  bldgs., 
$1,.500;  exp.  dept,  $8,500;  tot.  mem.,  28,  pd.  full 
time. 

Water  Supply — ^Src,  8  creeks,  1^  m.,  ft  1 
creek,  2  m.  bus.  cent;  sys.,  pump  dir.;  4  pmnp. 
eng.,  dsss  comp.  dup.  ft  simplex,  cap.  day  6,000,- 
000  gals.;  mains,  sti..  c.  L  ft  wd..  20  m.,  4  to 
18   in.   dia.;    168   hyd.;    150   v.;   met.,    481;    8,000 


lerr.;  pipe,  iron;  pres.,  dom.  90  lbs.,  f.  110  lbs.; 
cons,  day,  2,500,000  gals.;  cost,  $226,000;  cost 
mtce.,  $7,886;  wks.  owned  by  city. 


ANACORTES,  p.  4,168;  f.  ana,  1,600  a.;  mat. 
bldgs.,  stn.,  bk.,  wd.,  2  to  4  stor.;  iwiv.,  wd.  ft 
cem.,  1  to  8  stor.;  wd.  rfs.  perm.;  fwka.  ft  eoobt 
ord.;  cansea  of  1  inv.  F.  dept — 9  c  hand  cl, 
1  oomb.  h.  ft  L  trk.  ft  c .  8  hoae  osrts,  1  hose 
wag.,  2  hrs.;  hose,  cot,  nib.  lined,  gd.,  S.600  ft; 
f.  al.,  bell;  vaL  equip.,  $7,000;  vaL  faM^a^  $!•.• 
000;  ezp.  dept,  $8,500;  tot  meoL,  26,  pd.  faiD 
time  8  men,  28  voL 

Watar  Supply — Src,  lake,  8  m.  boa.  cent:  sya. 
grav.;  rea.  cap.,  480,000  gala.,  loc  2  n.  aoath  cf 
city;   mains,  wd.  ft  stl.,  24   m.,   1  to  12   in.  dU.; 
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41  hyd.;  38  v.;  met.,  267;  780  serv.;  pipe, 
galv.  i. ;  pre«.,  dom.  60  to  80  lbs.,  f.  00  lbs.; 
co.st,  $116,000;  wks.  owned  by  Go. 

ARLINGTON,  p.  1.476;  mere.  bldi;..  bk.,  stn.  k 
«d.,  1  to  3  stor. ;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  &  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 
1  c.  eng.,  2  c.  hand  ex.,  1  h.  &  1.  trk.,  3  hose  carte; 
hiMe,  cot.,  rub.  lined,  gd.,  2,000  ft.;  inf.,  1,000 
ft.:  tot.  hose,  3,000  ft.;  f.  al.,  telp.;  va\.  equip., 
$3,517;   val.  bldgs.,  $400;  tot.   mem.,   50   vol. 

ASOTIN,  p.  820;  f.  area,  100  a.;  mere,  bldga., 
bk.,  cone,  k  wd.,  1  to  8  stor.;  priv.,  wd.,  1  fr  2 
■tor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  P.  dept. — 1  c.  eng.,  2  h. 
k  I.  trk.,  1,000  ft.  hose;  tot.  mem.,  80,  pd.  part 
time. 

Water  Supply — Src,  Asotin  creek,  9  m.  bus. 
cent;  sys.,  grav.;  res.  cap.,  350,000  gaVs. ;  pump. 
triK.,  cap.  day  1,500,000  gals.;  mains,  7^  m., 
4  to  10  in.  dia.;  26  hyd.;  19  v.;  247  met.;  258 
serv.;  pres.,  dom.  60  to  90  lbs.,  f.  90  lbs.;  cons,  dayt 
800,000  gal«.;  cost,  $32,000;  cost  mtce.,  $1,300; 
wks.  owned  by  city. 

ATTALA,  p.  260.  F.  dept. — 1  hose  cart,  800 
ft  hose,  bell  al.;  vol. 

Water  Supply — Src,  well,  H  m.  bus.  cent.;  sy«,, 
grav.  k  ylir.  pres.;  res.  cap.,  270,000  gals.;  1 
pump,  eng.,  cap.  dav  270,000  gaK;  mains,  wd., 
1^  m.,  4  to  8  in,  dia.:  4  hyd.;  2  v.;  10  met;  25 
ser>.;  pres.,  dom.  4-3  lbs.,  f.  46  lbs.;  cost  mtce., 
$300;   wks.  owned  by  priv.   Co. 

AUBURN,  p.  067.  F.  dept. — 1  c  eng.,  12  e. 
hand  ex.,  1  band  eag.,  1  h.  Jc  1.  trk.,  1,100  ft. 
hose;  f.  al.,  wh.,   4  bz.;  tot.  mem.,  66  voL 

Water  Supply — Src,  spr.,  2^  m.  bua.  cent.: 
syti.,  grav.;  cone,  res.,  cap.  226,000  gals.;  mains, 
4  to  8  in.  d:a. ;  24  hyd.;  pres.,  dom.  86  lbs.,  i. 
110  lbs.;   27  hyd. 

BALLARD,  p.   12.000;  annexed  to  Seattle. 
Water  Supply — See  Seattle. 

BELLINGHAM,  p.  24,208.  F.  dept.— 2  auto, 
comb.  c.  k  K  wag.,  1  auto.  comb.  c.  k  chiefs 
buggy,  1  comb.  c.  ft  n.  wag.,  1  str.,  1  aer.  trk.,  4  hoae 
carts,  8  hose  reek;  hoae,  7,000  ft;  f.  al..  Game- 
well,  49  bx.;  tot.  mem.,  122,  pd.  full  time  17, 
voL   106. 

Water  Supply — Src,  lake;  sys.,  grav.;  1  pump, 
ene..  class  dup.,  cap.  day  720.000  gals.;  res.  cap., 
270,000  gals.;   246  hyd.;  pres.,  106  lbs. 

BLAINE,  p.  2,280;  f.  area,  6  blocks;  mere 
bldgs.,  bk.  k  stn.,  I  k  2  stor.;  priv.,  wd.,  1  ft  2 
Htor.  F.  dept. — 3  c.  eng..  2  oart.*,  1  h.  &  1.  trk.; 
ho^e,  cot,  rub.  lined,  1,300  ft:  inf..  600  ft.;  tot 
hose.  1,900  ft;  f.  al.,  bell;  val.  equip.,  $3, .500; 
tot.   mem.,   35   vol.;   undrs.   rating,   third   cImrs. 

Water  Supply — Src,  strm. ;  sys.,  grav.;  res.  cap., 
6,000,000  gals.,  loc.  8  m.  town;  mains,  stl.,  6 
m.,  4  to  b  in.  dia.;  19  hyd.;  met,  10;  250  serv.; 
pre^.,  dom.  40  lbs.,  f.  40  lbs.;  cost,  $66,000;  cost 
mtce.,   $1,000;   wks.   owned  by  Co. 

BREMERTON,  p.  2,003;  mere  bldgs.,  bk.,  stn. 
ft  wd.,  1  to  8  stor.  F.  dept — 3  hose  carts,  1 
band  h.  ft  1.  trk.,  1  comb.  h.  ft  c.  wag.,  2  hrs., 
2,800  ft  cot,  rub.  lined,  hose;  f.  al.,  bell;  1  pd. 
man,  voL 

Water  Supply — Src,  mountain  strm.;  sys.,  grav. 
ft  dir.  pres.;  res.  cap.,  3,000,000  gals.;  2  pump. 
eng.,  cap.  min.  2,760  gals.;  50  hya.;  wks.  owned 
by  city. 

BfiEWSTER.  p.   600;  mere  bldga.,  wd.,  1  ft  2 
mtor,;  priv..  wd.,  1  ft  2  atcr.;  wd.  rfa.  perm,  in  f. 
i;    no  xwka.   ft   oombt.    ord.;    caueee   of   f.   Snv. 


F.   dept — 1  c.  eng.,  2  hoae  carta;  hose,  oot.,  rub. 
Uned,  gd.,  1,000  ft;  vol.  1. 

Water  Supply — Src,  Columbia  Riv.,  1  m.  bus. 
cent;  ays.,  grav.;  res.  cap.,  100,000  gals.;  1  pump. 
eng.,  claaa  trip.,  cap.  day,  182,480  gale.;  maJna. 
w<L»  4  to  10  in.  dia.;  7  hyd.;  2  v.;  prea.,  dom.  6S 
]jb«.,  f.  83  lbs.;  wks.  owned  by  city. 

BRIDGEPORT,  p.  600.  F.  dept. — 1  c  eng.,  1 
hoae  cart;  hose,  cot,  rub.  lined,  gd.,  1,000  ft.; 
f.    al.,  bell;  tot.  mem.,  27  voL 

Water  Supply — Src,  spr.,  8  m.  bua.  cent.;  eys., 
erav.;  mains,  2  m..  4  to  8  in.  dia.;  7  hyd.;  pres., 
dom.   86  lbs.,  f.  86  lbs.;  wks.  owned  by  dty. 

BUCKLEY,  p.  1,272;  f.  area,  600  ft.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  2  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft 
coxnbt  ord.;   causes  of  f.   inv.     F.   dept. — 1   h.  ft 


1.  trk.,  1  c  eng.,  1  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  1,600  ft;  inf.,  600  ft.;  tot  hose,  2,000- 
ft;  f.  al.,  bell;  val.  equip.,  $760;  val.  bldgs.,. 
$500;  tot.  mem.,  25  vol. 

Water  Supply — Src,  riv.,  ^/i  m.  bus.  cent;  Bys.r 
pump  to  res.;  res.  cap.,  100,000  gals.;  stdp.  cap., 
876,000  f9l».;  1  pump,  eng.,  cap.  day  860,00(^ 
gals.;  mams,  stl.,  6  m.,  4  to  6  in.  dia.;  22  hyd.; 
60  serv.;  pipe,  galv.  i.;  pres.,  dom.  26  lbs.,  f.  120* 
lbs.;  wks.  owned  by  city. 

BURLINGTON,  p.  1,000.  F.  dept— 2  hose  cartaj. 
1,000  ft.  hose;  f.  al.,  bell;  tot  mem.,  20  voL 

Water  Supply — Src,  wells,  cap.  8,000  gals,  hour, 
1  m.  bus.  cent;  eys.,  grav.  ft  dir.  pres.;  stdp.  cap., 
100,000  gals.,,  mat  wd.;  mains,  wd.,  1,700  ft,  4 
to  8  In.  dia.;  0  hyd.;  12  v.;  pres.,  dom.  66  lbs., 
f.  80  lbs.;  wks.  owned  by  city. 

BURTON,  p.  1,000.     P.  dept. — ^Not  reported. 

Water  Supply— -Src,  spr.  ft  res.,  1%  m.  bus. 
cent;  sys.,  grav.;  stdp.,  dim.  8x4,  mat  wd.; 
mains,  wd.  ft  i.,  3^  m.,  ^  to  6  in.  dia.;  5  hyd.; 
60  serv.;  pipe,  wd.  ft  iron;  pres.,  dom.  10  to  lOO 
lbs.,  f.   100  lbs.;  wks.  owned  by  priv.  Co. 

CAMAS,  p.  1,126.  F.  dept. — 1  hoae  cart,  1  c 
eng.,  1,000  ft.  hose;  16  voL 

Water  Supply — Src,  lake,  1  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  800,000  gals.;  2  pump,  eng.,  cap. 
760  gals,  min.;  mains,  6  in.  dia.;  4  hyd.;  pres., 
f.  47  lbs. 

CASHMERE,  p.   625;   mere  bldgs.,  bk.  &   cone, 

3  stor.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  h.  ft  1.  trk.,  1  c  eng.,  1  hose 
reel;  hose,  cot,  rub.  lined,  gd.,  1,050  ft.;  rub.,  gd., 
150  ft;  inf.,  600  ft;  tot  hose,  1,700  ft;  f.  al., 
telp.  ft  bell;  tot.  mem.,  40  vol. 

Water  Supply — Src,  Wenatchee  Riv..  1  m.  bus. 
cent;  sys.,  grav.;  res.  cap.,  200,000  gals.;  1  pump, 
eng.,   cap.   day   676,000  gals.;   mains,   c   i.,    2   m., 

4  to  8  in.  dia.;  18  hyd.;  pres.,  dom.  43  lbs.,  f. 
80  Iba.;  wks.  owned  by  city. 

CASTLE  ROCK,  p.  008;  bldgs.,  wd.,  1  ft  2 
stor.  F.  dept — 2  hand  hose  carts;  800  ft  hose; 
12    vol. 

Water  Supply — Src,  mountain  strm.,  8  m.  bua. 
cent;  sys.,  grav.  ft  pump  to  res.;  res.  cap.,  160,' 
000  gals.;  mains,  iron  ft  wd.,  Shi  m.,  2  to  (^ 
in.   dia.;   23  hyd.;   11   v.;   met.,   5;    150  serv.;  pipe,. 

falv.    i.;    pres.,    dom.    48    lbs.,    f.    76    lbs.;    cost,. 
15,000;   cost   mtce.,  $400;  wks.   owned  by   Co. 

CATHLAMET,  p.  400.  F.  dept— 1  hand  hose- 
cart;  hose,  cot,  rub.  lined,  gd.,  800  ft;  f.  al.,. 
bell;  tot  mem.,   12  vol. 

Water  Supply — Src,  creek,  1^^  m.  bua.  cent; 
sys.,  grav.;  rea.  cap.,  64,000  gals.;  mains,  2  m.,  2  to 

6  in.  dia.;  11  hyd.;  prea.,  dom.  67  lbs.;  f.  57 
lbs.;  wks.  ovmed  by  city. 

CENTRALIA,  p.  7,811;  f.  area,  640  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  1^  ston; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.{ 
causes  of  f.  inv.  F.  dept — 1  auto.  comb,  hosei 
c  ft  h.  ft  1.  trk.,  1  str.,  1  h.  ft  L  trk.,  1  comb,  c  ft 
h.  wag.,  2  hrs.;  hose,  cot.,  rub.  lined,  gd.,  4,400  ft.; 
f.  aL,  bell;  val.  equip.,  $26,000;  val  bidffs.,  $4,- 
000;  ezp.  dept,  $7,000;  tot  mem.,  8,  1  call  mem., 

7  pd.    full  time. 

Water  Supply — Src,  riv.,  %  m.  bus.  cent;  ays*, 
pump  to  rea.  ft  dir.;  res.  cap.,  660,000  gals.;  8 
pump,  eng.,  dasa  dup.,  cap.  day  2,000,000  gals.; 
maina,  stl.  ft  wd.,  6%  m.,  4  to  10  in  dia.;  72 
hyd.;  44  v.;  600  serv.;  pres.,  dom.  06  lbs.,  f. 
06  to  110  lbs.;  cons,  day,  800,000  gala.;  cost 
mtce.,  $6,000;  wks.  owned  by  Co. 

CHARLESTON,  p.  1,800;  f.  area.  80  a.  F. 
dept. — 2  ho<:e  carts,  6  c  hand  ex.,  hooks  ft  ladders; 
hose,  cot,  rub.  lined,  gd.,  1.000  ft.;  f.  al.,  bell; 
val.  dept,  equip.,  $1,600;  val.  bldgs.,  $8,000;  ezp. 
dept,  $500;  tot.  mem.,  80  vol. 

Water  Supply — Src,  wells,  1  m.  bus.  cent;  sys.^ 

rav.;  1  pump,  eng.,  cap.  day  81,000  gals.;  mains, 
m.;  26  hyd.;  81  v.;  12  serv.;  pres.,  dom.  76 
lbs.,  f.  80  lbs.;  cost,  $200,000;  cost  mtce.,  $8,- 
000;  wks.  ovmed  by  priv.  Co. 

CHEDAN,  p.  682.  F.  dept — 2  hose  carta,  700 
ft.  hose;  bell  al.;  vol. 

Water  Supply — Src,  riv..  1  m.  bus.  cent;  eya., 
grav.;   2  res.,  combined  cap.   66,000  gals.;  mains, 
6  in.  dia.;   14  hyd.;  pres.,  f.  60  lbs.;  wks.  ownedl 
by  city. 
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CHEHALIS,  p.  4,507;  f.  area,  800  a.;  mere, 
bldgrs.,  bk.  &  wd.,  1  to  8  ator.;  priv.,  wd.,  8 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  it  combt. 
ord.;  cauees  of  f.  inv.  F.  dept. — 2  c.  hand  ex.,  1 
h.  A  1.  trk.,  1  comb.  h.  ft  c.  wag.,  2  hose  car.; 
hose,  cot.,  rub.  lined,  gd.,  2,700  ft;  f.  al.,  bell; 
val.  equip.,  $4,500;  val.  bldgs.,  $1,800;  ezp.  dept, 
9118;  tot  mem.,  17,  3  pd.  full  time,  14  voL 

Water  Supply — Src,  riv.,  IH  m.  bus.  cent; 
sya.,  pump  to  res.;  res.  cap.,  600,000  gala.,  loa 
on  hill  east  of  ci^;  2  pump,  eng.,  class  oomp., 
cap.  day  8,160,000  gals.;  mains,  wd.,  15  m.,  2 
to  10  in.  dia.;  52  hyd.;  23  v.;  4t50  «erv.;  pipe, 
galv.  i.;  pres.,  dom.  85  lbs.,  f.  80  to  100  lbs.; 
cons,  day,  600,000  gals.;  cost.  $55,000;  cost 
mtce.,  $6,000;  wks.  owned  by  Co. 

CHENEY,  p.  1,207;  mere,  bldgs.,  bk.  ft  wd.,  2 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f. 
area;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  P. 
dept — 1  h.  ft  1.  trk..  hooks  ft  ladders,  2  hose 
wag.,  2  hose  car.;  hose,  cot,  rub.  lined,  gd.,  2.250 
ft;  inf.,  500  ft;  tot  hose,  2,760  ft;  f.  aL,  beU; 
▼al.  equip.,  $2,500;  val.  bldgs..  $2,500;  ezp.  dept, 
$600;  tot.  mem.,  25  vol. 

Water'  Supply — Src.,  lake  ft  wells,  3  m,  bus. 
cent;  ays.,  pump  to  res.;  res.  cap.,  800,000  gals.; 
pump,  eng.,  cap.  day  288,000  gals.;  mains,  wd.  ft 
atl.,  5  m.,  2>^  to  8  in.  dia.;  28  hyd.;  25  ▼.; 
met,  183;  105  serv.;  pipe,  iron;  pres.,  dom.  80 
lbs.,  f.  80  lbs.;  cost,  $50,000;  cost  mtce.,  $2,000; 
wks.  owned  by  city. 

CHEWCLAH,  p.  828.  F.  dept— 1  c.  eng.,  1 
hoee  cart,  600  ft  hoee;  f.  al.,  bell;  tot  mem.,  20 
vol.  . 

Water  Supply — Sra,  mountain  str.,  1  m.  bus. 
eent;  sys.,  grav.;  res.  cap.,  1,000,000  gala.;  mains, 
wd.,  2  to  10  in.  dia.;  10  hyd-;  14  v.;  prea.,  dom.  46 
Iba.,  f.  90  Iba. 

CLARKSON,  p.  1,260.  F.  dept.— 2  c  eng.,  2 
lioae  carts;  hose,  cot,  rub.  lined,  gd.,  1,000  ft; 
f.  al..  bell;  tot  mem.,  28  voL,  pd.  on  calL 

Wat«r  Supply'-^rc.  Tniman  Cre^  ft  Cle  Elum 
Bit.,  8)4  ft  8  DL  bus.  cent;  sys.,  grav.;  res. 
4»p.,  180,000,000  gals.;  1  pump  eng.,  cap.  day, 
1,440,000  gals.;  noains,  wd.,  22%  m.,  4  to  6  in. 
41a.;  32  hyd,;  47  v.;  1  met;  pres.,  dom.  70  lbs., 
i.  80  lbs.;  cost,  $100,000;  coat  mtce.,  $800;  wks. 
«wned  by  city. 

CLE  ELUM,  p.  2,740;  f.  area,  %  aq.  m.  P. 
^ept — 4  hoae  carta,  1  h.  ft  I.  trk.;  hose,  8,000 
it;  f.  aL,  bcUs  ft  wh.;  val.  equip.,  $2,220;  val. 
1>ldgs.,  $4,200;  exp.  dept,  $100;  tot  mem.,  40, 
i>d.   part  time;   undrs.  rating,  fourth  class. 

Watar  Supply — Src,  Tillman  Creek  ft  mountain 
^tra.;.  era.,  grav.;  80  hyd.;  mains,  8  m.,  4  to  12 
la.  dia.;  pres.,  SO  lbs.;  cost,  $50,000;  cost  mtce., 
#400;  wks.  owned  by  city. 

COLFAX,  p.  2,788;  f.  area,  22  a.;  bldgs.,  bk. 
A  atn.,  1  ft  2  stor.;  wd.  rfs.  not  perm.;  no  fwks. 
$t  combt  ord.  F.  dept — 1  atr.,  1  h.  ft  1.  trk..  4 
boae  ow.;  hoee,  cot,  rub.  lined,  Kd.,  -2,700  ft; 
f.  aL,  wh.;  vaL  equip.,  $8,000;  vaL  blto.,  $5,000; 
ezp.  dept,  $500;  tot  mem.,  27,  pd.  full  time  2, 
VOL  25. 

Water  Supply — Src.,  spr.,  14%  m.  bua.  cent; 
4Qra.,  grav.,  pump  to  res.;  res.  cap.,  600,000  gals.; 
pump,  eng.,  class  centrif.  elec.  comp.  ft  dup.,  cap. 
•4ay,  1.600,000  gab.;  maina,  kalamein,  6  m.,  2  to 
10  in.  dia.;  68  hyd. ;  68  v.;  600  met;  700  aerv.; 
pipe,  galv.  L;  prea.,  dom.  Ift  f.  86  Iba.;  cons.  day. 
dOO.OOO  gala.;  coat,  $120,000;  cost  mtce.,  $8,600; 
•wks.  owned  bj  city. 

COLTON,  p.  898.  F.  dept — 1  hose  cart,  800 
«(t  hoae,  beU  al.;  11  voL 

Water  Supply — Src.,  well,  1  m.  bus.  cent;  vya., 
grav.;  res.  cap..   162,502  gals.;  mains,  4  to  6  in. 
^ia.;  12  hyd.;  pres.,  f.  42  lbs. 

COLUMBIA  CITY.  p.  2,500,  under  the  Seattle 
It.  dept  F.  dept — 1  c  eng.,  1  h.  ft  L  trk,  out- 
ifit  1  hose  cart;  hose.  600  ft;  tot  mem.,  86  vol. 
Water  Supply — Src.,  Seattle  maina. 
COLVILLE.  p.  1,533;  f.  area,  22  a.  F.  dent. — 
4  c,  hand  ex.,  2  hose  carts,  1  h.  ft  1.  trk.;  hose, 
^»t,  rub.  lined,  gd.  1,400  ft;  inf.,  200  ft;  tot 
Ihose,  1,600  ft;  f.  al.,  bell;  val.  equip.,  $2,500; 
▼sL  bldgs.,   $600;   exp.   dept,  $500;   tot   mem.,   30 

vol. 

Water  Supply — Src.,  wella,  2H  m*  bua.  cent.: 
ays.,  grav.;  res.  cap.,  860,000  gala.;  27  hyd.;  24 
v.;  prea.,  146  Iba. 


CONCRETE,  p.  046.  F.  dept— 600  ft  boee; 
6  voL 

Water  Supply — Src,  strm.,  1  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  80.000  gals.;  mains,  wd.,  3  m.,  4 
to  6  in.  dia.;  13  hyd.;  pres.,  dom.  80  lbs.,  f.  90 
lbs.;  wks.  owned  by  priv.  Co. 

COSMOPOLIS,  p.  1.182;  mere  bldgn,  wd.  ft  bk., 

1  ft  8  stor.;  priv.,  wd.,  IH  ator.;  wd.  ifn  pem. 
in  f.  area;  fwka.  ft  combt  ord.;  causes  of  t  iar. 
F.  dept — 1  h.  eng.,  8  e.  hand  ex.,  1  h.  ft  L 
trk.,  2  hoae  car.;  hose,  cot.,  rub.  lined,  gd.,  1,500 
ft;  val.  equip.,  $2,600;  exp.  dept,  $800;  tot  menL, 
80   voL 

Water  Supply — Src,  creek,  1  m.  bua.  cent;  v^, 
grav.;  stdp.  cap.,  100,000  gala.,  mat  wd.;  eosi. 
$16,000;  wks.  owned  by  Co. 

COUPEVILLE,  p.  810;  mere  bldgs.,  wd.,  2  itor.; 
priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  perm.;  fwki.  * 
combt  ord.  F.  dept — 1  h.  ft  L  trk.,  24  backet^ 
6  ladders,  2  axea  ft  ropea. 

Water  Supply — ^No  regular  aya. 

CURLEW,  p.  260.  F.  dept — 1  hand  hose  eirt. 
300  ft.  hose;  voL 

Water  Supply — Src,  mountain  atim.,  1  na.  bu. 
cent;  sys.,  grav.;  rea.  cap.,  100,000  nla.;  maus. 
wd.,  2  to  6  in.  dia.;  6  hyd.;  prea.,  dom.  SO  lbs.; 
wks.  owned  by  M.  M.  Kellefay. 

DAVENPORT,  p.  1,229;  mere  bldgs.,  bk.  k  wi, 

2  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm,  in 
f.  area;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  K. 
dept. — 1  c.  eng.,  1  h.  ft  1.  trk.,  2  hose  carts,  ft*.; 
hose,  cot,  rub.  lined  gd.,  1,800  ft;  c.  200  ft; 
tot  hose,  2,000  ft.;  f.  al.,  bell;  val.  equip..  $3,000; 
val.  bldgs.,  $100;  exp.  dept,  $400;  toi.  men.. 
75  voL 

Water  Supply — Src,  apr.,  in  bus.  cent.;  sjra., 
pump  to  stdp.;  stdp.  cap.,  65,000  gals.,  mat  stL; 
2  pump,  eng.,  cap.  day  860,000  gaiL.;  mains,  «rt 
L,  10  m.,  2  to  6  in.  die.;  59  hyd.;  40  v.;  met,  S; 
150  serv.;  pipe,  galv.  L;  pres.,  dom.  60  Iba.  i 
120  Iba.;  cona.  day,  80,000  gals.;  cost.  $30,000; 
coat  mtoc,  $3,000;  wks.  owned  by  city. 

DAYTON,  p.  2,880;  f.  area,  25  a.;  bidga.,  «d.. 
atn.  ft  bk..  l\i  to  S  stor.;  wd.  rfs.  not  penu; 
F.  dept — 1  atr.,  1  h.  ft  L  trk.,  8  hose  wag,  1 
hose  reel;  ha<e,  cot.,  rub.  iineii,  ed..  3,4«ji»  .t  ; 
f.  al.,  bells;  mU.  equip.,  $8,000;  vul.  bldgs..  $4.00'): 
exp.  dept.,  $350;  tot.  mem.  125,  pd.  full  time  l. 
124    vol.;    undr!<.    rat.ng,   third    cl».<:cs. 

Water  Supply — Src,  apr.,  4%  m.  busL  eeat; 
By«..  grav.;  'Z  r«i;$.,  comb,  cap.,  890.000  gsl».;  du.bs 
c  i..  12^  m.,  4  to  16  in.  dia.;  90  hvd.;  50  v.;  yi7 


r.;  pipe,  galv.  L;  pres.,  dom.  66  lbs.,  f.  65  lbs.; 
cost,  $140,000;  coat  mtce.,  $1,500;  wks.  o«Md 
by  city. 

DEER  PARK,  p.  1,200;  f.  area,  160  a.  F.  dept 
— c.  hand  ex.,  2  hose  cart«,  1.500  ft.  hose;  f.  al. 
wh.;  val.  equip.,  $15,000;  val.  bldgs.,  $2,000;  exp. 
dept.,   $75;   tot.   mem.,   24   vol. 

Water  Supply — Src,  well,  %  m.  bu.*.  cent;  sjr*., 
dir.  pres.;  1  pump,  eng.,  cap.  day  12,000  gals.; 
mains,  c.  i.,  3  m.,  2  to  6  in.  dia.;  39  hyd.;  SO  ▼  : 
40  met;  70  sen. ;  pres.,  dom.  90  lbs.,  f.  140  lbs.; 
cost,  $16,000;  ci»t  mtce.,  $240;  wk«.  owned  by 
city. 

EATONVILLE,  p.  700.  F.  dept— 1  hoae  cait; 
f.  al.,  hell;  tot  mem.,  14,  pd.  part  time. 

Water  Supply — Src,  Little  liarahaU  Riv..  1  at 
bus.  cent;  sys.,  grav.  ft  dir.  prea.;  res.  cap.,  200,- 
000  gals.;  2  pump,  eng.,  cap.  day  2.880,000  gals.; 
mains,  2  m.,  4  to  14  in.  dia.;  27  hyd.;  pna.,  doiL 
60  Iba.,  f.   100  Iba.;  wka.  owned  by  cil^. 

EDMONDS,  p.  1,114.  F.  dept— 2  hoae  cait^ 
860  ft.  hose,  bell  aL;  10  voL 

Water    Supply — Src,    strm.    ft    spr.,    1   n.  bm 

cent;  sys.,  grav.;  mains.  4  to  8  in.  dia.;  23  hyl; 
pres.,  f.,  68  lb«.;  co»t,  $30,000;  cost  mtce..  $3,000; 
wks.    owned    by    priv.    Co. 

ELLENSBURQ,  p.  4,200;  f.  area,  600  a.;  mm. 

bldga.,  bk.  ft  stn.,  2  ft  8  stor.;  priv.,  wd.,  1  ft  I 
stor.;  wd.  rfs.  not  penn.;  fwks.  ft  eonbL  aid.; 
cauaea  of  f.  inv.  F.  dept — 1  auto.  eomh.  e.  ft  h. 
wag.,  1  atr.,  1  c  eng.,  2  c.  hand,  ex.,  1  k  ft  L 
trk.,  1  hoee  wag.,  2  hoee  car.,  ftc,  S  hva.;  hoae, 
cot,  rub.  lined,  ffd.,  2,100  ft:  fkir,  1,600  ft.;  tot 
hose,  3.700  ft;  f.  aL,  GameweU,  8  bx.;  val.  cqo^., 
$18,000;  vaL  bldgs.,  $2,000;  exp.  df^.  $3,000; 
tot  mem.,  18,  pd.  full  time  4,  voL  14,  pd.  $2 
per  call;  undrs.  ratii^,  third  dasa. 

Water  Supply— 8ro.,  wdla,  7  m.  boi.  cent:  v^ 
grav.   ft   pump   dir.;   res.   cap.,    1,000,000   gaai;  2 
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piimp.  engr-»  cap.  day  17,280,000  ffals.;  mftins,  27 
m.,  4  to  16  in.  dia.;  107  hyd.;  146  v.;  met.,  10; 
400  aerv.;  pres.,  dom.  95  lbs.,  f.  180  lbs.;  cost, 
9175,000;  coat  mtce.,  $8,000;  wke.  owne<l  by  city. 

ELMA,  p.  1,582;  t  area,  0  a.;  mere,  bldga.,  wd., 
1  to  4  ator.;  priv.,  wd.,  2  ator.;  wd.  rfa.  perm.;  uo 
fwks.  A  combt  ord.;  cauaea  of  f.  inv.  F.  dept. — 1 
c.  eng.,  1  h.  ft  1.  trk.,  8  hoae  carta;  hoae,  rub.,  gd., 
1,100  ft.;  f.  al.,  bell;  val.  equip.,  91,500;  tot. 
mem.,  42  vol. 

Water  Supply — Src,  apr.,  ^  m.  bua.  cent.;  wju., 
grav.;  res.  cap.,  315,000  gala.,  loc.  near  hiUaide; 
1  pump,  eng.,  cap.  day  20,000  gala.;  maina,  wd., 
8  m.,  8  to  8  in.  dia.;  80  hyd.;  250  aerv.;  pipe, 
galv.  i.;  prea.,  dom.  46  lbs.,  f.  60  Iba.;  cost,  fl2,- 
200;  coat  mtce.,  9100;  wka.  owned  by  city. 

ENDIOOTT,  p.  700.  F.  dept. — 1  c.  eng.,  2  hoae 
carts.  1,000  ft.  hose;  f.  aL,  bell;  tot.  mem.,  80  vol. 

Water  Supply — Src,  well,  in  bus.  cent.;  sys., 
grav.;  rea.  cap.,  68,482  g&ls*;  mains,  4  to  6  in. 
dia.;   21   hyd.;  wka.  owned  by  city. 

ENUMCLOW,  p.  800.  F.  dept.— 2  hoae  carta,  1 
h.  ft  1.  trk.,  850  ft.  hoae;  bell  al.;  86  vol. 

Watar  Supply^-^Src,  spr.,  2  m.  bus.  cent.;  sys., 
grav.;  rea.  cap.,  1,000,000  gals.;  1  stm.  pump,  eng., 
cap.  day  792,000  gala.;  mains,  wd.  k  i.,  5  m.,  2 
to  10  in.  dia.;  11  hyd.;  800  serv. ;  pres.,  dom.  45 
Iba..  f.   90  lbs.;   wks.  owned  by  priv.   Co. 

EVERETT,  p.   24,814:   f.   area,   11   4-6   aq.   m.; 

mere,  bldga.,  wd.,  atn.,  bk..  6  ator.;  priv.,  wd.,  8 
ator.;  wd.  rfa.  not  perm,  m  f.  area;  no  fwka.  ft 
combt.  ord.;  cauaea  of  f.  inv.  F.  dept. — 1  atr.,  1 
auto.  comb,  c:  ft  h.  wag.,  1  comb.  h.  ft  L  trk.,  S 
hoae  wag.,  1  in  reserve,  14  hra.;  hoae,  cot.,  rub. 
lined,  go.,  6,650  ft;  f.  al.,  Oamewell,  40  bz.;  val. 
equip.,  $85,000;  vaL  bldga.,  98,000;  ezp.  dept  for 
lat  6  montha,  920,440;  tot.  mem.,  28,  pd.  foD 
time  8,  20  pd.  part  time. 

Water  Supply — Src,  apr.,  10  m.  bua.  cent;  qra., 
grav.,  pump  to  res.  ft  dir.;  rea.  cap.,  11,600,000 
gala.,  loc  ^  m.  south  of  atation;  8  pump,  eng., 
daaa  elec  ft  oomp.  ft  dup.,  cap.  day  12,000,000 
gala.;  ouiiia,  atL  ft  wd.,  67  m.,  6  to  20  in.  dim.; 
171  hyd.;  met,  160;  6,600  aerv.;  pipe,  galv.  L; 
prea.,  dom.  60  Iba.,  f.  120  Iba.;  coat,  9808,000; 
wka.  owned  bj  Co. 

FARRMNGTON,  p.  600;  mere  bldgt.,  bk.  ft  wd., 
1  ft  2  ator.;  priv.,  wd.,  1  ft  2  stor.:  wd.  rfa.  perm, 
in  f.  area.;  no  fwks.  ft  combt.  ord.;  cauaea  of  f. 
inv.  F.  dept — 1  c  eng.,  1  h.  ft  1.  trk.,  2  hoae 
carta;  hoae,  cot,  rub.  Imed,  gd.,  1,000  ft;  f.  al., 
gong.;  tot  mem.,  14  vol. 

Water  Supply  Ore,  well,  1  m.  bua.  cent;  «ya., 
rrav.;  res.  cap.,  100,000  gala.;  1  pump,  eng.,  cap. 
day,  68,860  gala.;  maina.  4  to  6  in.  dia.;  18  hyd.; 
prea.,  dom.  56  Iba.;  wka.  owned  by  city. 

FERN  DALE.  p.  800.  P.  dept — 2  hoae  carta, 
600  ft  hoae;  f.  ml.,  bell;  9  vol. 

Water  Supply — Src,  Nookaock  Riv.,  1  m.  bua. 
cent;  ay«.>  grav.  ft  dir.  pree.;   atdp.   cap.,   60,000 

Sals.;  res.  cap.,  60,000  gals.;  1  pump,  eng.,  cap. 
ay  720,000  gals.;  mains,  wd.,  1%  m.,  3  to  10 
in.  dia.;  14  hyd.;  8  v.;  6  met;  168  serv.;  pipe, 
galv.  i.;  pm.,  dom.  ft  f.,  57  Ihs. ;  cons,  day,  38,- 
000  gala.;  coat,  912,000;  wka.  owned  by  city. 

FORT  WORDEN,  p.  750;  f.  area,  600  a.  F. 
dept — 2  hand  c  eng.,  3  hose  carta,  hand  ex.,  lad- 
dera,  buckets,  ftc;  f.  al.,  bell;  val.  equip.,  91tOOO; 
vel.  bldga.,  91*600;  ezp.  dept,  990;  vol. 

Water  Supply — Src,  well,  1  m.  bua.  cent;  «ya., 
grvr.;  16  hyd.;  pree.,  dom.  100  Iba.;  f.  100  Iba.; 
wka.  owned  by  U.  S.  Government 

GARFIELD,  p.  982;  mere,  bldga.,  bk.  ft  wd.,  1 
ft  2  ator.;  priv.,  bk.  ft  wd.,  1  ft  2  ator.:  wd.  rfa. 
perm,  in  t  area;  no  fwka.  ft  combt  ord.;  cauaea 
of  f.  inv.  F.  dept — 2  hoae  carta;  hoae,  cot,  mb. 
lined,  gd.,  800  ft;  f.  al.,  bell;  vol. 

Water  Supply — Src,  wella,  1  m.  boa.  cent;  Qra., 
dir.  prea.;  rea.  cap.,  152,692  gals.;  mains.  2  m.,  8 
to  10  in.  dia.;  21  hyd.;  prea.,  dom.  42  lbs.,  f.  80 
lbs.;  wka.  owned  by  city. 

GOLD  BAR,  p.  600;  mere  bldgs.,  wd.,  1  to  2^ 
•tor.;  [Hiv.,  wd.,  1  stor.;  wd.  rfs.  perm,  m  f.  area.; 
no  fwka.  ft  combt  ord.;  cauaea  of  f.  inv.  F.  dept 
— 1  nozzle,  150  ft.  cot.,  rub.  lined,  hoae;  f.  al., 
wb.;  voL 

Water  Supply— 6rc,  creek,  IH  m.  bus.  cent; 
ejra.,  grav.;  maina,  wd.,  8  m.,  1  to  8  in.  dia.;  7 
hvd.;  pres.,  dom.  ft  f.,  44  lbs.;  wks.  owned  by  Q. 
B.  L.  ft  W.  Co. 


QOLDENDALE,  p.  1,208;  f.  area,  600  a.;  mere, 
bldga.,  bk.  ft  wd.,  1  ft  2  ator.;  priv.,  wd.,  1  ator.; 
wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt  ord.; 
cauaea  of  f.  inv.  F.  dept — Laddera  ft  bucketa  ft 
hooka,  7  c.  hand  ex.,  1  h.  ft  1.  trk.,  2  hoae  car.; 
hoae,  1,500  ft;  f.  aL,  bell;  vaL  equip.,  92,000; 
vaL  bldga»  9800;  tot  mem.,  25  voL 

Water  Supply— Src,  apr.,  12  m.  boa.  cent;  sys., 
grav.  to  rea.;  2  res.,  comb.  cap.  840,000  gals.; 
pump,  eng.,  cap.  day  750,000  gala.;  mains,  20  m., 
4  to  8  in.  dia.;  29  hyd.;  250  serv.;  pres.,  f.,  150 
lbs.;  coat,  920,000;  cost  mtce.,  9600;  wka.  owned 
by  town. 

GRAND  VIEW,  p.  600;  mere,  bldgs.,  bk.  ft  oonc» 
1  ft  2  ator.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.;  wd.  rfa. 
penn.  in  f.  area;  no  fwks.  ft  combt  ord.;  causes 
of  t  inv.  F.  dept — 1  c  eng.,  2  hose  carts;  hose, 
oot.  rubw  lined,  gd.,  1,000  ft:  f.  al.,  bell;  voL 

Water  Supply — Src,  well,  ^  m.  bUH.  cent.;  sj'v., 
dir.  pres.;  atdp.  cap.,  30,000  gals.;  1  pump,  eng., 
cap.  day,  482,000  gala.;  mains,  wd.,  3^  m.,  4  to 
8  in.  dia.:  20  hyd.;  118  met;  124  8er\'.;  pres., 
dom.  20  Iba.,  f.  80  lbs.;  cons,  day,  12,000  gals.; 
coat,  916,000;  cost  mtce.,  91*000;  wka.  owned  by 
cityi 

GRANGER,  p.  850;  mere,  bldgs.,  bk.  ft  stn.,  1 
stor.;  priv.,  bk.  ft  wd..  1  stor.;  wd.  rfs.  perm,  in  f. 
area;  no  fwka.  ft  comot  ord.;  causes  of  f.  inv.  F. 
dept — 1  c  eng.,  2  hoee  carts;  hose,  cot,  rub.  lined, 
gd..  1,000  ft:  L  aL,  bell:  voL 

Water  Supply  Src,  well,  1  m.  bus.  cent;  sys., 
grav.;  rea.  cap.,  142,000  gala.:  1  pump,  eng.,  cap. 
day,  180,000  gals.;  maina,  wd.,  4  to  10  in.  dia.; 
16  hyd.;  pres.,  dom.  35  lbs.,  f.  70  Iba.;  cons, 
day,  25,000  gala.;  coist,  915,100;  coat  mtce., 
91,200;   wks.   owned  by   city. 

GRANITE  FALLS,  p.  1,000;  mere  bldga.,  bk.  ft 
wd.,  1  ft  2  ator.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  no  fwka.  ft  combt  ord.. 
cauaea  of  f.  inv.  F.  dept — 2  hand  hose  carts,  1  c 
eng.,  1  h.  ft  L  trk.;  hose,  cot,  rub.  lined,  gd.,  1,600 
ft:  f.  al.,  bell:  tot  mem.,  16  voL 

(Water  Supply — Src,  rea.,  IH  m.  bus.  cent; 
ays.,  grav.;  rea.  cap.,  6,000,000  gals.;  maina,  wd., 
3%  m.,  4  to  12  in.  dia.;  21  hyd.;  15  met;  60 
serv.;  prea.,  dom.  70  Ibe..  f.  120  Iba.;  coat,  914,- 
000;  cost  mtce.,  9600;  wka.  owned  by  city. 

HAMILTON,  p.  406.     F.  dept — 1  h.  ft  L  tik.,  7 
hose  cart;  hoae,  1,200  ft;  vol 
Water  Supply — Src,  ree. 

HAN  FORD,  p.  800.  F.  dept — 1  hose  wag.; 
hoae,  cot,  rtib.  lined,  gd.,  750  ft;  f.  aL,  bell; 
val.  equip.,  9600;  vaL  bldga.,  960;  tot.  mem..  25 
vol 

Water  Supply — Src,  Columbia  Riv.,  1  m.  bua. 
cent.;  sys.,  grav.  ft  dir.  prea.;  rea.  cap.,  76,000 
gala.;  1  pump,  eng.,  claaa  trip.,  cap.  di^^  720,000 
gala.;  mains,  2  m.,  6  to  10  in.  dia.;  5  hyd.;  24 
v.;  4  5  sen-.;  pres.,  dom.  45  lbs.,  f.  100  lbs.;  cons, 
day,  50,000  gals.;  cost,  91'4,000;  coat  mtce.,  9600; 
wks.   owned   bv   priv.  Co. 

HARRINGTON,  p.  661.  F.  dept. — 2  hoae  carts, 
1  c.  eng.;  hose.  800  ft.:  tot  mem.,  17  voL 

Water  Supply — Src,  well,  %  m.  bus.  cent.;  sys., 
grav.;  stdp.  cap.,  79,000  gals.;  2  pump,  eng.; 
mains,  wd.,  2,000  ft,  4  to  6  in.  dia.;  23  hyd.; 
pres.,  60  lbs.;  cons,  day,  200,000  gals.;  coat, 
922,000;  wks.  owned  by  priv.  Co. 

HATTON,  p.  161;  mere  bldga.,  wd.,  1  ft  2  ator.; 
priv.,  wd.,  1  ft  2  ator.;  wd.  na.  perm,  in  f.  area; 
no  fwks.  ft  combt.  ord.;  cauaea  of  f.  inv.  F.  dept — 
1  hand  hoae  cart;  hoae,  cot,  rub.  lined,  gd.,  800 
ft:  f.  al.,  bell;  vol. 

Water  Supply — Src,  well,  1  m.  bua.  cent;  ays., 
grav.;  atdp.  cap.,  12,000  gala.,  mat  wd.;  1  pump, 
eng.,  cap.  day  50,400  gala.;  maina,  c  L,  2  m.,  2 
to  4  in.  dia.;  4  hyd.;  wka.  owned  by  city. 

HILLYARD,  p.  8,276;  mere  bldga.,  bk.  ft  cone, 
1  to  8  ator.;  priv.,  bk.  ft  wd.,  1  to  2%  stor.;  wd. 
rfa.  perm,  in  f.  area;  no  fwka.  ft  combt  ord.; 
sauaea  of  f.  inv.  F.  dept — 1  hand  hoae  cart,  1 
hand  c  tk.;  hose,  cot,  rub.  lined,  gd.,  600  ft; 
f.  al.,  bell;  vol. 

Water  Supply — Src,  wells,  1  m.  bos.  cent;  sjrs., 
grav.;  atdp.  cap.,  25,000  gala.;  2  pump,  eng.,  cap. 
day  2,250,000  gala.;  maina,  wood  atave,  2  m.,  6 
to  10  in.  dia.;  26  hyd.;  pipe,  wd.  ft  atn.;  prea., 
dom.  86  Iba.,  f.  72  lbs.;  wka.  owned  by  munid* 
palit^. 

HOQUIAM,  p.  8,171;  f.  area,  260  a.;  mere, 
bldga.,  bk.,  wd.  ft  cone,  1  to  8  ator.;  priv.,  wd., 
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2  Btor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  & 
combt.  ord.;  cauaes  of  f.  inv.  F.  dept. — 1  auto, 
comb.  pump.  eng.  &  hose  wag.,  1  auto.  comb.  c.  « 
h.  wag.,  1  8tr.,  1  h.  &  1.  trk.,  8  comb.  c.  &  h. 
wag..  8  hrs.:  hose.  cot.,  rub.  lined,  g;l.,  ^^*J]PJ^A' 
i.  ai,  88  bx..  GwneweU;  val.  equip.,  »80.0p0; 
val.  bldgs..  $15,000;  exp.  dept.,  fl6,000;  tot 
mem.,  60.  pd.   full  time   10,  vol.   50. 

Watar  Supply — Src,  mountain  strm.,  5  m.  dub. 
cent.;  ays.,  pump  to  res.  *  K*"*'- J  *  J**:*  ^."Hj 
cap.  8.000,000  gala.,  loc.  1  m.  *«>" -t^TJJl.  ' 
pukp.  eng.  cl*fla  comp.  dup..  cap.  day.  J.500,000 
SS.;  in  waerve.  1  pump,  eng.,  cap,  day,  6.000.000 
gS.  mams.  26  m.,  6  to  14  m.  dia  ;  ^2  hyd., 
160  y.\  350  met.;  1,860  sen.;  pres.  doni  95  Iba., 
f.  100  W;  cons,  day,  2,000,000  gals.;  cost,  $325,- 
000;  wks.  owne<l  by  Co. 

ILWACO,  p.  1,000:  f.  txet,  ^f.^-l*"^  f^^ 
bk.  &  wd..  1  &  2  ■tor,;  Pri^-.  bk.  ^  wd..  I  «  » 

star.;  wd.  iu.  perm,  inj- •«•;  ^^  */?^^' 
craes  of  f.  inv.  F.  dept— 1  c:  eng..  2  hoae  ojrtt, 
r hSd  pump,  ladder.,  budteta.  noraley,  &a;  hoje. 
ootrub.  linid.  gd.,  1.000  It;  f.^^aL,  bell;  ja*- 
SSuip..  t«,000?  ySll  bldg...  $1,200;  exp.  dept, 
$60;  tot  mem.,  40  vol.  *  .  «,. 

Water  Supply— «rc.,  lake.  1  »•  ^^fto^Soo'uff- 
ft  ibo  fe;  00^  $*16,006;  coat  mtce..  $1,000; 
wks.  owned  by  city. 

INDEX,  p.  500.  F.  dept— 1  hoae  cart;  hoae, 
cotVrab:  liSed.  gd..  600  't.;  f.  al..  beU;  toL 

Water  Supply — Src,  mountain  atnn.,  1  m.  bua. 
cent  •  W.  grav.;  res.  cap..  12,000  gala.;  madny.  1 
mi  to  8  in.  dia.;  4  hyd.;  prea..  dom.  45  Iba., 
f.  45  Iba.;  wka.  owned  by  city. 

iONE.  p.  084;  mere,  bldga.,  bk.  &  wd.,  1  «  * 
-»nV  .  nriv  wd  1  &  2  stor.;  wd.  rfa.  perm,  in 
Tiiiarno  fwki  \  tmbt  ord.;  cauaea  of  f.  inv. 
P.  dept— Hand  hoae  carta.  1  c.  eng.,  1.000  ft 
hose;  f.  al.,  flreanna;  tot  mem.,  14  vol. 

Water  Supply — Src,  mountain  strm.,  1%  m.  ous. 
cent  •    re^    «ip.,    «,000.000    gala.;^  aya.,    pav.;    2 

^mp.  e'^g..  <^P  day  2;000,000  P^'^^fi'^t'l 
8  m  6  to  16  in.  dia.;  11  hyd.;  18  v.,  ii  mex., 
12?*'8erv.i  prea..  dom..  66  lbs.;  wks.  owned  by 
priv.    Co.  *     .      J    V 

ISSAQUAH.  p.  800.  F.  dejrt— 1  hand  hoae 
cart.  400  ft  rub.  lined  hoae;  f.  aL,  bell;  vol. 

Water  Supply— Src,  2  apr..  1  m.  bus.  cent; 
ays!;  gray.;  res.  cap..  16.000  »*l8.;  mains,  wd  4 
S.,  2  to  8  in.  dia.;  26  hyd.;  pres.  dom.  &  f.,  47% 
Iba.;  coat  mtce.,  $825;  wks.  owned  by  pnv.  Co. 

KALAMA.  p.  816.  F.  dept— 2  hose  carta,  1.260 
ft.   hose;   bell  al.;   26   vol.  ^        ,„  u 

Water  Supply— Src.,  crk.  &  ^7-.  J J4  ni.  bus- 
cent;  sys.,  grav.;  res,  cap..  260.000  gals.;  1 
Tump,  eng.',  ^,  day  240.000  gate  ;  mains  wd 
£  iron.,  5  m..  4  to  6  »".  d^»-  ^^hyd.;  12  v.,  206 
met  •  242  -serv.;  pres.,  dom.  80  lbs.,  r.  175  ids.. 
wst.' $12:000;  ^st  mtce.,  $4,667;  wks.  owned  by 
priv.    Co. 

KELSO,  p.  2,089.  F.  dept— 4  hose  cjrts.  1 
lumd  h.  &  1.  trk.  2.700  ft^hpse;  t  lO..  b^*  tdp.; 
^  equip..  $8.»00:  v«l.  bldga.,  $800;  exp.  dept. 
$281;  tot  mem.,  67  voL 

Water  Supply — Src.  riv.,  1  m.  bus.  cent;  sya., 

Sv.;  res.  cap.,  200,000  gals.;  2  PO«P-  ««••  "g; 
r  800,000  gals.;  miatos,  wd.  &  stL,  16  ™»  »  *^ 
12  in.  dk;  8n^d.;  80  v.;  220  met;  600  sttv^ 
pipe,  wd.  ft  «tl.;  pres..  dom.  *  f .  110  lbs.;  cons. 
SayT  800,000  gala.;  wks.  owned  by  pnv.  Co. 

KENNEWICK.  p.  MOO;  mera  bldgj.  bk.  & 
cone,  1  to  8  stor.;  priv..  bk.  &  wd.,  1  ft  2  ator.. 
wd.  rfa.  perm,  in  f.  area;  no  fwka.  &  «>mbt  onL. 
oraes  of  f.  inv.  F.  dept— 8  hose  cwts,  1  c  W, 
11  »r  j^  L  trk  *  hose.  cot.  rub.  lined,  gd.,  2,000 
ft.^^.*al!;  2  elic^Sw;  i^L  eouJp..  ^2,000;  exp. 
dept.  $1,000;  tot  mem..  20  voL 

Water  Supply— Src.,   Columbia  Riv..   1   m.  bus. 

cent;  ays.,  ^f*^;  '««•  ^.^IJP-;,  J^^'gw  40^  wis  • 
pump.  eng..  dasa  tnp.,  cap.  day  l.»J*-*00  ga«-. 

mtlns.  c.  i,  8  m.,  6  to  8  in.  dis.;  27  ^^^J"^* 
dom.  45  lbs.,  f.  100  lbs.;  wks.  owned  by  Co. 

KENT.  p.  1.908;  f.  area.  la.  J-  ^\P*-^V^ 
enff  2  hoae  carta,  1  h.  &  1.  trk.  hoae.  itxop  it.. 
bS8'*al  ;  ^1  ISluip..  $1,000;  val.  bldga.,  $460;  tot 
mem.,  20  vol.  ^       ^  ^^^^  .    ,    ___ 

Water  Supply— Src.  apr.;  «JJ-.  £f*7*  '  ^k* 
comb,    cap.,    1.600.000    gala.;    27    hyd.;   pres.,    86 


Iba.;  cost.  $28,000;  cost  mtce.,  $400; 
by  city. 

KETTLE  FAtLS,  p.  877.  F.  dept— 2  hose 
carts,  1   c.  eng.,  triangle  al.;   15  vot 

Water  Supply — Src,  spr.,  1  m.  bus.  cent;  sya., 
grav.;  res.  cap..  806.000  gals.;  mains,  4  to  10  in. 
dia.;   16  hyd.;  pres.,  f.,   47  lbs, 

KIRKLAND.     F.  dept  not  reported. 

Water  Supply — Src,  spr.,  2  m.  bus.  cent;  syi., 

?rav.;  rea.  cap.,  80.000  gala.;  mains,  c  i  4e  wd.. 
%  m..  4  to  8  in.  dia.;  cons,  day,  8.000  gala.: 
cost  $6,000;  cost  mtce..  $100;  wka.  owned  by 
priv.  Co. 

LACONNER.  p.  608;  f.  area,  20  a.;  mere  bldgs., 
bk.  ft  wd..  1  to  8  stor.;  priv..  wd.,  1  to  8  ator.; 
wd.  rfa.  perm.;  fwka.  &  combt  ord.  F.  dept.—l 
hand  eng.,  4  c.  hand  ex..  1  c  en^..  1  h.  ft  L  trk.. 
86  bucketa.  1  hose  car..  600  ft  nose;  f.  aL,  wb.; 
val.  equip..  $1,600;  vaL  bldga.,  $600;  tot  mem-, 
80  vol.  ^ 

Water  Supply — Src,  apr.;  ays.,  grav.  ft  pump  to 
stdp.;  stdp.  cap.,  26,000  gals.;  pump.  eng..  cap. 
day  100,000  gals.;  mains,  4  m..  4  to  6  in.  dia.; 
160  serv.;  cost  $11,000;  cost  mtce.,  $400;  wka. 
owned  by  Co. 

LAKESIDE,  p.  222.  F.  dept — 2  hose  carta, 
700  ft  hoae,  bell  aL;  vol. 

Water  Supply — Src,  riv.,  1  m.  bua.  cent;  vs., 
grav.  ft  dir.  prea.:  2  rea..  cap.  65,000  gala.;  2 
pump.  eng..  cap.  day  864.000  gala.;  mains.  6  in. 
dia.;  14  hyd. 

LAMONT.  p.  260.  F.  dept— 2  hose  carts,  1.000 
ft.  hose;  f.  al.,  bell;  vol. 

Water  Supply — Src.  well.  1  m.  bus.  cent;  Bya. 
grav.;  stdp.  cap.,  100,000  gals.;  res.  cap.,  260.- 
000  gals.;  1  pump.  eng..  cap.  day  96,000  gals.; 
maina.  4  to  6  in.  dia.;  9  hyd.;  wka.  owned  by  aty. 

LATH,  p.  889.  F.  dept — 1  c  en^.,  2  hoae 
carta.  1,000  ft  hose;  f.  aL,  befl;  tot  sata^  «• 
voL 

Wstsr  Supply— Src,  well,  1,600  ft  bos.  cent; 
sya.,  pump  dir.;  res.  cap.,  87,600  gals.;  1^P™% 
eng..  oap.  day,  720,000  wOs.;  msia^  ^  *^ 
for  dia.;  14  hyd.;  pres.,  dom.  47  lbs.;  wha.  owned 
by  city. 

LEAVENWORTH,  p.  1,661;  mere  bldgs.,  bk.  » 
wd..  1  ft  2  ator.;  priv..  bk.  ft  wd.,  1*2  tor.; 
wd.  rfa.  perm,  in  f.  area;  fwka.  ft  combt  wl; 
cauaea  of  f.  inv.  F.  dept. — 1  comb.  h.  *  J-**  • 
h.  wag..  2  hose  reela;  hoae,  cot,  rob.  Uned,  gn^ 
1,000  ft;  f.  al.,  bfcU;  tot  mem.,  14  voL 

Wstsr  Supply — Src,  Wenatchee  Riv.,  1  m.  bus. 
cent:  ^ys,,  grav.;  2  res.,  osd.  188,490  ipla.  ft 
146,760  gala.;  8  munp.  eng.,  dsss  simplex  ft  dap^ 
cap.  day,  2,262,000  gala.;  S2  hyd.;  pres.,  dom.  M 
lbs.,  t  90  Um.;  wks.  owned  bj  dly. 

LIND,  p.  881;  mere  bldga.,  bk.  ft  wd.,  1  ft  } 
ator.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.;  wd.  rfa.  pmn.  m 
f.  area;  no  fwka.  ft  oombt  ord.;  caoscs  of  t 
inv.  F.  dept — 2  hoae  carts,  1  c  eng.;  bose,  col, 
rub.  lined,  gd.,  900  ft;  f.,,aL,beU;voL 

Water  6upply — Src,  wells.  1  m.  bus.  cent;  v*-* 
grav.;  rea.  cap.,  284,000  gab.;  2  pump.  eng..  MP- 
day,  1,068,480  gals.;  22  hyd.;  prwi,  dom.  TO  lbs, 
f.  70  lbs.;  wka.  owned  by  city. 

UTTLE  FALLS,  p.  000.  F.dept--8  hand  kMe 
carU;  hoae,  cot,  rub.  lined,  gd.,   760  ft;  L  aL, 

bell;  voL  ^  .     _^ •#   «   *»- 

Water  -Supply — Src,  mountain  strm.,  %  m.  jam. 
cent;  aya.,  grav.;  maina,  1  m.,  4  to  6  in.  dia.; 
18  hyd.;  wka.  owned  by  dty. 

LOOMtS.  p.  860.  F.  dept — 1  hoae  wsg.;  haae, 
cot..mb.  lined,  gd.,  600  ft;  wL ^  .       _^     , 

Water  Supply— Src,  well  ft  movntsJa  J^a  * 
m.  bua.  cent;  aya.,  mav.;  pres.,  don.  78  tta* 
f.  78  lbs.;  wka.  owned  by  city. 

LYNDEN,  p.  1,200;  f.  area,  10  a.;  mere  Mdg. 
bk.,  1  ft  2  etOT.;  priv..  wd..  1  ft  2^  ■*»•]  ^d.  rfc. 
not  perm,  in  f.  area;  fwka.  ft  combt.  ord.;  caajw 
Of  f.  in%'.  P.  dept — 2  c  hand  ex.,  2  h<»c  carta. 
1  h.  ft  L  trk..  1,200  ft  hose;  f.  al.,  beU;  vaL  ftjatp-r 
$1,100;  val.  bldga..  $800;  tot  mem.,  26  vol 

Water  Supply— Src.  well  ft  riv..  J^  m.  » 
cent;  ays.,  grav.  ft  pump  to  stdp.;  stdpw  cap..  »»,- 
000  gals.;  rea.  csp..  60,000  gala.;  1  pmof.  esf.. 
cap.  day  160,000  gala.;  mains.  B%  nu,  4  to  8  «^ 
dia.;  24  hyd.;  1-6  v.;  24  met;  288  seir.;  ptp*. 
galv.  L:  pnss.,  dom.  ft  f.,  62  lbs.;  «««t*^L'  ' 
000  ^s.;  cost,  $20,000;  wks.  owned  by  aty 
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.  MALDEN,  p.  798;  f.  «rea,  160  a.;  mere,  bidgs.. 
bk.  &  wd.,  1  ft  3  ator.;  priv.,  wd.,  1  &  2  stor.;  wd. 
rfs.  penn.  in  f.  area;  fwks.  JB  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 2  c.  cng.,  3  hose  carts;  hose, 
cot.,  rub.  lined,  gd.,  1,500  ft.;  f.  aJ..  A.  D.  T.,  6 
bx.:  val.  equip.,  |2,775;  tot.  mem.,  80  vol. 

Water  Supply — Sic,  well,  1  m.  bus.  cent.;  sya., 
grav.;  stdp.  cap.,  ^8,000  gals.,  mat.  wd.;  1  pump, 
eng.,  cap.  day  120,000  gals.;  mains,  c.  i.,  4  to  6 
in.  dia.;  16  hyd.;  pres.,  dom.  85  lbs.,  f.  85  lbs.; 
wks.  owned  bj  town. 

MANSFIELD,  p.  860.  F.  dept.— 1  hand  hose 
cart;  hose,  cot,  rub.  lined,  gd.,  600  ft.;  f.  aL,  bell; 
▼oL 

Watar  Supphf — Src,  wells,  1  m.  bua.  cent.; 
sys.,  grav.;  res.  cap..  54,126  gals.;  mains,  1  m., 
4  to  6  in.  dia.;  IS  hyd.;  pres.,  dom.  80  lbs.,  f. 
80  lbs.;  wks.  owned  by  dty. 

MARBLE,  p.  60;  mere,  bldgs.,  wd.,  1  Ik  2  stor.; 
priv.,  wd.,  1  stor.;  wd.  rfs.  perm,  in  f.  area;  no 
fwks.  k  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 
2  hand  hose  carts;  hose,  800  ft.,  good;  voL 

Water  Supply — Src,  spr..  1  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  18,476  gals.,  loc.  on  a  bill  about 
2,000  ft.  east  of  mere,  district;  mains,  6,000  ft, 
8  to  6  in.  dia.;  7  hyd.;  6  v.;  pres.,  dom.  67  lbs.; 
wks.  owned  by  city. 

MARCUS,  p.  600.  P.  dept — 2  hose  carts,  1,000 
ft.  cot.,  rub.  lined,  hose;  vol. 

Water  Supply — Src,  Columbia  Riv.,  1  m.  bus. 
cent;  sys.,  grav.;  res.  cap.,  260,000  gals.;  1  pump, 
eng.,  class  trip.,  cap.  day  288.000  gala.;  mains,  2 
m.,  8  to  8  in.  dia.;  76  hyd.;  31  v.;  wks.  owned  by 
oity. 

MARYSVILLE,  p.  1,289;  mere,  bldgs.,  bk.  St  wd.. 
1  to  8  stor.;  no  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept — 800  ft  hose,  2  hose  carts,  1  hand 
h.  k  L  trk.,  1  c.  ex.;  10  voL 

Water  Supply — Src.,  lake;  ays.,  grav.;  2  pump, 
eng.,  cap.  400  gals,  min.;  16  hyd.;  prea.,  dora.  46 
lbs. 

MEDICAL  LAKE,  p.  1,780;  f.  area,  160  a.; 
roerc.  bldgt.,  wd.,  2  stor.;  priv.,  wd.,  1%  stor.; 
wd.  rfs.  perm.;  fwks.  k  combt.  ord.  P.  dept — 1 
h.  k  I.  trk.,  2  hose  car.;  hose,  cot,  rub.  lined, 
gd.,  460  ft;  rub.,  gd.,  460  ft.;  inf.,  100  ft;  tot 
hose,  1,000  ft;  f.  al.,  bell;  val.  equip.,  $1,600; 
val.  bldgs.,  $800;  tot  mem.,  16  voL 

Water  Supply — Src..  lake.  2  m.  bua.  cent;  sys., 

ST.;  rec.  cap.,  600,000  gala.:  2  pump,  eng.,  diaBa 
».  k  dup.,  cap.  day.,  1,224,000  gala.;  maina, 
amein,  2H  m.,  4  to  6  in.  dia.;  28  hyd.;  10  v.; 
met,  1:  40  aerv.;  prea.,  dom.  84  Iba..  f.  110  Iba.; 
cost.  914,000;  coat  mtce.,  $1,200;  wka.  owned  by 
city. 

METAUNE  FALLS,  p.  600  a.  F.  dept — 1  c 
eng..  2  hose  carts,  1.000  ft  hose;  f.  aL,  bell;  voL 

Water  Supply— Src.,  lake  k  creek,  in  bua.  cent.; 
ays.,  grav.;  2  pump,  eng.,  cap.  day  180,000  gals.; 
mains,  6,300  ft.,  4  to  8  in.  dia.;  11  hyd.;  7  v.:  60 
aerv.;  pipe,  gah*.  i. ;  pres.,  dom.  A  f.,  100  Iba.; 
coHS.  day,  3'o,000  gaKs. ;  cost,  $80,000;  cost  mtce., 
$1,000;  wks.  owned  by  priv.  Co. 

MONROE,  p.  1,662;  f.  area,  160  a.  F.  dept — 
1  comb.  h.  A  1.  trk.,  8  hoee  carta,  1  c.  eng.;  nose, 
1.700  ft;  f.  al.,  wh.;  vaL  equip.,  $2,000;  vaL 
bldga.,  $600;  ei^.  dept,  $600;  tot  menu,  40,  pd. 
part  time. 

Watar  Supply — Src.,  riv.,  1-6  m.  bua.  cent:  aya., 
d!r.  prea.  k  pumps;  rea.  cap..  1,000,000  gals.;  2 
pumpa,  cap.  day,  961,020  gala.;  84  hyd.;  87  v.; 
S7  met;  479  aerv.;  pipe,  atL;  prea.,  dom.  k  t 
7S  to  90  Iba.;  maina,  wd.,  84  m.,  4  to  12  in. 
dia.;  oona.  day,  600.000  gala.:  coat,  $27,000; 
ooat  mtce.,  $3,172;  wn.  owned  oy  priv.  Co. 

MONTESANO,  p.  2,488;  f.  area,  820  a.;  mere. 
bldga.,  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.;  fwks.  k  combt  ord.;  causes  of  f.  inv.  F. 
dept — 1  e.  eng.,  1  h.  ft  L  trk.,  8  hose  wag.;  hose, 
rub.,  gd..  1.500  ft:  inf..  1,000  ft.;  tot  hose,  2,500 
ft:  f.  al.,  bell;  vaL  equip.,  $8,000;  tot  mem.,  60 

VOL 

Watar  Supply— Src,  mountain  atr.,  6  m.  bua. 
cent;  «ya.,  pniv.;  res.  OBp,,  1,000.000  gala.;  maina, 
wrt  L  k  wd.,  18  m.,  4  to  10  in.  dia.;  80  hyd.; 
60  v.;  260  met;  800  aerv.;  prea.,  dom.  k  f.  80 
Iba.;  oona.  day,  260,000  g«ls.:  ooat,  $78,000;  coat 
mice.,  $900;  wka.  owned  by  Co. 

MOUNT  VERNON,  p.  2,881.  F.  dept— 1  atr., 
1   b.  ft  I.  trk.,  2  hose  car.;  hose,  cot,  rub.  lined. 


gd.,    1,260   ft.;   f.   aL,   bell;   tot   mem.,    20   voL; 
undrs.  rating,  third  class. 


Watar  Supply^-Aro.,  riv.  ft  apr.,  %  m.  bua.  cent: 
fljs.,  pump  to  atdp.:  atdp.  cap.,  12,000  gala.;  S 
tea.,  AC  1,  cap.  1,600,000  gala.,  No.  2,  cap.  888,- 


NEWPORT,  p.  1,109;  f.  area,  120  a.  F.  dept 
— 1  h.  ft  L  tnc..  2  hose  carta,  1  c.  eng.;  hose, 
1,000  ft,  eztenaion  laddera,  ftc.;  f.  aL,  elec.  ft 
bell;  vaL  equip.,  $1,000;  tot.  mem.,  18  vol. 

Watar  Supply^— 8r&,  spr.;  qra.,  grav.;  rea.  cap., 
400,000  gals.;  22  hyd.;  mains,  7  m.;  pres.,  67 
lbs.;  wka.  owned  by  Co. 

NEW  WHATCOM,  p.  9,186;  f.  atML  22^  aq.  m.; 
bldga.,  wd.»  bk.,  atn..  1  to  6  ator.;  imv.,  bk.  ft  wd., 

1  to  8  ator.;  wd.  rta.  not  penn.  in  f.  area;  fwka. 
ft  combt  ord.;  canaaa  of  t  mr.  F.  d^t — Z  comb, 
c.  ft  h.  wag.,  9  0.  hand  ex.,  1  e.  eag.,  2  hoae  car., 
8  hra.:  hoae.  cot,  rub.  lined,  gd.,  7,000  ft;  rub., 
fair,  900  ft;  inf..  1,200  ft;  tot  hose,  9.100 
ft.;  f.  aL,  GamewelL  49  bz.;  vaL  equip.,  $8,200; 
vaL  bldffs.,  $10,800;  ezp.  dept,  $17,000;  tot 
mem.,  16,  pd.  full  time;  undra.  rating,  third  claaa. 

Water  Supply — Src,  lake,  8^  m.  bus.  cent; 
17s.,  grav.;  res.  cap.,  270,000  gals.;  1  pump,  eng., 
cap.  day  482,000  gals.;  mains,  iron  ft  wd.,  6  m., 

2  to  24  in.  dia.:  108  hyd.;  met,  24;  2,276  serv.; 
pipe,  galv.;  pres.,  dom.  60  lbs.,  f.  96  to  106  Iba.; 
cona.  day  8,660,000  gals.;  cost,  $228,000;  cost 
mtce.,  $6,000;  wks.  owned  by  dty. 

NORTH  BEND,  p.  600.  F.  dept— 1  h.  ft  L 
trk.,  1  c.  eng.,  1  ho^e  cart;  hose,  cot,  rub.  lined, 
gd..  400  ft;  c.  100  ft;  tot  hose,  600  ft;  f.  aL, 
bell;  tot  mem.,  20  vol. 

Water  Supply—- ^rc.  mountain  strm.,  3  m.  bus. 
cent;  sys.,  grav.;  mains,  4  m.,  4  to  14  in.  dia.;  10 
hyd.;  6  v.;  92  scrv. ;  pres.,  dom.  45  to  50  lbs.,  f. 
50   lbs.;   wks.   owned  by  priv.   Co. 

NORTHPORT,  p.  476.  F.  dept. — 8  hose  carta, 
1  h.  &  1.  trk.,   1,200  ft.  hose;  bell  aL;   10  voL 

(Water  Supply — iSrc,  creek,  1%  m.  bus.  cent; 
sys.,  grav.;  2  stdp.,  combined  can.  7,260,000  gals.; 
main.s,  4  to  6  in.  dia.;  17  hyd.;  pres.,  dom.  80 
lbs.,   f.   86  lbs.;   wks.  owned  by  priv.   Co. 

NORTH  YAKIMA,  p.  14,082;  f.  area,  1,800;  a.; 
mere,  bldgs.,  stn..  bk.  ft  wd.,  1  to  7  stor.;  priv., 
stn.,  bk.  ft  wd.,  1  ft  2  stor. ;  wd.  rfia.  not  perm,  in  f. 
area;  fwks.  ft  combt.  ord.;  causes  of  f.  Inv.  F. 
dept. — 1  auto.  comb,  hose  ft  pump,  cm?.,  1  auto. 
Rtr.,  1  aer.  h.  ft  1.  trk.,  1  auto.  ho»e  trk.,  1  auto, 
comb.  e.  ft  h.  wa^r.,  1  auto.  c.  eng.;  ho«e,  cot., 
rub.  lined,  gd.,  6,000  ft.;  rub.,  gd..  500  ft;  tot. 
hose,  6,500  ft.;  f.  al.,  Gamevvell,  29  bx.;  val. 
equip..  $32,000;  val.  bldgs.,  $20,000;  exp.  dept, 
$32,000;  tot.  mem.  20,  pd.  full  time. 

Watar  Supply — Src,  riv.,  16  m.  bus.  cent;  wf9., 
grav.,  pump  to  rea.,  to  atdp.,  or  dlr.;  rea.  cap., 
2,000,000  gals.;  6  pump,  eng.,  class  dup.,  cap.  day 
6,760,000  gals.;  mains,  c.  1.  ft  wd.,  62  m.,  6  to 
18  in.  dia.;  147  hyd.:  108  ▼.;  2,988  aenr.;  8,180 
met.;  prea.,  dom.  86  lbs.,  f.  100  lbs.;  wks.  owned 
by  Pacifle  Power  ft  Light  Co. 

OAKESDALE,  p.  882;  mere,  bldgs.,  bk.  ft  stn., 
1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  no  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  e.  eng.,  1  hose  cart; 
hose,  cot.,  rub.  lined,  gd.,  450  ft;  c.,  160  ft; 
tot  hose,   600  ft.;  f.  al.,  bell;  tot.  mem.,   20  vol. 

Water  Supply — Src,  wells,  near  bus.  cent;  qra.. 
grav.;  rea.  cap.,  126,000  gals.,  loc  800  ft.  west  of 
pump,  house;  1  pump,  eng.,  cap.  day  72,000  gals.; 
maina,  800  ft.  4  to  8  in.  dia.;  13  hyd.;  pres., 
dom.  86  lbs.,  f.  86  lbs.;  wks.  owned  by  Co. 

OAKVILLE,  p.  600.  F.  dept.— 1  c  eng.,  1  hose 
cart,  1  h.  ft  1.  trk.,  600  ft.  hose;  f.  al.,  bell;  val. 
equip.,  $1,500;  val.  bld<!rs.,  $300;  tot.  mem.,  16 
\oI. 

Water  Supply — Src.  creek,  1^  m.  bus.  cent; 
sys.,  grav.;  mains,  6  to  8  in.  d!a.;  10  hyd.;  wks. 
owne<l  by  city. 

ODESSA,  p.  886.  F.  dept. — 2  hose  carts,  1,200 
ft.  hose;  bell  aL;   17  vol. 

Water  Supply— Src,  wells,  1  m.  bus.  cent:  sys., 
grav.;  2  stdps.,  combined  cap.  104,000  gala.;  2 
pump,  eng.,  comb.  cap.  day  720,000  gala.;  maina, 
4  to  8  in.  dia.;  21  hyd.;  pres.,  dom.  ft  f.  67  lbs. 

O'KANOQAN,  p.  611.     P.  dept. — 1  hose  cart,  1 
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c.  enff.,  600  ft  boM;  b«U  aL;  tot  mem.,  SO,  pd. 
Water  Supply — Src.,  spr.,  1  m.  but.  cent;  My., 

Say.;  rea.  cap.,  160,000  ffals.;  maina,  8  to  6  in. 
l;  10  byd.;  prea.,  f.  101  Iba. 

OMARK,  p.  850.  F.  dept. — 1  hose  cart,  700  ft 
hoae:  f.  al.,  gong;  tot  mem.,  35  vol. 

Water  Supply — Src,  well,  in  bus.  cent;  aya., 
grav.;  res.  cap.,  112,000  gals.;  1  pump,  eiig.,  cap. 
day  432,000  gals.;  mains,  wd.,  4  lo  8  in.  dia.; 
6   hyd.;    wks.   owned   by   city. 

OLYMPIA,  p.  e,006;  f.  area,  4,800  a.;  mere, 
bldga.,  bk.,  cem.  ft  wd.,  1  to  4  ator.;  priv.,  wd.,  1 
to  8  ator.;  wd.  rfa,  perm.;  fwka.  ft  combt  onL; 
cauaea  of  f.    Inv.      F.    dept — 1    auto.    comb,   trk., 

1  b.  ft  I.  trk.,  1  hoae  wag.,  8  hoae  caru.  2  bra.; 
hoae,  cot,  rub.  lined,  gd.,  6,000  ft;  t  aL,  Oame> 
well,  17  bz.;  vaL  eouip.,  $14,000;  val.  bldga., 
126,000;  ezp.  dept,  |8,000;  tot  mem.,  27,  pd. 
full  time  4,  pd.  part  time  8,  toL  20;  undra.  rating, 
third  daaa. 

Water  Supply— Src.,  creek  ft  apr.;  ajB.,  pun^  to 
rea.  ft  dir.;  rea.  cap.,  2,700,000  gala.,  loc  1  m. 
eaat  of  atation;  8  pump,  eng.,  claaa  comp.  dup., 
cap.  day  6,000,000  gala.;  maina,  iron,  20  m.,  4 
to  14  in.  dia.;  88  hyd.;  42  ▼.;  8P0  met;  1,800 
aerv.;  prea.,  dom.  00  Iba.,  f.  86  Iba.;  coat,  $200, 
000;   coat  mtce.,   $18,000;  wka.  owned  by  Co. 

ORIENT  p.  260;  f.  area,  40  a.;  mere,  bldgs., 
wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  ator.;  wd.  rfs. 
perm,  in  f.  area;  no  fwks.  ft  combt.  ord.;  caunes  of 
f.  inv.  F.  dept — 1  hand  hoae  cart,  1  c  eng.,  600 
ft  hoae;  f.  al.,  bell;  val.  equip.,  $400;  tot.  mem. 
20  vol. 

Water  Supply— ^rc,  mountain  strm.,  2  m.  bus. 
cent;    sya.,   grav.;   rea.   cap.,    30,000   gak. ;   maina, 

2  m.,  2  to  4  in.  dia.;  3  4iyd.;  6  v.;  pres.,  dom., 
73  lbs.;  cons,  day,  6,000  gals.;  cost,  $0,OUU;  wks. 
owned  by   priv.   Co. 

OROVILLE,  p.  800.  F.  dept — 1  c.  eng.,  1  h.  ft 
L  trk.,  2  hose  carta;  hoae,  cot,  rub.  lined,  gd., 
1,000  ft;  f.  al.,  bell;  voL 

Water  Supply— Src.,  well,  1  m.  bua.  cent;  aya.» 
grav.  ft  dir.  prea.;  rea.  cap.,  100,000  gala.;  1 
pump,  eng.,  cap.  min.  860  gala.;  maina.  4  to  0 
in.  dia.;  14  hyd.;  0  ▼.;  prea.,  dom.  76  Iba.,  f.  76 
Iba.;  wka.  owned  by  city. 

ORTINQ,  p.  709;  f.  area,  160  a.;  mere,  bldga., 
wd.,  2  stor.;  priv.,  wd.,  2  ator.;  wd.  rfa.  perm.; 
no  fwks.  ord.;  f.  inv.  F.  dept — 1  c.  eng.,  1  hoae 
cart,  2  c.  ex.,  120  f.  buckets,  2  extenaion  ladders; 
hoae,  rub.,  gd.,  760  ft;  bell  al.;  val.  equip.,  $600; 
val.  bldgs.,  $100;  tot  mem.,  80  vol. 

Water  Supply— ^rc,  spr.,  3%  m.  bus.  cent.; 
sy^M  grAv.;  2  res.,  cap.  10<8,000  gals.;  mains,  wd., 
6  m.,  3  to  8.  in.  dia.;  i(i  ii>d. ;  0  v.;  pres.,  107 
lbs.;  cons,  day,  200,000  gais.;  cost,  $15,000; 
cost  mtce.,  $250;  wks.  owned  by  priv.   Co. 

ORVILLE,  p.  600;  f.  area,  80  a.;  mere,  bldga.,  bk., 
atn.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.,  stn.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwka.  ft 
combt  ord.;  cauaea  of  f.  inv.  F.  dept. — 1  c  eng., 
1  h.  ft  1.  trk.,  c.  hand  ex.;  val.  equip.,  $1,00U; 
vol. 

Water  Supply — Src,  well,  %  m.  bus.  cent.; 
ays.,  dir.  pres.;  res.  cap.,  168,000  gals.;  1  pump, 
eng.,  class  dup.,  cap.  day  504,000  gals.;  nrains,  3 
m.,  2  to  6  in.  dia.;  15  hyd.;  -9  v.;  185  serv. ;  pres., 
dom.  ft  f.,  87  lbs.;  cost,  $20,000;  cwt  mtce., 
$1,000;   wks.    owned    by    town. 

OTHELLO,  p.  350.  F.  dept. — 1  c.  eng..  1  comb, 
c.  'ft  hose  wag.,  3  c.  hand  ex. :  hose,  cot.,  rub. 
lined,  gd.,  600  ft;  f.  al.,  bell;  vaX  equip.,  $1,000; 
val.  bidgK.,  $15U;  exp.  dept.,  $SOU;  tot.  mem., 
20   vol. 

Water  Supply — Src,  well,  1  m.  bus.  cent;  aya., 
grav.;  rea.  cap.,  72,707  gals.;  mains,  1  m.,  2  to 
8  in.  dia.;  6  hyd.;  pres.,  dom.  28  to  45  lbs.,  f.  60 
lbs.;   wks.  owned  by  city. 

PALOUSE,  p.  1,640;  f.  area,  60  a.;  mere,  bldga., 
bk.,  1  to  8  stor.;  priv.,  wd.,  1^  stor;  wd.  rfa. 
not  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dent. — 1  h.  ft  1.  trk.,  8  hoae  car.; 
boae.  cot,  rub.  lined,  gd.,  600  ft;  inf.,  700  ft; 
tot  hoae,  1,200  ft;  f.  aL,  bell;  v«L  equip.,  $1,100: 
«<aL  bldga.,  $700;  exp.  dept,  $60;  tot  mem.,  40 
voL 

Water  Supply — Src,  strm.,  in  bus.  cent;  sya., 
pump  to  stdp.;  stdp.  cap.,  183,600  gala.,  dim. 
26  X  SO;  rea.  cap.,  182,160  gala.;   2  pomp,  eng., 


eap.  day,  8,888,000  gala.;  mains,  wd.  ft  iron,  6 
m.,  4  to  10  in.  dia.;  26  hyd.;  80  v.;  met,  260; 
260  aerv.;  pipe,  galv.  L;  prea.,  dom.  100  Iba., 
f.    160  Ibe.;  wka.  owned  by  city. 

PASCO,  p.  2,088;  mere  bldga.,  bk.  ft  stn.,  1 
to  8  stor.;  priv.,  bk.  ft  wd.,  1  ft  2  ator.;  wd. 
rfa.  not  perm,  in  f.  area;  no  fwka.  ft  combt  ord.; 
cauaea  of  f.  inv.  F.  dept — 1  c  eng.,  1  uto.  toah. 
c  ft  h.  wag.,  2  c.  hand  ex.,  4  hoae  reda;  haae» 
cot,  nib.  lined,  gd.,  8,000  ft;  f.  aL,  GameweU; 
vaL  equip.,  $6,000;  exp.  dept,  $2,400;  tot  mem., 
22,  pd.  full  time   1,  pd.  part  time  1.  vol.  iO. 

Water  Supply — Src,  weUa,  1  m.  boa.  cent; 
aya.,  grav.;  maina.  c  L,  2  m.»  4  to  6  in.  dia.; 
80  byd.;  prea.,  dom.  46  lbs.,  f. -88  Ibe.;  wka. 
owned  by  aty. 

PE  ELL,  p.  888;  mere,  bldga.,  bk.  ft  wd.,  1  ft 
2  ator.;  no  twka.  ft  oombt  ord.;  eavaea  of  L  inv. 
F.  dept — 2  hoae  carts,  600  ft  hoae:  20  tqL 

Water  Supply— Sya.,  grav.,  10  hyd. 

POMEROY,  p.  1,800;  f.  area,  8  blocks;  mctcw 
bldga.,  bk.  ft  atn.,  1  to  8  ator.;  priv.,  wd.,  1  stor.; 
wd.  rfa.  perm.;  fwka.  ft  combt  ord.  F.  dept — 6 
c.  hand  ex..  1  h.  ft  L  trk.,  6  hoae  carta;  boae, 
cot,  rub.  lined,  gd.,  8,000  ft;  t  aL,  bell;  vaL 
equip.,  $8,600;  vaL  bldgs.,  $760;  exp.  dept.,  $100; 
tut  mem.,  48  voL 

Water  Supply — Src,  mountain  atrm.;  aya.,  grsv. 
to  rea.;  rea.  cap.,  600,000  gala.,  loc  1-6  m.  north 
of  town;  1  pump,  eng.,  cap.  day,  60,000  gala.; 
maina,  IH  m.,  4  to  6  in.  dia.;  26  byd.;  prea., 
dom.  80  to  86  Iba.,  f.  200  Iba.;  coat,  $10,000; 
cost  mtce,  $60;  wka.  owned  by  dty. 

PORT  ANGELES,  p.  2.286;  f.  area,  640  a.; 
mere  bldga.,  bk.  ft  wd.,  1  to  8  ator.;  priT.,  wd., 
1  ft  2  ator.;  wd.  rfa.  porm.  in  f.  area;  fwka.  ft 
combt.  ord.  F.  dept — ^Axea,  laddera  ft  buekcta,  24 
c.  hand  ex.,  1  c  eng.,  2  cylinders  (86  gala.).  1  gaa. 
eng.,  1  h.  ft  1.  trk.,  1  hoae  wag.,  1  boae  oar.;  hoae^ 
oot,  nib.  lined,  gd.,  2,600  ft;  f.  aL,  bell,  4  bx.; 
vaL  equip.,  $8,000;  val.  bldga.,  $2,600;  exp.  dept, 
$280;  tot  mem.,  18  voL 

Water  Supply — ^Src,  strm.,  8  m.  bua.  cent;  aya., 
grav.;  reb.  cap.,  3.000,000  gala.;  maina,  c  i., 
8^  m.,  2V&  to  12  in.  dia.;  11  hyd.;  20  v.;  met, 
6;  pipe*  gftlv*  i*;  PK«>*  dom.  86  Iba.,  f.  86  Iba.; 
cost,  75,000;  cost  mtce.,  $400;  wka.  owned  by  Co. 

PORT  ORCHARD,  p.  1,000.  F.  dept — 1  hoae 
cart;  hose,  cot.,  rub.  lined,  g(L,  600  ft;  f.  al.,  bell; 
25  vol. 

Water  Supply — Src,  Black  Jack  Creek;  aya.,  grav. 
ft  dir.  prea.;  1  pump.  eng..  cap.  260  gala,  min.;  2 
rea.,  mat.  wd.,  cap.  60,000  gala,  each;  maina,  wd. 
atave,  6  to  12  in.  dia.;  18  hyd.;  8  v.;  wka.  owned 
by  municipality. 

PORT   TOWNSEND,   p.    4,181;    f.   area,   16  a.; 

mere  bldgs.,  stn.,  bk.  ft  wd.,  2  to  4  ator.;  priv., 
wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka. 
ft  combt.  ord.;  cauaes  of  f.  inv.  F.  dept — 1  aCr. 
in  reserve,  1  c  eng.,  4  c  hand  ex.,  1  h.  ft  L 
trk.,  1  hose  wag.,  6  boae  car.,  4  bra.;  boae,  oot, 
rub.  lined,  gd.,  3,800  tt;  f.  aL.  Gamewdl,  16  bx.; 
val.  equip.,  $16,000;  vaL  bldgs.,  $12,000;  exp. 
dept,  $3,010;  tot.  mem.,  27,  pd.  full  time  2,  26 
vol. 

Water  Supply — Src,  mountain,  20  m.  bua.  cent; 
sy!<.,  grav.;  2  res.,  cap.  6,900,000  gala.;  8  puap- 
eng.,  cap.  day,  400,000  gala.;  mains,  wd.,  iron  ft 
Btl.,  7  ni.,  4  to  12  in.  dia.;  67  hvd.;  met.  11: 
pres.,  dom.  60  to  90  lbs.,  f.  125  Iba.;  cona.  day, 
160,000  gals.;  cost,  $260,000;  cost  mtce.,  $2,95S; 
wks.  owned  by  Cc. 

PRESCOTT,  p.  602.  F.  dept — 2  hoae  carta,  1 
hand  c.  ex.,  300  ft.  hose;  bell  al.;  vol. 

Water  Supply — Src,  well,  1  m.  bua.  cent;  lya., 
grav.;  rea.  cap.,  64,129  gala.;  maina,  4  to  6  in. 
dia.;  lb  iiyd.;  pres.,  20  lbs. 

PROSSER,  p.  1,298.  F.  dept — 1  c  eng.,  1 
h.  ft  I.  trk..  2  hose  carts;  hose,  1,400  ft;  f.  aL, 
bell;  tot.  mem.,  46  vol. 

Water  Supply — Src,  Takima  Riv.;  aya.,  grav.  ft 
dir.  pres.;  pump,  eng.,  cap.  700  gala,  min.;  rea.  cap.. 
440,000  gals.;  mama,  1  m.,  6  to  8  in.  dia.;  26 
hyd.;  pres.,  dom.  48  lbs.,  f.  80  Iba. 

PULLMAN,  p.  2,602;  f.  area.  400  a.;  mere 
bldgs.,  bk.,  1  to  8  ator.;  priv.,  wd.,  1  ft  2  ator.; 
wd.  rfs.  not  perm,  in  f.  area;  combt  ord.;  cauaea 
of  f.  inv.  F.  dept — 1  h.  ft  1.  tik.,  6  hoae  car.: 
hoae,  cot,  nib.  lined,  gd.,  2,460  ft;  f.  aL,  bcU  ft 
wh.;  vaL  equip.,  $2,000;  val.  bldga.,  $5,000;  tot. 
mem.,  16  vol. 
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iWater  Supply — Src.,  wells,  ^  m.  bus.  cent.; 
sys.,  pump  to  res.  "&  dxr.;  stdp.  cap.,  70,000  gals., 
mat.  «tL;  res.  cap.,  850,000  gals.;  2  pump,  eng., 
dasB  comp.  dup.,  cap.  day  1,000,000  gals.;  mains, 
6  m.,  4  to  10  in.  dia.;  42  hyd.;  15  v.;  700  met.; 
700  serv.;  pres.,  dom.  &  f.,  100  lbs.;  cons,  day, 
160,000  gals.;  cost,  $60,000;  cost  mtce.,  $5,00U; 
wks.  owned  by  dty. 

PUYALLUP,  p.  4,544;  f.  area,  1,000  a.;  mere, 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  not  perm.;  no  fwks.  &  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 2  c.  eng.,  1  h.  ft  1.  trie.,  2 
hose  car.;  hoae,  cot.,  rub.  lined,  gd.,  1,000  ft; 
f.  al.,  bell  ft  wk;  val.  equip.,  $6,000;  tot.  mem., 
25  vol.;  undrs.  rating,  fourth  class. 

Water  Supply— Src.,  spr.,  2  m.  bus.  cent;  ays., 
grav.;   2  pump.  eng..  class  dup.,  cap.  day   1,500,- 

000  gals.;  mains,  wa.,  0  m.,  2  to  12  in.  dia.;  86 
hyd.;  met,  6;  700  serv.;  pipe,  iron;  pres.,  dom. 
70  lbs.,  f.  70  lbs.;  cons,  day,  400,000  gals.;  wka. 
owned  by  dty. 

QUINCY,  p.  264.  P.  dept — 1  hose  cart,  2  c. 
eng.,   500  ft.  hose;  bell  al.;   vol. 

Watar    Supply — Src,    stdp.,    cap.    80,000    gals.; 

1  pump,  eng.,  cap.  day  67,600  gala.;  6  hyd. 

RAYMOND,  p.  2,460;  mere,  bldgs.,  bk.  ft  wd., 
1  to  8  stor.;  fwks,  ft  combt.  ord.:  causes  of  f. 
inv.  F.  dept— ^  c.  eng.,  1  h.  ft  1.  trk.,  5  hose 
carts,  4,000  ft  hose;  f.  al.,  Oamewell,  4  bz.;  tot 
mem.,    22    voL 

Water  Supply-^rc,  Willapa  Riv.;  sys.,  dir. 
pres.;  res.  cap.,  90,000  gals.;  5  pump,  eng.,  eH>. 
day  1,080,000  gals.;  45  hyd.;  pres.,  dom.  45  to 
70  lbs.,  f.  125  lbs.;  wks.  owned  by  city. 

REARDON,  p.  627.     F.  dept — 1  c.  eng.;  toL 
Water  Supply — ^None  for  f.  pmpoaea. 

RENTON,  p.  8,600.  F.  dept — 1  c.  eng.,  2  oomb. 
c.  ft  h.  wajr.,  4  c  hand  ex.,  10  hose  carts;  bote, 
cot.,  mb.  Uned,  gd.,  4,000  ft;  f.  aL,  telp.;  vaL 
equip.,  $5,000;  tot  mem.,  60  vol. 

Water  Supply — Src.,  spr.,  8  m.  bus.  cent;  rea. 
cap.,  500,000  gala.;  1  pump,  eng.,  class  elec,  cap. 
day  864,000  gals.;  mains,  8  m.,  4  to  14  in.  dia.; 
68  hyd.;  pres.,  dom.  66  lbs.,  f.  86  lbs. 

REPUBUC,  p.  090;  f.  area,  640  a.;  mere, 
bldga.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  1^ 
stor.;  wd.  rfs.  perm,  in  f.  area;  combt  ord.;  causes 
of  f.  inv.  F.  dept — 1  c  eng.,  6  c.  hand  ex.,  1 
h.  ft  1.  trk.,  2  hose  car.;  hose,  cot.,  rub.  Uned,  gd., 
1,250  tt;  f.  al.,  bell  ft  telp.;  vaL  equip.,  $8,026; 
ezp.  dept,  $2,600;  tot  mem.,  80  vol. 

Water  Supply- — Src,  mountain  apr.,  %  m.  bus. 
cent;  sys.,  grav.  ft  pump  to  res.;  atdp.  cap.,  26,- 
000  gals.;  res.  cap.,  146,000  gals.;  1  pump,  enc., 
class  dup.;  mains,  wd.,  1  m.,  6  in.  dia.;  16  hyd.; 
met,  6;  106  serv.;  pres.,  dom.  40  lbs.,  f.  86  to  116 
Iba.;  cons,  day,  86,000  gala.;  cost,  $60,000;  wks. 
owned  by  Go. 

RITZVILLE,  p.  1,869.  F.  dept — 1  e.  eng.,  1 
h  ft  L  tik.,  8  hose  carts;  hoae,  cot.  rub.  lined,  gd., 
1,200  ft;  inf.,  SOO  ft:  tot  hose,  1,600  ft;  t  aL, 
telp.;  tot  mem.,  66  vol. 

Water  Supply — Src.,  weUs,  %  m.  boa.  cent;  C7i-» 
pomp  to  atdp.;  atdp.  cap.,  100,000  gate.;  rca.  cap., 
880,000  gals.;  2  pimnp.  eng.,  daaa  trip.,  fap.  day, 
600,000  gale.;  mains,  iron,  8 ^  m.,  2  to  6  in.  dia.; 
50  hyd.;  498  met;  486  serv.;  pipe,  iron;  pres.,  dom. 
ft  f.  64  Iba.;  cons,  day,  268.000  gals.;  coat.  $110,- 
071;  cost  mtce.,  $8,969;  wka.  owned  by  dty. 

ROCKFORD,  p.  668.  F.  dept — 1  hand  eng.,  1 
hose  cart  1  h.  ft  1.  trk.,  500  ft  hose.  No  org. 
f.   dept. 

Water  Supply — Src,  well,  1  m.  bus.  cent.;  sys., 
grav.;  res.  cap.,  144,812  gals.;  1  pump,  eng.,  cap. 
day  72,000  gals.;  mains,  4  to  8  in.  dia.;  11  hyd.; 
pres.,  f.  66  lbs. 

ROSALIA,  p.  767.  F.  dept — 8  hose  oasts,  1 
h.  ft  1.  trk.,  1,000  ft  hose;  bell  al.;  80  voL 

Water  Supply — Src,  well,  1  m.  bus.  cent.;  sys., 
grav.;  res.  cap.,  840,000  gals.;  2  pump,  eng.,  cap. 
day  144,000  gals.;  mains,  4  to  8  in.  dia.;  28 
hyd.;  pres.,  f.  92  lbs. 

ROSLYN,  p.  8,126;  f.  area,  60  a.;  mere  bldgs., 
stn.,  bk.  ft  wd.,  1  ft  8  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 6  hose  carts,  2 
hoae  sleighs,  1  h.  ft  1.  trk.,  8,000  ft  hose;  bell 
ft  wh.  al.,  10  bx.;  val.  equip.,  $4,000;  val.  bldgs., 
$8,000;  tot  mem.,  60  vol. 

Water  Supply— -Src,  crk.  ft  spr.,  5  m.  bus.  cent.; 


qys.,  grav.;  res.  cap.,  2,360,000  gals.;  2  pump. 
eng.,  class  trip.,  cap.  day  1,776,000  gala.;  mains,. 
Btl.,  10  m.,  2  to  15  in.  dia.;  49  hyd.;  28  v.;  met,. 
86;  960  serv.;  pres.,  dom.  8-5  lbs.,  f.  120  lbs.; 
cost,  $58,000;  cost  mtce.,  $300;  wks.  owned  by* 
city. 

SEATTLE,  p.  287,194;  f.  area,  67.92  sq.  m.;. 
mere  bldgs.,  stn.  ft  bk.,  8  to  16  stor.;  priv.,  bk. 
ft  wd.,  1  to  4  stor.;  wd.  rfs.  not  perm,  in  f.  area;. 
fwks.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 
16  str.,  2  in  reserve,  2  c  eng.,  7  h.  ft  L  trc.,  T 
chiefs  buggies,  1  in  reserve,  8  supply  wag.,  21 
hose  wag.,  8  in  reserve,  7  comb,  c  ft  h.  wag.,  2: 
flreboats,  1  water  tower,  2  auto,  hose  wag.,  •• 
chiefs  auto.,  8  auto.  comb.  c.  ft  h.  wag.,  1  anto.- 
aer.  trk.,  1  auto,  c  eng.,  161  bra.;  hose,  cot,  rub., 
lined,  gd.,  98,179  ft;  f.  aL,  Oamewell,  848  bx.; 
exp.  dept,  $670,600;  tot  mem.,  861,  pd.  full  time. 

Water  Supply — Src,  riv.,  28 H  m.  bua.  cent; 
sys.,  grav.  ft  pump  to  res.,  to  stdp.  ft  dir.;  stdp. 
cap.,  2,000,000  gda.;  ret.  cap.,  270,102,000  gala.; 
6  pump,  eng.,  daas  trip.,  comp.  dup.  ft  centrif., 
cap.  day,  16,760,000  gala.:  mains,  c.  L,  618  m.. 
2  to  64  in.  dia.;  6,064  hyd.;  4,808  v.;  81,58f 
met;  87,918  aenr.;  pres.,  dom.  80  Iba.,  f.  80  t» 
140  lbs.;  con*,  day,  26,000,000  gate.;  cost,  $11,* 
868,000;  coat  mtce.,  $186,602;  wks.  ovroed  by 
dty. 

SEDRO  WOOLLEY,  p.  2,129;  f.  area,  400  a. 
F.  dept — 8  hose  carta,  1  c  eng.;  hose,  1,700  ft; 
bell  al.;  val.  equip.,  $1,000;  vaL  bldga.,  $600;  voL 

Water  Supply — Src,  creek;  qys.,  grav.;  rea.  cap.» 
2,000,000  gals.;  1  stm.  pump,  eng.,  cap.  day 
288,000  gals.;  1  pump,  eng.,  dass  tnp.,  cap.  day 
860,000  gals.;  18  hyd.;  pres.,  dom.  46  lbs.,  f.  7fr 
lbs.;  coat  mtce.,  $1,200;  wka.  owned  by  Oo. 

SHELTON,  p.  1,108.  F.  dept. — 4  hoae  carta, 
1,250  ft  hose;  bell  sL;  16  voL 

Water  Supply — Src,  spr,,  1  m.  bua.  cent;  on* 
grav.;  2  stdp.,  combined  cap.  day  800,000  gala., 
mat  wd.;  mains,  6  to  8  in.  dia.;  21  hyd.;  prea., 
f.  62  lbs. 

SKYK0MI8H,  p.  800.  F.  dept— 2  hose  wag.; 
hose,  cot,  rub.  lined,  gd.,  660  ft;  inf.,  260  ft; 
tot  hoae,  800  ft;  f.  al.,  wh.;  tot  mem.,  12  voL 

Water  Supply— Src,  mountain  atrm.,  1  m.  bus. 
cent;  qys.,  grav.;  rea.  cap.,  180,000  gala.;  mains, 
wd.,  2,400  ft,  6  in.  dia.;  10  hyd.;  prea.,  t  126 
lbs.;  wks.  owned  by  dty. 

SNOHOMISH,  p.  8,244;  f.  area,  640  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  str.,  1  comb, 
c  ft  h.  wag.,  6  c  hand  ex.,  1  hose  wag.,  8  hose 
car..  2  bra.;  hose,  cot,  rub.  lined,  gd..  2,260  ft; 
f.  aL,  bell;  val.  equip.,  $10,600;  vaL  bldga.,  $800; 
exp.  dept,  $270;  tot  mem.,  85  voL 

Water  Supply— Src,  riv.,  1  m.  bus.  cent;  sys., 
grav.  ft  pump  to  res.  ft  dir.;  filtration  sys.,  gravel; 
res.  cap.,  458,600  gals.;  new  res.  cap.,  l.OOO.OOO* 
gals.;  1  elec  pump,  eng.,  cap.  day  1.065,000  gsls.; 
mains,  wd.,  18^  m.,  4  to  12  in.  dia.;  142  hyd.; 
61  v.:  700  aerv.;  pipe,  galv.  i.;  pres.,  dom.  80< 
lbs.,  f.  80  lbs.;  cons,  day,  450,000  gals.;  cost,. 
$66,000;  cost  mtce.,  $6,000;  wks.  owned  by  dty. 

SOUTH  BELLINQHAM,  p.  4,228;  f.  area,  1,000' 
a.;  mere  bldgs.,  wd.,  stn.,  bk.,  1  to  8  stor.;  priv., 
wd.,  1  to  8  stor.;  wd.  rfs.  not  perm.;  fwks.  ft. 
combt  ord.  F.  dept — 1  str.,  1  h.  ft  L  trk.,  1 
aer.  trk.,  4  hose  wag.,  4  hose  car.;  hose,  cot,, 
rub.  lined,  gd.,  4,000  ft.;  rub.,  gd.,  2,000  ft; 
tot  hose,  8.000  ft;  f.  al.,  bell;  val.  equip.,  $10,- 
000;  val.  bldgs.,  $6,000;  exp.  dept,  $600;  tot 
mem.,  60  vol. 

Water  Supply — Src,  lake,  2H  m.  bua.  cent; 
sys.,  grav.;  res.  cap.,  2,000,000  gals.;  maina,  c  L, 
32  m.,  4  to  20  in.  dia.;  61  hyd.;  120  v.;  met,  26; 
1,106  serv.;  pipe,  wd.  ft  iron;  pres.,  dom.  7i6  Iba., 
f.  140  lbs.;  cost,  $200,000;  coat  mtce.,  $10,000; 
wka.  owned  by  Oo. 

SOUTH    BEND,   p.    8,028;    mere    bldgs.,   bk.    ft 
wd.,   1  to  8  stor.;  fwks.  ft  combt.  ord.;  causes  of' 
f.   inv.     F.   dept— 4   hose   carts,   2    c   hand   eng., 
2,200  ft  cot,  rub.  lined,  hose;  tot  mem.,  20  voL 

Water  Supply — Src,  mountain  atr.,  6  m.  bus*, 
cent;  sya.,  grav.;  rea.  cap.,  600,000  gala.;  maina,.. 
wd.  &  iron,  16  m.,  4  to  10  in.  dia.;  19  hyd.;  40 
v.;  530  met;  680  serv.;  pipe,  wd.  ft  iron;  prea.,. 
dom.  ft  f.  70  lbs.;  cons,  day,  850,000  gala.;  oovt,. 
$80,000;  cost  mtce.,  $700;  wks.  owned  by  Co. 


c-392 


FIRE   DEPARTMENTS    AND    WATER    SUPPLY— WASHINGTON. 


SPOKANEt  p.  104,402;  f.  area,  40  aq.  m.;  mere, 
bluffs.,  bk.  &  atn.,  1  to  14  stor.;  priy.,  wd.,  2  Je 
■8  ator.;  wd.  rfs.  not  perm.;  fwka.  &  combt.  ord.; 
•cauaes  of  f.  inv.  F.  dept. — 1  auto.  c.  eng.,  1  auto, 
comb.  c.  k  h.  k  1.  trie.,  7  atr.,  8  comb.  c.  k 
h.  wag.,  1  c  eng.,  2  auto.  h.  k  1.  trie.,  1  h.  A  1. 
irk.,  5  auto,  hose  wag.,  1  hose  wag.,  44  hra. ;  hose, 
cot.,  rub.  lined,  gd.,  35,000  ft.;  f.  al..  Gamewell, 
206  bx.;  val.  equip.,  $226,328;  val.  bidgs.,  $70,- 
000;  exp.  dept.,  $1'92,543;  tot.  mem.  130,  pd 
full  time. 

Watar  Supply — Src,  8  wella  k  riv.,  6  m.  boa. 
oent.;  aya.,  pump  to  rea.,  to  atdp.  k  dir.;  6  stdpa., 
combined  cap.  2,100,000  gala.,  dim.  80  x  70,  loc 
on  hill  aouth  part  of  city,  mat.  atl.;  2  rea.,  cap. 
41,500,000  gala.;  16  pump,  eng.,  daaa  dup.,  cap. 
day  84,000,000  gala.;  maina,  c  i.  k  kalameiii,  870 
m.,  4  to  30  in.  dia.;  2,136  hyd.;  2,766  v.;  7,700 
met.;  80,000  aerv.;  pipe,  galv.  L;  prea.,  dom.  80 
Iba.,  f.  100  Iba.;  cons,  day,  80,000,000  gala.;  coat, 
$4,600,000;  coat  mtce.,  $160,800;  wka.  owned  by 
city. 

8PRAQUE,  p.  1,110;  mere,  bldga.,  wd.,  2  ator.; 
piiy.,  aame;  wd.  rfs.  not  perm,  in  f.  limita;  fwka. 
o^.  F.  dept. — 2  hose  carta,  1  c.  ex.;  hoae,  rub., 
M..  800  ft.;  cot.,  700  ft.;  tot.  hoae,  1,000  ft.; 
bfU  al.;  val.  equip.,  $8,800;  vaL  bldga*,  |7,000; 
tot.   mem.,   75   vol. 

Water  Supply — Src,  well,  2  blocks  bus.  cent.; 
ay's.,  grav.  k  pump  dir.;  res.  cap.,  260,000  gals.; 
2  pump,  eng.,  cap.  day  1,116,000  gals.;  maina, 
wd.,  8  m.,  4  to  10  in.  dia.;  36  hyd.;  18  v.;  216 
aerr.;  pres.,  dom.  65  lbs.,  f.  80  lbs.;  cost,  $20,- 
000;  cost  mtce.,  $2,400;  wks.  owned  by  city  &  Co. 

.SPRINQDALE,  p.  251;  mere,  bldga.,  bk.  k  wd., 
l"  k  2  stor.;  priv.,  wd.,  1  k  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  no  fwka.  k  combt.  ord.;  cauaes 
of  f.  inv.  F.  dept. — 1  hand  c.  eng.,  100  ft.  hose; 
<vol. 

'  Wkit^  Supply — Src,  creek;  ays.,  |rrav.;  atdp. 
•cap.,  10,000  gals.;  1  pump,  eng.;  mams,  2  to  4 
in.  dia.;  2  hyd.;  prea.,  dom.  29  Iba. 

STANWOOO,  p.  544.  F.  dept. — 1  hose  cart,  1 
•est.  ladder,  1,000  ft.  hose;  bell  al.  No  org.  f. 
•dept. 

Watar  Supply — Src,  riv.,  1  m.  bua.  cent;  aya., 
■dir.  prea.;  2  pump,  eng.,  cap.  day  860.000  gala.; 
trains,   6   in.   dia.;   8  hyd.    ;  wka.  owned   by  city. 

STEVENSON,  p.  500.  F.  dept.— 1  hose  cart, 
1  c.  eng.,  500  ft.  hoae;  f.  al.,  bell;  tot.  mem.,  20 
vol. 

Wata/  Supply — Src,  mountain  atrm.;  sys.,  grav.; 
rea.  cap.,  5,000  gala.;  maina,  7,600  ft.,  4  in.  dia.; 
10  hyd.;  pres.,  dom.  60  lbs.,  f.  123  lbs.;  wks. 
owned  by  city. 

SULTAN,  p.  600.  F.  dept. — 2  hose  carts;  hose, 
•cot,  rub.  lined,  gd.,  1,000  ft;  f.  al.,  bell;  tot 
cnem.,  86  voL 

Water  Supply — Src,  spr.,  5  m.  bus.  cent;  sya., 
^av.;  rea.  cap.,  101,000  gala.;  maina,  8  m.,  2 
to  6  in.  dia.;  16  hyd.;  pres.,  dom.  100  lbs.;  f. 
125  lbs.;  wka.  owned  by  city. 

SUMA<S,  p.  002;  mere  bldga.,  bk.  k  wd.,  1  to 
S  stor.;  priv.,  wd.,  I  k  2  stor.;  wd.  rfa.  perm, 
in  f.  area;  no  fwka.  k  combt.  ord.;  cauaes  of  f. 
inv.  F.  dept. — 1  hand  hose  cart,  600  ft  hoae; 
f.  al.,  bell;  tot  mem.,  20  vol. 

Water  Supply — Src.  wells;  aya.,  grav.;  rea.  cap., 
150,000  gals.;  1  pump,  eng.;  mains,  4  to  6  in. 
dia.;  10  hyd,;   10  v.;  pres.,  dom.  68  Iba. 

SUMNER,  p.  892;  bIdgs.,  wd.,  2  stor.;  wd.  rfs. 
perm.;  no  f.   dept.;  undrs.  rating,  fourth  claaa. 

Water  Supply — Src,  spr.;  sys.,  grav.  to  k  from 
res.;  res.  cap..  30,000  gals.;  maina,  6  m.,  2  to  4 
in.  dia.;  2  hyd.;  600  serv.;  prea.,  dom.  50  Iba., 
f.  85  lbs.;  wks.  owned  by  Co.;  cost,  $10,000;  cost 
mtce.,  $700. 

SUNNVsIOE,  p.  1,379;  mere  bldga.,  bk.  k  wd., 
1  to  3  stor.;  fwks.  k  combt.  ord.;  cauaes  of  f. 
inv.  F.  dept. — 1  hose  wag.,  1  hand  c.  eng.,  1,500 
ft-  cot.,  rub.  lined,  hose;  f.  al..  bell;  tot.  mem.,  14 
vol. 

Water  Supply — Src,  well;  sys.,  grav.;  rea.  cap., 
2.''>0.000  gals.;  1  elec  pump,  erg.,  cap.  da>'  28^,- 
000  gals.;  mains,  wd.,  5%  m.,  4  to  8  in.  dia.; 
23  hyd.;  16  v.;  400  met;  400  serv.;  prea,,  dom. 
40  lbs.,  f.  80  lbs.;  wks.  owned  by  city. 

TACOMA,  p.  82,972;  f.  area,  48  sq.  m.;  mere 
bldga.,  stn.,  bk.,  cem.  k  wd.,  1  to  16  stor.;  priv., 
wd.,    2    stor.;    wd.    rfs.    perm,    in    f.    area;    combt 


ord.;  cauaea  of  f.  inv.  F.  dept — 10  atr.,  1  c 
eng.,  1  auto,  c  eng.,  1  auto,  hoae  wag.,  8  auto, 
comb.  c.  k  b.  wag.,  1  auto.  aer.  trie,  1  aer.  trk., 
20  c  hand  ex.,  10  hoae  wag.,  8  hoae  carta.,  59  hra.; 
hoae,  cot,  rub.  lined,  gd.,  86,000  ft:  c,  1,000  ft; 
tot.  hoae,  87,900  ft;  f.  al.,  Gamewell,  138  bx.,  85 
auxiliary  bx.,  75  Stan:  dec  bx.;  vaiL  equip.,  $216,- 
271;  vaL  bldga.,  $226,7.81;  exp.  dept.  $228,790; 
tor.  mem.,  181,  pd.  full  time. 

Watar  Supply — Src,  creek,  8%  m.  bua.  cent; 
aya.,  grav.;  5  res.,  combined  cap.,  23,145.000  gala.; 
pump  to  rea.  k  stdp.;  8  etdpa.,  combined  cap. 
1,165,000  gals.;  9  pump,  eng.,  cap.  day  16,545,000 
gala.;  mains,  wrt  k  c  L.  250.8  m.,  2  to  80  in. 
dia.;  1,317  hyd.;  1,843  met;  14,460  aerr.;  1,154 
v.;  pipe,  galv.  i.;  pres.,  40  to  65  Iba.;  cona.  day, 
15,000,000  gala.;  coat  $2,000,000;  cost  mtoe:, 
$243,972;  wks.  owned  by  city. 

TEKOA,  p.  1,694.  F.  dept— 1  h.  &  L  tik..  6 
hoae  wag.;  hoae,  cot,  rub.  lined,  gd.,  1,150  ft; 
rub.,  gd.,  200  ft.;  ini.,  200  ft:  to;.  ho«e,  1,5^0 
ft:  f.  aL,  telp.;  vaL  equip.,  82,000:  voL 

Watar  Supply — Src,  arteaian  widla;  aja.,  grav. 
k  dir.  prea.,  res.  cap.  400,000  gals.;  2  pumps;  34 
hyd.;  li  v.:  maina,  kalamein,  4  to  8  in.  dia.;  coat 
$10,500;  wka.  owned  by  city. 

TENINO,  p.  1,000.  F.  dept. — 2  c.  eng.,  2  hand 
hose  carta;  hoae,  cot,  rub.  lined,  gd.,  1,000  ft; 
tot  mem.,  40  vol. 

Watar  Supply — Src,  well,  1  m.  bua.  cent;  aya., 
grav.;  res.  cap.,  700,000  gala.;  1  pump,  eng.,  etp. 
day  190,080  gala.;  maina,  8  m.,  6  to  8  in.  dia.; 
prea..  dom.  58  to  82  lbs.,  f.  100  U>a.;  wka.  owned 
by  city. 

TOPPENISH,  p.  1,598;  mere  bldga.,  bk.,  atn. 
k  wd.,  1  to  8  ator.;  priv.,  bk.  k  wd.,  1  k  t  ator.; 
wd.  rfs.  not  perm,  in  f.  area;  fwka.  k  oombt.  ordL; 
causes  of  f.  inv.  F.  dept — 1  atr.,  1  c  eng.,  3 
hoae  carta;  hoae,  cot,  rub.  lined,  gd.,  1,460  ft;  f. 
al.,  telp.  k  bell;  tot  mem.,  24  voL,  pd.  $2  eadi 
on  call. 

Watar  Supply— dre,  well,  %i  m.  boa.  eent;  aya., 
dir.  prea.;  atdp.  cap.,  18,000  gala^  mst  ML;  2 
elee  pump,  eng.,  cap.  day,  800,^00  nla.;  maina, 
wd.  k  iron,  7  dl,  4  to  8  in.  dia.;  46  oyd.;  10  v.; 
275  met;  275  serv.;  pres.,  dom.  45  lbs.,  f.  90  lb«.; 
cona.  day,  226,000  gala.;  coat  mtoe.,  $5,000;  wka. 
owned  by  city. 

UNIONTOWN,  p.  426.  F.  dept— 1  hoae  cart 
600   ft.   hose;   bell  al.     No  org.   f.   dept 

Watar  Supply — Src,  well,  1  m.  boa.  cent;  sy^^. 
grav.;  res.  cap.,  162,592  gala.;  pmnp.  eng.,  cap. 
day  288,000  gala.;  maina,  6  in.  dia.;  14  hj6,: 
prea.,    f.    45   Iba. 

VANCOUVER,  p.  9,300;  f.  area,  SO  a.;  men.  bldga.. 
wd.,  bk.,  atn.,  2^8  ator.;  wd.  rfa.  not  perm.; 
fwks.  k  combt.  ord.  F.  dept — 2  atr.,  1  auto, 
comb,  e  ft  h.  wag.  ft  h.  ft  L  trie,  1  eomb.  h.  ft  1. 
wag.,  1  hoae  wag,  1  hose  cart,  5  hn.;  hoae,  rab., 
gd.,  8,700  ft;  f.  al..  telp.;  vaL  equip..  $18,800; 
vat  bldga.,  $2,000;  exp.  dept,  $8,000;  tot  men. 
52,  pd.  full  time  4,  voL  48. 

Water  Supply — Src,  apr.,  6  m.  eaat  boa.  cent; 
aya.,  grav.  ft  dir.;  8  res.,  cap.  1,107,600,  800,000 
ft  180,000  gala.;  3  pump,  eng.,  cap.  day,  2,600,000 
gala.;  4  pumpa,  cap.  500,000  gala.;  mains,  atL  ft 
wd.,  67  m.,  2  to  12  in.  dia.;  116  b^d.;  800  aerv.; 
pipe,  galv.  i.;  prea.,  dom.  66  Iba.,  L  125  Ib&; 
cost,  $260,000;  wka.  owned  by  Co. 

WAITSBURQ,  p.  1,237;  f.  area,  10  a.;  mere, 
bldga.,  wd.,  bk.,  stn.,  2  ator.;  priv.,  wd.,  2  ator.; 
wd.  rfa.  not  perm.;  fwka.  ft  oombt  ord.  F.  dept — 
8  hose  carta,  h.  ft  1.;  hoae,  cot,  rub.  lined,  gd.. 
850  ft.;  f  al,  bell;  val.  equip.,  $2,000;  val.  bldgs.. 
$500;  tot.  mem.,  85  voL 

Water  Supply — Src,  riv.  ft  spr.,  3  m.  bus. 
cent;  aya.,  grav.  ft  pump  to  rea.;  rea.  cap.,  500.- 
000  gals.;  8  pump,  eng.,  cap  day  400,000  gal^; 
mains,  stl.  ft  wd..  6  m.,  4  to  8  in.  dia.;  35  hyd.; 
24  v.;  275  met;  300  aerv.;  prea.,  dom.  ft  t,  6«» 
lbs.;  cons,  day,  100,000  gals.;  cost,  $60,000;  cost 
mtce.,  $2,000;  wks.  owned  by  city. 

WALLA  WALLA,  p.  19,864;  f.  area.  20  a.; 
mere  bldga.,  bk.,  1  to  4  ator.;  priv.,  wd*.  S  ator.; 
wd.  rfa.  not  perm,  in  t  area;  combt  onL;  oaoaei 
of  f.  inv.  F.  dept. — 1  auto.  comb,  e  Jfe  b.  wag.* 
2  atr.,  1  c  eng.,  6  e  hand  ex.,  1  h.  4fc  L  trk.,  1 
comb,  c  ft  h.  wag.,  2  hoae  car.,  12  hra.;  hoae, 
cot,  rub.  lined,  gd.,  6,160  ft.;  f.  aL,  GaaacwdU 
52  bx.;  vaL  equip.,  $86,000;  val.  bldga.,  $33,000; 
exp.  dept,  $81,000;  tot  mem.  22.  pd.  fall  tiaiCL 
Watar  Supply — Src.  apr.,  16  m.  bus.  cent;  aya.. 
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grav.,  pump  to  res.  k  ftdp.;  stdp.  cap.,  07,000 
gals.;  mat.,  wd.  k  stl.;  rea.  cap.,  8,000,000  gala.; 
8  pump,  eng.,  cap.  day  1,000,000  gals.;  mains, 
kal.,  SO  m.,  2  to  20  in.  dia.;  287  hvd.:  met.,  10-5; 
2,715  serv.;  pipe,  galv.  i.;  pres.,  dom.  12  to  85 
lbs.,  f.  80  lbs.;  cost,  f 000,000;  cost  mtce.,  $6,000; 
wks.  owned  by  city. 

WAPATO,  p.  400;  f.  area,  160  a.;  mere,  bldgs., 
bk.,  stn.  k  wd.,  1  jc  2  stor.;  priv.,  wd.,  2  stor.; 
wd.  lis.  not  perm,  in  i.  area;  fwks.  k  combt,  ord.; 
causes  of  I.  inv.  F.  dept. — 1  str.,  c.  hand  ex.,  1 
hose  wag.,  2  hose  reels;  hose,  cot.,  rub.  lined,  gd., 
2.000  ft.;  inf..  200  ft.;  tot.  hose,  2,200  ft.;  f.  al., 
bell;  Tal.  equip.,  $6,000;  val.  bldgs.,  $8,000;  tot 
mem.  10,  pd.  part  time. 

Water  Supply — Src,  well,  1^  blocks  bus.  cent.; 
sys.,  grav.;  stdp.  cap.,  85,000  gals.,  dim.  20  x 
15;  mat.,  wd.;  1  pump,  eng.,  class  trip.,  cap.  day 
200,000  gals.;  mains,  wd.,  8%  m.,  4  to  10  in.  dia.; 
27  hyd.;  47  ▼.;  met.,  SO;  pres.,  dom.  27  lbs.,  f. 
60  lbs.;  cons,  day,  1,000  gals.;  cost,  $17,000; 
cost  mtce.,  $200;  wks.  owned  by  city. 

WASHOUQAL,  p.  466.  F.  dept— 1  hose  cart, 
500  ft  hose;  f.  al.,  bell;  15  vol. 

Water  Supply — Src,  well,  1  m.  bus.  cent.;  uy*,, 
grav.  k  dir.  pres.;  stdp.  cap.,  67,566  gals.;  mat, 
wd.;  2  pump,  eng.,  cap.  day  506,000  gals.;  mains, 
4  to  6  in.  dia.;  24  hyd. 

WASHTUCNA,  p.   800.     F.  dept— 1  hose  cart, 

1  h.  ft  1.  trk.,  560  ft  hose;  f.  al.,  bell;  25  vol. 
Water    Supply — 6rc.,    spr.,     %     m.    bus.    cent; 

sys.,  grav.;  res.  cap.,  274,500  gals.;  pump,  eng., 
cap.  day  180,000  gals.;  mains,  wd.,  3^  m.,  4  to 
8  in.  dia.:  8  hvd.;  5  met;  87  serv.;  pres.,  dom. 
45  lbs.,  f.,  65'  to  70  lbs.;  cost,  $20,380;  cost 
mtce.,  $75;  wks.  owned  by  City. 

WATERVILLE.   p.    1,000.     F.   dept— 1    c  eng., 

2  hose  carts,  1  h.  ft  1.  trk.;  hose,  cot,  rub.  lined, 
gd.,  1,150  ft;  f.  al.,  bell  ft  wh.;  tot  mem.,  80  vol. 

Water  Supply — ^Src,  spr.  ft  well,  4\^  m.  bus. 
cent;  sys.,  grav.;  stdp.  cap.,  130,000  gals.;  2 
pump,  eng.,  comb.  cap.  day  180,000  gals.;  mains, 
0  m.,  4  to  8  in.  dia.;  19  hyd.;  240  met;  pres., 
dom.  ft  f.,  50  lbs.;  coat,  $38,868;  cost  mtce..  $946; 
wks.  owned  by  city. 

WENATCHEE,  p.  4,050;  f.  area,  1,050  a.;  mere, 
bldgs.,  bk.,  stn.,  cone,  ft  wd.,  1  to  4  stor.;  priv., 
bk.,  stn.,  oonc.  ft  wd.,  1  to  8  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept— 1  auto.  comb.  c.  ft  h.  wag.,  S  e. 
hand  ex.,  1  c.  eng..  1  h.  ft  I.  trk.,  2  hose  car.,  4 
hn.;  hose,  rub.  lined,  gd..  2,660  ft;  f.  aL,  telpu  ft 
Gsmewell;  vaL  equip.,  $10,000;  exp.  dept,  $4,000; 
tot  mem.,  48,  pa.  full  time  8,  voL  40;  undra.  rat- 
ing,  third  ckss. 


Water  Supply — Src.,  riv.,  %  m,  bus.  cent;  sys., 
gniT.;  tm,  eap.,  1,064,^00  gali.;  2  pmnp.  sng., 
daw  trip.*  MP-  day.  S.600.00O  gala.;  nafni.  wd. 
ft  sa,  IS  Du,  1  to  i«  to.  dia.;  109  hyd.;  ll»6  v.; 
met,  411;  l,tlO  mtt.;  iiipe,  g«l?.  L;  pres.,  dom. 
SO  to  60  lbs.,  t  60  to  110  Ihc;  cona.  dur.  878,- 
&48  gals.;  coat,  $188,604;  cost  mtce.,  $8,768;  was. 
owned  by  dAj, 

WHITE  SALMON,  p.  682;  f.  area,  SO  a.  P. 
dept — 1  c  eng.,  2  c.  hand  ex.,  ladders.,  buckets, 
ftc,  200  ft.  rub.  hose;  f.  aL,  bell;  vaL  equip.,  $600; 
exp.  dept,  $25;  vol. 

Water  Supply— Src.,  spr. 

WILBUR,  n.  767.  F.  dept— 8  hose  carta,  1,200 
ft.  hose;  f.  al.,  bell;  20  vol. 

Water  Supply — Src,  spr.,  1  m.  bos.  cent;  sys., 
grav.  ft  dir.  pres.;  res.  cap.,  200,000  gala.;  2 
pump,  eng.,  combined  oap.  day,  262.000  jali.-; 
mains,  4  to  6  in.  dia.;  80  hyd.;  pres.,  1  60  lbs. 

WILSON  CREEK,  p.  406.  F.  dept— 1  hosa 
cart.,  1  c.  tk.,  760  ft  hose;  f.  al.,  beU;  16  vol. 

Water  Supply — Src,  well,  %  m.  bus.  cent.;  sys., 
grav.;  res.  cap.,  180,000  gals.;  2  pump,  eng.,  cap. 
day  800,000  gals.;  mains,  c.  i.  ft  wd.,  2^  m.,  4 
to  8  in.  dia.:  14  hyd.;  15  v.;  55  met;  112  serv.; 
pres.,  f.,  52H  Ihs.;  cons,  day,  65,000  gals.;  cost, 
$20,000;    wks.    owned    by    city. 

WINLOCK,  p.  1,400;  f.  area,  40  a.  P.  dept.— 
2  hose  carts,  1  c.  hand  ex.,  500  ft  hose;  val. 
equip.,  $1,500;  val.  bldgs.,  $8,500;  exp.  dept, 
$500;   tot.   mem.   16,  pd.   part  time. 

Water  Supply — Src.,  weHs,  in  bus.  cent.;  sys., 
grav.;  5  pump,  eng.;  15  hyd.;  mains,  2,500  ft; 
pres.,  dom.  ft  f.,  65  lbs.;  cost,  $10,000;  wks. 
owned  by  priv.  Co. 

WOODLAND,  p.  400.  F.  dept — 1  e.  ang., 
2  hose  carts;  hose,  cot,  rub.  lined,  gd.,  1,000  ft; 
f.  al.,  bell;  tot.  mem.,  25;  pd.  50  centa  per  caU. 

Water  Supply — Src.,  Levds  River,  8,600  ft  buk. 
cent;  sys.,  grav.  ft  dir.  prea.;  res.  cap.,  200,000 
gala.;  1  pump,  eng.,  cap.  180  gala,  min.;  mains, 
wd.  stave,  4  to  8  in.  dia.;  24  nyd.;  10  v.;  wka. 
owned  by  municipality. 

YACOLT,  p.  400.  P.  dept. — 1  hand  hose  cart; 
hose  cot.,  rub.  lined,  gd.,  600  ft;  tot  mem^, 
18  vol. 

Water  Supply — Src,  mountain  strm.,  2  m.  bus. 
cent;  sys.,  grav.;  mains,  1  m.,  ?  to  4  in.  dia.;  6 
hyd.;  prea.,  dom.  86  to  60  Iba.,  f.  112  Iba.;  wka. 
owned  by  dty. 

Placea  with  a  population  of  1.000  or  more  not 
reported — Brighton,  Burlington,  Stellaooom,  Wilka- 
ton. 
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AMOS,  p.  1,000;  mere  bldgs.,  wd.,  2  ft  8  star. 
F.  dept. — 1  hose  reel;  hose,  oot.  Jacket,  900  ft; 
▼ol. 

Water  Supply — Src,  2  drilled  wells;  sys.,  grav.; 
res.  cap.,  08,750  gala.,  size  10  x  41,  loc.  on  hill- 
side; 1  pump,  dass  dup.,  cap.  day  06,000  gala.; 
mains,  1%  m.,  4  to  6  in.  dia.;  17  hyd. 

BELINQTON,  p.  1,481.  F.  dept — 1  hose  wag.; 
hose,  cot,  rub.  lined,  gd.,  800  ft;  f.  aL,  wh.; 
tot.  mem.,  40  vol. 

Water  Supply — Src,  mountain  spr.  ft  res.;  sys., 
grav.  ft  dir.;  res.  cap.,  1,800,000  gals.,  loc  192 
ft  above  street  grade;  1  pump;  maina,  6  m.,  4  to  8 
in.  dia.;  88  hyd.;  pres.,  dom.  100  lbs.,  f.  100  lbs. 

BENTWOOD,  p.  7,000.  F.  dept. — 2  comb,  c 
ft  h.  wag.,  20  c  hand  ex.,  8  hand  hose  reels,  2 
c.  wag.,  8  hrs.,  8,800  ft  hose;  f.  al.,  Gamewell, 
18  bx.  ft  bell;  tot  mem.  98,  vol.  90  ft  8  pd.  men. 

Water  Supply — Src,  riv.,  1  m.  bus.  cent;  sya., 
pump  dir.;  res.  cap.,  600.000  gala.;  4  pump,  eng., 
class  comp.  dup.,  cap.  day  10,000,000  gals.;  maina, 
c.  L,  7  m.,  4  to  12  in.  dia.;  86  hyd.;  prea.,  dom. 
85  to  100  lbs.,  f.  110  lbs.;  cons,  day  600,000 
gals.;  wks.  ovraed  by  priv.  Co. 

BERKELEY  SPRINGS,  p.  864;  f.  area,  86  a.; 
mere,    bldgs.,    bk.    ft    wd.,    2    stor.;    priv..    wd.,    2 


stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept — 1  h.  ft  L  trit.,  8  hose  carta, 
buckets,  ladders,  axes,  ftc,  1  hose  car.;  hose,  cot, 
rub.  lined,  gd..  800  ft.;  val.  equip.,  $1,000;  exp. 
4ept.,  $50;  tot  mem.,  81  voL 

Water  Supply— Src,  spr.,  in  bus.  cent;  sys., 
dir.  pres.;  ires,  cap.,  5,000  gals.;  wks.  owned  by 
priv.  party. 

BLUEFIELD,  p.  11,188;  f.  area,  700  a.;  mere 
bldgs.,  bk.  ft  w<L,  2  to  4  stor.;  priv.,  wd..  2  ft  4 
stor.;  fwks.  ft  combt  ord.;  cauaes  of  1  mv.  F. 
dept. — 1  comb,  c  ft  b.  wag.,  1  hose  wag.,  1 
hose  cart;  Ihoee,  cot.,  rub.  lined,  gd,,  4,000  ft; 
rub.,  gd.,  i500  ft:  tot  hosev  4,500  ft;  f.  al., 
Gamewell,  27  bx.;  val.  equip.,  $20,000;  val.  bldgs., 
$6,000;  exp.  dept,  $10,000;  tot  mem.,  12,  4  pd. 
men,  S  voL;  undrs.  rating,  seoond  class. 

Water  Supply— Src,  spr.;   m,,  !«▼.♦  pmnp  to- 


Btdp.;  stdp.  cap.,  260,000  gala.,  dim.  86  z  86; 
res.  cap.,  12,000,000  gala.,  loc  6  m.  ewt  towna; 
2  pump,  eng.,  daaa  comp.  dup.,  cap.  day  1,800,000* 
gals.;  mains,  c  L,  26%  m.,  8  to  10  in.  dia.;  80- 
hyd.;  88  v.;  met,  80;  1,100  serv.;  pres.,  dom.  25 
to  70  lbs.,  f.  46  to  100  Iba.;  cons,  day,  1,000,000> 
gala.;  cost  $180,000;  wks.  owned  by  Co. 

BRAMWELL,  p.  1,458.     P.  dept— 2  hose  reda-,. 
hose,  rub.,  1,000  ft;  f.  aL,  bella;  voL 
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WaUr  Supply — Src.,  natural  spr.;  aya.,  grav.; 
Tea.  cap.,  18,000,000  gala.,  loc.  in  valley  244  ft. 
above  atreet  grade;  maioa,  4  in.;  10  hyd.;  prea., 
f.  100  Iba. 

BUCKHANNON,  p.  2.225;  f.  area,  100  a.;  mere 
bldgs.,  wd.,  bk..  2  stor.;  priv.,  wd.  A  bk.,  1  ft  2 
rator.;  wd.  rfa.  perm.;  fwka.  k  combt.  ord.  F.  dept. — 
1  h.  ft  1.  trk.,  4  hose  reels,  10  ladders;  hoee.  cot., 
rub.  lined,  gd..  1.600  ft.;  f.  al.,  bell;  val.  equip., 
$400;  val.  bldga.,  $60;  tot.  mem.,  66  vol. 

Waiar  Supply — Src.,  riv.,  1  m.  bus.  cent.;  ays., 
pump  dir.;  xes.  cap.,  219,000  gals.;  2  pump,  eng., 
claaa  dup.,  cap.  day,  1,200,000  gala.;  mains,  10  m., 
.2  to  8  in.  dia.;  58  hyd.;  600  eerv.;  pros.,  dom.  ft 
f.  90  lbs.;  cons,  day,  500,000  gals.;  cost,  $53,000; 
wka.  owned  by  priv.   corpn. 

CAIRO,  p.  068;  mere  bldga.,  bk.  ft  wd.,  1  to 
J  ator.;  priv.,  bk.  ft  wd.,  2  stor.;  wd.  rfa.  perm, 
in  f.  area;  combt.  ord.;  cauaea  of  f.  Inv.  P.  dept. — 
1  hoee  wag.,  1  hose  car.;  hoee,  cot.,  rub.  lined, 
•gd..  600  ft.;  f.  al.,  bell;  tot.  mem.,  40  vol. 

Water  Supply — Src,  spr.,  860  ft.  bua.  cent.; 
aya.,  pump  to  rea.;  rea.  cap.,  2.400  bbla.;  pump. 
«ng.,  class  dup.,  cap.  day  1.500  bbla.;  maina,  c  ft 
wrt.  I..  4,600  ft.,  4  in  dia.;  16  hyd.;  prea.,  dom. 
SO  Iba.,  f.  80  Iba.;  cona.  day.  200  bbla.:  coat, 
■$7,000;   cost  mtce..  $400;  wks.  owned  by  city. 

CAMERON,  p.  1,660.  F.  dept. — 2  c.  band  ex.,  2 
i»osc  reels,  1  h.  ft  1.  trk.;  hose,  cot.,  rub.  lined,  gfd., 
«450  ft.;  f.  al.,  wh.;  val.  equip.,  $3,000;  val.  bldgs., 
$15,000;   tot.   mem.,   100   vol. 

Water  Supply — Src,  wella;  aya..  pump  dir.;  rea. 
«ap.,  160,000  gals.,  loc.  200  ft.  above  main  atreet; 
1  pump,  eng.,  class  trip.,  cap.  day  426,000  gals.; 
maina,  2H  m.,  4  to  8  in.  dia.;  prea.,  dom.  110 
Iba..  f.  126  lbs. 

CENTRAL  CITY,  p.  8,000;  mere  bldga.,  bk.  ft 
iwd.,  2  stor.;  priv..  wd.,  1  ft  2  stor.;  wd.  rfa. 
'perm.;  fwka.  ft  combt.  ord.;  cauaea  of  f.  inv.  F. 
Klept. — 3  hose  reels;  hose,  rub.,  gd.,  1,600  ft.;  f. 
.al.,  wh.;  tot.  mem.,  24  vol. 

Watar  Supply — Src,  iiuntington  waterwka.;  aya., 
*grav.;  mains.  3  m..  6  ft  8  in.  dia.;  42  hyd.;  prea., 
100  lbs. 

CEREDO,  p.  1,215.  F.  dept. — 8  c.  band  ex., 
^  laddera,  1  hose  cart;  boae,  cot.  Jacket,  600  ft; 
i.  al.,  bell;  tot.  mem.,  26  vol. 

Watar  Supply — Src,  deep  wells;  aya.,  grav.;  rea. 

<cap..  271,000  gals.,  situated  192  ft.  above  grade; 

1    pump,    eng.,    claaa   trip.,    cap.    min.,    167    gala.; 

anaina,   2    m.,   4   to  8   in.  dia.;    21   hyd.;   prea.,  f. 

.80  lbs. 

CHARLESTON,  p.  22,996;  f.  area,  6%  aq.  m.; 
mere  bldgs.,  bk.  ft  stn.,  3  to  12  stor.;  frame  ft 
iron-dad  oldga.  not  perm,  in  f.  area;  fwka.  ft 
combt.  ord.  F.  dept. — 8  sir.,  2  comb,  c  ft  h. 
wag.,  1  c  eng.,  1  aer.  trk.,  12  c  hand  ex.,  1  h. 
ft  1.  trk.,  8  hoee  wag.,  1  chief's  auto.,  12  hra.; 
hoee,  cot,  rub.  lined,  gd.,  6,000  ft;  rub.,  gd., 
200  ft.;  tot  hoae,  6,200  ft.;  f.  al.,  Oamewell,  29 
bz.;  tot  mem.  26,  pd.  full  time. 

Water  Supply — Src,  Elk  riv.,  1  m.  bua.  cent; 
aya.,  pump  to  rea.  ft  dir.;  res.  cap.,  8,000,000 
gale.,  loc.  south  of  pump,  station  on  ele>"8tion;  8 
pump,  eng.,  class  comp.,  cap.  day  30,504,800  er&ls.; 
mains.-  kalamein  ft  c.  i.,,  45  m.,  3  to  20  in.  dia.; 
180    hyd.;    405    v.:    met.,    200;    3.500    sen.;    pipe, 

Slv.  i.;  prea.,  dom.  76  Iba.,  f.  120  lbs.;  cona. 
y.  8,6'93,000  gals.;  cost,  $200,000;  coat  mtce., 
$25,000;  wks.  owned  by  Co. 

CHARLESTOWN,  p.  2.662;  f.  area,  800  a.;  mere 
bldga.,  bk.  ft  stn.,  2  ft  8  stor.;  priv.,  wd.  ft  bk.,  2 
ator.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt.  ord- 
f.  dept. — 2  str..  10  c  hand  ex.,  1  auto.  comb,  hose 
wag.,  1  aer.  trk.,  1  squad  auto,  with  c.  tank  (in 
rcsene),  1  chief's  bugjo",  1  supply  wag.,  2  hose 
wag.  (2  in  reserve),  8  hre.;  hose,  cot.,  rub.  lined, 
d.,  5,510  ft;  f.  al.,  Gamewcll,  29  bx.;  val.  bldgs., 
25.000;    exp.   dept,   $1,250;    tot    mem.,    150    vol. 

Water  Supply — Src.  spr.,  %  m.  bua.  cent.;  ^ya., 
pump  to  stdp. ;  stdp.  cap.,  200,000  gala.;  mat, 
stl.;  3  pump,  eng.,  cap.  day  800,000  gals.;  mains, 
iron,  7  m.,  2  to  6  in.  dia.;  25  hyd.;  450  serv.; 
pipe,  galv.  i.;  pres.,  dom.  50  lbs.,  f.  50  lbs.;  cona. 
day,  150,000  gals.;  cost  $90,000;  coat  mtce, 
$5*000;  wks.  owned  by  priv.  Co. 

CHESTER,  p.  8,184;  mere  bldga.,  bk.  ft  wd., 
f  stor.  F.  dept. — 4  hose  reels,  1  comb.  c.  ft  h. 
wag.,   2   c.   hand  ex..    1    h.   ft  1.   trk.,   2   hrs.;  hose. 
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cot,  rub.  lined,  gd.,  1,000  ft.;  rub.,  gd.,  200  ft; 
tot  hoae,  1,200  ft;  f.  al.,  elec.  ft  bell,  10  bx.; 
vsl.  equip.,  $2,500;  val.  bldga.,  $1,600;  exp.  dept, 
$600;   tot   mem..   24   vol. 

Water  Supply — Src,  Ohio  riv.;  aya.,  pomp  to 
rea.  ft  dir.;  rea.  cap.,  1,500,000  gala.,  elevated  560 
ft.;  1  pump,  eng.,  cap.  1,200,000  gala,  day:  mains, 
5  m..  4  ft  6  in.  dia.;  18  hyd.;  prea.,  dom.  ft  L 
120  Iba.;  coat.  $76,000;  wka.  owned  by  Co. 

CLARKSBURG,  p.  9,201;  f.  area,  500  a.;  mere 
bldga.,  bk.,  1  to  7  ator.;  priv.,  wd.,  1  ft  2  ator.; 
wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft  oombt.  ord.; 
cauaes  of  f.  inv.  F.  dept. — 1  atr.,  1  comb,  c  ft 
h.  wag.,  8  c  hand  ex.,  1  hoae  wag«.  2  bra.;  boae, 
cot.,  rub.  lined,  gd.,  2,000  ft;  f.  aL,  wh.:  vaL 
equip.,  $2,600;  val.  bldga.,  $2,600;  exp.  dept^ 
$4,000;  tot.  mem.  60,  pd.  full  time  10.  50  voL 

Watar  Supply — Src,  Weat  Ford  riv.,  1  m.  boa. 
cent;  sya.,  pump  to  atdp.  ft  dir.;  atdp.  cap.,  1.56S,- 
780  gala.;  mat.,  cone  ft  at!.;  6  pump,  eng.,  cap. 
day  7,000,000  gala.;  maina,  c  L,  21  m.,  4  to  16 
in.  dia.;  157  hyd.;  266  v.;  met.,  86;  2,400  aerr.; 
pipe,  galv.  i  ft  lead;  prea.,  dom.  ft  f.  110  Iba.: 
cons,  day,  3,000,000  gala.;  coat  $600,000;  wka. 
owned  by  city. 

COALTON.  p.  800.  F.  deixt — 3  ho»e  reeU;  h«>*e, 
1,000  ft;  f.  al.,   wh.;  val.  equip.,  $1,000;  vol. 

Water  Supply — Src,  Roaring  creek;  ^a..  grav.; 
res.  cap.,  100,000  gala.,  elevated  160  ft  above 
atreet  grade;  1  pump,  eng.,  cap.  min.  620  gala.; 
iiiains.  1,900  ft.,  4  in.  dia.:  8  hyd.;  2  met;  jrr-.. 
dom.  ft  f.,  70  lbs.;  cost,  $10,000;  wks.  owdckI  b> 
priv.    Co. 

DAVIS,  p.  2,616.  F.  dept — 1  h.  ft  L  trk.,  S 
hoee  carta;  hoee,  cot,  rub.  lined,  gd.,  2,000  ft; 
f.  al.,  bell  ft  wh.;  tot  mem.,  87. 

Watar  Supply— Src,  riv.  ft  creek;  aya.,  pamp  to 
rta.;    rea.    cap.,    62,000    gala.,    loc.    100    ft    above 

Srade;  8  pump,  eng.,  claaa  dup.;  mains,  2  m.,  4  to 
in.   dia.;    25  hyd.;   pres.,  dom.   60   Iba.,   f.    100 
lbs.;  coat,  $3,000;  wka.  owned  by  city. 

ELKIN8,  p.  6,260;  f.  area,  800  a.;  mere  bldgai, 
bk.,  2  to  7  stor.;  priv.,  wd.,  2  ator.;  wd.  rfa.  not 
perm.;  fwks.  ft  combt  ord.  F.  dept — 1  comb,  c 
ft  h.  wag..  4  c  liand  ex.,  1  h.  ft  L  trk.,  1  hose  wag., 

2  hoae  reels,  4  hra.;  boae,  cot,  rub.  lined,  gd.. 
2,000  ft;  rub.,  gd.,  1,000  ft.;  inf.,  500  ft.;  tct 
boae,  8,600  ft;  f.  al.,  telp.;  vaL  equip.,  $6,900; 
val.  bhlga.,  $3,600;  exp.  dept,  $1,000;  tot  mem., 
60  vol.;  undrs.  rating,  third  cIm. 

Watar  Supply — Src,  riv.;  aya.,  grav.  ft  ponp  to 
rea.;  res.  cap.,  260,000  gala.;  2  pump,  eng.,  daas 
dup.,  cap.  day  2.000,000  gala.;  maina,  9  m.,  4  to 
8  in.  dia.;  62  nyd.;  met,  86;  400  aerr.;  prea.. 
dom.  40  to  60  Iba.,  f.  126  to  146  Iba.;  eort,  $X6.- 
000;  coat  mtce.,  $8,600;  wka.  owned  bj  city. 

FAIRMONT,  p.  9,711;  f.  area,  4.4  aq.  m.;  mere 
bldgs.,  bk.  ft  stn.,  8  to  11  stor.;  priv.,  atn.,  bk.  ft 
wd.,  2  ft  3  stor.;  wd.  rfs.  not  perm,  in  t  area; 
fwka.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 
1  comb,  auto.,  Icfaiera  auto.,  1  b.  ft  L  trlL,  2 
comb,  c  ft  hoae  wag.,  15  c  hand  ex..  2  boae  wag-. 

3  hose  reels,  6  hns.;  hose,  cot,  rub.  lined,  gd., 
8,500  ft;  rub.,  gd.,  600  ft;  inf.,  1,500  ft;  tot 
hose.  6,500  ft;  f.  al.,  telp.;  val.  equip..  $12,500; 
vaL  bldgs..  $50,000;  exp.  dept.  $16,000;  tot  Biem. 
47,  pd.  full  time  11,  vol.  36. 

Watar  Supply — Src,  riv.;  aya.,  pump  to  ica.: 
rea.  cap.,  18,000,000  gala.;  2  piomp.  eng.,  daaa 
trip.  dup.  comp.,  cap.  day  8  000,000  gala.; 
maina,  c  1.,  16  m.,  8  to  20  in.  dia.;  200  hyd.: 
v.;  2,600  aerv.;  pipe,  lead;  prea.,  dom.  60  to  90 
lbs.,  t  100  to  120  Iba.;  cona.  day.  8.000,000 
gala.;  coat  mtce.,  $7,000;  wka.  owned  by  dty. 

F0LLAN8BEE,  p.  2,031.    F.  dept— Kot  reported. 

Watar  Supply---Src,  wella,  %  m.  boa.  cent;  aya^ 
pump  to  res.;  res.  oap.,  1,500,000  gala.;  1  pomp. 
eng.,  cap.  day,  750,000  gala.;  9  m.  c  L  maina.  4 
to  8  in.  dia.;  17  hyd.;  40  v.;  met,  450;  440  aerr.; 
pres.,  dom.  150  Iba.,  f.  150  lbs.;  cona.  day,  S0,0OO 
gals.;  cost  $45,000;  coat  mice.,  $2,000;  wka. 
owned  by  priv.  Co. 

ORAFTON.  p.  7,668;  f.  area,  66  a.;  mere  bldga., 
bk.  ft  wd.,  8  ft  4  stor.;  priv.,  wd.,  2  ft  8  ator.: 
wd.  rfa.  not  perm.;  fwka.  ft  combt.  ord.;  laoMi  o# 
f.  inv.  F.  dept.— i  c  hand  ex.,  5  hoae  carK  boae. 
cot,  rub.  lined,  gd.,  2,000  ft;  rub.,  gd.,  l.SdJt.; 
tot  hose,  3,800  ft.;  f.  al.,  wh.;  val.  equip.,  $2.^^ 
val.  bldga.,  $1,000;  tot  mem..  66  voL 
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Watar  Supply — Src,  rir.,  1  m.  bus.  cent.;  tya.. 

Sump  to  8tdp.  k  dir.;  stdp.  cap.,  460,000  gala., 
im.  SO  X  50;  mat.,  boiler  stl.;  rea.  cap.,  450,000 
gala.;  2  pump,  eng.,  dasa  comp.  dup.,  cap.  day 
2,000,000  gala.;  maina,  c.  i.,  12  m.,  4  to  12  in. 
dia.;  116  hyd.;  met.,  12;  1,100  aerv.;  pipe,  lead 
&  galv.  L;  prea.,  dom.  100  Iba.,  f.  150  Iba.;  coat, 
$80,000;  coat  mtce.,  $7,000;  wka.  owned  by  city. 

GUYANDOTTE,  p.  1,702;  f.  area,  200  a.;  bldga., 
wd.,  2  ator.;  wd.  rfa.  not  perm.;  fwka.  k  comot. 
ord.  F.  dept. — 1  h.  ft  L  trk.,  1  hose  cart;  hoae, 
cot.,  rub.  lined,  gd.,  750  ft;  val.  equip.,  $2,000; 
▼al.  bldga.,  $300;  tot.  mem.,  25  vol. 

Water  Supply  —  Src,  aupplied  by  Huntington 
Waterwka.  Co.;  aya.,  grav.,  pump  to  rea.,  to  atdp., 
or  dir.;  mains,  S  m.,  2  to  8  in.  dia.;  Id  hyd.;  80 
v.;  8^2  aerv.;  prea.,  dom.  61  Iba.,  f.  100  Iba.;  wka. 
owned  by  priv.  Co. 

HINTON,  p.  8,656;  f.  area,  960  a.;  mere,  bldga., 
bk.,  2  to  4  ator.;  priv.,  bk.  k  wd.,  2  ator.;  wd. 
rfa.  not  perm.;  fwka.  k  combt.  ord.;  cauaea  of  f. 
inr.  P.  dept. — 1  h.  k  1.  trk.,  2  hoae  car.,  2  hoaa 
reels;  hose,  cot.,  rub.  lined,  gd.,  900  ft.;  f.  aL» 
bell;  val.  equip.,  $2,000;  val.  bldga.,  $150;  ezp. 
dept.,  $150;  tot.  mem.,  80  vol. 

Water  Supply — Src,  riv.,  ^  m.  bus.  cent.;  ays., 
pump  to  res.;  rea.  cap.,  600,000  gals.;  2  pump, 
eng.,  cap.  day,  1,500,000  gals.;  maina,  c.  k  wrt.  L, 
6  m.,  4  to  8  in.  dia.;  58  hyd.;  60  v.;  930  aerv.; 
pipe,  galv.  i.;  prea.,  dom.  k  i.  100  lbs.;  cons,  day, 
7.50,000  gals.;  cost,  $30,000;  cost  mtce.,  $10,000; 
wks.  owned  by  priv.  Co. 

HUNTINQTON,  p.  81,161;  f.  ai«a,  6%  aq.  m.; 
mere,  bldga.,  bk.  k  wd.,  8  to  10  ator.;  priv.,  bk., 
atn.,  wd.,  2  stor.;  wd.  rfa.  perm.;  fwka.  k  combt. 
ord.  F.  dept. — 1  str.,  1  auto,  chiefa  car.  k  aquad 
wag.,  2  c.  nand  ex.,  1  aer.  trk.,  1  comb,  c  Je  h. 
wag.,  4  hoae  wag.,  9  hrs.;  hoae,  cot,  rub.  liued, 
gd.,  11,000  ft;  f.  al.,  Oamewell,  44  bx.;  vaL 
equip.,  $18,000;  val.  bldga.,  $8,000;  ezp.  dept, 
$15,000;  tot  mem.  88,  pd.  full  time  21,  vol.  12. 

Water  Supply — Src,  riv.;  aya.,  pump  to  rea.; 
rea.  cap.,  8,000,000  gala.;  4  pump,  eng.,  claaa 
comp  dup.,  cap.  day,  16,000,000  gala.;  maina,  c.  i., 
40  m.,  4  to  16  in.  dia.;  876  hyd.;  140  v.;  8,8U0 
met;  6,000  aerv.;  prea.,  dom.  k  f.  120  Iba.;  oona. 
day,  2.500,000  gala.;  coat,  $600,000;  wka.  owned 
by  Co. 

KENOVA,'  p.  992.  F.  dept. — 1  hoae  reel;  hoae, 
cot,  600  ft;  f.  al.,  wh.;  tot  mem.,  20  vol. 

Water  Supply — Src,  continuation  of  Oatlettabnrg, 
Ky.,  aya.;  maina,  4H  m.,  6  ft  8  in.  dia.;  14  hyd.; 
prea.,  dom.  ft  f.  80  Iba. 

KEYSER,  p.  8,705;  f.  area,  150  a.;  bldga.,  bk. 
ft  wd.,  2  ator.;  wd.  ria.  not  perm.;  fwka.  ft  combt 
ard.;  causea  of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  1 
auto,  hose  w«g.,  2  hose  carts;  hose,  cot.,  rub.  lined, 
gd.,  1,500  ft;  f.  al.,  wh.;  val.  equip.,  $6,000;  val. 
bldga.,  $500;  exp.  dept,  $100;  tot  mem.,  30  voL 

Water  Supply — Src,  natural  apr.,  6  m.  bua. 
cent.;  sys.,  gny.;  res.  cap.,  35,000,000  gals.,  loc 
4%  m.  aoutheaat  town;  maina,  9  m.,  4  to  8  in. 
dia.;  44  hyd.;  1,500  serv.;  pipe,  iron;  prea.,  dom. 
125  lbs.,  f.  126  lbs.;  coat,  $40,000;  coat  mtce., 
$200;  wka.  owned  by  town. 

KEYSTONE,  p.  2,047;  f.  area,  15  aquarea;  mere 
bldga.  must  be  bk.,  stn.  or  cone  (2  yeara  to  com- 
ply with  these  requirementa) ;  wd.  rfa.  not  perm. 
F.  dept. — 15  hand  ex.,  4  hose  reels;  hoae,  cot.,  rub. 
lined,  gd.,  2,500  ft;  f.  aL,  bell  ft  wh.;  tot  mem., 
27  vol. 

Water  Supply — Src,  well;  aya.,  grav.,  pump  to 
rea.  ft  stdp.;  2  stdps.,  combined  cap.  800,000,000 
gala.;  mat,  cone;  8  pump,  eng.,  cap.  day  144,- 
271,000  gals.;  maina,  6%  m.,  4  in.  dia.;  20  hyd. 

LEWISBURG,  p.  808;  mere,  bldga.,  atn.  ft  bk.,  2 
&  3  ator.;  priv.,  atn.  ft  bk.,  8  ator.;  wd.  rfa.  perm, 
in  f.  area;  fwka.  ft  combt.  ord.;  cauaea  of  f.  inv. 
F.  dept. — 1  c  eng.,  4  hoae  car.;  hoae,  cot.,  rub. 
lined,  gd.,  900  ft;  f.  al.,  wh.;  val.  equip..  $1,000; 
val.  bldga.,  $500;  tot.  mem.,  20  vol. 

Water  Supply — Src,  riv.;  ays.,  pump,  to  8  tk., 
200  ft.  above  main  part  of  town;  cap.  tk.,  30,000 
eala.  each;  maina,  3  m.,  4  to  6  in.  dia.;  17  hyd.; 
prea.,  dom.  100  lbs.,  f.  120  Iba.;  coat,  $12,000; 
coat  mtce.,  $1,650;  wka.  owned  by  dty. 

LITTLETON,  p.  712.  F.  dept — 1  hoae  reel; 
hoae,  cot,  600  ft.;  f.  aL,  wh.;  voL 


Water  Supply — Src,  Fish  creek;  aya.,  grav.;  rea. 
cap.,  80,000  gala.,  loc  on  hillside;  1  pump,  eng., 
claaa  dup.;  S-in.  maina;  6  hyd. 

LOGAN,  p.  1.640.  F.  dept — 2  hoae  recla-  hoae 
cot.  Jacket,   1,150  ft.;  f.  i.  wh.;  tot  meiu,  21 

Water  Supply— Src,   Ouayandotte  riv.   ft  .tnn.: 
foVff*!i»«v!*";,«^P-^100j000.000   gala.,   elevatei 
?An  Jh  "^?^*  **•  grade;   3  pump.  eng..   oap    day 
600  000  gala.;  maina,  6,800  ft,  4'^in.  to  oT  d^;* 

hiJUf^^^^^Vv  P-  i'^"J  '•  "«%.  «  m.;  mere 
?/<*«?•.  Btn.,  bk.,  wd.  P.  dept--%oae  Mt  rob 
Uned  gd.,  1,000  ft;  10  bx.rtot.mem.  12  ^ 
'all  time  5,  pd.  part  time  7.  *»,   pa. 

Water  Supply— Not  reported. 

Li      "i"-  ^^-  <>eP*-— «  e.  bond  ex.,  3  laddm.  « 

inr  iTgft'r^it-h^^e.tbo^^ij;  f -iL^r.  ^ 

?.oSrti:rm\,S-vol^^-'    ''*''"'    ^^    '^^'^ 

r6^0,0»-;  ^Sis.'^u.^nj^;  fK"^. 
met,    260;    825    aerv.;    prea,,    dom.    m    Iba      f' 

^t  S?i  ^?*-«n1f^'  21«:000*  gala.;  ^  $moO; 
coat  mtce.,  $1,600;  wka.  owned  l^  dty. 

2r^  i?I^S*^-«*''^»  "^^^^  to  8  ator.;  piiv.,  bk., 
i^*v*  "'J  *  2  ator.;  wd.  rfa.  not  perm,;  fwlw. 
ft  combt  ord.;  cauaea  of  f.  inv.     F.  dSp^l  I?* 

L^i   J"  ^I^^k^.^^^^*  2  bra.;  hose.  oot.  rub 

JLf^A^-An^n® .**•'.""*»-  ?^-  «00  ft.;  inf.,  500 T 

v»^  ^^'  ^'\^V}a'  '•  *^-'  ^^"5  ^^  equip..'$15,000 

200    nH^'^l.iffs^^'^k^^S-  **^P*-'  »MOO;*^t<rt.  meii 
200,  pd.  full  time  6,  pd.  part  Ume  10,  vol.  185. 

Water    Supply— Src,    apr,,    1%    m.    bua.    cenf 

gat  ."^maL^^'J J  T"^^'  ?fil  ^p.  VtoOMOO 
f  .  VJSa     •  cem.  ft  c  1.,  18%  m.;  126  hyd.;  100 

il*  •,••!*  •^  !!*■•?  «»••  day,  1,850,000  eala  • 
^^^$188,000;   coat  mtce.,  $17,000;  wIm"  o*SS3a 

i*hh2??*?^^*P-  ^'^^^-     ^-  dept— 1  hoae  reel, 

ftl  f"aL,  wS^      '     ***'  ~*'  ^^'  ^^^*  «^»  ^^^ 

Water  Supply— Src,  riv.;  aya.,  grav.  ft  pomp  to 

TiL  Tf'io^d?^  '"^•'  "^'  2H  sr^,  ^ 

.  tJO'^TGOWERY,  p.  1.888;  mere  bldgs.,  bk.  ft 
frame.     F.  dept.— 1  comb,  e  ft  h.  wag.,*^  c.  eiig* 

1  auto.  comb,  c  ft  hose  wag.,  2  hose  wag.,  4  c 
hand  ex,  1  hrs.;  hoae,  cot.,  rub.  lined,  gd!^  1,900 
ft    f.  al.,  wh.;  tot.  mem.,  21,  pd.  part  time 

o^.^  i''^?"'^'''y~^'°-'  ^^^^  Kanawha  riv.;  aya., 
grav.  ft  dir.;  rea.  cap.,  67,000  gala.,  loc  220  ft 
above  atreet  grade;   1  pump,  eng!,  claaa  dup.;  can 

In.  dia.;  20  hyd.;  prea.,  dom.  95  Iba.,  f.  150  Iba.; 
wka.  owned  by  Co. 

MORQANTOWN,  p.  9,150;  f.  area,  260  a.;  mere 
bldga.  atn.,  bk.  ft  wd.,  2  to  7  ator.;  priv.,  bk.  ft 
wa.,  2  ator.;  wd.  rfa.  not  perm,  in  f.  area;  fwka. 

ft   ^mbt.   ord.;    causes  of  f.   inv.     F.   dept. 4   c 

hand  ex.,  1  h.  ft  L  trk.    1  hoae  wag.,  6  hoae  car.. 

2  hra.;  hoae,  cot,  rub.  lined,  gd.,  4,600  ft;  f.  aL. 

mpri  ?J*  S3"*X-?i  If'^^V  ;?•  ?«P*"  •*»"<>?  tot- 
mem.  23,  pd.  full  time  2,  21  voL 

Water  Supply— Src,  riv.,  2  m.  bua.  cent.;  ays., 
pump  to  rea.  ft  dir.;  atdp.  cap.,  1,500,000  gala.; 
rea.  cap.,  1,700,000  gala.;  8  pump,  eng.,  claaa  comp. 
dup.,  cap.  day  1,000,000  gala.;  maina.  c  L,  10  m., 
4  to  8  in.  dia.;  36  hyd.;  15  v.;  2.200  aerv.;  pipe, 
iron;  pres..  dom.  95  Iba.,  f.  125  Iba.;  coat,  $285.- 
000;  coat  mtce.,  $1,800;  wka.  owned  by  Co. 

MOUNDSVILLE.  p.  8,918;  f.  area.  600  a.;  mere 
bldga.,  bk.  ft  atn.,  8  ator.;  priv.,  wd.,  2  ator.;  wd, 
rfa.  perm.;  fwka.  ft  combt.  oxd.;  cauaea  of  f.  inv. 
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F.  dept — 1  auto,  trk.,  1  h.  ft  1.  trk.,  8  bote  reds; 
hoie,  cot,  rub.  lined,  8,100  ft;  I.  al.,  bell;  HI 
equip.  $7,000;  tot  mem.  48,  pd.  full  time  8, 
vol.  40;  undTB.  rating,  third  daas. 

Water  Supply — Src,  riv.,  %  m.  bus.  cent;  sys., 
pump  dir.;  stdp.  cap.,  161,000  gals.,  dim.  16  j. 
100;  mat,  iron;  res.  cap.,  2,000,000  gals.;  2 
pump,  eng.,  class  comp.,  cap.  day  2,000,000  gals.; 
mains,  c.  L,  12  m..  4  to  12  in.  dU.;  46  hyd.;  120 
v.;  met,  175;  686  serv.;  pipe,  lead;  pres..  dom. 
80  to  120  lbs.,  f.  80  to  120  lbs.;  cons,  day,  862,- 
000  gals.;  cost  mtce.,  |8,000;  wks.  owned  by  Co. 
NEW  CUMBERLAND,  p.  1,807;  f.  area,  600  a.; 
mere,  bldgs,,  bk.  k  wd.,  2  ft  8  stor.;  priv.,  wd.,  2 
Btor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  no 
org.  f.  dept. 

Water  Supply — Src,  riv.,  H  m.  bus.  cent;  syi.t 
pump  to  res.;  res.  cap.,  116,000  gals.;  pump,  eng., 
cap.  day  86,000  gals.;  mains,  wrt.  i.,  2  m,,  4  to 
6  in.  dia.:  11  hyd.;  180  serv.;  pipe,  lead  ft  g^v. 
L;  pres.,  107  lbs.;  cost.  $8,000;  wks.  owned  by  Oo. 
NEW  MARTINSVILLE,  p.  2,176;  bldgs..  wd.  ft 
bk.;  wd.  rfs.  not  perm.  P.  dept—l  h.  *  L  trt., 
8  hose  carts;  hose,  cot,  rub.  lined,  gd.,  8,000  ft; 
f.  al.,  bell;  tot  mem.,  60  toL 

Wkter  Supply — Src,  weUs,  in  bus.  cent;  sys., 
pump  dir.  to  mains;  stdp.  cap..  18,000  barrels;  res. 
cap.,  429,000  gals.;  2  pump,  eng.,  class  dup.,  cap. 
day,  600,000  gals.;  mains,  c.  i.,  8  m.,  4  to  8  in. 
dia.;  89  hyd.;  24  v.;  460  scrv.;  PiP«.  le»d  ft  g»lv. 
1.;  pres.,  dom.  ft  f.  110  lbs.;  cons.  day.  838,888 
galsT;  cost,  $86,000;  cost  mtce..  $2,600;  wks. 
owned  by  city. 

PARKERSBURQ.  p.  17,842;  f.  area,  2,760  a.; 
bldgs..  bk..  1  to  7  stor.;  wd.  rfs.  not  perm.;  fwks. 
ft  M>mbt  ord.  F.  dept — 1  str..  1  c  eng..  8  comb, 
c.  ft  h.  wag.,  8  c  hand  ex.,  1  aer.  trk.,  1  hose 
car..  8  hrs.;  hose,  cot,  rub.  lined,  gd.,  6,000  ft.; 
rub.,  gd.,  600  ft;  tot  hose,  6.600  ft;  f.  sL, 
Oamewell,  88  bx.;  vaL  equip.,  $46,000;  exp.  dept, 
$16,000;  tot  mem.  16,  pd.  full  time. 

Water  Supply — Src.,  riv.,  %  m.  bus.  cent.;  uy,, 
pump  to  res.;  res.  cap.,  6,000,000  gals.;  2  pump. 
k»g.,  class  comp..  cap.  day  10,000,000  mUs.; 
DUd^,  c  i.,  80  m.,  6  to  20  in.  dia.;  881  hyd.; 
662  v.;  1,500  met;  pipe,  lead;  pres..  dom.  80 
lbs.,  f.  100  lbs.;  cons,  day,  2,800,000  gals.;  cost, 
$486,000;  cost  mtce.,  $16,000;  wks.  owned  by 
city. 

PIEDMONT,  p.  2,064;  f.  area,  800  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  wd..  8  ft  4  stor., 
wd.    rfs.   perm.;    fwks.   ft   combt.   ord.     F.  dept— 

8   hand   eng.,    1    c.   eng.,   6   hose   carts;   hose,   cot, 
rub.  lined,  gd..  1,200  ft;   f.  al.,  ^> J  ^H'- ??'?£:• 

$1,800;  val.  bldgs..  $16,000;  exp.  dept,  $26;  tot 

mem.,  200  vol. 

Water  Supply — Src,  riv.,  6  m.  bus.  cent.;  ays., 
grav.  ft  pump  to  res.;     res.  cap.,  600,000  gals.;  2 

pump,  eng.,   class  dup.,   cap.  day   1.850,000  gals.; 

mahifl,  c  i.,  5  n-..   10  in.  dia.;   120  hyd.;  80  v.; 

700  scrv.;  pipe,  lead;  pres.,  dom.   60  lbs.,  r.   110 

lbs.;    cons.    day.    800,000    gals.;     cost,    $90,000; 

cost  mtce.,  $2,200;  wks.  owned  by  town  ft  Co. 
POINT   PLEASANT,   p.    2,046;    f.   area,   300   a.; 

mere,  bldgs.,  bk.,  2  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 

wd.  rfs.  not  perm,  in  bus.  parts;  fwks.  ord.;  causes 

of  f.   inv.     F.  dept — 2   c   ex..   1  h.   ft  1.   trk.,   8 

hose  reels;   hose,  gd.,   8,000  ft.;   f.   al.,   wh.;    val. 

equip.,  $600;  tot.  mem.,  17  vol. 

Water    Supply — Src,    Ohio    riv.;    sys.,    pump   to 

res.;  res.  cap.,  260,000  gala.;  pump,  eng.,  cap.  day, 

600,000  gals.;  mains,   6  m.;    35  hyd.;   met,   166; 

826  serv.;  pres.,  dom.   100  lbs.,  f.   100  lbs.;  eons. 

day,  60,000  gals.;  cost,  $60,000,  including  electric 

light  plant;  wks.  owned  by  Co. 

ROMNEY,  p.  1,120;  f.  area,  90  a.;  mere  bldgs., 

bk.,  2  stor.;  priv.,  wd.  ft  bk.,  2  stor.;  wd.  ffs.  not 

perm.    F.  dept. — 1  hose  reel,  1  h.  ft  1.  trk.,  ladders, 

600  ft  hose;  tot.  mem.,  20  vol. 

Water  Supply — Src,  mountain  spr.;  sys.,  grav.; 

2    res.,    cap.    116,000    gals,    each;   mains,    5H    m., 

1/4   to  4  in.  dia.;  175  hyd.;  pres.,  f.  85  lbs.;  cost, 

$16,000;  cost  mtce,  $500;  wks.  owned  by  city. 
RONCEVERTE,   p.    2,167;    bldgs.,   wd.,   2    stor.; 

wd.  rfs.  perm.;  fwks.  ord.     F.  dept — 1  stm.  eng., 

1  hose  car.,  2  hose  wag.,  buckets;  hose,  cot,  gd.. 

1.000    ft;    f.    al.,    wh.;    val.    equip.,    $8,000;    tot 

mem.,  40. 

Water  Supply — Src,  riv. 


ST.  MARY'S,  p.  1,868.  F.  dept — 8  hose  ivels: 
hose.  2%  in.,  cot  Jacket,  gd..  1,700  ft;  tot  meoL, 
60   voL 

Water  Supply — Src,  Ohio  riv.;  sys.,  gray,  ft 
dir.;  2  wd.  tk..  cap.  64.000  ft  100.000  gals.,  loc 
on  hill  1  m.  pump,  station;  1  pump,  eng.,  dass 
trip.,  cap.  day  950,000  gals.;  maina.  19.600  ft, 
6  to  8  in.  dia.;  26  hyd.;  pres..  dom.  90  lbs.,  t 
100  lbs. 

SALEM,  p.  2.169;  mere  bldgs..  bk.,  stn.  ft  wd., 
8  stor.;  pnv..  wd.,  2  stor.;  wd.  rfa.  perm.;  fwks. 
ft  combt  ord.  F.  dept — Hose.  cot.  rob.  lined, 
gd.,  1,400  ft;  f.  si.,  bell;  tot  mem.,  40  voL 

Water  Supply — Src,  wells;  sys.,  pump  to  tk.; 
tk.  cap.,  90,000  gals.,  dim.  16  z  24,  loc  %  m. 
town;  2  pump,  eng.,  class  trip.,  cap.  day  672,000 
gals.;  mains,  c  i..  2^  m..  4  in.  dia.;  80  l^d.; 
met  7;  200  serv.;  pipe,  lead  ft  Iron;  pres.,  doasL 
100  lbs.,  f.  100  lbs.;  cost,  $10,000;  cost  mtce., 
$1,600;  wks.  owned  by  city. 

SHEPHERD8T0WN,  p.  1,070;  f.  aicft,  125  a.; 
mere  bldgs.,  stn.,  bk.  ft  wd.,  1  to  8  stor.;  piiv., 
stn.,  bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm,  in  £  area; 
fwks.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 1 
str.,  1  b.  eng.,  1  h.  ft  1.  trk.,  8  hose  reels;  hose, 
cot,  mb.  lined,  gd.,  700  ft;  rub.,  gd.,  600  ft; 
inf.,  800  ft;  tot.  hose,  1,200  ft;  f.  sL,  beU;  vaJ. 
equip.,  $4,000;  val.  bldgs.,  $8,000;  exp.  dept,  $50; 
tot  mem.  50,  pd.  part  time  1,  49  vol. 

Water  Supply — Src,  wells  ft  dstcras;  cfc^  nns 
through  town. 

8HINN8T0N,  p.  1,224.  F.  dept— HoM,  cot 
Jacket  1,000  ft;  tot  mem..  20  voL 

Water  Supply — Src.  West  Fork  Riv..  600  ft.  bos. 
cent;  ays.,  grav.;  res.  cap..  50,000  gals.;  2  pumpu 
eng..  cap.  hour  20.000  gals,  each;  main».  16,000 
ft,  4  ft  6  in.  dia.;  2^  hyd.;  54  v.;  62  met;  pres., 
dom.  ft  f..  115  lbs.;  cons.  day.  75,000  gala.;  cost 
$13,000;  cost  mtce.,  $1,800;  wks.  owned  by  priv. 
Co. 

SISTERSVILLE,  p.  2,684;  f.  area,  600  a.;  mere 
bldgs.,  bk.  ft  wd.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept. — 1  h.  ft  I.  trk.,  7  hose  car.,  reels;  hose,  cot, 
rub.  lined,  8.000  ft;  inf.,  1,000  ft:  tot  hose, 
4,000  ft;  f.  aL,  bell;  val.  equip..  $3,000;  val. 
bldgs.,  $5,000;  exp.  dept.,  $800;  tot.  mem.,  150  voL 

Water  Supply — Src,  Ohio  Riv.,  %  m.  bus.  cent.: 
sys.,  pump  dir.;  res.  cap.,  1,200,000  gals.;  2  pump, 
eng.,  class  comp.  dup.  ft  trip.,  cap.  dav  2,000.000 

Safe.;  mains,  c.  i.,  7  m.,  4  to  12  in.  dia.;  74  h*d.; 
0  v.;   23  met;   1,124  eerw;   pres.,  dom.  fr  f.,  ISO 
lbs.;   coat  mtce.,   $4,000;   wks.   owned  by  city. 

SPENCER,  p.  1.224.  F.  dept~2  boss  leds; 
hose.  rub..  2^   in.,  gd.,  1,500  ft;  voL 

Water  Supply — Src,  riv.;  sys.,  pump  to  rta.  ft 
dir.;  res.  cap.,  700,000  gals.;  2  pump,  eng.,  cap. 
day  960,000  gals.;  mains,  c  i.,  3  m..  4  to  6  in. 
dia.;  24  hyd.;  25  v.;  230  met;  pres.,  dom.  ft  f., 
100  lbs.;  c-ons.  day,  125,000  gals.;  cost  $25,000; 
cost   mtce.,    $5,000;   wks.   owned   by   priv.  Co. 

SUTTON,  p.  1,121.  F.  dept—2  hose  carta; 
hose,  cot  Jadcet,  260  ft;  f.  a!.,  bell;  tot  racm^ 
24  vol. 

Water  Supply — ^Src.  Elk  riv.;  ays.,  grav.;  ra. 
cap.,  700,000  gals.,  elevated  800  ft  above  grade; 
1  pump,  eng.,  cap.  day  1,440,000  gals.,  dsss  dupL; 
mains,  3  m.,  4  ft  6  in.  dia.;  28  hyd.;  pres.,  dooi. 
ft  f.  125  lbs. 

THOMAS,  p.  2.126.  F.  dept — 6  hose  leds; 
hose,  cot.  rub.  lined,  gd.,  1,000  ft;  f.  al.,  wh.; 
tot  mem.,  24  vol. 

Water  Supply — Src,  spr.;  sys.,  pump  dir.;  res. 
cap.,  171,200  gals.;  8  pump,  eng.,  daas  dup.,  cape 
842,400  gals,  day;  mains,  8^  m.,  4  to  6  in.  dia.; 
30  hyd.;  pres.,  f.  90  to  100  lbs.;  cons,  day,  75.060 
gals.;  cost,  $16,000;  cost  mtce.,  $2,000;  wka. 
owned  by  town. 

WEIRTON,  p.  2,000.  F.  d»t— Hose,  le^ 
nozzles,  axes,  ladders,  c  ex.;  vaL  bldgs.,  $100; 
tot.  mem.,  16  vol. 

Water  Supply — Src,  Ohio  riv.,  1  m.  bea.  cent; 
ays.,  pump  to  stdp.;  8  pump.  eng..  cap.  day  4,000.- 
000  gals.;  pres.,  dom.  60  lbs.,  f.  140  lbs.;  wks. 
owned  by  priv.  Oo. 

WELCH,  p.  1,626.     No  f.  dept 

Wstsr  Supply — Src,  well;  sya.,  grav.:  tk.,  46,000 
gals.,  loc.  on  hill,  180  ft  high;  maina,  4  in.  dia.: 
12  hyd.;  pres.,  80  lbs. 
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WELLSBURQ,  p.  4»189:  bldgi.»  bk.  at  wd.,  S 
■tor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.  F. 
dept. — I  h.  ft  L  trie.,  8  hose  reels;  hoee,  cot.,  rob. 
lined,  gd.,  600  ft.;  inf.,  500  ft.;  tot.  hoee,  1,000 
ft.;  f.  aL,  telp.;  tot  roem.,  25  vol.;  undrs.  rating, 
fourth  cUm. 

Watsr  Supply — Src,  riv.,  H  m.  bus.  cent;  ajrs., 
pump  to  res.;  res.  cap.,  1,728,000  gals.,  loc.  on 
side  of  hill;  S  pump,  eng.,  class  dup.,  cap.  day 
3.000,000  gals.;  mains,  c  i..  11%  m.,  4  to  10 
in.  dia.:  02  hyd.;  66  v.;  met,  72;  000  senr.;  pipe, 
lead;  pres.,  dom.  120  lbs.,  f.  120  lbs.;  cons,  day, 
900,O0Q  gals.;  cost,  $62,000;  cost  mtce.,  $l,i45; 
wks    owned  by  city. 

WESTON,  p.  2,218;  f.  area,  2%  a.;  bldgs..  bk. 
ft  wd.,  2  ft  8  stor.;  wd.  rfs.  not  perm.;  no  fwks. 
ft  combt.  ord.  F.  dept. — 6  hose  reels,  8  hand  ex.; 
hope,  coi..  rub.  lined,  gd.,  2,400  ft;  50  vol. 

Water  Supply — Src,  riv.;  sys.,  pump  to  res.  ft 
dir.;  res.  cap.,  580,000  gals.,  loc.  on  hlU  east  of 
town;  5  pump,  eng.,  class  comp.  dup.,  cap.  day 
5,500,000  gals.;  mains,  7  m.,  4  to  8  In.  dia.;  42 
hyd.;  met.,  80;  400  serv.;  pres.,  dom.  116  lbs., 
f.  125  lbs.;  cons,  day,  400,000  gals.;  cost,  960,- 
000;  wks.  owned  by  Oo. 

WHEELING,  p.  41,941;  f.  area,  2,100  a.;  mere, 
bldgs.,  bk.,  1  to  12  stor.;  priv.  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  auto.  comb.  c.  ft  h.  wag.,  1  chiefs 


auto.,  5  str.,  6  comb,  c  ft  fa.  wag.,  1  c.  eng., 
20  c  hand  ex.,  1  h.  ft  1.  trk.,  1  aer.  tik.,  8 
hose  wag.  in  reserve,  1  cfaieTs  wag.,  7  exercise  ft 
fuel  wag.,  84  bra.;  hose,  cot,  rub.  lined,  gd.,  19,- 
000  ft;  f.  al.,  Oamewell,  109  bx.;  ml.  equip., 
$80,000;  val.  bldgs.,  $67,000;  exp.  dept,  $64,542; 
tot   mem.,   51,  pd.  full  time. 

Water  Supply — Src.,  riv.,  2  m.  bus.  cent;  syi,, 
pump  to  res.  ft  dir.;  res.  o^.,  8,600,000  gals.;  4 
pump,  eng.,  cap.  day,  47.000,000  gals.;  mains,  c  L, 
52  m.,  4  to  80  in.  dia.;  468  hyd.;  met.,  102; 
10,215  serv.;  pipe,  lead;  pres.,  dom.  60  lbs.,  f.  00 
lbs.;  cons,  day,  17,000,000  gala.;  cost,  $1,850,000; 
cost  mtce.,  $80,000;  wks.  owned  by  city. 

WILLIAMSON,  p.  8,661;  frame  ft  iron-dad  bldgs. 
prohibited.  F.  dept— 6  hose  reels,  1  h.  ft  1.  A; 
hose,  cot  Jacket,  gd.,  2,000  ft;  tot.  mem.,  24  voL 

Water  Supply — Src,  Tug  Fork,  Big  Sandy  riv.; 
sys.,  grav.  ft  dir.;  res.  cap.,  226,000  gals.,  loc  180 
ft  above  street  grade;  2  pump,  eng.,  class  dup., 
cap.  hour  48,000  gals.;  mains,  21,400  ft,  4  to  8 
hi.  dia.;  41  hyd.;  pres.,  dom.  75  lbs.,  f.  76  to 
80  lbs. 

Places  with  a  population  of  1,000  or  more  having 
no  oiganiaed  fire  dept — ^Ansted,  Eagle,  Ravenswood, 
Winona. 

Places  with  a  population  of  1,000  or  more  not 
reported. — Elkhoni,  ICaybury. 
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ABBOTSFORD,  p.  947;  f.  area,  640  a.;  mere, 
bldgs..  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd..  t  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  Inv.     F.  dept — 8  e.  eng.,  1  h.  ft  1. 

trk.;  hose,   cot,  rub.  lined,  gd.,   400    ft;   inf.,   600 
ft;   tot.   hose.    1,000   ft.;   f.    al.,  bell;   val.   equip., 
$1,500;  val.  oldgs.,  $600;  tot.  mem.,  88  vol. 
No  waterwks. 

ALBANY,  p.  669;  f.  area,  600  a.;  mere,  bldgs., 
bk.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  combt  ord.;  causes  of  f.  inv. 
F.  dept. — 1  comb.  c.  ft  h.  wag.,  1  c.  hand  ex.,  2 
hose  wag.;  hose,  irub.,  gd.,  1,000  ft;  f.  al.,  bell; 
val.  equip.,  $1,000;  val.  bldgs.,  $S00;  tot  mem., 
40  vol. 

Water  Supply— fire,  Sugar  Riv.;  sys.,  pump  dir.; 
stdp.  cap.,  60,000  gals.;  1  pump.  on?. ;  maiihs,  5 
m.,  4  to  6  in.  dia.;  25  hyd.;  25  v.;  10  met;  10 
serv.;  pipe,  c.   i.;   wks.  owned  by   city. 

ALQOMA,  p.  2,082;  f.  area,  80  a.;  mere,  bldgs., 
bk.,  2  to  4  stor.;  priv..  bk.  ft  wd.,  1  ft  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept — 4  c.  hand  ex.,  1  h.  ft  1.  trk., 
3  hose  car.:  hose,  cot,  rub.  lined,  1,600  ft;  rub., 
gd.,  500  ft;  inf.,  800  ft;  tot  hose.  2,400  ft;  f. 
aL.  bell  ft  wh.;  vaL  equip.,  $8,500;  exp.  dept, 
$435;  tot  mem.,  25,  pd.  part  time 

Water  Supply — Src,  artesian  well.  80  rods  bus. 
cent;  sys.,  pump  dir.;  res.  cap.,  87,000  gals.;  2 
pump,  eng.,  cap.  day,  1,000,000  gals.;  rnainii,  c  i., 
3%  m.,  4  to  10  in.  dia.;  38  hyd.;  45  v.;  204  met; 
204  serv.;  pipe,  galv.  i. ;  pres.,  dom.  40  to  45  lbs., 
f.  80  to  100  lbs.;  cons.  day.  95.000  arals.:  oosi, 
$50,000;  cost  mtce.,  $400;  wks.  owned  by  dty. 

ALMA,  p.  1,101;  f.  area,  960  a.;  bldgs.,  stn., 
bk.  ft  wd.,  2  ft  8  stor.;  wd.  rfs.  perm.;  fwks.  ord. 
F.  dept. — 1  stm.  eng.,  1  hand  eng.,  1  h.  ft  1. 
trk.,  2  hose  carts,  1  hose  wag.,  1  heater,  1  hand 
pump;  hoee,  1,600  ft;  f.  al.,  bell;  val.  equip., 
$6,000;  vaL  bldgs.,  $2,800;  exp.  dept,  $178;  tot 
mem.,  42  vol. 

Water  Supply — Src,  well;  sys.,  pump  to  stdp.  ft 
dir.;  1  pump,  eng.,  cap.  day  144,000  gals.;  mains, 
6  to  8  in.  dia.;  pres.,  87  lbs. 

ALMOND,  p.  627;  f.  area,  IH  so.  m.  F.  dept 
*-l  hand  c.  eng.,  ladders,  axes,  pails,  ftc;  f.  aL, 
bell;  val.  equip.,  $800;  val.  bldgs.,  $500;  exp. 
dept.,  $50;  tot  mem.,  26  vol.;  undrs.  rating,  fifth 
dass. 

No  waterwks. 

AMHERST,  p.  629.  F.  dept— 1,  h.  ft  L  trk., 
2  reels;  hose,  1,000  ft.;  f.  al..  bell;  tot  mem.. 
22  VOL,  pd.  fun  time  1;  undrs.  rating,  4%  class. 

Water  Supply— Src,  Waupaoo  riv.;  sya.,  dir.;  1 
pump,  eng.,  cap.  day  1,296,000  gals.;  mains,  S,120 
It,  6  in.  dia.;  12  hyd.;  prea.,  f.  126  Iba. 


ANTIGO,  p.  7,196;  f.  area,  1,800  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  4  stor.;  wd.  rfs.  perm.; 
fwks.  ft  combt  ord.  F.  dept. — 1  str.,  5  c  hand  ex., 
1  h.  ft  1.  trk.,  2  hoae  wag.,  2  hose  oar.,  8  bra.; 
hose,  cot,  rub.  lined,  gd.,  6,000  ft;  inf.,  1,000  ft; 
tot.  hose,  6,000  ft;  fT  al.,  telp.  ft  wh.,  1  bx.;  val. 
equip.,  $8,500;  vaL  bldgs.,  $15,000;  exp.  dept., 
$5,000;  tot  mem.,  16,  pd.  .part  time  7,  8  voL; 
undrs.    rating,    third    dass. 

Water  Supply — Src,  wells,  6  blocks  bus.  cent; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  160,000 
gala.,  dim.  106  x  16,  loc  at  station;  mat, 
stl.;  2  pump,  eng.,  cap.  day  8.000,000  gals.;  mains, 
c  L,  12  m.,  4  to  12  in.  dia.;  106  hyd.;  68  v.; 
met,  8;  678  serv.;  pipe,  galv.  L;  pres.,  dom.  50 
Iba.,  f.  80  to  100  lbs.;  cons,  day,  625,000  gals.; 
cost  $186,000;  cost  mtce.,  $10,000;  wks.  owned 
by  Co. 

APPLETON,  p.  16,778;  f.  area,  1,800  a.;  mere 
bldgs.,  bk.  ft  stn.,  8  to  4  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  of 
f.  inv.  F.  dept. — 1  str.,  6  c  hand  ex.,  1  h.  ft  L 
trk.,  1  chiefs  wag.,  8  hose  wag.,  11  hrs.;  hose,  oot, 
rub.  lined,  gd.,  6,000  ft.:  f.  al.,  Oaynor,  68  bx.; 
val.  eouip.,  $20,000;  val.  bldgs.,  $80,000;  exp. 
dept,  $24,000;  tot.  mem.  20,  pd.  full  time 

Watsr  Supply — Src,  riv.,  wells;  sys.,  pump  dir.; 
res.  cap.,  2,500,000  gals.;  pump,  eng.,  cap.  day 
8,000,000  gala.;  mains,  26  m.,  4  to  16  in.  dia.; 
260  hyd.;  met.,  600;  pres.,  dom.  60  lbs.,  f.  80  to 
100  lbs.;  cost,  $800,000;  wks.  owned  by  city. 

ARCADIA,  p.  1,212;  f.  area,  200  a.;  mere 
bldge.  bk.,  stn.,  wd.,  2  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfe  not  perm,  on  new  bldgs.;  fwks.  ord.  F. 
dept — 2  hose  carts,  1,200  ft  hose;  81  vol. 

Water  Supply — Src.  well;  sye,  grav.;  res.  cap., 
176,000  gals.;  •28  hyd.;  f.  pres.,  92  lbs. 

ARLINGTON,  p.  160;  mere  bldgs.,  bk.,  1  ft  2 
stor.;  priv.,  wd.,  1  ft  2  stor.;  wo.  ris.  perm,  in 
f.  area;  fwke  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept — 1  hand  pump,  1  c  hand  ex.,  1  aer.  trk., 
1  hoee  wag.;  hose,  cot,  rub.  lined,  gd.,  600  ft.; 
f.  aL,  bell;  val.  equip.,  $500;  val.  bldgs.,  $200; 
tot.  mem.,  26  vol. 

Water  Supply — ^Not  reported. 

ASHLAND,  p.  11,694;  f.  area,  16,860  a.;  mere 
bldgs.,  wd.,  bk.  ft  stn.,  1  to  8  star.;  priv.,  wd.,  stn. 
ft  bk.,  2  ft  8  stor.;  wd.  ris.  not  perm.;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept — 1  e 
eng.,  2  e  hand  ex.  1  h.  ft  L  trk.,  2  hoae  carta,  S 
hoee  wag.,  10  hra.;  hoae,  cot,  rub.  lined,  gd.,  6,000 
ft;  f.  fli..  Oamewell,  82  bx.;  val.  equip.,  $20,000; 
vaL  bldgs.,  $16,000;  exp.  dept,  $15,600;  tot 
mem.  24,  pd.  full  time  15,  pd.  part  time  9. 

Watar  Supply — Sre,  lake,  1  m.  bna.  cent;  are., 
pump  dir.;  8  pump,  eng.,  cap.  day  7.000,000  gale; 
mains,  c.  L,  80   m.,  6  to  20   in.  dia.;  247   hyd.; 
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180  v.;  met.,  000;  2,100  serv.;  pipe,  galv.  i.;  prei., 
dom.  70  lbs.,  f.  125  lbs.;  cons,  day,  1,260,000 
gals.;  wks.  owned  by  Co. 

ATHENS,  p.  904.  F.  dept. — 1  gasoline  eng.,  1 
hand  eng.,  1  c.  ex.;  hose,  2.000  ft.;  f.  al.,  telp., 
bell;   tot.  mem.,   40  vol.;   undrs.   rating,   4H    class. 

Water  Supply — Src,  cisterns;  waterwks.  not  re- 
ported. 

AUGUSTA,  p.  1,406;  f.  area,  640  a.t  mere, 
bidgs.,  bk.  k  wd.,  2  stor.;  priv.,  bk.  k  wd.,  1  stor.; 
wd.  rfs.  perm.;  fwks.  k  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  h.  k  1.  trk.,  1  hose  wag.;  hose, 
cot,  rub.  lined,  gd.,  1,000  ft.;  f.  al.,  bell  k  wh.; 
val.  equip.,  $1,000;  val.  bldgs.,  9800;  tot.  mem., 
22  vol. 

Water  Supply — Src,  well,  in  bus.  cent;  sys., 
pump  to  stdp.  k  dir. ;  mains,  c.  i.,  8  ro.,  4  to  10 
in.  dia.;  27  hyd.;  pres.,  dom.  60  lbs.;  cost,  $12,- 
600;  wks.  owned  by  city. 

BALDWIN,  p.  684;  f.  area,  80  a.;  mere,  bldgs., 
bk.,  1  stor.;  priv.,  wd.,  1%  stor.;  wd.  rfs,  not 
perm.;  fwks.  ord.;  causes  of  f.  inv.  F.  dept. — 1  h. 
k  1.  trk.,  S  hose  carts,  1,600  ft  hose,  pails:  f.  aL, 
telp.  k  bell;  val.  equip.,  91,600;  val.  bldgs.,  $1,200; 
exp.  dept,  $150;  tot.  mem.,  25  voL 

Water  Supply — Src,  well,  1  block  bus.  cent; 
sys.,  pump  dir.;  res.  cap.,  24,500  gals.,  loc  end  of 
Main  street;  pump,  eng.,  cap.  day  44,640  g^JM.; 
mains,  c  i.,  2  m.,  4  to  6  m.  dia.;  28  hyd.;  10 
v.;  6  serv.;  pipe,  galv.  i.;  pres.,  dom.  37  lbs.,  f. 
40  lbs.;  cost,  $11,541;  cost  mice.,  $500;  wks. 
owned  by  vUlage. 

BANGOR,  p.  692;  f.  area,  820  a.;  mere,  bldgs., 
bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  no 
fwks.  ord.;  causes  of  f.  inv.  F.  dept. — 1  hand 
eng.,  4  c  ex.,  8  hose  car.;  hose,  cot,  400  ft;  f. 
al.,  Gamewell,  11  bx.;  vaL  equip..  $1,500;  val. 
bldgs.,  $100;  exp.  dept,  $100;  tot  mem.,  40  voL 

Water  Supply — Src,  2  wells,  in  bus.  cent; 
sys.,  pump  to  res.  k  dir. ;  res.  cap.,  8,000  gals.,  loc. 
cent  village;  2  pump,  eng.,  class  dup.,  cap.  day 
676,000  galfl.;  mains,  c  i.,  16  blocks,  6  in.  dia.; 
16  hyd.;  pres.,  dom.  20  lbs.,  f.  110  lbs.;  wks. 
owned  by  city. 

BARABOO,  p.  6,824;  f.  area,  16  a.;  mere 
bldgs.,  stn.  k  bk.,  2^8  stor.;  pdv.,  bk.  k  wd.,  S 
stor.;  wd.  rfs.  not  perm.;  fwks.  k  combt  ord.  P. 
dept — 1  c.  hand  ex.,  1  c  eng.,  5  hose  carts;  hose, 
cot,  rub.  lined,  gd.,  a,200  ft;  inf.,  600  ft;  tot 
hose,  1,  800  ft;  f.  al.,  telp.;  val.  equip..  $2,000; 
val.  bldgs.,  $3,600;  exp.  dept,  $200;  tot  mem., 
40  vol.;  undrs.  rating,  third  class. 

Wattr  Supply — Src,  spr.,  1  m.  bus.  cent;  sys., 
pump  to  stdp.  k  dir.;  stdp.  cap.,  8,000,000  gals., 
dim.  30  z  60;  mat.,  stL;  8  pump,  eng.,  cap.  day 
6,000,000  gals.;  mains,  c  i.,  11%  m.,  4  to  12 
in.  dia.;  121  hyd.;  400  met.;  1,000  serv.;  pipe, 
lead  k  galv.  i.;  pres.,  dom.  75  lbs.,  f.  104  lbs.; 
cons,  day,  600,000  gals.;  cost,  $125,000;  cost 
mtce..  $3,000;  wks.  owned  by  city. 

BARRON,  p.  1.449;  f.  area,  400  a.;  mere  bldgs., 
stn.,  bk.  k  wd.,  1  to  2  stor.;  priv.,  stn.,  bk.  k  wd., 
1  to  2  stor.;  wd.  rfs.  not  perm,  in  1.  area;  fwks. 
k  combt.  ord.;  causes  of  f.  inv.  P.  dept. — 1  hand 
eng.,  8  c  hand  ex.,  1  h.  &  L  trk..  5  hose  carta; 
hose,  cot,  rub.  lined,  gd..  1,200  ft;  Inf.,  600 
ft;  tot  hose,  1,800  ft.;  f.  al..  bell;  vaL  equip., 
$2,000;  val.  bldgs.,  $8,500;  exp.  dept,  $210;  tot 
mem.,  88  vol. 

Water  Supply — Src,  spr..  %  m.  bus.  cent;  sys., 
grav.,  pump  to  stdp.  k  dir.;  stdp.  cap.,  81,500 
gmls.;  1  pump,  eng.,  class  dup.;  mains,  iron,  8 
ro..  4  to  6  in.  dia.;  28  hyd.;  125  serv.;  pres.,  dom. 
48  lbs.,  f.  100  lbs.;  cons,  day,  76,000  gals.;  cost, 
$5,000;  cost  mtce.,  $500;  wks.  owned  by  city. 

BAYFIELD,  p.  1,689;  f.  area.  240  a.;  bldgs., 
stn.  k  wd.,  2  stor.;  wd.  rfs.  perm.;  fwks.  k  combt 
ord.  F.  dept— 1  h.  k  1.  trk.,  2  hose  «r.;  hose, 
cot,  rub.  lined,  gd.,  2,600  ft;  f.  al.,  wh.  k  bell; 
val.  equip.,  $8,000;  val.  bldgs.,  $4,000;  tot  mem., 

24  vol.  .   ^     «      _, 

Water  Supply — Src,  Lake  Superior;  sys.,  pump 
to  res.;  res.  cap.,  160,000  gals.;  2  pump,  eng., 
class  dup.;  mains,  4H  m.;  40  hyd.;  met,  40; 
826  serv.;  pres.,  dom.  40  to  128  lbs.,  x.  60  to 
140  lbs.;  cons,  day,  80,000  gals.;  cost,  $88,000; 
wks.  owned  by  city. 

BEAVER  DAM,  p.  6,758;  mere  bldgs.,  bk.  * 
wd..  2  stor.;  priv.,  wd..  S  itor.;  wd.  rfs.  perm,  to 
f.  area;  fwks.  k  combt  ord.;  causes  of  f.  inv.     F. 


dept.-~l  h.  k  1.  trk.,  1  hose  cart,  1  hose  car.; 
hose,  cot,  rub.  lined,  gd..  8.000  ft.;  f.  al.,  bell; 
exp.  dept,  $800;  tot.  mem.,  82  vol. 

Water  Supply — Src.  wells  k  spr..  IH  m.  bus. 
cent;  sys..  pump  to  stdp.  k  dir.;  stdp.  cap..  200.- 

000  gals.;  2  pump,  eng.,  cap.  day  2.000.000  gals.; 
mains,  c  i.,  15  m..  4  to  12  in.  dia.;  146  hyd.; 
met,  18;  1.280  serv.;  pipe,  galv.  L;  pres.,  dom.  60 
lbs.,  f.  180  lbs.;  cost,  $66,000;  wks.  owned  t^  Ca 

BELGIUM  p.  600.  F.  dept. — 1  c  iisnd  ex..  1 
hand  eng.,  1  hose  wag.,  ladders,  buckets.  500  ft. 
hose;  f.  al.,  bell;  val.  equip.,  $1,000;  val.  bldgs.. 
$1:900;  tot  mem.,  24  vol. 

Water  Supply — Src   res. 

BELLEVILLE,  p.  414;  f.  area,  320  a.  F.  dept 
— 1  h.  &  1.  trk.,  2  hose  carts,  1,000  ft  hose;  vaL 
equip.,  $1,500;  tot.  mem..  60  vol. 

Water  Supply— Src,  well,  in  bus.  cent;  sys.. 
pump  dia-.;  1  pump.  eng..  cap.  day  150.000  gals.; 
14  hyd.;  mains,  9,649  ft;  pres.,  dom.  60  lbs.,  f. 
76  lbs.;  cost,  $16,100;  wks.  owned  by  city. 

BELMONT,  p.  682;  mere,  bldgs..  bk.  k  wd.,  2 
stor.;  priv..  wd.,  2  stor.;  wd.  rfs.  perm.;  no  fwks. 
ord.;  causes  of  f.  inv.  F.  dept — 2  hose  car.;  hoM, 
cot,  rub.  lined,  gd.,  750  ft;  f.  aL,  bell  k  wh.; 
val.  equip.,  $1,000;  val.  bldgs.,  $200;  tot  mem., 
21   vol. 

Water  Supply — Src,  wells;  ays.,  pump  to  res.. 
cap.  60,000  gals.;  1^  m.  mains.  4  to  6  in.  dia.;  15 
hyd.;  76  serv.;  cost,  $6,000;  cost  mtce.,  $40; 
wks.  owned  by  dty. 

BELOIT,    p.    16,125;    mere    bldgs..   stn.   h   bk., 

1  to  8  stor.;  priv..  wd..  2  stor.;  wd.  tH.  not  p«nn.; 
fwks.  k  combt.  ord.  F.  dept.— '2  auto.  comb,  c  k 
h.  wag.,  10  c  hand  ex.,  1  h.  &  1.  trk.,  2  hose  wag., 
6  hrs.;  hose,  cot.  rub.  lined,  gd..  4,500  ft.;  inf., 
850  ft.;  tot  hose,  5,350  ft;  f.  al.,  Gamewell,  70 
bx.;  vaL  equip.,  $30,000;  val.  bldgs..  $12,000; 
exp.  dept.,  $17,000;  tot.  mem.,  10.  pd.  full  time  14, 
pd.  part  time  2. 

Water  Supply — Src,  spr.  *  wells.  %  m.  busu 
cent.;  sys.,  pump  to  res.  k  dir.;  stdp.  cap.,  100,000 
gals.;  res.  cap.,  500,000  gals.;  9  pump.  eng,.  cap. 
day  8,000,000  gals.;  mail  s,  c  i.  A  wrt  L,  26.5  m,, 
1  in.  to  16  in.  dia.;  207  hyd.;  2,165  serv.;  pipe, 
lead;  pres.,  dom.  50  lbs.,  f.  75  to  100  Iba.;  wks. 
owned  by  Beloit  Water,  Gas  k  Electric  Ca 

BENTON,  p.  1,000.  F.  dept — 1.000  ft.  hose; 
^•al.   equip.,   $700;   tot   mem.,   22   vol. 

Water  Supply — Src.  well,  in  bus.  cent;  sys.. 
pump  dir.;  25  hyd.;  n>ains.  1^  m.;  pres.,  46  Ibs^; 
wks.    owned   b^'   village. 

BERLIN,  p.  4.636;  mere  bldgs.,  bk.,  2*8 
stor.;  priv..  wd.,  2  stor.;  wd.  rfs.  not  perm,  in  t 
area;  fwks.  k  combt  ord.;  causes  of  f.  inv.  F. 
dept — 1  str.,  1  h.  ft  L  trk.,  8  e  hand  ex.,  1  bose 
wag.,  1  bose  cart,  4  hrs.;  hote,  oot,  rab.  lined, 
8,500  ft;  f.  aL,  bell  k  wh.;  ral  eqnln.,  $8,600; 
vaL  bldgs..  $2,000;  tot  mesft  S2,  pa.  foD  time  t, 
pd.  part  time  20. 

Water  Supply  —  Sre,  2  arteaian  weOs;  sja., 
grav.  k  pump  dir.;  res.  cap.,  8,000,000  gals.;  S 
pump,  eng.,  class  dup.,  cap.  day  2,000,000  gaJs.; 
mains.  9%  m.,  4  to  12  in.  dia.;  84  hyd.;  met, 
820;  478  aerv.;  pres..  dom.  45  to  60  lbs.,  t.  80  to 
120  lbs.;  cons,  day,  170,000  gals.;  cost,  $61,000: 
cost  mtce.,  $4,268;  wks.  owned  by  (Aty. 

BIJ\OK  CRGEK,  p.  616;  f.  area.  1«0  a.;  mere 
bldgs.,  bk.  k  stn.,  1^  stor.;  wd.  rfs.  perm.  in.  f. 
area;  fwks.  k  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  c.  eng.,  1  h.  A  L  trk.,  1  bo#e  car.;  bo^, 
rub.  lined,  gd..  760  ft;  f  al..  bell;  val.  equ.p.. 
$1,200;  val.  bldgs.,  $3,000;  exp.  dept.,  $100;  lot 
mem.,  24  vol. 

Water  Supply — Sre,  8  res. 

BLACK  RIVER  FALLS,  p.  1.917;  mete  bldgs.. 
bk.  k  wd.,  2  ft  3  stor.;  priv.,  wd.  ft  bk..  2  stcr.: 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.  F.  dept — 
1  h.  ft  1.  trk.,  5  hose  car.;  hose,  eot,  nb.  Uacd, 
gd.,  600  ft.;  rub.,  gd.,  1,400  ft;  tot.  boae,  1.9M 
ft.;  f.  aL,  bell;  vaL  equip.,  $8,000;  vaL  bldgk, 
$3,500;  tot.  mem.,  40  voL;  undra.  catiiif*  third 
class. 

Water  Supply — Sre,  creek,  1  m.  bia.  cent;  tf^ 
pump  to  stdp.;  stdp.  cap.,  150,000  gala.,  dim. 
16  X  100,  loc  northwest  of  dtji  mat,  ira;  2 
pump,  eng.,  daaa,  1  trip.,  1  dup.,  cap.  daj  l,00d,> 
000  gals.;  mains,  e  L,  5  m..  4  to  10  In.  dia.; 
24  hyd.;  82  v.;  met.  90;  420  serv.;  pipe,  gmhr.  L; 
pres.,  dom.  100  lbs.,  f.  100  Iba.;  cons,  day,  120.9f« 
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gals.;    cost,    $35,000;    cost    rotce.,    $1,000;    wks. 
owned  by  city. 

BLOOMER,  p.  1,204;  mere,  bldgs.,  bk.,  2  slor.; 
priv.,  wd.,  IH  ator.;  wd.  rfs.  not  perm.  In  f.  area; 
combt-  ord.  F.  dept. — 1  h.  &  1.  trk.,  2  hose  car.; 
hose,  cot.,  nib.  lined,  gd.,  400  ft.;  rub.,  gd.,  600 
ft.;  tot.  hose,  1,900  ft.;  f.  aL,  telp.  &  bell;  ral. 
equip.,  $1,200;  val.  bldgs.,  $800;  ezp.  dept.,  $100; 
tot.  mem.,  24  vol. 

Watsr  Supply — Src,  ponds;  sys.,  pump  to  atdp. 
ft  dir.;  pump,  eng.;  10  hyd.;  pres.,  f.  00  to  126 
lbs.;  cost,  $21,000;  wka.  owned  by  city. 

BOSCOBEL,  p.  1,525;  f.  area,  80  a.;  mere, 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft 
wd.,  1  to  S  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2  hand 
eng.,  2  c  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  carts; 
hose,  cot.,  rub.  lined,  gd.,  1,660  ft.;  inf.,  600  ft; 
tot.  hose,  2,250  ft;  f.  al.,  bell  ft  wh.;  val.  equip., 
$4,500;  val.  bldgs.,  $2,600;  ezp.  dept,  $260;  tot 
mem.,  154   vol. 

Water  Supply — Src,  well,  4  blocks  bus.  cent; 
sys.,  dir,  pres.;  res.  cap.,  100,000  gals.;  1  pump, 
eng.,  class  trip.,  cap.  day,  518,400  gals.;  mains, 
c.  i.,  4  to  8  in.  dia.;  50  hyd.;  14  v.;  35  met;  4Q 
cerv.;  pipe,  c.  i.;  pres.,  dom.  ft  f.  80  lbs.;  cost, 
$24,000;  wks.  owned  by  city. 

BRANDON,  p.  684.  F.  dept — 1  hand  eng.,  1 
h,  ft  1.  trk.,  1  hose  cart;  hoee,  600  ft.;  f.  al.,  telp., 
bell;  tot.  mem.,  26  vol. 

Water  Supply — Src,  cisterns. 

BRILLION,  p.  908;  f.  area,  1  sq.  m.;  mere, 
bldgs..  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.,  stn.  ft 
wd.,  1  to  8  stor.;  wd.  rfs.  perm,  in  i.  area;  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept — 1  str., 
1  h.  ft  1.  trk.,  2  hose  reels;  hose,  cot.,  rub.  lined, 
gd.,  1,400  ft;  inf.,  600  ft;  tot  hose,  2,000  ft.; 
f.  al.,  Dell;  val.  equip.,  $4,000;  val.  bldgs.,  $6,000; 
exp.  dept,  $800;  tot.  mem.,  50  vol. 

Water  Supply — Src,  wells  ft  cisterns. 

BRISTOL,  p.  est  250;  f.  area,  40  a.;  bldgs., 
wd.,  2  stor.;  wd.  rfs.  perm.;  no  fwks.  ord.  F. 
dept. — 1  hand  eng..  18  c.  ex.,  1  h.  ft  1.  trk.,  1 
hose  cart;  hose,  cot,  200  ft;  f.  aL,  bell;  vaL 
equip.,  $800;  exp.  dept,  $850;  tot  mem.,  25  voL 

Water  Supply — Src,  6  cisterns,  holding  200 
bbls.  each. 

BRODHEAD,  p.  1.617;  bldgs.,  wd.,  2  ft  8  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.  F.  dept. — 
1  c.  eng.,  1  h.  ft  1.  trk.,  3  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  2,200  ft;  f.  aL,  bell;  exp.  dept^ 
$250;  tot.  mem.,  40  voL 

Water  Supply — Src,  well,  in  cent,  of  city;  sys., 
pump  dir.;  pump,  eng.,  cap.  day  482,000  gsls.; 
mains,  iron,  6  m.,  2  to  8  in.  dia.;  85  hyd.;  176 
serv.;  pipe,  lead;  pres.,  dom.  40  lbs.,  f.  120  lbs.; 
cost,  $20,000;  cost  mtce.,  $1,100;  wks.  owned  by 
city. 

BRUCE,   p.    565.      F.    dept— 1    h.    ft  L   trk.,   2 

hose  reels;  hose,  800  ft;  f.  al.,  telp.,  wh.;  tot 
mem.,  34  voL;  undrs.  rating,  4V&   class. 

Watsr  Supply — Src,  well;  sys.,  dir.;  res.  cap., 
60.000   gals.;    1    pump,   eng.,   class   dup.,   cap.   day 

72,000  gals.;  mains,  2^  m.,  4  to  8  in.  dia.; 
8  hyd.;   f.  pres.,    100  lb.s. 

BURLINGTON,  p.  3,212;  mere  bldgs.,  bk.  ft 
stn.,  2  stor.;  priv.,  bk.  ft  stn.,  2  stor.;  wd.  rfs. 
perm.  F.  dept. — 1  h.  ft  1.  trk.,  2  hose  car.;  hose, 
cot.,  rub.  lined,  gd.,  2.400  ft.;  f.  sL,  telp.;  val. 
equip.,  $5,000;  vaL  bldgs.,  $8,000;  exp.  dept, 
$500;  tot.  mem.,  45  vol.;  undrs.  rating,  fourth 
class. 

Water  Supply — Src,  well,  in  cent,  city;  sys., 
pump  to  stdp.;  stdp.  cap.,  80,000  gals.,  dim.  SO  z 
80  X  30;  pump,  eng.,  cap.  day  1,000,000  gals.; 
ntains,  c  L,  8%  m.,  4  to  8  in.  dia.;  60  hyd.;  86 
v.;  met.,  420;  406  serv.;  pipe,  lead;  pres.,  f.  74 
lbs.;  cost,  $40,000;  wks.  owned  by  ci^. 

BUTTERNUT,  p.  717;  mere  bldgs.,  cem.  ft  wd..  2 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  no  fwks. 
ord.;  causes  of  i.  Inv,  F,  dept — 1  c  eng.,  1  hand 
eng.,  6  c  ex.  1  h.  ft  L  trk.,  1  hose  car.,  force 
pumps;  hose,  rub.,  700  ft.;  f.  al.,  bell;  val.  equip., 
$1,800;  vaL  bldgs.,  $2,000;  tot  mem.,  47  voL 

Water  Suppty-^Src,  wells  ft  cisterns. 

CADOTT,  p.  765;  f.  area,  640  a.;  mere  bldgs., 
wd.,   2   stor.;  priv.,  wd.,    1%    ft  2  stor.;   wd.  rfs. 
perm.;   no   fwks.   ord.     F.   dept — 1   hand   eng.,    1    I 
h.   ft  1.  trk.,   1   hose  car.,  hooks,   ladders  ft  axes;    > 


hose,  1,600  ft;  f.  al.,  bell;  vaL  equip.,  $850;  vaL 
bldffs.,  $800;  tot  mem.,  80  voL 

Water  Supply — Src,  well,  %  m.  bus.  centt. 
sys.,  grav.  ft  pump  to  res.  &  dir.;  res.  cap.,  60,00(^ 
gals.,  loc  edge  of  cent,  of  town;  pump,  eng.,  cap-.- 
day,  300,000  gals.;  mains,  c  i.,  2  m.,  4  to  6  in. 
dia.;  22  hyd.;  10  v.;  2  met;  120  sorv.;  pipe,  gal  v.  Lr 
pres.,  dom.  60  to  70  lbs.,  f.  80  lbs.;  cons,  dsy^ 
25,000  gals.;  cost  $15,000;  cost  mtce.,  $400;, 
wks.   owned  by  village. 

CAMERON,  p.  662;  f.  area,  720  a.;  mere  bldgs.,. 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;. 
wd.  rfs.  perm,  in  f.  area;  no  fwks.  ft  combt  ord.r. 
causes  of  f.  inv.  F.  dept. — 1  c.  eng.,  2  hose  reels,. 
1   h.   ft  1.   trk.;   hose,   cot,   rub.   lined,  gd.,*  1,250 

K;v'-..*^»  **«"'  ^*^-  cqoiP-.  12,100;  val.  bldgs., 
$2,000;  tot  mem.  25  voL;  undrs.  rating,  tUrd 
class. 

Water  Supply — Not  reported. 

CASHTON.     F.  dept  not  reported. 

Water  Supply— Src,  weUs,  %  ra.  bus.  centr 
sys.,  pump  to  stdp.;  stdp.  cap.,  85,000  gals.;  mat, 
wd.;  res.  cap.,  85,000  gals.;  pump,  eng.,  cap.  day 
40  000  gala.;  mains,  c  L,  5  m.,   %   to  6  in.  dia,; 

3  ^*'^VA*/''oi[°?i-  ^V  2^®  ■«"••  P»P«»  J^nJ  Pr«»-. 
dom.  20  to  30  lbs.,  f.  126  lbs.;  cons,  day,  16,000 

gals.;  cost,  $25,000;  cost  mtce.,  $200;  wks.  owned 
by  city. 

KiP^^^^^'^^f'  P-  ®®®'  '•  »''^'  1  sq.  m.;  mere. 
bldgs.,   bk.,    2   stor.;    priv.,   wd.,    2    stor.;   wd.   rfs. 

germ.;  fwks.  ord.;  causes  of  f.  inv.  F.  dept — 8 
ose  carts;  hose,  cot,  1,000  ft;  f.  aL,  bell;  vaL 
equip.,  $2,000;  val.  bldgs.,  $400;  tot  mem..  SO 
vol. 

Water  Supply — Src,  artesian  well,  in  cent  of 
town;  sys.,  pump  to  res.,  cap.  65,000  gals.;  pump, 
eng.,  cap.  day  750,000  gals.;  2  m.  mains,  4  to  6 
in.  dia.;  26  serv.;  pres.,  75  to  80  lbs.;  cost,  $9,000; 
wks.  owned  by  city. 

KiP^^^?®^'*?'  P-  I'^^^I  '•  •'«*»  800  a.;  mer& 
bldgs..  stn.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  bk.  & 
wd.,  2  ft  8  stor.;  wd.  rfs.  not  perm.;  fwks.  ft. 
combt  ard.  F.  dept. — 1  str.,  1  gas.  eng.,  l  h.  ft  L. 
^^'X^  nose  wag.,  2  hrs.;  hose,  cot,,  rub.  lined,  gd... 
2,000  ft.;  linen,  gd.,  500  ft;  rub.,  gd..  200  ft;, 
^nf.,  1,400  ft;  tot  hose,  4,100  ft;  f.  al.,  wh.  ft- 
elec  bell;  vaL  equip.,  $8,775;  val.  bldgs..  $8,000;. 
exp.  dept,  $1,675;  tot.  mem.,  68,  pd.  full  time  1, 
vol.  62;  undrs.  rating,  third  class. 

Waler  Supply— Src,   creek,   in   bus.   cent;   sys., 
pump  to  stdp.  ft  dir.;  1  hyd.;  2  serv.;  cost,  $2,600;: 
wks.  owned  by  city.  •»  ▼  » 

CEDAR    QROVE.    p.     600.       F.    dept— 1     hand' 

a^nrfr  ^  J*".^  *J;'  "^'  *><»«'  *<^-;  ^«1-  equip... 
$300;    exp.   dept,   $75;    tot   mem..    75   voL 

Water  Suply— Src,  wells  ft  creek. 

CHETEK,  p.    900;   f.   area.   80   a.      F.   dept.— 2: 
hose  carts,  ladders,  axes,  etc.   1,400  ft.  hose;  tot 
mem.,    21   vol. 

Water    Supply—^rc,    well,    in    bus.    cent;    sys., 
pump  dir.;  10  hyd.;  pres.,  dom.  ft  f..  65  lbs.;  wks 
owned  by  city. 

CHILTON,  p.   1,580;   mere  bldgs.,  bk.,   2  stor.; 

priv      wd.,    2    stor.;    tin    rfs.;    no    fwks.    ord.      F. 

dept— 1   etm.  eng.,   1   hand  eng..  2   c  band  ex.,    1 

u*i.     i™-'   1  J^ose  w«g.,   1   hose  car.;  hose,  cot.- 

rub.  lined,  gd.,  2,200  ft;  f.  al.,  bell;  tot  mem.,  60 

Water  Supply— Src,  riv.,  res. 

bldgs.,  bk.  ft  sto.,  2  stor.;  wd.  rfs.  not  perm.,- 
fwks.  ft  combt  ord.  F.  dept— 1  e  eng.,  2  e  han<i 
ex..  1  h.  ft  L  trk.,  8  hose  wag.,  2  hose  car..  6 
hrs.;  hose,  cot,  rub.  lined,  gd.,  4,500  ft;  f.  al 
????«?"'  *^  ^l''*  vaL  equip..  $8,000;  vaL  bldgsir 
J\f'?.°^' J^^P-.^^P*"  ^I'lOO;  tot  mem.  12,^ 
full  time  7,  vol.  5;  undrs.  rating,  third  class. 

Water  Supply— Src,  spr.,  IH  m.  bus.  cent;  sys., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  865,000  gals.;  S 
pump,  eng.,  cap.  day  8,000,000  gals.;  mains,  18% 

^'aA  ^°  ^^   *"•  ****'•   105  hyd.;   56  v.;   150  met; 
1,700  serv.;  pres.,  dom.  80  lbs.;  wks.  owned  by  Co. 

CLINTON,  p  897;  bldgs..  wd.,  1  ft  2  stor.;  wd. 
rfs.  perm.  F.  dept.— 1  h.  ft  1.  trk.,  8  hose  carts: 
hose,  cot,  rub.  lined,  gd.,  1,800  ft;  f.  al.,  beU; 
tot.  mem..  30  voL;  undrs.  rating,  fourth  dass. 

Water  Supply— Src,  weU.  1  block  bus.  cent: 
sys.,  pump  to  res.,  then  to  stdp.;  stdp.  cap.,  68,000 
gals.,  dim.  20  x  24;  mat,  wd.;  res.  cap.,  60,000^ 
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gals.;  pump,  eng.,  cap.  day  80,000  gala.;  maloa, 
c.  i.  3V4  m..  4  to  S  in.  dia.;  28  hyd.;  16  v.;  met.. 
10;  121  serv.;  pipe,  galv.  1.;  pres.,  dom.  00  Iba.,  f. 
«0  lbs.;  cons,  day,  21,000  sala.:  coat,  |17,000; 
cost  mtce.,  9766;  wks.  owned  by  city* 

CLINTONVILLE,  p.  1,747;  f.  area.  040  a.;  mere, 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  1%  stor.;  wd.  rfa. 
not  perm.;  fwka.  ord.;  causes  of  f.  inv.  F.  dept— > 
2  stm.  eng.,  1  h.  JE  1.  txk.,  2  hose  car.;  hose,  rub., 
gd.,  600  ft.;  inf.,  800  ft.;  cot.,  2,000  ft.;  inf., 
100  ft.;  tot.  bose.  8,400  ft.;  f.  al.,  beU;  vaL  equip., 
14.000;  val.  bldgs.,  97,000;  ezp.  dept,  9300;  tot. 
mem.,  20  vol. 

Water  Supply-^Src,  wells,  %  m.  bus.  cent.;  sye., 
pump  to  stdp.;  stdp.  cap.,  60,000  gals.,  dim.  80  x 
12,  mat.  iron;   1   pump,   eng.,  cap.  day,    2,016,000 

Sals.;  mains,  c.  i.,  2%  m.,  4  to  10  in.  dia.;  29 
yd.;  60  met.;  60  serv.;  pres.,  dom.  "66  lbs.,  f. 
140  lbs.;  cons,  day,  25,000  gals.;  cost,  935,000; 
cost  mtce.,  9200;  wks.  owned  by  city. 

CLYMAN,  p.  185;  f.  area,  86  a.;  mere  bldga. 
frame,   2   stor.;   priv.,   frame,   IH    to   2   stor.;   wd. 
rfs.    perm,   in  f.   area.     F.   dept. — 1   water  tower; 
val.  bldgs.,  94,000. 

COCHRANE,  p.  260;  f.  area,  320  .-i.;  mere, 
bldgs.,  bk.  &  wd.,  1  &  2  stor.;  priv.,  cone.  &  wd., 
1  Jc  2  stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwks. 
A  combt.  ord.;  causes  of  f.  inv.     F.  dept. — 1  hand 

{)ump,  c.  hand  ex.,  2  hose  wag.;  hose,  cot.,  rub. 
ined,  gd..  1,000  ft;  rub.,  gd.,  800  ft.;  inf.,  200 
It.;  tot.  hose,  1,500  ft.;  f.  al.,  bell;  val.  equip., 
9800;  >-al.  bldgs.,  9100;  tot.  mem.,  40  vol. 

Water  Supply — Not  reported. 

COLBY,  p.  869;  f.  area,  640  a.;  bld^.,  prin- 
cipally wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  limiU;  no 
fwks.  ord.  F.  dept.— 1  h.  ^  1.  trk.,  1  hose  «jr., 
1  hose  wag.;  hose,  linen,  gd.,  1,500  ft.;  inf.,  800 
ft.;  tot.  hose,  1,800  ft.;  f.  al.,  bell  &  ^n-i^T"?- 
equip.,  91,800;  val.  bldgs.,  9700;  exp.  dept.,  9200; 
tot.  mem.,  28  voL  ,.  •_  j 

Water  Supply — Src.,  wells  &  cisterns;  10  byo.; 
Blectrio  Light  k  Waterwka.  plant. 

COLFAX,  p.  701;  f.  area,  668;  ni«c.  Wdga.,  stn. 
*  wd.,  1  &  2  stor.;  priv..  stn.  &  wd..  1  &  2  ator.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  &  combt,  ord., 
causes  of  f.  inv.  F.  dept.— 1  h.  &  L  *^r»,.^  J* 
eng.,  c.  hand  ex.,  1  hoae  wag.;  hose,  cot.,  rub.  lined.' 
Sl  1.000  ft.;  inf.,  300  ft.;  tot.  hose,  l.SOO  ft., 
Tal.,  bell;   vil.   equip.,  91.200;   exp.  dept.,   9200; 

tot.  mem.,  25  vol. 

Water  Supply— Src,  well,  in  bus.  cent. ;  sys^, 
pump  to  stdp.;  stdp.  cap.,  40,000  gals.,  dim.  1< 
X  27;  1  pump,  eng.,  cap.  day  234,720  gals.;  mains, 
c.  L,  6,88D  ft.,  2  to  8  in.  di*.;  13  hyd.;  21  v.; 
Dlpe.  c.  i.;  pres.,  dom.  k  f.,  50  lbs.;  cons  day, 
S;500  gate.;  cost,  914,000;  cost  mtce.,  9900; 
wks.  owned  by  city. 

COLUMBUS,  p.  2,628;  f.  area,  640  a.;  mere, 
bldgs..  bk.,  2  &  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfsTnot  perm,  in  f.  area;  fwka.  ord.;  causes  of 
f.  inv.  Frdept.-1  str.,  1  h.  &  .  trk  2  c.  hand 
ex..  8  hoae  carts;  hose,  cot.,  rub.  Ifaed.  2.600  ft.,  i- 
al..  bell  &  wh.;  val.  equip.,  9«,260;  vaL  bldgs., 
$16,000;  exp.  depL,  9886;  tot.  mem.  60,  pd. 
part  time  1,  vol.   69.  . 

Water  Supply— Src,  well;  sys.,  pump  to  stdp.; 
atdp.  cap.,  70,000  gals.;  2  pump,  eng.,  cap-  day, 
1,600,000  gals.;  mains,  c.  i.,  6  m.,  4  to  1"  ")• 
4ia.;  52  hyd.;  met.,  850;  pres.,  dom.  60  lbs.,  f.  100 
lbs.;  cons,  day,  75,000  gals.;  cost.  953,000;  cost 
mice.,  92,000;  wks.  owned  by  city. 

COON  VAJL1.:EY.  p.  1,000;  f.  area,  640  a.  F. 
Klept.— hose    carts,    hose;    vaL    equip.,    9700;    tot. 

^ncm      2^6    vol. 

Wkter  Supply— ^rc,  artesian  well,  in  bus.  cent.; 
ays.,  pump  dir.;  1  pump,  eng.;  8  hya-;  ^2  /.. 
SaiM,  2,500  ft.;  pres.,  dom.,  85  lbs.;  cost,  93,000; 
•wks.  ovmed  by  city. 

CROSS  PLAINS,  p.  950;  ',««».  A* ^^'v  ^l 
4ept.— 1  h.  &  1.  trk.,  axes,  buckete.  600  ft.  hose. 
•vS.  equip.,  9600;  val.  bldga..  9800;  exp.  depL, 
i$100;  tot.  mem.,  25  vol.  ' 

Water  Supply — Src,  pond  ft  atrm.,  1  m-  bus. 
cent.;  sys..  pump;  2  pump,  eng.;  wks.  owned  by 
priv.  Co. 

CUDAHY,  p.  8,691 ;  bldgs.,  bk.  *  wd.  F.  dept.— 
1  c.  eng..  1  h.  &  1.  trk.,  1  comb.  c.  *  h.  wa«.,  1 
hose  ca?.;  6  hrs.;  hose,  2,200  ft;  f.  al.,  bell  k 
wh.;  tot.  mem.,  26  vol. 

Water  Supply — Src,  lake;   8y«..  dir.  prea.;  cap. 


day.   5.000,000  gala.;  75  hyd.;  tdtj  of  MilwaidEee 
sends  aid  in  case  of  f. 

CUMBERLAND,  p.  1.445;  f.  area,  250  a.;  mere. 
bldgs..  wd.  ^  bk.,  2  J(  8  stor.;  priv.,  wd.,  1% 
stor.;  wd.  rfs.  perm.;  fwks.  A  combt.  ord.;  caui^es 
of  f.  inv.  F.  dept. — 1  h.  k  1.  trk.,  2  boae  car.; 
hose,  cot,  rub.  lined,  gd..  1.500  ft.;  f.  aL,  wh.  4c 
telp.;  val.  equip.,  2,000;  val  bldgs.,  95,000;  tot. 
mem.,  25  vol.;  undre.  rating,  third  dass. 

Water  Supply — Src,  wcU,  Vk  m.  boa.  cent.;  tym^ 
pump  to  res.  4e  dir.;  res.  cap.,  67,000  gala.;  1 
pump,  eng.,  cap.  day  8,814,000  gals.;  ma&is,  1% 
m.,  4  to  8  in.  dia.:  17  hyd.;  100  aerv.;  prea.,  dom. 
41  Iba.,  f.  160  Iba.;  coat,  916,000;  coat  mioe^ 
9600;  wka.  owned  by  city. 

DALLAS,  p.  860;  f.  area,  40  a.  F.  dept. — 1 
c  eng.,  1  bose  cart,  1  h.  ft  1.  trk..  1,500  ft.  hose; 
f.  aL,  bell;  vaL  equip.,  92,000;  exp.  dept.,  9^5; 
tot.   mem.  25,  pd.   95.00  year. 

Water  Supply — Src,  pond. 

DARLINGTON,  p.  1.808;  f.  area,  160  a.;  mere. 
bldgs..  atn.,  bk.  k  wd.,  1  to  8  star.;  priv.,  stn.  k  wd., 
2  stor.;  wd.  ris.  perm,  in  f.  area;  caoses  of  f.  inr. 
F.  dept. — 1  b.  ft  L  trie,  4  c  hand  ex.,  8  hoae  carta; 
hoae,  coL,  rub.  lined  gd.,  1,000  ft;  f.  aL,  b^;  teL 
equip.,  $1,000;  vaL  bldga.,  92^00;  exp.  dept,, 
9500;  tot  mem.  60,  pd.  part  time. 

Water  Supply — Src,  apr.,  M,  m.  bua.  cent;  aja., 
pump  to  res.;  res.  cap.,  120.000  gala.;  pump,  eng., 
cap.  day  100,000  gals.;  mains,  c  L,  8%  m.,  4  to 
S  in.  dia.;  26  hyd.;  9  v.;  met,  6;  62  aerr.;  pipe, 
wrt  L;  prea.,  dom.  65  Iba.,  f.  100  Iba.;  coat,  920,> 
000;  cost  mtce.,  91f200;  wka.  owned  by  city. 

DEERFIELD,  p.  688;  mere  bldga.,  bk.  ft  wd.,  S 
ft  8  stor.;  wd.  rfs.  not  perm,  in  f.  limits;  no  fwka. 
ord.  F.  dept. — 1  h.  ft  1.  trie.  2  bose  car.,  1  hose 
wag.;  hose,  rub.,  1.000  ft.;  f.  al.,  bell;  vaL  equip., 
91,000;  vaL  bldgs..  9400;  tot.  mem.,  21  voL 

Water  Supply — Src.  wells;  sys..  pump  to  tk. 

DE  FOREST.     F.  dept. — Not  reported. 
Water   Supply — Src,    well,    in    ous.    cent;   agra., 
pump  to  stdp.;  stdp.  cap.,  80,000  gala.;  mat,  wd.; 

1  pump,  eng.,  cap.  day  37,500  gala.;  maina,  c   L, 

2  to   6   in.   dia.;    11    hyd.;    5    v.;    45   serr.;    wka. 
owned  by  city. 

DELAVAN,  p.  2,450;  f.  area,  1  m.;  mere  bld^a^ 
bk.,  1  to  8  stor.;  priv.,  wd.  ft  bk.,  2  stor.;  wd. 
ris.  not  perm.;  fwks.  ord.;  causes  of  f.  inv.  F. 
dept— 2  h.  ft  L  trk..  1  aer.  trk.,  8  hoae  car.;  hoae. 
cot,  rub.  lined,  gd.,  1,600  ft.;  inf.,  450  ft;  tot. 
hoae.  2,050  ft.;  f.  aL.  wh.  ft  beU;  val.  equip.. 
96.000;  vaL  bldgs..  94,000;  exp.  dept.  $1,500; 
tot  mem.,  44  voL;  undrs.  rating,  third  elaaa. 

Water  Supply — ^Src.  spr.,  yk  m.  bus.  cent;  aya.^ 
pump  to  stdp.;  stdp.  cap.,  60,000  gala.,  dim.  20  x 
20;  pump,  eng.,  daas  dup..  cap.  dsy  140.000  gala.; 
maina,  c.  L,  12  m.,  4  to  8  in.  dia.;  67  hyd.;  9  v.j 
420  met.;  422  serv.;  pipe,  lead  ft  iron:  prea..  dom. 
50  lbs.,  f.  120  lbs.;  cons.  dsy.  85,000  gala.;  coat 
931,000;  cost  mtce..  $600;  wks.  owned  by  dty. 

DE  PERE.  p.  4.764;  f.  area,  2,000  a.;  mere, 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  altar.;  wd.  rfa.  not 
perm.;  combt.  ord.;  causes  of  f.  not  inv.  F.  dept— 
1  str.,  1  c.  liand  ex.,  1  h.  ft  L  trk..  2  hose  wag.,  1 
hose  feel;  hose,  cot.,  rub.  lined.  2,000  ft.;  f.  aL. 
bell  ft  wh.;  vzL  equip.,  96,600;  vaL  bldga.,  910,000; 
exp.   dept.,   92,000;   tot    mem.,   20  voL 

Water  Supply — Src.  wella:  aya.,  pump  to  rca.  ft 
stdp.;  res.  cap..  50,000  g&ls.;  stdp.  cap.,  50,000 
gals.;  pump,  eng.,  cap.  500  gals,  min.;  mains,  IOi;i 
m..  4  to  12  in.  dia.;  91  hyd.;  464  s«v.;  prta., 
dom.  60  lbs.,  f.  65  lbs.;  cost.  978,000;  coat  mtce, 
94.400;  wks.  owned  by  city. 


DODQEVILLE,  p.  1,791;  f.  area,  640  a.;  mere. 
bldga.,  itn.,  bk.  ft  wd.,  2  ft  8  atwr.;  priv.,  wd.  ft 
bk..  1  ft  2  iter.:  wd.  rfa.  not  perm.;  fwka.  ft  combt 
ord.;  cauaes  of  f.  inv.  F.  dept — 8  c  hand  ex., 
8  h.  ft  L  trk.,  8  hoae  reela;  hoae,  cot.,  rob.  lined. 
gd.,  2,600  ft;  f.  aL.  beU;  vaL  equip.,  $2,500;  vaL 
bldga..  96,000;  exp.  dept,  950;  tot  mem.,  81  viqL 

Water  Supply — Src,  wella.  ^  m.  boa.  ceal.; 
sya.,  grav.  ft  pump  dir.;  atdp.  cap.,  60,000  gala.; 
res.  cap.,  60,000  gala.;  pump,  eng.,  cap.  day  500.* 
000  gals.;  mains,  iron,  2  m.,  4  to  8  in.  dia.;  42 
serv.;  pipe,  iron  ft  lead;  pres.,  dom.  60  ttw.,  L 
200  Iba.;  cost,  920,500;  coat  mtce.,  $200;  wka. 
owned  by  city. 

DURAND,  p.  1,608;  f.  area,  200  a.;  mere  Udgs., 
wd.,  bk.  ft  stn.,  2  ator.;  priv.,  wd.,  1%  ft  S  star.; 
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wd.  rfs.  not  perm,  in  f.  limits.  F.  dept.— 1  stm. 
enff.,  1  h.  ft  1.  trk.,  2  hose  car.  1  supply  wag.; 
hose,  2,000  ft.;  f.  aL,  bell;  Tal.  equip.,  |4,000; 
val.  bldigs.,  $8,000;  tot.  mem.  85,  pd.  part  time 
1,  vol.  84:  undn.  rating,  fourth  class. 

Water  Supply — Src,  well,  in  bus.  cent.;  sys., 
grav.;  res.  cap.,  132,000  gals.;  1  pump,  eng.,  cap. 
day,  860,000  gals.;  mains,  iron,  3  m.,  6  to  8  in. 
dia.;  81  hyd.;  81  met.;  pipe,  iron;  pres.,  dom.  80 
lbs.,  f.  95  lbs.;  cost,  $22,500;  cost  mtce.,  $300; 
wks.  owned  by   city. 

EAGLE  RIVER,  p.  1,200;  f.  area,  1,000  a.; 
mere  bldgs.,  bk.  k  wd.,  2  stor.;  priv.,  wd.,  1% 
stor.;  wd.  rfs.  not  perm.;  no  fwks.  ft  combt.  ord. 
F.  dept. — 8  hose  reels;  hose,  cot.,  rub.  lined,  gd., 
2,500  ft.;  f.  al.,  wh.,  2  bx.;  val.  equip..  $6,515; 
Tal.  bldgs.,  $2,000;  ezp.  dept.,  $700;  tot.  mem. 
10,  pd.  part  time. 

Water  Supply — Src,  riv.,  500  ft.  bus.  cent.;  sys., 
pump  dir.;  pump.  eng..  cap.  day  12,000,000  gals.; 
mains,  sheet  i.,  2^  m.,  6  to  8  in.  dia.;  26  hyd.; 
100  serv.;  pipe,  galv.  i.;  pres.,  dom.  50  lbs.,  f. 
800  lbs.;  cost,  $20,000;  cost  mtce.,  $8,500;  wks. 
owned  by  city. 

EATON,  p.  800;  f.  area,  600  a.;  mere  bldgs., 
wd.,  1  CO  8  stor.;  priv.,  wd.,  1  to  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F.  dept.-— 1 
comb.  c.  ft  h.  wag.,  6  c.  hand  ex.,  1  h.  ft  1.  trk., 
1  hose  wag.,  8  hose  reels,  4  hrs.;  hose,  rub.,  gd., 
800  ft.;  inf.,  500  ft.;  tot.  hose.  000  ft.;  f.  al., 
bell;  val.  equip.,  $1,000;  val.  bldgs.,  $200;  ezp. 
dept.,  $75;  tot.  mem.  85,  pd.  full  time  15,  vol.  20; 
undrs.  rating,  fourth  class. 

Water  Supply — Not  reported. 

EAU  CLAIRE,  p.  18,810;  mere,  bldgs.,  bk.,  S  ft 
8  stor.;  priv.,  wd.  ft  bk.,  2  ft  8  stor.;  wd.  rfs.  not 
perm,  in  f.  area.  F.  dept. — 1  str.,  4  c.  hand  ei.,  1 
h.  ft  1.  trk.,  1  auto.  comb.  c.  ft  h.  wag.,  S  taoM 
wsg.,  2  hose  car.,  14  hrs.;  hose,  cot.,  rub.  lined, 

fd.,  8.500  ft.;  f.  al.,  Oamewell,  89  bz.;  vaL  equip., 
25.000;  val.  bldgs.,  $19,000;  ezp.  dept,  $20,000: 
tot  mem.  20,  pd.  full  time;  undn.  rating,  third 
dass. 

Water  Supply— ^Src,  wells,  2  m.  bus.  cent;  sys., 
pump  dir.;  4  pump,  eng.,  class  trip.,  cap.  day 
8,000,000  gals.;  mains,  c.  i.,  80  m.,  4  to  20  in. 
dia.;  400  hyd.;  260  v.;  met,  1,870;  2,745  atrr.; 
pipe,  galv.  1.  ft  lead;  pres.,  dom.  70  lbs.,  f.  100 
to  180  lbs.;  cons,  day,  2,500,000  gals.;  wks.  owned 
by  city. 

EDGAR,  p.  050;  f.  area,  28  a.     F.  dept — 1  c. 
eng.,   1  hose  cart,   1  h.   ft  1.  trk.,   1,500  ft.  hose; 
val.   equip.,   $2,800;   vaL  bldgs.,   $650;   ezp.   dept, 
$190;   tot  mem.   28,  pd.   part  time. 
Water   Supply-^Src.,   cisterns. 

EDGERTON,  p.  2,618;  t  area,  960  a.;  bldgs.,  bk. 
ft  wd.,  2  stor.;  wd.  rfk.  not  perm.;  fwki.  ft  oombt 
ord.  F.  dept — 1  str.,  12  e.  band  ez.,  1  h.  ft  L 
trk.,  1  hose  wag.,  2  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  2,000  ft;  inf.,  500  ft.;  tot  hose, 
2,500  ft.:  f.  al.,  bell  4  wh.;  val.  equip.,  $4,500; 
val  bldgs.,  $8,000;  ezp.  dept,  $500;  tot  mem., 
3S  vol.;  undrs.  rating,  third  class. 

Water  Supply — ^Src,  well,  %  m.  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  120,000  gala.,  dim.  16  z 
80;  pump,  eng.,  cap.  day  1,500,000  gals.;  mains, 
c.  i.,  4  m.,  4  to  10  in.  dia.;  40  hyd.;  12  v.;  800 
sen*.;  pres.,  dom.  65  lbs.,  f.  100  lbs.;  cons,  day, 
125,000  gals.;  cost,  $28,500;  cost  mtce.,  $2,000; 
wks.  owned  by  city. 

ELKHORN,  p.  1,707;  f.  area,  640  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd., 
1  Jc  2  stor.;  wd.  rfs.  perm.;  no  fwks.  ord.;  causes 
of  f.  inv.  F.  dept — 2  c.  ex.,  1  h.  ft  1.  trk.,  2 
hose  car.,  1  water  tower;  hose,  cot,  rub.  lined. 
1,200  ft;  f.  al.,  bell;  ft  wh.;  val.  equip.,  $2,200; 
ral.  bldg»..  $8,000;  tot.  mem.,  50  vol. 

Water  Supply— Src.,  wells;  tys.,  pump  to  atdp. 
ft;  res.;  stdp.  cap.,  76  000  gals.,  dim  16  x  50 
ft;  mat,  stl.;  2  res.,  oap.  100,000  gals,  ft  80,000 
gals.;  2  pumps,  cap.  dsy,  150,000  gals,  each;  mains, 
c.  i.,  5  m.,  4  to  8  in.  dia.;  40  hyd.;  15  ▼.;  met., 
200;  pres.,  dom.  65  lbs.;  f.  150  lbs.;  oons.  day, 
45,000  gals.;  cost,  $25,000;  cost  mtce.,  $6,500;  wks. 
owned  by  city. 

ELLSWORTH,  p.  1,005;  f.  area,  900  a.;  bldgs., 
wd.;  wd.  rfs.  perm.  F.  dept. — 1  str.,  1  h.  ft  1.  trk., 
S  hose  car.;  hose,  gd.,  2,000  ft;  f.  aL,  bell;  tot. 
mem.,  70  vol. 


Water  Supply — Src,  well;  sys.,  pump  to  stdp.  ft 
dir.;  stdp.  cap.,  75,000  gals.;  1  pump,  eng.,  cap. 
45  gals,  min.;  niaind,  2^  m.;  29  hyd.;  met,  124; 
227  serv.;  cost,  $17,000;  wks.  owned  by  village. 

ELROY,  p.  1,729;  bldgs.,  bk.  ft  stn.,  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.     F.  dept. — 

1  h.  ft  L  trie,  2  hose  car.;  hose,  cot.,  rub.  lined, 
gd.,  1,200  ft;  f.  sL,  bell;  tot.  mem.,  24  voL; 
undn.   rating,  fourth   class. 

Water  Supply — Src,  wells,  800  ft  bus.  cent; 
res.  cap.,  105,000  bbls.;  pump,  eng.,  cap.  day  15 
bbls.  min.;  mains,  c  i.,  5  m.,  4  to  6  in.  dia.;  21 
hyd.;  240  serv.;  pipe,  galv.  L;  pres.,  dom.  60  lbs., 
f.  70  lbs.;  cost,  $16,500;  cost  mtce.,  $1,240;  wks. 
owned  by  dty. 

ELMWOOD,  p.   700;  f.  area,   120  a.  F.  dept— 

2  hose  carts,  1  h.  ft  1.  trk.,  buckets;  val.  equip., 
$800;  val.  bldgs.,  $600;  exp.  dept.,  $100;  tot 
mem.,    38   vol. 

Water  Supply— ^rc,  well,  in  bus.  cent;  sys., 
pump  to  stdp.;  1  pump,  eng.,  cap.  day  28,800  gals.; 
10  hyd.;  6  v.;  mains.  3,000  ft;  pres.,  dom.  &  f., 
120  lbs.;  coU,  $8,000;  cost  mtce.,  $400;  wks. 
owned  by  city. 

EVANSVILLE,  p.  2,061;  f.  area,  600  a.;  mere 
bldgs.,  wd.,  bk.,  stn.,  2  stor.;  priv..  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  limits;  fwks.  ord.  F. 
dept — 1  stm.  eng.,  1  hand  eng.,  6  c  ez.,  1  h.  ft  L 
trk.,  8  hose  car.;  hose,  cot,  gd.,  8,000  ft.;  run., 
fair,  500  ft;  tot.  hose,  8,600  ft;  f.  al.,  wh.  ft 
telp.;  val.  equip.,  $6^100;  val.  bldgs.,  $8,000;  exp. 
dept,  $500;  tot.  mem.,  85  vol.;  undrs.  rating,  third 
class. 

Water  Supply — Src,  wells,  1,800  ft  bus.  cent; 
sys.,  pump  dir.;  stdp.  oap^  68,000  gals.;  3  pump, 
eng.,  cap.  day,  1^00,000  gals.;  mains,  c.  i.,  «  m., 
4  to  8  in.  dia.;  56  hyd.;  82  v.;  300  met;  300 
serv.;  pres.,  dom.  65  to  75  lbs.,  f.  125  lbs.;  cons, 
day,  47,000  gals.;  cost,  $88,000;  wks.  owned  by 
city. 

FENNIMORE,  p.  1,159;  f.  area,  160  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  perm.  F.  dept — 1  h.  ft  1.  trk.,  2 
hose  carta;  hose,  cot,  rub.  lined,  gd.,  1,000  ft;  f. 
al.,  bell  ft  wh.;  val.  equip.,  $1,200;  val.  bldgs., 
$50;   exp.    dept,   $100;    tot    mem.,    30   vol. 

Water  Supply — ^Src,  well,  %  m.  bus.  cent;  sys., 
pump  to  res.  ft  dir.;  res.  cap.,  62,000  gals.,  loc  50 
feet  from  well;  pump,  eng.,  class  horizontal  high 
pres.;  mains,  c  i.,  4  m.,  4  to  8  in.  dia.;  26  hyd.; 
98  serv.;  pipe,  galv.  L;  pres.,  dom.  45  to  50  lbs., 
f.  90  to  100  lbs.;  cost,  $18,000;  wks.  owned  by 
city. 

FLORENCE,  p.  1,684;  f.  area,  80  a.;  bldgs.,  wd., 
1  to  8  stor.  F.  dept — 2  hose  can,  1  h.  ft  L  trk.: 
hose,  cot,  rub.  lined,  gd.,  800  ft;  rub.,  gd.,  1,500 
ft.;  inf.,  600  ft.;  tot  hose,  2,400  ft;  f.  al.,  wh.,  10 
bx.;  val.  equip.,  $2,000;  exp.  dept,  $500;  tot 
mem.,  24,  pd.  full  time  1,  pd.  part  time  23;  undrs. 
rafting,  third  class. 

Water  Supply — Src,  lake,  900  ft  bus.  cent; 
sys.,  pump  dir.;  res.  cap.,  10,000,000  gals.;  8 
pump,  eng.;  mains,  iron,  2  m.,  4  to  6  in.  dia.:  88 
hyd.;  146  serv.;  pres..  dom.  40  lbs.,  f.  120  lbs.; 
cons,  day,  200,000  gals.;  cost,  $12,000;  cost  mtce., 
$2,500;   wks.   ovmed  by   city. 

FOND  DU  LAC,  p.  18,797;  f.  area,  2,560  a.; 
mere,  bldgs.,  stn.,  bk.  ft  wd.,  2  to  4  stor.;  priv., 
bk.  ft  wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept — 2 
str.,  1  comb,  c  ft  h.  wag.,  4  c  hand  ex.,  2  h.  ft  1. 
trk.,  1  hose  wag.,  2  hose  carts,  1  reel,  9  his.;  hose, 
cot,  rub.  lined,  gd.,  7,000  ft;  inf.,  700  ft;  tot 
hose,  7,700  ft;  f.  al.,  Oamewell,  40  bz.;  vaL 
equip.,  $27,787;  vaL  bldgs.,  $18,000;  ezp.  dept, 
$85,000;  tot  mem.  20,  pd.  full  time. 

Water  Supply — Src,  7  fountains,  \i  m.  bus. 
cent;  myb.,  air  lift  ft  pump  dir.;  res.  cap.,  2,600,' 
000  gals.;  2  pump,  eng.,  comp.  cond.,  cap.  day 
6,000,000  gals.;  mains,  c  i.,  27  m.,  4  to  14  in. 
dia.;  227  hyd.:  112  v.;  met,  1,629;  2,660  serv.; 
pipe,  lead  ft  galv.  iron;  pres.,  dom.  26  lbs.,  f.  90  to 
180  lbs.;  cons,  day,  2,000,000  gals.;  wks.  owned 
by  dty. 

FORT  ATKINSON,  p.  8,877;  f.  area,  140  a.; 
mere,  bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  1  ft  IH 
stor.;  wd.  ns.  not  perm.;  fwks.  ord.  F.  dept — 1 
str.,  1  c  eng.,  8  c  nand  ez.,  1  h.  ft  L  trk.,  3  hose 
car.;  hose,  cot,  rub.  lined,  2,600  ft;  rub.,  gd.,  250 


c-402 


FIRE  DEPARTMENTS  AND  WATER  SUPPLY— WISCONSIN. 


ft.;  inf.,  iOO  ft.;  tot.  hose,  8,250  ft.;  f.  al.,  wh.  As 
Gamewell,  12  bx.;  val.  equip.,  $10,000;  val.  bldga., 
97,000;  ezp.  dept,  |800;  tot  mem.,  68  voL; 
undTs.   rating^,   fourth   cuaaa. 

Water  Supply — Src,  wells,  in  bus.  cent.;  syi., 
pump  to  8tdp.;  stdp.  cap.,  176,000  gals.;  res.  cap., 
48,000  gala.;  pump,  eng.,  cap.  day,  1,000,000  gala, 
each;  mains,  c.  i.,  SVb  m.,  4  to  12  in.  dia.;  103 
hyd.;  met.,  610;  629  aerv. ;  pres.,  dom.  55  to  60 
lbs.,  f.  100  Ibfl.;  cona.  day,  180,000  gals.;  cost, 
968,083;  wks.  owned  by  ci^. 

FOUNTAIN  CITY,  p.  1,081;  f.  area,  80  a.;  mere 
bldgs.,  Btn.,  bk.,  wd.,  8  stor.;  priv.,  bk.  ft  wd.,  1 
k  2  stor.;  wd.  rfs.  perm.;  fwks.  k  combt.  ord.; 
cauaes  of  f.  inv.  F.  dept. — 1  str.,  1  hand  eng., 
4  c.  hand  ex.,  1  h.  ft  1.  trie,  2  hose  car.;  hose, 
cot.,  nib.  lined,  gd.,  1,600  ft.;  f.  al.,  bell;  vaL 
equip.,  $4,500;  val.  bldgs.,  $8,000;  tot.  mem.,  50 
vol.;  undra.  rating,  fourth  daaa. 

Water  Supply — Src,  riv.  ft  wella. 

FREDERICK,  p.  511;  f.  area,  4  blocka;  mere 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  to  8 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  cauaes  of  f.  inv.  F.  dept. — 1  h.  ft  L  trk., 
2  c.  hand  ex.,  2  hoae  reela;  hose,  cot.,  rub.  lined, 

fd.,  1,000  ft.;  f.  al.,  bell  &  wh.,  1  bx.;  val.  equip., 
1,500;  val.  bldgs.,  $2,000;  tot.  mem.,  20  vol. 
Water  Supply — ^Not  reported. 

FREDONIA,  p.  500;  f.  area,  25  a.;  mere,  bldgs., 
wd.,  2  stor.;  priv.,  bk.  ft  wd.,  1%  ft  2  stor.;  wd. 
rfs.  perm.  F.  dept. — 1  gas.  eng.,  1  hand  eng.,  1 
hose  car.,  1  h.  ft  1.  trk.;  hose,  cot.,  rub.  lined, 
1,600  ft.;  inf.,  800  ft.;  tot  hose,  1,900  ft;  f.  al., 
bell;  val.  equip.,  $2,750;  val.  bldgs.,  $1,600;  exp. 
dept,  $25;  tot.  mem.,  46  vol. 

Water  Supply — Src.,  wells. 

FREEDOM,  p.  962;  mere  bldga..  wd.  ft  bk.  F. 
dept. — 1  h.  ft  I.  trk.,  ladders,  books,  axes,  fte,  2 
hose  car.;  hoae,  900  ft;  f.  al.,  bell;  tot  mem., 
40  vol. 

Water  Supply — 9re,  well;  sya.,  grav.;  rei.  cap., 
80,000  gals.;  pump,  eng.,  cap.  min.  240  gala.;  wka. 
owned  by  city. 

FiREMONT,  p.  406;  f.  area,  367  a.  F.  dept — 
1  gas.  eng.,  1  h.  ft  1.  trk.,  1  hose  cart,  1,200  ft 
hose;  val.  equip.,  $3,800;  val.  bldgs.,  $1,200;  exp. 
dept,.  $400;   tot   mem.,   37   vol. 

Water  Supply— Src,  riv.,  in  bus.  cent;  ays., 
pump  dir.;  1  pump,  eng.,  cap.  865  gals,  min.;  wka. 
owned    by    village. 

FRIENDSHIP,    p.    500.       F.    dept. — 1    c.    eng.; 
val.  equip.,  $500;  vol. 
No  watenvks. 

GALESVILLE,  p.  978;  mere,  bldga.,  ttn.,  bk.  ft 
wd.,  1  to  5  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm, 
in  f.  area;  fwka.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept. — 1  c.  eng.,  1  h.  ft  1.  trk.,  1  aer.  trk.,  8 
hose  carts;  hose,  cot,  rub.  lined,  gd.,  2,600  ft; 
f.  al.,  bell;  val.  equip.,  $2,000;  val.  bldgs.,  $6,000; 
tot.  mem.,  55  vol. 

Water  Supply — Src,  Beaver  Creek;  sya.,  pump 
dir.;  1  pump,  eng.,  cap.  day  168,000  gals.;  mains, 
c.  i.,  2  m.,  4  in.  dia.;  24  hyd.;  pres.,  100  Iba.; 
coat,  $80,000;  cost  mice.,  $600;  wka.  owned  by 
village  corporation. 

GLEN  WOOD,  p.  964;  t  area,  160  a.;  mere  bldga., 
wd.  ft  bk.,  1  ft  2  Btor.;  priv.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfa.  perm.;  no  fwka.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 8  hose  car.,  3  laddems; 
hose,  cot,  rub.  lined,  gd.,  850  ft;  f.  al.,  bell;  val. 
equip.,  $1,600;  val.  bldga.,  $2,600;  exp.  dept, 
$65:  tot  mem.,  16  vol. 

Water  Supply — Src,  well,  2  blocka  bua.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  60,000  gal-s.;  pump, 
eng.,  cap.  day  760.000  gala.;  maina,  iron,  8  m., 
4  to  8  in.  dia.;  16  hyd.;  100  serv.;  pipe,  wrt  ft 
galv.  i.;  pres.,  dom.  40  lbs.,  f.  150  lbs.;  cost  918.- 
000;  cost  mtce.,  $1,200;  wks.  owned  by  city. 

GRAFTON,  p.  1,000:  f.  area,  640  a.  F.  dept — 
1  gSLS.  eng.,  1  h.  ft  1.  trk.,  2,000  ft  hose;  val. 
equip.,  $4,000;  val.  bldgs.,  $4,000;  exp.  dept, 
$200;   tot   mem.   50,  pd.  part  time. 

Water    Supply — Src,    riv. 

GRAr4D  RAPIDS,  p.  6,521;  f.  area,  1,000  a.; 
mere  bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  ator.; 
wd.  rfs.  perm.;  fwks.  ft  combt.  ord.  F.  dept — 1 
Btr.,  1  h.  ft  1.  trk.,  2  hose  wag..  2  hose  car.,  4  bra.; 
hose,  cot.,  rub.  lined,  gd.,  2,000  ft.;  rub.,  gd.,  600 
ft;  inf.,  1,000  ft;  tot  hoae,  8.600  ft:  f.  aL,  wh, 
fttelp.;  ral.  equip.,  $8,000;  val.  bldgs.,  $1,600;  exp. 


dept,  $2,600;  tot  mem..  81,  pd.  fall  time  8,  pd. 
part  time  28;  undrs.  rating,  third  <dai*. 

Water  Supply — Src,  spr..  1%  m.  boa.  cent.; 
aya.,  pump  to  atdp.;  stdp.  cap.,  165,000  gala.,  dim. 
26  z  88;  mat,  etl.;  rea.  cap.,  180,000  gala.,  loe 
at  atation;  8  pump,  eng.,  cap.  day  8,080.000  gala.; 
maina,  e  i.,  18  m.,  1^  to  12  in.  dia.;  110  nyd.; 
812  met;  800  aerv.;  pipe,  lead  ft  iron;  prea.,  dom. 
76  to  90  Iba.,  f.  92  to  120  Iba.;  cona.  day,  S14.7SS 
gals.;  ooet  $86,000;  coat  mtce,  $7,488;  wka. 
owned  by  city. 

ORANTSBURQ,  p.  721;   f.  area,  120  a.;  mere. 

bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  IVi 
ator. ;  wd.  rfs.  perm. ;  fwka.  ord. ;  causes  of  f.  inv.  F. 
dept — 1  c  eng.,  1  c  ex.,  1  h.  ft  1.  trie.,  2  hose 
car.;  hose,  gd.,  cot,  rub.  lined,  1.500  ft.;  inf.. 
300  ft;  tot  hose,  1,800  ft;  f.  al.,  bell;  ^-aL 
equip.,  $8,100;  val.  bldgs.,  $2,000;  exp.  dept., 
$260;  tot.   mem.,   40  vol. 

Water  Supply — Src,  riv.  ft  datema. 

GRATIOT,  p.  868;  mere  bldga..  bk.  ft  wd.,  1  ft 
2  Btor.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.;  wd.  rfa.  penn. 
in  f.  area;  no  fwks.  ft  combt.  ord.;  cauaea  of  L 
inv.  F.  dept. — 2  hose  reels;  hose,  cot,  rub.  lined, 
ffd.,  760  ft;  inf.,  400  ft;  tot  hoae,  1.150  ft.; 
X.  al.,  bell;  val.  equip.,  $600;  vaL  bldgs.,  $800; 
tot  mem..  20  vol. 

Water  Supply — Not  reported. 

GREEN  BAY,  p.  25,236;  f.  area.  1,000  a.;  mere 
bldgs.,  bk.  ft  stn.,  2  to  6  stor.;  priv.,  bk.  ft  wd..  1 
ft  2  stor.;  wd.  rfa.  perm.;  fwka.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 2  str.,  1  comb,  e  ft  h. 
wag.,  1  c  eng.,  8  c  hand  ex.,  1  h.  ft  I.  trk.,  2 
aupply  wag.,  5  hose  ear.,  3  hoae  aleda,  10  hrs.; 
hose,  cot,  rub.  lined,  gd.,  8,500  ft.;  f.  aL,  Game- 
well,  58  bx.:  val.  equip..  $56,000;  vaL  bldga., 
$46,000;  exp.  dept,  $16,000;  tot  mem.  21,  pd.  full 
time. 

Water  Supply — Src,  10  arteaian  wella,  hi  m. 
bus.  cent;  sya.,  pump  to  rea.;  rea.  cap.,  2,500.000 
gala.;  6  pump,  eng.,  gap.  day  23.760,000  k^; 
maina,  iron,  66  m.,  6  to  18  in.  dia.;  410  hyd.; 
646  v.;  1,800  met;  4,800  serv.;  pipe,  g^v.  L; 
pres.,  dom.  40  lbs.,  f.  100  Ibe;  cona.  day,  1,850,000 
.gala.;  cost,  $882,800;  coat  mtce,  $84,000;  wka. 
owned  by  Co. 

GREEN  BUSH,  p.  800;  mere  bldga.,  wd.  F. 
dept — Not  reported. 

Water  Supply — Src,   ciatema;   qre,  pump.;  res. 

cap.,  100  bble 

GREEN  LAKE,  p.  668;  f.  area,  4  a.;  mere  bldga., 

1  ft  2  Btor.;  priv.,  wd.,  1  to  2  ator.;  wd.  ria.  doc 
perm.;  causea  of  f.  inv.  F.  dept — 1  e  eng.,  IS 
c  hand  ex.,  1  h.  ft  1.  trk.;  hoae,  oot.  rubTuBed. 
gd.,  600  ft;  rub.,  gd.,  150  ft.;  tot  hoae,  760  ft; 
f.  al.,  beU;  vaL  equip.,  $1,600;  vaL  bldga.,  $600; 
tot.  mem..  26  vol. 

Water  Supply — ^Not  reported. 

GREENWOOD,  p.  666;  f.  area,  820  a.;  bldgK.. 
wd.  ft  bk.,  2  ator.:  wd.  rie  perm.;  fwka.  ord.  F. 
dept. — 1  h.  ft  L  trie.,  2  hoae  car.;  hoae,  cot,  1,000 
ft:   tot.   mem.,   30   voL;    val.    equip.,    $300. 

Water  Supply — Sre,  well  ft  cistern. 

HANCOCK,  p.  500;  f.  area,   150  e     F.  dept — 

2  hose  carta,  1  ladder  cart,  600  ft  hoae;  val.  equip., 
$750;  vaL  bldgs.,  $8,000;  exp.  dept,  $50;  tot 
mem.,   40   vol. 

Water  Supply — Src,  6  wella.  in  bus.  cent;  sys., 
pump  dir.;  1  pump,  eng.,  class  trip.,  cap.  daT 
482,000    gala.;    24    hyd.;    5    v.;    maina,    5.000  ft; 

rres.,     f..     180     lbs.;     cost,     $6,500;     coat    mtce, 
100;  wks.  owned  by  city. 

HARTFORD,  p.  2,982;  f.  area,  700  a.;  mere. 
Udga.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  ator.;  wd. 
ne  perm.;  no  fwke  ft  oombt  ord.;  caiaea  ol  f. 
inv.  F.  dept. — 1  auto.  comb,  c  ft  K  ttk^  6  e 
hand  ex.,  1  h.  ft  L  trk.,  1  tk.,  1  hoae  wag.,  2  boae 
car.;  hose,  cot,  rub.  lined,  gd.,  2,200  ft;  inf..  800 
ft.;  tot  hose.  2,500  ft;  f.  aL.  bell  ft  wh.;  vaL 
equip.,  $10,000;  vaL  bldga.,  $7,000;  exp.  dept. 
$800;  tot   mem.,   80  voL 

Water  Supply — Sre,  well;  eye,  pump  to  atdp.; 
stdp.  cap.,  66,000  gala.;  pump.  cap.  day,  880.600 
gals.;  maina.  6  m.,  4  to  10  in.  die;  00  hyd.;  prce, 
f.  80  lbs.;  ooet,  $50,000. 

HARTLAND.  p.  728;  f.  area,  1%  aq.  m.;  bldga., 
bk.  ft  wd.,  1  ft  2  ator.     F.  dept — 1  gaaoUae  cp^ 
1  b.  ft  1.  trk.,  1  hoae  car.;  hoae  cot,  gd.,  1,< 
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ft.;  Inf.,  800  ft;  tot  hoge,  1,800  ft;  f.  «!.,  wh. 
ft  bell;  25  vol. 

Wattr  Supply — Src.,  riv.,  well  k  cistern. 

HAYWARD,  p.  1,864;  f.  area.  820  a.;  bldga.. 
vrd.,  1  A  2  stor.;  wd.  rfa.  perm.;  fwks.  &  eombt. 
ord.  F.  dept. — 1  c  eng.,  1  h.  &  1.  trk.,  4  hose 
car.;  hose,  nib.,  gd.,  1,600  ft;  f.  al.,  bell  k  telp.; 
val.  equip.,  $4,000;  Tal  bidgs.,  $4,000;  ezp.  dept, 
9700;  tot.  mem.,  20  vol. 

Water  Supply — Src,  riv.;  sys.,  pump  dir.;  pump, 
eng.,  cap.  day  2,000,000  gals.;  mains,  iron,  5  m., 
4  to  10  in.  dla.;  78  hyd.;  31  v.;  pres..  dpm.  40 
lbs.,  f.  80  lbs.;  cost,  $80,000;  cost  mtce.,  $2,000; 
wks.  owned  by  city. 

HIGHLAND,  p.  1,0»6;  f.  area,  640  a.;  bldgs.. 
bk.  &  wd.,  IH  to  2  stor.;  wd.  rfs.  perm.;  fwks. 
8i  combt  ord.;  causes  of  f.  Inv.  F.  dept — 1  comb, 
c.  eng.  &  hand  pump,  2  hand  eng.,  1  h.  &  1.  trk., 
2  hose  carts;  f.  al„  bell;  hose,  cot,  1,000  ft;  val. 
equip..  $1,350;  val.  bldgs.,  $400;  tot  mem.,  70  vol. 

Water  Supply — Src,  drilled  wells;  sys.,  pump  to 
tk.;  tk.  cap.,  84,000  gals.;  7  hyd.;  cost  $8,280; 
wks.  owned  by  city. 

HILBERT,  p.  672;  mere,  bldgs.,  bk.  &  wd.,  1  ft 
2  stor.;  priv.,bk.  &  wd.,  1  &  2  stor.;  wd.  rfs.  perm, 
in  f.  area;  fwks.  &  combt  ord.;  causes  of  f.  inv. 
F.  dept.— 1  str..  1  h.  &  1.  trk..  8  c.  hand  ex..  1 
hose  reel,  1  hand  pump;  hose,  cot,  rub.  lined,  go., 
800  ft.;  rub.,  gd..  100  ft;  inf.,  200  ft;  tot  hoee. 
1.100  ft;  f.  aL,  bell;  val.  equip.,  $7,000;  val.  bldgs., 
$6,000;  exp.  dept,  $500;  tot  mem.,  80  voL 

Water  Supply — Not  reported. 

HORtCON,  p.  1,881;  mere  bldgs.,  bk.  *  stn.,  « 
stor.;  priv.,  stn.,  bk.  &  wd.,  2  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  fwks.  ord.  F.  dept — 1  str..  IX 
c  hand  ex..  1  h.  &  L  trk.,  8  hose  carU;  hose,  cot, 
gd.,  1,800  ft;  inf.,  200  ft;  tot  hose,  MOO  ft; 
f.  al.,  beU  k  wh.;  val.  equip.,  $8,000;  val.  bldgs., 
$6,000;  exp.  dept,  $860;  tot  mem.,  60  voL 

Water  Supply— Src,  Bock  riv.  k  6  cistenM,  ojp. 
7,000  bbls.;  sys.,  pump  to  stdp.;  stdp.  c*P«»  i^o,- 
000  gals.;  res.  cap.,  100,000  gals.;  mains,  6  1-8 
m..  4  to  12  in.  dla.;  70  hyd.;  ?  PW«P-  «»?:»  ^S? 
trip.;  pres.,  dom.  80  lbs.,  f.  160  lbs.;  cost.  $61,000. 

HORTONVILLE.  p.  1,000;  f.  area,  2,000  a.  F. 
dept— l.gae.  eng.,  1,500  ft  hose;  val.  equip., 
$2,000;  val.  bldgs.,  $1,500;  exp.  dept,  $100; 
tot.  mem.,  24  vol. 

Water  Supply — Src.,  pond,  crk.  k  res. 

HUDSON,  p.  2.810;  f.  area,  40  a.;  mere,  bldgs., 
bk.  k  wd.,  2  «tor.;  priv.,  wd.,  2  stor.;  wd.  rfa. 
not  p«rm.;  fwks.  k  combt  ord.;  causes  of  f.  mv. 
F.  dept— 1  h.  k  L  trk.,  1  hose  car..  2  Ja^^d  hose 
reels,  1  hrs.;  hose,  cot.  rub.  lined,  gd.,  2,100  ft, 
inf..  500  ft.;  tot  hose,  2,600  «t.;  f.  al..  Metropoli- 
Un,  7  bx.;  val.  equip..  $5,600;  vaL  bldgs.,  $2,000; 
exp.  dept,  $400;  tot  mem.,  12  vol.;  undrs.  rating, 
third  class. 

Water  Supply — Src,  well;  sys.,  pump  to  res.; 
res.  cap.,  288,000  gals.;  2  pump.  eng..  cap.  day 
2.600.000  gals.;  mains,  iron,  8%  m.,  o  to  is  in, 
da.;  84  hyd.;  86  v.;  met,  104;  *5p  serr.;  pres., 
dom.  80  lbs.,  f.  95  lbs.;  cons,  day,  870,000  galsj 
cost,  $28,000;  cost  mtce.,  $102,000;  wks.  owned 
by  city. 

HURLEY,  p.  2,000;  f.  area,  80  a.;  mwc  bldgs.. 
wd.  k  bk.,  1  &  2  stor.;  priv..  wd..  1*2  stor.. 
wd.  rfs.  perm,  in  f.  area;  fwks.  * /J™^S  ^^.''t ' 
causes  of  f.  inv.  F.  dept— 1  c.  |ng-.  ^  »»•  *  \^f.^'^ 
lined,  gd.,  3.300  ft;  rub.,  gd.  500  ft.;  mf  1.000 
ft  •  tot  hose.  4,800  ft;  f.  al.,  elec,  6  bx.;  exp. 
dept..  $i.OoSVtot.  mem.  22.  pd.  full  time  2,  20  vol. 
Water  Supply— Src.  riv.;  sys.,  pump  to  stdp.; 
etdp.  cap.,  600.000  gals.;  pump,  eng.,  <»P'  ^"J 
2.000.000  gals.;  mains,  6  m.,  4  to  12  In.  dla.;  48 
hyd.;  pres.,  f.  100  lbs.;  wks.  owned  by  Co. 

HUTISFORD,  p.  616;  [•»!«*». l^<>  /' I  2!!^ 
bldg^,  bk.,  2  stor.;  priv..  bk.  k  wd.,  1  &  2  stor.. 
wd.  rfs.  perm.  In  f.  area;  fwks.  k  combt  ord.. 
causes  of  f.  inv.  F.  dept.— 1  gas  eng..  1  c  eng» 
2  c  hand  ix..  1  h.  &  1.  trk.,  3  hose  reel^.  1  hand 
puSp;  hosi,  cot.  nib.  lined  gd.  2.200  ft  ;  inf , 
300  ft;  tot  hose,  2.500  ft;  f.  al..  bell;  ^al. 
AnuiD.     83.000;   tot.   mem.,   72   vol.     .    ^,     .      . 

witer  Supply— Src,  Rock  riv.,  1%   block,  bus. 

INDEPENDENCE,   p.  J^O;    f.   area,    250   a.      F. 
dept— 8  hose  carts,   1  h.  &  1.  trk.,  750  ft   hose. 


val.  equip.,  $1,600;  val.  bldgs..  $2,000;  tot  mem., 
85    vol. 

Water  Supply—- €lrc.,  4  wells,  in  bus.  cent;  sys.. 
pump  dir.;  1  pump,  eng.,  cap.  day  4,000,000  gals.; 
24>  hyd.;  mains,  8  m.;  pres..  dom.  75  lbs.,  f.  100 
lbs.;  cost,  $10,000;  cost  mtce.,  $1,000;  wks. 
o\(ned  by  city. 

K)LA,  p.  860;  f.  area,  400  a.;  mere  bldgs.,  bk. 
k  wd.,  2  stor.;  priv..  bk.  k  wd.,  2  stor.;  wd.  ris.  not 
perm.;  no  fwks.  ord.  F.  dept— 1  str.,  1  h.  As  L 
trk.,  3  hose  car.;  hose,  cot,  gd..  1,600  ft.;  inf.. 
500  ft;  tot  hose.  2.100  ft;  f.  aL,  bell;  val.  equip., 
$4,500;  val.  bldgs..  $450;  exp.  dept,  $60;  tot 
mem.,  42  vol. 

Water  Supply — Src,  cisterns. 

JACKSON,  p.  199;  f.  area,  40  a.;  mere  bldgs., 
wd.,  1^2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.; 
fwks.  k  combt.  ord.;  causes  of  f.  inv.  F,  dept— 1 
hand  eng.,  1  h.  &  1.  trk.,  1  aer.  trk..  1  hose  car.; 
f.  al.,  bell;  hose,  rub..  500  ft.;  val.  equip.,  $450; 
val.  bldgs.,  $300;  exp.  dept.  $75;  tot.  mem.,  80 
vol. 

Water  Supply — Src,  wells  k  cisterns. 

JANESVILLE,  p.  13,894;  f.  area,  4,000  a.;  mere 
bldgs.,  bk.,  2  to  6  stor.;  priv..  bk.  k  wd.,  1  k  2 
stor.;  wd.  rfs.  perm.;  fwks.  k  combt  ord.;  causes 
of  f.  inv.  F.  dept. — 2  str.,  1  auto.  comb,  c  &  h. 
wag.,  1  chief's  auto,  with  c  tk.,  2  h.  &;  1.  trk.,  1 
aer.  trk..  3  hose  wag.,  6  hrs.;  hose,  cot,  rub.  lined, 

fd.,  6,000  ft;  f.  al..  Gamewell,  72  bx.;  val.  equip., 
26,000;  val.  bldgs.,  $12,000;  exp.  dept,  $21,500; 
tot.  mem.  22,  pd.  full  time  16,  call  men  7;  undrs. 
rating,  third  class. 

Water  Supply — Src,  wells,  ^  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  320,000  gals.;  mat, 
iron;  res.  cap.,  1.000,000  gals.;  pump,  eng.,  cap. 
day  4,000,000  gals.;  mains,  c.  i..  82  1-8  m.,  %  to 
16  in.  dia.;  808  hyd.;  168  v.;  met,  867;  2,828 
serv.;  pipe,  iron;  pres.,  dom.  70  lbs.,  f.  100  to  120 
lbs.;  wks.  owned  by  Co. 

JEFFERSON,  p.  2,682;  f.  area,  2.560  a.;  mere 
bldgs.,  bk.  k  wd..  1  to  3  stor.;  priv..  bk.  k  wd., 
1V&  stor.:  wd.  rfs.  not  perm,  in  f.  area;  fwks.  k 
combt.  ord.;  causes  of  f.  inv.  F.  depr. — 1  str., 
4  c  hand  ex.,  1  h.  &  1.  trk.,  2  hose  reels;  hose, 
cot,  rub.  lined,  2,100  ft;  f.  al.,  bell  k  wh.;  val. 
equip.,  $7,000;  exp.  dept.,  $400;  tot  mem.,  65; 
undrs.  rating,   third  class. 

Water  Supply — Src.  well;  sys.,  pump  to  atdp.; 
stdp.  cap.,  100,000  gals.;  2  pump,  eng.,  cap.  day 
2.000,000  gals.;  mains,  7  m.,  4  to  10  in.  dia.;  60 
hyd.;  pres.,  dom.  65  lbs.,  f.  110  to  130  lbs.;  cost, 
$43,000;  wks.  owned  by  city. 

JOHNSON  CREEK,  p.  426;  f.  area,  820  a.;  mere 
bldgs.,  bk.  k  wd.,  2  stor.;  priv.,  bk.  k  wd..  1% 
star,;  wd.  ris.  not  perm.;  fwks.  ord.  F.  dept — 
3  c.  hand  ex.,  1  hand  c.  eng.,  1  h.  &  1.  trk.,  1 
hose  car.;  hose,  rub.,  800  ft;  f.  al.,  bell;  val. 
equip..  $1,500;  exp.  dept,  $250;  tot.  mem..  30 
vol.  , 

Water  Supply — Src.  pond;  sys..  1  pump;  mains, 

1  m.,  5  in.  dia.;  12  hyd.;  cost  $8,000;  cost  mtce., 
$100;  wks.  owned  by  Co. 

JUNEAU,  p.  1,008;  mere  bldgs.,  bk..  2  stor.; 
priv..  bk.  k  wd.,  1%  &  2  stor.;  wd.  rfs.  perm.; 
fwks.  k  combt.  ord.  F.  dept. — 6  c  hand  ex.,  1  h. 
k  1.  trk.,  1  hose  wag.,  2  hose  car.;  hose,  cot,  rub. 
lined,  gd..  1,500  ft;  f.  aL,  bell;  val.  equip.,  $2,600; 
val.  bldgs.,  $2,500;  tot  mem.,  52  voL 

Water  Supply — Src,  wells.  In  bus.  cent.;  sye, 
pump  to  stdp.;  stdp.  cap.,  26,000  gals.;  pump, 
eng.,  cap.  day  960  bbls.;  mains,  e  i.,  2  m.,  4  to 
8  in.  dia.;  80  hyd.;  met.,  6;  60  serv.;  pipe.  Iron; 
pres.,  dom.  90  lbs.,  f.  60  lbs.;  cost,  $10,000; 
cost  mtce.,  $600;  wks.  owned  by  city. 

KAUKAUNA,  p.  4,717;  f.  area,  600  a.;  mere 
bldgs.,  bk.,  stn.,  wd.,  2  k  S  stor.;  priv.,  wd.  k  bk., 
1^  &  2  stor.;  wd.  rfs.  not  perm.;  fwks.  k  combt 
ord.     F.  dept. — 1  str.,  1  h.  &  L  trk,,  1  hose  wag., 

2  hose  car..  4  hrs.;  hose,  cot.,  rub.  lined,  gd.,  1,600 
ft;  rub.,  gd.,  700  ft;  inf.,  600  ft.;  tot  hose,  2,800 
ft.;  f.  al.  telp.;  val.  equip.,  f  10.000;  val.  bldgs., 
$4,000;  exp.  dept,  $2,000;  tot  mem.  14,  pd.  full 
time  2,  vol.  12;  undrs.  rating,  tAird  class. 

Water  Supply — Src,  wells,  In  bus.  cent;  sys., 
pump  to  stdp.  dir.;  stdp.  cap..  176,000  gals.,  dim. 
20  X  76;  mat,  itl.;  res.  cap.,  800,000  gals.;  8 
pump,  eng.,  dass  dup.,  cap.  day  8,000,000  .gals.; 
mains,  iron.  11  m.,  6  to  14  in.  dia.;  102  hyd.;  72 
v.;    243    met;    662    serv.;    pres.,   dom.    60   lbs.,    f. 
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ft.;  inf.,  iOO  ft;  tot.  hose,  8,250  ft;  f.  al.,  wh.  k 
Gamewell,  12  bx.;  val.  equip.,  $10,000;  val.  bldgs., 
97,000;  ezp.  dept,  $800;  tot  mem.,  68  toL; 
undTS.   rating,   fourth   claaa. 

Watar  Supply — Src,  wells,  in  bus.  cent;  sys., 
pump  to  0tdp. ;  stdp.  cap.,  176,000  gals.;  res.  cap., 
48,000  gals.;  pump,  eng^.,  cap.  day,  1,000,000  gala, 
each;  mains,  c.  i.,  8^  m.,  4  to  12  in.  dia.;  103 
hyd.;  met.,  610;  620  serv.;  pres.,  dom.  55  to  60 
lbs.,  f.  100  lbs.;  cona.  day,  180,000  gals.;  cost, 
$68,088;  wks.  owned  by  ci^. 

FOUNTAIN  CITY,  p.  1,081;  f.  area,  80  a.;  mere, 
bidga.,  stn.,  bk.,  wd.,  8  stor.;  priv.,  bk.  ^  wd.,  1 
k  2  etor.;  wd.  rfs.  perm.;  fwks.  k  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 1  atr.,  1  hand  eng., 
4  c.  hand  ex.,  1  h.  &  1.  trk.,  2  hose  car.;  hoae, 
cot.,  rub.  lined,  grd.,  1,600  ft;  f.  al.,  bell;  vaL 
equip.,  $4,500;  val.  bldgs.,  $8,000;  tot  mem.,  50 
vol.;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  riv.  ft  wells. 

FREDERICK,  p.  611;  f.  area,  4  blocks;  mere, 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  to  8 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  h.  ft  L  trk., 
2  c.  hand  ex.,  2  hose  reels;  hose,  oot,  rub.  lined, 

fd.,  1,000  ft;  f.  al.,  bell  ft  wh.,  1  bx.;  val.  equip., 
1,500;  val.  bldgs.,  $2,000;  tot.  mem.,  20  vol. 
Water  Supply — ^Not  reported. 

FREDONIA,  p.  500;  f.  area,  25  a.;  mere,  bldgs., 
wd.,  2  stor.;  priv.,  bk.  ft  wd.,  IV^  ft  2  stor.;  wd. 
rfs.  perm.  F.  dept — 1  gas.  eng.,  1  hand  en^.,  1 
hose  car.,  1  h.  ft  1.  trk.;  hose,  cot,  rub.  hned, 
1,600  ft;  inf.,  800  ft;  tot  hose,  1,900  ft;  f.  al., 
bell;  val.  equip.,  $2,750;  val.  bldgs.,  $1,500;  exp. 
dept,  $25;  tot.  mem.,  46  vol. 

Water  Supply — Sre.,  wells. 

FREEDOM,  p.  062;  mere,  bldgs.,  wd.  ft  bk.  F. 
dept — 1  h.  ft  1.  trk.,  ladders,  hooks,  axes,  fte.,  2 
hose  car.;  hose,  900  ft;  f.  al.,  bell;  tot  mem., 
40  vol. 

Water  Supply — 9rc.,  well;  sys.,  grav.;  res.  cap., 
80,000  gala.;  pump,  eng.,  cap.  min.  240  gals.;  wks. 
owned  by  city. 

FiREMONT,  p.  406;  f.  area,  867  a.  F.  dept — 
1  gas.  eng.,  1  h.  ft  1.  trk.,  1  hose  cart,  1,200  ft 
hose;  val.  equip.,  $8,800;  val.  bldgs.,  $1,200;  exp. 
dept,.  $400;   tot.   mem.,  87   vol. 

Water  Supply — Src,  riv.,  in  bus.  cent;  sys., 
pump  dir.;  1  pump,  eng.,  cap.  865  gals,  min.;  wks. 
owned   by   village. 

FRtEIVDSHIP.    p.    500.       F.    dept. — 1    c    eng.; 
val.  equip.,  $500;  vol. 
No  waterwks. 

QALESVILLE,  p.  078;  mere  bldgs.,  stn.,  bk.  ft 
wd.,  1  to  5  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm, 
in  f.  area;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept — 1  c  eng.,  1  h.  ft  1.  trk.,  1  aer.  trk.,  S 
hose  carts;  hose,  cot,  rub.  lined,  gd.,  2,600  ft; 
f.  al.,  bell;  val.  equip.,  $2,000;  val.  bldgs.,  $6,000; 
tot  mem.,  55  vol. 

Water  Supply — Src,  Beaver  Creek;  sys.,  pump 
dir.;  1  pump,  eng.,  cap.  day  168,000  gals.;  mains, 
c  i.,  2  m.,  4  in.  dia.;  24  hyd.;  prea.,  100  lbs.; 
cost,  $80,000;  cost  mtee.,  $600;  wks.  owned  by 
village  corporation. 

6LENW00D,  p.  954;  f.  area.  160  a.;  mere,  bldgs., 
wd.  ft  bk.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm.;  no  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 8  hose  car.,  8  laddems; 
hose,  cot.,  rub.  lined,  gd.,  850  ft;  f.  al.,  bell;  val. 
equip.,  $1,500;  val.  bldgs.,  $2,500;  exp.  dept, 
$65:  tot.  mem.,  16  vol. 

Water  Supply — Src,  well,  2  blocks  bus.  cent.; 
sys.,  pump  to  stdp.;  stdp.  cap.,  60,000  gats.;  pump, 
eng.,  cap.  day  750,000  gals.;  mains,  iron,  8  m., 
4  to  8  in.  dia.;  16  hyd.;  100  serv.;  pipe,  wrt  ft 
galv.  i.;  pres.,  dom.  40  lbs.,  f.  150  lbs.;  cost  $18,- 
000;   cost  mtce.,  $1,200;  wks.  owned  by  city. 

GRAFTON,  p.  1,000;  f.  area,  640  a.  F.  dept — 
1  gas.  eng.,  1  h.  ft  1.  trk.,  2,000  ft  hose;  val. 
equip.,  $4,000;  val.  bldgs.,  $4,000;  exp.  dept, 
$200;   tot   mem.    50,  pd.   part  time. 

Water    Supply — Src,    riv. 

GRAND  RAPIDS,  p.  6,521;  f.  area,  1,000  a.; 
mere,  bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  eombt.  ord.  F.  dept — 1 
str.,  1  b.  ft  1.  trk.,  2  hoae  wag.,  2  hose  car.,  4  hra.; 
hose,  cot,  rub.  lined,  gd.,  2,000  ft;  mb.,  gd.,  600 
ft;  inf.,  1,000  ft;  tot  hose,  8.600  ft:  f.  aL,  wh. 
fttelp.;  val.  equip.,  $8,000;  val.  bldgs.,  $1,600;  exp. 


dept,  $2,600;  tot  mem.,  81,  pd.  fall  time  8,  pd. 
part  time  28;  uidrs.  rating,  third  daai. 

Water  Supply — Src,  spr,,  1%  m.  bos.  cent.; 
sys.,  pump  to  stdp.;  stdp.  cap.,  165,000  gala.,  dim. 
26  X  88;  mat,  stl.;  res.  cap.,  180.000  gals.,  loc 
at  station;  8  pump,  eng.,  cap.  day  8,080,000  c^; 
maina,  c  i.,  18  m.,  1^  to  12  in.  dia.;  110  hyd.; 
812  met;  800  aerv.;  pipe,  lead  ft  iron;  pres.,  dona. 
76  to  90  lbs.,  f.  92  to  120  lbs.;  cons.  day.  S14.72S 
gala.;  eosi,  $86,000;  cost  mtce.,  $7,488;  vka. 
owned  by  city. 

QRANT8BURG.  p.  721;  f.  area,  120  a.:  mere 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  ly^ 
etor.;  wd.  rfs.  perm.;  fwks.  ord,;  causes  of  f.  inv.  F- 
dept — 1  c  eng.,  1  c  ex.,  1  h.  ft  1.  tik.,  2  bo*e 
car.;  hose,  gd.,  cot.,  rub.  lined,  1,500  ft.;  int, 
800  ft;  tot  hose,  1,800  ft;  f.  al.,  bell;  ral. 
equip.,  $8,100;  val.  bldgs.,  $2,000;  exp.  depi., 
$250;   tot.   mem.,    40   vol. 

Water  Supply — Src,  riv.  ft  cisterns. 

GRATIOT,  p.  868;  mere  bldgs.,  bk.  ft  wd.,  1  ft 
2  stor.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.;  wd.  rfs.  perao. 
in  f.  area;  no  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.     F.  dept. — 2  hose  reels;  hose,  cot,  rub.  lined. 

fd.,    750    ft;    inf.,    400    ft;    tot   hose,    1.160    ft,; 
al.,   bell;   val.   equip.,   $600;   vaL  bldgs.,    fSOO; 
tot.  mem..  20  vol. 

Water  Supply — Not  reported. 

GREEN  BAY,  p.  25,236;  f.  area.  1.000  a.;  mere 
bldgs.,  bk.  ft  stn..  2  to  6  stor.;  priv.,  bk.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  04nd.; 
causes  of  f.  inv.  F.  dept. — 2  str.,  1  comb,  c  ft  b. 
wag.,  1  c  eng.,  8  c  hand  ex.,  1  h.  ft  1.  trk.,  2 
supply  wag.,  5  hose  car.,  3  hose  sleds,  10  tax*.; 
hose,  cot,  rub.  lined,  gd.,  8,500  ft.;  f.  aL,  Game- 
well,  58  bx.:  val.  equip.,  $55,000;  vaL  bldea., 
$45,000;  exp.  dept,  $16,000;  tot  mem.  21.  pd.  lull 
time. 

Water  Supply — Src.  10  artesisn  wells.  U  m. 
bus.  cent;  sys..  pump  to  res.;  res.  cap.,  2.600.000 
gals.;  6  pump.  eng..  gap.  day  28,750,000  gala.; 
mains,  iron,  55  m.,  6  to  18  in.  dis.;  416  hyd.; 
545  v.;  1,800  met;  4,800  serv.;  pipe.  galv.  L; 
pres.,  dom.  40  lbs.,  f.  100  lbs.;  cons,  daiy,  1,860,000 
gala.;  cost,  $882,800;  cost  mtce.,  $S4,00P; 
owned  by  Co. 

GREENBUSH,    p.    300;    mere    bldgs., 
dept. — Not  reported. 

Water  Supply — Src.   cisterns;   ays.,   pumpi.; 

cap.,  100  bbla. 

GREEN  LAKE,  p.  568;  f.  area,  4  a.;  mere  bldgs., 

1  ft  2  stor.;  priv.,  wd.,  1  to  2  stor.;  wd.  rfa.  not 
perm.;  causes  of  f.  inv.  F.  dept — 1  c  ens.,  18 
c  hand  ex.,  1  h.  ft  L  trk.;  hose,  cot,  nab.  lined, 

fd.,  600  ft;  rub.,  gd.,  160  ft;  tot  hoae,  760  ft; 
aL,  bell;  vaL  equip.,  $1,600;  val.  bld|^,   $000; 
tot  mem.,  26  vol. 

Water  Supply — ^Not  reported. 

GREENWOOD,  p.  666;  t  area,  820  a.;  bldca., 
wd.  ft  bk.,  2  stor.:  wd.  rfs.  perm.;  fwks.  ord.  F. 
dept. — 1  h.  ft  L  trk.,  2  hose  car.;  hoae.  oot^  1,000 
ft:   tot.   mem,,   30   voL;    val.    equip.,    $300. 

Water  Supply — Src,  well  ft  datem. 

HANCOCK,  p.   500;  f.  area,   150   a.      F.   dept.— 

2  hoae  carts.  1  ladder  cart.  600  ft  hose;  Tal.  equip., 
1750;  vaL  bldgs.,  $8,000;  exp.  dept,  $50;  tot. 
mem..   40   vol. 

Water  Supply — Src,  5  wells,  in  bns,  cent;  sy*;.. 
pump  dir.;  1  pump,  eng.,  class  trip.,  can.  dav 
482,000  gals.;  24  hyd.;  5  v.;  mains,  5,000  ft- 
pres.,  f..  180  lbs.;  cost  $6,500;  cost  mtce.^ 
$100;  wks.  owned  by  city. 

HARTFORD,  p.  2,982;  f.  area,  700  «.;  mere. 
bldga..  bk.  ft  wd..  2  stor.;  priv.,  wd.,  S  stor.;  wd. 
rfs.  perm.;  no  fwks.  ft  combt  ord.;  csvaes  of  L 
hiv.  F.  dept. — 1  auto.  comb.  c.  ft  h.  trk.,  «  e. 
hand  ex.,  1  h.  ft  1.  trk.,  1  tk.,  1  hose  wac  2  hoae 
car.;  hose,  cot,  rub.  lined,  gd.,  2,200  ft.;  inf.,  300 
ft;  tot  hose,  2,500  ft;  f.  aL.  bell  A  wb.-  raL 
equip.,  $10,000;  val.  bldgs.,  $7,000;  exp.  dept., 
$890;   tot.   mem.,   80  voL 

Water  Supply — Src,  well;  sys.,  pomp  to  stdpL* 
stdp.  cap.,  65,000  gala.;  pump,  cap.  dftv,   SS9.000 

Pla.;  maina,  6  m.,  4  to  10  in.  dia.;  00  brd.-  wca. 
80  lbs.;  cost,  $50,000.  *  *^' 

..^"^"■'H'J^'  P*  ^^®'*  '•  •«»'  1%  "q.  m.:  bUtea., 
bk.  ft  wd.,  1  ft  2  stor.  F.  dept — 1  gssottecScZ 
1  h.  ft  L  trie.,  1  hose  car.;  hoae.  eot,   ^d.,  ijifi 
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val.  eouip..  $1,600;  val.  bldgs.,  $2,000;  tot.  mem., 
35    vol. 

Water  Supoly— €lrc.,  4  wells,  in  bus.  cent.;  sys., 
pump  diT.;  1  pump,  eng.,  cap.  day  4,000,000  gals.; 
24  hyd.;  mains.  S  m.;  pres.,  dom.  75  lbs.,  f.  100 
lbs.;  cost,  $10,000;  cost  mtce.,  $1,000;  wks. 
owned  by  city. 

lOLA.  p.  860;  f.  area,  400  a.;  mere,  bldgs.,  bk. 
ft  wd.,  2  stor.;  priv..  bk.  ft  wd..  2  stor.;  wd.  rfs.  not 
perm.;  no  fwks.  ord.  F.  dept. — 1  str..  1  h.  ft  L 
trk.,  3  hose  car.;  hoae,  cot.,  gd.,  1.600  ft.;  inf.. 
500  ft.;  t4)t.  hose.  2,100  ft.;  f.  al..  bell;  val.  equip.. 
$4,500;  val.  bldgs.,  $450;  exp.  dept.,  $60;  tot. 
mem..  42  vol. 

Water  Supply — Src,  cisterns. 

JACKSON,  p.  199;  f.  area,  40  a.;  mere,  bldgs., 
wd.,  1  ft  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1 
hand  eng..  1  h.  ft  1.  trk.,  1  aer.  trk..  1  hose  car.; 
f.  al.,  bell;  hose,  rub.,  500  ft.;  val.  equip..  $460; 
val.  bldgs.,  $300;  exp.  dept..  $75;  tot.  mem..  80 
vol. 

Water  Supply — Src,  wells  ft  cisterns. 

JANESVILLE.  p.  18.894;  f.  area,  4.000  a.;  mere, 
bldgs.,  bk.,  2  to  6  stor.;  priv..  bk.  ft  wd..  1  ft  8 
stor.;  wd.  rfs.  perm.;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 2  str.,  1  auto.  comb.  c.  ft  h. 
wag..  1  chief's  auto,  vrith  c.  tk.,  2  h.  ft  1.  trk.,  1 
aer.  trk.,  3  hose  wag.,  6  hrs.;  hose.  cot.,  rub.  lined, 

fd.,  6,000  ft.;  f.  al.,  Gamewell.  72  bx.;  vaL  equip., 
26,000;  val.  bldgs..  $12,000;  exp.  dept..  $21,600; 
tot.  mem.  22.  pd.  full  time  15,  call  men  7;  undrs. 
rating,  third  class. 

Water  Supply — Src,  wells,  %  m.  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  820,000  gals.;  mat., 
iron;  res.  cap.,  1,000,000  gals.;  pump,  eng.,  cap. 
day  4,000,000  gals.;  mains,  c.  i.,  82  1-8  m.,  %  to 
16  in.  dia.;  808  hyd.;  168  v.;  met..  867;  2,828 
serv,;  pipe,  iron;  pres.,  dom.  70  lbs.,  f.  100  to  120 
lbs.;  wks.  owned  by  Co. 

JEFFERSON,  p.  2,682;  f.  area.  2,660  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd,, 
1%  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  I.  inv.  F.  depr. — 1  str., 
4  c.  hand  ex..  1  h.  ft  1.  trk..  2  hose  reels;  hose, 
cot.,  rub.  lined,  2,100  ft.;  f.  al.,  bell  ft  wh.;  val. 
equip.,  $7,000;  exp.  dept.,  $400;  tot.  mem..  66; 
undrs.  rating,  third  class. 

Water  Supply — Src.  well;  ays.,  pump  to  stdp.; 
stdp.  cap.,  100.000  gals.;  2  pump,  eng.,  cap.  dttf 
2,000,000  gals.;  mains,  7  m.,  4  to  10  in.  dia.;  60 
hyd.;  pres.,  dom.  65  lbs.,  f.  110  to  130  lbs.;  cost, 
$48,000;  wks.  owned  by  city. 

JOHNSON  CREEK,  p.  426;  1.  area,  820  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  bk.  &  ^a.,  1% 
stor.;  wd.  rfs.  not  perm.;  fwks.  ord.  F.  dept.— 
3  c.  hand  ex..  1  hand  c.  engr.,  1  h.  ft  1.  trk.,  1 
hose  car.;  hose,  rub.,  800  ft.;  f.  al..  bell;  val. 
equip.,    $1,600;    exp.    dept.,    $250;    tot.    mem..    30 

vol.  , 

Water  Supply — Src,  pond;  sys.,  1  pump;  mains. 

1  m..  6  in.  dia.;  12  hyd.;  cost,  $8,000;  cost  mtce., 

$100;  wks.  owned  by  Co. 

JUNEAU,   p.    1,008;    mere   bldgs.,   bk.,    2   stor.; 

priv.,  bk.  ft  wd.,   1%    ft   2  stor.;   wd.   rfs.  perm.; 

fwks.  ft  combt.  ord.     F.  dept. — 6  c.  hand  ex.,  1  n. 

ft  1,  trk..  1  hose  wag.,  2  hose  car.;  hose,  <»t..  rup. 

lined,  gd..  1,600  ft.;  f.  al.,  bell;  val.  equip..  $2,600; 

val.  bldgs..  $2,500;  tot.  mem.,  52  vol. 

Water   Supply — Src.    wells,   in  bus.    cent.;    sys., 

pump    to    stdp.;    stdp.    cap..    26,000    g^.;    pump. 

eng.,  cap.  day  960  bbls.;  mafais,  c  1..  2  m.,  4  to 

8  in.  dia.;  80  hyd.;  met.,  6;  60  serv.;  PiP«.  i™. 

pr«.,    dom.    90    lbs.,    f.    60    lbs.; ^  cost,    $10,000; 
cost  mtce.,  $600;  wks.  owned  by  dty. 

KAUKAUNA,  p.  4,717;  f.  area,  600  a.;  mere 
bldga.,  bk..  stn.,  wd.,  2  ft  8  stor.;  priv.,  wd.  ft  bk., 
1%  ft  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt. 
oM.  F.  dept.— 1  str..  1  h.  ft  1.  trk  1  hose  wag., 
2  hose  car.,  4  hrs.;  hose.  cot.,  rub.  Ihied.  gd.,  1,600 
«.;  rub.,  gd.,  700  ft.;  inf.,  600  ft.;  tot  hose.  2,800 
ft!  t  i.  telp.;  val.  equip..  $10,000;  val.  bldp.. 
$4,000;  exp.  dept..  $2,000;  tot.  mem.   14,  pd.  fuU 

time  2,  vol.  12;  undrs.  ratmg.  third  class.        

Watsr   Supply — Src.   wells,   in  bus.   cent.;  vb,, 

pump  to  stdp.  dir.;  stdp.  cap..  l''M°J?^JP^"i  ^.*°i 
20  X  76;  mat.,  stl.;  res.  cap..  «JMOO  gals.;  2 
Jump,  eii.,  dass  dup.,  <?]>•,  «*«i«'0?0,000g^.; 
mains,  ir7n,  11  m.,  6  to  14  in.  dia.;  102  hyd.;  72 
v.;    248    met.;    662    senr.;    pres..   dom.    60   lbs.,    t. 
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SPOKANE,  p.  104,402;  f.  area,  40  eq.  m.;  mere, 
bl^gs.,  bk.  A  atn.,  I  to  14  ator.;  priv.,  wd.,  2  ft 
S  ator.;  wd.  ris.  not  penn.;  fwks.  ft  combt.  ord.; 
«auae8  of  f.  inv.  F.  dept. — 1  auto.  c.  eng.,  1  auto, 
comb.  c.  ft  h.  ft  L  trie.,  7  str.,  8  comb.  c.  ft 
h.  wag.,  1  c  eng.,  2  autx>.  h.  ft  1.  trie.,  1  h.  ft  L 
trk.,  5  auto,  hose  wag.,  1  hoee  wag.,  44  hrs. ;  hose, 
cot.,  rub.  lined,  gd.,  35,000  ft.;  f.  al.,  Gamewell, 
206  bx.;  val.  equip.,  |2 26,328;  val.  bldgs.,  970,- 
000;  exp.  dept.,  91'92,543;  tot.  mem.  130,  pd 
full  time. 

Watar  Supply — Src.,  8  wella  ft  riv.,  6  m.  bua. 
eent.;  sya.,  pump  to  res.,  to  atdp.  ft  dir.;  6  stdps., 
combined  cap.  2,100,000  gala.,  dim.  80  z  70,  loc. 
on  hill  south  part  of  city,  mat.  stl.;  2  ret.,  cap. 
41,600,000  gala.;  15  pump,  eng.,  daas  dup.,  cap. 
daj  84,000,000  gala.;  mains,  c.  i.  ft  kalameixL  870 
m.,  4  to  30  in.  dia.;  2,136  hyd.;  2,766  v.;  7,700 
met.;  80,000  serv.;  pipe,  galv.  L;  prea.,  dom.  80 
lbs.,  f.  100  lbs.;  cons,  dar,  30,000,000  gals.;  cost, 
14,600,000;  cost  mtce.,  $169,800;  wks.  owned  by 
city. 

SPRAQUE,  p.  1,110;  mere,  bldgs.,  wd.,  2  stor.; 
priv.,  same;  wd.  rfs.  not  perm,  in  f.  limits;  fwks. 
0)rd.  F.  dept. — 2  hose  carta,  1  c.  ex.;  hoae,  rub., 
go..  800  ft.;  cot,  700  ft;  tot.  hose,  1,Q00  ft; 
b^U  al.;  val.  equip.,  98,800;  val.  bldga^,  $7,000; 
tot',   mem.,  76  vol. 

Water  Supply— Src,  well,  2  blocka  bua.  cent; 
s^s.,  grav.  ft  pump  dir.;  res.  cap.,  250,000  gals.; 
2  pump,  eng.,  cap.  day  1,116,000  gals.;  maina, 
wd.,  8  m.,  4  to  10  in.  dia.;  36  hyd.;  IS  v.;  215 
serv.;  pres.,  dom.  56  lbs.,  f.  80  lbs.;  cost,  920,* 
000;  cost  mtce.,  92,400;  wks.  owned  by  city  ft  Co. 

.SPRINQDALE,  p.  251;  mere  bldgs.,  bk.  ft  wd., 
1"  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  no  fwks.  ft  combt  ord.;  cauaes 
of  f.  inv.  F.  dept. — 1  hand  c.  eng.,  100  ft.  hose; 
vol. 

•  Wlater  Supply — Src,  creek;  sys.,  ^v.;  stdp. 
•cap.,  10,000  gals.;  1  pump,  eng.;  mams,  2  to  4 
in.  dia.;  2  hyd.;  pres.,  dom.  20  lbs. 

STANWOOD,  p.  544.  F.  dept — 1  hose  cart,  1 
•ezt  ladder,  1,000  ft  hose;  bell  al.  No  org.  f. 
•dept 

Water  Supply — Src,  riv.,  1  m.  bua.  cent;  svs., 
■dir.  pres.;  2  pump,  eng.,  cap.  day  860,000  gals.; 
ii\ains,   6   in.  dia.;   8  hyd.    ;   wka.   owned   by  city. 

STEVENSON,  p.  500.  F.  dept — 1  hose  ckrt, 
1  c  eng.,  600  ft.  hose;  f.  al.,  bell;  tot  mem.,  20 
vol. 

Wate^  Supply — Src,  mountain  strm.;  sys.,  grav.; 
re*,  cap.,  6,000  gals.;  maina,  7,600  ft,  4  in.  dia.; 
10  hyd.;  pres.,  dom.  60  lbs.,  f.  128  lbs.;  wks. 
owned  by  city. 

SULTAN,  p.  600.  F.  dept. — 2  hose  carts;  hose, 
-cot,  rub.  lined,  gd.,  1,000  ft;  f.  al.,  bell;  tot 
cnem.,  85  vol. 

Water  Supply — Src,  spr.,  6  m.  bus.  cent;  sys., 
;grav.;  res.  cap.,  101,000  gals.;  mains,  8  m.,  2 
to  6  in.  dia.;  16  hyd.;  pres.,  dom.  100  lbs.;  f. 
125  Ibe.;  wks.  owned  by  city. 

SUMAS,  p.  002;  mere  bldgs.,  bk.  ft  wd.,  1  to 
■3  stor.;  pnv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  perm, 
in  f.  area;  no  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  hand  hose  cart,  600  ft  hose; 
f.  al.,  bell;  tot.  mem.,  20  vol. 

Water  Supply — Src,  wells;  sys.,  grav.;  res.  cap., 
160,000  gals.;  1  pump,  eng.;  mains,  4  to  6  in. 
dia.;   10  hyd.;   10  v.;  pres.,  dom.  68  lbs. 

SUMNER,  p.  802;  bldgs.,  wd.,  2  stor.;  wd.  rfs. 
perm.;  no  f.   dept;  undrs.  rating,  fourth  daas. 

Water  Supply — Src,  spr.;  sys.,  grav.  to  ft  from 
res.;  res.  cap.,  30,000  gals.;  mains,  6  m.,  2  to  4 
in.  dia.;  2  hyd.;  600  serv.;  pres.,  dom.  50  lbs., 
f.  85  lbs.;  wks.  owned  by  Co.;  cost,  $10,000;  cost 
mtce.,  9700. 

SUNNVsIDE,  p.  1,379;  mere  bldgs.,  bk.  ft  wd., 
1  to  3  stor.;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  hose  wag.,  1  hand  c  eng.,  1,500 
ft-  cot.,  rub.  lined,  hose;  f.  al.,  bell;  tot  mem.,  14 
vol. 

Water  Supply — Src,  well;  sys.,  grav.;  res.  cap., 
2.'>0,000  ffals.;  1  elec.  pump,  eng.,  cap.  day  28^,- 
000  gals.;  mains,  wd.,  6%  m*.  4  to  8  in.  dia.; 
23  hyd.;  16  v.;  400  met;  400  serv.;  pres.,  dom. 
40  lbs.,  f.  80  lbs.;  wka.  owned  by  city. 

TACOMA,  p.  82,972;  f.  area,  48  sq.  m,;  mere, 
bldgs.,  stn.,  bk.,  cem.  ft  wd.,  1  to  16  stor.;  priv., 
wd.,    2    stor.;    wd.    rfs.    perm,    in    f.    area;    combt 


ord.;  causes  of  f.  inv.  F.  dept — 10  etr.,  1  c 
eng.,  1  auto,  c  eng.,  1  auto,  nose  wag.,  8  auto, 
comb,  c  ft  h.  wag.,  1  auto.  aer.  trie,  1  aer.  trk., 
20  c  hand  ex.,  10  hose  wag.,  8  hoee  carta.,  59  hre.; 
hoee,  cot,  rub.  lined,  gd.,  86,000  ft:  c,  1.000  ft; 
tot  hose,  87,900  ft;  f.  al.,  Qamewell,  138  bz..  86 
auxiliary  bx.,  76  Starr  elec  bx.;  vaL  equip.,  9216,* 
271;  val.  bldgs.,  $226,731;  exp.  dept,  $228,799; 
tot  mem.,  181,  pd.  full  time. 

Water  Supply — Src,  creek,  6%  m.  bua.  cent; 
sys.,  grav.;  3  res.,  combined  cap.,  25,145,000  gals.; 
pump  to  res.  ft  stdp.;  3  stdps.,  combined  cap. 
1,166,000  gals.;  9  pump,  eng.,  cap.  day  16,646.000 
gals.;  mains,  wrt.  ft  c  i.,  260.3  m.,  2  to  SO  in. 
dia.;  1.317  hyd.;  1,343  met;  14,406  aerr.;  1,164 
v.;  in\ie,  galv.  i.;  pres.,  40  to  65  Iba.;  cona.  day, 
15,000.000  gala.;  cost,  92,000,000;  ooet  mtce., 
9243.972;  wks.  owned  by  city. 

TEKOA,  p.  1,694.  F.  dept— 1  h.  ft  L  trie,  5 
hose  wag.;  hoee,  cot,  rub.  lined,  gd.,  1,150  ft: 
rub.,  gd.,  200  ft.;  inf.,  200  f:.;  toe.  hose,  1,550 
ft:  f.  al.,  telp.;  vaL  equip.,  92,000:  voL 

Water  Supply — Src,  arteaian  wdk;  sjsl,  grav. 
ft  dir.  pres.,  res.  cap.  400,000  gals.;  2  pumpis;  34 
hyd.;  14  v.i  mains,  kalamein,  4  to  8  in.  dia.;  coat, 
910,500;  wka.  owned  by  city. 

TENINO,  p.  1,000.  F.  dept. — 2  c.  eng..  2  hand 
hose  carts;  hose,  cot,  rub.  lined,  gd.,  1.000  ft; 
tot.  mem.,  40  vol. 

Water  Supply— Src,  well,  1  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  700,000  gala.;  1  pump,  eng.,  cap. 
day  190,080  gals.;  maina,  8  m.,  6  to  8  in.  dia.; 
pres..  dom.  68  to  82  lbs.,  f.  100  Iba.;  wks.  owned 
by  city. 

TOPPENISH,  p.  1,698;  mere  bldga.,  bk.,  stn. 
ft  wd.,  1  to  3  stor.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  oombt  ord.; 
causes  oi  f.  inv.  F.  dept — 1  str.,  1  c  en^,  S 
hose  carts;  hose,  cot,  rub.  lined,  gd.,  1,450  ft;  f. 
al.,  lelp.  ft  bell;  tot  mem.,  24  voL,  pd.  $2  each 
on  rail. 

Water  Supply— Src,  well,  ^,  m.  boa.  eent;  eya., 
dir.   pres.;    stdp.    oap.,    18,000   gala.,   mat   etL;   8 


elec  pump,  eng.,  cap.  day,  806,400  mla.; 
wd.  ft  iron,  7  m.,  4  to  8  in.  dia.;  46  nyd.;  10  v.; 
275  met.;  275  serv.;  pres.,  dom.  45  lbs.,  f.  90  lb».; 
cons,  day,  226,000  gals.;  coat  mtce.,  $5,000;  wks. 
owned  by  city. 

UNIONTOWN.  p.  426.  F.  dept— 1  hose  cart, 
500   ft.  hose;   bell  aL     No  org.    L   dept 

Water  Supply — Src,  weU,   1  m.  bua.  cent;  sys., 

frav.;   res.    cap.,    152,692    gals.;    pump,    eng.,  cap. 
ay    288,000    gals.;    maina,    6    in.   dia.;    14   hjd.; 
pres.,   f.    45   lbs. 

VANCOUVER,  p.  9,300;  f.  area,  80  a.;  mere  bldga., 
wd.,  bk.,  stn.,  2  ft  3  stor.;  wd.  rfs.  not  pens.; 
fwka.  ft  combt.  ord.  F.  dept — 2  atr.,  1  auto, 
comb,  c  ft  h.  wag.  ft  h.  ft  1.  trk.,  1  eomb.  h.  ft  L 
wag.,  1  hoae  wag,  1  hoee  cart,  6  lua.;  boac,  nb.. 
gd.,  3,700  ft;  f.  al.,  telp.;  val.  equip.,  913,800: 
vaL  bldgs.,  92,000;  exp.  dept,  9S.O00;  tot  nem. 
62.  pd.  full  time  4,  vol.  48. 

Water  Supply — Src,  apr.,  6  m.  east  bos.  eent; 
sys.,  grav.  ft  dir.;  8  rea.,  cap.  1,107.600,  800,000 
ft  180,000  gals.;  8  pump,  eng.,  cap.  day.  2.600,000 
gala.;  4  pumpa,  cap.  500,000  gals.;  mains,  stL  ft 
wd.,  «7  A.,  2  to  12  in.  dia.;  116  hyd*;  800  aerv.; 
pipe,  galv.  i.;  pres.,  dom.  65  Iba.,  f.  125  lbs.; 
cost.  9260,000;  wks.  owned  by  Co. 

WAIT8BURQ.  p.  1,287;  f.  area,  10  a.;  mere 
bldga.,  wd.,  bk.,  stn.,  2  stor.;  priv.,  wd.,  2  star.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.  F.  dept — 
8  hose  carts,  h.  ft  1.;  hoae,  cot,  rob.  lined,  gd.. 
850  ft.;  f  al,  bell;  val.  equip.,  92,000;  val.  bWgs^, 
9500;  tot.  mem.,  85  voL 

Water  Supply — Src,  riv.  ft  spr..  3  m.  bos. 
cent.;  sys.,  grav.  ft  pump  to  rea.;  res.  cap.,  500.* 
000  gals.;  3  pump,  eng.,  cap  day  400.000  gaU.; 
mains,  stl.  ft  wd.,  6  m.,  4  to  8  in.  dia.;  39  hyd.: 
24  v.;  275  met;  300  eerv.;  pres.,  dom.  ft  f..  60 
lbs.;  cons,  day,  100,000  gals.;  cost,  950,000;  cost 
mtce.,  92,000;  wks.  owned  by  city. 

WAtLA  WALLA,  p.  10,864;  f.  area,  20  a.; 
mere  bldgs.,  bk.,  1  to  4  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  combt  onL;  cauaes 
of  f.  inv.  F.  dept — 1  auto.  eomb.  e  ft  h.  wag.. 
2  atr.,  1  c  eng.,  6  c  hand  ex.,  1  h.  ft  L  tik.,  1 
comb,  c  ft  h.  wag.,  2  hoee  car.,  12  hrs.;  boas, 
cot,  rub.  Imed,  gd.,  6,160  ft;  f.  aL,  Gamew^ 
62  bx.:  val.  equip.,  986,000;  val.  bldga.,  $St,00i: 
exp.  dept,  $81,000;   tot  mem.  22,  pd.  full  ttBM. 

Water  Supply — ^Src,  apr..  16  m.  bus.  cent;  lya- 
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gnv.)   pump   to   TM.   ft   itdp.;    itdp.    cap.,  '  67,000 

fis. ;  mat,  wd.  ft  stl.;  res.  cap.,  8,000,000  gala.; 
pump,  eng.,  cap.  day  1,000,000  gala.;  mabrn, 
kal.,  30  m.,  2  to  20  in.  dia.;  287  hvd.;  met.,  105; 
2,715  oenr.;  pipe,  galv.  i.;  prea.,  dom.  12  to  85 
Iba.,  f.  80  Iba.;  cost,  $000^000;  coat  mtce.,  90,000; 
wkg.  owned  by  city. 

WAPATO,  p.  400;  f.  area,  160  a.;  mere,  bldgs., 
bk.,  Btn.  ft  wd.,  1  ft  2  etor.;  priv.,  wd.,  2  stor.; 
wd.  rfa.  not  perm,  in  f.  area;  fwka.  ft  combt.  ord.; 
causea  of  f.  mv.  F.  dept. — 1  str.,  c.  hand  ex.,  1 
hoae  wag.,  2  hoae  reels;  hose,  cot.,  rub.  lined,  gd., 
2,000  ft.;  inf..  200  ft.;  tot.  hose,  2,200  ft.;  f.  aL, 
bell;  val.  eqmp.,  $6,000;  val.  bldga.,  98,000;  tot. 
mem.   10,  pd.  part  time. 

Water  Supply — Src.,  well,  IH  blocka  bus.  cent; 
syB.,  grav.;  atdp.  cap.,  85,000  gals.,  dim.  20  z 
15;  mat.,  wd.;  1  pump,  eng.,  claas  trip.,  cap.  day 
200,000  gals.;  mains,  wd.,  8H  m.,  4  to  10  in.  dia.; 
27  hyd.;  47  v.;  met,  SO;  pres.,  dom.  27  lbs.,  f. 
60  lbs.;  cons,  day,  1,000  gals.;  coat,  $17,000; 
cost  mtce.,  $200;  wks.  owned  by  city. 

WASHOUQAL,  p.  456.  F.  dept. — 1  hoae  cart, 
500  ft  hose;  f.  al.,  bell;  15  vol. 

Water  Supply — Src,  well,  1  m.  bus.  cent;  sys., 
grav.  ft  dir.  prea.;  stdp.  cap.,  67,566  gals.;  mat, 
wd.;  2  pump,  eng.,  cap.  day  506,000  gals.;  mains, 
4  to  6  in.  dia.;  24  hyd. 

WASHTUCNA,  p.   800.     F.   dept.— 1  hoae  cart, 

1  h.  ft  1.  trk.,  550  ft  hose;  f.  al.,  bell;  25  vol. 
Water    Supply — Src,    spr.,     %    m.    bus.    cent; 

sys.,  grav.;  res.  cap.,  274,500  gals.;  pump,  eng., 
cap.  day   180,000  gals.;  mains,  wd.,  3^   m.,  4  to 

8  in.  dia.:  8  hyd.;  5  met;  87  serv.;  pres.,  dom. 
45  lbs.,  f.,  65  to  70  lbs.;  cost,  $20,880;  cost 
mtce.,  $75;  wks.  owned  by  City. 

WATERVILLE.   p.    1,000.      P.   dept — 1    c   eng., 

2  hose  carts,  1  n.  ft  1.  trk.;  hoae,  cot,  rub.  Uned, 
gd.,  1,150  ft;  f.  al.,  bell  ft  wh.;  tot  mem.,  80  voL 

Water  Supply — Src,  spr.  ft  well,  414  m.  bus. 
cent.;  syo.,  grav.;  stdp.  cap.,  130,000  gals.;  2 
pump,   eng.,  comb.   cap.   day    180,000   gals.;  mains, 

9  m.,  4  to  8  in.  dia.;  19  hyd.;  240  met;  pres., 
dom.  ft  f.,  50  lbs.;  cost,  $38,868;  cost  mtce.,  $946; 
wks.  owned  by  city. 

WENATCHEE,  p.  4,050;  f.  area,  1,050  a.;  mere 
bldgs.,  bk.,  stn.,  cone,  ft  wd.,  1  to  4  stor.;  priv., 
bk.,  stn.,  cone,  ft  wd.,  1  to  8  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  cauaea  of 
f.  inv.  F.  dept— ^1  auto.  comb,  c  ft  h.  wag.,  2  e. 
hand  ex.,  1  c.  eng..   1  h.  ft  1.  trk.,  2  hoae  car.,  4 


Watar  Supply — Src  riv.,  %  m.  bus.  cent.;  aya.» 
graT.;  rea.  ev*,  1,064,^00  nli.;  S  pomp,  eng., 
daaa  tri|k,  09.  day.  S.6OO.OO0  gals.:  mtm  wd. 
ft  siL,  18  iiL,  1  to  14  u.  Ola.;  109  nyd.;  Io0  ▼.; 
met,  411:  1»S19  cerv;;  pipe,  galT.  L;  pv«a.,  dom. 
SO  to  60  Iba.,  t  60  to  110  Iba.;  eons.  dur.  878^ 
&48  gals.;  coat,  $188,004;  cost  mtce.,  $8,768;  was. 
owned  bj  city. 

WHITE  SALMON,  p.  682;  f.  area,  20  a.  F. 
dept — 1  c.  eng.,  2  c.  hand  ex.,  ladders.,  buckets, 
ftc,  200  ft  rub.  hose;  f.  aL,  bell;  val.  equip.,  $600; 
exp.  dept,  $25;  vol. 

Water  Supply — Src.,  spr. 

WILBUR,  p.  757.  F.  dept— 8  hoae  carta,  1.200 
ft.  hose;  f.  al.,  bell;  20  toL 

Water  Supply — Src,  spr.,  1  m.  bna.  cent;  tfn., 
grav.  ft  dir.  prea.;  res.  cap.,  200,000  gals.;  2 
pump,  eng.,  combined  oap.  day,  S 68.000  ttilM,; 
mains,  4  to  6  in.  dia.;  80  fayd.;  pres.,  f.  60  10a. 

WILSON  CREEK,  p.  406.  F.  dept— 1  boss 
cart.,  1  c.  tk.,  760  ft.  hoae;  f.  al.,  bell;  16  toL 

Water  Supply— ^rc,  well,  %  m.  bus.  cent.;  sys., 
grav.;  res.  cap.,  180,000  gals.;  2  pump,  eng.,  cap. 
day  300,000  gals.;  mains,  c.  i.  ft  wd.,  2^  m.,  4 
to  8  in.  dia.;  14  hyd.;  15  v.;  55  met;  112  serv.; 
pres.,  f.,  52^  lbs.;  cons,  day,  65,000  gals.;  cost, 
$20,000;    wks.    owned    by    city. 

WIINLOCK,  p.  1.400;  f.  area,  40  a.  F.  dept. — 
2  hose  carts,  1  c.  hand  ex.,  500  ft  hose;  val. 
equip.,  $1,500;  val.  bldgs.,  $8,500;  exp.  dept, 
$500;  tot.   mem.   16,  pd.   part  time. 

Water  Supply — Src,  wells,  in  bus.  cent.;  sys., 
grav.;  5  pump,  eng.;  15  hyd.;  mains,  2,500  ft; 
pres.,  dom.  ft  f.,  65  lbs.;  cost,  $10,000;  wks. 
owned  by  priv.  Co. 


ing,  third  daas. 


WOODLAND,    p.     400.      F.    dept— 1    c 
2  hose  carts;  hose,  cot,  rub.  lined,  gd.,  1,000  ft; 
f.  al.,  bell;  tot.  mem.,  25;  pd.  50  cente  per  ealL 

Water  Supply — Src,  Lewis  River,  8,500  ft  bufe. 
cent;  ays.,  grav.  ft  dir.  prea.;  rea.  cap.,  200,000 
gala.;  1  pump,  eng.,  cap.  180  arala.  min.;  maina, 
wd.  stave,  4  to  8  in.  dia.;  24  hyd.;  19  ▼.;  wka. 
owned  by  municipality. 

YACOLT,  p.  400.  F.  dept. — 1  hand  hose  cart; 
hose  cot.,  mb.  lined,  gd.,  600  ft;  tot  mem^, 
18  voL 

Water  Supply — Src,  mountain  atrm.,  2  m.  bus. 
cent;  aya.,  grav.;  mains,  1  m.,  2  to  4  in.  dia.;  6 
hyd.;  pres.,  dom.  86  to  60  Iba.,  f.  112  Iba.;  wka. 
owned  by  city. 

Placea  with  a  population  of  1.000  or  more  not 
repeated — Brighton,  Burlington,  Steilaooom,  Wilks- 
son. 
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AMOS,  p.  1,000;  mere  bldgs.,  wd.,  2  ft  8  stor. 
F.  dept — 1  hose  reel;  hoae,  cot.  jacket,  900  ft; 
vol. 

Water  Supply — Src,  2  drilled  wells;  aya.,  grav.; 
res.  cap.,  08,760  gals.,  size  10  x  41,  loc  on  hill- 
side; 1  pump,  class  dup.,  cap.  day  96,000  gals.; 
maina,  IH  m-.  ^  to  6  in.  dia.;  17  hyd. 

BELINGTON,  p.  1,481.  F.  dept — 1  hose  wag.; 
hose,  cot,  rub.  lined,  gd.,  800  ft;  f.  al.,  wh.; 
tot.  mem.,  40  vol. 

Water  Supply — Src,  mountain  apr.  ft  rea.;  ays., 
grav.  ft  dir.;  res.  cap.,  1,800,000  gals.,  loc  192 
ft  above  street  grade;  1  pump;  mains,  6  m.,  4  to  8 
in.  dia.;  88  hyd.;  pres.,  dom.  100  lbs.,  f.  100  lbs. 

BENTWOOD,  p.  7,000.  F.  dept — 2  comb,  c 
ft  h.  wag.,  20  c  hand  ex.,  8  hand  hoae  reela,  2 
c.  wag.,  3  hrs.,  8,300  ft.  hose;  f.  al.,  Oamewell, 
18  bx.  ft  bell;  tot  mem.  98,  vol.  90  ft  8  pd.  men. 

Water  Supply — Src,  riv.,  1  m.  bua.  cent;  ays., 
pump  dir.;  res.  cap.,  600,000  gals.;  4  pump,  eng., 
class  comp.  dup.,  cap.  day  10,000,000  gals.;  mama, 
c  i.,  7  m.,  4  to  12  in.  dia.;  86  hyd.;  prea.,  dom. 
85  to  100  lbs,,  f.  110  lbs.;  cons,  day  600,000 
gals-;  wks.  owned  by  priv.  Co. 

BERKELEY  SPRINGS,  p.  864;  f.  area,  85  a.; 
mere,    bldgs.,    bk.    ft    wd.,    2    stor.;    priv.,    wd.,    2 


stor.;  wd.  rfs.  perm.;  fwlca.  ft  combt.  ord.;  cauaes 
of  f.  inv.  F.  dept — 1  h.  ft  1.  tik.,  8  hoae  carts, 
buckets,  ladders,  axee,  ftc,  1  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  800  ft;  vaL  equip.,  $1,000;  exp. 
tfq>t.,  $50;  tot.  mem.,  81  vol. 

Water  Supply — fire,  spr.,  in  bus.  cent.;  sys., 
dir.  pre*.;  res.  cap.,  5,000  gala.;  wks.  owned  by 
priv.  party. 

BLUEFIELD,  p.  11,188;  f.  area,  700  a.;  mere 
bldga.,  bk.  ft  wd.,  2  to  4  stor.;  priv.,  wd.,  2  *  * 
stor.;  fwks.  ft  oombt  ord.;  causea  of  1  inv.  F. 
dept. — 1  comb,  c  ft  h.  wag.,  1  hoae  wag.,  1 
hose  cart;  hose,  cot,  rub.  lined,  gd.,  4,000  ft; 
rub.,  gd.,  i500  ft:  tot  hose^  4,500  ft;  f.  al., 
Oamewell,  27  bx.;  val.  equip.,  $20,000;  vaL  bldgs., 
$6,000;  exp.  dept,  $10,000;  tot  mem.,  12,  4  pd. 
men,  S  vol.;  undrs.  rating,  aeoond  class. 

Water  Supply — Src,  spr.;  s¥s.,  irrav.,  pmnp  to- 
stdp.;  stdp.  cap.,  250,000  gala.,  dim.  86  z  86; 
res.  cap.,  12,000,000  gals.,  loc  6  m.  ewt  town; 
2  pump,  eng.,  dass  comp.  dup.,  cap.  day  l.SOO.OOO* 
gala.;  maina,  c  i.,  26%  m.,  8  to  10  in.  dia.;  80- 
hyd.;  88  v.;  met.,  80;  1,100  aerv.;  P«s.,  dom.  25 
to  70  lbs.,  f.  46  to  100  lbs.;  cons,  dsy,  1,000,000- 
gals.;  coat,  $180,000;  wka.  owned  by  Go. 

BRAMWELL,  p.  1,468.     F.  dept— 2  boss  reels;, 
hose,  rub.,  1,000  ft;  f.  al.,  bella;  vol. 
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Water  Supply — Src,  natural  apr.;  aya.,  grav.; 
-xes.  cap.,  18,000,000  gala.,  loc.  in  valley  2i4  ft. 
above  atreet  grade;  maina,  4  in.;  10  byd.;  prea., 
f.  100  Iba. 

BUCKHANNON,  p.  2,226;  f.  area,  100  a.;  mere. 

bidga.,   wd.,  bk.,   2  stor.;   priv.,  wd.  JE  bk.,   1  JE  2 

'ator.;  wd.  rfa.  perm.;  fwka.  ft  oombt.  ord.  F.  dept. — 

I  h.  JE  1.  trk.,  4  hose  reela,  10  ladders;  boee,  cot., 

.rub.  lined,  gd.,   1,600  ft.;  f.  al.,  bell;  vaL  equip., 

'9400;  val.  bidga.,  960;  tot.  mem.,  65  vol. 

Water  Supply — Src.,  riv.,  1  m.  bus.  cent.;  ays., 
pump  dir.;  res.  cap.,  219,000  gals.;  2  pump,  eng., 
claaa  Kiup.,  cap.  day,  1,200,000  gale.;  mains,  10  m., 
.8  to  8  in.  dia.;  6S  hyd.;  600  eerv.;  pree.,  dom.  ft 
f.  90  lbs.;  cons,  day,  500,000  gals.;  ooat,  958,000; 
wka.  owned  by  priv.  corpn. 

CAIRO,  p.  068;  mere,  bldgs.,  bk.  t  wd.,  1  to 
■S  stor.;  priv.,  bk.  k  wd.,  2  stor.;  wd.  rfa.  perm, 
in  f.  area;  cooibt.  ord.;  causes  of  f.  inv.  F.  dept.— - 
1  hose  vfdig.t  1  hose  car.;  hose,  cot.,  rub.  lined, 
•gd.f  600  ft.;  f.  al.,  bell;  tot.  mem.,  40  vol. 

Water  Supply — Src,  spr.,  850  ft.  bus.  cent.; 
ays.,  pump  to  res.;  rea.  cap.,  2,400  bbla.;  pump. 
<eng.,  class  dup.,  cap.  day  1,600  bbla.;  maina,  c.  k 
wrt.  i.,  4,500  ft.,  4  in  dia.;  16  hyd.;  pres.,  dom. 
SO  lbs.,  f.  80  lbs.;  cons,  day,  200  bbla.;  coat, 
'97,000;  cost  mtce.,  9400;  wka.  owned  by  city. 

CAMERON,  p.  1,6C0.  F.  dept. — 2  c.  band  ex.,  2 
liosc  reels,  1  h.  jc  I.  trk. ;  hose,  cot.,  rub.  lined,  gd., 
^450  ft;  f.  al.,  wh.;  val.  equip.,  98,000;  val.  bldgs., 
415,000;   tct.   mem.,   100   vol. 

Water  Supply — Src,  wells;  sys.,  pump  dir.;  res. 
«ap.,  160,000  gala.,  loc  200  ft.  above  main  street; 
I  pump.  eniT'i  class  trip.,  cap.  day  426,000  gals.; 
mains,  2H  ra->  4  to  8  in.  dia.;  prea.,  dom.  110 
Iba.,  f.  126  lbs. 

CENTRAL  CITY,  p.  8,000;  mere,  bldgs..  bk.  ft 
iwd.,  2  stor.;  priv..  wd.,  1  ft  2  stor.;  wd.  rfa. 
:perm. ;  fwks.  ft  combt.  ord.;  cauaea  of  f.  inv.  F. 
rdept. — S  hose  reels;  hose,  rub.,  gd.,  1,600  ft.;  f. 
.al.,  wh.;  toL  mem.,  34  vol. 

Water  Supply — Src,  Huntington  waterwka.;  aya., 
kgrav.;  mains,  8  m.,  6  ft  8  in.  dia.;  42  hyd.;  prea., 
100  lbs. 

CEREDO,  p.  1,215.  F.  dept. — 8  c.  hand  ex., 
>6  ladders,  1  hose  cart;  hoae,  cot.  Jacket,  600  ft; 
i.  al.,  bell;  tot.  mem.,  26  voL 

Water  Supply — Src,  deep  wells;  aya.,  grav.;  rea. 
•cap.,  271,000  gala.,  aituated  192  ft.  above  grade; 

1  pump,  eng.,  claaa  trip.,  cap.  min.,  167  gala.; 
mains,  2  m.,  4  to  8  in.  dia.;  21  hyd.;  prea.,  f. 
30  Iba. 

CHARLESTON,  p.  22,096;  f.  area,  6^  sq.  m.; 
mere  bldss.,  bk.  ft  stn.,  8  to  12  stor.;  frame  ft 
iron-clad  bldgs.  not  perm,  in  f.  area;  fwka.  ft 
combt.  ord.  F.  dept. — 8  sir.,  2  comb,  c  ft  h. 
waff.,  1  c  eng.,  1  aer.  trk.,  12  c.  band  ex.,  1  h. 
ft  I.  trk.,  8  hoae  wag.,  1  chief's  auto.,  12  hra.; 
hose,  cot,  rub.  lined,  gd.,  6,000  ft.;  rub.,  gd., 
200  ft;  tot.  hose,  1^,200  ft;  f.  al.,  Oamewell,  SO 
bz.;  tot.  mem.  26,  pd.  full  time. 

Water  Supply — Src,  Elk  riv.,  1  m.  bus.  cent; 
aya.,  pump  to  res.  ft  dir.;  rea.  cap.,  8,000,000 
gala.,  loc.  south  of  pump,  station  on  elevation;  8 
pump,  eng.,  class  comp.,  cap,  day  30,504,800  gals.; 
mains,*  kalamein  ft  c  i.,  45  m.,  3  to  20  in.  dia.; 
180    hyd.;    405    v.;    met.,    200;    8,500    ser\'.;    pipe, 

falv.    !.;    pres.,   dom.    75    lbs.,    f.    120    Iba.;    cons, 
ay,    8,&9S,000   gals,;   cost,   9200,000;    cost   mtce., 
926,000;  wka.  owned  by  Co. 

CHARLESTOWN,  p.  2,662;  f.  area,  800  a.;  mere 
bldgs.,  bk.  ft  stn,,  2  ft  8  stor.;  priv.,  wd.  ft  bk.,  2 
ator.;  wd.  rfa.  perm,  in  f.  area;  fwka.  ft  combt  ord. 
F.  dept. — 2  str.,  10  c  hand  ex.,  1  auto.  comb,  hose 
wag.,  1  aer.  trk.,  1  squad  auto,  with  c.  tank  (in 
reaene),  1  chiefs  bure>%  1  supply  wag.,  2  hose 
wag.    (2   in  reserve),   8  hre.;  hose,  cot.,  rub,   lined, 

?d-,  5,510  ft;  f.  al.,  Gamewell,  29  bx,;  val.  bldffs., 
25,000;  exp.  dept,  91.250;  tot  mem.,  150  vol. 
Water  Supply — Src,  apr.,  %  m.  bua.  cent;  aya., 
pump  to  stdp.;  stdp,  cap.,  200,000  gals,;  mat, 
stl.;  3  pump,  eng.,  cap.  day  300,000  gals.;  mains, 
iron.  7  m.,  2  to  6  in.  dia.;  25  hyd.;  450  serv.; 
pipe,  galv.  i.;  pres.,  dom. '50  lbs.,  f.  50  lbs.;  cona. 
day,  150,000  gals.;  cost,  9^0,000;  cost  mtce., 
95,000;  wks.  owned  by  priv.  Go. 

CHESTER,   p.    8,184;   mere   bldga.,   bk.   ft  wd., 

2  stor.      F.   dept. — 4   hose  reels,   1   comb.   c.   ft   h, 
wag.,   2   c  hand  ex.,   1   h.   ft   1.   trk.,   2    hrs.;   hoae, 


cot,  rub.  lined,  gd..  1J>00  ft;  rub.,  gd.,  200  ft; 
tot  hoae,  1,200  ft;  f.  «1.,  elec.  ft  bell,  10  bx.; 
val.  equip.,  92,500;  val.  bldga.,  91,600;  exp.  dept. 
9600;   tot  mem,,   24  vol. 

Water  Supply — Src,  Ohio  riv.;  sya.,  pump  to 
rea.  ft  dir.;  rea.  cap.,  1,500,000  gala.,  elevated  560 
ft;  1  pump,  eng.,  cap.  1,200,000  gala,  day;  mains, 

5  m..  4  ft  0  in.  dia.;  18  hyd.;  prea.,  dom.  ft  f. 
120  Iba.;  ooat,  976,000;  wka.  owned  by  Co. 

CLARKSBURG,  p.  0.201;  f.  area,  600  a.;  mere 
bldgs.,  bk.,  1  to  7  stor.;  priv..  wd.,  1  ft  2  ator.; 
wd.  rfa.  not  perm,  in  f.  area;  fwka.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  atr..  1  comb,  e  ft 
h.  wsg.,  8  c  hand  ex.,  1  hoae  waf.,  2  hra.;  hoae, 
cot,  rub.  lined,  gd.,  2,000  ft;  f.  aL,  wh.;  vaL 
equip.,  92,600;  val.  bldga.,  92,600;  exp.  dept., 
94,000;  tot  mem.  60,  pd.  full  time  10,  50  voL 

Water  Supply — Src,  Weat  Ford  riv.,  1  m.  bus. 
cent;  aya.,  pump  to  atdp.  ft  dir.;  atdp.  cap.,  1,568,> 
780  gala.;  mat..  c<mc.  ft  atl.;  6  pump,  eng.,  cap. 
day  7,000.000  gala.;  maina,  e  L,  21  m.,  4  to  16 
in.  dia.;  157  hyd.;  256  v.;  met.,  86;  2.400  aerv.; 
pipe,  galv.  i  ft  lead;  prea..  dom.  ft  f.  110  Iba.; 
cons,  day,  3,000,000  gala.;  coat  9500.000;  wka. 
owned  by  citj. 

OOALTON.  p.  800.  F.  dept — 8  hr«e  reeU;  ho«e. 
1,000   ft;   f.   al..   wh.;  val.   equip..   91.000:  voL 

Water  Supply — Sre,  Roaring  creek;  aya.,  gxav.; 
rea.  cap.,  100,000  gala.,  elevated  160  ft  above 
atreet  grade;  1  pump,  eng.,  cap.  min.  620  gala.; 
ntains,  1,900  ft,  4  in.  dia.;  8  hyd.;  2  met;  prr'*.. 
dom.  ft  f.,  70  lbs.;  cost,  910,000;  wks.  owned  br 
priv.    Co. 

DAVIS,  p.  2,«16.  F.  dept — 1  h.  ft  L  trk..  8 
hoae  carta;  hoae,  cot,  rub.  lined,  gd.,  8,000  ft; 
f.  al.,  bell  ft  wh.;  tot.  mem.,  87. 

Water  Supply — Src.  riv.  ft  creek;  «yB.,  pomp  to 
rea.;  rea.  cap.,  62,000  gala.,  loc.  100  ft  alMive 
grade;  8  pump,  eng.,  claaa  dup.;  maina,  2  m.,  4  to 

6  in.  dia.;  25  hyd.;  prea..  dom.  60  Iba.,  f.  100 
lbs.:  coat,  98,000;  wka.  owned  by  city. 

ELKIN8,  p.  6,260;  f.  area,  800  a.;  mere  bldga., 
bk.,  2  to  7  ator.;  priv.,  wd.,  2  ator.;  wd.  rfa.  not 
perm.;  fwks.  ft  combt  ord.  F.  dept. — 1  comb,  e 
ft  h.  wag.,  4  e  hand  ex.,  1  h.  ft  1.  trk..  1  hoae  wag.. 
2  hoae  reela.  4  hra.;  hoae,  cot,  rob.  lin^tl.  gd., 
2,000  ft;  rub.,  gd..  1,000  ft.;  inf.,  600  ft;  tct 
hoae,  8,500  ft;  f.  al.,  telp.:  val.  equip.,  96,900; 
vaL  bldgs.,  98,600;  exp.  dept,  91,000;  tot  meau, 
60  vol.;  undrs.  rating,  third  ctus. 

Water  Supply — Sre,  riv.;  tjB.,  grav.  ft  pvnp  to 
rea.;  res.  cap.,  260,000  gala.;  8  pump,  eng.,  daas 
dup.,  cap.  day  2,000,000  gala.;  mains,  9  m.,  4  te 
8  in.  dia.;  62  hyd.;  met,  86;  400  aerr.;  prea., 
dom.  40  to  60  Iba.,  f.  126  to  146  lbs.;  ooat,  919*- 
000;  coat  mtce.,  98>600;  wka.  owned  bgr  dty. 

FAIRMONT,  p.  9,711;  f.  area,  4.4  aq.  m.;  mere 
bldgs.,  bk.  ft  stn..  8  to  11  stor.;  priv.,  stn.,  bk.  ft 
wd..  2  ft  8  stor.;  wd.  rfs.  not  perm,  in  L  area; 
fwka.  ft  combt  ord.;  causes  oC  f.  inv.  F.  dept — 
1  comb,  auto.,  Ichiefa  «uto.,  1  h.  ft  I.  trk.,  S 
comb.  c.  ft  hoae  wag.,  16  c  hand  ex.,  2  boee  wag.. 
8  hoae  reels,  6  hre.;  hoae,  cot,  rub.  lined,  gd, 
8,500  ft;  rub.,  gd.,  600  ft;  inf.,  1,500  ft;  tot 
hose,  5,500  ft;  f.  al.,  telp.;  val.  equip.,  912.600; 
val.  bldga.,  960,000;  exp.  dept.  916,000;  tot 
47.  pd.  full  time  11.  vol.  36. 

Water  Supply — Sre,  riv.;  aya.,  pomp  to  lea.; 
rea.  cap.,  18.000,000  gala.;  8  pump,  eng.,  dasa 
trip.  dup.  comp.,  cap.  daj  8  000,000  gala.; 
maina,  e  i.,  16  m.,  8  to  20  In.  dia.;  800  byd.: 
v.;  2,600  aenr.;  pipe,  lead;  prea.,  dom.  60  to  00 
Iba.,  t  100  to  120  Iba.;  cooa.  day.  8,000.000 
gals.;  cost  mtce.,  97,000;  wka.  owned  by  etty. 

FOLLANSBEE,  p.  8.081.    F.  dept— Not  reported. 

Water  Supply — Sre.  wella,  %  m.  bua.  cent:  tn^ 
pump  to  res.;  rea.  cap.,  1.500,000  gala.;  1  pompw 
eng,,  cap.  day,  760,000  gala.;  9  m.  e  L  maJaa.  4 
to  8  in.  dia.;  17  hyd.;  40  v.;  met,  460;  440  mnrr,-. 
pres.,  dom.  150  Iha.,  f.  150  lbs.;  cona.  day.  SO. 000 
gals.;  cost  946,000;  coat  mtce.,  92,000;  > wks. 
owned  by  priv.  Co. 

GRAFTON,  p.  7,668;  f.  area,  65  a.;  _ 
bk.  ft  wd.,  8  ft  4  ator.;   priv.,  wd.,  8 
wd.  ria.  not  perm.;  fwka.  ft  combt  ord.; 
f.  inv.     F.  dept.— 4  e  hand  ex.,  6  boae  c 
cot.,  rob.  lined,  gd.,  8,000  ft;  rob.,  gd..  1, 
tot.  hose,  8,800  ft.;  f.  al.,  wh.;  raL  eqaip.,  $8 
val.  bldga.,  91,000;  tot.  mem.,  65  voL 
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Water  Supply — Src,  riv.,  1  m.  boi.  cent.;  wjn., 
pump  to  stdp.  k  dir.;  stdp.  cap.,  450,000  gala., 
dim.  30  z  50;  mat.,  boiler  atl.;  rea.  cap.,  460,000 
gala.;    2   pump,   eng.,    dasa   comp.    dup.,    cap.    day 


2.000,000  gals.;  mains,  c.   i.,   12  m.,  4  to  12   in. 

dia.;    116  hyd.;   met.,    12;   1,100   aerv.;   pipe, 

&  galir.  1.;  prea.,  dom.   100  lbs.,  f.   160  Iba.;  cost, 


met.,  12;  1,100  aerv.;  pipe,  lead 
_  „ —  „,  ^ — ,  dom.  100  lbs.,  f.  160  Iba.;  cost, 
$80,000;  cost  mtce.,  97,000;  wka.  owned  by  city. 

QUYANDOTTE,  p.  1,702;  f.  area,  200  a.;  bidga., 
wd.,  2  ator.;  wd.  rfa.  not  perm.;  fivka.  &.  comot. 
ord.  F.  dept — 1  h.  k  1.  trk.,  1  hose  cart;  hose, 
cot.,  rub.  lined,  gd.,  750  ft.;  val.  equip.,  |2,000; 
val.  bldgs.,  $300;  toL  mem.,  25  vol. 

Water  Supply  —  Src,  supplied  by  Huntington 
Waterwka.  Co.;  ays.,  grav.,  pump  to  rea.,  to  atdp., 
or  dir.;  mains,  3  m.,  2  to  8  in.  dia.;  18  hyd.;  80 
v.;  362  aerv.;  prea.,  dom.  61  lbs.,  f.  100  lbs.;  wka. 
owned  by  priv.  Co. 

HINTON,  p.  8,656;  f.  area,  060  a.;  mere,  bldga., 
bk.,  2  to  4  ator.;  priv.,  bk.  k  wd.,  2  stor.;  wd. 
rfa.  not  perm.;  fwks.  k  oombt.  ord.;  cauaea  of  f. 
inv.  F.  dept — 1  h.  k  1.  trk.,  2  hoae  car.,  2  hoM 
reels;  hose,  cot.,  rub.  lined,  gd.,  900  ft.;  f.  aL, 
bell;  val.  equip.,  |2,000;  val.  bldga.,  |150;  ezp. 
dept.,  $150;  tot.  mem.,  30  vol. 

Water  Supply — Stc.^  riv.,  ^  m.  bus.  cent;  sys., 
pump  to  res.;  res.  oap.,  600,000  gals.;  2  pump. 
eng.,  cap.  day,  1,500,000  gals.;  maina,  c.  k  wrt  {., 
6  m.,  4  to  8  in.  dia.;  58  hyd.;  60  v.;  050  aerv.; 
pipe,  galv.  i.;  prea.,  dom.  k  t.  100  lbs.;  cona.  day, 
750,000  gals.;  cost,  $30,000;  cost  mtce.,  $10,000; 
wks.  owned  by  priv.  Co. 

HUNTINGTON,  p.  81,161;  f.  area,  6^  aq.  m.; 
mere,  bldga.,  bk.  k  wd.,  8  to  10  stor.;  priv.,  bk., 
stn.,  wd.,  2  stor.;  wd.  rfa.  perm.;  fwka.  k  oombt 
ord.  F.  dept — 1  str.,  1  auto,  chiefa  car.  k  aquad 
wag.,  2  c  hand  ex.,  1  aer.  trk.,  1  comb.  c.  A;  h. 
wag.,  4  hose  wag.,  ^  hra.;  hoae,  cot,  mb.  lined, 
gd.,  11,000  ft;  f.  al.,  Gamewell,  44  bz.;  vaL 
equip.,  $18,000;  val.  bldga.,  $8,000;  ezp.  dept, 
$15,000;  tot  mem.  88,  pa.  full  time  21,  vol.  12. 

Watar  Supply — Src,  riv.;  aya.,  pump  to  rea.; 
rea.  cap.,  8,000,000  gala.;  4  pump,  eng.,  daaa 
comp  dup.,  cap.  day,  16,000,000  gala.;  mama,  c  L, 
40  m.,  4  to  16  in.  dia.;  375  hyd.;  140  v.;  2,800 
met;  6,000  aerv.;  prea.,  dom.  k  f.  120  lbs.;  oona. 
day,  2,500,000  gals.;  coat,  $600,000;  wka.  owned 
by  Co. 

KENOVA,'  p.  092.  F.  dept — 1  hoae  reel;  hoae, 
cot.,  600  ft;  f.  al.,  wh.;  tot.  mem.,  20  vol. 

Watar  Supply — Src,  continuation  of  Oatlettsburg, 
Ky.,  sys.;  mains,  i%  m.,  6  &  8  in.  dia.;  14  hyd.; 
prea.,  dom.  k  t.  80  lbs. 

KEYSER,  p.  8,705;  f.  area,  160  a.;  bldga.,  bk. 
k  wd.,  2  stor.;  wd.  rfs.  not  perm.;  fwks.  k  oombt 
ord.;  causea  of  f.  inv.  F.  dept. — 1  h.  k  1.  trk.,  1 
auto,  hose  wag.,  2  hose  carts;  hose,  cot.,  rub.  lined, 
gd.,  1,500  ft;  f.  al.,  wii.;  val.  equip.,  $6,000;  val. 
bldga.,  $500;  ezp.  dept,  $100;  tot.  mem.,  30  vol. 

Water  Supply — Src,  natural  apr.,  6  m.  bua. 
cent;  aya.,  gfnav.;  res.  cap.,  35,000,000  gals.,  loc 
4%  m.  aoutheaat  town;  maina,  9  m.,  4  to  8  in. 
dia.;  44  hyd.;  1,500  sorv.;  pipe,  iron;  pres.,  dom. 
125  lbs.,  f.  125  lbs.;  coat,  $40,000;  coat  mtce., 
$200;  wka.  owned  by  town. 

KEYSTONE,  p.  2,047;  f.  area,  15  squarea;  mere 
bldga.  must  be  bk.,  stn.  or  cone  (2  yeara  to  com- 
ply  with  theee  requirements);  wd.  rfa.  not  perm. 
F.  dept — 15  hand  ex.,  4  hose  reels;  hoae,  cot,  rub. 
lined,  gd.,  2,500  ft;  f.  al.,  bell  k  wh.;  tot  mem., 
27  vol. 

Watar  Supply — Src,  well;  aya.,  grav.,  pump  to 
rea.  k  stdp.;  2  stdps..  combined  cap.  300,000,000 
gala.;  mat,  cone;  3  pump,  eng.,  cap.  dsy  144,- 
271,000  gals.;  mains,  6^  m.,  4  in.  dia.;  20  hyd. 

LEWISBURG,  p.  803;  mere  bldga.,  stn.  k  bk.,  2 
8b  8  stor.;  priv.,  stn.  k  bk.,  8  ator.;  wd.  rfa.  perm, 
in  f.  area;  fwka.  k  combt.  ord.;  cauaea  of  f.  inv. 
F.  dept. — 1  c.  eng.,  4  hose  car.;  hose,  cot.,  rub. 
lined,  gd.,  900  ft;  f.  al.,  wh.;  val.  equip.,  $1,000; 
val.  bldga.,  $500;  tot  mem.,  20  vol. 

Water  Supply — Src,  riv.;  sys.,  pump,  to  3  tk., 
200  ft  above  main  part  of  town;  cap.  tk.,  80,000 
gala,  each;  maina,  3  m.,  4  to  6  in.  dia.;  17  hyd.; 
prea.,  dom.  100  Iba.,  f.  120  lbs.;  cost,  $12,000; 
coat  mtce.,  $1,650;  wka.  owned  by  city. 

LITTLETON,  p.  712.  F.  dept — 1  hose  rtel; 
hoae,  cot,  600  ft;  f.  aL,  wh.;  voL 


Watar  Supply — Src,  Fiah  creek;  aya.,  grav.;  rea. 
cap.,  80,000  gals.,  loc  on  MUalde;  1  pump,  eng., 
daaa  dup.;  8-m.  maina;  6  hyd. 

cot  jacket,   1,160  ft;  f.  aL.  wh.;  tot  meii.;  21 

„y^*^j;'^^*'^^^V'-^rc,   Qxajandotte  riv.   k  atnn.; 

2?5'  ff^Iknv!^:*  ^^-^  10<>jOOO,000   gala.,   elevatej 
7x£  «"•   "'ove  St  grade;   3   pump.   enjr..   oan    dav 
600^00  gala,;  mains,  6,800  ft,  4V  fo'oT  di^! 

800.000  gals.;   cost   $40,000;   cost  mtci.,   $4^00 
wks.  owned  by  priv.  Co.  r^vw, 

Watar  Supply — ^Not  reported. 

?9K'^^1^^*    825    aerv.;    pres.,    dom.    100    IbaT^  f 

iiS  JJ?i  *t?*An*^'  ?"'000  gala.;  coat  $4,600 
coat  mtce.,  $1,600;  wka.  owned  by  city. 

MARTIN8BURG,   p.    10,698;   f.   area,   8.200   a.* 

ftSVwr*!'^'.^^'  ''^^}  b  «  »*^J  Priv.:bk. 
atn.  «  wd.,  1  &  2  stor.;  wd.  rfs.  not  perm.;  fwka! 

\  S^^'/^il;  ^i^U  1  *"***•  «>™b-  c.  hose  &  L  trk. 

n«ii   J"    o^A^^  J*°*® .°"-'   2  brs.;  hose,  cot,  rub. 

Jnf^i;i**'/d?»^,'^-^"*-'  ?*^-  500  ft;  inf..  600  ft. 

«l'  KM^'^'l^A?;*'-  al.,  bell;vaL  equip.,  $15,000 

200^*'f.\ii^?5°^^k*^2-  dept,  $4,500 ;*^t<rt.  iem. 
200,  pd.  full  time  5,  pd.  part  time  10,  voL  185. 

«r.  nfl«®'i?'"y"r®"^-'  "P'-  1%  »•  bua.  cent: 
W,  pump  dir.;  2  pump,  eng.,  cap.  day  4,000,000 

^-*  *i«l**^0  Iba.;  cons.  day.  1,860.000  eala  • 
cost^^$188,000;   cost  mtce.,   $17,000;  wka?  o^^ 

i.hh£?^'*?^u'*P-  v*'0®*-     ^'  dept— 1  hoae  reel, 

n.1  ^aL    mh       *  '  "**••  ™**-  ^^^  ^'  *'000 

Water  Supply— Src,  riv.;  sys.,  grav.  k  pump  to 

frame.     F.  dept— 1  comb,  c  &  h.  wag.,  1  c  eng* 

1  auto.  comb,  c  k  hose  wag.,  2  hose  wag.,  4  c! 
hand  ex.,  1  hrs.;  hose,  cot,  rub.  lined,  gd..  1,900 
ft;  f.  al..  wh.;  tot.  mem.,  21,  pd.  part  time. 

«J?'*f ^  ^?"^'''y~^''*^-»  Q""®**  Kanawha  riv.;  sys., 
grav.   &  dir.;   rea.   cap.,   67,000  gala.,   loc   220   ft 

day  618,000  gals.;  mains,  12,000  ft.,  3  to  6 
in.  dia.;  20  hyd.;  prea.,  dom.  95  lbs.,  f.  160  lbs.; 
wks.  owned  by  Co. 

M^^^^^t^^?^^^  p.  9,150;  f.  area,  260  a.;  mere 
bldgs..  stn.,  bk.  k  wd..  2  to  7  stor.;  priv,,  bk.  k 
wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka. 
k  rombt  ord.;  cauees  of  f.  inv.  F.  dept. — 4  c 
band  ex..  1  h.  &  L  trk.    1  hoae  wag..  5  hose  car.. 

2  hra.;  hoae,  cot,  rub.  lined,  gd,,  4,500  ft;  f.  aL. 
wh.;  val.  eouip.,  $4,000;  exp.  dept,  $2,260;  tot 
mem.  23.  pd.  full  time  2,  21  voL 

Water  Supply— Src,  riv.,  2  m.  bua.  cent;  ays., 
pump  to  res.  k  dir.;  stdp.  cap.,  1,500,000  gala.; 
res.  cap.,  1,700,000  gala.;  8  pump,  eng.,  claaa  comp. 
dup.,  cap.  day  1.000,000  gala.;  maina,  c  L,  10  i^. 
4  to  8  in.  dia.;  86  hyd,;  15  v.;  2,200  aerv.;  pipe, 
iron;  pres.,  dom.  95  Iba.,  f.  126  lbs.;  cost  $286,- 
000;  cost  mtce.,  $1,800;  wks.  owned  by  Co. 

JIOUNDSVILLE,  p.  8,918;  f.  area.  600  a.;  mere, 
bldgs.,  bk.  k  stn.,  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfa.  perm.;  fwka.  k  combt  ord.;  cauaea  of  f.  inv. 
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F.  dept — 1  tuto.  trk.,  1  h.  &  1.  trk.,  8  boM  reeli; 
hose,  cot.,  rub.  lined,  8,100  ft;  f.  al..  bell;  vaL 
equip,  $7,000;  tot.  mem.  42,  pd.  full  time  2, 
vol.  40;  undra.  rating,  third  cIbm. 

Water  Supply — Src,  rlv.,  %  m.  bus.  cent.;  sys., 
pump  dir.;  stdp.  cap.,  161,000  g$}».,  dim.  10  x 
100;  mat.,  iron;  res.  cap.,  2,000,000  gals.;  2 
pump,  eng.,  class  comp.,  cap.  day  2,000,000  gals.; 
mains,  c  i.,  12  m.,  4  to  12  in.  dia.;  46  hyd.;  120 
v.;  met.,  176;  686  serr.;  pipe,  lead;  pres.,  dom. 
80  to  120  lbs.,  f.  80  to  120  lbs.;  cons,  day,  862,- 
000  gals.;  cost  mtce.,  $8,000;  wks.  owned  by  Co. 

NEW  CUMBERLAND,  p.  1,807;  f.  area,  600  a.; 
mere,  bldgs,,  bk.  k  wd.,  2  JE  8  stor.;  priv.,  wd..  2 
stor.;  wd,  rfs.  perm.;  fwks.  ft  oombt.  ord.;  no 
org.  f.  dept. 

Water  Supply — Src,  riv.,  %  m.  bus.  cent.;  vs., 
pump  to  res.;  res.  cap.,  116,000  gals.;  pump,  eng., 
cap.  day  86,000  gals.;  mains,  wrt.  1.,  2  m.,  4  to 
6  in.  dia.;  11  hyd.;  180  serv.;  pipe,  lead  &  g^v. 
i.;  pres.,  107  lbs.;  cost,  $8,000;  wks.  owned  by  Oo. 

NEW  MARTINSVILLE,  p.  2.176;  Mdgfc.  wd.  ft 
bk.;  wd.  rfs.  not  perm.  P.  dept — In.  ft^L  tj., 
8  hose  carts;  hose,  coL,  rub.  lined,  gd«,  8,000  ft.; 
f.  al..  bell;  tot.  mem.,  60  voL 

Water  Supply — Src.,  wells,  in  bus.  cent.;  sys., 
pump  dir.  to  mains;  Ptdp.  cap..  18,000  barrels;  res. 
cap.,  429,000  gals.;  2  pump,  eng.,  class  dup.,  cap. 
day,  600,000  gals.;  mains,  c.  i.,  8  m.,  4  to  8  in. 
dia.;  89  hyd.;  24  ▼.;  460  serv.;  Pipe.  le»d  ft  gjlv. 
i.;  pres.,  dom.  ft  f.  110  lbs.;  cons,  day,  888,888 
gals.;  cost,  $86,000;  cost  mtce.,  $2,600;  wks. 
owned  by  city. 

PARKERSBURQ,  p.  17,842;  f.  area,  2,760  a.; 
bldgs.,  bk.,  1  to  7  stor.;  wd.  rfs.  not  perm.;  fwks. 
ft  combt.  ord.  F.  dept. — 1  str.,  1  c  eng.,  8  comb, 
c  ft  h.  wag.,  8  c  hand  ex..  1  aer.  trk.,  1  hose 
car.,  8  hrs,;  hose,  cot.,  rub.  lined,  gd.,  6,000  ft.; 
rub.,  gd.,  600  ft.;  tot  hose,  6.600  ft;  f.  al., 
Oamewell,  88  bx.;  vaL  equip.,  $46,000;  exp.  dept. 
$16,000;  tot.  mem.  16,  pd.  full  time. 

Water  Supply — Src,  riv.,  %  m.  bus.  cent.;  sys., 
pump  to  res.;  res.  cap.,  6,000,000  gals.;  2  pump. 
ens.,  class  comp.,  cap.  day  10,000,000  nls.; 
m?i^,  c  1..  80  m.,  6  to  20  in.  dia.;  831  liyd.; 
662  v.;  1,600  met;  pipe,  lead;  pres.,  dom.  80 
lbs.,  f.  100  lbs.;  cons,  day,  2,800,000  gals.;  cost. 
$486,000;  cost  mtce,  $16,000;  wks.  owned  by 
dty. 

PIEDMONT,  p.  2,054;  f.  area,  800  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  stor.;  pnv.,  wd.,  8  ft  4  stor., 
wd.  rfs.  perm.;  fwks.  ft  combt.  ord.  F.  dept-- 
3  hand  eng.,  1  c  eng.,  6  hose  carU;  hose,  cot, 
rub.  lined,  gd.,  1,200  ft;  f,  al.,  wh.;  val.  equip., 
$1,800;  val.  bldgs.,  $16,000;  exp.  dept,  $26;  tot 
mem.,  200  vol. 

Water  Supply — Src,  riv.,  6  m.  bus.  cent;  sys., 
grav.  ft  pump  to  res.;  res.  cap.,  600,000  gals.;  2 
pump.  eng..  class  dup.,  cap.  day  1,860,000  gals.; 
mains,  c  i.,  5  n-..  10  in.  dia.;  120  byd.;  80  v.; 
700  serv.;  pipe,  lead;  pres.,  dom.  60  lbs.,  f.  110 
lbs.;  cons,  day,  800,000  gals.;  cost,  $90,000; 
cost  mtce.,  $2,200;  wks.  owned  by  town  ft  Oo, 

POINT  PLEASANT,  p.  2,046;  f.  area,  800  a.; 
mere  bldgs.,  bk.,  2  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  bus.  parts;  fwks.  ord.;  causes 
of  f.  inv.  F.  dept — 2  c  ex.,  1  h.  ft  1.  trk.,  8 
hose  reels;  hose,  gd.,  8,000  ft.;  f.  al.,  wh.;  val. 
equip.,  $500;  tot.  mem.,  17  vol. 

Watsr  Supply — Src,  Ohio  riv.;  sys.,  pump  to 
res.;  res,  cap.,  260,000  gals.;  pump,  eng.,  cap.  day, 
600,000  gals.;  mains,  6  m.;  85  hyd.;  met,  165; 
326  serv.;  pres..  dom.  100  lbs.,  f.  100  lbs.;  cons, 
day,  60,000  gals.;  cost,  $60,000,  including  electric 
light  plant;  wks.  owned  by  Oo. 

ROMNEY,  p.  1,120;  f.  area,  90  a.;  mere  bldgs., 
bk.,  2  stor.;  priv.,  wd.  ft  bk.,  2  stor.;  wd.  rfs.  not 
perm.  P.  dept. — 1  hose  reel,  1  h.  ft  L  trk.,  ladders, 
600  ft  hose;  tot  mem.,  20  vol. 

Water  Supply — Src,  mountain  spr.;  sys.,  grav.; 
2  res.,  cap.  116,000  gals,  each;  mains,  6%  m., 
1/6  to  4  in.  dia.;  176  hyd.;  pres.,  f.  85  lbs.;  cost, 
$16,000;  cost  mtce.,  $600;  wks.  owned  by  city. 

RONCEVERTE,  p.  2,167;  bldgs.,  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  ord.  F.  dept — 1  stm.  eng., 
1  hose  car.,  2  hoee  wag.,  buckets;  hose,  cot.,  gd., 
1,000  ft;  f.  al.,  wh.;  val.  equip.,  $8,000;  tot 
mem.,  40. 

Watsr  Supply — Src,  rlT. 


ST.  MARY'S,  p.  1,868.  F.  dept — 8  hose  reds; 
hose,  2^  in.,  cot  jacket,  gd.,  1,700  ft;  tot  mem., 
60    vol. 

Water  Supply — Src,  Ohio  riv.;  ays.,  grav.  ft 
dir.;  2  wd.  tk.,  cap.  64,000  ft  100.000  gSa,,  loc 
on  hill  1  m.  pump,  station;  1  pump,  eag.,  class 
trip.,  cap.  day  950,000  gals.;  mains.  19,600  ft, 
6  to  8  in.  dia.;  26  hyd.;  pres.,  doos.  90  lbs.,  t 
100  lbs. 

SALEM,  p.  2.109;  mere  bldgs.,  bk.,  sta.  4  wd., 
2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  fwks. 
ft  combt  ord.  F.  dept — Hose,  eot.  rub.  lined, 
gd.,  1,400  ft;  f.  al..  bell;  tot  mem..  40  voL 

Watsr  Supply — Src,  wells;  sys.,  pump  to  tk.; 
tk.  cap.,  90,000  gals.,  dim.  16  z  24.  loc  %  n. 
town;  2  pump,  eng.,  dass  trip.,  cap.  day  672.000 
gals.;  maina.  c  i..  2^  m..  4  in.  dia.;  80  Jajd.; 
met  7;  200  serv.;  pipe,  lead  ft  iian;  pres.,  dank 
100  lbs.,  f.  100  lbs.;  cost  $10,000;  east  mtce, 
$1,600;  wks.  owned  by  dty. 

SHEPHERDSTOWN.  p.  1,070;  f.  aitt,  125  a.; 
mere  bldgs.,  stn.,  bk.  ft  wd.,  1  to  8  stor.;  prir^ 
stn.,  bk.  ft  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area; 
fwks,  ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 1 
str.,  1  h.  eng.,  1  h.  ft  1.  trk..  8  hose  reels;  hose, 
cot,  rub.  Uned,  gd.,  700  ft;  rub.,  gd.,  600  ft; 
inf.,  800  ft;  tot.  hose,  1.200  ft;  I  aL,  bcD;  vaL 
equip.,  $4,000;  vaL  bldgs.,  $8,000;  exp.  dept,  $50; 
tot  mem.  50,  pd.  part  time  1,  49  voL 

Watsr  Supply — Src,  wells  ft  dstans;  credc  mm 
through  town. 

SHJNNSTON,  p.  1.224.  F.  dq)t— Hose,  cot 
jacket.  1,000  ft;  tot  mem..  20  voL 

Water  Supply — Src.  West  Fork  Riv..  600  ft  bus. 
cent;  sys..  grav.;  res.  cap.,  50.000  gals.;  2  pump, 
eng..  cap.  hour  20.000  gals,  each;  main».  16,000 
ft,  4  ft  6  in.  dia.;  25  hyd.;  64  v.;  62  met;  pres., 
dom.  ft  f.,  115  lbs.;  cons,  day,  75.000  gals.;  cost 
$13,000;  cost  mtce.,  $1,800;  wks.  owned  by  priv. 
Co. 

SISTERSVILLE.  p.  2,684;  f.  area,  600  a.;  mere 
bldgs.,  bk,  ft  wd.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not 
perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
dept — 1  h.  ft  1.  trk.,  7  hose  car.,  reels;  hose,  cot., 
rub.  lined,  8,000  ft;  inf.,  1,000  ft;  tou  bose. 
4.000  ft;  f.  aL,  bell;  val.  equip.,  $3,000;  vaL 
bldgs..  $6,000;  exp.  dept,  $800;  tot  mem.,  160  voL 

Watsr  Supply — Src,  Ohio  Riv.,  14  m.  biK.  cent.; 
sys.,  pump  dir.;  res.  cap.,  1.200.000  gals.;  2  pump, 
eng.,  class  comp.  dup.  ft  trip.,   cap.  dav  2,000.000 

fals.;  mains,  c  L,  7  m.,  4  to  12  in.  dia.;  74  hvd.; 
0  v.;   23  met;   1,124  serv.;  pres.,  dom.  ft   f.,  130 
lbs.;   cost  mtce.,   $4,000;   wks.  owned  bv  city. 

SPENCER,  p.  1,224.  F.  dept— 2  boee  leds; 
hose,  rub.,  2%  in.,  gd.,  1,500  ft;  voL 

Water  Supply — Src,  riv.;  sys,,  pump  to  res.  ft 
dir.;  res.  cap.,  700,000  gals.;  2  pump,  eng.,  cap. 
day  3160,000  gals.;  mains,  c  i.  3  m.,  4  to  6  in. 
dia.;  24  hyd.;  25  v.;  230  met;  pres.,  dom.  ft  f., 
100  lbs.;  cons.  day.  12-5.000  gate.;  cost  $25,000; 
cost   mtce.,    $5,000;   wks.   owned   by   priv.   Co. 

SUTTON,    p.    1,121.      F.    dept— 2    hose    carts; 
hose,   cot.  Jacket,  250  ft;   f.  aL,  bell;  tot 
24  vol. 

Water  Supply — Src,  Elk  riv.;  sya.,  giav.;  .«» 
cap..  700,000  gals.,  elevsted  800  ft  above  grsde; 
1  pump,  eng.,  cap.  day  1,440,000  gals.,  dass  dvpi; 
mains,  8  m.,  4  ft  6  in.  dia.;  28  hyd.;  pres.,  dom. 
ft  f.  126  lbs. 

THOMAS,    p.    2.126.      P,    dept — 6    hose    icds; 
hose,  cot,  rub.   lined,  gd.,   1.000   ft.;   f.  aL, 
tot.  mem.,  24  vol. 

Water   Supply — Src.  spr.;   ays.,  pump  dir.; 

cap.,  171,200  gals.;  8  pump,  eng.,  dass  dup..  cspl 
342.400  gals,  dsy;  maina.  8%  m.,  4  to  6  in.  dia.: 
30  hyd.;  pres.,  f.  90  to  100  lbs.;  cons.  day.  76.0M 
gals.;  cost,  $16,000;  cost  mtce.,  $2,000;  wka. 
owned  by  town. 

WEIRTON,  p.  2,000.  F.  dept— Bose,  rc^ 
noszles.  axes,  ladders,  c  ex.;  val.  bldgs.,  $1011; 
tot  mem.,  16  vol. 

Watsr  Supply — Src,  Ohio  riv.,  1  m.  boa.  ecst: 
sys.,  pump  to  stdp.;  8  pump.  eng..  cap.  day  4.000.- 
000  gals.;  pres.,  dom.  60  lbs.,  f.  140  Ibe.;  wks. 
owned  by  priv.  Oo. 

WELCH,  p.  1,626.     No  f.  dept 

Watsr  Supply — Src,  wdl;  sys.,  grav.;  tk.,  45.000 
gals.,  loc  on  hiU,  180  ft  high;  maina,  i  fas.  dia.; 
12  hyd.;  pres.,  80  lbs. 
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WELLSBURQ.  p.  4,180;  bldgs..  bk.  k  wd.,  S 
stor.;  wd.  rfs.  penn.;  fwks.  ft  combt.  ord.  F. 
dept. — 1  h.  ft  L  trk.,  8  hose  reels;  hose,  cot.,  rub. 
lined,  ffd.,  600  ft.;  inf.,  600  ft.;  tot.  hose,  1,000 
ft.;  f.  aL,  telp.;  tot.  mem.,  25  vol.;  undn.  rating, 
fourth  class. 

Watsr  Supply — Src,  riv.,  %  m.  bns.  cent;  sya., 
pump  to  res.;  res.  cap.,  1,728,000  gals.,  lo&  on 
side  of  hill;  8  pump,  eng.,  class  dup.,  cap.  day 
8.000,000  gals.;  mains,  c  i.,  11%  m.,  4  to  10 
in.  dia.:  62  hyd.;  60  v.;  met.,  72;  900  senr.;  pipe, 
lead;  pres.,  dom.  120  lbs.,  f.  120  lbs.;  cons,  day, 
OOO.OOQ  gals.;  cost,  $62,000;  cost  mtce.,  91,445; 
wkg    owned  by  city. 

WESTON,  p.  2,218;  f.  area,  2%  a.;  bldgs..  bk. 
ft  wd.,  2  ft  8  St  or.;  wd.  rfs.  not  perm.;  no  fwks. 
ft  combt.  ord.  F.  dept. — 6  hose  reels,  8  hand  ex.; 
hofi«,  coi..  rub.  lined,  gd.,  2,400  ft.;  60  voL 

Water  Supply — Src,  riv.;  sys.,  pump  to  res.  ft 
dir.;  res.  cap.,  580,000  gals.,  loc.  on  hill  east  of 
town;  5  pump,  eng.,  class  comp.  dup.,  cap.  day 
6,500,000  gals.;  mains,  7  m.,  4  to  8  In.  dia.;  42 
hyd.;  met.,  30;  400  serv.;  pres.,  dom.  116  lbs., 
f.  125  lbs.;  cons,  day,  400,000  gals.;  cost,  $60,- 
000;  wks.  owned  by  Oo. 

WHEELING,  p.  41,041;  f.  area,  2,100  a.;  mere, 
bldgs.,  bk.,  1  to  12  stor.;  priv.  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  auto.  comb.  c.  ft  h.  wag.,  1  chief's 


auto.,  6  str.,  6  comb.  c.  ft  fa.  wag.,  1  c.  eng., 
20  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  aer.  trk.,  S 
hose  wag.  in  reserve,  1  chief's  wag.,  7  exercise  ft 
fuel  wag.,  84  bra.;  hose,  cot.,  rub.  lined,  gd.,  19,- 
000  ft.;  f.  al.,  Oamewell,  109  bx.;  v«l.  eqidp., 
$80,000;  vaL  bldgs.,  $67,000;  exp.  dept,  $64,542; 
tot.   mem.,   51,  pd.  full  time. 

Watsr  Supply — Src,  riv.,  2  m.  bus.  cent;  sys., 
pump  to  res.  ft  dir.;  res.  o^.,  8,600,000  gals.;  4 
pump,  eng.,  cap.  day,  47.000,000  gals.;  mains,  c  i., 
52  m.,  4  to  30  in.  dia.;  468  hyd.;  met.,  102; 
10,^15  serv.;  pipe,  lead;  pres.,  dom.  60  lbs.,  f.  90 
lbs.;  cons,  day,  17,000,000  gals.;  cost,  $1,850,000; 
cost  mtce.,  $80,000;  wks.  owned  by  city. 

WILLIAMSON,  p.  8,661;  frame  ft  iron-dad  bldgs. 
prohibited.  F.  dept— 6  hose  reels,  1  h.  ft  1.  tnL; 
hose,  cot  jacket,  gd.,  2,000  ft;  tot  mem.,  24  voL 

Watsr  Supply — Src,  Tug  Fork,  Big  Sandy  riv.; 
sys.,  grav.  ft  dir.;  res.  cap.,  226,000  gals.,  loc  180 
ft  above  street  grade;  2  pump,  eng.,  class  dup., 
cap.  hour  48,000  gala.;  mains,  21,400  ft,  4  to  8 
in.  dia.;  41  hyd.;  pres.,  dom.  76  lbs.,  f.  76  to 
80  lbs. 

Places  with  a  population  of  1,000  or  more  having 
no  organized  fire  dept — ^Ansted,  Eagle,  Ravenawood, 
Winona. 

Places  with  a  population  of  1,000  or  more  not 
reported. — Elkhom,  Haybury. 
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ABBOTSFORD,  p.  047;  f.  area,  640  a.:  mare, 
bldgs..  bk.  ft  wd.,  1  ft  2  stor.:  prir..  wd.,  t  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwics.  ft  combt.  ord.; 
causes  of  t  Inv.  F.  dept. — S  e.  eng.,  1  h.  ft  1. 
trk.;  hose,  cot,  rub.  lined,  gd.,  400  ft.;  inf.,  600 
ft;  tot.  hose,  1,000  ft;  f.  al.,  bell;  val.  equip., 
$1,500;  val.  bldgs.,  $600;  tot.  mem.,  38  vol. 

No  waterwks. 

ALBANY,  p.  669;  f.  area,  600  a.;  mere,  bldgs., 
bk.,  1  to  3  stor.;  priv..  wd.,  2  stor.;  wd.  rfa.  not 
perm,  in  f.  area;  comot.  ord.;  causes  of  1  inv. 
F.  dept. — 1  comb.  c.  ft  h.  wag.,  1  c.  hand  ex.,  2 
hose  wag.;  hose,  mib.,  gd.,  1,000  ft;  f.  al.,  bell; 
val.  equip.,  $1,000;  val.  bldgs.,  $800;  tot.  mem., 
40  vol. 

Water  Supply— Src,  vSugar  Riv.;  sys.,  pump  dir.; 
stdp.  cap.,  60,000  gals.;  1  pump,  eng.;  mains,  5 
m.,  4  to  6  in.  dia.;  25  hyd.;  25  v.;  10  met;  10 
serv.;  pipe,  c.   i.;   wks.  owned  by   city. 

ALQOMA,  p.  2,082;  f.  area,  80  a.;  mere  bldgs., 
bk.,  2  to  4  stor.;  piiv.,  bk.  ft  wd.,  1  ft  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept. — 4  c  hand  ex.,  1  b.  ft  1.  trk., 
3  hose  car.:  hose,  cot,  rub.  lined,  1,600  ft.;  rub., 
gd.,  500  ft.;  inf.,  300  ft;  tot  hose.  2,400  ft;  f. 
aL,  bell  ft  wh.;  vaU  equip.,  $8,500;  exp.  dept, 
$435;  tot.  mem.,  25,  pd.  part  time. 

Water  Supply — Src,  artesian  well.  80  rods  bus. 
cent;  sys.,  pump  dir.;  res.  cap.,  87,000  gals.;  2 
pump,  eng.,  cap.  day.  1,000,000  gals.;  mains,  c  i., 
8%  m.,  4  to  10  in.  dia.;  38  hyd.;  15  v.;  204  met; 
204  serv.;  pipe,  galv.  i. ;  pres.,  dom.  40  to  45  lbs., 
f.  80  to  100  lbs.;  cons.  day.  95.000  ornls. :  coat, 
$50,000;  cost  mtce.,  $400;  wks.  owned  by  dty. 

ALMA,  p.  1,101;  f.  area,  960  a.;  bldgs.,  stn., 
bk.  ft  wd.,  2  ft  8  stor.;  wd.  rfs.  perm.;  fwks.  ord. 
F.  dept. — 1  stm.  eng.,  1  hand  eng.,  1  b.  ft  L 
trk.,  2  hose  carts,  1  hose  wag.,  1  neater,  1  hand 
pump;  hose,  1,600  ft;  f.  al..  bell;  val.  equip., 
$6,000;  vaL  bldgs.,  $2,800;  exp.  dept.,  $178;  tot 
mem.,  42  vol. 

Water  Supply — Src,  well;  sys.,  pump  to  stdp.  ft 
dir.;  1  pump,  eng.,  cap.  day  144,000  gala.;  mains, 
6  to  8  in.  dia.;  pres.,  87  lbs. 

ALMOND,  p.  627;  f.  area,  IH  so.  m.  F.  dept 
— 1  hand  c  eng.,  ladders,  axes,  pails,  fte.;  f.  aL, 
bell;  val.  equip.,  $800;  val.  bldgs..  $600;  exp. 
dept,  $50;  tot  mem.,  25  voL;  undrs.  rating,  fifth 
dasa. 

No  waterwks. 

AMHERST,  p.  629.  F.  dept— 1,>  ft  L  trk., 
S  reels;  hose,  1,000  ft.;  f.  ah,  beU;  tot  mem., 
28  voL.  pd.  fun  time  1;  undrs.  rating,  4%  daas. 

Water  Supply— Src,  Waupaco  riv.;  sys.,  dk.;  1 
pump,  eng.,  cap.  day  1,296,000  gnUs.;  maina,  S,120 
ft,  6  in.  dia.;  18  hyd.;  pres.,  f.  126  Iba. 


ANTIGO,  p.  7.196;  f.  area,  1,800  a.;  mere 
bldgs.,  bk.  ft  wd..  1  to  4  stor.;  wd.  rfs.  perm.; 
fwks.  ft  combt  ord.  F.  dept. — 1  str.,  6  c  hand  ex., 
1  h.  ft  L  trk..  2  hose  wag.,  2  hoae  oar.,  8  hrs.; 
hose,  cot,  rub.  lined,  gd.,  6,000  ft;  inf.,  l.OOO  ft.; 
tot.  hose,  6,000  ft;  f.  aL,  telp.  ft  wh.,  1  bx.;  val. 
equip..  $8,500;  vaL  bldgs.,  $15,000;  exp.  dept., 
$6,000;  tot  mem.,  16,  pd.  .part  time  7,  8  voL; 
undra.    rating,    third    dass. 

Water  Supply — Src,  wells,  6  blocks  bus.  cent; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  160,000 
gals.,  dim.  106  x  16,  loc.  at  station;  mat, 
stL;  2  pump,  eng.,  cap.  day  8,000,000  gala.;  nuUna, 
c  L,  12  m.,  4  to  12  in.  dia«;  106  hyd.;  68  v.; 
met,  8;  678  serv.;  pipe,  galv.  L;  pres.,  dom.  60 
lbs.,  f.  80  to  100  lbs.;  cons,  day,  526,000  gala.; 
cost,  $185,000;  cost  mtce.,  $10,000;  wka.  owned 
by  Co. 

APPLETON,  p.  16,778;  f.  area,  1,800  a.;  mere, 
bldgs.,  bk.  ft  stn.,  2  to  4  stor.;  priv.,  wd..  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.;  cauaes  of 
f.  inv.  F.  dept. — 1  str.,  6  c  hand  ex.,  1  h.  ft  L 
trk.,  1  chiefa  wag.,  8  hose  wag.,  11  hrs.;  hose,  cot, 
rub.  lined,  gd.,  6,000  ft;  f.  aL,  Oaynor,  68  bx.; 
val.  eouip.,  $20,000;  val.  bldgs.,  $80,000;  exp. 
dept,  $24,000;  tot.  mem.  20,  pd.  full  time. 

Water  Supply — Src,  riv.,  wella;  sys.,  pump  dir.; 
res.  cap..  2,500,000  gala.;  pump,  eng.,  cap.  day 
8,000,000  gala.;  maina,  25  m.,  4  to  16  in.  dia.; 
260  hyd.;  met,  500;  prea.,  dom.  60  lbs.,  f.  80  to 
100  lbs.;  cost,  $800,000;  wks.  owned  by  city. 

ARCADIA,  p.  1,812;  f.  area,  200  a.;  mere 
bldgs.,  bk.,  stn.,  wd.,  2  stor.;  priv.,  wd.,  2  stor.; 
wd.  ris.  not  perm,  on  new  bldgs.;  fwks.  ord.  F. 
dept — 2  hose  carts,  1,200  ft  hose;  81  vol. 

Water  Supply — Src.  well;  ays.,  grav.;  rea.  cap., 
175,000  gala.; '28  hyd.;  f.  prea.,  92  lbs. 

ARLINGTON,  p.  150;  mere  bldgs..  bk.,  1  ft  2 
stor.;  priv.,  wa.,  1  ft  2  stor.;  wo.  rfa.  perm,  in 
f.  area;  fwka.  ft  combt.  ord.;  causes  of  f.  inv. 
F.  dept — 1  hand  pump,  1  c  hand  ex.,  1  aer.  trk., 
1  hoae  wag.;  hose,  cot,  rub.  lined,  gd.,  600  ft; 
f.  al.,  bell;  vaL  equip.,  $600;  vaL  bldgs.,  $200; 
tot  mem.,  26  vol. 

Water  Supply — ^Not  reported. 

ASHLAND,  p.  11,694;  f.  area,  16,860  a.;  mere 
bldgs..  wd.,  bk.  ft  stn.,  1  to  8  stor.;  priv.,  wd.,  stn. 
ft  bk.,  2  ft  8  stor.;  wd.  ris.  not  penn.;  fwka.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept — 1  e 
eng.,  2  e  hand  ex.  1  h.  ft  L  trk.,  8  hose  carts,  S 
hose  wa^.,  10  hrs.;  hose,  cot,  rub.  lined,  gd.,  6,000 
ft;  f.  si.,  Oamewell.  82  bx.;  vaL  equip.,  $20,000; 
vaL  bldgs.,  $16,000;  exp.  dept,  $15,600;  tot 
mem.  24,  pd.  full  time  15.  pd.  part  time  9. 

Water  Siupply — Sre,  lake,  1  nu  bus.  cent;  m, 
pump  dir.;  8  pump,  eng.,  cap.  day  7,000,000  gals.; 
mains,  c.  L,  30   m.,   6   to  20  in.  dia.;  247  hyd.; 
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180  y.;  met.,  600;  2,100  serr.;  pipe,  galv.  i.;  preB., 
dom.  70  lbs.,  f.  125  lbs.;  cons,  day,  1,250,000 
gals.;  wks.  owned  by  Co. 

ATHENS,  p.  904.  F.  dept. — 1  gasoline  eng.,  1 
hand  eng.,  1  c.  ex.;  hose.  2.000  ft.;  f.  al.,  telp., 
bell;  tot.  mem.,  40  vol.;  undre.  rating,  4%    class. 

Water  Supply — Src,  cisterns;  waterwks.  not  re- 
ported. 

AUGUSTA,  p.  1,405;  f.  area,  640  a.;  mere 
bldgs.,  bk.  k,  wd.,  2  stor.;  priv.,  bk.  k  wd.,  1  stor.; 
wd.  rfs.  perm.;  fwks.  k  combt.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  h.  k,  1.  trk.,  1  hose  wag.;  hose, 
cot,  rub.  lined,  gd.,  1,000  ft.;  f.  al.,  bell  k  wh.; 
val.  equip.,  1 1,000;  val.  bldgs.,  |800;  tot.  mem., 
22  vol. 

Water  Supply — Src,  well,  in  bus.  cent,;  sys., 
pump  to  stdp.  k  dir.;  mains,  c.  i.,  S  m.,  4  to  10 
in.  dia.;  27  hyd.;  pres.,  dom.  60  lbs.;  cost,  |12,- 
500;  wks.  owned  by  city. 

BALDWIN,  p.  584;  f.  area,  80  a.;  mere  bldgs., 
bk.,  1  stor.;  priv.,  wd.,  1%  stor.;  wd.  rfs.  not 
perm.;  fwks.  ord.;  causes  of  f.  inv.  F.  dept. — 1  h. 
k  1.  trk.,  S  hose  carts.  1,500  ft.  hose,  pails;  f.  al., 
telp.  k  bell;  val.  equip.,  |1,600;  val.  bldgs.,  $1,200; 
exp.  dept.,  1 150;  tot.  mem.,  25  voL 

Water  Supply — Src.,  well,  1  block  bus.  cent.; 
sys.,  pump  dir.;  res.  cap.,  24,500  gals.,  loc.  end  of 
Main  street;  pump,  eng.,  cap.  day  44,640  gal**; 
mains,  c.  i.,  2  m.,  4  to  6  in.  dia.;  23  hyd.;  10 
v.;  6  serv.;  pipe,  galv.  i. ;  pres.,  dom.  37  lbs.,  f. 
40  lbs.;  cost,  $11,541;  cost  mice.,  $500;  wks. 
owned  by  village. 

BANQOR,  p.  692;  f.  area,  820  a.;  mere,  bldgs., 
bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  no 
fwks.  ord.;  causes  of  f.  inv.  F.  dept. — 1  hand 
eng.,  4  c.  ex.,  8  hose  car.;  hose,  cot.,  400  ft.;  L 
al.,  Oamewell,  11  bx.;  vaL  equip.,  $1,500;  val. 
bldgs.,  $100;  exp.  dept.,  $100;  tot  mem.,  40  voL 

Water  Supply — Src,  2  wells,  in  bus.  cent; 
sys.,  pump  to  res.  k  dir. ;  res.  cap.,  8,000  gals.,  loc. 
cent,  village;  2  pump,  eng.,  class  dup.,  cap.  day 
576,000  gals.;  mains,  c.  i.,  15  blocks,  6  in.  dia.; 
15  hyd.;  pres.,  dom.  20  lbs.,  f.  110  lbs.;  wks. 
owned  by  dty. 

BARABOO,  p.  6,824;  f.  area.  16  a.;  mere, 
bldgs.,  stn.  k  bk.,  2  ft  8  stor.;  pdv.,  bk.  k  wd.,  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  k  oombt  ord.  F. 
dept. — 1  c.  hand  ex.,  1  c.  eng.,  5  hoee  carts;  hose, 
cot,  rub.  lined,  gd.,  a,200  ft;  inf.,  600  ft.;  tot 
hose,  1,  800  ft;  f.  al.,  telp.;  val.  equip.,  $2,000; 
val.  bldgs.,  $3,500;  exp.  dept,  $200;  tot.  mem., 
40  vol.;  undrs.  rating,  third  claas. 

Wattr  Supply— Src,  epr.,  1  m.  bna.  cent;  sys., 
pump  to  stdp.  k  dir.;  etdp.  cap.,  8,000,000  gals., 
dim.  80  X  60;  mat.,  atl.;  8  pump,  eng.,  cap.  day 
6,000,000  gals.;  mains,  c.  i.,  IIH  m.,  4  to  12 
in.  dia.;  121  hyd.;  400  met;  1,000  serv.;  pipe, 
lead  k  galv.  i.;  pres.,  dom.  75  lbs.,  f.  104  lbs.; 
cons,  day,  600,000  gals.;  cost,  $126,000;  cost 
mtce..  $3,000;  wks.  owned  by  city. 

BARRON,  p.  1,449;  f.  area,  400  a.;  mere,  bldgs., 
stn.,  bk.  k  wd.,  1  to  2  stor.;  priv.,  stn.,  bk.  k  wd., 
1  to  2  stor.;  wd.  rfs.  not  perm.  In  f.  area;  fwks. 
k  combt.  ord.;  causes  of  f.  inv.  P.  dept. — 1  band 
eng.,  8  c  hand  ex.,  1  b.  ft  I.  trk.,  6  hose  carU; 
hose,  cot,  rub.  lined,  gd.,  1,200  ft;  inf.,  600 
ft.;  tot  hose,  1,800  ft.;  f.  al.,  bell;  val.  equip., 
$2,000:  val.  bldgs.,  $8,500;  exp.  dept.,  $210;  tot 
mem.,  38  vol. 

Wattr  Supply — Src,  apr.,  H  m.  bus.  cent;  sys., 
grav.,  pump  to  etdp.  ft  dir.;  stdp.  cap.,  81,500 
gals.;  1  pump,  eng.,  class  dup.;  mains,  iron,  8 
m.,  4  to  6  in.  dia.;  28  hyd.;  125  serv.;  pres.,  dom. 
43  lbs.,  f.  100  lbs.;  cons,  day,  76,000  gals.;  cost, 
$6,000;  cost  mtce.,  $500;  wks.  owned  by  dty. 

BAYFIELD,  p.  1,689;  f.  area,  240  a.;  bldgs., 
stn.  ft  wd.,  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  oombt 
ord.  F.  dept. — 1  h.  ft  1.  trk.,  2  hose  car.;  hose, 
cot,  rub.  lined,  gd.,  2.600  ft;  f.  al.,  wh.  ft  bell; 
val.  equip.,  $8,000;  val.  bldgs.,  $4,000;  tot  mem., 

Wattr  Supply — Src,  Lake  Superior;  sys.,  pump 
to  res.;  res.  cap..  160,000  gals.;  2  pump,  eng., 
class  dup.;  mains,  4%  m.;  40  hyd.;  met,  40; 
825  serv.;  pres.,  dom.  40  to  128  lbs.,  f.  60  to 
140  lbs.:  cons,  day,  80,000  gals.;  cost,  $88,000; 
wks.  owned  by  dty. 

BEAVER  DAM,  p.  6,768;  mere  bldgs.,  bk.  ft 
wd.,  2  stor.;  priv.,  wd.,  2  ttor.;  wd.  rfs.  perm,  in 
f.  area;  fwks.  ft  oombt  ord.;  causes  of  f.  inv.     F. 


dept. — 1  h.  ft  1.  trk.,  1  hose  cart.  1  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  8,000  ft;  f.  aL,  bell; 
exp.  dept,  $800;  tot.  mem.,  82  voL 

Wattr  Supply — Src,  wells  ft  spr.,  1%  m.  bus. 
cent;  sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  200.- 

000  gals.;  2  pump,  eng.,  cap.  day  2.000,000  gals.; 
mains,  c  i.,  15  m.,  4  to  12  in.  dia.;  146  hyd.; 
met,  18;  1,280  serv.;  pipe,  galv.  L;  pres.,  dom.  60 
lbs.,  f.  180  lbs.;  cost,  $65,000;  wks.  owned  by  Ca 

BELGIUM  D.  600.  F.  dept — 1  c  hand  ex..  1 
hand  eng.,  1  hose  wag.,  ladders,  buckets.  500  ft. 
hose;  f.  al.,  bell;  val.  equip.,  $1,000;  \aL  bldgs., 
$1.'900;  tot  mem.,   24  vol. 

Wattr  Supply — Src   res. 

BELLEVILLE,  p.  414;  f.  area,  820  a.  F.  dept 
— 1  h.  ft  1.  trk.,  2  hose  carts,  1,000  ft  hose;  val. 
equip.,  $1,600;  tot  mem.,  50  voL 

Water  Supply— Src.  well,  in  bus.  cent;  sva.. 
pump  dir.;  1  pump,  eng.,  cap.  day  150,000  gals.; 
14  hyd.;  mains,  9,649  ft;  pres.,  dom.  60  lbs*.,  f. 
76  lbs.;  cost.  $16,100;  wka.  owned  by  city. 

BELMONT,  p.  582;  mere,  bldgs.,  bk.  ft  wd.,  2 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.;  no  fwksL 
ord.;  causes  of  f.  inv.  F.  dept — 2  bote  car.;  hoae, 
cot,  rub.  lined,  gd.,  750  ft;  f.  al.,  bell  ft  wh.; 
val.  equip..  $1,000;  val.  bldgs.,  $200;  tot  mem., 
21  vol. 

Wattr  Supply — Src,  wells;  sys.,  pump  to  res., 
cap.  60,000  gals.;  1^  m.  mains,  4  to  6  in.  dia.;  15 
hyd.;  75  serv.;  cost,  $6,000;  cott  mtce.,  $40; 
wks.  owned  by  dty. 

BELOIT,   p.    15,125;    mere    bldgs..   stn.   ft    bk., 

1  to  8  stor.;  priv.,  wd..  2  stor.;  wd.  rfs.  not  perm.; 
fwks.  ft  combt  ord.  F.  dept.— '2  auto.  comb,  c  ft 
h.  wag.,  10  c  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  wag., 
5  hrs.;  hose,  cot,  rub.  lined,  gd.,  4,500  ft.;  inf., 
850  ft:  tot  hose,  5.350  ft;  f.  al.,  Gamewell,  70 
bx.;  val.  equip..  $30,000;  vaL  bldgs.,  $12,000; 
exp.  dept.,  $17,000;  tot.  mem.,  16,  pd.  full  time  14. 
pd.  part  time  2. 

Water  Supply — Src,  spr.  ft  wells,  H  m.  bus. 
cent;  sys.,  pump  to  res,  ft  dir.;  stdp.  cap..  lOO.OOD 

Sals.;  res.  cap.,  500.000  gals.;  9  pump.  eng..  cap. 
ay  8,000,000  gals.;  mairs.  c.  i.  ft  wrt  i.,  2«.5  m., 
1  in.  to  16  in.  dia.;  207  hyd.;  2,165  serv.;  pipe, 
lead;  pres.,  dom.  50  lbs.,  f.  75  to  100  lbs.;  wk*. 
owned  by  Beloit  Water.  Oas  ft  Electric  Oow 

BENTON,  p.  1,000.  F.  dept — 1,000  ft.  hose: 
val.   equip..   $700;   tot.   mem.,   22   vol. 

Water  supply — Src,  well,  in  bus.  cent;  svs., 
pump  dir.;  25  hyd.;  main^,  1^  m.;  prea.,  45  lbs.; 
wks.    owned   by   village. 

BERLIN,  p.  4,686;  mere  bldga.,  bk.,  S  ft  t 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f. 
area;  fwks.  ft  oombt  ord.;  causes  of  f.  inv.  F. 
dept — 1  str.,  1  h.  ft  L  trk.,  t  c  hand  ex..  1  bote 
wag.,  1  bote  cart.  4  hrs.;  bote,  oot.,  rab.  lined, 
8,500  ft;  f.  aL,  beU  ft  wh.;  Tal  tquini,  $8,500; 
vaL  bldgs.,  $2,000;  tot  ment  22,  pd.  rail  time  t. 
pd.  part  time  20. 

Wattr  Supply  —  Src,  S  artedan  weUt;  aja., 
grav.  ft  pump  dir.;  res.  cap.,  8,000,000  gala.;  X 
pump,  eng.,  class  dup.,  cap.  day  2,000,000  gaJa.; 
mains,  9%  m.,  4  to  12  in.  dia.;  84  byd.;  met. 
820;  478  serv.;  ores.,  dom.  46  to  60  Iba..  f.  80  to 
120  lbs.;  cons,  day,  170,000  gals.;  coat,  $61,000; 
cost  mtce.,  $4,258;  wks.  owned  by  dtj. 

BLACK  CREEK,  p.  516;  f.  area.  1«0  a.;  mere 
bldgs.,  bk.  ft  stn.,  1%  stor.;  wd.  rfs.  perm.  in.  f. 
area;  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  c.  eng.,  1  h.  ft  1.  trk..  1  ho^ie  car.;  bose. 
rub.  lined,  gd.,  750  ft.;  f  al.,  bell;  val.  eqii.p., 
$1,200;  vaL  bldgs.,  $3,000;  exp.  dept.  $100;  toe 
mem.,  24  vol. 

Wattr  Supply — Src,  8  res. 

BLACK  RIVER  PAULS,  p.  1,917;  mere  bld^. 
bk.  ft  wd.,  2  ft  3  stor.;  priv.,  wd.  ft  bk..  2  stor.: 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.  F.  dept. — 
1  h.  ft  L  tnc.  6  hose  car.;  bote,  oot,  nib.  tintnl, 
gd.,  600  ft.;  mb.,  gd.,  1,400  ft;  tot  boat,  l.tOO 
ft.;  f.  al.,  beU;  vaL  equip.,  $8,000;  vaL  bldgt^ 
$8,600;  tot.  mem.,  40  roL;  unilra.  imting,  third 
dsss. 

Wattr  Supply — Src,  creek,  1  m.  but.  cent.;  i^s., 
pump  to  stdp.;  ttdp.  cap.,  160,000  gab.,  dim. 
16  z  100,  loc  norUiwest  of  dty;  mat.,  Irai:  S 
pump,  eng.,  daaa,  1  trip.,  1  dup.,  cap.  day  l.OOO.* 
000  gals.;  mains,  c  i,  5  m.,  4  to  10  in.  dia.; 
24  hyd.;  82  v.;  met,  90;  420  serv.;  pipe,  galv.  i.; 
pres.,  dom.  100  lbs.,  f.  100  lbs.;  cons.  day.  120,000 
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gals.;    cost,    $35,000;    coet    nvtce.,     $1,000;    wks. 
owned  by  city. 

BLOOMER,  p.  1,204;  mere,  bldgs.,  bk.,  2  etor.; 
priv.,  wd.,  IH  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
combt.  ord.  F.  dept. — 1  h.  k  1.  trk.,  2  hoae  car.; 
hose,  cot.,  rub.  lined,  gd.,  400  ft.;  rub.,  gd.,  600 
ft;  tot.  hose,  1,900  ft.;  f.  al.,  telp.  &  bell;  rvl, 
equip.,  11,200;  Tal.  bldgs.,  |800;  ezp.  dept.,  |100; 
tot.  mem.,  24  toI. 

Wattr  Supply — Src,  ponds;  sys.,  pump  to  stdp. 
k  dir.;  pump,  eng.;  10  hyd.;  pres.,  f.  90  io  125 
lbs.;  cost,  $21,000;  wks.  owned  by  city. 

BOSCOBEL,  p.  1,526;  f.  area,  80  a.;  mere, 
bldgs.,  stn.,  bk.  k  wd.,  1  to  8  stor.;  priv.,  bk.  k 
wd.,  1  to  8  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
k  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2  hand 
eng.,  2  c  hand  ex.,  1  h.  Jt  1.  trk.,  2  hose  carts; 
hose,  cot,  rub.  lined,  gd.,  1,660  ft.;  inf.,  600  ft.; 
tot.  hose,  2,250  ft;  f.  al.,  bell  k  wh.;  val.  equip., 
$4,600;  val.  bldgs.,  $2,500;  exp.  dept,  $260;  tot 
mem.,   154   vol. 

Water  Supply — Src,  well,  4  blocks  bus.  cent; 
ays.,  dir.  pres.;  res.  cap.,  100,000  gals.;  1  pump, 
eng.,  class  trip.,  cap.  day,  518.400  gals.;  mains, 
c.  i.,  4  to  8  in.  dia.;  50  hyd.;  14  v.;  35  met.;  4Q 
eerv.;  pipe,  c  i.;  pres.,  dom.  k  f.  80  Ibe.;  cost, 
$24,000;  wks.  owned  by  city. 

BRANDON,  p.  684.  F.  dept — 1  hand  eng.,  1 
h.  k  1.  trk.,  1  nose  cart;  hose,  500  ft.;  f.  al.,  telp., 
bell;  tot  mem.,  25  vol. 

Water  Supply — Src.,  cisterns. 

BRILLION,  p.  998;  f.  area,  1  sq.  m.;  mere, 
bldgs.,  bk.  k  wd.,  1  k  2  stor.;  priv..  bk.,  stn.  k 
wd.,  1  to  8  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
k  combt.  ord.;  causes  of  f.  inv.  F.  dept — 1  str., 
1  h.  ft  1.  trk.,  2  hose  reels;  hose,  cot,  rub.  lined, 
gd..  1,400  ft.;  inf.,  600  ft;  tot  hose,  2,000  ft; 
f.  al.,  Dell;  val.  equip.,  $4,000;  val.  bldgs.,  $6,000; 
exp.  dept,  $800;  tot  mem.,  50  vol. 

Water  Supply — Src,  wells  k  cisterns. 

BRISTOL,  p.  est.  260;  f.  area,  40  a.;  bldgs., 
wd.,  2  stor.:  wd.  rfs.  perm.;  no  fwks.  ord.  F. 
dept. — 1  hand  eng.,  18  c.  ex.,  1  h.  k  1.  trk.,  1 
hose  cart;  hose,  cot,  200  ft;  f.  al.,  bell;  vaL 
equip.,  $300;  exp.  dept,  $850;  tot  mem.,  25  voL 

Water  Supply — Src,  6  cisterns,  holding  200 
bbls.  each. 

BRODHEAD,  p.  1.617;  bldgs.,  wd.,  2  k  B  stor.; 
wd.  rfs.  not  perm.;  fwks.  k  combt  ord.  F.  dept — 
1  c.  eng.,  1  h.  &  1.  trk.,  3  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  2,200  ft;  f.  al.,  bell;  exp.  dept, 
$250:  tot  mem.,  40  voL 

Water  Supply — Src,  well,  in  cent,  of  city;  sya., 
pump  dir.;  pump,  eng.,  cap.  day  482,000  gals.: 
mains,  iron,  5  m..  2  to  8  in.  dia.;  86  hyd.;  176 
serv.;  pipe,  lead;  pres.,  dom.  40  lbs.,  f.  120  lbs.; 
cost,  $20,000;  cost  mtce.,  $1,100;  wks.  owned  by 
city. 

BRUCE,  p.  565.  F.  dept. — 1  h.  k  L  trk.,  2 
hose  reels;  hose,  800  ft;  f.  al.,  telp.,  wh.;  tot 
mem.,  34  vol.;  undrs.  rating,  4H   class. 

Water  Supply — Src,  well;  sys.,  dir.;  res.  cap., 
60.000  gals.;  1  pump,  eng.,  class  dup.,  cap.  day 
72,000  gals.;  mains,  2^  m.,  4  to  8  in.  dia.; 
8   hyd.;   x.  pres.,    100  lbs. 

BURLINGTON,  p.  3,212;  mere  bldgs.,  bk.  k 
stn.,  2  stor.;  priv.,  bk.  &  stn.,  2  stor.;  wd.  rfs. 
perm.  F.  dept — 1  h.  k  1.  trk.,  2  hose  car.;  hose, 
cot.,  rub.  lined,  gd.,  2.400  ft;  f.  al.,  telp.;  val. 
equip.,  $6,000;  val.  bWgs.,  $8,000;  exp.  dept, 
$500;  tot.  mem.,  45  vol.;  undrs.  rating,  fourth 
class. 

Water  Supply — Src,  well,  in  cent,  city;  sys., 
pump  to  stdp.;  stdp.  cap.,  80,000  gals.,  dim.  80  x 
80  X  80;  pump,  eng.,  cap.  day  1,000,000  gals.; 
mains,  c  i.,  8%  m.,  4  to  8  in.  dia.;  60  hyd.;  86 
v.;  met,  420;  406  serv.;  pipe,  lead;  pres.,  f.  74 
lbs.;  cost  $40,000;  wks.  owned  by  city. 


stor 
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BUTTERNUT,  p.  717;  mere  bldgs.,  cem.  k  wd.,  t 
)r.;  priv.,  wd..  2  stor.;  wd.  rfs.  perm.;  no  fwks. 
i.;  causes  of  f.  inv.     F.  dept — 1  c  eng.,  1  hand 


eng.,  6  c  ex.  1  h.  &  L  trt.,  1  hose  car.,  force 
pumps;  hose,  rub..  700  ft.;  f.  al.,  bell;  val.  equip., 
$1,800;  val.  bldgs.,  $2,000;  tot  mem.,  47  vol. 

Water  Supply — Src,  wells  k  cisterns. 

CADOTT,  p.  766;  f.  area,  640  a.:  mere  bldgs., 
wd.,  2  stor.;  priv.,  wd.,  1%  A  2  stor.;  wd.  rfs. 
perm.;  no  fwks.  ord.  F.  dept— 1  hand  eng..  1 
h    A  L  trk.,   1   hose  car.,  hooks,  ladders  k  axes; 


hose,  1,600  ft;  f.  al.,  bell;  vaL  equip.,  $860;  vaL 
bldgs.,  $300;  tot  mem.,  30  vol. 

Water  Supply — Src,  well,  ^  m.  bus.  cent:, 
sys.,  grav.  k  pump  to  res.  k  dir.;  res.  cap.,  60,00(r 
gals.,  loc  edge  of  cent,  of  town;  pump,  eng.,  cap., 
day,  300,000  gals.;  mains,  c.  i..  2  m.,  4  to  4  in. 
dia.;  22  hyd.;  10  v.;  2  met;  120  ser\*.;  pipe,  gal  v.  i.^ 
pres.,  dom.  60  to  70  lbs.,  f.  80  lbs.;  cons.  day,. 
25,000  gals.;  cost,  $15,000;  cost  mtce.,  $400;. 
wks.   owned  by  village. 

CAMERON,  p.  662;  f.  area,  720  a.;  mere  bldgs.,. 
bk.  k  wd.,  1  k  2  stor.;  priv.,  wd.,  1  k  2  stor.;. 
wd.  rfs.  perm,  in  f.  area;  no  fwks.  k  combt  ord.r 
causes  of  f.  inv.  F.  dept. — 1  c  eng.,  2  hose  reels,. 
1  h.  &  1.  trk.;  hose,  cot,  rub.  lined,  gd.,*  1,250 
ft;  f.  sL,  bell;  val.  equip.,  $2,100;  val.  bldgs.. 
$2,000;  tot  mem.  26  vol.;  undrs.  rating,  third 
class. 

Water  Supply — Not  reported. 

CASHTON.    F.  dept  not  reported. 

Wattr  Supply — Src.  wells,  %  m.  bus.  cent; 
8}'s.,  pump  to  stdp.;  stdp.  cap.,  85,000  gals.;  mat, 
wd.;  res.  cap.,  85,000  gals.;  pump,  eng.,  cap.  day 
40.000  gals.;  mains,  e  i.,  6  m.,  %  to  6  in.  dia.; 
1  hyd.:  4  v.;  met,  14;  200  serv.;  pipe,  iron;  pres., 
dom.  20  to  80  lbs.,  f.  125  lbs.;  cons,  day,  16,000 
gals.;  cost,  $25,000;  cost  mtce.,  $200;  wks.  owned 
by  city. 

CASSVILLE,  p.  890;  f.  area,  1  sq.  m.;  mere, 
bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.;  fwks.  ord.;  causes  of  f.  inv.  F.  dept — t 
hose  carts;  hose,  cot,  1,000  ft;  f.  al.,  bell;  vaL 
equip.,  $2,000;  val.  bldgs.,  $400;  tot  mem.,  80 
vol. 

Water  Supply — Src,  artesian  well,  in  cent,  of 
town;  sys.,  pump  to  res.,  cap.  66,000  gals.;  pump, 
eng.,  cap.  day  760,000  gals.;  2  m.  mains,  4  to  6 
in.  dia.;  26  serv.;  pres.,  75  to  80  lbs.;  cost,  $9,000; 
wks.  owned  by  city. 

CEDARBURQ,  p.  1,777;  f.  area,  800  a.;  mere, 
bldgs.,  stn.,  bk.  k  wd..  2  k  Z  stor.;  priv.,  bk.  dc 
wd.,  2  ft  8  stor.;  wd.  rfs.  not  perm.;  fwks.  k^ 
combt  ord.  F.  dept. — 1  str.,  1  gas.  eng.,  1  h.  ft  L. 
trk.,  2  hose  wag.,  2  hrs.;  hose,  cot.,  rub.  lined,  gd... 
2,000  ft.;  linen,  gd.,  500  ft;  rub.,  gd.,  200  ft;. 
%inf.,  1,400  ft;  tot  hose,  4,100  ft;  f.  al.,  wh.  ft- 
elec  bell;  vaL  equip..  $8,775;  val.  bldgs..  $8,000;. 
exp.  dept.,  $1,675;  tot.  mem.,  63,  pd.  full  time  1,. 
vol.   62;  undrs.  rating,  third  class. 

Water   Supply — Src.   creek,   in   bus.   cent;   sys., 
pump  to  stdp.  ft  dir.;  1  hyd.;  2  serv.;  cost,  $8,600;. 
wks.  owned  by  city. 

CEDAR  GROVE,  p.  500.  F.  dept— 1  hand' 
pump,  7  c.  hand  ex^  axes,  hose,  ftc;  val.  equip... 
$300;   exp.   dept,    $75;    tot   mem.,    75   vol. 

Water  Suply — Src,  wells  ft  creok. 

CHETEK,  p.  900;  f.  area,  80  a.  F.  dept. — Z 
hose  carts,  ladders,  axes,  etc.,  1,400  ft.  hose;  tot. 
mem.,    21    vol. 

Water  Supply — Src,  well,  in  bus.  cent;  sys., 
pump  dir.;  10  hyd.;  pres.,  dom.  ft  f.,  65  lb?.;  wks. 
owned  by  city. 

CHILTON,  p.  1,680;  mere  bldgs.,  bk.,  2  stor.; 
pnv.,  wd.,  2  stor.;  tin  rfs.;  no  fwks.  ord.  F. 
dept. — ^1  rtm.  eng.,  1  hand  eng.,  2  c  hand  ex.,  1 
h.  ft  L  trk.,  1  hose  w«g.,  1  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  2,200  ft;  f.  aL,  beU;  tot.  mem.,  60 
voL 

Wattr  Supply — Sre,  riv.,  res. 

CHIPPEWA   FALLS,  p.   8,898;   f.   area,    60   a.; 

bldgs.,  bk.  ft  stn.,  2  stor.;  wd.  rfs.  not  perm.: 
fwks.  ft  combt  ord.  F.  dept — 1  c.  eng.,  2  e  hand 
ex.,  1  h.  ft  L  trk.,  8  hose  wag.,  2  hose  car.,  6 
hrs.;  hose,  cot,  rub.  lined,  gd.,  4,600  ft.;  f.  aL,. 
Gamewell,  28  bx.;  val.  equip.,  $8,000;  vaL  bldgs.. 
$18,000:  exp.  dept,  $1,100;  tot  mem.  12,  pd. 
full  lime  7.  vol.  6;  undrs.  rating,  third  class. 

Wattr  Supply — Sre,  spr.,  1%  m.  bus.  cent.;  tya.. 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  866,000  gals.;  $ 
pump,  eng.,  cap.  day  8.000,000  gals.;  mains,  18 H 
m.,  6  to  12  in.  dia.;  165  hyd.;  56  v.;  150  met; 
1.700  serv.;  pres.,  dom.  80  lbs.;  wks.  owned  by  Ca 

CLINTON,  p.  897;  bldgs..  wd.,  1  ft  2  stor.;  wd. 
rfs.  perm.  F.  dept. — 1  h.  ft  L  trk.,  8  bote  carts; 
hose,  cot,  rub.  lined,  gd.,  1,800  ft;  f.  sL,  bcU; 
tot.  mem.,  80  vol.;  undrs.  rating,  fourth  dass. 

Wattr  Supply — Sre,  weU,  1  block  bus.  cent; 
sys.,  pump  to  res.,  then  to  stdp.;  stdp.  cap.,  68,000 
gals.,  dim.  20  x  24;  mat,  wd.;  res.  cap.,  60,000' 
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gmb.;  pump,  eng.,  cap.  day  80,000  gala.;  mains, 
c.  i.  3^  m.,  4  to  8  in.  dia. ;  28  hyd. ;  16  v.;  niet.» 
18;  121  aerv.;  pipe,  galv.  i.;  prea.,  dom.  80  lbs.,  f. 
to  lbs.;  cons,  day,  21,000  gala.:  coat,  $17,000; 
coat  mtce.,  $766;  wka.  owned  oj  city. 

CLINTON VILLE,  p.  1,747;  f.  area,  840  a.;  mere, 
bldga.,  bk.,  2  stor.;  priv.,  wd.,  1%  stor.;  wd.  rfs. 
not  penn.;  fwks.  ord.;  cauaes  of  f.  inv.  F.  dept.— - 
2  stm.  eng.,  1  h.  &  I.  trk.,  2  boae  car.;  boae,  rub., 

fd..  600  ft.;  inf.,  800  ft.;  cot.,  2,000  ft.;  int, 
00  ft.;  tot.  hoae,  8,400  ft.;  f.  al.,  bell;  val.  equip., 
$4,000;  val.  bldga.,  $7,000;  ezp.  dept,  $800;  tot. 
mem.,  28  vol. 

Water  Supply — Src,  wells,  */4  m.  bus.  cent.;  aye., 
pump  to  stdp.;  stdp.  cap..  60,000  gals.,  dim.  80  x 
12,  mat.  Iron;  1  pump,  eng.,  cap.  day,  2,016,000 
fals.;  mains,  c.  i.,  2%  m.,  4  to  10  in.  dia.;  29 
«iyd.;  60  met;  60  serv.;  pres.,  dom.  "65  lbs.,  f. 
140  lbs.;  cons,  day,  25,000  gals.;  cost,  $35,000; 
cost  mtce.,  $200;   wka.  owned  by  city. 

CLYMAN,  p.  186;  f.  area,  85  a.;  mere,  bldga. 
frame,   2   stor.;   priv.,   frame,   1%    to   2   stor.;   wd. 
rfs.    perm,   in  f.   area.     F.   dept. — 1   water  tower; 
Tal.  bldgs.,  $4,000. 

CXX)HRANE,  p.  260;  f.  area,  320  a.;  mere. 
bldgs..  bk.  k  wd.,  1  &  2  stor.;  priv.,  cone.  &  wd., 
1  jc  2  stor.;  wd.  rte.  perm,  in  f.  area;  no  fwks. 
k  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  hand 
pump,  c.  hand  ex.,  2  hose  wag.;  hose,  cot.,  rub. 
fined,  gd..  1,000  ft.;  rub.,  gd.,  300  ft.;  inf.,  200 
ft.;  tot.  hose,  1.500  ft.;  f.  al.,  bell;  val.  equip., 
$800;  val.  bldgs.,  $100;  tot.  mem.,  40  vol. 

Water  Supply — Not  reported. 

COLBY,  p.  869;  f.  area,  640  a.;  bld^..  prin- 
cipally wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  limite;  no 
fwks.  ord.  F.  dept. — 1  h.  k  1.  trk.,  1  hose  <»r., 
1  hose  wag.;  hose,  linen,  gd.,  1,500  ft.;  inf.,  800 
ft;  tot  hose,  1,800  ft;  f.  al..  bell  k  wh.;  vaL 
equip.,  $1,800;  vaL  bldga.,  $700;  exp.  dept.,  $200; 
tot.  mem.,  28  voL  ,^   ,,  j 

Watar  Supply — Src.  wells  k  cisterns;  lo  nycL; 
Electric  Light  k  Waterwks.  plant 

COLFAX,  p.  701;  f.  area,  668;  mere,  bldga.,  atn. 
k  wd.,  1  A  2  stor.;  priv.,  stn.  k  wd.,  1  A  2  w*m,; 
wd.  rfs.  not  perm.  In  f.  area;  fwka.  &  combt  ord.; 
cauaea  of  f.  inv.  F.  dept. — 1  h.  k  1.  trk..  1  c. 
«ng.,  c.  hand  ex..  1  hose  wag.;  hoae,  cot.  rub.  lined,' 
gdT.  1,000  ft;  inf.,  300  ft;  tot  hose,  1.300  ft; 
r.  il.,  bell;   val.   equip..  $1,200;   exp.   dept,   $200; 

tot.  mem.,  25  vol.  .,     .      ^ 

Watar  Supply — Src,  well,  m  bus.  cent. ;  s.rs., 
pump  to  stdp.;  stdp.  cap.,  40,000  gals.,  dim.  17 
X  27;  1  pump,  eng.,  cap.  day  234.720  pis.;  mams, 
c.  i.,  6.88'9  ft,  2  to  8  in.  dia.;  13  hyd,;  21  v.; 
pipe,  c  i;  pres.,  dom.  k  t,  50  lbs.;  cons,  day, 
9.600  gala.:  cost  $14,000;  coat  mtce.,  $900; 
was.  owned  by  city. 

COLUMBUS,  p.  2,528;  f.  area,  640  a.;  mere, 
bldgs..  bk.,  2  &  8  stor.;  priv..  wd..  2  stor.;  wd- 
rfa/not  perm,  ha  f.  area;  fwka.  ord.;  cauaea  of 
f.  Inv.  F.  dept.— 1  str..  1  h.  &  1.  trk..  2  c  hand 
ex.,  8  hoae  carte;  hose,  cot.  mb-  lined.  2,600  ft;  f. 
al.,  beU  k  wh.;  val.  equip..  $6,260;  val.  bldga., 
$16,000;  exp.  dept.  $886;  tot  mem.  60,  pd. 
part  time  1.  vol.  69. 

Water  Supply — Src,  well;  ays.,  pump  to  stdp., 
Btdp.  cap.,  70,000  gala.;  2  pump,  eng.,  cap.  day, 
1,500.000  gals.;  mains,  c.  i.,  5  m.,  4  to  jO  m. 
dia.;  62  hyd.;  met.,  850;  pres.,  dom.  «0  lbs.  f.  lOo 
lbs.;  cons,  day,  75,000  gals.;  cost  $o3,000;  cost 
antce.,  $2,000;  wks.  owned  by  city. 

COON  VAJL'LEY,  p.  1,000;  f.  area,  640  a.  F. 
4^pt. — hose    carte,    hose;    val.    equip.,    $700;    tot 

tnem.,    2^8    vol.  ,.    ,     ». 

Watar  Supply — Src.  artesian  well,  in  bus.  cent.; 
«y«.,  pump  dir.;  1  pump,  eng.;  8  hyd-;  12  v  5 
mains,  2,600  ft;  pres..  dom.,  86  lbs.;  cost  $3,000; 
•wks.  owned  by  city. 

CROSd  PLAINS,  p.  960;  f.  area,  «*0  a.  F. 
4ept.— 1  h.  k  1.  trk.,  axea,  buckete,  600  ft.  hoae; 
▼id.  equip.,  $500;  val.  bldga.,  $800;  exp.  dept, 
^100;  tot  mem.,  26  vol. 

Watar  Supply — Src,  pond  k  atrm.,  1  m.  bus. 
cent;  sya..  pump;  2  pump,  eng.;  wka.  owned  by 
priv.  Co. 

CUDAHY,  p.  8,691;  bldga.,  bk.  &  wd.  F.  dept— 
1  c.  eng.,  1  li.  &  1.  trk..  1  wmb.  c.  &  h.  waK.,  1 
hose  car.,  6  hra.;  hose,  2,200  ft;  f.  al..  bell  k 
wh.;  tot  mem..  26  vol. 

Watar  Supply — Src.  lake;   sys..  dir.  pres.;  cap. 


day.   6.000,000  gala.;   75  hyd.;  city  of 
sends  aid  in  case  of  f. 

CUMBERLAND,  p.  1,446;  f.  area,  250  a.;  mere. 
bldga..  wd.  k  bk..  2  k  S  ator.;  priv.,  wd.,  IH 
stor.;  wd.  rfs.  perm.;  fwks.  &  eombt  ord.;  causes 
of  f.  inv.  F.  dept — 1  h.  A  1.  trk.,  2  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  1,600  ft;  f.  al.,  wh-  k 
telp.;  val.  eouip.,  2.000;  val  bldga.,  $5,000;  tot 
mem.,  25  vol.;  undrs.  rating,  third  class. 

Watar  Supply — Src,  well,  %  m.  bos.  cent,:  qnk. 
pump  to  res.  ft  dir.;  rea.  cap.,  67,000  fpsla.;  2 
pump,  eng.,  cap.  day  8.814,000  gala.;  ma&a,  1% 
m.,  4  to  8  In.  dia.;  17  hyd.;  100  aerv.;  pvea.,  dom. 
41  lbs.,  f.  160  Iba.;  coat,  $15,000;  ooat  miee., 
$800;  wks.  owned  by  city. 

DA1.LAS,  p.  860;  f.  area.  40  a.  F.  dept— 1 
c.  eng.,  1  hoae  cart,  1  h.  ft  1.  trk.,  1.500  ft.  hose; 
f.  al..  bell;  val.  equip.,  $2,000;  exp.  dept,  $65; 
tot   mem.  25,  pd.   $5.00  year. 

Watar  Supply — Src,  pond. 

DARLINGTON,  p.  1,808;  f.  area,  180  a.;  mere 
bldga..  atn.,  bk.  k  wd.,  1  to  8  ator.;  priv.,  atn.  &  wd., 
2  stor.;  wd.  rfa.  perm,  in  f.  area;  causca  of  f.  inv. 
F.  dept. — 1  h.  kh  trk.,  4  c  hand  ex..  S  hoae  carts; 
bose.  cot,  rub.  lined  gd.,  1,000  ft;  t  aL,  bell;  vaL 
equip..  $L1,000;  vaL  bldga.,  $2^00;  exp.  dept.. 
$500;  tot  mem.  80.  pd.  part  time. 

Water  Supply — Src,  apr.,  %  m.  bos.  cent.;  aya.. 
pump  to  rea.;  rea.  cap.,  120,000  gala.;  pomp,  eng., 
cap.  day  100,000  gala.;  maina,  c  L,  8%  m.,  4  to 
8  in.  dia.;  26  hyd.;  0  v.;  met,  6;  52  aerr.;  pipe, 
wrt  L;  prea.,  dom.  86  Iba..  f.  100  lbs.;  cost,  $20,- 
000;  coat  mtce.,  $1,200;  wka.  owned  by  city. 

DEERFIELO,  p.  588;  mere  bldga.,  bk.  k  wd..  2 
k  8  ator.;  wd.  rfs.  not  perm,  in  f.  limite;  no  fwka. 
ord.  F.  dept — 1  h.  k  1.  trk..  2  hose  car..  1  bose 
wag.;  hoae,  rub..  1,000  ft.;  f.  al..  bell;  val.  equip., 
$1,000;  val.  bldgs..  $400;  tot  mem..  21  voL 

Water  Supply — Src,  wells;  aya..  pump  to  tk. 

DE  FOREST.     F.  dept — Not  reported. 
Water    Supply — Src.    well,    in   bus.    cent;   ays., 
pump  to  stdp.;  stdp.  cap.,  80,000  gala.;  mat,  wd.; 

1  pump,  eng.,  cap.  day  37.600  gals.;  maina,  c  L, 

2  to   8    in.    dia.;    11    hyd.;    6    v.;    46   senr.;   wka. 
owned  by  city. 

DELAVAN.  p.  2,450;  f.  area.  1  m.;  mere  bldgs.. 
bk.,  1  to  8  ator.;  priv.,  wd.  ft  bk.,  2  ator.;  wd. 
rfa.  not  perm.;  fwka.  onL;  cauaea  of  L  inv.  F. 
dept — 2  h.  k  1.  trk..  1  aer.  trk..  8  hose  car.;  hoae. 
cot.  rub.  lined,  gd.,  1,600  ft.;  inf.,  450  ft;  tot 
hoae.  2,050  ft.;  f.  aL.  wh.  k  bell;  val.  equip., 
$6,000;  val.  bldga.,  $4,000;  exp.  dept,  $1,500; 
tot  mem.,  44  vol.;  undrs.  rating,  third  cteaa. 

Water  Supply — Src,  apr..  ^  m.  bua.  cent;  sya.. 
pump  to  stdp.;  stdp.  cap.,  60.000  g^a.,  dim.  20  x 
20;  pump.  eng..  claaa  dup.,  cap.  day  140.000  gala.; 
mains,  c  i..  12  m.,  4  to  8  in.  dia.;  87  hyd.;  0  vj 
420  met;  422  serv.;  pipe,  lead  k  iron;  prea.,  dom. 
50  lbs.,  f.  120  lbs.;  cons,  day,  85,000  gala.;  coat, 
$31,000;  cost  mtce..  $600;  wks.  owned  by  city. 

DE  PERE,  p.  4.764;  f.  area,  2,000  a.;  mere 
bldga..  bk.,  2  ator.;  priv..  wd.,  2  ator.;  wd.  xfs.  not 
perm.;  combt.  ord.;  causes  of  f.  not  inv.  F.  dq)t— 
1  str.,  1  c.  band  ex.,  1  h.  ft  I.  trk.,  2  bose  wag.,  1 
hose  reel;  hose,  cot.,  rub.  lined,  2,000  ft;  f.  aL, 
bell  ft  wh.;  vaL  equip.,  $6,600;  vaL  bldga.,  $10,000; 
exp.  dept,   $2,000:   tot   mem.,   20  vol. 

Watar  Supply — Src,  wella;  aye,  pump  to  rea.  ft 
stdp.;  res.  cap.,  50,000  gala.;  stdp.  cap..  50.000 
gals.;  pump,  eng.,  cap.  500  gals,  min.;  mains,  10^2 
ni..  4  to  12  in.  dia.;  91  hyd.;  4^4  «<nr.;  pres.. 
dom.  60  lbs.,  f.  65  Iba.;  cost.  $78,000;  cost  mtce., 
$4,400;   wks.  owned  by  city. 


DODQEVILLE,  p.  1.791;  f.  area,  640  a.; 
bldga.,  atn.,  bk.  ft  wd.,  2  ft  8  ator.;  priv.,  wd.  ft 
bk.,  1  ft  2  ator.;  wd.  rfe  not  penn.;  fwke  ft  ooabC 
ord.;  cauaes  of  f.  inv.  F.  dept — 8  c  hand  ex., 
8  h.  ft  1.  trk..  8  hose  reels;  boae,  eot,  rob.  lined, 
gd.,  2,600  ft;  f.  aL.  bell;  vaL  equip.,  $2,500;  v«L 
bldga.,  $5,000;  exp.  dept.  $50;  tot  mem..  SI  voL 

Water  Supply — Src.  wella,  H  m.  bua.  cent.: 
sye,  grav.  ft  pump  dir.;  atdp.  cap.,  60,000  galau; 
res.  cap.,  60,000  gala.;  pump,  eng.,  cap.  day  500,* 
000  gala.;  maina,  iron,  2  m.,  4  to  8  in.  dia.;  At 
aerv.;  pipe.  Iron  ft  lead;  prea..  dom.  60  iba.,  I. 
200  Iba.;  cost,  $20,500;  ooat  mtce.,  $200;  wks. 
owned  by  city. 

DURAND,  p.  1,608;  f.  area,  SOO  a.;  mere  Ud^e. 
wd.,  bk.  ft  atn.,  2  ator.;  priv.,  wd.,  IH  *  t    ' 
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wd.  rfB.  not  perm,  in  f.  llmita.  F.  dept.— 1  etm. 
en^.,  1  h.  ft  L  trie.,  2  hose  car.  1  lupply  wag.; 
hoae,  2,000  ft.;  f.  al.,  bell;  Tal.  equip.,  |4,000; 
val.  bldgs.,  (8,000;  tot.  mem.  85,  pd.  part  time 
1,  vol.  84;  undra.  rating,  fourth  claM. 

Water  Supply — Src,  well,  in  bus.  cent.;  sya., 
grav.;  res.  cap.,  132,000  gals.;  1  pump,  eng.,  cap. 
day,  360,000  gals.;  mains,  iron,  S  m.,  6  to  8  in. 
dia.;  81  byd.;  81  met.;  pipe,  iron;  pres.,  dom.  80 
Iba.,  f.  93  Ibe.;  cost,  $22,500;  cost  mtce.,  |300; 
wka.  owned  by   city. 

EAQLE  RIVER,  p.  1,200;  f.  area,  1,000  a.; 
mere,  bldga.,  bk.  &  wd.,  2  ator.;  priv.,  wd.,  m 
aior.;  wd.  rfa.  not  perm.;  no  fwka.  A  combt.  ord. 
F.  dept. — 8  hose  reels;  hose,  cot.,  rub.  lined,  gd., 
2,600  ft.;  f.  al.,  wh.,  2  bx.;  Tal.  equip.,  |6,515; 
val.  bldga.,  (2,000;  ezp.  dept.,  (700;  tot.  mem. 
10,  pd.  part  time. 

Water  Supply — Src.,  riv.,  500  ft.  bus.  cent;  aya., 
pump  dir.;  pump,  eng.,  cap.  day  12,000,000  gala.; 
maina,  sheet  L,  2H  m.,  0  to  8  in.  dia.;  25  nyd.; 
100  serv.;  pipe,  galv.  i.;  pres.,  dom.  50  lbs.,  f. 
800  Iba.;  cost,  $20,000;  coat  mtce.,  |8,500;  wka. 
owned  by  city. 

EATON,  p.  800;  f.  area,  800  a.;  mere  bldga., 
wd.,  1  to  8  ator.;  priv.,  wd.,  1  to  2  ator.;  wd. 
rfa.  perm,  in  f.  area;  cauaea  of  f.  inv.  F.  dept. — 1 
comb.  c.  k  h.  wag.,  0  c.  hand  ex.,  1  h.  A;  1.  trk., 
1  hose  wag.,  8  hoae  reels,  4  hrs.;  hoee,  rub.,  gd., 
800  ft.;  inf.,  500  ft.;  tot.  hose.  900  ft;  L  aL, 
bell;  val.  equip.,  |1,000;  val.  bldga.,  (200;  ezp. 
dept,  |75;  tot  mem.  85,  pd.  full  time  16,  vol.  20; 
undra.  rating,  fourth  claaa. 

Watar  Supply — Not  reported. 

EAU  CLAIRE,  p.  18,810;  mere,  bldga.,  bk.,  t  k 
3  stor.;  priv.,  wd.  k  bk.,  2  ft  8  ator.;  wd.  rfi.  not 
perm,  in  f.  area.  F.  dept — 1  str.,  4  e.  hand  ex.,  1 
h.  ft  1.  trk.,  1  auto.  comb.  c.  ft  h.  wag.»  8  hoM 
wag.,  2  hose  car.,  14  hra.;  hoae,  oot»  rub.  lined, 

fd.,  8,500  ft;  f.  al.,  Oamewell,  89  bx.;  val.  equip., 
25,000;  val.  bldn.,  $10,000;  exp.  dept,  $20,000: 
tot  mem.  20,  pd.  full  time;  undra.  rating,  third 
clasa. 

Water  Supply— ^rc,  wella,  2  m.  bus.  cent.;  sya., 
pump  dir.;  4  pump,  eng.,  claaa  trip.,  cap.  day 
8,000,000  gala.;  mains,  c.  i.,  80  m.,  4  to  20  in. 
dia.;  400  nyd.;  260  v.;  met,  1,870;  2,745  aerv.; 
pipe,  galv.  i.  ft  lead;  prea.,  dom.  70  Iba.,  f.  100 
to  ISO  Iba.;  oono.  day,  2,500,000  gals.;  wka.  owned 
by  city. 

EDGAR,  p.  050;  f.  area,  28  a.  F.  dept-^l  c. 
eng.,  1  hoae  cart,  1  h.  ft  1.  trk..  1,500  ft.  hose; 
val.  equip.,  $2,800;  vaL  bldga.,  $650;  exp.  dept., 
$1-90;   tot.  mem.   28,  pd.   part  time. 

Watar  Supply— -Src.,   ciatema. 

EDQERTON,  p.  2.618;  f.  area,  960  a.;  bldga.,  bk. 
ft  wd.,  2  ator.;  wd.  rfb.  not  perm.;  fwka.  ft  oombt 
ord.  F.  dept. — 1  str.,  12  e.  hand  ex.,  1  h.  ft  L 
trk.,  1  hose  wag.,  2  hose  car.;  hoae,  cot,  rub. 
lined,  gd.,  2,000  ft;  inf.,  500  ft.;  tot  hose, 
2,500  ft.;  f.  al.,  bell  ft  wh.;  val.  equip.,  $4,500; 
val  bldga.,  $8,000;  exp.  dept,  $500;  tot  mem., 
38  vol.;  undrs.  rating,  third  class. 

Watar  Supply — Src,  well,  %  m.  bua.  cent.;  aya., 
pump  to  atdp.;  atdp.  cap.,  120,000  gals.,  dim.  16  x 
80;  pump,  eng.,  cap.  day  1,500,000  gals.;  maina, 
c.  i.,  4  m.,  4  to  10  in.  dia.;  40  hyd.;  12  v.;  800 
aerv.;  prea..  dom.  65  lbs.,  f.  100  Iba.;  cons,  day, 
125.000  gala.;  cost,  $28,500;  coat  mtce.,  $2,000; 
wka.  owned  by  city. 

ELKHORN,  p.  1,707;  f.  area,  640  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd., 
1^2  stor.;  wd.  rfs.  perm.;  no  fwks.  ord.;  causes 
of  f.  inv.  F.  dept — 2  c.  ex.,  1  h.  ft  1.  trk.,  2 
hose  car.,  1  water  tower;  hose,  cot,  rub.  lined. 
1,200  ft;  f.  at.,  bell;  ft  wh.;  val.  equip.,  $2,200; 
val.  bldgs.,  $8,000;  tot.  mem.,  50  vol. 

Waiar  Supply— Src.,  wella;  «ya.,  pump  to  atdp. 
A  rea.;  atdp.  cap.,  76  000  gala.,  dim  16  z  60 
ft;  mat,  atl.;  2  rea.,  oap.  100,000  gala,  ft  80,000 
gali.;  2  pumpa,  cap.  day,  150,000  gals,  each;  maina, 
c  i.,  5  m.,  4  to  8  in.  dia.;  40  hyd.;  15  v.;  met, 
200;  prea.,  dom.  65  Iba.;  f.  150  Iba.;  oona.  day, 
46,000  gala.;  coat,  $26,000;  coat  mtce.,  $6,600;  wka. 
owned  by  city. 

ELLSWORTH,  p.  1,005;  f.  area,  900  a.;  bldga., 
wd.;  wd.  rfa.  perm.  F.  dept. — 1  atr.,  1  h.  ft  1.  trk., 
t  hoae  car.;  hoae,  gd.,  2,000  ft;  f.  al.,  bell;  tot. 
mem.,  70  voL 


Watar  Supply — Src,  well;  ays.,  pump  to  atdp.  ft 
dir.;  atdp.  cap.,  76,000  gala.;  1  pump,  eng.,  cap. 
45  gals,  min.;  mains,  2\i  ni.;  29  liyd. ;  met,  124; 
227  serv.;  coat,  $17,000;  wks.  owned  by  village. 

ELROY,  p.  1,729;  bldgs.,  bk.  ft  stn.,  2  stor.; 
wd.  rfa.  not  perm.;  fwka.  ft  combt  ord.     F.  dept. — 

1  h.  ft  1.  trk.,  2  hose  car.;  hoae,  cot.,  rub.  lined, 
gd.,  1,200  ft;  f.  al.,  bell;  tot.  mem.,  24  vol.; 
undrs.   rating,  fourth   clasa. 

Waiar  Supply — Src,  wella,  800  ft  bus.  cent; 
rea.  cap.,  105,000  bbla.;  pump,  eng.,  cap.  day  15 
bbla.  min.;  maina,  c.  i.,  5  m.,  4  to  6  In.  dia.;  21 
hyd.;  240  aerv.;  pipe,  galv.  L;  prea.,  dom.  60  Iba., 
f.  70  Iba.;  coat,  $16,500;  cost  mtce.,  $1,240;  wka. 
owned  by  city. 

ELMIWOOD,  p.   700;  f.  area,   120  a.  F.  dept. — 

2  hose  carts.  1  h.  ft  1.  trk.,  bucketa;  val.  equip., 
$800;  val.  bldgs.,  $600;  exp.  dept,  $100;  tot 
mem.,   38   vol. 

■Water  Supply— Src,  well,  in  bua.  cent;  ays., 
pump  to  stdp.;  1  pump,  eng.,  cap.  day  28,800  gals.; 
10  hyd.;  6  v.;  mains.  3.000  ft.;  pres.,  dom.  ft  f.. 
120  Iba.;  coU,  $8,000;  coat  mtce.,  $400;  wks. 
owned  by  ciiy. 

EVANSVILLE,  p.  2,061;  f.  area,  600  a.;  mere 
bldga.,  wd.,  bk.,  stn.,  2  ator.;  priv..  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  limits;  fwks.  ord.  F. 
dept — 1  stm.  eng.,  1  hand  eng.,  6  c  ex.,  1  h.  ft  L 
trk.,  8  hoae  car.;  hose,  cot,  gd.,  8,000  ft;  run., 
fair,  500  ft;  tot.  hose,  8,500  ft;  f.  al.,  wh.  ft 
telp.;  val.  equip.,  $6,.100;  vaL  bldga.,  $8,000;  exp. 
dept,  $500;  tot.  mem.,  35  vol.;  undrs.  rating,  third 
class. 

Watar  Supply— Src,  wells,  1,800  ft  bus.  cent; 
sys.,  pump  dir.;  stdp.  oap^  08,000  gala.;  3  pump, 
eng.,  cap.  day,  1,^600,000  gala.;  mains,  c  i.,  «  m., 
4  to  8  in.  dia.;  56  hyd.;  32  v.;  300  met;  300 
serv.;  prea.,  dom.  65  to  75  Iba.,  f.  125  Iba.;  cona. 
day,  47,000  gals.;  oost,  $88,000;  wka.  owned  by 
city. 

FENNIMORE,  p.  1,159;  f.  area,  160  a.;  mere 
bldga.,  atn.,  bk.  ft  wd.,  1  ft  2  ator.;  priv.,  wd.,  2 
stor.;  wd.  rf8.  perm.  F.  dept — 1  h.  ft  1.  trk.,  2 
hose  carts;  hose,  cot,  rub.  lined,  gd.,  1,000  ft;  f. 
al.,  bell  ft  wh.;  val.  equip.,  $1,200;  val.  bldgs., 
$50;   exp.    dept,   $100;    tot    mem.,    30   voL 

Water  Supply — Src,  well,  %  m.  bua.  cent;  sys., 
pump  to  res.  ft  dir.;  res.  cap.,  52,000  gala.,  loc.  60 
feet  from  well;  pump,  eng.,  class  horizontal  high 
pres.;  maina,  c  1.,  4  m.,  4  to  8  in.  dia.;  26  hyd.; 
98  aerv.;  pipe,  galv.  i.;  pres.,  dom.  45  to  50  lbs., 
f.  90  to  100  lbs.;  cost,  $18,000;  wks.  owned  by 
city. 

FLORENCE,  p.  1,684;  f.  area,  80  a.;  bldga.,  wd., 
1  to  8  stor.  F.  dept — 2  hose  cai\,  1  h.  ft  L  trk.: 
hose,  cot,  rub.  lined,  gd.,  800  ft;  rub.,  gd.,  1,500 
ft;  inf.,  600  ft;  tot  hose,  2,400  ft;  f.  al.,  wh.,  10 
bx.;  val.  eqtiip.,  $2,000;  exp.  dept,  $500;  tot 
mem.,  24,  pd.  full  time  1,  pd.  part  time  28;  undrs. 
raiting,  third  claaa. 

Watar  Supply — Src,  lake,  900  ft  bua.  cent; 
aya.,  pump  dir.;  rea.  cap.,  10.000,000  gala.;  2 
pump,  eng.;  maina,  iron,  2  m.,  4  to  6  in.  dia.:  88 
hyd.;  146  aerv.;  prea.,  dom.  40  lbs.,  f.  120  Iba.; 
cona.  day,  200,000  gals.;  cost,  $12,000;  cost  mtce., 
$2,500;  wks.   owned  by   city. 

FOND  DU  LAC,  p.  18,797;  f.  area,  2,560  a.; 
mere  bldga.,  atn.,  bk.  ft  wd.,  2  to  4  stor.;  priv., 
bk.  ft  wd.,  2  stor.;  wd.  rfa.  not  perm,  in  f.  area; 
fwka.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 2 
atr.,  1  comb,  c  ft  h.  wag.,  4  c  hand  ex.,  2  h.  ft  L 
trk.,  1  hose  wag.,  2  hose  carta.  1  reel,  9  hra.;  hoae, 
cot,  rub.  lined,  gd.,  7,000  ft.;  inf.,  700  ft;  tot 
hoae,  7,700  ft;  f.  al.,  Oamewell,  40  bx.;  vaL 
equip.,  $27,787;  val.  bldga.,  $18,000;  exp.  dept, 
$85,000;  tot  mem.  20,  pd.  full  time. 

Watar  Supply — Src,  7  fountaina,  ^  m.  bus. 
cent;  ays.,  air  lift  ft  pump  dir.;  res.  cap.,  2,600,- 
000  gala.;  2  pump,  eng.,  comp.  cond.,  cap.  day 
6,000,000  gala.;  maina,  c  1.,  27  m.,  4  to  14  in. 
dia.;  227  hyd.:  112  v.;  met,  1,629;  2,660  aerv.; 
pipe,  lead  ft  galv.  iron;  pres.,  dooL  26  lbs.,  t  90  to 
180  lbs.;  cons,  day,  2,000,000  gals.;  wks.  owned 
by  city. 

FORT  ATKINSON,  p.  8,877;  f.  area,  140  a.; 
mere  bldgs.,  bk.,  1  to  8  stor.;  priv.,  wd.,  1  ft  IH 
stor.;  wd.  rfs.  not  perm.;  fwks.  ord.  F.  dept— 1 
atr.,  1  c.  eng.,  8  c  nand  ex.,  1  h.  ft  1.  trk.,  3  hose 
car.;  hose,  cot,  rub.  lined,  2,600  ft;  rub.,  gd.,  250 
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ft;  inf.,  400  ft.;  tot  hose,  8,250  ft.;  f.  al.,  wh.  k 
Gamewell,  12  bi.;  val.  equip.,  910,000;  val.  bldga., 
$7,000;  exp.  dept,  $800;  tot  mem.,  58  toL; 
undrs.   rating,   fourth   claaa. 

Watar  Supply — Src,  wells,  in  bus.  cent;  sys.. 
pump  to  stdp.;  stdp.  oap.,  175,000  gals.;  res.  cap., 
48,000  gals.;  pump,  en;.,  cap.  day,  1,000,000  gals, 
each;  mains,  c.  i.,  8H  m.,  4  to  12  in.  dia.;  108 
hyd. ;  met,  610;  829  serv.;  pres.,  dom.  55  to  60 
lbs.,  f.  100  lbs.;  cons,  day,  180,000  gals.;  cost, 
$68,088;  wka.  owned  by  dty. 

FOUNTAIN  CITY,  p.  1,081;  f.  area,  80  a.;  mere, 
bldgs.,  stn.,  bk.,  wd.,  8  stor.j  priv.,  bk.  &  wd.,  1 
8l  2  stor.;  wd.  rfs.  perm.;  fwks.  k  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  str.,  1  hand  eng., 
4  c.  hand  ex.,  1  h.  ft  I.  trk.,  2  hoae  car.;  hose, 
cot,  rub.  lined,  gd.,  1,600  ft;  f.  al.,  bell;  TaL 
equip.,  $4,500;  val.  bldgs.,  $8,000;  tot  mem.,  50 
vol.;  undrs.  rating,  fourth  class. 

Water  Supply — Src,  riv.  k  wells. 

FREDERICK,  p.  511;  f.  area,  4  blocka;  mere, 
bldgs.,  bk.  k  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  to  8 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  k  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  h.  ft  L  trk., 
2  c.  hand  ex.,  2  hose  reels;  hose,  oot,  rub.  lined, 

fd.,  1,000  ft;  f.  al.,  bell  ft  wh.,  1  bx.;  val.  equip., 
1,500;  val.  bldgs.,  $2,000;  tot  mem.,  20  vol. 
Water  Supply — ^Not  reported. 

FREOONIA,  p.  500;  f.  area,  25  a.;  mere,  bldgs., 
wd.,  2  stor.;  priv.,  bk.  ft  wd.,  1^  ft  2  stor.;  wd. 
rfs.  perm.  F.  dept — 1  gas.  eng.,  1  hand  en^.,  1 
hose  car.,  1  h.  ft  1.  trk.;  hose,  cot.,  rub.  luied, 
1,600  ft;  inf.,  300  ft;  tot  hose,  1.900  ft;  f.  al., 
bell;  val.  equip.,  $2,750;  val.  bldgs.,  $1,500;  exp. 
dept,  $25;  tot.  mem.,  46  vol. 

Water  8ut»ply — Src,  wells. 

FREEDOM,  p.  962;  mere  bldga.,  wd.  ft  bk.  F. 
dept — 1  h.  ft  1.  trk.,  ladders,  hooks,  axes,  ftc.,  2 
hose  car.;  hose,  900  ft;  f.  al.,  bell;  tot  mem., 
40  vol. 

Water  Supply — Src,  weU;  sys.,  grav.;  rea.  cap., 
80,000  gals.;  pump,  eng.,  cap.  min.  240  gals.;  wks. 
owned  by  ci^. 

FiREMONT,  p.  406;  f.  area,  367  a.  F.  dept — 
1  gas.  eng.,  1  h.  ft  I.  trk.,  1  hose  cart,  1,200  ft. 
hose;  val.  equip.,  $8,800;  val.  bldgs.,  $1,200;  exp. 
dept,.  $400;   tot   mem.,   87   vol. 

Water  Supply^— €rc.,  riv.,  in  bus.  cent;  ays., 
pump  dfcr.;  1  pump,  eng.,  cap.  865  gals,  min.;  wks. 
owned   by   village. 

FRIENDSHIP,    p.    500.       F.    dept. — 1    c.    eng.; 
val.  equip.,  $500;  vol. 
No  waterwks. 

GALESVtLLE,  p.  978;  mere  bldgs.,  stn.,  bk.  ft 
wd.,  1  to  5  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm, 
in  f.  area;  fwka.  ft  combt  ord.;  cauaea  of  f.  inv. 
F.  dept. — 1  c.  eng.,  1  h.  ft  1.  trk.,  1  aer.  trk.,  8 
hose  carts;  hose,  cot,  rub.  lined,  gd.,  2,600  ft; 
f.  al.,  bell;  val.  equip.,  $2,000;  val.  bldgs.,  $5,000; 
tot.  mem.,  55  vol. 

Water  Supply — Src,  Beaver  Creek;  ays.,  pump 
dir.;  1  pump,  eng.,  cap.  day  168,000  gals.;  mains, 
c  i.,  2  m.,  4  in.  dia.;  24  hyd.;  pres.,  100  lbs.; 
cost,  $80,000;  coat  mtce.,  $600;  wka.  owned  by 
village  corporation. 

GLEN  WOOD,  p.  954;  f.  area,  160  a.;  mere  bldgs., 
wd.  ft  bk.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  8 
stor.;  wd.  rfs.  perm.;  no  fwka.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 8  hose  car.,  8  laddea^s; 
hose,  cot,  rub.  lined,  «!.,  850  ft;  f.  al.,  bell;  val. 
equip.,  $1,600;  val.  Wdgs.,  $2,500;  exp.  dept, 
$65:  tot  mem.,  16  vol. 

Water  Supply — Src,  well,  2  blocka  bua.  cent.; 
Bva.,  pump  to  stdp.;  stdp.  cap.,  60,000  gahs.;  pump, 
eng.,  cap.  day  750,000  gals.;  mains,  iron,  8  m., 
4  to  8  in.  dia.;  16  hyd.;  100  serv.;  pipe,  wrt  ft 
galv.  i.;  pres.,  dom.  40  lbs.,  t.  150  lbs.;  cost  $18,- 
000;  cost  mtce.,  $1,200;  wks.  owned  by  city. 

GRAFTON,  p.  1,000:  f.  area,  640  a.  F.  dept — 
1  g«s.  eng.,  1  h.  ft  1.  trk.,  2,000  ft  hose;  val. 
equip.,  $4,000;  val.  bldgs.,  $4,000;  exp.  dept, 
$200;   tot   mem.    50,  pd.   part  time. 

Water    Supply — Src,    riv. 

GRAND  RAPIDS,  p.  6,521;  f.  area,  1,000  a.; 
mere,  bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm.;  fwka.  ft  combt  ord.  F.  dept. — 1 
str.,  1  h.  ft  1.  trk.,  2  hose  wag..  2  hose  car.,  4  bra.; 
hoae,  cot,  rub.  lined,  gd.,  2,000  ft;  rub.,  gd.,  600 
ft;  inf.,  1.000  ft;  tot  hoae,  8.600  ft:  f.  aL,  wh. 
fttelp.;  ral.  equip.,  $8,000;  vat  bldga.,  $1,600;  «xp. 


dn>t,  $2,600;  tot  mem..  81,  pd.  foil  time  8,  pd. 
part  time  28;  undra.  rating,  tmrd  daai. 

Water  Supply — Src,  spr.,  IH  m.  boa.  cent; 
sya.,  pump  to  atdp.;  atdp.  cap.,  165.000  gala.,  dim. 
26  X  88;  mat,  atL;  res.  cap.,  180,000  gals.,  loc 
at  atation;  8  pump,  eng.,  cap.  day  8.080,000  gala.; 
maina,  c  i..  18  m.,  1^  to  12  in.  dia.;  110  hyd.; 
812  met;  800  aenr.;  pipe,  lead  ft  iron;  pres.,  dom. 
76  to  90  Iba.,  f.  92  to  120  Iba.;  oona.  day,  814.788 
gala.;  coat,  $86,000;  coat  mtce,  $7,438;  wka. 
owned  by  city. 

GRANT8BURG,  p.  721;  f.  area,  ISO  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv..  wd.,  IH 
stor. ;  wd.  rfs.  perm. ;  fwks.  ord. ;  causes  of  f.  inv.  F. 
dept. — 1  c  eng.,  1  c.  ex..  1  h.  ft  1.  tik.,  2  hose 
car.;  hose,  gd.,  cot.,  rub.  lined,  1,500  ft;  inf.. 
800  ft;  tot  hose,  1.800  ft;  f.  al.,  bell:  >-»!. 
equip.,  $3,100;  val.  bldgs..  $2,000;  exp.  dept, 
$250;  tot   mem.,   40  vol. 

Water  Supply — Src,  riv.  ft  datema. 

GRATIOT,  p.  868;  mere  bldga.,  bk.  ft  wd.,  I  ft 
2  ator.;  priv.,  bk.  ft  wd.,  1  ft  2  ator.;  wd.  rfa.  perm, 
in  f.  area;  no  fwks.  ft  combt.  ord.;  cauaea  of  f. 
inv.  F.  dept. — 2  hose  reels;  hose,  cot,  rub.  lined, 
gd.,  760  ft;  inf..  400  ft;  tot  hose,  1,160  ft; 
f.  al.,  bell;  vaL  equip.,  $600;  vaL  bldga.,  $800; 
tot  mem.,  20  vol. 

Water  Supply — ^Not  reported. 

GREEN  BAY,  p.  25,286;  f.  area,  1,000  a.;  mere 
bldga.,  bk.  ft  stn.,  2  to  6  ator.;  priv.,  bk.  ft  wd.,  1 
ft  2  ator.;  wd.  rfe  perm.;  fwka.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 2  str.,  1  comb,  e  ft  fa. 
wag.,  1  c  eng.,  8  c  hand  ex..  1  h.  ft  L  trk.,  S 
aupply  wag.,  5  hose  ear.,  3  hoae  aleda,  10  bra.; 
hose,  cot,  rub.  lined,  gd..  8,500  ft.;  f.  aL,  Game- 
well.  68  bx.;  val.  equip.,  $66,000;  vaL  bldgs.. 
$45,000;  exp.  dept.  $16,000;  tot  mem.  21,  pd.  full 
time. 

Water  Supply — Src,  10  artesian  wella,  %  m. 
bus.  cent;  sye,  pump  to  res.;  res.  cap.,  2,600,000 
gale;  6  pump,  eng.,  ^ip.  day  23.750.000  gals.; 
maina.  iron,  66  m.,  6  to  18  in.  dia.;  416  ay±: 
645  ▼.;  1,800  met;  4.800  aerv.;  pipe,  galv.  L; 
prea.,  dom.  40  Iba.,  f.  100  lbs.;  oona.  day,  1,850.000 
gala.;  coat  $882,800;  cost  mtoe,  $8 4, OOP;  wka. 
owned  by  Co. 

GREEN  BUSH,  p.  800;  mere  bldga.,  wd.  F. 
dept. — Not  reported. 

Water  Supply — Src,   ciatema;   sye,  pomp.;  rce 

cap.,  100  bbla. 

GREEN  LAKE.  p.  568;  f.  area,  4  a.;  mere  bldgs., 

1  ft  2  ator.;  priv.,  wd.,  1  to  8  ator.;  wd.  rfa.  not 
perm.;  cauaes  of  f.  inv.  F.  dept — 1  e  eng.,  18 
c  hand  ex.,  1  h.  ft  L  trk.;  hoae,  cot,  nib.  lined, 
gd.,  600  ft;  rub.,  gd.,  160  ft.;  tot  hose.  760  ft; 
f.  al.,  bell;  val.  equip.,  $1,600;  val.  bldge,  $600; 
tot.  mem.,  26  vol. 

Water  Supply — ^Not  reported. 

GREENWOOD,  p.  666;  f.  area,  320  a.;  bldga., 
wd.  ft  bk.,  8  ator.:  wd.  rfe  penn.;  fwks.  ord.  F. 
dept. — 1  h.  ft  L  trk.,  2  hose  car.;  hose,  eot,  1,000 
ft:    tot.   mem.,   SO    voL;    val.    equip.,    f300. 

Water  Supply — Src,  well  ft  dstezn. 

HANCOCK,  p.  500;  f.  area,   160  a.     F.  dept— 

2  hose  carts,  1  ladder  cart,  600  ft  hoae;  TaL  equip., 
$750;  vaL  bldgs.,  $8,000;  exp.  dept,  $50;  tot 
mem.,   40   vol. 

Water  Supply — Src,  5  wells,  in  bue  cent;  sys.. 
pump  dir.;  1  pump,  eng.,  class  trip.,  cap.  day 
432,000    gals.;    24    hyd.;    6    v.;    maina,    5,000   ft; 

yree,     f..     180     Ibe;    cost,     $6,500;     cost    mtce.. 
100;  wks.  owned  by  city. 

HARTFORD,  p.  2,082;  f.  area,  700  a.:  mere 
Udga.,  bk.  ft  wd.,  2  ator.;  priv.,  wd.,  8  ator.;  wd. 
rfe  perm.;  no  fwka.  ft  combt  ord.;  cauaes  of  L 
inv.  F.  dept — 1  auto.  comb,  e  ft  h.  trie,  6  e 
hand  ex.,  1  h.  ft  L  trk.,  1  tk.,  1  hoae  wag.,  2  hose 
car.;  hoae,  cot,  rub.  lined,  gd..  2.200  ft;  inf.,  800 
ft;  tot  hose,  2,500  ft;  f.  al..  bell  ft  wh.;  vaL 
equip.,  $10,000;  val.  bldgs.,  $7,000;  exp.  dept. 
$890;  tot.   mem.,   80  voL 

Water  Supply — Sre,  well;  aye,  pmnp  to  stdp.; 
atdp.  cap.,  65.000  gala.;  pump,  cap.  d^,  888,600 
gals.;  maina.  6  m.,  4  to  10  in.  dia.;  60  byd.:  mee, 
f.  80  Iba.;  coat,  $60,000.  -^^     .  r-     . 

HARTLAND,  p.  728;  t  area,  IH  aq.  m.;  bldga., 
bk.  ft  wd.,  1  ft  2  ator.     F.  dept — 1  ^sdiiie  cm 
1  h.  ft  1.  trfc.,  1  hose  car.;  hoae,  oot,  gd.,  1^ 
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ft.;  inf.,  800  ft.;  tot  hoee,   1,300  ft.;  f.  al.,  wh. 
ft  beU;  25  vol. 

W«t«r  Supply — Src,  riv.,  well  ft  cistern. 

HAYWARD,  p.  1,864;  f.  area,  820  a.;  bldgs., 
wd.,  1  ft  2  Btor.;  wd.  rfs.  perm.;  fwks.  ft  combt. 
ord.  F.  dept. — 1  c.  eng.,  1  h.  ft  1.  trk.,  4  hoae 
car.;  hose,  nib.,  gd.,  1,500  ft.;  f.  al.,  bell  ft  telp.; 
val.  equip.,  |4,000;  val  bldgs.,  $4,000;  exp.  dept., 
1700;  tot.  mem.,  20  vol. 

Water  Supply — Src,  riv.;  sys.,  prnnp  dlr.;  pump. 
eng.,  cap.  day  2,000,000  gals.;  mains.  Iron,  5  m., 
4  to  10  in.  dla.;  78  hyd.;  81  v.;  pres.,  dom.  40 
lbs.,  f.  80  lbs.;  cost,  180.000;  coat  mtce.,  |2,000; 
wks.  owned  by  dty. 

HIGHLAND,  p.  1,096;  f.  area,  640  a.;  bldgs., 
bk.  ft  wd.,  m  to  2  stor.;  wd.  rfs.  perm.;  fwks. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 1  comb, 
c.  eng.  ft  hand  pump,  2  hand  eng.,  1  h.  ft  1.  trk., 
2  hose  carts;  f.  al.,  bell;  hose,  cot,  1.000  ft;  va  . 
equip.,  $1,350;  val.  bldgs.,  |400;  tot  mem.,  70  vol. 

Wattr  Supply — Src,  drilled  wells;  sys.,  pump  to 
tk.;  tk.  cap.,  84,000  gals.;  7  hyd.;  cost  18,280; 
wks.  owned  by  city. 

HILBERT,  p.  572;  mere  bldgs.,  bk.  ft  wd.,  1  ft 
2  gtor.;  priv..  bk.  ft  wd.,  1  ft  2  stor.;  wd.  rfs.  perm. 
in  f.  area;  fwks.  ft  combt  ord.;  causes  of  f.  Inv. 
P.  dept. — 1  Btr.,  1  h.  ft  1.  trk.,  8  c.  hand  zn.,  I 
hoee  reel,  1  hand  pump;  hose,  cot,  rub.  lined,  gd., 
800  ft;  rub.,  gd.,  100  ft;  inf..  200  ft;  tot  hose, 
1.100  ft.;  f.  al.,  bell;  val.  equip.,  $7,000;  vaL  bldg^, 
$5,000;  ezp.  dept,  $500;  tot  mem.,  80  vol. 

Water  Supply — Not  reported. 

HORICON,  p.  1,881;  mere  bldgs.,  bk.  ft  etn.,  2 
stor.;  priv.,  stn.,  bk.  ft  wd.,  2  stor.;  wd.  rfs.  not 
perm,  m  f.  area;  fwks.  ord.  F.  dept — 1  str.,  12 
c  band  ex.,  1  h.  ft  1.  trk.,  8  hoee  carte;  hoee,  cot, 
gd.,  1,800  ft;  inf..  200  ft;  tot  hoee,  2,000  ft; 
f.  al.,  beU  ft  wh.;  val.  equip.,  $8,000;  vaL  bldge., 
$6,000;  exp.  dept,  $860;  tot  mem.,  60  vol. 

Water  Supply — Src,  Rock  riv.  ft  6  cietems,  cap. 
7,000  bbls.;  sye.,  pump  to  etdp.;  etdp.  cap.,  100,- 
000  gals.;  res.  cap.,  100,000  gals.;  mains,  6  1-8 
m.,  4  to  12  in.  dia.;  70  hyd.;  2  P«™P-  «%»,  ^ 
trip.;  pree.,  dom.  80  Ibe.,  f.  160  Ibe.;  cost,  $51,000. 

HORTONVILLE,  p.  1,000;  f.  area,  2,000  a.  F. 
dept— l.gae.  eng.,  1,500  ft  hose;  val.  equip., 
$2,000;  val.  bldgs.,  $1,600;  exp.  dept,  $100; 
tot.  mem.,  24  voL 

Water  Supply — Src,  pond,  crk.  ft  res. 

HUDSON,  p.  2,810;  f.  area,  40  a.;  mere  bldgs., 
bk.  ft  wd.,  2  fitor.;  priv..  wd.,  2  stor.;  wd.  rU. 
not  perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept— 1  h.  ft  1.  trk.,  1  hose  car.,  2  hand  hose 
reels,  1  hre.;  hose,  cot,  rub.  lined,  gd.,  2  100  ft; 
inf.,  500  ft;  tot  hose,  2,600  ft.;  f.  al..  Metropoli- 
tan, 7  bx.;  val.  equip.,  $3,600;  val.  bldgs.,  $2,000; 
exp.  dept,  $400;  tot  mem.,  12  vol.;  undrs.  rating, 
third  class. 

Water  Supply — Src,  well;  eye.,  pump  to  res.; 
res.  cap..  288,000  gals.;  2  pump.  «"«•.«»?•  °«f 
2.600.000  gals.;  mslns,  iron,  8%  m.,  6  to  12  in. 
dia.;  84  hyd.;  36  v.;  met.,  104;  460  serv.;  pree.. 
dom.  80  Ibe..  f.  96  Ibe.;  cons.  day.  870,000  gale.; 
coet,  $28,000;  cort  mtce.,  $102,000;  wke.  owned 
by  city. 

HURLEY,  p.  2,000;  f.  area,  80  a.;  mCTC  bldgs., 
wd.  ft  bk..  1  ft  2  etor.;  priv.,  wd..  1  &.  2  etor.; 
wd.  rfB.  perm,  in  f.  aorea;  fwks.  ft  combi  ord.; 
causes  of  f.  inv.  F.  dept— 1  c.  eng.,  1  h.  ft  1.  trk 
lined,  gd.,  8.300  (t;  rub.,  gd.,  500  ft;  inf.,  1.000 
ft  I  tot  hose,  4.800  ft;  f.  al..  e  ec,  6  ^x  i^  ^xp. 
dept,  $4,000;  tot  mem.  22.  pd.  full  time  2,  20  vol. 
Water  Supply — Src,  riv.;  sys.,  pump  to  stdp.; 
etdp.  cap.,  500.000  gale.;  pump,  eng.,  <»p.  day 
2.000,000  gale.;  mains,  6  m.,  4  to  12  in.  dia.;  48 
hyd.;  pree.,  f.  100  Ibe.;  wke.  owned  by  Co. 

HUTISFORD,  p.  615;  £•  ""«*».  1«?  ■-«  2!'^ 
bldge.,  bk.,  2  etor.;  priv..  bk.  ft  wd.,  1  ft  2  etcj., 
wdTrie.  perm,  in  f.  area;  fwke.  ft  combt  ord.; 
caueee  of  f.  inv.  F.  dept.— 1  gae  eng.,  1  c  eng., 
2  c  hand  ex.,  1  h.  &  J-  trk  »  hose  reel.,  1  hand 
pump;  hose,  cot,  rub.  lined,  gd.  2.200  ft,  inf.. 
800  ft;  tot  h<;ee,  2,500  ft;  f.  al..  bell;  val. 
eauin.    $8,000;  tot   mem..  72   vol.   ,.    ^,    .     . 

Water  Supply— Src,  Rock  riv.,  1%   blocks  hue. 

cent 


dept 


INDEPENDENCE,   p.  J^i' /'   «'*%s^(f  n^hosr* 
Bt.— 8  hose  carts,  1  h.  ft  1.  trk.,  750  ft.  nose, 


val.  equip.,  $1,500;  val.  bldgs.,  $2,000;  tot  mem., 
36    vol. 

Water  Supply—- €rc,  4  wells,  in  bus.  cent;  sys.. 
pump  dir. ;  1  pump,  eng.,  cap.  day  4,000,000  gals.; 
24  hyd.;  mains,  <3  m.;  pres.,  dom.  75  lbs.,  f.  100 
lbs.;  cost,  $10,000;  cost  mtce.,  $1,000;  wks. 
o\\ned  by  city. 

K>LA,  p.  850;  f.  area,  400  a.;  mere  bldgs.,  bk. 
ft  wd.,  2  etor.;  priv.,  bk.  ft  wd.,  2  etor.;  wd.  rfe.  not 
perm.;  no  fwks.  ord.  F.  dept. — 1  etr.,  1  h.  ft  L 
trk.,  3  hose  car.;  hose,  cot,  gd.,  1,600  ft;  inf., 
500  ft.;  tot.  hose,  2,100  ft;  f.  al.,  bell;  val.  equip., 
$4,500;  val.  bldgs.,  $450;  exp.  dept,  $60;  tot. 
mem.,  42  vol. 

Water  Supply — Src,  cisterns. 

JACKSON,  p.  199;  f.  area,  40  a.;  mere,  bldge., 
wd.,  1  ft  2  stor.;  priv.,  wd.,  2  stor.;  wd.  tIb,  perm.; 
fwke.  ft  combt.  ord.;  causes  of  f.  inv.  .F.  dept.— >1 
hand  eng.,  1  h.  ft  1.  trk.,  1  aer.  trk.,  1  hoee  car.; 
f.  al.,  bell;  hose,  rub.,  500  ft;  val.  equip.,  $460; 
val.  bldgs..  $300;  exp.  dept.  $75;  tot  mem.,  80 
vol. 

Water  Supply — Src,  wells  ft  cisterns. 

JANESVILLE,  p.  13.894;  f.  area.  4,000  a.;  mere 
bldge..  bk.,  2  to  5  stor.;  priv.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  ris.  perm.;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 2  str.,  1  auto.  comb,  c  ft  h. 
wag.,  1  chief's  auto,  with  c  tk.,  2  h.  ft  1.  trk.,  1 
aer.  trk.,  3  hose  wag.,  6  hrs.;  hose,  cot.  rub.  lined, 

fd.,  6,000  ft;  f.  al.,  Oamewell.  72  bx.;  val.  equip., 
25.000;  val.  bldgs.,  $12,000;  exp.  dept,  $21,600; 
tot  mem.  22,  pd.  full  time  15,  call  men  7;  undrs. 
rating,  third  class. 

Water  Supply — Src,  wells,  %  m.  hue.  cent;  eye., 
pump  to  etdp.;  stdp.  cap.,  820,000  gals.;  mat, 
iron;  res.  cap.,  1,000,000  gals.;  pump,  eng.,  cap. 
day  4,000,000  gals.;  mains,  c  L.  82  1-8  m.,  %  to 
16  in.  dia.;  308  hyd.;  168  v.;  met.  867;  2,828 
serv.;  pipe,  iron;  pres.,  dom.  70  lbs.,  f.  100  to  120 
lbs.;  wks.  owned  by  Co. 

JEFFERSON,  p.  2,582;  f.  area,  2,660  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd., 
IH  stor.:  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  depr. — 1  str., 
4  c  hand  ex.,  1  h.  ft  1.  trk.,  2  hoee  reels;  hoee, 
cot,  rub.  lined,  2,100  ft.;  f.  al.,  bell  ft  wh.;  val. 
equip.,  $7,000;  exp.  dept,  $400;  tot.  mem.,  65; 
undrs.  rating,  third  class. 

Water  Supply — Src,  well;  ays.,  pump  to  stdp.; 
stdp.  cap.,  100,000  gals.;  2  pump,  eng.,  cap.  day 
2,000,000  gals.;  mains,  7  m.,  4  to  10  in.  dia.;  60 
hyd.;  pres.,  dom.  65  lbs.,  f.  110  to  130  lbs.;  cost, 
$43,000;  wks.  owned  by  citj'. 

JOHNSON  CREEK,  p.  425;  f.  area,  820  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  bk.  ft  wd.,  1% 
star.;  wd.  rfs.  not  perm.;  fwks.  ord.  F.  dept. — 
3  c  hand  ex.,  1  hand  c  ene.,  1  h.  ft  1.  trk.,  1 
hose  car.;  hose,  rub.,  800  ft;  f.  al.,  bell;  val. 
equip.,  $1,600;  exp.  dept,  $250;  tot  mem.,  30 
vol. 

Water  Supply — Src.  pond;  eye..  1  pump;  malne, 

1  m..  5  in.  dia.;  12  hyd.;  cost,  $8,000;  coet  mtce., 
$100;  wks.  owned  by  Co. 

JUNEAU,  p.  1.008;  mere  bldgs..  bk..  2  stor.; 
priv.,  bk.  ft  wd..  1%  ft  2  stor.;  wd.  rfs.  perm.; 
fwks.  ft  combt.  ord.  F.  dept. — 6  c  hand  ex.,  1  h. 
ft  1.  trk..  1  hose  wag..  2  hose  car.;  hoee,  cot,  nab. 
lined,  gd..  1,500  ft.;  f.  aL,  bell;  val.  equip.,  $2,600; 
val.  bldge.,  $2,500;  tot.  mem..  52  vol. 

Water  Supply — Src,  welle,  in  hue.  cent;  eye., 
pump  to  etdp.;  etdp.  cap.,  25.000  gale.;  pump, 
eng.,  cap.  day  960  bble.;  maine,  c  i.,  2  m.,  4  to 
8  in.  dia.;  30  hyd.;  met,  6;  60  serv.;  pipe.  Iron; 
pres.,  dom.  90  lbs.,  f.  60  lbs.;  coet,  $10,000; 
coet  mtce.,  $500;  wke.  owned  by  city. 

KAUKAUNA,  p.  4,717;  f.  area,  500  a.;  mere 
bldge.,  bk.,  etn.,  wd.,  2  ft  8  etor.;  priv.,  wd.  ft  bk., 
1%  ft  2  etor.;  wd.  rfe.  not  perm.;  fwke.  ft  combt 
ord.     F.  dept — 1  etr.,  1  h.  ft  1.  trk.,  1  hoee  wag., 

2  hoee  car..  4  hre.;  hoee,  cot,  rub.  lined,  gd.,  1,600 
ft.;  rub.,  gd.,  700  ft.;  inf.,  600  ft;  tot  hoee,  2,800 
ft;  f.  al.  telp.;  val.  equip.,  f  10,000;  val.  bldge., 
$4,000;  exp.  dept,  $2,000;  tot  mem.  14,  pd.  full 
time  2,  vol.  12;  undrs.  rating,  third  dase. 

Water  Supply — Src,  wells,  in  bus.  cent;  eye., 
pump  to  etdp.  dir.;  etdp.  cap.,  176.000  gale.,  dim. 
20  X  76;  mat.  etl.;  ree.  cap.,  800,000  gale.;  2 
pump,  eng.,  daea  dup.,  cap.  day  8,000.000  gale.; 
mains,  iron.  11  m.,  6  to  14  to.  dia.;  102  hyd.;  72 
v.;    243    met;    662    serv.;    pres.,   dom.    60   lbs.,    f. 
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115  lbs.;  cons.  day.  200,000  gula.-,  cont,  $119,632; 
cost   mtce.,    $1,576;    wks.   owned   by   city. 

KENOSHA,  p.  21,871;  f.  area,  20.000  a.;  mere, 
bldga.,  bk.,  2  to  4  stor.;  priv.,  wd.,  2  ator.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt.  ord.;  cauaes  of  f. 
inv.  F.  depl. — i  auto  comb.  c.  i  h.  wag.,  1 
atr.,  1  comb.  c.  &  h.  wag.,  1  in  reaerve,  1  b.  ft  L 
trk.,  5  hra.;  hoae,  cot.,  rub.  lined,  gd.,  7.600  ft.; 
f.  al.,  Gamewell,  54  hx. ;  val.  equip.,  926,600;  val. 
bldga.,  941,000;  exp.  dept,  919,209;  tot.  mem.  57, 
pd.  full  time  15,  vol.  42;  uiidra.  rating,  aecond  claaa. 

Water  Supply — Src,  arteaian  wella  k  Lake  Mich- 
igan, 1  m.  buB.  cent.;  aya.,  pump  dir.;  8  pump, 
eng.,  claaa  comp.  dup.  vertical  k  horisontal,  cap 
day  12,000,000  gala.;  mains,  c.  k  galv.  L,  40.2  m., 
1  to  14  in.  dia.;  270  hyd.:  2,580  met.;  4,810 
aerr.;  pipe,  lead;  prea.,  dom.  70  \ba.,  f.  90  to  100 
Iba.;  cost,  99306,045;  wks.  owned  by  Co. 

KEWASKUM,  p.  625;  f.  area,  700  a.;  mere, 
bldga.,  bk.,  2  ator.;  priv.,  bk.  k  wd.,  2  ator.;  wd 
rfs.  perm.;  fwks.  ord.  F.  dept — 1  gas  eng.,  1  h. 
k  1.  trk.,  1  c.  hand  ex.,  3  hose  carta;  hoae,  cot.,  rwf. 
lined,  go.,  1,750  ft.;  f.  al.,  bell  k  wh.;  val.  equip., 
98,600;  val.  bldga.,  95,000;  exp.  dept,  926;  tot 
mem.,  60  vol. 

Water  Supply — Src,  wells  k  atdp. 

KEWAUNEE,  p.  1,889;  f.  area,  040  a.;  bldga., 
bk.  k  wd.,  Z  k  i  ator.;  wd.  rfa.  perm.;  fwka.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  atm.  eng.,  1  c.  eng., 
0  c.  ex.,  1  h.  A;  1.  trk.,  5  hose  car.;  hoae,  cot., 
rub.  lined,  gd.,  4,500  ft.;  rub.,  gd.,  600  f1.;  tot. 
hoae,  5,000  ft.;  f.  al.,  bell  k  wh. ;  val.  equip., 
98,600;  exp.  dept,  9300;  tot  mem.,  85  vol. 

Water  Supply — Src,  ciatema  k  apr.,  1,000  ft 
bua.  cent;  rea.  cap.,  400  bbla.;  maina,  wd.,  2,000 
ft.,  2H  in.  dia.;  met,  4;  coat  mtce.,  $600;  wka. 
owned  by  city. 

KIEL.  p.  1,244.    F.  dept — Not  reported. 

Water  Supply — Src,  well,  H  m.  bua.  cent;  aya., 
grav.;  atdp.  cap.,  60,000  gala.,  dim.  22  z  80;  mat, 
atl.;  rea.  cap.,  60,000  gala.;  1  pump,  eng.,  cap. 
day  120,000  gala.;  maina,  4  m.,  4  to  8  in.  dia.; 
87  hyd.;  19  v.;  met,  180;  185  aerv.;  pipe,  lead; 
pres.,  doni.  45  to  62  lbs.,  f.  90  lbs.;  cons,  day,  25,- 

000  gals.;  cost,  9S0,000;  cost  mtce.,  93,000;  wks. 
owned  by  city. 

KILBOURN,  p.  1,170;  f.  area.  40  a.;  mere,  bldga., 
atn.,  bk.  k  wd.,  2  ator.;  priv.,  wd.,  1^  ator.; 
cauaea  of  f.  inv.;  fwka.  k  combt  ord.     F.  dept— 

1  h.  &  1.  trk.,  8  hose  car.,  6  c  band  ex.;  nose, 
cot,  rub.  lined,  gd.,  1,600  ft;  int.  1,000  ft;  tot 
hose,  2,500  ft.;f.  al.,  beU;  val.  equip.,  92,000;  val. 
bldga.,  91*000;  ezp.  dept,  9400;  tot  mem.,  80  voL 

Water  Supply — Src,  wella,  6  blocka  bua.  cent; 
ays.,  pump  to  rea.;  rea.  cap.,  60,000  gala.;  pump, 
eng.,  cap.  day  1,080,000  gala.;  maina,  c,  wrt  L, 
atl.,  6  m.,  2  to  8  in.  dia.;  88  hyd.;  19  v.;  805 
serv.;  pipe,  galv.  i.;  prea.,  dom.  66  to  70  Iba.,  f. 
185  lbs.;  coat.  9S6,000;  coat  mtce.,  91»000;  wka. 
owned  by  city. 

LA  CROSSE,  p.  80,417;  f.  area,  6,280  a.;  mere. 
bldga..  bk.  k  wd.,  1  to  4  ator.;  Priv.,  bk.,  wd.,  1 
to  4  ator.;  wd.  rfa.  not  perm.;  fwlca.  k  combt  onL 
F.  dept — 3  atr.,  8  h.  k  1.  trie.,  1  aer.  trk.,  1  oomb. 
k  hoae  waff.,  7  hose  aleigha,  6  aupply  wag.,  6 
aupply  aleigha,  3  h.  &  1.  aleigha,  2  light  wag.  6 
hoae  car.,  23  hra.;  hose,  cot,  rub.  lined,  gd.,  18,700 
ft,  900  ft.  in  reserve;  c,  200  ft.;  tot  hoae.  14.800 
ft;  f.  al.,  Gaynor,  54  bz.;  vaL  equip.,  900,960; 
val.  bldga.,  945,950;  exp.  dept,  946,698.94;  tot. 
mem.  61,  pd.  full  time;  undra.  rating,  aecond  daaa. 

Water  Supply — Src,  Miaaiasippi  riv.,  H  m.  bua. 
cent.;  aya.,  pump  dir.;  8  pump,  eng.,  cap.  day 
16,500,000  gala.;  maina,  c  L,  61 U  m.,  6  to  80 
in.  dia.;  632  hyd.;  588  v.;  met,  2,062;  6,267  aerv.; 
pipe,  galv.  i.;  pres.,  dom.  60  lbs.,  f.  100  Iba.;  cona. 
day,  208,220  gals.:  cost.  9486,689;  coat  mtce., 
925,626;  wka.  owned  by  city. 

LAKE  GENEVA,  p.  8,079;  f.  area,  600  a.;  mere, 
bldga.,  bk.  k  wd.,  2  k  3  ator.;  priv.,  wd.,  2  ator.; 
wd.  rfs.  not  perm.;  fwka.  k  combt  ord.;  cauaea  of 
f.  inv.  F.  dept — 4  c  hand  ex.,  1  h.  ft  L  trk.,  S 
hoae  car.,  1  hoae  cart,  5  hra.;  hoae,  cot,  rub.  lined, 
gd.,  1.400  ft;  rub.,  gd.,  900  ft.;  tot  hoae.  2,800 
ft;  f.  al..  wh.,  7  bx.;  val.  equip.,  98,400;  vaL 
bldga.,  9800;  exp.  dept,  9260;  tot  mem.,  40  voL 

Water  Supply — Src,  wella,  M  m.  bua.  cent; 
ays.,  pump  to  atdp.  k  dir.;  atdp.  cap.,  110,000  gr^la.; 


rea.  cap.,  250,000  gala.;  4  {mmp.  eng.,  cap.  day, 
8,260,000  gala.;  maina,  c  L.  7H  m.,  4  to  10  in. 
dia.;  78  hyd;  20  v.;  met,  828;  846  aerr.;  pres.. 
dom.  68  to  70  lbs.,  f.  100  lbs.;  cona.  day,  100,000 
gals.;  cost,  997,000;  wks.  owned  by  city. 

LAKE  MILLS,  p.  1,672;  f.  area,  100  a.;  mere. 
bldga.,  bk.,  1  to  8  ator.;  priv.,  bk.  k  wd.,  S  ator.; 
wd.  rfa.  perm.;  fwka.  k  combt  ord.;  cauaea  of  L 
inv.  F.  dept. — 6  c  hand  ex.,  1  h.  A  1.  triu,  3  hoae 
car.;  hose,  cot,  rub.  lined,  gd.,  750  ft;  rub.,  gd.. 
500  ft.;  tot  hose,  1,250  ft;  f.  al.,  bell,  wh.  k 
telp.;  val.  equip.,  91,200;  val.  bldga.,  91,200;  exp. 
dept,  9100;  tot   mem.,   40  vol. 

Water  Supply — Src,   wella,   in  bua.   cent;   aja., 
pump    to    stdp.    k    dir.;    atdp.    cap.,    60,000    gala, 
pump,    eng.,    claaa    trip.,    cap.    day,    482,000    gala, 
mains,  3  m.,   4  to  6  in.  dia.;  33  hyd.;  met,   175 
184  serx.;  prea.,   dom.   50  to  55  Ibit.,  f.   80   to  90 
lbs.;   cona.   day,   70.000   gala.;   cost,   925,000;   coat 
mtce.,  91,100;  wka.  owned  by  city. 

LANCASTER,  p.  2,829;  f.  area,  640  a.;  mcR. 
bldga.,  bk.,  I  k  2  ator.;  priv.,  1  k  2  ator.;  no  wd. 
rfa.  perm.;  no  fwka.  k  combt  ord.;  cauaea  of  f. 
inv.  F.  dept. — 2  hand  eng.,  1  h.  ft  L  trk.,  1  oomb. 
c  ft  h.  wag.;  hoae,  cot,  rub.  lined,  gd,  1,000  ft; 
inf.,  600  ft;  tot  hoae,  1,600  ft;  f.  aL,  b«U;  vaL 
equip.,  92,000;  ezp.  dept.  9268;  tot  mem.  60,  pd 
part  time;  undra.  rating,  third  daaa. 

Water  Supply — Src,  apr.,  2V&  m.  boa.  cent;  aja., 
pump  to  atdp.;  atdp.  cap.,  105.000  gals.,  dim.  16  x 
70,  loc  north  of  city;  mat,  atL;  2  pump,  eng., 
cap.  day,  700.000  gals.;  maina,  c  i..  11  m.,  4  to  ^ 
in.  dia.;  36  hyd.;  45  v.;  met.,  50;  603  serv.;  pipe, 
galv.  i.;  pre^.,  dom.  25  to  36  lbs.,  f.  60  to  30  lbs.; 
cons,  day,  110,000  gals.;  cost  9<)0,000;  cost  mtce.. 
9400;  wks.   owned  by  city. 

LAVALLE,  p.  400;  f.  area,  8  blocka;  mere  bld^K 
wd.,  2  ator.;  priv.,  wd.,  2  ator.;  wd.  rfa.  not  perm.; 
fwka.  ft  combt  ord.;  cauaea  of  f.  inv.  F.  d^pt — 
1  hand  pump,  1  hoae  car.;  hoae,  cot,  mb.  lined, 
gd.,  500  ft;  f.  aL.  bell;  voL.  22. 

Water  Supply — River  ft  datema. 

LENA.  J).  700;  f.  area,  80  a.;  mere,  bldgs..  bk. 
ft  wd..  1  ft  2  stor.;  priv..  bk.  ft  wd.,  1  ft  S  ator.; 
wd.  rfa.  perm,  in  f.  area;  no  fwka.  ft  oombt  ord.; 
cauaea  of  f.  inv.  F.  dept. — 1  band  pomp,  86  c 
hand  ex..  1  h.  ft  L  trk.,  1  hoae  car.;  boae,  eot^  fvb. 
lined,  gd,  1.000  ft;  f.  aL,  bell;  vaL  cqnip.,  91,000; 
exp.  dept.,  9300;  tot.  mem..  60  vol. 

Water  Supply — Src,  datema.  M  m.  boa.  eent; 
sya.,  grav.;  ciatema  eap.,  16,000  gala.;  tea.  cap., 
15,000  gala.;  2  pump,  eng.,  eap.  day  40,000  gnla.; 
wks.  owned  by  city. 

LINDEN,  p.  680;  f.  area,  800  ft.;  mere  Udga.. 
bk.,  atn.  ft  wd..  1  ft  2  ator.;  priv..  wd,  1  ft  S  ator.; 
wd.  rfa.  not  perm,  in  f.  area;  fwks.  ft  combt  ord; 
cauaea  of  f.  tnv.  F.  dept. — 1  gaa  eng.,  1  boM  reel, 
laddera.  hooka,  axea;  boae,  cot,  rub.  Uned,  gd.. 
800  ft.;  f.  aL,  bell;  vaL  equip.,  98,200;  val.  bite.. 
9600;  exp.  dept,  9600;  tot  mem.  81,  pd.  part  toe 
1,  vol.  30. 

Water  Supply — Src,  well,  in  bua.  cent;  ay*-. 
pump  to  atdp.;  atdp.  cap.,  66,000  gala.,  dim.  18  x 
20;  mat,  wd.,  atn.;  rea.  cap.,  66,000  gala.;  1  pomp, 
eng.,  cap.  day  7,600  gala.;  maina,  c  L,  %  a.,  4 
to  6  in.  dia.;  pipe,  c  L;  prea.,  L  40  Iba.;  cona.  day. 
7,000  sala.;  coat,  910,000;  ooat  mtce,  9600;  wica. 
owned  by  city. 

LITTLE   CHUTE,  p.    1,400;   t   area,   4    m.     F. 

dept — Hand  c  eng.  ft  b.  ft  L  trk.;  vaL  equip., 
91,000;  val.  bldga.,  92,200;  ezp.  dept,  916;  tot. 
mem.,  44  voL 

Water  Supply — Src,  wella;  nndra.  rating,  fovrtk 
claaa. 


LODI,  p.  1,200;  f.  area,  4  a.     F.  dcot — I 

carts,  1,600  ft  hose;  vaL  equip.,  91,200;  vaL 
bldga.,  976;  tot  mem.,  26  voL;  tatdra.  laUns;  third 
claaa. 

Watar  Supply — Src,  weU,  1  m.  bua.  eent.; 
pump  to  atdp.;   1   pump,   eng.;   maina,   8   bl 
hyd.;   18  v.;  prea.,  dom.  76  iba.,  f.  76  Iba.; 
920,000;  coat  mtce.,  960;  wks.  owned  bj  dty. 

LOMERA.  p.  650.  F.  dept — 1  h.  ft  1.  trk..  2 
hoae  caris.  750  ft  hose;  val.  equip.,  93.500;  tot 
mem.,   60   vol. 

Water  Supply — Src,  datema. 

LUXEMBOURQ,  p.  600.  F.  deptwl  gam.  a«., 
1  hand  pump,  1  b.  ft  L  tik.,  8  hoaa  earti,  1  & 
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v.l.  bldgB.,  |!.0< 


).  iiept, 'tlOO;  tot.  mem..  iB 


Water  SuDPly— 8tc,  t  drtou,  I  m.  bn^  cent.; 

tjm.,  pomp. 

MAOisOH.  p.  iMsi:  >■  ■»>.  E'Ooo  ■•:  '°*^ 

bldcL,  wd.  H  bk.,  IMC  (tor.;  pilT.,  wd.  ft  blc, 
1  to  a  itor.:  wd.  rti.  not  perm.;  eombt.  ord.  F. 
dcpt.— 2  ttt..  1  c.  eng.,  U  o.  b«iid  «.,  ?  h.  t  1. 

e.  ft  b.  w«..  1  bo«  c»r.,  18  bn.;  hou,  io\..  r.iN. 
lined.  Id..  S.aOO  «.;  c  SOO  It.;  lot.  bc-i.  S.TOO 
ft.;  1.  il.,  Ommewell.  S!  bi.i  ymL  equip.,  tn.<>ii: 
vil.  bidn..  lEt.OOO:  »p.  depl.,  tse,43a.^:.;  t.jt. 
mem.  IB,  pd.  roll  time. 

Water  Suwly — Src.  welle.  U  m.  buL  cent.;  syi., 
ffrav.,  pump  dir.;  atdp.  op.,  £3,000  (rali.;  4  pomp, 
eu..  cap.  dv  10.000,000  nle.;  awliiB,  c  L.  61  m., 
t  to  10  In.  din.;  SfiS  b^d.;  SOS  t.;  met..  t,BI«; 
t,Dll  eerr.:  pipe.  le»d;  preB..  dom.  SE  lb*.,  t 
110  to  ISO  Ibe.;  eonc  dv,  1,SS1,D00  gale.;  uxt, 
I4TT.011;  nt  mtee.,  |1T,H0;  wke.  owned  bj  dty. 

MALDEN  ROCK,  p.  837;  f.  oiei-  41  »-  F.  dept, 
— builiMs  A  liddwa;  val.  equip..  »75;  ™l.  bldjfB.. 
fl2G:  vol.;  undi&  nting.  third  cbee*. 

Water  Supply — 8re,   oiKeni   ft  well. 

MANITOWOC,  p.  iM*i;  t-  ««»,  i.«oo  »■:  "•"■ 

bidgi..  bk.  ft  wd,,  1  *  S  ator.i  priT..  bk.  ft  w(L,  1 
"       '       'f.  dirt.— 2  »"'.,  I  <:'.  ciig.,  e  hoee 


S    pump,    en^.,   cap.    day. 

__.  __.  __ .  .'i*Mi  °  . 

coat.  *110.000;  eoat  mtce.,  IS.SOO;  wlii,  owned  bjr 
dty. 

MATTOON,  p,  SBS;  mere  bids*.,  wd,     F.  dept.— 1 


re,  S  ft  4  In,  d 

MAU8T0N, 
mere  bldgi.,  a 
bk,  ft  wd..  2  It 


1    in  T. 


..  lined.  Ed., 


dlr.;  atdp,  cap,,  tOO.OOO 
nli,;'iiuit.,  Btl,;  2  pump.  ena..  eU««  cotnp,  dup., 
cap.  dar  3,000,000  gal*.:  malna.  c.  L,  24  m.,  B 
lo  IB  in.  dia.:  zsf  hjd.;  IBS  '-^  ^"y^,  ***! 
I '  126  lb«.;'cona.  d»y,  8SO,000  gale.;  wk«.  owned  by 
Co. 

MAPLE  GROVE,  p,  BOO;  1.  area,  fllO  a.     Y.  dept. 
— 1  h.  ft  1.  trk.,  Wd  pnmpa,   1.200  (t.  boa*;  *aL 

a  Dip.,    110,000;    ral,    bidga.,    lE.OOD;    eip.    dept,, 
OO:  tot  mem,  14,  pd.  full  tir 
Water    Supply— Sr  -  -■-- 


day  432.000  gal*.; 

lie  Iba.:  coat.  tS.( 

MARATHON,    p. 

bldgi.,  bk.  ft  wd.. 


ilOD:  tot  mem..  13  vol. 
Water  Supply— Sft.  i 
MARINETTE,  p.  14.0- 


gd..  S,200  ft.; 

It.;  f.  al,.  Gan 


1    well*,    I    m.    bna. 

Tip.   eng..  elaa*   trip,,  cap. 
a,   1  a.;   T  byd,;  pre*.,  f 
k*.  owned  by  city, 
r,    area,    320    ■.;     mac. 
Bior.;  pri'..  bk.  ft  wd.,  1 

ig.,  24  c,  hand  ei..  1  b. 
Ikoae.  cot.  rub,  lined,  gd.. 
1.  equip..  |S0O;  eip.  dept. 

0;  f.  area,  l.aBO  a,;  bldg*., 

».  not  perm.     F,   dept.- J 

ft  1.  tjk.,   S  heme  slelgb*. 

)  hr..;  bo*e,   cot   lin" 

■--  ■.;  lot.  ho*e,  4,( 

I.  equip.,  127,01 


r  Supply — Sre. 
lir.;    4    pump. 


u-u       ,„    ...   met,   B7;    TM  *er»,;    . 
Iba.,  1.  110  lb*,;  wka.  owned  by  Co. 
MARKESON.  p.  9S8;  (.  area,  840 
1  str.    Itena..  1,200  ft  hoKe;  val,  t 
val.    hldga.,    tl,O0O;   esp,    dept.   »50 


0  10   in.  dia.;   2G1 


J.  S,T83:  bldgi.,  bk.  ^  ^-J 
not  perm.;  fwki.  ft  oombt,  oto. 
..  „.,„  .  J.  ftl.  trk..  1  boat  wag.,  1  hoj  or.: 
bote,  tot.,  rub.  lined,  rf..  2.400  it;  rub.,  rt..  400 
ft  ■  lot  iio*e.  2.800  ft.:  f,  al.,  bell  t  wn.:  '»!■ 
•aolp.,  13,000:  tal.  bldga.,  »20,000:  eip.  dept.. 
»4B0'  tot  men!..  40  roL;  uodr*.  rating,  third  ctoaa. 
Walar  Supply— 8rt,  well*,  apr.;  ,ij»-'  P»^P, '^ 
atdp..   dim.    IB    a    120;    tea.    cap.,    100,000    gala., 


MARSHFIELO,^ 
F.  dept— 


1,701;   f.    are*,    100   t 


id..   1   to  S  Itor.;   prir., 
■     -  ;  hi*. 

Hnid,  gd..  1.700 


tA.  2  boae  carta :  bote, 

ft;    mb.,   gd.,    1,S6D   ft.;    Inl;.    4GD   ft^    ._„    , 

S,TOO  It;   I,  al,,  bell  ft  telp.;  val.  equip.,  |l,t<IOi 
exp.  dept..  tlBO;  tot  mem.,  BS  voL 

Water  Supply — Src,  wtlla.  U  m.  bua.  Bent;  m., 
pump  to  re*,  ft  dlr.;  rea.  ctp..  240.000  gak,;  pump, 
eng..  cap.  day.  1.440,000  gala.,  claaa  dup,:  maina, 
c   1.,   4  m.,   4  to  S   in,   dia.;    40  b>d.;   tB2   htt.; 

f:pe,  galT.  L;  pre*.,  dom.  80  lb*.,  f.  80  Iba.;  eoci, 
10,000;  coat  mtce.,  (BOO;  wk*.  owned  by  ultj. 
MAYVILLE,   p.    1,281;    I.    area,    400    a.;    bldg*., 
~'~      ~rd,  ft  bk,.  1  to  8  *Cor.:  wd.  rfa.  not  perm.; 
'    ord,     F,  dept — 1  h.  b  I.  trk.,  8  hot* 
,.   gd..    1,200    It;    f.    al.,    bell;    val. 
equip,.   (1,000:   eip,    dept,    I4O0;   tot    mem.,   14S 
vol,;  uDdn.  rating,  tourtb  cUa*. 

Watar    Supply — Src.,    well,    in    bua.    cent;    w*,. 
",000  gala. 


Iwk*.  ft  a 


)   gah..; 


trip.. 


;    I.    area,    880    a.:    mere. 

ir,;  priv.,  bk.  ft  wd.,  i  ft 
t  aior.:  wa,  na.  ijenn.:  Ivka.  ft  combt  ord.  F. 
dept — I  hand  eng..  1  h,  ft  1.  tilt,  2  boae  car.; 
boae.  cot,  rub.  lined,  gd..  400  ft;  oib,.  gd..  SSO 
ft.;  tPt  hoae,  '80  It;  f.  ai..  bell;  val.  equip,. 
82,000;  val.  bldga..  tt.DOO;  tot  mem,,  38  lol.; 
undrg.    rating,  fourth  c1i«. 

Water  Supply — Src,  weili;  lya..  grav.  ft  pump  to 
rea,;  rea,  cap.,  120.000  gull.;  pump,  eng.,  claaa 
dup..   cap.   day  140,000  gal*.;   maio*.  c  ft  wrt  L, 


i  Iba.; 


'■Si.1 


val.  bldg*., 

Ua  ft  riv..  In  bui.  < 
)0  gala.;   1  p 


'  al.,    bed 

,000;  up. 


eng.,  cap.   600  g»I..:  maina.  c. 
in  In.  dia.;   27Tiyd.;  8  «.;  prei 

MEEME.  p.  8.000:  t.  area,  40  a,  P.  dept— 1 
h.  ft  1.  trk.,  2  hoae  carta.  1  hoae  »*«.,  «  bra.;  L 
al.,  bell:  '*1.  equip.,  »I,flO0:  val,  bldga,,  110,000; 
dept..  IB. 000;  tot  mem,  10.  pd.  full  time. 


Vater  Sup 


t  gal*,: 


;  8  pump,  ei 


trip. 


ip.  d*y  t 
01  hyd.;  1! 
t.   100  Iba; 


,   bk.  ft  v6.,   1    Id   <    Blor.;  prii,,  bk.  ft  wd., 

inv.  F,  dept — 1  atr,,  1  b.  ft  I.  trk.,'  1  bote 
2  faoge  wag.,  4  bra,,  force  pump*,  aiaraeM 
ng*  used;  boae,  cot.,  gd..  8,000  ft.;  Inf.,  600 
Dt  boae,  3.600  ft;  f.  *1.,  bell  ft  wh.;  *aL 
,  814,000:  ral.  bldga.,  (12,000;  eip.  dept, 
O:  tot  mem.  10,  pd,  part  time, 
ter  Supply — Src.  riv.:  lya.,  pomp  to  atdp., 
cap.  1. £00.000  gala.:  maina.  14ti  m.,  B  to 
.  dia,:  BB  byd.;  «k*,  owned  by  city. 


c-406 
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^,/«ENOM0NIE.  p.  6.086;  f.  area,  280  blocks; 
bldp.,  bk.  &  wd..  2  &  8  ator.;  wd.  rfa.  not  perm, 
in  I.  area;  iwks.  A  combt.  ord.  F.  dept. — 2  comb, 
hoae,  c.  A  ladder  wag.,  1  bote  cart,  4  hm.;  boae, 
rub.,  gd.,  1,600  ft.;  fair,  600  ft;  tot,  hoae,  2,100 
?;'«i«  *^*»  ***^J'  val.  equip.,  |5,000;  Tal.  bldgfc, 
$5,000;  ezp.  dept.,  |8,000;  tot.  mem.,  86  yoL: 
undrs.  rating,  third  claw. 

Water  Supply — ^Src.  wells  jt  riv.,  %  m.  bos. 
cent.;  87s.»  pump  to  stdp.  k  dir.;  stdp.  cap.,  100,- 
000  gals.;  2  pump,  eng.,  cap.  day  2,600,000  gala.; 
mains,  iron,  10  m.,  4  to  10  in.  dia.;  116  ttjd.; 
500  serv.;  pres.,  dom.  66  lbs.,  f.  90  lbs.;  cons, 
day,  800,000  gals.;  cost,  $125,000;  cost  mtcs.. 
$4,000;  wks.  owned  by  Co. 

MERRILL,  p.  8,680;  f.  area,  8,840  a.;  mere, 
bldgs.,  bk.  k  wd.,  1  to  8  stor.;  priv.,  wd.,  1*2 
stor.;  wd.  rfs.  not  perm.;  fwks.  k  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 2  c.  hand  ex.,  1  h. 
k  1.  trk.,  2  hose  wag.,  1  hose  reel,  6  his.;  hose, 
cot.,  rub.  lined,  gd.,  8,600  ft;  rub.,  gd.,  1,000 
ft;  tot  hose,  4.600  ft;  f.  al.,  wh.  k  telp.,  6  bz.; 
val.  eouip.,  $11,000;  Tal.  bldgs.,  $10,000;  tip. 
dept,  $8,000;  tot  mem.  10,  pd.  full  time. 

Wattr  Supply— -Src,  riv.,  H  m.  bus.  cent; 
sys.,  pump  dir.;  stdp.  cap.,  190,000  gals.;  4  pump, 
tng.,  cap.  day,  4,000,000  gals.;  mains,  c.  i.,  20  m., 
4  to  12  in.  dia.;  226  hyd.;  33  met  ;  1,078  serv.; 
pipe,  galv.  i.;  pres.,  dom.  40  lbs.,  f.  110  lbs.; 
cons,  day,  1,000,000  gals.;  wks.  owned  by  Co. 

MERRILLAN.     F.  dept  not  reported. 

Water  Supply — Src.,  wells,  %  m.  bus.  cent;  sji., 
pump  to  stdp.;  stdp.  cap.,  50,000  gala.,  dim.  16  z 
20;    mat,   stL;    1   pump,    eng.,   cap.    day   170,000 

Sals.;  mains,  2  m.,  2  to  6  in  dia.;  15  hyd.;  pres., 
om.  40  to  47  lbs.;  cons,  day,  12,000  gals.;  wks. 
owned  by  Tillage. 

MIODLETON,  p.  679;  bldgs.,  bk.  k  wd.  F. 
dept. — 1  e.  eng.,  1  h.  ft  1.  trk.,  2  hose  car.;  hose, 
1,000  ft;  f.  al.,  bell;  tot  mem.,  S-O  vol. 

Water  Supply — Src.,  res.,  cap.  8,000  bbls. 

MILWAUKEE,  p.  873,867;  f.  area,  84.86  sq.  m.; 
mere  bldgs.,  bk.  k  stn.,  1  to  16  stor.;  priT.,  sta., 
bk.  k  wd.,  2  to  6  stor.;  wd.  rfs.  not  perm.  In  f. 
area;  fwks.  k  combt.  ord.;  causes  of  f.  inv.  F. 
dept. — 27  str.  (8  In  reserve).  4  f.  boats,  9  h.  ft  L 
trk.  (1  in  reserve),  6  aer.  h.  ft  1.  trk.,  I  water 
tower,  8  chiefs  auto.,  8  chiers  wag.  in  reserve,  6 
fuel  wag.,  1  supply  wag.,  28  exercise  wag.,  84 
hose  ft  ladder  sleighs  in  reserve,  9  c.  eng.,  04  c. 
hand  ex.,  11  comb.  c.  ft  h.  wag.,  1  auto.  comb,  c 
ft  h.  wag.,  1  auto,  squad  wag.,  20  hose  wag.,  7 
In  reserve,  288  hrs.;  hose,  rub.,  gd.,  82,660  ft;  f. 
al.,  Gamewell,  721  bx.;  exp.  dept,  $788,871;  tot 
mem.  636,  pd.  full  time. 

Water  Supply — Src,  lake,  8  m.  bus.  cent;  sys., 
pump  dir.  ft  to  res.;  res.  cap.,  21,600,000  gida.;  8 
pump,  eng.,  class  comp.,  cap.  day  110,000,000 
gals.;  mains,  c  L,  496  m.,  4  to  42  in.  dia.;  8,840 
hyd.;  3,612  v.;  met,  58,000;  57,800  serv.;  pipe, 
lead;  pres.,  dom.  ft  f.  20  to  60  lbs.;  cons,  day,  47.' 
656.310  gals.;  cost,  $7,425,000;  cost  mtce.,  $860,- 
000;  wks.  owned  by  city. 

MINERAL  POINT,  p.  2,925;  f.  area,  2  blocks; 
mere,  bldgs.,  stn.,  bk.  ft  wd.,  2  stor.;  priv.,  wd., 
2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  h.  ft  L  trit,  2  hose 
carts;  hose,  cot,  rub.  lined,  gd.,  1,200  ft;  f.  aL, 
bell  ft  wh.;  val.  equip.,  $8,000;  vaL  bldgs.,  $8,500; 
tot.  mem.,  60  voL 

Water  Supply — ^Src,  wells,  %  m.  bus.  cent;  sys., 
dir.  pres.;  1  pump,  eng.,  cap.  day,  144,000  gals.; 
mains,  iron,  8  m.,  6  to  8  in.  dia.;  178  hyd.;  173 
serv.;  pipe,  iron  ft  lead;  wks.  owned  by  priv.  corpn. 

MINOCQUA,  p.  700;  f.  area,  40  a.;  mere,  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept — 1  comb.  c.  ft  h. 
cart,  4  h.  ft  1.  trk.,  1  hose  cart;  hose,  cot,  mb. 
lined,  gd.,  1,000  ft;  f.  sL,  bell;  vaL  equip.,  $1,000; 
exp.  dept,  $100;  tot  mem.,  10  voL;  undrs.  rating, 
second  class. 

Water  Supply — ^Kot  reported. 

MONDOVI,  p.  1,826;  f.  area,  2  blocks;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  2  stor.;  priv.,  wd.,  1  to  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  causes  of  f. 
inv.  F.  dept. — H.  ft  1.  trk,,  hose  wag.;  hose,  cot, 
rub.  lined,  gd.,  1,000  ft;  f.  al.,  bell;  tot  mem.,  40. 

Water    Supply — Src,    well,    in    bus.    cent;    sys., 


^""'Polo'""'  r*^**  ^*P-  180,000  gala.;  1  pomp.  «,«.. 
cap.  368  gals,  mm.;  mains,  c  i.,  8  m..  6  to  8  (n! 
dia.;  27  hyd.;  9  v.;  R5  met;  I'OO  sen.;  pipe,  c  i.- 
pres.,  dom.  ft  f.,  65  lbs.;  cons,  day,  12.000  eals.- 
coat    $19,200;    wfcs.   owned   by   city. 

MOHROE,  p.  4,410;  bldgfc.  wd.  ft  bt,  2  stor.; 
wd.  rt$.  perm.;  fwks.  ft  Sntt  ord.  F7deptJ-i 
str.,  1  h.  ft  1.  trk.,  1  aer.  trk.,  2  hose  csr.:  hose, 
cot,  rub.  lined,  gd.,  1,500  ft;  rub.,  gd..  600  ft; 
tot  hose,  2,000  ft.;  f.  aL,  GamewdCe  bjuT  tot 
n»«S»  *2  vol.;  undrs.  rating,  third  dasa. 
n„^'*.*''  8u»»P«y-::Src,  wella,  1  m.  bw.  cent;  «ya.. 
pump  to  stdp.;  stdp.  cap.,  100,000  gals.,  dim.  20  x 
80,  mat  stl.;  res.  cap.,  200,000  gals.;  S  pump, 
eng:.,  class  comp.  trip.,  cap.  day,  2,000,000  gala.; 
maws,  c  L.  10  m.,  4  to  12  in.  dia.;  102  hyd.; 
24  ▼.;  met,  656;  640  serv.;  pipe,  lead;  pees., 
dom.  70  lbs.,  f.  120  lbs.;  cons,  day,  800,000  sals,- 
cost.  $105,000;  cost  mtce..  $2,500;  wks.  mvoed 
by  city. 

••ONTELLp,   p.    1,104;    f.   area,    40 


Sf^L^'-  *  /***''••  ^Zli.  ^^'  *  wd.,  2  star.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.:  causa 
of  f.  inv.  F.  dept— 1  gas  eng.,  1  hose  wa«  2 
hose  carts,  1  h.  ft  L  trET  S&,  cotVrtbT&iZ 
fSA*J*^S?  Jik'  '•  ■!••«>«";  TsL  equip.,  $2,000^2 

Watar  Supply— Src.  wells,  mm  pond,  1%  blocks 
$860;  wks.  owned  by  village.  ^^ 

1    h^l^^^K*  P«^2^»  '•  *™*»  320  a.     F.  dept— 
Wdgs.,    $600;    tot   mem.,    as   voL 
nn^'nf   S"PP'y-r8rc...well.    in   bus.    cent;    sys., 

wks.Vn'ed'bVcS?*'    •''*'"•    "^^   "*^-»    ^^^'^ 

MONTICELJ.O.  p    700;  f.  area.  640  a.     F.  dept 

—  1  "•  •«J-   **■*'••   2  hose  carts,   900   ft  hose:  vaL 

equip.,    $600;    val.    bldgs..    $l,ioO;    tot   ^^,,40 

n„Jl'*y  Supply— .Src.  8  wells,  in  bus.  cent;  s>^. 
?«^^n^i**    ^    ""'"S-    «°«A   21    hyd.;    6   v.;    iiains, 

•^LJ^JU.-Stt  "'^-  ^200;  wks.  owned  by  cit?!^ 

1  I*??'?*^^'-  J- <>«Pt.— 1  c  eng.,  1  hand  c  eng.. 
1  h.  ft  L  trk.,  buckets;  19  voL  ^^ 

No  waterwkJB. 

Kir**?®'i'^f' Jo*®2;  f.  area,  160  a.;  mere.  Udgs.. 

rfs.   not   perm,   in   f.   area;   fwks.   ft  eombt   ord.: 

ti'  ?aAa^  i^*,'?*-'  2  hrs.;  hose,  oot,  nS  lined. 
f*-Ii^*2^^  ft,;  inf.,  400  ft;  tot  hose.  1,400  ft^ 
f.  sL.  beU;  vaL  equip..  $2,500;  vaTwdgi,  «600: 
tot.  mem.  20,  pd.  part  time.  —*■•-.  *»vv, 

Watar  Supply — ^Not  reported. 

h    *  1    *£fP*'7"i  ******  *"«•»  *  «•  ««•.  17  c  ex.,  1 

Water  Supply— Src,  87  driven  wella.  im  for  f. 
protection  only;  ays.,  pump  dir.;  pump.  cbs..  cap. 

hiJl!^l?^'i'   Pj   ¥"♦   '•  •«*•   l.«00  a.;   mere 
bldgs..  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  1  ft  2  star 
•hlngle  ft  Iron  rfs.;  fwks.  ft  Somfit  oA.    F.  deS^ 

rating,  tliird  claaa.  -    »     »  »    •««» 

Water  Supply— Sys.,  stationaiy  stm.  pampa;  pipe 

covering  main  street  and  most  valoabU  pmcftr^ 
NEENAH,  p.  6,784;  t  area,  260  a.;  menTwto. 

bk.  ft  wd.,  1  ft  2  ator.;  priv.,  wd.  ft  bk.,  ift? 

ord.     P.  dept— 1  str..  1  h.  ft    L  trk..  2  hose  Wur 
8  hose  car.,  8  hrs.;  hose,  cot,  rub.  l&ed^  Sl  life 

r,/oo  It,  f.  al.,  bell  ft  wh.;  vaL  equip..  14  500*  «sl 
bldgs..  $5,000;  exp.  dept.'  $l,4SSr'tit  »Si;  « 

Water  Supply — Src,  wells,  1  m.  buB.  oent.*  ar^ 
pump  to  •tdP  A  dir;.^.  ca?:.  m,000-gS^ 
Hun^Sx  1*0,000  gals.;  pump.  enr..  aip.^di^ 
dU.,  84  hyd.;  850  serv.;  pipe,  lead  ft  nlv  L- 

ar^nS^  ^^-  '•  "«  lb..;  cS,  $70,0087 
$2,500;  wks,  owned  by  city. 
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NEILSVILLE,  p.  1,957;  mere,  bldgs.,  wd.  ft  bk., 
2  ft  8  Btor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.; 
fwkg.  ft  combt.  ord.  F.  dept. — 1  e.  ene.,  1  h.  ft 
1.  trk.,  3  hoee  carte;  hose,  oot.,  rub,  lined,  gd., 
3,500  ft.;  tot.  mem.,  85  vol.;  undrs.  ratixig,  fourth 

clftBS. 

Water  Supply — Src,  wella  ft  riv.,  %  m.  bua. 
cent.;  sya.,  pump  to  atdp.,  dim.  16  z  100;  stdp. 
cap.  150,400  gala.;  pump,  eng.,  cap.  day  1,500,000 

?al8.;  maina,  c.  i.,  4%  m.,  4  to  8  in.  dia.;  62  hjrd.; 
8  v.;  100  met;  185  aerv.;  prea.,  dom.  90  Ibt.,  f. 
105  Iba.;  cona.  day,  80,000  gala.;  coat,  $25,000; 
wlc8    owned  bT  city. 

NEOPIT,  p.  8.000;  mere,  bldga.,  wd.,  1  ft  2  ator.; 
priv.,  wd.,  1  ft  2  gtor.;  wd.  rfs.  perm,  in  f.  area; 
fwks.  ft  combt.  ord.;  cauaea  of  f.  inv.  F.  dept — 
Hose  wag.  ft  atm.  pump,  1  h.  ft  1.  trk.,  6  boaa 
car..  12  hrs.;  hose.  cot.  rub.  lined,  gd.,  *.260^«'J 
f.  al.,  bcU,  wh.  ft  telp.,  12  bx.;  val.  equip..  $7,880; 
val.  bldga.,  $182;  exp.  dept,  $1,000;  tot  mem. 
200,  pd.  part  time. 

Wattr  Supply — Src.  riv.,  in  cent  of  bua.  CMt; 
ays.,  dir.  prea. ;  2  pump,  eng.,  cap.  day  2,000,000 
gala.;  maina.  2%  m.,  2%  to  8  in.  disu;  48  v.; 
pipe,  stl.;  prea.,  dom.  40  lbs.,  f.  125  lbs.;  cona. 
day.  750,000  gala.;  cost,  $7,984;  coat  mtcc, 
$1,000;  wks.  owned  by  Indian  Reaenration. 

NEOSHO,  p.  804;  f.  area,  160  a.;  mere,  bldga., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept.— 1  h.  ft  1.  trk..  1  str..  2  hose 
car.;  hoac.  cot.  rub.  lined,  gd.,  760  ft;  mf.,  250 
ft;  tot  hose,  1,000  ft;  f.  al..  bell;  val.  equip., 
$1,800;  val.  bldgs..'$700;  tot  mem.,  22  voL 

iWatsr  Supply— ^c,  pond,  1  block  bus.  cent; 
svs.,   dir.   prea.;    1    pump,    eng.,   cap.    day    720,000 

f'als.;  mains,  83  rd«.,  4  in.  dia.;  4  hyd.;  cost 
2,500;  wks.  owned  by  city. 

NESHKORO,  p.  879;  mere  bldgs.,  bk.  ft  wd.,  1 
ft  2  stor.;  priv..  bk.  ft  wd.,  1  ft  2  stor^  wd.  rfs, 
perm,  in  f.  area;  no  fwka.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept— Ic  eng..  «  c..^!?*;'/ 
hose  car.;  hoae.  cot,  rub.  lined,  gd.,,500  ft;  inf., 
100  ft;  tot  hose,  600  ft;  f.  aL.  bell;  vaL  equip., 
$500;  val.  bldgs..  $600;  tot  mem.,  82  vol. 

Water  Supply — Not  reported. 

NEW  QLARUS,  p.  708;  f.  area,  180  a.;  mere 
bldga.,  bk.  ft  wd.,  1  to  2  stor.;  priv.,  wd.,  1  to  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F, 
dept — 1  h.  ft  1.  trk.,  2  hose  car.;  hose,  cot,  nib. 
lined,  gd.,  1,000  ft;  f.  al.,  stm.  wh.;  vaL  equip.. 
$1,000;  val.  bldgs.,  $1,500;  voL.  86;  undrs.  rating, 
fourth  class. 

Wattr  Supply — Src,  weUs.  situated  in  bua.  coit; 
ays.,  pump  to  res.;  res.  cap.,  50,000  gals.,  dim. 
26  X  14;  mat,  cone;  1  pump;  maina,  c  L,  8  m., 
6  to  8  in.  dia.;  18  hyd.;  pipe.  «lv.  U  Pt^f  dom. 
70  to  100  Iba.,  f.  150  to  200  Iba.;  coat.  $17,000, 
wks.  owned  by  village. 

NEW  HOLSTEIN.  p.  900;  f.  area,  960  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1 
ft  2  star.;  wd.  rfs.  perm-  in  f.  srea;  fwks.  ft 
combt.  ord.;  cauaes  of  f.  inv.     F.  dtyt— 2  c.  eng., 

2  h.  ft  1.  trk.,  15  c.  hand  ex.,  800  ft  hose;  f.  al., 
bell;  val.  equip.,  2,200;  val.  bldgs.,  $2,000;  exp. 
dept..  $225;  tot.  mem.,  76  vol.;  undrs.  rating, 
fourth  cla<s8. 

No  waterwka. 

NEW  LONDON,  p.  8,888;  f.  area,  600  a.;  mere 
bldgs.,  sm.,  bk.,  wd.,  2  stor.;  priv.,  wd.,  1%  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.     F.  dept— 

1  str.,  1  hand  eng.,  50  c.  hand  ex.,  1  h.  ft  1-  trj.. 

3  hose  car.,  2  hrs.;  hose,  cot,  rub.  lined,  gd.,  8.000 
ft;  f.  al.,  bell;  val.  equip..  $9,000;  val.  bldp.. 
$1,000;  exp.  dept,  $1,500;  tot  mem.  25,  pd.  full 
time  1.  vol.  24;  undrs.  rating,  third  class. 

Water  Supply — Src,  riv.;  sys.,  pump  to  stdp.. 
dim.  12  X  80;  2  pump,  eng.;  mains,  «%  ™-.  *  *J 
10  in.  dia.;  62  hyd.;  154  met;  prea..  f.  60  to  100 
lbs.;  cost.  $85,000;  wks.  owned  by  city. 

NEW  RICHMOND,  p.  1,988;  f.  area,  12  a.;  mere 
bldgs.,  bk.  ft  stn.,  1  ft  2  stor.;  priv.  wd^  2  ttor., 
•d.  rfs.  not  perm.;  fwks.  ft  combt.  ord.     F.  dept^ 

2  c  hand  ex..  1  h.  ft  1.  trk.,  2  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  1,850  ft;  f.  al..  bell;  val.  equip., 
$1,500;  val.  bldgs.,  $2,000;  tot  mem.,  20  vol.; 
undrs.  rating,  third  class. 

Water  Supply— Src,  wella,  1  Wock  bua.  c«t; 
gya.,  pump  to  res.  ft  dir.;  res.  cap..  50,000  gals., 
pump  eng.,  cap.  day  760.000  gala.;  maina  6J4 
Sl,  4  to  8  in.  dia.;  88  hyd.;  18  v.;  met,  2;  210 


senr.;  pipe,  galv.  i.;  pres.,  dom.  45  to  50  Iba.,  f. 
150  lbs.;  cost,  $17,000;  wks.  owned  by  city. 

NORTH  FOND  DU  LAC,  p.  1,900;  f.  area,  entire 
village;  mere  bldgs.,  bk.  ft  stn.,  1  ft  2  stor.;  priv., 
wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm.  In  f.  area; 
no  fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept.^ 
1  comb,  hose  wag.  ft  h.  ft  1.  trk.,  1  hoae  car.;  hose, 
cot,  rub.  lined,  gd.,  1,800  ft;  inf.,  200  ft;  tot 
hoae.  1,500  ft;  f.  al.,  bell  ft  telp.;  val.  equip., 
$1,800;  val.  bldgs.,  $5,000;  exp.  dept.  $275;  tot 
mem.  14,  pd.  full  time  2,  pd.  part  time  12. 

Water  Supply — Src,  arteaian  well,  %  m.  bus. 
cent;  ays.,  pump  to  stdp.;  stdp.  cap.,  50,000  gala., 
dim.  80  X  16,  mat  wd.  ft  iron;  res.  cap.,  427,500 


fils.;  2  pump,  eng.,  cap.  day,  60,000  gals.;  maina, 
m.,  4  to  10  in.  £a.;  80  hyd.;  125  met;  800  serv.; 
pipe,  lead;  pres.,  dom.  88  lbs.,  f.  80  lbs.;  cons, 
dsy,  60,000  gala.:  cost,  $80,000;  coat  mtce., 
$1,500;  wks.  owned  by  priv.  Co. 

NORTH  FREEDOM,  p.  700;  f.  area.  76  a.  F. 
dept — 2  hose  carts,  1  h.  ft  1.  trk.,  1,000  ft  hose; 
val.  equip.,  $1,000;  tot  mem.,  40  vol. 

Water  Supply— Src,  well,  in  bus.  cent;  sys., 
grav. ;  1  pump,  eng.,  cap.  day  75,000  gals.;  15 
hyd.;  10  v.;  mains,  7,000  ft;  pres.,  dom.  ft  f., 
87  lbs.;  cost,  $10,000;  cost  mtce.,  $400;  wks. 
owned   by    city. 

NO.    MILWAUKEE,   p.    1.860;    f.    area,    400    a.; 

mere  bldga..  bk.  ft  stn.,  2  to  4  stor.;  priv.,  1  to  2 
stor.;  wd.  rfa.  perm,  in  f.  area;  causes  of  f.  inv.  F. 
dept — 1  c  eng.,  1  h.  ft  1.  trk.,  1  hose  wag.,  4  hrs.; 
hose,  rub.  lined,  gd.,  2,000  ft;  val.  equip.,  $6,000; 
vaL  bldgs.,  $5,000;  exp.  dept,  $50;  vol.,  86. 

Water  Supply — Src,  lake,  6  m.  bua.  cent;  mains, 
c  i.,  10  m.,  4  to  8  in.  dia.;  26  hyd.;  42  v.;  met, 
101;  prea.,  dom.  40  lbs.,  f.  40  lbs.;  cons,  day,  35,- 
000  gals.;  cost,  $30,000;  cost  mtce.,  $30,000; 
wks.  owned  by  dty. 

OCONOMOWOC,  p.  3,054;  f.  area,  800  a.;  mere 
bldga.,  bk.,  1  to  3  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  no  fwks.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept — 1  str.,  1  comb,  e  ft  h.  wag.,  7  c 
hand  ex..  1  h.  ft  1.  trk..  8  hose  car.;  hose,  cot,  rub. 
lined,  ga.,  2,850  ft;  f.  al.,  beU,  wh.  ft  telp.;  val. 
equip.,  $9,000;  exp.  dept,  $2,000;  tot  mem.,  87 
▼oL  ^_^ 

Water  Supply — Src,  wells,  %  m.  bus.  cent;  sys., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  85,000  gals.; 
mat  atl.;  8  pump,  eng.,  daaa  comp.,  cap.  day, 
8,000,000  gala.;  maina,  c  L,  9  m.,  4  to  10  in.  dia.; 
56  hyd.;  40  v.;  met,  394;  414  serv.-  pipe,  lead; 
pres.,  dom.  50  lbs.,  f.  100  lbs.;  cost,  $78,259;  cost 
mtce.,  $1,894;  wks.  owned  by  city. 

OCONTO,  p.  5,629;  f.  area,  8,840  a.;  mere 
bldga.,  wd.  ft  bk.,  2  ator.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt  ord.  F.  dept — 1 
str.,  1  h.  ft  1.  trk.,  2  hose  wag.,  2  hose  car.,  4  hrs.; 
hose,  cot,  rub.  lined,  gd.,  8,700  ft.;  f.  al.,  Oame- 
well,  25  bx.;  vaL  equip.,  $22,000;  val.  bldgs., 
$9,000;  exp.  dept.  $15,000;  tot.  mem.  11,  pd. 
full  time  4,  7  vol.;  undrs.  rating,  third  claaa. 

Water  Supply — Src,  wella,  H  m.  bua.  cent;  sys., 
pump  to  res.;  res.  cap.,  800,000  gala.;  8  pump, 
eng.,  cap.  day  4,000,000  gals.;  mains,  e  i.,  14^ 
m.,  4  to  12  in.  dia.;  122  hyd.;  met,  6;  770  aerv.; 
pipe,  galv.  1.;  pres.,  dom.  40  lbs.,  f.  100  to  140 
lbs.;  cons.  day.  400,000  gals.;  wks.  owned  by  Co. 

OCONTO  FALLS.     F.  dept.  not  reported. 

Water  Supply — Src.  wells,  in  bus.  cent;  sys.,  dir. 
pres.;  res.  cap.,  60,000  gals.;  1  pump,  eng.,  cap. 
dao',  25,000  gals.;  mains,  c  L,  2%  m.,  4  to  8  in. 
dia.;  17  hyd.;  8  v.;  2  met;  pres.,  dom.  00  lbs.,  f. 
100  lbs.;  cons,  day,  12,000  gals.;  cost,  $17,500; 
cost  mtce.,  $3,500;  wks.  owned  by  village. 

OMRO,  p.  1,285;  f.  area,  600  a.;  mere  bldgs., 
bk.  ft  iron,  2  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  str.,  1  c  eng..  1  h. 
ft  1.  trk.,  8  c  hand  ex.,  2  hose  carta,  2  hrs.;  hose, 
cot.,  rub.  lined,  gd.,  1,600  ft;  inf..  300  ft.;  tot 
hose,  1,900  ft;  f.  aL.  bell  ft  wh.;  vaL  equip.. 
$4,500;    exp.   dept,   $362;   tot.   mem.,   41   voL 

Water  Supply — Src,  riv.,  cisterns,  res. 

ON  ALASKA,  p.  1.146;  f.  area,  80  a.;  mere 
bldgs.,  bk.  ft  wd..  1  ft  2  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk..  1  hoae 
wag.,  1  hose  cart;  hose,  cot,  rub.  lined,  gd.,  2,500 
ft.;  f.  al..  bell;  vaL  equip.,  $2,000;  vaL  bldga., 
$1,800;  tot  mem..  28  voL 
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Water  Supply — Src.,  well,  8  blocks  bus.  ceot.; 
sys.,  pump  to  etdp.  8l  dir.;  itdp.  cap.,  6,280  bbls.; 
2  pump,  eng.,  cap.  day  1,600,000  gala.;  maina,  c.  L, 
8%  m.,  2  to  8  in.  dia.;  28  hyd.;  Ill  aerv.;  Pipe, 
galv.  L;  prea.,  dom.  60  Iba.,  f.  75  Iba;  coat,  fl7,- 
500;  coat  mtce.,  $605;  wka.  owned  by  city. 

OREGON.     F.  dept.  not  reported. 

Water  Supply — Src,  well.  In  bua.  cent.;  sya., 
grav.;  atdp.  cap.,  16,000  gala.,  dim.  10  z  16;  mat., 
wd.  ft  atl.;  1  pumi».  eng.,  cap.  day  188,000  gala.; 
mains,  c.  1.,  2  m.,  4  to  0  in.  dia.;  20  hyd.;  5  met.; 
pipe,  lead;  prea.,  dom.  60  Iba.,  f.  66  Iba.;  cona.  day, 
12,000  gala.;  coat,  |16,000;  coat  mtce.,  |500; 
wka.  owned  by  village. 

ORFORDVILLE,  p.  450;  f.  area,  640  a.  F.  dept. 
— 5  c.  hand  ex.;  val.  equip.,  1 1,000;  exp.  dept., 
$75;  tot.  mem.,   26   vol. 

No  waterwka. 

08HK0SH,  p.  88,062;  f.  area,  10,240  a.;  mere, 
bldga.,  bk.  k  atn.,  2  ator.;  priv.,  wd.,  2  ator.;  wd. 
rfa.  not  penn.;  fwka.  ft  oombt.  ord.;  cauaea  of  f. 
inv.  F.  dept — 1  chief  a  anto.,  1  auto,  hose  wag., 
2  str.  in  reserve,  1  comb.  c.  ft  n.  wag,  in  reserve,  1 
&  eng.,  9  c  hand  ex.,  2  in  reaerve,  1  h.  ft  1.  trie, 
1  aer.  trk.,  7  mpply  wag.,  6  hoae  wag.,  16  hra.,  1 
in  reaerve:  hoae,  cot.  rub.  lined,  gd.,  16,000  n.; 
inf.,  800  ft;  tot  hoae.  16,800  ft;  7.  al.,  OameweH, 
76  bz.;  vaL  equip.,  $29,100;  vaL  bldga.,  $60,000; 
exp.  dept,  $84,271;  tot  mem.,  88,  pd.  fuU  time. 

Water  Supply — Src,  well,  lake;  eyu,,  pump  dir.; 
atdp.  cap.,  8,000,000  gals.;  res.  osp.,  2,000,000 
gala.;  8  pump,  eng.,  am.  dear,  11,000,000  gws.: 
maina,  60  m.,  4  to  16  in.  dia.;  484  hyd.;  1,160 
met;  8,486  aerv.;  824  v.:  prea.,  dom.  40  Iba.,  t 
126  Iba.;  cons,  day,  2,400.000  gala.;  coat,  $640,- 
000;  wka.  owned  by  Oo. 

OWEN,  p.  745;  f.  area,  40  a.;  mere,  bldga.,  bk. 
ft  wd.,  1  ft  2  ator.;  priv.,  wd.,  1  ft  2  ator.;  wd.  rfa. 
perm  in  f.  area;  fwka.  ft  combt  ord.;  cauaea  of  f. 
&v.  F.  dept. — Hoae  reel,  c.  hand  ex.,  hooka,  laddera, 
axea,  ftc;  hoae,  cot,  rub.  lined,  gd.,  800  ft;  f.  aL, 
beU;  val.  equip.,  $500;  tot  mem.,  17  voL 

Water  Supply — Src.  well,  %  m.  bua.  cent;  lya., 
pump  to  atdp.,  dim.  17  x  17;  mat,  atl.;  1  pump, 
eng.,  cap.  210  gals.  min. ;  mains,  c.  i.,  2^^  m.,  0 
to  8  in.  dia.;  24  hyd.;  19  met;  S9  sen*.;  pipe, 
galv.  i.;  pre*.,  dom.  ft  f.,  40  lbs.;  con«.  day,  8,750 

gals.;  cost,  $14,500;  coat  mtce.,  $400;  wks.  owned 
y  city. 

PARDEEVILLE,  p.  987;  f.  area,  IH  sq.  m.; 
mere  bldga.,  atn.,  bk.  ft  wd.,  1  to  3  ator.;  priv.,  wd., 
1  to  8  Btor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt. 
ord.;  cauaea  of  f.  inv.  F.  dq;>t — 1  gaaoline  eng., 
12  c.  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  car.;  hoae, 
cot.,  rub.  lined,  gd.,  1,000  ft;  f.  al.,  bell;  vaL 
equip.,  $8,000;  val.  bldga.,  $2,000;  tot  mem., 
40  vol. 

Water  Supply — ^Not  reported. 

PARK  FALLS,  p.  2,500;  f.  area,  160  a.  F.  dept 
— 2  hose  carts,  2,000  ft  hoae;  val.  equip.,  $2,000; 
vaL  bldgs.,  $250;  exp.  dept,  $500;  tot.  mem.  32, 
pd.  part  time. 

Water  Supply — Src,  wella,  in  bus.  cent.;  sys., 
dir.  prea.;  1  pump,  eng.,  cap.  day  1,440,000  gals.; 
16  hyd.;  maina,  2,200  ft;  prea.,  dom.  00  lbs., 
f.  100  Iba.;  cost,  $12,000;  cost  mtce.,  $1,200; 
wks.   owned  by  city. 

PESHTIGO,  p.  1,975;  f.  area,  120  a.;  bldga., 
wd.,  1  to  8  stor.;  wd.  rfo.  perm.  F.  dept. — 2  stm. 
eng.,  1  h.  ft  L  trk.,  1  hoae  car.;  hoae,  linen,  gd., 
800  ft;  rub.,  gd.,  1,600  ft;  inf.,  400  ft.;  cot, 
gd.,  1,200  ft;  tot  hose,  8,200  ft;  f.  al.,  triangle; 
val.  equip.,  $4,000;  val.  bldga.,  $4,600;  tot  mem., 
20  voL 

Water  Supply — Src.,  arteaian  wells  ft  riv. 

PHILLIPS,  p.  1,948;  f.  area,  6  bloeka;  mere 
bldga.,  bk.  ft  iron,  1  ft  2  ator.;  priv.,  wd.,  1  ft  2 
ator.;  wd.  rfa.  perm.;  no  fwka.  ft  combt  ord.;  cauaea 
of  f.  inv.  F.  dept. — 4  &  hand  ex.,  1  h.  ft  1.  trk., 
4  hoae  car.;  hoae,  cot,  rub.  lined,  gd.,  2,500  ft; 
f.  al.,  wh.;  tot  mem.,  82  vol. 

Water  Supply — Src,  riv.,  1,000  ft  bus.  cent; 
aya.,  pump  dir.;  8  pump,  eng.,  cap.  day  1,000,000 
gala.;  maina,  c  i.,  2  m.,  6  ft  8  in.  dia.;  19  hyd.; 
42  aerv.;  pipe,  ealv.  i.;  prea.,  dom.  76  Iba.,  f.  120 
Iba.;  wka.  owned  by  city. 

PLAINFIELD,  p.  850;  f.  area.  1  sq.  m.  F.  dept 
— 1  gas.  eng.;  val.  equip.,  $1,500;  val.  bldga., 
$200;   tot.   mem.,  36  vol. 

Water  Supply — Src,  welle. 


PLATTEVILLE,  p.  4,462;  f.  am,  1,280  a.;  mere 
bldgs.,  bk.,  2  ator.;  priv.,  wd.,  1  ft  2  ator.;  wd.  rfa. 
not  perm.;  fwks.  ft  combt  ord.  F.  dept. — 1  c  eng., 
24  c  hand  ex.,  1  h.  ft  L  tx^,  2  hose  carts;  hose, 
cot,  rub.  lined,  gd.,  1,200  ft;  rub.,  gd.,  600  ft; 
tot  hose,  1,700  ft;  f.  aL,  OsmeweO,  10  bz.;  toC 
mem.,  1.80  rcL 

Water  Supply — Src,  well,  1>8  m.  bus.  sent;  sys., 
grav.  ft  pump  to  stdp.,  dim.  20  x  80,  mat.  stL;  stdpi 
cap.,  68,400  gala.;  rea.  cap.,  80,000  fals.;  2  pomp, 
eng.,  daaa  oomp.  dup.,  cap.  di^,  1,760,000  gala.; 
mdns,  14.26  m.,  4  to  10  in.  dia.;  160  h^;  970 
v.;  met.  790;  976  serv.;  pres.,  dosa.  76  lbs.,  L  90 
to  100  iba.;  cona.  day,  188,187  gala.:  cost,  $100.- 
694;  coat  mtce,  $1,500;  wks.  owned  hj  city. 

PLOVER,  p.  400;  f.  area,  160  a.;  mere  bldga., 
wd.,  1  ft  2  ator.;  priv.,  wd.,  1  ft  2  stor.  P.  dept — 
12  c  hand  ex.;  voL 

Water  Supply-^Not  reported. 

PLUM  CITY,  p.  840;  f.  area,  160  a.  F.  dept — 
1  atr.,  1  h.  ft  1.  trk.,  1  hoae  cart;  val.  equip., 
$1,200;  vaL  bldga.,  $1,500;  tot  mem.,  2*5  toL 

Water  Supply — ^Src,  well,  in  bua.  cent;  svsl, 
pump  dir.;  1  pump,  eng.,  cap.  day  16,500  gaU.; 
coat  mtce.,  $50;  wka.  owned  by  city. 

PLYMOUTH,  p.  8,094:  f.  area,  640  a.;  mere 
bldgs.,  atn.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd.,  t 
ator.;  wd.  rfa.  not  perm.;  fwka.  ft  oombt  ord.  F. 
dept — 1  atr.,  1  c  eng.,  1  h.  ft  L  tik.,  1  boss  wag., 
8  nose  reels;  hose,  cot,  rub.  lined,  gd.,  2,500  ft: 
rub.,  gd.,  1.000  ft;  tot  hose,  8,600  Tt;  L  aL,  bed 
ft  wh.;  val.  equip.,  $7,000;  vaL  bldgia.,  $6,000; 
exp.  dept.,  $800;  tot  mem.,  200  voL 

Water  Supply — Src,  wella,  ^  m.  bua.  cent;  sys., 
pump  to  rea.;  res.  cap.,  360,000  gals.;  S  pump, 
eng.,  cap.  day  1.400,000  gala.;  maina,  c  L,  S  m..  4 
to  10  in.  dia.;  65  hyd.;  14  v.;  met,  60;  180  serv.; 
pipe,  galv.  L;  prea.,  dom.  96  lbs.,  f.  06  lbs.;  eost 
$75,000;  coat  mtce.,  $6,000;  wka.  owned  hy  atj. 

PORTAGE,  p.  6,440;  f.  area.  1,600  a.;  mere 
bldga.,  bk.,  1%  to  8  ator.;  wd.  rta.  not  perm.  F. 
dept — 1  atr.,  4  c  hand  ex.,  1  h.  ft  L  trk.,  1  hose 
wag.,  2  hose  reels,  1  70-ft  extension  ladder,  4  hra.; 
hose,  cot,  rub.  lined,  gd.,  8,000  ft;  inf.,  800  ft; 
tot.  hoae,  8,800  ft.;  f.  al.,  bell;  val.  equip.,  $12,000; 


val.  bldga.,  $9,000;  exp.  dept,  $2,800;  tot 
80.  pd.  full  time  8,  voL  27. 

Water  Supply — Src,  riv..  1  m.  bus.  cent;  an., 
pump  to  stdp.  ft  dir.;  stdp.  cap..  800,000  gals.; 
pump,  eng.,  cap.  day  2,600,000  gala.;  mains,  c  L. 
12  m.,  4  to  14  in.  dia.;  102  hyd.;  40  v.;  19  met; 
740  serv.;  pipe,  galv.  L;  pres.,  dom.  66  lbs.,  L 
120  lbs.;  cons,  day,  500,000  gals.;  cost  mtce., 
$5,000;  wks.  owned  by  city. 

PORT  WASHINGTON,  p.  8,792;  f.  ares,  600  a.; 
mere  bldga.,  bk.,  8  ator.;  priv..  wd.^  2  star.;  wd. 
rfa.  not  perm.;  fwka.  ord.;  causes  of  f.  inv.  F. 
dept. — 1  atr.,  1  hand  eng.,  8  c  hand  ex.,  1  h.  ft 
1.  trk.,  1  hoae  wag.,  2  hoae  car.;  hose,  oot,  mb. 
lined,  gd.,  8,000  ft;  f.  al.,  dec,  6  bz.;  vsL  eqadp., 
$6,000;  vaL  bldga.,  $8,000:  exp.  dept,  $1,500; 
tot.  mem.,  25  voL;  undra.  rating,  third  daas. 

Water  Supply— €rc,  lake,  1  m.  bos.  cent;  i^b.. 
pump  to  atdp.;  atdp.  cap.,  200.000  gala.,  dim.  SO 
z  40,  mat  atl.;  2  pump,  eng.,  eissa  tnp.  k  ccntriL; 
maina,  c  L,  7  m.,  4  to  10  m.  dia.;  72  hjd,;  480 
met;  600  aerv.;  prea.,  dom.  80  lbs.,  f.  110  lbs.; 
wka.  owned  by  dty. 

POTOSI,  p.  464;  f.  area,  40  a.;  bldgs.,  bk.  ft 
wd.,  1  ft  2  ator.;  wd.  rfa.  not  penn.  in  f.  area.  F. 
dept — 1  comb,  c  ft  h.  wag.,  8  c  hand  ex.,  1  liose 
wag.,  1  hra.;  hoae,  cot,  rub.  lined,  gd.,  500  ft; 
inf.,  200  ft.;  tot  hoae,  700  ft;  L  aL,  beU;  tot 
mem.,  28  vol. 

Water  Supply — ^Not  reported. 

PRAIRIE  DU  OHIEN,  p.  8.140;  f.  area,  1.000  a.; 
mere  bldga.,  bk.,  2  ator.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfa.  perm.;  no  fwka.  ord.  F.  dept — 1  60-gal 
c  eng.,  4  c  ez.,  1  h.  ft  L  trk.,  2  hose  carts  oobb- 
bined;  hoae,  cot,  gd.,  2,600  ft;  f.  aL.  bdl;  vsL 
equip.,  $6,800;  val.  bldga.,  $6,000;  ezp.  dcpu 
$960;  tot  mem.,  60  vol.;  undis.  rating,  tmrd  dssa. 

Water  Supply — Src,  flowing  arteaian  wells;  tsjm^ 
grav.  ft  pump;  1  pump,  cap.  day  760,000  gala.; 
rea.  cap.,  818,000  gala.;  maina,  1  n.,  4  to  8  In. 
dia.;  47  hyd.;  coat  $10,000;  coat  mtce.,  $200: 
wka.  owned  by  Oo. 

PRENTICE,  p.  650;  f.  area,  100  a.  F.  dept— 
2  htt^e  carts,  1  h.  ft  1.  trk.,  1,600  ft  hose:  xmL 
equip.,.  $1,500;  vaL  bldga.,  $6,000;  exp.  dept.. 
$40:  tot.  mem.,  26  voL 
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Wattr  Supply>-^8rc.,  Ht.,  in  bus.  cent.;  sys., 
dir.  pres.;  1  pump,  eng.;  8  hyd.;  4  v.;  mains, 
6,000   ft.;   cost  mtce.,   $400;   wks.   owned  by  city. 

PRE8C0TT,  p.  988;  f.  area,  400  a.;  mere,  bldga., 
bk.,  Btn.  k  wd.»  m  to  4  ttor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm.;  combt.  ord.  F.  dept. — 1  gasoline 
eag;  1  hand  eng.,  24  c.  hand  ex.,  2  h.  &  L  trk.,  2 
hose  carta;  hoae»  cot.,  mb.  lined,  2,000  ft.;  f.  aL, 
bell;  val.  equip.,  $8,000;  val.  bldgs.,  $600;  tot. 
mem.,  45  voL 

Water  Supply — Src,  wells  k  riv. 

PRINCETON,  p.  1,260;  f.  area,  400  a.;  bldn., 
atn.,  bk.  k  wd.,  1  ft  2  stor.;  wd.  rfs.  perm.;  fwks. 
ord.    F.  dept. — 1  hand  eng.,  1  c.  eng.,  1  h.  &  1.  trk«, 

3  hose  car.;  hoae,  rub.,  gd.,  2,500  ft. ;  f.  al.,  bell; 
val.  equip.,  $8,700;  exp.  dept.,  $100;  tot.  mem., 
50  vol. 

Water  Supply — Src.,  Fox  riv.  k  Mill  ChanneL 

RACINE,  p.  88,002;  f.  area,  2,820  a.;  bldgs., 
bk.  k  wd.,  2  ft  8  stor.;  wd.  rfs.  perm.;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — S  ttr.» 
1  chiefs  auto.,  2  auto.  comb.  c.  ft  h.  wag.,  8  eomb. 
c.  ft  h.  wag.,  2  h.  ft  L  trk.,  4  exercise  wag..  2  hose 
reels,  10  c.  hand  ex.,  8  his.;  hose,  cot.,  rub.  lined, 
gd.,  11,500  ft.;  f.  al.,  Oamewell,  47  bx.;  TaL 
equip.,  $70,000;  exp.  dept.,  $87,474;  tot.  mem.  41, 
pd.  full  time;  undrs.  ratLag,  second  class. 

Water  Supply — Src.,  lake;  ays.,  pump  to  stdp. 
ft  dir.;  stdp.  cap.,  830,480  gals.;  5  pump,  eng.,  cap. 
day  14,250,000  gals.;  mains,  c.  i.,  70.72  m.,  6  to 
24  in.  dia.;  658  hyd.;  656  v.;  met,  5,848;  7,456 
Berv,;  pres.,  f.  125  lbs.;  cons,  day,  8,819,000  gala.; 
wks.  owned  by  Co. 

.  RANDOM    LAKE.     F.   dept. — 1   str.,    1  h.  ft  1. 
trk.,  1,500  ft.  hose;  yoL 
No  waterwka. 

RED  GRANITE,  p.  1,521;  mere  bldga.,  bk.  ft 
wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  no  fwka.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  depL — 1  str.,  4  c  hand  ex.,  1  h.  ft  1. 
trk.,  2  hose  car.,  1  hand  pump.;  hose,  cot,  rub. 
lined,  gd.,  1.500  ft;  inf.,  250  ft;  tot  hose,  1,750 
ft;  f.  al.,  bell;  val.  equip.,  $4,500;  vaL  bldgs., 
$1,500;  exp.  dept,  $250;  tot  mem.,  80  vol. 

Water  Supply — ^Not  reported. 

REEDSBURQ,  p.  2,615;  f.  area,  8  a.;  mercu 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept — 1  h.  ft  1.  trk.,  1  comb,  c  ft  h.  wag., 
1  hose  car.,  2  hrs.;  hoee,  cot,  rub.  lined,  8,000  ft; 
inf.,  500  ft.;  tot  hose,  2.500  ft:  t  al.,  bell  ft  wh.; 
val.  equip.,  $4,500;  vaL  bldgs..  $8,000;  exp.  dept, 
$2,000:  tot  mem.,  31  vol.,  1  pd.  man;  undra.  rating, 
third  claaa. 

Water  Supply — Src,  well,  in  bua.  cent;  syt., 
pump  to  res.  ft  stdp.;  stdp.  cap.,  68,000  gala.;  rea. 
cap.,  50,000  gals.;  2  pump,  eng.,  cap.  day  950,000 
gals.;  mains,  c.  i.,  6^  m.,  4  to  10  in.  dia.;  51 
hyd.:  26  v.;  51'5  scrv.;  pipe,  galv.  i.;  pres.,  dom. 
60  lbs.,  f.  100  lbs.;  cons,  day,  300,000  gala.',  cost, 
$25,000;  cost  mtce.,  $4,000;  wks.  owned  by  city. 

REESEVILLE,  p.  400;  f.  area,  20  a.     F.  dept — 

1  gns.  eng.;  val.  equip.,  $1,500;  val.  bldgs., 
$2,000;   exp.  dept,  $25;   tot  mem.,  30  vol. 

Water  Supply — Src,  8  cisterns. 

RHINELANDER,  p.  5,687;  f.  area,  1,618  a.; 
mere  bldgs.,  bk.  ft  wd.,  2H   ft  8  stor.;  priv.,  bk., 

2  &  3  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  comb,  c  ft  h. 
wag.,  7  c.  hand  ex.,  1  h.  ft  1,  trk.,  3  hose  wag.,  5 
hrs.;  hose,  cot,  rub.  lined,  gd.,  4,500  ft;  f.  al., 
Oamewell,  17  bx.;  val.  equip.,  $10,500;  val.  bldgs., 
$10,000;  exp.  dept,  $5,000;  tot  mem.,  8,  pd.  full 
time;  undrs.  rating,  thkd  dass. 

Water  Supply — ^rc,  well  ft  riv.;  sys.,  pump  to 
0tdp.  ft  dir.;  stdp.  cap.,  150,000  gals.;  4  pump, 
eng.,  cap.  day  8,580,000  gals.;  mains,  c  i.,  15  m^ 

4  to  18  in.  dia.;  138  hyd.;  108  v.;  8  met;  817 
Berv.;  pipe,  galv.  1.  ft  lead;  pres.,  dom.  54  lbs.,  f. 
100  to  110  Ids.;  cost  $125,000;  wks.  owned  by  Go. 

RICE  LAKE,  p.  3.968;  f.  area,  60  a.;  mere, 
bldgs.,  bk.,  1  to  8  stor.;  priv,,  wd.,  2  stor.;  wd. 
rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes  of  f. 
inv.;  F.  dept. — 1  str.,  4  c.  hand  ex.,  1  h.  ft  1.  trk., 
1  aer.  trk.,  1  hose  wag.,  4  hose  car.;  hose,  cot., 
rub.  lined,  8.300  ft.;  f.  al.,  telp.;  val.  equip.,  $10,- 
OOO;  val.  bldgs.,  $19,000;  exp.  dept,  $700;  tot 
mem.,   50    vol. 

Water  Supply — Src,  wells,  lake,  V&  m.  bus. 
cent.;    sys.,    pump    dir.;    2    pump,    eng.,    cap.    day 


805.116  gals.;  mains,  c  L,  10  m.,  4  to  10  in.  dia.; 
73  hyd.;  met,  414;  414  serv.;  pipe,  galv.  i.;  pr«s., 
dom.  60  Iba.,  f.  100  lbs.;  wks.  owned  by  ci^. 

RICHFIELD,  p.  149;  f.  area,  8  blocks;  mere 
bldgs.,  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs. 
perm.;  no  fwks.  ord.;  causes  of  f.  inv.     F.  dept. — 

1  hand  eng.,  1  hose  car.,  6  ladders,  1  ex.  ladder; 
hose,  rub.,  gd.,  150  ft;  inf.,  50  ft;  tot  hose, 
200  ft;  f.  al.,  bell;  val.  equip.,  $800;  val.  bldgs., 
$150;  exp.  dept,  $60;  tot.  mem.,  25  voL 

Water  Supply — Src,  wella  ft  cistenia. 

RICHLAND  CENTER,  p.  2,652;  f.  area,  400  a.; 
mere  bldgs.,  bk.,  2  stor.;  priv.,  stn.,  bk.  ft  wd.,  1V& 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  -ord.; 
causes  of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  4  hose 
carts;  hose,  cot,  rub.  lined,  gd.,  1,500  ft:  rub., 
gd.,  1,000  ft.;  tot  hose,  2,500  ft.;  f.  al.,  bell  ft 
wh.;  val.  equip.,  $1,500;  vaL  bldgs.,  $2,000;  tot 
mem.,  70  vol. 

Water  Supply — Src.  wells;  ays.,  pump  to  res.; 
res.  cap.,  150,000  gala.;  2  pump.  eng..  cap.  day 
960,000  gals.;  mains,  c  i.,  o  m.;  67  hyd.:  met, 
806:  596  serv.;  pipe,  lead;  pres.,  dom.  70  lbs.,  f. 
70  lbs.;  cons,  day,  160,000  gals.;  cost,  $58,856; 
cost  mtce.,  $8,471;  wks.  owned  by  city. 

RIO,  p.  704;  f.  area,  640  a.;  mere,  bldga.,  bk. 
ft  wd.,  1  ft  8  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwka.  ft  combt.  ord.;  causes  of 
f.  inv.  F.  dept — 1  gas.  eng.,  1  h.  ft  L  trk.,  2  c 
hand  ex.,  2  hose  reels;  hose,  cot.,  rub.  lined,  gd., 
1,500  ft.;  val.  equip.,  $2,000;  val.  bldgs.,  $4,000; 
exp.  dept,  $150;  tot  mem..  22  vol. 

Water    Supply— Src,    cisterns. 

RIPON,  p.  8,789;  mere  bldgs.,  stn.  ft  bk.,  2 
stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not  perm.;  fwks. 
ft  combt  ord.  F.  dept— ^1  c  eng.,  4  c  hand  ex.,  1 
h.  ft  L  trk.,  1  hose  wag.,  1  hose  car.:  hose,  cot,  rub. 
lined,  gd.,  8,000  ft;  rub.,  gd.,  800  ft:  tot  hose, 
8,300  ft;  z.  al.,  bell;  val. •  equip.,  $8,000;  exp. 
dept.  $1,000;  tot  mem.,  25  voL;  vadtB,  rating, 
fourth  class. 

Water  Supply — Src,  wella;  sys.,  pump  to  stdp.; 
stdp.  cap.,   135,000  gals.;  res.  cap.,  750,000  gals.; 

2  pump,  eng.,  cap.  day  8,000,000  gals.;  mains, 
c  i..  12  m.,  6  to  16  in.  dia.;  102  hyd.;  51  v.; 
met.;  50:  726  serv.;  pipe,  galv.  i.;  prea.,  dom.  50 
lbs.,  f.  100  lbs.;  cons,  day,  400,000  gals.;  cost, 
$100,000;  cost  mtce.,  $5,000;  wks.  owned  by  Co. 

RIVER  FALLS,  p.  1,991;  f.  area,  700  a.;  mere 
bldga.,  atn.,  bk.,  1  to  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.  F. 
dept. — 1  h.  ft  L  trk.,  2  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  2.000  ft;  inf.,  500  ft.;  tot  hose,  2,500 
ft;  f.  al.,  bell;  val.  equip.,  $1,000;  exp.  dept,  $400; 
tot  mem.,  80  voL 

Water  Supply — Src,  weUs,  8  m.  bus.  cent: 
sys.,  pump  to  res.;  res.  cap.,  192,000  gals.;  2 
pump,  eng.,  class  dup.  ft  trip.,  cap.  day  400,000 
gals.;  mama,  c  i.,  5  m.,  4  to  10  in.  dia.;  54  hyd.; 
58  v.;  met,  26;  400  senr.;  pipe,  galv.  L;  pres.,  dom. 
05  lbs.,  f.  60  to  70  lbs.;  cons,  day,  180,000  gals.; 
cost,  $85,000;  cost  mtce.,  $2,000;  wks.  owned  by 
city. 

ROCK  ELM,  p.  168:  mere  bldgs..  wd.  F.  dept 
— 1  hand  eng.,  1  h.  ft  1.  trk.;  f.  aL,  bell;  tot.  mem., 
16  vol. 

Water  Supply — Src,  ciatema  ft  strm.;  ays.,  pump; 
res.  cap.,  500  bbls. 

ROSENDALE,  p.  800;  f.  area,  640  a.  F.  dept.— 
1  h.  ft  1.  trk.,  1  hand  pump,  500  ft  hose;  f.  al., 
ft.;  f.  al.,  bell;  val.  equip.,  $2,000;  val.  bldjr*., 
$2,500;   tot.   mem.,    40   vol. 

Water  Supply — Src,  ciatema,  1  m.  bus.  cent; 
sys.,  pump. 

ST.  CROIX  FALLS,  p.  569:  f.  area,  80  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft  1. 
trk.,  8  hose  wag.;  hose,  cot,  rub.  lined,  gd.,  2,000 
ft;  f.  al..  bell;  val.  equip.,  $2,000;  val.  bldga., 
$2,500;    tot.    mem.,    40    vol. 

Water  Supply — Src,  well,  2  blocks  bua.  cent; 
sys..  grav.  ft  dir.  pres.;  res.  cap.,  165,000  galk; 
mains,  c.  i.,  4  to  8  in.  dia.;  14  hyd.;  4  v.;  45 
met.;  pipe,  gnlv.  i.;  pres.,  dom.  ft  f.,  95  lbs.;  cost, 
$15,000;  wks.  owned  by  village. 

SAUK  CITY,  p.  867;  mere  bldgs.,  wd..  bk.  ft 
stn.,  1  ft  2  stor.;  priv.,  wd.,  2  stor.     F.  dept — S 
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hand  engr.,  S  c.  eng.,  1  c.  hand  ex.,  1  h.  &  1.  trk., 
2  hoae  wag.;  hoac.  cot.,  gd..  650  ft.;  inf.,  500  ft.; 
tot.  hoac,  1,150  ft.;  f.  al.,  bell;  val.  equip.,  $3,200; 
val.  bldgs.,  11,200;  exp.  dcpt.,  $100;  tot.  mem., 
49   vol. 

Water  Supply — Src,  riv.  &  welta. 

SAUKVILLE,  p.  808;  f.  area,  840  m.;  mere. 
bIdgB..  wd.,  2  ator.;  priv.,  wd.,  2  ator.;  wd.  rla. 
perm.;  no  fwks.  ord.;  cauaes  of  f.  inv.  P.  dept. — 
1  gasoline  ene.,  5  c.  ex..  1  h.  &  1.  trk.,  1  bote  ovt; 
hoae,  cot.,  gd.,  1,600  ft;  f.  aL,  beU;  val.  eqnip., 
$2,000;  TaL  bldga.,  $2,000;  tot.  mem.,  67  voL 

Water  Supply — Src,  wells  k  dstenis. 

SCANDINAVIA,  p.  866;  f.  ares,  1%  m.;  mere, 
bldgs.,  bk.  ft  wd.,  2  stor.;  prIv.,  wd.,  2  stor.;  wd. 
rfa.  perm.;  fwks.  ord.;  causes  of  f.  inv.  F.  dept. — 
1  hand  eng.,  4  c.  ex.,  1  h.  &  L  trk.,  1  hose  car.,  1 
hose  was.;  hoae,  cot,  gd.,  1,100  ft.;  f.  aL,  bell;  vaL 
equip.,  $760;  tot  mem.,  40  vol. 

Wstsr  Supply — Src,  riv.  it  pond. 

SEYMOUR,  p.   1,109;  f.   area,   2  a.     F.  dept — 

1  h.  ft  1.  trk.,  2  hose  carts;  hoae,  1,500  ft;  f.  al., 
gong;  val.  equip.,  $3,000;  val.  bldga.,  $8,000;  exp. 
dept,    $615;    tot    mem.,    26   vol. 

Wstsr  Supply — Src.,  res. 

SHARON,  p.  879;  f.  area,  60  a.;  bldgs.,  bk.  ft 
wd.,  2  stor.;  wd.  rb.  perm.;  no  fwks.  ft  combt 
ord.  F.  dept. — 1  c  eng.,  26  c.  hand  ex.;  hose, 
cot,  nib.  lined,  gd.,  1,000  ft;  vaL  equip.,  $1,400; 
val.  bldga.,  $2,800. 

Water  Supply— Src.,  well,  40  rods  bus.  cent.; 
sys.,  pump  to  res.  ft  stdp.;  stdp.  cap.,  42,000 
gals.;  res.  cap.,  80,000  |^.;  pump,  eng.,  cap. 
day  144,000  gialM.;  mains,  8)^  m.,  4  to  8  in.  dia.; 
82  hyd.;  176  serv.;  pres.,  dom.  61  lbs.,  f.  100 
lbs.;  cost,  $17,860;  cost  mtce.,  $660;  wks.  owned 
by  city. 

SHAWANO,  p.  2,028;  f.  area,  180  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  ft  2  ator.;  priv.,  wd.,  1  ft  8 
stor.;  wd.  rfs.  not  perm.;  no  fwks.  ord.     F.  dept— - 

2  c.  hand  ex.,  1  h.  ft  L  trk.,  2  hose  wag.;  hose, 
cot,  rub.  lined,  gd.,  2,000  ft:  inf.,  400  ft;  tot 
hose,  2,400  ft.;  f.  sL,  bell  k  wh.;  vaL  equip., 
$1,600;  val.  bldga.,  $600;  tot  mem.,  26  vol. 

Water  Supply — Src,  wells,  1  block  bus.  cent; 
sys.,  pump  dir.;  rea.  cap.,  100,000  gala.;  8  pump, 
eng.,  cap.  2,620,000  g^s.  day;  mains,  iron,  6  m., 
4  to  8  in.  dia.;  66  hyd.;  pipe,  iron;  pres..  dom.  40 
to  46  lbs.,  f.  100  lbs.;  cost,  $26,000;  wks.  owned 
by  ci^. 

SHEBOYGAN,  p.  26,808;  f.  area,  8,120  a.;  mere, 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
cauaea  of  f.  inv.     F.  dept — 1  comb,  c  ft  h.  wag., 

3  Btr.   (1  in  reaerve),  2  h.  ft  1.  trk.,  2  c.  hand  ex., 

4  hose  carts,  10  hrs.;  hose,  cot.,  nib.  lined,  gd., 
8,250  ft;  inf.,  200  ft;  tot  hose,  8,450  ft;  f.  al., 
Gamewell,  55  bx.;  val.  equip.,  $34,345;  val.  bldgs., 
$82,675;  exp.  dept.,  $8U,000;  tot  mem.  27,  pd. 
full  time. 

Water  Supply — Src,  Lake  Michigan;  sys.,  dir. 
pres.;  3  pump,  eng.,  cap.  day  15,000,000  gals.; 
mains,  40  m.,  4  to  20  in.  dia.;  515  hyd.;  4,505 
serv.;  389  met;  342  v.;  pipe,  iron;  cons,  day, 
3,526,200  gala.;  wks.  owned  by   City. 

SHEBOYOAN  FALLS,  p.  1,680;  f.  area,  600  a.; 

mere,  bldgs.,  bk.  ft  wd.,  1  ft  2  ator.;  priv.,  wd.,  1  ft 
2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  c  eng.,  2  c  hand 
ex.,  1  b.  ft  1.  trk.,  1  hand  eng.,  1  hose  car. ;  hoae,  cot, 
rub.  lined,  gd.,  000  ft;  inf.,  200  ft.;  tot  hose, 
1,100  ft.;  f.  ai.,  gong;  vaL  bldgs.,  $1,100;  exp. 
dept,  $860;  tot  mem.,  vol. 
Water  Supply — Not  reported. 

SMELL  LAKE,  p,  902;  f.  area,  %  m.;  mere, 
bldgs.,  bk.  ft  stn.,  2  stor.;  priv.,  bk.  ft  wd.,  1  &  2 
stor.  F.  dept — 1  h.  ft  1.  trk.,  7  hose  carta;  hose, 
rub.,  gd.,  5,000  ft;  f.  al.,  bell  ft  wh.;  val.  equip., 
$8,000;  val.  bldgs.,  $5,00*0;  tot.  mem.,  50  voL 

Water  Supply — Src,  Shell  lake;  sys.,  dir.  prep.; 
cap.  stdp.,  22,800  gals.;  2  pump,  eng.,  cap.  day 
864,000  gals.;  mains,  3  m.,  8  to  8  in.  dia.;  400 
serv.;  33  hyd.;  pres.,  f.,  110  lbs.;  cost,  $18,000; 
cost  mtce.,    $3,678;   wks.   owned  by  city. 

SHULLSBURQ,  p.  1,063;  mere  bldgs.,  stn.,  wd. 
ft  bk.,  1  to  3  stor.;  priv..  wd.  ft  bk.,  1  ft  2  stor.; 
wd.  rfs.  perm.;  cauaea  of  f.  inv.  F.  dept. — 2  c  ex., 
1  h.  ft  1.  trk.,  2  hose  wag.;  hose,  cot,  rub.  lined, 
gd.,  1,000  ft.;  f.  aL,  bell;  tot  mem.,  81  voL 


Water  Supply — Src,  wells,  H  m.  b«.  cent; 
sys.,  pump  dir.;  2  pump,  eng.,  class  dup.  ft  eentrxf., 
cap.  day  762,000  gals.;  maina,  c  L,  3  m.;  31  hvd.; 
12  v.;  180  serv,;  pres.,  dom.  84  lbs.,  f.  160  lbs,; 
cost  $10,000;  cons,  dsy,  26.000  gals.;  cost  mtce, 
$1,100;  wks,  owned  by  dtj. 

SOLDIERS  GROVE,  p.  667;  mere  Udga.,  bk., 
stn.  ft  wd.,  1  ft  2  stor.;  priv..  wd.,  1  ft  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  no  fwks.  ft  combt  ord.;  csvms 
of  f.  inv.  F.  dept — 1  h.  ft  L  trk.,  2  base  reels; 
hose,  cot,  rub.  lined,  gd..  800  ft;  inf.,  400  ft.; 
tot  hose,  1,200  ft;  f.  al.,  bell;  tot  mem.,  13  voL 

Water  Supply — ^Src,  well,  in  bw.  oat;  sys.. 
pump  to  res.;  res.  cap.,  26,000  gals.,  dim.  18  z 
22  z  12;  mat,  rock  ft  cem.;  2  pump,  eng.,  daas 
trip.,  csp.  day  60.000  gals.;  mains,  c  L.  2)4  m^ 
4  to  8  in.  dia.;  22  hyd.;  7  v.;  pipe,  c  L;  pies." 
dom.  ft  f.,  106  lbs.;  cons,  day,  60.000  gals.;  wks. 
owned  by  city. 

SO.  MILWAUKEE,  p.  6.00S;  f.  area,  1,800  a.; 

mere  bldgs.,  bk.  ft  wd..  1  to  8  ator.;  priv.,  wd., 
1%  to  2  stor.;  wd.  rfs.  pens.  F.  dq»t — 1  c 
eng.,  4  c  hand  ez.,  1  h.  ft  L  trie,  1  hoae  wax.; 
hcMc,  cot.,  rub.  lined,  gd.,  2,400  ft:  inf.,  500  ft; 
rub.,  gd.,  600  ft;  tot  hose,  8,400  ft;  f.  aL,  beU: 
tot  mem.  26,  pd.  full  time  2,  28  toL 

Water  Supply — Src,  lake,  2  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  06,000  gals.,  dim.  86  z 
86;  mat,  bk.  ft  stl.;  res.  csp..  90,000,000  gala.; 
1  pump,  eng.,  cap.  dsy  1,600.000  gala.;  mains, 
c  L,  8  m.,  12  in.  dia.;  108  hyd.;  met.,  50;  270 
serv.;  pres.,  dom.  70  lbs.,  t  110  lbs.;  cost,  $90.- 
000;  wks.  owned  by  city. 

SPARTA,  p.  8,978;  f.  area,  26  a.;  mere,  bldga., 
bk.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  IH  stor.;  wd.  rts. 
perm.;  fwks.  ft  combt  ord.  F.  dept — 1  str.,  1 
pomb.  h.  ft  L  trk.,  1  c  eng.,  2  hn.;  hose,  cot,  ruK 
lined,  gd.,  2,600  ft;  f.  sL,  dec  gong;  vaL  equip., 
$10,000;  val.  bldgs.,  $7,000;  ezp.  dept,  9800.86; 
tot  mem.,  16  voL 

Water  Supply — Src,  well,  %  m.  bua.  cent;  aya^ 
pump,  into  mains,  suiplns  goes  to  res.;  res.  cap., 
400,000  gala.,  loc  on  hill;  2  pump,  eng.,  cap.  diaj 
2,600,000  gals,  each;  maina,  c  1^  11  m.,  4  to  IS 
in.  dia.;  78  hyd.:  62  v.;  met.  466;  475  serr.;  pres., 
dom.  66  to  80  lbs.,  f.  126  lbs.;  ooob.  day,  400,000 
gals.;  cost,  $100,000;  wks.  owned  by  city. 

SPRING  GREEN,  p.  780;  t  area,  00  a.;  mere 
bldgs.,  wd.  ft  bk.,  2  ft  8  stor.;  priv.,  wd.,  S  ft  8 
stor.;  wd.  rfe  not  porm.;  fwks.  ft  combt  ord.  F. 
dept — 6  hand  carts,  4  e  band  ez.,  1  comb,  e  ft  h. 
ft  L  wag.,  1  h.  ft  L  trk.;  hose,  cot,  cub.  lined,  gd., 
8.000  ft;  f.  aL,  bell  ft  wh.;  vaL  equip..  8,600;  vaL 
bldgs.,  $10,000:  exp.  dept,  $760;  tot  mem.,  24, 
pd.  part  time  16,  voL  0. 

Water  Supply — Src,  wella;  qra.,  pump  to  rea.; 
res.  cap.,  1,000  bbls.;  pump,  eng.,  cap.  day  7,S72,- 
000  gals.;  mains,  %  m.,  4  in.  dia.:  0  hyd.;  pres.^  1 
180  lbs.:  cost  $6,000;  wks.  owned  by  city. 

SPRING  VALLEY,  p.  072;  mere  bldn.,  bk.  ft 
wd.,  1  ft  2  stor.;  priv.,  wd..  1^  stor.;  wd.  rfs.  not 
perm,  in  f.  area;  combt  ord.  F.  dept — 2  e  hand 
ex..  1  b.  ft  1.  trie,  2  hose  car.;  hose,  cot.  rvh. 
lined,  gd.,  1,100  ft;  inf.,  100  ft;  tot  hoae,  1,200 
ft;  f.  al.,  bell;  vaL  equip.,  $1,000;  vaL  Uds&., 
$500;  tot.  mem.,  88  vol. 

Water  Supply — Src,  well;  ^ya.,  pump  to  res.  ft 
dir.;  rea.  cap.,  64,000  gals.;  pump,  eng.,  cap.  daj 
50.000  gals.;  mains,  iron,  1  m..  6  in.  diL;  11  h^d.; 
66  serv.;  pres.,  f.  72  lbs.;  cost  $8,600;  cost  mtce., 
$400;  wks.  owned  by  village. 

STANLEY,  p.  2,676;  f.  area,  160  a.;  mere  bldga., 
wd.,  1  to  8  stor.;  priv.,  wd..  1  ft  2  stor.;  wd.  rfs. 
not  perm.;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept. — 1  comb.  h.  ft  L  trk.  ft  e  eng.,  1  h.  ft  L 
trk.,  6  hoae  car.;  hose,  cot,  rub.  lined,  gd.,  3,000 
ft;  f.  aL,  bell  ft  wh.;  val.  equip.,  $8,000;  eiph. 
dept.,  $360;  tot  mem.,  24  voL;  undra.  rating* 
fourth  class. 

Wster  Supply — Src,  well  ft  tk.,  in  bos.  cent; 
ays.,  pump  dir.;  stdp.  cap.,  86,000  gala.;  mat., 
iron;  ree  cap.,  86,000  gals.;  1  pump,  eng.,  cap.  day, 
576,000  gala.;  mains,  c  L,  4  mu,  4  to  8  In.  dia.; 
26  hyd.;  6  v.;  met,  185:  186  serv.;  plPS,  irao; 
pres.,  dom.  66  lbs.,  f.  126  Iba.;  coat  $25,000;  coat 
mtce.  $800;  wks.  owned  by  dty. 

STEVENS  POINT,  p.  8,692;  f.*  area,  640  a.; 
mere,  bldgs.,  bk.  ft  stn..  1  to  8  stor.;  priv,.  wd.  ft 
bk.,  1  to  8  stor.;  wd.  rfa.  not  pemou  in  f.  area;  fwks. 
ord.;  causes  of  f.  inv.    F.  dept — 1  str..  1  hand 
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2  c.  hand  ex.,  1  h.  A;  L  trie.,  2  hoM  wag.,  2  hose 
car.,  6  hn.;  hoae,  cot.,  4,000  ft.;  inf.,  2.A00  ft.; 
tot.  hose,  6,600  ft.;  f.  al.,  elec,  25  bx.;  val.  equip., 
$26,000;  val.'  bldga.,  $8,000;  exp.  dept.,  $7,500; 
tot.  mem.  25,  pd.  full  time  10,  15  vol. 

Water  Supply — Src.,  riv.  A  wells,  %  m.  bus. 
eent.;  ays.,  pump  to  stdp.;  atdp.  cap.,  860,000 
gala.,  dim.  20  x  140;  mat.'stl.;  2  pump,  eng.,  cap. 
day  4,000,000  gala.;  maina,  c.  i.,  12  m.,  6  to  16 
in.  dia.;  155  njrd.;  met.,  175;  675  serv.;  pipe, 
galv.  i.;  prea.,  dom.  65  Iba.,  f.  180  Iba.;  cona.  day, 
500,000  gala.;  coat,  $180,000;  wka.  owned  by  Co. 

STOQKBRIDGE,  p.  875.  F.  dept. — 1  comb.  e. 
k  hand  pump,  1  hoae  cart;  f.  al.,  bell:  val.  equip., 
$700;  val.  bldga.,  $2,000;  tot.  mem.,  80  vol. 

Waiar  Supply--<-Src.,  wells  k  ciaterna. 

8T0UQHT0N.  p.  4,701;  mere  bldga.,  bk.,  2 
ator.;  priv.,  wd.,  2  ator.;  wd.  rfs.  not  pemi.;  fwka. 
k  combt.  ord.  F.  dept. — 2  c.  hand  ex.,  1  h.  ft  1. 
trk.,  1  hoae  wag.,  2  hoae  car.;  hoae,  linen,  rub. 
lined,  gd.,  800  ft.;  rub.,  gd.,  2,000  ft.;  inf.,  900 
ft.;  tot.  hoae,  8,200  ft.;  f.  al.,  bell  k  wh.;  val. 
equip.,  $5,000;  val.  bldga.,  $2,000;  exp.  dept., 
$1,200;  tot.  mem.,  88  vol. 

Water  Supply — Src,  well  k  riv.;  eya.,  pump  to 
atdp.;  atdp.  cap.,  80,000  gala.;  mat,  bk.  k  stl.; 
pump,  eng.,  cap.  day  8,500,000  gala.;  maina,  c  L, 
14  m.,  4  to  10  in.  dia.;  99  hyd.;  45  v.;  met..  228; 
800  aerv.;  pipe,  lead;  prea.,  dom.  75  Iba.,  i.  125 
Iba.;  coat,  $102,966;  coat  mtce.,  $8,121;  wka. 
owned  by  city. 

STURGEON  BAY,  p.  4,262;  f.  area,  2%  sq.  m.; 
mere,  bldga.,  atn.  k  bk.,  1  to  8  ator.;  priv.,  wd.,  2 
ator.;  wd.  rfa.  not  perm,  in  f.  area;  fwks.  k  combt. 
ord.;  cauaes  of  f.  inv.  F.  dept. — 1  str.,  1  gaaoline 
eng.,  1  c  eng.,  5  c.  hand  ex.,  1  h.  ft  1.  trk..  2  hoae 
wag..  4  hra.;  nose,  cot.,  lined,  gd.,  8,000  ft.;  inf., 
600  ft.;  tot  hoae,  8,500  ft;  f.  al.,  beH  ft  wh.:  vaL 
equip.,  $16,000;  val.  bldga.,  $10,000;  exp.  dept, 
$1,600;  tot  mem.,  28,  pd.  full  time  2,  21  vol. 

Water  Supply — Src.  wella  ft  bay,  1  block  bus. 
cent;  aya.,  pump  to  rea.  ft  dir.;  res.  cap.,  250  bbls.: 
1  pump,  eng.,  cap.  1,500,000  gals,  day;  wka.  owned 
by   dty. 

SUPERIOR,  p.  40,884;  f.  area,  50  a.;  mere, 
bldga.,  atn..  bk.  ft  wd.,  2  to  6  ator.;  priv.,  bk.  ft 
wd.,  1  to  8  ator.:  wd.  rfa.  not  perm,  in  f.  area; 
fwka.  ft  combt  ord.;  cauaea  of  f.  inv.  F.  dept — 1 
auto,  with  pump,  hoae  ft  c.  tank,  1  auto,  tractor  for 
aer.  trk.,  1  auto,  supply  wag.,  1  chiefs  auto.,  1 
squad  auto.,  3  str..  1  h.  eng.,  16  c.  hand  ex.  (5  in 
reserve),  8  h.  ft  1.  trk.,  1  comb,  c,  h.  ft  1.  trk., 
4  comb.  c.  ft  h.  wag.,  1  aer.  trk.,  1  c.  eng.,  1  hoae 
wag.,  8  hose  ear.,  1  fuel  wag.,  5  exercise  wag., 
17  hra.;  hose,  cot,  rub.  lined,  gd.,  12,040  ft  (in 
reserve,  500  ft);  f.  al.,  Gamewell,  78  bx.;  val. 
bldgs.,  $65,000;  exp.  dept,  $«8,000;  tot.  mem. 
50,  pd.  full  time. 

Water  Supply — Src,  wells.  4  m.  bua.  cent;  aya., 
pump    dir.;    6    pump,    eng.,    cap.    day    24.600,000 

Sals.;  mains,  c.  i.,  61  m.,  4  to  24  in.  dia.;  835 
yd.;  360  v.:  6,260  met;  6,710  serv.;  pipe,  lead; 
pres.,  dom.  70  lbs.,  f.  120  Iba.;  cons,  day,  2,049,- 
000  gala.;  coat  $1,117,800;  coat  mtce.,  $54,542; 
wka.  owned  by  Co. 

THERESA,  p.  845;  f.  area.  ^  m.  sq.;  bldga., 
wd.  ft  bk..  1  ft  2  stor.;  wd.  rfa.  perm.;  fwka.  ord.: 
cauaea  of  f.  inv.  F.  dept. — 1  gaa.  eng.,  1  hand 
eng.,  12  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  car.;  hoae, 
cot,  rub.  lined,  gd..  1,000  ft;  inf.,  500  ft;  tot 
hoae,  1,600  ft;  f.  aL,  bell;  val.  equip.,  $2,600:  val. 
bldga.,  $1,500:  exp.  dept,  $600;  tot  mem.,  64  vol. 

Water  Supply— Src,  riv.  ft  8  tk.-  cap.  tk.,  260 
bbls.  eadi;  pump,  eng.,  cap.  1  bbl.  min.;  wka. 
owned  by  city. 

THlENSVILtE,  p  .808;  f.  area,  10  a.;  mere 
bldgs.,  stn.  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm.;  no  fwks.  ord.;  causes  of  f.  mv. 
F.  dept. — 1  gas.  eng.,  1  h.  &  1.  trk.,  1  hose  car., 
hooks,  &c;  hose,  cot,  rub.  lined,  gd.,  1,000  ft.; 
f.  al.,  bell;  val.  equip.,  $2,500;  val.  bldgs.,  $5,000; 
exp.   dept.   $100;  tot.   mem..  e»5   vol. 

Water  Supply— Src,  Milwaukee  riv.  ft  Prigeon 
creek. 

TIQERTON,  p.  728;  f.  area,  640  a.;  mere,  bldgs., 
bk.  ft  wd.,  1  ft  2  ator.;  priv.,  wd..  1  ft  2  ator.;  wd. 
rfa.  perm,  in  f.  area;  no  fwks.  ft  combt  ord.; 
cauaes  of  f.  inv.  F.  dept — 1  hand  eng..  1  gas. 
eng..  6  c.  hand  ex.,  1  h.  ft  1.  trk.,  3  hose  car.;  hose, 
cot.  rub.  lined,  gd.,  1,750  ft;  f.  al..  bel  ;  va  . 
equip.,  $4,600;  exp.  dept,  $25;  tot.  mem.,  40  vol. 

No  waterwka. 


TISCH  MILLS,  p.  100;  f.  area,  10  a.;  mere, 
bldga.,  wd.,  S  ator.;  priv.,  wd.,  1  ft  2  ator.;  wd. 
rfa.  porm.  in  f.  area;  no  fwka.  ft  oombt  ord.;  cauac* 
of  f.  inv.  F.  dept — ^H.  ft  L.  c.  hand  ex.,  hoae  reela; 
hoae,  cot,  rub.  lined,  gd.,  800  ft;  f.  aL,  beU;  vaL 
equip.,  $1,000;  val.  bldga.,  $250;  exp.  dept,  $25; 
tot  mem.,  18  vol. 

Water  Supply — Src,  riv.,  aurrounds  bua.  cent; 
sys.,  pump;  1  pump,  eng.;  mains.  800  ft,  8  to  4 
in.  dia.;  8  hyd.;  8  val.;  met.,  !•;  pipe,  iron;  prea., 
dom.  180  lbs.,  f.  180  lbs.;  coat  $1,250;  coat 
mtce.,  $25;  wkjB.  owned  by  village. 

TOM  AH,  p.  4,500;  f.  area,  6  blocka;  mere  bldga., 
stn.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  atn.,  bk.  ft  wd.,. 
1  to  8  ator.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.. 
ft  combt.  ord.;  cauaea  of  f.  inv.  F.  dept — 8  c 
eng..  2  hoae  carta,  1  h.  ft  1.  trk.;  hoae,  cot,  rub. 
lined,  gd.,  2,500  ft;  f.  al..  beU  ft  wh.;  vaL  equip.» 
$6,000;  val.  bldga.,  $5,000;  exp.  dept,  $850;  tot 
mem.,  85  voL 

Water  Supply — Src,  wella  ft  creek,  ^  m.  boa. 
cent;sya.,  pump  to  stdp.  ft  dir.;stdp.  cap.,  50,000 
sala. :  mat,  bk.  ft  sheet  L ;  2  pump,  eng.,  oap,  day, 
600.000  nla.;  mains,  c  L,  7H  m->  8  to  8  in.  dia.; 
67  hyd.;  26  v.;  met,  417;  780  aenr.;  pipe,  galv.  Li 
prea.,  dom.  76  Iba.,  f.  80  Iba.;  oooa.  day,  196,000 
nla^  coat,  $66,000;  coat  mtce.,  $5,000;  wka.  owned 

TOMAHAWK,  p.  2,907;  f.  area,  640  a.;  mere, 
bldga.,  bk.  ft  wd.,  2  ator.;  priv.,  wd.,  1  ft  2  ator.; 
wd.  rfa.  not  perm.;  fwka.  ft  combt  ord.;  cauac» 
of  f.  inv.  F.  dept — 1  hoae  sleigh,  2  hoae  car.; 
hoae,  cot,  rub.  lined,  gd.,  1.860  ft;  inf.,  160  ft; 
tot  hoae,  2,000  ft;  f.  al..  bell  ft  telp.,  25  bx.;  val. 
equip.,  $1,200;  tot  mem.  26,  pd.  part  time;  undia. 
rating,  thiid  claaa. 

Water  Supply — Src,  apr.,  V&  m.  bua.  cent;  aya.» 
pump  dir.;  atdp.  cap.,  105,000  gala.,  dim.  20  x  20: 
mat,  wd.;  rea.  cap.,  75,000  gala.,  loc  in  cent  oz 
dty;  2  pump,  eng.,  daaa  dup.,  cap.  day  1,600,00(^ 
gals.;  maina,  c  i.,  12^  m.,  2  to  10  in.  dia.;  Bt 
hyd.;  met,  82;  460  serv.;  pipe,  galv.  I.  ft  lead; 
prea.,  dom.  45  Iba.,  f.  185  Iba.;  cona.  day,  600,000 
gals.;  coat,  $40,000;  coat  mtce.,  $8,800;  wka. 
owned  by  city. 

TOWN  OF  SALEM,  p.  400;  f.  area,  400  a.;  mere 
bldga.,  wd.,  2  ator.;  priv.,  wd..  2  ator.;  wd.  rfa. 
perm.;  no  fwka.  ord.;  cauaea  of  f.  inv.  F.  dept — 1 
hand  eng.,  4  c.  ex.,  1  hoae  cart;  hoae,  cot.,  gd., 
800  ft;  f.  al.,  bell;  tot  mem.,  2  voL;  vaL  eqiup., 
$500. 

Water  Supply — Src,  weUa. 

TURTLE  LAKE,  p.  442.  f.  area.  60  a.;  mere, 
bldga.,  wd.,  2  ator.;  priv.,  wd..  2  stor.;  wd.  ria. 
perm,  in  f.  area;  fwks.  ft  combt.  ord.;  cauaea  of 
f.  inv.  F.  dept — 1  c.  eng.,  1  c.  hand  ex.,  1  h. 
ft  1.  trk.,  1  hoae  reel,  650  ft.  hose;  f.  aL,  bell; 
tot.  mem.,   24  vol. 

Water  Supply— Src,  well,  in  bus.  cent.;  sys., 
pump  to  stdp.;  stdp.  cap.,  86,000  gals.;  1  pump, 
eng.,  cap.  day  3,600  gala.;  maina,  6,600  ft;  4 
to  8  in.  dia.;  18  hyd.*  0  v.;  pres.,  dom.  ft  f.,  46 
lbs.;   cost,   $12,000;  wks.  owned  by  city. 

TWO  RIVERS,  p.  4,850;  f.  area,  1,000  a.;  bldga., 
wd.  ft  bk.;  wd.  rfs.  perm.  F.  dept — 8  atr.,  1  c 
eng.,  1  h.  ft  1.  trk..  1  hoae  car.,  8  reela,  ftc;  hoae, 
cot.,  rub.  lined,  gd.,  6,000  ft;  f.  al.,  bell  ft  wh.; 
val.  equip.,  $8,100;  val.  bldga.,  $8,000;  exp.  dept, 
$2,600;  tot  mem.,  86  voL;  undra.  rating,  thiro 
claaa. 

Water  Supply — Src.  lake,  6  blocks  bua.  cent.; 
aya.,  pump  to  stdp.;  stdp.  cap.,  188.000  gala.,  dim. 
16  X  20;  mat,  stl.;  2  pump,  eng.,  claaa  dup.,  cap. 
day  1,600.000  gals.;  mains,  c  L,  7  m.,  4  to  12  in. 
dia.;  78  hyd.;  24  v.;  met,  700;  700  aerv.;  pipe, 
galv.  L;  prea.,  dom.  46  Iba.,  f.  100  Iba.;  cona.  day, 
90,000  gala.;  coat,  $55,000;  coat  mtce.,  $4,600; 
wks.  owned  by  city. 

UNION  GiROVE,  p.  616;  f.  area,  170  a,;  mere, 
bldgs.,  bk.  ft  wd.,  1  ft  2  ator.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwka.  ft  oombt 
ord.;  cauaes  of  f.  inv.  F.  dept. — 2  hoae  car.;  hoae, 
oot,  rub.  lined,  gd.,  1,300  ft;  f.  al.,  bell;  vaL 
equip..  $1,800;  exp.  dept,  $200;  tot  mem..  11  vol. 

Water  Supply--iSrc,  wella,  40  rds.  bua.  cent; 
aya.,  pump  to  stdp.;  stdp.  cap.,  86,000  gala.;  2 
pump,  eng.,  cap.  day  269;200  gala.;  mains,  c.  L, 
2  to  6  in.  dia.:  20  hvd.;  175  serv.;  pipe,  galv.  i.; 
pres.,  dom.  ft  f.,  48  lbs.;  cons.  day.  16.000  gala.; 
cost,  $12,000;  coat  mtce.,  $1,000;  wks.  owned  by 
priv.    Co. 


c-412 


FIRE  DEPARTMENTS  AND  WATER  SUPPLY— WISCONSIN. 


VJOLA,  p.  800;  f.  area,  160  a.  F.  dept. — 1  h. 
A  1.  trk.,  2  hose  cairtB,  1,000  ft.  hose;  val.  equip., 
11,200;  val.  bldgs.,  $800;  tot.  mem.,  80  vol. 

Water  Supply — Src,  atesian  well,  in  bus.  cent.; 
ays.,  pump  to  res.;  res.  cap.,  68,000  gals.;  1  pump, 
eng.,  cap.  min.  250  ^ala.;  mains,  c.  i.,  6  m.,  4  to  6 
in.  dia.;  24  hyd.;  pipe,  c.  i. ;  pres.,  dom.  &  f.,  95 
lbs.;  cost,  $11,000;  cost  mtce.,  $600;  wks.  owned 
by  village. 

VIROQUA,  p.  2,959;  f.  area,  400  a.;  bldgi.,  stn., 
bk.  k  wd.,  2  Btor.;  wd.  rfs.  perm.;  fwka.  ft  combt. 
ord.;  causes  of  f.  inr,  F.  dept. — 1  hand  eng.,  1  h. 
&  1.  trie,  2  hoae  car.;  hose,  cot.,  rub.  lined,  gd., 
1,500  ft.:  inf.,  500  ft.;  tot.  hoee,  2,000  ft.;  f.  aL, 
bell  ft  wh.;  vaL  equip.,  $2,000;  vaL  bldn.,  $600; 
tot.  mem.,  160  voL;  undra.  rating,  third  cLaoa. 

Wattr  Supply-— 6rc,  wells,  8  blocks  boa.  osnt.; 
ays.,  pump  to  stdp.;  atdp.  cap.,  165,000  gals.;  dim. 
16  X  110,  m»t  stl.;  2  pump,  eng.,  cap.  day,  879,- 
200  gals.;  mains,  c.  L,  9  m.,  1  to  8  in.  dls.;  29 
hyd.;  85  met;  pipe,  nlv,  L;  pres.,  dom.  ft  f.  47 
lbs.;  cons,  day,  98,000  gals.;  coat,  $27,662;  cost 
mtce.,  $4,055;  wks.  owned  by  city. 

WALWORTH,  p.  900;  f.  area,  50  a.  F.  dept.— 1 
hand  eng.,  2  hose  carts,  1  h.  ft  1.  trk.;  raL  equip., 
$2,000;  val.  bldgs.,  $3,000;  exp.  dept.,  $75;  tot. 
mem.,  33  vol. 

Water  Supply — Src.,  well,  1  m.  bus.  cent.;  sys., 
pump  to  etdp.;  stdp.  cap.,  50,000  gals.;  1  pump, 
eng.,  cap.  daV  115,200  gals.;  mains,  3  m.,  4  to  8 
in.  dia.;  SS  hyd.;  16  v.;  76  serv. ;  77  met.;  pree.. 
dom.  ft  f.,  65  lbs.;  cons,  day,  3,000  ga]8.;  cost, 
$18,184;  cost  mtce.,   $750;  wks.  owned  by  city. 

WASHBURN,  p.  8,880;  f.  area,  600  a.;  mere, 
bldgs.,  stn.  ft  wd.,  1  ft  2  stor.;  prlv.,  wd.,  8  stor.; 
wd.  rfs.  perm.  F.  dept. — 1  h.  ft  L  trk.,  8  hose 
wag.,  8  hose  car.;  hose,  cot,  rub.  lined,  gd.,  8,000 
ft.:  f.  al.,  elec,  86  bx.;  val.  equip.,  $8,000;  vaL 
bldgs..  $10,000;  ezp.  dept,  $1,789.92;  tot  mem., 
82  vol. 

Water  Supply — Src.,  Iske,  H  m.  bus.  cent;  sys., 
pump  to  rea.;  res.  cap.,  1,200,000  gals.;  2  pump, 
eng.,  cap.  day  800,000  gals.;  msins,  c.  L,  6)4  m., 
6  to  12  in.  dia.;  64  hyd.;  met,  1;  420  serv.;  pipe, 
galv.  i.;  pree.,  dom.  80  lbs.,  f.  116  lbs.;  cost,  $186,- 
000;  cost  mtce.,  $1,600;  wks.  owned  by  Co. 

WATERLOO,  p.  1,220;  f.  area,  1,280  a.;  mere, 
bldgs.,  bk.  ft  wd.,  8  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfa.  perm,  in  f.  area;  combt  ord.;  causes  oi 
f.  inv.  F.  dept. — 1  atr.,  2  c.  hand  ex.,  1  h.  ft  L 
trk.,  1  hose  wag..  1  hoae  car.;  hose,  oot,  rub. 
lined,  gd.,  1,000  ft;  rub.,  gd..  600  ft;  inf.,  800 
ft.:  tot.  hose,  1,800  ft;  f.  aL,  bell  ft  wh.;  raL 
equip.,  $6,000;  val.  bldga.,  $6,000;  exp.  dept, 
$800;  tot.  mem.,  80  toL 

Water  Supply — Src,  well,  200  ft.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  100,000  gr^ls.; 
1  pump,  eng.;  mains,  c.  L,  4^  m.,  6  to  10  in. 
dia.;  34  hyd.:  14  v.;  90  met;  cost,  $28,000;  wks. 
owned   by   city. 

WATERFORO.  p.  700;  1  area,  640  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  prlv.,  bk.  ft  wd.,  1 
ft  2  stor.;  wd.  rfs.  perm,  in  f.  area:  rwka.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  nose  cart,  1  h.  ft 
L  trk.;  hose,  oot,  rub.  lined,  gd.,  600  ft;  f.  aL, 
bell;  vaL  egoip.,  $700;  tiL  Dldgs.,  $1,000;  exp. 
dept,  $100;  tot  mem.,  40  voL;  undrs.  rating,  first 
cbias. 

Water  Supply — Src.,  well,  1  m.  bua.  cent;  ssrs., 
pump  dir.:  1  pump,  eng.,  cap.  day,  86,000  gals.; 
mains,  2H  m.;  42  hyd.;  26  v.;  pres.,  dom.  60  Iba., 
f.  70  lbs.;  cost,  $22,000;  cost  mtce.,  $400;  wks. 
owned   by   city. 

WATERTOWN,  p.  8,829;  f.  area,  40  a.;  bldgs., 
wd.,  stn.,  bk.,  2  ft  8  stor.;  wd.  rfs.  perm.;  no  fwks. 
ft  combt  ord.  F.  dept — 2  str.,  4  c.  hand  ex.,  1  h. 
ft  1.  trk.,  2  hose  car.,  8  hra.;  hose,  cot,  rub.  lined, 
gd.,  1,600  ft;  rub.,  gd.,  2,000  ft.;  linen,  gd.,  2,000 
ft;  inf.,  700  ft.;  tot  hose,  6,200  ft.;  f.  al.,  181 
bx.;  val.  equip.,  $17,600;  TaL  bldgs.,  $16,000; 
en>.  dept,  $2,600;  tot  mem.  91,  pd.  full  time  6, 
vol.  86;  undrs.  rating,  third  class. 

Water  Supply — Src.,  8  artesian  wells,  in  bos. 
cent;  ays.,  pump  to  stdp.;  stdp.  cap.,  160,000 
gala.;  mat,  bk.  ft  iron;   res.  cap.,  860,000  g^.; 

3  pump,  eng.,  class  horlsontal  oomp.  dup.  ft  oentrif., 
cap.  day,  4,008,000  gals.;  mains,  e.  L,  20%    m., 

4  to  16  in.  dia.;  llO  hyd.;  1,188  met;  1,200 
serv.;  pipe,  lead;  pres..  dom.  80  to  86  lbs.,  f.  90  to 
120  lbs.;  cost,  $170,000;  cost  mtce.,  $4,200;  wks. 
owned  by  city. 


WAUKESHA,  p.  8,740;  f.  area,  1,700  a.;  bh 

bldgs.,  bk.  ft  stn.,  2  ft  8  stor.;  prir.,  wd.,  stn.  ft 
bk.,  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt 
ord.  F.  dept. — 1  str.,  6  c  band  ex.,  1  h.  ft  L 
trk.,  1  hose  wag.,  4  hra.;  hose,  oot,  mb.  lined, 
gd.,  8,260  ft.;  7.  aL,  telp.,  28  bx.;  vaL  equip., 
$5,000;  vaL  bldgs.,  $7,600;  exp.  dept,  $8,600; 
tot  mem.  26,  pd.  full  time  2,  voL  24;  uodn.  rat- 
ing, third  class. 

Water  Supply — Src.,  wells,  2  blocks  baa.  eent; 
sy^,  pump  to  stdp.;  stdp.  cap.,  850,000  gala.;  oaat. 
iron;  re^i.  cap.,  300,000  gals.;  4  pump,  eng.,  daas 
centrif.,  cap.  day  2,500,000  gals.;  mains,  c.  L,  27  m., 
6  to  16  in.  dia.;  242  hyd.;  220  v.;  met,  1,860; 
1,860  serv.;  pipe,  galv.  i.;  pres.,  dom.  65  lbs.,  t 
100  lbs.;  cons,  day,  700,000  gals.;  wks.  owned  bv 
city. 

WAUNAKEE,  p.  660;  t  area,  640  a.;  mere, 
bldgs.,  bk.,  stn.  ft  wd.,  1  ft  2  stor.;  piiv.,  bk.,  stn. 
ft  wd.,  1  to  8  stor.;  wd.  rfa.  perm,  in  L  area;  no 
fwks.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 
1  gas.  eng.,  1  h.  ft  L  trk.,  2  c.  hand  ex.,  1  base 
wag.,  1  hose  reel;  hose,  cot,  rub.  lined,  gd.,  1,000 
ft;  inf.,  500  ft.;  tot  hose.  1,600  ft;  f.  aL,  beH; 
val.  equip.,  $8,000;  vaL  bldgs.,  $2,000;  tot  mem., 
40  voL 

Wstsr  Supply — ^Not  reported. 

WAUPACA,  p.  2,789;  f.  area,  SO  a.;  bldn, 
iron,  bk.  ft  wd.,  2  stor.;  wd.  rfs.  not  perm.;  fvka. 
ft  oombt  ord.  F.  dept^ — 1  str.,  2  e.  hand  ex.,  1  h. 
ft  L  trk.,  1  hoae  wag.,  2  hose  car.,  2  hn. :  hose,  oot, 
rub.  lined,  gd.,  1,600  ft:  rab.,  gd.,  400  ft;  InL, 
200  ft;  tot  hose,  2,200  ft;  t  aL,  bell:  vaL  tqalp^ 
$4,600;  vaL  bldfl^.,  $1,200;  exp.  dept.  fl,O0O;  tot 
mens.,  80,  pd.  fidl  time  1,  29  toL;  ondim.  nib^ 
fourth  dass. 

Water  Supply — Src,  wells  ft  riv.,  2  blocks  bus. 
cent;  syi>*  pump  to  res.;  stdp.  cs|>.,  82 S  gala.; 
res.  cap.,  282,000  gals.,  loc  on  hUl;  2  pump,  eng.^ 
cap.  day,  1,000,000  gals.;  mains,  c.  L,  9.7  m.,  4  to 
12  in.  dia.;  78  hyd.;  66  ▼.;  589  serv.;  40  met.; 
pipe,  galv.  L;  pres.,  dom.  66  lbs.,  f.  56  to  150  lbs.; 
cost,  $72,82-6;  cost  mtce.,  $2,000;  wks.  owned  by 
city. 

WAUPUN,  p.  8.862;  bldgs.,  stn.  ft  bk.;  wd.  rfai 
not  perm.  F.  dept — 1  e.  eng.,  2  c.  hand  ex.,  1  h. 
ft  L  trk.,  1  hose  wag.,  1  hose  car.;  hose,  gd.,  2.000 
ft;  vaL  bldgs.,  $1,000;  tot  mem.,  "22  toL,  rceeivt 


$10.00  per  yr.  from  dfy;  undia.  rating,  third 

Wstsr  Supply — Src.,  wells,  6  blocks  bna.  eent; 
sys.,  pump  to  res.;  stdp.  csp.,  65,000  gals.;  mat^ 
wd.  ft  coAe.;  res.  cap.,  45,000  gals.,  loe.  at  statten; 
2  pump,  eng.,  csp.  dsy  760,000  gsls.;  mains.,  e.  L, 
7H  m.,  4  to  10  in.  dia.;  1  afr  lift.  cap.  26,000 
gals,  hour:  66  hyd.;  met,  848;  600  scnr.;  plp^ 
lead  ft  galv.  l;  pres.,  dom.  69  lbs.,  f.  160  iba.: 
cost,  $60,000;  cost  mtce.,  $1,810;  wks.  owned  hr 
city. 

WAUfAU,  p.  10,560;  f.  area,  4.160  a.;  mere 
bldgs.,  stn.,  bk.,  wd..  1  to  3  str.;  priv.,  wd^  1  ft 
2  ator.;  wd.  rfa.  not  penn.  in  f.  area;  fwks.  ft 
combt  ord.  F.  dept. — 2  str.,  8  comb.  e.  ft  b. 
wag.,  1  h.  ft  1.  trk.,  1  hose  wag.,  1  diiefs  bogor, 
13  hrs.;  hose,  cot,  rub.  Uned,  go.,  8.600  ft;  L  aL, 
Game  well,  86  bx.;  a  complete  flaahligfat  L  aL  aya., 
with  bx.  ft  telp.  connections,  installed;  vaL  eqvjp., 
$47,758;  vaL  bldgs.,  $24,000;  exp.  dept,  $16,020; 
tot.  mem.  22,  pd.  fuU  time  21,  pd.  part  time  1. 

Water  Supply — Src.,  wella,  H  m.  bus.  eent; 
sjrs.,  pump  dir.;  stdp.  cap.,  100,000  gals.;  2  pun^ 
eng.,  class  hor.,  cap.  day  6,000,000  gals.;  matna, 
c.  L,  88  m..  8  to  16  in.  dia.;  260  byd.;  411  ▼.; 
met.,  90;  2,200  serv.;  pipe,  lead  ft  galv.  L;  pres., 
dom.  55  lbs.,  f.  100  to  126  lbs.;  cons.  day.  2.005.- 
000  gals.;  cost,  $820,000;  cost  mtoe.,  $14,107; 
wks.  owned  by  city. 

WAUTOMA,  p.  964:  f.  area,  4  a.;  mere  bldgs.. 
bk.,  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfa.  not 
perm,  in  f.  area;  fwks.  ft  oombt  ord.;  eanacs  of 
f.  inv.  F.  dept — 1  atr.,  2  h.  ft  L  trk.,  2  c.  hand 
ex.,  2  hose  wag.,  1  hose  csr.;  hose,  cot,  mb.  Uned. 
fd.,  1,800  ft;  inf.,  200  ft;  tot.  hose,  2.000  ft; 
f.  aL,  bell  ft  wh.;  val.  equip.,  $8,000;  val.  bldga., 
$6,000;  exp.  dept,  $860;  tot.  mem.,  82  toL 

Water  Supply — ^Not  reported. 

WAUWATOSA,  p.  8,846;  f.  area,  1,900  a.; 
bldgs.,  bk.  ft  wd.;  wd.  rf^  perm.     r.  dept* 
hand  ex.,   1  h.  ft  1.  trk.,  1  hose  ear.;  hose, 
rub.  lined,  gd.,   1,500  ft;   f.  al..  wh.;  exp.  dept, 
$1,618;  tot.  mem.,  23;  undrs.  rating,  third 
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Water  Supply — Src,  well,  2  blocks  bus.  cent; 
sys.,  pump  to  res.  k  «tdp. ;  stdp.  cap.,  200,000 
gals.,  dim.  24  x  80;  mat.,  iron  k  stl.;  res.  cap., 
180,000  gala.,  loc.  near  the  well;  2  pump,  eng., 
class  dup.  comp.,  cap.  day  2,000.000  gals.;  mains. 
c.  i.,  17  m..  6  to  12  in.  dia.;  282  hyd.;  197  v.; 
met.,  677;  688  serv.;  pipe,  lead;  pres.,  dom.  35  to 
SO  lbs.,  f.  120  lb6.;  cons,  day,  2>30,364  gals.;  cost, 
$64,000;   cost  mtce.,   $2,500;   wks.  owned  by  city. 

WELCOME,  p.  400;  f.  area,  200  a.  F.  dept.— 
1  str.,  1,200  ft.  hofMj;  val.  equip.,  $2,200;  val. 
bidgs.,  $1,500;  exp.  dept.,  $162;  tot.  mem.,  27  vol. 

Water  Supply-— *Src.,  7  cisterns,  in  bus.  cent.; 
sys.,  dir.  pres.;  cap.  cisterns,  400  bbls. ;  cost, 
$3,000;    cost   mtce.,   $200;    wks.    owned   by   city. 

WEST  ALLIS,  p.  6,645;  f.  area,  12  m.;  mere, 
bldgs.,  bk.  k  wd.,  I  k  2  stor.;  priv.,  bK.  k  wd., 
1  k  2  stor.;  wd.  rfs.  perm,  m  f.  area;  fwks.  k 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  comb.  c. 
k  h.  wag.,  12  c.  hand  ex.,  1  h.  ft  1.  trk.,  2  hose 
wag.,  8  hose  reels,  4  hrs.;  hose,  cot.,  rub.  lined, 
gd.,  2,500  ft.;  rub.,  gd.,  260  ft.;  inf.,  1,000  fi.; 
tot.  hose,  8,750  ft.;  f.  al.,  telp.  k  wh.;  val.  equip., 
$11,880;  val.  bldgs.,  $8,000;  exp.  dept,  $5,200; 
tot.  mem.  40,  pd.  full  time  2,  pd.  part  time  1,  vol. 
37;  undrs.  rating,  first  class. 

Water  Supply — Not  reported. 

WEST  BEND,  p.  2,462;  f.  area,  650  a.;  mere, 
bldgs.,  stn.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  bk.  ft 
wd..  1  to  2%  stor.;  wd.  rfs.  perm,  in  f.  area;  causes 
of  f.  inr.  F.  dept — 2  str.,  5  c  hand  ex.,  1  b.  ft 
L  trk..  2  hose  car.,  1  hoae  wag.,  8  hn.;  boae,  oot; 
nib.  lined,  gd.,  2,200  ft;  inf.,  600  ft;  tot  hose, 
2,700  ft;  f.  aL.  beSl;  tsL  eqnip.,  $8,000:  vtiL  bldgs^ 
$8,600;  exp.  dept,  $600;  toL  mem.,  60,  pd.  part 
time  2,  68  toL 

Water  Supply-  Src.,  well.  8  blodn  bua.  cent; 
sys.,  grav.;  res.  cap.,  60,000  gals.;  1  pomp,  eng., 
cap.  day,  600,000  gala.:  mains,  o.  L,  6  m.,  4  vo 
10  in.  dHu;  60  l^d.;  40  v.;  276  met;  800  senr.; 
pipe,  lead;  pres.,  dom.  ft  f..  40  to  70  lbs.;  oont. 
day,  60,000  sals.:  cost,  $44,000;  cost  mtce.,  $1,860; 
wks.  owned  oy  city. 

WESTBY,  p.  002;  mere,  bldgs.,  bk.  ft  wd.,  8 
stor.;  priv.,  bk..  stn.  ft  wd.,  2  stor.;  wd.  rfs.  not 
pemu  in  f.  area;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept — 1  comb.  c.  ft  h.  wag.,  c  hand  ex., 
1  h.A  1.  trk.,  1  hose  wag.,  1  hose  reel;  hose,  cot, 
rub.  lined,  gd.,  1,000  ft;  f.  aL,  wh.  ft  bell;  val. 
equip.,  $800;  exp.  dept,  $200;  tot  mem.  18,  pd. 
part  time.  ... 

Water  Supply — Src,  well,  1  block  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  200,000  gals.,  dim. 
16  X  50;  mat,  stl.;  1  pump,  eng.,  cap.  day  87,200 
gals.;  mains,  c  i.,  4  m.,  1^  to  8  in.  dia.;  185 
hvd.;  9  v.;  met..  84;  pees.,  dom.  &  f.,  35  Ibsi;  cone- 
day,  40,000  gals.;  cost,  $8,062;  cost  mtce.,  $117; 
wks.  owned  by  village.  ** 

WESTFIELD,  p.  720;  f.  area,  120  a.;  bldgs.,  2 
stor.,  bk.,  cem.  ft  wd.;  wd.  rfs.  perm.  F.  dept — 1 
hand  eng.,  1  gas.  eng.,  2  hoae  car.,  1  h.  ft  1.  wag.; 
hose,  cot,  gd.,  1,000  ft;  tot  mem.,  40  vol.;  i.  al., 
bell. 

Wattr  Supply — Src,  riv.  ft  wells. 

WEST  SALEM,  p.  840;  f.  area,  640  a.;  mere, 
bldgs.,  stn.,  bk.  ft  wd.,  1  ft  8  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  perm.;  fwks.  ord.  F.  dept.— -1  comb, 
c.  ft  h.  eng.,  4  c.  ex.,  1  h.  ft  1.  trk.,  1  hose  car.; 
hose,  cot,  rub.  lined,  gd.,  1,500  ft;  inf.,  400  ft; 
tot.  hose,  l,-900  ft;  f.  al.,  bell;  val.  equip.,  $1,.700; 
exp.  dept.  $384;  tot  mem.,  36  vol. 

Water  Supply — Src..  wells  ft  8  public  oistema, 
cap.  250  bbls.  eadi;  sys.,  pump  to  res.;  res.  cap.. 
100,000  gals.;  1  pump;  mains,  8  m.;  pres.,  76 
lbs.;  wks.  owned  by  city. 

WEYAUWEQA.  p.  0«7;  f.  area.  16  a.;  mere, 
bldgs.,  wd.  ft  bk.,  1  ft  2  stor.;  priv.,  wd.  ft  bk.,  1 
ft  2  stor.;  wd.  rfs.  perm.;  fwks.  ord.;  causes  of  f. 
inv.  F.  dept. — 1  gas.  eng.,  A  c.  hand  ex.,  1  h.  ft 
1.  trk.,  8  hoee  car.;  hoee,  cot,  rub.  lined,  gd., 
2,100  ft;  inf.,  500  ft;  tot  hose,  a.OOO  ft;  f. 
al.,  bell,  6  bx.;  val.  equip.,  $8,000;  val.  bldgs., 
$1,000;  exp.  dept,  $200;  tot  mem.,  48  vol. 

Water  Supply — Src.,  2  dstens,  7  wtDs  ft  Wan- 
paca  riv.;  1,000  ft  mains. 

WHITEWATER,  p.  8,224;  f.  area,  1^0  a.; 
mere,  bldgs.,  stn.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  bk. 


ft  wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2  h.  ft 
1.  trk.,  1  hose  wag.,  8  hose  car.;  hoae,  cot,  rub. 
lined,  gd.,  2,500  ft:  rub.,  gd.,  4,000  ft;  tot  hose, 
6,600  ft;  f.  aL,  bell;  val.  equip.,  $8,000;  vaL 
bldgs.,  $6,000;  exp.  dept,  $860;  tot  mem.,  66  voL 
Water  Supply — Src,  wells;  ays.,  pump  to  stdp.; 
stdp.  cap.,  160,000  gals.;  res.  cap.,  060,000  gala.; 
2  pump,  eng.,  Oip.  day  8,000,000  gals.;  mams,  9 
m.,  6  to  14  in.  dia.;  101  hyd.;  60  v.;  450  serv.; 
pres.,  dom.  70  ll«.,  f.  125  lbs.;  cons,  day,  825,000 
gals.;  cost,  $00,000;  wks.  owned  by  Co. 

WILD  ROSE,  p.  651;  f.  area,  60  a.;  mere,  bldga., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  no  fwka.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  c.  eng.,  20  c.  hand 
ex.,  1  h.  ft  1.  trk.;  hoee,  cot.,  rub.  lined,  gd.,  300 
ft;  f.  al.,  bell;  tot   mem.,  30  vol. 

Water  Supply — ^Not  reported. 

WILTON,  p.  600;  f.  area,  40  a.  F.  dept. — 
2  hose  carte,  1  h.  ft  L  trk..  1,000  ft  hose;  val. 
equip.,  $1,000;  val.  bldgs.,  $2,000;  tot.  mem.,  s:* 
voL 

Water  Supply— nSrc,  res.,  in  bus.  cent.;  sys., 
dir.  pres.;  1  pump,  eng.;  13  hyd.;  pres.,  dom.,  70 
lbs.;  cost,  $11,000;  wks.  owned  by  city. 

WINNECONNE,  p.  040;  f.  area,  000  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  bk.  ft  wd.,  1% 
stor.;  wd.  rfs.  perm,  in  f.  area; "causes  of  f.  inv. 
F.  dept — 1  c.  eng.,  18  c  hand  ex.,  1  h.  ft  L  tik., 
1  hose  car.;  hoae,  cot,  rub.  lined,  600  ft;  inf.,  250 
ft;  tot  hose,  850  ft.;  f.  al.,  bell;  val.  equip., 
$1,788;  val.  bldgs.,  $1,100;  exp.  dept,  $60;  tot. 
mem.,  28  voL 

Water  Supply — Src,  riv.,  in  bus.  cent;  sys., 
pump  to  res.;  res.  cap.,  30,720  gals.,  loc.  on  Main 
street;  pump,  eng.;  wks.  owned  by  city. 

WITHEE.     F.  dept  not  reported. 

Water  Supply — Src,  well,  \i  m.  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  80,000  gals.,  dim.  16  x 
28;    mat,   stl.;    1    pump,    eng.,    cap.   day   144,000 

fis.;  mains,  c  L,  1  m.,  4  to  8  in. 'dia.;  11  hyd.; 
v.;  pipe,  galv.  L;  pres.,  dom.  45  lbs.;  cons,  day, 
5,000  gals.;  cost,  $10,000;  cost  mtce.,  $500;  wks. 
owned  by  city. 

WITTENBERG,  p.  1,000;  f.  area,  60  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwks.  ft  combt 
opd.;  causes  of  f.  inv.  F.  dept. — 4  c.  hand  ex.,  1 
h.  &  1.  trk.,  1  hand  pump,  2  hose  car.;  hose,  cot, 
rub.  i;ned,  gd.,  1,200  ft;  inf.,  400  ft;  tot  hose, 
1,600  ft.;  f.  al.,  bell;  val.  equip.,  $2,000;  \al. 
bld<7«.,  ^1,000;  exp.  dept,  $200;  tot  mem.,  23  vol. 
"^    No  waterwka. 

WONEWOG,  p.  780;  bldga.,  bk.  F.  dept— 6 
c  hand  ex.,  2  hose  carts,  1  h.  ft  1.  trk.;  hose,  1,000 
ft.;  t  aL,  bell;  tot  mem.,  80  vol. 

Water  Supply — Src,  well,  %  m.  bus.  cent;  sys., 
pump  to  res.;  res.  cap.,  100,000  gals.;  1  pump, 
eng*..  cap.  468,000  gals.;  mains,  iron,  2%  m.,  4 
to   8   in.   dia.;    21   hyd.;   wks.   owned  by   city. 

Places  with  a  population  of  1,000  or  more  having 
no  organised  fire  dept — ^Addison,  Alder,  Ashippum, 
Bloom,  Brookfleld,  Brussels,  Bums,  Carlton,  Centre, 
Oenterville,  Clamo,  Clifton,  Greenfield  Hall.  Har- 
mony, Henrietta.  Hermon,  Hull,  Lake  Nehagemain, 
Leeds,  Lima,  Lisbon,  Lincoln,  Meanon,  Moscow, 
Oakland,  Rutland,  Sevastopool,  Shelby,  Sterling. 

Places  with  a  population  of  1,000  or  more  not 
reported. — ^Albion,  Arena,  Brothertown,  Buena  Vista, 
Burnett,  Burke,  Byron,  Caledonia,  Gato,  Clayton, 
Concord,  Cooperstown,  Dale,  Eagle  Point  East  Troy, 
Eau  Galle.  Eden,  Eldorado,  Ellsworth,  Fulton,  Genoa, 
Oniman,  Hawthorne,  Hebron,  Holland,  Honey  Creek, 
Ironton,  Lamartine,  Lebanon,  Leroy,  Linden,  Lyons, 
Manchester,  Magnolia,  Maiden  Rock,  Mason,  Mel- 
rose, MiflBn.  Muskego,  Nelson,  New  Berlin,  New 
Diggins,  Oak  Gcove.  Odanah,  Prairie  Farm,  Pen- 
sanke^  Red  Cedar,  Rhine,  Royalton,  Rudolph,  Rubi- 
con, Seneca,  Somerset  Somers,  Spring  Pk«irie, 
Summit,  Tsycheedah,  Trempeleau,  Trimbelle,  Vernon, 
Wayne,  WoodviUe,  Win^eater,  Windsor,  WioU, 
WyaccBa. 
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ATLANTIC  CITY,  p.   235.     No  org.  f.  dept. 

Water  Supply — Src,  gpr.;  iys.,  gr«v.;  mains,  \k 
m.,  l\^  in.  dia.;  4  hyd. ;  4  v.;  pres.,  f.  80  lbs.; 
cost,   $1,000;   wks.   owned   by   Co. 

BUFFALO,  p.  1.368;  f.  area,  960  a.;  mere, 
bldgs.,  bk.  &  atn.,  1  to  2  stor. :  priv.,  wd.  k  bk.. 
1  to  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
A  c«)mbt.  ord.;  causes  of  f.  inv.  F.  dept — 2  c. 
hand  ex.,  1  h.  &  1.  trk.,  3  hose  carts;  hose,  cot., 
nib.  lined,  gd.,  1,500  ft.;  f.  al.,  Gamewell;  vaL 
equip.,  $2,000;  val.  bldgs.,  $8,000:  exp.  dept., 
$100;  tot.  mem.,  50  vol. 

Wster  Supply — Src.  crepk.  S  m.  bus.  cent,; 
sys.,  grav. ;  stdp.  cap.,  32.000  gals.;  pump,  eng., 
cap.  da>'  8641,000  gala.;  mains,  8  m..  4  to  8  in. 
dia.;  45  hyd.;  39  v.;  3S.)  sorv. ;  pres.,  dom.  80 
lbs.,  f.  170  lbs.:  cost,  $10J,000;  co.st  mtce.,  $300; 
-wks.   owned   by   city. 

CASPEA,  p.  2,689;  bldgs.,  wd.  ft  bk.  F.  dept 
— 1  h.  k  I.  trk.,  2  hose  car.,  1  auto.  comb.  c. 
ft  h.  trk.;  hose,  oot,  rub.  lined.  g±,  1,900  ft; 
f.  al.,  telp.  sys.;  tot.  mem.,  82  voL,  1  pd.  man. 

Water  Supply — Src,  mountain  spr.,  7  m.  bus. 
•cent:  ays.,  grav.;  mains,  c  L  ft  etl.,  21  m.,  4  to  8 
in.  dia.;  54  hyd.;  600  met;  660  senr.;  pipe,  galv. 
L;  pres.,  dom.  86  lbs.,  f.  100  to  400  Ibe.;  com.  day, 
200,000  gals.;  cost,  $60,000;  wks.  owned  by  city. 

CHEYENNE,  p.  11,320;  f.  area,  1  sq.  m.;  mere, 
bldgs.,  bk.,  Btn.  ft  wd.,  1  to  6  stor.;  prlv.,  bk., 
stn.  ft  wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm.;  fwks. 
ft  combt  ord.  F.  dept — 2  comb,  c  ft  h.  wag.,  1 
c.  eng.,  14  c.  hand  ex.,  2  auto,  hose  wag.,  1  chief's 
auto.,  1  h.  ft  1.  trk.,  1  aer.  trk.,  8  hoee  wag.,  7 
hrs.;  hose,  cot,  rub.  lined,  gd.,  7,950  ft;  f.  aL, 
Gamewell,  86  bx.;  val.  equip.,  $15,000;  val.  bldgs., 
$20,000;  exp.  dept,  $22,780;  tot  mem.  17,  pd. 
full  time. 

Water  Supply — Src,  creek,  28  m.  bus.  eent; 
qrs.,  grav.,  pump  dir.;  res.  cap.,  41,294,000,000 
gals.;  pump,  eng.,  ci^.  day  8,000,000  gala.;  mains, 
wd.,  stn.,  terra  cotta  ft  iron,  68  m.,  4  to  80  in. 
dia.;  275  hyd.;  868  ▼.;  met,  8:  2,000  senr.;  pipe, 
lead;  pres.,  dom.  90  to  120  lbs.,  f.  90  to  120 
lbs.;  cons,  day,  8,600,000  gals.;  cost,  $1,560,000; 
wks.  owned  by  city. 

CROSBY,  p.  200;  f.  area,  40  a.;  mere,  bldgs., 
wd.,  1  stor.;  priv.,  wd.,  1  stor.;  wd.  rfs.  perm,  in 
f.  area.;  no  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept — 1  hose  car.,  12  c.  hand  ex.;  hose,  oot, 
rub.  lined,  gd.,  2,000  ft;  rub.,  gd.,  500  ft;  inf., 
200  ft;  tot  hose,  2,700  ft;  f.  aL,  wh.;  vaL 
equip.,   $2,000;   TaL    bldgs.,    $200;   toL 

Water  Supply — Src,  Big  Horn  rW..  2  m.  bus. 
cent;  eys.,  pump  to  res.;  res.  cap.,  70,000  gals.; 
1  pump,  eng.,  class  elec,  cap.  dsy  200,000  gals.; 
mains,  2  m.,  4  to  5  in.  dia.;  12  hyd.;  10  v.:  45 
serv.;  pipe,  stL;  pres.,  dom.  40  lbs.,  f.  60  lbs.; 
cons,  day,  16,000  gals.;  cost,  $10,000;  wks.  o^ned 
by    Co. 

DOUGLAS,  p.  2,200;  f.  area,  820  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  prir.,  bk.  ft  wd., 
1  to  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept — Ladders, 
hooks.  500  c  hand  ex.,  2  hose  car.;  hose,  oot, 
rub.  lined,  gd..  1,200  ft;  f.  aL,  bell  ft  wh.;  vaL 
eauip.,  $1,500;  vaL  bldgs.,  $8,000;  tot  mem.  7, 
pa.  part  time. 

Water  Supply — Src,  riv.,  ^  m.  bus.  cent;  sys., 
pump  to  res.;  res.  c«p.,  680,000  gala.;  pump,  eng., 
cap.  ddy  1,000,000  ffals.;  mains,  c  L,  7  m.,  4 
to  12  in.  dia.;  56  hyd.;  800  serv.;  pipe,  iron; 
pres.,  dom.  ft  f.,  75  lbs.;  cost,  $40,000;  cost  mtce., 
$5,400;  wks.  owned  by  city. 

EVANSTON,  p.  2,588;  f.  area,  240  a.;  mere 
bldgs.,  bk.  ft  stn.,  2  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  causes  of 
f.  inv.  r.  dept — 1  hand  eng.,  16  c.  hand  ex., 
1  h.  ft  L  trk.,  1  hose  sleigh,  with  1,100  ft  hose. 


4  hose  car.;  hose,  cot,  mo.  lined,  gd.,  1,700  ft; 

Sd.,  600  ft;  tot  hose.  2,800  ft;  f.  al..  Via* 
[fg.    Co.,    17    bx.;    val.    equip.,   $4,500;   vaL 


bldgs.,  $2,400;  exp.  dept,  $1,000;  tot  mem.,  74 
vol. 

Water  Supply— Src,  riv..  M,  m.  bus.  eent;  vys., 
pomp  to  res.;  2  res.,  cap.  2,170,000  gals.;  1  pomp. 


eng.,  class  centrif.,  cap.  day,  1,000,000  gals. ;  nnaiBS, 
kalamein,  8  m.,  4  to  12  In.  dia.;  62  hyd.;  11  v.; 
met;  880  serv.;  pipe,  galv.  i.;  pres.,  dom.  ft  f.  Sa 
lbs.;  cost,  $41,000;  cost  mtce.,  $4,664;  wfck  owned 
by  town. 

FORT    RUSSELL,    p.     1,000;    1    area,     60    a.; 

mere  bldgs.,  bk.,  1  ft  2  stor.;  priv.,  bk.,  2  ator.; 
wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F. 
dept. — 1  h.  ft  L  trk.,  4  hose  car.;  hose,  cot.,  rub. 
lined,  gd..  1,500  ft;  rub.,  gd.,  200  ft;  inf.,  1.000 
ft;  tot.  hose,  2,700  ft;  f.  al.,  bugle;  vaL  equip., 
$1,000;   val.   bldgs.,   $400;   tot   mem.,    489   voL 

Water  Supply — Src,  wella,  2^  m.  bus^  cent; 
sys.,  grav.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  80.- 
000,000  gals.;  dim.,  26  x  22;  mat,  stL  plate;  res. 
cap.,  258,000  gals.;  2  pump,  eng.,  class  dup.,  capi 
day  150,000  gala.;  mains,  c  L,  20  m.,  4  to  10  in. 
dia.;  87  hyd.;  12  v.;  pres.,  dom.  85  to  93  lbs.; 
cons,  day,  100,000  gala.;  wks.  owned  by  U.  S.  Gov. 

GILLETTE,  p.  448;  f.  area.  160  a.;  mere  bldgs.. 
bk.,  stn.  ft  wd.,  1  to  3  stor. ;  priv.,  bk.,  stn.  ft  wcL,  1 
ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  h.  ft  L  trie,  S 
hose  reels:  hose,  cot,  rub.  lined,  gd.,  1.500  ft: 
f.  aL,  bell;  vaL  equip.,  $1,200;  vaL  bldga.,  $1,- 
000;   exp.    dept,    $1,500. 

Water  Supply-— Src,  well.  1  m.  bua.  cent;  eys., 
pump.;  1  pump,  eng.,  cap.  day  80,000  gala.;  maina. 
6  m.,  4  to  6  in.  dia.;  24  hyd.;  cost,  $20,000: 
cost  mtce.,  $1,500;  wks.  owned  by  city. 

KEMMERER,  p.  848;  f.  area,  400  a.;  mere 
bldgs..  wd.,  1  to  8  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  combt  ord.;  causes  of 
f.  inv.  F.  dept — 80  c  hand  ex.,  1  b.  ft  L  trit, 
1  hose  wag.,  2  hose  carts;  hose,  cot.,  rub.  lined, 
gd.,  1,800  ft;  f.  aL,  bell;  vaL  equip.,  $8,560;  vaL 
bldgs.,  $1,500;  exp.  dept,  $500;  tot  mem.,  26 
vol. 

Watar  Supply — Sra,  riv.,  2,200  ft  biH.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  200,000  gala.;  res. 
cap.,  76,000  gala.;  2  pump,  mg^  dasa  dup.,  oooab. 
cap.  day  1,600,000  gals.;  maina,  a  L,  2  m.,  4  to 
8  in.  dia.;  9  hyd.;  prea.,  dom.  06  Uw.,  f.  85  Iba.; 
cons,  day,  500,000  gala.;  cost,  $26,000;  eoat 
mtce.,  $8,000;  wka.  owned  by  Ca 

LARAMIE,  p.  8,287;  1  area,  640  a.;  mere, 
bldgs.,  stn.  ft  bk.,  1  to  4  stor.;  priv.,  stn.,  bk.  ft 
wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm.  In  L  area.;  fwka. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept. — S 
str.,  1  h.  ft  L  trk.,  1  comb,  c  ft  h.  wag:,  8  boM 
carts,  6  hrs.;  hose,  cot,  rub.  lined,  2,700  ft.;  i. 
aL.  Gamewell,  8  bx.;  vaL  equip.,  $10,000;  vaL 
bldgs.,  $17,000;  exp.  dept,  $4,825;  tot  mesa.  S. 
pd.  full  time. 

Water  Supply — Src,  spr..  2^  m.  bus.  cent.; 
sys.,  grav.;  spr.,  cap.  1,800,000  gals.;  res.  enn., 
1,450,000  gala.;  1  pump,  eng.,  oap.  dajr,  1,152,000 

fals.;  mains,  c  L,  14  m.,  4  to  14  in.  dia.:  60  feyd.; 
,200  serv.;  pres..  dom.  86  Um.,  f.  100  Iba.;  oooa. 
day,  1,000,000  gals.;  wka.  owned  by  U.  Paetfle  R.  R. 
ft  city. 

MANVILLE,  p.  850;  f.  area.  100  a.  F.  dept. — ^1 
hose  cart;  hose,  cot.  rub.  lined,  gd..  600  ft:  L  aL, 
bell:  vaL  equip.,  $500;  vaL  bldga.,  0500;  vdL 

Water  Supply— Src,  weU,  1  m.  boa.  cent; 


grav.;  1  pump,  eng.,  cap.  day,  144,000  gala.; 

1)6  m.;  17  nyd.;  17  v.;  So  serv.;  prea..  does.  *  L 

40  lbs.;  cost,  $20,000;  cost  mtce.,  $600;  wka. 
owned  by  city. 

NEW  CASTLE,  p.  975;  f.  area,   180  a.;  aacrc 

bldgs.,  bk.,  2  stor.;  priv.,  wd.,  2  stor.;  wd.  rffe.  not 
perm.;  fwks.  ft  combt  ord.;  cauaea  of  f.  inv.  F. 
dept — 1  h.  ft  L  trk..  2  hose  car.;  boae,  cot,  rub. 
lined,  gd..  500  ft.;  rub.,  gd.,  1,000  ft;  tot  boM. 
1,500  ft;  val.  equip..  $8,500;  vaL  bldca.,  $10,- 
000;  exp.  dept,  $1,500;  tot  mem.,  60  voL;  undxs. 
rating,  fourth  class. 

Water  Supply — ^Src.  spr.,  15  u.  boa.  cent;  aiys., 
grav.;  rea.  cap.,  8,750,000  gsla.;  maina,  aO.  ft 
iron,  20  m..  6  in.  dia.;  11  hyd.;  6  v.;  10  OMit; 
pipe,  c  L;  prea.,  dom.  110  Iba^  f.  110  Iba.;  eoat 
mtce.,  $2,000;  wks.  owned  by  Co. 

PINE  BLUFF,  p.  246.  F.  dept. — 1  bOM  ewt. 
2   nozzles;  hose,   oot,  nib.  lined,  gd.,  500   It. 
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Water  Supply — Src.»  underflow  near  bua.  cent; 
■ys.,  pump  to  Btdp.;  stdp.  cap.,  60,000  gala.;  dim., 
18  z  28;  mat.,  atL;  1  pump,  eng.,  cap.  day  <1S,000 

{ala.;  maina,  2  m.,  4  to  0  in.  dia.;  mat,  c.  L:  10 
yd.;   6  v.;   met,   28:  pipe,  galT.   L;  prei.,   aom. 
70  to  80  Ibt.,  f.  80  lbs.;  wka.  owned  by  city. 

RAWLINS,  p.  4,266;  f.  area,  80  a.:  mere  bldga., 
stn.  ft  bk.,  1  ft  2  ator.;  priv.,  ba.  ft  wd.,  1  ator.;  wd. 
rfs.  perm,  in  f.  area;  fwka.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept — 20  c.  hand  ex.,  1  h.  ft  1.  trk., 
2  hose  car.,  6  hrs.;  hose,  cot,  rub.  lined,  gd., 
1!,500  ft;  rub.,  gd.,  800  ft;  inf.,  800  ft;  tot 
hose,  3,800  ft;  f.  al.,  wh.;  val.  equip.,  $4,000; 
val.  bldgs.,  $2,000;  exp.  dept,  $500;  tot  mem., 
100   vol. 

Water  Supply— 'Src,  wells,  1  m.  bus.  cent.;  sys., 
pump  to  res.;  res.  cap.,  500,000  gals.;  2  pump, 
eng.,  cap.  day  600,000  gals.;  mains,  c.  i.  ft  stl., 
3%  m.,  4  to  10  in.  dia.;  70  hyd.;  30  v.;  900  serv.; 
pipe,  galv.  i.;  pres.,  dom.  65  lbs.,  f.  126  lbs.; 
cons,  day,  300,000  gals.;  cost,  $76,000;  cost  mtce., 
$5,000;  wks.  owned  by  city. 

ROCK  SPRINGS,  p.  6,778;  mere,  bldgs..  bk.  ft 
wd.,  1  ft  2  stor.;  priv..  wd.,  1  ft  2  stor.;  wd.  rfs. 
not  perm.;  fwka.  ft  combt.  ord.  F.  dept. — 1  c. 
eng.,  25  c.  hand  ex.,  2  hose  car.;  hose,  cot,  rub. 
lined,  gd.,  1,500  ft;  rub.,  gd.,  500  ft;  tot  hose, 
2,000  ft;  f.  al.,  Qamewell,  12  bx.;  Tal.  bldgs.,  $80,- 
000;  exp.  dept,  $2,000;  tot.  mem.,  11  vol. 

Water  Supply — Src,  riv.,  17  m.  bus.  cent;  ays., 
pump  to  res.  ft  dir.;  res.  cap.,  2,000,000  gals.;  2 
pump,  eng.,  cap.  day  2,000.000  gals.;  mains,  c.  i., 
40  m.,  4  to  8  in.  dia.;  55  hyd.;  112  v.;  730  met; 
760  serv.;  prea.,  dom.  60  to  66  lbs.,  f.  75  to  90 
lbs.;  wks.  owned  by  Oreen  River  Water  Wks.  Co. 

SARATOGA,  p.  667;  mere,  bldgs.,  bk.  ft  wd., 
1  to  3  stor.;  priv.,  bk.,  atn.  ft  wd.,  1  ft  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.;  cauaea 
of  f.  inv.  F.  dept — 1  c.  eng.,  1  hand  pump  on 
trk.:  hose,  linen,  gd.,  600  ft;  f.  aL,  bell;  vaL 
4>i|uip.,   $350;   voL 


Water   Supply — ^Not   reported. 

Kv®^^'!'°\'*'«Pv?:*®®'  '•  »''«*•  80  a.;  bldgs., 
bk.  ft  stn.,  1,  2  ft  8  stor.;  wd.  rfs.  not  perm,  out- 
side  of  f.  area.  F.  dept~l  c  eng.,  2  c.  hand 
ex.,   8  hrs.;   hose,   cot,   rub.   lined,   gd.,   2,S00   ft.; 

iiA/in^®"  *  ^J^'  ^*J-  «<J">Pm  $2,500;  val.  blilgs., 
$10,000;  exp.  dept,  $2,400;  tot.  mem.  82,  pd.  full 
time  2. 

#  ^atar  Supply— Grav.  aye.;  prea.,  dom.  90  lbs., 
8460  000  ***'   *"*•    ^^*         construction   cost 

SUNDANCE,  p  281;  f.  area,  15  sq.  blocks; 
mere,  bldgs.,  wd.  ft  bk.,  1  stor.;  priv.,  wd.,  1  stor. 

wd.    rfs.    perm.;   fwks.   ft  combt.   ord.      F.   dept 2 

hose  wag.;  hose,  cot,  rub.  lined,  gd.,  1.000  ft*.:  f. 
aL,  triangle;  val.  equip.,  $1,000;  vaL  bldga.,  is,- 
000;  tot  mem.,  26  voL 

Water  Supply-^Src,  spr.,  2  m.  bus.  cent;  sjs., 
gray.;  res.  cap.,  8,000  bblc.;  pump.  eng..  cap.  day 
75,000  gals.;  mains.  5  m.,  2  to  6  in.  dia.;  8  hyd.; 

Jc  I?lf«-'  P^^'  *^°?-  *  ^•'  *^  '^-J  cons.  dav. 
25,000  gals.;  cost,  $15,000;  cost  mtce.,  $500;  wks. 
owned    by    city. 

THERMOPOLIS,  p.  1,624;  f.  area,  9  blocks;  wd. 
ria.  not  perm,  m  f.  area;  fwks.  &  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 2  hose  reela;  hose,  cot., 
rub.  lined,  gd.,  1,500  ft;  val.  equip.,  $300;  val. 
bldgs.,  $350;  exp.  dept,  $25;  tot.  mem.,  20  vol. 

Water  Supply — Src,  Big  Horn  riv.,  1  m.  bua. 
cent;  sys.,  pump,  to  stdp.;  cap.  85,000  gals.;  res. 
cap.,  85.000  gals.;  2  pump.  eng..  stm.  ft  elec,  cap 
day  180,000  gals.;  mains,  wd.  ft  c.  L,  6  m.,  4  to 
6  in.  dia.:  24  hyd.;  2%  v.;  cost  $50,000;  coat 
mtce.,  $1,200;  wka.  owned  by  city. 

Places  with  a  population  of  1.000  or  more  hav- 
ing   no   organised   fire   dept — Lowell. 
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ACME,  p.   250;   f.  area,   160  a.     F.  dept. — 1  c. 
eng. ;    tot.    mem.,   6   voL 
Water  Supply — Src,  welk. 

BANFF,  p.  000;  f.  area,  280  a.;  mere,  bldgi., 
frame,  1  &  2  stor. ;  priv.,  frame,  1  ft  2  stor.;  wd. 
rfa.  perm,  in  f.  area.  F.  dept. — Bucketa,  pails, 
hand  ex.,  2  hoae  reels;  voL 

Water  Supply — Src,  crk.,  10  m.,  bua.  cent.; 
ays.,  grav.;  stdp.  cap.,  200,000  gals.;  res.  cap., 
1,000,000  gals.;  mains,  24  m.,  10  to  20  in. 
dia.;  61  hyd.;  12  met;  pires.,  f.,  100  lbs.;  wks. 
owned  by  city. 

BANKHEAD,  p.  800;  f.  area,  280  a.;  mere. 
bldgB.,  frame,  1  ft  2  stor.;  priv.,  frame,  1  ft  2 
stor.  F.  dept.— -Buckets,  pails,  4  hose  reels.;  hose, 
8,600  ft;  voL 

Water  Supply — Src,  creek,  near  bus.  cent;  sys., 
pump;  res.  cap.,  16.000  gala.;  1  pump,  eng.,  cUm 
dup.;  pres.,  f.  110  lbs. 

BASSiAiNO,  p.  2,000 ;  f.  adrea,  800  «.  F.  dept — 
1  gas.  eng.,  1  c  eng.,  2,000  ft  hose;  tot.  mem., 
13  VOL 

Water  Supply — Src,  riv.;  pump,  eng.,  cap.  day, 
482,000  gats.;  pres.,   65  lbs. 

BLAilRMORE,  p.  '2,600 ;  f.  area,  «520  a.  F.  dept 
— ^ladders,  2  boee  reels,  1,800  ft.  hose;  toC  mem., 
2S.  2  pd.  men,  vol.   20. 

Water  Supply — 3rc.,  creek;  ey«.,  grav.;  pres., 
85  lbs. 

BLAVIMON,  p.  2,600;  1  area,  280  a.;  mere, 
bldgs.,  frame,  1  ft  2  ator.;  priv.,  frame,  1  ft  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt  ord.: 
causes  of  f.  inv.  F.  dept. — 1  c.  eng.,  1  hand 
ene.,  2  hose  reels;  hose,  gd.,  600  ft;  f.  al., 
beu;  vaL,  equip.,  $1,000;  eip.  dept,  $1,000;  toL 

Water  Supply — Src.,  riv.,  2%  m.  bus.  cent; 
sys.,  grav.;  2  pump,  eng.;  mains,  c.  i,  2  m.,  6  to 
12  in.  dia.;  20  hyd.;  pres.,  dom.  00  lbs.,  f.  00 
lbs.;   cost  $40,000;  wks.   owned  by   city. 

BROOKS,  1).  700;  f.  area,  160  a.  F.  dept. — 
1  c.  eng.,  ladders,  hose;  tot.  nievn.,  6  vol. 

Water   Supply — Src,   wells. 

CALQARY,  p.  48,704;  f.  area,  43  aq.  m.;  mere, 
bldgs.,  stn.  ft  bk.,  1  to  10  stor.;  priv.,  stn.,  bk. 
ft  wd.,  1  to  3  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 8  auto, 
pump,  eng.,  1  auto.  c.  eng.,  2  auto.  comb.  c.  ft  h. 
wag.,  1  auto.  h.  ft  1.  trk.,  1  auto.  aer.  trk.,  8 
auto,  hose  wag.,  2  str.,  2  c  eng.,  14  c.  hand  ex., 
1  h.  ft  1.  trk.,  5  hose  wag.,  1  comb.  c.  ft  h.  wag., 
1  aer.  trk.,  21  hn.;  liose,  cot,  rub.  lined,  go., 
18.000  ft.;  f.  al.,  Gamewell,  140  bx.;  val.  equip., 
$178,264;  vaL  bldgs.,  $1^5,600;  tot  mem.,  02, 
pd.   full  time. 

Water  Supply — Src.,  Elbow  ft  Bow  Rivs.,  16  m. 
ft  2  m.  bus.  cent.;  sys.,  grav.  ft  pump  dir.;  stdp. 
cap.,  100,000  gals.;  dim.,  4<8  x  40;  mat,  stl.; 
res.  cap.,  16,000,000  gals.;  6  pump,  eng.,  class 
dup.,  cap.  day,  25,000,000  gals.;  mains,  c.  i.,  179 
m.,  4  to  24  in.  dia.;  600  hyd.;  1,500  v.;  met.,  200; 
12,200  serv.;  pipe,  galv.  i.;  pres.,  dom.  &0  lbs., 
f.  120  to  140  lbs.;  cost,  $3,164,000;  cost  mtce., 
$426,056;  wks.  owned  by  city. 

CAMROSE,  p.  1,500;  f.  area,  2,240  a.;  mere, 
bldgs.,  bk.  ft  frame,  1  to  8  ator.;  priv.,  frame,  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  gas  eng.,  80 
c.  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  reels;  f.  aL, 
telp.;  hose,  gd.,  2,000  ft 

Water  Supply — Src,  wells,  in  bus.  cent;  sys.. 
pump  dir.;  mains,  wd.,  6  m.,  6  to  8  in.  dia.;  40 
hyd.;   cost,   $60,000;  wks.  owned  by  city. 

CARDSTON.  p.   1,600. 

Water  Supply — Src,  creek,  ^  m.  bus.  oent.; 
sys.,  pump  dir.;  1  pump,  eng.,  daas,  dup.;  pres., 
f.  66  lbs. 


CARSTAIRS,  p.  400;  f.  area,  50  a.  F.  dept. — 2 
chemicals,  ladders,  500  ft  boee;  tot.  mem.,  100 
voL 

Water  Supply — Src,  2  cisterns,  cap.  8O.OO.1 
gals.,  in  bus.  cent. 

OASTOR,  p.   1,600;   f.  area,   560  a.     F.  depi. — 

1  c  eng.,  2  hrs. ;  1,200  ft  hose;  tot  mem.,  11 
vol. 

Water  Supply — Src,  wells. 

OHAUVIN,  p.    200;   f.  area,   640  a.      F.   dept. — 

2  diemicals,  ladder  can,  200  ft  hoee;  tot.  mem., 
12    vol. 

Water  Supply — Src,  wells. 

CLARESHOHUE.    p.    1,200;    f.    area,    640     a.; 

mtfc  bldgs.,  bk.  ft  frame,  1  to  8  stor.;  priv., 
frame,  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  xwks. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 2  c 
eng.,  25  c.  hand  ex.,  1  h.  ft  1.  trk.;  hose,  gd.,  1,- 
500  ft;  f.  aL,  telp.;  val.  equip.,  $2,000;  v«L 
bidga.,  $2,000;  tot  mem.,  16  voL 

Water  Supply — Src,  creek,  6  m.  but.  cent; 
sys.,  pump  dir.;  res.  cap.,  100,000  gals.;  1  pump, 
eng.;  mains,  wd.,  6  m.;  27  hyd.;  pres.,  dom.  40 
lbs.,  f.  80  lbs.;  cost,  $75,000;  wks.  owned  by  city. 

COOHRANE,  p.  500;  f.  adnea.  640  a.  F.  dcpu — 
2  diemicahs,  ladders,  buckets,  hose:  tot.  mem.,  20 
vol. 

Water  Supply — Src,   springs. 

COLEMAN,    p.    2,200;    f.    area,    120    a.;    mere 

bldgs.,  frame,  2  stor.;  priv.,  frame,  1  ft  2  ator.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 1  c  eng.,  1  hand  ei^., 
8  hose  reels;  hose,  gd.,  600  ft;  inf.,  500  ft.:  tot. 
hose,  1,100  ft;  vsl  equip.,  $8,000;  vaL  bides., 
$4,000;  exp.  dept,  $400;  tot  mem.,  14  voL 

Water  Supply — Src,  creek,  1^  m.  bus.  cent; 
sys.,  grav.;  res.  cap.,  1,800,000  gals.;  mains,  vd., 
2^  m.,  4  to  8  in.  dia.;  7  hyd.;  260  aerv.;  pres., 
f.  140  lbs.;  cost,  $30,000;  cost  mtoe.,  $300;  wks. 
owned  by  city. 

CORMANGAY,  p.  400;  f.  wea,  500  a.  F.  drpt. 
— 1    hose   oart.   600    ft    hose;   tot    mem.,    26    \oL 

Water  Supply — Src.  riv.;  pump  cap.  day,  «Q0.- 
000  gals.;   pres.,   75  lbs. 

OORONATHON,  p.    1,200;   f.  area,   1,760  a.      F. 
dept — 1  c.  eng.,  ladders,  100  ft  hoee. 
No  waterwka. 

DAY8LAND,  p.  600;  f.  area,  100  a.;  mere 
bldgs.,  frame,  1  ft  2  stor.;  priv.,  frame,  1  &  2 
stor.;  wd.  rfs.  perm,  in  1  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  c  eng.,  1  gae. 
eng.,  1  h.  ft  1.  trk.,  2  hose  reels.  2  hoee  wag.;  vaJ. 
equip.,  $4,100;  vaL  bldga.,  $800;  ezp.  depc, 
$200;  voL 

Water  Supply — Src,  wells,  in  bus.  eent.;  qra^, 
pump  dir.;  1  pump,  eng.;  1  c  eng.,  00  gaL 

DIDSBURY,  p.  1,000;  f.  area,  060  a.;  mere 
bldgs.,  frame,  1  ft  2  stor.;  priv.,  frame,  IH  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwas.  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept — 2  c  eng:,  16  c  hand 
ex.,  1  h.  ft  L  trk.,  1  comb,  boee  wag.;  hoee,  gd^ 
200  ft;  f.  aL,  bell;  vaL  equip.,  2,600;  vaL  bU^a., 
$600;  voL 

Water  Supply — Src,  wella. 


EDMONTON,  p.  68,888;  f.  area,  20.800  a.; 
bldgs.,  bk.,  2  to  8  stor.;  priv.,  bk.  ft  wd.,  2  ft  a 
stor.;  wd.  ris.  not  perm,  fn  f.  area;  fwka.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  str.,  6  c  cn^., 
87  c  hand  ex.,  8  h.  ft  L  trk.,  1  aer.  trk.,  1  aota 
comb,  c  ft  h.  wag.,  1  chiefs  auto.,  6  hose  va|f.. 
80  hrs.,  1  supply  wag.  ft  chief *a  boggy;  hoae,  cot^ 
rub.  lined,  gd.,  10,600  ft;  f.  al.,  GamcweU,  107 
bx.;  vaL  equip.,  $102,016;  vaL  bldgs.,  $114.1&0: 
exp.  dept,  $81,660;  tot.  mem.  66,  pd.  foQ  time: 
undrs.  rating,  first  class. 


FIRE  DEPARTMENTS  AND  WATER  SUPPLY— ALBERTA. 
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Watar  Supply — Src,  Saskatchewan  riv.,  1^  m, 
but.  cent;  ays.,  pump  to  Btdp.;  atdp.  No.  1,  cap. 
00,000  gala..  No.  2,  cap.  80,000  gals.;  mat.,  stl.; 
res.  cap.,  500,000  gals.;  9  pump,  eng.,  cap.  day 
41,000.000  gals.;  mains,  c.  i.  k  stl.,  96.71  m.,  4 
to  20  in.  dia.;  499  hyd.;  800  v.;  786  met.;  7,219 
serv.:  pipe,  lead  ft  galv.  L;  pres.,  dom.  40  lbs.,  f. 
80  lbs.;  cons,  dsy,  4,000,000  gals.;  cost,  9260,- 
820;   cost  mtce.,  $6,500;  wks.  owned  by  city. 

EXSHAW,  p.  600;  f.  area,  150  a.;  mere,  bldga., 
■tl.  k  iron,  1  ft  2  stor.;  priv.,  frame,  1  ft  2  stor. 
F.  dent. — Buckets,  ladders;  hose,  gd.,  150  ft;  toL 

Water  Supply — Src,  Tiv.,  near  ous.  cent.;  ^ys., 
grav.;  2  pump,  eng.;  16  hyd.;  pres.,  f.  100  lbs. 

FORT  SASKATCHEWAN,  p.  782;  mere,  bldgs., 
bk.,  stn.  ft  wd.,  1  to  4  stor.;  prlT.,  bk.,  stn.  ft  wd., 
1  to  8  ator.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft 
combt  ord.;  causes  of  f.  Inv.  F.  dept — 1  gasoline 
eng.,  h.  ft  I.  trk.,  6  c.  hand  ex.,  2  hose  reels;  hose, 
cot.,  rub.  lined,  gd.,  1,600  ft;  rub.,  gd.,  900  ft; 
tot  hose,  2,500  ft;  f.  al.,  bell  ft  telp.;  val  e<]uip.. 
16,000;  val.  bldgs.,  $6,000;  tot  mem.  85,  pd.  full 
time  1,  Tol.  84.  ,      ^ 

Water  Supply — Src,  riv.  ft  tk.,  260  yds.  bus. 
cent;  sys.,  pump  dir.;  9  res.,  cap.  8,000  gals, 
each,  distributed  throuf^out  the  town. 

FRANK,  p.  1,000;  f.  area,  960  a.;  mere,  bldgs., 
frame,  2  stor.;  priv.,  frame,  1  ft  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwka.  ft  combt.  ord.;  causes  of  f. 
inv.  F.  dept — 1  h.  ft  1.  trk.,  1  c  eng.,  2  hose 
reels:  hose,  gd.,  1,500  ft.;  vaL  equip.,  $1,500; 
val.  bldgs.,  $1,500:  tot  mem.,  12  vol. 

Water  Supply — Src,  riv.,  near  bus.  cent;  sys., 
pump  dir.;  mains,  wd.;  pres.,  f.  60  lbs.;  cost, 
$15,000;  wks.  owned  by  Co. 

6LEK)HEN,  p.  750;  f.  area.  250  a,;  mere 
bldgs..  frame,  2  stor.;  priv.,  frame.  1  ft  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 2  c  eng.,  5  c  hand 
ex.;  voL 

HARDISTY,  p.  600.  F.  dept— 2  c  eng.;  tot. 
mem.,    12    \^1. 

Water  Supply — Src,  wells. 

HIQH  RIVER,  p.  1,182;  f.  area,  68  a.;  mere 
bldgs.,  bk.,  stn.  ft  wd.,  2  to  S  stor.;  priv.,  bk.  ft 
wd.,  1  ft  2  stor.;  wd.  rfa.  not  perm,  in  f.  area.  F. 
dept. — '1  ga«.  eng.,  h.  ft  1.  trk.,  6  c.  hand  ex.,  1  hose 
wag.,  2  nose  reels,  2  hrs.;  hose,  rub.  lined,  gd., 
2.500  ft;  inf.,  500  ft;  tot  hose,  8,000  ft;  f.  al., 
bell;  val.  equip..  $7,000;  val.  bldgs..  $12,000; 
exp.  dept,  $800;  tot  mem.  20,  pd.  full  time  10, 
vol.   10. 

Water  Supply — Src,  well,  in  bus.  cent;  sys., 
pump  to  Btdp.;  stdp.  cap.,  180,000  gals.;  1  pump, 
eng.,  cap.  day  1,296,000  gate.;  mains,  c.  i.,  11,- 
585  ft,  6  to  10  in.  dia.;  pres.,  dom.  40  lbs.,  f. 
120  lbs.;  cost  mtce.,  $8,600;  wks.  owned  by  city. 

INNISFAIL,  p.  900;  f.  area.  800  a.;  mere  bldgs.. 
frame.  1  ft  2  stor.;  priv.,  frame,  1  ft  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks,  ft  combt.  ord.; 
causes  of  f.  inv.  F.  dept. — 1  gas.  eng.,  1  2-cyl. 
c.  eng.,  1  h.  ft  1.  trk.;  f.  al.,  bell;  val.  equip., 
$8,000;  exp.  dept,  $4,000;  tot  mem.  32,  pd. 
part  time  2,  vol.   30. 

Water  Supply — Src,  wells. 

JASPER,  p.  250;  f.  area,  46  a.  F-  «lept.---l  o. 
eng.,  2  hrs.;  val.  equip.,  $1,600;  val.  bldgs.,  $1,500. 

vol.  .  , 

Water  Supply — Src,  lake;  sys.,  grav.;  pres.,  dom-. 
40  lbs.;  cost  $22,000;  wks.  owned  by  G.  T.  P.  Ry. 

LAOOMBE.    p.    1.029.     F.    dept— Not    reported. 

Water  Supply — Src.  deep  well,  at  bus.  cent; 
gys.,  pump  to  stdp.;  stdp.  cap.,  100,000  gals.; 
dim..  12  X  20;  mat,  wd.;  2  pump,  eng.,  class 
single  acting,  cap.  day  80,000  gals.;  pres.,  f.  100 
lbs.;  wkfl.  owned  by  dty. 

LEDUC,  p.  650;  f.  area,  1,440  a.:  mere  bldg^, 
frame,  1  ft  2  stor.;  priv.,  frame,  1^»  2  ator.;  wd. 
rfa.  perm,  in  f.  area;  fwks.  ft  combt  ord-;  causes 
of  f.  inv.  F.  dept— 2  c  eng-.  1  h.  *  1-  t"-.  2 
hose  reels;  hose,  gd.,  1,200  ft.;  inf.,  1,000  Jt;  tot 
hose,  2,200  ft.;  1  al..  telp.;  val.  equip.,  $1,000; 
val.  bldgs.,  $3,500;  exp.  dept.  $900;  tot  mem. 
26,  pd.  lull  time  1,  voL   25. 

Water  Supply— Src,  wells,  1-8  m.  bus.  cent; 
sys..  pump  dir.;  res.  cap.,  1,000,000  gals.;  1  pump. 
eng. 

LETHBRIDGE,  p.  8,050;  f.  area,  6,700  a.;  mere 
bldgs.,  bk.,  stn.  ft  wd.,  2  to  5  stor.;  wd.  rfs. 
not  perm.;  causes  of  f.  inv.  F.  dept— 1  auto, 
comb,  c  ft  h.  wag.,  1  str.,  2  hose  wag.,  2  c  eng.. 


6  hand  ex.,   2  hand  pumps,   1  h.  ft  1.  trk.;  hose,- 

fd..  5,000  ft;  f.  al.,  Gamewell,  37  bx.;  val.  equip.^ 
85,000;    val.    bldgs.,    $54,000;    exp.    dept,    $81,- 
000;  tot.  mem.  18,  pd.  full  time,  16,  vol.  2. 

Water  Supply — Src,  Belly  riv.,  1^  m.  bua. 
cent;    sys.,    pump    to    stdp.;    stdp.    cap.,    688,000- 

fals.;   2  pump,  eng.,  cap.   4,282,000  gala.;  mains, 
2%  m.,  4  to  12  in.  du.;  180  hyd.;  1,500  serv.;. 
pres.,  dom.   40  lbs.,  f.  98  lbs.;  cons,  day,   1,000,- 

000  gala.;  wks.  owned  by  city. 

LILLE,  p.  400;  f.  area,  100  a.;  mere  bldgs.,. 
frame,  1  ft  2  stor.;  priv.,  frame,  1  ft  2  ator.;. 
wd.  rfs.  perm,  in  f.  area.     F.  dept — bucketa,  paila,. 

1  hoae  reel;  hose,  gd.,   600  ft 

Water  Supply— Src,  riv.,  200  ft  bus.  cent 
LLOYOMINSTER,  p.  400;  f.  area,  640  a.:  mere 
bldgs.,  frame,  1  ft  2  stor.;  priv.,  frame,  1  ft  2  stor.; 
wd.  rfa.  perm,  in  f.  area;  fwka.  ft  combt  ord.: 
causes  of  f.  inv.  F.  dept.— 1  c  eng.,  24  c  band 
ex.,  1  aer.  trk.,  1  h.  ft  1.  trk.;  f.  al.,  telp.:  vaL 
equip.,  1,800;  val.  bldga.,  $600;  exp.  dept,  $800: 
tot.  mem.,   12  voL 

Water   Supply~-Src.,   wells,    near   bus.    cent 

LOUQHEEO,  p.  300;  f.  area.  820  a.    F.  dept. — 

2  c   eng. 

Water  Supply — Src,  wells. 

MACLEOD,  p.  1,844;  f.  area,  960  a.:  mere, 
bldgs.,  bk.  ft  stn.,  1  to  8  stor.;  priv.,  wd.,  1  to 
2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt  ord.  F.  dept. — 1  c  eng.,  1  h.  ft  1.  trk., 
2  hose  reels.  1  comb,  c  ft  h.  wag.;  hose,  cot, 
rub.  lined,  gd.,  2,500  ft;  rub.,  gd.,  100  ft;  tot 
hose,  2,600  ft;  f.  al.,  telp.;  val.  equip.,  $8,700; 
val.  bldgs.,  $2,500;  exp.  dept,  $4,000;  tot  mem. 
17.  pd.  full  time  1,  vol.  16. 

Water  Supply — Src,  riv.;  sys.,  pump  dir.;  res. 
cap.,    125,000    gals.;    2    pump,    eng.,    cap.    1,100,* 

000  gals,  each;  mains,  c  i.,  8  m.,  4  to  8  in.  dia.; 
58  hyd.;  500  serv.;  pres.,  dom.  50  lbs.,  f.  100 
H>s.;  cons,  day,  450,000  gals.;  cost,  $120,000; 
wks.  owned  by  city. 

MAG^ATH,  p.  1,500;  f.  area,  500  a.;  mere 
bldgs.,  frame.  1  ft  2  stor.:  priv.,  frame,  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area.  F.  dept-— Id 
c  hand  ex.;  f.  aL,  bell. 

Water  Supply — Src.  wells. 

MEDICINE  HAT,  p.  5,608;  f.  area,  4,000;  a.^ 
mere  blgda.,  bk.,   1   to  6   stor. ;  priv.,  wd.  ft  bk.^ 

1  to  8  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.^ 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 1 
comb,  c  ft  ladder  wag.,  1  auto.  comb.  pump.  eng. 
ft  hose  wag.,  1   auto.  aer.  b.  ft  1.  trk.,  1  e  enff.,- 

2  hoae  carts,  8  hrs.;  hose,  cot,  rub.  lined,  ffd., 
4,500  ft;  f.  aL,  elee,  18  bx.;  val.  equip..  $50,- 
000;  val.  bldgs.,  $25,000;  exp.  dept,  $25,000;: 
tot  mem.  80,  pd.  full  time  10,  20  vol. 

Wattr  Supply— 4re,  Saakatchewan  riv.,  ^  m.. 
bua.  cent;  ays.,  dir.  ft  pump  to  stdp.;  stdp.  cap.,. 
500,000  gala.;  dim.,  85  x  75;  mat,  stl.;  8  pump, 
eng.,  cap.  day  1,726,000  gals.;  mains,  wd.  ft  iron, 
24  m..  4  to  10  in.  dia.;  195  hyd.;  2,000  serv.; 
pipe,  wd.  ft  iron;  prea.,  dom.  30  to  70  lbs.,  f.  50 
to  90  lbs.;  cons,  day,  850,000  gala.;  coat,  $216,- 
650;  cost  mtce.,  $28,700;  wks.  owned  by  city. 

MORINVILLE,  p.  600;  f.  area,  200  a.;  mere 
bldgs.,  frame,  1  ft  2  stor.;  priv.,  frame,  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area.  F.  dept. — 2  c 
eng.,  60  nds.;  voL 

Water  Supply — Src,  wella. 

(MORSE,   p.    900;    f.   area,    400    a.      F.    dept. — 
1  gas.  ene.,  hrs.,  1,500  ft  hose;  tot.  mem..  15  vol. 
Water  Supply — Src,  wells. 

NANTON,  p.  571;  f.  area,  920  a.;  mere  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  upriv.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  e  eng.,  80  e 
hand  ex..  1  hand  eng.,  1  hose  wag.;  hose,  cot, 
rub.  lined,  gd..  1,000  ft;  val.  equip.,  $2,000; 
vaL  bldgs.,  $1,500;  tot  mem.,   18  vol. 

Water  Supply — Src,  wells. 

OKOTOKS,  p.  576;  f.  area.  820  a.;  mere  bldgs., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 2  c  eng.,  10  e 
hand  ex.,  ladders,  buckets;  val.  equip.,  $1,200;  voL 

No  waterwks. 

OLDS,  p.  1,100;  f.  area,  800  a.;  mere  bldga., 
bk.  ft  wd.,  2  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ft  combt.  ord.;  causes 
of   f.   inv.     F.   dept. — 1   e   eng.,   6   c  hand  ex.,   2: 
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hose  reels,  2  hrs.,  ladders;  f.  al.,  bell;  val.  equip., 
f2,000;  val.  bldrs..  $8,000;  exp.  dept.,  $400;  tot. 
mem.  160,  pd.  full  time  2,  pd.  part  time  i,  vol. 
160. 

PINCHER    CREEK,   p.    1.027;    f.    area,    %    m.; 

mere,  bldga.,  bk.,  atn.  k  wdL,  1  to  <  star.;  prir., 
bk.,  stn.  ft  wd.,  1  to  8  ator.;  wd.  rfs.  not  perm, 
in  f.  area;  fwka.  ft  combt.  ord.;  causes  of  f.  inr. 
F.  dept. — 1  h.  ft  1.  trk.,  50  c  hand  ex.,  2  hose 
reels;  hose,  cot.,  rub.  lined,  gd.,  1,100  ft.;  inf., 
300  ft.;  tot.  hose,  1,400  ft.;  f.  al.,  bell;  val. 
equip.,  $2,660;  val.  bldg^..  $1,400;  exp.  dept., 
$700;  tot.  mem.  20,  pd.  part  time  S,  vol.  17. 

Wstsr  Supply — Src.,  mountain  strm.,  1  m.  bus. 
wd.,  6  m.,  2  to  8  in.  dia.;  27  byd.;  29  v.;  met.; 
860  serr.;  nipe,  wd.,  wire-bound;  pres.,  dom.  57 
Iba.,  f.  08  lbs.;  cost  mice.,  $1,000;  wks.  owned 
by  priT.  Co. 

PONOKA,  p.  600;  f.  area,  840  a.;  mere,  bldga., 
frame,  1  ft  2  ator.;  priv..  frame,  1  ft  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  fwks.  ft  oombt.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  c.  eng.,  1  h.  ft  L  trk.,  1 
hose  wag.,  1  hose  reel;  hose,  gd.,  1,000  ft;  f.  aL, 
bell;  val.  equip.,  $8,500;  tot.  mem.,  20  vol. 

Watsr  Supply — Src,  wells,  near  bus.  cent. 

PROVOST,  p.  450;  f.  area,  800  a.;  mere  bldgs., 
frame,  1  ft  2  stor.;  priv.,  frame,  1  ft  2  stor.;  wd.  rfs. 
perm,  in  f.  area.  F.  dept. — 2  c.  eng.,  20  c.  hand 
ex.,  ladders,  buckets,  1  hose  reel;  hose,  gd.,  200 
ft;   val.   equip.,  $850;  val.  bldgs.,   $600;   voL 

Water  Supply — Src.,  wells. 

RAYMOND,  p.  2,000;  f.  area,  500  a.;  mere, 
bldgs.,  frame,  1  to  3  stor.;  priv.,  frame,  1  ft  2 
stor.     F.   dept. — 1   c.  eng.,   46  gsls.;  vol. 

Water  Supply — Src.,  spr.  ft  well,  <1  m.  bus. 
cent.;  ays.,  pump  dir.;  res.  cap.,  80,000  gels.;  1 
pump,  eng.,  cap.  day,  125,000  gals.;  mains,  wd.,  8 
m.,  6  to  12  in.  dia.;  4  hyd.;  70  v.;  200  eerv.; 
pipe,  galv.  L;  pees.,  dom.  ft  f.  50  lbs.;  cons,  day, 
100,000  gsls.;  cost,  $40,000;  cost  mtce.,  $2,400; 
wks.  owned  by  dty. 

RED  DEER,  p.  2,118;  f.  area,  800  t.;  mere. 
bldgs.,  wd.  ft  bk.,  1  to  3  stor.;  priv.,  wd.  ft  bk., 
1  to  8  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
ft  combt  ord.;  causes  of  l.  inv.  F.  dept — 1  c. 
eng.,  12  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wag.,  2 
hose  car.,  4  hrs. ;  hose,  cot.,  rub.  lined,  gd.,  2,000 
ft;  rub.,  gd.,  100  ft;  inf.,  150  ft;  tot  hose<  2,2:50 
ft;  f.  aV,  wh.,  bell  ft  telp.;  vaL  equip.,  ^5,600; 
vaL  bldgs.,  $5,000;  exp.  dept.,  $4,616;  tot.  mem., 
27,  pd.  full  time  3,  vol.  124;  undrs.  rating,  second 

Water  Supply — Src,  Red  Deer  riv..  1  m.  bus. 
cent;  sys.,  dir.  pres.;  res.  cap.,  unlimited;  2  pump. 
«ng.,  class  dup.,  cap.  day  2,000,000  gals.;  mains, 
4  m.,  8  to  10  in.  dia.;  mat,  iron  ft  wd.;  36  hyd.; 
100  v.;  met,  8;  80>5  serv.;  pipe,  galv.  L;  pres., 
dom.  85  lbs.,  f.  120  lbs.;  cost,  $94,889;  ooet 
mtce.,  $8,264;  wks.  owned  by  city. 

ST.  At.fiERT,  p.  900;  f.  area,  1,280  a.;  mere 
bldgs.,  frame,  8  stor.;  priv.,  frame,  1  ft  S  stor.; 
wd.  rfs.  perm,  in  f.  area.  F.  dept — 2  c  eng., 
10  c  hand  ex.,  1  h.  ft  L  trk.,  1  hose  wag.;  hose, 
cd.,  800  ft;  f.  al.,  bell;  val.  equip.,  $1,000;  vaL 
bldgs..  $800;  tot  mem.,  10  voL 

Water  Supply— Src,  riv.  ft  wells. 

SEDQEWICK,  p.  800;  1  area,  50  a.;  mere 
bldgs.,  frame,  1  ft  2  stor.;  priv.,  frame,  1  ft  2 
«tor.;  wd.  rfs.  perm,  in  f.  area.  F.  dept. — 8  e. 
«ng.,  60  gals.,  4  ladders,  buckets;  hose,  gd.,  600 
it;  val.  equip.,  $1,800;  val.  bldgs.,  $2,5u0;  exp. 
4lept,  $200;  tot  mem.,  22  vol. 

Water  Supply— Src,  well.  In  bus.  cent 

STETTLER,  p.  1,444;  t  ares,  2,400  a.;  mere 
l)ldg«.,  bk.,  stn.  ft  wd.,  1  to  8  stor.;  priv.,  bk., 
stn.  ft  wd.,  1  ft  8  stor.;  wd.  rfk.  not  perm.  In  f. 
area;  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F. 
•dept. — 1  c.  eng.,  1  h.  ft  1.  trk.,  20  c.  hand  ex., 
1  aer.  trk.,  1  gasoline  eng.,  2  hose  car.;  hose,  cot. 


rub.  lined,  gd.,  2,000  ft;  f.  al.,  bell;  vaL  equip., 
$6,825;  vaf  bldgs.,  $?,000;  exp.  dept,  $1,000; 
tot.  mem.   17,  pd.  full  time  1,  vol.   16. 

Water  Supply — Src,  wells,  M  m.  bos.  cent; 
ays.,  grav.;  stdp.  cap.,  50,000  gals.;  dim.,  19  x 
22  ft;  res.  cap.,  50,000  gals.;  1  pump,  eng., 
cap.  day  720,000  fils.;  mains,  c  L,  8,000  ft, 
6  to  10  in.  dia.;  18  hyd.;  10  v.;  10  aerv.;  ptee, 
c  L;  cons,  day,  150,000  gala.;  cost,  $82,000; 
^nkB.  owned  by  town. 

STONEY  PLAINS,  p.  600;  f.  srea,  200  a.; 
mere  bldga.,  frame,  1  ft  2  ator.;  priv.,  frame,  1  ft 
2  stor.;  wd.  rfs.  perm,  in  f.  area.  F.  dept — 20 
c.  hand  ex.,  1  c.  eng.,  1  water  wag.,  cap.  800  gals.; 
val.   equip.,   $600. 

Water  Supply— Src,  crk.  ft  well. 

STRATHCONA.     Consolidated   with    Edmonton. 

TABER,  p.  1,400;  1  area,  800  a.;  mere  bldga., 
bk.,  stn.  ft  wd.,  2  to  8  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft  combt 
ord.;  causes  of  f.  Iut.  F.  dept — 2  e  eng.,  1  hose 
wag.,  1  hand  eng.;  hose,  rub.  lined,  gd.,  1,600  ft; 
f.  al.,  bell;  vaL  equip.,  $4,600;  vaL  bldgs.,  $1,000. 

Water  Supply-^Sre,  Belly  riv.,  2  m.  bua.  cent; 
ays.,  pump  to  atdp.;  stdp.  cap.,  80,000  aala.;  dim., 
80  z  80  ft;  matv  atL;  maina,  wo.  ft  uon,  5  m., 
8  to  10  in.  dia.;  82  hyd.;  60  v.;  met,  1;  42 
aerv.:  pipe,  e  L  ft  wd.;  prea.,  dom.  82  Iba.,  f. 
75  Ids.;  cons,  day,  210,000  gals.;  cost,  $60,000; 
cost  mtce.,  $8,000;  wks.  owned  by  city. 

TOFIELD,  p.  628;  t  area,  820  a.;  mere  bldga., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.,  1%  ft  8  ator.; 
wd.  rfe  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — S  c  eng.;  hose,  cot., 
rub.  lined,  gd.,  200  ft;  rub.,  gd.,  200  ft;  tot 
hose,  400  ft;  f.  al.,  bell;  val.  equip.,  $1,000;  vaL 
bldgs.,  $8,000;  exp.  dept,  $200;  tot  mem.,  18 
vol. 

Water    Supply — Not    reported. 

VEQREVILLE,  p.  1.000;  f.  area,  860  a.;  Bocfe 
bldgs.,   frame,    1    ft    2   stor. ;   priv.^  frame,    1   ft   t 


stor.;  wd.  rfs.  perm,  in  f.  area.     F.  dept — 1 
eng.,  16  c  hand  ex.,  budcets,  ladders,  2  hoae  wag., 
hose,  gd,   2,800   ft 

Water  Supply — Src,  tk.,  in  bus.  cent;  cap., 
50,000  gals. 

VERMILLION,  p.  900;  f.  area,  1,200  a.;  mere 
bldgs.,  frame,  1  ft  2  stor.;  priT.,  frame,  1  ft  8 
stor.;  wd.  rfs.  perm,  in  f.  area.  F.  dept — 1  h. 
ft  1.  trk.,  10  c  hand  ex.,  4  hose  reels;  boee,  gd^ 
2.000  ft;  inf.,  100  ft;  tot  hose.  2,100  ft;  f. 
si.,  telp.;  val.  equip.,  $4,000;  vaL  bldgs.,  $7,000; 
exp.  dept.,  $400;  tot  mem.,  80  voL 

WETASKIWIN,  p.  2,411;  f.  area.  6.7  a.;  mtn. 
bldgs..  bk.  ft  wd.,  1  to  8  stor.;  priv..  bk.  ft  wd^ 
2  stor.;  wd.  rfs.  not  perm,  in  f.  area.;  fwka.  ft 
combt.   ord.;    causes   of   f.   inv.      F.   dept — 1    str.. 

1  hand  c.  eng.,  15  c  band  ex.,  1  h.  ft  L  trk..  I 
hose  wag.,  8  hose  reels,  1  hand  pump,  3  hra.;  hoae, 
cot,  rub.  lined,  gd.,  1,750  ft;  int.  450  ft;  tot 
hose,  2,200  ft;  f.  aL,  telp.;  vaL  equip.,  $7,500; 
val.  bldgs.,  $5,000;  exp.  dept,  $3,622;  tot  menu. 
16,  pd.  full  time  2.  vol.  1-4. 

Water  Supply — Src,  8  deep  weUa,  1,600  ft 
bua.  cent;  sva.,  pump  to  stdp.;  stdp.  cup.,  ISO.- 
000  gals.;  dim.,  28  x  24  ft.;  mat.  stL,  w<L  k 
cone;  res.  cap.,  212,000  gals.;  4  pump,  eng.. 
cap.  day,  4,320,000  gals.;  mains,  c  L.  6>4  m..  0 
to  10  in.  dia.;  51  hyd.;  64  v.;  188  met;  209 
serv.;  pipe,  lead  ft  galv.  L;  pres..  dom.  60  to  70 
lbs.,  f.  100  lbs.;  cons,  day,  120,000  gals.;  eoat. 
$118,610;  cost  mtce..  $7,287;  wks.  owned  1^ 
city. 

WAINWRIQHT,    p.    1,000;    f.    area,    1,120    a.; 

mere  bldga.,  frame,  1  to  8  ator.;  priv.,  fraiBe,  1 
ft  2  stor.;  wd.  rfs.  perm,  in  f.   area.     F.  dcpC— 

2  c  eng.,  4  c  hand  ex.,  1  h.  ft  L  trk.;  Ik 
150  ft;  vaL  equip.,  $1,500;  tot  mem.,  16 
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ALBERMI,  p.  800;  f.  area,  1,600  a.  F.  clet>t. — 
2  hose  carU,  1  h.  ft  1.  trie,  e.  hand  ex.;  hoae,  cot., 
rab.  lined,  cd.,  1,000  ft.:  f.  aL,  beU;  mL  equip., 
$1,800;  vaL  bldgs.,  $2,000;  tot.  mem.,  25,  pd. 
part  time;  undn.  rating,  fourth  daaa. 

Water  Supply— Src,  crk.,  8  m.  bus.  cent;  aye., 
grav.;  res.  cap.,  100,000  gala.;  maina,  wd.,  .5  m., 
4  to  10  in.  dia.:  18  hyd.;  8  v.;  pres.,  dom.  A  f., 
85  IbA.;  cost,  $50,000;  cost  mtce.,  $600;  wks. 
owned  by  city. 

AaHOROFT,  p.  1,000.  F.  dept.~2  hps.,  4,700 
ft.  boae;  tot.  mem.,  12  voL 

Water  Supply— 6rc.,  riv.;  lyB.,  grav. 

BURNABY,  p.  15,000;  f.  area,  27  aq.  m.  F. 
dept. — Not    reported. 

Watar  Supply— 6tc.,  mountain  str.;  aya.,  grav.; 
8  res.  ft  stdp.;  mains,  stl.,  08.62  m.;  49  l^d.;  581 
v.;  2,200  serv.;  pres.,  dom.  40  lbs.;  ooaL  $768,660; 
coat  mtce.,  $4,000;  wka.  owned  by  mwnidpamy. 

CHILLIVVACK.  p.  2,000;  f.  area,  600  a.  F. 
depL— 4  hand  ex.,  2  hand  hose  reels,  1  hose  waflr., 
1  n.  ft  1.  trk.;  hose,  8,800  ft.;  val.  equip.,  $4,000; 
Tal.  bldgs.,  $5,000;  exp.  dept,  $1,500;  tot.  mem. 
27.   pd.   part   time. 

■Water  Supply — Src,  Elk  Ork.,  9  m.  bus.  cent.; 
sys.,  graT.;  1  pump,  eng.,  cap.  day  1,640,600  gals.; 
85  hyd.;  985  serv.;  mams,  77  m.,  4  to  10  in.  dia.; 
pres.,  dom.  ft  f.,  75  Iba.;  cost,  $185,875;  cost 
mtce.,  $8,500;  wks.  owned  by  priv.  Co. 

CORBIN,  p.  800;  f.  area,  10  a.;  mere,  bldgi., 
wd.,  1  ft  2  stor.;  pnv.,  wd.,  1  stor.;  wd.  rfs.  perm, 
in  1  area;  no  fwu.  ft  combt  ord.;  causes  of  f. 
iuT.  F.  dept. — 1  hose  wag.;  hose,  cot,  rub.  lined, 
gd.,   1,850  ft;  f.   sL,  wh.:  val.   equip.,   $1,800. 

Water  Supply — Src.,  Coibin  Oretk,  1^  m.  bus. 
cent.;  sys.,  grav.;  mains,  wd.  ft  etn.,  2  V^  m.,  4  to 
10  in.  dia.;  18  hard.;  48  aerv.;  pipe,  iron;  pres., 
dom.  70  to  185  lbs.,  f.  70  to  185  Iba.;  cost  $9,- 
000;  wks.  owned  by  prlv.  Oo. 

CRANBROOK,  p.  8,090.  F.  dept — ^Not  reported. 

Water  Supply — Src.,  St  Joseph's  Creek,  2H  m. 
bus.  cent;  sys.,  grav.;  res.  cap.,  2,000,000  gala.; 
mains,  wd.;  84  hyd.;  met,  4;  pipe,  galv.  i.;  pres., 
dom.  90  lbs.,  f.  00  lbs.;  coat  mtce.,  11,000;  wks. 
owned  by  city. 

CRESTON,     F.     dept — ^Not     reported. 

Water  Supply — Src,  Ooat  Mountain,  1  m.  bus. 
cent;  sys.,  grav.;  res.  cap.,  250,000  gals.;  mains, 
wd.,  3  m.,  8  to  8  in.  die.;  8  hyd.;  80  serv.;  pipe, 

Salv.  L;  prea.,  dom.  125  to  150  lbs.,  f.  125  to  150 
)s.;  cost,  $6,000;  cost  mtce.,   $400;   wks.  owned 
by  priv.  Co. 

CUMlBERLANO,  p.  2.000;  f.  area.  40  a.  P.  dor.t. 
—S  hand  ex.,  8  hose  reela,  nozzles,  ladders,  axes, 
etc.,  1,000  ft  hose;  val.  equip.,  $2,000;  val.  bldgs., 
$1,000;   tot   mem.,   28   vol. 

Water  Supply — Src.,  lake,  in  bus.  cent.;  sys., 
dir.  pres.;  15  hyd.;  pres.,  dom.  75  lbs.,  f.  170 
lbs.;  cost.  $25,000;  wks.  owned  by  priv.  Co. 

DUNCAN,  p.  1,500.;  f.  area,  500  a.  F.  dept. — 
1  c.  eng.,  4  c.  band  ex.,  1  auto,  trk.,  1  ladder 
trk.,  8  hose  reels,  1,>500  ft.  hose;  tot  mem.,  Ii5 
vol. 

Water  Supply— Src.,  creek;  sy«.,  grav. 

EDMONDS,   p.    6,000.     F.    dept — ^Not   reported. 

Water  Supply-HSrc.,  deep  well,  1  m.  bus.  cent; 
•y*'f  grav.  ft  pump  to  stdp.;  stdp.  cap.,  18,000 
^als.;  dim.,  18  x  14  x  75;  mat,  wd.  ft  stn.:  1 
ptnnp.  eng.,  class  dup.,  cap.  day  86,000  gals.; 
maina,  wd.  ft  stn.,  8  m.,  2  to  6  in.  dia.;  60  serv.; 
pipe,  wd.  ft  stn.;  pres.,  dom.  250  lbs.,  f.  260  lbs.; 
cost  $15,000;  wks.  owned  by  municipality. 

ENDERBLEY,  p.  950;  f.  area,  640  a.;  mera 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area.  F.  dept. — 1  c. 
teng.,  1  h.  ft  1.  trk.,  2  hose  reels,  1  ex.  ladder; 
hose,  cot,  rub.  lined,  gd..  1,000  ft;  inf.,  500 
ft.;  tot.  hose,  1,500  ft;  f.  al.,  bell;  val  equip., 
$1,177;  tot.  mem.,  16  vol. 

water  Supply— Src,  Braah's  Creek,  4%  m.  bus. 
cent;  sys.,  grav.;  mains,  wd.,  5  m.,  4  to  8  in. 
dia.;  17  hyd.;  14  v.;  230  serv.;  pipe,  wd.;  pres., 
dom.  114  lbs.,  f.  150  lbs.;  cons,  day,  50,000  gals.; 
cost,  $28,071;  cost  mtce.,  $288;  wks.  owned  by 
city. 


ESQUIMALT,  p.  5,919;  Government  has  f.  equip. 
at  Navy  Yard. 

Water  Supply— «rc.,  str..  12  m.  bus.  cent;  ays.. 
grav.;  res.  cap.,  8,500,900,000  gals.;  pump,  eng.! 
cap.  day,  16,000,000  gala.;  mains,  stL,  12  m.,  80 
in.  dia.;  660  met:  660  aerv.:  prca.,  dom.  ft  f.  00 
Iba.;  oona.  day,  1.000,000  gala.;  coat.  $1,200,000: 
ooat  mtce.,  $16,000;  wka.  ownei  by  60!  ' 

FERNIE,  tf.  8,146;  f.  area,  40  a.;  mere  bldgs., 
bk.  ft  stn.,  1  to  8  stor.;  priv..  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  no  fwka.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept — 2  comb, 
c.  ft  li.  wag.,  4  c  hand  ex.,  1  hose  wag.,  7  hra,; 
hoae,  cot,  rub.  lined,  gd.,  4,500  ft;  inf.,  4,500  ft; 
tot  hose,  0,000  ft.;  f.  al.,  Gamewell,  14  bx.;  val. 
equip.,  $12,000;  vaL  bldgs..  $15,000;  exp.  dept, 
$6,000;  tot  mem.  16,  pd!  fuU  time  8,  vol  8. 

Water  Supply — Src,  Fairy  Creek,  8  m.  bus. 
cent;  sys.,  grav.;  res.  cap.  A  500,000  gala.,  B 
800,000  gala.,  cap.  of  supply  1,000  gals.  min. 
from  res.  A,  ft  in  case  of  emergency  1,000  gals, 
additional  from  res.  B  for  800  min.;  mains,  wd. 
ft  iron,  14  m.,  8  to  12  in.  dia.;  52  hyd.;   162  v.; 

^^h,^2  ^9?-"^-5  P^'  «*^^-  ^j  P«^»  <tom.  ft 
f.  86  to  116  lbs.;  cona.  day,  1,000,000  gals.: 
cost,  $118,000;  oost  mtce.,  $2,500;  wka.  owne<l  by 
city. 

FORT  GEORGE,  p.  1,500;  f.  area,  700  a.  F. 
dept— 1  hand  c  eng.,  1  hose  wag.,  100  ft  hose. 

(Water  Supply— -Src,  nv.;  pump  cap.  day,  240.- 
000  gals.;  pres.,  70  lbs.  * 

GOLDEN,  p.  600;  mere  bldga.,  wd.,  1  to  8  stor.; 
priv.,  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area.: 
cauaea  of  f.  inv.  F.  dept—l  str..  1  hoae  reel,  i 
hose  wag.,  bucketa,  000  ft  hoae;  f.  aL,  bell;  vaL 
bldgs.,  $1,000:  vol 

Water  Supply — Src,  wells. 

GRAND  FORKS,  p.  2,000;  f.  area,  1,500  a.  F. 
dept— -1  str.,  1  hoae  wag.,  1  h.  ft  L  trk.,  4  hose 
reels,  ladders,  5  hrs..  4,800  ft  hose.;  f.  aL,  bell; 
vaL    eauip..    $18,000;    vaL    bldgs.,    $8,000;    exp. 

^^Fi7*.^2>i?^0>*  ^^  ^^^  ^^t  P^  Pvt  time  ft  vol 
Water  Supply— ^c,  rlr.,  %  m.  bua.  cent;  aya.. 

Sump  to  stch).;  stdp.  cap.,  88,000  gate.,  dim.  80  x 
0,  mat  BtL;  eea.  cap.,  600,000  gala.;  2  pump, 
eng.,  cap.  day,  2,000,000  gala.;  nmina,  atL,  10 
m.,  4  to  12  in.  dia.;  60  l^d.:  60  v.;  11  met;  460 
serv.;  pipe,  galv.  i;  pres.,  dom.  104  lbs.,  f.  188 
lbs.;  cons,  day,  400,000  gala.;  coat,  $100,000;  ooat 
mtce.,  $6,760;  wks.  owned  by  dty. 

GREENWOOD,  p.  1,000;  f.  area,  820  a.  F. 
hose;  f.  al.,  Gamewell,  0  bx.;  tot.  mem.  20,  2  pd. 
men,  vol.  18. 

Water   Supply — Src,   res.;   sgrs.,   grav. 

HOSMER,  p.  1.600;  f.  area,  1%  m.;  mere 
bldgs.,  wd.,  1  to  8  stor.;  priv.,  wd.,  1  ft  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 2  hose  car.,  1  c  hand 
ex.:  hose,  cot,  rub.  lined,  gd.,  2,600  ft;  f.  al., 
bell;  val.  equip.,  $2,000;  vaL  bldgs.,  $600;  tot 
mem.,   16  voL 

Water  Supply — ^Not  reported. 

KAMLOOPS.  p.  8,772;  f.  area,  150  a.;  mere 
bldgs.,  wd.,  ft  bk.,  1)^  ft  2  stor.;  priv.,  wd.,  IH  ft 
2  stor.:  wd.  rfs.  perm.;  fwks.  ft  combt  ord.  F. 
dept — 1  auto  c  eng..  1  auto,  hoae  wag..  4  c  hand 
ex.,  1  h.  ft  L  trie,  2  hrs.;  hose,  cot,  rub.  lined, 
gd.,  4,200  ft;  c,  gd.,  500  ft;  tot  hoee,  4,700 
ft.;  f.  al.,  Gamewell.  25  bx.;  val.  eouip.  $19,500; 
vaL  bldga.,  $6,000:  exp.  d«>t.,  $4,600;  tot  mem., 
22,  pd.  full  tune  8,  voL  19;  undra.  rating,  fourth 


Water  Supply — Src,  riv.,  800  yds.  bus.  cent; 
ays.,  pump  to  res.  ft  dir.;  res.  cap..  150,000  gals.; 
8  pump,  eng.,  cap.  day  1.700,000  gala.;  maina, 
wrt  L.  8  to  8  in.  dia.;  40  nyd.;  pipe.  wrt.  L  ft  c 
L;  pres.,  dom.  100  lbs.,  f.  125  lbs.;  cost,  $66,- 
000;  cost  mtce.,  $8,600;  wks.  owned  by  Co. 

KELOWNA,  p.  2,000;  f.  area,  80  a.  F.  dept — 
4  hose  reels,  2,800  ft  hose;  bell  al.;  val.  equip., 
$6,200;   vaL    bldgs.,    $2,000;    tot    mem.,    20    voL 

Water  Supply— 6rc.,  lake,  ^  m.  bus.  cent; 
sys..  dir.  pres.;  2  pump,  eng.,  class  dup.,  cap.  day 
8*2,000  gals.;  mains,  c.  L,  14^1  m.,  4  to  10  in. 
dia.;   44   hyd.;   66  v.;   465  serv.;   275  met;   pres.. 
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dom.    50    lbs.,    f.    120    lbs.;    crwt,    $57,000;    cost 
mtce.,    $2,000;    wks.    owned    by    municipality. 

KERRISDALE,  p.  10,500;  f.  area,  12,000  a.;  mere, 
bldga..  bk.  ft  wd..  1  ft  2  rtor.;  priv..  blc  ft  wd,.  1 
ft  2  Btor.;  wd.  rfe.  perm,  in  f.  area;  fwkB.  ft  comDt. 
ord.;  oausea  of  f.  inv.  F.  dept.— 1  auto.  comb.  c. 
ft  hose  wag.,  1  c.  «»g.,  1  chief  a  car.,  6  hand 
hose  reels;  hoae.  eot.,  tvb.  Imed.  gd..  4.600  ft. 
cot.,  200  ft.;  tot.  hoM,  4,700  ft;  f.  al.,  b^; 
vmL  eauip..  '$26,000;  val.  bldga..  $6,000;  e«p. 
dept,  $12,000;  tot.  mem.,  10.  pd.  part  time. 

Water  Supply— «rc..  momit*in  ate..  l-™--5S: 
cent;  lya.,  gmv;  pump.  «mg..  ^.  day,  2.««5»XJJ 
gala.;  maina,  1.010  m.;  886  hyd.:  l»TWv.;  8.000 
Krv^l  prSTdoii.  ft  f.  80  to  160  Iba.;  coet,  $1,000.- 
000  wst  mtce.,  $3,000;  wka.  owned  by  mnnlci- 
P«Hty.  ^  ^ 

LADYSM-ITH,  p.  3,000.  F.  dept.— 8  how  carte; 
hgee.  rub.  lined,  gd..  2,600  ft.;  f.  al,,  bell;  val. 
equit.,  $1,700;  val.  bldga.,  $1,000;  exp.  dept.. 
$600;  tot.   mem.,   18  vol.  ,   ,        ,  w 

Water  Supply— Src.,  iStodcing  Lake  1  m.  bua. 
cent.:  svs..  grav.;  mains,  15  m.;  13  nyd-;  600 
SJv.;  pr«.;  dom.  100  lbs.,  I.  160  lbs.;  co«t,  $60,- 
000;  wka.  o^vned  by  priv.  Co. 

HffldSION  CITY.  p.   1,800;   f.  axee,   640  a.      F. 

dept. — 1   c.   eng. 

Water    Supply — So-c,    creek;    eya.,    grav.;    prea., 

80  lbs. 

MOVIE.     F.  dept— Not  reported. 

Water  Supply— Src.,  Campbell  Orw*'^'^^,": 
bua.  cent.:  aya.,  grav.;  re^  cap.,  l<><>W.«fS;' 
mftins  e-  L  2  m..  2  to  6  in.  dia.;  10  hyd.;  plpet 
iro^  pi^rdom^ifo  Iba..  f.  90  Iba,;  «>.t,  $19.500; 
coat  mtce.,  $1,000;  wka.  owned  by  priv.  Co. 

NANAIMO.  p.  8,168;  f.  area,  6.000  a.;  mwc. 
bldga.,  bk.  ft  wd.,  8  ator.;  priv.,  wd.,  1  ft  2  ator., 
wd.  rfa.  perm,  in  f.  area;  fwka.  ft  combt.  ord.; 
cauaes  of  f.  inv.  F.  dept— 2  ate.,  1  h.  eng..  l 
Sn  tek.,  1  c  hand  ex.,  1  h.  ft  L  trk..  1  hoae  w«.. 
6  hoae  car.,  2  hra.;  hoae,  cot.  n^.  Itoed.  gd.. 
4.000  ft;  rub.,  gd.,  600  ft;  tot  how,  4,600  It; 
f.  aL.  telp.;  vaL  equip.,  $0,000;  ^tL  Wdg^.  ^JJil 
OOOT  eip.  Sept,  $8,600;  tot  mem.  26,  pd.  full 
time  2,  pd.  part  time  28.  . 

Water  Suppl]^— Src.  »««»*^,  ■f^'o  oSo^S? 
oent;  *yfc,  grvr.i  m.  cap..  Jl**e^?:?®Si-^i 
^ina.  c.  L  i  wd.,  84  m.,  8  to  18  in.  die-;  72 
KS?  860  v.;  met,  70:  1,700  aerv.:  pipe.  galv.  i; 
5S.'  dom  80  5)  80  W,  f.  160  lbs.;  cona.  day. 
560^6ooMc«t,  $146.b00;  ooit  mtce..  $4,000; 
wka.  owned  by  city. 

NELSON,  p.  4.476;  f.  area,  1-8  m;  «e'c- 
bldMTbk:  ft  wd.,  2  to  6  ator.;  priv-^  wd.,  1  to  3 
Sof^  wd  rfa.  perm,  in  f.  area;  fwkfc  ft  combt 
^!V  Ju^a  of  Y  iiv.  F.  dept-1  auto,  comb 
2.  ft  hose  wag.,  2  comb.  c.  ft  h.  wag.,  6  c.  hand 
ei  r  1  h.  ft  1.  trk..  3  hoae  carte.  2  hra. ;  hose, 
wt  rub.  lined,  gd.  4.600  ft;  c.  500  ft;  inf., 
itsdo  ft;  tot'hSae  O^OO  ft.;  f.  al..  Gamewe  1 
14  bx.;  vkl.  equip.,  $17  00«;  val.  bldga..  $10^61. 
exp.  dept,  $9,097;  tot  mem.  5,  pd.  full  time, 
undrs.   rating,  third  class.  A«ii-P«« 

Water  Supply— fire.     Cottonwood    ft    ^J*^ 

ssT^oo'gS.j'^SdSrUt'T.'  ffS'vTirts  14 

SS';  ^    $97,600;   "SH   StiSl.Tiso'o;    wka. 
owned  by  city.  j     ,   •, 

NEW  MICHEL,  p.  800;  mere,  bldga.,  wd.,  1  « 
2  ator.;  priv..  wd..  1  ft  2  ator.;  wd.  rfa.  Penn.  to 
f.  Sea. ;  no  fwka.  ft  combt.  ord. ;  cauaea  of  f.  tov. 
|i."S5t--l  hoae  car.;  hoae.  cot.  ju^i,  \m^,  gd.. 
400    ft;   f.    al.,   triangle;   val.    equip.,    $600;   tot 

'"'^ite'r' 8u°Jply-8rc.,    Aqueduct    Creek     1%    «. 
bua.    cent;    aya.,    grav.;    rea.    cap.,    «5»?00    gala., 
m£na,  2  i..  8  to  10  in.  dia.;  °^at•^  ^^-5  «  "ij 
4    v.;    80    aerv.;    pipe,   wd.;   prea.,    dom.    98    Iba.. 

"^iESTwES^MlifsTER.  p.  18,199;  f-  -ea,  8  000 
a.;  mere  bldga..  bk  «  to  6  atm-^  priv.,  bk^  ft 
wd  1  ft  2  ator.;  wd.  rfa.  not  perm,  in  i.  area, 
'wk-..  t  combt.  ort.:  c««.  of  t  taT.  F.  ^t- 
1    atr     1  auto.  comb.  c.  ft  h.  wag.,   i  c.  eng.,   v 

9  hn»t>  r»ela  8  hra. ;  hoae,  cot,  rub.  lined,  go.,  »,- 
Son  f?  -rob'  id  .1.000  ft:  tit  hoae.  10.000  ft; 
f  ®Sl  daSeweJ;  28  b«.;  vat  equipri40.000;  wO. 
bldS:.  $M.600;  exp.  dept,  $81,000;  tot  mem.  27, 
pd.  lull  time. 


Water  Supply — ^Src,  lake,  14  m.  bua.  cent;  aya., 
grav.;  rea,  cap.,  4,400.000  gala.,  loe  1V4  m.  town; 
maina.  atL  ft  e.  L,  62  m.,  8  to  22  in.  dia.;  120 
hyd.;  197  v.;  met.  160;  1.978  aerv.;  pipe,  lead  ft 
galv.  L;  prea..  dom.  60  to  160  Iba..  f.  50  to  160 
Iba.;  cona.  day.  1.170,000  gala.;  coat,  $472,684; 
coat  mtce.,  $6,000;  wka.  owned  by  dty. 

NORTH  VANOOUVCR.  p.  10,000;  f.  area,  1,«00 
a.  F.  dept — 1  comb.  auto,  trk.,  1  h.  ft  L  trie, 
8  boee  wag.;  tot  mem..  18.  12  pd.  men,  8  voL 

Water  Supply — Sra,  creek;  8j«..  grav.;  prea., 
100    Iba. 

OKANAQAN.  p.  8.000;  f.  area.  600  a.;  mere 
bldga..  bk.  ft  cone,  2  stor.;  priv.,  wd.,  1  ft  2 
ator.;  wd.  rfa.  not  penn.  in  f.  area;  fwks.  ft  combt 
ord.;  cauaea  of  f.  inv.  F.  dept — 1  auta  comb,  c 
ft  hoae  wag..  1  comb,  c  ft  hoae  wag..  1  h.  ft  1. 
trk..  1  hoae  wag..  8  hoee  reela.  2  hra.,  S.SOO  ft. 
hoae;  f.  al.,  elec.  17  bx.;  val.  equip.,  $16,000;  vaL 
bldga.,  $1,200;  exp.  dept.,  $3,400;  tot  mem.  80, 
pd.  full  time  1,  pd.  part  time  1,  vol.  28. 

Water  Supply— Src.,  mountain  atrm.;  aya.,  mv.; 
pomp,  eng.,  cap.  day  1,000,000  gala.;  02  hyd.; 
886  aerv.;  prea.,  f.  ISO  to  140  Iba.;  coat,  $225,- 
000;  coat  mtce.,  $4,888;  wka.  owned  by  city. 

PEACHLAND,  p.  400;  f.  area,  6.000  a.  F.  dept 
^1  hoae  reel.  600  ft.  hoae. 

Water  Supply — Src,  oreek;  ar*-.  grav.;  prea., 
96  Iba. 

PRINCE  RUPERT,  p.  4,184  F.  dept — 2  auto, 
comb,  c  ft  h.  wag.  with  1,600  ft  2%   in.  hoae, 

1  45-gal.  c.  tk.  with  160  ft  hoae,  1  S6-gaL  hand 
c.  tk.  with  100  ft  hoae,  1  hoae  wag.  with  800 
ft  hoae,  2  hand  hoae  reela  with  600  ft  hoae 
each;  tot  hose,  4,500  ft;  f.  al.,  Gamewcll.  29 
bx.;  val.  equip.,  $30,000;  exp.  dept,  $12,000;  tot 
mem.  7,  pd.  full  time. 

Water  Supply — Src.,  Lake  Woodworth.  7%  m, 
bus.  cent;  sj'S., -grav..  pump  to  rea.  ft  dir.;  re^ 
cap.,  600.000  gals.,  loc.  on  mountain,  600  ft  above 
sea-level;  rea.  foe.  in  Morse  Creek.,  cap.  8,000,000 
gals.;  cone.  rea.  at  a  height  of  300  ft  above  sea- 
level,  cap.  1.250.000  gala.;  2  pump,  eng.,  cap.  day 
2.260,000   gala.;   mains,   wd.,   atl.   ft   c.    i..    25    m.. 

2  to  18  m.  dia.;  84  hyd.;  60  v.;  850  aenr.; 
pipe,  galv.  i.;  prea..  dom.  ft  f..  80  to  185  lb*.: 
cost  $400,000;  coat  mtce.,  $10,000;  wka.  owned 
by  city. 

REV.ELSTROXE.  p.  8,017;  f.  area,  6S8  a.:  mere 
bldga.,  bk.,  stn.  ft  wd.,  1  to  8  stor.;  priv.,  bk..  stn. 
ft  wd.,  1  to  3  stor.;  wd.  rfs,  perm,  m  f.  area;  x»o 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept — 
1  c.  eng.,  4  c.  hand  ex.,  2  h.  ft  1.  trk..  2  sleighs. 
4  hoae  car..  2  hrs.;  hose,  cot,  rob.  lined,  gd..  3.- 
100  ft.;  inf.,  600  ft;  tot  hose,  8.600  ft;  f.  aL, 
Gamewell.  19  bx.;  val.  equip.,  $8,000;  val.  bldg&. 
$6,000;  eap.  dept,  $4,000;  tot  mem.,  60  voL 

(Water  Supply— -€rc.,  mountain  atrm.,  5  ft  1^ 
m.    bua,    cent;    aya.,   grav.;    4   rea.,    cap.    150,000 

fala.;  maina,  wd.,  16  m.,  4  to  12  in.  dia.;  50  hyd.; 
0  v.;  760  aerv.;  pipe.  galv.  i.;  prea.,  dom,  &  f.. 
108  Iba.;  cona.  day,  800,000  gala.;  coat,  f 67,700; 
coat  mtce..  $2,100;  wka.  owned  by  dty. 

ROSSLAND  ^.  4,000;  f.  area,  8.200  a.;  mere 
bldga.,  wd.,  1  to  8  ator.;  priv.,  wd.,  1%  ator.;  vd. 
rfa.  not  perm,  in  f.  area;  cauaea  of  L  inv.  F.  d^t 
— 1  h.  ft  L  trk.,  1  c.  eng.,  6  c.  hand  ex..  1  bo« 
wag.;  hoae,  cot,  rub.  lined,  gd.,  4,000  ft.;  L  aL, 
GameweU,  28  bx.;  vaL  equip,  ft  bldga.,  $20,185; 
exp.  dept.  $7,200;  tot  mem.  14,  pd.  foil  tim«  4. 

vol.   10.  .  ^      -  ^ 

Water  Supply — Src.,  mountain  crecka,  6  nau  boa. 
cent;  aya.,  grav.;  rea.  cap.,  8,000,000  gala.;  maina, 
8  m.,  4  to  10  in.  dia.:  88  hyd.;  met,  20;  600 
aerv.;  pipe,  iron  ft  lead;  prea..  dom.  80  to  200 
Iba.,  f.  80  to  200  Iba.;  cona.  day,  200,000  gala.; 
coat,  $126,000;  coat  mtce.,  $8,000;  wkx.  owned 
by  municipality. 

STEVE6TON,  p.  300;  f.  area,  200  a.     F.  dept 
.— «mnp;  tot.  mem.,   10  vol. 
Water  Supply— Src.,  lake. 

TRAIL,   p.    1,480.     F.    dept— Not   reported. 

Water  Supply — Src.,  crk..  1  m.  bua.  cent;  are., 
pump  to  atdp.;  2  rea.;  rea.  No.  1,  cap.  lOO.OOO 
gala.;  rea.  No.  2.  cap.  160,000  gala.;  maina,  wti.  ft 
iron.  11  m..  1  to  6  in.  dia.;  20  hyd.;  20  ▼.;  849 
serv.;  pipe,  iron;  prea.,  dom.  96  Iba,;  f.  120  Iba.; 
coat  mtce.,  $740;  wka.  owned  by  city. 

VANCOUVER,  p.  128^02;  f.  area,  S»S20  a.; 
mere,  bldga.,  cone,  atn..  bk.  ft  wd.,  2  to  14  atcv.: 
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{>riv.,  Btiu,  bk.  k  wd.,  4  •tor.;  wd.  rte.  not  perm, 
n  f.  area;  fwk*.  k  combt.  ord.;  eauiea  of  f.  inv. 
F.'dept— «  8tr.,  1  city  terv.  trk.,  7  c  eng.,  48 
hand  ex.,  8  aer.  ladder  trk.,  14  hoae  wag.,  S  oomb. 
h.  ft  c  eng.,  2  chief's  auto.,  4  turret  pipes,  82 
hrs.;  hose,  cot,  rub.  lined,  gd.,  87,000  ft;  f. 
aL,  Oamewell,  268  bz.;  val.  equip.,  $202,685; 
Tal.  bldgs.,  fl78,000;  ezp.  dept,  1208,720;  tot 
mem.    157,  pid.  full  time. 

Wattr  Supply — Src.,  riv.  ft  creeks,  9  m.  bus. 
cent;  sys.,  mv.;  res.  cap.,  40.000,000  gals.; 
mains,  c.  L  ft  stl.,  250  m.,  4  to  86  in.  dia.: 
1,442  hyd.;  1,088  met;  24,801  senr.;  pipe,  lead 
ft  galT.  i.;  pres.,  dom.  30  lbs.,  f.  120  lbs.;  cons, 
day,  18,000,000  gals.;  cost,  $8,000,000;  cost 
mtce.,  $70,000;  wks.  owned  by  dty. 

VANCOUVER,  NORTH.     F.  dept— Not  reported. 

Wattr  Supply — Sra,  Lynn  Oreek,  7  m.  bus. 
cent;  sys..  grav.;  res.  cap.  800,000,000  gals.; 
mains,  c.  i.,  wd.  ft  stn.,  61.02  m.,  4  to  10  in. 
dia.;  287  hyd.;  680  v.;  2,875  senr.;  pipe,  galv.  L; 
pres.,  dom.  160  lbs.,  f.  250  lbs.;  cons,  day,  16,- 
000,000  gals.;  cost,  $850,000;  cost  mtce.,  $6,- 
000;  wks.  owned  by  city. 

VANCOUVER,  SOUTH.     F.  dept— Not  reported. 

Water  Supply — Src,  creek  ft  wells,  in  bus.  cent; 
qrs.,  grav.  ft  pump  to  stdp.;  stdps.  cap..  No.  1 
100,000  gals..  No.  2  75,000  gals.;  dim.,  28  z 
84;  mat,  Douglas  fir.;  res.  cap.,  175,000  gals.; 
pump,  eng.,  cap.  day  180,000  gftls.;  mains,  wd. 
ft  stl.,  160  m.,  1  to  12  in.  dia.;  426  hyd.;  1,200 
T.;  met,  140;  5,050  serr.;  pipe,  galv.  i;  prea.,  dom. 
80  to  160  lbs.;  cons,  day,  1,500,000  gals.;  cost, 
$525,000;  cost  mtce.,  $8,500;  wks.  owned  by  mu- 
nicipality. 

VERNON,  p.  2,671;  f.  area,  1,440  a.;  mere, 
bldgs.,  bk.  ft  cone.,  2  to  4  stor.;  prir.,  wd.,  1  to  8 
stor.;  wd.  rfs.  not  penn.  in  f.  area;  fwks.  ft  combt 
ord.;  canset  of  t  inv.  F.  dept — 1  auto.  oomb.  c. 
ft  h.  wag.,  6  c.  hand  ex.,  1  h.  ft  L  trk..  8  hose  oar., 
8  hrs.;  nose,  cot,  rub.  lined,  gd.,  2,800  ft;  fair, 
600  ft;  Inf.,  860  ft;  tot  hose,  8,760  ft;  f.  aL, 


Oamewell,  17  bx.;  vaL  equip.,  $16,000;  val.  bldga., 
$18,600;  ezp.  d«pt.,  $2,140;  tot  mem.,  2^8  voL, 
pd.   $1  per  call  k  60   cents  per  boor  until  f.   is 


extinguished. 

Water  Supply—- Src,  crk.,  5  m.  bus.  cent.;  sys.. 
grav.;  2  ores.,  cap.  21,000,000  gals.,  loc  1  m. 
city;   1  pump,  eng.,  class  dup.,  cap.  day  240,000 

Sals.;  mains,  c.  i.,  stl.  ft  wd.,  28  m.,  4  to  14  in. 
ia.;  87  hyd.;  570  ▼.;  800  serv.;  pipe,  galv.  i.; 
pres.,  dom.  ft  f.,  140  Iba.;  cons,  day,  207,600  gals.; 
cost,  $220,405;  cost  mtce.,  $6,100;  wks.  owned  by 
city. 

VICTORIA,  p.  81,660;  f.  area,  7  sq.  m.;  mere, 
bldgs.,  stn.  ft  ok.,  1  to  7  stor.;  priv.,  stn.,  bk.  ft 
wd.,  1  to  4  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept. — 
1  auto,  hose  wag.,  2  auto.  comb,  c  ft  h.  wag., 
1  auto,  c  eng.,  1  auto,  str.,  1  auto,  dty  serv. 
trk.,  1  hose  wag.,  8  str.,  4  comb,  c  ft  h.  wag.,  1 
comb.  aer.  trk.  ft  water  tower,  1  chiefs  auto.,  1 
asst  chief's  auto.;  hoee,  cot,  rub.  lined,  gd., 
14,600  ft;  fair,  8,000  ft;  o.  hose,  gd.,  1,000 
ft;  fair.  600  ft;  tot  hose,  19,100  ft.:  f.  al., 
GaxneweU,  88  bx.;  val.  equip.,  includmg  salt 
water  high  pres.  sys.,  $177,700;  val.  DldffM 
$110,000:  exp.  dept,  $167,660;  tot  mem.  78, 
pd.  full  time. 

Water  Supply-^rc,  lakes,  7  m.  bus.  cent;  sys., 
grav.  ft  pump  dir.,  res.  No.  1,  cap.,  5,000,000  gala., 
loc  at  Beaver  Lake;  res.  No.  2,  cap.,  16,000,000 
gi^,  loc  at  Smith  Hill.  1%  m.  bua.  cent:  8  pump, 
eng.,  cap.  day,  6,600,000  gals.:  mains,  atL  ft  c  i, 
168  m.,  4  to  27  in.  dia.;  667  hyd.;  1,986  v.;  met, 
8,000;  8,000  serv.;  pipe,  lead,  pdv.  L  ft  c  L;  pres., 
70  lbs.;  cons,  day,  4,600,000  gals.  wks.  owned  by 
city. 

Places  with  a  population  of  1,000  or  more  hav- 
ing no  organised  fire  dept.^-Gomox,  Lillooet 

Places  having  a  population  of  1.000  ft  upward 
not  reported — .\rmstrong,  Atlin,  Cariboo,  Columbia, 
Cowichan,  Delta,  Dewdney,  Kaalo,  Newcastle.  Rich- 
mond, Saanich,  Skeena,  Slocon,  Smilkameecn,  The 
Island,  Willington,  Ymir. 


MANITOBA 


BEAUSEJOUR,  p.  760;  f.  area,  200  a.;  mere 
bldgs.,  frame,  2  stor.;  priv.,  frame,  2  stor.  F. 
dept. — 1  c.  eng.;  hoae.  gfd.,  100  ft;  val.  equip., 
8600;  tot.  mem.,  38  vol. 

Water  Supply — Src,  wella. 

BOISSEVAIN,  p.  700;  f.  area,  640  a.;  mere 
bldgs.,  frame,  2  stor.;  priv.,  frame,  2  stor.  F. 
dept. — 2  c  eng.,  1  hose  reel;  hose,  gd.,  260  ft; 
f.   al.,  telp.;  vaL  equip.,  81,000. 

Water  Supply — Src,  wells,  near  bus.  cent 

BRANDON,  p.  18,887;  f.  area,  6,760  a.:  mere 
bldgs.,  bk.,  1  to  7  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.: 
causes  of  f.  inv.  F.  dept. — 1  auto.  comb,  trk.,  1 
str.,  1  c  eng.,  10  c  hand  ex.,  1  h.  ft  L  trk.,  1 
aer.  trk.,  2  hose  wag.  ft  turret  pipes,  1  hose  car., 
2  hose  sleighs,  1  chiefs  bugsy,  12  hrs.;  hose, 
cot,  rub.  lined,  7,800  ft.;  f.  al.,  4  circuit  switch 
board,  4  circuit  automatic  repeater,  86  bx.;  val. 
equip.,  $40,000;  val.  bldgs.,  $45,000;  exp.  dept, 
$22,508;  tot  mem.  19,  pd.  full  time. 

Water  Supply — Src,  Assiniboine  riv.,  1  m.  bus. 
cent;  sys.,  pump  dir.  ft  grav.;  4  pump,  eng., 
class  dup.  comp.,  cap.  day  4,800,000  gals.;  mains, 
c.  i.,  82.75  m.,  4  to  16  in.  dia.;  188  hyd.;  180 
v.;  1,260  met;  1,800  serv.;  pipe,  lead;  pres.,  dom. 
85  lbs.,  f.  140  lbs.;  cons,  day,  1,402,869  gala.; 
cost,  $416,402;  coat  mtce.,  $42,084;  wka.  owned 
by  city. 

CARBERRY,  p.  1,200;  f.  area,  800  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  bk.,  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  P.  dept — 1  c.  eng.,  4  c  hand  ex..  1  h. 
A  1.  trk.,  2  hose  reels;  hose,  gd.,  1.800  ft;  f. 
al.,  bell  ft  wh.;  val.  equip.,  $1,600;  val.  bldgs., 
$6,000;  tot.  mem.  21,  pd.  part  time  2,  vol.  19. 

Water  Supply — Src,  wells,  600  ft  bus.  cent; 
«VB.,  dir.  pump;  res.  cap.,  86,000  gals.;  2  pump. 
eng.,  cap.  mln.  760  gals.;  mains,  1%  m.,  4  to 
8  in.  dia.;  21  hyd.;  pres.,  f.  120  lbs.;  wks.  owned 
by  city. 


CARMAN,  p.  1,271;  mere  bldgs.,  bk.  ft  wd.,  1 
to  8  stor.;  priv.,  bk.  ft  wd.,  1  ft  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes  of  f. 
inv.  F.  dept. — 2  e  eng.,  1  hose  car.;  hose,  cot. 
rub.  lined,  gd.,  1.500  ft;  f.  al.,  wh.;  vaL  equip., 
$1,600;  exp.  dept,  $500;   tot  mem.,   16  vol. 

Water  Supply-— Src,  riv.,  1  m.  bus.  cent;  sys., 
grav.  ft  dir.;  stdp.  cap.,  60,000  gals.;  mat,  stl.; 
res.  cap.,  60,000  gals.;  1  pump,  eng.,  cap.  day  1,- 
728,000  gals.;  mams,  wd.,  8  m.,  4  to  10  in.  dia.; 
28  hyd.;  81  v.:  60  serv.;  pipe,  iron:  pres.,  dom. 
45  lbs.,  f.  90  lbs.;  cost,  $74,000;  wks.  owned  by 
town. 

CRANDALU  p.  275.  F.  dept— 1  c  eng.,  100 
ft.  hoee. 

No  waterwks. 

CRYSTAL  CITY,  p.  800;  f.  area,  160  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  JE  2  stor.;  priv.,  bk.  ft  wd.,  1  ft 
2  stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwka.  ft 
combt  ord.;  causes  of  f.  not  inv.  F.  dept — 1  comb, 
e  ft  h.  wag.,  1  c  eng.;  hose,  rub.,  gd.,  100  ft; 
f.  id.,  bell  ft  gongs,  8  bx.;  val.  equip.,  $1,000; 
val.  bldgs.,  $1,000;  exp.  dept,  $250;  tot  mem., 
18  voL 

Water  Supply — Src,  wells. 

DAUPHIN,  p.  2,816;  f.  area.  640  a.;  mere 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  1  to  8 
stor.;  wd.  rfs.  not  perm.  In  f.  area;  no  fwka.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept — 1  h.  ft 
1.  trk.,  1  e  hand  ex.,  2  gasoline  eng.,  2  hose  reels, 
2  hrs.;  hose,  cot,  rub.  lined,  gd.,  1,500  ft;  rub., 
gd.,  750  ft;  inf.,  100  ft;  tot  hose,  2,860  ft;  f. 
al.,  gong  ft  wh.;  vaL  equip.,  $6,000;  tot  mem.  20, 
pd.  part  time. 

Water  Supply — Src,  lake  ft  mountains.  9  m. 
bus.  cent;  sys.,  grav.;  res.  at  power  houae,  cap. 
90,000  gals.;  dim.,  40  x  25;  mat.,  cone;  res. 
cap.,  30,000,000  gals.;  1  pump,  eng.,  class  dup., 
cap.  day  1,108,800  gals.;  mains,  wd.  ft  stn.,  2  m.; 
107  hyd.;  49  v.;  pipe,  wd.  conduit  ft  e  L;  pres., 
dom.  95  lbs.,  f.  125  lbs.;  cost,  $200,000;  wks. 
owned  by  city. 
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DOMINION  CITY,  p.    300;    f.   area.   S20   a.      F. 
dept. — 1  hand  pump,  260  ft.  hose. 
AVater  Supply — Src.,  riv. 
ELXHORN,  p.   730;  f.  area,  640  a.     F.  dept.— 

1  band  eng.,   500   ft.  bose;   tot.   mem.,   16   vol. 
Water  Supply— Src.,  welk. 

EMERSON,  p.  1,048;  f.  area,  2  sq.  m.;  bldgs., 
bk.  ft  wd.,  2  a  8  etor.;  wd.  A  metal  rfs.  limited; 
fwks.  ord.  F.  dept. — 1  atm.  eng.,  2  c.  eng.,  2 
hoae  car.;  hose,  ruD.,  gd.,  1,500  ft.;  cot.,  inf.,  800 
ft;  tot  hose,  1,800  ft.;  f.  aL,  bell;  val.  equip., 
$5,000;  TaL  bldgs.,  $1,000;  ezp.  dept.,  $700;  tot 
mem.,   17   vol. 

Water  Supply — Src.,  riv.  k  tk.;  ays.,  pump  to 
rea.;  res.  cap.,  5,000  bbla.;  pump,  eng.;  prea.,  f. 
100  lbs.;  cost,  $10,000;  cost  mtce.,  $700;  wks. 
owned  hj  town. 

GILBERT  PLAINS,  p.  500;  f.  area,  200  a.; 
mere,  bldgn.,  bk.  A  wd.,  2  stor.;  priv.,  bk.  &  wd., 

2  stor.;  wd.  rfs.  perm,  in  f.  area.  F.  dept. — 1  c 
eng.,  ladders,  pails,  100  ft.  rub.  hose;  f.  al.,  bell; 
vaL  equip.,  $800;  val.  bldgs.,  $1,200;  vol. 

Water  Supply — ^Sre.,  wells. 

GRAND  VIEW,  p.  500;  f.  area,  200  a.;  mere, 
bldgs..  frame,  1  ft  2  stor.;  priv.,  frame,  1  ft  2  stor.: 
wdL  rfs.  perm,  in  f.  area.  F.  dept — 1  c.  eng.,  1 
hoae  reel;  hose,  gd.,  800  ft;  tot  mem.,  20  vol. 

Water  Supply^-Src.,  riv.,  near  bus.  cent;  flya., 
dir.  pump;  2  pump,  eng.,  cap.  day  18,000  gals.; 
prea.,  f.  80  Iba.;  wka.  owned  oy  town. 

QRETNA,  p.  600;  f.  area,  640  a.  F.  dept — 
1  hand  enjr.,  150  ft  hoee. 

Water    Supply — Src,    wells. 

•HAMILTON,  p.  750;  f.  area,  200  a.;  mere, 
bldgi.,  frame,  1  ft  2  stor.;  priv.,  frame.  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  i.  inv.  F.  dept — 1  2-cyl.  c.  eng., 
ladders,  paUs;  hose,  gd.,  100  ft;  tot  mem.,  10  vol. 

Water  Supply — Src.,  wells. 

HARTNEY,  p.   62i8;  f.  area,   640  a.     F.  dept— 

1  gaa.  eng.,  hose  carts,  1,200  ft.  hose;  tot.  mem., 
7,  pd.  1,  vol.  6. 

Water  Supply — Src.,  wells. 

KILLAftNEY,  p.  1,200;  f.  area,  850  a.;  mere, 
bldgs.,  bk.  ft  frame,  2  stor.;  priv.,  bk.  ft  frame,  2 
stor.  F.  dept — 1  2-cyl.  c.  eng.;  hose,  gd.,  200 
ft:  tot.  mem..  10. 

Water  Supply — Src.,  wells. 

MACGREGOR,  p.  '500;  f.  area,  150  a.  F.  dept 
— 1  hand  eng.,  1  h.  ft  1.  trk.,  200  ft  hose. 

Water    Supply— «Src.,    wells. 

MANITOU,  p.  639;  f.  area,  46  a.;  mere,  bld^s., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.,  stn.  ft  wd.,  1  ft 

2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  gasoline  eng., 
10  c.  hand  ex.,  2  h.  ft  1.  trk.,  2  hose  car.,  2  hrs.; 
hose,  cot,  rub.  lined,  gd.,  1,200  ft;  f.  al.,  telp. 
ft  bell;  val.  equip.,  $4,500;  val.  bldgs.,  $1,000; 
exp.   dept,   $600;   tot  mem.   18,  pd.   part  time. 

Water  Supply — Src,  welle,  in  bus.  cent;  sys., 
pump  to  stdp.;   3  stdp.,   cap.    191,000   gals. 

MINIOTA,  p.  250.  F.  dept. — 1  c.  eng.,  100  ft. 
hose;  tot.  mem.,  12  vol. 

Water    Supply — Sj'c,    wells. 

MINNIDOSA,  p.  1,500;  f.  area,  350  a.;  mere, 
bldgs.,  frame,  2  stor.;  priv.,  frame,  1  ft  2  stor.; 
wd.  rfs.  perm,  in  f.  area.  F.  dept — 1  gasoline 
eng.,  1  c  eng.,  1  h.  ft  1.  trk.,  1  hose  reel;  hose, 
gd.,  1.300  ft.;  f.  al.,  bell;  val.  eouip.,  $3,000. 

Water  Supply — ^Src,  riv.,  near  bus.  cent. 

MORDEN,  p.  1,400;  f.  area,  320  a.;  mere, 
bldgs.,  stn.  ft  bk.,  1  to  3  stor.;  priv.,  stn.,  bk.  ft 
wd.,  1%  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
ft  combt.  ord.;  causes  of  f.  mv.     F.  dept. — 1   str., 

1  hand  eng.,  1  c.  eng.,  1  h.  ft  1.  trk.,  2  hose  car.; 
hose,  cot,  rub.  lined,  gd..  650  ft:  rub.,  gd..  850 
ft;  rub.,  inf.,  150  ft;  tot  hose,  1,150  ft;  f.  al., 
bell;  val.  equip.,  $5,800;  val.  bldgs.,  $8,200;  exp. 
dept,  $50;  tot.  mem.  48,  pd.  part  time  1,  vol.  47. 

Water  Supply — Src,  well,  cisterns,  creek  ft  dam. 

MORRIS,  p.  600;  f.  area,  2  m.;  mere  bldgs., 
frame,  2  stor.;  priv.,  frame,  1  ft  2  stor.;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2  c 
eng.,  1  h.  ft  1.  trk.;  hose,  ffd.,  300  ft;  f.  al.,  bell; 
val.  equip.,  $1,500;  val.  bldgs.,  $600;  tot.  mem., 
10  vol. 

Water  Supply — Src,  tk.,  in  bus.  cent. 

iNAPINKA,  p.   400;   f.   area,   40   a.      F.   dept. — 

2  c    eng. 

No  waterwka. 


NEEPAWA,  p.  2,000;  f.  area,  400  a.^  mere 
bldgs.,  bk.  ft  frame,  2  stor.;  priv.,  frame,  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area.;  fwka.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — L  c.  eng.,  1  gaa. 
eng.,  1  hand  eng.,  1  hose  reel;  bose,  gd.,  150  ft; 
Inf..  200  ft;  tot  hose,  850  ft;  tot  mem.,  7  toL 

Water  Supply — Src,  wella,  in  bus.  cent 

OAK  LAKE,  p.  500;  f.  area,  640  a.;  mere 
bldgs..  frame,  1  ft  2  stor.;  priv.,  frame,  1  ft  2  stor.; 
wd.  rfs.  perm,  in  f.  area.  F.  dept — 1  c  eng.,  1 
h.  ft  L  trk.,  20  c  hand  ex.,  f.  buckets;  vaL  equi^, 
$400;  val.  bldgs.*   $600;  tot.  mem.,   10  voL 

Water  Supply — Src,  wells  ft  riv.,  l^^  m.  busw 
cent;  aye.,  pump  dir.;  2  pump,  eng.;  mains,  IM 
m.,    6    in.    dia. 

PLUM  COUTEE,  p.  600;  f.  area,  160  a.;  mere 
bldgs.,  frame,  2  stor.;  priv.,  frame,  1  ft  S  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  oombt  ord.; 
causes  of  f.  inv.  F.  dept — 1  c  eng.,  2  h.  ft  L 
trk.,  24  buckets;  hose,  gd.,  100  ft;  vaL  eqniii., 
$500. 

Water  Supply — Src,  creek,  40  yds.  bus.  eest 

PORTAGE  LA  PRAIRIE,  p.  6.892;  mere  bldgs., 
stn.  ft  bk.,  1  to  8  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.: 
causes  of  1  inv.  F.  dept. — 1  str.,  1  c  eqg-*  8 
c  hand  ex.,  2  hose  reels,  4  hrs.;  hose,  cot,  rob. 
lined,  gd..  500  ft;  rub.,  gd.,  250  ft;  inf.,  400 
ft;  tot  hose,  8,400  ft;  f.  al.,  beD;  raL  eqidpu, 
■$9,600;  vaL  Dldgs.,  $10,000;  exp.  dept,  f 4,000; 
tot  mem.  19,  pd.  full  time  8,  voL  16. 

Water  Supply — Src,  riv.,  8  m.  bos.  oent;  ajs., 
pump  dir.;  res.  cap.,  776,000  gals.;  S  pump,  ea^, 
cap.  day  8,500,000  gals.;  mains,  c  i,  14  m.,  4 
to  12  in.  dia.;  140  hyd.;  466  met;  46S  serr.; 
pres.,  dom.  40  lbs.,  f.  100  lbs.;  cons,  dsy, 
196,000  gals.;  cost  $445,000;  cost  mtce.,  $48,409 
(including  interest  ft  sinking  fund) ;  wka.  owned  by 
city. 

RAPID   CITY,   p.    700;    f.   area,   200   a.;   mere 

bldgs.,  frame,  1  ft  2  stor.;  priv.,  frame,  1  ft  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  c  eng.,  t  h. 
ft  L  tek.,  1  hose  reel;  hose,  gd.,  1,000  ft;  tsL 
equip.,  $1,500;  vaL  bldgs.,  $1,000;  tot  mem.,  8 
vol. 

Water  Supply — Src,  wells,  near  bos.  cent 

RESTON,  p.  500;  f.  area,  200  a.;  mere  bldgs., 
frame,  1  to  8  stor.;  priv.,  frame,  1  ft  2  ator.;  wd. 
rfs.  perm,  in  f.  area.  F.  dept — 2  c  en^.;  f. 
al.,  bell;  vaL  equip.,  $1,100;  vaL  bldgs.,  $1,500; 
tot.  mem..  10  vol. 

Water  Supply — Src,  wells,  60  yds.  bus.   cent 

RIVERS,  p.  1,200;  f.  area.  1,600  a.  F.  dept- 
1  c  eng.,  12  c.  hand  ex.,  1  h.  ft  I.  trk.,  1  hose 
wa?.,  1  hose  reel,  2  hrs.,  1.700  ft  hose;  f.  aL, 
bell;  vaL  equip..  $6,000;  vaL  bldgs.,  $4,000;  tot 
mem.,    25    vol. 

Water  Supply— ^rc,  cisterns,  in  bus.  cent;  sy^. 
dir.  pres.;  1  pump,  eng.,  cap.  day  482,000  gals.; 
wks.    owned   by   town. 

RUSSELL,  p.  500;  f.  area,  150  a.;  mere  bldgs., 
bk..  2  stor.;  priv.,  wd.,  1V4  stor.;  wd.  rfs.  perm. 
In  f.  area;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept. — 1  c.  eng.,  1  comb,  c,  ft  hose  w«i?.;  bose, 
gd.,   100  ft,  pails,  buckets;  vaL  equip.,  $500;  vol. 

Water  Supply — Src,  wells. 

ST.  BONIFACE,  p.  7,717;  f.  ar«a,  2,000  a.: 
mere  bldgs.,  bk.  ft  wd.,  1  to  5  stor.;  priv.,  bk.  ft 
wd.,  1  to  8  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  ft  combt  ord.;  causes  of  f.  inr.  F.  dept — 
1  chief's  auto.,  2  str.,  2  c  eng.,  6  e  hand  ex.,  1 
h.  ft  1.  trk.,  2  bose  wag.,  6  hrs.;  hose,  cot,  rdd, 
lined,  ed.,  12,000  ft;  vaL  bldgs.,  $60,000;  cxpL 
dept,  $22,000;  tot  mem.   20,  pd.  full  time 

Water  Supply — Src,  4  deep  wells,  1  m.  bos. 
cent;  sys.,  air-lift  ft  grav.;  8  compressors,  cap.  1,- 
500,000  gals.;  res.  cap.,  1,000,000  gali.;  S  pomp 
eng.,  cap.  8.000,000  gals,  day;  mains,  c.  i.,  80  au 
4  to  12  in.  dia.;  187  hyd.;  met,  1.800;  l.SOO 
serv.;  pipe,  lead;  pres.,  dom.  65  lbs.,  f.  100  lbs.; 
cons,  day,  200,000  gals.;  cost  $886,407;  wks. 
owned  by  city. 

SELKIRK,  p.  8.050;  f.  area.  5.653  a.  F.  Jept 
• — 1  g«s.  eng.,  1  c  eng.,  1  hose  wag.,  2  bose 
reels,  ladders,  4  hx«.,  1,800  ft  hose;  tot  mem.,  20 
vol. 

Water  Supply — Sre,  wells;  pump  csf).  day.  150.- 
000  gals.;  pres.,  47  lbs. 
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SHOAL    LAKE,   p.    «60;    f.    area,    640    a.       F. 
dept — 1  c.  toK.;  tot.  mem.,  12  rol. 
Wit«f    Supply— Src,    lake. 

S0URI8,  p.  1,864;  f.  area,  400  a.;  mere,  bldn., 
bk.,  cem.  k  wd.,  1  to  8  ator.:  priv.,  bk.  ft  wd.,  1  s  2 
etor.;  wd.  rfa.  not  perm,  in  f.  area;  fwka.  ft  combt  . 
ord.;  causes  of  f.  inv.  F.  dept. — 1  h.  ft  L  trk., 
SO  c.  hand  ex.,  1  comb.  c.  ft  b.  wag.,  1  c.  eng., 
1  gasoline  eng.,  S  hose  car.,  2  hrs.;  hose,  cot., 
rub.  lined,  gd.,  4,000  ft;  inf.,  60  ft.;  tot.  hose, 
4,050  ft;  f.  aL,  telp.  ft  bell;  val.  bldgs.,  $18,000; 
tot.  mem.  80,  pd.  full  time  1,  pd.  part  time  8, 
▼ol.    26. 

Water  Supply — Src,  2  wells,  1  block  bus.  cent; 
ays.,  pump  to  stdp.;  stdp.  cap.,  80,000  gals.,  dim. 
40  X  9^,  mat  stl.;  tres.  cap.,  06,000  gals.;  2  pump, 
eng.,  cap.  day,  1,440,000  gals.;  mains,  c.  i.,  8  m., 
4  to  8  in.  dia.;  70  hyd.;  66  v.;  164  met;  104 
serv.;  pipe,  galv.  i;  pres.,  dom.  35  lbs.,  f.  140  lbs.; 
cons,  dsy,  80,000  gals.;  cost,  $06,000;  cost  mtce., 
$8,500;  wks.  ownea  by  dty. 

STONEWALL,  p.  1,100;  f.  area,  860  a.;  mere, 
bldgs.,  frame,  2  stor.;  priv.,  frame,  1  ft  2  stor. 
F.  dept. — 2  c.  eng.,  ladders,  pails;  hose,  gd.,  100 
ft:  vol. 

Water  Supply — Src.,  wells. 

VIRDEN,  p.  1,560;  f.  area,  640  a.;  mere,  bldgs., 
stn.  ft  bk.,  2  to  8  stor.;  priv.,  bk.,  stn.  ft  wd..  S 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  causes  of  t 
inv.  F.  dept — 1  gas.  eng.,  1  c.  eng.,  4  c.  hand 
ex.,  1  h.  ft  1.  trk.,  1  hose  wag.;  hMO,  oot,  rob. 
lined,  gd.,  1,600  ft:  f.  al.,  beU:  val.  equip.,  $4.- 
600;  TaL  bldgs.,  $40,000;  exp.  dept.,  $1,000;  tot 
mem.,  28  vol. 


Water  Supply — Src.,  well  ft  tk.;  syi-»  pump  dlr.. 

WASKAOA,  p.  200;  f.  area,  60  a.  F.  dept. — 1  e* 
eng.,  1  comb.  c.  ft  hose  wag.,  ladders,  180  ft. 
hose;  f.  al.,  bell;  vaL  equip.,  $1,100;  val.  bldgs.,. 
$400;  exp.  dept,  $100;  tot  mem.,  10  voL 

Water   Supply-— Src.,   wells. 

WINKLER,  p.  880;  f.  area,  100  a.:  mere,  bldgs.,. 
frame,  1  ft  2  stor.;  priv.,  frame,  1  a  2  stor.;  wd. 
rfs.  perm,  in  f.  area.  F.  dept — 1  h\nd  eng.,  1 
hose  reel;  hose,  cd.,  800  ft;  inf.,  8U0  ft;  tot. 
hose,  600  ft;  f.  aL  bell;  tot  mem.,  16  voL 

Water  Supply— fire.,  4  wells,  in  bus.  cent; 
Little  Giant  pump. 

WINNtPfiG,  p.  185,440;  f.  area,  8,000  a.;  mere, 
bldgs.,  stn.  ft  bk.,  2  to  11  stor.;  priv.,  stn.,  bk.. 
ft  wd.,  2  stor.;  wd.  rfs.  not  penn.  in  f.  area;  fwkSk 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 7  str.» 
6  c.  eng.,  2  aer.  trk.,  6  e.  hand  ex.,  2  h.  ft  L  trk., 
8  hose  wsg.,  8  hose  reels,  67  hrs.;  hose,  cot,  mb. 
lined  ft  rub.,  gd.,  28,867  ft;  f.  al.,  Oamewell,  lift 
bx.;  val.  equfo.,  $01,600;  val.  bldgs.,  $188,621; 
exp.  dept.  $188,178;  tot  mem.  98,  pd.  full  time. 

Water  supply---Src,  wells,  2  to  8  m.  bus.  cent; 
sys.,  pump  dir.;  res.  cap.,  6,800,000  gala.,  loc; 
at  pump,  station  No.  1;  new  res.  installed,  cap. 
10,000,000  gala.;  mains,  c.  i.,  288^  m.,  4  to 
20  in.  dia.:  1.927  hyd.;  24,474  met;  29,405 
serv.;  pipe,  lead  ft  c.  i.;  pres.,  dom.  40  lbs.,  1 
80  lbs.;  cons,  dsy,  8,000,000  gals.;  cost,  $4.668»- 
868;  cost  mtce.,  $264,940;  wks.  owned  by  dty. 

Places  with  a  population  of  1,000  or  more  not 
reported:— Kildonan,  St  Andrews,  St  Charles,  St 
James,   St  Jean  Baptiste,  St  Norbert,   St   VitaL 
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GAMPBELLTON,  p.  3,817;  f.  area,  1,000  a.; 
mere,  bldgs.,  bk.  ft  stn.,  2  ft  8  stor.;  priv..  bk.  ft 
wd.,  1  ft  2  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  ord.:  causes  of  f.  inv.  F.  dept — 1  str.,  1 
h.  ft  1.  trk.,  3  hose  car.,  8  fare.;  hose,  cot,  rub. 
lined,  gd.,  1,600  ft;  inf.,  200  ft;  tot  hose,  1,- 
700  ft;  f.  aL,  bells  ft  wh.;  val.  equip.,  $6,500; 
val.  bldgs.,  $1,200;  exp.  dept,  $2,800;  tot.  mem., 
26,  pd.  full  time  1,  pd.  part  time  2,  vol.  22. 

Water  Supply — Src,  lakes,  2  m.  bus.  cent; 
sys.,  grav.;  res.  cap.,  66,000,000  cals.;  mains, 
c  i.,  14.6  m.,  4  to  16  in.  dia.;  65  hyo.;  600  serv.; 

Jipe,  lead;   pres.,   dom.  ft   f.    80   lbs.;   cost  mtce., 
6,500;  wks.  owned  by  dty. 

CHATHAM,  p.  4,666;  f.  area,  1%  sq.  m.;  mere, 
bldgs.,  stn.,  bk.  ft  wd.,  IH  to  3  stor.;  priv.,  wd., 
IH  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  t  inv.  F.  dept — 2  str.,  8  f.  tug* 
boats,  2  c  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  carta,  8 
hose  reels  ft  carts,  2  hrs.;  hose,  cot,  rub.  lined, 
4,300  ft;  f.  al.,  bell  ft  wh.,  10  bx.;  val.  equip., 
$10,000;  val.  bldgs.,  $17,000;  exp.  dept,  $8,000; 
tot  mem.  20,  pd.  full  time. 

Water  Supply — Src.,  brooks  ft  wells,  3  m.  bus. 
cent;  m.,  pump  to  stdp.;  stdp.  cap.,  460,000 
gals.;  dim.,  40  x  48.5;  mat,  stL;  2  pump,  eng., 
cap.  day  1,250,000  gals.;  mains,  c.  L,  0.5  m.,  6 
to  12  in.  dia.;  67  hyd.;  112  v.;  met,  81;  450 
serv.;  pipe,  cem.  lined  wrt.  i.;  pres.,  dom.  65  to 
70  lbs.,  f.  80  to  100  lbs.;  cons,  day,  307,000 
gals.;  cost,  116,000;  wks.  owned  by  city. 

CHtPMAN,  p.  1,600;  f.  area,  6,000  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2^  stor.;  priv.,  wd.,  2  stor.; 
wd.  ris.  perm,  in  f.  area;  no  fwks.  ft  combt  ord.; 
causes  of  f.  inv.     F.  dept — ^F.  al.,  wb. 

Water  Supply — Src,  riv.,  20  rods  bus.  cent; 
sys.,  pump  dir.;  res.  loc.  at  Main  street;   2  serv. 

FREDERICTON,  p.  7,208;  mere,  bldgs.,  bk. 
ft  wd.,  2  to  4  stor.;  priv.,  bk.  ft  wd.,  2  ft  8  stor.; 
wd.  rfs.  not  perm,  m  f.  area;  fwks.  ft  combt  ord.: 
canses  of  f.  inv.  F.  d^. — 1  str.,  4  e.  hand  ex.,  6 
sleighs,  1  h  ft  L  trk.,  1  hose  wag.,  2  hose  car.,  2 
hrs.;  hose,  cot,  mb.  lined,  gd.,  4,000  ft;  mb., 
gd.,  400  ft;  tot  hose,  4,400  ft;  f.  al.,  Oamewdl, 
30  bx.;  val.  equip.,  $19,000;  vaX  bldgs.,  $6,000; 
exp.  dept,  $6,000;  tot  mem.,  86  vol. 

Water  Supply — Src,  riv.,  ^  m.  bus.  cent;  sys., 
pump  to  mains;  S  piunp.  eng.,  cap.  day  8,000.> 
000  srals.;  mains,  c  i.,  12  m.,  3,664  ft,  2  to  12 
in.  dia.;  105  hyd.;  166  v.;  met,  172;  1,400 
serv.;  pipe,  lead  ft  enameled  i.;  pres.,  dom.  40  lbs.. 


f.  70  lbs.;  cons,  day,  676,000  gala.;  cost,  $220,p 
000;  cost  mtoe.,  $16,000;  wks.  owned  by  dty. 

QRANO  FALLS,  p.  2,000;  f.  area,  1,800  a.; 
mere  bldgs.,  wd.,  8H  ator.;  priv.,  wd.,  2%  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  not  inv.  F.  dept — 1  b.  ft  L  trk.,  1 
hand  eng.,  20  c  hand  ex.,  1  hose  wag.:  hose,  mb., 
gd.,  2,000  ft:  inf.,  200  ft;  tot  hose,  2,20^ 
ft;  f.  al.,  bell;  val.  equip.,  $2,000;  vaL  bldgs., 
$200;  exp.  dept,  $200;  tot  mem.,  20  voL 

Wattr  Supply — Src,  riv.,  ^  m.  bus.  cent;  sm. 
dir.  ft  grav.;  res.  csp.,  260,000  gals.,  loc  on  hill 
in  rear  of  town;  mams,  iron,  i%  m.,  4  to  10  In. 
dia.;  25  hyd.;  met,  1;  160  serv.;  pres.,  f.  80 
to  120  lbs.;  cost,  $6,600;  wks.  owned  by  munid- 
pality. 

HARTLAND,  p.  1,000;  f.  area,  8  a.;  mere 
bldgs.,  bk.  ft  wd.,  1%  to  8  stor.;  priv.,  bk.  ft  wd.» 
2  stor.;  wd.  rfs.  pem.  in  f.  area;  combt  ord.; 
cauaes  of  f.  inv.  F.  dept — 2  h.  ft  L  trk.,  1  hose 
wag.,  1  hose  car.;  hose,  cot,  mb.  lined,  gd.,  1,200 
ft;  f.  sL,  beU;  vaL  equip.,  $1,200;  val.  bldga., 
$800;  exp.  dept,  $100;  tot  mem.  17,  pd.  part 
time. 

Water  Supply — Src,  spr.,  H  m.  bus.  cent.; 
sys.,  grav.;  res.  csp.,  127,000  gals.;  1  pump,  eng., 
cap.  876,000  gals,  dsy;  mains,  c.  i.,  1  m.,  6  in. 
dia.;  12  hyd.;  76  serv.;  pipe,  lead:  pres.,  dom.  46 
lbs.,  f.  50  lbs.;  cost,  $18,000;  cost  mtce.,  $8,000; 
wks.  owned  by  dty. 

MONCTON,  p.  11,820;  f.  area,  1,000  a.;  mere 
bldgs.,  bk.  ft  wd.,  IH  to  8  stor.;  priv.,  bk.  ft  wd., 
IH  to  2H  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 1  auto, 
str.,  1  auto,  salvage  wag.,  2  str.,  2  c  eng.,  6  c 
hand  ex.,  1  h.  ft  1  trie,  8  hose  wag.,  hose  sleds,. 
13  hrs.;  hose,  cot,  mb.  lined,  gd.,  4,800  ft.;  f. 
al.,  elec,  31  bx.;  vaL  equip.,  $42,000;  vaL  bldgs.,. 
$44,000;   exp.   dept,   $16,000;   tot   mem.,   44   voL 

Water  Supply — Src,  creek,  4  m.  bus.  cent.: 
sys.,  grav.  ft  pump  dir.;  res.  cap.,  200,000,001^ 
gals.;  pump,  eng.,  cap.  day  1,600,000  gals.;  mains,, 
c  i.,  26  m.,  2  to  14  in.  dia.;  08  hyd.;  286  v.;  7 
met;  2,209  serv.;  pipe,  lead  ft  iron;  pres.,  dom. 
26  to  80  lbs.,  f.  60  lbs.;  cost,  $410,400;  cost 
mtce,  $21,000;  wks.  owned  by  dtf;  new  water- 
wks.  sye  under  course  of  constraction. 

NEW  CASTLE,  p.  2,946;  mere  bldgs.,  wd.  9e 
bk..  2  stor.:  priv.,  wd.,  1%  ft  2  stor.;  wd.  rfs. 
perm.;  no  fwks.  ord.  F.  dept — 1  str.,  1  hand 
eng..    2    c.    ex.,    4    hose    car.,    2    hrs.;    hose,    rob.,. 
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<,8&0  ft;  f.  al.,  bell  ft  wh.;  val.  bldn.,  $8,000; 
exp.  dept..  $1,600;  tot  mem.   11,  pd.  lull  time. 

WcUr  dupply — Src,  wells;  nrs.»  pump  to  res.  ft 
dir.;  res.  cap.,  150,000  irals.,  foe.  %  m.  cent,  of 
town;  2  pump,  eng.,  class  dup.,  cap.  1,000  gals, 
mfn.;  mairw.  c.  i.,  3  m.,  4  to  10  in.  dia.;  60  hyd.; 
met,  7;  300  sen'.;  pipe,  lead;  pres.,  dom.  100 
lbs.,  f.  180  lbs.;  cost,  #00,000;  wks.  owned  by 
■city. 

PERTH,  p.  500;  f.  area,  200  a.  F.  dept — hose 
cart,  laddere,  600  ft.  hoee;  tot  mem.,  16  vol. 

Water  Supply— Src.,  res.;  sys.,  grav.;  pres.,  60 
lbs. 

RIOHIBUCTO,  p.  871;  f.  area,  1,000  a.;  mere, 
bldga.,  wd.,  1  stor.:  priv.,  wd.,  IH  storj  wd.  rft. 
penn.;  no  fwks.  ord.;  causes  of  f.  mr.  F.  dept — 
1  hand  eng.,  1  hose  car.;  hoec,  cot.  gd.,  660  ft; 
leather,  gd.,  250  ft;  tot.  hose,  900  ft;  val.  equip., 
$2,500;  val.  bldgs.,  $500;  ezp.  dept,  $80;  tot 
fflem.,   12  vol. 

Water  Supply — Src,  riv.  ft   8   wells. 

8ACKVILLE,  p.  2,030;  mere,  bldgs..  bk.,  stn. 
ft  wd.,  2  to  3  stor.;  priv.,  wd.;  wd.  rfs.  perm.; 
causes  of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  1  e.  w«g., 
3  hose  wag.,  3  reels,  1  hrs. ;  hoee,  cot.,  rub.  lined, 
1,500  ft.;  rub.,  1,500  ft;  tot  hose,  8,000  ft; 
f.  aL,  Qamewell,  18  bx.;  vaL  equip.,  $7,000;  vaL 
bldgs.,  $600;  ezp.  dept,  $000;  tot.  mem.,  41,  pd. 
full  time  1,  vol.  40. 

Water  Supply — Src.,  spr.,  8H  m.  bus.  cent; 
•ys.,  grav.;  stdp.  cap.,  14,000  gals.;  res.  cap.,  12,- 
000,000  gals.,  loc.  in  the  woods;  maiqs,  c.  i., 
8  m.,  4  to  14  in.  dia.;  86  hyd.;  20  v.;  800  serv.; 

Jipe»    ?*!▼>    !•;    pres.,    dom.    65    to    85    lbs.;    cost, 
90,000;  cost  mtce.,   $750;  wks.   owned  by  town. 

ST.  ANDREWS,  p.  987;  f.  area,  200  a.;  mere, 
bldgs.,  wd.,  1%  to  2H  stor.;  priv.,  bk.  ft  wd.,  2 
«tor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt. 
•ord.;  causes  of  f.  inv.  F.  dept — 2  h.  eng.,  2  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  2,300  XL;  f.  al., 
bell;  val.  bldgs.,  $2,000;  ezp.  dept,  $300;  tot 
jnem.,  80  vol. 

Water  Supply — Src,  wells  ft  cisterns. 

ST.  JOHN,  p.  42,863;  f.  area,  6,400  a.;  mere. 
Iildgs.,  stn.  ft  bk.,  3  to  6  stor.;  priv.,  bk.  ft  wd.,  2 
A  3  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  k 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 7  str.,  1 
c.  eng..  1  comb.  c.  ft  hose  wag.,  1  hand  eng.,  2 
c  hand  ex.^,  8  h.  ft  I.  trk.,  1  aer.  trk.,  7  hosi:? 
reels,  2  hand  reels.  40  hrs.;  hose,  cot,  rub.  lined, 
gd.,  13,000  ft.;  f.  al..  Gamewell.  85  bx.;  >'al. 
equip.,  $97,000;  val.  bldgs.,  $50,000:  exr  dert, 
$40,000;  tot.  mem.  147,  pd.  full  time  40,  ToL  lOT 

Water  Supply — Src.,  Loch  Lomonel  ft  Spnioe 
Lake,  10  ft  6  m.  bus.  cent;  sys.,  grav.;  res.  cap., 
8,400,000,000  gals.;  mains,  cone.,  wd.,  stn.,  e.  L, 
cem.  ft  sheet  i.,  84  m.,  2  to  48  in.  dia.;  425  hyd.; 
1,600  v.;  met.,  200:  6,690  serv.;  pipe,  lead  ft 
iron;  pres.,  dom.  ft  f.  11  to  77  lbs.;  cons,  day, 
6,060,281  gals.;  cost,  $2,180,000;  coat  mtce., 
$80,000;  wks.  owned  by  city. 


ST.  STEPHEN,  p.  2,886;  f.  area,  1  m.;  mere, 
bldga.,  bk.,  atn.  ft  wd.,  1  to  8  stor.;  prir.,  wd.,  1 
to  2,^  stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft 
combt  ord.;  causes  of  £  inv.  F.  dept — 1  atr.,  2 
c  hand  ez.,  1  h.  ft  L  trie,  1  hose  wag.,  1  boae 
reel,  2  hrs.;  hose,  cot,  rub.  lined,  gd.,  2,500  ft; 
rub.,  gd.,  500  ft;  tot  hose,  8,000  ft;  f.  aL, 
telp.;  val.  eauip.,  $6,000;  vaL  bldgs.,  $5,000; 
ezp.  dept,  $2,500;  tot  mem.  14,  i^  full  time 
2,  pd.  part  time  12. 

Water  Supply — Src.,  well,  4  m.,  bus.  cent;  sys., 
pump;  res.  cap.,  1,000,000  sals.;  2  pump.  eog.. 
cap.  hour  176,000  gals.;  mams,  c  i.,  11  m..  6 
to  16  in.  dia.;  54  hyd.;  met.  50;  720  serv.;  pipe, 
galv.  i.;  pres.,  dom.  ft  f.,  80  to  120  lbs.;  cons, 
day,  1,200,000  gals.;  cost  $1^4,000;  cost  mtce., 
$9,000;  wks.  owned  by  city. 

SHEDIAC,  p.  2,000;  t  area,  600  a.;  mere, 
bldgs.,  bk^  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  no  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  h.  ft  L  trk.,  1  hose 
reel,  1  hand  eng.,  1  hose  wag.;  hose,  cot,  rub. 
lined,  gd.,  500  ft:  rub.,  gd.,  000  ft;  tot  hose, 
1,1 00<  It;  f.  al.,  horn;  vaL  equip.,  $2,500;  vaL 
bldgs.,   $l,OuO;   tot  mem.,   28  vol. 

Water  Supply — Src.,  wells.  600  ft  bus.  cent; 
•7B*»  grav.;  stdp.  cap.,  80,000  gals.;  res.  csp., 
250,000  gals.,  lee.  nesr  bus.  cent;  1  pump,  enc., 
class  comp.,  cap.  nUn.  800  gals.;  maina,  iron,  l\ 
m.,  6  to  8  in.  dia.;  26  hya;  60  serv.;  pipe,  lead 
ft  iron;  pres.,  dom.  70  lbs.,  f.  70  lbs.;  cons,  day, 
12,000  gals.;  cost  $26,000;  cost  mtce.,  $600; 
wks.  owned  by  municipality. 

SUSSEX,  p.  2,600;  f.  area,  2  m.  F.  dept.— 1 
c.  hand  ex.,  1  hose  wag.,  1  ladder  trk.,  1  f.  police 
wag.;  hose,  cot,  rub.  lined,  gd.,  2,700  ft;  rub., 
gd.,  300  ft;  tot  3,000  ft;  f.  al.,  Gamewell,  13  bx,; 

tot.    mem.,    30    vol. 

Water  Supply-— Src,  wells  ft  creek,  in  bos.  cent; 
sys.,  pump  dir.;  res.  cap.,  600,000  gala.;  S  pomp, 
eng.,  cap.  day,  570,000  gals.;  mains,  c  i.,  4  m., 
4  to  8  in.  dia.:  43  hyd.;  12  met:  pipe,  c.  L; 


dom.  ft  L  85  lbs.;  oons.  day,  170,000  fals.i 
$60,000;  cost  mtce.,  $6,000;  wks.  owned  by  towsu 

WOODSTOCK,  p.  8,866;  mere,  bldgs.,  bk.  ft  wd., 
2  stor.;  priv.,  wd.,  8  stor.;  wd.  rfi.  penn.;  fwks. 
ft  comot  ord.;  causes  of  f.  inv.  F.  dept — 1  str., 
1  e.  hand  ex.,  1  h.  ft  1.  trk.,  2  hose  wa^.,  4  hose 
car.,  2  hrs.;  hose,  cot,  rub.  lined,  gd.,  4,000  ft; 
rub.,  gd.,  1,000  ft;  inf.,  1,400  ft;  tot  hose, 
6,400  ft;  f.  aL,  elec,  11  bx.;  val.  equip.,  $22,- 
000;  val.  bldgs.,  $7,000;  ezp.  dept,  $25,000;  tot 
mem.,  24  vol. 

Water  Supply— Src.,  riv.,  ^  m.  bos.  cent;  tsru., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  S80,000  gus.; 
pump,  eng.,  cap.  day  6,676,000  gals.;  nalna,  e.  L, 
0%  m.,  8  to  10  in.  dia.;  81  ttjd.;  90  ▼.;  owt, 
41;  688  serv.;  pipe,  wrt  !.  ft  lead;  pres.,  don.  20 
to  76  lbs.,  f.  76  to  100  lbs.;  cost,  77,000; 
mtce.,  $2,200;  wks.  owned  bj  town. 


NEWFOUNDLAND 


ST.  JOHN'S,  p.  80,000;  f.  area,  2,660  a.;  mere, 
bldgs.,  cone,  stn.,  bk.  ft  wd.,  4  stor.;  priv.,  wd., 
8  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.;  causes 
.of  t  inv.  F.  dept. — 8  str.,  6  hand  eng.,  1  e.  eng., 
6  c.  hand  ex.,  8  h.  ft  L  trk.,  8  hose  wag.,  9  hose 
car.,  16  hrs.:  hose,  cot,  rub.  lined,  go.,  12,000 
ft;  f.  al.,  Gamewell,  67  bx.;  vaL  equip.,  $60,- 
000;    val.    bldgs.,    $26,000;    exp.    dept,   $23,844; 


tot   mem.    182,  pd.  full  time   27,   pd.  part   time 
105. 

Water  Supply — Src..  lake,  4%  m.  boa  cent; 
sys.,  grav.;  maina,  c.  L,  40  m.,  4  to  24  la.  dia.; 
224  fady.;  180  v.;  met,  22,  for  experimental  pur 
poses  only;  8,400  serv.;  pipe,  lead;  prea.,  dom.  65 
to  65  lbs.,  f.  100  to  160  Ibis.;  oons.  day,  0,000,000 
gals.;  wks.  owned  by  dty. 
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AMHER8T»  p.  8,973;  f.  area,  1,800  a.;  mere 
bidgs.,  bk.,  Btn.  ft  wd.,  IH  to  8  stor.;  priv.,  wd., 
IVi    ft   2   ator.;   fwka.   ft   combt.   ord.     I.   dept. — 

1  auto.  comb.  c.  ft  h.  wacr.,  2  atr.,  0  c.  band  ex., 

2  hose  sleds  with  1,000  it.  of  hose  each,  1  h.  ft 
1.  trk.,  8  hose  wag.,  2  hose  reels;  hose,  cot., 
rub.  lined,  gd.,  5.060  ft.;  f.  al.,  elec,  20  bx.; 
val.  equip.,  $40,890;  val.  bldgs.,  $21,500;  exp. 
dept,  $6,500;  tot.  mem.  60,  pd.  full  time  1, 
vol.   40. 

Water  Supply— Src,  riv.;  sys.,  pump  to  res.  ft 
dir.;  res.  cap.,  3,000,000  gals.;  pump,  eng.,  cap. 
day  2,000,000  gals.:  mains,  iron,  15  m.,  4  to  12 
in.  dia.;  48  hyd.;  27  t.;  cost,  $90,000;  cost  mtce., 
$1,400;   wks.   owned  1^  town. 

ANNAPOLIS  ROYAL,  p.  1,019;  mere,  bldgs.,  bk. 
ft  wd.,  8  stor.;  priT.,  bk.  ft  wd.,  2  stor.;  wd.  rfs. 
perm.;  fwks.  ft  oombt.  ord.;  causes  of  f.  InT.  F. 
dept. — 1  hand  eng.,  1  h.  ft  L  trk.,  4  hose  wag.; 
hose,  nib.,  gd..  1,500  ft;  f.  aL,  bell;  vaL  equip., 
$2,500;  Tal.  bldgs.,  $3,000;  ezp.  dept,  $200; 
tot  mem.,  25  toL 

Water  Supply— Src.,  lake,  4  m.  bus.  cent;  sys., 
gray.;  mains,  c.  L,  16  m..  4  to  8  in.  dia.;  25  hyd.; 
800  serr.:  pipe,  lead  ft  iron;  pres.,  dom.  100  lbs., 
f.  150  lbs.:  cost,  $27,500;  cost  mtce.,  $400; 
wks.  owned  by  town. 

ANTIGONISH,  p.  1,787:  f.  area,  400  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  ft  2H  stor.;  priv.,  bk.  ft  wd., 

1  ft  2  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  b.  ft  L  trk..  8  hose 
oar.;  hose,  cot,  rub.  Uned,  gd.,  1,500  ft;  inf., 
300  ft.;  tot.  hose,  1,800  ft;  f.  al..  bell  ft  wh.; 
val.  equip.,  $3,000:  vaL  bldgs.,  $2,000;  ezp.  dept, 
$100;  tot.  mem.,  z8  vol. 

Water  Supply — Src,  spr.  ft  brooks,  4  m.  bus. 
cent;  sys.,  grav.;  res.  cap.,  3,500,000  gals.;  mains, 
iron,  4  m.,  8  in.  dia.;  27  hyd.;  30  v.:  400  serv.; 
pipe,  galv.  i.;  pres.,  dom.  70  lbs.,  i.  140  lbs.; 
cost,  $45,000;  cost  mtce.,  $400;  wks.  owned  by 
city. 

BGRWtCK,  p.  800;  f.  «rea,  640  a.  F.  dept. — 
trade,  ladders,  buckets ;  tot.  mem.,  12  vol. 

No  waterwks. 

BRIDGETOWN,  p.  996;  f.  area,  1%  m.;  mere, 
bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd.,  S 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  oombt 
ord.;  causes  of  f.  inv.  P.  dept. — 3  hose  wag.: 
hose,  rub.,  gd.,  1,200  ft;  f.  al.,  elec.,  1  general 
bz.,  18  priv.  bz.;  val.  equip.,  $1,800;  vaL  Dldga., 
$2,000;  exp.  dept,  $150;  tot  mem.,  16  vol. 

Wftisr  Supply— Src,  spr.  ft  lake;  sys.,  grav.: 
res.  cap.,  1,000,000  gals.;  mains,  c  i.,  10  m.,  4 
to  8  in.  dia.;  31  hyd.;  21  v.;  815  serv.;  pipe,  galv. 
i.;  pres.,  f.  110  to  115  lbs.:  cost,  $88,000;  cost 
mtce,   $2,000;  wks.   owned  by  dty. 

BRIDQEWATER,   p.    2,775;   bldgs.,   bk.    ft  wd., 

2  stor.;  wd.  rfs.  not  perm.;  fwks.  ord.  F.  dept 
— 1  str.,  2  c  hand  ex.,  2  h.  ft  L  trk.,  4  hose  car., 
1  supply  wag.;  hose,  cot,  rub.  lined,  gd.,  2.000 
ft;  inf.,  500  ft;  tot  hose.  2.600  ft;  f.  al.,  bell; 
val.  equip.,  $7,500;  ezp.  dept,  $800;  tot  mem., 
60  VOL 

Water  Supply — Src,  riv.  tk. 

CANNING,  p.  1,418;  f.  area,  1,000  a.;  mere 
bldgs.,  stn.  ft  wd.,  1)^  ft  2  stor.;  priv.,  stn.  ft 
wd.,  1%  ft  2  stor.;  wd.  rfs.  perm.;  no  fwks.  ord. 
F.  dept — 1  hand  eng.,  1  hose  car.,  other  apparatus, 
ladders;  hose,  rub.,  gd.,  600  ft;  leather,  gd.,  800 
ft;  linen,  inf.,  150  ft;  tot  hose,  1,050  ft;  f. 
al.,  bell;  val.  equip.,  $1,500;  val.  bldgs.,  $800; 
ezp.  dept,  $1,000;   tot  mem.,   12  voL 

Water  Supply — Src,  strm.,  2  m.  bus.  cent; 
sys.,  grav.;  res.  cap.,  2,000,000  gals.;  mains,  c  i, 
4  m.,  4  to  8  in.  dia.;  29  hyd.;  16  v.;  160  serv.; 
pipe,  galv.  i.;  pres.,  dom.  00  to  80  lbs.,  f.  75  to 
80  Ibg.;  cost,  $27,000;  cost  mtce.,  $200;  wks. 
owned  by  town. 

CANSO,  p.  1.617;  mere  bldgs.,  bk.  ft  wd.,  1 
ft  2  stor.;  priv.,  bk.  ft  wd.,  1  to  2V6  stor.;  wd. 
rfs.  perm,  in  f.  area;  no  fwks.  ft  combt  ord.; 
cauiies  of  f.  not  inv.  F.  dept. — Buckets,  rope 
ladders  ft  axes.     Waterwks.  to  be  installed. 

DARTMOUTH,  p.  6,058;  f.  area,  2  sq.  m.; 
bldfiTs.,  wd.,  2  ft  8  stor.;  wd.  rfs.  perm.  F.  dept 
— 1  str.,  1  h.  ft  L  trk.,  8  c  hand  ex.,  4  hose  car.. 


4  hrs.;  htme,  rob.,  gd.,  8,150  ft;  1  Battmtn  deluge 
set;  f.  aL,  bell;  vaL  equip.,  $12,240;  vaL  bldgs.» 
$10,000;  exp.  dept,  $2,000;  tot  mem.  76,  pd. 
part  time  5,  voL  70. 

Wattr  Supply— Src,  lakes,  8  m.  bus.  cent;  m.^ 
grav.;  res.  cap.,  11,878,062,000  gals.;  mains,, 
c  L,  15  m.,  1  to  20  in.  dia.;  102  hyd.;  76  ▼.; 
met,  5;  950  serv.;  pres.,  f.  40  to  90  lbs.;  cost. 
$275,000;  cost  mtce.,  $12,872;  wks.  owned  by 
town. 

DIQBY,  p.  1,247.  F.  dept. — 8  hose  car.;  hose,. 
2,600  ft;  tot  mem.  20,  pd.  part  time;  undrs. 
rating,   first  class. 

Watsr  Supply— Src,  lake  ft  strm.,  8H  m.  busw 
cent;  sys.,  gniv.;  res.  cap.,  16,000,000  gala.; 
maina,  iron,  7  m.,  4  to  10  in.  dia.;  21  hyd.;  250 
serv.;  pipe,  lead;  prea.,  dom.  80  lbs.,  f.  140  lbs.; 
cost,  $40,000;  cost  mtce.,  $460;  wks.  owned  by 
town. 

HALIFAX,  p.  46,619;  mere,  bldgs.,  bk.  ft  wd., 
2H  to  7  stor.;  priv.,  bk.  ft  wd.,  2H  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
cauaes  of  f.  inv.  F.  dept. — 1  auto,  str.,  8  str.^ 
2  c  eng.,  8  h.  ft  1.  trk.,  1  aer.  trk.,  8  hose  wag., 
8  hose  sleighs,  86  hn.;  hose,  cot,  rub.  lined,  ga., 
14,000  ft;  f.  aL,  elec,  61  bx.;  vaL  equip.,  $104,* 
000;  vaL  bldgs.,  $110,000;  exp.  dept,  $48,500; 
tot  mem.  129,  pd.  full  time  82,  call  men  97. 

Watsr  Supply^— Src,  surface  water,  lake,  6% 
m.  bus.  cent;  sys.,  grav.;  mains,  c  L,  77  m.,  S 
to  27  in.  dia.;  467  hyd.,  local;  844  ▼.;  4,161  met; 
7,816  serv.;  pipe,  lead;  pres.,  dom.  10  to  60  lbs.,, 
f.  80  to  100  lbs.;  cost,  $1,267,816;  cost  mtce., 
$100,000;  wks.  owned  by  dty. 

INVERNESS,  p.  8,000.  F.  dept— 1  ladder  wag., 
1  hose  wag.,  1  hrs.,  1,600  ft.  hose;  tot.  mem.» 
82  voL 

Water  Supply-— Src,  spr.;  sjis.,  grav.;  pres., 
80  lbs. 

KENTVILLE,  p.  2,804;  f.  area,  640  a.;  men. 
bldgs.,  wd.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  Denn.;  no  fwks.  ord.     F.  dept — 1  hose  cmt, 

1  nlvags  w«g.;  hose,  rub.,  gd..  1,600  ft;  inf.,  400 
ft:  tot  hoM,  2,000  ft;  f.  aL,  automate,  8  bx.; 
v«L  equip.,  $2,600:  vaL  bldgs.,  $8,000;  ezp.  dept, 
$850;  tot  mem.,  about  60  voL 

Water  Supply— Src,  brook,  4  m.  bus.  cent.; 
sys.,  grav.:  res.  cap.,  7,000,000  gals.;  pump,  eng., 
cap.  day  1,000,000  gals.;  mains,  c.  i.  ft  stL,  14^ 
m.,  4  to  8  in.  dia.;  67  hyd.;  68  v.;  3  met.;  450 
serv.;  pipe,  galv.  L;  pres.,  dom.  ft  f.,  86  to  115 
lbs.;  cons,  day,  400,000  gals.;  cost,  $63,460;  cost 
mtce.,  $3,302;  wks.  owned  by  town. 

LAWRENOETOWN,  p.  600;  f.  area,  600  a.; 
mere,  bldgs.,  wd.,  2  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  causes  of  f.  not  inv.  F. 
dept — 1  h.  ft  L  trk.,  1  hose  reel,  2  hose  wag.; 
hose,  cot,  rub.  lined,  gd.,  500  ft;  rub.,  gd.,  1,000 
ft;  tot  hose.  1,500  ft.;  f.  al.,  bell;  vaL  equip., 
$1,000;   vaL    bldgs.,   $600;   tot.   mem.,    12  voL 

Water  Supply — Src,  rea.,  1^  m.  bus.  cent; 
sys.,  grav.;  res.  cap.,  600,000  gals.,  loc  on  moun- 
tain side,  200  ft  above  tovm;  mains,  iron,  4  m.,  4 
to  8  in.  dia.;  18  hyd.;  156  aerv.;  pres.,  dom.  80 
lbs.,  f.  96  lbs.;  cost,  $15,000;  cost  mtce.,  $250; 
wks.  owned  by  municipality. 

LIVERPOOL,  p.  2.109;  f.  area,  1%  sq.  m.; 
mere  bldgs.,  bk.  ft  wd.,  2  to  2H  ator.;  priv.,  wd.,. 

2  to  2H  stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwks. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept — 1  str., 
1  h.  ft  1.  trk.,  3  ladders,  8  hose  reels;  hose,  cot., 
rab.  lined,  gd.,  600  ft;  rub.,  gd.,  1,200  ft; 
tot  hose,  1,800  ft;  f.  aL,  bell;  val.  equip.,  $8,000; 
vaL  bldgs.,  $2,500;  exp.  dept,  $500;  tot  mem.,. 
20  vol. 

Water  Supply — Src,  lake,  IH  m.  bus.  cent; 
sys.,  grav.;  mains,  c  L,  5  m.,  4  to  10  in.  dia.; 
30  hyd.;  15  v.;  prea.,  dom.  75  to  85  lbs.,  f.  75  to> 
85  lbs.;  wks.  owned  by  town. 

LUNENBURG,  p.  2,681;  f.  area,  480  a.;  mere, 
bldgs.,  wd.,  2  ft  3  stor.;  priv..  wd.,  IH  ft  2  stor.; 
wd.  frs.  perm.  F.  dept — 1  sir.,  2  hand  eng.,  1  h. 
ft  1.  trk.,  5  hose  car.,  1  supply  wag.,  1  salTage- 
wag.;  hose,  rub.,  gd.,  2,500  ft:  cot,  nib.  lined, 
gd.,    900   ft.;   tot  hose,    8,400   ft;   f.    aL,  bell  ft 
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telp.;    val.    equip..    $0,000;    val.    bldgs.,    $8,000; 
•eip.  dept,  $1,000;  tot.  mem.,  70  vol. 

WaUr  Supply — >Src.,  lake  A  tpr.,  8H  m.  bus. 
cent;    vys,,    pump    to    re«.;    res.    cap.,    1,250,000 

Jrals.;  pump,  eng.,  cap.  day  860,000  gals.;  mains, 
ron,  0  m.,  4  to  16  m.  dia.;  58  hyd.;  pipe,  galv. 
i.  Sc  lead;  pres,,  45  to  93  lbs.;  cost,  $90,000;  cost 
mtce.,  $650;  wka.  owned  by  town. 

MIDDLETON,  p.  827;  f.  area,  800  a.:  mere, 
bidgs..  wd.,  IH  &  2  stor.;  priv.,  wd.,  1^  stor.; 
wd.  rzs.  perm.;  no  fwks.  ord.  F.  dept — 2  h.  ft  1. 
trk.,  2  hose  car.;  hose,  cot.,  rub.  lined,  gd.,  1,000 
ft;  f.  aL,  elec;  val.  equip.,  $1,500;  tot  mem.,  18 
▼ol. 

Water  Supply — Src.,  lake,  spr.;  sys.,  grav.; 
mains,  S%  m.:  20  hyd.;  126  serv.;  pres.,  dom.  100 
Um.,    t.    100   lbs.;    cost,   $81,000;    wks.    owned  by 

city. 

NEW  GLASGOW,  p.  6,883;  f.  area,  2,000  a.; 
bldgs.,  bk.,  stn.  k  wd.,  2  stor.;  wd.  rfs.  perm. 
F.  dept. — 1  str..  2  h.  ft  1.  trk.,  6  hose  car.; 
•iamese  cojplings  used;  hose,  linen,  gd.,  2.000 
ft;  rub.,  gd.,  5,000  ft;  tot.  hose,  7,000  ft;  f. 
sL,  elec,  9  bx.;  val.  equip.,  $15,000;  vaL  bldgs., 
$1,400:  ezp.  dept,  $2,500;  tot.  mem.,  80  vol. 

Water  Supply — Src,  riv.,  2  m.  bus.  cent;  sys., 
pmnp  CO  res.;  res.  cap.,  2,000.000  gals.;  pump. 
«ng.,  class  comp.  dup.,  cap.  day  1,750,000  gals.; 
mains,  c  I.,  16  m..  3  to  12  in.  dia.;  86  hyd.;  70 
▼.;  met.,  70;  1,200  serv.;  pipe,  lead;  pres.,  dom. 
100  lbs.,  f.  120  lbs.;  cost,  $170,000;  cost  mtce., 
$9,000;  wks.  owned  by  city. 

HORTH  SYDNEY,  p.  5.418;  bldgs.,  wd.,  1% 
to  8  stor.;  wd.  rfs.  perm.  F.  dept — 1  str.,  1 
band  eng.,  1  h.  ft  1.  trk.,  4  hose  car.,  2  f.  boats; 
hose,  ruD.,  gd.,  2,000  ft;  f.  al..  wh.;  val.  equip., 
$8,000;  exp.  dept.  $840;  tot  mem.  42.  pd.  20, 
vol.   22. 

Watsr  Supply — Src.^  lake;  sys.,  pump  to  res.  ft 
4ir.;  pump,  eng.,  cap.  day  8.000,000  gals.;  mains. 
10  m.:  54  hyd,;  750  serv.;  pres.,  dom.  75  lbs., 
i.  75  lbs.;  cost,  $125,000;  wks.  owned  by  town. 

OXFORD,  p.  1.392;  f.  area,  1  sq.  m.;  mere 
4>ldg«.,  wd.,  1  to  3  stor.;  priv.,  wd.,  1  ft  2  stor.; 
•wd.  rfs.  perm,  in  f.  area;  no  fwks.  ft  combt.  ord.; 
'Causes  of  f.  inv.  F.  dept. — 1  str.,  1  h.  ft  1.  trk., 
10  c  hand  ex.,  3  hose  reels,  2  hrs.;  hose,  cot, 
rub.  lined,  gd.,  800  ft;  rub.,  gd.,  1,200  ft;  tot 
hose,  2,000  ft;  f.  al.,  wh.;  val.  equip.,  $6,000; 
tot  mem.  30,  pd.  part  time  2,  vol.  2S. 

Water  Supply — Src,  spr.,  1  m.  bus.  cent;  sys., 
grav.;  2  res.,  cap.  425,000  gals.;  mains,  iron,  4 
m.,  4  to  8  in.  dia.;  :13  hyd.;  16  v.;  210  serv.; 
pipe.  galv.  i.;  pres.,  dom.  l&  f.,  37  lbs.;  cost,  $30,- 
000;    cost   mtce.,    $300;    wks.    owned   by   priv.    Co. 

PIGTOU,   p.    8,179;   mere,   bldgs.,   wd.,   3   stor.; 

rv.,  wd.;  wd.  rh.  perm.  F.  dept — 1  str.,  1  b. 
1.  trk.,  6  hose  car.,  4  hrs.;  hose,  r\»b.,  gd., 
2,600  ft;  inf.,  500  ft;  tot  hoee,  3,000  ft;  f.  aL, 
t>ell;  vaL  equip.,  $4,800;  val.  bldgs.,  $2,000;  exp. 
dept,  $1,638;  tot  mem.,  62,  pd.  part  time  2, 
^oL  60;  undrs.  rating,  second  class. 

Water  Supply — Src,  wells,  1%  m.  bus.  cent; 
sys.,  pump  to  stdp. ;  stdp.  cap.,  470,000  gals.: 
dim.,  40  X  60;  mat.,  stl.;  2  pump,  eng.,  class 
dup.  comp.,  cap.  day  2,000,000  gals;  mains,  c 
L,  9  m..  8  to  12  in.  dia.;  65  hyd.;  v.;  630  serv.; 
pipe,  galv.  i. ;  pres.,  dom.  45  to  110  lbs.,  f.  80  to 
100  lbs.;  cons,  day,  260,000  gals.;  cost,  $117,- 
400;  cost  mtce.,  $7,625;  wks.  owned  by  town. 

PUGWASH,  p.  900;  f.  area,  20  a.;  mere,  bldgs., 
wd.,  2  stor.;  priv.,  wd..  2  stor.;  wd.  rfs.  perm, 
in  f.  area;  causes  of  f.  inv.  F.  dept — 1  str..  1 
h.  ft  L  trk.,  2  hose  reels,  2  hose  wag.;  hose,  cot., 
rub.  lined,  gd.,  800  ft:  rub.,  gd.,  500  ft;  tot 
hose,  1,800  ft;  f.  al.,  bell;  val.  equip.,  $4,500; 
val.  bldgs.,  $700;  exp.  dept,  $100;  tot  mem.,  40 
▼ol. 

Water  Supply — Src,  riv.;  owned  by  municipality. 

SHELBURNE,  p.  1,435;  mere  bldgs.,  wd.,  2 
stor.;  priv.,  wd.,  1  ft  2  stor.;  wd.  rfs.  perm.;  fwks, 
ord.;  causes  of  f.  inv.  F.  dept. — 1  str.,  1  hand 
eng.,  2  hose  car.,  other  apparatus,  hooks  ft  ladders; 
hose,  rub.,  gd.,  1,800  ft;  cot,  gd.,  450  ft;  inf., 
100  ft;  tot  hose,  1,850  ft;  f.  al.,  bell;  vmL 
equip.,  $5,000;  val.  bldgs.,  $1,600;  exp  dept, 
$600;  tot.  mem.,  85  vol. 

Water  Supply — Src,  harbor,  wells  ft  tk. 

SPRINGHILL,  p.  5,718;  f.  area,  2,880  a.;  mere, 
bldgs.,   frame,    2  stor.;   priv.,   frame,    2   stor.;   wd. 


rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.;  causes 
of  f.  inv.  F.  dept. — 1  c  eng.,  1  h.  ft  L  trk.,  1 
hose  wag.,  2  hrs.;  hose,  cot,  rub.  lined,  gd.,  500 
ft;  rub.,  gd.,  800  ft;  inf.,  200  ft.;  tot  hose. 
1,500  ft;  f.  al.,  telp.,  12  bx.;  val.  equip.,  $4,750; 
val.  bldgs.,  $6,500;  exp.  dept,  $750;  tot  mem.. 
25    vol. 

Water  Supply — Src,  riv.,  7  m.  bus.  cent;  sys.. 
grav.;  res.  cap..  150.000  gals.,  loc  in  town  at 
highest  elevation;  3  pump,  eng.;  mains,  c  i.,  10 
m.,  4  to  12  in.  dia.;  64  hyd.;  1,200  serv.;  pipe, 
lead;  pres..  dom.  60  to  120  lbs.,  f.  60  to  120  lbs.; 
cost  $190,000;  cost  mtce.,  $1,200;  wks.  owned 
by  municipality. 

STELLARTON,  p.  8,910;  mere  bldgs.,  wd.  ft 
bk.,  2  ft  3  stor.;  priv.,  wd.  ft  bk.,  2  ft  3  stor.; 
wd.  rfs.  perm.;  fwks.  ord.     F.  dept — 1  hand  eng., 

1  h.  ft  L  trk.,  4  hose  reels,  3  hose  car.;  hose,  moL, 
gd.,  2.000  ft;  f.  al..  bell;  val.  equip..  $3,500; 
exp.    dept.    $1,000;    tot    mem.,   85   voL 

Water  Supply — Src,  riv..  1  m.  bus.  cent;  sys., 
pump  to  res.;  res.  cap.,  1,000,000  gals.,  loc  H 
m.  pump,  station;  2  pump,  eng.,  class  comp.,  cap. 
day  2,000,000  gals.;  mains,  c  i.,  B%  m.,  4  to 
10  in.  dia.;  67  hyd.;  37  v.;  met,  1;  820  sov.; 
pipe,  lead;  pres..  dom.  60  to  80  lbs.,  f.  100  to 
125  lbs.;  cons,  day,  800,000  gals.;  cost,  $85,000; 
cost  mtce.,  $10,000;  wks.  owned  by  town. 

SYDNEY,  p.  17,723;  f.  area,  SO  a.;  mere 
bldgs.,  wd.  ft  bk.,  2  ft  4  stor.;  priv.,  wd.,  2  ft  S 
stor.;  wd.  rfs.  perm.;  fwks.  ord-  F.  dept — 1 
str.,  1  c  eng.,  1  hand  eng,.  3  hose  wag.,  priv.  c 
ex.,  1  h.  ft  1.  trk.,  6  hose  reels;  hose,  nd>.,  gd., 
4,600  ft;  f.  al..  elec  sys.,  wh.  ft  bell;  vaL  equip., 
$17,000;  val.  bldgs.,  $20,000;  exp.  dept.  $9,911; 
tot  mem.  70,  pd.  full  time  7.  63  vol. 

Water  Supply — Src,  brook,  3  m.  bus.  cent;  sys^ 
grav.;  res.  cap.,  200,000,000  gals.;  mains,  c  1, 
29.33  m.,  4  to  24  in.  dia.;  158  hyd.;  300  ▼.;  26 
met.;  2,351  serv.;  pipe,  lead  ft  galv.  L;  pres.,  50 
to  S6  lbs.;  cons,  day,  1,978,968  gals.;  cost,  $424,- 
022;   cost  mtce.,   $0,807;   wks.  owned  by  city. 

SYDNEY  MINES,  p.  8.000;  f.  area.  2.900  a. 
mere  bldgs.,  wd.,  2  ft  3  stor.:  inriv.,  wd.,  2  stor. 
wd.  rfs.  perm,  in  f.  area;  no  fwks.  ft  combt  ord. 
causes  of  f.  inv.  F.  dept — 1  str.,  2  hose  reels,  1 
hose  wag.,  1  hose  sleigh,  8,000  ft  hose;  f.  al., 
wh.:  vaL  equip.,  $5,500;  tot  mem.,  25  voL 

Water  Supply — Src,  Polltes  Lake,  3  1-3  m. 
bus.  cent;  sys.,  pump;  res.  cap.,   1,000,000  gals.: 

2  pump,  eng.,  class  dup.,  cap.  day  2,200,000  gals.; 
mains,  c  i.,  12  m.,  4  to  12  in.  dia.;  93  liyd.;  175 
v.;  1,003  serv.;  pipe,  galv.  L;  pres.,  dom.  20  to 
40  lbs.,  f.  60  lbs.;  cons,  day,  218.000  gals.;  cost. 
$85,500;  cost  mtce.,  $700;  wltt.  owned  oy  city. 

TRURO,  p.  6,107;  f.  area,  42  m.  of  streete; 
bldgs.,  wd.  ft  bk.,  1%  to  4  stor.;  wd.  rfs.  penn. 
outside  of  bk.  district;  fwks.  ord.  F.  dept — 1 
hose  wag.,  1  e  eng.,  1  b.  ft  1.  trk.,  4  biSL.  I  hose 
reels;  hose,  cot»  nu>.  lined,  gd.,  1,000  ft.;  nh., 
gd..  4,000  ft;  tot.  hose^  6,000  ft;  t  aL.  Oaae- 
weU,  20  bx.:  v«L  equip.,  $2o,000;  tsL  bUgB^  flS^- 
000;  exp.  dept,  $4,000;  tot  mem.,  60,  pd.  fall 
time  2,  pd.  part  time  2,  voL  66. 

Water  Supply — Src,  brook,  1%  m.  InH.  eent; 
sys.,  grav.  ft  pump  dir.;  S  dup.  comp.  pnmpa;  rea. 
cap.,  30,000,000  gals.;  pump,  eng.,  cap.  dagr  <•- 
000,000  gals.;  mains,  e  i.,  17  m.,  4  to  14  ijL 
dia.;  117  hyd.;  114  v.;  12  met;  1,200  serr.;  pipe, 
galv.  i.  ft  lead;  pres.,  dom.  70  to  97  lbs.,  1  120 
lbs.;  cost,  $800,000;  cost  mtce.,  $4,000;  vks. 
owned  by  town. 

WESTVILLE,  p.  4,417;  f.  area,  1,000  a.;  mere 
bldgs.,  bk.   ft  wcL,   2  stor.;  priY.,  wd.,   IH    ator.; 


wd.  rfs.  perm.;  no  fwks.  ft  combt  ord.;  csyhcs  of 
f.  inv.  F.  dept — ^1  h.  ft  L  trie,  1  hoae  ^n^  S  boat 
car.;  hose,  cot,  rub.  lined,  gd.,  800  ft;  rub.,  gd., 
1,500  ft;  tot  hose,  1,800  ft:  f.  aL,  wh.;  vaL 
equip.,  $2,300;  val.  bldgs.,  $600;  ezp.  dept, 
$899;  tot.  mem.  20,  vol.  15. 

Water  Supply — Src,  riv.,  1^  m.  bus.  cent: 
sys.,  pump  to  res.;  res.  cap.,  1,500,000  gala.,  loc 
1  m.  bus.  cent ;  1  pump,  eng.,  class  comp.  dap.,  capL 
day  500,000  gals.;  mains,  c  i.,  15  m..  4  to  10  in. 
dia.;  45  hyd.;  13  v.;  835  serv.;  pipe,  lead;  prea., 
dom.  70  lbs.,  f.  70  lbs.;  cons,  day,  100,000  gala.; 
cost  $70,000;  cost  mtce,  $6,420;  wks.  owned  by 
town. 


WINDSOR,  p.  8,452;  f.  area,  1,280  a.; 
bldgs.,  bk.  ft  stn.,  2  to  4  stor.:  priv.,  wd.,  t^ 
stor.:  wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  Inv.     F.  dept — 1  str.,  1  h.  4fc  L  txk.. 
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4  hose  carts,  2  hre. ;  hose,  cot.,  rub.  lined,  gd., 
600  ft.;  rub.,  gd.,  1,800  ft;  inf.,  800  ft;  tot  hose, 
2,100  ft;  f.  al.,  bell;  teI.  equip.,  $6,000;  vaL 
bldgs.,  $2,600;  ezp.  dept.,  $600;  tot  menu  60,  pd. 
part  time  1.  toL   60. 

Water  Supply — Src.,  lake,  8  m.  bus.  cent.; 
•>'••»  ffri^v.;  re«.  cap.,  100,000,000  gala.;  mains, 
iron,  d  m.,  4  to  10  in.  dia.;  70  hyd.;  80  ▼.;  500 
serv.:  pipe,  lead;  prea.,  dom.  40  to  76  lb«.,  f. 
86  lOB.;  cons,  day,  850,000  gala.:  cost,  $80,000; 
coat  mtce.,   $8,500;   wks.   owned  by   town. 

WOLFVILLE,  p.  1,458;  f.  area,  500  a.;  mere, 
bldgs.,  wd.,  8  «tor.:  prir..  wd.,  8  ator.;  wd.  rfa. 
perm.;  fwks.  k  comot  ord.;  cauaea  of  f.  inv.  F. 
d^t — 1  h.  A;  L  trie.,  5  hose  carta;  hose,  rub.,  gd., 
2,000  ft;  f.  aL,  bell;  val.  equip.,  $2,600;  eip. 
dept,  $260;  tot  mem.,  82  vol. 

Water  Supply— Src,  apr.,  8  m.  bus.  cent;  ays.. 
grav.'  res.  cap.,  7,000,000  gals.;  muins,  iron.  8 
m..  ^  to  8  in.  dia.;  44  hyd.;  600  serv.;  pipe, 
galv.  i.;  prea.,  dom.  ft  f.,  85  lbs.;  cost.  $48,000*. 
cost  mtce.,  $200;   wks.  owned  by  city.  I 


YARMOUTH,  p.  6.600;  f.  area,  1,200  a.;  mere 
bldga.,  bk.  ft  wd.,  2  ft  8  ator.;  priv.,  wd.,  1  to 
8  ator.;  wd.  rfa.  perm.;  fwks.  ora.;  causes  of  f. 
inv.  F.  dept — 2  str.,  2  c.  ex.,  1  h.  ft  L  trk., 
5  hose  car.,  1  hose  wag.,  1  aupply  wag.,  Siamese 
couplings  used;  hose,  cot,  gd.,  1,000  ft;  rub.  gd., 
2,800  ft;  tot  bose,  8,800  ft;  f.  al..  wh.:  0  hrs., 
5  hired;  vaL  equip.,  $11,000;  val.  bldgs.,  $10,000; 
exp.  dept,  $6,000;  tot  mem.  110,  pd.  full  time  6, 
ToL  104. 

Water  Supply— Src.,  lake,  10  m.  bus.  cent; 
sys.,  gray.,  pump  to  res.  ft  dir.;  res.  cap.,  2,000.- 
000  gala.;  2  pump,  ens.,  dass  triple,  cap.  day 
800.000  gala.;  maina,  e.  i.,  81  m.,  4  to  12  in.  dia.; 
08  hyd.;  110  ▼.;  met,  7;  1,868  senr.;  pipe,  lead; 
prea.,  dom.  46  U>8.,  f.  80  to  100  Iba.;  cons,  day, 
800,000  gals.;  cost,  $887,400;  cost  mtce.,  $8,297; 
wks.  owned  by  city. 

Places  with  t  population  of  1,000  or  more  having 
no  organized  ore  dept — Caledonia,  Guyaboro, 
Weymouth. 


ONTARIO 


ACTON,  p.  1,720;  f.  area,  150  a.;  mere,  bldgs., 
bk.  ft  wd.,  1^  ft  2  ator.;  priv.,  bk.  ft  wd.,  IH  & 
2  ator.;  wd.  rfa.  perm.;  no  fwka.  ord.;  causes 
of  f..  inv.  F.  dept — 1  str.,  1  h.  ft  1.  trk.,  2  hose 
car.,  2  hra.;  hoae,  rub.,  gd.,  1,200  ft;  f.  aL,  bell; 
val.  equip.,  $4,000;  vaL  bldgs.,  $1,000;  exp.  dept, 
$150;  tot.  mem.,  40. 

Water  Supply — Src,  tk. 

AILSA  CRAIQ,  p.  700;  f.  area,  500  a.;  mere 
bldgs.,  bk.  ft  frame,  1  to  2  ator.;  priv.,  bk.,  1  ft 
1%  stor.;  wd.  rfs.  perm,  in  f.  area.  F.  dept — 1 
h.  ft  1.  trk.,  1  hand  eng.,  1  hose  reel;  hose,  gd., 
800  ft;  f.  aL,  bell;  val.  equip.,  $700;  vol. 

Water  Supply — Src,  riv. 

ALEXANDER,  p.  2,828;  f.  area.  820  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  ft  8  ator.;  priv.,  wd.,   1%   k 

2  stor.;  wd.  rfs.  not  perm.;  fwks.  ord.;  causes  of  f. 
inv.  F.  dept. — 2  c.  ex..  3  hoae  car..  3  hose  wag.; 
hoae.  rub.,  gd.,  1,600  ft;  f.  al.,  bell;  vaL  equip., 
$800;  vaL  oldgs.,  $2,500;  exp.  dept,  $600;  tot 
mem.,  18  vol. 

Water  Supply — Src,  riv.,  1  m.  bus.  cent;  sys., 
pump  to  atdp.;  st^.  cap.,  107,000  gals.;  8  pump, 
eng.,  cap.  day,  620,000  gals.;  mains,  c  i.,  8%  m., 
4  to  8  in.  dia.;  88  byd.;  26  v.;  9  met;  200  aerv.; 
prea.,  dom.  56  lbs.,  f.  110  lbs.;  cons.  day.  150,000 

Ella.;    cost,    $27,000;    cost   mtce.    (including   elec 
ght  plant),  $6,000;  wks.  owned  by  city. 

ALLISTON,  p.  1,279;  f.  area,  250  a.;  mere, 
bldga.,  bk.,  2  ft  8  ator.:  priv.,  wd.  ft  bk.,  2  ft  8  stor.; 
wd.  rfs.  not  perm.;  fwks.  ord.;  cauaes  of  f.  inv. 
F.  dept — 2  c  ex.,  1  h.  ft  L  trk.,  2  hose  car.,  1 
hose  wag.,  hand  grenades:  hose,  cot,  gd.,  1,200 
ft;  f.  U.,  bell;  vaL  equip.,  $1,500;  vaL  bldga., 
$10,000;  exp.  dept,  $900;  tot  mem.  25,  pd. 
part  time;  undra.  rating,  fourth  dass. 

Water  Supply — Src,  riv.,  H  m.  bus.  cent; 
sya.,  pump  to  stdp.;  stdp.  cap.,  80,000  gala.; 
pump,   eng.,  cap.  day  800,000  gala.;  mains,   c  L, 

3  m.,   4  to  10  in.  dia.;   28  hydT;  200  serv.;  pipe, 

falv.    L;    pres.,    dom.    60    lbs.,    f.    120    lbs.:    cost, 
20,000;    cost  mtce.,  $1,000;   wks.   owned  by  Co. 

ALMONTE,  p.  2,452;  mere  bldga.,  atn.  ft  bk.. 
1^  to  8  ator.;  priv.,  atn.,  bk.  ft  wd.,  IH  ft  2 
ator.;  wd.  rfs.  perm.;  no  fwka.  ord.  F.  dept. — 1 
str.,  1  hand  eng.,  1  h.  ft  I.  trk.,  8  hoae  car.,  5  c 
ex.,  all  kinds;  hoae,  8.000  ft;  f.  al.,  bell;  val. 
equip.,  $8,000;  tot.  mem.,  28  vol.;  undra.  rating, 
fourth   class. 

Water  Supply-^Src,  riv.  ft  cisterns,  100  ft  bus. 
cent;  sya.,  pump  dir.;  pump,  eng.,  cap.  over  450 
gals,  min.;  8  pumps  in  mills,  near  bus.  cent 

ALVINSTON,  p.  850;  f.  area,  446  a.;  mere 
bldgs.,  bk.  ft  frame,  2  stor.;  priv.,  bk.  ft  frame, 
2  ator.;  wd.  rfa.  not  perm,  in  f.  area;  fwka.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  h. 
ft  L  trk.,  2  c  hand  ex.,  1  aer.  trk.,  2  hoae  reels; 
hose,  gd.,  700  ft:  inf.,  500  ft;  tot  hose,  1,200 
ft;  f.  aL,  bell;  val.  equip.,  $1,500;  vaL  bldgs., 
$400;  exp.  dept,  $300;  tot.  mem.,  14  vol. 

Water  Supply — Src,  riv.,  600  ft  bus.  cent; 
sys.,   pump  dir.;   2   pump,    eng.,   cap.    day   200,000 


gals.;  mains,  4  to  6  in.  dia.;  7  hyd.;  wks.  owned 
y  Co. 

AMHERSTBURQ,  p.  2,600;  f.  area,  600  a.; 
mere  bldga.,  atn.,  bk.  ft  wd.,  2  to  4  ator.;  priv., 
atn.,  Mc.  ft  wd.,  1  ft  2  stor.;  wd.  rfs.  perm.  F. 
dept — 1  c  eng.,  8  c.  ex.,  1  h.  ft  1.  trk.,  8  boss 
car.;  hoae,  mb.,  500  ft;  cot,  gd.,  1.500  ft;  inf., 
500  ft;  tot  hoae,  2,500  ft;  f.  aL,  elec  ft  wh.,  8 
bx.;  val.  equip.,  $2,500;  vaL  bldgs.,  $16,000; 
exp.  dept,  $500;  tot  mem.  13,  pd. 

Wattr  Supply — Src,  riv.,  %  m.  bua.  cent;  aya., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  48,000  gale.;  2 
pump,  eng.,  cap.  day  2,000,000  gala.;  maina,  c 
ft  wrt.  L,  10  m.,  2V4  to  10'  in.  dia.;  50  hyd.;  24 
v.;  met.,  24;  950  serv.;  pipe,  lead;  pres.,  dom. 
35  lbs.,  f.  120  lbs.;  cons,  day,  400,000  gals.;  cost, 
$50,000;  coet  mtce.,  $3,000;  wks.  owned  by  city. 

ARNPRIOR,  p.  4,405;  mere  bldga.,  bk.,  2  stor.; 

f^riv.,  bk.  ft  wd.,  2  stor.;  wd.  rfa.  not  perm,  in  t 
imita.  F.  dept. — 1  str.,  1  hand  eng.,  c  ex.  on 
cart,  1  h.  ft  L  trk.,  2  hose  car.;  hoae,  rub.,  gd., 
1,000  ft;  inf.,  100  ft;  cot.  gd.,  1,200  ft;  inf., 
800  ft;  tot.  hoae,  2,600  ft;  f.  aL,  bell;  vaL 
equip.,  $8,000;  vaL  bldgs.,  $20,000;  exp.  dept, 
$1,300;  tot.  mem.  50,  pd.  part  time. 
Water  Supply — Src,  wells,  riv.  ft  tk. 

ATHENS,  p.  802;  f.  area,  200  a.;  mere  bldgs., 
bk.  ft  atn.,  IH  to  8  ator.;  priv.,  bk.  ft  wd.,  IH 
ft  2  stor.;  wd.  rfs.  perm.;  fwks.  ord.;  causes  of  t. 
inv.  F.  dept — 1  hand  eng.,  1  hose  car.;  hose, 
cot,  gd.,  1,000  ft;  f.  aL,  bell;  vaL  equip.,  $900; 
vaL  bldgs.,  $2,000;  exp.  dept*  $200;  tot  mem., 
20  VOL 

Water  Supply—- Src,  wells  ft  5  tk. 

AURORA,  p.  1,901;  f.  area,  1,000  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  bk.  ft  wd., 
2  stor.;  wd.  rfs.  perm,  in  f.  area.;  causes  of  f. 
inv.  F.  dept — 1  h.  eng.,  2  c  hand  ex.,  1  h.  ft  1. 
trk.,  8  hose  car.;  hose,  cot,  rub.  lined,  gd.,  1,500 
ft:  f.  al.,  bdl  ft  wh.,  9  bx.;  tot  mem.,  60  vol. 

water  Supply — Src,  artesian  wells,  in  bus.  cent.: 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  100,000  gal^.; 
2  pump,  eng.,  cap.  day,  1,152.000  gals.;  mains, 
3^  m.,  4  to  6  in.  dia.;  82  hyd.;  21  v.;  1  met; 
400  serv.;  prea.,  dom.  35  lbs.,  f.  125  lbs.;  con.-*, 
day,  120,000  grals.;  cost,  $30,000;  wks.  owned  by 
town. 

AYLMER,  p.  2,102;  f.  area,  600  a.;  mere 
bldgs.,  bk.,  2  ft  8  ator.;  priv.,  wd.  ft  bk..  1  ft  2 
ator.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  a  combt. 
ord.;  causes  of  f.  inv.  F.  dept — 4  c  hand  ex.,  1 
h.  ft  1.  trk.,  1  hoae  wag.,  3  hoae  car.;  hose,  cot., 
rub.  lined,  gd..  1,800  ft;  rub.,  gd.,  300  ft;  inf., 
800  ft;  tot  hose,  2,400  ft;  f.  aL,  bell;  vaL 
equip.,  $6,000;  vaL  bldgs.,  $1,000;  exp.  dept, 
$500;  tot.  mem.,  21  voL 

Water  Supply — Src.  wells,  1%  m.  bus.  cent.; 
sys.,  grav.  ft  pump,  to  stdp.;  stdp.  cap.,  125.000 
gala.;  dim.,  16  x  100;  mat,  atl.;  res.  cap.,  375,> 
000  gals.:  2  pump,  eng.,  cap.  day  1,872,000 
gala.:  mains,  c  L,  15  m.,  4  to  10  In.  dia.;  48 
hyd.;    80    v.;    met.,    175;    175    serv.;    pipe,    lead; 
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prea.,  dom.   40  lbs.,  f.   126  lbs.;   coat.   9100,000; 
cost  mtce.,  94,500;   wka.   owned  by   citjr. 

AYR,  p.  828;  f.  vea,  600  a.;  mere,  bldga.,  bk. 
IH  •tor.;  priv.,  bk.  'ift  wd.,  IH  stor.;  wd.  rfs. 
penn.;  fwka.  ord.  F.  dept — 1  «tin.  eng.,  1  h. 
4c  L  trk.,  2  boae  car.;  boae,  cot.,  rub.  lined,  gd., 
1,060  ft.;  f.  al.,  bell;  val.  equip.,  92,600;  val. 
bldga.,  91.000;  exp.  dept.,  9100;  tot.  mem.  12, 
pd.  part  time. 

Watar  Supply — Src,  rl?.,  in  bua.  cent;  1  pump, 
eng. 

BANCROFT,  p.  760;  !.  area,  600  a.;  mere, 
bldgs.,  frame,  8  ator.;  priv.,  frame,  2  ator.;  wd. 
rfa.  perm.  In  f.  area;  fwka.  ft  combt.  ord.;  cauaea 
of  f.  iny.  P.  dept. — 1  atr.,  2  hoae  reels;  hoae, 
gd.,  800  ft;  inf.,  600  ft;  tot  hoae.  800  ft.;  t 
aL,  bell;  Tal.  equip.,  98,700;  val.  bldga.,  9600. 

Water  Supply— Src,  riv.,  800  ft  bua.  cent; 
2  hand  eng. 

BARRIE.  p.  0,420;  bldga.,  wd.,  2  &  8  ator.; 
wd.  rfa.  perm.;  no  fwka.  ft  combt.  ord.  F.  dept — 
1  str.,  1  c.  hand  ex.,  2  h.  ft  1.  trk.,  2  hose  wag.; 
hoae,  nib.,  gd.,  8,000  ft;  inf.,  400  ft ;^  tot  hoae, 
8,400  ft;  f.  aL,  telp.;  vaL  eaulp.,  910,000;  vaL 
bldga.,  914,000;  exp.  dept,  94,600;  tot  mem., 
28   VOL;  undrs.   rating,   third  dasa. 

Watar  Supply^-Sre,  weU,  1.00?^ Jt-  bua.  c«t; 
aya.,  pump  to  atdp.:  atdp.  cap.,  158,000  gala.;  dim., 
26  X  60;  mat,  itL;  rea.  cap.,  108,000  gala.;  ad- 
ditional  rea.,  cap.  100,000  gala.,  loc  at  pump. 
Btation;  2  pump,  eng.,  daaa  dup.  comp.,  cap.  aaj 
2,000,000  gala.;  maina,  c  L,  20  m.,  4  to  18  in. 

pipe,  ralv.  L;  praa.,  dom.  80  Iba.,  '•"«»**.; 
cons,  day,  800,000  gab.;  wka.  owned  by  town. 

BEAHSVILLE.  p.  900;  f.  trea,  517  a.;  mwc. 
bldga.,  bk..  1  to  8  ator.;  Priv^,  bk.,  1  ft  2  ator.; 
wd.  rfa.  not  perm,  in  f.  area;  fjrks.  ft  combt,  ord.; 
causes  of  f.  Inv.     F.  dept — 1  h.  ft  L  trk.,  1  hoae 

reel;  f.  aL,  belL  ,  .  *.     .^ 

Watar  Supply— Src.,  apr.,  1  m.  bua.  cent,  rea. 
cap..  10,600,000  gala.,  loc  on  mountain;  maina, 
c  t,  4  in.  dia.;  2^0  aerv.;  prea.,  f.  00  Iba.;  coat, 
927,000;  wka.  owned  by  city. 

BEAVERTON,  p.  1,160;  f.  area.  800  a.;  bldga., 
bk.  ft  wd.,  2%  ft  8  ■tor.;  wd.  rfs.  perm.;  fwlw. 
ord.;  cauaea  of  f.  inv.  F.  dept— 1  h.  ft  L  trj., 
1  gaa.  eng.,  1  hoae  ear.;  hose,  cot,  gd.,  850 
ft:  vaL  eouip.,  92,800;  tot  mem.,  80. 

Watar  Supply — Src,  riv.,  100  ft  bua.  cent; 
aya.,  pump  dir. 

BEETON.  p.  504;  f.  area.  100  ••;  m«;c.  Mdga.. 
bk..  2  ft  8  ator.;  priv.,  bk..  2  ator.;  wd.  ^P^> 
fwka.  ft  combt  ord.;  cauaea  of  f.  inv.  F.  dept— 
1  h.  ft  1.  trk.,  2  hose  car.;  hoae.  cot,  "*o-  l»nj°» 
'd..  1,250  ft;  inf.,  850  ft.;  tot  hoae,  l.«00  *t; 
;.  aL,  bell  ft  wh.;  vaL  equip.,  92.000;  vaL  bldga., 
80.000;  tot  mem.,   21   voL 

Water  Supply— Src.  spr.,  2  m.  bus.  cent;  sys., 
grav.;  rea.  cap.,  190,000  gala.;,  mains.  iw>n.^2H 
m..  4  to  12  m.  dia.;  25  hyd.;  pipe,  plv.  L ;  prea., 
doiL  80  Iba..  f.  72  to  86  Iba.;  coat,  |15,500;  wka. 
owned  by  city. 

BELLEVILLE,  p.  9,876;  mere  bldga.,  bk.  ft  atn., 

1  to  4  ator.;  priv.,  bk.  ft  wd.,  1%  to  2%  ator.; 
wd.  ris.  perm,  in  (.  area;  fwka.  ft  combt  ord.; 
cauaea  of  f.  inv.     F.  dept.— 1  str.,  1  water  tower, 

2  c  hand  ex.,  1  h.  ft  L  trk.,  2  hose  wag.,  6  hra.; 
hose,  cot,  rub.  lined,  gd.,  4,000  ft;  f.  «1m  telp., 
175  bx.;  vaL  equip.,  J^.OOO;  val.  bldgs.,  94.000; 
tot.  mem.   20,  pd.  full  time  1,  pd.  part  time  l». 

Watar  Supply— Src,  bay,  1%  ?•  bu».  cent; 
sys..  pump  to  stdp.;  stdp.  cap..  850,000  gals.; 
dim!.  120  X  25;  mat.,  siL;  3  pump  «"fif-' /"Pa 
day  2,000,000  gals.;  mains,  c  »•.! *„?>•»  *JX 
20  in.  dia.;  336  hyd.;  90  v.;  "^^^Sk^O^ /fS? 
KPrv  •  pine  jralv.  i.;  pres.,  dom.  85  lbs!.,  t.  i-» 
IbT;"  cons  •  d?^'.  l.SOMOO  gala.;  co.t.  $280,000; 
cost  mtce.,  $7,800;  wke.  owned  by  city. 

BERLIN,  p.  15.196;  (.  area,  2.000  a.;  mere, 
bldgs..  bk.,  1%  to  5  stor.;  priv..  bk.,  2  stor., 
wd  rfs.  perm,  in  f.  area;  fwka.  ft  ,«>{°bt.  ord.; 
causes  of  f.  inv.  F.  dept— 1  str.,  1  h.  enj;*  « 
c  hand  ex.,  2  h.  ft  L  trk.,  1  comb,  c  ft  h.  wag.. 
2  hose  wag..  2  hoae  car.,  4  hrs.;  hose,  cot.,  rub, 
lined,  gd.,  7.500  ft.;  inf.,  600  ft.;  tot.  hose,  8,- 
100  ft!;  f.  aL.  belf,^elec.,  48  bx.;  vaL  equip., 
925,000;  val.  bldga.,  $49,000;  exp.  dept,  95,766; 
tot  mem.    16,  pa.   full  time. 

Water  Supply — Src,  well,  2  m.  bua.  cent;  sys.. 
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pump  to  atdp.;  atdp.  cap.,  150.000  gala.:  dim.. 
104  z  16;  mat,  atL;  new  atdp.  cap.,  500,000 
gala.;  dim.,  126  z  60;  mat,  cone;  6  pump,  eng., 
daaa  elec  ft  trip,  comp.,  cap.  day  4.592.000  gala.; 
maina.  c  L.  85  m.,  1  to  12  in.  dia.;  285  nyd.; 
2,517  met;  2,878  aerv.;  pipe.  lead;  prea.,  dom. 
60  Iba.,  f.  100  Iba.;  cona.  day.  900.184  gals.;  coat, 
9818.769;  cost  mtcc.  917.904;  wka.  owned  by  dtj. 

BLENHEIM,    p.    1.887;    f.    area,    60    a.;    bldga., 

bk.  ft  wd..  1  ft  2  ator.;  wd.  rfa.  not  perm,  in  f. 
limita;  fwka.  ord.     F.  dept — 1  atr..  2  c  hand  ex., 

1  h.  ft  L  trk..  8  hoae  car.;  hoae.  cot,  gd.,  1,600 
ft;  f.  aL.  bell;  vaL  eauip..  97.500;  vaL  bldga., 
910.000;  ezp.  dept,  9eOO;  tot  mem.,  21  voL; 
undra.   rating,  fourth  daaa. 

Watar  Supply — Src,  tk.,  near  bua.  cent;  aya., 
pump   dir. 

BLYTH,   p.    704;    f.    area.    8    a.;   mere    Udga., 
wd.,   atn.  ft  bk..    1^    ft   2   ator.;   priv.,   wd.,   IH 
ft   2  ator.;   wd.   rfa.   perm.;    fwka.  ord.;   caoacs  of 
f.   inv.     F.   dept — 1    str..   c   ex..   2  hose   car.,    1. 
hose  wag.;  hoae.  rub.,  gd.,  100  ft;  cot,  gd.,   1.- 

000  ft;  inf.,  200  ft;  tot  hoae,  1,200  ft;  f.  aL, 
bell;  2  hra.;  vaL  equip.,  98,500;  vaL  bldga.,  9600; 
exp.  dept,  9200;  tot  mem.  17,  pd.  part  time. 

Watar  Supply— €rc.,  large  crk.,  in  bua.  cent; 
aya.,  pump  dir.;  1  pump,  eng.,  cap.  day  1,080.000 
gala;  maina,  1^  m.,  4  in.  dia.;  18  hj'd.;  26  v.; 
16  aerv.;  prea.,  dom.  80  lbs.,  f.  100  lbs.;  cost, 
96,000;  coat  mtce.,  9800;  wks.  owned  by  corpn. 

BOBCAYOEON,  p.  1,000;  f.  area,  100  a.;  mere 

bldga.,  bk.  ft  wd.,  2  ator.;  priv.,  wd.,  bk.  ft  atn., 
1,  £  ft  8  ator.;  wd.  rfa.  penn.     F.  dcfpt — 1  str., 

2  hand  eng.,  1  h.  ft  L  trk.,  1  hoae  car.;  hoae, 
cot,  gd..  1,860  ft.;  rub.,  poor,  100  ft;  tot  Ixiae, 
1.460  ft;  f.  aL,  bell;  vaL  equip.,  94,000;  val 
bldgs..  9700;  tot  mem.,  86  voL 

Watar  Supply— Src,  riv.   ft  canal 

BOLTON,  p.  1,600;   f.  area,  500  a.     F.  dept — 

1  trk..   ladders. 

Watar  Supply— AVelU  ft  riv. 

BOTHWELU  p.  690;  f.  area,  %  m.;  mere 
bldga..  bk.  ft  wd.,  2  ator.;  priv.,  wd.,  IH  ft  2 
ator.;  wd.  ria.  perm.  F.  dept — 1  hand  eng.,  1 
h.  ft  L  trk.,  2  hoae  car.;  boae,  cot,  gd.,  800  ft.; 
rub.,  gd..  450  ft;  inf.,  200  ft;  tot  boae,  950 
ft;  f.  aL.  bell;  vaL  equip.,  98.000;  exp.  dept.. 
9800;  tot  mem.  16,  pd.  full  time  1,  voL   14. 

Watar  Supply— Src.  wella.  400  ft  boa.  cent; 
aya.,  pump  dir.;  rea.  cap..  96,000  gala.;  maina,  c 
L.  1  m.;  14  hyd.;  prea..  f.  80  Iba.;  cost  $4,500; 
wks.  owned  by  city. 

BOWMANVILLE.  p.  2.814;  f.  area,  1  aq.  m.; 
mere  bldga.,  bk.,  2  ft  8  stor.;  priv..  bk.  ft  wd., 
1  ft  2  stor.;  wd.  ris.  perm,  in  f.  area;  cauaea  of 
f.  inv.  F.  dept — 1  atr.,  1  c  eng.,  1  eztenaion 
ladder,  2  c  hand  ex..  1  h.  ft  1.  trk..  1  hoae  wag.. 

1  hose  cari.  6  hra.;  hoae,  cot.,  rub.  lined,  gd., 
1.800  ft:  rub.,  gd.,  260  ft:  inf.,  800  ft;  tot 
hoae,  2.260  ft;  f.  aL,  elec,  6  Dz.;  vaL  equipt,  $10,- 
000;  exp.  dept,  91|200;  tot.  mem.,  20,  pd.  part 
time 

Water  Supply — Src.  spr.,  8  m.  bua.  cent.;  aya.. 
grav.;  res.  cap.,  500,000  gala.;  1  pump,  eng.,  cap. 
day,  144.000  ffsls.;  maioa,  iron.  8  m..  4  to  10  in. 
dia.;  60  nyd.;  pipe,  iron;  prea.,  dom.  70  lbs.,  f.  140 
lbs.;  wks.  owned  by  corpn. 

BRACEBRIDGE,  p.  2,776;  f.  area,  200  a.;  mere 
bldga.,  bk..  1  to  8  ator.;  priv..  stn.,  bk.  ft  wd..  IVs 
ft  2  ator.;  wd.  rfa.  not  jperm.  in  f.  area;  combt 
ord.:  causes  of  f.  inv.  F,  dept — 1  h.  eng-.  2  c 
hand  ex.,   1  h.  ft  1.  trk.,  1  hoae  was..  8  hose  car.. 

2  hrs.;  hose,  cot,  rub.  lined,  8.000  It;  f.  aL,  bdl; 
val.  equip.,  98,500;  vaL  bldga.,  96,000;  ezp.  d^t, 
92,000;  tot.  mem.,  20  voL 

Watar  Supply — Src,  apr.;  aya.,  grav.  to  rea., 
pump,  dir.;  res.  cap.,  215,000  gals.,  loc  60  ft 
pump;  1  pump,  eng.,  cap.  day  1,440.000  gab.; 
maina,  c  L,  5  m..  4  to  10  in.  dia.;  50  hyd.;  88 
v.;  met,  8;  550  aerv.;  pipe,  lead;  prea.,  dost. 
60  lbs.,  f.  80  to  120  lbs.;  cons,  day,  80,000  gals.; 
coat  960,000;  coat  mtce.,  9800;  wks.  owned  by 
dty. 

BRADFORD,  p.  946;  f.  area,  50  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rf^  not  perm,  in  f.  area;  fwka.  ft  combt  ord.; 
cauaea  of  f.  inv.  F.  dept— 1  atr..  1  h.  eag.. 
aeveral  hand  ex.,  1  h.  ft  L  trk.,  8  boae  oar.;  boae. 
cot.  rub.   lined,   gd.,   1,700   ft;   f.   al..   bell:  val. 
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nnip.,    $2,600;    taL    bldn..    98,600;    ezp.    dept, 
0:  tot  mem.  6t,  pd  full  time  t,  toL  60. 
Water  Supply^-Src,  14  tk.  fed  l^  apr. 

BRAMPTON,  p.  412;  f.  area,  1,000  a.;  mere, 
bldg^.,  bk.,  2  As  8  ator.;  wd.  rfa.  perm.;  no  fwks. 
ord. ;  cflusea  of  f.  inv.  F.  d€pt. — 1  b.  k  I.  trk.,  4 
hose  car.;  hose,  cot.,  rub.  lined,  gd.,  2,000  ft.;  f. 
al.,  elec,  11  bx.;  val.  equip.,  |6,000;  val.  bidgs., 
92,000;  ezp.  dept.,  9270;  tot.  mem.,  36  vol.; 
undni.  rating,  third  class. 

Water  Supply— Src,  wella,  4  m.,  ft  lake,  5  m. 
bus.  cent.;  ays.,  pump  to  res.,  cap.  1,000,000  gals.; 
2  pump,  eng.,  cap.  day  1,500,000  gals.;  mains,  c. 
i.,  17 V&  m.,  4  to  12  in.  dia.;  86  hyd.;  848  met.; 
.S80  serv. ;  pipe,  lead  8l  iron;  pres.,  dom.  50  to  65 
lbs.;  f.  125  lbs.;  cost  mtce.,  94,600;  wks.  owned 
by  town. 

BRANTFORD,  p.  28,182;  f.  area,  2,057  a.; 
mere,  bldga.,  bk.,  1  to  4  stor.;  priv.,  bk.  &  wd.,  1 
ft  2  stor.;  wd.  rfa.  not  perm,  in  f.  area;  fwka.  ft 
combt.  ord.;  cauaea  of  f.  inv.  F.  dept. — 2  h.  ft 
L  trk.,   1   aer.  trk..  14   c.  band  ex.,   4  hoae  wag., 

1  hose  reel,  1  chiera  buggy,  ^  hose  aleigha,  11 
hra.;  hoae,  cot.,  rub.  lined)  gd.,  7,000  ft;  inf., 
1,000  ft;  tot  hose,  8,000  ft;  f.  al.,  Oajnor  elec, 
85  bx.;  TaL  equip.,  980,000;  raL  bldga.,  916,100; 
exp.  dept,  921,000;  tot  mem.   10,  pd.  full  time. 

Watar  Supply-— Src.,  apr.,  2  m.  bua.  cent;  nrs., 
pump    dir.;    8    pump,    eng.,    cap.    day    10,000,000 

5als.;  maina,  c.  i.,  54 V&  m.,  4  to  14  in.  dia.; 
07  hyd.;  488  ?.;  met,  270:  6,118  aerr.;  pipe, 
lead;  prea.,  dom.  80  lbs.,  f.  180  Iba.;  cona.  day, 
2,665,588  gala.;  eoat  9552,900;  coat  mtce.,  922,- 
888;   wka.  owned  by  city. 

BRIDQEBURQ,  p.  1,687;  t  area,  1,400  a.;  more, 
bldga.,  frame,  2  stor.;  priv.,  frame,  2  ator.;  wd. 
rfa.   perm,   in  f.   area.     F.   dept — 1   h.  ft  L   trk., 

2  c.  hand  ex.,  2  hoae  reela.  2  hose  car.;  f.  aL, 
telp.;  vaL  equip.,  98,000;  val.  bldga.,  92,000;  tot 
mem.,  85  vol. 

Water  Supply — ^Src,  riv.,  %  m.  bua.  cent;  sya., 
ump  dir.;  2  pump,  eng.;  maina,  10  m.,  4  to  10 
1.  dia.;  41  hyd.;  400  aerv.;  prea.,  dom.  40  Iba.,  f. 

180  lbs.;   cost,   960,604;   coat  mtce.,   9000;   wka. 

owned  by  ci^. 

BRIGHTON,  p.  1,800;  f.  area.  2,740  a.;  mere 
bldga.,  bk.,  8  stor.;  priv.,  bk.  k  frame,  2  ator.; 
wd.  rfa.  not  perm,  in  f.  area;  fwka.  ft  combt  ord.: 
causes  of  f.  Inv.  F.  dept. — 1  h.  ft  L  trk.,  1  hand 
eng.;  hose,  gd.,  200  ft.;  inf.,  500  ft;  tot  hose, 
700  ft;  f.  al.,  bell;  val.  equip.,  92,000;  val. 
bldsa.,    91.000;    vol. 

watar  Supply — Src,  wella,  cent  of  town;  sya., 
pump  dir.;   1   pump.   eng. 

BROCKVILLE,  p.  0,874;  f.  area,  1,280  a.;  mere, 
bldga.,  atn.  ft  bk.,  2  to  5  ator.;  priv.,  stn..  bk.  ft 
wd.,  8  stor.;  wd.  rfa.  perm,  in  f.  area;  fwka.  ft 
combt  ord.;  cauaes  of  f.  inv.  F.  dept — 1  atr., 
4  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wag.,  2  hose 
reels.  5  hra.;  hoae,  cot,  rub.  lined,  gd.,  4,000  ft; 
f.  al.,  elec  24  bx.;  val.  equip.,  916,000;  val. 
bldga.,  90,000;  exp.  dept,  97,000;  tot  mem.  21, 
pd.  full  time  6,  pa.  part  time  15. 

Watar    Supply — Src.,    riv.,    in   bua.    cent;    aya.. 

Sump  dir.;    8  pump,   eng.,   daaa  hor.    oomp.,   cap. 
ay  7,000,000  gala.;  mains,  c.  L,  20  m.,  4  to  12 
in.  dia.;   128  hyd.;   165  v.:   8  met;   2,872  aerv.; 

Sipe,  lead;  prea.,  dom.  65  lbs.,  f.   100  Iba.;  oona. 
ay,  2,568,610  gals.;  cost     9265,587;  coat  mtce., 
914,895;  wks.  owned  by  city. 

BIUISSELS,  p.  902;  f.  area,  6  blocks;  mere. 
bIdgs.,  bk.,  2  ft  8  stor.;  priv.,  bk.,  2  stor.;  wd.  rfa. 
not  perm,  in  f  area;  combt  ord.;  causes  of  f.  inv. 
F.  dept — 1  str.,  1  c.  hand  ex.,  2  c.  eng.,  3  hose 
car.;  hose,  rub.,  gd.,  1.200  ft;  f.  al.,  bell;  val. 
equip.,  95,000;  val.  bldgs.,  91,200;  exp.  dept, 
9100;  tot  mem.  16,  pd.  part  time. 

Watar  Supply — Src,  riv.;  ayi.»  pump  dir.;  pump, 
eng.,  cap.  day  144,000  gala.;  8  hyd.:  maina,  c  L, 
%  m.,  4  in.  dia.;  coat,  92,000;  wka.  owned  by 
city. 

BURKS  FALLS,  p.  040;  f.  area,  668  a.;  mere 
bldgs.,  bk.  ft  stn.,  1  to  8  ator.;  priv.,  frame.  1  ft 
2  stor.;  wd.  rfa.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  Inv.  F.  dept — 1  h.  ft  L 
trk.,  2  hoae  reela,  1  hose  wag.;  hose,  gd.,  1,000 
ft;  f.  al.,  bell;  vaL  equip..  91,600;  vaL  bldga., 
91,000;    tot   mem.,    20   vol. 

Watar  Supply — Src,  lake,  1,600  ft  bua.  cent.; 
aya.,  grav.;  rea.  cap.,  89,200  gala.,  loc  cent  of 
tovra;   maina,   iron,   8%   m.,   6   to  10   m,  dia.;   88 


hyd.;  cost,  940,000;  cost  mtce.,  9120;  wka.  owned 
by   dty. 

BURLINQTON,  p.  1,660;  f.  area,  660  a.;  mere 
bldga.,  bk.,  1  to  8  ator.;  priv.,  bk.,  2  ator.;  wd. 
rfa.  not  perm,  in  f.  area.  F.  dept — 1  str.,  8  lad- 
ders, 4  hoae  reela;  hoae.  rub.  lined,  gd.,  8,000  ft; 
f.  aL,  bell;  vaL  equip.,  $5,000:  vaL  Dldga.,  92,000; 
exp.  dept,  9500;  tot  mem.,  60  voL 

Watar  Supply — Src,  lake,  %  m.  bua.  cent.;  aya.. 


pump  d&r.  to  atdp.;  atdp.  oap.,  126,000  gala.;  well 
cap.,  200,000  gala.;   2  pump,  eng.,  cap.  day,  7' 
000  gala.;  maina,  c  L,  6  m.,  -4  to  8  in.  dia.;  70 


2  pump,  eng.,  cap.  day,  12,- 
WW  B.».,  uMtM..,  w.  L,  6  m.,  -4  to  8  in.  dia.;  70 
hyd.;  met,  860;  400  aerv.;  prea.,  dom.  48  Iba., 
f.  140  Iba.;  oona.  day,  260,000  nU,;  coat,  966,000; 
ooat  mtce,  92,000;  wka.  ownea  by  dty. 

CAOHE  BAY,  p.  982:  f.  area,  642  a.;  mere 
bldga.,  frame,  2  ator.;  priv.,  frame,  1  ft  1)4  ator.; 
wd.  rfs.  perm,  in  f.  area;  cauaes  of  f.  inv.  F.  dept 
— 1  atr.,  2  hoae  reela.;  f.  aL,  bdl;  vaL  equip., 
96,000;  val.  bldga.,  9500;  exp.  dept,  9200;  tot 
mem.,  18  voL 

Watar  Supply — Src,  wella.  In  bua.  cent;  aya., 
pump  dir.;  1  pump.  evig. 

CALEDONIA,  p.  952;  bldga.,  bk.  ft  wd.,  2  ft  8 
stor.;  wd.  rfa.  perm.;  no  fwks.  ord.  F.  dept. — 1  h. 
ft  L  trk.,  2  hoae  car.,  1  hand  pump;  hose,  linen, 

fd.,    1,250    ft;    val.    equip.,    91,500;    vaL    bldga., 
400;  tot  mem.,   60  voL 

Watar  Supply— Src,  riv.;  aya.,  pump  to  rea.  ft 
dir.;  rea.  cap.,  200,000  gals.;  pump,  eng.,  cap. 
day  192,000  gala.:  mains,  2-3  m.,  4  in.  dia.;  6 
hyd.;  4  v.;  prea.,  f.  65  to  70  Iba.;  coat  910,500; 
coat  mtce.,  92,500;  wka.  owned  by  Co. 

CAMPBELLFORO,  p.  8,500;  f.  area,  1,000  a.; 
mere  bldga.,  bk.,  8  to  8  ator.:  priv..  bk.,  8  ator.; 
wd.  rfa.  not  perm,  in  f.  area;  fwka.  ft  combt  ord.; 
cauaea  of  f.  inv.  F.  dept — 1  h.  ft  L  trk.,  1  aer. 
trk.,  2  hoae  wag.,  8  hoae  car.:  f.  aL,  elec,  4  bx.; 
val.  eouip.,  921,000;  val.  bldga.,  94,000;  exp. 
dept,  9900;  tot  mem.,  17  voL 

Watar  Supply^-Src,  riv..  cent  of  town;  nra., 
pump  dir.;  maina.  Iron,  8Vfe  m.,  4  to  8  in.  dia.; 
80  hyd.;  200  aerv.;  pres.,  dom.  60  to  80  Iba.,  f. 
80  lbs.;  cona.  day,  880,000  gala.;  wka.  owned  by 
city. 

CANNINGTON.  p.  1,080;  f.  area,  468  a.;  mere 
bldga..  bk.,  1  to  8  ator.;  priv.,  bk.,  1  to  2  ator.; 
wd.  rfa.  not  perm,  in  f.  area;  fwka.  ft  combt  ord.; 
oauaea  of  f.  inv.  F.  dept — 1  eng.,  1  h.  ft  L  trk., 
1  hoae  red,  1  hose  wag.;  hoae,  gd:,  600  ft;  val. 
equip.,  91,600;  tot  mem.,  40  voL 

Watar  Supply— Src,  tk.,  on  atreet  comera;  aye, 
pump  dir. 

CARLETON  PLACE,  p.  8,621;  f.  area,  1,100  a.; 
mere,  bldga.,  stn.,  bk.  ft  veneer,  2  ft  8  ator.;  priv., 
stn.,  wd.  ft  bk.,  IH  ft  2  stor.;  gal  v.  rfs.;  fwke 
ord.  F.  dept — 1  stm.  eng.,  2  c  ex.,  6  hoae  car., 
1  h.  ft  L  trk.;  hoae,  6,200  ft;  inf..  800  ft;  tot 
hoae,  5,500  ft.;  elec.  aL,  10  street  bx.;  vaL  equip., 
98.000;  val.  bldga.,  985,000;  exp.  dept,  9800; 
tot.  mem.  25,  pd.  part  time  4;  undre  rating,  fomrth 
clasa. 

Watar  Supply — Src,  riv.,  wella,  tk.,  datama  ft 
amall  rea.;  new  syatem  baing  inatalled. 

CAYUQA,  p.  900;  f.  area,  400  a.;  mere  bldge, 
atn.,  bk.  ft  wd.,  1%  ft  2  ator.;  priv.,  atn.,  bk.  ft 
wd.,  1  ft  2  stor.;  wd.  rfa.  not  perm,  in  f.  area.  F. 
dept — 1  h.  eng.,  1  h.  ft  L  trk.,  1  hose  reel;  hoae, 
cot,  rub.  lined,  gd.,  600  ft;  f.  al.,  bell;  val. 
equip.,  9500;  vaL  bldga.,  95,000;  tot  mem.,  86 
vol. 

Watar  Supply — Src,  riv. 

CHATHAM,  p.  10,760;  f.  area,  1,600  e;  mare 
bldga.,  bk.,  2  to  5  stor.;  priv.,  bk.  ft  wd.,  8  ator.; 
wd.  rfe  not  perm,  in  f.  area;  fwke  ft  combt  ord.; 
cauaea  of  f.  inv.  F.  dept. — 1  str.,  4  e  hand  ex., 
1  h.  ft  L  trk.,  8  hoae  wag.,  4  bre;  hoae.  oot. 
rub.  lined,  8.800  ft;  f.  aL,  elec  bell  ft  wh.,  88 
bx.;  vaL  equip.,  915,000;  vaL  bldga.,  912,000; 
exp.  dept,  97,600:  tot  mem.  16,  pd.  full  time 
6,  pd.  part  time  10. 

Watar  Supply — Src,  riv..  1  m.  bue  cent;  are, 
pump  to  ree  ft  atdp.;  atdp.  cap..  800,000  gale; 
dim.,  20  X  106;  mat,  iron  ft  atL;  ree  cap.,  8,- 
600,000  gale,  Ice  at  pump,  atatlon;  2  pump, 
eng.,  elaaa  dup.  comp.,  cap.  day  8,000,000  gala.; 
mains,  e  L,  88  m.,  2  to  12  in.  dia.;  201  hyd.; 
66  v.;  met,  1,544;  2.402  aerv.;  pipe,  galv.  L  ft 
lead;  pree,  dom.   40  Ibe,  f.   110  Ibe;  cone  day. 
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1,000,000  gals.;  cost,  9216,661;  cost  mtee., 
11,448;  wks.  owned  by  city. 

CHESLEY,  p.  1,784;  f.  area,  i\k  a.;  mere, 
bldga.,  bk.,  2  ft  3  etor.;  prlv.,  bk.,  2  stor.;  wd. 
rfs.  not  perm.;  no  fwka.  ord.  F.  dept. — 1  atm. 
eng.,  1  h.  As  1.  trk.,  2  hose  car.;  hoae,  cot.,  rub. 
lined,  gd.,  1.800  ft;  inf.,  800  ft;  tot  hoae,  2,400 
ft.;  f.  al.,  bell;  val.  equip.,  |9,500;  val.  bldgs., 
95,000;  ezp.  dept,  9200;  tot  mem.,  75,  pd.  full 
time  8,  vol.  72. 

Water  Supply — Src.,  wells  A  riv. 

CHESTERVILLE,  p.  900;  f.  area,  600  a.;  mere, 
bldga.,  bk.,  2  stor.;  priv.,  bk.  jc  frame,  2  ator.; 
wd.  rfa.  perm,  in  f.  area.  F.  dept — 1  str.,  2  hoee 
wag.;  hose,  cot.,  rub.  lined,  gd.,  l.bOO  ft;  inf., 
600  ft;  tot  hoee,  2,300  ft;  vaa.  equip.,  92,300; 
val.  bldg«.,  91,200;  exp.  dept,  900;  vol. 

Waist  Supply — Src.,  riv.;  1  pump,  eng.,  cap. 
day  200,000  gtila.;  1  hyd.;  coat,  94,600;  wks. 
owned  by  village. 

CHIPPEWA,  p.  700;  f.  area,  800  a.;  mere, 
bldgs.,  bk.,  1^2  stor.;  priv.,  frame,  1^2  stor.; 
wd.  rfs.  perm,  in  f.  area.  F.  dept — 1  b.  ft  1.  trk., 
1  band  eng.;  hose,  gd.,   400  ft;  f.   al.,  bell;  voL 

Water  Supply — Src.,   riv.,   800   ft   bus.   cent 

CLARKSBURG,  p.  600;  f.  area,  600  a.  F. 
dept — laddere,  1  nose  reel,  600  ft  hoee;  tot 
mem.,  20  vol. 

Water  Supply — Src.,  riv.;  pres.,  60  lbs. 

CLINTON,  p.  2,264;  mere  bldgs.,  bk.,  2  stor.; 
priv.,  bk.  ft  wd..  1^  ft  2  stor.;  wd.  rfs.  perm.; 
fwks.  ord.  F.  dept — 1  stm.  eng.,  1  hand  enc. 
(priv.  c  ex.  in  most  all  places  of  hue.),  1  h.  ft  L 
trk.,  8  hose  car.;  hose,  rub.,  gd..  1,600  ft;  t 
aL,  bell;  vaL  equip.,  96,000;  val  bldgs..  912,000 
(part  of  town  hall);  exp.  dept,  9702;  tot  mem. 
18,  pd.  part  time  17. 

Water  Supply — Src.,  2  artesian  wells;  srs., 
pump  to  stdp.;  stdp.  cap.,  126,000  gals.;  itB,  cap., 
100,000  gals.;  mains,  4  to  10  in.  dia.;  66  hyd.: 
pumps,  gas.  ft  elec.;  cost,  966,000;  wks.  owned 
oy  ci^. 

COBALT,  p.  5,688;  f.  area,  1,000  a.;  mere, 
bldgs..  wd.,  1  to  8  stor.;  priv.,  wd.,  1  ft  8  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept' — 1  str.,  1  h.  ft  L  trk., 
6  c  hand  ex.,  1  hose  wag.,  4  hose  reels,  2  hrs.; 
hose,  cot,  rub.  lined,  gd.,  5,000  ft.;  inf.,  500  ft; 
tot  hose,  5,600  ft;  f.  al.,  Qamewell,  11  bx.; 
val.  equip.,  916,000;  exp.  dept,  97,600;  tot  mem. 
86,  pd.  full  time  4,  vol.   82. 

Water  Supply — ^Not  reported. 

COBOURO,  p.  5,074;  L  area,  2,417  a.;  mere, 
ft  priv.  bldgs..  bk.,  2  ft  8  stor.;  wd.  rfs.  perm, 
in  1  area;  fwks.  ft  combt  ord.;  causes  of  1  inv. 
F.  dept — 4  c  hand  ex.,  1  h.  ft  1.  tik.,  1  hose 
wag.,  1  hose  car.,  4  hrs.;  hose,  cot,  rub.  lined, 
gd.,  2,800  ft;  inf.,  500  ft;  tot  hose,  2,800  ft; 
L  al.,  bell  ft  telp.,  16  bx.;  val.  eauip.,  96.000; 
val.  bldgs..  98,000;  exp.  dept,  94,356;  tot  mem. 
16.  pd.  full  time  5,  pd.  part  tune  10. 

Water  Supply — Src,  lake,  1  m.  bus.  cent;  sys.. 
pump  dir.;  7  pump,  eng.,  class  comp.  dup.  ft  tur- 
bine, cap.  day,  6,000.000  gala.;  mains,  c.  i.,  8  m.. 
4  to  12  in.  dia.;  90  hyd.;  50  v.;  met,  SOO;  1.000 
•ierv. ;  pip*?,  fwlv.  i.;  pres.,  dom.  80  lbs,,  f,  100  lbs.; 
cons,  dsy,  100,000  gals.;  cost,  9200,000;  wks. 
owned  by  Co. 

COCHRANE,  p.    1,715     P.   dept — Not  reported. 

Water  Supply — Src,  Norman  Lake,  %  m.  bus. 
cent;  sys.,  pump  to  stdp.;  stdp.  cap.,  100,000 
gals.;  dim.,  22  x  20;  mat,  stl.  ft  cone;  res.  cap., 
120,000,000  gals.;  8  pump,  eng.,  cap.  day  1,400,- 

000  gals.;  maina,  c  i.,  1^  m.,  4  to  10  in.  dia.; 
30  hyd.;  58  v.;  pipe,  galv.  i.;  prea.,  dom.  56 
lbs.,  f.  180  lbs.;  cost  965,000;  wks.  owned  by 
city. 

COLBORtiE,  p.  099;  f.  area,  75  a.;  mere,  bldgs., 
bk.  ft  wd.,  2  ft  8  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  perm.;  no  fwks.  ord.  F.  dept. — 1  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  SOO  ft;  f.  al., 
bell;  val.  equip..  92,000;  val.  bldgs.,  98,000; 
exp.  dept.  950;  tot  mem.,  26  vol. 

Water  Supply — Src.,  wells,  cent  of  bus.  district; 
sys.,  pump  dir. 

COLLINQWOOD,  p.  7,000;  bldgs.,  bk.,  2  ft  8 
stor.:  wd.  rfs.  not  perm.;  fwks.  ord.  F.  dept.-—! 
stm.  eng.,  4  c.  han<l  ex.,  1  c  eng.,  1  K.ft  \  1»t 

1  hose  wag.,  2  hose  car.;  hose,  cot,  nib.  Uped,  gd., 
8,200  ft;  f.  al.,  elec,  18  bx.;  vaL  equip.,  920,000; 
val.  bldga.,  91^.000;  exp.  dept.  98,000;  tot.  mem., 
15,  pd.  full  time  <6,  pd.  part  time  10. 


Watar  Supply — Src,  bay,  H  m.  bna.  oest;  m., 
pump  dir.;  2  pump,  eng.,  cap.  day,  2,000,000  0bjs.| 
maina,  c  L,  15  m.,  1  to  10  in.  dia.:  01  hyd.;  8 
met;  1,752  acnr.;  pipe,  galv.  L  ft  leaa;  prea.,  don. 
40  lbs.,  f.  125  lbs.;  cons,  day,  850.000  gal&; 
cost,  985,000;  cost  mtce.,  $5,800;  wks.  owned  by 
city. 

COPPER  CLIFF,  p.  8,000;  f.  area,  1,600  a.; 
mere  bldgs.,  frame,  1  ft  2  stor.;  priv.,  frame.  1 
ft  2  stor.;  wd.  rfs.  perm,  in  t  area;  causes  of  L 
inv.  F.  dept — 1  str..  20  hand  ex.,  2  acr. 
laddera,  8  hose  reels;  hose,  gd.,  1,800  ft;  vaL 
equip.,  96,000;  val.  bldga.,  95.000;  exp.  dept, 
91.000;  tot  mem.,  80  vol. 

Water  Supply— -Src,  lake,  H  >&•  bus.  cent; 
qrs.,  grav.;  mains,  iron,  2^  m.,  5  to  16  in.  dia.; 
pres.,  dom.  85  lbs.,  f.  150  lbs.;  wks.  owned  by  Co. 

CORNWALL,  p.  6,598;  f.  area,  750  a.;  mere 
bldgs.,  bk.,  2H  ft  8  stor.;  priv.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  not  perm.;  fwks.  ord.  F.  dept — I 
stm.  eng.,  2  c  ex.,  1  h.  ft  L  tik.^  4  hose  car.,  1 
hose  wag.,  2  hrs.;  Siamese  couplmgs  used;  hose, 
cot,  gd.,  4,500  ft^  inf.,  200  ft;  tot  hose,  4.700 
ft;  storage  battery  al.,  10  st  bx.;  mills  tkave 
improved  stm.  f.  pumps,  hose  ft  sprinklers,  alto 
org.  company;  vsL  equip.,  920,000;  vaL  bldgs., 
98,000;  exp.  dept,  910,000;  tot  mem.  22,  pd. 
full  time  7.  voL  16. 

Water  Supply — Src.  riv.,  1  m.  bua.  cent;  sys.. 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  800,000  gals.; 
res.  cap.,  8,000,000  gala.;  8  pump,  eng.,  cap.  day 
8.500,000  gals.;  mains,  iron,  26%  m.,  2  to  14  In. 
dia.;    102    hyd.;    108    v.;    met,    20;    1,200 


pres..  dom.  60  lbs.,  f.  60  to  115  lbs.;  cost,  9180^ 
000;   cost  mtcc,  98,750;   wks.   ovrned  by  atj. 

CREDITON.  p.  560:  f.  srea.  200  a.     F.  dci>t — 

1  hand  eng.,   1  hose  reel,   600  ft  bo<e. 
Water    Supply — Src.    tanks. 

CREEMORE,  p.  600;  f.  area,  600  a.;  mere 
bldga.,  bk.,  1  ft  2  stor.;  priv.,  bk.  ft  frame,  1  ft  2 
stor.;  wd.  rfs.  penn.  in  f.  area;  causes  of  f.  inv. 
F.  dept — 1  hose  reel;  hose,  gd.,  1,000  ft;  f.  sL, 
bell;  tot  mem..  10  vol. 

Water  Supply — Src,  wells,  8  m.  busw  cent; 
sys.,  grav.;  res.  cap.,  80,000  gals.;  maina,  iron, 
8  m.,  4  to  6  in.  dia.;  12  hyd.;  cost,  920,000;  wks. 
owned  by  city. 

DELHI,  p.  825;  f.  area,  500  a.;  mere  bldga., 
bk.,  2  stor.;  priv.,  frame,  IH  ator.;  wd.  rfs.  penn. 
in  f.  area.  F.  dept — 1  h.  ft  1.  trk.,  1  hand  eng.; 
hose,  gd.,  860  ft;  f.  al.,  bell;  val.  equip.*  9400; 
exp.   dept,   9100;  tot  mem..   20  vol. 

Water  Supply---Src,  tk.,  150  ft  bus.  oeat; 
sys.,  pump  dir. ;   1  pump,  eng.,  cap.  day  20.000  galsL 

DESERONTO,  p.  2,018;  bldgs..  stn..  bk.  ft  wd., 

2  ft  8  stor.;  wd.  rfs.  perm.;  no  fwks.  ord.  F. 
dept — 2  ex.  ladders,  azea,  ftc,  1  atm.  eng.,  4 
c  eng.,  5  hose  car..  1  h.  ft  1.  trk.;  hose,  5,250  ft; 
vaL  equip.,  98,500;  dec  aL,  18  at  bx.;  exp. 
dept.  9750;  tot  mem.,  21  voL;  ondxa.  rating, 
fourtn  dsss. 

Watar  Supply — Src,  bay,  %  m.  bus.  cent;  sysi, 
pump  to  stdp.;  stdp.  cap.,  70,000  gala.;  dim.,  20 
X  85;  mat,  wrt  L;  cap.  plant  416,600  ^da.; 
pump.  eng..  cap.  day  2,602.000  gala.;  1  pumpi 
eng.,  cap.  72,000  gals,  day;  maina,  c  L,  S  m.,  4 
to  10  in.  dia.;  68  hyd.;  18  v.;  840  aenr.;  pipe, 
galv.  i.;  pres.,  dom.  75  lbs.,  f.  75  to  190  Ibsi; 
cons,  day,  800.000  gala.;  cost  987,000;  coat 
mtce.,  92.000;  wks.  owned  by  town. 

DRAYTON,  p.  706;  1  area,  14  «.:  mcfc  bUca., 
bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wv.,  1  ft  S  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  eombt  oir&; 
cauaes  of  f.  inv.  F.  dept — ^Priv.  &  band  ex.;  f. 
aL.  belL 

Water  Supply-HSrc,  wells  ft  riv.,  50  ydau  bva. 
cent;  sy.,  pump  dir. 

DRESDEN,  p.  1,551;  f.  area,  650  a.;  ascrtL 
bldgs.,  wd.  ft  bk.,  1  to  8  stor.;  priv.,  wd.  ft  biL.  1 
to  8  stor.;  wd.  rfs.  perm.;  no  fwks.  ord.  F.  d^c. 
— 1  stm.  eng.,  2  hose  car.;  hoae,  rub.,  gd.,  2,500 
ft;  inl,  500  ft;  tot  hose,  8,000  ft;  Ml  aL:  vaL 
equip.,  96,000;  val.  bldgs.,  98,000;  expc  dept, 
91,000;  tot  mem.,  16  voL;  undrs.  rating;  fovtb 
dass. 

Watar  Supply — Src,  riv.  ft  weUa,  600  ft  b«BL 
cent;  sys.,  pump  dir.;  86  hyd.;  2  pumpt  eng.,  oapt. 
1,000,000  gala.;  high  prea.  water  «ys.  iostalled. 

DRYDEN,  p.  66S;  f.  area,  700  a.;  OMre.  IkMgsi, 
frame,  2  stor.;  priv.,  frame,  2  stor.;  wd.  rfa. 
in  f.   area.    F.  dept — S  c  hand  ex.,   1   e. 
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,   iOD    It.;   vil.   tquii 


DALK,  p.  800:  I. 


^f:t 


ere.  bidgi., 

>aibt  ord'l 
.  trk., 


il.,  bell;  vil.'  equip.,  1800;' up.  d^t.,'  110;  toL 

Wilier  Supply— Src,  xeUi. 

DUHDAS,  p.  t,l»l);  f.  ir«,  iM  ».;  mei 
bldm..  bk.  *  ttn.,  2  tt  S  nm.;  prir.,  wd.  &  bk., 
■   '  ■      F.  dtpt- 


•  c.  ex.    J  h,  A  U  trtTa'boM  ng,,' , , 

cot.,  Tab.  Used,  ed.,  i.lbO  It.;  rub.,  cd.,  luO  tt.; 
tot.  bOK,  S,SbA  n.;  eleo.  bell  k  t^r.  ■].,  IS  bi.; 
TOl.  e<ni]p.,  11,100:  TmL  bldgi.,  ll.EOO;  eip.  dept., 
lEOO;  tot.  mtm.,  io,  pd.  part  time. 

W*t*r  Supply — Src..   ipr.;   aji.,  anv.;  ree.   cip., 
0  K*!ii  m»lni,  B  m.,  t  to  11  id.  di».;  Ot 


hrd.; 


,  It.OOO;  wk*.  o 


I.   S.BS1;   t.   t 


:  priv., 

;   Iwki.  k   c 


,   1   bn.; 


1    b.   *   L   trk.,    I   hoH 

._.    _    bne,   cot,   rab.   lined, 

gd.,  S.SOD  ft.;  t.  il.,  bell  fe  wb.;  nl.  equip.,   fV 
OOO;   ml  bldg«.,   |2,E00;   up.  dept.,   |1,000;   tot. 

Water  Sueply — Src,  fit., 'in  bua.  cenL;  »■., 
puDip  dir.  k  to  itdp.;  itdp.  op.,  100,000  (tU.; 
mat.,  wd.;  ree.  ap.,  1,000.000  fila.;  pump.  en(., 
cip.  da;  1,000,000  Bill.;  malna.  c.  I..  1  m..  4  to 
8  In.  dla.;  eo  bjd.;   IS  t 


;  pipe,  lead; 


bli^,  bk..  lU,  £  k  3  itor.i  prlv.,  nd 
It  I  not.;  Hd.  rf*.  perm.;  [aki.  ord.; 
inv.  F.  depl. — ]  atni.  «tg.,  !  taoBC  ca: 
irk.,  IS  c.  ex.,  ropei,  lies  k  buckela 
rub.  lined,  gd.,  1,000  (I.;  rub.,  gd.,  1 
hose.  1,200  tt.;  bell  nl;  viL  equip., 
bldgi.,  »l,iO0:  ein.  dept.,  »100:  tol 
pd.  pirt  time  4,  toL  10. 


80    lb*;     cott,    10,000; 
ouned  by  prli.  Co, 

DUTTOM,  p.  034;  f.  a 


.   'so   Iba.,    f! 
teOO;     wki. 

mere  bligt.. 


not  perm,  is  f.  area;  IhVb.  k  combi,  srd. ;  «ui 
ol  L  Ini.  F.  dept.— 1  hoae  wag.,  1  hoee  re 
boK,  gd.,  600  (t.:  inf.,  SOO  It.;  tot.  boat,  7 
H.:  I.  «1.,  b«l);  «1.  equip.,  H.SOO;  vol. 

WaUr  Supply— 9rc.,  veil;  ija.,  pump  dir.;  1  g 


Water    Su poly— Src 


bk.,   2   I 


e  reel;  hole,  gd.,   1,900  [I.; 
•S,00O;    tal.    bldM.,    II,. 
:.   mem.,   32   tdI; 
'..    !00    It.    bui.     cent.: 
tng.,    cap.    day   SDO.OOO 


.n ,;: 


mere,  bldga., 

t  ator.;   wd. 

F.  dept — 


bcli;  ral.'  eqiilp..  fS.OOn';  vii.  i 
eir.  dept,  fSOO;  tot.  mem.,   18  vnl 

Water  Supply-— Src,  wella  k  t. 
bra.  cent;  aya.,  pump  dir.;  rea.  cap 
1  pump.  eng.  1  maina.  c.  i.,  3^4  1 
dia.;  S8  hyd;;  >0  met;  ISO  aerv.; 
Iba.,  (.  IIS  lb»,;  cona.  day,  70,0 
tSO.OOO;   coat  mtee.,   ft, SOD;  wka. 

ELMVALE,  p.  «fiO;   1.  area,   6S0 


ELORA,  p.  1,107;  J.  area 
3k.  k  atn.,  i  k  a  ator.;  pri 
•d.  rfa  perm.;  no  tffkt.  i 
mg..  1  band  eng..  1  b.  1 
Semt,  cot,  rob.  Hoed,  gd.,   '■ 


,    nk..    !    boat    car.: 


r    Supply— Src 


EMSnO,  I 

Supply:— Src., 

ENQLEtiART,  p.  BIO;  f.  area,  SSI  a.;  ncre- 
bldga.,  frame,  I  aior.;  mil.,  frame,  I  ator.;  wd. 
r(a,  perm,  in  f.  area.  F.  dept — 1  atm..  I  boaa- 
wair.,  1  boae  reel;  boae,  gd.,  1,000  It;  I.  aL,. 
bell;  Txl.  equip.,  tS,STS:  'al.  bldga.,  (ISO;  eip. 
dept,  )!00;  tot.   mem.,  It  toL 

Watar    Supply — Src.    well,    IBS    ft    bua.    ctot-i 


lerc  bldga.,  bk.  with  metal 
"'  ,  i  ator.;  wd.  rta.  not 
--■ I    of    f.    illT. 


■;   prfT.  ■  bk.,  ■ 


ESSEX,   ] 

perm,   la    f.''iim'lta';"  fwiui.'   c 
F.   dept — 1   boae   car.;   boae,    cot,  go.,    1,UUI 
«h.   k   bell    aL;    eip.    dept,   |800;    tot    mem 
pd.  part  time   10,  vol.   40. 

Water  Supply— Src,  wella,  in  bua.  cent: 
pomp  to  rea.;  re*,   cap.,   ItB.ODO.ODO  gala.;  [ 

m.,'l   to' 10    in.    di'a.;    afbjk;    9    t.';    aSD'"i 

Eipe,  lead  k  gilv.  i. ;  prea.,  dom.  BO  Iba.,  : 
la.;  coat  |SE,O00;  coat  mtce.,  11,000; 
owned   b7    town. 

EXETER,  p.  l,sat:  t.  area,  SO  a.;  mere  bidgi., 

bk.,  t   k  8   — -  ■   "-'-     '•'■      ■   — '     -■-    — 

perm,    in   t. 

T.   dept — 1   -   -.   ,.-..,   - .... 

k  L   trk.,   B  boae   car.;   boae,   cot,  rub.   lined,   gd., 
EDO    It;  rub.,   gd.,    EDO   ft;    tot    boae,   1,000  It: 
f.  a].,  beU  k  wh.;  val.  equip.,  10,000;  vaL  bidga., 
SS,SDO;    eip.   dept,    1240;   tot    mem.,    SO   vol. 
Watar    Supply— Src,    riv.,    cent    of   town;    cya., 

cap.  BOO  gala,  mio.;'  malni.  c  L,  'l>4  m,,  i  to  t 
In.  dla.;  IS  byd.;  B  aerv.;  coal,  112,000;  wka. 
owned  bj  elty. 

FENEtON  FALLS,  p.  I.DSS;  bidga.,  wd.  A  bfc,. 
ly  »  B  ator.;  wd.  ria.  perm.;  no  Iwka.  ord.  F. 
dept. — i  band  eng.,  1  Urge  k  1  email,  i  c  eng.,. 
1  b.  k  1.  trk.,  S  boae  oar.;  boae,  cot,  gd.,  SOD  Itl 
rub.,  gd..  7S0  It;  lot  boae,  BSO  ft;  val.  equip., 
S1,!2S;  val.  bldgi.,  ITE:  exp.   dept,  |38S. 

Watar  Supply — Src,  apr.;  rea.  cap..  1,000  bbla.;. 
40  hj6.;  00  aerv.;  pipe,  E  m.,  Z  in.  dia.;  coaW 
|S,SOO;   wka.   owned  by   Individual. 

FERQUS,  p.  1,E»4;  f.  area,  5  a.;  mere,  bidga.,- 
(tn..  2  k  3  ator.;  priv.,  atn.  k  bk.,  S  ator.;  «d. 
rta.  perm,  in  I.  area;  combt  ord.;  eauaea  of  t. 
Inr.  F.  dept— 1  Btr.,  1  ex.  ladder,  I  boae  ear.;. 
boat,  cot,  mb.  lined  gd.,  1,100  ft:  rub.,  gd.,  300> 
',  -  f«,  !■»..  ]_B(K(  ft..  [.  ^._  bell;  tH  cqulp,„ 
jga.,  (1,000;  exp.  dept,  |i7S;  toC 
.  ,_.    .'ull  time. 

Watar  Supply^-Src,  arteclaji  wella,  %  m.  boK 
Etnt;  i^B.,  pomp  to  atdp.;  atdp.  cap.,  BO.OOD  gala., 
lim.  il  I  it,  mat  atl.:  na.  cap..  OO.DOO  gala.;  1 
lump,  eng.,  cap.  da;,  170,000  gala.;  malaa,  c  L, 
I  n.  g  to  8  in.  dia.;  IB  byd.;  !o  v.;  S  met;  110 
pipe,  galr.  L;  prea.,  dom.  k  t.  70  Iba.;  cona. 


^Bge.  ' 

FOREST,  |>  ;,H5;  I  mea,  IS  a.;  mere,  bidga., 
bk.  &  Bid.,  i  Wor.;  iiri...  I*,  k  wd.,  1  ft  2  ator. 
wd,  rfa.  not  perm.;  alilngha  laid  on  mbealoa.  F, 
-depi. — 1  atm,  eng.,  1  h.  k  L  trk.,  2  boee  car.; 
hoae.  cot.  gd.,  1.800  It,;  bell  aL;  vaL  equip., 
Bi^.OOD:  val.  bldgs.,  tS.OOO;  eip.  dept,  tSDO: 
tut  mem,   30,  pd.  Full  timi'  I,  tol,   2E. 

Water  Supply^,? re.  i  tk.,  R.  H.  rea. 

FORT  ERIE,  p.  1,400;  t.  area,  700  a.;  mere, 
bidga.,  tnune.  t  ator.:  priv.,  frame,  t  ator.;  wd. 
rfa.  perm,  in  f.  area;  twka.  k  combt  ord.;  caoam 
ol  f.  iuf.  F.  dept — 1  b.  k  1.  trk..  0  e.  band  ex., 
1  boae  wag.:  boae,  gd.,  EOO  ft:  [.  al.,  telp.;  val. 
equip.,    11,000;    exp.    dept,    fEOO;    tot    mem.,    I(^ 


-.- <E  lb*., 

gala.;   coet,    |61,- 
rned  by  village. 
FRANCES,    p,     2,!E0:    I,    area.    77E    a,;. 
■  ■      ■      1    priT., 


mere,    bidga.,    bk.    k       _.._.__    

Frame,    I   «or,  1   wd.   rta.    pcrb.    In   I.    aiea;   I 
k  eotnbl.  ord.;  caoaaa  of  t  inv,     F.  dept — 1 
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1  ex.  ladder,  4  c.  hand  ex.,  8  hose  reela;  boM,  gd., 
t.SOO  ft.;  inf.,  700  ft.;  tot  hoee,  S.OOO  ft;  f.  aL. 
bell,  telp.;  tot.  mem.  21,  pd.  part  time  1,  voL  20. 
Watar  Supply — Src.,  lake  ft  ri?.,  8  m.  bus. 
cent;  sjrs.,  grav.;  rea.  cap.,  100,000  gali.;  8  pump, 
enff.;  mains,  c.  L,  4^  m.,  0  to-  10  in.  dia.:  89 
hyd.;  185  serv.;  pres.,  dom.  50  lbs.,  t  100  lbs.; 
cost,  967,000;  cost  mtce.,  91,850;  wks.  owned  by 
city. 

FORT  WILLIAM,  p.  16,499;  f.  area,  8  m.  by  % 

m.;  mere  bldgs.,  bk.,  stn.  k  cem.,  1  to  2  stor.; 
priv.,  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  twkM. 
ord.:  causes  of  f.  inv.  F.  dept. — 1  str.,  1  auto, 
comb,  c  ft  h.  wag.,  1  comb,  c  ft  h.  wag.,  2  h.  ft 
L  trie.,  2  hose  wag.,  2  hose  reels,  1  chiefs  buggy, 
8  hose  sleighs;  hose,  cot,  rub.  lined,  gd.,  5,500 
ft;  rub.,  gd.,  2,000  ft;  inf.,  1,000  ft;  tot  hose, 
8,500  ft;  f.  al.,  Oamewell,  40  bx.;  vaL  equip., 
928,000;  val.  bldgs.,  9il.000:  exp.  dept,  92S|860; 
tot  mem.  82,  pd.  full  time  20,  pd.  part  time  12. 
Water  Supply — Src,  lake,  8  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  800,000  gals.;  mat,  cone.;  mains, 
e.  i.,  41  m.,  4  to  8  in.  dia.;  825  hyd.;  4.288 
senr.;  pipe,  lead;  pres.,  dom.  110  lbs.,  f.  125  lbs.; 
cons,  day,  8,500,000  gals.;  cost,  9600,000;  cost 
mtce.,   922,000;   wks.  owned  by  city. 

GALT,  p.  10,299;  f.  area,  2,000  a.;  mere, 
bldgs.,  stn.  ft  bk.,  3  to  5  stor.;  priv.,  stn.  ft  bk., 
1  to  8  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
ft  combt  ord.;  causes  of  i.  inv.  F.  dept.— 4  c. 
hand  ex.,  1  h.  ft  L  trk.,  1  hose  wag.,  1  nose  car., 
4  hrs.;  hose,  cot,  rub.  lined,  gd.,  4,000  ft;  inf., 
1,500  ft;  tot  hose,  5,500  ft;  f.  al.,  elec  bell; 
val.  equip.,  97.000;  val.  bldgs.,  95.000;  exp. 
dept,  92,500;  tot  mem.  20,  pd.  full  time  2, 
pd.   part  time  10,   8  vol. 

Water  Supply— Src.,  wells,  1  m.  bus.  cent; 
<ys.,  pump  to  stdp.;  stdp.  cap.,  220,000  gals.;  dim., 
80  X  62,  loc.  1  ra.  town;  mat,  stl.;  res.  cap.,  160,- 
000  gala.;  2  pump,  eng.,  cap.  day,  5,000,000  gals.: 
maina,  c.  L,  87  m..  4  to  18  in.  dia.:  190  hyd.;  167 
▼.;  met,  400;  S,900  serv.;  pipe,  IttA  ft  galv.  t; 
pres.,  dom.  100  lbs.,  f.  120  lbs.;  cons,  day,  1,000.- 

000  gak.;  cost,  9282,000;  cost  mtce.,  $8,000;  wks. 
owned  by  dty, 

GANANOQUE,  p.  8,804:  f.  area,  500  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  bk.,  2^  stor.; 
wd.  rfs.  perm.  I.  dept — 1  hand  eng.,  5  hose 
reels;  hose,  gd.,  1,500  ft;  elec.  al.,  18  st  bx.;  vaL 
«quip.,  97,000;  val.  bldgs.,  92,000;  exp.  dept, 
9680;  tot  mem.  21,  pd.  part  time;  undrs.  rating, 
third  class. 

Watw  Supply — Src.,  riv.,  %  m.  bus.  cent;  lyis., 
CNimp  dir.;  stdp.  cap.,  157,000  gals.,  dim.  20  x  80, 
mat.,  stl.;  2  pump,  eng.,  cap.  day.  2,500,000  gals.; 
maina,  5%  m.,  4  to  8  in.  dia.;  70  hyd.;  52  v.;  500 
met;  pres.,  dom.  40  Iba.,  f.  115  lbs.;  cods,  day, 
151,200  gsls.;  cost,  9165,000;  cost  mice.,  92,650; 
wks.  owned  by  town. 

GEORGETOWN,  p.  1.858;  f.  area,  800  a.;  mere, 
bldgs.,  stn.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  bk., 
fltn.  ft  wd..  2  ft  8  stor.;  wd.  rfs.  perm.;  fwks.  ord. 
F.  dept — 2  c  ex.,  1  h.  ft  1.  trk.,  2  hose  car..  1 
hose  sleigh;  hose,  cot,  gd.,  1,800  ft;  rub.,  inf., 
200  ft;  tot  hose,  2,000  ft;  bell  aL;  vaL  equip., 
$2,700;  val.  bldgs.,  96,000;  tot  mem.,  88  vol.; 
undrs.   rating,   fourth   class. 

Water  Supply — Src.  spr.;  sys.,  grav.;  mains, 
iron,  7  m.,  4  to  10  in.  dia.;  88  hyd.;  26  v.;  275 
MVf.;  pres.,  f.  90  lbs.;  cost,  942,500;  wks.  owned 
iby  city. 

QLENCOE,  p.  841;  f.  area,  200  a.;  bldgs.,  bk. 
Jt  wd.,  1^  to  8  stor.;  wd.  rfs.  not  perm.  P.  dept 
— 1  hand  eng.,  1  c.  eng.,  1  h.  ft  1.  trk.,  1  ho-^e  car. : 
hose,  cot.,  rub.  lined,  gd.,  700  ft;  f.  al.,  bell;  val. 
^uip.,  92,500;  val.  bldgi..  9400;  exp.  dept, 
9100;  tot   mem.   25,  pd.  fuU  time  1,  voL   24. 

Water  Supply — Src,   wells  ft  tk.,  in  bus.   cent 

GODERICH,  p.  4,522;  f.  area,  1^  m.;  mere 
bldgs.,  bk,  ft  stn.,  2%  ft  8  stor.;  priv.,  bk,  ft  wd., 

1  ft  2  stor,;  rfs.  shingles,  laid  in  morUr,  gravel 
A  plastic  slate;  no  fwks.  ord.  F.  dept. — 1  stm. 
«ng.,  1  h.  ft  1.  trk,,  8  hose  car.,  1  hose  wag.; 
aiamese  couplings  used;  hose,  cot,  gd.,  1,500  ft; 
inf..  800  ft;  tot  hose,  1,800  ft;  bell  ft  elec 
al.;  2  hrs.  vaL  equip.,  96,200;  vaL  bldgs.,  91.500; 
exp.  dept.,  9300;  tot  mem.  14.  pd.  full  time  12, 
pd.  part  time  2;  undrs.  rating,  third  class. 

Wattr  Supply— ^rc,  Lake  Huron,  H  m-  boa. 
cent;  sys.,  pump  to  stdp.;  stdp.  cap..  125,000 
gals.;    2    pump,    eng.,    cap.    dsy,    2,000,000    gala.; 


mains,  c  L,  12  m.,  4  to  10  in.  dia.;  64  hyd.;  80 
v.;  1.200  aerv.;  pipe,  lead;  prea.,  dom.  90  lbs.,  t 
145  lbs.;  cost,  984,000;  cost  mtoe.«  95,000;  wka. 
owned  by  city. 

GORE  BAY,  p.  750;  f.  area.  200  a.;  mere 
bldgs.,  cem.,  2  stor.;  priv.,  frame,  2  stor.;  wd.  rfs. 
not  perm,  in  f.  area;  fwks.  ft  combt  ordL;  cai 


of  f.  inv.  F.  dept — 2  hoae  wag.;  hose,  gd.,  500 
ft;  inf.,  250  ft;  tot  hose,  750  ft;  f.  aL.  beU; 
val.  equip.,  94|000;  vaL  bldgs.,  92,000;  exp.  dept, 
9500;  tot  mem.,  8  voL 

Water  Supply---Src.,  lake,  500  ft  boa.  cent; 
ays.,  pump  dir.;  1  pomp.  eng. 

GRAND  VALLEY,  p.  759;  f.  area,  860  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  frame,  1  ft  2  stor.;  wd. 
rfa.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  band  eng.,  aer.  trk., 
1  hose  wag.,  1  hose  reel;  hose,  gd.,  1,000  ft.;  f. 
al..  bell;  val.   equip.,  9750;  voL 

water  Supply — Src,  riv.,  100  yards  bus.  cent; 
sys.,  pump  dir.;  1  pump.  eng. 

GRAVENHUR8T,  p.  1,624;  f.  area,  20  a.;  mere 

bldgs.,  bk.,  2  ft  8  stor.;  priv..  bk.  ft  wd.,  IH 
stor.;  wd.  rfs.  not  perm.;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 1  str.,  1  hose  wag.,  2 
hose  osr.;  hose^  eot,  rub.  lined,  gd.,  1,500  ft; 
inf.,  700  ft;  tot.  bcse,  2,200  ft;  f.  al.,  beU;  vaL 
eouip.,  $4,160;  TaL  bldgs.,  $8,200;  exp.  dept, 
$oOO;  tot  mem.,  16,  pd.  part  time. 

Water  Supply — Src,  lake,  850  yards  bos.  cent; 
sys.,  pump  dir.;  2  pump,  eng.,  cap.  100,000  nls.; 
mains,  c  L,  8  m.,  4  to  10  in.,  dia.;  38  nyd.; 
pres.,  dom.  80  lbs.,  f.  120  lbs.;  cost,  $28,000;  wka. 
owned  by  city. 

GRIMSBY,  p.  1,669;  f.  area,  700  a.;  bldn.,  bk. 
ft  wd.,  1^  to  8  stor.;  wd.  rfs.  not  perm,  in  T.  area; 
no  fwks.  ord.  F.  dept. — 1  hsnd  eng.,  1  h.  ft  L 
trk.,  2  hose  reels,  1  hose  wag.;  hose,  l.OOO  ft; 
f.  al.,  bell;  val.  equip.,  912,000;  vaL  bldgm.,  $£,- 
000:  tot  mem.  11,  pd.  part  time 

Water  Supply — Src,  lake,  1  m.  bua.  cent;  sys.. 
pump  to  res.;  2  pump.  eng..  cap.  day  200.000 
gals.;   40   hyd.;  pres..  l.   110   lbs. 

QUELPH.  p.  15,175;  f.  area.  2,800  a.;  bldgs., 
stn.,  2  to  5  stor.;  priv,,  bk.,  stn.  ft  wd.,  1  to  3 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  causes  of  f. 
inv.  F.  dept— 6  c  ex.j  1  h.  ft  L  trk.,  2  hose 
car.,  1  nose  wag.,  1  chief's  buggy,  5  hrs.;  hose, 
cot,  gd.,  2,500  ft;  inf.,  1,900  ft;  tot  hose,  4.400 
ft;  f.  al..  bell  4  telp.;  val.  equip.,  $6,500;  vaL 
bldgs.,  $3,000;  exp.  dept,  $8,000;  tot.  mem.  11, 
pd.   full   :inie;   undrs.   rsting,   first  clsss. 

Water  Supply — ^Src,  spr.,  4  m.  bus.  cent;  sya., 
grav.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  500,000 
gals.;  res.  cap.,  800.000  gala.;  6  pump,  eng.,  cap. 
day  6,000,000  gals.;  mains,  c  L,  3  m..  3  to  12 
in.   dia.;    170   hyd.;    82    v.;    42    met;   3.650 


pipe,  lead  ft  galv.  L;  pres.,  dom.  40  to  80  lbs., 
f.  100  to  145  lbs.;  cons,  day,  1,800.000  gala.; 
cost,  $170,000;  cost  mtce.,  $8,500;  wks.  owned 
by  city. 

HAGERSVILLE.  p.  1,050;  f.  area.  350  a.;  mere 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  frame,  8  star.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv,  F.  dept. — 1  h.  ft  L  trk.,  6  e 
hand  ex.,  1  hose  wag.;  f.  aL,  wh.;  raL  equip., 
$800;   val.  bldgs.,  $500;  voL 

Water  Supply — Src,   wells. 

HAILEYBURY,  p.  3,500;  f.  area,  768  a.;  mere 
bldgfs.,  bk.  ft  frame,  2  to  4  stor.;  priv..  bk.  ft  frame, 
2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept — 1  str., 
1  c  hand  ex..  2  hose  wag.,  1  hose  car.;  hose,  gd^ 
2,100  ft;  inf.,  400  ft;  tot  hose,  2.500  ft;  vaL 
equip.,  $12,500;  vaL  bldgs.,  $4,000;  exp.  dept. 
$5,000;  tot  mem.  18,  pd.  full  time  3,   15  vdL 

Water  Supply — Src,  lake;  sys.,  grav.;  res.  cap.. 
215,400  gals.;  2  pump,  eng.,  cap.  dar  1,080,000 
gals.;  mains,  c  L,  6  m.,  4  to  10  in.  dia.;  52 
hyd.;  850  aerv.;  pres.,  dom.  75  lbs.,  f.  188  lbs.: 
cost,  $184,000;  cost  mtce,  $4,000;  wks.  owned 
by  city. 

HAMILTON,  p.  81,879;  f.  ares,  6,558  a;  wmn. 
bldgs.,  stn.  ft  bk.,  2  to  10  stor.;  priv..  stn.,  bk., 
wd.  ft  cone.  1  to  8  stor.;  wd.  rfe  pcmu  is  t 
ares;  fwks.  ft  combt  ord.;  causes  of  t  inv.  F. 
dept — 8  str.,  12  e  hand  ex.,  1  dilefs  auto..  4 
comb,  e  ft  h.  wag.,  8  h.  ft  L  trk.,  8  hose  wag.,  1 
auto.  comb,  c  ft  n.  wag.,  2  supply  wag.,  1  buggy, 
28  hrs.  (in  reserve.  2  hose  wag..  1  h.  ft  1.  trie..  1 
supply  wag.,   1  buggy,   9   sets  of  sleiglu.   1   cotter. 
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1,150  ft.  hose);  hose,  cot.,  rub.  lined*  gd.,  16,000 
ft.;  c.  hose.  1,050  ft.;  tot.  hose,  17,050  ft.;  f. 
al.,  elec,  66  bx.;  val.  equip.,  |6O,OO0;  val.  bldgs., 
$70,000;  exp.  dept.,  $70,098;  tot.  mem.  88,  pd. 
full  time. 

Water  Supply— Src,  lake,  5  m.  bus.  cent;  tys., 
pump  to  res.  k  dir.;  res.  cap.,  18,500,000  ffala.; 
6  pump,  eng.,  cap.  day  26,500,000  gala.;  mains,  c. 
L,  177  m.,  4  to  86  in.  dia.;  1.6M  hyd.;  1,102  ▼.: 
i96  met.;  24,008  serv.;  pipe,  lead;  prea.,  dom.  70 
lbs.,  f.  70  lbs.;  cons,  day,  9,500,000  gala.;  coat, 
$3,466,000;  cost  mtce.,  $77,000;  wka.  owned  by 
city. 

HANOVER,  p.  2,528;  f.  area,  620  a.;  mere, 
bldgs.,  bk.,  2  stor.;  priv.,  bk.,  1  ft  2  ator.;  wd. 
rfa.  perm,  in  f.  area.  F.  dept. — 2  hoae  wag.,  2 
hoae  reela;  bote,  gd.,  1,000  ft;  f.  al.,  bell;  taL 
equip..  $1,175;  tot.  mem.,  16  toI. 

Water  Supply— Src,  riv.,  \i  m.  bus.  cent;  lyi., 
pump  dir.;  2  pump,  eng.,  maina,  c  i.,  7  m..  4  to 
10  in.  dia.;  86  byd.;  prea.,  dom.  40  to  60  lbs., 
t  110  lbs.;  cost,  $26,600;  wka.  owned  by  city. 

HARRISON,  p.  1,491;  bldgs.,  wd.  k  bk.,  1  to  8 
stor.;  rfs.  shingle  k  iron.  F.  dept — 1  str.,  2  hose 
can,  1  h.  ft  1.  trk.;  hoae,  cot,  gd.,  1,600  ft;  f. 
al.,  bell;  ?al.  equip.,  $8,000;  val.  bldga.,  $2,000; 
ezp.  dept,  $900;  tot  mem.,   18  vol. 

Water  Supply — Src,  riv.  ft  tk.  In  caae  of  f. 
stm.  eng.  used  to  force  water  from  ri?. 

HASTINGS,  p.  757;  f.  area,  557  a.;  mere,  bldga., 
bk.,  1  to  8  stor.;  priv.,  bk.,  2  stor.;  wd.  rfa.  perm, 
in  f.  area.  F.  dept — 1  str.,  1  h.  ft  1.  trk.,  2  c. 
band  ex.,  1  ex.  ladder,  1  hose  wag.,  2  hoae  reela; 
hose,  gd.,  1,250  ft;  f.  al.,  bell;  ?aL  equip., 
$7,500;  val.  bldga.,  $1,500;  ezp.  dept,  $700;  tot 
mem.   20,  pd.  part  time  2,  vol.  18. 

Water  Supply — Src.,  riv.,  50  ft  bua.  cent;  ava., 
pump  dir.;  2  pump,  eng.,  cap.  min.  600  gala.; 
prea.,   f.   240  lbs. 

HAWKESaURY,  p.  4,500;  f.  area,  1,704  a.  F. 
dept — 8  hose  reek,  2  hrs.,  2,000  ft.  hose;  tot. 
mem.,  9  pd. 

Water  Supply — Src,  riv.;  pump  cap.  day, 
1,000,000  gaU. 

HENSALL,  p.  882:  f.  area,  490  a.;  mere,  bldga., 
bk.,  2  ator.;  priv.,  bk.,  2  ator.;  wd.  rfa.  not  perm, 
in  f.  area.  F.  dept — 1  hand  eng.,  1  hoae  wag., 
1  hose  reel;  hoae,  gd.,  200  ft;  f.  al.,  bell;  vaL 
equip.,  $350;  val.  bldga.,  $2,000;  tot  mem.,  11 
vol. 

Water  Supply — Src,  wells,  in  bus.  cent;  sys., 
pump  dir.;  res.  cap.,  4,000  gals.;  1  pump,  eng.; 
cost,  $800;  cost  mtce.,  $50;  wks.  owned  by  corpn. 

HEPWORTH,  p.  400;  f.  area,  718  a.;  mere, 
bldga.,  bk.,  2  ator.;  priv.,  frame,  2  stor^  wd.  rfs. 
perm,  in  f.  area;  fwka.  ft  oombt  ord.  F.  d«>t— 
24  f.  paila,  1  hand  eng.;  hoae,  gd.,  800  ft;  f.  aL, 
bell;  tot  mem.,  20  vol. 

Water   Supply — Src,   wella. 

HESPELER,  p.  2,600;  f.  area,  600  a.;  mere 
bldgs.,  bk.  ft  stu.,  1  to  3  ator.;  priv.,  plaater  ft 
bk.,  2  ator.;  wd.  rfs.  not  pemu  in  f.  area;  fwka. 
ft  combt  ord.;  causes  of  f.  inv.  F.  dept— '1 
atr.,  1  h.  ft  1.  trk.,  2  c.  hand  ex.,  2  hoae  reela; 
hose,  gd.,  2,000  ft:  inf.,  500  ft;  tot  hose,  2,500 
ft;  f.  al.,  elec,  12  bz.;  exp.  dept,  $1,000;  tot 
mem.,  40  vol. 

Water  Supply — Src,  riv.,  200  ft  bua.  cent; 
ays.,  pump  dir.;  2  pump,  eng.,  cap.  min.  500  gala.; 
mains,  c.  i.,  IVi   m.,  6  to  12  in.  dia.;  16  hyd. 

HUNTSVILLE,  p.  2,858;  f.  area,  500  a.;  mere, 
bldga.,  bk.,  2  ft  8  stor.;  priv.,  wd.,  1  ft  2  ator.;  wd. 
rfs.  perm.;  fwka.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept — 1  hose  wag.,  1  hoae  ear.;  hoae,  oot,  rub. 
lined,  gd.,  12,000  ft;  f.  aL,  bell:  val.  equip., 
$1,000;  vaL  bldga.,  $500;  ezp.  depi,  $200;  tot 
mem.,  15  vol. 

Water  Supply — Src,  bay;  sys.,  pump  to  res.; 
res.  cap.,  700,000  gala.;  pump,  eng.,  cap.  day 
720,000  gala.;  mains,  8^  m.;  28  hyd.;  475  serv.: 
prea.,  dom.  ft  f.  95  lbs.;  coat,  $86,000;  wka.  owned 
oy  city. 

INQERSOLL,  p.  4,768;  mere,  bldga.,  bk.  ft  wd., 
1  to  4  stor.;  priv.,  bk.,  2  ator.:  wd.  rfa.  not  perm.; 
fwka.  ft  combt.  ord.;  cauaes  ox  f.  inv.  F.  diept — 
1  str.,  1  comb,  c  ft  h.  wag.,  2  c  hand  ez.,  1  h. 
ft  L  trk.,  1  hose  wag.,  8  hoae  car.,  2  hza.;  hoae, 
cot,  rub.  lined,  gd.,  8,000  ft;  f.  al.,  telp.;  vaL 
equip.,  $7,000;  tot  mem.  16,  pd.  full  time  4, 
▼ol.  12;  undra.  rating,  second  claaa. 

Water  Supply— Src,  spr.,  4  m.  bua.  cent;  ays.. 


Sump  to  atdp.  ft  dir.;  atdp.  cap.,  165,000  gala.; 
im.,  110  z  16,  loc  in  tovrn;  mat,  atl.;  2  pump, 
eng.,  claaa  elec  ft  comp.  dup.,  cap.  dav  1,750,000 
gala.;  maina,  c.  i.,  9%  m.,  4  to  12  in.  dia.:  72 
hyd.;  27  v.;  met,  250;  900  seni'.;  pipe,  iron; 
prea.,  dom.  45  to  68  lbs.,  f.  60  to  100  lbs.;  cons, 
day,  815,000  gals.;  wka.  owned  by  Co. 

mOQUOIS,  p.  1,200;  f.  area,  20  a.;  bldn.,  bk., 
stn.  ft  wd.,  2  ft  8  stor.;  wd.  rfa.  perm.;  fwka.  ord. 
F.  dept — 2  c  ex.,  1  b.  ft  1.  trk.,  2  hose  car.; 
hose,  cot,  gd.,  800  ft;  rub.,  gd.,   800  ft;   linen, 

{d.,   800  ft;  tot  hose,   1,400   ft;   f.   al.,  bell;   1 
ra.;  vaL  equip.,  $1,000;  val.  bldga.,  $8,600;  ezp. 
dept,  $150;  tot  mem.  15,  pd.  part  time;  vol. 

Water  Supply — Src,  riv.,  80  rode  bua.  cent.; 
eye.,  pump  dir.;  rea.  cap.,  60,000  gala.;  pump, 
eng.,  cap.  day  500,000  gala.;  maina,  c  L,  2  m., 
5  to  8  in.  dia.;  16  hyd.:  6  v.;  120  serv.;  pipe, 
lead;  prea.,  dom.  45  Iba.,  f.  80  lbs.;  coat,  $24,000; 
ooat  mtce.,  $1,600;  vrka.  owned  by  Oo. 

JARVIS,  p.    700;   t   area,   £74   a.      F.   dept— 

1  hand  ei».,  ladders,  pails;  tot  mem.,  26  vol. 
Water  Supply— Src,  wells. 

KEARNEY,  p.  869;  f.  area,  450  a.;  mere  bldga., 
bk.  ft  frame,  1  ft  2  ator.;  priv.,  frame,  1  ft  2  stor.: 
wd.  rfs.  perm,  in  f.  area.  F.  dept — 1  c  hand 
ex.,  1  hose  reel,  1  hoae  wi^;  hoae,  gd.,  650  ft; 
f.  al.,  bell;  val.  equip.,  $750;  tot.  mem.,   20  voL 

Water  Supply — Src,  lake  ft  riv.,  200  ft  bua. 
cent;  qys.,  pump  dir.;  1  pump.  eng. 

KEEWATIN,  p.  1,250;  f.  area,  2  sq.  m.;  mere, 
bldgs.,  frame,  1  to  8  stor.;  priv.,  frame,  2  ator.; 
wd.  rfs.  perm,  in  f.  area:  causes  of  f.  inv.  F. 
dept — 24  f.  paila,  12  c  hand  ex.,  1  ex.  ladder; 
hose,  gd.,  1,500  ft;  inf..  260  ft.;  tot  hoae,  1,750 
ft;  f.  al.,  bell;  val.  equip.,  $8,000;  tot.  mem.,  20 
vol. 

Water  Supply — Src,  lake,  600  ft  bua.  cent; 
sys.,  pump  dhr.;  1  pump.  eng. 

KEMPTVILLE,  p.  1,192;  f.  area,  200  a.:  mere 
bldga.,  bk.  ft  atn.,  2  ator.;  priv.,  bk.  ft  wd.,  2  ator.; 
wd.  rfs.  perm.;  fwks.  ord.     F.  dept — 1  stm.  eng., 

2  hose  car.;  Siamese  couplings  used;  automatic 
eng.  heaters;  hose,  cot,  gd.,  2,200  ft;  inf.,  500 
ft;  tot  hose,  2,700  ft;  bell  al.;  2  bra.;  vaL 
equip.,  $8,500;  val.  bldga.,  $8,500;  ezp.  dept, 
$875;  tot  mem.,  SO  vol. 

Water  Supply— Src,  riv. 

KENORA,  p.  6,158;  f.  area,  ^  aq.  m.;  mere 
bldffs.,  bk.,  stn.  ft  lumber.  2  stor.;  priv.,  wd.,  1% 
ft  2  stor.;  wd.  rfs.  perm.:  fwka.  ord.;  f.  inv.  F. 
dept. — 1  stm.  eng.,  1  hand  eng.,  hk  doaen  ladders, 
8  hose  car.,  all  kinda,  other  apparatua,  1  railing 
pump  ft  1  atm.  if  required :' hose,  rub.,  gd.,  8,500 
ft:  cot,  gd.,  50  ft;  inf.,  800  ft;  tot  hoae, 
8,560  ft;  I.  al.,  elec  bell,  7  st  bz.;  4  hrs.;  val. 
equip.,  $1,000;  val.  bldgs.,  $5,000;  ezp.  dept, 
$1,788;  tot  mem.  80,  pd.  full  time  1,  pd.  part 
time  1,  voL  28. 

Water  Supply — Src,  lake,  %  m.  bus.  cent.;  ays., 
pump  dir.;  4  pump,  eng.,  daaa  trip.,  cap.  day 
6.480,000  ffals.;  maina,  c  L,  8  m.,  4  to  12  ia 
dia.;  64  hyd.;  4  met;  825  serv.;  pipe,  lead  ft  galv. 
i.;  pres.,  dom.  70  Iba.,  f.  140  lbs.;  cons,  day, 
800,000  gals.;  coat,  $225,000;  coat  mtce.,  |15,- 
415;  wka.  owned  by  town. 

KINCARDINE,  p.  1,956;  f.  area.  100  a.;  mere 
bldga.,  bk.  ft  atn.,  2  ator.;  priv.,  bk.  ft  wd.,  2  ator.; 
wd.  rfa.  perm,  in  f.  area;  fwka.  ord.;  causes  of  f. 
inv.  F.  dept. — 4  c  hand  ez.,  1  h.  ft  1.  trk.,  8 
hose  car.;  hoae,  rub.,  gd.,  1,500  ft;  f.  aL,  bell; 
vaL  equip.,  $8,000;  val.  bldga.,  $2,000;  ezp. 
dept,  $182;  tot  mem.,  27  voL 

Water  Supply — Src,  lake,  H  m.  bua.  cent;  asra., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  157,500  gals.; 
res.  cap.,  46,000  gals.;  2  pump,  eng.,  cap.  day, 
2,000,000  gals.;  mains,  c  i.,  5^  m..  4  to  -lO  in. 
dia.;  84  hyd.;  28  v.;  met.,  10;  400  serv.;  pipe, 
galv.  L;  pres.,  dom.  50  lbs.,  f.  100  to  110  lbs.; 
cons,  day,  120,000  gala.;  cost,  $49,500;  cost  mtce., 
$4,450;  wks.  owned  by  town. 

KINGSTON,  p.  18,874;  f.  area.  1,920  a.;  mere 
bldgs.,  stn.,  2H  to  8  stor.;  priv.,  stn.  ft  bk.,  2 
stor.;  wd.  rfa.  not  p«m.  in  f.  area;  fwka.  ft  combt 
ord.;  cauaes  of  f.  inv.  F.  dept — 2  atr..  1  comb, 
c  ft  b.  wi^.,  7  c.  hand  ex.,  2  h.  ft  L  trk.,  4  hose 
wag.,  9  hra.;  hoae,  cot.,  rub.  lined,  gd.,  4,500  ft; 
f.    al.,    elec,    84    bz.;    vaL    equip.,    $80,000;    vaL 

j   bldga.,  $40,000;  ezp.  dept,  $14,414;  tot  mem.  14, 

'   pd.  full  time 
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Water  Supply — Src,  lake,  1-8  m.  bus.  cent.;  eye., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  750,000  gale.; 
dim.,  80  z  40;  mat,  stl.;  8  pump,  eng.,  cap.  day 
13,000,000  gals.;  mains,  c.  i.,  34  m.,  4  to  18 
in.  dia.;  260  bjd.;  60  met;  8,425  serv.;  pipe, 
lead;  pres.,  dom.  40  to  80  lbs.,  f.  40  to  80  lbs.; 
cons,  day,  2,450,000  gals.;  cost.  9810,000;  cost 
mtce.,  918,000;  wks.  owned  by  dty. 

KINQSVILLE,  p.  1,427;  f.  area,  600  a.;  mere, 
bldgs.,  bk.,  1  to  8  stor.;  priv.,  bk.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  &  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  c  eng.,  1  comb.  e. 
ft  b.  wag.,  1  h.  ft  1.  trk.,  5  bose  car.;  tot  bose, 
2,500  ft;  f.  aL,  bell;  vaL  equip.,  9l>800;  vaL 
bldgs.,    9500;    tot   mem.,    11   vol. 

Waitr  Supply-~Src.,  lake,  1  m.  bus.  cent;  i^s^t 
pump  to  stdp.  ft  dir.;  dim..  16  x  29;  2  pump, 
eng.,  cap.  day  1.000,000  gals.;  mains,  c.  L,  4% 
m.,  4  to  8  in.  dia.;  82  hyd.;  1  met;  297  serv.; 
pipe,  galv.  L;  pres.,  dom.  56  lbs.,  f.  110  lbs.; 
cons,  day,  85,600  gals.;  cost,  930,000;  cost  mtce., 
91,500;    wks.    owned  by   town. 

LAKEFIELD,  p.  1.897;  f.  area,  500  a.;  mere 
bldgs.,  bk.  ft  wd.,  2  stor.;  priv.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area.  F.  dept— - 
4  c.  band  ex.,  1  str.,  2  band  eng.,  1  b.  ft  L  trk., 
2  bose  car.,  1  bose  wag.;  bose,  rub.,  400  ft; 
cot,  600  ft;  Unen,  60  ft;  tot  bose,  1,060  ft; 
f.  al,  bell;  val.  equip.,  98,600;  vaL  bldgs.,  94,000; 
ezp.  dept,  9100;  tot  mem.  16,  pd.  full  time. 

Water  Supply — Sre.,  wells,  riv.  ft  lake*  150  yds. 
bus.  cent;  sys.,  pump  dir. 

LANARK,  p.  707;  mere,  bldgs.,  frame,  1  ft  S 
•tor.;  priv.,  frame,  1  ft  8  stor.;  wd.  rfs.  perm,  in 
f.    area;   fwks.    ft    oombt    ord.     F.    dept — 1    str., 

1  bose  reel;  hoie,  gd..  1,142  ft;  f.  aL,  bells;  vaL 
equip.,  94,000;  vaL  bldgs.,  92,000;  tot  mem.,  80 
voL 

Water  Supply — Src,  riv.,  in  bus.  cent;  sys., 
pump  dir.;  1  pump.  eng. 

LANCASTER,  p.  625;  f.  area,  180  a.;  mere, 
bldgs.,  bk.  ft  wd..  2  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  causes  of  f.  inv.  F. 
dept. — 1  band  eng.,  1  bose  reel;  bose,  1,800  ft; 
f.  aL,  bell;  val.  equip.,  9500;  val.  bldgs.,  9800; 
ezp.  dept,  950;  tot.  mem.,  6  vol. 

Water  Supply — Src.,  well,  near  bus.  cent 

LATCHFORD,  p.  600;  t  area,  180  a.;  mere, 
bldgs.,  frame,  2  stor.;  priv.,  frame,  2  stor.;  wd. 
rfs.  perm,  in  f.  area;  causes  of  f.  inv.     F.  dept — 

2  ladders,  8  hose  reels;  bose,  gd.,  1.600  ft;  x.  aL, 
bell;  tot  mem.,  25  voL 

Water  Supply — Src.,  wells,  near  bus.  cent;  sys., 
pump  dir.;  1  pump,  eng.;  mains,  c  L,  8,000  ft. 
4  to  6  in.  dia.;  6  byd.;  pres.,  f.  120  lbs.;  cost, 
94,000;  cost  mtce.,  91f500;  wks.  owned  by  city. 

LEAMINQTON,  p.  2,652;  f.  area,  500  a.;  mere, 
bldgs.,  bk..  2  ft  8  stor.;  priv.,  bk.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  h.  ft  L  trk., 
8  bose  car.;  hose,  cot,  rub.  Imed,  gd.,  1,050  ft; 
inf..  100  ft;  tot  hose,  1,150  ft;  f.  aL.  wb.,  4 
telp.  bx.;  vaL  equip.,  92,000;  vaL  bldgs.,  94,500; 
ezp.  dept,  94>000;  tot.  mem.,  16  voL 

Water  Supply — Src,  wells;  sya.,  pump  to  res. 
ft  dir.;  res.  cap.,  125,000  gals.;  2  pump,  eng.,  cap. 
day,  2,000,000  gals.;  mains,  iron,  7  m.,  4  to  10 
in.  dia.;  40  byd.;  16  v.;  660  serv.;  pipe,  lead; 
pres.,  dom.  ^0  R>8.,  f.  75  to  100  lbs.;  oost,  989,* 
000;  cost  nrtce.,  98,000;  wks.  owned  by  town. 

LINDSAY,  p.  6,004;  f.  area,  100  a.;  mere 
bldgs.,  bk.,  2  to  4  stor.;  priv.,  bk.  ft  wd.,  2  ft  8 
stor.;  wd.  rfs.  perm,  if  laid  in  mortar;  no  fwks. 
ord.;  causes  of  f-  inv.  F.  dept — 1  b.  ft  L 
trk.,  1  hose  cart,  1  hose  wag.:  hose,  cot,  gd., 
2,160  ft;  f.  al.,  elec.  7  st  bx.;  2  hrs.;  val.  eqidp., 
95,300;  val.  bldKs.,  97,600;  exp.  dept,  9600;  tot 
mem.  18,  pd.  full  time  8,  pd.  part  time  10;  undrs. 
rating,  third  dass. 

Water  Supply — Src,  riv.,  %  m.  bus.  cent; 
sys.,  pump  to  stdp.  ft  dir.;  stdp.  cap.,  165,000 
gals.;  dim.,  16  x  110;  mat,  stl.;  8  pump,  eng., 
class  2  comp.  dup.  ft  elec,  cap.  day  2,440,000 
gals.;  mains,  c  L,  10%  m.,  4  to  12  in.  dia.;  97 
byd.;  75  v.;  met,  400;  850  serv.;  pipe,  c  L; 
pres.,  dom.  65  lbs.,  f.  100  to  120  lbs.;  cons,  dsy, 
500,000  gals.;  cost  9125,000;  wks.  owned  by 
town. 

LISTOWEL,  p.  2,289;  f.  area,  10  a.:  mere 
bldgs.,   bk.,    2   ft    8    stor.;   priv.,   wd.   ft  bk..   1% 


ft  2  stor.;  causes  of  f.  inv.  F.  dept — 1  str..  1  h. 
ft  L  trk.,  2  bose  car.;  hose,  rub.,  gd.,  2.000  ft; 
inf.,  600  ft;  tot  hoee,  2,600  ft;  f.  aL,  bell  ft  ^i.; 
vaL  equip.,  96,600;  vaL  bldgs.,  90,200;  ezpu  dept, 
91,000;  tot  mem.  14,  pd.  part  time 

Water  Supply — Src,  wells,  %  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  66,000  gaU.. 
dim.  20  X  85,  loc  1  m.  from  well;  mat,  iron;  res. 
cap.,  66,000  gals.;  2  pump,  eng.,  cap.  day,  1,800,- 
000  gals.;  mains,  c  i.,  7%  m.,  4  to  10  in  dia.; 
40  hyd.;  28  v.;  25  met;  800  serv.;  pipe,  gmlv. 
L;  pres.,  dom.  50  Ibe.,  f.  140  lbs.;  cons,  day,  100,- 

000  gals.;  cost,  940,000;  cost  mtce.,  94,678;  wka. 
owned  by  city. 

LITTLE  CURRENT,  p.  1,208;  f.  area,  100  a.: 
mere  bldgs..  cem.,  2  stor.;  priv..  wd.,  1%  ft  8 
stor.;  wd.  rfs.  perm.;  no  fwks.  ord.;  causes  of  f. 
inv.  F.  dept — 1  stm.  eng.,  2  hoee  ear.:  boee, 
cot,  1.000  ft;  f.  aL,  bell;  val.  equip.,  $2,800; 
vaL  bldgs.,  9600;  exp.  dept,  9250;  tot  mem.  50, 
pd.   part  time   10,  voL   40. 

Water  Supply — ^Lakes  ft  wells. 

LONDON,  p.  46,300;  f.  area,  6,802  a.;  mere 
bldgs.,  bk.  ft  stn.,  8  to  6  stor.;  priv.,  stn.,  bk.  ft 
wd.,  IH  to  2  stor.;  wd.  rfe  perm,  in  f.  area; 
fwks.  ft  combt  ord.;  causes  of  f.  inv.     F.  dept — 

1  auto.  comb,  c  ft  h.  wag.,  1  etr..  1  c  eng.,  1 
aer.  trk.,  16  c  band  ex.,  2  h.  ft  L  trk.,  2  boee 
wag.,  4  comb,  c  ft  h.  wag.,  8  supp^  wag.,  6  bose 
sleighs,  22  hrs.;  hose,  cot,  nib.  lined,  gd.,  12.000 
ft;  f.  al.,  Gamewell,  72  bx.;  vaL  equip..  $54,000; 
vaL  bldgs.,  956,000;  exp.  dept,  944,087;  tot 
mem.  40,  pd.  full  time. 

Water  Supply — Src,  spr.,  4  m.  bus.  cent;  sy*.* 
pump  to  res.  ft  dir.;  Springbank  ree  cap.,  5,000.- 

000  gals.;  dim.,  800  x  800  x  17,  elevated  1,000 
ft.  above  sea  level;  Horton  st  res.  cap.,  1.000,000 
gals.;  9  pump,  eng.,  cap.  day  19,500,000  gals.; 
mains,  c  L,  105.4  m.,  2  to  80  in.  dia.;  651  public 
hyd.  ft  30  priv.  byd.;  712  v.;  1,888  met;  12,- 
928  serv.;  pipe,  lead;  pres.,  dom.  65  Ibe.,  L  70 
to  110  lbs.;  cone  day,  8,500,000  gals.;  eost, 
91,010,604;  oost  mtce,  987,000;  wke  owned  by 
city. 

LUCKNOW,  p.  967;  f.  area.  640  e;  bldgs., 
wd.,  bk.  ft  stn.,  2  stor.;  wd.  rfe  perm.;  fwlce 
ord.  F.  dept — 1  n.  ft  L  trk.,  8  hoee  ear.;  boee, 
cot,  gd.,  500  ft;  rub.,  gd.,  800  ft;  inf.,  200  ft; 
tot.  bose,  1,500  ft.;  f.  al.,  bell;  vaL  equip.,  $1,600; 
vaL  bldge,  96,000;  exp.  dept,  9000;  tot.  mem. 
14,  pd.  full  time  1,  pd.  part  time  IS;  undre 
rating,   third   dass. 

Water  Supply — Src,  spr.,  creek. ;  ve,  dir.; 
pump,  eng.,  cap.  day  864,000  gale;  malne  c  L, 
1^  m.,  4  to  8  hi.  dia.;  6  v.;  pree,  f.  125  Ibe; 
cost  11,000;  cost  mtce,  91,000;  wke  owned  by 
city. 

MADOC,  p.  1,068;  f.  area,  484  a.;  bldge,  bk., 
stn.  ft  wd.,  2  ft  8  stor.;  wd.  rfe  not  penn.  F. 
dept — 1  stm.  eng.,  1  hand  eng.,  8  hose  ear.,  4 
long  ladders;  hose,  rub.,  gd.,  1.500  ft;  f.  aL, 
bell;  val.  equip.,  $5,000;  exp.  dept,  9250;  tot 
mem.,  25  voL 

Water  Supply — Src.  creeks  ft  weUa,  in  b«e 
cent 

MARKHAM.  p.  009;  1  area,  200  a.;  mere 
bldge.  bk.  ft  wd.,  2  ft  8  stor.;  priv*.  bk.  ft  vd.. 
IH  ator.;  wd.  rfe  perm,  in  f.  area;  fvnse  ft  combt 
ora.;  causes  of  f.  inv.  F.  dept — 1  h.  eng..  2  c 
band  ex..  1  h.  ft  L  trk..  2  hose  wag.,  2  boae  car., 

1  hre;  hose,  cot,  rub.  lined,  gd.,  1,000  ft;  lub., 
gd.,  1,200  ft.;  tot  hoee,  2,200  ft;  f.  sL,  wb.,  8 
bz.;  vaL  equip.,  9l|000;  vaL  bldge,  $8,000;  expu 
dept,  $900;  tot  menu  25,  pd.  part  time  2,  voL  28. 

Water  Supply — Src,  spr.;  aye,  pump  to  ree;  ree 
cap.,  40,000  gale;  8  pump,  eng.,  daas  dap.,  eap. 
600  to  800  gale  min.;  maine  1  m.,  4  to  8  in. 
die;  15  hyd.;  6  v.;  pree,  f.  160  Ibe;  eoet,  $12,- 
000;  wke  owned  by  dty* 

MATTAWA,  p.  1,624;  f.  area,  500  e;  mere 
bldgs..  wd.  ft  bk.,  2  stor.;  priv.,  wd.,  IH  stor.: 
wd.  rfs.  perm.  F.  dept — 1  str.,  1  b.  ft  L  trk.,  2 
bose  car.;  hoee,  rub.,  gd.,  1,800  ft;  vaL  equip., 
95.000;  val.  bldge,  98,000. 

Water  Supply — Src,  OtUwa  ft  IfatUwa  riv.  ft 
Boom  Greek  ft  new  ree 

MEAFORD,  p.  2,811;  f.  area,  8  a.:  bldge,  bk., 

2  ft  8%  stor.;  wd.  rts.  not  perm,  in  x.  limite  F. 
dept — 1  atm.  eng.,  2  c  ex.,  t  boee  car.:  boee 
oot,  gd.,  1,500  ft;  f.  aL,  tdp.;  vaL  equip..  $6,000; 
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1  bldg.;  exp.  dept,  $900:  tot  mem.  15,  pd.  part 
time;  undrt.  rating,  lourth  cUss. 

WaUr  Supply — Src,  bay,  60  rods  bus.  cent.; 
•71.,  pump  to  atdp.;  atdp.  cap.,  80,000  gala.:  dim., 
22  X  86;  mat.,  atl.;  2  pump,  eng.,  cap.  day  2,600,- 
000  gala.;  mains,  c.  i.,  6  m.,  4  to  8  in.  dia.;  40 
hyd.;  20  v.;  700  serv.;  pipe,  galv.  i.;  pres.,  dom. 
eo  lbs.,  f.  180  lbs.;  cons,  day,  490,000  gals.;  cost, 
$39,000;  cost  mtce.,  $8,000;  wks.  owned  by  town. 

MERRICKVILLE,  p.  1,010;  1.  area,  667  *.; 
mere,  bldgs.,  bk.  k  stn.,  1  to  8  stor.;  priv.,  bk.  & 
atn.,  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  a 
oombt.  ord.  F.  dept — 1  str.,  6  c.  hand  ex.,  1 
hose  wag.;  nose,  gd.,  1.200  ft;  f.  al.,  bell;  val. 
equip.,  $6,000;  val.  bldgs.,  $1,000;  tot  mfim.,  12 
▼oL 

Wtler  Supply — Src,  riv.,  200  ft  bus.  cent; 
sys.,   pump  dir.;    1   pump.    eng. 

MERRITON,  p.  1,670;  f.  area,  800  a.;  mere, 
bldgs.,  bk..  2  stor.;  priv.,  bk.  &  wd.,  1}4  ator.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  &  combt  ord.; 
causes  of  f.  inv.  F.  dept — 8  c.  hand  ex.,  1  h. 
&  L  trk.,  8  hoae  wag.;  hose,  cot.  rub.  lined,  gd., 
1,600  ft;  rub.,  gd.,  600  ft;,  tot  ^ob®!  2,000  ft; 
f.  al..  bell  k  wh.,  10  bx.;  val.  eqmp.,  $8,000;  vaL 
bldgfc,  $8,000;  exp.  dept,  $1,800;  tot  mem.,  80 

TOL 

Watar  Supply — Src,  lake,  8  m.  bus.  cent.;  sys., 
gra?.;  res.  cap.,  6,000,000  gals.;  mains,  c  L, 
r%  in..  4  to  14  in.  dia.;  60  hyd.;  100  v.;  600 
•erv.:  pipe,  ^v.  i.  ft  lead;  prea..  dom.  70  Iba.,  f. 
70  IbsT:  cost,  $70,000;  cost  mtce,.  $1,247;  wks. 
owned  by  ci^. 

MI^DLAND,  p.  4,6«8;  f.  area,  1,401  a.;  mere, 
bldgs.,  bk.  k  stn.,  2  &  8  stor.;  priv.,  bk.  k  fd.,  2 
stor.;  wd.  rfs.  perm.;  fwks.  ord.  on  main  ft 
F.  dept— ^1  stm.  eng..  2  hose  car.,  1  hose  wag.,  2 
hre.;  hose,  cot,  lub.  lined,  gd.,  2,200  ft;  inf., 
800  ft;  tot  hose.  2,600  ft;  f.  al.,  beU;  val.  equip., 
$4,600;  val.  bldgs.,  $8,000;  tot   mem.,  20  vol. 

Water  Supply — Src,  spr.,  creeka  k  receiving 
basin. 

MILDWAY.  bldgs,,  bk.  k  wd.  F.  dept— 1  str., 
2  hoae  car.;  hose,  1,600  ft;  tot  mem.,  26  vol. 

Water  Supply— Src.,  7  tk„  160  ft  bus.  cent; 
res.   cap.,  80.000  gals.;  1  pump.  eng. 

MILLBROOK,  p.  860;  f.  area,  600  a.;  bldgs., 
bk.  k  stn.,  S  stor.;  wd.  rfs.  perm.  In  f.  area;  no 
fwks.  ord.  F.  dept — 1  stm.  eng.,  1  hand  eng.. 
1  hose  car.,  4  Udders:  hose,  2,000  ft;  t  i^.^oeU 
k  telp.;  vi.  equip..  $2,800;  val.  bldgs^  $1,200; 
exp.  dept,  $114;  tot  mem.  60,  pd.  part  time  1, 
ToL  49.  . 

Watar  Supply — Sra,  creeks  &  8  tk.;  waterwka.; 
68  hyd. 

MILTON,  p.  1,664;  f.  area,  200  a.;  mwc.  bldga., 
atn.,  bk.  *  wd.,  1  &  4  stor.;  priv.,  stn,,  bk.  ft  wdj, 
1%  stor.:  wd.  rfs.  not  perm,  in  f.  o^'o* v» '^**- _* 
combt  ord.;  causes  of  f.  inv.  F.  dept. — 2  c.  hand 
ex.,  1  h.  ft  1.  trk.,  8  hose  carts.;  hose,  cot,  rub. 
lined,  gd.,  1,400  ft.;  f.  al.,  automatic;  val.  equip., 
$2,000;  val.  bldgs.,  $1,000;  exp.  dept,  $300;  tot 
mem.,  25  vol.  , 

Water  Supply— Src,  spr.,  1%  m.  bus.  cent; 
sys.,  grav.;  res.  cap.,  2,150.000  gals.,  loc  aide 
of  mountain;  mains,  c.  i.,  6  m.  4  to  8  m.  dia.; 
21  hyd.;  17  v.;  260  serv.;  pipe,  iron;  pres,,  dom. 
96  lbs.,  f,  96  lbs.;  cons,  day,  60,000  zals.;  cost, 
$87,000;  cost  mtce.,  $100;  wks,  owned  by  town. 

MINDEN.  p.  200;  f.  area,  30  a.  F.  dept— 
1  hand  eng.,    160   ft   hose. 

No  waterwka. 

MITCHELL,  p.  1,766.  F.  dept— 8  hose  car.: 
hose,  rub.,  gd.,  800  ft;  cot,  gd.,  1,400  ft;  tot 
hoae,  1,700  ft;  tot  mem.,  12  voL;  undrs.  ratmg, 
sixth  class. 

Water  Supply — Src,  wells  ft  riv.;  sys.,  dir. 
pump;  2  pump,  eng.;  mains,  11,680  ft,  4ft  6  in. 
dia.;  16  hyd.;  pres.,  dom.  60  lbs.,  f.  150  lbs.; 
cost,  $16,000;  cost  mtce.,  $1,000;  wks.  owned  by 
town. 

MORRI8BURG,  p.  1,696;  f.  area.  «40  a.;  bldgs.. 
bk„  2  ft  8  stor.;  wd.  rfs.  perm.  F.  dept— 1  hand 
eng.,  1  h.  ft  1.  trk.,  8  hose  car,,  8  aer.  trk.;  hoae, 
cot.,  rub.  lined,  gd..  600  ft;  "i^-.  fd..  1»000 
ft;  linen,  gd.,  1,000  ft;  linen,  poor,  600  ft;  tot 
hoae,  8.00S  ft;  f.  aL.  elec  bell,  6  at  bx.;  vaL 
eqaip.,  $6,600;  val.  bldgs.,  $1,000;  exp.  dept, 
$600:   tot   mem.   80,   pd.   part  time. 


Water  Supply— ^rc,  riv.;  sys.,  pump  dir.;  pump, 
eng.,  cap.  day  1,944,000  gals.;  maina,  iron,  8  m.; 
22  hyd.;  pres..  dom.  40  lbs.,  f.  120  lbs.;  coat, 
$26,000;  cost  mtce.,  $400;  wka.  owned  by  town. 

MT.  FOREST,  p.  1,889;  f.  area,  1,400  a.: 
mere,  bldgs.,  bk.,  2  ft  8  stor.;  priv.,  bk..  1^  ft  2 
stor.;  wd.  rfs.  perm.;  no  fwka.  ord.  F.  dept — 1  c 
eng..  1  h.  ft  1.  trk.,  2  hose  car.:  hose,  cot,  gd., 
1,400  ft;  f.  aL,  bell;  2  hired  hrs.;  vaL  equip.. 
$3,000;  val.  bldgs.,  $8,000;  exp.  dept.  $800; 
tot.  mem.  16,  pd.  part  time 

Water  Supply — Src,  wells  ft  dstema.;  lys., 
pump  to  si  dp.,  cap.,  50.000  gala.;  res.  cap.,  80,- 
000  gals.;  1  pump,  eng.,  cap.  day,  80.000  gals.; 
mains,  c  i.,  18  m.,  4  to  10  in.  dia.;  39  hyd.;  22 
v.;  600  serv.;  pipe,  galv.  i.;  pres.,  dom.  50  lbs., 
f.  80  to  120  lbs.;  cons,  day,  80,000  gals.;  cost, 
$85,000;   cost  mtce.,  $200;   wks.   owned  by  corpn. 

NAPANEE,  p.  2,807;  f.  area,  1,200  a.;  mere 
bldgs.,  bk.,  3  ft  4  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  causes  of  f.  inv.  F. 
dept. — 1  str.,  2  c.  hand  ex.,  1  h.  ft  1.  trk.,  1  hose 
wag.,  8  hose  car.;  hose,  <:ot.,  rub.  lined,  gd.,  2,500 
ft;  inf.,  3501  ft;  tot  hose,  2,850  ft;  f.  al.,  elec, 
6  bx.;  vaL  equip.,  $14,500;  val.  bldgs..  $10,000; 
exp.   dept,   $1,500;   tot.  mem..   22  vol. 

Water  Supply — Src,  riv.,  in  bus.  cent;  svs.. 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  160,000  gala.; 
dim..  16  X  100;  mat,  iron  ft  stL;  2  pump,  eng., 
cap.  day,  2,500,000  gals.;  mains,  c  1.,  2%  m.. 
6  to  10  in.  dia.;   35  hyd.;   15  v.;  190  serv.;  pipe, 

Silr.  i.;  prea.,  dom.  46  lbs.,  f.  100  lbs.;  cons, 
ay,  600,000  gals.;  cost  $45,000;  cost  mtce., 
$1,500;  wks.  owned  by  Co. 

NEWBURQH,  p.  501;  f.  area,  820  a.;  mere 
bldgs.,  bk..  2  stor.;  priv.,  bk.  ft  frame,  2  stor.; 
wd.  rfs.  perm,  in  f.  area.  F.  dept — Ladders,  pails, 
1  hand  eng..  1  hose  reel;  hose,  gd.,  800  ft;  inf., 
200  ft;  tot  hose,  600  ft;  f.  al.,  bell;  val.  equip., 
$600;  vol. 

Water  Supply— Src,  wells  ft  riv.,  near  bus. 
cent;  sys.,  pump  dir. 

NEW  HAMBURG,  p.  1.484;  f.  area,  600  a.; 
mere  bldgs..  bk.,  2  ft  8  stor.;  priv.,  bk.,  2  stor.; 
wd.  rfs.  perm.;  no  fwke  ord.  F.  dept. — 1  stm. 
eng.,  48  c  ex.,  2  hose  car.;  hose,  linen,  unlined, 
160  ft;  rub.,  1,650  ft;  tot  hose,  l,8t)0  ft;  t 
al.,  bell;  val.  equip.,  $6,000;  vaL  bldgs.,  $2,000; 
tot.   mem.   10,  pd.  full  time. 

Water  Supply — Src,  riv.,  wells  ft  cisterns,  near 
bus.   cent;   sys.,   grav. 

NEWMARKET,  p.  2,996;  f.  area,  748  a.;  mere 
mere  bldgs.,  bk.  ft  frame,  2  ft  8  stor.;  priv.,  bk. 
clad,  1  ft  2  stor.;  wd.  rfe  perm.;  fwks.  ord.  F. 
dept — 1    h.    ft    1.    trk.,    8    hose    car.;    hose,    rub., 

fd.,  1,500  ft;  cot,  gd.,  2,000  ft;  tot  hose, 
,600  ft;  f.  aL,  elec  ft  bell,  18  at  bx.;  vaL 
equip.,  $8,000;  vaL  bldgs.,  $2,500;  exp.  dept, 
$1,000;  tot.  mem.,  61  vol. 

Water  Supply — Src,  wells;  sys..  grav.  ft  pump  to 
res.;  res.  cap.,  200,000  gals.;  2  pump,  eng.,  cap. 
day  1.500,000  gals.;  mains,  iron,  6  m.,  4  to  10 
in.  dia.;  43  hyd.;  30  v.;  met,  19;  550  serv.; 
pres.,  dom.  46  lbs.,  f.  100  to  150  lbs.:  cost  $46,- 
000;  cost  mtce.,  $2,000;  wks.  owned  by  town. 

NIAGARA  FALLS,  p.  9,245;  f.  area,  1,040  a.; 
mere  bldgs.,  bk.  ft  frame,  2  ft  8  stor.;  priv..  bk. 
ft  wd.,  2  stor.;  wd.  rfs.  perm,  in  f.  limits.  F. 
dept. — 1  stm.  eng.  (in  reserve),  8  c  ex.,  8  h.  ft 
1.  trk.,  1  aer.  trk.,  4  hose  car.,  3  hose  wag.,  4  hrs.; 
hose,  linen,  gd.,  7,000  ft;  f.  al.,  elec,  81  st 
bx.;  tot  mem.  195,  pd.  part  time  45,  voL  160; 
undrs.    rating,    third   class. 

Water  Supply— Src,  riv.,  2  m.  bus.  cent;  sye, 
pump  to  res.  ft  dir.;  4  pump,  eng.,  class  trip., 
cap.  day  6,000,000  gale;  mains,  e  L,  29  m.,  2  to 
12  in.  dia,;  166  hyd.;  200  v.;  met,  8;  2,700  aerv.; 
pipe,  iron;  pres.,  dom.  60  lbs.,  f.  100  lbs.;  cons, 
day,  2,600,000  gals.;  cost,  $289,000;  cost  mtce, 
$6,787;  wks.  owned  by  city. 

NORTH  BAY.  p.  7,737;  f.  area,  3,000  a.;  me«"c 
bldgs.,  bk.  ft  wd.,  2  to  4  stor.;  priv.,  bk.  ft  wd., 
2  ft  8  stor.;  wd.  rfs.  perm.;  no  fwks.  ord.;  causes 
of  f.  inv.  F.  dept — 4  c  ex.,  1  h.  ft  1.  trk..  1 
hose  wag.;  f.  al.,  Gamewell,  12  bx.;  val.  equip., 
$10,000;  vaL  bldgs.,  $7,000;  exp.  dept.  $9,000; 
tot.  mem.  11,  pd.  lull  time  8,  voL  3;  undrs.  rating, 
fourth  cla«s. 

Watar  Supply — 'Src,  lake,  8  m.  bus,  cent;  sya., 
pump  to  res.;  rea.  cap.,  1,800,000  gals.;   2  pump. 
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eng.,  cap.  day,  4,320.000  gals.;  maina,  c.  t,  19  m., 
4  to  1(5  in.  dk. ;  91  hyd.;  30  v.;  1,975  aerv.;  8 
met.;  pipe,  galv.  i.;  pres.,  dom.  jc  (.  80  to  100 
lbs.;  cost,  $190,000;  cost  mtce.,  |12,000;  wka. 
owned  by  town. 

NORTH  TORONTO,  p.  5,S62;  f.  area,  2,500  a.; 
mere  bldgs.,  bk.  dc  wd.,  2  ator.;  priv.,  bk.  &  wd., 
2  stor.;  wd.  rfs.  perm.;  (wka.  ord.;  cauaea  of  f. 
inv.  F.  dept — 1  h.  &  1.  trk.,  8  hoae  &  ladder 
wag.,  2  hose  reels  with  hooks,  axea,  &c;  hoae, 
cot.,  rub.  lined,  gd.,  2,700  ft.;  elec.  f.  al.,  28  bx.; 
val.  equip.,  $4.SU0;  val.  bldga.,  $2,000; 

Watar  Supply — Src,  wells,  %  m.  bua.  cent.; 
aya.,  pump  to  rea.  k,  dir.;  rea.  cap.,  190,000  gala.; 
pump,  eng.,  cap.  day  1,000,000  gala,  each;  maina, 
c.  i.,  30  m.,  6  to  10  in.  dia.;  800  hrd.;  25  met; 
1,400  sen.;  pres.,  dom.  65  lbs.,  f.  85  lb«.;  coat, 
$72,023;  cost  mtce.,  $5,000;  wks.  owned  by  town. 

NORTHUMBERLAND,  p.  5.321;  f.  area,  52  a.: 
mere,  bldgs.,  bk.,  3  to  4  ator.;  priv..  blc,  1^2 
■tor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt. 
ord.;  cauaea  of  f.  inv.  F.  dept. — 1  h.  ft  L  trie., 
4  c.  hand  ex.,  1  hose  wag.,  1  hoae  reel,  1  hoae 
car.,  4  bra.;  hoae,  cot.,  rub.  lined,  gd.,  2.700  ft; 
inf.,  600  ft;  tot  hoae,  8,300  ft;  f.  aL,  telp.; 
vaL  equip.,  $5,000;  val.  bldga.,  $8,000;  exp.  dept, 
$3,500;  tot.  mem.  16,  pd.  full  time  4,  pd.  part 
time  12. 

Water  Supply — Not  reported. 

NORWICH,  p.  1,112;  f.  area,  18  blocka;  mere, 
bldga.,  bk.,  1  to  3  stor.;  priv.,  bk.  ft  wd.,  1  ft  2 
ator.;  wd.  rfa.  not  perm,  in  f.  area;  fwka.  ft  combt 
ord.;  causee  of  f.  inv.  F.  dept. — 1  atr.,  1  h.  ft  1. 
trk.,  8  hose  reels;  hose,  cot,  rub.  lined,  gd.,  600 
ft;  rub.,  gd.,  300  ft.;  inf.,  300  ft;  tot  hose, 
1,200  ft;  f.  al.,  bell;  val.  equip.,  $2,000;  val. 
bldgs.,  $500;  exp.  dept,  $600;  tot.  mem.,  10,  pd. 
parr  time. 

Water  Supply — Src,  artesian  welU  for  domeatic 
purposes;  for  f.,  atrm.  running  through  cent  of 
village  ft  tk.  with  one  f.  eng.  to  pump  water  for 
L  protection;  cap.  well,  72,000  gala,  day;  1  pump, 
eng.,  claaa  elec 

NORWOOD,  p.  811;  f.  area,  650  a.;  mere 
bldga.,  bk.,  2  ft  8  ator.;  priv.,  bk.,  2  ator.;  wd. 
rfa.  perm.;  fwka.  ft  combt  ord.;  cauaea  of  f.  inv. 
F.  dept — 2  hand  eng.,  8  c  hand  ex.,  1  hoae  wag., 
1  hoae  car.;  hoae,  cot,  rub.  lined,  gd.,  100  ft; 
inf.,  850  ft;  tot  hoae,  450  ft;  f.  aL,  bell;  vaL 
equip.,  $1,200;  viL  bldga.,  $150;  tot  mem.,  20 
ToL 

Water   Supply — Src,   wella   ft   creek. 

0AKVI4.LE,  p.  2,372;  f.  area,  1,600  a.;  mere 
bldga.,  wd.  ft  bk.,  2  stor.;  priv.,  bk.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  limits;  fwks.  ord.;  cauaea  of  f. 
inv.  F.  dept. — -1  comb.  c.  ft  hoae  wa».,  1  h.  ft  1. 
trk.,  4  hose  wag.;  hose,  cot,  rub.  lined,  gd.,  2,200 
ft;  f.  al.,  bell;  val.  equip.,  $5,a20;  val.  bldgs., 
$16,000;  exp.  dept,  $550;  tot  mem.,  57  voL 

Water  Supply — Src,  Lake  Ontario;  1  pump,  cap. 
8,000,000  gals.;   200  aerv. 

OIL  SPRINGS,  p.  621;  f.  area,  200  a.;  mere 
bldga.,  bk.  ft  frame,  2  stor.;  priv.,  frame,  2  ator.; 
wd.  rfs.  perm,  in  f.  area;  cauaea  of  f.  inv.  F.  dept. 
— 1  hand  eng.;  hose,  gd.,  800  ft;  f.  al.,  gong; 
vaL  equip.,  $1,000;  voL 

Water  Supply — Src,  tk.,  near  bua.  cent. 

OMEMEE,  p.  900;  f.  area,  100  a.;  mere  bldga., 
bk.,  2  ft  2V^  ator.;  priv.,  bk.  ft  wd.,  1V&  ft  2 
ator.;  wd.  rfs.  perm.;  fwka.  ft  combt  ord.  F. 
dept — 2  hand  eng..  1  comb.  c.  ft  h.  wag.,  10  c 
hand  ex.,  1  h.  ft  1.  trk.,  2  bra.:  hoae,  cot,  rub. 
lined,  gd.,  400  ft;  vaL  equip.,  $600;  exp.  dept, 
#25;  tot  mem.,  30  vol.;  undra.  rating,  third  claaa. 

Water  Supply — ^MiU  dam  ft  riv.,  150  yarda  bua. 
cent 

ORANQEVILLE,  p.  2,840;  f.  area,  500  a.;  mere 
bldga.,  bk.,  2  ft  8  ator.;  priv.,  bk.,  1  ft  2  stor.: 
wd.  rfs.  not  perm,  in  f.  area.  F.  dept — 2  e  band 
ex.,  1  h.  &  1.  trk.,  1  hoee  wag.,  2  hose  car.,  1  hrs.; 
hoae,  cot,  rub.  lined,  gd.,  1.200  ft;  inf.,  400  ft; 
tot  hose,  1,600  ft;  f.  al.,  elec,  5  bx.;  vaL  equip., 
$3,000;  val.  bldgs..  $2,500;  exp.  dept.,  $2,000; 
tot  mem.   14,  p<l.  part  time  12,  2  voL 

Water  Supply — Src,  apr.,  2  m.  bua.  cent.:  aya., 
grav.  ft  pump  dir.;  res.  cap.,  86,000  gals.;  2 
pump,  eng.,  cap.  day  2,160,000  gals.;  mains,  c.  1., 
9  m.,  4  to  10  in.  dia.;  59  hyd.;  41  v.;  pres.,  dom. 
35  to  60  lbs.,  f.  85  to  125  lbs.;  cost,  $56,000; 
cost  mtce.,   $2,000;   wks.   owned  by  town. 


ORILLA,  p.  6,828;  f.  area,  8  z  1^  m.;  bldgau, 
bk,,  2  ator.;  iron  rfa.  F.  dept — 1  h.  ft  L  trk.,  2 
hoae  car.,  1  aupply  wmg.;  bote,  oot,  gd.,  1,700 
ft;  rub.,  gd.,  1,000  ft;  tot  hoae,  S,foo  ft;  f. 
al..  bell,  10  at  bx.;  vaL  eauto..  $6,000;  tiL 
bldga.,  $6,500;  exp.  dept.  $1,200;  tot  men..  16 
vol.;  undrs.  rating,  third  data. 

Waiar  Supply — Src,  Lake  Oonchiching,  1  m.  boa. 
cent;  ays.,  pump  to  rea.  ft  atdp.;  atdp.  cap.,  S6,- 
000  gals.,  dim.  20  x  18,  nmt  wd.;  rea  cap.,  313.- 

000  gals.;  2  pump,  eng.,  cap.  day,  2,500,000  nla.; 
mains,  c  L,  14  m.,  4  to  10  in.  dia.;  96  hyd.; 
100  v.;  1  met;  1,200  aerv.;  pipe,  lead  ft  galv.  i.; 
pres.,  dom.  30  to  90  lbs.,  f.  06  Iba.;  cona.  day, 
550,000  gala.;  wks.  owned  by  city. 

OSHAWA,  p.  7,486;  f.  area,  2,500  a.;  mere 
bldga.,  bk.  ft  iron,  1  to  4  ator.;  priv.,  bk.  ft  wd.. 

1  to  2  ator.;  wd.  rfa.  not  perm,  in  f.  limits.  F. 
dept. — 1  atm.  eng.,  1  hand  f.  eng.,  1  e  eng.,  25 
c.  ex.,  1  h.  ft  1.  trk.,  8  hoae  car.,  1  suppfy  wa^., 
6  bra.;  hoae,  rub.,  gd.,  400  ft;  inf.,  500  ft;  oot, 
gd.,  1,900  ft;  tot  hoae,  2,800  ft;  f.  aL,  beU; 
vaL  eouip.,  $18,000;  val.  bldga.,  $5,000;  exp. 
dept,  $1,500;  tot  mem.,  20. 

Water  Supply — Sre,  apr.  ft  tk.;  watcrwks.  in- 
atalled;  pump  from  Lake  Ontario;  81  hyd.;  mAina, 
68,854  ft.,  1^  to  12  in.  dia.;  700  met;  1.160 
aerv.;  wka,  owned  by  dty. 

OTTAWA,  p.  86,840;  f.  area,  8  aq.  m.;  mere 
bldga.,  bk.  ft  atn.,  2  to  10  ator.;  priv.,  atn.,  bk.  ft 
wd.,  2  to  4  ator.;  wd.  rfa.  not  perm,  in  L  area; 
fwka.  ord.;  cauaea  of  f.  inv.  F.  dept — 4  otr.,  2 
aer.  trk.,  26  c  hand  ex.,  1  auto.  comb,  hoae,  sal- 
vage ft  c  trk.,  2  comb,  e  ft  h.  wag.,  4  h.  ft  L  trk., 
6  hoae  wag.,  2  hose  wag.  with  turret  pipes,  42 
bra.;  hoae,  cot,  rub.  lined,  gd.,  22,000  ft;  e  hose, 
900  ft;  tot  hoae,  22.900  ft;  f.  aL,  bell  ft  elec, 
156  bx.;  vaL  equip.,  $125,000;  val.  bldgs.,  $200,- 
000;  exp.  dept,  $125,000;  tot  mem.  94,  pd.  foil 
time 

Water  Supply — Src,  Ottawa  riv.,  2  m.  bus.  cent; 
sya.,  pump  dir.;  pump,  eng.,  cap.  day  35,000,000 
gala.;  maina,  166  m.,  8  to  24  in.  dia.;  1,210  hjrd.; 
39  met;  22,827  aerv.;  prea.,  dom.  00  to  OS  Iba., 
f.  llu  Ibe;  coat.  82,800,000;  cost  mtce.,  f250,- 
000;    wks.    owned   oy  city. 

OWEN  SOUND,  p.  12,558;  t  sics,  2,009  a.; 
mere  bldga.,  bk.,  2  to  4  stor.;  piiv.,  bk.  ft  wd., 

2  to  3  ator.;  wd.  rfs.  not  perm.  In  L  sres;  fwla. 
ft  combt  ord.;  causes  of  f.  not  inv.  F.  dept, — 1 
atr.,  1  h.  ft  L  trie.  5  e  hand  ex.,  1  hose  wsg.,  7 
hose  reels,  4  hrs.;  nose,  cot,  rob.  lined,  gd.,  5,000 
ft;  inf.,  500  ft;  tot  hose,  6,400  ft;  £  aL,  Gsme- 
well,  24  bx.;  vaL  equip.,  $15,000;  vsL  bldga.. 
$3,740;  exp.  dept,  $0,800;  tot  mem.  18,  pd.  foil 
time  0,  pd.  part  time  9;  undrs.  rating,  class  B. 

Wster  Supply — Src,  apr.  ft  riv.,  8  m.  bua.  cent; 
ays.,  grav.;  res.  cap.,  5,500,000  gala.;  msins,  e 
L,  20  m.,  6  to  12  in.  dia.;  140  hyd.;  100  v.;  100 
met;  2,300  serv.;  prea.,  dom.  60  iba.,  L  90  lbs.; 
cons,  day,  600.000  gala.;  cost  $225,900;  cost 
mtce.,  $2,200;  wka.  owned  by  city. 

PAISLEY,  p.  1,000;  mere  bldga.,  bk.  ft  wd.,  2 
ator.;  priv.,  bk.  ft  wd.,  1%  ft  2  stor.;  wd.  rfa. 
perm.;  no  fwke  ord.  F.  dept-~l  h.  ft  L  tzk., 
2  hoae  car.,  hooka,  pails,  fte;  hose,  est.,  gd.^  600 
ft;  rub.,  gd.,  600  ft;  tot  hoae,  1,200  ft;  t 
aL,  bell  ft  wh.;  vaL  equip.,  $8,800;  raL  bldfa^ 
$1,450;   exp.   dept,   $850;   tot  mem.,   50   toL 

Water  Supply — Src,-  riv.;  ays.,  pump,  dir.; 
pump,  eng.,  cap.  day  100,000  gals.;  maina,  e  L, 
%  m.,  6  in.  dia.;  6  hyd.;  4  v.;  pres.,  L  100  lbs.; 
coat,  $10,000;  cost  mtce,  $600;  wks.  owned  by 
town. 


PALMERSTON,  p.  1,665;  f.  ares,  S  m. 
bldga.,  bk.,  2  ator.;  priv.,  bk.,  2  stor.;  wd.  ria. 
penn.  F.  dept — 1  atm.  eng.,  2  hand  eng.*  1  h. 
ft  1.  trk.,  2  hose  car.,  1  supply  wsg. ;  hose,  nb.,  gd., 
1,500  ft;  f.  aL,  beU;  vaL  equip.,  $4,000;  vaL 
bldga.,  $1,000;  exp.  dept,  $400;  tot  mcsa.^  15 
voL 

Water  Supply — Sre,  deep  wcDa;  sys.,  pomp  to 
res.,  to  atdp.  ft  dir.;  stdp.  dim.,  100  z  20.  csp. 
100,000  gala.;  rea.  dim.,  40  x  10,  cap.  108,000 
gala.;  pump  cap.,  1,000  gals,  min.;  pres.,  100  lbs.; 
coat,  $45,000;  cost  mtce,  $2,000;  wks.  owned  by 
city. 

PARIS,  p.  4,098;  f.  area,  5  a.;  mere  bldie. 
atn.  ft  bk.,  2  ft  8  ator.;  priv.,  bk.,  wd.  ft  stn..  1 
ator.;  wd.  rfe  not  perm.  In  t  area;  fwks.  ft 
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ord.;  causet  of  f.  inv.  F.  dept. — 1  itr.,  2  c.  hand 
ex.,  1  h.  A  1.  trk.,  4  hmie  reel*.  4  hrs.;  ho«e,  cot., 
rob.  lined,  gd.,  2,000  ft;  f.  •!.,  elec.  7  bx.;  val. 
equip.,  16,600;  vaL  bldga.,  910,000;  exp.  dept, 
11,200;  tot  mem.   60,  pd.  part  time. 

Water  Supply — Src.,  «pr.;  Bya..  pump  to  res.; 
res.  cap.,  1,000,000  gals.;  pump,  eng.,  c»p.  day 
260,000  gals.;  mains,  10  m.,  4  to  8  In.  dia.;  48 
hyd.;  62  v.;  pree.,  dom.  80  lbs,,  f.  70  lbs.;  cost, 
$90,000;  cost  mtce.,  $8,000;  wks.  owned  by  town. 

PARKHILL.  p.  1,289;  f.  area,  10  a,;  mere, 
bldgs.,  bk.,  2  4(  8  stor.;  priv.,  bk.,  2  stor.;  wd. 
rfs.  perm.:  no  fwks.  ft  combt  ord.;  causes  of  f. 
not  inv.  P.  dept — 1  str.,  2  hose  car.;  hose,  cot, 
rub.  lined,  gd.,  1,200  ft.;  f.  al.,  bell;  vaL  equip., 
14,000;  val.  bldgs.,  $1,000;  exp.  dept,  $250; 
tot  mem.,  15  toL;  undrs.  rating,  fifth  class. 

Watar  Supply — Src.»  tk.  ft  10  cisterns,  near  bus. 
cent;  sys.,  grav. 

PARRY  SOUND,  district  P.  8,429;  f.  area,  200 
a.;  mere  bldgs.,  wd.  ft  bk..  2  stor.;  priv.,  wd..  1% 
stor.;  wd.  rfs.  perm.;  fwks.  ord.  !■.  dept. — 2  c. 
hand  ex.,  1  h.  ft  1.  trk..  1  hose  wa*.,  1  hose  reel, 
2  hr«.;  hose,  cot,  gd.,  1,800  ft;  inf.,  600  ft;  tot 
hose,  2.400  ft;  f.  al.,  elec.  bell,  8  st  bx.;  val. 
equip.,  $8,000;  val.  bldga.,  $6,000;  tot  mem.,  80 
vol. 

WaUr  Supply— Src,  Georgian  Bay,  %  m.  bi». 
cent.;  sys.,  pump  to  stdp.;  stdp.  cap.,  25.000  gals.; 
2  pump,  eng.,  cap.  day,  1,400,000  gate.;  mams,  c.  i., 
6%  m.,  8  to  10  in,  dia.;  66  hy«d.;  38  v.;  17  met.; 
625  serv.;  pres..  dom.  80  lbs.,  f.  100  lbs.;  cons, 
day,  195,000  gals.;  cost,  $66,000;  cost  mtce.,  $8.- 
000;  wks.  owned  by  city. 

PEMBROKE,  p.  6,624;  f.  area,  850  a.;  bldgfc, 
wd.  bk.  ft  stn.,  1%  to  4  stor.;  wd.  rfs.  perm.; 
no  fwka.  ord.  P.  dept — 1  stm.  eng.,  4  c.  ex.,  2 
hose  sleighs,  8  hrs.)  hose,  cot,  gd.,  3.000  ft;  1. 
aL,  bell;  val.  equip.,  $8,000;  vaL  town  hall,  $16,- 
000;   exp.   dept,  $2,125;   tot  mem.,   22   vol. 

Watar  Supply — Src.,  OtUwa  riv.,  1  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  128,000  gals.; 
pump,  eng.,  cap.  day  2,600,000  gsls.;  mains,  iron, 
8.8  m.,  4  to  16  in.  dia.;  84  hyd.;  *•  v-i  »00  serv.; 
pipe,  lead  ft  galv.  L;  pres.,  dom.  90  lbs.,  f.  185 
cost  mtce.,  $2,800;  wks.  owned  by  town. 

PENETANQUISHENE,  p.  8,668:  f.  wea,  60  a.: 
mere,  bldgs.,  bk.,  2  ft  8  stor.;  priv.,  bk.  ft  wd.,  2 
ft  2  ^  stor. ;  wd.  rfs.  perm  ;  fwks.  ft  combt  ord. 
F.  dept. — 2  c.  band  ex.,  1  h.  ft  1.  trk..  1  hose  wag., 
3  hose  reels;  hose,  cot,  rub.  lined,  gd.,  3,000  ft.; 
f.  al.,  bell;  val.  equip.,  $8,516;  val.  bldgs.,  $4,200; 
exp.  dept,   $880;   tot  mem.,  20  vol. 

Water  Supply — Brc,  lake,  %  m.  bus.  cent: 
sys.,  pump  to  res.;  res.  cap.,  600,000  p^ij 
pump,  eng.,  cap.  day  2,000.000  gals,;  mams,  6% 
m.,  4  to  10  in,  dia.;  62  hyd.;  600  serv.;  pres.,  dom. 
60  to  70  lbs.,  f.  80  to  120  lbs.;  cost,  $47,000; 
cost  mtce.,  $2,800;  wks.  owned  by  town. 

PERTH,  p.  8,688;  f.  area,  20  a.:  mere,  bldgs., 
bk.  ft  wd.,  1%  to  8  stor.;  priv.,  bk.  ft  wd.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  P.  dept. — 1  str.,  10  c.  hand  e^, 
1  h.  ft  1.  trk.,  6  hose  reels;  hose,  cot,  nib.  hned, 
gd.,  2,200  ft;  inf.,  1,000  ft;  tot  hose,  3,200  ft; 
f.  al.,  bell;  val.  equip.,  $5,500;  val.  bldgs.,  84.500: 
exp.  dept.,  $2,400;  tot  mem.,  38,  pd.  part  time  8. 
85  vol. 

Water  Supply— Src,  riv.,  M  m.  b»».„c«nt;  STS., 
pump  dir.;  4  pump,  eng.,  cap.  day,  7,000,000  gals.; 
mains,  c.  i.,  10  m.;  43  hyd.;  66  v.;  500  serv.;  pipe, 
lead  ft  iron;  pres.,  dom.  75  lbs.,  f.  120  lbs.;  cost, 
$98,000;  cost  mtce.,  $4,600;  wks.  owned  by  Co. 
PETERBOROUGH,  p.  18,860.  F.  dept— 1  stm. 
eng.,  8  c  ex.,  1  h.  ft  1.  trk.,  2  hose  wag.,  1  comb, 
c.  ft  h.  car.,  1  chief's  buggy,  8  hrs.;  tot  hose,  6,000 
ft;  f.  al.,  elec,  28  bx.;  tot  mem.  14,  pd.  full 
time;   undrs.   rating,   second   class. 

Water  Supply— Src.,  riv.,  2%  m.  bus.  cent; 
sys.,  pump  dir.;  pump,  eng.,  cap.  day  10,500,000 
gals.;  mains,  c.  f,  sS  m.,  4  to  16  in.  dia.;  262 
hyd.;  met,  85;  8,447  serv.;  pres.,  dom.  100  lbs., 
f.  138  lbs.;  wks.  owned  by  city. 

PETROLIA,  p.  8,518;  f.  area,  40  a.;  mere,  bldgs., 
bk.  ft  wd.,  2  to  4  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  cawcs  of  f.  inv.  P. 
dept— 2  str.,  6  c.  band  ex.,  1  h.  ft  1.  trk..  1  hose 
wag..  2  hose  carU;  hose,  cot,  rub.  Imed,  gd..  2,000 
ft;  inf.,  600  ft;  tot  hose,  2,500  ft;  f.  al.,  bell; 


val.  equip.,  $18,500 ;    val.  bldgs.,  $4,800 ;    exp.  dept, 
$1,500;  tot.  mem.,  81  vol. 

Watar  Supply — Src.,  lake,  11  m.  bus.  cent;  ays., 
pump  to  stdp.  ft  dir.;  stdp.  cap.,  260,000  gals.: 
pump,  eng.,  cap.  day  1,200,000  gala.;  maina,  27 
m..  2  to  12  in.  dia.;  100  hyd.;  met.  4;  1,125 
serv.;  pres.,  f.  25  lbs.;  cost,  $185,052;  cost 
mtce.,   $6,143;  wks.  owned  by   city. 

PICTON,  p.  8,564;  f.  area,  552  a.;  mere,  bldgs., 
bk..  2  ft  3  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  rfs. 
mostly  metal,  shingles  laid  in  mortar  perm.;  fwka, 
ord.  F.  dept — 1  hand  eng.,  2  c.  ex.,  1  h.  ft  L 
trk.,  4  hose  car.,  all  other  apparatus,  picks,  poles, 
hooks,  buckets,  ftc;  hose,  rub.,  new,  1,400  ft;  cot, 
gd.,  800  ft;  leather,  inf.,  260  ft;  tot  hose,  1,- 
950  ft;  f.  al.,  elec,  8  st  bx.;  val.  equip.,  $3,- 
000:  exp.  dept,  $760;  tot  mem.  19,  pd.  fiul  time. 

Water  Suppli^--Src,  bay;  sys.,  grav.  ft  pump  to 
res.  ft  dir.;  res.  cap.,  400,000  gals.;  2  pump,  eng., 
cap.  day  1,750,000  gals.;  mains,  c  L,  6^  m.,  S 
to  8  in.  dia.:  41  hyd.;  25  v.;  met,  14:  260  serv.; 
pipe,  galv.  L;  pres.,  f.  70  lbs.:  cost,  $84,000; 
cost  mtce.,  $2,900;  wks.  owned  by  town. 

PLATTSVILLE,  p.  600;  mere  bldgs..  bk.  ft  wd., 
1  to  8H  ator.;  priv.,  bk.  ft  wd.,  9  ft;  wd.  rfs. 
perm,  in  f.  area.  P.  dept — 1  h.  eng.,  10  c.  hand 
ex.,  1  h.  ft  L  trk.,  1  hose  car.;  hose,  cot,  rub. 
lined,  gd..  600  ft;  f.  al.,  bell;  val.  equip.,  $500: 
val.  bldgs.,  $200;  exp.  dept,  $25;  tot  mem.,  12 
vol. 

Watar  Supply — Src,  well  ft  tk.,  also  mill  dam 
ft  creek. 

POINT  EDWARD,  p.  874;  bldgs.,  bk.  ft  wd., 
1^  ft  2  stor.;  wd.  rfs.  perm.  F.  dept — 1  stm. 
eiif.,  4  c  ex.,  1  h.  ft  L  trk..  2  hose  car.;  hose, 
2,800  ft;  f.  al.,  wh.;  owned  by  the  Grand  Trunk 
•Railway  ft  equipped  by  their  vol.  members;  val. 
equip.,    $4,000:    tot    mem..    30    vol. 

Watar  Supply— Src,  Sarnia  Watcrwks..  1-3  m. 
bus.  cent;  sys.,  dir.  pres.;  cap.  pumps,  200  gals, 
min.;  mains,  stl..  8  m.,  4  to  S  in.  dia.;  26  hyd.; 
86  v.:  64  serv.;  pipe,  stl.;  pres..  dom.  60  lbs.,  f. 
150  Ids.;  wks.  owned  by  village. 

PORCUPINE,  p.  860;  f.  area.  1,000  a.  F. 
dept — 1  hose  reel,  hose  eleigh,  ladders;  tot.  mem.. 
12    vol. 

Water  Supply — Src,  lake. 

PORT  ARTHUR,  p.  11,220;  f.  area,  10,240  a.; 
mere  bldgs.,  stn.,  bk.  ft  wd..  1  to  6  stor.;  priv., 
stn.,  bk.  ft  wd.;  wd.  rfs.  perm,  in  f.  area:  fwks.  ft 
combt  ord.;  causes  of  f.  inv.  F.  dept — 2  str., 
1  chief's  auto.,  1  auto.  comb,  c  ft  h.  wag.,  1  comb, 
c  ft  h.  wag.,  1  comb,  c  ft  b.  aleigh,  1  c  eng.,  1 
h.  ft  L  trk.,   1  hoae  wag.;  hose,  cot,  rub.  Imed, 

?d.,  5,000  ft;  rub.,  fair,  2,000  ft;  tot  hose, 
,000  ft;  f.  al.,  Oamewell,  50  bx.,  4  circuit  ft 
telp.;  val.  equip.,  $59,000;  val.  bldgs.,  $52,000; 
exp.  dept,  $86,000;  tot  mem.  28,  pd.  full  time^ 
Watar  Supply — Src,  Lake  Superior,  2  m.  bus. 
cent;  sys.,  pump  to  stdp.;  stpd.  cap.,  199,500 
gala.;  dim.,  26  x  66;  mat,  stl.;  8  prunp.  eng.,  cap. 
day  8,744.000  gals.;  mains,  c  i.,  82.6  m.,  4  to 
12  in.  dia.;  249  hyd.;  280  met;  2,546  serv.;  pipe, 
lead;  pres.,  dom.  60  lbs.,  f.  80  lbs.;  cona.  day, 
2,091,168  gsls.;  cost,  $686,317;  cost  mtce.,  $10,- 
701;  wks.  owned  by  city. 

PORT  COLBORNE,  p.  1,600;  f.  area,  266  a.; 
mere,  bldgrs.,  bk.  ft  frame,  1  to  8  stor.;  priv.,  bk.  ft 
frame,  2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept — 1  hose 
reel:  hose,  gd.,  1,000  ft;  vol. 

Water  Supply — Src,  lake,  %  m.  bua.  cent; 
sys.,  pump  dir.;  res.  cap.,  56,000  gals.;  1  pump, 
eng.,  cap.  min.  250  gals.;  mains,  c  i.;  800  serv.; 
pres.,  dom.  40  lbs.;  cost,  $80,000;  cost  mtce., 
$1,000;  wks.  owned  by  city. 

PORT  ELGIN,  p.  1,286;  f.  area,  1,500  a.;  mere 
bldgs.,  bk.,  2  ft  8  stor.;  priv..  bk.  ft  wd.,  1^  ft  2 
stor.;  wd.  rfs,  perm.;  fwks.  ord.  F.  dept — 1  hand 
eng..  1  h.  ft  L  trk..  2  hose  reels;  hose,  rub.,  gd., 
2,000  ft.;  f.  al.,  bell;  val.  equip.,  $2,000;  val. 
bldgs..  $700;  exp.  dept,  $800;  tot  mem.,  26  vol. 

Water  Supply — Src,  pond,  in  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  100,000  gals.;  stdp. 
dim.,  16  X  80;  pump,  eng.,  cap.  day  1,080,000 
gals.;  mains,  c  L,  8  m.,  6  to  8  in.  dia.;  88  hyd.; 
180  serv.;  pres.,  dom.  65  lbs.,  f.  110  lbs.;  cost, 
$40,000;   cost  mtce,,    $900;   wks.   owned  by  city. 

PORT  HOPE,  p.  6,092;  f.  area,  whole  town; 
mere  bldgs.,  bk.,  8  ft  4  stor.;  priv.,  wd.  ft  bk.,  S 
stor.;  wd.  rfs.  perm.;  fwks.  ord.     F,  dept — 1  hand 
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ens.,  2  c  eng.,  2  c  ex.,  1  h.  A  I.  trk.,  1  aer.  trk., 
2  nose  car.»  1  hose  wag.,  2  c.  supply  carts,  2  hoM 
reels;  hose,  cot.  lined,  gd.,  2,700  ft.;  t  aL,  elec 
bell,  9  bx.;  val.  equip.,  |1S,700;  TaL  oldgs., 
95.000;  exp.  dept.,  1 1,000;  tot  raexn.  IS,  pd. 
full  time  1,  pd.  part  time  14;  undrs.  rating,  third 
class. 

Water  Supply-^rc.,  lake,  ^  m.  bus.  cent;  ays., 
pump  to  res.;  res.  cap.,  285,000  gals.;  2  pump, 
eng.,  class  dup.,  cap.  day  1,200,000  gals.;  mains, 
c.  L, '11  m.,  4  to  12  in.  dia.;  87  hyd.;  45  v.: 
met,  275;  572  serv.;  pres.,  dom.  100  lbs.,  f.  100 
lbs.;  cons,  day,  140.000  gals.;  cost,  |90,000; 
cost  mtce.,  94,000;  was.  owned  by  town. 

PORT  PERRY,  p.  1,148;  f.  area,  600  a.;  mere, 
bldgs..  bk.  jc  wd.,  1  ft  2  stor.:  priv.,  bk.  &  wd..  1 
ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  caiises  of  f. 
inv.  F.  dept — 1  str.,  1  h.  eng.,  8  hose  car.;  hose, 
cot,  rub.  lined,  1,000  ft;  rub.,  gd.,  500  ft;  inf., 
500  ft;  tot  hose,  2,000  ft;  f.  aL,  bell,  8  bx.; 
exp.  dept,  9200;  tot  mem.   20,  part  pd. 

Water  Supply — Src,  lake  ft  tk.,  50  Tarda  bus. 
cent;  sys.,  pump  dir.;  wks.  owned  by  city. 

PRESOOTT,  p.  2,801;  f.  area,  640  a.;  mere 
bldgs.,  bk.,  8  stor.;  priv.,  bk.  ft  stn.,  2  stor.;  wd. 
rfs.  perm.  F.  dept — 2  stm.  eng.,  1  h.  ft  1.  trk., 
4  hose  car.;  hose,  linen,  gd.,  1,800  ft;  rub.,  gd., 
850  ft;  inf.,  150  ft;  leather,  gd.,  850  ft;  inf.,  150 
ft.;  tot  hose,  8,000  ft;  f.  aL,  bell  ft  telp.;  2  hrs.; 
val.  equip.,  948,000;  val.  bldgs.,  98.000;  ezp. 
dept.,  9500;  tot.  mem.,  20  vol.;  undrs.  rating, 
fourth  claas. 

Water  Supply — Src,  St  Lawrence  rir.,  situated 
^  m.  bus.  cent;  ays.*  pump  to  stdp.  ft  dir.;  stdp. 
cap..  87.061  gala.;  dim.,  35  z  22 ^  ft;  mat,  stL 
plate;  1  pump.,  dup.,  cap.  day  1,440,000  gals.; 
mains,  c.  1.,  7H  m.,  4  to  12  in.  dia.;  02  hyd.;  60 
T.;  525  senr.;  pipe,  lead  ft  gal  v.  L;  prea.,  dom.  65 
to  80  lbs.,  f.  120  lbs.;  cons,  day,  186,868  gals.: 
cost,  965,000;  cost  mtce.,  96,828;  wks.  owned 
by  corporation. 

PRESTON,  p.  8,888;  f.  area,  160  a.;  mere, 
bldgs.,  bk.  ft  wd.,  2  ft  8  stor.;  priv.,  bk.  ft  stn., 
1V&  ft  2  stor.;  wd.  rfs.  perm.;  no  fwks.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  stm.  eng.,  1  hand  eng.,  1 
h.  ft  1.  trk.,  2  hose  car.,  1  hose  wag.,  other  ap- 
paratus, buckets;  hose,  rub.,  gd.,  600  ft.;  cot, 
gd.,  1,000  ft;  inf..  150  ft;  tot  hoee,  1,650  ft;  f. 
al.,  bell  ft  telp.;  2  hrs.,  hired;  vaL  equip.,  94,000; 
vaL  bldgs.,  95,000;  ezp.  dept,  9750;  tot  mem.  24, 
pd.  full  time. 

Water  Supply — Src,  spr. 

RAINY  RIVER,  p.  2,000;  f.  area,  200  a.;  mere 
bldgrs.,  frame,  1  to  8  stor.;  priv.,  fzmme,  2  stor.; 
wd.  rfs.  perm,  in  f.  area.  F.  dept. — 1  atr..  1  h.  ft 
L  trk.,  2  c  hand  ex.,  1  hose  wag.;  hose,  gd.,  1,600 
ft.;  inf.,  400  ft;  tot  hose,  2,000  ft;  f.  aL,  telp.; 
val.  equip.,  94,000;  vaL  bldgs.,  98,400;  ezp.  dept, 
9ltl00;  tot.  mem.,  12  voL 

Water  Supply — Src,  riv.,  %  m.  bus.  cent;  nrs., 
pump  dir.;  stdp.  cap.,  800  bbls.;  dim.,  9  z  86; 
2  pump,  eng.,  cap.  min.  700  gala.;  maina,  c  L,  3 
m.,  4  to  10  in.  dia.;  82  hjd.;  met,  12;  50  serv.; 
pres.,  dom.  75  Ibe.,  f.  100  lbs.;  cost,  988,000; 
wks.  owned  by  city. 

RENFREW,  p.  8,846;  f.  area,  160  a.;  mere 
bldgs.,  bk.,  stn.  ft  wd.,  2  ft  S  stor.;  priv.,  bk., 
stn.  ft  wd.,  2  stor.;  wd.  rfs.  not  perm.  F.  dept. — 
1  stm.  eng.,  1  hand  eng.,  1  h.  ft  L  tik.,  4  hose 
car.;  hose,  cot,  gd.,  2,500  ft;  f.  aL,  bell  ft  telp.; 
vaL  equip.,  97,250;  vaL  bldgs.,  98,000;  exp.  dept, 
9500;  tot  mem.  80,  pd.  part  time  2,  voL  78. 

Water  Supply — Src,  riv.,  ^  m.  bus.  cent;  sya., 
pump  to  stdp.;  stdp.  cap.,  157,000  gals.;  pump, 
eng.,  cap.  day  2,800.000  gala.;  mains,  9  m.,  4  to 
12  in.  dia.;  108  hyd.;  pres.,  dom.  60  lbs.,  f.  120 
lbs.;  cost,  91^5,000;  cost  mtce,  92,282;  wks. 
owned  by  city* 

RICHMOND  HILL,  p.  652;  f.  area,  160  a.; 
bldgs.,  cone,  bk.,  brickcased  ft  wd.,  1^  ft  2  stor.; 
shingle,  irOn  ft  gravel  rfe     F.  dept — 2  hand  eng., 

1  h.  ft  L  trk.,  2  hose  car.;  hose,  cot,  gd.,  1,200 
ft.;  rub.,  gd.,  600  ft;  inf.,  600  ft:  tot  hose,  2,- 
400  ft;  f.  aL.  bell;  vaL  equip..  92,000;  bldgs., 
rented;  exp.  dept,  9200;  tot  mem.,  30  voL 

Water  Supply—'Sre,  tk. 

RIDQETOWN.  p.  1,954;  f.  area.  8%  sq.  m.; 
mere,   bldgs.,   bk.,    2   ft   3   stor.;   priv.,  bk.   ft  wd., 

2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  combt.  ord.; 
causes    of    f.    inv.     F.    dept. — 1    str.,    2    c    hand 


ex.,  1  h.  ft  L  trk.,  2  hose  car.;  hose,  oot,  rub. 
lined,  gd.,  1,900  ft;  inf.,  300  ft;  tot  hoee, 
2,200  ft;  f.  aL,  automatic;  vaL  equip.,  98,000; 
val.  bldgs.,  916,000;  exp.  dept,  9850;  tot  mem., 
21   VOL 

Weter  Supply — Src,  well,  in  bus.  cent;  sy«., 
pump  to  stdp.;  stdp.  cap.,  55,000  gals.,  dim.  123 
z  18,  mat.  stl.;  res.  cap.,  45,000  gaU.;  2  pump, 
eng.,  cap.  day,  240,000  gals.;  mains,  c  L,  4  m.. 
4  to  8  in.  dia.;  32  hyd.;  1  met;  77  serv.;  pipe, 
galv.  L;  pres.,  dom.  5^4  lbs.,  f.  75  lbs.;  cost,  945,' 
000;  cost  mtce,  91*500;  wks.  owned  by  town. 

IRIPLEY,   p.    600;    f.   area,   400   a.      F.   dept~ 
ladders  ft   buckets;   tot    mem.,    50   vt>L 
Water   Supply— Src,    wells. 

ROCKLAND,  p.  8,028;  t  area,  700  a.;  mere 
bldgs..  frame  ft  metal,  2  stor.;  priv.,  frame,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ft  combt  ord.  F. 
dept — 4  ladders,  26  ft  each,  1  hose  reel;  hose, 
gd.,  1.000  ft;  f.  aL,  bell;  vol 

Water  Supply — Sre,  rir.,  near  bus.  cent;  sya.. 
pump  dir.;  res.  cap.,  85,000  gals.;  1  pump.  eng.. 
class  dup.;  maina,  e  L.  2  m.,  5  to  8  in.  dia.; 
18  hyd.;  prea.,  f.   140  Ibe. 

RODNEY,  p.  860;  f.  area,  500  e.;  mere  bldgs., 
bk.,  2  stor.;  priv.,  frame,  2  stor.;  wd.  rfs.  penn. 
in  f.  area;  fwka.  ft  combt  ord.  F.  dept — 1  hand 
eng.,  1  hose  reel;  vaL  equip.,  9500;  voL 

Water  Supply---Sre,  wells. 

ST  CATHAlRINES,  p.  12,484;  f.  area.  266  a.; 
mere  bldgs.,  bk.,  1^  to  6  stor.;  priv.,  bk.  ft  wd., 
2  stor.;  wd.  rfs.  perm,  in  f.  area;  twks.  ft  combt 
ord.:  causes  of  f.  inr.  F.  d^t — 2  str.,  7  e 
hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wag.,  2  boee  car., 
8  hrs.;  hose,  oot,  rub.  lined,  gd.,  4,3^0  ft;  1 
aL,  bell;  89  bz.;  vaL  equip..  9il4.000;  vaL  bldgs.^ 
920,000;  ezp.  dept.,  910,000;  tot  mem..  40,  pd. 
full  time  10,  toL  80. 

Water  Supply-~Sre,  lake  ft  canal,  4  m.  boa. 
cent;  sye,  grav.;  res.  cap.,  865,000,000  nU.; 
mains,  e  L,  44.2  m.,  4  to  80  in.  dia.;  S2S  nyd.; 
464  v.;  met.  110;  8,800  serv.;  pipe,  galv.  L  ft 
lead;  pres.,  dom.  60  to  100  Ibe,  f.  60  to  100  Ibe; 
cons,  day,  2,750,000  gate.;  cost,  9680.808;  coet 
mtce,  97,000;  wks.  owned  by  city. 

ST.  MARrS,  p.  8,888;  bldge.  wd.,  bk.  ft  eta., 
2  ft  8  stor.;  wd.  rfe  penn.  if  laid  in  mortar;  fwka. 
ord.  F.  dept — 1  atm.  eng.,  1  oomb.  e  ft  h.  wag.^ 
2  c  ez.,  1  h.  ft  1.  trk.,  <1  hose  «w«f..  2  boM 
car.,  8  hre;  Siamese  couplings  used;  boee,  cot, 
rub.  lined,  gd.,  2,000  ft;  int,  500  ft;  tot  boee 
2,500  ft;  I.  al.,  bell  ft  wh.;  ral.  equip.,  98,000; 
vaL  bldgs.,  92,000;  ezp.  dept,  $1,200;  tot  mem.. 
IB.  pd.  full  time  1,  pd.  part  time  15;  undxa. 
rating,  third  dase 

Water  Supply — Src,  creek.  %  m.  bus.  cent; 
sys.,  pump  to  stdp.;  stdp.  cap.,  65,000  gala.;  mat, 
stn.  ft  iron;  2  pump,  eng.,  claas  comp.  dup.,  cap. 
dsy,  1,970,000  gate.;  mains,  c  L,  26  m.,  4  to  10 
in.  dia.;  68  hyd.;  31  v.;  met,  27;  546  eerr.; 
pipe,  lead;  pres.,  dom.  40  to  66  lbs.,  f.  100  to 
126  Ibs.^  cons,  day,  80,000  gals.;  wks.  owned  by 
municipality. 

ST.  THOMAS,  p.  14.054;  mere  bldfs.,  bk.. 
cem.  ft  wd.,  2  to  4  stor.;  priv.,  bk.,  cem.  ft  wd.,  2 
stor. ;  wd.  ru.  perm,  in  f .  area  (tf  teid  in  aabcatoe) : 
fwke  ord.;  causes  of  f.  inv.  F.  dept— >4  e  bead 
ez.,  1  h.  ft  L  trk.,  2  hoee  wag.,  4  hrs.;  hose,  cot, 
rub.  lined,  gd.,  2,300  ft;  f.  aL,  bell  ft  dee,  32  bz.; 
val.  equip.,  95,000;  vaL  bldga.,  94,000;  ezp.  dept., 
95,000;  tot  mem.  16,  pd.  full  time  4,  pd.  part 
time  12. 

Water  Supply — Src.  oredc;  eye,  pump  dir.;  rea. 
cap.,  25,000,000  gate.;  3  pump,  eng.,  cap.  dav 
7,000,000  gate.;  maina,  c  L,  30  m.,  4  to  IS  in. 
dia.;  167  nyd.:  115  v.;  met,  668;  8.071  a«rr.; 
pres.,  dom.  46  lbs.,  f.  80  to  110  lbs.;  cost  9160.- 
000;  cost  mtce,  99,000;  wke  owned  by  city. 

SANDWICH,  p.  2,200;  f.  area,  1.000  e;  mere 
bldge.  bk.  ft  frame,  1  ft  2  stor.;  priv.,  frame,  1  ft 
S  stor.;  fwks.  ft  combt  ord.;  causes  of  t  inr.  F. 
dept — 1  h.  ft  1.  trk.,  2  hoee  wag.,  2  boee  reete; 
hose,  gd.,  1,500  ft;  vaL  equip.,  92.500;  TaL  bldge. 
91.500;  ezp.  dept,  9800;  tot  mem.,   18  vol. 

Water  supply — Sre,  welte,  near  bus.  cent: 
mains,  e  L,  10  m.,  8  to  14  in.  dia.;  46  hyd.;  709 
serv.;  pree,  dom.  82  Ibe.,  f.  75  Ibe;  wke.  owned 
by  city 

SARNIA,  p.  9,947;  f.  area,  S.OOO  m.;  mere 
bldgs.,  bk.,   2  ft  8  stor.;  priv.,  bk.  ft  wd.,   1   ft  2 
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stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  k  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — i  c.  hand  ex.,  1 
h.  k  1.  trk..  1  hose  wi^.,  1  hose  car.,  4  hrs.;  hose, 
cot.,  rub.  lined,  gd.,  8,200  ft.;  f.  aL,  elec,  24 
bx.;  TaL  equip.,  910,000;  val.  bldgs.,  94,000; 
exp.  dept,  9<}.800;  tot  mem.  16,  pd.  fml  time  6, 
pd.  part  time   10. 

Watsr  Supply — Src.,  riv.,  1-5  m.  bus.  cent;  ays., 
pump  dir.;  4  pump,  eng.,  cap.  day  8,900,000  nls.; 
mains,  c.  L,  88  H  m.,  8  to  20  in.  dia.;  187  nyd.; 
884   T.:   met,   5;   2,885   serv.;   pipe,   lead  k  iron; 

Sres.,  dom.  50  to  60  lbs.,  f.  90  to  110  lbs.;  cons, 
ay,    8,000,000   gals.;   cost,   92^06,800;   cosi  mtce., 
98,750;  wks.  owned  by  city. 

SAULT  STE.  MARIE,  p.  10,984:  f.  area,  8,100 
a.;  mere,  bldgs.,  cone,  wd.,  stn.  k  bk.,  1  to  S  stor.; 
priv.,  cone,  stn.,  wd.  I&l  bk.,  1  to  8  stor.;  wd.  rfs. 
not  perm,  in  f  area;  fwks.  k  combt.  ord.  F.  dept. — 
1  stm.  eng.,  1  auto.  comb.  c.  k  h.  wag.,  6  c.  ex., 
1  h.  &  1.  trk.,  1  hose  wag.,  8  exercise  wag.,  4 
hrs.;  hose,  cot,  rub.  lined,  sd.,  5,500  ft;  f.  al., 
elec,  17  bx.;  val.  equip.,  925,000;  val.  bldgs., 
924,500;  tot  mem.  46,  pd.  full  time  9,  vol.  87. 

Water  Supply^ — Src,  Lake  Superior,  situated  1 
m.  bus.  cent:  sys.,  pump  dir.;  4  pumps,  cap.  day 
1,500,000  gals.;  mains,  c.  L,  28  m.,  4  to  24  in. 
dia.;  118  hyd.;  68  met.;  pres.,  dom.  90  lbs.,  f.  100 
lbs.;   cost,  9825,000;   wks.  owned  by  Co. 

SEAFORTH,  p.  1,988;  f.  area,  160  a.;  mere, 
bldgs.,  bk.,  2  k  S  stor.;  priv.,  stn.,  bk.  k  wd.,  1^ 
k  2  stor.;  wd.  rfs.  not  penn.  in  f.  area;  fwks.  ord.; 
causes  of  f.  inv.  F.  dept — 1  aer.  trk.,  2  c  hand 
ex.,  1  h.  ft  I.  trk.,  4  hose  car.,  2  hrs.;  hose,  oot, 
rub.  lined,  gd.,  8,900  ft;  f.  al.,  bell  k  wh.,  9  bx.; 
▼aL  equip.,  94,400;  exp.  dept,  91>000;  tot  mem., 
26  voL 

Water  Supply — Src,  oreek,  ^  m.  bus.  cent; 
sys.,  pump  dir.;  res.  cap.,  500,000  gals.;  2  pump, 
eng.,  cap.  day,  2,000,000  gals.;  mains,  iron,  8  m., 
4  to  8  in.  dia.;  16  hyd.;  4  v.;  pres.,  f.  100  to  140 
lbs.;  cost  928,000;  cost  mtce.,  9l>'100;  wks.  owned 
by  city. 

SHELBURNE,  p.  1,118;  f.  area,  200  a.;  mere 
bldgs.,  bk.,  8  stor.;  priv.,  bk.  k  iron,  2  stor.  F. 
dept. — 1  c  eng.,  1  hose  car..  1  hose  tower,  lad- 
ders; hose,  cot.,  gd.,  1,200  ft;  f.  aL,  bell;  tot 
mem.  44,  all  voL 

Water  Supply — Src,  wells;  sys.,  pump  to  stdp.; 
stdp.  cap.,  80,000  gals.;  mains,  2  m.,  10  in.  dia.; 
18  hyd-;  pres..  f.  50  to  55  lbs.;  cost,  921.000;  wks. 
owned  by  village. 

SIMOOE,  p.  8,227;  f.  area,  25  a.;  mere,  bldgs., 
bk.,  8  to  1  stor.;  priv.,  stn.,  bk.  k  wd.,  2  stor.; 
wd.  rfs.  not  perm,  m  f.  area;  fwks.  k  combt.  ord.: 
causes  of  f.  inv.  F.  dept — 2  c  eng.,  2  c  hand 
ex.,  2  h.  &  1.  trk.,  2  hose  wag.,  2  hose  car.;  hose, 
oot,  rub.  lined,  gd.,  2,500  ft;  rub.,  gd.,  500  ft; 
inf.,  500  ft;  tot  hose,  8,500  ft;  L  aL,  bell,  16 
bx.;  val.  equip.,  94,200;  vaL  bldgs.,  92,900;  exp. 
dept,  91,200;  tot  mem.  21,  pd.  part  time. 

Water  Supply — Src,  spr.;  stdp.  cap.,  180,000 
gals.;  2  pump,  eng.,  cap.  700,000  gals,  day;  mains, 
c.  i.,  11  1-10  m.,  4  to  S  in.  dia.;  69  hyd.;  488 
met;  808  serv.;  pres.,  dom.  60  lbs.,  f.  110  lbs.; 
cost,  988,500;  cost  mtce.,  92,790;  wks.  owned  by 
city. 

SMITH'S  FALLS,  p.  6,870;  f.  area,  m,  sq.  m.: 
bldgr>..  bk.,  wd.  k  stn.,  2  k  Z  stor.;  wd.  rfs.  perm.: 
no  fwks.  ord.  F.  dept — 1  stm.  eng.,  2  c  ex.,  1 
h.  k  1.  trk.,  8  hose  car.;  hose,  cot,  gd.,  2,000  ft; 
inf.,  500  ft;  tot  hose,  2,500  ft;  f.  aL,  elec.  bell, 
10  St  bx.;  2  hrs.;  val.  equip.,  910,000;  val.  bldgs., 
95,000;  exp.  dept,  91.050;  tot  mem.,  25  voL; 
undrs.  rating,  fourth  class. 

Water  Supply — Src,  riv.,  in  bus.  cent;  sys., 
pump  dir.;  dim.,  20  x  16;  pump,  eng.,  class  comp., 
csp.  day  1,000,000  gals.;  mains,  c  L,  7  m.,  4  to 
10  in.  dia.;  72  hyd.;  40  v.;  460  serv.;  pipe,  lead; 
pres.,  dom.  60  lbs.,  f.  100  lbs.;  cons.  day.  400,000 
gals.;  cost,  9125,000;  cost  mtce.,  94,000;  wks. 
owned  by  priv.   party. 

SOUTHAMPTON,  p.  1,685;  f.  area,  600  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  ord.;  causes 
of  f.  inv.  F.  dept — 1  h.  eng.,  40  c  hand  ex.,  2 
hose  car.;  tot  hose,  1,000  ft;  f.  al.,  bell:  val. 
equip.,  92,000;  vaL  bldgs.,  9500;  exp.  dept,  9160; 
tot  mem.,  10  voL 

Water  Supply — Src,  8  wells,  1-16  m.  bus.  cent; 
sys.,  pump   to  stdp.;   dim.,   16   x   110;   mat,  stl.; 


8  pump,  eng.,  cap.  day  2,160,000  gals.;  mains,  c 
i.,  118,000  ft,  4  to  8  in.  dia.;  81  hyd.;  18  v.; 
275  serv.;  pipe,  galv.  i.;  pres.,  dom.  47  to  67  lbs., 
f.  100  lbs.;  cons,  day,  200,000  gals.;  cost,  943,000; 
cost  mtce.,  92,200;  wks.  owned  by  town. 

SPRINGFIELD,  p.  480;  f.  area,  500  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  frame,  IH  stor.;  fwks.  ft 
combt  ord.  F.  dept — 2  e  hand  ex.,  1  hose  reel; 
f.  al.,  bell:  vaL  equip.,  9600;  val.  bldgs.,  9600;  vol. 

Water  Supply — Src,  wells,  near  bus.  cent. 

STAYNER,  p.  1,089;  f.  area,  200  a.;  mere 
bldgs.,  bk.  ft  wd.,  1  ft  2  stor.;  priv.,  wd.  ft  bk.,  1^ 
ft  2  stor.;  wd.  rfs.  perm.;  no  fwks.  ord.  F.  dept — 
2  hose  csr.;  hose,  cot,  gd.,  1,000  ft.;  val.  equip., 
98,000;  vaL  bldgs.,  91.000;  tot  mem.,  12  vol. 

Water  Supply — Src,  strm.,  2  m.  bus.  cent;  sys., 
grav.;  res.  cap.,  200,000  gals..  2  m.  town;  mains, 
c  L,  5  m.,  4  to  12  in.  dia.;  21  hyd.;  pres.,  dom. 
ft  f.  60  to  72  lbs.;  cost,  925,000;  wks.  owned  by 
dty. 

STEELTON,  p.  8,178;  f.  area,  1,800  a.;  mere 
bldgs.,  bk.,  1  ft  2  stor.;  priv.,  bk.  ft  frame,  1  ft  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 4  hose  reels;  hose, 
gd.,  2.000  ft;  f.  aL,  telp.;  vaL  equip.,  92,500; 
vaL  bldgs.,  9800;  tot  mem.,  20  voL 

Water  Supply— Src,  riv.,  %  m.  bus.  cent;  sys., 
pump  dir.;  mains,  c  L,  4  to  10  in.  dia.;  42  hyd.; 
460  aerv.;  pres.,  f.  90  lbs.;  cost  965,000;  cost 
mtce.,    9900;    wks.   owned   by   city. 

STOUFFVILLE,  p.  1,000:  f.  area,  437  a.;  mere 
bldgs.,  bk..  2  stor.;  priv.,  frame,  2  stor.;  wd.  rfs. 
perm,  in  1  area.  F.  dept — 1  h.  ft  1.  trk.,  hand 
ex.,  2  hose  reela;  hose,  gd.,  1,200  ft;  f.  al.,  elec, 

7  bx.;  val.  equip.,  92,500;  val.  bldgs.,  91.600;  tot 
mem.,  22  vol. 

Water  Supply— Src,  spr.,  8  m.  bus.  cent;  sys., 
pump  dir.;  res.  cap..  700,000  gals.;  mains,  c.  i, 
6  m.,  4  to  12  in.  dia.;  150  serv.;  cost,  926,000; 
wks.  owned  by  city. 

STRATFORD,  p.  12.946;  mere  bldgs.,  bk.,  2  to 
4  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd.  rfs.  not  perm, 
in  f.  area;  fwks.  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept. — 1  str.,  1  salvage  wag.,  6  c  hand  ex.,  1 
h.  ft  1.  trk.,  1  hose  wag.,  1  hose  reel,  4  hrs.;  hose, 
cot.,  rub.  lined,  gd..  4,000  ft;  rub.,  gd.,  150  ft; 
tot.  hose,  4.150  ft.;  f.  aL,  elec,  88  bx.;  vaL 
equip.,  912,000;  val.  bldgs.,  916.000;  exp.  dept, 
97,500;  tot.  mem.  16,  pd.  full  time  8,  pd.  part 
time  8. 

Water  Supply — Src,  artesian  wells  ft  Aven  riv., 

1  m.  bus.  cent;  sys.,  pump  dir.;  8  pump,  eng., 
class  comp.  dun.,  como.  csp.  dsr  5,000,000  eals.; 
mains,  c  i.,  27 H  m.,  4  to  12  in.  dia.;  187  nyd.; 
167  v.;  met,  924;  880  serv.;  pipe,  lead;  pres., 
dom.  80  lbs.,  f.  100  to  120  lbs.;  cons,  day,  1,000,* 
000  gals.;  cost,  9281,000;  wks.  owned  by  ci^. 

STRATHROY,  p.  2,828;  f.  area,  60  a.;  mere 
bldgs.,  bk.,  2  ft  8  stor.;  priv.,  bk.  ft  wd.,  2  ft  8 
stor.;  wd.  rfs.  perm,  in  f.  area.  F.  dept — 1  hand 
eng.,  2  hose  car.,  2  hrs.;  hose,  cot,  rub.  lined, 
gd.,  700  ft;  rub.,  gd.,  800  ft;  inf.,  600  ft;  tot 
hose,  2,000  ft;  f.  al.,  bell;  vaL  equip.,  93,000; 
vaL  bldgs.,  98,000;  exp.  dept,  91.000;  tot  mem. 
22,  pd.  full  time  1,  voL  21;  undrs.  rating,  third 
class. 

Watsf  Supply — Src,  wells  ft  riv.,  1-6  m.  bus. 
cent;  sys.,  pump  to  stdp.;  stdp.  cap.,  160,000 
gals.;  dim.,  20  x  80;  mat,  stl.;  1  pump,  eng., 
class  comp.  dup.,  cap.  day,  600,000  gals.;  mainis, 
c.  1.,  5  m.,  4  to  10  in.  dia.;  40  hyd.;  225  serv.; 
pres.,  dom.  40  lbs.,  f.  100  lbs.;  cost,  960,000; 
wks.  owned  bj  town. 

STREETSVILLE,  p.  700;  f.  area,  45  a.  F.  dept 
— bladders,   reel,   500   ft.   hose;    tot.   mem.,   16   vol. 

Water  Supply — Sire,  riv.;  pump  cap.  day.  800.- 
000  gals.;  pres..  SO  lbs. 

STURGEON  FALLS,  p.  2.282;  f.  area,  1,440  a.; 
mere,  bldgs.,  frame,  2  stor.;  priv.,  frame,  2  stor.; 
wd.  rfs.  perm,  in  f.  area.     F.  dept — Ladders,  pails, 

8  e  hand  ex.,  2  hose  wag.;  f.  aL,  telp.,  2  bx.; 
tot.   mem,   30  vol. 

Water  Supply — Src,  riv.,  %  m.  bus.  cent;  sys., 
pump  dir.;  1  pump,  eng.;  mains,  e  L,  6%  m.,  6 
to  10  in.  dia.;  47  nyd.;  pres.,  dom.  40  lbs.,  f.  100 
lbs.;  wks.  owned  by  city. 

SUDBURY,  p.    4,150;  mere   bldgs.,  bk.  ft  wd., 

2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  perm.; 
fwks.  ord.;  f.  inv.  F.  dept. — 4  c.  fasnd  ex.,  2  h. 
ft  1.  trk.,   1  hose  wag.,  3  hose  car.,   1  hose  sleigh. 
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4  hrs.;  hose,  «ot,  gd.,  4,200  ft.;  f.  al.,  elea,  22 
bx.;  val.  equip..  ^19,000;  val.  bldn..  980,000; 
exp.  dept.,  16,000;  tot.  mem.  20,  pd.  full  time  1, 
vol.  19. 

Water  Supply — Src.,  lake,  1  m.  bus.  cent;  aya., 
pump  to  stdp.;  atdp.  cap.,  64,000  gala.;  dim.,  24 
X  24;  mat,  atl.;  4  pump,  eng.,  cap.  4,-6.80,000  gala, 
day;  mains,  c  L,  14  m.,  4  to  12  in.  dia.;  69 
hyd.;  160  v.;  met,  17;  lylOO  serv.;  pipe,  galv.  i. 
k  lead;  pres.,  dom.  76  Iba.,  f.  100  lbs.;  cons,  day, 
1,000,000  gals.;  cost,  $218,747;  cost  mtce.,  |19,- 
880;  wks.  owned  by  town. 

SWAOTIKA,  p.  600;  f.  area,  80  a.     F.  dept — 
ladders,  buckets,  axes,  etc. 
Water  Supply— ^rc,  riv. 

TAVISTOCK,  p.  1,000;  f.  area,  400  a.  F.  dept 
— ^ladders,  1  hose  reel,  1,000  ft.  hose;  tot  mem., 
18   vol. 

Watar  Siipply^-8re.,  w«Us;  pump  cap.  day, 
S64,000  gala.;  pre*.,   100  lbs. 

TEESWATEA.  p.  864;  f.  area,  880  a.;  mere, 
bldgs.,  bk.  k  wd.,  2  ttor.;  priv^  bk.  ft  wd.,  1%  ft 
2  stor.;  wd.  rfs.  not  perm.  F.  dept — 1  h.  ft  L 
trk.,  2  hose  car.;  hoae,  rub.,  gd.,  1,000  ft.;  cot, 

Sd.,    400    ft;    tot.    hose,    1,400    ft;    f.    al..    beU 
;  elec.,  7  st  bz.;  val.  equip.,  916,000;  vaL  bldgs., 
$1,600;  ezp.  dept,  $600;  tot  mem.,  16  voL 

Water  Supply— -Src,  rtr.,  H  m.  bus.  cent; 
ays.,  pump  dir.;  1  pump,  eng.;  mains,  e.  1.,  1% 
m.;  9  hyd.;  pres.,  f.  180  lbs.;  cost,  $16,000;  cost 
mtce.,  $400;  wks.  owned  by  town. 

THEDFORD,  p.  650;  f.  area,  600  a.    F.  dept— 
1  hand  eng.,  200  ft.  hoae. 
No  wviterwkB. 

THESSALON,  p.  1,946;  f.  area,  100  a.;  bldgs., 
wd.,  Btn.,  cem.  ft  bk.,  8  stor.;  wd.  rfs.  perm.  F. 
dept — 4  c.  ex.,  2  hose  car.;  hose,  cot,  gd.,  600 
ft;  rub.,  gd.,  500  ft;  tot  hose,  1.000  ft;  f.  al., 
bell  ft  wL;  vaL  equip.,  $14,000;  vsL  bldga., 
$4,000;  exp.  dept,  $800;  tot  mem.,  17  voL 

Water  Supply — Src.,  lake,  \  m.  bus.  cent;  nys., 
pump  dir.;  2  pump,  eng.,  daas  dup.,  cap.  day 
140,000  gals.;  mains,  c.  L,  6%  m.,  4  to  6  in. 
dia.;  25  hyd.;  8  v.;  1  met;  pipe,  galv.  i.;  pres., 
dom.  50  lbs.,  f.  120  lbs.;  cons,  day,  7,000  gals.; 
cost,  $22,000;  cost  mtce.,  $2,000;  wks.  owned  by 
city. 

THOROLD',  p.  2,273;  f.  area,  2,000  a.;  mere, 
bldgs.,  bk.,  stn.  ft  wd.,  1  to  8  etor.;  priv.,  bk.  ft 
wd.,  1  to  8  stor.;  wd.  rfs.  pemu;  no  fwks.  ord.; 
causes  of  f.  inv.  P.  dept — 1  stm.  eng.,  2  c.  hand 
ex.,  1  comb.  c.  ft  hose  wag.,  1  hose  wag.,  8  hose 
car.;  hose,  cot,  rub.  lined,  gd.,  1,660  ft.;  inf.,  400 
ft;  tot  hose,  2.050  ft;  f.  al.,  bell;  val.  equip., 
$8,000;  val.  bldgs.,  $5,000;  exp.  dept,  $1,200; 
tot.  mem.,  30  vol. 

Water  Supply — Src,  canal,  in  bus.  cent;  sys., 
pump  to  stdp.;  stdp.  cap.,  100,000  imp.  gals.;  2 
pump,  eng.,  cap.  day,  2,000,000  imp.  gals.;  mains, 
c  i..  6  m.,  4  to  -12  in.  dia.;  08  hyd.;  75  v.;  6 
met;  417  serv.;  pipe,  galv.  i.;  pres..  dom.  85  to 
60  lbs.,  f.  160  lbs.;  cons,  day,  150,000  imp.  gals.; 
cost.  $95,000;  wks.  owned  by  city. 

THUNDER  BAY,  p.  18,600;  f.  area,  10.240  a.; 
mere  bldga.,  bk.,  stn.  ft  wd.,  1  to  8  stor.;  priv., 
bk.,  atn.  ft  wd.,  1  to  4  ator.;  wd.  rfs.  not  perm, 
in  f.  srea;  fwks.  ft  combt.  ord.;  cauaes  of  f.  inv. 
F.  dept — 2  Btr.,  2  comb,  c  ft  h.  wag.,  2  c  eng., 
7  c  hand  ex..  1  h.  ft  1.  trk.,  8  hose  wag.,  2  hose 
car.,  6  hrs.;  nose,  cot,  rub.  lined,  gd.,  8,600  ft; 
rub.,  gd.,  600  ft;  inf.,  1.000  ft;  tot.  hose,  6,000 
ft.;  f.  al..  telp.;  exp.  dept,  $85,000;  tot  mem. 
26,  pd.  full  time  18,  vol.  18. 

Water  Supply — ^Not  reported. 

TILBURY,  p.  962;  f.  area,  677  a.;  mere,  bldgs., 
bk.,  2  stor.;  priv..  bk.  ft  wd.,  2  stor.;  wd.  rfs. 
perm,  in  f.  area;  fwks.  ft  combt  ord.;  cautea  of  f. 
inv.  F.  dept — 1  h.  ft  1.  trk.,  1  hose  wMf.,  1  hose 
car.,  2  hrs.;  hose,  rub.,  gd..  1,600  ft;  f.  al.,  bell 
ft  wh.;  val.  equip.,  $8,000;  val.  bldga.,  $2,000; 
exp.  dept,  $275;  tot  mem.,  10  voL 

Water  Supply — Src,  lake,  8  m.  bus.  cent;  sys., 
grav.;  stdp.  cap.,  60,000  gala.;  ree.  cap.,  296,- 
000;  pump,  eng.,  cap.  dav,  75,000  gals.;  mains, 
iron,  4%  m.,  4  to  12  in.  dia.;  19  hyd.;  176  aenr.; 
pres.,  dom.  80  lbs.,  f.  100  lbs.;  cost,  $17,000; 
cost  mtce..   $1,000;  wks.   owned  by  town, 

TILLSONBURG,  p.  2,758;  f.  srea,  960  a.;  mere 
bldgs.,  bk.,  3  stor.;  priv.,  wd.  ft  bk.,  2  stor.;  cauaes 


of  f.  inv.  F.  dept — 1  h.  ft  L  trk..  2  c  ex.,  2  hose 
car.,  1  hoae  wag.,  1  hose  alelgh;  aiameae  couplinn 
uaed;  hoae,  cot,  gd..  1,500  ft;  f.  aL,  bell;  vu. 
equip,  $5,000;  vaL  bldga.,  $10,000;  tot  mem.  2S, 
pd.  part  time  4,  vol.  18 ;  undra.  rating,  tnt  clasa. 
Water  Supply — Bra.,  surface  water,  %  m.  bua. 
cent;  aya.,  pump  dir.;  2  pump,  eng.,  cap.  min. 
1.860  gala.;  maina,  c  L.  5  m.,  4  to  8  in.  dia.; 
46  hya.;  pres.,  f.  90  lbs.;  cost,  $30,000;  est 
mtce.,  $1,200;  wks.  owned  by  town. 

TIVERTON,  p.  400;  f.  area.  500  a.     F.  de^*:  — 
ladders   and   buckets;    tot.    mem.,    25    vol. 
Water  Supply — Src,  wells. 

TORONTO,    p.    876,240;    f.    area,    85    sq.    m.; 

mere  bldga.,  bk.  ft  atn.,  8  to  12  stor.;  priv.,  bk. 
ft  wd.,  8H  itor.;  wd.  rfs.  perm,  in  f.  area;  fwks. 
ft  conwt.  ord.;  causes  of  f.  inv.  F.  dept — i  auttt. 
comb,  c  eng.  ft  hose  wag.,  10  str.,  2  c  eng.,  9 
h.  ft  1.  trk.,  80  c  hand  ex.,  2  comb,  c  ft  h.  eag.^ 
2  aer.  trk.  ft  portable  water  tower  eomb.,  SS  hoae 
wag.,  1  salvage  wag.,  2  aupply  wag.,  41  hoae  wag.^ 
4  nose  wag.  carrying  1,110  ft.  each  8H-in- 
hose  for  high  pres.  m.,  1  high  pre&  wag.,  1  vat. 
tower,  114  hrs.,  6  n.  ft  L  trk.  sleighs,  12  two- 
horse  hose  aleigha,  4  one-horae  alelgha  (in  re> 
serve.  2  h.  ft  1.  trk.,  1  h.  ft  1.  tik.  sleigh,  2  four- 
wheeled  hoae  wag.,  1  four-wheeled  two-horac  c 
eng.,  1  str.);  hoae,  rub.,  gd.,  66,460  ft;  inf.,  1.- 
860  ft:  c  hoae,  gd.,  2,400  ft;  inf.,  60  ft;  tot 
hose,  60,-800  ft;  T  aL,  elec,  8o7  bx.;  vsl.  equip., 
$600,000;  exp.  dept,  $682,000;  tot.  mem.,  881, 
pd.  full  time. 

Watar  Supply — Src,  Lake  Ontario,  2  m.  bua. 
cent;  aya.,  pnmp  dir.;  rea.  cap.,  86,000,000  gala.; 
14  pump,  eng.,  cap.  day  124,000,000  gala.;  naaina, 
iron,  468  m.,  4  to  86  in.  dia.;  6.910  hyd.;  S,524 
met;  90,482  aerv.;  pipe,  lead;  prea..  dom.  SO  to 
100  lbs.,  f.  160  to  800  lbs.;  cons,  day,  60,856.- 
997  gala.;  coat,  $11,200,000;  coat  mtce.,  $408.- 
986;  wka.  owned  by  dty. 

TORONTO  JUNCTION  (annexed  to  City  of  To- 
ronto), p.  6,260;  f.  area,  1,100  a.;  mere  bldgSL, 
wd.  ft  bk.,  S  ft  8  ator.;  priv.,  wd.  ft  bk.,  2  stor.; 
wd.  rfa.  perm.;  fwka.  ord.  F.  dept — 1  c  eng.,  1 
h.  ft  1.  trk.,  2  hoae  car.,  8  hrs.;  hoae,  cot^  gd.. 
2,600  ft;  inf.,  2,000  ft;  tot.  hoae.  4,600  ft.; 
f.  al.,  Oaynor,  80  st  bx.;  vaL  equip.,  $12,000; 
vaL  bldgs..  $8,000;  ezp.  dept,  $6,000;  tot  mem. 
22,  pd.  full  time  6,  voL  17. 

Watar  Supply— Src,  lake,  8  na.  bus.  cent;  ara.t 
pump  dir.;  pump,  eng.,  cap.  day  8,760,000  gala.; 
mains,  22  m.,  4  to  12  in.  dia.;  200  hyd.;  155  v.; 
met,  11;  2,860  aerv.;  prea.,  dom.  40  to  45  lbs.,  1 
60  to  80  Iba;  coat  $200,000;  coat  mice.,  $7,- 
500;  wks.  owned  by  dty. 

TOTTENHAM,   p.   600;   f.   area,   400    a.;   mere 

bldgs.,  bk.,  2  ft  8  stor.;  priv.,  bk.,  stn.  ft  wd.,  1% 
stor.;  wd.  rfs.  perm,  in  f.  area;  cauaes  of  f.  inv. 
F.  dept — 1  h.  eng..  1  h.  ft  L  trk.,  1  hoae  ear.; 
hose,  cot,  rub.  lined  gd.,  860  ft;  f.  al.,  bell;  val. 
equip.,  $500;  vaL  bldga.,  $8,000;  tot  men.,  35 
voL 

Watar  Supply — ^Src,  mill  pond,  datem,  wdla 
ft  tk. 

TRENTON,  p.  8,988;  f.  area,  1,800  a.;  mere 
bldgs.,  bk..  2  ft  8  stor.;  priv.,  wd.  ft  bk.,  IH  to 
8  stor.;  wd.  ris.  perm.;  no  fwks.  ord.  F.  dept — 
2  stm.  eng.,  12  c  ex.,  8  hose  car.,  7  laddcra,  1 
hoae  wag.,  Siamese  couplings  used,  6  hrs.:  boae, 
cot,  gd.,  8,000  ft;  inf.,  600  ft;  rub.,  gd.,  500 
ft;  tot  hoae,  4,000  ft;  f.  aL.  bell;  vaL  equip., 
$12,000;  vaL  bldgs.,  $5,000;  exp.  dept,  $1,500; 
rot  mem.  88.  pd.  full  time  2,  voL  86:  mdra. 
rating,  third  dasa. 

Water  Supply — Src,  spr..  2  m.  bus.  cent:  sys.. 
pump  to  stdp.  ft  dir.;  stdp.  cap..  20,000  gala.:  rea. 
cap.,  40,000  gals.;  8  pump,  eng.,  class  trip.,  cap. 
day,  200,000  gals.;  maina,  c  ft  wrt.  L.  15  m.,  2 
to  18  in.  dia.;  4  hyd.;  met.  20;  500  senr.;  pipe, 
lead  ft  i.;  pres.,  dom.  <60  lbs.,  f.  100  lbs.;  coat. 
$50,000;   cost   mtce.,   $1,000;   wks.   owned  by  Ca 

TWEED,  p.  1,868;  f.  area,  80  a.;  mere  bldgs.. 
bk.  ft  wd.,  2  ft  8  stor.;  priv.,  bk.  ft  wd.,  2  stor.; 
wd.  rfs.  not  perm,  in  f.  area;  causes  of  f.  inv.  F. 
dept. — 1  str,,  extension  ladders,  24  c  hand  ex., 
1  h.  ft  1.  trk.,  1  hose  wag.,  2  hoae  car.;  hoae, 
cot,  rub.  lined,  gd.,  1,200  ft;  rub.,  gd.,  800  ft; 
inf.,  400  ft;  tot  hoae.  1,900  ft;  f.  al..  beU;  vaL 
equip.,  94,000:  val.  oldgs.,  $1,000;  exp.  dept, 
$200;  tot.  mem.,  14  voL 
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Wtter  Supply — Src,  riv.,  lake  k  tk.,  100  yards 
bui.  cent. 

UXBRIDQE,  p.  1.488;  f.  area.  400  a.;  mere, 
bldgs..  bk.,  1  to  3  stor.;  priv..  bk.  k  wd.,  2  to  8 
stor.;    wd.   rfa.   not   perm,   in   f.    area.     F.   dept. — 

1  hand  eng..  1  h.  ft  1.  trk.,  2  hose  car.;  hose,  cot., 
nib.  lined,  gd.,  1,200  ft.;  rub.,  gd.,  800  ft.;  inf., 
100  ft,;  tot.  hose,  1,600  ft.;  f.  al.,  bell;  val. 
equip..  $12,000;  tot.  mem.  24,  pd.  part  time. 

Water  Supply — Src.  creeks,  in  bos.  cent.;  ays., 
pump  dir.;  pump,  eng.,  cap.  day  720,000  gals.; 
mains,  c.  i.,  8^4  m..  6  in.  dia.;  16  hyd.;  pres., 
f..  180  lbs.;  cost.  1 15,000;  cost  mtce..  |S00;  wks. 
owned  by  town. 

VANSLEEK   HILL,   P-    1,650;    f.    area.    500    a.; 

mere,  bldgs'..  bk.,  1  to  5  stor. ;  priv.,  bk.,  2  stor. ;  wd. 

rfs.    not  perm,    in   f.    area;   fwks.    ft   eombt    ord.; 

causes  of  f.  inv.     F.  depL — 1  h.  ft  1.  trk.,  2  hand 

eng.;  hose,  gd.,  1,000  ft;  inf.,  200  ft;  tot  hose, 

1,200  ft;  Tal.   equip.,   $1,000;  vaL   bldgs.,  $500; 

tot  mem.,  20  vol. 

Water  Supply — Src.,  well,  near  but.  cent 
WALKERTON,  p.   3,000;  f.  area,   160  a.;  mere. 

bldgs.,  bk.  ft  wd.,  2  to  8  stor.;  priv.,  bk.  ft  wd., 

2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  no  fwks.  ft 
combt.  ord.;  cauaes  of  f.  inv.  F.  dept. — 1  h.  ft 
1.  trk..  5  c  hand  ex.,  2  hose  wag.,  2  hose  reels; 
hose,  rub.  lined,  gd.,  1,500  ft;  f.  al.,  telp.;  val. 
bldgs.,  $3,000;  tot  mem.,  25  voL 

Water  Supply — Src.,  spr.,  1^  m.  bus.  cent; 
ays.,  grav.;  res.  cap..  250,000  gals.;  mains,  iron, 
5^  m.,  4  to  8  in.  dia.;  52  hyd.;  790  serv.;  pipe, 
galv.  i.;  pres.,  dom.  50  lbs.,  f.  60  to  100  lbs.; 
cost  $50,000;  cost  mtce.,  $900;  wks.  owned  by 
town. 

WALKERVILLE,  p.  8,290;  f.  area,  689  a.:  mere 
bldgs..  bk.,  1  to  8  stor.;  priv.,  bk.  ft  frame,  2  stor.; 
wd.  rfs.  perm,  in  f.  area.  F.  dept — 1  h.  ft  L  trk., 
1  c.  eng.,  6  c.  hand  ex.,  2  hose  wag.;  hose,  gd., 
5.000  ft;  f.  aL,  elec.,  21  bz.;  tot.  mem.  88,  pd. 
part  time  6.  vol.  27. 

Water  Supply — Src,  riv.,  1,600  ft  bus  cent.; 
4    pump,    eng.,    class    comp.,    cap.    day    7,000,000 

fals.;  mains,  e.  i..   16  m.,  4  to  16  in.  dia.:   154 
yd.;  met,  60;  1,050  serv.:  pres.,  dom.  65  lbs.,  f. 
125  lbs.;  wks.  owned  by  city. 

WATERFORD,  p.  1.092;  f.  area,  440  a.  F. 
dept — 1  hand  eng.,  1  n.  ft  1.  trk.;  hose,  gd.,  800 
ft;  vaL  equip.,  $800;  val.  bldgs.,  $5,600;  mem., 
all  vol.;  undrs.  rating,  1^  to  8^  class. 

Water  Supply — Src,   wells. 

WATERLOO,  p.  4,359;  f.  area.  400  a.;  mere 
bldgs..  bk.  ft  wd.,  1  to  4  stor.;  priv.,  bk.  ft  wd., 
1  H  ^  2  stor. ;  wd.  rfs.  perm. ;  fwks.  ft  combt.  ord. ; 
causes  of  f.  inv.  F.  dept — 4  c.  hand  ex.,  1  h. 
ft  L  trk.,  1  hose  wag.,  4  hrs.;  hose,  cot,  rub.  lined. 
gd..  1,500  ft;  rub.,  gd.,  950  ft:  inf..  450  ft; 
tot.  hose.  2,900  ft;  f.  al.,  bell,  9  ox.;  vaL  equip.. 
$8,000;  val.  bldgs.,  $7,000;  exp.  dept.  $2,600; 
tot  mem.,   15  vol.;  undrs.  rating,  Class  B. 

Water  Supply — Src.  spr.,  in  bus.  cent;  S7S., 
pump  to  atdp.;  stdp.  cap.,  225,000  gals.;  mains, 
c  i.,  21  m.,  4  to  10  in.  dia.;  75  hyd.;  48  v.: 
met,  400;  800  serv.;  pipe,  galv.  i.;  pres..  f.  100 
lbs.;    cost,   $84,000;   wks,   owned  by   municipality. 

WATFORD,  p.  1,088;  f.  area,  400  a.;  mere 
bldgs.,  bk.,  2  stor.;  priv.,  bk.  ft  wd.,  2  stor.;  wd. 
rfs.  nerm.;  fwksv  ft  combt  ord.;  causes  of  f.  inv. 
F.  dept — 1  hand  eng.,  1  hose  wag.;  hose,  cot, 
rub.  lined,  gd..  1.000  ft;  f.  al.,  beU;  val.  equip., 
f  1,500;  val.  bldgs..  $2,000;  tot.  mem.,  40  vol.; 
undis.    rating,    fourth    class. 

Water  Supply — Src.  tk.;  res.  cap.,   250  bbls. 

WEBBWOOD,  p.  714;  f.  area.  780  a.;  mere 
bldgs.,  frame,  1  ft  2  stor.;  priv.,  frame,  1  ft  2  stor.; 
wd.  rfs.  perm,  in  f.  area  F.  dept. — 1  h.  ft  L  trk.. 
1  c.  eng.,  8  hose  wag.;  hose,  gd.,  1,000  ft;  inf., 
500  ft;  tot.  hose.  1.500  ft;  f.  al.,  wh.;  vaL  equip., 
$1,600;  tot  mem..   22  voL 

Water  Supply — ^Src,  tk.,  800  yards  bus.«cent; 
8ys..  pump  dir.;  res.  cap.,  1,000,000  gals. 

WELLAND,  p.  5,818;  f.  area,  500  a.;  mere 
bldgs.,  stn.,  wd..  bk.,  1  to  4  stor.;  priv..  wd.,  2 
•tor. ;  wd.  rfs.  not  perm. ;  no  fwks.  ft  eombt  ord. ; 
causes  of  f.  inv.  F.  dept — 1  str.,  2  e  hand  ex., 
1  h.  ft  L  trk..  5  hose  car.,  1  hoae  wag.;  hoae,  cot, 
rub.  lined,  gd.,  2.500  ft;  rub.,  gd.,  800  ft;  inf., 
400  ft;  tot  hose,  8,200  ft;  f.  al.,  elec,  6  bx.; 
yal.  bldgs.,  $4,500;  exp.  dept,  $1,500;  tot  mem. 
65,   pd.   part  time   40,  vol.    16. 


Water  Supply — Src.  canal  ft  lake,  8  m.  bus. 
cent.;  sys.,  pump  dir.;  res.  cap.,  1,000,000  gals.; 
8  pump,  eng.,  cap.  day,  8,500,000  gals.;  mains, 
c.  i..  16.4  m.,  8  to  16  in.  dia.;  134  hyd.;  78  v.; 
4  met.;  1,597  serv.;  pipe,  lead  ft  galv.  i.;  pres., 
dom.  SO  lbs.,  f.  110  lbs.;  cons,  day,  1,200.000 
gals.;  cost,  $212,516;  cost  mtce.,  $7,976;  wks. 
owned  by   town. 

WELLINGTON,  p.  795;  f.  area,  100  a.:  mere 
bldgs.,  bk.  ft  wd.,  1!4  to  2  stor.;  priv.,  bk.,  stn. 
ft  wd..  1  ft  2  stor.;  wd.  rfs.  perm,  in  f.  area;  fwka. 
ft  combt  ord.;  causes  of  f.  not  inv.  F.  dept. — 
budceta  ft  ladders. 

No  waterwke 

WESTPORT,  p.  808;  f.  area.  100  a.;  bldgs., 
wd.  ft  bk..  1^  ft  2  stor.;  wd.  rfs.  perm.:  no  fwks. 
ord.  F.  dept — 4  hand  eng.,  20  c  ex.;  nose;  cot., 
gd.,  600  ft.;  f.  al.,  bell. 

Water  Supply— Src.  lake,  on  one  side  ft  strm. 
on  the  other  aide,  giving  a  sufficient  supply. 

WESTON,  p.  1,875;  f.  area.  450  a.;  mere  bldgs., 
bk.  ft  wd.,  1  ft  2  itor.;  priv.,  bk.,  stn.  ft  wd.,  1  ft  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwka.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept — 1  hose  wag.;  hose, 
cot,  rub.  lined,  gd.,  1,000  ft;  f.  at,  belL 

Watar  Supply — Src,  riv.;  rea.  cap.,  160,000 
gals.;  mains,  e  i..  8  m.,  4  to  10  in.  dia.;  80  hyd.; 
coat,  $60,000;  wka.  owned  by  city. 

WHITBY,  p.  2,248.  F.  dept. — 1  stm.  eng..  2 
e  hand  ex.,  1  h.  ft  1.  trk.,  1  hose  wag..  8  hose 
car.;  hose.  rub.  lined,  gd.,  2,-400  ft;  f.  aL.  bell; 
val.  equip..  $2,000;  val.  bldgs.,  $1,200;  exp.  dept, 
$600;  tot  mem.,  80  vol.;  undrs.  rating,  third 
class. 

Wattr  Supply — Src,  Lake  Ontario,  m  m.  bua. 
cent;  ays.,  pump  dir.  to  stdp.;  stdp.  cap.,  200,000 
gals.;  8  pump.  eng..  cap.  1,140.000  gala.;  mains, 
e  i.,  8H  m.,  4  to  12  in.  dia.;  49  hyd.;  pres..  100 
to  140  lbs.;  cost,  $76,000;  cost  mtce.,  $8,000; 
wks.  owned  by  city. 

WIARTON,  p.  2,266;  f.  area,  800  a.;  mere, 
bldgs.,  stn.,  bk.  ft  wd.,  1  to  4  stor.;  priv.,  bk.  ft 
wd.,  2  stor.;  vkd.  rfs.  not  perm,  in  f.  area.;  fwka.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 2  c  hand 
ex.,  1  h.  ft  1.  trk.,  1  hose  sleigh,  2  hose  reels;  hose, 
cot.,  rub.  lined,  gd.,  1,200  ft;  f.  al..  bell;  vaL 
equip.,  $8,500;  vaL  bldgs.,  $2,000;  exp.  dept, 
$460;  tot.  mem..  18  vol. 

Water  Supply-^re,  bay;  ays.,  pump  dir.;  stdp. 
dim.,  80  X  80;  mat,  stn.;  2  pump,  eng.,  cap.  day 
936,000  gals.;  mains,  iron,  0  m.,  2  to  10  in.  dia.; 
20  hyd.;  pres.,  dom.  85  lbs.,  f.  120  lbs.;  cost, 
$52,000;  cost  mtce.,  $4,057;  wks.  owned  by  town. 

WINCHESTER,  p.  1,181;  f.  area,  500  a.;  mere 
bldgs..  bk.  ft  cem.,  1  ft  2  stor.;  priv.,  frame,  1% 
stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft  combt. 
ord.;  causes  of  f.  inv.  F.  dept — 1  h.  ft  1.  trk.,  1 
hand  eng.,  1  hose  wag;  hose,  gd.,  1,200  ft;  f.  al.. 
bell;  val.  equip.,  $500;  val.  oldgs.,  $2,000  tot. 
mem.,    5    vol. 

Water  Supply — Src.  wells. 

WINDSOR,  p.  14,500;  f.  area,  2,600  a.;  mere 
bldga.,  bk.  ft  stn.,  8  to  6  stor.;  priv.,  wd.,  1  ft  2 
stor.;  wd.  rfs.  not  perm,  in  f.  area.  F.  dept — 1 
auto.  comb,  pump,  e  ft  h.  eng.,  1  comb,  c  ft  h. 
wag.,  5  e  ex.,  1  aer.  trk.,  1  n.  ft  1.  trk.,  8  hose 
wag.,  2  exercise  wag.,  7  bra.;  hose.  cot.  gd.,  6,500 
ft.;  f.  al..  National,  48  St.  bx.;  val  equip,  ft 
bldga.,  $88,728;  exp.  dept,  $16,000;  tot  menu 
23.  pd.  full  time  18,  pd.  part  time  10;  undra. 
rating,  Class  B. 

Water  Supply-— Src,  riv.;  sys..  pump  dir.;  5 
pump,  eng.,  class  comp.  dup.,  cap.  day,  20,500,000 
gals.;  mains,  c  L.  52  m.,  4  to  16  in.  dia.;  359 
hyd.;  197  v.;  met,  87;  2.900  aerv.;  pipe,  lead; 
pres..  dom.  45  lbs.,  f.  85  to  100  lbs.;  cost,  $886,- 
000;  cost  mtce.,  $40,000;  wks.  owned  by  city. 

WINQHAM,  p.  2,288;  f.  area,  600  a.;  mere 
bldgs..  bk.  ft  wd.,  1  ft  8  stor.;  priv.,  bk.  ft  wd.,  2 
stor.;  wd.  rfs.  not  perm.;  fwka.  ft  oumbt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  h.  ft  1.  trk.,  1  hose 
wag.,  hose  car.;  hose.  cot.,  rub.  lined,  gd.,  1,500 
ft;  inf.,  700  ft;  tot  hose.  2,200  ft:  f.  al.,  bell 
ft  telp.;  val.  equip.,  $2,500;  val.  bldn.,  $500; 
exp.  aept,  $1,250;  tot  mem..  22;  undrs.  rating, 
third  class. 

Water  Supply^-Src,  riv.,  %  m.  but.  cent;  lya., 

?ump    dir.    into    stdp.;    2    pump,    eng.,    cap.    day 
20.000  gala.;  maina.  iron,  8  m.,  6  to  10  in.  dia.; 
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26  hyd.;  18  ▼.;  pr«t.,  f.  100  lbs.:  coit,  $29,800; 
cost  mtce.,  $17,800;  wks.  owned  by  city. 

WOODBRIOQE,  p.  600;  f.  area,  500  a.;  mere 
bldgs.,  bk.,  2  ttor.j  pri?.,  bk.,  1)4  etor.;  wd.  rte. 
penn.  in  f.  area.  F.  dept. — 1  hand  eng.,  bote,  gd., 
800  ft. 

WOODSTOCK,  p.  0,820;  f.  area,  880  a.;  mere, 
bldgi.,  bk.  k  wd.,  2  ft  4  etor.;  priv.,  bk.  k  wd.,  2 
Btor.;  wd.  rfs.  perm.;  fwks.  k  combt  ord.;  causes 
of  f.  inv.  F.  dept — i  c  hand  ex.,  1  h.  ft  L  trk., 
2  hose  wag.,  1  nose  car.,  '6  hrs.;  hose,  cot.,  nib. 
lined,  gd.,  8,800  ft.;  ini.,  200  ft.;  tot.  hoae, 
8,500  ft;  f.  al.,  elec.,  21  bx.;  val.  equip.,  $11,- 
000;  yaL  bldgs.,  $10,800;  exp.  dept,  $7,740;  tot 
mem.,  9,  pd.  full  time  8,  pd.  pert  time  1. 

Water  Supply — Src.,  spr.;  eye.,  pump  dir.;  res. 
cap.,  1,000.000  gala.;  8  pump,  eng.,  cap.  day  12^ 
000,000  gals.;  mains,  27  m.,  4  to  12  in.  dla.;  178 


hyd.;  140  ▼.;  met,  18;  2,000  aenr.;  pre*.,  dom. 
80  Ibe.,  1  126  Iba.;  cost,  $215,000;  cost  mtce., 
$28,000  (including  Int  ft  sinking  fund):  wka. 
owned  by  city. 

WYOMING,  p.  700;  f.  area,  60  a.;  mere,  bldgs., 
bk.   ft   wd.,   2   stor.;   priv.,  wd.,    1   ft   2   stor.;   wd 
rft.   perm,    in   f.    area.      F.    dept — 1    str.,    1    botie 
wag.;   hose,   gd.,   800   ft;   f.   a!.,  bell;   vaL  equip., 
$800;  val.  bldgs.,   $600;  voL 

Water  Supply — Src.,  wells,  near  bus.  cent;  srs., 
pump  dir.;  1  pump,  eng.;  stdp.  cap.,  0,000  gals.; 
wks.  owned  by  Tillage. 

Places  with  a  population  of  1,000  or  more  having 
no  organized  fire  dept — L'OrignaL 

Places  with  a  population  of  1,000  or  more  not 
reported — Arthur,  Brighton,  Dutton,  New  Liakeaid. 
wallaceburg. 
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CHARLOTTETOWN,  p.  11,208;  f.  area,  1,000  ] 
a.:  mere,  bldgs.,  bk.  ft  wd.,  8  ft  4  stor.;  priv.,  wd. 
ft  ok.,  8^  ft  4  stor.;  wd.  rfs.  perm.;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  str.,  8  c  hand 
ex.,  1  h.  ft  L  trk.,  8  hose  wag,,  6  hose  car.,  4  hrs.; 
hose,  cot,  rub.  lined,  gd.,  8,500  ft;  inf.,  1,000  ft; 
tot  hose,  4,500  ft;  f.  sL,  elec.,  40  bz.;  vaL 
equip.,  $10,000;  val.  bldgs.,  $15,000;  exji.  dept, 
$5,000;  tot  mem.,  40  vol. 

Water  Supply — Src.,  wells,  2H  m.  bus.  cent; 
ays.,  pump  to  res.;  res.  cap.,  1,125,000  gala.;  2 
*  pump,  eng.,  cap.  day  2,000,000  gals.;  maina,  c. 
L,  18  m.,  4  to  18  in.  dia.;  02  hyd.;  217  ▼.;  met, 
16;  2,800  serv.;  pipe,  lead;  pres.,  dom.  60  lbs., 
f.  65  lbs.:  cons,  day,  800,000  gala.;  cost,  $261,- 
000;  cost  mtce.,  $9,000;  wks.  owned  by  dtj. 


SUMMERSIDE,  p.  2,078;  f.  srea.  200  a.;  i 
bldgs.,  bk.  ft  wd.,  2  to  4  stor.;  priv.,  bk.,  stn.  ft 
wd.,  1^  stor.;  wd.  rfs.  perm.;  no  fi^s.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept— 1  str.,  1  h.  ft  L 
t^,  1  hose  wag.,  1  salvage  wag..  3  hose  nr.,  S 
hrs.;  hose,  cot,  rub.  lined,  gd.,  2,800  ft;  f.  sL, 
bell  ft  wh.;  vaL  equip.,  $7,900;  exp.  dept,  $2,000; 
tot  mem.,  60;  pd.  part  time;  undrs.  rating,  second 

fluff 

Water  Supply — Src,  wells;  ays.,  pump  to  atdp.; 
stdp.  cap.,  866,000  gale.;  2  pump,  eng.,  dass 
comp.,  cap.  dsar  1,008,000  gals.;  56  hyd.;  pres., 
dom.  78  Ins.,  t  90  lbs. 

Places  with  a  population  of  1,000  or  more  having 
no  organized  fire  dept — Georgetown,  Souoris. 
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ART-HABASKA,  p.  1,500;  f.  area,  25  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1^  to  8  stor.;  priv.,  bk.  ft  wd., 
l)i  to  2  stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwks. 
ft  combt.  ord.;  causes  of  f.  inv.  F.  dept — 1  hose 
wag.,  1  hose  reel,  1  ex.;  hose,  cot,  rub.  lined,  gd., 
500  ft;  500  ft  old  hose;  tot  hose,  1,000  ft;  f. 
aL,  bell;  vaL  equip.,  $1,200;  vaL  bldgs.,  $50;  tot 
mem.  10,  pd.  part  time. 

Water  Supply — Src,  well,  H  m.  bus.  cent;  sys., 
dir.  pres.;  mains,  2  to  8  in.  dia.;  15  hyd.;  pres., 
dom.  90  lbs.,  f.  90  lbs.;  cost,  $20,000;  wks. 
owned  by  town. 

AYLMER,  p.  3,109;  f.  area,  1,847  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1^  ft  2  stor.;  priv.,  bk.,  stn.  ft 
wd.,  1^  ft  2  stor.;  wd.  rfs.  perm.;  no  fwks.  ft 
combt    ord.;    causes   of   f.    inv.     F.    dept — 1    str., 

1  h.  ft  1.  trk.,  1  hose  wag.,  1  hose  car.,  2  hose 
reels;  hose,  rub.  lined,  fair,  1,600  ft;  f.  ai.,  elec., 
wh.  ft  telp.;  vaL  equip.,  $8,800;  vaL  bldgs.,  $800; 
exp.  dept,  $267;  tot  mem.,  20  voL;  undrs.  rating, 
fourth  claas. 

Water  Supply-^rc,  Lake  Deschenes,  H  m.  biu. 
cent.;  sys.,  pump  to  stdp.  ft  dir.  pres.;  stdp.  cap., 
60,000  gals.;  2  pump,  eng^  cap.  day,  1,200,000 
gals.;  maina,  c.  i.,  4  2-5  m.,  4  to  12  in.  dia.;  82 
hyd.;  43  v.;  met,  4;  460  sen-.;  pipe,  lead;  pres., 
dom.  70  lbs.,  f.  120  to  140  lbs.;  cons,  day,  250,- 
000  gals.;  cost,  $58,000;  cost  mtce.,  $5,000;  wks. 
owned  by  city. 

BEAUHARNOIS,  p.  2,015;  f.  area,  4  sq.  m.; 
mere  bldgs..  bk.  ft  stn.,  2H  stor.;  priv.,  bk.,  stn. 
ft  wd.  F.  dept — 1  str.,  1  comb,  c  ft  h.  wag.,  1 
c.  eng.,  2  hose  wag.,  8  reels;  hose,  cot,  rub.  lined, 
2,600  ft;  f.  al..  telp.  sys.,  5  bx.;  val.  equip., 
$3,500;  val.  bldgs.,  $4,000;  exp.  dept,  $250; 
tot.   mem.,    12   vol.;   undrs.   rating,  third   class. 

Water  Supply — Src,  riv.;  sya.,  pump  dir.;  pump, 
eng.,  cap.  min.,  1,440  gals.;  mains,  5  m.;  82  hyd.; 
495  serv.;  pres.,  f.  126  lbs.;  cost,  $82,000;  wks. 
owned  by  city. 

BEAUPORT,  p.  1,200.     No  org.  f.  dept — 1  str., 

2  horsepower  eng.,  1  h.  ft  1.  trk.,  6  hose  car.;  hose, 
cot,  ni»^    I'ned.  gd..  1.600  ft 

Water    Supply — Src,    spr.,    4^    m.    bus.    cent; 


ays.,  grav.;  maiaa,  6 H  m.,  8  to  12  in.  dia.;  9 
Iqrd.;  pres.,  t  185  lbs.;  coat,  $84,000;  wks.  owned 
by-  city. 

BRAMPTONVILLE,  p.  1,200;  L  area,  1,600  a.; 

mere  bldss.,  wd.,  1  to  8  stor.;  fwks.  ft  coanbt 
ord.  F.  dept — 1  h.  ft  L  trk.,  1  hose  reel,  10  c 
hand  ex.,  1  hand  eng.;  hose,  oot,  rub.  lined,  gd., 
1,200  ft;  inf.,  400  ft;  tot  hose,  1,600  ft;  f. 
al.    bell  ft  wh. 

Water  Supply — 6rc.,  St  Francis  Riv.,  in  bos. 
cent;  sys.,  pump  dir.;  1  pump,  eng.,  cap.  day 
1,440,000  gals.;  mains,  1,500  ft,  7  to  10  in.  dia.; 
wks.  owned  by  city. 

BUCKINGHAM,  p.  4,000;  f.  area,  1,800  a.; 
mere  bldgs.,  wd.,  1^  to  8  stor.;  priv.,  wd.,  tH 
stor.  P.  dept — 1  h.  ft  1.  trk.,  8  hose  reda,  2 
c  hand  ex.,  1  hand  eng.;  hoae,  cot,  ndi.  lined, 
gd.,  1,800  ft;  inf.,  500  ft;  tot  hose,  2,800  ft; 
tot.  mem.   20,  pd.  fnll  time  2,  voL   18. 

Water  Supply — Src,  riv.,  1,400  ft  bus.  ecat; 
sys.,  pump;  1  pump,  eng.,  csp.  day  1,000,000 
gals.;  maina,  10  m.,  4  to  12  in.  dia.;  90  hyd.:  10 
serv.;  pipe,  lead;  pres.,  dom.  60  lbs.,  f.  90  um.; 
cost,  $76,000;  cost  mtce.,  $2,000;  wks.  owned  by 
municipality. 

CAPE  ST.   IQNACE,  p.   8,500.     F.  dept — Hose. 

cot,   rub.   lined,   gd.,   800   ft;   voL 

Water  Supply--€rc,  wella,  8  m.  bus.  cent: 
mains,  iron,  8  m.,  4  to  10  in.  dia.;  10  hiyd.;  150 
serv.;  pipe,  iron;  pres.,  dom.  180  lbs.,  f.  130  lbs.: 
cost,  $40,000;  cost  mtce.,  $150;  wka.  owned  by 
municipality. 

CHARNY,  p.  1,408;  f.  area,  1,680  a.;  ncfc 
bldga.,  wd.,  2  stor.;  priv.,  wd.;  wd.  rfs.  peim.  in 
f.  area;  no  fwks.  ft  combt  ord.;  cause*  of  f.  inv. 
F.  dept. — 1  hose  reel:  hose,  cot,  rub.  lined,  gd^ 
400  ft;  rub.,  gd.,  300  ft;  tot  hose,  700  ft;  vaL 
equip..  $1,000;  vol. 

Water  Supply — Src,  well  ft  riv.,  i  m.  bus.  cent; 
sya.,  pump;  res.  cap.,  115,000  g<^s.,  loc  in  has. 
cent;  2  pump,  eng.,  cap.  day  3,500.000  gala.: 
mains,  1^  m.,  4  to  16  in.  dia.;  10  hyd.;  50  aerv.; 
pres.,  dom.  60  to  70  lbs.,  f.  100  lbs.;  cons.  day. 
350,000  gals.;  wks.  owned  by  city. 
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CHENEVILLE,  p.  504;  mere,  bldn.,  wd.,  IH 
■tor.;  wd.  rfa.  penn.  in.  f.  area;  fwki.  A  combt. 
ord.  F.  dept. — 1  boae  reel;  bose,  cot.,  rub.  lined, 
gd.,  600  ft.;  ezp.  dept.,  $106;  tot  mem.,  22  vol. 

Water  Supply — Src,  aqueduct,  cap.  9,887  gala., 
loc.  on  a  mountain;  mains,  c.  i.,  1  m.,  8  to  4  iu. 
dia.;   wks.  owned  by  priv.  Co. 

CHICOUTIMI,  p.  6,880;  mere,  bldgs.,  bk.,  1  to 
4  Btor.;  priv.,  bk.  jt  wd.,  1  to  3  ator.;  wd.  rfa. 
not  perm,  in  f.  area;  fwks.  St  combt.  ord.;  causes 
of  f.  inv.  F.  dept. — 2  b.  ft  1.  trk.,  1  hose  wag.,  2 
hose  car.:  bose,  cot,  rub.  lined,  gd.,  2,400  ft; 
linen,  200  ft;  tot  bose,  2,600  ft;  f.  al.,  telp.; 
val.  equip.,  $6,000;  ezp.  dept,  $800;  tot  mem. 
9,  voL  6,  8  pd.  men;  undrs.  rating,  fourth  class. 

Water  Supply — ^Src.,  riv.,  2  m.  bus.  cent;  sys., 
grav.;  mains,  0  m.,  8  to  10  in.  dia.;  40  hyd.; 
prea.,  dom.  90  lbs.,  f.  135  lbs.;  cost  $108,000; 
cost  mtce.,  $850. 

COATICOOK,  p.  8,165;  f.  area,  640  a.;  bldgs., 
wd.  ft  bk.,  1  to  8  stor.;  wd.  rfs.  perm,  except  on 
principal  sts.  F.  dept — 1  str.,  1  hand  eng., 
2  c.  ex.,  1  h.  ft  1.  trk.,  2  hose  car.,  1  hose  wag.; 
hose,  linen,  gd.,  1,500  ft;  linen,  unlined,  gd., 
500  ft;  tot  hose,  2,000  ft;  f.  al.,  bell,  telp.  ft 
wh.;  8  bra.,  val.  $400;  vaL  equip.,  $7,000;  ezp. 
dept,  $1,000;  tot  mem.  86,  pd.  part  time  16, 
vol.   20. 

Water  Supply — Src,  spr.,  1  m.  bus.  cent;  «ys., 
grav.;  stdp.  cap..  50,000  gals.;  mat,  iron;  res. 
cap.,  250,000  gBlB.;  mains,  wrt  i.,  6  m.,  8  to  8 
in.  dia.;  16  hyd.;  600  serv.;  pipe,  iron;  pres.,  dom. 
80  lbs.,  f.  00  lbs.;  cost  $52,000;  cost  mtce., 
$1,200;  wks.  owned  by  Co. 

CONTRECOUR.  p.  680;  f.  area,  218  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1^  to  8  stor.;  priv.,  wd.,  2 
stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept — 1  str.,  1  hose 
wag.;  bose,  cot,  rub.  lined,  gd.,  800  ft;  f.  al., 
bell;  val.  equip.,  $12,000;  ezp.  dept,  $900;  tot 
mem.,  7  vol. 

Water  Supply — Src,  St  Lawrence  riv.,  400  ft 
from  bus.  cent;  sys.,  pump;  res.  cap.,  50,000  gala., 
loc.  on  bill;  1  pump,  ene.,  cap.  05  gals,  min.; 
mains,  8,000  ft,  2  to  4  in.  dia.;  wks.  owned  by 
city. 

COOKSHIRE,  p.  1,008;  f.  area,  400  yards; 
mere  bldgs.,  wd.,  2  to  8  stor.;  priv.,  bk.  ft  wd., 
IH  to  2  stor.:  wd.  rfs.  not  perm.;  fwks.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept. — 1  b.  ft  I.  trk., 
2  hose  carta;  bose,  1,500  ft;  f.  al.,  bell  ft  wh.; 
val.  equip.,  $2,000;  val.  bldgs.,  $875;  tot  mem., 
25   vol. 

Water  Supply— -Src,  spr.,  2^  m.  bus.  cent; 
sys.,  pump  to  res.;  res.  cap.,  600,000  gals.;  mains, 
c.  i.,  2  m.,  4  to  10  in.  dia.;  50  hyd.;  9  v.;  2  met; 
150  serv.;  pres.,  dom.  110  to  150  lbs.,  f.  40  to  150 
lbs.;  coKt,  $20,000;  cost  mtce.,  $800;  wks.  owned 
by  city. 

C0WAN8VILLE,  p.  881;  f.  area,  400  a.;  bldgs., 
bk.  ft  wd.,  IH  to  4  stor.;  fwks.  ft  combt  ord. 
No  org.  f.  dept. — 1  h.  ft  1.  trk.,  2  hose  car.;  bose, 
cot,  rub.  lined,  gd.,  1,000  ft;  rub.,  gd.,  1,000  ft.; 
tot  hose,   2,000  ft;  undrs.  rating,  fifth  di 


Water  Supply — Src,  spr.  ft  brooks,  IH  m*  bus. 
cent;  sys.,  grav.;  stdp.  cap..  8,000,000  gala.;  res. 
cap.,  1,500,000  gals.;  mains,  c.  i.,  6  m.,  4  to  12 
in.  dia.;  31  hyd.;  9  v.;  84  serv.;  pres.,  dom.  76 
lbs.,  f.  75  lbs.;  cost  $21,655;  cost  mtce.,  $600; 
wks.  owned  by  city. 

DANVILLE,  p.  1.200;  f.  area,  640  a.;  bldgs., 
bk.  &  wd.,  2^3  stor.;  wd-  rfs.  not  perm.  F.  dept. 
— 2  h.  ft  1.  trk.,  6  hose  car.;  ho«se,  2,050  ft.;  f. 
al.,  bell  ft  wh.;  val.  equip.,  $2,000;  tot.  mem.,  25 
vol.;   undrs.   rating,   fifth   class. 

Water  Supply — Src,  strm.  ft  cisterns;  80  hyd.; 
sys.,    pump   to   res.;    2   pumps,    cap.    day    188,640 

gala.;  SO  hyd.;  pres.,  27  to  90  lbs.;  wks.  owned 
y  city. 

FRA8ERVILLE,  p.  6,774;  f.  area,  4,800  a.; 
mere,  bldgs.,  wd.  ft  bk.,  1  to  8  stor.;  priv.,  wd.  ft 
bk.,  1  to  8  stor.;  wd.  rfs.  perm.;  fwks.  ord.;  causes 
of  f.  inv.  F.  dept. — 1  str.,  6  h.  ft  1.  trk.,  2  hose 
car.,  2  hose  wag.;  hose,  cot,  gd.,  8,500  ft;  linen, 
gd.,  1.500  ft.;  tot  hose,  5,000  ft;  f.  al.,  telp.;  8 
hrs.,  val.  $400;  val.  equip.,  $18,500;  vaL  bldgs., 
$16,000;  ezp.  dept,  $5,500;  tot.  mem.  19,  pd. 
part  time  10,  vol.  9,  pd.  by  the  year;  undrs.  rating, 
fifth  claas. 

Water  Supply — Src,  lake  ft  riv.;  sys.,  grav.  ft 
pump    to   atdp.;    stdp.    dim.,   30    z    20;    res.    cap., 


800,000  gals.;  mains,  8  m.,  4  to  24  in.  dia.:  115 
hyd.;  40  met;  1,200  aerv.;  pipe,  lead;  cost  $600,- 
000;  cost  mtce.,  $8,500;  wks.  owned  by  town. 

GRANBY,  p.  4,750;  f.  area,  400  a.;  mere  bldga., 
bk.  ft  wd.,  2  ft  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  limits;  fwks.  ord.     F.  dept-* 

2  c  hand  ez.,  1  h.  ft  1.  trk.,  2  hoae  reela;  hose^ 
cot,  gd.,  1,500  ft;  f.  al.,  elec  ft  bell,  11  at 
bx.;  2  hrs.;  val.  equip.,  $8,500;  ezp.  dept,  $2,000; 
tot    mem.    18,   pd.    part   time. 

Water  Supply — Src,  lake,  5  ni.  bus.  cent;  svs.,. 
grav.;  mains,  c.  i.,  14V&  m.,  4  to  10  in.  dia.; 
B3  hyd.;  700  serv.;  pipe,  lead;  pres.,  f.,  90  to 
110  lbs.;  cost  $150,000;  cost  mtce.,  $1,000; 
wks.  owned  by  city. 

HULL,  p.  17,585;  f.  area,  4.0C0  a.;  mere 
bldgs.,  stn.,  bk.  ft  wd.,  2  to  5  stor.;  priv.,  stn.,  bk. 
ft  wd.,  2  to  5  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
no  fwks.  ft  combt  ord.;  causes  of  f.  inv.  F.  dept 
— 1  str.,  10  c  hand  ex.,  2  h.  ft  1.  trk.,  4  hose 
wag.,  1  hose  reel,  1  chief's  buggy,  15  his.;  faose, 
cot,  rub.  lined,  gd.,  8,000  ft.;  inf.,  550  ft;  toL 
hose,  Sr550  ft;  f.  al..  Gamewell,  49  bz.;  val. 
equip.,  $12,000;  val.  bldgs.,  $47,500;  ezp.  dept,. 
$19,700;  tot  mem.,  28,  pd.  full  time. 

Water  Supply — Src,  riv.,  %  m.  bus.  cent;  aya.^ 
pump    dir.;    7    pump,    eng.,    cap.    day    17,000,000 

Kla.;  maina,  c  L,   25  m.,   4   to  20  in.  dia.;   200 
.d.;    800    v.;    8    met;    3,500    aerv.;    pipe,    lead; 
pres.,  dom.   70  lbs.:  f.   105  lbs.;  cons,  day,  4.500,* 

000  gals.;  cost,  $550,000;  cost  mtce.,  $6,000; 
wks.   owned   by   city. 

HUNTINGDON,  p.  1,265;  f.  area,  200  a.;  mere 
bldgs..  bk.  ft  wd.,  1 H  to  2  stor. ;  priv.,  bk.  ft  wd., 
IH  a  2  stur.;  wd.  rfs.  perm.;  combt  ord.  F. 
dept — 2  hose  car.;  f.  al.,  bell;  val.  equip.,  $1,500; 
val.  bldgs.,  $2,000;  ezp.  dept.,  $168;  tot  mem.  16» 
pd.   part  time:  undrs.   rating,   fifth   dasa. 

Water  Supply — Src,  riv.;  sys.,  dir.  prea.  ft  pump, 
to  tk.;  cap.  tk.,  55.000  gals.;  SO  hyd.;  mains,  4H 
m.,  4  to  8  In.  dia.;  pres.,  f.  80  to  100  lbs. 

IBERVILLE,  p.  1,905;  bldgs.,  wd.  ft  bk.,  2  stor.; 
wd.  rfs.  perm.  F.  dept. — 1  h.  ft  L  trk.,  2  hose 
car.;  hoae,  cot,  gd.,  2,000  ft;  f.  al.,  gong;  tot 
mem.  60,  10  pd.  full  time,  50  vol.;  undra.  rating, 
fifth  class. 

Water  Supply — Src,  riv.;  sys.,  pump  dir.;  2 
pump,  eng.,  cap.  day  18,640,000  gals.;  mains» 
4H  m.;  35  hyd.;  16  v.;  pres.,  dom.  70  to  80  lbs., 
f.  120  lbs.;  cost  $45,000;  cost  mtce.,  $1,800; 
wks.  owned  by  city. 

JOLIETTE,  p.  6,846;  f.  area,  1  sq.  m.;  mere 
bldgs.,  bk.  ft  stn.,   3  to  4  stor.;  priv.,  bk.  ft  wd., 

1  ft  2  stor.;  wd.  rfs.  not  perm.;  fwks.  ord.  F. 
dept — 1  str.,  1  h.  ft  L  trk.,  2  hose  car.,  all  kinds, 

3  c  ez. ;  Siamese  couplings  used;  hose,  cot,  rub. 
lined,  8,000  ft;  f.  aL,  bell;  2  bra.,  val.  $400; 
val.  equip.,  $15,000;  vaL  bldgs.,  $25,000;  tot 
mem.  14,  pd.  full  time  7,  pd.  part  time  1,  vol.  6: 
undrs.  rating,  third  dass. 

Water  Supply — Src,  riv.;  aya.,  pump  dir.;  pump, 
eng.,  cap.  day  5,800,000  gals.;  maina,  iron,  8  m.» 

4  to  8  in.  dia.;  75  hyd.;  28  v.;  1,200  serv.;  pres., 
dom.  50  lbs.,  f.  100  to  120  lbs.;  cost,  $90,000; 
cost  mtce.,  $2,000;   wks.   owned  by   town. 

KNOWLTON.     F.   dept— Not  reported. 

Water  Supply — Src,  spr.  ft  strm.,  IH  m.  bus. 
cent;  sys.,  grav.;  res.  cap.,  1,000.000  gals.;  mains» 
c.  i.,  8  m.,  4  to  10  in.  dia.;  80  hyd.;  80  v.;  pipe,  c 
i.;  pres.,  dom.  85  lbs.,  f.  85  lbs.;  cost  $25,000; 
cost  mtce.,  $150;  wks.  owned  by  corporation. 

LACHINE,  p.  10,699;  f.  area,  2,8-50  a.;  mere 
bMgs.,  bk.  ft  ftn.,  2  to  4  stor.;  priv.,  bk.,  stn. 
ft  wd.,  2  ft  3  »tor. ;  wd.  rfs.  not  perm,  in  f.  area; 
fwks.  ft  combt.  ord.;  causes  of  f.  inv.  F.  dept. — 
1  str.,  8  c  ez.,  2  h.  ft  L  trk.,  <1  aer.  trk.,  8  hose 
car..  1  hose  waor..  7  hrs.;  hose,  nib.  liiietl.  frd., 
4,500  ft;  inf.,  600  ft.;  tot  hose,  5,100  ft;  t  aL» 
bell  ft  wh..  24  bz.;  vaL  equip.,  $19,000;  val. 
bldgs.,  $9,500;  ezp.  dept,  $5,000;  tot.  mem.,  24, 
pd.  part  time  14,  pd.  full  time  10;  undrs.  rating, 
third  dass. 

Water  Supply— Src,  riv.;  sys.,  pump  dir.;  3 
pump,  eng.,  class  dup.  ft  hor.,  cap.  day  5,900,000 
gals.;  mains,  c.  i.,  28.70  m.,  4  to  14  in.  dia.; 
225  hyd.;  245  v.;  34  met;  1.300  serv.;  pipe, 
lead;  pres.,  dom.  70  lbs.,  f.  120  lbs.;  cons,  day, 
4,000,000  gsi\s.;  cost.  $325,000;  cost  mtce.,  $7,200* 
wks.   owned  by  city. 

LACHUTE,  p.  2,407;  f.  area,  8  m.:  mere  bldgi.^ 
wd.  ft  bk.,   2H   ttor.;  priv.,  wd.  ft  bk.,  1^   k  i 
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fltor.;  wd.  rff.  perm.;  no  fwks.  As  combt.  ord.  F. 
dept — 1  band  enf.,  1  boce  car.;  bose,  cot,  mb. 
lined,  cd..  1,000  ft;  vaL  equip.,  $2,000;  undn. 
rating,  fourtb  ciasa. 

Water  Supply — ^Src.,  brook,  8  m.  bus.  cent; 
ays.,  grav.;  maina,  7  m.,  4  to  6  in.  di<u;  prea.,  L 
60  lbs.;  coat  $40,000;  wka.  owned  bj  Oo. 

LAPRAIRIE,  p.  2,888;  f.  area,  200  a.;  mera 
bldgB.,  bk.  ft  atn.,  2  ator.;  priv.,  wd.,  bk.  ft  atn., 
1  ft  2  ator.;  wd.  rfa.  perm.;  iwka.  ord.     F.  dept — 

1  atr.,  1  c  eng.,  1  h.  ft  1  trk.,  1  boae  car.,  2  boae 
wag.;  boae,  cot,  gd.,  1,000  ft;  f.  aL,  bell;  vaL 
equip.,  $6,000;  val.  bldga.,  $2,000;  eip.  dept, 
$200;  tot  mem.,  50  vol.;  undra.  rating,  flztb  daas. 

Water  Supply — Src,  riy.;  aya.,  pump  to  atdp.; 
atdp.  cap.,  60,000  gala.;  2  pump,  eng.,  data  trip., 
cap.  day  760,000  gala.;  maina,  c.  ft  galv.  L,  6  m., 
4  to .6  in.  dia.;  17  byd.;  66  t,;  met,  6;  426  aerr.; 

f»ipe,   galv.   i.   ft  lead;   prea.,  dom.    80   Iba.,  f.   76 
ba.;  coat  $86,000;  coat  mtce.,  $900;  wka.  owned 
by  city. 

LAURENTIDES,  p.  1,200;  f.  area.  800  a.;  mere, 
bidgs.,  wd.,  2  ator.;  priv.,  wd.,  2  ator.;  wd.  rfa. 
perm,  in  f.  area.  F.  dept — 8  boae  wag.:  boae, 
cot,  gd.,  1,000  f.  aL,  bell;  val.  equip.,  $8,000; 
val.  bldga.,  $2,000;  tot  mem.,  12  t(^. 

Water  Supply — Src.,  riv.,  400  ft  bua.  cent; 
tya.,  grav.  ft  dir.  prea.;  rea.  cap.,  40,000  g«la.:  2 
|iump.  eng.;  mains,  iron,  10  m.,  2  to  6  in.  dia.; 

2  b/d.;  860  aerv.;  pipe,  iron  ft  lead;  prea.,  dom. 
20  Iba.,  f.  40  Iba.;  cona.  d%},  $80,000  gala.;  coat, 
$18,000;  coat  mtce.,  $2,000;  wka.  owned  by  mu- 
nicipality. 

LAUZON,  p.  4,000.     F.  dept^OOO  ft  boee. 
No  waterwks. 

LENNOXVILLE,  p.  1,211;  f.  area,  2,846  a.; 
mere,  bldga.,  bk.,  1^  ft  8  ator.;  priv.,  bk.  ft  wd., 
2  ator.;  wd.  rfa.  perm.;  fwka.  ft  combt  ord.:  cauaea 
of  f.  inv.  F.  dept — 1  c.  eng.,  8  c.  band  ex.,  2 
boae  car.,  1  h.  ft  1.  trk. ;  hose,  cot,  rub.  lined,  gd., 
1,000   ft;  f.  al..  bell. 

Water  Supply — Src.,  apr.,  1^  m.  bua.  cent; 
aya.,  grav.  ft  pump  dir.;  rea.  cap.,  1,000,000  gala.; 
2  pump,  eng.,  cap.  day  260,000  gala.;  maina,  c. 
I.,  6  m.,  4  to  8  in.  dia.;  26  hyd.;  7  v.;  2  met.; 
prea.,  f.  75  lbs.;  wka.  owned  by  Co. 

LEVIS,  p.  7,452;  mere  bldga.,  wd.  ft  bk.,  2  ft 
8  ator.;  priv.,  wd.  ft  bk.,  IH  to  8  ator.;  wd.  rfa. 
perm.;  no  fwka.  ord.  F.  dept — ^8  atr.,  2  band 
eng.,  6  c.  ex.,  8  h.  ft  1.  trk.,  8  boae  oar.,  all  kinda; 
boae,  rub.,  gd.,  2,000  ft;  inf.,  1,500  ft;  cot, 
gd.,  4,000  ft;  linen,  gd.,  400  ft;  tot  boae,  7,- 
900  ft;  f.  aL,  telp.,  110  at  bx.;  6  bra.,  vaL  $1,000; 
vaL  equip..  $35,000;  vaL  bldga..  $80,000;  exn. 
dept.,  $0,600;  tot  mem.  41,  pd.  full  time  16,  pd. 
part  time  26. 

Water  Supply — Src,  riv.;  aya.,  pump  to  rea.; 
atdp.  cap.,  100,000  gala.;  pump,  eng.,  cap.  day 
1,000,000  gals.;  maina,  c.  L,  10  m.,  4  to  12  in. 
dia.;  107  hyd.;  150  v.;  1,800  aerv.;  pipe,  gdv. 
i.;  pres.,  dom.  60  to  160  Iba.;  cost,  $278,000;  wka. 
owned  by  city. 

LONQUEUIL,  p.  8,972:  f.  area,  600  a.:  mem. 
bldga.,  stn.,  bk.  ft  wd.,  1  ft  2  ator.;  wd.  rfa.  perm.; 
fwks.  ord.  P.  dept — 1  b.  ft  1.  trk.,  6  boae  car.,  1 
dose  wag.,  2  hand  pumpa;  boee,  cot,  gd.,  2,100 
ft;  f.  al.,  elec.  ft  bell,  11  at  bx.;  1  bra.,  vaL 
$100;  vaL  equip.,  $8,400;  vaL  bldn.,  $200;  exp. 
dept,  $1,100;  tot  mem.  7,  pd.  full  time;  undra. 
rating,   fourth   clasa. 

Water  Supply — Src,  St  Lawrence  riv.,  1  m. 
bua.  cent  Montreal;  ays.,  pump  dir.  to  maina; 
2  pump,  eng.,  cap.  day  1,600,000  gala.;  maina,  c 
t.  7H  m.,  4  to  8  in.  dia,;  67  byd.;  76  ▼.;  690 
aerv.;  pipe,  lead;  prea.,  dom.  50  Iba.,  f.  90  Iba.; 
cona.  day,  860,000  gala.;  coat  mtce.,  $8,000;  wka. 
owned  by  town. 

LOUISEVILLE,  p.  1,676:  f.  area,  28  a.;  mere 
bldga.,  20  ft;  priv.,  40  ft;  wd.  rfa.  perm.  P. 
dept — 2  atr.,  1  band  eng.,  1  c  eng.,  4  c  ex.,  2 
h.  ft  L  trk.,  2  boae  car.;  hose,  cot,  gd.,  2,000  ft; 
rub.,  gd.,  100  ft;  leather,  gd.,  100  ft;  tot  boae, 
2,200  ft;  f.  al.,  bell:  1  bra.,  vaL  $100;  vaL 
equip.,  $2,600;  vaL  bldga.,  $1,000;  exp.  dept, 
$60;  tot  mem.,  12  voL 

Water  Supply — Src,  riv..  9  m.  boa.  cent;  aya., 
grav.;  rea.  cap.,  20,000  gala.;  maina,  18  m.,  8  to 
16  to.  dia.;  20  byd.;  prea.,  dom.  25  Iba.,  f.  25 
to  80  Iba.;  cost.  $4,200;  wka.  owned  by  town. 

MAGOG,  p.  8,000;  mere  bldga.,  bk.  ft  wd.,  2 
ator.;  priv.,  wd.,  2  ator.       F.  dept— 1  atr.,  1  b.  ft 


1.  trk.,  4  c  band  ex.,  1  boae  red;  boae,  rob.,  gd., 
1,600  ft;   28  VOL 

Watar  Supply — Src,  Magog  riv.,  nma  through 
town;   ^a.,  grav. 

MANIWAKI,  p.  1.600;  f.  area,  800  a.;  mac 
bldga.,  wd.,  1  to  2H  ator.     F.  dept — 1  boae  reel, 

1  band  eng.;  boae,  oot  lined,  gd.,  400  ft;  L  aL, 
bell;  voL 

Water  Supply — Src,  2  riv.,  running  throqgb  vil- 
lage. 

MARIEVIU.E,  p.  1,600;  f.  area,  621  a.;  ncrc 
bldga.,  bk.,  1  to  8  ator.;  priv.,  wd.,  l\k  ator.;  wd. 
rfa.  perm,  in  f.  area;  fwlca.  ft  combt  ord.;  oauaea 
of  f.  inv.  F.  dept — 1  b.  ft  L  trk.,  8  boae  reela, 
16  c  band  ex.,  2  boae  wag.,  1  haind  eqg.;  boae. 
cot,  rub.  lined,  gd.,  1,500  ft;  int.  600  ft;  tot 
boae,  2,000  ft;  f.  aL,  bell;  vaL  equip.,  f  1,600; 
v«L  bldga.,  $1,000;  exp.  d^t,  $160;  tot  mem.. 
18  voL 

Water  Supply — Src,  lake  ft  apr.,  1  m.  boa.  cent; 
aya.,  pump  dir.;  rea.  cap.,  800,000  gala.;  1  pump, 
eng.;  maina,  6  m.,  4  to  6  in.  dia.;  82  hyd.;  800 
aery.;  prea.,  dom.  60  Iba.,  f.  70  Iba.;  cona.  day, 
16,000  gala.;  coat,  $60,000;  coat  mtce.,  $600; 
wka.  owned  bj  municipally. 

MASKINONGE,  p.  800:  L  area,  100  a.;  mere 
bldga.,  bk.  ft  wd.,   1  ft  2  ator.;  priv.,  bk.  Jfc  wd.. 

2  ator.;  wd.  rfe  penn.  in  f.  area;  no  fwka.  ft  oombt 
ord.;  cauaea  of  f.  inv.     F.  dept — 2  e  hand  ex.,  1 


boae  wag.;  boae,  cot,  rub.  lined,  gd.,  800  ft;  tot 
mem.,  25  voL 

Water  Supply — ^Not  reported. 

MASTAI,  p.  1,400;  f.  area,  2  aq.  m.;  bldga., 
atn.,  2  to  8  ator.;  wd.  rfe  not  perm.;  fwka.  ord. 
F.  dept — 1  atr.,  4  band  ex.,  2  b.  Jfc  L  trk.,  6  hoae 
car.,  1  boae  ft  aupply  wag.;  boae,  cot.  giL,  1,100 
ft;  linen,  gd..  1,400  ft;  tot  boae.  2,600  ft;  f. 
aL,  wb.  ft  bell;  vaL  eqidp.,  $18,000;  tot  meaa., 
62   VOL 

Water  Supply — Src,  apr. 

MONTMORENCY,  p.  2,768;  f.  area,  456  a.; 
mere  bldga.,  wd.,  8  to  8  ator.;  priv.,  bk.  ft  vd.,  2 
to  8  ator.;  wd.  rfe  perm,  in  1  area;  no  fwka.  ft 
combt  ord.;  cauaea  of  f.  inv.  F.  dept — 1  boae 
wag.,  1  boae  reel;  boae,  rub.  lined,  goL,  400  ft; 
in!.,  400  ft:  tot  boae,  800  ft:  vaL  emrip.,  fOOO; 
vaL  bldga..  $600;  exp.  dq>t,  $160;  voL 

Water  Supply— 43re,  Montmoccn^  liv.,  1  m^ 
bua.  cent;  qra.,  dir.  prea.;  maina,  S  m..  4  to  8  ia. 
dia.;  16  hyd.;  99  v.;  700  aerv.;  pine^  iron  *  galv. 
lead;  prea..  dom.  125  Iba.,  f.  126  Iba.;  cona.  day, 
87,000  gaia.;  coat  $86,000;  cost  mtoe.,  $800; 
wka.  owned  by  dty, 

MONTREAL,  p.  466,197;  t  area,  26,181  a.; 
mere  bldga.,  atn.  ft  bk.,  2  to  10  ator.;  priv.,  atn. 
ft  bk.,  8  ator.;  wd.  rfe  not  perm.;  twrkm.  ft  eoaabt 
ord.;  cauaea  of  t  inv.  F.  dept — 19  otr.,  S  aal- 
vage  wag.,  8  e  eng.,  160  e  band  ex.,  24  h.  ft  L 
trk.,  6  aer.  trk..  2  water  towera,  86  boae  wa^,  8 
aiamesea,  6  coal  wag.,  1  auto,  boae  wag.,  1  auto, 
aer.  trk.,  1  auto,  atr.,  266  bra.;  boae.  oot.  mb. 
lined,  gd.,  85.000  ft;  f.  aL,  Oamewell.  698  bx.; 
vaL  equip.,  $600,000;  vaL  bldga.,  $1,600,000: 
exp.  dept.  $660,000;  tot  mem.  6x1,  pd.  full  time. 

Water  Supply — Sre,  St  Lawrence  riv.,  6  m.  busL 
cent;  aya.,  pump  to  rea.  ft  dir.;  rea.  cap.,  87,400,- 

000  gala.;  7  pimp,  eng.,  cap.  day  78,000,000  cala.: 
maina,  e  L,  264.8  m.,  8  to  86  in.  ma.;  2,000 
byd.;  500  v.;  2,000  met;  80,000  aerv.;  jstpo,  lead. 

1  ft  2  in.  dia.;  prea.,  dom.  86  to  126  Iba.,  L  90 
to  126  Iba.;  cone  day,  42,800,000  gala.;  eoat 
mtce,  $860,000;  wke  owned  bf  dty. 

NiCOLET,  p.  2,600;  f.  area,  1,200  a.  F.  dept 
— 2,000   ft,   boee. 

Water  Supply— Sre,  riv.;  pump  cap.,  864,000 
gals.;  prea.,  80  lbs. 

ORMSTOWN,  p.  782;  L  area,  040  a.;  mere 
bldga.,  bk.,  2  ft  8  ator.;  priv.,  bk.  ft  wd.,  2  ft  8 
ator.;  wd.  rfe  perm.;  fwka.  ord.    F.  dapt — 1  atr., 

2  boae  car.,  1  extenaion  ladder;  hoae,  nri».,  gd., 
600  ft;  cot,  gd.,  460  ft:  inf.,  60  ft;  tot  hoae. 
1,000  ft;  f.  aL,  bdl;  2  bra.,  vaL  $200:  vaL 
equip.,  $4,000;  vaL  bldga.,  $600;  exp.  d«t,  fOOO; 
tot  mem.  26,  pd.  part  time,  toL  40;  undn.  ntiac 
fifth  daae 

Water  Supply— 6re,  apr.,  7  m.  boe  cent.: 
sys.,  dir.  pres.;  mains,  iron,  8  m.,  2  to  4  in.  dia.; 
18  byd.;  1  met;  pipe,  galv.  L;  pree,  dom.  50 
lbs.,  f.  100  Ibe;  coat,  $67,842;  wke  owned  Iqr  city. 

OUTREMONT,  p.  10,000.  F.  deot— 8  ex..  1 
sleigh,    1   hoae   wag.,   2,700   ft   hoae;    tot 
9  pd. 
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Water  Supply^-^rc.,  riv. ;  s>'s.,  grav. ;  pres.,  70 
lbs. 

QUEBEC,  p.  78,067;  f.  area,  147,648  a.:  mere, 
bldgs.,  bk.,  stn.  k  wd.,  1  to  6  stor.;  priT.,  bk.,  ttn. 
ft  wd.,  1  to  4  itor.;  wd.  rfa.  not  perm.;  fwka.  ft 
combt.  ord.;  cauaes  of  f.  inv.  F.  dept. — 2  atr., 
60  c  hand  ex.,  8  b.  ft  1.  trk.,  2  aer.  trk.,  17  hose 
reels,  88  bra.;  hoae,  cot,  rub.  lined,  gd.,  12,000 
ft.;  inf.,  1,000  ft.;  tot  hose,  18,000  ft:  f.  al., 
Gamewell,  100  bx.;  val.  equip.,  $60,000;  val.  bldgs., 
$60,000;  ezp.  dept,  $40,000;  tot  mem.  66,  i>d. 
full  time;  undra.  rating,  nrat  class. 

Water  Supply — Src,  lake  ft  riv.,  7  m.  bus.  cent; 
ays.,  grar.;  res.  cap.,  100,000,000  gala.;  maina, 
c.  i.,  80  m.,  4  to  30  in.  dia.;  520  hyd.;  480  v.; 
8,200  aerv.;  pipe,  lead;  prea.,  dom.  80  to  60  lbs., 
f.  80  to  100  lbs.;  cons,  day,  12,000,000  gala.: 
cost,  $8,000,000;  cost  mtce.,  $25,000;  wks.  owned 
by  city. 

RICHMOND,  p.  2,200;  mere,  bldgs.,  ^d.  ft  bk., 
IH  ft  2  stor.;  priv.,  wd.  ft  bk.,  1^  stor.;  wd.  rfs. 
not  perm.  F.  dept — 1  band  eng.,  2  h.  ft  L  trk., 
2  hoae  car.,  budcets,  ftc.;  hose,  gd.,  900  ft;  vol. 
brigade;   undrs.   rating,   fourth  dass. 

Water  Supply— Src,  brook,  2  m.  bua.  cent; 
sya.,  gray.;   res.   cap.,   900,000   gals.;   mains,   c.  i., 

7  m.,  4  to  12  in.  dia.;  42  hyd.;  1-5  v.;  485  serv.; 
prea.,  f.  80  lbs.;  cost,  $60,000;  cost  mtce.,  $400; 
wks.  owned  by  mimicipaliQr. 

RIMOUSKI,  p.  8,097;  f.  area,  250  a.;  mere 
bldga.,  wd.  ft  bk.,  1  ft  2  stor.;  priv.»  wd.,  bk.  ft 
stn.,  1  ft  2  stor.;  wd.  rfs.  penn.  F.  dept. — Priv. 
c.  ex.;  hose,  cot,  rub.  lined,  1,800  ft;  f.  al.,  bell 
ft  telp. 

Water  Supply — Src.,  lake,  aituated  6  m.  bua. 
cent;  ays.,  grav.;  mat,  iron;  res.  cap.,  500,000 
gals.;  cap.  pumpa  day,  800,000  gala.;  maina,  6 
m.,  6  to  10  in.  dia.;  55  hyd.;  pres.,  dom.  90  Iba., 
f.  170  Iba.;  cone,  day,  200,000  gals.;  coat,  $125,- 
000;  cost  mtce.,  $500;  wks.  owned  by  city. 

ST.  AQATHE,  p.  1,900;  f.  area,  1,758  a.;  mere, 
bldga.,  wd.,  1  ft  2  stor.;  priv.,  wd.,  1  ft  2  stor.  F. 
dept — 1  c.  eng.,  1  h.  ft  1.  trk.,  8  c.  hand  ex.,  1 
hoae  wag.,  2  hoae  reela;  hoae,  cot*  rub.  lined,  gd., 
2,500  ft;  inf.,  1,500  ft;  tot  hoae,  4,000  ft.;  f. 
al.,  bell;  val.  equip.,  $5,000;  val.  bldga.,  $S,000; 
exp.  dept,  $500;  tot  mem.,  12  vol. 

water  Supply--^re.,  apr.  ft  lake,  2  m.  bua. 
cent;  aya.,  grav.;  maina,  c.  i.,  7  m..  2  to  12  in. 
dia.;  80  hycL;  800  aerv.;  pipe,  lead;  prea.,  dom. 
70  lbs.,  L  180  Iba.;  cost,  $90,000;  coat  mtce., 
$600;   wka.   owned   by  municipality. 

ST.  ANNE  DE  BEAUPRE,  p.  2,000;  mere,  bldga., 
wd.,  1  to  4%  ator.;  priv.,  wd..  H  to  2%  ator. 
F.  dept — 1  hose  reel,  1  est  ladder;  hoae,  rub., 
gd.,  1,000  ft;  f.  al.,  bell;  tot  mem.,  16  vol. 

Water  Supply — Src,  apr..  1  m.  bus.  cent;  aya., 

Sav.;  res.  cap.,  95,000  gala.;  mains,  6,000  ft,  8 
6  in.  dia.;  14  hyd.;  prea.^  dom.  78  lbs.;  coat, 
$15,000;  wka.  owned  by  municipality. 

ST.  DENIS,  p.  1,050;  f.  area,  250  a.;  mere, 
bldga.,  atn.,  bk.  ft  wd.,  1%  to  8  ator.;  priv.,  wd., 
1^  stor.;  wd.  rfs.  perm,  in  f.  area;  fwka.  ft  combt. 
ord.  F.  dept. — 4  h.  ft  1.  trk.,  1  hose  reel,  2  c. 
hand  ex.,  1  hand  eng.,  1  hoae  wag.;  hoae,  cot, 
rub.  lined,  gd.,  600  ft;  val.  equip.,  $1,800;  val. 
bldga.,  $1,000;  exp.  dept,  $50;  tot  mem.  21,  pd. 
full  time  1,  voL  20. 

Water  Supply — Src,  riv.,  3  m.  bus.  cent;  sys., 
pump  dir.;  res.  cap.,  80.000  gala.;  maina,  iron. 
4  m.,  2%  to  4  in.  dia.;  11  hyd.;  cons,  day,  20.- 
000  gals.;  cost,  $10,000;  wks.  owned  by  priv.  Co. 

ST.  HENRI,  p.  26,000;  f.  area,  424  a.;  mere 
bldga.,  atn.  ft  bk.,  2  to  4  ator.;  priv.,  bk.  ft  wd., 
2H  ft  8  ator.;  wd.  rfs.  not  perm,  on  main  st; 
fwks.    ord.;    cauaea    of   f.    inv.     F.    dept — 1    atr., 

8  c  ex.,  2  h.  ft  1.  trk.,  8  hoae  car.,  1  hoae  wor.; 
hose,  cot.  gd.,  8,000  ft;  rub.,  gd.,  1,000  ft:  lirf., 
500  ft;  linen,  gd.,  500  ft;  tot  hose,  5,000  ft; 
f.  al.,  telg.,  55  at  bx.;  6  hrs..  val.  $800;  val. 
equip.,  $16,000;  vaL  bldga.,  $25,000;  exp.  dept, 
$11,600;  tot  mem.  20,  pd.  full  time. 

Water  Supply — Src,  riv.;  aya.,  pump  dir.;  pump, 
eng.;  maina,  16  m.,  4  to  14  in.  dia.;  86  hyd.; 
met,  12;  pres.,  dom.  50  lbs.,  f.  75  lbs.;  coat, 
$112,000;  wka.  owned  by  city. 

ST.  HYACINTWE,  p.  9,707;  f.  area,  2  aq.  m.; 
mere  bldga.,  bk..  8  to  5  ator.;  priv..  bk.  *  wd.,  2  ft 
8  ator.;  wd.  rfa.  not  perm.;  fwka.  ft  combt  ord.  F. 
dept — 2  atr.,  6  c.  ex..  1  h.  ft  L  trk.,  4  hoae  <ar.. 
all    kinda,    1    hoae    wag.;    hoae,    cot,    gd.,    4,800 


ft;  f.  al.,  elec.  82  at  bx.;  7  hra.;  val.  equip., 
$24,000;  val.  bldga.  ft  land,  $40,000;  exp.  dept, 
$4,000;  tot  mem.  80,  pd.  full  time  10.  pd.  part 
time  10. 

Water  Supply — Src,  riv.,  1  m.  bua.  cent;  era., 
pump,  dir.:  pump,  eng.,  cap.  da^  4,260,000  gala.; 
maina,  c  L,  86 H  m.,  2  to  20  in.  dia.;  107  oyd.; 
280  v.:  1,967  aerv.;  pipe,  lead;  prea.,  dom.  50 
to  60  Iba.,  f.  80  to  120  Iba.;  cone,  day,  1,400,000 
gals.;  cost,  $250,000;  coat  mtoe.,  $7,000;  wka. 
owned  by  city. 

ST.  JEROME,  p.  8.478;  f.  area,  1,920  a.;  mere 
bldgs.,  bk.,  stn.  ft  wd.,  l^i  to  8  ator.;  priv.,  stn., 
bk.  ft  wd.,  2  ator.;  wd.  rfa.  not  perm.;  no  fwka. 
ft  combt   ord.;    causes  of  f.   not  mv.     F.   dept. — 

1  str.,  1  hand  eng.,  2  c.  hand  ex.,  1  h.  ft  L  trk.,  8 
hose  car.,  1  hra.;  hose,  cot,  rub.  lined,  gd.,  2,000 
ft;  rub.,  gd.,  2,000  ft;  tot  hoae.  4,000  ft;  f.  al., 
elec,  19  bx.;  val.  equip.,  $6,500;  val.  bldgs., 
$7,000;  exp.  dept,  $2,100;  tot  mem.  16,  pd.  part 
time  6,  vol.  10. 

Water  Supply — Src,  spr.;  sys.,  grav.;  maina, 
2H  m.,  6  to  16  in.  dia.;  cost  $95,000;  cost  mtce, 
$400;  wks.   owned  by  city. 

ST.  JOHN'S,  p.  5,908;  f.  area,  1,261  a.:  mere 
bldgs.,  bk.  ft  stn.,  2  ft  8  stor.;  priv.,  bk.,  stn. 
ft  wd.,  2  to  4  stor.;  wd.  rfs.  not  perm.:  fwke  ft 
combt.  ord.  F.  dept. — 1  str.,  8  hose  reels,  8  hose 
car.,  6  hrs.;  hoae,  cot,  rub.  lined,  gd.,  6.400  ft; 
f.  aL.  Oamewell,  17  bx.;  val.  equip.,  $17,800; 
val.  bldga.,  $6,500;  exp.  dept,  $8,400;  tot  mem. 
25,  pd.  full  time  5,  pd.  part  time  4,  vol.  16. 

Water  Supply — Src,  riv.;  sys.,  pump  to  ree 
dir.;  rea.  cap.,  27,000  gala.;  pump,  eng.,  cap.  day 
1,800,000  ffala.;  maina,  c  i.,  17  m.,  8  to  10 
in.  dia.;  67  hyd.;  met,  18;  1,000  aerv.;  pipe, 
lead;  cost,  $150,000;  cost  mtce.,  $10,000;  wka. 
owned  by  priv.  party. 

ST.  JOSEPH,  p.  1,500;  f.  area,  384  a.  F.  dept 
— 4    trk.,    1.800    ft.    hose. 

Water  Supply — Src,  spr.;  sys.,  grav.;  pres., 
90  lbs. 

ST  LAMBERT*  p.  896;  f.  area,  36  a.;  mere, 
bldga.,  bk.  ft  wd.,  2  to  3  stor.;  priv.,  wd..  l^ 
to  2  stor.;  wd.  rfs.  perm,  in  f.  area;  no  fwks.  ft 
combt  ord. ;  causes  of  f.  not  inv.  F.  dept. — 1  hose 
reel;  hose,  cot.,  rub.  lined,  gd.,  900  ft;  val.  equip., 
$700;    val.    bldgs.,    $1,000;    vol. 

Water  Supply — Src,  'St.  Lawrence  Riv.,  H  ni. 
bus.  cent;  sys.  pump  to  stdp. ;  stdp.  cap.,  100,000 
gals.,  dim.  35  x  25,  mat.  stl.;  2  pump,  ens.,  cap. 
dav  1,990,000  gals.;  m^iins,  c.  i.,  12  V^  m., 
4  to  12  in.  dia.;  126  hyd.;  136  v.:  6  met;  793 
serv.;  pres.,  dom.  60  lbs.,  f.  126  lbs.;  cons,  day, 
828,117  gals.;  cost,  $100,000;  cost  mtce.,  $10,- 
000;  wks.  owned  by  town. 

ST.  PAUL,  p.  2,805;  f.  area,  860  a.;  mere 
bldgs.,  atn.,  bk.  ft  wd.,  2  to  7  ator.;  priv.,  etn., 
bk.  ft  wd.,  2^  ator.;  wd.  rfa.  perm.:  no  fwka. 
ft  combt.  ord.;  cauaea  of  f.  not  inv.  F.  dept— 1 
str.,    1   hand   eng.,   4   c   hand   ex.,    1   h.  ft  1.   trk., 

2  hoae  wag.,  2  noae  reels,  3  hrs. ;  hoae,  cot,  rub. 
lined,  gd.,  2,000  ft;  f.  al.,  bella;  vaL  equip., 
$7,500;  val.  bldga.,  $3,500;  exp.  dept.  $200; 
tot.  mem.  26,  pd.  part  time  24,  pd.  full  time   2. 

Water  Supply — Src,  lake,  5  m.  bus.  cent;  sys. 
pump  to  res.;  maina,  e  i.,  14%  m..  4  to  10  in. 
dia.;  36  hyd.;  400  serv.;  pipe,  lead;  prea..  f.  90 
to  110  Iba.;  coat,  $40,600;  coat  mtce.,  $800;  wke 
owned  by   city. 

ST.  SCHOLASTIQUE,  p.  1,000;  f.  area,  170  a.; 
bldga.,  wd.,  bk.  ft  atn.,  2  ator.;  wd.  rfa.  perm.;  no 
fwks.  ord.  F.  dept — 8  hand  eng.,  2  h.  ft  L  trk.,  2 
hose  wag.;  hoae,  rub.,  gd.,  1,000  ft;  f.  al.,  bell; 
val.  equip..  $1,200;  vaL  bldga.,  $800;  tot  mem.,. 
100  vol. 

Water  Supply — Src,  wells  ft  riv. 

SHAWINIGAN  FALLS,  p.  4,265;  f.  area,  25  a.; 

mere  bldga.,  bk.,  atn.  ft  wd.,  1  to  8  ator.;  priv., 
bk.  ft  wd.,  1  to  8  ator.;  wd.  rfa.  not  perm,  in  f. 
area;  fwke  ft  combt  ord.;  cauaea  of  f.  inv.  F. 
dept. — 1  str.,  1  comb,  c  ft  h.  wag.,  12  c.  hand 
ex.,  1  h.  ft  1.  trk.,  2  hose  wag.,  2  hose  car.,  4  hrs.; 
hose,  rub.  lined,  gd..  5,500  ft;  f.  al.,  Oamewell, 
50  bx.;  val.  equip.,  $14,000;  vaL  bldgs.,  $85,000; 
exp.  dept,  $4,000;  tot  mem.,  21,  pd.  full  time  7, 
pd.  part  time  14. 

Water  Supply — Src,  St  Mannica  riv.,  )&  m. 
bua.  cent;  aya.,  pump.;  rea.  cap.,  80,000  gala.; 
2  pump,  eng.,  class  dup.,  cap.  day  1,500,000  gala.; 
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mains,  6  to  12  in.  dla.;  mat.,  c.  i.;  45  hjd.;  40  ▼.; 
700  serv.;  pipe,  c.  i.  &  lead;  pres.,  dom.  90  Iba.,  f. 
170  lbs.;  cons,  day,  800,000  gals.;  coat,  $90,000; 
cost  mtce.,  $8,000;  wka.  owned  by  town. 

SHAWVILLE,  p.  800;  f.  area.  1,2«.0  a.  F.  tlept. 
— 1  hand  pump,  loOO  ft.  hose;  toi.  mem.,  75  vol. 

Water  Supply— ^rc,  wells. 

SHERBROOKE,  p.  16,405;  f.  area,  1,280  a.; 
mere,  bidgs.,  bk.,  1  to  4  ator.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  not  perm.;  fwks.  ft  combt.  ord.;  causes 
of  f.  inv.  F.  dept — 2  str.,  1  c.  eng.,  14  c.  band 
ex.,  4  h.  ft  1.  trk.,  4  hose  wag.,  8  ooae  reela,  16 
hrs.;  hose.  coL,  rub.  lined,  gd.,  6,000  ft;  rob., 
gd.,  900  ft;  inf.,  1,200  ft;  tot  hose,  8.100  ft; 
I.  al.,  bell  ft  elec,  107  bx.;  val.  equip.,  $80,000; 
val.  bldgs..  $35,000;  exp.  dept,  $(2,760;  tot  mem. 

23.  pd.  full  time;  undrs.  rating,  first  daaa. 
Water    Supply — Src,    Hagog   riv.,    8%    m.    bus. 

cent;  sys.,  pump  to  res.;  4  pump,  eng:,  class 
trip.,  cap.  day  4,500,000  gals.;  mains,  c.  L,  29 
m.,  2  to  24  in.  dia.;  199  hyd.;  286  ▼.;  met.  60; 
2,000  serv.;  pipe,  lead  ft  iron;  pres.,  dom.  k  1,  40 
to  185  lbs.;  cons,  day,  2,250,000  gals.;  cost, 
$430,000;  cost  mtce.,  $15,000;  wks.  owned  by 
city. 

SOREL,  p.  8,420;  f.  area,  20  a.;  bldgs.,  stn., 
wd.  ft  bk.,  2  to  4  stor.;  wd.  rfs.  peim.;  no  fwks. 
ord.  F.  dept. — 1  str.,  1  h.  ft  1.  trk.,  4  c.  hand 
ex.,  1  hose  wag.,  3  hose  reels,  4  hrs.;  hose,  cot, 
rub.  lined,  gd.,  8,000  ft;  inf.,  2,000  ft;  tot  hose, 
5,000  ft;  f.  al.,  telp.;  val.  equip.,  $12,984;  ral. 
bldgs.,    $'11,600;    exp.    dept.,    $1,600;    tot    mem., 

24,  pd.  full  time  10,  pd.  part  time  2,  toI.  12. 
Water  Supply — Src.,   riv.;   sya.,   pump   to   tk.   ft 

dir.;  tk.  cap.,  100,000  gals.;  pump,  eng.,  cap.  day 
2,000,000  gals.;  maina,  c  ft  wrt  L,  12  m.,  1^ 
to  8  in.  dia.;  65  hyd.;  3,800  serv.;  pipe,  l(§ad;  pres., 
dom.  60  lbs.,  f.  120  Iba.;  cost,  $120,000;  cost 
mtce.,    $4,000;    wka.    owned    by    town. 

SUTTON,  p.  1,200;  f.  area,  750  a.;  mere  bldgs., 
bk.  ft  wd.,  2  stor.;  priv.,  wd.,  2  stor.  F.  dept. — 
1  h.  ft  1.  trk.,  2  hose  reels;  hose,  cot,  rub.  lined, 
gd.,  1.000  ft;  f.  al.,  bell;  val.  bldgs.,  $18,000. 

Water  Supply — Src.,  brook,  S  m.  bna.  cent; 
sys.,  grsT.;  res.  cap.,  800,000  gals.;  mains,  iron, 
6  m.,  4  to  10  in.  dia.:  40  hyd.;  200  serr.;  cost 
$20,000;  cost  mtce.,  $100;  wka.  owned  by  mu- 
nicipality. 

TADOUSAC,  p.  770;  f.  area,  1  sq.  m.;  mere, 
bldga.,  wd.  F.  dept — 1  hose  wag.;  hose,  cot, 
rub.  lined,  gd.,  400  ft;  rub.,'  gd.,  200  ft;  tot 
hose,  600  ft;  val.  equip.,  $350;  val.  bldgs.,  $80; 
vol. 

Water    Supply — Lake,    1    ul    bus.    cent;    «ys., 

fav.;  res.  cap.,  28.000  gala.;  mains,  c.  L,  2  m., 
to  5  in.  dia.;  6  nyd.;  125  serv.;  pipe,  galv.  i.; 
pres.,  dom.  180  lbs.,  f.  280  lbs.;  cons,  day,  15,000 
gals.;  cost,  $18,000;  cost  mtce.,  $500;  wks.  oxmei\ 
by   village. 

TERREBONNE,  p.  1,090;  mere,  bldgs.,  wd.  ft 
bk.,  2  stor.;  priv.,  wd.,  1  stor.;  wd.  rfs.  perm.; 
no  fwks.  ord.  F.  dept — 1  c.  eng.,  12  c.  ex., 
1  h.  ft  I.  trk.,  8  hose  car.,  all  kinda,  1  hose  wag.; 
hose,  rub.,  gd.,  100  ft;  cot,  gd.,  400  ft;  linen, 
gd.,  2,000  ft;  tot  hose,  2,500  ft;  1  hrs.;  val. 
equip..  $3,000;  exp.  dept,  $500;  tot  mem.  10, 
pd.  part  time  8. 

Water  Supply — Src,  spr.;  sys.,  grav.;  cap.  res., 
250,000  gals.;  maina,  15  m..  1^  to  8^  in.  dia.; 
830  serv.;  cost,  $30,000;  cost  mtce.,  $580;  wks. 
owned  by  city. 

THREE  RIVERS,  p.  14,441;  f.  area,  800  a.; 
mere,  bldgs.,  stn.  ft  bk.,  2  to  4  stor.;  priv.,  bk.  ft 
wd.,  1  to  8  stor.;  wd.  rfa.  perm.;  fwk.  ft  combt 
ord.;  causes  of  f.  inv.  F.  dept ^12  c.  hand  ex., 
5  hose  car.,  8  hrs.;  hose,  linen,  rub.  lined,  gd., 
5,400  ft;  unlined,  1,000  ft;  tot.  hoae,  6,400  ft; 
f.  al.,  Oamewell,  84  bz.;  val.  equip.,  $17,600; 
val.    bldgs.,    $22,000;    exp.    dept.    $15,000;    tot 


mem.  22,  pd.  full  time;  mdrs.  rating,  fourth  dsaa. 
Water  Supply — Src,  well  points  ft  St  Xanrice 
riv.,  1  m.  bus.  cent;  sys.,  pump  dir.  to  mains; 
4  pump,  eng.,  cap.  day  8,600.000  gala.;  mains, 
c  1.,  18^  m.,  4  to  12  in.  dia.;  189  hyd.;  108 
v.;  2,800  serv.;  pipe,  lead;  prea.,  dom.  100  Ibs^ 
f.  180  lbs.;  cons,  day,  2,000,000  gals.;  cost  $205,- 
000;  cost  mtce.,  $17,000;  wks.  owned  by  dif. 

VALLEYFIELD,  p.  9,447;  f.  area,  4  m.  sq.; 
mere  bldga.,  atn.  ft  bk.,  2  ft  8  stor.;  pvtv.,  stn., 
bk.  ft  wd.;  wd.  rfs.  perm.;  fwks.  ord.  F.  dept.—' 
1  str.,  1  h.  ft  1.  trk.,  4  c  ex.,  2  hose  car.,  t  b< 


wag.,  4  bra.;  hose,  cot.  gd.,  4,000  ft;  inf.,  300 
ft;  tot  hoee,  4,200  ft;  f.  aL,  bell  ft  t^lp.;  vaL 
equip.,  $18,900;  vaL  bldgs.,  $10,000;  exp.  dept, 
$8,425;  tot  mem.  10,  for  f.  ft  police  duty,  pd. 
full   time;   undra.   rating,   third  dass. 

Water  Supply — Src,  riv.;  ^s.,  pump  dir.;  pmnp. 
eng.,  cap.  day  2,250,000  gaJa.;  mains,  c  L,  11 
m.,  4  to  12  in.  dia.;  105  hyd.;  84  v.;  1  met;  1,- 
700  aerv.;  pres.,  f.  100  lbs.:  cost  $160,000;  cost 
mtce.,   $1,500;  wks.  owned  by  ci^. 

VAUDREUIU  p.  1,200;  bldgs.,  wd.,  1%  star.; 
wd.    rfs.    perm.     F.    dept^ — 1  liand    eng.,    1    h< 


car.,  ladders;  hose,  cot,  gd.,  5,000  ft;  leather,  gd., 
75  ft;  tot  hose,  5,075  ft;  f.  aL,  bell;  andn. 
rating,  fifth  dass. 

Water  Supply — Src,  wells;  «ys.,  dir.;  1  res.;  4 
hyd.;  pres.,  40  lbs. 

VEROUN.     F.    dept— Not   reported. 

Water  Supply — Src,  St  Lawrence  riv.,  1  m. 
bus.  cent;  ays.,  pump;  2  pump.  eng..  dass  tripw, 
cap.  day,  2,000,000  gals.;  mains,  c  L,  12  m.,  4 
to  10  in.  dia.;  150  hyd.;  250  v.;  met,  10;  S.OOO 
serv.;  pipe,  lead;  prea.,  dom.  50  lbs.,  f.  120  lbs.; 
cona.  day,  700,000  gals.;  cost,  $295,000;  cost 
mtce.,    $5,000;    wks.    owned   by    dty. 

VICTORIAVILLE,  p.  4,000;  f.  area,  7,000  a. 
F.  dept. — comb,  hose  ft  ladder  wag.,  3  hn., 
4,000  ft.  hose;  tot  mem.,   8  vol. 

Water  Supply — Src,  riv.;  pump  cap.  day. 
96,000   gals. 

WARWICK,  p.  1,000;  f.  area,  800  a.;  mere 
bldgs.,  wd..  1^  stor.  F.  dept — 1  hose  wag^.,  1 
hose  reel;  hose,  cot,  rub.  lined,  gd.,  800  ft;  val 
equip..  $500;  tot  mem.  5,  pd.  part  time. 

Water  Supply — Src,  spr..  2  m.  bos.  cent; 
grav.;  res.  cap.,  90,000  gala.,  loc  on  hill;  : 
iron,  2H  m.,  4  to  6  in.  dia.:  11  hyd.;  160  •«..., 
pipe,   iron;   prea.,   dom.    80  Ins.,  f.    80    lbs.;   oost 
mtce.,   $11,900;  wks.  owned  by  manid^ialilr. 

WATERLOO,  p.  1,886;  f.  area,  2  sq.  m.;  mere 
bldgs.,  bk.  ft  stn.,  2  ft  3  stor.;  priv.,  bk.  ft  vd.,  1 
to  3  stor.;  wd.  rfs.  perm.;  fwks.  ofd.  F.  dept — 
S  c  hand  ex.,  1  h.  ft  L  tzk.,  3  boee  car.;  hose, 
cot.,  rub.  lined,  gd.,  2.200  ft;  f.  aL,  bell;  vaL 
equip.,  $8,000;  val.  bldgs.,  $2,000;  exp.  dept, 
$500;  tot.  mem.,  80  vol.;  undrs.  rating,  fovth 
dass. 

Water  Supply — Src,  spr.,  ^  m.  bus.  cent;  sfs., 
grav.  ft  pump  to  jres.;  1  pump,  eng.;  mains,  c  L, 
8  m.,  4  to  10  in.  dia.;  86  hyd.;  12  v.;  6  met; 
pipe,  lead;  prea.,  dom.  ft  f.  65  lbs.;  coet  $40,- 
000;  coRt  mtce.,   $800;  wks.  owned  by  town. 

WESTMONT,  p.  17,000;  f.  area,  964  a.;  mere 
bldga.,  bk.  ft  wd.,  1  to  8  ator.;  priv.,  bk.  ft  wd.,  2 
to  5  stor.;  wd.  ifa.  not  perm.  In  f.  area;  fwka.  ft 
combt  ord.;  causes  of  i.  inv.  F.  dept — 1  anto. 
comb,  c  ft  h.  wag.,  8  hoae  wag.,  2  n.  ft  L  tzlL» 
12  hrs.:  hose  cot,  rub.,  gd..  6,800  ft;  f.  sL, 
Oamewell,  37  ox.;  vaL  equip.,  $26,890;  vaL  bldgs., 
$60,000;  exp.  dept,  $88,206;  tot  menu  tl,  pd. 
full  time;  undrs.  rating,  Ibst  dass. 

Water  Supply— Not  reported. 

Placea  with  a  iwpulation  of  1,000  or  more  hav- 
ing no  organized  fire  dept — ^Bedd-Berthler,  Oapel- 
ton,  Labdle,  St  Anne  De  Ia  Pooatli 
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ABERDEEN,  p.  SOO;  mere.  bIdgB.,  wd.     F.  dept 

nM.  eng.,  If 
Witter   Supply — Src.,   wells;    itdp.    cap.,    40,000 


eng.,  20  huid  ex. 


gale 

ABERNETHY,  p.  800;  f.  area,  SO  a.  F.  dept.— 
2  c.  eng.,  200   ft.  hose. 

No  waterwks. 

ALAMEDA,  p.  450;  f.  area,  640  a.;  mere,  bldgs., 
bk.  jt  wd.,  1  to  4  ator.;  prlv..  wd.,  2  ator.;  wd. 
tU.  not  perm,  in  f.  area;  twkm,  ft  oombt.  ord.: 
cauaes  of  f.  Iny.  F.  dept— 1  hoae  reel,  1  band 
eng.,  buckets,  axes,  ftc. 

Water  Supply — Src.,  wells,  in  bos.  cent;  ays., 
pump  dir. 

ARDANAC,  p.  200.  F.  dept — 12  c  hand  ex.; 
vol. 

Water  Supply— Src.,  weUs. 

ASQUITH,  p.  850;  mere  bldga.,  wd.,  1  stor.; 
priv.,  wd.,  2  ator.;  wd.  rfs.  perm,  in  f.  area.  F. 
dept — 1  c  eng.,  1  gaa.  eng.,  1  hose  wag.;  hose, 
cot,  rub.  lined,  gd.,  1,000  ft;  val.  equip.,  $5,000; 
TaL    bldga.,    93,000;    exp.    dept,    9200. 

Water  Supply — Src,  welk. 

BALOARRES,  p.  400;  f.  area,  200  a.  F.  dept 
— 24   ex.,  tank,  band  pump,  buckets. 

Water   Supply — Src,    weils. 

BIGrGER,  p.  1,416;  f.  area,  3,840  a.  F.  dept — 
1   c.  eng.;  tot.  mem.,   12  vol. 

Water   Supply— fire.,  wells. 

BOUWTY,  p.  200;  f.  area,  480  a.  F.  dept— 
1  gas.  eng.,  ladders,  600  ft  hose;  tot  mem.,  11, 
1   pd.   man,   10   vol. 

No    waterwks. 

BROADVIEW,  p.  1,000;  f.  area,  480  a.;  mere, 
bldgs.,  bk.,  atn.  ft  wd.,  1  ft  2  stor.;  priv.,  bk.  ft 
wd.,  2  ator.;  wd.  rfs.  perm,  in  f.  area;  causes  of  f. 
inv.  F.  dept — 1  h.  ft  L  trk.,  2  hose  reels,  12 
c.  hand  ex.,  1  aer.  trk.;  hoae,  cot,  rub.  lined,  gd., 
1,000  ft;  inf.,  500  ft;  tot  hose,  1,500  ft;  f. 
at,  bell;  val.  equip.,  $1,500;  exp.  dept,  9800; 
tot  mem.  18,  pd.  full  time  1,  vol.  12. 

Water  Supply— Src,  lake,  1  m.  bus.  cent;  S7S.i 
pump  dir.;  mains,  wd.,  1  m.;  8  hyd. 

BROOERICK,  p.  250;  f.  area,  160  a.;  mere, 
bldga.,  wd.,  1  ft  2  stor.;  priv.,  2  ttor.:  wd.  rfs. 
perm,  in  L  area;  fwks.  ft  combt  ord.  F.  dept— 
8  c.  eng.,  24  c.  band  ex..  1  hoae  wac.,  1  hose 
reel;  hose,  cot,  rub.  lined,  gd..  200  ft;  L  sJ., 
bell;  vaL  eqidp.,  $900;  vaL  bldgi.,  9600;  exp. 
dept,  9200;  16  vol. 

Water  Supply — Src.,  wells,  in  bus.  cent;  vys., 
res.  cap.,  200  bbls. 

BROWNLEE,  p.  218;  f.  area,  00  a.     F.  dept— 

1  gas.   eng.,   1,000   ft  hose;   tot   mem.,   8   voL 
Water   Supply— Src.,   wells;   pump   cap.,    25,000 

gals. 

BUCHANAN,  p.  800;  f.  area,  820  a.    F.  dei)t.— 

2  chemicals,  800  ft  hose;  tot.  mem.,  20  vol. 
No    waterwks. 

CANORA,  p.  1,100;  f.  area,  720  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  ft  8  stor.;  priv..  bk.  ft  wd., 
2  stor.;  wd.  rfs.  not  perm,  in  f.  area;  fwks.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept. — 1  comb, 
c.  ft  hose  wag.,  2  hose  reels;  hose,  cot,  rub. 
lined,  gd.,  2,500  ft.:  inf.,  500  ft.;  tot  hose,  8.000 
ft;  f.  al.,  wh.;  val.  equip.,  $11,000;  tot  mem., 
22  voL 

Water  Supply— Src,  spr.,  2%  m.  bus.  cent; 
sfs.,  pump  to  stdp.;  stdp.  cap.,  150,000  gals.,  dim. 
20  X  80,  mat  stl.;  res.  cap.,  80,000  gals.;  1 
))ump.  eng.,  cap.  day  100,000  gals.:  mains,  c.  i., 
2%  m.,  8  in.  dia.;  12  hyd.;  cost  $100,000;  wks. 
owned  by  town. 

CAR^EVIALE,  p.  200;  f.  area,  480  a.    F.  dept— 

1  c.  eng.,  1  band  pump,  1,000  ft  hose. 
Water  Supply — Src,  wells. 

CARNDUFF,  p.  000;  mere,  bldgs.,  wd,  2  stor.; 
priv.,  wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f.  area; 
fwka.  ft  combt  ord.;  cauaes  of  f.  inv.     F.  dept— 

2  c.  eng.,  25  c.  hand  ex.,  1  hoae  reel,  1  hand  pimn>. 
Udders,  ftc;  hose,  cot,  225  ft;  rub.,  gd.,  200 
ft;    tot   hose,   425   ft;   f.   aL,  beU;   vaL   equip.. 


$1,500;  val.  bldga.,  $2,000;  exp.  dept,  $65;  tot 
mem.,   25   voL 

Water  Supply — Src.,  wella. 

CARYLE,  p.  500;  mere,  bldga..  bk.  ft  wd.,  1  to 
8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfs.  not  perm,  in  f. 
area;  cauaes  of  t  inv.  F.  dept. — 1  h.  ft  L  trk., 
1   c.  eng.,  2  hose  wag.,   2  hoae  reels;  hose,  rub., 

fd.,    1,000    ft:    f.   sL,   bell   ft    telp.;   vaL    equip., 
2,000;  vaL  bldgs.,  $1,000;  tot  mem.,  20  voL 
Water  Supply — Sr&,  wells    2,400  ft  bus.  cent; 
res.  cap.,  12,000  gals.;  1  pump,  eng.,  cap.  min.  800 

Sals.;  maina,   5,000  ft,   6  in.  dia.;   8  hyd.;  pres., 
om.    65.1ba.,    f.    85    Iba.;    cost    915,000;    wks. 
owned  by  dty. 

COLGATE,  p.  175.  F.  dept — 1  c.  eng.;  tot 
mem.,  12  vol. 

Water  Supply — Src.,  wells. 

DANA,  p.  100.     F.  dept — 1  c  eng.,  8  voL 
Water  Supply — Src,  well  ft  tk.,  cap.  5,000  gals. 

DAVIDSON,  p.  600;  f.  area,  400  a.;  mere, 
bldgs.,  bk.  ft  wd.,  1  to  8  stor.;  priv.,  wd.,  2  stor. 
F.  dept. — 1  gas.  eng.,  1  h.  ft  L  trk.,  1  hose  reel; 
hose,  cot,  rub.  lined,  gd.,  1,000  ft;  f.  sL,  bell; 
vaL  equip.,   $5,000;  tot   mem.,   26  voL 

Water  Supply — Src.,  wella.  In  bua.  cent;  8  rea., 
cap.    15,000   gals,    each.;    20   hyd. 

DELISLE,  p.  504.  F.  dept — 1  c.  eng.,  1 
gas.  eng.,  1  force  pump,  2i50  ft.  hose;  tot.  mem., 
1  pd. 

No  waterwks. 

DUCK  LAKE,  p.  580;  f.  area,  240  a.;  mere, 
bldga.,  wd.,  2  stor.  F.  dept — 1  c  eng.,  20  e. 
hand  ex.,  100  ft  hose;  t  sL,  bell;  tot  mem.,  16 
voL 

Water  Supply— Src.,  wells. 

ESKERHAZY,  p.  504;  f.  area,  640  a.;  mere, 
bldga.,  wd.,  1  to  4  stor.;  priv.,  wd.,  2  stor.  F. 
dept — 1  h.  ft  L  trk.,  100  c  hand  ex.,  1  hoae 
waff.;  hoae,  cot,  rub.  lined,  gd.,  250  ft;  f.  al., 
beU;  vaL  equip.,  $1,800;  val.  bldga.,  $1,000;  tot. 
mem.   26,  pd.  full  time  1,  voL  26. 

Water  Supply — Src,  wells  ft  oistems;  res.  cap., 
100  bbls. 

ESTEVAN,  p.  1,891;  f.  area,  800  a.;  mere, 
bldgs.,  bk.,  stn.  ft  wd.,  1  ft  2  stor.;  priv.,  bk., 
stn.  ft  wd.,  IH  ft  2  stor.;  wd.  rfs.  not  perm,  in 
f.  area;  fwka.  ft  combt  ord.;  cauaea  of  f.  inv. 
F.  dept — 1  comb.  c.  ft  h.  wag.,  8  c.  hand  ex.,  1 
c.  eng..  2  hose  reels;  hose,  cot.  rub.  lined,  gd., 
1,000  ft;  f.  aL,  bell  ft  telp.;  vaL  equip.,  $9,000} 
val.  bldgs.,  $5,000;  voL 

Water  Supply— Src.,  Souris  River.  1%  m.  bus. 
cent;  sys.,  grav.;  stdp.  cap.,  100,000  gals.;  dim., 
80  X  16  ft:  mat,  atL;  8  pump,  eng.,  cap.  day, 
1,160,000  gals.;  mains,  c  L,  4  m.,  6  to  10  in.  dia.; 
80  hyd.;  82  v.;  20  met;  40  aerv.;  pipe,  galv.  L  ft 
lead.;  pres.,  dom.  87  lbs.,  f.  100  to  180  lbs.;  oons. 
day,  25,000  gala.;  cost,  $100,000;  cost  mtce., 
$2,600;  whs.  owned  by  city. 

EYEBROW,  p.  250;  mere,  bldgs.,  wd.  F.  dept 
— 2  c.  eng.;  voL 

Water  Supply — Sre.,  wells. 

FLEMING,  p.  800;  f.  area,  640  a.;  mere,  bldgs., 
wd.,  2  stor.     F.  dept — 10  c.  hand  ex.,  5  paOs. 
Water  Supply — ^Nok  reported. 

:FORM    LAKE,    p.    200;    mere,    bldgs.,    wd.       F. 
dept. — 1   c.   eng.,   160  ft.  hose;    12  vol. 
Water  Supply—^rc.,  wella. 

FRANCIS,  p.  268;  f.  area,  8  blocks;  mere, 
bldgs.,  bk.  ft  wd.,   1  ft  2  stor.;  priv.,  bk.  ft  wd., 

1  ft  2  stor.;  wd.  rfs.  perm,  in  x.  area;  fwka.  ft 
combt.  ord.;  causes  of  f.  inv.  F.  dept — 1  hose 
reel,  2  h.  ft  8  L,  12  c  band  ex.;  hose,  cot,  rub. 
lined,  gd.,  500  ft 

Water  Supply — Src,  spr.,  2  m.  bus.  cent; 
ays.,  grav.;  mains,  wd.  ft  iron,  8  m.;  9  hyd.;  9  v.; 
pipe,  wd.  ft  iron;  pres.,  dom.  25  lbs.,  f.  25  lbs.; 
cons,  day,  25,000  gals.;  coat  $28,000;  cost  mtce., 
$1,500;  wks.  owned  by  city. 

GAINSBORO,   p.    800;   mere,   bldgs.,   wd.,    1    ft 

2  stor.  F.  dept — 2  c.  eng.;  vaL  equip.,  $  1,000 1 
vaL  bldgs.,  $700. 
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WaUr  Supply — Src.,  weUs  ft  creek,  near  boa. 
cent. 

QILL  LAKE,  p.  800;  f.  area,  820  a.;  mere, 
bldgs.,  wd.,  1  ft  2  ator.;  priv.,  wd.,  IH  ator.; 
wd.  rfs.  perm,  in  f.  area.  F.  dept— >1  hoae  reel; 
hoae,  cot.,  rub.  lined,  gd.,  1,600  ft.;  vaL  equip., 
$4,000;   vaL  bldga.,  $1,200. 

Water  Supply---Src.,  wella,  1,200  ft  bua.  cent.| 
ays.,  pump  dir.;  rea.  cap.,  600  bbla. 

GLEN    EWEN,   p.    160;    mera    bldga.,   wd.     P. 
dept. — c.  hand  ex.;  toL 
Watar  Supply — arc.,  wella. 

GUERNSEY,  p.  800;  f.  area,  160  a.  F.  dept — 
12  c.  hand  ex.,  1  hose  cart,  1,000  ft  hose;  tot 
mem.,  18  vol. 

Water    Supply — Src,    wells. 

GULL  LAKE,  p.  1,200;  f.  area.  480  a.    F.  dept 

— 1   gas.   eng.,    1   c.   eng.,   1   ladder  outfit,   2  hose 

reels;   hose,   cot,   rub.    lined,   rd.,    1,700  "ft.;  ruh., 

gd.,   300   ft;   tot  hoae,   8,000  ft;   f.   aL,  bell; 

val.  eauip.,  $10,000;  val.  bldss.,  $i,2Uu;  exp. 
dept,   $1,000;  tot   mem.,   16  vol. 

Watar    Supply— Src.,    welk. 

HANLEY,  p.  889;  f.  area.  20  a.;  mere,  bldga.* 
bk.  ft  wd.,  1  to  8  ator.;  prly.,  wd.,  1  ft  8  ator.; 
wd.  rfs.  perm,  in  f.  area;  fwka.  ft  oomt.  ord.; 
cauaes  of  f.  inr.  F.  dept — 1  comb.  &  ft  h.  wag., 
15  c.  hand  ex.,  1  h.  ft  L  trk.;  hoae,  rub.,  gd.,  800 
ft;  f.  al.,  bell;  vaL  eouip.,  $000;  vaL  bldga., 
$2,600;  tot  mem.,  18  toL 

Watar  Supply— Src,  8  flowing  wells. 

HUMBOLAT.  p.  1,800;  mara  bldga.,  wd.  F. 
dept — 1  h.  ft  L  tik.,  1  gaa.  cng.,  8  hoae  wag.,  1,- 
500  ft  hoae. 

Watar  Supply— Src,  wella. 

INDIAN  HEAO,  p.  1,885;  f.  area,  640  a.;  mere 
bldga.,  bk.  ft  wd.,  1  to  4  ator.;  priT.,  bk.  ft  wd., 
2  to  8  Btor.;  wd.  rfa.  not  perm,  in  f.  area;  fwka.  ft 
combt.  ord.;  causea  of  f.  inv.  F.  dept. — 1  ho«e 
wag.,  2  hfB.;  hoae,  cot,  rub.  lined,  gd.,  8,100  ft; 
f.  al.,  elec.  ft  bell,  8  bx.;  val.  equip.,  $4,600;  val. 
bldga.,  $8,500;  exp.  dept,  $1^00;  tot  mem.  16, 
pd.  part  time  2,  vol.  14. 

Watar  Supply— <8rc,  mr.,  8  m.  bua.  cant;  ija., 
grav.;  atdp.  cap.,  70,000  gala.;  1  pump,  enc., 
cap.  1,600  gala,  min.;  maina,  iron,  6  m.,  4  to  10 
in.  dia.;  46  hyd.;  102  aerv.;  prea.,  dom.  80  Iba., 
f.  125  Iba.;  coat  $118,000;  coat  mtce.,  $1,600; 
wka.  owned  by  city. 

KINDER8LEY,  p.  800;  f.  ana,  640  a.;  mere 
bldga.,  wd.,  8  ator.;  prlv.,  wd.,  2  ator.  P.  dept 
— 1  c  eng.,  6  c  hand  ex.,  1  h.  ft  L  trk.,  1  hoae 
wag.,  2  hand  eng.,  280  ft  hoae;  f.  aL,  beU;  raL 
equip.,  $8,600;  vaL  bldga.,  $600;  exp.  dept, 
$360;   tot    mem.,    40    vol. 

Water  Supply — Src,  wells,  10  yarda  bua.  cent; 
ays.,  pump  dir.;  1  pump.  eng. 

KINISTINO,  p.  800;  f.  area,  160  a.  F.  dept  — 
1   c.   eng.,  hose. 

Water   Supply — ^Src,    wcU. 

LANG,  p.  826.  F.  dept. — 2  c.  eng.;  tot  mem., 
12  vol. 

Watar    Supply— Src,    well. 

LANQHAM,  p.  600;  f.  area,  100  a.;  mere 
bldgs..  wd.,  1  to  8  ator.;  prlv.,  wd.,  1  to  8  ator. 
F.  dept — 80  c  hand  ex.:  hoae  cot,,  rub.  lined, 
gd.,  1.000  ft;  L  aL,  bell;  val  equip.,  $8,600; 
vaL  bldga.,  $8,000;  exp.  dept,  $600;  tot  mem., 

12  VOL  „      ,     V 

Watar  Supply— Sre,  wella,  in  bua.  cent;  aye, 
pump  dir.  ft  grav.;  rea.  cap.,   25,200  gala. 

LANIQAN,  p.  600;  L  area.  1.280  a.;  mere 
bldge,  wd.,  1  ft  8  ator.  F.  dept— 2  c  eng.,  1 
h.  ft  1.  trk.,  2  hoae  reela;  hose,  cot,  rub.  fined, 
gd.,  1,200  ft;  val.  equip.,  $1,600;  exp.  dept, 
$200;  tot  mem.,  82  voL 

Watar  Supply — Src,  well,  in  bua.  cent 

LASHBURN,  p.  850.  F.  dept — 1  c.  eng.,  1 
hand  cng.,  830  ft.  hoae;  tot  mem.,  15  voL 

Watar    Supply — Src,    wells. 

LEMBERG,  p.  "600;  f.  area,  640  a.  F.  dept— 
c  hand  ex.,  1  h.  ft  1.  trk,,  1  hose  wag.,  2  hand 
imraps,  tanks,  ladders,  600  ft.  hose;  f.  al.,  bell; 
vaL  equip.,  $2,800;  val.  bldgs.,  $1,400;  tot  mem., 
19    vol. 

Watar  Supply — Src,  wells. 

LLOYDMINSTER,  p.  1,500;  f.  area,  1,620  e; 
mere  bldga.,  wd.,  1  ft  2  ator.  F.  dept— 8  e 
eng.,  24  e  hand  ex.,  1  h.  ft  L  trk.,  1  hoae  wag.;  f. 


aL,  bell;  vaL  equip.,  $1,800;  vaL  bldga.,  $1,000; 
tot  mem.,  12  voL 

Watar  Supply— Sre,   wella. 

MACKLIN,  p.  885;  mere  bldga.,  wd.  F.  dept 
— 1   gaa.   eng.,    1,000   ft   boac 

Water  Supply — Src,  C.  P.  R.  tk.  ft  wells. 

MAPLE  CREEK,  p.  1,596;  f.  area,  640  a.; 
mere  bldga.,  bk.  ft  atn.,  1  ft  2  ator.;  priv.,  wd., 
8  ator.  F.  dept — 2  c  eng.,  6  c  hand  ex.,  1  h. 
ft  L  trk.,  2  hoae  reela;  hoae,  cot.  nib.  lined,  gd., 
1,600  ft;  f.  aL,  bell;  vaL  equip.,  $8,800;  vaL 
bldfa..  $8,800:  exp.  dept.  $500;  tot  mem.,  80  voL 

Watar  Supply— Sre,  apr.,  7  m.  bua.  cent;  aya., 

rav.;  rea.  cap.,  200,000  ffsla.;  maina,  wd.,  8  m^ 
to  18  in.  dia.:  SO  hyd.;  800  terr,;  ptoe^  iron; 
prea.,  dom.  60  iba.,  f.  110  Iba.;  coat  $75,000; 
coat  mtce,  $1,000;  wka.  owned  by  dtj. 

MELFORT,  p.  800;  f.  area,  880  a.;  mere  bldge, 
bk.,  wd.  ft  cone,  1  to  8  ator.;  priv.,  wd.,  1^  ator. 
F.  dept — 2  c  eng.,  80  c  hand  ex..  1  h.  ft  I  trk., 
f.  aL,  bell;  vaL  equip.,  $1,200;  vaL  bldge,  $825; 
tot  mem.,  20  voL 

Water  Supply — Sre,  wella. 

MELVILLE,  p.  2,000;  f.  area,  840  e;  mere 
bldga.,  wd.,  1  to  8H  ator.;  priv.,  wd.,  2  ator.; 
wd.  rfa.  perm,  in  f.  area;  fwka.  ft  combt  ord. 
F.  dept. — 1  c  eng.,  2  hoae  reela,  1  gaa.  eng.; 
hoae,  cot,  rub.  lined,  gd.,  1,600  ft;  inf.,  200 
ft;  tot.  hose,  1,800  ft;  f.  al.,  bell;  vaL  equip., 
$6,000;  vaL  bldn.,  $2,753;  exp.  dept^  $1,042; 
tot  memM   16  voL 

Watar  Supply — Sre,  8  rea. 

MIDALE,  p.  800.  F.  dept. — 1  c  eng.;  tot.  mem.. 
20    vol. 

No   waterwka. 

MILESTONE,  p.  500;  f.  area,  360  e;  mere 
bldga.,  wd.,  2  ator. ;  priv.,  wd.,  1 H  ator. ;  wd.  rfa. 
not  perm,  in  f.  area.  F.  dept — 1  e  eng.,  15 
c  hand  ex.,  40  ft  rub.  hose;  L  al.,  wh.;  vaL 
equip.,  $800;  vaL  bldga.,  $400;  exp.  dept,  $50; 
tot.   mem.,   15  voL 

MOOSE  JAW,  p.  18,828;  f.  area.  8,200  a.; 
mere  bldge,  bk.,  1  to  8  ator.;  priv..  bk.  ft  wd., 
1  ft  2  ator.;  wd.  rfa.  not  perm,  in  L  area;  fwka. 
ft  combt  ord.;  cauaea  of  I.  inv.  F.  dept — 1  h. 
ft  L  trk.,  1  comb,  c  ft  h.  war.,  6  e  hand  ex.,  1 
c  eng.,  1  hoae  wag.,  2  hoae  reela,  6  hre;  boae,  cot, 
rub.  lined,  gd.,  4,400  ft;  f.  aL,  elec,  27  bx.; 
vaL    equip.,    $16,000;    vaL    bldgs..    $27,000;    exp. 

dept,  $10,000;  tot  mem.  24,  pd.  full  time  12, 
voL    12. 

Watar    Supply — Sre,    Snowdy   spr.;    c»p^    450^ 

000  gala.,  9  m.  hue  cent;  aye,  grav.  ft  pump  dir.; 
ree  cap.,  00,000  gale;  6  pump,  eng.,  cap.  2,650 
gala,  min.;  maina,  iron,  81  m.,  4  to  18  in.  dia.; 
100  hyd.;  800  aerv.;  pree,  dom.  80  Iba..  f.  180  Ibe; 
cone  day,  200,000  gale;  wke  owned  fay  city. 

MOOSOMIN,  p.  1,148;  f.  area.  100  e;  mere. 
bldge.  atn.  ft  bk.,  2  ft  8  ator.;  priv.,  atn.  ft  wd., 
1^  ft  2  ator.;  wd.  rfe  not  perm,  in  f.  area; 
fwke  ft  combt  ord.;  cauaea  of  f.  inv.     F.  dept— > 

1  e  eng.,  85  e  hand  ex.,  8  hoae  reela,  1  b.  ft  L 
trk.:  hoae,  cot,  rub.  lined,  gd.,  1,800  ft;  inf.^ 
100  ft:  tot  hoae,  1.800  ft;  L  aU  bell;  vaL 
equip.,  $1,200;  vaL  bldge,  $400;  exp.  dept,  $60; 
tot  meuL,  20  voL 

Watar  Supply — Src,  well,  in  bue  cent;  sye. 
pump  to  stdp.;  atdp.  cap.,  100,000  gals.;  1  pump, 
eng.;  maina,  iron,  1  m.,  6  to  8  in.  dia.;  15  hyd.; 
pres.,  dom.  60  Ibe,  f.  125  lbs.;  wka.  owzted  by 
town. 

NOKOMI8,  p.  800;  mere  bldge,  wd.;  priv.,  wd. 
F.  dept— 2  e  eng.;  voL 
Water  Supply— ^re,  alongh. 

NO.  BATTLEFORO,  p.  2,105;  L  aiva,  1.876 
e:  mere  bldge,  wd.,  1  to  8  ator.;  priv.  bldg*., 
wd.,  2  ator.;  fwke  ft  combt  ord.;  wd.  rfa.  not 
perm,  in  f.  area;  cauaea  of  f.  inv.  F.  dept — 1  e 
eng.,  8  e  band  ex..  1  h.  ft  L  trk..  1  hoae  wag..  8 
hose  reels,  6  hre;  hoae,  cot,  rub.  lined,  gd..  1.000 
ft;  f.  al..  Oamewell,  17  bx.;  vaL  equip.,  $6,000; 
val.  bldge,  $4,000;  exp.  dept,  $750;  tot  mcau 
25.  pd.  fttU  time  1,  pd.  part  tSmh  8,  voL  81. 

Watar  Supply — Src,  North  Saskatchewan  Riv.. 
IH  iB>  bne  cant;  QV.,  pump  to  atdp.;  atdpw  caD.. 
166,000  imp.  gals.;  dim.,  20  x  80  ft;  mat,  boiler 
plate;  ree  cap.,  350,000  imp.  gale;  8  pump,  eng., 
daaa  trip.,  cap.  day,  850,000  imp.  gala.;  mains,  c 
L  ft  stl.,  7%,  m.,  6  to  12  in.  die:  100  hyd.;  met. 
228;  260  aerv.;  pipe,  galv.  i.;  prae,  dom.  60  Ibe. 
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f.  125  lbs.;  cona.  d«y,  87,000  gals.;  coet,  $165,000; 
wkB.  owned  by  citj'. 

OUTLOOK,  p.  685;  f.  areft,  800  a.;  mera  bldfi.. 
wd..  2  ator.;  wd.  rfs.  perm.  In  f.  area;  cauiet  of 
f.  env.  F.  depL — 2  c.  ens.  with  ladders,  2  hoM 
reela;  hose,  cot.,  rub.  line<^  cd.,  1,000  ft.;  f.  sL, 
telp.  A  bell;  tsL  equip.,  f 8,500;  vaL  bldgi., 
$8,000;  ezp.  dept,  |200;  tot  mem.,  18  toL 

Water  Supply— -Src.,  Saskatchewan  riv.,  4,000 
ft.  bus.  cent.;  sys.,  dir.  pump  to  res.;  res.  cap.. 
30.000  gals.;  8  pump,  eng.,  cap.  daj  840,000 
gals.;  mains,  c.  i.,  1  m.,  1  to  6  In.  dia.;  7  h/d.; 

14  v.;  pipe,  galv.  L;  pres.,  dom.  80  to  50  lbs., 
f.  100  to  125  lbs.;  cost,  $28,000;  wks.  owned  by 
city. 

OXBOW,  p.    830;   f.  area,   400  a.      F.  dept. — 

1  c  eng.;  tot.  mem.,    18  voL 
Water    Supply — Sine.,    well. 

PRINCE  ALBERT,  p.  6,254;  t  area,  1,800  a.; 
mere,  bldgs.,  wd.  k  ok.,  1  Jk  8  stor.;  priv.,  wd. 
k  bk.,  3  stor.;  wd.  rfs.  not  perm.;  no  fwlcs.  k 
combt  ord.  F.  dept. — 1  auto.  pump,  eng.,  1  auto, 
hose  wag.,  6  c.  hand  ex.,  1  h.  As  L  trie,  8  c  eng.,  1 
hose  wag.,  4  hrs.;  hose,  cot,  rub.  lioea,  gd.,  5,000 
ft;  rub.,  gd.,  200  ft;  tot  nose,  6,800  It;  f.  aL, 
elec  19  bx.;  val.  equip.,  $35,000;  vaL  bldgs.,  $80.- 
000;  ezp.  dept,  $87,460;  tot  mem.,  81,  pd.  ftaU 
time  15,  toI.  6. 

Water  Supply-^Src,  riv.,  punp  bj  dup.;  pump 
cap.,  1,000,000  gala.;  auxiliary  pump,  dsss  cen- 
trif.,  cap.  500,000  gaUa.  to  stdp.,  800  ft,  cap. 
160,000  gals.,  80  z  80  in.  dia.;  pres.,  dom.  87 
lbs.,  f.   160  lbs. 

QUILL    LAKE,    p.    800.     F.    dept—- 8    a.   eng.; 

15  VOL 

Watar  Supply — Sre.,  wella. 
RADVILLE,  p.  650;  f.  srea,  480  a.     F.  dept — 
band  eng.;  tot  mem.,  20  yoL 
Water  Supply — Src,   rlT. 

REGINA,  p.  80,818;  f.  area,  8,640  a.;  mere, 
bldgs.,  bk.  k  cone.,  2  to  10  stor.;  priv.,  wd.  k  bk., 

2  to  3  stor.;  wd.  rfs.  not  perm.  In  f.  area;  fwks. 
k  combt  ord.;  causes  of  f.  inv.  F.  dept — 1  str., 
1  c  eng.,  12  c.  hand  ez.,  8  h.  Jk  L  trie,  1  auto, 
a^.  h.  k  1.  trk.,  8  auto.  comb,  c  k  h.  wag.. 
1  auto,  pump  k  hose  wag.,  2  comb.  c.  k  h.  wag.,  2 
hoee  wag.,  11  hrs.;  hose,  cot,  rub.  lined,  gd.,  10,- 

000  ft.;  f.  aL,  Oamewell,  47  bx.;  val.  equip., 
$52,000;  TaL  bldgs.,  $70,000;  exp.  dept,  t56,000; 
tot  mem.  42,  pd.  full  time. 

Water  Supply — Src.,  spr.,  8  m.  bus.  cent;  aya., 
grsT.  k  pump;  res.  cap.,  10,000,000  gals.;  8 
pump,  eng.,  cap.  day  2,000,000  gals.:  mains,  e. 
L.  80  m..  6  to  12  in.  dia.;  169  hyd.;  8,800  serr.; 
pipe,  lead;  pres.,  dom.  85  lbs.,  f.  100  lbs.;  cost, 
$600,000;  cost  mice.,  $10,000;  wks.  owned  by 
city. 

ROALEAU,  p.  1,500;  f.  area,  820  a.;  mere. 
blilgs.,  bk.  k  wd.,  IMi  stor.;  pnv.,  wd.;  wd.  tH. 
perm,   in  f.  area;  fwks.  k  combt  ord.      F.  dept. — 

1  c.  eng.,  12  c.  hand  ex.,  1  h.  ft  L  trk.,  1  hose 
reel,  1  hose  wag.,  1  hand  eng.;  hose,  cot.,  rub. 
lined,  gd.,  1,000  ft;  val.  equip.,  $1,500;  Tal. 
bldffs..  ^500;    tot.   mem.,  14   vol. 

Water  Supply— Src.,  wells,   4  blocks  bus.   cent 

ROSTHERN,  p.  1,200;  f.  area,  800  a.;  mera 
bldgs.,  bk.  k  wd.,  1  to  8  stor.;  priv.,  wd.,  2  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwks.  ord.  F.  dept— 
1  c.  eng.,  25  c.  hand  ex.;  f.  al.,  telp.;  tsL  equip., 
$1,000;  val.  bldgs.,  $2,200;  tot  mem.,  12  voL 

Water  Supply----Sre.,  wella. 

•ROULEAU,  p.  700.     F.  dept— '1  c.  eng.,  2  hose 
reels.   1,150  ft.  ho^e,   2  hrs.:  tot  mem.,  18  voL 
Water    Supply— Src.,     wells;    pump    cap.     day, 

0,840   jfals.;    pres.,    100   lbs. 

SASKATOON,  p.  12,004;  f.  area,  2H  m.;  mere 
bldgs.,  bk.,  1  to  10  stor.;  priv.,  bk.  k  wd.,  1  to 
4  stor.;  wd.  rfs.  perm,  in  f.  area;  fwks.  k  combt. 
ord.;  causes  of  f.  inv.  F.  dept. — 1  auto.  pump, 
eng.,  2  auto.  comb.  c.  k  h.  wag.,  1  auto,  city 
service  trk.,  1  chief's  auto.,  1  str.,  2  comb.  c.  & 
h.  «*ag.,  12  c.  hand  ex.,  1  h.  ft  1.  trie.,  1  aer.  trk., 

1  hose  wag.,  13  hrs.;  hose,  cot,  rub.  lined,  gd., 
8,000  ft;  f.  al.,  telp.  k  non-interfering  bx..  41  hx.\ 
val.  equip.,  $62,000;  val.  bldgs.,  $75,000;  esi  • 
dept,   $50,000;  tot.  mem.  40,  pd.  full  time. 

Water  Supply — Src.  South  Saskatchewan  riv.,  1 
m.  bus.  cent.;  sys.,  pump  to  stdp.;  2  stdp.,  comb, 
cap.    375,000  gals.;   dim.,  20  x  85  ft;   mat,   stl.; 

2  pump,  eng.,  class  comp.  dup.  k  centrif.,  cap. 
tiay  5.500,000  gals.;  mains,  c.  i.,  84.4  m.,  6  to  16 


n.  dia.;  848  hyd.;  1.800  met;  8,165  terr.;  pipt, 
c.  L;  pres.,  dom.  70  lbs.,  f.  ISO  lbs.;  con^.  day,  2,- 
800,000  gals.;  cost  $40,000;  cost  mtce.,  $20,000; 
wks.   owned  by  city. 

SINTALUTA,    p.    600;    f.    area,    640    a.;    mere 

bldgs.,  bk.  k  stn.,  1  k  2  stor.;  pnv.,  ok.  k  stn.,  2 
stor.;  wd.  rfs.  perm,  in  f.  area  F.  d?pt — 1  hand 
eng.;  hose,  cot,  rub.  lined,  gd.,  l,00u  ft;  val. 
cqiii;)..   $500. 

Water  Supply — Src,  wells,  1  block  bus.  cent; 
vs.,  pump  dir.;  res.  cap.,  8,000  gala. 

STOUQHTON,  p.  400;  f.  «rea,  240  a.  F.  dept 
— 1  gas.  eng.,  extension  ladders,  1,000  ft  boss; 
tot  mem.,  25  vol. 

Water  Supply — 9r&,  wells. 

SWIFT  CURRENT,  p.  8,500;  f.  area,  18  blodn; 
mera  bldgs.,  bk.,  stn.  k  wd.,  1  to  8  ator.;  priv., 
bk.,  stn.  a  wd.,  I  k  2  ator.;  wd.  rfs.  not  perm, 
in  f.  area;  no  fwks.  k  combt  ord.;  causes  of  f. 
inv.  F.  dept — 1  c.  ena.,  2  e.  band  ex.,  1  hose 
wag.,  8  hose  reels,  ladders,  8  hrs.;  hose,  cot, 
rub.  lined,  gd.,  1,500  ft;  f.  at,  telp.;  vid.  equip., 
$5,000;  val.  bldgs.,  $5,000;  exp.  dept,  $250;  tot 
mem.,  16  toL;  undrs.  rating,  fourth  dasa. 

Water  Supply — ^Not  reported. 

TUOASKiE,  p.  850;  f.  area,  160  a.  F.  dept — 
1  gas.  eng.,  1^00  ft.  bose;  tot  mem.,  86,  1  pd., 
85  vol. 

Water    Supply    Src.,    wells. 

UNITY,  p.  850.  F.  dent — 1  hose  reel,  1  gas. 
enff.,  8  ladders.  1,000  ft  hose;  tot  mem.,  16  voL 

Water  Supply — ^Src,  well,  in  busL  cent;  ays., 
pump  dir.;  res.  cap.,  80,000  gids.;  1  pump,  eng., 
Gsp.  day  45,000  gals.;  cost,  $5,000;  coat  mtce., 
$350;  wks.  owned  by  town. 

VICEROY,  p.   400;  f.  area,  840  a.     F.  dept — 

1  gas.  ena.,  100  ft  bose;  tot  mem.,  80  voL 
Water   Supply — Src,   wells. 

VONDA,  p.  450;  mere  bldgs.,  wd.,  1  to  8  etor.; 
priv.,  wd.,  1  ft  2  stor.  F.  dept — 1  c  eng.,  1  h. 
reel,  8  ladders,  100  ft  rub.  nose;  tot  mem.,  16 
voL 

Water  Supply— Src,  spr.,   IH   m*  bus.  cent 

WA[>ENA,  p.  600;  f.  area,  8,860  a.     F.  dmt. — 

2  c  eng.,  2  extension  ladders,  tanks,  150  ft  nose; 
tot.  mem.,  20  vol. 

Water  Supply — Src,  wells. 

WATROUS,  p.  1,000;  f.  area,  820  a.:  mere, 
bldgs.,  cone,  ft  wd..  2  stor.:  priv.,  wd.,  8  stor.; 
wd.  rfs.  perm,  in  f.  area;  fwxs.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept. — 1  c  hand  ex.,  1  h.  ft 
1.  trk.,  2  hose  reela;  hose,  rub.,  gd.,  2,000  ft;  f. 
aL,  bell;  vaL  equip.,  $5,148;  val.  bldgs.,  $6,000; 
exp.  dept.,  $25;  tot.  mem.,  20  vol. 

WATSON,  p.  800;  f.  area,  480  a.;  mere  bldgs., 
wd.,  1  to  8  stor.;  priv.,  wd.,  1  ft  8  ator.  F.  dept 
— 1  hose  reel,  1  hand  eng.,  600  ft  rub.  hose;  f. 
al.,  bell;  val.  equip.,  $400;  vaL  bldgs.,  $800;  tot 
mem.,  20  voL 

WAXELLA,  p.  600;  f.  area,  640  a.;  mere  bldgs., 
stn.  ft  bk.,  8  stor.;  priv.,  wd.,  2  stor.;  wd.  rfa 
perm,  in  f.  area.  F.  dept — 1  c  eng.,  20  c  hand 
ex.,  100  ft  rub.  hose;  f.  sL,  bell;  vaL  equip., 
$1,000;  vaL  bldgs.,  $10,000;  tot  mem.,  12  voL_ 

Water  Supply — Src,  wells,  in  bus.  cent 

WEYBURN,  p.  8,500;  f.  area,  1,880  a.;  mere 
bldgs.,  wd.,  1  to  8  stor.;  priv.,  wd.,  2  stor.;  wd. 
rfs.  not  perm,  in  f.  area;  fwks.  ft  combt  ord.; 
causes  of  f.  inv.  F.  dept — 2  c  eng.,  2  hose  reels; 
ho£e,  cot,  rub.  lined,  1,500  ft;  20  voL 

Water  Supply — Src,  wells,  1  m.  bus.  cent; 
sys.,  pump  dir.;  res.  cap.,  160,000  gala.;  2  pump, 
eng.,  class  hor.  dup.,  cap.  day  480,000  gals,  each; 
mains,  c  L,  4  m.,  4  to  8  in.  dia.;  58  hyd.;  105 
sen'.;  pres.,  dom.  60  lbs.,  f.  110  lbs.;  cons,  day, 
40,000  gals.;   cost  $15,000;  wks.  owned  by  ci^. 

WILCOX,  p.   250.     F.  dept — 2   e   eng. 
Water  Supply — Src,   wells. 

WILKIE,  p.  500;  mere  bldgs.,  wd.,  1  ft  2  stor.: 
priv.,  wd.,  1  stor.  F.  dept. — ^1  c.  eng.,  25  c.  hand 
ex.,  1  h.  ft  L  trk.,  1  hrs.;  hose,  cot,  rub.  lined, 
gd.,  1.000  ft;  rub.,  gd..  100  ft;  tot  hose, 
1,100  ft;  val.  equip.,  $2,100;  val.  bldgs.,  $8,000; 
exp.  dept,  $800;  tot  mem.,   18  vol. 

WOLSELEY,  p.  1,200;  f.  area,  1,500  a.:  mere 
bldgs.,  bk.,  IVi  stor.;  priv.,  bk.  ft  wd.,  1%  stor.; 
wd.    rfs.    not   perm,    in    f.    area;    fwks.    ft    combt 


c-460 


FIRE   DEPARTMENTS   AND    WATER    SUPPLY— SASKATCHEWAN. 


ord.  F.  dept — 1  c.  enx.,  1  gas.  eng.,  24  c  hand 
ex.,  1  h.  ft  L  trk.,  2  nose  reels;  hose,  cot,  rub. 
lined,  gd.,  1,500  ft;  f.  al.,  bell;  vaL  equip.,  96o 
000;  exp.  dept,  $60;  tot  mem.  18,  12  vol. 

Water  Supply — Src.,  C.  P.  R.,  1,000  ft  bua. 
cent;  ays.,  pump  dir.;  res.  cap.,   46,000  gals. 

IWYNWARD,  p.  800;  f.  area,  400  a.;  mere, 
bldga.,  wd.,  2  stor.;  priv.,  wd.,  1  &  S  stor.;  wd. 
rfs.  penn.  in  f.  area;  fwks.  As  combt  ord.;  causes 
of  f.  inv.  P.  dept — 2  c.  eng.,  2  hose  reels,  4  hrs.; 
hose,  rub.  lined,  gd.,  300  ft;  f.  al.,  beU;  val. 
equip.,  $2,600;  val.  bldgs.,  $2,000;  exp.  dept, 
$500;  tot  mem.,  18  vol. 

Watar    Supply — Src.,    wells. 

YELLOW  PASS,  p.  600;  mere,  bldgs.,  wd.,  1  k 
2  ator.;  priv..  wd.  F.  dept — 2  c  eng.,  1  hose 
reel,  600  ft  hose,  c.  ex;  vol. 

Water  Supply — Src,  well,  %  m.  bus.  cent;  res. 
cap.,  20,000  mis.;  1  pump,  eng.,  cap.  880  gala, 
min.;  maina,  8  in.  dia.;  12  hyd.;  prea.,  dom.  65 
lbs.,  f.'65   Iba. 

YORKTON,  p.  2,809;  f.  area,  2,700  a.;  mere 
bldgs.,  bk.,  2  to  8  ator.;  priv.,  ok.,  atn.  ft  wd.,  1 
to  8  ator.;  wd.  rfs.  not  perm,  in  f.  area;  fwka.  ft 


combt  ord.;  causes  of  f.  inv.  F.  dept — 1  c.  eng., 
10  c.  hand  ex.,  1  h.  ft  1.  tik.,  4  hose  reels,  2  hi*.: 
hose,  cot,  rub.  lined,  gd.,  2,000  ft;  rub.,  gd., 
1,000  ft;  tot.  hose,  3,000  ft;  f.  al..  telp.  ft  bell; 
vaL  equip.,  $9,000;  val.  bldgs.,  $10,000;  exp.  dept, 
$2,000;  tot  mem.,  20,  pd.  full  time  1,  voL  19. 

Water  Supply — Src,  wella,  H  m.  boa.  cent; 
sys.,  pump,  dir.;  res.  cap.,  60,000  gals.;  2  pumpe; 
mains,  c.  i.,  B%  m.,  4  to  10  in.  dia.;  67  hrd.; 
320  met;  820  serv.;  pipe.  galv.  i.;  prea.,  dom. 
45  Iba.,  f.  05  to  100  lbs.;  cons,  day,  50,000  gala.; 
cost  $90,000;  cost  mtce.,  $2,500;  wka.  owned 
by   city. 

640  a.      F.   dept — 1 


YOUMQ,  p.   200;   f. 
hand  eng.,  laddevs,  hose. 
Water   Supply— Src,   wella. 

ZEALANDIA,  p.  550;  f.  area,  160  a.;  mere 
bldgs.,  wd.,  1  ft  2  stor.  F.  dept — 2  c  eng.,  12 
c.  hand  ex.;  hose,  rub.,  gpd.,  300  ft;  vaL  equip.. 
$1,000;  val.  bldgs.,  $8,000;  exp.  dept,  $1,000; 
tot  mem.  18,  pd.  full  time  1,  vol.  12. 

Water  Supply — Src,  well.  %  m.  bus.  cent;  sys.. 
pump  dir.;  res.  cap.,  126  bols.;  1  pump,  eng.,  o^>. 
day  32,000  gals.;  cost,  $600;  wks.  owned  by  city- 


YUKON  TERRITORY 


DAWSON,  p.  8,000;  f.  area,  600  a.  F.  dept. — 
3  sir.,  1  h.  ft  1.  trk.,  1  comb,  c  ft  h.  trk.,  1  c 
tank  (120  gals.),  80O  ft  c  hose,  7,500  ft  hose, 
2  hn.;  tot  mem.,  S  pd. 


Water  Supply — Src,  riv.;  pump  cap.  day,  S,94S0.- 
000  gals.;  pres.,  7'5  lbs. 

WHITEHORSE,  p.  600;  f.  area.  160  a.     F.  dept 
— 1  f.  pump,  3,000  ft.  hoae;  tot  mem.,  50  n>L 
Water  Supply — Src,  riv. 


ADDENDUM 


NEW  YORK 


SHELTER  ISLAND  <HfEIGHTS,  p.  1.075;  f.  area, 
200  a.  F.  dept — 1  str.,  3  hose  reels,  1  h.  ft  1. 
trk.;  2,000  ft.  cot,  rub.  lined  hose;  exp.  dept., 
$550;  tot  mem.,  50  voL 


Water  Supply— Src,  tank  ft  res.;  sys.,  grav.  ft 
pump  to  tank;  30  hyd.;  150  serv.;  pres.,  dom.  ft 
f.,  45  to  85  lbs.;  cost,  $75,000;  cost  mtce.. 
$7,500;  wks.  owned  by  Shelter  Island  Heights  Fire 
Assn. 
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DARWIN  P.  KINGSLEY.  President 
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Assets  <.^rj!fr  December  ZU  1914  -      $  790*935^95 
Insurance  in  force  Dec.  31, 1914  -    -   2»347»098»388 
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JohnH.Ptn]cy President  College  of  City  of  New  York . .  St.    Nicholas  Terrace  and 

W.  139th  St..  New  York 

Rowland  G.  Hasard Manufacturer  of  Chemicals Peace  Dale.  R.  I. 

A.  Barton  Hepburn Chairman  of  The  Board,  Chase  National 

Bank 83  Cedar  St..  New  York 

Granger  A.  Hollister Vice-President.  Rochester  Railway  and 

Light  Co Rochester.  N.  Y. 

William  R.  Innis The  Studebaker  Corporation South  Bend.  Ind. 

Alba  B.  Johnson President  Baldwin  Locomotive Philadelpia,  Pa. 

Wltlard  V.  King Pres.  Columbia-Knickerbocker  Trust  Co.  60  Broadway,  New  York. . 
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ESTAB118HBD  1M8 


The  Spectator: 

AN  AMERICAN  REVIEW  OF  INSURANCE. 

PUBLISHED  WEEKLY.  SvbacripHon  Price,  $4.00  per  Annum. 


M  mmmL  tJMML\^iAi\JK  is  a  live  and  progressive  insurance  journal,  noted  for  ifli 
pungent  and  fearless  discussion  of  all  matters  pertaining  to  the  vast  subject  of  insurance  in  every 
branch.  In  the  many  years  of  its  existence  it  has  built  up  a  reputation  for  fair  and  honest  treatment 
of  insurance  matters  that  has  made  it  invaluable  to  insurance  men  of  every  class*  whether  they  be 

MANAGERS  OF  COMPANIES  OR  AGENTS  IN  THE  FIELD, 

It  contains  the  latest  and  freshest  insurance  news  from  every  quarter,  bright  and  sparkling  cor- 
respondence from  the  principal  insurance  centers  of  the  country,  comments  on  current  insurance  evenH 
of  the  day,  and  able  discussions  on  the  principles  of  Life,  Fire,  Accident  and  Miscellaneous  Insurance. 

A  most  valuable  feature  of  Thk  Spectatok  is  the  presentation  from  time  to  time  of  carefully  pre- 
pared and  voluminous 

COMPARATIVE  STATISTICAL  EXHIBITS 

of  tiie  business  of  Life,  Fire  and  Miscellaneous  Insurance,  usually  in  a  comparative  form,  showing  the 
business  transactions  and  detailed  experience  of  all  companies  for  a  series  of  years.  These  statistles 
are  compiled  by  experts  having  no  personal  interest  to  serve,  but  are  prepared  solely  for  the  purpose 
of  analyzing  the  subject. 

THE  MOST  EMINENT  WRITERS 

on  Insurance  in  its  various  forms  are  contributors  to  its  columns,  and  the  aim  of  its  proprietors  is  to 
present  the  science  of  the  insurance  systems  in  vogue  without  prejudice  to  any  and  in  fairness  to  all. 
It  is  in  this  spirit  that  Fire,  Life,  Industrial,  Accident  and  Employers'  Liability,  Natuiml  Premium  Life 
and  Miscellaneous  Insurance  Companies,  Associations  and  Societies  are  treated  without  fear  or  favor. 
It  also  gives  the  current  news  from  different  insurance  centers  each  week,  and  each  number  is 

AN  EPITOME  OF  INSURANCE  AFFAIRS 

that  are  of  interest  to  the  profession  at  large.  In  short,  it  is  the  ambition  of  its  proprietors  Uk  moke  Thb 
Spkctatob  an  invaluable  journal  to  every  person  identified  with  the  insurance  interest  in  any  capacity, 
and  its  unprecedented  success  is  evidence  that  their  efforts  are  appreciated. 

Any  business  man  entering  the  insurance  profession  as  manager,  agent  or  broker  should  address 
The  Spectator  Company  for  information  regarding  the  various  treatises  and  other  instructive  publica- 
tions printed  in  the  interest  of  the  particular  branches  of  insurance.  Managers  and  general  agents 
should  see  that  their  sub-agents  are  supplied  with  the  various  publications  issued  by  it  in  behalf  of 
insurance.  The  public  interested  in  insurance  from  a  fire,  life  or  casualty  standpoint  should  secure 
copies  of  the  works  of  reference,  containing  reports  on  insurance  companies,  issued  by  it. 

A  complete  Catalogue  of  insurance  works  will  be  sent  to  members  of  the  insurance  fraternity, 
or  to  any  person,  on  receipt  of  ten  cents  to  cover  postage. 

Attention  is  called  to  the  condensed  Catalogue  of  the  insurance  works  of  The  Spectator  Company 
presented  on  other  pages  of  this  issue. 


The  Spectator  Company 

Chicago  Office :  135  William  Street, 

Insurance  Exchange  NEW  YORK 
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PKAKK  p.  WBBSTBR,  B*q.  WH.  AIXSN  BUTLBR.  Jr.,  Baq.  HENRY  H.  ROOBRS,  Biq. 

lOHN  LOWBLL,  Bh.  OBN.  FRANCIS  V.  ORBBNB      JOHN  B.  TBOIIA&BH- 

C.  MINOT  wei.D.  Siq.  WILUAll  D.  BALDWIN,  Biq.    CHA&  PRANCISAOAI^  bd.  B-g 


charlbs  p.  BDOAR.  bo. 

Summary  at  Sisiomani  December  SI,  1914 

Depoaited     witb     lasurauce    Departments   and 

Trustees $6,853,643.26 

Assets 8,344,957.76 

LUbilitie* 6,045,628.96 

Surplus  to  Policyholders 2,209,333.80 

WORKMEN'S  COMPENSATION,  LIABILITY,  STEAM  BOILER,  ACCIDENT.  HEALTH 

FIDELITY,  SURETY,  BURGLARY,  AND  PLATE  GLASS  INSURANCE 
Tb*  PhMMT  of  LUUlttr  loiurkoce  In  Ibc  world  and  a  iMdcf  l»  ACCIDENT  Iowmmm  tn  AtMrtu 


THE    INSURANCE    YEAR    BOOK. 


Illinois  Life 

INSURANCE  COMPANY 

CHICAGO 


JAMES  W.  STKVKHS,  Praaldant 

Issue*  non-participating  poriclea  only,  and  offers 
exoeptlonal  Induoements  to  reliable  and  energetlo 
men  wlio  are  experienced  in,  or  who  would  like  to 
enter,  the  business  of  iHe  Insurance. 

Greatest  Illinois  Company 


Presbyterian 

Ministers'  Fund 

COMMERCIAL  UNION 

For  Life  Insurance 

ASSURANCE   CO. 

LIMITED,  OF  LONDON. 

INCORPORATBD  1759 

Its  risks  are  confined  to  the 

\     \        X       /g/ 

Protestant  Clergy. 

f'f^k^^^yi^ji^A. 

Its  policy  contracts  are  the 

aWwwi^KPaBBL 

most    liberal    written    by 

BNeJ'^^^Ta^M 

any   company   and    its 

^^^■Milill^^f 

premium   rates   are   the 

v^^qftgA^v^ 

lowest. 

^^-■^^ 

It  has   never  contested  a 

claim  in  its  history. 

Its  HOME  OFFICE  is  tn  the 

M  JOHN  STRHT.  NEW  YORK. 

COMMONWEALTH  BUILDINO 

I3th  and  Cbestnnt  Streets 

PHILADELPHIA,      ...      PBNNA. 
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The  Berkshire  Life  Insurance 


Incorporated  1851 


Company 


of  Pittsfield,  Mass. 


Reasoos  why  It  should  be  Preferred  by  those  Deslriiif  lusoraace 

It  has  the  benefit  of  sixty-four  years'  successful  experience. 
Its  business  is  conducted  on  the  mutual  plan,  thus  enabling  members  to  get 
their  insurance  at  cost. 

It  has  always  paid  large  dividends,  thereby  making  the  cost  of  insurance  low. 

It  maintains  a  reserve  for  the  protection  of  policyholders,  on  the  Massachu- 
setts Standard,  the  highest  basis  required  by  the  laws  of  any  State. 

It  has  a  large  surplus  over  the  legal  reserve  and  all  other  liabilities. 

Its  conditions  as  to  travel  and  residence  are  very  liberal. 

Its  policies  are  protected  by  the  non-forfeiture  laws  of  the  Commonwealth 
of  Massachusetts,  whkh  secure  greater  beneits  to  members  than  those  of  any 
other  State. 

It  has  always  maintained  a  high  reputation  for  just  and  liberal  treatment 
of  its  members  by  promptly  adjusting  and  settling  all  policy  claims,  a  proof  of 
which  is  the  fact  that  no  judgment  has  ever  been  rendered  against  it. 


W.  D.  WYMAN,  President 
ROBBRT  a  DAVENPORT.  Secratwy 


ALVA  C  WASHBURNE,  Acteaty 
JOSEPH  E.  PURCHES. 


Afl^nto  In  all  th«  Principal  CHIcn  and  Towns 


THR  ^mW  SBCOIVD  BDITIOM 


THE    ADJUSTER'S    MANUAL 

By  C  M.  1-lA.RBAUafft  iVU  D. 

Expert  Examiner  and  Adjuster 

Entirely  Rewritten,  Illustrated  and  Greatly  Enlarged. 

This  new  edition  retains  all  the  valuable  features  of  this  well-known 
book.  Each  page  has  been  slightly  enlarged  and  over  one  hundred  pages 
of  new  matter  added.  Each  article  on  diseases  contains  an  additional 
paragraph  under  a  new  heading  and  forty-four  entirely  new  articles  on 
accidents  and  diseases  have  been  added. 

In  addition  to  these  new  articles,  this  new  second  edition  contains  tables 
of  the  bones  of  the  body,  the  muscles  and  their  functions,  and  a  glossary 
of  medical  terms — ^seventeen  hundred  medical  words  commonly  used 
the  accident  and  health  insurance  business  being  explained.  It  contains 
a  new  index,  so  complete  that  anything  can  be  found  in  the  book  without 
trouble. 

The  new  second  edition  of  The  Adjuster's  Manual  will  prove  extremely 
valuable  to  all  claim  adjusters  and  is  indispensable  in  any  office  settling 
accident  and  health  claims. 

Price,  in  Flexible  Leather  Binding,  $2.50 

A  liberal  discount  will  be  allowed  on  orders  of  one  hundred  or  more 
copies. 

THB    8PBGTA.TOR     GOMPANV 


CHICAQO  OFFICE: 
Insurance  Exchange 


IW  Wlliia 
NEW 


aoA  Str 
TWK 
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INCORPORATED  1832 


The  Virginia  Fire  &  Marine 

Insurance  Company 


OF    RICHMOND,    VA. 


January  1,  1915 

Capital 

Premium  Reserve 

Reserve  for  Losses 

Dividend  Declared  December  31,  1914.. . 

State  and  City  Taxes  Accrued 

Reserve  for  Reinsurance,  etc 

Net  Surplus 


$2S0,000.00 

720,560.95 

89,756.51 

15,000.00 

12,500.00 

4,303.99 

668,198.07 


Assets $1,761,019.52 

Surplus  to  Policyholders 918,198.07 

WM.  H.  PAUiBR,  Prwidttit         B.  B.  ADDISON,  Vice-Prea.        W.  H.  McCARTHY,  Secretary 


New — unique—forceful — interesting 

PLAIN  REASONS 

Why  One  Should  Engage  in  the 
Business  of  Life  Underwriting 

By  CHARLES  WARRBN  PICKELL 

Author  qf 

*'5mm  plain  hints  to  Lift  Insurance  Sciicitors'* 

OFFICIAL  or  field  worker,  veteran  or  recruit,  ad- 
vocate or  critic  wiU  find  this  book  replete  with 
suggeadoos  well  suited  to  instruct  and  encourage 
The  author  baa  written  it  in  a  conversational  style, 
abounding  in  laconic  phrases,  pointed  proverbs,  and 
common  sense  paragraphs, — keeping  close  to  his  text 
from  start  to  finish. 

PLAIN  REASONS  makes  a  handsome  appearing 
b€nk  of  over  100  pages,  handsomely  printed  on  good 
quality  of  paper  and  bound  in  a  form  adapted  to 
pocket  use. 

Price,  flazible  leather  binding,  91.00;  bound  In  card 
board,  75  cents. 


THE  SPECTATOR  COMPANY 


CHICAGO  OFPICB: 
Inniranc*  Exchang* 


US  William  StrMt, 
NEW  YORK 


Reserve  Loan 
Life  Ins.  Go. 

9th  Floor 

Odd  Fellow  Bldg. 

Indianapolis,  Ind. 

Good  Territory 
for  Agents 
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1825 


THE 


1915 


PENNSYLVANIA 

FIRE 

INSURANCE  COMPANY 


INCORPORATBD  182S 


CHARTER  PERPETUAL 

Office,  SOS-sTo  Walnut  St. 


-  9750,000.00 
ASSETS,  -  -  f  7,921,879.00 
SURPI.US,    -    92,769,742.00 


DIRECTORS 

Chaa.  H.  Barry  John  L.  Thomson 

R.  Dale  Benson  W.  Oordner  CroiveU 

J.  TatnaU  Lea  Edward  T.  Stotesbury 

Richaid  M.  Cadwalader  Edwin  N.  Benson.  Jr. 

Henry  I.  Brown 
CHAS.  H.  BARRY.  President 
JOHN  L.  THOMSON.  Vice-President  &  Treasurer 
W.  GAINER  CROWELL.  Vicc-Pres.  &  Secretary 

HAMPTON  L.  WARNER.  Assistant  Secretary 
wM.  J.  DAWSON.  SecreUry  Agency  Department 


Western  Accident  and 
Indenuiity  Company 

HELENA,  MONTANA 


H.  D.  COOK,  PretMMit 


C.  P.  JONES.  fcwUiy 


A  Ccmpanjr  thai  "Doma  Things  Ttighl 

"WESTERN  PROTECTION 
BONDS  AND  POLICIES" 

Th9  Meal  Lihmrat  on  thm  MarKft 

FIDELITY, 

SURETY, 

BURGLARY, 

PLATE  GLASS  and 

ACCIDENT   and    HEALTH 


We  pay  eommlsslons  that  enabi*  th«  Agant  to 
llv«.  TiM  tarrltory  Is  th*  bMt.  Wo  wont  good 
mon  and  only  good  mon.  Wrlto  uo  If  you  oan 
produoe. 


Mth  ANNUAL  STATEMENT 


Incorporated  1868 


WM.  C.  LAWRENCE.  Pftsident 
P.  W.  ROEBLINO.  Vice-President 
O.J.  PRIOR,  Secretary 
P.  W.  WRIGHT.  AsBt.  Sec'y  and  Treas. 
W.^M.  CROZBR.  AasL  Sec'y  and  Gcn*l  Aft. 

The 

STANDARD 
Fire  Insurance  Co. 

OF  NEW  JERSEY 

TRENTON 


Cash  Capital,  $200,000.00 


Statement  January  1st,  1915 

Total  Aaocco tl,M».ff0.2l 

Re-Ioauranco  Reocrve $34M87.I8 

Other  LiabiUtleo 48,839.11 

Capitol  Stock 


Total  UabiUtieo  (including  Capital  Stock)    •«S^2»39 

NetSnrplai 4tf.7i3.i2 

$LI»9.498J] 

Losses  Paid  since  organization. 


The  Home  Life  Insurance 
Company  of  America 

Incorporated  1899 

EXECUnVB  OFFICES 
Indspendence  Square,  Philadelplday  Pa. 


The  Company  for  Llvo  Wire  Inoufoiico  Soli 

Uborol  and  Attracdvo  Polldoo 
CoQtalnins  Goataotoed  Boons  and  DIaabillty 

Clause 

Men  of  Intearity  and  Ability,  who  can  Produce 
can  secure  Liberal  Contracts 


COMPANY  ProareasWo    Prompt  in  Pajment  of 
Claims — ^Successful 

New  Bnstooss  Issued  in  1914,  SIMMM  •• 

BASIL  S.  WALSH,  President 
JOS.  L.  DURKIN.  Secretary 

EDWARD  P.  MADDEN,  TTessurer 
J.  G.  BfAGINNIS;  Field  Mansger 
GEORGE  A.  HUGGIN5,  Actuary 
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NATIONAL^^ 

Hre  Insurance  Company 

OP  HARTFORD,  CONN. 

STATEMENT,  JANUARY  1,  1915 

Capital  Stock $2,000,000.00 

Reserve  for  Reinsurance 8,909,007.78 

Reserve  for  Outstanding  Losses  ...        -  875,193.85 

Reserve  for  Taxes  and  Other  Expenses  -        .        -  275,000.00 

AU  Other  Liabilities 84,348.59 

Contingent  Reserve  Fund 300,000.00 

Net  Surplus 3,606,175.22 

$16,049,725.44 
SURPLUS  TO  POLICYHOLDERS    -        -        -  $5,906,175.22 

H.  A.  SMITH  President  C.  S.  LANGDON,  Assistant  Secretary 

G.  H.  TRYON,  Secretary  E.  E.  PIKE,  Assistant  Secretary 

F.  D.  LAYTON.  Assistant  Secretary  C.  B.  ROULET,  General  Agent 

S.  T.  MAXWELL,  Assistant  Secretary  F.  B.  SEYMOUR,  Treasurer 


ISSUES  GUARANTEED  CONTRACTS 


J0HNP>UNN.J4.D 

PREStDEKT] 

PPbQiCS  OOHMTTM 

CLARENCE  H.  KELSEY 
WIUIAM  H.  PORTER 


EDWARD  TOWNSEND 


I 


Good  men,  whether  experienced  in  life 
insunuice  or  not,  nuff  make  direct  con- 
tracts with  this  company,  for.a  Hailed  ter^ 
dtory  if  desired,and  secure  fbrtheflis^lves. 
In  addidon  <o  ftrst  year's  comnission,  a 
renewal. iQterest  insuring  an  income  for 
the  future  Address  the  Cdmpaay  at  its 
Home  Office,  No.  277  Broadway,  N.  Y.  | 


THE    INSURANCE    VEAK    BOOK. 


Our  Success  Makes 
YourSuccessEasy 

BEFORE  entering  into  a 
contract  for  your  services 
yoQ  owe  it  to  yourself  to 
consider  carefully  all  the  facts 
regarding  the  Company.    The 
number  of  years  in  business — 
the  progress  made — the  policy 
provisions — the    price   charg- 
ed— the  service  and  security 
offered — the  character  of  the 
1    management — the  satisfaction 
of  Its  policyholders  and  agents. 
These  things  mean  much  more 
Home  OIBu   to  you  than  rate  of  commis- 
BnOdlnc        sion  schedules. 
Our  record  is  an  open  book.    Investigate 
or  yourself.     Address 

Ci&e  fBnion  Central 
life  3^n)iurance  Co. 

CINCINNATI,  OHIO 

JESSE  R.  CLARK PrMident 

ALLAN  WATERS     .     .     SupL  of  kgean 


THE 

GIRARD 

Fire  and  Marine 

Insurance     Company 

N.  E.  Corner 

Chestnut  and  Seventh  Streets 

PHILADELPHIA 


Capital 
A»*ts 


$500,000.00 
2,496,060.00 


Surplus  to  Pelley 

hDld*ps        -      867,166.00 


British  America 
Assurance  Co. 

INCORPORATED  A.  D.  ISS 

(Fire  uid  loland  Karlu  iBsiruee) 


HEAD  OFFICE 

TORONTO,  CANADA 


W.  R.  BROCK.  President 
W.  B.  MT=:nfT.R,  Vice-Prea.  and  Gen'l  MMWger 


ssets  In  nnlted  States  .   $l,843,DS(i.l4 
Uabllitlts  m  Unltod  SUtts    1,180,151.44 

Kflt  Surplus  ....     )m.4S170 


COAdPANY 

HOME  OFFICE 

N.  E.  Corner  Charles  and  Saratota  Street* 

BALTIMORE,  HD. 

STATEMENT,  DE^UHBER  31.     IVN 

Cash  Assets »2,895,861 .72 

Net  Present  Value  of  Policies 

and  all  other  LiabiliUes 2,502,933.03 

Additional  Reserves 392,928.70 


ORDINARY  LIFE  INSURANCE 

INDUSTKIAL  UPE  INSURANCE 
ON  APPROVED  PLANS 


P.  5.  STROBRIDGS,  Prcsdnt 
R.  B.  BROMWSLI..  Vice-P«ident 
W.  O.  MkCILL.  Secntmrr 

OSCAR  WOLFF,  Trouunr  ud 
EDWARD  PLUMMER.M.D..  Medical  D 
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Gamewell  Fire]Alarm 
Telegraph  Company 


A  partial  list  of  contracts  for  the 
United  States  Government: — 

West  Point,  Fort  Leavenworth. 
Arsenals:  Rock  Island,  Watervliet 
and  Philadelphia. 
Eight  Navy  Yards. 
Panama  Canal  Zone — ^5  Systems. 
Manila  and  Honolulu. 
Philaddphia  Mint. 

Washington: 

White  House,  Printing  Oflice,  Geo- 
logical Survey,  Dept.  of  Agriculture, 
National  Museum,  Smithsonian  In- 
stitute. 


NEW  YORK  OFFICE  t 

Suite  5708 

Grand  Central  Terminal 

The  Pacific 
Mutual  Life 
Insurance  Co. 

OF  CALIFORNIA 


1914 

Cash  Income  -  $9,506,116.05 
Assets  -  -  -  32,604,612.25 
New  Business  -  22,805,828.00 
Business  in  Force  154,525,447.00 
Capitaland Surplus  3,989,845.57 


ORGANIZED  1868 


MILLERS  NATIONAL 
INSURANCE  CO. 

cncAGO.  ninois 

Snrpiis  to  Pollcylioldera.  $1,213,987 

For  iaformatioB  regarding  agencies,  address 

E.  K.  SCHULTZp  427  Walnut  St.,  PhiUdel- 
phia.  Pa.,  State  Agent,  Eastern  Penn- 
sylvania, New  Jersey  and  New  York. 

LOGUE  BROS.  &  CO.,  PitUburg,  Pa.,  for 
Western  Pennsylvania. 

E.  J.  JOHNSON,  141  Milk  St.,  Boston, 
Mass.,  State  Agent  for  Massachusetts. 

GEO.  P.  JOHNSON,  Special  Agent,  Ohio, 
Michigan  and  Indiana.  Ins.  Exchange, 
Chicago,  111. 

HERBERT  BUXTON,  Manager  New  York 
suburban  field  and  Connecticut,  92 
WiUiam  St.,  N.  Y. 

Other  territory,  address  HOME  OFFICE 

INSURANCE  EXCHANGE 

175  W.  Jackson  Boulevard 

CHICAGO,  ILL. 

THE  GERMAN  FIRE 

INSURANCE  COMPANY 
of  the  Qty  of  Pittsburgh,  Pa. 

OROANIZBD  MARCH  a7,  18tt 

Capital $300,000 

Assets  January  1, 1915,     -        -  1,127,464.00 
Surplus  to  Policyholders  -        ->    470,955.00 

OFFICERS 

A.B.SUCCOP President 

JOHN  A.  BCKBRT    .    .  Vice-President 
A.  H.  BCKBRT,  Secretary  and  Treasurer 

Losses  paid  since  organisation,  |6,MS,SSiJH 


Liife  Insurance 


GEO.  L  COCHRAN,  -  -  President 
GAIL  B.  JOHNSON,  Vice-President 
C  L  D.  MOORE,     -     -     Secretary 


By  THOMAS  J.  HENDERSON 

Th4  Life  Insurance  J  gent  who  wishes  to  improve  him- 
self m  the  art  of  salesmanship  should  read  this  book 
carefully. 

The  General  Agent  who  aims  to  possess  an  efficient 
coriM  of  salesmen  should  see  that  his  men  are  sup- 
plied with  this  book. 

The  Company  Manager  who  aims  for  perfection  in  his 
agency  force  will  find  this  work  a  valuable  adjunct. 

Price,  bound  in  cloth,  $1 .00.     Liberal  discount  on 
orders  in  quantities.    Address  all  ordtfs  to 

THE  SPECTATOR  COMPANY 


Chicaco  Olfic«i 
nstt  rattccEsehans* 


135  WUlUm  St. 
NEW  YORK 
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METROPOLITAN 

LIFE    INSURANCE   COMPANY 


(INCORPORATED-  BY  STATE  OF  NEW  YORK.) 


•4 


ft 


The  CMvay  OF  Ihe  Petple,  IT  Ihe  Pe^ie.  FOI  Ihe  Petpie 

SIGNIFICANT  FACTS 

This  'Ccmpmny'B  PoUcy-daimt  paid  in  1914  aTeraged  in  number  one  for  every  46  leconds  of  each 
buaincaa  day  of  8  hours  each,  and,  in  amount.  $232.07  a  minute  the  year  throush. 

THE  DAILY  AVERAGE  OP  THE  COMPANY'S  BUSINESS  DURING  1914: 

634  PER  DAY  IN  NUMBER  OF  CLAIMS  PAID. 
8.040  PER  DAY  IN  NUMBER  OP  POUCIES  ISSUED  AND  REVIVED. 
81.700.738  PER  DAY  IN  NEW  INSURANCE  ISSUED,  REVIVED  AND  INCREASED. 
8808.784.00  PER  DAY  IN  PAYMENTS  TO  POLICYHOLDERS  AND  ADDITION  TO  RESERVE. 

8161.830.87  PER  DAY  IN  INCREASE  OF  ASSETS. 

PROOF  OF  PUBLIC  CONFIDENCE 

This  Company  has  more  premium -paying  business  in  force  in  the  United 
States  than  any  other  Company,  and  in  the  last  20  years  has  had  more  New 
Insurances  accepted  and  issued  in  America  than  any  other  Company. 

The  number  of  Policies  in  force  ia  greater  than  that  of  any  other  Company  in  America,  freater 
tiian  all  the  Regular  Life  Insurance  Companies  combined  (less  one),  and  can  only  be  appreciated 
by  comparison.  It  is  a  number  considerably  in  excess  of  the  Combined  Population  of  the 
twenty-one  laiscat  dtics  of  the  United  States. 


Paid  Policyholders  since  Organization,  plus  Amount  now 

invested  for  their  Security  - 

Number  of  Policies  in  Force       ...... 

Amount  of  Outstanding  Insurance    •       .       .       .       . 


8941.468.416.08 

14.843.108.00 

83.991.114.060.00 


In  its  Industrial  Department  policies  are  issued  on  all  the  insurable  members  of  the  family 
for  weekly  premiums. 

Pull  particialars  regarding  the  plans  of  the  Metropolitan  may  be  obtained  at  its  Home  Oflke 
or  of  its  Agents  in  all  the  Principal  Cities  of  the  United  SUtes  and  Canada. 


ORDINARY  DEPARTMENT 

INSURANCE    IN    FORCE.    Sl«183,0ae»880 

The  Company  issues  policies  for  from  81.000  to  8160.000  on  IndiTidual  lives.   preminaM 
payable  quarteriy.  semi-annually  or  annually. 
All  x>olioles  are  partidpattng. 

rmMMtauM  amm  Lowaa  tban  arb  ownuto  bt  amt  atawm.  gomfamt 
In  the  Intermediate  Branch  policies  are  adapted  to  the  working  classes.  Bach  policy  is  for 
8800  and  the  rate  lower  than  that  offered  by  the  Savings  Bank  System  of  Massachusetts.  Two 
of  the  Metropolitan's  Intermediate  forms  standardized  by  the  New  York  and  Maasachnaetts 
Departments  provide  for  attractive  combinations  of  insurance  and  annuities  at  the  lofwcst  rate* 
offered  i|nywbere. 


HOME  OFFICE 


1  MADISON  AVENUE 


NEW  YORK  CITY 
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Life  losorance  Company  of  Virginia 

(Incorponitad  m  ■  Stock  Companr  in  1S71  by  the  St«t«  of  Virsiola) 
l-lom*  Offlc*        ....       R,Iohmond,  Va. 


AQCiO-i 

/T904-$  i.esi.os 

/I906-S  2.09e365 

A&\^-  #3.eoi.5io , 
Premium,  i n c o m e  ii 

Tbe  OLDEST  Sontbern  Life  Insurance  Companj 
The  URfiEST  Sonthern  Life  Insurance  Ccmpanj 
Tbe  STR0N6EST  Ssntfaern  Life  Insurance  Compan; 

J.  0.  WALKER,  Pres.  W.  L.  T.  ROOERSON,  Vlc»-Pns. 

E.  D.  HARRIS,  Comptroller  A.  S.  HURT,  Vice-Pres. 

A.  C.  McKENNEV,  Sec'y  B.  H.  WALKER,  Aiat.  Sec'y 

FOR  THE  YEAR  ENOINQ  DECEMBER  31,  1914 

Total  Admitted  Assets $11,138,324.57 

Total  Liabilities 9,410,670.62 

Capiul  Stock «00,000.00 

Surplus 1.227 ,653.95 

Surplus  of  Assets  over  Liabilities 1,727,653. fiS 

STATEMENT  OF  OPERATIONS  DURINO  1914 

Premium  Income »3,601,610.40 

Increase  in  Premium  Income 252,954.74 

GroM  Income 4,171,696.87 

Increase  in  GroM  Income 329,626.53 

Increase  in  Assets 1,392,050.70 

Insurance  in  Force 199,256,046.00 

Increase  in  Insurance  in  Force :     -      4,587,954.00 

ToUl  Number  of  Policies  in  Force  .  .  .  •  651,234 
Increase  in  Number  of  Poiiciei  in  Force  -  ■  -  13,261 
Death  Claims,  etc.  Paid  to  Policyholders 1,285,796.87 


Total  Payments  to  Policyholders  unce  Omaaicatton       ...    15,423,933.43 
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Senice  to  Policyholders 

Its  Watchu)ord  and 
Its  Record 


jWow  in  its  sixty-sixth  year, 

A    policyholders*  company.     No  stockholders. 

Total    insurance    in    force,     more    than 
$199,000,000. 

Its  policies   the   perfection   of  life  insurance 


service. 


/^perating  in   and    supervised    by   thirty-six 
^^   states. 

jW^et  cost  of  insurance  low. 

A  ctuarial  methods   soimd,  conservative  and 
^^  scientific. 

List  of  assets   and  full  information  sent  on 
request. 


Assets   -     .    .     .    $61,509,789.66 
Liabilities  -    -    -      58,348,431.36 

Surplus      ...    $  3,161,358.30 


National  Life  Insurance  Co. 

MONTPELIER,  VERMONT 
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THE  PUBLICATIONS  OF 

CHARLES  &  EDWIN   LAYTON 

Thb  Spbctator  Company  are  the  sole  agents  in  the  United  States  for  the  old-estab- 
lished and  well-known  house  of  CHARLES  iSC  EDWIN  LAYTON,  London,  Bng^land,  whose 
publications  on  Fire,  Life  and  Miscellaneous  Insurance,  Annuities,  Friendly  and  Building 
Societies,  etc.,  are  among  the  most  valuable  and  standard  treatises  on  the  subjects. 

TEXT  BOOKS  AND  OTHER  PUBLICATIONS  OP  THB  INSTITUTE  OP  ACTUARIES  IN  LONDON,  (partlcu- 
Ian  on  applicstioii). 

nORTALITY  EXPERIENCE  OP  BRITISH  UPE  INSURANCE  COHPANIBS  1863-1803.    In  8  volnmes  at 
collected  and  amnged   by  the  Institute  of  Actuaries  and  Faculty  of  Actaarles  in  Scotland.    Price,  8 
▼ols.,  184.60. 

BRITISH  OPPICBS  UPE  TABLES,  i893.  Select  and  aggregate  tables  on  two  joint  lives  of  equal  age, 
deduced  from  the  graduated  experience  of  participating  and  non-participating  assurances  on  male 
lives.    By  H.  H.  Austin,  P.I.A.,  and  P.  P.  Symmons,  P.I.A.    Price  tl7.00. 

PREOUBNCY  CURVES  AND  CORRELATION,  By  W.  Palzn  Bldbrton.  This  work  is  an  Elementary  Text- 
book giving  an  account  of  modem  statistical  methods,  and  particularly  of  those  methods  associated 
with  the  name  of  Professor  Karl  Pearson.  F.R.S.  Published  for  the  Institute  of  Actuaries.  172  pp.. 
doth.    Price  $8.00. 

THE  THEORY  OP  THB  CONSTRUCTION  OP  TABLES  OP  MORTAUTY.  and  of  Similar  StatisUcal  Tables 
in  use  by  the  Actuary.  A  course  of  Lectures  by  Gboxob  Francis  Haxdy,  F.I  A.,  delivered  at  the  Iilkti- 
tnte  of  Actuaries,  Staple  Inn  Hall,  during  the  Session,  1904-6.     141  pp.,  cloth.     Price  88.00. 

STOCK  EXCHANQE  INVESTMENTS  IN  THEORY  AND  PRACTICE,  with  chapters  on  the  Constitution 
and  Operations  of  the  Bank  of  England  and  the  National  and  Local  Debts  of  the  United  BUngdom.  A 
course  of  Lectures  by  Josbph  Burn.  FJ A.,  delivered  during  the  Session  1908-9.    822  pp.    Price  84.00. 

THE  EVOLUTION  OP  GERMAN  BANKING.  By  Lbopold  Josbph,  Manager  Swiss  Bankverein.  London; 

being  lectures  delivered  at  the  London  School  of  Economics.    Cloth.    Price.  82.00. 
THE  THEORY  OP  PINANCE :    being  a  short  Treatise  on  the  Doctrine  ot  Interest  and  Annuities-Certain. 

ByGBORGB  KiNO.P.LA.    Third  Edition.    Price  $8.00. 

ELEMENTS  OP  PINITE  DIPPBRENCBS.    An  elementary  treatise  on  the  calculus  of  Finite  DUTereacca, 
with  questions  and  answen  derigned  to  meet  requirements  of  Actuarial  Students.   By  J.  Burn,  F.LA. 
and  B.  H.  Burn,  F.I.A.    Second  Edition.     Price,  84.00. 

A  TREATISE  ON  INSURANCE  COMPANIES'  ACCOUNTS,  showing  in  particuUr  how  the  Annual 
Revenue  Account  and  Balance  Sheet  of  a  company  should  be  drawn  up  so  as  to  be  in  strict  con- 
formity with  the  Schedules  of  the  Assurance  Companies  Act,  1900.  Being  a  Second  Bditioo  of 
A  Treatise  on  Life  Assurance  Accounts  originally  written  by  T.  B.  Spraoue,  M.A.,  LL.D.,  Ac. 
Revised  by  A.  D.  Spraoub,  D.Sc,  M.A.,  Ac.    Price  $^.60. 

ON  THB  BOOK-KBBPINQ  OP  A  UPE  OPPICE.  By  Jambs  John  M'Lauchlan,  P.P.A.    Price  $1.25. 

PRlNaPLES  OP  BOOKKEEPING  POR  INSURANCE  STUDENTS,  By  Robbrt  Murrib.  F.F.A.    Price  81.00. 

JOURNAL  OP  THB  CHARTERED  INSURANCE  INSTITUTE.  Issued  annually.  (Subscribers'  names 
received.) 

TRANSACTIONS  OP  THE  PACULTY  OP  ACTUARIES  IN  SCOTLAND.    (Subscribers'  names  received.) 

TRANSACTIONS  OP  THE  INSURANCE  AND  ACTUARIAL  SOaBTY  OP  QLASOOW.  (Subscribers 
names  received.) 

TRANSACTIONS  OP  THE  INSURANCE  SOCIBTY  OP  BDINBURQH.    (Subscribers'  names  received.) 

TWO  TABLES  OP  LOGARITHMS  TO  NATURAL  NUMBERS,  and  Natural  Numbers  to  Logarithms,  for 
all  Numbers  from  1  to  99,980,  and  all  Logarithms  from  .00001  to  .90999;  arranged  so  that  the  Logarithm 
or  Number  required  is  at  once  obtained  correctly  to  Five  Places  of  Decimals,  by  means  of  a  Marginal 
Index,  and  without  Reference  to  Tables  of  Differences  in  any  Case.     Royal  8vo,  with  Index  complete 
Half-roan.    New  Edition.    By  E.  Ersxinb  Scott.    Price  $16.00.    Also  student's  Bdition,  82^00. 

AN  ACCOUNT  OP  AN  INVBSTKIATION  OP  THE  SICKNESS  AND  MORTALITY  EXPERIENCE  OP  THE 

1. 0. 0.  p.     Manchbstbr  Untfy  Fribndlt  Socxbtt,  (1898>lfi07)  with  tables,  by  Alprbd  W.  Watson 
P.LA.,P.S.8.    480  pp.    Price  88.00. 

FRIENDLY  SOCIETIES'  PINANCE  CONSIDERED  IN  ITS  ACTUARIAL  ASPECT.  By  A.  W.  Watson, 
being  a  course  of  Lectures  delivered  before  the  Institute  of  Actuaries.     132  pp.    Cloth.     Price.  82.60 . 

INSURANCE  OUIDB  AND  HAND  BOOK  to  the  Principles  and  Prmctice  of  AMurance.  A  hand-book  of  the 
best  authoriUes  on  the  science.  Fifth  edition.  Vol.  1— Life,  price  |8.d0.  Vol.  9~Plre.  Accident  and 
Miscellaneous,  price  $2.60.  The  two  volumes  together,  86.00.  Supplement  History  of  Life 
Assurance  to  1918,  price  8L76,  or  the  complete  work  8^1.00. 

PIRB  INSURANCE  HAND  BOOK,  in  which  aU  the  various  kinds  of  Firb  RxSKg  with  the  British  Tariff  Rates 
are  arranged  Alphabetically:  being  a  complete  and  valuable  Book  of  Reference  on  all  the  principal  points 
connected  with  Fire  Insurance  Practice.    By  W.  S.  Colbs  and  H.  S.  Bbll.    332  pp.,  dotn.    Price  86.00. 

PI  RE  INSURANCE  CONTRACTS.  By  Brnbst  Brookb,  F.  C.  I.  I.  A  lay  Guide  to  the  study  of  Legal 
Text  Books.    178  pp.    Cloth.    Price.  83.00. 

INSURANCE  AGAINST  LOSS  OP  PROFITS  BY  PIRE,  (CONSEQUENTIAL  LOSS).  By  Atnx.  B. 
Wkicht.  a  Treatise  upon  the  Principles  of  Insurance  against  Loss  of  Profits  through  the  interruption  of 
business  by  Fire,  etc.,  with  a  special  reference  to  Loss  Settlements.  Specimens  of  the  Policy  Conditions 
adopted  by  the  Principal  Offices  are  appended.    Price  76  cents. 

OUTLINES  OP  BURGLARY  INSURANCE,  By  F.  D.  McMillan.  A  Handbook  for  Students  and  Insurance 
Officials.     164  pp.  cloth.     Price  82.00. 

As  Sole  Agents  for  the  United  States,  the  undersigned  will  send  any  of  these  works, 
post-paid,  to  any  address  on  receipt  of  price.  A  complete  list  of  C.  &  B.  LAITTON'S  pub- 
lications will  be  forwarded  on  receipt  of  ten  cents. 

THE  SPE(rrATOR  CO.,  J  35  William  Street,  New  York,  N.  Y. 
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AssecHranz  Compass 

INTERNATIONAL   WORK    ON    INSURANCE 

Foaadtd  IM3  and  PBHUMd  by 

OUSTAV  J.  WISCHNIOWSKY 

CONTROLLER  OP  THE  AUSTRIAN-HUNQARIAN  BANK 


In  Two  Volumes 


First  Volume 


General  information  and  useful  hints,  proceedings  and  standing  oi  msurance  com- 
panies, extracts  of  policy-conditions,  partakings  of  the  insured,  tedinical  foundations^ 
table  of  mortality,  courses  and  dividends  of  limited  companies  for  ten  years  back. 
The  complete  accounts  and  results  of  all  German  insurance  companies  of  the  last  two 
years.    Statistical  tables  of  life  insuxance  business  in  Germany,  tables  of  mortality,  etc 

Second  Volume 

Proceedings  and  standing  of  insurance  companies,  extracts  of  policy-conditions, 
partakings  of  the  insured,  technical  foundation,  table  of  mortality.  Courses  and 
dividends  of  limited  companies  for  ten  years  back.  The  complete  accounts  and 
results  of  all  the  operating  insurance  companies  in  Austria-Hungary  of  the  last  two 
years.  Statistical  tables  of  the  whole  life  insurance  business  in  Austria-Hungaiy, 
table  of  mortality,  comparative  tables  of  premiums,  etc.,  etc. 

Statements  of  insurance  companies  of  Belgium,  Bulgaria,  Denmark,  England, 
Finland,  France,  HoUand,  Italy,  Norway,  PortuRal,  Roumania,  Russia,  Switzerland, 
Sweden,  Spain,  India,  Japan,  Java,  South  Africa,  United  States  of  America, 
Brazil,  British  Guiana,  Chile,  Argentine,  Paraguay,  Peru  and  Australia. 

The  Largest  Insurance  Work  Published  on  the  Continent 

Price,  elegantly  bound  in  red  and  gold,  $5.00 


FioanzieUe  and  Assecoranz  Revoe 

is  published  on   the  5th  and   20th  of  every  month,  and  is  undoubtedly  the  best 
edited  Austrian  insurance  joumaL 

Annual  Subscription,  $5.00 


Redaction    and  Administration:     Vienna    VIII.    Piaristengasse  36. 

ii*^^^^^^l^^li^^■^^l^^^^— — — — .M^^— — ^^i» 
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WESTERN 

Assnraiee  coapaii 

INCORPORATED  A.  D.  1861 

(rire,  Inian4  fUmt  an4  Tornate) 


HMd  •«•• 
TORONTO,  CANADA 


W.  R.  BROCK.  PKflident 
W.  B.  MEIKLE.  Vice-Ptes.  and  Gen*l  Manager 


Assets  in  United  States  .  $2,048,973.35 
Liabilities  in  United  States  1,467,625.60 

Snrplns $1,076,847.75 

i  AQMelM  In  alt  tht  Principal  OMtt  an<l  Townf 
thraiialMat  Canada  and  tht  UnHad  Statot 


oflifm  York 
SUPERIOR  POLICIES 
KIMBALL  C.  ATWOOD,  Pmaldant, 
80    Mald«n  Lan*.    N«w  York 


OXGANIZKD  1850 

SEMI-ANNUAL  STATEMENT 
July  1,  1915 

Tbe  Georgia  Home  iDsnraoce  Go. 

OP  COLUMBUS,  OBOROIA 

Cash  CapiUI $300,000.00 

AcMta 679,41 1 .33 

Net  Surplus 133,494.93 

SURPLUS  TO  POLICYHOLDERS . .  333,494.93 

OFFICERS 

Rhodes  Browns,  President 

Dana  Blackmar.  Vice-President 
Wm.  C.  Coart.  Secretary 

H.  L.  MacEwen,  Treasurer 

ASSETS 

Cash  in  Banks  and  Office $0,014. 12 

AgenU'  Balances 60,002.86 

Bonds  and  Stocks 470,235.00 

Real  Estate  (unencumbered) 60,000 .00 

Loans  Secured  by  First  Mortgages,  etc.  70,833.00 
Due  from  Re-Insurance  Cos.  for  Losses 

Paid 3,105.36 

Accrued  Interest 2,006.41 

Cotton 2,825.48 

Total  AsseU $670,411.22 

LIABILITIES 

Capital  Stock $200,000.00 

Re-insurance  Reserve 268,700 .30 

Unadjusted  Losses 40,483.68 

Reserve  for  Taxes  and  Expenses 6,000.00 

Due  for  Re-insurance 1.723. 22 

Bills  Payable 40,000.00 

Total  LiabiUtiea $556,016.20 

Net  Surplus 122,404.03 

$670,411.22 


r 

Promptness 

in  the   payment  of  claims 
is   a  leading  feature  of  the 

Continental 
Beneficial 
Association 

which   provides  many  very 
attractive  benefits  based  on 

Permanency 


Stock  Exchange   Building 

Philadelphia,  Pennsylvania 
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THE  SPECTATOR  COMPANY 

PUBLISHERS  AND   IMPOSTERS  OF 

INSURANCE  WORKS 


PUBLISHERS  OF  THE  FOLLOWING  IMPORTANT  LIFE  PUBLICATIONS: 

A  B  C  OF  LIFE  INSURANCE.— Fourth  edition.     Price,  $1.00. 

ACCOUNTANCY. — By  Francis   W.   Pixley..  An  entirely  new  work  dealing  with  accountancy    from  a 

theoretical  and  practical  point  of  view.    The  latest  exposition  of  the  science.     Price.  $2.00. 
ACCOUNTANCY  OF   INVESTMENT,  THE.— By  the  late   Charles  E.  Sprague,  A.M.,   Ph. D.,    C.P-A. 
Revised  by  Leroy  L.  Perrine,  Ph.B.^  C.P.A.    Third  edition,  1914.    A  thorough  and  excellent  work, 
treating  in  detail,  of  interest,  annuities,  bond  valuations  at  varying  rates,  amortixation,  logarithms  in 
interest  calculations,  and  tables  of  compound  interest,  present  worth,  annuities,  sinking  funds,  twelve- 
page  logarithms,  etc.,  for  accountants,  bankers,  brokers,  and  all  others  interested  in  the  intelligent 
handling  of  funds.     Half  leather.     Price  $6.00. 
AGENTS*  WALLET^  OR  POCKET  BOOK.— No.  1  (outside  measurement).  9%  x  4H  inches.  50  cents; 
No.  2,  10  X  4 H  inches,  «0  cents;  No.  8,  11  x  6  inches,  76  cents.     Special  size,  10^  x  5  inches,  with 
two  pockets,  $1.00.    (See  also  Leather  Policyholder.) 
ANNUAL  AND  DEFERRED  DIVIDENDS.— Dividends  paid  to  policyholders  for  thirty  years  by  Ufc 
insurance  companies  on  ordinary  life,  twenty-payment  life  and  twenty*year  endowment  plans,   per 
$1000  at  ages  25,  80,  85,  40,  46,  50,  65  and  60  at  date  of  issue.     Bound  in  flexible  leather  cover. 
Price,  $1.60. 
ART  OF  CANVASSING,  THE.— HOW  TO  SELL  LIFE  INSURANCE.— By  the  late  WxUiam  MiDer. 

(Eighth  edition,  brought  up  to  date,  bound  in  red,  flexible  leather.)    Price  $1.50. 
ASSESSMENT  LIFE  INSURANCE.— A  companion  book  to  Elements  of  Life  Insurance.     Price,  boand 

in  cloth,  $1.50. 
BUSINESS  OF  INSURANCE.  THE.— By  Howard  P.  Dunham  of  the  -«tna  Life,  covering  the  field  of 
practical  insurance,  life,  fire,  casualty,  surety  and  miscellaneous,  in  three  volumes,  containing  over 
1600  pages,  written  by  eightv  experts.     It  is  a  text-book  of  the  profession.    Price,  per  set,  bound  in 
library  buckram,  $10;  bound  in  half  morocco,  $12.50. 
BUSINESS  OF  LIFE  INSURANCE    THE.— A  clear  and  simple  explanation   of  the  Principles   and 

Practices  of  Life  Insurance.     By  M.  M.  Dawson.     Price,  $1.50. 
CHARTERS  OF  AMERICAN  LIFE  INSURANCE  COMPANIES  (with  Supplement,  revised  to  March 
1,  1911). — Showing  the  charters  and  amendments  thereto  of  sixty-two  prominent  legal  reserve  com- 
panies.    Price,  bound  in  sheep,  $6.00. 
COMPENDIUM  OF  OFFICIAL  LIFE  INSURANCE  REPORTS.— Price,  bound  in  leather,  $2.00. 
COMPLETE  EXTENDED  BOND  TABLES.— By  the  late  Charles  E.  Sprague.     For  obtaining  accurate 
results  on   the   Amortization   Basis,  giving  values  to   the  nearest  cent  on   $1,000,000,    whereas  all 
previous  tables  have  been  accurate  to  $100  only.    Rates  of  Income  to  One-Hundredth  of  One  Per 
Cent.     Price,  bound  in  flexible  leather,  $6.00. 
COMPLETE  FAMILY   RECORD,  THE.— A  publication  of  96  pages,  ^ving  space  for  a  complete  and 
permanent   record  of  all  the  members  of  one's  family,  showing  birthplaces,  dates  and  other  vital 
statistics  of  parents,  grandparents,  brothers  and  sisters.     Price,  $1.00. 
COST  OF  INSURANCE.— By  N.  J.  Frev.    Showing  Cost  of  Insurance  During  Various  Years,  on  basis 

of  American  Experience  Table,  at  85^  oer  cent,  modified  preliminary  term.     Price,  $10. 
CONSTRUCrriON  OF  MORTALITY  ANI)   SICKNESS  TABLES,  "niE.— By  Elderton  and   Fippard. 
An  elementary  book,  describing  how  mortality  and  similar  tables  are  formed  and  which  will  serve 
as  a  text-book  on  the  subject  for  young  actuarial  students.     Price,  delivered,  85  cents. 
DIVIDENDS  IN  LIFE  INSURANCE  FROM  DATE  OF  ORGANIZATION.— Price,  25  cents. 
EFFICIENCY. — By  Forbes  Lindsay.    An  instructive  work,  giving  practical  lessons  in  life  insurance  sales- 
manship; useful  for  agents  of  experience  or  new  men  entering  the  field.     Prices,  per  copy,  in  stiff 
paper,  75  cents;  in  flexible  leather,  $1.00. 
ELEMENTS  OF  LIFE  INSURANCE  (Revised  Edition).— Price,  $2.00.     This  publication,  with  its  com. 

panion  work.  Assessment  Life  Insurance,  can  be  purchased  for  $8.00  when  ordered  together.         

HANDY  GUIDA  TO  PREMIUM  RATES,  APPLICATIONS  AND  POUCIES  OF  AMERICAN  LIFE 

COMPANIES. — In  flexible  leather  cover.     Price,   $2.50.     Three  supplements  are   issued,   in  Joly. 

October  and  January.     Price  to  Handy  Guide  subscribers,  76  cents  for  the  three.     Handy  Guide  and 

supplement,  $8.26. 

HANDY  HELPER. — Life  agents'  record  book  for  interviews  and  appointments.    Price,  $1,00. 

HEALTH  AND  LIFE  INSURANCE  TABLES,  based  on  the  sickness  and  mortality  experience  of  tbe 

I.  O.  O.  F.  Manchester  Unity.— By  the  late  Chas.  T.  Harvey,  F.  I.  A.     Price,  $6.00. 
INDUSTRIAL  INSURANCE  IN  THE  UNITED  STATES.— By  Henderson.     Price,  $2.20. 
INDUSTRIAL  LIFE  INSURANCE.— Its  history,  statistics  and  plans;  also  hints  to  industrial  agents^ 

Prices,  per  copy,  cloth.  $1.60;  leather,  $2.00. 
INDUSTRIAL  MORTALITY  TABLES.— The  Standard  and  Sub-Standard  Indnstrial  Mortality  Tables, 
being  the  fefi^l  minimum  standards  fixed  by  die  New  York  Insurance  Department  for  the  valnatioa 
of  policies.    Price,  $1.00. 
INHERITANCE  TAX  CALCULATIONS.— By  S.  H.  Wolfe,  Consulting  Actuary.    A  valuable  work  for 
the  use  of  Lawyers,   State  and  Court  Officers  charged  with  the  calculation  of  inheritanoe  taxes. 
Price.  $4.60. 
INSURANCE.— By  T.  E.  Young.     Second  Edition.     A  practkal  expoution  for  the  student  and  bnaincfls 

man.     Price,  $2.50. 
INSURANCE  AND  THE  STATE.— By  W.  F.  Gephart,  Ph.D.    An  impartial  work  on  the  various  classes 
of  insurance  as  practiced  by  private  companies  and  the  effect  on  the  business  if  transacted  by  the 
State.     Price,  $1.25. 
INSURANCE  LAW  OF  NEW  YORK,  THE.— By  Amasa  J.  Parker,  Jr.    The  complete  law  of  New  York; 
Chapter  88  of  1909,  with  all  amendments  to  date.    Also  the  complete  Consolidated  Laws  relating  to 
the  General  Corporation  Law,  and  Stock  Corporation  Law.    Price,  bound  in  art  canvas,  $3.00. 
INSURANCE  LAW  RELATING  TO  ALL  RISKS  OTHER  THAN  MARINE.— By  E.  T.  MacGillivray. 
A  comprehensive  volume    of  1142  pages,  citing  all  English^  Scottish  and  Irish  cases  naving  any  real 
bearing  on  the  subject,  and  also  a  very  large  selection  of  (Canadian  and  other  Colonial  and  American 
cases.     Prices,  bound  in  buckram,  $12.00;  bound  in  calf.  $12.50. 
INSURANCE  OFFICE  ORGANIZATION,  MANAGEMENT  AND  ACCOUNTS.— By  T.  E.  Yoimc. 

Price,  $1.60. 
INSURANCE   SCIENCE  AND  ECONOMICS.— By  Frederick  L.   Hoffman.     ThU  work  is  a,  practical 
discussion  of  present  day  problems  of  insurance  administration,  methods  and  results;  for  insarance 
ofiicials,  managers,  agents  and  others  interested  in  the  broader  aspects  of  insurance  as  a  hnsiness  in 
its  relation  to  publk:  welfare  and  the  state.    Price,  $8.00. 
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INSURANCE  YEAR  BOOK,  THE.— Issued  July  of  each  year.    Price  of  each  volume:    Life,  Casualty 

and  Miscellaneous  Insurance,  $6.00;  Fire  and  Marine  Insurance,  $0.00;  both  volumes  when  ordered 

together,  $10.00. 
INTEREST  AND  BOND  VALUES.— Bv  M.  A.  MacKenzie.    An  elementary  statement  of  the  principles 

underlying  calculations  of  compound  interest.     An  explanation  of  tables  of  compound  interest  and 

bond  values,  with  examples  and  problems.    Price,  cloth  binding,  $2.00. 
INTRODUCTION  TO  THE  HISTORY  OF  LIFE  INSURANCE,  AN.— By  A.  Fingland  Jack.     Deals 

with  the  guild  system  in  the  First  Part,  while  Part  II.  discusses  other  influences,  such  as  usury, 

rents  or  annuities,  gambling  insurance,  the  science  of  life  contingencies,  friendly  societies  and  the 

coming  of  the  great  companies.     Price,  $2.60. 
INVESTMENTS  OF  UFE  INSURANCE  COMPANIES,  THE.— By  the  late  Prof.  L.  W.  Zartman. 

Embraces  tables  showing  the  earning  power  of  each  class  of  assets,  interests  rates,  etc    Price,  $1.40l 
LEATHER  POUCYHOLDER  OR  WALLET,  THE.- A  Pocket  Book  for  the  convenience  of  life  in- 

surance  men  and  their  customers,  for  keeping  policies  and  policy  records.    The  policies  are  contained 

in  separate  manila  printed  envelopes  attached  to  and  enclosed  in  the  wallet,  also  adapted  to  the  use 

of  fire  and  casualty  customers.     Size,  11^  x  6%.     Prices,  per  wallet,  $1.26;  12  wallets,  $13.60;  25 

wallets,  $27.00;  60  wallets,  $58.00;  100  wallets.  $100. 
LETTERS  OF  "AMICUS."— Written  by  a  "Hayyille"  agent.    Replete  with  good  advice  to  agents,  philo> 

sophical,  critical  or  imaginative,  but  always  witty  and  pleasing.     Price,  $1.00. 
LIFE   AGENTS'  APPLICATION  AND  POLICY  REGISTER,  THE.— A  newly  devised  blank  book 

prepared  for  the  purpose  of  keeping  a  compact  and  complete  record  of  the  course  of  each  application, 

ana  of  the  history  ot  each  policy  issued  thereon  for  twenty  vears.     Handsomely  bound  in  black  cloth. 

with  red  leather  back  and  corners.     Price,  $7.60.     (See  also  Vest  Pocket  Agents*  Application  and 

Policy  Register.) 
LIFE  AGENTS'  PRIMER,  THE.— By  William  Alexander.    A  simple  explanation  of  the  general  truths, 

fundamental  principles  and  the  practices  of  life  insurance  companies.     Price,  bound  in  cloth,  $1.00. 
LIFE  ASSURANCE  PRIMER. — By  Henry  Moir.     Third  edition.     A  work  of  reference  on  the  theory 

and  practice  of  life  insurance,  useful  to  companies  and  agents.    A  text-book  dealing  with  the  practice 

and  mathematics  of  life  insurance,  for  use  in  advanced  schools,  colleges  and  universities.    Price.  $2.00. 
LIFE  INSURANCE  AGENTS*  VISITS.— A  publication  prepared  with  a  view  to  enabling  solicitors  to 

keep  a  daily  record  of  visits  to  prospective  applicants.    Prices,  per  copy,  10  cents;  12  copies,  $1.00; 

25  copies,  $1.60;  100  copies,  $4.00. 
LIFE  INSURANCE  AND  GENERAL  PRACTICE.— By  E.  M.  Brockbank.     Dealing  with  the  details  of 

medical  examinations  for  life  insurance  in  the  first  twelve  chapters,  the  remaining  twenty 'four  chapters 

treating  of  impaired  lives.    Price,  $2.60. 
LIFE  INSURANCE  AND  HOW  TO  WRITE  IT.— By  J.  M.  Langstaff.    Second  edition,  1016.    A  work 

full  of  practical  suggestions  for  the  daily  guidance  of  the  solicitor.     Prices,  per  copy,  cardboard  bind- 
ing. $1.00;  flexible  leather  binding,  $1.50. 
LIFE  INSURANCE  EXAMINATIONS.— By  Brandreth  Symonds,  A.M.,  M.D.     A  recent  medical  work. 

Prke,  $1.00. 
LIFE  INSURANCE  EXAMINER,  THE.— By  the  late  Charies  F.  Stillman,  M.D.     Price,  $8.00. 
LIFE  INSURANCE  HISTORY,   1848-1910.— Presenting  the  essential  details  of  the  annual  statements 

of  all  existing  life  insurance  companies  from  date  of  organization  to  December  81,  1910.    A  work  of 

necessity  in  the  office  of  every  life  insurance  company  and  general  agent,  completing  the  historical 

record  of  companies  in  The  Insurance  Year  Book.    Price,  $6.00. 
LIFE  INSURANCE  LAW  CHART. — Contains  in  tabular  form  a  summarv  of   State  laws  regarding 

statutory  requirenfients  of  life  insurance  companies  for  permission  to  do  business  in  each  State. 

Issued  annually.     Price,  $8.00. 
LIFE    INSURANCE    POLICYHOLDERS'    POCKET    INDEX.— Showing   the    statistics   of   the    level 

premium  companies.    Prices,  manila,  26  cents;  in  flexible  leather  pocket  book,  60  cents. 
LIFE  INSURANCE  PREMIUM,  THE.— A  pamphlet  showing  the  uses  made  of  money  paid  by  a  policy- 
holder.    Prices,  per  copy,  25  cents;   12  copies,  $2.00;   50   copies,   $6.00;    100  copies,   $12.00;  500 

copies,  $46.00. 
LIFE  INSURANCE  SALESMANSHIP.— By  Thomas  J.  Henderson.    A  work  of  great  value,  instructive 

in  the  art  of  selling  life  insurance.    Price,  bound  in  cloth,  $1.00. 
LIFE  INSURANCE  SAYINGS.— By  the  late  James  T.  Phelps,     Price,  76  centt. 
LIFE  POLICY  REGISTER  AND  PREMIUM  RECORD.— Prices,  $6.00,  $8.00  and  $15.00. 
LIST  OF  AMERICAN  OLD  LINE  LIFE  INSURANCE  COMPANIES.— A  full  list  of  American  Life 

Insurance  Companies  licensed  to  transact  business,  giving  location,  capital,  names  of  officers.    Kept 

up  to  date.     Price,  25  cents. 
MEDICO-ACTUARIAL  MORTALITY  INVESTIGATION.— Report  of  Joint  Committee,  Actuarial  So- 

ciety  of  America  and  Association  of  Life  Insuranre  Medical  Directors. 

Volume  I  gives  statistics  of  height  and  weight  of  insured  persons.     Price,  $2.50. 

Volume  II  shows  influence  of  build  on  mortality  among  men  and  women,  causes  of  death  among 
men  and  women.     Price,  $10.00. 

Volume  III  shows  the  mortalitv  exoerience  of  forty-three  companies  in  ninety-seven  occupations, 
with  the  principal  causes  of  death.     Price,  $10.00. 

Volume  IV  contains  statistics  on  the  influence  on  mortality  on  defects  in  physical  condition,  in 
personal  history  and  in  family  history.  Results  are  given  for  130  classes  and  groups.  Price, 
$10.00 

Volume  V  contains  the  results  of  the  investigation  into  the  mortalitv  of  insured   lives    (a)    with 
family   history  of   tuberculosis;    (b)    with    personal   history   of   malaria;    (c)    resident   in   seven 
Southern  States;   (d)   under  Joint  Life  Policies.     Price,  $10.00. 
MONTHLY  INCOME  POLICY,  THE.— By  W.  T.  Nash.     Gives  instructions  and  hints  to  agents  and 

aphorisms  relating  to  this  valuable  form  of  insurance.    Prices,  per  copy,  heavy  paper  binding,  80  cents; 

Cloth  binding,  60  cents. 

MULTIPLYING  YOUR  INCOME.  OR  HOW  TO  SELL  LIFE  INSURANCE.— B7  W.  T.  Nash.  A 
new  work  givins  hints  on  life  insurance  salesmanship.  Price,  heavy  paper  binding,  75  cents;  cloth 
binding,  $1.00;  flexible  leather  binding,  $1.26. 

NOTES  ON  LIFE  INSURANCE.— By  Edward  B.  Fackler.  A  modem  work  presenting  the  generii 
principles  underlying  life  insurance,  and  thus  indicating  to  some  extent  their  practical  application  in 
the  business.  An  up-to-date  work  fully  applicable  to  tne  much-changed  insurance  conditions  of  the 
present  day.    Price,  $3.00. 

OBJECTIONS  AND  ANSWERS.- A  publication  designed  to  aid  life  agenU  in  the  prosecution  of  their 

work.     Price,  60  cents. 
OFFICIAL  REPORT  OF  THE  PROCEEDINGS  OF  THE  NEW  YORK  LIFE  INSURANCE  INVES- 

tigation   (1905-6).— Published  by  the  Official  State  Printer.     (Write  for  prices.) 
OLD  AGE  DEPENDENCY  IN  THE  UNITED   STATES.— By  Lee  W.   Squier.     An  exhaustive  work 

dealing  with  Dependent  Superannuation.     Causes  of  Old  Age  Dependency,  Effotu   for  Relief  and 

Plans  for  Prevention.     Price,  $1.60. 
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PLAIN  REASONS— WHY  ONE  SHOULD  ENGAGE  IN  THE  BUSINESS  OF  LIFE  UNDERWRIT- 
inff. — By  Charles  Warren  Pickell.  A  new  and  useful  book  to  awaken  interest  in  life  insarance 
soliciting  among  new  agents  and  those  considering  taking  up  the  business.  Prices,  per  copy,  card- 
board, 76  cents:  flexible  leather,  $1.00. 

PLAIN  HINTS  TO  LIFE  INSURANCE  SOLICITORS.— The  life  insurance  solicitor,  whether  young 
in  the  business  or  old  in  service,  will  profit  by  these  fifty-two  hints.    Price,  25  cents. 

POCKET  REGISTER  of  Life  Associations;  Statistics  of  Stipulated  Premium.  Assessment  and  Fraternal 
Life  Insurance.— Prices,  manila,  26  cents:  in  flexible  leather  pocket  book,  60  cents. 

POLICY  CLAUSES,  CONDITIONS  AND  STATE  LAWS  of  American  and  Canadian  Life  Insursncc 
Companies;  showing  Preliminary  Term,  Disability  and  Dividend  Clauses,  Policy  Conditions  Analyxed, 
Anti-Discrimination  or  Anti-Rebate  Laws,  Non-Forfeiture  Laws.  Price,  flexible  leadier  coyer,  with 
flaps,  $1.00. 

PRACTICAL  ADVICE  ABOUT  LIFE  ASSURANCE.— By  William  Schooling.  A  work  of  advice  regard- 
ing life  insurance,  which  makes  an  appeal  to  the  general  public.    Price,  $1.25. 

PRACTICAL  HINTS  TO  LIFE  AGENTS^Pricc.  25  cents. 

PRACTICAL  LESSONS  IN  ACTUARIAL  SCIENCE.— A  treatise  showing  the  methods  of  ascertainins 
rates,  values,  etc.,  for  life  insurance  policiet,  embracing  several  hundred  pages  of  Mortality  Tables 
and  other  statistical  data  not  obtainable  in  any  other  publication.  Revised  edition  in  two  yolumcSb 
Vol.  I.,  850  pages  of  text,  and  Vol.  II.,  SIO  pages  of  tables.  Per  volume,  $4.00;  two  vohxxnes 
ordered  together,  $7.00. 

PRACTICAL  LIFE  INSURANCE  EXAMINATIONS.— By  Murray  Elliott  Ramsay.  M.D.  A  work  of 
interest  to  medical  examiners  of  insurance  companies  and  doctors  taking  up  this  branch  of  work. 
Price,  bound  in  cloth.  $1.60. 

PRINaPLES  AND  PRACTICE  OF  LIFE  INSURANCE.— A  Scientific  Treatise  on  Life  Insurance, 
with  valuable  tables  for  reference.  A  complete  arithmetical  explanation  of  the  computations  inyolvcd 
in  the  science  of  life  contingencies,  contains  iyi,  4,  8f^  and  8  per  cent  American  and  Combined  Ex* 
perience  Mortality  Tables.  Eighth  edition,  191S,  revised,  enlarged  and  improved;  containing  valuaMe 
new  tables.    Price.  $10.00. 

PRINCIPLES  OF  INSURANCE.- By  W.  F.  Gephart.  An  instructive  work  dealing  primarily  with  life 
insurance,  but  also  contains  chapters  on  accident,  health  and  liability  insurance.  Price,  delivered, 
$1.75. 

PROMINENT  PATRONS  OF  LIFE  INSURANCE  (1916  Edition.)— Prices,  per  copy,  cloth,  $1-00; 
leather,  $1.25. 

PSYCHOLOGY  OF  A  SALE.  THE.— By  Forbes  Lindsay.  This  publication  is  a  companion  work  to 
"EfBciency^"  and  treats  of  the  mental  processes  involved  in  a  sale,  handled  in  a  practical  manner 
with  a  strict  avoidance  of  fanciful  theory.  Prices,  per  copy,  in  stiff  paper,  75  cents;  in  flexible 
leather,  $1.00. 

RECORD  OF  LIFE  INSURANCE  POLICIES.— A  handy  memorandum  book  of  82  pa^es  and  cover, 
designed  to  enable  insured  persons  to  record  and  show  the  annual  cost  of  the  policies  they  carry. 
Prices,  per  copy,  25  cents,  100  copies,  $12.00. 

RICHARDS  ON  INSURANCE  LAW  in  all  its  branches,  especially  Fire,  Ufe,  Accident;  Marine.  TiUe, 
Fidelity,  Credit  and  Employers'  Liability.  With  an  appendix  of  statutes  affecting  the  insurance 
contract  and  a  collection  of  forms.     Third  edition,  revisco. — By  George  Richards.     Price,  $6.75. 

ROMANCE  OF  LIFE  INSURANCE,  THE.— By  W.  J.  Graham,  F.AS.  A  history  of  modem  life  in- 
surance, giving  hints  concerning  the  advantages  and  benefits  of  life  insurance  to  the  general  pablic; 
also  instructions  to  apnts.    Price.  $1.50. 

SELECTIONS  OF  RISKS  BY  THE  LIFE  SOLICITOR.— By  C.  H.  Harbaugh,  M.D.  Giving  important 
instructions  to  agents  for  the  proper  selection  of  insurable  risks.    Price,  25  cents. 

SPECTATOR,  THE.— An  American  Review  of  Insurance;  Published  Weekly.     Price,  $4.00  per  annum. 

SPECTATOR'S  SUMMARY  OF  THE  TESTIMONY  GIVEN  BEFORE  THE  NEW  YORK  LEGI3- 
lative  Life  Insurance  Investigating  Committee  (1905-6),  The. — ^Price.  $1.00. 

STUDENTS'  GUIDE  TO  LIFE  ASSURANCE,  IN  THEORY  AND  PRACTICE,  to  which  are  added 
chapters  on  Fire  and  other  branches  of  insurance. — By  A.  W.  Tarn,  F  I.  A.  The  main  purpose  of 
this  work  is  to  supply  a  guide  to  the  study  of  the  elementary  principles  of  insurance,  and  partictdarly 
life  insurance.     Price,  $1.50. 

SUCCESSFUL  AGENT,  THE;  Practical  HinU  for  the  Seller  of  Life  Insurance.— By  Wniiam  Alexander. 
Secretary  of  the  Equitable  Life  Assurance  Society  of  the  U.  S.  The  principles  of  insurance  ex- 
plained so  simply  that  any  layman  can  readily  understand.    Prices,  cloth,  $2.00;  flexible  leather.  $2.50. 

SYSTEM  AND  ACCOUNTING  FOR  A  LIFE  INSURANCE  COMPANY,  A.— By  J.  Charles  Scitx. 
A  practical  guide  on  bookkeeping  and  accounting,  general,  actuarial,  agency,  medical  and  policy 
departments,  offered  for  the  assistance  of  Directors,  Ofiicers  and  Employees  of  Life  Insurance  Com- 
panies, State  Insurance  Officials,  Public  Accountants.  Universities  and  CoUe^^es.  It  nves  a  mass 
of  details  in  concise  form  by  means  of  ruled  forms,  descriptions  and  explanations,  and  is  a  consult- 
ing expert  always  at  hand.     Price,  bound  in  three-quarter. red  morocco,  $25.00. 

SYSTEM  AND  TABLES  OF  LIFE  INSURANCE.— A  treatise  developed  from  the  experience  and  ncords 
of  thirty  American  life  offices,  under  the  direction  of  a  committee  of  actuaries.  By  the  late  Levi  W. 
Meech,  actuary  in  charge.  Revised  edition.  Price,  $10.00.  Mr.  Meech  is  the  author  of  a  valu- 
able series  of  calculation  tables  for  multiplication  and  division.     Price,  $10.00. 

TALKS  WITH  LIFE  INSURANCE  AGENTS.— Prfces,  per  copy,  cloth,  $1.50;  leather,  $2.00. 

TEMPORARY  ANNUITIES  AND  PRELIMINARY  TERM  POLICY  VALUES.— American  Experience 
Four  Per  Cent    By  F.  A.  Williams.    Price,  $7.50. 

THOUSAND  AND  ONE  HINTS  TO  INDUSTRIAL  AGENTS  OF  HEALTH  AND  ACCIDENT 
Insurance  Companies.  A. — By  W.  Meador,  Jr.  A  terse  book  designed  to  instruct  and  encourage 
agents  in  their  daily  work.    Price.  50  cents. 

THOUSAND  AND  ONE  HINTS  TO  AGENTS  OF  INDUSTRIAL  LIFE  INSURANCE  COMPANIEiJ. 
A. — By  W.  Meador,  Jr.  Full  of  instructive  information  of  value  in  building  up  a  debit.  Price, 
50  cents. 

TOTAL  DISABILITY  BENEFITS  IN  LIFE  INSURANCE.— By  the  late  Lucius  McAdam.  Based  on 
Mead's  Adjusted  American -Maccabees  Experience  Tables  and  8^  per  cent  interest  Entirely  new 
and  of  immediate  pertinent  value  to  actuaries,  managers  and  Insurance  Department  oflkialai 
Price,  $20.00. 

UNIVERSAL  LIFE  INSURANCE  FIELD  BOOK,  THE.— For  agents*  use.  Prices:  No.  1.  $12.00; 
No.  2.  $10.00;  No.  8,  $3.00. 

UNIVERSAL  LIFE  INSURANCE  FIELD  CARD.— A  useful  card  for  canvassing  (in  connection  with 
the  Field  Book).    Prices:  250  for  60  cents;  500  for  $1.15;  1000  for  $2.00. 

VEST  POCKET  AGENTS'  APPLICATION  AND  POLICY  REGISTER.— A  most  convenient  means  of 
keeping  always  at  hand  a  record  of  each  application  for  life  insurance  received  by  a  solicitor,  together 
with  a  summary  of  the  outcome  of  each  application  and  the  main  facts  relating  to  each  policy  issued. 
Price.  75  cents. 

VEST  POCKET  LIFE  AGENTS*  BRIEF.— A  synopsis  of  premium  rates,  policy  provisions  and  net  cost 
of  insurance.    Price,  bound  in  flexible  leather,  $1.00. 
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VITAL  STATISTICS  EXPLAINED. — By  Joseph  Burn.  Some  practical  suggestions,  showing  the 
importance  to  the  well-being  and  progress  ot  nations  of  features  revealed  by  the  study  of  vital 
statistics.     Price,   $1.26. 

YALE  READINGS  IN  INSURANCE. — By  Zartman  and  Price.  Second  edition,  in  two  volumes; 
Volume  1,  covering  Personal  Insurance,  and  Volume  2,  covering  Property  Insurance.  These  volumes 
together  constitute  a  text-book  on  insurance  which  can  be  comprehended  by  every  insurance  man, 
no  matter  what  position  he  may  occupy.     Price  of  each  volume,  $2.50. 

UP-TO-DATE    LIFE    INSURANCE    LEAFLETS. 

ADVICE  OF  GREAT  VALUE  TO  THE  AMERICAN  PEOPLE.-^Portraits  of  President  Wilson,  and 
ex-Presidents  Cleveland,  Roosevelt  and  Taft,  with  their  sentiments  endorsing  life  insurance.  Ap- 
preciated by  recipients.  Prices,  per  copy,  10  cents;  100  copies,  $8.00;  600  copies,  $12.00;  1000  coptei, 
$20.00;  6000  copies,  $80.00;  10,000  copies,  $150.00. 

ARE  YOU  A  WOMAN?  IF  SO,  WHAT  DO  YOU  DO  WITH  YOUR  MONEY?— A  twelve-page  leaflet, 
designed  to  show  the  advantages  of  life  insurance  as  an  investment.  Prices,  per  copy,  10  cents; 
100  copies,  $8.00:  600  copies,  $12.00;  1000  copies,  $20.00. 

BUSINESS  WOMEN;  HOW  DO  THEY  INVEST  THEIR  SAVINGS?— An  eight-page  leaflet,  illustrat- 
ing that  a  life  insurance  policy  is  one  of  the  best  forms  of  investing  money.  JPrioes,  per  copy,  10 
cents;  50  copies,  $1.50;  100  copies,  $2.60;  600  copies,  $10.00;  1000  copies,  $15.00. 

CAN  PREMIUM  RATES  SAFELY  BE  REDUCED?— By  a  prominent  company  official.  The  determina- 
tion is  in  the  negative.  Prices,  per  copy,  10  cents;  100  copies,  $8.00;  500  copies,  $12.00;  1000 
copies,  $20.00. 

CAUTION  TO  POLICYHOLDERS.— An  attractive  leaflet  designed  as  a  warning  to  policyholders  to 
hold  on  to  their  insurance.  The  argument  is  strong  and  lucid  as  to  the  reasons  for  keeping  policies 
in  force,  and  will  prove  a  valuable  aid  in  holding  business  once  written.  Prices:  Per  copy,  10 
cents;  100  copies,  $8;  500  copies,  $12;  LOOO  copies,  $20. 

CLEVELAND'S  LAST  MESSAGE:  LIFE  INSURANCE  AND  ITS  RELATIONSHIP  TO  OUR 
People. — Written  especially  for  Tub  Spectator  by  the  late  Grover  Cleveland,  ex-President  of  the 
United  States.  Mr.  Qeveland  says  that  American  life  insurance  "stands  before  the  country  in  a 
stronger  position  to-day  than  ever  before,"  and  that  to  avail  of  the  protection  of  life  insurance  "is 
but  to  discharge  a  duty  imperatively  by  intelligent  foresight  and  wise  precaution."  Prices,/  per 
copy,  10  cents;  100  copies,  $4.00;  600  copies,  $16.00;  1000  copies,  $26.00. 

COMMON-SENSE  VIEW  OF  LIFE  INSURANCE,  A.— The  writer  discusses  the  merits  of  life  insur- 
ance for  purposes  of  temporary  and  continuous  protection,  and  also  as  an  investment,  illustrating 
his  arguments  by  actual  results  achieved.  Prices,  per  copy,  10  cents;  100  copies,  $8.00;  600  copies, 
$12.00:  1000  copies,  $20.00. 

CRIME  OF  NOT  INSURING,  THE.— By  the  late  Rev.  T.  De  Witt  Talma^  This  is  one  of  the  best 
and  most  convincing  life  insurance  canvassing  leaflets  ever  published.  Prices,  per  copy,  10  cents;  100 
copies,  $2. 60;  1000  copies.  $16.00. 

FORCE  OF  A  GOOD  EXAMPLE,  THE.— This  leaflet  is  devoted  to  an  analysis  of  the  reasons  why 
several  thousand  persons  each  carry  life  insurance  for  more  than  $50,000.  Prices,  per  copy,  10 
cents;  50  copies,  $2.00;  100  copies,  $8.00;  500  copies,  $12.00;  1000  copies,  $20.00. 

FRATERNAL  FREEZE-OUT  GAME,  THE.— This  leaflet  forms  a  most  convincing  argument  in  favor  of 
regular  life  insurance,  and  shows  the  danger  of  trusting  to  the  assessment  plans  of  the  fraternal 
ornnizations.     Prices,  per  copy,  10  cents;  100  copies,  $2.00;  500  copies,  $7.00;  1000  copies,  $10.00. 

GRANT,  McCLELLAN  AND  H^COCK. — Striking  examples  of  the  necessity  for  life  insurance  pro- 
tection. Prices,  per  copy.  10  cents;  100  copies,  $8.00;  500  copies,  $12.00;  1000  copies,  $20.00;  5000 
copies,  $80.00:  10,000  copies,  $150.00. 

HELLO,  YOUNG  MAN! — A  leaflet  especially  addressed  to  joung  married  men;  very  effective  as  a 
canvassing  document  Prices,  per  copy,  6  cents;  100  copies,  $2.00;  500  copies,  $7.00;  1000  copies, 
$10.00. 

INSURABLE  INTEREST. — A  pamphlet  of  much  value  to  managers  and  agents  of  life  insurance  com- 
panies, by  G.  A.  Deitch,  attorney  and  counselor-aMaw.  Prices,  per  copy,  20  cents;  26  copies,  $4.00; 
60  copies,  $6.00;  100  copies,  $10.00;  500  copies.  $40.00;  1000  eopaea,  $65.00. 

INSURANCE  BUSINESS  AS  A  PROFESSION.— This  little  brochure  should  be  enclosed  in  the 
envelopes  of  all  letters  addressed  by  agents  to  prospects.  Prices,  per  copy,  0  cents;  100  copies, 
$1.50:  1000  copies.  ^6.00. 

"IT  HELPS  YOU  ALONG.'* — ^A  stirring  appeal  to  the  uninsured  and  the  underinsuredj  based  on  the 
experiMice  of  men,  foremost  in  business  life.  Prices,  per  copy,  10  cents;  100  copies,  $2.60;  600 
copies  $10.00;  1000  copies,  $16.00. 

LIABILITY  OF  MEMBERS  IN  ASSESSMENT  INSURANCE  ASSOCIATIONS.— A  leaflet  prepared 
from  a  legal  standpoint  explaining  the  law  of  liability  of  members  of  benefit  or  assessment  insurance 
associations.  Prices,  per  copy,  10  cents;  60  copies,  $2.00;  100  copies,  $8.00;  600  copies,  $12.00; 
1000  copies,  $20.00. 

LIFE  INSURANCE  AND  ITS  BENEFITS.— Written  especially  for  The  Spectator  by  Hon.  Wm. 
H.  Taft,  ex-president  of  the  United  States.  A  very  convincing  document.  Prices:  Per  copy,  10 
cents;  100  copies,  $4.00;  500  copies,  $15.00;  1000  copies,  $25.00;  5000  copies,  $100.00;  11,000  copies, 
$200.00. 

LIFE  INSURANCE  FOR  MEN  OF  WEALTH.— Some  reasons  why  they  need  life  insurance  more  than 
the  average  man  does — rich  men  liable  to  lose  their  fortunes  and  leave  their  families  impoverished. 
Prices,  per  copy,  10  cents;  100  copies,  $8.00;  600  copies,  $12.00;  1000  copies,  $20.00. 

LIFE  INSURANCE  TAXATION.— A  leaflet  explaining  to  legislators,  policyholders  and  the  public  at 
large  that  when  a  life  company  is  taxed  the  tax  must  necessarily  come  out  of  the  pockets  of  the 
policyholders.    Prices,  per  copy,  6  cents;  100  copies,  $2.00;  600  copies,  $7.00;  1000  copies,  $10.00. 

PRETTY  GOOD  PROPERTY  TO  OWN.— In  this  fcaflet  is  shown  that  the  value  of  life  insurance  poUdei 
does  not  deteriorate  in  ^ears  of  financial  depression,  as  do  real  estate,  stocks,  etc.,  and  life  insurance, 
with  its  loan  features,  is  now  recognized  aa  the  best  investment  for  hard  times.  Price*,  per  copy,  10 
cents:  50  copies,  $1.60;  100  copies,  $2.50;  600  copies,  $10.00;  1000  copies,  $16.00. 

ONE  farmer's  EXPERIENCE  WITH  LIFE  INSURANCE.— An  adnirable  aid  to  agents  working 
in  the  farming  districts.  It  is  practical,  and  dealing  as  it  does  with  real  happenings,  makes  a  strong 
appeal  tp  farmers  and  their  families.  Prices,  per  copy,  10  cents;  100  copies,  $8.00;  600  copie*, 
$12.00: '1000  copies,  $20.00;  6000  copies,  $80.00:  10.000  copte%  $160.00. 

ONE  YOUNG  MAN'S  EXPERIENCE  WITH  UFE  INSURANCE.— A  leaflet  admirably  adapted  to  con- 
vincing young  men  of  the  desirability  of  life  insurance  as  a  safeguard  while  establishing  their  posi- 
tion in  life.     Prices,  per  copy,  10  cents;  100  copies,  $3.00;  500  copies,  $12.00;  1,000  copies.  $20.00. 

PETER'S  WIFE. — ^A  human  interest  story,  describing  the  recovery  of  hotlth  by  means  of  a  life  insnr- 
ance  policy.  Prices,  per  copy,  10  centt;  100  copies,  $8.00;  600  copies,  $18.00;  1000  copies,  $20.00; 
6000  copies,  $80.00;  10,000  copies,  $150.00. 

REBATING. — ^A  leaflet  designed  to  show  that  rebating  is  poor  policy,  not  only  for  the  agent,  but 
the  insured  .  Prices,  per  copy,  10  cents;  60  copies,  $1.60;  100  copies,  $2.60;  600  copies,  $10.00; 
1000  copies,  $16.00. 
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SAFEGUARDING  THE  HOME.— A  new  leaEct  calculated  to  awaken  the  interest  of  prospects  in  the  ben- 
efits of  the  monthly  income  form  of  insurance  and  forming  a  fitting  introduction  to  uie  booklet  "The 
Monthly  Income  Policy."  Prices,  per  copy,  6  cents;  50  copies,  $1.26;  100  copies,  $2.00;  600  copies, 
$7.00;  1000  copies,  $10.00;  6000  copies,  $46.00 ;  10,000  copies,  $80.00. 

SOME  PRACTICAL  CONSIDERATIONS.— An  instructive  leaflet  Consisting  of  a  number  of  pithy 
paragraphs  driving  home  the  advantages  of  life  insurance,  and  combating  the  usual  arguments  sub- 
mittal by  the  man  who  claims  that  he  is  not  yet  ready  to  take  insurance.  Prices,  per  copy,  6  cents; 
50  copies,  $1.25:  100  copies,  $2,000;  500  copies,  $7.00;  1000  copies,  $10.00. 

SOUND  LIFE  INSURANCE  AS  PROPERTY.— -It  shows  in  comprehensive  language  the  value  of  Ufe 
insurance  as  protection,  and  also  demonstrates  that  as  an  investment  a  policy  is  absolutely  safe. 
Prices,  per  copy,  10  cenu;  60  copies,  $1.50;  100  copies,  $2.60;  500  copies,  $10.00;  1000  oofnes,  $16.00. 

TOO  BUSY. — This  leaflet  is  an  answer  to  the  excuse,  so  frequently  put  forward  by  business  men;  that 
they  are  "too  busy"  to  consider  the  subject  of  lite  insurance.  Prices,  per  copy,  6  cents;  60  copies, 
S1.25;  100  copies,  $2.00;  600  copies,  $7.00;  1,000  copies,  110.00. 

TRYING  TIMES. — A  four-page  leaflet  giving  some  practical  suggestioiu  for  men  who  are  wondering 
what's  the  matter  with  the  fraternal  assessment  insurance.  Prices,  per  copy,  6  cents;  100  copies, 
$2.00:  600  copies,  $7.00;  1000  copies,  $10.00. 

TWIST^^  TH£. — A  leaflet  agauast  twisting  life  insurance  policies.  Prices,  per  copy,  0  cents;  100 
copies,  $2.00;  600  copies,  $7.00;  1000  copies,  $10.00. 

THE  UNEXPECTED  ALWAYS  HAPPENS.— This  leaflet  points  a  moral  as  to  the  uncertainty  of  Ufe, 
instancing  many  varieties  of  accident  and  sudden  death.  Prices,  per  copy,  10  cents;  100  copies, 
$8.00;  600  copies,  $12.00;  1,000  copies,  $20.00. 

UP  AGAINST  IT.— A  life  insurance  moral  in  the  form  of  a  tdegram,  indicating  the  uncertainty  of 
life,  and  numerous  instances  of  unpreparedness  for  death.  Prices,  per  copy,  6  cents;  100  copies, 
$2.00;  500  copies,  $7.00;  1000  copies.  $10.00. 

VALUE  OF  PARTNERSHIP  INSURANCE  DEMONSTRATED.— An  effective  canvassing  lesfkt. 
Prices,  per  copy,  6  cents;  100  copies.  $1.60;  600  copies,  $3.60;  1000  copies,  $6.00. 

"WHAT  HOLDS  YOU?" — Sets  forth  the  claims  of  life  insurance  as  a  career  for  young  men,  and  shows 
the  advantages  of  agency  work.  Prices,  per  copy,  10  cents;  100  copies,  $2.60;  600  copies,  $10.00; 
1000  copies,  $15.00. 

WHAT  IS  THE  BEST  POLICY  TO  PURSUE?— By  Chas.  J.  Burkart,  Actuary.  A  brochure  of  thirty- 
two  pages.  An  educator  intended  to  convince  the  reader  of  the  necessity  of  purchasing  life  insur- 
ance. Prices,  per  copy,  25  cents;  12  copies,  $2.00;  50  copies,  $6.00;  100  copies,  $10.00;  500  copies, 
$40.00;  1000  copies,  $60.00. 

WHAT  OF  THE  FARMER  AS  A  PROSPECT?— A  leaflet  showing  to  the  Ufe  insurance  agent  the 
desirability  of  soliciting  farmers  for  fire  insurance,  this  class  having  largely  increased  their  resources 
during  recent  years.    Prices,  per  copy,  10  cents;  100  copies,  $2.00;  600  copies,  $7.00;  1000  copies. 


$10.00. 
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WHY  LIVES  SHOULD  BE  INSURED.— B^  the  late  Horace  Greeley.  Prkes,  per  copy,  10  cents;  100 
copies,  $1.60;  500  copies,  $7.00;  1000  copies,  $10.00. 

WORD  TO  "PROSPECTS,"  A.— A  strong  argument  against  putting  off  the  insurance  solicitor.  Prkes, 
per  copy,  6  cents;  50  copies,  $1.26;  100  copies,  $1.60;  600  copies,  $8.60;  1000  copies,  $6.00. 

SENl)  FOR  CIRCULAR  REGARDING  VALUABLE  ANNUAL  STATISTICAL  LEAFLETS.— The 
Rate  of  Interest  Earned;  the  Expense  Rate;  the  Combined  Death  and  Expense  Rate;  the  DesiA 
Rate;  Actual  vs.  Expected  Mortahty;  Thirty  Years  of  Life  Insurance j  Terminations  by  Surrender 
and  Lapse;  Lapses.  Death  Losses  and  Membership  in  Assessment  Societies;  Dilemma  of  Fraternal 
Orders;  Ten  Years  Growth  and  Waste;  Gain  and  Loss  Exhibit 

The  complete  Catalogue  of  The  Spectator  Company  presents  a  full  line  of  leaflets  useful  in  solidtiag 
Life  Insurance.     Sample  copies  of  leaflets  10  cents  each. 

CASUALTY,  UABIUTY,  WORKMEN'S  COMPENSATION  INSURANCE,  ETC. 

ACCIDENT   AND   HEALTH   EXPERIENCE.- By   Francis   R.   Parks.     This   U  a   valuable  work  for 

managers   and   agents  of  personal  accident  and  health   insurance  companies,  and  all  interested  in 

this  important  branch  of  the  insurance  business.     Price,  $1.00. 
ACCIDENT   INSURANCE  MANUAL.— Containing  policies  and  rates,  also  classificatioo   of   risks  in 

personal  acddent  and  health  insurance.    Price,  flexible  leather  cover,  $2.00. 
ADJUSTERS'   MANUAL   FOR  THE   SETTLEMENT   OF  ACCIDENT  AND   HEALTH    CLAIMS. 

The. — By    C.    H.    Harbaugh,   M.D.      Second  edition,   revised,   enlarged,   improved   and    illustrated; 

valuable  to  all  claim  adjusters  and  indispensable  in  any  office  settling  accident  and  health  daxms. 

In  flexible  leather.     Price,  $2.60. 
BENEFITS  UNDER  ACCIDENT  POLICIES.— Prices,  manila,   26   cents;   in  flexible  leatber  poefait 

book,  60  cents. 
BRADBURY'S  WORKMEN'S  COMPENSATION  AND  STATE  INSURANCE  LAW.— By  Hwir  B. 

Bradbury.      Second  edition,  in  two  volumes.     An   analysis  and  explanation  of  the  statutes   or  all 

States   which    have   passed   compensation   laws,  with  the  texts   of  the   various  statutes;    also   the 

Canadian,   British   and  German  Compensation   Statutes,  to  January,   1014,   together  with  decisions 

in    full    on   constitutional   questions   involved.      Price,    $13.00. 
CAUSES  OF  DISABILITY,  as  applied  under  accident  and  health  insurance  policies. — ^By  C  H.  Hsf^ 

baugh,  M.D.     A  book  on  diagnosis  and  prognosis^  treating  of  accidents,  illnesses  and  poisons  wUdi 

result  in  disability.    It  gives  also  instructions  and  information  for  doctors  in  connection  with  sccldeut 

and  health  insurance.     700  pages  profusely  illustrated.     Price,  $6.00. 
CLAIMS  ARISING  FROM  RESULTS  OF  PERSONAL  INJURIES.— By  W.  E,  Magruder,  M.D.     A 

treatise  showing  how  personal  injuries  may  affect  various  diseases,  and  how  certain  diseases 

add  to  claims  for  accidents  by  protracting  recovery.    Price,  $2.60. 
CLASSIFICATION  OF  OCCUPATIONS  FOR  ACCIDENT  AND  HEALTH  INSURANCE. 

and  corrected  to  February  1,  1916.     Price,  bound  in  cloth,  $1.00. 
CLAIMS— FIXING  THEIR  VALUES.— By  Geo.  F.  Deiser  and  Frederick  W.  Johnson.    A  wofk 

ing  the  subject  of  claim  adjustments,  from  the  legal  and  practical  point  of  view.    Price.  SS.00. 
COMMUTATION  COLUMNS  FOR  t6tAL  AND  PERM^ENT  DISABILITY  BlilEFITS:  Total 

Disability  Benefits  in  Health  Insurance;   and  the  pamphlet.  The  Formation  of  the  CooiiBUtatioa 

Columns. — By  the  late  Lucius  McAdam.     Three  actuarial  pami^lets  bound  in  cloth  in  one  volniBe. 

Price,  $6.00. 
DIGEST   OF   WORKMEN'S    COMPENSATION   AND   INSURANCE  LAWS    IN    THE    UNITED 

States.     Second  edition.    A  complete,  convenient  and  concise  compendium   of  existing   woikmen's 

compensation  acts  in  the  United  States.     Prices,  paper,  $2.00:  flexible  leather,  $8.00. 
HANDY   CHART   OF    CASUALTY   AND    OTHER  MISC.    INS.    COMPANIES   IN   AMERICA.— 

Prices,  manila,  26  cents;  in  flexible  leather  pocket  book,  60  cents. 
HEALTH  AND  LIFE  INSURANCE  TABLES.— Based  on  the  sickness  and  mortality  experience  of  the 

I.  O.  O.  F.  Manchester  Unity.    By  the  htte  Chas.  J.  Harvey,  F.I.A.    Price,  $6.00. 
INDUSTRIAL  CLAIM  ADJUSTER,  THE.— By  C.  H.  Harbaugh.  M.D.    (In  press.) 
'INSURANCE  PRINCIPLES. — A  work  designed  to  furnish  an  outline  of  the  elementary  principles  on 

which  the  business  of  insurance  (other  than  life  and  marine)  is  practiced.     Price,  $1.60. 
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LAW  OF  LIABILITY.— A  di^st  of  the  laws  of  negligence,  with  the  leading  decision  of  the  highest 

Federal  and  State  Courts  directly  affecting  liability  insurance.    Price,  $6.00. 
LIABIUTY  AND  COMPENSATION  LECTURES.--A  number  of  interesting  lectures  on  several  phases 

of  liability  and  compensation  insurance  delivered  at  sessions  of  the  Insurance  Institute  of  Hartford, 

1913.     Price,  60   cents. 
LIABILITY  INVESTIGATORS  HAND-BOOK.— By  H.   W.  Dilg.     A  manual  for  investigators  and 

adjusters  of  claims  under  liability  oolicies.  *  Price,  in  flexible  leather,  $1.60. 
MALINGERING  AND  FEIGNED  SICKNESS.— By  Sir  John  Collie.  M.  D.     A  valuable  and  instructive 
work  for  liability,  accident  and  health  insurance  adjusters  and  physicians  in  the  investigation  of 

suspicious  claims.     Price,  delivered,  $8.20. 
MANUAL  OF  FIDELITY  INSURANCE  AND  CORPORATE  SURETYSHIP.— Br  H.  G.  Petmiman. 

A  new  work  descriptive  of  the  practical  uses  to  which  Surety  and  Fidelity  Bonos  are  applied,  with 

sample  forms  and  applications,  also  Hints  to  Agents.     Prices,  per  copy,  cloth,  $2.00:  leatner,  $S.60. 
Net  INSURANCE  PREMIUM  CALCULATOR.— By  Milton  Stem.     This  new  work  comprises  Ubles 

for   the    rapid   calculation    of   net   amounts   of    insurance    premiums    after    deducting   commissions. 

Price,  $1.00. 
POCKET*  REGISTER  OF  ACCIDENT  INSURANCE.— Prices,   manila,  26  cents;  in  flexible  leadiar 

pocket  book,  60  cents. 
PRACTICE  OF  INSURANCE  AGAINST  ACCIDENTS  AND  EMPLOYERS*  UABILITY.— By  Alfred 

Foot,  F.R.S.S.    A  valuable  and  comprehensive  instruction  book.    Price,  $2.60. 
PRINCIPLES   OF   SURETY   UNDERWRITING.— By   Luther   E.   Mackall.    An   instructive   work  for 

surety  managers  and  underwriters.     Price,  $2.60. 
SELECTION  OF  RISKS  BY  THE  CASUALTY  SOLICITOR.— By  C.  H.  Harbaugh,  M.  D.     Second 

edition.     Pertinent  instructions  for  accident  and  health  insurance  agents.     Price,  26  cents. 
SOCIAL  INSURANCE.— By  I.  M.  Rubinow.    With  special  reference  to  American  conditions.    It  is  the 

most  exhaustive  and  complete  work  on  social  insurance  which  has  yet  been  published  in  English. 

Industrial  Accidents,  Employers'  Liability,  Compensation  Laws,  Sickness,  Old  Age  and  Unemploy* 

ment  Insurance  are  among  the  topics  discussed.     Price,  delivered,   $8.20. 
SOCIAL  INSURANCE. — By  Henry  Rogers  Seafl^r.     An  exposition  of  the  present  growth  and  future 

development  of  insurance  against  accident,  lU-health,   old  age,   death  aind  tmemployxnent     Prioe^ 

delivered,  $1.10. 
STANDARD  ACCIDENT  TABLE,  A.— Distribution  of  100,000  accidents.     By  I.  M.  Rubinow.  Ph.D. 

A  work  of  value  to  every  person  engaged  in  connection  with  all  forms  of  personal  accident  insurance. 

Price,  cloth  bound,  $1.50. 
SURETY,   PLATE   GLASS  AND   MISCELLANEOUS   INSURANCE.— A   manual   containing  poUcy 

forms  and  explaining  the  purposes  and  practical  methods  pertaining  to  surety,  fidelity,  plate  glass, 

burglary,   credit,    physicians',    drug^sts*.    and   dentists'   liability,   general  water   damage,    sprinkler 

damage,   title  guarantee,  fiy- wheel,  strike  insurance,   etc.     Prices,  per  copy,  cloth.  $1.00;  flexible 

leather.  $1.60. 
"THIS  MAY  HAPPEN  TO  YOU."— A  handsome  little  brochure  of  thirty-two  pages,  illtutntfsc  in 

verse  and  by  a  series  of  specially  drawn  pictures  a  few  of  the  many  accidents  thkt  are  liable  to 

happen  to  any  person,  espectally  to  business  men  in  the  pursuit  of  their  daily  tvoratkafas.    PriM^ 

26  cents. 
TIFFT'S  INSURANCE  AND  BANK  CALCULATOR.— A  device  to  facilitate  tiie  quick,  accurate  and 

easy  computation  of  unearned  premiums,  particularly  in  fire  and  casualty  insurance.     Is  used  and 

recommended  by  hundreds  of  insurance  men.     Price,  $2.00. 
UNDERWRITING  AND  INVESTMENT  PROFITS  AND  LOSSES  OF  CASUALTY  AND  MISCEL- 

laneous  Insurance   Companies'— Annual. — Also   leaflet  covering  ten  years.     These  two  leaflets  are 

valuable  exhibits  and  will  be  found  instructive  for  the  i>urpose  of  comparison,  by  all  engaged  in  the 

casualty  and  miscellaneous  branches  of  insurance.     Prices,  per  copy,  10  cents;  100  copies,  $2.60; 

600  copies,  $10.00 ;  1000  copies.  $16.00. 
WORKINGMEN'S  INSURANCE  IN  EUROPE.— By  Lee  K.   Frankel  and  Miles  M.  Dawson.     Tht 

book  deals  historically  with  the  introduction  of  workingmen's  instumoe  and  compensation  into  tfae 

various  countries  of  Europe.    Price,  delivered,  $2.70. 
WORKMEN'S    COMPENSATION    INSURANCE.— On   this   topic   the   following   publications  can   be 

recommended:     Workingmen's   Insurance   in   Europe,    price    $2.70;    Workmen's   Compensation   and 

State  Insurance  Law,  by  Bradbury,  price  $18.00;  Digest  of  Workmen's  Compensation  and  Insurance 

Laws  in  the  United  States,  price,  per  copy,  paper,  $2.00;  leather,  $8.00;  Workmen's  Compensation 

Xjlw  of  the  State  of  New  York,  price  26  cents*  Liability  and  Compensation  Lectures,  price  60*cents; 

Industrial  Insurance  in  the  United  States,  price  per  copy.  $2.20.     See  articles  in  Thb  Spbctatok. 

eleven  issues  (1912-18)   entitled  "Employer's  Liability  and  Workmen's  Compensation,  on  European 

Practice  and  American  Proposals";  The  Practical  Results  of  Workingmen's  insurance  in  Germany, 

by  Dr.  Friedensburg.  price  per  copy  60  cents. 

MANUALS  OF  LIABIUTY,  WORKMEN'S  COMPENSATION  AND  AUTOMOBILE  INSURANCE 

MANUAL  OF  COMPENSATION  AND  LIABILITY  INSURANCE— RULES  AND  RATES— 
the  Basis  ManuaL — Hitherto,  in  preparing  manuals  of  rates  for  workmen's  compensation  and 
liability  insurance,  the  compilers  have  confined  their  labors  to  individual  States.  Now  that  nearly 
half  of  the  States  of  the  Union  have  enacted  compensation  laws  it  has  been  found  feasible  to 
compile  a  Basis  Manual  applicable  to  all  States.  The  rates  given  therein  are  the  basis  rates  for 
all  classifications,  while  Differential  Slips  containing  the  multiplier  to  be  used  in  arriving  at  the 
manual  rate  for  particular  States  will   oe  supplied  as  desired. 

AUTOMOBILE  MANUAL.— Companies  and  Agents  can  also  be  siipplied  with  the  Manual  dealing  with 


These  Manuals  are  ofiicial  and  can  be  supplied  in  quantities  to  suit.     Write  for  prices  and  further 
particulars. 

ALSO    NUMEROUS    OTHER    VALUABLE    INSURANCE    WORKS, 


Sole  Affents  for  all  works  handled  by  CHAS.  &  EDWIN  LAYTON,  of  London. 

A  Catalogue  of  Insurance  Publications,  with  dMcriptive  circulars  of  the  above  works,  will  be  forwarded 
•n  receipt  of  10  cents  in  stamps.    Address 
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HANOVER 

Fire  Insurance  Co. 

No.  34  PINE  ST.,  NEW  YORK 


STATEMENT  JANUARY  1,  1915 

Cash  Capital  -      $1,000,000.00 

2,544,976.00 

Reserve  for  Outstanding  Losks  271,426.00 

Reserve  for  all  other  Liabilities    62,357.00 

Net  Surplus      -        -        -      706,316.00 

Total  AsseU,      -  $4,585,075.00 


Reserve  for  Re-insurance 

(Unearned  Premiams) 


R.  EMORY  WARPIELD,  Pretid«iit 

JOSEPH  McCORD,  Vic«.PrM.  and  S«c'y 

WM.  MORRISON,  Au't  Sec'y 

THE 

GRANITE  STATE 

FIRE  INSURANCE 
•      COMPANY 

PORTSMOUTH,  N.  H. 


STATBMENT 
Cash  Capital         -        -        •       $200,000.00 
Total  Assets  -        -       -      1,202,753.60 

Net  Surplus  -       -       -         312,079.45 

Surplus  as  regards  Policyholders    512,079.45 


Calvin  Page,  President 

TosBPH  O.  HoBBS,  Vice-President 
ALFRED  F.  Howard,  Secretary 

John  W.  Emery,  Ass't  Sec*y 


Uberal  Policies  WIU 
GdBiKinessForYon 

and 

PROMPT  AND  LIBERAL 

CLAIM    SERVICE 

WILL  RENEW  IT. 


We  will  gladly  teU  you  about  our  pol- 
icies—^any  policyholder  of  the  Com- 
pany will  tell  you  of  otu:  claim  service. 

Assure  satisfaction  to  yourself  and 
your  patrons  by  placing  your  accident 
insurance  business  with 


The  STANDARD 
Accident  Insurance  Co. 

of  Detroit^  Mich. 

ORGANIZED  1851 

Pittsburgh  Fire  Insurance  Co. 

PITTSBURGH,  PENNA. 

Capital        ....  $200,000.00 

AsMt  January  1,  1915  -  514,751.60 

Nat  Surplus  108,838.10 

Surplus  to  Policyholders  308,833.10 

LleaiiMd  to  ito  butlnen  in  PMHisylvuia,  IHinoit,  MieMgnii, 
OhiOb  WIteonaiiv  New  York,  Now  Jorooy,  MaMadHioolts  and 
Colorado. 

Good  Agents  Wanted  in  Protected  Towns. 

R.  J.  WILSON.  Presldont 

D.  C.  SHAW.  Vice-President 

W.  J.  R.  HAGILL.  Atet.  See'y 

WH.  S.  lOHNSTON.  Sept  of  Aeency 


A  Thonsaid  and  One  flints 

TO  AQENTS  OF 

INDUSTRIAL  LIFE  INSURANCE  COMPANIES 

By  W.  Meador   Jr. 

This  ia  a  vork  based  on  actaal  ezperience  of  the  author 
as  a  solicitor  and  manager  and  will  be  found  a  valuable 
instructor  in  every  industrial  office. 

Price  per  copy,  cloth   bound,  50  cents 

Special  prices  quoted  on  large  quantities 

THE  SPECTATOR  COMPANY 

CHICAGO  OFFICE:  135  WiDiam  Street 

Insurance  Exchange  NEW  YORK 
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TheLiI  v^er  pool 

and  L^ondlon 


and 

IiuBurano*    Company*  Ltd. 

67tli  A^nnual  Statement 

Total  AtMto  (v«itt«  M  of  SI  DMMBiMr,  U13)  •  •  •  •  $14»783,618.69 
UnMumed  PremiiuiM  and  all  other  Liabilities  •  9,961,463,20 
Sarphia  United  States  Branch  .        $4,822,155.49 

8izty-MT«n  Y«im  in  ths  United  SutM.    TinMTri#d.   ConflaffrAtion  TMted. 


Directors  in  New  York : 

WALTER  C.  HUBBARD Chair  man 

JOHN  A.  STEWART  EDMUND  D.  RANDOLPH 

THATCHER  M.  BROWN 

HENRY  W.  EATON,  Mana^^r  GEORGE  W.  HOYT,  Daputy  Managw 

J.  B.  KREMER,  AMiatent  Daputy  Managar 

T.  A.  WEED,  Agancy  Suparintendant 


A  SYSTEM  AND  ACCOUNTING   FOR 
A    LIFE    INSURANCE    COMPANY 

PAdlitatea  Accurate  and  Conetant  Knowledge 
V   of  Every  PhaM  of  the  Life  Bueineee 

This  new  book  is  written  and  compiled  by  J.  CHARLBS  SBITZ,  A.  B.,  P.  A.  L  A., 
who  is  well  known  as  an  able  and  practical  man  m  connection  with  the  mathematics  and 
acconnting  of  life  insurance.  It  gives  a  mass  of  details,  in  concise  form  by  means  of  ruled 
forms,  descriptions  and  explanations,  and  is  a  consulting  expert  alwajrs  at  hand. 

A  PRACTICAL  GUIDE  POR  IHreeton,  Offleers  and  Employeea  of  LIfa 
lns«  Go's.,  State  Ins.  Officials,  PubUe  AceoimtantB,  Unlvenltles  and  Colleges. 

IN  SEVEN  DIVISIONS:  General  Dept.,  Ajgeney  Dept.,  Medleal  Depl.,  Polley 
Dept.,  Aeeonnling  Depl.,  Renewal  Dept.,  Aetnarial  Dept. 

SEND  POR  CIRCULAR 

SAVES  TIME,  MONEY  AND  ANNOYANCE 


This  Taluable  book  tavas  Um  tin%  labor  and  «Mt  of  anployiaa  aapart  talaal ;  is  12 
inches  by  9  inches  in  sice;  is  printed  on  heavy  paper  with  wide  margms,  and  with  numer 
ous  ruled  forms,  and  is  handsomely  bound  in  green  buckram  cloth,  with  red  leather  back 
and  comers,  and  is  flat  opening. 

PRICE,  $25.00  PER  COPY 
THE  SPECTATOR  COMPANY 

CHICAGO  OFFICES  135  WOiJAM  STREET 

NEW  YORK 
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The  European  Accident 
Insurance  Company 

Limited 

Of  London,  England 

RE-INSOHANCE  ONLY 

ndeUty— Surety— Aeddent—  HeaHii 
Bnrglary — Liability — CompensaHon 


FESTER  &  FOLSOM,  Incorporated 

UBiled  States  Manager 
1»  WILUAM  STKEET  NEW  YOKK 
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SVEA 

riKE    AND    LirE 

INSURANCE  CO..  Ltd 

of  Gothenburg,  Sixreden 


UNITED  STATES  BBANCH 
lOO  WiUiam  Street.  New  YorR 

BHIJ.  I.  MOWIT,  tUHni  V.  S.  M*Mi*r 


Prussian  Life  Ins.  Co. 

of  Berlin,  Germany 


BSTABUSHBD  laM. 


United  States  Department,  transacts 

Reinsurance  Business  Only 


Economic  Haas 


Lowest  Rates 


(Jolted  States  Department: 

Hartford,  Conn. 

WM.  C.  SCHBIDB,  Reddent  Mi 


fl  Attorney  for  U.S. 


